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PUBLISHED  FOR  OPPOSITION 
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•v 
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American  Distilling  Company,  The,  Pekln,-  111.  Whiskey. 
Serial  No.  366,792  ;  Sept.  3.     Class  49. 

American  Smeltlni?  and  Refining  Company,  New  York,  N.  Y. 
Copper.     Serial  No.  367.430;  Seut.  3.     Class  14. 

Aktlenbrauerel  Zum  Liiwenbrati  in  MOnchen,  Munich.  Ger- 
many.    Beer.     Serial  No.  364,427  ;  Sept.  3.     Class  48. 

American  Cord  and  Webbing  Co.     (See  Krauts,  Max.) 

Art  Crayon  Company,  Inc.,  The,  Brooklyn,  N.  Y.  Artists 
materials.     Serial  No.  360,304  ;  Sept.  3.     Class  16. 

Artcraft  Ink  Company.  Inc.,  New  Orleans,  I.*.  Printing 
inks.     Serial  No.  366.700;  Sept.  3.     Class  11. 

Atiyeh  Bros..'  New  York.  N.  Y.  Textile  rugs.  Serial  No. 
355,052;   Sept.   3.     Class   42. 

Atlas  Powder  Company.  Wllminpton,  Del.  Synthetic  ma- 
terials.    Serial  No.  362,005  ;  Sept.  3.     Class  16. 

Babcock,  Alfred  R.,  Chicago,  111.  Publication.  Serial  No. 
366,800  ;  Sept.  3.     Class  38. 

Baker  &  Company,  Inc.,  Newark,  N.  J.  Wire  for  dental 
purposes.     Serial  No.  867.651  ;  Sept.  3.     Clars  44. 

BaKnn-Yeast,  Inc.,  New  York.  N.  Y.  Prepared  powdered 
yeast.     Serial  No.  366,928  ;  Sept.  3.     Class  46. 

Haum.  Gabriel.  Co..  Inc.,  New  York,  N.  Y.  Artificial 
feather  flowers.     Serial  No.  3M,615  ;  Sept.  3.     Class  40. 

Benmore  Distilleries  Limited,  Glasgow,  Scotland.  Scotch 
whisky.     Serial  No.  366,.848  ;  Sept.  3.     Class  49. 

Rlake  and  Blacklnton,  O^den,  Utah.  Canned  mixture  of 
tomato  Juice  and  celery  Juice.  Serial  No.  367,064 ; 
Sept.  3.     Class  46. 

Blumenthal,  Sidney,  &  Co.  Inc.,  New  York,  N.  Y.  Pile" 
fabrics.'   Serial  No.  367.116:  Sept.  3.     Class  42. 

Bon  Ton,  Inc.,  Chicago,  111.  Whiskeys,  brandy*,  liqueurs, 
etc.     Serial  No.  367,153  ;   Sept.  3.     Class  49. 

Boutelleau  &  Cie,  Fournier  ft  Cie,  sucoesseurs,  Barbezleux, 
F' ranee.  Brandy  liqueur.  Serial  No.  359,600  :  Sept.  3. 
Class  49. 

Bouieanes,  Steven  C,  doing  business  as  Honev  Blossom 
Candy  Co.,  Tumpa,  Fl*r  Toasted  coooanut  bar  candr. 
Serial  No.  327.242  ;  Sept.  3.     Class  46. 

Brooklyn  Perfex  Corporation,  Brooklyn.  N.  Y.  Brooms. 
Serial  No.  365,982  ;  Sept.  .1.     Class  19. 

Brown  Instrument  Company,  The,  Philadelphia,  Pa. 
Measuring  and  control  Instruments  and  apparatus.  Se- 
rial No.   364,708;  Sept.  3.     Class  26. 

Bruce  Creations,  Inc..  New  York.  N.  Y.  Juvenile  and 
boys'  coats  and  overcoats.  Serial  No.  366,259  ;  Sept.  3. 
Class  .39. 

Buckley  ft  Cohen  Inc.,  New  York,  N.  Y.  Textiles.  Serial 
No.  366,707  ;   Sept.  3.     Class  42. 

California  Container  Corporation,  Emeryville,  Calif.  Cor- 
rugated fibre  board  boxes,  cases,  trays,  etc.  Serial  No. 
866,260 ;  Sept.  3.     Class  2. 

Cammever  Shoe  Shops,  Inc.,  New  York.  N.  Y.  Shoes  and 
slippers.     Serial  No.  363.912  ;  Sept.  3.     Class  .'{9. 

Carglll.  Lafayette  F..  Michigan  City,  Ind.  Printed  adver- 
tising matter.     Serial  No.  967,652  ;    Sept.  3.     Class  38. 

Cavendish  Trading  Corporation,  New  York,  N.  Y.     Cotton 

§ieoe    good.s,     sheets,     and     pillowcases.       Serial    Nos. 
06.454-5;   Sept.  3.     Class  42. 

Cederlunds,  J..  Suner,  Stockholm,  Sweden.  Brandy.  Se- 
rial  No.  .361,547;    Sept.    3.      Class  49. 

Celanese  Corporation  of  America,  New  York,  N.  Y.  Piece 
goods.      Serial   Nos.   3fi6.029-.3O  ;   Sept.  3.     Class  42. 

Century  Distilling  Company,  Chicago,  III.  Whiskey.  Se- 
rial >fo.   365,988  ;   Sept.   .3.     Class  49. 

Chevette,  Inc..  New  York,  N.  Y.  Girdles,  foundation  gar- 
ments, and  brassieres.  Serial  No.  366,932 ;  Sept.  3. 
Class  39. 

Club  Razor  and  Blade  Mfg.  Corp.,  Newark,  N.  J.  Razor 
blades.     Serial  No.   .'?66,053  ;    Sept.  3.     Class  23. 

Clyffside  Brewing  Company,  The,  Cincinnati,  Ohio.  Beer. 
Serial  No.  356,397  ;  Sept.  3.     Class  48. 

Colt-Cromwell  Co.,  Inc.,  New  York.  N.  Y.  Leather  riding 
boots  and  riding  shoes.  Serial  No.  364,9^8  ;  Sept.  3. 
Class  39. 

Columbus  Circle  Liquor  Store,  Inc.,  New  York,  N.  Y. 
WhlFkev,  gin,  and  brandy.  Serial  No.  367,711  ;  Sept.  3. 
Class  49. 

Commercial  Candy  Mfg.  Co..  Chicago,  111.  Candy.  Serial 
No.  306.982:  Sept.  3.     Class  46. 

Cook,  Lucius  P.,  doing  business  as  L.  P.  Cook,  Memphis, 
Tenn.  Field  seeds.  Serial  No.  365,725 ;  Sept.  3. 
Class  1. 

Continental  Mills,  Inc.,  Philadelphia,  Pa.  Cotton-back 
knitted  fabric  with  wool  and  rayon  face.  Serial  No. 
366,902  :  Sept.    3.      Class  42. 

Dairy  Stores  Company,  Pittsburgh.  Pa.  Paper  containers. 
Serial  No.  36G..158  ;  Sept.  3.     Class  2. 

Davis  Bros.  Fisheries.  Inc..  Gloucester,  Mass.  Fish.  Se- 
rial No.  865,996  :  Sept.  3.     Class  46. 

Delcraft  Shops.  (See  Western  Merchandising  Corpora- 
tion.) 

Derris,  Inc.,  New  York,  N.  Y.  Liquid  floor  wax.  Serial 
No.  360,764;  Sept.  3.     Class  16. 


Dewar,  .John,  &  Sons  Limited,  Perth.  Scotland,  and  Lon- 
don, England.  Whiskey.  Serial  No.  360,844;  Sept.  3. 
Class  49. 

Distillers  Company,  Limited,  The,  Linden,  N.  J.,  and  New 
York,  N.  Y.  Gin,  alcoholic  bitters,  whisky,  etc.  Se- 
rial No.  365.657  ;  Sept.  3.     Class  49. 

Dixon-Frledman,  Inc.,  reoria.  111.  Whiskey.  Serial  No. 
357,241  ;  Sept.  3.     Class  49. 

Eagle-Picher  I^ead  Companv,  The,  Cincinnati,  Ohio.  White 
had.     Serial  No.  3()7.691) :  Sept.  3.     Class  16. 

Eisenlohr,  Webster,  Inc..  New  York.  N.  Y.  Cigars.  Se- 
rial  Nos.  367,420-1  ;   Sept.  3.      Class   17.  \ 

El«in  Softener  Corporation.  Elgin,  111.  Flow  meters,  flow 
Indlcatinz.  totalizing,  and  recording  mechanism.  Serial 
No.  364,056  ;  Sept.  .H.      Class  26. 

Elmlra  Tobacco  Company,  Incorporated.  Elmlra.  N.  Y. 
Gin.     Serial  No.  .367.119;  Sept.  3.     Class  49. 

Ermstat  Company,  Philadelphia,  Pa.  Thermostats  prima- 
rily for  electric  motors.  Serial  No.  367,121 ;  Sept.  3. 
Class  26. 

Farren.  James  A.,  Lawrence,  Kans.  Coupons.  Serial  No. 
367,603;   Sept.   3.      Class   38. 

Ferguson.  James,  ft  Sons  (Glasgow)  Limited,  Glasgow, 
Sjtotlarrfl.  Scotch  whisky.  Serial  No.  363,318  ;  Sept.  3. 
Class  49. 

Ford  Manufacturing  Co.,  Boston.  Mass.  Ladles'  under- 
wear.    Serial  No.   366,855  ;  Sept.   3. "  Class  39 

Fruit  Industries.  Ltd.,  Los  Angeles.  Calif.,  and  New  York, 
N.  Y.     Brandy.     Serial  No.  367.858  ;  Sept.  3.     Class  49. 

Furman-Welland  Associates,  Inc.,  New  York,  N.  Y.  Appli- 
ance to  preserve  and  perfect  the  contour  of  the  face. 
Serial  No.  367,159  ;  Sept.  3.     Class  44. 

Gantner  ft  Mattern  Company,  San  Francisco,  Calif.  Sweat- 
ers.    Serial  No.  3G7..348  ;   Sept.  3.     Class  39. 

Glenfyne  Distillery  Company  Limited.  The.  Glasgow,  Scot- 
land.     Whisky.     Serial  No.  366.856  ;  Sept.  3.     Class  49. 

Graves,  C.  H.,  ft  Sons  Company.  Boston.  Mass.  Whiskey. 
Serial  Nos.  .367.860-1  ;  Sept.  3.     Class  49. 

Hasco  Trading  Corporation,  New  York,  N.  Y.  Rum.  Se- 
rial No.  367.352  ;  Sept.  3.    Class  49. 

Hat  Corporation  of  .\merica.  Norwklk,  Conn.  Hats  for 
men.     Serial  No.  365,731  ;  Sept.  3.    Class  39. 

Herman,  Louis,  ft  Company,  New  York.  N.  Y.  Silk  under- 
wear for  women.      Serial  No.  366,006;   Sept.  3.     Class 

Hill  Shoe  Company.     (See  Trachtenberg.  Philip.) 

Hodifes,  John  M.  J..  Baltimore,  Md.  Column  In  periodical 
publications.     Serial  No.  367,399  ;  Sept.  3.     Class  38. 

Hill.  C.  v.,  ft  Company,  Inc..  Trenton.  N.  J.  Refrigerated 
display  cases  and  cabinets.  Serial  No.  366,099  ;  Sept. 
3.     Class  31.  ^ 

Holland  Furniture  Company,  The,  Holland,  Mich.  Dining 
room,  bedroom,  and  occasional  furniture,  and  sitting 
pieces.      Serial  No.  366.008;   Sept.   3.     Class  32. 

Honey  Blossom    Candy   Co.      (See   Bouzeanes.   Steven   C.) 

Hoofs  ft  Horns  Publishing  Co.      (See   Hopkins.  Ethel  A  ) 

Hopkins,  Ethel  A.,  doing  business  as  Hoofs  ft  Horns  Pub- 
lishing Co.,  Tucson.  Ariz.  Periodical.  Serial  No. 
367.161  ;   Sept.    3.     Class  38. 

International  Filter  Company.  Chicago,  lU.  Color  removal 
plants,  dechlorinating  plants.  Iron  removal  plants,  etc. 
Serial  No.  363,051  ;   Sept.  3.     Class  23. 

Interstate  Cotton  Oil  Refining  Co..  Sherman,  Tex.  Flaked 
hydrogonated  cottons^eed  oil.  Serial  No.  365,805  ;  Sept. 
3.     Class  46. 

Katims,  Harry,  Corporation.  New  York.  N.  Y.  Rayon 
fllle<l  sateen.     Serial  No.  365.568;  Sept.  3.     Class  42. 

Krauss.  Max.  doing  business  as  American  Cord  and  Web- 
bing Co.,  New  York,  N.  Y.  Narrow  woven  cotton  wares. 
Serial  No.  366,014;  Sept.  3.     Class  40. 

Kunz's  Incorporated,  I.ouI.><ville,  Ky.  Gin.  Serial  No. 
367,795:   Sept.  3.      Claris  49. 

Lamar,  Janet  C.      (See  Marr,   Jean  C.) 

Lees,  James,  ft  Sons  Company,  Bridgeport,  Pa.  Yarns. 
Serial  No.  367,031  :  Sept.  3.     Class  43. 

Lemonina  Products  Corporation.  New  York.  N.  Y.  Malt- 
less  extract  used  in  the  preparation  of  soft  drinks.  Se- 
rial   No.  367,247  ;   Sept.    3.      Class  45. 

Levy  Bros.  &  Adler  Rochester.  Incorporated.  Rochester, 
N.  Y.     TopcoatjK     Serial  No.  366.945  :  Sept.  3.     Class  39. 

Levy  Bros,  ft  Adler  Rochester.  Incorporated,  Roclester 
N.  Y.     Suits.     Serial  No.  36G.046  :  Sept.  3.     Class  39. 

Lionel  Distilled  Products.  Inc.,  Chicago,  111.  Whl^key. 
Serial  No.  366,286;  Sept.  3.     Class  49. 

Los  Angeles  Brewing  Co.,   Los  Angeles.  Calif.      Whiskey. 

Serial  No.  .367.612;   Sept.  3.     Class  49. 
Lowe,  Donald  ft  Company,  Inc..  New  York.  N.  Y.     Woolen 

piece    goods.      Serial    No.    365.890 :    Sept.    3.      Class   42. 
Markeli.  Maurice  J.,   Brookl.vn.  N.  Y.     Shoes.     Serial  No. 

365.891  ;  Sept.  3.     Class  39. 
Marley,  Geo.  J..  Yakima,  Wash.      Fresh  deciduous  fruits. 

Serial  No.  365,143  ;  Sept.  3.     Class  46. 
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LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20,  1905.  Sec.  6.  as  amended  Mar.  2.  1907) 


Marr,  Jean  C,  doing  busiuess  as  Janet  C.  Lamar,  Chicago, 
III.  Nutritional  food  supplements  in  powdered  form. 
Serial  No.  ;^65.086  :  Sept.  3.     C'lasa  40.       ^,     ^  . 

Marshall  Field  A  Company,  Cbica<o,  111.  Neckties.  Se- 
rial  No.   367.5:^7  ;    Sept.   3.      Clana  39. 

Marshall  Field  &  Company,  Chicago,  111.  Woven  and 
textile  rugs.     Serial  No.  366,814  ;   Sept.  3.     Class  42. 

Mittelman,  Bernstein  k  Company,  Wilmington,  Del.,  and 
New  York,  N.  Y.  Women's  pyjamas.  Serial  Noa. 
362,6oJ-3  ;   S^pt.   3.      Class   39. 

Moore  Corporation,  The,  JoUet.  111.  Coal  stoves  and 
rantfe.s.     Serial  No.  353,9.'?9  :  Sept.  3.     Class  34. 

Moore,  Marie  8.,  New  York,  N.  Y.  Infants  and  children* 
dresses,  coats,  sleeping  garments,  etc.  Serial  No. 
364.147;   Sept.   3.      Clasfl   39  ^     ^    ^   ^      «.«•♦ 

MoiiPtfa  Knitting  and  Novelty  Co..  New  York,  N.  Y.  Knit- 
ted wear  for  Infants  and  children.     Serial  No.  3(56,484  ; 

Sept.  3.     Class  39.  ^  .        v,        v     w    x:    v 

National  Distillers  I'roducts  Corporation,  New  York,  N.  X. 
Whiskey  and  giu.  Serial  No.  366,725  ;  Sept.  3.  Class 
49 

New  England  Distilling  Company,  The  Covington,  Ky. 
Whiskey,  gin,  rum,  etc.  Serial  No.  367,706;  Sept.  3. 
Class  49 

Old  Quaker  Companv.  The,  Ijiwrenceburg,  Ind.  Whiskey, 
gin,  rum,  etc.     Serial  No.  367,6-20;  Sept.  3.     Class  49. 

Opportunity  rutilishing  Co.,  Chitogo,  111.  Publication.  Se- 
rial  No.   367.731  :    S^^^pt.  3.      CTass   38.  ^  ,,-      « 

Pacific  l*ublishing  Corporation,  San  Francisco,  Calif.  Pe- 
riodical.    Serial  No.  367,312;   Sept.  3.     Class  38. 

Pepperell  Manufacturing  Company,  Bostun,  Mass.  Cotton 
sheeting,  cotton  sheets,  and  cotton  pillow  cases.  Serial 
No.  366,914 ;  Sept.  3.     Class  42.  .         ,,  , 

Pierce.  S.  S..  Co.,  Boston.  Mass.  Cigars,  cigarettes,  and 
smoking  tobacco.     Serial  No.  366,916  ;  Sept.  3.     Class  1 . 

llggly  Wiggly  Corporation.  Cincinnati,  Ohio.  Uefrigerated 
meat  cases,  produce  counters,  coolers,  etc.  Serial  No. 
36«.in9;    S*'pt.    3.      ilast.   31. 

Planetfllus  Manuf«<  turing  Corporation.  Chicago,  lU. 
Vending  machine.  Serial  No.  367,315;  Sept.  3.  Class 
03 

I'lvmouth  Wholesale  Dry  Cioods  Corporation,  New  York, 
>f.  Y.     Mattresses.     Serial  No.  367,084;  Sept.  3.     CU»8 

32 

Popiier  Morson  Co.  Inc..  Jersey  City,  asfilgnor  to  Joseph 
11  Relnfeld.  Inc.,  Newark,  N.  J.  Whiskey.  Serial  Nos. 
367.580-1  :    ^Pt-   3.      Class  49 

Records  &  GoldslMjrongh,  Inc..  Baltimore,  Md.  Whiskey, 
gin    brandy,  etc.     .Serial  No.  367,.^84  ;  Sept.  8.     Class  49. 

Reinfeld,  Joseph  U.,  Inc.  (See  Popper-Morson  Co.  Inc., 
Ai^siznor  ) 

Reinfpld  Joseph  H.,  Inc  .  Newark,  N.  J.  Brandy  and  apple- 
jack.    Serial  N^.  367,683  ;  Sept.  8.     Class  49. 

Rock-Ola  Manufacturing  J'o'-PO"^''^"'..  ^^'^*'^'  ,  "| 
.\musement    apparatus.      Serial    No.    367,806,    Sept.    a. 

R^e^i^M  Bros.  Inc.,  Philadelphia,  Pa.  Children's  dresses. 
suits,  and  rompers.     Serial  No.  367.372  ;  Sept.  3.     Class 

Roseiiberger.  A.,  Kansas  Citv,  Mo.  Whiskey.  Serial  No. 
307  544  ;  Sept.  3.     Class  49. 

Rumrlll  Pottery  Company.  Uttle  Rock,  Ark.  Earthenware. 
Serial  No.  387.211  ;  Sept.  3.     Claw  .^O. 

Semken  H.,  ft  Co.,  Inc.,  New  York,  N.  Y.  Butter.  Serial 
No    366  302  ;  Sept.  3.     Class  46. 

Seneca  Textile  Corporation.  New  York.  N.  Y  Woven  fab- 
rics.    Serial  No.  345.126;   Sept.  3.     Class  42^ 

Slater  J  k  J..  Inc.,  New  York,  N.  Y..  and  Wa»<hlngton, 
DC      Shoes.     Serial  No.  366.781:   Sept.   3.     Oass  89. 


Smokaroma  Co.,  Chicago,  111.  Flavored  or  medlrate<l  sticks 
for  flavoring  cigars,  etc.  Serial  No.  364,202  ;  Sept.  3. 
Class  8. 

Snyder,  Paul.  Baltimore,  Md.  Bathing  suits  and  sweaters. 
Serial   No.  36.{,»i70  ;  Sept.  3.     Class  39. 

Soclete  des  Proprletalres  Vlnlcoles  de  Cognac.  J.  Q. 
Monnet  ft  Cle..  Soclete  Anonyme,  Cognac,  France.  Co- 
gnac.    Serial  No.  366.005  ;   Sept    3.     Class  49. 

Solets  I'roducts  Company,  Birmingham.  Ala  Candy 
lozenge.     Serial  No.  362.276;  Sept.  3.      Class  46. 

South  Bend  Rait  Company,  South  Bend,  Ind.  Fishing 
reels.     Serial  No.  307.173;  Sept.  ,T     CUss  22. 

Sperry  Flour  Company,  San  Framisco.  Calif.  Flour.  Se- 
rial No.   362,97.  ;   Sept.   3.      Class  40. 

Stahmer  Coal  Company.  Chicago,  lU.  Co«l.  Serial  No. 
300.968;   Sept.  3.     Class  1. 

Stanco  Incorporated.  New  York,  N.  Y.  Hydrocarbon  sol- 
vents.   Serial  No.  367,688  :  Sept.  3.    Class  16.  _ 

Standard  Wholesale  Liquor  Dealers^  Inc.,  Covington,  Ky. 
Whiskey,  gin,  rum,  etc.  Serial  No.  367,646;  Sepi.  3. 
Class  4"9.  ,,    „      , 

Stempel.  Irving,  and  Co.,  Inc.,  New  York,  N.  Y.  DresMeit, 
frocks,  shirtwaists,  etc.  SerUI  No.  367,689;  Sept.  8. 
Class  39. 

Steve's  Cheese  Company.     (See  Suidiinaki,  Steve.) 

Straus,  Royer  ft  Strass,  Inc.,  Baltimore,  Md.  Dresaea, 
suits,  blou^s,  etc.  Serial  No.  366,888;  Sept.  8.  Class 
39. 

Suldzlnski,  Steve,  doing  business  as  Steve's  Cheese  Coni- 

ry.  Iknmark,  Wis.    Cbeese.     Serial  No.  366.444  ;  Sept. 
Class  46.  .        ^  .., 

Sunday  Morning  Quarterback  Sales  Co.,  I>os  Angeles,  Calif, 
Booklet       Serial   No.  366,536;  Sept.  3.     Class  38. 

Sun  Maid  Raisin  Growers  of  California,  Fresno,  Calif. 
Brandy.     Serial  No.   302.716;   Sept.  3.     Class  49. 

Tenenbaum.  Joseph,  Camden,  N.  J.  Whiskey.  Serial  No. 
367,877  ;   Sept.   3.      CUss   49.  ^,    ^ 

Tennant,  C..  f^ons  &  Co.  of  New  York,  New  York.  N.  Y. 
Metal  box.  bale,  and  imckage  strspplng.  Serial  No. 
360,186;   Sent.  3.     Class   13. 

Tom  Tucker  Hevorage  Company.  Plttslmrgh,  I"a.  Bever- 
ages, auil  syrups  and  extracts  used  In  making  same.  Se- 
rUI No.   304.743  ;   Sept.   3.      CU«s  46. 

Trachtenberg.  Philip,  doing  boaineM  as  Hill  Shoe  Com- 
pany, Philadelphia.  Pa.  l^eather  boots  and  shoes.  Se- 
rial  No.   363.605  :   Sept.   3.      Claaa   S». 

Trlmont  Manufacturing  Co.  Inc.  Bo»ton  Mass.  Wrencb«*s. 
Serial  No.  3.-)9,284  ;   Sept.  3.     Class  23. 

Turbush  F.,  Co  .  Milwaukee,  Wis.  Combination  machines. 
Serial  No.  305.S1»7  :   Sept.  3.     Class  21.  „     .   ; 

United  Buyers  Corporation.  Chicago,  111.  Coffee.  Serial 
No.  366,446;   Sept.  3       Class  40. 

U  S.  Duplicator  Co  ,  Chicago,  111  OHUtlne  duplicator 
film.     Serial  No    :!»v<.988  :  Sept    3.     Class  50. 

Vandam,  Albert  H.,  Co.,  Inc  New  York.  N.  Y.  Piece 
goods.     Serial  No.  867.465  ;  Sent.  3      Class  42. 

Wembley  Cravat  Co..  Inc..  New  Orleans,  Iji.  Men  (^  neck- 
wear.    Serial  No.  366,180;  Sept.  3.     Class  39 

Western  Merchandising  Corporation,  doing  business  as 
Delcraft  Shops,  Kansas  City.  Mo  Beils,  chairs,  tables, 
etc       Serial  No    300.590;  Sept.   8       Class  32. 

Westinghonse  Electric  &  Manufacturing  Company,  Fjist 
Pitt.sburgh,  Pa.  Refrigerator  units — namely.  Ice  trays. 
Serial   No.  366,387:   Sept.  3.     Class  31. 

Wlnnsboro  Granite  Corporation,  RIon,  S.  C,  Granite. 
SerUl  No,  367.562:  Sept.  3.     Class  1.  ^    ,   ,    v 

Wohl  Shoe  Company,  St.  I>ouls,  Mo.  Shoes.  Herlal  No. 
366,894  ;  Sept.  3.     Class  39. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


Ahraham  ft  Straus,  Inc.  Brooklyn,  N.  Y.     Gin  and  jrhls- 

k?es      327  615  ;   Sept    3  ;   Serial  No.   360,428  ;  published 

July  2,  1935.     Class  49. 
Agfa  Ansco  Corporation,  Binghamton,  N   Y      Photographic 

cameras,  camera  lenses,  and  shutters.     327.798-9  ;  ^pt. 

3      Serial    N03.    364.704-5 :    publUhed    June    26,    1935. 

Ciass  26. 
Agfa  Ansco  Corporation.  Binghamton.  N.  Y.    Photographic 

cameras    camera    lenses,   and   shutters.      327. H«o ,    Sept. 

3  •  Serial  No    364,702  ;  published  June  25,  1936.     CUss 

26. 
Alexander,   G.   W.,  ft  Co.,   Inc.,   West  Reading    Pa       Cans 

and  hats.     327.631;  Sept.   3;   Serial  No.  368,908;  pub- 
lished Jane   18,  1936.     Class  39. 
\leiander    R    F.  ft  J.,  ft  Co.  Limited.  Nlelston.  Scotland. 

Sewing  cotton.      106.923:    renewed   Nov.  9,   1935. 

American   Distilling  Company,   The    Pekln.   HI      ^2}'*?7 

327  709  ;    Sept.    3  ;    Serial   No.   364,937  ;   published   July 

2,  19.35.     Class  49. 
American  DistiUing  Company,   The,   PeWn    111.      Whlskey\ 

307  770-2  •    Sept.   3  ;    Serial    Nos.    364,940-2  ;    published 

July  2,  19.36      Class  49, 


American   Distilling  Company.   The,   Pekln,   111.      Whiskey. 

327.773:  Sept.  3;  Serial  No.  .164.946:  published  July  2, 

1936.     Class  49. 
American     Distilling    Company.     The.     Pekln,     111        Qln. 

327  774  ;    Sept.    3  ;    Serial    No     304,947  ;    published    July 

2,  1936.     Class  49. 
.American   Record  Corporation,  New  Y'ork.  N.  Y.     Buttons 

and  buckles.     327,736  ;  Sept.  3  :  Serial  No.  339,841  ;  pub- 

llshe<l  May  28,  19.36.     Class  40. 
American    Reenforced    Paper    Company,    .\ttleboro,    Mass. 

Wrapping  and  binding  i»ai>er.     327,W6  ;  Sept.  3      Oass 

37. 
American  Woolen  Comiiany.  New  York,  N.  Y.     Piece  goods. 

327,660 :    Sept.    :i :    Serial   No.    367,326 ;    published   Dec, 

11,   1934       Class  42. 
Anderson    Countv    l>l^tllllng   Co.    Inc..   Ijiwrenceburg.    Ky. 

Wlilskev.      327.722:    Sept.    8:    Serial   No.    861,714;    pub 

lished  July  2,    193.%.     fnass  49. 
.Xnsbacher  Insecticide  Co..   Inc.,   bv  two  consolidations  to 

Ausbarher-Siegle    Corporation.    New    York,    N.    Y.       In- 
secticides  and    fiinglcbles.      104.366 :    renewed    Msy    25. 

1935 
Apolda  Knitting  Mills,  North  Bergen.  N.  J.     Skl-sults,  lum- 
ber-Jackets, coats,  etc.     327,858  ;  Sept.  3.     Class  39. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


lU 


ne 


AssocUted  PubUcatlons,  Inc.,  Kansas  City,  Mo.  Periodi- 
cal. 327,703;  Sept.  3;  Serial  No.  863,139;  published 
June  25.  1935.     Class  88. 

.\utomatic  Pearl  Button  Co..  Muscatine.  Iowa.  Buttons. 
327,702  :  Sept.  3  ;  Serial  No.  363,150  ;  published  May  28, 
1935.     Class  40.  .    ^ 

Autosan  Corporation  of  America,  The,  New  York,  N.  Y. 
Composition  In  the  nature  of  an  adhesive  for  preventing 
flat  tires.  327,08S  :  Sept.  3;  Serial  No.  363,646;  pub- 
lished June  26,  1936.     Class  5. 

liarrett  Manufacturing  Company,  assignor  to  The  Barrett 
Company,  New  York.  N,  Y.  Prepared  roofing.  106,334-6 ; 
renewed  July  20,  1936. 

Bench  ft  Arthur,  Inc.,  Indianapolis,  Ind.  Paper  napkins 
and  table  cloths.  327,624  ;  Sept,  3  ;  Serial  No.  360,986  ; 
published  June  26,   1935.     Class  37. 

Belr,  Arthur,  ft  Co.,  Inc.,  New  York,  N.  Y.  Piece  goods 
327,627  ;  Sept.  3 ;  Serial  No.  86^^,964  ;  published  Jun( 
18    1935.     Class  42. 

Belle'  Knitting  Mills.     (See  Koeningsberg  Brothers.) 

Beck.  KoUer  ft  Co.,  Inc.,  I>etroit,  Mien.  Resins,  resin 
solutions,  and  oils.  327,713;  Sept.  3;  Serial  No. 
363,993  :  published  June  26.  1936.     Class  6. 

Benson,  Christian  L.,  assignor,  by  mesne  assignments,  to 
Benson  Fish  Company.  Chicago,  111.  I-Msh,  canned  sar- 
dines, canned  anchovies,  etc.  106,396;  renewed  Oct.  19, 
1936. 

Bianchlnl.  Ferler.  Lyon,  France.  Piece  goods.  106,649-61  ; 
renewed  Oct.  26,  1935. 

Bickum,  Dorothy,  New  York.  N.  Y.  Corsets,  corselets, 
brassieres,  etc  327,679;  Sept.  3;  Serial  No.  862,103; 
published  May  7,  1935,     Class  39. 

Blltmore  Textile  Company,  Inc..  Providence,  R.  I.  Shoe 
laces.  327.099-700  :  Sept.  3  ;  SerUI  Nos.  363,199-200  ; 
published  May  28,   1935.     Class  40, 

Bloomlngdale  Bros.,  Inc.,  New  York,  N.  Y.  Gloves. 
327,758  :  Sept.  3  ;  Serial  No.  862,988  ;  published  June  18, 
1935      Class  89, 

Bond  Electric  Corporation,  Jersey  Cltv,  N.  J.  Electro- 
lytic, electrostatic  condensers.  327.641  ;  Sept.  3  ;  Serial 
No.  363,648;  published  June  25,  l986.     Class  21. 

Botany  Worsted  Mills,  Passaic,  N.  J.  Woolen  and  worsted 
piece  goo<lH  327.651  ;  Sept.  3  ;  Serial  No.  359,077  ;  pub- 
lished May  7,  1935.     CUss  42. 

Bourjols.  A.,  ft  Co.  Inc.  by  mergers  and  changes  of  nsme 
to  Bourjols.  Inc.,  New  York,  N.  Y.  Toilet  powder, 
107.8.34-0:    renewed   Dec.   28,    1936. 

Bowman.  C.  K..  Wooster,  Ohio.  Rye  whiskey.  327,668; 
Sept.  3 ;  Serial  No.  357,662 ;  published  Dec  4,  1934. 
Class  49. 

Boye  Needle  Company,  The,  Chicago,  III.  Knitting  pins 
for  hand  use.  327,747  ;  Sept.  3  :  Serial  No.  362.768  ; 
published   June  25.  1936.     Class  40. 

Bray  ton,  Durlln  E,  Laguna  Beach,  Calif.  Earthenware 
and  crockerv  products.  327,723 ;  Sept,  3 ;  Serial  No. 
;!01,717;   publl.sbed  June  2.n,  1935.     Class  SO. 

Breese  Paula  A.  M.,  doing  business  as  Tampad  Co..  Wood- 
bury lA)ng  Island,  N.  Y,  Ahuorbent  cafamenial  tam- 
iwns.  327.833  ;  Sept.  8  ;  Serial  No.  304.221  ;  published 
June  25,  19.36.     Class  44.  ^  „„,«,„ 

Brown  Shoe  Company,  St.  Louis,  Mo.  Shoes.  327,676; 
Sept,   3:    Serial   No.   862,*220  ;  published  May  28,   1935. 

Brown  Shc^  Company,  St  Louis,  Mo.  Shoes.  327  841; 
Sept.   8  :   Serial   No.  362,663 ;   published   May  28,   1986. 

Class  39.  ^  .         »       .     ,,1      IT 

Brown  ft  Williamson  Tobacco  Corporation,  Louisville,  Ky. 
Cigarettes  chewing  tobacco,  smoking  tobacco,  etc. 
327.779;  feei>t.  3:  SerUI  No.  366.022;  published  June 
26,  1936.     Class  17. 

Buscariet  Glove  Company,  Inc.,  N*w  York  N  Y.  Leather 
gloves  327  670  :  .<cpt.  3  ;  Serial  No.  862,466  ;  published 
May  21,  1935.     Class  89.  .,    .^       r,   w     ,   w 

Rutchart,  Cuthbert  S^  White  Plains,  N.  Y.  Golf  clubs. 
;^27,863  ;  Sept.  3.     Class  22.  „  ,._, 

Butterfleld,  Fred,  ft  Co.,  Inc,  New  York  NY.  Fabrics 
in  the  piece.  327.067  ;  Sept.  3  ;  Serial  No.  364,069  ;  pub- 
lished Jan.   15,  1935.      Cfass  42 

Cannon  MiUs  Company.  H"°"P*ii'*'o^-.  ?•  v  ^^o  olll^  • 
pillow  cases.  827.674  :  Sept.  3 ;  Serial  No.  862,260 ; 
published  June  18,  19.36.     Class  42. 

Carey  PhlHp.  Manufacturing  Company.  The.  Lockland, 
Ohio.     Construction  materials.     105.340;  renewed  July 

•20,  1936.  ^^        _      . ,  „ , 

<?arey     Philip.    Manufacturing    Company,    The.    I^kland. 

Ohio.      Roofing  materials.      107,161  ;   renewed   Nov.   16, 

Cattaraugus  Cutlery  Company,  Little  Valley  N,  Y  Knife. 
327  764  :  Sept.  3  ;  Serial  No.  364,854  ;  published  June  26, 

1936.     Class  23  _.        v,        ^     w    m    v      th.^ 

Celanese  Corporation  of  .America,  New  York,  N.  Y.     Plecf 

go^7    82^037;  Sept.  8:  Serial  No.  363,800;  published 

June  18,  1985.     Class  42. 
Celanese  Corporation  of  America,  New  York.  N.  Y.     Piece 

goods      327,818-9  ;  Sept.  3  :  Serial  Nos.  .364,376-7  ;  pob- 

Ilshed  June  18,  1986.     Class  42.  ,    -xr      T>t 

Pelanose  CorDoratlon  of  America,  New  York,  N.  Y.     Piece 

goodf    32?842^3;  Sept.  3;  Serial  Nos.  364,374-6:  puh- 

Itsbed  June  18,  1985.     Class  42. 
Cella,   Battlsta,   doing  business  as   Roma   Wine  Company. 

assignor    to    Roma    Wine    Company.     Inc.    Lodl,    Calif. 

Hra^v  and  slcohnllc  cordials.     827,659;  Sept.  3;  Serial 

No   36'7,487  ;  pubUsbed  July  2,  1936.    CUss  49. 


Central  Paper  Company,  Muskegon,  Mich.  Wrapping  pa- 
pers. 827,680;  Sept.  3-  Serial  No.  863,914;  published 
June  26,  1935.  CUss  37. 
Charlottesville  Woolen  Mills.  Charlottesville.  Va.  Worsted 
and  woolen  piece  goods.  327,737  ;  Sept,  3  ;  Serial  No. 
340,001  ;  published  Nov.  7,  1933.  Class  42. 
Chisholm  Boot  Shops,  Inc.,  Cleveland,  Ohio.  Shoes. 
327,714  ;  Sept.  3 ;  Serial  No.  861,257  ;  published  June 
26    1935      Class  39 

Clro' Pearls  Limited,  I>ondon.  England.  Finger  rings. 
Jeweled  pins,  brooches,  etc.  827,096 ;  Sept.  3 ;  Serial 
No.   368,384;   published   June   25,   1935.      Class  28. 

Cllnchfleld  I'ortland  Cement  Corporation,  Kingsport, 
Tenn.,  assignor  to  Pennsylvania-Dixie  Cement  Corpora- 
tion, Nawireth.  Pa.  Portland  cement.  108,166  ;  renewed 
Jan.  18,  1936. 

Clover  Leaf  Products  Co.,  Los  Angeles.  Calif.  Beer. 
827.657  ;  Sept.  3 ;  Serial  No.  367,713  ;  published  May  14. 
1936.     CUss  48. 

Compnnia  Ron  Bacardi,  8.  A..  Santiago,  Cuba.  Rum. 
327.049  :  Sept.  3  ;  Serial  No.  349,823  :  published  July  2, 
1980.     Class  49. 

Compailia  Ron  Bacardi,  S.  A.,  Santiago,  Cuba.  Rum. 
327,683;  Sept.  3;  Serial  No.  347,17.;  published  Apr. 
17,   1934.     Class  49. 

Compailia  Ron  Bacardi.  S.  A.,  Santiago.  Cuba.  Alcoholic 
beverage.  827,084  ;  Sept.  3  ;  Serial  No.  347,176 ;  pub- 
lished Apr.   17,  1934.     CUss  49. 

Condenser  Corporation  of  America,  Jersey  City.  N.  J.  Elec- 
trolytic, electrostatic  condensers.  327,638;  Sept.  8;  Se- 
rial No.   363,652;   published  June  25,   1936.     Class   21. 

Condenser  Corporation  of  America,  Jersey  City,  N.  J. 
Electrostatic  condensers.  327.040;  Sept.  3;  SerUI  No. 
368,651  ;  published  June  26,  1935.     CUss  21. 

Congost,  Juan  M.,  New  York.  N  Y.  Kthyl  alcohol,  bran- 
dies, whiskies,  etc  327,740  ;  Sjpt.  3  ;  Serial  No.  344,968  ; 
published  July  2,  1936.     Class  49. 

Consolidated  Bleaching  Co.,  Union  City,  N.  J.  Cotton  piece 
goods  and  silk  piece  goods.  327.718 ;  Sept.  3  ;  Serial 
No.  361,566  ;  published  June  18,  1936.     CUss  42. 

Consolidated  Millinery  Company.  C^ee  Draper  Hat  Cor- 
poration.) 

Corn  Products  Refining  Company.  (See  National  Starch 
Co.,  assignor. ) 

Corn  Products  Hefiuing  Company.  New  York,  N.  Y.  Starch. 
105,835;  renewed  Aug.  24,  1935. 

Coty.  Inc.  New  York,  N.  Y.  Perfumes.  327,759  ;  Sept,  3  ; 
Serial  No.  364,001  ;  published  June  26.   1935.     CUss  6. 

Cravenette  Companv.  U.  S.  A.,  The,  Hoboken,  N.  J.  Water 
repellent  textile  fabrics  in  the  piece.  327,766;  Sept.  8; 
Serial  No.  364,862  ;  published  June  26,  1935.     Class  50 

Cron  ft  Dehn,  Inc.,  Seattle.  Wash.  Canned  oysters. 
327.047  :  Sept.  8  ;  Serial  No.  850,792  ;  published  June  26, 

1935.  Class  46. 

Crown  Cork  ft  Seal  Company,  Inc.,  Baltimore.  Md.  Ma- 
chinery for  conveying  containers  such  as  bottles  and 
for  filling,  capping,  and  agitating  such  containers,  and 
parts  o(  such  machines  327,050;  Sept.  3:  Serial  No. 
349,230  ;  published  June  26,   1936.     Class  23. 

D' Amour  Foundations,  Inc..  New  Y'ork,  N.  Y.  Brassl^rec, 
corsets,  girdles,  etc  827,717:  Sept.  3:  Serial  No. 
863,491  ;  published  June  4.  1936.     Cfass  39. 

Debway  Hats,  Inc..  New  York,  N.  Y.  Ladies'  hats. 
327.754  ;  Sept.  3  ;  Serial  No.  362,808  ;  published  May  28, 

1936.  Class  39. 

Distillers  Corporation  Limited,  Montreal,  Quebec,  Canada. 
Whiskey.  827,646;  Sept.  3;  Serial  No.  351,616;  pub- 
lished July  2,  1935.     Class  49. 

Dixie  Dame  Company.  StatesviUe,  N.  C.  Watermelon 
pickle,  artichoke  relish,  chutney,  etc.  327,611  ;  Sept,  3: 
Serial  No.  859,558;  published  June  26,  1935.     Class  46. 

Domlnlck  Fine  Shoes,  Inc..  New  York,  N.  Y.  Men  s  shoes. 
327,069 :  Sept.  3 ;  Serial  No.  862,468 ;  publUhed  May 
21,  1935.     Class  89. 

Draper  Hat  Corporation,  New  Y'ork,  N.  Y.,  assignor  to 
Consolidated  MlUlnerj-  Company,  New  York,  N.  Y. 
Ladies'  hats.  327,744;  Sent.  8:  SerUI  No.  362,676; 
published  May   28,  1936.     Class  89. 

Eastern  Trading  Company.     (See  Flnkelsteln,  William.) 

Eberle  Tanning  Company.  Westfield.  Pa.  Sole  leather. 
327,626 ;  SeDt.  3 ;  Serial  No.  863,970 ;  published  June 
25,  1936      Class  1.  ^  . 

Edinburg  Citrus  Association,  F^dinburg.  Tex.  Citrus  fruits. 
327,654  :   Sept.  3 :    Serial   No.   363,142  ;    published   June 

25.  1936.     Class  46.  ^,        „     .    ^ 
Emanuel,  Edward  P..   doing  business  as  New  York  Dress 

Manufacturers'  Associates,  New  Y'ork,  N.  Y.,  assignor  to 
Wohl  Shoe  Company,  St.  Louis.  Mo.  L«dleg'  dresses  and 
coats.  327,705  ;  Sept.  3  ;  Serial  No.  868,040 ;  pubUshed 
June  18,  1985.     Class  39.  „     .      ^      ^ 

Eouitable  Trading  Corporation,  New  York,  N.  Y.  Gin. 
327  780 ;  Sept.  8  :  Serial  No.  365,030 ;  published  July 
2,  1935.     Class  49. 

Esso  Inc.,  Newark.  N.  J.  Lubricating  oils.  327,790; 
Sept.  3:  Serial  No.   364,004;  published   June  25,  1936. 

Exottc*Vanltle8,  Inc.,  New  York  N.  Y  Cigarette  cases. 
327  629  ;   Sept.   3  ;   Serial  No.   863.916  ;   published  June 

26,  1936.     Class  8.  ^  „  rr         «     w 
Federal  Enameling  ft  Stamping  Company,  McKees  Bocks. 

Pa  Enameled  base  metal  pots,  nans,  teakettles,  etc. 
827  741  ;  Sept.  3  ;  Serial  No.  345,860  ;  published  June  26. 
193*5.     Class  18, 


IV 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


Fi 


Felt  Novelty  Mfjf.  Co..  New  York.  N.  Y.  Athletic*  trunkB. 
boxing  robes,  baseball  suits,  etc.  327.616;  Sept.  3;  Se- 
rial No.  360,52;>  ;  published  June  25.  1935.     Class  39. 

Film  Treatlzor  Corporation.  New  York.  N.  Y.  Devices 
adapted  for  preveutine  and  extiiiKuishing  fires  in  motion 
picture  films.  327,822:  Sept.  .T;  Serial  No.  364,095; 
published  June  25.  1935.  Class  26. 
ncl).  Joseph  S..  &  Company.  Schenley.  Pa.  Whiskey, 
gin.  rum.  etc.  327.785;  Sept.  3;  Serial  No.  305,124; 
published  July  2.   1935.     Class  49. 

Flnkel.'itein,  William,  doi'!g  bu.'^iness  as  Eastern  Trading 
Company.  New  York.  N.  Y.  Hair  nets.  327.63C  ;  Sept. 
3;  Serial  No.  363.803;  published  June  18,  19.55.  Class 
42. 

Fisk  Rubber  Corporation,  The,  Chicopee  Falls,  Mass. 
Heels.  327.695  ;  Sept.  3  ;  Serial  No.  363,389  ;  published 
May   28,   1935.      Clans  39. 

Filler  Bros.,  Inc.,  Chicago,  111.  Stamped  pieces  for  em- 
broiderv.  327,618:  Sept.  3;  Serial  No.  360,585;  pub- 
lished  May   28.    1935.      Class   40. 

Fraser  MacDonald  Distillery  Co.  Limited.  Glasgow.  Scot- 
land. Scotch  whiskey.  327.775 :  Sept.  3  ;  Serial  No. 
364.955  :  published  Julv-  2,  1935.     Class  49. 

Freydberg  Bros.,  Inc.,  New  York.  N.  Y.  Seam  bindings. 
327,62s  :  Sept.  3 ;  Serial  No.  363.917 ;  published  June 
18,    1935.      Clas.s   40. 

Freydberg  Bros..  Inc..  New  York,  N.  Y.  Seam  bindings. 
327.740  ;  Sept.  3 :  Serial  No.  362.779  ;  published  May 
28.   1935.     Class  40. 

Gaines  Umphrev  Shoe  Corpftcation,  Crawfordsville.  Ind. 
Shoes.  327.656  ;  Sept.  3  :  Serial  No.  357.729  ;  published 
June  25.   1935.     Class  39. 

Gem-Dandy  Garter  Co.,  Madison.  N.  C.  Garters,  sus- 
penders, bras.sl^res,  etc.  327,729  ;  Sept.  3  ;  Serial  No. 
361.839:   published   May   28,    1935.      Class   39. 

(Jeneral  Pharmacal  Company,  The,  Cincinnati,  Ohio.  Eye- 
wash. 327.849  ;  Sept.  3  :  Serial  No.  364,284  ;  published 
June   25.    1935.      Class   6. 

General  Shoe  Corporation,  Nashville,  Tenn.  Shoes. 
327,791;  Sept.  3;  Serial  No.  364,007;  published  June 
25.  19:^5.     dass  29. 

Glbbs  Manufacturing  Company.  The,  Canton,  Ohio.  Chem- 
ical preparation  used  as  a  deodorizer.  327.792  ;  Sept. 
3  :  Serial  No.  364,008  ;  published  June  25,  1936.     Class  6. 

Gilman-Rappaport  Silk  Corp..  New  York.  N.  Y.  Textile 
fabrics.  327.617  ;  Sept.  3  ;  Serial  No.  360,634  ;  published 
May  21.  1935.     Class  42. 

Girl  Scouts,  (Incorporated).  New  York,  N.  Y.  Neckties, 
hats,  berets,  etc.  327.748  ;  Sept.  3  ;  Serial  No.  362.778  ; 
published  June  18,   1935.     Class  39. 

Gladding's  Inc..  Providence.  R.  I.  Sports  coats,  dresses, 
suits,  etc.  327.836  ;  Sept.  3  ;  Serial  No.  362.469  ;  pub- 
lished June  18,  1935.     Class  39. 

Godman.  H.  C.  Company.  The,  Columbus.  Ohio.  Shoes. 
327.697  ;  Sept.  3  ;  Serial  No.  363.322  ;  published  June  18. 
1935.      Class  39. 

Groerllch's.   Inc..   Toledo.  Ohio.      Miifflers  for  explosive  en 
gines.     .'?27.797  ;  Sept.  3  :  Serial  No.  364,720  ;  published 
June  25.    1935.      Class  23. 

Goldstein-Wilkins  Corfjoration,  New  York.  N.  Y.  Silk 
dress  goods.  327,848;  Sept.  3:  Serial  No.  364,286;  pub- 
llsheil   June  25,   1935.      Class  42. 

Gooderham  &  Worts  Limited.  Detroit.  Mloh.  Whiskey. 
327.786;  Sept.  3;  Serial  No.  365,193;  published  July 
2,  1935.     Cla.ss  49. 

Gooderham  A  Wort.<»  Limited.  Detroit.  Mich.  Whiskey. 
327.789  :  Sept.  3  ;  Serial  No.  365,464  ;  published  July  2, 
19;i5.      Class  49. 

Goodyear  Tire  &  Ruliber  Company,  The.  Akron.  Ohio. 
Shock  absorbers.  327.762  ;  Sept.  3  ;  Serial  No.  364,816  ; 
published  June  25.   1935.     Class    19. 

Gordon  Process  Company,  The,  Columbus,  Ohio.  Pyroxylin 
cements.  327.763  :  Sept.  3  ;  Serial  No.  364,817  ;  pub- 
lished June  25,  1935.     Class  5. 

Gossard,  H.  W.,  Co.,  The.  Chicago.  111.  Brassieres. 
327,750 ;  Sept.  3 :  Serial  No.  362,781  ;  published  May 
28,  19.55.     Class  39. 

Grace,  Gordon  B..  doing  business  as  Grace  Manufactur- 
ing Co..  San  Francisco,  Calif.  Dishwashing  macliines. 
327.810  ;  Sept.  3  ;  Serial  No.  364.625  ;  published  June  25, 
1935.     Class  23. 

Granat.  Seymour,  New  York,  N.  Y.  Human  wigs  and  wigs 
for  dolls  and  mannequins.  327.751  ;  Sept.  3;  Serial  No. 
362,782  :  published  .May  28,   1935.     Class  40. 

Grant,  D.  H.,  &  Co.  Inc..  New  York.  N.  Y.  Dresses,  outer 
and  under  skirts,  aprons,  etc.  327,694  :  Sept.  3 ;  Se- 
rial   No.    363,3Sin :    pub'lshed    June    18.    19.35.      Class   30. 

Gregorv  &  Read  Company.  Lvnn.  Mass.  Women's  boots, 
shoes,  and  slippers.  327,8.39  ;  Sejit.  3  ;  Serial  No. 
.362.615:  published  May  21,  1935.     Class  39. 

Qrler,  Frank  L.  Milford.  Del.  Impression  taking  and 
casting  materials  made  of  plastic  stone  etc.  327.648  ; 
Sept.  5:  Serial  No.  360.141;  published  June  25,  1936. 
Class  1. 

Griggs,  Cooper  v<k  Company.  (See  Sanitary  Food  Manufac- 
turing Company.) 

Grover,  Emerson  D.,  Chehalis,  Wash.  Trailers.  327,794  ; 
Sept.  3  ;  Serial  No.  364.770  ;  published  June  25.  1935. 
Class  19. 

Growers  Exchange,  Inc..  Norfolk.  Va.  Fresh  fruits  and 
vecetables.  327,S.".4  :  Sept.  3  ;  Serial  No.  364.248  ;  pub- 
lished June   25,   1935.     Class  46. 

Hair  Net  Packers.  Inc.,  New  York.  N.  Y.  Hair  curlers. 
hair  wavers,  hair  pins,  etc.  327.752-3  ;  Sept.  3  ;  Serial 
Nos.  362,794-5  ;  published  June  18,  1935.     Class  40. 


Hannan  &  Son,  Inc.,  New  York,  N.  Y.     Boots,  ahoes,  and 

slippers.      327.693;    Sept.    3;    Serial    No.    363,392;    pub 

llsried  May    28.    1935.      Class  :'9. 
Hanley,   James.   Brewing  Company.   The.   assignor  to  The 

James  Hanley  Company.   I'rovlaence.  R.    I.     Ale.  porter. 

and   lager  beer.      10»;, 432-5  ;   renew-d  Oct.    19,    1935. 
Hat    Corporation    of    America,     Norwalk.    Conn.       Hats. 

327,680  ;  Sept.  3  ;  Serial  No.  362,088  ;  published  May  7. 

1935.  Class  39. 

Hat  Corporation  of  -America,  South  Norwalk,  Conn.  Felt 
hats  for  men.  327.8.51  ;  Sept.  3:  Serial  No.  364.182; 
published  June  25,   1935.     Class  39. 

Hayes,    Anthony    P.,    Inglewood.    Calif.      Hats.      327.690; 

Sept.  3  :    Serial   No.   363,458  ;   published  June  18,   1936. 

Class  .'59 
Hazel  Atlas  Glass  Company,   Wheeling,   W.   Va.      Closures 

for  receptacles.     327.845  ;   Sept.   3  ;    Serial  No.   364.337  ; 

published  June  25,    1935.     Class  50. 
Henkes.    J.    H.,    Distllleerdery.    N.    V.,    doing   business    as 

J.  H.  Henkes'  Distillery,  Rotterdam.  Netherlands.     Gin. 

327.733  :  S<'pt.  3  ;  Serial  No.  361.964  ;  published  July  2. 

1936.  Class  49. 

Holophane   Company.   Inc..   New    York.  N.  Y.     Glassware. 

3'27,665:    Sept.    3:    Serial   No.   365,358;   published  June 

25,   1935.     Class  33. 
Horn  Supreme   Ice  Cream   Company,   Inc.,   Baltimore.   Md. 

Frozen     confections.       327.812;     Sept.     3;     Serial     No. 

364,543  ;  published  June  26,   19.35.     Class  46. 
Huth  &.  James  Shoe  Co.,   Milwaukee,  Wis.     Young  ladles' 

s^oes.     327.732  ;  Sept.  3  ;  Serial  No.  361,942  ;  published 

June  18,   1935.     Class  39. 
Howse,    Mead  &    Sons,    Inc.,   New   York.    N.    Y.      Worstetl 

piece  goods.     327.840  ;  Sept.  3  ;  Serial  No.  362,621 ;  pub 

lished   May  28.   1935.     Class  42. 
Hydraulic  Coupling  Corporation.   Detroit,  Mich.     Machin- 
ery   shaft    couplings.      327.743  ;    Sept.    3 ;    Serial    No. 

;i47.358  ;  published  June  25.    1935.     Class  23. 
Industrial    Products.    Fargo.    N.    Dak.      Converter    trans- 
former.    327,623  :  Sept.  3  ;  Serial  No.  360,965  ;  published 

June  25,  1935.     Class  21. 
Inecto    Inc.,  New  York,  N.  Y.     Hair  dyes,  hair  brlghteners. 

shampoo    tints,    etc.       327,793  ;    Sept.     3 ;     Serial     No 

364,010;  published  June  25,  1935      Class  6. 
International  Cellucotton  Products  Company,  Chicago,  111. 

Cleansing     tissues.       327,63:^-^  ;    Sept.    3  ;     Serial    Nos. 

3«3.86(V1  :  published  June  25,  1935.     Class  37. 
International  Handkerchief  Mfg.  Co..  The,  New  York,  N.  Y. 

Handkerchiefs.     327,608  ;   Sept.  3  :   Serial   No.  359.225  ; 

published  June  18.  1935.      Class  42. 
International  Shoe  Co..  St.   Louis.  Mo.     Boots  and  shoes 

327,607 ;   Sfpt.    3 ;    Serial   No.    362.098  ;    published    May 

28    1935      (jlass  38 
Ireland    Brothers,    Johnstown.    N.    Y.      Gloves.      327.673  : 

Sept.   3:    Serial   No.   362.258;   published   May   21.    1935 

Class  39. 
Johnson-Stephens  &  Shlnkle  Shoe  Company.  St.  Louis.  Mo. 

Shoes.      327.706 :    Sept.     3  ;    Serial    No.    363,102  ;    pub 

lished   May   28.   1935.      Class   39. 
Johnston.    Robert    A..    Co..     Milwaukee,     Wis.       Crackers 

327.6'J5 ;    Sept.   3 :    Serial  No.    363.974 ;    published  June 

25.  1935.     Class  46. 

Jones'.   Alfred,  Sons,    to   Alfre«l   Jones'  Companv.   Bangor, 

M;\lne,    successor.      Fish.      108.016;    renewed    Jan.    11, 

1936. 
Kavser,  Julius,  &  Co..  New  York.  N.  Y.     Gloves.     327.643  ; 

Sept.    3 ;    Serial   No.    363.629 ;   published   June   4,    1935 

Class  39. 
Kellogg  Toasted  Corn  Flake  Company,  assignor  to  Kellogg 

Company.      Battle      Creek.      Mich.        Breakfast     cereal 

106.623  :   renewed  Oct.  26.  1936. 
Klotz  Cracker  Factory.  Limited,  New  Orleans,  La.     Cookie- 
cakes.     327,824  ;  Sept.  3  :  Serial  No.  364,063  ;  published 

June  25,   1935.     Clatw  46. 
Kneale.    Inc..    New    York.    N.    Y.      Hats.      327.689;    Sept. 

3  ;  Serial  No.  363.461  ;  published  May  28,   1936.     Class 

39. 
Koeningsberg  Brothers,  doing  business  as  Belle  Knitting 

Mills,    New   York     N.    Y.      Piece    goods.      3'.'7.610 ;    Sept 

3  :  Serial  No.  3.59.533  ;  published  May  7,  19.'?5.     Class  42 
Kohn,     Henrv,     k    Sons,     Incorporated.       Wedding     rings 

327,806  ;    Sept.    3 :    Serial    No.   364.674 ;    publishe<l    June 

26,  1935.     Class  28. 

I>aytrxile  Company       (See  Whlteley,  Edward  O.) 

Lazarus  Egg  Corporation.  New  York.  N.  Y.  Frozen  eggs 
327  710;  Sept.  3;  Serial  No.  363,053;  published  June 
25,  1935.     Class  46. 

Lilly.  Ell,  and  Company.  The.  by  change  of  name  to  Ell 
Lilly  and  Company.  Indianapolis.  Ind.  Medicinal  prep- 
.iratlon.      106.348;   renewc-d  Oct.   19.   1935.     Class  6. 

Lilly.  Eli.  and  Company.  The.  by  change  of  name  to  Eli 
Lilly  and  Companv.  Indianapolis.  Ind.  Dental  lotions 
and  antiseptic  solutions.  106.874  ;  renewed  Nov.  2, 
1935. 

Lillv,  Ell.  and  Company.  The.  by  change  of  name  to  Ell 
Lilly  and  Company.  Indianapolis.  Ind.  Medicinal  prepa- 
rations.    106.982  ;  renewed  .Nov.  9.  1935. 

Lily  of  France  Corset  Company.  Inc.,  New  York.  N.  Y. 
(^orsets  327.7:^0:  Sept.  3;  Serial  No.  361.892;  pub- 
lished  May  7,   1935.     Class  .30 

Lubrl  Zol    Corporation,    The.    Wlrkllffe.    Ohio,      Hydrocar 
bon    fuels    and    chemically    treated    lubricating    composi- 
tions     327.796:   Sept.  3;   Serial  No.  364.726;   published 
June  25,  1935.     Class  15. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


MaglU-Weinshelmer  Company,  doing  business  as  National 
Selling     Service,     Chicago,     111.       Advertising     displays, 

Samphlets.  brochures,  etc.  827,692  :  Sept.  3  ;  Serial  No. 
6^,435  ;  puhllKlied  June  •J5,  1935.     Class  88. 

Maiden  Form  Brassiere  Company,  Inc.,  New  York.  N.  Y. 
Brassieres,  bandeaux,  corsets,  etc.  327,719 :  Sept.  3  ;  Se- 
rial  No.   361.623;   published   May    21,    1935.      Class   30. 

Makl,  Oscar,  Fltchburg,  Ma.s8.  Preparation  for  the  treat- 
ment of  itching  scalp,  dandruff,  i)oison  ivy,  etc.  327,860  ; 
Sept.  3.     Class  6. 

Man  Store.  The.      (See  Zageir.  Coleman.) 

Marcus  Hat  Company,  Inc.,  New  York,  N.  Y.  Women's 
wearing  apparel.  327.756;  Sept.  3:  Serial  No.  362,919; 
publish,  d  June  18,  1935.     Class  39. 

Marks,  Walter  K.,  Inc.,  New  York.  N.  Y.  Ladles'  hats. 
327.734  :  Sept.  3 :  Serial  No.  361.978 ;  published  May 
28.   19;i5.     Class  39. 

Marshall  Field  &  Company.  Chicago.  HI.  Piece  goods  In 
cotton,  wool,  silk.  etc.  327.711;  Sept.  3;  Serial  No. 
363,041  :  published  Mav  28,  1935.     Class  42. 

Marvlo  Mills.  Inc.,  New  York,  N.  Y.  Cotton,  linen,  arti- 
ficial, and  natural  silk  goods.  327.716  ;  Sept.  3  ;  Serial 
No.  361.471  ;  published  May  28.  1935.     Class  42. 

McDuffle,  Wm.  C.,  receiver  of  Richfield  Oil  Company  of 
California.  Los  Angeles,  Calif.  Electrical  storage  bat- 
teries. 327.724;  Sept.  3;  Serial  No.  361,756;  published 
June  25,  1935.     Class  21. 

McElroy,  John  T.,  Packing  Company,  East  El  Paso.  Tex. 
Pure  pork  sausage,  sliced  bacon,  veal,  and  pork  loaf, 
etc.  327,665  ;  Sept.  3  ;  Serial  No.  358,105  ;  published 
June  25    1935.     Class  46. 

Meshaka.  Najeeb  N..  Boston,  Mass.  Cigarettes.  327,666; 
Sept.  3  :  Serial  No.  354,547  ;  published  June  25,  1935. 
Class  17. 

Meyer  &  Lange,  Inc.,  New  York,  N.  Y.  Biscuits  or  crack- 
ers of  granular  shape.  327.672 ;  Sept.  3 ;  Serial  No. 
362.263  ;  published  June  25.  1936.      Class  46. 

Michels.  Peter  J..  New  York,  N.  Y.  Cutlery.  327.009 ; 
Sept.  3  ;  Serial  No.  359.517  ;  published  June  25.  1935. 
Class  23 

Mllens,  Charles  E..  Kansas  City.  Mo.  Shoes.  327.781  ; 
Sept.  3  ;  Serial  No.  361.897  ;  published  May  21,  1986. 
Class  39. 

Milford  Shoo  Company.  Milford,  Mass.  Boots  and  shoes. 
327,745 ;  Sept.  6 ;  Serial  No.  362,700 ;  published  May 
21,  1935.     Class  39. 

Monite  Company,  St.  I.,ouls,  Mo.  Mothproofing  materials. 
327,821:  Sept.  8;  Serial  No.  364,113;  published  June 
16,   1935.     Class  6. 

Motor  Oils  Refining  Corporation.  Chicago,  111.  Lubricat- 
ing oils  and  greases.  .'527,614:  Sept.  3;  Serial  No. 
360.234;  published  June  25.   1935.     ClSf^s  16. 

Mount  AJernon  Milk  Company,  Seattle.  Wash.  Evaporated 
milk,  f  327.686  ;  Sept.  3  ;  Serial  No.  363,595  ;  published 
June  25,  1935.     Class  46. 

Nation  Inc.,  The.  New  Yotk.  N.  Y.  Weekly  publication. 
327.809 :  Sept.  3 :  Serial  No.  364.636 ;  published  June 
25,  1935.     CTass  38. 

National  Adheslves  Corporation,  New  York,  N.  Y.  I*ub- 
liraMon.  327.678:  Sept  3;  Serial  No.  362,159;  pub- 
lished June  25.  19.35.     Class  38. 

National  Paper  Napkin  Manufacturing  Co.  Inc.,  Chicago. 
111.  Paper  folded  napkins.  327.816:  Sept.  3;  Serial 
No.  364,433  ;  publlslied  June  26.  1935.     Class  37. 

National  Selling  Service.  (See  MaglU-Weinsheimer  Com- 
pany.) 

National  Starch  Co.,  assignor  to  Corn  Products  Refining 
Company,  New  York.  N.  Y.  Starch.  105.096;  renewed 
Aug.  10,  1935. 

National  Washboard  Company.  Chicago.  111.  Ironing 
tables.  327.781-3;  Sept.  8;  Serial  Nos.  366.088-90; 
jubMshed  June  25.  19.35.     Class  24. 

Nk.\  Service.  Inc.,  Cleveland,  Ohio.  Comic  drawings  pub- 
lished in  a  series.  327.829  ;  Sept.  3  ;  Serial  No.  364,()16  ; 
published  June  25.  1936.     Class  88. 

Neatform  Co.,  Inc.,  The.  New  York.  N.  Y.  Corsets,  reduc- 
ing foundations,  girdles,  etc.  327.709;  Sept.  3;  Serial 
No.  3»53,o.''.5  ;  published  June  18.  19.55.     Class  39. 

Neo  Ped.  Inc..  Jersey  City.  N.  J.  Shoes  and  slippers. 
327.708 ;  Sept.  3  :  Serial  No.  363.056 ;  published  Mav 
28.  1935.     Class  39. 

Neviklrch.  Frank.  Chicago.  111.  Bird  feeds.  327.6.32; 
Sept.  3  :  Serial  No.  363.883 ;  published  June  25,  1936. 
Clas^  46. 

New  England  Panama  Hat  Co.  Inc..  New  York.  N.  Y. 
Straw  and  felt  hats.  327.837;  Sept.  3;  Serial  No. 
.S62.6*<7  ;  puhllshrd  June  4.  1935.     Class  .19. 

New  Orleans  Import  Co..  Lt'd.,  New  Orleans.  La.  Tea. 
105.801  :   renewed  Aug.  17,  1936. 

Newton  Tea  &  Spice  Co..  The.  by  change  of  name  to  The 
Newton  Products  Companv.  Cincinnati.  Ohio.  Flavor- 
ing extracts  for  foods.     106,066  ;  renewed  Sept.  28.  1935. 

New  York  Dress  Manufacturers'  Associates.  (See 
Emanuel.  Edward  P.) 

Nlckel.TX  Company.  Inc..  Ottawa.  111.  Ijixative  mint  tab- 
lets.    327.855  ;   Sept.   3.      Clas-s  6. 

Noah's  Ark  Atito  Accessories.  Inc..  Rochester.  N.  Y. 
Skates.  327.776  :  Sept.  3  ;  Serial  No.  364.967  ;  published 
June  26,  1935.     Class  22. 

Northwest  Paper  Company.  The.  Cloquet,  Minn.  Paper. 
827.859;    Sept.    3.     Class  37. 

Ohio  Ferro-Alloys  Corporation,  Canton.  Ohio.  Ferro-al- 
loys. 327.777  ;  Sept.  3  ;  Serial  No.  364.968  ;  published 
June  26.  1935.     Class  14. 


Oil  Well  Supply  Company,  Dallas,  Tex.  Machinery  and 
tools  used  in  the  industry  of  well  drilling  and  the  opera- 
tion of  oil  and  gas  wells.  321.652;  Sept.  3;  Serial  No. 
358,943  ;  published  June  25,  1935.     Class  23. 

Old  Dutch  Brewers,  Inc.,  Brooklyn,  N.  Y.  Beer  ale,  ez9. 
327.685 ;  Sept.  8  ;  Serial  No.  348.282  ;  published  May  8. 
19."4.     Class  48. 

Old  Reliable  Mineralized  Stock  Powder  Company,  Kenton. 
Ohio.  Mineralized  stock  powder.  327,857  ;  Sept.  3. 
Class  6. 

Pacific  Coast  Borax  Company.  New  York.  N.  Y.  Borax. 
boric  acid,  boric  acid  spangles,  etc.  327,847  ;  Sept.  3  ; 
Serial  No.  364,302  ;  published  June  25,  1935.     Class  6. 

Palrpoint  Corporation,  The,  New  Bedford,  Mass.  Silver- 
plated   hollow  ware.      108,262  ;  renewed  Jan.   25.   1936. 

Palmer  Match  Company,  The.  .\kron,  Ohio.  Friction 
matches.     327,851  ;  Sept.  3.     Class  9. 

Paragon  Rubber  Corporation.  New  York.^J^.  Y.  Semi-hard 
rubber  composition  material  used  in  the  manufacture  of 
toys  and  dolls.  327.767  ;  Sept.  3  ;  Serial  No.  3^4.925  : 
published  June  25.  1935.     Class  1. 

Parfumerie  St.  Denis.  New  York.  N.  Y.  Astringents, 
astringent  cerates,  bleach  creams,  etc.  327.642;  Sept. 
8  ;  St  rial  No.  363.637  ;  published  June  25.  1935.     Class  6. 

Penn-Maryland  Corporation.  New  York.  N.  Y.  Whiskey. 
327.768;  Sept.  3;  Serial  No.  364.927;  published  July  2, 
1935.    Class  49. 

Pennsylvanla-Dlxle  Cement  Corporation.  (See  Clinchfleld 
Portland  Cement  Corjxiratlon.  assignor.) 

Pharmaco-Chemlcal  Products  Company.  Limited.  The.  Lon- 
don. England.  Medicine  for  the  treatment  of  gouty  and 
rheumatismni  affections.  327,823;  Sept.  3;  Serial  No. 
364.071  ;  published  June  25,  1935.     Class  6. 

Philadelphia  Lawn  Mower  Co.,  Inc.,  Philadelphia,  Pa. 
Lawn  mowers.  lawn-sweepers,  lawn-trimmers,  etc. 
327.816:  Sept.  3;  Serial  No.  364.483;  published  June 
18    1935      Class  23 

Pick.'  Richard.  &  Heller  Co.,  Chicago  111.  Furniture  up- 
holstery piece  goods.  327,725  ;  Sept.  3 ;  Serial  No. 
361.819;  published  June  18.  19:^5.     Class  42. 

PilUbury  Flour  Mills  Company.  Minneapolis.  Minn.  Wheat 
flour.  327,802-5  ;  Sept.  3  ;  Serial  Nos.  364,678-81  ;  pub- 
lished June  25.  1935.     Class  46. 

Polar-Werke  A.-G.,  Remscheid,  Germany.  Skates. 
327.811;  Sept.  3:  Serial  No.  364,591;  published  June 
25    1935      Class  22 

Price,  M.  'h  .  I^s  .\ngelf>«.  Calif.  Whiskev.  327,663; 
Sept.  3;  Serial  No.  868,686;  published  Jan.  8,  1935. 
Class  49. 

Procter  &  Gamble  Company.  The.  Cincinnati,  Ohio.  Bulk 
vegetable  shortening.  327,801  ;  Sept.  3 ;  Serial  No. 
364,682  ;  published  June  25.  1935.     Class  46. 

Pulverized  Manure  CompanV.  The,  Chicago,  III.  Fer- 
tilizers.    107,503  ;  renewtd^Dec.  7,  19:^5. 

Puritan  Mills.  Inc..  Chicago.  111.  Prepared  flour.  327,760, 
Sept.  3:  Serial  No.  364,788;  published  June  25,  1935. 
Class  46. 

Quick  Coffee  Company,  The.  Grosse  Pointe  Farms,  Mich. 
Coffee.  327.828 ;  Sept.  3 ;  Serial  No.  364.021  ;  published 
June  26.   1935.     Class  46. 

Racine.  Jules,  &  Company,  New  York,  N.  Y.  Watches  and 
watch-movements.      108,187:  renewed  Jan.   18,   1936. 

Railroad  Accessories  Corporation,  New  York,  N.  Y.  Pad- 
locks. 327.787  ;  Sept.  3  :  Serial  No.  365,213  ;  published 
June  25,  1935.     Class  25. 

Rappaport,  Isledor,  New  York.  N.  Y.  Sport  lackets  and 
sport  coats.  327.730  :  Sept.  3  :  Serial  No.  344,309  ;  pub- 
lished June  25,  1035.     Class  39. 

Rath  Packing  Company.  The.  Waterloo,  Iowa.  Canned 
tongue  and  packed  bacon.  327.661  ;  Sept.  3  ;  Serial  No. 
356,374  :  published  June  26,  1935.     Class  46. 

Rath  Packing  Company.  The.  Waterloo.  Iowa.  Canned 
pork.  327.662  ;  Sept.  3  :  Serial  No.  356,373 ;  published 
June  25,  1935.     Class  46. 

Rath  Packing  Company.  The,  Waterloo.  Iowa.  Canned 
spiced  meat.  827,663  ;  Sept.  3  ;  Serial  No.  356,372  ;  pu^i' 
lished  June  25,    1935.     Class  46. 

Rath  Packing  Comj^ny.  The.  Waterloo,  Iowa.  Spiced  pork 
loin  with  natural  juices,  ham,  butter,  sausages,  etc. 
327,664  :   Sept.   3 :   Serial  No.   356,368 ;   published  June 

25,  1935.     Class  46. 

Reed,  E.  P.,  &  Co.,  Rochester.  N.  Y.     Shoes.     327,735  ;  Sept. 

3  :  Serial  No.  361.993  ;  published  Ma^  7,  1935.     Class  39. 
Reed.    E.    P..   &   Co..    Rochester,    N.    Y.      Shoes.      327,820; 

Sept.  8  ;  Serial  No.  364,150  ;  published  June  18,   1935. 

Class  39. 
Richfield  Oil  Company  of  California.     (See  McDuffie,  Wm. 

C,  receiver.) 
Roma  Wine  Company.  Inc.     (See  Cella.  Battista.) 
lloss.  Robert,  &  Company,  Limited,  Southampton.  England. 

Games.     327.720  :  Sept.  3  ;  Serial  No.  361,820  ;  published 

May  28.  1935.     Class  22. 

Roundsman  F'ood  Products,  Inc.,  Newton  Lower  Fa'ls. 
Mass.  Canned  cocoa,  puddings,  and  malt-cocoa. 
327,746 :    Sept.   3 :    Serial   No.   362,760 ;   published   June 

26.  19.'56.     Class  46. 

Rovlra  y  Compafila  S.  en  C,  Santiago.  Cuba.    Rum,  hrandv, 

ethyl     alcohol,     etc.       327,742;     Sept.     3;     Serial     No. 

.^46,989;  published  July  2.   1935.     Class  49. 
Sanitary  Fixtures  Company  of  North  -America,  The.  New 

York.    N.     Y.       Bidets,     toilet     bowls,    lavatories,      etc. 

327.701  :  Sept.  8  ;  Serial  No.  363,194  ;  published  June  26, 

1935.     Class  13. 


VI 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


S&Ditarr  Food  Manafactarliic  Company,  asslcnor  to  Griggs, 
Cooper  tt  Company,  also  doinc  buRlness  as  Sanitary 
Food  ManafaetarluK  Gompany,  8t.  Paul,  Minn.  Crack 
era  or  blaculta.     108,178 ;  renewed  Jan.  18,  1936. 

Schelter  L«rt  Co.,  Inc..  Boche«er,  N.  Y.  Shoe  tre««. 
327  644  :  Sept.  3  ;  8«rUl  No.  363.604  ;  published  June  25. 
1935.     Class  50.  ,,^       ^.     ^ 

Schoaeneraan.  J..  Incorporated.  Baltimore  Md.  \*)at«. 
vests,  troQsera.  «-tc.  327,619 ;  8e^.  3 :  Serial  No. 
360,831;  publl«he<l  June  18.  1935.     Llaw  39 

Schweiserlsche  aeldenjtasefabrlk  A.  O..  Zurich.  Swltser- 
land.  Bolting  cloth  and  atencU  clotb.  ^^'•^^  •  ofPt- 
3;  Serial  No.  362,052;  published  June  25.  1935.  CUss 
42 

Sea  IsUnd  Mills.  Inc..  New  York.  N.  Y.     Cotton  broadcloth 
327.727-8;    Sept.    3;    Serial    Nos.    361,821-2;    |)uhll*hed 
May  28.   1935.     Class  42. 

Shaw,  Alex  D..  h  Co.,  Inc..  New  York,  N.  Y  Wloes. 
327.844 ;  Sept.  3 ;  Serial  No.  364,359  ;  published  June 
25,   1935.      Class  47. 

Shelton  Textile  Fabric  Co.,  Shelton,  Conn.  Narrow  elas- 
tics and  Vienna  hat  elastic.  327.612;  Sept.  3;  Serial 
No.  359.632  ;  published  June  18,  1935.     Class  40. 

Shelton  Textile  Fabric  Co.,  Shelton.  Conn.  Narrow  elM- 
tlcs.  elastic  braids,  and  Vienna  hat  elastic.  S2(.613; 
Sept.  3  :  Serial  No.  36»,n33  ;  published  June  18,  1936. 
Class  40 

Bherwln-Wllllam.s  Co.,  The,  Clereland,  Ohio.  Ink  plj?- 
ment.s.  printing  Inks,  and  lithographinit  Inks.  327.698  ; 
Sept.  3 ;  Serial  No.  868,2«7  ;  published  June  25,  1936. 
Class  11.  .,  .^,     ,, 

Simons,  Hatch  k  Whltten  Comi>any,  Boston.  Ma«s.  Negli- 
gee and  flrpss  shirts,  collars.  un<lershlrt8,  etc.  327,715  ; 
Sept.  3:  Serial  No.  861,336;  published  June  18,  1936 
Class  39 

Slosberg,  Jacob  R.,  Norwich,  ^onn.  Gasoline,  kerosene, 
fuel  oil.  etc.     327,852;  Sept.  3.     Class  15. 

Smart-Form.  Inc..  Newark.  N.  J.  Corsets,  brassieres 
foundation  garments,  etc.  327,836;  Sept.  3;  Serial 
No.  364,252;  published  June  18.  1935.     Class  39. 

Smith.  J.  P.,  Shoe  Company.  Chicago,  III.  Men  «  and 
women's  leather  shoes.  327.691  ;  Sept.  3 ;  Serial  No. 
363.440  ;  published  May  28,  1935.     CUss  39. 

Smith  Ttaornbarg  Company,  Phoenix.  Arts.  Fresh  vege- 
tables, cantaloupes,  honey  dew,  and  casaba  melons. 
327  817;  Sept.  8;  Serial  No.  364,397;  published  June 
26, 'l»35.     Class  46.  ^  «     .       ..v 

Soclete  Helleniqne  de  Vlns  et  Splritoeux,  8.  A.,  Athens. 
Greece.  Brandy  and  cognac.  327.712;  Sept.  8;  Serial 
No.  363.900 ;  published  July  2.  1936.     Class  49. 

Socony-Vacuum  OH  Company,  Incorporated.  New  York, 
N  Y.  Cutting  oils.  327,704  ;  Sept.  3  ;  Serial  No. 
363,126;  pobliahed  June  25,  1936.  CUss  15. 
Bocony-Vacuum  Oil  Company.  Incorporated,  New  York. 
N  Y.  Lubricating  oU.  827.761;  Sept.  3;  Serial  No. 
364,793 ;  pobllslied  Jane  25.  1036.  Class  16. 
Staats  Herold  Corporation.  New  York.  >i-  Y.     Dally  news- 

Kper.  327.813  ;  Sept.  3  ;  Serial  No.  364,522  ;  publUbed 
ae  26,  1985.    Class  88.  ^     ^ 

Staats-Herold  Corporation.  New  York,  N.Y.  Sunday 
newanper.  S27I814  ;  Sept.  8  ;  Serial  No.  364,621 ;  pub- 
llsh^Jone  26,  19S5.     Claas  38.  ,     ^  _.       ^ 

Sudium  Underwear  Co..  to  Stadium  ManoCacturtag  Co.. 
Baltimore.  Md.,  successor.  Undershirts  drawers,  and 
union   suits.      108,227 ;    renewed   Jan.    l8,    1936. 

Standard  Milling  Co.,  by  change  of  name  to  Standard  Ulce 
Company  Inc.,  Houston,  Tex.     Rice.     106,694  ;  renewed 

Oct.  26.  1935.  ,  ™.„    .      »         r^y 

Standard  Oil  Company  of   New  Jersey,  Wilmington.  Del. 

Felt  Dads    combined  with  a  liquid  feeding  reservoir  for 

oiUng^^r^      827,620:   Sept     3 ;    Serial   No.   860.943; 

published  June  25,  1936.     Class  29.  „     ,      .. 

Stanley,  W.  F.,  and  Company  Umlted,  I^dpn,  England. 

Sextants,  telescopes,  chart  rules,  etc.     327.676 ;  Sept.  3  ; 

SerUa  No.  362,241 ;  published  June  26.  1985.     CUss  26. 
BUnley  Works,  Tke.  New  Britain,  Conn.     Box  strapping. 

827.689 ;  Sent.   3 :    Serial  No.  863.770 ;   pubUshed  June 

gteloberxer  Broa.  GloVe  Corp..  New  York,  N.  Y.  Gloves. 
S27\67l ;  SJt.   8 ;   Serial   No.   362.446 ;   published   May 

Stelnberxer  Bros.  GloVe  Corp..  New  York,  N.  Y.  Glo^e*- 
Irrm ;  Sept.  8 ;  Serial  iio.  362,196 ;  published  May 
28.  19'{5.    Class  89. 


S«»  iMerre  Smirnoff  F'*,  Incorporated.  New  York.  N.  Y. 
VodtaT    MT^WS ;  Sept!  3  ;  Serial  No.  862.297  ;  published 

StuS^^'l^Tj.  &.*fn«^^F.yetteTlUe.  N.  Y.  Chain,  and 
5S*s.  827  738  ;  Sept.  8  ;  Serial  No.  343.489  :  published 
June  26.  1936.     Class  82.  .     a»  u  i     d^»». 

Stokely  Brother*  *  Co..  Newport.  Tenn  ,  to  Stokely  Broth- 
Vs  and  Company.  ladlanapolls.  Ind.,  Buccessor.  Canned 
vegetables.     108  272-4  ;  renewed  Jan.  25.  1936. 

AtAMklrk   Worsted  Company,    New   York.   N.    Y.      Woolen 

^Se-ods  827,636:^.  3 ;  Serial  No.  363.832:  pub- 
hsbed  Jsne  18,  1936.     Class  42. 


SulllTaa,  A.  F.,  Carporatlon.  New  York,  N.  Y.  Whif**!. 
gill.  rum.  etc.  827,778;  Sept.  8;  Serial  No.  864.9T9; 
pqJtUahed  July  2,  l686.     Class  49.  ..     ,  ^ 

Superior  Sheet  MeUl  Work*  Company.  Indianapolis,  Ind. 
Gravity  type  of  cream  separator.  327.668  ;  Sept.  3  ;  Se- 
rial  No.  368.862  :   published  June  25.   1936.     Oass  23. 

Tampad  Co.     (See  Breeae,  Paula  A.  M.)  ^        ,„ 

Texas  Company.  The,  Houston,  and  Port  Arthur.  Tex.,  a«d 
New  York,  assignor  to  The  Texas  Company,  New  York. 
N.  Y.  Lubricating  oils.  107.109;  renewed  Nov.  9. 
1935 

TexsM  Company,  The,  Houston  and  Port  Arthur  Tex.,  and 
New  York  assignor  to  The  Texas  Company,  New  York. 
N.   Y.      Kerosene-oil.      107.V>87  ;    renewed  Jan.   4,    1986. 

Thomas,  Robert  O.,  New  York.  N.  Y.,  to  Anna  G-  Tliomaa 
Glen  Ridge.  N.  J.,  soccessor.  Coffee.  106.057  ;  renewed 
Sept.   21,   1986.  .... 

Thornecraft.  Incorporated.  Chicago,  III.  Toy  boats  and 
ronstnictlon  parts  therefor.  32  <, 021-2  ;  Sept.  3  ;  Serial 
Nos.  360,944-5  ;  published  June  25.  1936.    Class  22. 

Thornton  A  Chester  Milling  Co..  Buffalo,  N.  Y.  Wheat- 
flour.     107.588;  renewed  Dec.  14.  1936. 

TokheUn  Oil  Tank  4  l*ump  Co..  Fort   N^ayne.  Ind.      Self 
measuring  pumps.   327.766  ;  Sept.  3  ;  Serial  No.  364,899  ; 
pubUshed  June  25.  19?16.     Uass  26.  „     .     v,    v 

Tourneur  Beauty  Products  Company,  Inc..  New  York.  N.  X. 
Liquid  Bkln  coloHne.  327,838;  Sept.  3;  Serial  No. 
362.603  ;  published  June  4.  1936.    Class  6. 

Vandorbllt,  R.  T.,  Company.  Inc..  New  York.  N.  Y.  Kniyme 
used  In  converting  starch.  327,827  ;  Sept.  3  ;  Serial  No. 
304,031  ;  published  June  26,  1936.     Class  6. 

Vega  Manufacturing  Corporation.  Wilmington,  Del.  In- 
sulated wire  and  insulating  and  heat  resisting  com- 
pounds for  electrical  apparatus.  327,795;  Sept.  3;  Se- 
rial No.  364,746:  published  June  25.  1935.     Class  21 

VIsuopathic  Institute  of  America,  Dayton,  Ohio.  PuhlUa^ 
tlon.  327,808;  Sept.  3;  Serial  No.  364,644;  published 
June  25.   1935.     Class  38. 

Walker,  Hiram,  k  Sons.  Inc.,  Peoria,  III.  Whiskey. 
327,y84  ;  Sept.  3;  Serial  No.  366.105;  published  July  2, 

Walker.    Hlram,    4    Sons,    Inc.,     Peoria,     III.       Whiskey. 

327,788;    Sept.   3;    Serial    No.    365,363;   pubUshed   July 

2.  1935.     Class  49.  ^      _  ^,     , 

Wamsutta    Mills,    New    Bedford.    Mass.      Mens    negUgee 

shirts,  Bhorts.  etc.    327.720  ;  Sopt.  3  ;  Serial  No.  861,643  ; 

pubUshed  May   28.   1935.     Class  39     ^    „    _       ..  ,, 
Warner   Bros.   Pictures.    Inc..    New    \ork     N.   Y.      MoUon 

pictures   and   motion    picture   films.     327,807  ;   Sept.   8 . 

Serial  No.  364,648;  pubUshed  June  25,  1936.     Class  26. 
Weber   CosteUo   Co..   clilcagp   Heights.    HI       ^^f^^*   "'^ 

blackboard     erasers.       827.721;     Sept.     8 ;     Serial     No. 

861.701  ;  published  Jane  26.  1936.     Class  87. 
Wetterau.  O.  U..  *  Sons  Grocer  Co.,  St.  Louis,  Mo.     Cof 

fee       327  846;   Sept.    3;   Serial   No.   364,814;   published 

Jane  26,  1986.     Clasa  4«-      ^    ,  t      .     n     r    .« 

Whiteley.  Bdward  O.,  doin£  business  as  Lavtexlie  Com- 
pany, San  Francisco.  Calif  Rugs  and  carpets.  827  767  ; 
Sept.  3:  Serial   No.  TO«.982 ;  published   June  26,   1986. 

Class  42 
Whitman,  Stephen  F.,  k  Son    Inc..  Philadelphia.  P»-  .C'f'i. 

dy.      8^7.860;    Sept.    3;    Serial    No.    364,266;    published 

June  26,  1936.     Class  40  .     «         «,  ^  . 

Wiegand.   Bdwin   L,   Company.   Pittsburgh.   Pa.     Kl«ftrlc 

hMUna    units   and    parts    thereof.      327,864;    Sept.    3. 

Wlnch^er  Repeating  Arms  Company,  New  Haven.  Conn. 

Cartridge*    for    use    in     ''»<'•*•„"' „J**o'^*™    »'    ^^^ 

327  765;   Sept.  3;   Serial   No.    302,896;   published   June 

26,  1936.    Clasa  9.  .   „..      _^  n  . 

Wohi  Shoe  Company.     (See  Emanoel.  Edward  P.) 
Wolfe  A   Lang.*Inc.^  New  York.   N.   Y.      Girdles. ^corset8, 

and  bra«l*F;a.     8^7.687;  Sept.  3;  Serial  No.  308.569; 

published  June  4.  1936.     Clasa  89.  „,     .^  , 

Wolverine  Brass  Works,  Orsnd  Rapids.  Mich.     Trap*  for 

plumbing,    sink,   lavatory,   and    wash    tray   connejKlons. 

etc.     827,830;    Sept.  8;   Serial   No.   364,169;   published 

wiveriM'Bra-  Work?  G«nd  PfPWs   M,oh      Metalplpe 

elbows,   Ts.   cotipllngs.   etc.     827,832;    Sept.   8;   Serial 

nT  364.15^  ;pufilshed  June  25,  1935      Cjasa  18. 
Woods,  Joseph  W.,  Company,  Inc.,  ^^'',  Yofk.  N-Y      Cot 

ton   and   rajon   mixtures  and   nart    linen   piece   goods. 

327  707  ;   Sent.   8 ;   Serial  No    363,081  :   publiabed  Jane 

18.  'l98&      Class  42 
Worth  and  Worth,  Ltd     New  York    N-J      Hats  and  ajps. 

neckties,   etc.      327,681;    Sept.    S:    Serial    No.    862,068, 

published  May  21,   1985      Class  89. 
Worumbo  Manufacturina  Company.  Lisbon  Fallt  Maine. 

Woolen  Ubrlcs.     107,674 ;  renewed  Dec.  14.  1986. 
Zageir.  Coleman,  doing  bnsineas  aa  The  Man  Store,  Asbe- 

vllle     N.    C.       Men%    suita.    overcoata,    topcoaU,    etc. 

Zo?o^''CoriKS?L'NJJr'?o??:   N.   Y.     Hair  wavlna  solu- 
^!tons  ^"sie^  :  Sept.  8  ;  Serial  Nos.  364,0,38-^;  pub- 
lished June  25.  1936.     Class  0. 


V 


LIST  OF  REGISTRANTS  OF  LABELS 


Itaker  Extract  Company,  Springfield.  Mass.  Bakers  Milk 
Shake.    For  Compound  for  Making  Milk  Shakes.    46,2<5; 

Baker  Kxtract  Company,  Springfiehl.  Mass.  Baker's  Im- 
piOTed  Root  Beer  Extract.  Ft.r  Root  Beer  Extract. 
46,276;   Sept.  3.  ^      ^^  r^ 

Hutlef  Paper  Products  Company.  Tlie.  Toledo.  Ohio.  Ter- 
ritorial Deslxn  No.  182A.     For  Butter.     46,277;  Sept.  3. 

Canute  Co..  The.  Milwaukee,  Wis.  Canute  Water  iscieu- 
tlflcally  Re-Colors  Gray  Hair.  For  Hair  Coloring  Prep- 
aration.    46,278;   Sept.  3. 

Derris,  Inc..  New  York,  N.  Y.  Tick  Hubless  Wax  For  Llq 
uld  Wax  for  Floors  and  Other  Surfaces.    40.279  ;  Sept.  3. 

Kscalante.  Jose,  k  Co..  Chicago,  III.  Don't  Bite  Just  Lite. 
For  ClgarB.     40.280;   Sept.  8.  _...„,.. 

Franklin,  Mrs..  Inc..  Philadelphia,  Pa.  Franklin  Fabrics. 
For  Fabrics.     46.281  ;  Sept.  3. 

Hap's  Ice  Cream  Company,  Inc.  Philadelphia,  Pa.  Big 
<\)ne.     For  Ice  Cream.     46,282;  Sept.  3. 

rnternatlonal  Brotherhood  of  Pulp,  Sulphite  &  Paper  Mill 
Workers,  Fort  F^ward,  N.  Y.     Union  Made  Paper  Prod 
ucts.     For  Paper  Products.     46,283  ;  S«pt.  3. 

Josselson  Bros.  Inc.,  Ashland,  Ky.  Smokey  Mountain. 
For  Corn  Whiskey.     46.284  ;  Sept.   3. 


Laraen,  Clara'  M.,  doing  business  ae  Velma  Viking.   New 

■     York.  N.  Y.    Velma  Viki"        "  -  "'--"-  ^ ^^  ""^ 

Sept.  8. 


York,  N.  Y.     Velma  Viking.    For  Plastic  Cream.     46.285  ; 


I.©wenfel*«.  Frederick  F.  k   Son,  New  York,  N.  Y.     Farm 

Squares.     For  Butter.     46.28C  ;  Sept.  3. 
National  Carton  Company,  Jollet,  lU.     Fresh  Toasted.     For 

Pop  Com.      40.287;   Sept.   3       „    .^    ,,,     ,       ,. 
.'Naylor.  H.  W.,  doing  business  an  H.  W.  Naylor  Lompany. 

Morris    N     y.      Dr.   Navlor's  Tonic  for   Horses.     For  a 

Tonic  for  Horses.     46,288;  Sept.  3. 


Old  Reliable  IHstrlbutors.  Inc.,  New  Orleans,  La.  tSan 
Carlo.     For  CUret.     46,289;  Sept.  3. 

Povenid,  G..  Pittsburgh,  Pa.  Vi-6-Ta  Food  Drink.  For 
Food  Drink.      46^290;   Sept.  3. 

Rumford  Chemical  Works,  Kumford,  R.  I.  Rumford  Bak- 
ing Powder.     For  Baking  Powder.     46  291  ;  Sept.  3. 

Rnmford  Chemical  Works.  Rumford.  R.  I.  Rumford  Cook- 
ing Chocolate.     For  Cooking  Chocolate.    46,292;  Sept.  3. 

Shlanskv.  Philip,  k  Bro.,  New  York,  N.  Y.  Donnybrook. 
For  Olothes.     46.2i»3  ;    Sept.  3. 

Steri  Products  Co.,  Kansas  City,  Mo.  Steriglass.  For  a 
Chlorine  Product  for  Cleaning,  Sterilising  and  Deodoriz- 
ing Beer  Glasses  and  Other  Tap  Room  and  Dairy  Equip- 
ment.    46.204  ;  Sept.  3. 

Swift  and  Company,  Chicago,  III.  Brooksie  and  Her  Pals 
(Bennle).     For   Butter.      46,296;    Sept.    3. 

Swift  and  Companv.  Chicago,  111  Brooksie  and  Her  Pals 
(Blacky).     For  Butter.     46.296;   Sept.  3. 

Swift  and  Company,  Chicago,  lU.  Brooksie  and  Her  Pals 
(Brooksie).       For  Butter.     46.297  ;  Sept.  3. 

Swift  and  Company,  Chicago.  111.  Brookale  and  Her  Pals 
(Mistress  Mary).     For  Butter.     46.298;  Sept.  3. 

Swift  and  Company.  Chicago.  111.  Brooksie  and  Her  Pals 
(Odella).      For  Butter.      46,299;   Sept.   3. 

T  &  H.  Food  Products.  Inc..  New  York,  N.  Y  Vee  Vo. 
For  a  Preparation  for  Making  a  Food  Drink.     46.300  ; 

Terry,  Sain,  doing  business  as  Terry  Liquor  Co.,  Oakland, 

Calif       Valley    of    the    Moon.      For    Muscatel     Wine. 

46.301  :  Sept.  3. 
Viking.  Velma.     (See  La rsen,  Clara  M)  ^      „,     .   . 

Wexberg'B  Inc..  Chicago,  III.    Dutch  Masters.    For  Blended 

Wl1l^key.     46,302  ;   Sept.   3. 
Wieland.  C.  J.,  k  Sons,  Inc.,  Chicago.  111.     Special  Whites. 

For  Kggs.     46.303  ;  Sept.  3. 


LIST  OF  REGISTR.\NTS  OF  PRINTS 


North  k  Pfeiffer  Mfg.  Co.,  The,  Hartford.  Conn.     Qrlp  Rite 
RemoTsblo     Shu  Spikes.       For     Shoe     Spikes.       15,364 ; 

Nortbam'pton     Brewery     Corporation.     Northampton.     Pa. 

Tru-Blu  Beer.     For  Beer.     15.865  ;  Sept.  3 
Northampton     Brewery     Corporation.     Northampton.     Pa. 

Enlov  It  Todav  Tru-Blu  Beer  k  Ale.     For  Beer  and  Ale. 

18,366 ;  Sept.  6. 


Northampton  Brewery  Corporation.  Northampton,  Pa. 
Enjoy  Tni-Blu  Beer  k  Ale.     For  Beer  and  Ale.     15,367  ; 

Rheinberger,  Alois  J.,  New  York,  N.  Y.  A.  J.  R.  Pure  Rub- 
»)er  Bath  Brush.  For  Pure  Rubber  Bath  Brushes. 
16.368  ;  Sept.  3. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  1 

Impression  taking  and  casting  materials  made  of  Pla»tlc 
stone  etc.  F.  L.  Grler.  327.648;  Sept.  3;  Serial  No. 
850.141  ;  published  June  26,  1935. 

I>>ather.  Sole.  Eberle  Tanning  Company.  82.  626 ;  Sept. 
3;  Serial  No.  363,970;  published  June  26,  1935. 

Rubber  composition   material  used   In  the  manufacture  of 

■>»-  '^'  "■"■  CLASS  6 

Cements,  Pyroxylin.  Gordon  Process  Company.  327,763  ; 
Sept.  3;  Serial  No.  364.817  ;  published  June  26.  1936. 

Composition  In  the  nature  of  an  adhesive  for  pr^Jfn»°8 
flat  tires.  Autosan  Corporation  of  America.  32(,W8, 
Sept.  3;  Serial  No.   863,546;   published  June  25,   1936. 

CI.AS6  6 

Astringents,  astringent  cerates    bleach  creams^  etc      Par- 

fumerie  St.  Denis.     827.642 ;  feept.  3  ;  Serial  No.  363,637  ; 

published  June  26,  1985. 
Borax,  boric  acid,  boric  scld  spangles.  etc.     !"«<•'«€  Coast 

Borax  Company.     327,847  ;  Sept.  3  ;  Serial  No.  364,302  , 

published  June  26.  1936. 
Cbemloal  preparation  used  as  a  deodoriser.     Gibbs  Manu- 
facturing   Company.       827.792;     Sept.    S;    Serial    No. 

864.008  ;  published  June  26,  1935       „   _      .     .  „,  _  _ 
Eniyme  used  in  converting  starch.     R.  T.  Vanderbllt  Com- 

paiiy      327,827  ;  Sept.  3  :  Serial  No.  364,031  ;  published 

June  26,  1936. 
Eye-wash.     General  Pharmacal  Company.     327,849;  Sept. 

3  ;  Serial  No.  364.284  ;   published  June  25.   1935. 
Hair   dyes    hair  brlghteners,  shampoo  tints,  etc.      Inecto. 

Inc.     827  793  ;   sipt.   3  ;   feerial  W   364,010  ;   published 

llal?°tav/ng  solutions.  Zotos  Corporation^  827  82lMi ; 
Sept.  3  ;  Serial  Nos.  364.038-9  ;  published  June  26.  1935. 


Insecticides   and    fungicides.      Ansbacher    Insecticide    Co. 

104.366;   renewed  May  25.  1935.  oo^  oirr 

laxative     mint    tablets.      Nlckelax    Company.       327.855; 

Sept.  3. 
Lotions  and   antiseptic   solutions,   Dental.      Ell   Lily   and 

Company.     106.874  ;  renewed  Nov    2    1935.  ,^,.- 

Medicinal  preparation.     EU  Lilly  and  Company.     100,348  , 

renewed  Oct.   19.    1935. 
Medicinal  prep-irations.     EH  Lilly  and  Company.     106.982  ; 

renewed  Nov.  9,  1935. 
Medicine  for  the  treatment  of  gouty  and  rheumatlsmsl  af- 
fections Pharmaco-Chemical       Products       Company. 

327  823 ;    Sept.   3  ;    Serial   No.   364.071  ;   published  June 

25.  1935. 

Mothproofing  materials.  Monite  Company.  327.821 ;  Sept. 
3;  Serial  No.  364,113;  published  June  25,  1935. 

I'er/umes  Coty,  Inc.  327.769:  Sept.  3;  Serial  No. 
364.001 ;  published  June  26.  1986. 

Powder.  Mineralized  stock.  Old  Reliable  Mineralised  Stock 
Powder  Company.      327.857;  Sept.   8.  .^,00.. 

Powder,  Toilet.  A.  Bourjois,  k  Co.  Inc.  107,834 ;  re- 
newed Dec.  28,  1935 

Powder,  Toilet.  A.  Bourjois  k  Co.  Inc.  107.836-6;  re- 
newed Dec.  28,  1935. 

Preparation  for  the  treatment  of  Itching  scalp,  dandruff, 
pblson  Ivy,  etc.     O.  Maki.     327.860  ;  Sept.  3. 

Resins,  resin  solutions,  and  olU.  Beck,  KoUer  *  Co. 
327  713;    Sept.   3;   Serial   No.   363,993;   published   June 

26,  1936. 

Skin  coloring.  Liquid.  Tourneur  Beauty  Products  Com- 
pany. 327.888 ;  Sept.  3 ;  Serial  No.  362,603  ;  published 
June  4,  1935. 

SUrch.     National  Starch  Co.     105.696;  renewed  Aug.  10, 

'^^  CLASS   8 

Cigarette  cases.  Exotic  Vanities.  Inc.  827,629;  Sept.  3; 
Serial  No.  303,916  ;  published  June  25.  1935. 

vli 
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CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS   9 

Cartridges  for  use  in  rifles  or  revolvers  or  both.  WlncheB- 
ter  Kt-peafinjj  Arms  Company.  327.755  ;  Sept.  3  ;  Serial 
No.   ;i6i'.8UtJ  :  published   June   25.    1935. 

Mat'hes,  Friction.  Palmer  Mntch  Company.  327,851  ; 
Sept.  3. 

CI-ASS  10 

Fertilizers.  Pulverlxed  Manure  Company.  107,503;  re- 
newed Dec.  7,  1935. 

CLASS   U 

Ink  pigments,  printing  inka  and  litbographlng  inks.  Sher- 
win  Williams  Co.  327.698  ;  Sept.  3  ;  Serial  No.  363,2»7  ; 
publlabed  June  25,  1935. 

CL.\8S  12 

Construction  materials.  Philip  Carey  Nfannfacturlng  Com- 
pany.     105,340 ;    renewed   July   20.    1935. 

Portland  cement.  Clinchfleld  I'ortland  Cement  Corpora- 
tion.     108.158;  renewed  Jan.   IH.  193G. 

Rooflng  materials.  1  hilip  Carey  Manufacturing  Company. 
107,151  ;    renewed   NOv.    16.    1935. 

Rooflng,  Prepared.  Barrett  Manufacturing  Company. 
105,334-5;    renewed   July    20,    VJ.lo. 

CL.\SS  18 

Bidets,  toilet  bowls,  lavatories,  etc.  Sanitary  Fixtures 
Company  of  North  America.  327.701  ;  Sept.  3  ;  Serial 
No.  363,194;  published  June  25    19.35. 

Pipe  elbows,  T's,  couplings,  etc..  Metal.  Wolverine  Brass 
Works  327,832  ;  Sept.  3  ;  Serial  No.  364.158  ;  published 
June  25.  1935. 

Pots,  iian-<.  teakettles,  etc..  Enameled  base  metal.  Federal 
Knameling  &  Stamping  Company.  327,741  ;  Sept.  3  ;  Se- 
rial No.  345.850  ;  puhll.shed  June  25.   1935. 

Strapping,  Box.  Stanley  WorivS.  327.039;  Sept.  3;  Se- 
rial No.  363.770  ;  publishe*!  June  25,   19;{5. 

Traps  for  plumbing,  sink,  lavatory,  and  wash  tray  con- 
nections, etc.  Wolverine  Brass  Works.  327,830;  Sept. 
3;  Serial  No.  364,159:  published  June  25.  1935. 

CLASS  14 

Ferro-alloys.  Ohio  Ferro-.Vlloys  Corporation.  327,777 ; 
Sept.  3  :  Serial  No.  364,968  ;  published  June  25,  1930. 

CLASS  15 

Faels    and    chemically    treated    lubricating    compositions. 

Hydrocarbon.      Lubri-Zol    Corporation.      327,706;    Sept. 

3  ;   Serial  No.   364,726  :  published  June  25.  1935. 
Qasoline,  kerosene,  fuel  oil,  etc.     J.  R.  Slosberg.     327,8S2 ; 

Sept.  3. 
Kerosene-oU.     Tetaa  Company.     107,987  ;  renewed  Jan.  4, 

1936. 
Oils  and  greases.  Lubricating.     Motor  Oils  Reflning  Corpo- 
ration.    327.614  ;  Sept.  3  ;  Serial  No.  360.234  ;  published 

June  25.  1935. 
Oils.    Cutting.      Socony- Vacuum    Oil    Company.      327,704  ; 

Sept.   3;   Serial   No.   363,126;   published  June  25.    1935. 
Oils.  Lubricating.     Esao  Inc.     327.790  ;  Sept.  3  ;  Serial  No. 

364.004  ;   published  June  25.  1935 
Oils.  Lubricating.    Socony-Vacnnm  Oil  Company.    327.761  ; 

Sept.  3  ;  Serial  No.  364.793  ;  published  June  25,  1935. 
Oils,    Lubricating.      Texas    Company.       107,109;    renewed 

Not.  9,  1935. 

CLASS  17 

Cigarettes.     N.  N.  Mesbaka.     327.666  ;  Sept.  3  ;  Serial  No. 

354.547  ;  published  June  25.  1935. 
Cigarettes,  chewing  tobacco,  smoking  tobacco,  etc.     Brown 

\  Williamson   Tobacco  Corporation.      327.779  ;    Sept.  3  ; 

Serial  No.  365,022  ;  published  June  25,  1935. 

CLASS   19 

Shock    absorbers.       Goodyear    Tire    ft    Rubber    Company. 

327,762 :    Sept.    3 ;    Serial  No.   364,816 ;   published   June 

25,  1936. 
Trailers.      E.    D     Grover.      327,794  :    Sept.    3 ;    Serial    No. 

364.770;   published  June  2I|^^1935. 

CLASS  21 

Batteries.  Electrical  storage.  W.  C.  McDuffle.  327,724  ; 
Sept.   3;   Serial    No.   .361,755;    publlj<hed  June   25     1935. 

Condensers,  Electrolytic  electrostatic.  Bond  Electric  Cor- 
poration. 327.641:  Sept.  3;  Serial  No.  363.648;  pub- 
lished Jane  25,  1035. 

Condensers,  Electrolytic,  electrostatic.  Condenser  Corpo- 
ration of  America.  327,638  ;  Sept.  3  ;  Serial  No.  363,052  ; 
published   June   25,   1935. 

Condensers,  Electrostatic.  Condenser  Corporation  of 
America.  327.640 :  Sept.  3 ;  Serial  No.  3^3,051  ;  pub- 
lished June  25.  1935. 

Electric  heating  tinlts  and  parts  thereof.  Edwin  L.  Wle- 
gand  Company.     327.854 ;  Sept.  3. 

Insulated  wire  and  insulating  and  heat  resisting  com- 
pounds for  electrical  apparatus.  Vega  Manufacturing 
Corporation.  327.705 :  Sept.  3  ;  Serial  No.  364.746 : 
published  June  25.   1935. 

Transformer.  Converter.  Industrial  Products.  327.623 ; 
Sept.   3  ;   Serial  No.   360.965  ;  published  June  25.   1935. 

CLASS  22 

Games.  Robert  Ross  k  Company.  327.726  ;  Sept.  8 ;  Se- 
rial No.  361,820;  published  May  28.  1985. 


Golf  clubs.      C.   S.   Butchart.     327.853  :    Sept.   3. 

Skates.     Noah's  Ark  Auto  Accessories.  Inc.     327,776  :  Sept. 

3  ;  Serial  No.  364.967  ;  published  June  25,  1935. 
Skates.     Polar-Weike  A.  G.     .{27,811;  Sept.  3;  Serial  No. 

364,591  ;  publiHlied  June  25.    1935. 
Toy  boats  and  construction   parts  therefor.     Thornecraft. 

Incorporated.    327,621-2  ;  Sept.  3  ;  Serial  Nos.  360,044-6  : 

published   June    25,    1936. 

CLASS  28 

Couplings,  Machinery  shaft.  Hydraulic  Coupling  Corpo- 
ration. 327,743;  Sept.  3;  Serial  No.  347,358;  pub- 
ll8he<l  June  25.   1935. 

Cutlery.  P.  J  Mlchels.  327.609;  Sept.  3;  Serial  No. 
359,517:  published  June  25,   1935. 

Dishwashing  machines.  G.  B.  (Jrace.  327.810;  Sept.  3; 
Serial  No.  ;i64,«25  ;   published   June  25,-^935 

Knife.  Cattaraugus  Cutlery  Company.  327,7»V4  :  Sept.  8 ; 
Serial   No.  364,854  ;   published   June  25.   1935. 

Lawn-mowers,  lawn-sweepers,  lawn-trimmers,  etc.  Phila- 
delphia Lawn  Mower  Co.  327.815,  Sept.  3;  Serial  No. 
364,4S;5  ;   published   June   18.   1935. 

Machinery  and  tools  used  in  the  industry  of  well  drilling 
and  the  operation  of  oil  and  ga.-*  wells.  Oil  Well  Supply 
Company.  327,652  ;  Sept.  3  ;  Serial  No.  368,943  ;  pub- 
lished June  25.  1936. 

Machlnerv  for  conveying  containers  such  as  bottles  and 
for  filling,  capping,  and  agitating  such  containers,  and 
parts  of  such  containers.  Crown  Cork  &  Seal  Company. 
327,650:  Sept.  3;  Serial  No.  349,230;  published  June 
25,   1935. 

Mufflers  for  explosive  engines.  Goerllch's,  Inc.  327,797  ; 
Sept.  3  ;  Serial  No.  864,720  ;  published  June  25,  1935. 

Separator,  Gravity  type  of  cream.  Superior  Sheet  Metal 
Works  Comjtany.  327,668;  Sept.  3;  Serial  No.  353.862; 
publisheil  June  25,    1935. 

CLASS  24 

Ironing  tables.  National  Washhoard  Company.  327,781-3  ; 
Sept.  3 ;  Serial  Nos.  365,088-90  ;  published  June  26, 
1935. 

CLASS  25 

Padlocks.  Railroad  Accetsorles  Corporation.  327,787; 
Sept.  3  :  Serial  No.  365,213  ;  published  June  25,  1935. 

CLASS  26 

Cameras,  camera  lenses,  and  shutters.  Photographic.    AfttL 

.Ansco    Corporation.      327,798-9;    Sept     3;    Serial    Nos. 

364.704-5 ;    published    June   25.    1935. 
Cameras,  camera  lenses,  and  shutters.  Photographic.    Agfa 

An»co     Corporation.       327.800;     Sept.     3;     Serial     No. 

364,702  ;  published  June  26,  1935. 
Devices  adapted  for  preventing  bnd  extinguishing  fires  In 

motion     picture     films.       Film     Treatisor     Corporation. 

327.822 :    Sept.    3 ;    Serial   No.   364.095  ;   published  June 

25.   19:'5. 
I'ictures  and  motion  picture  films.  Motion.      Warner  Bros. 

Pictures.    Inc       327,807  :    Sept.    3  :    Serial    No.    364,648 ; 

published   June  26,    1935. 
Pumps.   Self  measuring.      Tokheim  Oil   Tank  4  Pump  Co. 

327.766 :    Sept.   3  :    Serial    No.    .364.899  ;    published    June 

25,   1935. 
Sextants,   telescopes,  chart  rules,  etc.     W.   F.   Stanley  and 

Company  Limited.   327.676  ;  Sept.  3  ;  SerUl  No.  362,241  ; 

published   June   25.    1935, 

CLASS  27 

Watches  and  watch  movements.  Jules  Racine  A  Company, 
108,187;   renewe<i  Jan.   18,   1936. 

CLASS  28 

Hollow  ware.  Silver-plated.  Palrpolnt  Corporation. 
108,262;   renewed  Jan.  25.   1936. 

Rings,  Jeweled  pins,  brooches,  etc..  Finger.  Clro  Pearls 
Limited.  327.606:  Sept.  3:  Serial  No.  363,384;  pub- 
lished June   25,   1935. 

Rings.  Wedding.  Henry  Kohn  A  Sons,  Incorporated. 
327,806 ;   Sept.   3  ;    Serial   No.   364,674  ;   publisTie<i   June 

25,  1935. 

CLASS  29 

Pads  combined  with  a  liquid  feeding  reservoir  for  oiling 
floors,  Felt.  Standard  Oil  Company  of  New  Jersey. 
327,6^0 ;   Sept.    3 ;   Serial   No.   360,943 ;   published   June 

26,  1935. 

CLASS  30 

Earthenware  and  crockery  products.  D.  E.  Brayton. 
32'' 723;  Sept.  3;  Serial  No.  381,717:  published  June 
25,   1935. 

CLASS  32 

Chairs  and  settees.  L.  &  J  G.  Stickley.  Inc.  327,738; 
Sept.   3  ;    Serial  No,   343.489  ;   published   June  25,   1986. 

CLASS  33 

Glas.'sware.  Holophanc  Company.  327.666  ;  Sept.  3  ;  Se- 
rial No.  355,354;  published  June  26,  1936. 

CLASS  37 

Crayons  and  blackboard  erasers.  Weber  Costello  Co. 
327.721:  Sept.  3;  Serial  No.  301,701;  pub!lshe<l  June 
25,  1936. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


IX 


Paper.     Northwest  Paper  Company.     327  859;  Sept.  8. 
Taper  folded   napkins.      National  I'aper  Napkin  Manufac- 
turing Co.  Inc.     327,816;  Sept.  3;   Serial  No.  364,438: 

published  June  25,  1935. 
I'aper    napkins   and    table    cloths.      Beacb   &   Arthur,    Inc. 

327.624  ;    Sept.   3  ;    Serial   No.   360,986 :   published  June 

26,  1935. 
Pai>er,  WrHpping  and  binding.     American  Reenforced  Pa- 

iH-'r  Company.     327,866  ;   Sept.  3. 
Papers,    Wrapping.      Central    I'aper    Company.      327,630 ; 

Sept.    3  ;    Serial   No.   :i63.914  ;    published   June  26,    1935. 
Tlssi'es.    Cleansing.      International    Cellucotton    Products 

Company.     327,633-4  ;  Sept.  3  ;  Serial   Nos.  363,860-1  ; 

published  June  26,  1935. 

CLASS  38 

.Advertising   displays,   pamphlets,    brochures,   etc.      Magill- 

Welnsheimer   Company.      327,092 ;    Sept.    3 ;    Serial    No. 

363,435;   published  June  25,    1936. 
l)rnwlngs  published  in  a  series.  Comic.     NEA  Service,  Inc. 

327,829 :   Sept.   3 ;   Serial   No.   364,016 ;   published   June 

26,  1935, 
Newspaper,  Daily.      Staats-Herold  Corporation.     327,813 ; 

Sept.   3  ;   Serial   No.  .364.522  ;  published   June  25.   1935. 
Newspaper.  Sunday.     StaatsHerold  Corporation.    327.814; 

Sept.   3  ;   Serial    No.   364.521  ;   published   June    25.   1936. 
Periodical.     Associated  I'ublications    Inc.     327.703  ;  Sept. 

3;  Serial  No    363,139;  published  June  25,  1935. 
I'ublication.      Nation    Inc.      327,809 ;    Sept.   3 ;    Serial  No. 

364,636:   published   June  25,    1935 
Publication.      National    .\dbe8lvrs   Corporation.      327.678; 

Sept.  3  ;  Serial  No.  362,159  ;  published  June  25.  1936. 
Publication.     Vlsnopathlc  Institute  of  America.     327,808; 

Sept.  8  ;  Serial  No.  364,644  ;  published  June  25,  1936. 

CLASS  39 

Apparel.     Women's     wearing.        Marcus      Hat     Company. 

327,756:    Sept.    3:    Serial   No.    362,919;   published  June 

18,   19H5. 
Boots  and  shoes.     International  Shoe  Co.     327.607  ;  Sept. 

3  ;   Serial  No.  862,998  :  published  Mav  28,   1935. 
Boots  and  f.hoes.     Milford  S^'oe  Company.     327.745  ;  Sept. 

3  :  Serial  No,  362.700  ;  published  May  21.  1936. 
Boots,  shoes,  and  slippers.     Hanan  &  Son,  Inc.     327,693; 

Sept.  .i  ;  Serial  No.  S03,392  :  published  May  28.   1936. 
Boots,  shoes,  and  slippers.  Women's.    Gregory  &  Read  Com- 

nany      3-27.8.39  ;  Sept.  8  ;  Serial  No.  862,615  ;  published 

Mav  21,    1935. 
Brassieres.     H.  W.  Gossard  Co.     827,750;  Sept.  8;  Serial 

No.  :<62,781  ;  published  May  28,  19:{5. 
Brasslferes.  bandeaux,  corsets,  etc.     Maiden  Form  Brassiere 

Company.     327,719;  Sept.   3;  Serial  No.  361,623;  pub- 

lishe<l    May   21.    19.35. 
Brnssi^res,    corsets,    girdles,    etc.      D'Amonr   Foundations. 

Inc.     327.717;   Sept.   3;  Serial  No.   363,491;   pHbllshed 

June  4,  1935. 
Cans  and  bats.     G.  W.  Alexander  k  Co.     327.631  ;  Sept.  8; 

Serial  No.  363,908  ;  published  June  18,  1935. 
Coats,     dresses,      suits,     etc..     Sports.        Gladdlng's      Inc. 

327.619;   Sept.    3;    Serial   No.    .360.831;    publisheil   June 

18.   1935. 
Coats,  vests,  trousers,  etc.     J.  Schoeneroan,  Incorporated. 

327,619 :   Sept.   3 ;    Serial  No.  360,83.-  '  published   June 

18.  1935. 
Corsets.     Lily  of  Francf  Corset  Company.     327,730 ;  Sept. 

3  ;  Serial  No.  361,802  ;  published  May  7,  1935. 
Corsets,    brassieres,     foundation    garments,    etc.       Smart- 
Form.  Inc.     .'127.835;  Sept.  3;  Serial  No.  364,252;  pub- 
lished June  18,   1935. 
Corsets.  eor8e!et8,   brassieres,   etc.      D.  Blckum.      327.679; 

Sept.  3  ;  Serial  No.  362,103  ;  published  Mav  7,   1935, 
Cors:'ts,  reducing  foundations,  girdles,  etc.     Neatform   Co. 

3-'7  709  :  Sept.  3  ;  Serial  No    363,055  ;  published  June  18, 

1935. 
Dresses  and  coats.  Ladles.     E   P.  Emanuel.     327.705  ;  Sept. 

3:    Serial  No.   363.040;   published  June  18,   1935. 
Dresses,  outer  and  under  pklrts,  aprons,  etc,     D.  IT.  Grant 

k  Co.  Inc.      327,694:   Sept.  3;   Serial  No.  363,.390  ;  pub- 
lished June  18,  1985. 
(Jarters.    su«i>enders,    brassieres,   etc.      Gem-Dandy    Garter 

Co       327.729  ;    Sept.    3  ;    Serial    No.    361,839  ;    published 

May  28.  1985. 
Girdles,    corsets,    and    brassieres.       Wolfe    k    Lane    Inc. 

327.687  ;  Sept.  3  ;  Serial  No.  363,569  ;  published  June  4. 

1936. 
Gloves.      Bloominjjdale   Bros..  Inc.      327.758;    Sept.  8;  Se- 
rial No.  362.988;  published  June  18.  1935. 
Gloves.     Ireland  Brothers.      327.673;  Sept.  8;   Serial  No. 

362,258;   puMished   May   21,    19.?5. 
Gloves.      Julius   Kavser   A    Co.      327,643:    Sept.   3;   Serial 

No.  863,629:  published  June  4.  19.35. 
Gloves.     Stelnborger  Bros.  (Jlove  Corp.     327,671  ;  Sept.  8 ; 

Serial  No.  362.445  :   published  Mav  28,   1935. 
({loves.     Stelnberger  Bros.  (Jlove  Corp      327.677:   Sept.  3; 

Serial  Ko.  362,196;  published  May  28,   19.35. 
<;iove8,    I>eather.      Buscarlet    Glove    Company.      327.670; 

Sept.  3;  Serial  No    362,450:  published  May  21.  1935. 
Hats.     Hat  Corporation  of  America.     327  680  ;  Sept.  3  ;  Se- 
rial No.   362.088  ;   published   May   7.   1935. 
Hats.     A.  P.  Hayes.     327.690;  Sept.  3;  Serial  No.  363.458; 

published   June   18.    1935. 
Hats.     Kneale,  Inc.     327.689;  Sept.  8;  Serial  No.  363,461; 

pub'ished  May  28,  1935. 


Hats  and  caps,  neckties,  etc.  Worth  and  Worth,  Ltd. 
327,681  :  Sept.  3  ;  Serial  No.  362,058 ;  published  May 
21,  1935. 

Hats  for  men,  Felt.  Hat  Corporation  of  America.  327,831  ; 
Sept.  3  :  Serial  No.  364.182  ;  published  June  25,  1935. 

Hats,  Ladies'.  Debway  Hats.  Inc.  327,754  ;  Sept.  3  ;  Se- 
rial No.  362,808;  published  Mav  28,  1935. 

Hats,  Ladles'.  Draper  Hat  Corporation.  327.744 ;  Sept. 
3  ;  Serial  No.  .362.675  :  published  May  28,  1935. 

Hats,  Ladies'.  Walter  K.  Marks,  Inc.  327.734  ;  Sept.  3  ; 
Serial  No.  361,978  ;  published  May  28,  1935. 

Hats.  Straw  and  felt.  New  England  Panama  Hat  Co.  Inc. 
327,837  ;  Sept.  3  :  Serial  No.  362,587  :  published  June  4, 
1935. 

Heels.  Flsk  Rubber  Corporation.  327,695  ;  Sept.  3  :  Se- 
rial  No.   363.389;   published  May  28.    i<j35. 

Jackets  and  sport  coats.  Sport.  I.  Rappaport.  327,739; 
Sept.  3;   Serial   No.  344.309:   puMished  June  25,   1935. 

Neckties,  hats,  berets,  etc.  Girl  Scouts,  (Incorporated). 
327,748;  Sept.  3;  Serial  No.  362,778;  published  June 
18,  1935. 

Shirts,  collars,  undershirts,  etc.  Simons.  Hatch  A  Whitten 
Company.  327,715:  Sept.  3;  Serial  No.  361.336;  pub- 
Ushed  June  18,  1935, 

Shirts,  shorts,  etc..  Men's  negligee.  Wamsutta  Mills. 
327,720;  Sept.  3;  Serial  No.  361,643;  published  May 
28,  1935. 

Sbo«a.  Brown  Shoe  Company.  327,676 ;  Sept.  8  ;  Serial 
No.  862,220  ;  published  Mav  28,  1936. 

Shoes.  Brown  Shoe  Company.  327,841  ;  Sept.  3  ;  Serial 
No.  362,663  ;  published  May  28,  1936. 

Shoes.  Chisholm  Boot  Shops,  Inc.  327.714;  Sept.  3;  Se- 
rial No.  361,257;  published  June  25,  1935. 

Shoes.  Gaines-Imphrey  Shoe  Corporation.  327.666  ;  Sept. 
3;  Serial  No.  357.729;  published  June  25,  1935. 

Shoes.  General  Shoe  Corporation.  327.791  ;  Sept.  3  ;  Se- 
rial No.  364.007;  published  June  25.  1935. 

Shoes.  H.  C.  Godman  Company.  327,697;  Sept.  3;  Serial 
No.   363.322;    published   June   18,    1935. 

Sboes.  Johnson-Stephens  A  Shlnkle  Shoe  Company. 
327,706;  Sept.  3;  Serial  No.  363,102;  published  May 
28,  1936. 

Shoes.  C.  E,  Milens.  327,731  :  Sept.  3 ;  Serial  No. 
301,897  ;  published  May  21    1935. 

Shoes.  B.  P.  Reed  &  Co.  3^7,735;  Sept.  8;  Serial  No. 
361,993  ;  published  May  7,  1935. 

Shoes.  E.  P.  Reed  A  Co.  327.820;  Sept.  3;  Serial  No. 
364,160;  published  June  18.  1935. 

Shoes.  J.  P.  Smith  Shoe  Company.  327.691 ;  Sept.  3  ;  Se- 
rial No.  363.440;  published  May  28.   1935. 

Shoes  and  slippers.  Neo  Ped.  Inc,  327,708;  Sept.  3;  Se- 
rial No.  363,056  ;  published  May  28.  1935. 

Shoes,  Men's.  Dominlck  Fine  Shoes.  Inc.  327.669;  Sept. 
3  ;  Serial  No.  362.458  ;  published  May  21.  1935. 

Shoes.  Young  ladies'.  Huth  k  James  Shoe  Co.  327,732  ; 
S?pt.  3;   Serial   No.  361.942;   published  June   18,    1935. 

Suits,  lumber-Jackets,  coats,  etc.,  Ski.  Apolda  Knitting 
Mills.     327.858  ;  Sept.  3. 

Suits,  overcoats,  topcoats,  etc.,  Men's.  C,  Zageir.  327,861  ; 
Sept.  3. 

Trunks,  boxing  robes,  baseball  suits,  etc..  Athletic.  Felt 
Novelty  Mfg.  Co.  327,616  ;  Sept.  3  ;  Serial  No.  360,529  ; 
published  June  25,   19.35. 

Undershirts,  drawers,  and  union  suits.  Stadium  Under- 
wear Co.     108,227 :    renewed  Jan.   18,   1936. 

CLASS  40 

Buttons.     Automatic  Pearl  Button  Co.     327.702 ;  Sept.  3 ; 

Serial  No.  363.150;  published  May  28.  1935. 
Buttons    and     buckles.       .\merican     Record     Corporation. 

327.736  ;  Sept.  3  ;  Serial  No.  339,^1  ;  published  May  28, 

1935. 
Elastics  and  Vienna  hat  elastic.  Narrow.     Shelton  Textile 

Fabric  Co.     327.612;  Sept.  3;  Serial  No.  359,632;  pub- 
lished June  18,  1935. 
Elastics,    elastic  braids,  and  Vienna   hat  elastic.   Narrow. 

Shelton  Textile  Fabric  Co.     327,613  ;  Sept.  3  ;  Serial  No. 

859,633;  published  June  18,  1936. 
Hair  curlers,  hair  wavers,  hair  pins.  etc.     Hair  Net  Pack- 
ers,   Inc.      327,752-3:   Sept.    3;   Serial   Nos.   362,794-5; 

tMihlished  June  IS,  1935. 
^Knitting    pins    for    hand    use.      Bove    Needle    Company. 
:^/327,747 ;    Sept.   3  ;    Serial  No.   362,768 :   published   June 

25,   1935. 
Seam-bindings.     Freydberg  Bros..   Inc.     327.628  ;  Sept.  3  ; 

Serial  No.  363,917  ;  publiKhe<1  June  18.  1935. 
Seam-bindings.     Freydberg  Bros.,  Inc.     327.749  ;  Sept.  3  ; 

Serial  No.  362,779  :  published  May  28.  1936. 
Shoe    laces.      BUtmore    Textile    Company.      327,699-700: 

Sept.    3;    Serial   Nos.    363,199-200;    pubUshed    May    28, 

1935. 
Stamped     pieces     for     embroidery.       Flxler     Bros..     Inc. 

327.618;   Sept.   3;   Serial   No,   360,585;    published   May 

28,  1935. 
Wlrs  and  wigs  for  dolls  and  manequins.  Human.  S.  Granat. 

327,751  ;    Sept.    3 ;    Serial    No,   362,782 ;   published   Mav 

28,  1985. 

CLASS  42 

Bolting  cloth  and  stencil  cloth.  Schwelierische  Relrtengaze- 
fabrlk  A.  G.  327,682  ;  Sept.  3  ;  Serial  No.  :W12,052  ;  pub- 
lished June  26,  1936. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


Cotton    an.l    rayon    mixtures   and   part    linen    piece   goods. 
Joseph  W,    Woods  company.     327,101,   Sept.  3;  SerUl 
No.  36::.UHl  ;  published  June  IH.   I93r>. 
Cotton  broadcloth.     Sea  Islaml  Mllla.  Inc.     327.72 1  ;  Sept. 

3:    Serial  No.   361.821;   p^iblinhed   May   28,   1935. 
Cotton  broadrloth.     Sea  Island  Mllla.  Inc.     327,728;  Sept. 

3;    S.rlal    No.   36l.82:i  ;   publisheil  June  18.   1935. 

Cotton,   linen,   artiflciai.   and   natural  silk   good*.     Marvk) 

Mill.^.  Inc.     327,716;  Sept.  3;   Serial  No.  361,471;  pub- 

llghed    May   28,    1935.  ,^   ,    , 

Cotton    piece    goods    and    allk    piece   goods.      Consolidated 

Bleaching  Co.      327,718:   Sept.  3;    Serial  No.    361,5b6 ; 

published   June   18.   1935. 

Fabric-*    in    the   piece.      Fred    Butterfleld   *   Co.      3.^7,66 <  ; 

Svpt.   3;   Serial   No.   354,069:    pabllKhed  Jan.   15.    1935. 

Hair  nets.     W    Finkelsteln.     327.636;  Sept.  3;  Serial  No. 

363,803;   publi*hetl  June   18.   1935. 
Handkercble/s.        International     Handkerchief     Mfe.     Co. 
327,608;   Sept.   3;   Serial   No.  359,225;   published   June 
18    1935 
Piece  goo<l.-<.     American  Woolen  Company.     327,660;  Sept. 

3  ;  Serial  No.  357,325  ;  published  Dec.  11,  1934. 
Piece  gtK>d9.      Arthur  Beir  A  Co.     327.627  ;    Sept.   3  ;    Se- 
rial No.  363,964  :  publirthed  June  18,  1935. 
Piece  Rooils.     Blanchinl,  Ferier.     106,549-51  ;  renewed  Oct. 

26.  1935. 
Piece  good.i.     Celanese  Corporation  of  .\merlca.     827,637  ; 

Sept.  3  :  Serial  .No.  363.800  ;  publl^hed  June  18.  19:«>. 
Piece  ?oo«i.s,  Celanese  Corporation  of  .America.    327.818-19  ; 
Sept.  3  ;  Serial  Nos.  :i64. 376-7  ;  publl.<he<l  June  18.  1935. 
Piece  go<Ml8.    Celanese  Corporation  of  America     327.842— i ; 
.Sept.  3:  Serial  Noa.  ;?64, 374-5  ;  published  June  18.  1935. 
1    Piece  jjoods.      Koenlngsberx  Brothers.     327.610  ;   Sept.  3  ; 
Serial  No.  359.5.33  ;   published  May  7.  1935. 
Piece  goods.  Furniture  upholstery.     Richard  Pick  St  Heller 
Co.      327.725;    Sept.    3;    Serial    No.    361.819;    publLihed 
June  18.  1935. 
Piece  goods   in   cotton,  wool,  silk.  etc.     Marshall  Field  k 
Company.     r{27.711  :  Sept.  3;  Serial  No.  363.041  ;  pab- 
Hshed  May  28,  1935. 
Rugs    and    carpets.      E.    O.    Whlteley.      327.7^7  ;    Sept.    3 ; 

Serial  No.  362.982  ;    publij^hed  June  2n.  1935. 
Sheets  and  pillow  cases.     Cannon  Mills  Company.     327.674  ; 

Sept.  3;  Serial  No.  362.2.''.0  :  published  June  18,  1935. 
Silk       dress       good*.         (Joldsteln-WIlkins       Corporation. 
327.848;    S»pt.    3:    Serial    No.    364.286:    published    June 
2.').  19.35. 
Textile    fabrics.      Gilman-Rappaport    Silk    Corp.      327.617; 

Sept.  3;  Serial  No.  360,534;  p^iblished  Mav  21.  1935. 
Wo<den   and    worsted   piece  KOo<l8.      Botany   Worst»Hl  Mills. 
327.651  ;  Sept.  3  ;  Serial  No.  359,077  ;  published  May  7, 
1935. 
Wof)len      fabrics.        Worumbo      Manufacturing      Company. 

107.674;   renewed    Dec.   14,   lO.-^.V 
Woolen      piece     goo<is  Stonekirk      Worsted      Company. 

827,635  ;  Sept.  3  ;  Serial  No.  363.832  ;  published  June 
IS.  1935. 
Worsted  and  woolen  piece  g<  ods.  Charlottesville  Woolen 
MillH.  327.737  ;  Sept.  3  ;  Serial  No.  340,001  ;  publl.shed 
Nov.  7.  1933. 
Worsi-f-d  plec«^  goods.  Howse.  Mead  A  Pons.  Inc.  327.840  : 
Sept.    3 ;    Serial    No    362.621  :    publiahe<l    May    28,    1935. 


CI>.\SS  43 

Sewing-cotton        R     F.    &    J.    Alexander 

106,923;   renewed   Nov.   0,    19.V). 

CLASS  44 

Tampon^.  Absorbent  catamenial.  P. 
327.833  ;  Sept.  3 :  Serial  No.  .364.221 
25,  1935. 

CLASS  46 


&    Co.    Unalted. 


A.      M       Breese. 

published   June 


Biscuits  or  crackers  of  granular  shape.     Meyer  A  I.Ange. 

Inc.     327.672  ;   Sept.  3  ;   Serial   No.   362,263  ;   published 

June  25,  1935. 
Candy.     Stephen  F.  Whitman  A  .Son.  Inc      327  S.'iO  ;  Sept. 

3  ;  Serial  No.  364.265  ;  published  June  25.  1935. 
Canned  cocoa,  puddJnes.  and  malt-cocoa.     Roundsman  Food 

Pro<luct«.    Inc.      3J7.746  ;    Sept     3:    Serial    No.   302,760; 

published  June  25,   1935 
Canned   oyster*,      Cron  A    Dehn.   Inc.      327,647;    Sept.   3; 

Serial  No.  350.792  ;  publlshe<l  June  25.  1935. 
Canned  pork.     Rath  Packing  Con-pany      327.662  ;  Sept.  3  ; 

Serial  No.  356.573  ;  published  June  25.   1935. 
Canned  spiced   meat.      Rath   Packing  Company.      327.663; 

Sept.  3;  Serial  No.  356.372;  pabllahed  June  25.  1935. 
Canned  tongue  and  packed  bacon.     Rath  Packing  Company. 

327.661  ;   Sept.   3  ;    Serial   No.   556.374  ;   published   June 

25    1935 
Canned  vegetables.     Stokely  Brothers  A  Co.      108.272-4  ; 

renewed  Jan.  25.  1936. 
Cereal    Breakfast.     Kellogg  Toaste<l  Corn  Flake  Company. 

106.623 ;  renewed  Oct.   26.  1935. 
Coffee.     Quick  Coffee  Company.     .327.828  ;  Sept.  5  ;  Serial 

No.  364,021  :   published   June   25.   1935. 
Coffee.     R.  G.  Thomas.     106.057  ;  renewed  Sept.  21.  1938. 
Coffee.     G.  H.  Wetterau  A  Sons  Grocer  Co.     327  84«  ;  Sept. 

3  :  Serial  No.  .364,314  ;  published  June  25.  1935. 
Confections,  Frozen.      Horn-Supreme  Ice  Cream   Company. 

327.812:    Sept.   3;    Serial   No.   364.513;    published   June 

25.  1935. 
Cookie-cakes.     K\ot%  Cracker  Factory.   Limited.     327.824  ; 

Sept     3  ;    Serial   No.   364.063  ;    published    June   25.   1935. 


Crackers.  Robert  A  Johnaton  Co.  827,625;  Sept.  8;  Se- 
rial No.  363.974  ;  published  June  25,  1935. 

Crackers  or  biscuits.  Sanitary  F'ood  Manufacturing  Com- 
pany.     108.178  ;    renewed   Jan.    18,    1936. 

Kggs,  Froxen.  Lasarus  Egg  Corporation.  327,710;  Sept. 
3;  Serial  No.  36;i.o53  ;  published  June  26,  1985. 

Elxtrads  for  foo<ls.  Flavoring.  Newton  Tea  A  Spice  Co. 
106,066 ;  renewed  Sept.  28,  1936.  „      „     .    .    vr 

Feeds,  Bird.  F  Neukirch.  327,682;  Sept.  3;  Serial  No. 
368,883;  published  June  25,  1986. 

Fish.  Alfred  Jones'  Sons.  108.016;  renewed  Jan.  11, 
1936.  ^    ,     _ 

Pish,  canned  sardines,  canned  anchoviet.-  etc.  C.  L.  Ben- 
son.     106.396;    renewed    Oct.    19,    1985. 

Flour.  PreparHl.  l^urlian  Mills.  Inc.  327.760;  Sept.  3; 
Serial   No    364.788;   pabll8he<l  June  26.  1936. 

Hour,  Wheat.  Plllsbury  Flour  Mills  Company.  327.802-5  ; 
Sept.    3  ;    Serial    Nos.    364.67H-81  ;    published    June   26. 

Flour  Wheat.  Thornton  A  Chester  Milling  Co.  107,688  ; 
resewe*!    Dec.    14,    1935. 

Fruits  and  vegetablen.  Fresh.  Growers  Exchange.  Inc. 
327.H.{4;  Sept.  3;  Serial  No.  364.248;  published  June 
26    1935 

Fruits,  Citrus.  Edlnburg  Citrus  Association.  327.664; 
Sept    3;    Serial    No.   363,142;   published   June   25.   1936. 

Milk  Evaporated.  Mount  Vernon  Milk  Company. 
327,686  ;  Sept.  3  ;  Serial  No  ;t63,595  :  published  June 
25.   1935  „ 

Pickle,  artichoke  salad,  chutney,  apple  Jelly,  etc.,  Water- 
melon Dixie  Dame  Company.  327,611  :  Sept.  3;  Serial 
No.   .359.558  ;    publlsl  ed    June    2.').    193:.. 

Pork  loin  with  natural  Juices,  ham.  butter,  simsages,  etc.. 
Spiced.  Rath  I'urkiiik'  (  ompany.  327,664;  Sept,  3;  Se- 
rial No.   356.368;  pul>lish.-d  June  25.   1936. 

Rice.      Standard   Milling:    <  •■       10«i  •;!>4      renewed   Oct.    26, 

Sausage,  sllied  bacon.  v«al  and  pork  loaf,  etc  .  Pure  porK- 
John  T  McKlroT  Packing  Company.  327.665;  Sept.  3; 
Serial  No.  .358.106;  published  June  26,  1935. 

Shortening,  Bulk  vegetable.  Procter  A  (Jamble  Company. 
327.801  ;  Sept.  3  ;  Serial  No.  364.682  ;  pnbllshwl  June 
05    i9;j5 

Starch.  Corn  Products  Retining  Company.  105,835;  re- 
newed Aug.  24.  1935.  

Tea      New  Orleans  Import  Co.     106.801  ;  renewed  Aug.  17, 

1^3.%  .  .  .  ,      . 

Vegetables.  <antaloupes.  hon»-y  dew  and  casaiMi  melons 
Fresh.  Smith  Thornbuns  Company.  327.817  ;  Sept.  3 
Serial  No.  364.35>7  ;   publlshe<l  June  25,  1985. 

CLASS  47 

Wines.  Alex  D.  Shaw  A  Co  327.844  ;  Sept.  3  ;  Serial  No 
364,359  ;  published  June  25.  1935. 

CLASS  48 

Ale  porter,  and  lairer  beer  James  Hanley  Brewing  Com 
pany.      106,432   5  ;    ren«  wed   Oct    19.    1935. 

Beer  Clover  Leaf  PrtKliicts  Co  327,657;  Sept.  8;  Seria 
No     357,713;    ptihlishe.l    May    14.    1935. 

Beer  nle  etc.  Old  Dutch  Hrewt-rs,  Inc.  327.685;  Sept 
3  ;'  Serial  No.  348.281' ;  published   May   «.   1934. 

CL,VSS  49 

Alcohol,  brandies,   whiskeys,   etc  .   Ethyl.      J     .M.   Conaoat 

327.740;  Sept.  3;  Serial  No.  344,968;  published  July  2 

1035 
Alcoholic     be\erage.        Conii.afiia      Ron      l^.^ardl.     S.     A 

.327.684  :  Sept.  3  ;  Serial  No.  347.176  ;  published  Apr.  17 

19.'i4 
Brandy  and  alcoholic  cordials      B.  Cella       .327.6.%9  ;   S<pt 

;:  ;  .Serial  No.  n57.4.HT  ;  published  July  2^^  193.-.       ,  „    ,  ,^ 
Brandy  and  cognac.     Soclete  Helleulaue  De  Vlns  et  Spirlt- 

ueux    S.  A.     327.712;  Sept.  3;  Serial   No.  86.3.990;  pub- 

llshetl  July  2,   19.'?5  ,,  a  „,     -i  ■ 

Gin       American    DistiUlnij    Company       .i..774,    Sept.    6. 

Serial  No.  864.947  ;  published  July  2.   1«J5^  a     »    q  • 

Gin       Equitable   Trading  Corporation       327.780,   Sept.   d, 

Serial   No.  :{66.030:   published  July   2.    1»-^.-^  _„.,  .   ^     . 
Gin       J     H     Henkes    Dlstillt-erdery,   N     ^.      32i.7:W,    Sept. 

3;  Serial  No.  361.964;  published  July  2.   iy35  „      ^ 

Gin  and  whlskl.-*.     Abraham  A  StrauH.  Inc      3-'7,615  ;  Sept. 

3  •  Serial  No    :;<!0.428  ;  published  July  '-■   1935. 
Ruiri       Compaflla   Ron   Bacardi.  S.    A.      327.649  ;   Sept.   3  ; 

Serial  No.  349.823;  published  July  2.  1935. 
Rum       Compaflla    Ron    Bacardi.   S.    A       .327  683:    Sept.    3; 

Serial  No.  347.177;   published  Apr.   17.  11)34. 
Rum    brandy,  ethyl  alcohol,  etc.     Rovlra  y  «  onjpaOla  S    en 
"'  3^.742  ;  Sept.  3;  Serial  No.  346,989  ;  published  July 

o  '   1935' 

Vodka       S"   Pierre  Smirnoff  F".   Incorporated.      327.646; 

Sept.  3;  Serial  No.   362.297;  published  J»»y   2.   1935. 
Whiskey      American  DistlUIng  Company.     327.(69;  Sept 

sTSerlal  No.  364.937  ;  publlsbe«l  July  2    19.35 
Whiskey.    American  Distilling  Company      327  770  2;  Sept 

3;  Serial   Nos.  364.940-2;  publls>>ed  July  1   19.35. 
Whiskey       American    Distilling   Company.     327,773 ;   Sept. 

3-  Serial  No.  364.946;  published  July  2,  1935.    _,_„.. 
Whiskey.     Anderson  County  Distilling  Co.   Inc.     827.(22; 

Sept    3:   Serial  No.  361,714;  publiaTied  July  2    1936. 
Whiskey      DlstUleis  Corporation  Limited.     327.846;  Sept. 

3:  Serial  No.  361.616:  published  July  2.  1936^ 
Whiskey      Gooderhaai  A   Worta    Limited.     327.786;   Sept. 

3;  Serial  No.  365,193;  published  July  2,  1935. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 
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Whiskey.     Gooderham   A   Worts   Limited.      327,789;   Sept, 

3  ;  Serial  No.  36.''.,454  ;  published  July  2.  1935. 
Whiskey.     Penn-Maryland  Corporation.     327,768  ;  Sept.  3  ; 

Serial  No.  364,927  ;  published  July  2,  1935. 
Whiskey.      Price,    M.    H.      327,653  ;    Sept.    3 ;    Serial    No. 

358,686;  published  Jan.  8,  1936. 
Whiskey.     Hiram  Walker  A  Sons,  Inc.     827,784 ;  Sept.  3 ; 

Serial  No.  365,106  ;  published  July  2,  1935. 
Whiskey.      Hiram    Walker    A    Sons,    Inc.      827,788  ;    Sept. 

3 :  Serial  No.  366,363 ;  published  July  2,  1935. 
Whiskey,   gin,    rum,   etc.      Joseph    S.    Finch   A   Company. 

327  786 ;  Sept.  8  ;  Serial  No.  366,124  ;  published  July  2, 

Whiskey,  gin,  rum,  etc.  A.  F.  Sullivan  Corporation. 
327,778 ;  Sept.  3 ;  Serial  No.  864,979 ;  published  July 
2,  1936. 


Whlfkey,  Rye.     C.  K.  Bowman.     327,658 ;  Sept.  3  ;  Serial 
No.  367,662;  published  l>ec.  4,   1934. 

Whiskey,  Scotch.  Eraser  MacDonald  Distillery  Co.  Umlted. 
S27,T(  5  ;  Sept.  3  ;  Serial  No.  364,955  ;  publl 


1935. 


ilshed  July  2, 


CLASS  50 


Closures  for  receptacles.  Hazel-.Xtlas  Glass  Company. 
827,845  ;  Sept.  3  ;  Serial  No.  364,337  ;  pubUsbed  June 
25,  1936. 

Shoe  trees.  Scheltei-  Last  Co.  Inc.  327,644 ;  Sept.  3 ; 
Serial  No.  363,604  ;  published  June  26,  1935. 

Textile  fabrics  In  the  piece,  Water  repellent.  Cravenette 
Company,  U.  S.  A.  327,765  ;  Sept.  3  ;  Serial  No.  364,862  ; 
published  June  25,   1936. 


LIST  OF  LABELS 


Baker's  Improved  Root  Beer  Extract.  For  Boot  Beer  Ex- 
tract.    Baker  Extract  Company.     46,276  ;  Sept.  3. 

Baker's  Milk  Shake.  For  Compound  for  Making  Milk 
Shakes.     Baker  Extract  Company.     46,275  ;  Sept.  8. 

Big  Cone.  For  Ice  Cream,  nap's  Ice  Cream  Company. 
46.282;   Sept.   3. 

Brooksle  and  Her  Pals  (Bennte).  For  Butter.  Swift  and 
Company.     46,295  ;  Sept.  3. 

Brooksle  and  Her  Pals  (Blacky).  For  Butter.  Swift  and 
Company.     46,296;  Sept.  3. 

Brooksle  and  Her  Pals  (Brooksle).  For  Butter.  Swift 
and   Comi«iny.     46.297  ;   Sept.  3. 

Brooksle  and  Her  Pals  (Mistress  Mary).  For  Butter.  Swift 
and  Company.     46,298  :   Sept.  3. 

Brooksle  and  Iler  Pals  (Odelia).  For  Butter.  Swift  and 
Company.     46,299  ;   Sept.   3. 

Canute    Water    Scientifically    Re-Colors    Gray    Hair.       For 


Hair  Coloring  Preparation.    Canute  Co.     46.278  ;  Sept.  3. 
Donnybrook.     For  CI 
Sept.  3. 


:Tothes.    i'htllp  Shlansky  A  Bro.    46,293 


Don't  Bite  Just  Lite.     For  Cigars.     Jose  Escalante  A  Co. 

46  280;   Sept.  3. 
Dr.  Naylor's  Tonic  for  Horses.     For  a  Tonic  for  Horses. 

H.  W.   Naylor.     46,288;  Sept.  3. 
Dutch    Masters.      For   Blended    Whiskey.      Wexberg's   Inc. 

46,;!02  ;  Sept.  3, 
Farm    Squares.      For  Butter.      Frederick   F.    Lowenfels   A 

Son.     46.286;  Sept.  3. 
Franklin     Fabrics.       For     Fabrics.       Mrs.     Franklin,     Inc. 

46.281  ;  Sept.  3. 


Fresh  Toasted.  For  Pop  Corn.  National  Carton  Com- 
pany.    46.287  :  Sept.  3. 

Bumford  Baking  Powder.  For  Baking  Powder.  Bumford 
Chemical  Works.     46,291  ;  Sept.  3. 

Bumford  Cooking  Chocolate.  For  Cooking  Chocolate. 
Bumford  Chemical  Works.     46,292;  Sept.  3. 

San   Carlo.     For  Claret.     Old  Reliable   Distributors,   Inc. 

46.289  ;  Sept.  3. 

Smokey  Mountain.  For  Corn  Whiskey.  Josselson  Bros. 
Inc.     46,284;   Sept.  3. 

Special  Whites.  For  Eggs.  C.  J.  Wleland  A  Son,  Inc. 
46,303;  Sept.  3. 

Sterlglass.  For  a  Chlorine  Product  for  Cleaning.  Steriliz- 
ing, and  Deodorizing  Beer  Glasses  and  Other  Tap  Room 
Equipment.     Sterl  Products  Co.     46.294  ;  Sept.  3. 

Territorial  Design  No.  182A.  For  Butter.  Butler  Paper 
Products  Company.     46.277  ;  Sept.  3. 

Tick  Rubless  Wax.  For  Liquid  Wax  for  Floors  and  Other 
Surfaces.     Derris.   Inc.     46,279;  Sept.  3. 

Union  Made  Paper  Products.  For  Paper  Products.  Inter- 
national Brotherhood  of  Pulp,  Sulphite  A  Paper  Mill 
Workers.      46,283;   Sept.   3. 

Valley  of  the  Moon.  For  Muscatel  Wine.  S.  Terry. 
46,301  ;  Sept.  3. 

Vee  Vo.  For  a  Preparation  for  Making  a  Food  Drink.  T.  A 
H.  Food  Products,  Inc.     46,300;  Sept.  3. 

Velma  Viking  For  Plastic  Cream.  CM.  Larsen.  46,285  ; 
Sept.  3. 

Vl-O-Ta    Food    Drink.      For    Food    Drink.      G.    Poverud. 

46.290  ;  Sept.  3. 


LIST  OF  PKINTS 


A.  J.  R.  Pure  Rubber  Bath  Brush.  For  Pure  Rubber  Bath 
Brushes.     A.  J.  Rheinberger.     15.368  ;  Sept.  3. 

Enjoy  It  Today  Tru-Blu  Beer  A  Ale.  For  Beer  and  Ale. 
Northampton  Brewery  Corporation.     15.366  ;  Sept.  3. 

Enjoy  Tru-Blu  Beer  A  Ale.  For  Beer  and  Ale.  Northamp- 
ton Brewery  Corporation.      16,367  ;  Sept.  3. 


Grip-Rite  Removable  Shu-Splkes.  For  Shoe  Spikes.  North 
A  Pfeiffer  Mfg.   Co.     15,364  ;   Sept.  3. 

Tru-Blu  Beer.  For  Beer.  Northampton  Brewery  Corpora- 
tion,    15,365;  Sept,  3. 


N 


V 


LIST  OF  REISSUE  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  3d  DAY  OF  SEPTEMBER,  1935 

Kdrm Arranged  In  accordance  with  the  first  signlflcaDt  character  or  word  of  the  name  (In  accordance  with  city  and 

telephone  directory  practice). 


Baltelltp  BuildlnK  Producta.  Inc.  (See  Harshberger  Nor- 
man I'.,  assignor.) 

H.ldit    Iron    Works.      (See    Darby,    James   K.,    assignor.) 

Hrand.  Harry  K  ,  Korpst  Hills.  N.  Y.,  assignor  t<>  H.  Russell 
Brand    I'aient    Holding    Corporation.    New    York,    N.    \ 
P'ood  prpparin','  and  delivery   machine.      19,685;   Sept.  3. 

Darby,  James  K.,  Itayton,  Ohio,  assignor  to  Belolt  Iron 
Works,  Belolt.  Wis  I'lant  and  apparatus  for  making 
paper.      19.686:   Sep'.  8. 

Di<k,  Burns.  Keruusun,  and  8.  Rchnell,  Overland,  Mo.,  as- 
signors to  Wagner  Klectrlc  Corporation.  St.  I»uis.  Mo. 
Hydraulic    brake    rnec  hanlsm.       19.687  ;    Sept.    3. 

Kreese,  Frank  G.,  Aldan,  Pa.,  assignor  to  Radio  Condenser 
Company,  Camden,  N.  J.  Radlocondenser.  19,688; 
Sept.  3. 


Harshberger,  Norman  P.,  Scarsdale,  N.  Y.,  assignor  to 
Bakellte  Building  Products.  Inc.,  New  York,  N.  Y. 
Shingle  machine.     19^689;  Sept.  3. 

Hiuderllter,  Frank  J.,  Tulsa,  Okla.  Tool  Joint  for  rotary 
drills.      19.690  :   .Sept.  3. 

Jensen,  .TnnieH  A.,  assignor  to  Quaker  City  Iron  Works. 
Philadelphia,  Fa.  Valve  operating  mechanism  for  tank 
vehiclea.     19,691  ;  Sept.  3. 

Quaker  City  Iron  Works.  (See  Jensen,  James  A.,  as- 
signor.) 

Radio  Condencer  Company.  (See  Freese,  Frank  G.,  aa- 
slgnor.) 

Russell. H  .Brand  Patent  Holding  Corporation.  (See  Brand. 
Harry  R.,  assicnor. ) 

Sohnell.  Steve       iDlck.B.,  and  Schnell.) 

Wagner  Electric  Corporation.  (See  Dick,  B.,  and  Schnell. 
assignors.) 


LIST  OF  DESIGN  PATENTEES 
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\, 


Adama,  William  J  ,  Jr.,  Hartsdale.  assigmor  to  Bell  Tele- 
phone laboratories,  Iricx)rporatod,  New  York,  N.  Y. 
Panel   mat       96.717  :    Sept     M 

.\lier.   Leo,  Chicago.   Ill,      Wreath.     96,718:   Sept.  3. 

Audlno,  L.  renio.  East  Elnihurst,  N.  Y.  Shoe  or  similar 
urticle.     96,719  :   Sept    3.  „  ^ 

Bell  Telephone  laboratories,  Incorporated.  (See  .^dams, 
William  J.,  Jr.,  assignor.) 

Bercnsteln  Frank,  «Ksii:nor  to  Panther-Panco  Rubber 
Co     Inc.,    Chelsea,    Mass.      Shoe   sole.      96.721  :    Sept.    3. 


V  l(       lilt.,     v.Mt;ii«:a,     iMxaoo.        um^xr    c-v..,^.        ».v»..-.-   .     -  ^r  -  • 

Bernstein,    Milton,    Brooklj  ii.^assi^gnoj    to_  Nat^innal    SUver 
Company,    New    -•     ■      -      " 
!»rt.7:^o  :  Sept,  3 


okiyi.,   , --    -  — 

York.   N.    Y.      Knife  or   similar  article. 

(See   Delchea,   Walter    H.,    aa- 


Bloomlngdale    Bros.    Inc. 
slgnor  I 

Borkum,  David  N.      (See  Flshman.  Jacob,  assignor.) 

Br.M.mball,  Vincent,  and  H,  A.  Smith.  East  Liverpool,  as- 
signors to  The  Salem  China  C:ompany,  Salem,  Ohio.  Cup. 
96,71:2  :  Sept.  3  .  .     ^     t, 

Campbell.  Vernon  W.  Nashua  N  H  ,  assignor  to  C.  F. 
Church  Mfg.  Co..  Wllllmansett,  Mass.  Hinge  for  toilet 
■eats  and   covers.      i»fi,723  ;    Sept     .'C  ^_„,     o,      .    « 

Caplan,  Mo.ses.  Boston.  Mass     Tablecloth,    96.724  ;  Sept.  8. 

Chase  Companies,  The.     (See  Oerth.  Ruth  L^  assignor.) 

Church,  C.  F.,  Mfg.  Co.  (See  Campbell.  Vernon  W.,  as- 
signor.) 

Courtlne.    Ren«,    New    York,    N.    Y.      Lady's    hand    bag. 

96.725  :  Sept.  3.  ...... 

Cufcio,    Minnie.   Los  Angeles,   Calif.     Refreshment    stand. 

96.726  :  Sept.  3.  ,   ,      „  t 
Delchea,   Walter  H.,  assignor  to  Bloomlngdale  Bros.   Inc., 

New    York,     N,    Y.      Combination    brasalfere   and    skirt. 

De^viulchre^i-^' Simon,  New  York,  N.  Y.     Bottle.     96,728; 

De  Vaubhier,  Simon,  assignor  to  Pinaiid  Incorporated, 
New   York,   N.   Y,      Bottle.     96.729  ;   Sept.   3. 

Dorset  Edward  F.,  Richmond,  Va.,  assignor  to  Vanward 
Plan'  Inc..  Washineton,  D.  C.  Envelope  holder  or 
similar  article.     96.730  :  Sept.  3. 

Dtiugherty  (Joorjre,  assignor  to  Morgantown  Glass  worRs, 
M   rgnntown.   W.  Va.     Glass  tumbler.     96.731  ;  Sept.  3. 

Dover  Manulatturing  Company.  (See  Huffman,  Rassell  I., 
assignor.) 

Emmrv  Charles.  New  York.  N.  Y.  Emblem  for  articles  of 
aiiircl       96.732  ;   Sept.  3.  ^^  „^  >o„     o     „    o 

Kp.t.iri,  SamuH,  New  Vork,  N.  Y.     Shoe.     96.i33  :  Sept.  3. 

Epstein    Saniud.   N.  w  York,  N.  Y.     Shoe.     96,734;  Sept.  3. 

F.Tln  Ben,  Hollywood,  Calif.  Finger  ring  or  similar  ar- 
ticle.     96.735:    Sept.  3.  ,^   vt    «     .. 

1  1-hman  Jacob  Brooklyn,  N.  Y..  assignor  to  D.  N.  Borkum, 
Brookllne,    Mass.      S'-oe.      96.736:    Sept.   3. 

Funfrjck.  John  (;.,  assignor  to  Morgantown  Olass  Works, 
Morgantown.  W.  Va.     Olass  tumbler.     96,. 37:  Sept.  3. 

General  Corporation  of  America.  (See  Grant,  Samuel,  as- 
signor.) 

General  Electric    Company.      (See   Sloan,  Edward   C,   as- 

Genfner.'^  Frederick.     Philadelphia,    Pa.       Cartaln    fabric. 

96,738:   Sept     '^  ^   _^   .       ,  u_j 

Centner.     Frederick,    Philadelphia,    Pa.       Curtain    fabric. 

Oerth    Rutl/L;  New  York.  N.  Y.,  assignor  to  The  Chase 
Companies.   Incorporated.  Waterbury.  Conn.     Combined 
mint  and  nut  dish.     96.740;   Sept.  3.       , 
458  0.  G.— 140 


Glaser,  Harry.  New  York,  N.  Y.     Blouse.    96,741 ;  Sept.  3. 
Golden,   Abraham,  Chicago,  III.     Picture  frame.     96,742  ; 

Sept.  3. 
Golden,   Abraham,   Chicago,   III.      Picture  frame.      96,743 ; 

Sept.  3. 
Grant,  Samuel,  assignor  to  General  Corporation  of  .\merica, 

Chicago,   111.      Hair  drying  apparatus      96,744  :   Sept.   3. 
Grunwald.    .\lbert    C,    River  Forest,   assignor    to    Precision 

Metal    Workers,    Chicago,    111.      Necktie    rack.      96.745; 

Sept.  3. 
Hadlev,   Donald  L.,  assignor   to  The  Tappan   Stove  Com- 
pany, Mansfield,  Ohio.     Gas  range.     06.<46;   Sept,  3. 
Hadley.  Donald  L..  Mansfield,  Ohio.     Range  base.     96,747; 

Sept.  3.  ,   „     , 

Heggy.  Benedict  E.,  and  H.  G.  Smith,  Canton,  and  B.  J. 

Schott,  Louisville,   Ohio.     Mold  for  an   Ice  cream    cod- 

fectlon.     96,748 ;   Sept.  3.  ~^ 

Hellonen,  Victor,  assignor  of  one-half  to  C.  W.  Soderblom, 

Detroit,  Mich.  Brush  for  dental  plates.  96.749  ;  Sept.  3. 
Hoffman.  Alfred  G,.  assignor  to  Midwest  Radio  Corpora- 
tion. Cincinnati,  Ohio.  Radlocabinet.  96,750;  Sept.  3. 
Horn  Harrv  J.  (See  Hunt,  J  H.,  and  Horn.) 
Horn,  Max. "Brookline,  Mass.  Shoe.  96,761  ;  Sept.  8. 
Huffman,  Russell  I  .  Strasburg,  assignor  to  Dover  Manu- 
facturing    Company,     Dover,     Ohio.       Sadiron     casing. 

96,752  ;   Sept.  3.  „       ,    „  , 

Hunt,    J    Harold,    assignor    to    Motor   Wheel    Corporation, 

Lansing,   Mich.      Wheel.      96.753 :    Sept.    3. 
Hunt.  J  Harold  and  H.  J.  Horn,  assignors  to  Motor  Wheel 

Corporation.  Lansing.  Mich.     Wheel.     96.754  ;  Sept.  3. 
Illinois   Watch    Case    Company.      (See    Wewetzer,    Albert, 

flissiSDor  ) 
Itkln,  David,  New  York,  N.  Y.     Snow  suit.    96.755 ;  Sept.  3. 
Kadow.     Richard    C,    Newark,    N.    J.       Carpet    sweeper. 

96.766;   Sept.  3.  < 

Kalter.    Henry   J.,    New    York,    N.    Y.      Treatment    chair. 

96,757  ;  Sept.   3.  ,      ,  .   . 

Kalter.  Henrv  J.,  New  York,  N.  Y.     Physician's  examining 

table.     96,758  ;  Sept.  3.  .   , 

Kalter.  Henrv  J.,  New  York,  N.  Y.     Physician's  examining 

table.     96.759  ;  Sept.  3. 
Karnosh,  Anthony  R..  Shaker  Heights,  assignor  to  WlUard 

Storage    Battery    Company.    Cleveland,    Ohio.      Storage 

battery  case.     96,760;  Sept.  3. 
Kavanngh,    Gardner    C,    Rochester,    N.    Y.      Piano    case. 

96.761  ;  Sept.  3.  ^  ^^     ^, 

Kavanagh,    (Gardner   C,    Rochester,    N.    Y.      Piano    case. 

96.762;   Sept.  3.  ^       -r  t.      ■,     " 

Keckley,   O.   C.,   Company.      (See   Kennedy,    John    J.,   as- 

Kennedv,  John  J.,  assignor  to  O.  C.  Keckley  Company, 
Chicago.  111.     Pedestal  lamp.     96,763:  Sept.  3. 

Knnpp.  Andrew  S..  assignor  to  Knapp-Monarch  Company. 
St    Louis,  Mo,     Toaster  casing.     96.764  ;  Sept.  3. 

Knapp-Monarch   Company.      (See   Knapp,   Andrew    S.,   as- 

Kraunz'irvlng,  New  York.  N.  Y.     Blouse.    96,765  ;  Sept    3. 
Kronman,  Joel,  New  York,  N.  Y.     Container  cap.     96,(66; 

Len^n'g.  Isidore,  New  Bedford.  Mass.,  assignor  to  Sol  Mut- 
terperl.    Inc..   New   York,   N.    Y.      Hand    bag.      96,(67; 

Lewi?' David.  1New  York.  N.  Y.     Purse.     96.768  ;   Sept.  3. 
Ley    Esther  B..  Akron.  Ohio.     Doll..  96,769;   Sept.  3. 
Lorentien.   Hans   K..   New   York,   N.   Y.     Tassel   for  pnll 
cords.     96,770;  Sept.  3. 
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McDonald,  Thomas  M.,  assignor  to  The  Weber  Dental 
Manufacturint?  Company,  Canton,  Ohio.     Dental  cabinet. 

96.771  ;   Sept.   3. 

Midwest  Radio  Corporation.  (See  Hoffman.  Alfred  G.,  as- 
signor. I 

Montgomery  Ward  A  Co.  (See  Stentlford,  Henry  J.,  as- 
signor.; 

Morgan,  John  R  ,  Oak  Park,  Hi.,  assignor  to  The  Westfleld 
Manufacturing     Company,     Westtield,     Mass.       Bicycle. 

96.772  ;   Sept.  3. 

Morgantown  Glass  Works.  (See  Dougherty,  George,  as- 
signor. I 

Mor!,'antown  Glasj*  Works.  (See  Funfrock.  John  O.,  as- 
signor.) 

Mortimer,  Wilfred  H.,  Hollls.  N.  Y.     Shoe.     9«.773  ;  Sept.  3. 

Motor  Wheel  Corporation.     (See  Hunt.  J  Harold,  assignor.) 

Motor  Wheel  Corporation.  (See  Hunt,  J  H.,  and  Horn, 
assignors.  * 

Motor  Wheel  Corporation.  (See  Stough,  Charles  R.,  as- 
signor.) 

Mutterperl.  Sol.  Inc.     (See  Lending.  Isidore,  a.<wlgnor.) 

National  Silver  Company.  (See  Bernstein,  Milton,  as- 
signor.) 

Nuzum,  William.  N>w  York,  N.  Y.  Ash  tray  or  alnillar 
article.     96.774  :   Sept.   3. 

Panther-Panco  Rubber  Co.  Inc.  (See  Berensteln,  Frank, 
assignor.) 

Pieper.  Alphonse  F.      (See  Plt^per.  Oscar  H.,  and  A.  F  ) 

Pieper,  Oscar  H.  and  A.  F..  Rochester,  N.  Y.  Dental  unit. 
96.775  :  Sept.  3. 

Plnaud  Incorporated.    (See  de  Vaulchier,  Simon,  assignor.) 

Piatt,  Stephen  A.,  assignor  to  U.  S.  Mftiiufacturlng  Corj^o- 
ratlon,  Decatur,  111.  Electric  corn  popper.  96,7(6; 
Sept.  3. 

Precision  Metal  Workers.  (See  Grunwald,  Albert  C,  a«- 
signor. ) 

Regnault.  Frank  S.,  Union,  assignor  to  W.  B.  Paper  Box 
Co.,  Newark.  N.  J.     Box      96,777  ;  Sept.  3. 

Salem  China  Company,  The.  (See  Broomhall,  V.,  and 
Smith,  assignors.) 

Samson,  Charles,  Donglaston,  assignor  to  United  States 
Rubber  Products,  Inc^  New  York,  N.  Y.  Tire.  96,778  ; 
Sept.  3. 

Sanders,  Morris,  Jr.,  a.'isignor  to  Schenley  Products  Com- 
pany, New  York.  N.  Y.     Bottle.     96.779  :  Sept.  3. 

Sanders,  Morris,  assignor  to  Schenley  Pro<luct8  Company, 
New  York,  N.  Y.     Bottle.     96.780;  Sept.  3. 

Schenley   Products  Company.      (See   Sanders.   Morris.) 

Schenley  Products  Company.  (See  Sanders,  Morris,  Jr., 
assignor.) 


Schott,  Ray  J.     (See  Heggy,  B.  E.,  Smith,  and  Schott.) 

ShaflTer.  Miriam  N..  Shaker  Heights,  Ohio.  Child's  gar- 
ment.    96.781  ;  Sept.  3. 

Sloan,  Edward  C,  Geneva.  111.,  assignor  to  General  Elec- 
tric Company.  B<jx  or  similar  container.  96,782 ; 
Sept.  3. 

Smith,  Herbert  A.     (See  Bruomhall,  V.,  and  Smith.) 

Smith.  Herman  G.     (See  Heggy,  B.  E.,  Smith,  and  Schott.) 

Snyder.  Helen  I.,  Chicago.  111.  Hot  pot  holder.  96,783; 
Sept.  3. 

Soderblom.  Carl  W.      (See  Hellonen.  Victor,  assignor.) 

Sofransky,  Joseph  New  York,  N.  Y.  Shoe  or  similar  ar- 
ticle.    96.784  ;   Sept.  3. 

Stentlford,  Henry  J.,  Park  Ridjie,  assignor  to  Montgomery 
Ward  &  Co..  Incorporated,  Chicago,  111.  Kitchen  cabinet. 
96,7^6  ;  Sept.  :<. 

Stough,  Charles  R  ,  assignor  to  Motor  Wheel  Corporation, 
LAnsing,   Mich.      Wheel.     96,780;    Sept.  3. 

Tappan  Stove  Company,  The.  (See  Hadley,  Donald  L.,  aa- 
signor. ) 

Troy.  Seymour,  New  York.  N.  Y.  Shoe  or  similar  article. 
96.787  ;  S.  pt.  3. 

U.  S.  Manufacturing  Corporation.  (See  Piatt,  Stephen  A., 
assignor.)     > 

Unite.1  States  Rubber  Product*.  Inc.  (See  Samson,  Charles, 
assignor.) 

Vanward    Plan.    Inc.      (See  Dorset.   Edward    F,  assignor.) 

W.  B.  Paper  Box  Co.     (See  Regnault.  Frank  S..  assignor.) 

Waker.  George  W  ,  Detroit.  Mirh.  Washing  machine  ca.s- 
Ing.     96.788  ;    Sept.   3. 

Walker,  Georxe  W..  Detroit,  Mich.  Washing  machine  cas- 
ing.     96.789  ;    Sept.    3. 

Walker,  George  W..  Detroit,  Mich.  Washing  machine  cas- 
ing.    96.790  ;    Sept.  3. 

Walker.  George  W  .  Detroit.  Mich.  Washing  machine  cas- 
ing.     96.791  ;    Sept.    3. 

Weber  Dental  Manufacturing  Company,  The.  (See  McDon- 
ald.  Thomas  M..    as>ignor.) 

Westfl«*ld  Manufacturing  Company.  The.  (See  Morgan, 
John  R.,  assignor  ) 

Wewetxer,  Albert,  assignor  to  Illinois  Watch  Case  Com- 
pany. Elgin,   ill       tomb.     96.792;  Sept.  3. 

Willard  Storage  Battery  Company.  (See  Karuosh.  An- 
thony R..  assignor.) 

Wlswell.  Ozro  N.,  Los  Angeles,  Calif.  Can  opener.  96,793 ; 
Sept.  3. 

Yoshlda.  Shogoro,  Shltaka,  Tokyo.  Japan.  Clock.  96.TM  ; 
Sept.  8. 
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Abraham.  Lloyd  M.,  Mill  Valley,  Calif.,  assignor,  by  mesne 
assignments,  to  H.  H.  Doe,  Phoenix,  Ariz.  Roofing. 
2.01.'?,3;i0  ;  Sept.  3. 

Acker,  George  J^,  assignor  to  E.  N.  Rowell  Co.,  Inc.,  Ba- 
tavia,  N.  Y.     Container.     2,012,942  :  Sept.  3. 

Adamson,  Percy.  Rye.  assignor  to  United  States  Rubber 
Company,  New  York,  N.  Y.  Knitted  elastic  surgical 
stocking  and   the   like.     2,013.396  ;   Sept.   3. 

Adlake  Company.  The.  (See  Hamm,  W.  S.,  and  Sevlson, 
asKlgnors. ) 

.\Iva7.,  Jacques.  Paris.  France.     Pump.     2,013,484  ;  Sept.  3. 

Alden,  Ml'ton.  Brockton,  Mass..  assignor  to  Radio  Inven- 
tions. Inc.,  New  York,  N.  Y.  Radio  receiving  apparatus. 
2,013.. -^31  :  Sept.  3. 

Allen.  Edward  R..  Summit,  W.  N.  Headley.  Livingston,  and 
A.  Slegel.  Hillside,  assignors  to  Krebs  Pigment  &  Color 
Corporation.  Newark.  N.  J.  Organic  coloring  materials 
comprising  azo  compounds  and  sulphonated  derivatives 
of  pyrogenlc  decomposition  products  of  rosin.  2,013,084  ; 
Sept.  S. 

American  Box  Board  Company.  (See  Burns,  John  8.,  as- 
signor.) 

.American  Can  Company.     (See  Cabot.  Walter  K..  assignor.) 

American  Can  Company.  (See  Nordqulst,  Ronald  B.  J.. 
a8;»lgnor. ) 

American  Fork  A  Hoe  ComjMiny,  The.  (See  Cowdery.  Rob- 
ert  H.,  assignor.) 

American   Hardware  Corporation,  The     (See  Moore.  Wal 
lace   F.,    assignor.) 

.Vmericnn  Iv^mdrv  Ma<h1nery  Company,  The.  (See  Held- 
enfelder,  Fred  A.,  assignor.) 

.\.mrrltan  Metals  Corporation.  (Bee  Mascat,  Lazarus,  as- 
signor.) 

American  Seating  Company.  (See  Nordmark,  Henry  P.. 
assignor.) 

American  Steel  Foundries.  (See  Lamont,  John  A.,  as- 
signor.) 

American  Steel  Foundries.  (See  Oelkers.  Alfred  H.,  as- 
signor.)- 

American  Tube  and  Cap  Corporation.  (See  Mitchell,  Au- 
gust, assignor.) 

American  Window  Glass  Company.  (See  Donnlnl,  Edlo, 
assignor.) 

Anderl.  Wllllnm  F.  J..  David  City,  Nebr.  Counter  display 
rack      2.O1H.0S6:  Sept.  3. 

Anderson.  Alfnd.  Rutherford.  N.  J  .  assignor  to  The  Pat- 
ent and  LlcensinK  Corporation.  Boston.  Mass.  Building 
material  anil  method  of  and  apparatus  for  making  same. 
2,013,.332  :    Sept.   3 

Anderson,  Ernest  H.  Fore*»tville,  Conn  .  a.ssignor  to 
Graton  A  Knight  Company,  Worcester,  Mass.  Produc- 
ing oil  seals.     2.013,.333  :    Sept.  3. 

And»>r«on.  Gustaf  B..  assignor  of  one-half  to  O.  T.  Nelson, 
Minn-anollB,    Minn.       Rail    joint.       2.013.228;    Sent.    3. 

Andis    Mnthew.  Rarlne,  Wis.     Power  driven  hair  clipper. 
y  2.013,220  :   Sept.   3. 

'      Andrews.   F^ward  F.      (See  Beane.  B.  A.,  and  Andrews.) 

Angstadt.  Harrv  F.  Media.  Pa,  assignor  to  Sun  Oil  Com- 
pany, Philadelphia.  Pa  Producing  purlfl^d  asphalt  from 
soajvcontalnlngasphaltic  petroleum  resdduum.  2,018,619  : 
Sept.  8. 

Appleeate.  Addison,  Liberty,  N.  Y.  Making  lead  carbonate. 
2  013  Pirn  ;    Sent.    3. 

Armi.  Mprton  H  .  assignor  to  Bryant  Chucking  Grinder 
Company,  Springfield.  Vt.  Grinding  machine.  2,013.122; 
Sept.  8. 

Armstrong.  Charles  B.,  Corvallls,  Ore.  Thermostat. 
2  01?, 637  ;    Sept.   8. 

Armstrong  Cork  Company.  (See  McCarthy,  J.  Clarence. 
assignor. ) 

Arnold.  Helnrlch.  Walbllng»n.  and  E.  Dobler,  assignors  to 
Rohert  Roo'-h  Aktl»»nire"'>l''^<-haft.  Stuttgart,  Germany. 
Electric    switch.      2,012,943;    Sept.    3. 

Ash^y  Holdon  M  .  Alh«nv.  assignor  to  F  C  Huvck  A  Sons. 
Repsselser.    N    T       F'oor  fabric.      2.013,620:  Ser>t.  3 

Ashlev,  Camb  J..  Onodlo*.  assignor  to  Automatic  Draft 
and  Stove  Company.  Guinea.  Vs.  Brooder  attachment 
for  wood    heeters       2.013.638;    Sept.    3. 

Assoclat<-d  El*>ctric  laboratories.  Inc.  (See  Lomax.  Clar- 
ence E.   "•"Ignor  ) 

.Vssociated  Elecfrlc  Laboratories,  Inc.  (See  McCreary, 
f^nrrvld  J     ssslrnor 

As»ioctated  Electric  laboratories.  Inc.  (See  Peterson,  Ed- 
ward 8..  assignor.) 

Atlas  Press  Cnrrpany.      (See  Collins.  Jam»>8  O..  assignor.) 

Atmo-pheric  Nitrogen  Corporation.  (See  Porter,  Frank, 
assignor.) 

Antomatl'-  Confol  Turnover  Company,  The.  (See  Weiss, 
Henry  O  .  assignor  > 


Automatic  Draft  and  Stove  Company.  (See  Ashley,  Camb 
J.,  assignor. ) 

Automotive  Maintenance  Machinery  Co.  (See  Zimmer- 
man, Herman  W.,  assignor^ 

Avery.  John  I'  Bridgeport,  Conn.,  afsignor  to  F.  Kaplan. 
New  York,  N.  Y.     Electric  ^witch.     2.013.532:   Sept.  3. 

Ayers,  Norman  C,  Newark,  Ohio.  Spudding  assembly. 
2,012,936;  Sept.  3. 

Backstay  Welt  Company.     (See  Best,  Frank  A.,  assignor.) 

Badger,  Arthur  C,  deceased,  Newton,  Mass.,  T.  L.  Badger, 
and  R.  H.  Holt,  executors,  assignors,  by  mesne  assign- 
ments, to  Badger  Fire  Extinguisher  Company,  Boston, 
Mass.      Exnansion   Joint.     2.013.547  ;    Sept.   3. 

Badger  ^'i^e  Extinguisher  Company.  (See  Badger,  Arthur 
C.  assignor.) 

Badger.  Theodore  L.,  executor  et  al.  (See  Badger,  Ar- 
thur C.) 

Bagpak.  Inc.     (See  Baker.  Webster  N.,  assignor.) 

Baker.  James  N..  assignor  to  The  Black  &  Decker  Manu- 
factuilng  Companv.  Towson,  Md.  Portable  power  ham- 
mer.    2.013,296  ;  Sept.  3. 

Baker,  John  B.,  assignor  to  The  Timken  Roller  Bearing 
Company,  Canton,  Ohio.  Sectional  bearing  cage. 
2.013.123;  Sept.  3. 

Baker  Oil  Tools,  Inc.      (See  Burt.  Clarence  E.,  assignor.) 

Baker,  Webster  N.,  Baldwin,  assignor  to  Bagpak,  Inc., 
.New  York,  N.  Y.  Apparatus  for  and  method  of  making 
multlwall  bags.     2,013.086  ;  Sept.  3. 

Bales,  James  K.  assignor  to  Lyon  Metal  Products,  Incor- 
porated. Aurora,  III.     Display  rack.     2.012.983  ;  Sept.  3. 

Ball.  Charles  F.,  assignor  to  Chain  Belt  Company.  Mil- 
waukee. Wis.     Concrete  pump.     2.012.944  :  Sept.  3. 

Ballard,  Milton  H.,  Beverly,  Mass..  E.  A.  Bessom,  Marble- 
head,  Mass.,  and  N.  H.  Knowlton.  Rockport.  Mass..  as- 
slirnors  to  United  Shoe  Machln^rv  Corporation,  Pater- 
son.  N.  J.  Heel  cover  trimming  machine.  2,018,022; 
Sept.   3. 

Bal8l»:er.  Harold  E_,  assignor  to  Landis  Tool  Company, 
Waynesboro,  Pa.  Hydraulic  motor  and  making  the  same. 
2,013.397  ;  Sept.  3. 

Bancroft  Holdings  Limited.  (See  Johns,  Henry  S..  as- 
signor. ) 

Barklie.  Robert  H.  D.  (See  Drum,  J.  J.,  Hagyard,  and 
Barklle.) 

Barmer  Maschlnenfabrik  .\ktiengesellschaft.  (See  Boch- 
mann,  O..  and  Lenk.  assignors.) 

Barnard.  Dean  S.,  Hinsdale.  111.,  assignor  to  The  Rome 
Company,  Inc.  Fastenings  between  springs  or  other 
elements.     2,018.695  ;  Sept.  8. 

Barnby,  Herbert  A..  Toledo.  Ohio,  assignor  ta  Owens- 
Illinois  Glass  Company,  Toledo.  Ohio.  Vacuumlsing 
and   sealing  container.     2.013.548:    Sept.  3. 

Barrett  Company,  The.  (See  Eckert.  Clarence  B.,  as- 
signor.) 

Barrett  (Company,  The.      (See  Emberg.  George,  assignor.) 

Barrett  Company.  The.     (Se"  Miller.  Stuart  P..  assignor.) 

Barrett  A  Company.      (See  Schubeit.  Adolf,  asslcnor.) 

Barrows,  Donald  S..  Rochester,  assignor  to  The  Syming- 
ton Company,  New  York,  N.  Y.  Draft  rigging. 
2.013.429:  Sept.  3. 

Barstow,  Edwin  O..  S.  B.  Heath,  and  F.  R.  Mlnger.  as- 
signors to  The  Dow  Chemical  Company.  Midland.  Mich. 
Producing  maeneslum  chloride  from  calcium  chloride. 
2,013.334;  Sept.  3. 

Bary,  Woldemar  A.,  Stratford.  Conn.,  and  Nina  Skldelsky, 
assignors  to  Changette,  Inc..  New  York,  N.  Y.  Decora- 
tive device.     2.013.485  :  Sept.  3. 

Baumgratx.  Ernst.  (See  Stelnhart,  H..  Krats  and  Baum- 
gratz. ) 

Baxter,  Burke  M..  Middletown,  Ohio.  Pump.  2,013.455; 
Sept.    3. 

Beal.  Albert  H.,  and  J.  A.  Hardcastle,  assignors  to  Speed 
and  Service  Iron  Works,  Houston,  Tex.  Elevator. 
2.013  621  ;  Sept.  3. 

Beane.  Edwin  A.,  and  B.  F.  Andrews.  Chicago.  111.,  as- 
signors, bv  mesne  assignments,  to  Radio  Corporation  of 
America.  New  York,  N.  Y.  High  frequency  amplifler. 
2  013.430  ;  Sept.  3. 

Bechtold.  Reuben  E  .  asslcnor  to  Tokhelm  Oil  Tank  and 
Pump  Companv.  Fort  Wavne.  Ind.  Pressure  stabillxer 
for  entrapped  liquid.     2.018.431  ;   Sept.  8. 

Becke-.  T,eslie  G..  Geneseo,  111.  Fused  current  tap. 
2.013  696  ;  Sept.  3. 

Beebe.  Ravmond  H..  Glen  Ridge,  N.  J.,  assignor  to  West- 
Ingbonse  Lamp  Company.  Making  colled  colls. 
2.013.432  :  Sept.  3. 

Bedford.  Froderlrk  G  H..  and  C.  D.  Glbh.  assignors  to  C  A. 
Parsons  A  Companv.  Limited,  Newcastle  on  the-Tyne, 
England.     Making  turbine  blades.     2,018.622  ;    Sept.  8. 
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B«eb.  Louis,  LoDgmeadow,  and  J.  F.  Martin,  asslKnors  to 
United  American  Boscb  Corporation,  Springflela,  Mass. 
Magneto.     2,013.335  ;  Sept.  3. 

Beese.  Norman  C,  Verona,  N.  J.,  assignor  to  WeKtlnghoaw 
Lamp  Company.  Vacuum  switch  for  X-r«7  tabe  circuits. 
2,013.398  ;  Sept.  3. 

BeKK)<.  Paul  W..  assignor  to  Ja.<«.  P.  Marsh  Corporation, 
Chicago.  111.     Steam  trap.     2,013,433  ;   Sept.  3. 

Bell,  Harrr  A.,  et  al.     (See  Luce.  William  A.,  assignor.) 

Bell  Telepnone  Laboratories,  Incorporated.  (See  Frlis, 
Harold  T..  assignor. ) 

Bell  Telephone  Laboratories.  Incotporated.  (8e«  Ives, 
Herl)ert  E.,  assignor.) 

Bell  Telephone  Laboratories,  Incorporated.  (See  Jensen. 
Axel  G..  ai«slsnor.) 

Belshaw,  Charles  F.,  assignor  to  The  Coolerator  Company, 
Duluth.  Minn.     Refrigerator.     2,013.263  :  Sept.  3. 

Benedict.  Wajne  L.,  and  C.  Wlrth,  3d.  assignors  to  Unl- 
rersal  Prodaeta  Company.  Chicago,  111.  Reflnement  of 
cracked  hrdrocarbon  oil.     2.013.399  :  Sept.  8. 

Benedict,  Wayne  L..  and  C.  Wlrth.  3d.  assignors  to  Dnl- 
Tersal  CMl  Products  Company,  Chicago,  111.  Refining 
of  cracked  hydrocarbon  distillates.     2,013,400  :  Sept.  8. 

Bennlng,  Anthony  F.     (See  Calcott,  W.  S..  and  Benninf.) 

Benott,  LeoB.      (See  Hale,  John  P..  assignor.) 

Berliner,  Julius  F.  T..  and  R.  W.  Plummer.  assignors  to 
E.  I.  da  Pont  de  Nemours  *  Company.  Wilmington,  Del. 
Motor  fuel.     2.012,945  ;  Sept.  3. 

Bernard,  David  O.,  assignor,  by  mesne  assignments,  to 
D.  M.  Carter.  Chicago.  111.  Device  for  delivering  paper 
to  printing  presses.     2.013.623  ;   Sept.  3. 

Bessom.  Earl  A.  (See  Ballard.  M.  H.,  Bessom  and  Knowl- 
ton.) 

Best.  Frank  A.,  East  Windsor,  Ontario.  Canada,  asiilgnor 
to  Backstay  Welt  Company.  Union  City.  Ind.  Method 
and  apparatus  for  making  a  textile  product.  2.018,230 ; 
Sept.   3. 

Beuoy  George  H..  Cedar  Vale.  Kans.  Electrical  capon- 
Ixlng  forceps.     2.012.987  :  Sept.  3. 

Beaoy.  George  H  .  Cedar  Vale.  Kans.  Electrical  caponis- 
Ing  knife.    2.012.938  ;  Rept.  3. 

Bihby,  Jamea.  London.  England,  asfiignor  to  The  Falk 
Corporation.  Milwaukee.  Win.  Power  tranamlaslon 
throuffh  rotary  shafts.     2.012.939 ;  Sept.  8. 

Biller.  Hans.  Noremberg.  Germany.  Hand  operated  toy. 
2.012.»4«:  Sent.  8. 

Blnns.  Frederick  W..  Qulney.  Mass..  assignor  to  Virginia 
Smelting  Companv.  Portlam).  M<>.  Making  basic  line 
formaldehyde  sutohoxylate.     2.013,124;   Sept.   3. 

BInns.  Frederick  W..  Quincy.  Mass..  assigpor  to  Vlrelnia 
Smelting  Company.  Portland.  Oreg  Making  alkali- 
metal   formaldehyde  snlphonylate.      2.013.125:    Sept.   3. 

Blrmann.  Rn<^olph.  assignor  to  De  Laval  Steam  Tnrhlne 
Company.  Trenton.  N.  J.  Guide  vane  and  diaphragm 
construction  for  turbines.     2.013.512  :  Sect.  3. 

Black  h  Decker  Mannfacturing  Company.  The.  (See  Bak- 
er. James  N  ,  assignor.) 

Black.  Knox  C  Boonton.  N.  J.,  assignor,  bv  mesne  assicB- 
menta,  to  Radio  Corporation  of  America.  New  York, 
N.  Y.     Ampllflcatlon  control.     2.013.297;  Sept.  8. 

Blaw-Knox  Company.  (See  Harrington.  Edward  LeR., 
assignor.) 

Block  David  J.  Chicago,  TIL  Oostire  for  containers. 
2.012.950:  Sept.  3. 

Blonnt.  Arthur  L..  Palo*  Verden  Estates.  asiHgnor  to  Unfon 
OH  Companv  of  Olifornla,  Los  Angeles,  Calif.  Gum  in- 
hibitor.    2.01S.19R:  Sept.  8. 

BV'leT^huTr''    Harold  J,.,  b Alienor  to  Th«»  Moto-Mower  Co 
D-troit.  Mlf»>      T-awn  mower.     2  013.597  :  Sept.  3. 

Bochmann.  Otto,  and  W.  Lenk  ReTnsche1«*-T>enneD.  Ger- 
many, assignor*  to  Banner  Maschlnpnfshrik  Aktlenr^- 
seMschaft.  Wnpo^rtal-Ob«»r^s'Tnpp  0»»rraany.  Doable 
twist   twining  spindle.      2  013.023:   S'T't.   8. 

BoHlneer.  .Tohn  B..  San  FranHsco,  Calif.  Barglarproof 
window  screen.     2.01??. 024:  Sept.  3. 

Bonner.  James  M  .  Jr..  Lon  Anreles.  Call'  Depressed  tank 
eon'trnction    for    w^ter    closets.      2.013.231  •    Sept     3 

Bonney.  Robert  D.  Glen  Rid"**,  and  W.  S  E"^e.  Went 
Oranee.  N.  J.,  assienor*  to  Con(rr)1«»nro. Nairn  Inc.  Pro- 
te<»tiTe  costing  composition.     2.01S.33«:  Sept.  8. 

Boon.  Csri  R  H  .  Gls'^'ow.  Scotland.  (Change  speed  gear- 
ing.    2  013.126:  Sept.  8. 

Boomm  A  Pease  Company.  (See  Paulsen.  Christian,  as- 
sisTior  > 

Booth.  Harold  <«  .  rie^^land  He1«»hts  Ohio  Decolorizing 
alkaline  earth   sulnhates.      2.01. «<  401  •    Sept    3 

Bord«8»  F*bel.  assignor  of  op«>-hslf  to  Frieda  Klns-msnn. 
Ssn  Franci-'co.  Calif.  Cooking  device.  2.018.887  ; 
Sent.   3 

Bo-c»>  Robert  AVtiengesellschaft.  (See  .\mold.  H..  and 
Bohler.  assignora.) 

Bo«ch.  Robert  Aktlen^e-otlerhaft.  (See  Dobler,  E., 
Segals,  and  Holm,  assignors.) 

Bo-^h.  Robert  A vtleneeselNcba ft.  (See  Stelnhart,  H.. 
Krata,  f»nd  Bsnmgratf.  as«i«mor«.  > 

Bos"l»»n.  Lo'^'er  F  .  ssslgT^or  to  Ch"'n  Be't  Comnany.  Mil- 
waukee.  WU.      Cbaln   Pintle.      9.012,947:   Sept     3. 

Bo«*"n  cb "-'<»*  ^  .  K^TiTpore.  N.  Y.  Merchandise  con- 
tainer.    2'>18  199:  Sent.  8. 

Bo*ton^«.  Robert  R  .  an**  W.  W  Wood,  es«i«^ora  to  Tbe 
nirdle'-  <^orr./M-nti''n.  Iy»nlsvllle.  Ky.  SoUdifyliig  mate- 
ria'     2.0^^025      Sent.  8. 

Bo''-hf«n  W1"ls  A..  C»"nbr1dg»»  «s»H«Mior  fn  Sfw  EnTlan«* 
M'/**  Co..  Walt*""-  M-'-s.  F1ex"ble  mica  product  and 
making  same.     2.012.948  ;  Sept.  3. 


Bowt*u,  George  W.,   Long  Beach,  a^si^'nor  to  8.   R.   Bowen 

Co.,   Huntington,   Beach,   Calif       Adjustable   rotary  Jar. 

2.013.127  ;  &pt  8. 
Bowen,  8.  R.,  Co.     (See  Bowen,  George  W..  asai^nor.) 
Bowling,    Robert   T..    assignor    to    Wood    Briquettes,    Inc., 

Lewlston,  Idaho.    Briquette  machine.     2,013.026  ;  Sept.  3. 
Boylea.  Ralph  R.     (See  Waternus.  K   A.,  and  Boyles.) 
Braasch,  Arnold.     (See  Braasch.  Hana  and  A.) 
Braaach,       Hans       and       A..        Neumunster,        Holstein, 

Germany,   assignors   to   Standanl    Brands    Incorporated, 

New    York.    N.    Y.      Production    of    yeaat.      2,()  1 8.466 ; 

8eDt.  3. 
Bradbury,  Edward  G.,  Columbus,  Ohio.     Sighting  appliance 

for   teleacoplc   instrumpnts.      2.013.549  ;    Sept.    8. 
Bradahaw,  William  U.,  Buffalo,  N.  Y..  assignor  to  du  Pont 

Rayton  Company.  New  York.  N.  Y.     Apparatus  for  ten- 
sion spinning.     2.012.984  ;  Sept.  8. 
Branch,  Albert  L.,  Richmond.  Va.     Combination  key  and 

card  holder.     2.013iP27  ;  Sept.  3. 
Brandt.    John    W.,     Elyrla,    Ohio.       Saddle.       2.013.624  ; 

Sept.  8. 
Breitfnsteln.    Albert    F.       (See    Strickland.    R.     M..    and 

Breitensteln.) 
Bren,  Bosetech  C,  Cedar  Grove,  N.  J.,  assignor  to  du  Pont 

Vlscolold   Company.    Wilmington,    Del.      Cellulose   ether 

compoaitlon.     2,013.298  ;   Sept.  8. 
Bridenbaugh.    Elmer   H.,   assignor   to   M.    Moyera.    Denver. 

Colo.      Hydraulic  relief  valve.      2.013.282  :   Sept.  8. 
Briggs  A  Stratton  Corporation.     (See  Jacobi.  Edward  N.,  as- 


Ignor. ) 

Brinker,  Harold  8..  and  William  B.  Thomas,  assignors  to 
Motor  Seal  Corporation.  Denver,  Colo.  Producing  gas 
tight  seals.     2.012,951  ;  Sept.  3. 

Brinker,  Harold  8.,  and  W.  B.  Thomas,  assignors  to  Motor 
Seal  Corporation,  Denver,  Colo.  VermicuUte  paste  for 
sealing  pistona.     2.012.052  ;  Sept.  3. 

Briston  Aeroplane  Company  Limited,  The.  (See  Fedden, 
Alfred  H.  R.,  aaslgnor. ) 

Britton,  Glenn  B.,  Uannlbal.  nssisnor  to  International 
Shoe  Company.  St.  Louis.  Mo.  Cutting  machine  block. 
2.013.550;  Sept.  3. 

Broeker,      Edward,      Norfolk,      Nebr.        Quilting     frame. 
2.013,128 ;  Sept.  3. 

Brooke,  Alec,  Coventry,  England.  Finishing  t)eading, 
molding,  and  the  like.     2.013.598  ;  Sept.  3. 

Brown.  Joseph  W.      (See  GolT,  C.  M..  and  Brown.) 

Brunkow.  Gerhard,  assignor  to  tbe  firm  Fried.  Krapp 
Grusonwerk  Aktiengesellschaft.  Madgeburg,  Buckau, 
Germany.     Rotary  furnace.     2.013,486;  Sept.  2. 

Brunner,   Blmer  H.,  and    S.   A.   Wall.   East   Cleveland    as- 
signors to  Brunner  State  Studios,  Inc.,  Cleveland,  Ohio 
Mechanism  for  removing  curling  In  blanks.     2,012,963; 
Sept.  8. 

Brunner  State  Studios,  Inc.  fSee  Brunner.  EL  H.,  and 
Wall,  aaslgnors. ) 

Bryant  Chuckling  Grinder  Company.  (See  Arms,  Merton 
H.,  assignor.) 

Bryant  Heater  Company.  The.  (See  Stark.  Wlllet  R,  as- 
signor. ) 

Bryant.  Rov  B..  Dallas.  Texas.  Hydraulic  pumping  svs- 
tem.     2.013.129;  Sept.  3. 

Bac.  Hyym  EL,  Roaelle.  N.  J.,  asalenor  to  Standard  Oil  De- 
velopment Company.  Insectlcidal  oil.  2,013.028; 
Sept.  3. 

Buck.  Arthur  W..  assignor  to  Buck  X-Ograph  Companv.  St. 
Louis,  Mo.  Wet  film  transfer  lUumlnator.  2.012.940  ; 
Sept.  3. 

Buck.  Kenneth  E..  asslKnor  to  Ross-Tacony  Crucible  Com- 
pany. PhUadelphla,  Pa.  Refractory  article.  2.013,626: 
Sept.  8. 

Buckner.  William  A  .  Fresno,  Calif.  Traveling  sprinkler. 
2.013.2.33  :  Sept.  3. 

Buck  X-Ograph  Company.  (See  Buck.  Arthur  W..  as- 
signor. ) 

Budd.  Edward  G..  Manufacturing  Company.  (See  Budd, 
Eflward  G..  assignor.) 

Bu<ld.  Edward  G.,  assignor  to  Fxlward  G  Budd  Manu- 
facturing Company.  Philadelphia.  Pa.  Pneumatic  tire. 
2  013.1.30  :   Sept.   3. 

Buder  Charles  G  .  Webster  Groves.  Mo.  Cooling  packaged 
materials.     2.013  264  :  Sept.  3. 

BuhU'r.  Ekigene.  assignor,  hv  mesne  assignments,  to  Inter- 
nntlonal  Bus1nes«>  Macb|p«'«  Corporntlon.  New  York.  N  Y 
IVIntln-r  merhanlsm.     2.013  533  ;  Sept.  3. 

Burns.  Hugh.  Ormond.  Victoria.  Australia.  Fruit  packing 
c«He.     2  013.131  :  Sept.  3. 

Burns,  John  8..  Chicago.  111.,  assignor  to  American  Box 
Board  Company.  Grand  Raplda,  Mich.  Packing  box. 
2.01?  954  :  Sept.  3. 

Burt.  Clarence  E.,  Los  Angele<)    rallf..  assignor  to  Baker 
on  Took  Inc..  Huntington  Pa-'-    Calif.     Apparatus  for 
extracting    cores    from    the    sicl.-    wall    of    well    bores 
2  013.457;  Sept.  3 

Butler.  Howard  C  .  Osainlng.  N.  Y  Automobile  equaliser 
spring  suspension.     2.013.599;  Se-if.  3. 

Butler  Manufacturing  Company.  (See  Mortjuist.  Victor  C. 
assignor.) 

Byer.  Henry  E.,  Rosebank.  N.  Y.     Condenaer.     2,018,029 
Sept.  3. 

Byrne.  James  A.,  West  Orange.  N.  J.  SeaL  2.013.299: 
Sept.  3. 

Byron  Jackson  Co.  (See  Hollander.  A..  Grao.  and  Lundeen. 
assignor"  ) 

Cahot.  Walter  K..  Montclalr.  N.  J.,  asaUmor  to  American 
^^IJ/I'U""""^'  ^'^'^  ^ork.  N.  Y.  Can  opening  machine. 
2.012.965  ;  Sept  8. 


LIST  OF  PATENTEES 


xvu 


Cady.  Hamilton  P.  (See  Painter,  A.  M.,  Cady,  and  Hen- 
son.) 

Callloux,  I>eon  L.,  Montreal,  Quebec,  Canada.  Cementi- 
tloaa  composition   of   matter.      2.013.132 ;    Sept.    3. 

Calcott,  William  8..  and  A.  F.  Bennlng,  Pennsgrove,  N.  J., 
assignors  to  E.  I.  du  Pont  de  Nemours  &  Company,  Wil- 
mington. Del.  Production  of  organic  fluorine  compounds. 
2.013,030  ;  Sept.  3. 

Callaway,  R.  W.,  trustees  et  al.  (See  Woodford.  Lois  W., 
assignor.) 

Cameron  Can  Machinery  Co.  (See  Cameron,  William,  as- 
signor. ) 

Cameron,  Willlnm  assignor  to  Cameron  Can  Machinery  Co., 
Chicago,  IlL  Can  body  testing  machine.  2,013,402 ; 
Sept.  8. 

Cameron,  William,  assignor  to  Cameron  Can  Machinery  (3o., 
Chicago,  I U.    Can  testing  apparatus.     2.013.403  ;  Sept.  3. 

Campbell,  Charles,  London,  England,  assignor,  by  mesne 
assignments,  to  International  Business  Machines  Corpo- 
ration. New  York.  N.  Y.  Verifying  machine.  2,018,534  ; 
Sept.  8. 

Campbell.  Charles  A..  Watertown,  N.  Y..  assignor  to  The 
Now  York  Air  Brake  Company.  Air  brake.  2,013,031; 
Sept.  8. 

Campbell.  Dewey  E..  Detroit,  Mich.  Tire  grooving  tool. 
2.()13.234  ;  Sept.  3. 

Camps.  Juan  P.,  Sabadell,  Spain.  Automatic  regulation  of 
the  forwani  and  backward  movement  of  the  fabric  in 
looma     2.013.536;  Sept  3. 

Canfleld.  Robert  H..  and  Kaiser,  Herman  F.,  Waghington, 
D.  C.    Lead  alloy.     2,013.487  ;  Sept.  3. 

Carius,  Karl,  Dortmund,  Germany,  assignor  to  the  firm 
Verelnlgte  Stablwt-rke  Aktlengesellscnnft.  Dusseldorf. 
Germany.  Articles  which  must  have  a  reduced  tendency 
to  rust.     2,013.600;  Sept.  3. 

Carpenter.  Gilbert  B.,  Bellemoor.  Dol..  assignor  to  E.  I. 
du  Pont  de  Nemours  k  Company,  Wilmington,  Del.  Pro- 
duction of  carboxyllc  acids.     2.013.338  ;  Sept.  3. 

Carrier,  John  D..  Mount  Morris  Mich.  Interchangeable 
leader  pin  for  die  sets.     2.013  488  ;  Sept.  3. 

Carr-Lowrey  Glass  Co.  (See  (Garwood.  Charles  B.,  as- 
signor.) 

Carter,  Donald  M.     (See  Bernard,  David  G..  assignor.) 

Case.  J.  I..  Company.      (See  Geraldson,  Gerald,  assignor.) 

Castner.  James  B.,  Woodbury,  N.  J.,  assignor  to  E.  I.  do 
Pont  de  Nemours  A  Company.  Wilmington,  Del.  Nitra- 
tion of  aromatic  hydrocarbons.     2,012,985;  Sept.  3. 

Castner,  James  B.,  Woodbury,  N.  J.,  assignor  to  E.  I.  du 
Pont  de  Nemours  &  Company.  Wilmington,  Del.  Pro- 
ducing a  liquid  explosive  composition.    2,012,986  :  Sept.  3. 

Caswell.  Arthur  D..  Anoka.  Minn.  Bullet  stop.  2,013.133  : 
Sept.  3. 

Catland.  Alfred  C.     (See  Howard,  J.  H..  and  Catland.) 

Centriflx  Corporation.     (See  Hayley,  Charles  G..  assignor.) 

Chadeloid  Chemical  Company.  (See  FHoan.  John  P.,  as- 
signor. ) 

Chaffln,  Harry  B.,  Canton,  Ohio.  Piston.  2.012,966: 
Sept.  3. 

Chain    Belt   Company.      (Sec   Ball.    Charles   F  ,    assignor  ) 

Chain  Belt  Company.     (See  Bosnian.  Luther  H  .  assignor  ) 

Chamberlain.  EH  L.     (See  Robert,  B   U  .  and  Chamt>erlain.) 

Changette.  Inc.  (Bary.  W.  A.,  and  Skldelsky,  assignors  ) 

Chelle,  Paul  L..  Salnt-Mande.  France,  Device  for  feeding 
or  withdrawing  bottles  for  bottle  rinsing  machines. 
2.013,032;  Sept.  3.  »  "» 

Cherry,  fieorge  I>..  La  Grange.  111.,  assignor  to  Western 
Electric  Company,  Incorporated,  New  York.  N.  Y.  Meth- 
od of  and  apparatus  for  vulcanizing  material  on  arti- 
cles.     2,018,4(54  ;   Sept.   3. 

Chester  Bros.  Ltd.      (See  Chester,  Frank  R..  assignor.) 

Chester,  Frank  B.,  assignor  to  Chester  Bros.  Ltd.,  Van- 
couver. British  Columbia.  Canada.  Ice  cream  scoop  and 
the  like.     2.013,265  ;  Sept.  3. 

Chill ingworth.  Rudolph.  Brooklyn.  N.  Y.  Adjustable  wing, 
plane  or  blade  of  aeroplanes,  helicopters,  propellers,  or 
the  like.     2.012.987:   Sept.  3. 

Chllllngworth.  Rudolph.  Brooklyn.  N.  Y.  Rotating  wing 
system,  propeller,  or  lifting  screw  for  aircraft. 
2.012.988:  Sept.  3. 

Chllllngworth.  Rudolph,  Brooklyn,  N.  Y.  Rotating  wing 
system,  propeller,  or  lifting  screw  for  aircraft. 
2.012.989  ;  Sept.  3. 

Choate,  Fred  C,  Greenville,  Mich.  Marking  device. 
2,012.990:  Sept.  3. 

Chrome  Alloys  Manufacturing  Company.  (See  McFadgen, 
Harlan  J.,   8r..  assignor.) 

Clark,  Frank  R..  Berwick,  Pa.  Ventilating  means  for 
nutomobnf-s.      2.013.601;    Sept.    3. 

Clark,  Harold  W.      (See  Hilla.  L.  W..  and  Clark.) 

Clark.  Harry  J.     (See  Corron.  G.  R..  and  Clark.) 

Clarke.  Cecil  V..  Bedford.  England.  Brake  operating 
mechanism   for  use  with  trailers.      2.013,033;    Sept.    3. 

Clausing.  George,  assignor  to  The  Vulcan  Corporation. 
Portsmouth.  Ohio.  Machine  for  testing  lasts.  2,013,458  ; 
Sept.  3. 

Cleveland,  Charles  H.,  Baton  Rouge,  La.  Pressure  flow 
synchroniser.     2.012,957  ;   Sept.  3. 

Cllne.  Joseph  K.,  Woo<lbrldge,  assignor  to  Merck  ft  Co.. 
Inc..  Rabway,  N.  J.  Acetyl  choline  acetate.  2,013,636 ; 
Sept.  3. 

Coffey.  Samuel.  Iluddersfleld,  and  W.  A.  Sexton.  Manches- 
ter. England,  assignors  to  Imperial  Chemical  Industries 
Limited.  Ato  dyes  and  methods  for  their  preparation. 
2,012,991  ;  Sept.  8. 

Cohn.  David      (See  Kalner.  8.,  and  Cohn.)      -   -  ■.^■ 


Colby,  Joseph  M.  and  L.  A.  Skinner,  U.  8.  Army.  Aberdeen, 

o  ^^.    '^SF.'i.^^'"  tracWaylng  vehicles,     2,012.958;  Sept.  3. 

Colgate,  William  H.,  Larchmont,  N.  Y.  Container  and 
package  for  matches  and  the  like.     2.018,434  ;  Seot    8 

Collette  William  K.,  Akron.  Ohio.  Match-holding  attach! 
ment  for  cigarette  containers.     2.013.561  ;  Sept.  3. 

Colley.  Bu.'^^sell  8.,  Kent.  Ohio,  assignor  to  The  B  F  Good- 
rich Company,  New  York.  N.  Y.  Ornamentation  and 
apparatus  therefor.     2,013.339  ;  Sept.  3 

Collins.  James  G.,  assignor  to  Atlas  Press  Company    Kala- 

?o??*'.^oK^'£^   .    Vibrating     detector     for     automobile*. 
J.U1.S,J35  ;  Srpt.  3. 

Coj[y°»-^Tom.  Corporation,   The.      (See  Orton,   Julian  B., 

Collins,    William   D..  EvansviUe.  Ind..  assignor   to  ServeL 
rnii'!f;H^T^^*""^^y-     Evaporator.     2,013.134 ;  Sept  8 

Colony,  Myron  W.,  Los  Angeles,  Callf^  assignor  to  Petro- 
leum Conversion  Corporation,  New  fork,  N.  Y  Method 
and  apparatus  for  converting  hydrocarbons.     2,012,959; 

Combustion  Engineering  Company.  (See  Jackson,  George 
x^.,  assignor.) 

^^'sirnorT)'^''"''  ^''*'-      ^^**  Bo°°ey,  E.  D.,  and  Egge.  as- 
Consolidated  Iron  Steel  Mfg.  Company  of  1932.      (See  La- 
ton,  John,  assignor.)  y     ^  ^^ 

Continental  Motors  Corporation.  (See  Kalb,  Lewis  P  as- 
signor.) ID    I  .,    Cl»- 

Continental   Motors  Corporation.      (See  Meyer    Andre  J 
assignor.)  '     '  "•• 

"^"wK:  ^?oT3,L5Sb:XT3'''^'  "*"  ^"^^"'"^  "'°^°'' 

Coolerator  Company,  The.      (See  Belshaw,  CTharles  F.,  a»- 
Corduafa    Gustave  F.,  Chicago,  lU.     Table  top.     2,013,136  ; 

^**v'mli"i*'v«^''2°''.  ^■'  Swissvale,  Pa.  Hot  air  furnace, 
ii.uiti.lotj ;   wpt.   3. 

^**2  0l3of?^8JB'^,t®3  ^'"   ^'•'^*"°o°t.   N.   Y.     Air   motor. 

'^SS?t".''t8h%4f;''^'pt^-3'-  ''"''^'  ^*'^"'*'  ^"'-     «"^ 
Cotta  Transmission  Corporation.      (See  Nelson.  Flovd  B 
assignor. )  •         .         •» 

Coupland,  Richard  C,  Norfolk,  Va.     Fire-control  apparatus 

for  guns.     2,012,960  :  Sept.  3. 
^^^f^J^'   Robert   H.,   Geneva,   assignor   to  The   American 

2,cf3,626:"ept?'°^'^^'     C»«^«^°«*'     ^^o.       Shovel. 

Cox,  Gerald  J.,  and  J.  H.  Ferguson.  Pittsburgh,  Pa  aa- 
slgnor, by  mesne  assignments,  to  Nlacet  Chemicals  Cor- 
poration, New  York,  N,  Y.  Sugar  acylation.  2,013,034  ; 
Sept.  3. 

Crafts  Walter.  New  York,  N.  Y..  assignor  to  Electro  Metal- 
lurgical  Company.     Alloy  steel.     2,013.137  ;  Sept    ;; 

Crane  Co.     (See  Fennema    Richard,  assignor.) 

Cross.  Benjamin  T.,  et  al.  (See  Gibbs,  Charles  H..  as- 
signor.) 

Crown  Cork  &  Seal  Company.  (See  QIadfelter,  Wiltle  I.. 
assignor. )  ' 

Crown  Cork  &  Seal  Company.  (See  Warth.  Albln  H.  as- 
signor.) 

Cunningham.  Lewis  L.,  assignor  to  Minneapolis-Honeywell 
Regulator  Company,  Minneapolis,  Minn.  Heat  regulat- 
ing apparatus.      2.013.266;   Sept.   3. 

Cutler-Hammer,  Inc.      (See  Stansbury,  Carroll,  assignor.) 

Cyphers,  James  H.,  Grand  Junction,  Colo.  HydrauUe 
brake.      2,013.376;  Sept.   3. 

Dally,  Rov,  assignor  to  Webster  Electric  Company,  Ra- 
cine, Wis.  Combined  reproducing  and  recording  device. 
2,013,201  :    Sept.   3. 

Dalton,  Philip,  Washington,  D.  C.  Plotting  and  comput- 
ing device.     2,013.603  :  Sept.  3.  ^ 

Damsel.     William     B.,     New     York,  N.     Y.       Pipe    lolnt. 

2,013.267  ;  Sept  3.  v^    j  im,  . 

Daodt,  Herbert  W.,  Wilmington,  Del.,  and  H.  M.  Parmelee, 
Salem,  N.  J.,  assignors  to  E.  I.  du  Pont  de  Nemours  it 
Comnany.  Wilmington,  Del.  Fluorinatlon  process. 
2,013,035;  Sept.  3. 

Davenport.  Charles  M.,  Buffalo,  N.  Y.  Dispensing  tabe. 
2,013,376;   Sept.  3.  k-         b 

Davidson,  Glenn.  Portsmouth,  Va.  Production  of  tobacco 
articles.      2,013,202;   Sept    3. 

Davis  William  N.,  and  Id.  M.  Holm,  Berkeley,  assignors 
to  Standard  Oil  Company  of  California.  San  Francisco, 
Calif.      .Manufacturing  mercaptans.     2,013,203;   Sept    3. 

Dsvls,  Archibald  H..  assignor  to  Davis  Extruded  Sash  Com- 
pany. Lincoln.  Nebr.  Sash,  door,  or  store  front  con- 
struction.    2,013.489  ;   Sept.  3. 

Davis,  Au.itustine,  Jr.     (See  Shield,  Paul  S.,  assignor) 

Davis  Extruded  Sash  Company.  (See  Davis.  Archibald 
H.,  assignor  ) 

Dawson,  Elma  N.     (See  Dawson,  James  C,  assignor.) 
Dawson,  James  C..  assignor  to  Elma  N.  Dawson,   Webster 

Groves.  Mo.     Loose  leaf  binder.     2.013.552;  Sept.  8 
Day.   Morgan  R.,   Watertown    assignor  to   Dewev  &  Almy 

Chemical     Company,    Cambridge.    Mass.       Fiber-rubber 

product.     2.013,663  ;  Sept.  3. 
De  Benedetto.  Salvatore  F.,  Brooklyn,  N.  Y.     Bathing  suit. 

2.013,664:   Sept.  8. 
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Deb9,    Hanna    T.,    Dabolii.    Pa.,    assignor   of    one-half   to 
■*        J.  Mandas,  Wilmington.  Del.     Grave  marker.     2.013.877  ; 


Bept.  3. 

emp  K..  Ga«  City 
Dols  Glass  Company.     Method  and  apparat^us   for  pacb- 


Deeren.  KempK..  Ga«  City,  Ind.,  assignor  to  Owens-IUl 

Method  and  appan 
ing  bottles  and  other  articles.     2,013,555  ;  Sept.  3. 


De  Glers,   Clarence   A.,   Forest    Hills,    assignor,   br   mesne 

assignments,   to    Richard  C.    Murphy,   New  York.   N.   Y. 

Remote  Indicating  pressure  gauge.     2,013,138;   Sept.  3. 
De   Hart.  William  E..  St.   Louis,    Mo.,  assignor  to   United 

Shoe  Machinery  Corporation,   Paterson.   N.   J.      Making 

shoes.      2,013.036 ;    Sept.    3. 
De  Hart,  William  E.,  St.   Lools,   Mo.,  assignor  to   United 

Shoe  Machinery  Corporation,  Paterson.    N.   J.      I.4istlng 

shoes.     2,01o.037  ;  Sept.  3. 
Delano.   James   K..    New  York.   N.   T.     Adjustable   cleaner 

stand.     2.013,204  ;   Sept.   3. 
De    Laval    Steam   Turbine  Company.      (See   Blrmann.   Ru- 
dolph, assignor.) 
DeU.    Norman    E.,    Buffalo.    N.    Y.      Air    compressing    ap^ 

paratus.     2.013,236  ;  Sept.  3. 
De  Ix>e,  Oliver  P.      (See  Simklns,   H.  D.  und  De  Ix)e.) 
Demosthenes,   Nicholas,    Savannah.   Oa.      Vehicle  operated 

door  m«>chani8m.     2,013.490;  Sept.  3. 
Dempsey.  James  E..  Detroit,  Mich.     Manufacture  of  solder. 

2.013,340;   Sept.   3. 
r>epenbrock.  Wllnelm.  assignor  to  Selta-Werke  G.  m.  b.  H., 

Kreusnach.    Germany.      Printing    machine.      2.013.604  : 

Sept.  3. 
Dewey  and  .\lmy  Chemical  Company.     (See  Day.  Morgan  R  , 

assignor. ) 
Dewey  and  Almy  Chemical  Company.     (See  Egan,  Charles 

H..  assignor.) 
Dilke.  William   E.      (See  Watklns,  Douglas  M..  asslenor. ) 
Direct    Current    Welding  Company.      (See    Kachel.    Henry 

W.,  assignor.) 
Dobler.  Erich.     (See  Arnold.  H..  and  Dobler. ) 
Dobler.  Erich.  F.  Schula,  and  L.  Holm,  assignors  to  Robert 

Bosch  Aktiengesellschaft.  Stuttgart.  Germany.     Control 

arrangement.     2,013,435;  Sept.  3. 
Dodok.  John  A.,  et  al.      (See  Lace.  William  \.,  assignor.) 
Doe.  Hans  H.      (See  Abraham.  Lloyd  M  .  assignor.) 
Doherty  Research  Company.      (See  Goldsborough,   Winder 

E.,  assignor.) 
Dolllnger.  Lewis  L.,  assignor  to   Staynew  Filter  Corpora- 
tion. Rochester.  N.  Y.     Air  filter.     2.013.038;  Sept.  3. 
Doonlnl,    Edio,    Jeannette,    a.-jsignor     to    American     Win- 
dow Glass  Company.   Pittsburgh,   Pa.      Manufacture  of 

glass  sheets.     2.013.459  ;  Sept.  3. 
DouTllle.    Kenneth    B.,   Chicago.    lU.      Pulley.      2.013,268  ; 

Sept.  3. 
Dow  Chemical  Companv.  The.     (See  Barstow,  E.  O.,  Heath, 

and  Minger.  assignors,  i 
Downing.   Maud  M..   Miami,    Fla  ,  assignor  of  one-half  to 

B.  C.  Wall.  Chicago.  111.     Garment.     2,013.436;  Sept.  3. 
Drenning,  Percy  R.,  assignor  to  T.   U.   Symington  &  Son, 

Inc..    Baltimore.    Md.      Truck    side    frame.      2.012.949  : 

Sept.   3. 
Dressel.    Henry  M..  assignor  to  Oak   Manufacturing  Com- 
panv. Chicago.  111.     Vibrator.     2.013.513.   Sept.  3. 
Dressel.     Merle     N..     Le     Sueur,     Minn.       Hammer     mill. 

2,013.378:  Sept.  3. 
Druedlng.    Bernbard    J..    Philadelphia.    Pa.       Sweatband. 

2.013.0«8  ;  Sept.  3. 
Drumm  Battery  Company.      (See  Drumm.  J.  J.,  Hagyard 

and  Barklie.  assignors.) 
Drumm,  James  J..  T.  Hagyard.  and  R.  H.  D.  Barklie.  Irish 

Free  State,  assignors  to  Dnimm  Batter>'  Company.  Lim- 
ited.   Dublin.     Ireland.       Storage    battery.       2,013,879  : 

Sept.    3. 
Du  Bols.  David  I      (See  Headley.  B.  T.,  and  Du  Bols.) 
Dunbar,  Charles.  Mlddleton.  England,  assignor  to  Imperial 

Chemical    Industries    Limited.      Detergent    composition. 

2,013..300;  Sept.  3. 
Du  Pont.    E.  I.,  de  Nemours  k  Company.      (See  Berliner, 

J.  F.  T..  and  Plummer,   assignors.) 
l>u   Pont,   E.    I.,   de   Nemours  A   Company.      (See  Calcott, 

W.  S.,  and  Bennlng.  assignors.) 
Du  Pont,  E.  I.,  de  Nemours  A  Companv.      (See  Carpenter. 

Gilbert  B.,  assignor.) 
Du  Pont,  E.  I.,  de  Nemours  &  Company.      (See  Oistner, 

James  B..  assignor.) 
Du  Pont,  E.   I.,  de  Nemours  A  Company.     (See  Daudt,  H. 

W.,  and   Parmelee.  nssignon*.) 

Dn  Pont,  B.  I.,  de  Nemours  &  Company.  (See  Haag.  Ivan 
L..  assignor.) 

Du  Pont.  E.  I.,  de  Nemours  k  Company.  (See  Macallum. 
Alexander  D..  assignor.) 

Du  Pont  Rayon  Company.  (See  Bradshaw.  William  H., 
assignor.) 

Du  Pont  Vlscalold  Company.  (See  Bren.  Bozetech  C.  as- 
signor.) 

Dusevolr  Aviation  Motors.  Inc.  (See  Dusevoir.  Julias, 
assignor.) 

Dusevolr.  Julius,  San  I>eandro,  Calif.,  assignor  to  Dusevoir 

Aviation  Motors,  Inc.     Crankshaft.     2.013.039;  Sept.  3. 
Dyson.  Horace  H.      (See  Lane,  H..  and  Dyson.) 
Sasley.  John    H..  assignor   of  one-half  to  W.   M.  Moxley. 

Marcellne.      Mo.        Multiple      bulb      electric      lantern. 

2.013.380  :  Sept.  3. 
Easy    Washing    Machine    Corporation.       (See    Papworth. 

Walter  A.,  assignor.) 


Kby,  Eng«B«  D..  Pittsfleld.  Mass.,  asslmor  to  GeBeral 
Bllectric  Company.  Terminal  for  electric  conductors. 
2.018,587;  Sept.  3. 

Eckert.  Clarence  R..  Bnglewood,  N.  J.,  assignor  to  The 
Barrett  Company,  New  York.  N.  Y.  Shrngle  of  the 
wide-spaced  type.     2.018.666 ;  Bept.  3. 

Edsell.  Royal  D.,  Pelham  Manor,  N.  Y.  Motor  for  clothes 
washers.     2.013.301  ;  Sept.  3. 

Edwards,  David  F..  and  J.  V.  Starr.  Elisabeth.  N.  J.,  as- 
signors to  Standard  OH  Development  Company.  Solvent 
extraction  of  petroleum  distillates      2  013  040;  Sept.  8 

Edwards.  Walter.  Kokomo.  Ind.  Sidewalk  sign  base. 
2.013.041  ;  Sept.  3. 

Egan.  Charles  H..  Belmont,  assignor  to  Dewey  and  Almy 
Chemical  Company,  Cambridge,  Mass,  Container  closure. 
2.013,177  ;  Sept.  3. 

Egge.  Walter  8.     (See  Bonney,  R.  D.,  and  Bgge.) 

Eggert,  John,  Leipiig-Gohlls,  and  O.  Heymer.  Wolfen  Krels 
Bltterfeld.  assignors  to  I.  G.  Farbenlndustrle  .Aktienge- 
sellschaft, Frankfort-on-the  Main,  Germany.  Projection 
apparatus.      2.013,178  •    Sept.   3. 

Elsenberg.  Milton  M.     (See  Wllm.  Walter  F.,  assignor.) 

Electric  Storage  Battery  Company,  The.  (See  Woodbrldge, 
Joseph   L..  assignor.) 

Electrical  Engineers  Equipment  Company.  (See  Farrell, 
Fred,  assignor.) 

Electrical  Engineers  Equipment  Company.  (See  Starr, 
James  H..  assignor.) 

Electro  Metallurgical  Company.  (See  Crafts.  Walter,  as- 
signor ) 

Electrolux  Servel  Corporation.  (See  Knight,  Donuld  B  , 
assignor. ) 

Elliott  Addressing  Machine  Company,  The.  (See  Elliott, 
Harmon  P..  assignor  » 

Elliott,  Harmon  I'.,  Watertown.  Mass..  assignor  to  The 
Elliott  Addressing  Machine  Company.  Stencil  printing 
apparatus.     2,013.080  ;  Sept.  8. 

Emberg,  George.  Chicago.  111.,  assignor  to  The  Barrett 
Company,  New  York,  N.  Y.  Saturating  fibrous  conduits. 
2,012.961  ;  Sept.  3. 

Engel.  Karl.  Lynn.  Mass.,  a.sslgnor  to  United  Shoe  Ma- 
cnlnery  Corporation,  Paterson,  N.  J.  Shoe  and  making 
the  same.     i:.013,341  ;  Sept.  3. 

Equitable  Paper  Bag  Co  (See  Poppe,  George  W.,  as- 
signor.) 

Erdman,  Harvey  C.  Shaker  Heights,  assignor  to  The  Na- 
tional Screw  &  Manufacturing  Company.  Cleveland. 
Ohio.     Making  castle  nuts.     2,013,400;  Sept.  3. 

F5reon  Research  laboratories.  Inc.  (See  Llllenfeld.  Julius 
El,  assignor.) 

Erskine.  Archibald  M..  Chatham,  and  A.  Siegel,  Hillside, 
assignors  to  Krebs   Pigment  k  Color  Cori>oratlon.    New 
ark.    N.    J.      Organic    coloring    material    comprising   aso 
ct)mpounds  and  nydrogeuated  "-OHlnM.     2,013.090  ;  Sept.  3. 

Erskine.  Archibald   M  .   Chatham,  and  A.   Siegel.   Hillside, 
assignors   to  Krehs  Pigment  A  Color  Corporation.   New 
ark,  N.  J.     Organic  coloring  material  comprising  an  azo 
compound  and  a  petroleum  sulphonate  as  the  substratum. 
2  013.091  ;  Sept.  3. 

Erskine.  Archibald  M.,  Chatham,  assignor  to  Krebs  Pig- 
ment k  Color  Corporation,  Newark,  N.  J.  Organic  col- 
oring material  comprising  an  aso  compound  and  a  naph- 
thonate  as  a  substratum.     2.013,092;   Sept.  3. 

Eyedoll  Corporation.  (See  Kalner,  8.,  and  Cohn,  as- 
signors.) 

Fahiman.  Everett  G..  assignor  to  The  Permold  Company. 
Cleveland,  Ohio.     Cylinder  head.     2,013,627;  Sept.  3 

Falk  Corporation.  The.       (See  Bibby.   James,  assignor.) 

Falk,  Harry  B..  assignor  to  Ix?  R.  C.  Smallenl)erger  Peoria, 
III.     Electric  cooking  device.     2.013,205  ;  Sept    3. 

Farrell.  Fred,  Elmwood  Park,  III.,  assignor  to  Electrical 
Engineers  Equipment  Company.  Clamp.  2.018.487 : 
Sept.  8. 

Fedden,  Alfred   H.  R..  assignor  to  The   Bristol  Aeroplane 
Companv  Limited,  Bristol.  England.     Conplng  for  spark 
Ing  plugs.     2, 013, .^81  ;  Sept.  3 

Fellows,  Edwin  R.,  assignor  to  The  Fellows  Gear  Shaper 
Company.  Springfield.  Vt.  Workbolder  for  gear  gener- 
ating machines.     2,013.557:  Sept.  3. 

Fellows  Gear  Shaper  Company,  Tne.  (See  Fellows.  Edwin 
R..  assignor.) 

Fennema.  Richard,  assignor  to  Crane  Co.,  Chicago,  111. 
Lubricate(!  cock.     2,013.342;   Sept.  3. 

Ferguson,  John  H.     (See  Cox,  G.  J.,  and  Ferguson.) 
Ferguson,  William.  Philailelphla,  Pa.,  assignor  to  National 

Alroil    Burner    Company.    Incorporated.      Burning   fluid 

fuel.     2.018.302;  Sept.  3. 
Ferris.  MIckel  H..  Chicago,  HI.     Apparatus  for  fastening 

Inner  linings.     2,018,405  ;  Sept.  3 
Filer  k  Stowell  Co.,  The.     (See  Read,  EJverett  C,  assignor.) 
Fits.  Wllhelm.  Bssen-Ruhr.  Germany,   assignor,  by   mesne 

assignments,    to   The    Koppers   Company   of   Delaware, 

Pittsbureh.  Pa.     Recovery  of  salts  from   salt  solutions. 

2.013,438  ;  Sept.  3. 

Fllkkle,  Henry  J.      (See  Shank.  McC,  and  Fllkkle.) 

Floan.  John  P.,  Bayside.  assignor  to  Chadelold  Chemical 
Company,  Now  York.  N.  Y.  Putting  green  and  other 
materials.     2.013,558;   Sept.  3. 

FoUln.  Ernest  E..  assignor  to  Standard  Oil  Company.  Chi- 
cago, 111.     Canning  foods.     2.013.843  ;  Sept.  3. 

Fnntan,  I.,eRoy  H..  Rutherford,  N.  J.,  assignor  to  The 
Napier  Company.    Drink  mixer.    2.018,615  ;  Bept.  3. 
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Foster,  John  P.,  Pala.  Territory  of  Hawaii.  Process  and 
apparatus  for  preparing  cellulose  fitiers.  2,013,042  ; 
Sept.  3. 

Foster  Wheeler  Corporation.  (See  Lundgren,  Kdwln,  as- 
signor.) 

Fowler,  Fred  D.,  Newton,  assignor  to  Hood  Rubber  Com- 
pany. Inc..  Watertown.  Mass.  Method  and  apparatus 
for  manipulating  etretchable  sheet  material.  2,018,844  ; 
Sept.   3 

Fox.  Charles  J.,  assignor  to  The  Metal  Building  Company, 
Wichita.  Kans.  Building  construction.  2,013,043; 
Sept.  8. 

Frank.  Christina  A.  S.,  Floral  Park.  N.  Y.  Dispensing  top 
for  a  container.     2.013,514;  Sept.  8. 

Frantz.  Samuel  G.,  Princeton,  N.  J.,  assignor  to  Radio 
Corporation    of    America.      Electron    discharge    device. 

2.013.093  ;  Sept.  3. 

Franta.  Samuel  O..  Princeton.  N.  J.,  assignor  to  Radio  Cor- 
poration of  .America.     Controlling  the  flow  of  electrons. 

2.013.094  :  Sept.  8. 

Franz.  Hruno  W..  Philadelphia,  Pa.  Music  sheet  turner. 
2.012.992:    Sept.    3. 

French  Oil  Mills  Marhlnery  Company,  The.  (See  Stacy, 
Thomas  F.,  assignor.) 

Frese.  Joseph  F.,  assignor  to  Monitor  Controller  Com- 
pany, Baltimore,  Md.  Thermally  controlled  switch. 
2,013.628  ;   Sept.   8. 

Freund,  Erwin  O  ,  as.slgnor  to  The  Vlsklng  Corporation, 
Chicago.    111.      Extruding   viscose.      2.018,491  ;    Sept.    8. 

Frlckey,  Royal  K.,  San  Francisco,  and  A.  S.  Kalenborn, 
Redwood  City,  assignors  to  Welding  Service.  Inc..  San 
Francisco,  Calif.  Rail  treatment  apparatus.  2.013.461  ; 
Sept.  8. 

Friend,  Halton  H.,  New  York,  N.  Y.,  assignor  to  Radio 
Corporation      of     America.        Light     sensitive      device. 

2.013.095  ;    Sept.    3. 

Frlgldalre  Corporation.     (See  MIdgley,  T.,  Jr..  and  Ilenne, 

assignors.) 
Frlls.    Birtrn    8.    T.,    Cambridge,    assignor    of    one-balf   to 

E.  Henry,  Melrose,  and  one-half  to  J.  H.  Seaman.  Boston, 

Mass.     Electrically  operated  lighting  system  for  vehicles. 

2,013,044  ;   Sept.  3. 
Frils,    ilarald   T..    Rum.son,   N.   J.,   assignor  to   Bell   Tele- 
phone   Laboratories,     Incorporated,    New    York,    N.    Y. 

T-anslatlng  circuit.      2,013.140;    Sept.   3. 
Frollch.    Per   K.,    Elizabeth.    N.   J.,    assignor   to   Standard 

Oil     Development     Company.       Preparation     of    esters. 

2.012.993  ;    Sept.   S. 
Frost.   Myron  O..   Richmond   Heights,  and  P.  Mattler,   St. 

IjOuIs.    Mo.,    assignors,    by    mesne    assignments,    to    The 

l^am.son  Companv,  Syracuse,  N.  Y.     Distribution  system 

for  shoe   factories.      2,013.141  ;   Sept.   3. 
Funk.  James  M..  assignor  to  Geo.   D.   Roper  Corporation, 

Rookford,    111.      Gas-filled    hotiair   furnace.      2,018,237; 

Sept.  3. 
Furgason,  Claude  E  ,  Detroit,  assignor  to  Reo  Motor  Car 

Companv.     Lansing,     Mich.       Engine     starter     control, 

2.01.1.238;    Sept.   3. 

Gagn^',  Augustln.      (See   Lawson,  R.  H..  and  Gagn6.) 
Oamard.  Denlse,  Paris.  France.     Device  for  shaping  sticks 

of  paint  and  similar  purposes.     2,013.538;  Sept.  3. 
Garllntr.  Karl    E  .  assignor  to  Soda   Straw  Manufacturing 

Corporation,     Newark,    N.    J.       Tube-making    machine. 

2.013.303  :    Sept.    3. 
Garwood,  Charles  B..  assignor  to  Carr-I>owrey  Glass  Co.. 

Baltimore.   Md.      Making   multiple   bottles.      2,013.,'»82; 


(Soe  Meyer.   K.    A.,  and  Ganger.) 
Milwaukee,    Wis.      Valve.      2.013.439; 


Sept.  3. 

Ganger.   Frank  A. 

Gauffer.    Frank   A. 
Sept.  8. 

Oaynor.  Arthur  C.  Stratford.  Conn.  Attachment  plug  re- 
ceptacle.     2,013.142;   Sent.   3. 

Gear  Grinding  Company,  The.  (See  Snarry,  John  W.,  as- 
signor.) 

Geltatly,  Robert  H..  Philomath,  Oreg.  Combination  hlgh- 
wav  and  railway  transportation  system.  2.013,345; 
Sept.   3. 

Oene-al  Aniline  Works.  Inc.  (See  Koch,  Wllhelm,  as- 
signor.) ' 

Gent"-nl  Aniline  Works,  Inc,  (See  Kracker,  H.,  and 
Schmld,  aasignorf  ^ 


General   .Aniline  Works.  Inc. 

Werdermann,  assignors.) 
General    Aniline  Works,  Inc. 

slgnor.) 
General  Chemical  Company. 

slgnor.) 
General    Electric    Company. 

slgnor.) 
General    Electric  Company. 

assignor.) 
General    Electric    Company. 

slgnor.) 

General    Electric   Company. 

slgnor.) 
General   Electric  Company. 


(See  I^aska,  L.,  Haller,  and 

(See  Schepss,  Wllhelm,  as- 

(See  Melendy,  Jesse  G.,  as- 

(8ee   Bby.    Eugene    D.,   a»- 

(See  Llttlefleld.  Edward  P., 

(See  Proctor,   John   A.,   as- 

(See   Reed,   George  M.,   as- 

(See  Willis,   Clodius   H.,  as- 

eta.  Incorporated.      (See  Hamerstadt, 
orT) 


slgnor.) 

General  Fibre  Product! 
William  D..  a8slgn< 

General  Motors  Corporation.     (See  Henne,  Albert  L.,  as- 
signor.) 

General  Spring  Bumper  Corporation.      (See   Woolens.  Le- 
roy  E..  assignor.) 


Geometric  Tool  Company,  The.  (See  Strickland,  B.  M., 
and  Breitenstein,  assignors.) 

George,    Felix.      (See   Murcelitti     Pasquale,   assignor.) 

Geraldson.  Gerald,  assignor  to  J.  L.  Case  Company,  Ra- 
cine. Wis.     Tractor  cultivator.     2.013.629;  Sept.  3. 

Gerasch,  Ernst,  Magdeburg-Hopfengarten,  assignor  to 
Fried.  Krupp  (Jrusonwerk  Aktienge»»ell8chaft.  Magde- 
burg, Buckau.  Germaip-.  Grinding  mill.  2,013,179; 
Sept.  8. 

(Jessler,  Harry  C  .  Brooklyn,  N.  Y.  Sugar  dispenser. 
2.013,440  ;   Sept.   3, 

Getz,  Vernon  C.  Philadelphia,  Pa.  Dental  floss  applica- 
tor.    2,018.143;  Sept.   3. 

GIbb,  Claude  D.      (See  Bedford,  F.  G.  H.,  and  Gibb.) 

Gibbs.  Charles  H.,  assignor  of  twenty-five  tiixty-fourths 
to  R.  A.  Privett,  two  thirty-seconds  to  (Mrs.)  T.  Stadler, 
six  thirty-seconds  to  B.  T.  Cross,  one  sixty-fourth  to 
W.  F.  Sperber.  and  one  thirty-second  to  H.  H.  Robin- 
son and  R.  S.  Robinson,  joint  tenants.  Long  Beach, 
Calif.      Inlay  paving  marker.     2.013.406;  Sept.   3. 

GIbbs.  Charles  H.,  assignor  of  one  thirty-second  to  H.  H. 
Robinson,  and  H.  S.  Robinson,  Joint  tenants,  six  thirty- 
seconds  to  B.  T.  Cross,  two  thirty-seconds  to  (Mrs..)  T. 
Stadler.  twenty-flve  s^lxty-fourth  to  R.  A.  Privett,  and 
one  slxtv-fourth  to  W.  P.  Sperrer.  I.<ong  Beach,  CtiMt. 
Slip  form   paving  marker.      2.0i:j.407  ;   Sept.  3. 

Gilbert,  William  N.,  Hudson  Heights,  N.  J.,  and  W.  Gump- 
rich.  Blnghamtnn.  assignor*,  by  mesne  assignments,  to 
International  Business  Machines  Corporation,  New  York, 
N.  Y.     Scale  device.     2,013,539  ;  Sept.  3. 

Glnsburg.  Samuel  S..  Visalia,  Calif.  Umbilical  cord  guard. 
2,m3,269;  Sept.  3. 

Girard  Model  Works  Inc.  (See  Smith,  Anthony  N.,  as- 
signor.) 

GIrdler  Corporation,  The.  (See  Bottoms.  R.  B.,  and 
Wood,   assignors.) 

Glrten,  Charles  E.     (See  Snell,  0.  C.  and  Girten.) 

Gladfelter.  Wlltle  I.,  assignor  ot  Crown  Cork  k  Seal  Com- 
pany, Inc..  Baltimore,  Md.  Bottle  handling  machine 
and  control   therefor.     2.013.144;    Sept.  3. 

Globe  Machine  A  Stamping  Company.  The.  (See  Green, 
Lee  B..  assignor.) 

(;iobe  Oil  Tools  Co.  (See  Howard,  J.  H.,  and  Catland,  as- 
signors.) 

Glunz.  Henrv  F..  Saratoga  Springs.  N.  Y.  Method  of  and 
apparatus'  for  applying  sealing  closures  to  bottles  and 
other   containers       2.013.304  ;    Sept.    3. 

Godfrey.  Earl  V..  Girard  Township.  Erie  County,  assignor 
to  Ix)vell  Manufacturing  Company,  Erie.  Pa.     Wringer.  ' 
2,013.045  :  Sept.  3. 

Goetz.  P'erdinand  K..  assignor  to  Reading  Hardware  Cor- 
poration, Reading.  Pa.  Adjustable  lock  strike. 
2.013,145;   Sent.   3. 

Ooff.  Clarence  M..  and  J.  W.  Brown.  Toledo.  Ohio.  Saf«y 
device  for  power  presses.     2.013,441  ;  Sept.  3. 

Goldsborough.  Winder  E..  South  Norwalk.  assignor  to 
Dohertv  Research  Comnanv.  New  York,  N.  Y.  Auto- 
matic welder.      2,013.6.'^0:    Sept.    3. 

Goldsmith.  Henrv  F..  Elkins  Park,  Pa.  Elastic  tape 
mount.      2.013.146;  Sept.  3. 

Gomes,  Earl  S..  Cincinnati,  Ohio.  Shipping  container. 
2.013.346:    Sept.   3. 

Goodrich,  B.  F.,  Company,  The  (See  Colley,  Russel  S., 
assignor.)  ^  . .     , 

Goodrich.  B.  F.,  Company.  The.  (See  Semon,  Waldo  L., 
assignor.)  .,  ^ 

Goodrich,  B.  F.,  Company,  The.  (See  Shank.  McC,  and 
Fllkkle.  asslenors.) 

Goodrich.  B.  F.,  Company,  The.  (See  Waner,  Harry  E., 
assignor.)  „ 

Go<Hl\vln.  George  R..  assignor  to  Royal  Electric  Company. 
Incorporated,  Avon,  Mass.  Plug  fuse.  2,013,147 ; 
Sept.  S. 

Gordon,  George,  Harrington  Park.  N.  J.,  assignor,  by 
mesne  assignments,  to  M.  S.  Relsman.  New  York.  N.  Y. 
Scannlne  for  television  purposes  and  apparatus  therefor. 
2,013,559;   Sept.  3. 

Gorton.  George.  Racine,  Wis.  Brake  for  rotary  spindle 
machine    tools   and    the   like.      2.013.492;    Sent.    3. 

Gottlieb.  Max  E  .  Cleveland  Heights,  Ohio.  Artificial  grass 
mat.     2.01.'?.148;  Sept.  .•^.  ,    ,       « 

Gntdv  Charles  B..  West  Orange,  N.  J.  Gas  treating  ap- 
paratus.    2.013.270:  Sept.  3. 

Graebner  Otto  F..  Detroit,  Mich.,  assignor  to  The  Murray 
Corporation  of  America.     Roof  construction.     2.013.462; 

Sept.  3. 

Grant  Richard  A..  Jackson.  Mich.  Draft  coupling  de- 
vice.     2  013.383;    Sept.    3. 

Grasselll  Chemical  Company,  The.  (See  Vana.  Charles  A., 
assignor.) 

Graton  k  Knight  Company.  (See  Anderson.  Ernest  H.. 
assignor.)  „  ^  ^  ,       .         , 

Grau,  Herbert  E.     (See  Hollander.  A.,  Orau,  and  Lundeen.) 

Gray  Processes  Corporation,  The.  (See  Welsh,  Michael 
J.",   assienor.)  .„       ^  ,  ^      ^ 

Grayson  Heat  Control,  Inc.     (See  Grayson.  John  H.,  as- 

Gravson,  John  H..  assignor  to  Grayson  Heat  Control.  Inc., 
T,vnwood.  Calif.     Clock  controlled  gas  stove.     2,013,239  ; 

Sept.  8. 
Green.  Lee  B..  Lakewood.  assignor  to  The  Globe  Machine 
k  Stamping  Companv.  Cleveland,  Ohio.     Grid-type  radi- 
ator grille.     2,013.384  ;  Sept.  3. 
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Green.  Lee  H..  I.nk^^ood,  ns«|gnor  to  The  Olobe  Machine 
k  Stampin;:  Compauy,  Ck»v»iaiid.  Oblo.  Radiator  ahell 
front  and  fjuard  oar  aRsembly.     2,013,388  ;  Sept.  3. 

Greenhoe,  Barnov  W..  Ka-t  (iriind  Kapids.  Mich.  Staff 
moantln«  device.     2,013. -'71  :  Sept.  ;'.. 

Greenison,  Bert  R.,  New  York,  N.  Y.  F'raud  prevention  dfr 
vic»*      2.013.605  ;  Sept.  3. 

Greenough,  Hfiiry  B  .  Beverly,  Mass.,  aaiiignor  to  United 
Shoe  Machinery  Corporation,  Paterson,  N.  J.  Heel 
flnishlnK  machine.     2,013.046  ;  Sept.  3. 

(See  Price,   Joseph,   as- 


Blae   flame   wickleas 


Qrlscom-Russeil   Company,  The. 
algnor. ) 

Grobard,    Gabriel.    Hartford,    Conn, 
oil  burner.     2,013.305  ;  Sept.  3. 

Gulf  Research  &  Development  Corporation.  (See  Pigott, 
Reginald  J.  S.,  assignor.) 

Gumprlch.  William.      (See  Gilbert.  W.  N..  and  Gumprlch.) 

Garck.  Arnoldus  J..  The  Hague,  Netherlands.  Lavatory 
cistern.     2.013.149  ;  Sept.  3. 

Haag,  Ivan  L.,  Lakewood.-Ohlo,  assignor,  by  mesne  asalsn- 
ments,  to  B.  I.  du  Pont  de  Nemours  4  Company,  Wil- 
mington, Del.  Purification  of  lactic  acid.  2,013,096  : 
Sept.    3. 

Hacker,  Henry  J.,  Templeton,  Iowa.  Operating  an  auto- 
motive vehicle  antiglare  shield.     2,013,560  ;  Sept.  3. 

Haddock.  Norman  H.,  Prestwich  Park  North,  Prestwich, 
and  C.  Paine,  Handforth,  England,  assignors  to  Im- 
perial Chemical  Industries  Limited.  Axo  dyestuff  and 
its  production.     2.012.994  ;  Sept.  3. 

Hagar,  Carl  W.,  Los  .^npeles,  i  alif.  Air  cleaner  for  In- 
ternal combu.'itlon  engines.     2,012,902  :  Sept.  3. 

Halyard.  Thomas.  (See  Drumm,  J.  J.,  Hagyard  and 
Barklie). 

Halms.  Philip  L..  CHeveland,  Ohio.  Clasp  for  hair  wavers. 
2,013.206  ;  Sept.  3. 

Hale,  John  P..  Buffalo,  assignor  to  Leon  Benolt,  New  York. 
N.  Y.     Egg  carton.     2.013.606  ;   Sept.  3. 

Haller.  Oskar.      (See  Laska,  L..  Haller  and  Werdermann.) 

Hamerstadt,  William  D.,  a.sslgnor,  by  mesne  as.signmentK. 
to  General  Fibre  Products,  Incorporated.  Indianapolis. 
Ind.     Truck  structure.     2,013.561  ;  Sept.  3. 

Hamilton,  Charles  E..  Sr.  (See  Zeidler,  Harold  O.,  as- 
signor. ) 

Hamm.  William  S..  and  H.  D.  Sevlson,  Elkhart,  assignors 
to  The  Adlake  Company,  Chicago,  111.  Sash  construc- 
tion.    2,013,207  ;  Sept.  3. 

Hammond  Clock  Company.  The.  (See  Hammond,  Laurens, 
assignor.) 

Hammoud.  I^urens,  Evanston.  assignor  to  The  Hammond 
Clock  Company,  Chicago,  111.  Electric  clock.  2.013,208  ; 
Sept.    3. 

Hand,  James  W.,  Elizabeth,  N  J.,  assignor  to  Standard  Oil 
Development  Company.  Apparatus  for  galvanizing  con- 
tainers.    2.013,047  ;  Sept.  3. 

Hankln.x,   Cyrus,    WashinKton.    D.    C. 
railway  cars.     2,013.048  ;  Sent.  3. 

Hanna.     Atto     N..     Newark,     N.     J. 

2.013.097  ;  Sept.  3. 
Hansen,   Clarence   W.,   Port  Jefferson,   N.  T.,  assignor  to 

Radio   Corporation   of   America.    Neutralization    circuit. 

2.013.098  ;  Sept.  3. 

Hardcastle,  Jasper  A.     (See  Beal,  A.  H..  and  Hardcastle.) 

Hargreaves,  Frederick  M..  St.  Louis,  Mo.  Tool  for  re- 
moving  Jar   caps.      2.013.209  ;    Sept.    3. 

Harrington.  Edward  LeR..  as-signor  to  Blaw-Knox  Com- 
pany, Pittsburgh,   Pa       Gate      2.013.306  :   Sept.  3. 

Harris,  Harold  R.,  Philadelphia.  Pa.,  assignor  to  Pertna- 
flex.  Incorporated.  Belt  for  garments  and  the  like  ar- 
ticles.    2.013.347  ;  Sept.  3. 

Harris.  William  A..  Verona.  N.  J.,  assignor  to  Radio  Cor- 
poration of  America.  Selective  automatic  volume  con- 
trol   receiver.      2,013.307  ;    Sept.    3. 

Hartford-Empire  Company.  (See  Headley,  B.  T.,  and 
DuBois,  assignors.) 

Harvey,  George  L..  assignor  to  Sutherland  Paper  Company. 
Kalamazoo,  Mich.  Partition  or  separator  unit. 
2.013.240  ;  Sept.  3. 

Hawley,  Charles  G.,  Chicago,  111.,  assignor  to  Centrlflx 
Corporation,  Cleveland,  Ohio.  Internal  ejector. 
2.013.607  ;  Sept.  3. 

Hazeltln  Corporation.  (8e«  Wheeler.  Harold  A.,  as- 
signor.) 

Headley.  Benjamin  T.,  and  D.  I.  Du  Bols,  MlllvUle,  N.  J.. 
assignors,  by  mesne  assignments,  to  Hartford-Kmplre 
Company,  Hartford,  Conn.  Glass  working  machine. 
2.013.463  :  Sept.  3. 

Headley.  Wayne  N.  (See  Allen,  S.  R..  Headley,  and 
Slegel.) 

Headley,  Wayne  N.,  Livingston,  and  A.  Siegel.  Hillside, 
assignors  to  Krebs  Pigment  &  Color  Corporation,  New- 
ark, N.  J.  Organic  coloring  material  comprising  an 
azo  compound  and  natural  gums  and  balsams  as  a  sub- 
stratum.    2.013,099  :  Sept.  3. 

Headley,  Wayne  N.,  Livingston,  and  A.  Siegel,  Hillside. 
assignors  to  Krebs  Pigment  A  Color  Coiporatlon,  Newark. 
Azo  lake  and  pigment.     2.01S.100;  Sept.  8. 


Brake    rigging   for 
Paper     fastener. 


See    Barstow,    E.    O.,    Heath,    and 
Over-current    signal 


N.  J. 
Heath,    Sheldon    B. 

Mlnger.J 
Hefner.    Charles    B..    Dallas.    Tex. 

device.     2.013.241  ;  Sept.  3. 
Heldenfelder,    Fred    A.,    Chicago,    111.,    assignor    to    The 

American     Laundry     Machinery     Company,     Cincinnati, 

Ohio.     Work  holder  for  pressing  macblaes.     2,013,210  : 

Sept.    3. 


Heitmnn,  Edward,  assignor  to  Kelvlnator  Corporation, 
Detroit,  Mich.  Refrigerating  apparatus.  2.013.515: 
Sept.    3. 

Heitman,  Eldward,  assignor  to  Kelvlnator  Corporation, 
Detroit,  Mich.  Refrigerating  apparatus.  2.013.616; 
Sept.    3. 

Heller,  Walter  E.,  assignor  to  D.  C.  Shepard,  St.  Paul, 
Minn.  Fastener  for  container  covers.  2,013,049; 
Sept     3. 

Hemphill  Company.  (See  Lawson,  R.  H..  and  Gagn^, 
as<)ignors. ) 

Henno,  .\lkert  L.     (See  Mldgley.  T  .  Jr.,  and  Heune.) 

Henne.  Albert  L.,  Columbus.  Ohio,  assignor,  by  mesne  as- 
signments, to  General  Motors  Corporation.  Fluoratlon 
of  aliphatic  halides.     2,013,050  ;  Sept.  8. 

Henry.  Edmund,  el  ai.     (See  Friis,  BjOhn  S.  T  .  nsHignor.) 

Henry,  Georges  L.,  Geneva,  assignor  to  the  firm  Meyer 
&  Studeli,  S.  A.,  Soleure,  Switzerland.  Selfwinding 
watch.     2.018,386:  Sept.  3. 

Henson,  George  C.  (See  Painter,  A.  M.,  Cady,  and  Hen- 
son.) 

Hense,      Joseph      J.,      Detroit,      Mich.       Packing      crate. 

2.013.150  :  Sept    3. 

Henze,      Joseph      J.,      Detroit,      Mich,      Shipping      crate. 

2.013.151  ;   Sept.  3. 

Herkeiiberg,    Kail,    Oberbarmen-Heckiugbausen,    Germany. 

I'roduction  of  extensible  electric  conductors.     2,013,211  ; 

Sept.    3. 
Hermani,  Henry,  assignor  to  The  Tin  Decorating  Companv 

of  Baltimore,  Baltimore,  M<l.     Round  cornered  box  with 

tray  insert.     2,013.051  ;  Sept.  3. 
Heymer,    Oerd.      (See   Eggart,   J.,   and    Heymer.) 
Hl»kox,   Sherman  G.,  aissfgnor  to   ScoviUe  Manufacturing 

Company,      Waterbnry,      Conn.        Lip      stick      bolder. 

2,0i:T.3u8:  Sept.  3. 
Hlgson,  Percy  R.     (See  Larsson,  C.  A.,  and  Higson.) 
Hills  Bros.      (See  Hills.  L.   W.,  and  Clark.) 
Hills.  Leslie  W.,  San  Francisco,  and  H.  W.  Clark,  Berkeley, 

Calif.,   assignors   to    Hills    Bros.      Can    casing   machine. 

2  Oi:i.408  :  Sept.  3. 
Hoague-Sprague  Corporation.      (See  Knowlton,  Cutler  D., 

assignor.) 
Hobart    Manufacturing    Company,    The.       (Se«    Johnston, 

Herl>ert  L.,  assignor.) 
Hobart    Manufacturing    Company.    The.    (See    Von    Pein, 

E.  J.,  and  Reussenzehn,  assignois.) 
Hoe.  R.  it  Co.      (See  Lamatsoh,  Fre<lerick,  assignor.) 
Hoffman  Specialty  Company.      (See  Simpson,  William  K., 

assignor.) 
Hollander.  Aladar.   Berkeley,  and  H.   E.   Grau,  and  C.  A. 

I.undeeu,  a.'signors  to  Byron  Jackson  Co.,  Los  Angeles, 

Calif.     Orifice  fitting.     2,013.212  :  Sept.  3. 
Holm,  Ludwig.      iSee  Dobler,  E.,  Schuiz,  and  Holm.) 
Holm,   Melvln  M       (See  Davis,   W.   N.,   and  Holm.) 
Holt,  Robert  H..  executor,  et  al.      (See  Badger,  Arthur  C.) 
Holzwarth   Gas   Turbine  Co.      (See  Holzwarth.   Hans,  as- 
signor. ) 
Holzwarth  Gas  Turbine  Company,  The.     (See  Meinlnghaus, 

Ulrich,   assignor.) 
Holzwarth,  Hans.  Dusseldorf,  Germany,  assignor  to  Holz- 
warth  Gas   Turbine   Co  .    San    Frnncisco,    Calif.      Power 

plant  and  operating  same.     2.012.963  :  Sept.  8. 
H<x»(i  Kul'l)er  t  umpany.      (See  Fowler.  Fretl   D..   assignor.) 
Hooker  Electrochemical  Company.      (See  Stuart,  Kenneth 

E.,  assignor.) 
Hooklens    Fastener   Company.      (See    Sipe,    Harry    E.,   as- 
signor.) 
Hornig.     August     W.,     Chicago,     111.      Laminating     glass. 

2.013.213:  Sept.  3. 
Horsley,   George  F.,   Norton-on-Tees,   England,  assignor  to 

Imperial   Chemical    Industries   Limited.      Production  of 

aromatic  amines.     2,013.052  :  Sept.  3. 
Horton,  George  T..  Chicago,  III.    Tank.    2.012  964  ;  Sept.  3. 
Hostetter.  Oscar  L.,   Adams  County,   Pa.     Potato  digging 

and  sorting  machine.     2.013,409:   Sept.   3. 
Howard.  John   H..   Huntington   Park,  and  A.  C.    Catland, 

Alhambra.  assignors  to  Globe  Oil  Tools  Co.,  Los  NIetos, 

Calif.     Bit  head.     2.013.348  :  Sept.  3. 
Howland.  Thomas  J..  Long  Branch,  N.  J.     Water  animal. 

2.018.410;  Sept.  3. 
Hovt.  William  D.,  Lexington,  Va.     Motor  fueL     2,018,152  ; 

Sept.   3. 
Hubbell,  Harvey,  Incorporated.    (See  Von  Holtz,  Charles  T., 

assignor.) 
Hubbell.  Jesse  P.,  Fanwood.  N.  J.      Liquid  dispensing  ap- 
paratus.    2.013.464  :  Sept.  3. 
Hughes,    Samuel.     North    Charleston,    S.    C,    assignor    to 

Raybestos-Manhattan.  Inc..  Bridgeport,  Conn.     Wick  for 

oil  burners.     2,013.442  :  Sept.  3. 
Hult.  Warner  G.     (See  Koenlg.  W.  E  .  Mills,  and  Hult.) 
Hummel.   Robert   T..   Bloomf^eld,    N.  J.,   assignor  to   West- 

inghouse       Lamp       Company.  Pluro-metalllc       rod. 

2.01.1.411  ;  Sept.  8. 
Hund.  Walter  J       (See  Rosensteln.  L..  and  Hund.) 
Hunter.  David  El,  assignor  to  The  Shaw-Walker  Company. 

Muskegon,  Mich.  Card  filing  device.  2  013.153:  Sept.  3. 
Huyck.  P.  C,  &  Sons.  (See  Ashfiy  Holdon  M  .  assignor.) 
I.  6.  Firbenindustrie  Aktlengesellschaft.      (See  Eggert,  J., 

and  Heymer,  assignors.) 
I.  O.  Farbenindustrie  Aktlengesellschaft.      (See  Krinzleln, 

G..  an<l  MUller.  assignors.) 
I.  O.  Fart)enlndu8trle  Aktlengesellschaft.      (See  Reppe,  W., 

and   Keyssner,  a.sslgnors.  i 
Imperial    Chemical    Industries    Limited.      (See    Coffey,   8, 

and  Sexton,  assignors.) 
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Imperial    Chemical    Industries    Limited.       (See    Dunbar, 

Charles,  assignor.) 
Imperial  Chemical  Industries  Limited.      (See  Haddock,  N. 

rl.,  and  Paine,  assignors.) 
Imperial    Chemical    Industries    Limited.       (See    Horsley, 

George  F.,  assignor.) 
Imperial    Chemical     Industries    Limited.       (See    Btroats, 

Charles   R.    N..   assignor.) 
Imperial  Chemical  Industries  Limited.     (See  Tidd,  John  J., 

assignor. ) 
Inglee,  Lewis,  AmltyviUe,  N.  T.     Furring  clip.     2.018,101 ; 

Fept.  3. 
International     Business     Machines     Corporation.        (See 

Buhler,  Eugene,  assignor.) 
International  Business  Machines  Corporation.     (See  Camj)- 

bell,  Charles,  assignor.) 
International   Business  Machines  Corporation.      (See  Gil- 
bert, W.  N.,  and  Gumprlch,  assignors.) 
International  Business  Machines  Corporation.     (See  Kolm, 

U.,  and  Kothner.  assignors.) 
International  Business  Machines  Corporation.     (See  Page, 

Ralph  E..  assignor.) 
International  Business  Machines  Corporation.     (See  Wells, 

Gorden  S.,  assignor.) 
International  Corset  Company.    (See  Schopbach,  C.  H.,  and 

Weber,  assignors.) 
International   Radiophone  Corporation.      (See  Polin,   Her- 
bert S  ,  assignor.) 
International    Shoe    Company.       (See    Brltton.    Glenn    B., 

assignor.) 
Irving    Company,    permanent    trustee.       (See    Lamatsch, 

Frederick,  assignor.) 
Ires.  Herbert  E  .  Montclair.  N.  J.,  assignor  to  Bell  Tele- 
phone   Laboratories,    Incorporated,    New    York,    N.    T. 

Stereoscopic  motion  picture.     2.012.905;   Sept.   3. 
Jackson.    George    P.,    Flushing,    assignor    to    Combustion 

Engineering  C'ompany,  Inc.,  New  York,  N.  Y.   Economizer. 

2,013..309  :  Sept.  3. 

Jacobi,  Edward  N.,  assignor  to  Briggs  A  Stratton  Corpora- 
tion. Milwaukee.  Wis.     Lock.     2.012.996  :  Sept.  3. 

Jacobs,  F.  L.,  Company.      (See  Jacobs.  Rex  C.  assignor.) 

Jacobs,  Rex  C,  assignor  to  F.  L.  Jacobs  Company,  De- 
troit. Mich.     Tocg|e  device.     2,013,608;  Sept.  3. 

Jensen,  Axel  Q  ,  Selith  Orange.  N.  J.,  assignor  to  Bell 
Telephone  Labofatorles.  Incorporated,  New  York,  N.  T. 
Translating    circuit.      2  013.154;    Sept.    3. 

Jobst,  C.unthor.  and  W.  Wehnert,  assignors  to  Telefunken 
Gesellschaft  fflr  Drahtlose  Telegraphle  m.  b.  H.,  Berlin, 
Germanv.  Automatic  volume  control.  2.013,310; 
Sept.  3. 

Johns.  Henry  S..  North  Grimshv  Township,  Lincoln  County, 
Ontario,  asiznor  to  Bancraft  Holdings  Limited,  Hamil- 
ton. Ontario,  Canada.  Conveying  mechanism,  2,013.242; 
Sept.  3. 

Johnson,  Hugo  C  San  Francisco,  Calif.    Clasp.    2.013,465  ; 

Sept  3. 
Johnson.  Joseph  E..  West  Roxbury,  Mass.     Window  screen 

structure.     2,013,155  ;  Sept.  3. 
Johnson  Maxwell  O..  Wnhiawa.  Territory  of  Hawaii.     Spray 

composition.     2.018.272  ;  Sept.  3. 
Johnston.  Herbert  L..  assignor  to  The  Hobart  Manufactur- 
ing Company,  Troy,  Ohio.    Washing  machine.    2.013.387; 

Sept.  3. 
Johnston.    William    H.,    Proctor.    Minn.      Adjustable    hub 

liner  for  locomotives.     2.013.493  ;  Sept.  3. 
Jones,    Abner    C,    assignor    to    Lebanon    Steel    Foundry, 

Lehanon.   I*a.      High   silicon  and  high   manganese  steel. 

2.013,443  ;  Sept.  8. 

Jones.  Charles  T..  Klnston.  N.  C.  Window  screen. 
2.013,494  ;  Sept.  3. 

Jones.  George  W.,  Winchester,  Va.  Fire  alarm.  2,013,486  ; 
Sept.  3. 

Jones,  Hilton  I..  Wllmette.  III.,  and  R.  L.  St.  Pierre,  In- 
dianapolis. Ind.  Embalming  dead  bodies.  2,013,156; 
Sept.   3. 

Jonsson,  Sven  M.,  Stockholm,  Sweden,  assignor,  by  mesne 
assignments,  to  The  Lubrication  Corporation.  Soutli 
Bend.  Ind.     Grea.se  gun.     2.013,273  ;  Sept.  3. 

Jadah.  Noel  F.,  Edmonton.  Alberta.  Canada.  Protector  for 
headlights.      2.013,053:    Sept.   3. 

Judson.  Alfred  O  .  assignor  to  The  Pllllod  Companv.  Swan- 
ton,  Ohio       Valve  cear.     2.013.609;   Sept.   3. 

Junkers,  Hugo,  assignor  to  the  firm  Junkers-Motorenhau 
G.  m.  b.  H.,  Dessau.  Germany.  Supporting  propeller 
shaft.     2.012.997;  Sept.  3. 

Junkers.  Hugo,  Dessnu.  Germnnv.  Fuel  feed  for  internal 
combustion  engines.     2.012.998  :  Sept.  3. 

Junkers-Motorenbau  G.  m.  b.  H.  (See  Junkers,  Hugo,  as- 
signor.) 

Kachel.  Henry  W..  Youngstown.  Ohio,  assignor,  by  mesne 
assignments,  to  Direct  Current  Welding  Company.  Ap- 
paratus for  welding.     2.013.517:    Sept.  8. 

Kaiser.  Hermnn  F.     (See  Canfleld.  R.  H..  and  Kaiser.) 

Knlb.  Lewis  I'.,  assignor  to  Continental  Motors  Corpora- 
tion.   Detroit,    Mich       Engine.      2  013,157;    Sept.    8. 

Kalenborn.  Arion  S.     (See  Frlckey,  R.  E..  and  Kalenborn.) 

Kallos.  Johann.  Budapest,  Hungary.  Automatic  depositing 
device  for  meat  and  sausage  slicing  machines  with  rotary 
circular  knives.     2  013.054  :  Sept.  3. 

Kalner.  Samuel,  and  D.  Cohn.  Brooklyn.  N.  Y..  assignor 
to  Evednll  Corporation.  Jersey  City,  N.  J.  Doll's  head. 
2.013  631  ;  Sept.  3. 

Kaplan.  F.     (See  Avery.  John  P..  assignor.) 

Karagheuslan,  A.  k  M.,  Inc.     (See  Sturm.  Linus,  assignor.) 


Karpiloff.  Ivouls.  Brooklyn.  N.  Y.  Apparatus  for  making 
skinless  sausages.     2.013,610  ;  Sept.  3. 

Karr,  Charles  D.,  Holland,  Mich.  Sleeping  pad.  2,013.562  ; 
Sept.  3. 

Kasauof,  David  B.,  et  a  I.  executor.  (See  Kaaanof,  Maurice 
M.) 

Kasanof,  Maurice  M..  deceased,  Bronx,  N.  Y.,  D.  R. 
Kasanof  and  A.  Kriegel,  New  York,  N.  Y.,  executors. 
Fabric  treating  machine.     2.013,632  ;  Sept.  3. 

Kaufmann,  Hans.  Frankfort-on-the-Main,  Germanv.  Man- 
ufacture of  facsimiles  on  wood.     2.013,611  :  Sept.  3. 

Kellogg,  Helen  L.     (See  Kellogg,  John  L.,  assignor.) 

Kellogg,  John  L..  assignor  to  H.  L.  Kellogg.  Chicago.  IlL 
Beverage   vending  device.      2.013.633 ;    Sept.    3. 

Kelly,  Edward  A..  Indianapolis,  Ind.  Multiple  monthly 
pavment  coupon  book.     2,013.612  ;  Sept.  8. 

Kelvlnator  Corporation.     (See  Heitman,  Edward,  assignor.) 

Kelvlnator  Corporation.  (See  McGehee,  Herbert  H.,  as- 
signor.) 

Kennedy.  Doss  W.,  Matthews,  Mo.  Parachute.  2,013,495  ; 
Sept.  3. 

Kenney,  Carl  L..  Pittsburgh,  Pa.  Lautering  apparatus  for 
brewing.     2,013,444  ;  Sept.  8. 

Kenney,  Carl  L..  Pittsburgh,  Pa.  Mashing  apparatus  for 
brewing.    2.013.445  ;  Sept.  3. 

Kershaw.  John  K.,  Birmingham,  Ala.  Repairing  existing 
wood  piling.     2,013.214  ;  Sept.  3. 

Kerwln.  William  J..  Jr.,  Pawtucket,  R.  I.  Latch  locking 
device.     2.013,056  ;  Sept.  8. 

Kessler.  Charles  J..  Cleveland  Heights,  assignor  to  Per- 
fection   Stove   Company,   Cleveland,    Ohio.      Oil    burner. 

2.013.274  ;  Sept.  3. 

Ketchpel,  Paul  A..  West  Englewood.  N.  J.,  assignor  to  The 
Standard  Stoker  Company,  Incorporated.  Stoker. 
2,013,467;  Sept.  3. 

Key.  Frank,  and  E.  S.  Land,  Neosho.  Mo.    Garment  hanger. 

2.013.275  :    Sept.   3. 

Keyssner,  Ernst.      (See  Reppe,  W.,  and  Kevssner.) 
Keystone  Steel  k  Wire  Company.      (See  Langenberg,  Earl 
'     assignor. ) 


w. 


(See  Ballard,  M.  H.,  Bessom,  and 


Keystone  Steel  k  Wire  Company.  (See  Simmons,  Andrew 
C,  assignor.) 

Kirschbraun.  Lester.  Leonia,  N.  J.,  assignor  to  The  Patent 
and  Licensing  CoiT)oration,  Boston,  Mass.  Building  ma- 
terial and  making  the  same.     2,013,849:  Sept.  3. 

Klocke,  William,  Woodhaven,  N.  Y.  Adjustable  stroke 
press.     2,013,468  ;    Sept.   3. 

Klotz,  Otto  H.,  Philadelphia,  Pa.  Automatic  vacuum 
creator  or  air  eliminator.     2.013.013  ;  Sept.  3. 

Klusamann.  Frieda.      (See  Bordis.  Ethel,  assignor.) 

Knight,  Donald  B..  Brooklyn,  N.  Y.,  assignor  to  Electrolux 
Servel  Corporation,  New  York,  N.  Y^.  Evaporator. 
2,013,469  :  Sept.  3. 

Knowlton,  Cutler  D.,  Beverly,  assignor  to  Hoague-Sprague 
Corporation,  Lj-nn,  Mass.  Coating  material.  2,013,056; 
Sept.  8. 

Knowlton.  Norwood  H. 
Knowlton.) 

Koch,  Wllhelm,  Offenbach-on-the-Maln,  Germany,  assignor 
to  General  Aniline  Works.  Inc..  New  York.  N.  Y.  Pre- 
paring diazonlum  compounds  from  4-amlnodiarylamines. 
2.013,180;   Sept.   3. 

Koenlg,  Elmer  E.,  Garfield  Heights,  G.  McK.  Mills,  Cleve- 
land Heights,  and  W.  G.  Hult,  Cleveland,  Ohio.  Door 
construction.      2.013.412;   Sept.   3. 

KOlm.  Ulrich,  Berlin,  and  A.  KCthner.  Dresden,  Germany, 
assignors  to  International  Business  Machines  Corpora- 
tion, New  York,  N.  Y.  Printing  punch.  2,013,540 : 
Sept.  3. 

Koppers  Company  of  Delaware,  The.  (See  Fits,  Wllhelm, 
assignor.) 

Kothner,  Armln.     (See  Kolm.  U..  and  Kothner.) 

Kracker.  Herbert,  and  R.  Schmid,  Frankfort-on-the-Maln, 
Germany,  assignors  to  General  Aniline  Works,  Inc.,  New 
York,  N.  Y.  Sulphonlc  acid  and  carboxyllc  acid  deriva- 
tives of  l.l'-diaryl-3.8'-arylene-6,5'-Bi8-pyrazoloneB. 
2.013.181  ;  Sept.  3. 

Kr9nxleln,  Georg,  Frankfort-on-the-Maln-Hochst,  and  R.  K. 
Mtiller.  Bad  Soden-on-the-Taunus.  assignor*  to  I.  G.  Far- 
benindustrie Aktlengesellschaft,  Frankfort-on-the-Main, 
Germany.     Abradant.     2.013,496 :  Sept.  3. 

Kiats.  Franz.     (.See  Steinhart.  H..  Kratz.  and  Baum^rratz.) 

Krebs  Pigment  k  Color  Corporation.  (See  Allen,  K.  R., 
Headley,  and  Siegel.   assignors.) 

Krebs  Pigment  k  Color  Corporation.  (See  Ersklne,  Archi- 
bald M..  assignor.) 

Krebs  Pigment  k  Color  Corporation.  (See  Ersklne,  A.  M., 
and   Siegel,  assignors.) 

Krebs  Pigment  k  Color  Corporation.  (See  Headley.  W.  N., 
and  Siegel.  assignors.) 

Krebs  Pigment  ft  Color  Corporation.  (See  Siegel,  Alfred, 
assij^nor.) 

Kriegel,  Abraham,  executor  et  al.  (See  Kasanof,  Maurice 
M.) 

Krupp.  Fried..  Grusonwerk  Aktlengesellschaft.  (See  Brun- 
kow.  Gerhard,  assignor.) 

KrupD.  Fried.,  Grusonwerk  Aktlengesellschaft.  (See  Ger- 
nscn.  Ernst,  assignor.) 

Lacey.  Maurice  A..  Highland  Park,  Mich.  Automatic  gear 
shifter.      2.013.388:    Sept.    3. 

La  Flamme.  Frank.  East  Tawas,  Mich.  Fertilizer  spread- 
er.    2.013,158:  Sept.  3. 

Lakenbach.  Daniel.  Valley  Cottage,  N.  Y.  Permanent  wav- 
ing apparatus.     2,013,811  ;    Sept.  3. 


xxn 


LIST  OF  PATENTEES 


I' 


■I'. 


Lamatscb,  Frederick,  Grantwood.  N.  J.,  issiynor  to  R.  Ho« 
&  Co..  Inc..  New  York.  N.  Y.,  Irving  Trust  Company, 
Mrmaoent  trustee.  Web  guidioc  mechanism  for  print- 
ing marhlnes.     2,013,497  ;  Sept.  3. 

Lament.  John  A.,  assignor  to  American  Steel  Foundries. 
Chicago.  III.     Body  bolster.     2.012.999  ;  Sept.  3. 

Lamscn  Company,  The.  (See  Frost.  M.  O.,  and  Mattler. 
ftsslffDors  ) 

luiiicelot.  Ralph.  Pittsburgh.  Pa.  Removable  attachment 
for  tllsplay  signs  on  a  spare  tire.     2,013.000  ;    Sept.   S. 

Land.  Elvin  S.      (See  Key.  F..  and  Land.) 

Landls  Tool  Company.  (See  Balsiger.  Harold  B.,  as- 
signor.) 

Landou,  Frank  H..  Riverside.  lU.     Container.     2,013.243; 

S«pt.  3.  „     .      ^ 

Lane.    Harold,   and  H.   H.   Dyson.    Leicester.   England,  as- 
signors  to   Unlteil  Shoe  Machinery   Corporation,   Pater- 
son,  N.  J.     Lasting  machine.     2.013,057  ;  Sept.  3. 
Langpnberg,    Earl   W.,   assignor   to   Keystone  Steel  &   Wire 
Company,     Peoria,     111.       Material    transfer    apparatus. 
2,013.215;  Sept.  3. 
Ijirsson.  Carl  A.,  and  P.  R.   Higson.  assignors  to  Vlckers- 
Arm«trongs    Llmitod.    Wostmlnster.    England.      Machine 
gun.      2.013.312  ;    Sept.    3. 
I^ska,    Leopold,    O.    HailT,    and    A.    Wardermann.    Offen- 
bach-on-the-Maln.  Germany,  assignors  to  General  Aniline 
Works,    Inc..    New   York.    N.   Y.      Arylamlno-hydroxyben- 
lene  and  preparing  It.     2.013.182  ;  Sept.  3. 
I^  Vergn^.  Arthur  J.,  Highland  Park.   Mich.     Ventilator. 

2.013,244:  Sept.  3. 
Lawson,   Robert   H..    Pawtucket.   and   A.   Gagn«.   assignors 
to  Hemphill  Company,  Central  Falls,  R.   I.     Web  trans- 
ferring mechani&in  and  take-up.     2.013,563;  Sept.  3. 
Laiarus,     Simon,     Louisville,     Ky.       NonreflUable    bottle. 

2.013.470  :   Sept.   3. 

Laisarlni.   Aldo,   Flushing,   N.   Y.     One-way   freewheeling 

clutch  and  means  to  control  its  operation.     2,013,413  ; 

Sept.  3. 

Lebanon  Steel  Foundry.      (See  Jones,  Abner  C,  a.sslgnor.) 

I.echler.  Erwin  F.,   New  York,  N.  Y.     Hair  curling  device. 

2.013,183;  Sept.  3. 
Ledbetter,    James    C,    Jackson    Heights,    assignor    to    The 
Prosperity  Company,  Inc..  Syracuse,  N.  Y'.     Garment  or 
Ironing  press.     2.013,102  ;  Sept.  3. 
Ivehrling.  George,  Ottawa,  III.    Glass  lay  roller.    2.013,614  ; 

Sept.  3. 
r.»'lb.    .August,    assignor    to    Telefunken    Gesellschaft    fur 
Drahtlose  Telegraphic  m.  b.  H.,  Berlin,  Germany.    Trans- 
mitter.    2.013.001  ;  Sept.   3. 
Lfindurf.  Joseph  P..  Pelham  Manor,  N.  Y.     Mounting  for 

bird  cage  perches.     2.013.05.S  ;   Sept.  3. 
Lenk.  Wilhelm.     (See  Bochmann,  O.,  and  Lenk.) 
Leslie    Irvine  B.,  Newberry.  8.  C.     License  tag.     2.013.059  ; 

Sept.  3. 
Leventhal.  Jacob  P..  assignor  to  Leventhal  Patents.  Inc., 
New  York.  N.  Y.     Motion  picture  apparatus.     2,018,360; 
Sept.  3. 
Leventhal    Patents.    Inc.      (See   Leventhal,    Jacob   P.,    as- 
signor.) 
Levin,  Harold  L..   Rutherford.  N.  J.,  assignor  to  The  Pat- 
ent and   Licensing  Corporation.   Boston,   Mass.      Siding 
material.      2,013.351  ;    Sept.    3. 
I^vin.  Harold  L..  Rutherford.  N.  J.,  assignor  to  The  Pat 
ent  and  Licensing  Corporation 
element.      2,013,352  ;   Seut.  3. 
Lewis.     Alvln,     New     York,     N. 

2.013.060  ;  Sept.  3. 
I^wls,   Charles  E.,   Truro,    Nova 

wear.     2,013,245 :  Sept.  3.  .  ,      .         . 

Leydens.  Pieter.     (See  van  Llempt,  J.  A.  M..  and  r.<eyden8.) 

T.lerg  Frledrich,  Dresden.  Germany.  Chemically  trans- 
forming photographic  Images.     2.013.159  ;  Sept.  3. 

Lilienfeld.  Julias  E  .  Winchester,  Mass.,  assignor  to  Ergon 
Research  Laboratories,  Inc.  Electrolytic  condenser. 
2.013,5<i4  ;  Sept.  3. 

Llnde.  Gustave  P..  assignor  to  Scanlan-Morris  Company. 
Madison,  Wis.  Air  washer  and  sterilizer.  2,013,518; 
Sept.  3. 

Llnder.  Andrew  J.,  assignor  to  The  Troxel  Manufacturing 
Companv.  Elyrla.  Ohio.     Saddle.     2.013,353:  Sept.  3. 

Link  Belt  "Company.  (See  Philips,  W.  E.,  and  Sayers,  as- 
signors. ) 

Lip*.  Elmer  L..  Los  Angeles.  Calif.,  a-sslgnor,  by  mesne  as- 
signments, to  Refining.  Inc.,  Reno,  Nev.  Coin  controlled 
apparatus.      2.013.160;    Sept.    3. 

Llttlefleld.  Edward  P..  Saugus,  Mass  ,  assignor  to  General 
Electric  Company.  Internal  combustion  engine. 
2,013.541  ;  Sept.  3. 

Llewellyn.  Lee.  Dormont.  Pa.  Washing  apparatus  for 
minerals.      2.013.414  ;    Sept.   8. 

Locklln.  Reginald  W.,  et  al.  (See  Plerson,  Henry  C.  as- 
signor.) ^        ,    .. 

Loewlnsohn.      Jogeph      A..      Atlanta,     Ga.        Tie     holder. 

2.013.061  ;  Sept.  8.  <.   .,    ^« 
Losan.     George    S..     Chicago,     111.      Roofing.       2,013.002 ; 

Sept.  3. 

Iv^jmax.  Clarence  E..  Oak  Park,  assignor  to  Associated  Elec- 
tric Laboratories,  Inc..  Chicago,  111.  Intercommunicat- 
ing telephone  and  signaling  system.     2.013,354;  Sept.  3. 

Lombardl  Knitting  Machine  Co.  Inc.  (See  Lombardl.  Vin- 
cent,  assignor.) 

Lombardl.  Vincent.  Brooklyn,  assignor  to  Ix)mbardl  Knit- 
ting Machine  Co.  Inc..  New  York.  N.  Y.  Knitted  fabric. 
2.013.161  :   Sept.   3. 

Long   Douglas  P.     (See  Patterson,  W.  O..  and  Long.) 


Boston.  Mass.  Shingle 
Y.  Embossing  press. 
Scotia.   Canada.      Elead- 


Longyear  Corporation,  et  al.  (See  MackiUlcan,  James  A., 
asiiignor.) 

Loose,  Kenneth  D.,  Bronxville,  at^signor  to  Loose-Wiles  Bis- 
cuit Company,  Long  Island,  N.  V.  Cereal  food. 
2,013,003  ;   Sept.  8. 

Loose  Wilt's  Biscuit  Company.  (See  Loose,  Kenneth  D., 
assignor.) 

Lord-Mott  Company.      (See  Mills,  Rufus  A.,  assignor.) 

Lovell  Manufacturing  Company.  (See  Godfrey,  Earl  V, 
assignor.) 

Ix)vrich,  John,  Plermont,  N.  Y.  Collapsible  tube  squeeier 
2,013.389  ;    Sept.    3, 

Lubrication  Corporation,  The.  (See  Jonsson,  Sven  M.,  as- 
signor.) ^  ^ 

Luce,  William  A  .  Portland,  assignor  of  five  per  cent  to 
H  A.  Bell  and  five  per  cent  to  J.  A.  Dodok,  Llnnton, 
Oreg.      Dragline  bucket.     2.013,276  ;   Sept.  3. 

Ludenla,  Werner,  Berlin,  Germany,  assignor  to  Radio  Cor- 
poration of  America.  Short  wave  receiving  circuit. 
2,013,103;  Sept.  3. 

Lumbers,  James  C,  Paradise,  South  Australia,  Australia. 
Shock    absorbing   mechauism    for    vehicles.      2,013.566 ; 

Sept.  3.  .  .       ^  .. 

Lundeen.    Chester    A.       (See    HoUander,    A.,    Grau,    and 

Lundeen.)  ,,    ^ 

Lundgren.  Edwin,  Frederick,  Md..  assignor  to  Foster 
Wbeeler  Corporation.  New  York.  N.  Y.  Boiler. 
2.013,565;  Sept.  3.  ^  ,, ,    .  ^ 

Luton.  John.  Cleveland  Heights,  assignor  to  Consolidated 
Iron-Steel  Mfg.  Company  of  1932.  Cleveland.  Ohio.  Ap- 
paratus for  making  molds.     2,013,277  ;  Sept.  3. 

Luton.  John.  Cleveland  Heights,  assignor  to  Consolidated 
Iron  Steel  Mfg.  Company  of  1932.  Cleveland,  Ohio. 
Making  moMs.     2,013.278;    Sept.  3. 

Lyon  Metal  Products,  Incorporated.  (See  Bales.  James  Ii.., 
assignor.)  .  _  .    ,„  . 

Lyon.  William  B.,  Cleveland.  Ohio,  assignor  of  one-half  to 
L.  EI  White.     Car  coupling.     2,013.519  ;  Sept.  8. 

Macallum.  Alexander  D.,  Niagara  FhHs,  N.  Y..  assignor  to 
E  I.  du  Pont  (ie  Nemours  &  Company,  Inc..  Wilmington, 
Del.     Purification  of  lactic  acid.     2.013.104  ;  Sept.  8. 

Maccaftrrl,  Mario,  Paris,  France.  Reed  for  saxophones, 
clarinets,  and  like  wind  instruments.    2.013.667  ;  Sept.  3. 

Mackllllcan,  James  A..  Hlbblng.  assignor  of  forty-two  and 
one-half  per  cent  to  Kuddore  Company,  Minneapolis. 
Minn.,  forty-two  and  one-half  per  cent  to  Longytar  Cor- 
poration, Marquette,  Mich.,  and  seven  and  one-half  per 
cent  to  J.  O'Brien.  Minneapolis,  Minn.  Settling  appara- 
tus and  method.      2,013,105;    Sept.   3. 

Maiden  Form  Brassiere  Co.  (See  Rosenthal,  William,  as- 
signor.) 

Maleev.  Vladimir  L..  Los  Angeles.  Calif.  Attachment  to  a 
hair  clipper,      2,013,279  ;  Sept.  3. 

Mallard,  Logan  L.,  Norfolk,  Va.  aimblng  and  diving  toy. 
2.013.568;  Sept.  3. 

Mandas.  John.     (See  Debs,  Hanna  T..  assignor.) 

Mann.  Alan  M.,  trustees  et  al.  (See  Woodford.  Lois  W., 
assignor.)  .,..,.... 

Manning.  Joseph  A.,  Pawtucket.  R  I.  Doll  head. 
2.013,569  ;  Sept.  3 

Marcelllttl.  Pasquale,  assignor  of  one-half  to  Felix  G«orge. 
Elmwood  Park.  111.  Pressing  machine.  2,013.004; 
Sept.  3. 

.Marden.  John  W..  East  Orang.-,  and  G.  W.  Meister.  Newark, 
N  J.,  assignors  to  Wcstlngbouse  Lamp  Company.  Meth- 
od of  exhaust.     2.013,415  ;  Sept.  3. 

Marden,  William  L.,  Jackson  Heights,  assignor  to  Neptune 
Meter  Company.  New  York,  N.  Y.  Fluid  storage  and 
metering  a\8tem.     2  013.184;  Sept.  3. 

Markowltz.  Oscar,  assignor  to  F'.  W.  Woolworth  Co.,  New 
York,  N.  Y.     Neckwear  display  card.     2,013,570;  Sept.  3. 

Marsh.  Jas.  P..  Corporation.  (See  Beggs,  Paul  W.,  as- 
slKnorJ  _  .     ^, 

Martin,  James  S..  Gary.  Ind.  Device  for  extracting  plastic, 
viscous,  or  semi  fluid  materials  from  flexible  tubes. 
2,013,471  ;  Sept.  8. 

Martin.  John  F.     (See  Beeh.  L.,  and  Martin.) 

Mason,  Porter  H.,  assignor  to  The  Moltlstamp  Co.,  Inc.. 
Norfolk.  Va.  Guide  for  hand  duplicators.  2,013,571  ; 
Sept.  3. 

Mathez,  Samuel,  Brooklyn,  N.  Y.  Setting  system  for 
watchp«.      2.012.965  ;    Sept.   3. 

Mattler,  Peter.     (See  Frost,  M.  O..  and  Mattler.) 

Matthes.  Samuel  S.,  assignor  to  The  Ohio  Brass  Company, 
MansrteUl,  Ohio.  Trolley  wire  support.  2,013.355; 
Sept.  3. 

Maze,    Earl,    Fort    Wayne.    Ind.      Music    printing    device. 

2.013.280  ;  Sept.  3. 

McCalla,  Lawrence  H..  Greenville.  S.  C.    Medical  compact. 

2.013.281  :  Sept.  8. 

McCarthy,  Charles  M..  Minneapolis.  Minn.     Glass  holding 

and  breaking  device.     2,013.210;  Sept.  3. 
McCarthy,  J.  c:iarence,  assignor  to  Armstrong  Cork  Com 

pany.  Lancaster.  Pa.     Decorated   hnrd  surface  covering 

and  manufacturing   the  same.     2,013.472;  Sept.  3. 
McClure,  Arthur  W..  assignor  to  McMillan  Book  Companv. 

Svracuse.  N.  Y.     Snaprlng  loose  leaf  binder.     2.018,416; 

Sept.  3. 
McConaughy.   Harold   L,    West   Orange.   N.    J.      Dustless 

ash  receiver.     2.013.498  ;  Sept.  3. 
McCord,    Alvln     C,    Detroit,    Mich.      Drier.      2,018.672; 

Sept.  8. 
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McCreary,  Harold  J.,  assignor,  by  mesne   assignments,  to 
Associated     Electric     laboratories.     Inc.,    Chicago,     III. 
Television.      2.013.162;    Sept.   8. 
McDermott.  Cameron,  Pewaukee,  Wis      Apparatus  for  use 

in   the  instruction  of  swimming.     2.013.520;    Sept.  8. 
McFadgen.    Harlan    J.,    8r.,    assignor    to    Chrome    Alloys 
Manufacturing      Company,      Oakland,      Calif.        Alloy. 
2,012.966;  Sept.  3. 
McGehee.    Herbert    H..    Memphis,   Tenn.,    assignor  to   Kel- 
vlnator   Corporation,    Detroit,   Mich.      Refrigerating    ap- 
paratus.    2,013.821  ;  Sept.  3. 
McKeon,  Harrv  J  .  (ialesburg.  111.     License  tag.     2.018,282  ; 

Sept.  3. 
McLaughlin.    Dlx    B.,     Winona,    Minn.      Attrition    mill. 

2.013.246  ;   Sept.   3. 
McLean,  William  A.,  assignor  to  C.  Schnackel's  Son,  Inc., 
Ko<he8ter.  N,  Y.     Automatic  valve.     2,013,816;  Sept.  8. 
McMillan   Book   Company.      (See  McClure.  Arthur  W.,  as- 
signor. 
McNally.   Edward  D.,   assignor  to  Reynolds  Spring   Com- 
pany,    Jackson,     Mich.       Cushion     spring    construction. 
2.013.573  ;  Sept.  3. 
Mechanical    Informator    (1933)    Limited.       (See    Sandor, 

Nicholas,  assignor.) 
Mechler.  Otto    V.,  and   W.   W.   Toxey.   San   Antonio,  Tex. 

Shock  eliminator.     2.013.366;  Sept.  8. 
Meckenstock.    John    W..    assignor    to    Pettlbone    Mulliken 
Company,    Chicago,    111.      Sealing    means.      2.013,499  • 
Sept.   3. 
Melnlnghaus,  Ulrich,  Mulhelm  Ruhr,  Qerman.v.  assignor  to 
The   Holzwarth   Gas  Turbine  Company.   San   Francisco, 
Calif.      Method  and  apparatus  for  obtaining  a  pressure 
medium.     2.012.967  ;  Sept.  8. 
Meister,  George.  Newark.  N.  J.,  assignor  to  Westinghouse 

I^mp  Companv.     Crayon.    2.018.417  ;  Sept.  3. 
Meister.  George  W.     (See  Marden.  J.  W..  and  Meister.) 
Melendy.  Jesse  G..  Tarrytown.  assignor  to  General  Chem- 
ical Company.  New  York,   N.  Y.     Purification  of  gases. 
2.013.313;   Sept.  3. 
Merck  &  Co.     (See  Cllne,  Joseph  K..  assignor.) 
Merrill.     Charles     O.,     Des     Moines,      Iowa.        Coupling. 

2.013,283:  Sept.  3. 
Metal  Building  Company,   Tlie.      (See  Fox,  Charles  J.,  as- 
signor.) 
Metropolitan    Sewing   Machine   Corporation.      (See   Wels. 

John  P.  and  A.  H.) 
Metx.    Heinz   O..    Scnrsdale,   N.   Y.      Automobile  roof  con- 
struction.    2.013,314  ;  Sept.   8. 
Mever.  Andre  J.,  assignor  to  Continental  Motors  Corpora- 
tion,   Detroit.    Mich.      Engine.      2.013.163 ;    Sept.    8. 
Meyer,  Andre  J.,  assignor  to  Continental  Motors  Corpora- 
tion.   Detroit.    Mich.      Engine.       2,013.164;    Sept.    3. 
Mever.    Frans.   assignor   to   the  firm   of  Carl   Zeiss,  Jena, 

rtermnny.      Measuring  device.      2.013.16.');   Sept.    3. 

Meyer.  Karl  A.,  and  F.  A.  Ganger.  Milwaukee.  Wis.  ;  said 

Slever     nsslenor     to     said     Gauger.       Fluid     propeller. 

2.013.478:   Sept.  8. 

Meyer  k  Studeli.  S.  A.     (See  Henry.  Georges  L..  assignor.) 

MIchaud.  Joseph  A.,  St.  Paul.  Minn.     Sectional  automatic 

display  cabinet.     2,013,284  ;  Sept.  3. 
Michigan   State  Board  of  -\grlrulture.  The.      (See  Miller, 

Kirov   J.,  assignor.) 
MIdelev,    Thomas,    Jr.,    Worthington,    and    A.    L.    Henne. 
Columbus,  assignors  to  Frlgldaire  Corporation,  Dayton, 
rOhio.      Preparation  of  nllphatic  halo-fluoro  compounds. 
/2.013,062;  Sept    3. 
Miller.  Elrov  J.,  assignor  to  The  Michigan  State  IViard  of 
Agrictilture.   East   Lanslne.   Mich.      Protection   of  plants 
from  desiccation.     2,013.063;   Sept.  8. 
Miller.     Nkk<.laus     F.,     Dwlght,     111.       Tool.       2,013.674; 

S.*pt.  8. 
Miller.     Rudolph     W..     Winona,     Minn.       Journal     oiler. 

2,013,857;  Sept.  8. 
Miller,  S.  Eugene.      (See  Wagner.  Lodwig  W..  assitrnor.) 
Miller.  Stuart  P..  Ennlewood.  N.  J.,  assignor  to  The  Bar- 
rett  Company.    New   York,    N.    Y.      Saturating   fibrous 
conduit  and  making  same.     2.012,968;  Sept.  3 
Miller,  Stuart  P..  Enclewood.  N.  J.,  assienor  to  The  Bar- 
rett Company.  New  York.  N.  Y.     Continuous  saturation 
of  absorbent  articles  such  as  fibrous  conduits.    2.012,969  ; 
Sept.  3. 
Miller.  Stunrt  P..  Englewood.  N.  J.,  assignor  to  The  Rar- 
•    rett    Company.    New    York.    N.    Y.      Saturation    of   ab 

sorbent  conduits.     2  012.970;   Sept.  3. 

Mills.  George  McK.      (See  Koenlf.  E.  B..  Mills,  and  Hult.) 

Mills,    Rufus    A..    Baltimore,    Md..    assignor    to    Lord-Mott 

Company,     Incorporated.       Machine    for    washing    and 

blanching    spinach    and    other    vegetables.      2.013,522 ; 

Sept.  8. 

Mineer,    Forest    R.       (See    Barstow,    E.    O..    Heath,    and 

Minger.) 
Minneapolis-Honeywell    Regulator    Company.       (See    Cun- 
ningham. I^ewls  \j..  assignor.) 
Mitchell.    AuL'ust.  New  York.  N.  Y..  as-slgnor  to  American 
Tul)e  and  C^p  Corporation.  Jersey  City,  N.  J.     Container 
closure.     2.013.166:  Sept.   3. 
MoflPxtt.    Robert    J..    Birmingham,    Mich.      Watch    holder. 

2.018.676:  Sept.  8. 
Monitor  Controller  Company.      (See   Frese,  Joseph  F.,  as- 
signor.) 
Moonev,  Wllllflm  A.,  assignor  of  on'^half  to  W.  K.  Mooney, 

Richmond.  Va       Doorcatch.     2.013.285;   Sept.  3. 
Moonev,  William  K.     (See  Mooney.  William  A.,  assignor.) 


Moore.   Wallace  P..   assignor  to  The  American   Hardware 
Corporation.      New      Britain,      Conn.        Door    holder. 
2,013,41  K;   Sept.  3. 
Moran,  William  G.,  Bloomfield,  N.  J.,  assignor  to  Westing- 
house   I..amp  Companv.      Electron  discharge  device  and 
improved  anode  therefor.     2.013,419 ;  Sept.  8. 
Morris,    Herbert.    Umlted.      (See    Smith,   George   T.,    as- 
signor.) 
Moto  Mower  Co.,  The.     (See  Blydenburgh.  Harold  L.,  as- 
signor.) 
Motor  Seal  Corporation.     (See  Brinker,  H.  8.,  and  Thomas, 

assignors.) 
Moxlev,  William  M.      (See  Easley,  John  H..  assignor.) 
Moyers,  May.     (See  Bridenbaugh.  Elmer  H.,  assignor.) 
MQller.  Richard  K.     (See  Kranzleln,  G..  and  MUller.) 
Multlgrapb   Company.      (See  Osbom.  Henry  C,  assignor.) 
Multlstamp  Co.,  The.      (See  Mason,  Porter  H.,  assignor.) 
Murphy.  Richard  C.     (See  De  Glers.  Clarence  A.,  assignor.) 
Murray    Corporation    of    America,    The.      (See    Graebner, 

Otto  P.,  assignor.) 
Muscat.  Lazarus,  assignor  to  American  Metals  Corporation, 
Brooklyn,   N.  Y.     Dross   skimmer.     2,013,006;   Sept.   3. 
Musfo,    William    V..    North    Bergen,   N.    J.      Refrigerating 

system.     2,013.167;  Sept.  3.  _ 

Mutscheller,  Arthur,  New  York,  N.  Y.,  assignor  to  West- 
inghouse  X-Ray   (Jompany.    Inc.      Polyp^a.se    X-ray   sys- 
tem.     2.013.390;   Sept.   3. 
Mvers,  John  W..  Roanoke.  Va..  assignor  to  The  Standard 
"stoker  Companv,  Incorporated.  New  York,  N.  Y.     Loco- 
motive stoker.  "  2,013.474  ;  Sept.  3.  ^ 
Nagel,  William  G..  and  L.  E.  Sevlson,  Toledo.  Ohio,  said 
Sevlson    assignor    to    said    Nagel.       Variable    reactor, 
2.013.106;   Sept.  3.                                           „          .          ^ 
Napier  Companv,  The.     (See  Fontan,  LeRoy  H.,  as.^gnor.) 
Xapler   Co.,    The.      (See   Rettenmeyer,   Frederick   W.,   as- 
signor.)                                                                                      , 
NafJer  Companv,  The.     (See  Werfel.  Harry  A.,  asrignor.) 
Naramore.  William  W.,  Bridgeport,  Conn.     Display  device. 

2.013.286;  Sept.  3.  .«,„«4„ 

Xa«h.    Michael    J.,    St.    Louis.    Mo.      Mixer.      2,013,247; 

Sept.  3. 
Nason.  R.  N.  &  Co.     (See  Vaughn,  Albert  E..  assignor.) 
National  Airoil  Burner  Company.     (See  Ferguson,  William, 

assignor.)  ^     ,    ^     ,   ra 

National   Automatic  Tool  Company.      (See  Opel,  Earl  K., 

a^fllgnor.) 
National    Screw    k,   Manufacturing    Company,   The.      (See 

Erdman.    Harvey   C    assignor.)  ,  ^     „ 

Natural  Gas  Equipment  Inc.      (See  Thomas,  John  V.,  as- 

Nelson,  Floyd  R..  assignor  to  Cotta  Tran«;mission  Cor- 
poration.   Rockford.    111.      Stoker.      2.013,248;    Sept.    3. 

Nelson.  George  F..  Berkeley.  Calif.  Low  carbon  steel. 
2.013.249;   Sept.  3. 

Nelson,  Oscar  T.     (See  Anderson,  Gustaf  B..  assignor.) 

Neptune  Meter  Company.  (See  Marden,  William  L.,  as- 
signor.) _       .  .... 

New    England    Mica   Co.      (See   Boughton,   Willis   A.,   as- 
New    York    Air    Brake    Company,    The.       (See    Campbell, 
Charles  A.,  assignor.) 

New  York  Air  Brake  Company,  The.  (See  Vergan.  Wil- 
liam E.,  assignor.)  ,„       ^        ^    -.  .,  ™ 

Niacet  CWemical  Corporation.  (See  Cox,  G.  J.,  and  Fer- 
guson, assignors.) 

Nickerson,  William  H..  Newton,  Mass.  Shank  stlffener  for 
shoes.     2.013.168;   Sept.  3.  .  „       .        ^ 

Nordmark.  Henry  P..  as-slgnor  to  American  Seating  Com- 
pany. Grand  Rapids.  Mich.  Desk  top.  2.013,642 ; 
Sent.  3. 

Xordqulst.  Ronald  E.  J..  Maplewood.  N.  J..  a8.'i"-nor  to 
American  Can  Company.  New  York,  N.  Y.  \acuum 
closing  machine.     2.012  971:  Sept.  3. 

Xoroulst  Victor  C.  assignor  to  Butler  Manufacturing 
Companv,  Kansas  City,  Mo,     Filter.    2.013,634  ;  Sept.  3. 

Northern  Equipment  Company.  (See  Veenschoten,  "Vincent 
v..  assignor.) 

Novflk  Izador  J.,  assignor  to  Raybestos-Manhattan.  Inc.. 
Bridgeport.  Conn.  Cresvlic  acid  condensation  product 
and  making  same.      2.013. '2.'?:   Sept.   3-      ,     „ 

Oak  Manufacturing  Company.  (See  Dressel.  Henry  M., 
S'JiIgnor.)  ^    ,         ,  ^     ^, 

Obram.  Nicolas.   Antwerp.   Belgium.     Internal   combustion 

engine  receiving  liquid  fuel.     2.013.006:  Sept.  3. 
O'Brien.   James,   et  al.      (See  Macklllican.  James  A.,  as- 

O'Connor.  William.  Baltimore.  Md.  Curtain  roller  bracket. 
?.013,.'S00:  Sent.  3.  ^ 

Oelkers  Alfred  H..  assignor  to  .\nierlcan  Steel  Poandnes, 
TMcago.   111.      Truck.      2.013.007:   Sept.   3. 

Ohio  Brass  Company,  The.  (See  Matthes.  Samuel  S.,  as- 
signor.) 

01mstp«d.  Harvev  M..  Denver.  Colo.  Coupling  electric 
conduits.      2,013.217;    Sept.    3. 

O'Nell  Joseph,  F:ast  St.  Lonis,  III.  Siding  for  buildings. 
2,013.218 :  Sept.  3.  .     „     , 

Opel.  Earl  E..  a^pignor  to  The  National  Automatic  Tool 
Companv.  Richmond.  Ind.  Preset  starting  deylce. 
2.013.420:   Sept.    3. 

Orton.  Julian  R..  assignor  to  The  Tom  Collins  Corpora- 
tion.  Cincinnati.  Ohio.      Package.      2.013.476:    Sept.    3. 
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Uaborn,  Henry  C,  assignor  to  Multlgraph  Oompaoj, 
Cleveland,  Ohio.  Securing  means  for  printing  forma. 
2,012,972;    Sept.   3. 

Osborne.  William  B.,  Portland,  Orfg  Knapsack  water 
bag.     2.013.358  ;  Sept.  3. 

Osmose  Holzimpraegnierungs  G.  m.  b.  H.  (See  Scbmlttuts, 
Carl,    a8.sigDor.) 

Ostro  Research  Laboratortea,  Inc.  (See  TolstoouhoT,  Alex- 
ander v.,  assignor.) 

Owena-Illlnols  Glass  Company.  (See  Barnby,  Herbert  A., 
assignor.) 

0\ven«  Illinois  Glass  Company.  (See  Deeren,  Kemp  K., 
a.<vlgnor.) 

I'age,  Ralph  E.,  Binghamton,  assignor  to  Intenational  Busi- 
ness Machines  Corporation,  New  York,  N.  Y.  Perforat- 
ing machine.     2,013,543;  Sept.  3. 

Paine.  ClifTord.      (See  Haddock,  N.  H..  and  Paine.) 

Painter.  Albln  M.,  deceased,  by  K.  D.  Painter,  administra- 
trix, Kan.<>«s  City,  Mo.,  H.  P.  Cady,  Lawrence.  Kans..  and 
O.  C.  Henson.  Liberty,  Mo.  Nasal  medicament. 
2.013,524;   Sept.  3. 

Painter.  Katharine  D..  administratrix.  (See  Painter.  A. 
M.,  Cady,   and   Henson.) 

Palmer,  Harry  A.,  as.signor  to  Palmer  Inventions,  Inc., 
Maiden.  Mass.  Combined  supply  controlling  and  feed 
regulating   apparatus.      2,013,576;   Sept.   3. 

I'almer  Invpntlons,  Inc.     (See  Palmer,  Harry  A.,  assignor.) 

Panzica,  August,  Lodl,  Calif.  Tire  chain.  2.013,064; 
Sept.    3. 

Papworth.  Walter  A.,  assignor  to  E&sy  Washing  Machine 
Corporation.  Syracuse,  N.  Y.  Ironing  machine  cabinet. 
2.013.421  :   Sept.   3. 

Pardee.  Howard  .1.,  New  York.  N.  Y.  Sewage  chlorination. 
2,013.577  :   Sept.   3. 

Pardleck.  Frank  J  .  Indianapolis.  Ind.  Valve  handle. 
2.0i,^.57S  ;   Sept.  3. 

Paris,  Hucrh  P.,  King  County,  near  Khkland.  Wash.  Tran- 
!5it  concrete  mixer.     2.013,359  :  Sept.  3. 

Paris,  Hugh  P.,  a.<«8ignor,  by  mesne  assignment*,  to  Paris 
Transit  Mixer  Co..  Seattle,  Wash.  Transit  concrete 
mixer.      2.013.360;    Sept.    3. 

Paris  Transit   Mixer  Co.      (See  Paris.  Hugh  P.  assignor.) 

IMrker.  William  B  .  Placerville.  Calif.  Apparatus  for  ap- 
plying Insectlcldal  or  fungicidal  material.  2,012,973; 
Sept.  3 

Park-r  William  W..  Raleigh.  N.  C.  Ice  cream  apparatus. 
2.01.-]. ."501  ;  Sept.  3. 

Parmelee.  Howard  M.     (See  Daudt.  H.  W.,  and  Parmelee.) 

Parsons.  C.  .A  &  Company,  Limited.  (See  Bedford.  F.  G. 
H..  and  GIbh,  assignors.) 

Pat<^nt  and  Llcf-nsing  Corporation.  The.  (8^  Anderson, 
Alfred,  assignor.) 

Patent  and  Llcen«ing  Corporation.  The.  (See  Kirach- 
braan,   Lester,  assignor.) 

Patent  and  Licensing  Corporation,  The.  (See  Levin,  Har- 
old   L..   assignor.) 

Patent  and  Licensing  Corporation.  The.  (See  Roberts, 
B.    H..  and   Chamberlain,   assltrnors.) 

Patent  and  I-icensing  Corporation.  (See  Searls,  Melvln 
W.,  assignor. ) 

Patterson.  Wllllnm  G..  London,  and  D  P  Long.  Chislehurst, 
assignors  to  Siemens  Brothers  A  Company  Limited.  Lon- 
don. England.  Selecting  switch  for  use  in  telephone 
systems       2,013.169  :   Sept    3. 

Paul?*n,  ChMsttan.  Clifton.  N.  J  ,  a.sslgnor  to  Booorum 
&  Pease  Comp.Tny,  Brooklvn,  N.  Y.  Sheet  making  ma- 
chine.     2.013,570;    Sept.   3. 

Pavelsky,  Thomas  R..  Rochester.  N.  Y.  Device  for  heating 
hose    couplings.      2,013,315;    Sept     3. 

Paxman.  Edward  P..  Oolchester.  England.  Rotational  re- 
versal of  Diesel  and  the  like  engines.     2.013,580  ;  Sept.  .'^ 

Peebles.  David  D  .  Eureka,  assignor  to  Western  Condens- 
ing Company,  San  Francisco.  Calif.  Manufacturing 
dried  stock  feed.      2.013.476;   Sept.   3. 

Pehrsson,  Johan  Skllllngaryd.  Sweden.  Adjustable 
wrench.     2.013.065:  Sept.  3. 

Pennlman.  William  B.  D.,  Baltimore.  Md.  Oil  seal. 
2.012.974;  Sept    3. 

Penote.  Augustus  .1  .  Shaker  Heights,  Ohio  Backfiller 
mechanism,     2,013.170;  Sept.  3. 

Perfection  Stove  Company.  (See  Kessler,  Charles  J.,  a§- 
signor.  > 

Permaflex,  Incorporated.  (See  Harris.  Harold  R.,  as- 
signor.) 

Permold  Company.  The.  (See  Fahlman.  Everett  O.,  as- 
signor. ) 

Peterson.  Edward  S..  assignor,  by  mesne  assignments, 
to  Associated  Electric  Laboratories,  Inc.,  Chicago,  111. 
Measured  service  telephone  system.     2,013,171  ;  Sept.  3. 

Peterson.  Hans  R..  St.  Paul.  Minn.  Add  guard. 
2.013,219;  Sept.  3, 

Petroleum  Conversion  Coriwration,  (See  Colony,  Myron 
W.,  assignor.) 

Petrone.  John,  Chicago.  111.  Electric  coffee  maker. 
2.013.172  :  Sept    3. 

Pettlbone  Mulllken  Company.  (See  Meckenstock,  John 
W.,  assignor.) 

Phelps,  Hubert,  and  J.  B-  Phelps,  deceased.  Little  Rock. 
Ark..  Hubert  Phelps,  administrator.  Machine  for  un- 
loading cotton  seed  and  other  commodities.  2,013,477  ; 
Sept.    3. 

Phelps,  Joe  E.      (See  Phelps.  Hubert,  and  J,  BL) 

Philips',  N.  v.,  Oloellampenfabrieken.  (See  van  Llempt, 
J,  A.  M.,  and  Leydens,  assignors.) 


Phillpa.  William  B,  an<l  W  W  Sayers,  Chicago.  111.,  as- 
signors to  Link-Belt  Company.  Material  handling  and 
preparation  unit.     2.013.502;  Sept.  S. 

Phillips,  Everett,  Leesburg,  Va.  Flying  machine. 
2.013,250  ;  Sept.  3. 

Phillips  Petroleum  Company.  (See  Rlney.  Arthur  H.,  as- 
signor. ) 

Plerson,  Henry  C.,  Qulncy,  assignor  of  one-third  to  R.  W. 
Locklln.  River  Junction,  and  one-third  to  H.  E.  Plerson, 
Qulncy,  Fla.     Safety  switch.     2,013,251  ;  Sept.  8. 

Plerson,  Henry  E.,  et  aL  (See  Plerson,  Henry  C,  as- 
signor. ) 

Plgott,    Reginald    J.    S.,    assignor,    by  mesne    aB.>-lgnmentB. 
to    Gulf    Research    A    Development    Corporation,    Pitts- 
burgh,    Pa.      Fluid    pressure    test  gauge.     2.013,252 ; 
Sept.    3. 
Pilllod  Company,  The.      (See  Judson.  Alfred  O.,  assignor.) 
Pink,      Clarence      K.,      Cambridge.  Md.      Wire      fabric. 

2.013.581  ;   Sept.  3 

Plelster,  Henry  W.,  Westfleld,  N.  J.  Spring  toggle  bolt, 
2.013.503;  Sept.  3. 

Plummer,  Richard  W.  (See  Berliner,  J.  F.  T..  and  Plum- 
mer). 

Poeppel,  Frank  J..  Chicago,  lU.  Meat  tenderer.  2,013.604  ; 
Sept.    3. 

Polln,  Herbert  S..  San  Francisco.  Calif.,  a.-^signor,  by  mesne 
assignments,  to  International  Rariloiihone  Corporation, 
Washington.  D.  C.  System  of  radio  telrphony  and  tele- 
graphy.    2.013,173  :  Sept.  3. 

Poppe,  George  W.,  assignor  to  Equitable  Paper  Bag  Co.. 
Inc.,    Brooklyn.   N.   Y.      Orry   bag  with   bridging  strip. 

2.013.287  ;  Sept.  3. 

Porter.    Kdwln    S.,    New   York,   N.   T.      Binocular  camera. 

2.013.288  ;  Sept.  3. 

Porter,  Frank,  Syracuse,  assignor  to  Atmospheric  Nitro- 
gen Corporation,  New  York.  N.  Y.  Hydrocarbon  decom- 
position and  catalyst   therefor.     2.013.066;  Seot.   3. 

Powell.  Robert.  Rupert,  a.^slgnor  of  one-half  to  V.  J,  Smith. 
Burley,    Idaho.      Microscope.      2,013,422;   Sept.   3. 

Powell,  Ross  C,  Forest  Hills,  assignor  to  The  Texas  Com- 
pany, .New  York,  .N.  Y.  Coating  for  vessels.  2,013,185; 
Sept.    3. 

Preisser,  Casper  W  ,  Garden  City,  Kans,     Grain  elevator. 

2.013.582  ;  Sept.  3. 

Price,  Joseph,  St.  George,  Staten  Island.  N  Y.,  assignor, 
by  mesne  assignments,  to  The  Grlscom  RuB^ell  Com- 
pany,    Heat  exchanger.     2,013,186  ;  Sept.  3. 

Price.  Joseph.  Stapleton.  Staten  Island.  N.  Y.,  assignor,  by 
mesne  a.sslgnments,  to  The  Qriscom-Russell  Company. 
Heat  exchanger.      2.013.187;  Sept.  3. 

Prlvett.  Ruby  A.,  et  al.      (.See  Olbbs.  Charles  H.,  assignor.) 

Proctor,  John  A.,  Lexington,  Mass..  assignor,  by  mesne 
assignments,  to  General  Electric  Company.  Inductive 
balancer  for  radio  direction  finders.     2,013,107  ;  Sept.  3. 

Prosperity  Company,  The.  (See  Ledbetter.  James  C..  as- 
asslgnor.) 

Putnam,  Claude  W.,  Green  Bay,  Wis.  Electrical  connec- 
ter.    2.013,423;  Sept.  3. 

Quisling,  Sverre,  Madison,  Wis.  Fut^e  plug  2,013,289  : 
Sept.    3. 

Radio  Corporation  of  America.  (See  Beane,  E.  A.,  and 
Andrews,  assignors.) 

Radio  Corporation  of  America.  (See  Black,  Knox  C.  as- 
signor. ) 

Radio  Corporation  of  America.  (See  Frnnti,  Samuel  O., 
assignor.) 

Radio  Corporation  of  Ameilca.  (See  Friend,  Ualton  H,, 
assignor.) 

Radio  Corporation  of  America  (See  Hansell,  Clarence  W., 
assignor. ) 

Radio  Corporation  of  America.  (See  Harris,  William  A., 
assignor.) 

Radio  Corporation  of  America  (See  Ludenla,  Werner,  as- 
signor,) 

Radio  Corporation  of  America.  (See  Reynolds,  Ellwood 
W.,  assignor.) 

Badlo  Corporation  of  .\merica.  (See  Z«-orykin,  Vladimir 
K..  aasignor.) 

Radio  Inventions,  Inc.      (.Kee  .\ld»>n.   Milton,   assignor.) 

Raybeatos-Manhattan.  Inc.  (See  Hughes.  Samuel,  as- 
signor.) 

Raybestos-Manhattan.  Inc.  (See  Novak,  Ixador  J.,  as- 
signor,) 

Read,  Everett  C.  assignor  to  The  Filer  k  Stowell  Co., 
Milwaukee,  Wis.  Lubricating  system.  2,013,478 ; 
Sept.    3. 

Beading  Hardware  CX>rporatlon.  (See  Ck>et2.  Ferdinand 
K.,  assignor.) 

Reconstruction  Finance  Corporation.  (See  Schoen,  Andr4, 
assignor.) 

Reed,  George  M.,  Yeadon.  Pa  ,  assignor  to  General  Electric 
Company.     Electrical  switch  gear.     2,013.525;   Sept.  3. 

Reese,  Thomas  S..  Cleveland.  Ohio.  M»-thod  and  apparatus 
for  mounting  transfer  decorations.     2.013.067  ;  Sept.  8. 

Refining.  Inc.     (See  Llpp.  Elmer  L.,  assignor.) 

Reinhardt.  William  A.,  Ashland,  Wis.  Float  valve. 
2.013.188  :  Sept,  3. 

Relsman.  Mildred  S.     (See  Gordon,  George,  assignor.) 

Reiter,  Charles  F..  Minneapolis.  Minn.  Holder  for  garden 
hose,     2,013,447:  Feb.  3. 

Reiter.  Daniel  I..  New  York,  N.  Y.  Locking  spring  clip 
2.013,446  ;  Sept.  3. 

Remowen  Corporation      (See  Sayre,  Gordon  B  ,  assignor.) 
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Reo  Motor  Car  Company.      (See  Furgason.  Claude  E.    as- 

slgnor.) 
Rpppe.    Walter,    and    E.    Keyssner.    Ludwlgshafen-on-the- 

Rhine,   assignors   to   I.   G.   Farbenindustrie  Aktiengesell- 

schaft,  rrankfort-on-the-Maln,  Germany,     Production  of 

carboxyllc  amides.     2,013,108  :   Sept.  3. 
Hettenmeyer.    Frederick    W.,    Merlden.    Conn.,   assignor   to 

The  Napier  Co.     Cocktail  shaker.     2,013.616  :  Sept.  3. 
Reus.-ensehn,  Ernest  A.      (See  Von  I'eln,  K.  J.,  and  Reus- 

senrehn.) 
Revere   Copper   and    Brass   Incorporated.      (See    Wllklns, 

Richard  A.,  assignor.) 

Reynolds,  Ellwood  W..  Drexel  HilL  Pa.,  assignor  to  Radio 
Corporation  of  America.  Photophonograpn.  2,018  109  • 
Sept.    3. 

Reynolds.  Lawrence  M.,  Pasadena,  Calif.  Pouring  spout. 
2.013,361  :   Sept.  3. 

Reynolds  Spriug  Company.  (See  McNally,  Edward  ».,  as- 
signor.) 

Riccardi,  Arlstlde.  Rome,  Italy.  Automatic  train  signal 
for  level  crossings.     2,013.008;  Sept.  3. 

Rice.  Charles  De  L ,  West  Hartford,  Conn,  Vehicle  wheel, 
2,013,139  :  Sept.  3. 

Rice,  Joseph,  Chicago,  IH.  Safety  raxor.  2,013,174  ; 
Sept.    3. 

Richards,  Henry  I.,  Washington,  D.  C.  Adjustable  copy- 
holder.    2,0lS.253;  Sept.  3. 

Rlney,  Arthur  H..  assignor  to  Phillips  Petroleum  Com- 
pams.  Bartlesvllle.  Okla.  Protector  for  plain  end  pipes. 
2.013,254  ;  Sept.  3.  ^  »-  »- 

Rlppe,  John  R..  Fresno,  Calif.     Valve.     2.013,424  ;  Sept.  3. 

Rissdorfer,  Odfin,  Budapest,  Hungary.  Automatic  dia- 
phragm.    2.013,.362  ;  Sept.  3. 

Rissdorfer,  (idon.  Budapest.  Hungary.  Photographic  ap- 
paratus.    2.013,363;    Sept.   3. 

RIts,   Steve.      (See  Shoskey,  J.,  and  Rltz.) 

Roberts,  Benjamin  H.,  Walpole,  and  E.  L.  Chamberlain, 
Norwood,  assignors,  by  mesne  assignments,  to  The  Pat- 
ent and  Licensing  Corporation,  Boston.  Mass.  Corner 
and  building  construction.     2.013.:^17  :  Sept.  3. 

Robinson,  H.  H.,  et  al.      (See  Glbbs,  Charles  H.,  assignor.) 

Robinson.  JameS,  West  Bridgford.  Nottingham,  England. 
Apparatus  for  smoking  or  curing  foodstuffs.  2,013,479 ; 
Sept.  3. 

Robinson,  Rebecca  S.,  et  aL  (See  Olbbs.  Charles  H.,  as- 
signor.) 

Roby,  Frana  M.,  Shaker  Heights,  Ohio.     Gauge  glass  ap- 

i»aratUR.     2.013.448  Sept.  3. 
Kohrbach,  Eugene  C,  Rldgewood,  N.  J.     Device  for  finger 

nails.     2,013.290;   Sept.  3. 
Rome  Company,   The.      (See  Barnard.   Dean   S..  assignor.) 
Roper.   Geo.  D.,  Corporation.      (See  Funk,  James   M.,   as- 
signor.) 
Rosenthal,    Arthur,   assignor  to  The  Rose   Patch   k   I^bel 

Company,    Gran<l    Rapids,    Mich.      Sheet    sorting   means. 

2,013.220:   Sept.  3. 
Rosenthal,    William,    assignor    to   Maiden    Form    Brassiere 

Co,.    Inc.,    New    York,    J*.    Y.       Brassiere.      2,013,110; 

Sept,  3. 

Rosonstein.  Ludwie,  and  W.  J.  Hund.  San  Francisco,  Calif. 
Ester  of  dlhydrlc  and  polyhydrlc  alcohols.  2,013,318  ; 
Sept.  3. 

Rose  Patch  A  T.Abel  Company,  The.  (See  Rosenthal.  Ar- 
thur, assignor.) 

RoBsman.  Rudolf.  Gauting,  near  Munich,  Germany,  as- 
signor to  the  firm  Tefag  Textil-Flnans  A.-O..  Zurich, 
Swlteerland.     I^om  for  weaving.     2.013.505:  Sept.  8. 

Hoss-Tncony  Crucible  Company.  (See  Buck,  Kenneth  E., 
assignor.) 

Rous,  Bernard.  Brooklyn,  N.  Y.  Liner  for  containers. 
2.013,175;  Sept.  3. 

Rowell.  K.    N..   Co.      (See  Acker,  George   J.,  assignor.) 

Royal  Electric  Company.  (See  Goodwin,  George  B.,  as- 
signor.) 

Ruddore  Company,  et  al.  (See  Mackllllcan,  James  A.,  as- 
signor.) 

Russ  Soda  Fountain  Company.  (See  Seltr,  Dean  C,  as- 
signor. » 

St.  Pierre.  Robert  L.     (See  Jones,  H.  I.,  and  Pierre.) 

Sandor,  Nicholas.  Surbiton.  assignor  to  Mechanical  Tn- 
formator  (1033)  Limited,  London,  England.  Indicating 
device  for  dlsp.aylng  variable  information.  2,013,606; 
Sept.  3. 

SandvoBS,  Hermann,  Frankfort-on-the  Maln-Osthafen,  Ger- 
many.    Temperature  regulator.     2,013,480;  Sepr.  3. 

Sanford.  Hugh  W..  Knoxvllle,  Tenn.  Low  bottom  car. 
2,013,r,83:  .Sept.  3. 

Satzlnger,  Gebhard,  Bad  Klsslneen.  Germanv.  Machine  for 
comminuting   foodstuffs,      2,013,009;   Sept,    3, 

Ra.vers,  William  W.      (See  Philip,  W    E..  and  Snyers.) 

Sayre.  Gordon  B.,  apsltnor  to  Remowrn  Corporation,  Syra- 
cuse, N.  Y.  Automatic  controller  for  internal  combus- 
tion en7lnp  starters.     2,013.189  ;  Sept.  3. 

Scanlan-Morrls  Company.  (See  Linde,  Gustave  F.,  as- 
signor.) 

Schenk.  Abraham  L..  Los  Angeles,  Calif.  Bunion  brace. 
2.013.068  :    Sept.   3. 

Schepss,  Wllhelm.  Leverkusen-I.  Q.  Werk.  Germany,  as- 
signor to  General  .Aniline  Works.  Inc..  New  York.  N.  Y. 
Dyestuffs  of  the  oxarlne  series.     2,013,069  :  Sept.  3. 

SchlrRspp.  Frldolln,  Rlelneck.  Switzerland.  Beer  tap  cone. 
2.013,509:  Sept.  8. 


Schleicher,  Manfred,  Berlln-Charlottenburg,  assignor  to 
Siemens*  Halske,  Aktiengesellschaft,  Slemensstadt.  near 
Berlin,  Germany.  Device  for  the  transmission  of  meas- 
urement values  over  long-distance  lines.  2,013,544 ; 
Sept.  3. 
Schmid,  Richard.  (See  Kracker,  H.,  and  Schmld.) 
Schmitt,  William  H.,  St.  Paul.  Minn.  Nut  lock  washer. 
2,013,526;   Sept.  3. 

Schmittutz.  Carl,  Bad  Kissingen,  Germany,  assignor  to 
Osmose  Holzimpraegnierungs  G.  m.  b.  H.,  Leipzig,  Ger- 
many.    Impregnating  wood.     2,012.975  ;   Sept.  3. 

Schmittutz.  Carl.  Bad  Kissingen,  Germany,  assignor  to 
Osmose  Halzlmpraegnlerungs  G.  m.  b.  H.,  Leipzig,  Ger- 
many. Composition  for  impregating  wood.  2!oi2,976  ; 
Sept.  3. 

Schnackel's,  C,  Son,  Inc.  (See  McLean,  William  A.,  as- 
signor. ) 

Schoen,  Andr4,  Hackensack,  N.  J.,  assignor,  by  mesne  as- 
signments, to  Reconstruction  Finance  Corporation,  New 
York,  N.  Y.  I'reparing  outlines  of  designs.  2,013,010; 
Sept.  3. 

Schopbach,  Charles  H.,  and  W.  G,  Weber,  assignors  to  In- 
ternational Corset  Company,  Aurora,  HI.  Corset. 
2,013,190;  Sept.  3. 

Schubert.  Adolf,  Mlllburn,  assignor  to  Barrett  k  Company. 
Newark,  N.  J.     Ink.     2.013.291  ;  Sept.  3. 

Schulz.  Friedrlch.     (See  Dobler.  E.,  Schuls,  and  Holm.) 

Schwanhausser,  Erich,  Nuremberg,  Germany,  Making 
writing  pencil  leads.     2,013,684;  Sept.  3. 

Schwarz,  Richard  B„  Royal  Oak.  Mich.  Electrical  dis- 
connecting de\-lce.     2.013.507  ;   Sept.  3. 

Sclaky,  Daviil,  Paris,  France.  Electric  welding  apparatus. 
2,013.585  ;  Sept.  3. 

Sciarini,  Edmund  M.,  Modesto.  Calif.  Power  driven  con- 
trol for  bean  cutters.     2,013,191  ;  Sept.  3. 

Scott,  Clarence  N.,  Houston,  Tex.  Period  control  valve 
for  plunger  lift  devices.     2,013,111  ;  Sept,  3. 

Scott.  Clarence  N..  Houston,  Tex.  Producing  fluid  from 
wells.      2,013,112:    Sept.   3. 

ScovlU  Manufacturing  Company.  (See  Hlckox,  Sherman 
G.,  assi.gnor.) 

Seamon.  Joseph  H.,  et  aL  (See  Frlls.  BJOrn  8.  T.,  as- 
signor.) 

Seaman,  Stewart  E.,  White  Plains.  N.  Y.  Difficultly  flam- 
mable cigarette  wrapper.     2,013,508;  Sept.  3. 

Searls,  Melvln  W,,  assignor  to  The  Patent  and  Licensing 
Corporation,  Boston,  Mass,  Shingle  strip.  2,013,391  ; 
Sept.  3. 

Seltz,  Dean  C.  Lakewood,  assignor  to  Russ  Soda  Fountain 
Company,  Cleveland,  Ohio.  Apparatus  for  and  method  of 
dispensing  carbonated  beverages.     2,013,425  ;   Sept.  3. 

Seltz- Werke  G,  m.  b.  H.  (See  Depenbrock,  Wilhelm,  as- 
signor.) 

Semery,  Jean  M.  C,  Paris,  France.     Device  for  changing 

gear.     2,013.586  ;   Sept.  3. 
Semon,   Waldo  L..  Cuyahoga  Falls,  Ohio,  assignor  to  The 
B.  F.  Goodrich  Company,  New  York.  N.  Y.     Rubber  com- 
position and  preserving  rubber.     2.013.319  :  Sept.  3. 
Seraflnowlci.  Oscar,  Berlin.  Germany.     Floating,  bathing, 

and  gwlmmlne  device.     2,013.635;  Sept.  3. 
Servel.   Inc.      (See  Collins.    William   D.,   assignor.) 
Sevison,  Harry  D.      (See  Hamm,  W,  S,,  and  Sevison.) 
Sevlson,  Luther  E.      (See  Nagel.  W.  G..  and  Sevison.) 
Sexton,  Wilfred  A.     (See  Coffey,  S..  and  Sexton.) 
Shank.    McConnell,    and    H.    J.    Fllkkie,    Akron,    Ohio,    as- 
signors  to  The  B.  F.  Goodrich  Company,  New  York.  N.  Y.    • 
Method    and    apparatus    for    making    container    caps. 
2,013.320;  Sept.  3. 
Shaw-Walker  Company,  The.     (See  Hunter,  David  E.,  as- 
signor.) 

Sheldon,  Frank  D.,  assignor  to  O.  P.  Sheldon,  Chicago.  IlL 
.Automatic  thermostatic  circuit  breaker  and  maker. 
2.013.011  ;   Sept.  3. 

Sheldon.  Olive  P.      (See  Sheldon,  Frank  D.,  assignor.) 

Shepard.  David  C.      (See  Heller.  Walter  E.,  assignor.) 

Sheridan.  Donald  R..  Los  Angeles,  Calif.  OU  well  drill- 
ing apparatus.      2.013.070;   Sept.   3. 

Sherman.  Ray  W..  Flushing.  N.  Y.  Collapsible  container 
and  closure  therefor.     2.013.527  :  Sept.  3. 

Shield.  Paul  S..  assignor  to  Augustine  Davis.  Jr..  Cincin- 
nati, Ohio.     Filling  of  truck  tanks.     2.013.510  :  Sept.  3. 

Rhlvek.  Bernard.      (See  Versbbow.  H..  and  Shlvek.) 

Shoskey.  John,  and  S.  Ritz,  Walsenburg,  Colo.  Eyeshleld 
for  miners.      2.013.630;  Sept.  3. 

Slbbald.  Charles  J.,  deceased,  Troy,  N.  Y.,  John  O.  Slbbald, 
executor.     Button  winding  machine.     2.013.449  ;  Sept.  3. 

Slbbald,  John  O.,  executor.  (See  Slbbald,  Charles  J.,  as- 
signor. ) 

Slegel,  Alfred.      (See   AUen,   E.  R.   Headlev,   and   Slegel.) 
Slegel,  Alfred.     (See  Erskine.  A.  M.,  and  SiegeL) 
Slegel,  Alfred.     (See  Headley.  W.  N.,  and  Siegel.) 
Slegel,  Alfred,  Hillside,  assignor  to  Krebs  Pigment  k  Color 
Corporation,   Newark,  N.  J.     Organic  coloring  material 
comprising  an   azo  compound   and   oxidized   rosin    as  a 
substratum.      2.013.074;    Sept.   3. 
Slegel,  Alfred.  Hillside,  assignor  to  Krebs  Pigment  k  Color 
Corporation,  Newark,  N.  J.     Organic  coloring  material 
comprising  an  azo  compound  and  an  arylated  rosin  as 
the   substratum.      2,013,075 ;    Sept.    3. 
Slegel.  Alfred,  Hillside,  assignor  to  Krebs  Pigment  k  Color 
Corporation,   Newark,  N.  J.     Organic  coloring  material 
comprising  an   azo   comtwund  and  chlorinated   rosin  as 
a  substratum.     2,013,076  ;  Sept.  3. 
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Siegel.  Alfred.  Hillside,  assignor  to  Krebs  IMgment  k  Color 
Corporation,  Newark.  N.  J.  Organic  coloring  material 
conlpri^lag  an  azo  compound  and  chlorinated  rosin  as 
stratum.     2.013,077;  Sept.  3.  «.*„„„ 

Sleraen.s  Brothers  &  Company  Limited.  (See  Patterson, 
W    (J.,  and  Long,  a.'salgnors.)  ,^        „  w.  •  u 

Siemens  &  Halskf.  Aktlengesellschaft.  (See  Schleicher, 
•  Manfred,   assignor.)  ^      ^   ■    „_ 

Siemon.  William  H  .  Philadelphia,  Pa.  Container. 
2  013  392  •   Sept.  3. 

Slm'klns,  Howard  D..  Cleveland  HelKhts,  aud  O.  P.  Pe  Loe, 
Clevefand.  Ohio.  Blank  feeding  mechanism  for  extrud- 
ing machines.     2.013,426  ;  Sept.  3. 

Slmmon.s  Andrew  C.  a.ssignor.  by  mesne  assignments, 
to  Kev.stone  Steel  *  Wire  Comp«ny.  Peoria,  111.  Coat- 
ing iron  or  steel    articles.     2,013.364  ;   Sept.  3 

Simpson.  William  K.,  assignor  to  Hoffman  Specialty  Com- 
pany.   WattTbury,   Conn.      Heating  system.      2.013.113; 

SlS'.^Wr'ry  K..  New  York,  N.  Y..  assignor  to  n<H)Wes8 
Fastener     Company.        Fastening     device.       2,013,071  , 

Slssim.' James  Q..  a.>«<igiu)r  to  The  L.  S.  Starrett  Company, 

Athol.   Mass.      Dial  indicator.      2,013.176;   Sept.   3. 
Skldelsky.  Nina.     (See  Bary.  W.  A.,  and  Skldelsky.) 
Skinner,  Leslie  A.      (See  Colby,  J.  M.,   and  Skinner.) 
Slocum.    Stephen    E..    Ardmore.    Pa.      Centrifugal    pump. 

2,013,078;   Sept.   3. 
Slocum     Stephen    E..    Ardmore,    Pa.      Mechanism    for   bal- 
ancing  Impellers.      2.013,079;    Sept.    3. 
Smallenherger,    U    Roy    C.       (See    Falk.    Harry    B..    as- 

Sm'S"  Aaron.   St.    Louis.  Mo.     Toy.     2.013.114  :   Sept.   3. 

Smith.  Anthony  N  .  assignor  to  The  Glrard  Model  Works 

Inc.,  Olrard.   Pa.     Battery  lighting  system.     ^,013,080  . 

Smltl,*  Archibald  C,  Roche.-^ter.  N.  Y  .  a.^signor  to   United 

Shoe    Machinery    Corporation.    Paterson,    N.    J.      Irlm- 

mlni:  machine      2.013.072  :    S*pt.   3.  .      r  i    w  ^ 

Smith     r.eorge    T  .    assltrnor    to    Herbert    Morris    Limited, 

Loughborough.  Eneland.     Discharge  device  for  use  with 

conyevera.       2.013.292  ;    Sept.    3.  ^     .        , 

Smith     Thomas    S  .    Walsall.    England.      Joint    fitting   for 

sunumbreUa    poles.     2.013.192;   Sept.   3. 
Smith     Victor    J.      fSee  Powrll,   Robert,   assignor.) 
Snarry.   John    W  .   Hnnd.sworth.    Birmingham,   assignor   to 

The  Gear  (;rlndlng  Company  Limited.  Birmingham    Eng 

land      Means  for  u  e  in  examining  the  contours  of  gear 

yfy^f^}  teeth.     2.013..^«ft  :    Sept.   3. 
Snell.  0"^ens  C  and  C.  E.  Glrten,  Houston,  Tex.     Onion. 

2.013.293:    Sept.    3.  „     .         /c        o   »*        n* 

Society  "f  Chemical    Industry  In  Basle.      (See  Sutter,   r., 

and  Wleland.  assignors.)  n     n    „ 

Soda    Straw    Manufacturing    (  orporatlon.       (See    Oarling, 

Karl   E,    assignor.)  ,      .     rr 

8p«M>d    and    Service    Iron    Works.       (See   Beal.   A.    H.,   and 

Hardcastle,   assignors.)  „  .  . 

Snerher.  W    P..  et  al.      <  See  Oibh...  Charles  H.    assignor.) 
Sqnare   P  Company.      (Se*-   Van   Valkenburg,    Hermon    L., 

assignor. ) 
Stacv.  Thomas  P  ,   assignor    to  The  French  Oil   Mill  Ma- 

chHerv     Company.     Plqua.      Ohio.        Hydraulic     press. 

2.01.'<.l'»S7 ;    Sept.   3.  ^  ^^     ,       « 

Stadler.  Tave   (Mr«.).  et   al.      (See  Glbbs,  Charles  H.,  as- 

Stad^t^eUl  .iRcob  A..  San  Prandsco,  Calif.,  assignor  to 
William*  Wallace  Company.  Composite  pipe  construc- 
tion       2.01:^.193:    Sept.    3. 

.•standard  Brands,  Incorporated.  (See  Braasch.  Hans  and 
.\  .    assignors. )  _  „  i  \ 

Standard  OM  Comnanv.     (See  FoUln.  Ernest  E.  asslenor.) 

Standard  01I  Comneny  of  California.  (See  Davis,  W.  >., 
and   Ho'm    assljfiiors.)  ,„       „        «      _  tn 

Standard  Oil  Development  Company.  (See  Buc,  Hyym  is., 
a<Milgnor. ) 

Standard  OH  Development  Company.  (See  Edwards.  D. 
P..  and  Starr,  assignors  )  c,_^„^k   t>«.  ir 

Stand Td  on  Development  Company.     (See  Prollch.  Per  K.. 

standard  Oil  Development  Company.      (See   Hand,   James 

standard  Stoker  Company,  The.      (See  Ketchpel,  Paul  A.. 

assignor  )  ,-,        .,  t  v       tit      ... 

Standard    Stoker    Company.      (See   Myers,   John    W.   as- 

at"n*i^v*^ Works.  T^e       'See  Volz.   Prederl.k   A.,   asslgiior.) 
Stanshnrv.    Cnnroll     Wanwatosa.    assignor   to   Cntler^Hjim- 

mer  Inc.,  Milwaukee.  Wis.    Motor  controller.    2.013,^21. 

Sept.   3. 
Stark    wniet  E..   East   Clev.tend.  as.slcrnor,    by  mp«ne  as- 

slf^ments.   to  The   Brvant    Hooter  Comnnny    Clpveland, 

Ohio      Control  fo-  heaUng  system^i.     2.013.4.^0  :  Sept    3_ 
Stsrr     Jsmea    H.    Oak    Park.    HI.,    asslenor    to    ElectHcal 

Enslneeru    Eqnlnmenf    Comnnny.       Alternating    current 

circuit   Intermptor.     2  01?. 427  :   Sent.  3. 
Star-    John   V       fSe"  Edwards.  D.   P.  and   Starr  ) 
Starrett.  L.  8..  Company,  The.     (See  Sisson.  James  G..  aa- 

Stay^ew  Filter    Corporation.      (See    DolUnger.    Lewis    L.. 

Stf.«rP^    Frank  B.,  Shake-   Helsrhts.  Ohio.      Internal  com- 
bustion onglne.     2.013.366:  Sept.  3. 


Stelnbacher.  Karl,  Portamouth,  Ohio.  Method  and  appa- 
ratus  for  cleaning.     2.013,511  ;   Sept.  3. 

Stelnhart.  Hermann.  P.  Kratx,  and  E  Baumgratz,  assignors 
to  Robert  Bosch  Aktlengesellschaft,  Stuttgart,  Germany. 
Apparatus  for  spraying  liquids  such  as  paint*,  varnlsaes, 
or  the  like.     2.013,639;  Sept.  3. 

Stelnhart.  Hermann,  F.  Kratz.  and  E.  BaumgratJt.  asaignora 
to  Rol)ert  Bosch  Aktlengesellschaft.  Stuttxart,  Germany. 
Applying  coating  Ihjulds  such  as  paints,  varnishes,  or 
the  likf.     2.(113,640;  Sept.  3. 

Stevens.  William  11..  Waukegan,  111.  File  cleaner. 
2.013.545:    Sept.   3.  _   ,. 

Stewart,  Edward  C,  assignor  to  Tygart  Valley  Glass  Com- 
pany,    W^aahlMgton.     Pa.       Feeding     gla«ti.       2,013.401  ; 

Stonehili,'  Winaloe  U..  Loa  Angeles,  Calif.  Convertible 
cushion.     2,013.481  ;  Sept.  3  ^.         ,  ,       ,     ,,„. 

Strattner,  Frederick.  Manoa.  Pa.  Electric  meter  testing 
device.     2,013,393;   Sept.    3. 

Strickland.  Royce  M..  and  A.  P.  Breltenstein.  aasignora 
to  The  (;eometrlc  Tool  Company,  New  Haven  Conn. 
Adjustable   chaser-holding    means.      2.013,452 ;    Sept.    6. 

Strouts  i^hnrles  R.  .V.,  .\r<iro8.san,  Scotland,  assignor  to 
Imperial  Chemical  Industrie*  Limited.  Treatment  of 
textile  materials.     2,013,081  ;   Sept.  3.  „     ^       «^ 

Stuart.  Kenneth  E..  Merlon,  Pa.,  assignor  to  Hooker  Elec- 
trochemical Company.  New  York,  N.  \.  Continue  us 
hydrolyzlng  process.     2,013,453 ;  Sept.  3.  .       »     w 

Sturm.  Linus.  Freehold.  N.  J.,  assignor  to  A.  &  M. 
Karagheuslan,  Inc.,  New  York.  N.  Y.  Loom  attachment. 
2.013.588 ;    Sept.   3.  ^      „  _  .^  ,  ^ 

Sun    Oil   Company.      (See  Angstadt,  Harry   P..   a8.«<lgnor.) 

Sutherland  Paper  Company.  (See  Hanrey,  George  L., 
a>^lgnor.) 

Sutherland    Paper    Company.       (See    Wilaon,    Dorian    M., 

SuTter^'Theodor,  Basel,  and  W  Wlelaud.  Rlehen.  near 
Basel,  assignors  to  firm  Society  of  Chemical  Industry 
in  Basle  Basel.  Swlt««rland.  Manufacture  of  synthetic 
resinous'  products.      2.01.3.589  ;  ,Sept.   3 

Svenson.    Ernest    J..    Rockford,    111.      Valve.      2.013.073. 

Swa^nin.  Sven  A..  Parkland.  Wash.  I^th  and  wall  con- 
struction embodying  same.     2.013.255  :   Sent.    3. 

Swenson.  Jonas  A..  Snrlngfleld,  S.  Dak.  Window  construc- 
tion.     2.013.590:   Sept.  3. 

Swlngspout    Measure   Company.      (See    Wlsweli,  U«ro   «., 

Symfn^on   Company,  The.      (See  Barrows,  Donald  S.,  aa- 

Sym^fncton,  T.  H.,  k  Son.  Inc.   (  See  Drennlng.  Percy  R., 

assignor.) 
Tate.    Samuel    H..    I.ewlstown,    Pa.      Detachable    button. 

2  013  ''56  ■    Sept     3 
Tauschek.  Gustav,   Mountain    Ijikee,   N.   J.      Record   filing 

and  selecting  apparatus.     2,013.012  :  Sept.  3. 
Taylor      Eugene     S..     Chicago.     111.       Parking    apparatus. 

2  013.482:  Sept.  3.  ,  .   ,r,  .  \ 

Technicolor,    Inc.      (See    Troland,   Leonard   T      assignor.) 
Tefag    Textil  Finanz    AG.      (See    Rossmann.    Rudolf,    as- 

Tele?unken  Gesellschaft  fflr  Drahflose  Telegraphle  m.  b.  H. 

(See  Jobst.  G..  and  Wehnert.  assignors.) 
Telefunken  Oe>-ell8<-haft  f(ir  Drahtlose  Telc^aphle  m.  b.  H. 

(See   I>elb    .\ugu«t.  assignor  )  „  ,  . 

Texaf  Company     The.      (Se..    Powell.    Ross   C.    assignor.) 
Thl^^ault.    Albert.    Bonne   Madone.    Saskatchewan^   ^"".'J,*^", 

Automatic  Ignition   cut-off  which   onerntos    when   oiling 

svstera  ceases  to   function       2  013.294:   S^P*-  •'„,, -„„  . 
Tblele.  Frank,  Brooklyn.  N.  Y.     Snap  fastener.     2.013,528  . 

Sept.  3. 
Tbomn*     John    V..    Pasadena,    assignor    to    Natural    Gas 

ESlTlpment    Inc..    l^s   Aneeles.   Calif.      Pressure  control 

Th3Twilllam''B'^fj^-'^BHnker,   H.   S  ,   and  Thomas.) 
?hompSonV^!iron    W.    Atlanta.   Ga.      Building   construc- 

Thorne.  C.M  B^  Hawkesbu'ry  Ontario.  Canada  frocew 
and    apparatus    for    the    refining    of    pulp.      2.013,115, 

Tldd^Jolin  J.,  .\rdrossan.  Scotland,  assignor  to  Tmnerlal 
Chemical     Industrks     Umltert.       Denture.       2,013.295, 

Tl^k^V,  Roller  Bearing  Company.  The.      (See  Baker.  John 

Tl?  IvToraTing  Company  of  Baltimore,  The.  (See  Her- 
manl.  Hpnrv.  assignor.)  .an  _.  »  ,a 

To-Vhelm  Oil  Tsnk  and  Pump  Company.  (Bee  Bechtold. 
Reuben  E..  assignor.)  ^ 

Tolstoonbov.  Alexander  V..  assignor  *o  Ostro  Rew-arch 
Ij< bora  tones.  Inc.,  N^-w  York.  N  J  Purified  amino 
phenol  and  process.      2.013  r^94  :  Sent.  8. 

Tnvev    Walter  W       (See  Mechler    O    V     and  Toxev.] 

?r^nt  Harold  E..  and  C^arle«  L.  Whltney^Ph'lade.phln. 
Pa.:  assignors  to  H  E.  T'en/  romnanv.  Electric  heater 
unit  and  maMn-?  same.     2,012  977:  Sept^3 

Trent    Harold  E..  Company.      (See  Trent.  H.  E..  and  Whlt- 

Trnl'7od''l/onanl  T.,  Cambridge.  Mas*.,  assignor  to  Tech- 
nWor     Tnc      New    York.    N.    Y.      Photographic    matrtx. 

TrSxel  Manufacturing  Company.  (See  Llndcr.  Andrew  J., 
assignor.) 
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Trusler.  Frank  8.,  Vernon,  Tex.  Dry  heat  molding  unit 
for  molding  artificial  dentures.     2.013.368  ;  Sept.  3. 

Tnley.  William  F.,  Nutley.  N.  J.,  aasignor,  by  mesne  as- 
Hlgnments,  to  United  States  Rubber  Company,  New 
York,  N.  Y.    VulcanlMflon  of  rubber.    2.013,117  ;  Sept.  3. 

Turner.  Maurice  W.  T.,  Glasgow,  Scotland.  Boiler  and  like 
safety  valve.    2.013.369  ;  Sept.  3. 

Tytart,  Jeff  D.,  Miami,  Fla.  Spraying  apparatus. 
2,013,370;  Sent.  8. 

Tygart  Valley  (Jlaas  Company.  (See  Stewart,  Edward  C, 
assignor.) 

Tysoe,  Meta  M..  Douglas.  Ariz.  Ironing  board  attachment. 
2,01.S,483  :  Sept.  3. 

Union  Oil  Company  of  California.  (See  Blount,  Arthur 
L.,  assignor.) 

United  American  Bosch  Corporation.  (See  Beeh,  L.,  and 
Martin,  assignors.) 

United  Shoe  Machinery  Corporation.  (See  Ballard.  M.  H., 
Bossom.  and  Knowlton,  assignors.) 

United  Shoe  Machinery  Corporation.  (See  DeHart.  Wll- 
Ham  E.,  assignor.) 

United  Shoe  Machinery  Corporation.  (See  Engel,  Karl, 
assignor.) 

United  Shoe  Machinery  Corporation.  (See  Greenough, 
Henrv  B..  assignor.) 

United  Shoe  Machinery  Corporation.  (See  Lane,  H.,  and 
Dyson,  assijrnors. ) 

United  Shoe  Machinery  Corporation.  (See  Smith,  Archi- 
bald C,  assignor.) 

United  States  Rubber  Compan.T.  (See  Adamson,  Percy, 
assignor.) 

United  States  Rubber  Company.  (See  Tuley«  William  F., 
a88l£;nor.) 

Universal  Oil  Pro<lucts  Company.  (See  Benedict.  W.  L., 
and  WIrth.  assignors.) 

Urs.  Marv.  Youngstown,  Ohio.  Hair  curling  device. 
2.013,591  :  Sept.  3. 

Utieer.  Ralph,  Delavan,  Wis.  Ftence  tool.,-  2,013,223; 
Sept.  3. 

Vana.  Charles  A.,  assignor  to  The  Grasselll  Chemical 
Company.  Cleveland  Ohio.  Deodorlzation  of  lactates. 
2.01.3  082  ;  Sept.  3. 

Vanderllck.  Stanley.  Nantlcoke,  Pa.  Expansible  drill. 
2.013.257:  Sept.  3. 

Van  L'empt.  Johannes  A.  M..  and  P.  Leydens,  assignors  to 
N.  V.  Phillips.  Gloellampenfabrleken.  EIndhovpn,  Nether- 
lands.    Flashlight   lamp.      2,013.371;    Sept.   3. 

Varley.  Thomas  W..  New  York.  N.  Y.  Electric  measuring 
Instrument.     2.013.821  :  Sept.  3. 

Vaughn.  Albert  E..  Los  Angeles,  assignor  to  R.  N.  Nason  & 
Co..  San  Francisco,  Calif.  Producing  painted  designs, 
characters,  letters  and  the  like.     2.013.194;   Sent.  3. 

Van  Valkenburg  Hermon  L..  Wauwatosa.  Wis.,  assignor  to 
Square  D  Company,  Detroit,  Mich.  Automatic  starter. 
2  013.013:  Sept.  3. 

Vecchlo.  Joseph,  Detroit,  Mich.  Hair  curler.  2.013.268  ; 
Sept.  3. 

Veenschoten.  Vincent  V..  assignor  to  Northern  Equipment 
Company,  Erie,  Pa.  Fluid  flow  regulator.  2.012,978  ; 
Sept.  3. 

Vereinlgte  Stahlwerke  Aktlengesellschaft.  (See  Carlos, 
Karl,  assignor.) 

Vergan,  William  E..  San  Antonio,  Tex.,  assignor  to  The 
New  York  Air  Brake  Company.  Air  brake.  2.013,014  ; 
Sept.  3. 

Vershbow.  Herman,  and  B.  Shlvek.  Dorchester.  Mass. 
Rack.      2.013.118:   Sept.   3. 

VIberg.  Ernest  R..  Montreal.  Quebec,  Canada.  Journal  box 
cover.     2.013.224  ;  Sept.  3. 

Vlkers-Armatrongs  Limited.  (See  Larsson,  C.  A.,  and 
HliTSon,  assignor.) 

Vincent,  Felix  J..  Minneapolis  Minn.  Steam  trap. 
2.013.015:  Sept.  3.  ^ 

Virginia  Smelting  Company.  (See  BInus.  Frederick  W., 
assignor.) 

Visking  Corporation,  The.  (See  Freund.  Erwin  0.,  as- 
signor.) 

Vost.  Clarence  W..  assignor,  by  mesne  assignments,  to  Vogt 
Processes.  Incorporated,  Louisville,  Kv.  Method  and 
apparatus  for  processing  material.     2,013.016:  Sept.  3. 

Vogt,  Clarence  W..  Greenwich.  Conn.,  assignor  to  Vogt 
Processes.  Incorporated.  Ix>ul8vllle,  Ky.  Pumping  mech- 
anism     2.013.017;  Sept.  3. 

Vogt.  Clarence  W..  Greenwich.  Conn.,  assignor  to  Voet 
Processes,  Incorporated,  IvOulsvUle.  Kv.  Method  and 
apparatus  for  processing  material.     2.018.018:   Sept.   3. 

Vogt  Processes,  incorporated.  (See  Vogt,  Clarence  W., 
assignor.) 

Voir.  Frederick  A.,  assignor  to  The  Stanley  Works.  New 
Britain.  Conn.  Collable  measuring  device.  2,013,822  ; 
Sept.  3. 

Van  Iloltz.  Charles  T..  assignor  to  Harvey  Hubhell.  In- 
corporated. Bridgeport,  Conn.  Snap-on  sign  receptacle. 
2.012.979  :  Sept.  3. 

Von  Pe'n.  F}dward  J.,  and  R.  A.  Renssenzehn.  Davton.  as- 
signors, hv  mesne  assignments,  to  The  Hohart  Manufac- 
turing Company.  Troy.  Ohio.  Drum  scale.  2,013,.''>92  ; 
Sept.  3 

Vulcan  Corporation.  The.  (See  Clausing.  George,  as- 
signor.) 

Wnchsmnn  Jacob,  Brooklyn,  N.  Y.  Knitting  machine. 
2.01.3.529:  Sept.  3. 

Wa"'ner.  Luf'wlg  W..  Chicago,  assignor  to  S.  Eugene  Miller. 
Aurora,  111.     Gravltv  duplicator.     2.013.2.')9:  Sept.  3. 

WV    Edith  C.      (See  Downing.  Maud  M..  assl<mor.) 
Way.  Samuel  A.     (See  Brunner,  E.  H.,  and  Wall.) 


Wallace,  Allen,  Moorestown,  N.  J.  Artlcalated  Joint. 
2,013,546;  Sept.  3. 

Waner,  Harry  E..  Akron,  Ohio,  assignor  to  The  B.  F.  Good- 
rich Company,  New  York.  N.  Y.  Abrasion  shoe  for 
airfoils.     2013,323  ;  Sept.  3. 

Ward,  Howard  EL.  Kansas  City,  Mo.  Expansion  Joint 
structure.     2,013.195  ;  Sept.  8. 

Warth,  Albin  H.,  assignor  to  Crown  Cork  &  Seal  Company, 
Inc.,  Baltimore,  Md.  Container  closure.  2.013,119; 
Sept.  8. 

Waterous  Company.  (See  Waterous,  F.  A.,  and  Boyles, 
assignors^ 

Waterous.  Frederick  A.,  and  R.  R.  Boyles,  St.  PauL  aa- 
signora to  Waterous  Company,  St.  Paul,  Minn.  Pomp 
and  pump  assembly.     2.013.260  ;  Sept.  3. 

Waters,  Jay  B.,  St.  Louis,  Mo.  Flow  operated  switch. 
2,013.225:  Sept.  3. 

Watkins.  Douglas  M..  Brookmans  Park,  Hatfield,  assignor 
of  one-half  to  William  E.  Dilke,  South  Woodford.  Eng- 
land.    Screwthread  cutting  tool.     2,013,593  ;  Sept.  3. 

Weber,  William  O.      (See  Schopbach.  C.   H.,  and   Weber.) 

Webster  Electric  Company.      (See  Dally,   Roy.    assignor.) 

Weesner.  Lehn  W..  Cincinnati,  Ohio.  Artificial  fishing 
bait.     2,013.226;  Sept.  3. 

Wehnert,  Waldemar.     (See  Jobst.  G..  and  Wehnert.) 

Weis.  John  I'.,  and  A.  H.  Wels,  assignors  to  Metropolitan 
Sewing  Machine  Corporation.  Nyack.  N.  Y.  High  speed 
cross    stitch    mechanism.      2.013.019;    Sept.    3. 

Welsend.  Otto  F.,  Columbus,  Ohio.  Coat.  2,013,324 ; 
Sept.  8. 

Weiss,  Henry  G.,  assignor  to  The  Automatic  Control  Turn- 
over Company,  Cincinnati,  Ohio.  Motion  picture  machine 
control.     2.013.020  ;  Sept.  8. 

Weiss,  Henry  G.,  assignor  to  The  Automatic  Control  Turn- 
over Company.  Cincinnati.  Ohio.  Automatic  change- 
over device.     2.013,021  ;  Sept.  3. 

Welding  Service,  Inc.  (See  Frickey,  B.  E.,  and  Kalenbom, 
ft8si"Dors  ) 

Wellcome,  Florence  K.  (See  Wellcome,  Hubert  B..  as- 
signor.) 

Wellcome.  Hubert  E.,  assignor  of  one-half  to  Florence  K. 
Wellcome.     Chappaqua,     N.     Y.       Lubricating     system.    • 
2,013.120;  Sept.  3. 

Wells.  Gorden  S..  Blnghamton,  N.  Y..  assignor  to  Interna- 
tional Business  Machines  Corporation.  New  York,  N.  Y. 
Time  recording  punch.     2.013.530  :  Sept.  3. 

Welsh,  Michael  J..  Brunswick.  Ga..  assignor  to  The  Gray 
Processes  Corporation.  Newark.  N.  J.  Producing  a  color- 
less doctor  sweet  gasoline.     2.013.083  :  Sept.  3. 

Wenger,  David  M..  Leola.  Pa.  Operating  and  control  mech 
anlsm  for  washing  machine  wringers.    2  013.261  :  Sept.  3. 

Werdermann,  Arthur.  (See  LAska,  L.,  Haller,  and  Werder- 
mann.) 

Werfel.  Harry  A.,  Cladwell.  N.  J.,  assignor,  by  mesne  as- 
signments, to  The  Napier  Company,  Meriden,  Conn. 
Drink  shaker.      2.013.617;   Sept.   3. 

Western  Condensing  Company.  (See  Peebles.  David  D.. 
assignor. ) 

Western  Electric  Comptmy.  (See  Cherry,  George  L..  as- 
signor.) 

Westlnghouse  Lamp  Company.  (See  Beese,  Norman  C,  as- 
signor ) 

Westlnghouse  Lamp  Company.  (See  Beebe.  Raymond  H., 
assignor.) 

Westlnghouse  Lamp  Company.  (See  Hummel,  Robert  T., 
assignor.) 

Westlnghouse  Lamp  Company.  (See  Marden,  J.  W.,  and 
Melster.  assignors.) 

Westlnghouse  Lamp  Company.  (See  Melster.  George,  as- 
signor.) 

Westlnghouse  Lamp  Company.  (See  Moran.  William  Q.. 
assignor.) 

Westlnghouse  X-Ray  Company.  (See  Mutscheller.  Arthur, 
assignor.) 

Wheeler.  Harold  A.,  Great  Neck.  N.  Y..  assignor  to  Hazel- 
tine  Corporation.  Automatic  amplification  control. 
2.018.121  ;  Sept.  8. 

White.  L.   B.      (See  Lyon    William  B..  assignor.) 

Whitney.  Charles  L.      (See  Trent.  H.  E.  and  Whitney.) 

WIeland,  Werner.     (See  Sutter,  T..  and  Wieland.) 

Wllklns.  Richard  A.,  assignor  to  Revere  Copper  and  Brass 
Incorporated.  Rome.  N.  Y.  Storage  container  for  beer. 
2.013.325  :  Sept.  3. 

Wllklns.  Richard  A.,  assignor  to  Revere  Copper  and  Brass 
Incorporated.  Rome,  N.  Y.  Storage  container  for  beer. 
2  013.326:  Sept.  3. 

Wllklns.  Richard  A.,  assignor  to  Revere  Copper  and  Brass 
Incorporated.  Rome,  N.  Y.  Storage  container  for  beer. 
2.013.3'»7  :  Sept.  3. 

Williams- Wallace  Company.  (See  Stadtfeld.  Jacob  A.,  as- 
signor.) 

Willis.  Clodlus  H..  Princeton,  N.  J.,  asslgrnor  to  General 
Electric  Company.  Electric  power  transmission. 
2.013  454  :  Sent.  3. 

Wllmi,  Walter  P.,  Brooklyn.  N.  Y..  assignor  of  one-half  to 
M.  M.  Elsenberg.  Electric  metering  system.  2,012.980  ; 
Sept.  3. 

Wllsey.    George   F..   Alexandria.   Va.      Grinding   machine.  /" 
2.018.262;  Sept.  8.  > 

Wllsey.  Irven  H.,  Chicago,  III.  Heating  device.  2,012.981  : 
Sept.  8. 

Wilson.  Dorian  M.,  assignor  to  Sutherland  Pai>er  Com- 
pany, Kalamazoo,  Mich.     Carton.     2.013.227:  Sent.  3. 

Wlrth,  Charles  3d.      (See  Benedict.  W.  L.,  and  WIrth.) 
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Wlrwell,  Oxro  N.,  assi^jnor  to  Swlnsjapout  Mt^asiire  Com- 
pany, Los  Angeles.  Calif.     Dispenser,     2,013.328  ;  Sept.  3. 

Woodbrldge.  Joseph  L..  assisrnor  to  The  Electric  .StoraKe 
Battery  Company.  Philadelphia.  Pa.  Storaee  battery 
charging  s- stem.     2.013,618:  Sept.  3. 

Wood  Briquettes.  Inc,     i  See  Bowliri)i(. 


Wood.      Irene      T 

2.013.395  ;  Sept.  3. 
Woo<l.  William    R 
Woodford,  Lois  W 
New    York,   and 


Chicai?o.      III. 


UotH^rt  T 
Display 


assignor.  > 
apparatus. 


I  See  Bottoms,  R    R..  and  Wood.) 
,,  N'-w  Y'lrk,  assignor  to  R    W    Callaway. 
A,   M,    Mann,   Scarsdale.    N     Y,,   as  Joint 
tru.stees.      Staining   flbrou.'*    bodies       2,013  3-_>9  :    Sept,    3. 
Woolens,  Leroy  B,,  Decatur,  111  ,  a,'<8!>?nor  to  General  Spring 
bumper  Corporation,  Detroit.   Mich,     PoUsbinii  macnlne. 
2.013,196:   Sept.  3. 
Woolwortb    F,  W.    Co,     (See  MarkowltB.  Oscar,  assignor  1 
Work,  Ernest  W..  Toronto.  Ontario,  Canada.     Relief  valve. 
2,013,372  ;   Sept,   3 


Wright,  Orville  C,  St.  I^oula,  Mo,     Fluid  preasnre  control. 

2.013,428  ;  Sept,  3. 
Zeldler,   Harold   O.,   BronxvUle,   N,   Y.,  assignor  to   Charles 

E.  Hamilton,  8r..  New  York.  N    Y,     Stripper  for  laundry 

rollers.     2,012.982;   Sept     3 
Zeiss,  Carl,      i  See  Meyer,   Frani,  assignor.) 
Zimmerman,    Herman    W  ,    assUnor    to    Automoti^  Mftla- 

tenance    Machinery    (d,    Chicago,    111,      Connectlll£  fOd 

alignment  gauge.      2.ni3  37,}  ;   s»'Pt,  8. 

Zimmerman,  Herman  W.,  assignor  to  Automotive  Main- 
tenance Machinery  Co.,  Chicago,  111.  Connecting  rod 
alignment  gauge,     2.013.374  ;  Sept.  3. 

Zipper.  Walter,  Vienna.  Austria.  Powder  box.  2,013,197; 
Sept,   3. 

Zworykln,  Vladimir  K  ,  Colllngswood,  N.  J.,  assignor,  by 
mesne  assignments,  to  Radio  Corpormtion  of  America, 
New  York.  N.  Y,     Indicating  device.    2,018,694  ;  Sept.  8 


LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  3d  DAY  OF  SEPTEMBER,  1935 

NoT»— Arranged  in  accordance  with  the  flrfit  Blgnificant  character  or  word  of  the  name  (In  accordance  with  city  and 
iw*».     aiia  f  telephone  directory  practice). 


Brake   mechanlBin.    Hydraulic. 

19,687  ;   Sept.  3. 
Food    piS  paring    and    delivery    machine 

19,685 ;  Sept.  3.  ,      „    ,    tt.    .,     ,i* 

Joint  for  rotary  drills,  Tool.     F.  J.  Hlnderllter 

Sept.    3. 


B.   Dick   and   S.    Schnell. 

H.    B.    Brand. 

19.690  ; 


J.    K.    Darby. 


Plant   and    apparatus   for   making   paper. 

19.686 ;  Sept.  3.  „     „     .    „ 

Radlooonden^er.     F.  G.  Freese.     19.688  ;  Sept.  3. 

Shingle  machine.     N.  P.  Harshberger,     19.689  ;  Sept.  3. 

Valve  operating  mechanism  for  tank  vehicles.     J.  A.  Jen- 
sen.    19.691  ;  Sept.  3. 


LIST  OF  DESIGN  INVENTIONS 


Bicycle.     J.  R.  Morgan.     96,772  ;  Sept.  3. 

Blouse.     H.  GlaHer.     96.741  ;  Sept.  3. 

Blouse.     I.   Krauns.     96,765  ;  Sept.  3. 

Bottle.     S.  de  Vaulchler.     96.72H-9  ;  Sept.  3. 

Bottle.     M.  Sanders.  Jr.     96,779-80;  Sept.  3. 

Box.     F.  S.  Reynault.     96.777  ;  Sept.  3.      ,„„„,- 

Box  or  similar  container.     E.  Sloan      »fi.782  :  ^^V^-^         . 

Brasslfere  and  skirt.  Combination.     W.  H.  Delches.    96.727  , 

BrStS*fo^r  dental  plates.      V    Hellonen      96  749  ;   Sept.    3. 
Cabinet.  Dental.     ^.   M.  McDonald.     9«-7'l  :  Sept    3. 
Cabinet.  Kitchen.      H.   J.   Stentlford      96..85  ;   Sept.   3. 
Cap     Container.      J.    Kronman.      96.760,    »ept.    ». 
Clock.     S.  Yoshlda.     96.794  :  Sept.  3. 

Comb      A    Wewetzer.     96,792 ;  Sept.  3.  ^  „ 

cSp    •  V    Broomhall   and    H.    A.    femlth.      96.722  ;    Sept.    3. 
Curtain  fabric.     F.  Gentner.     96.':^8-9 ;  Sept    3. 
Dental  unit.     O.  H.,  and  A    F.   Pleper.     96^75  ;  Sept.  3 
Dish.    Combined    mint    and    nut.      R.    L.    Gerth.      96.740, 

Sept.  3. 
Doll.     E.  B.  Ley.     96,769  :  Sept.  3. 
Emblem    for    articles    of    appareL 

Gar!l?ent.'  Chllds.      M.    N.    Shaffer. 

Hair   drying  apparatus.      8    Vf^n*- .    „ 

Hand  bag.     I.  Lending.     96.767  ;  Sept.  3. 

HliTK"    for    toilet    seats    and    covers.      V.    W.    Campbell. 

Moxdrlr  slmllar^artlcle.  Envelope.    E.  F.  Dorset.    90.730  ; 

H(?pot^older.     H.   I.   Snyder      96.783 ;   Sent.   3 
wheol      J    H    Hunt  and  H.  J.   Horn.     96,754  ;  Sept.  6. 
KnlTe  or  -imilirartrcle.^   M.  Bernstein      96  720  ;  Sept.  3. 
I^dy-8   hand   bag.      R    Courtine.      9«  <  25  .Sept.    3. 
Mat.  PaneL     W.  J.   Adams.  Jr.     96.  .17  :   Sept^  3. 
Mold  for  ice  cream  confection.     B.  E.  Heggy.  H.  G.  Smith. 

and  R.  J.  Schott.     96,748  ?  Sept.  3 
Necktie   rack.     A.   C.  Grunwald.      96,745  ;   Sept.   3. 


C.    Emmey.      96,732; 

96.781  ;    Sept.    8. 
96.744;    Sept.   3. 


Sept.   3. 

3. 

3. 

Sept.  3. 

90.735;  Sept.  3. 

Sept.   3. 


Opener,  Can.     O.  N.  Wlswell.     96.793;  Sept.  3. 
Pedestal  lamp.     J.  J.  Kennedy.     96,763;  Sept.  3 
I'hvsicians    examining   table.      H.    J.    Kalter.      96.758-9: 

Piano  case.     G.  C.  Kavanagh.     96.761-2  ;  Sept.  8. 

Picture  frame.     A.  Golden.     96.742-3:  Sept.  3. 

Popper,  Electric  corn.     S.  A.  Piatt.     96.776  ;  Sept.  3. 

PurPe.     D.  Lewis.     96.768  :  Sept.  3. 

Radlocnhlnet.      A.    G.    Hoffman.      96.(50; 

Range  base.     D.  L.  Hadley.     96,747  :  Sept. 

Range,  Uas.     D.  L.  Hadley.     96.746:  Sept. 

Refreshment  stand.     M.  Cucclo.     96^726; 

Ring  or  similar  article.  Finger.     B.  Fain. 

Sadiron  casing.     R.  I.  Huffman.     96.752; 

Shoe.     S.  Epstein.     96.73.S^  ;  Sept.  3. 

Shoe.     J.  Flahman.     96  736  :  Sept.  3. 

Shoe.     M.  Horn.     96.751  :  Sent.  3. 

Shoe.    W.  H.  Mortimer.     96.773  ;  Sept.  3. 

Shoe  or  similar  article.     L.  Audlno.     96.719  ;  Sept.  8. 

Shoe  or  similar  article.      J,  Sofranskv.     96.784;   Sept.   3. 

Shoe  or  similar  article.     8,  Troy.     96.787  ;   Sept.  3. 

Shoe  sole.     F.  Berensteln.     96.721  ;  Sept.  3.  „     ,    , 

Storage  battery  case.     A.  R.  Karnosh.     96,760 ;  Sept.  i. 

Suit.  Snow.     D.   Itkln.     96.7.'>5  ;  Sept.  3. 

Sweeper.   Carpet.      R.   C.    Kadow.      96.756;    Sept.    3. 

Tablecloth.     M.  Caplan.     96.724  ;  Sept.  3. 

Tassel  for  pull  cords.     H.  K.  Lorentien. 

Tire.     C.Samson.     96.778 :  Sept.  3.  „     ^    „ 

Toaster  casing.     A.   S.  Knapp.     96.764  ;  Sopt^_3. 

Trav  or  similar  article.  Ash.     W.  Nuxum. 

Treatment  chair.     H.  J,  Kalter.     9H.757  ; 

Tumbler.  Glass.     G.  Doughert.v      96.731  : 

Tumbler,  Glass.     J.  G.  Funfrock.     96.<3(  :  Sept.  3.^ 

Washing    machine    casing.      G.    W.    Walker.      96. 1 88-91 

Wheel.     J  H.  Hunt.     96.753  ;  Sept.  3. 
Wheel.     C.  R.  Stougb,     96  786  :  Sent.  3. 
Wreath.     L.  Alter.     96.718  ;  Sept.  3. 


96,770;  Sept.  3. 


96.774  . 
Sept.  3. 
Sept.  8 


Sept.  3. 


458  O.  G.— 146 


xxix 


LIST  OF  INVENTIONS 


XXXI 


LIST  OF  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  3d  DAY  OF  SEPTEMBER,  1935 

X«TK. — Arranj^ed  in  accorilaiice  with  the  first  siuulftcant  c^a^a(•t*•r  or  word  of  the  uame  (In  accordance  with  city  and 

telephone  dlrectoiy  praitiee). 


Abradant.      O.    Kranileln   and   R.    K.   MUller.      2.013.490; 

Sept.  3. 
Acetyl  choline  ac«tate.    J.  K.  Cllne.     2.013,536  ;  Sept.  8. 
Acid    condensation    product    and    making    same,    Lresyllc. 

I.    J.    Novak.      2,013.523 ;    Sept.   3. 
Acid,    iniriflcation    of    lactic.      1.    L.    Haag.       2.013,096: 

Sept.  3. 
Add.  Purification  of  lactic.     A.  D.  Macallum.     2,013.104  ; 

Sept.  3. 
Acids.     Production     of     carboxyllc.       G.     B.     Carpenter. 

2.013,338:  Sept.  3. 
Adjustable  stn>ke  pre».s.      W.   Klocke.     2.013.468  ;  Sept.   3. 
.\djustable  wrench.     J.  Pehrsson.     2.013,06,"» ;  Sfpt.  3. 
Air  brake.     C.  A.  Campbell.     2.013.031  ;   Sept.  3. 
Air  brake.     W.  E.  Vergan.     2.013.014  ;  Sept.  3. 
Air  cleaner  for  Internal  combustion  engines.    C.  W.  Hagar. 

2.012.9G2  ;   Sept.  3. 
.\ir    comprestsing    apparatus.       N.     E.     Dell.       2.013,236; 

Sept.   3. 
Air  filter.     L.  L.  DolllnRer.     2.013.038 ;  Sept.  3. 
Air  motor.     E.  8.  Cornell.  Jr.     2.013,087  :  Sept.  3. 
.Mr  washer  and  sterilizer.     G.  F.  Llnde.     2.013.518  ;  Sept.  3. 
Alarm,  Fire.     G.  W.  Jones.     2.013.466:  Sept.  3. 
.\liphatic  halides,  Fluoratlon  of.     A.  L.  Henne.     2,013.050; 

Sept.  o. 
Aliphatic  halo-flnoro  compounds.  Preparation  of.     T.  Mldg- 

ley.  Jr..  and  .V.  L.  Hpnne.     2.013,062:   Sept.  3. 
Alkall-metal    formaldehyde   nulphoxvlate.   Making. 

Blnns.      2.0i:?.l25;    Sept.   3. 
Alkaline    earth     sulphates.    Decolorlxing.       H.     S. 

2.0i:j,401  :  Sept.  3. 
Alloy.     II.  J.  M(Fadgen.  Sr.     2,012,966:  Sept.  3. 
Alloy.  Lead.     R.  H.  Cantteld.     2,0i:i.487  ;  Sept.  3. 
.Vlluy  steel.      W.  Crafts.     2.013.137;   Sept.  3. 
Amides,  Production  <  f  carboxyllc.     W.  Reppe  and  E 

ner.      2.013,108;    Sept.    3. 
.\mlne8.  Production  of  aromatic.    G.  F.  Horsley.    2,013,052 

Sept.  3 
Amino  phenol  and   process.   Purified. 

2.ni:{,;^94  ;  Sept.  3. 
.Vmplification      cuntnd.      Automatic.         H. 

2.013,121  ;   Sept.  3. 
.Vmplifler.  High  frequency.     E.  A.  Beane  and  E.  F.  Andrews. 

2,013.430:  Sept.  3. 
.\rticle»    which    must    have    a    re<lueed 

K.  Carlos.     2.013.600  :   Sept.  3. 
-Articulated  Joint.     A.  Wailnre.     2.0i:^..'i4rt  ;  Sept.  3. 
.\rvlamlnn-hydroxvbenzen»-    and    preparing    if.      I>.    I.jiskn. 

O    Ilaller,  and  A.  Werdernuiiin.     2.ni3.1S2  :  Sent.  3. 
Ash   receiver.    Dustlers.      H.    L.    McConaughy.      2.013. 

Sept.    3. 
Asphalt    from   poap-containins   asphaltic   petroleum    resld 
uum.   Producing  purlfic«l.      II.   F.   .Vngstadt. 
Sept.    3. 
.attachment  for  display  signs  on  a  spare  tire. 

R.   I^ncelot.     2.01.{,000;  Sept.  3. 
.\ttachment   plug   receptacle.      .\.    C.   (Jaynor. 

Sept.    3, 
.attachment  to  a  hair  ciipp«'r.     V. 

Sept.    3. 
Attrition  mill.     D.  B.  Mcl.auirhlin. 
.Vutomatic  valve.     W.  A.  Mcl^enn. 
.Vzo    lake   and    pigment.      \V.    N. 

2,013.100:  Sept.  3. 
Backfiller  mechanl-sm.     A.  J.  Penote. 
Bae  :  See — 

Knapsack  water  bag. 
Bag  with  bridging  strip.  Carry.     G.  W.  Poppe.     2,013,287  : 

Sept.    3. 
Bass.    .Apparatus    for    and    method    of   making    multlwali. 

W.  X.  Baker.     2,01.3.086  :  Sept.  3. 
Balancer  for  radio  direction  finders.  Inductive.     J.  A.  Proc- 
tor.    2,013,107  ;  Sept.  3. 
Battery  :   tiee — 

Storage  battery. 
Battery    charging    system. 

2.01.3,618:  Sept.  3. 
Battery  lighting  system.     A. 
Beading,    moldlnz,    and    the 

2,013.598  :  Sept.  3. 
Bearing  cage.  Sectional.     J.  B.  Baker.     2.013,123  ;  Sept.  3. 
Beer  tap  cone.     F.  Schlesser.     2.013.509;   Sept.  3. 
Belt    for  garments  and   the  like  articles.      H.    R.   Harris. 

2,013,347  :  Sept.  3. 
Beverage     vending     device.      J.     L.     Kellogg.      2.013,633; 

Sept.    3. 
Beverages.   Apptiratus  for  and  method  of  dispensing  car- 
bonated.    D.  C.  Seltz.     2.013.425:  Sept.  3. 
Binder,  Loose  leaf.     J.  C.  Dawson.     2  013.552  ;  Sept.  3. 
Binder,  Snap  ring  loose  leaf.     A.  W.  McClnre.     2,013,416; 
Sept.    3. 

XXX 


F.    W. 
Booth. 


Keyss- 


A.    V.   Tolstcouhov. 


A.      Wheeler. 


tendency    to    rust 


.498 

resld 
2,013,619 

Removable. 


2,013,142; 

L.  Malcev.     2.013.279; 

2.013.246  ;  Sept.  3. 
2.013.316:  Sept.  3. 
Headley    and    A.    Slegel. 

2,013,170;   Sept.  3. 


Storage.      J.    L.    Woodbridge. 


N.  Smith.     2,013,080 
like.    Finishing.      A. 


Sept.  3 
Brooke. 


Bit  head.     J.  H.   Howard  and  A.  C.  CatUnd.     2,013.848  ; 

Sept.    3. 
Blank  feeding  mechanism  for  extruding  machines.     H.  D. 

Slmklns  and   O.    P.   DeLoe.      2.013,426:   Sept.   3. 
Blanks,  .Mei^hanism  for  removing  curling  In.     E.  H.  Brun- 

ner  and  S.  A.  Wall.     2,012.953  ;  Sept.  3. 
Block  :  See — 

Cutting  machine  block. 
Boiler.     K.  Lundgren.     2.013,565  :  Sept.  3. 
Boiler  and  like  tafety  valve.     M.  W,  T.  Truner.     2,013.369  ; 

Sept.    3. 
Bolster.  Body.     J.  \.  Lamont.     2.012.999:  Sept.  3. 
Bolt,   Spring  to;:gle       H.   W.   Plelster.     2.013,503;  Sept.  3. 
Bottle    handling    machine    and    control    therefor.      W.    I. 

Gladfelter.     2,013,144  ;  Sept.  3. 
Bottle.  Nonreflllable.     S.   Lasarus.     2.013.470  :  Sept.  8. 
Bottles    and    other    articles,    Metho<l    and    apparatus    for 

packing.     K.  K.  Deeen.     2,013,555  ;  S*>pt.  3. 
Bottles  for  bottle  rln.-lnc  machine.  Device  for  feeding  or 

wlthdrawini;.      P.   L.   Cheile.      2.013,032;   Sept.   3. 
Bottles.    Making    multiple.      C.    B.    Garwood.      2.013.382  ; 

Sept.   3. 
Box  :  See — 

Packing  box.  Powder  box. 

Box     with     try     Insert.     Round     cornered.      II.     Ilernianl. 

2.013.051  ;  Sept.  3. 
Brnce  :  See — 

Bunion  brace. 
Bracket  :  Ste — 

Curtain  roller  bracket. 
Brake  :   See — 

Air  brake.  Hydraulic  brake. 

Brake  for  rotarv  spindle  machine  tools  and  the  like.     G. 

Gorton.     2.013,492  ;  Sept.  3. 

Brake  operating  mechanism   for  use  with  trailers.     C.  V. 

Clarke.     2,013.033;  Sept.  3. 
Brake  riicglng  for  railway  cars.     C.  Hnnklus.     2,018,048  ; 

Sept.    3. 
Brassiere.      \V    Rosenthal.      2.013,110;   Sept.   3. 
Briquette   machine.      R.    T.    Bowling.      2.018.026;   Sept.    3. 
Broodier    attachment    for    woo«I    heaters.      C.    J.    Ashley. 

2.013.6.38  :  S*  pt.  3. 
Bucket,    Dragline.      W.    A     I^ce.      2.013.276;    Sept.    8. 
Building  construction.     C.   .1     Fox       2,013,(»43  ;   Sept.  3. 
Building    construction.       M.     W.     Thompson.       2.018..367  ; 

Sept.    3. 
Builalng  mate'lal  and  ninkini:  the  same.     L.  Kirschhrnun. 

2.013.349;  Sept.  3. 

Building  material  and  method  of  an<l  apimratus  for  nink- 

iiig   same.      A.   Anderson       2.013.332:    .Sept.   3. 
Bullet  stop.     A.  D.  Caswell.      2.013,133:   Sept.   3. 
Bunion  brace.     A.  L.  S<henk.     2.013,068;  Sept.  3. 
Hurglarproof  window  t-cn-en.     J.  B.  Bollinger.     2,013.024  : 

Sept.    3.  r 

Burner :  See — 

(Ml  burner. 
Button.  Detachable.      S    H    Tate."  2.013.256:   Sept.   3. 
Button     winding     machine.       C.     J.     Sibbnld.       2.013.449 : 

Sept.    3. 
Cabinet.    Ironing  maddne.      W.   A.   Papworth.      2.013.421  ; 

Sept.   3. 
'    Cabinet.    Sectional    automatic    display.      J.    A.    Mlchaud. 
!        2.013.284;  Sept.  8. 

Camera.  Binocular.     E.  S.  Porter.     2.013.288  ;  Sent.  8. 
Can    bodv    testing    machine.       W.    Cameron.      2,013.402 ; 

Sept.    i. 
Can    casine    machine.     L.    W.    Hills    and    H.    W.    Clark. 

2.013.408;  Sept.  3. 
Can  opening  machine.     W.  K.  Calwt.     2,012,955  ;   Sept.  3. 
Can  tcstinic  ai)parntus.     W.  Cameron.     2.013.403  ;  Sept.  3. 
Caps,    Method    and   apparatus    tor   making   container.      M. 

Shank  and  H.  J.  Flikkle.     2,013.320;  Sept.  3._ 
Car  coupling.     W.  B    I.yon.     2,013.519  :   Sept.  3. 
Car.  Low  bottom.     H.  W.  Sanford.     2,013,583:  Sept.  3. 
Card  filing  device.     D.  E.  Hunter.     2.013.153;  Sept.  3. 
Carton.     D.M.Wilson.     2.01.3.227 :  Sept.  3. 
Carton.  Egg.     J.  P.   Hale.     2.013.606;  Sept.  3. 
Case  :  See — 

Fnilt-packing  case. 
Cellulose    ether    composition.       B.    C.    Bren.      2,013,208 ; 

Sept.    3. 
Cementltious    composition    of    matter.       L.    L.    Cailloux, 

2,013,132  ;  Sept.  3. 
Centrifugal  pump.     S.  E.  Slocum.     2.013,078  ;  Sept.  8. 
Chain  :  See — 

'Fire  cbftin 
Chain  pintle.'     U   H.  Bosnian.     2.012,947  ;  Sept.  8. 
Change-over  device,  Automatic.     H.  G.  Weiss.     2.013.021  ; 

Change  speed  gearing.     C.  R.  H.  Bonn.     2.013.126  :  Sept.  8. 


8.   B.   Seaman. 
F.  D. 
2.013.098  ; 
2,013,103; 


compounds  and  hydrog- 
Ersklne  and  A.  Slegel. 


and    a 
A.  M. 


ChMer-holding  means.  Adjustable.     R.  M.  Strickland  and 

A.  F.    Breitenstein.      2.013.462  ;   Sept.   3 
Cigarette  wrapper,   Difficultly  flammable. 

2,013,508:  Sept.  3.  ,      u  *  *. 

Circuit  breaker  and  maker.  Automatic  thermostatic. 

Sheldon.     2,013.011  ;  Sept.  3. 
Circuit,     Neutralization.       C.     W.      Hansell. 

Sept.  3.  „,    r    ..     . 

Circuit.   Short  wave  receiving.     W.   Ludenla 

Clfcult,  Translating.     H.  T.  Frlls.     2.013,140;  Sept    3 

Circuit.  Translating.     A.  G.  Jensen.     2,013.154  ;  Sept.  3. 

Cistern,  Lavatory.     A.  J.  Qurck.     2,018,149  ;  Sept.  3. 

Clamp.     F.   Farrell.     2.013.4.37  ;   Sept.   3. 

Clasp.     H.  C.  Johnson.     2.013.466 :  Sept.  3.     „„^     „     ^    „ 

Clasp  for  hair  wavers.     P.  L.  Halms.     2.013,206  ;  Sept.  3. 

Cleaner:  See — 

File  cleaner.  ,     ^     t,  i     «       omioo^. 

Cleaner    stand.    Adjustable.      J.    K.    Delano.      2.013.204  , 

Cleaning,    Method    and    apparatus    for.      K.    Stelnbacher. 
2,013,511;    Sept.   3. 

^urrln^llD  Locking  spring  clip. 

Clipper.  Power  driven  hair.     M.  Andls.     2,013  229  ;  Sept.  3. 

Clock    Electric.     L.  Hammond.     2.013,208;   Sept.  3. 

Closure.  Container.     C.  H.  Egan.     2.01.3,177;  Sept.  3. 

Closure    Container.     A.  Mitchell.     2.013  166  :  Sept.  3. 

Closure  for  containers.     D.  J.  Block.     2,012  950  ;   Sept.  3. 

Closun-s  to  bottles  and  other  containers.  Method  and  appa- 
ratus  for   applying  sealing.      H.   F.   Glunx.      2,013,304  ; 

Clutch  and  means  to  control  its  operation.  One-way  free- 
wheeling.    A.  Lazzarlnl.     2.013,413;  Sept.  3. 
Coat.     O.   F.  Welsend.     2,013,324 :  Sept.  3.  ^„    „ 

Coating  composition.  Protective.     R.  D.  Bonney  and  w.  H. 

Egge.     2  013.336 ;  Sl^pt.  3.  «  o 

Coating  for   vessels.     R.  C.  Powell.     2,013,185  ;  Sept.  3. 
Coating  llquhis  such  as  paints,  varnishes,  or  the  like.  Ap- 
plying.     U.    Stelnharf,    F.    Krati.    and    B.    Baumgratx. 
2.013,640;  Sept.  3. 
Cock.  Lubricated.     R.  Fennema.     2,013.342  :   Sept.  3 
Coffee  maker.  Electric.     J.  Petrone.     2.013  172  ;  Sept.  3. 
Colls.  Making  collcil.     R.   H.    Becbe      2  013.432  ;   Sept    3. 
Coin     controlled     apparatus.       E.     L.     Upp.       2,013, 16U  . 

Sept.   3. 
Coloring  material  comprising  a«o 
enated   rosins.   Organic.      A.   M 
2.013.090;  Sept.  3. 
Coloring    material    comprising    an    axo    compound 
petroleum  sulphonate  as  the  substratum.  Organic, 
brsklne  and  A.  Slegel.     2.013.091  ;  Sept.  3  ..  . 

Coloring  material  comprising  an  axo  compound  ana  a 
naphthenate  as  a  substratum.  Organic.  A.  M.  Ersklne. 
2.013.092;  Sept.  3. 
Coloring  material  comprising  an  azo  compound  and  natu- 
ral gnnis  and  balsams  as  a  substratum.  Organic.  W.  N, 
Headley  and  A.  Slegel.  2.013.099;  Sept.  3. 
(  oloring  material  comprising  an  azo  compound  and  oxi- 
dized rosin  as  a  substratum.  Organic.  A.  Slegel. 
2.013.074  :  Sent.  3.  ^         ^ 

Coloring  material  comprising  an  azo  c<impound  and  an 
arylated  rosin  as  the  substratum.  Organic.  A.  Slegel. 
2.613.075:  Sept.  3.  ,        .,     . , 

Coloring  material  comprising  an  axo  compound  and  chlor- 
inated rosin  as  a  substratum,  Organic.  A.  Slegel. 
2,013,076:  Sept.  3.  ,        ^     ,^ 

Coloring  material  comprising  an  azo  compound  and  nltro 
rosin  as  a  substratum.  Organic.     A.  Slegel.     2.013.077; 
Sept.  3. 
Coloring    materials    comprising    azo    compounds    and    snl- 
phonated  derivatives  of  pyrogenlc  decomposition   prod- 
ucts of   rosin.   Organic.      E.    R.   Allen,   W.   N.    Headley, 
and  A.  Sier-el.     2,013.084;  Sept.  3. 
Compact,  Medical.     L.  H.  McCalla.     2.013.281 
Composition     for     impregnating     wood.       C. 

2,012.976;  Sept.  3. 
Concrete  pump.     C.  F.  Ball.     2.012.944  ;  Sept 
Condenser :  See — 

Electrolvtlc  condenser. 
Condenser.     H.  E.  Bver.     2.013,029  :  Sept.  3. 
Conductors.  Production  of  extensible  electric, 
berg.     2,013.211  :  Sept.  3.  .        ^^ 

Conduit    and    making    same.    Saturating    fibrous. 

Miller.     2,012.968:    Sent.   3.  „«,o«,^ 

Conduits.  Coupling  electric.     H.  M.  Olmstoad.     2,013.217 

Sept.  3. 
Conduits,     Saturating    fibrous.      O.    Emberg.       2.012.961 

Sept.  3. 
Connecter  :  See — 

Electrical  connecter. 
Connectin;f    rod    alignment    gauge 

2.013.373-4  :  Sept.  3. 
Container :  See —  .,,  ,  . 

Merchandise  container.  Vacuumlzlng 

Shlppine  container.  container. 

Container      G.  J.  Acker.     2.012.942:    Sept.  3 
Container.     F.  H.  Tendon.     2,013.243  :   Sept.  S. 
Container.     W.  H.  Slemon.     2,013.392  ;  Sept.  3 
Container  and  closure  therefor,  Collapsible.     R.  ^^ 

man.     2,013.527  :  Sept    3. 
Container  and  package  for  matches  and  the  like. 

Colgate      2,013.434  ;  Sept.   3. 
ContaiSercloiure:     A.  H.  Warth.     2,013.119  ;  Sept 


B.  A.  Wilklns.     2.013.325-7  ; 


:  Sept.  8. 
Schmlttutz. 


K.  Herken- 


S.    P. 


11.     W.    Zimmerman. 


and    sealing 


Sher- 


W.  H. 


Container  for  beer,  Storage. 

CoStKi.^mpllflcatlon.     K,  C.  Black.^  2.013.297  ;  Sept    8. 
Control  arrangement.     E.  Dobler,  F.  Schulz,  and  L.  Holm. 

Control' for' l)ean  cutters,  Power  driven.     E.  M.  Sdarlnl. 

2.013.191  ;  Sept.  3.  ,..    „    ^,^     ,        oniQA-in. 

Control   for  heating  systems.     NV .   B.   Stark.     _,uid.40U , 

Controller  for  internal  combustion  engine  starters.  Auto- 
matic.    G.  B.  Sayre.     -'.013.189  ;  Sept    3 
Conveying  meciianlsm.      11.  S.  Johns.     2,013.242;  Sept.  3. 
Cooking  device.     B.  Bordfts.     2,013  337  ;  Sept    3 
Cooking  device.  Electric.     H    B.  Falk      2,013,205  ;  Sept    3 
Copyholder,     Adjustable.       H.     I.     Richards.       2,013.253, 

Cores  from  the  side  wall  of  well  bores.  Apparatus  for 
extracting.     C.  E.  Burt.     2,013,457  ;   Sept.  3. 

Corner  and  building  construction.  B.  H.  Roberts,  and 
E.   L.  Chamberlain.      2  013,317;  Sept    3  o  mi  ion- 

Corset.     C.  H.   Schopbach  and  W.  G.   Weber.     2,013.190, 

Coun'ter    display    rack.       W.    F.    J.    Anderl.      2.013,085; 

Sept.  3. 
Coupling  :  ^^ee — 

CoupHii^g."^C°0.  Merrill.  2,013.283 :  Sept  3  ^  ^  ^  „ 
Sling  device.  Draft.  R.  A.  Grant  2  pi3  383  .^SeDt.  3. 
Coupling  for  sparking  plugs.     A.  H.  R.  ledden.     -.013.381  . 

Co?p'^injS',    Device    for    heating    hose.      T.    R.    Pavelsky. 

2.013,315 ;  Sept.  3.  ^,  *      ,7     *     v^iw 

Coupon   book.   Multiple  monthly   pa- ment.     E.   A.    Kelly. 

2.018,612  ;  Sept.  3. 
Cover :  See — 

Journal  box  cover.  tx  »    i    vo»^ 

Covering    and    manufacturing   the    same.    Decorated    hard 

surface      J    C.  McCarthy.     2.013.472  ;  Sept.  3. 
Crankshaft.      J.    Duscvolr       2.013  039  :    Sept.    3 
rrate,    lacking.       J.    J.    Henze.      2^  1  ^r^^  '    Sept.    3. 
Crate.   Shipping.      J.  J.    Henze.      2.01.U51  ;   Sept.   3. 
Crayon,     G.  Meister.     2.013,417  ;  Sept.  3. 
Cross  stitch  mechanism.  Hluh  speed.     J.  P.  Weis  and  A.  H. 

WelB.     2.013.019;  Sept    3.  oni-tr-^Q-  <;ent    3 

Cultivator.  Trador.     G.  Geraldson.     2  013,629  .  Sept    3. 
Current    circuit    interrupter.    Alternating.      J.    11.    »tarr. 

Curti^inl-oUer'^bKcket.  W,  O'Connor  2.013  5(H) ;  SepL  3. 
Cushion.  Convertible.  W.  V.  Stonehill.  2.013.481  .  Sept.  3. 
Cutting  machine  block.  G.  B.  Britton  2,013  S.-iO;  Sept.  3. 
Cylinder  head.  E.  G.  Fahlman  2.013.027  .  R'-P^.  J;  .^^^ 
Decorative     device.       W.     A.     Bary     and     N.     Skldelsky. 

Den?a\^'flo?s' alfpllcilor.     V.  C.  Getz.     2,013.143;  Sept.  3. 

I>enture.    J.  J.  Tldd.     2.013,295  ;  Sept.  3.  .  „..,„„„ 

Depositing  device  for  meat  and  sausage  slicing  machines 

with    rotary    circular    knives.    Automatic.      J.    Kallos. 

De^sS.^^afad^l'    letters,    and    the    like.     Produdng 

oalnted      A.  E.  Vaughn.     2.013.194  ;  Sept.  3. 
I^esktop      II    P.     Nordmark.     2.013..'»42 ;  Sept.  3. 
I >etergent  composition.     C.  Dunbar.     2  01 3,-^00  ;  Sept.  3 
Device    for    finger    nails.      E.    C.    Rohrbadi.      2.013,290, 

Sept.  3. 
Dial  indicator.     J.  G.  Slsson      2.013.176:  ^pt    3. 
Diaphragm.  Automatic.     O.  Rlszdorfer.  2,013,362,  Sept    3. 
Dlazoulum  compounds  from  4-aminotliaryIamIne8,  1  repar- 

Ins.     W.Koch.     2,013.180 ;  Sept.  3.  ^     rr    c    wh 

Discharge   device   for  use  with   conveyers.      G.   T.   ^mltn. 

2,013,292  ;  Sept.  3. 
Dispenser  :  See — 

Sugar  dispenser.  „  „  ,„     o.     jo 

Dispenser.     O.  N.  Wlswell      2.013,328  ;  Sepf    3. 
Dispensing  tube.      C.    M.   r>avenport       2  01.^,376 .    Sept.    3. 
Display  apparatus.     I-  T.Wood      2,013.395;  Sept.  3. 
I  dsplay  card.  Neckwear.     O.  Markowitz     2.013.54  0  :  Sept.  3. 
DlsnlaV  device.     W.  W.  Naramore.     2.01S.2.S6 ;  Sept.  3. 
iSlayrack.     J.  E.  Bales.  2.012.983  :  Sept    3 
Distribution  svstem   for  shoe  factories.      M.  U.   rrost   ana 

P.  Mattler.  ■  2.0i:i.l41:  Sept.  3 
Doll  head.     J.   A.   Manninp      2,013569 :   Sept    3. 
l>oll's  head.     S.  Kalner  and^).  Cohn.^   2X>13.0.31  .  Sept.  3. 
Doorcatch.     W.  A.  Mooney.     2.013^28.;  :  Sept    3. 
Door  construction.     K.  K.  Ivoenig.  G.  McK.  Mills,  and  W.  G. 

Hult.     2.013.412:  Sept.  3.  „     .    „ 

Door  holder.     W.F.Moore.     2.013.418  ;  Sept.  3. 
Do>r     Mechanism.     \  ehide    operated.       N.     Demosthenes. 

•'  013  490 ;  Sept.  3.  „  „ 

Draft  rigging.     D.  S.  Harrows.     2.013.429  :  Sept.  3. 
Drier.     A.  C.  McCord.     2.01.3.572  ;  Sept.  3. 
Drill :  Ser — 

Expansible    drill.  „     ..      o,.        .j  nnttn-rn. 

Drilling  apparatus,  on  wcU.     D.R.Sheridan.     2.013.070, 

Sept,  3. 
Drink  mixer.     IWl.    II.  Fontan.     2.01.3^615;   Sept.  3. 
Drum    scale.      K.    J.    von    Peln    and    E.    A.    ReuBsentehn. 

2.013.592 :  Sept.  3.  o     ^  -  a   tp     t, 

Dves  and   their  preparation.    Azo.      S.    tpffey   ana    w.   a. 

"Sexton.     2.012.991:  Sept.  3  f 

Dvestuff  and  its  production.  Azo.     N.  H.  Haddock  and  C. 

I'aine.     2,012,994  :  Sept.   3  „    ^^  oMotiM- 

Dyestuffs  of  the  oxuzlne  series.     W.   Schepsa.     2,013,069, 

K.onomlzer.     G.  P.  Jackson.     2,013..309  :  Sept.  3. 
EJedor,  Internal.     C  G.  Hawley.     2.013.607  ;  Sept.  3. 
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Elastic  tape  mount.  H.  F.  Goldsmith.  2.013,140;  Sept.  3. 
Electric  metering  system.  W.  F.  Wllm.  2.012.980:  Sept.  3. 
Electric   switch.      II.    Arnold   and    E.    Dobler.      2.012.943: 

Sept.  3. 
Ele<tric  switch.      J.   P.  Avery.      2.013.532  :   Sept.   3. 
Electrical  connecter.     C.  W.  Putman.     2.013,423  :  Sept.  3. 
Electrical  disconnecting  device.     R.  E.  Schwarr   2.013.507  ; 

Sept.  3. 
>,  Elwtroly.ic     condenser.       J.     E.     LUienfeld.       2.013.564: 

Sept.  3. 
Electron    discharge    device.      S.    Q.    Franti.      2.013,093; 

Sept.  3. 
Electron   discharge   device  and    improved  anode    therefor. 

W.  G.  Moran.     2.013.419:  Sept.  3. 
Electrons.  Controlling  the  flow  of.     S.  G.  Frantx.  2,013.004  ; 

Sept.  3. 
Elevator:   See — 

Grain  elevator. 
Elevator.     A.   II.   Beal  and   J.   A.   Uardcastle.     2.013.621  ; 

Sept.  3. 
Eliminator.    Shock.      O.    V.    Mechler    and    W.    W.    Toxey. 

2  01,-i,:?56;  Sept.  3. 
EniLalmin";  dead  bodies.     H.  I.  Jones  and  R.  L.  St.  Pierre. 

2,01.3.156    :Sept.  3. 
Emhossini;   press.      A.    Lewis.      2.013,060 :    Sept.    3. 
Hn-lne.     L.  P.  Kalb.     2.013,157;  Sept.  3. 
Kngine.     A.  J.  Meyer.     2.013.16.'?-4  :  Sept.  3. 
Ensin   s.  Rotational  reversal  of  Dle.sel  and  the  like.     E   V 

Paxman.     2.013,580  :  Sept.  3. 
En-'ine    receiving    liquid    fuel.    Internal    combustion.      N. 

Obram.     2.013,006  ;  Sept.  3. 
Encine    starter    control.       C.     E.     Furgason.       2,013,23.S 

Sept.  3. 
Ester  of  dihydrlc  and  polyhydrlc  alcohols.     L.  Rosenstein 

and  W.  J.  Hund.     2,013.318:  Sept.  3. 
Esters.  Preparation  of.     P.  K.  Frolfch.     2  012.993:  Sep     3 
Evaporator.     W.  D.  Collins.     2  013,134;  Sept.  3. 
Kvaporntor.     D.  B.  Knight.     2.013.469;   Sept.   3. 
Evhaiist     Method  of.     J.   W.   Marden  and   G.   W.   Meister 

:.'nl.!415;  Sept.  3. 
Expansible    drill.      S.    Vanderlick.      2,013.257  :    Sept.    3 
Expansion  Joint.     A.  G    Badeer.     2.013.547;  Sept.  3. 
Explnsivo  rouiposition,  Pro<iucing  a  liquid.     J.  B.  Castner 

2012.986:  Sept.  3. 
Eje  shield  for  miners.     J.  Sboskey  and  S.  Rlt£.     2,013,630 

J^ept.  3. 
Fabric  :  See — 

Floor  fabric.  Wire  fabric. 

Knitted  fabric. 
Eal.rlc  trea  in«  machine.     M.  M.  Kasanof,  D.   R.  Kasanof, 

nnd  A.  Kriegel.     2.013.632  ;  Sept.  3. 
Farsira'les    on    wood.    Manufacture    of.       H.    Kaufmanu. 

2.013,611  ;  Sept.  3. 
Fastener :  See — 

Paper  fastener.  Snap  fastener. 

Fastfii'T  for  container  covers.     W.  E.  Holler.     2,013  019: 

Sept.  3. 
Fastening  f'evice.     IT.  M.  Sipe.     2.013.071  ;  Sept.  3. 
Fastenings  betw.->en  springs  or  other  elements.     D.  S.  Bar- 
nard.    2.013,595:   Sept.  3. 
Feed.      Manufacturing     dried      stock.        D.      D.      Peebles 

2.013.476  :  Sept.  3. 
Fence  tool.     R.  Utiger.     2.013.223  ;  Sept.  3. 
Fertilizer  spreader.      F.    I^   Flamme.      2.013.1.58:   Sept.  8. 
Fiber  rubber  product.     M.   R.  Day.     2,013.553:  Sept.  3. 
Fillers,  Process  and  apparatus  for  preparing  cellulose.     J. 

P.    Foster.      2.013.042;    Sept.    .3. 

Fibrous   bodies,    Staining.      L.    W.    Wocftlford.      2.01.3,329; 

Sept.  3. 
File  cleaner.     W.  H.  Stevens.     2.013.545;   Sept.   3. 
Filling  of   truck  tanks.     P.  S.   Shield.     2.013.510;   Sept    3 
Film  transfer  illuminator.  Wet.     A.  W.  Buck.     2.012.940; 

Sept.  3. 
Filter  :  See — 

Air  filter. 
Filter.     V.  C.  Norqnist.     2,013.6.34;  Sept.  3. 
Fire     control     apparatus     for     guns.       R.     C.     Coupland. 

2,012.960:  Sept.  3. 
Fishing    bait.    Artificial.       L.    W.     Weesner.       2.013.226; 

Sept.   3. 
Flash  lieht  lamp.     J.  A.  M.  van   Liempt  and   P.   Leydens. 

2.013.371  ;   .«?ept.  3.  ^ 

Float  valve.     W.  A.  Reinhardt.     2,013.188:  Sept.  3. 
Floatini;.  bathini:.  and  swimming  device.     O.  Serafinowici. 

2.013.6.35;  Sept.  3. 
Floor  fabric.     H.  M.  Asbby.     2.013  620:  Sept.  3. 
Flc  w  operated  switch.     J.  B.  Waters.     2,013,225  ;   Sept.  3. 
Fluid    flow     regulator.      V.    V.    Veenschoten.      2.012.978; 

Sept.  3. 

Fluid    from    wells.    Producing.      C.    N.    Scott.      2,013.112; 

S  pt    3. 
Fluid  pressure  control.    O.  C.  Wright.     2.013.428:  Sept.  3. 
Fluid    pressure  test   gauge.      R.    J.    8.   Plgott.     2.013,252  ; 

.Sept.    3. 

Fluid  propeller.   K.  A.  Meyer  and  F.  A.  Ganger.   2,013,473; 

Sept    3. 
Fluorinatlon  process.     H.  W.  Daudt  and  H.  M.  Parmelee. 

2.013.035;  Sept.  3. 
Fluorine  compounds.  Production  of  organic.     W.  S.  Calcott 

and  A.  F    Benning.     2,013.030;  Sept.  3. 
Flying  machine      E    Phillips.     2,013.250;  Sept.  3. 
Food,  Cereal.     K.  I>.   Loose.     2.013.003:  Sept    3. 
Foods,  Canning.     E.  E.  Follln.     2.013.343;  Sept.  3. 
Foodstuffs,  .\pparatus  for  smoking  or  curing.    J.  Robinson. 

2,013,479;  Sept.  3. 


J.   M.  C.  Semery.     2",013,586  ; 


Foodstuffs.     Machine     for     comminuting.       G.     Satsinger. 

2,013.UU0  ;   Sept.  3. 
Forceps.  Electrical  caponising.     G.  H.  Beuoy.     2,012,937 

Sept.  3. 
Frame  :  See — 

Quilting  frame.  Truck  side  frame. 

Fraud    prevention    device.      B.    R.   Greenison.      2,013,605 

Sept.  3. 
Fruit  packing  case.     II.  Burns.     2,013.131  :  Sept.  3. 
Fuel,   Burning    fluid.      W.   Ferguson.      2.013.302;    Sept.   3 
Fuel    feed    for   internal   combustion   engines.      H.    Junkers 

2,012.998  ;  Sept.  3. 
Fuel     Motor.      J.    F.    T.    Berliner    and    R.    W.    Plummer 

2.012.945  ;  Sept.  3. 
Fuel.  Motor      W.  D.  Hoyt.     2,013,152;  Sept.  3. 
Furnace  :  See — 

Hot  air  furnace.  Rotary  furnace. 

Furring  clip.     L.    Inglee.      2.013,101  ;   Sept.   3. 
Fuse,   Plug.      G.    R.    Goodwin.      2.013,147  ;    Sept.   3. 
Fu.se  plug.     S.  Quisling.     2.01.3.289;  Sept.  3. 
(ialvanixing    containers.    Apparatus    for.       J.    W.    Hand 

2.013.047;  Sept.  3. 
Garment.     M.  M.  Downing.     2.013.486  ;  Sei  L  3. 
(iarmcnt    hanger.      F.    Key   and   E.    8.    Laud.      2,013,275 

Sept.  3. 
Garment   or  ironing  press.     J.   C.   Ledbetter.      2,013,102 

Sept.  3. 
Gas  treating  apparatus.     C.  B.  Grady.     2,013.270;  Sept.  8 
tiases.  Purification  of.    J.  O.  Melendy.     2.013,313  ;  Sept    8 
Gasoline,  Pro<lucing  a  colorless  doctor  sweet.     M   J    Welsh 

2,013.083;  Sept.  3. 
Gate.     E.  L.  Harrington.     2,013.306;  Sept.  3. 
Gauge :  *>e — 

Fluid  pressure  test  gauge.      Pressure  gauge. 
Gear  :  See — 

Valve  gear. 
Gear,  Device  for  changing. 

Sept.  3. 

Gear  shifter.  Automatic.     M.  A.  Lacey.     2,01.3,388  ;  Sept    S 
Gear   wheel    teeth,    Economizing    the   contours  of      J^   W 

Snarry.     2.013.365;  Sept.  3.  •        .        . 

<;iass  apiaratus.  Gauge.     K.  M.  Roby.     2,013.448;  Sept    3 
Glass.  Feeding.     E.  C    Stewart.     2.013,451;  Sept.  3 
Glass    holding    and    breaking    device.      C.    M.    McCarthy 

2,013.216;  Sept.  3.  '' 

Glass.    LamJjiating.      A.   W.    Hornlg.      2.013.213;    Sept.    3. 
(}las8  lay  rWler      O.  Lehrling.     2.013  614:   Sept.   3. 
Glass   sheets.    Manufacture   of.      E.    Donninl.      2  013  450  ■ 

SfDt.  3. 
Glas4  working  machine.     B.  T.  Headley  and  1).  I.  Du  Bois 

2.013.463 ;  Sept.  3.  j  u     ui». 

(Jrain  elevator.     C.  W    Prelsser.     2,013.582 ;  Sept    3 
Gravity  duplicator.      L.   W.  Wagner.      2,013,259;   Sept    3 
Grille,    Grid-type    radiator.      L.     B.     Green.      2.013  384 : 

Sept.  3. 
Grinding  machine.     M.    II.  .Vrms.     2,013,122;   Sept    3 
(;rindlng  machine.     G.  F.  Wilsey.     2.013.282;  Sept.  3 
Grii:dlng  mill.     E.  Gerafch.     2.013.179  :  Sept    3 
(?uard.  Acid.      H.  R.  Peterxon.     2.013.219  ;  Sept.  3 
Guard,  Umbilical  cord.     S   S.  Ginsburg.     2.013,269  ;  Sept   3. 
(Juide    for   hand   duplicators.      P.    H.    Mason.      2,013  571; 

Sept.  3. 

Guide  vane  and  diaphragm  construction  for  turbines      R. 

Birmann.      2,013,512;    Sept.    3. 
Gum  inhibitor.     A.  L.   Blount.     2.013.198;  Sept    3 
(Jun,  Grease.     S.  U.  Jonsson.     2.013.273;  Sept.  3 
•  Jun.  Machine.    C.  A.  I^rsson  and  P.  R.  Hlgson.   2,013,312; 

Sept.   3. 
Hair  curler.     J.  Vecchlo.     2.013,258  ;  Sept.  3. 
Hair  curling  device.      E.   F.   Lechler.      2.013.183;   Sept     3 
Hair  curling  device.     M.  Urs.     2.013,591;   Sept.   3. 
Hammer  mill.     M.   N.  Dressel.     2.013,378:   Sept    3. 
Hammer.     I'ortable     power.      J,     N.     Baker,      2,013,206; 

Sept.   3. 
Handle  :  See — 

Valve  handle. 
Hanger  :  See — 

Gaiment  hanger. 
Head  wear.     C    E    Lewis.     2.013.245;  Sept.  8 
Heat  exchanger      J.  Price      2.013.186-7  ;  Sept.  8. 
Heat       regulating      apparatus.         L.       L.       Cunningham. 

2.013,266  :  Sept.  3. 

Heater    unit    and    making    same.    Electric.      H.    E     Trent 

and    C.    L.    Whitney       2.012,977;    Sept.    8. 
Heating  device.      I.    H     Wilsev.     2.012.981;   Sept.   3 
Heating  system.     W.   K.   Simpson.     2.013.113;   Sept.  3. 
Heel  cover  trimminc  machine.     M.   H.  Ballard.  E    A    Bes- 

som.  and    N    H.    Knowlton.     2,013.022;   Sept.   3. 
Heel    finishing    machine.      H.    B.    Greenough.      2,018,046 : 

Sept.   3. 
Holder  :  See — 

Door  holder.  Watch  holder. 

Key  and  card  holder.  Tie  holder. 

Lip  stick  holder. 
Holder  for  garden  ho.se.     C.  F.  Relter.     2,013.447:  Sept.  3. 
Holrler  for  pressing  machines.  Work.     P.  A.  Heidenfelder. 

2.013.210;  Sept.  3. 
Hot  air  furnace.     F.  H.  Cornelius.     2.013.136;  Sept.  3. 
Hot     air     furnace,    Gas-flred.     J.    M.    Funk.      2,013,237  ; 

Sept.    3.  -* 

Hub   liner  for  locomotives.  Adjustable.     W.  H.  Johnston. 

2  013  493  *  Sent    3 
Hydraulic  brake.     J.   H.  Cyphers.     2.013.375;  Sept.  8. 
Hydraulic  press      T    P.   Stacy.     2,018.587  ;  Sept.  8. 
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Hydraulic  relief  valve.  E.  H.  Bildenbaugh.  2,013,232; 
Sept.    3.  ^       , 

Hydrocarbon  decomposition  and  catalyst  therefor.  F. 
Porter.     2,013,066  ;  Sept.  3. 

Hydrocarbon  distillates,  Refining  of  cracked.  W.  L.  Bene- 
dict  and    C.    Wirth.   3d,      2.013.400;    Sept.    3. 

Hydrocarbons,  Method  and  apparatus  for  converting. 
M.  W.  Colony.     2.012,959:  Sept.  3. 

Hvdrocarbons.  Nitration  of  aromatic.  J.  B.  Castner. 
2,012.985;  Sept.  3. 

Hydrolyzing  process,  Continuous.  K.  E.  Stuart. 
2,013,453 ;  Sept.  8.  „  „ 

Ifie  cream  apparatus.     W.   W.  Parker.     2.013,501  ;  Sept.  3. 

Ignition  cutoff  which  o|>erate8  when  oiling  system  ceases 
to  function.  Automatic.  A.  Thlbault.  2,013,294 ; 
Sept.    3. 

Indicating  device.     V.  K.  Zworykln.     2,013,594  ;  Sept.  3. 

Indicating  device  for  displaying  variable  Information. 
N.  Sandor.     2.013,500;  Sept.  3. 

Indicator:  See — 
Dial  indicator. 

Ink.      A.    Schubert.      2.013.291;    Sept.    3. 

Insectlcldal  or  fungicidal  material.  Apparatus  for  apply- 
ing.  •W.  B.  Parker.     2.012.973:  Sept.  3. 

Internal  combu.stlon  engine.     E.  P.  Llttlefield.     2,013,541  ; 

Iron  or  Kteel  articles.  Coating.     A.  C.  Simmons.   2,013,364  ; 

Ironing    board    attachment.     M..    M.     Tysoe.      2,013,483; 

^'Internal  combustion   engine.     F.   B.   Stearns.     2,013,366; 

J ar.*^ Adjustable  roUry.     G.  W.  Bowen.    2.013,127  ;  Sept.  3. 
Joint  :  See —  .^.       ^  ,   ^ 

Articulated   Joint.  Pipe  Joint. 

Expansion  joint.  Rail  joint.     „      _      „    ,^. 

Joint     fitting     lor     sun  rumbrella     poles.     T.     S.     Smitn. 

Joitit    structure.    Expansion.       H.    E.     Ward.       2,013,196: 

Journal  box  cover.     E.  R.  Vlbere.     2,013.224  ;  Sept.  3. 
Key     and     card     holder.     Combination.      A.     L.     Branch. 

9  ftl  ^  027  *   S<*Dt    3 
Knapsack      water"     bag.      W.      B.      Osborne.      2,013,358: 

KniVe.    Electrical    caponlr-ing.    G.    H.    Beuby.    2,012,938; 

Knitfeil   fabric.     V.   Iximbardl.      2,013.161  :   Sept.  3. 
Knitting    machine.      J.    Wachsman.      2.013.629 ;    Sept.    3. 
Lactates.    Deodorlzatlon    of.       C.    A.    Vana.      2,013.082; 

Sept.  3. 
I..amp  :   See — 

lantern.  Multiple  bulb  elect  Ic.     J.  IT.  Easley.     2.013,380; 
LnstPng  machine.     H.  Lane  and  H.  H.  Dyson.     2,013,067  ; 

Lath  and  wall  cnnstructlnn  embodying  fame.  S.  A.  Swan- 
son.     2.013.2.'i5 ;  Sept.  3.  ^       r        ^ 

I.*utering  apparatus  lor  brewing.  C.  L.  Kenney. 
2.013.444  :  Sept.  3. 

Lead  carbonate.  Making.  A.  Applegate.  2,018,631  ; 
Sept.  3. 

Leads,  Making  writing  pencil.  E.  Schwanhausser. 
2.013.584 :  Sept.  3.  „  „ 

Light  sensitive  device.     H.  H.  Friend.     2.013.095  ;  Sept.  3. 

Lighting  system  for  vehicles.  Electrically  operated. 
B.  S.  T.  Frlls.     2.013.044  ;  Sept.  3. 

Liner  for  containers.     B.  Rous.     2.013.175  ;  Sept    3. 

Linings,  Appaatus  for  fastening  Inner.  M.  H.  Ferris. 
2.013.405  ;  Sept.  3. 

Lip  stick  holder.     S    O.  Hickox.     2.013.308;   Sept.   3. 

Liquid  dispensing  apparrffus.     J.  P.  Hubbell.      2.013,464; 

Liquids  siich  as  points,  varnishes  or  the  like.  Apparatus  for 

tprnvlnc.      H.   Steinhart.   F.    Kratz  and    E.   Baumgratz. 

2.01.3.639  :  Sept.  3. 
r^ck.     E.  N.  Jacold.     2,012.996:  Sept.  3. 
Lock  strike.  Adjustable.     F.  K.  Goetz.     2.013,145  ;  Sept.  3. 
Locking   device.    Latch.      W.    J.    Kerwin,    Jr.      2,013,056; 

Sept.  3. 
TxM-klng  spring  clip.     D.  I.  Relter.     2.013.446;  Sept.  8. 
Ix>om  atlocbment.      L.   Sturm.     2.013. .^SS:   Sept.   3. 
Loom   for  weaving.     R.   Rossman.     2.013.505;   Sept.   3. 
Lub  Icatlni;  svstem.     E.  C.    Read.     2.013.478;   Sept.  3. 
Lubricating  system.     H.  E.  Wellcome.     2.013.120  :  Sept.  3. 
Machine  for  testing  lasts.     G.  Clauslnsr.    2.013.458  :  Sept.  3. 
Machine  for  unloailing  cotton  feed  and  other  commodities. 

n.  and  J.   E    Phelps.     2.013.477:   Sept.  3. 
Machine    for    washing   and    blanchlnc    spinach    and    other 

vegetables.      R.   A.    Mills.      2.013.522;   Sept.   3. 
Matineslum    chloride    from    calcium    chloride,    Producing. 

B.     O.     Barstow.  8.     B.     Heath     and     F.     R.     Mlnger. 

2,013,834  :  Sept.  8. 
Magneto.      L.  Beeh  and  J.  F.  Martin.     2,013,3.35:  Sept.  3. 
Marker.  Grave.     H.  T.  Debs.     2.013,377:   Sept.  3. 
Marker,  Inlay  paving.     C.  H.  Glbbs.     2.013,406:  Sept.  8. 
Marker,    Slip    form    paving.      C.    H.    Glbbs.      2,013,407; 

Sept.  3. 
Marking  device.     F.  C.  Choate.     2.012,990;  Sept.  3. 
Mas''inc      apparatus      for      brewing.        C.      L.      Kenney. 

2.013.445  :  Sept.  3. 
Mat,   Artifl.ial  grass      M.  E.  Gottlieb.     2.013,148:  Sept.  3. 
Match-holding   attachment    for   cigarette  containers.      W, 

K.   Collette.     2.013,551  ;   Sept.  3. 


Material,  dating.     C.  D.  Knowlton.     2,013,056;  Sept.  3. 

Material  handling  and  preparation  unit.  W.  E.  Phillips 
and  W.  W.   Sayers.     2,013,502;  Sept.    3. 

Materiel,  Method  and  apparatus  for  manipulating  stretch- 
able  sheet.      F.   D.   Fowler.      2,013.344 ;   Sept.   3. 

Material,  Method  and  apparatus  for  processing.  C.  W. 
Vogt.     2.013.016;  Sept.  3. 

.Material,  Method  and  apparatus  for  processing.  C.  W. 
Vogt.      2.013,018;    Sept.  3. 

-Material,  Solidifying.  R.  R.  Bottoms  and  W.  R.  Wood. 
2,013,025  ;   Sept.   3. 

Material  transfer  apparatus.  E.  W.  Langenberg. 
2,013,215  :  Sept.  3. 

Materials,    Cooling   packaged.      C.   G.    Buder.      2,013,264  ; 

Sept.  3. 
Matrix,  Photog-aphic.     L.  T.  Troland.     2.013,116;  Sept  8. 
Measuring  device.      F.   Meyer.     2.013.165 ;   Sept.  3. 
Measuring  device,  Collable.    F.  A.  Volz.    2.013,322  ;  Sept.  3. 
Measuring  Instrument,  EJectric.    T.  W.  Varley.    2,013,321  ; 

Sept.  3. 
Measurement   values  over  long  distance  lines.   Device   for 

the  transmission  of.     M.  Schleicher.     2,013.644  ;  Sept.  3. 
Meat  tenderer.      F.  J.  Poeppel.     2.013,504  ;  Sept.   3. 
Mechanism     for     balancing     Impellers.       S.     E.     Slocum. 

2,013,079  :  Sept.  3. 
Medicament,   Nasal.     A.  M.  Painter.      2.013,524  ;    Sept.  8. 

W.    N.    Davis    and    M.    M. 


Boston.    2,013,199  ;  Sept.  3. 
F.   Strattner.     2,013,393  r 


W.  A.  Boughton. 


Mercaptans,    Manufacturing. 

Holm.  2,013.203  ;  Sept.  3. 
Merchandise  container.  C.  W. 
Meter  testing  device.  Electric 

Sept.  3. 
Mica  product  and  making  same.  Flexible. 

2.012,948;  Sept.  3. 
Microscope.     R.   Powell.     2,013,422;   Sept.  3. 
Mill  :  See—  ^ 

Attrition  mlU.  Hammer  mill. 

Grinding  mill. 
Mixer :  See —  _         .  ^        , 

Drink  mixer  Transit  concrete  mixer 

Mixer.      M.    J.    Nafh.      2.013,247:    Sept.    3. 
Molding    unit    for    molding   artificial    dentures, 

F.  S.  Trusler.     2,013,368  ;   Sept.  3. 
Molds.    Apparatus    for    making.      J.    Luton. 

MoldR."  Making.      J.    Luton.      2,013.278;   Sept. 
Motor :  See — 

Air  motor. 
Motor  and  making  the  same, 

2,013,397  :   Sept.  3.  „       „  „„,      o     * 

Motor  controller.     C.  Stansbury.     2.013.221  ;  Sept 


Dry  heat. 
2,013,277  ; 
3. 


J.  P.  Leindorf.    2,013,058 


Oil.   In.'ectlcldal 
Oil,  Refinement 

and  C.  Wlrth 
Oiler.  Journal. 
Operating   and 

wringers.      D. 
Orifice  fitting. 


Hydraulic.     H.  E.  Balsiger. 

3. 
Motor    for    clothes    washers,     'r.    D.    Edsell.      2,013,301 ; 

Sept.  3. 
Mounting  for  bird  cage  perches. 

Sept.  3. 

Mower,   I^wn.      H.   L.    Blydenburgh.      2,013.597  ;   Sept.   3. 
Music  printing  device.     E.  Maze.     2,013.280  ;  Sept.  3. 
.Music    sheet   turner.      B.    W.    Franz.      2,012,992;    Sept.  3. 
-Nut  lock  washer.     W.  II.  Schmitt.     2.013.526:  Sent.  3. 
Nuts.  Making  castle.     H.  C.  Erdman.    2.013.460;  Sept.  3. 
Oil  burner.     C.  J.  Kessler.     2,013,274  ;  Sefit.  3. 
Oil  burner.  Blue  flame  wlcklesa.     G.  Grobard.     2,013,305  ; 

Sept.  3. 

H.  E.    Buc.     2,013.028;   Sept.  3. 
of  cracked  hydrocarbon.     W.  L.  Benedict 
3d.     2,013.399  ;  Sept.  3. 
R.  W.  Miller.     2.013.357  ;  Sept.  3. 
control    mechanism    for   washing   machine 

M.    Wenger.      2.013.261  :    Sept.    3. 
A.   Hollander,  H.  E.  Grau,  and  C.  A.  Lun- 

deen.     2.013,212;  Sept.  3.  — 

Ornamentation    and    apparatus 

2.133,339;    Sept.   3. 
Outlines  of   dcslgus.  Preparing.      A.   Schoen. 

Sept.  3. 

'Package.     J.  R.  Orton.     2,013,475;  Sept.  3. 
Packing  box.      J.   S.   Burns.      2,012,954  ;    Sept.   3. 
Pad :  See — 

Sleeping  pad. 
Paper  fastener.     A.   N.   llanna.      2,013,097  ;    Sept.   3. 
Paper   to   printing  presses.   Device  for  delivering.      D.   Q. 

Bernard.     2.013.623;  Sept.  3. 
Parachute.      I)    W.    Kennedy.     2,013.495 ;    Sept.   3. 
Parking  apparatus.     E.S.Taylor.     2,013,482  ;  Sept.  3. 
Partition   or   separator   unit.      G.   L.   Harvey.      2,013,240; 

Sept.  3. 
Perforating   machine.      R.    E.   Page.      2.013.543;    Sept.    3. 
Petroleum    dlsrlllates.   Solvent   extraction   of.      D.    F.    Ed- 
wards and  J.  V.  Starr.     2,013,040  :  Sent.   3. 
Photographic     apparatus.       O.     Rlszdorfer.       2,013,368; 

Sept.  3. 
Photographic 

2  013,159 


therefor.       R.    S.    Colley. 


2,013.010 


F.  I>ierg. 


images.  Chemically  transforming. 
Sent.  3. 
Photoplionograph.      K.   W.   Reynolds.      2.013.109;    Sept.   8. 
Picture  apparatus.  Motion.     J.   F.  Leventhal.     2,013.360; 

Sept.  3. 
Picture  machine  control.  Motion.    H.  G.  Weiss.    2,013,360  ; 

Sept.  3.*^ 
Picture.    Stereoscopic    motion.      H.    E.    Ives.      2,012,996; 

Sept.  3. 
Pigment  product.     G.  L.  Collord.     2.013,602  ;   Sept.  3. 
uTng.  Repairing  existing  wood.    J.  K.  Kershaw.    2,013,214  ; 
Sept.  3. 
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2,013.411  ;  Sept.  3. 
2,013.196:  Sept.  3. 
O.    L.    Hostetter. 


C.  H.  wmi8. 
rotary    shafts. 


2,012.963  ; 

2,013,454  •. 

J.    Blbby. 


Pin   for  die  seta.   iDterchangeable  leader.     J.   D.   Carrier. 

2.013,488  :    Sept.  3.  „  „  „  ^^„ 

Pipe  construction.  Composite.    J.  A.  Stadtfeld.     2.013.193; 

Sept.  3. 
Pipe  Joint.     W.  B.  DaroBel.      2.013.267  ;  Sept.  3. 
lM8toa.     H.  B.  Chaffin.     2.012.9.56  ;   Sept.  3. 
Plants    from    desiccation.    Protection    of.       E.    J.    Miller. 

2.013,063:    Sept.    3.  ^     .         .   ^ 

riastic.  vLscous,  or  semi-fluid  materials  from  flexible  tubes. 

Device  for  extracting.     J.  S.  Martin.     2.013.471  ;  Sept.  3. 
netting   and   computing   device.      P.    Dalton.      2,013,603 ; 

Sept.  3. 
Plug :  See — 

Kuae  plug. 
I'luro  metallic  rod.      R.   T.    Hummel 
PolishlnL'  machine.      L.   E.  Woolens. 
Potato    aiirglng    and    sorting   machine. 

•J.0 13,409  ;    Sept.   3. 
Powder  box.     W.  Zipper.     2.013.197;  Sept.  3. 
Power  plant  and  operating  same.    H.  Holzwarth. 

Sept.  3. 
I'ower   transmission.   Electric. 

S*'pt.  3.       • 
Power    transmission    through 

2.012.939  :    Sept.  3. 
Press  :  Bee — 

.Viljustable  stroke  press. 

Kiubo.s.siiif,'  press. 
Pressing  machine.     P.  Marcelllttl. 
I'ressure    control   apparatus.      J.    V 

I'ressure  flow  synchronizer.     C.  H.  Cleveland.     2.012.967  ; 

Sept.  3.  ^       ^, 

i'ressure    gauge.     Remote    indicating.      C.    A.    de    Giera. 

L'. 013. 138  ;    Sept.   3.  ,.      ,    . 

Pressure  medium,   Method  and  apparatus  for  obtaining  a. 

U.    Meininkchaus.      2.012.967:    Sept.   3.  „  ,  . 

i'res-iure   Htabllizer  for  entrapped  liquid.     R.  E.  Bechtold. 

•_'. 01 3.431  ;  Sept.  3. 
I'rintiag  machine.     W.  Depenbrock.     2.013.004  :  Sept.  3. 
Printing  mechanism.     E.  Buhler.     2.013,533;  Sept.  3. 
Printins   punch.      U.   Kiilm   and   A.   KOthner.      2.013,o40  ; 

Sept.  3. 
Projection      apparatus.        J.      EJggert     and      G.      Ileymor.- 

2.013.178:  Sept.  3. 
Propeller    shafts.    Supporting.      II.    Junkers.      2.012.997 ; 

Sept.  3. 
I'rotector    for     headlights.       N.     F.    Judah.       2,013.053; 

Sept.  3. 
Prote<-tor  for  plain  end  pipes.     \.   II.  Riney.     2.013.254  ; 

Sept.  3.  ^ 

Pulley      K.  B.  Douville.     2.013.268 ;   Sept.  3. 
Pulp.    Process  and   apparatus   for  the  reflning  of.     C.  B. 

Thorne.     2.013.115  :  Sept.  3. 
lump  :  >S'ee — 

Ontrlfugal  pump.  Concrete  pump. 

Pump.     J.  Alvaz.     2.013.484  :  Sept.  3. 
Pump.     B    M.  Baxter.      2.013.45.%;  Sept.  3. 


Garment  or  Ironing  press. 
Hydraulic  press 

2.013,0<M  ; 

Thomas. 


Sept.  3. 
2.013.222  ; 


F.    A. 


Vogt. 
R.    B. 


Wateroas 
2.013.017 


and   R.   R. 


Bryant, 
materials.  J. 
2.013.128:  Sept. 


Sept.  3. 
2.013.129  ; 

P.     Floan. 

3. 


Kaleu- 


R 


Roof  construction.   Automobile.     H.  O.  Meti.     2,013.314 

Sept.  3. 
Roofing.     L.  M.  Abraham.     2.013.380;   Sept.  3. 
RooHns.     (;.  S.   Lo:an.     2.013.002  :  Sept.  3. 
Rotary  furnace.     G.  Bruukow.     2.013.486;  Sept.  3. 
Rubber  composition  and  method  of  preserving  rubber 

I*  Semon.     2,013.319  ;  Sept.  3. 

of.      W 


Pump   and    pump   assembly 

Boyles.     2,013.260  ;  Sept.  3. 
I'umpiiiK  mechanism.     C.  W. 
I'umping   system.    Hydraulic. 

Sept.  3. 
Putting     ereen     and     other 

2.013,558;  Sept.  3. 
Quilting  frame.     E.  Broeker. 
Rack :  See — 

Counter  display  rack.  Dhplay  rack. 

Rack      H.  Vershbow  and  B.  Shivek.     2.013.118:  Sept.  3. 
Kadijitor  shell  front  and  ^uard  bar  assembly.     L.  B.  Green. 

-V0i:{.385:  Sept.  3. 
Radio  receivine  apparatus.     M.  Alden.     2.013,331  ;  Sept.  3. 
Radio  telephony  and  telegraphy.  System  of.     H.  S.  Polln. 

2.013.173:  Sept.  3. 
Rail  Joint.     G.  B.  Anderson.      2.013.228  :   Sept.  3. 
Rail  treatment  apparatus.     R.  E.  Frickey  and  A.  S. 

born.     2.013,461  :  Sept.  3. 
Razor.  Safety.     J.  Rice.     2,013,174  ;  Sept.  3. 
Receptacle :  See — 

Snap-on  .sign  receptacle. 
Record    filing     and    selecting    apparatus.      O.    Tauschek. 

2.01.'i.012  ;  Sept.  3. 
Reed  for  saxophones,  clarinets,  and  like  wind  Instruments. 

M    .Maccaferrl.     2.013,567;  Sept.  3. 
Refractory  article.     K.   E.  Buck.     2.013,625;   Sept.  3. 
Refrigerating    apparatus.       E.     Heitman.       2.013.515-16; 

Sept.  3. 
frigeratliig 

Sept.    .■?. 

Refrigerating 
Refrigerator. 
Regulation  of 


F.    Tuley. 


W. 
2.018.117  ; 


apparatus.      U.    H.    McGehee.      2.013.521  ; 

system.     W.  V.  Musto.     2.013.167:  Sept.  3. 
C.  F.  Belshaw.     2.013.263;   Sept.  3. 
the  forward  and  backward  movement  of  the 
fabric  in  looms,  Automatic.     J.   P.  Camps.     2,013,535  ; 

Sept.  3 
ReiTulator  :  S^e — 

Fluid   flow   regulator. 
Relief   valve.       K.    W.   Work.      _.,.__. 
Ileprixhicin;:   and   recording  device.    Combined.      R.  Dally. 

2.0i:{.201  :   Sept.    3. 
Resinous   products.    Manufacture  of  synthetic. 

and  W.   Wieland.     2.013,589;  Sept.  3. 
Rod  :  See — 

Pluro    metallic    rod. 
Roof  cou.struction.     0.   F.   Graebner.     2,013,462 


Temperature  regulator. 
.013.372  :  Sept.  3. 


T.   Sutter 


Sept.  3. 


A.    H.    DaTls. 

fibrous  conduits, 
3. 
2,012,970  ; 


Rubl)er.     Vulcanization 

Sept.  3. 
Sad<lle.     J.W.Brandt.     2.013.624 ;  Sept.  S. 
Saddle.     A.  J.  Under.     2.013.353  ;  Sept.  3. 
Safety   device  for  power    presses.      C.  M.  Goff  and  J.   \V . 

Brown.     2,013.441  ;   Sept.  3. 
Safety  switch.     H.  C.  Plerson.     2,018.261  ;  Sept.  3. 
Salts     from     salt     solutions.     Recovery     of.       W.     Kits. 

2.013.438:   Sept.   3.  ^    „     t^     o     . 

Sash    construction.      W.    8.    Ilamm    and    H.    D.    Sevison. 

2.013,207;  Sept.  3. 
Sash,    door,    or    store    front    constructlt)n. 

2,013.489  ;  Sept.  3. 
Saturation  of  absorbent  articles  such  as 

Continuous.     S.  P.  Miller.     2.012.069;  Sept. 
Saturation  of  ab*)rbent  conduits.    8.  P.  Miller. 

Sausages.    Apparatus   for   making   sklnleM.      L.    KarpllofT. 

2,013.610;  Sept.  3.  .^      „^.„,„« 

Scale  device.     W.  N.  Gilbert  and  W.  Gumprlch.     2.013,639  ; 

Sept.  3.  ....       * 

Scanning  for  television  purposes  and  apparatus  therefor. 

G.Gordon.     2.013.559  ;  Sept.  .3.  „„,„„„^ 

Scoop  and  the  like.  Ice  cream.     F.  R.  Chester.     2.013.265; 

Sept.  3. 
Screen  :  See —  „„    . 

Burglarproof  window      W Indow  screen. 

screen. 
Screen    Htructure.    Window.      J.    B.    Johnson.      2,013,155; 

Screwt'hread    cutting   tool.      I).    M.    Watklns.      2.013.593: 

Sept.  3. 
Seal.     J.A.Byrne.    2.013.299  ;  Sept.  3. 
Seal    Oil      W    B.  1>.  Pennlman.     2.012.974;  Sept.  3. 
Sealing   means       J.   W.   Mw  kenstock.      2.013.499:   Sept.  3. 

■         II.  S.  Brlnker  ami 


H.  .\nderson 
printing     forms 


ig 

Seals.  Method  for  pro<luclng  gastlght. 

W.  B.  Thomas.     2.012.9.->1  ;  Sept.  3 
Seals.  I'roduclng  oil.     B. 
Securing     means     for 

2.012,972  ;  Sept.  3. 

Settling     apparatus 

2.013,105  ;  Sept.  3. 
Setting    svstem     for 

Sept.  3.  > 

Sewaire  chlorlnatlon. 
Shaker,  Cocktail.     F. 


2,013,3:13 
H.     C. 


Sept.  3. 
Osborn. 


and     method, 
watches.       S. 


J.     A. 
Mathes. 


MacklUican. 
2,012,965: 


II.  J.  Pard.^.     2.013.577:  Sept.  3. 

W.  Rettenmeyer.     2.013.016:  Sept.  3. 

Shaker.  Drink.     H.  A.  Werfel.     2.013.617;  Sept    3. 

purposes.  Device  for. 


el.     2.013.341  :  Sept.  3. 
Waner.      2.013.323 : 


Sept. 
Sept. 

Sept.   3. 


3. 
3. 


Shaping  sticks  of  ()alnt  and  similar 

D.  Gamard.  2.0i:!.538  :  Sept.  3. 
Sheet  making  machine.  C.  Puulwn.  2  0}-^ ..^^^  ;  Sept.  3. 
Sheet  sorting  means.  A.  Rosenthal.  2.013.220;  Sept.  3. 
Shield.  Operatln.'   an   automotive   vehicle    antiglare.    H.    J. 

Hacker.     2.013.500 ;  Sept.   3.  „^,„,„.,      „     ,     „ 

Shingle    element.      H.    L.    I^vln.      2.013.352:    Sept     3 
Shingle  of  the  wide  spaced  type.     C.  R.  Eckert.     2,013.556; 

Sept.  3. 
Shingle  strip.      M.   W    Soarls.     2.013..391  ;  Sept.  3. 
Shipping  container.      E.  S.  Gomes.     2.013,346:  Sept.  3. 
Shock  absorbing  mechanism  for  vehicles.     J.  C.  Lumbers. 

2.013.566  :   Sept.   3. 
Shoe  an<l  making  the  same. 
Shoe    for   airfoils.    Abrasion 

Shoes,*' llastlng.     W.   E.    De-Hrfrt.      2  013.037 

Shoes.   Making.      W.    F^    De   Hart.      2.013.036 

Shovel      R.   if  Gowdery.     2,013.626;  Sept.  3. 

Siding  for  buildings.     J.  ONell.      2  013  218: 

Siding  material.     H.  I^  Levin.     2.013.3al  :  Sept    3 

siuhtlng  appliance  for  telescopic  instruments.     K.  O.  Brad 

bury.     2.013,549  :  Sept.  .3. 
Sign  base.  Sidewalk.     W.Edwards.     2,013.041  :  Sept.  8 
Signal    device,    OTer-current.      C.    B.    Hefner.    2.013.241 

Sept.  3. 
Signal  for  level  crossings.  Automatic  train. 

2,013.008  ;  Sept.  3. 
Skimmer.    Dros*.      L.    Muscat.      2.013.005:    Sept. 
Sleeping  pad.     C.  D.   Karr 
Snap  fastener.     F.  Thlele. 
Snap-on    sign    receptacle. 

Sept.  3. 
Solder.    Manufacture    of.      J. 

Sept.  3. 
Spindle.  Double  twist  twisting. 

2.013.023  :  Sept.  3. 
Spinning.     Apparatus     for    tension. 

2,012,984  ;  Sept.  3. 
spout,  Pouring.     L.   M.  Reynolds.     2.013.361;   Sept.   3. 
<prav  composition.     M.   O.   Johnson.     2.013.272:   Sept. 
Spraying  apparatus.     J.  D.  Tygart.     2.013.370;  Sept.  3. 
Sprliig  construction.  Cushion.     E.  D.  McNally.     2.013,573; 

Spring   stispenslon.    Automobile   equalizer.      H.    C.    Butler. 

2.013,599:   Sept.  3.  ^  „„,„„oo     «     .    o 

Sprinkler,  Traveling.     W.  A.  Buckner.     2.013.233;  Sept.  3. 
Spudding    assembly.      N.    C.    Ayers.      2,012,936 
Squeezer,      Collapsible     tube.        J.      Ix)vrlch 

Sept.  3. 


A.  Rlccardl. 


2  013.502  ;   Sept.  3. 
2.013.528:  Sept.  3. 
C.    T.    von 


Holtz. 


2.012.979  ; 
2.013,340 


E.    Dempsey. 
O.  Bochmann  and  W.  Lenk. 
W.     H.     Bradshaw. 


3. 


.    Sept.    3. 
2,013,389: 


Staff    mounting    device.      B.    W.    Greenhoe.      2,013,271 ; 

Sept.  3. 
Stand  :  See — 

Cleaner  stand.  .  ^«,„„,~ 

Starter.   Automatic.      H.    L.   van   Valkenburg.      2,013,013 : 

Start'lng'devlce.  Preset.     E.  E.  Opel.     2,013.420  ;  Sept.  3. 
Steam  trap.     P.  W.  Beggs.     2,013,4.33  ;  Sept.  3. 
Steam   trap.     F.  G.  Vincent.     2,013,015;  Sept.   3. 
Steel.    High    silicon    and    high    manganese.      A.    C.    Jones 

2.013.443  ;  Sept.  3. 
Steel.  Low  carbon.     G.  F.  Nelson.     2.013.249;  Sept    .3. 
Stencil    printing    apparatus.       H.    P.    Elliott.       2.013,080: 

SIlffiMier  for  shoes.  Shank.     W.  H.  Nlckerson.     2,013,168 

Stocking  and  the  like.  Knitted  elastic  surgical.     P.  Adam 

son.     2.013.396  ;  Sept.  3. 
Stoker.     P.  A.  Ketchpel.     2.013.467  ;  Sept.  3. 
Stoker.     F.  R.  Nelscm.     2.013.248  ;  Sept.   3. 
Stoker.    Locomotive.      J.    W.    Myers.      2,013,474  ;    Sept.    3. 
Storage    and    metering    system,    Fluid.       W.    L.    Mardcn, 

2.013,184:  Sept.  3.  .         .  „    „    r. 

Storage  batterv.     J.  J.  Drumm.  T.  Hagyard.  and  R.  H.  D. 

Barklle.     2.013.379:   Sept.  3.  „^,„„„,> 

Stove.  Clock  controlled  gas.     J.   H.   Grayson.     2,013,230  : 

Stripper   for   laundry   rollers.      H.   O.    Zeidler.      2.012.982: 

Suirar  acylatlon.    (J.  J.  Cox  and  J.  H.  Ferguson.    2,013,034 

Sept.  3. 
Sucar  dispenser.      H.   C.    Gessler.      2,013.440:   Sept.    3. 
Suit.   Bathlnz.      S.    F.   <le   Benedetto.      2  013.554;    Sept.   3 
Sulphonic  add   carho.\yllc  acid   derivatives  of   l.l'-dlani 

3  3'-arvlene  5  5'-ldspvrnzolones.        H.     Kracker     and     K 

Schmld.     2.013.181  ;  Sept.  3. 
Supply   controlling  and    feed    rei-ulating   apparatus.   Com 

blned.     H.  A.  Palmer.     2.01.3.576;  Sept.  3. 
Support  :  See — 

Trolley  wire  support.  ^  ^^. 

Support.      O.    R.    Corron    and    O.    J.    Clark.      2.012.941  : 

Sept.  3. 
Sweathand.     B,  J.  Drueding.     2.013.088  ;  Sept.  3. 
Swimming,   Apparatus  for  use   in   the   instruction  of.     C. 

McDermott.     2.013.520;  Sept.  3. 
Switch:  See—  ^     ,,    , 

Electric  switch.  Thermally      controll  d 

Flow  operated  switch.  switch. 

Safety  switch.  „,    .. 

Switch    for    use    In    telephone    systems.    SebMrtlng.      W.    <• 

Patterson  and  D.  P.  Long.     2  013,109:  Sept.  3. 
Swl  chgear.  Electrical.     O.  M.  Reed.     2  01. -...525  :  Sept.  3. 
Table  top.      G.   F.   Cordiian.      2  013  13.5:   Sept.   3. 
Tag.  License.     I.  B.  Leslie.     2.013.0.59:  Sept.  3. 
Tat'    License.     H.  J.  McKeon.     2.013.282:   Sept.  3. 
Tai.k.     G.  T.  Horton.     2.012.964  :  Sept.  3. 
Tank    construction    for    water    closets.    Depressed.      J.    M 

Bonner.  Jr.     2.013.231  :   Sept.  3. 
Tap.    Fused    current.      L.    G.    Becker.      2.013.596;    Sept.    .< 
Tel.  phone  and  signaling  system.   Intercommunicating.     C 

E    I»niax.     2.013.3.54  :  Sept.  3. 
Tel>  n''one    svstem.     Measured    service.       E.     S.     Peterson 

2.013.171  :Sept.  3. 
Television.      H.   J.    McCrear.v.      2.013.162:    Sept.    3. 
Temperature  regulator.     H.  Sandvoss.     2.013.480:  Sent. 
Terminal   for  electric  conductors.     E.   D.  Eby      2.013.537 

Sept.  3. 
Textile  materials.  Treatment  of.     C.  R.  Strouts.     2.013.081 

Sept.  3. 
Textile  product.  Method  and  apparatus  for  making  a.     F.  A 

Best.     2.013.230:  Sept.  3. 
Thermally    controlled    switch.       J.    F.    Frese.       2.013.62K 

Sept.  .3. 
Thermostat.      C.   K.    Armstrong.      2.013.637:    Sent.   3. 
Tie  bolder.     J.  A.  I^ewinsohn.     2.013.061  :  Sept.  3. 
Time  recording  punch.     G.  S.  Wells.     2.013.530;  Sept.  3. 
Tire  chain.     A.  Panzlca.     2.013.064  :  Sept.  3. 
Tire  grooving  tool.     D.   E.   Campbell.     2.013.234:    Sept.  ". 
Tire.  Pneumatic.     E.  G.  Budd.     2.013.130:  Sept.  3. 
Tobacco  articles.  Production  of.     G.  Davidson.     2.013.202  : 

Sept.  3. 
Toggle  device.     R.  C.  Jacobs.     2.013.608  ;  Sept.  3. 
Tool :  See — 

Fence  tool.  Tire  grooving  tool. 

Screwthread   cutting  tool. 
Tool.     N.  F.  Miller.     2.013.574:  Sept.  3. 
Tool  for  removing  Jar  caps.    F.  M.  Ilargreaves.     2.013.209 

Sept.  3. 
Top     for    a     container.     Dispensing.       C.     A.     S.     Frank 

2.013.514  ;  Sept.   3. 

Tov.     A.  Smith.     2.013.114:  Sept.  3.  „ ^ 

Tov.    Climbing   and    diving.      L.    L.    Mallard.      2.013..568 

Tov.^lian'd  operated.      II.  Blller.     2.012.946:    Sept.   3. 
Track    for   tracklavlng   vehicles.      J.    M.   Colby  and   L.   A 

Skinner.      2.012,958;    Sept.    3. 
Transfer  decorations.  Method  and  apparatus  for  mounting. 

T.  S    Reese.      2,013.067  ;  Sept.  3.  „  ., 

Transit    concrete    mixer.       H.     P.    Paris.       2.013,359-60: 

Sept.  3. 


Transmitter.     A.  Leib.     2,013.001 ;  Sept.  3. 
Transportation  system.  Combination  highway  and  railway. 

R.  H.  Gellatly.     2,013,346;  Sept.  3. 
Trap  :  See —  I   • 

Steam  trap.  |  „ ^         ^ 

Trimming  machine.     A.  C.  Smith.     2,013,072  ;  Sept.  3. 
Trolley  wire  support.     S.  S.  Matthes.     2,013,365;  Sept. 
Truck.     A.  H.  Oelkers.     2,013,007  ;  Sept.  3. 
Truck  side  frame.     P.  R.   Drennlng.      2,012,949;    Sept. 
Truck  structure.     W.  D.  Hamerstadt.     2,013,561  ;  Sept. 
Tube :  See — 

Dispensing  tube.  „     „ 

Tube-making  machine.     K.  E.  Garling.     2.013.303  ;  Sept 


3. 

3. 

3. 


3. 


Turbine  blades.  Making.    F.  G.  H.  Bedford  and  C.  D.  Glbb. 

2.013,622  :  Sept.  3. 
Union.     O.  C.  Snell  and  C.  E.  Girten.     2,013,293  :  Sept.  3. 
Vacuum  closing  machine.     R.  E.  J.  Nordquist.     2,012.971  : 

Sept.  3.  .      „ 

Vacuum    creator   or   air    eliminator.    Automatic.      O.    H. 

Klotz.     2,013,613 ;   Sept.   3. 

tube    circuits.      N.    C    Beese. 


containers.       H.    A.     Barnby. 


Hydraulic  relief  valve. 
Relief  valve. 


C.    N. 


3. 
SeAison. 


Vacuum    switch    for    X-ray 

2.013.398  :   Sept.   3. 
Vacuumlzlug    and    sealing 

2.013,548;  Sept.  3. 
Valve :  See — 

Automatic  valve. 

Boiler  and  like  valve. 

Float  valve. 
Valve.     F.  A.  Ganger.     2,013.439  :  Sept.  3. 
Valve.     J.  R.  Rlppe.     2,013,424;  Sept.  3. 
Valve.     E.   J.   Svenson.      2.013,073  ;   Sept.   3. 
Valve    for    p'unger    lift    devices,    Period    control 

Scott.      2.013,111  :    Sept.   3. 
Valve  gear.     A.  O.  Judson.     2,013,609:  Sept.  3. 
Valve  handle.     F.  J.   Pardleck.     2.013.578  ;  Sent. 
Variable    reactor.       W.     G.    Nagel     and     L.     E. 

2.013.106;  Sept.  3. 
Vehicle  wheel.     C.  DeL.   Rice.      2.013,1.39  ;   Sept.   3. 
Ventilating  means  for  automobiles.   F.  H.  Clark.   2,013.001  ; 

Ventflator.     A.  J.  La  Vergne.      2.013.244  ;   Sept.  3. 
Verifying  machine.     C.  Campbell.     2,013.534  ;    Sept.  3. 
Vemiculite  paste  for  sealing  pistons.     II.  S.  Brlnker  and 

W.  B.  Thomas.     2.012.952:  Sept.  3. 
Vibrating     detector     for     automobiles.        J.      G.     Collins. 

2.01.3.235:    Sept.  3. 
Vibrator.     H.  M.  Dressel.     2.013.513  ;  Sept.  3. 
Viscose.    Extruding.      E.    O.   Freund.      2.013,491  :    Sept.    X 
Vo'ume  control.    Automatic.      G.   Jobst   and    W.   Wehnert. 

2,013.310;    Sept.   3.  „,     ,     „ 

Volume  control  receiver,  Selective  automatic.     W.  A.  Har- 
ris.    2.013,307  :  Sept.  3. 
Vulcanizing  material  on  articles.  Method  of  and  apparatus 

for.     (;.   L.   Cherry.      2.013.404;    Sept.   3. 
Washer  :  See — 

Nut  lock  washer.  , „,„,...,. 

Washing  apparatus  for  minerals.    L.  Llewellyn.    J.01 3.414  : 

Sept.   3. 
Washing   machine.      H.   L.    Johnston.      2.013,387:    Sept.    3. 
Wj.fch    holder.      R.   J.   Moffatt.      2.013. . 575  ;   Sept.   3. 
Watch.    Self-winding.      C.   L.    Henry,      2.013.386;    Sept.    3. 
Water  animal.     T.  J.  Howland.     2.013.410;  Sept    3 
Waving  apparatus.  Permanent.    D.  Lakenbacn.     2.013.311: 

Sept.  3. 
W-b   guiding   mechanism    for   printing    machines.      F.   La- 

matsch.      2.01.S.497  ;   Sept.   3. 
Web  transferring  mechanism  and  take  up.     K.   H.   Law.son 

and   A.  Gagn^,      2,013.563;    Sept.   3.  „^,„oo« 

Welder.    Automatic.       W.    E.    Goldsborough.       2,013.030 ; 

WehlVng'apparatus.  Electric.   D.  Sciaky.   2.013.58.5;  Sept.  3. 
Woblng.     Apparatus     for.       H.     W.     Kachel.       2,013.517: 

Sept.  3. 
Wheel :  See — 

Vehicle  wheel.  ..  ..„     „     ,,    « 

Wick   for  oil  burners.     S.  Hughes.     2.013  442  :  Sept.  3. 
Window  construction.     J.  A.  Swenson.     2.013.590;  Sept.  a. 
Window  screen.     C.  T.  Jones.     2.013.494  ;  Sept.  3. 
Wing,  plane,  or  blade  of  aeroplanes,  helicopters,  propellers, 

or  the  like.   Adjustable.      R.  Chillingworth.     2.012,987; 

Wing  system,  propeller,  or  lifting  screw  for  aircraft.  Ro- 
tating.    R.  Chillingworth.     2.01 2.988-9  :  Sept    3 

Wiper.    Automatic   window.      G.    M.   Conway.      2.013.200; 
Sept.  3. 

Wire  fabric.     C.  E.  Pink..      2.013.581  :   Sept.   3. 

Wood.  Impregnating.     C.  Schmittutz.     2.012.975; 

Workholder  for  gear  generating  machines.     E.  R. 
2.013.557  :   Sept.  3. 

Wrench  :  See — 

Adjustable  wrench. 

Wringer.     E.   V.  Godfrey. 

X  rav    system,    Polyp^ase. 
Sept.  3 

Yeast.    Production    of.      H. 
Sept.  3. 

Zinc    formaldehyde    sulphoxylate 
Blnns.     2,013.124;   Sept.  3. 


Sept.  3. 
Fellows. 


2.013.045  ;  Sept.  3. 
A.    Mutscheller. 

and    A.    Braasch. 


2.013,390 : 
2.013,456 ; 


Making    basic.      F.    W. 


CLASSIFICATION  OF  PATENTS 

ISSUED  SEPTEMBER  3,  1935 

Nom — f1r»t  nmnlwr— cUm.  Mcond  nnnrtwr— nibelaaB,  third  number— patent  number 


2—      10:  2.013,«O« 

40—       126:   Z  013.  041 

1 
73—      110:   Z  013.  252 

103-      52:   Z013,1H 

134—  58.6:   Z  013. 084 

178-100.41:  Z  013, 201 

37;   Z0I3,  IW 

Z  013.  050 

74—242.17;    Z  013,  208 

88:  Z  013. 078 

Z  013. 090 

171:  Z  013, 098 

«7     i  013.  554 

Z013.2R2 

254:   Z01Z047 

103:  Z 013. 455 

Z  013. 001 

Z  013,  430 

93     2.013.324 

120    Z  013.  000 

279:  Z  013, 120 

112:  X  013. 070 

Z  013. 092 

180—      57:   Z013.  6«< 

181     2.013.088 

182     2.012.  tMO 

335:   Z01S.388 

120:  XOl 3. 280 

Z  013. 099 

183—        9:  2.0\2.<i>ea 

2.013.245 

41—        1;  zon.  3.% 

:«0.6:    Z  018, 580 

178:  X  013, 484 

Z  013. 100 

tn:  Z  013,  498 

278    2.013.  148 

10:   2.013.  4H,') 

571;   Z  013,  408 

2m:  X  013, 112 

78.6:   Z01Z976 

71:  X  013. 038 

4—       14;    2.013.231 

22;  Zn!3.«ll 

574;  Z01Z939 

204:  Z  01X944 

130-      81:  Z  013, 370 

184—    1.6:  X  013, 204 

SO    2,03.  14g 

7i>    2.013,  IM 

.soe:   Z  013, 030 

106—      79:  Z  013. 493 

137—      63:   Z  013, 360 

0:  Z  013, 120 

171     Z0l3,«a5 

S3     2.013.067 

78-        1:  ZOlZeOO 

159:  Z  013. 845 

Z  013, 372 

32:  Z  013. 478 

fr-     a»;    2,013.  M»4 

43—       42     2.013.226 

Z  013. 137 

194:  Z  013. 007 

72:  Z  013. 315 

188—        3:  Z  013. 033 

3V);   2,013.5«2 

44—        0:   Z01Z045 

Z  013. 840 

206:  X  01X949 

75:  Z 013. 103 

73:   Z  013. 492 

VA    Z  013,  528 

2.013. 152 

Z  013, 443 

364:  X  013, 583 

Z 013, 212 

99:  Z  013, 376 

6—        2:   2,013.115 

Z  013. 198 

Z  013. 487 

406:  Z  01X990 

78:  Z  013. 184 

152:   R.  19. 687 

6:  2,0a(XH 

48—      24;   Z013,  i:» 

Z  018.  000 

100-       5:  X  018, 417 

91:  Z  013, 254 

200:  Z  013. 048 

»—      11     1018.410 

70:  Z  018. 542 

77—      32:  Z  018, 420 

X013,584 

103:  Z  013. 015 

189—      34:  Z  013. 043 

10-      11:   2.013,42« 

40—      40:  ZO1Z940 

81—    3.1:  Z  013, 209 

8:  Z  01X982 

104:  Z  013, 188 

40:  Z  013, 412 

M:  2, 013,400 

Z01S,114 

128:   Z  013, 065 

9:  Z  018. 628 

139:  Z  013, 439 

70:  Z  013. 20'; 

103    2,013.4Sa 

Z  018, 608 

83—        8:  Z  013. 240 

22:  X  013. 295 

16Z6:  Z01Z978 

82:  Z  013, 384 

12S:  2,013,601 

2,013,500 

9:   Z  013, 179 

23:  Z  013. 563 

139—        1:  Z  013, 506 

191—      40:   Z  013. 366 

12-        4:  2,013.057 

Z  013. 631 

11:  Z01S,378 

20:  Z  01.3, 132 

21:  Z  013, 588 

192—      43:   Z  013. 413 

42:  2,01a,  082 

48:   Z01S.ONO 

73:  ZOIS.S.W 

40:   Z  013,208 

124:  Z  013, 230 

129:  Z  013. 248 

40:  2.O1S.O40 

47—      58:  Z  018, 003 

ZO13,S0O 

107—        4:    R.  19,686 

313:  Z  013. 535 

131:   Z  013. 441 

61:  2,01s.  072 

49—        9:  Z  013. 403 

84—    383;   Z  01 3, 567 

48:  Z  013.  265  ,   141-        0;   Z  013, 387 

194—        9:  Z  013, 100 

107:   XOl  3.  037 

48:  Z  013.  216 

49S:  Z01Z992 

108—        7:  Z  018. 002  \   146—      94:  Z  018, 064 

196—      20:  Z  013. 450 

142:  2,013.341 

Z  013. 450 

85-        3;  Z  013.  503 

Z  013, 352 

186:   Z  013,009 

196-      13:  Z  013. 040 

146:  2,013,034 

77:  Z  013. 451 

87—        6:  Z  013. 300 

Z013,.'v'» 

197:  Z  013. 522 

32:   Z013,0K3 

14—      16:  2.013.  IttS 

80:  Z  013. 382 

88—      10:  Z  013. 288 

22:  Z  013. 330 

148—      18:  Z  013, 249 

39:  Z  013,  400 

14—    2M:  2,013.545 

81:  Z  013,  213 

16.2:  Z  013. 020 

110—     101:  Z  01 3.  474 

150—        1:  Z  013, 3,58 

40:   Z  013,  399 

2.VS:  2.013,200 

60—      10:  Z  013.  222 

10.4:  Z  013. 178 

112—      20:  Z  013. 406 

151—      52:  Z  013, 620 

06:  Z01Z989 

17—      26:  2,01S..VH 

16:  Z01Z957 

16.0:   Z01Z996 

100:  Z  013, 010 

152—      14:  Z  013. 064 

146:  2.013,619 

32:   2,013.010 

51—      33:  Z  013, 196 

10.8;  Z013.3.y) 

110:  Z  013, 449 

153—      94:  Z  013,  432 

198—      15:  Z  013. 407 

1»—        6:   2.013.404 

58:  Z  018, 122 

17;  Z  013, 021 

113-        1:  Z01Z071 

164—    Z6:  Z01Z948 

22:  Z  018. 144 

7:  2,013,3*8 

125:  2.018.202 

23:  Z  013. 303 

116-     106:  Z  013. 406 

155—     179:   Z  013,  573 

27:  Z  013. 032 

8:  2.OI2.0M 

277:  Z  018,014 

89:  Z  013. 422 

129:  Z  018. 176 

184;  Z  013, 508 

38:  Z  013, 141 

10:  2,013.320 

280:  Z  018, 490 

89—        3;   Z  013, 312 

117-      23:  Z  013. 023 

188:   Z  013.  481 

104:  Z  013. 582 

17:  2,013,587 

52-      22:  Z 01X980 

90-        0;  Z013,W7 

119-      26;   Z  013, 058 

150—      14:  Z  013, 155 

141:  Z  013,  215 

80:  2,01S,SI9 

53—        7:  X  013, 337 

91—  1Z6:  Z  013. 047 

120-      28.  Z  013,  253 

38:  Z  013, 494 

162;   Z  013.  242 

53:  2,018,117 

55-      51:  Z013.409 

50:  ZO13,O80 

90:  Z013.5.-» 

168—      28:  Z  013, 208 

200—      52:   Z  013.  251 

57:   2,018,401 

S«-      26:  Z013.607 

07.0:  Z  013,  472 

121—      46:  Z  013. 073 

75:  Z  013. 102 

64:   Z  013. 532 

aO-        6:  2,013,218 

58—      56:  Z  018, 208 

08;   Z01Z951 

75:  Z  013, 397 

87:  Z  013, 306 

81;   Z  013,  226 

2,013.817 

06:  Z01Z90A 

Z  013,081 

163:  Z  013, 600 

94:  Z  013. 274 

83;   Z  013, 436 

2.013.301 

82:  Z  013. 386 

Z  013, 329 

104:  Z  013. 301 

150—      60:   Z  013, 438 

116.5;   Z  013. 606 

2.013,351 

88:   Z  013.  575 

Z  013, 332 

122-    236:  Z  013,  .505 

161—        0:  Z  013, 239 

116:  Z 013. Oil 

60:  Z  013. 500 

60-      49:   ZO1Z903 

3. 018. 340 

491:  Z  013, 007 

104—      28:   R.  19,680 

120:  X  013, 427 

50.4:   Z013.4SU 

Z  01X967 

Z  018, 040 

123—      32:  Z  013, 000 

68:  Z 013, 560 

122:  Z  013, 628 

71:   Z  013, 024 

61—      63:   Z  013, 214 

70:  ZO1ZO01 

41:  Z  013,  ,580 

61:  X  013, 303 

130:  Z  013. 147 

23—      20:  Z  013, 277 

62—        3:  Z  013. 167 

ZO1ZO08 

52:  Z  013. 157 

112:  Z  013. 540 

Z  013. 280 

IW:  Z  013, 278 

40:  Z  013, 283 

ZO1Z90O 

05:  X  013. 306 

Z  013.  543 

201—      67:   Z01Z977 

2»-      73:  Z  013.  531 

91.5:   Z013,400 

Z01Z970 

75:  X  013. 164 

113:  Z  013. 530 

206—      12:  X  013. 281 

01:  Z0l3..-»4 

102:  Z  01 3, 264 

70.1:  Z  013, 185 

81:  X  013. 163 

167—      24     Z  013, 028 

38:  Z  013, 027 

178:   Z  013. 313 

114:  Z  013. 010 

70.2:  X  013, 304 

140:  Z01Z998 

43:  2,013,272 

42:  Z  013, 051 

212:  ZOI3.O00 

Z  013, 018 

92—        9:  Z  013,042 

145:  Z  018, 381 

68:   2.013.624 

44:   Z  013.  22/ 

24—      4»:  Z013.  Ofil 

Z  013.  501 

44:   R.  19.080 

146.5:  Z  013. 204 

170—    164:  Z01Z987 

Z  013,  434 

73:  Z  013. 440 

120:  Z  013, 184 

70:  Z01Z9.V3 

Z 013. 641 

Z01Z9K8 

47:  Z  013, 475 

80:   Z  013. 250 

Z  013. 515 

98—        1:  Z0I3.579 

149:  Z  013. 335 

Z01Z989 

48:  X  013,  551 

102:  Z  013.  405 

Z  013, 510 

14:  Z 013. 080 

173:  Z  01 3. 627 

170:  Z  013, 473 

61:  Z  013. 140 

185:  Z  013.  437 

Z  013, 521 

36:  Z  013. 287 

179:   Z01Z943 

171—      95:  Z  013, 321 

56:  Z 013, 308 

l.«i3:   Z013.0B7 

173:  Z  013. 025 

94—        7:  Z  013. 558 

Z  013,  238 

97:  Z  01.3. 044 

72:  Z  013. 570 

205;   Z  013,  071 

03—        2:  Z  013. 290 

45:   Z  013.  406 

124—      15:  Z  013, 133 

Z  013, 454 

208—      15:   Z  013.  3,53 

253;    Z  013.  275 

60—     148:   Z  013, 563 

45:   Z  013.  407 

125—      33:   Z  013,  296 

242:  Z  013. 100 

Z  013,  624 

28—      09;   Z013.02« 

163:   Z  013. 529 

98—        5:  Z  013. 010 

126-     116:  Z  013. 136 

314;  Z  013, 018 

209—        6:  Z  013,  502 

20—      55;   Z  013.  032 

170:   Z  01 3,  347 

5.4:  Z  013, 110 

Z  013, 237 

17>-    274:   Z  013.  221 

165:  Z  013. 105 

27—      22:  Z013, 160 

172:  Z  013. 390 

64:  ZO13,302 

128-      81:  Z013,068 

173—    269:   Z  013, 210 

496:  Z  013. 414 

2»-        5;   Z  013.  620 

170:  Z  013, 110 

88:  Z  013, 169 

287:  Z  013,  436 

273:   Z 013,  507 

210-      28:  Z  013, 677 

2»—     148:    Z  013,  333 

201;   Z  013. 101 

00-        3:  Z  018, 211 

340:  Z  018, 200 

324;  2.013.423 

182:  X  013. 634 

150.8:   Z  013.  622 

07—      09;   Z  013. 442 

97-      47:  Z  013,029 

129—  10.1;  Z  013. 012 

330:   Z  013. 142 

211—     1.5:  X  013, 286 

SO—        1:  Z013,22» 

87:  Z  013. 371 

60:  Z  013, 191 

24;  Z013.410 

339;  Z01Z970 

49:  X  013, 085 

Z013,270 

08—        9:   Z01Z982 

98-        2:  Z  018. 001 

Z  013. 552 

353:   Z  013. 537 

X013.2M 

3:   Z01Z»56 

Z  013. 004 

72:   Z  013, 244 

27:  Z  013, 153 

176—  41.6:   R.  19,088 

74:  X 01X983 

12:   Z  013. 174 

Z  013, 102 

99—        2;   X  013, 470 
f^             8:  X  013, 343 

131—      43:  Z  013.  202 

183:  Z  013, 393 

147:  Z  013, 118 

20:  Z  013, 234 

Z  013.  210 

52:  Z  013. 508 

294:  Z  013. 013 

213—        8:  X  013, 429 

33—        3:  2,013,488 

Z  013, 421 

10:  X  013. 003 

132—      33;  Z  013, 183 

298:   Z  013. 525 

112:  X  113, 619 

40:  Z  013. 649 

10:   Z  013. 483 

11:  X013,476 

Z  013.  206 

315:  Z  013, 564 

214—  16.1:  X  013. 482 

40:   Z01Z900 

32:  Z  013. 046 

12:  Z01Z075 

Z  013. 31 1 

303:  X 013, 093 

61:  X  013.  292 

70;  Z  013, 186 

Z  013. 201 

101-        3:  ZO13.O0O 

Z  013.  591 

.306:  X  013, 513 

216—        7:  X  013,  606 

z  013,  on 

70—      40:  Z  01X990 

Z  01.3, 574 

41:  Z013.258 

176—        2:  Z  013, 416 

21:  X  013, 470 

138:  Z  013, 322 

91:   Z013,0M 

40:   Z  013, 080 

83:   Z  013. 197 

177—    311;  Z  013, 241 

38:  X  013.  no 

174:  2,013.366 

72—      30:   Z  013, 307 

93:  X  013. 533 

92:  Z  013. 143 

351:  Z  013, 544 

217—        1:  X  013. 392 

180:  Z  013, 373 

60;   Z  013,  266 

110:  Z  013.  280 

134—      17:  Z  013, 336 

352:  Z  013, 694 

5:  Z  013, 161 

Z  013.  374 

101:  Z  013, 101 

133:  Z  013. 250 

31:  Z  013, 201 

178—       6:  Z  013, 162 

30:  Z  013,  240 

30—      70:   Z  013.  168 

73-      61:  Z013,235 

407:  X  013, 604 

68:  X  013, 401 

Z  013,  .VW 

60:  Z  013, 131 

37—     125:   Z  013,  270 

Z  013. 402 

413:   Z  013.  671 

Z  013. 602 

44:  Z  013, 140 

04;   Z 013, 199 

144:  Z  013, 170 

Z  013, 403 

415.1:  Z01Z972 

68.6:  Z  013, 074 

Z  013, 164 

65:  X  013, 150 

40—      10:   ZOIZWO 

Z  013. 534 

103-        5;  Z  013, 017 

Z  013. 076 

179—    8.5:  Z  013, 171 

80:  Z013.0M 

62:  Z  013.  500 

54:   Z  013, 448 

26:  Z 013. 576 

X 013, 076 

18:  Z  013, 109 

219—       4:  Z 013, 566 

124  6:  Z  013. 377 

110:  Z  013, 138 

46:  X  013, 129 

X  013, 077 

32:  Z013,354 

0:  Z  013, 617 

458  O.  O.— 14c 


XXX  vii 


XXX  VI 11 

219-       «: 

2.013,630 

19: 

^012.981 

Z  013,  206 

31: 

2, 012, 937 

2,012,988 

39: 

Z  013,  572 

43: 

2.013,172 

220-          1: 

2,012,964 

Z  013,  615 

2,013.616 

Z  013. 617 

ft: 

Z  013. 326 

Z  013. 327 

10- 

Z  013.  325 

81: 

Z  013, 177 

8«: 

Z  013. 510 

221-      11: 

Z  013. 243 

23: 

Z  013, 328 

Z  013. 361 

47.4: 

Z  013.  273 

60: 

Z01Z950 

Z  013s  166 

Z  013. 376 

Z  013. 389 

Z  013,  471 

Z  013, 527 

61: 

Z  013,  440 

(16: 

Z 013. 514 

87: 

R.  19.  691 

Z  013.  464 

95: 

Z  013,  431 

119: 

Z  013,  158 

CLASSIFICATION  OF  PATENTS 


221—  146: 
223-   68: 


228— 


236— 


229— 


1: 
5: 
21: 
14: 
15: 
82: 
8S: 
6: 
14: 


15: 

29: 

230—  106: 

111: 

6: 

34: 

53: 

80: 

2: 

67: 

238—  219: 

240-10.63: 

102: 


235- 


237— 


242- 


245— 


66: 
58: 
14: 
21: 
31: 
6: 


246—  126: 


Z  013. 306 
Z  013, 395 
Z  013.  425 
Z  013,  509 
Z  013,  633 
Z  013.  565 
Z  013,  408 
Z  013. 548 
Z  013. 304 
Z01Z942 
Z  013. 175 
Z  013, 346 
Zn2.964 
Z  013. 606 
Z  013.  236 
Z  013. 613 
Z  013. 638 
Z  013.  424 
Z  013,  433 
Z  013. 480 
Z  013, 450 
Z  013,  113 
Z013.Z» 
Z  21.^  3>« 
Z  013, 063 
Z  013. 344 
Z013,fi23 
Z  013.  ZV) 
Z  013.  495 
Z  013. 323 
Z  013.  581 
Z  013. 008 


247— 
248— 


25a 


251— 
j263— 

254— 

255— 


257- 


2: 

41: 

87: 

216: 

260: 

9: 

11: 

20: 


27.5: 


34: 

35: 

93: 

114: 

50: 

78: 

66: 

I; 

4: 

7: 

27: 

72: 

76: 

240: 


ZOIZWO 
Z  013, 271 
Z  013, 147 
Z01Z941 
Z  013. 500 
Z  013. 173 
Z  013. 001 
Z  013. 107 
Z  013. 103 
Z  013, 121 
Z  013, 297 
Z  013. 307 
Z  013. 310 
Z  013. 331 
Z  013. 004 
Z  013. 006 
Z  013. 419 
Z  013, 390 
Z  013, 396 
Z  013,  411 
Z  013, 342 
Z  013,  316 
1.013,087 
Z  013,  512 
Z  013,  223 
Z  013,  457 
Z  013, 070 
Z01Z<>36 
Z  013, 127 
Z013,348 
Z  013,  Z57 
Z  013. 300 


267—    242: 
245: 


250- 


260- 


102: 

107: 

134: 

4: 

8: 

28: 

36: 

46: 

69: 

96: 

101: 

106: 

112: 

132: 


124: 

128: 

130: 

130.6: 

141: 


142: 
166: 

162: 


Z  013. 187 
Z  013. 186 
Z  013.  446 
Z  013,  444 
Z  013,  247 
Z  013,  523 
Z  013,318 
Z  013.  069 
Z  013.  536 
Z  013,  181 
Z  013. 180 
Z01Z991 
Z  013. 034 
Z01Z993 
Z013.  33K 
Z  013,  082 
Z  013,  096 
Z  013, 104 
Z  013, 108 
Z  013, 182 
Z  013,  589 
Z  013.  062 
Z  013.  394 
Z013,1M 
Z  013, 125 
Z01Z986 
Z  013. 203 
Z  013. 461 
Z  013, 080 
Z  013, 035 
Z  013. 060 
Z  013, 062 


261 


263- 
265^- 
286— 


267— 
268— 
27(V- 


02: 

108: 

123: 

19: 

39: 

6: 

18: 

37: 

17: 

36: 

41: 


271—  Z3: 

64: 

272—  71: 
277-  61: 
2H0— 33.16: 
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Z018.4n 
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Z  013. 283 
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4; 
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Z  013.  233 
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Z  013.  639 
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Z  013.  477 
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Z  013,  428 
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Z  013.  224 
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Z  013.  530 
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LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20,  1905,  Sec.  6,  as  amended  Mar.  2.  1907] 


Allen,  J.  Roy,  doing  baalnew  a«  Chaaers  Co..  New  ^ork, 
N.  Y.  Prtparation  for  neutraliilng  »«>«' oy"<»™*°S  f}f^: 
holic  and  similar  breath  odors.  Serial  No.  360.920, 
Sept.  10.     Class  6.  .,    ^      „  *     . 

Amity  Notion  Co.,  Inc..  New  York.  N.  Y.  Snap  fasteners, 
pins,  hooks  and  eyes,  snap  taites,  etc.  Serial  No. 
366.650;  Sept.  10.     Class  40.  ^t   t      *    *•    .>*t^ 

Ampere  Product*  Company.  West  Orange  N  J  Antiseptic, 
Germicide    deodorant.      Serial    No.    367.333;    Sept.    10. 

Aqua  "c  Corporation,  New  York,  N.  Y.  Solution  U8*d  on 
WM.,.1  t.xtilps,  and  papers  to  preserve  and  protect  the 
Hanie.      Sorlal  No.  867,150;  Sept.  10.     Class  6. 

Arlette,  Inc.,  Louisville,  Ky.  Permanent  wave  Jackets. 
Serial  No.  367.954  :  Sept.  10.     Class  44^ 

Atlas  Supply  Company,  Newark.  N.  J.  Wax;bearing  wax- 
ing pads.     Serial  No.  366,701  :  Sept.  10.     Ua^  4. 

Balch.  Ilursten,  doing  buMness  as  Nu;I^K  Medicine  Co.. 
Dallas.  Tex.  Veterinary  liniment.  Serial  No.  367,0^9, 
Sept.  10.     Class  6.  ,,  o     •  i 

Barr;  (i..  A  Co..  Chicago.  111.  Hair  preparation.  Serial 
No.  366.395;  Sept.  10.     Class  6.  ^..      j  ,        »..,„, 

Battery  Equipment  &  Supply  Company.  The.  doing  busi- 
ness as  Wwo  laboratories.  Chicago.  111.  Preparation 
for  cleaning  and  polishing  the  surface  of  glass  and  like 
materials.      Serial  No.   366,548  ;^,8ept.  10.      C  «ss  4. 

Belle,  Hannah,  New  York.  N.  Y.  Men  s  overcoats.  Serial 
No    367,050;   Sept.  10.     Class  39. 

Bennett,   6.  P..   Druggist.      (See    KHltch  ^^^^y-J.^^-1 

Bertlne.  J.  H..  k  Company.  New  York.  N  \.  Writing 
paper.      Serial  No.  364.850;  Sept.  10.     Class  37. 

Besco   laboratories.      (See  Battery  Equipment   h  Supply 

Company,  The.)  o>.    »      s     \t^      t.»i 

Blankc-Baer  Extract  &  Prpservlng  Co.,  St.  Louis  Mo.  Jel- 
lies    fruit    bntttrs,    fruit    preserves,    etc.      Serial    «o. 

866.598;  Sept.   10.     Class  46.  ,    .        .      u   w       n 

Boettlcher  k  kellogg  Co..   Evansvllle.  Ind.     Asphalt  roll 

roofing    and    shingles    and    roof    coating.      Serial     No. 

.167.229;  Sept.  10.     Class  12. 
Bohlrader  Plant    Chemicals.   Inc..  Tippecanoe  City.  Iowa. 

Non-Injurious  animal   repellant    for   lyL*".  J"  "°<*  "'^","(? 

lawns,  shrubberies,  etc.     Serial  No.   366,896;   Sept.   10. 

BoVlolo  Bendln.  Inc.,  Brooklyn,  K  Y.  J^''''"''^^^""^  "^J' 
tomatoes,  and  tomato  sauce.     Serial  No.  366,80-  ,  t>ept. 

Bo^wm.in.^Albln  n.,  St.  Paul,  Minn.  Soaps.  Serial  No. 
365  829  ;  Sept.  10.     Class  4.  ., 

Bruce,  I^wrence  Kichard.  Inc..  doing  business  as     Mury 
and   "Clairol     Inc.."    Now   York,    N.    Y.      Hair   dye.    hair 
washes,    shampoo. 'etc.      Serial   No.   361.721;    Sept.    10. 

Bu?ge",*C.  F.,  laboratories.  Inc.,  Freeport  111.  Electric 
switches.     Serial  No.  .367.597:  Sept.  10.     Class  21. 

Cambridge  Rubber  Company  Cambridge  Mass  Boots, 
shoes,    and    jtaloshes.       Serial    No.    365.794  ,    Sept.     l". 

CaVd^net  Candy  Compnnv.  Inc.,  Oakland  Calif.  Candy 
bars      Serial  No.  365.986:  Sept.  10.     Class  46. 

Carra"ro  Roberto  R.,  New  York.  N.  Y.  Corn  meal  and 
wheat  me^l      Serial  No.  365.927  :  Sept    10.    Class  46 

Cartor^Macy  Tea  &  Coffee  Company.  I°^u  <;V^Tnt  Id* 
and  New  York.  N.  Y.    Tea.    Serial  No.  366,357  ,  Sept.  10. 

redirhur^R^  Manufacturing  ^o.  Cednrbure  Wis.  !"»"«»; 
combustion  engines.     Serial  No.  366.oll  ,  Sept.  10.    Class 

CbnmlMT-Litt  Co.  Inc..  Miami,  Fla.  Preparation  for  the 
r.TieT  of  dandruff  and  dryness  of  the  scalp.  Serial  No. 
367.385 ;    Sent.    10.     Class   6. 

S5Stfl;:?d'k"wi^r  SacrCo'.The'cinclnnatl.  Ohio.     Paper 

^ck«      S.rlal  No.  355.351  ;  Sept.  10.     Class  2. 
Chattnnoocn   Medicine  J■o'"Pa"^^  The.  Chattanoojra    Tenn. 
(nthnrtic   and    laxative   medicine.      Serial   No.   366,406, 

Chau'v.inor,  MniMmV..  S.  .V..  NuUs-St .-Georges  France. 
Wines      Sorial   No.   347.618;   Sept.   10.     Class  4< 

Cbiirol    Inc       ( S.^'  Bruce.  I^wrence  Richard,  Inc.) 

rien  Syrup  Corporation.     /See  Haley    D.A^  roncen- 

Coffee  I'rodncts  Corr>oraflon  New  "iork.  N.  Y.  Coneen- 
t rated  coffee  extract  and  coffee  syrups.  Serial  No. 
.•{.■,:<. 487  :   Sept.   10.     Class  46^  x-     .      v     v       r^n/^n 

Coffee  Products  Corporation,  New  ^ork.  N.  Y  Concen- 
trated coffee  extract  and  concentrated  coffee  syrup.  Se- 
rial  No    3G7.4St:.  :   Sept.   10.      Class  46.        ^    ^  ,      .,  ,. 

Cotneld  I'rotec  or  Co..  ^he.  Dayton.  Ohio.  Lubricating  oil 
rnmix'und*      Serial  No.  367.461:  Sept.  10.     Class  15. 

Cor^panMa  Oiral  da  Acriculturs  das  vrnhas  d"  Alto  Douro. 
dolne  business  as  Roval  Oporto  Wine  Company  Oporto, 
Portngal      Wines.     Serial  Ko.  335.924 ;  Sept.  10.     Class 

C.mpanla    C.eneral     de    Tat-acos    de    F'''n»"*«<./«/.';*'lX*: 
Spain,    and    Manila.    P.    I.      Gin.      Serial    No     363,38o  . 
Sept.   10.     Class  49. 
468  0.  0— 28o 


Conmar  Products  Corporation,  New  York,  N.  Y.  Slide 
fasteners.     Serial  No.   366,189;  Sept.  10.     Class  lo. 

Continental  Distilling  Corporation,  Philadelphia,  Pa. 
Whiskey,  gin,  rum,  etc.     Serial  No.  356,1*2;  Sept.   10, 

Class  49.  ^         ^  ..        V     w 

Continental  Mills.  Inc..  Philadelphia.  Pa.  Cotton  back 
chinchilla  face  fabric.  Serial  No.  366,903;  Sept.  10. 
ClaFS  42 

Continental  Pure  Products  Co.      (See  Polefsky,  Jacob   S.) 

Cudahv  Packing  Company.  The,  Chicago,  111.  Periodical 
pubflcatlon.     Serial  No.  364. 3i9  ;  Sept.  10.     Class  38. 

Curtis  Lighting,  Inc.,  Chicago,  111.  Electric  lighting  fix- 
tures for  illumination.  Serial  No.  365,445  ;  Sept.  10. 
Class  21 

Davis  Bros.  Fisheries,  Inc.,  Gloucester,  Mass.  Salted  and 
smoked  fish.      Serial   No.  367,175;  Sept.   10.     Class  46. 

Day-Brlte  Reflector  Company,  St.  Louis,  Mo  ^^9^  re- 
flectlnp  fixtures  for  electric  lights.  Serial  No.  367.288  , 
Sept.  10.     Class  21.  ,,,  ^  , 

Dietary  Foods  Company.  Minneapolis.  Minn.  Low  calory 
dieting  food.     Serial  No.  352,473;   Sept.  10.      Class  45. 

Distillers  Brands,  Inc.,  Cincinnati,  Ohio.  Straight  whis- 
key.    Serial  No.  367,894;  Sent.  10      Class  49. 

Dog  Food  Products  Company.  New  York,  N.  Y.  Dog  and 
cat  food.     Serial  No.  366.5*04  :  Sept.  10.    Class  46 

Dolelth  Laboratories,  Inc.,  San  Francisco,  Calif.  Lotions, 
creams,    perfumes,    etc.      Serial   No.    367,188  ;    bept.    lu. 

Class  6 
Eaele    Knitting    Mills,    Inc.,     Milwaukee.    Wis.       Knitted 
ba?hinc  suits  and  trunks.     Serial  No.  362.871  ;  Sept.  10. 

Eastern  States  Farmers'  Exchange,  West  Springfield, 
Mas^     Lubricating  oil.     Serial   No.  366,086 ;   Sept.   10. 

Eastman  Kodak  Company.  Rochester  NY.  Photographic 
cameras      Serial  No.  367,713;  Sept.  10.     Class  26. 

EastSin  Kodak  Company,  Rochester.  NY.  Photographic 
film.     Serial  No.  367.714  :  Sept.  10.     Class  26. 

Eau  de  Cologne-  k  ParfUmerie-Fabrlk  "  "lockenpasse  No. 
4711"  jtegenUber  der  Pferdepost  von  Ferd.  MUlhens- 
(See  MUlhens.  Paul  P.)  ^     ..    xr   -t-      o  ♦ 

Electrona  Manufacturing  ^pmpany- ^ew  York  N.  ),•  Bot- 
tled hair  tonic.     Serial  No.  367.118;  Sept    10.     Cltas  6. 

Enidol  Co..  Inc..  Baltimore,  Md.  ^ose  and  throat  sprayer. 
Serial  No.  367.995  ;  Sept.  10.     Class  44 

Erllch.  Henry,  doing  business  as  Erllch  Lndergarment  Co^ 
New  York  N  Y.  Negligees,  kimonos,  pajamas,  etc.  Se- 
rial No    366  271  ;  Sept.  10.     CUiss  39. 

^"?°k-^^?.'  "x'er  uirs:^  ».'"•  &."" 

Class  47. 
European  Wine  Exporters  k  Growers  Agencies,  Inc     N>w 

York     N     Y.      Gin,    whiskey,    and    brandy.      Serial    No. 

867  822  •   Sept.  10.     Class  49. 
Ferro    EnAmel    Corporation.    Cleveland,    Ohio.       Hanglnj; 

racks   dip  tanks  and  pickling  baskets  of  wood  or  metal. 

Serial  No.  362,408  ;  Sept.  10.     Class  2. 
Florav   Products,  Inc..  doing  business  as  Vaniscope  Com- 

pariy.    Cincinnati,    Ohio.       Soap    powder.       Serial     No. 

Florts^crheSico.".  as/llnor  to  Florts  Chemical  Co  Inc 
of  Washington.  D.  C,  WashlnRton.  D.  C.  FertUUer. 
Serial  No   365,075  ;  Sept.  10.     Class  10.  ,,     .     ^ 

Frlnk  Tea  &  Spice  Co.,  The  Cincinnati  Ohio  Mustard, 
spices  fruits,  soups,  etc.     Serial  No.  365,934,  Sept.  lU. 

Fresh^Fruit  Preserving  Company.     (See  Garrettson.  Earl 

Frledman-Lobel.  Inc.,  New  York,  N.  T.  Ladles'  band- 
bags.     Serial  No.  367.857;  Sept.  10      Class  3. 

Galena  Brewing  Company.  Galena,  111.  Beer,  ale  and 
pSrter.     Serifl  No.  W.126 :   Sept.   10.     Class  48. 

Garin  H.  P..  Co.,  San  Francisco.  Calif.  Fresh  vegetables 
and  friilts      Serial  No.  366.276:   Sept.   10.      Class   40. 

Garrettson.  Earl  A.,  doing  business  as  Fresh  Fruit  Preserv- 
ing Compan  v.  San  Francisco.  Calif.  I->uit  preserves. 
Serial  No   3G7.194  :  Sept.  10.     Class  46. 

Glazer  Max,  doing  business  as  Real  Juice  Company.  Dallas, 
Tex      Ginger  ale.     Serial  No.  367.963 ;  Sept.  10.     Class 

Gooderham    k   Worts   Limited,    Detroit.    Mich.      Sloe    gin. 

Serial  No.  367.392  ;  Sept.  10.     Class  49.  w>.icVo,r 

Graves    C    H..  &  Sons  Company,  Boston.  Mass.     Whiskey. 

Serial  No.  363.589  :  Sept.  10.     Class  49. 
Great  Eastern  Feed  Mills  Inc.,  Lowell.  Mass.     Stock  feeds. 

Serial    No.    366.513:    Sept.    10.      Class    46. 
Haley     D    A..    Maplewood,    assignor    to    Cleo    Syrup    Lor- 

poratlon,    St.    Louis.    Mo.      Beverages    and    syrups    for 

making  same.     Serial  No.  ,^62.783  :  Sept.  10      niass  45. 
Halsev  Beverage  Distributing:  Co..  Newark.  N.  J.     Whiskey. 

Serial  N-'s.  .^6.-.. 334-6  :  Sept.  10.     Class  49.     ,       .,  . 

Hanlev.  James.  Company.  The,  Providence^  R.  I.     Ale  and 

porter      Serial  No,  367,968  :  Sept.  10.     Class  48. 
Happy  Chin  Company.      (See  Zabel,  Edward  W.) 
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LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISEIED  FOR  OPPOSITION 
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Hartmann  Trunk  Company,   Racine,  Wis.      Suitcases,    hat 

boxes,  an'd  wardrot>e  hand  luggage.     Serial  No.  366,278  ; 

Sept.  10.    Class  3. 
Hasklns  Brothers  &  Company,  Omaha,  Nebr.    Soaps.    Serial 

No.  366.660 ;  Sept.  10.     Class  4. 
Health-Glo  'Company,  Milwauke**,  Wis.     Food  concentrate 

of   de-hydrated    cereals,    fruits   and    vegetables.      Serial 

No.  366,00;")  ;  Sept.  10.     Class  46. 
Hemrich  Brewine  Co..  Seattle,  Wash.     Bottletl  beer.     Serial 

No.  367.926  :  Sept.  10.     Class  48. 
Hoffman,  \.   U..   Ia<-.,   I>andisvllle,   Pa.      Powdered   tol>acco 

for  U8e  as  an  Insecticide.     Serial  No.  365,294  ;  Sept.  10. 

Class  6. 
Holeproof    Hosiery    Co.,    Milwaukee.    Wis.      Pajamas    for 

women.      Serial'  Nos.    3f>6.819-20 ;    Sept.    10.      Class   39, 
Huubljtant.  Inc..   New  York.  N.  Y.     Perfume,  toilet  water. 

face    powder,    etc.      Serial    Nob.    367,301-2 ;    Sept.    10. 

Class  6. 
Howard,  J.  W.  &  A.  P..  Company.  Corry,  Pa.     Sole  leather. 

Serial  No.  361,091  :  Sept.  H<.     Class  1. 
Jenkins,  George  O.,  Company,  Brld^iewater.  Mass.     Fibre- 
board   or  leatherboard.      Serial   No.   367,607  ;    Sept.    10. 

Class  1. 
Ji.hns-Manvllle   Corporation,    New    York,    N.    Y.      Thermal 

insulation.      Serial   No.  .*^67.242  ;    Sept.   10.      Class  12. 
Johnson-Stephens  &  Shinkle  Shoe  Company.  St.  Loaia,  Mo. 

Shoes.     Serial  No.  364.342  ;  Sept.  10.     Class  39. 
Kahis«lian,    Vartan    M..    New  York.    N.    Y.      Ruk   cleaning 

•umpnund.      Serial  No.  353,.')16 ;  Sept.   10.     Class  4. 
Kelly,    Franrls    M..    doing    business    as    Francine    Market, 

Philadelphia,  I'a.     Columns  published  in  newspapers,  etc. 

Serial  No.  36^,569  ;  Sept.  10.     Class  38. 
Kerin.  Meyer   B.,   doing  business  as  Pick-It  Products  Co., 

New  York,  N.  Y.     Cleaning  and  washing  powder.     Serial 

No.  364.801  :   Sept.   10.      Class  4. 
Kilitch   Company.   The,  doing  business  as  D.   F.    Bennett, 

iTuagist,    Belleyille    and    Royalton,    111.      Medicine    for 

the  treatment  of  athlete's   foot,   ringworm,  etc.      Serial 

No.  .361,271  :  Sept.  10,     Class  6. 
Kimb^ilyClark    Corporation.    Neenah,    Wis.      Padding    for 

insulating  the  roofs  and  walls  of  buildings.     Serial  No. 

3»i7,246  ;  Sept.    l<i.     Class  12. 

Koenigslj^rger.  .\rthur,  doing  business  as  Mid  West  L4il)ora- 
tories.  Des  Moines.  Iowa.  Cleaner  for  leather  athletic 
goo<ls.     Serial  No.  364,876  ;  Sept.  10.     Class  4. 

La  Insular  Cigar  &  I'Igarette  Factory,  Inc..  Manila,  P.  1. 
Cigars.      Serial  No.   .■;04,:?88  :  Sept.  10.     Class   17. 

Lambrecht,  Gustav  A.,  doing  business  as  Twin  City  Bait 
Company.  Marinette.  Wis.  Artificial  flsh  lures.  Serial 
No.  367,764:    Sept.    10.      Class  22. 

Landau,  Charles  P.,  New  i'ork,  N.  Y.  Smoking  tobacco. 
Serial   No.  367.197  :   Sept.    10.     Class   17. 

Laucks,  I.  F..  Inc.,  Seattle.  Wash.  Backing  strips  of  wood 
composition  board,  or  plaster  board,  etc..  u.s«*il  between 
studding  or  supporting  elements  and  the  wall  board  or 
finish  covering  carried  thereby.  Serial  No.  367,468 ; 
Sept.  10.     Class  12. 

Lehigh  Safety  Shoe  Co  ,   Inc..  Allentown,  Pa.     Shoes.     Se- 
rial .No.  3«J6,0rtl  :   S«pt.   10.     Class  39. 
Leighton    Hat   Comjiauy.   Inc..  New   York,   N.   Y.     Ladles' 

hafs.     Serial  No.  361,974  :  Sept.  10.     Class  39. 
Liberty    .Accessories    Corp<iration.    Mount    Vernon,    N.    Y. 

Valve-stem  packing  cups.     Serial  No.  367.724  ;  Sept.  10. 

Clays  35. 
Lightfoot    Scl.ultJ!   Co..    New    Y'ork,    N.    Y.,    and    Hoboken, 

N.  J.     Soaps.     Serial  No.  367.360:  Sept.  10.     Class  4. 
Loeb,  H.  A..  &  Company,  Incorporated,  Chicago.  111.     Hair 

nets  and  human  hair  nets.     Serial  No.  36S,634  ;  Setrt.  10. 

Cla.ss  42. 
Low  Chemical  Company.  Inc.,  New  York,  N.  Y.     Germicide. 

Serial    No.  366.103  :   Sept.    10.     Class  6. 
Luudborg  Perfumers.  Inc.,  New  York,  N.  Y.     .\strlngents, 

astringent    cerates,     bleach    creams,    etc.       Serial    No. 

367,470  ;  Sept.  10.     Class  6. 

Macy.  R.  H..  &  Co..   Inc..  New  York.  N.  Y.     Face  powder. 

Serial  No.  367.164  :   Sept.   10.     Class  6. 
Markel,   Francine.      (See  Kellv,  Frances  M.) 
Marshall  Field  &  Company,  f'hl<ago.  111.     Dresses.     Serial 

No.   .366.813  ;    Sept.    in.      Class   39. 
McCannon  &  Company.  Winona,  Minn.     Insecticide.     Serial 

No.  367,079  ;  Sept.   10.     Class  6. 
McKesson   Sc  Rohbins,    Incorporated.   Bridgeport   and    Fglr- 

fleld.  Conn.     Aqueous  isofonlcsolutlon,  a  stable  organic 

mercury  compound,  etc.     Serial  No.  366,107  ;  Sept.   10. 

Class  6. 
McLaren.    L.    M.,    Y'uma.    .Ariz.      Cataloupes.      Serial   No. 

3rt6,631  :   Sept.   10.      Class  46. 
Medical   Sales  v.'ompany,   Ltd.,   Los   Angeles.  Calif.      Antl- 

obesity     preparation.       Serial     No.     356.263 :     Sept.     10. 

Class  6. 
Metropolitan  Cigar  Corporation.  Chicago,  111.    Cigars.     Se- 
rial   -No.  367,790  :    Sej.t.   10.      Class   17. 
Mid  West  Laboratories.      (See  Koenigsberger,  Arthur.) 
Midland    F'roducts,    Inc.,    St.    Louis,    Mo.      Tnblng   used   as 

containers.     Serial  No.  367,308;  Sent.  10.     Class  2. 
Mllberg.  J.  &  S.,  Inc.,  New  York.  N.  Y.     Underwear,  slips. 

bloomers,  etc.     Serial  No.  366,827:   Sept.   10.     Class  .^9. 
Milk  Minerals  Co.  Inc.,  New  York,  N.  Y.     Powdered  whey 

concentrate    with    added     milk     minerals.       Serial     No. 

366,205;    Sept.    10.      Class    46. 


Mill  &  Mine  Sapply,  Inc..  Seattle.  Wash.  Sledcea,  shovels, 
band  saws,  etc.    Serial  No.  3d0.&44  ;  Sept.  10.    CUsa  23. 

Miller,  John  A..  Detroit,  Mich.  Sandwiches.  Serial  No. 
365,643  ;  Sept.  10.     Class  46. 

Miuuesota  Valley  Canning  Company.  Le  Sueur,  Minn, 
canned   corn.      Serial  No.  360,722;   Sept.    10.     Class  46. 

Mitchell,  Samuel,  New  York,  N.  Y.  Playing  cards.  Serial 
No,  367,673  ;  Sept.  10.     Class  22. 

Morrell.  John.  &  Co.,  Ottumwa.  Iowa.  Shortening.  Serial 
No.  366,367  ;  Sept.  10.     Class  46. 

Morris  Packaging  Equipment  Company,  The,  Tole4lo.  Ohio. 
Wrapping  and  packaging  machines  and  automatic  coupon 
fee<ling  machines.  Serial  No.  867,674  ;  Sept.  10.  Class 
23. 

Miilhens.  Paul  P.,  doing  business  as  Eau  de  Cologne-  &. 
Parfdmerie-Fabrlk  "Glockengasse  No.  4711"  gegen(il>er 
der  I'ferdepost  von  Ferd.  .MUlhens,  Cologne,  Germany. 
Soaps,  toilet  soaps,  shaving  soaps,  etc.  Serial  No. 
364.148;  Sent.  10.     Class  4. 

MQlhens.  Paul  P..  doing  business  as  Eau  de  Colore-  & 
Parfilmerie  Fabrik  "Glockengasse  No.  4711"  geganat>er 
der  I'ferdepost  von  Ferd.  MUlhens.  Cologne.  Germany. 
Eau  de  cologne,  lavender  water,  iialr  and  moutli  washes, 
etc.     Serial  No.  364.149;  Sept.  10.     Class  6. 

Mury.      (See  Bruce.  Lawrence  Richard.  Inc.) 

Naamloose  Vennootschap  Amsterdamsche  LlkeursfokerlJ 
"  'T  Lootsje"  der  Erven  Lucas  Bols,  Amstenlam,  Nether- 
lands. Gin  and  liqueurs.  Serial  No.  363,180.  Sept.  10. 
Class  49. 

Narrow  Fabric  Company.  The.  West  Hea<ling.  Reading, 
Pa.  Hosiery  top  elastic  braids,  lace  elastic  braids,  etc. 
SerM  No.  365,S10  ;  Sept.  10.     Class  40. 

National  Distilling  Company,  Milwaukee.  Wis.  Gin  and 
kimmel.     Serial  No.  367.311  :  Sept.  10.     Class  49. 

National  Remedy  Company.  Inc..  New  York,  N.  Y.  Hair 
dressing.      Serial    No.   .{66,527  ;    Sept.    10.      Class   6. 

National  Wholesale  Liquor  Co.,  Inc.,  Baltimore.  Md.  Whis- 
key.    Serial  Nos.  366.348-9  ;  Sept.   10.     Class  49. 

New  England  Marine  Company,  Boston,  Mass.  Boats. 
Serial  No.  359,170  ;  Sept.  10.     Class  19. 

New  York  Wire  Cloth  Company,  New  York.  N.  Y*.  Wire 
screen  cloth.     Serial  No.  .'iB3.817  ;  Sept.  10.     Class  18. 

Nile  Produce  EJxport  Co.,  Alexandria.  Egypt.  Canned  to- 
mato sauce,  canned  peas,  pickles,  etc.  Serial  No. 
3.^5,385  ;  Sept.   10.     Class  46. 

Northwestern  Stove  Repair  Co.,  Chicago,  III.  House  and 
building  beating  furnaces,  kitchen  heater  stoves,  gas 
ranges,   etc.      Serial   No.    366,023 ;    Sept.    10.      Class   34. 

Nu  I^g  Medicine  Co.      (See  Balch,  Hursten.) 

Old  Timers  Reme<lies.  Inc.,  Chicago,  111.  Deodorant  pow- 
der and  foot  powder.  Serial  No.  366.950 ;  Sept.  10. 
Class  6. 

Old  Trails  I^Aboratories.  Inc..  doing  business  as  Old  Trails, 
Incorporated,  Terre  Haute,  Ind.  Laxative  and  stomachic 
appetizer  and  for  a  laxative  compound.  Serial  No. 
.36.5,648  ;  Sept.  10.     Class  6. 

Pabst  Pharmaceutical  Co..  Inc..  Chicago.  III.  Medicinal 
preparation  for  use  in  relief  of  over-lntoxlcatlon.  Serial 
No.  367.445  ;  Sept.  10.     Class  6. 

Paper  Novelty  Manufacturing  Company,  New  York.  N.  Y. 
Mixture  of  shredded  asl>estos  fibre  and  mica  for  Christmas 
tree  and  other  decorations.  Serial  No.  361.577  ;  Sept. 
10.     Cla.ss  50. 

Peeler,  W.  R..  Houston,  Tex.  Preparation  for  the  treat- 
ment of  kidney  worms,  etc.  Serial  No.  864.887  ;  Sept.  10. 
Class  6. 

Pfelffer.  S.,  Manufacturing  Company.  St.  Louis.  Mo.  Me- 
dicinal preparation.  Serial  No.  367.255 ;  Sept.  10. 
Class  8. 

Pletzucb.  Joseph,  Glondale.  Calif.  Rubl)€r  heels.  Serial 
No.  367.038  ;  Sept.  10.     CUss  39. 

Plough,  Inc..  doing  business  as  St.  Joseph  Laboratories, 
Memphis,  Tenn.  Penetrating  absorbent  liniment  for 
sore  muscles,  sprains,  etc.  Serial  No.  365.266 ;  Sept. 
10.     Class  6. 

Plough,  Inc.,  doing  business  as  Tee-Tone  Company,  Mem- 
phis. Tenn.  Aspirin,  epsom  salts,  and  castor  oil.  Serial 
No.  366,240  :  Sept.  10.     Oass  6. 

Polefsky.  Jacob  S..  doing  business  as  Continental  Pure 
Products  Co.,  Jersey  City,  .N.  J.  Whiskeys,  bran<lles. 
gins,  etc.     Serial  Nos.  367.904-6:  Sept.  10.     Class  49. 

Polefsky,  Jacob  S.,  doing  business  as  Continental  Pure 
Products  Co..  Jersey  City,  N.  J.  Whiskeys,  brandies, 
gins,  etc.     Serial  Nos.  367.908-10  :  Sept.   10.     Class  40. 

Pure  Oil  Company,  The,  Chicago,  111.  Preparations  for 
use  in  dressing  fabric,  leather,  etc.,  and  for  cleaning 
uubolstery,  fabric,  etc.  Serial  No.  367,870;  Sept.  10. 
Class  4. 

Real  Juice  Company.     (See  Olaser,  Max.) 

Rex-Hide,  Incorporated.  East  Bmdv,  Pa.  Windshield  wiper 
blades.     Serial  No.  366,174;  .Sept.  10.     Class  19. 

Rhlnelander  Paper  Company,  Rhlnelander,  Wis.  Grease- 
proof paper.      Serial    No.   367,137;    Sept.   10.      Class   37. 

Robblns,  C.  H  D.,  Company,  Inc.,  New  York,  N.  Y.  Dresses, 
suits,  capes,  etc.     Serial  No.  364.246  ;  Sept.  10.    Class  89. 

Robinst^n,  Benjamin,  doing  business  as  A.  Robinson  &  Son, 
New  York,  N.  Y.  Gold.  Serial  No.  367.870  ;  Sept.  10. 
.Class  14 

ifodiger,  Walter  G.,  Greenwich,  Conn.  Powder  used  in 
making  Ice  cream.  Serial  No.  365.100 ;  Sept.  10.  Class 
46. 
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Bose  Products  Co.      (See  Scharf.  Adolf. 

Bosenblatt,  Arthur  J..  Washington.  D.  L.  Hosiery.  Se- 
rial No.  367,107  ;  Sept.  10.     Class  39. 

Royal  oporto  Wine  Company.  (See  Companhia  Geral  da 
Agricultura  das  Vinhas  do  Alto  Douro.) 

St.  Joseph    laboratories.      (See   Plough,   Inc.) 

Salus  Laboratory.  Inc..  Brooklyn,  N.  Y  Tonic  for  general 
debility.     Serial  No.  367,171  ;  Sept.  10      \}^^  f- 

Sanlmetal  Tile  Corporation,  New  York.  N.  Y-  Tile  prod- 
ucts.    Serial  No.  365,101  ;  Sept.  10      Uass  12 

San-Nap-Pak  Mfg.  Co..  Inc..  New  York,  N  Y.  Cleansing 
tissue.     SerialV.  3^11.068:  Sent.  10      Class  3. . 

Scharf,  Adolf,  doing  business  as  Rose  Products  Co  Cicero, 
111  Stove  pollBh,  porcelain  cleaner,  metal  polish,  etc. 
Serial  No.  365,743;  Sept.  10      Class  4. 

Schneider.  Joseph.  Incorporated.  New  York.  N.  Y.  Baga 
telle  marble  games.     Serial  No.  367.836  ;  Sept.  10.    Class 

Schoonmaker.  Theodore  R.,  New  York.  N.  Y.  Nut  crackers. 
Serial  No.  .307,628;  Sept.  10.     Class  23. 

Sharp  &  Dohme,  Incorporated.  Philadelphia.  Pa.  Serums 
and  vaccines.     Serial  No.  366,491  ;  S«-pt.  10.     Class  6 

Sharp  &  Dohme,  Incorporated.  Philadelphia  Pa.  Expec- 
torant.     Serial   No.  366.647;    Sept     10.      Class  6 

Shaw,  Alex  D.,  &  Co..  Inc..  New  York  N.  Y.  Wines.  Se- 
rial No.  364,199  ;  Sept,  10.     Class  47. 

Sheridan,  Virginia.  Inc..  Chicago  ">•  „  Pfo;^"<=t J"  ^"°- 
cealing     birthmarks.       Serial    No.     366,355;     Sept.     10. 

Class  6 

Shinette  Products  Co.      (See  Simonlello.  Michael.) 

Shipley  Baking  Con.pany.  Fort  Smith  Ark.  Bread.  Se- 
rial No,   3«i6,837  ;  Sept.  10.     Class  46. 

Simonlello,  Michael,  doing  business  as  Shinette  Products 
Co.,  New  York.  N.  Y.  Waxes,  polishes,  and  paint  re- 
moter.     Serial  No.  360.550;   Sept.   10.     Class    16^ 

Smith.  Kline  &  French  iJiboratories.  Philadelphia.  1  a.  In- 
halers     Serial  No.  367.374;  Sept.  10.     Class  44, 

Smith.  I^andon  P..  Inc..  Irvington  N.  J  Glazier  points. 
Serial  No    366  693  :  Sept.   10.     Class  13. 

Snyder  Paul.  Baltimore,  Sid.  Bathing  suits  and  sweaters. 
Serial  No.  365.779  ;  Sept.  10.     Class  39. 

Societe  Anonyme  des  Anclens  Etabllssements  J.  M.  t-alHard 
Paris    France      Dry    etc.,  colors  and  ready-mixed  paints 
.and  colors       Serial  No.   366,031  ;  Sept.  10      CUss  16. 

Sccl«/def  Parfums  Well,  Soci^t6  Anonyme  Paris  France. 
Perfumes,  toilet  waters,  rouge,  etc.     Serial  No.  365,044  . 

Socl?te  vtnlcoie'de  Chflm,mgne.  Paris  F'-«°^*'^.,^if  "'^IfoT 
and  all  other  sparkling  wines.  Serial  No.  363.347  ,  Sept. 
10.     Class  47. 

Socony-Vacuum  Oil  Company.  Incorporated.  New  York 
NY  Solid  lubricant  or  lubricating  composition.  Serial 
No    367  262  •   Sent.   10.     Class  15,  ,  , 

R,  atr    Kr«s      New    York.    N.    Y.      Electric    batteries    and 

^'Ulshffjhts    radTo   receiving  sets  and  parts.      Serial  No. 

S^i-i^^.^  yor^Tl^'^^^^^^^^^  and  ornamental  but- 

in.i»      Serial  No    367  179 ;  Sept.  10.     Class  50. 
Spreckies^^'^o'^and    a'  B..  Co%any    doing  busine^^^^^^^^ 

Western   Sugar  Refinery.   San  Francisco    Calif.      Sugar. 

Serial   No.   367.376 ;   Sept     10      Class   46 
Standard  Bran.ls  Incorporated.  New  York.  N.  Y.     Gelatin. 

Serial  No.  367,265;  Sept.  10.     Class  46. 
Stehlisilks   Corporation     New   York     NY.      Piece   goods. 

Serial  No.  366.035  ;  Sept.  10.    Class  42. 


Sun-Maid  Raisin  Growers  of  California.  Fresno.  Calif. 
Wine.     Serial  No.  351,143;  Sept.  10,     Class  47 

Taylor,  Edward.  Limited,  Monton-Eccles,  Lancashire,  Eng- 
land. Surgical  bandages.  Serial  No.  368,010 ;  Sept.  10. 
Class  44.  ,.    ,       X  • 

Tee-Tone  Company.     (See  Plough,  Inc.)  ^,,^       _ 

Tell  City  Chair  Company,  Tell  City,  Ind  Taljlet  arm 
chairs  and  lunchroom  arm  chairs.  Serial  No.  3b i, 590, 
Sept.  10.     Class  32. 

Thomas,  Dr.  William  J,.  Laboratories.  Inc.,  Chicago.  I  1. 
Liquid  preparation  for  treatment  to  counteract  and  Leal 
dermatophytosis.     Serial  No.  367,452;  Sept.  10.   >  lass  6. 

Ticket  Usulng  Machine  Company,  The,  Cleveland.  Ohio. 
Machines  for  Issuing  tickets.  Serial  No.  367.476  ;  Sept. 
10      Class  '^3 

Tonk  Bros.  Co..  Chicago,  IlL  Guitars,  mandolins,  banjos, 
etc.     Serial   No.   367,417  ;   Sept.   10.      Class  36. 

Twin  Citv  Bait  Company.      (See  Lambrecht,   Gustav   A.t 

United  Paper  Company.  Inc..  Richmond.  \a.  Paper  prod- 
ucts.     Serial  No.  357,967;   Sept.  10.     Class  3.. 

United  Refining  Company,  Warren.  Pa.  Gas«JlnP-  anf 
lubricating  oil  and  greases.     Serial  No.  367,514,   Sept. 

10.     Class  15.  ,^-        ,-     u    v    \'      1P1.V-- 

United  States  Electric  Mfg.  Corp.,  New  York    N.  \.     *-!»«- 

trical  flashlight.     Serial  No.  359,639  ;  Sept.  10.    Class  21. 
Vanlscope  Company.     (See  Floray  Products,  Inc.) 
Vegetable  Oil  Products  Company,  Inc.,  Los  Angeles,  CaliL 

Paint  oil.      Serial  No.  36f,950  ;  Sept.  10-     Cla>8  16 
Vlnad    Vinicola     Adriatica     Societa     an.,     Trieste      Ital.v. 

ChTanti  wines.     Serial  No.  351.3K0  ;  Sept.  10.     Class  4. . 
Vlnad     Vinicola     Adriatica     Societa    an.,     Trieste.     Italj. 


Marsala  wines 
Vlnad     Vinicola 
Orvieto  wines 


Serial  No.  351.381  ;  Sept.  10.  Class  it. 
Adriatica  Srcieta  an.,  Trieste  Ita  y. 
urvieio  wince.  Serial  No.  351,383;  Sept,  10-^  .Oa^^'- 
Vlvaudou.  Victor.  Hollywood.  Los  Angeles,  and  Beverl.N 
Hills.  Calif.  Astringents,  astringent  cerates,  bleach  and 
beauty    creams,    etc.      Serial    No.    367,04b,    &epr.     lu- 

VoUof  Co.'.  The,  Brooklyn.  N.  Y.  Internal  Phar°iac^"4';«^ 
and   medicinal  preparation.     Serial  No.   364,156,  Sept. 

wJ?des^Koh-f-Nocr,  Inc.,  Long  Island  City.  N  Y.  Slide 
fasteners.     Serial  No.  366.043;  Sept    10      Class  13. 

Western  Sugar  Refinery.  (See  Spreckels,  J.  D.  and  A.  B, 
Company.) 

Westvaco  Chlorine  Products  Inc..  New  York,  N  Y.  Chemi- 
cal cleaning  compound.      Serial  No.    365.967  .  Sept.   lu. 

WMtmln.-  Stephen  F.,  &  Son,  Inc    Pbiladelpjia    Pa.     Can- 
W.1n^elba¥h1f.^'RicrN^?^Vf^!i%.''o^vtl      Serial 

Wl?dsoSri=  I^o'^Juc}?.-  inr Ai-!on.  pe^  S^ark 
plugs  and  Ignition  cable  sets.     Serial  No.  36.,04i  ,  Sept. 

Wo^%  ptodPucti:  Inc.,  Washington  p.  C  Hair  setting  lo- 
t'on.    Serial  No.  367.694  ;  Sept    10.    Class  b, 

ZaK-Si;^a^rNV..^SoinfS^:in^ess  as  Hap^y  Chin  C-P-^ 
Chicago.  III.     Shaving  cream.     Serial  No.  353,><d-  .  ^epl. 

ZeJ\aS^a'tories.  Inc..  New  York.  N.  Y.  Hair  tonic.  Se- 
rial No.  367.114  ;  Sept.  10.     Class  6. 
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2fZi\,'T  Mi';rt,ct,.rl«  J»w.lry  .C«7«n'ii«."sJ«;f.'^ 
York  N  Y  Gold  Jewelry.  328.010 .  ^ept.  ij' .  oermi 
No'  361.598;   pubiisL<i  July  2.   1935^     Class  28 

Ailnms  R.  E  Company.  Moorestown,  N.  J-  ^*  ""'V' 
82T915;  &pt.  10  :  Serial  No.  836,632;  published  July 
2,  1935.     Class  22.  „    .r.      ven's 

Aero  Neck  Band  &  Collar  Co.  In^":-  ^^'^'.^'^'^Hi^^oli  •    sSSt 
and  boys'  blouses,  collars,  shirts,   etc,     328.021  .   sept^ 
10  ;  Serial  No.  359,643  ;  published  June  25.  193o.     Clas- 

Alert  Products  Co.     (See  Animal  Foods  Company.) 
Allemaine   Pharraacal   Co.      (See  Joung,    Seymour) 
American    Federation    of   Utility    Investors     Incorporate;. 

The     Chicago     111.      Periodical    publications.       327.8»-i  . 

Sept.   10;   Serial   No.   365,055:   published  July  2.   1935, 

Class  38.  ^.  . 

American   Rolling  Mill    Company    Tlie.    Middletown     Ohio. 

Corrugated  metnl  pipe,  culverts,  fences,  etc.     3^8,0d.  , 

America J.'^Roning  M^ill  Company,  The  Middletown  Ohio. 
Corrugated    metal,    head-walls,    arches,    etc.      d^».vo» . 

Ame?lcarSoS?ty^  of  Tool  Engineers.  Inc  I^t^olt.  Mich. 
Publication.  327.967  ;  Sept.  10 ;  SerUl  No.  364.564  . 
published  July  2.  1935.    Class  38. 


n>,r.;>nTn'"'  s¥T%"oTlipt%  r^A.?'=?°'le3'i5/; 

nuhllshed  July  2,  1935.     Class  37.  .,     ^    t>     .1 

Anlma^ods    Company,    doing    business   as    Alert    Prod- 
"""u^lco.^  San  Jose.  Calif.     Canned  foods  for  dogs,  cats, 

foxes  and  other  earn  verlous  animals,      327,893  .   bept. 

10 T  Ser"al  No    365,056  :  plblished  July  2.  1935.     Class 

AtlAs  Powder  Company.  Wilmington.  Del.  Hexahydrlc 
ScohoK  327  978  :  Sept.  10  :  Serial  No.  362,609  ;  pub- 
lished July  2,  1935.     Class  6.  „  .         ^ 

BageSonow.^I.  M..  Inc..  New  York,  NY  Women  s  and 
misses'  coats,  suits  and  skirts.  327,885  Sept.  lu . 
Serial  No.  364,911  :  published  June  25.  1935.     Class  39. 

Earnhardt  Brothers,  Chariotte,  N.  C.  Cotton  and  rayon 
vrrns  327.86.3  ;  Sept.  10  ;  Serial  No.  363,791  ;  pubUshed 
June  18.  1935.     Class  43. 

Rarnsdall  Oil  Company.  Tulsa.  Okla.  Petrolatum. 
327  971  :  Sept.  10  :  Serial  No.  363.262  :  published  July  2, 

1935.     Class  6.  ,.,     ,       t      *u  qo-  cot  • 

Barrett  &  Company.   Newark    N.   '-, .leather       32«.897 
Sept.   10;   Serial  No.   365.114:  published  July  2.    1935. 

Beddo?e8t  Mattress  Company,  Fort  I'«u<Jtr<iale^ Fla  Mat- 
tresses .327.907:  Sept.  10:  Serial  No.  364.369:  pub- 
li8he<l  July  2.  19.35.     Class  32.  .^     .     „    v      a-  k^. 

Behrens  4  Blumbardt  Company.  New  York,  N.  Y.  Sashes. 
328,041 ;  Sept.  10  ;  Class  39. 


IV 
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B«ldam    Packing    &    Rubber    Co.,    Limited.    The,    London. 

England.      Bnglne   and    machinery    packings.      327,936; 

Sept.    10,    Serial    No.   363,449;   published   July   2,   1935. 

Class  35 
Beldam    Packing    &    Rubber    Co..    Limited,    Tbe,    London, 

England.      Engine    and    machinery    packings.      327.937  ; 

Sept.    10 ;    Serial   No.    363.447  ;    published    July    2,    1935. 

Class  35.  ^     ^ 

Bellmore  Neckwear  Co.      (See  Mandel.  Abraham.) 
Berger,  Eric.  New  York,  N.  Y.     Periodical.     327,8^8  :  Sept. 

10  ;  Serial  No.  365,018  ;   published  July  2,   1935.     Class 

38 
Berk     F     W,   &   Co..    Inc.,    New    York,    N.    Y.      Fertilizer. 

.■i27  972 ;  Sept.   10 ;  Serial  No.  363,197  ;  published  July 

2.  1935.     Class  10. 
Berse    Harry,   New  York,  N.  Y..  asslznor  to  Essex  Razor 

Blade    Corporation,    Jersey    Clt.v.    N.    J.      Razor    blades. 

:'.  >7  912  ;   Sept.   10  ;   Serial   No.   340,510  ;  published  July 

-.  1035.     Class  23.  ^^,  ^,,      ^      .,    , 

Blelzoff.  I).  J..  Products  Company.  Chicago,  111.     Cordials, 

liqueurs,   brandies,   etc.      328,039 ;    Sept.    10.      Class   49. 
Blums,    Harry,    Natural    Bloom    Inc..    >pw    York,    N.    Y 

Cigars     327.919  :  Sept.  10  ;  Serial  No.  865.242  ;  published 

July  2,  1935.     Class  17. 
Borg-Wamer    Corporation.    Chicago.    111.      Friction    clutch 

discs,  saws,  shovels,  etc.     327  944;  Sept.  10:  Ser'al  No. 


::64  172  ;  publlshe<l  July  2,  1935.     Class  23. 
radner  Smith  k  Company,  Chicago,  lU.     Paper,  blllh 
e'c      327.877;   Sept.    lO;   Serial  No.  364.755;   publ 


eads, 

bllshed 


Brad 

Jjlv  2719.35.     Class  37.  ^  ,„       ^ 

Bradner   Smith    &    Company.    Chicago,    111.      Cover    paper. 

lond     paper      announcement     and     greeting     card,     etc. 

327  87S  ;  Sept    10  ;  Serial  No.  364,760  ;  published  July  2, 

1935.     Class  37,  ^   ,,,      ^ 

Brownsteln-Louis  Company,  Los  Angeles,  Calif.     Overalls. 

327  949  ;   Sept.   10  ;    Serial  No.   364,269  ;   published  June 

2.'..  19.^"^.     Class  39.  „   ,  ^^, 

Brust,  Erich,  New  York.  N.  Y.     French  dressing.     327  90^: 

Sept.    10 ;   Serial  No.   348.621  ;   published  July   2,    1935. 

Class  46. 
Buscarlet  Glove  Company.  Inc..  New  York.  N,  Y.     Leather 

handbags   and   pocketbooks.      327.930 ;   Sept.    10 :    Serial 

No.   363.578 :    published  July    2,    1935.      Class   3. 
Campe   Corporation.   The,    New    York,    N.    Y.      Underwear. 

327  932  :  Sept.   10  ;   Serial  No.  363,653  ;   published   June 

25.  1935.      Class  39.  ^  ,.,         ,r,. 

Canava  Cigar  Company,  The.  Chicago.  111.  Cigars. 
327,898;  Sept.  10;  Serial  No.  365,121;  published  July 
2.  1935.     Class  17.  ^,        .^     ^    „ 

Carbide  and  Carbon  Chemicals  Corporation,  New  York,  N. 
Y       Sealing  compounds  for  containers.     327.928 ;   Sept. 
10:     Serial     No.     363,580;     published     July     2.     1935. 
Class  5. 
Carman   &   Co.,   Inc.   New  York,   N.   Y.      Laundry   bluings. 
327.910 ;    Sept.    8 ;    Serial   No.  '8^5.660 ;   published   July 
2    1935      Class  6 
Carolyn   Manufacturing  Co..  Inc..  New  York.  N.  Y.     Tele- 
8COi)e8,   field  glas-ses  and  parts  thereof.      327,886;    Sept. 
10  ;  Serial  No.  364,914  ;  published  July  2,  1935.     Class 
26. 
Carraway  Engineering  Co.,  Inc..  Dallas,  Tex.     Air  condi- 
tioning machines.     328.040;  Sept.  10.     Class  34. 
Central   Quilt  and   Mattress  Manufactory.      (See   Gennet, 

Nathan.) 
Charles  of  the  Rltz.  Inc.,  New  York,  N.  Y.     Massage  cream, 
and    cleansing    tream.      327.924  ;    Sept.    10 ;    Serial    No, 
363,74'^  ;  publi8he<l  July  2,  1935.     Class  6. 
Chemical  Specialty  Co.,  Ltd.,  San  Francisco.  Calif.     Chem- 
ical composition  used  in  fermentation  of  wort  In  brew- 
ing.    32S.049  :  Sept.  10.     Class  48. 
Chlrico,    Siivestro,    New    York.    N.    Y.      Medicinal    tonic. 
."^27  905  ;   Sept.    10;   Serial  No.    350,508;   published  July 
2.  1935.     Class  6. 
Christlansburg    Canning    Co..     Inc..    Cbrlstlansburg,     Va. 
Canned  vegetables  and  canned  fruits.     327.881  ;  Sept.  10  ; 
Serial    N...   364.811  ;   publish^'d   July  2.   1935.      Class  48. 
Clark  Thread  Comnanv,  The.  Newark,  N.  J.     Thread  and 
varn.     327  864;  Sept.  10;  Serial  No.  363,801;  published 
June  18.  1935.     Class  43. 
Cohen,    Joseph    S..    A    Sons    Co.,    Inc.,    New    Y'ork.    N.    Y. 
Frocks    and    dresses.       328,003  :    Sept.     10 ;     Serial    No. 
364,087  :   published   July   2,  1935.      Class   39. 
Cohen,    Joseph    S.,    &    Sons    Co.,    Inc.,    New    York,    N.    Y. 
Frocks,    dresses,    paj.imas   and   smocks.      328.004  ;    Sept. 
10;  Serial  No.  364,088;  published  June  25,  1935.     Class 
39. 
Colombl,  Hueo,  doing  business  as  Effervescente  Co.,  New 
Y'ork.    N.    Y.      Effervescent    preparation    having   antacid 
properties.       327.87."^ :     Sept.     10  ;     Serial    No.    .363.999  : 
published  July  2,  1935.     Class  6. 
Competent   Fur  Dressers,   Inc..  Mount  Vernon,   N.   Y.     Fur 

skins.     328,036  :  Sept.  10.     Class  1. 
Cooper.  Wells  ft  Company,  St.  Jos^eph,  Mich.      Hosiery   for 
women.      327.874-5:    Sept.    10;   Serial  Nos.   364,714-15; 
published  June  25,  1935.     Class  39. 
Cooper,    William,   it   Nephews,    Incorporated.    Chicago.    111. 
Dog  medicine  and  tonic,     327.943  ;   Sept.  10  ;  Serial  No. 
364,124:   published  July  2,   193."),      Class  8. 
Cooper,  Wells  \  Company,  St.  Joseph.   Mich.      Hosiery  for 
women.      327.964:    Sept.    10:    Serial   No.   364  508;    pub- 
lished July  2,  1935.     Class  .39. 
Coty,  Inc.,  Wilmington,  Del.     Talcum  powder,  dusting  pow- 
der,  and    face  powder,   etc.      327.9.'iO ;    Sept.    10 ;    Serial 
No.   364.280:   published   July  2.   19.35.      Class   6. 


Cube  Steak  Machine  Company.  Inc.,  Boston,  Mass.  Ma- 
chines for  cutting  meat.  .327,894:  Sept.  10;  Serial  No. 
:i65,0«4  ;  publlshe<l  July  2.  1935.     Class  23. 

Curaderm  I^abcratorles.     (See  Lamalne,  Robert.) 

Curtis  Candv  Company,  The,  Chicago,  111.  Candy. 
327,996;  S^-pt.  10;  Serial  No.  364,051;  published  July 
2,  1935.     Class  46. 

Dalton.  Fritz,  doing  business  as  Daltonlte  Paint  Prod- 
ucts Co.,  I'liiladelphia,  Pa.  Paint  enamels,  automobile 
finishes,  lacquers,  etc.  327,929 ;  Sept.  IC  ;  Serial  So, 
.363.623  ;  published  July  2,  1935.     Class  lb. 

Daltonite  Paint   Products  Co.      (See  Dalton,   Frits.) 

Diadem  Surgicals,  Inc..  Fltchburg,  Mass.  Gauze  band.nges. 
328,030;  Sept.  10;  Serial  No.  358,126;  published  July 
2.  1935.     Class  44. 

Dictograph  Products  Company,  Inc..  New  York,  I^  Y. 
Dictograpira  or  interior  telephone  systems.  327,'994 ; 
Sept.  10;  Serial  No.  364.003;  published  July  2.  1935. 
Class  21. 

Dorothy  Frocks  Co.,  Inc..  San  Antonio,  Tex.  Dresses  and 
frocks.  328,C22  ;  Sept.  10  ;  Serial  No.  359,297  ;  published 
Feb.  19,  1935.     Class  39. 

Dry  Milk  Company,  Inc.,  The.  New  York.  N.  Y.  Chum,  to 
be  used  In  fresh  or  salt  water  fishing.  327.916  ;  Sept. 
10;  Serial  No.  365,370;  published  July  2,  1935.  Class 
22. 

Dutchess  Underwear  Corporation,  New  York.  N,  Y  I.iadies' 
knltte«l    underwear.      328.048;    Sept.    10,      Class   89. 

Effervescente  Co.     (See  Colombi,  Hugo.) 

Elgin  National  Watch  Company,  Chicago,  III.  Watches. 
328,008;  Sept.  H) :  Serial  No.  362,020;  published  July 
2.   1935.     Class  27. 

Elmquist,  F'rancis.  doing  business  as  House  of  Twigs, 
Kansas  City,  Mo.  Astringents,  cleansing  cream,  all  pur- 
pose creams,  etc.  ;527.945  :  Sept.  10  ;  Serial  No.  364,177  ; 
published  Julv  2,  1935.     Class  6. 

Essex  Razor  Blade  Corporation.  (See  Berse,  Harry,  as- 
signor.) 

Famous-Sternberg.  Inc.,  New  Orleans.  Ia.  Men's  and 
boys'  suits.     328,060;  Sept.  10.     Class  39. 

Federal  Stamping  and  Engineering  Corp.,  Brooklyn,  N.  Y. 
Advertlslug,  nutomoblle  truck,  etc.,  reflectors,  327,950; 
Sept.  10;  Serial  No.  364.383;  published  July  2.  1935. 
Class  50. 

Feldman,  Morris.  New  York.  N.  Y.  Ladles'  knitted  dresses 
and  sweaters.     328.044;   Sept.   10.     Class  .39 

Fink  Dumont-Whlte,  Inc..  New  York.  N.  Y,  Gasoline  tank 
caps.     328.051  ;  Sept.  10.     Class  19. 

Forbes  Chocolate  &  Cocoa  Company,  Chicago,  111.  Choco- 
late powder  preparation  for  making  fooil  beverages  and 
other  food  us»s.  :!27.!».'>8  :  Sept.  10  ;  Serial  .No.  364,417  : 
published  July  2,  1935.     Class  46. 

Furuya  A  Company.  Seattle,  Wash.  Malt  B^nerages. 
327,!)86-7  :  Sept.  10 ;  Serial  Nos.  362,076-7  :  published 
July  2,  1935.     Ctass  48. 

Geib  &  Schaefer  «'o.,  Chicago,  111.  Cases  for  musical  In- 
struments. 327.9.'>1  ;  Sept.  10;  Serial  No.  864,283;  pub- 
lished July  2,  1935.     Class  3. 

Gennet,  Nathan,  doing  business  as  Central  QuUt  and  Mat- 
tress Manufactory,  Newark,  N.  J,  Mattres.ses  and 
srudio  cou(h  be<ls.  327,895;  Sept.  10;  Serial  No. 
365.076;  published  Julv  2,  1935.     Class  .32. 

Georse,  MItcheal  J.  (Joshen.  .N.  Y.  Lumber.  328,045; 
Sept.  10.    Class  12. 

Glurlanl.  A..  A  Bro.,  San  Francisco.  Calif.  Olive  oU. 
327,989;  Sept.  10;  Serial  No.  352,479;  published  July 
2.  1935.     Class  46. 

Goldring  Merchandising  Corporation,  New  York.  N.  Y. 
Coats,  suits,  and  dresses.  .•<27, 997-8  ;  Sept.  10;  Serial 
Nos.    364,058-9;   published  June  25,   19.35.      Class   .39. 

Good  Foods,  Incorporated,  Tampa,  Fla.  Citrus  fruit  Juices 
for  making  soft  drinks.  827.957  ;  Sept.  10  :  Serial  No. 
364.885  ;  published  July  2,  1935.     Class  45. 

Goofle  Products.  Depoe  Bay,  Oreg.  Toy  novelties  made  of 
shells  .327.975:  Sept  10:  Serial  No,  302,962;  pub- 
lished July  2,  1935,     Class  22. 

Granat.  Joseph,  San  t^ranclsco,  Calif.  Finger  rings. 
328.054  ;  Sept.   10.     Class  28. 

Greenburg  and  Riga,  Newark,  N.  J.     Coin  control,  ball  pro- 

iectlnit    amusement    device.      327,889;    Sent.    10:    Serial 
io.   .365.031  :    published   July   2.    1935.      Class  22. 
Greylock     Corporation,     New     York,     N.      Y.       Magazine. 

327.969;    Sept.    10;    Serial   No.    364,670;   published   July 

2.  19.^'S.     Class  38. 
Hacker  Products  Corp.,   Brooklyn,   N.  T.     Rat  and  mouse 

extermlnant  and  Insecticide.     827,872;  Sept.   10;   Serial 

No.    363.972 :    published    July    2.    1935.      Class   6. 
Haftel.   M..   A   Sons,    Philadelphia,    Pa.      Shirts.      827.942 ; 

Sept.    10;    Serial   No.    364.135;    published   July   2,    1935. 

Class  39. 
Ilalre   Publishing  Company,    Inc.,   The,   New   York,   N.    Y. 

Section  of  a  periodical  publication.     327.970;   Sept.   10; 

Serial  No.  364,671  ;  pul>lished  July  2.  1985.     Class  38. 
Ilalre   Publishing    Company.    Inc..   The,    New   York,   N.    Y. 

Periodical    publication       327.983;    Sept.    10;    Serial   No. 

.'!62.471  :   published  July  2,   1935      Class  38. 
Halre    Publishing   Company.   Inc..   The.    New   York,    N.   T. 

Section  of  a  periodical  publication,      328.009:  Sept.  10; 

Serial  No.  361,746:  puhll.<<hed  Julv  2.   193,''.,     Class  .38. 
Hammermill  Paper  Company,  Brie.  Pa.     Typewriter  paper. 

paper  tablets,  note  boolts.  etc.     328.026:  Sept.  10:  Serial 

No.    3.-.H,732  ;    published   July    2.    1935,      Class    37. 
narrower.  Norman,  doing  business  as  Linton   Brothers  A 

Company,    P'ltchburg,    Mass.      Index   brlstols,      328.055 ; 

Sept.   10.     Class  37. 
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narrower.  Norman,  doing  business  as  ^Int^n  Brothers  A 
Company,   Fltchburg,   Mass.      Index   brlstols.      3-8.056, 

Hali^eV  ^Fred '^Wl^Ue   Plains,   N.   T.      Hair  waving    pads. 

327.999;   S^t    10:   Serial  No.  364,060;  published  July 

*'    1935      Class  44 
Holiy   Products  Company,   Vernon,  Calif.     Lye,   sal  soda, 

chloride   of   lime,   etc.      327  985  ;    Sept.    10 ;    Serial   No. 

302,114  ;  published  July  2.  19b5.  ^ Claw  6. 
Hollvwnod  Crnvat   Co.      (See  Mandel,   Abraham.) 
Ho^'e  Hold  Pajer  Produrts,  Detroit.  Mich.     Pa P^r  ward- 
robe basis,  vacuum  cleaner  bags,  paper  cups  and  plates, 

etc.    32S.0.-.9  ;  Sept.  10.     Class  2 
House  of  Twigs.     (See  Elmquist,  Francis.) 
Hubinirer  Co     The.  Keokuk,  Iowa.     Table  syrup.     327  918  : 

SeSt     10:  'Serial   No.   366,296;  published  July   2,    1935. 

Hu?mrn*A  Co.,  Terre  Haute  Ind  Mhieenieat^  canned 
mushrooms,  canned  8P»'\«<:h-  «;<^,  ^^8  007.  »:PPt-  l"  • 
Serial  No    351, .357;  published  July  2,  1935.     Class  46. 

Hunter  William  W.,  d-ing  business  as  W^  SrV*e?age 
Newcastle-on  Tyne.  England.  ,  Medicine  In  beverage 
form  3'8,011  ;  Sept.  10;  Serial  No.  361,524  ,  pubusnea 
July  2,  1935.     Class  6.  ^».     ,      x 

3fi0.0k  ;  published  July  2,  1935      Class  6.  ^  . 

International  Formulas.  Inc.,  Seattle.  Wash.     P'^o*^"".^^*?, 
^     rSsed  foi  the  relief  of  paroxysms  of  a8th"|a  and  fon 

the  relief  of  bronchitis  of  m  nor  degree      f2S;p05p^  ^^Pl' 

10  •  Serial  No.  364.099  ;  published  July  2,  1935.     Class  o. 
International  Smelting  and  Refining  Company    New  York 

N   Y      I.#ad     327  920  :  Sept.  10  ;  Serial  No.  36o,227  ,  puo- 

Invl1,iM.i"''lnc'''c'hlcalrr  HI.  Invisible  undernanty. 
327  926  ;   Se^  '  10  "  Serial  No.   363,709  :   puMlshe({  June 

iHh'i'valT  Shjferk"u''l^B  ^"7'^"VtJ'""3^7  9?r  Se%";  I'o' 
treatment  of  ^''»rHW».f^V>Tn\n',   etc      S27.97a     St^.  li)  . 

Serial   No    362.740:   publlshe<l  July  2,  lOS.i.     I  lass  o. 
Italo  American    Accord'lon    MfR-    ^o  •    £,*'»'•«>■'«•     "»'       '^'=- 

cordlons.     328,043  ;  Sept.  10.     Class  36. 
Johnson    Ernest  K.,  doing  business  as  Ernest  R  Johnson 
■^    Co      Mlnmapolls     Minn.      Me«llcate<l    candy.      327  950 

Sept.    10;   Serial  No.   364,422;   published   July  2.   1935. 

Jo&Vl  neilnlng  Company.  Chicago  111.  L'quld  wax 
polish  327  990  :  Sept.  10  ;  Serial  No.  352, 1 41  .  published 
July  2,  1936.     Class  16.  .        .   .     j 

Kulash  W  C  Incorporated.  Omaha.  Nebr.  Vitaminized 
laxative"    327  9.'-.2;   Sept.   10;   Serial  No.  364,343;  pnb- 

Ke^felwVUpiny.'ir/.'lndlanapolls.  Ind.  Pharma- 
ceutical preparations  for  the  relief  of  corns,  callouses^ 
etc  32.  041;  Sept.  10;  Serial  No.  363, . 354  ;  published 
July  2.  1935.     Class  6. 

Kleckner  David.  A  Son.  Inc.,  Brooklyn,  N.  Y  Flavor  for 
f^ds ^nade  from  essential  oils  and  flavoring  ^itracts. 
328  023;    Sept.    10;    Serial   No.   .359.230;    published   July 

Knot!^  Wm  ^T^Company.  Inc.,  New  York.  N    Y      Electric 
*^Tacuim,    cleaners,    electric    waffle    l^^""' /l^^'Wa66 

lators     etc       327,868;    Sept.    10;    Serial    No.    363.866. 

published  July  2.  19.35.     Class  21. 
K-,«»«    <»    n      A  Co     New  York.  N.   Y.      Inks,   typewriter 
"^^Tbons.Varlfon'^nar^^'etc.     328.019:  Sept.   10;   SerUl 

Kr^ma'n'^Ha'lry^-F^^St'  'll^.'Vo'''l.J^\r^^  ^^27.984; 

Se?t     10:   Serial   No.  362.367;    published  ;ruly  2,  1935. 

Class  28. 
Kwlk  Fvre  Kindler  Co.     (See  Wiederhold.  Peter.) 

Laboratories  Inc.,  Joplln.  Mo.  H^"'^  «"^'"%"t  Vnr%*' 
tlon.  vaginal  Jelly,  laxatives^  etc  32V<i3  :  Sept.  10 , 
Serial  No    3.''>0.8.'»8  ;  published  Julv  2.  1935.     Class  «. 

Lamalne.  Robert,  doing  business  as  Curaderm  I^!?"*"/.^;' 
New  York,  N.  Y,  Germicide  for  dandruff  itching  scalp 
and  the  I'ke,  327  871;  Sept.  10;  Serial  No.  363,923, 
iHibllshe<l  Julv  2.  1935.     Class  6. 

lender  Co  Inc.,  The,  New  York.  N.  Y.  Talcum  Powders. 
.327,991  :   Sept.    10  :   Serial   No.  354,161  ;   published   Oct. 

La^schi^ifg^er  Julius®  Inc.,  Brooklvn,  N.  Y.  Meats  328.032  : 
sfpt     10:    Serial   No.   357.825;   :)ubll8hed   July    2.    19.?6. 

Lefkowltt^  S.  A  I..  Inc.,  New  York  NY.  P"^'^"-.  P^;^' 
creams,  etc.,  for  the  removal  of  hair.  328,053,  Sept. 
10.     cinss  6. 

Lem  Lur   Bottling   Co.      (See   Schwartz   Ginger   Ale  Com- 

lewmac  Furi.  Inc.,  New  York.  N.  Y.     Coats,  suits,  flresses 

Hc      .327  9.39;   Sept.  10:   Serial  No.  363,399;  published 

June  25.  'l935.     Class  :'.9. 
Linton  Brothers  A  Company.     (See  Harrower.  Norman.) 
Li°ner    D  .  A  Co.,  New  York.   N.  Y.     Necklaces,  bar-pins, 

brrc'e'ets,  etc.     327.973;  Sept.   10;  Serial   No.  363.176; 

published  July  2,  1935.     Class  28  „r  ,.  ,  ™ 

Lustrwax-Best  Products  Company.     (See  Terry.  Walter  T., 

Jr.) 


Mandel,  Abraham,  doing  business  as  Bellmore  Neckwear 
Co.,  and  Hollywood  Cravat  Co.,  New  York,  N.  ^.  ,^eck- 
wear.  327,921  ;  Sept.  10  ;  Serial  No.  365,208  ;  published 
July  2,  1935.     Class  39. 

Mankato  Brewing  Company,  Mankato,  Mlpn  Beer. 
327,909;  Sept.  10;  Serial  No.  346,165;  published  June 
5    1934      Class  48 

Marcus,  Forscher  A  Co.,  New  York,  N.  Y.  Buckskin  In  the 
piece.     328,035;  Sept.  10.     Class  1. 

Marshall  Field  A  Company.  Chicago.  III.  ^y omen's  and 
children's  dresses  and  suits,  328,000;  Sept.  10  ;  Serial 
No.  304,066:  published  July  2,  1935.     Class  39, 

Martin,  Bob,  (Export)  Limited,  Southport,  England.  Vet- 
erinary preimrations.  328,016;  Sept.  10;  Serial  No. 
360,721  ;  published  July  2,  1935.     Class  6. 

McCutcheon,  James,  A  Co.,   New  York,  N.  Y.     Tab^s,  pil- 
lows, chairs,  etc.    328.017  ;  Sept.  10  ;  Serial  No.  360,569 . 
)■    published  July  2,  1935.     Class  32. 

"McKesson  A  Robbins,  Incorporated,  Bridgeport  and  Falr- 
fleld.  Conn.    Whiskey.     325,042  ;  Sept.  10^    ^'iSf,**,  ^u^-.,„, 

McManus,  Charles  E.,  doing  business  as  Spring  Hi'ls  l-arm. 
Cockeysvllle,  Md.  Eggs.  327,925  ;  Sept  10  ;  Serial  No. 
383.713  ;  published  July  2,  1935.    Class  46. 

Medlca-Dent  Manufacturing  Company,  Seattle,  Wash. 
Tooth  powder  and  dentifrices.  328,020  ;  Sept.  10  ;  Se- 
rial No.  359,722;  published  July  2,  1935.    Class  6. 

Melfi,  Ernest  E.,  Jr.,  doing  business  as  Wrotan  Co.,  Provi- 
dence R.  I.  Cold  cream,  menthol  cream,  lemon  cream, 
etc  327.993  ;  Sept.  10  ;  Serial  No.  356,847  ;  published 
July  2,  1935.     CUss  6. 

Metropolitan  Wine  Company.     (See  Sleplan^  Abraham  W.) 

Miner  Read  A  Tullock,  New  Haven  Conn  Canned  peaches. 
3271869 ;  Sept.  10  ;  Serial  No.  363,880  ;  published  July 
%  1935.     Class  46.  „       ^,,  .,   ,.,~^. 

Minneapolis  Bottling  Co..  Minneapolis,  Minn  Maltless 
beverages.  328.028  ;  Sept.  10  ;  Serial  No.  358,626  ,  pub- 
lished Jan.  1,  1936.     Class  45. 

Moore  Corporation,  The,  Jollet.  111.    Gas  stoves  and  ranges. 

flashlights.     328.012  ;  Sept.  10  ;  Serial  No.  361,433  ,  pub- 
lished July  2,  1935.     Class  21. 

National  Mineral  Company,  Chicago  I"- ..jT^/^Q^^I^nt^T 
pads,  hair  drvers,  curiing  rods,  etc.  32.  899  ,  Sept.  10  . 
Serial  No,   365,153  ;  published  July  2,    1935.     Class  44^ 

National  Mineral  Company.  Chicago  111.  Permanent  wave 
pads.  327,900  ;  Sept.  10  ;  Serial  No.  365,154  ;  published 
July  2.  1935.     Class  44.  „    ,      „ 

National  Mineral  Company,  pi"^J?u  "1- «  P**^", /°'«.  Pff ,* 
manentiv  waving  human  hair.  327.901  :  Sept.  10  .  Serial 
No   365i.'>6;  published  July  2,  1935.  „^la86  44. 

Natronal  Mineral  Company  Chicago,  III.  „i;a«l8  for  per^ 
manently  waving  human  hair.  327.902  Sept  10  ,  Serial 
.No.  365,159  ;  published  July  2.  1935.     Class  44. 

National  Publishing  Company  Philadel{jhiaPa^^  Auto^ 
graph  books.  327.965  ;  Sept.  10  ;  Serial  No.  364,5^0  ,  pub- 
lished July  2,  1935.     Class  37. 

National  Silver  Com  pa  nv.  New  "York  ^-rJ-  \^,%^'^^'  knives, 
cook  forks,  etc.     328.647  \  Sept.  10.     Class  -3 

Naylor.  Charies  E..  Manchester,  K««i*5?ooiS.''*Ln't^o ' 
vanishing  cream,  face  Powd"- /*«.  327  981  .  »ept.  10 , 
Serial  No.  362.524;  jyublished  J"ly  2.  1935.     Ciaw  6. 

Old  Ben  Coal  Corporation.  Chicago,  II.  Coal  -^-'.^Op. 
Sept.  10;  Serial  No.  364,353;  published  July  2,  1936. 
Class  1.  „„    „     .. 

One-In-Hand  Co.,  Clinton,  Iowa.  Necktie".  3.2J.»33  ;  Sept. 
10  ;  Serial  No.  363.537  ;  published  July  2   1935.    Class  39. 

Owen,  W,  A  Son.     < See  ifunter,  William  W.) 

Oxford    Undergarment     Corporation,     New     YorK,     «.     i. 

^"'Ses'  undergarments.  327.931;  Sent.  10:  Serial  No. 
.363,564  :  published  June  25,  1935,     Class  39^ 

PftlKsou  Bror  G.,  doing  business  as  Bror  PiMsson  A  Co., 
Ma?mo  Sweden  Portable  hand  fire  extinguishers. 
328  015  ;  Sept.  10  ;  Serial  No.  361.047  ;  published  July  2, 
1935.     Cla^s  23. 

Patons  A  Baldwins.  Limited,^  Halifax,  England^  FmSq? 
yarns  of  wool.  328.001  ;  Sept.  10;  Serial  No.  364.069, 
published  June  25.   1935.     Class  43. 

Pauker  Brothers,  New  York,  N.  Y.  Mufflers  bathing  sulU 
sweaters,  etc.  327.865;  Sept.  10;  Serial  No.  363,820. 
published  July  2,  1935.     Class  39. 

Pfelffer  William.  Rcchester,  N.  Y.  Pipettes  for  making 
bS  count  327,906;  Sept.  10  :  Seriaf  No.  349,352  ;  pub- 
lished  Nov.  27,    1934.     Class   26.  .,..  ,07  oro  • 

Plpok    Carl  E     Covington,  Ky.    Douche  solution.     327.982 , 

^pt    10:  Serial   No.   362:483;   published   July   2.   1935. 

Plata  Ismael  O..  Bogota  and  Barranquilla.  Columbia,  8.  A. 
Anilge^ic  327.981 ;  Sept.  10  ;  Serial  No.  352,051  ;  pub- 
lished July  2,  1935.     Class  6. 

Pvlan   Products  Company,   Inc.,   New   York,  N.  Y.     Dyes. 

^327.960VSept    10;   Serial  No.  364,449;   published  /uly 

2,  1935.     Class  6.  .     ^^,         w  w   i. 

Red  Ton  Brewing  Company.  Cincinnati.   Ohio.      Malt   DeT- 

crages      327  8f9-80  :  Sept.   10;  Serial  Nos    .364,789-90; 

published  July  2,  1935.     Class  48. 
Red  Too  Brewing  Company.  Cincinnati.  Ohio.     Malt  bev- 

erag«     327.896  ;  Sept^lO  ;  Serial  No.  365,099  ;  published 

Julv  2    1935.     Class  48.  „„  „„. 

Red  A  White  Corporation.  Chicago.  111.     Coffee      32.  923; 

Sept    10:   Serial  No.  365,164;   published  July  2,   1935. 
I        Qass  46. 
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Reliance  Manufacturing;  Company,  Chicago,  111.  Shirts. 
327.946 :  Sept.  10 ;  Serial  No.  364,195  ;  published  June 
25.  1935.     (lass  39. 

Boberts,  Thomas  E  ,  doinj;  business  as  Superior  Home 
Products  Co.,  Plttsfleld,  Mass.  Deodorant,  disinfectant, 
insecticide,  etc.  328,033  ;  Sept.  10  ;  Serial  No.  357.562  ; 
liublijibed    July    2.    1935.      Class   8. 

Bolls-Royce  Limited.  Derby.  England.  Aircraft  engines  and 
part.-^  theref.f.  328.025;  Sept.  10;  Serial  No.  359,006; 
published  Julv  2.   1935.     Cla.'^s  23. 

Botarv  Shirt  Co..  Inc.,  New  York,  N.  Y.  Shirts  and  col- 
lars. 328  013-14;  Sept.  10;  Serial  Nos.  361,119-20; 
published  June  25.  1935.     Claw  39. 

Bovai  Lace  Paper  Works.  Brooklyn.  N.  Y.  Paper  doilies. 
shelf  papers,  lace  papers,  etc.  327.966;  Sept.  10;  Serial 
No.  364.555  ;  published  July  2.  1935.     Class  37. 

Sanford  Manufacturing  Co..  Chicago,  111.  Writing  fluids. 
327  980;  Sept.  10;  Serial  No.  362,532;  published  July 
2.  1936.     Class  11.  _         »,   ,     . 

Schmidt.  C.  &  Sons.  Inc..  Philadelphia,  Pa.  Malt  bever- 
ages with  not  more  than  the  legal  alcoholic  content. 
828.027;  Sept.  10;  Serial  No.  358,655;  published  July 
2,  1935.     Class  48. 

Schwartz  Ging»'r  .Me  Company.  Inc.,  doing  business  as  Lem- 
Liir  Bottling  Co.  San  Francisco,  Calif.  Fruit  Juice 
compound  for  bevt-rage  purposes.  327.954  ;  SeiitlQ; 
Serial  No.   364.358  ;   published  July  2.   1935.     C1«W-15. 

Schweiz  Serum  A  Impflnstitut  Bern..  Bern.  Switzerland. 
Medicinal  preparation,  vaccines,  and  veterinary  medicine. 
3J7.97y  ;  S«pt.  lU;  Serial  No.  362,536;  published  July 
2.  19;;5.     Class  6.  „  w     * 

Sears.  R.>ebuck  and  Co  ,  Chicago.  Til.  Storage  chests, 
327.992;  Sept.  10;  Serial  No.  354,951;  published  July 
"^    1M35      Cla'>s  32 

Sei'sakusho  Kabu.-<hlki  K.  IL.  Tokyo.  Japan.  Calculating 
slide  rule.  328,034;  Sept.  10;  Serial  No.  35(,<<2;  pub- 
lishe,]   July  2,  1935.     Class  26.       ^  „  „  ,»,,„„ 

Shawmut  Woolen  Mills,  Inc..  Srou-,'hton  Mass.  Bathing 
suits  and  hathlnc  suit  accessories.  327.947;  Sept.  10: 
.Serial   No.  ;!64.251  :   published  July   2    1035.     (I^'s  39- 

Jheila  Lynn,  Inc..  New  York.  N.  1.  Dresses.  327,962. 
Sept.    lt>;    Serial   No.  364,486;   published  July   2,    1935. 

Class  39 
Pl^pian.  .\braham  W..  doing  business  as  Metropolitan  Wine 

cVmpanv.   Brooklyn.   N.  Y.     Wines.     328.05.  ;  S«pt.  10. 

Class  41'  o 

Splca    Ancelina.   New  York,  N.  Y.     Vermouth.     328,03« ; 

Sept    10      Class  47 
Sprin;:  Hills  Farm.      (See  McManus.  Charles  E.) 
Standard  Products  Company       (See/iellandOrantJ 
Sterling  Magnesia   Co.   Inc.,  The,   Newark.   N    J.      Milk   of 

niacnesia      327.938;  Sept.  10;  Serial  No.  363,442;  pub. 

li^hed  Juiv  2.   I!t35.     Class  6.  „    _.    _-  ,^      w 

Strathmore      Paper     Company.     West     Springfield,     Mass. 

WritTnr  an.l  printinu-  p^per.     327.883;  Sept.   10;  Serial 

No.  364,89s:   published  July  2,  193.^     Class  3.. 
Stylecraft  Leather  Gooilg  Co.  I nc     New  ^prk   N.  V     Pocket- 
books    and    handbags.      327.891;    Sept.    10;    Serial    No. 

365.050:  published  July  2.   1935.     Class  3^ 
Superior  Home  Products  Co.     [See  Roberts.  Thomas  R) 
Snttons.   Johnstown,   N.   Y.      Gloves.      328,016;   Sept.    10. 

Tablet^*"  Ticket  Co.,  Chicago,  IlL     Wallpaper  and  eummM 
and    ungummed    wall    decorations    of    paper.      32S,0O 
Sept.   10 ;   Serial  No.   364.075 ;   published  July    2,    1935. 
Class  37. 

Terrv.  Walter  T  .  Jr..  doing  business  as  Lustrwax-Best 
Products  Company.  Kansas  City,  Mo  pu"*^"-  328.024  ; 
Sept.    10:    Serial  No.   359,097;   published   July   2.    1935. 

Class  "^ 

Thomas  k  Marcus,  Inc..  New  York,  N.  Y.  Women's 
chemises,  panties  and  slips.  327,948  :  Sept.  10  ;  Serial 
\o    364  255  :  published  June  25.   1935.     Class  39 

Three  In  One  Oil  Company,  New  York.  N.  Y.  Furniture 
polish.  327.866:  Sept.  10:  Serial  No.  363.S34 ;  pub- 
lished Julv  2.  1935.     Class  16.  ^     ^.         . 

mitwl  Drug  Company.  Boston.  Mass.  Double  wire  rini: 
hinders  for  school  tablets.  327,963;  Sept.  10;  Serial 
No.   364.489:   published  July  2,  1985.     Class  87. 


United  States  Safety  Society.  Inc..  New  York,  N.  Y.  Play- 
ing cards,  327.061  ;  Sept.  10;  SeHal  No.  364,457;  pub- 
lished July  2.  1935.     Class  22. 

United  States  Whip  Co..  doing  business  as  U.  S.  Line  Co.. 
Westfleld,  Mass.  Fishing  line.  327,876  ;  Sept.  10  ;  Serial 
No    3»;4.744  ;    published   July   2.   1935.      Class  22. 

Valetta  .Manufacturing  ^'ompany.  doing  business  as  Valetta 
I>aboratories.  New  York.  N.  Y.  Salve.  32*<.029  ;  Sept. 
10  :  Serial  No.  358.231  ;  puLMshed  July  2,  1935.     Class  6. 

Van  Voorhis,  B.  T..  Nevada.  Ohio.  Garbage  receptacles. 
327  968  ;  Sept.  10  ;  Serial  No.  364.602  ;  published  July 
2.  1935.     Class  2.  ^  o       ..      , 

vltallc  Battery  Co..  Inc..  Dallas.  Tex.  Spark  plugs. 
327  922 ?  aept.  10  ;  Serial  No  365.177  ;  published  July 
2,  1935.     Class  21. 

Von  Brewing  Company,  D«>trolt.  Mlrh.  Beer  828  (KW; 
Sept.  10;  Serial  No.  351,530;  published  July  2,  1935. 
Class  48 

Vulcan  Manufacturing  Company,  Kansas  City.  Mo  Ironer 
attachments  for  laundry  washing  machines.  3j^'.»JJ^,V 
Sept.  10;  Serial  No.  350,729;  putdlshed  July  2,  1935. 
Class  24. 

Wald  Manufacturing  Companv.  Inc  Maysvlile.  Kv.  Brass 
bicycle  tire  repair  plugs.  327.914;  Sept.  10;  S«trlal  No. 
33f  ,242  ;  published  July  2    1935      Class  35 

Weatherhead,  Albert  J,  Jr.,  doing  business  as  The  Weather- 
bead  Company,  assi^-nor  to  The  Weatherhead  Company. 
Cleveland,  Ohio.  Rubber  and  fabr  c  tubing  327  913  : 
Sept.  10 ;  Serial  No.  337,492 ;  published  July  2,  1930. 
Class  35. 

W.lker.  Harry  L.,  Williamsport,  Pa.     I>"'*^<'lt*°S!,"A^5^ 

massace  articles.     327.890  :  Sept.  10  ;  Serial  No.  365.047  ; 

published  July  2,  1935.     Class  44.  „     „ 

Wheeling    Novelty    <'o..    Inc..    WheellnK.    W.    \a       9"™*',"- 

327.917;   Sept.   10;  Serial  No.  365.323;   published   July 

**    1935      Class  22 
Whitman    &    Barnes."    Inc..    Detroit,    Mich.      Twist    drills, 

reamers,    cutters,    etc.      327.884;    Sept.    10;    Serial    No. 

364.906;  published  July  2,  1935.     Class  23. 
Wlederhold.   Peter,    doing  business  as   Kwlk  Fyre   Kinmer 

Co..   Detroit.   Mich.      Fuel   klndler   briquettes.      327,905: 

Sept.    10 ;    Serial   No.    364.034  ;   published  July  2,   1935. 

^ass  1.  ,,,  ,,        ,,, 

Wllcox-Mosher  LefTholm  Company,  Minneapolis.  Minn. 
Paper,  gummer  sealing  tape,  toilet  paper,  etc.  3- (.055; 
Sept.  10;  Serial  No.  364.366;  published  July  2.  1935, 
Class  37 

Windsor  Lloyd  Products.  Inc..  Wilmlnjton.  Del.  Brake 
llnines  ■T27.9.35  :  Sent.  10  :  Serial  No.  363.532  ;  pub- 
lishf>d  July  2,  1935.     Class  35.  ,,  ..     ,  ^ 

Wise    Earl  V..   doing  business  as  Wise  Delicatessen   Cora 
i)anv.    Berwick.    Pa.      Potato  chips.      .'^27  911  ;    Sept.   8  ; 
Serial  No.  341.780:  publi«he<i  July  2.  1935.     Class  46 

Woo<l  T  W,  A  Sons,  Richmond.  Va.  Grass  seed.  327,9.^4: 
Sept.  10;  Serial  No.  363,533;  published  July  2.  1935. 
aasfl  1. 

Wri.'hfs  Underwear  Co.  Inc..  New  York,  N.  Y.  Athletic 
underwear,  undershirts  and  shorts.  827,867  ;  Sept.  10  ; 
Serial  No    303,838  :  published  June  25,  1935.     Class  39. 

Wrotan  Co.      (See  MelA.  Ernest  E,  Jr.) 

Xardell.  Charles  A.,  Inc..  Utica.  N.  Y.  Spark  plugs. 
327  870  ;  Sept.  10  ;  Serial  No.  363.968  ;  published  July 
2.  1985.     Class  21.  „..„.../- 

Yelland.  Grant,  doing  business  as  Standard  Products  Com- 
panv Howell.  Mich.  F'oot  preparation.  327  977:  Sept. 
10   "Serial  No    .362.728  :  publlsbed  July  2.  1935.     Class  6. 

Young  Orrin  R  ,  New  York,  N.  Y.  Technical  periodical 
ma'nzlnes  327,«><2 :  Sept.  10;  Serial  No.  364,846; 
published  July  2,  1935.     Class  88. 

Young  Sevmour,  doing  business  as  Allemalne  Pharmacal 
Co  New  York.  N.  Y.  Medicinal  tea  for  the  relit  f  of 
female  ailments.  327.927  :  Sept.  10  ;  Serial  No.  363.681  ; 
published  July  2.  1935.     Hass  6. 

Zimmer.  ('has.,  doing  business  as  Hygrade  Products  Com- 
panv New  York.  N.  Y.  Replacement  and  repair  parts  for 
the  automotive  Industry.  328  (i31  :  Sept.  10;  Serial  No. 
357.878  ;  publishetl  July  2.  1935.     Class  28. 


LIST  OF  REGISTRANTS  OF  LABELS 


American    Distilling   Company,    The.    Baltimore,    Md,.    and 
F'ekln    111.     Lonewood.     For  Straight  Bourbon  Whiskey. 
4ti..S04  ;   Sept.   10. 
American   Distilling  Company.    The.   Baltimore,    Md..   and 
Pekin    111,     Pembrook,     For  Straight  Bourbon  Whiskey, 
46.305  ;  Sept,   10. 
.American  Tobacco  Company.  The,  New  York.  N.  Y.     Her- 
bert Tareyton.     For  Cigarettes.     46,306  :  Sept.  10. 
Beerh-Nut  Packine  Company.  Canajoharle,   N.  Y.      Beech- 
Nut    Prepared  Mustard   Light.      For  Mustard.     46,307; 
Sept.    10. 
Bp<»rhNut   Packing  Pompany,   Canajoharle,  N.    Y.      Beech- 
Nut    Prepared    Mustard    Dark.      For    Mustard.      46,308; 
Sept.  10. 
Buscaglia.   A.  &  C.  Co.,    Inc.,  Buffalo.  N.   Y.     Nora.     For 
Italian  T'-mato  Paste  (With  Basil  Leaf).     46,309;  Sept. 
10. 


Canute  Co..  The.  Milwaukee.  Wis.  Canute  Water  Scien- 
tifically Re-Colors  Gray  Hair.  For  Hair  Coloring  I*Tep- 
aration.     46.310;   Sept.    10. 

Derris  Inc..  New  York,  N.  Y.  Tick  Flushing  Powder.  For 
a  Flushing  PoWder.     46.311  ;   Sept.   10. 

Gem  Products  Sales  Company,  Camden.  N.  J.  Kitchen 
Gems  For  a  Complete  Household  Cleaning  Compound. 
46.312;  Sept.  10. 

General  Mills.  Inc.,  Minneapolis.  Minn.  Washburn's  Buck- 
wheat, Wheat  and  Corn  Pancake  Flour.  For  Pancake 
Flour.     46.313  ;  renewed  Sept.  10. 

Green  Mountain  Dairy  Products.  Inc..  Burlington.  Vt. 
Green  Mountain  Belle.  For  Farmer  Cheese.  46.314; 
Sept     10. 

Hawaiian  Pineapple  Company.  Ltd..  Honolulu,  Hawaii,  and 
San  Franclsro,  CaMf,  Royal  Spears.  For  Canned  Pine- 
apple.    46,315:  Sept.  10. 


i 


Iowa  Soap  Company.  Burlington.  Iowa.     Nola.     For  Soap 

Kem'Sl^E:  f' Vn'c!  ^sSl'ervme.  ^ass^,,  »^-°5?'«  ^^^^'Lt'^'lO 
Peanut  Brittle.     For  Peanut  Brittle.   ,,'*^''^1]  •  ^ePt-  10. 
Old    Home    Creameries,    Inc.,    Minneapolis,    Minn.      Bmet- 

8p;>eckles'j"B''^nd  A'%'.''^om&nJ' doing  business  as 
^^WesJePn  Sugar  Refinery.  San^'ranclsco  Calif.    Sparklmg 
Tablets.     For  Sugar.     46,319;  Sept.  10. 


Sterling  Brewers,  Inc.,  EvansTlIIe,  Ind.  Sterling  Ale.  For 
Ale.      40,320;    Sept.   10. 

Western  Sugar  Refinery.  (See  Spreckles.  J.  D.  and  A.  B., 
Company.) 

Wight.  Frank  L.,  Distilling  Company.  Tlie.  Paltlmore  Md. 
Maryland  Hunt  Club.  For  Straight  Rye  Whiskey. 
46,321  ;  Sept.  10. 


LIST  OF  REGISTRANTS  OF  PRINTS 


Konrne  Rita  White  Plains,  N.  Y.  Toxon  Athlete's  Foot 
Tl-?atment:  For  Preparation  for  Treating  Athlete's  Foot. 

Crlam^^of  Wea\^Corporatlon.    The.    Minneapolis.    Minn. 

^Do^'t  Walt  for  Digestive  Cp'ifts  to  Shout  :  l5anger !  For 
Wheat    Breakfast  Food.     15.370;  Sept.   lU. 

Eze<.n  Tie  Company,  Flint,  Mich.  Ezeon  Ties.  For  Neck- 
ties.    15.371  ;  Sept.  10.  ^v,,„.„„     tii       Tastv    Ice 

Frlu'ie  Corporation  of  America,  <^^'*<^«80', -^U^o  .^1"*?  Vq 
Cream  Frigie.     For  Ice  Cream  Bars.     15,3<2,  Sept.  10. 


General  Mills,  Inc.,  Minneapolis  Minn.  Sunshine  Cake 
Dessert.     For  Flour.     15,3 <3  ;  Sept.  10  „«on  R«n 

Goodrich.  B.  F.  Company,  The  Akron  Ohio  Bean-Ball 
Pitching  Is  Nothing  Compared  with  the  Blow -Out  I  Had 
(Ad  No^GBC-56).     For  Rubber  Tires      15.3.4  ;  Sept    10. 

Moore,  T.  C,  (1928)  Ltd.,  St.  John's.  Isle  of  Man,  England. 
Moores.     For  Manx  Tweeds.     15.3.5  ;  Sept.  10.  . 

Winchester  Repeating  Arms  Company,  New  Haje°'  i^«°°- 
Most  Gun  Value  for  Every  Dollar.  For  22  Caliber 
Rifles.     15,376;   Sept.   10. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  1 

Buckskin  In  the  piece.     Marcus,  Forscher  &  Co.     328,035  ; 

Coal^^Old    Ben    Coal    Corporation.      327,953;    Sept.    10; 
"^"serial  No.  364,353;  published  July  2,  1935 

Fuel   klndler  briquettes,      P.    W»fd"^o|^-  ,  Vflon      ' 

10;  Serial  No,  364.034:  published  July  2,  1935 
Furs  in  the  piece.     Abrams  k  Linden,  Inc.     327.974  ,  Sept. 
*"lO;  Serial  No,  362  986:  P"^"^;'^^ /o'^'T  l^i^^j^o  •  Serial 
Leather.     Barrett  A  ^^^mP""/  .  ^^J^      '     ^  ' 

No.  365.114  ;  published  .Tuly  2.  1935. 
Seed,   Grass.      T.    W.    Wood   &   Sons.      327  934,    Sept.    10. 

Serial  No.  363.633 :  published  July  2.  1935^ 
Skins     Fur.       Competent    Fur    Dressers,    Inc.       328,036, 

sept.  10.  ^^^gg  2 

«Tape7rr^rot^."Hou^THX?Ip^?M^^^^ 

Becei^aclel^  Garbage.  B.  T.  Tan  v;oorhis.  327  968  ;  Sept. 
10:  Serial  No.  364.602;  published  July  2.  1935. 

CLASS  3 

Cases  for  musical  InstmrnPnts.  Gelb  k  Schaefer  Co. 
,327.951  :   Sept     10  :   Serial   No.   364,283;   published   July 

Ha"nd\2ies  and  PO'-ketbooks.  leather  BuscarletGl^^^^^^^ 
Company.     327.980;  S.  pt.  10;  Serial  No.  363.5*8.  pun 

PocketboJkiVnd'abags.  Stylecraft  I^ajher  Goods  C^ 
Inc  327  891  ;  Sept.  10  ;  Serial  No.  36o,050  ,  puDUsnea 
July  2,  1935.  ^     ^ 

CLASS  5 

Rpallne  compotinds  for  containers.  Carbide  and  Carbon 
Cheml^l"  Corporation.  327.928;  Sept.  10;  Serial  No. 
363,680  ;  published  July  2,  1935. 

CLASS  6 

Analtreslc.  I.  O.  Plata.  327988;  Sept.  10;  Serial  No. 
^,.-.2  051  :  published  Julv  2.  1935       ,        ^.  .       .  t„„irf 

3.%n.858  :  published  July  2.  1935.  _ 

Astringents,  cleansing  cream    all  £»\^^%"''^J2W.?r*^'. 

Elmquist.     327.945;  Sept.  10;  Serial  No.  364.177.  puto- 

llshed  July  2.  1935  ootqio-   Rent     10-   Se- 

Blnlngs.  I^anndrv.  Carmar.  k  Co  327  910  .  Sept.  10.  se 
rial  No,  345.660  published  Julv  2,  193o.  ,     . 

Cream,  and  cleansing  '^r^'am  ^^'"«''«^'' .,  ^^o^^'^^".'  *  b 
Ritz  Inc  327  924;  Sept.  10;  Serial  No.  363. .43,  pub- 
lished July  2.  1935.  .       _    „ 

rrenm  menthol  cream,  lemon  cream,  etc.,  t^old.  B.  t,. 
MeTfl  ?r  327  993;  Sept.  10;  Serial  No.  856,847;  pub- 
lished Julv  2.  1935.  -   ,  „    _ 

Cream  vanishing  cream,  face  PO^<lPr.  ^tC-„^J'"o,  .*-•  \?: 
Navlor  327,981:  Sept.  10;  Serial  No.  362,524;  pub- 
lished July  2.  1936.  *„       T     v     BAherts 

^^^8%1.V:  K'lO?"^rrNr*J^7,?62;  ?uh^ish^S^/u?y 

DoVhr;';iution.  c, i-^r^.,^,^^i^^^'  ^p^-  ^^'  ^"^*^ 

No   362  483  :  nublished  July  2,  1935. 
Dres       Pylam    Products    (;ompany       S27  JJO ;    Sept.    10, 
Serial  No.  364,449;  published  July  2,  1936. 


BfferTescent  preparation  having  antacid  properties.  H. 
(^olombi.  327.873;  Sept.  10;  Serial  No.  8^3,999;  pub- 
lisheil  July  2,  1935.  ^  t,     i    . 

Bxtermlnant  and  insecticide.  Rat  and  mouse.  „Hacker 
Products  Corp.     327.872  ;  Sept.  10  :  Serial  No.  363,972  ; 

published  July  2,  1935.  „.„..  ^--     „     *    -lo.  c«..«oi 

Foot  preparation.     G.  Yelland.     327.9.7;  Sept.  10;  Serial 

No.  3(12,728;  published  July  2,  1935. 
Germicide  for  dandrufl".  itching  scalp  and  the  Uke.  R. 
Lamalne.  327.871  ;  Sept.  10  ;  Serial  No.  363,923  ;  pub- 
lished July  2,  1935.  ..  .  ^  t  o-*« 
Hair  dyes,  hair  brighteners.  shampoo  tints,  etc.  InPct<v 
Inc.     328.018;  Sept.  10;  Serial  No.  360.096;  published 

July  2.   1935.  ,       ^      ^       r^  ^       ->or  qto  • 

Hexahydrlc  alcohols.     Atlas  Powder  Company.     327.978. 

Sept.  10;  Serial  No.  362,609  ;  published  July  2.  1936 
Laxative.     Vitaminized.       W.     C.     Kalash,     Incorporated. 
:<27,952;   Sept.   10;  Serial  No.  364,843;  published  July 
2    1935 
Lye*,  sai  soda,  chloride  of  lime.  etc.     Holly  Prf>duct8  Com- 
pany.   327.986 ;  Sept.  10 ;  Serial  No.  362,114  ;  published 

M;Sated^^a^ndv.     E.E.Johnson      327  959  ;  Sept.  10  :  Se- 
rial No.  364,422:   published  July  2,  1935  „„^,^,„„ 

Medicinal  preparation,  vaccines  a°^  T.^^^^^^I'^otT  slot 
Schweiz.  Serum-  &  Impflnstitut  Bern.  32.  9,9  ,  Sept. 
10;  Serial  No.  362,5^6;  published  Ju  y  2,   1935. 

Medicinal  tea  for  the  relief  of  female  ailments.     S   yo"^?- 
327  927  •  Sept.  10;  Serial  No.  363,681  ;  published  July  2, 

193-H-  .      „     .  , 

Medicinal   tonic.      S.   Chlrico.      327.906;   Sept.   10;    Serial 

No.  350.508:   published  July  2.   1935.  .    xt     w      » 

Medicine   knd    tonic.    Dog.      William    Cooper    A    Nephews 

Incorporated.      327.943;   Sept.  10;   Serial  No.   364,124. 

published  July  2,  1935.      ^   ^  „      .   .      «ocftii  •  e^r^ 
Medicine  in  beverage  form.    WW  Hunter.  ^328.011  ,  Sept. 

10;  Serial  No.  361.524:  Pu'V'"^^*^,^"*^^  "inl^^V?  938  • 
Mi'k  of  magnesia.     Sterling  Magnesia  Co    Inc      327.938 
Sept     10 ;   Serial   No.   363.442  :    published  July   2    1935. 

Ointment    for   treatment    of    ?P"rn»*^*a-    sP'"«*°|v/o<^"  _nh 
Ishiyama.     327.976;  Sept.  10;  Serial  No.  362,740,  pub- 
lished July  2.  1935. 

Petrolatum.  Parns(^all  Oil  Conopany.  ^327  971  ;  Sept.  10  ; 
Serial   No    363  262  ;  published  July  2.    1935. 

Pharmaceutical  preparations^  for  the  relief  of  corns  cal- 
louses, etc.  Keene  Drug  Company.  32.  941.  Sept.  10. 
Serial  No    363.354  ;  published  July  2.  1935. 

Powder  diTstlne-powde'V  and  face  powder,  ^tc.  Talcum^ 
Cotv  Inc  327.9.''>0  ;  Sept.  10  ;  Serial  No.  364,280  ,  pub- 
lished July  2,  1935. 

Powder  pas(e.  creams,  etc..  for  the  removal  of  hair.  S.  A 
T    Lefkowitz    Inc.     328.053;  Sept.  10.  ^     „_^   , 

Powders  Talc'\m.  Lander  Co.  32-7^991  ;  Sept.  10;  Serial 
No    354  161  :  published  Oct.  9,  1934. 

Product  that  Is  used  for  the  relief  of  paroxysms  of  asthma 
and  for  the  relief  of  bronchitis  of  minor  flegree.  Inter- 
Sational  Fof^ulas.  Inc.  328.005:  Sept.  10;  Serial  No. 
:^64  099 ;    published   July    2,    1936. 

Save  Valetta  Manufacturing  Companv.  „  328.029  :  Sept. 
10  •  Serial  No.  358.231  ;  published  July  2.  1935. 

Tooth   powder   and   dentifrices,      Medicant-Dent   Manufac- 

^^urlng     Company.        328.020 ;     Sept.     10;     Serial     No. 

Ve?Sina7y=  p^r^e'pratJon's'^^^BSb  \Sa\'tln  ^( Export >  Limited. 
.3^8  016  •   Sept.  10  ;  Serial  No.  360,721  ;  published  July 

-•  '^'^  CLASS  10 

Fertilizer      F    W.  Berk  A  Co.     827.972  ;   Sept.  10  ;   SerUl 
I        No!  363.197;  published  July  2,   1935. 


Vlll 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  11 

Inks  typewriter  rlbbona,  carbon  papers,  etc.  S.  H.  Kress 
&  Co.  32R.018;  Sept.  10;  Serial  No.  359,916;  published 
June  18,   1935. 

Writing  fluids.  Sanford  Manufacturing  Co.  327.980 ; 
Sept.  10  ;   Serial  No.   362.532  ;    published  July   2,   1935. 

CLASS  12 

Corrugated  metal,  head-walls,  arches,  etc.     American  Roll- 
In?  Mill   Company.     328.058:   Sept.   10. 
Lumber.     M.  J.  George.     328,045  ;   Sept.  10. 

CL.\8S  13 

Pipe,  cuWerts,  fences,  etc..  Corrugated  metal.  American 
Uolling  MUl  Company.     328.037  ;  Sept.  10. 

CLASS  14 

Lead.  International  Smelting  and  Beflning  Company. 
327.920  ;  Sept.  10  ;  Serial  No.  365.227  ;  oubllshed  July 
2,  1935. 

CLASS  16 

Paint  enamels,  automobile  flnlsbes.  Lacquers,  etc.     F.  Dal- 

ton.     327,929;  Sept.   10;  Serial  No.   303,623;  published 

July  2,  1935. 
Polish,  Furniture.     Three  in  One  Oil  Company.     327.868  ; 

Sept.  10  ;  Serial  No.  363,834  ;  published  July  2.  1935. 
Polish,     Liquid     wax.       Johnson     Oil     Refining    Company. 

327.990  ;  Sept.  10  ;  Serial  No.  352,741  ;  published  July  -. 

1935. 

CLASS  17 

Cigars.  Harry  Blum's  Natural  Bkom  Inc.  327.919;  Sept. 
10  ;  Serial  No.  365,242  ;  published  July  2,  1935. 

Cigars.  Canava  Cigar  Company.  327.868;  Sept,  10;  Se- 
rial No.  366.121  ;  published  Juiy  2,  1935. 

CLASS  19 

Caps.  Gasoline  tank.  Fink-Dumont-Wblte,  Inc.  328.061  ; 
Sept.  10. 

CLASS  21 

Dictographs  or  interior  telephone  systems.  Dictograph 
I'roducts  Company.  327.994  :  Sept.  10 ;  Serial  No. 
;;«4.003  ;  published  July  2.   1935. 

Elpctrlc  flasnlight.s.  National  Carbon  Company.  328.012; 
Sept.    10  ;    Serial    No.    361.433  ;    published    July    2.    193.1. 

Electric  vacuum  cleaners,  electric  waffle  irons,  electric 
percolators,  etc.  Wm.  T.  Knott  Company.  327.888; 
Sept.  10  :  Serial  No.  363.S66  :  published  July  2.  1935. 

Spark  plugs.  Vitalic  Battery  Co.  327.922;  Sept.  10;  Se- 
rial No.  385.177  ;  publi.'«hed  July  2.  1935. 

Spark  plugs.  Charles  .V.  Xardell,  Inc.  327.870  ;  Sept.  10  ; 
Serial  No.  3G:].958  ;  published  July  2,  1935. 

CLASS  22 

Amusement  device.  Greenberg  and  Riga.  327.889  ;  Sept. 
10:  Serial  No.  365.031;  published  July   2.  1935. 

Card.s.  Playing.  United  States  Safety  Society.  Inc. 
327,961;  Sept.  10;  Serial  No.  364,457;  published  July 
2    19,'5 

Chum,  to  be  used  in  fresh  or  salt  water  fishing.  Dry  Milk 
Company.  327.916  ;  Sept.  10  ;  Serial  No.  365,370  :  pub- 
lished  July  2.   19:^5. 

Fi.-hini:  line.  United  Statfs  Whip  Co.  327.876:  Sept.  10; 
Serial  No.  3»>4.744  ;  publi.'^hed  July  2.  1936. 

Games  Wheeliuu'  Novelty  Co.  327.917;  Sept.  10;  Serial 
No.  365.32.i ;   published   July   2.  19.{5. 

Puzzles.  R  E.  Adams  Company  327.915:  Sept.  10;  Se- 
rial   No.    336,632 :    publi.fhed    July    2.    1935. 

Toy  novelties  made  of  shells.  Goofle  Prmlucts.  327.975  ; 
Sept.  10  ;  Serial  No.  362.962  ;  published  July  2.  1935. 

CLASS  23 

Clutch   discs,  saws,   shovels,   etc..   Friction.      Borg-Warner 

Corporation       327,944:    Sept.    10;    Serial    No.    3G4.172  : 

published   July   2.    1935. 
Drills,   reamers,  cutters,   etc..  Twlft.      Whitman  ft   Barnes, 

Inc.     327,884;  Sept.   10;  Serial  No.  364.906;  published 

July  2.  19:<5. 
Engines  and  parts  thereof,  .\lrcraft.     Rolls-Royce  Limitfd. 

328.025 :    Sept.   10 ;   Serial  No.   359,006  :   published  July 

2,  1935 
Fire     extlnprulshers.      Portable     hand.       B.      G.      PAlsson. 

328.015;   Sept.   10;  Serial  No.   361,047;   published  July 

2,  1935. 
Forks,  icnives.  rook  forks,  etc.     National  Silver  Company. 

328,047  :  Sept.  10. 
Machines  for  cutting  meat.     Cube  Steals  Machine  Company 

327. R94  ;    Sept.    10  ;    Serial   No.   365,064  :    published   July 

2,  19.55. 
I'arts  for  the  automotive  Industry,  Replacement  and  repair. 

C.    Zimmer       :?2«.n31  :    Sept.    10;    Serial    No.    357,878; 

published  July  2.  1935. 
Hazor   tdades.      H.   F.erse.      327.912;   Sept.   10;   Serial  No. 

340,510  ;  published  July  2,   1935. 

CLASS  24 

Ironer  attachments  for  laundry  wa.'^hing  machines.  Vul- 
can Manufacturing  Company.  327.904:  Sept.  10;  Serial 
No.    350,729:   published   July   2,   1935. 

CL.\SS  26 

Pij)ette8  for  making  blood  count.  W.  Pfelffer.  327.906  : 
Sept.   10  ;   Serial  No.  349.352  :    published   Nov.  27,  1934. 


poratlon.     »;;»  ui<» . 
Uahed  July  2,  1935. 
Necklaces,    Jiar  pins, 
827.973  ^pt.   10; 
2.  1936.^^ 


Rule.  Calculating  glide.  K.  K.  H  Selsakusho.  32S.034; 
Sept.  10  ;  Serial  No.  357,772  :  published  July  2,  1U35. 

Telescopes,  field  glasses  and  parts  thereof.  Carolyn  Manu- 
facturing Co.  327.«8«  ;  Sent.  lU  ;  Serial  No.  364,914  ; 
published  July  2,  1986.        « 

CLASS  27 

Watches.  Elgin  National  Watch  Company.  828,008  ;  Sept. 
10;  Serial  No.   362,020;  published  July   2,   1935. 

CLASS   28 

Jewelry  H.  B  Krlsman.  327.984:  Sept.  10;  SerUl  No. 
362.367  :  published  July  2,  1936.  ,       o^. 

Jewelry,  -^iofd.  S.  Abramson  Manufacturing  Jewelry  Cor- 
poration      328  010;   Sept.    10:   Serial   No.   361.598,   pub- 

Uahed  July  2.  1936.  ^  t^      r .       ,    a    r« 

bracelets,    etc.       D.     Llsner    ft    Co. 
Serial  No.   363.175;   published  July 

Ring8**'FTnger,     J.  Granat.      328.054;   Sept.   10. 

CLASS   29 

Dusters  W.  T.  Terry,  Jr.  828.024  ;  Sept.  10 ;  Serial  No. 
359,097  ;  publlahed  July  2,  1935. 

CLASS   32 

Chests,  Storage.     Sears,  Roebuck  and  Co.  ^827,992  ;  Sept. 

10:  Serial   No.   :5.-)4,951  :  publl8he<l  July  2    1935. 
Mattresses.     Beddorest  Mattress  Company      327.907  ;  Sept. 

10;    Serial    No.    364.369:    published    July    2.    1935._ 
Mattresses  and  studio  couch   beds.      N    «'.*nntt-     82i .HWO  , 

Sept    10:  Serial  No.  365,076:  published  July  2,   1»36 
Tables,    pillows,    chairs,    etc.      James    McCutcheon    &  ,Co. 

328  017;  Sept.   10;   Serial  No.  560.569;  published  July 

2.  1935.  „„    „, 

CLASS    34 

Air    conditioning    machines.      Carraway    Engineering    Co. 

828  040  ■  Sept    10. 
Stoves   anil   ranges.   Gas.      Moore   Corporation.     328,062; 

Sept.  10. 
^  CLASS   36 

Linings.  Brake.  Windsor  Lloyd  Products.  Inc.  327.935; 
Sept.   10  :  Serial  No.   .36:^.532  ;  publlshwl  July  2,  1935. 

Packings,  Engine  and  maihincry.  Beldam  ParkUnr  ft  Kup- 
ber  Co  .327.936:  Sept.  10;  Serial  No.  363.449;  pub- 
lished July  2.  19.35.  ^  ,^         „     ^,        .   „    , 

Packings,  Engine  and  machinery.  Beldam  Parklnir  &  Uul>- 
ber  Co.  327,937:  Sept.  10;  Serial  No.  .363.447;  pub- 
lished July  2.  1935.  „.  .^    „        ,     .     , 

Tire  repair  plues.  Brass  bicycle.  Wald  Manufacturing 
Company  .327,914;  Sept.  10;  Serial  No.  337.242;  pub- 
lished July  2.  1935.  ,      ^       »,     v     ..      t 

Tuhins.  Rubber  and  fabric.  A.  J.  Weatherhead.  Jr. 
327.913;  Sept.  10;  Serial  No.  337,492:  published  July 
2.  1935. 

CLASS   36 

Accordions.  Italo-Amerlcan  Accordion  Mfg.  Co.  828,043 : 
Sept.  10. 

CLASS    37 

Binders    for    school    tablets.    Double    wire    rlnic.      United 

Drug  Coraoanv.     327.963  :  Sept.  10  :  Serial  No.  364.489  ; 

published  July  2.  1935. 
Books       Autograph.         National      Publishing      Company. 

327.965;   Sept.   10;   Serial  No.   364,520;   publiBhe<l  July 

o    1935 
Brlstols,  index.     N.   Harrower.     .328,055-6  ;  Sept.  10. 
Paper,    announcement    and    greeting    card.    etc.      Bradner 

.Smith    A    Company.       .327,878:    Sept.    10;     Serial    No. 

3r,4  7«iO  :  published  July  2.  1935. 
Pap«r      billheads,     etc.        Bradner     Smith     ft     Company. 

.327.S77  ;   Sept.   10  :   Serial  No.   364.755  :  published   July 

2.  1935. 
Paper  doilies,  shelf  paj^ers,  lace  papers,  etc.      Royal  Lace 

Paper   Works.      ,327  966;    Sept.    10:   Serial  No.    364.565; 

published  July  2,  19.35. 
Paper.    Hummed    sealing   tape,    toilet   paper,   etc.      Wllcox- 

Mosher  I.efTholm   Company.      327  955;    Sept.    10;    Serial 

No    304,366  :  published  July  2.  1935. 
Paper,   paper  tablets,  note  books,  etc..  Typewriter.      Ham- 

mermill  Paper  Company.     :<2K.n26  :  Sept.   10:  Serial  No. 

3.")8,7'{2  :  published  July  2.  19,35. 
Paper,  Writing  and  printing.     Strathmore  Paper  Companv. 

.327 '<«3  :   Sept.    10;  Serial  No.   364,898;   published   July 

2    19.3.'> 
Pens       Fonntaln.        .\mericnn     Writing      Instrument     Co. 

327  940  ;   Sept.    10  :    Serial    No.    363.357  ;    publlshe<l   July 

2.   19.35. 
Wallpaper  and  gummed  and  ungiimmed  wall  decorations  of 

paper      Tablet  ft  Ticket  Co.      328.002;  Sept.  10;  Serial 

No.  364.075  ;  published  July  2,  1935. 

CLASS    .38 

Matrazlne.      Greylock    Corporation.      327,969  :    Sept.     10 : 

Serial    No     364  670;    published    Julv    2.    1935. 
Mneazines,  Technical   periodical.      O.   R.    Younir.      327.882  : 

Sept.    10  ;    Serial    No     .364. «45  :    put>Hshe<i   July   2.    Jfl,35. 
Periodical.      E.    Bereer       327.888;    Sept.    10;    "--' 

365. OlR;  published  July  2.  1935. 
Publications.      American    Federation    of   T'tllltv    Investors. 

In'-orporated.      327.'*92 ;    Sept.    10;    Serial   No.    365,065; 

published  July  2,  1935. 


CLASSIFIED  LIST  OF  TRADE-MAEKS  REGISTERED 


/« 


Publication.  American  Society  of  Tool  Engineers,  Inc. 
327.967;  Sept.  10:  Serial  No.  364,564;  published  July 
o    1935 

Publication.  Halre  Puuilshlng  Company.  827.983;  Sept. 
10;   Serial   No.   362.471:    published   July  2     1935. 

Section  of  a  periodical  publication.  Halre  Publishing  Com- 
pany.    .327^70;  Sept.  10;  Serial  No.  364,671;  pubUshed 

Sectlo^n  of  a  periodical  publication.  Halre  Publishing  Com- 
pany 32fr(>09;  Sept.  10;  Serial  No.  361,746;  published 
July  2,  1935. 

'  CLASS    89 

Blouses,  collars,  shirts,  etc..  Men's  and  boys'.  .Aero  "Neck 

Band  ft  Collar  Co.   Inc.     328.021;  Sept.  10;  Surlal  No. 

359,643  :  published  June  25.  1935. 
Chemises,  panties,  and  slips.  Women's.     Thomas  &  Marcus, 

Inc      327.948:  Sept.  lO;  Serial  No.  364,255;  published 

June  25.  1935.  ,  .        „      v.      ...  .        ^ 

Coats,  suits,  and  dresses.  Goldring  Merchandlslne  Cor- 
poration     327,997-8:  Sept.  10;  Serial  Nos.   364,058-9; 

published  June  25.  1935.  '         .       t     »r 

Coats,    suits,    and    skirts.    Women's    and    mlrses         I-    M. 

Baeedonow.  Inc.     327.885  ;  Sept.  10  ;  Serial  No.  364,911 ; 

published  June  25,  1936.  _         ^  ,^_  „,„ 

Coats,   suits,   dresses,  etc.     Lewmac  Furs.   Inc       327.939, 

Sept.  10  :  Serial  No.  363.399  :  publlshe<l  June  25.  1935. 
Dresses.     Sheila  Lynn.  Inc.     .327.962  ;  Sept.  10 ;  Serial  No. 

864.486  :  published  July  2,  1935.         ^         „^^  ^„„     „     ^ 
Dresses  and  frocks      Dorothy  Frocks  Co.     328,022  :  Sept. 

10;    Serial    No.    .3.59.297;    published    Feb.    19,    19.35. 
Dresses  and  suits.  Women's  and  children's.     Marshall  Field 

ft  Company.      328.000;    Sept.    10;    Serial   No.    364.006: 

pubUshed  July  2,  1935.  _.        „      „  ,  . 

Dresses    and    sweaters.     Ladles'    knitted.       M.     Feldman. 

328.044  :  Sept.  10.  „„^  ^-„ 

Frocks  and  dresses.     Joseph  S.  Cohen  ft  Sons  Co.     328.003  : 

Sept.    10 ;    Serial   No.    364.087  ;    published    July   2.    1935^ 
Frocks    dresses,  pajamas,  and  ^  mocks.     Joseph  S.  Cohen  ft 

Sons  Co.     328,004  :  Sept.  10  ;  Serial  No.  364,088  ;  pub- 
lished June  25,  193.5. 
Gloves.     Suttons.     328.046 :  Sent.  10 
Hosiery  for  women.    Cooper.  Wells  ft  Company.    327.874-5  ; 

Sept".  10  :  Serial  Nos.  364,714-5  :  published  June  25.  1935. 
Hosiery  for  women.     Cooper.  Wells  ft  Company.     327.964  ; 

Sept     10      Serial    No.   .364.508 :    published   July   2,    1935. 
Mufflers,    bathing   suits,    sweaters,    etc.      Pauker    Brothers. 

327.865;   Sept.   10;   Serial  No.  363,820;  published  July 

2   1935 
Neckties."    One-In  Hand    Co.      327.933;    Sept.    10;    Serial 

No.  363,537  ;  published  July  2.  1935.  «     ,  ,    „    -^ 

Neckwear.      A.    Mandel.      327.921;    Sept.    10;    Serial   No. 

365.206  :  published  July  2.  1035.  „o,  „^«       „      » 

Overalls.       Brownsteln-I>ouls    (  ompany.       827,949:     Sept. 

10  •   Serial   No.   .364.269  :   published   June  25.   19.35. 
Sashes.     Behrens  ft  Blumgardt  Company.     328.041  ;   Sept. 

Shirts.     M.  Haftel  ft  Sons.     327.942  ;  Sept.  10 ;  Serial  No. 

364.135  ;  putdlsbed  July  2,  1935. 
Shirts.     Reliance  Manufacturing  Company.     327.946  :  Sept. 

10-    Serial    .No.    364.195;    published    June    25.    1936. 
Shirts  and  colUrs.      Rotary  Shirt  Co.     .328.013-14;   Sept. 

10-    Serial    No.    361.119-20:    published    June    25.    1935. 
Suits'  and    bathing    suit    accessories.    Bathing.      Shawmut 

Woolen    Mills.    Inc.       327.947  :    Sept.    10 ;    Serial    No. 

.364.251  ;  published  July  2,  1936. 
Suits.  Men's  and  boys'     F'amous-Sternberg,  Inc.     828.050; 

Sept    10. 
rndergariiients.    Ladles'.     Oxford  Undergarment  Corpora- 
tion.    .327.931  ;  Sept.  10  ;  Serial  No.  363,594  ;  published 

June  25.  1935. 
rnderpnntv.    Invisible.      Invlsilette.    Inc.      327.926:    Sept. 

10-    Serial    No.   .363,709:   published   June   25,    1935. 
T'nderwear.       Campe     Corporation.       327.932:     Sept.     10; 

Serial    No.    863.553  :    published    June    25.    1935. 
Underwear.  Indies'  knitted.     Dutchess  Underwear  Corpo- 
ration.    32S.048  :  Sept.  10.  „  .   ^^, 
Underwear     undershirts,    and    shorts.    Athletic.      Wright  s 

Underwear    Co      Inc.       327,867:    Sept.    10;    Serial    No. 

.363.838:  published  June  25,  1935. 

CLASS   43 

Thread  and  yarn.     Clark  Thread  Company.     327.864  ;  Sept. 

10;   Serial  No.  303.801;  published  June  18,  1935. 
Yarns.  Cotton  and  rayon.     Barnhardf  Brothers.     327.863  : 

Sept.  10  :  Serial  No.  .363,791  :  published  June  18,  1935. 
Yarns   of  wool,    Knitjlnsi.      I'atons   ft    Baldwins,   Limited. 

328  001  :   Sept.   10  ;   Serial    No.   364,069  ;   published  June 

25,  1935. 

CLASS   44 

Bandages,     Gauze.       Diadem     Surgicals,     Inc.       828.080: 
Sept.  10  ;  Serial  No.  358,126  :  published  July  2,  1935. 


Dental    cleansing   and    massage   articles.      H.    L.    Welker. 
327.890;   Sept.  10;   Serial  No.   365,047;   published  July 
2,  1935. 
Hair  waving  pads.     F.  Ha  iser.     327,999;  Sept.  10;  Serial 

No.  364.060;  published  July  2.   1935. 
Pads  for  permanently  waving  human  hair.     National  Min- 
eral Comriany.     327.901  ;  Sept.  10  ;   Serial  No.  366,156  ; 
pobllahed  July  2.  1935.  ^  .     ,  v  «        , 

Pads  for  permanently  waving  human  hair.  National 
Mineral  Company.  327,902:  Sept.  10;  Serial  No. 
365,159  :  published  July  2.  1936. 
Permanent  wave  pads.  National  Mineral  Company. 
327,900;  Sept.  10;  Serial  No.  365,154;  pubUshed  July 
2  1935 
Permanent  wave  pads,  hair  dryers,  curling  rods,  etc.  Na- 
tional Mineral  Company.  327,809;  Sept.  10;  Serial  No. 
365,153  ;  published  July  2,  1935. 

CLASS  46 
Beverages,  Maltless.     MlnneaooUs  Bottling  Co.      328.028; 

Sept.  10;  Serial  No.  358,526;  pubUshed  Jan.  1,  1936. 
Fruit   juice  compound  for   beverage   purposes.      Schwarts 
Ginger    Ale    Company.      327.954;    Sept.    10;    Serial    No. 
364,368 ;  published  July  2,  1935.  ^     ^  „     ^ 

Fruit  juices  for  making  soft  drinks.  Citrus.  Good  Foods, 
Incorporated.  327.957;  Sept.  10;  Serial  No.  364,386; 
published  July  2,  1936. 

CLASS  46 
Candy.     Curtiss  Candy  Company.     327.996 ;  Sept.  10  ;  Se- 
rial No.  364,051  ;  published  July  2.  1935. 
Canned  foods  for  dogs,  cats,  foxes,  and  other  camiverous 
animals.     Animal  Foods  Company.     327  893  ;   Sept.   10  ; 
Serial  No.  .365,056  ;  published  July  2,  1935. 
Canned  peaches.     Miner.  Read  ft  TuUock.     327.869 ;  Sept. 

10  ;  Serial  No.  363.880  ;  published  July  2.   1936. 
Canned  vegetables  and  canned  fruits.     Chrlstlansburg  Can- 
ning Co      327,881;  Sept.  10;  Serial  No.   364,811;   pub- 
lished July  2.  1935.  ,  . .        ,     .,  k  ^ 
Chocolate  powder  preparation  for  making  food  beverages 
and   other  food  uses.      Forbes  Chocolate  ft  Cocoa  Com- 
pany.    327.958  ;  Sept.  10  ;  Serial  No.  364,417  ;  published 
Julv  2    1935 
Coffee       Red   ft'  White   Corporation.      327.923;    Sept.    10; 
Serial  No.  365.164  ;  published  July  2.  1935.        „      „     .  , 
Dressing,   French.      E.  Brust.      327,908;   Sept.   10;    Serial 

No.  348,621;   published  Julv  2.  1935.         „      „     .  ,    „ 
Eegs      C    E    kcManus.      327\925 ;    Sept.   10;   Serial   No. 

363,713  ;  published  Julv  2.  1935. 
Flavor  for  foods  made   from   essential  oils  and   flavoring 
extracts      David  Dleckner  ft  Son.  Inc.      328.023;   Sept. 
10;  Serial  No.  369,230;  pubUshed  July  2,   1935. 
Meats.     Julias  Laschlnger,  Inc.     328.032;  Sept.  10;  Serial 
No.  357,823;  published  July  2.  1935.  ,«     o  _.  i 

Mince  meit.      Hulman   ft  Co.      328,007  ;   Sept.    10  ;   Serial 
No    351,357;  published  July  2.   1935.  „     .  , 

Olive  oil      A.  Glurlanl  ft  Bro.     327,989;  Sept.  10;  Serial 
No    362,479;  published  July  2,    1936.  .«      „     .   , 

Potato   chips.      E.    V.   Wise.      327.911  ;    Sept.    10 ;   Serial 
No    341,780;  published  July  2.   1936.  ..v     o     .  • 

Syrup    Table,     flublneer  Co.     327.918;  Sept.    10;  Serial 
No."  365,295;  published  July  2.  1935. 

CLASS  47 

Vermouth.     A.  Splca.     328,038:  Sept.  10 
Wines.     A.  W.  Slepian.     328,057  ;  Sept.  10. 

CLASS  48 

Beer.     Mankato   Brewing   Company.      327,909;    Sept.   10; 

Serial  No.  .346.165;  published  June  5.  1934.    ^„     „     .  , 
Beer      Von  Brewinc  Company.     328.006  ;  Sept.  10  ;  Serial 

No.  351.630  :  published   July  2    1935. 
Chemical    composition    used    In    fermentation    of   wort    In 

brewing.     Chemical  Specialty  Co.     328.049  ;  Sept.  la 
Malt   beverages.      Furuya&_  Company.      327.98&-«  .   Sept. 

10  :    Serial  Nos.  362,07^7  ;  published  July  2    1935. 
Malt  beverages.     Red  Top  Brewing  Company      327.8 < 9-80 

Sept.  10  ;  Serial  Nos.  364,789-90;  published  JulJ  2.  1935; 
Malt   beverages.      Red   Top    Brewing  Company       327.896, 

Sept    10;  Serial   No.   365,099;  published  July  2,   1935. 
Malt  beverages.     C.  Schmidt  ft  Sons.  Inc.     328,027  ;  Sept. 

10  ;  Serial  No.  368,665  ;  published  July  2.  1986. 

CLASS  49 
Cordials    liqueurs,  brandies,  etc.     D.  J.  BlelzoflT  Products 

Company.     328,039 ;  Sept.  10.  ^       ^^^  ^^^ 

Whiskey.      McKesson   ft  Robblns.  Incorporated.     328,042; 

^^P*    '"•  CLASS  50 

Reflectors,  Advertising,  automobile,  truck  etc.  Federal 
Stamping  and  Engineering  Corp.  327.956 ;  Sept.  10 , 
Serial  No.  364,383;  published  July  2,  1935. 


LIST  OF  LABELS 


Beech-Nut  Prepared  Mustard  Dark.  For  Mustard.  Beech- 
Nut  Packing  Company.     46.308;  Sent.  10. 

Beech-Nut  Prepared  Mustard  Llirht.  For  Mustard.  Beech- 
Nut  Packlnff  Company.     46.307  :  Sept.  10. 

Canute  Water  Scientifically  Re-Colors  Gray  Hair.  For  Hair 
Coloring  Preparation.     Canute  Co.     46.310;   Sept.    10. 


Green  Mountain  BeUe.     For  Farmer  Cheese.     Green  Moun- 
tain Dairy  Products.  Inc.     46.314  :  Sept.  10. 

Herbert    Tarevton.      For    Cigarettes.      American    Tobacco* 
Company.     46. .306  :  Sept.  10. 

Kemp's  Golden  Glow  Peanut  Brittle.     For  Peanut  Brittle. 
E.  F.  Kemp,  Inc.    46,317  ;  Sept.  10. 


LIST  OF  LABELS 


Kitch*»n  Gems.     For  a  Complete  Household  Cleaning  Com- 
pound.    Gem  Products   Sales  Company.     46,312 ;   Sept. 


LoniTwood.      For    Straight    Bourbon    Whiskey.      American 

IiisriUing  Company.     46,304;  Sept.  10. 
Nfarvlanii  Fhint  Club.     For  Straight   Rye  Whiskey.     F.  L. 

Wu'ht  Distilling  Company.     4»>  .^Jl  :  Sept.  10. 
Nola.      For   Soap   Flakes.      luwa   Soap   Company.     46.316; 

Nora.     For  Italian  Tomato  Paste  (With  Basil  Leaf).     A.  k 

C.  Buscaglia  Co.     46,309 ;  Sept.  10. 
I'.mhrook.      For    Straight    Bourbon    Whiskey.      American 

lii-^fiUing  Company.     46,305;  Sept.  10. 


Royal   Spears.      For   Canned   Pineapple.     Hawaiian   Pine- 
apple Company.     46.316  ;  Sept.  10. 
Smet-Kase.       F'or    Cheese.      Old    Home    Creameries.    Inc. 

46.318  ;  Sept.  10. 
Sparkling  Tablets.     For  Sugar.     J.  D.  and  A.  B.  Spreckles 

Company.     46,319  ;  Sept.  10. 
Sterling  Ale.     For  Ale.     Sterling  Brewers.   Inc.     46,320; 

Sept.  10. 
Tick   Flushlnsr  Powder.     For  a  Flushing  Powder.     Derrii, 

Inc.     46,311  :  Sept.  10. 
Washburn's  Buckwheat,   Wheat  and  Com   Pancake  Flour.    ^ 

Fnr  Pancake  Flour.     Oeneral  Mills,  Inc.     4G.313  ;  Sept. 

10. 


LIST  OF  rPJNTS 


Bean  Ball  Pitching  is  Nothing  Compared  with  the  Blow-Out 

I    Had    I  Ad  No.   QBC-56).      For  Rubber  Tires.      B.    F. 

Goodrich  Company.      16.374 ;   Sept.   10. 
Don't  Wait  for  Digestive  Upsets  to  Shout :  Danger !     For 

Wheat  Breakfast  Food.      Cream  of  Wheat  Corporation. 

15.370:  Sept.  10.  ^  ,,«„, 

Eieon  Ties.     For  Neckties.     Eieon  Tie  Company.     16,371 ; 

Sept.  10. 
Moore's.      For  Manx  Tweeds.     T.   C.    Moore    (1928)    Ltd. 

15,375;  Sept.  10. 


Most  Gun  Value  for  Every  Dollar.     For  22  Caliber  Rifles. 
Winchester  Repeating  Arms  Company.    16,376  ;  Sept.  10. 

Sunshine     Cake     Dessert.       For     Hour.       General     Mills. 
15,873;  Sept.  10. 

Tasty   Ice  Cream   Frlgle. 
Corporation  of  America. 

Toxon    Athlete's    Foot    Treatment 
Treallng  Athlete's  Foot.    R.  Bourne. 


For   Ice  Cream   Bars.      Frigle 
16,372;  Sept.  10. 

For    Preparation    far 
15.369;  Sept.  10. 


. 


LIST  OF  REISSUE  PATENTEES 


TO  WHOM 


PATENTS  WERE  ISSUED  ON  THE  IOth  DAY  OF  SEPTEMBER,  1935 

NoT..-Arranged  in  accordance  with  the  «"/,  ^^p^^^Jf  5;,,^,^,^*/^"  "  '"'  ""*  ^'"  accordance  with  city  and 


Baker,  Thomas  P.,  Albany.  N.  Y.  awignor  of  one-third  to 
R.  M.  Lackev.  Waterford,  N.  V..  and  two-third^  to  M. 
Spelgpl,     Albany.     N.     Y.     Sound     recording     niiichlne. 

Best'  Miilard  W..  Hamilton,  Ontario,  Canada.  Stoker. 
19.693 ;  Sent.  10.  ^^         _         tM^ii„-»« 

Brush  Development  Company,  The.  (See  KJellgren, 
Bengt,  assignor. )  „     .  ,  .  x 

Conley  Company,  The.      (See  Hemp.  Paul  L.  assignor.) 

Draper.  John   B.      (See  Hague,   A     E.,  and   Draper.) 

Ernst,  \Valter.  aswlKnor  to  The  Hydraulic  Press  Manufac- 
turing Company,  Mount  (Jilead.  O.iio.  Hydraulic  motor 
control  means.     19.694  ;  Sept.  10.  .   ,    „    n«.~.r 

HaKue,  Alfred  E..  West  Orange,  N.  J.,  and  J.  B.  Draper, 
Brooklyn.  N.  Y.,  assignors,  by  mesne  assignments,  to 
Western  Electric  Company,  Incorporated.  Telephone 
system.      19,696:   Sept.  10.  ^      .        ^  ,    - 

Hempt.  Paul  L..  asslenor  to  The  Conley  Company.  Inc., 
Rochester^Mlnn.     Massnjring  device.      19.696 :  Sept.  10. 

Hydraulic  PrefW  Mnniifncturing  Company.  The.  (bee 
Ernst.  Walter,  assignor.) 


KJellgren,  Bengt^  Cleveland  Heights,  Ohio,  asslRnor  to 
The  Brush  Development  Company.  Cleveland.  Ohio. 
Producing  pieto  electric   crystals.     19.607;    Sept.    10. 

KJellgren,  Bengt,  Cleveland  Heishts.  Ohio,  asslcnor  to 
The  Brush  l>evelopment  Company,  Cleveland,  Ohio, 
Producing  crystals.     19.698 ;  Sept.  10. 

Lackey,  Robert  M.,  et  al.  (See  Baker,  TTiomas  F.,  as- 
signor.) „ 

Speigel   Michael,  et  al.      (See  Baker,  Thomas  F.  assignor.) 

Standard  Oil  Company.  (See  Wilson.  Robert  E..  as- 
signor.) 

Velut,  Ren6,  Asnieres,  France.  Ice  machine.  19.699 ; 
Sept.  10.  „  „  ^ 

Western  Electric  Company.  (See  Hague.  A.  E.,  and 
Draper,  assignors.) 

Williams,  Edward  T..  Pelham  Manor,  N.  Y.  Refrigeration 
apparatus.     19,700;  Sept.  10.  „        .     ^  ^., 

Wilson.  Robert  E..  Chicago.  111.,  assignor  to  Standard  Oil 
Company,  Whiting,  Ind.  Heat  exchanger.  19,701; 
Sept.  10. 


LIST  OF  DESIGN  PATENTEES 


Abramson,  Abraham,  assignor  to  Rayllte  Trading  Co..  Inc., 

New  York,  N.  Y.     Decorative  light.     06.795  ;  Septo  10. 
American  Seating  Company.     (See  Bond.  Willard  H..  Jr., 

AjJlerron."^ George  W..  assignor  to  The  General  Tire  &  Rub- 
ber Company.  Akron,  Ohio.    Vehicle  tire.     96.796;  Sept. 

Anderson.  George  W..  assignor  to  The  General  Tire  *  Rub- 
lH>r  Company,  Akron.  Ohio.     Vehicle  tire.     96,797  ;  Sept. 

Auflero.   John   M..   assignor    to   E.   A.    Laboratories.   Inc.. 

Brooklyn.  N.  Y.      Heater.     96,798 ;  Sept^  10         ^   „.      . 
Bach   Al/ons,  New  York.  N.  Y..  assignor  to  Elgelow  Sanford 

Carpet  Co..  Inc.     Rug.     96.799 ;  Sept.  la  ^      ,    a 

Bach   Alfons,  New  York.  N.  Y..  assignor  to  Blgelow  Sanford 

Carpet  Co.,  Inc.     Rug.     96,800;  Sept.  10. 
Bach.  Alfons,  New  York,  N.  Y..  assignor  to  Blgelow  Sanford 

Carpet  Cd..  Inc.     Rug.     96.801  :  Sept.  KT  ^      t     a 

Bach   Alfons,  New  York.  N.  Y..  assignor  to  Blgelow  Sanford 

Carpet  Co.,  Inc.     Rug.     96.802  :  Sept    10^  «      ,     . 

Bach   Alfons,  New  York.  N.  Y..  assignor  to  Blgelow  Sanford 

CariH«t  Co.,  Inc.     Rug.     96.803 :  Sept.  10^.     ,        o      ,     ^ 
Bach   Alfons.  New  York.  N.  Y..  assignor  to  Blgelow  Sanford 

Carpet  Co.,  Inc.     Rug.     96.804 ;  Sept.  10.  ^      .     ^ 

Bach   Alfons,  New  York.  N.  Y..  assignor  to  Blgelow  Sanford 

Carpet  Co.,  Inc.     Rug.    96.805  ;  Sept.  10. 
Bahr.    Gustave   F.,    Fairfield,    assiKnor    to   J.    H.    Cohen, 

BrldKeport,  Conn.      Fender  apron.     96.806 :   Sept.    lU. 
Baldwin  Company,  The.     (See  I)ay.  Wilbur  M.,  ass  irnor.) 
Baldwin  Company,  The.     (See  Rich,  Marlon  \..  assignor.) 
Behr.    William    J..    Jr..    Montclair.    N.    J.      Bottle    casing. 

Blgelow  Sanford  Carpet  Co.     (See  Bach    .\lfon8.  assignor.) 
Blgelow  Sanford  Carpet  Co.      (See  Strobel.  Harold  C,  as- 

BircK^Frank  E.,  trustee.  (See  Williams,  Norman  E.,  as- 
signor.) ^        .   „     ..  I  * 

Bond.  Willard  H..  Jr..  East  "rand  Rapids  assignor  to 
American  Seating  Company,  Grand  Rapids,  Mich.  Chair. 
96.807  :  Sept.   10. 

Botham.  Arthur,  New  York,  N.  Y.,  assignor  to  Coty,  Inc., 
Wilmington.  l>el.     Display  stand.     96.808  ;    Sept.   10. 

Braun.  Marcel  M..  Chicago.  111.  Shoe  or  similar  article. 
90.809 :    Sept.    10.  „^  .    „  ^,  , 

Braun.  Marcel  M..  Chicago,  111.     Shoe  or  gimllar  article. 

BreJi^ClarenTe  F.,  IS'ew  York,  N.  Y.     Piano.     96,811  :  Sept. 

Britt'ain,  Harold  A..  Akron,  Ohio,  assignor  to  Wingfoot 
Corporation.  Wilmington,  Del.     Tire.     96.812:  Sept.  10. 

Budd  Wheel  Company.  (See  Ekserglan,  Carolus  L.,  as- 
signor.) 

Bulova,  Ard^,  New  York.  N.  Y.     Watch  bracelet.     96,818; 

Canaday  Wilbur  D..  Stamford.  Conn.,  assignor  to  I^entherlc 
Incorporated,  New  York,  N.  Y.  Dropper  shell  or  the 
like.     96,814:   Sept.   10.  ^     ,      ^       t  .      1 1    .« 

Chambers  Cornelius,  Birmingham.  England.  L'.quld  dis- 
pensing rack  or  the  like.     96,816:  Sept.   10. 

Chambers,  Cornelius.  Dale  End,  Blrmlneham.  England. 
Liquid  dispensing  faucet  or  the  like.     96.816;  Sept.  10. 


Clark.  Isaac  J.,  Washington,  D.  C.  Combined  tractor  and 
refrigerator  truck  trailer.     96,817;  Sept.  10. 

Claus,  A..  Manufacturing  Co.  (See  Kelley,  Frank,  as- 
signor.) 

Cohen,  Joseph  H.     (See  Bahr,  Gustave  F.,  assignor.) 

Cotv.  Inc.      (See  Botham.   Arthur,  assignor.) 

DaHchelsky,  Jack.  Brooklyn.  N.  Y.    Shoe.    96.818  ;  Sept.  10. 

Darrow.  Bursess.  Akron,  Ohio,  assignor  to  W'ingfoot  Cor- 
poration. Wilmington.  Del.     Tire.     96,819  :   Sept.  10. 

Dav.  Wilbur  M.,  assignor  to  The  Baldwin  Company,  Cin- 
cinnati, Ohio.     IMano  case.    96,820  ;  Sept.  10. 

De  Graff,  Ernest  A.,  Chicago.  111.  Carrying  case  or  similar 
article.     96.821  ;   Sept.  10. 

De  Vllbiss  Company,  The.  (See  Vulllemenot,  Frederic  A., 
assignor.) 

Drevfuss,  Henry.  New  York,  N.  Y.,  assignor  to  Minneapolis- 
Honeywell  Rettulator  Company,  Minneapolis,  Minn.  Air 
conditioning  control.      96.822 ;    Sept.    10. 

Dulany,  Helen  H.,  Chicago,  111.,  assignor  to  The  Electric 
Vacuum  Cleaner  Company,  Inc..  Cleveland,  Ohio.  A  ac- 
uum  cleaner  casing.     96,823  ;   Sept.  10. 

E    A    Laboratories,  Inc.     (See  Auflero,  John  M..  assignor.) 

Eagle  Foundry  Company.  (See  Klemme,  Maurice  G.,  as- 
signor.) „    -. 

Eksorglan,  Carolus  L.,  Detroit,  Mich.,  assignor  to  Budd 
Wl  eel  Company,  Philadelphia,  I'a.  Vehicle  wheel. 
96,824:  Sept.  l6.  ,  .  .,       ,o 

Electric  Home  and  Farm  Authority,  Incorporated.  (See 
Stephens.  Albert  N.,  assignor.)  „        ^  , 

Electric  Vacuum  Cleaner  Company,  The.  (See  Dulany, 
Helen  H.,  assignor.)  ,,     ,       ^  «-  c^^ 

Epworth,  Renaldo  C,  Hackensack,  N.  J.  Fan.  96,825; 
Sept.  10. 

Estrella,  Antonio,  San  Francisco,  Calif.  Desk  file  or 
analogous  article.      96.826;    Sept.    10. 

Evans  Case  Company.     (See  Rellly.  Alfred  F..  assignor.! 

Fridlington,  John  R.,  Cliffslde  Park,  N.  J.   Ribbon.   96,827 ; 

Gast,  George  A.,  Chicago.  Hll.,  assignor  to  Planetellus 
Manufacturing  Corporation.  Cabinet  for  vending  ma- 
chines.     96,828:    Sept.    10. 

Gast  George  A.,  assignor  to  R.  T.  Moloney,  Chicago.  HI. 
Cabinet  for  target  practice  amusement  games.     96.829 ; 

Sept.     10.  r^  ,c  .       ^ 

General  Tire  A  Rubber  Company.  The.  (See  Anderson, 
George  W.,  assignor.) 

Greenberg.  Morris,  Brooklyn,  N.  1.  Lace  covering. 
96.830:  Sept.  10.  ^  ^  .^ 

Gustin.  Max,  New  York.  N.  Y.     Shoe.     96.831  :  Sept.  10. 

Harris,  J.,  and  Company.  (See  Hutcheson,  Ray  R..  as- 
signor.) 

Hill  Arthur.  New  York,  N.  Y.  Portable  combined  phono- 
cfaph  and  raHlo.     96.832:   Sept.  10.       ^^  „„„     „     ^   ,^ 

Hipwell.  Harrv  T..  Pittsburgh,  Pa.     Toy.    96.833  ;  Sept.  10. 

Hlpwell,  Harry  T..  Pittsburgh,  Pa.     Toy.    96.834  :  Sept.  10. 

Holland,  Harry  W..  Elizabeth,  N.  J.,  assignor  to  The  Texas 
Company,  New  York,  NvY.     Display  sign.     96.83.'» :  Sept. 

Hormes,  William  T.,  Catonsvllle,  Md.,  assignor  to  Otten- 
helmer  Bros.  Inc.,  Baltimore,  Md.  Panel  or  the  like. 
96,836;   Sept.  10. 
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LIST  OF  DESIGN  PATENTEES 


Hormea,  William  T.,  Catonsville,  Mil.,  assignor  to  Otten- 
heimer  Bro;*.  Inc..  Baltimore,  Md.  Refrigerator  show 
case.     9t5.83T  ;  Sept.  10. 

Hutchesou,  Ray  R.,  Queens,  assignor  t<>  J.  Harris  and 
Company.  New  York,  N.  Y.  Ten  holder  desk  stand. 
96.838;  Sept.  10. 

Johnston.  Williaoi  R.,  River  Forest.  111.  Combined  faucet, 
soap  dish,  and  tllter.     96,838 ;  Sept.  10. 

Keller,  George  J.,  East  St.  Louis.  111.  Automobile. 
96,840:  Sept.  10. 

KeKey.  Frank,  assignor  to  A.  Claus  Manufacturing  Com- 
pany, Cleveland,  Ohio.  Combined  table  and  stool  unit. 
96.841  ;  Sept.  10. 

Kl»n:nif.  Maurice  G.,  a.saignor  to  Eagle  Foundry  Company, 
BllPvilU".  III.     Cooking  stove.     96,842;  Sept.  10. 

LaValle.  Dominlck.  New  York.  N.  Y.     Shoe  or  similar  ar- 
ticle.    9«.s4;i:   Sept.    10. 
,  Leutherlc    Incorporated.       (See    Canaday,    Wilbur    D..    as- 
signor.) 

Magee.  Alonzo  H..  Westfleld.  X.  J.  Air  valve.  96.844; 
Sept.  10. 

Marco.  Claude.  Stockton,  Calif.  Combined  shear  and  cas- 
trator.     96.845 ;  Sept.  10.  ^  ^    ,^ 

McBrler.  William  K.,  Miami,  Fla..  assignor  of  one-half  to 
F.  S.  Scott.  Wilkinsburg.  Pa.  Clothespin.  90,846  ;  Sept. 
10. 

McMahan.  Wiley  C,  Heflln.  Ala.  Draft  yoke.  96.847 ; 
Sept    10. 

Menger,  Edward  W..  San  Antonio.  Tex.  Wall  bracket  for 
mounting   horns.      96.S48  ;    Sept.    10. 

Moloney.  Ravmond  T.     (See  Cast,  George  A.,  assignor.) 

Minneupolis-II'iiieywell  Regulator  Company.  (See  Drey- 
fuss,    Henry.   as,sli{nor  )  ,„..,. 

Ornamental  Furniture  Hardware  Co.  (See  Williams,  Gor- 
man E.,  assignor.)  ^^  .,,  _ 

Ottenhelmer    Bros.    Inc.      (See    Hormes,    William    T..    as- 

Pett^^n.     Catherine,    Brooklyn,    X.     Y.       Sink     stopper. 

06.849;  Sept.  10.  ,„      ^     .   r. 

PlanetelluB  Manufacturing  Corporation.     (See  Cast.  George 

Putman."  Solomon.  New.irk,  N.  J.     Buckle.     96.850  ;  Sept. 

Raylite  Trading  Co.     (See  Abramson.  Abraham,  asaienor.) 

Reillv     \lfred  F..  assignor  to  Evans  Case  Company.  North 

Attieboro.   Mass.      Combination   vanity    case  and   purse. 

Rich'  Ma'rion^Y.,  assignor  to  The  Baldwin  Company,  Cin- 
cinnati. Ohio.     Piano  case.     96,852  ;  Sept.  10. 

Rich  .Marlon  Y  .  assignor  to  The  Baldwin  Company,  Cln- 
oitinaM.  Ohio.     Piano  case.     96.853  :  Sept.  10. 

Rich  Marion  Y..  assignor  to  The  Baldwin  Company,  Cln- 
cinnati.    Ohio.       Piano    case.      96.^54  :    Sept.    10. 

Rich  Marion  Y.,  assignor  to  Thf  I'.ai.lwln  Company,  Cin- 
cinnati,  Ohio.      Piano  case.      96.i»5r.  ,    Sept.   10 

Rose  Hnrrv.  Wyandotte.  Mich.  Automotive  vehicle  heater. 
96.856;  Sept.  10. 


Rosenblum.    Charles.    Brooklyn,    N    Y.      Buckle.      96.807 ; 

Sept.  10. 
Roaenblum.    Charles.    Brooklyn,    N.    Y.      Buckle.      96.858; 

Sept.  10. 
Rosenblum.    Charles,    Brooklyn,   N.  T.      Buckle.      96,859 ; 

8«pt.  10. 
Ryan.  Jame.s  K.,  Hollywood,  Calif.     Automobile.     96.860; 

Soha&«r.    Jacob   I..    New    York,    N.    Y.      Buckle.      96.861  ; 

Sept.  10. 
Schwartz.   Samuel  M..   Paterson,  N.  J.     Textile   fabric  or 

slmilir  article.     96.>62 ;   Sept.   10. 
Scott    Flora  S.      i  S»'e  McBrler.  William  K..  assignor.) 
Staatk.     Raymond    F..    Oakland,     Calif.       Burial     casket, 

96.863  ;   Sept.   10.  ... 

Staack.     Raymond     F..    Oakland,     Calif.       Burial    casket. 

9«1.S04  ;   Sept.  10  ^      . .      .,  .. 

Steingruber.   George.    Huntsville.    Ala.      Combination   cook 

stove  and  utility  cabinet.     96.H65  ;  Sept.   10. 
Stephens,  Albert   N..  as.-.lgnor  to  Electric  Home  and  Farm 

Authority,  Incorporated,  Chattanooga,  Tenn.     Placard  or 

like  article.     96.866  ;  Sept.   10. 
Stipek,    James.    Cicero,    111.      Display    stand    or   the    like. 

96,867  :  Sept.  10 
Strobel,  Harold  C.  Jersey  City.  N.  J.,  assignor  to  Blgelow 

Sanford  Carpet  Co..  Inc.     Rug.     96.868  ;  Sept.   10. 
Strobel.  Harold  C,  Jersey  City.  N.  J..  asMlgnor  to  Blgelow 

Sanford  Carpet  Co.,   Inc.     Rug.     96.869:  Sept.   10. 
Strobel,  Harold  C.  Jersey  City.  N.  J.,  assignor  to  Blgelow 

Sanford  larpet  Co..  Inc.  Rug.  96.870 ;  Sept.  10. 
Texas  «  omi>anv.  Thf.  (See  Holland.  Harry  W.,  assignor.) 
Trlcard  HpuP  I'aris,  France,  assignor  to  Lentberlc.  In- 
corporated. New  York,  N.  Y.  Bottle.  96,871  ;  Sept.  10. 
I^ntherir.  Incorporated.  (See  Trlcard,  Ren*,  assignor) 
Troy.  Seymour    New  York,  N.  Y.     Shoe  or  slmUar  article. 

96.872  ;  Sept.  10. 
Vulllemenot.  Frederic  A.,  aaalgnor  to  The  De  Vllblwi  Com- 
pany. Toledo,  Ohio.  Atomiser  case.  96.873 ;  Sept.  lU. 
Welnstein.  rhilip,  Brooklyn.  N.  Y.  Shoe.  96.874  :  Sept.  10. 
Welnsteln!  Philip.  Brooklyn,  N.  Y.  Shoe.  96.875  ;  Sept.  10. 
Wendl.    Ferdinand,    Long    Island    City,    N.    Y.      Magaiine 

holder.      96.876 ;   Sept.   10.  ^  c--,     o     . 

Williams.  Harry  E..  St.  Louis.  Mo.     Shoe.     96.8(7;  Sept. 

10. 
Williams.  Norman  E.,  assignor  to  F.  E.  Blrrh.  trustee  In 

bankruptcy    of    Ornamental    Furniture    Hardware    Co.. 

Rockfofd.  111.     Drawer  pull.     96.878  ;  Sept.   10 
Wlngfoot    Corporation.       (See    Brlttain,     Harold    A.,    as- 
signor.) 
Wingfoot  Corporation.      (See  Darrow.  Burgess,   assignor.) 
Woltson.    Samuel.    New    York,    N.    Y.      Blouse.      96,8.9; 

WooUiough.  Edward  H..  Montreal,  Quebec,  Canada.     Cravat 
holder.     96.880;   Sept.   10. 


LIST  OF  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  IOth  DAY  OF  SEPTEMBER,  1935 

N^._Arranged  In  accordance  with  the  flrst^^^-ifi-nt^chan^cter^or  wort  of  the  name  (In  accordance  with  city  and 


telephone  directory  practice), 


Abbott  Company.  The.     (See  Wiggln.  Daniel  W..  assignor.) 
Adam,    Frank,    Electric    Co.      (See   Green,    Floyd    S..   as- 


signor.) 
Adam,    Hein 


jaui.  i.t:i»rlch.  Worms-on-the-Rhine.  assignor  to  En- 
tlngerUniou  Werke  Aktlengesellschaft,  Pfeddersheim, 
near  Worms,  (iermany.  Device  for  Inserting  packing 
rti^k8  in  bottle  closures.     2,014,157  :  Sept.  10. 

Adams.  James  L..  Jr..  Youngstown.  Ohio.  Circular  Ingot 
heatinu'    furnace.      2.01.S.905;    Sept.    10.  „     ^     ,  ,, 

AJax  SjiriiiK  Stabiliser  Company.  (See  Schlesser.  Frederick 
M  .   assignor.)  ...      ^.       ..    t  n 

AJax  Kltctrlc  Furnace  Corporation.     (See  Wyatt.  James  K., 

.\kr.ai  Standard  Mold  Company,  The.  (See  Wheatley, 
(icorge,    assignor.)  ^       ^ 

Alhreibt,  nsoir  C.  Hustlsford,  Wis.  Coaster  wagon. 
2.014, 0r><i  ;  Sept.  10. 

Albrlcht.  .lacob  F.,  Bastrop,  I^.  Paper  making  machine. 
2.01:-!, <t42  ;    S.pt.    10.  ,  ^  .  . 

Aldur  Corporation.     (See  Smldth,  Leonard,  assignor.) 

Alger.  Harley  C,  Chicago,  111.,  assignor,  by  mesne  assign- 
ments, to  F.  E;  Compton  &  Company.     Book.     2,014,305  , 

Allen,  Henry  B.,  Philadelphia,  assignor  to  Henry  Dlsston 
&  Sons,  Incorporated,  Tacony,  Pa.  Circular  saw. 
2,013,943 ;  Sept.  10.  .  ^  , 

Alllbone,  Thomas  E.,  Sale,  England,  assignor  to  General 
Electric  Company.  Apparatus  for  the  generation  of  elec- 
tric high  voltage  impulses.     2.014.219  ;  Sept.  10. 

Altenklrch,  Edmund.  Neuenhagen.  near  Berlin.  Germany, 
assignor  to  The  Hoover  Company,  North  Canton,  Ohio. 
Absorption  refrigerating  apparatus.     2.014,096  :  S<'pt.  10. 

Alter,  Julius  M.,  Brooklyn,  and  M.  Lipsey,  New  York,  >.  Y. 
Shirt  envelope.     2,014.097;    Sept.    10. 

Altvater,  Arthur  W.,  Unlversltv  City,  Mo.  Shoe  part  orna- 
menting machine.     2.013.679  ;  Sept.  10. 

American   Can   Company.      (See  Hotheri-all,    John  M.,   as- 

Atnerican  Can  Company,     (See  Peters.  John  F..  assignor,  i 
American    Can    Company.       (See    Robinson,    John    E.,    as- 
signor.) ^      ,..  ,  V 

American  Can  Company.     (See  Rteerup.  Godfrey,  assignor.) 

American   Coach  and   Body   Copipany,   The.      (See   I^rsen. 

Nell   P..  assignor.)  „,*,„«    i    », 

American  Coin  Machine  Company.      (See  Westfall.  Ralph 

American  Engineering  Company.     (See  Bennett.  Joseph  S., 

assignor.)  ,,       ,  ^    r^   .      ^  ^ 

American  Engineering  Company.     (See  Lamond,  Robert  C, 

assignor.)  „<„.,,.        t  tt 

American  Engineering  Company.     (See  Walker.  James  H., 

American  Enka  Corporation.     (See  Koch,  T.,  and  Weelden- 

bur>:.  assignors.* 
American  Floor  Surfacing  Machines  Com^iany.  The.     (See 

Myers,   Harry  L.,   assignor.)  ,„       «   ,       ,, 

American  Fiver  Manufacturing  Company.     (See  Bol.sseller, 

Earl   n,,   assignor.) 
American    Gyro    Company.      (See    Holmes.    Edgar    K.,    as- 

slgr.or. )  _^  ,£,       -, 

American  Laundry  Mnchlnery  Company.  The.      (See  Han- 

ney.  Angus  F..  assignor.)  „      „,    .         »        -,   ^,   , 

American  Locomotive  Company.     (See  Klndervater.  Julius. 

American  Sealcone  Corporation.      (See  Winton.  Lewis  B.. 

ABSi KT1  or   ) 

American  Telephone  and  Telegraph  Company.  (See  Denck- 
lau.   Karl   H.,  assignor.)  ,a      t^ 

American  Telephone  and  Telegraph  Company.  (See  Hona- 
man,   Richard  K,.  assignor. >  ,„       „,  w         t-     ^     . 

American  Window  Glass  Company.     (See  Bishop,  Frederic 

L.   assi;:nor.)  „.,«..    nrmt         /-. 

Ameri.  an   Woodllte  Corporation.      (See  Wood,  William  G,. 

An'acl.nda'^Copper  Mining  Company.  (See  Thomas.  William 
J,,  assignor.)  ,,  _  .  i.      ~ 

Anders,. n  \lden  G..  North  Easton,  Mass.  Garment  hang- 
er,    2,014.061  ;  Sept.  10.  „     .       * 

Anderson,  Carl  E.,  Eatont<.wn.  N.  J.  Dust  collector  for 
dust  mops.     2.014.098  :   Sept.  10. 

Anderson.  William  T..  Macon.  Ga.  Coin  controllP«l  mech- 
anism.     2.013.944;   Sept.  10.  / 

Andrews  Champe  S..  North  Chattanooga.  Tenn..  assignor 
to  Box  Blank  Corporation.  New  York,  N.  Y.  Container. 
2,018.646  :    Sept.    10.  ^  t»  t  i 

Aoex  Smelting  Co.     (See  Stnrmann,  George  H  .  assignor.) 

Araidla  Hosiery  Company.     (See  Welsbecker,  Frank  G.,  as- 

Arr)ft".«U,  Francis  M  ,  and  P.  Janscen,  Elizabeth.  N.  J.. 
assignors  to  Standard  Alcohol  Tomnany.  Recovery  of 
alcohols  from  hvdrocarlwns.     2,014.078  ;   Sept.  10. 


Armacost,  Wilbur  H..  assignor  to  The  Superheater  Cona- 
panv  New  York.  N.  Y.  Fluid  heater  and  support. 
2,014.197:  Sept.   10.  ,„       „       »,.        „  ^   yr^^ 

Armstrong  Cork  Company.  (See  Paschke.  H.,  and  Vogt, 
assignors.)  ,  ,  ^     -,,,,,,■   ^ 

Armstrong,  Gj'orge  A.,  Cranston,  R.  I.,  assignor  to  William 
C    Greene  Company.     Finger  ring.     2.014,122  ;  Sept.  10. 

Asmussen,  Helnrich.  Berlin-Steglltz,  Germany,  assignor  to 
^^  General  Electric  Company.  Electric  Incandescent  lamp 
and  similar  device.     2.014.220  ;  Sept.  10. 

Associated  Electric  laboratories.  Inc.  (See  Homer,  Wil- 
liam J.,  assignor.)  ,.  ..     -     tt-.i,.         x# 

Atlantic  Refining  Company.  (See  Malisoff,  WUlUm  M., 
assignor.)  ^i  .     t> 

Atmospheric  Nitrogen  Corporation.      (See  Bray.  Ulrlc  B., 

assignor.)  ,..  .         ,       i  ^i   „    _.«ii 

Attwood,    Charies    W.,    Wayne.    Mich.       Insulating    wall 

Atw"dod    Vacuiim    Maclfine    Comany,    The.       (See    Hughes. 

James  R..   assignor.)  ai#„„o- 

Automatlc   Parking    Systems,   Inc.      (See   Becker,   Alfonse 

Autom\Tlc^°Phonograph  Corporation.      (See  Pitman,   Rich- 
ard W..  assignor.)  T.     I*  .»         fda.^    Wrnpk 
Automotive    Products    Company,    Limited.       (See    BrocK, 

Av??y,*  Hlrold'l^Tnd  G.  Lerch.  Oakland,  Calif.,  a,^»jfno» 
to  Marchant  Calculating  Machine  Company  Calculat- 
ing machine.     2,014,01.S ;   Sept.   la  ^.n,.„     „„ 

Avery,    W.    &   T..    Limited.       (See    Tlmson,    William,    as- 

Av\'r,°Albert  C,  et  al.      (See  Stirrup.  Frank  A.    assizor  ) 

Ayres     Eusene   E..    Swarthmore.    assignor    to    Gulf    Ketln- 

Ing   Company.   Pittsburgh,    Pa.      Making   a    motor   fuel. 

Babblu:"Hoie¥ C.  S^dalia,  Mo.     Brake  shield.     2,013.945  ; 

Babcock  &"  Wilcox  Company,  The.     (See  Kerr,  Howard  J., 

Bace^'*"jS  W.,  Taft.  Calif.  Propeller  construction. 
2.013.647  :  Sept.  10.  ,     ,  ,  *^    v-„^ 

Ballev,  Charles  F.,  and  J.  P.  Dlstler.  assignors  to  Key- 
stone Steel  A  Wire  Company,  P;^r«a-  I"-  I^aPff-beck 
fabrics  for  reenforcins  work.     2.013,641  ;   Sept.  10. 

Bailey.    Theodore.    New    York,    N.    Y.      Dispensing    device. 

Balile     Alfred'  J."  Wvndmoor,    Cniestnut   Hill,   Pa.      Rake. 

2  014.123:    Sept.    10.  „  ,    ^ 

Baldwin    Rubber   Company.      (See   Clark,    Samuel   C.    as- 

Bari^ur,'  James  G..  assignor  to  The  Metropolitan  raving 
Brick  Companv.  Canton,  Ohio.  Making  trickling  filter 
floor  blocks.     2.014.209  :  5?ept    10  „  „„„„    „.„^ 

Barker,  Gullan  D.,  Springfield,  Mass.  Bowling  game 
apparatus.     2,014,306:  Sept.   10.  „    ^  ,   ^  ^  ,_ , 

IlnrnhiU.  Thomas  W.     (See  Lauer.  Rudolph  L..  assignor) 

Baron,  Charles  S..  Tiffin.  Ohio.  Covered  container  with 
sealing   closure    therefor.      2.013.855:    Sept.    la 

Barrett  Harold  J.,  assignor  to  E.  I.  duPont  de  Nemours 
*  Company.  Wilmington.  Del.  production  of  un- 
saturated   aliphatic   acid    esters.      2.0i:?.648:    Sept.    10. 

Barrett.  Karl  E..  Sherbrooke.  Quebec,  Canada,  assignor  to 
E  and  T  Fairbanks  and  Company,  St.  Johnsburg,  vt. 
Health  scale.      2.014.270:  Sept.  10  w.i^h* 

Barrett  William.  International  Falls.  Minn.  Weight 
regulator.      2.014.243;    Sept     10.  »,  i,  m^„ 

Barv  Victor  A.,  Hendon.  London.  England.  Lubrication 
of 'axle  bearings.     2.014.159  :   Sept.   10, 

Bary.  Victor  A..  London,  England.  Lubricated  bearing. 
2.014.160:    Sept.    10.       „       ^     ^     ^         ,  .    _   .,_ 

Batterman,    Elmer    F.      (See    Verderber,    J.,    and    Batter- 

Bau'ch.'  William  H..  Shelbyvllle,  assignor  to  P.  W,  Cor- 
nelius, Indianapolis.  Ind.,  doing  business  under  name  and 
stvle  of  Cornelius  Engineering  Company.  Projector  film 
gate.      2,014,099;    Sept.   10. 

Bauersfeld.  Walther,  assignor  to  the  firm  Carl  Zeiss,  Jena. 
Germanv.  Substage  for  microscopic  condensers  and 
the  like!     2.014.161  :  Sept.   10.     ^    „^.  .,  «     o*   ., 

Baumann,  Paul.  Ludwlgshafen  on-the-Rhine.  and  R.  Stad- 
ler  Zlegelhnusen.  assljrnors  to  I.  G.  Farbenlndustrie 
•Vktlensesellsrhaft,  Frankfort-on-the-Maln,  Germany. 
Production  of  acetylene.     2.013.996:  Sept.   10. 

Baumfalk.  John.  Jersey  City,  N.  J.,  asslpor  to  Bell  Tele- 
phone I^aboratorles,  Incorporated.  New  ^ork.  >.  1. 
Telephone  svstem.     2.014.221  :   Sept.    10. 

Becker.  Alfonse  N..  Milwaukee,  Wis.,  assignor  by  mesne 
assicnments  to  Automatic  P.^rkine  Systems.  Inc. 
Vehicle  handling  apparatus.     2,014..351  :  Sept.  10. 

Bell  Telephone  Lat>oratorles.  Incorporated.  (See  Baum- 
falk. John,  asslsuor. ) 
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Bell  Telephone  Laboratories,  Incorporated.      (See  Biellng, 
C.  A.,  and  Mason,  assignors.)  t»4^.„ 

Bell  Telephone  Laboratori»>9.  Incorporated.  (See  Bjorn- 
8on.  B.  G..  and  Greenwood,  assignors.) 

Bell  Telephone  Laboratories,  Incorporated.  (See  ae 
Coutoulv.   tlMstave  C.  assignor.) 

Bell  Telephone  Laboratories.  Incorporated.  (bee  Hov- 
land.  Henry,  assignor.)  _,       _ 

Bell  Telephone  Laboratories.  Incorporated.  (See  Vroom. 
Kdward,  assignor.)  .       ^^     ,       ,r  ,  v 

Bemls  Bro.  Bag  Co.      (See  Brady,  Charles  \..  assignor  ) 

Benedek,  Elek,  and  H.  E.  MacMilUn.  asslsnors  to  The 
Hydraulic  Press  Manufacturing;  Company.  Mount  Gllead. 
Ohio.      Hydraulic  press.     2.014. 102  :   Sept.   10 

Benjamin  Electric  Mfg.  Company.  (See  Waterbury. 
John  H.,  assignor.) 

Bennett.  Hubert  D..  assignor  to  Toledo  Scale  Manufactur- 
ing Company.  Toledo.  Ohio.  Refrigeration.  2.013,94« ; 
Sept.    10. 

Bennett.  Joseph  S..  Merlon.,  assignor  to  American  Engl- 
neerinc  Company.  Philadelphia.  Pa.  Ash  disposal  sys- 
tem.    2.013.880  ;  Sept.  10.  „    „    „ 

Berlin.  Kopel  A.,  and  S.  A.  Burmlstrow.  Moscow,  U.  8.  S. 
R.     Sinking  shafts.     2.014.163  ;  Sept.  10. 

Berner.    Ru<l<)lph.      (See  Smith.  J.  G.,  and  Berner.) 

Berthold.  Richard  E..  Richmond  Hill,  N.  Y..  assignor  to 
Cardinal    Products.    Inc.       Lighter.       2.014.014;    Sept. 


10 
Beskow.  Bern  hard  M.. 
the  like.     2.014.164 


Fla.     Hair  waver  and 


Sylvanla 
Appam- 

Sept.     10 


Miami  Beach 
;  Sept.  10. 
Best.    John    G.,    assignor    to    Varllux     Limited    Toronto. 
Ontario.   Canada.      Iilumlnate<l    sign.      2,014.271  .    Sept. 
10. 
Beutler.   Herman   L..   Klpgsport.   Tenn.      Garment   hanger. 

2.014.165':  Sept.  10.  ^ 

Blanchl,    Valentino  L..   Oakland  and  L.   Mlna.    San   Fran- 
cisco.  Calif.      Oil   cooling  system.      2.013.708  :    Sept.    10. 
Biellng.  Carl  A..  Westfleld.  and  W.  P.  Mason.  West  Orange, 
X.    J.,    assignors    to    Bell    Telephone    Laboratories.    In- 
corporated. New  York.  N.  Y.     Cutting  tool.     2.014.222; 
Sept.  10. 
Blnkley.  Martin  J..  East  Orange.  N.  J.,  assignor  by  mesne 
assignments    to   The   Silent    Glow    Oil    Burner  Corpora- 
tion. Hartford.  Conn.      Rotary  fuel  burner.     2.013.642  ; 
Sept.  10. 
Bishop.   Frederic   L..   Fox   Chapel    Manor.    Pittsburgh,   as- 
signor   to    American    Window    Glass    Company.     Pltts- 
hurjih.  Pa.     Manufacturing  laminated  glass.     2.014.124  ; 
Sept.    10. 
Blttle.  Clarence  E..   Harlan.   Iowa.     Wrapping  apparatus. 

2.014.166:  Sopt.  10. 

Bltzer.  Gottlob.  West  Reading,  assignor  to  Textile  Machine 

Works.    Wyomissing,    Pa.      Stitch   regulating   mechanism 

for  knittlne  machines.     2.014.100  ;  Sept.  10. 

BJornaon,      BJorn      G..      Wyoming.      N.      J.,      and      Q.      E. 

Greenwood.     Hushing,     assignors     to     Bell     Telephone 

Laboratories.    Incorporated.    New   York.   N.    Y.      Circuit 

for     controlling     transmission     In     signaling     systems. 

2.014.223;    Sept.    10. 

Blelbler.    Ernest.    Ghent,    Belelum,    assignor    to 

Industrial    Corporation.    Fredericksburg.    Va. 

tus    for    castinii    sheets   or    films.      2.013.978 ; 

Bliss.  Elmer  J..  Boston,  assignor  to  Resal  Shoe  Company. 

Whitman.     Mass.       .Apparatus     for     demonstratinir     the 

mechanical   flexibllizlne   of  shoes.      2.013.643;    Sept.    10. 

Blomquist.      Ernst.      I>onibard.      111.        Switching      means. 

2.014.272:    Sept.    10. 
Bloo<l.    John    &   Co.    Incorporated.      (See   Johnston.    John 

M..  assignor.) 

Blo8.ser.    Herman    G..    Pittsburgh,    assignor 

Switch    &    Sienal    Company.     Swissvale. 

traffic  controlling  apparatus.     2.014,015 

Boiardl,  Chef,  Food  Products  Company.  The 

Hector  J.,  assignor.) 
Boiardl.    Hector    J.,   assignor   to   The   Chef    Boiardl   Food 
Products  Company.  Cleveland.  Ohio.    Cooker.    2.013.006  ; 
Sept.   10. 
Roisseller,  Earl  D..  Glenell.vn.  assignor  to  American  Flyer 
Manufacturing    Company.    Chicago.    111.       Remote    con- 
trol   for    toy    electric    vehicles.       2.013. P47  :     Sept.     10. 
Boissoneau.   Kermlt   E..  Spokane.  Wash.     Mechanical  toy. 

2.013,709  :  .Sept.  10. 
Bolton.  Elmer   K..  and  O.  M.   Hayden.  assltnors  to  E.   T. 
du    Pont    de    Nemours    &    Company.    Wilmington.    Del. 
Chemlcnl     product     and     preparing     same.       2,014,198 ; 
Sept.    10. 
Bond,   Marion   E.      (See  Cotter,   W.   F.,   and   Bond.) 
Borden    Company,    The.       (See    Pennington.    Mary    E.,    as- 
signor.) 
Borel.  Roser.   Paris.  France,  assignor  to  Sorlete   .\nonyme 
Edouard   Dubled   k  Compagnle.    Neuchatel.    Switzerland. 
Inflater  connecter.      2,013.846:    Sept.   10. 
Bothe,    Hermann.       t  See    Leister.    Julius,    assignor.) 
Bonrdes,    Andrfs.s    A.,    and    W.    Yiakoumelos,    assignors    to 
Narrownap    Folding    Machine    Company,     Chicago,     111. 
Coml)lnpd    paper    converting    and     Inserting    machine. 
2.014  •'^07  :    Sept.    10. 
Bnusflpld.     Alfre«l.     St.     Johnsburv.     Vt.       Increa.<»lng    the 

capacity  of  scales.      2.014.275;   Sept.   10. 
Bousfleld.    Alfred,    assignor    to    E.    and    T.    Fairbanks    and 
Company,    St.    Johnsbury.    Vt. 

2.014.273  :  Sept.  10. 
Bousfleld.    Alfred,   assignor    to    E. 

Company.    St.    Johnsbury.    Vt. 

2.014.274  ;    Sept.    10, 


to   The    Union 
Pa.       Railway 
Sept.    10. 
(See  Boiardl, 


Weighing    scale    beam. 

and   T.    Fairbanks   and 
Automatic    dial    scale. 


Bousfleld,  Alfred,  assignor  to  Ei.  and  T.  Fairbanks  and 
Company,  St.  Johnsbury,  Vt.  Counterpoise  media- 
nlsm    for    track   scale   beams.      2,014,276;    Sept.    lu. 

Bousfleld,  Alfred,  assignor  to  E.  h  T.  Fairbanks  and 
Company.  St.  Johnsbury.  Vt.  Beam  locking  mec-lia- 
ulsm.     2,014.277;  Sept.  10.  „  .   , 

Bovet,  Brlc  D.,  et  al.  (See  Klngsley,  G.  E.,  and  Lour, 
assignors.)  ... 

Bovllle,   Harry,  et   al.      (See  Cole.   Edward  L..  assignor.) 

Bowen,  Albert  H.,  assignor  to  I.  F.  Laucks.  Inc..  Seattle. 
Wash.  Adhesive  and  making  same.  2.014.167  ;  Sept. 
10. 

Bowle.<«,  Edward  L.,  Wellesley  Farms,  Mass.  Acuustlc- 
electrlc-energy-converter  and  method.     2.014.193  ;   Sept. 

Bown,  Lewla  H.,  Ekst  Aurora,  N.  Y.,  assignor  to  Buffalo 
Pottery  Co..  Buffalo.  N.  Y.  Ceramic  articles.  2,013. « 40  ; 
Sept.  10. 

Box  Blank  Corporation.  (See  Andrews,  Lhampe  »,,  as- 
signor,) ^. 

Bradbury,  William  T..  Kankakee,  III.,  assignor  to  Florence 
Stove  Company.  Boston.  Man*.  Burner  control  device. 
2,013.822  ;  Sept.  10.  ... 

Braddock,  Lemuel,  assignor  of  one-half  to  U.  Delos  Uean, 
Rensslaer.  Ind.      Wire  crimping  tool.     2.014.062;  Sept. 

Bradstreet.  George  I>..  Thomaston,  Conn.  Eniloiied  Tehlcle 
spring.     2,014.125  ;  Sept.  10. 

Bradwuy.  Chattln.  Uiwrence,  N.  Y.  Towel  rack.  2.013.907  ; 
Sept.  10.  „      , 

Brady,  Charles  V..  Webster  OroTea.  Mo.,  assignor  to  Beniis 
Bro.  Bag  Co..  St.  Louis,  Mo.  Fabric  tubing.  2.013.724  ; 
Sept.  10. 

Brudv.  John  S..  and  D.  A.  McCarthy.  Wilkes  Barre.  !•». 
Self  cleaning  faucet  filter.     2.014.063  ;  Sept.  10. 

Bramlett.  Frank,  Brooklyn.  N.  Y.  Patient  handler. 
2.014.244  ;  Sept.  10. 

Brav.  Ulrlc  B.,  Los  Angeles.  Calif.,  assignor  to  Atmos- 
pheric Nitrogen  Corporation,  New  York,  N.  Y.  Appa- 
ratus for  Igniting  catalysts.     2.013.979  ;  Sept.  10. 

Brenner,  Herbert.  Baden  Baden,  Germany,  Trousers  pre.  s. 
2.014,308  ;  Sept.  10. 

Bressler,  Robert  E  .  Oregon.  III.  Beer  dl8p«n8lng  appa- 
ratus.    2,013.908 ;  Sept,  10.  _       ^,       .^     ,   ^ 

BrlKgs  &  Stratton  Corporation.  (See  Fltz  Gerald,  John 
wT,  assignor.)  ^^ •   ^, 

Brlggs  k  Stratton  Corporation.  (See  Jacobl,  Edward  N., 
assignor.  >  ....... 

Bristol  Aeroplane  Comjmny  Limited.  (See  Fedden,  A.  H 
R..  and  Butler,  assignors.) 

Broaduieyer.  Allnrt.  assignor  to  W.  O.  Hickok  Manufac- 
turing Company.  Harrlsburg.  Pa.  Ruling  machine. 
2.014.352  ;  Sept.  10. 

Brock.  I>enls  T..  assignor,  by  mesne  assignments,  to  Auto- 
motive Prt>duct8  Company  Llmlte<l.  London.  England. 
Universal  Joint  and  coupling.     2.014.300-   Sept.   10. 

Brode,  Johannes.  (See  Scharff,  M.,  Brode.  Johannsen.  and 
ReUhart.) 

Brode.    KJlthe.    administratrix. 
Johannsen.  and  Keichart.) 

Brown  Company.      (See  Rlchter.  George  A..   a.sslgnor.) 

Browne.  Alfred  L..  South  Orange,  N.  J.  Heating  system. 
2,013.909;  Sept.  10. 

Brush.  Alanson  P..  Detroit.  Mich.  Internal  combustion 
engine.     2.014.036  ;  Sept.  10. 

Brvan,  Joseph  P.,  Troy.  l*a.  Emergency  generating  set. 
2.014.101  ;  Sept.  10. 

Bubar.  Hudson  H..  Brooklyn.  N.  Y.  Separator  system. 
2.013,644  :  Sept.   10. 

Buckeye  Steel  Castings  Company,  The.  (See  McPherton, 
John  S..  a.sslgnor.) 

Budd  Wheel  Company.  (See  Ekserglan.  C.  L.,  and  Tarbox. 
assignors,  i 

Budd  Wheel  Company.  (See  Mcintosh.  James  A.,  as- 
signor.) 

Budd  Wheel  Company.  (See  Harbox,  J.  P..  Hanson  and 
Reed,  assignors. )  ..... 

Budelman,  Christopher  D..  Chicago.  III.  Multiple  signature 
machine.      2,013,681  ;   Sept.    10. 

Buffalo   Brake    Beam  Company.      (See  Bnsch.  Charles  R.. 

assignor.  I  ......         ,„ 

Buffalo  Brake  Beam  Company.     (See  Clouser.  \Sllllam  W., 

assignor.) 
Buffalo  Pottery  Co.      (See  Bown.  I.«wls  H..  assignor.) 
Bunce.    Earl    H..    Palmerton,    Pa.,    assignor    to    The    New 

Jersey  Zinc   Company,    New   York.   N.   Y.     Manufacture 

of  xlnc  oxide.     2.013,980;  Sept.  10. 
Burkett,  Frank,  and  K.  Taylor.  Astoria.  N,  Y,     Device  for 

cleaning  and  flushing  pipes.     2,014,037;  Sept.  10. 
Burmlstrow.  Simon  A.      (See  Berlin.  K.  A.,  and   Burmls- 

trow.) 
Burst    Carl  W.,  assignor  to  Welsh  Hartman  Co..  St.  Louis, 

Mo.      Collapsible    frame    for    baby    buggies.      2,013.910; 

Sept.  10.  ..  ^       c     .      , 

Burst,  Carl  W.,  assignor  to  Welsh  Hartman  Co..  St.  Iv<»uls, 

Mo.     Baby  bath.     2.013.911;  Sept,  10. 
Busch.  Charles  R..  Orange.  N.  P..  assignor  to  Buffalo  Brake 

Beam    Company.    New    York,    N.    Y       Brake    shoe    key. 

2,013.981  ;  Sept.  10. 
Butler,  Leonard  F.  G.     (See  Fedden.  A.  H.  R..  and  Butler.) 
Butler.  Noble  C.  and  T.  Du  Vail,  assignors  to  The  National 

Tile    Company.    Anderson,     Ind.       Tile    display     panel. 

2.013,741;   Sept.    10. 


(See   Scharff.   M.,   Brode, 
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Butler.   Park   C,   Moundvillc.   Mo.      Motor  vehicle  chassis 

washer.     2.013,742  ;  Sept.  lo. 
Byrnp.  Clarence  O.     (See  F^irtn^s.  A.  L.,  and  Byrne.) 
Cadwell,    Charles    A.,    assignor    to    The    Electric    Railway 

lmproy»'ment    Company,    Cleveland,    O.      Rail    bonding. 

2.014,278  :  Sept.  10. 
Cnlicel  Products,  Inc.     (See  Dean.  William  T..  assignor.) 
Campbell.  Charles  A..  Watertown,  N.  Y.,  assignor  to   The 

New  York  Air  Brake  Company.     Air  brake.     2.018,743  ; 

Sept.  10. 
Campbell,  Donald  J.,  assignor  to  Campbell.  Wyant  k  Can- 
non Foundry  Company,  Muskegon,  Mich.     Casting  crank 

shafts.     2.014.224  ;  Sept.  10. 

Campbell.  Ddnnld  J.,  Spring  Lake  Township.  Ottawa 
County.  Ml<h..  and  A.  A.  Melcher,  Los  Angeles.  C^Ilf., 
assignors  to  Campbell.  Wvant  &  Cannon  Foundry  Com- 

?any.  Muskegon,  Mich.     Crank  shaft.     2,014.225  ;  Sept. 
0. 
Campbell,    Wyant    k    Cannon    Foundry    Company.       (See 

Campbell,  I'onald  J„  assignor.) 
Campbell.    Wyant     k    Cannon    Foundry    Company.       (See 

Campbell,  D.  J.,  and  Melcher,  assignors.) 
Canal  National  Bank  of  Portland.      (See  Shepard,  Eh-nest 
L.,  assignor.) 

Csnepa,  Christopher.  Bronx,  N,  Y.  Calendar  clock. 
2.014,168  ;   Sept.   10. 

Canterbury,  Harry  H..  Whittier,  Calif.  Valvular  control. 
2.014,038;  Sept.  10. 

Capella-Dalmau,  Francisco.  Barcelona,  Spain.  Manufac- 
ture of  rubber  tubes.     2.013.684  ;  Sept.  10. 

Carbide  and  Carbon  Chemicals  Corporation.  (See  Car- 
ruthera.  Thomas  F.,  assignor.) 

Carbide  k  Carbon  Chemicals  Corporation.  (See  Young, 
C.  O.,  and  Douglas,  assignors.) 

Cardinal  Products,  Inc.  (See  Berthold.  Richard  E.,  as- 
signor.) 

Carew.  Gerald  A.  P.,  East  Croydon,  assignor  of  one-half  to 
C.  W.  de  Roemer.  London,  England.  Brake.  2.013.948 ; 
Sept.  10. 

Carle,  William  T  ,  assignor  to  R.  F.  Fulcher,  Chicago,  111. 
Starter  mechanism.     2.013.645  :  Sept.  10. 

(Darlson.  Ellsworth  E..  Saratoga  Springs,  assignor  to  Van 
Raalte  Company.  New  Y^ork.  N.  Y.  Knitting  nonrun 
shaped  hosiery  blanks.     2.014.126  ;  Sept.   10. 

Carotners.  Wallace  H.,  FalrvlUe,  Pa.,  and  R.  A.  Jacobson. 
Ardentown,  assignors  to  E.  I.  du  Pont  de  Nemours  k 
Company.  Wilmington.  DeL  Alcohol  addition  products 
of  unsaturated  compounds  and  producing  same. 
2.013,725  :  Sept.  10. 

Carpenter.  Marion  S..  Nutley,  N.  J.,  assignor  to  Givaudan- 
Delawanna.  Inc..  New  York.  N.  Y.  Producing  aromatic 
alcohols.     2.013,710:  Sept.  10. 

Carr.  Rol)ert  A.,  assignor  to  I>ocomotlve  Firebox  Company, 
Chicago.  111.     Locomotive.     2.013.682;   Sept.  10. 

Carruthers.  Thomas  F..  .South  Charleston.  W.  Va..  assignor 
to  Carbide  and  Carbon  Chemicals  Coriwratlon.  Esters  of 
2-butyloctanol.     2.014.310  ;  Sept.  10. 

Carter  Carburetor  Corporation.  (See  Moseley,  James  T., 
assignor.) 

Cartlldij^.  Frank,  assignor  to  Goodman  E>ngineerlng  Com- 
pany. Chicago.  111.  Gathering  or  pick-up  conveyer. 
2,014.079  ;  Sept.  10. 

Casper.  Abraham.     (See  Rubin.  H..  Casper,  and  Rothman.) 
Castor.  John  A      (See  Sharpe,  V.  W.,  and  Castor.) 
Catlett.  James  T.,  Scotia.  N.  Y..  assignor  to  (Jeneral  Elec- 
tric Company.      Combined   electrode   holder   and   nozzle 
for  gas-arc  torches.     2.014.226  ;  Sept.  10. 
Celanese  Corporation  of  America.     (See  Klnsella,  E<dward, 
assignor.) 

Celanese  Corporation  of  America.  (See  Kirk,  E.  W.,  and 
Ellis,  assignors,) 

Chancer,  Samuel,  Los  Angeles.  Calif.  Headrest  for  sham- 
pooing.    2.013,823  ;  Sept.  10. 

Chase.  Robert  F..  Lowell,  and  G.  West.  Whitinsvllle,  as- 
signors to  WTiltln  Machine  Works.  Whitinsvllle.  Mass. 
Builder  mechanism  for  ring  spinning  and  twisting 
frames.     2.013.876;  Sept.  10. 

Chemical  Construction  Corporation.  (See  Richardson, 
Ralph  S..  assignor. ) 

Chicago  Flexible  Shaft  Company.  (See  Jeppsson,  Ivar, 
assignor.) 

Chlrelx.  Henri,  assignor  to  Compagnle  Generate  de  Tele- 
graphic Sans  Fll.  Paris,  France.  Measuring  frequen- 
cies,    2.013.799  ;  Sept.  10. 

Clark    Equipment    Company.      (See    Mogford.    E.    C,    and 

Spatta.  assignors.) 
Clark,    Samuel    C,    Pontiac.    Mich.,    assignor    to    Baldwin 

Rubber  Compnny.     Rubber  die.     2.013.949:  Sept.  10. 
Clay  brook.     Frederick     W..     Cumberland,     Md.       Ignition 

booster.    2,014.064  ;  Sept.  10. 

Cleveland   Rock  Drill   Company,  The.      (See  Curtis,  John 

C,  assignor.) 
Cleveland    Rock    Drill    Company,   The.      (See   Richardson, 

Led  L..  assignor.) 
Climax  Molybdenum  Company.     (See  Loeb.  Carl  M.,  Jr., 

assignor.) 
Cllne.  Joseph  K.      (See  Major.  R.  T..  and  Cllne.) 
Clouser.  William  W.,  Hackenpack.  N.  J.,  assignor  to  Buffalo 

Brake   Beam    Company,    New   York,    N.    Y.     Brake-shoe 

key.     2.013.982  ;  Sept.  10. 
Cole,  .\rthur  C.,  et  al.      (See  Cole.  Eklward  L..  assignor.) 


Cole,  Edward  L..  Los  Angeles,  assignor  of  thirty-seven  and 
one-half  per  cent  to  A.  C.  Cole.  Inglewood,  and  twcnty- 
tivP  per  cent  to  II,  Bovllle,  I^os  Angeles,  Calif.  Light 
controlling  apparatus.     2,014,039  ;  Sept.  10. 

Coleman  James  D.,  Jr.  (See  Fordyce,  C.  B..  and  Cole- 
man. Jr.) 

Coleman  Lamp  and  Stove  Company,  The.  (See  Olds, 
Ambrose  I).,  assignor.) 

Coleman,  William  C.  Wichita,  Kans.  Gas  and  vapor 
burner.     2,013.683  ;  Sept.  10. 

Coley,  James,  and  L.  H.  Leedham.  assignors  to  Wildt  & 
Company  Limited,  Leicester,  Bngland.  Device  for  wax- 
ing yarns.     2.014,127  ;  Sept.  10. 

Colman.  Howard  I>.      (See  Stewart,  Duncan  J.,  assignor.) 

Colman,  Howard  D..  Rockford.  HI.  Clutch.  2,013,649 ; 
Sept.  10. 

Colt,  Samuel  S.,  Orange,  N.  J.  Concrete  form  retaining 
means.     2.014,080;  Sept.  10. 

Communication  Patents,  Inc.  (See  Nicolson.  Alexander 
McL..  assignor.) 

Compagnle  Generale  de  Telegraphie  Sans  Fll.  (See 
Chlrelx.  Henri,  assignor.) 

Compagnle  Lllloise  de  Moteurs.  (See  Nicolas.  Jean,  as- 
signor.) 

Compton.  F.  E..  k  Company.  (See  Alger.  Harley  C,  as- 
signor.) 

Comstock.  George  F.,  Niagara  Falls,  assignor  to  The 
Titanium  Allov  Manufacturing  Company,  New  York, 
N.  Y.  Molybdenum-titanium  ferro-alloys.  2.013,877 ; 
Sept.  10. 

Conklln.  James  W..  Rocky  Point.  N.  Y.,  assignor  to  Radio 
Corporation  of  America.  Direct  reading  vacuum  tube 
meter.     2,014,102  ;  Sept.  10. 

Conkling.  Samuel  G..  Brooklyn,  N.  Y.  Nonreflllable  bottle. 
2.013.726;  Sept.  10. 

Contl.  Eugene.  Mt.  Vernon,  assignor  to  Alexander  Hers. 
New  Rochelle,  N.  Y.  Packaging  machine.  2,014,227 ; 
Sept.  10. 

Cooper  Tea  Packet  Company.  (See  Keller,  Andrew,  as- 
signor.) 

Cornelius  Engineering  Company.  (See  Bauch.  William 
H..  assignor.) 

Cornelius.  Pembrocke  W.,  et  al.  (See  Bauch.  William  H., 
assignor.) 

Corrigan,  George  R.      (See  Hatch.  Meredith  R..  assignor.) 

Cotter,  William  F.,  and  M.  E.  Bond,  assignors  to  United 
American  Bosch  Corporation.  Springfield.  Mass.  Elec- 
tric converter.     2.013.878  ;  Sept.  10. 

Council.  John  M..  Wananlsh.  N.  C.  Tool  for  transplant- 
ing.    2,014,311  ;  Sept.  10. 

Cox,  Henry  G..  Belolt.  Wis.,  assignor  to  Fairbanks.  Morse 
k  Company,  Chicago.  111.  Impulse  coupling.  2,014,103 ; 
Sept.  10. 

Crafts.  Curtis  S.,  Oak  Park,  assignor  to  The  Goss  Print- 
ing Press  Company,  Chicago,  111.  Printing  press. 
2,014.016;  Sept.  10. 

Cramer.  Howard  I..  Cuyahoga  Falls.  Ohio,  assignor  to 
Wlngfoot  Corporation.  Wilmington.  Del.  Preparing 
thiuram  dlsulphldes.     2,014.353  ;  Sept.  10. 

Crawford.  David  A.,  Golf.  111.,  assignor  to  The  Pullman 
Company.  Vehicle  berth  arrangement.  2.014,354  ; 
Sept.  10. 

Csepely.  John  A..  Amherst,  Mass..  assignor  to  Victoria 
Osepely.  Woodcliffe,  N.  J.  Wave  transmission  system. 
2.014.081  ;  Sept.  10. 

Csepely^Vlctoria.      (See  Csepely.  John  A.,  assignor.) 

Curry,  William  E..  Louisville.  Ky.  Adjustable  spoke  for 
the  drive-wheel  of  automobiles.     2.013  711  :  Sept.  10. 

Curtis.  John  C.  assignor  to  The  Cleveland  Rock  Drill  Com- 
pany. Cleveland.  Ohio.  Rotation  mechanism  for  rock 
drills.     2,013,744:    Sept.  10. 

Curtis.  John  C.  Garfield  Heights,  assignor  to  The  Cleve- 
land Rock  Drill  Company,  Cleveland.  Ohio.  Drilling 
motor.     2.013.745;  Sept.  10. 

Curtis,  Westley  F..  Beaver  Heights.  Md.  Preselector  cir- 
cuit for  high  frequency  receivers.     2.013.650  ;  Sept.  10. 

CuthbertPon,  Alexander  R.  (See  Dupree.  C.  H..  and 
Cuthbertson.) 

Dagg,  Trultt  L..  Goliad.  Tex.  Expansive  thread  cutting 
die  and  stock.     2.014.312  ;  Sept.  10. 

Damrow  Brothers  Company.  (See  Damrow,  Edward  C, 
assignor.) 

Damrow.  Edward  C,  assignor  to  Damrow  Brothers  Com- 
pany, Fond  du  Lac,  Wis.  Curd  rake.  2.014.279  ;  Sept. 
10. 

Damsel.    William    B..    New   York,    N.    Y.     Pipe   coupling." 
2.014.313;   Sent.  10. 

Daniels.  Fred  H.,  assignor  to  Riley  Stoker  Corporation, 
Worcester,  Mass.  Pulverizing  apparatus.  2.013.800 ; 
Sept.   10. 

Davidson.  Harold  O..  Iron  Mountain.  Mich.  Equipment 
for  carrying  containers  and  the  like.  2.013.950  :  Sept. 
10. 

Dean.  D.  Delos.      (See  Braddock.  Lemuel,  assignor.) 

Dean.  William  T..  assignor  to  Callcel  Products.  Inc..  Chi- 
cago. 111.  Insulating  building  atid  sound  absorbing  ma- 
terial.    2.014.065  ;  Sept.  10. 

De  Coutouly,  Gustave  C.  Madison.  N.  J.,  assignor  to  Bell 
Telephone  Laboratories.  Incorporated.  New  York.  N,  Y. 
Variable  attenuator.     2,014,228  :  Sept.  10. 

Defenbaugh.  Loyd  F..  Oklahoma  City,  assignor  to  Phillips 
Petroleum  Company.  Bartlesvllle,  Okla.  Adjustable 
orifice  valve.     2,014,314  ;  Sept.  10. 

Defiance  Spark  Plugs.  Inc.  (See  Dotterer.  Rex  J.  L..  as- 
signor.) 
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Uegen.  Frederick  I  .  I^fonardsvllle.  N.  Y.     Agricultural  Im- 
plement.     2.014,017;  Sept.  10 
DeiBter.  Emil   E.      (See  Delster.  Emll  and  B.  E.) 
L>ei9ter.  Emil,  and  E.  E.  Deister,  ausUnors  to  Deister  Ma- 
chine   Company,    Fort    Wayne,    Ind.      Vibrating    screen. 
2.014. 12H  ;  Sept.   10.  _.  „    „ 

Delster  Machine  Company.      (See  DeiBter,  Emil  and  E.  E., 

assignors.) 
Denckiau.  Karl  R..  IMalnfleld.  N  J.,  asslRnor  to  Americnn 
Telephone  and  Tnlejjraph  Company.  Sheet  form  holder. 
2.014.104  :  Sept.  10. 
Dennedy,  Jamea  H..  Evansville,  led.,  asalgnor  to  Rotorlte 
Corporation.  Chicago,  111.  Rotary  compreasor. 
2.013.777  ;  Sept.  10.  .    .     „ 

De   Roemer,   Charles   W.      (See  Carew.    Gerald   A.   P.,   as- 
signor.) 
Dlllenback.  Frank  C.  Grand  Rapids,  Mich.      Food  mould. 

2.013.879  :   Sept.  10. 
Disston.  Henry.  &  Sons.  Incorporated.      (See  Allen,  Henry 

B.,  assignor.) 
rustler.  Julius  P       <  See  Bailey,  C.   F.,  and  Distler.) 
Ditty,    Ralph,    Shaker    Heights,    assignor    to    The    Federal 
Foundry    Supply    Company.    Cleveland.    Ohio.     Chaplet. 
2.013.746;   Sept.   10. 
Do«ld8    Harvev   E.,  Toronto,   Ontario,  Canada.     Ski  blnd- 

Injc.     2.014.199;  Sept.   10. 
Doherty  Research  Company.      (See  Ooldsborough,  Winder 

E..  as.sijcTior.) 
Donahoe,  John  \..  assignor  to  Donahoe's  Inc.,  Pittsburgh. 
Pa.      Preserving  ice  and  the  like.     2.014.245;  Sept.   10. 
Donahoe's    Inc.      (See    Donahoe.    John    .K..    assignor.) 
Doolev.  Clarence  H.  Rock  Island,  HI       Filter.      2,014.105; 

Sept.  10.  „     , 

Dorsn   Brothers,    Incorporated.      (See   Schultze,    Paul,   as- 
signor.) 
Douglas.  Stuart  D.      (See  Young,  C.  O..  and  Douelaa.) 
Douclass.  William  A.,  Penna  Grove,  N.  J  .  and  11.   Ln   B. 
Jones,   aasijrnors  to  E.   I.   du   Pont  de   Nemours  Sc   Com- 
pany,    Wilmington.    Del.     Method    and    apparatus    for 
mea.'^urement      and      control      of      gaseous      mixtures. 
2,013,727  :  Sept.  10. 
Downing.   Frederick   B  .   Carneys  Point.   N.    J.,   and   H.   W. 
Walker    nsslffnora  to   K.  I    flu   Pont  de  Nemours  &  Com- 
pany.   Wilmington.    Del.      Stabilization   of   motor   fueU. 
2,014.200:   Sept.  10. 
I'oyle.  Morgan  J.      i  See  Flartmann,  Karl  F..  assignor.) 
Du    Mont.    Allen    B.,    T'pper    Monfclair,    N.    J.      Voltmeter 

for  vacuum  tubes.      2.014.106;   Sept.  10. 
Dunlap.  Cbarieg  K..  assignor  to  Sonoco  Products  Company. 
HartsvlUe.   S.   C.      Comnressed   paner  articles   and   mak- 
ing the  same.     2,013.747;  Sept.  10. 
Dunlap.  Chiirlfs  K.,  assignor  to  Sonoco  Products  Company. 
~     Compres-sed  paper  article.      2.013.748; 


asslcrnor  to  Sonoco  Products  Company, 
Making  cones  and  tubes.     2,014,040: 


(See  King.  Frank 


Hartsville,  S.  C 
Sept.  10. 
Dunlap.  Charles  K 
Hartsville,   S.  C 
Sept.  in 
Dunlop  Tlrt>  and  Rubber  Corporation. 

G.    W  ,   a><.-<ignor  ) 
Dnnmlre.   Fr»»<l   A  .   Bcna.   asslcnor   to  The  Oshom    Mann- 
factoring     Company,     Cleveland,     Ohio.      Wood     Joint. 
2,013.749  :   Sept.  10. 
Du  Pont  Cellophane  Company.      (See  Wright,   Henry  H., 

assienor.^ 
Du   Pont.   E.   I  .   <le   Nemours  &  Company.      (See   Barrett, 

Flarold  J  .  assignor  ) 
Dn   Pont.    E.    I.,    de   Nemours   &   Company.      (See   Bolton, 

E    K..  and   Havden,  assignors.^ 
Du  Pont,  B.  I.,  de  Nemours  &  Company.      (See  Carothers, 

W.  II..  and  Jacobson.  assignors.) 
Du  Pont.  E    I  .   de  Nemours  &  Company.      (See   Douglass. 

W,  A.,  and  Jones,  assignors.) 
Du   Pont.  E    I  .  de  Nemi  urs  A  Company.      (See   Downing, 

F.   B..  and  Walker,  n.asignors.  i 
Du   Pont.   E.   I.,  de  Nemours  &  Company.      (See  Johnson, 

Frank  W.,  assignor.) 
Du  Pont,  E.  I.,  de  Nemours  k  Company.     (See  Sachs.  J.  H.. 

and  Peck,  assignors,  i 
Du  Pont,  E    I.,  de  Nemours  k  Company.     (See  Wirth,  Wal- 
ter v..  a.ssignor. ) 
Du  Pont.  E    I  .  dp  Nemours  k  Company.      (See  Zwilgmeyer. 

Frlthjof.   assignor.) 
Dupree.    Charles    II.,    New    York,   and    A.    R.    Cuthbertson, 
fonkers.     N.     Y.       Excavating    apparatus.       2.013.750; 
Sept.  10. 
Durham,   Ilohart   N..  Munsey  Park.   N.   Y..  and   O.    B.  Fln- 
negan.  Jr..  Mountain   I>akes.  N.  J.,  assignors,  by  mesne 
assignments,  to  EuK'ne.  Ltd..  New  York,  N.  Y.     Perma- 
nent  wavine.     2.014.246:  Sept.   10. 
Dutterer,  RfX  J.  L..  assignor  to  Defiance  Spark  Plugs.  Inc.. 
Toledo.    Ohio.      Ignition    distributor    radio    Interference 
eliminator.     2.014,018;   Sept.   10. 
Du  Vail,  Theodore.      (See  Butler.  N.  C  and  Du  Vail.) 
Ea.stman  Kodak  Tompany.     (See  Fordyce,  C.  R..  and  Cole- 
man. Jr..  assignors.* 
Eastman  Kodak  Company. 

assignors,  i 
Eastman  Kodak  Company. 

lln,  assignors. » 
Eastman  Kodak  Company. 

signor. ) 
Eberlln    I>eon  W       (See  Sheppard.  3    E  ,  and  Eberlln  ) 
EcllpseAviation  Corporation.     (See  Lansing,  Raymond  P.. 
assignor.) 


(See  Malm,  C.  J.,  and  Fletcher, 
(See  Sheppard,  8.  E.,  and  Eber- 
(See  Wellman,  Howard  C,  as- 


Econo  Products.  Incorporated.  (See  Harbison,  L.,  and  Wil- 
son, assignors.  >  ^     _     ^.  ^  _,, 

E<lelman,  Philip  E  .  assignor  to  R.  T.  Mack.  Chicago.  111., 
trustee.       Filming     metal     for     condensers.       2,014,169  ; 

Edison!  Thomas  A.,  Incorporated.  (See  Somers,  Richard 
M  .  assignor. ) 

Edwards  and  Company.      (See  Miller,  Christian,  assignor.) 

Eger  Ernst,  Grosse  Polnte  Park.  Mich.,  assignor,  by  mesne 
assignments,  to  United  States  Rubber  Comoany.  New 
York,  N    Y.     Inner  tube.     2,014,129;  Sept.   10. 

Eggert.  Erich.     (See  Me<ler,  G  ,  Eggert,  and  Grimm.) 

Kugert    Krlch.      (See  Meder,  G..  (ielssler,  and  Eggert.) 

Egloff  Leopold  C  and  W.  L.,  Seattle.  Wash.  Building 
construction.     2.014,315:   Sept.   10.  .  ^    t   . 

F^glofT,  Walter  L.      (See  Egloff,  I^eopold  C.  and  W.  L.) 

Elrlch,  Joseph.     (See  Elrich,  Ludwig  and  J.) 

Eirlci,  Ludwig  and  J.,  Hardheim.  Raden,  Germany.  Clo- 
sure for  disc^inrge  o|)enlngs.     2.014,041  ;  Sept.  10 

Ekserglan,  Carolns  L,  Detroit,  Mich.,  and  J.  P.  Tarbox. 
a.^lgnors  to  Budd  Wheel  Company,  Philadelphia.  Pa. 
Wheel   mounting.      2.014.247  :    S^pt.    10. 

Electric  Household  Ttilities  Corporation.  (See  Hurley. 
Edward  N.,  Jr.,   assignor.) 

Electric  Railway  Improvement  Company,  The.  (See  Cad- 
well.   Charles    A.,   assignor.)     ._.,„-  r.     „  ♦ 

Electro  Chemical  Proceases  Limited.  (See  IJirge,  Ernest 
C,  assignor.)  ^^     , ,  r,  ,  v 

Elgae  Cori>oratlon.      (See  Morrl.son,  David  C.  assignor.) 

Ellery  Arthur  B  .  Akron.  Ohio.  Vehicle  door  dovetail  or 
supporting  devce.     2.014.280:   Sept.   10 

Ellis,  George  H.      (See  Kirk,  E.  W..  and  ElllB.) 

Emburv.  Fre<lerlck  IV.  and  A.  J.  Perkins,  assignors  to  Em- 
bury" Manufacturing  tompany,  Warsaw,  N.  1.  Toictt 
burner.     2.014.130 ;  Sept.  10.    „        „    ^  _     _  , 

Embury  Manufacturing  Co.  (See  Embury,  F.  B.,  and 
Perkins,   assignors.) 

Emmons.  Arthur  N..  assignor  to  The  Porter-Cable  Ma- 
chine Company,  Inc.,  Syracuse,  N.  Y.  Portable  slab  cut- 
ting machine.      2.014.229;   Sept.    10 

Engstrom.   Frank  V.,  et  aL     (See  Stirrup,  Frank   A..  a»- 

En'sm^nger  Arthur  A  ,  Cleveland.  Ohio.  Combination  storm 
and   scr.-en    sash.      2.013.824:    Sept.    10. 

Enilnger  inlon  Werke  Aktlengesellschaft.  (See  Adams, 
Ilelnrlch.   assignor.)  .     .,   ,»  ^  av       x*. 

Eppler  \n<lrow.  Lynn,  Mass.,  assignor  to  I  nited  Shoe  Ma- 
chinery Corporation.  Paterson.  N.  J.  Sewing  machine. 
2  013. t51  :    Sept     10.  ^  „ 

Equitable  Paper  Bag  Co.  (See  Poppe.  George  W.  as- 
signor.) 

Erdahl  Bernard  F..  Duluth.  Minn.  Algin  composition  con- 
taining  latex.      2.01.1.6,'il  :    Sept     10.  ontQQ.;i. 

Eskew,  Hugh  R..  Wendel,  W.  Va.     Wire  sp'.lcer.    2,013.951  ; 

Eugene.    Ltd.      (See    Durham,    H.    N.,    and    Flnnegan,    a«- 

Evanr'^Archlbald  D..  as.signor  to  The  Wean  Enirineer- 
Ing  Company,  Incorporated,  Warren,  Ohio.  Shear. 
2.014.248  ;    Sept.    10  „..     .        ^  t>     a 

Evans  Charles  8..  Oakland,  assignor  to  Flhreboard  Prod- 
ucts' Inc,  San  Francisco,  Calif  Container  and  stacking 
the   same       2.013.712 ;    Sept     10.  ,   w      o      — . 

Evenson.   Charles  R..  et   al.      (See  Warren,  John    R.,   a»- 

Eve^et't'^  Samuel  J.,   Thornton   Heath,   England.      Surgical 

suture  and  needle.      2,014.170:    Sept.    10. 
Excel  Curtain  Company.     (See  Holt.  T.  W.,  and  Levan.  a»- 

Fa1r*fmn"s.  E.  and  T.,  and  Company.     (See  Barrett,  Karl  E.. 

assignor.) 
Fairt)anks.  E.  and  T..  and  Company.      (See  Bousfield,  Al- 

FalrL)a'nks.*^and  1^,  and  Company.  (8^  Howard,  Alfred 
C.  assignor.)  ,^       ^         r,  n      -. 

Fairbanks.  Morse  A   Company.      (See  Cox.  Henry   G..  as- 

Falr^ont  Railway  Motors,  Inc.      (See  Kasper,  Walter  F., 

Fairmont  Vailway  Motors,  Inc.     (See  Protxeller.  Harry  W., 

n  fsa]  OTTX  or    ) 

Farles  Manufacturing  Company       (See  Smith,  Joseph  I*.. 

assignor,  i  ^       ^    ^  .  j    «» 

Farrel  Biwnlngham  Company.      (See  Kuhns,  A.,  and   Man- 
ger,  assignors.)  ..    _      ^  .  .     . 
F.irrell    Stephen  A..  Brooklyn,  N.  Y.     Power  transmission 
mechanism.      2.014.316;   Sent.   1(X                             .    „       .. 
F'arval    Corporation,    The.       (See    Kerns.    Leonard    R..    as- 

FedK^Albert  H.  R..  and  I*  F.  O.  Butler,  assignors  to  The 
Bristol  Aeroplane  Company  Limited.  Bristol.  England. 
Supercharged  Internal  comDustion  engine.  2.014,31  <: 
Sept.  10. 

Federal  Foundry  Supply  Company,  The.     (See  Ditty.  Ralph. 

assignor. »  ™  .  „  ,.      w  v 

Feltault.  Arthur  J.     (See  Melzer.  F..  and  Feltault.) 
Fibreboard    Products    Inc.      (See    Evans,    Charles    8..   «»- 

Field.  V'harlea  H..    Dalton.   G*.      Cane    sling.      2.014.201; 

FlelT  Wooisev  II       fSee  Sadtler.  S.  S.,  and  Field  . 
Flnnegan,  George  B.,  Jr.     (See  Durham,  H.  N..  and  Unn©- 
gan.) 


P'iquet.  Arthur  L..  Montigny  les  Corneilles,  and  Andr^  O. 
Mousset,  St.  Mande,  France.  Hand  shoe-stitching  ma- 
chine.     i2.014.318:    Sept.   10. 

Fischd.  Hermann  A-.  Herlin-Llchterfelde  Ost.  Germany. 
Sectional    boiler.      2,014  171:    Sept.    10. 

Fits  Gtrald.  John  W..  assignor  to  Briggs  &  Stratton  Cor- 
poration. Milwaukee,  Wis.  Primer  for  Internal  combus- 
tion engines.     2,013.728;  Sept.  10.  ^   „  . 

Flagg  Edward  B..  North  Granby,  assignor  of  one-half  to 
Kai'  T.  Maurlfttn,  West  Hartford.  Conn.  Collapsible 
tul>e.      2,014.0(56:    Sept.    10. 

Fleming,  Walter  P..  Detroit,  Mich.  Mechanical  golf  tee. 
2,013,881  ;   Sept.   10.  _,      ^      ^ 

Fletcher.  Charles  L.     (See  Malm    C.  J.,  and  Fletcher.) 

Fletcher  James  H.,  Wllmette,  111.,  assignor,  by  mesne  as- 
signments, to  Peale-Davis  Company,  Wilmington.  Del. 
Metl'od  and  apparatus  for  separating  refuse  from  coal. 
2.014.249;   Sept.    10.  ,        ^,  ,   w      r. 

Flexible  Steel  Lacing  Company.      (See  Olsen.  John  C.  as- 

Firnn,'  Mvron,    Las    Animas,    Colo.      Wrench.      2.014,319; 

Flornday  Burton  S..  Toledo.  Ohio,  assignor  to  Hydraulic 
Brake  '  Company.  Detroit.  Mich.  Brake  mechanism. 
2.014,173;   Sept.   10. 

Florence  Stove  Company.  (See  Bradbury,  William  T.,  as- 
signor I 

Florroan!  Irving.  New  York,  N.  Y.  Cigarette  lighter. 
2,014,320:    Sept.   10. 

Flynn,     Benjamin     H..     Alexandria,     La.       Rotary     cutter. 

2.014.321  :   Sept.   10. 

Podor,  Amlnoslas.     <  .See  Stein,  M,  and  Fodor.) 
Forbes,   Arthu;    L.,   Jr.,   and   C.    O.   Byrne.   El   Paso.  Tex. 
Apparatus  for  reactivating  a  treating  agent.     2.014.250; 

Forbes,  James  C,  and  8.  Kruslch.  assignors  to  O.  F.  Jor- 
dan Company.  East  Chicago,  Ind  Railroad  spreader. 
2.014.172;  Sept.  10.  ,    ,r>    ^  , 

Fordyce  Charles  R..  Rochester.  N.  Y..  and  J.  D.  Coleman, 
Jr  Columbus,  Ohio,  assignors  to  Eastman  Kodak  Com- 
pany, Rochester,  N.  Y.  Cellulose  mixed  ester  coatings. 
2,013.825  :  Sept.  10.  ,  „    ^ 

Fo.ster.  Warren  D.,  Washington  Township.  N.  J.,  and  F.  D. 
Sweet,  New  York.  N.  Y.,  assignors  to  Kinatome  Patents 
Corporation.  Film  handling  apparatus  and  footage  re- 
cording device    therefor.      2.014.202:    Sept.    10. 

Foster  Wheeler  Corporation.  (See  Keenan.  Walter  F., 
Jr.,  assignor.) 

Foulis  Wilfrid  v..  and  W.  Heaton.  London,  England. 
Collapsible      lens      hood      for      photographic      cameras. 

2.014.322  ;  Sept.  10.  ^   ^      „     » 
Foulke.  (Marence  D.      (See  Raven.  F.  A.,  and  Foulke.) 
Fox   Harold  E.,  Stonelelgh.  Md..  assignor,  by  mesne  assign- 
ments   to  North  American  Aviation.  Inc.     Spot  welding 
process  and  apparatus.     2,014,082  :  Sept.  10. 

Fox  Merrltt  L..  assignor  to  Houde  Engineering  Corpora- 
tion.     Buffalo.      N.      Y.      Shock      absorber.      2,013,880: 

Fox  Rolvert  Petone.  Wellington.  New  Zealand.  Fire  alarm 
actuating"  apparatus.      2,014.042  ;    Sept.    10. 

Francis,  Oliver  T..  San  Diego,  Calif.  Light  control  device. 
2  014.174  ;  Sept.  10. 

Francis     Robert    B..    Fostoria,    Ohio.      Bed    attachment. 

2.013.882:  Sept.  10.  ..    ^    ,    .,.,  «        * 

Frevsinger.  John  B..  assignor  to  North  k  Judd  Manufac- 
turing Company.  New  Britain.  Conn.  Buckle  for  belts 
an<l  the  like.     2.013.997  :  Sept.  10 

Frost.  Clinton  E..  Cleveland  Heights,  assignor  to  The  Os- 
born  Manufacturing  Company.  Cleveland.  Ohio.  Brush. 
2.014,281  ;  Sept.   1(). 

Fulcher.  Roy  F.      (See  Carle.  William  T  .  assignor.) 

Fuwa  KitsuBo  and  F.  Sutuki.  Tokyo.  Japan,  assignors  to 
General  Electric  Company.  Brown  glass  batch. 
2  014.230  ;   Sept.  10.  „. 

Gans  Henry  B..  Jr.,  Uniontown.  and  A.  B.  Holton,  Pitts- 
burgh Pa.  Production  of  diethyl  ethers  and  derivative 
alcohols  thereof.     2.013.752  ;  Sept.  10. 

Garglulo.  Richard.  New  York.  N.  Y.  Flapping  wing  for 
airplanes,    gliders,    and    the    like.      2.014.261  ;    Sept.    10. 

Garrett.  George  K.,  Bryn  Mawr,  Pa.     Washer.     2,014.231  ; 

Gastrlch.    Gustav.    assignor    to    Textile    Machine    Works. 

Wvomlsslng.  Pa.     Loop  forming  mechanism  for  straight 

knitting  machines.     2.013,883;   Sept    10^ 
(iaylor.   Robert,   Incorporated.      (See  Whalley,   George  E.. 

(iebruder    isrehmer.       (See    Klelnschmlt.    O..    and    MClIler, 

assignors.) 
Gelssler    Walter.     (  See  Meder.  O..  Gelsaler.  and  Eggert.) 
<;eneral  Aniline  Works,   Inc.      (See  Kuns.   M.   A..   Kochen- 

dorfer  and  Koeberle,  assignors.)  ,,v.     ».     ^ 

<;eneral  Aniline  Works,  Inc.  (See  Vogt,  Eberhard,  as- 
General  Electric  Company.  (See  Alllbone.  Thomas  E.. 
General  Electric  Company.      (See  Asmusseu,  Helnrlch,  as- 


signor.) 
General    Electric   Company. 

slgnor.) 
Gemrnl   Electric  Company. 

assignors.) 
tJeneral    Electric    Company. 

assignor.) 
General    Electric    Company. 

signor. ) 
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(See  Catlett.   James  T..   as- 
(See  Fuwa.  K..  and   Suzuki. 

(See    Llnvllle.    Thomas    M.. 

(See   Schurlg,   Otto   R.,   as- 


General  Foundry   Machinery   Corporation.      (See   Lawlor, 

John  J.,  assignor.) 
General    Railway    Signal    Company.       (See    Langdon,    An- 
drew, assignor.) 
General  Railway  Signal  Company.     (See  Merkel.  Joseph  F., 

assignor.) 
General    Railway    Signal   Company.      (See   Whltehom,    Ar- 
thur R.,  assignor.) 
General  Railway  Signal  Company.      (See  Wight,  Sedgwick 
N..  assignor.) 

General  Research  Corporation.  (See  Lotts,  Delbert  L., 
assignor.) 

George.  Beatrice  G.,  Miami,  Fla.  Safety  pin.  2.013.952  ; 
Sept.    10. 

Gephardt.  Laura  M..  Davenport,  Iowa.  Garment  pocket. 
2,016,847:  Sept.  10. 

Gilbert.  A.  C,  Company,  The.  (See  McLougblin,  James  E^ 
assignor.) 

Gill,  tLoee.     (See  Mahaffey.  Oliver,  assigno-.) 

Girl,  Christian.  Detroit,  Mich.  Attachment  for  coupes. 
2,014,019;  Sept.  10. 

GlvaudanDelawanna.  Inc.  (See  Carpenter.  Marion  8., 
assignor.) 

Gllda  Corp.  of  America.  (See  Wlesenfeld,  L.,  and  Ease, 
assignors.) 

Gllddon  Company,  The.  (See  O'Brien,  W.  J.,  and  Mnters- 
baugh.  assignors.) 

Globar  Corporation.  The.     (See  Hediger,  Emst.  asflgnor.) 

Goldberg,  Max.  New  York,  N.  Y.  Filling  machine. 
2.01 4. .^23  :   Sept.  10. 

Ooldsborough.  Winder  E..  South  Norwalk,  Conn.,  a^8ignor 
to  Doherty  Research  Company.  New  York,  N.  Y.  Com- 
bustible gas  analyter.     2.013.998:  Sept.  10. 

Goldstein.  Jacob.      (See  Goldstein,  Meyer,  and  J.) 

Goldstein.  Meyer,  West  Haxleton.  and  J.  Goldstein.  Wllkes- 
BaiTe,  Pa.     Miner's  cap.     2,014.324;  Sept.  10. 

Goldwyn  Brothers.  tSee  Goldwyn,  G.  I.,  and  Waldman, 
assignors. ) 

Goldwyn,  George  I.,  and  N.  Waldman,  assignors  to  G.  I. 
Goldwyn.  and  H.  Goldwyn.  Chicago,  111.,  a  co-partner- 
ship doing  business  as  Goldwyn  Brothers.  Sewing  ma- 
chine.    2.013.884  :  Sept.  10. 

Goldwyn.  Herman,  et  al.  (See  Goldwyn,  G.  I.,  and  Wald- 
man. assignors.) 

Goodman  Engineering  Company.  (See  Cartlldge.  Frank, 
assignor.)  „,  ,^ 

Goody ear-Zeppelln  Corporation.  (See  Klemperer,  Wolf- 
gang B.,  assignor.) 

Gobs  Printing  Press  Company,  The.  (See  Crafts,  Curtis 
8.,  assignor.) 

Gosslau.  Frltx,  Berlin -Charlottenburg,  assignor  to  Sie- 
mens k  Halske.  Aktlengesellschaft.  Siemensstadt.  near 
Berlin,  Germany.  Two-cycle  Internal  combustion  en- 
gine.    2.013.983  :  Sept.  10.  „„..,. 

Grand  Rapids  Textile  Machinery  Company.  (See  Shields, 
Harry  A.,  a8^1gnor.) 

Green,  Floyd  S..  assignor  to  Frank  R.  Adams  Electric  Co., 
St.  Louis.  Mo.  Terminal  clamping  device.  2.013,912  ; 
Sept.    10.  ^  . 

Greene.  William  C.  Company.  (See  Armstrong,  George  A., 
assignor.)  _  „    _  ^  ^ 

Greenwood.  Quentln  E.  (See  BJornson,  B.  G.,  and  Green- 
wood.) 

Greiner    Edward  E.      'See  Johnson.   Ben  P..  assignor.) 

Greis.  Henry  N.      (See  McElwaine.  Clayton  B..  assignor.) 

Grilll.  Iginfo.  Milan.  Italy.  Beverage  making  machine. 
2,014,325 ;  Sept.  10.  .  ^  ,         v 

Grimm.  Albert.      (See  Meder.  G..  Eggert.  and  Grimm.) 

Grlsslnger.  Elwood.  Buffalo.  N.  Y.  Loud  speaker  attach- 
ment.    2.013.953;  Sept.  10.  ,     ^     ^     .     . 

Gross.  Walter.  Neuroesscn,  assignor  to  I.  G.  Fart)enin- 
dustrie  Aktlengesellschaft.  Frankfort-on-the-Maln.  Ger- 
many. Oxidation  of  nitrites  to  nitrates.  2.013,984; 
SflM.    10.  ,  ^ 

Guerln.  William  P.     (See  McKee,  Harry  E.,  assignor.) 

Guiberson  Corporation.  The.  (See  Tahheld.  Ferla  A.,  as- 
signor.) 

Gulf  Refining  Company.     (See  Ayres.  Eugene  E.,  assignor.) 

Gutekunst,  Gurnev  O..  Rochester,  N.  Y..  assignor  of  twenty 
one-hundredths  to  C.  E.  Rogers,  and  thirty-one  one- 
hundredths  to  Russell  H.  Rogers,  Detroit.  Mich.  Pro- 
ducing soluble  cocoa.     2.014.342  ;  Sept.  10. 

Guyot    Robert  R.  J.     <  See  Supllpeau,  C.  L.  H..  and  Guyot.) 

Haas,  Rudolf.  Berlln-Dahlem.  assignor  to  Zellstofffabrik 
Waldhof  Mannhelm-Woldhof.  Germany.  Drive  for  dia- 
phragm sorters.     2.014.326  :  Sept.  10. 

Haenggi  Carl.  Basel.  Switzerland.  Self-opening  die-head. 
2.013.954  ;  Sept.   10.  ,    ^    „     ^     ,    ^     ^  . 

Hahn  Carl.  Leverkusen,  assignor  to  I.  G.  Farbenlndustrle 
\ktiengesellschaft.  F'rankfort-on-the-Main.  Germany. 
Purification  of  gases  derived  from  roasting.  2,013.753  ; 
Sept.    10. 

Hall  Cecil  S..  Norton  Hall.  The  Green,  Norton -on -Tees. 
England,  assignors  to  Imperial  Chemical  Industries 
Ltd.  Production  of  nitrogen  and  hydrogen  by  the  ther- 
mal decomposition  of  ammonia.     2.013,652  :  Sept.   10. 

Hnlvorson.  Tnomas  J..  Bloomfleld,  and  J.  A.  Shand.  West 
Orange.  N.  J.,  assignors  to  Western  Electric  Company. 
InrorpDrated.  New  York.  N.  Y.  Combination  material 
working  machine.      2.013.778  :    Sept.  10. 

Hamilton.  Paul  H..  assignor  to  The  Sands  Manufacturing 
I'ompanv,  Cleveland,  Ohio.  Safety  valve  device. 
2.0ll7l'3;  Sept.  10. 
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Hanney.   Angus  F.,   Norwood,   assignor  to  The  American 

Laundry  Machinery  Company,  Cincinnati,  Ohio.     Presa- 

ini?  machine.     2,013,7&4 ;  Sept.  10.  ,         u     w 

Hano.     h:dward.     llolyoke,     Mass.     Counter     sales     l>ook. 

2,U14,U-J0;  Sept.  10.  ,,  ,         .        _. 

Hansen.  Frederick  D.,  and  H.  W.  Tinker,  Milwaukee,  Wis  , 

asslKDors.  by  mesne  assignments,  to  Lyon  Incorporated, 

Detroit.     Mich.       Metal     cover     for     automobile     tires. 

2,013,913 ;  Sept.  10.  ,  „  ^ 

Hanson.    Arthur    F.      (See    Tarbox,    J.    P.,    Hanson,    and 

Rt'ed.)  _ 

Harbison.    Lynn,   and    S.    C.    Wilson,    assignors    to    Bcono 

I'rodutts.     Incorporated,     Rochester,     X.     Y.     Printing 

plate.      2,014.043 :   Sept.   10.  ^  „   _^,        , 

Harding.  David  J.      iSee  Uichardson,  K.  M.,  and  Harding.) 
Harjirnve,   Fred   M..   Cedar  Rapids,   Iowa.     Disk   grinding 

nia<  hine.      2.014.327  ;  Sept.   10. 
Harrison,    Lcander    H.,    New    York,    N.    Y.      Production    of 

printing  rolls.     2,014,107  ;  Sept.  10.  ^  ^,  ^  ,^^ 

Hart.  John  C,  Houston,  Tex.    Plant  protector.    2,014.175  ; 

Sept.  10.  ^     „,. 

Hartford-Empire   Company.      (See   Waugh,    Thomas,    Jr., 

assignor.) 
Hartmann.  Karl  F..  assignor  of  one-half  1 1  M.  J.  Doyle, 

San  Francisco,  Calif.     Electric  water  heal  jr.    2,013,914  ; 

Sept.  10. 
Haswell,    Arthur    B.,     Birmingham,    Ala.     Cleaning    gas. 

2.014.044 ;  Sept.  10.  ,  u    ,,  *     n    d 

Hatch,  Meredith  K..  Toledo,  assignor  of  one-half  to  U.  R. 

Corrigan,     Sylvania,     Ohio.     Food    cutter.     2.013.801 ; 

Sept.  10.  .,    „  ,   „ 

Haverkamp,   Arthur  W.     (See  White,  H.  B.,  and  Haver- 

Ha wke.  Allen  E..  Detroit.  Mich.      Jar  holder.     2.014.108; 

Sept.  10. 
Hawkinson.      Howard     W.,     Rochester,     N.     Y.      Hairpin. 

2.014.328  ;  Sept.  IM. 

Hawley,  Jesse  B.      (See  Sloan.  Edward  C,  assignor.) 
Hawley,   Jesse   B..    (Jeneva,    111.      Sound    reproducing   dla- 

phrasm  and  making  the   same.      2,013,955  ;   Sept.   10. 
Hawthorne.  Kov  R.      (See  Kilmer,  F.  B.,  and  Hawthorne.) 
Hayden.  Oliver"  M.      (See  Bolton.  E.  K.    and  Hayden.) 
Haieltine  Corporation.      (See  MacDonald,  William  A.,  as- 

Heath,  Laurence  R,  Sterling,  111.  Muffler.  2,013,956; 
Sept.  lu. 

Heaton.  Wallace.      (See  Foulls,  W.  V.,  and   Heaton.) 

Hediger.  Ernst,  assignor  to  The  Olobar  Corporation, 
Niagara  Falls.  N.  Y.  Electric  furnace.  2,013,755 ; 
Sept.  10. 

Heideman.  Frederick  J..  Detroit,  Mich.  Air  cooling  and 
condltioninK  unit.      2,013,84S  ;  Sept.  10. 

Heimers.  Ru(lolf.  .Mexico.  Mexico.  Shaving  and  hair-cut- 
ting' apparatus.      2,014.067  ;  Sept.  10. 

Helble  Paul.  Berlin.  Germany.  Door  securing  device. 
2.013.779  ;  Sept.  10. 

Hellmann,  Jay  T..  Boston,  Mass.     Telephone  cord  take-up. 

2.014.329  ;  Sept.  10. 

Hem.  Halvor  O..  assignor  to  Toledo  Scale  Manufacturing 
Company,  Toledo,  Ohio.  Weighing  scale.  2,013.057  ; 
."Sept.   In. 

Hentferson,  Olive  G..  Cassopolls,  Mich.  Adjustable  rap- 
port.     2.014,176  :  Sept.  10.  ..  ^  ... 

Herlach,  Fritz,  and  T  Rakula.  assignors  to  ^^affenfabrlk 
Solothurn  W.-G..  Solothurn.  Switzerland.  Box  maga- 
zine for  automatic  loading  firearms.  2.014,177  ;  Sept. 
10. 

Hermann.  Slegwart,  Prague.  Czechoslovakia.  Salts  of 
bromine-8ub8tltute<l  un.saturated  fatty  acids,  and  pre- 
paring same.     2.014,045  ;  Sept.  10. 

Herrmann.  Karl  L..  South  Bend,  lud.  Machine  for  form- 
ing roller  blanks.      2.014.203  ;   Sept.  10. 

Herrmann.  Karl  L  ,  South  Bend.  Ind.  Lubricating  means 
for  antifriction  bearings.     2.014.204  ;  Sept.  10. 

Herz,  Alexander.      (See  Contl.  Eugene,  assignor.) 

Hickok.  W  o.  Manufacturing  Company.  (See  Broad- 
mever.  Albert,  assignor.) 

Hicks.  Thomas  E..  Princeton.  N.  J.,  assignor  to  The  Modess 
Corporation,  New  York.  N.  Y.  Clasp  for  sanitary 
napkins.      2.014.330  ;  Sept.  10. 

Hilsenrath,  Harrv,  Kew  Gardens,  N  Y.  Combination  re- 
ceptacle and  cutting  guide.     2,014,252;  Sept.  10. 

Hobson,  Stanley  H..  assignor  to  Geo.  D.  Roper  Corpora- 
tion. Rockford.  111.  Concealed  manifold  gas  range. 
2.013.802  :  Sept.  10. 

Hoke,1>Walter  W.,  Forest  Hills,  a.ssignor  to  Westcott  Elec- 
tric Casting  Corporation.  New  York.  N.  Y.  Treatment 
of  metals  bv  electromagnetic  forces.  2,013,653;  Sept. 
10. 

Holmes.  Christopher  C.  Los  Angeles,  Calif.  Message 
carrying  signal  apparatus  for  airplanes.  2,013.729 ; 
Sept.  10. 

Holmes.  Edgar  R.,  assignor  to  American  Gyro  Company. 
Iteiiver.  Coin       Transmission  gear.      2,014.331  ;  Sept.  10. 

Holmes.  Henry  H  .  and  R.  H.  Robinson,  assignors  to  Wildt 
and  Companv  Limited,  I..eicester,  England.  Knitting 
machine.      2.014.131  :  Sept.  10. 

Holmes,  Henrv  H.,  assignor  to  Wildt  and  Company 
Llmlte<l.  Leicester,  England.  Knitting  machine. 
2.014,132;  Sept.  10. 

Holmes.  T.  J.,  Co.  (Se«  Lohse,  Frederick  W.  H..  as- 
signor.) 

Holt.  Thomas  W..  and  J.  F.  Levan,  assignors  to  EJxcel 
Curtain  Company,  Elkhart.  Ind.  Curtain  operating 
mechanism.     2,014,178;  Sept.  10. 


Holton,  Arthur  B.      (See  Gans,  H.  B..  Jr..  and  Holton.) 

Holzheimer,  William,  assignor  of  one-half  to  Kraut  and 
Dohnal,  Chicago,  111.  Carving  device.  2,013,780  ;  Sept. 
10. 

Homer.  William  J..  Hinsdale,  assignor,  by  mesne  assign- 
ments, to  Associated  Electric  Laboratories,  Inc.,  Chicago, 
111.      Making   Insulated    wire.      2,013.080;   Sept.   10. 

Honaman,  Richard  K.,  Bloomfleld.  N.  J.,  assignor  to 
American  Telephone  and  Telegraph  Company.  Electri- 
cal discharge  registering  system.     2  014,179:   Sept.   10. 

Honeywell,  George  B.      (See  Rood,  B.  S..  and  Honeywell.) 

Hoof,  Addison  C,  Hlnsdale,Mll.  Carburetor.  2,ul4,02l ; 
Sept.  10. 

Hoover  Company,  The.  (See  Altenklrch.  Edmund,  as- 
signor.) 

Hoover  Company,  The.  (See  Smellle,  l>onald  G.,  as- 
signor.) 

Hothersall,  John  M..  Brooklyn,  assignor  to  American 
Can  Company,  New  York,  N.  Y.  Apparatus  for  necklug- 
in  and  flanging  tubular  bodies.     2.013,654  ;   Sei>t.  10. 

Hothersall,  John  M.,  Brooklyn,  assignor  to  American  Can 
Company.  .New  York,  N.  Y.  Container  pouring  spout. 
2,013,655  ;  Sept.  10. 

Houde  Engineering  Corporation.  (See  Fox,  Merritt  L.. 
assignor.) 

Houde  Engineering  Corporation.  (See  Whitted,  John  B.. 
assignor,  i 

Houlette.  Henrv  I.,  assignor  to  The  Pharis  Tire  and  Rul)ber 
Company.  Newark.  Ohio.  Apparatus  for  vulcanizing 
rubber.      2,014,332  :   Sept.  10. 

Hovland,  Henry,  Wllllston  Park,  assignor  to  Bell  Tele- 
phone Laboratories,  Incorporateil.  New  York,  N.  Y. 
Telephone  system.     2,014.232  ;  Sept.  10. 

Howard,  Alfred  C,  East  MoUue,  111.,  assignor  to  E.  and  T. 
Fairbanks  and  Company,  St.  Johnsbury.  Vt.  Mercury 
tube  scale   indicator  control.      2,014,282  ;   Sept.    10. 

Howard,  Norman  W.,  Bath.  Maine.  Raage  blanket. 
2.014.333  ;  Sept.    10. 

Howell  Electric  Motors  Company.  (See  Yost,  Norman  S., 
assignor.) 

Hughes.  Forest  F..  assignor  of  one-half  to  J.  F.  Rosgen. 
Waterloo,  Iowa.  Game  apparatus.  2,013,958  ;  Sept. 
10. 

Hughes,  James  R..  South  Bend.  Ind.,  assignor  to  The 
Atwood  Vacuum  Machine  Company,  Rockford,  III. 
Hinge.      2,013.915;  Sept.  10. 

Hakari,     Ormand,     Hooa     River,     Oreg.      Spray     nozzle. 

2.013.959  ;  Sept.  10. 

Hunt,  Albert  P.      (See  Macl-achlan,  John  C.  assignor.) 
Hupp    Motor    Car    Corporation.      (See    Punke,    John    J., 

a.s8ignor. ) 
Hurley,    Jklward    N.,    Jr..    Wheaton,    assignor    to    Electric 

Household    UtlNtles    Corporation.    Ck-ero,    III.      Cabinet 

for  ironing  machines.     2,014.133  •  Sept.  10. 
Hurt.  Samuel  N.      (See  Markham.  B.  W..  and  Hurt.) 
Hurt,  Samuel  N..  assignor  to  Toledo  Scale  Manufacturing 

Companv,  Tole<lo,  Onlo.     Coin  controlled  weighing  scale. 

2.013.960  ;  Sept.  10. 

Hurt,  Samuel  N..  assignor  to  Toledo  Scale  Manufactur- 
Ing  Company,  Toledo,  Ohio.  Weighing  scale.  2,013,961  : 
Sept.  10. 

Hnssman.  Carl,  assignor  to  United  States  Gypsum  Com- 
pany, Chicago.  111.  Vibration  isolating  pipe  connection. 
2,014,355  ;  Sept.  10. 

Hatchens,    Ralph    O,    Ix)ng    Beach,    Calif.     Coupling    for 

sucker  rods.      2,013.962:  Sept.   10. 
Hutchroan,  James  E..  NewhurKh.  N.  Y.      Fabrics  for  aero- 
)lane  construction  and  pro^-ess  and  composition  for  mak- 
ng  same.     2.014.068  ;  Sept.  10. 
Hutt.  Albert  E.,  Pelham,  N.  Y.      Automatic  shut  off  valve. 

2.013,999  ;  Sept.  10. 
Hydraulic    Brake   Company.      (See    Floraday,    Burton    S., 

assignor.) 
Hydraulic  Brake  Company.      (See  McCollum.   Andrew  0., 

assignor.) 
Hydraulic     Press    Manufacturing     Company,     The.      (See 

Benedek.  E..  and  MacMillln,  assignors.) 
I.  O.  Farbenindustrle  .\ktlengesellschaft.      (See  Baumann. 

P^  and  Stadlcr.  assignors.) 
I.    O.     Farbenindustrle    Aktiengesellschaft.      (See    Gross, 

Walter,  assignor.) 
I.    G.    Farbenindustrle    Aktiengesellschaft.       (See    Hahn, 

Carl,  assignor.) 
I.    G.     Farbenindustrle    Aktiengesellschaft.       (See    Meder. 

O.,  Eggert,  and  Grimm,  assignors.) 
I.  G.  Farl)enln<lu8trle  .Xktiengesellschaft.      (See  Meder,  O., 

Oelssler.   and    Eggert,   assignors.) 
1.    G.    Farbenindustrle    Aktiengesellschaft.      (See    Scharff. 

M.,    Bro<le.    Johanu.sen    and    Relchart.    assignors.) 
I.    G.    Farbenindustrle    Aktiengesellschaft.       (See    Scliulze, 

Rudolf.   asslRnor. ) 
I,    G.     Farbenindustrle    Aktiengesellschaft.       (See     Weiss, 

Hans,  assignor.) 
Imperial     Chemical   Industries   Ltd.      (See   Hall,  Cecil   S.. 

assignor.) 
Imperial  Chemical  Industries  Limited.      (See  Paine,  Clif- 
ford,  assignor.) 
Imperial    Chemical    Industries    Limited.       (See    Salisbury. 

Eric  H.,  assignor.) 
Industrial  Furnace  Corporation.      (See  Raven,  F.   A.,  and 

Foulke.  assignors.) 
Industrial  Patents  Corporation.      (See  Richardson,  K.  M., 

an<I  Harding,  asslt'iiors. ) 
Ingllng,    Frank    L..    Livingston.   N.   J.      Handle  connection 
for  implements.      2.013,963  ;   Sept.   10. 
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Inman  Manufacturing  Company.  (See  JosUn,  Frank  M., 
assignor. ) 

International  Paper  Co.  (See  Mahannab,  Everett  A., 
assignor.)  .  c.     .  .      t, 

iBora,  Edward  W.,  Scarsdale,  assignor  to  Sinclair  Re- 
fining ("onipany.  New  York,  N.  Y.  Cracking  hydro- 
carbon oils.     2.013.803  :  Sept.  10. 

Ivandlck.  Rosella  B..  Waukegon,  111.  Locking  gas  cap. 
2,014,134  :    Sept.    10.  _  „, 

Jackman,  Fred  W..  Beverly  Hills,  Calif.,  assignor  to 
Warner  Bros.  I'ictures.  Inc..  New  York,  N.  Y.  Lolor 
separation   for  comiwslte   motion   pictures.     2,013,886 ; 

Jackson,  Anton.  Brooklyn.  N.  Y.     Hair  curler.     2.014,283  ; 

Sept.  10.  .,..,,., 

Jackson,   James  G..   Glendale,   assignor   of   one-half  to   J. 
O'Connor.     Los    .-Vngeles.    Calif.       Internal    combuatlon 
rotarv   enulne,      2,013.916;    Sept.    10. 
Jacobl,   Edward    N..   assicnor   to   Briggs   &    Stratton   Cor- 
poration. Milwaukee,  Wis.     Lock.     2.013  730;  Sept.   10. 
Jacobson,   Ralph   A.      (See  Carothers,   W.   H.,  and  Jacob- 

Jacobson.  William,  Gig  Harbor,  Wash.  Screw  driver. 
2.013,826;    Sept.    10.  .  „  ^    , 

Janssen,    Philip.      (See   Archibald.    F.    M.,    and    Janssen.) 

Jennings.  Oliver  S..  Mansfield,  Ohio,  assignor  to  West- 
Inghouse  Electric  &  Manufacturing  Company,  East  Pltts- 
burt-h.  Pa.     Circuit  Interrupter.     2.013.827  ;  Sept.  10. 

Jeppseon.  Ivar.  assignor  to  Chicago  Flexll)le  Shaft  Com- 
panv.  Chicago,    Ilf      Mixer.      2.013.887  ;    Sept.    10 

Jiffy  Duplicator  Corporation.     (See  Newgard,  Ingwald  M., 

Joliannsen,   Adolf.      (See   Scharff,    M,,   Erode,   Johannsen. 

and  Relchart.)  «    „    «     ,  a     i     a  ,a 

Johnson.   Ren    P..  assignor  to  B.   E.   Grelner.   Springfield. 

Vt.      See<llng  machine.      2.014,334  ;   Sept.   10, 
Johnson.  Frank  W..  Pennsgrove,   N.  J.,  assignor   to  B.   I. 

du    Pont    de    Nemours    &    Company,    Wilmington,    Del. 

Fluoroanilnoantbraquinone        and        Its        preparation. 

2.013,667  ;  Sept.  10. 
Johnson.   Jesse    C.    Oakland,   Calif.      Vertical   flue   boiler. 

2,013.828  :   Sept.   10.  ^^„     ^ 

Johnson.  John.  Manvllle,   N.  J,     AUoy.     2.014,083;  Sept. 

lOr 
Johnson  k  Johnson.      (See  Kilmer.  F.  B.,  and  Hawthorne, 

asslu'nors.  i 
Johnson.    Manfred    J..    Bridgeport.    Conn.      Magnetic   con- 
trol device      2.014.194  :    Sept.   10.  ,..«,. 
Johnston,  John  M.,   Elkins  Park,  assignor  to  John  Blood 

&      Cu^.      Incorporated,      Philadelphia,      Pa.      Stocking. 

2,014C3.'»6:    Sept.    10.  ,   ,  . 

Jones,  Harold  L.      (See  r>oiigIas8.  W.  A.,  and  Jones.) 
Jones,    John     L..     East     Weymouth.     Mass..     a.sslgnor    to 

United    Shoe    Machinery    (Corporation,    Faterson,    N.    J. 

Ruffing  tool.      2.014,069:    Sept.    10.  .  ^         ^ 

Jones,    MontKomery   O.,  and   W\    P.    Shomaker.   Richmond, 

Va.     Printing  press.     2.013,687  :  Sept.   10. 
Jonlan.  O.  F.,  Company.     (See  Forbes.  J.  C,  and  Kruslch, 

assignors.)  ,  „,.,/- 

JosUn.  Frank  M..  assignor  to  Inman  Manufacturing  Com- 
pany. Inc..  Amsterdam,  N.  Y.  Box  folding  mechanism. 
2.014.046:   Sept.   10.  _  ,  ^,   ^^ 

Judge.  Sidney  G.,  Mlddleton,  Mass..  assignor  to  Nathan 
U.  Poor  Companv.  Peabodv.  Mass.  Apparatus  for 
cleaning    sheet    material.      2.013.714  ;    Sept.    10. 

Jung  Arch  Brace  Company,  The.  (See  Jung,  George  H., 
assignor.)  _       ,  .     .    „ 

Jung.  George  H..  Jr.,  assignor  to  The  Jung  Arch  Brace 
Companv,  Cincinnati,  Ohio.  Anklet.  2,013.757;  Sept. 
10. 

Kallscher.  Milton.  Springfield.  Mass..  assignor  to  West- 
iughouse  Electric  &  Manufacturing  Company,  East  Pitts- 
burgh. Pa.  .\ir  conditioning  apparatus.  2.013,756 ; 
Sept.  10. 

Kamenetzkv.  Abraham,  Brooklyn,  N.  Y.  Water  heater. 
2.014.135:   Sept.  10. 

Karnes,  James  C.  Buffalo.  N.  Y.  Sighting  system  for 
guns.     2.013,6.'>6:  Sept.  10. 

Kase,   Nathan.      'See  Wlesenfeld.    L..   and  Kase.) 

Kasper.  Walter  F..  assignor  to  Fairmont  Railway  Motors. 
Inc..  Fairmont.  Minn.  Differential  axle.  2,013.885; 
Sept.  10. 

Katzman.  Max.  Utlca,  N.  Y.  Vaporizer  nozzle.  2,018,917  ; 
Sept.  10. 

Kautter,  Wolfgang,  Berlln-Charlottenburg,  assignor  to 
Siemens  A  Halske,  Aktiengesellschaft.  Slemensstadt.  near 
Berlin.  Germany.     Generator.      2.014,136;   Sept.   10. 

Kay,  Walter.  Burv.  England,  assignor  to  Kaysam  Corpora- 
tion of  .\merlca.  Dover,  Del.  Manufacture  of  rubber 
articles.     2.014.253;  Sept.  10. 

Kaysam  Corporation  of  America.  (See  Kay.  Walter,  as- 
signor.) 

Keefe.  Edmund  T..  Newton,  and  H.  K.  McGregor.  Fitchburg, 
assignors  to  Underground  Steam  Construction  Company. 
Boston,  Mass.     Underground  conduit.     2.013.888;  Sept. 

Keenan.  Walter  F..  Jr..  Pelham  Manor,  assignor  to  Po«- 
ter  Wheeler  Corporation.  New  York.  N.  Y.  Steam  gen- 
erator.    2.013,829:  Sept.  10. 

Kell.    Francis    A    Son,    Inc.       (See    Kell,    Henry    F.,    as- 

•  Kell    Henrv  F..  Scarsdale.  N.  Y..  assignor  to  Francis  Kell 
&  Son.   Inc.      Lock  construction.      2.014.233 :   Sept.    10. 
Kekoa    Albert  K..  Honolulu.  Hawaii.     Statement  lifter  for 
ledger   trays.     2,014.047;    Sept.    10. 


Kelleher.  Thomas  J.,  Chicago,  HI.    Uftlng  Jack.    2,013.918  ; 

Sept.  10.  ^ 

Keller,  Andrew.  Jamaica  South,  N.  Y.,  assignor  to  Cooper 
Tea    Packet   Companv.    Brooklyn.    N.    Y.      Fastener   and 
combination   thereof  with  strings  and  tags  of  tea-l>ags 
or  the  like.     2,014,254  ;  Sept.  10. 
Kellogg      Switchboard      and      Supply      Company.        (See 

Yanochowskl,  George  A.,  assignor.) 
Kelvlnator    Corporation.       (See    Thomas.    Charles    C.    as- 
signor. ) 
Ken-Crlp  Corporation.     (See  Kennedy,  Guy  L..  assignor.) 
Kennedy,    Guy    U.,    assignor    to    Ken-Crip    KTorpor&tlon, 

New  York.  N.  Y.  Carburetor.  2,014.000;  Sept.  10. 
Kerns,  Leonard  R.,  Chicago.  111.,  assignor  by  mesne  as- 
signments to  The  Farval  Corporation,  Cleveland.  Ohio. 
Lubricating  device.  2,014,180  ;  Sept.  10. 
Kerr.  Howard  J..  Westfield.  assignor  to  The  Bal)cock  & 
Wilcox  Company.  Bayonne,  N.  J.  Heat  exchanger. 
2.013.658 ;  Sept.  10.  _.      „  ^ 

Kerr.  Howard  J.,  Westfield.   N.   J.,   assignor  to  The   Bab- 
cock  &  Wilcox  Company,  Bayonne,   N.   J.,  Fluid  heater. 
2.013,985;  Sept.  10. 
Keys,    John    IL,     Dayton,    Ohio.       Rotary    sprinkler    for 

athletic  fields.     2.013,849;  Sept.  10. 
Keystone    Steel   &    Wire    Company.      (See    Bailey,    C.    F.. 

and  Dlstler,  assignors.) 
Kilmer.  Frederick  B.,  and  R.  R.  Hawthorne,  assignors  to 
Johnson  &.  Johnson,  New  Brunswick.   N.   J.     Packaging 
surgical  absorbent  cotton.     2,014,335  :  Sept.   10. 
Klnatome  Patents  Corporation.      (See  Foster,  W.   D.,  and 

Sweet,  assignors,  t 
Klndervater.  Julius,  Richmond.  Va..  assignor  to  American 
Locomotive    Company.    New    York.     N.     Y.       Staybolt. 
2,013.781  ;  Sept.  10. 
King,  Frank  G.  W..  Sutton  Coldfleld,  England,  assignors  to 
Dunlop   Tire    and    Rubber    Corporation,    Buffalo.    N.    Y. 
Tread  for  pneumatic  tires.     2.014,255  :   Sept.  10. 
Klngslev,  George  E.,  and  H.  J.   Loar.   Newark.   N.  J.,   as- 
signors  of   two-thirds   to   said    Kingsley.    and   one-third 
to  E.  D.  Bovet.  New  York.  N.  Y.     Dishwashing  machine. 
2.014.084  ;  Sept.  10. 
Kinsella.    Edward,    Spondon,    near    Derby.    England,    as- 
signor to  Celanese  Corporation  of  America.     Apparatus 
for  the  manufacture  oi  artificial  filaments  or   the  like. 
2.013.688;  Sept.  10. 
Klnzle,  Charles  .1.,  Niagara  Falls,  assignor  to  The  Titanium 
Alloy     Manufacturing     Company.     New     York.      N.      Y. 
Alkali-metal    zirconium    tartrate    and    producing    same. 
2.013.856  ;  Sept.  10. 
Klnzle.   Charles   J..    Niagara   Falls,   assignor   to   Titanium 
Alloy  Manufacturing  Company.   New  York.  N.  Y.      Zir- 
conium   silicon    alkali    metal    composites    and    making 
same.     2,013.857  ;  Sept.  10. 
Kirk.  Ernest   W..  and  G.   H.  Ellis.  Spondon.  near   Derby. 
England,  assignors  to  Celanese  Corporation  of  America. 
Treatment    of    textile    materials.      2,013.689  :    Sept.    10. 
Klar.    Reinhold.   assignor   to   the   firm    Zeiss   Ikon    .Aktien- 
gesellschaft. Dresden.  Germany.      Photographic  camera. 
2.014.137:    Sept.    10. 
Kloln.    David     H..    Memphis.    Tenn.       Massaging    device. 

2,014.022  :  Sept.   10. 
Klein.  Gustav,  Mannheim,  and  K.  Tauboeck.  Ludwigshafen- 
on-the-Rhlne.   Germany,   assignors   to   Winthrop   Clhemi- 
cal    Companv,    Inc..    New    Y'ork.    N.    Y.      Production    of 
pure  leclthlii.     2.013.804  :   Sept.   10. 
Kleinschmlt.  Oscar,  and  O.  MCller.  assignors  to  Gebruder 
Brehmer,    Lelpzlg-Plagwitz.    (Jermany.      Sheet    feed   de- 
vice.    2,014,181  ;   Sept.   10. 
Klemperer.    Wolfgang    B..    assignor    to    Goodyear-Zeppelln 
Corporation.  Akron,  Ohio.     Recording  micrometer  gage. 
2.014.3.'j7;  Sept.  10. 
Klocke.   William.   Woodhaven.   N.    Y.      Clutch   mechanism, 

2.014.234  :  Sept.  10. 
Knapp.  Andrew  S..  Belleville..  111.,  and  F.  J.  Stevens.  Chat- 
tanooga. Tenn.   assignors  to  Knapp-Monarch   Company. 
Belleville.  lU.    Heating  element  construction.   2.014.001 ; 
Sept.  10. 
Knapp-Monarch  Company.     (See  Knapp.  A.  S.,  and  Stevens. 

assignors.) 
Knight.  Julian  G.,  Brooklyn,  N.  Y.     Electric  bushing,   fix- 
ture stud.  etc.     2.013.964  ;  Sept.  10. 
Knight.  Julian  G..  Brooklvn.  N.  Y.     Electric  bushing,  fix- 
ture stud.  etc.     2.013.965:  Sept.  10. 
Koch.    Theodor.    and    J.    G.    Weeldenburg.    Arnhem.    Neth- 
erlands, assignors,  by  mesne  assicnments.  to  American 
Enka    Corporation.    Wilmington.    D<1.      Manufacture    of 
artificial  filaments.     2.014.343  :  Sept.  10. 
Kochendoerfer.    Gerd.       (See   Kunz,   M.   A..   Kochendoerfer. 

and  Koeberle.) 
Koeberle.   Karl.      (See  Kunz.   M.   A..   Kochendoerfer.   and 

Koerberle.) 
Koehler,  Oskar.  SchwabLsch  Gmund.  Germany.     Pull-match 

package  and  holder  therefor.     2.014.182  :  Sept.  10. 
Kohlbeck.    Anton   J.,    Muskegon    Heights.   Mich.      Multiple 

drive  automatic  clutch.     2.013.889  ;  Sept.  10. 
Kohm.  Christian  F..  Cranston,  assignor  to   Speldel  Corpo- 
ration.    Providence,     R.     I.       Connecting    chain     links. 
2.014.02.^  ;  Sept.  10. 
Kramer.  Emil  M..  Peoria.  III.     Brake  signaling  apparatus. 

2.013.919  :  Sept.  10. 
Kramer.   Mevor.  .New  York.   N.  Y.      Muff  bag.     2.014.256; 

Sept.   10. 
Kraut  and  Dohnal.      (See  Holzheimer.  William,  assignor.) 
Kroll.  Nathan  J.     (See  Kroll,  Samuel,  and  N.  J.) 
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KroU,  Samuel  and  N.  J.,  Cblcago,  111.  Baby  carriage  brake 
and  antitipplng  device.     2.014,085  :  Sept.  10. 

Kru.slch.  Steven.      (See  Forbes.  J.  i'  .  and  Kruslrh  » 

Kuhns,  Au-ittn,  Buffalo,  and  P.  A.  ManKer,  BKgertsvlllf. 
asslKuors  fi)  Farrel  HirmlnKham  Company,  Inc.,  Buffalo, 
N.  Y.     liear  drive.     2.014.138;  Sept.  10. 

Kullrk.  Edward  I.  ,  Detroit,  .Ml<h..  assignor  to  Mallory 
Research  Company,  Toledo,  Ohio.  «iovernor  control  for 
shock  absorbers.     2.U13.920;   Sept.  10. 

Kuns.  Ray  K,  Madisonville.  Ohio.  Trailer  chassis. 
2.013.890  ;  Sept.  10. 

Kuni.  Max  A  .  Mannheim,  G.  Kocbendoerfer,  and  K.  Koeb- 
erle,  Ludwigshaf^'n  on  the-Rhlne.  (Jermany.  assignors  to 
General  .\nlllne  Works,  Inc..  New  York,  .\.  Y.  Compound 
of  the  axabenianthrone  series.     2,0l3.«59;  Sept.  10. 

Kurx-Kas<h  rumpany.  The.  (See  Terrill.  Clair  J.,  ns- 
slgnor.  I 

Kuxell.  Charles  R..  Clarkdale.  Arii..  assignor,  by  mesne 
assignments  to  Phelps  Dodge  Coporation.  New  York, 
N.  Y.     Metallurgical  furnace.     2,013,966  :   Sept.  10. 

La  Fetra,  Harry  L.,  New  York,  N.  Y.  Collapsible  table 
unit.     2.014,257  :  Sept.  10. 

Lamond.  Robert  C,  a.ssignor  to  American  Engineering 
Company,  Philadelphia,  Pa.  Hoisting  mei"hanism. 
2,013,690;  Sept    10. 

Lancaster  .\sphalt.  Inc.  (See  Robinson.  Thomas,  as- 
signor. I 

Langdon.  Andrew,  assignor  to  General  Railway  Signal 
Company.  Rochf-ster.  N  Y.  Interlocking  system  for  rail- 
roads.    2.013.986  ;  Sept     10. 

LansdoD.  .\ndrew,  a8.slgnor  to  General  Railway  Signal 
Company,  Rochester.  N.  Y.  Interlocking  system  for 
railroads.      2,013.987  ;   Sept.   10. 

Lansing.  Raymond  P.,  Montdalr.  N.  J.,  assignor,  by  mesne 
assignments,  to  BVllpse  .Vvlation  Corporation,  East 
Orange.  N.  J.     Engine  starter.     2.014.258;  Sept.  10. 

Large,  Ernest  C  .  North  Acton.  Ix)ndon.  assignor  to  Elec- 
tro Chemical  Processes  Limited.  London.  Kngl  ind.  Col- 
loidal suspension  suitable  for  Insecticides.  2.014.139  ; 
Sept.  10.  ^ 

Larsen,  Neil  P.,  Clfv*>land  Heights,  assignor  to  The  Amer- 
ican Coach  and  Body  Company.  Cleveland.  Ohio.  Ve- 
hicle roof.     2,014.140;  Sept.  10. 

Laucks.  I.  F..  Inc.     (See  Bowen.  .Albert  H.,  assignor.) 

Lauer.  Rudolph  L  .  assignor  of  one-half  to  T.  W.  Barn- 
hlU,  Philadelphia,  Pa.  Key  connecter.  2,013,660;  Sept. 
10. 

Lawlor,  John  J..  Plalnfleld,  N.  J.,  assignor  to  General 
Foundrv  Machinery  Corporation.  Wilmington,  Del.  Con- 
veyer.   '2.013,858;  Sept.  10. 

Lawlor.  Simeon  C,  Chicago,  111.  Mop  holder.  2,014,109  ; 
Sept.  10. 

Layne  St  Bowler  Company.  (See  Roco.  Albert  L..  as- 
signor ) 

Lea.  Christian  O.,  Chippewa  FalUs.  Wis.  Dough  working 
pressure  board.     2.014.183;  Sept.  10. 

Leatherraan.  Clarence  M..  Coldwater.  Mich.  Compass 
mechanism.     2.014,024;  Sept.  10. 

Leedham,  I^eslie  H.     (See  Coley.  J.,  and  Leedham.) 

I^gat.  Robert  C.  assignor  to  G.  E.  Prentice  Manufactur- 
ing Company.  New  Britain,  Conn.  End  stop  for  slide 
actuaTe<l   fasteners.     2,014, 2.'59  ;   Sept.    10. 

Legge.  Alfred  G..  Brockton,  Mass.  Shoe  form.  2,014.070; 
Sept.  10  ^         ^ 

Lehman,  Charles,  and  O.  E.  Lehman,  Philadelphia,  Pa. 
Spark   plug      2.014.260;   Sept.   10. 

Lehman,  Otto  E.     (See  I^ehman,  Charles  and  O.  E.) 

Leister.  Julius.  Berlin  Zehlendorf,  assignor,  by  mewne  as- 
signments, to  H.  Bothe,  Berlin.  Germany.  .\pparatU8  for 
equalizing  driving  belts.     2.013,967  ;  Sept.  10. 

Leiter,  Harry  H.      (See  Longfellow.  Earl  E.,  assignor.) 

Lerch.  Oustav       (See  Averv.  H.  T..  and  lyerch.l 

Lester.  Llewellyn  R.  (See  Whitby.  E.,  Pedler,  Selston, 
Newman,  and  Lester.) 

Levan.  John  F.     (See  Holt.  T.  W.,  and  I^van.) 

Leventhal.  Jacob  F..  assignor  to  Leventhal  Patents.  Inc.. 
New  York.  N.  Y.  Motion  picture  apparatus.  2,013.661  ; 
Sept.  10. 

Leventhal  Patents.  Inc.  (See  Leventhal.  Jacob  F.,  as- 
signor.) 

Linden,  Mary.  New  York.  N.  Y.  Protective  screen  for  sick 
beds.     2.014.205  ;  Sept.  10. 

Linder.    Friedrich,    assignor    to    Rhelnische    Metallwaaren 
und    Maschinenfabrlk.    Dusseldorf.    Germany.      Firearm 
with  exchangeable  barrel      2.014.184  :  Sept.  10. 

Linvllle.  Thomas  M.,  Schenectady,  N.  Y..  assignor  to  Gen- 
eral Electric  Company.  Voltage  regulator.  2.014.261  ; 
Sept.  10. 

Lipsey,  Meyer.      (See  Alter,  J.  M..  and  Llpsey.) 

Lithgow,  John  M  ,  Beaver  Falls,  Ph  Lndd^r.  2,014,141  : 
Sept.  10. 

Llvermore.  Clarence  O..  Madison.  Wis.  Punch  set. 
2,013.7.^8;  Sept.  10. 

Loar.  Harrv  J.     (Seee  Klngsley,  G    E..  and  Loar.) 

Lockhead  Frank.  Norrlstown,  Pa.  Target.  2,014,110; 
Sept.  10. 

Locomotive  Firebox  Company.  (See  Carr.  Robert  A.,  as- 
signor.) 

Ijoeh,  Carl  M..  Jr..  assignor  to  Climax  Molybdenum  Com- 
pany, New  York.  N  Y.  Molybdenum  white  iron  cast- 
ing.    2.014.002  ;  Sept.  10. 

Lohse,  Frederick  W.  H..  North  .\ttleboro.  Mass.,  assignor  fn 
T.    J.    Holmes    Co..    Inc..    Chartley,    Mass.      Liqnid    dis- 
penser.    2.013,715  ;  Sept.  10. 


Longfellow.  Earl  E.,  assignor  to  H.  H,  Leiter,  Warsaw, 
Ind.  Surgical  fracture  reducing  appliance.  2,014.111  •. 
Sept.  10. 

Lott.  William  A..  Newark,  N.  J.,  assignor  to  E.  R.  S<juibb 
&  Sons.  New  York,  N.  Y.  Preparing  divlnyl  ether. 
2,013.662  ;  Sept.  10. 

Lolts.  Delbert  !>..  a.islgnor  to  General  Research  Corpora- 
tion, Chicago.  111.  Brake  mechanism.  2,013,891  ;  Sept. 
10. 

Lovelesa,  Gearold  F..  Westfleld.  N.  T.  DnWertJal  motor 
mounting.     2,014.071  ;  Sept.  10. 

Lowry.  Charles  D..  Jr.,  assignor  to  Universal  Oil  Products 
Company,  Chicago,  111.  Treatment  of  motor  fuel. 
2.014.235  ;  Sept.  10. 

Lucas.  Robert  T..  Kansas  City.  Kans.  .\bdomlnal  retrac- 
tor.    2.013,892;  Sept.  10, 

Lyon  Incorporated.  (See  Hansen,  F.  D.,  and  Tinker,  as- 
signors. ) 

MacI)on«ld.    William    A.,    Little    Neck,    N.    Y.,    assignor   to 
Hazeltine  Corporation.  Jersey  City.  N.  Y.     Radio  recelv 
Ing  system.     2.(»i4.08rt  ;  Sept.  10. 

Mack.  Robert  T.  TruBtee.  (See  Edelman.  Philip  E.,  as- 
signor.) 

MacLachlan.  John  C,  assignor,  by  mesne  assignments,  to 
All)ert  P  Hunt,  Chicago,  111.  Meat  product  from 
cooked  meat  and  making  the  same.     2.013,859;  Sept    lo. 

MacMillin.  Howard  F       (S»'e  Benedek.  E.,  and  MarMillin  ) 

-Miihaffev.  Oliver,  assignor  of  one-third  to  R.  Gill,  Na^h 
ville,  Tpuu.      Smoke  consumer.     2.013.921  ;  Sept.  10. 

Mahanni.h.  Everett  A..  .New  York.  N.  Y'..  assignor  to  In- 
ternational Paper  (N>  Pressure  control  .system  for  wood 
grinders.     2,014,142  :  Sept.  10. 

Major,  Randolph  T..  Westfleld.  and  J.  K.  Cllne,  Rahway, 
assignors  to  Merck  &  Co..  Inc.,  Rahway.  N.  J  Produc- 
ing silts  of  acetylcholine.     2,013,731  ;  Sept.  10. 

Malisoff.  William  M.,  assignor  to  The  Atlantic  R>'flnlug 
Company.  Philadelphia,  Pa.  Hydrocarlmn  oil  reflning. 
2.01.1.663:  Sept.   10 

Mallory  Research  I'ompany.  (Seee  Kullck,  Edward  L., 
assignor.) 

Malm.  Carl  J.,  and  C.  L.  Fletcher,  nsslimors  to  Eastman 
Ko<lak  Company,  Rochester.  N.  Y.  Hydrolysis  of  the 
organic  acid  esters  of  cellulose.     2.013.830;  Sept.  10. 

Mandel.  Frank  E.  (See  Scbuls.  A.  E,.  and  Phelps,  as- 
signors. » 

Man«t'r,  Paul  Ay     (See  Kuhns,  A.,  and  Manger.) 

Marchant  Calculating  Machine  Company.  (See  Avery, 
H.   T..   and  I>erch,   assignors.) 

MarlKChal.  Omer  M.  C,  St.  Die.  Vosges.  France.  Device  for 
nif-asuring  or  drawing  angles  and  Inclinations. 
2,013.850;    Sept.   10. 

.Markham.  Blair  W  ,  Rochester.  N.  Y..  and  8.  N.  Hurt,  as- 
signors to  Toledo  Scale  Manufacturing  Company.  Toledo, 
Ohio.     Weighing  9<a!e.     2.013,922;  Sept.   10. 

Markush.  Eugene  A.,  Jersey  <'lty.  N.  J.,  assignor  to  Pharma- 
Ch«'mical  (()rporation,  N'ew  York.  N.  Y.  Polyaeo  dye  and 
process  for  producing  the  same.     2,014.143;  Sept    10. 

Marowltz.  .Arthur,  Ix)s  Angeles,  Calif.  Envelope  and  folder. 
2,013.664  ;    Sept.    10. 

Marshalltown  Ninnufacturing  Company.  (See  Williams, 
Enoch   L..   a.sslgnor. ) 

Marthalt»r,  Charles  F..  Erie,  Pa.  Collapsible  Insect  screen. 
2.014,3.36;   Sept     10. 

Martin  Brothers  Electric  Company.  (See  Martin,  Wen- 
dell L.  assignor.) 

Martin.  Wendell  L.,  assignor  to  The  Martin  Brothers  Elec- 
tric Company.  Cleveland.  Ohio.  Drier.  2.014.185;  Sept. 
10. 

Martinson.  Helen.  Chicago,  111.  Collapsible  protective  can- 
opy.     2,013.691  ;   Sept.    10. 

Marvin.  John  T..  Cleveland,  Ohio.  Connecter.  2.013.732  ; 
Sept.   10. 

Mason.  Warren   P.      (See  Blelinz.  C.   A.,   and   .Mason.) 

Matthews.    Isaac   P.      (See   Matthews.    Ross   R..    assignor.) 

Matthews,  ROMS  R..  assignor  of  one-half  to  I.  P.  MatlhewK, 
Seattle.  Wa.sh.  Cutter  for  paper  and  board  stock. 
2,013,893  ;   Sept.   10. 

Mauldln,  Alney  LaF..  Edna,  Tex.  Wind  wheel.  2,014.387; 
Sept.  10. 

Manritzen.  Kal  T.      (See  Flagg,  Edward  B.,  assignor.) 

Mc<^arthy,   I>enni8  A.      (See  Brady.  J.   S..  and  McCarthy.) 

McCarthy.  Francis  V.,  et  al.  (See  Slmoneau,  Charles  B., 
assignor,  i 

McCollum,  .\ndrew  O.,  assignor  to  Hvdraullc  Brake  Com- 
pany. Detroit,  Mich.  Gear  shifting  mechanism. 
2.014,195;    Sept.   10. 

McCord.  Claude  M..  Memphis.  Tenn.  Key.  2.014.112; 
Sept.   10. 

McCoy.  Charles  W..  Spokane.  Wash.  Refrigerating  process 
and    apparatus       2,013,692;    Sept.    10. 

McElmoyl.  William  J.,  assignor  to  W,  J.  McElmoyl  k  Co., 
Inc.,  GrovevUle.  N.  J.     Hamper.     2.013.782;  Sept.  10,    - 

McElmoyl.  W.  J.,  *  Co.  (See  McElmoyl,  William  J.,  as- 
signor.) 

McElwalne.  Clayton  B.,  assignor  of  fifty-one  per  cent  to 
H.  N.  Greis,  Tulsa,  Okla.  Regulator  valve.  2.013.860; 
Sept.   10. 

McFadden,  iJennls  and  R.  A.,  St.  Paul,  Minn.  Highway 
safety    guard.      2,013.716;    Sept.    10. 

McFadden.  Raymond  A.    (See  McFadden,  Dennis  and  R.  A.) 

McGarrv.  Francis  J.  Toledo.  Ohio.  DriU  Jig.  2.014.025; 
Sept.   10. 

MKJregor.   Harold  E.      (See  Keefe,  E.  T.,  and  McGregor.) 
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Mclnerney.  John,  New  York,  N.  Y.  Yielding  wall  Joint. 
2.013,693  ;   Sept.   10.  ,  „    .  . 

Mcintosh.  James  A.,  Detroit.  Mich.,  assignor  to  Budd 
Wheel  Company.  Philadelphia,  Pa.  Mechanical  free- 
floating  brake  drum.     2.013.805;   Sept.   10. 

McKee.    Harry    E.,  assignor   of   one-half  to   W.   I     Guerln 
Brooklyn.  N.  Y.     Coupling  for  relatively  rotatable  wheel 
and    axle.      2.013,068;    Sept.    10.  ,„»,      .     ^    niiK.-* 

McLoutfhlin.  James  E.,  Jr..  assignor  to  The  A.  C.  Gilbert 
Company.  New  Haven,  Conn.  Household  mixer. 
2,013,783;  Sept.  10.  »       ,        -„^ 

MrNamura.  Lena  B..  Norfolk,  Va.  Juice  extractor  and 
feeder.      2.014.236:   Sept.    10.     ^^     _      ^         ^^     ,  ,,     . 

McPherson.  John  S..  assignor  to  The  Buckeye  Steel  Cast- 
ij\a.a    (dmi>any,     Columbus,     Ohio.       Draft     mechanism. 

M("RaV^'Mary  K.^  North  Tonawanda.  N.  Y.     Fertilizing  Im- 
plement.     2.014.003;   Sept.    10.  oaii-aa- 
McSoley,  Joseph  F.,  Pawtucket,  R.  I-     t-la^p.     2,013,. 60. 

M.mU? '  (Jeorg,  Munster-on  the-Taunus.  E.  Eggert.  Frank- 
fort-on  the  Main  Sindllngen.  and  A.  Grimm.  Knapsack, 
near  CuU.gne-on  the-Rhine,  Germany,  assignors  to  1.  G. 
Farl>enlndu8trie  Aktiengesellschaft  P™""g''^;oVJif: 
Main.  Germany,     Preparing  acetyl  chloride.     2,0l»l,J8» , 

Mwler*  Georg.  Munstcr  on-the-Taunus.  W.  Geissler  Frank- 
fort-on-th*Main-Hochst,  and  E.  Eggert  Frankfort-on^ 
the-Maln-Sindlingen.  assignors  to  1.  G.  Farbenlndustrle 
Aktiengesellschaft.  Frankfort-on-the-Maln.  Germany. 
Preparing  acetyl  chloride.  2.013.989:  Sept.  10 
Melcher.  Alfred  A.  (See  Campbell.  »■  ^^  «°d  Melcher.) 
M^-llnd.    Ixjuls.    Chicago.    111.      Time    stamp.      2,013,784, 

MeK.' Ferdinand.  HoUls.  N.  Y..  and  A^J  Feltault,  Bloom- 
fleld  N.  J.,  assignors  to  Per-Co  Mak  Corporation  New 
York  N  Y  Delivering  measured  quantities  of  liquid 
from"  a    receptacle.      2.013,694;   Sept.    10. 

Menasch^'.  Vltall,  assignor  to  NomosmiltoPar^  France. 
Apparatus  for  capturing  insects.     2,013,969.  »«E,V,,  i^;, 

Menslng.  Richard,  fieustadt.  Haardt,  Germany  Filtering 
apparatus  and  operating  the  same.     2  014,144,  Sept.  10. 

M^rck  A  Co       (See  Major.  R.  T..  and  Cllne    assignors, . 

M^rco  Centrifugal  Separator  Co.,  Ltd.  (See  Peltier.  Al- 
bert   and  Albert,  Jr.,  assignors.)  ci„„-i 

Merke  .  Josep'i  F,  assignor  to  General  Railway  Signal 
Company,  kocheiter.  N.  Y.     Direct  current  polar  relay. 

Me"r?in.' Marc^nSs  l.  Denver.  Colo.  Frame  straightening 
ap  aratus  for  automobiles.     2.013,785  ;    Seut.   1(). 

Me?sLn.  Ralph  D..  N.w  York  N.  Y-  Term Wl  for  elec- 
trolytic condensers  and  rectifiers.     2,014,004  ,  Sept.  10. 

Mershon.  Ralph  D.,,  New  York,  N.  Y  .Electrode  or  ter- 
minal for  electrolytic  npparattis.     2.014.005      »epl-    jO- 

Messier  George  L.  ft.  J.  (leceased.  by  ^vonne  L.  Messier 
(born  Bonnamy ) .  administratrix.  Paris  France.  Remote 
control    apparatus.      2,013.665;    Sept     10.  ^  „  .„„ . 

Messier    Georee    L.    R.   J.,   (deceased.   Montrouge,    France . 

^  Yvomie  L  B^essler.  born  Bonnamy.  a'V»}"i''tratr,^  Feed 
device  for  hydraulic  transmissions      2.014  338  .  SepL  10_ 

Messier    George  L.  R.  J.,  deceased,  by  Yvonne  L.   Messier 

"(birn  Bonnamy),  administratrix,  Paris.  France  Hy- 
draulic   apparatus    for    controlUng    brakes.      2,014.3.39, 

MMsfer   Yvonne  L.  (born  Bonnamy ),  administratrix.     (See 

Mewme^'c'^tHeH  A..''as"'signor  to  St.  I^uis  iv.ttlng  Die 
Company,    inc.     St.    I^uls,    Mo.       Shoe    making    last. 

M^ssmtvfciia|l?8A^^St.  Ix)ul8.   Mo.     Decorating  leather. 

Metli!p«min  1^a%ni^B.lck  Company.  The.     (See  Barbour, 

^Ie*'/e?'K?ri.^^M?n-Charlottenburg.  assignor  to  Orens.eln 
^koppel  Aktiengesellschaft.  Berlin.  Germany.  Light 
«l.?nallne  arranjrement.     2.014,048  ;  Sept.  10. 

Meve?  KaH  Berlin-Charlottenburg.  assfgnor  to  Orensteln 
&  koppel  Aktiengesellschaft.  Berlin  Germany.  Light 
slsnaling  circuit.     2,014.049  ;   Sept.   10 

MicLlcan  Wheel  Co.      (See  Warren.  John   R..  assignor.) 

Mffi  Christian.  New  York.  N.  Y..  assignor  to  6|lward8 
a.id  Company.  Inc.  Signaling  apparatus.  2.014.237, 
Sept.  10.  ^     ^ 

Miliar.  Frederick  E.,  asslpor  to  J.  Q.  Sherman.  Dayton. 
Ohio.     Cash  register.     2  014  3.%8  ;  Sept.   10. 

Jllrn..s!C';:iini^r*'K.Vact^uH"ng  ToS^p^i"^"  \see  Okie, 

M:br'KichirS"(^,°Lol,don.    England.      Fastening   means 

-|&-;i«j;y.^i^n«(^h-ffl:?^v^ 

Mo^nTrch^Manufacturlng  Company.     ( See  Papageorge.  Theo- 

Moo're"'  AuddT  Vul^.   OkU.     Fe-mauent    wave  spindle. 

M.ro;i,^vfei;gf t.   iampa.    Fla      assignor   t.   ,-     S.    Phos- 

IjJ^Se  Kp?o''ric^''aTirr  .■^r7vatl;^^?  th\   ea^^e. 

«'-?n^p'nV^n¥^0   ^P      Paris.    F^snce.      Construction    of 
Mopln.    Eugene    u.     ;  ••    '^ "X  n\  a  nar  .  «««»    irt 
buildings  and  the  like.     2.014,087  .  Sept.  10. 


Morlnville.  Ida  N..  Outremont.  Quebec.  Canada.  Clothes 
hanger.     2.014,340;  Sept.  10.  .     „k  »        r 

Morrall.  James  I.,  assignor  to  Quartermatic  Photos.  Inc.. 
Rochester,  N.  Y.     Enlarging  cameras.     2,014.28o  ;  Sept. 

Morrill,  .\lfred  B..  Beverly.  Mass.,  assignor  to  United  Shoe 
Machinery  Corporation,  Paterson.  N.  J.  Marking  ma- 
chine.     2.013,851  ;    Sept.    10. 

Morrison,  David  C.  assignor,  by  mesne  a^-signmeuts.  to 
Elgae  Corporation,  New  York,  N.  Y.  Apparatus  for  mak- 
ing drawings.     2,014.006  ;   Sept,   10. 

Morrison.  Irene  M.     (See  Tuthlll,  Harry  J.,  assignor.) 

Morrison,  Luther  E..  New  York.  N.  Y..  assignor  to  Wing- 
foot  Corporation.  Wilmington,  Del.  Bead  for  pneumatic 
ires  and  method  and  apparatus  for  producing  same. 
2.014,359;  Sept.  10.  ,  ^       . 

Morfee.  Norman  W..  assignor,  by  mesne  assignments  to 
Stewart. Warner  Corporation.   Chicago.   III.     Lubricator. 

2,014,113:   Sept.   10.  ,  _  ..-_♦.  n.. 

Moselev,  James  T..  Detroit.  Mich.,  assignor  to  tarter  Car- 
buretor    Corporation.      St.      Loais.     Mo.       Carburetor. 

2.013.787  ;    Sept.    10. 
Mousset,  Andi^  (J.     (See  Fiquet.  A.  L     and  Mou8ct.> 
Miiller,    Emil    M.,    assignor    to    Textile    Machine    Works, 

Wvomissing     Pa.      Fabric    draw-off    means   for    straight 

knitting  machines.      2.014.114;   Sept.    10 
Miiller.  Oskar,     (See  Kleinschmlt.  O.  and  MUUer.) 
Municipal    Sanitary    Service    Corporation,       (See    Raisch, 

William,  assignor.) 
Murpliy.  Claude  M.,  lone.  Wash.     Winding  reel  for  cables. 

2,013.733;  Sept.  10.  ^  „     ,    .,     . 

Murphy.     Thomas    A.,    Mlddletown.    Conn.      Roof    drain. 

Mi7ter6bflugh.  (3ordon  H.     (See  OBrlen.  W.  J.,  and  Muters- 

Mufh^'rhomas  H..  Paterson.  N.  J.    Golf  practice  apparatus. 

2,014.145:  Sept.   10.  ^      .         .  ,.-,         e  .-#-« 

Myers.  Harry  L..  asslenor  to  The  American  Hoor  Surfac- 
ing Machine  Company.  Toledo.  Ohio.  Road  surfacing 
machine.     2.014,186 ;  Sept.  10.  „     ,.. 

Naccarato.  Tony.  South  w'hlttler.  Calif.  Bushing  extrac- 
tor.     2.013.923:   Sent.  10. 

Napier  Eugene  V..  Wichita  Falls.  Tex.  Safety  switch. 
2.014,0.^0  ;  Sept.  10.  .on 

Narrownap  Folding  Machine  Company.  (See  Bourdes,  A. 
A.,  and  Ylakoumelos.  assignors.)  »,w^.» 

National  Bearing  Metals  Corporation.     (See  Vlgne.  .Ubert. 

National  Tile  Company.  The.  (See  Butler.  N.  C.  and  Du 
Vail,   assignors.!  *„k-i^ 

Nebel  Max.  Chemnlta.  Germany.  Knitted  fabric. 
2.014.026:  Sept.  10.  ^       ,    ,  o.m.iq?. 

Neff.  George  F..  Detroit.  Mich.     Stack  damper.     2.014.187, 

Nelson.  Haiold.  Falrhope.  Ala.  Circuit  closing  device. 
2  014. r86  :   Sept.   10.  ,    ^ 

Nelson  William.  IT.  S.  Navy.  Sealed  seam  for  metal  strnc- 
tures.      2.013.666;   Sept.   10. 

Neuhausen.  Sebastian  P..  Lombard.  111.  Insect  swatter. 
2,014,027 ;  Sept.  10.  ,  .,        ,  ,       ..u 

Neumann.  Morton  G..  Chicago.  HI.  Incense  and  making  the 
same.     2.014.072  ;  Sept.  10.  ^  .,,  ,  ^ 

Newgard.  Inuwald  M.,  Los  Angeles.  Calif.,  assignor  to 
Jlffv  Duplicator  Corporation.  Wilmington.  Del.  Dupli- 
cating machine.     2,013.8.32  :  Sept    10  ^     ,  „     .. 

New  Jersey  Zinc  Company,  Tbe.  (See  Buuce.  Earl  H..  as- 
fiizuor  ) 

Newman'.  Arthur  J.  (See  Whitby.  E..  Pedler,  Selston. 
Newman,  and  Lester.)  ,      „        „     ..         n     *.  _ 

Newman.     Jacob.     New     York.     N.     Y.       Soot     collector. 

New^  York    Alr^'^Brake    Company.    The.       (See    Campbell. 

OhArlPfl  \     Assicnor. ) 
Nicolas,  Jean,  assignor  to  Compagnle  Llllolse  De  Moteurs. 

Levallola-Perret,      France.        Pump-lnjector     apparatus. 

2  014.nR,S  :  Sept    10.  ^  ,     ., 

NlcolBon.    Alexander    McI..    assignor    to    Communications 

Patents    Inc.,  New  York.   N.  Y.     Acoustic  disseminator. 

2.013.605  ;  Sept.   10. 
Nls*^!.   Hlrohisa,   Klmlidera  Mura.   Kalw-Gun.    Wakayama- 

Ken    Japan.     Arranirement  for  starting  flight  requiring 

no  jrlidine.     2.014.051  ;  Sent.  10.        _  „   .  ^      , 

NoUe     Benjamin    F..    Jr.,    Ashland.    Ky.      Safety    impact 

switch.     2.01.'r.924;   Sept.   10^  .      ^,  , 

Nomosoulto.      (See  MenaschC.  Mtall,  assignor.) 
North  American  Aviation.  Inc.      (See  Fox,  Harold  »..  as- 

No"rt'l?*!\merlcan  Aviation.  Inc.     (See  Schnetser.  Siegfried. 

North  *  Judd  Manufacturing  Company.     (See  Freyslnger. 

NoKan?;"  Ra- monVj..   Cincinnati.  OMo      Electrical  ,^u- 

nlin;:.  swivel  ring  and  sleeve  construction.     2.014. .-as. 

Sept"  10. 
O.  K.  Tool  Company.  The.     (See  Severson    Ole,  a?»)^or) 
Obermaver,  Andrew  H.,  St.  Louis.  Mo.     S>ilrt  and  trouser 

conn^tlne  device.      2.014.0.52:    Sent.    10.  «„.,- 

OBrien    William   J..   Sbnker   Heights,   and   G.   H    Muters- 

baugb.  Rockv  River,  assignors  to  The  0»i«iden  Company. 

Cleveland.    Ohio.       Making    metallic    soaps.      2.013,661 . 

O'Snnor.^ Jerome.      (See  Jackson.  James  G..  ^•JfiJ^no'',^^ 
OdendaM      Ludwlg     F.     Sprlngdale.     Pa.        Lunch     box. 
2,013.852:  Sept.  10. 
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Oelkers.     Alfred      H..     Chicago,     111.        Impact     forging. 

2.014.206  ;   Sept.   10. 
Okie.   Francis  G.,  assigpor  to  Minneflota  Mining  k  Manu- 
facturing Company,  St.  Paul,  Minn.     Sheet  abrasive  and 

makini;  the  same.      2,013.925;  Sept.  10. 
Olds,    Ambrose    D.,    assignor    to  The    Coleman    I.<amp   and 

Stove   Company,    Wichita,    Kans.      Thumb    rest    for   flat- 
irons.      2,013.696  ;   Sept.    10. 
Olaen,  A.  C,  Inc.     (See  Olsen,  Anders  C,  aiaignor.) 
01nen,   Anders  C.   Gard.n   City,   asalgnor  to  A.  C.   01»en, 

Inc.,  New  Y<>rk.  N.  Y.     Building  construction.    2.013.762  ; 

Sept.  10. 
Olsen,    Anders  C.  Garden   City,  a8sl»fnor  to  A.   C.   Olsen, 

Inc..      New      York,      ^i.      Y.        Building      construction. 

2,013,763  ;  Sept.  10. 
Olsen.  John  C,  asslKnor  to  Flexible  Steel  Lacing  Company, 

Chioatfo.   111.      Cutting  device.      2.013.894  :   Sept.   10. 
Onstad,  Henry  0..  assignor  to  James  Stewart  Corporation, 

Chicago.   III.      Building  construction.     2.013.697  ;    Sept. 

10. 
Orenstein  &  Knppel  .\ktiengesellschaft.     (See  Meyer,  Karl, 

assignor,  i 
Osborn     .Manufacturing    Company,    The.       fSee    Dunmire, 

Fred  .A.,   as.slgnor. ) 
Osborn  Manufacturing  Company,  The.     (See  Frost,  Clinton 

E.,  assignor.) 
Osuos.    .Mendel,    assignor    to   Telefunken    Geseltechaft    fUr 

Drahtl(i8«  T«legraphie  m.  b.  H.,  Berlin.  Germany.     Fre- 

quencv    multiplier.      2.013.806;    St'pt.   10. 
Hacz.  Aladar.  Cleveland.  Ohio.     Mudiflcatlon  of  aluminum, 

aluminum     alloys,     and     alloys     containing     aluminum, 

2,018,926;  Sept".   10. 
I'age.   Krnest  A..    Perkiomenville,  Pa.     Dental  implement. 

2,014,289;  Sept.  10. 
Pailler,     Eugene    C,     assignor    to    Silk-Eze    Corporation, 

Boaton.  Mass.     Fabric  cleaning  and  dyeing  composition. 

2,014,007  ;  Sept.   10. 
Paine,  Clifford,  llandfortb,  England,  assignor  to  Imperial 

Chemical  Industries  Limited.     Azo-dye  and  its  prepara- 
tion,    2.014,207  ;  Sept.  10. 
Pallas,     James     B.,     San     Francisco,     Calif.       Stovepipe. 


Roller  core  drill- 


Roller  drilling 


2,014,073  ;  Sent.   10. 
Palmer,   Oscar  (?., 


2,014,028; 
Detroit.  Mich. 


Mak 


Phoenix,  Ariz.     Oil   cooler. 
Sept.  10. 

I'auneioucke.  Gregtdre  J.,  and  J.  P 
iug  wheelfi.     2,0l;i.895  ;  Sept.  10. 

Papageorge.  Thet>dore,  assignor  to  Monarch  Manufactur- 
ing Company.  Milwaukee.  Wis.  Garment.  2.013.833; 
Sept.    10. 

PaparellM,  Frank.  Brighton,  Ma.ss.  Isklge  molding  appara- 
tus      2,013.834  ;  Sept.   10. 

i'aparella.  Frank,  Needhajn,  Mass.  Molding  ed^e  portions 
uf  material.     2,013,835;  Sept.  10. 

larson.-i.  John  S.  Swl.sHVaJe,  assignor  to  Westlnghouse 
Electric  &  .Manufacturing  Company,  East  Pittsburgh,  Pa. 
Induction   relay.     2,013,836;   Sept.    10. 

I'arvin.  Kobert  C.  Bradenton,  l-la.  Fangproof  legging. 
2,014,208:    Sept.    10. 

I'aschke.  Herbert,  and  C.  C.  Vogt,  assignors  to  Armstrong 
Cork  Company,  Lancaster,  Pa.  Cork  composi.ion  and 
makin<'  same.     2.<ii:i,698  ;  Sept.   10. 

Patch.  iTarry  M*..  Seattle.  Wash.,  assignor,  by  mesne  as- 
-iigiimeots,"  to  Wlngfoot  Corporation.  Wilmington,  Del. 
Resilient  wheel.     2,014,360;   Sept.  10. 

Pairi.k.  Joseph  C.,  Kansas  City,  Mo.  Sealing  device  for 
storage  tanks.     2,014.264;  Sept.  10. 

IVale  I>nvis  ^  ompany.     (See  Fletcher,  James  H.,  assignor,) 

I'eck.  Ferdinand  W.     (See  Sachs,  J.   II..  and  Peck.) 

Pe<ller  Ivor  A.  D.  (See  Whitby,  E.,  Pe«ller,  Selston,  New- 
man, and  Lester.) 

pvfrles.^  White  Lime  Company.  (See  Smith,  Ralph  W.,  as- 
sigiiur. ) 

I'eltier.  Albert,  and  A.  Peltzer,  Jr.,  Palo  Alto,  assignors  to 
Merco  Centrifugal  Separator  Co.  Ltd.,  San  Francisco. 
Calif.  .Material  treatment  method,  apparatus,  and  sys- 
tem.     2,01:^,668;  Sept.   10. 

Peltzer,  .Vlbert.  Jr.      (See  Peltzer,  Albert,  and  Albert,  Jr.) 

i'ennington,  Mary  E.,  assignor  to  The  Borden  Company, 
New  York,  N.  Y.     Freezing  eggs.     2.013.896;  Sept.  10. 

Per-Co-Mak  Corporation.      (See  Melzer,   F..   and  Feltault. 

assignors. ) 
Perkins,  Alfre<l  J.      (See  Embury,  F.  B„  and  Perkins.) 

Perry,  Lewis  A.,  assignor  to  Pioneer  Sand  &  Gravel  Com- 
pany,  Seattle,   Wash.     Consisteocy  and  time  Indicating 
and      recording      equipment      for      concrete      mixers, 
2.013,837;  Sept.  10. 

Peters,  John  F.,  Leonia,  N.  J.,  assignor  to  American  Can 
Company,  New  York,  N,  Y.  Container.  2,013,669 ; 
Sept.    10. 

Pfelffer,  Franklin,  and  K.  A.  Traenkle,  assignors  to  the  firm 
Carl  Zeiss.  Jena.  Germany.  Apparatus  for  taking  series 
of  photographs.      2.014.188:   Sept.   10. 

PharlR  Tire  and  Rubber  Company.  <  See  Hoolette,  Henry 
I  .  a^isignor. ) 

I'harma  (Jnemlcal  Corporation.  (See  Markush.  Eugene  A., 
assignor, ) 

Phelps,    Donald   J.      (See   Schnlz.   A.   W,   and    Phelps.) 

PheUm  Dodge  Corporation.  (See  Kuzell.  Charles  R.,  as- 
signor. ) 

Phillips  Petroleum  Company.  (See  Defenbangh.  Loyd  F.. 
assignor. ) 


Pickln,  Rowland  0.,  Los  Angeles,  Calif. 
Ing  bit.     2,013,838;  S^pt.  10. 

Pickln,   Rowland   O.,  Los  Angeles,  Calif 
bit.     2.013,839  ;  Sept,  10. 

Plckron,  Hugo  H.,  Hock  Island,  111.  Motor  testing  appa- 
ratus.    2.014,115;  Sept.  10. 

Plelicke,  Karl  W.,  Detroit,  Mich.  Internal  combustion 
engine.     2,013,840  :  Sept.  10, 

Pllklngton  Brothers  Limited.  (See  Waldron,  Frederic  B., 
assignor.) 

Pioneer  Sand  &  Gravel  Company.  (See  Perry,  Lewis  A., 
assignor.) 

Pitman,  Richard  W.,  Westfleld,  assignor  to  Automatic 
Ponograph  Corporation,  Newark.  N.  J.  Multiple  record 
phonograph.      2,013,927  :   Sept,   10. 

Pohlman,  E4iward  J.,  assignor  to  Rand,  McNallv,  &  Com- 
pany, Chicago,  111.  Globe  and  uup|)ort.  2,014,290; 
Sept.    10. 

Pomeranz,  Jacob  J.     (See  Tanasao,  v..  and  Pomerans,) 

Poor,  Nathan  H.  Company.  (See  Judge,  Sidney  Q.,  as- 
signor. ) 

Ponpe,  George  W.,  assignor  to  Equitable  Paper  Bag  Co., 
Inc.,  Brooklyn.  N.  Y.  Garment  hag  and  making  same, 
2,013,788  ;  Sept.  10. 

Porter-Cable  Machine  Comjiany.  (See  Emmons,  Arthur 
N.,  assignor.) 

Post,  Claude  L.,  Chicago,  111.  Calendar.  2.013,897: 
Sept.    10. 

Powers,  George  W.,  Cleveland,  Ohio.  Breakwater  con- 
struction.    2,014.116;  Sept.  10. 

Prentice,  0.  E.  Manufacturing  Company.  (See  Legat, 
Robert  C,  assignor.) 

Prentiss,  .Xugnstln  M.,  San  Antonio,  Tex.  Carburetoi. 
2,013,734  ;  Sept,   10. 

Price,  Thomas  H.,  Chelmsford,  England,  a^^signo"  to  Radio 
Corporation  of  America.  Modulation.  2.013,807  ; 
Sf>pt.    10. 

Printell  Communication  Systems.  (See  Roe,  William  C, 
assignor.) 

Protzeller,  Harry  W.,  assignor  to  Fairmont  Railway  Mo- 
tors, Inc.,  Fairmont,  MInu.  Method  of  and  apparatus 
for   cleaning    ballast.      2.013.735 ;    Sept.    10. 

Pnigjaner,  Alberto,  Barcelona,  Sp.ifn,  Wave  motor. 
2,013,861  ;  Sept.  10. 

Pullen,  Rodney  S.,  Akron,  Ohio,  assignor  to  Pullenlite 
Company,  Phlladelnhla,  Pa.  Match  (lacket.  2,013,991  ; 
S«'pt.    10. 

Pullenlite  Company.      (See   Pullen.   Rodney  8.,   assignor.) 

I'ullman  Company,  The.  (See  Crawford.  David  A,,  as- 
signor,) 

Punke,  John  J.,  assignor  to  Hupp  Motor  Car  Corporation, 
Detroit,  Mich,  Front  end  construction  for  Tehlcles. 
2.014.020  ;  Sept.  10. 

Punke,  John  J.,  assignor  to  Hupp  Motor  Car  Corporation, 
Detroit.  Mich.  Vehicle  body  construction.  2.014,030; 
Sept.    10. 

Putnam,  John  P.,  assignor  to  The  Reece  Button  Hole  Ma- 
chine Company,  Boston,  Mass.  Making  colls. 
2,013,764;  Sept.  10. 

Quartermatic  Photos,  Inc.  (See  Morrall,  James  I,,  as- 
signor.) 

Radio  Corpjratlon  of  America.  (See  Cooklln,  James  W., 
assignor.) 

Radio  Corporation  of  America.  (See  Price,  Thomas  H,, 
asidgnor.) 

Radio  Corporation  of  America.  (See  Tubbs,  Ernest  A., 
assignor.) 

Raffles.  I-'rank,  Chicago,  III.  Heating  element.  2.014,196; 
Sept.     10. 

Rai.sch,  William  Forest  Hills.  N,  Y.,  assignor  to  Munici- 
pal .Sanitary  Ser>-lce  Corporation.  New  \ork,  N.  Y.  Au- 
tomatic screening  and  nltering  apparatus.  2,013.971  ; 
Sept.    10. 

Rakula,    Theodore.      (See   Herlak,   F,,   and   Rakula.> 

Randall.  Harry  W.,  St,  Johnbury,  Vt.  Apparatus  for 
clearing    cesspools   of   Ice.      2,014,031  ;    Sept.    10. 

Rand.  McNally  3t  Company.  (See  Pohlman,  Edward  J., 
assignor.)  t. 

Raven,  Frank  A..  Albany,  and  C,  D,  Foulke,  assignors  to 
Industrial  Furnace  Corporation,  Buffalo,  N.  Y.  White 
cast  iron  alloy  and  making  the  same.  2,014,238 ; 
Sept.    10. 

Ray,  Eugene  J.,  Beverly,  Mass.,  assignor  to  United  Shoe 
Machinery  Corporation,  Paterson,  N.  J,  Valve  for  re- 
ceptacle closures.     2.013,853;  Sept.  10. 

Reconstruction  Finance  Corporation.  (See  Strobridge, 
William,  assignor.) 

Reece  Button  Hole  Machine  Company,  Th»*.  (See  Putnam, 
John  P.,  assignor.) 

Reed,  George  H       (See  Tarbox,  J,  P..  Hanson  and  Reed.) 

Reed-Hill,  William.  Beechurst.  N.  Y.  Handling  volatile 
liquids.     2.013.685  ;  Sept.  10. 

Reea,  Joseph  W'.,  Fairmont,  W.  Va.  Mineral  separator. 
2,014,291  ;  Sept.  10. 

Regal   Shoe    Company.      (See   Bliss,    Elmer   J,,    assignor.) 

Refchart,  Josef.  (See  ScharflT,  M.,  Brode.  Johannsen,  and 
Relchart.) 

Relter,  Lues,  Providence,  R.  I.  Button.  2,014,292 ; 
Sept.    10. 

Rheinlsche  Metallwaaren-  und  Maschlnenfabrlk.  (See  Un- 
der. Friedrlch.  assignor.) 

Richards.  Eugene,  Administrator.     (See  Shields.  Harry  A.) 
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Rloiiardson,  Kent  M.,  Winona,  Minn.,  and  D,  J.  Harding, 
Kansas  City,  Kans.,  assignors,  by  mesne  assignments, 
to  Industrial  Patents  Corporation.  Chicago,  111.  Chill- 
hardening  adhesive.     2.015.928  ;  Sept,  10. 

Richardson,  Led  L.,  as.slgnor  to  The  Cleveland  Rock  Drill 
Company,  Cleveland,  Ohio.  Spring  for  ratchet  mecha- 
nisms.    2,013,765  ;  Sept.  10.  ,^k„„i^., 

Richardson.  Ralph  S.,  Teaneck,  N.  J.,  assignor  to  Chemical 
Corporation.  New  Vork.  N.  Y.  Producing  hydrogen  and 
carbon  black.     2,013.699 ;  Sept.  10,         ^      „      „    „„,„„ 

Richter,   George   A.,   assignor   to   Brown   Company    Berlin 
N,      H.      Manufacture     of     fiber     articles.     2,013,841  , 
Sent     10 

Rldenour,    Darce    G.,    Cleveland,    Ohio.      Artificial    lure. 

RliVy^S??ke'r^cErp^?atlon.  (See  Daniels.  Fred  H„  as- 
Riflfr  wllter  A..  New  York,  N.  Y,  Flexible  bath  brush. 
Robbint'^&^ilATs!' In^c.      (See  Sharpe,  V.  W..  and  Castor, 

RoVe'l-fs^^j'oseph  K..  Hammond,  and  G.  W.  Watts,  as- 
signors to  Tan  da  rd  Oil  Company.  Whiting.  Ind.  Sta- 
bilization of  gasoline.     2.013,|92  ;  Sept.  10 

Robinson,  John  E.,  Glen  Ellyn.  III.,  assfgnor  to  American 
Can  Company,  New  York.  N.  Y.  Composition  for  lin- 
ing can  ends.    2,013,670  ;  Sept.  10.  Ki„a««  \ 

Robinson,  Robert  H.     (See  Holmes.  H.  H.,  and  RobinsonO 

Robinson    Thomas, ,  assignor   to  Lancaster   Asphalt     Inc 
New    York,    N,    Y.      Pulverizing    gemlsolid    materials, 
2,013,808 ;  Sept.  10.   _,  .     ^  „  _  ^^^.     ^    „      „.,_ 

Robison,  Leon,  and  A.  Weiszl^rg  New  York,  N,  Y.  Hair 
waving  euard      2,013,789;  Sept.  10. 

Roco,' Afbe?t"L.;  assignor  to  ^Syne  &  Bowler  Compaoy. 
Houston,      Tex.       Broaching     apparatus.        .^,013,899 , 

ReJ*"  WilUam  C,  Elyria,  Ohio,  assignor,  by  mesne  assign- 
ments to  Printel  Communication  Systems,  Inc.  New 
York  'n  Y  Electrical  svstem  and  apparatus  for  trans- 
mitting" intelligence.      2.013.071;    Sept.    10. 

Rogers.  Horace  B..  Norfolk.  Va.  Vegetable  washing  de- 
vice     2,014,058 ;  Sept.  10.  „  _ 

Rogers.   Russell   H..  et   al.      (See  Gutekunst.   Gumey   O., 

Roger^°vfctor  E..  Madison.  Wis.  Truck  for  handling  bar- 
rels '   2  014,057  ;  Sept.  10. 

R6ka  Koloman.  and  K.  Wlesler  Konstans.  Germany. 
Pr^uctlon  of  acetone.     2.014.m  ;  Sept    10. 

Rood.  Benjamin  S..  and  G.  B.  Honeywell,  Laketon.  Pa. 
Electric  lamp.     2,014,054  ;  Sept.  10.  o».„,.,   n 

Roper.   G<K).    D    Corporation.      (See   Hobson,    Stanley   H., 

Ro'LlnK'^Heyman,    New    York,    N.    Y.      Treating   metal 
Rorn^rg-?JiS,K  ^Srk.  N.  ^^  Apparatus  for  and 

nX.^'  y^.Tr^'  (^ertt^F/reTtV^.«\s»£ 
Rothmin,  Nat.      (See  Rubin,   H.,  Casner,  and  Rothman. 
Uotorite  Corporation.     (See  Dennedy,  James  H.,  assignor.) 
Roval    Thomw  M..  Philadelphia.  Pa.     Method  of  making 

bags.    2,013.672  ;  Sept.  10. 
Rubber   Specialties   Companv,   Incorporated.      (See  Tomp- 

Ru'b'e^n*:  iaru^el.%eT'»eUe.  N.  Y.  Rectifier  device. 
"014  239  ■  Sept    10 

Ruliln,    Har^y,    San    Bruno.   A.   Casper,   and   N    Kothman 
San   Francisco     Calif.,   said   Casper  and   said    Rothman 
?sslgno?s  Jo  s^ld  Rubin.    (Jarinent     2  013.929  :  Sept.  10. 

Ruelland.     Albertlne,    New    York,    N.    Y.     Electric    iron. 

Ru^8kin^'F>lincSB''R.     (See  Ruskin.  Simon  L     "'^J.^noVork 
Ruskin    Simon   L.,   assignor  to  F.   R.   Ruskin,  ^P''  York. 

N   Y     Barbituric  acid-hydantoln  compound.    ,^,013,717  , 

Sept.'    10. 
Rutledge,  Robert   E.,  assignor  to  Sutherland  Paper  Com- 

pan}^  Kalamazoo,   Mich.     Paper  dish   and   method  and 

appai-atus  of  forming.     2,014,297  ;  Sept.  10 
Sablnl,       Frederick,       Arlington,      N.      J.      Egg      boiler. 

Sa?hs!  Vohn"  H.!  Wilmington,  Del  a°  V"  .^H/v-^nV,^"! 
Grove,  N.  J.,  assignors  to  E.  I.  du  Pont  de  Nemours  & 
Company.  Wilmington,  Del.  Bromlnatlon  of  pyran- 
throne.     2,013.700;  Sept,  10.  ,   „    .^    r,     u    t> 

Sachs,  John  H.,  WMImlngton.  Del.  and  F.  W.  Peck.  Penns 
(;rove.  Pa.,  assignors  to  E.  I.  du  Pont  de  Nemours  ft 
Company  Wilmington.  Del.  Bromlnatlon  of  aromatic 
compounds.     2.013,791  ;  Sept.  10,  ^,.        ^      , 

Sadtler.  Samuel  S..  Springfield  Township,  Montgomery 
County  and  W.  H  Field,  Wynocte,  Pa,  Bituminous 
paving  material.      2,013.972  ;  Sept.  10. 

St.  Louis  Cutting  Die  Company,  (See  Messmer.  Charles 
A.,  assignor.) 

Sallsburv.  Eric  H.,  Norton-on  Tees.  Kngland^  assignor  to 
Imperial  Chemical  Indnstrles.  Limited.  Production  of 
nitrogen.     2.013.809 ;  Sept.  10  ,        »»_   r^      .. 

Samson  T'nlted   Corporation.      (See    Samuels.    Abe   O.,   as- 

Samuels  Abe  O.,  assignor  to  Samson-United  Corporation, 
Rochester  N.  Y.  Nontwistltig  extension  cord  for  elec- 
trical devices.      2.014.146:  Sept.  10. 

Rands  Manufacturing  Company,  The.  (See  Hamilton, 
Paul  II..  assignor.) 

Sandvoss,  Hermann.  Osthafen.  Frankfort-on-the  Main, 
Germany.     Pressure  regulator.     2,013.766;  Sept.   10. 


Sauls,  James  L.,  Angola.  Ind.,  assignor  to  The  Texas  Com- 
pany, New  York,  N.  Y.     Pneumatic  vibration  detector. 

2,013,993 ;  Sept.  10.  „     ,      .,       .  „*„     *«, 

Savage,  Lawrence  F.,  London,  England.  Apparatus  lor 
the  optical  representation  of  objects  with  steroscopic 
effect.     2,013.842  ;  Sept.  10. 

Savale,  Rosilda  C,  West  Orange,  N.  J.  Dress  shoe  cover. 
2,013,700;  Sept.  10. 

Schttfer,  Erich,  assignor  to  Telefunken  Gesellschaft  fur 
Drahtlose  Telegraphie,  Berlin.  Germany.  Seamless  dia- 
phragm.    2,013.792;  Sept.  10. 

Scharff,  Max,  Heidelberg,  J.  Brode,  deceased,  by  Kathe 
Brode,  administratrix.  A.  Johannsen,  and  J.  Relchart, 
Ludwlgshafen-on-the  Rhine.  Germany,  assignors  to  I.  O. 
Farbenindustrie  Aktiengeselischaft,  Frankfort-on-the- 
Main,  Germany.  Apparatus  for  the  production  of 
phthallc  anhydride  and  benzoic  add.  2,013,973  ;  Sept. 
10. 

SchlflBer.  Hermann  J.,  assignor  to  the  firm  Vereinlgte 
Stahlewerke  Aktiengeselischaft,  Dusseldorf,  Gernaany. 
Apparatus  for  cracking  hydrocarbons,     2,014,189 ;  Sept. 

Schlesser,  Frederick  H..  Chicago,  111.,  assignor  to  AJax 
Spring  Stabilizer  Company,  Brookline,  Mass.  Metal 
spring  cover.     2,014,265;   Sept.  10. 

Schneible.  Claude  B.,  Evanston,  111.  Dust  arrester. 
2.014.298 :  Sept.  10,  ,  .  ^ 

Schnetzer.  Siegfried,  Sparrows  Point,  Md.,  assignor,  by 
mesne  assignments,  to  North  American  Aviation,  Inc. 
Welding  reenforcement  method.     2.014,090;  Sept.  10. 

Schultze,  Paul,  assignor,  bv  mesne  assignments,  to  Doran 
Brothers  Incorporated.  Danbury,  Conn.  Hat  brim  iron- 
ing machine.      2,014,209;  Sept.  10. 

Schultze  Paul,  assignor  to  Doran  Brothers.  Incorporated, 
Danbury,  Conn.    Hat  brim  flanging  machine.    2,014,210; 

Sept.  10.  „ 

Schulz,  Arthur  E..  Chicago,  and  D.  J.  Phelps,  Berwyn.  as- 
signors to  Frank  E.  Maudel,  Chicago,  111.  Compressor. 
2.013,802  ;  Sept.  10.  ^  .  o  w   ,     . 

Schulz,  Arthur  P.      (See  Teller,  J.,  and  Schulz.) 
Schulze,    Rudolf,    Bitterfeld,    assignor    to    I,    G.    Farben- 
industrie     Aktiengeselischaft.       Frankfort-on-the-Maln, 
Germany.     Treating      rare-earth       metal       compounds. 
2.013,767  ;  Sept.  10. 
Schurig,  Otto  R.,  Schenectady,  N.  Y.,  assignor  to  General 
Electric  Company.     Electric  drier.     2.041,211  ;  Sept.  10. 
Schtltte    Hermann,   Swissvale,  Pa.     Vehicle  body  support. 
2,013,994  ;  Sept.  10.  _  „«,„o^o     o     * 

Schwedhelm,  Carl,  Detroit,  Mich.     Toy.     2.013,843  ;  Sept. 

Seguv,  Jean  D..  assignor  to  Universal  Oil  Products  Com- 
pany, Chicago,  111.    Coking  hydrocarbon  oils.    2.014,212  ; 

Seidler.  Otto.  Helde,  Germany.     Building  or  paving  brick. 

2,013,768 ;  Sept.  10.  „  .,        „  ,  x 

Selston,  Ernest  J.      (See  Whitby,  E..  Pedler,  Selston,  New- 
man, and  Lester.) 
Settles,  Clara  B..  administratrix.      (See  Settles,  Joshua  I^) 
Settles,   Joshua   L.,   deceased,    late   of   Seattle,    Wash.,   by 

Clara      B.      Settles,      administratrix,      Seattle,      Wash. 

Kitchen  shredder,     2,013,900;  Sept.  10. 
Severson,  Ole.  Shelton,  Conn.,  assignor  to  The  O.  K.  Tool 

Company,  Inc..  New  York,  N.  Y.     Cam  lock  for  tool  bits. 

2,013,701  ;  Sept.  10.  ^  ^  .  w 

Shafarman.  Isaac  J.,  Fort  Worth.  Tex.     Garment  hanger. 

2.014.299  :  Sept.  10.  ,  .  ^^      ^  . 

Shand.  John  A.      (See  Halvorson,  T.  J.,  and  Shand.) 
Shankland.  Karl  M.,   Seattle.  Wash.     Lump  sugar  server. 

2,013,901  ;  Sept.  10, 
Sharpe    Vernon  W.,  and  J.  A.  Castor,  assignors  to  Robblns 

ft    Myers,    Inc.,    Springfield,    Ohio.     Fan    and    the    like. 

Sharpies  Solvents  Corporation,  The.  (See  Wilson,  Mel- 
ville M.,  assignor.)  ,„         C.        .  »,    V 

Shell  Development  Company.  (See  Straatman.  Alphons 
G.  H..  assignor.)  ^     ,  ,  ,.  , 

Shepard  Ernest  1...  Fairfield,  assignor,  by  mesne  assign- 
ments to  The  Canal  National  Bank  of  Portland.  Port- 
land '  Maine.  Pack  for  fragile  articles.  2,014.091 ; 
Sept!  10. 

Sheppard  Samuel  E..  and  L.  W.  Eberlln.  assignors  to  East- 
man Kodak  Company.  Rochester.  N.  Y.  Comminution  of 
celluloslc  materials.     2.014.074  :   Sept.  10. 

Sherbondv,  William  E..  Shaker  Heights.  Ohio.  Vanity 
case.     "2,014,266 ;  Sept.  10.  ^     ^ 

Sherman  John  Q.,  Dayton.  Ohio.  Continuous  feed  en- 
velope'asseifbly.     2,013.844  ;  Sept.  10. 

Sherman    John  Q.      (See  Miller.   Frederick  E.,   assignor.) 

Sherman  John  Q..  Dayton,  Ohio.  Protected  record  file. 
2,014,267  ;   Sept.  10.  .-     ^       m  ,     u  v.     *». 

Sherron.  Perclval  H  .  Jamaica,  N.  Y.  Telephone  booth. 
2,013.718  ;  Sept.  10. 

Shields  Harrv  A.,  deceased.  Grand  Rapids.  Mich..  F..  Rich- 
ards, administrator,  assignor  to  Grand  Raolds  Textile 
Machinery  Company,  Grand  Ranlds.  Mich.  Latch 
needle  pattern  attachment.     2.014.213;  Sept.  10. 

Shlmek  Edwin  J..  Houston,  Tex.  Load  Indicator. 
2.013,810:  Sept.  10.  „  .,  .,..      . 

Shivelv,  John  J..  Brookville.  Pa.  Air  conditioning  or 
frosted  display  device.     2.014.147  :  Sept.  10. 

Shomaker   Weslev  P.      (See  Jones.  M.  O..  and  Shomaker.) 

Slas.  Frederick  R.,  Coral  Gables.  Fla.  Airplane  engine 
synchronizing  device.     2.013,673  ;  Sept.  10. 
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Sldwell,  Chester  C,  asslKnor  of  oue-half  to  L.  L.  Sidwell. 

IMco.    Calif.      Mounting    tor    windows,    doors,    and    the 

like.      2.013,719;  Sept.   10. 
Sidwell,  Lester  L.      (See  Sldwell.  Chester  C,  asglijnor.) 
Siemens     &     Malske.     Aktlent^esellschaft.      (See     Uusslau. 

Fritz,  assignor,  i 
Siemens     it     Halslve,     Aktienxe»ell8chaft.      (See     Knutter. 

Wolfnanjf.  assignor.) 
Siev.rt,    Guilio    E.,    South    Gate,    Calif.      Preparation    of 

lead  borate.      2,014.148:  Sept.  10. 
Silent   <;iow  OH  Burner  Corporation.  The.      (Se«  Blnkley, 

Martin  .1  .  a8.siKnor.) 
Silk  Eze  Corporation.      (See  Palller,  Eugene  C,  assignor.) 
Simon.      Karl.      Newark,      N.      J.       Itraftlng      Implement. 

2.014.190;  Sept.  10. 
Simoneau.    Ctarles    B..    Lvun.    asiguor    to    R.    S.    Taylor, 

Melrose,   and   V.    V.    McCarthy,    Lvnn,    Mass.      Heat   dis- 

trit.iition    for   buildings.     2,014.117  :   Sept.    10. 
Sinclair   Uetining   Company.      (See   Uqm,   Edward   W..   as- 
signor. » 
Skau'gs.  Walter  C.      (See  Tempel.  A.  W.,  and  Skaggs.) 
Sloan,   tilward   C,  assignor  to  J.   B    Huwley.   Geneva,   111. 

Fitirous     bodied     articles     and     producing     the     same. 

2.013.865  ;  Sept.  10. 
Sloan.  Edward  C.,  assignor  to  J.  B.  Hawley,  Geneva,  111. 

Preserving     and     protecting     records     and     the      like. 

2,013.867  :  Sept.  10. 
Slocum.  Joseph   H  ,  Venice,  Calif.     Well  cementing  appa- 
ratus.    2.013.674  ;  Sept.  10. 
Slo<  urn.   Joseph    H..    Long  Beach,   Calif.     Dumping   appa- 
ratus.     2,013.863  ;    Sept.   10. 
Smellie.    Donald    G.,    assignor    to    The    Hoover    Company. 

North      Canton,      Ohio.      Suction      cleaner.     2.014,118; 

Sept.  10. 
Smidth.  LiHinard.  New  York,  assignor  to  Aldur  Corporation, 

Brooklyn.   N    Y.     Molding  urea  formaldehyde  condensa- 
tion products.     2.013,702  ;  Sept.  10. 
Smith.    Arthur    G.,    Aldwych,    London,    England.    as><i^or 

to  Western  Electric  Company.   Incorporate<l.  New  \ork. 

N.  Y.     Telephone  cable.      2.014.214  ;  Sept.  10. 
Smith,     Grover     C.     Los     Angeles.     Calif.     Grease     gun. 

2,013.864  :  Sept.  10 
Smith,  John  (J.,  and   U.  Berner.  Guelph.  Ontario,  Canada. 

Electric  light  socket       2.013,793:  Sept.  10. 
Smith,  Joseph   L  ,   Biiftalo.    N.   Y.,   assignor,    by   mesne   as- 
signments, to  Faries  Manufacturing  Company.  Decatur, 

111.      Lighter.      2.013.868;   Sept.    10. 
Smith,    Ralph    W.,    Ste.    Genevieve,    assignor    to    Peerless 

White    Lime  Companv.   St.   Louis,  Mo.      Hydrated    lime 

composition.      2.013.811  :   Sept.   10. 
Smith,  Seneca  S.,  Albany,  N.  Y.     Bottle  and  seal  therefor. 

2.014.033  ;  Sept.  10. 
Soclete    Anonyme    Edouard    Dubied    k    Compagnie.      (See 

Borel,  Roger,  assignor. ) 
Socl^t^    G^ntfrale    des    Carburateurs    Zenith.      (See    Vlel, 

Louis  L..  assignor.) 
Soderberg.  Karl  G..  a.sslgnor  to  Udylite  Process  Company, 

Detroit.    Mich.      Electric   contact.      2,013,868;    Sept.    10. 
Somers,  Richard  M  .  Orange,  assignor  to  Thomas  A    Edison. 

Incorporated.    West    Orange,    N.   J.      Electric    discharge 

starting  circuit.      2.013.974;  Sept.  10. 
Sonoco    Products    Company.      (See    I>unlap.    Charles    K., 

assignor.) 

Spanjers,  Anton   R.      (See  Spanjers,  Arnold  J.,  and  A.  R.  ( 
Spanjers.     .Arnold     J.     and     A.     R.,     Minneapolis,     Miuu. 

Weather  stf  ripping.     2.013,869:  Sept.  10. 
Spatta.  (ieorge.      (See  Mogford.   E.   C..   and   Spatta  ) 
Speldel  Corporation.      (See  Kohm.  Christian  F..  assignor.) 
Spelling.   Richard.   Berlin  Grunau.   Germany.      Process  and 
apparatu.x  for  the  recovery  of  the  constituents  of  photo- 
graphic flira  material.     2.013.769;  Sept.  10. 
Sperry  Sun  Well  Surveying  Company.     (See  Winn.  William 
E..  assignor.) 

S<iulbb.  E.  R..  &  Son.**.     (See  Lott.  William  A.,  assignor.) 
Squires.    John.    Hagerstown,    Md.      Adjustable    pitch    pro- 
peller.    2.0l3.9:i0:  Sept.  10. 
Staack.    Ravmond   F..    Oakland,  Calif.     Burial  ca.sket   con- 
struction.    2.014.361  :  Sept.  10. 
Stadler.  Robert.      (See  Baumann,  O.,  and  Stadler.) 
Stafford.  S    S  .  Inc.      (See  Stafford.  William  S.,  assignor.) 
Stafford.   William  S..  assignor   to  S.   S.  Stafford,  Inc..  New 
York.   N.   Y.      Spreading  nozzle   for  adhesive  containers. 
2.014.149  :  Sept.    10 
Standard    Alcohol   Company.      (See  Archibald.   F.   M.,   and 
Janssen.  assignors.) 

Standard    Car   Track   Company.      (See   Webb.    Bilwin    W., 

assignor.) 
Standard  Oil  Company       (See  Roberts.  J.  K..  and  Watts, 

assignors.) 
Standard  Sanitary  Manufacturing  Company.     (See  Thomp- 

.■»on.  William  O.,  assignor.) 
Starniann.  George  H  ,  assignor  to  Apex  Smelting  Co..  Chi- 

<aKO.    III.       Die   cnstlng   metal   alloys.      2.013,870;    Sept. 

10. 
Stecker.     Alfred     J..     Detroit.     Mich.       Polishing     device. 

2.014.119:  Sept.  10. 

Steerup.  Godfrey.  Maywood.  111.,  assignor  to  American  Can 
Company,    New    York.    N.     Y.      Container.      2.013,675; 
Sept.  10 
Stein.  Marcel.  Budapest,  and  A.  Foder,  L'jpest  near  Buda- 
pest.   FTungary.    assignors    to    Universal    Winding    Com- 

devlce  for 
10. 
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pany.   Boston.   Mass.      WarpWnme   having  a 
recharging  during  operation.     2.013.770  :  Sept. 


Stenersen,  Albert  H  ,  a.xsignor  to  The  Wahl  Company,  Chi- 
cago. III.  Apparatus  for  molding  objects  of  pyniliu  and 
other  material  that  is  plastic  when  heated.  2,014, l">o. 
Sept.  10. 

Stevens.  Frank  J.      (See  Knapp,  A.   8.,  and  Stevens.) 

Stewart.  Duncan  J.,  assignor  to  H.  D.  Colman.  Ro<'kford, 
111.     Position  control  apparatus.     2,013,076  ;  Sept.  10, 

Stewart,  James,  Corporation.  (See  Onstnd.  Henry  G.. 
assignor.) 

Stewart-Warner  Corporation.  (See  Morse,  Norman  W.,  as 
slgnor. ) 

Stewart- Warner  Corporation.  (See  Whltted.  John  B.,  as- 
signor.) 

Stlckney,  Burnham  C.  Hillside,  N.  J.,  assignor  to  Under 
wood  Elliott  Fisher  Company.  New  York,  N.  Y.  Type- 
writing machine.     2.013,677  ;  Sept.   10. 

Stirrup,  i^ank  A.,  Westlield.  N.  J.,  assignor  of  one-third  to 
A.  C.  Ayer,  Scar^d^le,  N.  Y..  and  one-third  to  F.  V. 
Engstrom,  Newark.  N.  J.  Cork  or  plug  for  hollow  tiles. 
2.013.736;  Sept.  10. 

Stoik.  Robert  J..  «.'inclnnatl,  Ohio.  Illuminating  devl<-«. 
2.014.191  :  Sept.  10. 

StiH-kdale,  Frank  T.,  Frosfburg.  Pa.  Valve  for  mine 
pumps.     2,014,008  :  Sept.  10. 

Stoker,  Altwrt  E.,  assignor  of  one  fourth  to  C.  E.  Wlsner. 
I>etrolt.    Mich.      Swimming   muchlne.      2.014,192  ;    Sept 
10. 

Straatman,  Alphons  H.  H.,  The  Hague.  Netherlands,  as- 
suror, by  mesne  assignments,  to  Shell  D»'velopment 
Companv.  San  Francisco.  Calif.  Flow  detector. 
2. 01 3.995  ;  Sept.  10. 

Strauss.  Joseph  B.,  Chicago,  111.  Subway,  tramway  con- 
.'tructiou.      2.013,703:   Sept.  10. 

Strobrldge,  William,  Syracuse,  N.  Y..  assignor,  by  mesne 
assignments,  to  Reconstruction  Finance  Corporation. 
Garment  pressing  machine.     2,014,304)  ;   Sept.  10. 

Stuller,  Earl  A.,  assignor  to  Western  Chain  Products  Co.. 
Chicago,  111.  Emergency  tire  chain.  2.014,151  ;  Sept. 
10. 

Stutz.  Adam.  Chicago,  III.     Cooler.     2.014,120  ;  Sept.  10. 

Superheater  Company,  The.  (See  Arraacost.  Wilbur  H.. 
assignor. ) 

Supllgeau.  Charles  L  H..  Malakoff.  and  R.  R.  J.  Guyot. 
Chatillou  sous  Bazneux,  France.  Inking  device. 
2.oi:i.812  :  Sept.  10. 

Sutherland  Paper  Company.  (See  Butledge.  Robert  E..  as- 
signor. ) 

Suvorov.  Alexander.  San  Francisco,  Calif.  Dump  body. 
2.014,121  :  Sept.  10. 

Suzuki.  Fujlo.     (See  F^wa.  K..  and  Susukl.) 

Swan  Carburetor  Company.  The.  See  Swan.  John  W.. 
assignor.) 

Swan,  John  W.,  Sarasota,  Fla..  a.sslgnor  to  The  Swan  Car- 
buretor Company.  Cleveland,  O.  Intake  manifold. 
2.013,737  ;  Sept.  10. 

Sweet.  Frederick  D.     (See  Foster,  W.  D.,  and  SweeL) 

Swltllk  Stanley.  Trenton.  N.  J.  Harness  for  quick  attach- 
able chest  packs.     2,014,344  ;   Sept.  10. 

Swltllk,  Stanley.  Trenton.  N.  J.  Lift  web  for  packs  and 
harness.     2.014.345-  Sept.  10. 

Sylvania  Industrial  Corporation.  (See  Blelbler.  Ernest, 
assignor.) 

Tanasso.  VlnOnt.  Harrison,  and  J.  J.  Pomeranz.  Brook- 
lyn, N.  Y.  I.^tch  means  for  folding  eyeglasses. 
2,014.092  ;  Sept.  10. 

Taney.      Lvdia      F..      Chester      Heights.      Pa.        Bandage. 

2.014.152;  Sept.  10. 
Tarbox,  John  P.      (See  Eksergian.  C.  L..  and  Tarbox.) 
Tarbox.  John  P..  A.  F    Han.son.  and  G.  B.  Reed,  as.-lgnors 

to  Budd  W^heel  Company.  Philadelphia,  Pa.     Method  and 

apparatus  for  spoke  welding      2.014.240:  Sept.  10. 
Tarrant.  Marlon  A.,  Chicago,  111.    Pastry  mixer.    2.013,902; 

Sept.  10. 
Tatter,  John  W.,  Detroit.  Mich,     Clutch.     2,014,862  ;  Sept. 

10. 
Tnuboeck.  Karl       (See  Klein,  O.,  and  Tauboeck.) 
Taylor,    Chester    A..    Ix)s    Angeles.    Calif.      Holding    means 

for  mops,  brushes,  and  the  like.     2  013.871;  Sept.  10. 
Taylor.  Ellis.     (See  Burkett.  F..  and  Taylor.) 
Taylor,    George   W.,    East    Milton,    Mass.      Cap   for   steam 

radiator  valves.     2,014,153;  Sept.  10 
Tavlor.     James     P       Brooklyn.     N.     Y.       Football     guard. 

2.013.794  ;  Sept.   10 

Taylor.  Ralph  S..  et  al.  (See  .Simoneau.  Charles  B..  as- 
signor. ) 

Telefunken  Gesellschaft  filr  Drahtlose  Telegraphle  m.  b.  H. 
(See  Osnos.  Mendel,  assignor.) 

Telefunken  (Jesellschnft  f(ir  Drahtlose  Telegraphle.  (See 
Schflfer.   Erich,   assignor.* 

Telefunken  Gesellschaft  filr  Drahtlose  Telegraphle  m.  h  11. 
(See  Weihe,  Werner,   assignor.) 

Teller.   Jacob.    New   Roi  helle,   and   A.    P.    Schulz.   assignor?* 
to  Teller  Stove  Desliming  (Orporatlon.  New  York.  N.  Y 
(Jas    or    electric    cooking    range    and    stove.      2.013.931  ; 
Sept.  10 

Teller  Stove  Designing  Corporation.  (See  Teller.  J.,  and 
Schulz.  assignors.) 

Tempel.  August  W  .  Illgginsvllle.  and  W.  C.  Skaggs.  Kan- 
sas Citv.  Mo.     Cultivator  blade.     2.014.055:  .'*ej)t.   10. 

Tenney,  Vernon.  Honolulu.  Territory  of  Hawaii  Coaster. 
2,014.268:  Sept.  10 

Terrill.  Clair  J.,  assignor  to  The  Knrz-Kssi'h  Company, 
Dayton.  Ohio.     Closure  cap.     2.014,093:  Sept.  10. 

Texas  Company.  The.      (See  Sauls.  James  L..  assignor.) 
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Textile  Machine  Works.     (See  Bltzer.  Gottlob,  assignor) 
Textile  Ma<hine  Works.     (See  Gastrlch,  (;ustav,  assignor.! 
Textile  Machine  Works.      (See  MUller,  Emil  M  .  assignor.) 
Thaheld,  Ferla  A.,  assignor  to  The  Gulberson  Corporation, 

IHillas.  Tex.     Well   swab.     2,013.903:  Sept.  10 
Tiiomas.   Charles  C,   assignor    to   Kelvlnator  Corporation. 
Detroit.    Mich.      Refrigerating    apparatus.      2,014,346; 
Sept.  10. 
Thomas,  William  J..  Great  Falls,  Mont.,  assignor  to  Ana- 
conda Copper  Mining  Company,  New  York,  N.  Y.     Metal- 
lurgical furnace,     2,013,975  ;  Sept.  10. 
Thompson,  William  O.,  Pittsburgh,  Pa,,  assignor  to  Stand- 
ard Sanitary  Manufacturing  Company.     Adjustable  sup- 
port for  bathing  devices.     2.013.720:  Sept.  10. 
Thomsen.    Alfred    M..    San    Francisco.    Calif.,    assignor    to 
Thomsen   Chemical   Corporation.      Utilization  of  battery 
plate  scrap.     2,013.813  ;  Sept.  10.  . .,    .  „ 

Tliomsen  Chemical  Corporation.  (See  Thomsen.  Alfred  M.. 
assignor.)  _  ,..     , 

Tlmson.  William,  assignor  to  W.  &  T.  Avery  Limited. 
Birmingham,  England.  Weighing  apparatus.  2.014.154  : 
Sept.  10.  ^.    . 

Tinker.  Herl>ert  W.     (See  Hansen,  F.  D..  and  Tinker.! 
Titanium  Alloy  Manufacturing  Company,  The.     (See  Corn- 
stock.  George  F..  assignor.) 
Titanium     Alloy     Manufacturing     Company.     The.        (See 

Klnzle.  Charles  J.,  assignor.) 
Todd.    Eugene    J..    Ijinsdowne.    Pa.      Electric    lamp    cord 

take-up.     2.014.301  :  Sept.  10. 

Toledo    Scale    Manufacturing    Company.       (See    Bennett. 

Hubert  D..  assignor.)  o       .«        u  i 

Toledo   Scale   Manufacturing   Company.       (See    Hfem,    Hal- 

vor  O..  assignor.)  „      ^,         ^  , 

Toledo  Scale  Manufacturing  Company.     (See  Hurt.  Samuel 

N..  assignor.) 
Toledo    Scale    Manufacturing    Company.      (See    Markham. 

B.  W.,  and  Hurt,  assignorsj 
Toledo  Scale  Manufacturing  Company.      (See  Walz.  Foster 

v..  assignor.)  „        „.     ,_     , 

Toledo   Scale    Manufacturing    Company.      (See    Weckerly. 

Mark  A.,  assignor.) 
Toledo    Scale    Manufacturing    Company.       (See    Williams. 

I>awrence  S..  assignor.) 
Tompkins,     Ernest    E..     Havorford.    assignor    to    Rubber 
Specialties   Company.    Incorporated.   Conshohocken,    Pa. 
^fodel     and     toy    building    and    construction    elements 
therefor.     2,0i:(,771  ;  Sept.  10.  „  ^,  .  <..o 

Tonal,   Hideo,    Honolulu,    Hawaii.      Hub   cap.      2.014,058 ; 

Sept.  10. 
Traenkle,  Karl   A.      (See  Pfelffer.  F..  and  Traenkle.> 
Tubbs.    Ernest    A.,    Long   Island   City.   N.    Y.,    assignor   to 
Radio  Corporation  of  America.     Automatic  volume  con- 
trol.    2,013,795;  Sept.  10. 
Tuthlll.  Harrv  J.,  assignor  of  one-half  to  I.  M.  Morrison. 

Ferk'UBon.  Mo.     Drawing.     2.013.796  ;  Sept.  10. 
Tvson,  Prank,  Canton,  Ohio.      Roller  bearing.     2,013.814  : 

Sept.   10. 
Udylite    Process    Company.       (See    Soderberg,     Karl    G.. 

assignor.) 
Ulrlch,   Hans  C,  Zurich,   Switzerland.      Device  for  repro- 
ducing  signs    and    lettering.      2.013,772;    Sept.    10. 
Underground   Steam  Construction   Company.      (See    Keefe, 

E.  T.,  and  McGregor,  assignors.) 
Underwoo<l     Elliott     Fisher     Company.        (See     Stlckney. 

Burnham  C,  assignor.) 
Union    Switch    &    Signal    Company.    The.       (See    Blosser. 

Herman   G..   assignor.) 
Unlte<l  American  Bosch  Corporation.      (See  Cotter.  W.  F.. 

and   Bond,   assignors.) 
Uiiited    Shoe    Machinery    Corporation.      (See    Eppler.    An- 

(Irew.   assienor. ) 
United  Shoe  Machinery  Corporation.     (See  Jones.  John  L.. 

assignor.) 
United    Shoe    Machinery    Corporation.       (See    Morrill.    AI- 

fre<l    R.,    assignor.) 
United  Shoe  Machinery  Corporation.     (See  Ray.  Eugene  J.. 

assignor.) 
Unite<l    States   Gypsum   Company.      (See    Hussman,    Carl. 

assignor.) 
U.    S.    Phosphoric    Products    Corporation.       (See    Moore. 

George  F..  assignor.) 
U.    S.    Phosphoric    I'roducts    Corporation.       (See    Moore, 

George  F..  assignor.) 
I'nlted    States    Rubber    Company.       (See    Eger.    Ernst,    as- 
signor. ) 
Universal   Oil    Products   Company.      (See   Lowry.    Charles 

D.,  Jr..  assignor.) 
Universal  Oil   Products  Company.      (See  Seguy.   Jean    D.. 

assignor. ) 
Universal  Wlndln?  Company.      (See  Stein.  M..  and  Fodor, 

assignors.) 
Vance.    Arlvn   T.,   Los    Aneeles.   Calif.      Tympanic   pneumo 

massage  device.     2,014.009;  Sept.  10. 
Vancouver    Evening    Columbian.    The.       (See    Whltmore. 

Charles  R.  assignor.) 
Nan   Ness.   William    H  .    Newark,   N.   J.      Vehicle   umbrella 

pouch.     2.014.241  :  Sept.  10. 
van    Noorden.    Jan    W..    The    Hague.    Netherlands.       Plug 

socket.     2.014  056;  Sept.    10. 
Van    Raalte    Company.       (See    Carlson.    Ellsworth    K..    as- 
signor.) 
Varilux    Limited.       (See    Best,    John    G..   assignor.) 
Verderber.   Joseph.  Cleveland,  and   E.   F.   Batterman.  East 
Cleveland.  Ohio.     Clamp  operating  and  locking  means. 
2.014.155;  Sept.  10. 


Verderber.  Joseph.  Cleveland,  and  E.  F.  Batterman,  East 
Cleveland,  Ohio.  Angularly  adjustable  surface  plate. 
2.014.156:  Sept.   10.  _ 

Verelnlgte  Stahlwerke  Aktlengesellschaft.  (See  Schiffler, 
Hermann  J.,  assignor.* 

VleL  Louis  L..  Vllle  DAvray,  assignor  to  Socl4t6  G4n#rale 
des  Carburatcurs  Zenith,  I^evallols-Perret,  France. 
Suction  actuated  carburetor  governor.  2.013.932  ; 
Sept.  10. 

VIgne.  Albert.  Webster  Groves,  assignor  to  National  Bear- 
ing Metals  Corporation.  St.  Louis.  Mo.  Journal  bear- 
ing.    2.013.872:   Sept.  10. 

Vogt.   Clarence   C.       (See   Paschke.    H..   and    Vogt.) 

Vogt.  Bberhard.  I>euna.  Germany,  assignor  to  General 
Aniline  Work«.  Inc..  New  York.  N.  Y.  Production  of 
aromatic  amines  of  the  benzene  series.  2.013,873 ; 
Sept.  10. 

Vomag  Betrlebs  A.    G.       (See    Wolff.    Fritz,    assignor.) 

Vroom.  Eklward.  Osslnlng.  N.  Y..  assignor  to  Bell  Tele- 
phone I.,al>oratorles.  Incorporated.  New  York,  N.  Y. 
Signaling  system.     2,014.215  ;  Sept.  10. 

Waffenfabrik  Solothrun  A.-G.  (See  Herlach.  F..  and 
Rakula,  assignors.) 

Wagner,  Georges,  St.-Etienne,  France.  Machine  for  in- 
serting and  removing  boiler  tubes.  2.013.933 ;  Sept. 
10. 

Wahl  Company,  The.  (See  Stenersen,  Albert  H..  as- 
signor. ) 

Waldman.  Nathan,  et  al.  (See  Goldwyn.  G.  I.,  and 
Waldman.  assignor.) 

Waldron.  Frederic  B..  -Prescot.  assignor  to  Pllkington 
Brothers  Limited,  Liverpool,  England.  Leer  with  roller 
beds.     2,014,302;  Sept.  10. 

Wales.  George  F..  Buffalo.  N.  Y.  Adjustable  perforating 
die.     2,013,976  :  Sept.  10. 

Walker,  Herbert  W.      (See  Downing.   F.  B..  and  Walker.) 

Walker,  James  H.,  Detroit,  Mich.,  assignor  to  American 
Engineering  Company,  Philadelphia.  Pa.  Control  ap- 
paratus  for   furnace  air.      2.013,704  :   Sept.    10. 

Waltz.  Foster  V.,  St.  Louis,  Mo.,  assignor  to  Toledo  Scale 
Manufacturing  Company.  Toledo,  Ohio.  Weighing 
scale.     2.013.9.34  ;  Sept.  lO. 

Warner  Bros.  Pictures.  Inc.  (See  Jackman.  Fred  W., 
a.s8lgnor. ) 

Warren,  John  R..  assignor  to  C.  R.  Evenson  and  J.  A. 
Webber.  Grand  Rapids.  Mich.,  doing  business  as  Michigan 
Wheel  Co.  Shaping  helical  bodies  and  carrying  out 
«ald  process.     2.013.705  :  Sept.  10. 

Waterbury.  John  H.,  Chicago,  assignor  to  Benjamin  Elec- 
tric Mfg.  Company.  Des  Plalnes.  III.  Lighting  fixture. 
2.013.721  ;  Seot.  10. 

Watts.  George  W.      (See  Roberts,  J.   K..  and  Watts.) 

Waugh.  Thomas.  Jr.,  West  Hartford,  assignor  to  Hart- 
ford-Empire Company.  Hartford.  Conn.  Method  of  and 
apparatus  for  supplying  molten  glass.  2.014,075  ; 
Sept.   10. 

Wean  Engineering  Company,  The.  (See  Evans,  Archi- 
bald D.,  assignor.) 

Webb.  Edwin  W.,  assignor  to  Standard  Car  Truck  Com- 
pany. Chicago.  III.  I..ateral  motion  spring  damping  car 
truck.     2,013,797:  Sept.  10. 

Webber,  James  A.,  et  al.     (See  Warren.  John  R..  assi^rnor.) 

Weckerly,  Mark  A.,  assignor  to  Toledo  Scale  Manufacturing 
Company.  Toledo,  Ohio.  Weighing  scale.  2.013.935  ; 
Sept.  10. 

Weeldenburg.  Johannes  G.  (See  Koch.  T..  and  Weelden- 
burg.) 

Welcbwald.  John.  Chicago.  III.  Propeller.  2.014,242; 
Sept.  10. 

Welhe.  Werner.  Relnickendorf.  assignor  to  Telefunken 
Gesellschaft  fur  Drahtlose  Telegranhle  m.  b.  H..  Berlin, 
Germany.  Arrangement  for  producing  and  receiving 
short  waves.     2,013,773  :  Sept.  10. 

Welsbecker.  Frank  G..  Glenslde,  assignor  to  Arcadia 
Hosiery  Company.  Lansdale.  Pa.  Thread  carrier  for 
knitting  machines.     2.014.841  ;  Sept.  10. 

Weiss,  Adolph.  Brooklyn.  N.  Y.  Rotary  intaglio  printing. 
2.014,303  :  Sept.  10. 

Weiss.  Hans.  Mannheim.  Germany,  assignor  to  T.  G. 
Farbenlndustrle  Aktienge.>-ellschaft,  Frankfort-on-the- 
Main.  Germany.  Production  of  potassium  bicarbonate. 
2.013.977:  Sept.  10. 

Welszberg.    Alex.       (See    Roblson.    L..    and    Weisz  berg.  > 

Westcptt  Electric  Casting  Corporation.  (See  Hoke.  Walter 
W..  assignor,  i 

Westfall.  Ralph  R..  assignor  to  American  Coin  Machine 
Company.  I>»s  Angeles.  Calif.  Vending  machine. 
2  014.304:    Sept.    10. 

Wellman.  Howard  C..  assignor  to  Eastman  Ko<lak  Com- 
pany. Rochester,  N.  Y.  Adjustable  socket  for  inter- 
ehanTeable  lamps  In  a   pi-ojei-tor.      2.014.076:  Sept.   10. 

We'sh  Hartman  Co.      (See  Burst.  Carl  W..  assignor.) 

Wensley.  Rov  J..  Bloomfield.  N.  J.,  assignor  to  West- 
Inghousc     Electric    &    Manufacturing    Companv.     East 

.   Pittsburgh.  Pa.     Directional  relav  element.      2.013.815  ; 
Sept.  10. 

West,  George.      (See  Chase,  R.  F..  and  West.) 

West.  John  W..  Portland.  Me  Equipment  for  fuel  oil 
burners.      2.013.816;  Sept.   10. 

Western  Chain  Products  Co.  (See  Stnller.  Earl  A.,  as 
slgnor.) 

Weatern  Electric  Company.  (See  Halvorsen,  T.  J.,  and 
Shand,   assignors.) 

Western  Electric  Company.  (See  Smith.  Arthur  G  ,  as- 
signor. \ 
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LIST  OF  PATENTEES 


Wf-stingbuuse  Electric  &   Manufacturing  Company.      (S«t 

JennTngs,  Oliver  S.,  assignor.) 
Wtstlnghouse  Electric  k  Manufacturing  Company.      (See 

Kaliscber,  Milton,  assignor.) 
Weatinghouse  Electric  k  Manufacturing  Company.      (See 

Parsons,  John  8.,  assiguur.) 
Westinghouse  Electric  k   Manufacturing  Company.      (See 

Wensley,  Roy  J.,  assignor.) 
WestinKhouse  Electric  k  Manufacturing  Company.      (See 
White,  H.  £>..  an<l  ilaverkamp,  assignors,  i 

Whalley,  George  E.,  Chicago,  111.,  assignor  to  Robert 
Qaylord,  lncorp<>rate«l,  St.  Louis,  Mo.  Carton. 
2,013.874  ;  Sept.  10. 

Wheatley,  George,  Milwaukee,  Wis.,  assignor  to  The  Akron 
Standard  Mold  Company,  Akron,  Ohio.  Retreading  tires. 
2,014,010  ;   Sept.   10. 

Wheeler.  Georjje  W.,  Kansas  City,  Mo.  Baking  pan. 
2.014,216;  Sept.  10. 

Whitby,  Ernest,  London.  I.  A.  D.  Pedler,  B.  J.  Selston,  and 
A.  J.  Newman,  Bristol,  and  L.  R.  Lester  Old  Bracknell, 
Bngland.  Remote  control  apparatus.  2,014,011  ;  Sept. 
10. 

White,  Harold  R.  and  A.  W.  Haverkamp,  Wilkinsburg,  Pa., 
assignurs  to  Westiughouae  Electric  and  Manufacturing 
Company.  Circuitous  elevator  control  system. 
2.013.817  ;  Sept.  10. 

Whltehorn,  Arthur  R.,  assignor  to  General  Railway  Signal 
Company.  Rochester,  N.  Y.  Interlocking  system  for  rail- 
roads.    2,014.347;  Sept.  10. 

Whltin  Machine  Works.  (See  Chase.  B.  P..  and  West,  as- 
signors. )  _ 

Whitmore,  Charles  E.,  assignor  to  The  Vancouver  Evening 
Columbian,  Vancouver.  Wash.  Metal  feeder  for  melting 
pots.     2,014,059;  Sept.   10. 

Whitted,  John  B.,  Chicago,  111.,  assignor,  by  mesne  as- 
signments, to  Hoode  Engineering  Corporation,  Buffalo, 
N.  Y.     Shock  absorber.     2,013,904;  Sept.  10. 

Whltted,  John  B..  Evanston,  assignor  to  Stewart-Warner 
Corporation,  Chicago,  111.  Latch  actuating  mechanism. 
2.014,363;  Sept.  10. 

Wiegand,  William  B..  Sound  Beach,  Conn.  Manufacture  of 
carbon  black.     2.013.774;   Sept.    10. 

Wiegand,  William  B.,  Sound  Beach,  Conn.  Carbon  black. 
2,013.775  ;  Sept.   10. 

Wiese,  Lee  O.,  Perry,  Iowa.  Sharpening  and  repointing 
plow  shares.     2,013,818  ;  Sept.   10. 

Wiesenfeld,  Louis.  New  York,  and  N.  Kase.  Brooklyn,  as- 
signors to  (51l<la  Corp.  of  .\merlca.  New  York,  N.  Y. 
Fastening  device.     2.013,706  ;  Sept.  10. 

Wiesman,  Jerome.  I>enver,  Colo.  Filter  for  dry  cleaning. 
solutions.      2,013,776 ;    Sept.   10. 

Wiggin,  Daniel  W.,  assignor  to  The  Abbott  Company,  Yar- 
mouth, Maine.     Moccasin.     2.014,094 ;  Sept.  10. 

Wight,  Sedgwick  N.,  assignor  to  General  Railway  Signal 
Company,  Rix-hester,  N.  Y.  Railway  traffic  controlling 
system."   J. 013.819;   Sept.   10. 

Wlldt  k  Company  Limited.  (See  Coley,  J.,  and  Leedham. 
assignors.  . 

Wildt  and  Company  Limited.  (See  Holmes,  Henry  H., 
assignor.) 

Wll.lt  and  Company  Limited.  (See  Holmes,  H.  H.,  and 
Robinson,  assignors.) 

Williams,  Arthur  S.,  Long  Beach,  Calif.  Catalytic  appa- 
ratus.    2.013,707  ;    Sept.   10. 

Williams,  Enoch  L.  Marshalltown,  Iowa,  assignor  to  Mar- 
shalltown  Manufacturing  Company.  Filter  apparatus. 
2.014.034  :   Sept.   10. 

Williams.  Lawrence  S.,  assignor  to  Toledo  Scale  Manu- 
facturing Companv,  Toledo,  Ohio.  Weighing  scale. 
2.013.936;  Sept.  10. 

Williams.  I^awrence  S..  assignor  to  Toledo  Scale  Manufac- 
turing Tornpanv,  Toledo,  Ohio.  Weighing  device. 
2.013.f>;H7  :    Sept.    10. 

Williams.  Lawrence  S..  assignor  to  Toledo  Scale  Manufac- 
turing Companv,  Toledo.  Ohio.  Line  tension  measuring 
instrument.     2.013,938;  Sept.  10. 

Williams.  Lawrence  S..  assignor  to  Toledo  Scale  Manu- 
faiturlne  Companv,  Toledo,  Ohio.  Weighing  scale. 
2.013.939  ;   Sept.  10. 


Williams,  Lawrence  S.,  as8i|nior  to  Toledo  Scale  Manufac- 
turiuK  Company,  Toledo,  Ohio.  Recording  scale. 
2,018^40;   Sept.   10. 

WlUUmson,  William,  Valley  Stream,  N.  Y.  Electric  switch 
actuating  mechanism.     2.014.217  ;  Sept.  10. 

Wilson,  Melville  M.,  Chicago,  111.,  assignor  to  The  Sharpies 
Solvents  Corjwratlon.  Philadelphia,  Pa.  Amyl  substi- 
tution produ<t  of  amylene  diamine  and  producing  same. 
2,014.077  ;   Sept.   10. 

Wilson,  Sidney  C.     t See  Harbison,  L.,  and  Wilson.) 

Wilson,  Wlnfre<l  E.,  Los  .\ngele8,  Calif.  Staggered  seg- 
ment arch.     2.013.820;  Sept.  10. 

Wlngfoot  Corporation.     (See  Cramer,  Howard  I.,  assignor.) 

Wiugfoot  Corporation.  (See  Morrison,  Luther  fc..  as- 
signor. ) 

Wlngfoot  Corporation.     (See  Patch,  Harry  M.,  assipor.) 

Wlngfoot  Corporation.  (See  Woodward,  .\lva  W..  as- 
signor.) 

Wiesler,  Karl.     (See  R6ka,  K.,  and  Wiesler.) 

Winn,  William  E.,  Dallas.  Tex.,  assignor  to  Sperry-Sun 
Well  Surveying  i.'ompany.  Philadelphia.  I'a.  Well  sur- 
veying apparatus.     2,013,875  ;   Sept.   10. 

Wlnthrop  Chemical  Company.  (See  Klein,  G.,  and  Tau- 
boeck,  assignors.) 

WInton,  Lewis  B.,  (ireenwich.  Conn.,  assi^inor  to  American 
Sealcone  Corporation,  New  York,  N.  Y.  Filling  mate- 
rUl  into  receptacles.     2,013.678  ;  Sept.  10. 

Wirth,  Walter  V..  Woodstown.  N.  J.,  assignor  to  E.  I.  du 
Pont  de  Nemours  k  Company,  Wilminjrton.  Del.  Manu- 
facture of  tertlar.v  butyl  chloride.      2,(U8,722  ;   Sept.   10. 

Wlsner,  Charles   E.      <  See  Stoker.  Albert  B.,  assignor.) 

Wolcott,  Edson  R..  Los  .\ngeles,  Calif.  Method  and  ap- 
paratus for  printing  picture  strips.     2,018,738  ;  Sept.  10. 

Wolfe,  Walter  G.,  Greenwood,  Mass.  Projection. 
2.013.846;   Sept.   10. 

Wolff,  Friti,  assignor  to  Vomag-Betrlebs-A.-G.,  Plauen. 
Germanv.  Four-cylinder  offset  rotary  machine. 
2,014,218;   Sept.    10. 

Wood,  Henry  A.  W.,  assignor  to  Wood  Newspaper  Machin- 
ery Corporation,  Now  York,  N.  Y.  Form  roll  drive. 
2,014,095;  Sept.    10. 

Wood  Newnpaper  Machinery  Corporation.  (See  Wood, 
Henry  \.  W.,  assignor.) 

Wood,  William  G..  assignor  to  American  Woodllte  Corpora- 
tion, San  Francisco.  Calif.  Reflector.  2,014,012  ;  Sept. 
10. 

WoiKlward.  Alva  W..  Kent.  Ohio,  assignor,  by  mesne  as- 
signments, to  Wlngfoot  Corporation,  Wilmington,  Del. 
Disk  brake.     2,014.348  ;  Sept.  10. 

Wright,  Henrv  H.,  Snvder,  assignor  to  Du  Pont  Cellophane 
Company,  "inc..  New  York.  N.  Y.  Preservative. 
2,013.739;  Sept.  10. 

Wvatt.  James  B..  Camden,  N.  J.,  assignor  to  Ajax  Bler- 
tric  Furnace  Corporation,  Philadelphia,  Pa.  Tilting  de- 
vice for  furnaces.     2,014,849  ;  Sept.  10. 

Yanocbowski,  George  \..  LaGrange,  assignor  to  Kellogg 
Switchboard  and  Supply  Company.  Chicago,  111.  Choke 
valve  control  means.     2,013,798;  Sept.  10. 

Ylakoumelon,  William.  (See  Bourdes,  A.  A.,  and  Yiakou- 
melos. ) 

Yost.  Norman  S  .  assignor  to  Howell  Electric  Motors  Com- 
panv, Howell,   Mich.     Electric  motor.     2,013.821  ;  Sept. 

10.  ■ 

Y^oung.  Charles  O..  and  S.  D.  Douglas,  Charleston,  W.  Va., 
assignors  to  Carbide  k  Carbon  i'hemlcals  Corporation. 
Stable  vinyl   resins  and   making  the   same.     2,013,941  ; 
Sept.  10. 
Zeiss,  Carl.     (See  Bauersfeld,  Walther.  as-slgnor. ) 
Zeiss,  Carl.     (Bee  Prelffer.  F.,  and  Traenkle.  assignors.) 
Zeiss  Ikon    Aktiengesellschaft.      (See   Klar,   Relnhold,  as- 
signor.) 
Zellstoffabrlk  Waldhof      (See  Haas.  Rudolf,  assignor.) 
Zwllgmeyer,  Frlthjof.  assignor  to  E.  I.  du  Pont  de  .Nemours 
k  Company,  Wilmington,  Del.     .\ro  dyes  and  their  prep- 
aration.    2.013. 72.'i;    Sept.  10. 


LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  lOrn  DAY  OF  SEPTEMBER,  1935 

Note. — Arranged  in  accordance  with  the  first  significant  character  or  word  of  the  name  (in  accordance  with  city  and 

telephone  directory  practice). 


Crystals.    Pro<luolng.      B.    KJellgren.      19.C(»6 :    Sept.    10. 
Crystals.  Producing  plexo-electrlc.     B.  KJellgren.     19,697  ; 

Sept.  10. 
Heat   exchanger.      R.   E.   Wilson.      19,701  :    Sept.    10. 
I<  e  machine.     R.  Velut.     19,699  ;  Sept.  10. 
.Mas-saglng  device.     P.  L    Hemp.     19,696:  Sept.  10. 
Motor    control    means.    IIvdrauMc.      W.    Ernst.       19,694  ; 

Sept.  10. 


Refrigeration     apparatus.        E.     T.     Williams.       19,700; 
Sept.   10. 

Sound   recording   machine.      T.    F.    Baker.      19,692;    Sept. 
10. 

Stoker.     M.  W.  Best.     19.693  :  Sept.  10. 
Telephone  system.    A.  B.  Hague  and  J.  B.  Draper.     19,605  ; 
Sept.  10. 


LIST  OF  DESIGN  INVENTIONS 


Air  conditioning  eontrol.     H.  Drcyfuss.     96,822  ;  Sept.  10. 

Air  valve.    A.  H.  Magee.    90.844  ;  Sept.  10. 

Atomizer  case.     F.  A.  Vulllemenot.     96.873  ;  Sept.  10. 

Automobile.     G.  J.  Keller.     96.840  ;  Sept.  10. 

Automobile.     J    K.  Ryan.     i>6.860  ;  Sent.  10. 

Blouse.     S.  Wolfson.     96.879;  Sept.  10. 

Bottle.     B.  Tricard.     96.871  :  Sept.  10. 

Bottle  casing.     W.  J.  IWhr.  Jr.     9C.881  ;  Sept.  lO. 

Bracket     for     mounting     horns.     Wall.     E.     W.     Menger. 

96.848  ;  Sept.  10. 
Buckle.     8.  Putman.     96.850;  Sept.  10. 
Buckle.     C.  Rosenblum.     96.867-9 :  Sept.  10. 
Buckle.     J.  I.  Schaffer.     96.861  ;  Sept.  10. 
Cabinet  for  target  practice  amusement  games.     G.  A.  Gast. 

90.829  :  Sept.  10. 
Cabinet    for    vending    machines.      G.    A.    Gast.      96,828 ; 

Sept.    10. 
Carrving  case  or  similar  article.     E.  A.  de  Graff.     06.821  ; 

Sept.    10. 
Casket.  Burial.     R.  F.  Staack.     96.863-4  :  Sept.  10. 
Chair.     W.  H.  Bond.  Jr.     96.807;  Sept.  10. 
Clothespin.     W.  K.  McBrier.     90.846;  Sept.  10. 
Cravat  holder.     E.  H.  Woolnough.     96.880;  Sept.  10. 
I>ecoratlve  light.     A.  Abramson.     96.795;  Sept.  10. 
Display  sign.     H.  W.  Holland.     96.836  ;  Sept.  10. 
Dlsplav  stand.     A    Botham.     96.808:  Sept.  10. 
Draft  Voke.     W.  C.  McMahan.     90.847  :  Sept.  10. 
Drawer  pull.     N.  E.  Williams.     96.878;  Sept.  10. 
Dropper    shell    or    the    like.      W.    D.    Cnnaday.     96,814  ; 

Sept.    10. 
Fan.     R.  C.  Epworth.     96,826  ;  Sept.  10. 
Faucet    or    the    like.    Liquid    dispensing.      C.    Chambers. 

96,816;  Sept.  10. 
Faucet,  soap  dish,  and  filter.  Combined.     W.  R.  Jo'inston. 

96.839  ;  Sept.  10.  « 

Fender  apron.     G.  F    Baht.     9»).>*(K5 ;  Sept.  10. 
File    or   analogous   article.    Desk.      A.    Kstrella.      96,826 ; 

Sept.  10. 
Heater.     J.   M.   Auflero.     96,798 ;   Sept.   10. 
Ijjce  covering.     M.  Greenberg.     96.830;  Sept.  10. 
Magaslne  holder.     F.   Wendl.     96.876;  ijept.  10. 
Panel  or  the  like.     W.  T.  Hormes.     96,836  ;  Sept.  10. 
Pen  holder  desk  stand.     R.  R.  HutcheKon.    96.838  :  Sept.  10. 


Phonograph     and     radio,     Portable     combined.     A.    Hill. 

96,832  :  Sept.  10. 
Piano.     C.  F.  Brey.     96.811  :  Sept.  10. 
Piano  case.     W.  M.  Day.     96.820;  Sept.  10. 
Piano  lase.     M.  Y.  Rich.     96.852-5;  Sept.  10. 
Placard  or  like  article.    A.  N.  Stephens.     96.866 ;  Sept.  10. 
Rack     or     the     like,     Liquid     dispensing.     C.     Chamliers. 

96.815 ;  Sept.  10. 
Ribbon.  J.  R.  Fridllngton.     96.827  ;  Sept.  10. 
Rug.     A.  Bach.     96.799-805  ;  Sept.  10. 
Rug.     H.  C.   Strobel.     96.868-70;   Sept.   10. 
Shear     and     castrator.     Combined.     C.     Marco.     96.845 ; 

Sept.  10. 
Shoe.     J.  Danchelsky.     96.818  ;  Sept.  10. 
Shoe.     M.  Gustin.     96.831  ;  Sept.  10. 
Shoe.     P.  Welnsteln.     96.874-5  ;  Sept.  10. 
Shoe.     H.  E.  Williams.     96,877  ;  Sept.  10. 
Shoe     or     similar     article.     M.     M.     Braun.     96.809-10 ; 

Sept.  10. 
Shoe   or   similar   article.   D.   La   Valle.    96,843;    Sept.    10. 
Shoe  or  similar  article.  S.  Troy.     96,872  ;  Sept.  1(3. 
Show  case.  Refrigerator.    W.  T.  Hormes.    96.837  ;  Sept.  K>. 
Stand  or  the  like.  Display.     J.  Stipek.     96,867  ;  Sept.  10. 
Stopper.   Sink.     C.   Petterson.      96.849;   Sept.   10. 
Stove  and   utility   cabinet.   Combination   cook.      G.    Stein- 

gruber.     96,865  ;  Sept.  10. 
Stove.  Cooking.     M.  G.  Klemme.     96.842  :   Sept.  10. 
Vacuum  cleaner  casing.     H.  H.  Dnlany.     96.823;  Sept.  10. 
Vanity     case     and     purse.     Combination.     A.     F.     Reillv. 

96.^51  ;  Sept.  10. 
Vehicle  heater.  Automotive.     H.  Rose.     96.856; 
Vehicle  wheel.     C.  L.   Ekserglan.     96.824  ;  Sept. 
Watch  bracelet.     A.  Bulova.     96.813  ;  Sept.  10. 
Table    and    stool    unit.    Combined.      F.    Kelley. 

Sept.  10. 
Textile  fabric  or  similar  article. 

Sept.  10. 
Tire.     H.   A.   Brittain.     96,812  :   Sept. 
Tire      B.  Darrow.     96,819  ;  Sept. 
Tire,  Vehicle.      G.   W.  Anderson. 
Toy.     H.  T.  Hipwell.     96,833-4 : 
Tractor  and   refrigerator   truck   trailer. 

Clark.     96.817;  Sept.  10. 


Sept. 
10. 


10. 


96,841  ; 

S.  M.  Schwarti.     9fi.862  ; 

10. 
10. 

96.796-7;  Sept.   10. 
Sept.  10. 

Combined.      I. 
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LIST  OF  INVENTIONS 

huli   WHICH 

PATENTS  WERE  ISSUED  OX  THE  IOth  DAY  OF  SEPTEMBER,  1935 

Sort:. — Arrauxed  in  accordance  with  the  first  siKulricuut  fliaracter  or  word  of  the  name  (in  accordance  with  city  and 

telephone  directory  practice). 


AlKlominal  retractor      R.  T.  Lucas.     2,0ia,892  ;  Sept.  10. 
.\l)ra.sive     and     making    the    s'ame.     Sheet.       F.    G.    Okie. 

2.013.925  ;  Sept.  10. 
Acetone,     Production     of.       K.     R6ka     and     K.     Welsler. 

2.014,294  .  Sept.  10. 
Acetvl  chloride.  Preparing.     O.  Meder,  E.  Bggert,  and   A. 

Grimm.     2.0i;J,988  ;  Sept.  10. 
Acetvl  chloride.  Preparing.     <J-  Meder,  W.  Geissler,  and  K. 

Eggert.     2,013.989  ;   Sept.   10. 
A- etvlene.   Production   of.      P.    Baumt.nn   and    R.   Stadler. 

2,6l3.996  :  Sept.  10. 
Acid  and  derivatives  of  the  same.   Producing  phosphoric. 

G.F.Moore.     2.01X.970  ;  Sept.  10. 
Acid  esters.   I'roduction  of  unsaturated    aliphatic.      H.  J. 

Barrett.     2.013,648  ;  Sept.  10. 
A.oustic    disseminator.       A.    McL.    Nlcolson.      2.013.tJU5: 

Sept.  10. 
Aroustic-electric-energv-converter     and     nietho<l.       E.     L. 

Bowles.     2,014.193;  Sept.    10. 
Adhej-ive   and    making   same.      A.    H.    Bowen.      2.014.167: 

Sept.   10. 
Adhesive,   Chlll-bardenlng.      K.   M.   Richardson   and   D.  J. 

Harding.     2.013.928  ;  Sept.  10. 
Adjustable   orifice  valve.      L.   F.    Defenbaugli.     2.014.314; 

Sept.  10. 
Adjustable  perforating  die.     G.  F.  Wales.     2,013,976;  Sept. 

10 
Adjustable  support.     O.  G.    Henderson.     2.014.176;   Sept. 

10. 
Agricultural  implement.     F.  I    Degen.     2,014.017;  Sept.  10. 
Air  brake.     C.  A.  Campbell.     2.013.743  :  Sept.  10. 
Air    conditioning    apparatus.      M.    Kallscher.      2,0Ki,^56 : 

Sept.   10. 
Air  conditioning  or  frosted  dl.-iplay  device.     J.  J.  Shlvely. 

2.014.147  ;   Sept.  10. 
Air    cooling    and     conditioning     unit.       F.    J.     Heideman. 

2.013.848  ;  Sept.  10. 
Alcohol   addition   products  of  unsaturated  componndx  and 
producing  .same.     W.   H.  Carothers  and  R.  A.  Jacobson. 
2,013.72.')  ;  Sept.  10. 
Alcohol.s  from  hydrocarbons.  Recovery  of.     F.  M.  Archibald 

and  P.  .lan.ssen.     2,014.078;  Sept.  10. 
Alcohols.  Producing  aromatic.    M.S.  Carpenter.    2,013.710; 

Sept.  10. 
Algln     composition      containing     latex.        B.     F.      Erdnhl. 

2.0i:i.651  :  Sept.  10. 
Alkali  metal  zirconium  tartrate  and  producing  same.     C.  J. 

Kinzie      •J,0i:;.856  :  Sept.  10. 
Alloy.     J    Johnson.     2.014.083 ;  Sept.  10. 
AUovs.  I»vp  casting  metal.     G.   H.  Starmann.     2.013.870; 

.Se'pr.   10. 
Aluminum,  aluminum  alloys,  and  alloys  containing  alumi- 
num. Modlfli-ation  of.    A.  Pacz.    2.013,926;  Sept.  10. 
Amines  of  the  benzene  series.  Production  of  aromatic.     E. 

Vogt.      2,013.873  ;   Sept.   10. 
,\mvl   .substitution   products  of  amylene  diamine  and   pro- 
ducing same.     M    M.  W11»on      2  014,077;  Sept.   10. 
Anklet,     r,.  II.  Jung.     2.013,757  :  Sept.  10. 
Arch.     Staggered  segment.       W.     E.     Wilson.       2.013.820; 

.Sept.  10. 
Aromatic   compounds.    Bromlnntlon    of.      J.    H.    Sachs  and 

F    W.  perk.     2,013.791  ;  Sept.  10. 
Arrangement   for  starting  flight   requlrini«  no  gliding.      H. 

N'lshl.      2.014.0r)l  :   Sept.    10. 
A>h  di.««posal  system.     J.  S.  Bennett.     2,013,680;  Sept.   10. 
Attenuator,  Variable.     G.  C.  de  Coutouly.    2,014,228  ;  Sept. 
;       10. 
Automatic     clutch.     Multiple     drive.       A.     J.     Kohlbeck. 

2.013.889  ;  Sept.  10. 
Automatic  shnt-off  valve.     A.  E.  Hutt.     2.013.999;    Sept. 

10. 
.Axle.     E.  r.  Moeford  and  O    Spatta.     2.013.788  :  Sept.  10. 
Axle.  Differential       W    F.  Ka^^per.     2.013.885  ;  Sept.  10. 
Azo-dve     and      Its     preparation.     C,      Paine.      2.014.207  : 

Sept    10. 
Has  :  See — 
Muff  lag. 
Bag  an<l  making  .'^ame.  Garment.  G.  W.  Poppe.     2.013.788  : 

Sept.  10. 
Haes.   Making.     T.  M.   Royal.     2.013.672  :   Sept.   10. 
Ballast.    Method    of   and   apparatus   for   clranlng.      H.    ^. 

Protzrller      2.013  735;   Sept.   10. 
Piuidage      L.  F    Tanpv      2.014.152:  Sept.  10 
f!arhituri<-      acid-hvdantoln      compound.      S.      L.      Ruskln. 

2  oi.'i  717  :  Sept.  10 
Bith.   Babv      C.   W.  Bur<.t.     2.01.3.911  :  Sept.  10. 
Battery    plate    scrap.     Utilization    of.       A.    M.    Thomsen. 

2.013.813  :  Sept.   10 
Bead    for  pnenmafic  tires,  snd   method  and  apparatus  for 
producing  same.     L.   E.  Morrison.     2,014.359;   Sept.   10. 
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Beam      locking 

Sept.  10. 
Bearing  :   See — 

Journal  bearing. 

l.ubrlcattd    bearing. 
Bed    attachment     R.    B. 
Beer   di>pen8lng  apparatus. 

Sept.  10. 
Berth  arrangement.  Vehicle 

Sept.  10. 
Beverage  making  machine. 
Bit :  *rV — 

Roller    core   .Irilllng  bit. 


me<  hanl^m.      A.      Bousfleld.      2,014,277 


Roller  bearing. 

Francis.      2,018.882  : 
;.    Bressler. 


Sept.   10. 
2,013.908 


B. 

D.  A.  Crawford.     2.014,SM  : 
I.  UrilU.     2,014,325  ;  Sept.  10. 
Roller   drilling  bit. 


Sectional   boiler. 


8.     Smith.     2,014,033 


Blanket.  Range.     N.  W.  Howarl.     2.014.333;  Sept.  10. 
Board  :  See — 

Dough     working     pressure 
board. 
Boiler  :   «ee — 

E?g  biller. 

Hue  boiler. 
Book.     H.  C.  Alger.     2.014.305  ;  Sept.  10. 
Book.  Counter  sales.     E.  Hano.     2,014,020 ;  Sept.  10 
Bottle     and     s^al     theretor.  -  .         - 

Sept.   10. 
Bottle,   NonrefiUal.le.   S.  O.  Conkllng.  2.013.726 
Bowling    game    apparatus.      CJ      D.     Barker. 

Sept.   10. 
Box  :  See — 

Lunch  box. 
Box      folding      mechanism 

Sept.  10. 
Brake:  Hee— 

Air  brake.  I'i-k 

Brake.  G.   A.    P.   Caiew.   2.013.948  : 
Brake   and   antltlpplng   device.    Baby    carriage. 

and  N.  J    Kroll.     2.014.085;  Sept.   10. 
Brake    drum.    Me<hanlcal    free-floating.      J.    A. 

2.013.805  ;  Sept    10  „  .-„ 

Brake  mechanism.     B,  S.  Floraday.     2.014.1.3 
Brake  mechanl>m       D.  L.   Lotts.     2.013.891 
Brake    shield       H     C     Babbitt.      2.013,945 
Brake   signaling   apparatus.      E.    M.    Kramer. 

Sept.   10. 
Breakwater     construction.       G.     W.     Power?*. 

Sept.  10. 

-        -  paving.      O.      Seldler. 


:   Sept.   10 
2.014.806  ; 


F.      M.      JoMln.      2.014.IH6 


Itiake. 
Sept 


10 


S  Kroll. 
Mcintosh. 
;  Sept    10. 


10. 
Sept.    10. 


or 


Sept. 

013,919 
2,014,116: 
2,018.768: 
Sept    10. 


A.   L.   Roco.  2.018.899 
2.014.281  :    Sept.    10. 
W    A.   Riley.     2.014.293;   Sept    10 
J    B.  Frey8lng»r.    2.013.997 


Brick.      Building 

Sept.   10. 
Broaching  apparatus 
Brush       C.    E.    Frost 
Brush.  Flexible  t.ath 
Buckle  for  belts  and  the  like. 

Sept.  10.  .      „  ,.. 

Buffing  tool.     J.  L.  Jones.     2.014.069:  Sept.  10 
Builder  mechanism  for  ring  tplnnlng  and  twbtlng  frames 

R.  F.  Chase  and  (J.  West.     2.013.876;  Sept    10. 
Building    and    con.- 1 ruction    elements   therefor.    Model   and 

toy.     E    E.  Tompkins.     2.013.771  :  Sept.  10. 
Building  and  sound  at»sorbln-i  material.  Insulating.     W.  T. 

Dean.     2.014.O65:  Sept.  10.      „      ^  .«,,».,- 

Building   (onstructlon.      L.   C.    Egloff.   and    W.    L.    Egloff 

BuTldini:      construction  A.      C.      Olsen.        2.018.762-3; 

Sept     10. 

Building  construction.   H  tJ.  Onrtad    2.013,697 
Buildings  and  the  like.  Construction  of.      E.  is. 

2,014.087  :  Sept.  10. 
Burner :  See — 

Gas  and  vapor  burner  Torch    burner. 

Rotary    fuel    burner  ^      „      ,. 

Burner     control     device  VS       T      Bradbury. 

Bashing   extractor.      T.    Naccarato       2.013.923: 
Bushing,     fixture    stud.     etc..     Electric      J      O 

2.01.3.964-5  ;  Sept.  10.        _„      „ 
Button.      L.    Relter       2.014.292:    Sept.    10 
Cabinet      for      Ironing      machines.      E. 

2.014,133  ;  Sept.  10. 
Calculating  machine.  H.  T.  Avery,  and  O 

Ca'h^ndar.     C.  L.  Post.     2.013.807;  Sent. 

Calendar  clock.     C.  Canepa.     2.014.168 

cSmera     Enlarging.     J     I    Morrall.      2.014.285:  Sept 

cSSerl:   Pho?o?raphlc       RK"""-,,  2  014137:  Sept    10 

Canopy.  Collapsible  nrotectlve.     H.  Martinson.     2.013.691 

Sept.  10.  .  .T    «.    T     1 

Can  for  steam  radiator  valves.     (..  W.  Taylor 

Sept.  10. 

Cap.  Hub.     H.  Tonal. 

Cap,  Locking  ga.s.     R. 

Cap.  Miner's.     M.  and 


:  Sept.   10 
P.  Mopin 


1,013,822  ; 

Sept     10 
Knight 


N.      Hurley.     Jr. 
I>«rch.  2,014.013: 


10 

Sent. 


10. 


10 


2.014,153 


2.014.058;   Sept.  10 

B    Ivandlck.     2.014.1.34  ; 

J.   Oldsteln       2.014.324 


Sept. 
Sept. 


10. 
10. 
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Car  truck.  Lateral  motion  spring  damping.     E.  W.  Webb. 

2.013.797  ;  Sept.  10. 
Carbon   l>lack.     W.   B.   Wlegand.     2,013.775:   Sept.   10. 
Carbon      black,      Manufacture      of.        W.      B,      Wlegand. 

2.013.774;  Sept.  10. 
Carburetor.  A.  C.  Hoof.  2,014,021  :  Sept.  10. 
Carburetor.     G.  L.  Kennedy.     2,014,000  :  Sept.  10. 
Carburetor.     J.  T.  Moseley.     2,013,787  ;  Sept.  10. 
Carburetor.      A.    M.   Prentiss.     2,013,734  ;   Sept.    10. 
Carl)uretor     governor,      Suction      actuated.      L.     L.    Vlel. 

2.013,932  ;  Sept.  10. 

•  arviug  device.     W.  Holsheimer.     2.013,780:  t>ept.  10. 
Carton.     G.  E.  Whalley.     2.013.874  :  Sept.  10. 

Case  :  See — 

V  fl  n  1 1 V   c&  B^ 
Cash  register.'    F.  E.    Miller.     2,014.368 :   Sept.   10. 
Casket   construction.    Burial.      R.   F.   Staack.     2.014,361  : 

Sept.  10.  ^      „      ,      w       ^ 

Casting,     molybdenum     white     Iron.     C,     M,     Loeb,     Jr. 

2,014,002;  Sept.  10.  ^  „      „,  .v, 

Casting    sheets    or    films.     Apparatus    for.     E.    Blelbler. 

2.013.978  ;  Sept.  10.  ..„„,„-      «     . 

Catalytic   apparatus.      A.    8.    Williams.      2.013,707:    Sept. 

Catalyst.  Apparatus  for  igniting.     U.  B.  Bray.     2,013.970: 

Cellulosic    materials.    Comminution    of.      8.    E.    Sheppard 

and  L.  W.  Eberiln.     2,014,074:  Sept.   10. 
Ceramic  articles.     L.  H.  Bown.     2.013,740:  Sept.  10. 

♦  'esspools  of  Ice.  Apparatus  for  clearing.      M.   W.   Randall. 

2.014,031  ;  Sept.  10. 
Chain  :  See — 

Tire  chain.  ^.  ^     v. 

Chain    links.    Method   and    means   for   connecting.      C.    F. 

Kohm.      -'.014.023  :   Sept.  10. 
rhaplet.     R.  Ditty.     2.018.746:  Sept.  10. 
Chemical  product  and  preparing  same. 

O.  M.   Havden.     2,014.198  ;  Sept.  10. 
Circuit  closing  device.     H.  Nelson.     2.014.286:  Sept.  10. 
Circuit,     Electric     discharge     starting.    .  R.     M.     Somers. 

2.013.974  :  Sept.   10.  ...... 

Circuit  for  controlling  transmission  In  signaling  systems. 

B.  G.  Bjornson  and  Q.  E.  Greenwoo<l.     2.014,223  :  Sept. 

Circuit  for  high   frwjuencv   receivers.   Preselector.     W.  F. 

Curtte.     2.013.650;  Sept.  10, 
Circuit  Interrupter.     O.  8.  Jennings.     2,013,827:  Sept.  10 
i'lamp   operating   and   locking  means.      J.   Verderber   and 

B.  F.  Battermnn.     2,014,155:  Sept.  10. 
Clasp.     J.  F.  McSoley.     2.013.760  ;  Sept.  10. 
riasp    for    sanitary    napkins.      T.    E.    Hicks.      2.014,330: 

Sept.  10. 
Cleaner  :  See — 

Suction  cleaner.  „  _     ,      ..    .„ 

rlosure  cap.     C.  J.  Terrill.     2,014.093;  Sept.  10. 
Closure  for  discharge  openings.     L.  Elrlch  and  J.  Elrlch. 

2  014.041  :   Sept.   10.  „^„     ^ 

Clothes  hanger.     I.  N.  Morlnvllle.     2.014.340  ;  Sept.  10. 
Clutch  :  See — 

Automatic  clutch. 
Clutch.     H.  D.  Colman.     2  013.649;   Sept.  10. 
Clutch.     J.  W.  Tatter.     2.014,362:  Sept.  10. 

W.     Klocke.       2.014.234 


E.  K.  Bolton  and 


10. 


Clutch    mechanism.      W.     Klocke.       2.014.2.{4  ;    Sept. 

Coaster.      V.    Tenney.      2,014.268 ;    Sept.    10. 

Cocoa.   Producing  soluble.      O.   O.   Gutekunst.      2,014.342: 

Coils'*  Making.     J.  P.  Putnam.     2.013.764:  ^cP^-l^-^,, 
Coin  controlled  mechanism.     W.  T.  Anderson.     2.013.944  ; 

Seot    10 
Collapsllde    insect    screen.      C.    F.    Marthaler.      2.014,336; 

Sept.  10. 
Collapsible  tube.      E.   B     Ilagi.     2,014,066:   Sept.    IOl 
Colloldail     suspension     suitable    for    Insecticides.       E.     C. 

Large.     2,014.1.39  :  Sept.  10. 
Color  separation    for  composite  motion    pictures.      F.    W. 

Jackman.     2.018.886:  Sept.  10. 
Compass  m«'chanl8m.     C.  M.  Leatherman.     2.014.024  :  Sept. 

10. 
Composition     for     lining     can     ends.       J.     E.     Robinson. 

2.013.070:    Sept.    10. 
Compound  of  the  azobenzantbrone  series.     M.  A.  Kuni,  G. 

Kochen<loerfer.   and    K.    Koeberle.      2  013.0.^9:    Sept.    10. 
Compressor.      A.    E.   Schulz  and  D.    J.   Phelps.     2.013.862: 

Compressor.    Rotar.r.      J.    H.    Dennedy.      2,013,377;    Sept. 

Concree   form   retaining   means.      S.    S.    Colt.      2,014,080; 

Sept.  10. 
Conduit.  T'ndergTound.     E.  T.  Keefe  and  H.  B.  McGregor. 

2.013.888:   Sept.   10. 
Cones    and    tubes.    Making.      C.    K.    Dunlap.      2.014.040: 

Sept.  10. 
Connecter  :  See — 

Inflator  connecter.  Key  connecter. 

Connecter.      J.   T.   Marvin.      2.013.732  ;   Sept.    10. 
Connecting  device.  Shirt   and  trouser.     A.   H.  Obermeyer. 

2.014.052  :   Sept.  10. 
Connection.      Vibration     Isolating     pipe.        C.      Hussman. 

2.014.3.^5:  Sept.  10. 
Consistency    and    time    Indicating    and     recording    eoulp- 

ment    for    concrete    mixers.      L.    A.    Perry.      2.018,837  : 

Sept.  10. 
Tontalner.     C.S.Andrews.     2.013.646 :  Sept.  10. 
rontalner.     J.  F.   Peters.     2.013.669:   Sept.  10. 
Container.      G.    Steerup.      2.013.675:    Sept.    10. 


Container  and  stacking  the  same.    C.  8.  Evans.    2,013,712  ; 

Sept.  10. 
Container      with      sealing     closure      therefor,      Covered. 

C.  8.  Baron.     2.013.855  ;  Sept.  10. 
Containers  and  the  like.  Equipment  for  carrying.     H.  O. 

Davidson.     2.013,950  ;  Sept.  10, 
Control  apparatus  for  furnace  air.     J.  H.  Walker. 

2.013.704  :  Sept.  10. 
Control     apparatus.     Remote.       G.     L.     R.     J.     Messier. 

2.013.665;  Sept.  10. 
Conveyer.     J.  J.   Lawlor.     2.013,858  :  Sept.  10. 
Conveyer.  Gathering  or  pick-up.     F.  Cartlldge.     2,014.079; 

Sept.  10. 
Cooker.     H.  J.  Bolardl.     2,013.906  ;  Sept.  10. 
Cooler :  See — 

Oil  cooler. 
Cooler.     A.  Stutz.     2.014.120;   Sept  10. 
Cord  for  electrical  devices.  Nontwlstlng,  extension.     A.  O. 

Samuels.     2.014,146;  Sept.  10. 
Cord    take-up,    Electric    lamp.      E.    J.    Todd.      2.014.301  : 

Sept.  10. 
Cork  composition  and  making  same.     H.  Paschke  and  C. 

C.  Vogt.     2.013,698  ;  Sept.  10. 
Cork  or  plug  for  hollow  tiles.     F.  A.  Stlrnip.     2.013.786; 

Sept.  10. 
Cotton,  Packaging  surgical  absorbent.     F.  B.   Kilmer  and 

R.  R.  Hawthorne.     2.014,335  :  Sept.  10. 
Counterpoise  mechanism  for  track  scale  beams.     A.  Bous- 

fleld.     2,014.276:  Sept.  10. 
Coupes.    Attachment  for.      C.    Girl.      2.014,019:    Sept.   10. 
Coupling  :  Sec — 

Impulse  coupling.  Pipe  c<upllng. 

Coupling  for  relatively  rotatable  wheel  and  axle.      H.  E. 

McKee.     2.013.968  :  Sept.  10. 
Coupling   for   sucker   rods.      R.    0.    Hutchens.      2.013.962; 

Sept.  10. 
Coupling.  Swivel  ring,  and  sleeve  construction.  Electrical. 

R.  J.  Noschang.    2.014,288  :  Sept.  10. 
Cover :  See — 

Dress  shoe  cover.  Metal  spring  cover. 

Cover  for  automobile  tires.  Metal.     F.  D.  Hansen  and  H. 

W.  Tinker.     2.01.3.913:  Sept.  10. 
Crank    shaft.       D.     J.     Campbell     and     A.     A.     Melcher. 

2.014. 22.'j  ;  Sept.   10. 
Crank     shafts.    Method    of     casting.       D.     J.     Campl>ell. 
2  014.224  :  Sept.   10. 
Cultivator    blade.      A.    W.    Tempel    and    W.    C.    Skaggs. 

2,014.0.%5:    Sept.   10. 
Curtain    operating    mechanism.      T.    W.    Holt    and    J.    P. 

T^van.      2.014.178:   Sept.  10. 
Cutter  :   See — 

Food  cutter.  Rotary  cutter. 

Cutter    for    paper    and    board    stock.      R.    R.    Matthews. 

2.013.893:  Sept.  10. 
Cuttine  device.     J.  C.  Olsen.     2.013.894  :  Sept.  10. 
Cutting  toid.     C.  A.  Blellng  and  W.  P.  Mason.     2.014.222  ; 

Sept.  10. 
Damper.  Stack.     G.  P.  Neff.     2.014.187  :  Sept.  10. 
Dental   Imniement.     E.  A.  Page.     2.014.289;    Sept.   10. 
Detector,  Flow.     A.  G.  H.  Straatman.     2  013.995  :  Sent.  10. 
Detector.   Pneumatic  vibration.     J.   L.   Sauls.     2.01.3.993; 

Sept.   10. 
Diaphragm,   Seamless.     E.   Schftfer.      2.013.792;   Sept.   10. 
Die  :   See — 

.\d1ustable  perforating      Rubber  die. 

die. 
Die   anri    Rtock.    Expansive    thread    cutting.      T.    L.    Dagg. 

2.014.312;    Sept.    10. 
Die  head.  Self-opening.     C.  Haenggl.     2.013.954  :  Sept.  10, 
Directional    relav    element.      R.    J.    Wensley.      2,013.815; 

Sept.  10. 
Dish  and  methoi  and  apparatus  of  forming.  Paper.     R.  E. 

Rutledgc.      2.014.297  ;  Sept.   10. 
Dishwashing  machine.      Q.    E.    Klngsley  and    H.    J.    Loar. 

2  014.084:    Sept.   10. 
Disk  brake.     A.   W.  Woodward.      2,014.348:   Sept.   10. 
Disk    grinding    machine.      P»    M.    Hargrave.      2.014.327  ; 

Sept.   10. 
Dls|>enser  :    Pee — 

Liquid   dispenser. 
Dlspensinc  device.      T.   Bailey.      2.014.158;    Sept.   10. 
Door  dovetail*  or  supporting  device,  Vehicle.     A.  B.  EUrry. 

2.014.280:    Sept.   10. 
I>oor  -^ecurine  device.     P.  Helblg.     2.013.779;   Sept.  10. 
Ikmgb   working   pressure  board.      C.   O.   Lea.      2.014.183; 

Sept.  10 
Draft  mechanism      J.  S.  McPherson.     2.013.7.19;  Sept.  10. 
Drafting  Implement.     K.Simon.     2.014.190  :  Sept.  10. 
Drain.  Roof.     T.   A.  Murphv.     2.013.761  ;  Sept.  10. 
Drawine.      H.  J.  TuthlU.     2.013.796;  Sept.  10. 
Drawings.     .Vpparatus     for     making.       D.     C.     Morrison. 

2.014  006  :   Sept.  10. 
Dress  shoe  cover.     R.  C.  Savale.     2.013,700  ;  Sept.  10. 
Drier  :  See — 

Electric  drier. 
Drier.     W.  L.   Martin.     2.014,185:   Sept,  10. 
Drill  Jig.     F.  J.   McGarry.     1.014.025:  Sept.   10. 
Drilling  motor.     J.   C.  Curtis.      2,013.745;  Sept.    10. 
Drive  for  diaphragm  sorters.     R.  Haas.     2,014.326  :  Sept. 

10 
Drive    Form   roll.      H.  A.  W.   Wood.      2,014,095:   Sept.  10. 
Dump  bodv.     A.  Suvorov.     2.014,121  ;  Sept.   10. 
Dumping  apparatus.     J.    H.  Slocum.     2.01.3,863:   Sept.  10. 
Duplicating  machine.      I.    M.    Newgard.      2.013,832;    Sept. 

10. 
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Dust  arrester,     C.  B.  Schneible.     2,014.298 ;  Sept.  10. 
Du»t  collector  for  dust  mops.    C.  E.  Anderson.    2.014.098  ; 

8«pt.  10. 
I>ye  and   producing   the  fi&mt,   Polyazo.     E.   A.   Markusb. 

2.014.143:   Sept.   10. 
Dyes     and     their     preparafion,      Azo.        F.     Zwllgmejer. 

2,013.723;   Sept.   10. 
Edge  molding  apparatus.     F.  Paparella.     2.013,834;  Sept. 

Egg  boiler.     F.  Sabinl.     2.014.089;  Sept.  10. 
Eggs.  Freezing.     M.  E.  Pennington.     2,013,896;  Sept.  10. 
Electric  contact.     K.  «.   Soderberg.     2,013.868;   Sept.   10. 
Electric    converter.       W.     F.    Cotter    and     M.     E.     Bond. 

2,01.3,878;  Sept.   10. 
Electric  drier.     O.  R.  Schurig.     2,041.211  ;  Sept.  10. 
Elettric  furnace.     E.   Hediger.     2.013.755  ;  Sept.   10. 
Electric  lamp.    B.  S.  Rood  and  G.  B.  Honeywell.   2,014,054  ; 

Sept.   10. 
Electric  motor.    N.  S.  Yost.     2,013.821  ;  Sept.  10. 
Electric  water  heater.     K.  F.  Hartmann.     2,013,914  ;  Sept. 

10. 
Electrical  discharge  registering  system.     R.  K.   Honaman. 

2,014,179;    Sept.    10. 
Electrical  system  and  apparatus  for  transmitting  Intelli- 
gence.     W.  C.   Roe.      2,013.671  ;   Sept.    10. 
Electrode  or   terminal   for  electrolytic  apparatus.      R.   D. 

Mershon.     2.014.005;  Sept.  10. 
Elevator  control  system.  Circuitous.     H.  E.  White  and  A. 

W.   Haverlcamp.     2,013.817  ;  Sept.  10. 
End    stop    for    slide    actuated    fasteners.      R.    C.    Legat. 

2.014,-559;  Sept.  10. 
Engine  :  See — 

Internal  combustion  «>n«rlne.      Rotary   engine. 
EuKine     synchronizing     device.     Airplane.       F.     R.     Slas. 

2.013.673:  Sept.  10. 
Envelope  and  folder.     A.  Marowltz.     2.013.664;  Sept.  10. 
Envelope,   Shirt.     J.  M.  Alter  and  M.  Lipsey.     2,014,097  ; 

Sept.  10 
Equalizin:;     driving     belts.     Apparatus     for.       J.     Leister. 

2,0i:i,967  :    Sept.    10. 
Equipment  for  fuel  oil  burners.     J.  W.  West.     2.013,816 ; 

Sept.   10. 
Ester  coatings.  Cellulose  mixed.     C.  R.  Fordyce  and  J.  D. 

Coleman.    Jr       2.0i:{.S25 :    Sept.    10. 
Esters   of   2-butyIoctanol.      T.   F.   Carruthers.      2.014,310 ; 

S..pt.  10. 
Ether.  Preparing  dlvinyl.    W.  .\.  Lott.    2.013.662  :  Sept.  10. 
Ethers  and   derivative  alcohol.<»  thereof.   Production  of  di- 
ethyl.     H.  B.  Gans,  Jr.,  and  A.  B.  Holton.      2,013.752  ; 

Sept.  10. 
E.xcavating  apparatu.i.     C.  H.  Dupree  and  A.  R.  Cutbbert- 

son.      2,013.750:   Sept.   10. 
Extractor :  See — 

Bashing  extractor. 
Fabric :  See — 

Knitted  fabric. 
Fabric   cleaning  and   dyeing   composition.      E.   C.    Palller. 

J,014.007  :  Sept.    10. 
F.ibric  draw  off  means  for  straight  knitting  machines.     E. 

M.  .MUllcr.      2.014.114;   Sept.   10. 
Fabrics  for  aeroplane  construction   and  process  and  com- 
position for  making  same.     J.  E.  Ilutchman.     2.014,068; 

Sept.  10. 
Fabrics    for   reen forcing  work.    Paper-back.      C.   F.   Bailey 

and  J.  P.  DLstler.     2.013.641  :  Sept.  10 
Fan    and    the    like.       V.    W.    Sharpe    and    J.    A.    Castor. 

2.014.032;    Sept.   10. 
Fastener  and   combination   thereof  with   strings  and  tags 

of  tpa  bags  or  the  like.     A.  Keller.     2,014,254:   .«!ept.  lO. 
Fastening  device.     L.  Wlesenfeld  and  N.  Kase.     2.013.706; 

Sept.   10. 
Fastening     mt^ns     for     vehicle     roofs.       R.     O.     Mobbg. 

•-'.014,284  :   Sept.    10. 
Faucet    tllter.     Self-cleaning.       .T.     S.    Brady    and    D.    A. 

-McCarthy.      2.014,063:    ^pt.    10. 

F>e<i  device  for  hydraulic  transmissions.     G.  L.  R.  J.  Mes- 
sier.     2,014.338  :  Sept.   10. 
F'ee«l    envelope    assembly.    Continuous.      J.    Q.    Sherman. 

2.013,844:  Sept.  10. 
Fpeder     for     melting     pots,     Metal.       C.     E.     Whltmore. 

-•014.050  :    Sept.   fO. 
Fertilizing  Implement.     M.  E.  McRae.     2.014,003  ;  Sept.  10. 
Fit)»T  articles,  Manufacture  of.     G.  A.  Richter.     2.013.841  ; 

Sept.  10 
Fibrous    bo<lied   articles   and   producing   the  same.      E.   C. 

Sloan.      2.0i;i.S65  :   Sept.    10. 
Fi!ampnt!<,   Manufacture  of  artlfldal.     T.  Koch  and  J.  O. 

Wppldenburg.      2.014.343:   Sept.   10. 
Fiiampnta  or  the   like.   Apparatus  for  the  manufacture  of 

artiticia!       K.    Klnsella.      2.013,688;   Sept.    10. 
File.  Protected  record.     J.  Q.  Sherman.     2.014,267  ;  Sept. 

10. 
Filling  machine.     M.  Goldberg.     2.014,323;  Sept.  10. 
FlllinkT      material      into      receptacles.       L.      B.      Winton. 

2.013.678  :   Sept.   10. 
Film    handlini?    apparatus    and    footage    recording    devlc*» 

therefor      W.  D.   Foster  and   F.   D.   Sweet.     2,014,202  ; 

Sept.  10. 
Film    material.    Process   and    apparatus    for    the    r«»covery 

of     the     con.stituents     of     pnotographlo.      R.     Si>elllng. 

2.O13.760  ;  Sept.  10. 
I'ilter  :  See — 

Faucet    Alter. 
Filter.      (V    H     Dooley.      2.014.105:    Sept.    10. 
Filter  apparatus.      E.   L.   Williams.     2.014.034;   Sept.   10. 


Filter  for  dry  cleaning  solutions.    J.  Wiesman.    2,013.776; 

Sept.  10 
Filtering  apparatus  and  operating  the  aame.     R.  Mensing. 

2.014.144;  Sept.  10. 
Finger  ring.     G.   A.  Armstrong.     2,014,122;   Sept.   10. 
Fire    alarm    actuating    apparatus.     B.     Fox.     2,014,042: 

Sept.  10. 
Firearm  with  exchangeable  barrel.     P.  Under.     2,014,184  : 

Sept.  10. 
Floor    blocks.    Making    trickling    filter.     J.    G.    Barbour. 

2.014.269  ;  Sept.  10. 
Flue    boiler.    Vertical.     J.   C.   Johnson.     2,013,828;    Sept. 

10. 
Fluid  heater.      H.  J.  Kerr.      2,013,985;  Sept.  10. 
Fluoroamiuoanthranulnone    and    its    preparation.     F.    W. 

Johnson.     2.013,657  :  Sept.  10. 
Food  cutter.     M.  R.  Hatch.     2,013.801  ;  Sept.  10. 
Food   mold.      F.   C.   Dlllenback.      2.018.879  :    Sept.   10. 
Forging.  Impact.     A.  H.  Oelkers.     2.014.206  ;  Sept.   10. 
Form.  Shoe.     A.  G.  Legge.      2.014,070;  Sept.  10. 
Formaldehyde    condensation    products.    Molding    urea.     L. 

Smidth.      2.013.702  ;   Sept.   10 
Frame     for     babv-bugKies.     Collapsible.      C.      W.     Burst. 

2.013,910  :   Sept.   10. 
Frame  having  a  device  for   recharging  during  operation, 

Warp.     M.  Stein  and  .\    P'o<lor.      2,013.770:  Sept.  10. 
Frame    straigbteninx    apparatus   for   automobiles.     M.    8. 

Merrill.     2.013,785  ;  Sept.  10. 
Front     end     construction     for     vehicles.     J.     J.     Punke. 

2,014,029:   Sept.  10. 
Fuel,  Making  a  motor.      E.  E.  Avres.     2.014.350:  Sept.  10. 
Fuel,  Treatment  of  motor.      C.  D.   Lowry,  Jr.      2  014.235: 

Sept.  10. 
Fuels.  Stabillxatlon  of  motor.     F.  B.  Downing  and  H.  W. 

Walker.     2.014.200;   Sept.  10. 
Furnace:  See — 

Electric  furnace.  Metallurgical   furnace. 

Ingot  lieating  furnace. 
Game  apparatus.     F.  F.  Hughes.      2,013,968  ;  Sept.   10. 
Garment.     T.  Papageorge.     2  013,833;  Sept.  10. 
Garment.     H.     Rubin.     A.     Casper,     and     N.     Rothman. 

2.013,929  ;  Sept.  10. 
Garment   banger      A.   0.  Anderson.     2.014,061  ;  Sept.   10. 
Garment  hanKer.      H.  L.  Rentier.     2.014,16."):   Sept.  10. 
Garment  banger.     I.  J.  Shafarman.     2.014.299:  Sept.  10. 
Garment    pressing    machine.     W.    Strobridge.     2.014.300 ; 

Sept.  10. 
Gas.      analyzer.      Combustible.       W.      E.      Ooldsborough. 

2.013.098:   .Sept.   10. 
Gas  and  vapor  burner.     W.  C.  Coleman.     2,018.683  ;  Sept. 

Gas.  Cleaning.     A.  B.  Haswell.     2.014,044  :  Sept.  10. 
Gaseous  mixtures.  Method  and  apparatus  for  measurement 

and  contrul  of      W.  \.  Douiflass  and   H.   La   B.  Jones. 

2.013.727  :  Sept.  10. 
Gases  derived   from   roasting.   Purification   of.     C.    Hahn. 

2.013.753  :  Sept.  10. 
Gasoline.  Stabilization  of.     J.  K.  Roberta  and  O.  W.  Watts. 

2.013.992  :  Sept.  10. 
Gate  :  See — 

Projector  film  gate. 
Gauge :  ffee — 

Recording  micrometer 

gauge. 
Gear:  See — 

Transmission  gear. 
Gear   drive.     A.    Kuhns   and    P.    A.    Manger.     2.014.138; 

Sept.  10. 
Gear   shifting  mechanism.     .\.   O.    McColIum.     2,014,195: 

Sept.  10. 
Oeneratlnif    set.     Emergency.     J.     P.    Brvan.     2.014,101  ; 

Sept.  10. 
Generator :  See — 

Steam   generator. 
Generator.      W.  Kautter.     2.014.136:  Sept.  10. 
Gla.ss  batch.  Blown.     K.  Fawa  and  F.  Suzuki.     2,014,230; 

Sept.  10. 
Glass.       Manufacturing       laminated.       F.       L.       Bishop. 

2.014.124  :  Sept.  10. 
Glass,    Method    of   and    apparatus    for    supplying   molten. 

T.  Waugh.  Jr.     2.014.075  ;  Sept.  10. 
Globe  and  support.     E.  J.  Pohlman.     2,014.200:  Sept    10 
Golf  practice  apparatus.     T.    H.  Muth.     2.014,145  :   Sept. 

10. 
Golf  tee,  Mechanical.     W.  P.  Fleming.     2,013,881 ;   Sept. 

Governor    control    for    shock    absorbers.     B.    L.    Kulick. 

2,013.920:  Sept.  10. 
Guard,  Football.     J.  P.  Taylor.      2.013.704;  Sept.  10. 
Guard.     Hair     waving.     U     Robison    and     A.     Weiszberg. 

2.013.789:  Sept.  10. 
Guard.    Highway    safety.     D.    McFadden    and    R.    A.    Mc- 

Fadden.     2,ol3.716  :  Sept.  10. 
Gun,  Grease.     «^    C,  Smith.     2.013.864;  Sept.  10. 
Hair  curler.     A.   Jnck.son.     2,014.288;   Sept.   10 
Hairpin.      H.  W    Hawklnson.      2,014,328  :  Sept.  10 
Hair    waver    and    the    like.     B.    M.    Beskow.     2.014  164: 

Sept.  10. 
H.nmper.      W.  J.  McElmoyl.     2,013,782  ;   Sept.  10. 
HandU'      connection      for      implements.      F.      L.      Ingllnr 

2.013.963;  Sept.  10.  ^ 

Handler,  Patient.     F.  Bramlett      2  014.244;  Sept    10 
Hanger  :  See — 

<;arment   hanger. 
Harness    for    .pilck    attachable    chest    pucks.     8.    Switlik 

2.014.344:  Sept.  10. 
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Hat     brim    flanging    machine.     P.     Scbultze.     2,014,210; 

Sept.  10. 
Hat     brim     ironing     machine.     P.     Scbultze.     2,014,209 ; 

Sept.  10. 
Headrest  for  shampooing.     S.  Chancer.     2,013,823  ;  Sept. 

10. 
Heat     distribution      for     builldngs.      C.      B.      Slmoneau. 

2.014,117  ;  Sept.  10. 
H.  at  exchanger.      H.J.Kerr.     2,013.658  ;  Sept.  10. 
Heater  :  Hee  - 

Fluid  heater.  Water  heater. 

Heater  and  support.  Fluid.     W.  H.  Armacost.     2,014,197  ; 

Sept.  10. 
Heating  element.     F.   Raffles.     2,014,196;   Sept.   10. 
Heating   element    construction.      A.    S.    Knapp   and   F.    J. 

Stevens.     2.014.001  ;  Sept.  10. 
Heating  system.     A.  L.  Ilrowne.     2.013,909;  Sept.  10. 
Helical    bodies    and    carrying   out    said    process,    Shaping. 

J.  R.  Warren.     2.01.3,705;  Sept.  10. 

Hinge.     J.  R.  Hughes.     2,013,915;  Sept.  10. 

Hoisting  mechanism.     R.  C.  Lamond.     2,013.(390;  Sept.  10. 

Holder  :   JSee — 

Jar  holder.  Sheet  form  holder. 

Mop  holder.  j 

Holder   and    nozzle    for   gas-arc   torches.      Combined   elec- 
trode.   J.  T.  Catlett.    2,014.226;  Sept.  10. 
H<»lding    means   for   mops,   bruslies,   and   the  like.      C.   A. 

Taylor.     2,013,871  :  Sept.  10. 
Hosiery  blanks.  Knitting  nonrun  shaped.     E.  E.  Carlson. 

2.014.120  ;  Sept.  10. 
Household  mixer.     J.  E.  McLoughlln,  Jr.     2.013,783;  Sept. 

10. 
Hydraulic  apparatus  for  controlling  brakes.     G.  L.  R.  J. 

Messier.     2.014,339  ;  Sept.  10. 
Hydraulic    press.       K.    Benedek     and     H.     F.    MacMillln. 

2,014,162  ;  Sept.  10. 
Hvdrocarbons.    Apparatus    for   cracking.      H.    J.    Schiffler. 

2  014.189  :  Sept.   10. 
Hvarogen  and  carbon  black,  Produi-ing.     R.  S.  Richardson. 

■2.013.009  ;  Sent.  10. 
Hydrolysis  of  tne  organic  acid  esters  of  cellulose.     C.  J. 

Malm  and  C.  L.  Fletcher.     2,013,830;  Sept.  10. 
Ice  an<l  the  like,  I'reserving.     J.  A.  Donahoe.     2,014,245  ; 

Sept.  10. 
Ignition  booster.     F.  W.  Claybrook.     2,014,064  ;  Sept.   10. 
lIluinln.Tted  sign.     J.  G.  Best.     2.014,271  ;  Sept.  10. 
Illuminating  device.     R.  J.  Sto<k.     2,014,191;  Sept.  10. 
Impulse  coupling.     H.  G.  Cox.     2,014,103:  Sept.  10. 
Incense  and  making  the  same.    M.  G.  Neumanu.    2,014,072  ; 

Sept.  10. 
Indicator  :  Bee — 

Load  Indicator. 
Induction  relay.     J.   S.  Parsons.     2,013.836;  Sept.  10. 
Inflater  connecter.     R.  Borel.     2.013,846  ;  Sept.  10. 
Ingot     heating     furnace,     Circular.       J.     L.     Adams,     Jr. 

2,018,905  ;  Sept.  10. 
Inking  device.     C.   L.    H.   Supllgeau  and  R.   R.  J.   Guyot. 

2.013,812:  Sept.  10. 
Inner  tube.     E.  Eger.     2.014,129:  Sept.  10. 
Insects.       Api)aratu8      for      capturing.         V.      Menaschfi. 

2.013,969  ;  Sept.  10. 
Insulating  wall  unit.     C.  W.  Attwood.     2,014,035  ;   Sept. 

10. 
Interlocking      system       for       railroads.         A.       Langdon. 

2.013,986-7  ;  Sept.  10. 
Interlocking    avstem    for    railroads.      A.    R.     Whltehorn. 

2.014,347  ;   Sept.  10. 
Internal    combustion    engine.      A.    P.    Brush.      2,014,086 ; 

Sept.  10. 
Internal  combustion  engine.     K.  W.  Plellcke.     2.013,840  ; 

Sept.  10. 
Internal-combustion  engine.  Supercharged.     A.  H.  R.  Fed- 
den  and  L.  V.  G.  Butler.     2,014.317  ;  Sept.  10. 
Internal     combustion     engine,     Two-cycle.       F.     Gosslau. 

2.013,983  ;  Sept.  10. 
Iron    alloy    and   making   the    same.    White   cast.      F.    A. 

Raven  and  C.  D.  Foulke.     2.014,238  :  Sept.  10. 
Iron,  Electric.     A.  Ruelland.     2.01. S,854  ;  Sept.  10. 
Jack  :  Hee — 

Lifting  Jack. 
.Tar  holder.     A.  B.  Hawke.     2,014,108  ;  Sept.  10. 
Joint :  Hee — 

Wood  Joint.  Yielding  wall  Joint. 

Joint  and  coupling.  Universal.      D.  T.  Brock.     2,014.309  : 

Sept.  10. 
Journal  bearing.    A.  Vigne.    2.013.872  ;  Sept.  10. 
Juice  extractor  and  feeder.     L.  B.  McNamara.     2,014,236; 

Sept.  10. 
Key.     C.  M.  McCord.     2,014,112;  Sept.  10. 
Kev,  Brake  shoe.     C.   R.   Busch.     2,013.981  ;  Sept.  10. 
Key,  Brake  shoe.     W.  W.  Clouser.     2,013,982:  Sept.  10. 
Kev  connecter.     R.  L.  I.^uer.     2.013.660;  Sept.  10. 
Knitted  fabric.     M.  Nebel.     2.014,026  ;  Sept.  10. 
Knitting   machine.      H.    H.    Holmes   and   R.    H.   Robinson. 

2.014,131  ;  Sept.  10. 

Knitting  machine.     H.  H.  Holmes.     2.014,132  ;  Sept.  10. 
Ladder.     J.  M.  Llthgow.    2,014,141 ;  Sept.  10. 
Lamp  :  See — 

Electric   lamp. 
I.nmp  and  similar  device.  Electric  incandescent.     H.  As- 

mussen.      2,014,220;    Sept.    10. 
Last,  Shoe  making.     C.  A.  Messmer.     2.014.262 :  Sept.  10. 


Latch  actuating  mechanism.     J.  B.  WTiltted.     2,014,363  ; 

Sept.  10. 
Latch  means  for  folding  eyeglasses.     V.  Tanasso  and  J.  J. 

Pomeranz.     2,014,092  ;  Sept.   10. 
Latch     needle     pattern     attachment.        H.     A.     Shields. 

2.014,213  :  Sept.  10. 
Lead  borate,  Preparation  of.     G.  E.   Sievert.     2,014,148; 

Sept.  10. 
Leather,  Decorating.    C.  A.  Me8.-mer.    2,014,263  ;  Sept.  10. 
Lecithin,  Production  of  pure.     G.  Klein  and  K.  Tauboeck. 

2,013,804  :  Sept.  10. 
Leer  with  roller  beds.     F.  B.  Waldron.     2.014.302  ;  Sept. 

10. 
Legging,  Fungproof.     R.  C.  Parvin.     2,014,208  :  Sept.  10. 
Lens  hood  for  photographic  cameras.  Collapsible.     W.  V. 

Foulis  and  W.  Heaton.     2,014,322;  Sept.  10. 
Lift  web  for  pack  and  harness.     S.   SwltUk.      2,014,345  ; 

Sept.  10. 
Lifter     for     ledger     trays,     Statement.       A.     K.     Kekoa. 

2,014,047  ;  Sept.  10. 
Lifting  Jack.     T.  J.  Kelleher.     2,013,918  ;  Sept.  10. 
Light  control  device.     O.  T.  t^ancls.     2,014,174  ;  Sept.  10. 
Light  controlling  apparatus.     E.  L.  Cole.     2,014,039  ;  Sept. 

10. 
Light  signaling  arrangement;    K.  Meyer.    2,014,048  ;  Sept. 

10. 
Light  signaling  circuit.    K.  Meyer.    2,014,049  ;  Sept.  10. 
Lighter.     R.  K.  Berthold.     2.014.014  ;  Sept.  10. 
Lighter.     J.  L.  Smith.     2,013,866  ;  Sept.  10. 
Lighter,  Cigarette.    I.  Florman.    2.014,320  ;  Sept.  10. 
Lighting  fixture.     J.  H.  Waterbury.     2,013,721  ;  Sept.  10. 
Lime  composition,   Hydrated.     R.  W.    Smith.     2,013,811  ; 

Sept.  10. 
Liquid  dispenser.     F.  W.  H.  Lohse.     2,013,715  ;  Sept.  10. 
Liquid  from  a    receptacle.  Delivering  mea.'jured  quantities 

of.     F.  Melzer  and  A.  J.  Feltault.     2.01:5,004  ;  Sept.  10. 
Liquids,    Handling    volatile.      W.    Reed-Hill.      2,013.685 ; 

Sept.  10. 
I^ad  indicator.     E.  J.  Shimek.     2,013,810  ;  Sept.  10. 
Lock.     E.  N.  Jacobl.     2,013.7:^0  ;  Sept.  10. 
Lock  construction.     H.  F.  Keil.     2,014.233  ;  Sept.  10. 
Lock  for  tool  bits,  Cam.    O.  Severson.    2,013,701  ;  Sept.  10. 
IX)comotlve.     R.  A.  Carr.     2,013.682  •  Sept.  10. 
Loop  forming  mechanism    for  straight  knitting  machines. 

G.  Gastrich.     2.013.8K3  ;  Sept.  10. 
Loud    speaker    attachment.      E.    Grlssinger.       2,013,953 : 

Sept.  10. 
Lubricated  bearing.     V.  A.  Bary.     2,014,160  :  Sept.  10. 
Lubricating  device.     L.   R.  Kerns.     2,014,180;  Sept.  10. 
Lubricating  means  for  antifriction  bearings.     K.  L.  Herr- 
mann.    2,014,204  ;  Sept.  10. 
Lubrication    of   axle   bearings.      V.    A.    Bary.      2.014,159; 

Sept.  10. 
Lubricator.     N.  W.  Morse.     2.014.113  ;  Sept.  10. 
Lunch  box.     L.  F.  Odendahl.     2,013.852  ;  Sept.  10. 
Lure.  Artificial.     D.  G.  Ridenour.      2.013.898;  Sept.  10.      , 
Machine    for    forming    roller    blanks.      K.    L.    Herrmann. 

2.014,203;   Sept.  10. 
Machine    for    Inserting    and    removing    boiler    tubes.      G. 

Wagner.     2.013.933  ;  Sept.  10. 
Magazine  for  automatic  loading  firearms.  Box.     F.  Herlach 

and  T.  Rakula.     2.014,177  ;  Sept.  10. 
Magnetic  control  device.     M.  J.  Johnson.     2,014,194  ;  Sept. 

10. 
Manifold.  Intake.     J.  W.  Swan.     2,013.737  :  Sept.  10. 
Marking  machine.     A.  R.  Morrill.     2.013,851;  Sept.  10. 
Massage     device,     Tympanic     pneumo.       A.     T.     Vance. 

2,014,009  :  Sept.  10. 
Massaging  device.     D.  H.  Klein.     2.014.022  ;  Sept.  10. 
Match  packet.     R.  S.  Pullen.     2.013,991  ;  Sept.  10. 
Material.    Apparatus    for   cleaning   sheet.      S.    G.    Judge. 

2,013,714  ;  Sept.  10. 
Material.     Molding     e<ige     portions     of.       F.     Paparella. 

2.013,835;  Sept.  10. 
Material   treatment   method,  apparatus,   and  system.     A. 

Peltzer  and  A.  Peltzer.  Jr.     2.013.6G8  ;  Sept.  10. 
Material  working  machine.  Combination.     T.  J.  Halvorson 

and  J.  A.  Shand.     2,013.778;  Sept.  10. 
Materials,  Pulverizing  semisolid.    T.  Robinson.    2.013.808  ; 

Sept.  10. 
Measuring  frequencies.     H.  Chirelx.     2,013,799  ;  Sept.  10. 
Measuring    Instrument,    Line    tension.      L.     8.    Williams. 

2.013.938  ;  Sept.   10. 
Measuring  or  drawing  angles  and  Inclinations,  Device  for. 

O.  M.  C.  Marischal.     2.013.850;  Sept.  10. 
Meat   product   from  cooked   meat    and   making   the  same. 

J.  C.  MacLachlan.     2.013.859;  Sept.   10. 
Mercury    tube    scale    Indicator    control.      A.    C.    Howard. 

2.014.282;   Sept.  10. 
Metal     compounds.     Treating     rare-earth.       R.     Schulze. 

2.013.767;    Sept.  10. 
Metal  for  condensers,  Filming.     P.  E.  Edelman.     2,014,169  ; 

Sept.  10. 
Metal  spring  cover.    F.  H.  Schlesser.    2,014.265;  Sept.  10. 
Metal  work.  Apparatus  for  and  art  of  treatment  of.     H. 

Rosenberg.     2.014.296  ;  Sept.  10. 
Metal  work.  Treating.     H.  Rosenberg.     2.014.295  :  Sept.  10. 
Metals  bv  electromagnetic  forces.  Treatment  of.      W.  W. 

Hoke.     2.013.653  ;  Sept.  10. 
Metallurgical  furnace.     C.  R.  Kuzell.     2,013.966 ;  Sept.  10. 
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Mftallurglral   furnace.      W.  J.  Thomns.      1'.{H3.S»75 :   Sept. 

10. 
Meter  :  t»'ee — 

Vuiuuiu   tube    meter. 
Mineral  Heparator.     J.  W.  Reed.     :.'.»il4.1'91  ;    Sept.  10. 
.Mixer  :   ^f« — 

Household  mixer.  I'a»try   mixer. 

Mixer.      I.   Jepp«««n.      ;J.013,8S7  ;    Sept.    10. 
Moccasin.     1>.  W.  Wlwjln.     I'.Ol 4.094  :  Sept.  10. 
.Modulation.     T.  1%.  Price.     2.013.807;  Sept.  10. 
Mold  :   Ser— 

Food  mold. 
Molybdenum  titaniunn      ferro-alloys.        G.      F.      Comstock. 

2.013.877  ;  Sept.  10. 
Mop  holder.     S.  C.  Lawlor.     2.014.109  ;  Sept.  10. 
M'-tor  :  See — 

Drilling  motor.  Wave  motor. 

Electric   motor. 
Motor    teutlnj;    apparatus.       H.    H.    Pickron.      2.014.115: 

Sept.    10. 
Motor  vehicle  chassis  washer.     P.  C.  Butler.     2.013.742: 

Sept.  10. 
Mounting  for  windows,  doors,  and  the  like.     C.  C.  SldwelL 

1*01.^.719:    Sept     10. 
MountinK.    Universal    motor.     G.   F.    Loveless.      2.014.071  : 

Sept.   10. 
Miff  bag      M     Kramer.     2.014.25« :  Sept.  10. 
.Muffler      L.  R.  Heath.     :.',013.95«  ;  Sept.  10. 
.Multipll<r.  Kre<iueiHv       M.  Osnoa.     2.013.806:  Sept.  10. 
Nitrites  to  nitrates.   Oxidation  of.     W.  Gross.     2.013,984: 

Sept.   10. 
Nitrogen    and  hydrogen   bv  the  thermal  decomposition  of 

.immonia.  Production  of.     C.  8.  Hall.     2.013.652  :  Sept. 

10. 
Nitrogen.    Pro<luctlon    of.      E.    H.    Salisbury.      2.013,809: 

Sept.  10. 
Noszle  for  adhesive  containers.  Spreading.     W.  8.  Stafford. 

2,014. 149  ;  Sept.  10. 
Nozzle,  Spray.     O    Hulcari.     2.013,959;  Sept.  10 
Nozzle.    Vaporizer       .M     Katzman       2,013,917;   Sept.    10. 
Oil  cooler.     U.  C.  Palmer       2.014.028  ;  Sept.  10. 
Oil  ctioling  system.     V.  L.  Biancbl  and  L,  Mlna.     2.013,708  ; 

Sept.  10. 
Oil    reflntng,    Hvdrocarbon.      W.   M.   Malisoff.      2.013.663; 

Sept.  10. 

Oils.  Coking  hydrocarbon.     J.  D,  Seguy.     2.014.212  ;  Sept. 

10. 
Oils.    Cracking    hydrocarbon.      E.    W.    Isom.      2.013.803: 

Sept.  10. 
Optical  representation  of  objects  with   stereoscopic  effect. 

Apparatus  for  the.     L.  F.  Savage.     2.013.842;  Sept.  10. 

Pack    for    fragile    articles.      E.    L.    Shepard.      2.014.091  : 

Sept.  10. 
Packaging  machine.     E.  Contl.     2.014.227  ;  Sept.  10. 
Packing    di.'ks    in    bottle    clo.'<ures,    I>evlce    for    Inserting. 

H.  .\dam      2.014,15":  Sept.  10. 
ran.  Baking      <;    W.  Wheeler.     2.014.216;  Sept.  10. 
Panel.    Tile     display        N.    C.    Butler    and    T.    Do    Vail. 

2,013.741  ;  Sept.  10. 
Paper    article.    Compressed.      C.    K.    Dunlap.      2.013.748; 

Sept.    10. 
Paner  articles  and  making  the  same,  C«)mpre«sed.     C.  K. 

Dunlap.     2.013,747:  Sept.    10. 
Paper  converting  and  Inserting  machine.  Combined.     A.  A. 

Bourdes  and  W.  Yiakounelos.     2.014.307  :  Sept.  10. 
Paper  making  machine.     J.  F.  Albright.     2.013.942;  Sept. 

10 

Pastry  mixer.     M    A    Tarrsnt.     2.013,902:  Sept.  10. 
Paving  material.  Bituminous.      S.  S.  Sadtler.     2,013.972  ; 

Sf^pt     10 
Phonograph,  Multiple  record.     R.   W.  Pitman.     2,013.927  : 

Sept.    10. 

Photographs,  .Apparatus  for  taking  series  of.     F.  Pfelffer, 

and   K.  A.  Trnenkle       2.014.188:  Sept.   10. 
I'hthalic   anhydride   and    benzoic   acid.    Apparatu<>    for   the 

production    of.       M     Scharff.    .T.    Bro<le.    A.    Johann>en. 

and  .1    Reichart.      •J.O13.07:i  :  Sept.   10. 
Picture  .ipparatus.  Motion.      J.  F.  Leventhal.     2.013.661  ; 

Sept.  10. 

Picture  jitrips.  Method  and  apparatus  f o  •  printing.     E.  R. 

Wo!»-ott.     2.013,738;  Sept.  10. 
Pin  :  See — 

Safety  pin. 
Pipe  coupling      W.  B.  Dam.vel.     2.014.813:  Sept.  10. 
Pipes.   Device  for  cleaning  and  flushing.     F.   Burkett   and 

E.  Taylor      2,014.037  ;  Sept.  10. 
Pitch      propeller,      Adjustable.      J.      Squires.      2.013.930 : 

Sept    10. 

Plant   prote<tor       .7    C    Hart       2.014.175:   Sept.  10. 

Plow    shares.    Sharpening;    and    repolntlng.      L.    O.    Wlese. 

2,013, 81S  :  Sept.  10. 
Pocket.  Garment.     L.  M.  Gephardt.  2,013.847  :  Sept.  10. 
Polishing  device.     A.  J.   Stecker.     2.014.119:   Sept.  10. 
Position    control    appanitns.      D.    J.    Stewart.      2.013.676: 

Sept    10 
Potassium      bicarbonate.      Production      of.         H.      Weiss. 

2.013,977  ;  Sept    10 
Pouch.    Vehicle    umbrella.      W.   H.   Van    Ness.      2.014,241; 

Sept.  10, 
I'ower  transmis-ion  mechanism.     S.  A.  Farrell.    2.014.316  ; 

.Sept.  10. 


H.    H.    Wright.     2.013,739   Sept.    10. 


Trousers  press. 


Preservative. 
Pre.' 8  :  Sec — 

Hydraulic    press 

Printing    press. 
I'ressing  machine.     A.  F.  Hanney.     2,013.754:  Sept.  10. 
Pressure  control  system  for  wood  grinde-a.     E.  A.  Mahao- 

nah.     2.014,142  ;  Sept.  10. 
l'res^ure    regulator.      H.    Sandvoss.      2,013,766 :    Sept.    10. 
I'rlmer  for  internal  combustion  engines.     J.  W.  Fiti  Ger- 
ald     2,013,728:  Sept.  10. 
Printing  plant.     L.  Harbison  and  8.  C.  Wilson.     2,014,043; 

Sept.  10. 
Printing  press.     C,  8,  Crafts.     2.014.018  ;  Sept.  10. 
Printing    press.      M.    O,     Jones    and     W.    P.    Shomaker. 

2,013,687  :  Sept.  10. 
Printing  rolls,  Pro<luctlon  of.     L.  H.  Harrison.     2,014,107  ; 

Sept.  10. 
Printing,  Rotary  intaglio.     A.  Weiaa. 
Proiection.      W.  G.   Wolfe.     2  018.846 
Projector  film  gate.     W.   H.   Bauch. 
I'ropeller.      J.   Weichwald 

■.  W 


2,014,242 
Bace. 


2.014,303  :  Sept,  10. 
;  Sept.  10. 
2,014,099; 
:  Sept.  10, 
2.01.^.647  ; 


Sept.   10. 
Sept. 


10. 


O.     Koehler. 
2,013.800: 
2.014,088  :  Sept.  10. 


therefor. 
Daniels 


2.014,278  ;  Sept.  10. 
Forbea,     and      S.     Knisich. 


Propeller  construction. 
I'rotector  :  See — 

Plant   protector, 
rull-match    package    and    bolder 

2,014,182;  Sept.  10. 
Pnlverialug      apparatus.      F.       H. 

Sept.   10. 
Pumi>-inJector  apparatus.     J.  Nlcolaa.     2.014,088  :  Sept 
Punch   set.     C.   O.    Llvermore.     2.013,758  ;   Sept.    10. 
Pyralin   and   other  material    that   is  plastic   when    heated. 

Apparatus    for    molding    objects    of.     A.    H.    Stenersen. 

_'.014,15O;  Sept.  10. 
Pyranthrone,    Bromination    of.      J.   H.    Sachs   and    K.    W. 

Peck.     2,013,790:   Sept.  10. 
Rack  :  -See — 

Towel  rack. 
Radio  Interference  eliminator.  Ignition  distributor.     R.  J. 

L.   Dutterer.      2,014,018:    Sept.   10. 
Radiorecetving    system.      W.    A.    MacDonald.      2.014.086: 

Sept.  10. 
Rail  bonding.    C.  A.  CadweU. 
Railroad     spreader.     J.     C. 

2.014.172;  Sept.  10. 
Rake.     A.  J.  Bailie.     2,014.123  ;  Sept.  10. 
Kake.    Curd.      B.   C,   Damrow.      2,014,279 
Range  and  stove.  Gas  or  electric  cooking. 

A.  P.  Schulz.     2,018,931  ;  Sept.  10. 
Range.  Conceale<l  manifold  gas.    S.  H.  Hobson. 

Sept.  10. 
Receptacle   and   cutting   guide.   Combination. 

rath.     2.014.252  :   Sept.   10. 
Recording      micrometer      gauge.         W.       B. 

2.014.357  ;   Sept.    10. 
Records   and    the    like.   Preserving  and    protecting.      Ei   C. 

Sloan.     2,013.867  :   Sept.  10. 
RtctlfJer  device       S     Huben.      2.014,239;   Sept. 
Reel    for    cables.    Winding.      C.    M.    Murphy. 

Sept.  la 
Reflector      W    (;    Wood.     2.014,012;  Sept.  10. 
Refrigeratiug     apparatus.      C.     C.     Thomas. 

Sept    10 
Refrigerating      apparatus.      Ahsorbtlon.       E. 

2,(H4.09«  :    Sept.    10. 
Refrigerating     process     and     apparatus.      C. 

'-»  013,692  :  Sept.  10. 

D    Bennett.      2,013,946;    Sept     10 
Method  and  apparatus  for  separating. 
2.014,249  :  Sept.  10. 


Sept.    10. 
J.  Teller. 


and 


2.013.802  ; 
U.  Hllsen- 
Klemperer. 


10. 
2.018,733; 


^,014,346  ; 

Altenklrcb. 

W.     McCoy. 


Weight  regulator. 


2,013.860;  Sept.  10. 
Merkel.      2.013,990 ; 


I,    A. 


D. 
R. 


Pedler, 
Lester. 


J.     Newman,    and     I. 

electric  vehicles.     E.  D.  Boisseller 


Patch.  2,014.360: 
'  same.  Stable  vinyl. 
2,013,941  ;  Sept.  10. 


Refrigeration        H 
Refuse    from   coul 

J     H    Fletcher. 
Regulator :  See — 

Pressure   regulator 

Voltage    regulator. 
Reculati.r  valve.     C.   B    McElwalne. 
Relay.    Irtrect   current    polar.      J.    F 

Sept.   10. 
Remote   control   apparatus.      E.    Whitby. 

E.     J.     Selston.     A. 

2.014.011  ;  Sept.  10. 
Remote  control  for  toy 

2,013,947  :  Sept.   10. 
Resilient  wheel       H     M 
Resins  and   making  tb 

and  S.  D.  Douglas. 
Ring  :  Wee- 
Finger  ring. 
Road      surfacing      machine.     H.      L.      Myers 

Sept.  10. 
Roller  Ilea  ring.     F.  Tyson.  2.013.814  ;  Sept.   10. 
Roller  drilling  bit.     R.  O.   I'lckln.     2.013.839;   Sept 
Rotary  cutter.     B    II.  Flynn      2.014.321  ;  Sept.  10. 
Rotary     engine.     Internal     combustion.       J.     G.     Jackson 

2.ol3.91rt  ;  Sept.  10. 
Rotary   fuel  burner.     M    J.  Blnkley.     2,013,642;  Sep^    10 
Rotary       ma<hine.       Four  cylinder       offset. 

2,014.218  ;   Sept.    10. 
Rotation     mechanism     for     rock     drills.      J 

2.013.744  ,   Sept.    10 
Rubber,     Apparatus     for     vulcanising.     H. 

2,014, .H.32  :  Sept    10. 
Rubber   artl<les.    Manufacture    of.      W.    Kay, 

Sept.  10. 
Rubber  die.     8.  C.  Clark.     2.013.949  ;  Sept.  10 
Rnling  machine.     A.  Broadmeyer.     2.014.852 
Safety      impact      switch.      B.     F.     Nolte,     Jr 

Sept.   10. 


Sept.  10 
C.  O.   Young, 


2,014.1M: 


I 


10. 


F.     "Wolff. 

C.     Curtis. 

Houlette. 

2.014.253  : 


Sept.   10. 
2.013.924 
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Safety  pin.  B.  G.  George.  2,013,952  :  Sept.   10. 
Safety   switch.      E.    V.   Napier.      2.014,060 ;   Sept.   10. 
Salts  of  acetyl-chlorlne,  Producing.     E.  T.  Major  and  J.  K. 

Cllne.     2,0i;{,731  ;  Sept.   10. 
Salts  of  bromlne-Bubstltuted  uusatuiated  fatty  acids,  and 

preparing  same.     S.  Hermann.     2.014,045  ;  Sept.  10. 
Sash,  Combination  storm  and  screen.     A.   A.   Bnsminger. 

2,013.824  ;    Sept.    10. 
Saw,  Circular.     H.  B.  Allen.     2,013,943  ;  Sept,  10. 
Scale.    Automatic    dial.      A.    Bousfleld.      2,014,274  ;    Sept. 

10. 
Scale  beam.  Weighing.     A.  Bousfleld.     2,014,273  ;  Sept.  10. 
Scale.  Coin  controUed  weighing.     S.  N.   Hurt.     2.018,960; 

Sept.  10. 
Scale,  Health.     K.  B.  Barrett.     2.014,270  ;  Sept.  10. 
Scale,    Kecording.      L.    8.   Williams.      2,013,940 ;    Sent.    10. 
Scale,   Weighing.      H.   O.   Hem.     2,013,957;   Sept,    10. 
Scale,  Weighing.      S.  N.  Hurt.     2.013.961;  Sept.  10. 
Scale.     Welirliiug.       B.     W.     Markham    and    8.    N.    Hurt. 

2,013.922  :   Sept.  10. 

Scale,  Weighing.     F.  V.  Walts.     2.013.934  ;  Sept.   10. 
Scale.   Weighing.      M.   A.   Weckerly.      2,013.935 ;   Sept.   10. 
Scale.  Weighing.     L.  S.  Williams.     2,013,936:  Sept,  10. 
Scale,   Weighing.     L.   S.  Williams.     2,01, {.939  ;  Sept.   10. 
Scales,  Increasing  the  capacity  of.   A.  Bousfleld.    2,014,275; 

Sept.   10. 
Screen  :  See — 

Collapsible   Insect   screen.        Vibrating  screen. 
Screen  for  sick  beds.  Protective.     M.  Linden.     2,014,205; 

Sept.  10. 

Screening  and  Altering  apparatus,  Automatic.     W.  Raisch. 

2,013.971  ;   Sept.    10. 
Screw    driver.      W.    Jacobson.      2,013,826;    Sept.    10. 
Sealing     devices     for     storage     tanks.       J.     C.     Patrick. 

2.014.264;  Sept.   10. 
Seam  for  metal  structures.  Sealed.     W.  Nelson.     2,013,666  ; 

Sept.  10. 

Sectional  boiler.      H,   A.    Flschel.     2,014,171  :    Sept.    10. 
Seeding  machine,      B.    P.    Johnson.      2,014,3.34  :    Sept.    10. 
Separator :   See — 

Mineral   separator. 
Separator   system.      H.   H.    Bubar.        2.013,644  ;    Sept.   10, 
Server,  Lump  sugar.     K.  M.  Shankland.     2,013,901. 
Sewing  machine.     A.  Eppler.     2.013,751  :  Sept.  10. 
Sewing    macliine.       G.     I,     Goldwyn    and     N.     WVddman. 

2,013,884  :  Sept.  10, 
Shafts,    Sinking.      K.    A.    Berlin    and    S.    A.    Burmlstrow. 

2,014,163;  Sept.  10. 
Shaving      and      hair-cutting      apparatus.      R.      Heimers. 

2.014,067  ;   Sept.   10. 
Shear.     A.  D.  Evans.     2.01 4^248 ;  Sept.  10. 
Sheet     feed     device.       O.     Klelnschmlt     and     O,     Mflller. 

2,014,181  :  Sept.  10. 
Sheet  form  holder,     K.  R.  Dencklau.     2,014,104:  Sept.  10. 
Shock  absorber.     M.  L.  Fox.     2,013,880  ;  Sept.  10. 
Shock  absorber.     J.  B.   Whltted.     2,013,904  ;  Sept.  10. 
Shoe     part     ornamenting     machine.       A.      W.     Altvater. 

2,013,679;   Sept.  10. 

Sboe-stltchlng  machine.    Hand.      A.    L,    Flquet   and   A.   G. 

Mousset.     2,014.318  :  Sept.   10. 
Shoes.     Apparatus     for     demonstrating     the     mechanical 

flexlbllslng  of.     E.  J.  Bliss.     2,013,643  :  Sept.   10. 
Short    waves.   Arrangement    for   producing   and    receiving. 

W.  Welhe.     2.013.773  ;  Sept.  10, 

Shredder,  Kitchen.     J,  L.  Settles.     2,013,900:  Sept.  10. 
Sl8;htlng    system    for    guns.      J.    C.    Karnes.      2.013,656; 

Sept.  10. 
Sign  :  See^~ 

Illuminated  sign. 
Signs  and  lettering.  Device  for  reproducing.     H.  C.  Ulrlch. 

2.013,772  ;  Sept.  10. 

Signal      apparatus      for     airplanes.      Message      carrying. 

C.  C.  Holmes.     2,013.729  :  Sept.  10. 
Signaling  apparatus.     C.  Miller.     2,014,237  :  Sept.  10. 
Signaling  system.     E.  Vroom.     2.014.21.'*;   Sept.   10. 
Slgnatun>  machine.  Multiple.     C.  D.  Budelman.     2,013.681 ; 

Sept.  10. 

Ski    binding.      H.   E.   Di.dds.      2,014.199:   Sept.   10. 

Slab  cutting  machine.  Portable.     A.  N.  Emmons.    2,014,229  ; 

Sept.   10. 
Sling,  Cane,     C.   H.   Field.     2,014.201  :   Sept.   10. 
Smoke  consumer.     O.  Mahaffev.     2,013,921  :   Sept.  10. 
Soaps,  Making  metallic.     W.  J.  O'Brien  and  (J.  H.  Muters- 

bflugh.      2,013,687  ;   Sept.   10. 

Socket.    Electric    light.       J.     G.     Smith    and     R.     Berner. 

2,01.3  793  :  Sept.  10. 
Socket  for  Interchangeable  lamps  In  a  projector.  Adjustable. 

H.  C.  Welman.     2,014,076;  Sept.  10. 
.Socket,  Plug.     J.  W.   Van  Noorden.     2.014,056;   Sept,   10. 
Soot    collector.     J.    Newman.      2,014.287;    Sept.    10. 
Sound    reproducing    diaphragm     and    making    the    same. 

J.  B.  Hawley.     2,013.9,'»5  :  Sept.  10. 
Spark   plug.      C.    I>'hman  and   O.   El   Lehman.      2,014,260. 

Sept.  10. 

Spindle,     Permanent    wave.       B.     J.     Moore.       2.013,831  ; 

Sept.  10. 
Spoke  for  the  drive-wheel  of  automobiles,  adjustable.     W. 

E.  Curry.     2,013,711  ;  Sept.  10. 
Spoke  welding.  Method  ana   apparatus  of.     J.   P.  Tarbox, 

A.  F.  Hanson  and  G.  B.  Reed.     2,014,240;  Sept.  10. 
Spot     welding     process     and     apparatus.       H.     E.     Fox. 

2.014.082  ;  Sept.  10. 
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Spout,  Container  pouring.     J.  M.  Hothersall.     2,013,655; 

Sept.  10. 
Spring  :   See — - 

Vehicle   spring. 
Spring     for     ratchet     mechanisms.       L.     L.     Bichardson. 

2,013,765  ;    Sept.    10. 
Sprinkler  for  athletic  flelds,  Rotary.    J.  H.  Keys.  2,013,849  ; 

•Sept.    10. 
Stamp,  Time.     L.  Mellnd.     2,013,784  ;  Sept.  10. 
Starter,  Engine.     R.  P,  Lansing.     2,014,258 ;  Sept.  10, 
Starter  mechanism.      V,\  T.    Carle.      2,013,645 ;    Sept.    10. 
Staybolt.      J.    Klndervater.      2,013.781  ;    Sept.     10. 
Steam  generator.     W.  P.  Keenan.  Jr.     2,013.829;  Sept.  10. 
Stitch     regulating     mechanism     for     knitting     machines. 

G.  Bltzer.     2.014,100  ;  Sept.  10. 
Stocking.      J.    M.   Johnston.      2.014,356;    Sept.    10. 
Stovepipe.      J.   R    Pallas.      2.014.073 ;    Sept.    10. 
Substage    for   miscroscopic    condensers   and    the    like.      W. 

Bauersfeld.     2,014,161  ;  Sept.  10. 

Subway,  tramway  construction.     J.  B.  Strauss.     2,013,703  ; 
Sept.  10. 

Suction  cleaner.     D,  G.  Smellle.     2,014,118;   Sept.  10. 

Support  :  See — 

Adjustable  support.  Vehicle  body   support. 

Support   for  batmng  devices.   Adjustable.      W.  O.  Thomp- 
son.    2,013,720;  Sept.  10. 

Surface   plate,    Angularly    adjustable.     J.    Verderber   and 

E.  F.  Battermau.     2,014,156;  Sept.  10. 
Snrgical   fracture  reducing  appliance.     E.   E.   Longfellow. 

2.014,111  ;  Sept.  10, 
Surgical    suture    and    needle.     S.    J.   Everett.     2,014,170; 

Sept.  10. 
Surveying    apparatus,    Well.     W.     E.     Winn.     2,018,875 ; 

Sept.  10. 

Swab,  Well.      F.  A.  Thaheld.     2,013,903  ;  Sent.  10. 
Swatter,  Insect.     S.  P.  Neuhausen.     2,014,027  ;   Sept.   10. 
Swimming  machine.     A.  E.  Stoker.     2,014,192  ;  Sept.  10. 
Switch  :  see — 

Safety   impact  switch.  Safety  switch. 

Switch    actuating    mechanism,    Electric.     W,    Williamson. 

2,014,217  ;  Sept.  10, 
Switching  means.     B.  Blomqulst.     2,014,272  ;  Sept.  10. 
Table    unit.    Collapsible.     H.    L.    La     Fetra.     2,014,267; 

Sept.  10. 

Target.     F.  Lockhead.     2,014,110;  Sept.  10. 
Telephone  booth.     P.  H.  Sherron.     2,013,718;  Sept.  10. 
Telephone   cable.     A.    G.    Smith.     2,014,214;    Sept.    10. 
Telephone    cord    take-up.     J.    T.    Hellmann.     2,014,329; 
Sept.  10. 

Telephone  system.  J.  Baumfalk.  2,014,221  ;  Sept.  10. 
Telephone  system.  H.  Hovlaud.  2,014.232  ;  Sept.  10. 
Terminal     clamping     device.     F.     S.     Green.     2,013,912 ; 

Sept.  10. 
Terminal  for  electrolytic  condensers  and  rectifiers.      R.  D. 

Mershon.      2.014.004  ;  Sept.  10. 

Tertiary-butyl-chloride.    Manufacture    of.     W.    V.    Wirth, 

2,013,722  ;  Sept.  10. 
Textile  materials.  Treatment  of.     B.  W.  Kirk  and  G.  H. 

Ellis.      2,018,689;   Sept.    10. 
Thiuram       dlsulphldes,       Preparing.       H.       I.       Cramer. 

2,014.353  ;   Sept.  10. 
Thread  carrier  lor  knitting  machines.      F.  G.  Weisbecker. 

2,014,841  ;  Sept.  10. 

Thread  for  pneumatic  tires.     F.  G.  W.  King.     2.014,255 ; 

Sept.  10. 
Thumb  rest  for  flatirons.     A.  D.  Olds.     2,013,696;    Sept. 

Tilting    device    for    furnaces.     J.    R.    Wyatt.     2,014,349 ; 

Sept.  10. 
Tire  chain.   Emergency.     E.  A.  Stuller.     2,014,151  ;  Sept. 


Tires,   Retreading 
Tool  :  See — 

Bufling  tool. 

Cutting  tool. 
Tool  for  transplanting. 

10. 
Torch     burner.     F.     B 

2,014,130  ;  Sept.  10. 
Towel  rack.     C.  Bradway.     2,013.907  ;  Sept.  10. 
Toy.     C.  Schwedhelm.     2.013,843;  Sept.  10. 
Toy,  Mechanical.      K.  E.  Boissoneau.     2,013.709; 
Traffic    controlling    apparatus.    Railway.     H.    G. 

2.014.015;  Sept.  10. 
Traffic     controlling     system,      Railway,       S.      N, 

2.013.819:  Sept.  10. 

Trailer  chassis.     R.  F.  Kuns.     2,013.890  ;  Sept.  10. 
Transmission  gear.      E.   R.  Holmes.     2,014,331  ;   Sept 
Treating    agent,    Apparatus    for    reactivating    a.     A 
Forbes.  Jr.,  and  C.  O.  Byrne.     2,014,250  ;  Sept.  10. 


G.  Wheatley.     2,014,010;   Sept.   10. 
Wire  crimping  tool. 
J.  M.  Council.     2,014,811 ;  Sept. 
Etobury     and     A.     J.     Perkins. 


Sept.  10. 
Blosser. 

Wight. 


10. 
L. 


Trousers  press.      H.  Brenner. 
Truck    for    handling    barrels. 

Sept,  10, 
Tube  :   See — 

Collapsible  tube. 


2.014.308  ;  Sept. 
y.    B.    Rogers. 


Inner  tube. 


10. 
2,014,0.'57 


Tubes,      Manufacture 

2,013,684  ;  Sept.  10 
Tubing.    Fabric.      C.   V.   Brady.      2,018,724  ; 
Tubular    bodies,    Apparatus   for   necking-ln 

J.  M    Hothersall.     2,01.3,654;  Sept.  10. 
Typewriting  machine.     B.  C.   Stickney.     2,013,677 

10. 


of     rubber.      F.     Capella-Dalmau. 


Sept.   10. 
and    flanging. 


Sept. 
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J.    W.    Conklln. 


Vacuum     tube    meter,    Direct    reading. 

•J, 014. 102  ;  Sept.  10 
Valve  :  See —  „        ,   ^  , 

Automatic   shut-off    valve        Regulator   valve. 
Valv»»      control      means,      Choke.       G.      A.      Yanochowskl. 

Valv*l^de?i^ce,'s%ty*i^"    P.  H.  Hamilton.     2.013.713;  8«pt. 

VaKe  for  mine  pumps.     F.  T.  Stockdale.     2.014,008  ;  Sept. 

Valve  for  receptacle  closures.    BJ.  J.  Ray.    2,013,853  ;  Sept. 

Val?ular  control.      H .  H.  Canterbury  ^2.014  Osg  ;  Sept    10. 
Vanity    rase       W.   E.   Sherbondy.     2,014.266;    Sept     10 
Vegetable     washing     device.      H.     B.     Rogers.      2,014.063. 

Vehicle  b^y  construction.     J.  J.  Punke.     2.014,030;  Sept. 

^^        body   support       H     SchUtte.      2  013,994  ;   Sept.    10. 
hantlling    apparatus.      A.    N.    Becker.     2,014,351  . 

V^-hlcle  roof       N    P.  Larsen.      2.014,140;  Sept. 
Vehicle   spring.   Enclosed.     G.  D.   Bradstreet. 

Vend^nt:   machine.      R.    R.   Westfall.      2.014,304 
Vibrating    .-screen.       E.     and    E.    E.     Detoter. 

Voltage  impulses.  Apparatus  for  the  generation  of  electric 

high.      T.   E.  Allibone.      2.014,219;  Sept.  10 
Voltage   regulator       T.    M.    Unville.      2.014.281 
Voltmptpr  for  vacuum  tubes.      A.  B.  Du  Mont. 

Sept.  10.  „      .      „,.  1.^ 

Volume    control.    Automatic.     K.    A.    Tubbs. 

Wagon,'  Coaster.     O.  C.  Albrecht.     2.014.060  ; 

Washer  :  Se« — 

Motor        vehicle        chassis 

CI  *  Q  s  n  ^  p 

Washer.     O.  K.  Garrett.     2.014.281  ;  Sept.  10. 


Vehicle 
Vehicle 
Sept. 


10. 
2,014.125  : 

;    Sept.    10. 
2,014.128  ; 


:   Sept.   10. 
2,014.106: 

2,013,796  ; 

Sept.  10. 


B 


10. 
2.014,081; 
Finnegan, 
2,013.869  ; 


Water  heater.  A.  Kamenetzky.  2,014.135;  Sept^ 
Wave  meter  A  I'uigjaner.  2  013.861  ;  Sept.  10 
Wave     transmission    system.      J.    A.    Csepely. 

Sept.    10.  ^  ^    r^ 

Waving    Permanent.      H.  N.  Durham  and  U. 

Jr       2,014,24«  ;  Sept.  10. 
Weather  stripping.     A.  J.  and  A.  R.  Spanjers. 

WeiSing    apparatus.      W.    Timson.      2.014,164;    Sept.    10. 
Weighing   device.      L.    S.    Williams       2.013.937;    ^^^Pt-    10. 
Weight    regulator       W     Barrett.      2.014.243;    Sept     10^ 
Weldiiiir  reenforcement  method     S.  8cnnet»er.    .i.ui^.uwu , 

Sept    10. 
Well      ementlng    apparatus.      J.    H.    Slocum. 

Sept.    10. 
Wheel  :    See —  ^,    ^       u     i 

R»-silient    wheel.  Wind  wheel. 

Wheel    mounting.       C.    L.    Eksergian    and    J. 

2.014,247  .   .^.'pt.  10. 
Wheels,  Making.     Q.  J.  and  J.  P.  Pannecoucke. 

Wl^n^d^  whwl.     A.  L.  Mauldln.     2  014.337  ;  Sept.  10. 
Wing   for    airplanes,    gliders,   and   the  like.   Flapping. 

f;areiulo       2  014  251;   Sept.   10. 
Wlrrcrimping  tool.      L.   llraddock.      2.014  062  :    Sept, 
Wire    Making  Insulated.      W.  J.  Homer.     2.01  J. 

10- 
Wire  splicer.      H.   U    E.k.  w       fOlfO^l  ;   Sept.  10. 
Wood  loint      F.  A.  Dunmir.-      2,013.749;  Sept.  10. 
W?^pplng  apparatus.     C.   E    Hittle.      2  014.166 ;   Sept.  10. 
Wremh       M    Flinn.     2,014.319 ;   Sept.  10.         „-^..^ 
Yarns,   m^vice  for  waring.     J.  Coley  and  L.  H.  Leedham. 

Yleim\'g'iL'l  Si^'nt/ J-  Mclnerne;..     2.013  693;  |^pt.  10 
Zinc   oxide.    Manufacture   of.      E.    H.   Bunce.      2,01vJ.»80 , 

Zir«mlum  silicon  alkali  metal  composites  and  making  same. 
C.  J.  mnale.     2.013,857  ;  Sept.  10. 


2.013.674  : 

P.    Tarbox. 
2.013.895 ; 

R. 


10. 
Sept. 
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CLASSIFICATION  OF  PATENTS 

ISSUED  SEPTEMBER  10,  1935 

Not*. — First  number  — class,   second  number —  subclass,  third  number  — patent  number 


8- 
9— 


3: 

3: 

41: 

M: 

00: 

237: 

252: 

150: 

173: 

175: 

330: 

5: 

6: 

18: 


1»— 

17— 
1»- 


10—    100: 

122: 

13—    128: 

133: 

13—      22: 

15—    105: 

153: 

181: 

230: 

85: 

164: 

25: 

8: 

15: 

17: 

18: 

44: 

55: 

50: 
58: 
50: 


34: 

'  65: 

69: 

92: 

80: 

184: 

200: 

1: 

7: 
15: 
22: 
64: 
102: 
14A: 
165: 
178: 
212: 
230: 
343: 
250: 
255: 
268: 
277: 
288; 


23- 


2»- 


35— 
SO- 


SO- 
SI- 

83— 


75: 
85; 
90: 
305: 
307: 
250; 
364; 

131: 

1S6: 

10: 

14: 

27: 

88.2: 

99: 

159: 

12; 

22: 

46; 

1: 

23; 

34: 


2,013,704 
2. 014,  324 
2,014,152 
2,014,250 
2,013,833 
2.013.020 
2,013.847 
2,013,833 
2,013,720 
2,013,911 
2,014,205 
2,013,680 
%  014. 007 
2,014,193 
2,013,054 
2,014.312 
2,014,070 
2,0l4.26e 
2,013.755 
2,014.098 
Z  014, 109 
2.Q14.281 
2,014,110 
2. 014,  380 
3.01.3,915 
3.013.801 
3.013,688 
3,013,978 
3,014.150 
3.014.010 
1013,949 
1013.702 
2.014,107 
3.013,684 
3. 014,  253 
2,013.747 
2. 01.3,  865 
Z  013,  867 
2,013.719 
Z  013. 834 
2, 013.  860 

3. 013,  749 

2. 014,  aw 

2. 013.  740 
2.014.224 
R.  19.697 
R.  19.698 
%  013, 652 
2.  013.  857 
Z  013.  767 
Z013.977 
Z  013,  984 
Z  on.  980 
Z  013. 970 
Z  013.  753 
Z  013,  699 
Z  013, 727 
Z  013.  667 
Z  on,  041 
Z  on.  908 
Z  on,  769 
Z  013.  809 
Z0U7n7 
Z  on,  973 
Z  01.3, 970 
Z  013. 097 
Z  013. 962 
Z  014,  292 
Z  014.  259 
Z  on,  706 
Z  01,3,  760 
Z  014. 052 
Z  01 4.  330 
Z  014.  080 
Z  014.  369 
Z  014,  361 
ZOn.818 

znn.TTs 

Z  on,  923 
Z  013,  701 

z  on.  Mf, 

Z  014,  067 
Z  014,  Z^2 
Z  014,279 
Z  014, 190 
Z  on,  681 
Z  014,  3.52 


33—   40: 

88: 
174: 


ISO: 

305: 

334: 

36: 

13: 

40; 

63: 

1: 

2: 

11: 

108: 

30; 

100; 

130: 

41—  4.5: 

10: 

30: 

30: 

35: 

76: 

42: 

137: 

130; 

0: 


34— 
3fr- 


3«— 


37— 
40- 


43— 
43— 


80: 
35: 
45: 
38: 
66: 
81: 
10: 


45- 
46- 

47— 
40- 

50— 

51—  106: 

107; 

280; 

3; 

6; 

18: 

104; 

114; 

5: 

36; 

52; 

54.5: 


53— 
55— 


58— 
50- 
60— 


61— 

63- 


4: 

40: 

1: 

SO: 

01.6: 

04: 

05: 

108: 

115: 

63-  15- 

64—  103: 


65— 
66— 


67— 


68— 


60— 
70— 


72- 


16; 

53: 

24: 

82: 

119: 

136: 

134: 

137: 

140: 

160: 

173; 

303; 

7: 

7.1: 

55: 

0: 


28: 

1: 

0: 

46: 

47: 

00: 

1: 


Z  013, 660 
Z  013, 860 
Z  014, 166 
Z  014,  280 
Z  013, 851 
Z  013, 875 
Z  014, 034 
Z  014. 185 
Z  013, 643 
Z  014,  290 
Z  013, 741 
Z  013, 700 
Z  014. 308 
Z  014, 094 
Z  014,  321 
Z  014. 264 
Z  013. 897 
Z  014,  271 
Z  014,  006 
Z  014.  263 
Z  014, 072 
Z  013,  796 
Z  013,  740 
Z  014. 184 
Z  013, 808 
Z  014, 037 
Z  013, 000 
Z  014,  300 
Z  014.  235 
Z  014. 176 
Z  013.  771 
Z  013,  700 
Z  014, 175 
Z  014, 075 
Z  014. 124 
Z  013,  766 
Z  014, 327 
Z  014, 060 
Z  013, 925 
Z  014.  325 
Z  014.  216 
Z  014.  311 
Z  014, 017 
Z014, 123 
Z  014,  168 
Z  014. 021 
R.  10, 004 
Z  014. 162 
Z  014, 195 
Z  014,  338 
Z  014. 116 
Z  014. 163 
Z  014. 147 
Z  014.  346 
Z  013. 002 
Z  014. 345 
Z  013. 946 
Z  013. 848 
R  10.600 
R.  10. 700 
Z  014. 122 
Z  014. 300 
Z  013. 601 
Z  014, 308 
Z  014. 132 
Z  014. 100 
Z  013. 883 
Z  014. 341 
Z  014. 131 
Z  014,  213 
Z  014. 114 
Z  014. 026 
Z  014, 128 
Z  014,  356 
Z  014, 014 
Z  014, 320 
Z  914. 130 
Z  013,  754 
Z014, 133 
Z  014,  300 
Z  013. 690 
Z  913,  967 
Z014, 112 
Z  013,  730 
Z  014.  233 
Z  014, 134 
Z  014. 067 


78— 
74— 


73—   1: 

16: 

46; 

66; 

UP; 

61: 

2: 

7: 

305: 

336.5: 

343; 

410: 

557; 

668; 

76-    1: 


17; 

18; 

2Z5: 

58: 

77—  62: 

78—  30: 

80—  23; 

81—  3.3: 

53: 
83-   11: 

73- 

76; 

94; 
85-  1.5; 
88-    1; 


Z2: 
16: 


16.6: 

16.8: 

17: 

24: 


40: 
44: 

80—   33; 

00—  13.4: 

33: 

01—  36: 
67.5: 

68: 


93- 


03— 


70: 
20: 
32: 
40: 
40: 
2: 
6: 
35; 


51: 
04: 
13; 
07—  300: 


08- 
00- 


100— 
101— 


104— 


106- 


2: 
43: 

2; 
11: 

14: 

35: 

67: 

70: 

120: 

131: 

143; 

150; 

157: 

349: 

373: 

379: 

1: 

89: 

151: 

2: 


Z  014. 315 
Z  014, 035 
Z  013,  003 
Z  013,  736 
Z  013,  041 
Z  014, 115 
Z  013,  706 
Z  013. 045 
Z  014. 310 
Z  013. 889 
Z  014.  331 
Z  014. 138 
Z  013.  711 
Z  014,  225 
Z  013, 870 
Z  013. 877 
Z  014. 002 
Z  014. 063 
Z  014. 044 
Z  013. 813 
Z  013. 053 
Z  013. 920 
Z  014. 025 
Z  014.  208 
Z  014,  203 
Z  014, 108 
Z  014,  319 
Z  013. 800 
Z  013. 837 
Z  014. 142 
Z  013. 808 
Z  013. 781 
Z  013. 036 
Z  014. 322 
Z  014. 137 
Z  013. 886 
Z  014, 188 
Z  014, 202 
Z  013, 842 
Z  013, 601 
Z  014, 090 
Z  013. 845 
Z  014, 076 
Z014.285 
Z  014. 161 
Z  014. 092 
Z  014. 177 
Z  013, 676 
Z  013. 899 
Z  014. 127 
Z  014. 149 
Z  013. 812 
Z  014. 068 
Z  013.  SZ*) 
Z  013. 841 
Z  Oil  336 
Z  Oil  343 
Z  013, 042 
Z  Oil  100 
Z  Oil  227 
Z  013. 072 
Z  013. 788 
Z  Oil  040 
Z  014, 040 
Z  013.  708 
Z  Oil  055 
Z  Oil  029 
Z  Oil  187 
Z  013. 000 
Z  013. 850 
Z  Oil  342 
Z  013. 898 
Z  Oil  230 
Z  Oil  308 
Z  013. 087 
Z  013. 772 
Z  013. 832 
Z  Oil  218 
Z  013,  738 
Z  Oil  303 
Z  Oil  005 
Z  013. 784 
Z  Oil  043 
Z  Oil  172 
Z  013. 703 
Z  013. 947 
Z  013, 082 


106— 

180 

2013,707 

140- 

194: 

Z  Oil  053 

183— 

75: 

Z  013,  644 

270 

Z  Oil  121 

148- 

15: 

Z  Oil  205 

85: 

Z  Oil  287 

321 

Z  Oil  354 

21.7: 

Z Oil  238 

184- 

4  '. 

Z  Oil  180 

100— 

18 

Z  Oil  066 

140- 

2: 

2  013,928 

37: 

Z  on  113 

22 

Z  013, 008 

8: 

Z  013,  714 

187- 

16: 

Z  013,  817 

23 

Z  Oil  198 

160— 

54: 

Z  013, 913 

188- 

2: 

Z  013, 945 

24 

Z  013,  811 

151— 

30: 

Z  Oil  231 

18: 

Z  on  348 

31 

Z  013, 972 

162- 

11.8: 

Z  013. 840 

20: 

Z  on  085 

30.1 

Z  Oil  230 

13: 

Z  Oil  129 

71: 

Z  013, 891 

40 

Z  Oil  343 

14: 

Z  Oil  151 

78: 

Z  on  173 

107- 

9 

Z  Oil  183 

Z  014.  255 

88: 

Z  013,  880 

19 

Z  013, 879 

163- 

32: 

Z  013.  705 

Z  013. 904 

108- 

13 

Z  013, 007 

Z  013.  786 

Z  013,  920 

23 

Z  013, 820 

48: 

Z  013,  054 

218; 

Z  013, 805 

110- 

45 

R.  19, 693 

81: 

Z  013, 033 

234: 

Z  013, 048 

49 

Z  013, 921 

184- 

14: 

Z  Oil  350 

243: 

Z  013, 081 

09 

Z  013,  704 

16<^- 

28: 

Z  Oil  178 

Z  013, 982 

165 

Z  013. 680 

168- 

60.2: 

Z  013, 685 

180- 

88: 

Z  013.  762 

113- 

21 

Z  Oil  181 

77: 

Z  013,  642 

Z  013,  763 

34 

Z011318 

105: 

Z  013,  083 

101- 

411: 

Z  013, 951 

46 

Z  013.  751 

161- 

10: 

Z  014, 080 

102- 

8; 

Z0ni55 

162 

Z  013. 884 

164— 

29: 

Z  013, 070 

20: 

Z  on  234 

113- 

80 

Z  Oil  157 

00: 

Z  014.  248 

68: 

Z  on  362 

llfr- 

129 

Z  013. 939 

73: 

Z  013. 803 

149: 

Z  013,  649 

117— 

53 

Z  013. 086 

Z  013.  894 

104— 

1: 

Z  013.  944 

121— 

7 

Z  013.  744 

80: 

Z  013. 970 

76: 

Z  on  304 

38 

Z  013. 666 

124: 

Z  013. 768 

100— 

11: 

Z  013. 992 

122— 

6 

Z  013.  658 

106- 

10: 

Z  013,  674 

24; 

Z  013, 603 

100 

Z  013, 828 

Z  013, 863 

61: 

Z  013,  803 

212 

Z  Oil  171 

107— 

14: 

Z  Oil  139 

62: 

2,014,350 

265 

Z  Oil  197 

31: 

Z  013.  730 

67: 

Z  on  212 

270 

Z  013. 820 

170- 

23: 

Z  Oil  337 

133: 

Z  on  189 

485 

Z  013, 085 

162: 

Z  013. 030 

107— 

114: 

Z  013. 077 

123- 

10 

Z  013, 016 

163: 

Z  013. 647 

198— 

8; 

Z  on  070 

60 

Z  013. 840 

100: 

Z  Oil  242 

':3 

218: 

Z  013. 856 

62 

Z  013.  737 

170; 

Z  Oil  032 

200- 

52: 

Z  013, 924 

55 

Z  Oil  317 

171— 

05: 

Z  Oil  102 

Z  on  060 

05 

Z  013, 983 

07: 

Z  Oil  210 

Z  on  280 

00 

Z  Oil  036 

312: 

Z  Oil  261 

81: 

2011042 

148 

Z  Oil  018 

173- 

278: 

Z  013. 821 

87: 

z  on  194 

Z  Oil  064 

173- 

81: 

Z  Oil  214 

110: 

Z  013. 090 

140 

Z  Oil  103 

278: 

Z  Oil  278 

116: 

Z  013.  827 

100 

Z014,?60 

324: 

Z  013. 912 

100: 

Z  013,  868 

170 

Z  Oil  ZSR 

328: 

Z  Oil  288 

203— 

158: 

Z  on  260 

187.6 

Z  013, 728 

358: 

Z013.7y3 

204— 

9: 

Z  on  148 

124- 

15 

Z  Oil  no 

363; 

Z  Oil  056 

24: 

Z  013, 075 

125— 

12 

Z  Oil  222 

367: 

z  013,  ra 

31: 

Z  013,  996 

13 

Z  Oil  220 

Z  oil  329 

306- 

4: 

Z  01 3,  852 

120- 

37 

Z  013, 931 

178- 

294: 

Z  013, 816 

7: 

Z  013,  782 

39 

Z  013, 802 

Z  013. 830 

19. 5: 

Z  on  030 

221 

Z  Oil  333 

298: 

Z  013, 866 

30: 

Z  on  182 

127— 

07 

Z  013, 668 

308: 

Z  Oil  272 

29: 

Z  013, 991 

128— 

30 

Z  013, 803 

315: 

Z  Oil  004 

63.2: 

Z  013. 338 

40 

Z  Oil  000 

Z  Oil  005 

2U8- 

113: 

Z  013. 843 

60 

R.  19. 600 

Z  Oil  160 

184: 

Z  on  199 

02 

Z  Oil  303 

363: 

Z  013, 878 

300— 

321: 

Z  Oil  249 

07 

Z  Oil  022 

170— 

32: 

Z  Oil  220 

.382: 

Z  on  128 

84 

ZOlllll 

124: 

Z  013. 974 

476: 

Z  on  291 

100 

Z  013, 757 

177- 

7: 

Z  Oil  237 

210— 

82: 

Z  on  063 

330 

Z011170 

311: 

Z  013. 073 

164: 

z  on  105 

120— 

1 

Z  Oil  047 

Z  013. 910 

170: 

Z  013. 761 

10 

Z  Oil  267 

Z  013, 006 

182: 

Z  013.  776 

10.7 

Z  013. 004 

Z  Oil  170 

198: 

Z  013. 971 

132- 

33 

Z  013, 831 

320: 

Z  Oil  049 

190: 

Z  on.  144 

Z  Oil  283 

339: 

Z  Oil  048 

211— 

63: 

Z  Oil  241 

30.1 

Z  013.  780 

352: 

Z  013, 003 

08: 

Z  013. 907 

41 

Z  Oil  164 

353: 

Z  013, 071 

212— 

30; 

Z  013. 000 

50 

Z  014, 328 

Z  Oil  Oil 

213— 

7: 

Z  013,  759 

134— 

17 

Z  013. 651 
Z  013,  670 

178- 

44: 

Z  013. 060 
Z  Oil  081 

214— 

16. 1: 
00: 

Z  on  351 
Z  013.  750 

23.8 

Z  Oil  167 

Z  Oil  223 

215— 

24: 

Z  013.  726 

60 

Z013.T74 

Z Oil  228 

31: 

Z  on  033 

Z  013. 775 

170— 

16: 

Z  Oil  221 

40: 

Z  013, 855 

135— 

7.1 

Z  Oil  336 

Z  Oil  232 

43: 

z  on  003 

137— 

21 

Z  Oil  038 

18: 

R.  18, 005 

217— 

21: 

z  on  001 

68 

Z  013. 900 

121: 

Z  Oil  193 

21<h- 

4: 

Z  on  240 

75 

Z  013. 888 

170: 

Z  Oil  215 

8: 

Z  on.  226 

00 

Z  013.  724 

171: 

Z  013. 807 

10; 

2  011082 

122 

Z  Oil  153 

180- 

57: 

Z  on  071 

z  on  090 

100 

Z  013. 060 

181- 

31: 

Z  013,605 

10: 

z  on  001 

140— 

71 

Z  013.  764 

Z  013, 963 

Z  on  332 

100 

Z  Oil  062 

33: 

Z  013.  792 

24: 

Z  on  246 

141— 

1 

Z  013.  742 

Z  013, 086 

25: 

Z  013, 854 

143— 

137 

Z  013. 943 

182— 

2: 

Z  on  031 

26: 

Z011190 

145- 

1 

Z  013,  780 

183- 

44: 

Z  Oil  034 

30: 

Z  013. 914 

50 

Z  013, 828 

51: 

Z  on  118 

z  on  211 

140- 

no 

Z  013, 000 

68: 

Z  014. 308 

44: 

z  on  146 

XXXV 


XXXVl 


CLASSIFICATION  OF  PATENTS 


230- 


221- 


234— 
225— 


228- 
22»- 


230- 


232— 
235- 


26: 
30- 

47: 
75: 
27: 
47.3: 
60: 
96: 

130: 
14: 
21: 

■  57: 

85: 

88: 

91: 

92: 

25: 

13: 

16: 

21: 

46: 

106: 

62: 

i5: 

6: 

44: 

52: 

60: 

87: 

133: 

152: 

174: 

1: 

15: 


Z  014.  264 
2,013.660 
2,014.041 
2.013,666 
Z  013. 655 
2, 013.  864 
Z  014, 066 
Z  013,  094 
Z  014. 158 
Z  014.  334 
Z  014, 210 
Z  014. 209 
Z  013, 834 
Z  013. 835 
ZQ14.061 
Z  014, 340 
Z  014, 165 
Z  014. 290 
Z  013. 950 
Z  014. 037 
Z  013, 908 
Z  014, 120 
Z  014, 323 
Z  013, 678 
Z  014, 141 
Z  014,  297 
Z  013.  712 
Z  013. 646 
Z  013. 874 
Z  013, 844 
Z  014. 097 
Z  013, 816 
Z  013. 777 
Z  013. 883 
Z  013,  960 
Z  014,  358 


235—  79: 

236—  21: 

237—  68: 
240-   4: 

6.45: 

25: 

41.  3: 

41.37: 

78: 

81: 

123: 

242—  43.  7: 

107: 

122: 

131: 

a*4—    1: 

2: 

11: 

18: 

21: 

246-   3: 


34: 

160: 

247—  25: 

248—  277: 

249—  63: 

250—  8 
20 


27.5: 
36: 


Z  014, 013 
Z  013, 713 
Z  013, 009 
Z  013, 718 
Z  014, 266 
Z  014, 101 
Z  014, 030 
Z  014. 012 
Z  013, 721 
Z  014, 064 
Z  014, 217 
Z  013, 876 
Z  014,  301 
Z  013, 748 
Z  013. 770 
Z  013, 729 
Z  014.  339 
Z  014.  251 
Z  014. 051 
Z  014, 344 
Z  014.  345 
Z  013, 986 
Z  013, 087 
Z  014,  347 
Z  014, 015 
Z  013. 810 
Z  013. 964 
Z  013. 065 
Z  013. 882 
Z  013. 935 
Z  014, 174 
Z  013, 796 
Z  014. 086 
Z  014, 106 
Z  014.  239 
Z01Z773 


380—   36: 


251— 


253— 
364- 
265- 


256— 
367— 


39: 

1: 

121: 

137: 

167: 

10: 

133: 

45: 

71: 

72: 

13.1: 

70: 

125: 


133: 

239: 

240: 

250—   84: 


260— 


06: 
144: 
11: 
16: 
25: 
33: 
40: 
60: 
61: 

71: 

72: 

05 

90.20 

101 


Z  013, 806 
Z  014. 136 
Z  013.  790 
Z013,822 
Z  014. 008 
Z  013,851 
Z  014. 314 
3. 013, 861 
Z  013, 018 
Z  013,  746 
Z013.8a9 
Z  013, 838 
Z  013.  716 
Z  013, 786 
Z  013. 706 
Z  014. 038 
Z  014, 117 
Z  014, 135 
R.  10,701 
Z  013, 783 
Z  013. 887 
Z  014, 084 
Z  013. 902 
Z  013.  856 
Z  014, 363 
Z  013.  731 
Z01Z717 
Z  013, 650 
Z  013. 667 
Z  013.  790 
Z  013. 701 
Z  014, 143 
Z  014. 207 
Z  013, 728 
Z01Z804 
Z  014, 074 


360- 


361— 


36»- 
383— 


366— 


102: 
103: 
106: 
113: 
133: 

127: 
130.  5: 
134: 
140: 
151: 

163: 
166: 
162: 
40: 
60: 
72: 
76: 
106: 
2: 
10: 
6: 
7: 
12: 
36: 
46: 
1: 
3: 
6: 

27: 

SI: 

47: 
48: 


Z  013,830 

366- 

40: 

Z01Z034 

287- 

110: 

Z  013. 962 

Z  014.  310 

Z  014. 277 

300— 

7: 

Z  014. 101 

Z  013, 648 

68: 

Z  014. 373 

303- 

66: 

Z  014,  284 

Z  014,045 

ZOli.382 

221: 

Z  014,  363 

Z  013. 088 

60: 

Z01I1823 

270: 

Z  013,  779 

Z01Z080 

80: 

XQ14.tn 

294— 

74: 

Z  014,  301 

Z  014.  077 

63: 

Z  014,  374 

295— 

11: 

1.014.J80 

Z  013.  873 

68: 

Z  014,  270 

30: 

Z  013, 886 

Z014,294 

388- 

4: 

Z  014. 308 

206- 

20: 

Z014.M4 

Z  013,  752 

387- 

1: 

Z01S.766 

37: 

Z  014. 010 

Z  013.  662 

10: 

Z01Z800 

137: 

Z014.  140 

Z  013.  725 

36: 

Z  014. 136 

200- 

61: 

Z  013, 840 

Z  013.  710 

37: 

Z  014,  266 

88: 

Z013.715 

Z014.078 

370— 

0: 

Z  014,  307 

107.  2: 

Z  014. 068 

Z  013. 722 

41: 

Z  014. 016 

116: 

Z  013. 060 

Z  014. 021 

273— 

33: 

Z  013, 881 

140: 

Z  013, 017 

Z  013,  787 

36: 

Z  014. 146 

301— 

36: 

Z  014. 347 

Z  013. 032 

37: 

Z  014. 308 

106: 

Z  014. 068 

Z  013,  734 

130: 

Z  01^088 

122: 

Z  013, 068 

Z  014, 006 

274— 

10: 

Z01Z027 

134: 

Z  013,  786 

Z013,735 

17: 

R.  1^602 

303— 

36: 

Z  013.  74.^ 

Z  014. 186 

376- 

11: 

Z  014. 003 

308- 

1: 

Z  013, 871 

Z  014. 303 

3n— 

1: 

Z  014,000 

2: 

Z  013,  wa 

Z  013. 006 

44: 

Z  013. 860 

308- 

70: 

Z  013, 872 

Z  014,  340 

280- 

41: 

Z  013, 910 

86: 

Z  014, 160 

Z  013, 975 

53: 

Z014.06r 

86: 

Z  014,  169 

Z  013, 886 

104: 

Z01Z004 

121: 

Z014,204 

Z  013, 888 

134: 

Z  014. 080 

214: 

Z  013,  814 

Z  014, 357 

281— 

39: 

Z  014, 308 

300— 

33: 

Z  013,  903 

Z  014. 154 

283— 

3: 

Z  014, 020 

311— 

41: 

Z  014,  267 

Z  013. 040 

28: 

Z  014, 104 

313— 

63: 

Z  013. 901 

Z  013, 097 

285— 

90: 

Z  014, 366 

Z  013. 081 

166: 

Z  013,  732 

Z  018, 067 

193: 

Z  013. 660 

Z01Z810 

104: 

Z  014, 318 

Z  014,  275 

107: 

Z  014, 073 

U.  f.  •OVIRRMINT  PRIMTINa  omcli  lt>l 
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LIST  OF  TKADE-MARK  AITLICANTS 

PUBLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20.  1905,  Sec.  6,  as  amended  Mar.  2,  1907] 


Acampo  Winery,  Incorporated,  Acampo,  Calif.  Wines. 
Serial   No.  si#7.382:   Sept.  17.     Claas  47.  ^,  ^      ^ 

Acme  White  Lead  k  Color  Works,  Detmlt,  Mich.  Insecti- 
cide and  fungicide.  Serial  No.  365,710;  Sept.  17. 
Claaa  6 

Adams,  \.  P.,  Inc  .  Jamaica.  N.  Y.  Liquid  and  solid  dis- 
infectants.    SerlHl  No    3«6,25.^  ;  Sept.  17.     Class  6. 

AdelFon.  Schneler  &  Adewtn,  Albany.  N.  Y.  Boots  and 
shoes.      Serial   No.   363,377  ;    Sept.   17.      Class  39. 

Alkln  I^mbert  Company,  New  York,  N.  Y.  Fountain  pens, 
feeds,  caps;  pencils  and  parts  thereof,  clips,  rln^,  etc. 
Serial  No.  367,848;  Sept.  IT.     Class  37. 

Akron  Drug  and  Sundries  Company.  Akron.  Ohio.  Safety 
raxor  blades.     Serial  No.  366.389  ;  Sept.  17.     Class  23. 

▲■MBd  Lalwratorles.  Inc..  New  York,  N.  Y.  Iodine  prep 
aration.     Serial  No.  865,238  ;  Sept.  17.     Class  6. 

.American  Hankers  Association,  The,  New  York,  N.  i. 
Printed  publication.  Serial  No.  362,602;  Sept.  1(. 
Claas  38. 

American  Biulnu  Co..  Inc.,  Buffalo.  N.Y.  Bluing,  am- 
monia, and  waahing  solution.     Serial  No.  365.834  ;  Sept. 

Aaerioan   BraMlere  Company,  New   Yoft^-  N-  Y.     tnder- 

garments  for  women  and  misses.     Serial  No.   3oo,t>u.  , 

Sept.  17.     Class  39.  „.„_..         r^    n 

American   Forestry    Association,  The,    Washington,   D.    C. 

Magaxlne.     Serial  No.  365,973 ;  Sept.  17.     Claae  38 
Arakelian.  K  .  Inc..  New  York,  N.  Y.     Wines.     Serial  No. 

3t?rt.'.»73  ;  Sept.   17.     Class  47. 
Armstrong  Cork   Products  Company.  Lancaster.  P«-     Clo- 
sures  for  bottles  and  containers.      Serial  No.  862.34J  ; 
Sept.  17.     Class  60.  _       ^,         „    v      m  .i  * 

Aatorlold  Manufactwrin^j  Co.  Inc..  Brooklyn,  N.  Y.     Toilet 

sets      Serial  No    364.464  ;  Sept.  17.     Class  40. 
Au  tin.  Nichols  &  Co.  Inc.,  Brooklyn,  N.  Y.     VNlnes.     Serial 

No.   366,702 ;    Sept.   17.      Class  47.  ^  ,       ^  ... 

Bancroft,   Joseph,   k   Sons   Co.,    Wilmington.   Del.     Cotton 
piece   goods.      Serial  No.    366,801;   Sept.   17.     CTaas  42 
Barnsdall    Oil    Company,    Tulsa.    Okla.       Fly    kUler    plant 
spray,   lice  killer,   etc.      Serial   No.    363.260;    Sept.   17. 
(  tass  6 
Beck    Roller  k  Co..  Inc..  Detroit.  Mich.     Synthetic  realn. 

Serial  No.  306.977  ;  Sept.  17.     Class  6. 
Belk    Brothers  Company.   Charlotte.    N.    C.      Hosiery   anil 

knit  goods.     S.rial   No.  367.063;  Sept.  17.     Class  39. 
Bell    I-aborat(.nt'h.    Inc..    Berkeley.    Calif.      Medicinal   oral 

preparation      Serial  No.  367.388:  Sept.  17.     Class  6. 
Berliner.  Edwin  K..  *  Co..  New  York.  N.  Y.     Cotton  dress 

goods.     Serial  No.  :W0.062j  Sept.  17.     Class  42. 
Bine  k  Lust    N»  w  York.  N.  Y.     Hops  and  lupulln.     Serial 

No.  364.707;  Sept     17.     Class  1.  c    .  ,   *i 

Blsceglia   BrotherH.    San   Jose,  Calif.      Wines.     Serial   No. 

:;f,T.lS2;   Sei>t     17.     Class  47.  ,  ,      ^     ^,     ^ 

HlHCkman.    William    J  ,     Mempntead,    I^ng    Island     N.    Y. 

Pboto«rapb9.      Serial    No    .'ie^  1.S4  ;   Sept.   1..      Class  88 

Blake,  Robert   J.,  dolni:  luisin*'*'^  as   Trems  Co..  Swlssra'e. 

P«.'    Preparation  for  iiisoninia.  hysteria,  etc.     Serial  No 

865  645'    Sept     17.      Class    6. 

Bloomingdal.'  Bros  .  ln<      .New  York.  N.  Y.     Toy  buildings. 

Serial  No.  SrtS.iJlT  ;  Sept    17.     Class  22. 
Bond   Stores.    Incorporated.   New   York.    N.    1.      Overcoats. 

Serial  N..    35i*,691  ;  Sept    17.      ClasH  39 
Bon  Ton     Iiic     Cbicav'o.   Ill      Whiskc\s.   lirandys.  liqueurs, 

and  Kin.      Serial   Nos.   368.U».%-6  ;   Sept.    17       Class  49^ 
Bristow      Wm.     L,     Laboratorit^,     San     Francisco.     Calif. 
Shaving  t.alm.      Serial    N>'.    ;^07.O94  :   Sept.   17.      ClABS  6. 
Brltltan      Kol>ert.     tnrporatlon.    The.    Cbicaco.    111.     Hat 

cleaner.      Serial   No.   3fi51'81  ;   Sept.   17.      Class  4. 
Brown    Durrell   Co..    Boston,    Mass.   and   New   \ork.    N.  Y. 

Hosiery       Serial   No.  353.427;   Sept.  17.     Class  39. 
Byer-Kolhick  Compjiny.    DallaH,  Tex      Men's  bats.      Serial 

No.   366.708  ;   Sept.    17.      Class   ;i!t. 
Cannon.   William    S  ,    Jr.,   duinc    business  as  Cannon   Cos- 
metics Company,   Atlanta,   Cia.      Astringents,   astringent 
cerates,  M«ach  creams,  beauty   creams,  etc.     Serial  No. 
367.598:  Sept.  17.     Oass  6. 
Carman   k   Co..    Inc..   New   York.   N.   Y.     Blueing.      Serial 

.N...  .-^65.598  ;  Sept.  17.     Cla.vs  0. 
Castabs  Company,  The.     (See  Dalley.  James  F.) 
Chlc-ee     M;umfacf  iiring    Company,     Inc..     Allentown.     Pe 
Polishes     tor    hlioes.       Serial    No.    366,934 ;     Sept.    1  < 
Class  4 
Chrysler  Corporation,  Highland  Park.  Mich.     Automobllev 
and  their  structural  parts.     Serial  No.  366.809  ;  Sept.  It. 

Cott^  Products  Corporation.  New  York  N.  Y.  Maltless 
beverageH  sold  as  soft  drinks.  Serial  No.  doe.WJd ; 
Sept     17      Class  46.  ^  ,«.      r^ 

Colorado  Fuel  and  Iron  Products  Company.  The,  Denver. 
Colo      Cokp       Serial   No.   860.623 ;    Sept.    17.      Class   1. 

Coneoleiim  Nairn  Inc.,  Kearny.  N.  J.  Plain  and  Inlaid 
linoleum.     Serial   No    368  09«  :   Sept.   17.     Class  20. 

Continental  Onmmi  Werke  .^ktlengesellschaft.  Hanover. 
Ormany.  Catheter*,  rectal  tul>es,  colon  tubes,  etc.  Se- 
rial No.  366.085.  Stpt.  17.     Class  44. 


Continental   MlUs,    Inc.,    PhUadelphia,    Pa.      BLnitted    wool 

and  cotton  piece  goods.      Serial  No.  366,901  ;   Sept.    1 7. 

Class  42. 
Co-Operatlve  Breeding  k  Hatching  Co.,  The,  Tiro.   Ohio. 

Baby  chicks.     Serial  No.  366.553  ;  Sept.  it.     Class  46. 
Dailey,  James  F.,  doing  business  as  The  Castat)S  Company, 

Rlchlands,  Va.    Laxatives.    Serial  No.  364,609  ;  Sept.  1 .. 

Class  6. 
Dalare  Associates,  I'biladelphla,  Pa.     Fermented  cultures, 

veterinary     antiseptic,     deodorants,     etc.       Serial     -No. 

367.436;   Sept.    17.      Class  6. 
Dana    S.  A.,   Barcelona,   Spain.     Perfumes,  toilet  erea^ms. 

toilet  water,  etc.     Serial  No.  367,497  ;  Sept.  17.    Class  6. 
Darcln  Pharmacal  Company.      (See  Kinder,  Forrest.) 
Dent-A-Firm  Laboratories.      (See  Howell.  Charles  A.) 
IMx,  Henry  A..  &  Sons  Corporation,  New  York,  N.  Y.     Cot- 
ton,   linen,    rayon,    etc.,    fabrics.      Serial    No.    366.408; 

Sept.  17.     aass  42. 
Eagle-Plcher  Lead  Company,  The,  Cincinnati,  Ohio.    Bricks, 

cement,  blocks,  etc.     Serial  No.  367.712  ;  Sept.  17.     Claas 

Eastman  Kodak  Company,  Rochester,  N.  Y,     Photographic 
printing  machines.     Serial  No.  266,854 ;  Sept.  17.     Cljias 
26. 
Edward  Custom  Clothes,  Inc..  Philadelphia,  Pa.    Men'ti  aiMl 
boys'   suits,   trousers,   coats,   etc.      Serial   No.   367.500; 
Sept.  17.     Class  39. 
Edward    Custom    Clothes.    Inc.,    Philadelphia.    I'a.      Men's 
and  boys'  suits,  trousers,  coats,  etc.     Serial  No.  367,592 ; 
Sept.  17.    Class  39. 
Egll.  H.  W.,  A.  G.,  Zurich.   Switzerland.     Adding  and  cal- 
culating machine.     Serial  .No.  366,765;   Sept.  17.     Class 
26. 
Elys  Drug  Co.     <Se«  Gershonowitz,  Ell.) 
Estate  of  Abraham  Shalit.     (See  Shallt,  Abraham.) 
Ey-Teb,    Inc.,    New   Y'ork,    N,    Y.      Astringents,   astringent 
cerates,    bleach    and    beauty    creams,    etc.      Seria.1    No- 
367,177  ;  Sept.    17.      Class  6. 
Fairmont  Mining  Machinery  Company,  Fairmont,  assignor 
to  Fairmont  Macliinery  Company,  Marlon,  W.  Va       !>[)- 
mestlc  type  stoker.     Serial  No.  363,683;  Sept.  17.     Class 
34. 
Falbro  Lalwratorles,    Inc.   Philadelphia,   Pa.      Medication. 

Serial  No.  366.500;  Sept.   17.     Class  6. 
Falls  City  Brewing  Company.  Louisville,  Ky.     Malt  bever- 
ages.    Serial  No.  366.713;  Sept.  17.     Class  48. 
Fargason  Company.  Inc.,  The.  Evansville.  Ind.     Cleanrfng 

compound.     Serial  No.  363.211  ;  Sept.  17.     Class  4 
Fearn    Laboratories,    Inc..    Chicaeo.    111.      Soya   flour,    pre- 
pared pancake  flour,   prepared   waffle  flour,  etc.     Serial 
No.  365,816  ;  Sept.  17.     Class  4G. 
Federal    Seaboard    Terra    Cotta    Corporation,    New    York, 
N.  Y.     Terra  cotta  blocks.     Serial  No.  366,054  ;  Sept.  17. 
Class  12. 
Ferro  Enamel  Corporation,  Cleveland,  Ohio.     Bolt  hole  and 
edging  brush.     Serial  No.  362.414  :  Sept.  17.     Class  29. 
Forty     Second     Street    Sales    Co..     Chicago.     111.      Bleack 
creams,    tissue    creams,    cold    creams,    etc.       Serial    No. 
365.099:  S.pt    17.     Class  6. 
FreydberK  h'.\,>.   Inc..  New  York.  N.  Y.     Ribbons.      Serial 

yo.  358,029  ;   Sept.  17.     Class  42. 
Fritzsche  Brothers,   Inc.,  New  York.   N.   Y.     Natural  and 
synthetic    essential    oils    for   perfuming    purposes.      Se- 
rial No.  367.604  ;  Sept.  17.     Class  6. 
Fruit   and    Produce    Packing.    Incorporated.    Indianapolis. 
Ind.      Paper    board    cape    for    fruit    and    vegetable   con- 
tainers.     Serial  No.  857.798  ;   Sept.  17.     Class   r>0. 
Fruit  Industries.  Ltd..  Los  Angeles.  Calif.,  and  New  York, 
N.  Y.    Brandv.     SerUl  No.  368.262  ;  Sept.  17.     Cla.ss  49. 
Gershonowitz,  Ell,  doing  busines.s  as  Elys  Drug  Co.,  Jer- 
sey Cltv.  N.  J.     Cooling  and  soothing  cream  for  taniung, 
prevention  of  sunburn,  etc.     Serial  No.  367,792  :   Sept. 
17.     Class  6, 
Oetzit    Sales    Co.    of    New    York    Inc.,    New    York,    N.    Y. 
Cleansing    compound.      Serial   No.    386,413 ;    Sept    17. 
Class  4. 
Glencoe    Dlstlllerv    Co.    Inc.,    Louisville,    Ky. 

Serial   No.  368.132.      Sept.   17.     Cla.'S  49. 
Glencoe    Distillery    Co.    Inc.,    Louisville.    Ky. 

Serial  No.  368,555:  Sept.  17.     Class  49. 
Glover,    H.    B..   Companv.   Dubuque.    Iowa.      Collars.      Se- 
rial No.  364.121  ;  Sept.  17.     Class  30. 
Goertz  Bros..  Inc..  Newark,  N.  J.     Rain  suits.     Serial  No. 

366,908;  Sept.  17.     aass  39. 
Qoldenberg  Bros,  k  Co..  New  York.  N    Y.     I>ace  and  netted 

piece  goods.     Serial  No.  367,296;  Sept.  17.     Class  42. 
Ooodwear  Rubber  Co.  Inc..  New  York.  N.  Y.     Prophylactic 
robber  articles.     Serial  No.  367,897  :  Sept.  17.     <"laii.s  44. 
Gosewlsch,  Dorothv,  New   York,   N     Y       Medical   tablet   t» 

aid  digestion.     Serial  No.  367.564  :  Sept.  17.     Class  6. 
Gran  well  Sales  Co.     i  See  Townsend.  Ethel  S  ) 
Griffith   Laboratories,  Inc..  doing  business  as  The  GrlfBta 
Laboratories,  Chicago,  111.     Chemical  composition.     Se- 
rial No.  345.154  ;  Sept.  17.     Class  6. 

1 


Whlrftey. 
Whiskey. 


11 


LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISURD  FOR  OPPOSITION 
[Act  of  Feb.  20.  1905.  Sec.  6,  as  amended  Mar,  2.  1907] 


Grlstede  Bros.   Inc..  New  York,  N.  Y.      Whiskey  and  gin. 

Serial  No.  368.11)4;  Sept.  17.    Class  49. 
Grocers    Bakine    Company.    Incorp«;rate<i,    I^oulavlUe,    Ky. 

Bread.     Serial  No.  366.669  ;  Sept.  17.     Class  46. 
Gro8*<,  I'aul  H.,  doing  business  as  The  K  R  C  Laboratories, 

Johnston,   Fa.     Antiseptic,  germicidal  skin  cream.     Se- 
rial No.  366.451  ;  Sept.  17.     CTa.«-s  6. 
Gulf    Feitillier    Company.    The.    Tampa,    Fla.      Fertilizer. 

Serial   No.   365.197  :  Sept.  17.     Class  10. 
Gulf  Rt'flning  Company,  Pittsburgh.   Pa.      Preparation  for 

preventing  stapming  and  frost  formation  on  windshields. 

Serial  No.  366.475  ;  Sept.  17.     Class  4. 
Hammett,  J.  L..  Company.  Cambridge,  Ma.ss..  and  Newark, 

N    J       Artists'   brushes.      Serial   No.   354.990;   8<'pt.    17. 

Cla.-is  29. 
Hammett,  J.  L.,  Company,  Cambridge,  Mass..  and  Newark. 

N.  J.     Mol.st  clay  and  clay  flour.     Serial  No.  354,991  ; 

Sept.  17.     Class  1. 
Handy   Andy  Community   Stores,  Inc.  of  Texas,   San  An- 
tonio. Tex.     Tooth  paste,  shampoo,  hair  tonic,  etc.     Se- 
rial No.  364.672  ;  Sept.  17.     Class  6. 
Harcraft    Co.,   Los  Angeles,   Calif.      Paper  towels.      Serial 

No    367.128:   St'pt.   17.     Class  37. 
Hawaiian    Pineapple    Company,    Ltd.     Honolulu,    Hawaii. 

Canned  pineapple.     Serial  No.  367,535  ;  Sept.  17,     Class 

46. 
Hawle  Manufacturing  Co..   The.   Bridgeport,  Conn.      Hose 

supporters.     Serial  No.  367,298;  Sept.  17.     Class  39. 
Hawkins.    Mary    M.,    doing   business    as    Vlother    Hawkins 

Miracle-Kub    Co..    Hominy.    Okla.      Salve.      Serial    No. 

364,627  ;   Sept.   17.     Class  6. 

Healthmode  Products  Co.     (See  Nature  Food  Centres,  Inc.) 
Hes.s.    Martin    M..    Baltimore.    Md.      Chemical    hat    block 

cleaner.     Serial  No.   367. U27  ;  Sept.    17.     Class  4. 
Holo-Krume     Screw     Corporation,     The.     Bristol,     Conn. 

Screws.     Serial   No.  366.233;  Sept.   17.     Class  13. 
Home  Laboratories  Co.      (See  Masoo,. David.) 
Howell.   Charles   A.,   doing  business  as  Dent-A-Firm    Lab- 
oratories. Chicago,  111.     Adhesive  powder  for  false  teeth. 

Serial  No.  366.614  ;   Sept.  17.     Class  6. 
Huston    k  Milkowski,    Inc.,    Chicago,   111.      Food   products. 

Serial  No.  363,460  i  Sept.  17.     Class  46. 
I.  X    L.   I'ermaneiit  Wave  Corporation.  New  York,    N.   Y. 

Hair  waving  pads.     Serial  No.  360,175;  Sept.  17.     Class 

44. 

Indianapolis  Glove  Company.  Indianapolis,  Ind.  Work 
gloves  and  mittens.     Serial  No.  366,622 ;  Sept.  17.    Class 

Industrial  Chemical  Products  Co.,  Detroit,  Mich.  Chemi- 
cal preparation.     Serial  No.  366.418;  Sept.  17.     Class  6. 

Jacobs.  Samuel  D.,  New  York,  N.  Y.  Stencil  silk.  Serial 
No.   367,098  ;  Sept.  17.     Class  42. 

Jourdain.  Inc..  Cleveland,  Ohio.  I'erfumes,  face  creams 
and  powders,  rouge,  etc.  Serial  No.  364,821  ;  Sept.  17. 
CLiss   0. 

K  R  C  I-al>oratorles.  The.     (See  Gross,  Paul  H.) 

Kalter  Wagner  Co.,    Inc^  New  York.   N.  Y.     Eggs.      Serial 

No.  307,538  ;   Sept.  17.     Class  46. 
Kennard-Pyie  Company,   Inc.,   Wilmington,  Del.      Hosiery, 

underwear,    negligees,    etc.      Serial    No.    367,100;    Sept. 

17.     Class  39. 
Kentucky   Parfay   Company,   Incorporated,   Louisville,   Ky. 

Whl-key.     Serial  No.  388.000;  Sept.  17.     Class  49. 
Kimberly-Clark    Corporation,    Neenah,    Wis.      Wall    paper. 

Serial  No.  368,001  ;  Sept.  17.     Class  37. 

Kinder.  Forrest,  doing  business  as  Darcln  Pharmacal  Com- 
pany. St.  I..ouis.  Mo.  Medicinal  tablets.  Serial  No. 
357,954;  Sept.  17.     Class  6. 

Kirby,  Block  k  Fischer.  Inc..  New  York.  N.  Y.  Skin  lo- 
tion, lipstick,  face  powder,  and  rouge.  Serial  No. 
363.222:  Sept.  17.     Class  8. 

Kleckner.  David,  k  Son.  Inc..  Brooklyn,  N.  Y.  Paprika. 
.Serial  No.  365.460  ;  Sept.  17.     Class  46. 

Knit  Sportswear  Co.  Brooklyn,  N.  Y.  Knitted  suits, 
dresses,  sweaters,  etc.  Serial  No.  367,394 ;  Sept.  17. 
Class   39. 

Lalance  k  Gro.«!jean  Corporation,  Woodhaven,  N.  Y.  Cook- 
ing utensils.      Serial   No.   366.059;    Sept.    17.      Class  13. 

Lane  laboratories  Inc..  Camden,  Maine.  Sliver  polish. 
Serial  No.   364,632;   Sept.  17.     Class  4. 

Lazaros.  Joseph  T.,  Dearborn,  Mich.  Medicine  tot  the 
treatment  of  gonorrhea.  Serial  No.  366,284  ;  Sept.  17. 
Class  6. 

Lerner  Stores  Corporation.  New  York.  N.  Y.  Women's  and 
misses"  dresses.     Serial  No.  367.569  ;  Sept.  17.     Class  39. 

Lightioot  Schultz  Co.,  New  York,  N.  Y.,  and  Hoboken.  N.  J. 
Toilet  soap  dispen.sers.  Serial  No.  367,361  ;  Sept.  17. 
aa.^s  13. 

Linker  k  Herbert.  Inc.,  New  York.  N.  Y.  Woolen  fabrics. 
Serial  No.  367.397  ;  Sept.  17.     Class  42. 

Llsner,  D..  A  Co..  New  York.  N.  Y.  Costume  Jewelry.  Se- 
rial No.  366,722  ;  Sept.   17.     Class  28. 

M.  k  M.  Distributing  Cfo..  Inc..  Haverhill,  Mass.  Whiskey. 
Serial  No.  366,421  ;  Sept.  17.     Class  49. 

Maddox.  Pearl  M.,  Long  Beach.  Calif.  Preparation  for 
asthma,  bronchitis,  and  coughs.  Serial  No.  367,078; 
Sept.   17.     CIa.«s  6. 

Marvellure  Manufacturing  Company.  (See  Truesdale,  Min- 
nie L.) 


Masun.  l)avld.  doing  business  as  Home  Laboratories  Co., 
Niagara  Falls,  N.  Y.  Preparation  for  the  reduction  of 
overweight.     Serial   No.  367,539  ;  Sept.   17.     Class  6. 

Master  Builders  Company.  The.  Cleveland.  Ohio.  Mate- 
rial for  treating  and  coloring  the  surface  of  asphalt, 
mastic  floors,  etc.  Serial  Nos.  367,077-8;  Sept.  17. 
Class  12. 

Master  Laboratories,  Inc.,  Omaha,  Nebr.  Hair  tonic.  Se- 
rial No.  .•^67.363  ;  Sept.  17.     Class  8. 

Master  Laboratories.  Inc.,  Omaha,  Nebr.  Stonach  powder. 
Serial   No.  X67,364  ;   Sept.   17.     Class  6. 

Masterpiece  Cigar  Company,  Grand  Rapids,  Mich.  Cigars. 
Serial  No.  362,970;  Sept.  17.     Class  17. 

Mead,  C.  H.,  Coal  Company,  Beckley,  W.  Va.  Coal.  Serial 
No.  365.257;  Sept.   17.     Class  1. 

Medical  Products  Distributing  Co.,  Los  Angeles.  Calif. 
Iodine  tablets.     Serial  No.  366.289  ;  Sept.  17.     Class  6. 

Medical  Products  Distributing  Co.,  Los  Angeles,  Calif. 
Water  soluble  iodine.  Serial  No.  366,524 ;  Sept.  17. 
Class  0. 

.Melanson  Shoe  Company.  Lynn.  M«M.  Boots  and  shoes. 
Serial  No.  356,628;  Sept.  17.     Class  89. 

Memmleburg,  Inc..  St.  Paul,  Minn.  Wines.  Serial  No. 
36r,U80;  Sept.  17.     Class  47. 

Merkin,  Inc.,  Boston,  Mass.  Brasslfrres,  corsets,  girdles, 
etc.     Serial  No.  365,700;  Sept.  17.     Class  39, 

Merrill  Woodenware  Company,  Merrill.  Wis.  Tooth  picks. 
Serial  No.  366,956  ;  Sept.  17.     Class  44. 

Michael,  Carl,  Pittsburgh,  Pa.  Bed  bug  exterminator.  Se- 
rial  No.    3t;5,522  ;    Sept.    17.      Class  6. 

Midway  Chemical  Company,  Chicago,  111.  Insecticide 
spravcr.     Serial  No.  361,531  ;  Sept.  17.     Class  23. 

Millard.  Louis  B.,  doing  business  as  World  Products  Co., 
Chicago.  III.  Combination  hand  squiegee  and  washer. 
Serial  No.  366.347  ;  Sept.  17.     Class  L'». 

Miller,  William  I.,  doing  business  as  Miller  Manufacturing 
Company,  Camden,  N.  J.  Motor  seal  compound  and 
boiler  compound.     Serial  No.  366,828  ;  Sept.  17.     Class  6. 

Model  Brassiere  Co.  Inc..  Brooklyn,  N.  Y.  Brassieres,  gir- 
dles, corset  brassieres,  etc.  Serial  No.  367,617  ;  Sept.  17. 
Class  39. 

.Mottier  Hawkins  Miracle-Rub  Co.     (See  Hawkins.  Mary  M.) 
.Murpliy.  Frank  J.,  doing  business  as  Tan  Sales  Co.,  Back 

Bay,   Mass.     Sunburn  lotion.     Serial  No.  36-1,227  ;  Sept. 

17.     Class  6. 
National     IJcorlce     Company,     Brooklyn,    N.    Y.      Candy 

lozenges  for  breath  perfumer.     Serial  No.  361,100;  Sept. 

17.     Class  48. 
National  Llcorlco  Company.  Brooklyn,  N.  Y.     Lozenges  for 

coughs,  etc.     Serial  No.  365.812;  Sept.  17.     Cla.ss  6. 
National  Newspaper  Service,  Chicago,   111.     NcwspaiJer  ad- 
venture strips,  drawings  for  reproductions.     Serial  No. 

365,492  ;  Sept.  17.     Class  88. 

National  Sliver  Deposit  Ware  Co.,  Inc.,  New  York,  N.  Y. 
I'reparatlon  for  electroplating  articles  to  prevent  tar- 
nish.    Serial  .No.  3»;4.299  ;  Sept.  17.     Class  6. 

National  Trading  and  Lumber  Company,  Seattle,  Wash. 
Lumber.     Serial  No.  33S.5;14  ;  Sept.  17.     Class  12. 

Nature  Food  Centres.  Inc.,  doing  business  as  Healthmode 
Products  Co.,  Boston.  Mass.  Flavored  preparations. 
Serial  No.  367,261  ;   Sept.    17.     CUss  46. 

Nature  Food  Centres.  Inc..  doing  business  as  Healthmode 
Products  Co.,  Boston,  Mass.  Reducing  preparations. 
Serial  No.  367,252  ;  Sept.   17.     Class  6. 

Nektar  Laboratories.      (See  Wessel.  Matthew  C.) 

New  York  Drug  Concern.     (See  Parodney,  .Vbraham.) 

Nllson.  John  L..  Chicago,  III.  Wringer  mop.  Serial  No. 
367.973  ;   Sept.   17.     Class  29. 

Noland.  Richard  R.,  doing  buMness  as  Richard  R.  Noland 
Co.,  Minneapolis  Minn.  Non-electricni  reflecting  signs. 
Serial  .No.  384,300  ;  Sept.  17.     Class  M. 

Novel  Wash  Co.,  Inc.,  St.  Louis,  Mo.  Washing  fluid.  Se- 
rial  No.   366,913  ;   Sept.    17.     Class  4. 

Oakite  Products,  Inc.,  .New  York.  N.  Y.  Chemical  com- 
pounds.    Serial  No.  367,0:i4  ;  Sept.   17.     Ciass  6. 

Oetker.  Dr.  .August,  Bielefeld,  Germanv.  Baking  powder, 
pastry  and  biscuit  powder,  etc.  Serial  No.  363,941 ; 
Sept.  17.     Class  46. 

Orbit  Gum  Company,  Chicago.  111.     Chewing  gum.     Serial 

No.    360,484  :    Sept.    17.      Class  48. 
Overbrook  Distillers.  Inc..  The,  Baltimore.  Md.     Whiskey. 

Serial  No.   368.148:    Sept.  17.     Class  49. 
Panther  Oil  k  Grease  Mfg.  Co.,  Fort  Worth,  Tex.     Asbestos 

roof    coating    and     plastic     roof    cement.       Serial    No. 

367,733;  Sept.  17.     Class  12. 
Paper,  Caimenson  k  Company,  St.  Paul,  Minn.     Steel  and 

steel  castint^s  and  forgings.     Serial  No.  365,235;  Sept. 

17.     Class   14. 
Paramount    Distillers.    Inc.,    Cleveland,    Ohio.      Whlskev. 

brandy,  gin,  and  cordial.     Serial  No.  364,088  ;  Sept.  17. 

Class  49. 
Parfums  Cor<*ay.  Inc.,  New  York,  N.  Y.     Lipsticks.     Serial 

No.  364,016:  Sept.   17.     Class   6. 
Parodney.    .Abraham,    doing    business   as   New    York    Drug 

Concern,  New  York,  N.  Y.     Preparation  for  asthma,  bron- 
chitis, etc.     Serial  No.  :i68,772;  Sept.  17.     Class  6. 
Payne,  Victor  A.,  doing  business  as  The  Sunwash  Process 

Co..  Detroit.  Mich.     Soap.     Serial  No.  366.161  ;  Sept.  17. 

Class  4. 
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Payne,  Victor  A.,  doing  business  as  The  Sunwash  I'rocess 
Co.,  Detroit,  Mich.  Bleach,  water  softener,  germicide, 
etc.     Serial  No.  365,162  :  Sept.  17.     Class  6 

I'enney,  J.  C,  Company,  Wilmington.  Del.,  and  New  York, 
N  Y.  Ladles'  misses'  and  children's  ready-to-wear  hats. 
Serial  No.  o6(.833  ;  Sept.  17.     Class  39. 

Penslck  k  Gordon.  Inc.^  Los  Angeles,  Calif.  Fireworks. 
Serial  No.   368,1^3;  Sept.  17.     Class  9. 

Penlval,  J.  B.,  Corp..  New  York,  N.  Y.  Garment  bags. 
Serial  No.  3(i8.112  ;  Sept.  17.     Class  2 

Pfelffer,  S.  Manufacturing  Company.  St.  Louis,  Mo.  Vag- 
inal leUy.     Serial  No.  360,786;  Sept.  17.     C.ass  6. 

Piano  Manufacturers  Exchange,  Inc..  New  York,  N.  Y. 
Pianos.     Serial  No.  367.804  ;  Sept.  17.     Class  30. 

Pierce.  S  S.,  Co.  Boston,  Mass.  Wines.  Serial  No. 
366,918;  Sept.   17.     Class  47.        ,    „       „     ,  ^  ,,  » 

Plnaud  Incoiporated,  New  York,  N.  Y.  Perfumes,  toilet 
waters,    powders,    etc.      Serial    No.    367,257  ;    Sept.    17. 

Class  6.  »„,...». 

Playmore  Premiums  Inc..  New  York.  N.  Y.  Lottery  punch 
game  played  with  a  pointed  stick  and  cardboard  with 
numbers  printed  thereon  after  the  manner  of  bingo. 
Serl-il  .So.  367,510  ;  Sept.  17.     Class  22.  ^,        ^     ^, 

Plymouth  Wholesale  Dry  Goods  Corporation,  New  York. 
N.  Y.  Mattresses.  Serial  No.  367,864;  Sept.  1«.  Class 
82. 

Portage  Draperies  Company,  Inc..  New  York,  N.  Y.  Cur- 
tains.    Serial  No.  367.369  ;  Sept.  17.     Class  42. 

Prince  Matchabelll  Products  Corporation,  assignor  to 
Prince  Matchabelll  Perfumery.  Inc..  New  York,  N.  \. 
Astringents,  astringent  cerates,  bleach  and  l>eauty 
creams,  etc.     Serial  No.  358.666  ;  Sept.  17.     Clars  6. 

Progressive  Knitted  Rayon  Fabric  Mills.  Inc..  Brooklyn, 
K.  Y.  Knitted  rayon  fabrics.  Serial  No.  c67,6'23  ;  Sept. 
17.     Class  42.  ,    „       ,      „, 

Puerto  Rico  Distilling  Co.,  Arecibo  and  Barrio  Mliamar, 
Areclbo,  P.  R.  Rum,  brandy,  and  gin.  Serial  No. 
367, 6S2;  Sept.  17.     Class  49.  ^      ^        vt    t      o   a, 

RCA  .Manufacturing  Company.  Inc..  Camden,  N  J.  Radio 
receiving  sets,  kits  for  radio  receiving  fets.  electric  pick- 
ups for  phonographs,  etc.  Serial  No.  387,868  ;  Sept.  17. 
Class  21. 

Rarltan  Distillers  Corp.,  Perth  Amboy.  N.  J.  Whiskey, 
brandy,  and  gin.  Serial  No.  367,975  ;  Sept.  17.  Class 
49 

Rarltan  Distillers  Corp.,  Perth  Amboy.  N.  J.  Whiskey. 
Serial  No.  368.187  ;  Sept.  17.     Class  49. 

Records  k  Goldsborough,  Inc.,  Baltimore,  Md.  Whiskey, 
gin,  brandy,  etc.     Serial  No.  367.136;   Sept.  1<.     ClaKS 

49 
Reynolds   Wire  Co..   Dixon.   111.      Wire  cloth.      Serial   No. 

^65.502  ;  Sept.  17.     Class  13. 
Rledel-de     Haen,     Inc.,    New    York,    N.    Y.      Therapeutic 
•      agent.     Serial  No.  366.373;  Sept.  17.     Class  6. 
Rock   Ice  Company.   Inc.,  Baton   Rouge,  La.     Ice.      Serial 

No.  367,170  :  Sept.  17.     Class  1. 
Rock-Ola  Manufacturing  Corporation.  Chicago.   111.     Coin 

controlled    ball    projecting    amusement    device.      Serial 

No.  366,297  ;  Sept.  17.     Class  22.       ^,    „      „,         ^     •   i 
Roman  Corporation.  The,   New  York,  N.  Y.     Gin.     Serial 

No.  368,008  ;  Sept.  17.     Class  49. 
Rose.    Minna,   New   York.   N.   Y.     Perfumes   and  i^rfume 

essences.     Serial  No.  363.602  ;  Sept.  17.     Class  6. 
Rosenberg.  Bernard,  doing  business  as  T.mplar  I  roducts 

Co      New    York.    N.    Y.      Antlfreesing    compound.      Se- 
rial No.  367.737  :  Sept.  17.     Class  6 
Rosenberger.  A..  Kansas  City.  Mo.     V^hltkey.     Serial  No. 

368.238;  Sept.  17.     Class  49. 
RoFeth      Corporation,      Brooklyn,    .N.      Y.      Moth-prooflng 

liquids  and  Insecticides.     Serial  No.  366,533;   Sept.  if. 

Rossottl  Lithographing  Co..  Inc.    N>w  York    N    Y.     f^»rd- 
board  or  fibre  cartons.     Serial   No.   387,809;    Sept.   17. 

Ro?h*steln:  Herbert,  k  Kay.  Inc  .  Ne;*  York    NY.     Ladles' 

coats  and  suits.     Se.lal  No.  367.446;  Sept.  17.     Clafs  39 
Roundtree,    Martha,    Philadelphia.    Pa       Hair    tonic    and 

grower.     Serial  No.  365  854  ;     Sept.  17.     Class  6 
Samstag.  Louis  A..  New  York,  N    t      Cases  for  cigarettes 

Mid  cigars.     Serial  No.  367.039  :  Sept.  17      Class  8. 
San    Pedro    Rubber    and     Supply    Co..     Wilmington.    Del 

Chemical  boiler  and  heater  cleaning  compound.     Serial 

No.  366,534  ;  Sept.  17.     Class  6. 
Santa  Claus    Incorporated.  Chlcaeo.  111.,  and  Santa  Claus. 

Ind      Ore;>tlng  ^rds  and  decorative  seals  and  stamps 

to  be   used   upon   gift   packages   and   envelopes.      Serial 

No   367  810;  Sept.  17.     Class  38.  ,       ^  , 

Schaffer  BHts.  Inc..  New  York    N.  Y      Belts  for  personal 

wear      Serial  No.  3<'6.735  ;   Sept.   17.     Class  39. 
Scherick    (SocW    Anon.yme)     Paris     France       Perfumes, 

toilet  waters  .rouge,  etc.     Serial  No.  367.871,  sept.  n. 

Sc^erlck®  (Society   Anonyme)     Paris    France      Perfumf ; 
toilet  waters,  rouge,  etc.     Serial  No.  367.871  .  ^epl.  n  , 

SchmertJier.  Abraham.  New  York.  NY.     T  adies*  and  men's 

h"ts      Serial  No.  367.474  ;  Sept    17      Class  39. 
Real  Ins  Laboratories,   Inc.,  Los  Anceles.  Calif      Prepa  a- 
®Uonfncl?i.nne  lactic  acid  for  the  treatment  of  fowl.     Se- 
rial No.  367,321  ;  Sept.  17.     Class  6. 


Seelenfreund,  Sam.  New  York.  N.  Y.  Comforters  and 
blankets.     Serial  No.  867.447  ;  Sept.  17.     Class  42 

Shallt,  Abraham,  doing  business  as  Estate  of  A.  shallt, 
New  York.  N.  Y.  Canned  fruits  and  vegetables.  Se- 
rial No.  369.898;  Sept.  17.     Class  46. 

Sheffield  Company.  The,  New  York,  N.  Y..  and  New  Lon- 
don, Conn.     Tooth  paste.     Seilal  No.  364,024;  Sept.  17. 

Class  6.  .        ,  .. 

Shel-O-Myet  Co.,  Alden,  N.  Y.  Preparation  for  treating 
piles.     Serial  No.  367,629  ;  Sept.  17.     Qass  6. 

Shirtcraft  Co.,  Inc.,  The.  Baltimore,  Md.  Shirts  and  pa- 
jamas.    Serial  No.  360.380  :   Sept.  17.     Class  39. 

Sliver  Swnn  Liquor  Corporation.  San  Francisco.  Calif. 
Whlfkey.     Serial  No.  350.399;  Sept.  17.     Class  49. 

Sllveiod  Mfg.  Co.,  Inc..  New  York,  N.  Y.  Inlants  and 
chlldrens'  undergarments.     Serial  No.  867.414  ;  Sept.  17. 

Sinclair     Manufacturini:     Company.-   The.     Toledo.     Ohio. 

Bleaching     and      antiseptic      compounds.      Serial     No. 

364,151  ;  Sept.  17.     Class  6.  „    .^      ^        .      u 

Sllklit  Foundations,  Inc.,  Brooklyn.   N.  Y.     Corsets,  bras- 

siferes,  girdles,  etc.     Serial  No.  365,218;  Sept.  It.    Class 

89 

Smith,  Landon  P.,  Inc..  Irvlngton,  N.  J.  Abratlve  mate- 
rials. Serial  No.  366.691  ;  Sept.  17.  Class  4. 
Soci^t6  &.  Re.sponsabillte  Llmltee  E.  k  V.  Besserat,  Ay. 
France.  Sparkling  wines.  Serial  No.  366,6r8;  Sept.  17. 
CIrss  47 
Sock^t^  des  Parfums  Weil.  8ocl6t6  Anonyme,  Paris.  Franw. 
Perfumes,  toilet  waters,  rouge,  etc.  Serial  No.  367,415; 
Sept.   17.     Class  6.  _.    ^  ^.  . 

Squee-Wash  Mfg.  Co.,  Nlles.  Mich.     Window  washing  and 
wiping  devices.     Serial  No.  364.892  ;  Sept.  li.     Class  29. 
Stanco  Incorporated,  New  York.  N.  Y.     Hydrocarbon  sol- 
vents for  chemical    medicinal,  and  pharmaceutical  pur- 
poses.    Serial  No.  367.587  ;  Sept.  17.     Clas-s  6. 
Standard  Food  Products  Corp..  Brooklyn.  N.  \.     Whiskey. 

Serial  No.  368.156;  Sept.  17.     Class  49. 
Standard   Wholesale  Liquor  Dealers.  Inc--  Covington    Ky. 
Whlskev.  gin,  rum,   etc.     Serial  No.  388,241  ;   Sept.  17. 
Class  4'9. 
Stanley  Works,  The,  New  Britain,  Conn.     Box  strapping. 

Serial  Nos.   366.782-3-4-5  ;    Sept.  17.     Class  13. 
Stanley  Works    The,  New  Britain,  Conn.     Box  strapping. 

Serial  No.  367.008;  Sept.  17.     Class  13. 

Stebbing.   Dalsv.    Forest    Hills,   N.    \.      Developing  cream. 

Serial  No.  367.511  ;  Sept^  17      Class  6.  w>,uir», 

Steinhardt  Company.  Inc..  The,  N/w  York,  N.  V     Whlskev, 

brandv.  gin.  etc.     Serial  No.  368.009  ;  Sept   1 ..    Class  49. 

Stewart- Warner     Corporation,     Chicago      111        Oils     and 

greases.      Serial   No.   :?64.^9 1 ;    Sept.   17.      Class   15. 
Stopp,    Flrma    Ed.,    k    Co.,    Ebrenfriedersdorf.    Germany. 
Metal    sponges,    cleaning    brushes,    cleaning    pads,    etc 
Serial  No.  365,488;   Sent.  17.     Class  4. 
Sunwash  Process  Co.      (See  Payne,   \ictor  A.)  «,.,^,^ 

Superior  Felt  k  Bef^dlng  Company,   Chicago    PI.      Studio 
couches.     Serial  No.   567.004;   ^ppt-   IJ.     ^-las/.  3--„.. 
Superior    Felt    &    Beddlnc    Company,    Chicago,    111.      Mat- 
tresses.    Serial  No.  ;^67.006  ;  Sept    17.     C  ass  32 
Su<!Rman-GoIdt;trln  Hat  Mfg.  Co..  Chicago,  111.     Hats.     Se- 
rial No.  365,710;  Sept.  17.     Class  39.  «     .  i 
Sutliff  &   Case   Co..    Inc..    Peoria.    111.      Ointment.  -Serial 

No.  367.268  ;  Sept.  17.     Class  6. 
Tablax  Company.      (See  Welner,  Louis  I.) 
Tan  Sales  (fo.      (See  Murphy.  Frank  J.)    _  .   ., 
■Tano  Laboratories,  Ix)8  Angeles.  CaMf.     Wrinkle  remover 
and   skin   conditioner,   deep  pore   cleansing   cream,  etc. 
Serial  No.  366.245  ;    Sept.  17.     Class  6.  „  ^   _, 

Tavlor  Fladgate  &  Yeatmen.  Villa  Nova  de  Gaya.  PortugaL 

tVlne.     Serial  No.  386,787  ;   Sept.   17.     Class  47. 
Templar  Products  Co.      (See  Rosenberg    Bernard.) 
Thelse.   Ervln    A.,  doing  business   »«   I'-.Tbel^e    Sublette. 
Kans.     Motor  lubricants.     Serial  No.  382.243  .  Sept.  17. 

Thorelf  Peter.  Ixis  Angeles,  Calif.  Hair  oils  and  tonlcfc 
Serial   No    364.399:   Sept.   17.     Class  6.  „     ,   . 

Thr%  G  Distillery  Corp..  fturbank.  Calif.  Whiskey.  Serial 
Nos.   368.202-3;    Sept.   17.     Class    49  „.,  .„^       r^ 

Three  G  Distillery  Corp.,  Burbank  Calif.  Whiskey.  Se- 
rial Nos    388  206-8-7-8;    Sept.    17.      Class  40.        „  ^  . 

ThreeGDlstlllervCorp.Burbaik.  Calif.  Whiskey.  Serial 
No    368  211;  Sept.  17.     Class  49.  ,  „     ,  , 

Tomak  Products.  New  York.  N.  Y.  Tooth  powder.  Serial 
No.  386,076;  Sept.  17.     Class  8. 

Townsend,  Ethel  S.,  doing  business  as  Granwell  Salw  Co, 
New  YorV  N.  Y.  Cream  for  removing  lair.  Serial  No. 
366.131  ;  Sept.  17.     Class  6. 

Trems  Co.      (See  Blake.  Robert  J.) 

Truesdale.  Minnie  L..  J«»uc  )'"«»7*'»*  «^,y*'■Tf","'■^?l*^: 
facturine  Company.  Los  Aneeles.  Calif.  Hair  cleanser 
and  tonic.     Serial  No.  367.419;  Sept.  1*.     Class  6 

Tupper,  Inc..  New  York.  N.  Y.  Slippers,  shc^s,  and  san- 
dals.    Serial  No.  367.379;  Sept    17      Oass  39 

Turiock  Co-operative  Growers  Modesto  Calif.  Canned 
fruits   and    vegetables.      Serial   No.   26<,636;    Sept.    17. 

Turiock  Co-Operative  Growers.  Modesto,  Calif.  Canned 
fruit.     Serial  Nos.  .S67.947-«  ;  Sept.  17.      Class  46 

Turiock  Co  Operative  Growers.  Modesto.  Calif.  Canned 
vegetables.     Serial  No.  367.W9  ;  Sept.  17.     Class  46. 
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B.  S.  Uquld  Clearpfaan*  Corp..  New   York,  N.  Y.     Uquid 

coatiDK  material.     Serial  No.  364,841  ;  Sept.  17.    Clasw  6. 

Velvet  Sbave  Company,  Brooklyn,  N.  Y.  bniabletis  shav- 
ing cream.     Serial  No.  366,448;  Sept.  17.     Clast*  4. 

Walker.  Hiram,  A  Sons.  Inc.,  Peoria,  111.  Whiskey.  Serial 
No.  367.979  ;    Sept.    17.      Class  49. 

Walker's  of  Bontou.  Inc.,  Boston,  Mass.  Gin,  whiskey, 
and  brandy.     Serial  No.  368,087  ;  Sept.  17.     Class  49. 

Wambau^b,  Edward,  doing  business  as  Wambaueb  Chemi 
cal  <^o..  Goshen.  Ind.  Cleaning  compound.  Serial  No. 
366.788  ;  Sept.  17.     Class  4. 

Ward,  Thomas.  Distilling  Company,  The,  Cedarhurst,  Md. 
Whiskey  and  gin.  Serial  No.  368,014;  Sept.  17.  Class 
49. 

Weiner,  Louis  I.,  doing  business  as  Tablax  Company,  New 
Y'ork,  N.  Y.  Vfedklnal  preparation  for  the  treatment 
of  roiie  and  hay  fever.  Serial  No.  367,646;  Sept.  17. 
Class  6. 

Weiner.  Louis  I.,  doing  bu.siness  as  Tablax  Company,  New 
York.  N.  Y.  Medicinal  preparation  for  the  treatment 
of   sunburn.      Serial    No.    367,647  ;    Sept.    17.      Class    6. 

Wesco    Folds   Company,   Cincinnati    Ohio.      Maltless   pow- 
ders   for    soft    drink*.       Serial    No.    367,424  ;    Sept.     17 
Class  45. 

Weasel,  Matthew  C,  doin^  business  as  Nektar  Labora- 
tories, Trenton,  N.  J.  Stomachic  tonic  laxatlTe.  Serial 
No.  3o9,«>41  ;   Sept.   17.     Class  6. 


Western     Equipment    4    Supply    Company.    Chicago,    HI. 

Games  of  the  claxs  known  as  pin.  pin  ball,  etc.     Serial 

No.   367,812;  Sept.    17.     Clas/i  22. 
Wilson,   Margaret  M.,  doing  business  as  Wilson   Fudgkwik 

Company.  Knux,  I'a.      Ingredients  for  making;  candy  and 

cake   icing.      Serial  No.    360.513;   Sept.   17.      Class  46. 
Winthrop    Chemical    Company,     Inc.,     .New    York,    N.    Y. 

c  holagogue,    biliary   antiseutic   and   antispasmodic.     Se- 
rial  No.   367, 3 -'8  ;   Sept.   17.      Clas*  6. 
Wooster    Products    Inc.,    Wooster.    Ohio.      Metallic    safety 

iitair  treads.   Door  plates,    ramp  plates,   etc.     Serial   No. 

367,090;   Sept.   17.     Class  12. 
World  Products  Co.      (See  .Millard,  LcjuIs  B.) 
Wright,  J.  C,  doing  business  as  J.  C.  Wright  Laboratories, 

Atlanta,      Ga.        Me<li<inal     preparation.        Serial     No. 

367,0!»2;    Sept.    17.      Class  6. 
Yardlev   of   London,   Inc.     Union   City,  N.   J.     Astringent, 

a-stringent  cerate,  bleacn  cream,  etc.    Serial  No.  366,217  ; 

Sept.   17.      Class  6. 
Yoiingdtvwn   Sheet  and  Tube  Company,  The,   Youngstown, 

Ohio.       Hot    rolled    sheets,    annealed    sheeta,    and    c<'ld 

rolled  sheets,  etc.     Serial  No.  366.750  ;  Sept.  17.     Class 

14. 
Zain-Eppy,  Incorporated,  New  York,  N.  Y'.     Cartoon  book- 
lets published  in  a  series.     Serial  .No.  367.773;  Sept.  17. 

Class  38. 
Zendman,  Goldsmith-Wiener  Bros.  Inc.,   New  York,  N.  Y. 

Lace  in  the  piece.     Serial  No.  367.014;  Sept.  17.     Class 

42. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


A/S   The    Norwegian    Sardine  Guild.   Stavanger.    Norway. 

Canned  sardines  and  kippered  herrings.     3-8.187  ;  Sept 

17.     Serial  No.  360.163;  published  July  2.  1935.     Class 

46. 
Acme   Shear   Company.    The.    Bridireport,    Conn.      Scissors 

and    shears.      328,118;    Sept.    17;    Serial    No.    365.237; 

published  July  9,  1935.     Class  23. 
Addressograpfa    Company.    Cleveland    and    Euclid    Village. 

Ohio.      Frames   for   carrying   printing   plates   and   index 

tabs.      328.259 ;    Sept.    17.      Class    23. 

Aisensteln -Woronock  &  Sons.  Inc..  New  York.  N.  Y. 
Watches  and  clocks.  328. OW) ;  Sept  17;  Serial  No. 
3«2,396  ;  publl.ihed  July  9.  19.J5.     Cla.*8  27. 

Alsensteln-Woronook  Sc  Sons.  Inc.,  New  York,  N  Y.  Fin- 
ger rings,  mountings  for  finger  rings.  Jewelry  for  j)er- 
sonal  wear  328.061  ;  Sept.  17  ;  Serial  VW  362,397  ; 
published  July  9.  1935.     Class  28. 

Aktlenbrauerei  Zum  Iv^iwenbrSu  in  MUnchen.  Munich,  Ger- 
many Malt  beverage.  328.194;  Sept.  17;  Serial  No. 
341.266;  published  Oct    17.   19.'i3.     Cla.s8  48. 

Aktiengesell.schaft  Johannes  Jeserich,  Charlottenburg-Ber- 
lln,  Germany,  assignor,  by  mesne  assignments,  to  The 
Chemical  Foundation,  Incorporated.  Wilmington.  Dei., 
an<1  New  York.  N.  Y  Paints  and  varnishes.  106,086  ; 
renewed  Oct.  12.  1935 

Ambrose  h  Company,  Denver,  Colo.  Wine.  328,111  ; 
Sept.  17;  Serial  No.  349,700;  publLbed  July  17.  1934. 
Class  47. 

American  Cvstoi-cope  Makers.  Inc.,  New  York,  N.  Y.  Sur- 
gical instruments.  328,201;  Sept.  17;  Serial  No. 
364.936  :    published   July  9.    1935.     Class  44. 

American  Hardware  Corporation.  The,  New  Britain,  Conn. 
Fasteners,  locks,  (afches,  and  parts  thereof.  108,083; 
renewed  Jan.  11.  1936. 

American  Mixture  Company.  New  York.  N.  Y..  and  Cbl- 
cago.  111.  Confectionery  pro<luct.  328,243;  Sept.  17 
Cl:iss  4« 

American  Ovster  Co..  T'rovidence,  R.  I  Ff>ods.  108.188  ; 
renewed   .Jan    18.   1936. 

American   Packing  &   Provision   Company,  The.      (See  Og- 

den  Packing  &  I*rovlsion  Co.,  assignor.) 
American    Spirits  Inc..    New  Yok.  N    T.      Rock  and  rye. 

328.188  ;  Sept.  17  ;  Serial  No.  360.452  :  published  Julv  9. 

1935      Class  49. 
Animal  Foods  Company,   doing   business   as   Hi-Tefif    Pro<l 

nets  Co..   San   Jose.   Calif.      Canne<l   dog  and   rat  foo<l 

:i28.250  ;  Sept.  17.     Class  46. 
Annin    ft    Co.,     New    York.    N.    T.     Manufactured     flags. 

105.775  :  renewed  .\ug.  17.  1935. 
Ardell  Razor   Blade  Corp.,   New  York.  N.  Y.     Safety  raior 

blades.     .328.260:  Sept.  17.     Clas.s  23. 
Atlantic    Macaroni    Co..    The,    assignor    to    The    Atlantic 

Macaroni  Co..   Inc.,   I. one  Island  City,  N.  T.     Macaroni. 

108.077;  renewed  Jan.  18,  U>36. 

Atlas  Distilled  Products  Co.,  Inc.,  Chicago.  111.     Whi.skpv 

328.145;   Sept.    17;   Serial   No.   305.590;   published   July 

9.  1935      Class  49. 
Atlas  Supply  Company.      (See  Globe  Rubber  Tire  Mfg.  Co. 

Inc..  assignor  i 
Aalwood  Manufacturing  Company.  St.  Ptnl.  Minn.     Polish 

and  cleaner  for  autos,  pianos,  farniture,  etc.     328.248  ; 

Sept.  17.     Class  16. 


Badger  Steel  Roofing  A  Corrugating  Co.,  by  change  of  name 
to  Badger  Corrugating  Company,  La  Crosse,  wis.  Con- 
struction   materials.      HI7,7.'>3 ;    renewed    Dec.    28.    1936. 

Barrett  Food  Products  Co  .  Inc.,  The,  doing  business  as 
the  Sport  Pack  Company,  .Atlanta,  Oa.  Potato  chips. 
328,098;  Sept.  17;  Serial  No.  355,787;  published  July 
9,  1935.     Class  46. 

Bartbels  Manufacturing  Co.,  New  York  and  Brooklyn, 
N.  Y  .  to  Bartbels  Manufacturing  « d..  New  York.  N.  Y. 
Shoe-lacinxs.       105.777   8  ;    renewed    .Vug.    17,    1935. 

Bates,  James  W..  doing  busineits  as  Mlrpex  Chemical  Com- 
pany .Seattle,  Wash.  ECTerveseent  stomach  powder  and 
alkartnizer  systemic.  328,202  ;  Sept.  17  ;  Serial  No. 
364,914  ;    published    July    9.    1935       Cinsa   6 

Beacon-Gale  Corporation.  .New  York,  N.  Y  I.Jixative  tab- 
lets. 328.156;  Sept  17;  Serial  No.  364,324;  published 
July  9,  1935.     Class  6. 

Beer  Distributor  Publishing  Company.  (See  Dubln.  Jo- 
seph. ) 

Belmont  Brewing  Co..  Martins  Ferry,  Ohio.  Al*. 
328,181-2:  Sept.  17;  Serial  Nos.  359.456  6  ;  published 
July  9,  1935.     Class  48. 

Bender,  Edward  A.,  doing  business  as  E.  A  Bender  Co.. 
Philadelphia,  I'a.  .Medicine  to  be  us<kI  for  a  laxative 
wafer  prepare«l  In  confp<tlon  form.  328,1»;.",  :  s<-\)t.  17; 
Serial  No.  363  996:  published  Julv  fl.  193.'>.     Class  6. 

Benz,  (;eorge.  Sons,  Inc.,  St  Paul.  .Minn.  Whiskey. 
328.255;   Sept.   17.     Class  4lt. 

Best  Foods.  Inr ,  The,  New  York,  N.  Y.  Oleomargarine, 
salad  dressing,  relish  spread,  etc.  328,242,  Sept  17 
Cla.ss  46. 

Bets,  W.  H.  A  L.  D.,  Ijiboratorles,  doing  business  as  Kleen 
Chemical  Company,  rhilndelphla.  Pa.     Chemical  prepara 
tion  for  pre-treating  the  water  used  in  the  radiators  of 
automotive    vehicles.       328,167;    Sept.     17;    Serial    No. 
.•563,92-'  :  published  July  9,   1935.     Class  6. 

Billups,  C,  Son  &  Co.,  Inc.,  Norfolk.  Va.  Plows,  mold- 
boards,  landsldes.  etc.  328.197;  Sept.  17;  Serial  No. 
3G4,97S;  published  July  9.  19.H5.     Class  23. 

BOker.  Heinr  .  &  Co.,  Sollngen,  Germany,  nf^slgnor.  by 
mesne  assikinroents.  to  The  Chemical  Koundation,  Incor- 
porated, Wilmington,  Del  .  and  .New  York,  N.  Y.  Mani- 
cure instruments.      106.407;  renewt-d  (>ct.   19,   1935 

Bostock,  Edwin.  A  Coimiany,  Limited,  assignor  to  Lotus. 
Limited,  Stafford.  England,  Hoots,  shoes,  slippers 
107.732  :   rent  wed   Dec     l'8.   1935 

Boston  Blacking  Comimny,  Portlan't.  Maine,  and  Cam- 
bridge. Mass..  as«ign<ir  to  Boston  Blacking  A  Chemical 
Co..  Boston,  Mhss  .Adhesive  cement,  milliners'  and  bat- 
ters' glue,  and  leather  cement.  107,775  ;  renewed  Dec. 
28,   1935. 

Bradner  Smith  A  Company.  Chicago,  in.     Tag  board,  cover 

paper,     brlstol.     etc        328,092:     s«.pt.     IT  :     Serial     No. 

364.759:  published  July  9.  Ui'^S      Class  M7 
Bradner  Smith  &  Company.  Chicago    111      Paper      .128.073: 

Sept.    17;    Serial    No     .364,756:    published    July    9,    1935. 

Class  37 
Bragno  &  Company.  Chicago^  HI.,  assignor  to  Italian  Swhts 

Colony.    Snn    Francisco,    Calif.      Wines       328. (W7  ;    Sept 

17;   Serial  No.  .353,842;    published  July   2,   1935.     Class 

47. 
Brewer  k  Company,  Inc..  Worcef»teT.  Msss.     Honse  organ. 

.128,126:   Sent     17:    Serial    No.   305.119;    published   July 

9,    1935.     Class  38. 
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Bright  Star  Battery  Co.,  New  York,  N.  Y.,  to  Bright  Star 
Battery  Co.,  Clifton,  N.  J.  Electric  battery  casings  and 
light  casings.     108,284  ;  renewed  Jan.  25,  1936. 

British  American  Brewing  Co.,  Limited.  Windsor,  Ontario, 
Canada.  Beer.  328.084;  Sept.  17;  Senal  No.  34. ,539, 
published  Nov.    l.i,    1934.      Class  48. 

Canton  Culvert  and  Silo  Company,  The,  Canton,  assignor 
to  Republic  Steel  Corporation,  Youngstown,  Ohio.  Bust- 
resisting  anticonosive  metal.     10j,9i2  ;  renewed  Sept.  7, 

Cardlnet  Cnndy  Company.  Inc.,  Oakland.  Calif.  Candy. 
328  06.1;  Sept.  17  ;  Serial  No.  362,664;  published  July 
9  1985  Class  46 
Carlsen.  Charles  M.,  "doing  business  ss  The  Chemical  Cor- 
poration, assignor  to  The  Chemical  Corporation  of  Spo- 
kane, Wash.:  Spokane.  Wash.  Embalming  fluid. 
328.065"  Sept.  17V  Serial  No.  362.738;  published  July 
9,  1935.     Class  6.  ,  ^,  _,   .„    g^.. 

Carson    Plrle.  Scott  &  Co..  assignor  to  t  arson,  Plrle,  bcott 
A   Company,    Chicago.    111.      Cloaks,    suits    dresses,   and 
rain-coats.     105,937;  renewed  .\ug.  31.  1936. 
Chemical  lorporation.  The.     (See  Carlsen,  Charles  M  ) 
Chemical    Foundation,    Incorporated.    The.       (See    Aktlen- 
geselischaft  Johannes  Jeserich,  assignor.)  T>xt,„, 

Chemical  Foundation,  Incorporated,  The.  (bee  liOKer, 
Heinr.,  A  Co  .  assignor.)  „  ,     w       w„„. 

Chemical  Paper  Manufacturing  Company.  HdyokP.   Mass. 

I^edger  pai.er       IOS.124  ;    renewed    Jan.    18,    19.6. 
Chesebrough      .Manufacturing      Company      (Consolidated). 
Brooklyn      to     (  hesebrough     Manufacturing     Company. 
Consoliaated.  New  York.  N.  Y.     Petroleum  oil  fof  "'ami- 
natlng   purposes.      12.876:    renewed    I^c.   29,   1;»^- 
ChlcagoVlexrble  Shaft  Company.  Chlcajro,  IlL     |;l^tri<^ 
cuftee   makers   and    parts    thereof.      3^8,171.    81P^-    ^.<' 
S^riTl   No    363.745  :    published  July  9.   1935       Oass  21. 
Chile  Expl.'ra  ion  Company,  New  York.  N  J      BUster  cop- 
per.    328,136  ;   Sept.  17 ;  Serial  No.  365,441  ;  published 
July   {♦,    1935.      Class   14.  r^^       ^,        ,      a    rkv,i/» 

Cleveland  Home  Brewing  Company,  The    Cleveland    Ohio 
Beer      32K146  ;  Sept.  17  ;  Serial  No.  365,602  ;  published 
July  9.  l»fe.     Class  48. 
duett,  Peabody  A  Co.,  Inc..  Troy,  N- J-     Shirts,  collars, 
and    cnlTs.      i07,9«2 :   renewed  Jan     4     1936  p„„_„ 

Coffie    Products    Corporation.    New    ^*'r)^a  •^t^l  ^' s^t    ??  • 
trated    coffee   extract    «"<?  ^^'yf"?  .    *   Vq.^V    W„  Vfi' 
Serial   No.   864,506;   published  July  9.  1935.     Class  46. 
Cohn  A  Rosenberger,  Inc..  New  York,  N.  Y.  ,Ea'Tl"P«-  fl°- 
ger  rings,  brooches,  etc.     328,215;  Sept.  17;  Senal  No. 

364..W.\  ;  published  July  9.   1935.      Class   28  

Colchester  Kul.ber  Company.  Colchester,  i,"""   .fsslgnor  to 
United  States  Rubber  Company,  New  York    N.  Y      Rub- 
ber boots  and  shoes.      1<X^  5«J  =  J".*'"*"^*'^  /^I.n^  Pn^ 
Columbia  Instilling  Co.      (See  Tonkin   Distributing  Co j 
Columbia     Wax     Works.     Oione     P»rk,„J^      Y.       t^odles. 
328.100;   Sept.   17;  Serial   No.  353,199;  published  July 
2    19.35.     Class  15. 
Companhla  Geral  da  Agrlcultura  das  Vlnhas  do  Alto  Douro, 

Efig'Lr'-Wires^"^l>2J!^I?  K.  S^TIeriarSo! 

CoS'n7al^o"if  M'.^,r^:  kiJa'^CltrfkiJ:,  Lubr^ating 
oil      328  064;   Sept.   17;   SerUl  No.  362,671  ;  published 

Juiy  9,  19:<5.     Class  15.  

Coppercote,   Inc.      (See  Cowan.  George  H.  assbrnor.) 

Cc wan,  George  H.,  assignor  to  Coppercote,  Inc     New  York. 

N    y.     Paints.     328,246;  Sept.  17.     Class  16. 
i->/™.«^    w    T     Inn     Berlin    N    Y      Tongue  blades.     328,007  , 
^°Se^f^7^Serl^al   No    365,027;   published  July  9,    1935. 

Craddo'ck^Terry  Companv,  Lynchburg,  Va..  and  St.  Louis, 
Mo  asslg^o^r  to  iVerbVt  S'hoe  Manofacturlng  Company. 
MUwaukee     Wis.      Shoes.      104.972;    renewed    June   2&. 


le  Wax  I'aper  i.ompnn.>.  mrunji.ir.,  ^^^^.,  — ;- ,  T^  _; 
Tex  Moisture  and  moisture  vaoor  proo*  P«Pf '  ^''P^ 
328.07cr;   Sept     17;   Serial  No.   3(J5.066 ;  published  July 

Dome5^'i'edn!Tcia.,  Jeret  de  la  Frontera.  Spain      Wines. 
r"8!^R.*;si^Pt.l7_;  Serial  No.   345,946;  published  July 

TvA^'^'^S   V  ClV"  Jeres  de  la  Frontera.  Sjialn.     Wines. 
^sSllBssf  s2pt   17  •;•  sVrlll^No*  345.962  :'  published  Jyly 

Do'mS-   DSiMlleries.^Inc.,     Jersey    City.    N.     J.       Gin. 

328.236  ;  Sept.  17.     Class  49.  oocn-i- 

T^  _   ..--     1?    p     Tnr      Boston     Mass.      I.«eatber.      rf-s,u«i, 

^Sept     17  ;•  £rill   No    365,070 ;  pnbUsbtHl  July  9.   1935. 

DiSr  Joseph,    doing   buM,^a.   ",, P^'t^^^V''^ magazine 
li2'8'?.^;fe"T:  init^No.  ^S4,38-J;™p'i:blisTe^"juiy 

T.  ^•plnt'^K  ?*  de  ifemours  Powder  Comt«ny,  assignor  to 

^"K'^r'du''pont*'de'^N>mo«rs  and  Company,   Wilmington, 

f>el      explosives.     186^021     renew^  Oct.  |6.  1935^^„,^ 

vuicanlxing  patches  for  rubber  goods.     106,418  ,  reneweo 
Oct.  19,  1936. 


Eagle  Woodenware  Manufacturing  Company,  The,  Hamil- 
ton, Ohio.  Mop  wringers.  328  221  ;  Sept.  1.  :  Serial 
No    .■i«4  578  :  published  July  9.  I9i5.     Class  23 

Eariy  A  Daniel  Company.  The,  ancinnatl,  Ohio.  Balanced- 
ration  horse  feed.     108,126:   renew^  Jan.   18-  1^3^,,. 

Ely  A  Walker  Dry  Goods  Company,     (bee  Lancaster  MUis, 

assignor.)  ,     ^,  .,.       i  t»  _ij 

Enossis  Publishing  Company,  assignor  to  National  Herald, 
Inc  New  York,  N.  Y.  Daily  newspaper.  106.226,  re- 
newed Oct.  19,   1935.  ^  ,^,  ,  ^ 

Essex  Rubber  Company,  Trenton,  N.  J.  Composition  soles. 
106.529;   renewed  Aug.   3,    1935. 

Eta  Company,  Inc..  The.  Chicago.  111.  Chemical  cona- 
pound  or  preparation  o^  a  germicidal  ,an<i,2°t'^P*  f  °^- 
ture.  328  222  ;  Sept.  17  ;  Serial  No.  364,574  ;  pnbllshed 
July  9,  1935.     Class  6.  ^^.  _„      _  , 

Evening  American  Publishing  Company.  CbJ«»KO'  I".,  Col- 
umn in  a  newsnaper.  328,207;  Sept.  1 -:  Serial  No. 
364S«55;   pablisbed  July  9,    1935.      Class   38. 

Evlnrude  Motor  Co..  assignor  to  Outboard  Motors  Corpora- 
tion Milwaukee,  Wis.  Motors  for  boats  and  canoes. 
103,420  ;   renewed  Apr.   8,   1936. 

Exhibit  Sopply  Company,  Tht'„Chlcago.  111.  Amuseinent 
apparatus.  328.147;  Sept.  17;  Serial  No.  385,613,  pub- 
lished Julv  9.   1935.     Class  22. 

Exhibit  Supply  Company,  The,^Chicago.  HI.  Amusement 
apparatus.  328,148  ;  &ept.  17  :  Serial  No.  365,616  .  pub- 
lished Julv  9.   1935.     Class  22.  wmtWrnn 

Farbwerke-rfoechst      Company,      assignor      to      WI°tj'f<^P 
Chemical  Company.  Inc.,  New  York    NY.     Dissolving 
di-shes      107.780;  renewed  Dec    28,  19.35.  .      .  ,„^ 

Farmers  Federation.  Inc..  Ashevllle    N.  C.     Tomato  Juice 
328,104;   Sept.   17;  Serial  No.  351,620;   published  J«ly 
9    1935      Class  46. 

Fellows  Medical  MTg  Co..  Limited  assignor  to  Fellows 
Medical  Manufacturing  Company,  In^'u  ^^^q^?^*.v'^-  ^■ 
Laxative  tablets.     1(^.422;  renewed  Oct.  19    1935. 

FeiSdes^  Manuel,  y  Ca  S.  L.      (See  Plcker-Llnx  Import- 

F^'raJo^rCorpimtui.  Jamestow^,  N- \/|'^5"'«*3°%'SS: 
chines.      328.125;    Sept.    17;    Serial   No.    365,123,   puD 
li&hed  July  9,  1935.     Class  26.       „     .      vt     v       t  i^t,i^. 

Film    Treatfsor   Corporation.    New   York     N^  I^„  ^Ko 
adapted   for  preventing  and  extinguishing  Ares  in   mo- 
Uon     picture     films.       328.164;     Sept.     if;    Serial     No. 
364  096     Dubllshed  July  9,   1935.     Class  6. 

Plneb^rK  Solomon  A  ,  Mount  Vernon.  N.  Y.  Word  puxiles. 
32K225  ;  Sept  17  ;  Serial  No.  364,666  ;  published  July 
9    1935      Class  22. 

Fltspatrlck  Bros.,  Chicago.  HI.  Scouring  pre^ratlon  for 
hnimehnld  use      107.516;  renewed  Dec.  7.  1930. 

Fitz^atr^ci^Bros..  Chicago:  lU.  Detergent  cleaning  prep- 
aration in  powder  form  for  household  use,  etc.     107.680 , 

renewed  Dec.  21,   1935.  ^  ,       a^     K«.^no«      CMn 

Franklin     County     Sugar     Co.,     Colorado     Springs.     Colo. 

Suirar       328  241;    Sept.    17.      Class   46. 
Fr5u**ndustri;s    Lid  .  Los  Angeles    Calif,    and  New  York, 

NY      Brandy.     328.091  ;  Sept.  17  ;  Serial  No.  344.589 . 

published  Jan.  9.  1934.     Hass  49      „  .  ^^,  ~„ ,   Milling 
Fuhrer-Ford  Milling  Co..  assignor  t^Fuhrer  Ford  Milling 

Company.  Mount  Vernon.  Ind.     Wheat-flour.      106.967. 

renewed  Nov.  9.  1935. 
Fuller.  Gordon  W..  doing  bnslness  as  Gordon  Medical  Prod- 

..«♦»  On     «an   nBh'lel    Calif       Foot   pf)Wders.      3Z8.lOo, 

TelVS'V^   Lri?l*  No    m.^  ;  published  July  9.   1935. 

Oa^dn'^r.^Glen.  Distilling  Co    Inc.,  New  York.  N.  Y.     Whis- 
key.    328,528  ;  Sept.  17.     Class  49.  Tablets 
Oeneral   Desserts  Corporation.   New  York,   N.   Y.      Tapiets 
^*^S^"\n  thT makinrof  a  Mould  dentifrice  a^  *ntisep^^ 
solution.     328.230  ;  Sept.  17  ;   Serial  No.  364.71tf  ,  puD- 

Oener^l  Fl"rl'E;tlSi.hSTompany.  New  York,  N.  Y..  and 
Prov  d^ice    R    I'^assbjnor  to  G-eneral  Fire  Extlngulsh- 

«  Company    ProvldenV  R.   L^    ^ '^"V°?936'  ^"*«"*'*' 

sprlnklere.     108.013  ;  renewed  Jan^  ll-  1«36 
General    Fittings    Companv.    Providence,    %lf^^^%^Jl 

Ltatif   vslve    with    built-in    thermostat.      328^fii: ,    ?fPi- 
.    17  ;%riar  No    362,566:  published  July  9,  1935.     CTaw 

26 

ark,  N.  J.     Rubber  tubes  and  tires.     108,202,  renewea 

nifr""  M^'  K^^ Brewing  Company,    St.   Joseph.  Mo.     Malt 
°'biverage'328%:'^Sent.  17:- Serial  No.  365,078:  pnl^ 
Ushed  July  9,  1935.     Class  48. 

'"^A".  .?p,."?;"s.rVir'N'o''3eK'»":'pub'AS'ed  Jul, 
9,  1935.    Class  49. 
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Goodrich,  B.  F..  Company,  The.  dolnp  business  as  Miller 
Rubber  Products  Company.  Akron.  Ohio.  Kayon  extru- 
sion tubes,  rayon  bubblnn,  conveyer  buckets,  etc. 
328.178  :  Sept.  17  ;  Serial  No.  358,692  ;  published  July 
9.  1935.     Class  23. 

Great  Lakes  Coal  &  Dock  Co..  Minneapolis,  Minn.  Coal. 
SiS-L-SS;  Stpt.  17;  Serial  No.  364.289;  published  July 
9.  1935.     Class  1. 

Great  Lakes  Coal  &  Dock  Co.,  Minneapolis,  Minn.  Coal. 
328.159  ;  S^pt.  17  ;  Serial  No.  364.287  ;  published  July  9, 
1935.     Class  1. 

Gump«Tt.   Snnford   R..  New  York.   N.  Y.     Tran.<parent  eel 
lulosic   adhesive   tape,    tran.<-parent   celluloslc    fllm,    and 
transparent    laminated   cellulosic   fllm.      328,257  ;    Sept. 
17.     Cla.s  44. 

Gu8taf8i>n  Bros.  Oil  Company.  Chicago,  111.  Lubrlratlng 
oils  and  srea.ses.  328.123  :  Sept.  17  ;  Serial  No.  365.128  ; 
piibll.shed  July  9.  1935.     Class  15. 

Hales  A  Hunter  Co..  Chicago,  III.  Poultry  feed.  328.130  ; 
Sept.  17;  Serial  No.  365,080;  published  July  9,  1935. 
Class  46. 

Harri.son-Simp!»on  Company.  Boston.  Mass.  Cloth  photo- 
graph hinges.  328.196;  Sept.  17;  Serial  No.  364.903; 
published  July  9.  1935.     Cla.ss  37. 

Helfrich.  John.  Newark.  N.  J.  Transfer  and  copy  paper. 
328.137;  Sept.  17;  Serial  No.  365.456;  published  July 
9.  1935.     Class  37. 

Hpfbst  Shoe  Manufa<  turlng  Company.  (See  Craddock- 
Terry  Company,  assignor.) 

Hidalgo  Steel  Company.  Inc..  The,  New  York,  N.  Y.  Tool 
steel  bars  and  tool  .steel  pieces.  328.185-6;  Sept.  17; 
Serial  No.  3ti0.123-4  ;  published  July  9.  1935.     Class  14. 

Highland   Distilleries   Products  Corp..   Jersey   City,    N.   J 
Whlkey.      328.086   Sept.    17;    Serial   No.   347,353;   pub- 
lished Apr.  10.  1934.     Class  49. 

Hirshberg  Paint  Company,  The.  Baltimore.  Md.  Paints, 
stains,  varnishes,  etc.  .'^28.180 ;  Sept.  17;  Serial  No. 
359,348  ;  published  Julv  9,   1935.      Class  16. 

Hi  Test    Products  Co.      (.See   Animal    Foods   Company.) 

Hodgman  Rubber  Company.  Inc.,  Framingliam.  Mass 
Rubberized  fabrics.  328.199;  Sept.  17:  Serial  No. 
364. 959  :  Dubllshed  July  9.  1935.     Class  50. 

Hoffman.  Elbert.  Philadelphia.  Pa.  Pharmaceutical  prep- 
arations. 328.076;  Sent.  17;  Serial  No.  361,941;  pub- 
lished July  9.  1935.     Cl&as  6. 

Hollander.  A..  &  Son.  Inc.,  Newark.  N.  J.  Fur  skins. 
328.1.38;  Sept.  17;  Serial  No.  365.457;  pubUshed  July 
0.  1935.     Cla.vs  1.  ^  j 

Howard  &  Casey  Co..  Mount  Vernon,  III.  Coffee.  105,435  ; 
renewe*!  July  27.  19.35. 

Ingram  Richardson  Manufacturing  Company.  Beaver 
Fall-.  Pa.  Knameled  metal  table  and  cabinet  tops. 
1(jS.166;  renewed  Jan.  18.  1936. 

Irving  Novelty  Torp..  .New  York,  N.  Y.  Jewelry.  328  245- 
Sept.  IT.     Class  28. 

Italian  Swiss  Colony.      (See  Bragno  &  Company.) 

Jackman.  F.  H.,  Co.  (See  Standard  Wine  and  Liquor  Co., 
Inc..  a.^'signor.) 

Jackman.  F.  H.,  Co.  (See  Stuart.  Jas.  E.,  Co.,  Inc.,  as- 
signor.) 

Jantien.  H..  Shoe  Co  .  New  York.  N.  Y.  Boots  and  shoes 
108.208;  renewed  Jan.  18.  19^0. 

Jelkwlk  Food  Products  Corporation.  New  York.  N.  Y. 
Powder  to  be  adde<l  to  milk  for  making  desserts 
.328.109;  Sept.  17;  Serial  No.  350,466;  publl.^hed  July 
9.  1935.     Class  46. 

Jem  Brite  Products  Co.,  New  York.  N.  Y.  Cleaning  prep- 
aration for  jewelry  and  Imitation  Jewelry.  328,249 ; 
Sept    17      Class  4. 

Jiffy  Air  Jack  Co..  Inc..  Sanford.  Fla.  Jacks.  328.149  ; 
Sept.  17;  Serial  No.  349.468;  published  July  9,  1985. 
Class  2.'{. 

Junes,  H  ,  &  Co.  Ltd..  by  change  of  name  to  H.  Jones  and 
Company.  Proprietary  Limited.  Hobart.  Ta.'manla.  Aus- 
tralia. Jams,  jellies,  canned  goods  and  conserves. 
108.100;  ienewe«i  .Ian    18.  1936. 

Knli  Mnmifacturlng  Co.,  to  Kali  Manufacturing  Co..  Phll- 
ailelphia.  Pa..  Successor.  Bleaching  compositions. 
107.711  :  renewe<l  Dec.  21.  1935. 

Katj  Drug  Comp  my.  Kansas  City.  Mo.  Razors  and  razor 
blades.  32.-*  150:  Sept.  17:  Serial  No.  349,636;  pub- 
lished July  9.  1035.     CTass  23. 

Kay  Munufacfurlng  Corporation.  Brooklyn.  N.  Y  Sl.sal 
328.217  Sept.  17  ;  Serial  No.  .364.514  ;  published  July  9. 
1  yso.    c  iflss  1 . 

Kentucky  Jellico  Coal  Company,    Incorporated.   Kay  Jav 

m'h    ,  r/    ,;*2,'n-??^  V^P'    ^^:  Serial  No.  364,922;  pub^ 
llshed  July  9.  193.».     Cla.ss  1. 

Kieffer.  M.yitle  C.  Savannah.  Ga.  Internal  medicine  for 
rheuinatisni.  .328.173;  Sept.  17;  Serial  No.  357,673; 
pubhsJied  July  9.  1935.     i'lass  6.  '.""o, 

Kleenhrrth   Laboratories.      (See  Mitchell    Ida) 
Kleeu  Chemical  Company.     (See  Beta.  W.  H.  k  L.  D..  Lab- 
oratories.) • 

Kongo  Prwiticts  Tompany.  Pittsburgh.  Pa  .  nsslgnor  to 
Kongo  Chemi -111  ConifMiny.  Inc..  New  York  N  Y  Hair- 
tonic.      10."».4.'<6;  renewpfl  July  27    19.35 

Kotftriyl.  Joliann.  Vienna.  An- trla  Hungary,  to  Johnnn 
f'nl  inV'  '*■""«•  -Vstrta.  Cavenne  pepper  and  paprika. 
108.102:  renewed  Jan    IS    1936 

Lancaster  Mills.  ClinK.n.  Mass..  assignor,  by  mesne  assign- 
ments, to  Ely  &  Walker  Dry  Goo,Ls  Company,  St.  I/Ouls. 
Mo.  Cotton  piece  and  cotton  dress  goods.  107  266- 
reuewefl  Nov.  16.  1935.  ".,*««. 


Lawrence.  W.  W..  &  Company.  Pittsburgh,  Pa.  Flat  paint. 
108.477  ;  renewed  Feb.  8,  1936. 

Lcsher  Whitman  &  Co  ,  Inc..  New  York,  N.  Y.,  to  Goodall 
Worsted  Co.,  Sanford.  Maine,  succesfor.  Cotton-warp 
fabrics  with  wool  or  mohair  or  alpaca  fillings.  108  479  ; 
renewed  Feb.  8,    1936. 

Lewis.  8ama«l.  Co..  Inc..  New  York,  N.  Y.  Glass  tumblers 
328.224:  Sept.  17;  Serial  No.  364.633;  published  July 
9.  1935.     Class  33.  •         •   »'  } 

Lleber  Brewing  Cor{>oratlon.  Indianapolis,  Ind.  Malt  bev- 
erages. 328.129  ;  Sept.  17  ;  Serial  No.  365.084  ;  published 
July  9.   1935.     Class  48. 

LJungdahl,  Kate,  New  York,  N.  Y.  Hormone  prepara- 
tions. 328.190-1  ;  Sept.  17  ;  Serial  Nos.  360,826-7  ;  pub- 
lished July  9,  1935.     Clasd  6.  •  .  i' 

Lotus.  Limited.  (See  Bcstock,  Edwin,  &  Company,  as- 
signor. ) 

Macbeth-Ehrans  Glass  Company.  Pittsburgh,  to  Macbeth- 
Evans  Glass  Company,  Charleroi,  Pa.  Lamp-glasses 
and  lamp  globes.     106.165;  renewe<l  Oct.  12.  1935. 

Mack,  Andrew.  Jonosville,  Mich.  Striping  and  other  paint 
brushes.  32M.16B  ;  Sept.  17  ;  Serial  No.  363.931  ;  pub- 
lished July  9.  1935.     Clafs  29. 

Magnet   Mills,   Inc.      (See  Voorhees,  Joseph  P..  assignor.) 

Maiiealoff  &  Co.,  Inc.,  New  York,  N.  Y.  I'ortland  cement. 
328.195  ;  Sept.  17  ;  Serial  No.  364.998  ;  published  July 
9,  1935.     Class   12. 

Martell  &  Co.,  Cognac.    France.      Brandy.      328.095;   Sept 
17;  Serial  No.  350,041;  published  July  0,  1935.     Claw 


49. 


ass 


Marvin  and  Snead,  Inc.,  New  York,  N.  Y.  Gin.  S2S,235  ; 
Sept.   IT.     Class  49. 

Maxwell  and  Tenny.son.  Washington,  D.  C.  Tooth  brushes. 
328.226 ;  Sept.  17  ;  Serial  No.  364,676  ;  published  July 
9.  1935      Class  29 

McDanal.  Michael  R  .  Denver,  Colo.  Spectacles,  lenses,  and 
spectacle  lens  nu  untlngs.  328.074  ;  Sept.  17  ;  Serial  No 
361.4;<0;  published  July  9.  19.35.     Class  26. 

McDowell.  John  L.,  Jr.  Light  Street,  Pa.  Pop-corn. 
328,2,37  ;   Sept.  17.     Class  46. 

McDutfle.  Wm.  C.  receiver  of  Richfield  Oil  Company  of 
California.  I>os  Angeles.  Calif.  (Jaaollne.  328.075  ;  Sept. 
17;  Serial  No.  361.756;  published  July  2,  1935.  Class 
15. 

McKesson  &  Robblns.  Incorporated,  Bridgeport  and  Fair- 
field, Conn.  Vaginal  antiseptic.  328  J22;  Sept.  17;  Se- 
rial No.  366.145  ;  published  July  9.   1935.      Class  6. 

Mechanical  Rubbi-r  Company,  The,  Jersey  City.  N.  J..  New 
York.  N.  Y..  and  Cleveland.  Ohio,  assignor  to  United 
States  Rubber  (^ompany.  New  York,  N.  Y.  Rubber  and 
composition  packings.     106.3.'i2  ;   renewed  Oct.  10,   1935. 

Mechanical  Rubber  Company,  The.  Jersey  City,  N.  J.,  New 
York.    N.    Y.,    and    Cleveland,    Ohio,    assignor    to    Unlte<l 
States    Rubber   Company,   New    York,    N.   Y.      Machinery 
packing     composed     of     rubber     or     rubber     compound 
107.713;   renewed  Dec.  21.   1935. 

Medusa  Portland  Cement  Company.  Cleveland.  Ohio.  Ce- 
ment and  waterproofing  compounds  for  Incorporation  In 
mortar  and  concrete.  328.114-5;  Sept.  17;  Serial  Nos. 
3G5.301-2  ;  published  July  9.  19.35.     Class  12. 

Melnograpb  Process,  Incorporated,  The.  (See  Meinzlnger, 
Fred  J.,  assignor.) 

Meinzlnger.  Fred  J.,  assignor  to  The  Metnograph  Process. 
Incorporated,  Detroit,  Mich.  Photographing  apparatus. 
328.0W :  Sept.  17  ;  Serial  No.  355,970  ;  published  July  9, 
1935.     Class  26. 

Merrell,  R.  P.,  doing  business  as  R.  P.  Merrell  *  Company, 
Cleveland.  Ohio.  Endless  woven  driving  belts.  328  l.l.f ; 
Sept.  17;  Serial  No.  .?28.1.-3  :  Sept.  17;  Serial  No. 
304.431  ;  publishexl  July  9.  19.35.     Class  35. 

Merrill  Silk  Company.  Hornen.  N.  Y.  Silk  gloves,  hosiery 
and  underwear.     105.737  ;  renewed  Aug.  17.  1935. 

Miller    Becker    Company.    The.    doing    business    as    Pent- 
house   Beverage    Co..    Cleveland,    Ohio.      Beverages    and 
syrups   and    extracts   for   making  same.      328,142  ;   Sept 
17  ;  Serial  No.  .365,572  :  published  July  9.  19.35.     Class  46. 

Miller  Rubber  Products  Company.  (See  Goodrich,  B.  F, 
Company,  The.) 

MIra-Sal    Laboratories.       (See    Motto   Chemical    Products.) 

.Mirpex   Chemical   Company.      (See  Bates.   James  W.) 

Mltdiell.  Ida.  doing  bu8ine^s  as  Kleenbreth  Laboratories 
Chicago.  III.  Pipe  cure  fluid.  328.160;  Sept.  17;  Serial 
No.  364.236  :  published  July  9.   19.35.     Class  8. 

Molloy.  Jas.  M..  M;uon,  (Ja.  Vegetation  spraying  mate- 
rial. 328.231  ;  Sept.  17;  Serial  No.  864.730;  published 
July  9.    1935.      Class   6. 

Morea.  Benny.  New  York,  N.  Y.  Hair  preparation  for  per- 
manent waving.     .328.240;   Sept.  17.     Class  6. 

Morning  Blue  Products.      (See  Sohroeder.  Henrv  R.) 

Motto  Chemical  Products,  doing  business  as  MIra-Sal  Lab- 
oratories. Detroit,  Mich.  .Alkaline,  effervescent  saline 
salts.  328.170;  .««ept.  17;  Serial  No.  363,816;  pub- 
lished July  9.  1935.      Class  6.  ^ 

Nathan  Products  Corporation.  New  York  N.  Y  Traveling 
bags.  322.198;  Sept.  17;  Serial  No.  364,966;  published 
July  9.  1935.     Class  3.  ,        .  vu      »  eu 

National  Herald,  Inc.      (See  Enossls  Publishing  Company 

assignor.) 
National   Pectin   Products  Company.  Chicago     111       Pectin 

J280««:   gPj;,\J:    ^^'''■l   ^o    366.040;   published   July 

'^^•L  Service,    Inc..    Cleveland.    Ohio.      Comic    drawings. 

?^?-^?.*^,V,.r^P^;,^^  =  ,'^"'"'  N<>"-  3«5.473-4:   published 
July  9.   1935.     Class  38. 


Nu-.\rt  Fibre  Products  Company,  Branch  of  American 
Manufacturing  Company.  Boston,  Mass.,  and  Brooklyn, 
N.  Y.  Woven  chair  .seats  and  chair  backs.  328,102  ; 
Sept.  17  ;  Serial  No.  352,796  ;  published  Sept.  4,  1934. 
Class  32. 

Nu  West  h\ir  Dyeing  Corp..  Brooklyn.  N.  Y.  Fur  skins. 
828.073  ;  Sept.  17  ;  Serial  No.  360,977  ;  published  July 
9,  1935.     Class   1. 

Oberman.  D.  M..  Mfg.  Company,  to  Oberman  and  Comrmny, 
Jefferson  City,  Mo.,  tuccessor.  Overalls,  trousers,  shirts, 
etc.      103.324  ;    renewed   Mar.    30.   1935. 

Ogden  Packing  k  Provision  Co..  assignor  to  The  Ameri- 
can Packing  k  Provision  Company,  Ogden.  Utah. 
Smoked  hams,  bacon,  boiled  hams.  106.990;  renewed 
Nov.  9.   1935. 

Ohio  Gear  Company,  The,  Cleveland,  Ohio.  Gears,  sprock- 
ets, and  speed  reducers.     328,238-9;  Sept.  17.     Class  23. 

Outboard  Motors  Corporation.  (See  Evinrude  Motor  Co., 
assignor,  i 

Pacific  Trading  Company,  Inc.,  San  Francisco.  Calif. 
Canne<l  flsh.  328,099  ;  Sept.  17  ;  Serial  No.  353,769  ; 
published  July  9,  1935.     Class  46. 

Panzer  Piickliig  Co..  Inc..  Baltimore.  Md.  Pickles,  vege- 
table relishes,  sauerkraut,  etc.  328.162  ;  Sept.  17  ;  Serial 
No.  364,437  ;  published  July  2,  1935.     Class  46. 

Paragon  Oil  Company,  Inc.,  Olendale.  N.  Y.  Furnace  fuel 
oil.  328.189;  Sept.  17;  Serial  No.  360,681;  published 
July  9.   1935.      Class  15. 

Paris  Style  Bags,  Inc.,  New  York.  N.  Y.  Ladles'  hand  bags. 
328.134;  Sept.  17;  Serial  No.  365,350 ;  published  July 
9.  1935.     Class  3. 

Pechter.  M.,  to  I'echter  Baking  Co..  Inc.,  New  York.  N.  Y., 
successor.     Rye  bread.     100.999  ;   renewed  Nov.  9.  1935. 

Peck.  Stow  &  Wilcox  Company,  The,  Southlngton,  Conn. 
Roller   skates.     328.234  ;   Sept.   17.     Class  22. 

Pender  David,  Grocery  Co.,  Norfolk.  Va.  Cocoa,  maca- 
roni," spaghetti,  etc.  328,211;  Sept.  17;  Serial  No. 
364.785  ;  published  July  9.  1935.     Class  40. 

Pennsylvania  Distilling  Company.  Inc..  doing  business  as 
Pennsylvania  Distillery.  Inc.,  Logansport,  Pa.,  and 
Brooklyn.  N.  Y.  Whiskey.  328.089  ;  Sept.  17  ;  Serial 
No.  345,435  ;  published  Feb.  6,  1934.     Class  49. 

Penthoute  Beverage  Co.  (See  Miller  Becker  Company. 
The.) 

Pet  Milk  Company,  St.  Louis.  Mo.  Milk  powder.  328.212  ; 
Sept.  17  ;  Serial  No.  364,440  ;  published  July  9,  1935. 
Class  40. 

Phillips  A  Buttorff  Mfg.  Co..  Nashville,  Tenn.  Electric 
ranges.  328.172;  Sept.  17;  Serial  No.  364.733;  pub- 
lished July  9.   1935.     Class  21. 

Plampiano.  Joseph.  Brook  yn,  N.  Y.  Coffee.  328.077 ; 
Sept.  17  ;  Serial  No.  361,987  ;  publl.shed  Jnly  9,  1935. 
Class  46. 

PIcker-LInz  Importers.  Inc..  New  York.  N.  Y..  assignor  to 
Manuel  Fernandez  y  Ca  8.  L..  Jerez  (*v  la  Ferntera, 
Spain.  Wines.  328.107 ;  Sept.  17.  1935 ;  Serial  No. 
361.225  ;  published  Julv  17,  1934.     Class  47. 

Plnnade  Packing  Company,  Inc.  (See  Rogue  River  Fiult 
&   Produce   Assoc'ation.) 

Piver,  L.  T..  Inc..  Wilmington.  Del.,  and  New  York,  N.  Y. 
Face  powder.  328.169;  Sept.  17;  Serial  No.  363.821; 
published  Julv  9.  1935.     Class  6. 

I'orcelaln  Products,  Inc.,  Flndlay.  Ohio.  Porcelain  elec- 
trical Insulators,  porcelain  bases  for  switch  blocks,  etc., 
and  porcelain  parts  of  electrical  devices  and  appliances. 
328.112;  Sept.  17;  Serial  No.  365,306;  published  July 
9,  1935.     Class  21. 

Porter-Scarpelli  Macaroni  Company.  Portland.  Greg.  Ali- 
mentary paste  products.  32N.143  ;  Sept.  17;  Serial  No. 
365.579;  published  July  9.   1935.     Class  46. 

Prlgg.  Rupsell  H.,  doing  business  as  Quality  Cone  Com- 
pany, Joplln,  Mo.  Ice  cream  cones.  328,244  ;  Sept.  17. 
Class  46. 

Q  Company.     (See  Scotland.  Bayard  S.) 

Quality  Cone  Company.     (See  Prlgg,  Russell  H.) 

Real  Companhla  VMnlcola  do  Norte  de  Portugal,  Inc..  New 
York,  N.  Y.  Wines.  328,105:  Sept.  17:  Serial  No. 
351.523  :  published  Julv  9,  1935.     Class  47. 

Remlck.  EUlot  W.,  Boston.  Mass.     Footwear.     108.266;  re- 
newed Jan.   25,   1936.  _ 
Republic  Rubber  Company.  The.  Youngftown.  Ohio.     Floor 
and    table   coverings    of   rubl)er   composition.      328.113 ; 
Sept.   17  ;   Serial   No.  365,308  ;   published  July  9.   1936. 

Republic  Rubber  Company.  The.  Youngstown,  Ohio.  Vari- 
ous types  of  padding  and  packing  of  r"bber  composition. 
328.132;  Sept.  17;  Serial  No.  366.309;  published  July 
9   1935.     Class  60. 

Republic  Steel  Corporation.  (See  Canton  Culvert  and 
Silo  Company.  The.  assignor.) 

R.'publlc  Steel  Corporation.  (See  Stark  Rolling  Mill  Com- 
pany. The.  assignor.) 

Reymer  k  Brothers.  Incorporated.  Pittsburgh.  Pa.  Candy. 
108.400  ;  renewed  Feb.  8.  1936. 

Richfield  on  Company  of  California.  (See  McDuflSe.  Wm. 
C.  receiver.) 

Ridge  Tool  Company.  The.  North  Rldgevllle.  Ohio.  Ins-^c- 
tlclde  and  fungicide.  328.227  :  Sept.  17  ;  Serial  No. 
.364,684  :  puhllhed  July  9.  1935.     Class  6. 

Riviera  Wine  Company,  Washington.  D.  C.  Wines. 
328  090  :  Soi)t.  17  :  Serial  No.  344.807  ;  published  Feb. 
20.  1934.     Class  47.  „      ^  . 

Roethll.sbergcr  k  Co.,  Inc..  New  York.  N.  Y.  Canned  pate 
de  fole.  328.163:  Sept.  17:  Serial  No.  364.104;  pub- 
lished July  9.  1935.     Class  46. 


Rogue  River  Fruit  &  Produce  Association,  to  Pinnacle 
Packing  Company.  Inc.,  Medford,  Oreg..  successor. 
F'resh  fruits  and  berries.  106.055  ;  renewed  Sept.  21, 
1936. 

Rolls  Royce  Limited,  Derby.  England.  Aircraft  engines 
and  parts  thereof.  328,179 ;  Sept.  17  ;  Serial  No. 
359.005  ;   published   July  9,   1935.      Class  23. 

Royal  Oporto  Wine  Company.  (See  Companhia  Geral  da 
Agrlcultura    das   Vlnhas   do   Alto   Douro.) 

Russell  Manufacturing  Company,  The,  South  Farms.  Mld- 
dletown,  Conn.  Brake  lining  sets.  328.183  :  Sept.  17  ; 
Serial  No.  359,595  ;  published  July  2.  1935.     Class  19. 

Rvan.  James  H..  St.  Louis.  Mo.     Tile.     328,213  ;  Sept.  17  ; 
"Serial  No.  364,451  ;  publl.-hed  July  2.  1935.     Class  12. 

St.  Paul  k  Tacoma  Lumber  Company.  Tacoma.  Wash. 
Lumber  and  lumber  products.  328.157;  Sept.  17:  Se- 
rial No.  364.305  ;  published  July  9.  1935.     Class  12. 

Salant  k  Salant.  to  Salant  k  Salaut.  Inc.,  New  York.  N.  Y., 
successor.  Box  or  caiton.  107,203;  renewed  Nov.  16, 
1935. 

Scherl  &  Roth,  Inc..  New  York.  N.  Y.  Clarinet  and  saxo- 
phone mouthpieces.  328.168 :  Sept.  17  ;  Serial  No. 
863,897;  published  July  9,  1935.     Class  36. 

Schllemann  Companies,  Inc..  New  York,  N.  Y.  Lubri- 
cating oils  and  greaf-es.  328.119;  Sept.  17;  Serial  No. 
365,217;  published  July  9.   1935.     Clafs  15. 

Schroeder,  Ilenrv  R..  doing  business  as  Morning  Blue  Prod- 
ucts, St.  Louis,  Mo.  Water  softener  and  soap  saver. 
328.101  ;  Sept.  17  ;  Serial  No.  352,838  ;  published  July 
9,  1935.     Class  6. 

Schuster,  Ed.,  k  Co..  Incorporated,  Milwaukee,  Wis.  Mat- 
tresses for  beds.  328.133  ;  Sept.  17  ;  Serial  No.  365.314  ; 
pubUshed  July  9,  1935.     Class  32. 

Schwartz  Bros.  Co.,  Inc..  Spilngfleld.  Mass.  Gasoline  and 
oil  for  lubrication  purpo.es  and  fuel  oils.  328,223  : 
Sept.  17;  Serial  No.  364,596;  published  July  2,  1985. 
Class  15 

Scotland.  Bavard  S..  doing  business  as  Q  Company.  Joliet, 
III.  Macaroni.  328.121;  Sept.  17;  Serial  No.  365.167; 
published  July  9.  1935.    Class  40. 

Shanklln  Manufacturing  Co..  Sprlngfleld,  111.  Cigarette 
boxes  and  ash  trays.  328.1<7  ;  Sept.  17  ;  Serial  No. 
368.572  ;  published  July  9.  1935.    Clafs  8. 

Slegel.  Alex  L.,  Cleveland.  Ohio.  Tobacco.  328.210  ;  Sept. 
17  ;  Serial  No.  364.792  ;  published  July  9,  1935.  Class 
17. 

Signal  Oil  k  Gas  Co.  of  California,  Los  Angeles,  Calif. 
Motor  vehicle  lubrication  charts.  328.192;  Sept.  17; 
Serial  No.  344.484  ;  published  July  9.   1935.     Class  38. 

Simmons  k  Hammond  Manufacturing  Co..  assignor,  by 
mepne  assignments,  to  Simmons  &  Hammond  Manufac- 
turing Co.,  Portland,  Maine.  Candy.  107,391  ;  re- 
newed Nov.  23,  1935. 

Simons  &  French  Co.,  Inc.,  New  York,  N.  Y..  and  Sacra- 
mento. Calif.  Fresh  vegetables,  fresh  deciduous  fruits. 
328.120  ;  Sept.  17  ;  Serial  No.  365,169  ;  published  July 
9,  1935.     Class  46. 

Snyder.  Lawrence  B..  assignor  to  Melnograpb  Process, 
incorporated,  Detroit.  Mich.  Photographing  apparatus. 
328,174  :  Sept.  17  ;  Serial  No.  357,795  ;  published  July  9. 
1936.     Class  26. 

Socledad  Vlnlcola.  S.  k  L.  Durlacher.  Hamburg.  Germany. 
Wine.  328.087 ;  Sept.  17  :  Serial  No.  345,646 ;  pub- 
lished July  9.  1935.    Class  47. 

Socony-Vncuum  Oil  Company.  Incorporated.  New  York, 
N.  Y.  Cutting  oil.  328.209 :  Sept.  17  :  Serial  No. 
364,794  :  published  July  9,  1935.     Class  15. 

South  Texas  Grain  Company.  Houston,  Tex.  Mixed  food 
for  poultry.     107.889  :  renewed  Jan.  4,  1936. 

Spauldlng-Moss  Company.  Boston,  Mass.  Tracing  paper 
and  drawing  paper.  328.117:  Sept.  17;  Serial  No. 
365,275;  published  July  9.  1935.     Class  37. 

Sport  Pack  Company.  (See  Barrett  Food  Products  Co., 
Inc..  The.) 

Standard  Oil  Company,  Richmond.  Calif.,  assignor  to 
Standard  Oil  Company  of  California.  Wilmington.  Del., 
and  San  Francisco,  Calif.  Gasolene,  reflned  oil.  and 
lubrlcntlng-olls.  etc.     107.105  :  renewed  Nov.  9.  1935. 

Standard  Oil  Company.  Richmond.  Calif.,  aB«lgnor  to 
Standard  Oil  Company  of  California.  Wilmington.  Del., 
and  San  Francisco.  Calif.  Fuel-oil  and  road-oil. 
107.393  ;  renewed  Nov.  23.  1935. 

Standard  Oil  Company.  Richmond.  Calif.,  assignor  to 
Standard  Oil  Company  of  California,  Wilmington.  Del., 
and  San  Francisco.  Calif.  Llq'ild  petrolatum,  also 
known  as  white  oil.     108.183  ;  renewed  Jan.  18.  1936. 

Standard  Register  Company.  The,  Dayton,  Ohio.  Mani- 
folding apparatus.  328.072:  Sept.  17:  Serial  No. 
360.956  ;  published  July  9.  19.35.     Class  23. 

Standard  Safety  Razor  Corporation,  Wilmington.  Del., 
and  East  Norwalk.  Conn.  Razors  and  razor  blades. 
328.128;  Sept. 17  ;  Seilal  No.  365,103;  published  July 
9.  1985.     Class  23. 

Standard  Wine  and  Liquor  Co.,  Inc.,  New  York.  N.  Y..  as- 
signor to  F.  H.  Jackman  Co.,  Boston,  Ma?8.  Whisky  and 
other  liquors.  328.082  ;  Sept.  17  ;  Serial  No.  348,416  ; 
published  Apr.  17.  1934.     Class  49. 

Stark  Rolling  Mill  Company.  The.  Canton,  assignor,  by 
mesne  as^lgnments,  to  Republic  Steel  Corporation. 
Youngstown,  Ohio.  Rust-re^lstlng  antlcorroslve  metal. 
107.210:  renewed  Nov.  16.  1935. 

Stearns.  E.  G..  Chicago.  111.,  assignor  to  United  States 
Rubber  Company.  New  York.  N.  Y.  Rubber  boots  and 
shoes.     107.483  ;  renewed  Dec.  7,  1935, 
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Stockton  Oil  Company,  Roui?h  and  Ready  Island,  Stockton, 
Calif.  Gaaollpe.  3:J8.17«  ;  Sept.  17  ;  Serial  No.  358,413  ; 
published  July  9.  1935.     Class  15. 

Stone,  l-aureuce  G.,  London,  Kngland.  Wood  flour.. 
328,103:   Sept.   17;  Serial  No.   352.557.     Class  1. 

Stratford  Spring's  Corporation.  Wheeling.  W.  Va.  Malt- 
le8.><  beverage."*,  sirups  and  extract*,  and  natural  spring 
and  mineral  water      328.233  ;  Sept.  17.     Class  45. 

Strioii  k  Zeidler.  Inc  ,  New  York.  N.  Y.  I'ianos.  piano- 
fortes, harpsithordg.  etc  32a079 ;  Sept.  17;  S«rlal 
No.  362.242;  published  July  9.  1935.     Class  M. 

Stuart.  Jag.  E.,  Co..  Inc.,  assignor  to  F.  H.  Jackman  Co.. 
Boston,  Mass.  Whiskey.  3-28,083  ;  Sept.  17  :  Serial 
No.  348.2y9;  published  Apr.   17,  1934.     Class  49. 

Sunset  Packing  Corporation,  Los  Angeles,  Calif.  Canned 
or  bottled  citrus  fruit  Juice.  328,247  ;  Sept.  17.  Class 
46. 

TempletoBs  Rheumatic  Capsule  Corporation  Limited,  Tor- 
onto, Canada,  to  Terapletons  lnforxK)rated.  Detroit, 
Mich.,  successor.  Remedy  for  rheumatism.  104,689; 
renewed  June  8,  1935. 

Thompson  Products,  Ineorporated,  Clereland.  Ohio,  ve- 
hicle tie  rods,  spring  shackles  and  hushings.  328,184  ; 
Sept.  17;  Serial  No.  359,637;  published  July  2,  1»35. 
Class  19. 

Tledtke  Brothers  Company,  The,  Toledo,  Ohio.  Foods. 
107,951  ;  renewed  Jan.  4.  1936. 

Toledo  Synthetic  Pr.xiucts,  Inc.,  Toledo,  Ohio.  Fomed 
artificial  resin  for  use  as  construction  material  for  cas- 
ings 328.094;  Sept.  17;  Serial  No.  356,204;  published 
Jaly  9,  1935.     Class  12. 

Tonkin  DL'^trlbutlng  Co.,  doing  business  as  Columbia  IMs- 
UUinsc  Co..  San  Francisco,  Calif.  Whiskey.  328,254 ; 
Sept.  17      Class  49  „  .     ^ 

Tourt.llotte.  Edward  A..  Menajiha.  Wis.  Score  cards  for 
reporting  broadcast  of  footb.ill  games.  328.204  ;  Sept. 
17;  SeriAl  No.  864,900;  published  July  9,  1935.     Class 

37 

Trlner  Joseph,  Corporation,  Cblcago,  111.  Whiskeys. 
328,144;  Sept.  17;  Serial  No.  365,581;  published  July 
9    1935      Class  49. 

Tvler    W    S    Company    The,    Cleveland,  Ohio.      Screening 
"machinery  and  apparatu.H.     328,256  ;  Sept.  17.     Class  23. 

United  Chromium.  Incorporated,  New  York.  N.  Y.  Syn- 
thetic reslnou.««  material.  328.161-2;  Sept.  17:  Serial 
No.  364.154-5;   published  July  9.  1935.     Class  6. 

U.  S  Industrial  Alcohol  Ce.,  New  York,  N.  Y.  Corrosion- 
inhibiting  liquid.  328.228  ;  Sept.  17  ;  Serial  No.  364,6©1  ; 
published  July  W,  1935      Class  6.  ^  „    ^^ 

United  States  Rubber  Company.  tSe«  Colchester  Rubber 
Company.   a-sslRnor.)  .,     .       .     ,  „   v  v, 

UnitPd  States  Rubber  Company.  iSee  Mechanical  Rubber 
Company.   The.    aa-sljmor.  > 

United  States  Rubber  Company.  (Se«  Stearns,  E.  «.,  as- 
signor. ) 

United  States  Rubber  Company,  New  Brunswick,  N.  J., 
and  New  York,  N.  Y.,  to  United  States  Rubber  Company, 
New  York  N.  Y.  Rubber-8<ded  boots  and  shoes. 
106.708  :   renewed  Oct.   26,    1935. 

Vacuum  Fil  Pen  Company.  The,  Fort  Madison.  Iowa. 
Fountain  pens,  rwncils  and  desk  sets.  328.116  :  Sept.  1 .  ; 
Serial  No.  :.G5.278  :  published  July  9.  1935.     «  lass  37 

Vancouver  Plywood  &  Veneer  Co..  Vancouver.  Wash  Ply- 
wood, veneers,  wall  board,  etc.  32H,078 ;  Sept.  17;  Se- 
rial No    362.1^9;  publlsheil  July  9.  1935.     Class  12. 

Victor  Surgical  Out  Mfg.  Co  .  Chicago.  111.  Raw  or  par- 
tially prepared  string  rut.  328.080;  Sept.  17;  Serial 
No    336  029;   published  July  9.   1935.     Class   1. 


Voorhees,  Joseph  P.,  New  York,  N.  Y..  assignor  to  Magnet 

Mills.   Inc.,  Clinton,  Tenn.     Hosiery.     106,069;   renewed 

Sept.   28.   1935. 
Vulnoplast  Lakemeier  A.-O.,  Bonn  on  the  Rhine,  Germany. 

Nonme<ll(ated    adhesive    plasters.      328,106;    Sept.    17; 

Serial  No.  351,232;  pobllshed  J^ly  9.  1935.     Ciasa  44. 
Wahl,  Morris.  Jersey  City,  N.  J.     Whisky.     328.193;  Sept. 

17  ;  Serial  No.  312,958  ;  published  Dec.  12,   l933.     Class 

49. 
Walker,  Hiram.  &  Sons,  Inc.,  Peoria.  111.    Whiskey  and  gin. 

32K,232  ;   Sept.   17.      Class  49. 
Walsh,  James,  &  Company,  Inc.,  Lawrenceburg.  Ind.     Whis- 
key,   gin,    brandy,    etc.      328,135;    Sept.    17;    Serial    No. 

365.411:  published  July  9,  1935,     Class  49. 
Walter.    Helen    S.,    Staunton.    Va.      Dolls.      328,139 ;    Sept. 

17;  Serial  No.  365.537;  published  July  9,  1936.     Claaa 

22. 
Ward  Baking  Company,  New  York,  N.  Y.     Bread,  loaf-cake, 

and  salt-rlslnK  bread.      107.655  ;   renewed  Dec.  14,   1935. 
Ward  Baking  Comnuuy,   New  York,  N.   Y.     Loai-cake  and 

nut  bread.     107,666  ;  renewed  Dec.  14,  1935. 
Watling   Manufacturing   Company,   Chlcazo,   III.      Vending 

machines.     328,127  ;  Sept.  17  ;  Serial  No.   365,106  ;  pob- 

lisbed  July  9.   1935.     Class  23. 
W^estern   Conduit    Co..  The,   as.signor   to  The   Youngstown 

Sheet  Sl  Tube  Company,    Youngstown.   Ohio.      Iron   and 

steel    pipe   and   pipe    flttlngs   and    coupliags.      108,278 ; 

renewed   Jan.   25.    1936. 
Western  States  Envelope  Co.,  Milwaukee,  Wis.     Envelope. 

108.145;  renewed  Jan    18.  1936. 
Westoco    Pp  ducts.    Inc.,    Kansas    City.    Mo.      Windshield 

cleaning    attachment.      328,:n8 ;    Sept.    17;    Serial    No. 

364,624  ;  published  July  9,  1935.     i  lass  19. 
Weyauwega    l>alry    Products   Company.    Weyauwega.    WtH 

Evfti)orated    mlik       328.21 »- 20  :    Sept.    17;    Serial    No*. 

364,527-8;    published    July    9.    1935.      Class   46. 
White,    Robert    C.,    Company.    Philadelphia,    Pa.       Liquid 

insecticides.     328.221*  :  Sept.  17:  Serial  Nos.  364,691-8; 

published  July  y.  1935.     Class  6. 
Williams,  R.  C,  A  Comj.any.  Inc.,   New  York.   N.  Y.     Gin. 

328,151;   Sept.    17:    Serial    No.   349,653;   pubUsbed  May 

I  "S     1  d^4       (.^1as8  49 
Wines    of    France    Limited.    New    York.    N.    Y.      Wine*. 

328.175;   Sept.    17;   Serial  No.  368.400;   published  July 

2.    103.'^.     Class  47. 
Wlnterbottom    Book^Cloth   Company.    Limited.   The.   Man- 
chester.    Kngland.       Tracing  cloth.        lt>6,535 ;     renewed 

Oct.  19,  i»;{5 
winter    Haven    Fruit    Sales    Corporation.    Winter    Haven, 

Fla.     Fresh  citrus  fruits.     328.W19  ;  8«pt.  17  ;  Serial  No. 

365.048  ;  published  July  9,  1986.     Class  46. 
Wlnthrop     Chemical     Company,     Inc.        (See     Farbwerke- 

Hoechst    Corajiany,   assignor.) 
Wood     Alexander.    A    Son,    Peterhead.    Scotland.      Pickled 

herrings   in   barrels.      104,580;    renewed   June    1,    1935. 
Wood  Shovel  and  Tool  Company,  Tlie,  Pigua,  Ohio.     Shov- 
els, hpades.  and  scoops.     S28.251-3  ;  Sept.  17.     Class  23. 
Worrell    Manufacturing   Company,    St.    Louis.    Mo.      Inaeo- 

ticides   and    disinfectants.      106,683 ;    renewed   Aug.    10. 

Xavler  de  Lestapis.  Madame  Veuve.  Bordeaaz.  France. 
Beverage  alcohol  brandy  cognac,  alcoholic  cordMHs  and 
liquors.  328,108:  Sept.  17:  Serial  No.  360.824;  pub- 
lished JulT  9,   1»35.     Class  49. 

Young  EUlward.  A  Co.  Limited,  London  and  Llverpo<d, 
England.  Wines.  328.208;  Sept.  17;  Serial  No. 
364,800  :   published  July  9,   l'J35.      Class  47. 

Yonngstown  Sheet  A  Tube  Company.  The  (See  Western 
Conduit   Co.,   The,    assignor,  i 


LIST  OF  REGISTRANTS  OF  LABELS 


Admiracion  Ijihnratorles  Inc.,  Harrison.  N.  J.     Admlracion 

De    Luxe.      For    a    Therai>eutic    Scalp    Treatment    and 

Shampoo.      46,322  ;    Sept.    17. 
Akin    Harry.  Anstin    Tex.     The  Frisco.     For   Ilamburcer 

.Sandwiches.      46.323;    Sept.    17.  ^t     ,      t      . 

Borden  s  Milk  Products  Company.  Inc.     (See  Nealy,  Louis 

IL.    assignor.) 
Butler    James.  Grocery  Company.  Ijttnx  Islaad  Clt^,  N.  Y. 

Slice<l    Delight       For   Bread.      46.324;    Sept.    1.. 
Columbia    Breweries.    Inc..    Tacoma.    Wash.       Jumbo    Alt 

HcidelberK  Extra  Pale  Beer.    For  Beer.     46,325  ;  Sept.  17. 
Funk    V    A     doing  business  ns  Funk  Orchards.    Vlncennes, 

In<i      Funks  Brand.     For  Fresh  Apples.     46,326;  Sept, 

17. 
Hl-Glo  Co  .  Shenandoah.  Iowa.      Hl-Glo.     For  a  PoMsh  for 

Glass.  Silv.T,  Metals.  piT<-elaln,  Enamels,  etc.     46,327; 

Sept.  17.  ».    »T    ■»       T^ 

Hills  Brothers  Company.  The.  New  York.  N.  Y.  Drome- 
dary.    For   Oranee  Peel.     46.328:   Sept.   17. 

Jack  Bros.  A  McBurney  Co..  Brawley.  Calif.  Blue  Jack. 
For  Fresh  Fruits  and  Fresh  Vegetables.  46,329;  Sept. 
17. 

Johnston.  Robt.  A.,  Co..  Milwaukee.  Wis  Johnston's 
Chocolates  Cooled  for  Bummer  For  Chocolates.  46,330  ; 
Sept     17 

Kemp  E  P..  Inc..  Somerville.  Mass  Kemp  s  Salted  Cock- 
tall' Kernels.     For  Salted  Beans.     48.331  :  Sept.  17. 


Land  O'  The  Sky  Mutual  Association,  Inc.,  Wayneavllle. 
N  C.  Land  O'  The  Sky.  For  Canned  Tomatoes. 
46.332;  Sept    17  .  _ 

Land  O'  The  Sky  Mutual  Association.  Inc.  Wsynesvllle, 
N  C  Southern  Skyland.  For  Canned  Tomatoes. 
46,333;   Sept.    17. 

Loveless.  Samuel  E..  GoMes,  Mich.  Pas-Tnr-Ud  Milk 
Bread.      For  Bread.     46.334;   Sept.   17. 

Maple  Grove  Candles,  Inc..  St  .Tohnsbury,  Vt,  Maple 
Leaves.      For   Maple  Sugar.     46,335:   Sept.   17. 

Morning  Milk  Company.  Salt  Lake  City,  Utah.  Finer 
Flaver.     For  Kvap«irated  Milk      46.386:  Sept.  17. 

Mt  Hood  Soap  Company,  Portland.  Orejr.  Borene.  For 
White  IJiundry    Soap      46,337  ;  Sept     17. 

Nealy  Louis  H.,  Llt)erty,  assignor,  by  mesne  assignments, 
to  Borden  8  Milk  Products  Company,  Inc.,  New  Yo<^. 
N.  Y.  Klira.  For  a  Nourishing  Beverage.  13,719;  re- 
newed  .Ane.   6.  1935.  „.     „       ,^     i. 

Nuway  Wash  Products  Inc..  Chicago,  T'l.  Nu-Way  Wash. 
For  a  Highly  Concentrated  Snlntlon  for  Bleaching, 
Cleaninz,  Softening  Water  and  Sterilizing.  46.338 ; 
Sept.  17. 

Perkins  Prodocts  Co..  Chicago,  111  Kool  Aid.  For  Pre- 
pared Powder  for  Making  Soft  Drinks  and  Ice  Cream- 
Sherbet.     46.3.^9:    Sept.   17.        „    ^      „.     ^      , 

Plnaud  Incorpornted,  New  York.  N.  T.  Six  Twelve.  For 
Mascara.     ^6  .340  ;  Sept.  17. 
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Hlcker,  Hiram.  A  Sons,  South  Poland  and  Poland  Spring, 

South    I'oiand,    Maine       Poland    Club    Soda.      For    CluD 

Soda.      46.341  :   Sept.    17. 
Bicker.  Hiram,  A  Sons,  South  Poland  and  Poland  Spring, 

South   Poland.  Maine.     Poland  Spring  Pale  Dry  Ginger 

Ale.      For  Pale   Dry   Ginger  Ale.     46.342;  Sept.   17. 
Rlcker,  Hiram,  A  Sons.   South  Poland    and  Poland  Spring, 

South  Poland.  Maine.     Poland  Spring  Golden  Ginger  Ale. 

For  Golden  Ginger  Ale.     46,343  ;   Sept.   17. 
nishcoff,  Michael,  Plymouth,  Pa.    Three  Best  Mineral  Herb 

Juices       For  a   .Medicine   Recommended    for   Throat   and 

Chest  Troubles,  Hay  Fever,  Asthma  and  Miner's  Asthma, 

Whooplrur  Cough,  (  oughs  from  Colds,  Croup,  Bronchitis, 

and     Catarrh.     Sore     Throat,     Ton^llitis     and     Mumps. 

46.344  ;    Sept.   17.  „  „     «.       ™ 

Bebertson.   J.   T.,   Co.,   Inc..   The,   Syracuse,   N.   Y.     Pin* 

Soap.     For  Soap.     46,345 ;  Sept.  17. 
8.   M.   A.   Corporation,   Cleveland.    Ohio.      Smaco  Carotene 

In  Oil      For  a   Solution  of  Carotene  In  Cottonseed  Oil. 

46,346:  Sept.  17. 
Sanlwax  Paper  Co..  Kalamaxoo,  Mich.     Mighty  Fine  Bread. 

For   Breafi.      46,347  :    Sept.   17. 
Squirrel  Brand  Co..  assignor   to  Squirrel   Brand  Company, 

Cambrldk'e.     Mass       Squirrel     Brand     Peanut     Bar     for 

Confectionery.      13,722  ;   renewed   Aug.  6,   1935. 
Standard   Wholesale   Liquor  Dealers.   Inc.,   Covington,   Ky. 

Gem    of    Kentucky.      For    Kentucky    Straight    Bourbon 

Whiskey.     46.348  ;  Sept.  17. 
San-Maid    Raisin    Growers    of    California,    Fresno,    C«Ui- 

Sun  Maid  Raisins,  Puffed  Seeded  Muscats  (No.  1).     For 

Uaislns.     46,349;   Sept.  17. 


Sun-Maid    Raisin    Growers    of    California,  Fresno.    Calif. 

Sun-Maid  Raisins,  Seedless  Nectars  (So.  2).  For  Rais- 
ins.    46,350:   Sept.  17. 

Sun-Maid  Raisin  Growers  of  California.  Fresno.  Calif. 
Sun  Maid  Raisins.  Puffed  Seeded  Muscats  (No.  3).  For 
Raisins.     46.351  :    Sept.    17. 

Sun-Maid  Raisin  Growers  of  California.  Fresno,  Calif. 
Sun-Maid  Raisins,  I'uffed  Seeded  Muscats  (No.  4).  For 
Raisins.     46,302  •  Sept.    17. 

Sun-Maid    Raisin    Growers   of    California,  Fresno,    Calif. 

Sun-Maid  Raisins,  Seedless  Nectars  (No.  5>.  For  Rais- 
ins.    46,353;   Sept.    17. 

Sun-Maid    Raisin    Growers    of    California.  Fresno.    Calif. 

Sun-Maid  Raisins,  Seedless  (No.  0).  For  Raisins. 
46.354  ;    Sept.    17. 

Sun-Maid    Raisin    Growers    of    California,  Fresno.    Calif. 

Sun-Maid  Raisins.  Seedless  Nectars  (No.  8).  For  Bals- 
Ina.     46.355  ;    SeiJt.   17. 

Sun-Maid    Raisin    Growers    of    California,  Fresno,    Calif. 

Sun-Maid  Raisins.  Seedless  Nectars  (No.  9).  For  Rais- 
ins.    46,366;    Sept.   17. 

Sun-Maid    Raisin    Growers   of    California,  Fresno,    CaMf. 

Snn-.Mald  Raisins,  Seedless  (No.  10>.  For  Raisins. 
46.357  ;   Sept.   17. 

Sun  Maid    Raisin    Growers    of    California,  Fresno,    Calif. 

Sun-Maid  Raisins.  Seedless  Nectars  (No.  11).  For  Rais- 
ins.    46,368;  Sept.  17. 

Sun-Maid    Raisin    Growers   of    California,  Fresno,    Calll 

Sun-Maid  Raisins,  Seedless  (No.  12).  For  Raisins. 
46,369  ;   Sept.   17. 


LIST  OF  REGISTRANTS  OF  PRINTS 


Baker  Extract  Company,  Springfleld.  Mass.  Baku's  Milk- 
shake        For     Compound     for     Making     Milk     Shakes. 

15.377  :  Sept.  17.  „   ..     ,     , 
Baker  Extract    Company.   Springfield,   Mass.      Bakers   Im- 
proved   Boot    Beer    Blxtract.      For    Root    Beer    Extract. 

15.378  ;  Sept.  17.  .„ 

J  M  J  .  Inc„  New  York.  N.  Y.  Sally's  Means  to  Furs 
What  Stars  Mean  to  Pictures.  For  rnra  and  Fur  Coats. 
15.379:   Sept.   17.  ..       ,  ^    ,         -         a       , 

Levy  Alvln,  New  Orleans.  La.  Semi-Sole.  For  Semi- 
soles  and  Heels  for  Boots  and  Shoes.     15.380;  Sept.  17. 

Premier-Pabst  Corporation.  Peoria  Heights.  III.  1  abst 
Blue  Ribbon  Beer  and  Ale.  Wholesome  Pure  Uniform 
Quality  Finest  Flavor,  Ad.  No.  21.     For  Beer  and  Ale, 

Premler-Pabst  Corporation,  Peoria  Heights,  IlL  It's  Time 
for  l*Bbst  for  Folks  Who  Kaow  Their  Brew,  Ad.  No.  26. 
For  Beer  and  Ale.     15.382  :  Sept.  17. 

Premier  Pabst  Corporation.  Peoria  Heights,  IlL  It  s  Time 
for  Tabst — ,  Ad.  No.  4,100.     For  Beer  and  Ale.     16,383  ; 

Pnmler  Pabst  Corporation.  Peoria  Heights.  111.  It'"  "n.™* 
for   Pabst—,  Ad.  No.  200.     For  Beer  and  Ale.     15,384; 

Premier-Pabst  Corporation,  Peoria  Heights.  lU.  It's  Time 
for  Pabst — ,  Ad.  No.  208.     For  Beer  and  Ale.     16,886 , 

Premler-Pabst  Corporation.  Peoria  Heights,  111.  It's  Time 
for  Pabst—,  Adv.  No.  212.     For  Beer  and  Ale.     16,386; 

Premier  Pabst  Corporation.  Peoria  Heights  111.  It's  "Time 
for  Pabst—,  Ad.  No.  21».     For  Beer  and  Ale.     16,38T  ; 

Preffir  Pabst  Corporation,  Peoria  Heights.  111.  .White 
Banner  Malt  Always  the  Same.  Yes  Always,  Ad.  No. 
1  720.     For  Malt  Extract.     15.388 ;  Sept.  17. 


Premler-Pabst  Corporation.  I'eorla  Heights,  111.  Always 
the  Same  Uniform  Hlph  Quality  Malt,  Ad.  No.  2,688. 
For  Malt  Extract.     15,389  ;  Sept.  17. 

Premier-Pabst  Corporation,  Peoria  Heisrhts.  111.  You're 
Missing  a  Great  Treat !  Unless  You've  Tried  Delicious 
Pabrt  In  the  New  Handy  KegMned  TapaCans,  Ad.  No. 
3,304.     For  Beer.     15.390  ;  Sept.  17. 

Premler-Pabst  Corporation.  Peoria  Heights,  111.  Pro- 
tected Flavor  Delldous  Pabst  In  the  New  Handy  Keg- 
llned  TapaCan,  Ad.  No.  3.305.  For  Beer.  15,391; 
Sept.  17. 

Premler-Pabst  Corporation.  Peoria  Heights.  III.  Pabst 
Export  Beer  Brewerv  Goodness  Sealed  Right  In.  Ad. 
No.  3.306.     For  Beer*.      16.3»2  ;   Sept.  17. 

Premler-Pabst  Corporation.  Peoria  Helphts.  111.  No  De- 
posits DeMcious  Pabst  in  the  New  Handy  KegUned  Tapa- 
Can. Ad.  No.  8.307.     For  Beer.     15.393;  Sept.  17. 

Premier  Pabst  Corporation,  Peoria  Heights.  111.  Add  Zest 
to  that  Luncheon  Serve  Delicious  Pabst  in  the  New 
Handy  Kcgllned  TapaCans.  Ad.  No.  3,308.  For  Beer. 
15.894  ;  Sept.  17. 

Premler-Pabst  Corporation.  Peoria  Heights,  III.  Brewery 
Goodness  Sealed  Right  In  Delicious  Pabst  in  tke  New 
Handy  Kefclined  TapaCan,  Ad.  No.  3,300.  For  Beer. 
15.396  ;  Sept.  17. 

Premier-Pabst  Corporation.  Peoria  Heiphts.  111.  For  that 
Picnic  Take  Along  Delicious  Pabst  In  the  .New  Handy 
Keglined  TapaCans,  Ad.  No.  3,310.  For  Beer.  16.396  ; 
Sept.  17. 

Premier-Pabst  Corporation.  Peoria  Heights.  111.  Pabst  .  . 
Always  More  Delicious  .  .  Now  Doubly  Protects  Its 
Flavor  in  the  New  Keglined  TapaCans,  Ad.  No.  4,803. 
For  Beer.     15,397;  Sept.  17. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  1 

Coal      Great  Lakes  Coal  A  Dock  Co.     328,158  ;  SepL  17  ; 

S«  rial  No.  364.289  ;  published  July  ».  1935.        „     ^    ,„ 
Coal      Great  Lakes  Coal  A  Dock  Co.     328.169;  Sept.  17; 

Serial  No.  364.287  ;  puWisUed  July  9,  1935 
Coal        Kentucky     JelMco     Coal     Comp.iny,     Incorporated. 

31J8.203  ;  Sept.  17  ;  Serial  No.  364.922  ;  published  July  9, 

Fur  skins      A.  Hollander  A  Son.  Inc.     328,138;  Sept  17; 

Serial  No.  365,467  ;  published  July  9.  1035. 
Fur  skins.     Nu-West  Fnr  Dyeing  Corp.     328.073  ;  Sept.  17  ; 

Serial  No.  360,977:  published  July  9,  1936. 
Gut    Haw  or   partially   prepared   string.      Victor    Surgical 

Gut   Mfg    Co      328.08^;  Sept.   17;  Serial  No.  336,029; 

published  July  9,   1935. 
Leather      F.  C.   Donovan,  Inc.     328.071;  Sept  17;  Serial 

No.  365,070;  published  July  9,    1935. 
Sisal      Kay   Manufacturing  Corporation.      328.217 ;    Sept 

17";  Serial  No.  364,514  ;  published  July  9,  1935. 
Wood  flour.     L    G.  Stone.     328.103  :  Sept.  17  ;  Serial  No. 

352,657;    published    July    9.    1935. 


CLASS   2 

Baes.  Moisture  and  moisture  vapor  proof  paper.  Dixie 
Wax  Paper  Company.  328,07(5:  Sept.  17;  Serial  No. 
366.066 :    pabllsbed    July    9,    1935. 

Box  or  carton.  Salant  A  Salant.  107.203  ;  renewed  Nov. 
16,  1936. 

CLASS  3 

Bags.    Indies'    hand.      Paris    Style    Baps.    Inc.      328.134; 

Sept.  17:  Serial  No.  365.360:  published  July  9.  1935. 
Bags.  Traveling.     Nathan  Products  Corporation.     328.198; 

Sept.  17;  Serial  No.  364.06.'5;  published  July  9.  19S5. 

CLASS   4 

Cleaning  preparation   for  jewelrv   and    Imitation    jewelry. 

Jem-Brite   Prodncts  Co.      328.^40:    Sept.    17. 
Detergent  cleaning  preparation  in  powder  form  for  honse- 

hold    use,    etc.      Fitipatrick    Bros.      107.0S0;    renewed 

Dec.  21.  1985. 
Scouring  preparation  for  household  use.     Fltzpatrick  Bros. 

107,516;   renewed  Dec.  7,   1935. 


mm 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CL.\SS   5 

Cement,  milliners'  and  hatters'  f;lue.  and  leatber-cement. 
Adhesive.  Boston  Blacking  Company.  107,775;  re- 
newed  Dec.   28,  1935. 

CLASS    8 

Antacld-alkallser.    General  Pharmacal  Comi>any.    328,206  ; 

Sept.  17;   Serial  No.  3W,86«  ;  published  July  9.   1935. 
Antiseptic,   Vaginal.     McKe.sscn   &   Ilobblns,   Incurporated. 

328,122  ;   Sept.   17  ;    Serial  No.  365.145  ;  published  July 

9,  1935. 
Bleaching  compositions.    Kail  Manufacturing  Co.    107,711 ; 

renewed  Dec.  21,    1935. 
Chemical   compound   or   preparation  of  a   germicidal   and 

antiseptic   nature.      Kta  Company.      328,222;   Sept.   17; 

Serial  No.  3^4.574  ;  published  July  9,  1935. 
Chemical   iireparatlon    for   pre-treatlng  the   water   used    in 

the   radiators   of   automotive    vehicles.      W.    H.   &   L.    D. 

Betz     Laboratories.       328.167;     Sept.     17;     Serial     No. 

303,922  ;    published    July    9,    1935. 
Corrosion-inhibiting  liquid.      U.    S.   Industrial  Alcohol  Co. 

328.228;  Sept.   17;   Serial  No.   364,691;   published  July 

9    1935 
Embalming  fluid.     C.  M.   Carlsen.     328.065  ;  Sept.   17  ;  Se- 
rial No    .362,738  ;  published  July  9,   1935. 
Hair     preparation     tor    permanent     waving.       B.     Morea. 

328,240;  Sept.   17. 
Halr-tonlc.     Kongo  Products  Company.     105,486  ;  renewed 

July   27.    1935. 
Hormone  preparations.     K.    LJunedahl.      328,190-1  ;   Sept. 

17  ;  Serial  Nos.  360,826-7  ;  published  July  9,  1035. 
In.«ectlcide  and  fungicide.     Ridge  Tool  Company.     328  227; 

Sept.   17:  Serial  No.  364.684;  published  July  9,  1935. 
Insecticides    and    disinfectants.       Worrell    Manufacturing 

Company.     105,683;  renewed  Aug.  10,  1935. 
Insecticides,  Liquid.     Robert  C.  White  Company.     328,229; 

Sept.    17;    Serial   No.   364,693;   published    July   9.    19.35. 
Laxative     tablets.       Beacon-Gale     Corporation.       328,156; 

Sept.  17  ;  Serial  No.  364,;i24  ;  published  July  9,  1935. 
I-axatlve    tablets.      Fellows    Medical    MTg    Co.       106,422; 

renewed   Oct.   19,  1935. 
Laxative  wafer  prepared  In  confection   form.     B.  A.  Ben- 
der.    .328.165;   S^pt.  17;  Serial  No.  363,996;  published 

July  9.  19.<5. 
Liquids    adapted    for    preventing    and    extinguishing    flres 

in    motion   picture   films.      Film   Treatlaor   Corporation. 

328.164;    Sept.   17;   Serial  No.  364.096;   published   July 

9.   1935. 
Medicinp      for      rheumatism.      Internal.      M.      C      KlelTer. 

.328.173;    Sept.   17;  Serial  No.  357,673;  published  July 

9.   1935. 
Petrolatum,    also   known   as  white  oil.   Liquid.      Standard 

Oil  Compiiny.     108.183:  renewed  Jan.  18.  1936. 
Pharmaceutical      preparations.      E.      Hoffman.      328,076; 

Sppt.   17  ;  Serial  No.  361,941  ;  published  July  9,  1935. 
Powder    and    alkalinlzer    systemic.    Effervescent    stomach. 

J.    W    Bates.      328.202  ;    Sept.   17  ;   Serial  No.   364,934 ; 

publi.shefl  July  9.  1935. 
Powder.   Face.     L.  T    Plver,  Inc.     .328.169:  Sept.  17;  Se- 
rial   No.    363.821  :    published   July   9.    1935. 
Powders.  Foot.     G    W    Fuller.     328.155;  Sept,  17;  Serial 

No.   364.3.34  ;  published   July  9.   1935. 
Rpme<ly  for  rheumatism.      T^mpletona   Rheumatic  Capsule 

Corporation    Llmltfd.      1H4.689  :   renewal   June  8,    1935. 
Resinous   material.    Svnthetir.      United   Chromium.    Incor- 
porated.     .328.161-2:    Sept.    17    Serial    Nos.   364,154-5; 

published  July  9.  1935. 
Salts.     Alkalinp.     effervescent,     saline.     Motto     Chemical 

Products.     32S  170;  Sept.  17;  Serial  No.  363,816;  pub- 
lished Julv  9.  1935  ^    ^ 
Spraying    material,    Vegetation.      J.   M.   Molloy.      328,231  ; 

Svpt.    17;    Serial   No    364,730;   published   July  9,   1935. 
Tablets    used    in    thp    making    of    a    liquid    dentifrice    and 

antiseptic      solution.      General      Desserta      Corporation. 

328.2r^O  ;  Sept.  17  ;   Serial  No.   364,719  ;  published  July 

9.  1935. 
Water     softener     and     soap     saver.     H.     R.     Schroeder. 

328.101;  Sept.  17;  Serial  No.   .3.52,838;  publiahed  July 

9.  1935. 

CLASS    8 

Cigarette  boxes  and  ash  trays.  Shanklln  Manufacturing 
Co  328  177;  Sept.  17:  Serial  No.  358,572;  published 
July  9,  19.35. 

Pipe  curp  flui.1.  I.  Mitchell.  328.160;  Sept.  17;  Serial 
No.  364,2.36  ;  published  July  9.  1935. 

CLASS   9 

Explosives.  E.  I.  du  Pont  de  Nemours  Powdei,  Company. 
106,821  ;  renewed  Oct.  26,  1935. 

CLASS  12 

Cement  and  waterproofing  romiwunds  for  Incorporation 
In  mortar  and  concrete.  Medusa  F'ortland  Cement  Com- 
pany. .328.114  5  :  Sept.  17  ;  Serial  Nos.  365,301-2  ;  pub- 
lished July  9.   1935  ^^  __,      „     .    ..• 

Cement  Po  tland  Man'^alofT  *  To.  ,328  195:  Sept.  17; 
Serial  No.   364  998;   published  July  9,    1935. 

Construction  materials.  Badger  Steel  Roofing  k  Corru- 
gating  Co       107.753:   renewe.i   Dec.   28.   19,35 

Lumber  and  lumber  oroducts.  St.  Paul  k  Tacoma  Lumber 
Company.  328.157;  Sept.  17;  Serial  No.  364,305;  pub- 
lished July  9.  1935. 


Plywood,  veneers,  wall  board,  etc.  Vancouver  Plywood  & 
Veneer  Co.  328.078  ;  Sept.  17  ;  Serial  No.  362.129  ;  pub- 
lished July  9.  1936. 

Resin  for  u^e  as  construction  material  for  casings.  Formed 
artificial.  Toledo  Svnthetic  Products,  Inc.  328.094  ; 
Sept.  17:  Serial  No.  356.204;  publi8h«Hl  July  9.  1935. 

Tile.  J.  U  Ryan.  328.213  ;  Sept.  17  ;  Serial  No,  364,451  : 
published  July  2,  1935. 

CLASS  13 

Pipe  and  pipe  fittings  and  couplings.  Iron  and  steel.  Wes- 
tern Conduit  Co.     108,278  ;  renewed  Jan.  25,  1936. 

CLASS  14 

Alloy,   Hard  non-corrosive  cast.     Croba'.t,    Inc.     828,110; 

Sept.  17:  Serial  No.  349.710:  publl>hcd  July  9,  1935. 
Copper,   Blister.      Chile    Exploration   lompany.      328,136; 

Sent.    17;    Serial   No.    365.441:    published   July  9,    19.35. 
Metal,   Rust-resisting  antico.  roslve.     Canton  Culvert  and 

Silo  Company.     105,972  :  renewed  Sept.  7,  1935. 
Metal,    Rust, resisting    antlcorrosive.      Stark    Rolling    Mill 

Company.      107,210 ;    renewed    Nov.    16,    1935. 
Steel  bars  and  tool  steel  pieces.  Tool.     Hidalgo  Steel  Com- 

panv       328,185-6:    Sept.    17;    Serial    Nos.    300,128-4; 

published  July  9,  1935. 

CLASS  15 

Candles.  Columbia  Wax  Works.  328.100:  Sept.  17;  Se- 
rial   No.   3.53.199;   published   July  2.   1935. 

Gasolene,  r^-flned  oil.  and  lubrlcatingolls,  etc.  Standard 
Oil   Company.      lo7.lo5;   renewed   Nov.   9,   1935. 

Gasoline.  Wm.  C.  McDufBe.  328,075  :  Sept.  17 ;  Serial 
No.   361,756;    published   Julv  2,    1935. 

Gasoline.  Stockton  Oil  Companv.  328,176;  Sept.  17: 
Serial   No.   858.413  :   published  July  9.   1935. 

Gasoline  and  oil  for  lubrication  purposes  and  fuel  oils. 
Schwartz  Bros  Co.  328.223  :  Sept.  17  ;  Serial  No. 
364. .596  :  published  July  2,  1985. 

Oil  and  road-oil.  Fuel  Standard  Oil  Company.  107,393  ; 
renewed   Nov    23,   1935. 

Oil,  Cutting.  Socony-Vacuum  Oil  Company,  Incorporated. 
328,200  :  Sept.  17  ;  Serial  No.  364,794  :  publl.shed  July 
9.   19.35 

Oil,  Furnace  fuel.  Paragon  Oil  Company.  328,189;  Sept. 
17  :  Serial  No.  360.681  :  published  Julv  9,  1985. 

Oil.  Lubricating.  Continental  Oil  Company.  328,064  ; 
Sept.    17  ;    .Serial   No    362,671  ;  published  July  9.    19.35. 

Oils  and  greases.  Lubricating.  Gustafson  Bros.  Oil  Com- 
pany 328.123:  .Sept.  17;  Serial  No.  366,128;  pub- 
lished July  9.  1935. 

Oils  and  irreases.  Lubricating.  Schllemann  Companies, 
Inc.  328.119;  Sept.  17;  Serial  No.  865,217;  published 
July  9.  19.35. 

Petroleum  oil.  Chesebrongh  Manufacturing  Company 
(Consolidated).     12,876;  renewed  Dec.  29,  1935. 

CLASS  18 

Coating  for  automatic  sprinklers.  General  Fire  Extin- 
guisher Company.      108.013  ;  renewed  Jan.  11,  1938. 

Paint,  Flat.  W.  W  Lawrence  4  Company.  108,477 ; 
renewed  Feb.  8,  1936. 

Paints.     G.  H.  Cowan.     328.246  ;  Sept.  17. 

Paints  and  varnishes.  Aktlengesellschaft  Johannes  Jeser- 
Ich       106.086:   renewed   Oct.    12.   1935. 

Paints,  stains,  varnishes,  etc.  Hlr^hberg  Paint  Company. 
328.180;  Sept.  17;  Serial  No.  359,348:  published  July 
9.  1935 

Polish  and  cleaner  for  autos,  pianos,  furniture,  etc.  Aul- 
wood   Manufacturing  Company.     328.248;  Sept.  17. 

CLASS  17 

Tobacco  A.  L.  Siege!  328,210 ;  Sept.  17  ;  Serial  No. 
364,792  ;  published  July  9,  1985. 

CLASS  19 

Brake  lining  sets.  Russell  Manufacturing  Company. 
828.183;  Sept.  17:  .Serial  No.  359.595;  published  July 
2.  1936 

Vehicle  tie  rods,  spring  shackles  and  bushings  Thomp- 
son Products.  Incorporated.  328. 1H4;  Sept.  17;  Serial 
No.  359.637  :  published  July  2,   1935. 

Windshield  cleaning  attachment.  Westoco  Products,  Inc. 
328.218;  Sept.  17;  Serial  No.  884,524;  published  July 
9.  1935. 

CLASS  21 

Battery  casings  and  ll»'ht  casings.  Bright  Star  Battery 
Co.      108.284  ;    renewed   Jan     25.    19.36 

Electric  ranges.  Phillips  A  ButtorfT  Mfg.  Co.  828.172; 
Sept.    17  :    Serial    No    364  7.33  :    publlsheil   July   9.   1935. 

EJlectrlcal  coffee  makers  ami  parts  thereof.  Chlcaeo  Flex- 
ible Shaft  Companv.  328.171:  Sept.  17;  Serial  No. 
363.745  ;    published   July   9,    19.35. 

Electrical  Insulators,  porcelain  bases  for  switch  blocks, 
etc..  and  porcelain  parts  of  electrical  devices  and  appli- 
ances. Porcelain.  Porcelain  Pro<lucts.  Inc.  328.112: 
Sept.   17  ;   Serial  No    365.306  :   published   July  9,   1935. 

CLASS  22 

Amo'ement  apparatns.  Exhibit  Supply  Company. 
328.147;  Sept.  17;  Serial  No.  365,613;  published  July 
9,  19.35. 
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Amusement       apparatus.        Exhibit       Supply       Company. 

328.148  ;  Sept.  17  ;  Serial  No.  365,615  ;  published  July  9, 

1936. 
Dolls.      H.    S.    Walter.      328,139  :    Sept.    17 ;    Serial    No. 

365,537  ;  published  July  9,  1935. 
PuMles,  Word.     S.  A.  Fineberg.     328.226  ;  Sept.  17  :  Serial 

No.  364, C66  ;  published  July  9,  1935. 
Skates,  Roller.     Peck,  Stow  k  Wilcox  Company.     328,234  ; 

Sept.  17. 

CL.\8S  23 

Engines  and  parts  thereof.  Aircraft.  Rolls-Royce  Limited. 
328,179;  Sept.  17;  Serial  No.  359,005;  published  July 
9    1935 

Extrusion  tul>e«,  rayon  bobbins,  conveyer  buckets,  etc., 
Rayon.  B.  F.  Goodrich  Companv.  328,178;  Sept.  17; 
Serial  No.  .358.592  ;  published  July  9,  19:^5. 

Frames  for  carrying  printing  plates  and  ind 'x  tabs.  Ad- 
dressograph   ("ompany.     328,259 ;   Sept.   17. 

Gears,  sprockets,  and  speed  reducers.  Ohio  Gear  Company. 
328,238-9;    Sept.   \i. 

Jacks.  JIBTv  Air  Jack  Co.  328,149;  Sept.  17;  Serial  No. 
849,408  ; "  published   July    9.    1936. 

Machinery  and  apparatus.  Screening.  W.  S.  Tyler  Com- 
pany.    328,:56  ;  Sept.  17. 

Manifolding  apparatus.  Standard  Register  Company. 
;i28,072  ;  Sept.  17  ;  Serial  No.  360,956  ;  published  July 
9,  1935. 

Motors  for  boats  and  canoe*.  Evinrude  Motor  Co.  103,420  ; 
renewed   Apr.   6,    1935. 

IMows,  moldboards.  iandsides,  etc.  C.  BlUups,  Son  k  Co. 
328,197;  Sept.  17;  Serial  No.  364,978;  published  July 
9.  1935. 

Razor  blades.  Safety.  Ardell  Razor  Blade  Corp.  328,280 ; 
Sept.    17. 

Razors  and  razor  blades.  Katz  Drug  Company.  328,160  ; 
Sept.    17;   Serial   No.   349.630;    published   July  9.   1935. 

Razors  and  razor  blades.  Standard  Safety  Razor  Cor- 
poration. 328.12H;  Sept.  17;  Serial  No.  365,103;  pub- 
lished July  9,  1936. 

Scissoi's  and  shears.  Acme  Shear  Company.  328,118 ; 
Sept.  17  ;  Serial  No.  366,237  :  published  July  9.  19:}5. 

Shovels,  spades,  and  scoops.  Wood  Shovel  and  Tool  Com- 
pany.    ^28,251-3;    Sept.    17. 

Vending  machines.  WatUng  Manufacturing  Company. 
328.127;  Sept.  17;  Serial  No.  365,106;  published  July 
9,  1935. 

Wringers,  Mop.  Eagle  Woodenware  Manufacturing  Com- 
pany. 328.221  ;  Sept.  17  ;  Serial  No.  364,573  ;  published 
July  9,  1935. 

CLASS  25 

Fasteners,  locks,  catches,  and  parts  thereof.  American 
Hardware  CoriKiration.     108,033  ;  renewed  Jan.  11,  1936. 

CLASS  26 

Calculating  mo<hines.      Figurator   Corporation.      328,125; 

Sept.  17;  Serial  No.  365,123;  published  July  9,  1935. 
Dissolving-dishes.     Farbwerke-Hoechst  Company.     107,780; 

renewed   Doc.  28.  1035. 
Photographing   apparatus.      F.    J.    Meinzlnger.      328,096 ; 

Sept     17  :    Serial    No.    355,970 ;    published   July   0,    1935. 
Photographing  apparatus.     L.   B.  Snyder.     328.174;  Sept. 

17:  Serial  No.  357.795;  published   July  9,   1935. 
Spectacles,    lenses,    and    other    spectacle    lens    mountings. 

M.  R.  McDanal.     328.074  ;  Sept.  17  ;  Serial  No.  361,430; 

published  July  9,  1935. 
Thermostatic  valve  with  built-in  thermostat.     General  Fit- 
tings Companv.     328.062;  Sept.  17;  Serial  No.  3(52,566; 

published  July  9,   1935. 

CLASS   27 

Watches  and  clocks.  Aisenstein-Woronock  &  Sons,  Inc. 
828,060 ;  Sept.  17  ;  Serial  No.  362,396  ;  published  July 
9,  1035. 

CL.\SS  28 
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rrings,  finger  rings,  brooches,  etc.     Cohn  A  Rosenberger, 

Inc.     328.515;  Sept.  17;  Serial  No.  384,506;  published 

July  a,   1935. 
Jewelry.      Irving   Novelty   Corp.      328,245;    Sept.    17. 
Rings,    mountings    for   finger   rings.    Jewelry    for   personal 

wear.      Finger.        Aisenstein-Woronock     k     Sons,      Inc. 

328,061  ;    Sept.   17  ;   Serial  No.  362,397  ;   published  July 

9,  1935. 

CLASS  29 

Brushes,   Striping  and  other   paint.     A.   Mack.     328,168; 

Sept.  17  •  Serial  No.  363,931  ;  published  July  9,  1935. 
Tooth    brusnes.      Maxwell    and   Tennyson.      328.226 ;    Sept. 

17  ;  Serial  No.  364,676  ;   published  July  9,   1935. 

CLASS  32 

Chair  seats  and   backs,   Woven.     Nu-Art    Fibre   Products 

Company,  Branch  of  American  Manufacturing  Company. 

328.102;  Sept.  17;  Serial  No.  352,796;   published  Sept. 

4.  1934. 
Mattresses  for  beds.     E.  Schuster  k  Co.      328,138;   Sept. 

17  ;  Serial  No.  366,314  ;  published  July  9.  ig.'^e. 
Table    and   cabinet   tops.    Enameled   metal.      Ingfam-Rlch- 

ardson  Manufacturing  Company.     108,166;  renewed  Jan. 

18,   1936. 

CLASS  33 

Glass  tumblers.     Samuel  Lewis  Co.     328,224  ;  Sept.  17  ;  Se- 
rial No.  364,633;  published  July  9,  1935. 


Lamp-glasses  and  lamp-globes.  Macbeth-Evans  Glass  Com- 
pany.    106,160  ;  renewed  Oct.  12,  1936. 

CLASS  34 

Stoves,  Gas.  Golden  State  Coffee  Company.  328,205 ; 
Sept.  17  ;   Serial  No.   364,867  ;   published  July   2,   1935. 

CLASS  35 

Belts,  Endless  woven  driving.  R.  P.  Merrell.  328.163; 
Sept.  17  ;  Serial  No.  364.431  ;  published  July  9.  1935. 

Packing  composed  of  rubber  or  rubber  compound.  Machin- 
ery. Mechanical  Rubber  Company.  10 1, 713;  renewed 
Dec.  21,  1935. 

Patches,  Cementing  and  vulcanizing.  E.  Z.  Patch  Com- 
pany.    106,418;  renewed  Oct.   19,  1935. 

Rubber  and  composition  packings.  Mechanical  Rubber 
Company.     106,352  ;   renewed  Oct.   19,   1935. 

Tubes  and  tires.  Rubber.  Globe  Rubber  Tire  Mfg.  Co.  Inc. 
108,202  ;  renewed  Jan.  18,  1938. 

CLASS  36 

Clarinet  and  saxophone  mouthpieces.     Scherl  &  Roth,  Inc. 

328.168;   Sept.  17;   Serial  No.  363,897;   published  July 

9,  1935. 
Pianos,  pianofortes,   harpsichords,  etc.      Strich   k  Zeidler, 

Inc.     328,079  ;  Sept.  17  ;   Serial  No.  362,242  ;  published 

July  9.  1936. 

CLASS  37 

Cards  for  reporting  broadcast  of  football  games.  Score. 
E.  A.  Tourtellotte.  328,204 ;  Sept.  17  ;  Serial  No. 
364,900  ;  published  July  9,  1936. 

Envelops.  Western  States  Envelope  Co.  108,146  ;  renewed 
Jan.  18,  1936. 

Paper.  Bradner  Smith  &  Company.  328.093  ;  Sept.  17  ; 
Serial  No.  364.756  ;  published  July  9,  1935. 

Paper  and  drawing  paper.  Tracing.  Spaulding-Moss  Com- 
pany. 328,117  ;  Sept.  17  ;  Serial  No.  365,275  ;  published 
July  9,  1935. 

Paper  Ledger.  Chemical  Paper  Manufacturing  Company. 
108',124  ;  renewed  Jan.  18,  1936. 

Paper,  Transfer  and  copy.  J.  Helfrich.  328,137  ;  Sept. 
17  ;  Serial  No.  365,456  ;  published  July  9.  1936. 

Pens,  pencils  and  desk  sets.  Fountain.  Vacuum-Fll  Pen 
Company.  328,116;  Sept.  17;  Serial  No.  365,278;  pub- 
lished July  9.  1935. 

Photograph  hinges,  Ooth.  narrison-Slmpson  Company. 
:^28,196  ;  Sept.  17  ;  Serial  No.  364,093  ;  published  July  9, 
1935 

Tag  board,  cover  paper,  bristol,  etc.  Bradner  Smith  4 
Company.  328,092  ;  Sept.  17  ;  Serial  No.  364,759  ;  pub- 
lished July  9,  1935. 

Tracing-cloth.  Winterbottom  Book  Cloth  Company. 
106,535;  renewed  Oct.   19,  1936. 

CLASS  38 

Charts.  Motor  vehicle  lubrication.  Signal  Oil  k  Gas  Co. 
of  California.  328,192;  Sept.  17;  Serial  No.  344,484; 
published  July  9,  1935.  _    „  ^. 

Column  in  a  newspai>er.  Evening  American  Publishing 
Company.  328,207  ;  Sept.  17  ;  Serial  No.  364,865  ;  pub- 
lished July  9,  1935.  „    „  ^     o 

Decalcomania  transfers.  Durochrome  Co.  328,216;  Sept. 
17  ;  Serial  No.  364,511  ;  published  July  9,   1935. 

Drawings,  Comic.  NEA  Service,  Inc.  328,140-1  ;  Sept. 
17;  Serial  Nos.  365,47.3-4;  published  July  9,  1935. 

House  organ.  Brewer  k  Company.  32vl26;  Sept.  17; 
Serial  No.  365,119  ;  published  July  9,  l935. 

Magazine,  Trade.  J.  Dubin.  328,154;  Sept.  17;  Serial 
No.  364,382  ;  published  July  9,   1935. 

Newspaper,  Dailv.  Enossls  Publishing  Company.  106,226  : 
renewed  Oct.  19.  1935. 

CLASS  39 

Boots  and  shoes.  II.  Jantzen  Shoe  Co.  108,208;  renewed 
Jan.  18.  1936. 

Boots  and  shoes.  Rubber.  Colchester  Rubber  Company. 
10(1,567  ;   renewed  Oct.  26,   1936. 

Boots  and  shoes.  Rubber.  E.  G.  Stearns.  107,483;  re- 
newed Dec.  7,  1935.  „     ^ 

Boots  and  shoes.  Rubber-soled.  United  States  Rubber 
Company.     106,708  ;  renewed  Oct.  26,  1935. 

Boots,  shoes,  slippers.  Edwin  Bostock  k  Company,  Lim- 
ited.    107,732;   renewed  Dec.  28,   1935. 

Cloaks,  suits,  dresses,  and  rain-coats.  Carson,  Plrie,  Scott 
k  Co.     105.937  :  renewed  Aug.  31,  1935. 

Fot»twear.  E.  W.  Remick.  108,266;  renewed  Jan.  26, 
1936. 

Gloves,  hosiery  and  underwear.  Silk.  Merrill  Silk  Com- 
pany.     105,737  :   renewed  Aug.    17.   1935. 

Hosiery.  J.  P.  Voorhees.  10G,069  ;  renewed  Sept.  28, 
1935. 

Overalls,  trousers,  shirts,  etc.  D.  M.  Oberman  Mfg.  Com- 
pany.    103,324;  renewed   Mar.  30,   1935. 

Shirts,  collars,  and  cuffs.  Cluett,  Peabody  k  Co.  107,082  ; 
renewed  Jan.  4,  1936. 

Shoes.  Craddock-Terry  Company.  104,972  ;  renewed  June 
29    1935 

Soles',  Comi)oeltion.  Essex  Rubber  Company.  105,529  ;  re- 
newed Aug.  3,  1935. 

CLASS  40 

Shoe-lacings.  Barthels  Manufacturing  Co.  105,777-8 ; 
renewed  Aug.  17,  1935. 


■<■■'-■?•*;*'  * 


XII 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  42 

CottoQ  piece  and  cotton  dress  goods.  Lancaster  Mills. 
107.2^  :  renewed  Nov.  16.  19S5. 

Fabrics  with  wool  or  mohair  ur  alpaca  fillings,  Cotton- 
warp.     Lesher  Whitman  &  Co.      108.479;   renewed  Feb. 

8,  19S6. 

CLASS  44 

Adhesive  plasters,  Nonmedicated.  Vulnopla«t  Lakemeier 
A.-G.  328,106;  Sept.  17;  Serial  No.  351.232;  published 
July  9,    1935. 

Adhesive  tape,  transparent  cellulosic  film,  and  transpar- 
ptit  larninatMl  cellul(),>*ic  film.  Traii.sparent  cellnlosic. 
S.   R.  «iua»i.ert.     3-8,257  :  S^ept    17. 

Manicure  instruments  Heinr.  Boker  A  Co.  106,407;  re- 
newed   Oct.    ly,    1935. 

.Surgical  instruments.  American  Cy8to8cop«»  Makers.  Inc. 
328.201  :  Sept.  17  ;  Serial  No.  3t>4.936  ;  published  July 
'J    1 935 

Tongue  blades.  W.  J  Cowee.  Inc.  328.067  ;  Sept.  17  ;  Se- 
rial No.  365,027  ;  published  July  9,  1936. 

CLASS  45 

Beverages  and  syrups  and  extracts  for  making.  MiV.er 
Becker  Company.  328,142  ;  Sept.  17 ;  Serial  No. 
366,572 ;    published    July    9.    1935. 

Beverages,  sirups  an.i  extracts,  and  natuml  spring  and 
mineral  wat<»r.  Malt  less.  Stratford  Springs  Corpora- 
tion.    328,233;  Sept.  17. 

CLASS  46 

Alimentary  paste  products.  Porter-ScarpelU  Macaroni 
Company.  328.143  ;  Sept.  17  ;  Serial  No.  36o,579  ;  pub- 
lished July  9,  1935. 

Bread,  loaf  cake,  aud  salt  rUsing  bread.  Ward  Baking 
Company.     107,6,'>5;  renewed  Ikr.  14.  1935. 

Bread,  Rye.     M    I'echter.     l">t5.9W«  ;  renewed  Nov.  9.  19.'^5. 

Cake  and  nuvbread.  Loaf.  Ward  Bak'.ng  Company. 
107,656  :   renewed   l)ec.   14.   19:?.'». 

Candv.  Cardinet  Candy  Company.  328.063;  Sept.  17; 
Serial  No.  3*)2,G64  :  published  July  9,  1935. 

Candy.  Keymer  &  Brothers,  Incorporated.  108,400;  re- 
newed Veh.  8.   1936. 

Candy  Slmmon.s  tc  Hammond  Manufacturing  Co.  107,391  ; 
renewed  Nov.  23,  1935. 

Canned  dog  and  cat  food.  Animal  Foods  Company. 
328.250  :    Sept.    17. 

Canned  fish.  Tacific  Trading  Company.  328,099 ;  Sept. 
17  ;  Serial  No.  3,-.3,769  ;  puhliahed  July  9.  1035. 

Canned  or  bottled  citrus  fruit  juice.  Sunset  I'acking  Cor- 
poration.    3-8.247;  Sept.  17. 

Canned  pat.»  de  fole.  Roethllaberger  &  Co.  328.163;  Sept. 
17;   Serial   No.   :5»'.4,104  ;   publiihed   July  9.    19:^5. 

Canned  sardines  and  kippered  herrings.  A/S  The  Nor- 
wegian Sardine  (iuild.  328.187;  Sept.  17;  Serial  No. 
360,163:    published    July    2.    1935. 

Cocoa,  macaroni,  spaghetti,  etc.  David  Pender  Grocery  Co. 
328.211;    Sept.    17;    Serial    No.   .S64.785  ;   published    July 

9,  193r, 

Coffee.      Howard  &  Casey  Co.     105,435  ;  renewed  July  27, 

1935. 
Coffee.      J.    Piamplano.      328,077  ;    Sept.    17 ;    Serial    No. 

."61,987  :  publislHMl  July  9,   193,%. 
Coffee  extract   and  svrup.  Concentrated.     Coffee  Products 

Corporation.      328,214;    Sept.    IT;    Serial    No.    364,50,j ; 

published  July  9.  Ifi.SS. 
Confectionery     product.        American      Mixture     Company. 

328,243  :   Sept.    17. 
Feed.  Balam  ej  ration  horse.     Early  k  Daniel  Co.     108,126  ; 

renewed  Jan.  18.    1936. 
Feed.   Poultry.      Hales  &  Hunter  Co.     31^.130;   Sept.   17; 

Serial  No.  ;S65.080  ;  published  July  9,  1935. 
Flour,  Wheat.     Fuhrer  Ford  Milling  Co.     106,967  ;  renewed 

Nov.   9,   1935. 
Food   for  poultrv.   Mixed.      South   Texas   Grain   Company. 

107,8t<9  :  renewed  Jan.  4,  1936. 
Foods,      .\merican   Oyster  Co.      108,188  ;  renewed  Jan.   18, 

19:i6. 
Fixxls.      Tledtke    Brothers    Company.      107,951  ;    renewed 

Jan.  4.  19,'itS. 
Fruits   and  berries.   Fresh.     Rogue  River  Fruit  Jc  Produce 

AsstKTiation.     106,055;  renewed  Sept.  21,  ISCiS. 
Fruits,  Fre<h  citrus.     Winter  Haven  Fruit  Sales  Corpora- 
tion.    328,069  ;  Sept.  17  ;  Serial  No.  365,048  ;  published 

July  9.  1935 
Hams,    bacon,    boiled    hams.    Smoked.      OgdeB    Packing   A 

I'rovislon  Co      lor., 990;  renewed  Nov.  9,  1935. 
Herrings    in    barrt-ls.    i'ickled.      .\lexander    Wood    &   Son. 

104.580;   renewed    June    I,    1935. 
Ice    cream   cones.      R.    H.    Prlgg.      328,^244;    Sept.    17. 
Jams,  Jellies,  canned  coods  and  conserves.     H    Jones  it  Co. 

Ltd.      108,100  ;   renewed   Jan.    18,    19.".Q. 
Macaroni,     .\tlantlc  Macaroni  Co.     108.077  ;  renewed  Jan. 

18,   1936. 
Macaroni.     B.  S.  Scotland,     328.121;  Sept.  17;  Serial  No. 

365.167;    published    July    9.    19,35. 
Milk.  Evaporated.     Weyauwega  Dairy  Products  Company. 

328.219-20;   Sept.  17;  Serial   No.  364,527-^;   published 

July   9.   1935. 
Milk  powder.     Pet  .Milk  Company.     328.212;  Sept.  17;  Se- 

rialNo.  364.440;  published  July  0.  1955. 
Oleomargarine.    Falad   dressiuK.    radish    spread,    etc.      Best 

Foods,    Inc.      32.H,242  ;    Sept.    17. 


Pectin.  National  Pectin  Products  Company.  828.068; 
Sept.    17;  Serial  No    .S65.040  ;  jmbllshed  July  9.   1935. 

Pepper  and  paprika  Cayenne.  J.  KotAuyl.  108.102;  re- 
newed Jan.   is.   l936. 

Pickles,  vegetable  relishes,  sao'rkraut,  etc.  Panier  Pack- 
ing Co.  .'?28,152;  Sept.  17;  Serial  No.  364,437;  pub- 
lished July  2,   1935. 

Pop-corn.      J.    L.    MrDowell,   Jr.      828.237 ;    Sept.   17. 

Potato  chips.  Barrett  Food  Products  Co.  328.098  ;  Sept. 
17  ;    Serial    No.    355.787  ;    published   July   9.    1935. 

Powder  to  be  added  to  milk  for  niakioK  desaerts.  Jelkwlk 
Food  Products  Corporation.  328.109;  Sept.  17;  Serial 
No.  3."i0.466  ;  publl.shed  Julv  9.  1935 

Sugar      Franklin  County  Sugar  <;o.     328,241  ;   Sept.  17. 

Tomato  juice.  Farmers  Federation.  Inc.  328.104  ;  Sept. 
17;   Serial  No.  351.>J20:  pur)llshe<l  July  9,   1935. 

Vegetables.  Fresh.  (;iauulni  k  Klein.  328.124;  Sept.  17; 
Serial    No.   365.127  ;   Dubllshed   July  9.    1935. 

Vegetables,  fresh  declduou.s  fruits,  Fresh.  Simons  it 
French  Co.  328.120;  Sept.  17;  Serial  No.  3«5,169 ; 
published  July  9,  1935. 


CLASS  47 


Sept.   17;   Serial 


Wine.     Ambrose  k  Company.      328.111 

No.  349.700;  publl8he4l  July  17.  1934 
Wine       Socledad   Vinlcola.    S.    k   L.    Durlacher.      328.087 ; 

Sept.  17  ;  Serial  No.  345.646':  published  July  9,  1935. 
Wines.      Bragno  k  Company.      328.097  ;   Sept.    17  ;   Serial 

No.  353,842  ;  publlshe.l  July  2.  1935. 
Wines.      Companhla   Geral   da  .\gricultura   das  Vinhas  do 

Alto   Douro.      328,081  ;    Sept.    17  ;    Serial    No.    335,922 ; 

published  May  1.  1834. 
Wines.      Pedro  Domeco  y  Cia.     328,085;   Sept.  17;  Serial 

No.  345.946  ;  published  July  9.  1935. 
Wines.      Pedro    Domeco    y    Cla.      328.088;    Sept.    17;    Se- 
rial No.  345.952  :  publl.shed  July  9.  1935. 
Wines.      Plcker-Llna   Importers.    Inc. 

Serial   No.   3.'il,225  ;   published  July 
Wines.      Real  Companhla  Vinlcola  do 

Inc      328.105;  Sept.  17;  Serial  No 

July  9.  1935. 
Wines.      Riviera   Wine  Company.     328.090  ;   Sept 

rial  No.  344.867;  published  Feb.  20,  1934. 
Wines.      Wines   of   France    Limited.      328,175  ;    Sept. 

Serial   No.   358.400  ;   published   July   2.   i93.'i. 
Wines.     Edward  Young  k  Co.  Umlted.     32S,i'08  ;  Sept 

Serial    No.    364,800  ;    published    July    9,    1935. 


328,107;    Sept.    17; 
17,   1934. 

Norte  de  Portugal. 
361^23;  publlsfaed 


17;  8e- 


17; 
17; 


CI.u^SS  48 

Ale.      Belmont  Brewing  Co.     828.181-2;  Sept.   17;  Serial 

No.    359,455-6:    published    July   9,    1935. 
Beer.     British   Amerl-an  Brewing  Co..  Limited.     828.084; 

Sept.  17  ;  Serial  No.  347,539  ;  published  Nov.  13,  1934. 
Beer.    Cleveland  Hooae  Brewing  Company.     328.146;  Sept. 

17;   Serial  No.  365,6o2  ;  published  July  9,   1935. 
Beer.      Goldblatt    Bros.,    inc.      328,200 ;    Sept.    17  ;    Serial 

•No.  364.956;  published  July  9,  1935. 
Malt   beverage.      Aktlenbrauerel   Zum  L(>wenbrMu   in   MQb- 

chen.      328.194;    Sept.    17;    StrUl    No.    841.266;    pub- 
lished Oct.  17.  1933. 
Malt  beverage.     .M,  K.  Goetx  Brewing  Company.     328,181; 

Sept.  17  ;  Serial  No.  365.078. 
Malt   beverages.      Lieber   Brewing   Corporation.      328,129  ; 

Sept.    17;   Serial  No.  3flr.,u84  ;   published  July  9,   1935. 

CLASS  49 

Alcohol,    brandy    cognac,    alcoholic    cordials   and    liquors. 

Madame  Veuve  Xjivler  de  Lestapls.     328.108;  Sept.  17; 

Serial    No.    350,824  ;    published    Julv   9,    1935. 
Brandy.     Fruit  Industries,  Ltd.     328,091  ;  Sept.  17  ;  Serial 

No.   344,5S9  ;   Dublished  Jan.  9,  1934. 
Brandy.      Martell   k  Co.      328,095  ;    Sept.    17  ;    Serial   No. 

356,041. 
Gin.     Dominion  Dl8tlll*>rle8,  Inc.     328.236;  Sept.  17. 
Gin.      Gooderham   A   Worts    Umlted.      828.066 ;    Sept.   17  ; 

Serial    No,   3R5  S44  ;   published  July  9.   1935. 
Gin.     Marvin  aud  Sneal,   Inc.     328,235:  Sept.   17 
Gin.      R.    C.    Williams    k    Company.      328,151:    Sept    17; 

Serial    No,    349,653;    puhlisheil    May    15,    1934. 
Rock  and  rye.     American  Spirits  Inc.     328.188;  Sept.  17; 

Serial  No.  360,452  :  puhllshe<i  July  9,   1935. 
Whiskey.      Atlas    Distilled    Products    Co       328,145 ;    Sept. 

17;  Serial  No.  365..')90  ;  publi8he<l  July  9.  1935. 
Whiskey.  George  Bene  Sons.  Inc.  828.265;  Sept.  17. 
Whiskey.      Glen    Gardner    Distilling    Co.    Inc.     328,258; 

Sept.  17. 
Whiskey.     Highland   Distilleries  Pro<lucts  Corp.     328,086; 

Sept.   17;   Serial   No.    347.353;   published   Apr.   10.    1934. 
Whiskey.       Pennsylvania    Distilling    Companv.       328,089; 

Sept.   17  ;  Serial  No.  345,435  ;  published  Feb.  6.  1934. 
Whiskey      Jas.   E.   Stuart  Co.     328  083;   Sept.   17;  Serial 

No    348.299;  published  Apr.  17,  1934. 
Whiskey      Tonkin  Distributing  Co.     328,254;  Sept  17. 
Whiskev.       M.     Wabl.      328,193;     Sept.     17;     Serial     No. 

342,958;  published  Ih^-.   12,   10.33. 
Whiskey  and  gin.     Hiram   Walker  k  Sons,  Inc.     828.282; 

Sept.  17. 
Whiskey,    gin,    brandy,    etc.      James    Walsh    k    Company. 

328,1.35;   Sept.   17;  Serial  No.  365,411;  published  July 

9    1935 
Whi«*ev8.       Joseph    Triner    Corporation.       S28.144  ;    Sept. 
17  ;   Serial  No.  385.581  ;  publUbed  July  9.  1935. 
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Xlll 


Whisky  and  other  liquors.  Standard  Wine  and  Liquor  Co. 
828.082  ;  Sept.  17  ;  Serial  No.  348,416  ;  published  Apr. 
17,  1934. 

CLASS  60 

Floor  and  table  coverings  of  rubber  composition.  Republic 
Rubber  Companv.  328.113;  Sept.  17;  Serial  No. 
365,308:  published  July  9,  1935. 


Padding  and  packing  of  rubber  composition.  Various  types 

of.      Republic    Rubber    Company.      328.132 ;    Sept.    17  ; 

Serial   No.  365.309  ;  published  July  9,   1936. 
Rubbeiized  fabrics.     Hodgman  Rubber  Company.     328.199; 

Sept.  17  :  Serial  No.  364.959  ;  published  July  9,  1935. 
Flags,    Manufactured.      Annin   k  Co.      105,775 ;    renewed 

Aug.  17.  1935. 


LIST  OF  LABELS 


Admiraclon  De  Luxe.  For  a  Therapeutic  Scalp  Treatment 
and  Shampoo,  .\dmlracion  Laboratories  Inc.  46.322; 
Sept.  17. 

Blue  Jack.  For  Fresh  Fruits  and  Fresh  Vegetables.  Jack 
Bros.  &  McBurney  Co.     46,329  ;  Sept.  17. 

Borene.  For  White  I..aundry  Soap.  Mt.  Hood  Soap  Com- 
pany.    46,337  ;  Sept.   17. 

Dromedary.  For  Orange  Peel.  Hills  Brothers  Company. 
46.328;  Sept.  17. 

Finer  Flavor.  For  Evapoiated  Milk.  Morning  Milk  Com- 
pany.    46,336;  Sept.   17. 

Funk's  Brand.  For  Fresh  Apples.  V.  A.  Funk.  46.326  ; 
Sept.  17. 

Gem  of  Kentucky.  For  Kentucky  Straight  Bourbon  Whis- 
key. Standard  Who!e.-ale  Liquor  Dealers,  Inc.  46.348  ; 
Sept.  17. 

Hi  Glo.  For  a  Polish  for  Glass,  Silver,  Metals,  Porcelain, 
Enamels,  etc.     Hl-Glo  Co.     46.327  ;  Sept.  17. 

Johnston's  Chocolates  Cooled  for  Summer.  For  Choco- 
lates.    Robt.  A.  Johnston  Co.     46.330  ;  Sept.   17. 

Jumbo  .\lt  Heidelberg  Extra  Pale  Beer.  For  Beer.  Co- 
lumbia Breweries.  Inc.     46.325:  Sept.  17. 

Kemp's  Salted  Cocktail  Kernels.  For  Salted  Beans.  E.  F. 
Kemp,    Inc.     46,.331  ;    Sept.    17. 

Klira.  For  a  Nourishing  Beverage.  L.  H.  Nealy.  13,719  ; 
renewed   Aug.   6,    193,'). 

Kool-Ald.  For  Prepared  Powder  for  Making  Soft  Drinks 
and  Ice  Cream-Sherbet.  Perkins  Products  Co.  46,339  ; 
Sept.  17. 

Land  O"  the  Skv.  For  Canned  Tomatoes.  Land  0'  The 
Sky    Mutual    .Vs.'oclatlon.    Inc.      46.332;    Sept.    17. 

Maple  Leaves.  For  Maple  Sugar.  Maple  Grove  Candies, 
Inc.     46,335;  Sept.  17. 

Mighty  Fine  Bread.  For  Bread.  Saniwax  Paper  Co. 
46,347  ;  Sept.  17. 

Nu-Way  Wasn.  For  a  Highly  Concentrated  S«dution  for 
Bleaching.  Cleaning.  Softening  Water  and  Sterilising. 
Nuway  Wash  Products  Inc.     46,3,38  ;   Sept.   17. 

Pas-Tur-Izd    Milk    Bread.      For    Bread.      S.    E.    Loveless. 
46,3.34;   Sept.    17. 
>Plne    Soap.      For    Soap.      J.    T.    Robertson    Co.      46,345; 
Sept.  17. 

Poland  Club  Soda.  For  Club  Soda.  Hiram  Rlcker  k  Sons. 
46.341  ;    Sept.    17. 

Poland  Spring  Golden  Ginger  Ale.  For  Golden  Ginger  Ale. 
Hiram  Rlcker  ft  Sons.     46,343:    Sept.  17. 

Polan<l  Spring  I'ale  Drv  Ginger  Ale.  For  Pale  Dry  Ginger 
Ale.     lllram  Rlcker  k  Sons.     46,342;  Sept.  17. 


Six  Twelve.     For  Mascara.     Pinaud  Incorporated.    46,340  ; 

Sept.  17. 
Sliced  Delight.     For  Bread.     James  Butler  Grocery  Com- 
pany.     46,324;   Sept.    17. 
Smaco  Carotene  in  Oil.      For  a    Solution  of  Carotene  In 

Cottonseed  Oil.     S.  M.  A.  Corporation.    46,346  :  Sept.  17. 
Southern  Skyland.     For  Canned  Tomatoes.     Land  O'  The 

Sky  Mutual  Association,    Inc.     46,333  ;   Sept.  17. 
Squirrel  Brand  Peanut  Bar.     For  Confectionery.     Squirrel 

Brand  Co.     13.722  ;  renewed  Aug.  6.  1935. 
Sun-Maid   Raisins^  Puffed    Seeded   Muscats    (No.   1).      For 

Raisins.       Sun-Maid     Raisin     Growers     of     California. 

46,349;    Sept.    17. 
Sun-Maid  Raisins,  Seedless  Nectars  (No.  2).     For  Raisins. 

Suu-Mald  Ualsin  Growers  of  California.     46,350;  Sept. 

17. 
Sun-Maid  Raisins.   Puffed  Seeded   Muscats    (No.   3).     For 

Raisins.        Sun-Maid     Raisin     Growers     of     California. 

46,351  ;   Sept.   17. 
Sun-Maid   Raisins.    Puffed   Seeded   Muscats    (No.   4).     For 

Raisins.       Sun-Maid     Raisin     Growers     of     California. 

46.352;  Sept.   17. 
Sun-Maid  Raisins.  Seedless  Nectars   (No.  6).     For  Raisins. 

Sun-Maid  Raisin  Growers  of  California.     46,353  ;   Sept. 

17. 
Sun-Maid   Raisins.   Seedless    (No.  6).     For  Raisins.     Sun- 
Maid  Raisin   (Growers  of  California.     46,354;   Sept.   17. 
Sun-Maid  Raisins,  Seedless  Nectars  (No.  8).     For  Raisins. 

Sun  Maid  Raisin  Growers  of  California.     46,355  ;   Sept. 

17. 
Sun  Maid  Raisins,  Seedless  Nectars   (No.  9).     For  Raisins. 

Sun-Maid  Raisin  Growers  of  California.     46,356  ;   Sept. 

IT. 

Sun-Maid  Raisins,  Seedless  (No.  10).  For  Raisins.  Sun- 
Maid   Raisin    Gr(  wers  of  California.     46.357  ;    Sept.   17. 

Sun-Maid  Raisins,  Seedless  Nectars  (No.  11).  For  Rais- 
ins. Sun  Maid  Raisin  Growers  of  California.  46,358  ; 
Sept.  17. 

Sun-Maid  Raisins,  Seedless  (No.  12).  For  Raisins.  Sun- 
Maid  Raisin  Growers  of  California.     46,359  ;  Sept.  17. 

The  Frisco.  For  '  Hamburger  Sandwiches.  H.  Akin. 
46,323  ;   Sept.    17. 

Three  Best  Mineral  Herb  Juices.  For  a  Medicine  Recom- 
mended for  Throat  and  Chest  Troubles.  Hay  Fever. 
Asthma  and  Miner's  Asthma,  Whooping  Cough.  Coughs 
from  Colds,  Croup,  Bronchitis  and  Catarrh,  Sore  Throat, 
Tonsilitls  and  Mumps.     M.  Rlshcoff.     46,344  ;  Sept.  17. 


LIST  OF  PRINTS 


Add  Zest  to  that  Luncheon  Serve  Pabst  In  the  New  Handy 

Kegllned    TapaCans.    Ad.    No.    3.308.      For   Beer.      Pre- 

mler-Pabst   Corporation.      15,394  ;    Sept.    17. 
Always    the    Same    Uniform    High    Quality    Malt,    Ad.    No. 

2  638      For  Malt  Extract.     Premler-Pabst  Corporation. 

16,389  ;  Sept.  17. 
Baker's  Improved  Root  Beer  Extract.     For  Root  Beer  Ex- 
tract.     Baker    Extract    Company.      15,378:    Sept.    17. 
Baker's    Milk  Shake.       For    Compound    for    Making    Milk 

Shakes.     Baker  Extract  Company.     15.377;  Sept.  17. 
Brewery  Goodness  Sealed  Right  in  Delicious  Pabst  In  the 

New  Handy  K-i-'lined  TaoaCan,  Ad    No.  3,309      For  Beer, 

Premler-Pabst  Corporation.     15,395;  Sept.  17. 
For  that   Picnic   Take  Along   Delicious  Pabst   in    the   New 

Handy    Kegline<l    TapaCans.   Ad.   No.   3.310.      For   Beer. 

Premler-Pabst   Cori)oratlon.      15,396;    Sept.   17. 
It's  Time  for  Pabst  for  Folks  Who  Know  Their  Brew,  Ad. 

No.  26.     For  Beer  and  Ale.     Premler-Pabst  Corporation. 

16^382;  Sept.  17.  „       „  .    ., 

It's  Time  for  Pabst — .  Ad.  No.  4,100.     For  Beer  and  Ale. 

Premler-Pabst   Corporation.      15,383;   Sept.    17. 
It's  Time  for  Pabst — ,   Ad.   No.  206.     For   Beer  and  Ale. 

Premler-Pabst    Corporation.      15.384  ;    Sept.   17. 
It's  Time  for  Pabst—.  Ad.  No.   208.     For  Beer  and   Ale. 

Premler-Pabst  Corporation.     15.386;  Sept.  17. 
It's  Time   for  Pabst.   Adv.   No.   212.     For  Beer  and   Ale. 

Premler-Pabst  Corporation.      15.386;    Sept.   17. 
It's  Time  for  Pabst — .   Ad.    No.   219.      For   Beer  and   Ale. 

Premler-Pabst   Corporation.      16,387  ;    Sept.   17. 


No  Deposits  Delicious  Pabst  in  the  New  Handy  Kegllned 
TapaCan,  Ad.  No.  3.307.  For  Beer.  Premier-Pabst  Cor- 
poration.    15.393  ;  Sept.  17. 

Pabst  .  .  Always  More  Delicious  .  .  Now  Doubly  Protects 
its  Flavor  In  the  New  Kegllned  TapaCans.  Ad.  No.  4,303. 
For  Beer.  Premier  Pabst  Corporation.  15,397  ; 
Sept.  17. 

Pabst  Blue  Ribbon  Beer  and  Ale.  Wholesome  Pure  Uni- 
form Quality  Finest  Flavor.  Ad.  No.  21.  For  Beer  and 
Ale.     Premler-Pabst  Corporation.     15.381  :  Sept.  17. 

Pabst  Exp<irt  Beer  Brewery  Goodness  Sealed  Rieht  In,  Ad. 
No.  3.306.  For  Beer.  Premler-Pabst  Corporation. 
15. .392  :  Sept.  17. 

Protected  Flavor  Delicious  Pabst  in  the  New  Handy  Keg- 
llned TapaCan.  Ad.  No.  3,305.  For  Beer.  Premier-Pabst 
Corporation.     15.391  ;  Sept.  17. 

Sallv's  Means  to  Furs  What  Stars  Mean  to  Pictures.  For 
Fiirs  and  Fur  Coats.     J.  M.  J..  Inc.     l.\379  ;  Sept.   17. 

Semi-Sole.  For  Semi-soles  and  Heels  for  Boots  and  Shoes. 
A.  I>evy.     15.380;  Sept.  17. 

White  Banner  Malt  .\lway8  the  Same,  Yes  Always.  Ad. 
No.  1,720.  For  Malt  Extract.  Premier-Pabst  Corpora- 
tion.    15,388;  Sept.  17. 

You're  Missing  a  Great  Treat !  Unless  You've  Tried  De- 
licious Pabst  in  the  New  Handy  Kegllned  TapaCans, 
Ad  No.  3,304.  For  Beer.  Premier-Pabst  Corporation. 
15.390  ;  Sept.  17. 
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LIST  OF  REISSUE  PATENTEES 


TO  WHOM 


*    PATENTS  WERE  ISSUED  ON  THE  17th  DAY  OF  SEPTEMBER,  1935 

Nom— Arranged  In  accordance  with  the  first  slKnlficaut  character  or  word  of  the  name  (In  accordance  with  city  and 
*  telepnone  directory  practice). 


American  Floor  Surfacing  Machine   Company,  The.      (See 

Myers,    Hurry    L^    assignor.)  ^      ,       .     _. 

American    Type-O-Wrlter    Co.      (See    Good,    Andrew,    as- 
Automatic   Cone   Valve  Company.      (See   Goldberg,   David 

Bourn,  I^slle  E.  A..  Ashford.  England.  Electrical  Musical 
InRtiuiiifnt.      19.702;    Sept.    17. 

Catalln  Corporation  of  America.  (See  08ten«t»er,  A.,  and 
Klesenfeln,   nsslgnor.)  „  ,,  ^    „         m  ^ 

Catalln  Corporation  of  America.  (See  Pollak,  F.,  and  0«- 
tersetier,   nculpnors.  t 

Du  I'ont,  E.  I.,  de  Nemours  it  Company.  (See  Izard,  Em- 
mette  F\,  assignor.)  ^    ^ 

•Goldberg,  David  D.,  Sprlngfli-ld,  Mass..  asKlgnor  to  Auto- 
matic Cone  Valve  Company,  Mattoon,  111.  Valve. 
10.703:  Sept.  17.  .  .         , 

Goo<l.  Andrew,  Fullerton,  Calif..  as.-l>{nor  to  American 
Type-O-Wrlter  Co..  Ltd.  Slug-caHtlng  typesetting  ma- 
chine operation.      19.704:  Sept.   17.  ,    „    ,     ,     „^„. 

Iiard.  Emmette  F..  Elsmere.  l>el.,  assignor  to  E.  I.  du  Pont 
de  Nemours  k  Company,  Wilmington.  Del.  Cellulose 
drrlvatlve  composition.      19.705:   Sept.    17. 

Johnson,  Anton.  West  Hampton.  N.  Y.  Interchangeable 
skate  and  shoe.     10.706;   Sept.  17. 


Myers,  Harry  L..  assignor  to  The  American  Floor  Sur- 
facing Machine  Comi«ny.  Toledo.  Ohio.  Light  weight 
surfacing   machine.      19,(07 ;    Sept.    17. 

Ostersetier,  Alfons.      (See  Ptrflak.  F.,  and  Ostersetzer. ) 

Ostersetxer,  Alfons.  Melt'gnano.  near  Milan,  Italy,  and  F. 
Riesenfeld.  Vienna.  Austria,  assignors,  by  mesne  asslgu- 
nientK,  to  Catalln  Corporation  of  America,  Fords.  N.  J. 
Manufacture  of  phenol  formaldehyde  condensation  prod- 
ucts.     19,708;  Sept.  17. 

Peace.  Jc*n  D..  Jr..  Malba.  L.  I.,  N.  Y.,  assignor  to  Pioneer 
Instrument  Company.  Incorporated.  Brooklyn,  N.  Y.  In- 
dicating Instrument.      19,709;   Sept.   17. 

Pioneer  Instrument  Company.  (See  Peace,  John  D..  Jr., 
assignor.)  ^  ^,  , 

Pollak.  VT\tt,  Vienna,  Austria,  and  A.  Ostersetxer.  Mt-lt-g- 
nano.  near  Milan,  Italy,  assignors,  by  mesne  assign- 
ments, to  Catalln  Corporation  of  America,  Fords.  N.  J. 
Condensation  product  and  making  same.  19,710;  Stpt. 
17. 

Riesenfeld,  Franx.      (See  Ostersetxer,  A.,  and  Riesenfeld.) 

Simmons  Automatic  Valve  Company.  (See  Simmons.  John 
T..   assignor.)  ,     ,.  , 

Simmons.  John  T..  assignor  to  Simmons  Automatic  \alve 
Company.  Longvlew.  Tex.  Apparatus  and  method  for 
removing  fluids  from  wells.      19.711;   Sept.   17. 


LIST  OF  PLANT  PATENTEES 


Burpee.  David,  Bucks  County,  assignor  to  W.  Atlee  Burpee 

Coniimny.  PhllsdHphla.  I'a.     Nasturtium.     141;  Sept.  17. 

Burpee.  W.  Atlee.  Company.     (See  Bun>ee.  David,  assignor.) 

Conard-Pyle  Company.  The.      (See  FItihardlnge.  Olive  K., 

assignor.) 


Fltxhardlnge.  Olive  R..  Warrawee.  New  South  Wales,  Ans- 
tralla,  assignor  to  The  Conard-Pyle  Company,  West 
Grove,  Pa.     Rose.     140  ;  Sept.  17. 


LIST  OF  DESIGN  PATENTEES 


Adams,  Wilbur  H..  Cleveland  Heights,  ^^hlo  assignor  to 
Perfection    Stove    Company,    Cleveland,    Ohio.      Range. 

Adams.  Wilbur  H."  Cleveland  Heights.  Ohio  assignor  to 
IVrfectlon    Stove    Company,    Cleveland.    Ohio,      uange. 

Adam^s**VllbuV  U.  Cleveland  Heights.  Ohio,  assignor  to 
Perfection  Stove  Company.  Oeveland.  Ohio.    Cook  stove. 

Ah*renJ*Clv<fe*W..  assignor  to  Tonkin^Dlstrlbutlng  Co., 
San  Francisco.  Calif.      Bottl*-.     06.885 ;   Sept.  17. 

Ball  George  E..  Cranston.  R.  I.  Combination  lipstick  con- 
tainer and  mirror.     96.886  ;  Sept.  17. 

Baylls,  A.  W.,  Co.     (See  Lien.  J/^nL..  assignor.) 

Benjamin^    Benjamin,     Freeport.     N.    Y.      Shoe.      96.887. 

Bleneisteln.  Andreas,  assignor  to  The  Conklln  Pen  Com- 
pany  Toledo.  Ohio.  Fountain  pen  or  similar  \*rltlng 
frnplement.     96.888  ;  S.-pt.  17. 

Blenenstpln.  Andreas,  assignor  to  The  Conklln  Pen  Com- 
pany Toledo  Ohio.  Fountain  pen  or  similar  writing 
Impiement.     96.889  ;  Sept.  17. 

Bienensteln.  Andreas,  assignor  to  The  Conklln  Ten  Com- 
pany Toledo.  Ohio.  Fountain  pen  or  similar  writing 
Implement.     96.890 ;  Sept.  17.  ^      ^     . ..      „       r> 

Bienensteln.  Andreas,  assignor  to  The  Conklln  I  en  Com- 
panv  Toledo.  Ohio.  Fountain  pen  or  similar  writing 
mpiement.     96.801  ;  Sept.  17. 

Bienensteln.  Andreas,  assignor  to  The  Conklln  Pen  Com- 
pnnv  Toledo.  Ohio.  Fountain  pen  or  similar  writing 
ImpWment.     06.892:  Sept.  17.  „«  ooo     c  .>♦    -it 

BIrnbaum.  I^on.  New  York.  N.  Y.     Lace.     96.803;  Sent.  17. 

Blaser  Ji.seph.  New  York.  N.  Y.  Collar  clasp  or  similar 
article.     06.804  ;  Sept.  17 

Bowland.^ Andrew.   Mount    Lebanon.  Pa.     Brick. 

lU>wland. 'Andrew,  Mount  I^banon,   Pa.     Brick. 

Bo'wland.   Andrew.   Mount  Lebanon.  Pa.     Brick. 

B^cKr,^  Bertha.    New    York.    N,    Y.       Blouse. 

BrSs  Manufacturing  Company.  (See  Tjaarda.  John,  aa 
■lgnor.> 

458  O.  G.— 48  o 


Celluloid   Corporation.      (See  Hill,   John,   assignor.) 
Champion   Brake  Corporation.      (See  Hyle,  Jacob  A.,  as- 
signor.) .^        .^ 
Cleveland  Heater  Company.  The.     (See  Craver,  Albert  F.. 
assignor.) 

and   J. 
similar 


Olenlck,   New  York.   N.  Y. 
article     of     manufacture. 


New  York.   N.   Y. 
of     manufacture. 

New  York.   N.   Y. 
of     manufacture. 


06.895 
96.896 
96.897 
96.808 


N.  Y. 

manufacture. 


Cohen.    Emmanuel   M., 

Textile     fabric     or 

96.899  :  Sept.  17. 
Cohen,   Emmanuel  M..   and   J.    Olenick. 

Textile     fabric     or     similar     article 

06.000  ;  Sept.  17. 
Cohen.   Emmanuel  M..  and   J.   Olenlck, 

Textile     fabric     or     similar     article 

96.001  :  Sept.  17.  ^     ^ 
Cohen.   Emmanuel  M..  and   J.   Olenlck.   New  York^ 

Textile     fabric     or     similar 

06.902  :  Sept.  17. 
Colella.  Pasqunle.  Nahant.  Mass.     Shoe.     96.003  ;  Sept.  17. 
Conklln   Pen  company.  Tb*.      (See  Bienensteln,  Andreas. 

assignor.)  ^^      ^■,      ,      ^ 

Craver.   Albert  F..    Lakewood.  assignor  to  The  Cleveland 

Heater     Company,     Cleveland.     Ohio.      Water     heater. 

96,904  :  Sept.  17.  .^^     ^.       ,      ., 

Craver     Albert    F.,   Lakewood.   assignor  to   The  Cleveland 

Heater    Company.    Cleveland.    Ohio.      Heater.      06.005 ; 

Sept.   17. 
Custer.  Levitt  L..  Oakwood.  Ohio.     Water  cycle.     96.006 ; 

Drake.  Frederick  A.,  New  York,  N.  Y.     Game  apparatus. 

DreJi^BarneT.^New  York.  N.  Y.     Shoe.     06.008  :  Sept    17. 

Eureka  Vacuum  Cleaner  Company.  (See  Sebaad,  Theodore 
A.,  assignor.)  ^  ,     ._   .  ,  v 

Evans    H.  C,  &  Company.     (See  Sturm.  Jack  A.,  a8^ignor.) 

Fuld  Horace  A..  New  York.  N.  Y.  Glass  ice  rod  or  sim- 
ilar article.     06.900  ;  Sept.  17. 

Gelst.  Irving.  New  York.  N.  Y.     Blouse      06.910:  S^^Pt-  17. 

Gold»)erg.  Leon.  New  York.  N.  Y.     Child's  slipper.     Ob.Oll  ; 

Gregg  Roscoe  C.  Frederlcktown.  Ohio.  Lighting  fixture 
bracket  or  similar  article.      96.912:   Sept.   17.     ^^^^^ 

Guttman.  Joseph.  New  York.  N.  Y.  Knitted  dre^s.  96.913  ; 
Sept.  17. 
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LIST  OF  DESIGN  PATENTEES 


Hill.  John.  HillHlde.  N.  J.,  asslsnior  to  Cellalold  Corpora- 
tion.    KDUiitaln  p€n.     96,914  :  Sept.  17. 
Hill.  John.    HlU^(i(l♦•.   N.  J..  asuiKnor  to  Celluloid   Corpora- 
tion.    Cellulose   Jerivative   pla.-^tic   shet-t    of   similar   ar- 
ticle.    9H.915  :  S.'pt    17 
Hy!e,  Jacob  A.,  Chica-'D.   Ill  ,  assignor  to  Champion   Brake 

Curporatlon.     IiiiUana    Har!><>r.     Ind.       Hand    wheel    for 

railway  car  brakes.     'JtJ.Ult;  :  .Sept.  17. 
Mt^alite.  Inc       (See  Laxer,  Harry  .M  .  assijinor.) 
Joze,   .\llen   T  .   assicDor  to   Western    E<iuipment  8t  Supply 

Cnnipauy,  Chicago,  III.     Game  apparatus.     9<J,917  ;  Sept. 

17. 
Kronstadt,  Max,  Brooklyn,  N.  Y.     Ring  or  similar  article. 

^♦!,91><  ;    Sept.   17. 
Iwince.    Henry,    a.ssignor   to   Quincy    Stove   ManufacturioK 

t'ompany,   Quincy,   111.     Coal  range.     96.919;    Sept.   17! 
r.aier.    Harr\-    M  ,    assignor    to    Ideallte,    Inc.,    New   Yoric, 

N    Y.     Lamp  shade      96.920;  Sept    17. 
I^ier,    Harrv    .M  ,    as.vi^rnor   to    Idealite.    Inc.,    New   York, 

N.  Y.     Lamp  shade.     9«  921  ;  Sept.  17. 
I-flxer.    Harrv    M  ,    assljjnor   to    laeallte.    Inc.,    New   York, 

N     Y       I^mp  shade       ',t6  922  :  Sept.   17. 
Leben«fe!d,   .\arnn,    Hrociklyn.   N.  Y.     Bar  back  counter  or 

similar  article.     yH.9l'3  ;  Sept    17. 
Lehensfeld,  .Var'.ri,   Hrmiklyn.  N.  Y.     Bar  back  counter  or 

similar  article.     fif>.924  ;  Sept.  17. 
Lien,  Jean    L.,   a.ssi^nor  to  A.   W.  Baylia   Co..   New  York, 

N.     Y.      Textile     fabric     or     similar     article.      96,925  ; 

Sept.   17. 
Lindemann,  Joseph  S.,  assignor  to   Maison   Joubert,   Inc., 

New  York.  N.  Y.     Bottle  cap.     96.926;  Sept.   17. 
Lurman.  Philip    New  York.  N.  Y.     Shoe.     96.927  :  Sept.  17. 
Maison    Joubert.    Inc.       (See    Lindemann.    Joseph    S.,    as- 

siKnor. ) 
Mills    Robert  O..  Wlnnetka,  111.     Scalp  lotion  atomizer  or 

similar  device.     9«,928  ;  Sept.  17. 
Mondschein,    Morri.s.    Brooklyn,    N.    Y.       I>re88.      96,929 ; 

Sept.    17. 

Monischeln,  Morris,  Brooklyn,  N.  Y.  Dre.«8.  96.930  ; 
s.'pt.   17. 

Mu.skowltz,  Matty,  New  York.  N.  Y.  Dress.  96,931  ; 
Sept.    17. 

Olenlck.  Jesse.     (See  Cohen,  E.  M.  and  Olenlck.) 

Perfection  Stove  Company.  (See  Adams,  Wilbur  H.,  as- 
signor.) 

Perry,  Mattle  E..  Orlando.  Fla.  Flower  holder.  96,932  ; 
Sept.  17. 

Porter.  Harry  D.,  Peoria.  111.  Amusement  device.  96,933  ; 
Sept.   17. 

Prultt,  lietty  W.,  Columbus,  and  G.  Walker,  Mount  Ver- 
non, Ohio.     Radiant  heater.     96,9.34 ;  Sept.   17. 

Qolncy  Stove  Manufacturing  Company.  (See  I^inge, 
Henrv.  assignor.) 

Ke^iniond,  Albert  U.,  Flint.  Mich.  Combined  fan  motor 
and   propeller.     96.935  ;  Sept.   17. 

Rose,  Harry.  Wyandotte,  Mien.  Automotive  vehicle  heat- 
er.    96.936;  Sept.  17. 


Schaad.  Theodore  A.,  asaigDor  to  Eureka  Vacuum  Cleaner 

Comimny,  Detroit,   MicD.     Casing  for  vacuum  cleaners. 

»C.9a7  :   Sept.   17. 
Schaad,  Theodore  A  ,  assignor  to  Eureka  Vacuum  (^leaner 

Company,   Detroit,  Mich.     Casing  for  vacuum  cleaner*. 

96.9.18  ;  Sept.  17. 
Schlafman.   Clifford  J  .   Merchantville,  assiimor  to  Wacren 

Wet>sfer   &    Company,    lainden,    .N.    J.      Radiator   valve. 

9«  989  :    Sept.    if. 
Stleff  (Ompany.  The.      (See  Stleff.  Gideon  N..  as.slgnor.) 
Stleff.   Gideon  N..  as.Hignor  to  The  Stleff  Company,   Balti- 
more,  Md.     Spoon  or  similar  article.     96,940;  Sept.  17. 
Sturm.    Jack    A.,    aKMitsnor    to    il     C     Evans    4    Company, 

Chliat^o,     111.       Amusement     k'ame     apparatu.s.       90,941; 

Sept.    17. 
Suhr,  Walter,  Detroit,  Mich.     Combined  pipe  and  smoking 

tray      )m.942  :  Sept.  17. 
Testrite    Instrument    Co.       (8e«   TOn    Nessen,    Walter,    as- 

sltfnor.) 

Tjaarda,  John.  Birmingham,  Mich.,  assignor  to  Brlg^s 
.Manufacturing  Company.  Detroit,  Mich.  Vehicle  instru- 
ment panel  or  slmllarVarticle.     96.943  ;  Sept.  17. 

Tonkin  Distributing  Coj  (See  Ahrens,  Clyde  W.,  as- 
signor. ) 

Triplett  Electrical  Instrument  Company,  The.  (See  Trlp- 
lett,  Ray  L.,  a.sslgnor.) 

Triplett,  Ray  L..  assignor  to  The  Triplett  Electrical  Instru- 
ment Company,  Bluffton,  Ohio.  Bar  knob.  96,944 ; 
Sept.   17. 

Tunlck,  Edward  N..  New  York.  N.  Y.  Enaemble  dresa. 
96.945  :  Sept.  17. 

Valley  Shoe  Corporation.  (See  Zegorav,  Bogislara,  as- 
signor.) 

Von  Nessen,  Walter,  assignor  to  Testrite  Instrument  Co., 
New  York.   N.   Y.     Thermometer.     96,946  ;  Sept.    17. 

Walker.  Graham.      (See  Prultt,  B.  W.  and  Walker.) 

Warren  Webster  &  Company.  (See  Schlafman,  Clifford  J., 
assignor.) 

Welsa.  Iveopold.  New  York,  N.  Y.  Combined  aquarium, 
clock,  and  vase.     96,947;  Sept.  1,7. 

Western  Equipment  h  Supply  Company.  (See  Joae,  Allen 
T.,  as-slgnor.) 

Whiting,  Charles  A.,  Franklin.  Mass.,  assignor  to  Whiting 
*  Davis  (.Company.  I'lainville.  Mass.  Metal  mesh  fabric. 
96.948;  Sept.  17. 

Whiting  &  Davis  Company.  (See  Whiting,  Charles  A.,  as- 
signor.) 

Wiecsorek,  William.  Battle  Creek,  Mich.  Ash  tray  or  sim- 
ilar article.     96,949  ;  Sept.  17. 

Zegorav,  BoKlslavs,  New  York,  N.  Y.,  .'.ssignor  to  Valley 
Shoe  Corporation,  St.  Louis,  Mo.  Shoe.  96,950  ;  Sept. 
17. 

Zapnlk.  Edward.  Washington,  D.  C.  Envelope  or  similar 
container.     96,961  ;  Sept.  17. 


LIST  OF  PATENTEES 


TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  ITth  DAY  OF  SEPTEMBER,  1935 

\(yrx^ \rransed  in  accordance  with  the  first  significant  character  or  word  of  the  name  (In  accordance  with  city  and 

.-.w  *.     .  B  telephone  directory  practice). 


Aehor,  Charles  T.,  Warsaw,  Ind.    Fly  swatter.     2,014,d64  ; 

Adams,  Harry.      (See  Coffev.  J.   R..  and  Adams.) 
Adams,    J.    D..    Manufacturing    Company.       (See    Notvest, 

Robert,  assignor.)  ^  ,^».  t  ^ 

Agfa    Ansco    Corporation.       (See    Ooldhammer.    L.,    and 

Socbor.  assignors.)  nMA-rti. 

Ahearn.  John  J.,  Brooklyn,  N.  Y.     Line  holder.     2,014,711  , 

Ahrens,  Robert  S.,  assignor  to  Seeger  Refrigerator  Com- 
pany,    St.     Paul,     Minn.       Refrigerator    display    case. 

AkTleui'esellschaft  Brown  Boverl  &  Cie.     (See  Kern,  Erwln. 

Alexande"*/.  \villlam   J.      (See   Hatlett,   B.    R..   and   Alex- 

AlUm^n'Lnald  K..  Beverly  Hills.  Calif.  Three-color  film 
and  process.     2.014,606 ;  Sept.  17.  rk^„„,.„n 

Aim,  Alexander  V.,  Marblehead.  assignor  to  Dennlson 
Manufacturing  Company,  Framlngham,  Mass.  Composite 
sheet  material     2.014.460  ;  Sept.   17. 

Almen    John   O.      (See  Ehrllch,   J.,   and   Almen.) 

A  men    John  O     Royal  Oak,  J.  Ehrllch,  and  W.  D    Gove 
Slti^olt     ass  gnors.    by    mesne    assignments,    to    General 
Motors;Cor|o?ation.   Detroit.   Mich.      I-Wtlon   gearing. 

Almei^John  ff*RVyal  Oak,  assignor  by  me«ne  assign- 
ments to  General  Motors  Corporation.  Detroit.  Mich. 
Hoop  type  governor.     2,014.921  :   f^ept.  17. 

Almen  John  O.,  Royal  Oak.  assignor  to  General  Motors 
Coloration  Detroit.  Mich.  Roller  carrier  dashpot  for 
W^ion  transmission.     2,014,922  ;  Sept.  17. 

American  Can  Company.      (See   Hothersall,  John  M..  as- 

AmeKn^Car  and  Foundry  Company.  (See  Field,  Henry 
AmertcfnOi^and  Foundry  Company.  (See  Kepner.  Robert 
Amerlcfn^Car  Ud  Foundry  Company.  (See  Knlghf.  John 
An^eVl"n%'i«trlct  Telegraph  Company.  (See  Hopkins. 
j.^j^^.^^n'^c^'To'^i^^^^  (Bee  Brooks.  Harry  H..  as- 
Ai^rr«n  Optical  Company.  (See  Forshey.  Elmore  A.,  as- 
AmlXV  Rolling  Mill  Company,  The.  (See  Hughes,  Guy 
Am^ertcfn  Telephone  and  Telegraph  Compa ny.  ( See  Patche, 
Ander"eV'".  •ReXn'"?^   LaCrosse.   Wis.      Air   conditioning. 

^SH"fe/^w^i»onr^Sl^^ 

AnW'An^lo.  Paplermuhle.  near  Bern,  Switzerland.  Elec- 
trical safety  plug.     2  014.607  :  Sept.  17.       , 

AnJelo  ManuerA";  Santa  Clara.  Calif.  Meat  grinder. 
2,014.608  ;  Sept.  17. 

Anton.  Christ  S..  Chicago.  IlL     Belf-sapporting  egg  carton. 

AiJy^^RifpV  al'^silmpscott.  Mass..  assignor  to  Gen 
Bj'l^ctrlc  Company.  Shadow  tuning  Instrum 
2.014,960.  Sepr  17  Aronson. . 

aSS^^h' Angus'?  J.  ?nd  t"g.  Pao.lllo    Brooklyn    N.  Y^ 

^'piTess    and    Pro<ir /°%X'k"flT"tVl7'^''     "^ 

cream  or  other  products.     2.014.961  .  Sept    li. 
At\lntU:  Steel  Company.      (See  Lowndes,  hlchard  H..  as- 

AuP^Joe.    Elk  Lake.   Ontario.   Canada.      Control   valve. 

Anei^sVadrrieWrt^W.,  assignor  to  Bell  Telephone  Labora- 
^  torfe"    Inclrrj^rated,  New  York,  N.  Y.     Mechanical  wave 

AuKmer'Etm'eV^.'''VkeJ'stere.  B.  A.,  and  Ausnehmer.) 
InJlSfr    Coi^pany.    The.       (See    Borton.    Clement    A.,   as- 

RHbcork  George  S..  assignor  to  Eastman  Kodak  Company, 
Rochester     n:    Y.      Photographically   sensitive   element. 

BabcoV1cT^Ml?ox   Tube  Company.   The.      (See   Eckroate, 

Ba^J'^oloar'Snor  to  Jacob  Walder.  P.ter«>n.  N.  J. 
Heddle  frame.    2.014,515  ;  Sept.  1 . . 


Baguley,  Noel  G.,  Kenllworth.  C.  F.  Topham,  Earlsdon, 
Coventry,  and  T.  B.  Lewis,  Coventry.  England,  asslt^nors 
to  Courtaulds  Limited,  London,  England.  Apparatus  for 
testing  the  thickness  of  threads,  wires,  strips,  and  the 
like.     2,014,998  ;  Sept.  17. 

Baird.  Dudley,  Berkeley,  Calif.,  and  R.  W.  Rowen,  New 
York,  N.  1.,  assignors  to  Nichols  Engineering  and  Re- 
search Corporation,  New  York,  N.  Y.  Inolneratlng 
method  and  apparatus.     2.015,050;  Sept.   17. 

Baird,  Dudley,  Berkelev,  Calif.,  assignor  to  Nichols  En- 
gineering Sl  Research  Corporation,  New  York,  N.  Y. 
Drvlng  and  Incinerating  of  sewage,  gart>age,  etc. 
2.015.051  ;  Sept.  17. 

Baird,  William.  Blackley,  England,  assignor  to  Imperial 
Chemical  Industries  Limited.  Accelerator  for  the  vulcan- 
ization of  rubber.     2,014,421  ;  Sept.  17. 

Bakelite  Gesellschaft  mit  beschrankter  Haftung.  (See 
Seebach.  Fritz,  assignor.) 

Baker,  Bert  F.      (See   Knox,  H.  A.,  and  Baker.) 

Baker,  Kenneth  H.,  AttlelK)ro  Falls,  assignor  to  H.  E. 
Sweet.  Attleboro,  Mass.,  doing  business  as  R.  F.  Sim- 
mons Company.  Connecter  for  wrist  uatch  bracelets. 
2.014,71.'^;  Sept.  17. 

Bakker.  Jacob  F.  J..  Lakfwood,  Ohio.  Balance  block  for 
buildings.     2.014.643  ;  Sept.   17. 

Ballantlue,  Stuart,  Mountain  Lakes,  N.  J.,  assignor  to 
Radio  Corporation  of  America.  Balanced  automatic 
volume  cmitrol.     2,014, S.'U  ;  Sept.   17. 

Ballard,  Milton  H..  Beverly.  Mass..  a-ssignor  to  United 
Shoe  Machlnerv  Corporation.  Paterson,  N.  J.  Shoe 
machine.     2.014,462  ;  Sept.  17. 

Bard,  Francis  X.,  Highland  Park,  111.,  assignor  to  Walworth 
Patents,  Inc.,  Boston,  Mass.  Lubricated  plug  valve. 
2.014.463;   Sept.    17.  »„..„,, 

Barker,  George  A..  Rochester.  N.  Y.    Manifold.    2,014.371 ; 

Barnhiil     George    B..    Oakland,    Calif.      Pest    annlhllator. 

2.014.609;  Sept.  17.  ^  ,,^ 

Barradns,    Matthew  O..   San   Leandro.    Calif.,   assignor  to 

The  Best  Foods,  Inc..  New  York.  N.  Y.     Hydrogenatlon 

of  oils.     2,014.999;   Sept.  17. 
Barrows.  Donald  S..  Rochester,  assignor  to  The  Symington 

Company,  New  York.  N.  Y.     Railway  vehicle.    2.015.025  ; 

Barrows,  Donald  8..  Rochester,  assignor  to  The  Syming- 
ton Companv,  New  York,  N.  Y.  Railway  truck. 
2,015.026;   Sept.   17.  ^  ,,  ^„  ^       ^ 

Barwood.  Leon  J..  Cambridge.  Mass.  Film  cut-out. 
2  014  409  ■    Sept.   17. 

Ba^es.  Joseph  D.,  West  Springfield.  Mass.     Mop.    2,014,488  ; 

Bauer  Emory  L..  Wilmington,  Del.  Oil  bnrner.  2,014.714  ; 
Sept.  17. 

Bauer  Wllhelm,  Leverkusen-Wies-dorf,  and  E.  Kramer, 
Cologne-Deuti.  Germany.  aFsignors.  by  mesne  assign- 
ments, to  Durand  &  Hucuenin  A.-G..  Basel.  Switzer- 
land Acid  sulphuric  acid  esters  of  leuco  derivatives  of 
vat  dvestuffs.     2.014.4H9 ;  Sept.  17  ^     ,  _   .        , 

Bauersfeld  Walther,  asf^lgnor  to  the  firm  Carl  Zeiss,  Jena, 
Germanv.  Pillar  bracket  for  monobjective  microscopes. 
2,014.874  :  Sept.  17.  ^..     «t     * 

Baughmnn.  Croorge  W..  Edge^vood  assignor  to  The  West- 
inghouse  Air  Brake  Company.  Wilmerdlng,  Pa.  Speed 
controlled    brake.      2.014.875 :    Sept.    1  <.        ^     .^^    , 

Beatv    Fred  K.      (See  Mlnton.  Benjamin  H.,  ass  gnor.) 

er    Thpodor.  Wiesbaden,  assignor  to  Maschlnenfabrlk 
burg  Nurnberg.  A.  G..  Nuremburg,  Germany.     Drum 
wel"F>>^14..'>48;    Sept.    17. 

Recker    EdnYBad-H.     (See  Martus.  M.  L..  and  Becker.) 

Becker.  Wllhaft^^^^f  See   Othner,   L.,   Becker,  and    Rosen- 

Beliett  Charles  jDcheam.  and  D.  J.  Watkins.  Streatham. 
aSixnors  to  Slr/W.  G.  Armstrong  Whltworth  and  Com- 

T.Tl.i^J:.W  ^p'rtrm.!'vTr^''of  ffir^^  ge^Irffig 

BeSaell'cJa'r^^s^  D'!';>i'York.  N.  Y.     Display  case. 

2.014.516  :  Sept.  17. 
Bedford    Edward  T.      (See  Jacobson.  James  J.,  assignor.) 
S^he?:    Mrs     Frank.       (See    Block.    David    J.    assignor.) 
Behm   Albert  W..  Milwaukee,  Wis.,  assignor  to  E.  J.  ^e. 

O     L     Robblns.    and    C     li.    Johnson,    co,>arlners    doing 

business    as   F.   R.   J.    Sales  Company.    St.    Paul.    Minn 

Ironing  hoard.     2.014,549  :  Sept.  17. 
Bell^nc^      Giuseppe     M..     New     Castle,     Del.       Airplane. 

Belf  Tei*ephone^?.aboratories.  Incorporated.  (See  Anpus- 
tadt,  Herbert  W..  assignor.) 
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Bell  Telephone   I-a  Ik.  rat  or  leg,  Incorporated.      (S«e   Casper, 

Wllliaai  L.,  assignor.) 
Bell    Telephone    I^aboratoriea.    Incorporated.      (See    Good- 
rum,  Charlea  I-,  a.*<Hlgnor. ) 
Bell   Telephone   Laboratories,    Incorporated.      (See  Keller, 

.Arthur  ('..  nHsiguor. ) 
B^ll    Telephone   Laboratories,   Incorporated.      (See   Logan, 

Mason    A.,   assignor.) 
Bell    Telephone    I-aboratorles,    Incorporated.      (See    Luto- 

nilrskl,    Karel,   a-'wlgnor. ) 
Bender.    Sviinev    K  .    Brooklyn,   N.   Y.      Perforated    sample 

card.      I.',trl4.71.'  :    Sept.    17. 
Bene<llcf.    Waviif    L      :i--sljjnor   to   Universal    Oil    Products 

Company.     ('hl<a>{<..     111.       Treatment     of     motor     fuel. 

2,U14.S»2;{  :   Sept.   17. 
Benedict.   Wayne    L..   a8^1gnor  to  Tnlversal   Oil   Products 

Company.     Chicago,     III.       Treatment     of     motor     fuel. 

2.014.924;    Sept.    17. 
Beregow.  .Mex,  Norwalk,  Conn.     FUhlng  device.    2.01--,61«; 

Sept.   17. 
Bergmann.   Ernst   R,.  anslgnor  to  (toodman    Manufacturing 
CompaDv,    Chicago,    IIL      Shaker    cmiveyor.      2.014,010; 

Sept.    17.  ....       , 

Beringer,  Christian  A..  Berlin,  (lermany.  Sail  rig  for 
water  craft.     2.0l.''),000  ;  Sept.  17. 

Bernath.  Bertrand,  Washington,  D.  C.  Balance  for  musi- 
cal Instruments.     2.0ir),0_'!»  :  Sept.  17. 

Bernlng,  Otto  &  Co.      (See  Kllfitt.   Heinz,  assignor.) 

BeruKtein  Samuel  S  ,  Beverlv  Hill.s.  Calif.  Spring  nup- 
|)ort  for  upholsterer!  furniture.      2.0l4.rtll  ;  Sept.   17. 

Best  Foods,  Inc.,  The.  (See  Barradas,  Matthew  G..  as- 
signor.) . 

Beudels.  Jean.  Glllv.  Belgium.  Machine  for  compressing, 
rarefying,  and  transporting  liquid  or  ga.seous  fluids. 
2.01 4.7.'. ♦>  .    .Sept.    17. 

Bevera;:e.  Harold  H.,  Klverhead,  N.  Y..  assignor  to  Radio 
Corporation  of  America.  Remote  control  system. 
2.nl4,'M*<  :   Sept.    17. 

BlertMich  Carl,  assignor  to  Steel  Builder  Company.  Inc., 
Newark.   N.  J       Construction   toy.     2,014.464;    Sept.    17 

Blerly  (;«'or;:e  M..  Columbus.  Ohio.  Laundry  starch  and 
preparing  the  same      2.014. 7t>4  ;  Sept.  17. 

Blnks  Manufacturing  Company.     (Set-  Bramsen,  Svend,  as- 

Blrdsey!^  Charles  R.,  Pasadena.  Calif.,  and  E.  H.  Taylor. 
Oak  Park,  assignors  to  Taylor  Forge  &  Pipe  Works, 
Cicero,    111.      Pipe   fitting.      2.014,795;    Sept.    17. 

Blrdseye,  Clarence,  and  B.  Hall.  (Jknicester.  Mass.,  as- 
signors to  Fro.;ted  Foods  Company,  Inc..  I»over,  Del. 
RffrigeratinK   apparatus.      2,014.550;    Sept.    It. 

Birkholz  Uichanl  <i..  assignor  to  Mid  West  Ventilating 
Works.  Milwauk  e.   Wis.      Heater      2,014.044  ;    Sept    1  < 

Blrkigt  Marc,  Bols Colombes,  France.  Aircraft  provided 
with  "a  gun.      2.0l4,K7f5 ;   Sept.   17.  k    i»  ♦^ 

Birtch.  Fred  W  .  Islington,  Mkh..  assignor  of  one  half  to 
Harry     A.     Shaw.       Thermostatic    control.       2,014.716 , 

BlshTp."  I-^lward  H.  Waverley.  near  Sydney.  New  South 
Wales  Australia.  Machine  for  the  manufacture  of  pipes 
or  the  lining  thereof  with  cementltlous  materials. 
201.5.001;    Sept.    17.  ^.      ,  ,    „, 

BUnrhard.  Forrest  S.  (See  Gorman.  M.  J.,  and  Blan- 
chard.  i 

Block  I 'avid  J-.  Chicago.  111.,  assignor  to  Mrs.  Frank 
iWcher  Bro<kvllle.  Ontario.  Canada.  Argento-chrome 
tPtramethylthlonin  and  manufacture.     2,014,519:  Sept. 

17 

lUondelle.  Raymond,  assignor  to  Society  Des  Mines  De 
Dourges.  Henln  Lietard.  P>ance.  Integral  transforma- 
tion of  coke  oven  gas  or  to^n  gas  Into  ammonia  and 
methyl  alcohol.     2,014.757  ;  Sept.  17. 

Blumenthal.    Maurice,    and    L.    Casper.    New    lork     >•    i 
System    for    the    dls|)osal    of    garbage    and     the    like. 
2,014, 79fi  ;    Sept.    17.  .        „.,       .         j  _, 

Blundell,  Alfred.  Coventry,  England.  Silencing  device, 
2  014  .S6S  :    Sept.   17. 

Bone  Herbert  L..  Pittsburgh,  end  H.  C.  Clausen,  assignors 
to  The  Union  Swlf.h  &  >ilgnal  Company,  Swlssvale.  Pa. 
Railway    braking   apparatus.      2.014.551;    Sept     li. 

Borton  Clement  A  .  Llanerch.  Pa.,  assignor  to  The  Auto 
car  Company,  Ardmore,  Pa.  Producing  a  cam  follower. 
2.014.012;    Sept.    17  _  ^  ^ 

Bower  Roller  Bearing  Co.  (See  Zimmerman.  T„  and 
Schrieber,  asslcnors. )  ^     ,        .. 

Boyd  Percy  E  .  I>etrolt.  Mich.  Safety  device  for  punch 
presses.    '  2,014,758 ;    Sent.    17. 

Bradhurn  Curtis*  E..  ^larden  City,  assignor  of  one-fourth 
u>  Frank  G  Lowe.  Holcomb.  Kans.  Temperature  reg- 
ulating: system.      2.014.5.'i2  ;    Sept.    17^  o  aw  oo- . 

Bradley.  Frank  C,  New  Haven,  Conn.  Skylight.  2.014  92.. : 
Sept.  17. 

B-amsen  Svend.  as.signor  to  Blnks  Manufacturing  Com- 
pany, Chicago.  HI.  Spray  fume  exhaust  system. 
2,Ol'4.9rt2  :    Sept.    17. 

Brandel,  Simon.  Conshohocken.  Pa.   Mop  clamp.    2,014.490  ; 

Sept.  17. 
Breegle    Daniel   A.,   Hunkers.  Pa.     Projectile  for  firearms. 

2  014.367;  Sept.   17.  ^     , 

Brenkert     Karl,    assignor   to   The   Brenkert    Light    Prolec- 

tion   Company.    r>etrolt,   Mich.      I>U8t   and  beat   shielded 

projector       2;oi4,S77:    Sent.    17.  ,„       „       w  _ 

Brenkert  Light  Projection  Company.  The.     (See  Brenkert, 

Br-nna'n"  Da*^ler  A.,  Chicago,  lU.  Fastener.  2.014,878; 
Sept.  17. 


Brlckell,  Harry  S.,  Jr..  Pittsburgh,  Pa^aialgnor  to  Haiel- 
Atlas  Glass  Company,  NN  heeling,  W.  Va.  Method  of 
and  apparatus  for  stenciling  glasa  or  other  ceramic  con- 
tainers   having    curved    surfaces.      2,014..'n2 ;    Sept.    17. 

Brlckell.  Harrv  S..  .Ir  ,  Pittsburgh,  Pa.  assignor  to  Ha«el- 
Atlah.  (JUi-s  Company,  Wheeling,  W.  Va.  Mechanism  for 
stenciling  gla.-s  or  other  ceramic  containers  having 
curved    surlaces       2.014. H7.S  ;    Sept.    17. 

Brill.  John  L.  assignor  to  E.  I.  du  Pont  de  Nemours  * 
Company.  Wilmington.  Del.  Ammonia  recovery. 
2.0l4..n"4  :    Sept.   17. 

Broilersen,   Karl,      i  S.  e  Marx,  K..  Brodersen.  and  Quaed 
vlleg  I 

Brooks,  Harry  H..  asalgnor  to  American  Optical  Company. 

S<,uthbrldge.  Ma.'-s.     Diagnostic  instrument.     2,014,879; 

Sept.   17. 
Brown.    Charles  W.,    San    Diego,   Calif.      Flushing   derlce. 

2.015,(Kta  ;   Sept.    17. 
Browne,    Montague    P.,    asalgnor    to    Mechanical    Devices 

Cor|>oratlon    of    America.    Buffalo.    N.    V        Sliding    seat 

mounting  for  vehicles.      2.014.553;   Sept.   17. 
Brunlng.  (Carles,  I'ompany    Inc.      (See  Murck,    Knud,  as- 

Brunsw^ck,  Fredrick  !>..  Oswego,  N.  Y.     Locker.     2.014.491 ; 

Sept.    17. 
Buckingham.  William   D..  and  J.  Z    Millar.  Southampton. 

assignor    to    The    Western    Union    Telegraph    Companr, 

New  York,  N.  Y.     Oven  heat  cycle  regulator.     2,014,926; 

Sept.    17. 
Buffalo   Forge  Company.      (See  Cheyney,  Charles  C.   aa- 

slgnor. »  .     ,,    T    T 

Bulldog  Electric  Products  Company.     (See  Frank,  II.  J.  U, 

and  Ilarper,  assignors.)  ^.     * 

Bulthuls.    William,    Chicago,    111.      Shower    bath    cabinet. 

2,014. .".54;    Sent.    17. 
Bundy  Tubing  Company.      (See  Quarnstrom.  Bert  L.,   as- 

Bunfge.  Kenneth  M.,  assignor  of  two  thirds  to  L.  Valerio, 
Cincinnati,  Ohio.  Beer  faucet  and  tap.  2,014,492; 
Sept.   17.  ^     ^, 

Burdlck.  Charles  L..  assignor  to  K.  I.  du  Pont  de  Nemours 
&  Company,  Wllmlnuton.  Del.  FloUtion  process. 
2.014.717;  Sept.  17.  ^  ^^     ,       „ 

Burgess  Battery  Company.  (See  Burgeas,  Charles  F.,  as- 
signor.) _. 

Burgess,  Charles  F,  Bokeella,  Fla.,  assignor  to  Burgess 
Battery  Company,  Frceport,  111.  Battery.  2,014,832; 
Sept.    i7.  _. 

Burkel  Mathew  J.,  .\urora.  III.  Piston  expander. 
2,014,«4.'i  ;    Sept.    17.  ^       ^,„_^ 

Burns-OBrlen  Disc  Brake  Corporation.  (See  O'Brien.  M. 
D..  and  Burns,  assignors.) 

Burns.  John  W       (See  O'Brien.  M.  D..  and  Burna.) 

Burns,  RoUrt  H  .  West  Orange.  N,  J.,  assignor  to  Radio 
Corporation  of  .Vmerlca.  Coil  winding  machine. 
2.014.8.^'?;  Sept.   17.  „       _.._.    ^^      , 

Burt  Machine  Company  Incorporated.  (See  Wild,  Charles 
I  {     AssiKnor. ) 

Busy  liee  Hosiery  Company,  (See  Coller.  William  H.,  Jr.. 
assignor.)  ^,    „  .  ^     r^ 

Cain.  Bernard  M.,  Ballston  I^ke.  N.  Y.,  asalgnor  to  Gen- 
eral Electric  Company.  Eaectromagnet  structure. 
2.014,880;  Sept.  17.  ^„       ^^     ^ 

Carey  Philip  Manufacturing  Company.  The.  (See  Fischer, 
Albert   C,   asslirnor.) 

Carlngton.  Charles  M..  Kingston  Hill,  assignor  to  K.  L.  O. 
Sparking  Plugs  Umlted.  London.  England.  Wrench. 
2.014.718;  Sept.  17.  ,,  „    ,       » 

Carlson.  Frederick  O.,  Shclburne  Falls.  Mass.  Ruler  tape. 
2.014.375;   Sept.  17  ...... 

Carlstrom.  Knut  S.,  Watertown,  Mass.      Self-closing  valve 
for  collapsible  tubes,  bottles,  and  the  like.     2,014.881 ;    , 
Sept.    17. 

Carr    James  I.      (See  Dahlen.  M.  A  .  and  Carr.) 

Carr  Moses  F..  Lincoln,  assignor  to  rnlte<l-Carr  Fastener 
Corporation.  Cambridge.  Mass.  Separable  snap  fastener 
»o<>ket  and  Installation   thereof.     2.015.049;   Sept.    17. 

Carter.  Finmett  F..  Flushing.  N.  Y.,  and  H  F  Schwart. 
Muskegon  Miih  .  assignors  to  I'nlte<l  Resi-arrh  Corpora- 
tion, I>ong  Island  City.  N.  Y.  Volume  control  for  radio 
circuits       2.014.422:    Sept.    17 

Carter.  Kmmett  P..  Emporium.  Pa.,  assignor  to  Hygrade 
Sylvanla  Corporation.  Salem.  Mass.  Wave  transmission 
system.     2,014,520;  Sept.  17. 

Carv.  Samuel  S..  Jennings,  La.  Drafting  Instrument. 
2.014,719;   Sept.  17. 

Case,  J    I.,  Company.      (See  Huddle.  Edwin  F..  assignor.) 

Casper,  I>r.uis       (  S«^  Blumenthal.  M.,  and  Casper) 

Casper.  William  L..  Summit,  N.  J  ,  assignor  to  Bell  Tele- 
phone I-aboratorles.  Incorporated.  New  York.  N.  Y, 
Wave  transmission  network.     2,014.521;  Sept.   17. 

Catland    Alfred  C.      (See  Howard.  J    H..  and  Catland.> 

Celander.  Philip  A.  (See  Williams.  W.  W..  Celander.  and 
Nesmlth.) 

Celanese  Corporation  of  America.  (See  Klnsella,  E.. 
Pratt,   and   Kelsall.   assignors.) 

Centra  llandels-  k  Industrie  A.-Q.  (See  Schmaljohann, 
Paul,  assignor.) 

Ceverha,  John  J..  Chicago.  111.  Apparatus  for  raislnc 
fluids.     2.014  613;  Sept.  17. 

mifldwlck,  I>e  S..  Shaker  Heights,  and  M.  Resek.  Cleveland 
Heights,  assignors  to  Perfection  Stove  Company.  Cleve- 
land Ohio.  Combustion  outfit  for  refrigeration  appn- 
ratus.     2.014.465;  Sept.  17.  .  • 
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Champ,   Harry   R.      (See  Clampltt.  Elmer,   assignor.) 
Chase  Companies,   Incorporated,  The.      (See  Relchenbach, 

Howard  F.,  assignor.) 
Cheklan.  Frank  A.,  Modesto,  assignor  of  one-half  to  Con- 
solldatetl  Packing  Company,  San  Francisco,  Calif.     Pack- 
age forming  and  sealing  machine.     2.014.555  ;  Sept.  17. 
Cherry-Burrell  Corporation.     (See  Neely,  Raymond  J.,  as- 
signor.) 
Chewning.  James  W.,  and  W.  C.  Dickerman   Jr.,  assignors 
to  The  Pure  Oil  Company,  Chicago,  III.     Method  and  ap- 
paratus for  treating  add  sludge.     2.014. .556  ;  Sept.  17. 
Chevney.  Charles  C.  assignor  to  Buffalo   Forge  Company, 
Buffalo.     N.     Y.       Base     for     stationary     machinery. 
2,014.466  ;   Sept.   17. 
Cheynev,  Charles  C,  assignor  to  Buffalo  Forge  Company, 
Buffalo.       N,       Y.         Cushioning      supporting      means. 
2.014.467;  Sept.  17. 
Chicago-Cleveland  Car  Roofing  Co.     (See  Markel,  Lawrence 

L.,  asslkrnor.) 
Chicago  Mill  and  Lumber  Company.     (See  Whiton,  Arthur 

L.,  assignor.) 
Chicago  Pneumatic  Tool  Company,     (See  Stevens,  Edward 

W..   assignor.) 
Chicago   Telephone   Supply   Company.      (See   Schellenger, 

Newton  C,  assignor.) 
Christian,  Herman  B  .  Oakland,  and  H.  E.  Kennedy.  Berke- 
ley,   Calif.,    said    Christian    assignor    to    said    Kennedy. 
Applying  a  preservative  to  eggs,     2,014,646;  Sept.  17. 
Christiansen,  Walter  G.,  Bloomfleld,  N.  J.,  E.  Moness,  Far 
UtMkaway,  N.   Y.,  and  8.  E.  Harris,  Brooklyn,  assignors 
to  E.  R.  Squibb  &  Sons,  New  York,  N.  Y.     Devitalization 
of  pathogenic  micro-organisms.     2,015.720;   Sept.    17. 
Church,    Walter    L..    Houston,    Tex.      Drilling    apparatus. 

2,014.927 -Sept.  17.  ' 

Cincinnati   Time    Recorder    Company,    The.      (See   Kautc, 

Delton  R..  assignor.) 
Citisens   National  Trust  and   Savings  Bank  of  Riverside, 

administrator  et  al.     (See  Rlggs,  Fred  W..  assignor.) 
Clampltt.   Elmer,  assignor  of  one-third  to  H.   R.    Champ. 
Indianapolis,   Ind.     Airplane   mail   pickup.      2,014.557 ; 
Sept.  ITT 
Clark.  George  C.     (See  Kurlan.  Sidney,  assignor.) 
Clark,  Lancaster  P.,  Jr.,  Fairfield,  Conn.     Mectrlcal  plug 

device-    2.014.423;  Sept.  17. 
Clausen.  Harold  C.     (See  Bone.  H.  L..  and  Clausen.) 
Clay,  Ollle  C,  Oklahoma  CMty,  Okla.     High  pressure  valve. 

2,014.759;   Sept.   17. 
Clayton.  Lewis  J.,  assignor  to  Tlie  Viceroy  Manufacturing 
cTompany.  Limited,  Toronto,  Ontario.  Canada.     Machine 
for     continuous     molding    of     hollow     rubber     articles. 
2,014.468;    Sept.    17. 
Climax.  Jones  A  Qulnn  Company.      (See  Phillips,  Harold 

P.,   assignor.) 
Coast   Insulating  Company.      (See  Smith,  Herbert  C.  as- 
signor. ) 
Co<ler.  Joseph.  Marseilles.  France,     .\utomatic  coupling  de- 
vice for  vehicles.     2.014,963;  Sept.  17. 
Coffey.  James  R..  and   H.   .\dams,  assignors  to  Louisville 
Drying      Machinery      Co.,      Loulsyllle.      Ky.        Screen. 
2,014,834  ;    Sept.    17. 
Coffey.    John    B.,  Boston.  Mass..  assignor  to  United  Shoe 
Machinery   C\)rporatlon.   Paterson,   N.   J.      Folding   ma- 
chine.     2  014,469;   Sept.   17. 
Coller,  William  H.,  Jr..  assignor  to  Busy  Bee  Hosiery  Com- 
pany, Incorporated,  Reading,  Pa.     Stocking.     2,015,002; 
Sept.    17. 
Collier.    James,    assignor   to    S.    C.    Johnson    k   Son,    Inc., 

Racine.  Wis.     Brush.     2.016.030;  Sept.  17. 
Commercial  Products  Company.     (See  Cowan.  Nathan,  as- 
signor.) J, 
Conklln.     James     W.,     Rocky     Point,     and    J.     L.     Finch, 
Patchogue,    N.    Y.,    assignors    to    Radio    Corporation    of 
America,     F'requency  control  system.     2,014,424  ;  Sept. 
17. 
Connor.  John  H.,  Newton,  and  M.  M.  Merrltt.  Middleton, 
Mass.,     assignors    to    The    Tannine    Process    Companv, 
Boston.  Mass.     Machine  and  method  for  use  li,  jtretch- 
Ing  and  softening  leather.     2.014.470;  Sept.  17. 
Consfdldated  Packing  Company.      (See  Cheklan,  Frank  A., 

assignor.)  ,        ^ 

Cook,  Charles  \..  assignor  to  Fuller  Manufacturing  Com- 
pany,    Kalamazoo.     Mich.       Transmission.       2.014.835; 
Sept.  17. 
Coupland.  Richard  C.  Norfolk,  Va.     Mount  for  machine 

guns.     2.014.376:  Sept.  17. 
Cburtaulds   Limited.      (»ee  Baguley.  N.  O..  Topham.  and 

I.rf>wls.  assignors.)  „     .  , 

Couslneau.    Ernest     V.,     Holyoke,     Mass.       Fusible    plug. 

2  014.964  ;  Sept.   17. 
Cowan.    Nathan,   assignor  to   Commercial   Products   Com- 
pany. Chicago.   111.     Portable  device  for  producing  and 
delivering     steam     and     hot     water     under     pressure. 
2,014.836;  Sept.   17. 
Cowen.  Mortimer  W..  New  Y'ork.  N.  Y.     Music  supporting 

case.     2.014,721  ;  Sept.  17.  ,  ^    ^. 

Cramer.  Stanley  S.,  Iladdon  Heights,  assignor  to  Radio 
Condenser  C'ompany,  Camden,  N.  J.  Street  sign. 
2,014,.V.8;  Sept.  17. 
Crawford,  James  M..  and  H.  H.  Hicks,  assignors  to  Gen- 
eral Motors  Corporation.  Detroit.  Mich.  Rear  bearing 
cap.     2.014,425  ;  Sept.  17. 


Oosby.  EMwIn  L.,  and  A.  E.  Hhoads,  assignors  to  Detroit 
Electric  Furnace  Company,  Detroit,  Mich.  Preparation 
of  iron  having  improved  characteristics.  2,014,559; 
Sept.   17. 

Culemever,  Johann,  Berlln-Charlottenburg,  assignor  to 
Gathaer  Waggonfabrik  Aktlengesellschaft,  Gotha,  Ger- 
many, Tipping  apparatus  for  railway  trucks  and  the 
like.     2.014. ;i69  :  Sept.  17. 

Cunning,  George  S.      (See  Salvl.  J.,  and  Cunning.) 

Cunningham,  George  L.  (See  MacMullin,  B.  B.,  and  Cun- 
ningham.) „        ^,    . 

Curtlss  Aeroplane  &  Motor  Company.  (See  Flader, 
Fredrlc,   assignor.) 

Curtls«  Aeroplane  &  Motor  Company.  (See  Osborn,  Rob- 
ert R..  assignor.)  „      ^  „    -, 

Curtl-ss  Aeroplane  &  Motor  Company.  (See  Payne,  8.  T., 
and  Weymouth,  assignors.)  „  ,    i,     w 

Curtlss  Aeroplane  &  Motor  Company.  (See  Trlmbach, 
Clem  G.,  assignor.) 

Curtlss  Aeroplane  tn  Motor  Company.  (See  Weymouth, 
F.  R..  and  Wedberg,  assignors,) 

Cutler-Hammer.  Inc.      (See   Stansbury,  Carroll,  assignor.) 

Czygan,  Carl.  Chicago,  III.  Collapsible  beach  and  lawn 
chairs.     2,014,614  ;   Sept.  17. 

Daemicke,  Frank  W.,  Chicago,  III.  Refrigerating  unit 
2,014,837  ;   Sept.  17.  ^    ,    .    „     ^ 

Dahlen,  Miles  A.,  and  J.  I.  Carr,  assignors  to  E.  I.  duPont 
de  Nemours  &.  Company,  Wilmington,  Del.  Manufac- 
ture of  azoxy-arylamlnes.     2,014,522  ;  Sept.  17. 

Daly,  Frank  A.,  trustee.     (See  Roberts,  Fred  T.,  assignor.) 

Damitz,  Frederick  M.,  Irvlngton,  N.  J.,  assignor  by  mesne 
assignments,  to  The  llarvel  Corporation.  Product  of 
cashew  nut  shell  liquid  and  resin  and  process  therefor. 
2.014,370:   Sept.   17. 

Damon,  Frank  J.,  assignor  to  Union  Hardware  Company, 
Torrlngton,  Conn.  Hack  saw  handle.  2,014,722  ;  Sept. 
17. 

Daugherty,  James  B.      (See  Nlcholls,  John  W.,  assignor.) 

Davey.  Paul  H..  Kent.  Ohio.  Motor  driven  truck  and 
apparatus  carried  thereby.     2.014.797  :   Sept.  17. 

Duvies,  Arnold.      (See  Dewsbury,  W.  G.,  and  Davles.) 

Dayton  .\cme  Mfg.  Co.,  The.  (See  Hockner.  Curt  H.. 
assignor.) 

Dean,  John,  assignor  to  John  Oster  Manufacturing  Com- 
pany, Racine,    Wis.     Hair  clipper.     2,014.882  :   Sept   17. 

I'eguentber.  Edward  J..  Milwaukee,  Wis.  Oil-treating  de- 
vice.    2,014,800  ;  Sept.  17.  ^ 

Delta-Star  Electric  Company.  (See  Polgov,  Nicholas  O., 
assignor.)  ^    „ 

Delta-Star  Electric  Company.  (See  Rah,  Joseph  C,  as- 
signor.) 

Demag  Aktlengesellschaft.     (See  Wllslng.  Paul,  assignor.) 

DeNeumenn,  Mihftlv,  Budapest,  assignor  to  EgvesUlt  IzzO- 
Iftmpa  4s  Vlllamossflgi  Reszv^nytftrsasfly.  UJpest.  Hun- 
gary.     Sealing-off    vessels    containing    gas.      2,014,471  ; 

Dennlson  Manufacturing  Company.  (See  Aim,  Alexander 
v.,  assignor.)  ^    ^     ,    . 

Dennlson  Manufacturing  Company.  (See  Flood,  Carl  A., 
assignor.)  ^    „ 

Detroit  Edison  Company,  The.  (See  Marshall,  R.  B.,  and 
Marble,  assignors.) 

Detroit  Electric  Furnace  Company.  (See  Crosby,  B.  L., 
and  Rhoads.  assignors.) 

Dewsbury.  Wilfred  G.,  London,  and  A.  Davles,  West  Nor- 
wood, London.  England.  Paint,  lithographic  varnish, 
printing  ink.  and  the  like  and  process  of  making  same. 
2.014.760:   Sept.  17.  x^     ,        .^     .        * 

Dl  Carlo.  Carlton  M..  East  Orange.  N.  J.  Device  for 
preventing  unrolling  of  rolled  sheets.  2,014.723  ;  Sept. 
17. 

Dickerman.  William  C.  Jr.  (See  Chewning,  J.  W.,  and 
Dickerman.)  ,  ^    . 

Dictaphone  Corporation.  (See  Norton,  Leland  D.,  as- 
signor.) 

Dletslus,  Hans.  (See  Peineke,  W.,  Reschke,  and  Diet- 
zius.) 

Dobmaier.  Karl.  (See  Sttisser,  R.,  Dohmaier,  and  Stroe- 
bel.) 

Do<lge.  Barnett  F.,  New  Haven,  Conn.,  assignor  to  S. 
Karpen  &  Bros.,  Chicago.  111.  Methanol  manufacture 
and  catalyst  therefor.     2.014.883;  Sept.  17. 

Dorogl,  IstVan.  assignor  to  Hungarian  Rubber  Goods  Fac- 
tory Limited.  Budapest,  Hungary.  Inflatable  rubt>er 
article  provided  with  fiber  cover  and  their  production. 
2,014,426  ;  Sept.  17. 

Duerr.  John  F..  assignor  to  M.  8.  Levy  ft  Sons,  Inc., 
Baltimore.  Md.     Hat  sweat  band.     2.015.004  ;   Sept.   17. 

Dunham.  John  R.,  Highland  Park,  asslsmor  to  John  Wal- 
dron  Corporation.  New  Brunswick.  N.  J.  Drying  stick. 
2.014.523;  Sept.  17.  ^  .  ^ 

Dunning.  Fitzgerald,  assignor  to  Hynson,  Westcott  ft  Dun- 
ning. Incorporated.  Baltimore,  Md.  Preparation  for 
protecting  against  light  of  short  wave  length.  2.015,005  ; 
Sept.  17. 

Du  Pont.  B.  I.,  de  Nemours  ft  Company.  (See  Brill,  John 
L..  assignor.) 

Du  Pont.  E.  I.,  de  Nemours  ft  Company.  (See  Burdlck, 
Charles  L..  assignor.) 

Du  Pont.  E.  I.,  de  Nemours  ft  Company.  (See  Dahlen, 
M.  A.,  and  Carr.  assignors.) 

Du  Pont.  B.  I.,  de  Nemours  ft  Company.  (See  T^rson. 
.Xlfred  T..  assignor.) 

Du  Pont.  E.  I.,  de  Nemours  ft  Company.  (See  Weiland, 
H.  J.,  and  Prahl.  assignors.) 
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Du  Pont,  E.  I.,  de  Nemours  &  Company.     (See  WoodhouM, 

John  C.,  assignor.) 
Dupont    V'lsc-olold    Company.       (See    Ixard,    Emmette    F., 

a.sgignor.) 
Durand  &  Huguenin  A.-Q.     (See  Bauer,  W.,  and   Kramer, 

a,s.signor!i. ) 
Hytuent  Company,  The.     (See  Mallen,  James  T.,  assignor.) 
Dy>art,   Birnev,  deceased,  Cincinnati,  Ohio:   E.  1'.   Dy^art. 

West    Hartford,    Conn,    executrix,    assignor   to   BNa    P. 

Iiysart.     Calculating  machine.     2,014.560;   Sept.  17. 
Dysart,    Birney,    deceast-d.    West    Hartford,    Conn.  ;    E.^  P. 

Dysart,    executrix,    astiignor    to    Eva    P.    Dysart,    West 

Hartfoni,     Conn.       Calculating      machine.      12,014,561  ; 

Sept.    17. 
Iiysart,  Eva  P.,  executrix.      (See  Dysart,  Blmey.) 
Eastman,    lu  Bois,   Beacon,  assignor  to  The  Texas  Com- 
pany,    New     York.     N.     Y.      Manufacture     of     oleflnes. 

2.014.724  ;  Sept.  17. 
Eastman     Kudak    Company.        (See    Babcock,     George    S., 

assignor.) 
Eaton.  <ieorKe  K  ,  Oak   Park,  assignor  to  Kellogg  Switch- 

loard  and  Supply  Company.  Chicago,  III.     Microphone. 

2.014,427  :  Sept.  17. 
Ebaugh.  Irvln  A.     (See  Hendrey,  W    B..  and  Ebaugh.) 
Eckroaie,    Otto    F.,    Chippewa   Township.    Beaver    County. 

assignor  to  The  Baho<Hk  k  Wilcox  Tube  Company.  West 

Mayfleld.    Pa.      Reaming    apparatus.      2.014.679;    Sept. 

f>lipse  Aviation  Corporation.  (See  Nardone.  Romeo  M., 
assignor. ) 

Edwards  and  Company,     (See  Miller.  Christian,  assignor.) 

Kyilwards,  Hert>ert  C.  assignor  to  Packard  Motor  Car 
conipnrn,  Detroit,  Mich.  Balancing  fixture.  2.014,838; 
Sept.   17 

Eilwards,  William  F.  M..  assignor  to  Filter  Tips  Lim- 
ited. London,  England.  Manufacture  of  cigarette*. 
2.014.680;    Sept     17 

Kfe8«m  Inc.      "See  Feltault,  Arthur  J.  assignor.) 

Bg7e«6It  Iizolftmpa  ^s  Villanossftgl  ResxvenytArsasAy. 
(See   deNeumann,   Mlh&ly,   assignor.) 

Ehrlich,  Jaroh.      (See  Almen.  J.  (J,  Ehrlich.  and  Gove.) 

Ehrllch.  Jaroh.  Detroit,  and  J.  O.  Almen.  Royal  Oak.  as- 
signors to  <;*'neral  Motors  Corporation.  Detroit.  Mich. 
Toroidal  rai  e  and  roller  transmission  mechanism. 
2,014,928:    Sept.    17. 

Ei><ele,  Logan,  Nashville.  Tenn.  Hypodermic  syringe 
plunger    retarding  means       2.014.493;    Sept     17, 

Ekisler.    Jean,    assignor    to    M      Pagenel.     Paris.     France. 


.Making    storage    battery    separators 
17. 
ElfCtrochemisohe    Werke   Muncben    A.   O. 


2.010.006;    Sept. 
(See   Pletxach, 


.\lt)ert,  assignor  ) 

Ellis.  Edwin  B      (See  Weed.  F  ,  and  Ellis.) 

Klsentwst.  Robert,  et  al.  (See  Wikert.  Harry  E..  as- 
signor.) 

Erirkson.   <^bl.   assignor  of  one-fourth  to  R.   W.  Good   and 

Emerson,  Alfre^l  H  ,  Finchley.  Ij^f^on.  axsicnor  to  United 
Manufacture    of   lenses   and    giVlses.      2,015,007  ;    Sept. 

'^  f. 

Emoson.  Gut  W.     (See  Steele.  W.  C.,  and  Empson.) 

Endrexze.  William  R,  Butte,  Mont.  (Ore  cla.<»8lfler. 
2.015.00S  :   Sept     17. 

Erlckson,  Obi,  assignor  of  one  fourth  to  R.  W,  Good  and 
one-fourth  to  C.  N.  Snnner.  Eagle  Grove.  Iowa.  Ani- 
mated  figure  toy.     2.01.'). 009  :   Sept     17 

Fscher  Wyas  Maschlnefabriken,  Aktiengesellschaft.  (See 
(iuYCT.  August,  assignor  > 

P>tate  Stove  Company.  The.  (See  Kahn,  Bertrand  B., 
assignor  ) 

EiJth,  John  E..  assignor  to  Unlfd  Autographic  Register 
Co.,  Chicago.  Ill  Duplicating  machine.  2.014.884; 
Sept.  17 

Evans  Case  Company.      (See   Relily.  Alfred   F  ,  assignor.) 

F  R  J.  Sales  Company.  (See  Behm,  Albert  W..  as- 
signor.) 

Fairmount  Glass  Works,  Inc.  (See  Fergnson.  John,  as- 
signor.) 

Fsirplay  Carnmela,  Inc.  (See  Sergent.  Walter  H.,  as- 
signor ) 

Fairweather,  David  A.  W.,  and  R.  F.  Thomson.  (Jrange- 
mouth.  Scotland.  .\«o  derivatives  and  their  use  In 
dyeing       2,014.428:    Sept.    17 

Falge.  Robert  N  .  And»^rson,  Ind  ,  and  C.  E.  GJodley,  Ypsl- 
lanti.  assignors,  bv  mesne  assignments,  to  General  Mo- 
tors Corporation,  Detroit.  Mich  Headlamp.  2.014,429; 
Sept.  17, 

Fan  steel  Products  Company.  (See  Haskell.  Roy  A.,  as- 
signor. ) 

Farmer,  Clyde  C  .  Pittsburgh,  assignor  to  The  Westing 
house  Air  B.ake  Company,  Wllmerding.  Pa.  Electro- 
pneumatic  hrakp.     2  OHMS.")  :  .'^ept.  17. 

Farmer,  Hyde  C  .  Pittsburgh,  assignor  to  The  Westlng- 
hoas*  Air  Brake  Company.  Wilmerdlng.  Pa,  Force  feed 
lubricator.     2.014.886;  Sept.  17. 

Fanner,  Clyde  C,  Pltti^burgh.  assignor  to  The  Westing 
house  Air  Brake  Company.  Wilmerdlng.  Pa.  Lubricat- 
ing device.     2.014.887:  Sept.   17. 

Faust,  Otto.  Rorschach.  Switzerland,  a.sslgnor  of  one-half 
to    Zellstofffabrlk    Waldhof.    Mannheim    Waldhof.    Ger 
many.         Manufacture     of     .solutions      from      cellulose. 
2,014,761  ;  Sept.  17 

Fedders  Manufacturing  Company.  (See  Smith.  Lawrence 
C,  assignor.) 

Feldmtthle  A.  O.  V'ormals  Loeb.  Schoenfeld  k  Co.. 
Rohrschach,      (See  Grauer.  Theodor.  assignor.) 


Felins  Tying  Machine  Co.  (See  SueUlow,  A.  O.,  and  Wol- 
ford.  a.Hslgnors, ) 

Fellner,  Therese.  Ix)S  Angeles.  Calif.  Brassiere.  2,014.839  ; 
Sept.  17. 

Feltault.  Arthur  J.,  Bloomfleld.  N.  J.,  assignor  to  Efesem 
Inc.,  New  York,  N.  Y.  Refrigerator  drawer.  2.014.647: 
Sept.  17. 

Fergus,  William  W,.  West  Newton,  Pa.  Antiaircraft  gun. 
2,014.762  ;  Sept.  17. 

Ferguson.  John,  assignor  to  Fairmount  Glass  Works,  Inc.. 
Indianapolis,  Ind.  Controlling  current  flow  In  an  electric 
furnace  and  electrode  apparatus  therefor.  2,014,616: 
Sept.  17, 

Fess.  William.  Brooklyn.  N.  T.  Toilet  set.  2,014,616; 
Sept.  17. 

Flberlold  Corporation.  The.  (See  Webber.  Charles  8..  as- 
signor.) 

Field,  Henry  P.  Berwick.  Pa.,  assignor  to  American  Car 
and  Foundry  Company.  New  York.  N.  T.  Mine  car. 
•J,<tl4.72.'5  ;  Sept.  17. 

Fleschi,  Jean  M       (See  Labovltch.  R.  and  Fleschl. ) 

Filter  Tips  Limitee.  (See  Edwanla.  William  F.  M,,  as- 
signor.) 

Flncannon,  B.  D,     (See  McNair.  Chafles  W..  assignor.) 

nnrh,  James  I,..      (See  Conklin.  J.   W..  and   Finch.) 

Flnley.  Charles  M..  assignor  of  one-half  to  R.  T.  Quick.  Jr., 
Sloiix  City.  Iowa       Rotary  engine.      2,01 5.027  :   Sept.   17. 

Fischel,  Fxluard,  BerlinCharlottenburg,  assignor  to  Sie- 
mens-Apr>arate  nnd  Masrhlnrn  G  m  h,  H  ,  Berlin,  Ger- 
many      Rek'ulating   d«'vl(>e       2,014.f>«5:    Sept     17 

Fischer.  .Albert  (' ,  Chicago  III  assl^'nor  to  The  Philip 
<'areT       Manufarfurlnt:       Company.  Marking       strip. 

2,015,031  ;  Sept    17 

Fischer.  Paul  E.,  Weehawken.  N.  J.,  assignor  to  the  firm 
Fr,  Ilesser,  Masrhinenfal>r1k  AktlengeseM«chaft.  Bad 
Cannstatt,  Germany.  Measuring  and  fllllng  device. 
2  0l4.«17:  Sept.   17 

Fish,  Gllt>ert  D..  Pelham.  N,  T..  assignor  to  Frank  S.  Lyon. 
Minneapolis.  Minn.  Overhead  railway  for  8U«pen<led 
cars.     2.014,430;  Sept.  17 

nsher.    Hoy  F,  et  al.      (See  Flint.   Floyd   F..   assignor.) 

Fifigerald.  James  J.,  New  York,  N,  Y.  Flying  machine. 
2  014.377  ;  Sept.  17, 

Flumefreddo.  John.   Chicago.    HI.      Scouring  pad  handle. 
2.014,404  :  Sept.  17 

Flader,  F>«»deric.  Buffalo.  N.  Y..  assltmor.  by  meiine  as- 
signments to  Curtl-s  AeroDlanp  k  Motor  Company.  Inc. 
Rib  construction      2,014.801  :   Sept     17. 

nint.  Floyd  F..  Detroit  Mich  .  assignor  of  one  half  to 
R.  P.  Fisher,  Detroit.  Mich.,  and  one  half  to  Van  Sickler 
Corporation.     Fuel  feedlne  device      2  014  968:   Sept.   17. 

Flood,  Carl  A..  H«sl?nor  to  D»>nnlson  Manufacturing  Com- 
oany         Framin^bam.        Mass.  Transferring        pins. 

2,014  726:  Sept    17 

Flood.  Carl  A  .  assignor  to  Dennlson  Manufacturine  Com- 
pany. Framlngham.  Ma.ss.  Ticket  remarker  2.014.727: 
Sept.  17. 

Foetnn,  Georce  N..  Pleasantvllle.  Pa.  Oil  well  pump. 
2.014  .%62  :  Sept.  17. 

Food  Machinery  Corporation.  (See  Myers.  Thomas  O..  as- 
signor,) 

Forney.  James  D  .  Fort  Collins.  Colo.  Electric  sold-rlng 
tool.      2.014,728;   Sopt    17 

Forshey   Elmore  A  .  nssienor  to  American  Optical  CnmpanT. 
Southbrldge.  Mass      Diagnostic  Instrument      2.014,888  U. 
Sept,  17  ^ 

Forsythe.  John  C  .  et  al.      (See  Gulke.  Otto  A     assignor.) 

F"oster,  Wadp  H  Bad  Axe  Mich.  Sewage  filtering  appa- 
rnfus.     2  014.431  :  Sept.  17. 

Frank.  Harrison  J  I^.  Detroit,  Mich.  Collector  contact 
for  cl*^trlcal  distribution  system      2  014.920  :  Sept.  17, 

Frank  Harrison  J  I,,  and  W  A,  Hart>er.  assignors  to 
Bulldog  Electric  Products  Company,  Detroit  Mich  Trol- 
ley duct      2.fi14.729:  He-pt.  17 

Prsni.  Krwin  K,  Crsnford,  N.  J  .  asslrnor  to  Western 
Electric  Tomnanv  Inciirnorate<1,  New  York  N  Y  Ar- 
ticle     2  014  .%24  :  Sent    17 

Fre«»man.    Horace.    Montri-al     Ouel>e<',    Canada,   assignor   to 
Nichols  BnHneering  A  Research  Corporation  of  Canada 
TJmltcd       Iron  oxide       2  01.'i0.'i3:   Sept.   17 

French.  Jobn  W..  Beverly,  Mass,  assignor  to  T'nifed 
Shoe  Machinery  Corporation,  Paterson  N  J  Applica- 
tion of  solvent  In  preparing  outersoles.  2.014.472: 
Sept    17, 

Fr       Hcsscr,      Maschinenfabrlk-Aktlengesellschaft.         (See 

Fischer.  Paul  E..  nsslcnor.) 
»='riHnd,  I>>o.      (See  RoUnIck,  G..  and  Friend.  1 
Frost.    George    8.,    Baldwin.    N.    Y.      Package.      2.014.648; 

Sept.   17 
Frostwl    Foods    Company.       (See    Birdseye,    C,    and    Hall. 

assignors. ) 

Frye,  Edward  J.,  et  al.      (See  Behm.  Albert  W.,  asslirnor.) 
Fuller,    Arthur    D      New    Hochelle     assignor    to    National 
Adheslves    Corporation.     New    York,     N.     Y        Manufac- 
ture  of   reflne<1    saeo   starch        2,*)14  7ft8;    Sept.    17 
Fuller,    Arthur    D.    New    Rochelle,    assignor    fo    National 
.\dheslve«    Corporation.    New    York,    N.    V.       Dextrinlza- 
tlon    of   gelatinized   starch.      2.014,790:    Sept.    17 
Fuller  Manufacturing  Company.      (See  Cook.   Charles   A., 

assignor  ) 
Funcke.  Max.      (.<»ee  Wells.  W.  B..  and  Funcke  i 
Ful  Vuc    Sales    Company.    The.      (See    Pappert,    Emanuel, 
assignor.) 
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Gardiner,  John  B.  W..  New  York,  and  R.  L.  Mann,  as- 
signors to  Alan  N.  Mann,  Scarsdale.  N,  Y..  trustee.  Pipe 
coating  apparatus.     2,014,378  :   Sept.   17. 

Oebhard.  Loula  A.,  and  C.  F.  Rudoliih.  Washington,  D.  C, 
assignors  to  Wired  Radio,  Inc.,  New  York,  N.  Y.  Elec- 
trical condenser.     2,014,930;  Sept.  17. 

Gelger,  Eugenie  F.,  and  J.  Geiger.  Milwaukee,  Wis.  Safety- 
ventllatfng    and    bombproof    system.      2,014,840 ;    Sept. 

(Jelger,  Josef.     (See  Gelger,  K.  P.,  and  J.) 

General  Aniline  Works,  Inc.  (See  Honold,  E.,  and  Wolff, 
assignors. ) 

General  Aniline  Works.  Inc.  (See  StOsser.  R.,  Dobmaler, 
and  8troet)el,  assignors.) 

General  Aniline  Works,  Inc.  (See  Thomas.  H.,  Modersohn, 
Muller.  and  Muth,  assignors.) 

General  Aniline  Works,  Inc.  (See  Zerweck,  W..  and 
Schllti,  assignors.) 

General  Bronxe  Corporation.  (See  Pereml,  E.,  and  Klsh, 
assignors.) 

General  Electric  Company.  (See  Arey.  Ralph  0..  as- 
•iffnor. ) 

General  Electric  Company.  (See  Cain,  Bernard  M.,  as- 
signor. ) 

General  Electric  Company.  (See  KJolseth  Ole  K.,  as- 
signor.) 

General  Electric  Company.  (See  Lacey,  Harry  A.,  as- 
signor, ) 

General  Electric  Company.  (See  Marcellus,  Frederick  8., 
assignor.) 

General  Electric  Company.  (See  Neher,  John  H.,  as- 
signor. ) 

General  Electric  Company.  (See  Prince,  David  C,  as- 
signor.) 

General  Electric  Company.  (See  Scbllnsman,  P.  P..  and 
Kienle.  assignors.) 

General  Electric  Company.  (See  Taylor,  George  F.,  as- 
signor. ) 

General  Electric  Company.  (See  Teare.  B.  R.,  Jr.,  and 
Whiting,  assignors) 

General  Electric  Company.  (See  Treltel,  Helnrlch,  as- 
signor-. ) 

General  Electric  Company.  (See  Westendorp,  Wlllem  P., 
assignor.) 

General  Motors  Corporation.  (See  Almen,  John  0.,  as- 
signor.) 

General  Motors  Corporation.  (See  Almen,  J.  C,  Ehrlich, 
and  Gove,  assignors.) 

General  Motors  Corporation.  (See  Crawford,  J.  M.,  and 
Hicks,  assignors.) 

Oneral  Motors  Corporation.  (See  Ehrllch.  J.,  and  AIiii«Q, 
assignors.) 

General  Motors  Corporation.  (See  Falge.  R.  N..  and  God- 
ley,  assignors.) 

General  Motors  Corporation.  (See  Hallett.  George  B.  A., 
assignor. ) 

General  Motors  Corporation.  (See  Leach,  Albert  E.,  as- 
signor.) 

General  Motors  Corporation.  (See  Lee,  Charles  L.,  as- 
signor.) 

General  Motors  Corporation.  (See  Martlnuxil.  Plo  F.,  as- 
signor.) 

General  Motors  ConMration.  (See  Schwarxe,  Herman, 
assignor  ) 

Genovar,  William  P,,  Jr..  Poughkeepsie.  N.  T.  Cooking 
utensil,     2.014.931  :  Sept.  17. 

Gerhold.    Guldo,    Vienna.     Austria.      Auxiliary     keyboard. 

2.014.432  :  Sept.  17, 

Ollles.  Gustave  A.     (See  Plxaa.  T..  and  Giles.) 

Gillette.  I^'slle  S..  Rve.  assignor  to  U.  S.  Industrial  Alcohol 
Co..  New  York.  N  \.  Holder  for  advertising  material. 
2.015.028  ;  Sept.  17. 

Gillette  Safety  Raxor  Company.  (See  Muros.  Joseph,  as- 
signor. ) 

Glnn.  George  E,,  Des  Moines.  Iowa.  Manufacturing 
strands   for  weaving   purposes.      2.014.649;    Sept.   17. 

Globe  Oil  Tools  Company.  (See  Howard.  J.  H.,  and  Cat- 
land,  assignors.) 

Godley.  Charles  E      (See  Falge.  R,  N,.  and  Oodley.) 

Goldhammer,  I.eo,  Munich.  Bavaria,  and  F.  Sochor, 
Vienna.  Austria,  assignors  to  Agfa  Ansco  Corporation. 
Blnghamton,  N.  Y.  Sound  recording.  2,014,495; 
Sept,  17. 

Goldschmldt,  Stefan.  Karlsruhe,  and  R  Mayrhofer.  Lever- 
kusen.  Germany.  Producing  condensation  products  of 
formaldehyde  and  urea  with  the  conjoint  use  of  the  con- 
densation products  derived  from  glycerine  and  phthallc 
anhydride.     2.014,889  ;  Sept.   17. 

Goldstein.  Richard  F.,  Preatwlch,  England,  assignor  to 
Imperial      Chemical     Industries      Limited.       Aao     dye. 

2.014.433  ;  Sept.   17. 

Goldstein,  Richard  F  .  Sedgley  Park.  Prestwlch,  and  F.  E 
Mllsom.    Huddersfleld.    England,    assignors    to    Imperial 
Chemical  Industries  Limited.     Aao  dye  and  its  produc- 
tion.    2.014.434  ;  Sept.  17. 

Goo<l.  John  N..  assignor  to  The  Westlnghouse  Air  Brake 
Company.  Wilmerdlng,  Pa.  Triple  valve  device. 
2.014.890  ;  Sept.  17. 

Good    Russell  W.,  et  al.     (See  Erlckson,  Obi.  assignor.) 

Goodman  Manufacturing  Company.  (See  Bergmann,  Ernst 
R.,  assignor.) 

Goodrum.  Charles  L..  assignor  to  Bell  Telephone  labo- 
ratories. Incorporated.  New  Y'ork,  N.  Y.  Telephone 
apparatus.     2,014,625  ;  Sept.  17. 


Gorman.  Henry  B.,  Lynchburg.  Va..  asjsignor  to  United 
Shoe  Machinery  Cori>oration,  Paterson.  N.  J.  Manufac- 
ture of  shoes.     2,014.891  ;  Sept.  17 

Gorman.  Meyer  J.,  Boston,  and  F.  S.  Blanchard,  Stonehnm, 
assignors  to  Ideal  Can  Company.  Everett.  Mass.  Safety 
can.     2.014.730;  Sept.  17. 

Gosa  Printing  Press  Company,  The.  (See  Harlesa,  C.  A,, 
and  Tuttle.  assignors.) 

Gossard,  H.  W..  Company,  The.  (See  Wipperman,  Hilde- 
gard,  assignor. ) 

Gothaer  Waggonfabrlk  Aktiengesellschaft.  (See  Cule- 
meyer,  Johann,  assignor.) 

Gove,  Wlnfleld  D.     (See  Almen,  J.  O..  Ehrllch,  and  Gove.) 

Grace.  Charles  J..  lX)ndon,  England.  Carburetor. 
2.014,763  ;  Sept.  17. 

Graham,  Harry  C,  Coraopolls  Heights,  and  W.  B.  Pelrce, 
Edgeworth.  Pa.,  assignors  to  Pittsburgh  Screw  and  Bolt 
Corporation.  Reenforcement  of  timber.  2.014.892; 
Sept.   17. 

Giam.  Thomas,  London,  assignor  to  Techmo-Chemical 
Laboratories,  Llmite<l,  London.  England.  Drying  peat 
and   other   materials.      2.014,764  ;    Sept.    17. 

Grand  Rapids  Brass  Company.  (See  Roeddlng,  Gordon  E., 
as.slgnor.) 

Grauer,  Theodor  Horn,  a.ssignor  to  the  firm  FeldmUble 
A.  G.  vormals  Loeb,  Schoenfeld  k  Co..  Rorschach.  Swit- 
zerland.    Receiver  for  materials,  such  as  artificial  silk. 

2.014.681  ;  Sept.  17. 

Greene,  Gordon  Z..  Pasadena,  Calif.     Orifice  meter  fitting. 

2.014.682  ;  Sept.  17. 

Gronauer,  Max  H..  Memphis,  Tenn.  Lapel  fastener. 
2.015,032  ;  Sept.  17. 

Guernsey,  Charles  O.,  Yeadon,  Pa.  Cushion  wheel. 
2.014.731  ;  Sept.  17. 

Gulke.  Otto  A..  Palo  Alto,  assignor  of  one-half  to  J.  C. 
Forsythe  and  D.  Simpson,  Burllngame,  Calif.  Trousers. 
2.014.802;  Sept.  17. 

GUnther,  Rudolf  G..  assignor  to  David  Rlchter  Aktienge- 
sellschaft, Chemnitz.  Germany.  Manufacture  of  stock- 
ings.    2,015.010;  Sent.  17. 

Guttmann.  Joseph,  G.,  St.  Paul,  Minn.  Tarn  signaL 
2,014,478  ;  Sept.  17. 

Guyer,  August,  assignor  to  the  firm  Escher  Wyss  Mas- 
chlnenfabriken,  Aktiengesellschaft.  Zurich,  Switzerland. 
Refrigerant  for  refrigerating  processes  in  which  the  re- 
frigerant has  to  he  compressed.    2.014.496  ;  Sept.  17. 

Haddock,  Norman  H.,  anci  F.  Lodge.  Blackley.  Manchester, 
England,  assignors  to  Imperial  Chemical  Industries 
Llmlte<l.  Anthra(iulnone  dyestuffs  and  preparing  them. 
2,015.011  :  Sept,  17. 

Haines,  Raymon  R.,  Dallas,  Tex.  Pressure  regulator  and 
equalizer   for  vehicle  tires.      2.014.618;   Sept.   17. 

HAkanson,  Harald.  Vastefas.  Sweden.  Heating  arrange- 
ment for  automobile  motors.     2.014.803  ;  Sept.  17. 

Hall,  Blcknell.      (See  Birdseye.  C.  and   Hall.) 

Hallett.  George  E.  A.,  as.-lffnor.  by  mesne  assignments,  to 
General  Motors  Corporation^ Detroit,  Mich.  Roots  blow- 
er.    2,014,932;  Sept.  17. 

Halliburton.  Erie  P.,  I^os  Arjeles.  Calif.,  assignor  to  Halli- 
burton Oil  Well  Cementing  I'ompany.  Duncan.  Okla. 
Plugging  back   or  bridging  wells.     2.014,663;    Sept     17. 

Halliburton  Oil  Well  Cementing  Company.  (See  Hallibur- 
ton. Erie  P.,  a8.>*lgnor. ) 

Hamilton  Laboratories,  Incorporated,  The.  (See  Weed, 
Lyie  A.,  assignor.) 

Hansen,  Clarence  W.,  Port  Jefferson.  N.  T..  a.'^signor  to 
Radio  Corporation  of  America.  Radio  beacon  system. 
2.014.732;  Sept.  17. 

Hansen.  Clarence  W..  Port  Jefferson,  N.  T.,  assignor  to 
Radio  Corporation  of  America.  Vacuum  tube  system. 
2,014,733;  Sept.  17. 

Harless,  Charles  A.,  and  F.  G.  Tuttle.  Oak  Park,  assignors 
to  The  Goss  Printing  Pre.-iS  Company,  Chicago,  III. 
Folding  machine.     2,014.933  ;  Sept.  17. 

Harlow,  Jesse  H.,  Chicago,  III.  Stereoscope.  2,014,527  ; 
Sept.  17. 

Harnsberger,  Audlev  E.,  assignor  to  The  Pure  Oil  Com- 
pany. Chicago,  ■  111.  Composite  tube.  2,014,564 ; 
Sept.  17. 

Harper.  William  A.      (See  Frank,  H.  J.  L.,  and  Harper.) 

Harrington,  E.  A.,  Trustee.  (See  Thomas,  Victor  W.,  as- 
signor.) 

Harris,  Sidney  E.  (See  Chtistlansen,  W.  G.,  Moness,  and 
Harris.) 

Harrison,  Isaac,  Crosswlcks,  N.  J.  Sanding  cranberry 
bogs.     2,015.012  :  Sept.  17. 

Hartford.  Atcheson  V..  San  Francisco,  Calif.  Folding  bed 
davenport.     2.014.893  :  Sept.  17. 

Hartley.  Henrv  J..  Hastlngs-Upim-Hudson.  N.  Y.,  assignor 
to  Nichols  Engineering  and  Research  Corporation.  New 
York.  N.  Y.  Treating  sewage  or  nimllar  material. 
2,015,052;  Sept.  17. 

Hartshorne,  William  P.,  Darlington  Township,  Deaver 
County.  Pa.  Chock  block  apparatus.  2,014,565; 
Sept.  17. 

Harvel  Corporation,  The.  '(See  Damitx,  Frederick  M.,  as- 
signor.) 

Haskell,  Howze.  assignor  to  James  River  Paper  Products, 
Inc..  Richmond.  Va.  Machine  for  making  paper  bags. 
2.014,497  ;  Sept.  17. 

Haskell.  Roy  A..  Waukegan.  assignor  to  Fansteel  Products 
Company,  Inc..  North  Chicago.  III.  Bimetallic  articles 
of  manufacture.     2,014,566  :  Sept.  17. 
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Havden,  Lester  N..  Arlinf^on.  asslimor  to  Unlted-Carr 
Fastener  Corporation,  CambridKe,  Mans.  Attaching  ma- 
chine.    2. 015. 0:53  ;   Sept.   17. 

Hazel-Atla.ss  Glass  Company.  (See  Brlckell.  Harry  S.,  Jr., 
assignor. ) 

Hazlett.  Kaymonil  R..  Llnd^-n.  and  W.  J.  Alexander.  Nut- 
ley.  N.  J.  Removable  cartridpe  for  electric  soldering 
Irons.     2.»14.5«7  ;  Sept.  17. 

Heckel.  Herftiann.      (See  Krats.  E.  M..  and  Heckel.) 

Heckert.  Fritz,  aHsignor  to  Kienile  Uhrenfabrlken  A.  G.. 
SchwenninK»'n-on  the-Neckar.  Germany.  Synchronous 
motor  driven  chime  movement  for  clocks.  2,014.034  ; 
Sept.    17. 

Ue<l4-man.  Alexander.  (See  Schechter,  A.  P.,  and  Hede- 
maii. ) 

Heeren,  Arthur  A..  Chicago,  and  E.  B.  Johnson,  Hinsdale. 
astsignors  to  United  States  <tvpsum  Company.  Chicago. 
Ill       Floor  and  root  con^tructlon.     2,014.H41  ;   Sept.   17. 

Hefti,  Wllhelm,  a.ssluuor  to  the  Arm  :  Suiter,  Fibres 
Socl^t^  Anonyme.  Wintherthur.  Switzerland.  Crank 
shaft  bearini:  for  vertical  reciprocating  engines. 
2,014. 9.^)  :  St-pt.  17. 

Heintz  &  Kauiman,  Ltd.  (See  Heints,  Ralph  M.,  as- 
signor. ) 

Heintz  &  Kaufman,  Ltd.  (See  Scofield,  Philip  F..  as- 
signor I 

Heintz.  Ralph  M..  Palo  Alto,  assignor  to  Heintz  &  Kauf- 
man. Ltd..  San  Francl.>;co,  Calif.  Inductor.  2.014,650; 
Sept.   17. 

Heltzel.   John    N..   W;irren,   Ohio.      Installing   road  Joints. 

2.014.894  :  Sept.  17. 

Hendrt-y.    Wahlersee    B..    Port    Arthur,    Tex.,    and    I.    A. 

El)au'4li,   assiirno.s   to  The  Texas  Company.   New  York. 

.\     Y.      Dfhydrafing   oil.      2.014,930  ;    Sept.    17. 
H»*nning,  Francis  L.,  Boston,  assignor  of  one-half  to  J.  A. 

Strvker.       Arlington,       Mass.         Thermostatic       valve. 

2.014.526;  Sept.   17. 
Hewitt.  EMlis  E..  l-.I^lgewood,  a.^slgnor  to  The  Westlnghous^ 

.\ir    Brake    Company,    Wilmerding.    Pa.      Air    strainer 

2.014.895  Sept.   17. 

Hicks.  Harlie  H.     (See  Crawford.  J.  M..  and  Hicks.) 

Hinderllter,  Frank  J..  Tulsa.  Okla.  Fishing  tool. 
•.'.014.S04;  Sept.  17. 

Hinderilter.  Frank  J.,  Tulsa.  Okla.  .Apparatus  for  cut- 
ting through  the  side  wall  of  a  pipe.  2,014,805; 
.Sept.    17. 

Hinman  Milking  Machine  Co.  (See  Hlnman,  Ralph  L.. 
as<<lgnor.  I 

Hinman.  Ralph  L..  a.>=8ignor  to  Hinman  Milking  Machine 
Co..  Inc.,  Oneida,  N.  Y.  Milking  machine.  2,014,842; 
Sept.    17. 

Hirmann.  Julius.  Hillside,  N.  J.,  assignor  to  Radio  Cor- 
fK>ration  of  America.  Tube  base  and  socket.  2,01 1,843  ; 
Sept.    17. 

Hlrth.  Christoph,  Butler,  N.  J.  Hold-down  device  for  vlaea 
and  the  like.     2,014,U«7  ;  Sept.  17. 

Hoekner,  Curt  H.,  Dayton,  assignor  of  one-sixth  to  C.  P. 
Newberg.  Miamisburg.  Ohio,  and  flve-slxths  to  The  Day- 
ton Acme  Mfg.  Co..  Inc.  Testing  apparatus.  2.014,379; 
Sept.  17. 

Hoe.  Robert,  Hyde  Park,  N.  Y.  Splash  guard.  2,014,734  ; 
Sept.   17. 

Hoffmann-La  Roche.  Inc.      (See  Schnlder.  Otto.  a8.<iignor. ) 
Hofmana,  .\lfred.  Inc.     (See  Knox.  Horace  B.,  assignor.) 
Holland.  Dorothle.  New  "York,  N.  Y.     Lingerie  strap  holder. 

2.014,845  :   Sept.    17. 
Hollander.  Katherine  H..  Evansville,  Ind.     Christmas  tree 

and  staff  holder.     2,014,896;  Sept.  17. 
Holt,  Seymour  S..  Graham,  N.  C.     Handling  textile  fibers. 

2.OI4.A44  :  Sept.  17. 
HoMold.  Ernst,  l-rankfort-on-the-Maln.  and  H.  Wolff,  Mann- 
helm.  Germany,  assignors  to  (Jeneral  Aniline  Works. 
Inc.,  New  York.  N.  Y.  Vat  dyestuffs  of  the  anthrn- 
quiiione-acrldlne  series  and  their  production.  2,014,568  ; 
Sept     17. 

Hopkins.  Richard  M  ,  Rutherford.  N.  J.,  assignor  to  Amer- 
i<'an  District  Telegraph  Company.  New  York,  N.  Y. 
Floor  trap  signaling  device.     2.014.474  ;  Sept.  17. 

Hopft*",  William,  assignor  to  National  Bread  Wrapping  Ma- 
chine Co,  Springfield,  Mass.  Cutting  mechanism  for 
wrapping  machine.     2.014,7»55  ;  Sept.  1*. 

Horsley.  John,  (Jlasgow.  Scotland.  Envelope,  box,  con- 
tainer, and  such  like.     2,015,013;  Sept.  17. 

Hoschke,  Fre<lerick  A.,  Hagerstown.  Md.  Musical  Instru- 
ment.     2.015.014;    Sept.    17. 

Hothersall.  John  M  .  Brooklyn. 
Comi>any,     New    York,    N.     Y 
Sept.  17. 

Hothersall.  John  M.,  Brooklyn,  assignor  to  American  Can 
Company,  New  York.  N.  Y.    Container.     2,015,015  ;  Sept. 

Howard.  John  H.,  Huntington  Park,  and  A.  C.  Catland. 
Alhambra.  assignors  to  Glol)e  Oil  Tools  Company,  I»s 
Nletos,  Calif.     Core  catcher.     2,014.806;  Sept.  17. 

Hubert.  Clark  W..  Childress.  Tex.  Cathead  control  mecha- 
nism.     2.014.683  :   S«'pt.   17. 

Huddle,  Edwin  K  .  Rockford.  111.,  assignor  to  J.  I.  Case 
Company.  Racine.  Wis.     Mower.     2,014.560:  Sept.  17. 

Hneter.  Richard.      (See  Schrauth,  Vf.,  and  Hueter. » 

Hughes.  (Juy  N.,  Gadsden,  Ala.,  assignor,  by  mesne  assign- 
ments, to  The  .\merican  Rolling  Mill  Company.  Middle- 
town.  Ohio.  .Automatic  screw-down  control  ff)r  rolling 
mills.      2,014,475;    Sept     17. 


assignor  to  .American  Can 
Container.       2,014,380  ; 


Hughes,  Ralph  C,  assignor  to  Reynolds  Gas  Regulator  Co., 

Anderson.     Ind.       Pressure     regulator     control     device. 

2.014.068  ;    Sept.    17. 
HumeHton,  F'reilerick  L.,  assignor  to  Winchester  Repeating 

.\rms  Company,   .New  Haven,  Conn.     Sight  for  firearms. 

2.014,735  ;    Sept.   17. 

Hungarian  Rubber  Goo<ls  Factory   Limited.      (See  DorogU 

IstvAn,  assljfnor. ) 
Huuley.    (>ru    L.,    Los    Angeles.    Calif.       Maternity    gown. 

2.014,619;   S.-pt.   17. 
Hunley,    Ora    L..    Los    .\ngeles,    Calif.      Slip   or    petticoat. 

2,014.620  ;    Sept.   17. 
Hunter.  Thomas  M..  East  Orange,  N.  J.     Voltage  regulator. 

2,014.570;    Sept.    17. 

Hydr<  napthene  Corporation,  The,  (See  Schrauth,  Walther, 
assignor.) 

Hygrnde  Sylvanla  Corporation.  (See  Carter,  Emmett  F., 
assignor. ) 

Hynson,  Westcott  k  Dunning.  Incorporate<l.  (See  Dun- 
ning, Fitzgerald,  assignor.) 

Hyve.  I..ou[s,  Marseille,  France.  Purifying  sugar. 
2.014,897  ;   Sept.    17. 

Ideal  Can  Company.  (See  Gorman,  M.  J.,  and  Blanchard, 
assignors. ) 

I.  (;.  Farl)enlndustrle  Aktlenge^^ellschaft.  (See  Marx,  K., 
Brodersen,  and  Quaedvlleg,  assignors.) 

I.  G.  Farbenindustrle  Aktlengesell.schaft.  (See  Orthner, 
L.,   Becker,   and   Rosenthal    .assignors.) 

I.  G.  Farbenindustrle  Aktleugesellschaft.  (See  Stock,  Al- 
fred,  assignor.) 

Imperial  Chemical  Industries  Limited.  (See  Balrd.  Wil- 
liam,  assignor.) 

Imperial  Chemical  Industries  Limited.  (See  Goldstein. 
Richard    F..    assignor.) 

Imperial  Chemical  Industries  Limited.  (See  Goldstein, 
K.  F.,  and  Milsom.  assignors.) 

Imperial  Chemical  Industries  Limited.  (See  Haddock, 
N.  H.,  and  Lodge,  assignors.) 

Imperi.il  Chemical  Industries  Limited.  (See  Lodge,  F.,  and 
Lurasilen.  assignors.) 

Imperial  Chemical  Industries  Limited.  (See  Paine.  Clif- 
ford, assignor.) 

Imperial  Chemical  Industries  Limited.  (See  Thomson, 
R.  F.,  Smith,  and  Primrose,  assignors.) 

International  Motor  Company.  (See  Wlrrer  Gottfrle<l,  as- 
signor. ) 

Intern<itlonal  Patents  Development  Company.  (See  Linn, 
David   E.,  assignor.) 

Internatlonal-Stacey   Corporation.      (See  Schuler,  Charles 

E..  assignor.) 
Isham.  Robert  M..  assignor  of  three-fourth ■<  'o  W.  B.  Pine. 

Okmulgee.      Okla  .\lkyIatlon      of      aromatic      bodies. 

2.014.766;   Sept.    17 
Izard.  Emmette  F..  Klsmere.  assignor  to  Dupont  Vlscolold 

I'ompany.    Wilmington.    Del.      Ester   of   Isobutyrlc  acid. 

2.014,381  :   Sept.    17. 
Jackmnn.     Fred     W.,     Beverly    Hills,     Calif.,    assignor    to 

Warner  Bros.  Pictures,  Inc..  New  York,  N.  Y.     Composite 

picture.      2.014.435 ;    Sept.    17. 

Jacobs.  George  W..  New  Y'ork.  N.  Y.  Automatically  cper- 
ate-l  water  motor.     2.014.736;  Sept.  17. 

Jacobs«'n,  Chrlstoffer  B.,  Frold,  Mont.  Plowshare. 
2,015.016;   Sept.   17. 

Jacobsori.  Jame«  J..  Great  Neck,  assignor  to  Edward  T. 
Bedford.  New  York,  N.  Y.  Display  device.  2.014,436; 
Sept.  17.  * 

James  Manufacturing  Company.  (See  Shodron.  John  O., 
assignor. ) 

James  River  Paper  Products,  Inc.  (Bee  Haskell.  Howm, 
assignor.) 

Japolsky,  Nicholas,  HIghgate,  T.,ondon,  England.  Alter- 
nating-current commutator  machine.  2,014,737;  Sept. 
17. 

Jennings.  Chester  S.,  assignor  to  The  Lamson  Company. 
.Syracuse,  N.  Y.  Pneumatic  dispatch  system.  2.014,671 ; 
Sent.   17. 

Jennings.  William  A..  Raytown,  Mo.  Connecting  rod 
aligner.      2,014,069;    Sept.    17. 

Jensen,  Peter  L..  Alame<la,  Calif.,  assignor,  by  mesne  as- 
signments, to  Jensen  Radio  Manufacturing  Comjiany, 
Chicago.  111.     Sound  reproducer.     2.014.621  ;  Sept.  17. 

Jensen  Radir>  Manufacturing  Company.  (See  Jensen. 
Peter    L..    assignor.) 

Johns,  Hyland  R.      (See  Wildrlck,   Meade,  assignor.) 

Johns-ManvlUe  Corporation.  (See  Rowe,  William  L..  as- 
signor. ) 

Johns-Munvllle  Corporation.  (See  Volgt,  Paul  A.,  as- 
signor.) 

Johnson.  Clarence  H.,  et  al.  (See  Behm,  Albert  W.,  as- 
signor.) 

Johnson,  Ernest  B.     (See  Heeren,  A.  A.,  and  Johnson.) 

Johnson.  (Justav,  West  Roxbury.  assignor  to  Inlted-Carr 
Fastener  Corporation,  Cambridge,  Masn.  .Nlultiple  op- 
eratetl  fastening  Installation.     2,015.034;  Sept.  17. 

Johns4^>n,  Oustav,  West  Roxbury.  assignor  to  Unlted-Carr 
Fastener  Corporation,  Cambridge.  Mass.  Separable  end 
fastener  members  for  multiple  operated  fasteners. 
2,015.035  :    Sept.    17 

Johnson.  (Ji^tave  A.,  assignor  to  New  England  Bedding 
Company.  Medford.  Mass.  Hammock.  2,014,651;  Sept. 
17. 

Johnson,  S.  C,  k  Son,  Inc.     (See  Collier,  Jamea,  assignor.) 
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Johnson,  Treat  B.,  Bethany,  Conn.,  assignor  to  Wlnthrop 
Chemical  Company,  Inc.,  New  York.  N.  Y.  Halogenate<l 
derivatives  oi  thiazole  and  preparing  the  same. 
2.014,498  ;   Stpt.    17. 

Johnson,  Walter  S.,  I'rovldence,  R.  I.,  assignor,  by  mesne 
assignments  to  (J.  F.  Rooke,  Detroit,  Mich.  Indicating 
fare  register.     2,014,846;   Sept.   17. 

Johnson.   William  H.,  Cranston,  R.  I.,  assignor  to  We^keD 
son  Corporation.     Speed  change  device.     2,014,4(6  ;  Sept. 

Jones,  Ttlman  M.,  Huntington  Park,  Calif.  Valve  for  soap 
dlspen.sers.     2,014,652;  Sept,  17. 

Jonker.  Johan  L.  H.,  Eindhoven,  Netherlands,  assignor 
to  Radio  Corporation  of  America.  Indirectly  heated 
cathode.     2,014.847  ;   Sept.   17. 

Judsou,  Russell  V.,  Detroit,  Mich.  Apparatus  for  clean- 
ing and  polishing  grain,  seed,  and  the  like.  2,014,382  ; 
Sept.  17.  .  , 

Juengst,  Fred  W.     (See  Anderson,  O.  M.,  and  Juengst.) 

Julius,  Awdry  F.    (See  Julius.  George  A.,  and  A.  F.) 

Julius,  George  A.,  and  A.  F.  Julius,  Sydney,  New  Soul  - 
Wales,  Australia.  Integrating  mechanism  for  totaliza- 
tors.    2,014,572  ;   Sept.    17. 

Junkers,  Hugo,  assignor  to  the  firm  Junkers  Motorenbau, 
G.  m.  b.  H.,  I)es8au.  Germany.  Apparatus  for  measuring 
the  performance  of  engines.     2,014,684  ;  Sept.  17. 

Junkers  Motorenbau,  O.  m.  b.  H.     (See  Junkers,  Hugo,  as- 

K.  L.  G.  Sparking  Plugs  Limited.  (See  Carlngton,  Charles 
M..  assignor.)  ,  ,„,.„, 

Kadel.  Byer»  W..  Baltimore,  Md.,  assignor  to  The  Syming- 
ton Company.  New  York.  N.  Y.  Draft  rigging. 
2.015,017  ;    Sept.    17.  _^      ^,       ^ 

Kahn.  Bertrand  B..  Cincinnati,  assignor  to  The  Estate 
Stove  Company,  Hamilton,  Ohio,     2,014,848;  Sept.  17. 

Kahn,  Bertrand  B.,  Cincinnati,  assignor  to  The  Estate 
Stove    Company,    Hamilton,    Ohio.      Stove.      2,014,849 ; 

Kal^er,'  Frank  F..  Montrose,  N.  Y.     Differential  registering 

gear.      2.015.036 ;    Sept.    17. 
Kamlnkv.  Oscar  H.     (See  Relnhardt.  J.  A.,  and  Kamlnky.) 
Kan*-    Thomas,  Holborn,  assignor  to  Edward   H.    Strange, 

l>oudon,  England.     Manufacture  of  carboxylic  acid  esters 

from  oleflnes.      2,014. K,^)  ;    Sept.    17. 
Kari)en.  S..  &  Bros.      (See  Dodge.  liarnett  F..  assignor.) 
Kautz,    Delton    R.,    Norwood,    assignor    to    The   Cincinnati 

Time   Recorder  Company,   Cincinnati,   Ohio.     Device  for 

reproducing  sound  from   film  records.     2,014,767  ;   Sept. 

Kelnile    Uhrenfabrlken    A.    O.      (See    Heckert,    Fritx.   as- 
>       slgnor. ) 

Keller,  .\rthur  C.  Mount  Vernon,  asslgno-r  to  Bell  Telephone 
I^alsiratorles,  Incorporated.  New  York.  N.  Y.  Sound  re- 
cording  and   repro<iuclng  system.      2.014,528;    Sept.    1*. 

Kellogg  Switchboard  and  Supply  Company.  (See  Eaton, 
(Jeorge  R..  assignor.)  ^  „  ,     ... 

Kelsall.  Bernard.      (See  Klnsella,  R,    Pratt,  and  Kelsall.) 

Kennedv.  Harrv  E.     (See  Christian.  H.  B.,  and  Kennedy.) 

Kepner."  Robert  C.  Bloomsburg.  Pa.,  assignor  to  American 
Car  and  Foundrv  Company,  New  Y'ork.  N.  T.  Railway 
car   construction.      2.014,738  ;    Sept.    17. 

Kerlow  Steel  Flooring  Co.  (See  Tarof.  Ernest  L.,  as- 
signor.) „     .     _ 

Kern  Krwln,  Ennett»aden,  assignor  to  Aktiengesellschaft 
Brown  Boverl  *  Cle.  Baden,  Switzerland.  Electric  valve 
control    Rvstem.     2,015.018;   Sept.  17. 

Keyzer.  John.  West  Allls.  Wis.  Post  hole  stone  picker. 
2.014,807  ;  Sept.    17. 

Klenle    Rov  H.     (See  Schllngman.  P.  F.,  and  Klenle.) 

KIlHtt,'  llcinz.  I>usseldorf.  assignor  to  Otto  liernlng  k  Co.. 
Schwelm.  (;ermany.  View  finder  for  photographic  cam- 
eras.     2. OH, 808;   Sent.   17. 

Klnsella.  Kdward,  J.  O.  Pratt,  and  B.  Kelsall.  Spondon. 
near  Derbv.  Kngland,  assignors  to  Celanese  Corporation 
of  .\merlcn.     Knitting  mechanism.     2.014.529;   Sept.  17. 

Klnsella.  Edward.  J.  G.  "ratt.  and  B.  Kelsall.  Spondon. 
near  Derbv,  England,  i..>slgnors  to  Celanese  Corporation 
of  America.  Thread  f<  eding  mechanism  for  warp  knit- 
ting machines.     2,014..''>30  ;  Sept.  17. 

KIsh.  Charles.     (See  Pereml.  E.,  and  Klsh.) 

KJolseth,  Ole  K  .  Erie.  Pa.,  assignor  to  General  Electric 
Company.     Ljiteral  restraint  device.     2.014.9(0  ;  Sept.  17. 

Klein.   SchaniUn  A  Becker  Aktiengesellschaft.      (See  Mar- 

tvrer,   E.,  and  Obenaus.  assignors.) 
Kllegel   Bros.   I'nlversal   Electric  Stage  Lighting  Co.   Inc. 

(See  Kllegl,  Joseph,  assignor.)  .,,   . 

Kllegl,  Joseph.  Queens,  assignor  to  Kllegl  Bros.  Universal 
Electric  Stag.*  Lighting  Co.  Inc..  New  York.  N.  Y.  Spot- 
light  and   lamp   sunoort   therefor.      2,014  573;   Sent.   17. 

Klein.   Hugo.      (See  Telchmann.  C.   F.,  Klein,  and  Rathe- 

nincher.)  ^,  ,  ...     t       ji 

Klingele.  Herman  F..  Worce'^ter.  Mass.,  as.'^lgnor  to  I.Andls 

Tool    Company,    Wavnesboro.    Pa.      Automatic    multiple 

crank  Pin  grinding  machine.     2,014,768;  Sept.  17. 
Knight    Henrv  A..  Indianapolis,  Ind.     Sash  pair  for  wln- 

do>\s.      2.014.622:    Sept.    17.  ,       ^,     „ 

Knight.  John   M..   Atlantic   Highlands,   N.   J.,  assignor  to 

American  Car  and  Foundry   Company.   New  York,  N.  Y. 

(Jaiiging  device  for  car  tanks.     2.014,739:   Sept.    17. 
Knopf    Paul.  New  York.  N.  Y.     Dial  for  registers  and  the 

like      2.014.531  ;  Sept.  17. 
Knox,    Harrv    A.,    and    Baker,    B.    F..    Davenport,    Iowa. 

Power  transmls.xlon  mechanism.     2,014,383;  Sept.  17. 
Knox    Horace  B..  Belleville,  assignor  to  AWred  Hofmann, 

Inc        West      New     York,     N.     J.       Stop      mechanism. 

2.014,574  ;  Sept.  17. 


Knutson,  Carl  L.,  Maywood.  111.,  assignor  to  Unlted-Carr 
Fastener  Corporation,  Cambridge,  Mass.  Snap  fastener 
stud.     2.014.071  ;  Sept.  17.  *     „   ^,     n^^ 

Koch,  Wlnfleld  R..  Camden,  N.  J.,  assignor  to  Radio  Cor- 
poration   of   America.      Television    system.      2,014,&d,^ ; 

Kokanour,  Elmer  L.,  Fort  Lauderdale,  Fla.  Device  for 
casting  type  bars.     2,014,808;  Sept.   17. 

Ko«sakowski,  Tadeusz,  Warsaw.  Poland.  Carriage  for 
transporting  endless  track  vehicles  on  roads  and  railway 
tracks.     2,(»14,760  ;  Sept.  17. 

Kramer.  Erwln.     ( See  Bauer,  W..  and  Kramer  ) 

Kratz,  EJdouard  M..  and  H.  Heckel,  Gary,  Ind..  assignors, 
by  mesne  assignments^  to  Marbo  Products  Corjwratlon, 
Chicago.  111.  Method  and  apparatus  for  making  trans- 
parent sheet  material.     2,014,937;  Sept.  1(. 

Kraus.  Otto.  Bad  Llebensteln.  Germany.  Signaling  ap- 
paratus.    2,014.499;   Sept.  17. 

Kroch,  Fritz.     (See  Telcher.  Albert,  assignor.) 

Kroker.  Frederick  E..  Washington,  D.  C.  Bowling  alley. 
2.014.899  ;  Sept.   17.  ,^^  .  , 

Kronenberger.  Ferdinand.  Brooklyn,  N.  Y.  Fiber  cushion 
holder  for  eggs.     2,014,851;   Sept.   17.  ^^  „^ 

Krum,  Howard  L..  KenUworth.  and  A.  H.  Reiber.  Evans- 
ton,  assignors  to  Teletype  Corporation  Chl^go,  111. 
Mechanical   end-oMlne  inclicator.      2.014,938 ;   Sept.    17. 

Kruttschnltt,  John.  San  Mateo,  Calif.  Dough  cooking 
machine.     2.014,384  ;  Sept.  17.  .,».,*      to„ 

Kflhle.  Wllhelm  E.,  and  D.  Prlnz,  assignors  to  Telefunken 
(Jesellschaft  fur  Drahtlose  Telegraphle  m.  b  H  Berlin. 
Germany.     Electron  discharge  tube.    -.014809;  Sept   17. 

Kurlan.  Sidney.  Rochester.  N.  Y..  assignor  to  G.  C.  Claru, 
Beverly  Hills.  Calif.  Adjustable  connectlne  device  for 
use  in  manufacturing  shoe  lasts.     2  0l4.5i5:   ^epl.   J(. 

Lacey,  Harrv  A.,  Schenectady,  N.  Y.,  assignor  to  General 
Electric  Company.  Apparatus  for  and  method  of  maK- 
Ing   metallic  bellows.     2.014,972  :   Seut.   17.    _     .     „   .. 

Lalng,  Torrance  R..  assignor  to  W.  Rabkln,  New  York.  N.  it. 
Camera.     2,014,437  ;  Sept.  17.  nui.n^n 

Lake,  Ross  A.,  assignor  to  Teletype  (  orporatlon  CWcago. 
111.      Receptacle    for    zigzag    folded    forms.      -.,0i4,»iJw  , 

Lami!!  Anthony  H..  Elizabeth,  assignor  to  Weston  Electri- 
cal Instrument  Corporation,  Newark.  N.  J.  Electrical 
control  device.     2,014,385;  Sept.  17.  c-i^*,.*,..) 

Lamb,  Anthony  H.,  Elizabeth,  assignor  to  Weston  Electrical 
Instrument  Corporation.  Newark.  N.  J.  Sensitive  con- 
trol device.     2.014.3H6 :   Sept.   17.  ,     ^     ,       iri^^tH 

Lamb,  Anthony  H..  Elizabeth,  a^^ignor  to  Weston  Electri- 
cal Instrument  Corporation,  Newark,  N.  J.  Relay  sys- 
tem.     2.014.387;    Sept.    17. 

Lamb.  Anthony  H.,  Elizabeth,  assignor  to  Weston  Electri- 
cal Instrument  Corporation,  Newark.  N.  J.  feensinve 
relay  device.      2.014,388:    Sept.   17 

Lamson    Company,    The.      (See  Jennings,   Cheater   S.,   as- 

Lam^n''  Company.    The.       (See    MacMartln,    Frank     W.. 

assignor.)  „         .     .  «     *x      «,»/i 

Landers.    Frarv    k    Clark.       (See    Anderson.    O.    M..    and 

Juengst.  assignors.) 
Landls    Tool    Company.      (See    Kllngele,    Herman    F.,    as- 

LangewUch,    Gilbert    W.    H..    Scrlbner,    Nebr.       Nondrip 

pitcher.     2.014.685:  Sept.   17. 
Lapp.  William  II..  NVvada.  Iowa.      Proces-slng  cotton  aeed 

hulls  for  use  as  a  Utter.     2.014.900     Sept.  17 
Larson.  Alfred  T..  assignor  to  E.  I.  du  Pont  <1<',^^™0"" 

k   Company.   Wilmington,   Del.     Hydration   of   oleflnes. 

La"si!Vohti^kfemme?lowa.     Fl.vtrap.     2.014,500 ;  Sept.  17. 
Lavne     I>eslle    A..    Houston.   Tex.      Apparatus   for   placing 

gravel  in  wells.     2.014.770:  Sent.  1^.  „„*„„ 

Leach.  Albert  E..  Royal   Oak,  assignor  to  ««"«/«!  Mot"" 

Corporation.  Detroit.  Mlcb.     Brake  lining  material  and 

producing  same.     2.014.4.38  ;  Sept.  17. 
Ijpnch    Albert  E..  Rovnl  Oak.  assignor  to  General  Motors 

Corporation.    Detroit.    Mich.      Car    jacking    mechanism. 

2  014  430  ■   Sept    17 
Lee'  Bess  B  ".  assignor  to  David  C.  Shepard.  St.  Paul,  Minn. 

Paper   container.      2.014.477;    Sept.    17. 
Lee    Charles  L..  Davton.  Ohio,  assignor  to  General  M<>tor« 

Corporation.  Detroit.  Mich.     Hrat  treating  piston  rings. 

2.014.440  :    Sept.    17. 
I^e.  Harrv  S..  Detroit,  Mich.    Fuel  feed  burner.    2.014,940  ; 

Lee^Plarrv's     Detroit.  Mich.     Closure  anpnratus  for  treat- 
ment   chambers.      2.014.941  :    Sept.    IT. 
Leemhuls,   Johannes  C.   P.      (See   Leggat.    R..   and   Leem- 

Weat,^ Robert,  and  J.  C.  P.  T^mhuls,  Pretoria.  Transvaal. 
T'nlon  of  South  Africa.  Concrete  building  and  building 
panel.      2.014..'S76 ;    Sept.    17. 

Lelb  August,  assignor  to  Telefunken  Cre.eellschaft  fOr 
Drahtlo  e  Telegraphle  m.  b.  H..  Berlin.  Germany.  Direc- 
tion finder  loop  aeri-l.     2.014,852  :  Sept.  11. 

Lemolne.  Henri  G..  Par  Perriers-sur-Andelle  (Eure)  France. 
Spraying  apparatus  for  atomizing  paint  and  other  llq- 
uld«."     2.014.942:    Sent.    17.  ,  _  .     »,       . 

Leonold.  Snmu«l  N..  nnd  H.  K.  Powell,  assignors  to  Morris 
Paper  Mills,  Chicago,  111.     Set-up  container.     2,014,901  .  ^ 

lusher    Earl  W.      (See  Olschner,   Clarence    E..   assignor.) 

Lestl.    Arnold.    Lo«    Anceles.    Calif.      Variable    timbre    or 

quality  of  tone  musical  instrument.     2,014,741  ;  Sept.  17. 
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Levy,  M.  S.,  k  Sons.  Inc.      (See  Duerr,  John  F.,  assignor  ) 

Ley,  Clement  C.  Wllmette,  and  E.  W.  Porch.  Kenllworth. 
111.     Cable  Joint.     2.014,853  :  Sept.  14. 

Lewi.s.  Tom  Bennett.  ( See  Baguley,  N.  O.,  Topham,  and 
Lewis.) 

Liberty  Share  Corporation.  (See  Morgan.  I'orter  S.,  as- 
signor. I 

Light.  Ralph  A..  Cynwyd,  and  J.  W.  Prlc*,   Jr..  Phlladel 
phla,  asslgrifTs  to  The  United   States  Metallic   Packing 
Company,  i'hiladelphla.  Pa.     Ilston  packing.     l*.U15.0iy  , 
Sept.  17. 

Linn.  David  E.,  La  Grange,  111.,  assignor  to  International 
i'atents  Development  Company.  Wilmington,  Del.  Choc 
.»late  sirup       J.OU.e-J.T  :   Sent     IT. 

Upson,  Harry  .\.,  Cleveland,  Ohio.  Making  a  food  prod- 
uct.    l.'.014,»02;   Sept.  17. 

Lodge,  Frank.     (See  Haddock,  N.   H.,  and  Lodge.) 

I»di?e.  Frank,  and  C.  H.  Lamsden,  Blackley,  Manchester, 
England,  assignors  to  Imperial  Chemical  Industries 
Limited.  Anthraqulnone  derivatives.  2,014,810 ;  Sept. 
17. 

Logan,  John  VV.,  Jr..  Wllklnsbarg,  assignor  to  The  West- 
lughouse  Air  Brake  Company,  WUmerding,  Pa.  Fluid 
pressure  brake.      2,014,903;   Sept.    17. 

Logan,  Mason  A.,  EJast  Orange,  N.  J.,  assignor  to  Bell  Tele- 
phone Laboratories,  Incorporated.  New  York.  N.  Y. 
Rpgulatory   device.     2.014,533;   Sept.   17. 

Long.  Jon  R.,  Fort  Worth,  Tex.  Well  pumping  rig. 
2,014.653  ;    Sept.    17. 

Lord.  Gleonard  A.     (See  Scarlett,  Adam  H  ,  a'^slgnor.) 

Lord,  Mount  C.  assignor  to  U.  S.  Submarine  Motorshlp 
Dredge,  Inc..  S^eattle.  Wash.  Submarine  operating  de- 
vice.    2.014,389;  Sept.  17. 

Lothrop.  Marcus  T.,  deceased.  Canton,  Ohio,  Margaret   F. 

Lothrop,      executrix.        Control      for     motor      vehicles. 

2.014,854  ;   Sept.    17. 
Lothrop,    Margaret  F.,  executrix.      (See  Lothrop,  Marcus 

T.) 
I>oui8ville  L>rylng  Machinery  Co.      (See  Coffey,  J.  R.,  and 

Adams,   assignors.) 
Lt)we.  Frank  (T      (See  Bradburn,  Curtis  E.,  assignor.) 
Ix)well  Manufacturing  Company.     (See  Seyforth,  Rome  C, 

assignor.) 
Lowndes.  Richard  H.,  assignor  to  Atlantic  Steel  Company, 

.\tlanta.     Ga.       Runout     returner     for     rolling     mills. 

2.014,855;  Sept.  17. 

Low  Temperature  Carbonisation  Limited.  (See  Parker, 
C.  H.,  and  Postlethwalte,  assignors.) 

Labovltch,  Eugene,  and  J.  M.  tleschl.  Paris,  France,  said 
Fleschl  assignor  to  .naid  Lubovitch.  Combustion  of  fuels. 
2,014,686;    Sept.    17. 

Lubrication  Corporation.  (See  Andrews,  Lloyd  M.,  as- 
signor.) 

Laetteke.  Elisabeth,  Chicago.  111.  Child's  restraining  at- 
tachment for  beds.     2.014,478;  Sept.  17. 

Lufkln  Foundry  &  Machine  Company.  (See  McLane, 
Charles,   assignor.) 

Lumsden,  Colin  H.      (See  Lodge,   F.,  and   Lamsden.) 

Lunn.  Edward  G.,  Washington,  D.  C.  Battery.  2,014,390; 
Sept.    17. 

Latomlrski.  Karel.  a.ssignor  to  Bell  Telephone  Laboratories, 
Incorpt)rated,  New  York,  N.  Y.  Alternating  current  gen- 
erator.    2.014,534  ;  Sept.  17. 

Lutz.  Frledrich,  assignor  to  Union  Special  Machinenfabrik, 
G.  m.  h.  H.,  Stuttgart,  Germany.  .Sewing  machine. 
2,014.r>87  :   Sept.   17. 

Lyon,  Frank  8.     (See  Fish.  Gilbert  D.,  assignor.) 

Lyon,  (ieorge  A..  .Xllenhurst.  assignor  to  Lyon  Incorpo- 
rated, Asbury  Park,  N.  J.  Tire  cover  construction. 
2.014,654  ;    Sept.    17. 

Lyon,  George  A.,  Allenhurst,  assignor  to  Lyon  Incorpo- 
rated. Asbury  Park.  N.  J  Tire  cover.  2,014,655. 
Sept.    17. 

Lyon.  <;eorire  \..  .Mlenhnrst.  assignor  to  Lyon  Incorpo- 
rated, Asbury  Park,  N.  J.  Tire  cover.  2.014,656 ; 
Sept.   17. 

Lvon   Incorporated.      (See  Lyon,  George  A..  a.48ignor.) 

MO  Valve  (  ompany  Limited,  The.  (See  Smithells,  C.  J., 
and  Treloar,  assignors.) 

Mahboux.  Georg(>8,  Paris,  France.  Process  and  device  for 
the  application  of  elastlclmetry,  particularly  of  photo- 
elastlcemetry.      2.014,688;   Sept.   17. 

Maca,  Paul,  assignor  to  Sommer  k  Maca  Glass  Machinery 

Corporation.     Chicago,     III.       Glass     replacement     tool. 

2.014.5.-i5  ;   Sept.    17. 
MacEachern.  David  .\..  Spokane,  Wash.     Dental  flhu  pack 

holder.      '.',014.946;    Sept.  17. 
MacFarland.    Albert   E  .   East   Orange,   assignor   to   Slrian 

i^?\P-.  Company,      Newark,      N.      J.        Eaectric     lamp. 

2,015.037  ;    Sept.    17. 
MarKensle.  Wilbur  L.,  Beverly,  Mass.,  assignor  to  United 

Shoe  Machinery  Corporation,  Paterson.  N   J      Apparatus 

for  applying  adhesive  to   the   bottoms   of   lasted  shoes. 

2.01 4. 3»1  :  Sept.  17. 

Mackintoah.  C^iarlea.  Ukiah.  deceased,  Effle  Mackintosh, 
executrix,  assignor  of  one-half  to  F.  A.  McDonald.  San 
Francisco,  Calif.  Plant  dusting  machine.  2,014,392 ; 
Sept.  17. 
Mackintosh,  Effle.  executrix.  (See  Mackintosh.  Charles  ) 
MacLean,  Allen  D.,  Wllklnsburg.  and  W.  H.  Parker,  as- 
signors to  Pittsburgh  EqulUble  Meter  Company,  Pltta- 
bargh.  Pa.     Pressure  regulator.     2,014,577  ;  Sept.  17. 


MacMartin,  Frank  VV..  assignor  to  The  Lamson  ("ompany, 
Syracuse,  .N.  Y.  Carrier  dispatch  system.  2,014,578 ; 
Sept.   17. 

MarMullln.  Robert  B..  and  3.  L.  Cunningham.  Niagara 
Falls,  assignors  to  The  Mathleson  Alkali  W^irks.  Inc., 
New  York.  N.  Y.  Protluotion  of  nitrogen  free  alkali 
metal    carbonates.      2,014,536;    Sept.    17 

Madsen,  Tage.  Gotebi)ri:,  Sweden.     Piston  ring.     2.014.501. 

Major,  William,  Cicero,  assignor  to  Oak  Manufacturing 
(ompany,  Chicago,  111  Mertric  switch.  2,014,624; 
Sept.  17. 

.Mallory,  Marion,  Detroit,  Mich.,  assignor  t<^  tfallorv  Re- 
search ('ompany,  Toledo,  Ohio.  Two-stroke  cycle  Inter- 
nal combustion  engine.     2,014,771  ;  Sept.   17. 

.Mallory  Research  Company.  (See  Mallory,  Marion,  as- 
signor. ) 

Mann,  .\llan  N..  trustee.  (See  Gardiner,  J.  B.  W.,  and 
Mann,  assignors.) 

.Mann.  Richard  L.     (See  (Gardiner.  J.  B.  W..  and  Mann.) 

Marble.  John   N.       (See  .Marshall,  R.   B.,  and   Marble.) 

.Marbo  Products  Corporation.  (See  Krati,  E.  M.,  and 
ileckel,  assignors.) 

Marcellus,  Fredrick  S.,  Scotia,  N.  Y.,  assignor  to  General 
Electric  Company.  Humidity  responsive  device. 
2,014,943;     Sept.    17. 

Markel.  Lawrence  L,  Warren,  Ohio,  assignor  to  Chicago- 
Cleveland  Car  Roofing  Co..  Chicago,  111.  Lubricating 
device.     2.014.772;   Sept.   17. 

.Marshall,  Richard  B  .  Grosse  Polnte  VillsKe.  and  J.  N. 
.Marble,  Highland  Park,  assignors  to  The  I»etrolt  Bllson 
Company.  Detroit.  Mich.  Heater  for  hotl)ed8. 
2.014,657  ;    Sept.    17. 

Martin,  Charles  H..  Los  Angeles,  Calif.  Ivtnd  leveler. 
2,014,479;    Sept.    17. 

.Martin,  Jesse  i\,  Jr.,  Los  An«eles,  Calif.,  assignor  to  Wal- 
worth Patents,  Inc.,  Boston,  Mass.  Plug  valve. 
2.014,480  ;  Sept.  17. 

Martin.  I>ewls  W..  Lancaster.  Pa.  Combined  carrying  bag 
and  work  basket.      2.014.904;   Sept.   17. 

Martinuizi,  I'lo  F,  Richmond,  England,  assignor  to  Gen- 
eral Motors  Corporation,  New  York,  N.  Y.  Change  speed 
mechanism.      2.014,905;    Sept.    17. 

Martllng,  Harvey  B.  Nashville.  Tenn.  Bookbinding. 
2.014,973;    Sept.    17. 

Martus,  Martin  L..  Woodbury,  and  E.  H.  Becker.  Water- 
bury,  Conn  .Ht-aled  cell  replacement.  2,014,856;  Sept. 
17. 

Martyrer,  Egon,  Frankenthal,  and  F.  Ol)enaus.  Bad-Dur- 
renlHirg,  Germany,  nssigno  s  to  the  Arm  Klein,  SchanKlln 
ft  Becker.  Aktiengesellschaft,  I<>ankenthal  Pfals,  Ger- 
marfy.     Hydro«lynamic  gear      2.014,944  ;  Sept.    17. 

Marx,  Karl,  K.  Brodersen,  and  M.  Quaedvlleg,  Dessau-ln- 
.\nhalt,  assignors  to  I.  G.  Farbenindustrie  Aktiengesell- 
schaft, I">ankfort-on-the-Maln.  (Jermany.  Sulphonated 
higher  fatty  acid  ester  of  polyhydrlc  alcohols  and  Its 
production.      2.014,502;    Sept.    17. 

Masrhlnenfahrik  .\ugshurg-Nurnberg,  A.  O.  (See  Becher, 
Theodor,  assignor.) 

Masonlck.  Joseph  A..  I^ke  Bluff,  111.  Furnace.  2,014.658; 
Sept.    17. 

Mastorakls,  Nicholas  J.,  Boston,  Mass.  Submarine  vesseL 
2,014,742;    Sept.    17. 

Mathleson  Alkali  Works.  Inr  ,  The.  (See  MacMullin.  R.  B., 
and  Cunningham,  assignors.) 

Mathsen,  Marvin  L..  Rockaway,  N.  J.  Fuse  for  projec- 
tiles.    2,014.393;  Sept.   17. 

Matteson,  Ralph  D.,  Boise,  Idaho.  Air  humidifier. 
2.014,773;    Sept.   17. 

Matthews,  (Jeorge  A.,  Detroit.  Mirh.  Insulator  and  at- 
semblv       2.014,441  :    Sept.   17 

Mayer,  Julius,  Detroit,  Mich.  Vehicle  wheel.  2,014,811; 
^ept.    17. 

Mayer.  Edmnnd.  Ulm,  (;ermany.  Mashing  apparatns. 
2,014,945:    Sept.    17 

Maynard,  William  H.,  assignor  to  Porter  Screen  Company. 
Wlnooskl,  Vt.     Window  ventilator.     2.014.974  ;  Sept.  17. 

Mayrhofer,  Rudolf.  ( See  Goldschmldt,  S.,  and  Mayr- 
hofer. ) 

Maxzola.  Antonino,  B«'aumont,  Tex.  Hair  waving  clamp. 
2.014.579:   Sept.   17 

McCaleb.  Roblson  E.,  Selma.  Oreg.  Stamp  mill. 
2.014.774  :   Sept.   17. 

MrCuIloch,  Norman  E..  and  O.  G  Thayer,  Pawtucket,  R.  I., 
assignors  to  The  Rayon  Processing  Co.  of  R.  I.  Inc. 
Coating       2.014,947;    Sept.    17 

McCune,  Joseph  C.  Edgewood.  assignor  to  The  Westing- 
house  Air  Brake  Company.  Wilmerdlng,  Pa.  Safety  car 
control  eqalpment.     2.014,857;  Sept.   17. 

McDonald,  Frank  A.     (See  Mackintosh,  diaries,  assignor.) 

McKay,  John  W.,  Brooklyn,  N  Y..  assignor,  by  mesne  as- 
signments, to  National  Television  Corporation.  Wil- 
mington, Del.  Discharge  lamp  fur  producing  a  line  of 
Ueht.      2,014,858;   Sept.    17. 

McKee.  Ralph  H.,  Jersey  City,  N  J.  Preparing  sulfite 
<'ooklng   liquor.      2,014.775;    Sept.    17. 

McKlllop,  £)dgar  A..  Henderson vllle,  N.  C.  Bobbin  cleaning 
device.      2,014,689;  Sept    17. 

McNeal.  Donald  L.,  Wllklnsburg,  assignor  to  The  Westing- 
house  Air  Brake  Coinpany,  Wilmerdlng,  Pa.  Valve 
structure.     2,014,948  :   Sept.  17. 

Meckler.  Samuel.  St.  Paal,  Minn.  Combination  grlpper  for 
printing  premes.      2.014,976;  Sept.  17. 

Milam.  Arthur  Y.      (See  Myers.  Samuel  E.,  assignor.) 

Mills.  Harry.     (Bee  Pearton,  H.  W„  and  Mills.) 
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Mllsom,  Francis  E.     (See  Goldstein.  R.  F,,  and  Mllsom.) 
Mcl^ne.  Charles,  assignor  to  Lufkln  Foundry  ft  Machine 

Company,    Lufkln,    Tex,      Pumping    power.      2,014,625 ; 

Sept.  17. 
McNaIr,   Charles    W..   assignor   of  one-half   to   B.   D.   Fin- 
cannon,     Jacksonville,     Fla.       Multluse    reading    table. 

2.014,394  ;  Sept.  17. 
McRae  k  Keeler  Compnay.      (See  Pitman,  La  R.  E.,  and 

Aronson,  assignors.) 
Mechanical  Devices  Corporation  of  America.     (See  Browne, 

Montague  P.,  assignor.) 
Merrttt,  Matthew  M.      (See  Connor,  J.   II..  and  Merrltt.) 
Metzler,    Charles,    and    N.     Ronsheim,    Cincinnati,    Ohio. 

Mount  for  films  and  the  like.      2,014,743;  Sept.   17, 
Mlchell  Crankless    Engines    Corporation.       (See    Sherman, 

Thomas  L,  assignor.) 
Mid    West    Ventilating    Works.       (See    Birkholi,    Richard 

(f.,  assl^'nor. ) 
Millar,  Julian  Z.     (See  Buckingham.  W.  P.,  and  Millar.) 
Miller,   Christian,   New   York.    N.   Y..   assignor  to  Edwards 

and  Company,  Inc.     Signaling  device.     2,014,442;  Sept. 

17. 
Miller,  Christian,  New  York    N.  Y..  assignor  to  Edwards 

and  Company,  Inc.     Signaling  device.     2,014,448  ;  Sept- 

17. 
Miller,  Christian,  New  York,   N.  Y.,  assignor  to  Edwards 

and  Company,  Inc.     Signaling  device.     2,014,444  ;  Sept. 

17. 
Miller,  Donald  U.,  Dayton,  Ohio.     Oil  clarlfler.     2,014,445  ; 

Sept.  17. 
Miller-Peerless      Manufacturing      Company.      (See      Putx, 

.loseph,  assignor.) 
Mine  and  Smelter  Supply  Company,  The.     (See  Wales,  Jess 

P.,  assignor.) 
Clinton,  Benjamin  II.,  aasignor  of  one-half  to  F.  E.  Beaty, 

Huntington.    Ind.      Mirror   ll?ht.      2.014,690;    Sept.    17. 
Mlfchell.    David,    Jr.    Buena    Park,    Calif.      Bearing   seal. 

2.014. S.'ig;  Sept.  17. 
Mitchell.  David,  Jr..  Buena  Park,  Calif.     Pump.  2,014,860  ; 

Sept.   17. 

Moness,  Eugene.      (See  Christiansen,  W.  G.,  Moness,  and 

Harris.) 
Moorhead,  Albert  E.,  San  Francisco,  assignor  to  Mdarhead 

Development  Co.,  Inc.,  Oakland,  Calif.     Floor  polisher. 

2.014.626  ;  Sept.  17. 

Moorhead,  Albert  E..  San  Francisco,  assignor  to  Moorhead 
Development  Co.,   Inc.,  Oakland,   Calif.     Flexible  buffer. 

2.014.627  ;  Sept.  17. 

Moorhead  Development  Co.  (See  Moorhead,  Albert  R, 
assignor. ) 

Moorhouse.  Alfre<l,  assignor  to  Packard  Motor  Car  Com- 
panv.  Detroit,  Mich.  Internal  combustion  engine. 
2,014.626:  Sept.  17. 

Morehead.  French  H.,  Brookline,  assignor  to  Walworth 
Patents.  Inc.,  Boston.  Mass,  Plug  valve.  2,014,481  ; 
Sept.    17. 

Morgan,  Porter  8.,  Norwalk,  Conn.,  assignor,  by  mesne 
assignments,  to  Libertv  Share  Corporation,  Buffalo.  X.  Y. 
Liquid   flow  Indicator.     2,014,691  ;   Sept.   17. 

Morris  Paper  MUls.  (See  Leopold,  8.  N.,  and  Powell. 
assignors.) 

Motor  Wheel  Corporation.  (See  Schmidt.  Frank  W.,  as- 
signor.) 

Mullen.  James  T.,  assignor  to  The  Dyment  Company, 
Cleveland,  Ohio.  Animated  display  or  sign  apparatus. 
2,014,660;  Sept.  17. 

Monk,  Armondo  L.,  Zanesvllle,  Ohio.  Moisture  and  decora- 
tive receptacle.     2.014.976;  Sept.  17. 

Munos,  Alphonse  W.,  Claymont,  Del.  Pneumatic  valve 
or»eratlng  mechanism.      2,014.906:    Sept.    17. 

Murck,  Knud,  Brooklyn,  N.  Y.,  assignor  to  Charles  Bnin- 
liig  Company  Inc.  Method  and  apparatus  for  develop- 
ing and  treating  sheets  of  sensitised  paper.  2,014,744  ; 
Sept.  17. 

Muros.  Joseph,  Belmont,  ast«iguor  to  Gillette  Safety  Raior 
Company,  Boston,  Mass.  Protected  blade.  2,014,977  ; 
Sept.  17. 

Murray.  Henry  L..  Auckland,  assignor  to  Te  Aroha  I>airy 
Company  Limited,  Te  Aroha,  New  Zealand.  Method  of 
and  apparatus  for  deodorizing  cream,  milk,  and  other 
fuids.  2.014,580;  Sept.  17. 
Murray,  Humphrey  D.,  South  Kensington.  Ixindon.  as- 
signor of  two-thirds  to  Douglas  A.  Spencer,  London,  and 
Norton  k  Gregory  Limited,  London,  Eneland.  Ferro- 
prusslate    printing       2.014,692;    Sent.    17. 

Musebeck.  George  E.,  assignor  to  Musel)eck  Shoe  Com- 
panv.    Danville.    III.      Shoe.      2,014.628:    Sept.    17. 

Muselii>ck  Shoe  Company.  (See  Musel)eck,  George  E..  as- 
signor. ) 

Musselman.  John  M..  assignor  to  The  Standard  Oil  Com- 
panv.      Cleveland.      Ohio.      Dewaxlng     lubricating      oil. 
2,014.629;  Sept.  17 
Mvers,  Samuel  B.,  assginor  of  fifty-one  per  cent  to  A.  T. 
'Milam,  Jacksonville,  Fla      Carburetor.     2,014,907  ;  Sept. 
17. 
Myers,   Thomas  G.,   Los   Angeles,  assignor,    by   mesne   as- 
signments,  to   Food   Machinery    Corporation,   San   Jose, 
Calif.     Oiling  device  for  deep  well   pumps.     2,014,661  : 
Sept.  17. 
Nardone,  Romeo  M  ,  asslenor  to  Eclipse  .\viatlon  Corpora- 
tion.   East    Orange,    N.     J.       Automatic    transmission. 
2,014,662  ;  Sept.  17. 
National  Adheslves  Corporation.     (See  Fuller,  Arthur  D., 
assignor.) 


National  Bread  Wrapping  Machine  Co.  (See  Hoppe,  Wil- 
liam, assignor.) 

National  Television  Corporation.  (See  McKay,  John  W., 
assignor. ) 

Nebraska,  Merlyn  A.,  Glen  Ellyn,  111.  Hygienic  and  aato- 
matic  holding  and  cleansing  device  for  beer  combs. 
2.014,663;  Sept.  17. 

Ncedham,  John  T.,  North  Plainfield,  N.  J.  Carrier  for 
pneumatic  dispatch  tube  systems.     2,014.446;  Sept.  17. 

Needham,  John  T..  North  Plainfield,  N.  J.  Belt  conveyer. 
2.014,447  ;  Sept,  17. 

Needham.    John   V.,    North   Plainfield.    N.   J.      Carrier   for 

Pneumatic   dispatch   tube   apparatus.      2,014.448  ;    Sept. 
7. 
Needham,  John  T,,  North  Plainfield.  N.  J.    Making  carriers 

for  pneumatic  dispatch  tube  systems.     2,014,449  ;  Sept. 

17. 
Neely,  Raymond  J..  Little  Falls.  N.  Y.,  assignor  to  Cherry- 

Burrell.     Chicago.     111.       Manhole     cover     for     tanks. 

2,014.861  ;  Sept,  17. 
Neher,  John  H.,  Merion,  Pa.,  assignor  to  General  Electric 

Company.     Automatic  reclosing  circuit  breaker  system. 

2.014,949;  Sept.  17. 
Nesmlth,  Oliver  B.      (See  WlUlams,  W.  W,,  Celander,  and 

Nesmlth.) 
New  England  Bedding  Company.      (See  Johnson,  Gustave 

A.,  assignor.) 
Nicholls,    John    W..    asslimor    to    J.    E.    Daugherty.    Los 

Angeles.    Calif.      Liquid    measuring   device.      2,014,664  ; 

Sept.  17. 
Nichols  Engineering  k  Research  Corporation.     (See  Baird, 

Dudley,  assignor. ) 
Nichols     Engineering    and     Research    Corporation.      (See 

Baird,  D.,  and  Rowen,  assignors.) 
Nichols  Engineering  ft  Research    Corporation   of  Canada, 

Limited.      (See   Freeman.    Horace,   assignor.) 
Nichols    Engineering    and    Research    Corporation.       (See 

Hartlev,  Henry  J.,  assignor.) 
NllBon,    John    L.,    Chicago,    111.       Swab    holding    device. 

2,014,602  ;  Sept,  17. 
Norton  ft  Gregary  Limited,  et  al.     (See  Murray,  Humphrey 

D.,  assignor.) 

Norton.  Leland  L.,  Bridgeport,  Conn.,  assi-nor  to  Dicta- 
phone Corporation.  N"w  York,  N.  Y.  Shock-at)Sorbing 
mount.     2,014,581  ;  Sept.  17. 

Notvest.  Robert,  assignor  to  J.  D.  .\dam8  Manufacturing 
Company.  Indianapolis,  Ind.  Arc-welding  machine. 
2.014,813:  Sept.  17. 

Noxon.  Paul  A.,  Jackson  Heights,  assignor  to  Western 
Union  Telegraph  Company,  New  Yorfc,  N.  Y.  Channel 
repeater  for  telegraph  systems.     2,014,908  ;  Sept.  17. 

Nutting,  Perley  G..  Washington.  D.  C.  Mineral  filtering 
substance.     2,014.503  :  Fept.  17. 

Oak  Manufacturing  Company.  (See  Major,  William,  as- 
signor. ) 

Oi>enaus,  Fritz.      (See  Martyrer,  E..  and  Obenans.) 

O'Brien,  Mntthew  D..  lyos  Angeles,  and  J.  W.  Burns,  Culver 
City,  assignors  to  Bums-O'Brien  Disc  Brake  Corpora- 
tion.  Los  Angeles,  Calif.     Brake.     2,014.680  ;  Sept.   17. 

Ohlson  Metal  Products  Company.  (See  Ohiaon,  Olof,  as- 
signor.) 

Ohlson.  Olof.  assignor  to  Ohlson  Metal  Products  Company, 
Newton,  Mass.  Plunger  operated  tongs.  2,014,693; 
Sept.  17. 

On-O-Matic  Heating  Corporation.  (See  Williams.  W.  W., 
Celander  and  Nesmlth.  as.signors.) 

Olschner.  Clarence  E.,  Shreveport.  La.,  assignor  to  Earl 
W.  I^esher.  Lakewood,  Ohio,  Acoustical  material. 
2.014,694  :  Sept.  17. 

Orthner.  Ludwic,  I..everkusen-I.  G.  Wcrk.  Wllbelm  Becker, 
Cologne-Mulhelm,  and  Leo  Rosenthal,  Leverkusen- 
Welsdorf,  assignors  to  I.  G.  Farbenindustrie  -\ktlen- 
ges«'llschaft.  Frankfort -on-the-Maln,  Germahy.  Chlorl- 
nated  rubber.     2,014,504  ;  Sept.  17. 

Osborn,  Robert  R.,  Kenmore,  assignor  to  Curtiss  Aero- 
plane k  Motor  Company,  Inc.  Wing  construction. 
2.014.776;  Sept.  17. 

Oster.  John.  Manufacturing  Company.  (See  Dean,  John, 
assignor.) 

Pace.  Edgar  A.,  Milwaukee,  and  I.*  F.  Pace,  Gresham,  Oreg. 
Pile  driver.     2.014.631  ;  Sept.  17. 

Pace.  La  Fa  v.     (See  Pace.  Edear  A.,  and  La  F.) 

Pacific  Can  Company.     (See  Sullivan,  .\lbert  V..  assignor.) 

Packard  Motor  Car  Company.  (See  Edwards,  Herbert  C, 
assignor.) 

Packard  Motor  Car  Company.  (See  Moorhouse,  Alfred, 
assignor.) 

Packard  Motor  Car  Company.  (See  Van  Ranst,  Cornelius 
W..  assignor.) 

Packard  Motor  Car  Company.  (See  Vincent,  Jesse  G., 
assignor.) 

Padgett.  Joseph  E.,  assignor  to  Spicer  Manufacturing  Cor- 
poration, Toledo,  Ohio.  Synchronizing  clutch  for  trans- 
mission gears.      2,014,632 :   Sept.    17. 

Page.  Milton  H.,  assignor  to  Trutone  Audifllm  Corporation, 
Chicago.    111.       Sound    reproducing    device.      2,014,537 ; 
Sept.  17. 
Pagenel.  Maurice.      (See  Eklsler.  Jean,  assignor.) 
Paine.  Clifford.  Handforth,   England,  assignor  to  Imperial 
Chemical  Industries  Limited.     Azo  dye  and  Its  prepara- 
tion.    2.014.450;    Sept.   17. 
Pallas.     Joseph.     New     York,     N.     Y.      Garment     clasp. 
2,014,979;  Sept.  17. 
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Palmer,  HerfHrt  R.,  Shaker  Village,  a8»it;nor  of  one-half  to 
T.  H.  Tubman.  Akrun,  Ohio.  Han  burner.  2.014,Brt5  ; 
Sept.  17. 

Panueooucke.  Gregolre  J.,  Detroit,  Mich.  Reenforced  wheel 
construction.     2.014. rta3  ;  Sept.  17. 

PaoHllo,  Thoma.'S  <}.      <  S^e  Asmuwsen,  A.  J.,  and  PaoIlUo.) 

Pappert,  Emanuel,  Flushliij?.  N.  Y.,  assignor  to  The  Ful-Vue 
Sales  Company.  Wa.shlngton,  D.  C.  Lens  strap. 
2.014,9TS  :    Sept.   17. 

Parker,  Charles  H.,  Codsall.  and  J.  P.  Postlethwalte,  Lon- 
don, assignors  to  I>)w  Temj)erature  Carbonisation  Lim- 
ited. London,  England  Apparatus  for  the  distillHtion  of 
coal  and  similar  carbonaceous  substances.  2.014,583  ; 
Sept.   17. 

Parker,  Donald,  administrator,  et  al.     (See  Rtggs,  Fred  W.) 

Parker,   Georjje  I),      t  See  Rlnjis,   Fred  \V. ) 

Parker,  Walter  H.      "See  MacLean.  A.  D..  and  Parker.) 

Patche.  Clinton  J..  Maplewood,  N.  J.,  assignor  to  American 
Telephone  and  Telegraph  Company.  Coin  chute. 
2,014.505  :    Sept.    17. 

Patche.  Clinton  J..  Maplewood,  N.  J.,  assignor  to  American 
Telephone  and  Tel»»graph  Company.  Coin  collection  ap- 
paratus.    2,014, sort;   Sept.    1". 

Pavne,  Samuel  T.,  Kenmore.  and  F.  R.  Weymouth.  Buf- 
falo. N,  Y..  assignors  to  Curtlss  Aeroplane  h  Motor 
Company.  Inc.  Retractable  landing  gear.  2,014,777  ; 
Sept.  17 

Pearte,  William  L.,  Houston.  Tex.  Drill.  2.014.909 ; 
Sept.  17. 

Pearton.  Henry  W..  and  H.  Mills.  London.  England.  Book- 
binder's wrappering  or  covering  machine.  2,014.980 ; 
Sept.    17. 

Pedersen.  Waldemar  J.,  Floral  Park,  N.  Y.  Building  slab. 
2,014,778  ;   Sept.    17. 

Pedranti.  Eugene  T.,  Petaluma,  Calif.  Axle  shim. 
2,014,482  ;   Hept     17. 

Peik,  Paul  G..  Chicago.  111.,  assignor  to  The  Halsey  W, 
Taylor  Company,  Warren,  Ohio,  Muffler.  2.014.666; 
Sept.   17. 

Peineke.  Wilhelm.  K.  Reschke.  Berlin,  and  H.  Dietzius. 
Gatow.  AH.  assignors  to  Siemens  Schuckertwerke 
Aktlengewllschaft.  Rerlin-Siemensstadt,  Germany.  Plain 
bearlni;.      2.014.584  ;    Sept.    17. 

Peineke,  Wilhelm.  Berlin,  K.  Reschke.  Rerlln-Slemensstadt. 
and  H.  Dictxiu.-'.  Berlin-Charlottenburg.  assignors  to  Sle- 
mens-Schuckei  twerke  Aktiengest-llschaft.  Berlin-Sle- 
mensstadt,  (iermany.  I'laln  bearing.  2.014.585  ;  Sept. 
17. 

Peirce,  William  H.      (S»»e  Graham.  H.  C,  and  Pelrce.) 

I'eremi.  Edmund.  Manhasset.  and  C.  Klsh.  E'.mburst,  as- 
signors to  (ieneral  Bronze  Corporation,  Ix>ng  Island 
City.  N.  Y.     Revolving  door.     2.014.395:  Sept.  17. 

Perfection  Stove  Company.  (See  Cbadwick,  L.  S.  and  R.. 
assignors.) 

Peterson.  Frederick  J..  College  Point,  N.  T.,  assignor  to 
Shoup-Owens,  Inc..  Hoboken.  N.  J.  Folding  box. 
2.014.695  ;    Sept.   17. 

Pevere,  Ernest  F..  Beacon,  assignor  to  The  Texas  Company. 
New  York,  N.  Y.  Sweetening  petroleum  hydrocaroons. 
2.015,038  ;   Sept.   17. 

Pevere,  Ernest  F..  Beacon,  assignor  to  The  Texas  Com- 
pany. New  York,  N.  Y.  I'reparation  of  pbenylmethanes. 
2,015,0.-19:   Sept.  17. 

Ifelfer,  William.  Jr..  Hackensack,  N.  J.  Fastening  de- 
vice.    2.014,451  ;  Sept.  17. 

Pflster.  William  A.     (See  Price,  E.,  and  Pflster.) 

Phelp.i  Dodge  Cooper  Products  Corporation.  (See  Staples, 
Horace  A.,  assignor. ) 

Philadelphia  Ste*'!  A  Wire  Corporation.  (See  Washer, 
Chandler   C.   assignor.) 

Phillips,  Harold  I'..  Maplewood.  assignor  to  Climax.  Jones 
A  Quinn  Companv,  St.  Ix)uis,  Mo.  Piston  ring  end  cut- 
ting machine.      2.014,812:   Sept.   17. 

Pierce,  George  W.,  Cambridge.  Mass.  Elect ro-magneto- 
strictlve  vibrator.     2.014.410:  Sept.  17. 

IMerce,  George  W.,  Cambridge,  Mass.  .Vpparatus  for  elec- 
tromagnetostrlctlve  transmission  and  reception. 
2,014,411  ;   Sept.  17. 

IMerce.  George  W..  Cambrldiie.  Mass.  Magnetostrictlve 
transmitter      2.014.41J  :  Sept.  17 

Pierce,  George  W..  Cambridge,  Mass.  Magnetorestrlctlve 
receiver.     2,014.413;   Sept.    17. 

Plettsch.  Albert.  SoUn.  near  Munich,  Germany,  assignor  to 
Elektrochemlsch*'  Werke  Munchen  A.  (»..  Hollriegels- 
kreuth,  near  Munich,  Germany.  Preparation  of  hydro- 
gen peroxide.      2,015,040;    .Sept.    17* 

Pine.  William  B.     (See   Isham,  Robert  M..  assignor.) 

ritman,  La  Hoy  E.,  and  J.  E.  Aronson,  assignors  to  McRae 
&  Keeler  Company.  Attleboro.  Mass.  Combined  cigarette 
and  vanity  case.     2,014.606  ;  Sept.  17. 

Pittsburgh  Equitable  Meter  Company.  (See  MacLean. 
A.  D.,  and  I'arker.  assignors.) 

Pittsburgh  Screw  &  Bolt  Corporation.  (See  Graham,  H.  C. 
and   Pelrce,  assignors.) 

Pizza.  Toby,  and  G.  A.  Oilles,  Toledo,  Ohio.  Extension  last 
for  shoe  rei>alr  work.     2.014,981  ;  Sept.   17. 

Polgov,  Nicholas  G.,  assignor  to  Delta-Star  Electric  Com- 
pany, Chicago,  111.     Bus  support.     2,014,034  ;  Sept.  17. 

Polgov,  Nicholas  G.,  assignor  to  Delta-Star  Electric  Com- 
pany. Chicago,  HI.  Cable  terminator.  2,014,635  ;  Sept. 
17. 

Pollock.  William  L.,  Jr..  New  York,  N.  Y.  Brake  or  clutch 
mechanism.      2.014,779  ;   Sept.   17. 

Porch,  Elmont  W.     (See  Ley.  C.  C,  and  Porch.) 


Porter  Screen  Company.  (See  Maynard,  William  H.,  as- 
signor. ) 

Poatlethwaite,  Joseph  P.  (See  Parker,  C.  H.,  and  Postle- 
thwalte.) 

Potter,  William  W..  Pawtucket,  R.  I.  Machine  tool  slide- 
way  and  making  the  same.     2,014.667  ;  Sept.  17. 

Powell,   Alvin.   Lafayette,  Calif.      I'aper   fastening   device. 

2,014,780;   Sept.   17. 
Powell.  Henry  K.     (See  Leopold,  S.  N..  and  Powell.) 
Pi.wnall.  (George  L.     (See  Powuall,  Henry  D.  and  (J.  L.) 
Pownall    Henry  D..   Santa  Monica.  Calif.,  and  G.  I*.  Pow- 
nall,  Co'umbus,  Ohio.     Gas  compressor.     2,014,950  ;  Sept. 
17. 
Prahl.  Milton  A.     (See  Welland.  II.  J.,  and  Prahl.) 
Pratt.  John  G.     (See  Klnsella.  E..  Pratt,  and  Kelsall.) 
Pratt.  John  G.,  et  al.      (See  Kinsella,  E.,  Pratt,  and  Kel- 
sall.) 
Price,  Emll,  and  W.  A.  Pflster.  Los  Angeles.  Calif.     Fluali 

valve.      2,014,483. 
PHce,  Joseph  W.,  Jr.     (See  Light,  R.  A.,  and  Price.) 
Price,   Thornton    W..    N.-w    isrunswlck,   N.    J.      Blower  for 

furnaces.      2,014,507;    S^-pt.    17. 
Primrose.  James.     (See  Thomson,  B.  P.,  Smith,  and  Prim- 
rose.) 
Prince,   David   C,    Swarthmore.   Pa.,  assignor   to    Geneial 
Electric  Company.      Protective   means  for   mercury  arc 
devices.     2.016,041  ;  Sept.  17. 
Prini,  Dietrich.     (See  KUhle,  W.  E..  and  Prlni.) 
Progressive  Service  Company.      (See  Woodworth,  Boy  V.^ 

assignor. ) 
Province.    Benjamin    E.      (See    Sbipman,    Thomas   J.,    as- 

Pupler,  Andr*,  Paris,  France.  Bed  and  the  like.  2,014,508  : 
Sept,  17. 

I'ure  Oil  Company,  The.  (See  Chewnlng,  J.  W.,  and  DicE- 
erman,  assignors.) 

Pure  Oil  CompMny.  The.  (See  Harnsberger,  Audley  E.,  as- 
signor. ) 

Putx.  Joseph,  assignor  to  Miller-Peerless  Manufacturing. 
Company.  Chicago,  lU.  Safety  receptacle.  2,014.582 ; 
Sept.   1«. 

Qua.dvlleg,  Matthias.  (See  Marx,  K.,  Brodersen,  and 
yuaedvlieg. ) 

guarnstrom,  Bert  L.,  assignor  to  Bundy  Tubing  Company, 
Detroit,  Mkh.     Making  tubes.     2,014,982  ;  Sept.  17. 

Guarnstrom,  Bert  L.,  assignor  to  Bundy  Tubing  Company, 
Detroit,  Mich.     Tubing.     2,014.083  ;  Sept.  17. 

Quick,  Hoy   K.,  Jr.      (See  Fiuley,  Charies  M.,  assignor.) 

Rabkin.  William.      (See  Lalng.  Torrance  R..  assignor.) 

Radio  Condenser  Company.  (See  Cramer,  Stanley  S.,  as- 
signor.) 

Radio  Corporation  of  Amertcft.  (See  Ballautine,  Stuart, 
assignor.)  ,,       .^  u 

Radio  Corporation  of  America.  (See  Beverage,  Harold  H., 
assignor.)  w>   i,     »   u 

Radio   iorporatlon    of  America.      (See  Burns,   Robert   M., 

Radio  Corporation  of  America.     (See  Conklln,  J.  W„  and 

Finch,  assignors.) 
Radio   lorporation   of   America.      (See    Hansell,    Clarence- 

W.,  assignor.)  ,,  ,   ,, 

Radio    Corporation   of   America.      (See    Hlrmann,    Julius.. 

assignor  )  ^  „,^t..t« 

Radio  Corporation  of  America.     (See  Jonker,  Joban  L.  H., 

assignor.) 
Radio  Corporation  of  America.      (See  Koch,  Winfleld   R., 

assignor.)  ^        r,^  j     ..         i 

Radio   Corporation    of   America.      (See    Shepard.    trancia 

H.,  Jr.,  assignor.)  ,,     ,    _ 

Radio    Corporation    of    America.       (See    Snider,    Paul    J., 

assignor.) 
Rah    Joseph  C.,   assignor  to  Delta-Star  Electric  Company, 

Chicago.   111.     Link  connecter  and  safety  Insulation  for 

samt-.     2,014.586;  Sept.  17. 
Randall.  John  i'.      (See  Strlckler,  C.  K.,  and  Randall.) 
Rathbun.    Merrill    L..    Jamestown,    N.    Y.       Case    or    box. 

2.014.051  ;  Sept.   17. 
Katheraiuher.  Carl  P.      (See  Telchman,  C.  F.,    Klein,   and 

Ratheniacher.) 
Ray    William  T  .  Wichita.  Kans.     Locomotive  draft  appli- 
ance.     2.014,862  :  Sept    17. 
Rayon  Processing  Co    of  R.  I.,  Inc.     (See  McCulloch,  N.  K., 

and  ThavtT,  assignors.) 
Regll.  Richard  H..  Mountain  View,  Calif.   Tray.    2,014,745; 

St-pt.   17. 
Relber,   Albert  H.      ( vSec  Krum.  H.  L.,  and  Relber  ) 

Reichenbath, Howard  F., assignor  to  The  Chase  Companies, 
Incorporated.  Waterbury,  Conn.  .\(llustable  holder  for 
lip  sticks  and  the  like.      2.014.697;  Sept.   17. 

RellTy  Alfred  F  assignor  to  Kvans  Case  Company,  North 
Attleboro,   Mass       -Making  dies      2.014.608;    Sept.   17 

Relnert,  Guldo,  assignor  to  the  firm  Carl  Zeiss.  Jena, 
Germany.      Photographic  camera.      2,01 4, .'»38  ;    Sept.    17. 

Relnhardt.  Joseph  A.,  and  O  H.  Kamlnky.  assignors  to 
Western  Clock  Company.  Peru.  III.  Self  starting  syn- 
chronous motors.     2,015,042;  Sept.  17. 

Relter  l>anlel  I..  New  York,  N.  Y.  Nonreslllent  socket. 
2.014,699  :   Sept     17. 

Relter.  Lues.  Providence.  R.  I.  Tack  button.  2.014,814; 
Sept.   17. 

Renold  and  Coventry  Chain  Company  Limited.  The.  (See 
Renshaw.  Alfred,  assignor.) 
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Renshaw.  Alfred.  Manchester,  assignor  to  The  Renold  and 
Coventry  Chain  Company  Limited.  Dldsbury.  Manches- 
ter. England.  Tensioning  device  for  chains,  belts,  and 
the  like.     2,014,984  ;   Sept.  17. 

Resek,  Marc.     (See  Chadwlck.  L.  8.,  and  Resek.) 

Reshcke,  Kari.  (See  Peineke,  W.,  Reschke,  and  Diet- 
zius.) 

Reynolds  Gas  Regulator  Co.  (See  Hughes,  Ralph  C, 
assignor.)  _.  r.i.      ,    . 

Hhoads,  Albert  B.      (See  Crosby,  B.  L.  and  Rhoads.) 

Ricbter.  David.  Aktiengesellschaft.  (See  GOnthe,  Rudolf 
G.,  assignor.) 

Riggs.  Fred  W..  San  Jose,  Calif,  assignor  to  D.  Parker 
and  Citizens  National  Trust  and  Sayings  Bank  of  River- 
side, administrators  of  (George  D  Parker,  deceased.  Box 
making  apparatus.     2.014,452  ;  Sept.  17. 

Rlnderknecht,  August,  l<:«8llngen-on  the-Neckar,  Germany. 
Examining  gear  wheels.     2,014,668  :  Sept.  17. 

Kobblns.  <jllbert  L.,  et  al.  (See  Behm,  Albert  W.,  as- 
signor.) _,  ,,  .      . 

Bobbins  Maurice,  Newtonvilie,  Mass.  Collar  and  stay 
therefor.     2.014,952  :    Sept.  17. 

Robergel  Gabriel,  Vincennes,  France.  Making  nails. 
2,014.746;   Sept.  17.  .  .  .     t:-       ,     » 

Roberts  Fred  T.,  Rldgewood.  N.  J.,  assignor  to  Frank  A. 
Duly  I'awtucket,  R.  I.,  trustee.  Method  of  and  ijppa- 
ratus  for  making  rubber  tubes.     2,014.669  :  Sept    17. 

Robinson.  I^esUe  T.  A..  Sydenham,  England.  Printing  and 
other  cylinders.     2,014,985  ;  Sept.  17.  

Roche  Clifton  H..  I)etrolt.  Mich.  Automobile  construc- 
tion.    2.014,670  ;  Sept.  17. 

Roedding,  Gordon  E.,  assignor  to  Grand  Rapids  Brass 
Company,    Grand     ftaplds,    Mich.       Latch.      2,014,587. 

RoUn^'lck,    George,    and    L.    Friend.    Los     Angeles,    Calif. 

Automatic  calendar.     2.014.863;   Sept.   17. 
Ronsbelm.  Nelson.      (Sec  Metzler,  C.    and   Ronshelm.) 
R.Kjke    Gw)rge  F.     (See  Johnson,  Walter  8.,  assignor.) 
Rc^S^nst^n     Hans  O.,   and   W    kunge,   assignors   to  tel*- 
funken  Gesellsrhaft  ftlr  Diahtlose  Telegraphl.    m.  b    H 
Berlin,    Germany.      Radio    receiver.      2.014,509 ,    Sept. 

RoUi>haum.  Ike.  Mount  Vernon.  Ind.  Lens  holder. 
2,014,747  ;    Sept.    17. 

Rosendahl,  Nils  M.,  assignor  to  Universal  Crusher  Com- 
pany,    Cedar      Rapids,     Iowa.       Conveyer.       2,014.636, 

Rosenthal.    Leo.       (See    Orthner,   L.,   Becker,    and    Rosen- 

Ros'ler   Charles  A.,  New  York.  N.  Y.     Electrical  carburetor. 

2.014.396;  Sept.  17.  „  .  ,         ,♦,,.„ 

Rothe    Franz.  Dresden.  Germany.     Spraying  and  squirting 

device.     2.014.671  ;   Sept.   17. 
Bothe.    Horst.    and  H.  Rzehulka    assignors  to  Telefunken 

Oe«eIl8<haft  fUr  Drahtlose  Telegraplile  m.  b    H     B""n. 

Germany.     Electron  discharge  device.     2,014.781  ,  Sept. 

17 

Rowe  William  L.,  assignor  to  Johns  ManvlUe  Corpora- 
tion New  York.  N.  Y.  Roof  and  elements  for  the 
construction  thereof.     2.015.020  ;   Sept.  17. 

Rowen.  Robert  W.     (See  Balrd,  D.    and  Rowen.)  ^     _   ,.    . 

Rowen,  Thomas  C.  Swampscott.  Mass..  assijinor  to  United 
Shoe  Machinery  Corporation.  Paterson,  N.  J.  Folding 
sheet  material.     2,014,453  ;  Sept.  17. 

Rowley.  Van  C.  Pawtucket.  R.  I.  Hoisting  mechanism. 
2.014,910;  Sept.  17.  ,    ,      .  ^  r,    a  ^   u  ^ 

Rudolph,  Corrie  F.     (See  Gebhard.  L.  A.,  and  Rudolph.) 

Rumpel,  Harvey  H.,  assignor  to  Smith  Engineering  VSorks, 
Milwaukee,  Wis.  Crushing  structure.  2,014,588  ;  Sept. 
17. 

Runge   Wilhelm.     (See  Roosensteln,  H.  O.,  and  Runge.) 

Russell.  John  K..  Los  Angeles,  Calif.  Spotlight. 
2.014.454  :   Sept.   17.  „       „         „     u        * 

■Rustln  F>igene  H..  Brooklyn,  N.  Y.  Carburetor. 
2,014,986;   Sept.    17. 

Tlutenl>er  Electric  Co.      (See  Simmons.  Paul  R..  assignor.) 

Hutledge,  Hol>ert  E..  assignor  to  Sutherland  Paper  Com- 
pany, Kalamazoo,  Mich.  Making  pressed  plates,  dishes, 
and  the  like.     2.014,815  ;  Sept.   17.  .       ^ 

Rzehulka.  Rudolf.      (See  Rothe,  H.,  and  Rzehulka.) 

Saad,    Naleeb  J..   Spokane,  Wash.      Golf  bag.     2,014,589; 

Salvr  Joseph,  and  O.  S.  Cunning,  Ix>8  Angeles.  Calif. 
Asphalt  terrazzo  composition  and  laying  the  same. 
2.014.700;  Sept.   17. 

:8amelow.  Samuel  J.,  assignor  to  B.  S.  Stanton.  Chicago, 
III.      Showerstall  bathtub.     2.015.021  :   Sept.    17. 

•Sanders.  Ernest  E..  Detroit.  Mich.  Show  case  refriger- 
ator.    2.014. ,')90;  Sept.  17. 

Sanders.  Ernest  E..  Detroit.  Mich.  Hinged  door  construc- 
tion.    2.014.591  ;  Sept.  17. 

"Scarlett.  Adam  H.,  assljrnor  of  one-fourth  to  Gleonard  A. 
Lord.  Jacksonville,  F'la.  Commodity  s'lfety  appliance 
and  bad  order  tag.     2,014,987  ;   Sept.   17. 

•Schechter,  Alfred  P..  New  York,  and  A.  Hedeman.  Long 
Beach.  N.  Y.  Flexible  tube  and  coupling.  2.014.988: 
Sept.  17. 
Schellenger.  Newton  C.  assignor  to  Chicago  Telephone 
Supply  (T^ompanv.  Elkhart.  Ind.  Combination  switch 
and  rheostat.     2.014.637:   Sept.  17. 

'4kblemper.  Paul.  Sollngen-Ohllgs,  Germany.  Pile  cutting 
knife.     2,014,864  ;  Sept.  17. 


Schllngman,    Paul    F..    and    R.    H.    Kienle.     Schenectady, 
N.  Y.,  assignors  to  General  Electric   Company.      Resin- 
ous   compositions    and    making    the    same.      2,014,953  ; 
Sept.  17. 
Schlltters,   Michael  J.,  Detroit,  Mich.  _^Multlple  tool  car- 
rier attachment.     2,014,510  ;  Sept.  17. 
Schmaljohann,    Paul.    Kiel,    assignor,    by     mesne    assign- 
ments, to  Centra  Handels-A  Industrie  A.-G.,  Chur,  Swit- 
zerland.    Internal  combustion  engine.     2,014,672  ;  Sept. 
17. 
Schmidt,    Frank   W.,   assignor   to   Motor    Wheel   Corpora- 
tion. I.<an8lng,  Mich.     Composite  brake  drum  and  mak- 
ing the  same.     2.014,865  ;  Sept.  17. 
Schneewels.   Daniel  D..  Mount   Vernon,   N.   Y.     Ornamen- 
tal device.     2,014,414  ;   Sept.  17. 
Schnider.  Otto,  Basel,  Switzerland,  assignor  to  Hoffmann- 
LuRocbe  Inc..  Nutley.  N.  J.     Barbituric  acid  compounds 
of     l-pbenyl-2,3  -  dimethyl  -  4  -  isopropyl  -  5  -  pyrazolone. 
2,014.806;  Sept.  17. 
Schrauth,   Waltner.  Borlln-Dahlem.  and   R.   Hueter,   Ross- 
lau   in   Anhalt.   (Germany,   assignors,    by    mesne   assign- 
ments,   to  "I'nlchem"  Chimlkallen    Ilandels  A.-G.,  Zur- 
ich, Switzerland.      Preparation  of  Inorganic  acid  esters 
of  higher  glycols.      2,014.782  :   Sept.   17. 
Schrauth,  Walther,    Berlin-Grunewaid,  Germany,  assignor 
to    The    Hydronapthene   Corporation,    Wilmington,    Del. 
Purifying  pyridines.     2.014.867  ;  Sept.   17. 
Schrieber,  Albert.      (See  Zimmerman,  T.,  and  Schrieber.) 
Schubert.     John.     North     Arlington,     N.     J.      Snowplow. 

2.014,783;  Sept.   17. 
Schuler,  Charles  E.,  assignor  to  Intemational-Stacey  Cor- 
poration, Columbus,  Ohio.      Wave  antenna.     2,014.784 ; 
Sept.  17. 
Schuler,  Charles  E..  assignor  to  International-Stacey  Cor- 
poration,  Columbus,  Ohio.     Wave  antenna.     2,014.785  ; 
Sept.   17. 
Schulte,   William   H.,  Trenton.   N.  J.     Flush  tank    supply 

mechanism.     2.014.748  :  Sept.  17. 
SchOtz.  Karl.      (See  Zerweck.  W..  and  Schtitz.) 
Schwab,    Martin    C,    Chicago,    III.      Incineiatlng    means. 

2,014.465  ;  Sept.  17. 
Schwarz,  Harvey  F.     (See  Carter.  K.  F..  and  Schwarx.) 
Schwarxe,  Bruce  H.,  Administrator.     (See  Schwaize,  Her- 
man.) 
Schwarze.    Herman,    deceased,    late    of   Pontlac,    Mich.,    by 
B.    H.    Schwanse,    administrator,    Birmingham,    assignor 
to  General  Motors  Corporation,   Detroit,   Mitth.      Light- 
ing system   for  motor  vehicles.     2.014.592:   Sept.   17. 
Scofleld,  Philip  F..  Palo  Alto,  assignor  to  Helntz  k  Kauf- 
man. Ltd.,  San  Francisco,  Calif.     Inductance  connecter. 
2.014.638  :   Sept.   17. 
Seebach.  Fritz,  Brkner,  near  Berlin,  assignor  to  Bakelite 
Qesellschaft    mit    beschrankter    Haftung.    Berlin.    Ger- 
many.    Preparation  ef  reslnuous  condensation  products 
from  xylenol  ethers  and  aldehydes.    2.014.415  :  Sept.  17. 
Seeger   Refrigerator   Company.      (See  Abrens,    Robert   8., 

assignor.) 
Seiti- Werke  Corporation  of  G.  m.  b.  H.     (See  Stegemann, 

Friedrlch.  assignor.) 
Seligmann.    Arthur,    Dusseldorf,   Germany.      Refrigerating 

plant.     2.014.701  ;  Sept.  17. 
Serpent.  Walter  H..  assignor  to  Fair  Play  Caramels.  Inc.. 
Middletown.    N.    Y.      Machine   for  wrapping  candy  and 
Inserting  sticks  into  the  candy.     2.014.593  ;  Sept.   17. 
Setzer.    Rudolf.    Munich-Truderlng.   (Jermany.    assignor   to 
Technik  h  Investment  Aktiengesellschaft.  Vaduz,  Liech- 
tenstein.    Carding,  cleaninc,  opening,  and  like  machine 
for  textile  fibers.     2.014.673  :  Sept.  17. 
Seyforth,  Rome  C,  assignor  to  Lowell  Manufacturing  Com- 
pany. I/Owell.  Mich.     Compressor.     2.014.816 ;  Sept.   17. 
Shaver.  Glen  F.,  et  al.     (See  Wlkert.  Harrv  B..  assignor.) 
Shaw.  Henrv  A.     (See  Blrtch.  Fred  W..  assignor.) 
Shemwell.   Floyd.      (See   Steele.   W.   C,   and  Empson,   as- 
signors.) 
Shepard,  David  C.      (T  *  Lee.  Bess  B.,  assignor.) 
Shepard.  Francis  H.,  Jr..    Rutherford.   N.  J.,   assignor  to 
Radio    Corporation    of    America.      Photoelectric    appa- 
ratus.    2.014,786;  Sept.  17. 
Sheridan.  Leslie  M..  Copper  Cliff.  Ontario.  Canada.     Speed 

variator.     2.014.954  ;   Sept.  17. 
Sherman.   Thomas   L..   assignor  to   Michell-Crankless    En- 
gines Corporation.  New  York.  N.  Y.     Crankless  mecha- 
nism.    2.014.702  :  Sept.  17. 
Shipman.  Thomas  J.,  assignor  of  one-fourth  to  B.  E.  Prov- 
ince.  Kansas   City.   Mo.      Wall   paper  automatic  paster 
and   trimmer.      2.014.817;    Sept.    17. 
Shore    Corporation,    The.       (See    Smith,    Walter    8.,    as- 
signor.) 

Shoup-Owens.  Inc.     (See  Peterson.  Frederick  J.,  assignor.) 

Shodron,  John  G..  assignor  to  James  Manufacturing  Com- 
pany. Fort  Atkinson.  Wis.  Ventilation  structure. 
2.014.594  ;   Sept.  17. 

Sieff.  Solomon  H..  London.  England.  Stringing  of  tennis 
and  like  rackets.     2,014.989;   Sept.  17. 

Siemens-Apparate  und  Maschinen  G.  m.  b.  H.  (See  Fis- 
chel,  Eduard.  a^^signor. ) 

Slemens-Schuckert werke  Aktiengesellschaft.  (See  Peineke, 
W..  Reschke  and  Dietzius.  assignors.) 

Simmons.  Paul  R..  assignor  to  Rutenber  Electric  Co., 
Marlon,  Ind.    Toasting  machine.     2.014,595  :  Sept.  17. 

Simmons.  R.  F.,  Company.  (See  Baker,  Kenneth  H.,  as- 
signor. ) 

Simpson.  David,  et  al.     (See  Gulke.  Otto  A.,  assignor.) 

Singer  Manufacturing  Company,  The.  (See  Tlesler,  Al- 
fred, assignor.) 
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Slrlan  Lamp  Company.      (S*e  MacFarland,  Albert   E.,  t«- 

siKnur.) 
Smith   Engineering  Works.      (See  Rumpel,  Harvey  H.,  as- 

8ii;nor.  i 
Smith,   Herbert  C,   I>ob  Angelen.   Calif.,   assignor  to  Coast 

Insulating      Company.         Acoastlc      tile.         2,014,749 ; 

Sept.   17. 
Smith,    Lawrence  C  ,   assignor   to  Pedders  Manufacturing 

Company,  Inc.,  Buffalo,  N.  T.     Refrigerating  apparatus. 

2.014.7O.S:  Sept.  17. 
Smith.     Louis    H.,    El    Cajon,    Calif.      Plow.     2.014,456  : 

Sept.   17. 
Smith,  MInter,  Sulphur  Sprlnga,  Tex.     Clutch.     2,014,990  : 

Sept.   17. 
Smith,    Richard     E.,    Birmingham,     England.       Trimming 

sheet   metal  pressings.      2.014,596  ;   Sept.    17. 
Smith,   Walter   S.,  Old  Fort,  N.  C  ,  assignor  to  The  Shore 

Corporation.   Dover,   Del.      Internal  combustion   engine. 

2,015.022  :   Sept.   17. 
Smith,  William.      (See  Thomson,  R.  F.,  Smith,  and  Prim- 
rose. ) 

Smith,    William    H..    Cornwall,    N.    T.      Tension    device. 

2.014.397  ;  Sept.  17. 
Smlthell.*.  Colin  J  .  Bughev,  and  L.   R.  O.  Treloar,  North 

Wembley,  assignors  to  The  MO  Valve  Company  Limited. 

London.      England.      Thermionic      cathode.      2,014,787  ; 

Sept.    17. 

Snider.  Paul  J.,  Plain  City.  Ohio,  assignor,  by  me«ne  as- 
signments, to  Radio  Corporation  of  America,  New  York, 
N.  Y.     Variometer.     2.014.820  ;   Sept.   17. 

Snyder.  Augustus  K.,  Annapolis,  Md.  Shoulder  ruard. 
2.014,991  ;  Sept.  17. 

Sochor.  Frani.     (See  (lOldhammer,  L,,  and  Sochor.) 

Society  Des  Mines  De  Dourgcs.  (See  Blond^-lle.  Raymond, 
assignor. ) 

Sommer  k  Maca  Gla.ss  Machinery  Corporation.  (See 
Maca,  Paul,  as.signor.  > 

Sorens,  Edgar  M..  assignor  to  Soreng-Manegold  Company. 
Chicago.  111.  Cigar  and  cigarette  lighter.  2,014.416: 
Sept.   IT. 

Soreng-Manegold  Company.  (See  Soreng,  Edgar  M.,  as- 
signor.) 

Sparling.  Eric  C,  Garden  Ctty,  assignor  to  Sperry  Gyro- 
scope Company,  Inc..  Brooklyn.  N.  Y.  Voltage  and  fre- 
quency regulator.     2.014,818  :  Sept.  17. 

Spencer,  Douglas  A.,  et  al.  (See  Murray,  Humphrey  D., 
assignor.) 

Sperry  Gyroscope  Company.  (See  Sparling.  Eric  C,  as- 
signor.) 

Splcer  Manufacturing  Cori)oration.  (See  Padgett,  Joseph 
E..  assignor. ) 

Splcknall.  Thomas  F..  Caton.sville.  Md.  Piston  for  hy- 
draalic   cylinders.      2,014,819  ;    Sept.    17. 

Spoehrer.  Hermann  F..  St.  Louis,  Mo.  Connection  for 
fluid  lines.     2.014,911  ;  Sept.  17. 

Sprague,  Robert  C,  Quincy,  assignor  to  Sprague  Special- 
ties Co.,  North  Adams.  Mass.  Electrical  condenser. 
2.014,.'«»8:  Sept.  17. 

Sprague.   Robert  C,  Quincy.  assignor  to  Sprague  Special 
ties  Co.,  North  Adams.  Mass.     Manufacture  of  electrical 
condensers.     2.014..'?99  :    Sept.    17. 

Sprague  Si)ecialties  Co.  (See  Sprague,  Robert  C,  as- 
signor.) 

Square  D.  Company.     (See  Wllhelm.  Henry  A.,  assignor.) 

Squibb.  E.  R..  k  Sons.  (See  Christiansen,  W.  G.,  Moness 
and  Harris,  assignors.) 

Staley,  Jo.seph  H..  Columbn.s,  Ind.  Changing  gaseous  con- 
tents of  switch   tubes.      2.014,597  ;   Sept.    17. 

Standard  Oil  Company,  The.  (See  Mnsselman,  John  M., 
assignor.) 

Staley,  Marcellns,  Brooklyn,  N.  Y.  Elevator  control  sys- 
tem.    2.014.821  :  Sept.  17. 

Stanley  Works,  The.     (See  Volx,  Frederick  A.,  assignor.) 

Stansbury,  Carroll.  Wauwatosa.  assignor  to  Cutler-Ham- 
mer. Inc  ,  Milwaukee,  Wl.s.  Electron  tube.  2,014,539  , 
Sept.  17. 

Stant.  Edgar  R..  Baltimore,  Md.  Smoking  pipe. 
2.014,511  :  .Sept.  11. 

Stanton,  Bailey  S.      (See  Samelow,   Samuel  J.,  assignor.! 

Staples,  Horace  A..  Plainfleld,  N.  J.,  assignor  to  Phelps 
Dodge  Copper  Products  Coriwratlon.  New  York,  N.  Y. 
Annealing   furnace.      2.014.598  ;    Sept.    17. 

Stedman.  Jacob  ('..  Memphis,  Tenn.  Cashier  machine. 
2.014.599  :  Sf>pt.  17. 

Stayton.  William  H  .  Washington.  D.  C.  Golf  game 
2.014.992  :  Sept.  17. 

Stayton.  William  H.,  Washington,  D.  C.  Oolf  game 
2,014,99:1;  S*-pt.  17. 

Steel   Builder   Company       (S<>e   Blerbaoh.    Carl,   a.sslgnor  ) 

Steele.  William  C.  and  G  W.  Empson.  Seattle,  assirnors 
of  one-half  to  Floyd  Shemwell.  Wal'a  Walln.  Wash 
Air  feeding  device  for   stoves.      2.014.868:   Sept.    17. 

Stegemann.  Frledrlch,  assignor  to  Corporation  of  Seltz- 
Werke  G.  m.  h.  H.,  Bad  Kreuznach.  Germany.  Appa- 
ratus for  sterilising  containers.     2.014.750  ;  Sept.  17. 

Stere,  Boyd  A.,  and  A.  C.  Ansnehmer,  Youngstown,  Ohio. 
Window.     2.014.704:  Sept.  17 

Stevens,  Edward  W..  Detroit.  Mich.,  assignor  to  Chicago 
Pneumatic  Tool  Company.  New  York.  N.  Y.  Th-ottle 
arrangement  for  pneumatic  tools.     2.014.705:  Sept.   17. 

Still,  Carl,  Reckllngnausen.  Germany.  Charging  and  com- 
pressing loosely  charged  coal  within  oven  chambers. 
2.014,400  ;  Sept.  17. 


***^w;."^'''"*^n*^w'"'''™*'**-  a'*«'8'"^'-  to  I.  G.  Farbenindustrle 
wiJi*"*:?**'"''i^"'\:      ►'■a«kfort-ou-the-Maln,      Ge.  m.uy 
fa'iS'e^'tou" MrXV'17"^  conversion  product  of  th'e 

^'2;)*'l4,*9947'sep"t.'  j^"^'***"'   E"«»«»°<»-      Loo«e    leaf   book. 

sl^X;H^"*ji^m.     "v.   '■'*'^,'^""^-    Thomas,  assignor.) 
Stratford.   \Mlllam   M..  as^^lgnor   to  The   Texas   Company 

Sept.   17   •         ^      I'reparatlon  of  emulsions.     2,015,043  ; 

Strtckler.  Charles  K.,  and  J.  C.  Randall.  Columbus  Ohio 
Game  apparatus.  2,014.788  ;  Sept.  17  "™»"».  "D'O- 
sTrSlbel  f'^^'^-        ^^     Stttsaer.     R.,     D^.bmaier,     and 

fI'"l*'»'''D"^f''**   ^     ^^«.    "ennlDK.    Francis    L.,    assignor  ) 
^"^n'Jk^f^W'k  ^"r**  "!.""•  •'^    ^      Automatic  sheet  fad- 
ing and  discharging  and  r.-cord  copy  projecting  machine 
for  typewriters.     2,014,417  ;   Sept     17  "*«in«ne 

^^Tt'?;^^'-"'''''*'  ^^  ""ny"*^*'°  '  ■^'^'  ^'"•»'-     Control  and 
™iiii  *.-P'*'"'""'*  ^^'  ^<'t    an«l    cold   water.     2,014,639; 


Sept.  17 


^"TJln^"ii'"T^^\?°^  S.r    ^*«'ford.  assignors  to  Fellns 
2.?)l°f789rSeSt.  17.-    ^"-''»^--    ^Is.       Plant    duster. 
Sullivan,  Albert  V     Redwood  City,  a.-aignor  to  Pacific  Can 

Sulier  Frferes  Socl^ttf  Anonyme.      (See  Hefti.  Wllhelm    as- 
signor.) ' 
Sunner   Carl  N.,  et  al.     (See  Erickson.  Obi,  as&lgnor  ) 
Sutherland    Paper   Company.      (See   Kutledge,    Robert    E. 
assignor  )  "• 
Sweet.   Harold  E.      (See  Baker.  Kenneth  H..  assignor  ) 
Symington  Company,  The.      (See   Barrows,   Donald   8     as- 
signor.) 

Symington  Company,  The.  (See  Kadel,  Byera  W..  as- 
signor.) ' 

Tanning  Process  Company,  The.  (See  Connor,  J.  H..  and 
Merrltt.    as-lgnors. )  .,  «"« 

Tarof.  Ement  L.,  Brooklyn,  N.  Y..  assignor  to  Kerlow  Steel 
Flooring  Co.,  Jersey  City,  N.  J.  Grating.  2,014  912  • 
Sept.   17.  o         .        . 

Taaker.  Homer  G.,  Douglaston  asaignor  to  United  Research 
Corporation,  Long  Island  City.  N.  Y.  Signal  reproduc- 
ing system.      2.014,418;   Sept.    17. 

Ta.vlor.   Albert    U  .   Washington,    I».   C.   assignor  to   Wired 
Radio,   Inc.,  New  York.  N.  Y.     Cir.uit  for  precision  con 
trol   of   ma.Kter  oscillators.      2.014,913;    S*>pt     17 

Taylor,  Edward  H.     (See  Blrdsey.  C.  R.,  and  Taylor  ) 

Taylor  Forge  &  Pipe  Works.  (See  Blrdsey,  C.  R..  and 
Taylor,  assignors.) 

Taylor,  George  F  ,  Schenectady.  N  Y  .  assignor  to  General 
F:iectrlc  Company.  Making  an  abrasive  tool.  2,014  955  ; 
Sept.   17. 

Taylor.  Halwy  W.,  Coropany.  The.  (See  Peik.  Paul  G.. 
assignor.) 

Teare,  Benjamin  R.,  Jr.,  and  M.  A    Whiting,  Schenectady 
N.  Y..  assignors  to  fleneral  Electric  Company.      FHectro- 


responslve  device.     2,014,869;   Sept.    17. 


Te  .\roha  Dairy  Company  Limited.     (See  Murray,  Henry  L., 

assignor.) 
Teare.  Benjamin  R..  Jr.,   and   M    A    Whiting.  Schenectady, 

N.  Y.,  assignors  to  General  Electric  Company.     Electn 


cal   regulation.      2.014,870;   Sept     17. 


pany. 

( See    Setxer, 
(See 


Gram, 


Technlk    ft    Investment     Aktiengeselliicaft. 

Rudolf,  assignor.) 
Tefhno  Chemical      I.«boratOTies,      IJmlted. 

Thomas,  assignor  ) 
Telcher,    -\lbert,    assignor    to    Fritx    Kroch,    Leipzig,    Ger- 
many.     Envelope.      2,014.914;   Sept,    17. 
Telcbmann.   Charles  F.,   assignor  to  The  Texas  Companv, 

New  York,  .N.  Y.     Treating  hydrocarbon  oils.     2,014,9lS  ; 

Sept.   17. 
Telcbmann.  Charles  F.,  assignor  to  The  Texas  Company, 

.New  York,  N.  Y.     Insecticide  and  fungicide.     2,015  045: 

Sept.   17. 
Telcbmann.  Charles  P.,  H.  Klein  and   C.  P.  Rathemacher, 

New     York,      N.      Y.        Chl</rtnatlon     of     hydrocarbons. 

2.015,044  :   Sept.   17. 
Telcbmann,   Charles  F  .  assignor  to  The  Texas  Company. 

New  York,  N.  Y.     Solvent  extraction  of  hydrocarbon  oil. 

2.015.046;   Sept.    17. 
Teitscheld.  Alfred  F..  Wharton.  N    J.     Fuse  for  projectiles. 

2.014.401  :   Sept.   17 
Telefunken  Gesellschaft  fOr  Drahtlose  Telegraphie  m.  b.  H. 

(See  KQhle,  W.  E..  and  Prinz.  assignors.) 
Telefnnken  Gesellschaft  fftr  Drahtlose  Telegraphic  m.  b.  H. 

(See  Lelb,  August,  assignor.) 
Telefunken  Gesellschaft  fflr  Drahtloee  Telegraphie  m.  b.  H. 

(See    R4>o«ensteln.   H.   O.  and   Runge.   assignors.) 
Telefunken  GeB»dlschaft  fflr  rirnhtlo«e  Telegraphie  m.  b.  H. 

(See  Rothe.  IL.  and  Rzehulka,  assignors.) 
Teletype  Corporation.      (See  Krum,  FI.  L.,  and  Relher.  as- 
signor.) 
Teletype  Corporation.      (See  Lake.  Rosa  A.,  assignor  ) 
Tpxaa  Company,    The.      (See   Eastman     IiuBois.  assignor  ) 
Texas  Company,  The.     (See  Hendrey.  W    B.,  and  Bhaugh. 

assignors.) 
Texas  Companv.  The.      (See  Pevere.   Ernest  F  .  assignor.) 
Texas    Company,   The.       (See   Stratford,    Wllllaai    M.,   as- 
signor.) 
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Texas  Company,  The.  (See  Telcbmann,  Charles  F.,  as- 
signor. ) 

Thayer.   Oman   G.      (See  McCnlloch    N.   E.,   and   Thayer.) 

Themar,  Benjamin  J.,  Hastings,  Nebr.  Angle  indicator 
for  cornice   brakes.     2,014,485  :   Sept.   17. 

Thomas,  Victor  W.,  assignor  to  E.  A.  Harrington,  Wauke- 
gan.   111.,  trustee.     Induction   coll.     2,014,540;   Sept.   17. 

Thomson,  Ikinald  M..  Los  Angeles.  Calif.  Ticket  print- 
ing machine.      2,014.707  ;   Sept.   17. 

Thomson,  Robert  F'.  (See  Falrweather,  D.  A.  W.,  and 
Thomson.) 

Thomson.  Robert  F..  W.  Smith,  and  J.  Primrose,  Grange- 
mouth. Scotland,  assignors  to  Imperial  Chemical  Indus- 
tries Limited.  Compound  of  the  anthraauinone-acrl- 
done  series  andpreparlng  the  same.     2.014.790  ;  Sept.  17. 

Tlesler,  Alfred.  Wittent>erg>\  near  Potsdam.  Germany,  as- 
signors to  The  Singer  Manufacturing  Company,  Elisa- 
beth, N.  J.  Needle-vlbratlon  controlling  me^-bnnism  for 
zigzag^titch  sewing  machines.     2,014,016  ;   Sept.   17. 

Todd.  wUllam,  I.rf>omln8ter,  Mass.  Tie-rod  assembly. 
2,014,871  ;  Sept.  17. 

Topham,  Charles  F.  (See  Baguley,  N.  O.,  Topham,  and 
Lewis.) 

Trachtenberg.  Harrv,  Richmond  Hill,  N.  Y.  Toilet  kit. 
2,014.822:    Sept.    17. 

Tramm,  Heinrlch,  Oberhausen-Holten,  Germany.  Absorp- 
tion vessel  for  pases  and  vapors.     2.014,823;  Sent.  It. 

Treltel  Heinrlch,  Berlin,  (Germany,  assignor  to  Cleneral 
Electric  Company,     Power  set.     2,014.956  ;  Sept.  17. 

Treloar.  L«slle  R.  G.     (See  Smlthells,  C.  J.,  and  Treloar.) 

Trimbach.  Clem  G..  Kenmore.  N.  Y.,  assignor  to  Curtlsa 
Aeroplane  &  Motor  Company.  Inc.  Adapter  for  twin 
flexible  machine  guns.     2.014,791  ;  Sept.  17. 

Trutone  Audlfllm  Corporation.  (See  Page,  Milton  H.,  as- 
signor.) 

Tubman.  Thomas  H.      (See  Palmer.  Herbert  R..  assignor.) 

Tumey.  Hugh  W.,  U.  S.  Navy.  Electrolyte  level  Indicator. 
2.014,402;  Sept.  17. 

Tuttle.  Fred  G.      (See  Harless,  C.  A.,  and  Tuttle.) 

"rnichem"  Chemlkallen  Handels  A.-G.  (See  Schratith, 
W.,   and  Hueter,   assignors.) 

Tnlon  Hardware  Company.  (See  Damon,  Frank  J.,  as- 
signor.) 

Union  Special  Mnchlnenfabrlk,  G.  m.  b.  H.  (See  Liitr, 
Friedrlch.  assignor.) 

Union  Switch  A  Signal  Company,  The.  (See  Bone,  H.  L., 
and    Clausen,    assignors.)  _   .^ 

Inlon  Switch  h  Signal  Company,  The.  (See  Wells.  W.  B., 
and  Funcke.  assignors.)  ^    ^     ,  w     m 

United  Autographic  Register  Co.  (See  E>ith.  John  E.,  as- 
signor.) r,         ^  *.  -n, 

Unlted-Carr  Fastener  Corporation.  (See  Carr,  Moses  F., 

a8.signor.>  ^„        „      ^         t      * 

Unlted-Carr  Fastener  Corporation.  (See   Hayden,   Lester 

N..   assignor.)  ,„       ,  .  ^     ^ 

United-Carr  Fastener  Corporation.  (See  Johnson,  Gostav, 

assignor.)  ,  .„      ~  ,-.     ,  t 

Unlted-Carr  Fastener  Corporation.      (See  Knuta<in.  Carl  L., 

as  ignor.)  .„       „  .,«    ^i 

United  Kingdom  Optical  Company.      (See  Emerson,  Alfrefl 

II.,  a^slgnor.)  ^  ™     —  j 

United    Research    Corporation.       (See    Carter,    E.    F.,   and 

Schwartz,  assignors.)  ,„,„„.         ,,  /-i 

United    Kesearch   Corporation.      (See   Tarker,    Homer   G.. 

Un"ltpd"' Shoe  Machinery  Corporation.     (See  Ballard,  Milton 

H.,  asaignor.)  ,„      ^   _       ,  .     -n 

United  Shoe  Machinery  Corporation.     (See  Coffey,  John  B., 

Un"lted  Shoe  Machinery  Corporation.     (See  French,  John 

W.,  assignor.) 

United  Shoe  Machinery  Corporation.     (See  Gorman,  Henry 

B.,  assignor.)  ,  ,„        •».     «r       1 

United    Shoe    Machinery    Corporation.       (See    MacKentle, 

Wilbur  L,  assignor)  ,„       „  ,„. 

United  Shoe  Machinery  Corporation.     (See  Rowen,  Thomas 

C.,  assignor.)  ,„         „,.    ,, 

T'nlted     Shoe     Machinery     Corporation.        (See     VMnkley. 

Erastus  E.,  assignor.)  ,„        «  1      a 

United    States    Gypsum    Company.      (See    Heeren,    A.    A., 

and  Johnson,  assignors. )  „.„  ,.       t      n      o 

I.    S.    Industrial    Alcohol    Co.       (See    Gillette,    Leslie    8., 

Un"lte<f  States  Metallic  Packing  Company,  The.     (See  Liglit, 

R.  A.,  and  Price,  assignors.)  /«        t      ^ 

U.    S.    Submarine    Motorship    Dredge,    Inc.       (See    Lord, 

Mount  C,  assignor.)  ,„        „  .,   w,     vn      xm 

Unlversnl   Crusher    Company.      (See    Rosendahl,    Mis    M., 

assignor. ) 
Universal  Oil  Products  Company.     (See  Benedict,  Wayne 

L.,  assignor.)  .         ^  .^    „  . 

Valerio,   Louis.      (See  Burdge,   Kenneth  M.,  assignor.) 
Van  Ranst.  Cornelius  W.,  assignor  to  Packard  Motor  Car 

Company,    Detroit,    Mich.       Vehicle    wlieeL      2,014,751; 

Van  Schaack  Bros.  Chemical  Works,  Inc.  (See  Young, 
Hoylande  D.,  assignor.)  ™      ^   „ 

Van  Sicklen  Corporation  et  al.  (See  Flint,  Floyd  F..  as- 
signor.) 

Vawter,  John  T.,  Los  Angeles.  Calif.  Flexible  cement  gun 
nozile  attachment.      2,014.708  ;   Sept.   17. 

Vesey  Incrah.  A..  Memphis,  Tenn.  Porch  awning. 
2.014.752;  Sept.  17. 

Vlcen.v  Manufacturing  Company,  The.  (See  Clayton, 
Lewis  J.,  Assignor.) 


Vlckers-Armstrongs  Limited.  (See  Watson,  John  P.,  as- 
signor.) 

Vincent,  Jesse  G.,  assignor  to  Packard  Motor  Car  Com- 
pany, Detroit,  Mich.  Transmission  mechanism. 
2,014.486;  Sept.  17. 

Volpt,  Paul  A.,  Ozone  Park,  assignor  to  Johns- Ma nvllle 
(-orporatlon.  New  York,  N.  Y.  Multiple  unit  wall  as- 
sembly.    2,014,419;  Sept.  17. 

Voli,  Frederick  A.,  assignor  to  The  Starilev  Works,  New 
Britain.  Conn.      Une  level.      2,014.709  :   Sept.   17. 

Von  Wllmowsky,  Felix  F.,  New  York,  N.  Y.  Heavler- 
than-alr   flvlng   machine.      2,014,457  :    Sept.    17. 

Walder,   Jacon.      (See  Baer.   Oscar,  assignor.) 

Waldron,  John,  Corporation.  (See  Ininham.  John  R.,  as- 
signor.) 

Wales,  Jess  P..  assignor  to  The  Mine  and  Smelter  Supply 
Company,  Denver,  Colo.  Grinding  mill.  2,014,640; 
Sept.  17. 

Wallace,  Bert  E.,  Barrlngton,  111.  Beverage  dispensing  ap- 
paratus.    2.014,824  ;  Sept.  17. 

Walworth  Patents,  Inc.     (See  Bard.  Francis  N.,  assignor.) 

Walworth  Patents.  Inc.  (See  Martin,  Je-sse  C.,  Jr..  as- 
Rlgnor. ) 

Walworth  Patents,  Inc.  (See  Morehead.  French  H.,  as- 
signor.) 

Wappat,  Fred  W..  Pittsburgh,  Pa.  Pressure  regulating 
valve.     2,014,541  ;  Sept.  17. 

Warner  Bros.  Pictures,  Inc.  (See  Jackman,  Fred  W.,  as- 
signor.) 

Washer,  Chandler  C.  asslcnor  to  Philadelphia  Steel  k 
Wire  Corporation.  Philadelphia.  Pa.  Lock  washer. 
2,014,995  :  Sept.  17. 

Waters.  Harry  P.,  New  York.  N.  Y.  Sound-producing  ap- 
paratus.    2,014.674  ;  Sept.  17. 

Watklns,  Donald  J.      (See  Beckett,  C.  M..  and  Watklns.) 

Watson,  James  E..  KIrklnnd.  Wash.  Passenger  bus  seating 
arrangement.     2.014.996:  Sept.  17. 

Watson,  John  P.,  assignor  to  Vlckers-Armstrongs  Limited. 
Westminster,  BnTland.  Stabilizing  means  for  a  body 
subjected  to  the  Influence  of  angular  motion.  2,014,825  ; 
Sept.  17. 

Wayne.  Herbert  N.,  Santa  Monica,  Calif.  Float  valve. 
2.014.600:  Sept.  17. 

Webber.    Charles    8.,    Springfield,    Mass..    assignor    to    The 

Flberlold  Corporation.   Indian   Orchard,  Mass.      Compo- 
sition.    2,014,403:  Sept.  17. 
Weber.      Harry,      Philadelphia,      Pa.        Stopper      opener. 

2  014.753  :  ^ept.  17. 
Webster.  Beulah  B..  Madison,  Wis.     Educational  appliance. 

2.014,675  ;  Sept.  17. 
Wedbere.  Frank  A.     (See  Wevmouth.  F.  R.,  and  Wedberg.) 
Wee«l.  Floyd,  Jefferson  City.  Tenn..  and  E.  E.  Ellis,  Short 

Hills,    N.    J.      Concentrating    nonsulphide    minerals    by 

froth  flotation.     2,014.406;   Sept.   17. 
Weed,  Floyd.  Jefferson  City.  Tenn.    Flotation  of  manganese 

ores.     2.014.407;  Sept.  17. 
Weed,  Floyd.  .Teffer.son  City.  Tenn.     Concentrating  chromite 

ore*  by  froh  flotation.     2.014.404  ;  Sept.  17. 
Weed,  Floyd.  Jefferson  City,  Tenn.    Concentrating  iron  ores 

by  froth  flotation.     2,014,405  ;  Sept.  17. 
Weed.  Lyle  A..  Iowa  City,  Iowa,  assignor  to  The  Hamilton 

Lnborntorles.       Inc.,       Hamilton,       Ohio.         Germicide. 

2.014  676;  Sept.  17. 

Welland.  Henry  J..  South  Milwaukee,  and  M.  A.  Prahl. 
Milwaukee,  assignors  to  E.  I.  du  Pont  de  Nemours  k 
Company.  Wilmington.  Del.  Sulpbonatlon  of  rosin  and 
Its  derivatives      2.015  023;  Sept.  17. 

Weimer.  Raymond  S..  Wilmington.  IlL  Excavating  appa- 
ratus.    2,014.792:  Sent.  17. 

Weiss.  Max  M..  Brooklvn.  N.  Y.  Automatic  means  for 
counteracting  nose  dives  in  aeroplanes.  2,015,047 ; 
Sept.  17. 

Wells.  Wesley  B..  Wilkinsburg,  and  M.  Funcke,  assignors 
to  The  Union  Switch  A  Sienal  Company,  Swissvale,  Pa. 
Light  signal.     2.014,872  ;  Sept.  17. 

Weskenson  Corporation.  (See  Johnson.  William  H.,  as- 
signor.) 

Western  Clock  Company.  (See  Relnhardt,  J.  A.,  and 
Kamlnky,  assignors.) 

Western  Electric  Company.  (See  Franz,  Erwin  E.,  as- 
signor.) 

Western  Electric  Instrument  Corporation.  (See  Lamb, 
Anthony  H.,  assignor.) 

Western  Union  Telet:raph  Company.  The.  (See  Bucking- 
ham, W.  D.,  and  Miller,  assignors.) 

Western  I'nion  Telegraph  Company.  (See  Noxon,  Paul  A., 
assignor.) 

Westendorp.  WlUem  P.,  Schenectady.  N.  Y..  assignor  to 
General  Electric  Company.  Stroboscoplc  apparatus. 
2  014.957;  Sept.  17. 

Westlnghouse  Air  Brake  Company,  The.  (See  Baughman, 
George  W..  assignor.) 

We.stlnghouse  Air  Brake  Company,  The.  (See  Fanner. 
Clyde  C,  assignor.) 

Westlnghouse  Air  Brake  Company,  The.      (See  Good,  John 

N.,  assignor.) 
Westlnghouse    Air   Brake   Company,    The.      (See    Hewitt, 

Ellis  B..  assignor.) 
Westlnghouse    Air    Brake    Company,    The.       (See    Logan. 

John  W.,  Jr.,  assignor.) 
Westlnghouse   Air   Brake   Compnay,   The.      (See  McCnne, 

Jo.seph  C,  assignor.) 
Westing  house    Air    Brake    Company,    The.      (See    McNeal, 

Donald  L.,  assignor.) 
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western    EU><rri<al    Investment   Corporation.      (S««   Lamb. 

Anthony   H.,  assignor.) 
Weymouth.    KreilerUk    H.      (See   Payne,   8.   T.,   and    Wey- 
mouth. )  „  —         »,   ^ 
W^ymontli,  Frwl^ri -k  R  .  nn<l  F    A.  We.lberjr.  Bnffalo,  N.  Y., 

assl>{nur»   to   (urtij^s   Aeruplant-   A   Motor    t  ouipauy,   Inc. 

Uetractabl*-    lamJini:    k*"'""       ■-',«n4,7".»;i  :    St^iit     17. 
Whtatley,    F'ruii'i.-<,   Sr..   Kauiwis   City.   Mo.      Rotary   pump. 

J, 014, 601  ;  St-[.t.  IT.  .  ^ 

WhtM^lfT,     William    L.,    I^s    Angeles.    Calif.      Clock    with 

memorandum     attachment    and     reminder.       2.014,754 ; 

Sept.   17. 
Wlilrink.'.   Max  A.      (See  Teare.  B.   K..  Jr.,  and  WbltlnR.) 
Whlton.    .\rttiur    L..    Kvanston.    assignor    to    ChltUK'o    Mill 

an. I     I.uml)»'r     Tompany,     Chicago,     111.       Barrel     head. 

2J>l-iJ>i2  ;  Seot.  17. 
Wituii.  .\rthur  L.,  Evanston,  assignor  to  Chicago  Mill  and 

Lumber      Company.      Chicago,      111.        CoUap^lbh'      box. 

.',014.54.3  ;  Sept.  17. 
Whltworth.    Sir     W.    G.,    Armstrong    and    Compan^r     (En- 
gineers)   LiniitHti.      (See   Beckett.  C.   M..   aad    VNatklna. 

assignors  ) 
Wiemer     Christ.    Cuvahoga    Falls.    Ohio.      Cloth    or    mop 

holder.     2.014.755;  Sept.   17. 
Wikerr.    Harry    E.,   assignor  of  one-half  to  R.    Elaenbast, 

and    one  fourth    to    G.     F.    Shaver,    (;raettlnger.    Iowa. 

ionvertit)le  vehicle  box  and  rack.     2.0l,'>.064  ;    Sept.   17. 
Wild,  (liarleH   li  .  assiunor   to   Burt   M:it  bine  Company   In- 

(•orp«)rate<l,        Baltimore.        Md.  labeling       machine. 

1^,014.710  ;  Sept.  17. 
Wlldman.    Harry    'J  .    Westmount,    Quebec,    Canada.      Tro- 

ducln'i  sponge  Iron      '_',014,''7:?  :  Sept.  17. 
Wildriik     Meade.    Wilmiriv'ton,    Del.,   a^lgnor   of  one-third 

to    H     H     Johns,    N.  w    York     N.   Y,      Road  building  ap- 
paratus.     2.ol4,S-H:   Sept.   17 
Wllhelm,  Henrv  .V      Milwaukee,  Wis     Hs.-ii>rnor  to  Square  I) 

("ompaiiy,    IJetrolt,    Mi-h.      Thermal    relay.      2,014,958; 

S«pt.  17' 
Williams,    Burt.    Laredo.    Texas.      Sand    trap    for    pumps. 

2.ol4.si'7  :  S^-pt.  17. 
Williams      Clarince     R..     Chicago,     111.       Hand     warmer. 

2.014.»577  ;    Sept      17. 
Williams.   Waltf  r  W  .    Bloomlnirton,  III.     Domestic  refrlg- 

nratiou       2. ol  4.017;  Sept.  17. 
Williams.       Walter       W.,       Bloomlngton.       111.         Heater. 

2,i>14.!tl8.   Sept.    17. 
Williams    Walt>r  W..  P.   .\.  Celnnder.   and  O.  B.  Nesmlth  : 

said   Olander  and  «ald   Ne*<mlth   asslKuors   to   Williams 

(HlO-Matic      Heating     Corporation,     Bloomlngton,     111. 

Fluid    fuel    burner.      2.015.048;    Sept.    17. 
Wilsin^,  Paul,  assigior  to  Demag  .Xktlengesellschaft.  Duls- 

burg.  Germany       t'rnne      2.014,544;  Sept.  17. 
WinchesffT    Repeating    .Arms    Company.       (See    Humeston, 

Frederick   L..   assignor  i 
Winkley.  Krastus  K     Lynn.  Mass..  assignor  to  United  Shoe 

Machinery    <^'or[)<iratlon,    Paterson,    N.    J.      Storage   ap- 
paratus.     2,014,4.-,,^;    Sept.    17. 


(See  Taylor,  Albert  H.,  assignor.) 
I'laiiiMeld     N     J.,    assignor   to    Inter- 
oinpaiiv    .Sew  York,  N.  Y.     Combustion 

J  nU  S-'*'       S.pt.    17. 
and   W  oiff.  I 


Sec 


Wlnthrop  Chemical  Company.  (See  Johnson,  Treat  B.,  as- 
signor.) 

Wlpperman,  Hlhleganl,  assignor  to  The  H  W  r;(.>H«rd 
Company,  Chicago,  111.  Figure  molding  >:uiui>'nt. 
2,ni4,'.t.'.  ;    Sept.    17. 

Wlr>-<l  l<a<llu.  Inc.  (See  Gebhard,  L.  A.,  and  Rudolph,  as- 
siurioPM 

Wir><i  Radio,  Inc. 

Wirr»T  <iutffrle<l. 
national  .Motor  < 
rtiamlwr   for   I)i»'8el   cni-'Mii'- 

Wolff.  Hugo       I  See  llonuJd,   E 

Wolfoi.l.  (dalles  C.      (See  Sueitlow,  A.  O.,  and   Wolfonl  ) 

Woodhousf.  Jolin  C,  assignor  to  K.  I.  du  Pont  de  Nemours 
&  Conipanv  Wilnilugtou,  Del.  Preparation  of  methyl 
ether.     2.014. 40»;    Sept.  17. 

Woodruff,  Charles  8..  Van  Wert,  Ohio.  Auxiliary  vehicle 
wheel.     2,014,459;  Sept.  17. 

Woodworth,  Roy  V.,  assignor  to  Progressive  Service  Com- 
pany, 8t.  Louis,  Mo.  Gauge  for  ornamenting  'Ues. 
2.014,603  ;    Sept.    17. 

Woodworth,  Roy  V.,  assignor  to  Progressive  S«'rvlce  Com- 
uy,  St.  Louis,  Mo.  Ornamenting  die.  2.014.604  ; 
pt.    17. 

Wray,  James  R.,  Cantrll,  Iowa.  Container  for  holding  and 
displaying  automotive  vehicle  certificates  or  like. 
2.014,641  ;    Sept.    17. 

Yarnall  l>nvld  R.,  assignor  to  Yamall-Warlng  Company, 
Philad*  li)bia.  Pa.  Steam  heating  conneition  for  valves. 
2. til,-,  1124  ;    Sept.    17. 

Yarnall  Waring  Company.  (See  Yarnall,  David  R.,  as- 
simiur  I 

Young.  Hoylnnde  I).,  Oak  Park,  assignor  to  Van  Schaack 
Bros.  Cliemica!  Works,  Inc..  Chicago,  III.  Cyanide  com- 
position and  niHking  tbe  same.     2,014,546;  Sept.  17. 

Young.  I.,eonard  A.,  Detroit,  Mich.  Golf  club.  2,014,829  ; 
Sept.    17. 

Zeiss.  Carl.     (See  Bauersfeld.  Waltber,  assignor.) 

Zeiss,  Carl.      (See  Relnert.  Guldo,  assignor.) 

Zellhoefer.  Glenn  F.,  Bloomlngton,  111.  Coll.  2,014,019; 
Sept    17. 

ZellsfofTfabrik   Waldhof.      (See  Faust.  Otto,  assignor.) 

Z'  rw.-.  k.  Wtriipr,  and  K.  SchUti.  Frankfort-on-tbe-Maln- 
Feehentieim,  Orinany,  assignors  to  General  Aniline 
Works  In.  N.w  V.)rk,  N.  Y.  Azodyestuffs  Insoluble  In 
wat.-r  an.l  fltK-rs  dv.-d  therewith.     2,014,487;  Sept.  17. 

Zipmaii,    llarrv    J      .Milwaukee.    Wis.      liCveL      2,014.410; 

Sept      IT 

Zimmerman,  Thomas,  and  A.  Schrleber,  nsfdgnors  to  Bower 
Roller  Bearing  'o..  Detroit.  Mich.  Forming  roller  bear- 
Ini:  ruiis  2i'14.005:  Sept.  17. 
Zinuiifrrnann  Wllllain  F.)ri'sf  Mills,  li.  Y.  Apparatus  for 
luakimr  printing  wurfii.'K  2.014.513;  Sept.  17. 
— Zoller,  Arnidd,  B4>rlln.  Germany.  Internal  combustion  "n- 
glne.      2.01 4. G7S  ;    Sept.    17. 
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LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  17th  DAY  OF  SEPTEMBER,  1936 

.Nom. — Arranged  In  accordance  with  the  first  slgulflcant  character  or  word  of  the  name  (In  accordance  with  city  aad 

telephoae  directory  practice). 


Cellulose  derivative    composition.      E.   F.    Ixaid.      19.705; 

Sept.  17. 
Coudeusatlon  product  and  making  same.     F.  Pollak  and  .\. 

Ostersetser.     19,710;  Sept.  17. 
Fluids  from  wells,   Apparatus  and   method   for   removing. 

J.  T.  Simmons.     19,711  ;  Sept.  10. 
Indicating  Instrument.     J.  I).  Peace.     19,70;» ;  Sept.  17. 
Musical  Instrument,  Electrical.     L.  E.  A.  Bouru.      19.702  : 

Sept.  17. 


Phenol  formaldehyde  condensation  products.  Manufacture 

of.     A.  Ostersetzer  and  F.  Riesenfeld.     19.708;  Sept.  17. 
Skate   and  shoe,   Interchangeable.      A.   Johnson.      19,706 ; 

Sept.  17. 
Surfacing  machine.  Light  weight.     H.   L.  Myers.      19.707  ; 

Sept.   17. 
Tyitesetting    machine    operation,    Slug-casting.      A.    Good. 

19.704;  Sept.  17. 
Valve.     D.  D.  Goldberg.     19,703  ;  Sept.  17. 


LIST  OF  PLANT  INVENTIONS 


Nasturtium.     D.  Burpee.     141  ;  Sept.  17. 


Rose.     O.  R.  Fltxhardlnge.     140;  Sept.  17. 


LIST  OF  DESIGN  INVENTIONS 


Amusement  device.     H.  D.   Porter.     96.n.*?.T  :   Sept.   17. 
Aquarium,  clock,  and  vase.  Combined.     L.  Weiss.     96,947  ; 

Sept.   17. 
Atomizer    or    similar   device,    Scalp    lotion.      R.    G.    Mills. 

96,928  ;  Sept.  17. 
Automotive  vehicle  beater.      H.   Rose.      96,986:    Sept.    17. 
Blouse.     B.  Brecher.     96.898  ;  Sept.  17. 
Blouse.     I.  Gelst.     96.910  :  Sept.  17. 
Bottle.     C.  W.  Ahrens.    96,885  ;  Sept.  17. 
Bracket  or  similar  article.  Lighting  fixture.     R.  C.  Gregg. 

96,912  ;  Sept.  17. 
Brick.     A.  Bowland.     96,895-7;  Sept.  17. 
Cap,  Bottle.     J.  S.  Llndemann.     96,026:  Sept.   17. 
Casing   for   vacuum   cleaners.      T.    A.   Schaad.      96.937-8 ; 

Sept.  17. 
Clasp  or  similar  article,  Collar.     J.  Blaser.     96.894  :  Sept. 

it: 

Container  and  mirror.  Combination  lipstick.     O.   E.    BalL 

96.886 ;  Sept.  17. 
Counter    or    Himilar    article.    Bar    back.      A.    Lebensfeld. 

96.923-^  ;  Sept.  17. 
Cycle.  Water.    L  L.  Custer.    96.906 ;  Sept.  17. 
Dress.     M.  Moodschein.     96.929-30;  Sept.  17. 
I>ress.     M.  Moskowltx.     96.931  :  Sept.  17. 
I)r««8,  Ensemble.     E.  N.  Tunlck.     96.945  :  Sept.  17. 
Drew,  Knitted.     J.  Guttman.     96,913  :  Sept.   17. 
Envelope  or  similar  container.     E.  Zupnik.     06.051  ;  Sept. 

17. 
Flower    holder.       M.     E.     Perry.       96.932 :     Sept.     17. 
Game  apparatus.     F.  A.  Drake.     96.907  :  Sept.  17. 
Game  apparatus.     A.  T.  Joie.     96.917  :   Sept.   17. 
Game    apparatus.    Amusement.      J.    A.    Sturm.      96,941; 

Sept.  17. 
Heater.     A.  P.  Craver,    96.905  :  Sept.  17. 
Knob,  Bar.     R.  L.  Triplett.     96,944  ;  Sept.  17. 
I/ire.     L.  Blrnbaum.     96.893  :  Sept.  17. 
I^mp  shade.     H.  M.  Laxer.     96.920-2:  Sent.  17. 
Metal  mesh  fabric     C.  A.  Whltln-r.     96.948  :  Sept.  17. 
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Motor    and    propeller.    Combined    fan.      A.    G.    Redmond. 

96.935  ;  Sept.  17. 
Pen,  Fountain.     J.  HIU.    96.914  ;  Sept.  17. 
Pen  or  similar  wrltlne  Implement,  Fountain.     A.   Blenen- 

steln.     06.888-92  :  Sept.  17. 
Radiant  heater.     B.   W.   Prultt   and  G.   Walker.     96.934 ; 

Sept.  17. 
Radiator  valve.     C.  J.   Schlafman.     96.9.S9  ;  Sept.  17. 
Range    W.  H.  Adams.     96.882-3  ;  Sept.  17. 
Range,  (^oal.     H.  Lansr*'.     96.919:   Sept.   17. 
Ring  or  similar  article.     M.  Kronstadt.     96.918  ;  Sept.  17. 
Rod   or   similar  article,  Glass  Ice.      H.   A.   Fuld.     96,909; 

Sept.  17. 
Sheet  or  similar  article.  Cellulose  derivative  plastic.      J. 

Hill.     96.915  :   Sept.   17. 
Shoe.     B.   Benjamin.     96.887  ;   Sept.  17. 
Shoe.     P.  Colella.     96.903  :  Sept.  17. 
Shoe.     B.  Drell.     96.908:  Sept.  17. 
S»ioe.     P.  Lorman.     96.927 :  Sept.  17. 
Shoe.      B.  Ziecorav.     96.950:  Sept.  17. 
Slipper.  Child's.     L  Goldberg.     96.911  ;  Sept.  47. 
Spoon  or  similar  article.     G.  N.  Stleff.     96.940  :  Sept.  17. 
Stove,  Cook.     W.  H.  Adams.     96.884  :  Sept.  17. 
Textile   fabric   or    similar   article.      J.    L.    Lien.      96.925; 

Sept.  17. 
Textile   fabric  or   similar   article  of   manufacture.      E.    M. 

Cohen  and  J.  Olenlck.     96.899-902:   Sept.  17. 
Thermometer.     W.  von  Nessen.     96.946 :  Sept.  17. 
Trav.    Combined   pipe   and    smoking.      W.    Suhr.      96.942  ; 

Sept.  17. 
Trav  or  similar  article.  Ash.    W.  Wleczorek.    96.949  ;  Sept. 

17. 
Vehicle  Instrument  panel  or  similar  article.     J.  TJaarda. 

96.943  :  Sept.  17. 
Water    heater,       A.    F.    Craver.      96.904  ;     Sept.     17. 
Wbeel  for  railway  car  brak«8.  Hand.     J.  A.  Hyle.     96.916 ; 

.Sept.  17. 
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LIST  OF  INVENTIONS 


FOR   WHICH 

PATENTS  WEKE  ISSUED  ON  THE  ITtii  DAY  OF  SEPTEMBER,  1935 

NoTB. — Arranged  In  accordance  with  the  first  nlKnlflcant  charactpr  or  word  of  the  name  (In  accordance  with  city  and 

telephone  directory  practlcf). 


Airel»>ratlon  for  the  vulcanization  ot"  rubber.  W.  Uaird. 
i;.014.4::i  ;   Sept.    17. 

Acid  compound.s  of  1  phenyI-2.  3-dlmethyl-4-laopri  pyl-S- 
pyrazolone.  Barbituric.  O.  Schnlder.  2,014.8«6 ;  Sept. 
1.. 

-Veld  esters  from  olefines.  Manufacture  of  carl)oxylic.  T. 
Kane.     2.014.850;  Sept.   17. 

Acid  esters  of  leuco  derivatives  of  vat  dyestuflfs.  Acid  sul- 
phuric.    W    Bauer  and  E.  Kramer.     2.014,489  ;  Sept.  17. 

Acid  sludge,  Mothod  and  apparatus  for  treating.  J.  W. 
rhewnlng  and  W.  C.  Dickerman,  Jr.  2,014.556  ;  Sept. 
17. 

Acoustical  material      C.  E.  Olschner.     2,014,694;  Sept.  17. 

.Vdapter  for  twin  flexible  machine  grans.  C.  O.  Trlmbach. 
.'.014.791  ;    Sept.    17. 

-Adliesive  to  the  iKittoma  of  la.<?ted  shoes,  Apparatus  for  ap- 
plying.    W    L.  MacKenzle.     2,014,391  ;  Sept.  17. 

Aerial,    Direction    finder   loop.     A.   Lelb.     2,014.852  ;   Sept. 


.Air  conditioning.     R    U 
Aircraft    provide<l    with 

Sept.   IT. 
Air    feeing  device    for 

Empson.      1.'.<»14.><68 


Anderegg.     2,014,959 
a    gun.      M.    Birklgt. 


Sept.  17. 
2,014,876: 


W.    C.    Steele   and   Q.   W. 


stoves. 
Sept.    17. 
Airplane.     G.  M    Bellanca,     2.014,366;  Sept.  17. 
Airplane  mall  pickup.     K.  Plampitt.     2,014. ."^57  ;  Sept.  17. 
Alkali  metal  carbonates.  Production  of   nitrogen-free.     R. 

B.  MacMullin  and  Q.  L.  Cnnnlngham.     2,014,536;  Sept. 

17. 
Ammonia  recovery.     J.  L.  Brill.     2.014.374.  Sept.  17, 
.\ngle     Indicator     for     cornice     brakes.       B.     J.     Themar. 

2,014,485;    Sept.    17. 
Annealing   furnace.      H.   A.   Staples.      2,014,598  ;   Sept.  17. 
Antenna.  Wave.     C.  E.   Schuler.     2.014,784-«  :  Sept.  17. 
.\nthraquinone  derivatives.     F.  Ix><lge  and  C.  H.  Lumsden. 

2.014.810  ;   Sept.    17. 
Arc-welding   machine.      R.    Notvest. 
Argento-chromp   tetramethylthlonin 

facture.     D    J.  Block.     2.014,519 
Aromatic  bodies,  Alkylation  of.     R. 

Sept.    17. 

Article.     E.  E.  Franz.     2.01 4.. "524  ;  Sept.  17. 
Asphalt    terrazzo    composition    and    laying    the    same.      J 

Salvi   and  G.  S.  Cunning.     2,014,700;  Sept.  17. 
Attachlnc  machine.     L.  N.  Havden.     2.015.033;  Sept. 
.Automatic    means    for    counteracting    nose    dives    in 

planes.      M     M.   Weiss.      2,015.047.   Sept.   17. 
Automobile  construction.     C.  R.   Roche.     2,014.670  ; 

17. 
Awning,  Porch.     I.  A.  Vesey.     2.014,752;  Sept.  17. 
Axle  shim       B.  T.  Pedrnnti.     2.014.482;   Sept.  17. 
.A.EO  derivatives  and  thpir  use  In  dyelnc.     D.  A.  W. 

weather  and  R    F.  Thomson. 
Azodyestuff.^  insoluble  in    wat»»r 

W.  Kerweck  and  K    Schfltz. 
Azoiy  arvlamlnes.  Manufacture 

Carr.     2,014,522  ;  Sept.  17. 
Bag  :    >•*"« — 

Golf  hag. 
Bag  and   work  hasket.  Combined  carrying 

2.014.904:     Sept      17. 
Balance  for  musical  instruments.     B.  Bernath. 

Sept.    17 
Balancing  fixture.     H^C.  Edwards      2,014.838;  Sept.  17 


2,014,487 
of.     M.  A. 


»ept.  17. 
Dahlen  and 


J.  I. 


L.  W.  Martin. 


2,015,029 


Barrel  head      A.   L.  Whiton.     2,014,542  ;  Sept.  1 
Base  for  stationary  machinery.    C.  C.  Cheyney. 

Sept.   17. 
Battery.     C.   F.   Burgess.      2,014,832;  Sept.   17. 
Battery.     E.  G.  Lunn.      2,014,390;  Sept.  17. 
Battery       separators.       Making      storage. 

2.015,006;    Sept.    17. 
Beach       and      lawn      chair.      Collapsible. 

2.014.614;   Sept.    17. 
Bearing  :   Se«> — 

Plain  bearing 
Bearing   cap,    Rear.      J.    M.    Crawford   and 

2,014,425  :    S»-pt     17. 
Bearing    cups,    Formine    roller.      T. 

SchrTeber.      2.014.605;    Sept.    17. 
Bearing    for    vertical    reciprocating 

W.    Heftl.      2.014.935;    Sept.    17. 
Bed  and  the  like.     A.  Pupler.     2.014.508  ;  Sept    17 
Bed    davenport.    Folding.      A.    V.    Hartford.      2,014,893 

Sept.   17. 
Bellows,    .Apparatus    for   and    method   of   makio'j   metallic 

H.   A.   Lacey.      2.014.972;   Sept.   17. 
Beverage  dispensing  apparatus.     B.  B.  Wallace.     2  014  824 

Sept.   17. 
Bimetallic     articles     of     manufacture.        R.     A       Haskell 

2.014. 56«:    Sept.    17. 

xxxil 


.014,46«. 


J.      Rklsler. 
C.      CS'gan. 


H.  H.  Hicks. 
Zimmerman  and  A. 
engines.    Crankshaft. 


2.014,813;    Sept.    17. 
and  process  of  mana- 
;  Sept.  17. 
M.  Isham.     2,014.766: 


17. 
aero- 
Sept. 


Falr- 

2,614.428;  Sept.  17. 
and  fibers  dyed  therewith. 


Blade,  Protected      J    Mnros.     2.014,977  ;  Sept.  17. 

Block  for  buildings.  Balance.     J.  K    J.  Bakker.     2.014,643; 

Sept.    17. 
Blower  for    furnaces.     T.  W.  Price.     2.014.507  ;  Sept.  17. 
Blower,  Roots.     O.  E.  A.   Hallett.     2,014.932  ;  Sept.  17. 
Board  ;   See — 

I"'ning   tioard 
Bobbin    cleaning    device.       E.     A.    McKIllop.       2.014,689; 

Sept.   17. 
Book.  Loose  leaf.     H.  B.  Stone.     2,014,994  ;  Sept.  17. 
Bookbinder's    wrappering    or    covering    machine.       H.    W. 

Pearton  and  H    .Mills.     2.014.98O  ;  Sept.   17. 
Bookbinding.      H.    B     .Mnrtllng.     2.014  973;   Sept.    17. 
Bowling  alley.     P    B    Kroker      2.014  899;  Sept.  17. 
Box  :   Her — 

Collapsdlde   »>nx.  Folding  I  ox 

Box  making  apparatus.     F.  W.  Rlggs      2.014.452  ;  Sept.  17. 
Bracket  for  monobjertlve  microscopes.  Pillar.      W    Bauers 

feld.     2.014,874;  Sept.    17. 
Brake  :  See — 

Electropneumatlc  brake.  S;>eed  controlled  brake 

Fluid  pn'SHU  p  Nrakf 
Brake.      M.    D     O'Brien    and    J     W.    Burns.      2.014,630; 

Sept.    17. 
Brake   drum    and   making    the    same.    Composite.      F.    W. 

Schmidt.      2.014,865;   Sept.    17. 
Brake  lining  material  and  producing  same.     A.  E.  Leacb. 

2.014. 4."i«;  Sept.  17  ? 

Brake  or  clutch  mechanism.    W.  L.  I'ollock.  Jr.    2,014.779  ; 

Sept.   17. 

Braking    apparatus.    Railway.      H.    L.    Bone    and    H.    C. 

Clausen       2. 014. .551  :  Sept.   17. 
Brassiere.     T.   Fellmer      2,014.839;    Sept.  17. 
Brush.      J.   Colli.-r.      2.015  030;  Sept.    17. 
Buffer,   nexible.     A.  E    Moorhead.     2.014.627  ;  Sept.  17. 
Building  slab.     W.  J.  P^-dersen      2.014.778;  Sept.  17. 
Burner  :  if  re — 

Fluid  fuel  burner.  Oas  burner. 

Fuel  feed  burner.  <H|  burner. 

Bus     seating    arrangement.     Passenger.       J.     E.     Watson. 

2.014.996;    Sept.    17. 
Bus  support.     N.  G.  Polgov.     2,014.634  :  Sept.  17. 
Cabinet.  Shower  bath.     W.  Bulthuls.     2,014.654  ;  Sept.  17. 
Cable   joint.      C.    C.    Ley   and    E.    W.    Porch.      2.014.863; 

Sept.    17. 
Cable  terminator.      N.   O.   Polgov.      2.014.635;   Sept.   17 
Calculating  machine.     B.  Dysart      2,014,660-1;  Sept.   17, 
Calendar,      .\utomatlc.        Q.      Rnllnick     and     I*      Friend. 

2,014,863;   Sept.    17. 
Cam    follower.    Producing   a.      C.    A.    Borton.      2.014,612  ; 

Sept.  17. 
Camera.     T.  R.  Lalng.     2,014,437  ;  Sept.  17. 
Camera.   Photographic     G.   Relnert.      2.014,538  ;  Sept.    17. 
Cameras,     View     finder     for     photographic.       H.     Kllfltt. 

2,014,898;    Sept.    17. 
Can  :  See — 

Safetv  can. 
Cans.  Apparatus  for  making.     A.V.Sullivan.     2,014,706; 

Sept.   17. 
Car    construction,    Rallwaj.      R.    C.    Kepner.      2,014,738; 

Sept.  17. 
Car  control  equipment.  Safety.     J.  C.  McCune.     2.014,857  ; 

Sept.    17. 
Carjacking  mechanism.     A.  E.  Leach.    2.014.439;  Sept.  17. 
Car,  Mine.     H.   P.  Field.     2,014.728  :  Sept.  17. 
Carnamates  and   conversion  product  of  the  same.  Produc- 
tion of.     A.   Stock.     2,014,512;  Sept.   17. 
Carburetor.     C.  J.  Grace.     2,014.763  ;  Sept.  17. 
Carburetor.     S.  E.  Myers.     2.014.907:  Sept.  17. 
Carburetor.     E.   H.  Rustln.     2,014,986;  Sept    17 
Carburetor.    Electrical.      C.    A.    Rosier.      2.0 14.. 396  ;    Sept. 

17. 
Carfl.  Perforated  sample.     8.  E.  Bender.     2.014,716  ;  Sept. 

17. 
Carding,   cleaning,   opening,  and   like    machine   for  textile 

fibers       R.  Setzer       1.014.678;    Sept.   17. 
Carriage  for  transporting  endless-track   vehicles  on    roads 

and  railway  tracks.     T    Kossakowskl.     2.014.769  :    Sept. 

17. 
Carrier  dispatch  system.      F.   W    MncMartln.      2.014,678  : 

Sept.  17. 
Carrier    for   pneumatic    dispatch    tube   apparatus.      J.    T. 

Needham.     2.014.448  :  Sept.   17. 
Carrier    for     pneumatic     dispatch     tube    systems.       J.     T. 

Needham.     2.014,446  :    Sept.  17. 
Carriers    for    pneumatic    dispatch    tube    systems.    Making 

J.  T.  Needham.     2.014.449;  Sept.  17. 
Carton,    Self-supporting    egg.      C.    8.    Anton.      2.014.461  ; 

Sept.  17. 
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Cartridge  for  electric  soldering  irons,  Removable.     R.  R. 

Hazlett   and  W.  J.  Alexander.     2,014,667;  Sept.   17. 
Case :  Bee — 

Cigarette  and  vanity  case. 

I>i8|ilay   case. 

Music  supporting  case. 

Refrigerator  display  case. 
Case  or  box.     M.  L.  Uathbun.     2.014,951;  Sept.  17. 
Cashier  machine       J.  C.  Stedman.     2,014.599;   Sept.  17. 
Cathead  control   mechanism.     C.  W.   Hubert.      2,014,683; 

Sept.  17. 
Cathode.  Indirectly  heated.     J.  L.  H.  Jonker.     2,014,847; 

Sept.  17. 
Chair :  Bee — 

Beach  and  lawn  chair. 
Channel    repeater   for    telegraph    systems.      P.    A.    Noxon. 

2.014,908  ;  Sept.   17. 
Chime   movement   for   clocks.   Synchronous    motor   driven. 

F.  Heckert.     2,014.934  ;  Sept.  17. 
Chock   block   apparatus.      W.   P.    Hartshorne.      2,014,566 ; 

Sept.  17. 
Christmas     tree     and     stuff    holder.      K.     H.     Hollander. 

2.014,896;   Sept.  17. 
Chromlte  ores  by  froth  fiotation.  Concentrating.     P.  Weed. 

2,014.404;    Sept.  17. 

Chute,  Coin.      C.  J.  Patche.     2.014,505  ;  Sept.  17. 
Cigarette    and     vanity    case,    l  omblned.      L.    E.     Pitman 

and  J.  B.  Aronson.     2.014.696  ;  Sept.  17. 
Cigarettes,      Manufacture      of.       W.      F.      M.      Edwards. 
•      2.014,680;    Sept.   17. 
Circuit  breaker  uystem.  Automatic  reclosing.     J.  H.  Neber. 

2,014,949  ;  Sept.  17. 
Circuit  for  precision  control  of  master  oscillators.     A.  H. 

Taylor.     2,014,»13  ;  Sept.  17. 
Clamp  :  See — 

Hair  waving  clamp  .Mo  >  '-lamn. 

Clasp,  Garment.     J.  Pallas.     2,014,979;  Sept.  17. 
Clipper,  Hair.     J    l>ean.     2,014.882;  Sept.  17. 
Clock  with  raemorandiini  attachment  and  reminder.     W.  L. 

Wheeler.     2,014.754  ;   Sept.  17. 

Closure    apparatus   for   treatment   chambers.      H.   S.    Lee. 

2,014.941  ;  Sept.  17. 
Cloth  or  mop  holder      C.  Wiemer.     2,014.755  ;  Sept.  17. 
Clutch.     M.  Smith.     2,014.990  ;  Sept.  17. 
Clutch    for    transmiKsion    gears.     Synchronizing.       J.     E. 

Padgett.     2.014,632;  Sept.  17. 
Coal  and  similar  carbonaceous  substauce«.  Apparatus  for 

the  distillation    of.     C.   H.  Parker  and  J.   P.  Postleth- 

walte.     2.014,583  ;  Sept.  17. 
Coal    within    oven    chambers.    Charging    and    compressing 

loosely  charged.     C.  Still.     2.014,400  ;  Sept.  17. 
Coating.     N.  E.  McCulloch  and  O.  G.  Thayer.     2.014,947  ; 

Sept.  17. 

Coll.     O.  F.  Zellhoefer.     2,014.919  ;  Sept.  17. 
Coll.  Induction.     V.    W.Thomas.     2.014.540;  Sept.  17. 
Coil  winding  machine.     U.  H.  Burns.     2.014.833;  Sept.  17. 
Coin    collection    apparatus.      C.    J.    Patche.       2,014,606; 

Sept.   17. 
Collapsible  box.     A.  L.  Whiton.     2,014.643  ;  Sept.  17. 
Collar  and  stay  therefor.     M.  Bobbins.     2,014,962  ;  Sept. 

17, 
Collector  contact  for  electrical  distribution  system.     H.  J. 

L.  Frank.     2.014,929  ;  Sept.  17. 

Combs,    Hygienic    and    automatic    holding    and    clennsing 

device  for  beer      M.  A.  Nebraske.     2.014,663  ;  Sept.  if. 
Combustion     chamlM>r     for    IMesel     engines.     G.    Wirrer. 

2.014.828;  Sept.  17. 
Combustion    outfit    for    refrigeration    apparatus.       L.     8. 

Chadwlck  and  M.  Resek.     2.014.466;  Sept.  17. 
Commodity   safety    appliance  and   bad   order   tag.      A.   H. 

Scarlett.     2,014.987  ;  Sept.   17. 
Composite  tube.     A.  E.  Harnsloerger.     2,014,564  ;  Sept.  17. 
Composition.     C.   S.  Webber.     2,014,403:   Sept.  17. 
Compound  of  the  anthraqulnone-acrldone  series  and  pre- 
paring   the    same.      R.    F.    Thomson,    W.    Smith,    ana   J. 

Primrose.     2.014,790;  Sept.  17. 
Compressor.      R.  C.  Sevforth.     2.014,816;  Sept.   17. 
Concrete    building    and    building    panel.      R.    Leggat    and 

J.  C.  P.  Leemhuls.      2.014.576;  Sept.  17. 
Condenser :  See — 

Electrical  condenser. 
Condensation  products  from  xylenol  ethers  and  aldehydes, 

I'reparatlon  of  resinous.     F.  Seebach.     2.014.415;  Sept. 

17. 
Condensation    products    of   formaldehyde   and    urea    with 

the  conjoint   use  of  the  condensation   products  derived 

from   glycerine  and   nhthallc  anhvdrlde,   Producing.      S. 

Goldsrhmldt  and  R.  Mayrhofer.     2.014.889  ;  Sept.  17. 
Connecter  :  See — 

Inductance  conne<'ter. 
Connecter     for    wrist     watch     bracelets.      K.     H.     Baker. 

2.014.713;    Sept.  17. 
Connecting   device   for   use   in    manufacturing   shoe   lasts, 

Adjustable.     S.  Kurlan.     2,014,575;   Sept.   17. 
Connection   for  fluid   lines.      H.    P.    Spoehrer.      2,014,911 ; 

Sept.    17. 
Container  :  See — 

Paper   container.  Set-un  container. 

Container.  J.  M.  Hothersall.  2,014.380;  Sept.  17. 
Container.  J.  M  Hothersall.  2,015.016;  Sept.  17. 
Container  for  holding  and  displaying  automotive  vehU-le 

certlcates  or  like      J    R.  Wray.     2,014.641  ;  Sept.   17. 
Containers.     Apparatus    for    sterilizing.       F.    Stegemann. 

2,014,750;   Sept.  17. 


vehicles.     Automatic. 


Coder. 


Containers  having  curved  surfaces.  Mechanism  for  sten- 
ciling glasH  or  other  ceramic.  H.  S.  Brickeli,  Jr. 
2,014,373;  Sept.  17. 

Containers  having  curved  surfaces.  Method  of  and  appa- 
ratus for  stenciling  glass  or  other  ceramic.  H.  S. 
Brickeli,  Jr.     2,014,372  ;  Sept.  17. 

Control  and  mixing  apparatus  for  hot  and  cold  water. 
C.  A.   Stumm.     2,014,639;   Sept.  17. 

Control  for  motor  vehicles.  M.  T.  Lothrop.  2,014,864; 
Sept.  17. 

Control  valve.     J.  Auger.     2,014.997  ;  Sept.  17. 

Conveyer.     N.  M.  Rosendahl.     2.014.636  ;  Sept.  17. 

Conveyer   Belt.     J.  T.  Needham.       2,014.447  ;  Sept  17 

Core  catcher.  J.  H.  Howard  and  A.  C.  Cutland.  2.014.806  ; 
Sept.  17. 

Cotton  seed  hulls  for  use  as  a  litter.  Processing.  W.  H. 
Lapp.     2.014,900;  Sept.  17. 

Coupling     device     for 
2,014.963;   Sept.  17. 

Cover :  Bee — 
Tire  cover. 

Cover  for  tanks,  Manhole,  R.  J.  Neely.  2,014,861  ;  Sept. 
17. 

Cranberry  bogs.  Sanding.  I.  Harrison.  2,016,012;  Sept. 
17. 

Crane.     P.  Wllsing.     2,014,544  ;  Sept.  17. 

Crankless  mechanism.     T.   L.  Sherman.     2,014,702  ;   Sept. 

Crank-pin   grinding  machine,   Automatic  multiple.      H.   P. 

Kllngele.      2,014.768;    Sept.    17. 
Cream,  milk,  and  other  fluids.  Method  of  and  apparatus  for 

deodorizing.     H.  L.  Murrav.     2.014,580;  Sept.  17. 
Crushing  structure.     H.   H.  Rumpel.     2.014,688  ;  Sept.   17. 
Current    commutator  machine,  Alternating.     N.  Japolsky. 

2,014,737;  Sept.   17. 
Current  flow  In  an  eltnitrlc  furnace  and  electrode  apparatus 

therefor.  Controlling.    J.  Ferguson.     2.014.615;  Sept.  17. 
Current  generator.  Alternating.   K.  Lutomirski.   2.014.6H4  ; 

Sept.  17. 
I'ushion  wheel.    C.  O.  Guern.'jey.     2.014.731  ;  Sept.  17. 
Cushioning  supporting  means.     C.  C.  Cheyney.     2.014.467  ; 

Sept.  17. 
Cutting   mechanism    for   wrapping   machines.      W.   Hoppe 

2.014.765;  Sept.  17. 
Cyanide  lompositlon  and  making  the  same.     H.  D.  Young 

2.014.546;   Sept.    17. 
Cylinders.     Printing     and     other.       L.     T.     A.     Robinson. 

2.014,985  ;  Sept,  17. 
Dental  film  pack  holder.     D.  A.  MacBacbern.     2,014.^6; 

Sept.  17. 
Device  for  preventing  unrolling  of   rolled  sheets.      C.   M. 

Dl  Carlo.     2,014,723  ;   Sept.   17. 
Device  for  reproducing  sound    from   film   records.      U.   R. 

Kautz.     2.014.767  ;  Sept.   17. 
Diagnostic  instrument.     H.   H.   BAwks.     2,014,879  ;   Sept. 

Diajpjostic  instrument.     E.  A.  Korshey.     2.014,888 ;  Sept. 

Dial   for   registers   and   the   like.     P.   Knopf.     2.014,531  ; 

Sept.  17. 
Die:  Bee — 

Ornamenting  die. 
Dies,  Making.    A.  P.  Rellly.     2,014.698  ;  Sept.  17. 
DifTereutial   registering  gear.     F.   F.   Kaiser.     2,015,036 : 

Sept.  17. 
Display  case.    C.  D.  Beddingfleld.     2,014.516;  Sept.  17. 
Display  device.    J.  J.  Jacobson.     2,014,436  ;  Sept.  17. 
Display    or    sign    apparatus,    .Animated.      J.    T.    Mullen. 

2.014,660;   Sept.    it. 
Door   construction,    Hinged.      E.    E.    Sanders.      2,014,591  ; 

Sept.   17. 
Door.  Revolving.    E.  PeremI  and  C.  Kish.    2,014.395  ;  Sept. 

17. 
Dough    cooking    machine.      J.    Kruttschnitt.       2.014,384; 

Sept.  17. 
Draft  rigging.     B.  W.  Kadel.     2,016.017  ;  Sept.  17. 
Draftinglnstrument.     S.  S.  Cary.     2,014,719  ;  Sept.  17. 
Drill.     W.  L.  Pearce.    2.014,909;  Sept.  17. 
Drilling  apparatus.     W.  L.  Church.     2,014,927  ;  Sept.  17. 
Drum  weir.     T.  Becher.     2,014,548;  Sept.  17. 
Duplicating  machine.     J.  E.  Euth.     2.014,884;  Sept.  17 
Du.ster.     Plant.       A.     G.     Suelflow    and     C.     C.     Wolford. 

2.014,789;  Sept.  17. 
Dye  and  its  preparation,  Azo.     C.  Paine.     2.014,450  ;  Sept. 

17. 
Dye  and  its  production.  A«o.     R.  F.  Goldstein  and  F.  B. 

Mllsom.     2.014,434  ;  Sept.  17. 
Dye,  Azo.     R.  F.  Goldstein.     2.014,433  ;  Sept.  17. 
Dyestuffs  and  preparing  them,  Anthraqulnone.     N.  L.  Had- 
dock and  F  ^x>dpe.     2,015.011  ;  Sept.  17. 
Dyestuffs.  .Azo.     R.  StQsser,  K.  Dobmaler,  and  R.  Storebel. 

2.014,484  ;    S<'pt.   17. 
Dvestuffs   of  the  anthrnqulnone-acridlne   series  and    their 

production,  Vat.     E.   Honold  and   H.  Wolff.     2.014,668  ; 

Sept.  17. 
Educational  appliance.     B.  B.  Webster.     2,014,676  ;   Sept. 

17. 
Elastlclmetry,  particularly  of  photo-elastidmetry.   Process 

and    device     for     the     application     of.       G.     Mabboux. 

2,014.688;   Sept.   17. 
Electric  lamp.     A.  K.  MacFarland.     2.015.037  ;  Sept.  17. 
Electric  switch.     W.  Major.    2.014.624  ;  Sept.  17. 
Electrical  condenser.     L.  A.  Gebhard  and  C.  F.  Rudolph. 

2.014,930;   Sept.    17. 
Electrical  condenser.     R.  C.  Sprague.     2,014,398  ;  Sept.  17. 
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Manufacture    of.      R.    C.    8prafni« 
2.014,385;   8«pt. 
2,014.4:23:   Sept 
A.  WhitiDK 


C.  C.  Farmer.     'J.0l4.88.'» 
R.    Teare,    Jr.,    and 


;  Sept. 
M.    A. 


of. 


Electrical    condenser*. 
l'.014.399  :    Sept.   17. 
KlfK-trlcul   control  device.     A.    H.   I.^mb. 

17. 
Klf-ctrical  plug  device.     I*  P.  Clark,  Jr. 

17. 
Electrical  reKulatlon.     B.  R.  Teare,  Jr.,  and  M. 

J.014,870;   Sept.    it. 
F:iectri(al  .-iafety  plug.     A.  Angeli.     L'.014.607  :  Sept.  17. 
Klectrolyte    level    indicator.      H.    W.   Turney.      2.014.402  : 

Sept.   17. 
Klectromagnet  structure.    B.  M.  Cain.     2,014.880  :  Sept.  17. 
Klectro-magnetO!*trictlve    transmissiun    and    reception.    Ap- 

f«iratu8  for.     G.  W.  Pierce.     2,014,411  :  Sept.  17. 
Kleitron    discharge    device.      H.    Kothe    and    R.    Rzehulka. 

2.014.781  :    Sept.   17. 
KlpctP.n    discharge    tube.       W.    E.    Kilhle    and    D.    Prim. 

2,014.800  ;   Sept.    17. 
Electron  xui>e.     <'.  Stansbury.     2,014,539;   Sept 
Electropneumatlc  brake. 

17. 
Electroresponsive    device.       B. 

Whiting      2.014,869;   Sept.  IT. 
Elevator  control  system.     M.  Staley.     2,014,821  ;  Kept. 
Kiiglne  :  See — 

Internal  combustion  engine.      Rotary  ensine. 
EnelneH.    Apparatus    tor    measuring    the    perfbrmance 

H.   Junkers.      2.014,684  ;   Sept.    17. 
Envelope.     A.  Teicher.     2,014,914  ;  Sept.  17. 
Envelojie.    box,    container,    and    such     like.      J.     Horsley. 

2.01.5.013;   Sept.   17. 
Ester  of  isobutyric  acid.     E.  F.  Izard.     2.014.381  :  Sept.  17 
Ester    of    polynydric    alcohols    and     its    production,     Sul 
nhonated  hiuh«»r  fattv  acid.     K.  Marx,  K.  Broilersen,  and 
Si     Quaeilvlif-K.      2.014,502;   Sept.    17. 
Kxcavating  apparatus.      R.   S.    Weimer.      2,014,792  :   Sept 

17 
Fare  regi.^ter.  Indicating.    W,  8.  Johnson.    2,014.846;  Sept. 

17. 
Fastener :  See — 

l.apel    fastener.  • 

Fastener.     U.  A.  Brennan.     2,014,878;  Sept.  17. 
Faatenin*:  df-vice.      W.  I'feifer.  Jr      2,014.451;  Sept.  17. 
Fast»»ning    installation.     Multiple    operated.      Q.    Johnson 

2.01,-),O.H4  :   Sept.    17. 
Faucet  and  tap.  Be^r.     K.  M.  Burdge.     2,014.492;  Sept.  17 
Ferro-prusslate  printing      H.  l>    Murray.     2,014.692;  Sept. 

17. 
Film  and  process.  Three-color.     D.  K.  Allison.     2,014.006: 

s^-pt.  17. 
Film  cut-out.     L.  J    Barwood      2.014,409;  Sept.  17. 
FiltfT  :   See — 

M»><h.»nlfal  wave  fllte-. 
Flshinj;  d.»vice.     A.  Beregow.     2,014.517  ;  Sept.  17. 
Fishing  tool.      F,  J.  Hinderllter.     2.014.804  ;   Sept.  17. 
FU.at    valve.      H.    N     Wayne.      2.014.600:    Sept.    17. 
Floor    and    roof    <onHtructlon.      A.    A.    Heeren    and    E.    B. 

.Johnson.     2.014.841  :   Sept.   17. 
Flotation  process.     C    L.  Burdlck.     2.014.717  ;  Sept.  17. 
Fluid    fuel   burner.      W.    W.   Williams.    I'.  A.  Celander  and 

()    E.  Nesmith.     2.015.048;  Sept.  17. 
Fluid     pres»iure     brake.     J.     W.     Logan.     Jr.     2,014.003 ; 

Sept.    17 
Fluids,   Apparatus  for  raising.     J.   J.  Ceverha.  2,014,813: 

Sept.    17. 
Flush  tank  supply  mechanism.     W.  H.  Schulte.    2,014.748  : 

Sept.    17, 
Flush    valve.      E.    Price    and    W.    A.    Pflster.      2.014.483 ; 

Sept.    17. 
Flushing  device.     C.   W.    Brown.     2.015.003;   Sept.   17. 
Flying   machine.      J.    J.    Fitzgerald.      2.014. . 377  ;    Sept.    17 
Flvini:  machine.   Heavier  than-air.      F.  F.  von  Wilmowaky. 
2.014.457  ;   Sept.   17 

2.014.500;  Sept.  17. 
.    Peterson.     2.014.rt9r.  :  Sept.   17. 
J.    B.   Coffev.     2.014. 4rt9  :   Sept.    17. 

r.     A.     Harles.s    and     F.     G.     Tuttle. 
17. 


C. 


Hvtrap.     J.  Lass 
Foldlne  box       F.  J 
Folding   maf'hirie. 
FoldiniT     machine. 

2.oi4,9:{3  :  Sept. 
Foo<l     product.     Making 

Sept.   17 
Force  feed  lubricator.     C. 
Frame  :  See — 

Needle   frame. 
P'requencv  control  system 

2.014.424  ;   Sept.    17 
Fuel  feed  burner 
Fuel  feeding  device 
Fuel.  Treatment  of 

Sept.    17. 
Fuel.-,    Combustion 

2.014.686:  Sept. 
Furnace  :  See — 

.\nnealing  furnace. 
Furnace.      J.    A     Masonlck. 
V\ine  for  projectiles.     M.  L. 
Fuse      for      projectiles.      A 

Sept.    17. 
Fusible  plug      E.  V.   Couslneau 


H.     A.     Upon.     2.014.902: 
Farmer.  2.014.886:  Sept.  17. 


H  S 
.  F. 
motor. 


.     J    W.  Conklln  and  J.  L.  Flnrh. 

Lee.     2.014.940:   Sept    17. 
F.  Flint.     2.014.066;   Sept.  17. 
W.  L.   Benedict.     2.014.923-4  : 


of. 
17. 


E    Lubovltch  and  J.   M.    FleschI 


2.014.658;    Sept.    17. 
Mathsen.     2.014.393;  Sept.  17 
F.      Teitscheid.      2.014.401  : 


2.014.964 


Game  apparatus 
2.014.788  :  Sept. 

Garbage  and  the 
Blumenthal  and 

Garment.  Figiire 
.**ept.    17. 

Gas  burner,     fl.  R 


K.     Strlckler    and    J 


Sept    17 
C.     Randall 


r. 

17. 

like.    System    for   the    disposal    of.      .M 
L.  Casper      2.014.796:  Sept.  17. 
molding.       H     Wipperman.      2.014,545  : 

Palmer.     2.014.665;  Sept.  17. 


Gas    comur««aor.     H.    D.    Pownall    and    0.    L.     Pownall. 

2,014,960;  8<'pt.  17. 
Gas  or  town  gas   into  ammonia   and  methyl   alcohol.    In- 
tegral    transformadon     of    coke     oven.      R.     Blondelle. 

2.014,757  ;  Sept.  17. 
Gaseous  contents  of  switch  tubes.  Changing.     J.  H.  Staley. 

2.014,597  Sept.   17. 
Gauge      for      ornamenting     dies.        R.      V       Woodworth. 

2.014,6«8:  Sept.  17. 
Gauging  device  for  car  tanks.     J.  M.  Knight.     2,014.739; 

Sept.   17. 
Gear  :  See — - 

Differential   registering  gei       Retractable  landin<;  gear. 

llvdrodvnamic  g  ar. 
Gear   wh«M'l8.    Examining.      A.    Rlnderknecht.      2.014.668 ; 

Hept.   17.  ,    .„     ^ 

(Jearlng.    Friction.      J.    O.    .\lmen,   J.    Ehrllch   and    W.   D. 

Gove.     2.014.920;  Sept.  17. 
Generator :  See — 

Cn  rent  g»  nerntor. 
(;ermicide       L.  A.  Weed.     2.014.076;   Sept.   17 
fllass   replacement    to«d.      P.    Macs.      2.014.63r> ;    Sept.    17. 
(Jolf  bag.      N.   J.    Saail.     2.014. . 189  :    Sept.    17. 
tJolf  club.      L.   A.   Young.     2.014.829:  Sept.  17. 
Golf  uame.     W.   H.   Stayton.     2.014,992-3:  Sept.   17. 
Governor.  Hoop  type.     J.  O.  .\lmen.     2,014,921  ;  Sept.   17. 
Gown,  Maternitv.     O.  L.  Hunley.     2.014,619:  Sept    17. 
(Jrain,  see<l.  and  the  like,  Apparatus  for  cleaning  and  pol- 
ishing.    R.   V    Judson.     2.014.382;  Sept.  17. 
Grating.      E.    L.    Tamf.      2,014.912:    Sept.    17. 
Gravel    in    wells.    Apparatus   for   placing.      L.    A.    Layne. 

2,014.770  :  Sept.  1 «. 
Grinder.  Meat.     M.  A.  Angelo.     2.014.608:   Sept.   17. 
G  indlng  mill.     J.  P.  Wales.     2.014.640:   Sept.   17. 
Grlpper    for    printing   presses.    Combination.      8.    Meckler. 

2.014.075  :  Sept.  17. 
Guard.  Shoulder.     A.  K.  Snyder.     2.014.991  ;  Sept.   17. 
Guard.   Splash.      R.   Hoe.      2.014,734;   Sept.   17. 
(;un.    Antiaircraft.      W.    W.    Fergus.      2.014.782:    Sept.    17. 
Hack  >aw  hamlle.     F.  J,   Damon.     2,014,722:   Sept.   17. 
Hack  saw  handle.     F.  J    Damon.     2.014.722  :  Sept.  17. 
Hair  waving  clamp.     A    Mazzola.      2.014.579:   Sept.   17. 
Halogenated    derivatives    of    thlaiole    and    preparing    the 

>ame.      T.    B.    Johnson.      2.014,498;    Sept.    l7. 
Hammock.     G.  A.  Johnson.     2.014.661  ;  Sept.  17. 
Handle ;  See — 

"ack  saw  handle  Scouring  pad   hand'". 

Hat  sweat  band.     J.  F.  Duerr.     2.015,0<>4  :  Sept.   17. 
Headlamp       R.    N.    Falge  and   C.   B.   Godley.      2.014.429; 

Sept.   17. 
Heater.      R.   (J.  Blrkholi.      2.014.644:  Sept.   17. 
Heater.     W.   W.  Williams.     2.014.918:  Sept.   17. 
Heater   for  hotbeds.      R.   B.   Marshall   und   J.    N.    Martde 

2.014.657  :  Sept.   17. 
Heating  arranjrement    for  automobile  motors.     H    HAkan- 

son.     2. 014. 803  ;  Sept.  17. 
Heddle  frame.     G.   Baer.     2.014.515;   Sept.   17. 
Hoisting  mechanism.     V.  C.  Rowley.     2,014,910  ;  Sept.  17 

Sept.    17. 
Holder:  See — 

Christmas    tree   and    staff     Lens  holder. 

holder. 
Cloth  or  mop  holder.  Lingerie  strap  holder. 

Dental   film  pack  hold-r.         Line  hol<'er. 
Holder      for      advertising      material.       L.      S.      Gillette 

2.015.028;  Sept.  17. 

Holder      for     eggs.      Fiber      cushion.      F.      Kronenberger. 

2.014.851  ;  Sept.  17.  „     „.     ^ 

Hold-down    device     for    vises    and    the    like.       C.    HIrth. 

2.014.967  :  Sept.   17.  ^  „     ^ 

Holder    for    lip    sticks    and    the    like.    Adjustable.      H.    F. 

Reichenbach.     2,014.697  :   Sept.   17. 
Humlditier.  Air      R    D    Matteson.     2.014,773;   Sept.   17. 
lluniidity  responsive  device.     F.  S.  Marcellus.     2,014.943; 

Hvdrocarbons.    Chlorination    of.       C.    P.    Teichmann,     H. 

Klein,    and    C.    P.    Rafhemacher.      2,015.044  :    Sept.    17. 
llydrodvnamic     gear.       E.     Martyrer     and     F.     nbenaus. 

'2.014.944  ;  Sept.  17. 
Hydrogen       peroxide.       Pre|>aration      of.         A.       Pletisch. 

2,01,'>.04O  ;  Sept.  17. 
Ice  cream  or  other  products.  Process  and  product  for  con- 
tinuously wrapping.     A.  J.  Asmussen  and  T.  O.  Paollllo. 

2.014.961  :  Sept.  17. 
Indneratink:  means.      M.   r.   Schwab.      2.014.455;   Sept.   17. 
Incinerating  method  and  apparatus.     D.   Baird  and  R.  W. 

Rowen      IJ.Ol.l.O.IO  :  Sept.  17. 
Indicator:  See-  ,.     v      .     .        ^    - ,.        • 

raectrolyte  leve'  lndl<ato-.      Mechanical   ena-of-Hne   In- 
Liquid  flo'v  indi-atrr  dicator. 
Inductance  connecter.     P.  F.  Scofleld.     2.014.6:^8;  Sept.  17. 
IiHluctor.      R.   M    Ileintz.     2.014,650:  Sept.   17. 
In.sectlclde  and   fungicide.      C.   F.   Teichmann.      2,015,046; 

Sept.  17. 
Insulator    and    method    of    assembly.       O.     A.     Matthews. 

2.014.441  :  Sept.  17. 
Integrating  me<'hanlsm   for  to>ali«ators.     G.  A.  and  A.  F. 

Julius.     2.014. ."572  :   Sept.    17. 
Infernal   combustion   engine.      A.    Moorehouae.      2.014.669: 

Sept.  17. 
Internal  combustion  engine,     p.  Schmaljohann.     2,014,672  : 

Sept.  17. 
Internal    combustion    engine.      W     8     Smith       2.015.022  ; 

Sept.  17. 
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Internal  combustion  engine.     A.  Zoller.     2,014,678  ;  Sept. 

17. 
Internal  combustion  engine.  Two-stroke  cycle  internal.     M. 

Mallory.     2.014,771  :  Sept.   17. 
Iron  having  improved  characteristics.  ITeparatlon  of.    B.  L. 

Crosby  and  A.  E.  Rhoads.     2.014.559;  Sept.  17. 
Iron    ores    by    froth    flotation,    Concentrating.      F.    Weed. 

2.014.405;  Sept.  17. 
Iron  oxide.     H.  Freeman.     2.015.053  ;  Sept.  17. 
Iron.    Producing    sponge.      H.    G.    Wlldman.      2.014,873 : 

Sept.  17. 
Ironing  board.     A.  W.  Behm.     2,014,549 ;  Sept.  17. 
Joint  :  See — 

Cable  Joint. 
Keyboard,  Auxiliary.     G.  Gerhold.     2,014,432  :  Sept.  17. 
Kit.   Toilet.      H.   Trachtenberg.      2.014,822;    Sept.    17. 
Knife,  Ille  cutting.     P.    Schlemper.    2.014.864  ;  Sept.  17. 
Knitting    mechanism.      E.    Klnsella,    J.    G.    I'ratt,   and    B. 

Kelsall.     2,014,629  :  Sept.  17, 
labeling  machine.     C.   H.   Wild.     2.014.710:   Sept.   17. 
Lamp  :  See — 

Klectrlc  lamp. 
Lamp     and     support     therefor.      Spotlight.        J.      Kliegl. 

2.014.673  ;  Sept.  17. 
Lamp    for   producln::   a    line   of   light.    Discharge.      J.    W. 

McKav.     2.014,858;  Sept.  17. 
Ijin<l    leveler.      C.    H.    Martin.      2.014.479;    Sept.    17. 
Lapel   fastener.      M.    H.    Gronauer.      2.015,0.32;    Sept.    17. 
I..ast  for  shoe  repair  work,  Ebctension.     T.  Plsxa  and  Q.  A. 

<;illes.     2,014,681  ;  Sept.  17. 
Latch.     G.  E.  Roedding.     2.014.587  :  Sept.  17. 
Lateral  restraint  device.    O.  K.  KJotaeth.     2.014,970 ;  Sept. 

17. 
Lens  holder.      I.  Rosenbaum.     2.014,747  ;  Sept.  17. 
I>ens  strap.     B.  Pappert.     2.014.978;  Sept.  17. 
Lenses   and    glasses.      Manufacture    of.      A.    H.    Emerson. 

2,016.007  ;  Sept.  17. 
Level.     H.  J.  Zieman.     2,014,420  ;  Sept.  17. 
Light :  See — 

Mirror  light. 
Light   signal.     W.  B.  Wells  and  M.   Funcke.     2.014.872; 

Sept.  17. 
Liirhter,  Cigar  and  cigarette.      B.  M.  Soreng.     2.014.416  : 

Sept.  17. 
Lighting     system     for     motor     vehicles.       H.     Schwarze. 

2.014,592  ;  Sept.  17. 
Line  holder.     J.  J.  Ahearn.     2.014.711;  Sept.  IT. 
Line  level.     F.  A.  Vols.     2,014.709:  Sept.  17. 
Lingerie  strap  holder.     D.   Holland.     2,014,845:    Sept.   17. 
Link  connecter  and  safety  insulation  for  same.     J.  C.  Ral' 

2,014.686;  Sept.  17. 
Liquid  flow  Indicator.     P.  S.  Morgan.     2,014.691  :  Sept.  17. 
Liquid    measuring    device.      J.    W.    Nicholls.      2.014.664  ; 

Sept.  17. 
Liquor,     Preparing     Buli)hlte     cooking.       R.     H.      McKee. 

5,014.775  :  Sept.  17. 
Lock  washer.     C  C.  Washer.     2.014.995;   Sept.   17. 
Ix>cker.      F.    L.   Brunswick.      2.014,491  ;    Sept.    17. 
Locomotive    draft    appliance.       W.    T.    Ray.       2,014,862 ; 

Sept.  17. 
Lubricated  plug  valve.     F.  N.  Bard.     2,014.463:  Sept.  17. 
Lubricating   device.      C.   C.    Farmer.      2,014,887  ;   Sept.    17. 
Lubricating  device.      L.    L.    Markel.      2.014.772  ;    Sept.    17. 
Lubrication  device.     L  M.  Andrews.     2.014,642;  Sept.  17. 
Lubricator :  See — 

Force   feed  lubricator 
Machine  and  method  for  use  in  stretchlnir  and  softening 

leather      J.   H.  Connor  and   M.  M.    Merrltt.      2,014.470; 

Sept.  17. 
Machine  for  compressing,  rarefying,  and  transportini  liquid 

or  gaseous  fluids.     J.   Beudels.     2.014.766:   Sept.   17. 
Machine  for  continuous  molding  of  hollow  rubber  articles. 

L.  J.  Clayton.     2.014.468:  Sept.  17. 
Machine  for  making  paper  l>ags.     H.  Haskell.     2.014.497: 

Sept.  17. 
Machine  for  the  manufacture  of  pipes  or  the  lining  there- 
of with  cementitlous  materials.   E.  H.  Bishop.   2.015,001  ; 

Sept.  17. 
Machine  for  wrapping  candv  and  inserting  sticks  into  the 

candy.     W.   H.   Sergent.     2,014,593  ;  Sept.   17. 
Magnetostrlctlve    receiver.       O.     W.     Pierce.       2.014,413; 

Sept.  17. 
Manganese  ores.  Flotation  of.   F.  Weed.   2,014.407  ;  Sept.  17. 
Manifold.      G.   A.   Barker.      2.014.371  ;   Sept.   17. 
Mashin--'    apparatus.      K.    Mayer.      2.014,945:    Sent.    17. 
Material,  Composite  sheet,     A.   V.   Aim.     2.014.460;   Sept. 

17. 
Material,  Folding  sliest.     T.  C  Rowen.    2.014.453  :  Sept.  17. 
Material.   Method   and   apparatu*   for   makinc   transparent 

she«>t.      E.   M.    Kratz  and   II.    Heckel.      2.014.037 :    Sept. 
17. 
Measurlntr  and  filling  device.     P.  E.  FMscher.      2.014,617  : 

Sept.  17. 
Mechanical  end-of-Hne  indicator.     H.  L.  Krum  and  A.  H. 

Relber.     2.014,938  :   Sept.   17. 
Mechanical    wave    filter.      H.    W.    Augustadt.      2.014,514: 

Sept.  17. 
Metal  pressings.  Trimming  sheet.     R.  R  Smith.     2.014.696: 

Sept.  17. 
Meter  fitting.  Orlflee.     O.  Z.  Greene.     2.014.682:  Sept.  17. 
Methanol  manufacture  and  catalyst  therefor.     B.  F.  Dodge. 

2.014.883;  Sept.   17. 
Me^hvl  ether.  Preparation  of.   J.  C.  Woodhouse.    2,014.408  : 
.Sept,  17, 


Micro-organisms,    Devltalisation    of    pathogenic.       W.    G. 

Christiauseu,  E.  Moness,  and  S.  E.  Harris.     2.015.720; 

Sept.  17. 
Microphone.     G.    R.    Eaton.      2.014.427  ;    Sept.    17. 
Milking  machine.     R.  L.  Hinman.     2,014,842 ;  Sept.  17. 
Mill:  See- 
Grinding  mill.  Stamp    mill. 
Mills,    Runout    returner     for     rolling.      R.     H.     Lowndes. 

2,014,865;    Sept.   17. 
Mineral   filtering   substance.      P.   G.   Nutting.     2,014,503; 

Sept.  17. 
Minerals    by    froth    fiotatlon.    Concentrating   nonaulphide. 

P.  Weed  and  E.    E.  Ellis.      2,014,406;   Sept.    17. 
Mirror  light.     B.  H.  Minton.     2.014.690;    Sept.  17. 
Moistun*  and  decorative  receptacle.  A.  L.  Munk.  2,014.976  ; 

Sept.   17. 
Mop.     J.   D.    Bates.      2.014.488 :    Sept.    17. 
Mop  clamp.     S.  Brandel.    2,014,490 ;  Sept.  17. 
Motor  :  See — 

Water  motor. 
Mount   for    films  and   the  like.      C.   Metzler  and   N.   Ron- 

shelm.     2.014.743  ;   Sept.   17. 
Mount   for   machine   guns.      R.   C.   Coupland.      2,014,376 ; 

Sept.  17. 
Mount,  Shock-absorbing.     L.  I).  Norton.     2,014,581  ;  Sept. 

17. 
Mounting    for    vehicles,    Sliding    seat.      M.    P.    Browne. 

2.014.553;  Sept.   17. 

Mower.     E.  F.  Huddle.     2,014.669;   Sept,  17. 
Muffler.     P.    G.  Pelk.     2.014.666;  Sept.  17. 
.Music  supporting  case.     M.  W.  Cowen.    2,014,721  ;  Sept.  17. 
.Musical  instrument.     F.  A.  Hoschke.     2.015.014;  Sept.  17. 
Musical    Instrument.    Varialde   timbre  or  quality   of  tone. 
A.    I.esti.      2.014.741  ;    Sept.    17. 

Nails.  Making.     G.  Robergel.     2,014,746  ;  Sept.  17. 

Oil   burner.     E.  L.  Bauer.     2.014,714;   Sept.   17. 

Oil  clarlfler.     D.   H.  Miller.     2.014,445  ;   Sept.    17. 

Oil.     Dehydrating.      W.    B.    Hendrey    and    I.    A.    Ebaugh 

2.014,936;  Sept.  17. 
Oil.  Dewaxlng  lubricating.     J.  M.  Musselman.     2.014.629 

Sept.  17. 
Oil  treating  device.    E.  J.  Deguenther.     2,014.800  :  Sept.  17 
Oil  well  pump.     G.  N.    Foggan.     2,014,562;  Sept.  17. 
Oil«,    Hvdrogenlxation    of,     M.    G.    Barradas.      2,014,999 

Sept.  17. 
Oil';.  Treating  hydrocarbon.     C.  F.  Teichmann.     2,014,915 

Sept.  17. 
Oiling  device  for  deep  well  pumps.    T.  G.  Myers.   2.014,661 

Sept.  17. 
Olefines,  Hydration  of.    A.T.Larson.     2,014,740  ;  Sept   17 
Oleflnes.    Manufacture    of.       DuB.    Eastman.      2,014,724 ; 

Sept.   17. 
Opener,  Stopper.     H.  Weber.     2.014,753  ;  Sept.  17. 
Ore  classifier.     W.  E.   Kndn  zze.     2,015,008;  Sept.  17. 
Ornamental  device.     1).   D.  Schneewels.      2,014,414  ;  Sept. 

17. 
Ornamenting  die.     R.  V.  W«>odworth.     2.014,604  :  Sept.  17. 
Output    of    prime    moven*    of    electric    generating    plants. 

Regulating    the.      C.    M.    Beckett   and    D.    J.    Watklns. 

2.014.365:    Sept.    17. 
Oven  heat  cycle  regulator.     W.   D.  Buckingham  and  J.  Z. 

Millar.     2,014,926;  Sept.  17. 
Package.     G.  S.  Frost.     2.014.648;  Sept.  17. 
Package   forming  and    staling   machine.      F.    A.    Chokiau. 

2,014..V'i5;   Sept.    17. 
Packing.  Piston.    R.  A.  Light  and  J.  W.  Price.  Jr.  2,015,019  ; 

Sept.  17. 
Paint,  lithographic  varnish,  printing  ink.  and  the  like,  and 

making  same.   W.  G.  Dewsbury  and  A.  Davles.   2,014,760; 

Sept.  17. 
Paper  container.     B.  B.  Lee.     2,014.477  ;  Sept.  17. 
Paper  fastening  device.     A.   Powell.     2.014,780  ;   Sept.   17. 
Paster  and    trimmer.  Wall   paper  automatic.     T.  J.  Ship- 
man.     2.014.817;   Sept.  17. 
Peat  and  other  materials.  Drying.     T.  Gram.     2,014,764; 

Sept.  17. 
Pest  annihllator.     G.  B.  Barnhill.     2.014.609;  Sept.  17. 
Petroleum     hydrocarbons.     Sweetening.       E.     F.     Pevere. 

2.015.0.38;   Sept.   17. 
Phenvlmethanes,  Preparation  of.    E.  F.  Pevere.     2,016,039  ; 

Sept.  17. 
Photoelectric  apparatus.     F.   H.   Shepard,  Jr.     2.014,786  ; 

Sent.  17. 
Photograph  lea  lly     sensitive     element.       G.     S.     Babcock. 

2.014..'»47  :  Sept    17. 
IMcture.  Composite.  F.  W.  Jackman.     2.014.435  :  Sept.  17. 
Pile  driver.      E.  A.  Pace  and  LaF.  Pace.     2.014.631  ;  Sept. 

17. 
Pins.  T-ansferring.     C.  A.  Flood.     2.014.726;  Sept.  17. 
Pipe  :  See — 

SmoUine  pipe. 
Pipe.   .\pr>aratus    for  cutting  throutrh    the   Fide   vail    of  a. 
Pipe  coating  apparatus.    J.  B.  W.  Gardiner  and  R.  L.  Mann. 

2.014.378;  Sept.   17. 
Pipe  fitting.     C.  R.  Birdsev  and  E.  H.  Taylor.     2.014.795; 

Sept.  17. 
Piston  expander      M.  .1.  Burkel.     2.014.645;  Sept.  17. 
Piston  for  hydraulic  cylinders.    T.  F.  Spicknall.     2.«»14.819  ; 

Sept.  17. 
Piston  ring.      T.  Madwn.     2.014.501  ;    Sept.  17. 
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17. 


2,015,016;  Sept. 
Spark   plug. 


2,014.480 :  Sept.  17. 
2,014,481  ;  Sept.  17. 
C.  8.   Jennlng«.     2,014.571 


listen  ring  end  cutting  machine.   H.  P.  rhllUpa.  2.014.8 IL'  . 

Sept.  17. 
FMston  rings,  Methotl  of  heat  treating.   C.  L.  I.,ee.   2.014.440  ; 

Sept.  17. 
IMtcher,    Noodrlp.      G.    W.     H.    Langewisch,      2.014.685 ; 

Sept.  17. 
Plain   bearing.     W    Pelneke,  K.  Reachke.  and  H.  Dletilus. 

2,014.584-5;  Sept.  17. 
I'laut  dusting  machine.     C.  Mackintoah.     2,014.392  ;  Sept. 

17. 
Plates,  diahei^  and  the  like.  Making  pressed. 

ledge.     2.014,815  ;  Sept.  17. 
Plow.     L.  H.  Smith.     2,014,456  ;  Sept.  17 
Plowshare.     C.  B.  Jacobsen. 
PIuk:  S<r«— 

EJectrtcal    safety   plug. 

Fusible  plug. 
Plug  valve.     J.  C.  Martin.  Jr. 
IMuij  valve.      F.  H.  Morehead. 
I'upumatlc  dispatch  system. 

Sept.  17. 
I'oli.sher.  Floor.     A.  R.  Moorhead.     2.014,626  ;  Sept.  17. 
Portable  device  for   producing    and  delivering  steam    and 

hot  water  under  pressure.     N.  Cowan.     2,014,8.'t6  ;  Sept 

17. 
Power  set.     H.  Treltel.     2.014.966;   Sept.  17. 
Power  transmission   mechanism.      II.   A.   Knox  and   B.   F 

Baker.     2,014.383;  Sept.  17. 
I'r.paration    for    protecting    aeainst    light    of    snort    wave 

length.      F     Dunning,      2.016.005 ;    Sept.    17. 
I'.eparation  of  Inorganic  acid  esters  of  higher  glycols.     W 

Schrauth   and   R.    Hueter.     2.014.7^2;    Sept.    IJ-  ^_  ^^^ 
I'reparHtions  of  emulsion.-*.     W    M    Stratford.     2.016.043 

Sept    17 
I'reservatlve  to  eggs.  Applying  a.     H.  B.  Christian  and  H 

E     Kenne<ly.       2,014.646;    Sept.    17. 
Pressure    regulating   valve.      F.    W.    Wappat.      2,014,541 

Sept.   17. 
Pressure   regulator.      A.   D.   MacLean   and   W.   H.   Parker 

2.014.577  :   Sept.    17. 
i'ressure  regulator   and  e<iualizer   for  vehicle  tires.     B.  B 

Haines.      2.014.618;    Sept.    17. 
Pressure      regulator      control     device.        B.      C.      Hughes 

2,014.968  ;    Sept.    17. 
Printing    surfaces.    Apparatus    for    making.      W.    Zimmer 

mann.      2.014.513;   Sept.    17. 
Produ<-t  of  cashew   nut  shell  liquid  and  resin  and  process 

therefor.     F.  M    Damltx.     2.014,370;  Sept.  17. 
Projectile  for  flrearm^^      D.    A.  Breegle.      2,014.367;  Sept. 

17. 
Projector.      Dust      and      heat      shielded.        K.      Brenkert. 

2.014.877:    Sept.    17. 

Protective  means  for  mercury 

L'.015,041  ;    Sept.    17. 
I*ump  :  N'ee — 

nil   w^M   pump 
Pump.     D.  Mitchell. 
Pumping  power.     C 
Pyridines.  Puiifving 
Rackets,     Stringing 

2.014,989;    S»'pt.     17. 
Radio  beacon  system.     C 
Radiorecelver.        H.      O. 

2.014.509  :    Sept.    17. 
Rallwav     for     su.'^pended    cars 

2,014.4.30;    Sept.    17. 
Rending     table,    Multiuse 

.lept.    17. 

Reaming  apparatus.     O.  F.  Eckroate.     2.014,679;  Sept.  17. 
Receiver  for  materials,  such  as  artificial  silk.     T,  Orauer. 

2,014.681  :   Sept.   17. 
Beceptacle  :  ^'ee — 

MniAtiir*-    and   decorative  Safety  receptacle. 

rfct-iitdcje 
Receptacle     for     zlgrag      folded     forms.       R.     A.     Lake. 
2.014.939;    Sept.    17 

for   refrigerating   processes   in   which   the  re- 
has  to  be  compressed.     A.  Guyer.     2.014.496; 


arc  devices.     D.  C.   Prince. 


Rr>tarv  pnmn 
Jr.     2.014.860;  Sept.  17. 
McLane.     2.014.625  ;  Sept 
.     W.    Schrauth,     2,014.8«7 
nf    tennis    and    like.       8. 


W    Hansen.     2.014.732  ; 
Roosenstein      and     W. 


17. 
Sept.  17. 
H.     Sletr. 

;  Sept.  17. 
Bunge. 


Overhead. 
C.    W.     McNalr. 


G. 


D.    Fish. 
2.014.394  ; 


Refrigerant 

frige  rant 

Sept.   17. 
Refrigerating     apparatus. 

2.014.550:  Sept    17. 
Refrigerating  apparatus. 

17. 
Refrigerating  plant.     A. 
Befrigerating    unit.      F, 

17. 
Befrigeratlon,    Domestic 

Sept.  17 


C.     Blrdseye     and     B.     Hall. 

L.  C.  Smith.     2.014.703;  Sept. 

Sellgmann       2,014.701:  Sept.   17. 
W.    Daemlcke.      2.014.837  ;    Sept. 


W.    W 


display    case.      B. 


.    Williams. 
S.    Ahrens. 


drawer      A. 
,  Show  case. 


J    Fpltault.     2,014,647:  Sept,  17. 
El  E.  Sanders.     2,014.590;  Sept. 


Befrlgerator 
Sept.    17. 

Befrlgerator 
Refrigerator 

17. 
Regulating  device 
Regulator :   See — 

Oven   heat   cycle    regulator 

Pre^jure   regulator 

Voltage   and    frequency 
rp gala  tor. 
Begnlatory  device.     M.  A.  Logan.     2.014.583 
Relay  system.     A.  H.  Lamb,     2.014,387  ;  Sept 


2,014,917 
2.014,830 


E.  Flschel.     2,014.965  ;    Sept. 
Voltage  regulator. 


17. 


Remote    control    system.      H.    H.    Beverage.       2.014,518 ; 

S.'pt.   17. 
Uesiuous     compositions    and     making    the    same.       P.     F. 

Schlingman  and  R    M    Kienle      :;,014.f>53;  Sept.  17. 
Restraining    attachment    for   l>i«d8,    Child's.      E.    Luetteke. 

2.014,478;    Sept.    17. 
Betractable  landing  gear.    F.  R.  Weymouth  and  P.  A,  Wed 

mouth.      2,014.777  ;   Sept.   17, 
Retractable  landing  gear,     F,  R,  Weymouth  and  K.  A.  Wed- 

berg.     2.014.793  ;  Sept.  17. 
Rib  construction.     F.   Flader.     2,014.801  ;  Sept.  17. 
Rin^  :  See — 

Piston  ring. 
Road     building     apparatus.        M.     WUdrlck.       2.014.826; 

Sept.    17. 
Boad  Joints.  Installing,     J.  N.  Heltael.     2,014.894;  Sept, 

17.  / 

Bod    aligner. ^ClMKiecting.      W.    A.    Jennings,      2.014.969; 

Sept.  17. 
B<iller   carrier    dashpot    for   friction    transml.ssion.      J.   O. 

Almen.      2,014,922  ;   Sept.   17. 
Roof  ajjd   elements   for   the  construction   thereof.      W.   L. 

Bow^     2.015,020;   Sept.   17. 
Bosin  and  its  derivatives.  Sulphonation  of,     H.  J.  Welland 

and    M.  A,  Prahl.     2,015.023;  Sept.  17, 

Botary  engine,     C.  M.  h^nley,     2,015.027  ;  Sept.  17. 
Rotary  pump,     F.  Wh»atley.  Sr.     2,014.601  ;  Sept.  17, 
Rubber   article    provtd»"d    with   fiber  cover   and    their   pro- 
duction.  Inflatable       I.    Dorogi.     2,014,426;   Sept.    17 

Rubber,    Chlorinated.      L.    Orthner.    W.    Becker,    and    L. 

Bosenthal.      2.014.504:   Sept.    17. 
Safety     can.       M.     J.     Gorman     and     F.     S.     Blanchard. 

2.014,730;  Sept.  17, 
Safety  device  for  punch  presaet.     P.  El  Boyd.     2.014,758; 

Sept.   17. 
Safety  receptacle,      J,  Puta,     2.014,582  ;  Sept.  17. 
Safety-ventilating  and    bombproof   system,      E,    F.   and   J. 

Gelger.     2.014,840  ;  Sept,  17. 
Sail    rig    for    water    craft      C.    A.    Berlnger       2,015,000; 

Sept.  17. 
Sand  trap  for  pumps.     B.  Williams.     2,014.827  :  Sept.  17. 
Sash   pair   for  windows.      H.  A.  Knight.     2.014,622;   Sept 

17. 
Scouring  pad   handle.     J.   Flamefreddo.      2,014.494  ;   Sept. 

17. 
Screen      J.  B    Coffey  and  H.  Adams.     2,014,834:  Sept.   17. 
Screw-down    control    for    rolling   mills.   Automatic.      Q.    N. 

Hughes.     2,014,475:  Sept,  17, 
S.al,  Bearing.      D.  Mitchell.  Jr      2.014.869;   Sept.  17. 
Sealed  cell  replacement.     M.  L.  Martus  and  E.  H.  Becker. 

2,014,856:   Sept.  17. 
.Sensitive  control  device.     A.    H.  Lamb.     2,014,386;   Sept. 

17. 

Sensitive  relay  device.     A.  H.  I^mb.     2,014.388;    Sept.  17, 

Separable  end  fastener  members  for  multiple  operated  fas- 
teners.     (J    Johnson.      2,015,085;    Sept.    17. 

Set-up    container        S     N.     Leopold    and    H.    K.     Powell. 
2,014,901  ;    Sept.    17. 

Sewage    filtering   apparatus.      W.    H.    Foster.      2.014,431  ; 
Sept.   17. 

Sewage,    garbage,    etc  .    Drying    and    incinerating   of.      D. 
Balrd       2,016  051  ;    Sept     17. 

Sewage    or    Hlmllar    material.    Treating.      H.    J.    Hartley. 
2,015.052  ;  Sept.   17. 

Sewing  machine.      F    Luti.     2.014,687;   Sept.   17 

Sewing  machines.    Needle-vibration   controlling  mechanism 
for  figzag-stltcb       A    Tlesler,     2,014.916;  Sept     17. 

Shadow  tuning  instrument.     B.  G    Arey.     2.014,960;   Sept. 
17. 

Shaker  conveyer.     E.  R    Bergmann      2.014.610;  Sept.  17. 

Sheets   of  sensitlied  paper.  Method  and  Apparatus  for  de- 
veloping and  treating.     K    Murrk      2.014.744;  Sept.   17. 

Shoe.     G    B.  Mus«»beck.      2.014,628:   Sept.   17 

Shoe  machine.     M.  H    Ballard.     2,014,462;  Sept.  17. 

Shoes,  Manufacture  of.     H.   B.  Gorman.     2,014.891  ;  Sept. 
17. 

Showerstall  bathtub      S.  J    Samelow.     2.015.021  ;  Sept.  17 

Sight  for  firearms.     F.  L.  Ilumeston.     2.014,786;  Sept.  17. 

Sign  :    See — 
Street   nlgn. 


Slenal :  See — 


Turn  signal 
H.    G     Tasker 


2.014.418: 


Sept. 
17. 


17. 


I.lirht  signal 
Signal    reproducing    system. 

Sept.  17. 

Signaling  appratus,     O    Kraus.     2,014,499;  Sept,  17. 
Signaling  deylce.     C.  Miller,     2,014,442-4;  Sept.  17. 
Silencing  device.     A.  Klundell,      2.014,368;  Sept.  17. 
Sirup,  Chocolate.     D.  E.  Linn.     2,014.623  :  Sept.  17. 
Skylight.     F.  C.  Bradley      2,014.925  :  Sept    17 
Slip  or  petticoat.     O    L.  Hunlev.     L'. 014, 620  ;  Sept   17, 
Smoking  pipe,     K    R    Stant      2,014.511  :  Sept    17 
Snap    fastener  socket    anil   Installation    thereof.   Separable. 

M.  F.  Carr.     2.015,049;  S«'pt.  17. 

Snap  fastener  stud      C.  I.,    Knutson.     2,014.971;  Sept.  17 
Snowplow.     J    Schubert.     2.014.783  ;  S.pf    17 
Socket    Nonreslllent      D.  I.  Belter.     2.014,699  ;  .Sept.  17, 
Soldering  tool    Electric,     J,   D.   Forney       2.014.728;   Sept. 

17 
Solufl'ms    from     cellulose.     Manufacture     of,       O.     Fauit. 

2.014,761  ;  Sept.   17. 


LIST  OF  INVENTIONS 


XZZYll 


Solvent  extraction  of  hydrocarbon  oiL     C.  F.  Teichmann. 

2.015.046  ;    Sept,   17. 
Solvent    in    preparing   outersoles.    Application    of.      J.    W. 

French,     2,014.472  ;  Sept.  17. 
Sound-producing    apparatus.      H.    F.    Waters.      2,014,674 ; 

Sept.  17. 
Sound     recording.       L.     Goldhammer     and     F.     Sochor. 

2,014.495;    Sept.   17. 
Sound    recording   and   reproducing   system.     A.   C.   Keller. 

2,014.528;   Sept.   17. 

Sound  reproducer.     P.  L.  Jensen.    2.014,621 ;  Sept.  17.    • 
Sound  repro<luclng  device.     M.  H.  Page.     2.014.637  ;  Sept. 

17. 
Speed  change  device.     W.  H    Johnson,     2,014.476:  Sept.  17. 
Speed    controlled    brake.      G,    W.    Baughman.      2,014,875: 

Kept.  17. 
Speed  mechanism,  Change.     P.  F.  Martlnuxrl.     2,014,905  ; 

Sept.  17. 
Speed  varlator.     L.  M,  Sheridan.    2,014.954  :  Sept.  17. 
Spotlight      J    K.  Russell.    2.014 J54  ;  Sept.  17. 
Spray  fume  exhaust  system.    S.  Bramsen.    2,014,962  ;  Sept. 

17, 
Spraying   and    squirting   device.      F.    Bother.      2,014,671 ; 

Sept.  17. 

Spraying  apparatus  for  atomizing  paint  and  other  liquids. 

H,  a.  I.«molne,     2.014,942;  Sept.  17, 
Spring  support  for  upholstered  furniture,     S.  8.  Bernstein. 

2,014.611  ;   Sept.   17, 

Stabilizing  means  for  a  body  subjected  to  the  infiuence  of 
angular  motion,     J,  P,  Watson,    2,014.825;  Sept.  17. 

Stamp  mill.     R.  E.  McCaleb.     2,014,774  ;  Sept.  if. 

Starch  and  preparing  the  same.  Laundry.  G.  M.^ierly. 
2,014,794  ;    Sept.   17. 

Starch.  Dextrinization  of  gelatinized.  A.  D.  Fuller. 
2,014,799;   Sept.   17, 

Starch,     Manufacture    of     refined    sago.       A.     D.     Fuller. 

2,014 J98:   Sept.   17. 
Steam    beating    connection    for    valves.      D.    R.    Tarnall. 

2,015,024  ;  Sept.  17. 

Stereoscope.     J,  H,  Harlow.     2,014,527  :  Sept.  17. 
Stick.  Drying.     J.  R.  Dunham.     2,014.523  ;  Sept.  17. 
Stocking.     W.  H.  CoUer,  Jr.     2,015,002;  Sept.  17. 
Stockings,   Manufacture   of.      R.   G.   QOnther.      2.016,010 ; 
Sept.  17. 

Stone  picker.  Post  hole.    J.  Keyzer.    2.014,807  ;  Sept.  17. 
Stop  mechanism.     H,  B,  Knox,     2.014.574  ;  Sept.  17. 
Storage  apparatus.     E.  E.  Wlnkley.     2.014,458;  Sept.  17. 
Stove.     B.  B.  Kahn.     2.014,848-9;  Sept.  17. 
Strainer.  Air.     E.  E.  Hewitt.     2,014,985  ;  Sept.  17. 
Strands  for  weaving  purposes.  Manufacturing.     G.  E.  Ginn. 

2,014,649;    Sept.   17. 
Strap:  See^— 

I/ens  strap. 
Street  sign.     S.  S.  Cramer.     2,014,658  ;  Sept,  17. 
Strips.  Marking.    A.  C.  Fischer.    2,015,031  ;  Sept.  17. 
Stroboscopic  apparatus.      W.   F.    Westendorp.      2,014,957 ; 

Kept.   17. 

Submarine  operating  device.    M.  C.  Lord.    2.014,389  ;  Sept. 

17. 
Submarine  vessel.     N.  J.  Mastorakis,     2,014.742;  Sept.  17. 
Sugar,  Purifying.     L,   Hyve,     2.014,897  ;  Sept,   17. 
Swab  holding  device.    J.  L.  Nilson.    2.014, t;4i2  ;  Sept.  17. 
Swatter,  Fly.    C.  T.  Achor.     2.014.364  ;  Sept.  17. 
Switch  :  See — 

Electric  switch. 
Switch    and    rheostat.    Combination.      N.    C.    Schellenger. 

2.014.637  ;   Sept.   17. 
Synchronous   motor.    Self-starting.      J.    A.   Belnhardt    and 

O.  H.  Kamlnky.     2,015,042  :  Sept.  17. 
Syringe  plunger  retarding  means,  Hypodermic.     L.  Eisele. 

2.014.498;   Sept.   17. 
Table  :  See — 

Reading  table. 
Tack  button.     L.  Belter.     2.014.814  ;  Sept.  17. 
Tape.  Ruler.     F.  O.  Carlson.     2.014.875  ;  Sept.  17. 
Telephone  apparatns.      C.   L.   Goodrum.      2.014,525;   Sept. 

Television  system.    W.  B.  Koch.    2.014.5.32  ;  Sept.  17. 
Temperature      regulating      system.         C.      E.      Bradburn. 
2,014,552  :   Sept.  17. 

Tension  device.     W.  H.  Smith.    2.014.807  ;  Sept.  17. 
Tensioning  device  for  chains,  belts,  and  the  like.     A.  Ben- 

shaw.     3,015,984  ;   Sept.  17. 
Testing  apparatus.     C.  II.  Hockner.    2.014,379  :  Sept.  17. 
Textile  filters.  Handling.     8.  S.  Holt.     2.014.844  ;  Sept.  17. 
Thermal  relay.     H.  A.  Wllhelm.     2,014,058;  Sept.  17. 
Thermionic  cathode.     C.  J.  Smlthells  and  L.  B.  G.  Treloar. 

2.014.787  ;    Sept.    17. 

Thermostatic  control.  F.  W.  Blrtch.  2,014.716:  Sept.  17. 
Thermostatic  valve.  F.  L.  Henning.  2,014.526;  Sept.  17. 
Thread    feeding   mechanism    for    warp    knitting   machines. 

E.  Klnsella,  J.  G.  Pratt,  and  B.  KelsaU.     2,014,530  ;  Sept. 

17. 
Threads,  wires,  strips,  and  the  like,  Apparatns  for  testing 

the   thickness  of.      N.    G.   Baguley,   Cf.   F.   Topham.   and 

T.  B.  I>ewls.     2,014.998:  Sept.  17. 
Throttle  arrangement  for  pneumatic  tools.     E.  W.  Stevens. 

2.014.705  :   Sept.   17. 
Ticket    printing    machine.      D.    M.    Thomson.      2,014,707 ; 

Sept.  17 
Ticket  remarker.    C.  A.  Flood.     2,014,727 ;  Sept.  17. 


Tie-rod  assembly.     W.  Todd.     2,014,871 ;  Sept.  17. 
Tile    Acoustic,     H.  C.   Smith.     2,014,749  ;  Sept.   17. 
Timber.    Beenforcement    of.      H.    C.    Graham    and    W.    B. 

Pelrce.     2,014,892  ;  Sept.  17. 
Tripping  apparatus   for  railway  trucks  and   the  like.     J. 

Culemeyer.       2,014.369  ;    Sept.   17. 
Tire  cover.     G.  A.  Lyon.     2.014,655-6  :  Sept.  17. 
Tire  cover  construction.     G.  A.    Lyon.      2,014,654  ;    Sept. 

17. 


Toasting  machine.     P, 
Toilet  set,     W.  Fess. 


B.  Simmons,     2,014,596  ;  Sept.  17. 
2,014,616:   Sept,  17. 


Tongs,   Plunger   operated.      O.   Ohlson.     2,014.693 ;    Sept. 

17. 
Tool :  See — 

Fishing  tool. 

Glass  replacement   tool 
Tool     carrier    attachment. 

2,014.510;  Sept.  17. 
Tool.    Making    an    abrasive, 

Sept.  17. 
Tool    slldewav    and   making 

Potter,     2.614,667  ;    Sept. 

Torroldal    race    and    roller 
Ebrlich  and  J.  O.  Almen, 
Toy.  Animated  figure.     O.   Erlckson.     2.015,009;  Sept. 
Toy.  Construction.     C.  Bierbach.     2.014.464  ;  Sept.  17 


Soldering  tool. 
Multiple.     M.     J.    Schlittera. 
G.    F.    Taylor.      2.014,966; 


the  same.   Machine.      W.    W 
17. 

transmission    mechanism. 
2,014,928:  Sept.  17. 


J. 


17. 


Transmission.     C.  A.  Cook. 
Transmission.    Automatic. 

Sept.  17. 
Transmission 

Sept.  17. 

Transmitter,  magnetostrlctlve. 

Sept.  17. 
Trap  signaling  device.  Floor. 

Sept.  17. 
Trav.     R.  R,  Begll.     2,014.746 


2.014.8.35  ;  Sept. 


B.    M.    Nardone. 


ir. 

2,014.662 


mechanism.       J.    Q.    Vincent.       2.014.488; 


0.  W.  Pierce.     2,014.412 
B.  M.  Hopkins.     2,014.474 
Sept.  17. 


H.  J.  L.  Frank  and  W.  A.  Harper.  2.014.729 ; 


Sept.  17. 
thereby.     Motor 


driven. 


Trolley  duct 

Sept.  17 
Trousers.     O,  A,  Gulke.     2,014.802 
Truck    and    apparatus    carried 

P.  H.  Davey.     2.014,797  ;  Sept.  17 

Truck,  Railway.     D,  8.  Barrows.     2.015,026; 
Tube  :  See— 

Comporlte  tul>e.  Electron  tule. 

Electron  dl-chnrce  tn'e 
Tube    and    coupling.    Flexible.      A. 

Hedeman.     2.014.988  ;  Sept.  17. 
Tube  base  and  socket.     J.  Hirmann 
Tubes,  Making.    B.  L.  Quamstrom. 
Tubes,  Method  of  and  apparatus  for  making  rubber 

Boberts.     2.014.669:  Sept.  17. 
Tubing.     B.  L.  Quarnstrom.      2,014.983:  Sept.  17. 
Turn  signal.     J.  G.  Guttmann.     2,014.473:  Sept.  17. 
Type  bars.  Device  for  casting.   E.  L.  Kokanour.   2.014,808  : 

Sept.  17. 

Typewriters,  Automatic  sheet  feeding  and  discharging  and 
record  copy  projecting  machine  for.  R.  Stuart. 
2.014.417;  Sept.  17. 

Genovar.  Jr.     2.014.931  :  Sept.  17. 

C.   W.   Hansen.      2.014.738:   Sept. 


Sept.  17. 


P.    Schechter   and    A, 

.     2.014,848:  Sept.  17. 
2,014,982;  Sept.  17. 

F.  T. 


Lubricated  plug  valve. 
Plug  valve. 

Pressure  regulating  valve. 
Thermostatic   valve. 
Erwin  Kern.     2,015.018 ; 


Utensil.  Cooking.  W.  P 
Vacuum   tube  system 

17. 
Valve:  Bee — 

Control  valve. 

Float  valve. 

FTuah  valve. 

High   pressure  valve. 
Valve  control  system,  Electric 

Sept.  17. 
Valve  device.  Triple,     J.  N.  Good.     2.014.890  ;  Sept 
Valve    for   collapsible    tubes,    bottles,    and    the    like, 

closing.     K.  S.  Cnrlstrom. 
Valve    for    soap    dispensers. 

Sept.  17. 
Valve    operating    mechanism. 

2.014.906:   Sept.  17. 

Valve  structure.     D.  L.  McNeal.     2.014.948;  Sept. 
Variometer.     P.  J.  Snider.     2.014.820  :  Sept.  17. 
Vegetable    cutting   device.      O.    M.    Anderson    and 
Juengst.     2,014,712  ;  Sept.  17 


2.014,881  ;  Sept. 
T.    M.    Jones. 


17, 
Self- 
17. 
2,014,652 


Pneumatic.      A.    W.    Munox. 


17. 


F.    W. 


Vehicle     box     and 
2,015,054  ;  Sept. 

Vehicle,  Railway. 
Vehicle  wheel.     J. 
Vehicle  wheel.     C. 


rack.     Convertible.      H.     E.     Wlkert. 
17. 
D.  B.  Barrows.     2.015,025:  Sept.  17. 


Vehicle 

Sept. 
Ventilation 

17. 
Ventilator 

Wlndov 
Vessel    for 

2.014.823 


wheel, 
17. 


Mayer.     2.014,811  :  Sept.  17. 
W.  Van  Ranst.     2,014,761  ;  Sept.  17 
Auxiliary.      C.    S.    Woodruff.      2,014.459 


Btmctnre.     J.  G.  Shodron.     2,014.594  :   Sept. 


See — 
ventilntor. 
gases    and 
Sept.   17. 


vapors.    Absorption.      H.    Tramm. 


Sealing-off.      M.    de    Neumann. 


G.      W.      Pierce. 

E.     C.     Sparling. 


Sept.  17. 
Ballantine. 


Vessels    containing     gas, 
2,014,471;  Sept.  17. 

Vibrator.        Electromagnetostrlctive. 

2,014.410:   Sent.   17. 
Voltage     and      frequency      regulator. 

2.014,818:    Sept.   17. 
Voltage  regulator.     T.  M.  Hunter.     2,014,670; 
Volume     control.     Balanced     automatic.      8. 

2,014.831  ;    Sept.   17. 
Volume  control  tor  radio  circuits.     E.  F.  Carter  and  H,  F. 

Schwarx.     2.014.422;  Sept.  17. 


XXXVlll 


LIST  OF  INVENTIONS 


Wall    assembly,    Multiple    unit.      P.   A.    Votgt.      2.014.419; 

Warm  r.  Hand.     C.R.Williams.     2.014.677  ;  Sept.  17. 

WashfT  :   Sre — ■ 

U.ck    \vash»>r  ,        „      „,      , 

Unt»'r    motcir,    Automatically    operated.      O.    W.    Jacobs. 

.',nl4.736  ;    Sept.    17. 
WavM  transmission  networks.     W.  L.  Casper.     2.014,521  : 

Sept.  1'^ 
Wave    tr  1  i^iii  -slon    nyatem.       E.    F.    Carter.      2.014.52U : 

Sept.  IT 
Well  pumping  riR.     J.  R.  Long.     2,014.653;  Sept.  17. 


Wells.    Plugging   back   or   bridging.      ID.    P.    Halliburton. 

2.014.568;  Sept.  17. 
Wheel :  See — 

»  UHhion   wheel  Vehicle  wheel. 

Wheel     conHtruction,     Reenforced.      Q.     J.     Pannecoucke. 

2,014,633:  Sept    17.  ^  _    ^ 

Window.     B.   A.  Stere  and  E.  C.  Ausnehmer.     2,014.704  : 

Sept.  17. 
Window    ventilator.      W,   H.  Maynard.      2,014,974  ;    Sept. 

17. 
Wing  constnjction.     R.   R.  Osbom.     2,014,776 :   Sept.   17. 
Wrench,     C.  M.  Carington.     2.014,718  ;  Sept.  17. 


CLASSIFICATION  OF  PATENTS 

ISSUED  SEPTEMBER  17,  1935 


NoTB. — First  nomber  — class,  second  number  — subclass,  third  namt)er«=  patent  number 


1— 


lo- 
ll— 


1: 

14: 

3: 

37: 

42: 

73: 

78: 

132: 

183: 

237: 

56: 

\46: 

18: 

124: 

5: 

«3: 
4: 
I: 

56: 


IS— 

15- 


18- 


1»- 


23 


128.3: 
142: 

8: 

7: 

08: 

110: 

147: 

151: 

154: 

208: 

22tt: 

4: 

15: 

53: 

55: 

50: 

1: 

00: 

107: 

4: 

10: 

18: 

50: 

7: 

63: 

120: 

130: 

200: 

2.'S3: 

24-      66: 

7Z5: 

73: 

81 
106 
153 
206 

216: 
230: 
SSO: 

285: 

36: 

1: 

57: 

70: 

84: 

88.2: 

15X2: 

156.7: 

1: 

70: 

20: 

56: 

125: 

188: 

174: 

180 

2()7 

211: 

12: 

20: 

24: 

M—      73: 


25— 
28— 


30— 
81— 


2,0 
ZO 
2,0 
2,0 
2.0 
2,0 
2,0 
2.0 

zo 
zo 

2,0 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
4,0 
ZO 
2.0 
C.0 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
2,0 

ZO 

2,0 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
2.0 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 

ZO 

ZO 
ZO 

ZO 
ZO 

ZO 

ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 
ZO 


14.  72« 
14.  452 
14,991 
14,545 
14,839 
14.620 
14,610 
14.062 
15,004 
14.802 
14,800 
M.,VS4 
15,021 
14,893 
14,6.^1 
14,428 
14,746 
14,  OW 
14.462 
14,463 
14.460 
14,981 
14.472 
14,801 
14.815 
14,680 
14,626 
14,488 
14,602 

14,  :,■« 

14,  4'H 

14.  file 

15,030 
14,468 
14,937 
14,  421 
14,053 
14.43S 
14.440 
14,047 
14.673 
14,844 
14,004 
14,501 
14,305 
14,622 
14,  757 
14.596 
14,775 
14.  374 
15,053 
14,823 
14.723 
14.478 
14.845 
14.071 
15.082 
14.814 
14,878 
15,034 
15.035 
15,049 
14,000 
14.970 
14.  718 
1.^001 
14.640 
14,  510 
14.812 
14.585 
14.441 
14.865 
14,  fiI2 
14,882 
14.  K42 
14.710 
14.735 
14,906 
14.375 
14.868 
14.  MO 
14,700 
14.420 
14.941 
14,523 
14.764 
14,  875 


:»- 

37- 


40— 


41— 


8  5: 
53: 
ISO- 
ISO: 
5: 
10: 
117: 
130: 
159: 
34: 
39: 
122: 
137: 
145: 
148: 
4: 
0: 

67: 
37: 


40: 
41: 

58: 

60: 

61: 

48—    108: 

81: 

8Z1: 

16: 

27: 

72: 

176: 

1: 

5: 

56-    313: 

58—      38: 

60—      54: 


47— 


50— 


51— 
53— 


61- 


62- 


65— 
66— 


68- 


72— 


22: 

00: 

74: 

37: 

80.5: 

%: 

104: 

115: 

116: 

126: 

178: 

31: 

82: 

86: 

126: 

182: 

3: 

10: 

16: 

18: 

44: 

06: 

77: 

118: 

4: 

80: 

51: 

120: 

51: 

60: 

112: 

200: 


24Z11: 

283: 
200: 
336: 
330: 
375: 


570: 
606: 

75—  14: 

76—  107: 
108: 


73— 


74— 


Z014,628 
Z  014,  783 
Z  014, 470 
Z  014.  702 
Z  014,  987 
Z  014. 641 
Z  014,  883 
Z  014.  660 
Z  014.  743 
Z  013.  414 
Z  014.  517 
Z  014, 600 
2.014.864 
2,014,788 
2.014,803 
2.014,086 
2.014.933 
2.014.024 
2,014,721 
2.014.  42f. 
2,014,464 
2,015,009 
2,014,976 
2,015,012 
Pl.Pt.141 
PI.  Ft.  140 
2,014,396 
2.014.471 
2.015.007 
2.014,008 
2.014,577 
Z  014, 708 

R  10.707 
2,014.031 
2.014,505 
2. 014.  SOB 
2. 014. 084 
2.014,944 
2,014,548 
2.014.380 
2.014.631 
2.014.830 
2.014.500 
2.014.837 
2,014.550 
2.014,701 
2.014.017 
2.014.708 
2,014.406 
2,014,685 
2.016.010 
2.014.520 
2.014.530 
2,014.574 
2.015.002 
2.014.711 
Z  014, 540 
2.014.576 
2,014.740 
2,014,778 
2.014.841 
2,014.643 
2, 014. 410 

R.10,70e 
2,014. 8M 
2.0U,S3S 
2.014.730 
2.014,653 
Z  014.  702 
2.014,954 
Z 014. 920 
2.014,922 
Z  014. 028 
2,014,307 
2,014,964 
2.014.476 
2.014.000 
Z  014. 662 
Z  014. 486 
Z  014. 388 
Z014,9a5 

2,014. 6:« 
Z0U.171 
2,014.  6Z5 
Z014.«73 
2,014,898 
2,014,055 


77— 
78— 

80— 

81— 
82— 

93— 


3: 
60: 
94: 
43: 
56: 
65: 

1: 
32: 

0: 
10: 
57: 

1: 


453: 
12: 

1.8: 
14: 
16: 
30: 
34: 


27: 
20: 
80: 
47: 
82: 
80-      37: 


87— 


90- 
91— 


06— 


97- 
96— 


40: 
50: 
80: 
44: 

49: 
00: 
67.8: 
98-  6: 
13: 
82: 
L5: 
4: 
20: 
51: 
2: 
6: 
9: 
13: 
74: 
04: 
59: 
125: 
33: 
54: 
99: 
8: 
11: 


18: 

101—  60: 
00: 

114: 
126: 
M»: 
406: 
415.1: 

102—  32: 
30: 

103—  44: 
60: 

123: 
120: 
162: 
164: 
179: 
225: 
233: 

104—  125: 

105—  150: 
187: 
180: 
197: 
804: 


2,014,679 
2,014,605 
2.014,982 
2.014,865 
2.014.476 
Z  014, 718 
2.014,576 
2.014.667 
Z 014. 640 
2,014,588 
2,014,774 
R.  10, 702 
2,014.674 
2.014,741 
Z  015, 014 
2.015,020 
2,014,999 
3,014.808 
2,014,088 
2.014,486 
2.014,888 
2.014.538 
2.014.877 
Z  014. 747 

zou.sr 

Z  014. 874 
Z014,978 
Z  014,  558 
Z  014, 762 
2.014,701 
2.014,870 
2.014.876 
^  014, 907 
Z  014, 878 
Z014.T08 
Z  014, 391 
Z  014.  962 
Z  014. 627 
2.014.666 
Z  014, 407 
Z  014, 981 
Z  015. 031 
Z  014.  826 
2,014,700 
2.014,804 
Z  014. 606 
Z  014. 692 
Z  014, 547 
Z  014,  437 
2.014.513 
2.014.744 
2,014.456 
Z  016, 016 
Z  014. 840 
2,014,594 
Z  014. 974 
2.014,046 
2,014.580 
Z  014, 623 
Z  014. 002 
Z  014. 750 
Z  014,  707 
Z  014. 727 
2,014,372 
Z  014. 873 
Z  016. 030 
2,014.976 
Z  014. 985 
Z  014,  367 
2,  014.  393 
2,014.<t01 
Z  014. 613 
Z  014, 736 
Z  014. 601 
Z  014,  760 
Z  014. 860 
Z  014.  966 
Z  014,  562 
2,014,827 
R.  19.711 
2.014,480 
Z  014. 760 
Z  015,  025 
Z0K5.  970 
Z  014,  028 
Z  014.  7Z5 
2,014,738 


100—   37: 
40: 

107—  4: 

108—  16: 
33: 

110-    8: 
15: 


104: 

112- 

154: 

158: 

113— 

1: 

46: 

114—  16  5: 

90: 

116— 

52: 

117: 

129: 

119- 

1: 

121— 

35: 

46.5: 

122— 

50: 

15«: 

504.3: 

123— 


14: 
32: 
51: 
S2: 
53: 


90: 

170: 

77: 

118: 

127—  32: 
64: 
71: 
11- 
74: 
218: 

129—  18: 
41: 

131—  12: 
43: 

182—  30,1: 


136— 


128— 


134— 
136— 


137— 


19: 

39: 

19: 

80: 

108: 

148: 

182: 

68: 

76: 

90: 

93: 

139: 

160: 


139— 

44: 

92: 

141— 

1: 

14,V- 

lOR: 

146— 

125: 

182: 

148— 

3: 

21.5: 

149- 

W: 

150— 

1.6: 

34: 

161— 
162— 

153- 


164— 

156— 


49: 
64: 


80: 
7: 
39: 
2: 
16: 
07: 
71: 
14: 
46: 
14: 


R,  19.705 
Z  014. 403 
Z 014.  384 
Z  014,  603 
Z  014. 025 
Z  015. 020 
Z  014.  796 
Z  015. 060 
Z  015, 051 
Z  015, 062 
Z  014, 940 
Z  014, 087 
Z  014. 016 
Z  014. 708 
Z  014. 815 
Z  014.  742 
Z  015. 000 
Z  014. 473 
Z  014. 001 
Z  014,  .'531 
Z  014. 000 
Z  014.  705 
Z  014. 997 
Z  014. 018 
Z  014. 668 
Z  014. 964 
2  015.027 
Z  014. 828 
Z  014. 672 
Z  014.  371 
Z  014.  678 
Z  014.  771 
Z  014. 650 
Z  015, 022 
Z  014.  868 
2. 014.  840 
Z  014,  790 
Z  014. 897 
Z  014, 798 
Z  014, 870 
Z  014,  508 
Z  014. 493 
Z  014. 904 
Z  014, 780 
Z  014,  511 
Z  014. 880 
Z  014,  579 
Z  014, 794 
Z  014, 780 
Z  014, 390 
2, 014. 856 
Z014,8S2 
Z  016. 006 
Z  014. 402 
Z  014, 748 
Z  014. 082 
2.014.083 
Z  014. 968 
Z  015, 008 
R.  19,703 
Z  014, 368 
Z  014. 666 
Z  014,864 
Z  014,  615 
Z  014. 663 
Z  014,  722 
Z  014.  712 
Z  014, 606 
Z  014.  .559 
Z  014, 440 
Z  014, 470 
Z  014.  589 
Z  014, 822 
Z  014, 904 
Z  014, 664 
Z  014. 665 
Z  014. 666 
Z  014. 995 
Z  014, 811 
Z  014, 618 
Z  014. 696 
Z  014,  485 
Z  014,  833 
Z  014, 972 
Z  014,  669 
Z  014. 460 
Z  014. 563 


186— 

166— 
158— 


161— 
164— 


166— 
167— 


171— 


154: 

179: 

10: 

2: 

36.5: 

92: 

117: 

117.1: 

3: 

29: 

36: 

43: 

93: 

1: 

21: 

14: 

30: 

31: 

71: 

00: 

07: 

110: 

123: 
220: 


312: 
313: 
321: 

172—  239: 
274: 
276: 

173—  251: 
273: 
328: 
361: 

41- 

41. 6: 
294: 

320: 


175— 


360: 

361: 
363: 

176—  14: 
122: 
124: 

177—  7: 


311: 
314: 
329: 
386: 


178- 


179- 


6: 
26: 
44: 

71: 

7.1: 

100.3 


122: 
171: 


180— 

181— 
183— 
184— 


53: 
54: 
31: 
47: 
3: 
13: 
18: 
27: 


187—  20: 

188-  30: 
62: 
72: 


458  O.  G. — 43  0 


Z  014, 614 
Z  014, 611 
Z  014.  752 
Z  014,  465 
Z  015, 048 
Z  014,  714 
2,014,666 
2.014,848 
2. 014. 754 
Z  014. 004 
Z  014, 817 
Z  014, 766 
Z  014, 603 
2.014.770 
Z  014. 563 
2.014,009 
Z  015, 045 
Z  014, 730 
Z 014  676 
Z  016. 006 
Z 014,  592 
Z  014, 570 
Z  014.  820 
Z  014. 813 
2.014.533 
Z  014, 880 
Z  014, 818 
Z  014, 870 
Z  014. 534 
Z  014. 825 
Z  014. 737 
Z  015. 042 
Z  014. 634 
Z  014. 638 
Z  014.  R.'a 
Z  014. 423 
Z  014, 396 
2.014.390 
Z  014, 930 
Z  014, 809 
Z  014, 949 
2.014,385 
Z  014, 886 
Z  014, 387 
Z  014.  524 
Z  014, 650 
Z  014.  540 
Z  015, 018 
Z  016.  041 
Z  016, 037 
Z  014. 858 
Z  014. 967 
Z  014,  442 
Z  014. 443 
Z  014. 444 
Z  014. 960 
Z  014.  474 
Z  014. 499 
Z  014, 410 
Z014.411 
Z01i412 
Z  014. 413 
Z  014.  632 
Z  014.  938 
Z  014. 614 
2, 014. 521 
Z  014, 908 
Z  014, 525 
Z  014. 418 
Z  Oil  537 
Z  014,  767 
Z  014, 427 
Z  014. 422 
Z  014.  520 
Z  014. 733 
2.014,797 
Z  014. 070 
Z  014. 621 
Z  014, 896 
Z  014,  772 
Z  014. 425 
Z  014, 887 
Z  014. 886 
Z014.661 
Z  014.  821 
Z  014,  56-^ 
Z  014.  551 
Z  014. 630 


18Jt- 


189— 


191— 

192— 


194— 

195— 
190— 


197- 


198— 


209- 


210— 


212— 

213— 
214— 
215— 
216— 
217— 


218— 
219— 


78: 
181: 

35: 
66: 
82: 
45: 
3: 
18: 
24: 
48: 
97: 

102: 
28: 
4: 
13: 
21: 
20: 
79: 

110: 

148: 
1: 

133: 


10: 

166: 

230: 

18: 

47: 

11: 

66: 

113: 

118: 

122: 

137: 

36: 

221: 

8: 

31: 

38: 

44: 

56: 

82: 

208—    168: 


199- 
200— 


202— 
204— 
306— 


12: 
166: 


462: 

7; 

131: 

151: 

165; 

68: 

69: 

60: 

44: 

46: 

35; 

12; 

36.5; 

46; 

67: 

78: 

6; 

10: 

20: 
36; 
27: 
32: 
38: 


230— 


221— 


30: 

23: 
36: 
56: 
50; 
11: 


16: 
60: 
94: 

223—      66; 

226—      18: 


Z  014.  779 
Z  014.  875 
Z  01 4.  903 
Z  014.  451 
2.  014.  704 
Z  Oil  912 
Z011929 
Z011S,V4 
2  0I16S3 
Z  Oil  7,58 
Z  nil  632 
Z  014.  505 
Z  Oil  506 
Z  Oil  945 
Z  Oil  936 
Z  015,  046 
Z  Oil  020 
Z  016, 038 
Z  on  915 
Z  on  584 
Z  oil  556 
2.011417 
Z  Oil  884 
Z  oil  939 
Z  Oil  468 
Z  Oil  447 
Z  on  610 
R.  10^704 
Z  Oil  808 
Z  Oil  624 
Z Oil  388 
%  on  068 

z  on  409 

Z  on  607 
Z  on  716 

z  on  400 

Z  on  583 
2,011600 
2,016,040 

z  on  000 

Z  on  048 
Z  on  097 
Z  on  716 
R.  19.  706 
Z  on  382 

z  on  404 

Z  on  405 
Z  on  406 
Z  on  407 
Z  oil  717 
Z  015. 008 
Z  on  431 
Z  on  445 
Z  on  834 

z  on  800 
z  on  910 

Z  on  544 
Z  015, 017 
Z  on  368 
Z  oil  763 

z  on  710 

Z  on  643 
Z  on  851 
2,011077 
2,011951 
Z  on  542 
Z  016, 033 
Z  on  657 
Z  on  677 
Z  on  926 
Z  on  667 
Z  on  728 
Z011416 
Z  oil  803 
Z  Oil  836 
Z  on  455 
Z  on  644 
Z  016.  028 
Z  oil  582 
Z  Oil  861 
Z  Oil  637 
Z  on  380 
Z  016, 016 
Z  on  730 
Z  on  881 
2,  Oil  552 
Z  on  436 
Z  on  824 


xxxix 


zl 

* 

CT.ASSIFICATIOX  OF  PATENTS 

22fr- 

il 

X  014.  492 

24a—      32: 

2,011571 

280— 

33: 

Z  Oil  784 

260—        2: 

Z  on  370 

280— 

150: 

Z  on  740 

JVi— 

224; 

Z  on  587 

235- 

99 

2.014,617 

34: 

2,011448 

Z  Oil  785 

3: 

Z  on  415 

Z  on  883 

294- 

80; 

Z  on  804 

73 

2.014.597 

39: 

2,011440 

Z  Oil  852 

Z  on  889 

166: 

Z  015,  044 

106 

Z  on  807 

22»— 

5.5 

2.014,901 

244—        2: 

2.011777 

34: 

Z  Oil  946 

4: 

R.  19,708 

168; 

Z  on  766 

115 

Z  on  693 

21 

2,014.477 

2,011  rjd 

36: 

Z  Oil  424 

R.  19,  710 

170: 

Z  on  724 

295— 

11: 

Z011731 

29 

2.014,4«1 

12: 

2,011366 

Z Oil  913 

10: 

Z  on  761 

261- 

29: 

Z  on  773 

290 

Ut 

Z  015. 054 

34 

Z  014,  695 

16: 

2.011457 

4L5; 

Z  Oil  78* 

11: 

Z  on  519 

49: 

Z  on  986 

64; 
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A.  B.  T.  Manufacturing  Co.,  Chicago,  111.     Amusement  ap- 
paratus     Serial   No.   368.284  ;   Sept.   24.      Clasa   22. 
Abraham  &  Straus.  Inc..  Brooklyn,  N.  Y.     Domestic  wines. 

Serial  No   367.554  :  Sept.  24.     Class  47. 
Aladdin  CoUipany.  The.  Bay  City.  Mich.     Trailers.     Serial 

No.  366.698:  Sept.  24.     (^lass  19. 
American   DistllUn?   Company.   The.   Pekin,   111.      Whiskey. 

Serial  Nob.  .108.249-50  :   Sept.  24.     Class  49. 
American    Tap  Bush    Company.    Detroit,    Mich.      Beverage 

coollnc  and  dispensing  outfits.     Serial  No.  862.284  ;  Sept. 

24.     Class  23. 
Andrews-Alderfer.    Inc..    Akron,    Ohio.      Elastic    thread. 

Serial  No.  867.486  ;  Sept.  24.     Class  43. 
Arlette    Inc.,    I.rf)ulsvllle.    Ky.      Permanent    wave    Jackets. 

Serial    No.   .367.955  :   Sept.   24.     Class  44. 
Armstrong-Newport    Company.    CarrolWllle.    Wis.       Fiber 

board,  composite  board,  construction  board,  etc.     Serial 

No.  345.492  ;  Sept.  24.     Class  12. 
Atkln.    William.    Co.    Inc..    New    York.    N.    Y.      Pajamas. 

Serial  No.  361.044  ;  Sept.  24.    Class  39. 
Bally  Manufacturing  Company,  Chicago,  111.     Pistol  shoot- 
ing tarvet  practice  game.     Serial  No.  368,286;  Sept.  24. 

Class  22. 
Baron.  Charles.  Passaic.  N.  J.,  and  Long  Island  City.  N.  Y. 

Cleaning  powder.    Serial  No.  363.741  ;  Sept.  24.     Class  4. 
Bates.  Hamilton  C,  doing  business  as  C.  J.  Bates  A  Son. 

Chester.   Conn.      Manicure   sticks.      Serial  No.   367.850; 

Sept.  24.     Class  44. 
Baiiman-Massa  Jewelry  Company,  St.  Louis,  Mo.     Jewelry. 

Serial  No.  366,503  ;  Sept.  24.     Class  28. 
Baxter.  Don.  Inc.,  Glendale.  Calif.     Ophthalmic  mirrors. 

stereoscopic    mirrors,    diffraction    gratings,    etc.      Serial 

No.  357.803  ;  Sept.  24.    Class  26. 
Belli.  D.  B..  Inc.,  doln?  business  as  Medicated  Chocolates 

Companv,  San  Francisco.  Calif.     Aspirin  tablets.     Serial 

No.  .367.181  :  Sept.  24.     Class  6. 
Bentley  Game  Companv.  The.  I'eekskiU.  N.  Y.     Table  board 

game.     Serial  No.  362.210  :  Sept.  24.     Class  22. 
Bere.    Charles    doing   business    as   Berg   Candy    Company. 

Ardmore    Okla.      Candles  and   candy   bars.      Serial   No. 

3fi6.2.'i5  :  Sept.  24.     Class  46. 
Berson.  Joseph  A.,  doing  business  as  Sprlne<'ale  Distilllnc 

Companv,   Stamford.   Conn.      Gin.      Serial   No.   368,319  : 

Sept.  24.     Class  49. 
Blum.  Norman.  Company.   Inc..  Baltimore,  Md.,  and   New 

York,     N,     Y.      Leather     gloves.      Serial     No.     366.226 : 

Sept.  24.     Class  •'^9. 
Bohack.  H.  C,  Company,  Inc..  Maspeth.  Long  Island.  N.  Y. 

Electric  storage  batteries  and  parts  thereof.     Serial  No. 

3fi7.2S2:  Sept.  24.       Class  21. 
Bollinger.    Jacques,   doing  business   as   Perfor   k   Co.,    Ay, 

France.     Champagne  wines.     Serial  No.  366.978;  Sept. 

24.     Class  47. 
Bon  Ton.  Inc..  Chlcaco.  111.     Whiskeys.  Brandies,  Liqueurs. 

etc.     Serial  No.  368.514  :  Sept.  24.     Class  49. 
Bornemann  Co.,  Inc..  New  York,  N.  Y.    Woolen  piece  goods. 

Serial  No.  364.660  ;  Sept.  24  :  Class  42. 
Bradsfone  Rubber  (^"ompany.  Woodbine,  N.  J.    Rubber  heels. 

S.rlal  No.  363.382  :  Sept.  24.     Class  30. 
Brennlneer.   Alfred  W..  New  York.   N.   Y.      Smoking  pipes. 

Serial  No.  366,308  ;  Sept.  24.     Class  8. 
Britljran.   Robert.   Corporation,  The,  Chicago,  111.      Device 

for  boidlne  hats  for  cleaning  operations,  etc.     Serial  No 

366,052  ;  Sept.  24.     Class  23. 
Bro<ton    {'reserving    Company,     Inc.,    doing    business    as 

Fredonla   Preservln!7  Co..   Brocton.  N.  Y.     Canned  vege- 
tables and  fruits.     Serial  No.  358,757  ;  Sept.  24.     Class 

46. 
Brown   Co.    Inc..   The.   New   York.   N.   Y.      Women's  slips. 

Serial  No.  366.761  :  Sept.  24.     Class  39. 

Burke.  Edward  A  John.  Limited.  I>ong  Island  City.  N.  Y. 

Ale.     Serial  No.  363,201  :  Sept.  24.     Class  48. 
Burns,  Adele,  New  York.  N.  Y.     Cut-out  toys.     Serial  No. 

368.062  :  Sept.  24.     Class  22. 
Byrd  Dl-tllling  to.  Inc..  I^ulsville.  Ky.     Whiskey,     Serial 

No.  .368,516:  Sept.  24.     Cla-^s  49. 
California  Conserving  Co..  San  Francisco.  Calif.     Catsup. 

Serial  No.  367,525  ;  Sept.  24.     Class  46. 
California    Prune    A    Apricot    Growers    Association,    San 

Jose.  Calif.     Canned  fruits  and  fruit  Juices,  and  canne<1 

paste  preparations  of  fruits.     Serial  No.  865.722;  Sept. 

24.     Cla-s  46. 
Calumet  Refining  Co.,  Chicago.  111.     Lubricating  oils  and 

greases       Serial  No.  367.065:   Sept.  24.     Class  15. 
Cantor,  Jacob  J,.  I.os  Angeles.  Calif.     Respiratory  protec- 
tors, treatment  stands,  sterlllier  racks,  etc.     Serial  No. 

355,778  :  Sept.  24,     CTaas  44. 
Carefree  Wear  Co.      (See  Cohen.  Samuel.) 
Carlova.   Inc.,   New  York,   N.   Y.      Astringents,   astringent 

cerates,   bleach  creams,  etc.     Serial  No.   367.343  ;  SSspt. 

24.     Class  6. 
Celnnese  Corporation  of  America,  New  York.  N.  Y.     Piece 

goods    of   cellulose.      SerUl    Nos.    367,706-9  :    Sept.    24 

Class  42. 


Charles  of  the  Rltx,  Inc.,  New  York,  N.  Y.  Nourishing 
cream,  cleansing  cream,  hand  cream,  etc.  Serial  No. 
339.930  ;  Sept.  24.  Class  6. 
Chemlscbe  Fabrlken  Dr.  Joachim  Wlernik  ft  Co.  Aktlen- 
gesellschaft,  Berlin-Waidmannslu.'^t,  Germany.  Chemi- 
cal preparation  for  the  treatment  of  diseases  of  the  eyes. 
Serial  No.  367.387  ;  Sept.  24.  Class  6 
Choice  Foods,  Inc.,  Detroit.  Mich.  Cocoa  syru'p  for  milk 
beverage.s.     Serial  No.   367.231;   Sept.  24.     Class  46. 

Cluff  &  Pickering  Ltd.,  New  York,  N.  Y.     Gin.     Serial  No. 

367,287  ;  Sept.  24.     Class  49. 
Cohen,  Samuel,  doing  business  as  Carefree  Wear  Co..  Wood 
River,  111.     Pants  for  sport  wear.     Serial  No.  367,435  ; 
Sept.  24.     Class  39. 

Columbia  Plush  A  Puff  Co..  Inc.,  Brooklyn.  N.  Y.  Powder 
puffs.     Serial  No.  368,064  ;  Sept.  24.     Class  29, 

Continental  Mills.  Inc..  Philadelphia.  Pa.  Wool  and  cot- 
ton piece  goods  fabrics.  Serial  No.  866,606  :  Sept.  24. 
Class  42. 

Cromptun  Company.  West  Warwick.  R.  I.  Corduroy  fab- 
rics of  cotton.     Serial  No.  362,773  :  Sept.  24.     Class  42. 

Daily  Shirt  Co.,  The.  (See  Stadium  Manufacturing  Com- 
pany, Incorporated,  The.) 

Dandoban   Laboratories.      (See  Davey.   Frank   P.) 

Davey.  Frank  P..  doing  business  as  Dandoban  Laborator- 
ies, Detroit.  Mich.  Hair  tonic  and  hair  si  ampoo. 
Serial  No.  366,190;   Sept.  24.     Class  6. 

Davis  Bros.  Fisheries,  Inc..  Gloucester.  Mass.  Salted  and 
smoked  flsh.     Serial  No.  367.176  :  Sept.  24.     Class  46. 

Den  tray  Company.      (See  Eolls,  David  A.) 

Derris,  Inc.,  New  York,  N.  Y.  Flushing  powder  for  bath- 
room fixtures.     Serial  No.  367.2!^9  ;  Sept.  24.     Class  4. 

Dixie  Products  Company.      (See  Ford.  Qeorge  H.) 

Dreyfus,  L.  A„  Company,  Rosebank,  N.  Y.  Chewing  gum 
base.     Serial  No.  S64.053  ;  Sept.  24.     Class  1, 

Eastern  Seed  Company,  Corpus  Christl.  Tex.  Selected 
garden  seeds.     Serial  No.  367.855;   Sept.   24.     Class  1. 

East  Side  Winery.  Lodl,  Calif.  Wines.  Serial  No. 
366,270 ;  Sept.  24.     Class  47.  „  _.  ,     ^. 

Eastyarn,  Inc.,  Brooklyn.  N.  Y.  Yams.  Serial  No. 
367,660;  Sept.  24.     Class  43. 

Eckels,  H.  S..  ft  Company.  Philadelphia,  Pa.  Material  used 
in  the  casting  of  facial  masks  and  the  like.  Serial  No. 
367.345  :  Sept.  24.     Class  1.  .  ,   ^,       „  ^    .. 

Edwaid  Custom  Clothes.  Inc..  Philadelphia,  Pa.  ^  Suits, 
trousers,  coats,  and  overcoats.  Serial  Nos.  367,593-4  ; 
Sept.  24.    Class  39.  „  ^  , 

Elsenlobr,  Wel)«ter,  Inc.,  New  York,  N.  Y.  Cigars.  Serial 
No.  367.422-3  ;  Sent.  24,     Class  17.  ^^ 

Emblem  Manufacturing  Company,  doing  business  as  Tf'e 
Pierce  <Cvcle  Company,  Angola.  N.  Y.  Bicycles.  Serial 
No.  351.1^98:  Sept.  24.     Class  19. 

Emblem  Manufacturing  Company,  doing  business  as  The 
Pierce  Cvcle  Company,  Angola,  N.  Y.  Bicycles.  Serial 
No.  352.463  ;  Sept.  24.     Class  19. 

Eolls.  David  A.,  doing  business  as  Dentray  Company.  New 
York.  N.  Y.  Tooth  powders.  Serial  No.  365,330  :  Sept. 
24.     Class  6. 

Ewert.  Herman  P..  doing  business  as  Mlrac-O  Cleansing 
Company.  Hlllsboro,  Kans.  Preparation  for  u«e  as  a 
shaving  cream  and  for  cleansing  the  bands,  etc.  Serial 
No.  362.956  :  Sept.  24.     Class  4. 

Fine  Cotton  Spinners  &  Doublers  Asaociation.  Limited, 
The.  Manchester.  England.  Cotton  yarns.  Serial  No. 
366.907  ;  Sept.  24.     Class  43. 

Firestone  Tire  A  Rubber  Company.  The.  Akron.  Ohio. 
Pneumatic  automobile  tires  and  tire  repair  materials. 
Serial  No.  .3.'9,.'>7S  :  Sept.  24.     Class  .35. 

Foot.  S  .B..  Tanning  Co..  Re<1  Wing.  Minn.  Upper  leather. 
Serial  No.  .368.222  :  Scpt.  24.     Class  1. 

Ford.  George  H..  doing  business  as  Dixie  Products  Com- 
pany. Dallas.  Tex.  Shoe  polish.  Serial  No.  367,239; 
Sept.  24.     Class  4.     - 

Fraterrigo  ft  Gullo  Macaroni  Co.,  Tampa,  Ha.  Alimentary 
pastes.     Serial  No.  362,777  :  Sept.  24.     Class  46. 

Fredonla  Preserving  Co.  (See  Brocton  Preserving  Com- 
panv, Inc.) 

Fulton  Bag  A  Cotton  Mills,  Atlanta.  Ga.  Furniture  pads 
for  use  with  moving  and  delivery  vans.  Serial  No. 
365,621  ;  Sept.  24..  Class  50. 

Gellman  Mfg.  Companv.  Rock  Island.  111.  Breai  slicing 
machines  and  bread  wrapping  machines.  Serlnl  No. 
866.197  ;  Sept.  24.     Class  23. 

General  Stores.  Incorporated.  Beckley.  W.  Va.  Coffee, 
Serial  No.  367.502  ;  Sept.  24.     Class  46. 

Qildner.  C.  C.  Los  Angeles.  Calif.  Liquid  food  concen- 
trate made  from  apples.  Serial  No.  353.566  :  Sept.  24. 
Clhss  46. 

Giola.  A.,  ft  Bro.,  Rochester.  N.  Y.  Macaroni,  macaroni 
products,  noodles,  olive  oil.  etc.  Serial  No.  366.360: 
Sept.  24.     Class  46 

Grean.  Seymour  S..  .New  York.  N.  Y.  Underarms  for  fur 
coats.    "Serial  No    363 '^.'^6 :   Sept.  24.      Class  39. 
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Qrlmaud,  A..  Nice.  France.     Perfumes,  toilet  waters,  rouge, 

etc.     SerUI  No.  367.01:6  :  Sept.  24.     Class  6. 
Grlstede  Bros.  Inc..  New  York.  N.   Y.     Ve.'etables  In  cans 

and  In  ulass.  canned  fruits,  canned  salmon,  etc.     feerlal 

No.  360.278 :  Sept.  24.     Class  46     „       ^.  .       w.  w 

Grlstede  Bros.   Inc..  New  York.   N.    Y.     Gin  and  whiskey. 

Serial  No.  367.350  :  Sept.  24.     Class  49.  „     ,  ,   „ 

Gross.   Dave.    Pueblo.  Colo.      Ties  and   scarfs.      Serial   No. 

364  700;   Sept.   -4.      Class  3ft. 
Ilaft  and  tS.mpany.  Ltd  .  New  York.  N.  Y.    Fabrics.    Serial 

No.  367.7.'»8  :  Sept.  24.     Class  42. 
Hansen    Packing   ComDany.    Butte.    Mont.      Bacon.      Serial 

No.  367  r.06  :  Sept.  24.     Class  46.  ^,      ^       w     t» 

Harbison  Walker    Refractorl'S    Company.    Pittsburgh,    I  a. 

Fire  brick.     Serial  No.  367.922:  Sept.  24.     Class  12. 
Health   Food   Company,  New  York,    N.    Y,      Bread,   wafers, 

rusks,  cookies,  etc.     Serial  No.  338.905  ;  Sept.  24.     Class 

Hlpsh.    Inc.,    Kansas    City.    Mo.      Neckties.      Serial    No. 

367  299  ;  Sept.  24.     Class  39. 
Hornstein  N.  wman.  Inc..  Gallon.  Ohio.     Overcoats  and  top 
coats  for  men.     Serial  Nos.  364.919-20  Sept.  24.     CTas* 
39 
I    G    Farbenlndu.-'trle  Aktlensresellschaft.  Frankfort  on-the- 
Maln.   Germany.      Artiflcial   t^-xtlle  fibers   and  Imitation 
horsehair       Serial   No    367.826;   Sept.   24.      Clas-s    1. 
1    G    Farbenlndustrie  Aktlengesellschaft,  Frank  fort -on-the- 
Main.      Gt>rmany.      Threa«ls      and      yarns.      Serial      No. 
367. '<27:  Sept.  24.     Class  43. 
Imperial  Molded   Products  Corporation.  Chicago.  111.     Syn- 
thetic resinous  mouldlnf?  material.     Serial  No.  364.724  ; 
Sept.  24.     Class  1.  „.       „   „       ^, 

International    Filter  Company.  Chicago.   111.      Boiler  blow- 
down     valvt's    and     controllers,     plumbing    fittings,    etc. 
Serial  No.  363.050  :  Sept.  24.     Class  13. 
International  Nickel  Company.  Inc..  The,  New  York.  N.  Y. 
Metal  anodes.     Serial  No.  361.095:   Sept.  24.     Class  21. 
Jacob   Brothers.    Inc..    Bridgeport.    Conn       Lubricating   oil 
and   erpases.      Serial    No    361,359:   Sept.   24.      Class   15. 
Jacobs  Wind  Electric  Co.,  Minn'-apolix,  Minn.     Wind  elec- 
tric plants.      Serial  No.  367.196:   Sept.  24.     Class  21. 
Johnson  Motor  Company,  Waukegan,  111.     Internal  combus- 
tion engines.      Serial    No.  ;i60  362  :    Sept.  24.      Class  23. 
Jones.    James    B.,    doing    business    as    Jones    Laboratories, 
Evanston.     111.       Permanent    waving    and     hair    curling 
aolution.     Serial  No    366.943  :  Sept.  24.     Class  6 
Jones     Kenneth    B..    Cranford,    N.    J.      Machine    for    the 
manufacture   of   beverages.      Serial   No.    367. 99S  :    Sept. 
24      Class  23. 
Josselson    Bos.,   Inc..    Ashland.    Ky.      Whl.skey,   gin.    rum, 

etc.      Serial   No    36S.479  ;   Sept.   24.      Class  49. 
Kalamazoo    Sled    Company.    Kalamazoo,    Mich.      Children's 

hand  sle<l8.      Serial  No    367.999  :   Sept.  24.     Class  22. 
Kolmar     Inc.     nnrlnnati,    Ohio        Whiskey.       Serial    No. 

366.989  ;  Sept.  24.     Class  49. 
Krank.    A     J.    Co.,    St.    Paul.    Minn.      Cream    for   the    face, 
bodv.  hand.s,  and  limbs.     Serial  No.  366,151  :   Sept.   24. 
Class  6.  -    . 

Krlder     Nursprles     Incorporated.     The.     Mlddlehury,     Ind. 
Aztec  sacred  lily.     Serial  No    364.1.^9  :  Sept.  24.     Class  1. 
Lande-8.  Frary  &  Clark.  New  Britain.  Conn.     Cooking  and 
kitchen  utensils  and  wall  fixtures.     Serial  No.  862.180; 
Sept    24.     Class  13.  .    «       „,  . 

Lavanshire   Coat    Co..    Inc..    New    York.    N.   T.      Women  s 
coats  and  suits.     Serial  No.  367.459  :  Sept.  24.     Class  39 
Lawrence    Rol)ert.  Corporation.  New  York.  N.  Y.        Liquid 
cleanser     for    shoes.     Serial    No.     367.722 ;     Sept.     24. 
Class  4. 
Lee     Frank    H  .    Companv.    The.    Danbnrv.    Conn.      Hats. 

Serial   No.   ^67.469  :   Sept.   24       Class  39. 
Lehigh  Companv.      (See  Patterson,  T.  W.,  Corp.) 
Lehnha-dr  Candy  Company.  Oakland.  Calif.     Candy  bars. 

Serial    No.    367.830 ;    Sept.    24.      Class    46. 
Le  Roy   Shirt  Co..   New  York.   N.   Y       Shirts,  blouses,   and 

pajamas.     Serial  No    367.668:  Sept.  24.     Class  39 
Leterstone    Sales    Company,    Chicago.    111.       Spark    plugs. 

.Serial  No    367,395  :  Sept    24.     Class  21. 
Liberty    Gold    Fruit    Co..    San    Francisco,    Calif.      Canned 
fruits     and     vegetables,     canned     fish,    etc.      Serial     No. 
352. .187  :  Sept.  24.     Class  46. 
Libman   &  Fox.   Inc..   New  York.   N    Y.     Ladles'  slip.      Se- 
rial No    .•?67  396:  Sept    24.     Class  39. 
Love.  Joseph.  Inc  .  New  York.  N.  Y.     Dresses.     Serial  No. 

367  :^98  :   Sept.  24.     Class  39. 
Manlev  Rubber  Products  Co  .  Inc..  New  York,  N.  Y.     Pro- 
phylactic ruht)er  ."irtlcles  for  the  prevention  of  disease. 
Serial    No     367.613:    Sept.    24.      Class   44. 
Marblette  Corporation.  The.  Long  Island  City.  N.  Y.     Pla.s- 

tlrs       Serial   No.   368  1.39:   Sent.   24.     Class  1. 
Markus.    Henrv    A      Chicago.    111.      Brandy.      Serial    No. 

366.826  ;   Sept.  24.     Class  49. 
Mayna-d  *  Child,   Incorporated,   Baltimore.  Md.     BlendM 
Scotch  whisky.     Serial  No    368.:a7  :  Sept.  24.     Class  49. 
MeCurdy.  ClaudV  H..  doin«  business  as  Nu  Way  Coll  Clean- 
er  Co  .    Kan-as    Citv.    Mo       Metallic    tanks    for    liquids. 
Serial  No.  364,189  :  Srpt.  24.     Class  2. 
Mclntvre.    Mvron    W  .    New   York     N.   Y.      Collars.      Serial 

No.  367.671  :  Sent    24      Class  39. 
Medalla  Coffee  Co..  New  York.  N.  T.     Coffee.     Serial  No, 
366,160:  Sept.  24.     Class  46. 


Medlcate<!  Chocolates  Company.      (See  Belli.  D.   B..   Inc.) 
Merrill,    Walter    A.,    Ix»8    Angeles.    Calif.      Game.      Serial 

No,  368,424  ;  Sept.  24.     Class  22. 
MUler-Bryant-Plerce    Company,    The.    Aurora.    111.      Type- 
writer ribbons      Serial  No.  364,146:  Sept.  24.     Class  11. 
Miller,  Edward  W.,  Receiver,  Van  Camp  Milk  Company.  In- 
dianapolis. Ind       Evaporated  milk.     Serial  No.  367.902  ; 
Sept.  24.     Class  46. 
Mlrac-O  Cleansing  Company.      (See  Kwert,  Herman  P.) 
Morrison   Atlas  Products.   Inc..  Chicago,   111.      Shoe   polUh. 

Serial  No.  367,675  :   Sept.  24      Class  4. 
Multnomah    Trunk    A    Bag    Corporation,    Portland,    Oreg. 

Luggage.     Serial  No    :?67.205  ;  Sept.  24.     Class  3. 
National  Carbon  Company.  Inc..  New  York.  N    Y.     Electric 

arc  carbons.     Serial  No.  367,310  ;  Sept.  24.    Class  21. 
National    Dixie    Mills     Inc.,    New    York.    N.    Y.       Worsted 

goods.     Serial  No.   366,671  :  Sept.  24.     Class  42. 
New   York   Toy  &  Game   Co.,   Inc..   New   York     N.   Y.      Tor 
fingerprint  iiet.     Serial  No.  36«.804  :  Sept    24      Class  22. 
Nichols   Wire.    Sheet   A    Hardware    Company,   The.    Kansas 
City,   Mo.      Barbed   wire,   nails,   fence  staples,  and   wire 
bale  ties.     Serial  No.  364.237:  Sept.  24.     Clasa   13 
Nulene  Company   Inc..    New   York,   N.    Y.      Cleaning  com- 
pounds     Serial  No    867.134  ;  S.-pt.  24.     Class  4 
Nu-Way  Coll  Cleaner  Co      (See  McCurdy.  Claude  H  ) 
Palmer  Brothers  Co..  The,  New  London.  Conn      Mattresses 
and    constituent    portions   thereof.      Serial    No.    363.083; 
Sept.  24.     Class  32 
Palmer.  Oscar  C,   Phoenix.   Arix       .\lr  conditioning  units. 

Serial  No.  366,167  :  Sept.  24.     Class  84. 
Patterson-Hettlnger    Co.,    St.    Paul.    Minn.      Dental    gold. 

Serial  No    ."168.005  :  Sept.  24      Class  44 
Patterson.  T.  W..  Corp.,  aolng  business  as  I^hl»h  Company. 
Brooklvn.    N.    Y.      Coke   and    coal.      Serial    No    364.806: 
Sept.  24      Class  1. 
Peerless  Mfg.  Co.,   Detroit.  Mich.     Canne<I  bird  seeds  and 

bird  foods.      Serial   No.    353.819  :   Sept.   24.     Class   46 
Pelllssler,   Jonas   A   Rivet,    Inc.   Walden,   N.   Y.      Hair  and 

fur  fibre      S«'rlal  No    368.349;  Sept.  24.     Class  1. 
Perfecto    Garcia    A    Bros,    Tampa     Fla.      Cigars.      Serial 

Nos    367  576-8  :  Sept    24      Class  17 
Perfor  A  Co.      (See  Bollinger.  Jacnnea. ) 

Petra   Manufacturing  Company,   Chlcnco.    Ill       Permanent 
hair  wavln-  pads  or  sachets.     Serial  No    868,1.50:  Sept. 
24.     ClasB  44. 
Pierce  Cycle  Company.  The.      (See  Emblem  Manufacturing 

Company.) 
Plessner     Paul.    Companv.    The     Tietrolt.    Mich       Anti-bile 

acid   tablet       Serial   No.   367  579:   Sept.  24.     Class  6. 
Plymouth    Wholesale    Dry    Goods   Corporation.    New    York. 
N     Y        Melton    coats     lackets.    leather    and    leatherette 
Jackets       Serial  No.   .'^67.865:   Sept    24       Clnst.  30 
Pommerelle  Company.   Inc  .   Seatfl'',  Wash.      Apple  wine — 
still  and  sparkling.     Serial  No.  367.541  :  Sept.  24.     Claw 
47. 
Puerto   Rico   Distilling  Co..    Areclbo   snd    Barrio    Mlramar. 
Areclbo.    Puerto   R'co.      Rum.    brandy,   and   gin.      Serial 
No    367. .583  :  Sept.  24.     Class  49 
Rayner  A  Company.   Limited.  London     England       MaUIess 
heveraees  and  concentrates  for  making  the  same.     Serial 
No.  306.328  :  Sept    24       Class  45 
Reynolds  Cornoratlon.  New  York.  N.  Y.      Aluminum  paint 

Serial  No.  36.'S,165  :  Sept.  24      Class  16. 
Rheem    Manufacturing    Companv.    Richmond.    Calif.       Gas 
water  heaters.     Serial  No    ^60  P73  :  Sent    24      Class  84 
RIchter    F    ,\d  ,  A  Co    Inc.  Brooklvn    N.  Y.     Hemorrhoidal 
suppositories.      Serial    No     .^67  7'?6  :    Sept.    24       Class    6. 
River  Plate  Dairy   Company.   Limited    The.   Bi)enoB   Aires 
Areentlna        Taseln    for    use    in    manufactures.       Serial 
Nos.  368  050  2:  Sent.  24.     Class  1 
Rochester  Brewlne  Company.   Inc  .   Rochester,  N.   Y.      Ale. 

Serial  No    r^6«»  271  :  Sept.   24.     Class  4«. 
Rock«all  Chemical  Co.    New  York    N    Y      Water  roftener. 
germicide   and   disinfectant.      Serial    No.    866,117:   Sept 
24       Class  6 
Rov-E'l    Chemical     Company.     Nana,     Calif.       Proprietary 

medlHne.     Serial  No    364  247  :  Sept.  ?4.     Class  6 
Sacks-Barlow  Foundries.  Inc.,  Newark.  N.  J.     Toe,  heel  and 
sole    plates    for   boots   and    shoes.      Serial    No.    867.687: 
Sept.  24.     Class  13. 
Sche  Rose  Mann*'actnr1nir  Corr»orat1on.  Dallas.  Tex.     Chem- 
ical   preparation    for    accelerating    and    controlling    fer- 
mentation   of    yeast.      Serial    No.    366.065 ;    Sept.    24. 
Class  6. 
Scroll  Mf<r.  Co.  Inc..  The.  New  York.  N.  T.,  and  Chicago. 
Ill       Cushion    heels,    heel    pads    and    supports,    toe    sep- 
arators,  etc       Serial   No    366  4^^8:    Sent.   24.      Class   44. 
Scboll  Mfg.  Co.  Inc  ,  The.  New  York.  N.  Y     an'i  Chicago.  111. 
Peel   pads   and   Insoles.      Serial   No.    866,736 :    Sept.    24. 
Class  44, 
Schroe<ler    Bros.    Inc.,    New    York.    N.    Y.      Preserved    and 
canned  fruits  and  vegetables.     Serial  No.  867,738  ;  Sept. 
24      Class  46. 
Scott-Newcomb.  Inc  ,   St    I»uls.   Mo       Oil   hrrners    oil  fnr- 
nscf^.  gas  burners,  etc.      Serial   No.   366.737  :   Sept.   24. 
Class  34. 
Serrano  A  Alonso.  Inc.,  New  York,  N.  T.     Canned  mixture 
of   potatoes,   fruits,   ve^retables,   and   meat.     Serial   No. 
366.836  ;  Sept    24.     Class  46. 
Seymour  Blonse  and  Shirt  Co.     (See  Topoloff,  Seymour  L.) 


LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
(Act  of  Feb.  20,  1905.  Sec.  6.  as  amended  Mar.  2.  1907] 


HI 


Shamp-Plne,  Inc.,  Indianapolis,  Ind.  Shampoo  soap. 
Serial  No.  366,442  ;  Sept.  24.    Class  6. 

Sherry  B  Liquor  Stores,  San  Francisco,  Cillf.  Wines. 
Serial  No.  366,241  ;  Sept.  24.     Class  47. 

Simplex  Wire  A  Cable  Company.  Cambridge.  Mass.  Insu- 
lated electrical  conducting  wire  and  cable.  Serial  No. 
364.026  ;  Sept.  24,     Class  21. 

Skat  Company.  The.  Hartford,  Conn.  Soap.  Serial  No. 
365,902  ;  Sept.  24.     Class  4. 

Societa  Anonima  Vetrerla  Itallana  BalzarettI  Modigllanl, 
Livorno.  Italy.  Window  glass.  Serial  No.  354,710  ;  Sept. 
24.     Class  33. 

Societe  Anonyme  Marques  Bergey  &  Cle.,  Paris,  France. 
I'reparatlon  for  the  treatment  of  diabetes.  Serial  No. 
367.H:iH  ;  Sept.  24.     Class  6. 

SomerviUe  Mfg  Company,  SomerviUe,  Conn.  Piece  goods 
In  the  nature  of  cloaklngs.  Serial  No.  364,487 ;  Sept. 
24.     Class  42. 

Southern  Indiana  Ice  and  Beverage  Company,  Incorporated, 
New  Albany.  Ind.  Beer.  Serial  No.  368,435  ;  Sept.  24. 
Class   48. 

Southern  Oil  Company  of  New  York.  Inc..  Horseheads, 
N.  Y.  Blend  of  gasoline  and  benxol.  Serial  No.  368,280  ; 
Sept.    24.      Class    15. 

Spati  Bros.,  New  York,  N.  Y.  Wearing  appareL  Serial 
No.  366.679  ;   Sept.   24.     Claas  39. 

Spats  Bros.,  New  York,  N.  Y.  Wearing  appareL  Serial 
No.   367,322;    Sept.  24.      CUss  39. 

Sperry  Flour  Company.  San  Francisco,  Calif.  Flour,  par- 
ticularly macaroni  flour.  Serial  No.  362,730;  Sept.  24. 
Class  46 

Sp*'rry  Flour  Company,  San  Francisco,  Calif.  Cereal 
products.      Serial  No.  366.885  ;  Sept.  24.     Class  46. 

Sprlngdale  Distilling  Company.      (See  Berson,  Joseph  A.) 

Spring  Grove  IMstilllng  Co..  Inc.,  Chicago,  111.  Whiskey. 
Serial  Nos.  368.355-8  ;  Sept.  24.     Class  49. 

Spring  Grove  Distilling  Co..  Inc..  Chicago,  lU.  Whiskey. 
Serial  Nos.  368..H60-2  ;  Sept.  24.     Class  49. 

Spring  Grove  Distilling  Co.,  Inc.,  CWcaK©,  111.  Whiskey. 
Serial  No.  368.364  ;  Sept.  24.     Class  49. 

Spry,  Inc..  New  York,  N.  Y.  Solidified  alcohol  compound. 
Serial  No    367,874  :  Sept.  24.     Class  6. 

Stadium  Manufacturing  Company,  Incorporate<l.  The,  do- 
ing business  as  The  Dally  Shirt  Co.,  Baltimore,  Md.  Pa- 
Jnmas,  nightshirts,  underwear,  Jackets,  etc.  Serial  No. 
67,215  ;  Sept    24.     Class  39. 

Stimps.  John  R  .  Shelby,  Mont.  Radio  antennas.  Serial 
No.  366.887;   Sept.  24.     Class  21. 

SuD-Dux  Inc.,  New  York,  N.  Y.  Coated  fabrics  for  dec- 
orative and  Industrial  uses.  Serial  No.  365,670  ;  Sept. 
24.     Class  50. 

Sunset  Creamery,  Roswell,  N.  Mex.  Frozen  costard  choco- 
late coated  confection  set  on  a  stick.  Serial  No. 
866.595  ;  Sept.  24.     Class  46. 

Superior  Insulating  Tape  Company,  St.  Loul.s,  Mo.  Pric- 
tion  tape  an<l  rubber  splicing  compound  and  white  ma- 
son  tape       Serial   No.   367.267;   Sept.  24.     Class  21. 

Tokheim  Oil  Tank  A  Pump  Co.,  Fort  Wayne,  Ind.  Self- 
measuring  pumps.  Serial  No,  36'i  ,378  ;  Sept.  24.  Class 
26 

Toledo  Scsle  Manufacturing  Company,  Toledo,  Ohio. 
Weighing  scales.  Serial  No.  368,093;  Sept.  24.  Class 
26. 


Topoloff,  Seymour  L.,  doing  business  as  Seymour  Blouse 
and  Shirt  Co.,  .New  York,  N.  Y.  Boys'  shirts  and  blouse*. 
Serial  No.  366.639;  Sept.  24.     Class  89. 

Ti  inchieri-Brosio,  S.  A.,  Torino.  Italy.  Wines.  Serial  No. 
367.044  ;  Sept.  24.     Class  47. 

Tung-Sol  Lamp  Works.  Inc..  Newark.  N.  J.  Electrically 
operated  Intermittent  or  flashing  lamps  and  controlling 
mechanism  therefor.  Serial  No.  367.454  ;  Sept.  24. 
Class  21. 

Tyremat  Corporation.  Long  Island  City,  N.  Y.  Mats  made 
of  cord  tires.     Serial  No.  367.743  ;  Sept.  24.     Class  50. 

Union  Cooperative  de  Viticulteurs  Chaientais.  Cognac, 
France.  Cognacs.  Serial  No.  868,549  ;  Sept.  24.  Clasa 
49. 

Union  Oil  Company  of  California,  Los  Angeles.  Calif.  As- 
phalts.    Serial  No.  368.277  :  Sept.  24.     Class   IJ. 

United  Sa^h  A  Door  Company.  W'ichlta.  Kans.  Building 
paper,  door  and  window  frames,  flooring,  etc.  Serial  No. 
364,901  ;   Sept.  24.     Class  12. 

Van  Camp  Milk  Company.  (See  Miller,  Edward  W.,  re- 
ceiver.) 

Veltex  Company,  Inc.,  The,  Birmingham,  Ala.  Maltless 
concentiatcs.     Serial  No.  367.912 ;  Sept.     24.     Class  45. 

Walker,  Hiram,  A  Sons,  Inc..  Peoria,  111.  Gin.  Serial  No. 
368.690  ;  Sept.  24.     Class  49. 

Walla  Walla  Canning  Company,  Walla  Walla.  Wash. 
Canned  fruits  and  vegetables.  Serial  Nos.  361,684-6; 
Sept.  24.     Class  46. 

Walla  Walla  Canning  Company.  Walla  Walla.  Wash. 
Canned  tomato  juice.  Serial  No.  361,588;  Sept.  24. 
Class  46 

Walla  Walla  Canning  Company.  Walla  Walla,  Wash. 
Canned  fruits  and  vegetables  and  tomato  Juice.  Serial 
No.  361,718;  Sept.  24.     Class  46 

Wax  A  Vitale,  Genoa,  Italy.  Food  preserves,  and  partic- 
ularly fish.     Serial  No.  348,305  ;  Sept.  24.     Class  40. 

Weln,  Samuel,  doing  business  as  Wein  A  Company,  New 
York,  N.  Y.  Jewelry.  Serial  No.  364,215;  Sept.  24. 
Class  28 

Welser.  Samuel,  New  York,  N.  Y.  Jackets.  Serial  No. 
367.457  ;  Sept.  24,     Class  .39. 

Westchester  Country  Club,  Incorporated,  Rye,  N.  Y.  Whis- 
key.    Serial  No.  366.216;  Sept.  24.     Class  49. 

White  A  Baglev  Company,  The.  Worcester.  Mass.  Liquid 
lubricant.      Serial   No    367.010 ;    Sept.   24.      Class   16. 

Willcox  A  Glhbs  Sewing  Machine  Co.,  New  York.  N.  Y. 
Sewing  machines  and  rewing  machine  parts  and  attach* 
ments.     Serial  No.  363.906  :  Sept.  24.     Class  23. 

Wilson,  H.  A.,  Company,  The.  Newark.  N.  J.  Finger  rings 
and  other  articles  of  Jewelry.  Serial  No.  367,458: 
Sept.  24.     Class  28. 

Windsor-Lloyd  Products.  Inc..  Wilmington.  Del.  Internal 
combustion  engine  oil  filters  and  oil  filter  renewal 
cartridges  therefor.  Serial  No.  366,927 ;  Sept.  24. 
Class  23. 

Zeiss,  Carl.  Jena.  Germany.  Lenses,  eye  glasses,  reading 
glasaes,  etc.     Serial  Nos.  368,163-4  ;  Sept.  24.     Class  23. 

Zeiss.  Carl.  Jena,  Germany.     Lenses  and  frames  for  eye- 

t lasses  and  protective  eyeglasses.      Serial  No.  368,166: 
ept.  24.     Class  26. 
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Absorene  Manufacturing  Company,  The,  St.  Louis,  Mo. 
Wall  paper  cleaner.  328.277  :  Sept.  24  :  Serial  No. 
364.316:  published  July   16.   1935,     Class  4. 

Alexandria  Fertilizer  A  Cnemical  Co.,  Alexandria.  Va..  as- 
signor, by  me^ne  assignments,  to  The  American  Agricul- 
tural Chemical  Company.  New  York.  N.  Y.  Fertilizers. 
106.278  :  renewed  Oct.   19,  1935, 

Allen  A  I.#wl8.  assignor  to  General  Grocery  Company,  Inc., 
Portland,  Oreg.  Baklng-nf>wder  and  cream  tartar. 
108,378;  renewed  Feb.  8.   1936, 

American  .\gricultural  Chemical  Company.  The.  (See 
Alexandria   Fertilizer  A  Chrmlcal  Co.,  asslenor.) 

American  Beauty  Five.  Nashville,  Tenn.  Poultry  and 
stock  wormer  and  tonic  and  a  stock  spray.  328.393; 
Sept.  24  ;  Serial  No.  366,664  ;  published  July  16,  1936. 
Class  6. 

American  Cover  Corporation.  St.  Ix)uls.  Mo,  Seat  pads  and 
covers.  328  312  :  Sept.  24  ;  Serial  No.  360,339  ;  published 
Julv    16,   19.35.      Class   32. 

American  CvanamM  A  Chemical  Corporation.  New  York, 
N.  Y.  Wettlne  acents.  328.315;  Sept.  24;  Serial  No. 
362,062  ;  published  Apr.  23,  1935.     Class  6, 

American  DlsHlllne  Company,  The.  Pekln.  HI.  Gin.  rye 
whiskey,  corn  whiskey,  etc.  328.272  ;  Sept.  24  ;  Serial 
No.  863.378:  published   Julv  9,   1935.      CTass  49. 

American     Hosiery     Mills.     Indianapolis,     Ind.       Hosiery. 

328  4.38  :  Sept.  24       Class  .39. 
American   Metal   Weather  Strip  Comtwiny.  Grand   Raplf's. 

M\rh       Weather-strips.      328.367;    Sept.    24:    Serial    No. 

866,484  ;  published  Julv  16,  1936.     Class  12. 


American  Packing  A  Provision  Company,  The.     (See  Ogden 

Packing  A  Provision  Co.,  assignor.) 
American  Safety  Razor  Corporation,  Brooklyn.  N.  Y.    Shav- 
ing cream,  shaving  powder,  shavinir  paste,  etc.     328.4.30; 

Sept.  24:   Serial  No.   364.654;   published  July   9,    1986. 

Class  4. 
American  Syrup  A  Sorghum  Co..  St.  Louis.  Mo.     Cane  and 

maple  sugar  svrup,  corn  syrup,  molasses,  etc.     328.303; 

Sept.  24  ;  Serial  No.  364,319  ;  published  July  16,  1936, 

Class  46. 
Arkwrlght   Merchandising  Corporation.   New  "York.   N.    Y 

Underwear,  sxiits,  hats,  etc.     828.444  ;  Sept.  24.     Clasi 

89. 
Arrow  Chain  Mfg.  Co.     (See  Rosenfeld.  Jacob.) 
Arrow  Distilleries.   Inc.,   Peoria,    ill.      Whiskey.      328.279; 

Sept.   24  ;   Serial   No.   361,868 ;  published   Apr.  9,    1936. 

Class  49. 
Artcraft  Optical  Co.  Inc..  Rochester.  N.  Y.     Nose  pads  for 

eyetrlass    and     spectacle     frames.       .328.404  :     Sent.     24 : 

Serial  No.  .365,239;  published  July  16,  19.35.     Class  26. 

Association  of  the  Junior  I.easnies  of  America.  Inc..  New 
York  N.  Y.  Macazlnes.  328  331  :  Sent.  24  :  Serial 
No.   365.925;   published   July   16.   1935.      Cla.ss   38. 

Atlas  Bolt  A  Screw  Co..  The.  Cleveland,  Ohio.  Cap  screws, 
carriage  bolts,  nuts.  etc.  328.263:  Sept.  24:  Serial 
No.    363.421  ;    published   July   2.    19.35.      Class    13. 

.\tlas    Supply    Companv.    Newark.    N.    J.      Cleanln?    com-- 
poiin'l  for  "lass.     ?52«  307  :  Sept    24  ;  Serial  No.  .364.410; 
published  July  2,  1936.     Class  4. 
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Badger  Tissue  Mills.  Kaukauna.   Wis.     ToUet  paper,  nap- 
kins, towels,  etc.    328.269  ;  Sept.  24  ;  Serial  No.  36.'{.738  ; 
published  Mav  21.  1935.     Class  37. 
Bear    Brand     ifosiery    Co.,    Kankakee    and    Chicago,    111. 

Hosiery.      .128,449  :   Sept.   24.      Class  39. 
Beldam    I'acklnj:    &    Rubber    Co.,    Limited.    The,    London. 
Enjcland.      Engine   and    machinery   packinK^-      328,300; 
Sept.   24  ;   Serial  No.  364,219  :  pubUshed  July   16,   1935. 
Beldam    Tacking    k    Rubber    Co..    Limited,    The.    London, 
England,      tinglne   and    machinery   packings,   and   Joint- 
ings.    328,301  ;  S«>pt    24  ;  Serial  No.  364.220  ;  published 
July  16,  1935.     Cla.ss  35. 
Beldlug    llemluway    Tompany,   doing   business   as   Beldlng 
Hemlnwav  CortlceUl.  -New  York.  N.  Y.    Thread  and  yarn. 
328,448  :  Sept.  24.     Class  43. 
Belmont  Gardens.     (See  Lenk.  Walter  E. ) 
Berdan  and  Company,  assignor  to  The  Berdan  Company, 
Toledo,      Ohio.        Cider,      ginger-ale,     grape-Juice,     etc. 
10O.643 :    renewed    Aug.    10,    1935. 
Besosa.    Adolfo   R,   assignor   to   A.   K.   Besosa   &  Co.    Inc., 
New  York,  N.  Y.     Kidney-pills.     105,524  ;  renewed  Aug. 
3    1935 
Blackman".  S.,  &  Co.,  Philadelphia,  Pa.     Flavoring  syrups, 
crushed   fruits,   marshmallows,  etc.     328.278  ;   Sept.   24  ; 
Serial  No.  361,871  :  published  July  16.  1935.     Class  46. 
Blums,    Harry.    Natural    Bloom    Inc.,    New    York.    N.    Y. 
Cigars.      328,405-6 ;    Sept.    24  ;    Serial   Nos.    365,243-4  ; 
published  July  16.  1935.     Class  17. 
Booth's  Distilleries  Limited,  London.  England.     Whiskey. 
328.318;   Seiit.  24:    Serial    No.    362.401;  published  July 
16.    19 <5.      Class  49.  .,„,.. 

Boston   Blacking  &  Chemical  Co..  Boston,  Mass.     Blacking 
used  In  the  manufacture  and  repair  of  boots  and  shoes. 
328,309  :   Sept.   24  :   Serial   No.   364,535  ;  published  July 
16.  1935      Class  4. 
Boyle,   A.    S.,   Company.    The,   Cincinnati.   Ohio.      Cellulose 
fibre  filler.     328.270  ;  Sept.  24  ;  Serial  No.  363.742  ;  pub- 
ILshed  Jnlv  2.  1935.     Class  12. 
Bradner   Smith   &   Company,    Chicago,   Til.      Paper,    cards, 
paper  for  box  coverings,  etc.     328.428  ;  Sept.  24  :  Serial 
No.   364.757:   published   July    16.    1935.      Class  37. 
Brame    Drug    Company,    North    Wllkesboro,    assignor,    by 
mesne  assignments,  to  Brame  Chemical  Company,  Ashe- 
l>oro,  N.  C.     Salve  for  croup,  pm^umonia,  etc.     108.359  ; 
renewed   Feb.   1.    1936. 
Brewing  Corporation  of  America.  Cleveland.   Ohio.      Beer. 
328.275  ;   Sept.   24 :   Serial   No.   362,865 ;    published  July 
9,   19.35.      «las8  48. 
Bridgeport    Hardware    Manufacturing    Corporation.    The, 
Brtdireport.  Conn.     Wrenches.     328,.'^6«  ;  Sept.  24  :  Serial 
No    385.437  :   published  July   16.    19.'^5       Class  23. 
BrlgKS  &  Strntton  ♦o.,  assignor  to  Brlggs  k  Stratton  Cor 
poratlon.  Milwaukee,  Wis.     Electrical  apparatus  and  sup- 
plies.    102  033  :  renewed  Jan.  26.  1935. 
Brown  A  Williamson  Tobacco  Corporation,  Loulsrille.  Ky. 
Cigars,   ci»'arettes.    tobacco,   and   snuflf.      32><.346;    Sept. 
24;  Serial  No.  365,596:  published  July  16.  1935.     Qass 

Buckley.  Myrtle  P..  Portland,  Oreg.     Card  game.     328.321  ; 
Sept.   24":   Serial   No.   362.940:   published  July   16.   1935. 
Class  22. 
Calgon.  Inc.,  Pittsburgh.  Pa.     Detergent  being  a  cleansing 
and    water-softening   comp<iund.      328.387-8  :    Sept     24  : 
Serial  Nos.  358.719-20  :  published  July  2,  1935      Class  4. 
Caplan.     H.     L.    and    Co..    Inc..    Baltimore.    Md.       CoTee. 
328  306  :   Sept.   24  ;   Serial  No.  364,370  :  published  July 
16,  1935.     Class  46. 
Caron    Corporation.    New    York.    N.    Y.      Perfumes,    toilet 
waters,    powders,    etc.      328.427 :    Sept.    24 ;    Serial    No. 
364,761  :  published  July  16.  1935.     Class  6. 
Corrao.    Antonio.    New    York.    N.    Y.      Olive   oil.      328.306; 
Sept.  24  :  Serial  No.  355.352  :   pubUshed  July  16.   1935. 
Class  46. 
Carter    Products    Corporation.    Cleveland.    Ohio.       Spray 

nozzles      328,441  :   Sept.   24.     Class   13. 
Cella   Fruit    Companv,   Lodi.   Calif.,   and   New   York.   N.   Y. 
Grapes.      328  369:    Sept.    24:   Serial   No.   365.440;    pub- 
lished July  16.  193.=;.     Class  46. 
Chemical  Foundation.  Incorporated,  The.     (See  Chemlsche 
Fabrlk  Relsholi  Gesellschaft  mit  beschrSnkter  Haftung. 
assignor. ) 
Chemical  Foundation.  Incorporated.  The.      (See  Farbwerke 

vorm.  Meister  Lucius  &  Brtlning,  assignor.) 
Chemical  Foundation.  Incorporated,  The.     (See  Levy-Roth 

a.   m.   t..   n.,  assi:;nor.  1 
Chemical  Foundation,  Incorporated.  The.     (See  Magnallnm- 

Industrle-Gesellschaft  m.  b    H.,  assignor.) 
Chemical  Foundation,  Incorporatod,  The.      (See  Moyat,  E., 

assignor,  i 
Chemical     Foindntion.     In(  orpi)rate<l.     The.        (Sep     Neue 
Photographlsche     Gesellschaft     Aktlengesellschaft.     as- 
signor. » 

Chemical  Foundation,  Incorporated.  The.  (See  RItsert.  Dr. 
E<luard.  assignor  ) 

Chemical  Fi'undation.  Incorporated.  The.  (See  Zeiss.  Carl, 
assignor. ) 

Chemlsche  Fabrlk  Relsholz  Gesellschaft  mit  beschrRnkter 
Haft'ing.  Piisseldorf-Relsholz.  Germany,  assignor,  by 
mesne  assignments,  to  The  Chemical  Foundation,  In- 
corporated. Wilmington  Del.,  and  New  York.  N.  Y.  Rem- 
edies  for  diseases.      106.213:    renewed   Oct.    19.    1936. 

Chesbrongh.  George  W..  Rochester.  N.  Y.  Infants'  shoes. 
107.053  :  renewed  Nov.  9.  1935. 


Clayton    Manufacturing    Company,    The,    Bristol.    Conn. 
Scissors    and    shears.      828,390:    Sept.    24;    Serial    No. 
358.418;    published  July   16,   1936.      Class  23. 
Cohen,  Joseph  S..  A  Sons  Co.  Inc..  New  York.  N.  Y.     Frocks 
and  dresses.    328.295  ;  Sept.  24  ;  Serial  No.  364,089  :  pub- 
lished June  26.  1936.     Class  39. 
Colgate  &  Co..  Jersey  City.  N.  J.    and  New  York.  N.  Y..  as- 
signor to  Colgate- Pa Imollve-Peet  Company,  Jers^v  City, 
N.  J.     Soaps  and  soap  chip^.     107,880  ;  renewed  Jan.  4, 
1936. 
Continental    Blade   Corporation,   Brooklvn.   N.   Y.      Safety 
rasors  and  safety  razor  l)lades.     328.345  ;  Sept.  24  ;  Se- 
rial No.  365.604  ;  publl  bed  July  16.   1935.     Class  23. 
Continental     Distilling     Corporation,     Philadelphia,     Pa. 
Whiskey,  gin.  rum,  etc.     328.370  :   Sept.  24  ;  Serial  No. 
365.442;    published   July    16,    1935.      Class   49. 
Cooper,  Wells  &  Company.  St.  Joseph.  Mich.     Hosiery  for 
women.     328.429;   Sept.   24;   Seilal   No.   864.716;  pub- 
lished June  25,   1935.     Class  89. 
Cooper,  Wells  &  Company.  St.  Joseph,  Mich.     Hosiery  for 

women.     328.443  :   Sept.  24.     Cla.ss  39. 
Cosmetique  Laboratories  of  America,  Portland.  Oreg.     Cos- 
metlques.     328,326;  Sept.  24;  Serial  No.  364.192;  pub- 
lished July  16.  1935.     Class  6. 
(?U(lahy    Packing    Couipaiiy.    The.    doing   business   as   The 
Cudahy     Soap     Works.     Chicago,     111.      Hand     cleaner. 
828,304  ;  Sept.  24  :    Serial  No.  364,281  ;  published   July 
16.   1936.     Class  4. 
Dairy  Sealed.    Inc..  Ozone  Park.  New  York.  N.  Y.     Fluid 
milk  and  cream.     328.417  :  Sept    24  ;  Serial  No.  364.539  ; 
publi.shed  Julv   16.   1935.     Class  46. 
Daniels      Manufacturing      Company.      Rhinelander.      Wis. 
Paper  napkins.     328.4:16  ;  Sept.  24  ;  Serial  No.  365.994  ; 
puhllshotl  July  16.  1935.     Class  37 
David.  John,  New  York.  .N.  Y.     Gin  and  whiskey.    828,407; 
Sept.  24  ;  Serial  No.  365.247  ;  published  July  16,   1935. 
Class  49 
Del  Ve.     (See  Stember.  Bernard  ) 

Distillers  Company,  Limited.  The.  Linden.  N.  J.,  and  New 
York,  N.  Y.  Gin.  328.412-3:  Sept.  24;  Serial  Nos. 
365. 32.^^9  :  published  July  16.  1936.  Class  49. 
Dumecq,  Pedro,  y  Cia.,  J<'rf«  de  la  Frontera,  Spain.  Wines. 
328.360;  Sept.  24;  Serial  No.  345.944;  published  July 
16,  1935  Class  47. 
Dube  Undergarment  Co.   Inc.,  New  York,  N.  Y.     Women's 

undergarments.      328,447  ;    Sept.    24.      Class    89. 
Dubos.  Th.   J.,  &  Flis  Frees,   Bordeaux,   France.     Wines. 
328,394-5  :    Sept.  24  ;   Serial  Nos.  353,606-6  ;  published 
Aug.  28.  1934.     Class  47 
Dunlop   Rubber   Company.    Limited.    Fort    Dunlop.    Brdtng- 
ton,  Birmingham.  England      Golf  t)alls.     328.:i36  ;  Sept. 
24  ;  Serial  No.  366,798  :  published  July  16,  1935.     Class 
22. 
Eagle    Steel    Wool    Company,    Chicago,    111.     Steel    wool. 
328.422  ;  Sept.  24  ;   Serial   No.  864.813 ;   published  July 
9.  1935.     Class  4. 
Eastern   Farm   Meat   Products  Ltd.,  Orange.  Calif.     Sau- 
sage.    82,M..365  ;  Sept.  24  ;  Serial  No.  837.887  ;  published 
July  16,  1935.     Oass  46. 
Electric  Steam  StTlllting  Company,  Inc.,  New  York.  N.  Y. 
Toilet    seats.      .328.416:    Sept.    24:    Serial    No.    866.872; 
published  July  16.  19:^5.     Class  IS. 

Electro  Metallurgical  Company,  Niagara  Falls.  N.  Y. 
Periodical  328,335:  Sept  24:  Serial  No.  865,841; 
published  July  16.  1935      Class  88. 

EllL-i-Foster  Company.  Montcair,  N.  J  Ediblfc  composi- 
tion used  as  a  butter  sub.vtitute.  328.391  ;  IBept.  24; 
Serial  .No.  357.048:  published  Julv   16.   1935      Class  46. 

Ely.  Walter  C.  doing  business  as  Sullivan  Brush  h  Mop 
Company.  Terre  Haute.  Ind.  Mops.  328.344  ;  Sept. 
24  :  Serial  No  366.610:  published  July  16.  1936.  Class 
29. 

En-'lander,  Jacob,  doing  business  as  Fe<leral  Products  Co., 
Newark.  N  J  Whiskey,  gin,  rum  etc  828.320;  Sept. 
24;  Serial  No.  362.872:  publish.-.l  July  16.  1936.  Class 
49 

Eve  ett  Piano  Company.  Chicago.  111.,  and  South  Haven, 
Mich.  Musical  Instruments  328,432  ;  Sept.  24  ;  Se- 
rial No,  364,990  :  publishe<l  July   16,   1935,     Class  36. 

Fabrlque  de  Macblues  "Mlkron"  S.  A..  Madrets<  h,  near 
Blel,  Swltzt-rland.  Dental,  medical,  and  surgical  appli- 
ances.     108.551  :    renewe<l    Feb.    15,    1936 

Farbwerke  vorm.  Mtlster  Lucius  A  Brilnlng.  Hochston- 
the-Maln,  Germany,  assignor,  b.v  mesne  assli^nments.  to 
Th"  Chemical  Foundation.  Incorporated,  Wilmington. 
Del.,  and  New  York.  N.  Y.  Hypnotic  and  sedative 
preparations.      107.489  :   renewed   Dec.  7.   1936. 

Federal  Products  Co.     (See  Englander,  Jacob  ) 

Foltls.  Constantine,  New  York.  N.  Y.  Vegetable  Juices  and 
mixtures  of  vegetable  and  fruit  liilres.  328.294  :  Sept. 
24-  Serial  No,  364.057;  published  July  16.  10.15.  Class 
46. 

Fries,  Julien  P  ,  A  Sons.  Inc.,  Baltimore.  Md,  Instrument 
for  recording  humidity  and  temperature,  328,343:  Sept. 
24:  Serial  No.  365,620;  published  July  16.  1935.  Class 
26. 

Fruit  Industries,  Ltd..  Los  Angeles,  Csltf  ,  and  New  York. 
N  Y.  Wines.  .328.859  :  Sept  24  :  Serial  No.  844,690  : 
published  Jan    16.  1934.     Class  47. 

Fusco.  Sam  F!^  doing  t)usinehs  as  S  E.  Fusco  Fruit  Co., 
Los  Angeles.  Calif.  Fresh  citrus  fruits,  fresh  deciduous 
fruits,  fresh  vegetables,  etc.  328.292  :  Sept.  24  ;  Serial 
No.  363.752  ;  published  July  16.   1935.     Class  46. 
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General  Grocery  Company,  Inc.  (See  Allen  k  Lewis,  as- 
signor.) 

General  Water  Heater  Corporation,  Les  Angeles.  Calif. 
Range  boilers.  328.282;  Sept.  24;  Serial  No.  361,314; 
publi.shed  July  16.  1936.     Class  34. 

Getz-AU  Products  Co..  The,  Portland.  Oreg.  Soap. 
328.327  ;  Sept.  24  ;  Serial  No.  854,204  ;  published  July 
2.  1935.     Class  4. 

Qlade  Candy  Company,  Salt  Lake  City.  Utah.  Candy. 
828.288 ;  Sept.  24  ;  Serial  No.  363,708 ;  published  July 
16,  1936.     Class  46. 

Globe  Knitting  Works,  Grand  Rapids,  Mich.  Underwear 
for  men  and  boys.  328,293;  Sept.  24;  Serial  No. 
36:1.756  ;  published  July  2.  19.38.     Class  39. 

Ooodall  Worsted  Co.      (See  Lesher.  Whitman  k  Co.  Inc.) 

Ooodall  Worsted  Co.,  Sanford,  Maine,  and  New  York, 
N.  Y..  to  (ioodall  Worsted  Company,  Sanford,  Maine. 
Woolen  and  mohair  piece  goods  and  piece  goods  of  cer- 
tain named  combinations.  108.511  ;  renewed  Feb.  16, 
1936. 

Goodrich.  B.  F.,  Company.  New  York,  N.  Y.,  doing  busi- 
ness as  Miller  Rubber  Products  Company,  Akron.  Ohio. 
Rubber-coated  switch  levers,  armatures,  etc.  328,389  ; 
Sept.  24  ;  Serial  No.  358,591  ;  published  July  16,  1936. 
Class  21. 

Grab«'l,  Philip,  doing  business  as  Grabel's  Laboratories, 
New  Rochelle.  N.  Y.  Tablets  for  pain.  lieadache.s,  etc., 
and  a  medicinal  ointment  for  chest  colds,  etc.  328,297  ; 
Sept.  24  ;  Serial  No.  364,181  ;  published  July  16,  1935. 
Class  6. 

Oresham  Berry  Growers,  Inc..  Gresham,  Oreg.  Canned 
fruit!!.  328.385  6:  Sept.  24;  Serial  Nos.  863.048-9; 
published  July  16.  1936.     Class  46. 

OretKCh.  Fred.,  Mfg.  Co..  The.  Brooklyn,  N.  Y.  Drums, 
comets,  bugles,  etc.  828.377;  Sept.  24;  Serial  No. 
3fi6.516  ;   published  July  16.   1935.     Class  36. 

Grove,  Howard  S.,  Los  Angeles.  Calif.  Toilet  lotion. 
828.434:  Sept.  24;  Serial  No.  864,968;  published  July 
18,  1936      Class  6.  ,  _ 

<3ru»n  Watch  Comi>any,  The,  Cincinnati,  Ohio.  Watch 
cases,  watches,  and  watch  movements.  828.380;  Sept. 
24  ;  Serial  No.  365.660  :  published  July  16,  1935.  Class 
27. 

(Oumpert,  8.,  Co.  Inc..  Brooklyn,  N.  T.  Cake.  828,426  ; 
Sept.  24;  Serial  No.  864.773;  published  July  16,  1935. 
Class  46.  

Hauser,  Mahlon  D.,  Detroit,  Mich.  Liquid  wax.  828.811  ; 
Sept.  24  :  Serial  No.  869.888  ;  published  July  16,  1936. 
Class  16.  ^  .       „ 

Hercules  Powder  Company,  Wilmington.  Del.  Terpene 
hydrocarbon  solvent.  328.330:  Sept.  24;  Serial  No. 
865,944  ;  published  July  16.   1936.     Class  16. 

Herrman  McLean  Company,  The,  Cleveland,  Ohio.  Feed 
for  livestock  and  poultry  feed.  328.281  :  Sept.  24;  Se- 
rial No.  361,416;  published  July  16,  1936.     Class  46. 

Heublein,  G.  P.,  A  Bro.,  Hartford,  Conn.  Whiskey. 
828.424  ;  Sept.  24  :  Serial  No.  864.779  ;  published  July 
16.  1935.     Cla.ss  49. 

Heublein,  G.  F..  A  Bro..  Hartford.  Conn.  Alcoholic  cor- 
dial 828.426  ;  Sept.  24  ;  Serial  No.  364,777  ;  published 
July  16.  1986.     Class  49.  ^  ^         ,      ^^ 

Hipkins  Traction  Device  Company,  The.  Port  Deposit,  Md. 
Vehicle  tire  chain  lugs  and  plates.  328.266  ;  Sept.  24  ; 
Serial  No.  363.684  ;  published  July  2.  1936.     Class  13. 

Hadnut,  Richard.  New  York,  N.  Y.  Cold-cream.  108,165  ; 
renewed  Jan.   18.  1936. 

Illinois  Tool  Works.  Chicago,  111.  Lock  washers,  screws, 
lock  nuts,  etc.  32K.399  ;  Sept.  24  ;  Serial  No.  365,185  ; 
published  Julv  16.  103.">.     Class  13.  .      „   . 

Indianapolis  Paint  A  i'olor  Co..  Indianapolis,  Ind.  Paints. 
328  3.'l8  ;  Sept.  24:  Serial  No.  366.732;  published  July 
18,  1936.     Class  16.  „,  ^  r 

International  Mailing  Tube  and  Wrapper  Company.  Long 
Island  City  N.  Y.  Boxes,  cartons,  and  wrappers. 
328,388;  Sept.  24;  Serial  No.  366.886;  pubUshed  July 
16.  1935.     Class  2.  „  ^,    ,„      c       . 

International  Motor  Company.  New  York.  N.  Y.  Steering 
gears.  328.409:  Sept.  24;  Serial  No.  366,296;  pub- 
fished  Julv  16.  1935.     Class  19. 

International  Silver  Company.  Meriden,  Conn.  Silver- 
plated  flat  ware.  828. .332  :  Sept.  24  ;  Serial  No.  865,887  ; 
published  July  16.  1935.     Class  28.     _^ 

Jackman,  F  H.,  Co.,  Boston,  Mass.  Whiskey,  gin.  rum, 
etc  328  841;  Sept  24;  Serial  No.  366,626;  published 
July  16.  1936.     Class  49.  „,^, 

Jnckman.   F.   H.,   Co..  Boston,  Mass.      Whiskev,   Kin.   rum 
etc      328  342  :   Sept.   24  :   Serial   No.   365.628  ;  published 
July  16.  19.15.     Class  48.  o  ,       k  r»».i 

Jeffrey  Manufactuilng  Company.  The,  Columbus  Ohio. 
Machine  for  aerating  granular  material  328.302; 
Sept  24;  Serial  No.  364.232;  published  July  16,  1935. 
Class  23. 

Jenkins  Bros  New  York.  N.  Y.  Friction  tape  and  rubber 
in<«uiating  tape.  328.316  :  Sept.  24  ;  Serial  No.  362,741 ; 
published  July  16.  1935.     Class  21. 

Johnson.  Louis.  Co.      (See   Nelson.  Johiv^) 

Johnson,  S.  C  A  Son.  assignor  to  S.  C.  Johnson  k  Son. 
Inc  Racine.  Wis.  Powdered  wax,  prepared  wax,  wood- 
•  lye'etc       106.108;  renew<-d  Oct.   12.    1985. 

Julllard  Incorporated.  San  Francisco  Calif.  Y^^^ 
.?28S5«:  Sept  24:  Serial  No.  342.438;  published  Dec. 
m.    1933       Class  47.  *,        «  ,     *      t  ax 

Junr  L.  E  A  Wolff  Company.  Inc..  New  OrleaAs.  La.  Al- 
coholic cordials  and  liqueurs.  328  286;  Sept.  24  :  Serial 
No.  864.683  ;  published  July  16.   1935.     Class  49. 


Kelly,  Prances  M.,  doing  business  as  Franclne  Markel, 
Puiladelphia.  Pa.  Columns  published  In  newspapers, 
magazines,  and  other  periodicals.  328,371  ;  Sept.  24  ; 
Serial  No.  365.469  ;  published  July  16,  1935.     Class  38. 

Kelly  Liquor  Company,  Minneapolis,  Minu.  Gin.  328.410; 
Sept.  24;  Serial  No.  36.-}. 299;  published  Joly  16,  1935. 
Class  49 

Knox  Company,  The,  Kansas  City,  Mo.  Vaginal  jelly. 
328,431  :  Sept.  24  ;  Serial  No.  864.994  ;  published  July  16, 
1935.     Class  6. 

Landers,  Frary  A  Clark.  New  Britain,  Conn.  Corn  grinders, 
corn-mills,  and  coffee-mills.  106,112;  renewed  Oct.  12, 
19;{5. 

Landzt'ttel  A  Sons,  Inc.,  Fair  Lawn.  N.  J.  Paints,  var- 
nishes and  paint  enamels.  328.281  ;  Sept.  24 ;  Serial 
No.  363.397  ;  published  July  9.  1936.  Class  16. 

La  I'esquera  del  Norte  de  Espaua.  S.  A.,  Corunna.  Spain. 
Salted  anchovies,  filets  of  anchovies  In  olive  oil.  and 
olives  stuffed  with  anchovies  preserved  In  salt  brine. 
328.287  ;  Sept.  24  ;  Serial  No.  364.631  ;  published  July 
16.   1935.     Class  46. 

Leavell.  C.  H.,  Washington.  D.  C.  Minced  Stoithfleld  ham. 
328,298 ;  Sept.  24  ;  Serial  No.  364.186 ;  published  June 
4.  1935.     Class  46. 

Lenk.  Walter  E..  doing  business  as  Belmont  Gardens,  Bel- 
mont. Mass.  Fertilizer.  828.381  ;  Sept.  24  ;  Serial  No. 
305.570  ;  published  Julv  16.  1935.     Class  10. 

Lesher.  Whitman  A  Co.  Inc.,  New  York.  N.  Y.,  to  Goodall 
Worsted  Co.,  Sanford,  Me,,  successor.  Cotton-warp 
worsted  linings.     108,523  ;  ftnewed  Feb.  16,  1936. 

Lesher,  Whitman  A  Co.  Inc.,  New  York,  N.  Y.,  to  Goodall 
Worsted  Co..  Sanford.  Maine,  successor.  Cotton-warp 
dress  fabrics.     108.524  ;  renewed  Feb.  16.  1936. 

Levy-Roth  G.  m.  b.  H.,  Berlin,  Germany,  assignor,  by 
mesne  assignments  to  The  Chemical  Foundation.  Incor- 
porated, Wilmington,  Del.,  and  New  York,  N.  Y.  Photo- 
graphic cameras.      1()7,076 ;   renewed   Nov.  9.    1935. 

Llghtfoot  Schultz  Company.  (See  Schulta,  William  L., 
assignor.) 

Lily-Tulip  Cup  Corporation,  New  York,  N.  Y.  Paper  cups 
and  paper  containers.  328.328 ;  Sept.  24  ;  Serial  No. 
354.763  ;  published  July  16,  1935.     Class  2. 

Livingston.  J.  A.,  Incorporated,  New  York.  N.  Y.  Gar- 
ments. 328.296 :  Sept.  24  ;  Serial  No.  364.101  ;  pub- 
lished June  25.  1935.     Class  39. 

Lockwood  Brackett  Co.,  Boston,  Mass.  Soaps.  328,.308 ; 
Sept.  24  ;  Serial  No.  384.480 ;  published  July  2,  1985. 
Class  4. 

Magnalium-Industrle-Gesellschaft  m.  b.  H.,  Lankwlts,  near 
Berlin,  Germanv,  assignor,  by  mesne  assignments,  to 
The  Chemical  Foundation,  Incorporatetl.  Wilmington, 
Del.,  and  New  York.  N.  Y.  Aluminum,  magnesium,  and 
aluminum-magnesium  alloys.  106.877  ;  renewed  Nov.  2, 
1935. 

Markel.   Franclne.      (See   Kelly,   Frances  M.) 

McBee  Company,  The,  Athens,  Ohio.  Card  Indexes. 
.328.414  ;  Sept.  24  :  Serial  No.  365.341  ;  published  July 
16.   1936.     Class  37. 

McCurrach  Organization  Incorporated,  New  York,  N.  T. 
Men's  neckties.     328.446  ;   Sept.  24.     Class  39. 

McKesson  A  Bobbins.  Incorrwrated.  Bridgeport  and  Fair- 
field. Conn.  Whiskev.  828.872 ;  Sept.  24 ;  Serial  No. 
,365.469  ;  published  July  16.  1935.     Class  49. 

McKesson  A  Bobbins.  Incorporate*!.  Bridgeport  and  Fair- 
field. Conn.  Whiskey.  328,415;  Sept.  24;  Serial  No. 
.366.343  :  published  July  16.  1935.     Class  49. 

McNeil  Laboratories,  Inc..  Philadelphia,  Pa.  Liquid  phar- 
maceutical preparation.  328.401  ;  Sept.  24  :  Serial  No. 
366.207  ;  published  July  16.  1935.     Class  6. 

Merchants  Coffee  Co.  of  New  Orleans.  Ltd..  New  Orleans, 
I.*.  Coffee  and  chicory  compound.  108.368 ;  renewed 
Feb.  1.  1936. 

Metalkote.  Inc.,  New  York.  N.  Y.  Paint.  828.276  :  Sept 
24  ;  Serial  No.  362.749  :  published  Joly  9,  1935.    Class  16. 

Miller  Rubber  Products  Company.  (See  Goodrich,  B.  F., 
Company.  The.) 

Moore  Enameling  A  Mfg.  Co.,  The.  West  I^fayette.  Ohio. 
Enameled  metal  hollow  ware.  328,289 :  Sept  '?4  :  Serial 
No,  .■^64.63.-:  published  July  16.  1936.     Class  i3. 

Morehouse,  Terrv  B..  New  Haven.  Conn.  Toy  metal  con- 
struction outfits.  328  337  :  Sept.  24  ;  Serial  No.  865,773  ; 
published  July  18,  193^.     Class  22. 

Morette-Harrah  Marble  Co..  Sylacnuga,  Ala.  Rough-quar- 
ried rocks,  slabs,  and  marble.  108,266 ;  renewed  Jan. 
26,  1936. 

Morrison- Atlas  Products.  Inc..  Chicago.  111.  Shoe  polish. 
32^,305  ;  Sept.  24  ;  Serial  No.  364,348  ;  published  July 
2.  1935.     Class  4. 

Moyat.  Ernst,  Offentmch-on-the-Main,  Germany,  assignor, 
by  mesne  aKsisniments)  to  The  Chemical  Foundation, 
Incorporated,  Wilmington,  Del.,  and  New  York.  N.  Y. 
Artificial   corundum.      106,248:    renewed   Oct.    19.   1935. 

Nelson.  John,  doing  business  as  Louis  Johnson  Co.,  Chi- 
cago. 111.  Artificial  fish  lures.  328.437  ;  Sept.  24.  Class 
22. 

NeUe  Photographlsche  Gesellschaft  Aktlengesellschaft, 
Steglltz.  near  Berlin.  Germanv.  assignor,  by  mesne  as- 
siL'nments.  to  The  Cbemlcal  Foundation.  Incorporated, 
Wilmington.  Del.,  and  New  York.  N.  Y.  Photographic 
apparatus  and  supplies.     106.473  :  renewed  Oct.  19.  1935. 

Neva  Wet  Corporation  of  America,  New  York.  N.  Y.  Piece 
foods,  draperios,  metal  ribbons  and  laces,  etc.  328,440  ; 
Sept.  24.     Class  42. 
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Ice  cream  con- 
864.884  ;  pub- 
Tooth  powder 


New    York    Lubricating   Oil    Company,    New    York.    N.    T. 
Lubricating-greases   and   lubricating  oUa.      106,793  ;   re- 
newed Oct.   26,   1U35. 
Nleilners,    Ohas..    Sons    Company,    Maiden,    MaHS.       Linen 
hose.     3>'8.363  ;  Sept.  24  ;  Serial  No.  365.390  ;  published 
July  16,  1935.     Class  35. 
Niklason,  Clarence  K.,   Washington.  D.  C. 
f»M:tU)n8.      328,419  ;    Sept.   24  ;    Serial  No 
lished  July   16.   1935.     Class  46. 
Noxaci-l  Laboratories,  Inc.,  Newark.  N.   J. 

brmth.     328.284  ;  Sept.  24  ;  Serial  No.  364,552  ;  published 
July  16.  1935.     Class  29. 
Oestrelch.  .Abraham  A.,  doing  basiness  as  Travis  Co.,  New 
York,  N.  Y.     Shaving  cream.     328.356  ;  S^pt.  24  ;  Serial 
No.   337.977  ;   publishfKl   July    18.   19.33.     Class  4. 
Ogden  Tacking  &  Provision  Co.,  assignor  to  The  American 
Tacking    &    Provision    Company.    Ogden,    Utah.       Lard, 
bacon.   hamM.   etc.      107.582;    renewed    Dec.    14,    1935. 
Oil  Well  Supply  Companv.  Dallas.  T^i.     OH  and  gas  boil- 
ers and  burners.     328  273  :  Sept.  24  ;  Serial  No.  363,015  ; 
publisheii  July  9.   19.35.     Class  34. 
Old    Dixie   Distilling  Company,    Inc..   The,    Richmond,   Va. 
Distilled    whiskeys.      32<^.3<H^9  ;    Sept.    24;    Serial    Nos. 
365.524-5;    published    Julv    16.    1935.      Class    49. 
Oldetynie    Distillers,    Inc..    Sew    York.     N.     Y.       Whlskev. 
328,274;   Sept.   24;    Serial   No.   363,016;   puWlshed   July 
9.  1935.     Class  49. 
Oldetyme    Distillers.    Inc.,    New    York.    N.    Y.       Whlskev. 
328,373;   Sept.   24;   Serial  No.   365.476;   published  July 
16,    1935.      Class  49. 
Oldetyme  Distillers.  Inc..  N^w  York.  N    Y.     Gin.     328,402; 
Sept.   24  :  Serial  No.  365,208  ;  published  July  16,   1935. 
("lass  49. 
Oldetvme  Distillers.  Inc.,  New  York.  N.  Y.     Qln.     328,403; 
Sept.   24:   Serial  No.  365,210;  published  July  16.  1935. 
Class  49. 
Partlculares.  S.  A..  Ilahana.  Cuba.     Cigars,  cigarettes,  and 
cut   tobacco.      328,283;    Sept     24:    Serial    No.   361,181; 
published  July  16,  1935.     Class  17. 
Peoora  Paint  Companv.   Philadelphia,    Pa.      Plastic  cemen- 
titlous  material.     328  307  ;  Sept.  24  ;  Serial  No.  365.001  ; 
published  Julv  16.   1936.     Class  12. 
Penn  Electric  Switch  Co..  De.s  Moines,  Iowa.     Thermostats. 
3-'8.:V22  :  Sept.  24  :   Serial  No.  352,835  ;   published  Aug. 
14.  1934.      Class  26. 
Penn-Maryland   Corporation.  New  York.   N.   Y.      Whiskey. 
328  42:?:   Sept.   24:   Serial  No.   364,787;   published  July 
16.  19.'?5.     Cla.ss  46. 
Pharls    Tire    and    Rubber    Company,    Th^.    Newark,    Ohio. 
Pneumatic   rubber  tires  an<l  tabes.      328.-354  ;   Sept.   24; 
Sf^rlal  No.  3K3.294  :  published  Julv   16.  1935.     Class  35. 
Picker-LlnB    Importers,    Inc..    New    York.    N.    Y.      Cognac. 
328.421:   Sent.    24:   Serial    No.   364,81^3;    published   July 
16.   19.35.      Class  49. 
I*lggly    Wlggly    Corporation.    Cincinnati.    Ohio.       Grocerv 
refrigerators,  and  meat  and  vegetable  refrigerating  cool- 
ers cr  cases.      328.264;   Sept.   24;   Serial  No.   363,566; 
puhUahed  July  9.  1935.     Class  31. 
Plttsbvrgh  Plate  Glass  Company.   Pittsburgh.  Pa.      Paints, 
paint    primers,   paint   enamels,   and   lacquers.      328,382 ; 
Sept.   24  ;   Serial   No.   365,574  ;   published   July  16,    1935. 
Class  16. 
Pllbrlco  Jointless   Firebrick  Company.  Chicago,   111.      Fire 
resisting  cement   for  forming  furnace  linln'.;s.     328,435  ; 
Sppt.   24  ;  Serial  No.  364,970 ;   published  July  16,   1985. 
Class  12. 
Pri'e.    M.    H.,   &   Company,   assignor   to   M.    H.    Price.    Iios 
..'ingelcs.  Calif.     Whiskey.     328  286  :  Sept.  24  ;  Serial  No. 
!64.592  :  published  July  16.  1935.     Cla.ss  49. 
Pi:erto    Rico    Distilling    Companv,    Arecibo,    Puerto    Rico. 
Distilled    nlcohoUc    liquors    and    more    particularly    ram. 
328,34<*  :   Sent.   24:    Serial   No.   365.575;   pabllalied   July 
10.    ig.-^S.      Class  49. 
iacquette    River    Paper    Company.    The,    Potsdam,    N.    Y. 
Wax   and    wrapping   paper,   envelopes,   and    l>ook   covers. 
328.324  :   Sept.   24  :    Serial  No.  35J,923  ;   published  July 
1«    1935.     Class  37. 
Renchtite    Sprin?    Nut    Company.     San    Francisco,    Calif. 
Lock  nuts.     328.374  ;  Sent.  24  :  Serial  No.  365,481 ;  pub- 
ll'hpd  July  16.  1935.     Class  13. 
Rltsert.  Dr    E..  Frankfort-on-the-Maln,  Germany,  assignor, 
by    mesne    assi-'nments.    to    The    Chemical    Foundation, 
IncnrporatPd.    Wilmington,    I>1.,    and    New    York,   N.    Y. 
Antiseptics.      107,098  ;  renewed   Nov.   9.    1935. 
Robertson,  Theo.  B.,  Soap  Co..  by  change  of  name  to  Theo 
B     Robertson   Products   Company.   Chicago.    111.      Llauld 
soap.  «>ap  powder,  cleanser,  etc.     107,012  ;  renewed  Nov. 
9.  1935 
Roma   Wine  Company,   Inc..   New  York.   N.   T..   and    Lodl, 
Calif.      Wine      :'.28  375  :   Sept.  24  ;    Serial   No.   365,482  ; 
publl-h»>d  July  16.  19.^').     Class  47 
Roma    Wln«»   Companv.    Inc.,    New    York.    N.    Y..   and   Lodl, 
Calif.     Brandy      328  411  :  Sept.  24;  Serial  r*.  365,811  ; 
published  Julv  16.  1935.     Class  4P. 
Rosenberg.  Max  M..  New  York.  N.  Y.     Shamp*    J  and  anti- 
septic   preparations        328.280  :     Sept.    24  :     Serial    No. 
361.694;  published  Apr.  23.  1935.     Class  6. 
Bosenfeld.    Jacob,    doing    huslne^^s    as    Arrow    Chain    Mfg. 
Co       New     York.     N.     Y       Chains     and     other     Jewelry. 
328  314:   Sept.   24:   Serial  No.  362.043;  published   July 
16.  1935.     Class  28.  ^,    , 

Rnth  Otto,  Inc..  Newark,  N.  J.  Safety  razor  blades. 
328  310:  Sept  24:  Serial  No.  359,482;  published  Feb. 
26.  1935.     Class  23. 


Basso.  Andrea,  to  A.  Husso  k  Co.,  Chicago,  111.,  succeHSor. 

Olive  oil  and  macaroni.     108.535  ;  renewed  Feb.  15,  1986 
Saladino,    C,    Sl   Suns,    Inc.,    Chelsea,    Mass.      Strings    fur 

tennis    and    other    rackets.      328.435  ;    Sept.    24  :    Serial 

No.   364,931  ;  published  Julv   16.   1935.     Clas.s  22. 
Salinas   Valley  Vegetable  Excnange,  Salinas.  Calif.      Fresh 

vegetables.     328.340  ;  Sept.  24  :  Serial  No.  365.666  ;  pub- 
lished July  16.  1935.     Class  46 
Sanlin  Offset  Press  Mfg.  Corp..  New  York,  N.  Y.     Solution 

u»ed     In     etching     offset     lltliogrnphing     metal     sheets. 

828,408;    Sept.   24;    Serial   No.    ;UJ5,269  ;   published   July 

16.  1935.     class  6. 
SchuU  Mfg.  Co.,  Inc.,  The,  Chicago.  IlL     Stocking  protec- 
tor.    328.451  :  Sept.  24.     Class  89. 
Schulta,   William   L.,   Brooklyn,  N.   Y.,  and  Paris.  France, 

assignor  to  Light  toot  Schulti  Company.  New  York,  N.  Y. 

Face  powder.      104,752;  renewed  June  15,  1935. 
Seabury    &  Johnson.    East   Orange.    N.   J  .   and    New   York, 

N.   Y:     Surgical  dressings.     1U8. 371-2  ;  renewed   Feb.   1, 

1936. 
Sioux  City  Seed  Company,  Sioux  City.  Iowa.     Farm  seeds. 

328,347;    Sept.   24;   Serial   No.   365,578;   published   July 

16,  1935.     Class  1. 
Slrian  Wire  and  Contact  Company,  Newark,   N.  J.      Wire 

for  electrical  apparatus.     328.349;   Sept.  24;  Serial  No. 

363.068;   publLshed  July  16,   1935      Class  21. 
Smith,  Allen,   Los  Angeles,  Calif.      Polish.      328.267  ;   Sept. 

24  ;   Serial  No.  863,723  ;  published  July  9,    1936.     Cla.ss 

16. 
Socletft    Anonlma    Snla-Vlscosa.    Sodeti    Nailonale    Indus- 

trla    Application!    Vlscosa,    The,    Turin,    Italy.    Artificial 

textile   fibres    In    staples.      328.350-1  ;    Sept.    24  ;    Serial 

Nos.  363.124   5  :  published  July  16,  1935.     Cnass  1. 
Socouy- Vacuum    Oil    Company,    Incorporated,    New    York, 

N     Y.      Detergent  and    jxillshlng  composition.      328.268  ; 

Sept.    24;    Serial   No.   363.724;    publl«he«l   July   9,    19:?5. 

Class  16. 
Spears,    Harry,    Wheeling.    W.    Va       Gasoline,    lubricating 

oil,    and   lubricating   greas*'.      328.205;    Sept.    24;   Serial 

No.  363.675;  published  July  9.  1935.     Class  16. 
Spellman,  K.  L..  Co.,  Inc..  New  York.  N.  Y.     Gin.     .328.400; 

Sept.  24;  Serial  No.  366,171;  published  July   16,   1986. 

Class  49. 
Springfield      Creamery      Co.,      Springfield,      Mo.       Butter. 

106,063;  renewed  Sept.  21.  1935 
Standard    Oil    Company,     Rlclimond,    Calif.,    assignor    to 

ly  of  California.   Wilmington,   Del.. 

and    Han    Francisco,    Calif.      Asphaltum.      108.576;    re- 


Standard  Oil  Companj  of  California.   Wilmington^  Del., 
and    Han    Francl.sco, 
newed  Feb.  15.  1936. 


Standard  Overall  Company.  The.  Baltimore  Md.  Men's 
dress  shirts.     32H.442  :   Sept    24.      Class  3J. 

Stansleld.  Arthur  V  ,  doing  business  as  .\.  V.  Stansfeld  & 
Comi»any.  New  York,  N.  Y.  Cordials  or  liqueurs. 
828  418:  Sf-pt.  24:  Serial  No.  364,893;  published  July 
16.  1935.     Clasa  49. 

Steele,  John  W.,  Mlddlebury.  Ind.  Pop  corn.  Raw  or 
unpopp«Hl.  328.325:  Sept  24:  Serial  No.  353,360;  pub- 
lished July  16.  19.35      Cla<-^  46 

Stember,  Bernard,  doing  businexs  as  I>el  Ve.  New  York. 
N  Y  Ladies'  handbags,  pocketbooks,  purses,  etc. 
828  376  ;    Sept.   24  ;    Serial   No.   365,487  ;   published  July 

16,  1935.     Class  3.  „         .     .    ^       _.       ^ 

Sterne  G.  F.,  &  Sons,  IJralted,  Brantford.  Ontario,  Can- 
ada Refractories  and  other  structural  specialties. 
328.299  ;  Sept.  24  :  Serial  No.  864.201  ;  published  July 
16.   1935      Class  12.  ^ 

Strauss.  Levi.  &  Company.  Snn  Francisco.  Calif.  Outer 
one  piece  garments  or  suits  for  children.  108,404 ; 
renewed  Feb    8.  1936. 

Strauss  Textiles.  Inc.,  New  York.  N.  Y.  Cotton  and  rayon 
piece  goods.      328.450  :    Sept.    24.      Class   42. 

Strutwear  Knitting  Company,  Minneapolis,  Minn.  Lnder- 
wear  for  women  328.-i90  :  Sept  24  ;  Serial  No.  863,727  ; 
publl.vhed  July  2.  1935      Class  39  ,      „.   , 

Sullivan  Brush  A  Mop  Company.     (See  Ely.  W niter  C.) 

Sweets  Company  of  America.  Inc.,  The,  New  York,  N.  Y. 
Candy  328.319  :  Sept  24  :  Serial  No.  862.716 ;  pub- 
lished July  16.  I9:t5.     Class  46 

TAT  Company,  The.  Peeksklll.  N.  Y..  and  Cocoa,  Fla. 
Cleaning  preparation  for  the  hands.  328. .398  :  S«'pt.  24  ; 
Serial  No    365.045:  published  July  16.  19.35      Class  4 

Target   Roll  Corporation.  (Jrand   Rapids.   Mich       Comblna 
tion  ice  cream  and  cake  confection.     328.3.39  ;  Sept.  24  ; 
Serial  No    365.671  :  publi.-hed  July   16.    1935      Clasx  46. 

Tavlor  Leslie  W.,  Indianapolis,  Ind.  Rug  and  carpet 
cleaner  328.317:  Sept  24:  Serial  No.  362,157;  pub- 
lished July  16,  1935.     Class  4. 

Tavlor  T  P  &  Company.  Incorporate<l,  Louisville,  Ky. 
Whiskey.     328.439  :   Sept    24.     Oass  49. 

Technical    Oil    Tool    C*brporatlon,    Ltd  ,    West    Hollywood 
Calif      Apparatus  for  recording  the  deviation  of  a  well 
hole   from   the   vertical       :<28.420  ;    Sept.  24  :    Serial   No. 
364.840;  publlshe    Julv   16.  1935      Class  26.      .„„„,„ 

Thomnyer  August  C.  Cincinnati.  Ohio  Bread  828.313: 
Sept    24  ;   Serial   No.  362.000  ;   published  July   16.   1935. 

Class  46  ^  ,    ^.         T»   J*     J 

Tiffany  Henry  L.,  South  Dartmouth  and  N'W  Bedford. 
Mass  Yarn,  thread,  snd  twine  and  wound  packages 
thereof.     106.767:  renewed  Aug.  17    19.35.  „   ^-     ^ 

Tiffany  Henry  L..  South  Dartmouth  and  New  Bedford. 
Mnss  Cone  tubes  for  receiving  yarn,  thread,  and  twine 
in   wound   condition.      107.n9'<  :    renewed    Nov    28.   19.36. 

Tlllev  John  S  .  Ijidders  Co  .  Inc..  Wafrvllet,  N.  Y.  Lad- 
ders.    106.382  ;  renewed  Oct.  19.  1935. 
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Travis  Co.      (See  Oet^trelch.  Abraham  A.) 

United   Distillers  Corporation.  New  York,  N.  Y.     Brandy, 

gin,  whisky,  and  other  potable  distilled  spirits.    328,857  ; 

Sept.  24;  Serial  No.  342,086;  published  Dec.  12,  1988. 

Class  49. 
Vlctoiy  Packing  Company,  Oakland,  Calif.     Food  products 

for  dogs.     828.291  ;  Sept.  24  ;   Serial  No.  363,731  ;  pub- 
lished Julv  16.  1935.     Class  46. 
Vlscositv    Oil    Company,    Chicago,    111.      Penetrating    and 

lubricating  oil.     328.262;  Sept.  24  ;  Seria.1  No.  863,415; 

published  July  2,  19.35.     Class  16. 
Walker,     Hiram,     &     Sons.     Inc.,     Peoria,     111.     Whlskev. 

328,271  ;   Sept.  24  ;  Serial  No.   866.966  ;  published  July 

16.  1936.     Class  49. 
Walker's  of  Boston.  Inc..  Boston,  Mass.     Gin,  whiskey,  and 

brandy.     328,864-6  ;  Serial  Nos.  365,408-10  ;  published 

July  16,  1935.     Class  49. 
Warren-Enret  Company,  Philadelphia,  Pa.     Boof-coverlng. 

106,452  ;  renewetJ  July  27.   1935. 
Warien-Ebret  Company.  Philadelphia,  Pa      Ready  roofing, 

roofing-felt,  and  roofing-cement.     106,273  ;  renewed  Oct. 

19,  1935. 
Webster     Elcenlohr     Inc.,     New     York,     N.     Y.     Cigars. 

328.352  :   Sept.  24  :    Serial  No.  863,132  ;  published  July 

16.  1935.     Class  17. 
Whitacre  Engineering  Company,  The,  Chicago,  111.     Special 

process  light-weight  clay-ware.     328.334;  Sept.  24;  Se- 
rial No.  365.863  ;  published  July  16,  1936.    Class  12. 


Wlsner,  Andr6,  Paris,  France.  Fine  champagne.  328,323  ; 
Sept.  24  :  Serial  No.  851,441  :  published  Aug.  28,  1984. 
Class  47. 

Wiener,  Andr6,  Paris,  France.  Wines.  328,329  ;  Sept. 
24  ;  Serial  No.  348,152  ;  published  July  17,  1934.  Class 
47. 

Wlsner,  Andr«,  Paris,  France.  Wines.  328,361-2  ;  Sept. 
24 ;  Serial  Nos.  348,153-4  ;  published  Nov.  13,  1934. 
Class  47. 

Wlsner,  Andrfi,  Paris,  France.  Wines.  328,383  ;  Sept. 
24  ;  Serial  No.  348.161  ;  published  July  17,  1934.  Class 
47. 

Wlsner,  Andr«,  Paris,  France.  Wines.  328.384  ;  Sept.  24  ; 
Serial  No.  347,669  ;  published  June  6.  1934.     Class  47. 

Worthington  Ball  Company,  The,  Elyria,  Ohio.  Golf  balls. 
828,445  ;  S<-pt.  24.     <:ia8s  22. 

Wurzburger,  Huso.  Paris,  France.  Metal  pipes  and  tabes, 
connecting  unions  and  nipples  for  pipes  and  tut)e8,  etc. 
828.358;  Sept.  24;  Serial  No.  363,193;  published  July 
16,  1936.     Class  13. 

Zeiss,  Carl,  Jena,  Germany,  assignor,  by  mesne  assign- 
ments, to  The  Chemical  Foundation,  Incorporated,  Wil- 
mington, Del.,  and  New  York,  N.  Y.  MeHsuring  and 
scientific  appliances  and  parts  thereof.  106,181-2;  re- 
newed Oct.  12.   1935. 

Zerlllo,  Ijorenzo,  Rlverbank.  Calif.  Canned  tomatoes  and 
canned  tomato  paste.  328,392  ;  Sept.  24 ;  Serial  Na 
858,741;  published  Sept.  11,  1984.     Class  46. 


LIST  OF  REGISTRANTS  OF  LABELS 


Ames    Supply   Co.    Inc.,   Chicago,    111.      True   Mark    Brand 

Typewriter  Ribbon.     For  Typewriter  Ribbons.     46,360  ; 

S^pt.   24.  ^, 

ArakPlian,    K.,    Inc.,    doing    business    as    Madera    Winery, 

Madera.  Calif.     California  Belle.     For  Sherry.     46,361  ; 

Sept.  24. 
Birelev's  Inc.,  Los  Angeles.  Calif.     Blreley's.      For  Dairy 

Orange  Juice.     46.362;   Sept.   24. 
Bond  Pickle  Company,  Oconto.  Wis.     Bond's  Sweet  Mixed 

Pickles.     For  Sweet  Mixed  Hckles.     46,363  ;  Sept.  24. 
Bridgeport  Brewing  Co.,  The,  Bridgeport,  Conn.     Famous 

Pioneer    Beer.      For    Beer.      46.364  ;    Sept.    24. 
Delco-Remy  Corporation,  Anderson,  Ind.     Delco-Remy  Ser- 
vice     Tarts,      Condenser     Package.     For     Condensers. 

46.365  ;  Sept.  24. 
Flelschmann  Distilling  Corporation,  The,  New  York,  N.  Y. 

Flelsohmaiins.     For  Sloe  Gin.     46.366;  Sept.  24. 
Fosselman    Creamery    Company.    Pa.sadena,   Calif.      Regal. 

For  Ice  Cream.     46,367  ;  Sept.  24. 
Gilbert,   A.  C,   Company,   The,   Baltimore,    Md.,  and   New 

Haven,    Conn.      (Jilbert    Erector    Skyscraper    Set.      For 

Toy  Construction  Sets.     46.368  ;  Sept.  24. 
Jewel  Tea  Co.,  Inc.,  Central  Valley,  N.   Y.,  and  Barring- 
ton,  111.     Jewel  T  Peanut  Butter.     For  Peanut  Butter. 

46,369;  Sept.  24. 
Jewel  Tea  Co.,  Inc..  Central  Valley,  N.  Y.,  and  Barrington, 

111.      Jewel  T  Mayonnaise.      For  Mayonnaise.     46,370 ; 

Sept.  24. 
Jewel  Tea  Co.,  Inc.,  Central  Valley,  N.  Y..  and  Barrington, 

IlL     Jewel  T  Tooth  Paste.     For  Tooth  Paste.     46,371  ; 

Sept.  24. 
Jewel  Tea  Co.,  Inc.,  Central  Valley.  N.  Y..  and  Barrington, 

III      Jewel  Jell.     For  Gelatin   Dessert.     46,372 ;   Sept. 

24. 
Kemp  E   F..  Inc..  Somprville.  Mass.    Kemp's  Cream  Fudge. 

For  Cream  Fudge  Candy  Filled  with  Walnuts.     46,873  ; 

Sept.  24. 
Kemp,  K.  F.,  Inc.,  Somervllle,  Mass.     Kemp's  Cream  Pe- 

nuche      For  Cream  Penuche  Candy  Filled  with  Walnuts. 

46.374  ;  Sept.  24. 
Kolorkraft  Company.     (See  Wilson,  Walter  E.) 


Lipton,  Thomas  J.,  Inc..  Hoboken,  N.  J.,  Chicago,  111.,  and 
San  Francisco,  Calif.  Lipton  Eight  Individual  Tea 
Bags  (Red  and  Yellow).     For  Tea.     46.375;  Sept.  24. 

Lipton,  Thomas  J.,  Inc.,  Hoboken,  N.  J..  Chicago,  111.,  and 
San  Francisco,  Calif.  Lipton  Twenty  Individual  Tea 
Bags  (Yellow  and  Red).     For  Tea.    46.376;  Sept.  24. 

Lobl  Mfg.  Co.,  Middleboro,  Mass.  Lobwell.  For  Electric 
Heating  Pads.     46,877  ;  Sept.  24. 

Madera  Winery.      (See  Arakelian.  K.,  Inc.) 

Mead  Johnson  &  Companv,  Evansville.  Ind.  Pablum.  For 
Pre-Cooked  Cereal.     46.378  ;  Sept.  24. 

Minerva  Wax  Paper  Co.,  Minerva.  Ohio.  Compact  Food 
Wrap.  For  Inner  Wrapping  Paper  for  Butchers.  Gro- 
cers,  Delicates.sens  and   Bakers.      46.379  ;    Sept.   24. 

Morrell,  John,  A  Co.,  Ottumwa,  Iowa.  Morrell  Pride 
Meats.     For  Meats.     46.380;   Sept.  24. 

National  Grocery  Company,  doing  business  as  Reliance 
Pure  Foods,  Seattle,  Wash.  Reliance.  For  Coffee. 
46.881  ;  Sept.  24. 

Pacific  Fruit  A  Produce  Co.,  Seattle,  Wash.  Hieland  Las- 
sie.    For  Fresh  Cherries.     46.382  ;  Sept.  24. 

Pepper,  Dr.,  Company,  Dallas,  Tex.  Clab-Lithla.  For  a 
Soft  Drink.     46,383  ;  Sept.  24. 

Perkins  Products  Co.,  Chicago,  111.  Kool-Ald.  For  Pre- 
pared Powder  for  Making  Soft  Drinks  and  Ice  Cream- 
Sherbet.     46.884-5-  Sept.  24. 

Proven  Products  Co..  Bakersfleld.  Calif.  Cream  of  Nature 
Products.  For  Hair  and  Scalp  and  Skin  Culture*. 
46,386  ;  Sept.  24. 

Rath  Packing  Company,  The,  Waterloo,  Iowa.  Kom 
Kountry.     For  Sliced  Bacon.     46.387;  Sept.  24. 

Reliance  I*ure  Foods.      (See  National  Grocery  Company.) 

Sargis,  Yacob  A.,  M.  D..  Cleveland.  Ohio.  Russian  Dia- 
betic Tea.     For  Russian  Diabetic  Tea.     46.388  :  Sept.  24. 

Standard  Bleacherv  and  Printing  Co.,  Tlic.  Carlton  Hill, 
E^ast  Rutherford.  N.  J.  Swanpruf.  For  Bleaches,  Dyes 
and  Finishes.     46.389  ;  Sept.  24. 

Wilson,  Walter  E.,  doing  business  as  Kolorcraft  Company, 
Detroit,  Mich.  Junior  Metal  Working  Shop.  For  Metal 
Working  Tools  for  Educational  and  Amusement  Pur- 
poses.    46.390  :  Sept.  24. 

Wrlgley,  Wm.,  Jr.  Company.  Chicago.  III.  Wrlgley's 
Spearmint.     For  Chewing  Gum.     46,891  ;  Sept.  24. 


LIST  OF  REGISTRANTS  OF  PRINTS 


Duplex  Motor  Development  Corporation,  Springfield.  N.  J. 

EflJciency  with  Economy.     For  Motor  Duplex  Auxiliary 

Atomisers.      15.398;   Sept.  24. 
Oneral    Mills.    Inc.,    Minneapolis,    Minn.      Betty    Crocker 

Will    Give    $2,500    in    Cash    Free!      For    Cake    Floor. 

16,399  :  Sept.  24. 
General  Mills.  Inc.,  Minneapolis.  Minn.     Sandwiches  Make 

the  Picnic!      For  Bread.      15.400;   Sept.   24. 
Lobl  Mfg.  Co.,  Middleboro,  Mass.     Amazon.     For  Electric 

Renting  Pad-.     16  401  :  Sept.  24. 


Ramsey  Accessories  Manufacturing  Corporation,  St.  Louis. 
Mo.  Ramco  Motor  Overhaul.  For  Piston  Rings  and 
Piston  Skirt  Expanders.     16,402  ;  Sept.  24. 

Sheeran.  James  J..  Brooklyn,  N.  Y.  The  Pipe  With  the 
Foot-Rule  Stripe.     For  Pipe.     15.403  ;  Sept.  24. 

Virginia-Carolina  Chemical  Corporation,  Richmond,  Va. 
35  Million  Tons  of  Experience  Back  of  Every  Bag.  For 
Fertilizer.     15.404  ;  Sept.  24. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS   1 

Rocks,  slabs,  and  marblp,  Rough-quarried.  Morettl  Har- 
rah  Marble  Co.     108,-^^6  ;  renewed  Jan.  25.  1936. 

Seeds.  Farm.  Sloax  City  8eed  Company.  328.847;  Sept. 
24;  Serial  No.  365.578;  publi.-^hed  July  16.  1935. 

Textile  fibres  In  staples,  Artlfl«ial.  Socleta'  Anonlma 
Snla-V'lsco.«ia,  Socleta"  Naiionale  Industrla  Appllcazlonl 
VlBCtisa.  328.350-1:  Sept.  24;  Serial  Nos.  363,124-6; 
published  July  16,  1935. 

CLASS  2 

Boxes,  cartons,  and  wrappers.  International  Mailing  Tube 
anl  Wrapper  Company.  328.333  ;  Sept.  24  ;  Serial  No. 
365.886;  published  July  16.  1935. 

Couf-tubes  for  receiving  yarn,  thread,  and  twine  In  wound 
condition.  H.  L.  Tiffany.  107,398  ;  renewed  Nov.  23. 
1936. 

Cups  and  peper  containers,  Paper.  LUy-TuUp  Cup  Cor- 
poration 328.328.  Sept.  24;  Serial  No.  854,763;  pub- 
li.-^heU  July  16,  1935. 

CLASS  8 

Handbags.  pocketbOOka.  purses,  etc..  Ladies'.  B.  Stember. 
328,376;   Seat.  24;  Serial  No.  365,487;  published  July 

18,  1935,       1 

CLASS  4 

Bla>klng    used    In   the   manufacture   and    repair   of   boots 

and  sho*^.      Boston  Blacking  &  Chemical  Co.     328.309  ; 

S^-pt.    24;   Serial   No.   3»>4. 535  ;   published  Julv   16.   1935. 
Cleaner,  Hand.    C^dahy  Facklnij  Company.     828.304  ;  Sept. 

24  ;   Serial   No    364.281  ;   publlabefi    July   16.   1935. 
Cleaner,   Ru«  and  Carp»t.     !>.   VV.  Taylor.     328.317  ;  Sept. 

24;   Serial   No.   362.157;    published  July   16.   1985. 
Clean»"r.  Wall  paper.     Absort-ne  ManufacturiuK  Company. 

328.277;    Sept.   24;   Serial   No    364.316;   published   July 

16.  1935. 
Cleaning    compound    for    gla.<!8.      Atlas    Supply    Company. 

328.307  ;  Sept.  24  ;  Serial  No.  864.410  ;  published  July  2, 

19,35. 
Cleaning   preparation    for    the   hands.      T  &  T   Company 

328,3ft8 ;    Sept.    24    Serial    No     36.0,045  ;    published    July 

16.  1935. 
Corundum.  Artificial.     E    Moyat.      106.248  ;  renewed  Oct. 

19,  1935. 

Detergent  being  a  cleansing  and  watfr-softening  compound. 
Calgon.  Inc.  328.387  8:  Sept.  24;  Serial  Nog.  358,719- 
20  ;  published  July  2.  1935. 

Polish.  Shoe.  Morrison  Atlas  Products,  Inc.  828,305; 
Sept.  24  ;  Serial  No.  364.348  :  publl.thed  July  2,  1935. 

Shaving  cr^am  A.  A.  Oestrplch.  328,3.')6  ;  Sept.  24;  Se- 
rial No.  337,977;  published  July  18,    19;i3. 

Shavlns;  crvam.  shaving  powder,  shaving  paste,  etc.  Amer- 
ican Saft'ty  Rjizor  Corporation  328.430;  Sept.  24;  Se- 
rial No.  364,654  :  published  July  9.  1935. 

Soap.  Getx-All  Products  Co.  328.327  ;  Sept.  24  ;  Serial 
No.  354.204  :  published  July  2.  1935. 

Soap,  soap  powder,  clpanser,  etc..  Liquid.  Theo.  B.  Robert- 
son   Soap   Co       107.012;    renewed   Nov.   9.    1935. 

Soaps.  Lockwood  Braok'^tt  Co.  328.308  ;  Sept.  24  ;  Serial 
No.  364.480  :  published  July  2.  1935. 

Soaps  and  soap  chips.  Colgate  4  Co.  107.880;  renewed 
Jan.  4.  1936. 

Steel  wool.  Eagle  Steel  Wool  Company  328.422;  Sept. 
24;  Serial  No.  364.813;  published  July  9,  1935. 

CLASS  6 

Antl.oeptics.  Dr.  E.  Rltsert.  107,098:  renewed  Nov.  9, 
1935  ,  ,       .       _. 

Cosmetlques.  Cosmetique  Laboratonet  of  America. 
328,326  ;  Sept.  24  ;  Serial  No.  354,192  ;  published  July 
16.  1935.  ^    ^ 

Cream,  Cold.  Richard  Hudnut.  108.166;  renewed  Jan. 
18.  1936  „     .        ^ 

Hypnotic  and  sedative  preparations.  Farbwerke  vorm. 
Mtister  Lucius  4  Brtining.  107,489  ;  renewed  Dec.  7, 
1935 

Lotion,  Toilet.  H.  S.  Orove.  328,434  ;  Sept.  24  ;  Serial 
No.    364,958  :    published   July   16,    1935. 

Perfumes,  toilf't  waters,  powders,  etc.  Caron  Corpora- 
tion .328,427  ;  Sept.  24  ;  Serial  No.  364.761  ;  published 
July   16.   1935.  ^,  .,    r    v. 

Pharmaceutical  preparations.  Liquid.  McNeil  l.aborator- 
{("t  Inc  32«,401  ;  Sept.  24;  Serial  No.  365,207;  pub- 
lished July  16,  1935.  ^^^  ^     ^ 

Pills  Kidney.  A.  E.  B»  sosa.  106.524 ;  renewed  Aug. 
3.  'l935.  ,  ,     ^ 

Poultrv  and  stock  wormer  and  tonic  and  a  stock  spray. 
American  Beauty  Five.  328.393;  Sept.  24;  Serial  No. 
355.6.54  :   publl-hed  July   16.   1935. 

Powder.    Fare.      W.   I..    Schults.      104.752  ;   renewed    June 

15    1935 
Rem^-dles  for  diseases.     Chemise  he  Fabrik  Relsholi  Gesell- 
schaft    mit    beachrftnkter    Haftung.      106.213;    renewed 

Salve  for  croup,  pneumonia,  etc.  Brame  Drug  Company. 
108.339  ;  renewed  Feb.  1,  1936. 

viii 


Shampoos  and  antLseptic  preparations.  M.  M.  Rosenberg. 
328,280  ;  Sept.  24  ;  Serial  No.  861,694  ;  published  Apr. 
23,  1935. 

Solution  used  in  etching  off.set  lithographing  metal  sheets. 
Sanlin  Offmt  Press  Mfg.  Corp.  32s, 408  ;  Sept.  24 ; 
Serial  No.  3«.->.J6«  ;  published  July  16.  1935. 

Tablets  for  i>ain.  headaches,  etc..  and  a  medicinal  oint- 
ment for  chest  colds,  etc.  P.  Grabel.  328.297  ;  Sept. 
24  ;  Serial  No.  364.181  ;  publUhe<l  July  16.  1935. 

Vaginal  JHly.  Knox  Company.  328,431  ;  Sept.  24;  Serial 
No.    364.994;    puldished   July    16.    1936. 

Wetting  agents.  American  Cvanamid  &  Chemical  Corpora- 
tion. 328.815;  Sept.  24;  Serial  No.  862,062;  publlahed 
Apr.  23,  1935. 

CLASSES  6  AND  46 


Baking     powder     and     cream     tartar. 
108.378 ;  renewed  Feb.  8.  1986. 

CLASS  10 


Allen     k     Lewis. 


Fertiliaer.    W.    E.    Lenk.      828,381  ;    Sept.    24 ;    Serial    No. 

365.570;  published  July  16.  1935. 
Fertilliers.        Alexandria      Fertlli«er     k     Chemical     Co. 

106,278  ;  renewed  Oct.  19.   1935. 

CLASS  12 

Asphaltum.      Standard   Oil   Company.     108,876 ;   renewed 

Feb.  15.  193ti. 
Cellulose  fibre  filler.     A.  S.  Boyle  Company      328.270  ;  Sept. 

24;   Serial  No.  363.742;   published   July   2.   1935. 
Cement   for  forming   furnace  linings,   Fire  resisting.      Pll- 

brico  Jolntless  Firebrick  Company       328.438;  Sept.  24; 

Serial  No.  364,970;  published  July  16.  1985. 
Clay  ware.     Special     process     lU'htwel^bt.       Whltacre    En- 
gineering   Company.       828.334  ;     Sept.    24 ;    Serial    No. 

365,863;  published  July  18.  1936. 
Plastic    cementltlous    material.      I'ecora    Paint    Company. 

328.397  :   Sept.   24  ;    Serial   No.   366, 0<U  ;    published  July 

16,  19.'^5. 
Refractories  and  other  structural  specialties.     G.  F.  Sterne 

k  Son.s.  Limited.     328.299  ;  Sept.  24  ;  Serial  No.  804,208  ; 

published  July  16.  1935. 
Rouf-coverlng.       Warren  Ehret     Company.       105.452 ;     re- 
newed July  27.  1935. 
Roofing,  rooflngrelt,  and  roofing-cement.  Ready.     Warren- 

Ehret  Company.     106.273  ;  renewed  Oct.  19,  1985. 
Weather-strips.     American  Metal  Weather  Strip  Company. 

328,367  :    Sept.   24  ;    Serial   No.    365,4:!4 ;    published   July 

16,  1986. 

CLASS  13 

Chain    lugs   and    plates.    Vehicle    tire.      Hlpkins    Traction 

Dtjvlce     Company.        328.266 ;     Sept.     24  ;     Serial     No. 

363. 6S4  ;  published  July  2.   1936. 
Hollow  ware.  Enameled  metal.     Moore  Enameling  k  Mfg. 

Co.     328.289  ;   Sept.  24  ;  Serial  No.   364,635  ;  published 

July  16.  193.->. 
Lock    nuts.       Renohtite    Spring    Nut    Company.      828.374  ; 

Sept.  24;   Serial   No.  366.481;   published  July   16,   1935. 
Lock  washers,  screws,  lock  nuts,  etc.     Illinois  Tool  Works. 

328,399  ;   Sept.  24  ;   Serial  No.  866,135  ;   published  July 

16,  1935  „  „  , 

Nozzles,    Spray.     Carter   Products  Corporation.     828,441  ; 

Sept.  24.  ... 

Pipes  and  tubes;  connecting  unions  and  nipples  for  pipea 

and  tubea  ;  etc..  Metal.     H.  Wunburger.    828,358  ;  Sept. 

24:  Serial  No.  363,193;  published  July  16,  1935. 
Screws,    carriage,    bolts,    nuts,    etc.,    Cap.      Atlas    Bolt    k 

Screw  Co.     328.263  ;  Sept.  24  ;  Serial  No.  363.421  ;  pur>- 

llshed  July  2.  1935.  „  , 

Toilet      seats.        Electric      Steam      Sterllliing      Company. 

328.416  ;   Sept.  24  ;  Serial  No.   865,372  ;  published  July 

16,  1936. 

CLASS  14 

Aluminum,  magnesium,  and  aluminum-magnesium  allocs. 
Matfnallum  Industrie  Oesell.'Chaft  m.  b.  H.  106,877; 
renewed  Nov.  2,  1985. 

CLASS  15 

Gasoline,  lubricating  oil,  and  lubricating  grease.  H. 
Spears.  328.265  :  Sept.  24  ;  Serial  No.  868.675  ;  pub- 
lished July  9.  1935  .^     w  »    k 

Greases  and  lubrl<atlng  oils.  Lubricating.  New  York  Lub- 
ricating Oil  Companv.     106.793  ;  renewed  Oct.  26,  1935. 

Oil  Penetrating  and  luhric  atlng.  Viscosity  Oil  Company. 
828.262;   Sept.  24;  Serial  No.  863,415;  publlahed  July 

2-  ''''■  CLASS  16 

lished  .Tuiy  9.  1935. 
Paint       Metalkote.    Inc.      328.276;    Sept.    24;    Serial    No. 

362  749  ;  published  July  9.  1936.  „^     ^ 

Paints       Indianapolis   Paint   k  Color   Co.      328. 33^  :   Sept. 

24  :  Serial  No.  366.732  ;  published  July  16.  1935. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


IX 


Palnti,  paint  primers,  paint  enamels,  and  lacquers.  Pitts- 
burgh Plate  Glass  Company.  828.882  ;  Sept.  24  ;  Serial 
No    366.574  ;  published  July   16.  1936. 

Paints,  varnishes  and  enamels.  Landzettel  k  Sons.  Inc. 
828.261  ;  Sept.  24  ;  Serial  No.  363,397  ;  pubUahed  July 
9    1985 

Polish.  A.  Smith.  828.267  ;  Sopt.  24  ;  Serial  No.  363,723  ; 
published  July  9,  1935. 

Solvent,    Terpene    hydrocarbon.      Hercules    Powder    Com- 

fany.     828.330  ;  Sept.  24  ;  Serial  No.  365,944  ;  published 
uly  16,  1935. 
Wax,  Liquid.     M.  D.  Hauler.     328,811  ;  Sept.  24  ;  Serial 

No.  359,888;  published  July  16.  1936. 
Wax,    prepared    wax,    wood-aye,    etc..     Powdered.     S.    C. 
Johnson  k  Son.     106,108  ;  renewed  Oct.  12,  1935. 

CLASS  17 

ClM«n.  Harry  Bloom's  Natural  Bloom  Inc.  828,405-6  ; 
iKpt.    24 ;    Serial   Nos.    865,243-4  ;    published    July    18. 

1936. 

Cigars.  Webster  Elisenlohr  Inc.  328,852;  Sept.  24;  Se- 
rial No.  363,132;  published  July  1,  1936. 

Cigars,  cigarettes,  and  cut  tobacco.  Partlculares,  8.  A. 
828,283  ;  Sept.  24  ;  Serial  No.  861,181 ;  published  July 
16,  1936. 

Cigars,  cigarettes,  tobacco  and  snuff.  Brown  k  William- 
son Tobacco  Corporation.  328,346;  Sept.  24;  Serial 
No   865,596  ;  published  JdJjr  18.  1935. 

CLASS  19 

Gears.  Steering.  International  Motor  Company.  828.409  ; 
Sept.  24;  Serial  No.  365.296;  published  July  16,  1986. 

CLASS  21 

Electrical  apparatus  and  supplies.     Brlggs  k  Stratton  Co. 

102.033  :  renewed  Jan.  26.  1935. 
Friction  tape  and   rubber  insulating  tape.     Jenkins  Bros. 

828,316  :   Sept.  24  ;   Serial  No.  362.741  ;  published  July 

16.  1936. 
Switch  levers,  armatures,  etc.     B.   F.  Goodrich  Company. 

828.889  ;  Sept.  24  ;  Serial  No.  858,691 ;  published  July 
16,  1935. 

Wire  for  electrical  apparatus.  Sirian  Wire  and  Contact 
Company.  328,349  ;  Sept.  24  ;  Serial  No.  368.068  ;  pub- 
lished July  16.  1985. 

CLASS  22 

Fish  lures.  Artificial.     J.  Nelson.     328.437;  Sept.  24. 
Game,  Card.      M.  P.  Buckley.     328.821  ;   Sept.  24  ;  Serial 

No    362.940  ;  published  July  16,  1936 
Golf  balls.     Dunlop  Rubber  Company.     328,336  ;  Sept.  24  ; 

Serial   No.   365. i98 ;  published   July   16,    1936. 
QoU  balls.     Worthington  Ball  Company.     328,445  ;   Sept. 

24-  .    „ 

Strings  for  tennis  and  other  rackets.     C.  Saladino  k  Sons, 

Inc.      328.435  ;   Sept.  24  ;   Serial  No.   364.931  published 

July  16.  1986. 
Toy     metal     construction     outfits.       T.     B.     Morehouse 

328,337  ;  Sept.   24  ;  Serial  No.   365,773  ;  published  July 

16.  1985. 

CLASS  23 

<3rlnder8.  corn-mills,  and  coffee-mills.  Corn.  Landers, 
Frary  k  Clark.     106,112;  renewed  Oct.  12^   1936. 

Machine  for  aerating  granular  material.  Jeffrey  Manufac- 
turing Company.  328.302 ;  Sept.  24 ;  Serial  No. 
364.232  ;  published  July  16.  1935. 

Razor  blades.  Safetv.  Otto  Roth.  Inc.  328.310  ;  Sept.  24  ; 
Serial  No.  869.482  ;  published  Feb.  26.  1935. 

Razors  and  safetv  razor  blades.  Safety.  Continental  Blad^* 
CoriK)ration.  '328.345 :  Sept.  24 ;  Serial  No.  365,604 , 
published  July  16,  1985. 

Scissors   and    snears.      Clayton   Manufacturing   Company. 

328.890  ;  Sept.  24  ;  Serial  No.  358.418 ;  published  July 
16.  1935. 

Wrenches.  Bridgeport  Hardware  Manufacturing  Corpora- 
tion. 328.368  ;  Sept.  24  ;  Serial  No.  365,437  ;  published 
July  16,  1936, 

CLASS  26 

Apparatus  for  recording  the  deviation  of  a  well  hole  from 

the  vertical.     Technical  Oil  Tool  Corporation.     828.420  ; 

Sept.  24  :   Serial  No.  364.840  ;   published  July  16.   1935. 
Cameras,  Photographic.     Levy-Roth  G.  m.  b.  H.     107,076  ; 

renewed  Nov.  9.  1935. 
Instrument     for     recording    bumidltv     and    temperature. 

JuUen  P.  Fries  k  Sons.  Inc.     828,S48  ;  Sept.  24  ;  Serial 

No.   365,620  ;   published  July   16.   1935. 
Measuring    and    scientific   appliances    and    parts    thereof. 

Carl  Zeiss.      106.131-2;   renewed   Oct.    12,    1935. 
Nose   pads   for   eyeglass   and   spectacle   frames.      Artcraft 

Optical  Co.  Inc.     328  404  ;  Sept.  24;  Serial  No.  365,289  ; 

published  July  16,  1935. 
Photographic   apparatus  and   supplies.     Neue   Photograh- 

Ische     Gesellschaft     Aktiengesellschaft.      106,478;     re- 
newed Oct.  19,  1935 
Thermostats.     Penn  Electric   Switch  Co.      328,322;   Sept. 

24;  Serial  No.  852,886:  published  Aug.  14,  1934. 

CLASS  27 

Watch  cases,  watches,  and  watch  movements.  Gruen 
Watch  Company.  328,380 ;  Sept.  24 ;  Serial  No. 
365,560;  published  July  16,  1936. 


CLASS  28 

Chains  and  other  Jewelry.     J.  Rosenfeld.     328.314  ;  Sept. 

24  ;  Serial  No.  862.043  ;  published  July  16.  1986. 
Flat-ware.   Silver-plated.      International    Silver   Company. 

328,332  ;   Sept.  24  ;  Serial  No.  365,887  ;  published  July 

18,  1935. 

CLASS  29 

Brush.     Tooth     powder.        Noxacid     Laboratories,      Inc. 

828,284  ;  Sept.  24 ;  Ssrial  No.  364,662  ;  published  July 

18,  1935. 
Mops.     W.  C.  Ely.     828.344  Sept  24  ;  Serial  No.  865,610  ; 

published  July  16,  1935. 

CLASS  31 

Refrigerators  and  meat  and  vegetable  refrl^ratlng  cool- 
ers or  cases.  Grocery.  Plggly  Wlggly  Corporation. 
328,264;  Sept.  24;  Serial  No.  383,566;  published  July 
9,  1936. 

CLASS  82 

Pads  and  covers,  Seat.  American  Cover  Corporation. 
328,312  ;  Sept.  24 ;  Serial  No.  360,339  ;  published  July 
16,  1936. 

CLASS  34 

Boilers  and  burners.  Oil  and  gas.  Oil  Well  Supply  Com- 
pany. 328,273 ;  Sept.  24 ;  Serial  No.  363,015 ;  pub- 
lished July  9,  1935. 

Boilers,  Range.  General  Water  Heater  Corporation. 
828,282  ;  Sept.  24  ;  Serial  No.  361,314  ;  published  July 
16.  1935. 

CLASS  85 

Hose,  Linen.  Chas.  Niedner's  Sons  Company.  828,868 ; 
Sept.  24;  Serial  No.  365.390;  published  July  16,  1935. 

Packings,  and  jointings.  Engine  and  machinery.  Beldam 
Packing  k  Rubber  Co.  828.301  ;  Sept.  24  ;  Serial  No. 
364,220  ;  published  July  16,  1935. 

Packings,  Engine  and  machinery.  Beldam  Packing  k  Rub- 
ber Co.  328,300  ;  Sept.  24  ;  Serial  No.  364.219  ;  pub- 
lished July  16,  1935. 

Tires  and  tubes.  Pneumatic  rubber.  Pharla  Tire  and 
Rubber  Company.  328.354  ;  Sept.  24 ;  Serial  No. 
838,294;  published  July  16,  1936. 

CLASS  36 

Drums,    cornets,    bugles,    etc.     Fred.    Gretsch    Mfg.    Co. 

328.877  ;  Sept.  24  ;  Serial  No.  365,616 ;   published  July 

16,  1935. 
Musical  instraments.     Everett  Piano  Company.     328,432  ; 

Sept.  24;  Serial  No.  364.990;  published  July  16,  7936. 

CLASS  37 

Indexes,    Card.      McBec    Company.      328.414  :    Sept.    24 ; 

Serial    No.    865.841  ;    published    July    16,    1935. 
Paper,  cards,  paper  for  box  coverings,  etc.     Bradner  Smith 

k  Company.      328,428  ;    Sept.   24  ;    Serial    No.    364,757  ; 

published  July  16.  1935. 
Paper,    envelopes    and    book    covers.    Wax    and    wrapping. 

Raeqnette   River  Paper   Company.      828.824  :    Sept.   24  ; 

Serial  No.  352,923  ;   published  July  16,   1936. 
Paper      napkins.        Daniels      Manufacturing      Company. 

328,436  :   Sept.  27  ;  Serial  No.  365.994  ;  published  July 

16.  1935 
Paper,  napkins,  towels,  etc..  Toilet.     Badger  Tl8.<!ue  Mills. 

828.269  ;   Sept.  24  ;  Serial   No.  863,738  ;  published  May 

21,  1985. 

CI^ASS  88 

Columns  published   in   newspapers,   map:azines.   and   other 

periodicals.     F.  M.  Kelly.     328.371  ;  Sept.  24;  Serial  No. 

865,469;  published  July  16.  1936. 
Magazines.     .Association  of  the  Junior  Leagues  of  America, 

Inc.     828,381  ;  Sept.  24  ;  Serial  No.  365,926  ;  published 

Julv  16,  1935. 
PertodicaL       Electro    Metallurgical    Company.       328,836 ; 

Sept.  24  ;  Serial  No.  866,841  ;  published  July  16,   1986. 

CLASS  39 

Frocks   and    dresses.      Joseph    S.    Cohen    k  Sons   Co.   Inc 

828,295  ;  Sept.  24 ;  Serial  No.  364.089  ;  published  June 

25.  1936. 
Garments.     J.  A.  Livingston  Incorporated.    828.296 ;  Sept. 

24  ;  Serial  No.  364.101  ;  published  June  26.  1935. 
Garments    or    suits    for   children.    Outer    one-piece.      Levi 

Strauss  k  Company.     108.404  ;  renewed  Feb.  8.  1936. 
Hosiery.     American  Hosiery  Mills.     328.438  ;  Sept.  24. 
Hosiery.    Bear  B  and  Hosiery  Co.    328.449  :  Sept.  24. 
Hosiery  for  women.     Cooper,  Wells  &  Company.     328,429 ; 


Sept.  24  ;  Serial  No^  364,716  ;  publls_hed  June  25.  1985. 
osierv  for 
Sept.  24 


Hosiery  for  women.     Cooper 


ri6  ;  pu 
.  Wells 


k  Company.     828.443  ; 


Neckties,    Men's.     McCurrach   Organisation    Incorporated. 

328.446  ;  Sept.  24. 

Shirts.  Men's  (iress.    Standard  Overall  Company.    828.442  ; 

Sept.  24. 
Shoos.    Infants'.     C.   W.   Chesbrough.      107.063 ;    renewed 

Not.  9.  1935. 
Stocking  protector.     SchoU  Mfg.  Co.     328.451  :  Sept.  24. 
Undergarments,   Women's.      Dube   Undergarment    Co.    Inc. 

328.447  :  Sept.  24. 

Underwear  for  men  and  lK)yB.  Globe  Knitting  Works. 
328.293  ;  Sept.  24  ;  Serial  No.  363.756  :  published  July 
2.  1936. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


Underwear    for    women.      Strutwear    Knitting    Companv. 

328.290  ;  Sept.  24  ;  Serial  No.  3G3.727  ;  published  July  2, 

1935. 
Underwear,    suits,    hats,    etc.      Arkwright    Merchandising 

Corporation.     328,444  :  Sept.  24. 

CLASS    42 

Cotton  and  rayon  piece  goods.  Strauss  Textiles,  -Inc. 
328.450  ;  Sept.  24. 

Linings,  Cottou-warp  worsted.  Lesher,  Whitman  k  Co. 
Inc.     108.523;  renewed  Feb.  15.  1936. 

Piece  goods  and  dre.^s  fabrics.  Lesher.  Whitman  &  Co. 
Inc.     108.624;  renewed  Feb.  15,  1936. 

Plpce  goods,  draperle.x,  metal  ribbons  and  laces,  etc.  Nera- 
WVt  Corporation  of  America.      328,440  ;    Sept.  24. 

Wooh'D  and  mohair  piece  goods  and  piece  goods  of  cer- 
tain named  combinations.  (Joodall  Worsted  Co. 
108,511  ;  renewed  Feb.  15.  1936. 

CLASS  43 

Thn  ai  and  yarn.     Beldlng  Hemlnway  Company.    328,448  ; 

Sept.    24. 
Tarn,    thread,    and    twine   and    wound    packages   thereof. 

H.  L.  Tiffany.     105.767  ;  renewed  Aug.  17,  1935. 

CLASS  44 

Dental,  medical,  and  surgical  appliances.  Fabrlque  de  Ma- 
chines •  .Mikroii'  S.*A.     108.551  ;  renewed  Feb.  15,  1930. 

Surgical  dr«".s8in«.s.  Stabury  &  Johnson.  108,371-2  ;  re- 
newed Feb.  1.  1936. 

CLASS  45 

Cider,  einger-ale,  grape-Juice,  etc.  Berdan  and  Company. 
105,643  ;  renewed  Auu.  10.  1935. 

CLASS  46 

Anchovies,  fllets  of  anchovies  in  olive  oil,  and  olives  stuffed 
with  anchovies  preset  ved  In  salt  brine.  La  Pesquera 
del  Norte  de  K.^paua.  S  A.  328.287;  Sept.  24;  Serial 
No.  364,631  ;  publKshed  July  16,  1935. 

Bread.  A.  C.  Thomayer.  328,313;  Sept.  24;  Serial  No. 
.162.000  :   published   July   16.   1935. 

Butter  Springfield  Creamery  Co.  106,063;  renewed  Sept. 
21.   1935 

Cake.  S  G'lmpert  Co.  Inc.  328^,426;  Sept.  24 .i^  Serial 
No.  3f>4.773  ;  published  July  16.  1935. 

Candy  Glade  Candv  Company.  328.288:  Sept.  24;  Se- 
rial  No    36:?, 708  ;   published   July    16.   1935. 

Candy.  Swpet.s  Companv  of  America,  Inc.  328.319  ;  Sept. 
24;  S»Tial   No    3«2.71»i:  published  July  16.  1935. 

Cann^•d  fruits.  Greshain  Berry  Growers,  Inc.  328.385-6; 
Sept.  24;  Serial  Nos.  363.048-9;  published  July  16, 
1935.  ^      „     .„ 

Cannp<l  tomatoes  and  canned  tomato  paste.  L.  Zerlllo. 
328,392;  Sept.  24;  Serial  No.  353,741;  published  Sept. 
11,   19.'?4. 

Coffee,  n.  L.  Caplan  and  Co.  328,306  ;  Sept.  24  ;  Serial 
No.  364. 37U  :   published  July  16,   1935. 

Coffee  and  chicory  compound.  Merchants  Coffee  Co. 
in8.36.S  ;  renewed  Feb.  1.  1936. 

E<Ulile  cotnposltlon  used  as  a  butter  substitute.  ElIU-Fos- 
ter  Company  328,391;  Sept.  24;  Serial  No.  357,048; 
publish^'d  July  16.  193.1. 

Feed  for  llvest.x  k  and  [loultry  feed.  Herrman  McLean 
Company.  328.2S1  :  Sept  24;  Serial  No.  361,416;  pub- 
lished Jiily  16.  19.35 

Foo.l  proilmt.s  for  dogs.  Victory  Packing  Company. 
32S  jyi      Sept.  24;   Serial  No.  363,731;  published  July 

16.  ig.-?,").  ,  „     ^ 

Fruits    fresh  deolduous  Xruits.  fresh  vetretables,  etc..  Fresh 

citrv'j-        S     E     Fm>co.      :^28,292;    Sept.    24;    Serial    No. 

363  752;   puhlishe.l   July  16.  1935. 
Grapes.     Olla   Fruir  »  ompany.     328.369;  Sept.  24;  Serial 

No    3f.5.440  ;  nuhlished  July  16.  1935. 
Ham     Mined   Smithfleld       C    H.    Leavell.     328,298;   Sept. 

24;    Serial    No     364.185:    published    June  4.    1935. 
Ice  cream  and  cake  confection.  Combination.     Target  Roll 

Corporation.      328.3:'.9 :    Sept.   24;    Serial   No.   365,671; 

puhlished  Julv  16,  1935.  „  ^^^      _     ^ 

Ice-cream    confections.      C.   R.    Niklason.      328.419;    Sept. 

24;   Serial   No    364.884;  published  July  16,   1935. 
Lard,   bacon,    hams,  etc.     Ogden    Packing  &  Provision  Co. 

107  5R2;  renewed  D«c.  14.  1935. 
Milk    and    cream.    Flui.l.       Dalrv    Sealed.    Inc       328.417  ; 

Sept    24-   Seiial    No.   304. 5,3'. (  ;   puMished  July    16.    1935. 
Olive    oil.    'a.     Corrao       .328.396:     Sept.     24;     Serial     No. 

35.''>.3.'52  :  published  July   16.   1935. 
Olive    oil    and    macaroni.      A.    Russo.      108.535;    r  aewed 

Feb    15.  1936  ^.     n-.-     o     ♦ 

Pop  corn.  Raw  or  utipoiped.  J.  W.  Steele.  328,3_.j  :  Sept. 
•_4  :   Serial   No     3.'.:;  :!i;ii  ;   published  Julv    16.    193.) 

Sausau'e  Eastern  Farm  Meat  Products  Ltd.  328,355; 
S.pr     -'4      S.rinl    No    3;?7,.''.87  :   publisbwl  July    1«'>.    i9;i.>. 

Svruu  corn  .-yrup.  niolaiwes,  etc..  Cane  and  maple  suxar. 
.\nieri.an  Svrup  A  Sorg'  urn  Co.  328.303;  Sept.  24;  Se- 
rial  No    :6-4.31'»:    Mi'lishe'    .Tiilv   16     193.''.. 

Svnips  crushed  fruits,  marshmallows,  etc.,  Flavoring. 
"S  B'ackiiiau  &  Co  32M.l.'78  :  ^ept.  24;  her.ai  i>o. 
3''1  871  ;   put)!ishe«l  July    16.    1935. 

Vr'.tahle  iuice^  and  mixtures  cf  vegetable  and  fnilt  Juices. 
C  Folti^  :'.2^,2n4;  Sept.  24;  Serial  No.  364,057;  pub- 
is'ie.l  July  16.   1935. 


Vesetablea,  Fresh.  Salinas  Valley  Vegetable  Exchange. 
328,340;  Sept.  24;  Serial  No.  865,666;  published  July 
16,  1936. 

CLASS  47 

Champagne,  Fine.     A.  Wlaner.     328,323  ;  Sept.  24  ;  Serial 

No.  :i5 1.441  ;  published  Aug.  28,  1934. 
Wine.     Roma  Wine  Company.     328.375  :   Sept.  24  ;  Serial 

No.    365,482;    published   July    16,    1936. 
Wines.     Pedro  Domecq  y  Cla.     328,360 ;  Sept.  24  ;  Serial 

No.  345,944;  Dubllshed  July  16.  1936. 
Wines.     Tb.  J.  Dubos  &  Fils  Freres.     328,394-6  ;  Sept.  24  ; 

Seiial  Nos.  353.506-6:   puhli^bed   Aug.  28,   19.34. 
Wines.     Fruit  Industries.  Ltd      328.359;  bept.  24;  Serial 

No.  344.590  ;  putdlshed  Jan,  16,  1934. 
Wines.      Julllard,    Incorporated.      328.358;    Sept.   24;    Se- 
rial No.  342.436  ;  publislied  Dec.  19.  1933. 
Wines.    A.  Wlsner     328.329  ;  Sept.  24  ;  Serial  No.  348,162  ; 

published  July    17.  19.34. 
Wines.      A.    Wlsner.      328,361-2  :    Sept.    24 ;    Serial    No«. 

348.153-4 ;     published     Nov.     13.     1934. 
Wines.       A.     Wlsner.      328,383 :     Sept.     24 ;     Serial     No. 

348,151  :  published  July  17,  1934. 
Wines.       A,     Wlsner.       828.384  ;     Sept.     24 ;     Serial     No. 

347,669  ;  published  June  5.  1934. 

CLASS  48 

Beer.  Brewing  Corporation  of  America.  328.276  ;  Sept. 
24  ;  Serial  No.  862,865  ;  published  July  9.  1936. 

CLASS  49 

Brandy.  Roma  Wine  Company.  328,411  ;  Sept.  24  ;  Serial 
No,   365,311;   published   July   16,   19.35. 

Brandy,  Kin,  whiskey,  and  otner  potable  distilled  spirits. 
United  Distillers  Corporation.  328,367  ;  Sept.  24  ;  Se- 
rial  No     342.086  ;    published   Dec.   12,    1933. 

Cognac.  IMcker  I.inz  imjwrters.  Inc.  .328,421;  Sept.  24; 
Serial   .No,   364,833;   puhlished    Julv    16,    1935. 

Cordial.  Alcoholic.  (J  F  Ueublein  k  Bro,  828,426; 
Sept,  24  ;  Serial  .No.  364,777  :  i)ubli.>he<i  July  16,  laa.*!. 

Cordials  and  liquetirs,  .\lcohollc.  L,  E,  Jung  A  Wulff 
Company,  32.s.28r)  :  Sept.  24;  Serial  No.  364,583;  pub- 
lished July   16,   1935. 

Cordials  or  liqueurs  A.  V.  Stansfeld,  328,418  ;  Sept.  24  ; 
Serial    No.    3e4,.S93 ;   published   July    16,    1935. 

Gin.  Distillers  Company  328.412-3;  Sept.  24;  Serial 
Nos.    365.328-9;    puhlished    July    16,    1936. 

Gin,  Kellv  Liquor  Company.  328,410;  Sept.  24;  Serial 
No.  3ti5  i9'.t  ;  puhlished  July  16,  1935. 

Gin.  Oldetyme  Distillers,  Inc.  328.402;  Sept.  24;  Serial 
No.  365.208,  published  July  16.  1986. 

Gin,  Oldetyme  Distiller-,  Inc  32S.403 :  Sept.  24;  Se- 
rial No.  365,210:  putillshed  July   16.  19;<6, 

Gin  K  L,  Sptdlman  Co  ;vjs  4<m>  ;  Sept.  24;  Serial  No. 
365.171;  published   Julv    U!     i;''.5. 

Gin  and  whiskey.  J  David  328.407;  Sept,  24;  Serial 
No,  365.247;  published  July  16,  19.35, 

Gin,  rye  whiskey,  corn  whiskey,  etc,  American  Distilling 
Company  328,272;  Sept.  24;  Serial  No,  363,878;  pul>- 
lished  July  9,  1935. 

Gin,  whiskey  and  brandv.  Walker's  of  Boston,  Inc. 
328,364-6  ;  Sept.  24  ;  Serial  Noa.  365,408-10  ;  published 
July  16.  1935. 

Liquors,  and  more  particularly  rum.  Distilled  alcoholic. 
Puerto  Rico  Dlstllliuk.'  Company,  328,348;  Sept.  24; 
Serial  No.  365,575;  puhlished  July   16,   1036. 

Whiskey.  Arrow  Distill- rles,  Inc,  328.279;  Sept.  24; 
Serial   No    361,868;    published   Apr,   9.   1935. 

Whiskey,  Booth's  Distilleries  Limited,  328,318;  Sept. 
24;    Serial  No,   362.401  ;   published   July   16,    1935 

Whiskey,  G,  F.  Henl.lein  A  Hro  328.424:  Sept.  24;  Se- 
rial No.  364.779;   puldlshed  July   16.   19.36. 

Whlfkey.  M<  Ke-snn  &  Robblns,  Incorporated.  328,372; 
Sept    24;  Serial  No    365.469;  published  July  16.  1935, 

WhL'key  McK'-sson  A  Rct.hins,  Incorporated.  328.415; 
Sept    24;   Serial    No    3t;.',  343  ;   publlsl  ed   July   16.   1985. 

WMikey.  OM' ryme  Distillers,  Inc.  328,274;  Sept.  24; 
Serial   No    363  (il6;   published   July  9.    1935. 

Whiskey.  01det\me  Distillers.  Inc.  328.373:  Sept.  24; 
Serial    No    36.'.  476  :    puhlished    July    16,    1935. 

Whi-key  Penn  Maryland  Corpoiatlon.  328,423:  Sept. 
"4      Serial   No    3f,4.7ST  ;    oublUhed   July   16,   1936. 

WiTiskey  .M  H  Trier  &  Company.  328.286;  Sept.  24; 
<<eria"l   No    3'>4  r.02  ;   pul)llslied  July  16.   1936. 

Wllskev      T    1'    T:ivlor  A  Company.     328,439  :  Sept,  24. 

Whiskey.  Hiram  Walker  A  Sons.  Inc.  328.271  ;  Sept.  24; 
Serial  No    36.'. 1)66  ;  published  July   16.  1935. 

Whiskey  gin  rum.  etc.  Continental  Distilling  Corpora- 
tion.   '.328.370;  Sept.  24:  Serial  No.  365.442:  published 

Whu/ey    iin.'rum.  etc.     J    Fnglander.     328.320  ;  Sept.  24  ; 

Serial   No     36J.87J  :  published  July  16.   1935. 
Whiskey    Kill    rum,  etc      F.  11.  Jackman  Co,     32H.341  ;  Sept. 

•J4     Serial   No.  36.'i.026  ;  published  July  16.  1935. 
Whiskey     gin,    rum,    etc.      F.    H.    Jackman    Co.      828.342; 

Sept    24     Serial  No.  365.628:  publl- hed  July  16,  1935, 
Whiskeys    'Distilled       Old      Dixie      DI' tilling      Company. 

328  378-9  ;   Sept.  24  ;  Serial  Noa.  365.524-5  ;  published 

July  16,  1936. 

CLASS  60 

Ladders  John  S.  Tilley  Ladders  Co.  106.382;  renewed 
Oct    19.  1986. 


'.    •  LIST  OF  LABELS 


Bireley's.      For     Dairy     Orange     Juice.     Bireley's     Inc. 

46.362  ;  Sept   24. 
Bond's   Sweet   Mixed   Pickles.      For  Sweet   Mixed   Pickles. 

Bond  Pickle  Company.     46.863  ;   Sept.  24. 
California  Belle.    For  Sherry.    K.  Arakellan,  Inc.    46,381 ; 

Sept.  24. 
Club-Llthla.      For   a   Soft    Drink.      Dr.    Pepper   Company. 

46,388  ;  Sept.  24. 
Compact    Food    Wrap.      For    Inner    Wrapping    Paper    for 

Butchers,  Grocers.  Delicatessens,  and  Bakers.     Minerva 

Wax  Paper  Co,     46.379  ;  Sept.  24. 
Cream  of  Nature  Products.     For  Hair  and  Scalp  and  Skin 

Cultures.      Proven   Producta   Co.      46.386;   Sept.   24. 
Delco-Remy  Service  Parts,  Condenser  Package.     For  Con- 
densers.     Delco-Remy    Corporation.      46,365  ;    Sept.    24. 
Famous    Pioneer    Beer.      For   Beer.      Bridgeport    Brewing 

Co.     46,364  ;  Sept.  24. 
FleLschmann's.      For    Sloe    Gin.      Fleischmann    Distilling 

Corporation.     46,366;  Sept.  24. 
Gilbert    Erector    Skyscraper    Set.      For   Toy   Construction 

Sets.     A.  C.  Gilbert  Company.     46,368  ;  Sept.  24. 
Hleland    Lassie.      For    Fresh    Cherries.      Pacific    Fruit    & 

Produce  Co.     46.382  ;  Sept,  24. 
Jewel  Jell.     For  Gelatin  Dessert.     Jewel  Tea  Co.     46,372  ; 

Sept.    24 
Jewel    T   Mayonnaise.      For  Mayonnaise.      Jewel   Tea  Co. 

46.370  ;    Sept,   24. 

Jewel  T  Peanut  Butter.     For  Peanut  Butter.     Jewel  Tea 

Co.     46.369  ;  Sept.  24. 
Jewel  T  Tooth  Paste.     For  Tooth  Paste.     Jewel  Tea  Co, 

46.371  :  Sept.  24. 

Junior  Metal  Working  Shop,  For  Metal  Working  Tools 
for  Ediicntlonal  and  Amusement  Purposes.  W.  E.  Wil- 
son.    46,390  ;  Sept.  24. 


Kemp's  Cream  Fudge.  For  Cream  Fudge  Candy  Filled 
with  Walnuts.     E.  F.  Kemp,  Inc.     46,373  :  Sept.  24. 

Kemp's  Cream  Penuche.  For  Cream  Penuche  Candy 
Filled  with  Walnuts.     E.  F.  Kemp,  Inc.     46,374;  Sept. 

Kool-Aid.  For  Prepared  Powder  for  Making  Soft  Drinks 
and  Ice  Cream-Sherbet.  Perkins  Products  Co. 
46,384-6  ;  Sept.  24. 

Kom  Kountry.  For  Sliced  Bacon.  Rath  Packing  Com- 
pany.    46,387  ;  Sept.  24. 

Llpton  Eight  Individual  Tea  Bags  (Red  and  Yellow). 
For  Tea.     Thomas  J.  Llpton,  Inc.     46.375;  Sept.  24. 

Llpton   Twenty   Individual   Tea   Bags    (Yellow   and    Red). 

For  Tea.     Thomas  J.  Llpton,  luc,     46,376  ;  Sept.  24. 
Lobwell.      For    Electric    Heating    Pads.      Lobl    Mfg.    Co. 

46,377  ;  Sept.  24. 
Morrell    Pride   Meats.      For  Meats.      John   Morrell  &,  Co. 

46.380;  Sept.  24. 

Pablum.  For  Pre-Cooked  Cereal.  Mead  Johnson  &  Com- 
pany.    46,378  ;  Sept.  24. 

Regal.  For  Ice  Cream.  Fosselman  Creamery  Company, 
46.367 ;  Sept.  24. 

Reliance.      For      Coffee.      National      Grocery      Company. 

46.381  ;  Sept.  24. 
Russian  Diabetic  Tea.     For  RuFsian  Diabetic  Tea.     Yacob 

A.  Sargis,  M.  D.     46,388  ;  Sept.  24. 

Swanpruf.  For  Bleaches,  Dyes  and  Finishes.  Standard 
Bleachery  and  Printing  Co.     46.389  ;   Sept.   24, 

True  Mark  Brand  Typewriter  Ribbon.  For  Typewriter 
Ribbons.     Ames  Supply  Co.  Inc.     46.360:  Sept.  24. 

Wiigiey's  Spearmint.  For  Chewing  Gum.  Wm.  Wrig- 
ley  Jr.  Company.     46,391  ;  Sept.  24. 


LIST  OF  PRINTS 


AmsEon.      For    Electric    Heating    Pads.      Lobl    Mfg.    Co. 

16,401  ;  Sept,  24. 
Betty  Crocker  Will  Give  $2,600  in  Cash  Free !     For  Cake 

Flour.     General  Mills,  Inc.     15.399  ;  Sept.  24. 
Efficiency    with    Economy.      For    Motor   Duplex   Auxiliary 

Atomisers.      Duplex    Motor    Development    Corporation. 

16.898;  Sept.  24. 
Ramco    Motor    Overhaul.      For    Piston    Rines   and    Piston 

Skirt    Expanders.      Ramsey    Accessories    Manufacturing 

Corporation.     16,402  ;  Sept.  24. 


Sandwiches  Make  the  Picnic !     For  Bread.     General  Mills, 

Inc,     15,400;  Sept.  24. 
The   Pipe   with    the   Foot-Rule    Stripe.      For   Pipe.     J.   J. 

Sheeran.     15,403  ;  Sept.  24, 
85  Million  Tons  of  Experience  Back  of  Every  Bag,     For 

Fertilizer.      Virginia-Carolina      Chemical      Corporation. 

16,404  ;  Sept.  24. 


LIST  OF  REISSUE  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  24th  DAY  OF  SEPTEMBER,  1935 

NOTi. — Arranged  In  accordance  with  the  first  Blenlflcant  character  or  word  of  the  name  (In  accordance  with  city  and 

telephone  directory  practice). 


Haas,  Louis  W.,  assignor,  by  mesne  assignments,  to  J.  R. 

Short  Milling  Company,  Chicago,  111.     Bleaching  agent 

and  preparing  bleached  bread  dough.     19,712;  Sept.  24. 
Hall.    Donald   A.,    San   Diego,   Calif.     Aircraft.     19,718; 

Sept.  24.    , 
Radio   Corporation   of   America.      (See   Shoup,   Allen,   as- 

■Ignor.) 


Short,  J.  R.,  Milling  Company.  (See  Haas,  Lonia  W.,  as- 
signor.) 

Shoup,  Allen,  Oaklyn,  N.  J.,  assignor  to  Radio  Corporation 
of  America.  Photophonographic  apparatus.  19,714 ; 
Sept.  24. 

Wach,  Hans,  Kllchberg-Zurich.  SwltBerland.  Combined  re- 
ciprocating engine  and  turbine.     19,715  ;   Sept.  24. 


LIST  OF  DESIGN  PATENTEES 


Lady's    sweater. 

Dress.  96,960 ; 
Y.  Dress.  96,961  ; 
Dress.  96,962  ;  Sept. 
Dress.     96,963  ;  Sept. 


Adams,  Wilbur  H.,  Cleveland  Heights,  assignor  to  Perfec- 
M  tion  Stove  Companv,  Cleveland,  Ohio.     Drum  section  for 

heating  stoves.     96,954  ;  Sept.  24. 
Adams,  Wilbur  H.,  and  C.  J.  Kessler,  Cleveland  Heifbts, 

assignors  to  Perfection  Stove  Company,  Cleveland,  Ohio. 

Heating  stove.     96,952 ;  Sept.  24. 
Adams,   Wilbur  H.,  and  C.  J.  Kessler.  Cleveland   Heights, 

•saignors  to  Perfection  Stove  Company,  Cleveland,  Ohio. 

Heating  stove.     96,953;   Sept.  24 
Baylls.  A.  W..  Co.     (See  Lien.  Jean  L.,  assignor.) 
Binder,  Louis.     (See  Terrell,  C.  M.,  and  Binder.) 
Blrnbaum,   Leon,   New   York,   N.  Y.     I^ce.     96,955;   Sept. 

Bovsen,  George  D.,  Philadelphia,  Pa.     Lace.     96,966 ;  Sept. 

^*J?,"1?X    Q«"<^<'   K.,    Wllmette,   111.      Insect   electrocutor. 

9b,95(  ;   Sept.  24. 
Chase,  Jules,  New  York.  N.  Y.     Lady's  combination  bras- 

slfere  and    trunks.      97,005 ;    Sept.   24. 
Concord  Fabrics.     (See  Ostow,  Kalman  I.,  assignor  ) 
Curtiss.  George  K..  and  C.  J.  Klein,  assignors  to  Ternstedt 

M.-jnufacturlng    Company,    Detroit.    Mich.       Automobile 

ra<llator  ornament  or  similar  article.     97,032  ;  Sept.  24 
Duvall,  Stanley  A.,  Edlnburg,  Tex.,  assignor  of  one-half  to 

L.    V.   Kuffln,   Louisville,  Ky.  .  Sadiron   stand.     96.958; 

Sept.  24. 
Epstein.    Bernard.    New    York,    N.    Y. 

96.U69;    Srpt.    24. 
Extrnct.    Maurice,    New    York,     N.    Y. 

Sept.  24. 
Extract.     Maurice,    New    York,    N 

Sept.  24. 
Extract.  Maurice.  New  York,  N.  Y. 

24. 
Extract  Maurice.  New  Yorkj  N.  Y. 

24. 

Fink.  Henry  W.     (See  Will.  C.  H.,  and  Fink.) 
Flier,  Leo,  Brooklyn,  N.  Y.     Jewelry  display  case.   97.006 ; 

Sept.  24. 
Frame,    Edirar    B,    assignor    to    Monarch    Manufacturing 

Works.  Inc.,  Pbllndclphla,  Pa.     Oil  burner  pumping  and 

control  unit.     96,964  ;  Sept.  24. 
Fuerst.  Edwin  W.,  assignor  to  Owens-Illinois  Glass  Com 

pany,  Toledo.  Ohio.     Cocktail  shaker.     96,965  ;  Sept.  24 
Fuerst,  EHwln  W..  assignor  to  Owens-Illinois  Glass  Com 

pany,   Toledo.  Ohio.     Cocktail  shaker  closure.     96,966 

Sept.  24. 
Gibson.  Jefferson  C.      (See  Kailer.  L.  G.,  and  Gibson.) 
Greenberg.    Joseph.    New    York.    N.    Y.      Dress.      97.007 

Sept.   24. 
Greenspan.  Abraham.   New   York.   N.  Y.     Dress.     96,967 

Sept.  24. 
Greenspan.   Abraham,   New  York,   N.  Y.      Dress.      96  968 

Sept.  24. 

Greenspan.   Abraham,  New  York,  N.  Y.     Dress.     96,969 

Sept.  24. 
Grom,    Vernon    R.,    Buffalo,    N.    Y.      Aeroplane.      97,008 

Sept.  24. 
Guttman,     Joseph,     New    York, 

96.970;   Sept.   24, 
Guttman,    Joseph.     New    York, 

96,971  ;   Sept.  24. 
Guttman.     Joseph.     New     York, 

96.972;   Sept.  24. 
Guttman,     Joseph.     New     York, 

96.973  ;    Sept.   24. 
Haddorff.   Carl    L.,    Rockford.    Ill 

Sept.  24. 
Haddorff,    Carl    L.,    Rockford,    111 

Sei)t.  24. 
Hacldorff.    Carl   L.,    Rockford.    III.      Piano    case.      96,976 

Sept.  24. 
Haddorff,   Carl   L..   Rockford,   III.      Piano    case.      96.977 

Sept.  24. 
Haddorff,   Carl    L.,   Rockford,   III.      Piano    case.     96.978 

S«pt.  24. 


N.    Y.      Knitted    dress 
N.    Y.      Knitted    dress 


N.     Y. 
N.     Y. 


Knitted     dress 
Knitted    dress 
Piano   case.      96,974 
Piano    case.      96.975 


Haddorff    Carl   L.,    Rockford,   III.     Piano   case.      96,979; 

Sept.  24. 
Haddorff,    Carl   L.,   Rockford,    111.      Piano   case.      96,980; 

Sept.  24. 

Uafner,  August.  Flushing,  N.  Y.  Textile  fabric.  96.981  ; 
E>ept.  24. 

Hamilton,  J.  T.  &  A.,  Company.  (See  Klhn,  Lawrence  J., 
assignor.) 

Hardy,  Charles,  New  York,  N.  Y.  Ash  stand.  96,982; 
bept.    24. 

Hardy,  Charles.  New  York,  N.  Y.  Ash  stand.  96,983; 
Sept.  24. 

Harris,  Herbert  H.,  New  York.  N.  Y.  Cigarette  case  or 
similar  article.     96,984  ;  Sept.  24. 

Helwig,  Drew  M.     (See  McCarty,  L.  C,  Jr.,  and  Helwig.) 

Ideallte.    Inc.      (See   Laxer,   Harry   M..   assignor.) 

Izenstatt,  Jacob  A..  Roxbury.  assignor  to  Jay  Shoe  Manu- 
facturing Company,  Marlboro,"  Mass.  Shoe.  96.985; 
Sept.  24. 

Jay  Shoe  Manufacturing  Company.  (See  Izenstatt, 
Jacob  A.,  absignor.) 

Jewell.  Isaac  F.,  TaylorsvUle,  Ky.  Card  table.  96.986; 
Sept.  24. 

Kailer,  Ix)uis  G.,  and  J.  C.  Gibson,  Chicago.  111.  Automo- 
bile signal  lamp  casing.     97.009  ;  Sept.  24. 

Kean,  Nathan  K..  New  York,  N.  Y.  Shoe  or  similar  ar- 
ticle.     96,987:    Sept.    24. 

Keating,  Clarence  S.,  Evanston.  111.,  assignor  to  Kewas- 
kum  Aluminum  Co.  Whistling  teakettle  or  similar  ar- 
ticle.    96,988;  Sept.  24. 

Kessler.  Charles  J.     (See  Adams,  W.  H.,  and  Kessler.) 

Kewaskum  Aluminum  Co.  (See  Keating.  Clarence  8., 
assignor.) 

Klhn.  Lawrence  J.,  Pittsburgh,  Fa.,  assignor  to  J.  T.  k  A. 
Hamilton  Company.     Glass  bottle.     96,980  :  Sept.  24. 

Klein,  Chris  J.     (See  Curtiss,  G.  E..  and  Klein.) 

Knapp,  Andrew  S.,  assignor  to  Knapp-Monarch  Company, 
St.  Louis,  Mo.     Jug.     96,990  :  Sept.  24. 

Knapp-Monarch  Company.  (See  Knapp,  Andrew  S.,  as- 
signor.) 

Kronthal.  Harold  I.,  New  York,  N.  Y.  Textile  fabric. 
97.033  ;    Sept.    24. 

Lake.  Elsmore  D..  assignor  to  Langendorf  United  Bak- 
eries. Incorporated,  Oakland,  Calif.  Bread  wrapoer. 
97.010;    Sept.   24.  ^^ 

Langendorf  United  Bakeries,  Incorporated.  (See  Lake, 
Elsmore  D.,  assignor.) 

Laxer,    Harry   M.,   assignor  to   Ideallte,    Inc.,    New   York, 

N.  Y.     Lamp  base  or  similar  article.     96.991  ;  Sept    24. 
Laxer,    Harry   M..   assignor   to    Ideallte,    Inc.,   New   York, 

N.  Y.     Lamp  base  or  slnjilar  article.     96,992  ;  Sept.  24. 
Laxer.    Harry    M..   asslgnCr   to    Ideallte,    Inc..    New   York, 

N.  Y.     I^mp  base  or  similar  article.     97,011  ;  Sept.  24. 
Laxer.    Harry    M..    assignor   to    Ideallte,    Inc.,    New   York, 

N.  Y.     Lamp  base  or  similar  article.     97.012  ;  Sept.  24, 
Lazenby.    Robert    S.,    Tampa,    Fla.       Footed    tumbler    or 

similar  article.     97.013  ;  Sept.  24. 
Ivester  I'lano  Company.     (See  Miller.  George  L..  assignor.) 
Lien,  Jean   L..  assignor  to  A.   W.   Baylls  Co..   New  York, 

N.  Y.     Textile  fabric  or  similar  article.     96.993 ;  Sept. 

Martin    Glenn  L..  Company,  The.     (See  McCarty,  L.  C,  Jr., 

and  Helwig,  assignors.) 
McCandllsh,  Edward.  Plymouth.  Mich.    Toy  duck.     96,994  ; 

Sept.  24. 

McCarty,  Lewis  C,  Jr.,  Towson.  and  D.  M.  Helwig,  as- 
signors to  The  Glenn  L.  Martin  Company,  Baltimore, 
Md.     Biseat  aircraft  chair.     97,014  ;    Sept.  24. 

McCarty,  Lewis  C.  Jr..  Towson.  and  D.  M.  Helwig,  as- 
signors to  The  Glenn  L.  Martin  Company,  Baltimore, 
Md.     Trlseat  aircraft  chair.     97.015  ;  Sept!  24 

McGraw  Electric  Company.  (See  Worthington  Everett. 
assignor.) 

^^Zf!^-^^*°i,"^''  ^„^^  ^'o*"^'  N.  Y.  Shoe  or  similar  article. 
96.995  ;    Sept.  24. 

xill 


XIV 


LIST  OF  DESIGN  PATENTEES 


Miller,  George  L..  Philadelphia.  Pa.,  assignor  to  Lester 
Piano  Conipanj.     Piano.     96.b96 ;  Sept.  24. 

Miller  George  L..  Phlladelpliia,  Pa.,  assiirnor  to  Lester 
Piano  Company.     Piano.     ytJ.yy?  ;  Sept.  24. 

Mouarch  Manufacturing  Works,  Inc.  (8««  Frame,  Edgar 
B.,  assi^'uor.)  ^  ,  r-  ..  ■__ 

Ostow  Kdlman  I..  Brooklyn,  assignor  to  Conconl  Fabrics. 
New  York.  N.  Y.  Textile  fabric  or  similar  article  of 
manufacture.      96,998 :    Sept.    24. 

Owens-Illinois  Glass  Company.  (See  Fuerst,  Edwin  W., 
assignor.)  _ 

Perfection  Stove  Company.  (See  Adams,  Wllbar  H.,  as- 
signor.) ,„    „  J  t- 

Perfection  Stove  Company.  (See  Adams,  W.  H.,  and  Kess- 
ler,    assignors.)  ^,^^^     „     .,. 

Putmaa,   Solomon,  Newark.  N.  J.      Buckle.     96,999;  Sept. 

I^itman.  Solomon,   Newark,  N.  J.     Bnckle.     97,000;  Sept. 

Quaker  lAce  Company  Inc.  (See  Waterfleld.  James,  as- 
signor. •  ^  „  n. 

Qulnn.  Ada.   Ogden.  Utah.     Apron.      97.016  :  Sept.  24. 

yuina,  Ada,  Ogden.  Utah.     Apron.     97.017;  Sept.  24. 

Qulnn.  Ada.  Ogden.  Utah.     Apron.     97,018;  Sept.  24. 

Keichard,  Theophile,  Alameda,  Calif.  Shufflp-bnard  game 
device      97,001  ;  Sept.  24. 

Riiffln.   I.anra    V        (See   DuvaU.   Stanley   A..   t^^^^i^^T.) 

Sedlvy,  b>ank  H.  Verdigre,  Nebr.  Motorcycle.  97.019; 
Si»nt     24 

Shlpman.  .\rchie  V..  Los  Angeles,  Calif.  Dispensing  de- 
vice.     97,0«VJ  ;    Sept.  24.  „^  ,^^^ 

Sisselman,  Abraham,  New  York,  N.  Y.  Suit.  97,020; 
Sept.  24. 


-T 


Stelngruber,  George,  HantKvllle,  Ala.  Electric  heater  cas- 
ing.     97,003;    Sept.    24.  ^       .        ^     ». 

Ternstedt  Manufacturing  Company.  (See  Curtlas.  U.  K., 
and  Klein,  assignors.)  „     ^.     ^     v 

Terrell.  Caroline  M..  and  L.  Binder,  New  York,  N.  X. 
Doll   lamp.     97,021  ;    Sept.    24.  ^   «   w  x 

Troplc-Aire,   Incorporated.      (See  Will.   C.    H-.  »nd  Fink.) 

Wagner,  Jerome  A.,  assignor  to  Tbe  Wagner  Manufactur- 
ing Company.  Sidney,  Ohio.  Combination  saucepan. 
yr.022;    Sept.   24.  ^^  ,o        «.• 

Wagner,  Manufacturing  Company,  The.  (See  Wagner, 
Jerome  A.,   assignor.)  ,         ^  , 

Waterfleld.  James,  assignor  to  Quaker  Lace  Company  Inc., 
Philadelphia.    Pa.      Lace.     97,023 ;    Sept.   24. 

Waterfleld,  James,  assignor  to  Quaker  Lace  Company  Inc., 
Philadelphia,   Pa.      Lace.     97,024;   Sept.  24. 

Waterfleld,  James,  assignor  to  Quaker  Lace  Company 
Inc..   PhlUdelphla.  Pa.     Lace.     97.025;  Sept.  24. 

Waterfleld.  James,  assignor  to  Quaker  Lace  Company 
Inc..   Philadelphia.  Pa.     Lace.     97,026:  Sept.  24. 

Waterfleld.  James,  assignor  to  Quaker  Lace  Company 
Inc..  Philadelphia,  Pa.     Lace.     97,027  ;  Sent.  24. 

Weiss,  Rose  A.,  New  York,  N.  Y.     Blouse.     97,028  ;   Sept. 

West  Richard  M.,  Columbus,  Ohio.  Salt  and  pepper  re- 
ceptacle or  similar  article.     97,029  ;  Sept.  24. 

Will  carl  H.,  and  H.  W.  Fink,  assignors  to  Tropic-Alre, 
Incorporated,    Minneapolis,    Minn.      Automobile    heater. 

WnHams;  Si&y^E.,  St.  Louis.  Mo.     Shoe.     97,004 :  Sept. 

''4 
Worthlngton,  Everett,  assignor  to  Mc<;raw  Electric  Com- 
pany. Chicago.  111.     Tray.     97,031  ;  Sept.  24. 
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TO   WHOM 

PATENTS  WERE  ISSUED  ON  THE  24th  DAY  OF  SEPTEMBER,  1935 

Note. — Arranged  In  accordance  with  the  first  significant  character  or  word  of  the  name  (in  accordance  with  cltv  and 

telephone  directory  practice). 


Adam,  Kolger.  Joliet,  IlL  Jail  lock  and  the  like. 
2.015.095  :  Sept.  24. 

Adams,  Jamen  1.  ,  Jr.,  Youngstown,  Ohio.  Control  valve. 
2.015.055  ;  Sept.  24. 

Adler,  c  iLarl.!-.  Jr.,  Baltimore,  Md.  Traffic  signal. 
2.015,612  ;   S.pt.  24. 

Agfa  Ansco  Corporation.      (See  Eckler,  Leopold,  assignor.) 

Agte,   Kurt.      (See  SchrCter,  K.,  Agte,  Moers,   and  Wolff) 

Air  Htduction  Company.  (See  Anderson,  James  L.,  as- 
signor. ) 

Aktit'buiHiret  K*-miska  Patenter.  (See  Nordengren,  Sven 
a  .  assignor. ) 

Aktieng.'»ells(  haft.  Brown.  Boverl  &  Cle.  (See  Wettsteln, 
.^ogu8f,  assignor.) 

Ale.xaiHltT,  Jumes  N.,  Hirmint'ham,  Ala.  Saw  handle 
Btrurture       2,015,373:  Sept.  24. 

Allen.  Krnest  W.      (See  Twlss.  D.  F.,  Jones,  and  Allen.) 

Alles.  Gordon  A..  Monterey  Park,  Calif.  l-(Paramethoiy- 
ptaenyl)-2-methTlamlnopropane  and  Its  acid  addition 
salts.     2.015.578  :  Sept    24 

Alles,  Gordon  .\.,  .Mcnt.rt-v  I'ark.  Calif.  l-(Parahydroxy- 
phenyl) -2-metl)vlHmiiiopropane  and  its  acid  addition 
salts.     2.015.5Y9  ;  S,  pt    24 

Alles.  Gordon  A..  Mont<rey  I'ark.  Calif.  l-(Parahydroxy- 
phenyl)-2  dlmethyliimluopropane  and  its  acid  addition 
salts.      2,015.5«0  ;  Sept.  24. 

Allgemelne  Ekektricltats-Gesellschaft.  (See  Wlegand, 
Eirlch,  assignor.) 

Aluminum  Company  of  .\merlca.  (See  Derr,  Ralph  B., 
assignor.) 

American  Can  Company.  (See  Llndeburg,  Charles  F., 
assignor.) 

.American  (  an  Company.  (See  Paynter,  H.  J.,  and  Bum- 
pus,  asjslgnors. ) 

.\rii»Tio«n  Can  Company.  (See  Rooney.  Walter  EL,  as- 
HiiriKir  ) 

.\m.ri(aii  Pad  &  Textile  Company,  The.  (See  Brown, 
Frederick  I*,  assignor.) 

.\ni<'rlcaii  K.-search  Products  Inc.  (See  Pacini,  August  J., 
a^si^:no^.) 

.Xnioric.in  Ship  Building  Company,  The.  (See  Bodenlos, 
Unli.rr    I      .issiguor. ) 

AmerUaij  Suel  Foundries.  (See  Kinne,  Edmund  P.,  as- 
signor.) 

.Vnierican  Telephone  and  Telegraph  Company.  (See  Rea. 
Wilton  T^ assignor.) 

American  Telephone  and  Telegraph  Company.  (See 
Singer.  F.  J.,  and  Swexey,  assignors.) 

Anderson.  Charles  N..  Grand  Island.  Nebr.  Stretcher. 
2.015,391  :   Sept.  24. 

Anderson.  Kmll,  Brlflrrliflf  Manor.  N.  Y.  Transmission 
meohiinism       2.015,096:  Sept.  24. 

Anderson,  .lames  I,  .  Closter,  N.  J.,  assignor  to  Air  Reduc- 
tion Conipan.v,  Incorporated.  New  York.  N.  Y.  Portable 
cutting  or  welding  apparatus.      2,015,829;  Sept.  24. 

Anderson.  James  I...  ("foster.  N.  J.,  assignor  to  Air  Reduc- 
tion Company.  Incorporated.  New  York.  N.  Y.  Cutting 
■>r  wcldini:  mnctiine       2,01.''..H30  ;   Sept.  24. 

.Andrew.   William    K.      (Sep   l>rake.   K.   I.,   and   Andrew.)     - 

Andrews.  P.  L.,  Corporation.  (See  Meyer,  Frank  J.,  as- 
signor ) 

Andros  Orrin  E.,  assignor  to  A.  O.  Smith  Corporatlottv 
Milwaukee,  Wis.  Uniting  metal  parts.  2,015.173;" 
Sept     24. 

Anglemycr.  Herman  B.,  Detroit,  Mich.  Air  cleaner. 
2,015.174:  Sept.  24. 

Apel.  George  E.      (See  Blerer.  J.  and  M.,  and  Apel. 

Armington,  George  E.  (See  Armlngton,  Stewart  F.,  and 
G.  E.) 

Armlngton,  Stewart  F..  Wllloughby.  and  G.  E.  Armington, 
South  Euclid,  assignors  to  The  Euclid  Road  Machinery 
Company,  Eudld.  Ohio.  Winding  gear.  2.015.831  ; 
Sept.  24. 

Armour,  James  W..  assignor  to  Riley  Stoker  Corporation, 
Worcester,  Mass.  Pulveriser  hammer.  2,015,581 ; 
Sept.  24. 

Arnold,  Schuyler,  Rochester,  and  F.  Statt.  Coldwater, 
N.  Y.  ;  said  Statt  assignor  to  snld  Arnold.  Envelope 
sealing  machine.     2,015,507;  Sept.  24. 

Arnott.  Thomas  A.     (See  Chase,  R.  S..  Luce  and  Amott.) 

Arrow-Hart  A  liegeman  Electric  Company,  The.  (See 
(Jriswold,  Samuel  A.,  assignor.) 

Aschenbach,  Etoer.«on.      (See  Hartley.  H.  J.,  and  Aschen- 

bach.) 
Ash,  Aubrey  I.^     (See  Brown.  A.  J.  S..  and  Ash.) 
Ashco  Corporation.      (See  Schmidt,  Carl  A.,  assignor.) 
Ashley.    Raymond    E.,    Wabnn.    Mass.      Game    apparatus. 

2,018,508  :  Sept.  24. 
Associated   Pre^s.  The.      (See  Biele.  Harry  M..  assignor.) 
Atlantic   Refining  Company.  The.      (See  MallsofT,    William 

M.,  a>(*iK'»<""  I 
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Atlas  Mineral  Products  Company.  (See  Gates,  Edwin  B.. 
assignor. ) 

Atlas  Powder  Company.  (See  Bucy,  Edmond  H.,  as- 
signor.) 

Austin  Miner  M.,  Highland  Park,  assignor  to  Fansteel 
Products  Company,  Inc..  North  Chicago,  111.  Hard  tan- 
talum and  method  of  hardening.     2.015.509  ;  Sept    24 

Autocall  Company,  The.  (See  Richmond,  Louis  E.  as 
slgnor. ) 

Babcock  &  Wilcox  Company,  The.  (See  Jacobus.  D.  S..  and 
Behr.  assignors.) 

Badgley,  Roy  J.,  Converse,  Ind.  Mop  holder.  2.015,582: 
Sept.  24. 

Baker,  Avery  S..  Monaca,  Pa.  Suction  operated  device 
for  spark  control.     2,015.374 ;    Sept.   24. 

o  J'f  /  ^'■i'^"*  Company.      (See  Eppler,  Eugen,  assignor.) 

Baldwin  Company,  The.  (See  Knoblaugh,  Aramnd  F.. 
assignor. )  ' 

Baldwin-Southwark  Corporation.      (See  Locke,  Arthur  S 
assignor.) 

Balslger,   Harold   E.      (See  Steiner,  A.  P.  and  Balslger  ) 

Banigan,  Thomas  F..  Richmond,  Va.,  a.s8lgnor  to  Lhi  Pont 
Rayon  Company,  New  York,  N.  Y.  Manufacture  of  ar- 
tificial threads.     2,015,392  :  Sept.  24. 

Barber-Colman  Company.      (See  Edgar,  John,  assignor.) 

Barnes,  Joe  L.,  assignor  to  L.  R.  MacKenzie  Incorporated, 
Tulsa,  Okla.  Machine  for  making  bituminous  emulsions 
2,015,056  ;  Sept.  24. 

Barsties.  Wilhelm,  Berlin,  assignor  to  A.  Patin,  Berlln- 
Wilmersdorf,  Germany.  Photo-electric  tube.  2,016.138: 
Sept.  24. 

Bartsch,  Alfred,  Markkleeberg,  Germany.  Cleaning  ma- 
chine.    2.015.583;  Sept.  24. 

Bates.  Arthur,  and  J.  H.  Brown.  Leicester.  England  as- 
signors to  United  Shoe  Machinery  Corporation,  Pat- 
erson,  N.  J.    Welt  coating  machine.    2,015.134  ;  Sept   24 

Baughman,  Bruce  W.,  Osbom.  Ohio.  Valve  spring  com- 
pressor  and    lock.      2,015.061  :    Sept.   24. 

Baumann,  Joliannes,  Heldenheim-on-the  Breni,  Wurttem- 
berg,  assignor  to  J.  M.  Voith,  Heidenheim-on-the-Brenz 
Germany.      Hydraulic   machine.      2.015,332  ;    Sept.   24. 

Baumgarten,  Jacob,  Brooklyn,  assignor  of  fifty  per  cent 
to  Saltser  k  Welusier,  Inc.,  New  York,  N.  Y.  Tool. 
2,015.613;  Sept.  24. 

Beaumont.  .John  .M.,  Huddersficld.  England.  Device  for 
the  hydraulic  uansmission  of  power.     2,015.212  ;  Sept. 

Becker,  Frank  M..  Sinking  Spring,  Pa.  Dispensing  device 
for  collapsible  tubes.     2.015.333;  Sept.  24. 

Behr,  Robert  K.      (See  Jacobus,  D.  S.  and  Behr.) 

Beldam.  William  R..  London,  England.  Filtering  or 
straining    apparatus.      2.015,467;    Sept.    24. 

Belden  Manufacturing  Company.  (See  Wermlne,  Hugo  H., 
assignor.) 

Bell  Telephone  Laboratories,  Incorporated.  (See  Meyers, 
Stanley  T.,  assignor.) 

Bendix  Aviation  Corporation.  (See  Hurley.  Rty  T  as- 
signor.) 

Benesh,  Matthew  K.,  Cicero,  111..  Dedicated  to  the  People 
of  The  United  States  of  America.  Apparatus  for  meas- 
uring the  flow  of  a  fluid.  2,015,249  ;  Sept.  24. 
^enjamin.  Bert  R  .  Oak  Park,  111.,  assignor  to  Internation- 
al Harvester  Coaipany.  Planting  attachment  for  trac- 
tor cultivators.     2,015,584  ;    Sept.   24. 

Benjamin,  Charles  S..  East  Orange,  N.  J.,  assignor  to  Gen 
eral   Chemical  Company.   New   York,   N.    Y.      Producing 
colored  salts.     2,015,062  ;  Sept.  24. 

Bennett,  Charles  E.,  assignor  to  The  Okonlte-Callender 
Cable  Company.  Incorporated,  Paterson,  N.  J.  Electric 
cable.     2,015,063  ;  Sept.  24. 

Bernhardt,  Max  E.,  New  York.  N.  Y.  Combination  ash 
receptacle  and  lighter  unit.     2.016.334;  Sept.  24. 

Bertrand,  Frederic  E..  Lynn.  Mass.,  assignor  to  United 
Shoe  Ma'!hlnery  Corporation.  I'aterson,  N.  J.  Sole  fit- 
ting machine.     2.015.064  :  Sept.  24. 

Beryllium  Corporation,  The.  (See  Smith,  Joseph  K.,  as- 
signor.) 

Biele.  Harry  M..  HoUls,  assignor  to  The  Associated  Press, 
New  York.  N.  Y.     Multiple  copy  rack.     2,015,510 ;  Sept. 

Blerer,  John  M  Newton,  and  G.  E.  Apel.  Belmont,  Mass., 
assignors  to  Boston  Woven  Hose  and  Rubt>er  C'ompany, 
Cambridge,  Mass.  Process  of  and  apparatus  for  shap- 
ing sheet  rubber  or  the  like.     2,015.445:  Sept.  24. 

BlUker.  Fredrick  W..  Milwaukee,  Wis.  Cutting  machine. 
2.015,250:  Sept.  24. 

Bissell,  Carl  H.,  assignor  to  Crouse-Hlnds  Company,  Syra- 
cuse. N.  Y.  Interlocked  exploslonproof  switch  housing 
and  plug  receptacle.   2,015,543  ;  Sept.   24. 

Blssell.  Carl  H..  a.«!signor  to  Crouse-Hlnds  Company.  Syra- 
cuse, N.  Y.     Switch  mounting.     2.015,544  ;  Sept!  24." 
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Black  A  Decker  Manufacturing  Company.  The.      ^Se«  El- 

llnK'ham.  Robert  W.,  aaslKDor.) 
Blank.  John  E.     (See  Ellenberger,  C.  M..  Blank  and  Pren- 

Bl.-t«*  Edward.  Lexln^'ton.  and  L.  J.  Greenawalt  Mansfield, 
Ohio,  assignors  to  Westlnghouse  Electric  A  Manufac- 
turing Company,  East  Pittsburgh,  Pa.  Thermostatic 
device.     2,()15.M3:  Sept.  24. 

Blumenthal,    Loul.s.    Brooklyn,    N.    \.      Adjustable    chair. 

2.015.335  ;  Sept.  24.  ^     .        .         ow.     r>   ..^ 

Bodenlos.  Robert  I.,  assignor  to  The  American  Ship  Build- 
ing Company.  Cleveland.  Ohio.  Piston  aeallug  means. 
2.015.585 ;  Sept.  24.  „       ^  ,     , 

Bolsvert.      Arthur      L.,      Keene,      N.      H.      Tranamlssion. 

2.015.067  :  Sept    24.  ,      „  _ 

Bomunti    &    Company.       (See    Bomontl,    Herman    K.,    as- 

Bomonti,  Herman  P.,  Honolulu,  assignor  to  Bomontl  4 
Company.  Ltd..  Honolalu,  Hawaii.  Sugar  refining. 
2.015.37.-)  ;   Sept.  24.  ^     ^.      ^ 

Borden  Company,  The.  (See  Platt.  Washington,  as- 
signor.) ,  _   ^ 

Boruer.l.  William  F.,  Chicago.  111.,  assignor  to  Interna- 
tional Harvester  Company.  Impulse  conpUng  for  mag- 
netos.    l',t)15.546:  Sept.  24. 

Borrowman.  Jame«.  (See  McElhany.  R.  D.  and  Borrow- 
man.i 

Boston  Woven  Hose  and  Rubber  Company.  (See  Blerer, 
J.   M.  and  .\pel,  a».signors. ) 

Bowen.  Hert)ert  C  .  assignnr  to  Hydraulic  Brake  Company, 
Detroit.    Mich.      Compound    cylinder.      2.015,511;    Sept. 

Bowman.  Harvey  T.,  and  /.  A.  Buoer.  assignors  to  Mitre 

Box  t'orporation.   I^hanon,  Pa.     Method  and  apparatus 

for  shaping  edible  products.     2.015.097  ;   Sept.  24 
Bownian.   Ki*"!  B.      (See  Cape.  A.  T.  and  Bowman  ) 
Brady.  Oeorge  W.,  Anderson.  Ind.     Valve  mechanism  for 

Internal   combustion   engines.      2.015,135:   Sept.   24. 
Bralnard.    Maurice    >»  .    I>os    Angeles,    Calif.,    assignor   to 

Wpstlnuhouse   Electric  h  Manufacturing  Company,  East 

PittHburgh,    Pa.      Protective    system.      2,015,586 ;    Sept. 

24 
Brand,  Harry  R.      (See  Brokvlst.  Brie  R..  assignor.) 
Breadv.    Owen    J.,    Cleveland,    Ohio.      Power    Implement. 

2,015.587  :  Sept.  24. 
Breitenbach.    Eugene  V  .    MUwaakee,   asslfnor  of  one-naif 

to  H    (;<i<)drich.   .Milwaukee.   WU.      Press  for  oleaglnom* 

marerUl       2.015.218:   Sept.   24. 
Hrelsfonl.   Harry  K.      (See  Snow.  N.   L.  anrt  Brelsford.) 
Brockmann,  Wllhelm.      (See  Edler,  A.  and  Brockmann.> 
Bro«lhead.  Frank  A  .  Atlantic  City.  N.  J.     Fastener  device. 

•J  01.-.:',76  ;    Sept.  24. 
Brodie.    Ralph    N.,    Company.      (See    Granberg.    Albert    J.. 

a«.slirnor.)  ^     .. 

Brogden,  Ernest  M.,  and  R.  R..  Pomona,  Calif.,  assignors 

to   Brujrdex   Company.    Wlnfr   Haven,   Fla.      Apparatus 

for  wa><hlng  or  treating  fruit  and  the  like.     2,015,512; 

Broi;den." Ronald  R.      (See  Brogden,  Ernest  M  ,  and  R.  B.) 
Brogdex  Company.      (See  Brogden.  Ernest  M.,  and  R.  R., 

as.signors. ) 
Brokvlst.    Eric    R..    Brooklyn,    assignor    to    H.    S.    Brand, 
New    York     N.    Y.      Food    removing    means    for    cooking 
machines.     2,015.358  ;  Sept.  24. 
Bromley,    .Mf'llor,    and    Company    Limited.      (See  Bromley, 

T.  C,  and  Shortland,  assignors.) 
Bromlev.  Thomns  C,  and   \.   Shortland.  assignors  to  Mel- 
lor  Bromley  and  Company   Limited,   Leicester,  England. 
Yam  >!upplylng  means  for  knitting  machines.    2,015,136  ; 
Sept.  24. 
BW.tx.  August.     (See  Stftckly.  J.  J.,  and  Br«tz.) 
Brown,  .\rthur  J.  S.,  Bromley,  and  \    L,  Ash.  Thorpe  Bay, 
a-slgnors    to    J.    Stone    &   Company    Limited,    Deptford, 
England.      Carbon    pile  regulator,      2.015,468  ;    Sept.   24. 
Brown,  Arthur   R.      (See  Mullins,   B..  and   Brown.) 
Brown  Company,     (See  Schur,  M.  O..  and  Hoos,  assignors.) 
Brown.    Fre<|erlck    L..   assignor   to   The    American    Pad   A 
Textile     Company.     Greenfield,     Ohio.       Sleeping     bag, 
2,015.3««:    Sept.    24. 
Brown.  John  H       <  See  Bate.s,  A.,  and  Brown.) 
Browning,  (ieorge,  Wllmette.  assignor  to  CHiicago  Flexible 
Shaft  Company.  Chi(  ago.  111.     Space  heater.     2,016.261  : 
Sept.  24, 
Bruce.    Albert    W  .    Ottumwa,    Iowa.       Treating    animals. 

2.01.'>,03S  ;   Sept.   24. 
Brunswick-Balke  Collender    Company.      (See    Hedenskoog, 

Ernest,  assignor.) 
Rrvant.  Worth,   et  al.      (See  Tates.  James  M..  assignor.) 
Bucv.   Edmond   H..  Waukegan.  assignor,  by   mesne  aasign- 
trientR,  to  Atlas  Powder  Company.  Wolf  Tjike.  111.     Coat- 
ing.    2.015,252  :  Sept.  24. 
Ruhrke,   Alfred  E..  and   A.   F.   Heeter.  Chicago.   111.,  said 
Hester  assignor  to  said  Buhrke.     Golf  club.      2.015,263  ; 
Sept    24, 
Bullard    Company.    The.       (See    MussJer.    Frank    H..    as- 


signor. I 
Riilldog  Electric  Pro<lucts  Company. 
)n  J.  L..  assignor.) 


(See  Frank.   Harri- 


soi 


Buinpus.  .\rthur  K       (See  Pavnter.  H.  J.,  and  Bumpos.) 
Bunce.  Earl  H..   Palmerton.  Pa.,  assignor  to  The  New  Jer- 
sey Zinc  Company,  New  York.  N.  Y.     Coking  of  ngglora- 
pratcs,      2.0i,5.3;'.rt  :   Sept.  24. 
Barnes,   Joseph    C.    F:/ldyntone.    Pa.      Flush   tank   bulb   OT 
valve.     2,015,614  ;  Sept.  24. 


Burton.  Frank  F.,  Mount  Carmel,  assignor  to  Winchester 
Repeating  Arms  Company,  New  Haven,  Conn.  Cover 
for  firearm  sights.     2,015.008;  Sept.  24. 

Bu.ser.  John  A.      (See  Bowman.  H.  T.,  and  Buser.) 

Butenandt,  .\dolf.  Gottingen.  nsslgnor  to  Scherlug-Kahl- 
baum  .\.  (J..  Berlin,  (Jermany.  Purification  of  male 
sexual  hormone  prejiaratlons.     2.015,090;  Sept.  24. 

Cahn,  Benjamin.  Far  Rockaway,  N.  T.  Garment. 
2.015,589  ;    Sept.   24. 

Calatl,  Alberto  C  Brooklyn.  .\.  Y.  Illuminated  auto  U- 
cenfe  plate.     2.015,513;  Sept.  24. 

California  Fruit  Wrapping  Mills,  Inc.  (See  Genuit,  John 
W.,    assignor. ) 

Callander.  Austin,  Ixis  Angeles.  Calif.  Bath  shower  de- 
vice.     2,015,377  :   Sept.    24. 

Callaway  Mlllfv.      t  See  McEwen,  Norman   S..  assignor.) 

Callender's  Cable  and  Construction  Company  Limited.  (See 
Hunter,  Philip  V..  assignor.) 

Campbell,  Charles  A  ,  Watertown,  N.  J.,  assignor  to  The 
New  York  Air  Brake  Company.  Air  brake.  2.015,214; 
Sept.  24 

Campbell,  Stanley  E  ,  assignor  to  Germain  Manufacturing 
Company.  Sag(n«w,  Mich.  Tilting  mechanism  for  Vene- 
tian blinds.      2,015,215  :   Sept.   24. 

Cape.  Arthur  T..  and  K.  B.  Bowman.  MasslIIon,  Ohio,  as- 
signors, by  mesne  asRlgnments,  to  Republic  Steel  Cor- 
poration. Vonng^town,  Ohio.  Stable  dl-calclum  silicate 
refractory  composition.     2,<»15.446;  Sept.  24. 

Capllnger,  Frank  F..  New  Vienna,  Ohio.  Fence  guard. 
2.015.615;    Sept.    24. 

Carbide  and  Carbon  Chemicals  Corporation.  (See  Reid, 
Ernest  W .  assignor) 

Carey,  Philip.  Manufacturing  Company,  The.  (See  Fischer. 
Al»>ert  C.  assignor.) 

Carpenter.  Gilbert  B,,  Wilmington,  assignor  to  E.  I.  du 
Pont  de  Nemours  k  Company.  Wilmington*.  Del.  Syn- 
thesis of  organic  compounds,      2.015,065  ;  Sept.  24. 

Carr     Raymond     L..    Boston,     Mass.      Convertible    body. 

2.rtl5,547:  Sept.  24 
Carter,  John  P..  I.Ansdo»ne.  assignor  to  Philadelphia 
Quartx  Company.  Philadelphia.  Pa.  Plywoo<l,  lami- 
nated paper  hoard,  or  similar  composite  article. 
2.015.35ft:  Sept.  24. 
Carter.  Ralph  H..  Johnson  City,  Tenn..  assignor  to  North 
American  Kavon  Corporstlon.  New  York,  N.  Y.  Spool 
rack.     2.015,.%48:  Sept.  24.  .      .  , 

Candrl.  Johan  F.  M,.  Amsterdam.  Netherlands,  assignor 
to  Shell  Development  ('orooiiny,  San  Francisco.  Calif. 
Purifying  high-boiling  mineral   acids.      2.015,264  ;   Sept. 

24. 

Cavanagh.  Gerald  F  ,  Cleveland,  and   H    W.  Srhulti.  Lake- 
vood.    Ohio,    assignors   to   The   Ohio   Rubber    Company 
Cleveland.  nh\n.     Terminal      2.015..n{>O  ;  Sept.  24. 

Cederstrom.  Harold  A..  Minneapolis.  Vlinn.  Freight  han- 
dling  device.      2.015.100:   Sept.   24. 

Ceelv.  Arthur  <»..  I>»ngmeadow,  a.^slgnor  to  The  Fllierlold 
Corporation.  Indian  Orhcard.  Maw«.  Shipping  and  stor- 
age container.      2,015.410;   Sept.  24. 

Celaneae  Corporation  of  America.  (See  Dreyfus,  C.,  and 
Whitehead,  assignors.) 

Celanese  Corporation  of  America.  (See  Dreyfu%  C, 
Whitehead,    and  Martin,  assignors  ) 

Celanese  Corporation  of  America,  (See  Moss.  William  H., 
asxlgnor)  ,„       ., 

Champion  Paper  and  Fibre  Company.  The.  (See  Montgom- 
ery, WlUlan.  J.,  assignor.) 

Cbarpler.  I^eonard  L  .  and  R.  D.  Huntington.  Chlcaeo,  111. 
Post-operative  hinder  and  supporting  belt.  2,015.263  ; 
Sept    24 

Chase  Robert  S..  C.  D.  Lnce.  and  T.  A.  .Vrnott,  Honolulu, 
Hawaii.     Vise.     2.015. ft45  ;   Sept.  24. 

Chave  Charles  T  .  New  York,  and  H  C.  Schutt,  North  Tar- 
rytown,  N.  Y..  assignors  to  (J.vro  Process  Company.  De- 
troit. Mich.     Cracking  oil  in  the  vapor  phase.     2,015,420; 

Sent.  24.  ,a       «  .         .r. 

Chicago  Flexible  Shaft  Company.  (See  Browning.  George, 
as.<'ignor.) 

('hrlstlansen.  Johannen,  Ronin-Sehanhv.  Germany,  as- 
signor of  one  half  to  A.  OU'rle.  Washington,  D.  C. 
Combustion    turbine.      2.015.0.19;    Sept.    24. 

Church  James  F.  WInthrop.  Me,  Concealed  antlsiphon 
lavatory  and    sink   trap.      2.015.400;    Sept.    24 

Cinema  Patents  Company.      (See  I^otens.  Charles  L.,  as- 

Clark  Arthur  W..  I'pper  Darby,  Ps  Safety  fastener  for 
necklaces  and    other   chains.      2  015.616:    Sept.    24. 

Clarv     David    H.      (See  Smith.    P.   D..  and   Clary.) 

nnudius.  F'-nllnand  C.  Philadelphia.  Pa.  Clip.  2,016,617  ; 
Sent    24 

Cleveland  «;raphlte  Bronse  Company,  The.  (See  Palm, 
John  V    O,.  aj-slgnor.) 

Cllckner  Forest  H.,  assignor  to  Kraft  Phenix  Cheeee  Cor- 
no-atlon,  Chicago.  111.  Food  product.  2.016,256;  Sept, 
24 

Cllckner  Forest  H  ,  asslirnor  to  Kraft  Phenix  Cheese  Cor- 
portlon.  Chicago,  111.  Cheese  filling  for  bakery  pro«lucts. 
2  015  2.' 7  :   Sept     24, 

Cllckner  Forest  H.,  awlgnor  to  Kraft-Phenlx  Cheese  Cor- 
poration, Chicago,  111.  CheeFe  flavoring  and  producing 
the  same      2.015.258;    Sept.  24.  ^       ^ 

Colble  Gus  L..  Brwklyn.  N.  Y.  Electrical  water  heating 
unit       2.015,641  :    Sept.    24. 

Columbia  Axle  Company.  The.  (Sec  Harper,  George  W., 
assignor.) 
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Coogor  Mfg.  Company.  The.  (See  Gorsuch.  Robert  A., 
as  Ignor, ) 

Continental  Oil  Company.  (See  Preecott,  Harold  R.,  as 
slgnor. ) 

Cook,  Ellsworth  D..  Flushing.  N.  Y.,  assignor  to  General 
Electric  Company.     Control  circuit.     2.015,591  ;  Sept.  24. 

Cooke,  Rupert  T.,  London,  assignor  to  Francis  Shaw  and 
Company  Limited.  Bradford,  Manchester,  England.  Rub- 
ber mixing  or  preparing  machines.     2  015,618;  Sept.  24. 

Cooelaad  Refrigeration  Corporation.  (See  Beplo^Ie,  JoIib 
K.,    assignor.) 

Corning  Glass  Works.      (See  Gray,  D.  E.,  and  Weber,  as- 
signors. I 
Cowdrey.  Charles  F.,  Jr.     (See  Gough.  Arthur  C,  assignor.) 
Cowles,  Klsworth  C.      (S«m>  Jones.  J.  W..  and  Cobles.) 
Crahhs,     H»>rliert    J,.     Wilklnsburg,    assignor    to    Westlng- 
honse   Electric   &   Manufacturing    Company.    Ka^t    Pitts- 
burgh,  Pa.      Electrical   apparatus.     2.015.(^19;   Sept.   24. 
Cres«'r.  .\lfre<l  A.  T..  liichmond.   England.     Embossing  ma- 
cblne.      2,015.216;   Sept.   24. 

Crlckler,    Harry.      ( See   Walker.    E.,   and  Crickler. 
Croad,   Robin  B.,   assignor  to   Howrroyd,   McArthur,  and 

Company      IJmlted,      Liverpool,      England.         Varnish. 

2.015.137;  Sept.  24. 
Crouse-Hlnds  Company.      (See  Bissell.  Carl  H.,  assignor.) 
Crouse-Hinds  Company.     (See  Nelll.  Charles  W..  assignor) 
Crowley.  John  C.  Cleveland  Heights,  assignor  to  The  Dill 

M.inufacturlng  Company,   Cleveland,  Ohio.     Valve  stem, 

2. 01.'. 592  :    .Sept.  24, 

Cnmmlngs.  Roy  W.,  Beverly,  Msm..  assignor  to  Fnited 
Shoe  Machinery  Comoration.  Paterson,  N.  J.  Machine 
for  operating  upon  sheet  material.     2,015.066:  Sept.   24. 

Cuthhert.  Lawrence  F..  assignor  to  The  Newell  Mfg.  Co.. 
OKdensburg,   N.  Y.     Tie  rack.     2.01.-..620  ;   Sept.  24, 

Dnhl.  Oscar.  Chicago.  111.  Metal  weather  strip,  2,015,259; 
Sent,  24 

Dahlberg,  Erik.     (See  Llndherg.  Knut.  E.  Y..  assignor) 

D  .\nnunzlo.  Harry  C.,  assignor  to  F'ashlon  Park  Manu- 
facturing Corporation,  Rochester,  N,  Y.  Trousers. 
2,015.337;    Sept.    24. 

Daogert.  Peter.  Wllkes-Barre,  Pa.  Thread  cleaner. 
2,015.060;    Sept.    24. 

Davis.  Rnv  A..  San  Antonio.  Tex.  Screen  ladder  Jack. 
2,015,378;    Sept.    24. 

Da  vol  Rubber  Company.  (See  Dray,  William  P.,  as- 
signor.' ) 

Deal  Electric  Co.  Inc.  (See  Eckstein,  R.,  and  Polls,  as- 
signors.) 

De  Baufre.  William  L..  Orange,  N.  J.,  assignor  to  Inter- 
national Combustion  Engineering  Corporation.  New 
York.    N,   Y,      Boiler   Installation.      2.015.3.38  ;   Sept.   24. 

Deere  &  Company.      (See  Swanson.  Starley   8.,  assignor.) 

De  Groote.  Melvfn.  St.  Louis,  assignor  to  Tretollte  Com- 
pany, Webster  (3roves.  Mo.  Breaking  petroleum  emul- 
sions.     2,015.260:    Sept.    24. 

Delbel,  Cyril  P.,  Lakewood,  Ohio.  Dry  cell  and  seal 
therefor.      2.015.379;    Sept.    24. 

Deland.  Benjamin.     (See  Scnmltt.  Frederick  H..  assignor.) 

Dell,  Cyril.  Berkhamsted.  and  H.  L.  Read.  Herlngton 
Grove,  Hutton  Mount.  England.  Power  transmission 
system.      2.015,.300;    Sept.    24. 

Delvaux,  Arthur  I...  I^os  Angeles,  Calif.  Bubble  blower. 
2.01."».301  ;   Sept.    24. 

Denmg-Eleckfrostabl.  (Jesdlschnft  mlt  beschrankter  Haf- 
tung.      (See    Oerlacb.    Emil,    assignor.) 

Denlau.  Marcel.  Paris,  France.  Method  based  tipon  the 
use  of  vibrations  and  apparatus  therefor.  2,016,217  ; 
Sept.  24. 

Derr,  Ralph  B,.  Oakmont,  assignor  to  Aluminum  Com- 
pany of  .\merlca.  Pittsburgh.  Pa,  Manufacture  of  ad- 
sorbents.     2,015,593;   Sept.   24. 

Diamond  Power  Specialty  Corporation.     (See  Snow,  N.  L., 

an<l    Brelsford.    assignors.) 
Dleckm.nnn.    F:«'na    W,.    Orange.    N,    J.      Terminal    fixture 

aperture   indicator,     2,015.101  ;   Sept,  24. 
Dill  Manufacturing  Company,  The.      (See  Crowley,   John 

C.  assignor.) 
DItcham,    William    T,.    Chelmsford.    England,    assignor   to 

Radio  Corporation  of  America.     Modulated  carrier  wave 

system.      2,015.175;    Sept.    24. 
Doig,    David    C,    Whetstone,    London,    assignor    to    Sika- 

Francols    Limited.    London,    England.      Tunnel    lining. 

2.015.102  ;    Sept.    24. 
Doiiley.  Walter  W..  Knoxvllle,  Tenn.     Steam  engine  valve 

gear.      2,016,380;    Sept.    24. 

Dorfman.  Hiller  D.,  Mansfield.  Ohio,  assignor  to  Westlng- 
hi  use  F:i»ctrlc  &  Manufacturing  Company,  East  Pitts- 
burgh, Pa.     Circuit  breaker,      2.015.633;  8»'pt,   24. 

Dormnn.  Morris.  Baltimore,  Md.  Change  making  and 
delivering  device,     2.015.621  ;   Sept.  24, 

Drake,  Benjamin  H,,  Stockton.  Calif.  Chair.  2.015,138; 
Sept.  24. 

Drak»».  Ronald  I.,  Applcton.  and  W.  K.  Andrelv.  Wauwa- 
tosa,  assignors  to  Marathon  Paper  Mills  Company. 
Roth.'cbild.  Wis.  Knock-down  container.  2,015,393; 
Sept.  24. 

Dray.  William  F.,  East  Providence.  R.  I.,  assignor  to 
Davol  Rubber  Company.  Forming  a  spray  pipe. 
2,015,.394;    Sept.    24. 

Dray,  William  F.,  East  Providence,  R.  I.,  assignor  to 
Davol  Rubber  Company,  Spray  pipe.  2,015,395;  Sept, 
24. 


Dreyfus,  Camile,  New  York.  N.  Y.,  W.  Whitehead,  and 
H.  E.  Martin,  Cumberland^  Md..  assignors  to  Celanese 
Corporation  of  America.  Textile  material.  2,015,067  : 
Sept.  24. 

Dreyfus.  Camille.  New  York,  N.  Y.,  and  W.  Whitehead. 
Cumberland,  Md.,  assignors  to  Celanese  Corporation  of 
America.  Treating  fabrics  and  product  thereof. 
2.016.103;   Sept.   24. 

Dreyfus,    Henry,    London,    England,      Manufacture    of    or- 

fanic  substitution  derivatives  of  cellulose.  2,015,104; 
ept,  24, 

Dreyfus.  Henry,  London,  England.  Hydration  of  oleflnes, 
2,015,105:    Sept.    24. 

Drlssner,  .\lfred  E.,  South  Euclid.  Ohio,  assignor,  by 
mesne  assignments,  to  Sears,  Roebuck  and  Co.,  Chicago, 
lU.     Valve.     2,015,396;   Sept.   24. 

I>ufour,  L^n,  Versoix,  Switxerland.  Motor  propelled  cul- 
tivator.     2,015.218;    Sept.    24. 

Dunlop  Rubber  Company.  (See  Madge,  Evelyn  W.,  as- 
signor.) 

Dunlop  Rubber  Company.  (See  Twiss,  D.  F.,  Jonea,  and 
Allen,  assignors.) 

Dunning,  Joseph  W.  (See  Maglll,  P.  L.,  Dunning,  and 
Ressler. ) 

Du  Pont,  E.  I.,  de  Nemours  &.  Company,  (See  Carpenter, 
Gilbert    B.,   assignor.) 

Du  Pont,  E.  I.,  de  Nemours  k  Company,  (See  Hubbuch, 
Leo  P,,  assignor,) 

Du  Pont,  E.  I.,  de  Nemours  A  Company.  (See  Lawson, 
Walter  E.,  assignor.) 

Du  Pont,  E.  I.,  de  Nemours  ft  Company.  (See  Maglll, 
P.  L..  Dunning,  and  Ressler,  assignors.) 

Du  Pont,  E.  I.,  de  Nemours  &<:ompany.  (See  Reid,  Eben- 
eser  B.,  assignor.) 

Du  Pont,  E.  I.,  de  Nemours  ft  Company.  (See  Rodman, 
Ernest,  assignor.) 

Du  Pont,  E.  I.,  de  Nemours  ft  Company.  (See  Schrauth, 
W'alther,    assignor.) 

Du  Pont,  E.  I.,  de  Nemours  ft  Company.  (See  Weller,  Sid- 
ney L.,  assignor.) 

Du  Pont.  E.  I.,  de  Nemours  ft  Company.  (See  Young, 
James   H.,   assignor.) 

Du  I'ont  Rayon  Company.  (See  Banigan,  Thomas  F.,  as- 
signor. ) 

Dustan.  Frank,  assignor  to  William  A.  Hardy  ft  Sons  Co., 
Fitchburg.  Mass.  Screen  plate  for  paper  making  ma- 
chines.     2.015.139 ;    Sept    24. 

Dustan.  Frank,  assignor  to  William  A.  Hardy  ft  Sons  Co., 
Fitchburg.  Mass.  Screen  plate  for  paper  making  ma- 
chines.     2,015,140;    Sept.    24. 

Dustan,  Frank,  assignor  to  William  A.  Hardy  ft  Sons  Co., 
Fitchburg,  Mas8.  Screen  plate  for  paper  making  ma- 
chines,      2,015.141  ;    Sept,    24, 

Dwyer,  William  C.  and  L.  E.  Smith.  Auburn,  N.  Y.,  as- 
signors to  International  Harvester  Company.  Potato 
harvester.     2,015,549  ;  Sept,  24. 

Dyer,  Zeb  A„  Long  Beach.  Calif.  Rotary  drilling  ap- 
paratus and   methnd.      2,015.634  :   Sept.   24. 

Eagles,  Reginald  H,.  Hastings-on-tbe-Hudson,  N.  T.,  as- 
signor, by  mesne  assignments,  to  J.  M.  Huber  Corpora- 
tion, Borger,  Tex,  Producing  carlwn  b!ack.  2,015,360; 
Sept.  24. 

Eames,  William  F.,  Bklgewocd,  Pa.,  assignor  to  Westing- 
house  Electric  &  Manufacturing  Company.  Motor  con- 
trol system.     2.015,594  ;  Sept.  24. 

Ebenhack.  Arthur,  New  York,  N.  Y'.  Portable  structure. 
2,015,176;    Sept.    24. 

Eckler.  Leopold,  assignor  to  Agfa  .^nsco  Corporation, 
BIngbamton.  N.  Y.  Diaphragm  for  cameras.  2,016.261 ; 
Sept.   24. 

Eckstein,  Reuben.  Bronx,  and  M,  Polls,  assignors  to  Deal 
Electric  Co,  Inc.,  Brooklyn,  N.  Y.  Attachment  plug. 
2,015,421  ;    Sept.    24, 

Eclipse  Machine  Compan.^^  (See  Whitney,  Maurice  P., 
assignor.) 

Economic  Machinery  Company.  '  (See  Holm,  Carl,  as- 
signor. ) 

Edgar,  John,  assignor  to  Barber-Colman  Company,  Rock- 
ford,  111.     Cutter.     2.015.068 :   Sept.  24. 

Edler,  Arnold,  Berlln-Slemensstndt.  and  W.  Brockmann, 
Berlln-Charlottenburg,  Germany,  assignors  to  Westing- 
house  Electric  ft  Manufacturing  Company,  East  Pitts- 
burg, Pa.  I'lschaige  device  protec.lon.  2,015,561; 
Sept.  24. 

Ehrhart,  Josef,  Heidenbelm-on-the-Brenx,  Germany,  as- 
signor to  Voith-Scbnelder  Propeller  Company,  New 
Y^ork,  N.  Y.  Device  for  the  control  of  motion  of  mov- 
able blades  on  blade  wheels.     2,015.514  ;  Sept.  24. 

Elberty,  Robert  S.,  Jr.,  Wllkinsburg,  Pa.,  assignor  to  West- 
inghouse  Electric  ft  Manufacturing  Company.  Folding 
device  using  the  photo  glow  tubes.     2,01.5.550;  Sept.  2-4. 

Elbertx,  Frank  V..  Lake  Orion,  Mich.  Worm  and  worm 
wheel  gear  a8.«embly  and  the  production  thereof. 
2,015,06^;    Sept.    24. 

Electric  Storage  Battery  Company,  The.      (See  Hamilton, 

John  A.,  assignor.) 
Electro  Lime  ft  Ice  Corporation.     (See  Walker.  Robert  S., 

assignor. ) 
Eilenberger,  Clarence  M.,  J.  E.  Blank,  and  B.  O.  Prentica. 

assignors    to   Ryerson   ft    Havnes,    Inc.,    Jackson,    Mich 

Spare  wheel  mounting  structure.     2,016,422  ;  Sept.  24. 
E.lingham,  Robert  W.,  ^priiigfleld,  Mass.,  assignor  to  The 

Blade  ft  Decker  Manufacturing  Company,  Towsun,  Md 

Making  a  hole  saw.     2.015,339  ;  Sept.  24. 
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Elliott.  Harmon  P..  Watertown,  Mass.  Wrapper  printing 
and  addressing  machine.     2.015,552  ;  Sept.  -'4. 

Engineering  Corporation.  (See  Russell.  Robert  C,  as- 
signor. )  ^  -, 

Enoch  Walter,  assignor  to  A.  Kimball  Company,  New 
York.  N.  Y.     Binding  strip      2,015.302  ;   Sept.  24. 

Eppler  Sugen.  Stuttgart.  Germany,  assignor  to  Baker 
I-erklns  Comi»ny,  Inc..  Saginaw.  Mich.  Mixing  and 
kneading  machine.     2,015.39*  ;  Sept    24 

Ergon  Rpsfarch  Ijiboratories,  Inc.      (See  Llllenfeld.  Julius 

Errlg  William  F  .  Philadelphia,  and  O.  M.  Pfundt.  Church- 
vill'e  asj^lgnors  to  Peco  Manufacturing  Corporation. 
Philadelphia,    Pa.      Grooving   device.      2,015.635 ;    Sept. 

24 

Esser    Martin,   assignor   to   Jofin    Harsch    Bronae   Foundry 

Co.^     Cleveland.     Oblo.        Metallic     frame.        2.015.447  ; 

Sept    24 
Ksser    Martin,  assignor  to  John   Harsch  Bronw  Foundry 

Co  '     Clevelantl,     Ohio.       Window     sash     construction. 

2,0i 5,448  ;  Sept.  24.  ^^         ,o       ^       ,      . 

Euclid  Road  Machinery   Company.  The.      (See  Armlnjcton. 

Stewart  F.,  and  G.  E..  assignors.) 
Evans     (Jordon    M,    assignor    to    Kelvlnator    Corporation. 

Detroit      Mich        Refrigerating    apparatus.       2,015  615: 

Sept.  24. 
Bvnlich.    Anton.    Oakland,    Calif.      Doorstop.      2.015,622; 

Sept    24 
Exner    Donald  W..  Irwin,  assignor   to  Wentinghouse  Elec- 
tric   A    Manufacturing    Company.    East    Pitt.sburgh,    Pa. 

Control  ap^iaratus.     2.015.563  :   Sept.   24. 
Fansteel  Products  Company.      (See  Austin.  Miner  M.,  a»- 

Fashion  Park  Manufacturing  Corporation.  (See  D'Annun- 
ilo.  Harry  C,  asuiitnor.  t  ^         ^  . 

Feldman.  Morrl.'*.  Baltimore.  Md.  Safety  attachment  for 
wringers.     2.015,303  ;  Sept.  24. 

Fiberloid   Corporation.   The.      (See   Ceely,   Arthur  O..   aa- 

pnscher  Albert  C.  Chicago.  111.,  as-'^lgnor  to  The  Philip 
Carey  Manufacturing  Company.  Reenforced  concrete 
road  construction.  2.015.340  ;  Sept.  24. 
Fisher.  Frederick  E..  Scotia,  N.  Y. assignor  to  General 
Electric  Company.  Magnetic  wedgfe.  2.015,564  ;  Sept. 
24 
Flaeif.    Rav   C.   and   A.    C.    Wood.    Sr..   Brewerton.    N.    Y. 

Fish-hording  Implement.     2.015.262  ;  Sept.  24. 
Flanders    Ralnh  F...   assignor  to  Jones  A  Lamson   Machine 
Companv,    Springfleld.   Vt.      Hydraulic  pump  or  motor. 
2.015. 423:  Sept.  24  „    ^^ 

Flint  Harry  M..  assignor  to  The  Oatea  Rubber  Company. 
Denver  Colo.  Valve  stem  for  pneumatic  tabea. 
2.015.070 ;  Sept.  24  ^,       ,      ., 

Folberth     Preilerick    G  ,    and    W     M.    Folberth.    Cleveland. 
Ohio.       Fluid     pressure     actuated     device.       2,015.449  ; 
Sept    24 
Folberth.    Frederick   O..   and    W     M.    Folberth.   Clevelana. 
Ohio.  Automotive       vehicle        control        apparatus. 

2.015.450  :  Sept.  24,  ^     ,  ^    ^  ., 

Folberth.   William   M.      (See  Folberth.   Frederick   G.,   and 

W    M  ) 
F?51di,  ziiltAn       (See  KOnle.  R..  and  FOldl.) 
Food  Machinery  Corporation.      (See  Stockdale.   Harry  C. 

assignor. ) 
Food  Machinery  Corporation.      (See  Thompson.  Albert  B.. 

assignor. )  .        ^  ■» 

Food    Machinery   Corporation.      (See    Wheeler.    Henry   J.. 

assignor.) 
Foothorap,  Harrv  A..  Harrlsburg.  Pa.,  assignor,  by  mesne 
a!<8ignment8.    to    Underwood    Elliott    Fisher    Company, 
New   York.  N.  Y.     Item  register  for  writing-adding  ma- 
chines.    2,015,516:  Sept.  24.  ^      ^ 
Forst,  Albert  C.  Alameda.  Calif.     Surfacing  electrodes  for 

electrical-discharge  tubes.     2.015.424;  Sept.  24. 
Fountain.    Lawrence    I>..    Wilklnsburg.    assignor    to    West- 
Inghouse  Electric  k  Manufacturing  Company.  East  Pitts- 
burgh. Pa.     Ix>ad  control  system.     2.0ir>.555  :   Sept.  24. 
Fountain.   Lawrence  I.^.  Wilklnsburg,  assignor  to  Westing- 
house  Electric  A   Manufacturing  Company.    Bast   Pitts- 
burgh,  Pa.      Regulator  svstem.      2,015.556 ;    Sept.   24. 
Pox.    Gordon,    and    A.    J     Whltcomb,    assignors    to    Frevn 
Engineering    Company.    Chicago.     111.       Stock    line    re- 
corder     2.015,2R3  :  Sept    24. 
Frank.   Harrison  J    L..   assignor  to  Bulldog  Electric  Prod- 
ucts   Company,    Detroit.    Mich.       Solderless    connecter. 
2.015.177:  Sept.  24. 
Fransson.    Sven   W..   Newark.   N.   J.      Shovel.      2.015,517 ; 

Sept    24. 
F^ps,  Richard    M..  Chicago.   111.     Apparatus  for  irradia- 
tion.    2.015,264  :  Sent.  24. 
Fraps.   Richard   M..   Tucson.   Arlt.      CHI   for  treating  ma- 
terial by  irradiation.     2.015.265  :  Sept.  24. 
Prase.  Theodor  F.,  Los  Angeles.  Calif.     Electrotyplng  and 

plating  apparatus.     2.015.304:  Sept.  24. 
Prayer.  I^e  .\.      (See  Harvev,  C.  L..  and  Frayer.) 
Prayer,    Lee    A.,    assignor    to    R     H.    Smith,    Kent.    Ohio. 

Machine  for  making  nuts.     2,015.,'>95  :  Sept.  24. 
Prede.   Charles   F.      (See  Shallenberger.  C.   S..  Prede.   and 

Hoblltz^lle  )  _^, 

Preyn  Engineering  Company.  (See  Pox,  G..  and  Whlt- 
comb. assignors.) 
Frum.  Alexander,  assignor  to  Telefunken  Gesellschaft  fflr 
Drahtlose  Telegraphic  n>.  b.  H..  Berlin,  Germany.  Sta- 
hlllxatlon  of  electromagnetic  oscillations.  2.015.178  ; 
Sept.  24. 


Puller,   Andrew   D..    Boston,   Mass.      Article  of   furniture. 

2.015.518  ;  Sept.  24.  ^ 

Puller  Company.      (See  PfelfTer,  C^sar,  ass'gnor.) 
Fuller.  Leo  H  ,   Inc.     (See  Hinson.  Jav  B..  assignor.) 
Piftlong,  Roland  A.,  assignor  to  The  Yawman  A  Erbe  Manu- 
facturing Company,  Rochester.  N.  Y.     Visible  Index  card 
holder.     2.015,519;   Sept.  24 
Purtney,     Henry.     St.     Paul,     Minn.       Waterglass     valve. 

2,015.398  :   Sept.  24. 
Gammeter,  John  R.,  .\kron,  Ohio,  assignor  to  International 
I^tex    Corporation.    Roctiest»'r.    N     Y       Method   and   ap- 
paratus  for  making  dipped  rubber   articles.     2.015.648: 
Sept.  24. 
Oastrlch,    Gustav.    assignor    to    Textile    Machine    Work! 
Wyomissing.    Pa.      Safety    stop   mechanism    for    knitting 
machines.     2.015.106  ;  Sept.  24. 
Gates.    Bdwin  B..  assignor  to  The  Atlas  Mineral  Products 
Company.     Mertitown,     Pa.       Maaonry     structure     with 
Joints.     2.015,470;    Sept.  24. 
Gates   Rubber  Company.  The.      (See  Pllnt.   Harry  M..  as- 
signor.) 
Gaubert,    John    Q.,    Dayton.     Ohio,    assignor    to    General 
Motors  Radio  Corporation,  New  York,  NY.     Radio  con- 
trol.    2,015.426;  Sept.  24. 
Geffcken.    Heinrlcb    H..   and    H.   R.    Rlchter.   Leipsig,   Ger- 
many,   assignors    to     Radio    Patents    Corporation.    New 
York.   N.  y.     Light  sensitive  tube.     2.015.520;  Sept.  24. 
General     Aniline     Works,     Inc.       (See    Kracker.     H..     and 

Schmid,  assignors. ) 
(Jeneral  Aniline  Works,  Inc.     (See  Lange,  Friti,  assignor.) 
General    Aniline    Works.    Inc.       (See    Schweitser,    H..    and 

Scbrader.  assignors.) 
General  Aniline  Works.  Inc.     (See  Tbomae,  H.,  Modersohn. 

MQller.  and  Muth,  assignors.) 
General   Chemical   Company.      (See   Benjamin,   Charles   8., 

assignor.)  ,     ^ 

General  Electric  Company.      (See  Cook.  Ellsworth   D,.  as- 
signor.) „ 
General  Electric  Company.     (See  Fisher.  Frederick  E..  as- 
signor, t 
General  Electric  Company.     (See  Sabbah.  C.  A.,  and  Cray. 

assignors.  I 
General  Blectrlc  Company.     (See  SchrOter.  K..  Agte.  Moers. 

and  Wolff,  assignors.) 
General  Electric  Comimny.      (See  Zeiss.  Bruno,  assignor.) 
General    Motors    Corporation.       (See    Klndl.    C.    H..    apd 

Rosaman.  assignors.) 
General    Motors    Corptiration.      (See    Schweller.    Sylvester 

M.,  assignor)  ^      ^  ,   ^     ^ 

General  Motors  Radio  Corporation.     (See  Gaubert.  John  Q.. 

assignor.) 
General  Steel  Castings  Corporation.      (See  Pflager.  Harry 

M.,  assignor,  i 
General    Steel   Castings    Corporation       (See   Shallenberger. 

C.  S.,  Frede.  and  Hohlltielle,  assignors.) 
Oenult    John  W..  Hnntlni:ton  Park,  assignor  to  California 
Fruit   Wrapping  Mlll.s,  Inc..   Pomona.  Calif.     Plant  pro- 
tector     2.015.471  :   Sept.  24. 
Gerer.     Rudolph     M,     Milwaukee.    Wis.       Water    heating 

means.     2,015.26«  ;  Sept.  24. 
Gerlach.     Bmll,    assignor    to    Demag  Elektrostahl.    Gesell- 
schaft mlt  beschrankter  Haftung,  Dusseldorf,  Germany. 
.\pparatns  for  charging  furnaces.     2.015,451  ;    Sent.  24. 
Germain   Manufacturing  Company.      (See  Campbell,    Stan- 
ley E.,  assignor,  i 
GlbAon  Electric  Refrigerator  Corporation.      (See  Touborg, 

J.,  and  Jacobsen.  assignors.) 
(ilheon.  William   R        (See   S<ott  Snell.  E,  and  Gibson) 
Gilbert  A  Barker  Manufacturing  Company.     (See  Shaw.  B, 

E.,  and  Nest,  assignors.) 
Gilbert   A   Barker   Manufacturing   Company.      (See  Spear. 

Leolyn  F..  assignor  )  ^     .     .   ^ 

(Jlnsberg.   Abraham   J  ,    New  York,  N.  Y.     Optical  bench. 

2.015.623  ;  Sept.  24, 
Oluck,  Bernard.      (See  Nemes.  B.,  and  Glnck.) 
(;oetw>    Karl.      (See  Lnther.  M,.  and  Goetse.) 
Goodman    Manufacturing  Company.      (See   Pratt.    Charles 

A.,  assignor.) 
Goodrich.  Hunter.  (See  Breltenbach,  Eugene  V  ,  assignor.) 
Goosman,  Herbert  J,,  assignor  to  The  Singer  Manufactur- 
ing Company,  Fairabeth.  N,  J  I>oop-taker  for  sewing 
machines,  2  015.472  :  Sept,  24. 
Oorsnch,  Robert  A,,  assignor  to  The  Gongor  Mfg,  Company. 
Gambler     Ohio.      Combination    shipping    »>ox    and    feeder, 

2.015, .^41  :  Sent    24 
Gough.   Arttmr  C.  assignor  to   C    F    Cowdrev,  Jr..   Fltch- 
burg.     Mass        Molillng    articles    from     pulp     material. 
2. 015. 426:  Sept.  24  ^       .  ^,    „     .. 

Granl>erg.  Albert  J,.  Berkeley,  assignor  to  Ralph  N.  Brodle 
Companv,    Oakland.    Calif,      Thermostatic    control    for 
fluid  meters.     2.015.267  ;  Sept    24_ 
(}ray.  IMvId  E  ,  Corning,  and  W    C   Weber,  Coopers  Plains. 
N    Y     assignors  to  Corning  Class  Works.  Coming.  N.  Y. 
Forming  glassware.     2.016.219;  Sept.  24. 
Gray,  Paul  M      (See  Sabbah.  C.  A.,  and  Gray.) 
(irayson    F'rank  O.,  Coral  Gables.  Fla.     Combined  awning 

and  storm  shutter.     2.015..'i05  ;  Sept.  24. 
Greenawalt.  I>ewls  J.      (See  Blets.  E.,  and  (Jreenawalt.) 
Greene    Otto  W.,  assignor  to  The  Ouardl.inair  Corporation, 
Elvrla    Ohio.     Power  transmission.     2.015.107  :  Sept.  24. 
Oriebat."  Herman.    Lodl.   Calif.      Tractor   lug.      2,015,427; 

Sept    24 
Grlfflth.  G.'W..  Co.      (See  Kelley.  Frederick  H..  assignor.) 
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Griswold  Samuel  A.,  Wettaersfleld,  assignor  to  The  Arrow- 
Hart  A  lieKeman  Electric  Company.  Hartford,  Conn. 
Heater  switch  and  circuit.      2.015.024  ;  Sept.  24. 

Gronauer.  Mux  H..  Memphis.  Tenn.  Book  cover. 
2,015,306;   Sept.  24. 

Grothe,  Frank  \.,  assignor  to  The  Hoover  Company,  North 
Canton,    Ohio.      Electric    switch.     2,015.399  ;    Sept.    24. 

Guardlanalr  Corporation.  The.  (See  Greene,  Otto  W., 
assignor.) 

Gulda.  Silvio,  Hudson  Heights,  N.  J.  Pipe.  2,015,521  ; 
Sept.  24.  ^        ,       f 

Gyro  Process  Company.      (See  Chave,  C.  T.,  and  Schutt. 

assignors.) 
Halbert,  George  U.,  executors  et  al.      (See  Kiddle,  Alfred 

W.) 
Hamilton.  John  A.,  assignor  to  The  Electric  Storage  Bat- 
tery Company,  Philadelphia,  Pa.      Storage  battery  plate. 
2,015,036;   Sept,  24. 
Hammond.  Annlug  S.,  Portland.  Oreg,.  assignor  to  West- 
ern   Waxed    Paper   Company,   Oakland,    Calif.      Securing 
end      readily      detachable      6t      coiled      gummed      tape. 
2.015.268  ;  Sept.  24. 
Hand.    James    M,,    Shubuta.    Miss.     Rotary    pump,    com- 
pressor, or  driven  motor.     2  015,307  ;  Sept.  24. 

Handy  A  Harman.      (See  Leach.  Robert   H,.  assignor.) 

Hankel,  Gilbert,  Grant,  Nebr.  Bag  and  sack  closing  de- 
vice.     2,015.478  ;   Sept.  24. 

Hanna.  Clinton  R.,  Pittsburgh.  Pa,,  assignor  to  Westing- 
house  Electric  A  Manufacturing  Company.  Cinemato- 
graphic apparatus.      2.015.637  ;  Sept.  24. 

Hansen.  Aagc  C.  C.      (See  Matthews.  J.  L.,  and  Hansen.) 

Harding.  Charles  K.,  deceased,  late  of  Los  Angeles,  by 
M.  T.  Harding,  San  Diego,  administratrix,  said  C.  K. 
Harding  assignor,  by  mesne  assignments,  of  one-half  to 
W.  F.  MacGlashan,  I'asadt-na,  Calif.  Producing  light 
weight  aggregate  and  the  product  thereof.  2,016,381  ; 
Sent.    24.    • 

Harding,  Mabel  T,  administratrix.  (See  Harding, 
Charles   K.) 

Hardy,  William  A  .  A  Sons  Co.  (See  Dustan.  Frank,  as 
signor. ) 

Hargreaves,  Henry,  assignor  to  Hargreaves  and  Marshall. 
Providence.  R.  I.  Citrous  fruit  server.  2.015,142  ; 
Sept.  24. 

Hargreaves  and  Marshall.  (See  Hargreaves,  Henry,  as- 
signor.) 

Harkln.  Harry  B.,  Rldgefleld  Park,  N.  J.  Chopping  block 
scraper      2.015,220  ;  Sept.  24. 

Harper,  George  W,,  assignor  to  The  Columbia  Axle  Com- 
pany^ Cleveland.  Ohio.  Axle  drive  lubricating  means. 
2.015,108;  Sept.  24. 

Harrison,  Lee  8..  New  Orleans,  La.  Container  closure. 
2,015,625  ;  Sept.  24. 

Harsch.  John,  Bronse  Foundry  Co.  (See  Esser,  Martin, 
assignor.) 

Hart  Carter  Company.  (See  Ingraham.  Charles  C.  as- 
signor.) 

Hartley,  Howard  J..  I.«nsdale.  and  E.  Aschenbach.  Sellers- 
ville.  Pa.,  assignors  to  United  States  Gauge  Companv. 
New  York.  N.  Y,  Indicating  instrument.  2.015.474; 
Sept.  24. 

Harvey.  Carl  L.,  and  L.   A.   Frayer.    assignors 
Smith.    Kent,    Ohio.     Making    nut    blanks.     2 
Sept.  24. 

Hasche,  Rudolph  L.,  Whltefish  Bay.  assignor  to  A.  O,  Smith 
Corporation.  Milwaukee,  Wis.  Concentration  of  form- 
aldehyde.     2,015.180:  Sept.  24. 

Hausse.  Richard   H.      (See  Marty.  M.  J.,  and    Hausse.) 

Hays.  Roy  W.,  South  Bend,  Ind.     Tool.     2,015.109;  Sept. 

Hazeltlne  Corporation.  (See  Wheeler,  Harold  A.,  as- 
signor.) 

Heald  Machine  Company,  The.  (See  Schmidt,  William 
D.,  assignor.) 

Heath,  Albert  R.  N..  assignor  of  one-half  to  M  Hicks, 
Ix)ndon,  England.  Hydraulic  transmission  apparatus. 
2.015.626;    Sept.  24. 

Hedenskoog.    Ernest.    Muskegon,    Mich.,    assignor    to    The 
Brunswick-I{«lke-Collender       (/ompanv,      Chicago,       III 
.\utoniatlc  pin-setter,      2.015.428;  Sept.  24. 

Heer.  Frit*.  Jr..  Pforxhelm.  Germany.  Bracelet  fastener 
2.015,308;  Sept.  24. 

Heeter,  Allen   F.      (See  Buhrke.  A.  E..  and  Fleeter.) 

Helfenstein,  Max.  as.slgnor  to  Schwelierische  Unfallversl- 
cherungsanstalt.  Lucerne.  Switzerland.  Spectacle  gog- 
gles.     2,015,475  :  Sept.  24. 

Henrlte  Products  Corporation.  (See  Henry.  Ralph  L.,  as- 
signor.) 

Henry,  Ralph  L..  Detroit.  Mich.,  assignor  to  Henrlte  Prod- 
ucts Corporation,  Ironton.  Ohio.  Elevator  door  guide 
2.015,269  ;  Sept.  24. 

Henry,    Ralph    L..    Detroit,    Mich.,    assignor    to    Henrlte 
Products    Corporation.    Ironton.    Ohio.     Elevator    door    ' 
guide.     2.015.270:  Sept.  24. 

Herr,  Harvey  C.      (See  Herr.  Henry  C.  and  H.  E.) 

Herr.  Henry  C..  and  II  E,  Herr.  assignors  to  Herr  Manu- 
facturing Company.  Inc.  Buffalo.  N.  Y.  Fiver  for  spin- 
ning machines.      2.015.557  :    Sept.   24. 

Herr,  Henry  C,.  assignor  to  Herr  Manufacturing  Company. 
Inc..  Buffalo,  N,  Y.  Fiver  for  spinning  machines. 
2.015.558  :   Sept.   24. 

Herr  Manufacturing  Company.  (See  Herr,  Henry  C, 
assignor.) 

Herr-Manufacturing  Company.  (See  Herr,  Henry  C.  and 
H.  E..  assignors.)  "    .. 


to  R.    H. 

.015,596  ; 


Herrmann.  Conrad,  Wuppertal  Elberfeld,  Germany,  as- 
signor to  North  American  Rayon  Corporation,  New 
York,  N,  Y.  Apparatus  used  In  drawing  yarn  vertically 
from  bobbins.     2.015.221  ;  Sept.  24. 

Hicks,  Maxwell.      (See  Heath.  Albert  R.  N.,  assignor.) 

llildebrand.  Frledrich,  Lankwltz,  Berlin,  and  E.  MSller, 
Karlshorst.  Berlin,  Germany,  assignors  to  Knorr-Bremse 
Aktiengesellscbaft.  Lichtenberg,  Berlin,  Germany. 
Driver's  brake  valve  for  compressed  air  brakes. 
2,015,181  ;   Sept.  24. 

HiUix,  Foster  t\,  Lakewood.  assignor  to  The  United 
States  Platers  Supply  Company,  Cleveland,  Ohio. 
Polishing  wheel.      2.015.646  ;  Sept.  24. 

liillman,  Cnarles  A..  East  Orange,  N.  J.,  assignor  to  Stand- 
ard Oil  Development  Company.  Cracking  oil  with 
accumulation  under  pressure.     2,015.110;   Sept.   24. 

Hinson,  Jay  B.,  Hartsdale,  assignor  to  Leo  H.  Fuller,  Inc., 
Long  Island  City,  N.  Y.  Lamp  display  container. 
2.015.222  ;   Sept.  24. 

Hlrscbhorn,  Louis,  and  II.  Irmscher,  assignors  to  Millie 
Patent  Holding  Co.  Inc.,  New  York,  N.  Y.  Combination 
bag  filling  mechanism.     2,016,071  :  Sept.  24. 

Hladlk,  I.rfidi8lav,  PUsen,  Csechoslovakla,  assignor  to 
Limited  Company  formerly  Skoda  Works,  Pilsen,  Prague 
Czechoslovakia.  Controlling  device  for  the  drainage  of 
the  steam  cylinder  in  an  auxiliary  plant  of  a  loco- 
motive.    2,015.182  ;  Sept.  24. 

Hoague-Sprague  Corporation.  (See  Knowlton,  Cutler  D., 
assignor.) 

Hoblltxelle.  Harrison.  (See  Shallenberger,  C.  S.,  Prede. 
and  Hoblltzelle.) 

Hodgman.  Frederick  S..  Glen  Rock.  N.  J.,  assignor  to 
Sperry  Gyroscopic  Company.  Inc.,  Brooklyn.  N.  Y. 
Self-synchronous  automatic  pilot.      2.015.183:  Sept.   24. 

Hoffman,  Alfred  O.,  Oakland,  Calif.  Riffle  trough. 
2,015,522  ;   Sept.  24. 

Hokerk.  Lynde  De  F.,  Dtica,  N.  T.  Making  waste  and 
desk  baskets.     2,015.382  ;  Sept.  24. 

Holland.  John  P..  San  Francisco,  Calif.  Garbage  flU. 
2.015.361  ;  Sept.  24. 

Holm,  Carl,  assignor  to  Economic  Machinery  Company, 
Worcester,  Mass.  Label  wiping  device.  2,016.587; 
Sept.  24. 

Holm.  William  W..  Fort  Scott,  Kans.  Separable  button. 
2.015,559  ;  Sept.  24. 

Holmes.  Morris  P..  Claremont.  N.  H..  assignor  to  Sullivan 
Machinery  Company.  Hydraulic  transmission  for  min- 
ing machines.      2,015.143;  Sept.  24. 

Holophane  Company.      (See  Rolph,  Thomas  W..  assignor.) 

Holzwarth  Oas  Turbine  Co.,  The.  (See  Holzwarth.  Hans, 
assignor.) 

Holzwarth.  Hans,  Dusseldorf.  Germany,  assignor  to  The 
Holzwarth  Gas  Turbine  Co..  San  Francisco.  Calif. 
Regulation  of  explosion  turbine  plants.  2,015.072 ; 
Sept.  24. 

Hoos,  Benjamin  G.      (See  Scbur.  M.  O..   and   Hoos.) 

Hoover  Company,  The.      (See  Qrothe.  Frank  A.,  assignor.) 

Hoover,   Charles   E.,    I.anca8ter,   Pa.      (Solderless   battery 


cable  grip.  2.015J44  ;  Sept.  24. 
oover  Company.  Th-  "*—  " 
signorj 


e.      (See    Smellie,    Donald    G.,    as- 


Hoover  Company.  The.      (See  White    Harry  B..  assignor.) 
Hopkins.    Durward  K..  assignor   to  Micro  Products  Com- 
pany, Peoria,  111.     Welding  machine.     2.015,184  ;   Sept. 

Horn.  William  H.,  A  Bro..  Incorporated.  (See  Southwick, 
Charles  E..  Jr..   assignor.) 

Horsley,  George  P.,  Norton  Hall.  The  Green.  Norton-on- 
Tees,  England,  assignor  to  Imperial  Chemical  Industries 
Limited.     Recoverv  of  ethylene.     2.015.223  ;  Sept.  24, 

Horsley,  George  F.,  Norton -onTees.  England,  assignor  to 
Imperial  Chemical  Industries  Limited.  Hydrating 
oleflnes.      2.015.073  ;  Sept.  24. 

Hjrstlng.  Bernard  F..  assignor  to  Simplex  Shoe  Tree  Co., 
Chicago,    111.     Shoe  tree.     2,015,224:    Sept.   24. 

Hosmer,  Prank  P.,  Glendale,  Calif.  Can  puncturing  de- 
vice.    2M9»271  ;  Sept.  24. 

Howland.  Owen  L..  Maywood.  111.,  assignor,  by  mesne  ss- 
slgnments,  to  Una  Welding,  Inc..  Cleveland.  Ohio. 
Manufacture  of  welding  rod  or  wire.  2,015,074  :  Sept. 
24. 

Howroyd.  Mc.\rthur  and  Company  Limited.  (See  Croad, 
Robin  B..  assignor.) 

Huhbuch,  Leo  P.,  assignor  to  E.  I.  du  Pont  de  Nemours  ft 
Company.  Wilmington.  Del.  Ester  derived  from  hy- 
drogenated  castor  oil.     2.015.145;  Sept.  24. 

Huber.  J  M..  Corporation.  (See  ESagles,  Reginald  H.^ 
assignor.) 

Hug  Brothers,  PIrm   of.      (See   Hug,   FVltz   A.,   assignor  ) 

Hug,  Fritz  A.,  Berkeley,  Calif.,  assignor  to.  the  Firm  of 
Hub  Brothers,  St.  Gallen,  Switzerland  Aircraft  and 
artillery  observation   Instrument.      2  015.627  :    Sept     24 

Hugh.  Percy  O.     (See  North.  O.  D..  and  Hugh.) 

Hunter.  Philip  V..  assie-nor  to  Callender's  Cable  and 
Construction  Company  Limited.  London,  England  Elec- 
tric cable.     2,015.476:   Sept.   24. 

Huntington,  Karl  D.  (See  Charpier.  L.  L.,  and  Hunt- 
ington.) 

Hurley.  Roy  T..  Dobbs  Ferry.  N.  Y.,  assignor,  by  mesne 
assignments,  to  Bendlx  Aviation  Corporation,  South 
Bend,    Ind.      Spark    plug    shield.      2.015,477 ;    Sept.    24 

Hydraulic  Brake  Company.  (See  Bowen.  Herbert  C, 
assignor.) 

I.  G.  Farbenlndustrie  Aktlengesellschaft.  (See  Luther,  M., 
Goetze.    assignors.) 
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lafratv,  Carlo,  I>etrolt,  Mlfh.     Folding  stool.     2,016.560; 

^^Pt-   24.  ,        ^   _^, 

Igarashl.    Toroehtko.    Osaka.    Japan.      Aatomatlc    starting 

and  stopping  apparatus  for  a  Diesel  en^'ine.     2.015,309; 

Sept    24. 
Ilherff,  Waldemar,  asaUuor  to  Telefunken  Gesellsrhaft  ftlr 

Drahtlose  Telegrapbie  m.  b.   H.,  Berlin,  Germany.      Gen- 
erating   ultraradli)    freqaency    sound-modulated    osmla- 

tjons.      2,015.."S23:    8ept.    24. 
Imperial     Themiral     Industries    Limited.       (See    Horsley, 

George  F.,  assignor.)  ,    ..  . 

Imperial    Chemical    Industries    Limited.       (S*«    Lefebure, 

Victor,  assignor.)  ^„        „,     ,       v. 

Imperial    Chemical    Industries    Limited.       (See    Woolcoclt. 

James  W..  asalmor.)  ^^,.,^«     a     » 

In.iahl,  .Maurltj  C7.  Rydal,  Pa.     Awning.     2,015,342;  Sept. 

24. 
Ingersoll-Rand  Company.      (See  Jonee,  J.  W.,  and  Cowles, 

assignors.)  .  ^  .    _ 

IngersoU  Kand   Company.      (See   McAllister,    Raymond  C, 

In:,'eraoll  Rand    Company.       (See    Trumpler,    William    K., 

la-Taham.  Charles  C.  Minneapolis,  Minn.,  assignor  to 
llart  Carter  Company.  I'eorla,  111.  Grain  separating  ma- 
chine-.     2,0i:),4<M> :    S»'pt.    24. 

Ingram,  Walter  M.,  as»l*n>or  to  Millie  Patent  Holding  Co. 
Inc  New  York.  N  Y  Continuous  motion  receptacle 
forming  and  fllling  machine.     2,015,075  ;  Sept.  24. 

Intf-rnatlonal  Coml)usti«)n  I-^nglneerlng  Corporation.  (See 
I)e  Baufre,  William   L.,  aasignor.) 

International  Coml)u«tlon  Engineering  Corporation.  (See 
Wood,  Wilfred  R.    assignor.) 

International  Harvester  Company  (See  Benjamin,  B«rt 
R..  a.ssignor.) 

International  HarTester  Company.  (S«e  Borgerd,  Wil- 
liam F.,  assignor.)  _  „ 

loternational  Harvester  Company,  (See  Dwyer,  William 
C,  assignor.) 

International  Harvester  (ompany.  (See  Kriegbaum,  O. 
.M..  and  Morris.  a-<!*lgnor».  t 

International  Harv.^r  •■  Company.  (See  Welty,  Albert  B.. 
assignor. ) 

International  I^tex  Corporation.  (See  Gammeter.  John 
R..   assignor.) 

International  Motor  Company.  (See  Matthews.  J.  L..  and 
Haniien.  asalgnors. )  ,„       a     ^ 

International  Oil  Lamp  and  Stove.  Limited.  (S«e  Scott- 
Snell.   E..  and  Gibson,   assicnors. ) 

Irmscher.    Hans.      (See    Hlrschhorn,    L.,   and    Irmscher.) 

Jackson  Fred  W.,  Beverlv  Hills,  Calif.,  assignor  to  Warner 
Bros.  lirrnres.  Inc..  New  York.  N.  Y.  Composite  mo- 
tion pictures.     2,015.272:  Sept.  24. 

Jackson,  Clar»>nce  S.,  Brooklyn,  assignor  to  William  K. 
Warner  A  Co.  Inc.,  New  York.  N.  Y.  Stopper  for  dis- 
pensing spouts.      2,015,34."^;   Sept.  24. 

Jacohsen.   Aage  M.      "See  Touborg,  J.,  and  Jacob«en.) 

Jacobson.  Conrad  C,  (ilen  Ridge.  N.  J.,  assignor  to  John 
Robertson  Co.  Inc.  Brooklyn.  N.  Y.  Apparatus  for 
extruding  metals.     2,015.111  ;   Sept.   24. 

Jacobus.  Davkt  S..  Montclalr,  N.  J.,  and  R  K.  Behr.  Mount 
Vernon.  N.  Y  .  assignors  to  The  Bnbcock  k  Wilcox  Com- 
pany   Newark.  N.  J      Steam  boiler.     2,015.302  ;  Sept.  24. 

Jako8ky,  John  J  ,  Los  Angeles.  Calif.  Determining  un- 
iler-'round   structure.      2.015,401  ;    Sept.   24. 

Jamison,    Robert    H.,    et    ai.       (See    Loeher,    Edgar   O..   as- 

Jenkins.  David  E.,  and  F.  J.  Schaeffer.  assignors  to  Re- 
public Steel  Corporation.  Young»town,  Ohio.  Mechanism 
for  removing  burrs  from  tubea.  etc.     2,015,452  ,  Sept    2* 

Jennings.  Oliver  S..  Mansfield,  Ohio,  assignor  to  Westing- 
house  EleetFlc  A  Manufacturing  Compsny,  Ea-st  Pitts- 
burgh. Pa.     Switch  mechanism.     'J, 01 5  .'".•> l  :  S.pt.  24 

Jobst.  Gunther.  assi.'nor  to  Telefnnken  Gesellscliaft  ftir 
I»rahtlirt»e  TfU-graphle  m.  b.  H.,  Berlin.  Germany.  Elec- 
tron tube  circuit  scheme.     2.015.185:   Sept.  24. 

Johanson.  Karl  E..  Bedford  Park,  111.  Mverhead  door  con- 
struction for  garage*  and  other  buildings.  2,015.402  ; 
S.-pt.   24. 

Johansson.  Ernest  G..  Watertown.  assignor  to  The  Palmer 
Electric   A    Manufacturing   Co.,    Waltham,    Mass.      Appa 
ratnn  for  multiple  meter  Installation.     2.015.112:   Sept 
24. 

Johns  Manvine  Corporation.  (See  Kellogg,  George  D.,  as- 
nlgnor  ) 

Johns  ManvUle  Corporation.  (See  McQuade,  Walter,  as- 
signor. ) 

Johns  Manville  Corporation.  (See  Toohey  and  Kershaw, 
ftssfgnors. ) 

Johns-Manville  Corporation.  <^8ee  Volgt,  P.  A.,  and 
.Shultis,    asslenors. ) 

Jo*'nson.  Charles  E..  North  Muske«ron.  assignor  to  Seale<l 
Power  Corporation,  Muskegon.  Mich.  Piston  spreader. 
2,015  273  :    Sept.    24. 

Johnson.  ClvHe  R.  Princeton.  N.  J.  Smoker's  novelty. 
2  015.524  :    S.pt.    24 

.Johnson.  Flora  E.      *  Sep  .Tohnson,  Samuel  C.  assltrnor.) 

Johrrson.  Samuel  C,  assignor  to  F.  K.  Johnson.  Wolf  Sum- 
mit. W.   Va       Llni-'erle  clasp.     2  015.113:   Sent.   24. 

Johnston  Howard  M..  assienor  to  Masseyllarris  Com- 
pany Limited.  Toronto.  Onfario,  Canada  Screen  de- 
vice for  power  si>ravB  anH  the  llVe      2.01  .-S  274  ■  Sent    2V 

Jones    Frederick  A.     (See  Twlss.  D.  F.,  Jones,  and  Allen.) 


Vehicle  bo;:i« 
Vehicle  bogla 


Jones,  John  L.,  Weymouth,  Mass..  asslmor  to  United  8ho* 
Machinery  Corporation,  Paterson,  N.  J.  Ma-bine  for 
operating  upon  the  soles  of  shoes.  2,015,146;  Sept.  24. 
Jones,  Joseph  W.,  and  E.  C.  Cowles,  Coming,  N.  Y. 
assignors  to  IngerRoUUand  Company,  Jersey  City.  N.  J, 
Portable  compressor.  2  015,525;  Sept.  24. 
Jones  A  I>amson  Machine  Company.     (See  Flanders,  Ralph 

E.,  assignor.) 
Jonkhoff.   ilenri   W.,  Dusseldorf,  Germany. 

construction.      2,015,310:   Sept'    24. 
Jonkhoff.  Henri  W.,  Dusjjeldorf.  Germany. 

construction.      2.015.311  :    Sept.    24. 
Kanal,   Kunxo,   Boaler,   Wyo.      Ciijarette  case.      2.015,628; 

Sept.   24. 
Kappeler,     John     A..     Dayton.     Ohio.       Clsjarette     roller. 

2.015,312;   Sept.   24. 
Kauxor,  Anthony  A.,  IMttsburgh.  Pa.     Finger  safety  guard 

and   a.ssistant.      2.015,186;    Sept    24. 
Kellev,  Frederick  H.,  assignor  to  Ci.  W.  (;riflln  Co.,  Fmnkltn. 
.N    H.     Portable  table  for  Jig  aaws.     2,01.%. 275  :  Sept.  24. 
Kellogg,    George    D.,    Pelham    Manor.    asKii,Tior    to    Johns- 
Manville  Corporation,  New  York,  N.  Y.     Building  struc- 
ture.    2.015.114  ;  Sept.  24. 
Kelvlnator  Corporation.     (See  Evans,  Gordon  M..  as8lgnor.> 
Kershaw,  John  C.      (See  Toohey,  E.  A  ,  and  Kershaw.) 
Ketchpel,    Paul    A.,    Bergenfleld,    N.    J  ,    assignor    to    The 
Stauilard      Stoker      Company,      Incorporate<l.  Stoker 

2,015.526:   Sept     24 
Kiddle.   Alfred    W.,   deceased.   New   York.   N.    Y..   A.   M.   P. 
Kiddle    and    G.    H.    Halbert.    executors.      Apparatus    fot 
preventing  twisting  of  flexible  electric  cords.     2,015.403; 
Sept.   24. 
KhldV,   Alfred   W  .  deeease<l.  New  York.   N.   T.,   A.   M.  F. 
Kiddle   and    G     H.    HaP>ert,   exe<'nfors.      Apparatus    for 
preventing  twisting  of  flexible  electric  cords.     2,015,404  ; 
Sept.   24   . 
Kiddle.  Alfred  M.  F.,  et  al..  executors.     (See  Kiddle.  Alfred 

W.)  

Kiesling.    Ije    Roy    H.,    Brooklyn.    N.   T.      Sectional    door. 

2.01 5, 47K  ;  Sept.   24. 
Kllgore.    I.**e    A.,    Forest    Hills,   assignor   to    Westinghoua* 
raectric    St    Manufacturing    Company.    East    Pittsburgh, 
Pa.      Winding  with    two   parall<Is   per   pole.      2.015.562  ; 
Sept.  24. 
Kimball,  A.,  Company.     (See  Enoch,  Walter,  assignor.) 
Klmmel,    George  P.      (See    Marls,   i'laude   A.,   assignor.) 
Klndl,  Carl  H  ,  and  E.  F.  Rossman.  Dayton,  Ohio,  assignors, 
by   mesn»'   assignments,   to   (leneral    Motors   Corporation. 
I>etrolt.  Mich.     Shock  absorber.     2,015,453;  Sept    24. 
KInne.   Edmund   P.,  Alliance,  Ohio,   aaalgnor  to   American 
Stf^l    Foiiiidri»'S.   riilcago.    III.      Tractor-trailer   coupling 
device       2  01,%.313  ;   Sept     24. 
Knijjht,  Ralph  F  .  Bev»Tly,  Mass..  assipiOT  to  I'nlted  Shr>« 
Machinerv   Corporation.    Paterson.    N.    J       Counting   de- 
vice.     2  01.').14(  :  Sept.  24 
Knoblaugh,  Armand  F.,  assignor  to  The  Baldwin  Company, 
Cincinnati,      Ohio.         Electrical      musical      iastrument. 
2.015..J63  :    Sept     24 
Knorr-Bremse    Aktlengesellschaft.       (See    HiUlebrand,    F., 

and   Molbr,   assignor*  ) 
Knowlton.  Cutler  D  .   B»'V»'rly,  assignor  to  Hoague-SpragtM- 
Corporatlon.  Lynn.  Mass.     Box-part  and  blank  therefor. 
2.01.5.148  :   Sept.   24. 
Knox,   Samuel    I^   G.,    Engh-wood.   N.   J.      Excavating  ma- 
chine.     2.015,62i>:    Sept.    24 
Kokn.  Hans,  Sfoetten  O    A.  Gelsllngen.  Germany.     Trans- 
mission gear.      2,015,«.'<«  :    Sept.   24. 
Konig,    Albert,   assignor    to    the   Arm   of  Carl   Zeiss,   Jena, 
Germany.      Eye-piece  having  optical   members  that  con- 
sist  of   a   lens   system   and  a  prism   system.      2,015,527  ; 
Sept.   24. 
K(')nig.  Rudolf,  and  Z.  F51di,  Budapest.  Hungary,  assignors 
to  Svenska  TMndstlcks  Aktielmtaget.  Jonkoplng.  Sweden. 
Repeatedly  lgnltit>le  match.     2.0l,%.3S:i  ;  Sept.  24 
Koomruian,    Harry,    Broox,    W.     Y        Sandal        2,015,47»: 

Sept.  24. 
Kosken.  Wllho  A.,  Inc.      (See  Kosken,  Wilho  ,\  .  awitfnor  ) 
Kosken    Wilho  A.,  Rlckaoad  Hill.  N    Y     assignor  to  Wilho 
A.     Kosken.     Inc.       Picture     and     sound     reproduction. 
2.01 5, .344     Sept.  24. 
Kracker,    Hert>ert,   and   R.    Schml«l.   Frankfort  on  the  Mnln- 
Hochst.   Germany,   as-lgnors  to   General   Aniline   Works, 
Inc.   New  York,  N.  Y.     A«o-dye«tnffs.     2,015.225:  Sept. 
24. 
Kracker,   Herbert,   and   R.   Schmid,   Fr*nkfort-on-the-Ma!n- 
Hochst.   Germany,  assignors  to   (teiMTal    .\nlllne  Works. 
Inc.,  New  York,  N.  Y.     Axo-dyestufTs      2.015,420  :   Sept. 
24. 
Kraft  Phenix  Cheese  Corporation.      (See  CUckner,   Forest 

H..  assignor.) 
Kriegbaum.  (Jeorge  M.,  and  D    M    Morris.  Richmond.  lT>d.. 
atwlgnors    to    International    Harvester    Company        Dis- 
charging   mechanism    for    fertiliser    drills.      2,«»15,563: 
Sept.    24. 
Krzeniinski,  Stanley  S.,  Hartford,  Conn.     Pin.     2,015,149; 

Sept    24. 
KUppeni>ender.  Helnx.  and  M    Nowlckl.  Dresden,  assignors 
to  Zeiss  Ikon  Aktiengesell-chaft  Dresden,   Dresden.  Ger- 
many      Mirror  basis  distance  meter  with    view  finder. 
2,01.*i,314  :    Sept    24 
KyrMes.    Lucas    P..    St.    Louis.    Mo.,    assignor   to   National 
Aniline   &   Chemical   Company,    Inc.    New   York.    N.    Y. 
Aromatic  ether  of  glycol       2.015.115:   Sept.   24 
Ijimhert.     Flennes     T  .     Wandsworth.     lyondon.     England 
Slicing  machine.     2.016.680;   Sept,   24. 
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Lampertz,   Otto,   Dresden,   Germany,   assignor  to   Reming- 
ton  Rand   Inc.,   Buffalo,   N.   Y.      Card  index  system  for 
keeping     n'cords     in     a     visible     or     borixontal     way. 
2,015,480  ;  Sept.  24. 
Land  is  Tool  Company.     (See  Steiner,  Amos  P.,  assignor.) 
Landis  Tool  Company.     (See  Steiner.  A.  P.,  and  Balsiger, 

assignors.) 
Lange.    Frttx,    Ludwlgshafen-on-the-Rhine,    Germany,    as- 
signors to  General  Aniline  Works.  Inc.,  New  York,  N.  Y. 
Complex    metal    compound    of    ortha    bvdroxyaxo    dye- 
stuffs.     2.016,226  :  Sept.  24. 

Langfrltx.  Hans,  Sxhwahach,  Germany,  assignor  to  West- 
Inghouse  Electric  &  Manufacturing  Company.  Circuit 
breaker.      2,015.598  ;  Sept.   24. 

Larson,  Iner  J.,  Oaklyn.  N.  J.,  assignor  to  Radio  Corpora- 
tion of  America.  Intermittent  feed  mechanism. 
2,015,628  ;   Sept.  24. 

Lawrence,  Leo  W.,  Winston-Salem,  N,  C.  Extension  table. 
2.016,599;   Sept.   24. 

LawBon,  Walter  E..  assignor  to  B.  I.  du  Pont  de  Nemours 
k  Company,  Wilmington.  Del.  Esters  of  higher  alipha- 
tic alcohols.  2,016,077;  Sept.  24. 
I.awson,  Walter  E.,  assignor  to  E.  I.  du  Pont  de  Nemours 
k  Company,  Wilmington,  Del.  Coating  composition. 
2,016.078;  Sept.  24. 

T.jiyer,  Ellsworth  G.      (See  Rand,  B.  G.  and  Layer.) 

Lazxarinl,  Aldo,  Flushing,  N.  Y.  Automatic  gear  shifter 
for  automobile  transmissions.      2,015.116;   Sept.   24. 

Leach,  Rol>ert  H.,  Fairfield,  Conn.,  assignor  to  Handy  k 
Harman,  New  York,  N.  Y.     Alloy.     2.016.345  ;  Sept.  24. 

Leece,  Bennett  M.,  assignor  to  The  Leece-Neville  Company, 

Cleveland,  Ohio.     Generator.     2,015,600  :  Sept.  24. 
Leece  Neville    Company,    The.      (See    Leece,    Bennett    M., 
assignor.) 

Lefebure,  Victor,  London,  England,  assignor  to  Imperial 
Chemical  Indu-stries  Limited.  Manufacture  of  molded 
articles.     2,016,481  ;  Sept.  24 

Lelns,  Oscar  J.,  assignor  to  Milwaukee  Gas  Specialty 
Company,  Milwaukee.  Wis.  Igniter  for  gas  burners. 
2.015,405  :  Sept.  24. 

I>elgemann,  William.  Newark,  N.  J.  Treating  hydrocarbon 
products.     2,015.529  :  Sept.  24. 

l>K)pard,  William  E  .  Jacksonville,  Fla.  Carpet  stretcher. 
2.016.227:  Sept.  24. 

l#M8tlg.  Benno  B,,  Cleveland.  Ohio  Self-sealing  cap  for 
collapsible  containers.     2,015.602  ;   Sept.   24. 

Leustlg,  Benno  B..  assignor  to  The  Self  Sealing  Cap  Com- 
pany. Cleveland,  Ohio.  Collapsible  container. 
2.015,601  :  Sept.  24. 

Levitt,  Matthew  J.     (See  Sparks,  L.  D.,  and  Levitt.) 

Lewis.  Frank  E..  East  Pittsburgh.  Pa.,  assignor  to  West- 
Inghouse  Electric  k  Manufacturing  Company.  Eleva- 
tor dispatching  system.     2.015.564  ;  Sept.  24. 

Lllienfeld,  Julius  E..  Winchester,  assignor  to  Ergon  Re- 
search Laboratories.  Inc.,  Maiden.  Mass.  Effecting 
metal-refractory  Joint  and  joints  resulting  therefrom. 
2,015,482  :  Sept.  24. 

Lllienfeld,  Julius  E.,  Winchester,  assignor  to  Ergon  Re- 
search Laboratories,  Inc.,  Maiden.  Mass.  Metal-refrac- 
tory lolnt.     2.015,483;  Sept.  24. 

Lillenfeld,  Julius  ^^,  Winchester  Mass..  assignor  to  Ergon 
Research  I,aboratorie8.  Inc.,  Maiden,  Mass.  Effecting 
metal-glazed-refractory  insulator  joint  and  joints  re- 
sulting therefrom.      2.016,484  ;   Sept.   24. 

Umited  Company  formerly  Skoda  Works.  (See  HIadik, 
I^dlslav,  assignor.) 

Llndberg.  Arvid,  Lima,  Ohio.  Fireplace.  2,016,485 ; 
Sept.  24 

Llndberg,  Knut  E.  Y.,  Sundbyl)erg.  assignor  to  Erik  Dahl- 
berg,  Stockholm,  Sweden.  Wrapping  machine. 
2,016,228:  Sept.  24. 

Lindeburg,  Charles  F.,  Upper  Montclalr,  N.  J.,  assignor 
to  American  Can  Company.  New  York,  N.  Y.  Pouring 
spout  attachment  for  cans.     2.015.079;  Sept.  24. 

Llnfesty.  Frederick  E..  Klamath  Falls,  Oreg.  Bottle  lift- 
ing devlc<>.     2.016,486  •  Sept.  24. 

Locke,  Arthur  S.,  Philadelphia.  Pa.,  assignor  to  Baldwin- 
Southwark  Corporation.  Reversible  expansion  means 
for  interchangeable  condenser  and  evaporator  functions. 
2.015.487  ;  Sept.  24. 

Loel>er.  Edgar  (J.,  assignor  of  one  half  to  The  Rulo  Com- 
pany and  one-half  to  R.  H.  Jamison.  Cleveland.  Ohio. 
Device  for  opening  tops  of  t)ottles  and  Jars.  2.016,565  ; 
Sept.  24. 

I^ootens,  Charles  L.,  Yonkers,  assignor  to  Cinema  Patents 
Company,  Inc.,  New  York,  N.  Y.  (Continuous  film  proc- 
essing niethml  and  at>paratU8.     2.016.346  ;  Sept.  24. 

I^othrop.  Marcus  T.      (Isee  Tyson.  Miller  S.,  assignor.) 

Lothrop,  Marcus  T.,  deceased.  Canton.  Ohio,  M.  F.  Lotb- 
rop,  exemtrix.     Roller  bearing.     2.015,230  :   Sept.  24. 

Lothrop,  Margaret  F.,  executrix.  (See  Ix)throp,  Marcus 
T.) 

Lothrop.  Margaret  F..  executrix.  (See  Lothrop.  M.  T., 
and  Tyson,  assignors).) 

Ix)tbmp,  Margaret  F.,  executrix.      (See  Tyson,  Miller  S.) 

Lothrop,  Marcus  T..  deceased.  Canton,  Ohio,  and  M.  S. 
Tyson,  Canton,  Ohio,  said  Tvson  assignor  to  said  Loth- 
rop, M.  F.  lothrop.  executrix.  Tapered  roller  bearing 
unit.     2.015.229:  Sept.  24. 

Loumiet  et  I>avlgne.  Jean.  Playa  de  la  Teja.  Itabo.  Cuba. 
Centrifugal   separator.      2.01. '"..076  :    Sept.    24. 

Lowrv,  Le  Roy  D..  Detroit.  Mich.  Apparatus  for  cleaning 
colis.     2.016.566  :  .Sept.  24. 

Lowrv.  Le  Rov  D..  Detroit.  Mich.  Apparatus  for  cleaning 
colis.     2,015,667  ;  Sept.  24. 


Luce,  Charles  D.     (.See  Chase,  R.  S.,  Luce,  and  Arnott.)    ; 

Ludwlg,  ly-on  R.     (See  Silverman,  D.,  and  Ludwlg.) 

Ludwig,  Louis.  Brooklyn,  N.  Y.  Fllectric  cord  connecter. 
2,015,276  ;  Sept.  24. 

Luther,  Martin,  and  K.  Goetie,  Mannheim,  assignors  to 
I.  G.  Farbenindustrie  Aktlengesellschaft,  Frankfort-on- 
the-Main.  Germany.  Treating  liquidt:  with  gases  or 
vapors  and  apparatus  therefor.     2.015,347  ;  Sept.  24, 

MacGlftshan,  William  F.  (See  Harding,  Charles  K.,  as- 
signor.) 

MacKenzie,  L.  R.,  Incorporated.  (See  Barnes,  Joe  L.,  as- 
signor. ) 

Madge,  Evelyn  W.,  Stockland  Green,  Birmingham,  as- 
signor to  Dunlop  Rubber  Company.  Limited,  London, 
England.  Method  of  and  apparatus  for  the  production 
of  goods  of  rubber  or  similar  material.  2,015,630; 
Sept.  24. 

Magill.  Paul  L..  J.  W.  Dunning,  and  I,  L.  Ressler,  Niagara 
Falls,  N.  Y,,  assignors  to  E.  I.  du  Pont  de  Nemours  k 
Company,  Inc.,  Wilmington,  DeL  Generation  of  toxic 
gas.     2.015,406;  Sept.  24. 

MallBoff.  William  M.,  assignor  to  The  Atlantic  Refining 
Company,  Philadelphia.  Pa.  Sulphur  removal  from 
hydrocarbon   oils.      2,015.080 :    Sept.    24. 

Manabe,  Takeo,  Irlarai-Machl.  Ebara  Gun.  Tokyo-Fu, 
Japan.     Concrete  plant.     2.015,488  ;  Sept.  24. 

Marathon  Paper  Mills  Company.  (See  Drake.  R.  I.,  and 
Andrew,  assignors.) 

Marathon  Paper  Mills  Company.  (See  Snyder,  Donald  A., 
assignor. ) 

Marls  Claude  A.,  Indianapolis,  Ind.,  assignor  of  one-half 
to  G.  P.  Klmmel,  Washington,  D.  C.  Cleaning  abrasive 
surfaces.     2,015,603  ;  Sept.  24. 

Marshall,  Frank  0.,  assignor  to  Pullman  Car  and  Mann- 
facturing  Corporation,  Chicago.  111.  Air  conditioning 
for  cars.     2.016,489  ;  Sept.  24 

Martin,  Herbert  E.  (See  Dreyfus,  C,  Whitehead,  and 
Martin.) 

Martin,  Paul  N.,  assignor  to  The  Union  Switch  k  Signal 
Company,  Swissvale,  .  P«.  Interlocking  rAay. 
2.015,348  ;  Sept.  24. 

Martindell,  Milton  H.,  assignor  to  Jos.  Stokes  Rubber  Com- 
pany, Trenton,  N.  J.  Molding  apparatus.  2,015,647; 
Sept.   24. 

Marty,  Mathew  J.,  and  R.  H.  Hauase.  Chicago,  III.  Auto- 
mobile beater.     2,015,231  ;  Sept.  24. 

Massey-Harris  Company.  (See  Johnston,  Howard  M.,  as- 
signor.) 

Matthews.  Catherine  L..  Little  Rock,  Ark.  Sanitary  nap- 
kin and  the  like.    2,015,407  ;  Sept.  24. 

Matthews,  Floyd,  Fairlawn,  N.  J.  Label.  2,016  117 : 
Sept.  24. 

Matthews,  Joseph  L..  Highland  Park,  and  A.  C.  C.  Hansen 
Llndenau,  N.  J„  assignors  to  International  Motor  Com- 

?*0Y5,430rSep^25:      ''•      ^^      '°^°'"**'      "^""^      ^'^- 

Matthews  Manufacturing  Company.  (See  Pomeroy,  Glen- 
don  M..  assignor.) 

Maxwell  John  S..  Fullerton.  Calif.  Aircraft.  2,016,150: 
Sept.  24. 

Mayer,  Charles  W..  Rochester,  N.  Y.  Card  table 
2,015,118  ;  Sept.  24. 

Mayer,    Karl   H.,    Bronxville.   assignor,    by   mesne   assign- 
ments,    to    Standard-Knapp    Corjwratlon,     New     York 
Package  assembling  machine.     2.015.187  ;  Sept    24 

Mavnard,  William  II.,  assignor  to  Porter  Screen  CompanT 
Wlnooskl,  Vt.     Locking  device.     2,016.464;  Sept    24 

McAllister,  Ra.vmond  C,  Painted  Post,  N.  Y.,  assignor  to 
Ingersoll-Rnnd  Company,  Jersey  Cltv,  N.  J.  Separator 
for  heat  exchangers.     2,015,490 ;    Sept.   24. 

McArthur.  William  P..  Los  Angeles,  Calif.  Wall  hung 
toilet  fitting.      2.015,349 ;  Sept    24. 

McClintock.  Edward  H.,  West  Springfield.  Mass.  Floor 
construction.     2,015.568  ;   Sept.   24. 

McCullough,  Otis  J.,  Huntington  Park,  Calif.  lAside  cas- 
ing cutter.     2,015  277;  Sept.  24. 

.McElhany,  Robert  D.,  and  J.  Borrowman.  Beacon.  N  T 
Hose    coupling.      2,015,081  ;   Sept.  24. 

McKwen.  Norman  S..  Nashville.  Tenn..  assignor  to  Calla- 
way Mills,  Lagrange,  Ga.  Laundry  container. 
2.015,119;  Sept.  24. 

McGraw.  George,  Queens  Village.  as.«>ignor  to  The  Oakland 
Chemical  Company,  New  York,  N.  Y.  Skin  cleansing  and 
purifying  cream.      2,015.179;    Sept.   24. 

Mcllvalne,  Oran  T.,  St.  Charles,  assignor  to  Mcllvaine 
Patent  CortKiration,  St.  Charles,  111.  Photometric  de- 
vice.     2.015,431  :    Sept.   24. 

Mcllvaine  Patent  Corporation.  (See  Mcllvaine.  Oran  T., 
as'-ienor.) 

McMnckin.  Fred  W..  Roanoke,  Va.  Automobile  attach- 
ment.    2.016,315  :  Sept.  24. 

McOwen.  Frederick.      (See  Metz.  Carl,    assignor  ) 

McQuade.  Walter.  Port  Washington,  assignor  to  Johns- 
Manville  Corporation.  New  York.  N.  Y.  Structural  unit 
with   veined   surface.      2.015.084  ;   Sept.   24. 

Meer,  Edwird  F..  Monrovia.  Calif.  Apparatus  for  pack- 
ing  fruit.      2.01. "1.455:   Sept.   24. 

Meier.  R"gpre  F.  Hnntlnpton.  N.  Y.  Attaching  means 
for  removable  dental  bridges.     2.015.644:  Sent.  24. 

Mellor.  Adrlen  R..  Boaumont,  Calif.  Window  latch. 
2,015.4.56;  Sept    24. 

Mert^.  Wl'lv,  assignor  to  the  firm  Carl  Zei»«,  Jena,  Ger- 
many. Photograp>^ic  objective  having  an  iris  diaphragm. 
2,015,491  ;   Sept.  24, 
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MesslDKer,  Charles.  Jamaica,   N.  Y.     Oarilin«  t-oustructJon 

for  belt  lacliig  hooks.     •.',(H5,49:i  ;  Sept.    24. 
Metz.  Carl,  assignor,  bv  mesne  assignments,  to  F.  McUwen, 

rhlladelphia,    Vn.      Lantern.      2.015.432;    Sept.    24 
Mever.  Frank  J.,  Floral  Park,  ausignor   to  P.  L    Andrews 

Corporation.     Brooklyn,     N.    Y.       Carton.       2,015,2.8; 

Sept.  24.  ,  , 

Mevprs.   «.'arl   W  .  assignor   to   Republic  Steel   »  orporatlon, 

'i'ount^stown,     Ohio.       Anchor     plate     for     fence     posts. 

•_',015;4.'i:5  :    Sept.    24.  „  ., 

Meyers,   Stanley  T.,   Eaet  Orange,  N.  J.,  assignor  to  Bell 

Telephone   Laboratories.  Incorporated,   New  York.   N.   Y. 

Electric  wave  tranfdatlng  system.     2.015,082  :  Sept.  24. 
Micro    Products    Company.       (8««   Hopkins,    Durward    K., 

Middletou,  Le.slle  H.,  assignor  to  Schwame  Electric  Com 

panv.   .Vdrtan.   Mich.      Dt'frostinK.      2.015,2<9:   Sept.   24. 
Milbr;    II     H  .    Industries   Company,   The.      (See   Morrow, 

Clifford,  assignor.)  ^.,  ^  ..... 

Miller.   Harry   B.,  Svrncuse,  N.  Y.     Oil  hot  water  heater. 

2.(>ir>.4:!4  ;    Sept.    24. 
.Miller,   John    II..    Ea.st    Ornnce.   assignor    to   Weston    Elec- 
trical   Instrument    Corporation.    Newark.    N.    J.      Radio 

.vet  testtr.      2,0l.'i,316  :   Sept.  24. 
Millie  Patent  Holding  Co.  Inc.     (See  Hlrschhorn,  L.,  «nd 

Irmsrh'r,  a!<signors. ) 
Millie  Prttent  Holding  Co.  Inc.      (See  Ingram.  Walter  M.. 

Hs.  iiiiuir. ) 
Milwaukee  Gas  Specialty  Company.     (See  Leins,  Oscar  J., 

art  isjnor. ) 
Mitchell.  Lewis  J.,  and  J.  A..  Morrison,  Warren,  Ohio,  said 

MorrirtOM  assignor  to  said  Mitchell.     Boiler.     2,015,350; 

Sept.  24. 
Mitre  Box  Corporation.     (See  Bowman,  U.  T.,  and  Bu^e^, 

assignors.) 
Modern   Food   Process  Company.      (See  Vogt,  Charles   H., 

as-iiinor.) 
MfKlersohn.  August.     (See  Thomae,  H.,  Modersohn.  MOlIer, 

and  -Muth. ) 
Moers,   Kurt.      (See  Schroter.  K-..  Agte,  Moers.  and  Wolc.) 
Moitv.  Henri.  I'arl.s,  France.     Breast  supporter.    2,015,151  ; 

S.pt.  24. 
Mollnelll.     Mario,     Milan,      Italy.        Portable     jib     crane. 

2.01.>.m)4  :    Sept.   24.  , 

Mfiller.   Ernst.      (See   Hlldebrand.   F.,  and  MrtUer.) 
Montgomery,  William  J.,  assignor  to  The  Champl<ni  Paper 

and   Fibre   Company.  Hamilton.  Ohio.     Roll  coating  ma- 
chine.    2.015. .v;i  :   Sept.  24. 
Morin.  I»ul8  H.,  Bronx,  assignor  to  Pack-Morin,  Inc.,  New 

York.    .N     Y.      Coin    controlled    mechanism.      2,015,351  ; 

Sept.  24. 
Morioka.  I.<<au,  Mpi:uri»-Ku.  Tokyo.   Japan.     Manufacturing 

a  relief  bv  the  aid  of  photography  2.015,457  ;  Sept.  2-r 
.Morishita.  Bulchi.  Los  .Anpeles,  Calif.  Bed  accessory  sup- 
port. 2.i»l.'1.2HO  ;  Sept.  24. 
Morris,  David  M  (See  Kriesbaum.  G.  M.,  and  Morris.) 
.Morrison,  John  A.  (See  .Mitchell,  L.  J.,  and  Morrison.) 
Murrow,  Clifford,  a.'^signor  to   The   Fl.   H.   Miller   Industries 

Company,    Canton.    Ohio.      Liquid    control    mechanism. 

2.01.'i.49r^  :    Sept.   24. 
Moss.  William  H..  Cumberland.  Md..  assignor  to  Celanese 

Corporation  of  .Vmerica      Synthetic  resin  and  preparing 

the  same.     2,01-..0«3;    Sept.   24. 

Muhlfeld.    John    E..    Rcarsdale,    N.    Y.      Car    underframe. 

2.01.'>,1SS  ;    Sept.   24. 
MUIler.    FrlU.      (See  Thomae.  H.,  Modersohn.  MOller,  and 

Miith.) 
Mullins.  Boyd,  and  A.    R.  Brown.  Keystone.  W.  Va.     Mine 

door    structure.      2.015.45.S  :    Sept.    24. 
Miiltiraylitp,   Inc.      (See  Ward.    Richard  J.  assignor.) 
Mti-selmaii.    Alvln    J.    Cuvahoga    Fali«.    Ohio.      Tire    and 

making  the  same.     2.015.459  ;  .Sept    24. 
Mnssler,  Frank  H..  Stratford.  Conn  .  assignor  to  The   Bul- 

lard  Company      Forming  attachment.     2,015,120;  Sept. 

24. 
Mussier    Frank  H.,  Stratford.  Conn.,  assignor  to  The  Bui- 

lard   Company.      Locking    device.      2,015.121:    Sept.    24. 
Murh.    Frledrlch.       (See   Thomae,    H..    Modersohn.    MQller, 

and   Muth  ) 
Nabenhiiuer.   Fred   F'  ,   assignor  to   Smith,   Kline  &    Frencli 

I  aboratorleM.  Philadelphia.   I'a.     Oleate  of  benxyl  ( arbln 

amines.     2.01.1,40S  ;  Sept.  24. 
Nathan  Forgings  and  Machining  Corporation.     (See  Sachs, 

Bruno,    assignor,  i 
National    Aniline    &    Chemical    Company.       (See    Kyrides. 

Lucas  P.   a,ssl!rnor. ) 
Neill,    Charles    W.,    a.xsignor    to    Croune-Hlnds    Company, 

Svracu'»e.   N    Y.     Vehicle  timed  automatic  trnfBc  signal 

2.015,4.Vi  :   Sept.  24. 

Neme-.    Bernhard.  and    Bernard  <;iuck.   New   York,    N.   Y. 

Gravity    fe*-der       2  ni5.4.'?6 ;    Sept     24. 
Nesseltre.   Louis  W..  Lockport,   N.  Y.'     Paste  tube  closure. 

2.01.'',  i.'-,2  .   Sent.   24. 
Nest,   Rlchanl    E       (See    Shaw,    B    E..   and    Nest.) 
New    Jer»ey    Zinc   Company,   The.      (See    Bunce,    Earl    H., 

as'^lynor  ) 
New    York    Air    Brake    Company.    The.       (See    Campbell. 

Charles  A.,  assignor.) 
Newell    Mfg.    Co,    The.      (See   Cuthbert.    Lawrence   F..   as- 
signor.) 
Nicollet.    Edonard    A  .    asslenor   to    Paramn^int    Wire    Co. 

Inc..  New  York,  N.  Y.     Wire  package.     2.015.1.53  :  Sept. 

24. 


•Nordengren,    Sveu    (J  ,    assignor    to    Aktlebolaget    Kemlska 

Patenter,    Landstrona.    Sweden.      Preparing  super    phos-  • 

phate.     2,015,3M  ;    Sept.   24. 
North  American   Rayon  Corporation.       (See  Carter,  Ralph 

H.,  assignor  t 
North    American     Rayon    Corporation.       (See    Herrmann, 

Conrad,  assignor. » 
North  .American   Rayon  Corporation.      (See   StSckly,  J.  J., 

and    Briitx.    a.-'siunors. ) 
North    Oliver  L>..  and   1'    (J    Hugh,  assignors  to  Scammell 

Lorries  Limited.  London.  England.     Coupling  for  tractor 

and  trailer  units  of  motor  vehlclea.     2,(»15,227  ;  Sept.  24. 
Novlck.    Abraham,    Flushing,    N.    Y.,    aaslgnor    to    United 

States   Enveloi>e  (  ompany,   Springfield.   Mass.      Machine 

for  applying  metallic  fasteners  to  envelopes.     2.015,437  ; 

S'-pt    .4 
Nowlcki,'Martln.      (See  KOppenbender,  IL.  and   Nowicki.) 
Oakland  Chemical  Company,  The.      (See  McGraw,  George, 

Oberie     .Ufred.       (See    Christiansen,    Johannes,   assignor.) 

()l>erle'   Alfre<l.    Washington,    IV    C.      Thermollxlng  carl>on- 

ixable    materials.      2,015,085  ;    Sept.    24. 

Obrow      Jeanette.     New     York,     N.     Y.       Clothes  hanger. 

2.015,281  :    Sept.   24 

Ohio  Rubber  Company.  The.      (See  Cavanagh.  Q.  F.,  and 

Schultx.  assignors.)  i-.v.,i^ 

Okonite  lallender  Cable  Company.     (See  Bennett.  Charle* 

Oliver    Uland  W.      (See  Pashley,  W.  H     and  Oliver  > 
Optical     Research    Corporation.    (See    Singer.     Nathaniel, 

OBno"s*^Mendel,  assignor  to  Telefunken  Gesellschaft  fOr 
Drahtloae  Tele^raphie  m.  b.  If.,  Berlin,  (.ermany  Mod- 
ulation  circuit    arrangement.      -015  'HU  ;    Seot.    ..4 

Ostermann,   Hans.      (See   Ostermann.  Rudolf  M..  and  H.) 

Ostermann,  Rudolf  M.,  Kenllworth,  111.,  and  H  Ostermann, 
Munich,  Germany,  assignors  to  The  Superheaier  i  om- 
pany New  York,  N.  Y  Method  of  and  apparatus  for 
utlllxlng  vapor.     2,015,364  ;  Sept.  24.  .         ,  o 

Pacini.  August  J.,  Chicago.  111.,  assignor  to  American  Re^ 
search  Products  Inc.,  Minneapolis,  Minn.  Producing 
antirachitic  substances.      2.015,282  ;  Sept.  24. 

Pack-Morln.   Inc.      (See  Morln.  I^uls  H.,  ass  gnot.) 

Palm,  John  V.  O..  Cleveland  Heights,  assignor  to  The 
Cleveland  Graphite  Bronxe  Company  i  leveland.  Ohio. 
Apparatus  for  making  l>earlnK8.     2.015.164  :  Sept    24. 

Palmer  Electric  &  Manufacturing  Co..  The.  (See  Johans- 
son. Ernest  O..  assignor) 

Paramount  Wire  Co.  Inc.      (See  Nicollet,  Bdouard  A.,  as- 

PasK'!  William   IL.  and   I>.  W    Oliver.  New  York.  N.  Y. 

Container.     2.015.283  :  Sept.  24^ 
Patln    Albert.      (See  Barstles.  Wllhelm.  assignor.) 
Paynt'er    Horace  J  .  Maplewood.  and  A.  E.  Bumpus.  Union. 

N    J     assignors  to  American    Can  Company,  ^''w  York. 

N    Y      printing  machine  for  tubular  bodies.     2.015.080: 

Sept."  24. 
Pease   John  W  ,  Rochester,  N.  Y.    Fruit  feeding  and  slicing 

machine.     2.015.409;    Sept.  24.  „    ™  , 

Peco  Manufacturing  Corporation.     (See  Errlg,  W.  F.,  and 

Pfundt,  assignors.)  „.      ,  ..     , 

Pennell    Samuel,  New  York,  N.  Y.     Blood  transfusion  ap- 
paratus.    2.016.123;    Sent.  24.    ^     ,       _.  _.  ,-^ 
People    of    The    United    States    of    America.    The.       (See 

Benesh.  Matthew  B.,  anslgnor  ) 
Peshek     Joseph,    assignor    to    Wheary    Trunk    Company. 

Racine.  Wis.      Hand  luggage       2  Ol|.232  ;  Sept.  24 
Peters.   John   F.      (See  Staege.  S.  A.    Reding    and  i;eter8  ) 
Peters   William  F  .  and  I>.  U  Todd,  Dayton.  Ohio.    Oothes 

wringer.     2.015.305;  Sept.  24.  „      ,«  ^ . 

Petroleum  Iron  Works  Company  of  Ohio.  The.     (See  Todd. 

(teorge  W..  assignor,  i  ^     ^,    ^  ,  »      o'*.- 

Peyton.    William    C,    New    York.    N.    Y.,   assignor   to  The 

Standard    Stoker    Company,    Incorporated.      Distributor 

head  for  stokers      2  015  494  ;  Sept    24 
PfelfTer    C6sar,  Asnleres.   France,  assignor  to   I-uller  i  om- 

panv'  Catasauqua.  Pa.     Compressor  and  vacuum  pump. 

2.015.124  ;  Sept    24. 
Pflager     Harry    M  .    St.    liouls.    Mo,,    assignor    to    General 

Steel'  Castings  Corporation.  Granite  City,   111,      Car  un- 
derframe.    2.015.100:  Sept.  24.       .     ^    „^   ^        «.,.., 
Pfleger     G.-orge   T  .    assignor    to    United    States    Electrical 

Mannfacturlng  Company,   I»s    Anreles.  Calif.      Seal   for 

bearlnK  housings.      2.015,233;   Sept.  24. 
I'fundt,   George  M       (See  Errlg,  W    F  ,  and  Pf"n^t>„^^ 
Phelan,  Francis  L..  Cambridge.  Mass       Game.     2.015.284: 

Philadelphia  Quarts  Company,      (See  Carter.  John  D..  as- 
signor,) „      _      .      ,,,      ,,  .,  .  , 

PhiUppl,  Theodore  F..  East  St.  I»uls,    111.      Polishing  ma- 
chine     2  015.495:  Sept    24 

Philips  &  Davies.   Inc.      (See  Philips.  Erwin  B..  assignor.) 

PMIlps,    Erwln    B.    assignor    to    Philips    A    Davies,    Inc., 
Kenton.   Ohio.     Sluice  gate.     2  015,3(^6;  Sept    2». 

Place.   Roland   P..   Company.      (See   Place,    Roland   P..  as- 
signor) ^ 

Place    Roland    P..   asslenor   to   Roland    P.    Place   Company. 
Midland.    MIcb.      Stoker       2  015.285:    Sept.    24. 

Planck.   Russell  M..  Ja<kson.  Mich.,  nsslsnor.  by  mesne  as- 
sUnments.  to  Radio  Corporation  of  .Kmerlra.  New  York. 
N    Y       Control  for  coupling  devices.     2,015.191  :   Sept.< 
24.  ^ 
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Piatt,  Washington,  Syracuse,  asaigDor  to  The  Borden  Com- 
nany,  New  York.  N.  Y.     Infant  food.     2,015.496 :  Sept. 

Polln,  Herbert  S..  Port  Washington.  Long  Island,  assignor 
to  Polin,  Inc.,  New  York,  N.  Y.  Hygrometer.  2.015.125  : 
Sept.  24. 

Polln,  Inc.     (See  Polln,  Herbert  8.,  assignor.) 

Polls.  Max.      (See  Bckstein,  R.,  and  Polls.) 

Pomeroy,  Olendon  M.,  assignor  to  Matthews  Mtnufactur- 
Ing  Company,  Worcester,  Mass,  Skate.  2.015.669 ; 
Sept.  24. 

Porter  Screen  Company.  (See  Maynard.  William  H.,  as- 
signor.) 

Pratt.  Charles  A.,  assignor  to  Goodman  Manufacturing 
Companv,  Chicago,  III.  Mining  machine.  2.015.286: 
Sept.  24. 

Prentice,  Bearl  O.  (See  Ellenberger,  C.  M.,  Blank,  and 
Prentlc*'.) 

Prescott,  Harold  R.,  assignor  to  Continental  Oil  Company, 
Ponca  City.  Okla.  Vibrating  system.  2,015,410  :  Sept. 
24. 

Price.  Charles  8,.  Hollls.  N.  Y.  Metal  seal  and  process  of 
making.     2.015.605  ;  Sept.  24. 

Pullman  Car  and  Manufacturing  Corporation.  (See  Mar- 
shall, Frank  O,,  assignor.) 

Radio  Corp<»ratlon  of  America.  (See  Dltcham.  William  T.. 
assignor.) 

Radio  Corporation  of  America.  (See  Larson,  Iner  J.,  as- 
signor.) 

Radio  Corporation  of  America.  (See  Planck,  Russell  M., 
assignor.) 

Radio  Corporation  of  America.  (See  Runge.  F.  E..  and 
Zimmerman,  assignors,) 

Rndlo  (.'orporatlon  of  America.  (See  Vermeule"  Roelof. 
assignor.) 

Radio  Corporation  of  America.  (See  Welller.  Paul  G.. 
assignor,  i 

Radio  Corporation  of  America.  (See  WlUans.  Peter  W.. 
assignor.) 

Radio  Patents  Corporation.  (See  Geffcken,  H.  H..  and 
Rlchter.  asslimors.) 

Rafton  Engineering  Corporation.  (See  Rafton,  Harold  R.. 
assignor, ) 

Rafton.  Harold  R..  Andover,  Mass..  assignor  to  Rafton 
iihigineerlng  Corporation.  Wire  cloth  supporting  and 
attaching  means.     2.016.087  ;  Sept.  24. 

Rand,  Benjamin  0..  North  Tonawanda,  assignor  to  Rem- 
ington Rand  Inc.,  Buffalo,  N.  Y.  I»aper  fastener. 
2.015.461  ;  Sept.  24. 

Rand,  Benjamin  G..  North  Tonawanda.  and  E.  G.  Layer. 
Kenmore,  assignors  to  Reroineton  Rand  Inc..  Buffalo, 
N.  Y.     Index  device.     2,015.460  :  Sept.  24. 

Eavtheon  Manufacturing  iompauy.  (See  Smith.  (Z^arles 
G.,  assl   nor.) 

Raytheon  Production  Corporation.  (See  Spencer.  Percy  L., 
assiiinor.  i 

Kea,  Wilton  T,,  Flushing,  N.  Y.,  assignor  to  American 
Telephone  and  Telegraph  Company.  Telegraph  system. 
2.015.155  :  Sept.   24. 

Read,  Herbert  L.     (See  Dell.  C,  and  Read.) 

Hedlng,  Henry  W.     (See  Staege,  S.  A..  Reding,  and  Peters.) 

Reed,  Daniel  J.,  assignor  to  A.  O.  Smith  Corporation. 
Milwaukee,  Wis.  Making  a  sheet  meUl  barrel. 
2.015.193  :  Sept.  24, 

Refining.  Inc.      (8«'e  Stadt.  Henry  M.,  assignor.) 

Rold.  EJbeneser  E  ,  Baltimore,  M<1..  assignor  to  E.  I.  du 
Pont  de  Nemours  &  Company,  Wilmington.  Del.  Poly- 
baslc  acid  ester  of  hlt-her  alcohols.     2.015.088  :  Sept.  24. 

Reld,  Ernest  W..  Plttsl>urgh.  Pa.,  assignor  to  Carbide  and 
Carbon  Chemicals  Corporation.  Composition  of  matter. 
2,015.385;  Sept.  24.  „      , 

Reld,  James  S..  Shaker  Heights,  assignor  to  The  Reld 
Products  Compan'  .  Cleveland,  Ohio.  Hub  cap  or  the 
like.     2.015.352  ;  Sept.  24. 

Reld  Products  Company,  The.  (See  Reld.  James  S..  as- 
signor.) 

Remington  Rand  Inc.      (See  I.Jimperti.  Otto,  assignor.) 

Remington  Rand  Inc.     (See  Rand.  Benjamin  G..  nssienor.) 

Remington  Rand  Inc.  (See  Rand.  B.  G.,  and  Layer,  as- 
signors. ) 

Replogle,  John  R.,  Detroit,  assignor,  by  mesne  assignments, 
to  Copeland  Refrigeration  Corporation,  Mount  Clemens, 
Mlc^.     Valve  structure.     2.015.126;   Sept.   24. 

Bepablic  Steel  Corporation.  (See  Cape.  A.  T.,  and  Bow- 
man, assignors.) 

Republic  Steel  Corporation.  (See  Jenkins,  D.  E.,  and 
Schaeffer.  asslenors.) 

Republic  Steel  Corporation.  (See  Meyers.  Carl  W..  as 
signor.) 

Rpssler.  Ivan  L.     (See  Madll.  P.  L..  Dunning,  and  Ressler.) 

Richard,  Victor.  Wentworth  County.  Ontario.  (?anada. 
Spark  arrester.     2,015  367;  Sept,  24. 

Rlc'  mond.  Louis  E.,  assignor  to  Th<'  .\utocall  Company, 
Shelby,  Ohio.     Electrical  relay.     2,015.156  :   Sept.  24. 

Rlchter.  Hans  R.     (See  Geffcken,  H.  H.,  and  Rlc^'ter.) 

Rlckert,  Fred  C.  Springfield,  assignor  to  The  Taylor  Bram- 
lev  Company.  Inc.,  Chlcopee  Falls.  Mass.  (.arment. 
2.015.532  :  Sept.  24. 

Rleger,  Emll.  Aalen.  Germany  Plant  for  conveying  liq- 
uids.    2.014.127  :  Sept.  24. 

Rllev,  Herbert  E  ,  New  York.  N.  Y.  Money  collector  for 
automatic  refrigerators,  etc.     2.015.411  ;    Sept.  24. 

Riley  Stoker  Corporation.  (See  Armour,  James  W..  as- 
signor.» 

Rltter,  Richard  M..  Rlklns  Park.  Pa.  Composition  for 
mothproofing.     2.016,533;  Sept.  24. 


Robbing,  Philip  H..  New  York,  N.  Y.  Combination  gar- 
ment.     2.015,157  ;    Sept.  24. 

Robertson,  John,  Co.,  Inc.  (See  Jacobson,  Conrad  C, 
assignor.) 

Rodman,  Ernest,  Marsballton,  Del.,  assignor  te  B.  I.  du 
Pont  de  Nemours  &.  Company,  Wilmington,  Del.  Chemi- 
cal product  and  producing  same.     2,015,234  ;  Sept.  24. 

Roerig,  Joseph  B.,  Chicago,  IlL  Collapsible  tube. 
2,015,287  ;  Sept.   24. 

Rogers,  Edmund.      (See  Werder.  John   F.,  assignor.) 

Rogers,  Kdward  C,  Riverside,  Tex.  Cattle  guard. 
2.015.317  ;  Sept.  24. 

Rolph,  Thomas  W.    Newark,  Ohio,  assignor  to  Holophane 
Company,   Inc.,  New  York,  N,   Y,     Prismatic  light  cop 
trolling  aevlce  and  making  the  same.     2,016,235  ;  Sept. 
24. 

Rooney,  Walter  E..  Belilngham.  Wash.,  assignor  to  Ameri- 
can Can  Company,  New  York,  N.  Y.  Fish  canning  ma- 
chine.    2,015,089;  Sept.  24. 

Rose,  Frank  G,.  a^ signor  to  Cnite<l  States  Gypsum  Com- 
pany, Chicago,  111.  Machinery  base.  2,015,412  ;  Sept. 
24. 

Rose.  Herbert  A..  Pittsburgh,  assignor  to  Westinghouse 
Electric  &  Manufacturing  Company,  East  Pittsburgh, 
Pa.  Filter  system  for  mercury-arc  rectifiers. 
2,015,634  ;  Sept.  24. 

Rosen,  Jo.seph  J.,  Davenport,  Iowa.  Moisture  condenser 
for  compressed  air.     2,015,288 ;  Sept.  24. 

Rosenberg,     llovman.     New     York,     N.     Y.       Bottle     tap. 

2.015.158  ;  Sept.  24. 

Rosenberg.      Hevman.      New      York,      N.      T.      Fastener. 

2.016.159  ;  Sept.  24. 

Rossman,  Ddwln  F.      (See  Kindl,  C.  H..  and  Roseman.) 

Royce,  Harvey  D.,  Savannah,  Ga..  assignor  to  The  South- 
em  Cotton  Oil  Company,  New  Orleans,  La.  Producing 
fatty  esters,      2.015.606  ;    Sept.   24, 

Rovce,  Howard  W.,  Chicago,  assignor  to  F.  B.  Thacher, 
(Jhlcago,  IlL  Temperature  control  device.  2,015,289 : 
Sept.  24. 

Ruf,  Herman  P.,  New  York.  N.  Y.  T.. ist  setting  means 
for  ruff  cord  making  machines.     2.015,128  :  Sept.   24. 

Rulo  Company,  The,  et  al.  (See  Loeber,  Eklgar  O.,  as- 
signor.) 

Runge.  Frank  E..  Oaklyn,  and  A.  G.  Zimmerman,  West- 
mont,  N.  J.,  assignors  to  Radio  Corporation  of  America. 
Sound  recording  apparatus.     2,015.386;  Sept.  24, 

Rtlping.  Max,  Munich,  Germany.  Resilient  rail  fastening. 
2,015.194  ;  Sept.  24. 

Russell,  Robert  C,  Dallas.  Tex.,  assignor  to  Bngineertng 
Corporation,  Grand  Rapids.  Mich.  Power  brake  and 
clutch,      2.016.192;   Sept.  24. 

Ryan.  Oscar  F..  Huntington.  W.  Va.  Advertising  layout 
board,     2,015,368  ;  Sept.  24. 

Ryerson  &  Haynes,  Inc.  (See  Ellenberger,  C.  M.,  Blank, 
and  Prentice,  assignors.) 

Sabbah.  Camil  A,,  and  P.  M.  Gray,  Schenectady,  N.  Y.. 
assignors  to  General  Electric  Company.  Cathode  ray 
photographic  apparatus.     2.016.570  ;  Sept.  24. 

Sachs.  Bruno,  Vienna.  Austria,  assignor  to  Nathan  Forg- 
ings and  Machining  Corporation.  New  York.  N.  Y.  Ma- 
chine for  hot-f<>rglng,  press  and  die-casting  of  metals. 
2,015.462;  Sept.  24. 

Sacrey,  Elmer  P.,  Liverpool,  assignor  to  Syracuse 
Toolectrlc  Mfe.  Corn.,  Syracuse,  N.  Y.  Cutting  instru- 
ment.    2,016,635  ;   Sept.  24. 

Sadenwater.  Charles  W..  assignor  to  Saginaw  Manufac- 
turing Co.,  Saginaw.  Mich.  Folding  table.  2.015,236  ; 
Sept.  24. 

Sadenwater,  Charles  W..  assignor  to  Saginaw  Manufac- 
turing Co..  Saginaw.  Mich.  Folding  table.  2,015,287  ; 
Sept.  24. 

Sadwlth,  Ryan,  Newark,  N.  J.  Air  in.«ulated  heater. 
2.015,195;    Sept.    24. 

Saginaw  Manufacturing  (2o.  (See  Sadenwater,  Charles 
W..   asslenor.) 

Sailer.  Rudolph  J.,  Townley,  assignor  to  The  Singer  Manu- 
facturing Company,  Ellxal)eth,  N.  J.  Presser-foot  for 
sewing  machines.     2,015,463  ;  Sept.  24. 

Saint-Jacques,  ftugene  C,  Paris,  F'rance.  Separator. 
2,015.464  ;  Sept.  24 

Saladlno,  Joseph.  Reading.  Mass.      Racket   string  tlghten- 
■      Ing  machine.     2.015.238;  Sept.  24. 

Saltser  &  Weinsler.  Inc.  (See  Baumgarten,  Jacob,  as- 
signor.) 

Sanders.  James  McO..  London.  England.  Container  for 
asphalt.     2,015,290;  Sept.  24. 

Sawvpr.  Harold  L..  Lynn,  Mass.,  assignor  to  Unlt-i  Shoe 
Machinery  Corporation.  Paterson,  N.  J.  Man\..actare 
of  shoe  uppers.     2.015,090  ;  Sept.  24. 

Scammell  Lorries  Limited.  (See  North,  O.  D.,  and  Hugh, 
asslGrnors.) 

Schaeffer,  Frank  J.      (See  Jenkins,  D,  E,  and  Schaeffer.) 

Schering-Kahlbaum  A.  G.  (See  Butenandt,  Adolf,  as- 
signor.) 

Scbmid,   Richard.      (See  Kracker,   H..  and  Schmld.) 

Sc^'midt,  Carl  A.,  egaignor  to  Ashco  Corporation,  St  Paul, 
Minn.      Hot  air  heater.      2,015,643:  Sept.  24. 

Schmidt,  William  D..  assignor  to  The  Heald  Machine  Com- 
panv, Worcester,  Mass.  Loading  apparatus  for  chocks. 
2.0i5,43'»  :  Sept.  24. 

Scbmltt.  Frederick  H..  Cleveland,  assignor  of  one-half  to 
B.  Delnnd.  South  Euclid,  Ohio.  Cream  remover. 
2,015.363  ;  Sept.  24. 
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Schnepp,  Emll  W.,  Colton,  and  L.  W.  Schnepp.  S*n  Ber- 
uardino,  Calif.  I'llot  light  control.  2,015,818;  Sept. 
24. 


Schnepp,  Louis  W.      (See  Schnepp,  Emll  W.  and  L.  W  ) 
Scholl.   William  M.  Chicago,   111.     Corn    pad.     2,015,497; 
Sept.  24. 


Schott    Gertrude  Xi.,  Fond  du  Lac.  Wis.     Garment  hanger. 

2,015,319;  Sept.   24.  ,.  .   „  ^     ^       v 

Schrader    (ierhard.      ( S«>e   Schweitzer,  U.,  and  Schrader.) 
Schrauth,    WaltUer,    Berliu-Dahlem,  Germany.   asaiL.Tior   to 

K    1.  du  I'ont  >le  Nemours  ft  Company,  Wilmington,  i>el. 

N>w   compositions  of  matter       2.015,239  ;   Sept.  24. 
Schrauth     Walther.  Berlin-Dnhlem.  Germauy.  asBlguor,  by 

mesne  a.-isignmentx.  to     Unichem  '  Chemikallen   Handels 

A   G  .    Zurich,    Switxerland.      Preparing   wetting   agents. 

2.015,500;  Sept.  24.  „  ^    „  w_i  v 

Sohrlever.   Otto.      (See   SchrOter,   F.,  and  SchricTer  ) 
Schrciter    Frttx,  and  O.  Schrlever,  assignors  to  Telefunken 

Gesellschaft  t'llr  I>rahtlose  Telegraphic  m.  b.  H..  Berlin, 

Germany.     (Jlow  discharge    lamp       2,015,498;    Sent.    24. 
SchrCter,      Karl,      Berlin  Lichtenberk',      K.      Agte,      Berlln- 

Llchterfelde-Ost.     K      Moers,     Berlln-Steglitz.     and     H. 

Wolff     Berlin.    (;ermany,    assignors,    by    mesne    asalgn- 

mentii    to  General  Electric  Company.  Schenectady,  N.  Y. 

Sintereil  hard  metal  alloy.     2.U15.536  ;   Sept.  24. 
Schulte.  Albert   A.,   Norwood,  Ohio.     Closure  and  hanger. 

**  OlS  ''SI  *   R^Dt     24 
Sohulti'lloward  W.      (See  Cavanagh,  G.  F.,  and  Schulti.) 
Schur     Milton   O..   and   B.   G.    Hoos.    assignors   to    Brown 

Company.  Berlin,  N.  H.     Finishing  of  artlttclal  leather. 

2.015.440  ;  Sept.  24. 

Schur  Milton  O  .  and  B  G.  Hoos.  assignors  to  Brown  Com- 
pany.   Berlin.    N.     H.     Finishing    of    artificial    leather. 

2.015.441  ;  Sept.   24. 

Schutt.  H.rmann  C      (See  Chave,  C.  T     and  Schutt  ) 
Schwarze   Electric  Company.      (See  Mlddleton,   Leslie  H., 

Assignor. ) 
Schweitzer,  Hugo.  Le verkusen-W leader f,  and  G.  Schrader. 

()plad-n    (Jermany,  assignors  to  (ieneral  Aniline  Works. 

inc..   New   York.   N.   Y.     Azodyestufl.     2,015,161  ;   Sept. 

24 

Schwelzerlsohe  Unfallverslcherungsanstalt.  (See  Helfen- 
st^in.    Max,  assignor.) 

Schwi'Uer.  Sylvester  M  .  Dayton,  Ohio,  assignor,  by  mesne 
assiioiments.  to  General  Motors  Corporation.  Refrig- 
erator cabinet  support.      2,015.292  :  Sept.  24 

Scintilla  Aktiengesellschaft.  (See  Stelner,  Gottlieb,  as- 
signor )  w  .      ,      J 

Scott  Snf  11.  Edward,  and  W.  R.  Gibson,  Limited,  nsslgnors 
to  International  Oil  Lamp  and  Stove.  Limited.  lx)ndon, 
England      ThfTmallv  actuated  pump.     2,015,240;  Sept. 

24  *' 

Scott     A     Williams,     Incorporated.      (See     Swlnglehurst, 

Harry,  assignor.)  „        ,  ,.  ^,.     ,       ■c 

Sealed    Powfr    Corporation.      (See    Johnson,    Charles    K., 

assignor. )  ,       ^  j 

Searlnu'     Eugene    P      Hawthorne,    N.    J.     Constant    speed 

winder.      2,1*15,196;  Sept.  24. ».,     ^    „ 

Scars.    Roebuck    and    Co.      (See    Drlssner.    Alfred    B..    os- 

Sefs8°George   J  .  Toledo.   Ohio.      Siren.     2,016,387  ;   Sept. 

24 

Self  Sealing  Cap  Company,  The.      (See  Leustig,  Benno  B., 

flssisnor  9 

Severln  Christian  C  T'nadllla.  Nebr.  Automatic  match 
lighter.      2,015, .'i.'V4  :  Sept.  24. 

Shaler  Saul,  assignor  to  Tark  Electric  Razor  Co..  Inc., 
L<:>ng  Island  Citv,  N.  Y.  Electric  razor  and  blade  there- 
for      2  015.1t'>0  :  Sept.  24. 

Shallenberger.  Charles  S.,  and  C.  F.  Frede.  St.  L«iul*«.  Mo., 
and  H  Hoblltzelle.  Wynnewood.  Pa.,  assignors  to  Gen- 
eral Steel  Castings  Corporation.  Granite  City,  111. 
Hopper  car.      2.015.197  ;    Sept.   24. 

Sharp    .Minnie  E.,  executrix.      (See  Sharp.  William  B.) 

Sharp.    Minnie  E..   executrix.      (See   Weaver.   Harry   C.) 

Sharp.  Wlllinra   E.      (See  Weaver.  Harry  C,  assignor  ) 

Sharp  William  E,  deceased.  Chicago.  111.,  M.  E.  Sharp, 
executrix       Exerciser       2,015,320  ;    Sept.   24. 

Shaw  Burton  F...  S<.uthwlck,  and  R.  E.  Nest,  assignors  to 
Gilbert  &.  Barker  Manufacturing  Company.  West  Spring- 
field, Mas.«.  Mr  heating  apparatus.  2,015,571  ;  Sept. 
24 

Shaw,  Francis  and  Company  Limited.  (See  Cooke,  Rupert 
T..   assignor.)  ^  .    ,  ,.       »,  », 

Shell  Development  Company.  (See  Caudrl.  Joban  K.  M..  as- 
signor.) 

Shelton  Hilary  S..  Wlnston-Saleia^  N.  C.  Canopy  frame. 
2  015  321  ;    Sept.    24 

SMnn  I-a  Delpnia.  AUniqnerqne.  N.  Mex.  Parking  stall 
for  vehicles.      2.015,«O7  ;    Sept.   24. 

Shortland    Arthur       (See  Bromley.  T.  C.  and  Shortland^) 

Shotton.    .Tohn    C.     Lakewood.    6hlo.       Pipe        2,015,369: 

Shimis.  7\arone  E.      (See  Volet.  P.  A.,  and  Shnltis  ) 
Shyvers,  Kenneth  C.  Chicago,  in.   Game  device.   2.015.293: 

Sept    ''4 
«51ka-Franrols    Limited.       fSee    Dol«.    David    C    asslgTior.^ 
Silverman,  Daniel.  Wllklnsburg.  as.slznor  to  Westlnghouse 

Electric  A  Maniifacturinz  Company,  East  Pittsbnreh,  Pa. 

Protective      svstem      for      vapor      electric      converters. 

2  015,,5.'?7  :    Sept     24 
SilTerman.  Daniel,  Wilkinsburi.  and  K   R.   1.4i(lwii:.  Forest 

Hills    assignors    to    Westlnehouse    Electric    k    Manufac- 

taiin«  Compnnv     East    Plttsburch.    Pa.      Vapor   electric 

converter.      2.015.538  :   Sept.   24. 


Simon,  Reuben,  Detroit,  Mich,  Code  flndinj  key.  2,015,322  ; 
Sept.   24.         *  .    „ 

Simplex  Shoe  Tree  Co.  (See  Horsting.  Bernard  F.,  as- 
•irnor. ) 

Singer,  Fred  J„  Rockvlile  Centre,  and  B.  8.  Sweiey,  Floral 
Park.  N.  Y.,  assignors  to  American  Telephone  and  Tele- 
graph Company.  Printing  telegraph  system.  2,015,323  ; 
Sept.  24. 

Singer  Manufacturing  Company.  The.  (See  Goosman,  Her- 
bert J.,  assignor.) 

Singer  .Manufacturing  Company,  The.  (See  Sailer,  Rudolph 
J.,   assignor.) 

Singer,  Nathaniel,  assignor  to  Optical  Research  Corpo- 
ration. New  York,  N.  Y.  Ophthalmic  lens.  2.015,241  ; 
Sept.  24. 

Smellle,  Donald  G.,  Canton,  assignor  to  The  Hoover  Com- 
pany.  North   Canton,   Ohio.      Ball   bearing.      2,015,198 ; 

^«pt-    24. 
Smith.   A.   0.,   Corporation.      (See  Andrus,   Orrin   E.,   as- 
signor.) 
Smith,    A.    0..    Corporation.      (See    Hascbe,    Rudolph    U, 

assignor. ) 
Smith,  A.  O.,  Corporation.     (See  Reed,  Daniel  J.,  assignor.) 
Smith.  Benjamin  H.,  Bloomfleld,  N.  J.     Toy  steam  engine. 

2.015,4;J8  ;    Sept.   24. 
Smith,    Charles   <}..    Medford,    assignor,   by    mesne   assign- 
ments,   to    Raytheon    Manufacturing   Company.    Newton, 
Mass.      Electric  lamp.      2,015,824  ;    Sept.   24, 

Smith,  Joseph  K.,  Dttroit.  .Mich.,  assignor  to  The  Berylllom 
Corporation.  New  York,  N.  Y.  Gold  alloy.  2.015,499; 
Sept.    24. 

Smitn,  Kline  A  French  I.Aboratorle8.  (See  Nabenhauer, 
Fred    1'.,   assignor.) 

Smith,  Lewis  E.      (See  Dwyer,  W.  C.  and  Smith.) 

Smith,  Paul  !>.,  and  D.  11.  Clary,  Minneapolis,  Minn. 
<  entriru^al  filtering  and  clarifying  apparatus.  2,015,162  ; 
Sept.   24. 

Smith,  Roy  H.     (See  Fraver,  Lee  A,,  assignor.) 

Smith.  Roy  H.  (See  Harvey,  C.  L.,  and  rtayer,  as- 
signors. ) 

Snow,  -Norman  l...  New  Canaan.  Conn.,  and  H  &  Brels- 
ford.  Birmingham,  assignors  to  Diamond  Power  Spe- 
cialty Corporation,  Detroit,  Mich.  Dedusting  apparatus. 
2,01 6.355  ;    Sept.   24. 

Snvder,  Donald  A..  Neenah,  assignor  to  Marathon  Paper 
-Mills  Company,  Rothschild.  Wis.  Quick  opeulng  carton. 
2,015.413;   Sept    24. 

Sorge,  Otto.  Berlin.  (Jermany.  Rotary  machine  or  en- 
gine.    2.015,501  ;  Sept.  24 

Southern  Cotton  Oil  Company,  The.  (See  Royce,  Harvey 
D.,    assignor.) 

Soutnwick,  (^'harles  Bl.  Jr.,  Camden,  N.  J.,  assignor  to 
William  H.  Horn  A  Bro..  Incorporated.  Philadelphia,  Pa. 
Elastic  stocking.      2.015.608;   Sept.   24. 

Spflnel,  Abraham  N.,  Rochester,  N.  Y.  Method  and  ap- 
pararus  for  making  sanitary  pad  shields.  2,015.631  ; 
Sept.   24. 

Spinel,  Abraham  N..  Rochester,  N.  T.  Making  dipped 
rubber  articles      2,015.(132  ;   Sept.   24. 

Sparks,  Luclen  D..  and  M.  J  I/evltt.  Minneapolis,  Minn. 
Tobacco    container.      2  01.%,199;    Sept.    24. 

Spear,  I>eolyn  F.,  Westfleld.  asslKnor  to  Glll>ert  A  Barker 
Manufacturing  Company,  West  Springfield.  Mass.  Oil 
burner      2.015,572  :  Sept.  24. 

Spencer.  Percy  L.,  Medford.  asslirnor  to  Raytheon  Produe- 
tlon  Corporation.  Cambrtdge,  Mass.  Vacuum  tul>e. 
2,015.325;    Sept.   24. 

Sperry  Gyroscope  Company.  (See  Hodgman.  Frederick 
8.,  assignor. ) 

Spohn  Corporation,  The.  (See  Spohn,  Malcolm  R,  as- 
signor.) 

Spohn,  Malcolm  R,  Sidney,  assignor  to  The  Spohn  Cor- 
poration. Norwich.  N.  Y.     Magneto.     2.015.091  ;  Sept.  24. 

Spoor.  Wllleni  L.  J.,  Amsterdam.  Netherlands.  Rotary 
pump.      2.015.200 ;    Sept.    24. 

Sprung.  Abraham.  New  York,  N.  Y.  Beacon  light. 
2,015,442  ;   Sept.  24. 

Stadt.  Henry  M.,  Glendale.  Calif,  assignor,  by  mesne  as- 
signments to  Refining,  Inc..  Reno.  Nev.  Manufacturing 
products  from  cotton  seed  solids.     2.015.242  ;  Sept.  24. 

Staege.  Stephen  A..  Pittsburgh.  H.  W.  Reding,  Forest  Hills, 
and  J  F.  Peters.  Edgewood  assignors  to  We?<tlnghouse 
Electric  A  Manufacturing  Company.  East  Plttsb\irgh.  I'a. 
Rpgulatlng  system.      2.015.5.TO;    Sept.    24. 

Standard-Knapp  Corporation.  (See  Mayer.  Karl  H..  aa- 
8l;nior.  i 

Standard  Oil  Development  Company.  (See  Hlllman, 
f'harles    A.,  assignor.) 

Standard  Stoker  Company.  The.  (See  Ketchpel,  Paul  A., 
assUnor.) 

Standard  Stoker  Company.  The.  (See  Peyton,  William  C, 
assignor  ) 

Standard  Stoker  Company,  The.  (See  Turner.  Rdwin  A., 
assignor.) 

Statt,    Frederick.       'See    Arnold,    S.,    and    Statt.) 

Steldle,    Anton,   Arlington.    Mass.      Machine   for   inserting 

bristles   In    ferrulrs.      2.016.326  ;    Sept.    24. 
Stein.  Edirnr  R..  Martins  Ferry.  Ohio.     Lid  for  beer  crates. 

2  015.204  ;    Sept.    24 
Stelner,  Amos  P.,  and  H    E    Balslger,  asslenors  to  I.,andls 

Tool    Compnnv,    Wavneshoro.    I'h.       Hydraulic    ln<lexlng 

mechanism.      2.015.414:    Sept.    24. 
Stelner.     .\moa    P.,    assignor    to    I^andls    Tool    Company. 

Wavnesboro.  Pa.     Arc  wheel  machine.     2.015.415  ;  Sept. 

24." 


LIST  OF  PATENTEES 


XXV 


stelner,  Gottlieb,  asfignor  to  Scintilla  Aktiengesellschaft, 
Solothurn,  Switzerland.  Switching  apparatus.  2,015,163  ; 
Sept,    24. 

Steingruber,  George,  Huntsrllle,  Ala.  Electric  table  store. 
2,015.295;    Sept.    24. 

Stephens.  Thomas  J.,  Brooklyn,  N,  Y,  Gas  pressure  stabil- 
izer,    2,015,243  ;  Sept.  24, 

Stewart-Warner  Corporation.  (See  Whitted,  John  B.,  as- 
signor.) 

Still,  Frederick  G..  Hatton  Garden.  London,  assignor  to  W. 
M.  Still  A  Sons,  Limited.  London,  England.  Dry  clean- 
ing  apparatus.      2,015,443;    Sept.    24. 

Still,  W.  M.,  A  Bona,  Limited.  (See  Still,  Frederick  G., 
assignor.) 

Stockdale.  Harry  C.  Ravenna.  Ohio,  assignor  to  Food  Ma- 
chlnerv  Corporation,  San  Jose.  Calif.  Lime  slaker. 
2,015, 1^44  :   Sept.    24. 

8t5cky,  Johann  J.,  and  A.  Brotz,  Teltow-Seehof,  Ger- 
many, assignors  to  North  American  Rayon  Corporation, 
NVw  Y'ork,  N.  Y.  Precipitating  bath  for  viscose  flla- 
meuts.      2,015,201  ;    Sept.   24. 

Stokes,  John  8.,  Huntingdon  Valley,  assignor  to  Stokes 
and  Smith  Company,  Philadelphia,  Pa.  Forming  boxes. 
2.015.202;   Sept.  24. 

Stokes,  Jos.,  Rubber  Company.  (See  Martlndell,  Milton 
H.,    asslgiu)r. ) 

Stokes  and  Smith  Company.  (See  Stokes,  John  8.,  as- 
signor.) 

Stone.  J.,  A  Company  Limite<1,  (See  Brown,  A.  J.  8.,  and 
.\sh,    assignors.) 

Strickland.  Silas  A..  Detroit,  Mich.  Automatic  selecting 
and  loading  device.      2,015,573:   Sept.  24. 

Sullivan  Machinery  Company.  (See  Holmes,  Morris  P., 
assignor. ) 

Superheater  Company.  The.  (See  Ostermann,  Rudolf  M. 
and   U..  ast^ignora.) 

Svenska  T&ndstlcks  Aktlebolaget.  (See  K5nig,  R.,  and 
F51dl.  assignors.  ( 

Svensaon.  Svante,  Tidavad,  Sweden.  Mowing  machine. 
2.015,203  ;    Sept,    24. 

Swan.  Peter,  Portland,  Oreg.  Water  heater.  2.0154196; 
Sept.  24. 

Swanson.  Starley  S..  assignor  to  Deere  A  Company,  Mollne, 

111.      Spreader.      2.015,245  ;    Sept.    24. 
Sweiey,  Burdette  S.      (See  Singer,  F'.  J.,  and  Sweaey.) 
Swlnglehurst.   Harry,   Orange,  N,   J.,  assignor  to   Scott  A 

WlIllamB.  Incorporated,  New  York.  N.  Y.    Making  needles. 

2.015.609  :    Sept.    24. 
Dyracuae  Toolectrlc   Mfg.    Corp.      (See   Sacrey,    Elmer   P. 

assismor.) 
Tark  Electric  Razor  Co.      (See  Shaler.  Saul,  assignor.) 
Taylor   Bramley   Company.   The.      (See   Rickert,    Fred   C, 

as-signor. ) 

Taylor.     Edward     H..     Oak     Park.     IB.      Welding     outlet. 

2,015,246  :  Sept.  24. 
Telefunken  Ges^'llschaft  f(ir  Drahtlose  Telegraphie  m.  b.  H. 

(See  Frum,  Alexander,  assignor.) 
Telefunken  Gesellschaft  fflr  Drahtlose  Telegraphie  m.  b.  H. 

(See  llberg,  Waldemar.  assignor.) 
Telefunken  Oespllsc  haft  fUr  Drahtlose  Telegraphie  m.  b.  H. 

(See  Jobst,  Gunther.  assignor.) 
Telefunken  Gesellschaft  ftlr  Drahtlo.se  Tele«craphle  m.  b.  H. 

(See  Osnos.  Mendel,  assignor.) 

Telefunken  Gesellsthaft  fUr  Drahtlo.^e  Telecraphie  m.  h.  H. 
(See   Schn^ter,    F.,   and    Schrlever,   assignors.) 

Terry,  Edwin.  Miami.  Fla.  Combined  shutter  and  awning. 
2,015,370  :  Sept.  24. 

Texas  Company.  The.      (See  Titus,  Leon  D..  assignor.) 

Textile  Machine  Works.     (See  Gastrlch,  Gustav.  assignor.) 

Thacher.  Frank  B.     (See  Royce.  Howard  W.,  assignor.) 

Thau,  Charles  K..  Brooklyn,  N.  Y.  Device  for  curling 
hair.     2,015,166:  Sept.  24. 

Thomae,  Hans,  Frankfort-on-the-Main.  A.  Modersohn, 
Cologne-Mulhelm-on-the-Rhlne,  F.  MUller.  Frankfort- 
on-the-Maln,  and  F,  Muth.  I>everku8en-I.  O.  Werk.  Ger- 
many, assignors  to  General  Aniline  Works,  Inc.,  New 
Y'ork,  N.  Y.  Water-insoluble  azo-dyestufT  and  fiber  dyed 
therewith.     2.015.204  ;  Sept.  24. 

Thomas,  David  I..  Penygraig,  Wales.  Treatment  of  cereals 
for  animal  and  human  consumption.  2.015,388  ;  Sept. 
24. 

Thompson,  Albert  R.,  assignor  to  Food  Machinery  Corpo- 
ration, San  Jose,  Calif.  Method  and  ap|taratus  for  oil- 
ing granular  material  Into  moving  containers. 
2.015.164  :  Sept.  24. 

Thurber.  Matt  B..  Tecumseh.  Nebr.  Brake  shoe  adjusting 
tool.     2.016,356:  Sept.  24. 

Tlndal,  Stephen,  Carnouftle,  Angus.  Scotland.  D'awing 
board  clamp.     2.015.247  ;  Sept.  24. 

Tither,  Ernest,  assignor  to  The  Vogue  Silk  Hosiery  Co., 
Philadelphia,  Pa.  Knitting  machine,  2,015,540  ;  Sept. 
24. 

Titus,  Leon  D..  Port  Arthur,  Tex.,  assignor  to  The  Texas 
Company,  New  York,  N.  Y.  Table-turning  mechanism. 
2.015,639  ;   Sept,  24. 

Tobin.  Kenneth  J.,  Chicago.  Ill,,  assignor,  by  mesne  assign- 
ments, to  The  Youngstown  Steel  Door  Company.  Cleve- 
land. Ohio.     Side  door  construction.    2.015,371  :  Sept,  24. 

Todd.  David   L.      ( S-e  Peters.  W    F.,  and  Todd.) 

Todd.  George  W.,  Youngstown,  Ohio,  as-signor  to  The  Pe- 
troleum Iron  Works  Company  of  Ohio.  Sharon.  Pa. 
Closure  for  metal  containers,     2,016,465 ;  Sept,  24. 


Toohey,  Bdward  A..  Somervllle,  and  J.  C.  Kershaw,  Dun- 
ellen,  N.  J..  assignors  to  Johns-Manville  Cor{>oratlon. 
New  York.  N.  Y.  Making  corrugated  asbestos  sheeting. 
2,016,416;  Sept.  24, 

Touborg,  Jens,  and  A.  M.  Jacobsen.  assignors  to  Gibson 
Electric  Refrigerator  Corporation,  Green\ille,  Mich. 
Ice   tray   release    mechanism.      2,015,466;    Sept.    24. 

Tretollte  Company.      (See   De  Groote,   Melvin,   assignor.) 

Trumpler.  William  E..  Easton,  Pa.,  assignor  to  IngersoU- 
Rand  Company,  Jersey  City,  N.  J.  Blower.  2,015,502; 
Sept.  24. 

Tucker.  Thomas  T.,  Atlanta,  Oa.  Water  tight  metal  con- 
tainer, receptacle,  and  box.     2,015.205  :  Sept.  24. 

Tuiita,  Frank,  Cleveland,  Ohio.  Aeroplane.  2,015.444 : 
Sept.  24. 

Turner,  pjlwln  A..  New  Y'ork.  N.  Y..  assignor  to  The 
Standard  Stoker  Company,  Incorporated.  Stoker  mech- 
anism.    2,015.503;  Sept.  24. 

Tnrnqnist,  Carl  E.,  San  Gabriel,  Calif.  Sanitary  wash- 
able fly  rwatter.     2,015.092  :  Sept.  24. 

Twiss,  Douglas  F..  NV^ide  Green.  F.  A.  Jones,  Birmingham, 
and  E.  W.  Allen.  Knowle.  England,  assignors  to  Dunlop 
Rubber  Company,  Limited.  Birmingham.  England.  Golf 
ball.     2.015.166;  Sept.  24. 

Tyson,  Miller  S.     (See  Lothrop,  M.  T.,  and  Tyson.) 

'l*jrson.  Miller  S..  assignor  to  M.  T.  I>othrop,  deceased. 
Canton.  Ohio,  M  F.  Lothrop.  executrix.  Antlfrietlon 
bearing  unit.     2,016.206  ;  Sept.  24. 

Una  Welding.  Inc.     (See  Howland.  Owen  L.,  assignor.) 

Underwood,  Eklgar.  Gary.  Ind.  Thermally  generating  elec- 
tricity.    2,015,610;  Sept.  24. 

Underwood     Elliott     Fisher    Company.      (See    Footborap, 

Harry  A.,  assignor.) 
"Unichem"    Chemikallen    Handels    A.-G.       (See    Schrauth, 

Walther,  assignor.) 
Union  Switch  A  Signal  Company,  The.     (See  Martin,  Paul 

N.,  assignor.) 
Union    Switch    &    Signal    Company,    The.      (See    Wltmer, 

Harold  G.,  assignor.) 
united  Shoe  Machinery  Corporation.      (See  Bates,  A.  and 

Brown,  assignors. ) 
United     Shoe     Machinery     Corporation.      (See     Bertrand, 

Frederic  E.,  assignor.) 

United    Shoe    Machinery    Corporation.       (See    Cummlngs, 

Roy  W..  assignor.) 
United  Shoe  Machinery  Corporation.     (S***  Jones,  John  L., 

assignor.) 
United  Shoe  Machinery  Corporation.     (See  Knight,  Ralph 

F..  assignor.) 
United  Shoe  Machinery  Corporation.     (See  Sawyer,  Harold 

L.,  assignor.) 
United   States  EU'Ctrlcal   Manufacturing   Company.      (See 

Pfleger.  George  T..  assignor.) 
United  States  Envelope  company.     (See  Norlck,  Abraham. 

assignor.) 
United  States  Gauge  Company.     (See  Hartley,  H.  J.,  and 

Aschenhach,  assignors.) 

LTnited    States  Gypsum   Company.      (See   Rose,   Frank   G., 

assignor.) 
United  States  Platers  Supply  Company.  The.     (See  Hillix, 

Foster  F..  assignor.) 
Varney.        Gordon.        Bradenton,        Fla.        Refrigeration. 

2.015,167  :  Sept.  24. 
Varney,        Gordon,        Bradenton,        Fla.        Refrigeration. 

2,015,168;  Sept.  24. 
Vermeulen,  R.,  Eindhoven.  Netherlands,  assignor  to  Radio 

Corporation        of       America.         Carbon        microphone. 

2,015,169;  Sept.  24. 

Vogt,  Charles  H.,  Philadelphia.  as.signor  to  Modem  Food 
Process  Company.  Philadelphia,  Pa.  lood  product  and 
method  of  manufacture.     2,015,297  ;  Sept.  24. 

Vogue  Silk  Hosiery  Co..  The.  (See  Tither,  Bmest,  as- 
signor.) 

Volgt.  Paul  A.,  Ozone  Park,  and  A.  E.  Shultls.  Yonkers. 
assignors  to  Johns-Manvllle  Corporation.  New  York, 
N.  Y.     Structural  assembly.     2,015.129;   Sept.  24. 

Voith.   J.  M.      (See  Banmann.   Johannes,  assignor.) 

Voith-Schneider  Propeller  Company.  (See  Ehi^art.  Josef, 
assignor.) 

Walker,  Edward,  and  H.  Crickler,  Santa  Ana.  Calif.,  said 
Crickler  assignor  to  said  walker.  Ironing  device. 
2.015.093:  Sept.  24. 

Walker,  Joseph,  Topeka,  Kans.  Electric  plug.  2.016.504  ; 
Sept.  24. 

Walker.  Robert  S.,  Bellefonte.  Pa.,  assignor  to  Electro 
Lime  A  Ice  Corporation.  Wilmington,  DeL  Treating 
limestone.     2.015.642  :  Sept.  24. 

Ward.  Richard  J..  Los  Angeles.  Calif.,  assignor  to  Multl- 
rayllte.  Inc.  Apparatus  for  and  Illuminating  surfaces. 
2.015,170;  Sept.   24. 

Warner  Bros.  Pictures.  Inc.  (See  Jackman,  Fred  W.,  as- 
signor.) 

Warner,  William  R..  &  Co.   Inc.      (See  Jackson.  Clarence 

S.,  assignor.) 
Warshawsky.  Abraham.  Brooklyn,  N.  Y.     Sanitary  pocket 

thermometer  sterilizer.     2,015.505  :   Sept.  24. 
Watllng.    Thomas   W.    B..    Chicago,    III,      Coin    controlled 


apiwratus.     2.015.640  :  Sept.  24. 
Weathe  ----- 


lerhead.  Albert  J.,  Jr..  assignor  to  The  Weatherhead 
Company,  Cleveland,  Ohio.  Hose  coupling.  2,015,641  ; 
Sept.   24. 

Weatherhead   Company,   The.      (See  Weatherhead,    Albert 
J..  Jr„  assignor.) 
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.  and  Weber.) 
assignor,  by  meMie  as- 
of  America.     Cathode. 


I.    du 
Vul 


Weaver  Engineering  Company.  (See  Weaver,  Ira  A  ,  as- 
signor.) 

Wt-aver,  Harry  C.  San  (iabrlel.  Calif.,  assignor  to  W.  E, 
Sharp  !*"  ea^fd.  <  hi.  a,'"  111..  M.  £.  Sharp,  executrix. 
Kx^'r^.■i>e^       J.u  1  r».-".i>^  .    .S.^.t.  24. 

Weavpr.  Ira  A  .  as-^U'imr  to  Weaver  EnglneerlDg  Company, 
SpriDkideld.  III.      V^-tu.  le  lift.     2,015.357;  Sept.  1^4 

Webb.  I'aul  A.  Pittsburgh,  Pa.  Transfuaiou  device. 
::,tn5,r)74  ;   Sept.   -'4. 

Weber,  Walter  »  .      t  S.-e  (iray,  D.  E 

Weiller,   Paul  ti  .  Hli><)nifiHld,   .N.  J.. 
8i>s'"ni»-!its,   to  Uatlio  Corporation 

2.015.417  .   Sept.  24. 
Weller,    Sidney    U.    Evanston,    111.,    assignor    to    E, 

Pont   df"    Nemuurs   &   I'ouipany,    Wilmington.    Del. 

caniiiii:,'  rubber.     2.nl5.;iu7  ;  Sept.  J4. 
Welty,    .\lb«-rt    B..    M"linf,    III.,    as.-signor    to    International 

Harvester   Cumpany       Harvester,      2,015,57r>  ;    Sept.    24. 
Weity,    Alt)ert    1'  .    Molina.    Ill  .    assignor    to    International 

Harvester  Company      Bai  chute  for  harvester  threshers. 

2,015,576;   Sept.   24. 
Werder,    John    h .,    LakewtMul,    assignor    of   one-half    to    E. 

Rogers,     South     Euclid,     Ohio        Apparatus     for     testing 

metal  container>.      2,111,5,^11^  .    Sept.   24. 
Wermlne,    Hugo    U  .    a>^ikCn'Jr    to    Belden    Manufacturing 

Company,      thica^u,      111.       Electiic      plug      connecter. 

2.015.418  ;  Sept    24. 

Western  Waxed  i'aper  Company.      (See  Uammond,  Annlng 

S.,  assignor,) 
Westiughoui^e   Electric   k   Manufacturing  Company. 

Bletx,    E,,    and   Greenawalt,    aasignors.) 
We.stinghouse   Electric    A   Manufacturing   Company. 

Brainard.   Maurice   W.,  assignor.) 
Westlnghon.'^H   Hle<tric   A   Manufacturing  Companj. 

as.signor. ) 
A   Manufacturing  Company, 
assignor. ) 

A  Manufacturing  Company. 
aj>«ignor 


Crabbs,   Herbert   J 
We.stinghouse    Elf^-trit 

L)u rfman.    Hiller    D.. 
Westinghou.-;*-    Electric 

Eames.  William   F 


Westinghou-xe    Mxtric    A    .Vianufaitnrin?   Company. 

Edler,  .\.,  and    Br<)<kmanii.     issii;!,,.   ^ 
Westinghouse    Electric    A    Manuiacturing   Company. 

KIberty,  Robert  S.,  Jr.,  assignor.) 
Wn^tinghou.'ie   E3ectrlc   A   Manufacturing  Company. 

Kxner.  Donald  W.,  a.^signor.) 
W*'-tingh<)u.se    F2ectric   A   Manufacturing  Company. 

Fountain,  Lawrence  L.,  assignor.) 
Wt'>tlngh(>u.><e    Electric   A   Manufacturing   Company. 

Haniia,  Clinton  R.,  assignor.) 
Westinghouse   Electric  &  Manufacturing  Company. 

Jennings,    Oliver    8.,   assignor.) 
Wpsfinghouse    Electric   A   Manufacturing   Company. 

Kllgore,    Le^  A.,  as.signor.  ( 
W-'-tinghouse    rae<tri.'    A    Mcnufacturing   Company. 

l.angfrltx,    Hans,   assignor  » 
W"vflng!iou,<e    raectri.    A   .Manufacturing  Company. 

I>  wi-^    Frank    K,  a.ssliinor, ) 
W.'-'.ii..'     iivt.    Ele.frir   A   Manufacturing  Company. 

Rove.    Hfrt>»TT    .\.,  assignor.* 
WestiDi^hous*'    P.U'ctric   A    Manufacturing  Company. 

Silvfrmaii,   Iiani-l.  assignor.) 
We  t:n_'   ■    I-.-    KU-tri.     A    Manufacturing   Company. 

Siivf*rmaii.    1>.  and    I.iniwli;,  assignors.) 
Westlnghonse    EU><trii'    A    .Manufacturing   Company. 

Staege,  S    A  ,  Kedlng.  and  Peters,  assignors.) 
Weston    F.le<'trical    Instrument   Corporation.      (See   M 

John   H,,  assignor.) 
Wettstein.  August,    assignor  to  Aktiengesellschaft  Brown. 

Boverl   A  Cie.   Baden,   Switzerland.     Fuel  noule  for  oil 

furnaces.      2.01.')  «11;    Sept,    24. 
Whearv  Trunk  Companv       (  S*^  Peshek,  Joseph,  assignor,) 
Wheeler,  Harold  A..  Great    Neck.  N.  Y,.  """iinior  tr»  Haxel- 

tine  Corporation.    Electron  discharge  device.     2.010.8.^7  ; 

Sept,  24. 


(See 
(See 
(See 
(See 
(See 
(See 
(See. 

(See 
(See 

(See 
(See 
(See 

(See 
(See 
(See 
lller. 


Wheeler,  Henry  J.,  Buffalo.  N.  Y.,  assignor  to  Foo«l  Ma- 
chinery Corporation,  San  Jose,  Calif.  Centering  device 
for  corn    cutting  machines.      2,016,^9;   Sept.   24, 

Whltcomb,   Arthur  J.      (See   Fox,  O.,  and    Whitiomh  i 

White.  Harold  S,,  South  Bt-nd,  Ind.  Vacuum  operated 
means  lor  treating  insect  bites  and  the  like.  2,015,130; 
S.'|)t.   24 

White,  Harry  B,.  Canton,  assignor  to  The  Hoover  Com- 
pany, .North  Canton.  Ohio,  Suction  cleaner,  2,015,171; 
Si'pt.   24, 

Whitehead,   William.      (See  Dreyfus,  C,  and   Whitehead.) 

Whitehead,  William.  (See  Dreyfus,  C,  Whitehead,  and 
.Martin.) 

Whitesld'-.  Howard  A..  New  York,  N.  T  Resistance  adapt- 
er     2,()l.'S,LM»»  ;  Sept.  24. 

Whitnt-y.  .Maurice  I'  .  KImira,  assignor  to  Eclipse  Machine 
•  'omiiaiiv,  KImira  Heights,  N  Y,  Starter  gearing. 
2.01.*),i:U  :    Sept.    24. 

Whltted.   John    B  ,    ^"-vanBton,   awiignor  to  Stewart-Warner 

Corporation,  Chicago,  111     Refrigerator  shelf.    2,015,389; 

Sept    24 
Wiegand,  Erich,  Hohen  Neuendorf,  assignor  to  Allgemelne 

Ki.ktrl(  itats-^iesellschaft.   Berlin.   «iermany.      Indirectly 

luated   (afhodc.     2,015,172  :   Sept    24 
Wllhlte,   I>    C.  et  al.      (See  Yates,  James  M..  assignor.) 
Willans,   FVter  W..  Towcester,   England.  «s.slt'iior   to  Radio 

Corporation     of     America.       Thermionic    valve     circuits. 

2,01f)..'o»i  :    Sept.   24. 

Williams,   I-^teile   P.      (See  Williams.  Villor  P.,  asaifnor.) 
Willams.   Uwis  E..  Long  Beach,  Calif.     Lock.     2,016,248; 

S.-pt.   24. 

Willian).x  Villor  P,  Baltimore.  Md,.  assignor  to  E.  P. 
Williams,  lUltlrnore,  Md  Universal  Joint.  2,015.390; 
Sept.  24. 

Winchester  Repeating  Arms  Company.  (See  Burton, 
F-ank   F  ,    assignor  1 

Witmer.  Harold  Ct.,  Pittsburgh,  assignor  to  The  TInlon 
Switch  A  Signal  Company,  Swlssvalc,  Pa  Railway  track 
circuit    apjtaratus       2,^ll.^,.^77  ;    Sept,    24, 

Wltxel.  Ernst,  assignor  to  Young  Radiator  Company,  Ra- 
cln»*.    Wis.      Centrifugal    fan        2.i'l.',.210 ;    Sept     24. 

Wolflf,    Hans       (See  Schnifer,  K  .  Agte.  .Moers.  and  Wolff  ) 

Wood.  Adell)ert  C,  Sr       '  St'e   Flagg,   R    <'.  and   Wood.) 

Wood.  John  T  ,  Sale,  England.  Glass  feeding  device. 
2.01.1.211  :   Sept    24 

Wood.  Wilfre<l  R  ,  London.  Kniiland.  assignor  to  Interna- 
tional Comliusflon  Engineering  <  OrporHtlxn,  New  York, 
N.    Y.      Superheater    support        J  1 » 1  •'.  :v_'S  ;    Sept     24. 

Woolcock,  James  W  ,  M.innhelm  Kaefertal,  (iermany,  as- 
signor to  Imi>erlal  Chemi,  ni  Industries  Limited.  Pro- 
duction   of    ketones        2,'M  "..•>'.'4      .S.-pt.    24, 

Yates,  James  M  ,  assignor  of  one-half  to  W,  Bryant  and 
one-fourth  to  Ii  C  Wiihite.  Cookevllle,  Tenn.  Weather 
strip.     2.015, .172  ;   Sept    24 

Ya'V'man  A  Frhe  Manufacturing  Company,  The.  (Se« 
Furlon;:.    Roland    .\  ,    a,'<slgiior.) 

Young  lames  H  .\rden  asslk'nor  to  B.  I.  dn  Pont  de  Ne- 
mours A  Company  Wilmington.  Del.  Vulcanised  fiber. 
2.01.')  1  :^J      SepJ      24 

Yonnz   Radiator  Cr.uip'inv       1  See  Wltxel,   Ernst,  assikrnor  ) 

Youngstown  Steel  Door  Company,  The.  (See  Tobln,  Ken- 
neth   J.,    assignor.) 

Zeiss.  Brnno  Copenlck-Wendenschloss.  Germany,  assignor 
to  G.ii.-ral  Electric  Company.  Temporarily  closing  the 
channels  In  hollow  conductors  of  fluid  filled  cables. 
2  Ol.l  1^42  :    Sent.    24 

Zeiss,    Firm   Carl.      (See  K«nlg.   Albert,   assignor.) 

Zeiss.  Firm  Carl       (See  Mert^.  Willy,  assignor) 

Zel.ss  Ikon  Aktlengesellschaft  Dresden.  (See  KOppenbender, 
H  .  and   Nowlckl.   assignors.) 

Zimmerman  Arthur  G.  (See  Runge,  F.  E..  fd  Zimmer- 
man.) 


LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  24th  DAY  OF  SEPTEMBER,  1935 

NOT». — Arranged  in  accordance  with  the  first  significant  character  or  word  of  the  name  (in  accordance  with  city  and 

telephone  directory  practice). 


Aircraft.     D.  A.   Hall.     19.713;   Sept.   24. 

Bleaching    agent    and    preparing    bleached    bread    doagh. 
L.  W.  Haas.     19,712  ;  Sept.  24.. 


Engine  and   turbine,  Combined   reciprocating.     H.   Wach. 

19,716;    Sept.  24. 
Photophonographlc  apparatus.     A.   Sbonp.     19,714  ;  Sept 

24. 


LIST  OF  DESIGN  INVENTIONS 


Aeroplane.     V.  R.  Grom.     97,008  ;  Sept.  24. 

Apron.     A.  Qulnn.     97,016-18  ;  Sept.  24. 

Ash  stand.     C.  Hardy.     96.982-3  :  Sept.  24. 

Automobile  heater.     C.  H.  Will  and  II.  W.  Fink,     97,030; 

Sept.   24. 
Blseat  aircraft  chair.     W  C.  McCarty,  Jr.,  and  D.  M.  Hel- 

wlg.     97.014  ;   Sept  24. 

Blouse.     R,  A.  Weiss.     97.028 ;  Sept  24. 

Bottle,  Glass.     L.  J.  Klhn.     9«,ft89 ;  Sept  24. 

Brassiere    and     trunks.     lady's    combination.      J.    Chase. 

!t7,005  ;    .'^ept.    24 
Buckle       S     Pnfman       96,999-100:    S«)t   24. 
Burner    pumping    and    control    unit,    (311.       E.    B.    Frame. 

1»6,&64  :   Sept,    24. 
Card   tatde       I     F,  Jewell.     96,986;   Sept.  24. 
Cigarette  case  or  similar  article.     H.  H.  Harris.     96,984; 

Sept.    24, 
Dispensing  device,     A.  V.   Shlpman.     97,002;  Sept.  24. 
Doll  lamp      C.  M.  Terrell  and  L.  Binder,     97,021  ;  Sept  24. 
Dress.     M.  Extract.     96.960-3;  Sept.  24. 
Dress.     J.  Oreenberg.     97.007  ;  Sept.  24. 
Dress.     A    Greenspan.     96,967-9  :  Sept.  24. 
Dress.    Knitted       J     Outtman,      96.970-3;    Sept.    24. 
Drum  section  for  heating  stoves,     W,  H.  Adams.     96.954  ; 

Sept.    24, 

Heater  casing.  Electric.     G.  Steingruber.     97.003  ;  Sept  24. 

Insect    electrocutor.      C.    E.    Canning.      96.957 ;    Sept    24. 

Jewelry  display  case.      L    Filer.      97.006;   Sept  24. 

Jug.     A.  S    Knapp.     96,990  ;  Sept.  24. 

Lace.     L.  Birnbaum.     96,955;  Sept.  24. 

Lace.     O.  D.  Boysen.     96.956  ;  Sept.  24. 

Lace.     J.   Waterfleld.     97.023-7;   Sept.   24, 

Lamp  base  or  similar  article.     H.   M.  Laxer.     96.991-2 ; 

Sept.  24. 
Lamp  base  or  similar  article.     H.  M.  Laxer.     97.011-12; 

Sept.  24. 


L.  G.  Kaller  and  J.  C. 


Lamp  casing.  Automobile  signal 

Gibson.     97.009  ;  Sept.  24. 
Motorcycle.      F.    H.    Sedlvy,      97.019;    Sept.    24, 
Ornament  or  similar  article.   Automobile  radiator.     G.  E. 

Curtiss  and  C.  J.   Klein,     97.0.'?2  :   Sept.   24. 
Piano.     G.  L.  Miller.     96.99fi-7  :  Sept.  24. 
Piano  case.      C.   L.    Haddorff  :   96.974- KO  :    Sept.   24, 
Receptacle    or   similar    article.    Salt    and    pepper.      R. 

West.     97.029  ;  Sept.  24, 
Sadiron  stand.      S,   A.    EHivall.      96,958 


M. 


Sauce  pan.  Combination. 
Shaker  closure.  Cocktail, 
Shaker.  Cocktail      E    W 
Shoe.      J,    A,    Izenstatt. 
Shoe.      H    E     Williamg. 
.Shoe  or  similar  article. 
Shoe  or   similar    article. 
Sliuffle  tward  game  device. 


Sept.    24. 


J    A.  Wagner,     97  022  ;  Sept. 

K.  W,  Fuerst,     96  9H6  ;  Sept. 

Fuerst.     96,965  :   Sept.   24. 
96,985  :    Sept.    24. 
97.004  ;    Sept.    24. 

N.   K.    Kean.      96.987  :    Sept 

S.   Mever.      96,99,'',  :    Sept.    24 
T.  Rei(  hard.     97.001  ;  Sept.  24 


24 


24. 


W.  H,  Adams  and  C.  J.  Kessler.    96,952-3 


97,020;   Sept   24. 
Epstein.      96,959 ;    Sept 
article.    Whistling.      C. 


24. 

S.    Keating. 


Stove,  Heating 

Sept,    24, 
Suit.     A.   Slsselman 
Sweater.   loidy  s      B. 
Teakettle    or    similar 

96,988;   Sept,   24. 
Textile   fabric.      A.   Hafner,      96.981  ;   Sept   24. 
Textile   fabric.      H.    1.    Kronthal.      97,03.<1 ;    Sept   24. 
Textile    fabric   or   similar   article.      J     L.    Lien.      96,993 

Sept.  24. 
Textile   fabric  or   similar   article   of   manufacture.      K.    I 

Ostow.     96,998  ;  Sept.  24. 
Toy  duck.      E.   McCandlish.      96.994  ;   Sept.    24. 
Tray.      E.    Worthington.      97.031  ;    Sept    24. 
Trlseat  aircraft  chair.     L.  C.  McCarty,  Jr.,  and  D.  M.  Hel 

wig.     97,015  ;  Sept  24. 
Tumbler    or    similar    article.    Footed.      R.    S.    Lasenby 

97.013  :   Sept.  24.  ^, ^ 

Wrapper.  Bread.     E.  D.  Lake.     97,010  ;  Sept  24. 
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FOR  WHICH 
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Abraive    surfaces.    Cleaning.      C.    A.    Marls.      2,105,603; 

Sept.    24. 
Acid    esters   of    higher    alcohols,    PolylMMilc.      BL    B.    Reid. 

2.015.0Ra  :    Sept.    24. 
Aclfls.    Purlfyinir    hikch-boiling  mineral.      J.   F.   M.  Caodrl. 

L', 015. 254  ;    Sept.   24. 
Adjustable  chair      L.  Blamenthal.     2.015.335;  Sept.  24. 
Adsorbents.    Manufacture    of.      R.    B.    Derr.      2.015.593; 

Sept.  24. 
Advertising  layout  board.    O.  P.  Ryan.    2.015.868  ;  Sept.  24. 
Aeroplane       h\   Tupta.      2.015.444  :    Sept.   24. 
AgitlomerateH,  Coiling  of.     B.   H.  Bunce.     2.015,386;   Sept. 

24. 
Aggregate  and  the  product  thereof,  Producing  light  weight. 

»'.   K.   Harding.      2,015.381  :   Sept.  24. 
.\ir   braicp.     C.   A.   Canspb^ll       2.015.214;   Sept.  24. 
Air   cleaner.      H.    B.    Angl^myer.      2,015.174;    Sept.    24. 
Air   conditioning   for   can*.      F.    O.    Marshall.      2,015.489 ; 

Sppt.    24. 
Aircraft.      J    S     Maxwell.      2.015.150;    Sept.   24. 
Aircraft  and  artillerv  observation  Instrument.     P.  A.  Hug, 

2.015.627  ;    Sept.    ^4. 
&.ir    beating    apparatus.      B.    B.    Shaw    and    R.    B.    Nest. 

2,015.571  :   Sept.   24. 
Air   Insulated   h«*ater.      R.    Sa<lwith.      2.015.195 
Alloy.     R.  H.  Leach.     2,015.345,  Sent.  24. 
Alloy,    Sintered    hard    metal.      K.    SchrOter,    K. 

Moers.   and    H.    Wolff.      2,015.536;    Sept.    24. 
Anchor  plate  for   fence  post.     C.   W.  Meyert. 

Sept.    24. 
Animals,    "rr«»atlng.      A.    W.    Bruce.      2,015.058 
Antifriction  bearing  unit.     M.  S.  Tyson. 

24. 
Antirachitic      substances,      Producing. 

2.015,282  ;  Sept.  24. 
Arc  wheel  machine.     A.  P.  Strfner.     2,015,415  ;  Sept.  24. 
Articles    from    pump    material.    Molding.      A.    C.    Googh. 

2,015.426;    Sept.    24. 
Asbestos  sheeting.  Making  corrugated.     E.  A. 

J.  C.   Kershaw,      2,015.416;   Sept.  24. 
Attaching  mean.s  for  removable  dental  bridges. 

2,015,644  :    Sept.   24. 
Attaching   plug.      R     I-ikstein   and   M.    Polls. 

Sept.  24. 

F.    W.    McMackln. 


Sept.  24. 

Agte,    K. 

2.015.438  ; 

;    Sept.    24. 
2,015.206;  Sept. 

A.      J.      Pacini. 


Automobile    attachment. 

Sept    24. 
Automribile    hpater.       M. 

2.015.231  ;    Sept.    24. 
Awning.      .M.   C.    Indahl. 
Awning   and    storm    shutter 

2.015,305  :    Sept.    24. 
Axle  drlvfi  lubricating  means.     O, 

Sept.  24. 

H.    Kracker   and 


J.    Marty    and    R. 


Toohey  and 
R  F.  Meier. 
2.015,421  : 
2.016,316  : 
H.     Hausse. 


2.015,342  ;    Sept.  24. 
Combined.      P.    0 


H.    Kracker   and 


W.  Harper. 
R.  Schmld. 
R.    Scbmld. 


H.  Schweitzer  and  O.  Schrader. 


and  fiber  dyed  therewith.  Water  insoluble. 
.  A.  .Modersohn.  F.  MQUer.  and  F.  Math. 
Sept.   24. 


G.  Hankel.     2.015,473  ;  Sept. 


Azo-ayestuffs. 

Sept.    24. 
Azo-<ive8tuffs. 

Sept.   24. 
Azodypstuffs. 

Sept.    24. 
Azo-dvestuffs 

H.    Thomas 

2.015.204  : 
Bag  :    fff — 

Sleepim;  bag. 
B&e  and  sack  closing  device. 

24. 
Ball  h«»aring.     D.  G.  SmelUe. 
Ball.    Golf.      D.    F.    Twlss.    F 

2,01 5,  Ui5  :    Sept.    24. 
Barrel.     M.iking    sheet    metal. 

Sept.  24. 
Baskets.    Making    waste    and 

2.015.382:    Sept.    24. 
Bath   for   viscose  filamf-nts.    Precipitating. 

and    A.    Brrttz.       2.015,201  ;    Sept.    24. 
Bath  showfr  device.     A.  Callander.     2,015.377 
Battery  cable  grip,  Solderless.     C.  E.  Hoover, 

Sept.   24. 
Battery    plate.     Storage.       J.     A.     Hamilton. 

Sept.    24. 
Beacon  light.     A.  Sprung.     2,015,442 
Bearing  :  Wee 


Grayson. 
2.015.108 ; 
2.015.225  ; 
2,015.429  ; 
2.016.161  : 


2.015.198 
A.  Jones, 


Sept.  24. 
and  B.  W.  Allen. 


D.    J.    Reed. 


desk. 


L.    De 


2,016.193  ; 
P.    Hokerk. 


J.   J.    StSckly 


:   Sept.  24. 
2.015,144  ; 


2,015,636  : 


Sept.  24. 


roller 
Sept.    24. 
for     making 


Roller  bearing. 

M.  T.  Lothrop  and 


Ball  bearing. 
Bearing  unit.   Tapered 

Tyson.      2.015.229  ; 
Bearings.      .Apparatus 

2.015,1.54  ;    Sept.    24. 
Bed   accessory   support. 

24. 
Bench,  Optical.      A    J.  Ginsberg.      2,015.623 
Binder   and   supporting  belt.    Postoperative. 

pier   and    E.    D.    Huntington.      2,015,255; 
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M.  S. 


J.     V.     O.     Palm. 


B.    Morlshlta.      2.015,280;    Sept. 


Sept.  24. 
L.    L.   Char- 
Sept.    24. 


Binding  strip.     W.  Enoch.     2.015,302  ;  Sept.  24. 

Blood     transfusion    apparatus.       S.    Pennell.      2,016,128; 

Sept.  24. 
Blower.     W.  E.  Trumpler.     2,016,602  ;  Sept.  24. 
Board  :  See — 

Advertising  layout  board. 
Boiler  :  See — 

Steam  l>oiler. 
Boiler.      !>.    J.    Mitchell    and   J.   A.   Morrison.      2,016,350; 

Sept.  24. 
Boiler  installation.    W.  L.  De  Baufre.    2.015.338  ;  Sept.  24. 
Book  cover.     M.  H.  Gronauer      2,015,306;  Sei>t.  24. 
Bottle  lifting  device.     F.  E.  Linfesty.     2.015.486;  Sept.  24. 
Bottle  tap.     H.  Rosenberg.     2,015,168;   Sept.  24. 
Box    and    feeder.   Combination    shipping.      R.    A.   Gorsuch. 

2.015.341  ;    Sept.    24. 
Boxes,  Forming.     J.  S    Stokes.     2.015.202  ;  Sept.  24. 
Box  part  and  blank  therefor.     C.  D.  Knowlton.     2,016,148: 

Sept.    24 
Bracelet  fastener.     F.  Ueer,  Jr.    2,016,808  ;  8«pt.  24. 
Brake:  See — 

Air  brake.  „     „ 

Brake  and  clutch.  Power.     R.  C.  Russell.     2.016.192;  Sept. 

24. 
Brake   shoe   adjusting   tool.      M.   B.   Thurber.      2,016.356: 

Sept.  24.  „  „. 

Breast  supporter.     H.   Moity       2,015,151  :    Sept.   24. 
Bubble  blower.     A.  L.  Delvaux.     2.016,301  ;  Sept.  24. 
Building  structure.     Q.  D.  Kellogg.     2.015.114  ;   Sept.  24. 
Burner  :  See — 

<^)il  burner 
Burrs  from   tub<'8,   etc..    Mechanism    for  removing.     D.   B. 

Jenkins  and  F.  J    Scbaeffer.      2.015,452:   Sept.  24. 
Button,  Separa»)le.     W.  W    Holm.     2.015,559 ;   Sept.  24. 
Cable.  EUctrlc.      C.    K.    Bennett.      2.015.063  ;   Sept.   24. 
Cable.   Electric.      P.    V.    Hunter.      2.015,478;   Sept.    24. 
Can  puncturing  device.     F.  F.  Hosmer.     2.016.271  :   Sept. 

24. 
Canopy  frame       H.  S.  Shelton.     2.015,321  ;   Sept.   24. 
Cap  for  collapsible  containers,  Self-sealing.     B.  B.  Leuatlg. 

2,015.B02  ;    Sept.    24. 
Cap  or   the  like.   Hub.      J.   S.   Reld.     2.016.852:   Sept.   24. 
Car.    Hopi)er.      C.   8.    Shalleiiberger,    C.    P.    Prede,    and    H. 

Hohlltzflle.       2.016.197:     .Sept.    24. 
Car.underframe.     J    E.   Muhlfeld.     2.015.188;  Sept.   24. 
Car  underframe.     H.   M    Pfiager.     2.015.190;   Sent.  24. 
Carbon  black.  Producing.     R.  H.  Eagles.     2,015,360;  Sept. 

24. 
Cart)on   pile   regulator.      A.   J.   S.   Brown   and   A.    L.   Ash. 

2.015.468;    Sept.    24. 
Card    Index    system    for    keeping    records    In    a   visible    or 

horizontal  wav.     O.   Lampert«.     2.015,480;  Sept.  24. 
Card  table.     C.  W.  Mayer      2.015,118;  Sept.  24, 
Carding  construction  for  belt  lacing  hooks.     C  Messlnger. 

2.015,492;    Sept.    24. 
Carrier     wave     system,     Modulated.       W.     T.     Dltcham. 

2.015,175;    Sept.    24. 
Carton.     P.  J.  Xleyer.     2.015.278  :  Sept,  24. 
Carton,  Quick  opening.      D.   A.  Snyder.     2,015.413  ;   Sept. 

24. 
Case  :  See — 

Cigarette  case. 
Cathode.     P.  G.  Welller.     2.015.417:  Sept.  24. 
Cathode,     Indirectly    heate<i.       E.     Wlegand.       2.015,172; 

Sept.  24. 
Cathode  ray  photographic  apparatus.     C.  A.   Sabbah   and 

P.  M.  Gray.      2,015,570:   Heju.  24. 
Cell   for  treating  material    by    irradiation.      R.    M.   Frnps. 
2,015,265:    Sept.    24.  „    ,    „^.     . 

Centering  device  for  corn  cutting  machines.     H.  J.  Wheel- 
er.     2.015,299  :    Sept.    24. 
Centrifugal  separator.     J.  Loumlet  et  I^ivigne.     2,015,076; 

Sept.  24. 
Cereals  for  animal  and  human  consumption,  Treatment  of. 

D.    I.   Thomas.      2,015,388;    Sept.   24. 
Chair  :  See — 

.Adjustable  chair. 
Chair,      B.    H.   Drake.      2.015.138;   Sept.   24. 
Change     making     and     delivering     device.       M.     Dorman, 

2,015,621  ;    Sept.    24. 
Channels  In  hollow  conductors  of  fluid  filled  cables,  Tem- 
porarilv    closlni;    the        B.    Zeiss.      2,015,542;    Sept.    24. 
Cheese     tilling     for     bakery     products.       F.     H.     CUckner. 

2,015,257  ;  Sept.  24. 
Cheese  flavoring  and  producing  the  same.     P.  H.  Cllckner. 

2,015.258:    Sept.    24.  „      „    , 

Chemical     product     and     pro«'acing     same.       E.     Rodman, 

2,015,234;    Sept.    24.  ^      ^  , 

Chute     for     harvester     threshers.     Bag.       A.     B.     Welty. 

2.015.576:     .Sept.    24. 
Cigarette  case.     K.  Kanal.     2.C116.628  ;  Sept.  24. 
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cigarette  roller.    J.  A.  Kappeler.     2.016.812  ;  Sept.  24. 
Cinematographic    apparatus.      C.   B.    Uanna.      2.016,637 ; 

Sept.  24. 
Circuit  arrangement,  Modulation.     M.  Osnos.     2,015,189  ; 

Sept.  24. 
Circuit    breaker.      H.    D.    Dorfman.      2.015.633;    Sept.   24. 
Circuit    breaker.      H.   Langfritz.      2,015.598 ;    Sept.   24. 
Circuit,  Control.     E.  D,  Cook.     2.016,691  ;  Sept.  24. 
Clamp  :  See — 

Drawing  board  clamp. 
Cl»«p,  Lingerie.     S.  C.  Johnson.     2,015,113;   Sept.  H. 
Cleaner  :  See — 

Air  cleaner.  Thread  cleaner. 

Suction  clenncr. 
cneanlng  apparatus.  Dry.    F.  G.  Still.    2,015,443  ;  Sept.  24. 
Cleaning  machine.     A.  Bartsch.     2.015,683  ;  Sept.  24. 
Clip,     F.  C.  Claudius.     2,015,617  ;  Sept.  24. 
Closure  and  hanger.     A.  A.  Schulte.     2.016.291  ;  Sept.  24. 
Closure  for  metal    containers.     G.  W.  Todd.      2,015.466  ; 

Sept.  24. 
Clothes  hanger.     J.  Obrow.     2.015.281  ;  Sept.  24. 
Coating.     E.  H.  Bucy.     2.015,252  ;  Sept.  24. 
Coating  composition.      W.    R    Lawson.      2.015.078;    Sept. 

24. 
Colls,  Apparatus  for  cleaning.     L.  D.  Lowry.     2.015.666-7  ; 

Sept.  24. 

Coin  eontrolle<l  apparatus.     T.  W.  B.  Watllng.     2,016.640: 

Sept.  24. 
Coin    controlled     mechanism.      L.    H.    Morln.      2.015  351  ; 

Sept.  24. 
Collapsible  container      B    B.  Leastlg.     2,015.601  ;  Sept.  24. 
Collapsible  tube.     J     B.   Roerlg.     2.016.287  :  Sept.  24. 
Comjwsltton  tor  mothproofing.     R.   M.   Hitter.     2.015,633; 

Sept.   24. 
Composition  of  matter.     E.  W.  Reld.     2.015,385  ;  Sept.  24. 
Composition    of  matter.   New.      W.   Schrauth.     2,016,280  ; 

S«pt.  24. 
Compre8s«>r  and   vacuum   pump.      C.   Pfelflfer.      2.015.124; 

Sept.  24. 
Compressor.    Portable.      J.   W.   Jones  and   E.   C.   Cowles. 

2,015.525  ;  Sept.  24. 

Concrete  plant.     T.   Manabe.     2.015.488;  Sept.  24. 
Concrete   road    construction,    Reenforced.      A.   C.    Fischer. 

2.015.340:   Sept.  24. 
Connecter :  iSe» — 

Electric  cord  connecter.  Solderless  connecter. 

Kb'ctrlc  plug  connecter. 
Container :  See — 

ColIapsll)le  container.  Shipping  and   storage  con- 

Knock-down  container.  talner. 

Lamp  displav  container.  Tobacco  container. 

I.aundry  container. 
Container.     W.  H.  Pashley  and  L.   W.  Oliver.     2.015.288  ; 

Sept.  24. 
ConUlner  closure.     L.  S.  Harrison.     2.015.625  :  Sept.  24. 
Container  for  asphalt.     J.  M.  Sanders.     2.015.290 ;  Sept. 

24. 
Container,  receptacle,  and  box.  Water  tight  metal.     T.  T. 

Tucker.     2.016.206  ;  Sept.  24. 
Containers,  Apparatus   for  testing   metal.     J.  F.  Werder. 

2,015,208  :  Sept.  24. 
Control  apparatus.     D.  W.  Kiner.     2,015.553;  Sept.  24. 
Control  of  motion  of  movable  blades  on  blade  wheels.  De- 
vice for  the.     .T.  Ehrhart.     2,015.514  :  Sept.  24. 
Control  valve.     J.  L.  Adams,  Jr.     2.015.056  :  Sept.  24. 
Control   for  coupling  devices.     R.  M.  Planck.     2.015.191  : 

Sept.  24. 
Controlling  device  for  the  drainage  of  the  steam  cylinder 

In    an    auxiliary    plant    of    a    locomotive.      L.    Hladlk. 

2.015.182:  Sept.  24. 

Convertible  body.     R.  L.  Carr.     2.015.547  :  Sept.  24. 
Cords,  Apparatus  for  preventing   twisting  of  flexible  elec- 
tric.    A.  W.  Kiddle.     2.015.40.3-4:  Sept.  24. 
Corn  pad.     W.  M.  Scholl.     2.016.497  ;  Sept.  24. 
Counting  device.     R.  P.  Knight.     2,015,147  ;  Sept.  24. 
Coupling  :  See-— 

Hose  couoliii«. 
Coupling     for     magnetos.     Impulse.        W.     P.     Borgerd. 

2.016.646  :  Sept.  24. 
Coupling  for  tractor  and  trailer  units  of  motor  vehicles. 

O.  D.  North  and  P.  G.  Hugh.     2.016.122  ;  Sept.  24. 
Cover  :  See — 

Book  cover. 
Cover    for    firearm    sights.      P.    P.    Burton.      2,016.098 ; 

Sept.  24. 
Cream  remover.     P.  H.  Schmltt.     2.016.353  :  Sept.  24. 
Cream.     Skin     cleansing    and     purifying.       O.     McOraw. 

2,015,179:   Sept.  24.  . 

Cnltlvator.  Motor  propelled.     L.  Dufour.     2.015.218  :  Sept. 

Cutter  :  See — 

Inside  casing  cutter. 
Cotter.     J.  Edgar.     2.015.068:  Sept.  24. 
Cutting  instrument.     E.    P.   Sacrey.     2.015,536  :  Sept.  24 
Cutting  muchine.     P.  W.   Blllker.     2.015.250  ;  Sept.  24. 
Cutting  or  welding  apparatus.  Portable.     J.  L.  Anderson. 

2.015,329  ;  Sept.  24. 

Cutting  or  welding  machine.     J.  L.  Anderson.    2,015.880  ; 

Sept.  24. 
Cylinder.  Compound.     H.  C.  Bowen.     2.016.511;  Sept.  24 
De<lusting  apparatus.     N.  L.   Snow  and  H.  E.  Brelsford 

2.015,355:    Sept.  24. 
Defrosting.     L.   H.    Mlddleton.      2.016.279;  Sept.  24. 
Diaphragm  for  cameras.     L.  Eckler.     2.015.261  ;  Sept.  24. 


A.  £>dler  and  W.  Brockmann, 
M.  Krieg- 


Discharge  device  protection. 

2.015,551  :   Sept.  24. 
Discharging  mechanism  for  fertiliser  drills.     G. 

baum  and  I),  M.  Morris.     2.015,563;  Sept.  24. 
Dispensing   device   for   collapsible   tubes.      F.    M.    Becker. 

2,015.333  :  Sept.  24, 
Distributor  head  for  stokers.      W.  C.  Peyton.     2,015.494  ; 

Sept.  24. 
Door  construction  for  garages  and  other  buildings.  Over- 
head.     K.   B.   Johanson.     2.015,402;    Sept.   24. 
Door  construction,  Side.     K.  J.  ToUn.    2.015.371  ;  Sept.  24. 
Door  guide.  Elevator.     R.  L.  Henry,     2.015.269-70  :  Sept. 

24. 
Ltoor,  SectionaL     L.    U.  Kiesling.     2.015.47.8  ;  Sept.  24. 
Door    structure.    Mine.      B.    Mullins    and    A.    R.    Brown. 

2.016.468  ;  Sept.  24. 
Drawing  board  clamp.     S.  Tindal.     2,015.247  ;  Sept.  24. 
Drilling    apparatus    and    method.    Rotary.      Z.    k.    DjT. 

2,015.634:  Sept.  24. 
Drv  cell  and  seal  therefor.    C.  P.  Delbel.     2.015.379  :  Sept. 

Edible  products.  Method  and  apparatus    for  shapinir.     H. 

T.  Bowman  and  J.  A.  Buser.     2.015.097:  Sept.  24. 
Electric  cord  connecter.     L.  Ludwig.     2.015.276:  Sept.  24. 
L  ectric  lamp.     C.  G.  Smith.    2.015.324  :  Sept.  24. 
Llectric  plug.     J.  Walker.     2.015.504  :  Sept.  24. 
Electric    plug    connecter.      H.    H.    Wermlne.      2.015.418; 

Sept.  24. 

Electric  switch.     P.  A.  Grothe.     2,015.3»9  :  Sept.  24. 
^l^trlc     wave     translating     system.        S.     T.      Mevers. 

2,015.082  :  Sept.  24. 
Electrical  apparatus.      H    J    Crabbs.     2.015.619:  Sept.   24. 
E  ectrlcal  relay.     L.  E.  Richmond.     2.015.156  :  Sept.  24. 

•^015  6?'o     J*"*'''^"y      generating.         E.      Underwood. 

EJlectrodes  for  electrical-discharge  tubes.  Surfacing.     A.  C. 

Forst.     2.015.424:  Sept.  24. 
ESectromagnetlc   oscillations.   Stabilisation   of.      A.   Frum. 

2.015,178  ;  Sept.  24. 
Electron    discharge   device.      H.    A.    Wheeler.      2.015.327  ; 

Sept.  24. 
Electrotyplng     and     plating     apparatus.       T.     P.     Prase. 

2,015.304  ;  Sept.  24. 

Elevator   dispatching    system.      F.    E.   Lewis.      2,015.564; 
Sept.  24. 

Embossing  machine.    A.  A.  T.  Creser.    2,015.216 ;  Sept.  24. 
Lnglne  :  Sec — 

Toy  sti  am  engine. 
Engine    valve    gear.    Steam.      W.    W.   Dooley.      2,015,380; 

Sept.  24. 

^°o?.^?P^^.?*'*""«^    machine.      S.    Arnold    and    P.     Statt 
2,015.50 (  ;    Sept.  24. 

^^*^,*i*'^^'^*'  '''"™  h.vdrogenated  castor  oil.    L.  P.  Hubbuch. 

2.015,145  ;  Sept    24. 
Esters    of    hljeher    aliphatic    alcohols.       W.     E.    Lawson. 

2.015,077  :  Sept.   24. 
Ether   of   glycol.    Aromatic.      L.    P.    Kvrldes.      2,015.116; 

Sept.  24. 
Ethylene.  Recovery  of.    G.  P.  Horsley.    2.01t5,223  ;  Sept  24 
Excavating  machine.     S.  L.  G.  Knox.     2,015.629  ;  Sept    24' 
Exerciser.     W.  E.  Sharp.     2.015,320;  Sept.  24. 
Exerciser.      H.    C.   Weaver.      2.015.298 ;    Sept.    24. 
Expansion  means  for  interchangeable  condenser  and  evap- 
orator functions.  Reversible.     A.   S.  Lo<ke.     2,015.487 ; 

Sept.  24. 
ErtenKion  table.     L.  W.  Lawrence.     2.015.599  ;  Sept.  24. 
Eye-piece  having  optical   members   that   consist  of  a   lens 

system  and  a  prism  system.    A.  Kdnlg.    2,015,527  ;  Sept. 

24. 

Fabrics  and   product  thereof.   Treating.      C.    Dreyfus   and 

W.  Whitehead.     2,015.103  ;  Sept    24 
Fan.   Centrifugal.      E.   Wltzel.     2,015,210;    Sept.    24. 
Fastener  :  See — 

Bracelet  fastener.  Paper  fastener. 

Fastener.     H   Rosenberg.    2.015,159 ;  Sept.  24. 
Fastener  device.      P.    A.    Brodhead.      2.015.376;    Sept.   24. 
Fastejer  for  necklaces  and   other  chains.   Safety.     A    W 

Clark.      2.015.616  :    Sept.   24. 
Patty  esters.  Producing.     H.  D.  Royce.    2.016.606  ;  Sept.  24 
Feed  mechanism.  Intermittent.     I.  J.  I^rson.     2,015  528; 

Sept.  24. 
Feeder :  See — 

Gravity  feeder. 
Fiber,  Vulcanised.     J.H.Young      2,016.132 ;  Sept    24 
puling  mechanism.   Combination   of.      L.    Hirscnhorn   and 

H.   Irmscher.      2.015.071  :    Sept.   24. 
Film  processlni:  method  nnd  apparatus.  Continuous.    C.  L 

Looteos.      2,015,346  ;   Sept.  24. 
Filter    system    for    mercury-arc    rectifiers.      H.    A.    Rose. 

Filtering  and  clarifying  apparatus.  Centrifugal.  P  D 
Smith  and  D.  H.  Clary.     2,015.162;  Sept.  24. 

Filtering  or  straining  apparatus.  W.  R,  Beldam.  2,015,467  ; 
Sept.  24. 

Fireplace.     A.  IJndberg.     2.015.485 ;  Sept    24 

Flah  canning  machine.    W.  E.  Rooney.    2.015.089  ;  Sept,  24. 

^^?,^A*J^'&  implement.  R.  C.  Flagg  and  A.  C.  Wood.  Sr. 
2.015,262  ;  Sept.  24. 

Floor  construction.     B.  H.  McCllntock.     2.015,568  ;  Sept. 

24. 

Fluid,  Apparatas  for  measuring  the  flow  of.    M.  E.  Benesh 

2.015,240  :   Sept.  24 
Flnld  pressure  actuated  device.     P.  G.  and  W.  M.  Polberth 

2,015,449;   Sept.   24.  vii^nu. 
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.  Elberty. 
Sept.  24. 


Flush  tank  balb  or  valve.     J.  C.  Barnes.     2,016.614  ;  Sept. 

•24 
Flyer    for    spinning    machines.      H.    C.    and    H.    B.    Herr. 

2.015.557  ;    Sept.    24 
Flyer    for    .spinning    machines.      H.    C.    Herr.      2,015. 5M  ; 

Sept.  24. 
Folding  device  using  the  photo  glow  tubes.     H. 

Jr       2.015.550;    Sept.   24. 
Folding  table.     C.  W.  Sadenwater.     2.015.236-7 
Food.   Infant.     W.  Piatt.     2.01.').4{>rt  :    Sept.  24. 
Food   product.      F.   H.   Clickner.      2.015.256;   Sept.  24. 
Food    pro«luct  and   method  of   manufacture.     C    H.   Vogt. 

2.015,297  :   Sept.  24. 
Food  removing  means  for  cooking  machines.     E.  R.  Brok- 

vlst       2.015.358  :    Sept.   24. 
Formaldehyde.  Concentration  of.    R.  L.  Ilasche.    2,015.180; 

Sept     24. 
Forming  attachment.     F.  11.  Mussler.     2.015,120 ;  Sept.  24. 
Frame  :  See — 

<anopy  frame.  Metallic   frame. 

Freight    handling  device.      H.  A.   Cederstrom.      2,015,100  ; 

Sfpt.  24. 
Fruit    and   the   like.    Apparatus   for   washing  or  treating. 

E.   M.  and  K.  R    Broffden.     2,015,512:   Sept.  24 
Fruit,    .\pparatu8    for    packing.      K.    F.    Mner. 

Sept    24. 
Fruit  feeding  and  slicing  machine.   J.  W.  Pease 

Sept.  24. 
Furnaces,  .\pi>aratus  for  charging.    E.  Gerlach. 

Sept    24. 
Furnltare,  Article  of.     A.  D    Fuller.     2.015,618 
Game.     F    I>.   Phelan      2.015.284  ;  Sept.  24. 
Game  apparatu.s.     R.   R  Ashley.     2.015.508  :  Sept.  24 
Game  device.     K    C  Shyvers      2.015.293;  Sept.  24. 
Gartwge  fill.     J.  P.  Holland.     2.015.361  ;  Sept.   24. 
Garment.     B.  Cahn.     2.015,589:   Sept.  24. 
Garment.      F.   C.    Rickert.      2.015.532:    Sept.   24. 
Garment,  Combination.     P    H.  Robbins.     2.015,157 

24 
Garment  hanger.     G.  M.  Schott.     2.015.319  ;  Sept.  24. 
Gas,  Generation   of  toxic.     P.  L.   Magill,  J.  W.   Dunning 

and  1.  L.  Ressler.     2,015,406 ;  Sept.  24. 
Gate:  See — 

Sluice  gate. 
Gear  :  Sec — 

Engine  valve  gear.  Winding  gear. 

Gear    <hiftpr    for    automobile    tranKmlssions. 

A.    IjizMrlnl.     2.015.116:   Sept.  24. 
Gearing.  Starter      M.  1'    Whitnev.     2.015.131 
Generator      B.  M.  I.eeoe 


2.015,456  ; 

2,015,409; 

2,015.461  : 

Sept.  24. 


Sept. 


Automatic. 
Sept.  24. 


Glass  feeding  device.     J.  I. 
Glas.sware.     Forming.       D. 

2.01.'. 219  ;  Sept.  -4. 
Glow  discharge    lamp        F. 

2.015.49S  :  Sept.  24. 
Gold   alloy.      J.    K.    Smith. 
Golf  club.     A.  R   Buhrke 

Sept    24. 
Goods  of  rubber  or  similar 


2.015.600:  Sept.  24. 
Wood.     2,01 5.21 1_;  Sept. ^4 
E.    Gray 


and    W.    C.    Weber. 
SchrOter     and    O.    Schriever. 


2,015,499:    Sept. 
and  A.   F.  Heeter. 


24. 
2,015,253 


material.  Method  of  and  apjva- 


E. 
C. 


W 


Madge 
Ingraham. 


2.015,530  : 
2,015,400 


rataa  for  the  production  of. 
Sept    24. 
Grain   separating   machine.     C. 

S«'Pt    24.  ... 

Granular  material  Into  moving  containers,  Method  and  «p- 
oaratus  for  filling.     A.  R.  Thompson.     2.015,164  ;  Sept. 

Gravity    ff'eder.      B.    Nemes    and    B.    Gluck.      2.015,436 ; 
Sept"  24.  ^     „ 

—      p.     Errig     and     O. 


Finger    safety. 


M.     Pfundt. 
A.    Kauior. 


Grooving    device.       W. 

2.015.63.'5  ;    Sept.    24. 
Guard    and     axsistant. 

2.015  1R6  :   Sept.   24. 
Goard,  Cattle.     E.  C.  Rogers.     2,015.317  :  Sept.  24 
Guard.  Fence.     F.  F.  Capllnger      2.015.616  :  Sept.  24. 
Hair   T>evlcp  for  curllni     (\  K.  Thau.     2.015.166;  Sept.  24. 
Hammer,  Pulverizer.     J.  W.  Armour.    2.015.581  ;  Sept.  24 
Hanger  :  Ser — 

Clothes  hanger  Garment  hanger. 

Harvester      A.   B    Welty.     2.015.575:   Sept.  24 


Harvester.     Potato.      W.    C 

2.015.540  :   Sept.  24. 
Heater  :  See — - 

.\ir  Insulated  heater. 

Automobile  heater. 
Heater  swltfh    and   circuit. 

Sept.  24. 
Holder  :  See — 

Index  card  holder. 
Hormone    prepartlons.    Purification 

A     Batenandt.      2,015.099:    Sept. 
Hose    coupling.      R      D.    McElhany 

2.015.081  ;  Sept.  24. 
Hose  coupling.      A.  J.  Weatherheod, 

24. 
Hot  air  beater      C.    A.  Schmidt.     2 
Hvdraiilir    machine      J.    Baumann. 


Dwyer    and     L.    E.    Smith. 


Space  heater. 
Water  heater. 
S.  A.   Griswold. 


2,015,624 


Mop 


holder, 
of    pure 
24 

and    J. 


male    sexual. 


Borrowman. 


Jr.     2.015.541  ;  Sept. 


015.643:  Sept.  24. 
2.015..332  :    Sept. 


24. 


Treating.       W.       I>elgemann. 


products. 
.  Sept.  24. 

.     H    S.  PoUn.     2.015.125:  Sept.  24. 
gas  burners.     O.   J.  Lelns.     2.015.406: 


Hydrocarbon 

2.01 5. .529  : 
Hytrrometer. 
Igniter   for 

24. 
Index   card   holder.    Visible.     R.   A.    Furlong. 

Sept.  24. 
Index  device.      B.  G 

.Sept.  24. 


Rand  and  E.  G.  Ijiyer. 


Sept. 
2.015.519  : 
2.015.460; 


Indexing  mechanism.  Hydraulic.     A.  P.  Stelner  and  H.  EX 

Balsiger      2.015,414;  Kept.  24. 
Indicating  instrument.     H.  J.  Hartley  and  E.  Aschenbach. 

2.015.474  ;  Sept.  24. 
Indicator  :   See — 

Terminal    fixture    apertur* 
indicator 
Inside     casing     cutter.     O      J.     McCullough      2.015.277; 

Sept.  24 
Interlocking   relay       P     N.    Martin.     2.015.348:    Hept     24. 
Ironing   device       E.   Walker  and   H.   Crlckler      2.015.093; 

Sept.  24. 
Irradiation.     Apparatus    for.      R.     M.     Fraps.      2.015,264; 

Sept.  24. 
Item      register     for     writing-adding     machine*.      H.      A. 

Foothorap.     2.015,516;   Sept.  24. 
Jack  :  See — 

Screen  ladder  lack. 
Jib  crane.   Portable.     M.    Mollnelli.     2,016.604 ;    Sept.  24. 
Joint  :  See — 

Metal-refractory  Joint.  Universal  joint. 

Joint    and    joints    resulting    therefrom.    Effecting    metal- 
refractory.      J.  B.   IJIlenfeUi       2.01.5.482;   Sept.  24 
Joint    and    Joints    resulting    therefrom.    Kffectlng    metal- 
glazed  refractory  Insulator.     J.  E.  Llllenfeld.     2.015,484: 

Sept.   24 
Ketones.     Production     of.      J.    W.    Woolcock.     2,016.094; 

Sept.  24. 
Key.  Code  finding.     R.   Simon.     2.015.322  :   Sept.   24. 
Knitting  machine       E.  Tither.      2.015,540  ;  Sept.  24. 
Knock  down    container.      R.   I.  Drake   and   W.  K.  Andrew. 

2.015,393;   Sept.  24. 

Label.      F.  Matthews.     2.015.117;  Sept.  24 

Label   wiping  device.      C.  Holm.     2,016.597  ;   Sept.   24. 

Lamp  :  Sec — 

Electric  lamp.  Glow-discharge  lamp. 

I^mp  display  container.     J.  B.   Hlnson.      2.015,222;  Sept. 

24. 
Lantern.     C.  Meta.     2,015,432  :  Sept.  24. 
Latch  :  See — 

Window   latch 
Laundry  container.      N.  S.  McEwen.      2,015.119:  Sept.  24. 
Lavatory    an<l    sink    trap.    Concealed    antl-slphon.     J.    F 

Church.      2.015.469;   Sept.  24. 
Leather.    Finishing   of  artificial.      M.  O.    Schur  and   B.  O. 

Hoos.      2.016.440-1  ;  Sept.  24. 
Lens,  Opthalmlc.      N    Singer.     2,015.241;  Sept.  24. 
License  plate.  Illuminated  auto.     A.  C.  Calati.     2,016,618: 

Sept.  24. 
Lid   for   bear   crates.     B.  R.   Stein.     2.015,294  ;   Sept.  24. 
Light  :  See — 

Beacon  light. 
Light     control.     Pilot.      E.     W.     and     L.     W.     Schnepp. 

2.015.318  :   Sept.  24. 
Light  controlling  device  and  making  the  same,   Prismatic. 

T    W    Kolph       2,015.235;   Sept.   24. 
Light  sensitive  tube       11.   H.  Geffcken  and  H.   R.   RIchter. 

2.015.520:  Sept.  24. 
Lighter.    Automatic    match.     C.    C.    Severin.     2,015.354 ; 

Sept.    24 
Lime   slaker       H     C.    Stockdale      2,015.244;    Sept.    24. 
Limestone.  Treating      K    S.  Walker.     2.015.642:  Sept.  24 
Liquid  control  me.hanlsm.     C   Morrow.     2,015.493  :  Sept. 

24. 
Liquids    with    eases    or    vapors    and    apparatus    therefor, 

Treating.      .M    Luther  and  K    Goetxe.      2.016.347:  Sept 

24. 
Load  control  system.     L.   L.  Fountain       2.015.665;   Sept 

24. 
Loading      apparatus      for      chucks.      W.      D.      Schmidt, 

2.015.4.39  :  Sept    24 
Lock       L.  E    Williams       2.015.248;  Sept.  24. 
Lock   and   the  like.   Jail       F    Adam       2.016.095;    Sept.    24. 
lacking  device.      W.  H    Mavnard.      2.015.454;  Sept.  24 
lyocklng  device.      F.    H.   -Mussler.      2.015.121  ;    Sept.    24. 
Luggage.  Hand.     J.  Peshek       2.015.232  ;  Sept.  24. 
Machine    for    applvlnir    metallic    fasteners    to    envelopes. 

A.  Novick.      2,015.437:   Sept    24. 
Machine  for  hot-foriilng.  press  and  die-casting  of  metals. 

B    Sachs.      2.015.462:  Sept.  24. 
Machine    for    Inserting    bristles    in    ferrules.     A.    Steidle. 

2.015.326  ;   Sept.   24 
Machine  for  making  bituminous  emulsions.     J.  L.  Barnes. 

2.015.056  ;  Sept.  24. 
Machine    for    making    nuts.     L.    A.    Frayer.     2,015.596 ; 

Sept.  24. 
Machine  for  operating  upon  sheet  material.     R.   W.  Cum- 

mtngs.      2.015.066  :  Sept.  24. 
Machine    for   operating   upon    the    soles    of    shoe*.     J.    L. 

Jones.      2.015.146:  Sept.   24. 
Machinery  base       FC    Rose.      2.015.412  :  Sept.  24. 
Magneto."    M    E    Spohn.      2.015.091  ;  Sept.  24. 
Masonry  structure  with  joints.     K.  B.  Gates      2.015.470; 

Sept.  24. 
Match.     Repeatedly    Ignitible.     R.     Krtnlg    and    Z.    FOldl. 

2.01 5. 3K3  ;   Sept.   24. 
Materials,       ThermolUing       carbonizable.       A.       Oberle. 

2.015.085  :  Sept.  24. 
Metal  compounci  of  ortho  hydroxyozo  dyestuffs.  Complex. 

F.  Lange.     2.015.226;  Sept.  24. 
Metal    parts     Uniting.     O.    E.    Andrus.     2.016.178:    Sept. 

24. 
Metal-refractory      joint.      J        E       Llllenfeld.      2.015.483; 

Sept.   24. 
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Metals.     Apparatus     for     extruding.      C.     C.     Jacobaon. 

2,015.111  :  Sept.  24. 
Metallic  frame.     M.  Esser.     2,016,447;   Sept.  24. 
Motor  :  See- 
Pump,  compreHSor,  or  driv- 
en   motor. 
Meter  instuUation,  .Apparatus  for  multiple.     K.  G.  Jobana 

son.     2,015  112  ;  Sept.  24. 
Meter  with   view  finder.  Mirror  basis  distance.     H.   KQp 

penbender  and  M.   Nowlckl       2,015,814;  Sept.  24. 
Microphone.  Carbon.     R.  Vermeulen.     2.016,169  :  Sept.  24 
Mining  machine.     C.  A.  Pratt.     2.015.286:  Sept.  24. 
Mixing    and    kneading    machine.      E.    Eppler.      2.015.397 

S»t.  24. 
Moisture    condenser    for    compressed    air.      J.    J.    Rosen 

2.016.288:  Sept.  24. 
Molded  articles.  Manufacture  of.    V.  Lefebare.     2.016,481 

Sept.  24. 
Molding  apparatus.     M.  H.   MartlndeU.     2.016.647  ;  Sept 

24. 
Money  collector   for  automatic   refrigerators,  etc.     H.   E 

Riley.     2.015.411  :  Sept.  24. 
Mop  holder.     R.  J.  Badgley.     2.015.682  :  Sept.  24. 
Motor  control  system.     W.  F.  Eames.     2.015.594  ;  Sept.  24 
Mowing  machine.      S.    Svensson.     2.015.203  :   Sept.  24. 
Multiple   copy   rack.      H.    M.    Blele.      2.015.510 :    Sept.    24 
Musical      Instrument.      Electrical.       A.      F.      Knoblaugh 

2,016.363  ;  Sept.  24. 
Needles,  Making.     H.  Swinglehurst.     2,016.609  ;   Sept.  24 
Novelty.  Smoker's.     C.  R.  Johnson.     2.015,524  ;  Sept.  24. 
Noxxle  for  oil    furnaces.  Fuel.     A.   Wettsteln.      2,015.611 

Sept.  24. 
Nut   blanks.    Making.      C.   L.    Uanrey   and    L.    A.    Frayer 

2.015.596  :  Sept.  24. 
Oil  burner.     L.  F.  Spear.     2,016.572;  Sept.  24. 
Oil  in  the  vapor  phase.  Cracking.     C.  T.  Chave  and  H.  C 

Schutt.     2,015,420;  Sept.  24. 
Oil   with   accumulation   under   pressure.   Cracking.     C.   A 

HUlman.     2.016.110;  Sept.  24. 
Oleate     of     benzyl     carbinamines.     F.     P.     Nabenhauer 

2.015,408  ;   Sept.  24. 
Oleflnes,  Hydratlng.     G.  P.  Horsley.     2.015,078  ;  Sept.  24 
OleflneB,  Hydration  of.     H.  Dreyfus.     2.015,106;  Sept.  24. 
l-(parametboxyphenyl)-2-methlamlnopr(ipane  and  Its  acid 

addition  salts.    G.  A.  Alles.    2.015,578  ;  Sept.  24. 
l-(parahydroxyphenyl)-2-methylamln()propane  and  Its  acid 

addition  salts.     G.  A.  Alles.     2.015.679  ;  Sept.  24. 
l-(parahydroxypbenyl)-2-dlmethylamino-propane     and     its 

acid  addition  salts.     G.  A.  Alles.     2.015,580:  Sept.  24. 
Organic     compounds.     Synthesis     of.     O.     B.     Carpenter. 

2.015.065  ;  Sept.  24. 
Organic  sifitstltutlon  derivatives  of  cellulose.  Manufacture 

of.     H.Dreyfus.     2,015,104  :  Sept.  24. 

Package  assembling  machine.     K.   H.   Mayer.     2,015,187  ; 

Sept.  24. 
Pad  :  Bee — 

Corn  pad. 
Pad  shields.   Method  and  apparatus  for  making  sanitary. 

A.  N.  SpAnel.     2.015.631  ;  Sept.  24. 
Paper  fastener.     B.  G.  Rand.     2,015,461  ;  Sept.  24. 
Parking    stall     for    vehicles.      La   D.   Shinn.      2,015,607; 

Sept.  24. 
Petroleum       emulsions,       Breaking.       M.       De       Groote. 

2.015.260:  Sept.  24. 
Photo-electric  tube.     W.  Barstles.     2,015.133  :  Sept.  24. 
Phetographic    objective    having    an    iris    diaphragm.      W. 

Merte.     2.015.491  ;  Sept.  24. 
Photometric  device.    O.  T.  Mcllvaine.    2.015.431  ;  Sept.  24. 
Picture     and      sound      reproduction.        W.      A.      Kosken. 

2.015.344  ;  Sept.  24. 
Pictures.   Composite  motion.     F.   W.  Jackman.  2.016.272; 

Sept.  24. 

Pilot,     Self-synchronous     automatic.     P.     S.     Hodgman. 
2.016.183  :  Sept.  24. 

Pin.     S.  S.  Krzemlnskl.     2.015.149;   Sept.  24. 

Pin-setter,  Automatic.     £.  Bedenskoog.     2,015,428;  Sept. 
24. 

Pipe  :  See — 
Spray  pipe. 

Pipe.     8.  Gulda.     2.015.621  ;  Sept.  24. 

Pipe.      J.   C.   Shotton.     2.015.369:   Sept.  24. 

Pipe,  Forming  a  spray.     W.  F.  Dray.     2.015,394:  Sept.  24. 

Piston  sealing  means.     R.  I.  Bodenlus.     2,016.585  ;   Sept. 
24. 

Piston  spreader.     C.  E.  Johnson.     2.015,273  :  Sept.  24. 

Plant  for  conveying  liquids.     E.  RIeger.     2,014,127  ;  Sept. 
24. 

Plant  protector.     J.  W.  Genult.     2,015,471  ;  Sent.  24. 

Planting  attachment  for  tractor  cultivators.     B.   R.  Ben- 
jamin.     2,015,584  :   Sept.  24. 

Plug:  See — 

Attachment   plug.  Electric  plug. 

Plywood,  laminated  paper  board  or  similar  composite  ar- 
ticle.     J.    D.    Carter.      2.015,359;    Sept.    24. 

Polishing  machine.     T.  F.  Philippl.     2.015,495;  Sept.  24. 

Polishing  wheel.    F.  F.  Hilllx.    2.015.646  ;  Sept.  24. 

Power  Implement.     O.  J.  Bready.     2.015.587  ;  Sept.  24. 

Power  transmission.     O.  W.  Greene.     2.015.107  ;  Sept.  24. 

Power   transmls.slon    system.      C.    Dell   and    H.    L.    Read. 
2,015,300  :  Sept.  24. 

Press     for     oleaginous      material.     E.     V.      Breltenbach. 
2.015.218  :  Sept.  24. 

Printing  machine  for  tubular  bodies.     H.  J.  Paynter  and 
A.  E.  Bumpus.     2.015,086  ;  Sept.  24. 
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Printing  telegraph  system.    F.  J.  Singer  and  B.  S.  Swerey. 

2,015.323  ;  Sept.  24. 
Products  from  cotton  seed  solids.  Manufacturing.     H.  M. 

Stadt.     2.015,242  :  Sept.  24. 
Protective  system.     M.  W    Brainard.     2.016.586  ;  Sept.  24. 
Protective   system   for   vapi>r  electric   converters.     D.   Sil- 
verman.    2,016,537  ;  Sept.  24. 
Protector :  See — 

Plant  protector. 
Pump  :  See — 

Compressor     and      vacuum      Rotary  pump. 

pump.  Thermally  actuated  pump. 

Pump,  compressor,  or  driven  motor,  Rotary.     J.  M.  Hand. 

2.015.807^;  Sept.  24. 
Pump  or  motor.  Hydraulic.     R.  E.  Flanders.     2.016,428  ; 

Sept.  24. 
Rachet      string      tightening      machine.        J.       Saladino. 

2  016,238  ;  Sept.  24. 
Rack  :  See — 

Multiple  copy  rack.  Tie  rack. 

Spool  rack. 
Radio  control.     J.   Q.  Gaubert.     2.015.425  ;  Sept.  24. 
Radio  frequency  sound-modulated  oscillations,  Generating 

ultra-.     W.  Ilberg.     2,015,523  ;  Sept.  24. 
Radio  set  tester.     J.  H.  Miller.     2.015.316  ;  Sept.  24. 
Rail  fastening,   Resilient.     M.    RUping.     2,015,194  ;   Sept. 

24. 
Razor  and  blade  therefor,  Electric.     S.  Shaler.    2,015,160 ; 

Sept.  24. 
Receptacle    and    lighter    unit.    Combination    ash.      M.    E. 

Bernhardt.     2,015,334  ;  Sept.  24. 
Receptacle  forming  and   filling  machine.  Continuous  mo- 
tion.    W.  M.  Ingram.     2,015,075  ;  Sept.  24. 
Recorder  :  See — 

Stock  line  recorder. 
Refractory  composition,  Stable  dl-calclum  silicate.     A.  T. 

Cape   and   K.   B.   Bowman.     2,015,446  ;    Sept.   24. 
Refrigerating  apparatus.     G.  M.  Evans.     2,015,515;  Sept. 

24. 
Refrigeration.     G.  Varney.     2,015,167-8  ;  Sept.  24. 
Refrigerator  cabinet  support.     S.  M.  Schweller.    2,016,292  ; 

Sept.    24. 
Regulating  system.     S.  A.  Staege,  H.  W.  Reding,  and  J.  F. 

Peters.     2,016,639;   Sept.  24. 
Regulator  :  See — 

Carbon  pile  regulator. 
Regulator  system.     L.   L.  Fountain.      2.015.556  ;   Sept.  24. 
Relief   by   the   aid  of   photography,   Manufacturing  a.      I. 

Morloka.     2,016,467  ;   Sept.   24. 
Resin  and   preparing  the  same.   Synthetic.      W.   H.   Moss. 

2,015,083;    Sept.   24. 
Resistance  adapter.    H.  A.  Whiteside.    2.015,209  ;  Sept.  24. 
Rod  or  wire.   Manufacture  of  welding.     O.   L.   Rowland. 

2.015,074  ;  Sept.   24. 
Roll    coating   machine.      W.    J.    Montgomery.      2,015,531; 

Sept.  24. 
Boiler  :  See — 

Cigarette  roller. 
Roller  bearing.     M.  T.  Lothrop.     2,015.230  ;  Sept.  24. 
Rotary  machine  or  engine.     O.  Sorge.     2.015.501  ;  Sept.  24. 
Rotary  pump.     W.  L.  J.  Spoor.     2,015,200;  Sept.  24. 
Rubber  articles.  Making  dipped.     A.  N.  Spinel.    2.015,632  ; 

Sept.   24. 
Rubber  articles.  Method  and  apparatus  for  making  dipped. 

J.   R.    Gammeter.     2.015.648;   Sept.   24. 
Rubber    mixing    or    preparing    machine.       R.    T.     Cooke. 

2.015.618  ;  Sept.  24. 
Rubber  or  the  like.  Process  of  and  apparatus  for  shaping 

sheet.  J.  M.  Bierer  and  G.  E.  Apel.  2.015.445  ;  Sept.  24. 
Rubber,  Vulcanizing.  S.  L.  Weller.  2,015.207  ;  Sept.  24. 
Safety  attachment  for  wringers.     M.  Feldman.     2,015.303; 

Sept.   24. 
Salts,    Producing   colored.      C.    S.    Benjamin.      2,015,062; 

Sept.  24. 
Sandal.     H.  Koomruian.     2,015.479;  Sept.  24. 
Sanitary  napkin  and  the  like.    C.  L.  Matthews.    2,016.407  ; 

Sept.  24. 
Sash  construction.  Window.     M.   Esser.     2.015.448  ;   Sept. 

24. 
Saw  handle  structure.     J.  N.  Alexander.     2.016.373  ;  Sept. 

24. 
Saw,  Making  a  hole.     R.  W.  Ellingham.     2.015,339  ;  Sept. 

24. 
Scraper,  Chopping  block.     H.  E.  Harkln.     2.015.220  ;  Sept. 

24. 
Screen    device    for    power    spravs    and    the    like.      H.    M. 

Johnston.     2.015.274  ;  Sept.  24. 
Screen  ladder  lack.     R.  A.  Davis.     2.015,378;  Sept.  24. 
Screen    plate    for   paper    making    machines.      F.    Dustan. 

2.015. l.W-141  ;    Sept.    24. 
Seal  and  process  of  making,  Metal.   C.  S.  Price.    2,015,606  ; 

Sept.  24. 
Seal  for  bearing  housings.     G.  T.  Pfleger.     2.015.283  ;  Sept. 

24. 
Selecting  and  loading;  device.  Automatic.     S.  A.  Strickland. 

2,015,573:   Sept.  24. 
Separator  :  See — 

Centrifugal  separator. 
Separator.     E.  C.  Saint-Jacques.     2,015.464  :  Sept.  24. 
Separator     for     heat     exchan-rers.        R.     C.     McAllister. 

2.015.490:   Sept.    24. 
Server,  Citrus  fruit.     H.  Hargrraves.     2,015,142:  Sept.  24. 
Sewing     machines.     Loop-taker     for.       H.     J.     Goosman. 

2.015.472;  Sept.  24. 
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Sewln«  machine*    Pr^ss^r-foot  for.     R.  J.  Sailer.  2.015.463; 

^ept.    24. 
•Shelf,   Hf  friL'^rator       J     B.   Whitted.     2,016.389 :   Sept.   24. 
Shield.    Spark   pluj;       K    T.    Hurley.      2.016,477:    Sept.    24. 
SbippiiiK  and  storHge  coutaiuer.     A.  G.  Ceely.     2,015,419; 

S^pt.   -4. 
Shock    aimorber.         C.     H.    Klndl    and    E.     F.     Rossnian. 

2,ni3  4.'.3  ,      Sept.   24. 
Shoe  tTHv       H     V    tlorHtiog.     2,015.224;    Sept.  24. 
Shoe  uppers,   Muiiufacture  of.      H.  L.   Sawyer.     2,015.090; 

Sept.    24. 
Shovel.     S.  W.  Fraii.sson.     2,015,517  ;  Sept.  24. 
Shutter    and    awnlnc.    Combined.      B.    Terry.      2,015,370; 

Sept.    24. 
Signal  ;  Set— 

Traffic  slt'iiiil. 
Siren.     G.   J.   Seiss.     2,015,387  ;  Sept.   24. 
Skate.     G.  11.  Pomeroy.     2.015,669  ;  Sept.  24. 
si.ppin;:  bag.     F.   L.  Brown.     2,015.588;   Sept.  24. 
sii.in::  machine       F    T.    Lambert.     ^.01 5,630 ;   Sept. 
Sluice  Kate.      E    K    I'hilips.      2.ni5.::«H:    Sept.   24. 
S.ilderlesg  connector.      H.    J     F..    Frank       2,015,177 

24. 
.Sole  flttinii  machine.     F.  F..  Bertrand.     2  U 15, 064  ;  Sept.  24. 
Sound  re<x)rdini{  ap|taratiis.      F.    K    Kun^e  and  A.  G.   Zim- 
merman.     2,015, :?8«,    Sept.    24 
Space  heater.     (J.  Browniti;:.      2.»)ir),2ol  ;  Sept.  24. 
Spark  arrester      V.  Richard.     2,h1."),3H7  ;  Sept.  24. 
Spectacle    tfoKKles.       M.    Helfen.<<teln        2.015,47.'^  ;    Sept.    24, 
Spline    shaft.     Involute.       J.     I..     .Matthews    and    A     C.    C. 

Hansen.      2  01,^430:   Sept.  24. 
Spool  rack.     R.   H.  Carter.     2.01.'). .")48  ;  Sept.  24. 
Spout    attachment    for    cans.    I'ourlnj;.       C      F.    LlndebnrK 

2,<)1.'  (179  ;    Sept.    24. 
Spra.v  pipe      W    K    Dray.     2.01,';, . '.gj  :  Sept.  24. 
Spreader       S.    S.    Swanson.      2. 01,"). 24.')  ;    Sept.   M. 
Stahlliier,  Gas  preg-sure.      I"    .1    Stephens.     2,01.'),24:S  ;  Sept 

24. 
Starting  sf'ppinu  apparatus  for  a  Plesel  etijflne.  .Automatic. 

T.    Iirarashi.      2,0lo,a(>9  ;   Sept.   24 
Steam  holler.      D.  S.  Jacobus  aixl   R 

Sept.   24. 
Sterilizer,  Sanitary  po«ket  thermometer.      A.    Warshawsky. 

2,«tl.5..505  :    Sept.   24. 
Stock     line     re<order         G.      Fox     and     .\       .1       Whttcomb. 

.'.i)15,2rt.l  :    Sept.   24. 
Stockin;,',   Klastlc.     C.   E.  Soutliwick,  Jr      2,015.60H  ;  Sept. 

24 
Stoker        F'     A     Ketchpel.       2,015..'S2«  ;    Sept.    24. 
Stoker       R     r     Place.      2,015,285:   Sept     24 
Stoker    me<haul»*m        K     A     Turnei.      2.01,"...''»o:{  :    Sept.    24. 
Stool.  Folding.      C.  lafrate.      2.01.lJS6O  ;   Sept.  24. 
Stop,   Door.      A.    Evullch.      2.015  4^2  ;   Sept     24. 
Stop  mechanism  for  knittlns;  machines   Safety.     <J.  (iagtrtch, 

2, 01.-). 106:    Sept.    24. 

Stopper  for  dispensing  spouts       (      S.  Jackson.     2.015,343; 

Sept.   24. 
Stove,  Electric  table.     G.  Stelnwruber.     2,015.295  ;  Sept.  24 
Stretcher.     C.  N.  Anderson.     2.nl5.;i91  ;  Sept.  24. 
Stretcher,   Carpet.      W.    R    Leopard.      2.015.227  :   Sept     24. 
Structure,  Portable.     A.  Ebenhaik      2.01.'j,l7fi;  Sept    24 
Structural    assembly.       P      A      Voigt    and    .\.     E.     Shu.tls 

2.015.129;    Sept.    24 
Structural     unit     with     veined     surface.        W.     Mci^uade 

2.015,084  ;    S«pt.     24. 
Suction  cleaner.     H.  B    White.     2,015,171  ;  Sept.  24. 
Suction   operated   device   for   spark   ctintrol.      A.    S     Baker 

2, 015. .374  ;    Sept.    24 
Suuar   refining.      H.    F     Bomonti       2.015.'<75      S.pr     .'4 
Sulphur  removal    from  hydrocart'on   oils.      W     \i     .M,iljsu(T 

2.015.080;    Sept.    24. 

Superheater  support       W.  R.   Woo«l.      2,015. ;{28 ;   Sept     24 
Superphotphate,  Preparing.     8.  G.  Nordeugren.     2,01."),;hk4  , 
Sept.   24; 


K     Rehr       2,015,362; 


.Support  :  8ff- 
B. 


Superheater  support. 


Fied  accefwory  support. 

Refrigerator    cabinet     «up- 
port. 
Surface*.   Apparatu.s   for  and   method   of 

J     Ward       2. 01, ',170;   Sept     L'4. 
Swatter,      Sanitary      washable      fly. 

2,015.092  ;    Sept.    24. 
Switch  :  Hee — 

Klectric  switch 
Switch     housing    and    plug    receptacle 

slonproof       C     H.   Bls.sell       2.(t|  '  .'.4.; 
Switch   mechanism.     U.  S    Jeinnnjj- 
Swltch  mounting.      C.   FF. 
Switching  apparatus).     G 
Table  :  see — 

<"ard  table 

F^tenslon   table 
Table    for   Ji<<   saws,    F'ortable. 

Sept.  24. 
Table-turning  mechanism.      L. 

24. 
Tantalum      and      hardening. 

2,015,509  ;   Sept    24 
Tape.   Securing  en<l    readily-   detachable  of  coiled  gummed 

A.    S.    Hammond.      2.01.J.2HM  ;    Sept.    24. 
Telegraph    system.      W     T.   Rea.      2,015  l.V)  ;    Sept.    24. 
Temperature    control    device        H.    W.    Royce.      2,015.289; 

Sept.   24. 
Terminal.     G    F   Cavanagh  and  H.  W.  .Schaltz      2,015.590; 

Sept.    24. 


illuminating       R 
C.     E.     Turnquist 

Tnrerbx-keil     expr> 

.    Sept.    .'4 

J. 015. .")♦!]   .    S.'iil     24 
Bis*iell        J.015.r>44  ,    Sept      J4 
Stelner.     2.015.1d;^  :  Sept     24 

Folding  table. 

F.   H.   Kelley.      2.015.275  ; 

D.  Titos.     2.016.639:   Sept 

Hard.         M.       M.       Anstln 


Terminal   flxtare  aperture  indicator.      B.   W.  Dleckmann. 

2.016.101  ;   8el)t.   24. 
Textile  material.     C.  Dreyfua.   W.   Whitehead,  and   II.   ». 

.Martin        2  oi5,067  ;    Sept.    24. 
Thermally     actuated     pump.       E.     Sct>tt-8nell    and    W.    R. 

Gibson.       2,015.240;    Sept.    24. 
Thermostatic   control    for   tluld   metera.      A.    J.    Qrauberg. 

2.015,2r)7  ;    Sept.    24. 
Thermostatic    device.       E.     Bleta    and    L.    J.    Greenawalt. 

2,015,545:    Sept.    24. 
Thread   cleaner       P.    I>augert.      2.015,060;   Sept.   24. 
Threads,     .Manufacture     of     artificial.       T.     F.     Kanlgan. 

2,015.302  ;    Sept.    24. 
Tie  ra<k       L    F    Cuthbert.     2.015.620-  Sept.  24. 
Tilting   mechanism   for   Venetian   blin«is.      S.   K.   Campbell. 

2,01.-.. 21.-.  ;     Sept.    24. 
Tire  and  making  the  Mime.     A.  J.  Muf>Melman.     2,015.469 ; 

Sept.  24. 
Tobacco    container.      L.    D.    Sparka    and    M.    J.     Levitt. 

2.015,199;    Sept.    24 
Toilet   fitting,   Wall-buni.      W.    F.   McArthur.      2.015.:i49: 

Sept.  24. 
Tool:  Sets- 
Brake  shoe  .idjimtlng  tool. 
Tool.     J     Baumgarten.     2.016.613;  Sept.  24. 
Tool.      R     W     Hays       2.015,109;  Sept.  24. 
Topa    of    l^ottleii    and    jars,    l>evice    for    opening.       K.    O. 

Loeber.      2,015,.V55;    Sept.    24. 
Toy  steam  engine       B    H.  Smith.     2,015,438:  Sept.  2i. 
Track      circuit     apparatu-       Railway.        H.      O.      WItmer. 

2,015.577  ,    Sept.   24 
Tractor  lug      H    (Jriebat.     2,016,427  ;   Sept.  24. 
Tractor  trailer  coupling  device.     K.   P.   KInne.     2,015.313; 

Sept.   24 
Ti  ath.    signal.     C.  Adler,  Jr.     2.015,612  ;   Sept.   24. 
Tramc    signal.     Vehicle     timed    automatir.       ('.    W.     Nelll. 

-'.o]."..4:;.'>  ,     Sept.     24 
Transfusion   device.      P.   A.   Webb.      2.015,574  ;   Sept.   24. 
Transmission       A.    I...    Bolsvert.      2,015,0.n7  ;    Sept.    24. 
Transmissloti     apparatus.     Hydraulic.       A.    R.     N.     Heath. 

2.Ol.'),»i20  .     Sept      J4 
Transnilsision     for    mining    machines.    Hydraulic.       M.    P. 

Holmes       J.M15,14:<  .    Sept      24. 
Transmission   gear       H.    Kohn.      2,015.6:18;   Sept.   24. 
T^an>^Inlsslnn      mechanism.        R.      Anderson.        2,016,096; 

.Sept     2  4 
TransHiissiou   of  power.    Device  for  the  hydraulic.     J.  M. 

Beaiiuioni        2. HI,'), 212;    Sept.    24. 
Tiay     release    mechanism.     Ice.       J.    Touborg    and    .\.    M. 

Jacobsen        2,U15.4U0  ;    Sept.    24. 
Trough.    Riffle.      A.  O.    Hoffman.      2.015,522;    Sept.    24. 
Trousers      H.  C.  D'Annunilo.     2,015,387  ;  Sept.  24. 

'I'ljlrt'  -S'l      — 

t  olliipsii.le  tube.  Photoelectric  tube. 

Lii;ht    s.  ii'.ltlNe  tube.  Vacuum  tube. 

Tube    rir.uit     scheme.    Electron.       O.    Jobst.      2,0l"J>,185; 

Sept.  -'4 
Tube  cUisure,   i'aate.      L.  W.  Neiweltre.     2,015,152;   Sept. 

24. 
Tunnel  lining.     D.  C.  Doig.     2,015,102;   Sept.  24. 
Tuiblne,   Combustion.     J.   Christiansen.     2,016,059;    Sept. 

24. 
Turbine   jdants     Regulation   of   exploaion.      H.    Holxwarth. 

2,Ol.'i,o72  .    Sept      24. 
Twist   setting  means  for  ruff  cord  making  machines.     II. 

P     Ruf       2.015.128;    Sept.    24. 
in  ler;:riiuiHl      structure,     l>etermining.*      J.     J.     Jakosky. 

2  ol,'>,4ol  ,     Sept.    24. 
rniveisnl  Joint       V    F'.    WlUlami.      2.015,390;   Sept.  24. 
Vacuum  operand    means   for   treating   Insect   bites  and  the 

like.       II     S      White.      2.0l5.i:i0;    S«-pt.    24. 
Vacuum  tub«'       1'    L.  Spencer.     2.016.325:  Sept.  24. 
\aK  e     See — 

t'ontrol  valve.  Waterglass  valve. 

Valve      A    E.  DHssner.     2.015,396 :  Sept.  24. 
Valve    <ir(ult8.   Thermionic.      P.    W.    Wlllans.      2,015,506: 

Sept.   24. 
Valve  for  compressed  air  brakes.  Driver's  brake.     F.  Hilde- 

brand  and  E    Miller.      2,015.181  :  Sept.   24. 
Valve  uie<tianlsni   for  Internal  combustion  engines.     Q.  W. 

Brady       2.oi .j, i;{5  ;   Sept.   24. 
Valve    spring    (ompressor    and    lock.      B.    W.    Baughmau. 

2.01.1. (Ml  ,    Sept.    24. 
Valve  stem       J    C.   Crowley.     2.015.692;   Sept.  24. 
Valve  stem  for  pneumatic  tubes.     H.  M.  Flint.     2,015,070; 

.Sept     24 
Valve  structure       J     R    Replogle.      2,015,126;   Sept.  24. 
\apor   electric    converter.      D.    Silverman    and    L.    R.    I>uJ- 

wlg.       2.or5,5.SM  ;     Sept.    24. 
Vapor,  Method  of  and  apparatus  for  utiliilng.     R.  M.  and 

H     Ustermann.      2,015,364;    Sept.    24. 
Varnish      R    B    Croad.     2.015.137;  Sept.  24. 
Vehicle  bogie  construction.    II.  W.  Jonkhoff.    2,015,310-11  ; 

Sept.    24 
Vehicle  (uiitrol  apparatus    Automotive.     F.  G.  and  W.   M. 

Folberth       2,015.450;    Sept.   24. 
Vehi.  le    lift        I     .\     Weaver       2.015,357;    Sept.    24. 
Vibniflng   system       H     H     Prescott.      2,015.410;    Sept.   24. 
Vibrations    and    apparatus    therefor.    Method    base*!    upon 

the   use   of       M     lienlau       2.015.217;   Sept.   24. 
Vise       R      s      Chase,    c.     D.    Luce,    and    T.     A.    Arnott. 

2.01.'.,«45  ;    Sept     24. 
Waterglass    \alve       H     Furtney.      2,015.898;   Sept.   24. 
Water    heater       P     Swnn.      2,015.296:    Sept.    24. 
Water  heater.  Oil  hot.     H.  B.  Miller.     2,015.434  ;  Sept.  24. 


LIST  OF  INVENTIONS 
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Water  heating  means.     R.  M.  Gerer.     2,015,266;  Sept.  24. 
Water  heating  unit,  Bectrical.     G.  L.  Colhie.     2,015,641  ; 

Sept.  24. 
Weather  strip.     J.  M.  Yates.     2,015,372  ;  Sept.  24. 
Weather   strip.   Metal.      O.   Dahl.      2,016,259;    Sept.   24. 
Wedge.   Magnetic.      F.   E.   Fisher.      2,016,554  ;    Sept.   24. 
Welding   machine.      D.  K.    Hopkins.     2.015.184  ;    Sept.  24. 
Welding  outlet.     E.    H.   Taylor.     2.016.246;   Sept.   24. 
Welt     coating    machine.     A.     Bates    and    J.     H.    Brown. 

2.015.134  ;   Sept.  24. 
Wetting    agents.     Preparing.     W.     Schrauth.     2.015,500: 

Sept.  24. 
^\  heel  :  See — 

Polishing  whe<>l. 
Wheel    mounting    structure.    Spare.     C.    M.    £3lenberger. 

J.   B.  Blank,  and  B.  O.  Prentice.     2,016,422;  Sept.  24. 
Winder,     Constant     speed.     E.     P.     Searing.     2,015,196 ; 

Sept.   24. 
Wln«ilng   gear.      8.   F.   and  O.   E.  Armington.     2.016,331  ; 

Sept.  24. 


Winding    with    two    parallels    per    pole.     L.    A.    Kilgore. 

2.015,562  :  Sept.  24. 
Window   latch.     A.   R.   Mellor.     2.015.456:   Sept.   24. 
Wire     (loth    supporting    and    attaching    means.      H.     R. 

Rafton.     2.015.087  ;  Sept.  24. 
Wire  package.     E.  A.  Nicollet.     2.015.163;   Sept.  24. 
Worm  and  worm  wheel  gear  assembly  and  the  production 

thereof.      F.    V.    Ell)erti       2.015.069;   Sept.   24. 

Wrapper  printing  and  addressing  machine.     H.  P.  EHllott. 
2,016.552  ;  Sept.  24. 

Wrapping  machine.     K.  K.  T.  Lindberg.     2.015.228  :  Sept. 

Wringer.     Clothes.       W.     F.     Peters     and     D.     L.     Todd. 

2.016.365  ;  Sept.  24. 
Yam    supplying    means    for    knitting    machines.     T.     C. 

Bromley  and  A.  Shortland.     2.015.186;  Sept.  24. 
Yarn  vertically  from  Iwbbins,  Apparatus  used  In  drawing. 

C.  Herrmann.     2,015,221 ;  Sept.  24, 


CLASSIFICATION  OF  PATENTS 


ISSUED  SEPTEMBER  24,  1935 

NoTB. — Plmt  number— class,  second  nunrber— subclass,  third  numbers—patent  number 


1— 


10- 
12— 


16— 


1«— 


17— 
18- 


»- 


23— 


24— 


25— 
28— 

2»— 


30— 
32- 
33— 


2: 

M: 

14: 

30: 

42: 

78: 

80: 

237: 

M: 

157: 

187: 

252: 

82: 

343: 

75: 

86: 

18: 

27: 

128.1: 

14«: 

7: 

147: 

183: 

289: 

8«: 

93: 

8: 
45: 
2: 
4: 
39: 
41: 
17: 
41: 
47: 
47.5: 
54: 

56; 
68: 
50: 
2: 
«: 
1«: 
20: 

22 

50 

68 

09 

79 

88 

172 

287 

73 

78 

100 

120 

135 

150 

153 

209 

239 

I 

166 

1 

68 

33 

00 

80.3 

88.2 

103 

45 

5 

47 


125 

,   180: 

36—  11.5 

40—   20 

130 

133 

7 

25 

33 

43—  137 


41- 


2, 015, 437 
2,  015.  492 
2,  015,  475 
2.  015, 157 
2,015,151 
2,015.532 
2. 015,  589 
2,015.337 
2,015,614 
2, 015,  377 
2,015.315 
2, 015,  349 
2.015.391 
2,  Ol.S.  588 
2.  016.  595 
2,015,696 
2,015,146 
2.  015.  064 
2.016.224 
2,  015.  090 
2.  015.  583 
2.  015,  582 
2.015.171 
2.015,603 
2.015,622 
2,015.269 
2.  01, S,  270 
Z  015,  262 
2,015,058 
2,015,618 
2.016,446 
2.015,630 
2.015.631 
2. 015. 647 
2,  015. 648 
2.015,207 
2. 015,  242 
Z  015,  201 
2,015,392 
2,  015.  394 
2,015.632 
2.  015.  426 
2.  015. 176 
2,015.568 
2,015,186 
2,  015.  402 
2.  015.  478 
2,  015,  371 
2,  015,  370 
2. 015, 372 
2, 015,  259 
2,015,111 
2, 015, 062 
2, 015. 254 
2,015,244 
2,015,113 
2, 015,  308 
2.  015,  559 
2,  015,  404 
Z  015.  408 
X  015, 149 
2,015,461 
2, 015, 376 
2,  015.  616 
2,016.217 
2, 016. 381 
2, 016. 067 
2, 015, 060 
2, 015, 462 
2. 015.  250 
2.  015,  061 
2.015.439 
2.015.068 
2, 015, 160 
2, 015,  644 
2, 015, 008 
2, 015,  627 
2,  015,  263 
2, 015,  366 
2, 015,  479 
2,015.117 
2.  015,  170 
2,015,513 
2, 015.  216 
2, 016. 467 
2. 015, 440 
2, 016, 092 


46— 


46— 
47— 
40— 


51— 


52- 

55-- 

66- 


60-- 


ni- 


62- 


64— 
66— 


68- 


70: 

82: 

89: 

131: 

31: 
26: 
39: 
66: 
81: 


72: 
100: 
100: 

27: 
135i 
122: 

314: 
21: 

49: 

64.6: 

62.6: 

64: 

28: 

35: 

45: 

2: 

104: 

106.6: 

116: 

139: 

29: 

01: 

110: 

140: 

167: 

180: 

9: 

10: 

18: 
32: 


70- 

9: 

91: 

71— 

7: 

72— 

14: 

73— 

30: 

61: 

68: 

74— 

7: 

84: 

202: 

346: 

360: 

383- 

383: 

3,36  5- 

337: 

458: 

565: 

75— 

1: 

65: 

76— 

112: 

81— 

3.1: 

82— 

83— 

84— 
86— 
87— 
88— 


17: 

71: 

195: 

1: 

16: 

11: 

73: 

409: 

44: 

12: 

17: 

2.4: 

16: 

16.2: 

18.4: 

23: 


2, 015. 518 
2. 015. 280 
2, 015, 227 
2,016,247 
2,015,368 
2, 015, 301 
2,015,471 
2,  015,  219 
2,015.211 

2. 015. 482 

2. 015. 483 
2.015.484 
2.015.414 
2, 016, 406 
2.015.640 
2.015.383 
2,015.549 
2.016.575 
2.015,576 
2,016.203 
R  19.715 
2.015,072 
2,015,511 
2,015,374 
2.016,212 
2.016.306 
2, 016.  301 
2,015,102 
2,015,493 
2,  016, 167 
2.015.168 
2.015.466 

2. 016. 487 
3^  016, 480 
2, 016, 480 
2, 015, 300 
2, 016. 640 
2. 015. 136 
2.016.106 
2. 018. 608 
2,016.003 
2. 016. 236 
2.016.237 
2, 015. 443 
2.015,303 
2.015,365 
2.016.322 
2. 016. 248 
2.016,384 
2. 016. 470 
2. 016. 367 
2.015.208 
2.015.249 
2. 016, 131 
2, 016, 630 
2, 016, 067 
2. 018. 107 
2.  015. 626 
2,015,638 
2,016.300 
2,016,116 
2, 015, 006 
2, 015.  069 
2.  015.  553 
2.015.345 
2. 015, 499 
2.  015.  536 
2,  01.S.  336 
2, 015, 339 
2,  015,  565 
2, 015. 645 
2.015.613 
2, 015,  277 
2. 015. 635 
2. 015. 120 
2. 015. 681 

2. 015. 488 
2.015,410 
2, 015, 160 
2, 015, 000 
2, 015, 637 
2,015.314 
2. 015. 272 
2.015,344 
2, 015, 628 
2. 016, 431 


8»- 


00- 
91— 


03- 


03- 


95— 


07— 


23: 

64: 
67: 
24: 
37: 
48: 
60: 
68: 


13: 
30: 


2: 

30: 

43: 

18: 

64: 

81.6: 

04: 

227: 

2: 

8: 
10: 
11: 


100— 


101— 
103— 


14: 

39: 

41: 

67: 

38: 

68: 

96: 

136: 

137: 

149: 


162: 
222: 
236: 
255: 
264: 
106—  249: 
256: 

106—  9: 
23: 
34: 
37: 
40: 
7: 
10: 
8: 
13: 
33: 

110—  101: 


107— 
108— 


104: 

111—  84: 

112—  228: 
235: 

113—  120: 

116—  147: 

117—  26.  6: 


110— 
120— 
121— 

122— 


123— 


40: 

10: 
6: 

38: 
163: 

23: 
170: 
234: 
235: 
290: 
478: 

00: 
146: 
149: 
169: 


2.015,623 
2,  015.  241 
2,  015.  627 
2,  015,  452 
2,  015,  121 
2, 015,  531 
2, 016, 134 
2, 016. 103 
2,015.165 
2,016,290 
2.015.441 

2.015.  132 
2.015.139 
2.  015. 140 
2. 016. 141 
2,016,228 
2, 016. 382 

2. 016,  302 
2,016,340 
2, 016. 491 
2, 015,  261 
2,016.340 
2,016,100 
2,016,304 
2,016,306 
2,016,207 
R.  10,712 
2, 015,  256 
2, 015, 257 
3,0U,3S8 
3.0U,I88 
2. 015. 406 
2,  015,  213 
2.  015. 142 
2,015,455 
2,015,066 
2, 015, 662 
2. 015. 200 
2.  015.  501 
2.  015. 307 
2.015.123 
2, 015,  574 
2.  015.  423 
2. 015. 436 
2.015.127 
2,  015,  240 
2, 015,  364 
2, 015, 197 
2, 015, 188 
2,016,100 
2,016,446 
2,  015, 234 
2, 015,  481 
2, 015, 252 
2,015,385 
2,  015, 358 
2,  015, 097 
2, 015, 084 
2,015,114 
2,  015. 129 
2.  015. 494 
2,016,503 
2,016,630 
2,016,286 
2, 015. 684 
2, 015. 472 
2,  015, 463 
2, 015, 193 
2,015,387 
2,  015,  557 
2,016,658 
2, 016, 138 
2,  015,  341 
2. 015. 507 
2,016,460 
1015,380 
2,015,434 
2, 015. 200 
2. 015. 350 
2.  015.  338 
2,  015,  362 
2,  015,  328 
2. 016, 136 
2. 016, 108 
2. 016, 546 
2, 015.  477 


123—  179: 

126—  99: 
110: 

127—  48: 

128—  63: 


153: 
155: 
290: 
297: 
317: 
346: 
16: 
16.7: 


120- 


130— 

131— 


0: 

6: 

12: 


132— 
134- 


135— 
136- 


41: 

26: 

60: 

70: 

4: 

4: 

56: 

133: 

137-  139: 

143—  70: 

144—  115: 

145—  35: 

146—  40: 
102: 
202 

16: 
1: 
6: 

12: 


148— 
160- 

152— 

154— 


166— 


166— 


168- 


2 

14 

33 

40: 

77 

117 

149 

16 

17 

38 

76 

99 

116 

117.1 

183—   6 

164—   12 

120 

167—   35 

37 

74: 

81 

91 

94 

170—  148 

171—  96 
206 

220: 

252: 

172—  230: 
282: 
293: 

173—  259: 
264: 
206: 
308: 
360: 
324: 
328: 
332: 

343: 

361: 

176—  182: 
183: 


2. 015,  309 
.2,015,571 
2, 015, 195 
2, 015,  375 
2,015,296 
2, 015, 330 
2,  015, 407 
2, 015,  ^ 
2, 015, 407 
2, 015, 130 
2, 015,  535 
2,015,617 
2, 015, 460 
2, 015, 480 
2,015,519 
2,015,299 
2,015,312 
2. 015. 369 

2. 015.  521 
2.015.166 
2.015.137 
2,015,360 
2. 015. 078 
2.015,321 
2,015.610 
2.015,636 
2. 015. 379 
2.015.055 

2. 016,  275 
2,015,220 

2. 015,  373 
2,016,409 
2, 015, 630 
2,015,512 
2, 015, 509 
2,015,119 

2. 015. 473 
2. 015. 070 

2. 016.  592 
2, 015.  605 
2. 015. 459 
2.  015.  416 
2. 015.  359 
2.  015.  138 
2. 015.  335 
2.015,660 
2, 015, 342 
2,015,215 
2, 015,  454 
2, 015,  572 
2.015,266 
2,016.405 
2. 015. 318 
2,016.609 
2. 015. 066 
2.015.271 
2.015.406 
2. 015. 5.'« 
2.016.099 
2.015,282 
2, 015. 179 
2.015,239 
2. 016, 514 

2. 015. 474 
2, 015,  562 
2,015,554 
2,015,468 
2.015.600 
2, 016, 001 
2.016,504 
2. 015. 183 
2. 015.  539 
2.015,177 
2,015.063 
2, 016, 476 
2, 015. 542 
2, 015. 144 
2, 015. 619 
2.015.590 
2, 015,  276 
2,015,504 
2, 015, 101 
2,016,418 
2, 016, 421 
2, 016, 401 
2,015,125 


175—  294: 
296: 
363: 


176—  122: 
.124: 

126: 

177—  337! 


178— 


179- 


362: 

4: 

6: 

44: 

1: 

100.3: 

122: 

171: 


180— 

182— 
183— 


184— 
187— 
188— 
189— 


190— 
192- 


194— 


196— 


17: 

19: 

7: 

8: 

15; 

82: 
83 
11 
29 
88 

8 
29 
55 
67 
75 
41 

3 
13 
61 

1 

6 
55 
91 


197— 
198— 
20O- 


4 
27 
48 
52 
60 
142 
133 
34 
60 
08 
87 
88 
08 
116 
138 
144 
48 
55 
18 
57 
5 
16.5 
38 
41 
58 
59 
05 
79 
11 
173 
75 
05 
205 
403 

210-  51.  5 

63 
167 
170 

211—  06 


201— 

202— 

204— 
206- 


207— 
206- 
300— 


2,  015, 586 
2,015,334 
2, 015,  537 
2,<H5,538 
2.015.561 
2. 015. 324 
2. 015. 408 
2,015.424 
2, 015. 435 
2, 015. 612 
2.015.591 
2.015,323 
2.015.155 
2.015.534 
2.  015.  363 
R.  19.  714 
2,015.169 
2. 015. 082 
2. 015. 175 
2. 015. 185 
2. 015. 189 
2. 015. 506 
Z  015. 587 
2.015,218 
2,015,469 
2,015,355 
2,015,174 
2, 015.  367 
2,  QJ5,  076 
2. 015. 464 
2. 015. 108 
2,015,564 
2, 015, 453 
2, 015, 095 
2, 015.  433 
2. 015,  305 
2, 015,  448 
2,015,447 
2, 015,  232 
2,  015, 192 
2.015,449 
2.015,143 
2, 015,  607 
2,015,411 
2,015,351 
2,  015.  621 
2,  015. 640 
2.  015. 260 
2.015.080 
2.015.110 
2,  015,  529 
2,015.420 

2. 015,  347 
2,  015,  510 
2, 015, 187 
2,015.543 

2. 015. 399 
2.015.156 
2.015.508 
2.015,348 

2. 016,  633 
2. 015. 545 
2.015,561 
2.015.209 
2. 015.  425 

2. 015. 086 
2. 015. 180 
2. 015. 304 
2.015,505 
2, 015.  524 
2,015,199 
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Ditclaimers 

1.935.427. — Brn»t  F.  W.  Alexandrraon,  Schenectady,  N.  Y. 
TBLivisiCN  .\rrAa-\TC8.  Patent  dated  NoTember  14. 
1983.  Disclaimer  filed  August  9,  1936,  by  the  as- 
signee. General  Electric  Company. 

llt-reby  entprs  the  f<.llowln«  disclaimer  to  claims  1,  2,  5, 
and  (J  of  the  said  Letters  Patent,  which  are  in  the  follow- 
ing words,   to  wit  : 

•1  Television  transmit  tint;  apparatus  comprising  a 
scanning  disk  liavlng  a  series  of  ligtit  (ijK'nlngs  prismatic 
iiieaiiM  at  said  openings  for  deflecting  the  light  parsing 
tiirou.^h  one  portion  of  each  oi)eniiig  relative  to  that  pass- 
ing thrcuigli  another  pnrtinn  thereof,  means  for  imaging  ad 
Jacent  unit  areas  of  the  transniltttd  view  respectively  on 
said  portions  and  a  plurality  of  photo-electric  means  ar 
ranged  to  receive  the  llijht  respectively  from  said  portions. 

••'1  Television  transmitting  apparatus  comprising  a 
8<annlng  disk  having  a  series  of  elongateil  light  oixuings. 
prisms  at  said  openings  for  refracting  the  light  (lassing 
tlir'  ugh  one  portion  of  each  opening  relative  to  that  pass- 
ing through  another  portion  thereof,  means  for  imaging  re- 
■Dcctively  on  said  portions  adjacent  unit  areas  of  the  view 
b^ng  tran8mltte<).  and  a  separate  photo  el.ctrlc  device  for 
receiving  the  light  from  each  of  said  ()ortion8 

•'->  in  television  apparatus,  a  ^cau;ling  disk  having  a 
series  of  liKht  openings  each  comprising  portions  arranged 
c'lriiHllv  with  respect  to  each  other,  and  a  pair  of  prisms 
at   ,'a'h  opening  arranged   to   deflect    i  he   ",«>"    l'«'''^>"K  o"/ 

portion  with  respect  to  the  light  P^'^^'^K.  ">«'5!'''  ,,^vfnl  « 
^  -fi  In  television  apparatus,  a  scanning  disk  having  a 
series  of  light  openinL's  and  a  pair  of  prisms  at  ^«ch  of 
said  openings  ar/aneed  radially  with  respect  t-  each  other 
whereby  all  of  the  llsht  passing  said  <.iH.nings  is  refracted 
by  one  prism  or  t*  e  other." 


1,936.619. — frank   T.    Chrittian,    Elmlra.    N.    Y.      Enginb 
8TABTEB  CONTROLLING  MECHANISM.     Patent  dated  No- 
vember 28,   1933.     Disclaimer  filed  August   10,  1935, 
by  the  assigiiee,  Eclipse  Machine  Companff. 
Hereby  enters   this   disclaimer  to  the   following   claims 

thereof,  to  wit  : 

"1.  In  combination  with  an  internal  combustion  engine 
and  a  power  transmission  mechanism  therefor,  starting 
mechanism  for  said  engine,  means  for  preventing  the  Initial 
operation  of  the  starting  mechanism  when  the  engine  is 
connected  to  a  load  by  said  transmission  mechanism,  and 
means  whereby  after"  initial  actuation  of  the  startlne 
mechanism  said  starting  mechanism  may  be  reactuated 
irrespective  of  the  condition  of  the  transmission  mecha- 
nism." 

"3.  In  combination  with  an  internal  combustion  engine 
having  a  power  transmission  mechanism,  a  starting  mecha- 
nism and  an  electrical  system  Including  a  control  switch, 
means  for  automatically  energizing  the  starting  mecha- 
nism upon  closure  of  the  control  switch,  means  for  pre- 
venting such  energization  when  the  power  transmission 
mechanism  is  in  operative  condition,  and  means  for  auto- 
matically energizing  the  starting  mechanism  in  ca.se  of 
engine  stall  Irrespective  of  the  operative  condition  of  the 
transmission  mechanism." 

"9.  In  combination  with  an  Internal  combustion  engine 
having  n  power  transmission  mechanism,  a  starting  mecha- 
nism and  an  electrical  system  Including  a  control  switch, 
means  for  automatically  energizing  the  starting  mecha- 
nism upon  closure  of  the  control  switch,  means  for  pre- 
venting such  energization  when  the  power  transmission 
mechanism  is  in  operative  condition  and  means  responsive 
to  adjustment  of  the  transmission  meo>ijinlsm  Into  inop- 
erative jHisltion  while  the  control  switch  is  closed  for 
rendering  said  preventing  means  ineffective. 

"10.  In  comhination  with  an  internal  combustion  engine 
having  a  power  transmission  mechanism,  a  starting  mech- 
anism and  an  electrical  system  inchidin<'  a  control  switch, 
means  for  automatlcallv  enerelzlnc:  tlie  starting  mecha- 
nism upon  closure  of  the  control  switch  means  for  pre- 
venting such  energization  when  the  power  transmission 
mechanism  is  in  operative  condition,  means  responsive  to 
adjustment  of  the  transmission  mechanism  into  Inoperative 
position  while  the  ccinfrol  switch  is  closed  for  rendering 
said  preventing  means  ln.'»frective.  said  means  thereupon 
retalninc  said  preventine  means  Ineffective  irrespective  of 
the  adjustment  of  the  transmission  mechanism. 

"11.  In  comhination  with  an  internal  combustion  engine 
having  a  variahle  speed  power  transmission  mechanism 
and  an  electrical  starting  system,  means  Including  a  con- 
trol circuit  for  autcmatically  eneririzing  said  starting 
mechanism,  a  manual  switch  for  opening  and  closing  said 
control  circuit,  a  switch  in  series  with  said  manual  switch 
for  opening  said  circuit  responsive  to  engagement  of  the 
transmission  mechanism,  a  switch  in  shunt  with  said 
transmission  controlled  switch,  and  means  for  closing  said 
shunt  switch  in  response  to  closure  of  the  control  circuit. 
"12  In  combination  with  an  Internal  combustion  engine 
having  a  variable  speed  power  transmission  mechanism 
and  an  electrical  starting  system,  means  including  a  con- 
trol circuit  for  automatically  energizing  said  starting 
mechanism,  a  manual  switch  for  opening  and  closing  said 
control  circuit,  a  switch  in  series  with  said  manual  switch 
for  opening  said  circuit  responsive  to  engagement  of  the 
transmission  mechanism,  a  switch  in  shunt  with  said 
transmission  controlled  switch,  and  an  electro-magnetic 
coll  energized  from  said  control  circuit  for  closing  said 
shunt  switch  and  holding  it  closed  until  the  control  cir- 
cuit is  broken  by  opening  the  manual  switch. 
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3. 
4. 


LOEFKLER.  F.  .\.,  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Vessels;  Closure  Operators; 
Fences;  Ostes;  Tillage. 

HERRMANN,  D  ,  FLshing  and  Trapping;  Dairy.  Animal  Husbandry;  Presses,  Tobacco,  Veloci- 
pedes; Butcherin?;  Bee  Culture. 

LlNDSEY.  A.,  Heating;  Metal  Founding;  Metallurgy;  Metal  Treatment;  Electric  Furnaces 

DON'.VELLY,  A  E.  (.Kct),  Conveyors;  Hoists;  Handling  Apparatus  and  Implements;  Excavat- 
ing; Elevators;  Fire  Escapes;  Ladders;  Scaffolds;  Store  Service;  Pneumatic  Despatch;  Fluid  Pres- 
sure Brakes. 

5.  MACS  A  B,  J.  F  ,  H  westers;  Music;  .Vcoustics;  Sound  Recording;  Knotters;  Buckles,  Buttons,  Etc. 

6.  LEWKRS.  A.  M.,  Carbon  Chemistry 

7.  JARBOE,  C.  O.,  Optics;  Phototfraphy 

8.  AD  VMS,  F   L.,  Beds;  Chairs;  Kitchen  and  Table  Articles;  Racks  and  Cabinets 

9.  ADAMS,  R.  E..  Pumps;  Fluid  and  Fluid  Current  Motors 

If)    HUN'TER.  O    F  .  Land  Vehicles  — Animal  Druft  Appliances.  Bodies  and  Tops;  Vehicle  Fenders   .. 
11.  BEVHAM,  E.  V  .  Boots,  Shoes,  and  Lewins;  Button.  Eyelet,  and  Rivet  Setting;  Harness;  Leather 

Minufactures;  Nailing  and  Stapling;  Whip  Appiratas;  Hides,  Skins,  and  I>eather 
li  HEN'RY.  C.  C  ,  Machine  Elements;  Cylinders  and  Pistons;  Mechanical  StJirters:  Stop  Mechanisms. 
11  BORLIK    F  J.,  Oeir  Cutting,  Milling,  and  Planing;  Metal  Drawing;  Metal  Forging  and  Welding; 

Metal  Rolling;  Metal  Working;  Needle  and  Pin  Makine.  Turning.  Boring  and  Drilling. 

14.  BRCMBVUOH.  N.  J.,  Farriery;  Metal  Bending;  Metal  Tools  and  Implements,  Making;  Sheet 

Metal  Wire,  Making;  Wire  Fabrics;  Wire  Working;  Metal  Working.  Blanks  and  Prooesse* 

15,  WORRELL,  L.  W..  Glass;  Plastic  Block  and  Earthenware  Ap|)aratus;  Plastics. 

16,  SPENCER   C.  J..  Telegraphy;  Telephony 

17.  ARM;5TRONO.  H..  Ornamentation.  Paper  Manufactures;  Printing;  Type  Casting;  Sheet-Mate- 
rial .\wociatin?  or  Folding.  Sheet  or  Web  Fee<lmg.  Type  Setting. 

PORTER.  M.  E  .  Mrvtors    E^p^nsihle-Chamber  Tyi>e,  Power  Plants;  Speed- Responsive  Devlces.. 

KENNEDY.  A.  R  .  Fiimacas  and  Stoves;  Fuel  Burners 

OROVE    S    D.,  Miscellaneous  Hardwve;  Closure  Fasteners;  Locks;  Latches;  Safes;  Undeitaking.. 

21.  THOMPSON,  T   J  .  Textiles;  Cloth  Finishing , 

22.  RINGLE,  D  ,  Aeronautics;  Firearm.^.  Or<ln«nce.  and  Explosive  Devices;  Air  Ouns.  Catapults,  and 
THr«et«;  Boats  and  Buoys;  Ships,  Marine  Propulsion. 

BUTTNER.  W.  J,  rAct ),  Coin  Handling;  Recorders;  Registers 

DURAS.  C.  O.,  .\pparel;  .\pparel  Apparatus;  Garment  Supporters;  Sewing  Machines 

BLAKELY.  C.  F  .  Classifying  Solids.  Centrifugal  Bowl  Separators;  Mills;  Threshinc:  VsfeUbls 
and  Meit  Cutters  and  Comminutors. 

ADAMS.  W    M  ,  Electricity.  Generation;  Motive  Power 

CLARK   W.  N..  Brmhing,  .Scrubbing,  and  Cleaning;  Wsshing  Apparatus 

BENSON.  A    R  ,  Internal-Combustion  Engines 

29.  SHKLKRIN.  J  B  fAct  ),  Woodworking;  Toob;  Compound  Toob;  Furniture;  Metal  Working; 
Cloth.  Leather,  and  Rubber  Receptacles;  Bagga  ge;  Package  and  Article  Carriers;  Deposit  and 
Collection  Receptacles,  Supports.  Tables. 

SHIPMAN,  J.   L  ,   Automatic  Temperature  and  Humidity  Regulation;  Illuminating  Burners; 

Illumination;  Thermostats  and  Humidostats. 

DUNCOMBE.  C    S   fAct.),  Gas.  Heating  and  Illuminating;  Mineral  Oils 

BARTHOLOMEW    J     \  ,  Gas  and  Liquid  Contact  Apparatus;  Heet  Exchange;  Oss  Separation   . 
WY.VIAN.  W    I  .  Bridges;  Masonry,  Concrete,  Metallic,  and  \\  ooden  Structures;  Roob;  Roads 

and  Pavemi^nts. 

34.  SAPERiTEIN.  S.,  Electricity,  Transmission  to  Vehicles;  Railways.  Rolling  Stock.  Swltchfs.  and 

Signals;  Track  Sanders 

35.  REYNOLDS,  E.  C.  Card  and  Sign  Exhibiting;  Signals;  Dbpensing;  Filling  and  Clcslng  Pcrtable 

Re<reptacle<! 

38.  M'-FAYDEN.  a.  D..  Measuring  Instnimonts;  Force  Measuring;  Automatic  Weighers 

.37.  WEAVER.  M    E.  Electricity.  Circuit  .Makers  and  Breakers:  Light-.'^ensillve  f  irruita 

3S.  KR  KFFT.  C    F  .  Earth  Boring;  Hydraulic  and  Earth  Enzineering;  Mining  and  Quarrytof;  Stona- 

workin?:  Wells;  Plastic  Comp'witions. 

30.  WHITNEY.  F   J  .  Fliiil- Pressure  Regulators:  Multiple  Valves:  Valves;  Water  Dbtributlon 

40.  OBERLIN.  J.  J  .  Metallic   Wood.  Paper,  and  Special  Receptacles 

41.  WHITNEY,  M  L  .  Rsilwav  and  Lind  Vehicles  Whe«>b  and  Axles;  Resilient  Tires  and  Wheels; 
Wheel  Substitutes;  Railwav  Draft  Appliances;  Spring  Devices;  Typewriting  Maehioes. 

CUTTING    H    O.  Electric  Signaling - 

KLINGE  E  F  .  Medicines.  Poisons  and  Cosmetics;  Bleaching  and  Dyeing;  Explosive  Composi- 
tions; Su?ar  and  Starch. 

SHVFFER.  C.  IT.  Refrigeration;  Dispensing  Beverages 

HILL.  H  D.,  Pulleys  and  Shafting;  Lubrication;  Bearings  and  Guides;  Motors;  Valve-Operating 
Mechanism;  Engine  Coolin?. 

TAYLOR  M  .  Evaporators;  Fluid  Sprinkling;  Fire  Extinguishers:  Bcllers;  Healing  Systems;  Coat- 
ing Implements. 

BARKER.  H.,  Clutches;  Brakes 

48.  ROEPKE.  O.  B.,  Electricity.  General  Applications:  Igniters 

49.  SHEFFIELD.  E    L..  Check-Controlled  Apparatus;  Ventilation:  Driers:  Liquid  Purification 

Sa  BLAKE.  C.  L  ,  Vambh;  Coating  Processes;  Carbohydrate  and  Condensation  Products;  Cellulose; 

Rubber 

51.  BACKUS,  C.  D  .  Radiant  Energy 

5Z  KN0TT3,  M  K..  Supports;  Chucks:  Joint  Packing:  Pipe  and  Rod  Joints  or  Coupllnn:  Tool- 
Handle  Fastenings:  Mains  and  Pipes;  Conduits  and  Housings:  I.«mlnated  Packing 

53.  PECK.    M     K.   Books;   Manifoldin?:   Printed   Matter:  Stationery;   Education;   Paper  Files  and 

Binders.  Tents.  Canopies.  Cmbrellas,  and  Canes;  Curtains.  Shades,  and  Screeas;  Toilet;  Label 
Pasting  and  Paper  Hanging. 

54.  WAITE.  W  E  .  Electric  Lamps:  Vapor  Electric  Devices;  Space  Discharge  Tubes;  Electricity, 
Medical  and  Surgical. 

BOWEN^,  S   T  ,  c,]»ierv:  Artificial  Body  Members:  DenMstry;  Surgery 

PORTER.  F   J  ,  Electrochemistrv;  Laminated  Fabrics:  Pnper  Making.  Suhstonce  Preparstlon 

NICOLSON.  G    D    O  ,  Cutting  and  Punching;  Bolt,  Nut.  Rivet.  N»il   Screw.  Chain,  ond  Horse- 

sho-^  Making:  Driven  and  Screw  Fastenings;  Jewelry;  Nut  and  Bolt  Locks;  Toys;  Exercising 

Device''. 
DOWELL.  E    F  .  Abra<^ling;  Bottles  nnd  Jars 

59.  RICHARD.  V    I  ,  Chemistrv;  Fertilizers 

60.  GLASS.  R  L.,  Electricity,  Uenling,  and  Welding;  Batteries;  Resistancfs  snd  Rhecststs;  Priire- 
M.^ver  Dynimo  Plants. 

PARK^i  G.  F.  .  L:im;nate<l  Flectripf\l  Insnlifion,  Belt  Hose,  Tire,  and  Ball  Making-- Winding  and 
R'slinz;  Pushine  *nd  Pulline   Horology:  Time-Controlling  Apparatus, 

COCHR  \N    VV    W  .  G«une<<;  Geometrical  In.struments 

WINKELSTEIN    A    H  .  Preservtne:  Bread.  Pastry,  and  Confection  Makine:  Agitating 

.NASH.  P    M  .  Acetylene;  Distillation;  Gas  Mixers;  Oib.  Fats,  and  Glue;  Liquid  Coatln*  Cotn- 
p-xitions;  Fuel;  Alcohol 
6V  M-DERMOTT.  F   P..  Electricity,  Condix-tors;  Repeatan:  Relays:  Wave  Transmission 

TRAT>g-MARK3.  La-^KI.s.  AND  Pri!«T8:  F.  A.  RICHM0Nd(7I?*!*^ Y„"^*p 
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DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


Commissioner's   Decision 

Mekedith  Publishing  Company 

V. 

O,  M.  ScoTT  &  Sons  Company 
Decided  June  Ik,  X935 

1.  Tradb  Macks  — OrrosiTioM. 

**•  •  •  In  order  for  an  opposition  to  be  sustained  un- 
der the  Act  •  •  •  it  1«  necessary,  first,  that  the  marks 
be  confusingly  similar,  and  stcond.  that  the  gotds  possess 
the  same  descriptive  properties.  These  two  clauses  of  the 
Statute  must  be  tnkcn  in  the  conJun<.tlve  sense  and  nat 
In  the  disjunctive,  and  If  the  notations  are  confusInRly 
similar  and  the  goods  are  not  of  the  same  descriptlTe 
properties  I  do  not  b^-Ueve  the  Statute  contemplates  sus- 
talniuK  the  opposition." 

2.  Sams — Pkeiodicals  and  Grass  Seed  Not  Goods  or  the 

Same  Descriptive  Properties. 

Opposition  of  publishers  of  the  magazine  "Better 
Homes  and  Gardens"  to  registration  by  another  of  the 
notation  "Better  Homes"  for  use  on  lawn  grass  seeds 
Held  properly  dlsmis^*ed  on  the  ground  that  periodicals 
and  grass  seeds  are  not  goods  of  the  same  descriptive 
properties. 

Appf.al  from  E.xo miner  of  Interferences. 

Opposition  No.  13,000  to  Registration  of  Trade- 
Mark  of  O.  M.  Scott  &  Sons  Ck)mpany  for  Lawn 
Grass  Seed,  application  filed  April  10,  1933,  Serial 
No.  330,023,  published  June  13,  la^. 

Messrs.  Bair,  Freeman  d  Sivclair  for  Meredith 
Publishing  Company. 

Mr.  Lester  L.  Sargent  for  O.  M.  Scott  &  Sons  Com- 
pany. 
Spbncek,  First  Assistant  Commissioner: 

This  is  an  appeal  from  a  decision  of  the  Examiner 
of  Trade-Mark  Interferences  dismissing  nn  oppo- 
sition brought  by  the  appellant,  Meredith  Publish- 
ing C<^mpany,  publishers  of  the  magazine  "Better 
Homos  and  Gardens ',  against  the  registration  by 
the  »p|.ellt>o,  O.  M.  Scott  &  Sons  Company,  of  the 
notation  "Better  Homes"  for  use  on  lawn  grass 
seeds.    Only  the  opposer  took  testimony. 

The  record  discloses  two  point*  that  are  of  par- 
ticular interest  and  significance.  First,  the  op- 
poser's  majiiizine  "Better  Homes  and  Gardens",  is 
commonly  known  throughout  the  trade  and  is  fre- 
qu^tly  referred  to  ns  the  "Better  Homes"  mngu- 
zlnei!^^herfby  establishing  the  fact  that  the  pre- 
dominating part  of  the  opposer's  notation  comprises 
the  two  quoted  words.  Second,  confusion  In  trade 
resulting  from  the  concurrent  use  of  the  notation 
"Better  Homes"  both  by  opposer  and  applicant  on 
their  respective  goods  is  not  only  likely,  but  has 
actually  taken  place.  Exhibit  14  Introduced  by  the 
opp<»ser  is  a  letter  from  the  Saint  Paul  Electro 
Phi  ting  Works,  dated  May  2,  1933,  and  addressed  to 
the  oprwser  company.     It  reads  as  follows : 

"We  bought  five  pounds  of  your  Lawn  grass  seed  at 
Kresges,  St,  Paul,  and  though  It  is  now  two  weeks  since 
we  planted  It  there  is  not  a  sign  of  nny  grass  coming 
up.  We  have  also  had  lots  of  rain  and  warm  weather. 
We  Induced  another  party  to  get  some  of  your  seed,  ber 
cause  we  had  heen  reading  a  lot  about  It  in  circulars,  but 
he  hns  the  same  experience.  Kindly  let  us  know  how  long 
before  there  should  be  any  sl;:ii  of  m'sss.  because  If  the 
seed  Is  no  good  we  waut  to  seed  some  other  kind," 


In  view  of  the  facts  in  the  case  it  is  not  surprising 
tliat  confusion  has  resulted  or  would  be  likely  to 
result  The  opposer's  magazine  is  devoted  ex- 
clusively to  the  subjects  of  houses  and  gardens,  in- 
cluding, of  course,  lawns.  In  1933  it  had  a  circu- 
lation of  aiiproximately  a  million  and  a  half,  and 
in  many  of  its  issues  appeared  stories  and  articles 
on  the  care  and  treatment  of  lawns.  The  adver- 
tisements appearing  in  the  magazine  are  devoted 
largely  to  lawns,  gardens,  and  household  suppliea 
It  is,  therefore,  not  only  probable,  but  indeed  the 
record  makes  it  an  established  fact,  that  persons 
familiar  with  the  opposer's  magazine  and  knowing 
it  as  "Better  Homes"  would  be  confused  upon  see- 
ing the  applicant's  grass  seed  sold  under  the  same 
notation  and  would  be  led  to  believe  that  the  latter 
either  was  sold  by  the  opposer  or  at  least  had  been 
approved  by  it. 

This  leads  to  a  very  interesting  situation.  Tlie 
opposer  urges  that  likelihood  of  confusion  or  actual 
confusion  having  been  established,  It  follows  that 
the  goods  must  perforce  be  of  the  same  descriptive 
properties,  and  in  support  of  this  contention  cites 
mainly  the  case  of  California  Packing  Corporation  v. 
Tillman  d  Bendel  Inc.,  394  O.  G.  789 ;  40  F.(2d)  108, 
17  C.  C.  P.  A.  1048,  in  which  the  Court  of  Customs 
and  Patent  Appeals  stated  that 

"if  the  goods  are  sufficiently  similar  that  the  use  of  an 
identical  trade-mark  on  the  goods  of  both  will  result  in  the 
goods  of  one  being  regarded  by  the  purchaser  as  the  goods 
of  the  other,  that  they  are  to  l>e  regarded  as  goods  of  the 
same  descriptive  properties." 

To  follow  this  expression  to  its  logical  conclusion, 
as  stated  by  Judge  Lenroot  and  Judge  Garrett,  in 
dissenting,  would  amount  to  Ignoring  the  "same  de- 
scriptive properties"  clause  of  the  Statute,  and 
would  restrict  investigation  to  the  questions  of  simi- 
larity between  the  marks  and  the  likelihood  of  con- 
fusion. In  a  later  decision,  namely :  Williams  Oil- 
0-Matic  Heating  Corp.  v.  Westinghouse  Electric  d 
Mfg.  Co.,  430  O.  G.  627 ;  C2  F.  (2d)  378,  20  C.  C.  P.  A. 
(Patents)  775,  Judge  Lenroot  in  another  dissenting 
decision  stated  that  in  his  opinion  "actual  con- 
fusion could  not  be  the  test  of  whether  or  not  goods, 
were  of  the  same  descriptive  properties." 

There  can  be  no  doubt  but  that  in  the  California 
Packing  Corporation  case  and  other  contemporary 
decisions  the  Court  announced  the  fact  that  if 
actual  confusion  exists  (he  goods  must  be  of  the 
same  descriptive  properties.  On  the  other  hand, 
there  are  numerous  decisions  of  the  Court  of  Customs 
and  Patent  Appeals  which  show  clearly  and  be- 
yond reascu  .ble  contradiction  that  the  goods  of  the 
parties  must  in  fact  possess  the  same  descriptive 
properties  before  an  opposition  will  l>e  sustained. 
It  is  unnecessary  to  refer  to  these  cases  other  than 
by  mentioning  a  single  one,  such,  for  example,  as 
the  Clieek-Ncal  Coffee  Company  v.  Hal  Dick  Mfg.  Co., 
40  F.(2d)  100;  17  C.  C.  P.  A.  (Pat.)  liaS;  395  O.  G. 
10;  1930VC.  D.  251,  in  which  the  Court  stated  that 
the  foods  of  the  respective  parties  must  be  capable 
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of  the  same  general  definition  before  an  opposition 
will  be  sustained.  Although  there  would  se^m  to 
be  some  difficulty  in  reconciling  the  language  in  this 
line  of  decisions  with  that  expressed  in  such  cases  as 
'  the  California  Pacliing  Corporation,  supra,  it  ap- 
pears that  a  unanimity  or  uniformity  of  result  has 
befn  obtained.  In  other  words.  If  there  is  any  con- 
flUt  between  the  two  lines  of  cases,  which  I  am 
not  prepared  to  admit,  it  has  been  iu  the  language 
and  not  in  the  results. 

[1]  In  the  case  at  bar  the  record  discloses  only 
a  single  instance  of  confusion,  but  it  is  such  a  clear 
and   convincing  illustration  of  the  confusion   that 
would  be  likely  to  occur  that  I  feel  compelled  to  hold 
that    actual   confusion   has  taken  place.     In   some 
cases  an  isolated   instance  of  confusion   is  of  no 
glgnlflcance,  but  the  confusion  indicated  by  the  op- 
poser's  Ebchibit  14  is  an  excellent  example  and  can- 
not be    overlooked.     Referring  back   to   the  Cali- 
fornia Packing  Corporation  case,  if  actual  confusion 
is  to  be  the  sole  criterion  in  determining  whether 
goods  are  of  the  same  descriptive  proi>erties  it  will 
be  nece8sar>-  to  hold  here  that  grass  see<l  and  month- 
ly magazines  are  such  goods.     If  this  is  done,  it 
means  that  the  language  of  the  Statute  so  long  as 
it  speaks  of  goods  of  the   "same  descriptive  prop- 
erties" must  be  ignored,  because  I  know  of  no  reason- 
able general  definition  that  includes  both  grass  seed 
and  periodicals.    However,  referring  to  the  line  of 
cases  of  which  the  Cheek-Neal  decision  is  an  illus- 
tration it  wouhl  seem  that  In  order  for  an  opposi- 
tion to  be  sustained  under  the  Act  that  it  is  neces- 
sary, first,  that  the  marks  be  confusingly  similar, 
and,  second,  that  the  goods  possess  the  same  descrip- 
tive properties.     These  two  clauses  of  the  Statute 
must  be  t»ken  In  the  conjunctive  sense  and  not  in  the 
disjunctive,   and   if   the   notations   are  omfusingly 
similar  and  the  gof)ds  are  not  of  the  same  descrii)- 
tive  properties   I   do  not  believe   the   Statute  con- 
templates sustaining  the  opposition.     Conversely,  if 
the  goods  possess  the  same  de.>criptive  properties, 
but  the  notations  are  not  confusingly  similar,  re- 
lief is  not  intended  to  be  forthcoming.    Nevertheless, 
I  realize  that  confusion,  likely  or  nctual,  may  take 
place  when  only  one  of  the  two  enumerated  factors 
is  present.    For  example,  a  r)er8<)n  may  be  confused 
between   two  of  the  pupular  makes  of  low-priced 
cars  and  may  believe  that  both  of  two  models  that 
he  sees  ufmn  the  street  are  the  s-ime  and  emanate 
fnm  the  same  source.    This  confusion  Is  attributable 
solely  to  the  fact  that  they  are  of  the  same  descrip- 
tive properties,  even   though   their   names  are  en- 
tirely different.    To<lay,  for  example,  one  such  manu- 
facturer  makes   a   convertible   five-passenger    bo<ly 
model  and  I  can  easily  believe  that  people  seeing  that 
car  on  the  street  might  well  write  to  another  manu- 
facturer of  a  popular  priced  car  and  inquire  con- 
cerning price  and  delivery.     Actual  confusion  may, 
therefore,  take  place,  and,  as  already  stated,  may  be 
pre<llcated  upon  the  fact  that  the  goods  are  of  the 
same  descriptive  properties,  althougii  the  notations 
are  entirely  different.    On  the  other  hand,  c<infusion 
can  exist,  as  indeed  it  does  in  the  case  at  bar.  be- 
tween goods  that  are  entirely  different  where  the 


notation  is  the  same  and  is  distinctive.  For  ex- 
ample, if  collar  buttons  were  put  out  under  such 
names  as  "Vaseline"  or  "Coca  Cola"  someone  would 
be  led  to  believe  that  the  proprietors  of  those  well- 
known  marks  stood  behind  the  new  product.  To 
repeat,  therefore.  It  Is  deemed  possible  to  have  con- 
fusion where  only  one  of  the  two  necessary  elements 
is  present,  but  I  do  not  believe  this  Is  such  confusion 
as  was  contemplateil  by  the  framers  of  the  Act  and  I 
further  am  of  the  opinion  that  in  order  for  an  op- 
position to  be  sustained  both  similarity  in  goods  and 
similarity  in  notations  are  essential. 

[2]  Applying  the  foregoing  observations  to  the 
case  at  bir,  I  am  compelled  to  hold,  iu  accordance 
with  the  Cheek-Neal  line  of  cases,  that  the  goods 
are  not  of  the  same  descriptive  properties;  that  the 
opposition  must  accordingly  be  dismissed ;  and  that 
the  decision  of  the  Examiner  of  Trade-Mark  Inter- 
ferences must  be  affirmed. 

In  closing,  it  might  be  stated  that  I  have  given 
consideration  to  two  other  aspects  of  the  case  that 
have  not  been  raised  by  the  opposer,  but  which  to 
my  mind  are  worthy  of  some  notice.  Since  In  an 
opposition  proceeding  any  p^dut  may  be  raised  that 
may  come  up  in  ex  parte  prosecution,  I  have  given 
thought  to  the  question  of  whether  tlie  applicant's 
mark  "Belter  Homes"  for  u>:e  on  grass  seed  is  de- 
scriptive, but  I  have  come  to  the  conclusion  that 
although  It  is  strongly  suggestive  it  is  not  descriptive. 
See  Ex  parte  PilUbury  Flour  Milla  Company,  450  O. 
G.  3 :  23  U.  S.  Pat.  Q.  1G8,  decideil  October  19,  1934. 
Also  I  have  cou.sldered  whether  or  not  the  opposer 
Is  entitled  to  bring  the  case  within  the  rule  of  such 
cases  us  In  re  The  Exceltior  Shoe  Company,  196  O. 
G.  805;  40  App.  D.  C.  480;  1913  C.  D.  465;  and 
Barrett  v.  The  IrUh  Industrial  Development  Asso- 
ciation, 197  O.  G.  1204;  41  App.  D.  C.  244;  1913  C. 
D.  470 ;  and  after  carefully  considering  the  matter  I 
have  decided  that  the  Instant  case  cannot  properly 
be  so  treated. 

The  decision  of  the  Examiner  of  Trade-Mark  In- 
terferences Is  accordingly  affirmed. 

RICHARD  SPENCER. 
First  Assistant  Commissioner. 


U.  S.  Court  of  Costoms  and  Patent  Appeals 

HeNDRICKSON   .\ND  NkI-SON  v.  RoNNINO  and  RONNINO 

Vo.   5,4-t4.      Decided   March  tS,   t9JS 

176  F.(2(l)   1371 

1.  iNTEUriUENCIC— PUIOUITY A.NCILLABT    QUESTIONS. 

While  the  prlmnry  question  In  an  Interference  Is 
priority  of  Invention,  there  are  certain  matters,  which 
are  ancillary  to  that  question,  to  be  considered  In  con- 
nection tlurewth.  such  as  dlllKence,  orlRlnnllty,  con- 
Cc-alment,  ruppesslon,  abandonment  and  laches  due  to 
the  failure  of  an  applicant  to  copy  claims  oi  a  patent 
In  a  timely  way. 

2.  SAifC — Delay    i:«    Copt'xo    Claims    or    a    Patikt — 

Laches. 
A    dt-lay   of   over    two   year*   In   copying   claims   of   a 
patent  will.  In  ordln»ry  clrrumstauce*.  be  held   to  con- 
stitute laclirs.  but  such  a  delay  may  be  so  explaluod  by 
other  facts  as  to  refute  the  Imputation. 


\ 


J 
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3.  8a Ml — Samb — Estoppel. 

Where  R.  and  R.  copied  the  claims  of  the  patent  to 
H.  and  N.  within  two  years  of  Its  Isbuance,  Held  tbut 
the  fact  If  established  thut  the  former  did  not  present 
In  their  application  claims  to  the  same  Invention  wlthlu 
two  years  from  o  public  use  of  the  invention  or  within 
two  years  of  a  printed  publication  describing  the  iuveu- 
tlon.  would  not  estop  them  to  contest  the  question  of 
priority. 

Appe.vl  from  the  Patent  Office.    Affirmed. 
I^.NBooT,  J.,  concurring. 

Messrs.  Fisher,  Clapp,  Soans  d   Pond,  and  Mr. 
Cyril  A.  Soans  for  Hendrickson  and  Nelson. 

Mr.  Victor  F.  Lassagne  and  Mr.  J.  Austin  Stone 
for  Ronning  and  Ronning. 
GftAHAM,  P.  J.: 

The  present  appeal  Is  from  a  decision  of  the 
Board  of  Appeals  of  the  United  States  Patent  Office 
In  an  interference  proceeding.  This  interference 
involved  a  jwitent  to  appellants.  No.  1,822,093.  issued 
September  8,  1931,  upon  an  application  file<l  March 
31,  1930,  and  an  application  of  the  appellees  filed 
January  11,  1932.  Serial  No.  585,858,  and  which 
application  was  a  division  of  Serial  Na  327,130, 
filed  December  19,  1928,  which,  in  turn,  was  a  divi- 
sion of  application.  Serial  No.  05,700,  dated  October 

20,  1923. 

There  are  two  counts  Involved  In  the  Interference, 
copied  from  the  patent  of  appellants,  count  1  being 

as  follows : 

1  In  a  tractor,  a  housing,  an  axle  In  the  bousing,  a 
hub*  extension  on  the  axle,  n  spacer,  means  for  securing 
the  spacer  to  the  hub  extension,  a  spindle  on  said  spacer, 
a  wheel  havln«  a  hub  mountable  on  said  spindle,  and 
means   for  securing  the  wheel  hub  to  the  spindle. 

The  appellants  filed  a  preliminary  statement  in 
which  they  alleged  conception  as  of  the  date  of 
approximntely  May  IG,  1928,  and  a  reduction  to 
practice  of  a  date  about  November  5,  1928.  The 
alleged  date  of  conception  of  the  Invention  In  issue 
of  the  appellants  being  subsequent  to  the  filing  date 
of  the  appellees,  said  filing  date  being  the  date  of 
the  parent  application  of  October  29,  1925,  notice 
was  given  to  the  appellants  to  show  cause  why 
judgment  should  not  go  against  them.  Thereupon 
the  appellants  moved  to  dissolve  the  Interference 
rhe  reasons  assigned  being  as  follows : 

(«)  That  the  parties,  Ronning  et  al.  have  no  right  to 
make  claims  or  any  of  them  corresponding  to  the  counts 
In  Issue,  and  .  ., 

(6)   That    the   claim*  are   unpatent.ible   to   the   parties 

Ronning  et  al. 

On  the  same  day  the  nppellants  moved  for  leave 
to  take  testimony  for  the  purpose  of  showing  that 
the  structure  shown  and  disclosed  In  their  patent 
lnvolve<l  In  the  interference  and  covered  by  the 
claims  thereof,  was  in  public  use  and  on  sale  in 
this  country,  and  was  fully  described  in  a  printed 
publication  more  than  two  years  prior  to  the  presen- 
tation by  the  appellees  of  "allowable  claims  covering 
said  Hendrickson  et  al.  structure." 

The  Examiner  of  Interferences  was  of  opinion 
that  the  motion  to  dissolve  raised  two  questions, 
namely,  estoppel  and  public  use.  As  to  the  point 
of  estoppel,  he  held  that  Inasmuch  as  the  claims 
were  made  by  the  Ronnings  within  two  years  after 
the  issuance  of  the  Hendrickson  and  Nelson  patent, 
no  question  of  estoppel  arose.    He  further  held  that 


the  question  of  public  use  was  not  within  the  juris- 
diction of  the  Examiner  of  Interferences,  and  tlmt 
such  a  proceeding  should  be  Initiated  by  a  petition 
to  the  Commissioner  to  set  up  a  public  use  proceed- 
ing. Therefore,  the  motion  to  take  testimony  was 
denied  aind  this  action  was  adhered  to  after  a 
motion  for  reconsideration.  The  appellants  then 
appealed  to  the  Commissioner  of  Patents  on  the 
question  of  the  refusal  to  grant  leave  to  take  tes- 
timony, and,  thereafter,  the  First  Assistant  Commis- 
sioner, on  a  second  consideration  of  the  matter, 
without  ruling  upon  the  merits  of  the  contentions 
of  the  party  Hendrickson  and  Nelson.  remanutJ 
the  Interference  to  the  Examiner  of  Interferences, 
with  directions  to  set  times  for  the  taking  of  testi- 
mony upon  the  matter  of  public  use. 

Thereupon  the  parties,  to  avoid  exp?n8e,  entered 
Into  a  stipulation,  the  material  part  of  which  stip- 
ulation is  as  follows : 

1.  Between  February,  1929.  and  September,  1929,  about 
forty  tractors  equipped  with  devices  as  disclosed  lu  said 
Hendrickson  et  al.  Patent  No.  1,822,093,  and  containing 
the  subject  matter  of  each  and  all  of  the  claims  of  said 
patent,  were  sold  In  the  United  States  and  shipped  to 
customers  In  the  United  States  by  J.  1.  Case  Company, 
the  assignee  of  the  Hendrickson  et  al.  application  involved 
In  this  Interference. 

2.  That  grid  tractors,  Including  the  tread  spacing  dt- 
vices  as  set  forth  in  said  claims  were  publicly  u:  ed 
within  the  United  States  between  February,  1929,  and 
September.  1929.  by  employees  of  tald  J.  I.  Case  Company 
and  by  Its  customers  (other  than  said  Ronning  et  nl.  or 
tald  International  Harvester  Company,  their  assignee). 

3.  ITie  subject  matter  of  each  and  all  of  the  claims  ot 
said  Hendrickson  et  al  patent  was  fully  described  In 
printed  publications  published  in  the  United  States  prior 
to  January  1.  1930.  which  said  publications  were  pub- 
lished and  were  circulated  In  the  United  States  prior  to 
January  1,  1930.  by  J.  I.  Case  Company,  the  assignee  of 
said  Hendrickson  et  al.  patent. 

The  motion  to  dissolve  was  denletl. 

The  interference  then  coming  up  upon  Its  merits, 
the  Examiner  of  Interferences,  In  a  very  well  con- 
sidered and  exhaustive  decision,  awarded  priority 
of  Invention  of  the  subject  matter  In  issue  to  the 
appellees.  In  doing  so,  he  held  that  the  only  mat- 
ters which  were  proper  for  consideration  In  an 
interference  matter  were  those  bearing  upon  the 
question  of  priority,  including  such  matters  as  were 
ancillary  thereto;  that  the  question  of  whether  a 
statutory  bar  exists  to  the  granting  of  a  patent 
to  the  successful  party  was  not  a  material  question 
there;  that  public  use  was  not  a  question  properly 
to  be  considered  In  such  a  proceeding,  or  a  publi- 
cation of  the  subject  matter  which  might  ultimately 
defeat  a  patent ;  and  that  no  estoppel  could  be  de- 
clared or  found  In  this  proceeding  under  the  par- 
ticular facts  appearing  of  record.  Accordingly 
priority  was  awarded  to  the  appellees. 

Upon  appeal,  the  Board  of  Appeals  affirmed  this 
decision.  In  addition  to  the  matters  referred  to  by 
the  Examiner  of  Interferences,  the  Board  called 
attention  to  what  It  conceived  to  be  the  fact  that 
the  appellees  disclosed  the  subject  matter  of  tho 
interference  In  their  parent  application  of  October 
29,  1925;  that  in  their  first  divisional  applicaiiou 
of  December  19,  1928,  the  appellees  Included  claims 
15  and  20,  which  claims  were  made  prior  to  the 
alleged  dates  of  public  use  and  publication  depended 
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upon  by  the  appelluDts,  and  of  which  it  wus  thought 

by  the  Board  that  claim  20 

"waa  8o  nearly  of  the  scope  of  the  present  counts  that 
It  could  not  be  salt!  to  have  been  a  broad  unpatentable 
Lsaue  in    the  sense  of    the   Keith    v$.   Laud  decision." 

The  Board  also  made  reference  to  this  fact: 
**It  is  also  noted  that  claim  20  of  the  secund  divisional 
application  which  is  duplicated  as  claim  8  in  the  present 
divi:>ionai  application  of  the  Runnings  ha.s  never  been 
rejected  and  Is  not  now  under  rejection  in  either  of  tho 
divisional  applications." 

The  appellants  bring  the  matter  here  and  urge 
that  the  Board  of  Appeals  was  In  error  in  its  find- 
ings. The  contentions  of  counsel  fur  the  apin^llauts 
made  here  are  that  when  appellees  parent  appli- 
cation of  October  29,  1925,  was  tiled,  it  contnined 
three  claims,  No&  46,  47,  and  48 ;  tiiat  these  were 
cancelled  out  after  a  requirement  for  a  division, 
on  January  6.  1927;  that  these  claims  were  the  only 
ones  in  said  application  directed  to  i-ear  wheel  tread 
increases;  that  in  the  first  divisional  application, 
of  December  19,  1928,  two  claims,  15  and  20,  were 

included,  claim  20  being  as  follows: 

20.  In  a  tractor  having  laterally  spaced  traction  wheels 
adapted  to  be  secured  on  the  normal  drive  axles  of  the 
tractor,  of  extension  devicvs  adapted  to  be  secured  on 
the  said  axl*"^  ?.nd  l)einK  formed  at  their  outer  ends  to 
rec»>ive  the  hubs  of  tiie  wheels  in  exteude<l  and  reverfWl 
positions. 

It  is  further  contended  that  the  subject  matter 
of  said  claims  15  and  20  was  clearly  shown  by  ihe 
Opitz  patent.  No.  1.470.283.  which  had  been  cited 
against  the  original  Ronning  application  on  March 
10,  1926,  and  that  thereafter  said  claims  15  and  2C 
were  cancelled  for  the  purposes  of  division. 

It  is  also  alleged  that  on  the  filing  of  the  present 
divisional  application  in  this  interference  the  Kon- 
nings  copied  claims  1  and  3  of  the  Hendrickson 
et  al.  patent,  which  claims  were  drawn  so  as  to 
avoid  the  said  Opitz  reference  and  other  references. 
It  is  argued  that  the  said  claims  of  tlie  Ronnlug 
applications,  both  in  the  parent  application  and  in 
the  first  divisional  one,  were  unpatentable,  inas- 
inoch  as  such  references  were  a  complete  antici- 
pation, and  that  up  until  the  time  the  Ronnings 
copietl  the  claims  of  the  appellants'  patent  the 
api)ellces  had  not  presented  any  patentable  claims 
covering  the  subject  matter  of  this  interference. 
Therefore  It  Is  argued  that  at  the  time  of  the  public 
use  by  appellants*  assignee  of  the  device  involved 
In  this  interference,  the  appellees  had  not  claimed 
the  subject  mUter  of  this  interference.  It  is  not 
denied  that  tlie  general  subject  of  extensible  wheels 
was  disclosed,  and  generally  claimed,  but  the  con- 
tention is  that  such  claims  were  not  patentable 
because  of  the  prior  art. 

Upon  these  premises  the  conclusion  is  drawn  that 
the  appellees  are  bnrred  by  their  failure  to  claim 
the  invention  In  issue  within  two  years  from  tlie 
date  of  public  use  and  publication. 

It  is  further  contended  that  the  assertion  cf  a 
public  use  as  a  bar,  may  be  and  should  he  con- 
sidered as  !)  matter  of  estoppel  in  an  interference 
proceeding,  and  that  the  tribunals  of  the  Patent 
OflBce  were  in  error  in  failing  to  so  hold.  Upon  this 
i>oint,  the  appellants,  although  cfmceding  that  the 
only  issue  in  interference  cases  is  that  of  priority 


of  invention,  still  contend  that  under  the  d<»ctrine 
announced  In  Webt^ter  Electric  Co.  v.  Spllldorf 
Electrical  Co.,  264  U.  S.  4G3,  327  O.  G.  219,  and  other 
cases,  particularly  Weatiiitjhouse  Elec.  d  Mfg.  Co.  v. 
Jeffrey-DeWitt  Insulator  Co.,  22  F.(2d)  277,  and 
Dwight  d  Lloyd  Sintering  Co.  v.  Oreenaicalt,  27 
F.(2d)  823,  this  court  should  here  lA)ld  that  failure 
to  claim  an  Invention  within  two  years  from  the 
date  of  public  use  or  publication.  In  an  Interference 
proceeding,  should  be  considered  to  estop  tiie  party 
from  making  such  claim  thereafter. 

On  the  other  hand,  the  appellees  argue  in  support 
of  the  holding  of  the  Patent  Office  tribunals  that 
they  have,  from  the  time  of  filing  the  parent  appli- 
cation, disclosed  the  subject  matter  of  this  inter- 
ference, and  have,  in  all  of  their  applications, 
parent  and  divisional,  claimed  the  same,  in  a  gen- 
eral way;  that  the  right  of  a  party  to  secure  a 
patent  cannot  be  raised  in  an  interference  proceed- 
ing; that  the  Webster  Electric  Co.  v.  Splitdorf 
Electrical  Co.  case,  supra,  and  other  cases  cited  in 
support  of  appellants'  contention,  do  not  apply  in 
this  case,  becau'se  here  the  ap[)ellees  did  not  attempt 
to  broaden  their  claims  in  their  divisional  appli- 
cations, but,  as  a  matter  of  fact,  narrowed  tho 
same;  that  the  questions  of  publication  and  public 
use  of  the  subject  matter  of  this  interference  can- 
not be  considered  or  held  to  be  an  estoppel  in  this 
proceeding;  and,  finally,  that  the  api)ellees,  having 
filed  their  divisional  application  within  two  years 
after  the  issuance  of  the  api)ollauts  patent,  did  all 
that  the  law  and  the  rules  require,  and  are  entitled 
to  an  award  of  priority. 

As  a  preliminary  observation,  it  must  be  held  that 
the  question  as  to  whether  claim  20  of  api)el lees' 
second  divisional  application  reads  uikhi  the  prior 
art  references,  is  not  open  for  consideration  here, 
but  must  be  relegated  to  the  ex  parte  pnK?ee<lings 
in  the  Patent  Ofilce. 

11]  In  interfereiibe  proceedings,  under  the  stat- 
ute, the  primary  inquiry  is:  Who  was  the  first 
Inventor?  llie  interference,  under  the  law  and 
the  rules  of  the  Patent  Office,  is  declared  only  after 
the  Examiner  has  determined  that  the  opposing 
parties  have  presented  claims  for  substantially  the 
same  invention  which  are  allowable  in  all  of  the 
applications,  or  appear  in  tiie  patent  or  patents, 
involved  in  the  interference. 

Due  to  the  nature  of  the  issues  In  an  interference 
proceeding,  the  Patent  Office  tribunals  have  held, 
uniformly,  that  matters  pertaining  solely  to  tho 
patentability  of  the  subject  matter  will  not  be 
Investigated  in  such  proceedings,  those  being  mat- 
ters for  ex  parte  consideration.  The  only  matters 
to  be  considered  are  matters  affecting  the  priority 
of  invention.  It  was  found,  early,  that  certain 
matters  ancillary  to  the  question  of  priority  were 
immediately  involved  in  such  proceedings,  and, 
hence,  these  were  considered.  Unnumbered  oases 
in  the  reports  of  the  Court  of  Appeals  of  the  Dis- 
trict of  Columbia,  as  well  as  in  the  reports  of  (his 
court,  announce  this  rule.  Some  of  the  most  recent 
are  Oowen  v.  Hendry  et  al.,  17  C.  C.  P.  A.  (Patents) 
789.  37  F.(2d)  426,  393  O.  G.  1024.  Phclan  v.  Qrcen, 
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21  C.  C.  P.  A.   (Patents)   1228,  71  F.(2d)  298,  448 
O.  G.  511,  and  cases  therein  cited. 

Some  of  the  matters  thus  to  be  considered  in 
interference  proceedings  are  diligence,  originality, 
concealment,  suppression,  abandonment,  and  lack  of 
the  right  of  a  party  to  make  the  counts  of  the  inter- 
ference. These  are  matters  generally  known,  and 
require  no  citation  of  authorities. 

Latterly  it  has  been  held  that  laches,  consisting 
of  the  fnllure  of  a  party  to  make  his  claims  in  a 
timely  way,  may  and  should  be  considered  in  such 
interferente  proceedings.    Although  this  question  is, 
primarily,  one  for  ex  parte  consideration   on   the 
question  of  patentability,  the  right  to  assert  and 
decide  It  in  interference  proceedings,  has  been  up- 
held by  the  courts.    Some  of  these  cases  are  Roicn- 
tree  v.  Sloan,  45  App.  D.  C.   207,  227  O.  G.  744; 
Wintroath   v.    Chapman.    47    App.    D.    C.    428,    248 
O.    G.    1004;    Chapman    et    al.    v.    Wintroath,    252 
U.  S.    126,  272  O.  Q.  913.     We  have  assented  to, 
and  followed  this  practice  In  Robinson  v.  Heising, 
19  C.  C.  P.  A.   (Patents)   895,  55  F.(2d)   472,  417 
O.  G.  851 ;  Titunbull  et  al.  v.  Kirschbraun,  21  C.  C. 
P.  A.  (Patents)  758,  67  F.(2d)  974,  443  O.  G.  5C7; 
Phelan  v.  Qreen,  supra;   and  Raue^v  v.  Aiken,  22 
C.  C.  P.  A.  (Patents)  — ,  74  F.(2d)  956,  456  O.  G.  3. 
[2]  This  doctrine,  primarily,  is  basetl  upon  sec- 
tion  4886,  Revised   Statutes,   which   authorizes  an 
inventor  to  claim   his  invention  by  application   in 
the  United  States  Patent  Ofllce  at  any  timo  within 
two  years  after  patent  has  been  granted  to  another 
which  contains  claims  covering  the  same  invention. 
The  two  year  provision  of  this   statute  is  one  of 
repose,  and  laches  is  ascribed  to  him  who  does  not 
bring  himself  within  the  statutory  terms.     In  con- 
sidering such  questions,  divisional  applications  are 
not  considered  in  any  different  light  than  original 
ones.     Chapman   et   al.  v.    Wintroath,   sripra.     Al- 
though the  lapse  of  more  than  two  years  will,  in 
ordinary  circumstances,  be  held  to  constitute  laches, 
a  delay  for  more  than  that  period  may  be  so  ex- 
plained by  other  facts  as  to  refute  the  imputation 
of  laches.     Webster  Electric  Co.  v.  Splitdorf  Elec- 
trical Co.,  supra. 

[3]  Although  the  courts  have  gone  thus  far  in 
sustaining  the  claim  of  laches  in  Interference  pro- 
ceeillngs,  no  adjudged  case  has  been  found  where 
the  other  statutory  bars  to  the  issuance  of  a  patent, 
as  named  in  section  4886,  Revised  Statutes,  namely, 
publication  or  public  use,  have  been  admitted  as 
properly  offered  In  an  interference  proceeding.  On 
the  contrary,  it  has  been  held,  not  only  by  the  Court 
of  Appeals  of  the  District  of  Columbia,  but  by  this 
court  as  well,  that  questions  of  public  use  will  not 
be  considered  in  interference  procec-lings.  Hayes 
T.  Davison,  50  App.  D.  C.  361,  273  Fed.  325,  287 
O.  G.  593;  Earles  et  al.  v.  Comber,  50  App.  D.  C. 
880,  273  Fed.  353,  288  O.  G.  207 ;  Leonard  v.  Everett, 
52  App.  D.  C.  90,  281  Fed.  594,  304  O.  G.  232; 
Chapman  v.  Beede,  54  App.  D.  C  209.  290  Fed.  956, 
323  O.  G.  230;  Stern  et  al.  v.  Schroeder  et  al.,  17 
C.  C.  P.  A.  (Patents)  690,  30  F.(2d)  518,  393  O.  G. 
4;  Derby  et  al.  v.  Whittcorth,  20  C  C  P.  A.  (Pat- 
ents) 791,  62  F.(2d)  368,  429  O.  G.  191;  Herthcl  et 


al.  V.  Dubbs.  20  C.   C    P.   A.    (Patents)    1128,  65 
F.(2d)  138,  437  O.  G.  3. 

Exactly  the  ?ame  conclusion  would  seem  to  be 
applicable  to  prior  publication  of  the  subject  matter 
of  the  invention.  In  Southgate  v.  Qreeue,  19  C-  C. 
P.  A.  (Patents)  1129,  57  F.(2d)  374,  420  O.  G.  811, 
prior  publication  of  the  subject  matter  was  claimed 
by  the  party  asserting  the  estoppel.  We  did  not 
there  hold  that  such  a  claim  could  be  successfully 
interposed  In  an  interference  proc^eeding,  as  Is 
thought  by  counsel  for  appellants.  The  facts  in 
that  case  were  very  like  those  in  the  case  at  bar, 
and  we  refused  to  hold  that  the  publication  raised 
a  bar.  We  commented  upon  this  case  in  Phclan  v. 
Oreen,  supra,  and  said : 

"We  there  made  no  holding  that.  If  there  were  a  statutory 
bir  to  the  iippeliee  in  that  case  making  the  claims  there 
involved,  such  bar  could  be  Invoked  as  au  Oktoppcl  in  favor 
of  the  appellflitt." 

[4]  Reliance  is  placed  upon  Webster  Electric  Co. 
v.  Splitdorf  Electrical  Co.,  supra,  Westinghouse 
Elec.  d  Mfg.  Co.  v.  Jeffrey-DeWitt  Insulator  Co., 
supra,  and  Dwight  d  Lloyd  Sintering  Co.  v.  Oreen- 
awalt,  supra,  as  announcing  a  rule  dilTerent  from 
the  holdings  above  cited,  and  which  it  is  thought 
should  be  followed  here.  However,  the  cases  last 
cited  were  infringement  suits.  Obviously,  different 
rules  must  prevail  in  such  suits  than  in  interfer- 
ence matters,  in  which  this  court  is  strictly-  limited 
by  the  narrow  Jurisdiction  given  it  by  law  to  review 
the  records  of  the  Patent  Oflice  on  questions  of 
priority.  It  Is  plain  that  In  equity  one  may  neither 
successfully  sue  nor  claim  exclusive  rights  upon  a 
patent  which  is  invalid,  and  it  logically  follows 
that  anything  which  tends  to  show  such  invalidity 
is  a  material  Issue  in  the  cause.  Such,  however,  jp 
is  not  the  case  here.  These  cases,  therefore,  are 
held  to  be  not  controlling  in  the  case  at  bar. 

We  find  no  error  in  the  decision  of  the  Board  of 
Appeals,  and  it  is  affirmed. 

Affirmed. 

Lenboot,  J.,  concurs  in  the  conclusion. 


Patent  Suits 

(Notices  under  sec.  4921,  tt.  S.,  as  amended  Feb.  18.  iy::2] 

1.256,265.      (See  1,815,733.) 

1.323,869.  J.  L.  Kraft,  Prccess  for  treating  cheese; 
1,400,171,  same.  Process  for  preparing  cheese  ;  Re.  15,648, 
E.  E.  Eldredge.  Process  of  sterilizing  cheese,  filed  July 
15.  1935,  D.  C.  Tenn.  (Jackson),  Doc.  E  83,  Kraft  Pheniw 
t'he€$e  Corp.  v.  H.  P.  Hamlin  et  al.  (Houthem  Gold  Vltcese 
Co.). 

1,400.171.    (See  1,323,869.)    1.402,309.    (See  1,815,733.) 

1.402,309,  L.  P.  Mooers.  Piston  for  Internal  combustion 
motors;  1,768,523,  F.  Jardine,  Piston;  1.816,733,  E.  J. 
Gulick.  same.  D.  C,  N.  D.  Ohio.  E.  Div.,  Doc.  4106,  D.  C, 
N.  D.  Ohio,  E.  Div..  Doc.  4106.  The  Cleteland  Trust  Co. 
v.  The  Lawrenoe-Ohio  Co.    Consent  decree  July  17,  1935. 

1.416.911.     (See  1,536,638.) 

1,505,592,  F.  W.  Epperson,  Frozen  confectionery,  filed 
July  20,  1935,  D.  C,  E.  D.  N.  Y.,  Doc.  E  7085.  yational 
Popsicle  Corp.  et  al.  r.  MeUow  Joe  Cream  Corp.  et  al. 
Same,  D.  C.  S.  D.  Tex.  (Houston),  Doc.  E  681.  National 
Popticle  Corp.  et  al.  v.  Anderson  A  Co.,  Inc.,  et  aU  Conbent 
decree  July  12,  1935. 
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1  536,638,  1,410.911,  A.  C.  Trapp.  Automatic  HtabJlixIng 
device.  flJed  July  18.  1935.  D.  C,  E.  D.  Wis.  (Milwaukee), 
I'oc.  4667.  .4.  C.  Trapp  V.  Unit  Corp.  of  America  et  al. 

1,.j70.8L'9,  J.  A.  Forsyth.  Loading  maclilne,  fllod  July 
12.  1933,  D.  C.  K.  D.  111.  (Bast  St;  Loula),  Doc.  E  4669, 
Ooodman  Mffj.  Co.  v.  Clarkson  Mfg.  Co. 

1.586.708.  E.  A.  Allen,  Transportable  elevator; 
1.621.700.  A.  H.  Wllaon.  Hoisting  machine.  D.  C.  E.  D. 
Wis  (Milwaukee).  Doc.  44.38,  Thomas  Hoiat  Vo.  v.  Keritfr 
Automatic  Hoiat  Co.  Claims  8  and  19  of  1,586.768,  and 
claim   2  of  1,621,700  held  valid  July  22.  1935. 

1.6il,70O.      (See    1.586.768.) 

1,623.7-5.  I..  I.  Irviii.  Method  and  apparatus  for  pro- 
vlr'lng  parachure  shroud  lines;  1,758.795.  same.  Parachute 
rip  cord  construction  ;  1.758.871.  O.  A.  Waite.  Parachute 
rip  cord;  1.780,104.  H.  L.  Adams.  Parachute  and  pack 
therefor.  C.  C.  A..  3d  Cir.,  Doc.  5551,  Irving  Air  Chute  Co., 
Inc.,  T.  Switlik  Partuhute  Equipment  Co.  Decree  afSrmed 
July  11.  1935. 

1,655,968.    (See  1.815.733.)    1.758.795.    (8«e  1.625.725.) 

1.768,871.     (See   1.625,725.) 

1,763.523.     (See    1,402,309    and    1.815,733.) 

1,780,104.      (See    1,625,725.) 

1.807,350.  J.  C.  Stlmson.  Reflecting  device,  filed  July  1. 
1935.  D.  C,  W.  Vn.  (Huntington).  Doc.  E  3039,  J.  C  Btim- 
•on  et  al.  r.  Sinclair  OIom  Co. 

1.815.733.      (See  1.402,309.) 

1.815,733.  K.  J.  Gullck,  Piston;  1,763,623,  F.  Jardlne. 
same:  1.655,968.  H.  E.  Maynard.  same;  1.256.265,  V.  E. 
Schniiedtknecht.  same;  1.927,611.  G.  L.  Moore,  same; 
1.402.;:09.  L  P.  Mooers.  Piston  for  internal  combustion  mo- 
tor, included  by  cross-bill  Dec.  3.  1934.  in  suit  filed  Oct. 
17,  19.34,  D.  C.  N.  D.  Ohio,  E  Div.,  Doc.  6064.  Sterling 
»  froducla  Corp.  v.  The  Cleveland  Trust  Co. 

1,833.846.  A.  W.  Mellowes.  Cooling  chamber  and  appli- 
ance therefor,  filed  July  19.  1935.  D.  C.  E.  D  Wi.n,  (Mil- 
waukee), Doc.  4668.  E.  B.  Tover,  4t.,  v.  Taylor  Elactrit^ 
Co.  et  al. 

l..»40.76C.  1.894.532.  1.987.098.  1,992.521.  J.  C.  Creag- 
raile.  Wheel  aligning  device,  filed  July  15.  1935.  D.  C. 
S.  D.  Calif.  (Los  Angeles).  Dec.  E  718-M.  J.  C  Crcagmile 
d  Bear  Mfg.  Co.  v.  John  Bean  Mfg.  Co. 

1,875,187,  L.  Veielcenyi,  Method  for  producing  an  arti- 
ficial wood  composition.  D.  C.  E.  D.  N.  Y..  Doc.  E  7460, 
L.  Vegekenyi  et  al.  v.  Comolite  Corp.  et  al.  Decree  for  de- 
fendants July   19,   19r^5 

1,881,324.  II.  E.  Metcalf.  Signal  rppro<lucer.  D.  C.  S.  D. 
N.  Y..  Doc.  E  71/341.  The  Magroroa  Co.  v.  Derega-City 
Radio,  Inc.  Consent  decree  for  plaintiff  (notice  July  17, 
193')). 

1.887.501,  H  A.  Enrich.  Dress  hanger,  D.  C.  8.  D.  N.  Y.. 
Doc.  E  76/10.  //.  .4.  EnHch  d  Co  v.  Baronet  Loma  Mfg.  Co., 
Inc.,  et  al.  Consent  decree  as  to  Baronet-Loma  Mfg.  Co. ; 
dismissed  as  to  other  defenf'ants  (notice  July  17,  1036). 


1.894.632.      (See   1.840.766.) 

1,911.250.  F.  E.  Stover,  Incubator,  fl'ed  July  16,  1935. 
D.  C.  Colo  (Denver).  Doc.  10582,  The  Hunrly  Inruhatnr  Co. 
T.  /.  L.  Rubb\n»  et  al. 

1,927,611.      (See   1,815,733.) 

1,945,794,  H.  R.  Cullmer.  Door  lock  aii<l  framing,  D.  C, 
8.  D.  N.  Y.,  Doc.  E  80/232.  Elevator  Appliance  Co..  Inc., 
et  al.  V.  Prudential  Inaurance  Co.  of  America.  Consent  and 
order  of  discontinuance  without  prejudice  (notice  July  17, 
1935). 

1.955.097.  R.  C.  Yant.  Scooping  and  dumping  hand  truck, 
filed  July  15,  1935.  D.  C.  N.  D.  Iowa  (Dubuque).  Doc.  K 
244.  Omaha  Trailer  <i  Equ^ment  Co.  et  al.  v.  Conatruction 
Machinery  Co. 

1.959.978,  E  O  Freun.l  SantatB.  Artificial  caning  there- 
for, and  the  pnxluctlon  thereof,  filed  July  16.  1036.  D.  C. 
Kan.H.  3d  Div.,  Doc  455-N,  The  Tiabing  Corp.  v.  Hull  d 
Dillon  Packing  Co. 

1,971.248,  J.  C.  B!ack.  Prcc^>s8  and  apparatus  for  pro- 
ducing low  boiling  point  hydrocarbons  from  high  boiling 
point  hydrocarbons,  filed  July  18,  19.'?.'^  D.  C.  W.  D.  Okla. 
(Oklaboma  City),  Doc.  1702.  Oaaoltne  Productt  Co.,  Inc., 
T.  The  Globe  Oil  d  Refining  Co. 

1.987.098,  (See  1,840.706.)    1.992.521.    (See  1,840,766.) 

Re.   15,648.      (See  1,323,869.) 

Dee.  94.833.  U.  M.  Herring,  ilors  d  oeuvru  tray,  filed 
July  16.  1935,  D.  C,  8.  D.  Calif.  (Los  Angelea).  Dec.  E 
723-M.  U.  M.  Herring  v.  Robinhood  Wood  Producta  et  al. 


Adjudicated  Patents 

(D.  C.  N.  Y  )  Fniclitnian  patent.  .No.  l.:tT9.25«,  for  nerk- 
tie  and  method  of  amliini:  the  sauie,  ciaimH  ;{  and  4,  Held 
not  infringe*!.  Frui  htman  v  Ilrvea  d  Potter,  Inc.,  lU  F. 
Supp.    1011. 

(C.  C.  A.  Ohio)  Rtc«rdo  patent.  No.  1.474.003.  for  inter- 
naf  combustion  engine,  claim  4.  Held  not  infringed.  Wau- 
keaha  Motor  Co.  Y    WillyitOverland.  Inc..  77  F.(2d)   906. 

(C.  C.  A  111  )  Hosbein  patent,  No.  1.544.580.  for  furnace- 
arch  construction,  olatm.H  13  and  34  to  37,  Held  invalid. 
and  claims  13,  27.  34  and  36,  Held  not  infringed.  M.  H. 
Detrick  Co.  v.  Chicago  Fire  Brick  Co.,  77  F.  (2d)  786. 

(C.  C.  A.  111.)  Stevens  and  Hoabein  patent.  No.  1.628,284, 
for  furnace-arch  construction,  claims  5,  6,  9,  22  and  24, 
Held  invalid.      Id. 

(C.  C.  A,  Ill,»  Hosbein  and  Folti  patent.  No,  1.628,318, 
for  furnace-arch  construction,  claims  14  and  IS,  Held  In- 
valid.    Id. 

(C.  C.  A  III  I  Boynton  pataBt,  No.  1.666,232.  for  method 
of  making  mo»<alcs  Held  iBTatid.  Boynton  v.  Chicago 
Hardware  Foundry  Co.,  77  F.(2d)    709. 

(D.  C.  N.  Y.)  Wood  patent.  No.  1.977,105.  for  lighting 
device.  Held  invalid.  C.  D.  Wood  Electric  Co.  v.  Lcviton 
Mfg.  Co.,  10.  F.  Supp.  956. 
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The  following  trade-marks  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905.  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  days  of  this  publication. 

Marks  applied  for  "  under  the  ten-year  proviso "  are  reg-iPtrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  February  18.  1911. 

As  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.  No.  365.725.    LDCIU8  P.  CooK,  doing  business  as  L.  P. 
Cook.  Memphis,  Tenn.     Filed  June  3,  1935. 

SEEDS  WITH  A  FUTURE 

The  word  "Seeds"  is  disclaimed. 

For  Field  Seeds. 

Claims  use  since  July,    1923. 


Ser.  No.  366.068,     Stahmbr  Coal  compakt,  Chicago,  111. 
Filed  July  3.  1935 


BED  EACl£ 


The  word  "Coal"  is  disclaimed.     The  drawing  is  lined 
for  red. 
For  Coal. 
Claims  use  since  May  9,  1935. 


Ser.  No.  867,552.     Winxbbobo  Gbanits  Cobpobatiox.  Rion, 
S.  C.     Filed  July  22,   1936.     Under  10-year  proviso. 

Vviimsboro 


For  Granite. 

Claims  use  since  1874. 


CLASS  2 

Receptacles 

Ser.    No.   366.260.      CALiroRviA   Coxtai.vbb    Cobpob-vtiox, 
Emeryville,  Calif.     Filed  June  17,  1035. 


IGIKRAF 


The   word    "Kraft"    is   disclaimed. 

For  Corrugated   Fibre  Board   Boxes.  Cases,   Tray.<«,   and 
Shipping  Cartons. 

Claims  u^e  since  Apr.  1.  19.35. 


Ser.  No.  366,358.     Dairy  Stores  Company,  Pittsburgh,  Pa. 
Filed  June  19,  1936. 


SARD'S 


aAKAH^v 


The   notation    "5^"    is   diaclaimed. 

For  Palmer  Containers  Sold  to  the  Trade  Empty  for  Ice 
Cream   and  Other   Confectlona. 
Claims  use  since  Dec.   15,  1932. 


CLASS  8 

Smokers'  Articles,  Not  Including  Tobacco  Products 

8er.   No.   364.202.      Smokaboma   CO.,    Chicago,    III.      Filed 
Apr.  25,  1935. 

"SIDOKaroma" 


For  Flavored  or  Medicated  Sticics  for  Flavoring  Cigars 
and  Cigarettes,  Tobaccos,  and  Other  Smoking  Materials. 
Claims  nse  since  Apr.  20,  1935. 


CLASS  11 

Inks  and  Inking  Materials 

Ser.   No.   306,700.      ABTCBApr   Jnk    Company,    Inc.,    New 
Orleans.  La.     Filed  June  27,  1935. 

c/Irtcrati 


For  Printing  Inks. 

Claims  nse  since  October,   10.30, 
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CLASS  13 

Hardware  and  Plumbing  and  Steam-Fitting 

Supplies 

Ser.  No.  360,186.     C.  T»nnant,  Sons  &  Co.  or  N«w  York, 
New  York,  N.  Y.     Filed  Jan.  12,  1935. 

GRIPLOCK 

No  claim  is  made  to  the  word  "Grip"  apart  from  the 
word  "Lock"  or  to  the  word  "Lock"  apart  from  the  word 
"Grip". 

For  Metal  Box,  Bale,  and  Package  Strapping. 

Claims  use  since  Jan.   1,  1921. 


CLASS  14 

Metals  and  Metal  Castings  and  Forgings 

Ser.  No.  367,4.'^0.     American  Smiltino  and  Rui.nino  Com- 
PANT,  New  York,  N.  Y.     Filed  July  IS,  1935. 


For  Copper. 

Claims  use  since  Jan    1.   1920. 


CLASS  16 

Paints  and  Painters'  Materials 

Ser.  No.  360.304      The  Abt  Crayon  Coupant,  IMC,  Brook- 
lyn,  N.  Y.      Tiled  Jan.    1^"),    19:<5. 


For  Artists'  M.iterials— Namely,  Artists'  Paints,  Artists' 
Water  Colors  i  Excluding  Calciniitie  Water  Colors  and 
Water  Colors  Used  in  Housepaint  Work),  and  Artiats'  Oil 

Colors   for  School  and  Artists'   Use. 
Claims  uae  since  April.    iy;i3. 


Ser.  No.  362.065      .vtlas   Powdeb  Company,  Wilmington, 


Del.      Filed  Mar. 


193G. 


BREVON 

For  Synthetic  Materials — Namely,  Lacquers,  Varnishes, 
Paint  Enamel.s,  and  Paint  Thinners. 
Claims   use   since   Nov.    20,   1933. 


Ser.  No.  360,764.     Dtaais,  Ixc.,   New  York.  N.  Y.     Filed 
June  28,  1936. 

TICK 

RUBLESS 

WAX 

The  words  "Rubless"   and  •  Wiix     are  disclaimed. 

For  Liquid  Fluor  Wax 

Claims  uae  since  June  14,   1030. 


Ser.  No.  307,588.     Stanco  Ikcohpouat«d,  New  York.  N.  Y. 


Filed  July  23,  1985.    , 


Stemcosol 

For    Ilydrncnrbon    S.d vents    for    Use    with    Paints,    Lac- 
quers, and  Similar  Products. 

Claims  use  since  June  14,  1035. 


Ser.    No.    3G7.699       The    fa,ii.e  ricnKn    I^ad   COmpamt, 
Cincinnati.   Ohio.      Filed   July   S2,   1935. 


For  White  I^ad. 

Claims  use  since  June  1.  1933. 


CLASS  17 

Tobacco  Products 

Ser.  No.  3M.918.     8.  S.  PiKUii  Co.,  Boston,  Mats.     Filed 
July  2,  1936. 


For  Cigars,  Cigarettes,  and  Smoking  Tobacco. 
Claims  use  since   February,    11)27. 


Ser.  No.  367,420.     Webster  Fiseni.ouh,  Inc.,  New  York, 
N.   Y.      nied   July    IT,    1935.      Under   10-year   proviso. 


For  Cigars. 

Claims  use  since  1876. 


EMBER  3,  19:i5 
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Ser.  No.  367,421.     Wkbsteb  Eisenlohh,  Inc.,  New  York, 
N.  Y.     Filed  July  17,    1935       Under  10-year  proviso. 


%Mt, 


^BAt0^ 


For  Cigars. 

Claims  use  since  1876. 


CLASS  21 

Electrical  Apparatus,  Machines,  and  Supplies 

Ser.    No.    36r>,.'}97.     F.    Tubbush    Co.,    Milwaukee,    Wis. 
Filed  May  25,  1935. 

SiPHMER 


For  Combination  Machines. 
Claims  use  since  Mar.  2,  1935. 


CLASS  22 

Games,  Toys,  and  Sporting  Goods 

Ser.    No.    367,173.     South    Bend    Bait   Company,    South 
Bend,  Ind.     Filed  July  11,  1935. 

ORtNOM4r/c 


For  Flshinjf  Reels. 

Claims  use  since  June  18,  1935. 


Ser.    No.    367,806.     Rock-TDla    Mancfactubiko    Cohpoba- 
TION,  Chicago,  III      Filed  July  29.  1936. 

SQUADRON 

For  Coin  ("ontroIUd  Amusement  Apparatus. 
Claims  use  since  May  25,  1935. 

CLASS  23 

Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.    No.    359,284.     TniMONT    M.incfactdhino    Co.    Inc., 
Boston,  Mags.     Filed  Dec.  13.  1934. 


Trade-mark  consists  of  a  yellow  tip  and  an  adjoining 
t>and  of  black  on  the  handle  of  the  wrench.  The  repre- 
sentation of  the  goods  Is  disclaimed. 

For  Wrenches. 

Claims  use  since  Nov.  30,  1934. 


Ser.  No.  363,051.     Inticbnational  Filter  Company,  Chi- 
cago, 111.      Filed  Mar,  27,  1935. 


For  Color  Removal  Plants,  Decblorinatlng  Plants,  Iron 
Removal  Plants,  Water  Treatment  Plant  Mixing  Ma- 
chines, Recarbonatlng  Plants.  Settling  Machines  for  Sepa- 
ration of  Solids  from  Liquids,  Machines  for  Chemical 
Sterilization  of  Water,  and  Water  Stills. 

Claims  use  since  March,  1931. 


Ser.   No.   366,653.     Club   Razor   and  Blade  Mrc.   Corp., 
Newark.  N.  J.      Filed  June  26.  1035, 


The  words    •Shaving  Comfort     are  disclaimed. 

For  Razor  Blades. 

Claims  use  since  Apr.  23,  1934. 


Ser.   No.   367,315.     Planetbllus  Manufactdbino   CobpO- 
BATiON,  Chicago,  111.     Filed  July  15,  1935. 


^ 


J 


For  Coin  Controlled  \^nding  Machine. 
Claims  use  since  June  8,  1935. 


CLASS  26 

Measuring  and  Scientific  Appliances 

Ser.   No.  .364,056      EuJiN  SoriBNEB  C«  upobation,  Elgin, 
111.     FUed  Apr.  22,  1935. 

fLGiN  ISOMETEf^ 

For    Flow    Meters ;    Flow    Indicating,    Totalizing,    and 
Recording  Mechanism. 

Claims  use  since  December,  1931. 


Ser.    No.    364,708.     The    Bbown    Instbument   Company, 
Philadelphia,  Pa.     Filed  May  9,  1935. 


AlR-0-LlNE 


For  Measuring:  and  Control  Instruments  and  Apparatus 
for  Automatically  Controlling  an  Operation  RespoQBively 
to  the  Fluctuations  of  a  Variable  Condition. 

Claims  use  since  May  2,  1935. 
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Sor.   No    367.121.     Ermstat  Coiipant,   Philadelphia,   r«. 
FUed  July  10.  1935. 

ERMSTAT 

For  Th«>rmo8tnts   Irlniarlly  for  Electric  Motor*. 
Claims  usf-  sine  .\\)t    17.   1934. 


CLASS  29 


Brooms,   Brushes,   and   Dusters 

8er.  No.  3tt5,9X2.     Hrikjkly.v  I'icrj-kx  Corporation,  Brook- 
lyn, N.  Y.      Filed  June  10,  1935. 


For  Brooms. 

Claims  use  since  Jan.  31,  1935. 


CLASS  30 

Crockery,  Earthenware,  and  Porcelain       wC 

Ser.    No.    367,211.     Rcmbill    Pottery    Company,    Little 
Rock,  Ark.      Filed  July  12,  19.35 


For  Earthenware — Namely,  Flower  Pots,  Jardinieres ; 
8«Bilporcelaln  Ware,  Art  I'ottery — Namely.  Flower  Bowls, 
Flower  Vases,  Flower  Containers  of  All  Kinds  Made  of 
Earthenware  ;  Water  Jugs  and  Occasional  China. 

Claims  use  since  July  1,  1932. 


CLASS  31 

Filters  and  Refrigerators 

Ser.  No.  306,099.     C.  V.  Hai,  k  C<>ui'ksY.  INC.,  Trenton, 


N.  J.      Filed  June  12,  193.-. 


PROTECT- AIRE 

P'or    RefrlKerate<l    Display    Cmes   and    Cabinets   for   the 

Pre»«>rvatiun  of  P'oodfttuflfs. 

Claims  use  since  May  15,  1935. 


8er.   No.    366.169.      Pigoly    WKiOi.T   CoiiP.>a-\TiON,  Cincin- 
nati    Ohio       Fil»-.i   June  IS,   1935. 

SAL^-MAKtk 

For  RefrigeratP'I  Ment  Cnf^*.  Produce  Counter."*.  Cool- 
ers. Display  Cases  and  St()ra;:p  Rooms,  All  for  the  Preser- 
vation of  FofxlstufT-* 

Clalm3  use  since  June  3.  1935. 


Ser.  No.  366,387  We.stinohou8»  Electrk  i  Ma.nupac- 
TUKINO  COMPA.NT,  East  Pittsburgh,  Pa.  Filed  June  19, 
1935. 

EJECT-O-CUBE 

No  claim  Is  made  to  tlie  wor<l  '  t  ube 

F»tr  Rpfrijrerntor  Inlt*     Namely.   Ice  Trays. 

Claim.*   use    !»in  ■<•    May   27,    1935. 


CLASS  32 

Furniture  and  I'pholstery 

Ser.    No.    806.00M       Thk    non>A.su   Fia.'^iTUM   Company, 
Holland,  Mich.     Fil«<l  June  10.  1935. 


For  Dining  Room.  Bedrrom.  and  Occasional  Furniture, 
and  Sitting  Pieces — Namely,  Dining  Room  Chairs.  Tables. 
Buffets,  Servers.  Server  Cabinet*,  China  Cabinets.  Beds. 
Dresners,  Wardrobes.  Chiffoniers.  Chests  of  Drawers. 
Night  Tables,  Bedroom  Straight  Chairs  and  Rockers  ;  Oc- 
casional Chairs,  Lounge  Chairs,  Upholstered  Chairs  (Arm 
and  Straight*,  Settees,  Stool*,  and  Ro<klng  Chairs. 

Claims  use  since  Jan.  2,  1935. 


Ser.  No.  366,590  We«tuin  Merchandising  CoaroaATiOH, 
doing  bu>^lneM  as  Delcraft  Shops,  Kansas  City,  Mo. 
Filed  June  24,  1035 


„^FT 


For  Beds,  Chairs.   Tables,   Divans.  Chiffonier.-*.  Dresslnx 
Table*.   Kitchen    Csbinvt--     Ruff.'ts     nml    Bureaus 
ClalBB  use  since  Mny  1",  li«.'H-'> 


Ser.    No.    367.084.      Pltmodth    Whoi.B8al«    Dbt    Qoods 
COBPOBATiON,  New  York.  N.  Y.     Filed  July  8,  1935. 


For  Mattreares. 

Claims  use  since  Jan.  2,  1982. 


e 


CLASS  34 


Heating,  LightinR,  and  Ventilating  .Xpparatus 

Ser.   No.   353,039.      The   Mooai  Cobporation,   Joliet,   111. 
Filed  July  16,  1934 

BAKERITE 

For  Coal  Stoves  and  Ranges. 
Claims  use  since  March.  1915. 
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CLASS  38 

Prints  and  Publications 
Ser.  No.  30t5.5.Hti.     Sinoay  Morm.no  gt    btkrback   Sales 
CO.,   Los  Angeles,   Calif.     Filed  June  22,   1935. 

9jNDAV/^PmiN& 

For     Booklet    Containing    Football    Schedules,     Scores. 
Ratings,  and  Rating  Systems,  Published  Annually. 
Clninis  tiM'  since  May  10,  1935. 


8er.  No.  366.800.     ALrRED  R.  Babcock,  Chicago,  111.    Filed 
June  29,  1935. 


:A 


SWEEP^AKES 


For  Periodical  Publication. 
Claims  use  since  June  25,  1935. 

Ser.  No.  307.101.  Ethel  A.  Hopkins,  doing  business 
as  Hoofs  4  Horns  Publishing  Co.,  Tucson,  Arii.  Filed 
July  11,  1935. 


For  Periodical. 

Claims  use  since  Oct.  20,  1933. 


Ser.  No.  367,312.     Pacific  Publishing  Cobpobation,  San 


FrancUto,  Calif.     Filed  July  15,  1935. 


TbYWoRLD 


anJ  BieyclBWorlJ 


For  Periodical. 

Claims  use  since  April,  1035. 


Sep.  No.  .•167.399.     John  Mason  Jamison   Hodges,  Baltl- 
mope,  Md.      Flleil  July  17,  19.^5. 

^TKe  Minute  Message 


BY  JONATHAN  JOHNS 

For   Column    in    Periodical    Publications. 
Claims  u.sc  since  May  31,   1935. 


Ser.    No.    367.603.     J.  ME8    A.    Fasbbn,    Lawrence,    Kans. 


Filed  July  24,  193.'. 


PSTAK: 


For  Coupons. 

Claims  use  since  June  30,  1934. 


Ber.  No.  867,652.     I^fayettb  F.  Caboill,  Michigac  City, 
Ind.     Filed  July  25,  1935. 

Uiaitaitetna  c^etvice 

For  Printed  Advertising  Matter  Sold  to  the  Tra  3e  as 
Such  and  Relating  to  Artistic  Reproductions  and  Apm)- 
ciated  Word  Copy. 

Claims  use  .since  June  17,  1935. 


Ser.  No.  367,731.     Oppobtunitt  Pcblishino  Co.,  Chicago, 
111.     Filed  July  26,  1935. 

Opportunity 


For  Publication  Issued  Periodically. 
Claims  use  since  1924. 


CLASS  39 

Clothing 

Ser.   No.   362,652.     Mittelman,   Bebnstein   &   Compakt, 
Wilmington,    Del.,   and   New   York,   N.   Y.     Filed   Mar. 


16,  1935. 


GO  LIN 


For  Women's  Pyjamas. 
Claims  use  since  Feb.  1,  1935. 


Ser.   No.    362,653.      Mittelman,    Bernstein   h   Compant, 
Wilmington,  Del.,  and  New  York,  N.  Y,     Filed  Mar.  15, 


19.35. 


^TRAT-O-IHEEi^ 


The  word  "Sheer"  is  disclaimed. 
For  Women's  Pyjamas. 
Claims  use  since  Dec.  21,  1934. 


Ser.  No.  363,605.  Philip  TRACHtbnbebq,  doing  buslncaa 
aa  Hill  Shoe  Company,  Philadelphia,  Pa.  Filed  Apr.  10, 
1935. 

"7 


HEALTH 
SHOES 


The  words  "Health  Shoes"  are  disclaimed. 
For  Leather  Boots  and  Shoes. 
Claims  use  since  Sept.  1,  1934. 
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Ser.    No.   363,670.      Padl   Sntdew,   Baltimore.   M«l.      Filed 
April  12,  1935. 


5,TME     ►MNG    OF    SWIM    V^e«R>H 


t^. .,-—..  .rx  ,      ...■     ^^.  ^.«J«  «>J,  , 


The  words  'Swim  Wear'  and  "100%  All  Wool"  are 
disclaimed  apart  from  the  mark  as  shown.  The  drawing 
is  lined  to  indicate  a  swimmer  In  re<l. 

For   Bathing  Suits  and   Sweater*. 

Claims  use  since  Apr.  8.  1935. 


Ser.  No.  363,912.     Camueyer  Shoe  Shops,  Inc..  New  Yorlc. 
N.  Y.     Filed  Apr.  18,  1936. 


JncCuxie./nBnl^ 


For  Shoes  and  Slippers  for  Men,  Women,  and  Children 
Made  Out  of  Leather,  Fabric  and  Combinations  Thereof. 
Claims  use  since  1892. 


Ser.  No.  364.147.     Mabii  Speidel  MOOkb,  Now  York.  N.  Y. 
Filrd  Apr.  24.  1935. 


LITTLE 


COLONEL 


Thp  picture  Is  fanciful. 

For  Infants'  and  Children's  Dresses.  Suits  for  Dress, 
Coats.  Hats,  Sleeping;  Garments  .NMchtjcowns.  Pajamas, 
Overgaiters.  Sweaters.  Pathinsr  Suits,  Rain  Coats,  Kaln 
Hat*,  and  Bedrajra  Slippers  of  leather  or  Fabric  or  Felt 
..r  tomblnations  of  Leather  and  Fabric  and  Felt,  Bath 
Ribes,    an.l    liressing    Kobps. 

Claims  use  ?  no  Feb.  9.   ll^^S. 


Ser.  No.  864,988.      Coi/r< 'row well  Co.,    I.nc,   New  York, 
N.  Y.    FUcdliny  IG.  1930. 


)  iV 


For  I^eatl'.er  Rlfllnz  Roots  nnd  Riding  Shoes. 
Claims  use  since  January,   1930. 


Ser.  No.  365.731.    Hat  Cobtobation  or  America.  Norwalk,^ 
Conn.     Filed  June  3,  1935. 


Trude-Mark    consists    uf    a    Mudifled    Reproduction    of 
Apollo  of  the  Belvedere. 
For  Oats  for  Men. 
Claims  use  since  May  8,  1935. 


Ser.  No.  365,891.     Mavbice  J    Markell,   Brooklyn,  N.  Y. 
Filed  June  7,  1935. 

TflRSO 

For  Shoes  of  Leather  and  Combinations  of  Leather  and 
Cloth. 

Claims  use  since  Dec.  1,  1931. 


Ser.  No.  366.000.     Louis  lies  max  ft  Company,  New  York, 
N.  Y.     Filed  June  10.  1935. 


WASHABLE 


SflLK 


The  words  "Washable  Silk"  nre  dlarlaimed. 
For  Silk  T'nderwe«T  for  u    \\\>v\. 
Claims  use  since  Apr.  1,  1936. 


Ser.  No.  366,180.   Wemblet  Cbav.\t  Co.,  I5C.,  Ntw  Orleans. 
La.      nird  June  13.  1935 

WpicBreeze 


Tropi 


For  Men's  Neckwear — Namely.  Ties  and  Mufflers. 
Claims  use  since  Feb.  1,  1985. 
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Ser.  No.  360,259.    Brucs  Csbations,  Ixc,  New  York,  N.  ^. 
Filed  June  17,  1935. 


The  word  "Creation"  is  disclaimed. 

For   Juvenile   and   Boys'   Coats   and   Oyercoatt. 

Claims  use  since  Doc.  1,  1934. 


Ser.  No.  866,484.     Monetta  Knitting  and  Novelty  Co.. 
New  York,  N.  Y.     Filed  June  21,  1935. 

Mcncttd 

For  Knitte<l  Wear  for  Infantf«  and  Children,  Compris- 
In.u  Sacques.  Sweaters,  Sllp-On  Sweaters,  Leggings.  Sets 
Conslstlnp  of  Sacquea  and   Bootees,   ShawleT  and   Bootees. 

Claims  use  since  May  1,  1935. 


Ser.  No.  360,781.     J.  &  J.  Slateii.  Inc..  New  York.  N.  Y. 
and  Washington.  D.  C.     Filed  June  28,  1935. 


For  Shoes  of  Leather,  Fabric  and/or  Combinations  There- 


of. 


Claims  use  since  May,  1936. 


Ser.  No.  360,865.    Ford  MANUFACTUBiNa  Co.,  Boston,  Mass. 
Filed  July  1,  1935. 


For  Ladles'  Underwear. 
Claims  use  since  Jnno  7.  1036. 


Ser.  No.  366,888.     Steals,  Roteb  k  Stbass,  Inc..  Balti- 
more, Md.     Filed  July  1,  1935. 

liXMXmD 
€I>ITIOIt 

For  Women's,  Misses'  and  Children's  Dresses,  Suits, 
ShortP,  Blouses.  Skirts,  Slacks,  Middles,  Playsuits,  Shirts. 
Jackets,  Overalls,  Pajamas,  Haltir.^,  Coats,  and  Bleach 
Robes. 

Claims  use  since  June  11,  1985. 


Ser.  No.  366.894.     Wohl  Shoe  Company,  St.  Louis,   Mo. 
Filed  July  1,   1935. 


The  word  "Shoes"  Is  disclaimed. 

For  Shoes — Particularly  Ladles'  and  Misses'  Shoes  Made 
of  Leather  or  Fabric  or  Combinations  of  the  Same. 
Claims  use  since  May  31,  1936. 


Ser.  No.  366,932.    CnEVKTrs,  Inc.,  New  York,  N.  Y.    Filed 


July  3,  1935. 


CiRC 

For  Girdles,  Foundation  Garments,  and  Brasslferes. 
Claims  use   since  June   5,  1934. 


Ser.  No.  o66,94.''>.     Lkvy  Bbos.  &  ADLer  Rochesteb,  Ixcob 
PORATED,  Rochevtcr.   N.   Y.     Filed  July  3,   1935. 


<=:y^ 


at  xwtdi 


ri 


For  Men's  and   Boys'    Topcoats. 
Claims  use  sinc-e  Dec.  28.  1934. 


Ser.  No.  I'06.y46.     Levy  Bros.  &  Aih.kr  RornEsTER,  Incor- 
Po»AT«D,  Rochester.   N.  Y.      Filed  July  3,  1935. 


The   word   "Worstod  "   i.s   disclaimed. 
For  Men's  and  Iloy^'  Suits. 
Claims  use  since  June  in.    1935. 


./ 
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^^<'^     No.    .•>G7.348.      Gantxch    &    Mattkun    Company.    San 
Francisco,    Calif.      Filed   July    16,    lSt35. 

GflnintR 


For  Sweaters. 

Claims   use  since   June    21,    1986. 


Sit.  No.  367,372.     Roskn.^d  BB08.  INC.,  Philadelphia,  Pa, 


Filed  July    IG     11)!.'>. 


M 


I(f0 


For  Children's  Dresses,  Suits,  and  Itonipers. 
Claims  use  since  July  12,   1935. 


ser.  No.  M7,527.     MaIMULl  Field  &  Compant,  Chicago, 
111.     Filed  July  22,  1935. 

BEAUMAR 


For  Men's  and  Boys'  Neckties. 
Claims  use  since  July   1,  1935. 


Ser.    No.    367.589.      Ikving    Sttmpki.    and   Co.,   Inc.,   New 


York,  N.   Y.     Filed  July  2:i.  1935. 


S  pcytisdflle 

For    Ladles'   and    Mlssea'    Dresses.    Frocks,    Shirtwaists, 
and   Outer   Skirts. 

riainis   use   since   July    1.    193,">. 


CLASS  40 
Fancy  Goods,  Furnishings,  and  Notions 

Ser.    No.    364,615.      Gaiuiikl    Bacu    Co,    Inc.,   New    York, 
\.   Y.     Filed  May  7,   1935. 


vndvt^ 


Ser.  No.  366,014       Ma,\   KH.\f8s,  doing  business  ns  Amer 
lean    Cord    and    Wt'btdng   Co.,    New    York,    .N.    Y.      Filed 


June   10,   1935. 


LINTEX 


For  Narrow  Woven  Cotton  Wares  Intended  for  I'se  a.» 
Trunk  Straps,  Upholstery  WebbUiK,  or  Tapes  for  Operating 
Blind."*,  Shutters,  or  Awnings. 

Claims  use  since  l>ec    Jl.  1934. 


CLASS  42 

Knitted,   Netted,  and  Textile   Fabrics 

Ser.    No.    345,126       SKM.r.v    Tkxtilb    Cokpobation,    New 
York,    N.   Y.      Filed   Dec.    19,    1933. 

PUFFY  DOT 

The  word  "Dot  '  Is  disclaimed. 

For    Woven    F'abrlcs    Made    of   Cotton,    Silk,    Rayon,    or 
Mixtures  Thereof,   in    the  I'lece. 
Claims  use  since  Jan.  14,  11|33. 


Ser.  No.  .'^55,052.     Ativkh  Bros,  New  York,  N   Y      Filed 
Aug.   16,    1934. 


The  Words  "Kerman  de  Luxf"  ;iii-  ilj^<l)umed. 

For  Te.\tlle  Hugs. 

Claims  Qse  since  July   1,  1931. 


Ser.  No.  365,56S.     H.vmtY  Katius  ConroRATiON,  New  York, 
N.    Y.      Filed    May    29.    1935. 

RAYBRITE 


For    Kayon    Filled    Sateen. 
Claims   use  since   1928. 


Ser.  No.  365.890.     LowK,  Donald  &  Compa.w,  Inc.,  New 
York.  N.  Y.     Filed  June  7.  19.35. 

JUBILEE  BLUE 


The   word   "Blue"    1.x   (liH<lalined. 
For    Woolen    Piece    (mkxIs. 
Claims  u-e  tlnce  Apr.  29,   19.34. 


For  Artificial  Fea.tlier  Flowers. 
Claims  use  since  Apr.  1,  1935. 


Ser,   No    366.454       Cave\ui8m  Trahing  Corpobatiov.  New 
York,   N.    Y.      Filed    June    21.    1935. 

Cave  n  craft 

liigTi  Count 

i^       The  term  'High  Count"  is  fllwlalmed. 
"~  P«»C  Cotton  Piece  Goods,  Sheets,  and  Pillowcases. 
Claims  use  since  Feb.  1,  1935. 
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Ser.  No.  366,455.     Cav»ndi8H  TtAMKO  COBPOB.4TION,  New 
York.   N.  Y.     Filed  June  21.    1935. 

ravencraft 


PERCRLE 

The  word  "Percale"   is  disclaimed. 

For  Cotton  Piece  Goods,  Sheets,  and  Plllowca.^s. 

Claims  use  since  Feb.   1,   19.3.1. 


8«r.  No.  366,707.    Bucklsv  k  CoHix  Inc.,  New  York,  N,  Y. 
Filed  June  27,  1935. 


ccfox^ 


For  Wool,  Cotton.  Silk,  and  Kayon  Textiles. 
Claims  use  since  March,   1935. 


8er.  No.  366,814.     Marshall  Ficld  k  Compant,  Chicago, 
111.     Filed  Jane  29,  1935. 


% 

A 


For  Woven   and   Textile  Rags. 
Claims  use  Hlnce  Jan.    15,   1930. 


Ser.    No.   366.929.      Celanksb  Cobpobation   or   Amkbica, 
New  York,  N.  Y.     Filed  July  3,  1935. 

LADY  LUCK 

For  Piece  Goods  Made  Wholly  or  Partially  of  Ce.lulose 
Derivatives. 

Claims  a»e  since  July  2,  1935. 


Sor.    No.   366.930.      Celaxese   COBPoiunox    ok   America, 
New  York.  N.  Y.     Filed  July  3,  1935. 

RANACHECK 

For  Piece  Goods  Made  Wholly  or  I'art'ally  of  Cellulose 
Derivatives. 

Claims  use  since  July  2,  1935. 


Ser.  No.  .^67.116.     Sid.vev  blimenthal  &  Co.  Inc..  New 
York.  N.  Y.     Filed  July  10.   1935. 


MAR^IILESS 


L 


The  word  "Vel-Vet"  is  disclaimed. 
For   Pile   Fabrics,   in    the   Piece. 
Claims  use  since  July  6.   1935. 


Ser.  No.  367.455.    Albibt  U.  Vandam  Co..  Inc.,  New  York, 
N.  Y.     Filed  July  18,  1935. 

ROUND-  THE  -  WORLD 

For  Piece  Goods  of  Silk.  Cotton,  Rayon,  and  Wool,  and 
Piece  GooilP  of  Mixtures  of  These  Materials. 
Claims  use  since  Jan.  1,   1935. 


CLASS  43 

Thread   and  Yarn 


Ber.  No.  366,902.     Continknjal  mills,  inc.,  Philadelphia. 
Pa      Filed  July  2.  1986. 

GLo-dowN 

For  Cotton-Back  Knitted  Fabric  with  Wool  and  Kayon 
Face.  , 

Claims  use  since  May  17.  1934. 


Ser.  No.  307,031.     James  Lers  4  Sons  Company.  Bridge- 
port.  Pa.      Filed   July   6,    1935. 

RAYONA 

For  Woolen.  Worsted,  Rayon,  and  Mohair  Yarns,  tn<\,  <>r 
Combinations  Thereof. 

Claims  use  since   June   10,   1936. 


CLASS  44 


8«r.  No.    306.914.      I'BPPKRELL  MANOFAcrrKiNO  company, 
Boston.   Mass.      Filed   July    2,    1935. 

REGENCY 

For  Cotton   Sheeting   in  the  Piece.   Cotton   Sheets,   and 
Cotton   Pillow  Cases. 

Claims  ase  since  June  26,  1936. 

468  O.  G.— 2 


DentaL  Medical,  and  Surgical  Appliances 

Ser.    No.    307.159.      l-i  bman-Weiland    associates.    Inc.. 
New  York.  N.  Y'.     Filed  July  11,  1936. 

CHINETTE 

For   .\ppliance   to  Preserve   and    Perfect   the  t^ontour   of 
the  Face. 

Claims  use  since  May  1,  1935. 


Ser.  No.  3f,7.or.i.     Bakeb  &  Company,  Inc.,  Newark,  N.  J. 
Filed   July   25,   193.'') 


''or    Wire    of    Precious    Metal    and    Alloys    for    Dental 
I'tirposes. 

Claims  use  since  July  17.  1935. 


18 


OFFICIAL  GAZETTE 


KJIBCK  3, 193o 


CLASS  45 

B«veraKes,    N)na!coholic 

Ser.  No.  3«4.743.     TOM  TccKt-u  bKVEBA^,*  iOjiPAXT.  Pitts- 
burgh, Fa.     Filed  May  9,  1935. 


For  Non-Alcohollc.  Maltless,  Carlwiiatrd.  and  Uncar- 
bonated  BeTerages  Sold  as  Soft  Hrlnks.  and  Syrup*  and 
Extracts  Used  In  Making  the  Same. 

Claims  use  since  Mar.  1,  19:S6. 


8er.  No.  367.247.     L«moni>a  PbOducTS  Cokpoh.4Tion,  New 
York,  N.   Y.     Filed  July  13,  1935. 


XL 


zi 


m§ 


La 


n 


For  Nonalcoholic.  Maltlei^s  Kxtract  Used  in  the  Prepara- 
tion of  Soft  Drink- 
Claims  use  sine-    Mar     1     19-'^5 


CLASS  46 

Foods  and  Ingredients  of  Foods 

Ser.  No.  327.242.     St»vbn  C.  Bocj»ax«8.  doinit  business  a« 
H'-npy   Blossom  Candy  to..  Tampa.  Ha.     Filed  May  19. 


I'.i.SJ 


HONEY  BLOSSOM 


For  Tuastetl  rucoamit  Bar  Candy. 
Claims  use  since   Mnr     1,  1932. 


Ser.  No.   362,275.     Solkts   PaoDtcrg  Comp-^.xt,  Birmiag- 
ham.  .\la.      Fll^  Mar.  H.  1935. 


Ser.  No.  862,977.     Spehky  Floub  Company,  San  Francisco, 
Culif.     Filed  Mar.  25,  193d. 

AiERQin 

For  Flour,  Particularly  Macaroni  Flour. 
Claims  use  since  October,  1930. 


Ser.  No.  865,086.     Jka.n  C    NiAas.  doing  busUMM  •■  Janet 
C.  Lamar,  Chicago,  111.      Filed  Moy  18.  1985. 

FOOD-CONS 

The  word  "Food"  Is  dlscluimed. 

For  Nutritional  F'ood  Supplementn  In  Powdered  Form 
Prwiuct'd  from  Selected  Vegetables  Having  Mineral  Klo- 
ments  in  Highlv  Potent  Form  and  Readily  AssimllJiteil 
•  Into  the  System. 

Claims  use  since  Aug.  15,  1934. 


Ser.  No.  365,143.     Gao.  J.  Mablcy,  Yakima,  Wasli.      Filed 
May  20.  1935 


The  words  "N..  I'..-,  r  Tluiu  tlie  15»>«t  But  Betur  Than 
the  Rest'  and  the  rrpr'->«ntntl<>ii  of  h  l«l>el  are  disclaimed. 
The  drawing  is  lined  for  yellow,  light  blue,  and  dark  blue. 

For  Fresh  De<iduoti8  Fruits. 

Claims  use  since  Oct.  1.  1933. 


Ser.  No.  305.805.     IXTKRaTATB  Cotton  Oil  Ksri-viNo  Co., 
Sherman,  Tex.     Filed  June  5,  1935. 


HYDROIL 


I FL  AKESl 


The  word  "Flakes"  Is  di.sclaimt'd. 

For  Flaked  Hydrogenated  Cottonseed  Oil. 

Oalms  use  since  May  20,  1985. 


Ser.  No.  VW^tM.     Davih   hhoh    Kisiikribs,  Ikc.  Glouces- 
ter.  Ma«<»      F\hHi  June   10     m.*.' 


GOLD  EDGE 


For   laiidy    Lozenge. 

Claims  use  since  Nov.   1,   1933. 


UMtMlllLW.J'SPy 


rai-u^.-u-.yjpggr; 


>»c  Salted,  8moke<l.  or  I>rie«l  Fish. 
ClalBBs'aJ^-Slnce  Aug.  19,  1902. 


Siun-KMBER  3, 1035 
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Ser.  No.  366,302.      II    SKMKiN  k  Co.,  INC.,  New  York,  N.  Y. 
Filed  June  17.  1935. 


The    word    •Bar.-!      i^    <iis(,iainied. 

For  Butter. 

Claims  us.   since  Sept.  14,  1984. 


Ser.  No.  360.444.  Sieve  Scidzinski,  doing  business  as 
Steve's  Chiese  Company,  Denmark,  Wis.  Filed  June 
20,  1935 


The  word  "Cheese"  is  disclaimed. 

For  Cheese. 

Claims  uf»*  wlncp  July  14.  1934. 


Ser.  No.  306.44.'.     r.MTKD  BrvEna  Cohi'obation,  Chicago, 
III.      Filed  Jnn.    'JO    193.% 

DUR-OMA 

For  *  oflee. 

Claimv;  use  since  Jan.   12,   1935. 

Ser.  No    366,92X.     Bak»>x- Yeast,  Inc.,  New  York,   N.  Y. 
Filed  July  3    1931 


The  \voi«l    'Veact      i-   ili-iclalnx d 
For  Prepare«l  Powdered  Yeast. 
CInimx  use  since  o.  tolier.  1933. 


CLASS  48 

Malt  Beverages  and  Liquors 

Ser.   No.   3M,427.      Aktie.nbeacbbei   Zva   LOwexbbac   in 
MrxcHSN,  Munich,  t.ermany.     Filed  July  30,  1934. 


/ 


\v 


Kin 


«^/ 


-^ 


The  word  "Beer"  is  disclaimed. 

For  Beer. 

Claims  use  since  May  19,  1933. 


Ser.    No.    356,397.     The    Clyppside    Bbewixg    Compakt, 
Cincinnati.  Ohio.     Filed  Sept.  20,  1934. 

Felsenbrau 


The  word  "Brau"  is  disclaimed. 

For  Beer. 

Claims  use  since  May  5.  1934. 


CLASS  49 

Distilled  Alcoholic  Liquors 

Ser.    No.     357.241.      Imxon-Fbiedma.n,    Inc.,    Peorin,    IlL 
Filed  Oct.  18.  1934. 

For  Whiskey. 

Claims  use  since  June  21.  1934. 

Ser.   No.   359.600.      Boctelleao  &  Cie,  Foibxieb   &  Ci", 
SCCCESSEIBS.  Barbezieux,  France.     File<1  r>«-<^    22,  1934. 

BRANDIIVIINTINE 

For  Bi-andy  Liqueur. 
Claims  use  since  1901. 


Ser.  No.  306.9S2      C<>mmebcial  Candy  Mro.  Co.,  Chicago, 
III.      Filed  July  5.  1933. 

joyoLA 
SPARKLERS 

For  Candy. 

ClMimf  uxe  since  Aug.  15.  1032. 

Ser.  No.  3rM.nri4.     Blake  and  BlackintoN,  Ogden.  Utah. 
Fllwl  July  h.  193.- 

For  Canned  Mixture  of  Tomato  Juice  and  Celery  JuUl'.    I 
Claims  use  since  Apr.  10,  1M8.  — ^  1 


Ser.  No.  360,844.     John  Dkwab  &  Sons  Limited,   Perth, 
Scotland,  an,?  Loninn    Knctanri       Fllpd   .Tan    ?<>.   1935. 


-^fbe  wortis  "Perth     «nd     Whisky     are  disclaimed. 
For  Whisky. 
Claims  use  since  1890. 


.s^^l 
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8«r.    No.    861,547.      J.     Ckdmlcnds     SOkik,     Stockholm. 
Swed^'n      Filed  Feb.  18,  1936. 


""'"'■   "'"    >1 


rWT  GAM  MALT 

HERRGARDS       ;^ 

'.;'■■:•  •         •  •      .    -r-y^'^ 

'}':"..•'         •  •.•■''.''ir-y.''-*' 

J.CaEDEH-LUNDS  S5nER 


>«?'• 


nOCKUQLH 


4 


■^:'  .a-'-.-i 


^^!yv:^i;.lj;^^:!i^;.^,U^s»W-,  r  -f.^  v.^ 


The  words  "Fint  Gammalt  Brannvin "  and  "Stockholm" 
are  dl«clalm*'<l. 
P'or  Brandv 
Claims  us»-  yioi  e  May.  1934. 


Ser.    No.   362.715.      Son-Maid   Raisin   Gbowkbs   of   Cali- 
womsiA,   Fresno.   Calif.      Filed   Mar.    18,   1985. 


SUN-MAID 


For  Brandy. 

Oalms  Qse  since  Mar.  2,  1935. 


No.  363,318.     jAMEg  F««or80M  Jk  Ron*   (Glasoow) 
LiMiTXD   Glasgow.  Scotland.     Filetl  .\pr.  2,  1935. 


tt 


J.F. 


ft 


RARE    OLD 


errABusHCD  last 


Ja*  FERCUSONI  S0IBtClASCO«)P 
80  Duke  Street, 
GLASGOW  c*. 


e«aTlLiCO   >M  »C«TlAmO. 


Ser.  No.  365.005      Societk  deh   I'hopbiktaires   Vimcoues 

DB    COGNAC.    J.     G.     MO.NNET    A.    ClK.,     SOCIETE    ANONIME. 

Cognac,   France.     Filed  May   16.    1985. 
PRODUCE    OF    FRANCE 


HAM  n  tooi^Tt  vwMOOLi  oooMAC   rnAMCC 


All    wording    is    iHs.'laim*'<l    ^-xct-pt    tlie    l^Tters 
••Established     18-'8'     «nf1    applicants    name. 
For  Scotch  Whi>»ky 
aaims  use  since  Dec.  30.  1894. 

;■ 


r.". 


All    wording    is    disclaimed    except    "Fondee    en    1838" 
and  "Societe  Vinlcoie  De  Cognac." 
For  Cojjnac. 
Claims  use  since  Nov.  30.  iy34. 


Ser.    No.    305,557.      The    Distili.krs    Comi'any.    Limited, 
Linden,  N.  J.,  and  .N.  w  York.  .\.  Y.     Filed  May  29,  1985. 


O'SflLLlO     ANO     SOTTLeO     IN    TliC     0-&-A, 

UNOCN,  NtWjC«5I^ 


All    notations    arp    disclaimed    except    "Boord's",    "Th« 
DlKtlUers  Company  Limited"  and  the  facsimile  signature. 
F*or  Gin.  Alcoholic   Bitters,  Whisky,  and   Rnm. 
Claimio  us«  since  1849. 


Sor.    No.    365.088.      Ci.tTURT    Distili.ino    COMFaiTT,   Chi- 
cago. lU.     Filed  June  10.  1935. 


^\U].S/^^ 


V 


Vr) 


yor  Whiskey. 

rialmit  -•*>  «lnre  Jnne  7.  1984. 


Septe-m  kkr  3, 1985 
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Ser    No    Sfl«.280.     Lionkl  Distii-i.ed  Products.  Inc..  Chi- 
cago, III.     Filed  .Juiif  17.  193.' 


For  Whiskey. 

ClainiK  use  since  Nov.  27,  1934. 


> 


Set.   No.   ;i66.725.     National  DistiI.lek.s   Pbodicts  Cor- 
POBATiox,  New  York,   N.   Y.     Filed  June  27.  1935. 


Tlie    word    "Dletlllers"    Is    (li>-(  laimed. 

For  Whiskey  and  Gin. 

Claims  use  since  Oct.  17,  1933. 


Ser    N«i    366,792.     Thk  American  Distilling  Company, 
IVkln,    111.     Filed  June  29,   1935. 


Tlie  words  ".American,  Gold  Isabel.  Blended  Whiskey, 
Blended  by  the  American  Dltitllllni?  Company — Pekln.  111.", 
and   a    label   colored    goM    arc   disclaimed. 

For  Whiskey. 

Claims  use  since  I>ec.  22.  1934 


Ser,  No.  366,848.     Bknmohi  Distiu.ebies  Limit«d,  Glas- 
gow. Scotland.    Filed  July  1,  1935. 


BENMORE 


For  Scotch  Whisky. 
Claims  SM  since   1855. 


Ser.    No.   366.856.      The   Glenky.ns  Distillery   Compawt 
Limited,  Glasgow,  Scotland.     Filed  Julj    1.  1935. 

"LOCH-FYNE" 
WHISKY 


The   word    "Whisky"    is   disclaimed. 

For  Whisky. 

Claims  use  since  Sept.  19,  1884. 


Ser.   No.  367,119.     Elmiea  Tobacco  Company,   Incorpo- 
rated. Elmira.  N.  Y.     Filed  July  10,  1936. 


^ 


L 


The  words  "Trade  Mark"   are  disclaimed. 

For  Gin. 

Claims  u.<«e  since  June  22,  1935. 


Ser.    No.   367,153.      Box   TON.    Inc.,   Chicago,   111.      Filed 
July  11,  1035. 


QUdr 


Th*"  word  "Club"  is  disclaimed. 

For  Whiskeys,  Brandies,  Liqueurs,  and  Gin. 

Claims  use  since  May  10.  1934. 


Ser.  No.  367,352.     Hasco  Trading  Corporation,  New  York. 
N.  Y.     Filed  July  16,  1936. 

ONE  BOTTLE 

B  A  R 

Fur  Rum. 

Claims  use  since  July  9,   1934. 
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Septembers,  1035 


8«r    No     3«T544       A     Bom.nb«bg««,    KaofuiB    City.   Mo.       Ser.  No.  a67.6-'0.     Th«  OU)  giAKiu  Com^-anv.  Lawrence 
Filed  July  22,  1035.  burg.  Ind.      Fllwl  July   1'4    T.t.tr. 


Cave  Sprint 


For  Whiskey. 

Claims  use  since  UKM). 


Ser.  No.  367.540.     STAMDAai>  WholmaUI  LiQIOb  IilALKRa, 
INC.    CoTlngton,  Kv.     F11<<1  July  -'2,  I»:i5. 

For  Wliiskey.  Gin.  Rum.  Brandy,  ami  Alcoholic  Cordials. 
Claims   u>«e  since  Apr.   22.    1935. 

S«r.  No.  367,580.     I*opptB  Morho.n   Co.   ixc,  Jersey  City. 

N.    J.,  assignor    to    Joseph    U.    Rehifeld.    Inc..    Newark. 

N.    J.,  a    (orporation    of    Xew    Jersey.      Filed    July    23, 
19".5. 

For  Whiskey. 

Claimi  use  since  July   11.   1935. 


BARRING10N 
HALL 

For  Whiskey.  Oln,  Rum.  braiidy,  bi.-I  Alcohullo  Corillali. 
Claims  use  since  Aug.  31,   1934. 


Ser.  No.  367,683.    Joseph  H.  Riixfei-o.  Isc..  Newark,  N.  J. 
Filed  July   25,  1935. 


For  Brandy  an<l   .\pplpjark. 
Claims  use  since   July    11.   1935. 


Ser.  No.  367,581.     roppBB  Mokson  Co.   I.nc,  Jersey  City, 

N.    J       a-ixlKiicr    to    Joseph    H.    Reinfeld,    Inc.,    Newark, 
N    J  ,  ii  crtxTatlon  of  New  Jersey.     Filed  July  23,  1935. 

For   Whiskey. 

Claims  use  since  July   11,  1936. 

Ser.  No.  31)7, .Jh4.     Records  &  golosborocoh,  INC.,  Balti- 
more, Md.     Filed  July  23,   1935. 

OLD  Judge 

For  Whlskoy.  Oln.  Rranrty.  Coenac.  Rum.   and  A'.coholic 

CtirdiiiN. 

Cliiims  u^e  since   Mny  9.    IIM)?. 

Ser.  No.  ."^HT.OrJ.     Los  .\Nr,Ki.Es  Hukwtvo  Co.,  I^os  Angeles, 
Calif.      Filed  July   24.   1935. 


Ser.  No.  367.711.     CoixMRrR  Circlk  I.iyroB  Store,  inc.. 
New  York,  N.  Y.     FlU-d  July  26,  1035. 

HEARTY 


For   Wlilsk.y.    •iiri.    and    Hrnndy 
Claims  use  since  Nor.  1,  1933. 


Ser.    No.    367.766.      TUB   N«w    K-VoI-am.    Ihsiillixo   CoM- 
pANV    Cnvlnstim     Kv       Fil»'<l   July    27     l*.t:;5. 

GOLDEN  CROWN 

For  Wliiskey.  tJln,  Hmii    Ilraiidy,  and  Alcoholic  Cordials. 
Claims   use  since   1868. 


Ser.  No.  367,796.      Ki  nz  h   LNroKi-oR-vTRD.   I.oulsTllle.   Ky. 
Filed  July  29,  1936. 


\ 


For  Whiskey. 

Claims  use   -in(M-  July  8,  1935. 


IHtOUUHIIimi 


For  'Jin 
j        ••lalni.-  iiM>    -\M(e   Slsr    1.   193.S 


"^  >^^  J 
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Ser.  No.  367,858.     FRDiT  Indpstbies.   Ltd..  Los  Angeles, 
Calif.,   and  New   York.   N    Y.      Filed  July  31.   19:15. 


NORMANOIE 


\ 


The  word  "Normandle"  Is  disclaimed. 

For  Brandy. 

Claims  use  since  July   26,  1935, 


Ser.  No,  367,860.     C.  H.  Graves  ft  Soxs  Compa.ny.  Itos  on, 
Mass.      (Mled   July    31.    1936. 


0 


f 


For  Whiskey. 

Claims  use  since  January,  1935. 


Ser.  No.  367.861.    C.  H.  Graves  ft  soxs  Compaxy.  Boston. 
Mass.      Filed   July    31,    1935. 


For  WhUkey. 

Claims  use  since  May,  1934. 


Ser.   No.   367,877.      Joseph    TE-nexbatm.    Camden,    N.    J. 
Filed  July   31,  1035. 


OlD  5  pS^ 


For  Whiskey, 

Claims  use  since  1910. 


CLASS  50 

Merchandise   Not  Otherwise   Classified 

Ser.    No.    363,988.      U.    S,    DCPLICator   CO.,    Chicago,    111. 
Filed  Apr.   19.   1936. 


NO  OIL 
NO  POWDER 

NO  WASHING 
vNO  BREAK-IN 


All  wording  Is  disclaimed  except  "ReivE". 
For  Gelatine  Duplicator  Film. 
Claims  use  since  Jan.  4,  1936. 


k 


n 


Septembers,  1935 


U.  S.  PATENT  OFFICE 


25 


TRADE-MARK  REGISTRATIONS  GRANTED 


SEPTEMBER  3,  1935 
[ACT  OF  FEBRUARY  20.  1905] 


3J7,6«J7.      BOOTS    AND   SMOEJS    OF   LKATfIKU     KAKRU' 
AND   OR     rOMBINATIONS     THEREOF.       Intkh.na 
TioNAL  SmiK  I'o  .  St.  Louis,  Mo. 
Flletl  March  26,  193.->.     Serial  No.  362,998.     PUBLISHED 
MAY  lis,  193G.     Cla-ss  30. 

^iJT.tioK      HANI>KER<"I1IEFS.     TH«  Ixt«s>atioxal  IUxd- 
KCKi  HiKr  MFi;    «  o..  New   York,  N.  Y. 
Filed    D^cemb^r    12.    1934.      Serial   No.    359,225.      PUB- 
LISHED JUNE  18,  1935.     Cla«s  A'^. 

327,609.         CUTLERY— NAMBLY        RAZORS,      BARBER 
SHEARS.    LADIES'    S*  ISSORS.   TWEEZERS.      PETHi 
J.  Micnti-.s.  New  York,  N.  Y. 
Filed    December    20,    1934.      Serial    No,    359.517.      PUB- 
LISHED JUNE  25,  1935.     ClaPS  2.;. 

327. ClU.     PIECE  GOODS  MADE  WHOLLY  OR  PARTIAL- 
LY OF  CELLUL08IC  DERIVATIVES.    Kob.mnosbehg 
Brothkbs,  doing  business  as  Belle  Knitting  Mills,  New 
Yc.rk.  N.  Y. 
Filed    December    8,    1934.      Serlnl    No.    359,533.      PUB- 
LISHED MAY  7,  19.>5.     Class  42. 

327.611.  WATERMELON  I'ICKLE,  ARTICHOKE  REL 
ISH,  CIILTNEY,  APPLE  JELLY,  AND  PICKLES. 
Dixib-Damb  Compa.ny,  Statesville.   N.   C. 

nied    December    14.    1934.      Serial    No.    359.558.      PUB- 
LISHEU3  JUNE  25,  1935.     Clasa  46. 

327.612.  NARROW  ELASTICS  AND  VIENNA  II.VT  ELAS- 
TIC.    Shklto.v  Textile  FAagic  Co.,  Sbelton,  Conn. 

File<l    December   24;    1934.      Serial    No.    359.632.      PUB- 
LISHED JUNE  IS,  1935.     Class  40. 

327.61.'i.     NARROW  ELASTICS.  ELASTIC  BRAIDS,  AND 
VIENNA  HAT  ELASTIC.     Shei.t^j.n  Textile  Fabric 
Co.,  Sbelton,  Conn. 
Filed    December    24,    1934.      Serial    No.   359.633.      PUB- 
LISHED JUNE  16,  1935.     Clare  40. 

327.614.     LIBRICATING  OILS  AND  GREASES.      Motor 
Oh.«?  Rkfimng  Cobpobatios,  Chicago,  111. 
File,l    January    14,    1935.      Serial    No.    360,234.       PUB- 
LISHED JUNE  25,  1935.      Class  15. 

327,61.j.      GIN    AND    WHISKIES.      Abr.vham    *    STBArs, 
Inc..  Brooklyu,  N.  Y. 
Piled    January    19,    1935,      Serial    No.    360,428.      PUB- 
LISHED JULY  2,  1935.     Class  49 

327.616.  ATHLETIC  TRUNKS,  B0X1N»;  KOBES.  ATH- 
LETIC PANTS,  SWEATERS.  TIGHTS  SWEATER 
COATS,  BASEBALL  SUITS.  BASEBALL  SHIRTS, 
CAl'S  FOR  MEN,  WOMEN,  AND  CHILDUKN  HO 
SIERY.  BASEBALL  COATS.  OUTER  SHIRTS, 
BLOOMERS,  SWIM.MING  SUITS  ANI>  SWIMMING 
CAPS.       FZLT   NuvKLTY    Mrii.    C"..    New    York,    N     Y. 

Filed    January    22.    1935.      Serial    No.    360,529.      PUB- 
LISHED JUNE  25.  19^.-.     Class  39 

327.617.  TEXTILE  FABRICS — NAMELY.  PIEXTE  GOODS 
OF  SILK  AND  RAYON.  Gilma.n  Rappaport  Silk 
Corp..  New  York,  N.  Y 

Filed    January    22.    19:'.5.       Serial    No.    360.534.      PUB- 
LISHED MAY  21.  1935.     Class  42. 

327.618.  STAMPED  PIB«F^  FOR  EMBROIDERY.  Flx- 
ler  Bros.,  I.vc.  Chicatto.  in 

Filed    Janaary    23.    19.35       Serial    No.    360.5*5.      PUB- 
LISHED MAY  28.   1935.      Class  40. 

327.619.  COATS,  VESTS.  TROUSERS  KNICKERBOCK- 
ERS. TOP  COATS  AND  OVERCOATS  FOR  MEN, 
YOUTHS,  AND  BOYS  J  Schoeneman.  L^corpo- 
Rated,  Baltimore.    .Mil 

Filed    January    29.    1935.      Serial    No.    360,831.      PUB- 
LISHED JUNE  18,  1935.     Claw  39. 
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.{27  »!-'»•        KELT    PADS    COMBINED    WITH     A    LIQUID 

FEEl'ING      RESERVOIR      tXJR      OILINlJ      FLOORS. 

Sta.ndabd  Oil  Compamt  or  New  Jebset.  Wilmington, 

DeL 
Filed    February    1.    1935.       Serial    No.    360.043.       PUB- 
LISHED JUNE  26.  1935.    Claw  29. 
327.621        TOY    BOATS    AND    CONSTRUCTION    PABTS 

THEREFOR.     Tnok.NEcBAirr,  I.\cokj>obated,  Chicago. 

III. 
File.!    February     1.     19H5.      Serial    N«.    360,944.       PUB- 
IJSHED  JUNE  25,  1935.     Claas  22. 

^27,622.       TOY    BOATS    AND    CONSTRUCTION    PARTS 
THERF:Fo|{.     THORXECBArr,  Ixcubpobated,  Chicago. 
IIL 
Flletl    February    1.    1935.      Serial    No.    300,945.      PUB- 
LISHED JUNE  25.  1935.     Class  22. 

.{27,623.       CONVERTER     TRANSFORMER.       Indcstbial 
Prodtcts,  Far««>.  N.   I>ak. 
Filed    Fehrnary    2,    1935.       Serial    No.    860,965.      PUB- 
LISHED JUNE  25,  1935.     Class  21 

327.624         PAPER     NAPKINS     AND     TABLE     CLOTHS. 
Beach  &  .\BTurK.  L\c.,  Indianapolis.  Ind. 
Filed    February    4.    1935.       Serial    No.    360,986.       PUB- 
LISHED JUNE  25.  1935.     Class  37. 

327.625.      CRACKERS.      Robert   A.   Johnston   Co..   Mil- 
waukee, Wis. 
FUed  April  19.  19.35.     Serial  No.  363.974.     PUBLISHED 
JUNE  25.  1935.     Class  46. 

.327.626.     SOLE  LB.VTHER.      Eberub  Tanning  Compant. 
Westfleld,  Pa. 
Filed  April  19.  1935,     SerUl  No.  363.970.     PUBLISHED 
JUNE  25,  1935.     Class  1. 

327.627.  PIECE  GOODS  OF  SYNTHETir  YARN— NAME- 
LY. ACETATE  AND  RAYON.  AKruLK  BaiB  &  Co.. 
iMC,  New  York.  N,  Y, 

Filed  April  19,  1935.     Serial  No.  363.964.     PUBLISHED 
JUNE  IM,  1935.     Class  42. 

327.628.  SEAM  BINDIN»;S.  FaEVDBtBo  Bros,  Inc.,  New 
York.  N.  Y. 

F'lled  April  18.  19.15      Serial  No.  363.917.     PUBLISHED 
JUNE  18,  1935.     Qass  40. 

327.629.  CIGARETTE  CASES.  Exotic  Vanities,  Inc.. 
New  York.  N    Y 

Filed  April  IN.  19.35. 
JUNE  25.  1935.     CUss  8. 

327.630.  WRAPPING    PAPERS. 
PANT,  .MuskeiToii,  .Mich. 

Filed  April  1h.  iy:J5,     .Serial  No.  368.914. 
JUNE  25.  1935.      Class  37. 

327.631.  CAPS  AND  HATS  op  FELT,  STRAW.  CI>OTH 
AND  FUR  FOR  .MEN  AND  WOMEN.  G.  W  Alkx- 
ANUER  k  Co.,  I.M-  ,  West  Reading.  Pa. 

Flleil  April  18.  1935.     Serial  No.  363.90S.     PUBLISHED 
JUNE  18,  1935.     Class  39. 

327.632.  BIRD  FEEDS       Frank   Nst  kibch.  Cl.lcago.   III. 
Filed  AprliJ7.  1935      Serial  No.  363,883.     PUBLISHED 

JUNE  25,  19^1       Class  46. 

327.633.  CLJ^NSING    TISSUES.      Intebnational    Cel- 

LfCOTTO.CPBODCrTS    ('OSIPANY.   Chlcajfo,    III 
Filed  April  17,  19.;5.     Serial  No.  363.861.     PUBLISHED 
JUNE  25.  1935.     Class  37. 

327.634.  CLEANSING    TISSUES.      International   C«l- 

LCCOTTON    PrOIXCTS    COMPANY.   ChlCajfO,    III. 

Filed  April  17.  1935.     Serial  No.  363,860.     PUBLISHED 
JUNE  25,  1935.     Class  37. 


Serial  No.  363.916.     PUBLISHED 
Cbntral   Papbr  Com- 
PUBLISHED 


327.635.     WOOLEN  PIECE  GOODS.     Sto.vbkirk  Wobsted 
Company,  New  Y'ork,  N.  Y. 
Filed  April  16,  1935.     Serial  No.  363.832.     PUBLISHED 
JUNE  18,  1935.     Class  42. 

327,6.36.    HAIR  NETS.    William  Finkklstbin.  doing  busi- 
ness as  Eastern  Trading  Company,  New  York,  N.  Y. 
Piled  April  16.  1935.     Serial  No.  363.803.     PUBLISHED 
JUNE  18,  1935.     Class  42, 

327.687.     PIECE  GOODS  MADE  WHOLLY  OR  PARTIAL- 
LY   OP    CELLULOSE    DBWIVATIVHS.       Celanese 
CoRPOBATiON  or  America.  New  Y'ork,  N.  Y. 
Filed  April  16,  1935.     Serial  No.  303,800.     PUBLISHED 

JUNE  18,  1935.     Class  42. 

.'{27,638.        ELECTROLYTIC,      ELECTROSTATIC      CON- 
DENSERS.      COXDENREB      CORPORATION      OK      AMBBU  A, 

Jersey  City,  N.  J. 
Filed  April  12,  1935.     Serial  No.  303,652.     PUBLISHED 
JUNE  25,  1935.     Class  21. 

327.639.  BOX  STRAPPING.     The  Stanlkt  Works,  New 
Britain.   Conn. 

Filed  April  15.  1035.     Serial  No.  363.770.     PUBLISHED 
JUNE  25,  1935.     Class  13. 

327.640.  ELECTROSTATIC  CONDENSERS.     Condenser 
CORPOBATio.N  OP  .\MEBiCA.  Jersey  City.  N.  J. 

Flle«l  April  12.  1935.     Serial  No.  363.651.     PUBLISUEJD 
JUNE  26,  1935.     Class  21. 


327.641.  ELECTROLYTIC.  ELECTROSTATIC  CON 
DBNSERS.  Bond  Electric  Corporation,  Jersey  City, 
N.  J. 

Filed  April  12.  1935.     Serial  No.  363,648.     PUBLISHED 
JUNE  26,  1936.      Class  21. 

327.642.  ASTRINGENTS,  ASTRINGENT  CERATES, 
DI^EACH  CREAMS.  BEAUTY  (REAMS.  COLD 
CREAMS.  ETC.  Parfcuebib  St.  Denis.  New  York. 
N.  Y. 

Filed  April  11,  1935.     Serial  No.  363,637.     PUBUSHED 
JUNE  25,  1935.     Class  6. 

327.643.  GLOVES  MADE  OF  LEATHER  OR  FABRIC 
OR  COMBLNATIONS  THEREOF.  JCLIL'S  Kayseb  & 
Co..  New  York.  N.  Y. 

Filed  April  11.  1935.     Serial  No.  363.629.     PUBLISHED 
JUNE  4.  1935.     Class  39. 

327.644.  SHOE  TREES.  ScHBLTEfi  Last  Co.,  Inc., 
Rochester.  N.  Y. 

Filed  April  10.  1935.     Serial  No.  863.604.     PUBLISHED 
JUNE  25,  1935.     Class  50. 

327,646.     VODKA.      Stb  Pikkbb  Smibnoff  Fl.s,  Incorpo- 
RATBD,  New  York.  N.  Y. 
Filed  June  6.  1934.     Serial  No.  352.297.     PUBLISHED 
JULY  2.  1935.     Class  49. 

327.646.  WHISKEY.  Distillers  Corporation  Limited, 
Montrenl.  Quebec,  Canada. 

FUed  May  21,  1934.     Serial  No.  351,616.     PUBLISHED 
JULY  2,  1936.     Class  49. 

827.647.  CANNED  OYSTERS.  Cbon  &  Dehn,  Inc., 
Seattle,  Wash. 

Filed  May  2,  1934.     Serial  No.  350,792.     PUBLISHED 
JTNE  25,  1935.     Class  46. 

327.648.  IMPRESSION  TAKING  AND  CASTING  MATE- 
RIALS MADE  OF  PLASTIC  STONE  AND  OTHER 
SUBSTANCES  FOR  ALL  PURPOSEIS  FOR  WHICH 
SUCH  IMPRESSIONS  OR  CASTINGS  ARE  NEEDED. 
Frank  L.  Grier,  MUford,  Del. 

Filed  April  18,  19.34.     Serial  No.  360,141.     PUBLISHED 
JUNK  25,  1935.     Class  1. 

-  827,649.     RUM.     Compa.^ia  Ron  Bacardi,  S.  A.,  Santiago. 
Cuba. 
Filed  April  11.  1934.     Serial  No.  .349.823.     PUBLISHED 
JULY  2.  1935.       Class  49. 


327.660.  MACHINERY  FOR  CONVEYING  CONTAINERS 
SUCH  AS  BOTTLES  AND  FOR  FILLING,  CAPPING 
AND  AGITATING  SUCH  CONTAINERS.  AND  PARTS 
OP  SUCH  MACHINES.  Crown  Cork  &  Seal  Com- 
pany, Inc.,  Baltimore,  Md. 
Filed  March  28.  4934.  Serial  No.  349,230.  PUB- 
LISHED JUNE  25.  1936.     Class  23. 

327.651.  WOOLEN  AND  WORSTED  PIECE  GOODS, 
Botany  Worsted  Mills,  Passaic,  N.  J. 

Filed    December    8,    1934.      Serial    No.    359,077.      PUB- 
LISHED MAY  7,  1935.     Class  42. 

327.652.  MACHINERY  AND  TOOLS  USED  IN  THE  IN- 
DUSTRY OF  WELL  DRILLING  AND  THE  OPERA- 
TION OF  OIL  AND  GAS  WELLS— NAMELY,  CABLE 
TOOL  DRILUNG  EQUIPMENT  AND  FISHING 
TOOLS,  ETC.  Oil  Well  Supply  Company,  Dallas, 
Tex. 

Filed    December   5,    1934.      Serial    No.    358,943.      PUB- 
LISHED JUNE  25,  1936.    Class  23. 

327.653.  WHISKEY.     M.  H.  Price,  Los  Angeles.  Calif. 
Filed    November   27,    1934.      Serial    No.    358.6'<6.      PUB- 
LISHED JANUARY  8,  1935.     Class  49. 

327.654.  CITRUS  FRUITS.  Edixblbg  Citru-s  As-socia- 
tion,  Edinburtr,  Tex. 

Filed    March    29.    1935.       Serial    No.    363,142.       PUB- 
LISHED JUNE  25.  1935.     Class  46. 

327.655.  PURE  PORK  SAUSAGE.  SLICED  BACON,  PURE 
LARD,  BOILED  HAM,  CHILI  CON  CARNE.  VEAL 
AND  PORK  LOAF,  SKINNED  HAM,  SALAMI  STYLE 
SAUSAGE,  PURE  PORK  LINK  SAUSAGE.  FRESH 
CREAMERY  BUTTER,  SMOKED  BEEF  TONGUE. 
LIVER  FLAVORED  SAUSAGE.  DRIED  CHIP  BEEP, 
PULLMAN  HAM.  COOKED-PRESSED  CORN  BEEF. 
SPICED  LUNCHEON  MEAT.  John  T.  McElhoy 
packing  company.  East  El  Paso.  Tex. 

Filed    November   10.   1934.      Serial  No.   358,105.      PUB- 
LISHED JUNE  25.  1935.    Class  46. 

327.656.  SHOES.  Gaines-Umphrey  Shoe  Corp«iration, 
Crawfordsvllle,  Ind. 

Filed    October    31,    1934,      Serial    No.    357.729.      PUB- 
LISHED JUNE  25,  1935.     Class  39. 

327.657.  BEER.  Clover  Leaf  Products  Co.,  Los  Angeles, 
Calif. 

Filed    October    31,    1934.      Serial    No.    .357.713.       PUB- 
LISHED MAY   14,   1935.     Class  48. 

327.658.  RYE  WHISKEY'.    C.  K.  Bowman.  Wooster,  Ohio. 
Filed    October    30,    1934.      Serial    No.    357,662.      PUB- 
LISHED DECEMBER  4,  1934.     Class  49. 

.327,659.     BRANDY  AND  ALCOHOLIC  CORDIALS.     Bat- 

tista  Cella,  doing  business  as  Roma  Wine  Company, 
L«>di,  Calif.,  a.ssignor  to  Roma  Wine  I'ompany.    Inc., 
Lodi,  Calif.,  a  corporation  of  California. 
Filed    October    25,    1934.       Serial    No.    357,487.       PUB- 
LISHED JULY  2,  1935.     Class  49. 

327.660.  PIECE  GOODS— NAMELY,  SUITINGS  COM 
POSED  WHOLLY  OR  PARTLY  OF  WOOL.  Amer 
ICAN  WOOLEN  COMPANY.  New  Y'ork,  N.  Y. 

Plied    October    20.     1934.       Serial    No.    357,325.       PUB- 
LISHED DECEMBER  11,   1934.     Class  42. 

327.661.  CANNED    TONGUE    AND    PACKED    BACON. 
Thb  Rath  Packing  Company.  Waterloo.  Iowa. 

Piled   September  24,   1934.      Serial    No.   356,374.     PUB- 
LISHED JUNE  25.  1935.     Class  46. 

327.662.  CANNED  PORK.  The  Rath  Packing  Company. 
Waterloo,  Iowa. 

Filed   September  24.    19.34.      Serial   No.   356.373.      PUB- 
LISHED JUNE  25,  1935.     Class  46. 

327.663.  CANNED  SPICED  MEAT.  The  Rath  Packing 
company,   Waterloo.    Iowa. 

Filed   September   24.    1934.      Serial  No.    356.372.      PUB 
LISHED  JUNE  25.   19.15.     Class  46. 
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3-'7.664.  SPICED  lORK  LOIN  WITH  NATVRAL  JIICES. 
HAM.  BUTTER.  SPICED  PORK.  SAUSAGES,  LARD, 
HORSE  RADISH.  CANNED  DEVILED  HAM,  AND 
CANNED  KOA.^T  BEEF.  THE  Rath  packing  COM- 
PA.VT  Waterloo,  Iowa. 
Filed    September  24.    1934.      Serlnl   No.   356,368.      PI'B- 

LISllEU  JUNE  25.   1935.     Class  46. 

327.665.  GLASSWARE— VIZ.,  GLOBES,  SHADES. 
VAi«ES.  I'LATES,  SAUCERS,  DISHES,  TRAYS, 
DRINKING  GLASSES.  BOWLS.  JARDINIERES, 
BOTTLES,  DESSERT  SETS,  BON  BON  DISHES 
HoiX)PHANE  ('oMp.wT,  I.NC  ,  New  York,  N.  Y. 
Filed    AuKMist    2.!,     1934.      Serial    No.    365,358.      PUB- 

l.ISHEl*  JUNE  25,  1935.     Class  33. 

327.606.     CIGARETTES.      Najeib    Nasif   ME.shaka,   Bos- 
ton, Mass. 
Filed  August  1,  1934.    Serial  No.  354,547.     PIBLISHED 

JUNE   25.    1935.      Class    17. 

327.667.  FABRICS  IN  THE  PIECE.  OF  WOOL.  COT- 
TON. SILK.  RAYON,  AND  OR  COMBINATIONS 
THEREOF.  FRED  BlTTBEFIELD  &  CO.,  INC.,  New 
York.  N.  Y. 

Filed  July  19,  1934.     Serial  No.  354,069.     PUBLISHED 
JANUARY   15.  1935.     Class  42. 

327.668.  GRAVITY  TYPE  OF  CREAM  SEPAR.\TnR. 
SrPEKiOB  Sheet  Metal  Wobks  Company,  Indianai)- 
«>ll8,  Ind. 

Filed  July  1.3.  19.34      Serial  No,  353.862.     PUSf-ISHED 
JUNE   25.    1935.      Class   23. 

327.669.  MEN'S  LEATHER,  FABRIC,  OR  COMBINA- 
TIONS OF  LEATHER  AND  FABRIC  SHOES.  DuM- 
imck  Fine  shoes.  Inc.,  New  York,  N.  T. 

Filed    March    13.    1935.        Serial    No.     362,458.        PUB- 
LISHED   MAY   21,    1935.      Claos   39. 

327.670.  LEATHER  GLOVES.  BrsCARLEr  GW)ve  Com- 
pAXT.  INC..  New  York,  N.  T. 

Filfd    March    13,    1935.       Serial    No.    362.456.       PUB- 
LISHED   .MAY   21,    1935.     Class  39. 

327.671.  GLOVES  MADE  OF  FABRIC.  STEINbek.;«r 
BX08    GLOVB  CORP.,  New  York.  N.  Y. 

Filed    Marrh    12.    19.35.        Serial    No.    362.445.        PUB- 
LISHED MAY  28.  1935.     Class  39. 

327.672.  BISCUITS  OR  CRACKERS  OF  GRANULAR 
SH.VPE.     MBTCB  &  LAXOE,  IXC,  New  York.   N.   Y. 

Filed  March  8.  1935.     Serial  No.  362,203.     PUBLISHED 
JUNE  25.  1935.     Class  46. 

327.673.  MENS    WOMEN  S.  AND  CHILDRENS  GLOVES 
OF  LEATiiEU    AND  OR   FABRIC.      Ikei.and   BRoth 
KR8,  Johnstown,  N.  T. 

Filed  March  8.  1935.    Serial  No.  362.2.-)8.    PUBLISHED 
MAY  21,    1935.     Class  39. 

327.674.  SHEETS  AND  P1LI.0W  CASES.  Cannon  Mills 
iOMPAXY.    Kaniia|K>li>».   N.   C. 

Filwl  March  h.   i9.3.-..    .Serial  No.  362.250.    PUBLISHED 
JUNE   18,   1935.      Class   42. 

327.67.-..         SEXTANTS.       TELESCOPES.       BINOCULAR 
GL.VSSES,       HAHOMETERS.       OCTANTS.       CHART^ 
KULES,   CHART    DIVII'EKS.    ETC.      W.    F.   Stanley'^ 
A.\D  COMPA.ir  LIMITED.  London.  England. 
Filed  March  7.   1935.     .Serial  No.  362,241.    PUBLISHED 
JUNE  25.  1935.     CIush  26 

.327.»i7t;.      MEN'S.  WOMEN'^.-AND  CHILDREN'S  SHOES 

«»F      LEATHER       FABRIC      CO.MPOSITIONS      AND 

COMHINATKi.NS  THEREOF.    Brow.x  SHOE  (OMPANY, 

St.  Louis,  .Mo. 

Filed  March  7,  193.->.     Serial  No.  362.220.     PUBLISHED 

MAY    28.    1H35.      Clasa    39. 

327.077        GLOVES    MADE    OF    FABRIC.       Steinbeet.er 
BROS    f}i>ovE  roRp..  New  York.  N.  Y.- 
File-1  .March  rt.  19.S5.     Serial  No.  362,1»«.     PUBLISHED 
MAY  28,  1930.     Class  30. 

327.678.      PERIODHAI,    IM  BLICATION,      National   Ad- 
HKSivES   ("ORPORATtn.v,   New  York,  .N.  Y. 
KIWI  March  5,  19.35.     Serial  No.  362.159.     PUBLISHED 
JI  NE    2.-,.    l!t.35.      Class    3H. 


327.679.  CORSETS.  CORSELETS,  BRASSlfcBES.  I'AN- 
TIES.  BANDEAUX.  GARTER  BELTS.  GIRDLES, 
UNDERDRAWER8,  ENVELOPE  CHEMISES,  VESTS 
BL<K>.MERS.  SLIPS,  AND  PETTICOATS.  Dorotht 
HKKIM.    .New   York,    N.    Y. 

Filed  March  4,  1986.     Serial  No.  362.103.     PUBLISHED 
MAT  7,  1935,     Class  89, 

327.680.  HATS  FOR  MEN  AND  WOMEN.  IIat  Corpora- 
tion   or   AMERICA.    Norwalk.    Conn. 

Filed  March  2.  1936.     Serial  No.  3.J2.088.     PUBLISHED 
MAY  7,  1935.     Class  39. 

327.681.  II.\TS  AND  CAPS  l-'OR  MEN:  NECKTIES. 
SCARFS.  AND  CRAV.\TS  ;  DRESS  AND  NEGLKJEE 
SHIRTS  ;  UNDERWEAR,  SUCH  AS  SHIRTS.  DRAW- 
ERS. AND  UNION  SUITS,  MADE  OF  KNITTED, 
NETTED,  AND  TEXTILE  FABRICS  FOR  .MEN; 
ETC.     WORTH   AND  worth,  LTD.,  .New  York.   N.  Y. 

File«l  March  1,  1935.     Serial  No.  362,058.     PUBLISHED 
MAY   21,   1935.     Class  39. 

327.682.  BOLTINCJ     CLOTH     AND    STENCIL    CIX)TH. 

SCHWEI7.EKISCHE      SEIDCNUAZEFABRIK      \.      G.,      Zurich, 

Switzerland. 
File«l  March  1,  1935.     Serial  No.  362,062.     PUBLISHED 
JI'NE  25,  1935.     Class  42. 

327.683.  A  LIQUOR  HAVING  A  RU.M  BASE  GENERICAL- 
LY  KNOWN  AS  DAIQUIRI.  Compa^ia  Ron  Bacardi. 
S,  A..  Santiago  de  Cuba.  Cuba. 

Filed    February    9.    1934.       Serial    No.    347,177.       PUB- 
LISHED APRIL  17.  1934.     Class  49. 

327.684.  A  LIQUOR  HAVING  A  RUM  BASE  GENBRICAL- 
LY  KNOWN  AS  D.^IQUIRI.  CompaSia  Ron  Bacardi, 
8.  A..  Santiago  de  Cuba.  (^ba. 

Filed    February    9,    1934.       Serial    No.    347.176.       PUB- 
LISHED APRIL  17.  1934.     Class  49. 

327.685.  BEER,  AI.B,  AND  OTHER  MALT  BEVERAGES. 
Oi.D  I»iTCii  Breweus.  Inc..  Brooklyn,  N.  Y. 

Filed  March  7.  1934.     Serial  .No,  348.282.     PUBLISHED 
MAY  8.  1934.     Class  48. 

327.686.  EVAP0RATF:D  MILK.  .Moi  xT  Vehson  Milk 
Company.  Seattle.  Wash. 

Filed  April  10.  19.35.     Serial  No.  .363,695.     PUBLISHED 
JUNE  25,  1935.     Class  46. 

327.687.  GIRDLES,  CORSETS.  AND  BRASSlfcRES. 
WoLPE  &  Lang,  Ixc,  New  York.  N.  Y. 

Filed  April  »,  1935.     Serial  No.  363.569.     PUBLISHED 
JUNE  4,  1936.     Class  39. 

327.688.  COMPOSITION  IN  THE  NATURE  OF  AN  AD- 
HESIVE F(»K  PREVENTING  FLAT  TIRBS.  The 
ACTOSAN  Corporation  or  A.m erica.  New  York.  N.  Y. 

Filed  April  9,  1935.     Serial  No.  363,646.     P!  BLISHKD 
JUNE  26.  1935.     Class  6. 

.•{27.689.      HATS.  PARTICULARLY  LADIES'  AND  CHIL- 
DREN'S  HATS,      Kneale,  Inc..   New   York.   N.   Y. 
Filed  April  6,  1935,     Serial  No.  363.461.     PUBLISHED 
.MAY  28.  1936.    Class  39. 

327.690.  HATS  INTENDED  FOR  THE  USE  OF  WOMEN. 
.KNTHONV  P    Haves.   Inglewo«nl,  ("a  If. 

Filed  April  6.  1985.     Serial  No.  363,458.     PUBLISHED 
JUNE  18,  1935.     Class  39. 

327.691.  MENS  AND  WOMEN'S  LFUTHKR  SHOES. 
J.    P.    SMIIH    SMuE    t'tiMPXXY.   Chlcami.    ill 

Filed  April  5,  1936.     Serial  No.  ;u;3.440      PUBLISHED 
MAY  28,  1935.     Class  .39. 

327.692.  ADVERTISING  DISPLAYS.  PAMPHLETS, 
BROCHURES.  PUBLICATIONS.  CUT-OUTS.  AND 
OTHER  PRINTED  ADVI-5TJTTSING  MATTER.  SOLD 
TU  THE  THADE  AS  SirH  MA<;iLr.-WBiNHHEi.MKR 
Company,  doing  business  as  National  Selling  Service, 
Chicago.  111. 

Filed  April  5.   1936.     Serial  No.  363.4.'J5.     rUBLISHED 
JUNB  25.  1986.     Class  88. 

.'I27.69:i.  BOOTS,  SHOES  AND  SLIPPERS  OF  LEATHER 
AND  FABRIC.     Hanan  k  Son.  Inc..  New  York,  N    Y, 

Flle<l  April  4.  19S5.     Serial  No,  363.892.     PI'BLISHED 
MAY  2X.  U».35      Class  39. 
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327.694.  DBB88E8,  OUTER  AND  LENDER  ^»^J«TS  KL 
M0N08  APRONS,  LINGERIE— NA.MELY,  WOMEN  S 
aSd  MISSES'  SLIPS.  STEPIN8,  BLOOMEhs  AND 
CHEMISES,  SCARFS,  PAJAMAS,  BATH  ROBES 
UNION  SUITS.  DRAWERS,  ETC.  D.  H.  Grant  & 
no  Inc  New  York,  N.  Y. 
Filed 'April'  ri935.     Serial  No.  363.390.     PUBLISHED 

JUNE  18,  1935.    Class  39. 

327,695.       HEELS    MADE    WHOLLY    OR     PARTLY    OF 
RUBBER.    The  Fisk  Rubber  Corporation,  t  hicopee 

Flfe^'ApHr  4,  1935.     Serial  No.  363.389.     PUBLISHED 

MAY  28.  1935.    Class  39.  / 

327  696     FINGElt  RINGS,  JEWELED  PINS,  EAR  RINGS, 

'  NECKLACES    TIE-PINS.  BROOCHES.  BRACELETS, 

WD  DECORATIVE  STUDS  AND  CUFF-LINKS,  ALL 

BEING  ARTICLES  OF  IMITATION  JEWELRY  AND 

IMITATION       PEARLS       AND      RECONSTRUCTED 

GEMS        CiBO    PEARLS    Limited.    London    England. 

Filed  April  4.  1935.     Serial  No.  368.384.     PUBLISHED 

JUNE  25.  1936.     Class  28. 

327.697.      SHOES   OF   LEATHER.      THE    H.   C.    Godman 
Company,  Columbus.  Ohio. 
Filed  April  2.  1935.     Serial  No.  363.322.     PUBLISHED 
JUNE  18,  1935.     Class  89. 


PRINTING     INKS     AND 
The   Sherwin-Williams 


PUBLISHED 


327.608.       INK     PIGMENTS.' 
LITHOGRAPHING   INKS 
Co..  Cleveland.  Ohio. 
Filed  April  1,  1935.     Serial  No.  363.297 
JUNE  25,  1936.     Class  11. 

327.699.      SHOE  L.\CES.      Biltmoke  Textile  Company, 
Ixc     l>rovldeDce,  R.  I. 
Flle<l  March  30,  1935.    Serial  No.  363.200.    PUBLISHED 
MAY  28.  1936.     Class  40. 


327,700.      SHOE   L.U^ES.      Bii.tmork   Tbxtii.e   C«>mpAnt. 

Inc.,  Providence.  R.  I.  ^ 

Filed  March  30.  1935.    Serial  No.  363.199.    PUBLISllhD 
MAY  28,  1936.     Class  40. 

3>7  701        BIDETS.    TOILET    BOWLS.    TOILET    SEATS. 

'   '  LVVATORIES.  B.\THROOM  FIXTURES.  AND  S.\NI- 

TARY  ATTACHMENTS  VUE  TOILET  AND  BIDETS 

FOR  INTERNAL  IRRIGATIONS.     The  Sanit.^by  Fix- 

TiR&s  Company  or  North  America.  New  York.  N.  Y\ 

Filed  March  28,  1935.     Serial  No.  363.194.     PUBLISHED 

JUNE  25.  1936.     Class  13. 

327  702     BTTTONS  NOT  MADE  OF  PRECIOUS  METAI-S 
"  \rn.MATU-   PEARi.  BiTTOx   CO..  Muscatine,   Iowa. 
Filed  March  29.  1935.     Serial  No.  363.150.     PUBLISHED 
MAY  28.  1985.     Class  40. 

327.703.  PERIODICAL.     Associated  Pi  blications.  Inc., 

Fnerrrch'29.  m5.     serial  No.  363.1.39.     PUBLISHED 
JUNE  25.  1935.     Class  38. 

327.704.  CUTTING    OILS.      Stvcnxv-VAcnM    Oil    Com 
r\NY.  lNCf»BiM>R.vTED.  New  York.  N.  Y. 

Filed  March  28.  1935.     Serlnl  No.  363.120      PUBLISHED 
JUNK  25,  1035.     Class  16. 

327.705.  LADIES'    DRESSES    .\ND    CO.ATS.       Edward 
'  PArL   EMAxrEL.   doing   brisiness   as    New    "iork    Dress 

Manufacturers'  Associates,  New  York.  N.  Y..  assignor 
to  Wohl  Shoe  Company,  St.  I>ouls.  Mo.,  a  corporation. 
Filed    March    27.     19.35.       Serial    No.    363.040.       PUB- 
LISHED JUNE  18,  1935.     Class  39. 

.-^07  TOO       SHOES  OF  LEATHER.   OR   A   COMBINATION 
'      OF    LE-VTHER,    RUBBER    OR    FABRIC.      Johnso.n- 

STEPHEXS    &    SHINKLE    SHOE   COMPANY.    St.    LoulS.    MO. 

Filed    March    28.    1936.       Serial    No.    363.102.       PUB- 
LISHED MAT  28.  1935.     Class  39. 

3-7  707      COTTON  AND  RAYON  MIXTURES  AND  PART 
LINEN    PIECE    GOODS.      Joseph    W.    Woods   Com 
PANV.  INC.  New  York.   N.  Y. 
Filed  March  27,  1935.    Serlnl  No.  368.081.    PUBLISHED 
JTNE   D*.   1935.     Class  42. 


327.708.  SHOES  AND  SLIPPERS  bOR  MEN.  WOMEN. 
AND  CHILDREN  MADE  OUT  OF  LEATHE^l.  t  AB- 
RIC,    AND   COMBINATIONS    THEREOF.      NEO    PED, 

INC.,  Jersey  City,  N,  J.  ,       .  ,     ^i-m  Tsnvn 

Filed  March  27.  1936.    Serial  No.  36:;,0^6.    PLBLISHED 

M-\Y  28    1935.     Class  39, 

327,709.'    CORSETS,   REDUCING    FOUNDATIONS.    GIR- 
DLES     STEP-IN     GIRDLES,     BRASSlfiRES.     AND 
COMBINATION      CORSETS      AND      BRASSlfiRES. 
THE  NEatform  CO..  INC.,  New  York.  N.  ^'. 
Filed  March  27.  1935.    Serial  No.  303.065.    PI  BLISHKD 

JUNE  18,  1935.     Class  39. 

327.710.      FROZEN   EGOS.      Iuxabcs    Eo.;    corporation^ 

Fire^"M«"li'27;  1936.    Serial  No.  363.053,    PUBLISHED 
JUNE  26,  1935.     Class  46. 

327  711       PIECE    GOODS    IN    COTTON.    WOOL    SILK. 
'  AND  COMBINATIONS  THEREOF.     Marshall  Fieh.    / 

&   COMPANY,    Chicago,    111.  .„^,. 

Filed  March  27.  1935.    Serial  No.  363.041.    PUBLISHED 
MAY  28,  1935.     Class  42. 

327  712      BRANDY  AND  COf;NAC.     Societe  HellexiQIE 
DE    VINS   ET   SPlRITCirX,    S.   A..    Athen-^.    Greece. 
Filed  April  19,  1935.    Serial  No.  303.990.      PUBLISHED 
JULY  2,  1935.     Class  49. 

327  713       RESINS,    INCLUDING    SYNTHETIC    RESINS 
'  AND  PROCESSED  NATURAL  RESINS  :   RESIN    SO- 
LUTIONS.    INCLUDING     PLASTIC     HESIN     SOU 
TIONS:  AND  OILS.  INCLUDING  PRiX'ESSED  OILS* 
AND  SYNTHETIC  OILS  FOR  USE  IN  THE  INDUSr 
TRIAL  ARTS.     BICK,   Koi.i.br   &   •  o..    Inc..  Detroit. 

Filed Vprll  20,  1935.     Serial  No.  .'•.00.993.     PUBLISHED 

JUNE  26.  1935.     Class  6. 

327  714      SHOES  MADE  OF  LEATHER.  RUBBER.  FAB 
RIC     OR    OF    COMBINATIONS    OF    THESE    MATE- 
RI.\LS.      CHI8HOLM    BOOT    SHOPS,     INC.,    Clevelnnd, 

Filed   February    11.   1935.      Serial   No.    361.257.      PTB- 
LISHED  JULY  25,  1935.     Oass  S9. 

307  715       NEGLIGEE    AND  DRESS   SHIRTS.   COLLARS. 
'  CUFFS    UNDERSHIRTS.  UNDERDRAWERS.  UNION 
suits'    sweaters.     BATHING     SUITS,     GLOVES 
AND  MITTENS  OF  FABRIC.  LEATHER,  AND  COM- 
BINATIONS   THEREOF.    ETC.      Simons.    Hatch    & 
WHiTTKN   COMPANY,   Boston,   Mass. 
I        Filed    February    12,    1935.      Serial    No.    301.330.      PUB- 
LISHED JUNE  18,   1936.     Class  39. 
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1.710.      COTTON.     LINEN.     ARTIFICIAL    AND    N.\T- 


URVL     SILK     GOODS,     PLAIN.     COLORED.     AND 
PRINTED,   IN    PIECES.      MarvLO   MiU-s.    INC.,    New 

York,  N.  Y. 
Filed    February    16.    1935.      Serial    No.    301.471.      PUB- 
LISHED  MAY    28,    1935.      Class   42. 

327  717.      BRASSlfcRES.  CORSETS.   UNDERWEAR    FOR 

WOMEN       OF     TEXTILE     MATERIAL,     (ilHl'LES. 

BANDE.\UX.      AND      FOUNDATION       GAK.MENT8. 

D'AMODR  FOINDATIONS.  ISC..  New  Yo.k.  N.  Y. 

Filed  April  8.  1935.     Serial  No.  .".03.491.     PUBLISHED 

JUNE  4,  1935.     Class  39. 

327.718.  COTTON    PIECE    GOODS    AND    SILK    PIECE 
GOODS.     CON8olid.\ted  Bleaching  Co..  Union  City, 

N    J. 
Filed  February    19.    1935.      Serial   No.    .361.666.      PUB- 
LISHED JUNE  18,  1936.     Class  42. 

327.719.  BRASSlfcRES.    BANDEAUX.    CORSET?:    COR 
SELETS.  AND  GIRDLES      Maiden  Form   Rrvrsiere 
Company    IN'C.,   New   York.   NY. 

Filed    February    20,    1935.      Serial    No.    361.1523.      PUB- 
LISHED MAY   21.    1936.      Class   .39. 

H27  720        MEN'S    NEGLIGEE     SHIRTS.    SHORTS    FOR 
'outer  wear,  and  PAJAMAS      Wamsitta  Mills. 

New   Bedford.  Mass. 
Piled    February    20.    19.35       Serial    No.    .•^61.643.      PIB- 
LISHED MAY  28.  1935.     Cla.«8  39. 
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a*-'7.721       CRAYONS     AND      BLACKBOARD      ERASERH 
WCBCR  msTTLLo  CO.,  Chicago  Heights.  Ill 
Filed    Fehruary    -'1.    1935.      Serial    No.    3«1.701.      PUB- 
LISHED JUNE  25.    1935      Class  37. 

3J7,722.      WHISKEY       Andbrsox  COCXTT  Distiluno  CO. 
INC.,    LawrfUCfbiirg.    Ky. 
Filed    February   23,    1935.      Serial    No.   361,714.      PUB- 
LISHED JULY  2.   1935.     Class  49. 

327.723.  EARTHENWARE  AND  CROCKERY  PROD- 
UCTS — NAMELY.  TABLEWARE.  KITCHENWARE, 
A.M)  nvK.NWAHE.  PITCHERS,  VASES.  JUGS. 
JARS.  DEt  UKATIVE  POTS.  LIQUOR  CONTAINERS. 
Dublin  E.  Bravton,  Laguna  Beach.  Calif. 

Filed    Februaiy    J3.    1935.      Serial    No.    381,717.      PUB 
LISHED  JUNE  25,  1935.     Class  30. 

327.724.  ELECTRICAL  ST0RA(;E  BATTERIES.  WM. 
C.  MCDUITIB,  receiver  of  Richfield  Oil  Comi»ony  of 
California,  Los  .\i>geleH,  Calif. 

Filed    February    23,    1935.      Serial    No.    361,755.      PUB- 
LISHED JUNE  25.   1935.     Class  21.  "~~ 

327.725.  WOOL.  SILK,  LINEN,  COTTON.  AND  RAYON 
FURNITURE  UPHOLSTERY  PIECE  GOODS.  Rich 
ARD  PICK  &  lilLiEB  CO.,  Chicago.  111. 

Filed    February    l'."..    1935.      Serial    No.    361,819.      PUB- 
LISHED JUNE   18.   1935.     Class  42. 

327.726.  GA.MES — NA.MELY,  A  GAME  PLAYED  WITH 
A  BOARD,  DICE.  MODEL  YACHTS.  WIND  TOP. 
INDICATOR.  AND  A  PACK  OF  CARDS;  ALSO  A 
GAME  PI^\YED  WITH  A  BOARD.  CARDS.  AND 
AEROPLANE  COUNTERS;  AND  ALSO  A  (;AME 
PLAYED  WITH  A  BOARD  AND  MODEL  SHIPS 
KOBKRT  R08S  &  COMPAXT,  LiMtiio.  Southampton,  Eng- 
land. 

Filed   February   25,    1935.      Serial    No.    .361.820.      PUB 
LISHED  MAY   28,    1935.      Clasa  22. 

327.727.  COTTON  BROADCLOTH  IN  THE  PIECE.  SE.v 
ISLAND  MILLS,  I.sc..  New  York,   N.  Y. 

Fil.Ml    February    25.    1935.      Serial    No.    381,Ji^21.      PUB- 
LISHED  MAY    28.    1935.      Class   42 

327.728.  CoTTnN  BROADCLOTH  IN  THE  PIECE.  SKA 
Island  .Mills,  inc..  New  York.  N.  Y. 

Filed    Febiunrv    2.-.    1935.      Serial    No.    361.822.      PUB- 
LISHED JUNE    1*^.    1935.     Class  42. 

327.729.  GARTERS,  SUSPENDERS,   BRASSlftKES.  OIR 
DLES.     AND     HOSE      SUPPORTERS.        G«M-Dandt 
0.»RT«R  CO..  Madison.   N.  C 

Filpd    February    20,    1935.      Serial   No.   361,839.      PUB- 
LISHED  MAY   28.    1935.      Class   39. 

327.730.  CORSETS  LiLT  or  FRA.vc«  CoBSST  Compact, 
Inc.,  New  Y'ork.  N.    Y. 

Fil.'.l    February    27,    1935.      Serial    No.    361.892.      PUB- 
LISHED  MAY   7.    1935.      Class   39. 

327.731  SHOES  CONSTRUCTED  OF  LEATHER.  RUB- 
BER. AND  FABRIC.  AND  COMBINATIONS  OF  SUCH 
M.VTFRIAI.S      Pharlbs  K    Milbv.s    Kansas  Ciy.  Mo. 

File.!    Ffhrnary    21.    11»3.'5.      Serial    No.    301,897.      PUB- 
LISHED MAY  21.  1935.     Class  39. 

327.732  YOUNO  L.xDIES'  SHOES  M.VDF  FROM  A 
CfJMBI.VATION  OF  LEATHER.  RLBHER.  AND 
FABRIC.     HUTH  k  jAMi.s  Shoe  Co  .  Milwaukee.  Wis. 

Flle<l    Fehruary    27.    19.35.      Serial    No.    361.942.      PUB- 
LISHED JUNE   18.  19.35.     Class  39 

327.733.      GIN.      J.   H.   HiJJKis'   DrsTiLLEERDERy.    N,    v.. 
doing  business  as  J.  H.  Henkes*  Dl.«tillery.  Rotterdam, 
Netherland.s. 
Filed    Fehruary    28.    1935.      Serial   No.    361.964.      PUB- 
LISHED JULY  2.  193.1.     Class  40 

327.7.34.  LADIES  HATS.  Waltlu  K.  Mark.s.  Ixc  New 
York,  N.  T. 

Fil<  .1    February    28.    193.'>.      Serial    No.    .361.978.      PUB- 
LISHED .MAY   28.   1935       Class  .39 

327.7.35.  SHOES    MADE    OF    LEATHER.    OR    FABRIC. 
OR  OF   CO.MBINATIONS   OF    LEATHER    AND  FAB 
RIC.      E    I'    Reed  &  Co  .   Rochester.  N    Y 

File.l    February    28,    19.35.      Serial    No.    361.99.'..      PUB 
LISHED  MAY  7.  193.1.     Class  39. 


327,736       BUTTONS    AND   BUCKLES   MADE   OF   UREA 
FOR.MALDEHYDE   AND   RESINS.      American   Rec- 
ord CoHPuHATiON.  .New  York,  N    Y. 
Piled  June  29.  1933.     Serial  No    5.39.341.     PUBLISHED 
MAY  28.  1935.     Class  40. 

327.737.  WORSTED  AND  WOOLEN  PIECE  GOODS. 
Charlottesville  W(K)len  Mills.  Charlottehvllle.  Va. 

Filed  July  22.  1933.     Serial  No.  340.001.     PUBLISHED 
NOVEMBER  7.   19.33.     Class  42 

327.738.  CHAIRS  AND  SETTEES.  L.  ft  J.  G.  SncKUtr. 
Ixc,  FayettevlUe,  N.  Y. 

Filed    November   9.    1933.      .Serial    No.    343.489.      PUB- 
LISHED JUNE  25,  1935.     Claw  32. 

327.739.  SPORT  JACKETS  AND  SPORT  COATS  FOR 
MEN.  WOMEN,  AND  CHILDREN.  Isirdor  Rappa- 
PORT.  New  York,  N.  Y. 

Filed    December    1.    19.33.      Serial    No.    344.309.      PUB- 
LISHED JUNE  25,  1935.     Class  39. 

327.740       ETHYL   ALCOHOL,    BRANDIES.    WHISKEYS. 

RU.M.    LIQUEURS.    AND   CORDIALS.      Juan    Moll- 

ruLLEDA  CONOOST.  New  York,  N.  Y. 
Flle<l   December   15.    1933.      Serial   No.   344,968.      PUB- 
LISHED JULY  2.  1935.     Class  49. 

327.741.  ENAMELED  BASE  METAL  POTS.  PANS,  TE.\- 
KETTLES.  TEAPOTS.  COFFEE  PERCOLATORS. 
DRIP  COFFEE  MAKERS,  ROASTERS,  AND  COV- 
ERS THEREFOR.  I-'ederal  Enauelinq  &  Stampinu 
CoMPANT,  McKees  Rocks.  Pa 
Filed  January  8.  1934.  Serial  No.  345,850.  PUB- 
LISHED JUNE  25,  1935.     Class  13. 

327.742  RUM.  BRANDY.  ETHYL  AH'OHOL.  AND 
OTHER  l*OTABLE  DISTILLED  LIQUORS.  Ruvira 
Y  CompaSia  8.  EN  C.  Santlaeo.  Cuba. 

Filed    February    5.    1934.      .Serial    No.    346.989.      PUB- 
LISHED JULY  2,  1935.     Class  49. 

327.743  MACHINERY  SHAFT  COUPLINGS  HYDRAr- 
Hc  CoiPLi.No  CORPORATION.  Detroit,  Mlcli. 

Filed   February    14.    1934.      Rerlal   No.    347.358.      PUB- 
LISHED JUNE  25.  1935.     Class  23 

327.744.  LADIES'  HATS  Draper  Hat  Corporation. 
New  York,  N.  Y..  assignor  to  Consolldnte<l  Millinery 
Company,  New  York,  N.  Y. 

Filed     March     18.     1935.      Serial     No.     862.675.      PUB- 
LISHED MAY  28.  1935.     Class  39. 

327.745.  BOOTS  AND  SHOES  OF  LEATHER.  RUBBER. 
FABRIC.  AND  COMBINATIONS  THEREOF.  Mil 
roRD  Shoe  Company.  Mllford.  Mass. 

Filed    March     18,     1936.      Serial     No.    862,700       PUB- 
LISHED MAY  21,  19.35.     Class  89. 

327.740.      CANNED    COCOA.    PUDDINGS,    AND    MALT- 
COCO.A.     Roundsman  Food  Products,  Inc..  Newton 
Lower  Falls,  Mass 
Filed     .March     19.     1935.      Serial     No.     362,760.      PUB- 
LISHED JUNE  25,  19.35      Class  46. 

327.747.  KNITTINCJ  PINS  FOR  HAND  USE  The  B  'VB 
Needle  Company,  Chicago,  111. 

Filed     .M;irch     20.     1935.      Serial    No.    362.768.      PUB- 
LISHED JUNE  25,  1935.     Class  40. 

327.748.  NECKTIES,  HATS,  BEIRETS.  BATHING 
SUITS.  SWEATERS,  SOCKS,  UNIFORMS.  BELTS. 
SL.\CKS,  MIDDY  BLOUSES.  SKIRTS.  AND 
SHORTS.  <;iBL  Scoots.  (Incorpobatbdi.  New  York. 
N.  Y. 

Filed     March     20,     1935.      Serial    No,     362,778.      PUB- 
LISHED JUNE  18.  1935.     Class  39. 

327.749.  SEAM  niNDING.S.  Freydberc.  Bbos..  IMC.. 
New  York.  .\.  Y. 

Filed    March    20,     1936.      Serial     No.    362.779.      PUB- 
LISHED MAY  28,  1935.     Clas-x  40. 

327.750.  BRASSlftRES.  THB  H.  W.  OonaARD  Co..  Chi- 
cago. III. 

Filed     March     20.     1935.      Serial     No.     362.781.      PUB- 
LISHED MAY  28.  19.35.     Class  39. 
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327.751.     HUMAN  WIGS  AND  WIGS  FOR  DOLLS  AND 
MANEQUINS.     Seymour  Gkaxat.   New  York.   N.  Y. 
Filed     March    20.     1935       Serial     No.    362.782.      PUB- 
LISHED MAY  28.  1936.     Class  40. 

827  75*  HAIR  CURLERS.  HAIR  WAVERS.  WAVE 
PRE8SERS.  CURL  PRESSERS.  EACH  RESPEC- 
TIVELY NON  ELECTRICAL.  HAIR  PINS  GENER- 
ALLY. AND  MORE  PARTICUL.\RLY  BOBBY  PINS. 
NON-ELECTRICAL  WAVE  SETTERS.  AND  NON- 
ELECTRICAL CURL  SETTERS.  Haib  Net  Pack- 
ers, Inc..  New  York.  N.  Y. 
Filed  March  20.  1935.  Serial  No.  362.794.  PUB- 
LISHED JUNE  18.  1935.     Class  40. 

327  753  HAIR  CURLERS,  HAIR  WAVERS,  WAVE 
PRESSERS.  CURL  PRESSERS,  EACH  RESPEC- 
TIVELY NON  ELECTRICAL.  HAIR  PINS  GENER- 
ALLY, AND  MORE  PARTICULARLY  BOBBY  PINS, 
NON  ELECTRICAL  WAVE  SETTERS.  AND  NON- 
ELECTRICAL CURL  SETTERS.  Haib  Net  Pack- 
ers. iNC  .  New  York.  N.  Y. 
Filed  March  20,  1935.  Serial  No.  362.795.  PUB 
LISHED  JUNE  18,  1935.     Class  40. 

.327.754.      LADIES'    HATS.      Dbbwat    Hats,    Inc..    New 
York.  N.  Y.  _„„ 

Filed    March     21.     1935.      Serial     No.    362,808.      PUB- 
LISHED MAY  28.  1935.     Class  39. 

327.7.15.     CARTRIDGES  FOR   USE   IN   RIFLES  OR  RE- 
VOLVERS    OR      BOTH.      Winchester      Repeating 
Anus  Company.  New  Haven,  Conn. 
Filed    March     22.     1935.      Serial    No.     362,896.      PUB- 
LISHED JUNE  26.  1935.     Class  9. 

.3"7  756       WOMEN  S    WEARING    APPARED— NAMELY. 
HATS.     COATS,     SKIRTS.     SUITS.     AND     CAPES. 
Mabct  8  Hat  Company,  Inc.,  New  York,  N.  Y. 
Filed     March    23.     1935.      Serial     No.     382,919.      PUB- 
LISHED JUNE  18.  1936.     Class  39. 

3'7  757      RIGS    AND    CARPETS    IMPRF:gNATED    ON 
THE  UNDER  SIDE  ONLY  WITH  ANTI  SKID  COM 
POUND.     EnwABD   O.    Whitbley,   doing   business  as 
Laytexile  Company,  San  Francisco.  Calif. 
Flle<l     March     25,     1935.     Serial     No.     362,982.     PUB- 
LISHED JUNE  25,  1936.     Class  42. 

327,768.     GLOVES  MADE  OF  I.,EATHER  AND  FABRIC. 
Bloomingdale  bbos..  Inc.,  New  York.  N.  Y. 
Filed     March     26.     1935.      Serial     No.     362.988.     PUB 
LISHED  JUNE  18.  ir35.     Class  .39. 
327  759      PERFT'MES.     CoTY.  IKC,  New  York.  N.  Y. 

Filed     April     20.     1935.     Serial     No.     364.001.     PUB- 
LISHED JUNE  25.  1935.     Class  6. 

327  760.     PREPARED     FLOUR     COMPRISING     FLOUR 
AND  SHORTENING.     Pcbitan  Mills.  Inc.,  Chi<  ago. 

Filed  May  10.  1935.     Serial  No.  364,788.     PUBLISHED 
JUNE  25.  1936.     Class  46. 

327.761.  LUBRICATING      OIL.       Socony-VaCCOM      Oil 
COMPANY,  INCOBPORATF.D.  New  York.  N.  Y. 

Filed  May  10.  1935.     Serial  No.  364,793.     PUBLISHED 
.  JUNE  25.  1935.     Class  16. 

327.762.  SHOCK   ABSORBERS.      TBI  Goodyeab  Tire  & 
Ri'brer  Company.  Akron,  Ohio. 

Filed  May  11.  1935.      Serial  No.  364.816.     PUBLISHED 
JUNE  25.  1935.     Class  19. 

327  763       PYROXYLIN   CEMENTS   SPEX'IFICALLY   F^M 
PLOYED     IN     UNITING      LEATHER      SURFACES. 
Tn»  (;oBDON  Process  Company,  Columbus.  Ohio 
Filed  May  11.  1935.     Serial  No.  364,817.     PUBLISHED 
JUNE  25.  1935.     Class  5. 

327.764.  KNIFE.  CATTABACors  Cutlebt  Company, 
Little  Valley.  N.  Y. 

Filed  May  13.  1935.     Serial  No.  304.854.     PUBLISHED 
JUNE  25.  1935.     Class  23. 

327.765.  WATER  REPELLENT  TEXTILE  FABRICS  IN 
THE  PIECE.  THE  Cbavenette  Company,  U.  S.  A., 
Hobokcn.  N.  J. 

Filed  May  13.  19.36.     Serial  No.  364.802.     PUBLISHED 
JUNE  25.  1935.     Class  50. 


327.766.     SELF-MEASURING     PUMPS.     Tokheim     Oil 
Tank  &  PrMP  Co.,  Fort  Wayne,  Ind. 
Filed  May  13.  1935.     Serial  No.  364.899.     PUBLISHED 
JUNE  25.  1935.     Class  26. 

327  767      SEMIHARD     RUBBER     COMPOSITION     M.V 
'  TERIAL  USED  IN  THE  MANUFACTURE  OF  TOYS 
AND  DOLLS.     Pabaoon   Rubber  Corporation,  New 

York,  N.  Y. 
Filed  May  14,  1935.     Serial  No.  364.925.     PUBLISHED 
JUNE  25.  1935.     Class  1. 

327.768.  WHISKEY.      Penn-Mabylaxd      Corporation, 
'  New  York.  NY.  ^ 

Filed  May  14,  1935.     Serial  No.  364.927.     PUBLISHED 
JULY  2,  1935.     Class  49. 

327.769.  WHISKEY.     The   Amebican   Distilling  Com- 
pany, Pekin,  111.  _ 

Filed  May  15,  1935.     Serial  No.  364.937.     PUBLISHED 
JULY  2,  1935.     Class  49. 

327.770.  WHISKEY.     The   Amebican    Distilling   Com- 
pany, I'ekin.  111. 

Filed  May  15,  1985.     Serial  No.  364.940.     PUBLISHED 
JULY  2,  1935.     Class  49. 

.327,771.     WHISKEY.     The   Americas    Distilling    Com- 
pany, Pekin,  III.  ^ 

Filed  May  15,  1035.     Serial  No.  364.941.     PUBLISHED 
JULY  2,  19-35.     Class  49. 

327.772.  WHISKEY.     The   American    Distilling   Com- 
pany, Pekin,  111.  ___ 

Filed  May  15.  1935.     Serial  No.  364.942.     PUBLISHED 
JULY  2.  1935.     Class  49. 

327.773.  WHISKEY.     The   American    Distilling   Com- 
pany, Pekin,  111.  ^ 

Filed  May  15,  1935.      Serial  No.  364.946.      PUBLISHED 
JULY  2,  1935.     Class  49. 

.327.774.     GIN.     The     Amebican     Distilling     Company, 
*  Pekin.  111. 

Filed  May  15.  1935.     Serial  No.  364.947.      PUBLISHED 

JULY  2,  1935.     Class  49. 

.327.775.     SCOTCH    WHISKY      FraSer    Macdonald    Dis- 
tillery Co.  Limited,  Glasgow,  Scotland. 
Filed  May  15,  1935.     Serial  No.  364.955.     PUBLISHED 
JULY  2.  1935.     Class  49. 

.327,776.     SKATES.     Noah's     Ark     Auto     Accrssorifs, 
Inc.,  Rochester,  N.  Y. 
Filed  May  15.  1035.      Serial  No.  364.967.     PUBLISHED 
JUNE  25,  1935.     Class  22. 

307777        FERROALLOYS— NAMELY.      FBRRO      SILl- 

'CON     ALL    GRADES:    FERRO    CHROME.    reRRO 

MANGANESE.    AND    SILICO    MANGANESE.     Ohio 

Febro  alloys  Cobpobation,  Canton,  Ohio. 

Filed  May  15.  1935.     Serial  No.  364.968.      PUBLISHED 

JUNK  25,  1935.     Class  14. 

327,778.     WHISKEY.  GIN.  RUM,  BRANDY.  AND  ALCO- 
HOLIC  CORDIALS.     A.   F.   Sullivan   Corporation, 
New  York.  N.  Y.      ^ 
Filed  May  15.  1035.     Serial  No.  364,979.     PUBLISHED 
JULY  2,  1935.     Class  49. 

327  779.     CIGARETTES.    CHEWING    TOBACCO.    SMOK- 
'.    '  ING  TOBACCO,  AND  SNUFF.      BROWN  &  William- 
son tobacco  Corporation.  Louisville.  Ky. 
Filed  May  17,  1935.      Serial  No.  365.022.     PUBLISHED 
JUNE  26,  1935.     Class  17. 

327.780.  GIN.     Equitable   Trading    Corporation,    New 
'  York.  N.  Y. 

Filed  May  17,  1935      Serial  No.  365.030.     PUBUSHED 
JULY  2.  1935.     Class  49. 

327.781.  IRONING     TABLES.      National     Washboakd 
Company.  Chicago,  111. 

Filed  May  18,  1935.      Serial  No.  365.088.      PUBLISHED 
JUNE  25,  1935.     Class  24. 

327.782.  IRONING     TABLES.       National    Washboard 
Company,  Chicago,   111.  „t-ta 

Filed  May  18.  1935.     Serial  No.  365.089.     PUBLJ.'^HED 
JUNK  25.  1935.     Oass  24. 
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327.783.  IRUXIXG    TABLES.       National    Washboard 
COMPANY,  Chicago,   111. 

Filed  May  lf»,  1935.     Serial  No.  365,09<1.     PUBLISHED 
.TUNE  25,  1935.     Class  24. 

327.784.  WHISKEY.      Hiham    Walker    k    Sons.    Inc., 
Peoria,  111. 

Fllfd  May  IR.  19:i5.     Serial  No.  .3«5,10o.     PUBLISHED 
JTLY   2,    1935.      Class  49. 

327,7isr..      WHISKEY.    GIN.    RUM.    BRANDY,    AND    AL- 
COHOLIC    CORIHALS.       JOSEPH     S.     FINCH    &    COM- 
PANY,   Schenley.    Pa. 
Filed  May  2M,  1935.     Serial  No.  365,124.     PUBLISHED 

JULY  2,  1935.     Class  49. 

827.786.  WHISKEY.      Goodkbha.m    Aborts    Limited, 
I>troit,  Mi(h. 

Filed  May  il.  19.15.     Serial  No.  :;65.193.     PUBLISHED 
.TTLY  2.  19.M5.     Clas.-s  49. 

827.787.  PADLOCKS.     Railroad  Acceb-sories  Corpora- 
tion, New  York,  N.  Y. 

Filed  May  21    19.55.     Serial  No.  365.213.     PUBLISHED 
JUNE  25.  1935.     Cla.-s  25. 

327.788.  WHISKEY.  Hiram  Walker  le  Sons.  Inc.,  Pe- 
oria, 111. 

nied  May  24.  1935.     Serial  No.  .W5,363.     PUBLISHED 
JULY  2.  1935.     Cla««  49. 

327,7s9.  WHISKEY.  Goouerham  &  Worts  Limited, 
Detroit,   Mich. 

Filed  May  21  1935.     Serial  No.  365,454.     PUBLISHED 
jri.Y  2,   193.1.     r\a»s  49. 

327.790.  LUBRU'ATING  OILS.     Esso  I.vc,  Newark.  N.  J. 
Filed  April  20.  IM."..     Serial  No.  364.004.     PUBLISHED 

JUNE  25.  I»:i5.      <'1m."*8  15. 

327.791.  SHnKS  OF  LEATHER.  F.ABRIC,  OR  COMBI- 
N.\TU»NS  THEREUF.  G«NBRaL  Shob  i  orii>bation, 
Nashville,  Tenn. 

File«l  April  20.  1935.     Serial  No.  364,007.     PUBLISHED 
JUNE   2".,   19:.."..      Cla<«3   39. 

327.792.  CHE.MICAL  PREPARATION  USED  AS  A  DE- 
ODORIZER. THE  OlBBS  MANlrACTCBINO  COMPANY, 
Canton,    Ohio. 

Filed  April  20,  1935.     Serial  No.  364.008.     PUBLISHED 
JUNE  25.  1935.     Cla.-s  6. 

327.793.  HAIR  DYES  HAIR  BRIGHTENERS,  SHAM- 
POO TINTS.  HAIR  RINSES.  lNB«n<).  Inc..  New 
York.  N.  Y. 

Filed  April  2o.  Uf.lo.    Serial  No.  304.010.    PUBLISHED 
JUNE  25.  19.'}5.     Class  6. 

.{27.794.  TRAILERS.  EMebsON  D.  ObOve«,  Chehalls, 
Wa^h. 

Filed  May  1«>.  1935.     Serial  No.  .364,770.     PUBLISHED 
JINE  25.  19.i5.     Class  19. 

327.795       INSUI.ATET*    WIRE    AND    INSULATING    AND 
HEAT    RP.SISTI.S'i    COMPOUNDS    FOR    ELBCTRI- 
«■    CAL  AI'I'ARATUS.      Ve.;a  Manitacturing  Corpora- 
tion,   Wilmington.    Del. 
Filed  May  9.   1935.     Serial  No.  364.746.     PUBLISHED 
JUNE  25.   1935.      Class  21. 

327.796.  HYDRoC.KRBON  FUELS  SUCH  AS  GASOLINE 
AND  CHEMICALLY  TREATED  LUBRICATING 
COMPOSITIONS  SUCH  AS  LUBRICATING  OIL  AND 
<;REASE  The  LUBRI-ZOL  Corpor.^TION.  Wlikllffe. 
Ohio. 
Filed  Msxy  9    Ut.tS.     Serial   No.  364,726.     PUBLISHED 

JUNE  25.  1935.     Class  15. 

.'527.797.        MUFFLERS     FOR      EXPLOSIVE     ENGINES. 
Goerlich's,   Inc.,  Toledo,   Ohio. 
Flle<l   May  9,    1935.     Serial  No.  364,720.     PUBLISHED 
JUNE  25,  1935.     Class  23. 

:«7.7ns  PHOTOGRAPHIC        CAMERAS,        CAMERA 

LENSES  AND  SHUTTERS.     Agfa  Aksco  Corpora- 
tion, Binghamton,   N.  Y. 
FilKl  May  9.   19.35.     Serial  No.  364,705.     PUBLISHED 
J(  NK  2."i.   19.35.     Class  26. 


327,799  PHOTOGRAPHIC        CAMERAS,  •     CAMERA 

LENSES    AND    SHUTTERS.      A»JKA    ANsro   CottPtiUA 
TION,  Binghamton,  N.  Y. 
Filed  May  9,  1935.      Serial  No.  864,704.     PUBLISHED 

JUNE  25,    1935.     Class  26. 

327.800.  PHOTOGRAPHIC  CAMERAS,  CAMERA 
LENSES  AND  SHUTTERS.  AuFa  Ansco  Corpora- 
tion,  Binghamton.   N.   Y. 

Filed  May  9,  1935.     S.rlal  No.  364,702.     PUBLISHED 
JUNE  25,  1935.     C\At»  26. 

327.801.  BULK  VE«;ETABLE  SHORTENIN«}  OF  SEMI- 
SOLID   FOUM         THE    PHO«-TtR    &    <JAMBLE    COMPANY. 

Cincinnati,  Ohio. 
Filed  May  8.  1935.     Serial  No.  :W4,6S2.     PUBLISHED 
JUNK  25,   1935.     Cla«»  46. 

327.802.  WHEAT  FLOUR  Pillsbiry  Fi.oUB  Mills 
COMPANY,   Minueapolia.   Mlun. 

Filed  May  8.  1935.     Serial  No.  364.681.      PUBLISHED 
JUNE  25,  1935.     Class  46. 

327.803.  WHE.VT  FLOUR.  PH.rSBrnY  Fi.OUr  MiLLg 
COMPANv.   Mlnueapolis.   Minn. 

Filed  May  8.   1935.     Serial  No.  364.680.     PUBLISHED 
JUNE  25,  19.35.     Class  46. 

327.804.  WHEAT  FLOUR.  Pillsbcry  Flocr  Mills 
COMPANY.    Minneapolis.    Mlun. 

Fllpd  May  8.  1935.     Serial  No.  364.679.     PUBLISHED 
JUNE  25.  19.35.     Class  46. 

327.805.  WHEAT  FLOUR  Pillrbcry  Floir  Mills 
Company.    Minneapolis.    Minn. 

Filed  May  8.   1935.      S<»rlal   No.   304.678.      PUBLISHED 
JUNE   25.   1935.     Class  46. 

327.806.  WEDDING  RINGS.  HlNRY  KOHN  k  SOXS,  IN- 
roKPORATED,   Hartford.   Conn. 

Filed  May  8.  1935.      Serial  No.  364,674.     PUULISHED 
JUNK  25,  1935.     Class  28. 

327  807.  MOTION  PICTURES  AND  MOTION  PICTURE 
FILMS.  WHICH  HAVE  RF^'ORDS  OR  SOTND. 
WORDS  AND  OR  MUSIC  THEREON.  AND  MOTION 
PICTURE  rilMS  ADAPTED  FOR  SYNCHRONIZA- 
TION WITH  SOUND,  WORDS  AND  OR  MUSIC 
RECORDS.  W*UNE«  Bros.  Putt  res.  In»-  .  N.w  York. 
N  Y 
Filed  Ifay  7.  1935       Serial  No.  364,64H.      PUBLISHED 

JUNE  25,  1935.     CUss  26. 

327.808.      MONTHLY    PUBLICATION.      Vlst  opathic    IX- 
sTiTfTB  or  AMEBic.\.   Iiayton,  Ohio. 
Filed  May   7.   19.35       Serial    No.  it64.644.     PUBLISHED 
JUNE  25.   1935.     Class  3H. 

327,809      WEEKLY   PUBLICATION.      Tub  Nation   Inc.. 
New  York.   N.  Y. 
Filed    May  7.  193r..     Serial  No.  364.636.     PUBLISHED 
JUNE  25,  19".5.     Class  38. 

327.810.    DISHWASHING  MACHINES     (Joki>on  B.  GRAn.  ' 
doing  business  as  Grace  Manufacturing  Co.,  San  Fran- 
cisco, Calif. 
Filed   May  7.  19.35.     Serial  No.  364.625.     PUBLISHED 
JUNE  25,  1935.     Clat-s  23. 

.327,811.      ICE   AND    ROLLER    SKATES.      Polar  Werkb, 
A.-O.,    Remscheld,    Germany. 
Piled  May  6.  1935.     Serial   No.  .364,591.     PUBLISHED 
JUNE  25,  19:15.     Class  22. 

327.812.  FROZEN  CONFECTIONS.      Horn-Sipkeme   Ice 
Cbeam  company,  Inc.,  Baltimore,  Md. 

Filed  May  4.  1935.     Serial  No.  364,543.     PUBLISHED 

JUNE  25,  1935.     Class  46. 
« 

327.813.  DAILY   NEWSPAPER.     Staatb  IIerold  Corpo- 
ration, New  York,  N.  Y. 

Pilwl  May  3,  1985.     Serial  No.  364.522.     PUBLISHED 
JUNE  25,  1985.     Class  38. 
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327.814.    SUNDAY  NEW  SPAPER.    StaatsIUbold  Corpo- 
ration, New  York,  N.  Y. 
nied  May  3,  19.35.     Serial  No.  364,521.     PUBLISHED 
JUNE  25,  1938.     Class  38. 

327  815       LAWN-MOWERS,    LAWN-SWEEPERS.   LAWN- 
'  TRIMMERS,  AND  GRASS-COLLECT<JRS.     Philadel- 
phia I>iWN   MOWER  CO..   INC.,   Philadelphia,   Pa.,   a.s- 
slgnor  to  Philadelphia  Ijxku  Mower  &  Mfg.  to. 
Filed. May  2,  1935.     Serial  No.  364,483.     PUBLISHED 
JUNE  18,  1985.     Class  23. 

327.816.     PAPER  FOLDED  NAPKINS.     National  Paper 
Napkin  manipactirino  CO.  inc..  Chicago,  III. 
Filed  May  1.  1935.     Serial  No.  364,433.     PUBLISHED 
JUNE  25,  1936.     CUsa  37. 

327  817  FRESH       VBGKTABLF>>.       CANTALOUPES, 

'  HONEY     DEW     AND     CASABA     MELONS.      SMITH 
Thobnbubo  Company,  Phoenix,  Arl«. 
Flle<l  April  30.  1935.     Serial  No.  364,397.     PUBLISHED 
JUNE  25,   1935.     Class  46. 

327  818      PIECE  GOODS  MADE  WHOLLY  OR  PARTIAI.^ 
'  LY     OF    CELLULOSE    DERIVATIVES.       Cblanese 
Corporation  op  America.  New  York.  N.  Y. 
Flle<l  April  30.  1935.     Serial  No.  364.377.     PUBLISHED 
JUNE  18,  1935.     Class  42. 

327  819      PIECE  GOODS  MADE  WHOLLY  OR  PARTIAL- 
'  LY     OF     CELLUOSE     DERIVATIVES.        Celanesb 

Corporation  op  America,  New  York,  N.  Y^. 
Filed  April  30,  1935.     Serial  No.  364.376.     PUBLISHED 
JUNE  18.  1936.     Class  42. 

327  820      SHOES.  MADE  OF  LEATHER.  OR  FABRIC.  OR 
OF  COMBINATIONS   OF   LEATHER   AND   FABRIC. 
E    P    ReBD  k  Co.,  Rochester,  N.  Y. 
Fihil  April  24,  19:55.    Serial  No.  3tl4,150.    PUBLISHED 
JUNE  18,  19^6.     Class  39. 


MoNiTE  Com 
PUBLISHED 


327.821.     MOTHPROOFINC  MATF:RIALS. 

PANY,    St.    I.^Ui8.    Mo. 

Flle<l  April  22,  1935.     Serial  No.  364,113. 
JUNE  25,  1985.     Class  6. 

327  822      DEVICES  ADAITED  FOR  PREVENTING  AND 
'  EXTINGUISHING    FIRES    IN    MOTION    PICTURE 
FILMS,   AN   ACCESSORY  TO  A  FILM  CAMERA  OR 
PROJECTION  MACHINE.     Film  Treatizob  Corpora- 
tion, New  York,  N.  Y. 
nied  April  2:5.  1935.     Serial  No.  364,095.     PUBLISHED 
JUNE  25.  1986.     Class  26. 

327  823     MEDICINE  FOR  THE  TREATMENT  OF  GOUTY 
'  AND    RHEUMATISMAL    AFFECTIONS    AS    A    DIS- 
SOLVENT OF  URIC  ACID.     Thb  Pharmaco  Chem 
icAL  Products  CorfPAXY.  Limited,  London.  Enjjland. 
Filed  April  22,  1935.     Serial  No.  364,071.     PUBLISHED 
JUNE  25,  1935.    Class  6. 

327.824.  COOKIE  CAKES.      KLOTZ    Cbackeb    Factory. 
Limited,  New  Orleans  La. 

Filed  April  22,  1935.     Serial  No.  364,063.     PUBLISHED 
JUNE  25,  1935.     Class  46. 

327.825.  HAIR  WAVING  SOLUTIONS.     Z»>TOS  Corpora- 
tion, New  York,  N.  Y. 

Filed  AprU  20.  1935.     Serial  No.  304,039.     PUBLISHED 
JUNE  25,  1935.     Class  6. 

327.826.  HAIR  WAVING  SOLUTIONS.     ZOT08  CORPORA- 
TION,  New  York,  N.  Y. 

Filed  April  20,  1935.     Serial  No.  364.038.     PUBLISHED 
JUNE  25,  1936.     CUss  6. 

327.827.  ENZYME   USED    IN    CONVERTING    STARCH 
R    T    VANDERBiLT  COMPANY,  INC.,  New  York.  N.  Y. 

Filed  April  20.  1935.     Serial  No.  364,031.     PUBLISHED 

JUNE  36,  1935.    Class  6. 

827.828.  COFFEE.    The  Quick  Coffee  Company,  Grosse 
Polnte  Farms,  Mich. 

nied  April  20,  19.35.     Serial  No.  864,021.     PUBLISHED 
JUNE  25,  1935.     Class  46. 


3»7  8'>9      COMIC  DRAWINGS  PUBLISHED  IN  A  SERIES 
'   '  IN    DAILY    AND    SUNDAY    NEWSPAPERS.       NEA 
SERVICE,   INC.,   Cleveland.   Ohio. 
Filed  April  20.  1935.     Serial  No.  364.015.     PUBLISHED 
JUNE  25.  1935.     Class  38. 

327  830       TRAPS   FOR   PLUMBING.    SINK,   LAVATORY 

'  AND  WASH  TRAY  CONNECTIONS,  WASTES  AND 

OVERFLOWS,    SUPPLIES.   WASTES   AND    SnOKRS 

FOR  CONCEALED  WORK.  SHOWER  BATH  .Sl'HAYS, 

ETC     Wolverine  Brass  Works.  Grand  Rapids,  Mich, 

File«l  April  24.  1935.     Serial  No.  364,159.     PUBLISHED 

JUNE  25,  1935.     Class  13. 

327,831.     FELT  HATS  FOR  MEN.     Hat  Corporation  or 
AMERICA.  South  Norwalk.  Conn. 
Filed  April  25,  1935.     Serial  No.  364,182.     PUBLISHED 
JUNE  25,  1935.     Class  39. 

327  832.      METAL    PIPE.    ELBOWS.    T  S.    COUPLINGS, 
'  Y'S,  UNIONS.  BUSHING.  PLUGS,  CAPS.     Wolver- 
ine Brass   Works,  Grand   Rapids,   Mich. 
Filed  April  24.  1935.     Serial  No.  364,158.     PUBLISHED 
JUNE  25.  1935.     Class  13. 

8  2  7,833.       ABSORBENT    CATAMENIAL    TAMPONS. 

Paula  A.  M.  Bref.se.  doing  business  as  Tampad  Co., 

Woodbury.  N.  Y. 
File<l  April  26.  1935.     Serial  No.  364,221.     PUBLISHED 
JUNE  25.  19;i5.     Class  44. 

327.834.     FRESH   FRUITS  AND  VEGETABLES.     GROW- 
ERS Exchange.  Inc..  Norfolk.  Va. 
Filed  April  26.  19.35.     Serial  No.  364,248.    PUBLISHED 
JUNE  25,  1935.     Class  46. 

327.8.35.     CORSETS.  BRASSIERES.  FOUNDATION  GAR- 
MENTS.     AND      CORSELETS.      SMART-FV>RM.      INC., 
Newark.  N.  J. 
Filed  April  26.  193.-.     Serial  No.  364.262.     PUBLISHED 

JUNE  18.  1935.     Cla.«s  39. 

3''7S36        SPORTS    COATS.    DRESSES.    SUITS.    HATS. 
'b\THING    suits.    SKIRTS    FOR    OUTER    WEAR. 
AND  SWEATERS.   FOR   WOMEN   AND  CHILDREN. 
Gladdino's  Inc..  Providence,  R.  I. 
Filed    March    13.    1935.        Serial    No.    362.469.        PUB- 
LISHED JUNE  18.  1935.     Class  39. 

327.837.  MEN'S    AND    WOMEN'S    STRAW    AND    FELT 
HATS.     New  England  Panama  Hat  Co.   Inc.,  New 

York.  N.  Y. 
Filed    March     15,    1985.      Serial    No.     362.-87.      PUB- 
LISHED JUNT=:  4.  1935.     Class  39. 

327.838.  LIQUID  SKIN  COLORING      TOURNEUR  Beautt 
Products  Company.  Inc..  New  York,  N.  Y. 

Flle.1     March     15.     1935.      Serial     No.     862,603.      PUB- 
LISHED JUNE  4,  1935.     Class  6. 

327  8.39       WOMEN'S    B<X>TS.    SHOES.    AND    SLIPPERS 
MADE  WHOLLY  OR  IN  PART  OF  LEATHER  AND 
F  VBRIC      Gbegoby   k  Read  Company.   Lynn.   Mass. 
Flletl     March     16.     19S5.      Serial     No.     362.615.      PUB- 
LISHED MAY  21,  1935.     Class  39. 

327,840.      WORSTED   PIECE  GOODS.      Howse.    Me.vd   & 
Sons.  Inc..  New  York.  N.  Y. 
File<l     March     16.     1935.      Serial    No.     362.621.      PUB- 
LISHED MAY  28.  1935.     Class  42. 

327  841.     MENS.  WOMEN'S  AND  CHILDREN'S  SHOES 
OF    LEATHER.     FABRIC.     COMPOSITIONS.    AND 
COMBINATIONS    THEREOF.     Rrown    Shoe    Com- 
pany. St.  Louis.  Mo. 
Filed     March     18.     19.35.      Serial     No.     362,663.      PUB- 
LISHED MAY  28,  1935.     Class  39. 


327  842      PIECE  GOODS  MADE  WHOLLY  OR  PARTIAT^ 
'  LY     OF    CELLULOSE     DF>RIVATIVES.      Cei.ankse 

Corporation  of  America,  New  York.  N.  T. 
Filed  April  30.  1935.     Serial  No.  364.374.     PUBLISHED 
JUNE  18.  1935.     Clas.^i  42. 
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827.843.     PIECE  GOODS  MADE  WHOLLY  OR  PARTIAL- 
LY    OF     CELLULOSE     DERIVATIVES.      CELanksb 
CuBPORATiON  or  AMKBiCA.  N>w  York.  X.  Y. 
Filed  April  30,  1935.     Serial  No.  364.375.     PUBLISHED 

JUNE  18.  1935.    Class  42. 

327.844      WINES.     Al»x  D.  Shaw  &  Co..  Inc.,  New  York. 
N.  Y. 
Flleti  April  29.  1935.     Serial  No.  .•<64.359.     PUBLISHED 
JUNE  25,  1935.     Class  47. 

327.845.  CLOSURES  F<»R    RECEPTACLES.      Ha^el-AT- 
LA8  Glass  Company.  Wh«'eliiiR.  W.  Va. 

Filed  April  29,  1935.     Serial  No.  364.337.     PUBLISHED 
JUNE  25,  1935.     Class  50. 

327.846.  COFFEE.    G.  H.  WrTTERAi  k  Sons  Grocer  Co., 
St.  Louis.  Mo. 

Filed  April  27,  193.^.     Serial  No.  3rt4,314.     PUBLISHED 
JUNE  25.  1935.     Class  46. 


327.847.  BORAX.  BORIC  ACID,  BORIC  ACID  SPAN- 
GLES, BOR.\X  COMPOUNDS  USED  FOR  ANTI- 
SEPTIC PURPOSES.  AND  TALCUM  I'OWDER. 
Pacific  Coast  Bobxx  Compant.  New  York.  N.  Y. 

Filed  April  27.  1936.     Serial  No.  364.302.     PUBLISHED 
JUNE  25,  1935.     Class  6. 

327.848.  SILK  DRESS  GOODS  IN  THE  PIECE.  GoLD- 
sniN-WiLKiNS  CoHPf^RATiOS,  New  York.  N.  Y. 

File<l  April  27,  1935.     IJerial  No.  .164.286.     PUBLISHED 
JUNE  25.  1935.     Cla-s  42. 

327.849.  EYE-WASH.  The  (Jemk.^l  Ph.\rmacal  Com- 
pany, Cincinnati,  Ohio. 

Filed  April  27.  1935.     Serial  No.  364.284.     I'UBLISHED 
JUNE  25.  1935.     Class  6. 

327.850.  CANDY.  Stiphsn  F.  Whitman  &  Son,  Inc., 
Philadelphia,  Pa. 

Filed  April  26,  19.{5.     Serial  No.  364.265.     PUBLISHED 
JUNE  25.  1935.     Class  46. 


[ACT  OF  MARC  H  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


327.851.  (CLASS      9.         EXPLOSIVES.       FIREARMS. 

EQUIPMENTS.  AND  PROJECTILES.*  TH«  Palmer 
Match  Company.  Akrou.  Ohio.  Filed  July  26.  1935. 
Serial    No.    367,732. 

For  Friction    Matches. 

Claims    use    since    Apr.    6.    1934. 


327.852.  (CL.\SS  15.  OILS  ANK  GREASES.)  JACOB  H. 
SUtsBERG.  Norwich,  Conn.  Filed  June  2*.  1935.  Serial 
No.  366,582. 

LEHIGH 

For  Gasoline.  Kerosene.  F'uel  Oil.  Motor  Oil,  Lubricatinc 
Oil.  and  Lubricating  Grease. 
Claims  use  since  Apr.  3.   1934. 


327.854.  (CLASS  21.  ELECTRICAL  APPARATUS,  MA- 
CHINES, AND  SUPPLIES.)  Edwin  L.  Wieoand  Com- 
pany, Pittsburt;b,  Pa.  Filed  June  20,  1935.  Serial  No. 
366.450. 

KOILSTRIP 

Fur   Electric   Hratlnjc  Units  and   Parts  Thereof. 
Claims   use  since   Feb.   19,    1984. 


327.855.  (CI^SS  0.  CHEMICALS,  MEDICINES.  AND 
PHARMACEUTICAL  PREPARATIONS.*  Nickelax 
company,  inc.,  Ottaws.  111.  Flle<l  Oct.  5.  1934.  Serial 
No.  356.810. 


For  Laxuivp  Mint  Tablets. 
Claims  use  since  July   15.   1934. 


327.850.       (CL.\SS    37.       PAPER    AND    STATIONERY  ) 

AMERICAN  RBENrORCED  PAPER  COMPANY.  AttleborO,  MRSS. 

Filed  Aug.  15.  1934.     Serial  No.  856,007. 


327.853.  (CLASS  i:.  <,AMES.  TOYS.  AND  SPORTING 
GOODS.)  CrTHBEBT  S.  BCTCHART.  White  Plains.  N.  Y. 
Filed  June  24.  1936.     Serial  No.  366.551. 

BUTCHART 


For    WrnppinK    and    Binding    Paper. 
Claims   u^'e  since   Mny    15.    1934. 


.{27.857.  (CLASS  6.  CHEMICAI^,  MEDICINES.  AND 
PHARMACEUTICAL  PREPAR.\TION8.)  Old  Reliable 
MiNERALi7Ei>  STOCK  POWDER  COMPANY.  Kenton,  Ohio. 
Filed  Aug.  14.   1984.     Serial  No.  354,998. 


LIML 


For  Golf  Clubs. 

Claims   use  since  Dec.  22,   1924. 


For    Min»>rHlU»Ml    Sfo<k    I'dWiier 
Claims  ase  since  July  15,   1934. 
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327.858.  (CLASS  39.  CLOTHING.)  APOLDa  Knitting 
MILLS,  North  Bergen.  N.  J.  Filed  July  13,  1934.  Se- 
rial No.  353,88S. 


For    Ski-Suits,    Lumber-Jackets,    Coats,    Dresses,    Suits, 
and   Blouses,  for  Men.  Women,  and   Children. 
Claims  use   since   Jaly   5.   1934. 


327.859.  (CLASS  37.  PAPER  AND  STATIONERY.) 
The  Northwest  Paper  Company.  Cloquet,  Minn.  Filed 
July   11,   1034.     .Serial  No.  353.765. 


CARLTON 


For  Papi-r.  Particularly  Bond  Paper  and  Envelope  Paper. 
Claims  us*-  since  1{»26. 


327.860.  (CLASS  6.  CHEMICALS,  MEDICINES,  AND 
PHARMACEUTICAL  PREPARATIONS.)  Oscar  Maki, 
Fltchburg,    Mass.      F^led    Jan.     15,    1934.      Serial    No. 


346,069. 


OmaK 


For  Preparation  for  the  Treatment  of  Itching  Scalp, 
Dandruff.  Poison  Ivy,  Ec««'iua.  Athlete's  Foot,  and  Other 
Skin  Diseases. 

Claims  use  since  Dec.  1.  1938. 


327,861.      (CLASS   39.     CLOTill.N«j.)      Coleman   Zaoeir. 
doing  business  as  The  Man  Store,  AsheviUe,  N.  C.     Filed 

F<1'     jn.    1935.      Serial   No.    36].fi54. 


For     Mfii's     Suits.     ( •vcri-oats,     T<lpcoHt^,      Hals.     I'ress 
Shirts,  Work  Shirts,  and  Negligee  Shirts. 
Claims  use  since  Apr.  21,   1921. 


327.862.      [WITHDRAWN.] 


TRADE-MARK  REGISTRATIONS  RENEWED 


104.366.  INSECTICIDES?  AND  FUNGICIDES.  Regis- 
tered May  25.  1915.  Ansbacher  Insecticide  Co.,  Inc. 
Renewed  Mny  25,  1935.  to  .\nsbacher-Siegle  Corporation, 
New  York,  N.  Y..  a  corporation  of  Nem-  York,  by  two 
consolidations. 

105.334.  PREPARED  ROOFING.  Registered  July  20. 
1915.  Barrett  MANrFACTfBiNG  Company.  Renewed 
July  20,  1935,  to  The  Barrett  Company,  New  York,  N.  Y.. 
a  corporation  of  New  Jersey,  assignee. 

HC1..3.35.  PREPARED  ROOFINGS.  Registered  July  20. 
1915.  Barrett  Mantfactdring  Company.  Renewed 
July  20.  1935.  to  The  Barrett  Company.  New  Y'ork.  N.  T.. 
a  corporation  of  New  Jersey,  assignee. 

106.340.  CERTAIN  NAMED  CONSTRUCTION  MA- 
TERIALS. R«'glstered  July  20.  1916.  The  Philip 
Carey  MANUFACrrRiNo  Company,  Lockland.  Ohio,  a  cor- 
poration of  Ohio.     Renewed  July  20.  1935. 

105.695.      STARCH     F<^)R     I.AUNDRY     AND    MANUFAC 
TURINCS     PURPOSES.       Registered     August     10.     1915. 
National   Star«  h    Co.      Renewed    August    10.    1936.    to 
Corn   Prml  Ids   Keflning  Company.  New   York.   N.   Y.,  a 
rorporation  of  Ni-w  Jersey,  assignee. 

105,801.  TEA.  Registered  August  17,  1915.  New 
ORLEANS  Import  Co.,  Ltd..  New  Orleans.  La.,  a  corpora- 
tion of  Louisiana.      Renewed  August  17,  1035. 

105.8.35  STARCH  FOR  LAUNDRY  AND  MANUFAC- 
TURING PTRl'OSES.  Registered  August  24,  1915. 
Corn  PRoorcTS  Rkeining  Company*  New  York.  N.  Y., 
a  torporatlon  of  New  Jersey.     Renewed  August  24,  1935. 

106.057.  COFFEE.  Registered  September  21,  1915. 
ROBERT  G  Thomas.  New  York,  N.  Y.  Renewed  Septem- 
»(er  21,  1935.  to  Anna  G.  Thomas,  Glen  Ridge,  N.  J., 
successor. 

106.066.  FLAVORING  EXTRACTS  FOR  FOODS.  Reg- 
istered September  28.  1915.  Th»  Newton  Tea  &  Spice 
Co.  Renewed  September  28.  1935.  to  The  Newton  Prod- 
ucts Company.  Cincinnati.  Ohio,  a  corporation  of  Ohio, 
by  change  of  name. 
458  0.  G.— 3 


106.348.  A  MEDICINAL  PREPARATION  CONTAINING 
ALKALOIDS  OF  IPECAC  FOR  THE  TREATMENT  OF 
PYORRHEA  AND  KINDRED  DISEASES  R.-trlstored 
October  19,  1915.  The  Eli  Lilly  and  Company.  Re- 
newed October  19,  1935,  to  Ell  Lilly  and  Company, 
Indianapolis,  Ind..  a  corporation  of  Indiana,  by  change 
of  name. 

106.396.  PRESERVED  FISH,  PICKLED  FISH, 
CANNBa>  SARDINES.  CANNED  ANCHOVIES,  AND 
CANNED  KIPPERED  HERRING.  Registered  October 
19,  1915.  Christian  L.  Benson.  Renewed  October  19. 
1935.  to  Benson  F'ish  Company,  Chicago,  III.,  a  corpora- 
tion of  IllinolK,  assignee  by  mesne  assignments. 

106.432.  ALEX  PORTER,  AND  LAGER  PEER  Regis- 
tered October  19.  1915.  The  James  Hamey  Hrkwino 
COMPANY.  Renewed  October  19,  1986.  to  The  James 
Hanley  Company,  I'rovldence.  R.  I.,  a  corporation  of 
Rhode  Island,  assignee. 

106.433.  AI^.  PORTER.  AND  L-\GER-BEBR.  Regis- 
tered October  19.  1915.  The  James  Hani-ey  Pbkwing 
Company.  Renewed  October  19,  1935.  to  The  James 
Hanley  Company,  Providence,  R.  I.,  a  corporation  of 
Rhode  Island,  assignee. 

106.434.  ALE.  PORTER,  AND  LAGER-BBKR.  Regis- 
tered Octolter  19.  1916.  THE  James  Hanley  Brewing 
Company.  Renewed  October  19.  1935,  to  The  James 
Hanley  Company.  Providence,  R.  I.,  a  corporation  of 
Rhode  Island,  assignee. 

106.4.35.  ALE.  PORTER.  AND  LAGER-BEER.  Regis- 
tered October  19.  1915.  The  James  Hanley  Brewing 
Company.  Renewed  October  19,  10.35.  to  The  James 
Hanley  Company,  Providence,  R.  I.,  a  corporation  of 
Rhode  Island,  assignee. 

106,549.  PIECE  GOODS  OF  SILK.  W<X)L.  LINEN.  AND 
COTTON.  Registered  October  26.  1915.  Bian(  HiNi, 
Ferier,  Lyon.  France,  a  firm.  Renewed  October  26, 
19.35. 
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106.5.j0.  PIBCE  goods  OF  SILK.  WOOL.  LINEN,  AND 
COTTON.  Reidstered  October  26,  1915.  Bunchini, 
Fesieb,  Lyon,  France,  a  firm.  Renewwl  October  2«, 
1935. 

106,5ol.  P1K«E  GOODS  <»F  SII.K.  WOOL,  LINEN,  AND 
COTTON.  Registered  October  26,  1913.  Bianchini, 
FHIXB,  Lyon.  Fr«nce,  a  flrm.  Renewed  October  26, 
1935. 

106.823.  A  BKUVKFAST  CEREAL.  Registered  October 
26,  1915.  KKULonr,  Toasted  Cobn  FXake  Company. 
Renewed  Octotj^r  26.  19:{5,  to  KelloRjj  Company,  Battle 
I'reek,  Mich.,  a  coriK)ratlon  fo  Delaware,  asnlsnee. 

1(K{,694.  RICE.  Replatered  October  26,  1915.  Standabd 
XIiLLi.xo  Co.  Renewed  October  26,  1935,  to  Standard 
Rice  Company  Inc..  Hoaston,  Tex.,  a  corporation  of 
Texas,  by  changeH  of  name. 

106.874.  DENTAL  I>OTI0NS  AND  ANTISEI'TIC  SOLU- 
TIONS! Registereil  November  2.  1915.  The  Eli  Lillt 
AXD  COMPA.VY.  Rtnt-wed  November  2,  1935,  to  Eill  Lilly 
and  Company,  Indianapolis,  Ind.,  a  corporation  of  In- 
diana, by  change  of  name. 

106.923.  SEWINGCOTTON.  Registered  November  9, 
1915.  R.  F.  k  J.  Alevxanuer  k  Co.  Limited,  NeiUton, 
Scotland,  a  corporation  of  the  United  Kingdom  of  Great 
Britain  and  Northern  Ireland.  Renewed  November  9, 
1935. 

10  6,982.  MEDICINAL  PREPARATIONS — NAMELY, 
VOLATILE  INHALANTS  CONTAINED  AND  SOLD 
IN  AMPULS.  RegiKtered  November  9.  1915.  The  Eli 
Lir.LY  AND  Company.  Renewed  Noveml)er  9,  1935,  to 
EH  Lilly  and  Company.  Indianapolis,  Ind.,  a  corpora- 
tion of  Indiana,  by  change  of  name. 

107.109.  LUBRICATING  OILS.  Registered  November  9, 
1915.  The  Texa.h  Company,  Houston  and  Port  Arthur, 
Tex.,  and  New  York,  N.  Y.  Renewed  November  9,  1936, 
to  The  Texas  Company,  New  York,  N.  Y.,  a  corporation 
of  Delaware,  assignee. 

107.151.  CERTAIN  NAMED  ROOFING  MATERIALS. 
Registered  November  16,  1915.  The  Phiup  Cabey 
MA.xrrACTCBi.vo  Compa.ny,  Lockland,  Ohio,  a  corpora- 
tion of  Ohio.     Renewed  November  16.  1935. 

107,503.  NATURAL  AND  PREPARED  FERTILIZERS. 
Registered  December  7.  1915.  The  pt  i.verized  Manure 
Company,  Chicago,  111.,  a  corporation  of  Maine.  Re- 
newed December  7,  1935. 

107.588.  WHEAT  FU)UR.  Registered  December  14, 
1915.  THiiRNTO.v  k  Chester  Mim.ino  Co.,  Buffalo, 
N.  Y.,  a  corporation  of  New  York.  Renewed  December 
14,  1935. 

107,674.  WOOLEN  FABRICS  IN  THE  PIECE.  Regis- 
tered December  14,  1915.  Wobdmbo  Manufactcbino 
Company,  Lisbon  Falls,  Maine,  a  corporation  of  Maine. 
Renewed  December  14,  1935. 

107,834. ""TOI LET  POWDER.  Registered  December  28, 
1915.  A.  BocRJois  k  Co.  Isc.  Renewed  December  28, 
1935,  to  Bourjois,  Inc..  New  York,  N.  Y.,  a  corporation 
of  New  York,  by  mer^er.^  and  changes  of  name. 


107.835.  TOILET  I'OWDER.  Reglaterwl  December  28, 
1916.     A.  BorBJoiE  k  Co.  Inc.     Renewed  Dec«'mher  28, 

1935,  to  Bourjois,  Inc.,  New  York,  N.  Y.,  a  corporation 
of  New  York,  by  mergers  and  changes  of  name. 

107.836.  TOILET    POWDER.      Registered    December    28, 

1915.  A.  BoiBJOiH  k  Co.,  Inc.     Renewed  December  28, 

1936,  to  Bourjois,  Inc.,  New  York,  N.  T..  •  corporation 
of  New  York,  by  mergers  and  changes  of  name. 

107,987.  KER08BNE-0II>.  RegUtere,!  January  4.  1916. 
The  Texah  Company,  Houston  and  Port  Arthur,  Tex., 
and  New  York,  N.  Y.  Renewed  Jiinuary  4,  1936,  to 
The  Texas  Company.  New  York,  N.  Y.,  a  corporation 
of  Delaware,  assignee. 

108,016.  FISH  PACKED  IN  WOODEN  BOXES  AND  IN 
GLASS  JARS  Registered  January  11,  1916.  ALntED 
Jones'  Sons.  Renewe<l  January  11,  19.36,  to  Alfred 
Jones'  Company,  Bangor,  Maine,  a  corporation  of  Maine, 
successor. 

108,156.     PORTLAND  CEMENT.     Registered  January  18, 

1916.  CUX<HriELD     PORTLAND     CEMENT     CORPORATION, 

Kingsport.  Tenn.  Renewed  January  18.  1936,  to  Penn- 
sylvania-Dixie Cement  Corporation,  Naxareth,  Pa.,  a 
corporation  of  Delaware,  assignee. 

108,178.  CRACKERS  OR  BISCUITS.  Registered  Janu- 
ary 18,  1916.  Sanitary  Food  MANurAcrtRiNo  Com- 
pany. Renewed  January  18.  1936,  to  Griggs.  Cooper  k 
Com'pany,  also  doing  business  as  Sanitary  Food  Manu- 
facturing Company.  St.  Paul,  Minn.,  a  corporation  of 
Delaware,  assignee. 

108,187.  WATCHES  AND  WATCH  MOVEMENTS.  Reg- 
istered January  18,  1918.  Jules  R.\cinb  k  Company, 
New  York,  N.  Y..  a  flrm.     Renewed  January  18,  1936. 

108,227.  UNDERSHIRTS,  DRAWERS,  AND  UNION 
SUITS.  Regl.-tere«l  January  18,  1916.  Stadium  Under- 
wear Co.  Renewe<l  January  18.  1936,  to  Stadium 
Manufacturing  Co..  Baltimore,  Mtl..  a  corporation  of 
Maryland,  succetsor. 

108,202.  SILVER  PLATED  H<»LLOW  WARE.  Regis- 
tered January  L'5,  1916.  The  Paimpoi.vt  Ci>rpor.\tion, 
New  Beilford.  Mass.,  a  corporation  of  Ma.- sachusetts. 
Renewed  January  2.'i.  1036. 

108.272.  CANNED  VK«;ETABLKS.  Registered  January 
25,  1916.  Stokely  BROTIIKR8  k  Co..  Newport,  Tenn. 
Renewed  January  26.  1936,  to  Stokely  Brothers  and 
Company.  Indianapolis,  Ind..  a  corporation  of  Delaware, 
successor. 

108.273.  CANNED  VE(JETABI.ES.  Registeretl  January 
25.  191H.  Stokei.y  Brothers  &  Co.,  Newport,  Tenn. 
Renewe<l  January  25.  1936.  ti»  Stokely  Brothers  and 
Company,  Indianapolis.  Ind.,  a  cor|N)ratlon  of  I>elaware, 
successor. 

108.274.  CANNED  VEGETABLES.  Registered  January 
25,  1916.  STOKELY  Bbothekh  Jt  CO.,  Newport,  Tenn. 
Renewed  January  25.  1936.  to  Stokely  Brothers  and 
Company,  Indlannpolls.  Ind.,  a  corporation  of  Deiawurt-, 
successor. 
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46.281.— '/•<»<  •  FRANKLIN  FABRICS.  For  Fabrics. 
Mrs.  Franklin.  Inc.,  Philadelphia,  Pa.  I'ubllshwl 
July  10,  l(t35. 

46.2N2.— rif/r.  BIG  CONE.  For  Ice  Cream.  Hap^s  Ice 
Cream  Company,  Inc.,  Philadelphia,  Pa.  Published 
OctolHT  12.  1935. 

46,283.— Tir/r.  UNION  MADE  PAPER  PRODUCTS.  For 
Paper  Products.  International  Brotherhood  or 
PL  LP.  SiLPHiTE  k  PAPER  MILL  WORKERS,  Fort  Ed- 
ward. N.  Y.     Published  July  20,  1935. 

46,2M  —  Tif/c;  SMOKEY  MOUNTAIN.  For  Corn  Whiskey. 
jossELsoN  Bros,  inc.,  Ashhiml.  Ky.  Published  July 
16.  l!i::5. 

46,285.— Tif/e.  VELMA  VIKING.  For  Plastic  Cream. 
CLAR.\  MARiK  L.\a.sEN.  doing  business  as  Velma  Viking, 
New   York.   N.    Y.      Published  June   12,   1935. 

46,286.— 2U/f.  FARM  SQUARES.     For  Butter.     Frfderick 

F.  LfiWENFELs   A:    Son.   New   York,   N.   Y.      Published 
Jidy  2ft.  1935. 

46.2H7.— Tif/f .  FRESH  TOASTED.  For  I'op  Corn.  Na- 
tional Tarton  ii.Mi'ANV,  Jollet,  111.  Published  July 
16,  1935. 

4(j.2s8.— r.7/»;  DR  NAYLORS  TONIC  FOR  HORSES. 
For  a  Tnni«  »<>r  Horses.  H.  W.  Naylor,  doing  business 
as  H.  W.  Naylor  Company,  Morris,  N.  Y.  Published 
June   25.    19:t5. 

46,2Nft  —  7i//«'.  SAN  CARLO.  For  Claret.  OLD  Reliable 
Distributors.  Inc.,  New  Orleans.  La.  I'ubllshed 
July  21t.  19:t5. 

H],'2<Mt.— Title:  VI  O  TA  FOOD  DRINK.     For  Food  Drink. 

G.  pavERUD.  Pittsburgh,  Pa.     Published  July  1,  1935. 
46.291 —n^N.  RUM  FORD  BAKING  POWDER.     For  Bak- 
ing   l'<  wder,      RcMKoKD   chemical  WORKS,    Rumford, 
R.  I.     Published  July  1,  1936. 

46.292.— rif?..  RUMFORD  COOKING  CHOCOLATE!  For 
Cooking  Clio-  olat< .  Ri  mkoro  Chemical  W^orks,  Rum- 
ford.  R.   I.     Publishetl  July  1.  1936. 


46.293.— riric:  DONNYBROOK.  For  Clothes.  Philip 
Shlansky  k  Bbo..  New  York,  N.  Y.  Published  May 
5.  1935. 

46,204.— T<(fe.-  STERIGLASS.  For  a  Chlorine  Product 
for  Cleaning.  Sterlllilng  and  Deo<lorlzing  Beer  Glasses 
and  Other  Tap  Room  and  Dairy  Equipment.  Stebi 
Pboducts  Co.,  Kansas  City,  Mo.  Published  May  7, 
1935. 

46,295.— r«/c:  BROOKSIE  AND  HER  PALS  <BENNIE). 
For  Butter.  Swirr  and  Company,  Chicago.  111.  Pub- 
lished May  1,  1935. 

46,296.— r<^/r.  BROOKSIB  AND  HER  PALS  (BLAi  KIK 
For  Butter.     Swirr  and  Company,  Chicago.  111.     Pub- 
lished May  1,  in:  5. 

46,297.— r<r/c;  BROOKSIB  AND  HER  PALS 
(BROOKSIE).  For  Butter.  Swirr  and  Comp-^ny, 
Chicago,  lU.     Published  May  1,  1935. 

46.298.— Tiri*-.  BROOKSIE  AND  HER  PAI^  (MISTRESS 
MARY).  For  Butter.  Swirr  and  Company.  Chicago, 
in.     Published  May  1,  1935. 

46,299.— Tirlc.  BROOKSIB  AND  HER  PALS  (ODELIA). 
For  Butter.  Swirr  and  Company,  Chicago,  111.  Pub- 
lished May  1.  1935. 

46,300. — Title:  VEE  VO.  For  a  Preparation  for  Making 
a  Food  Drink.  T.  k  H.  Food  Pboducts,  Inc.,  New 
York,  N.  Y.     Published  June  20,  1935. 

46,301.— Title:  VALLEY  OF  THE  MOON.  For  Muscatel 
Wine.  Sam  Tbbby,  doing  business  as  Terry  Liquor 
Co.,  Oakland,  Calif.     Published  January  3.  1934. 

46,302. — Title:  DUTCH  MASTERS.     For  Blended  Whiskey. 

Wexbebo's   Jnc,    Chicago,    111.      Published    June    24, 

1935. 
46.303.— Title:    SPECIAL    WHITES.       For    Eggs.       C.    J. 

WIEL.IND  k   SON,   INC.,   Chicago,  111.      Published   May 

1.  1935. 


PRINTS 


REGISTERED  SEPTEMBER  3,  1935 


15.364.— rif/r.-  ciRU'-RITE  REMOVABLE  SHU  SPIKES. 
For  Shoe  Spikes.  The  Nobth  k  I'PEirrER  Mro.  Co., 
Hartford.  Conn.     Published  July  1,  1034. 

15  :«,;,-._rif/« .  TRU-BLU  BEER.  For  Beer.  Northamp- 
ti«n  Brewery  I'uai'ORATioN,  NortI  aiupton.  Pa.  Pub- 
lished June  26.   1935. 

15.366— rif/e.  ENJOY  IT  TODAY  TRU  Bl.U  BKER  k 
ALE.  For  Beer  and  Ale.  Northampton  I'-kewery 
CoiiP«tRATU>N.  Northampton,  Pa.  Published  June  26, 
1U:'.5. 


l-t,:iG7— Title:  ENJOY  TRU  BLC  BEER  &  ALE.  For  Beer 
and  Ale.  Northampton  Brewery  Cobpobation, 
Northampton.  Pa.     Published  June  26,  1035. 

15,368.— 7'if?e:  A.  J.  R.  PURE  RUBBER  BATH  BRUSH. 
For  Pure  Rubber  Bath  Brushes.  Alois  J.  Rhein- 
behoeb.  New  York.  N.  Y.     I'ubllshed  February  1,  1935. 


REGISTERED  SEPTEMBER  3,  1935 


46,275.— Title:  BAKER'S  MILK  SlI.AKE.  For  Compound 
for  MnkiniT  Milk  Shakes.  B-vkeb  Extract  Company. 
Sprinsfleld.  Mass.     Published  June  14.  1935. 

46,2-6— Title:  BAKERS  IMPROVED  ROOT  BEER  EX- 
TRACT. For  Root  Beer  Kxtniet.  Bakeb  E.xthact 
Company.  Springfield,  Mass  Published  June  14. 
1035. 

46.277.— i  I rV.  TERRITORIAL  DESKJN  NO.  1S2A.  For 
Butter.  Thk  Buti  er  Papkb  PBODUf"rs  Company,  To- 
ledo, Ohio.     Publi.Hhed  June  21,  1935. 


46,278.— r«/e.-  CANUTE  WATER  SCIENTIFICALLY  RK 
COLORS   GRAY   HAIR.      For   Hair  r.doihisr   I'repara 
tion.      The  Canute  Co.,  Milwaukee,   Wis.      Published 
July  26,  1935. 

46,279. — Title:  TICK  RUBLESS  WAX.     For  Liquid  Wax 

for  Floors  and    Other   Surfaces.      Debris.   Inc..   New 
York.  N.  Y.     Published  June  14,  1935. 

46,280.— r</I«;  DONT  BITE  JUST  LITE.  For  Cigars. 
Jose  Escalante  &  Co..  Chicago.  HI.  Published  Febru- 
ary 1.  1935. 


REISSUES 

SEPTEMBER  3,  1935 


19,685 
FOOD  PREPARING  ANT)  DELIVERY  MACHINE 
Harry  Russell  Brand,  Forest  Hills.  N.  Y..  assignor 
to  H.  Russell  Brand  Patent  Holding  Corpora- 
tion. New  York.  N.  Y.,  a  corporation  of  Dela- 
ware 
Original  No.  1.848.104,  dated  March  8.  1932.  Serial 
No.  268,659.  April  9,  1928.     Application  for  re- 
issue August  7,  1933,  Serial  No.  684.081 
47  Claims.     <CI.  107— 4> 


'ikk:^c^^.ldll 


47  Tn  a  machine  of  the  character  described,  a 
rotatable  gnddle,  means  for  depositing  cake  bat- 
ter on  the  griddle,  means  for  heating  the  griddle 
to  bake  the  batter,  and  means  for  rotating  the 
griddle  at  a  predetermined  rate  and  means  at 
a  predetermmed  point  with  respect  to  the  batter 
deposited,  means  for  peeling  the  baked  cake  off 
the  griddle  and  advancing  it  clear  of  the  griddle. 


19.686 

PLANT  AND  APPARATl'S  FOR  MAKING 

PAPER 

James  K.  Darby  Dayton.  Ohio.  a.ssignor  to  Beloit 
Iron  Works.  Beloit.  Wis.,  a  corporation  of  Wis- 
consin 

Original  No.  1,939.337,  dated  December  12.  1933. 
Serial  No.  307.966.  September  24.  1928  Appli- 
cation for  reissue  February  23.  1935,  Serial  No. 

7.931 

92  Claims.     (CI.  92 — 44) 


1  The  combination  with  a  Fourdrinier  paper 
making  machine  including  a  Fourdrinier  table 
provided  in  operation  with  a  forming  wire,  a  press 
structure  and  a  dryer  structure  and  having  a 
relatively  narrow  aisle  extending  along  the  side 
of  the  press  and  drver  structures  and  of  a  width 
materially  less  than  the  width  of  said  Fourdrmier 
table  and  of  insufficient  width  to  permit  dispo- 
sition of  the  width  of  the  wire  laterally  of  the 
width  of  the  machine  of  a  laterally  extending  al- 
cove extending  alone  the  Fourdrinier  table  and 
providing  lateral  clearance  alone  the  table  sub- 
stantially equal  in  widtn  to  the  width  of  said 


table  to  permit  disposition  of  the  width  of  the 
table  and  the  paper  formine  wire  laterally  of 
each  other  and  also  permitting  relative  movement 
between  the  table  and  the  paper  forming  wire 
for  placing  the  wire  upon  said  table. 


19,687 
HYDRAUUC   BRAKE   MECHANISM 

Burns  Dick.  Ferguson,  and  Steve  Schnell,  Over- 
land. Mo.,  assignors  to  Wagner  Electric  Corpo- 
ration, St.  Louis,  Mo.,  a  corporation  of  Delaware 

Original  No.  1.896,223.  dated  February  7.  1933, 
Serial  No.  291,723,  July  11.  1928.  AppUcation 
for  reissue  November  24,  1934,  Serial  No. 
754.684 

3  Claims.     (CI.  188—152) 


*      i«     ' 


d. 


1.  A  braking  device  comprising  brake  shoes,  hy- 
draulic means  for  actuatmg  said  shoes  compris- 
ing a  cylinder  and  a  piston  movable  therein,  a 
liquid  supply  conduit,  and  a  fitting  permanently 
attached  to  said  conduit  for  connecting  it  with 
the  cyhnder,  said  fitting  being  provided  with  a 
part  projecting  into  the  cylinder  lo  form  a  piston 
stop. 

19,688 

RADIOCONDENSER 

Frank   G.  Freesc.  Aldan.  Pa.,  assignor  to  Radio 

Condenser  Company,  Camden,  N.  J. 
Original    No.    1.597.591,    dated    August    24,    1926, 
Serial  No.  7.384,  February  6.  1925.    AppUcation 
for  reissue  February  4.  1931.  Serial  No.  513,403 
4  Claims.     (CI.  175— 41.5) 


1.  In  a  variable  condenser  for  radio  receiving 
sets,  a  stator  including  a  plurality  of  stationary 

37 
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plates,  said  plates  perforated  with  a  plurality  of 

tangential  slots,  said  slots  positioned  on  an  arc 
scribed  from  the  axis  of  said  stator,  a  rotor  in- 
cluding a  plurality  of  semi-circular  rotatable 
plates,  said  rotatable  plates  provided  with  a  plu- 
rality of  spaced  apertures,  and  said  apertures 
positioned  on  a  series  of  arcs  scribed  from  the 
axis  of  said  rotor  and  diminishing  in  diameter 
as  they  extend  inwardly  towards  the  axis  of  said 
rotor. 


19.689 
SHINGLE   MACHINE 

Norman  P.  Harshberger,  Scarsdale.  N.  Y..  assignor 
to  Bakelite  Building  Products.  Inc.,  New  York. 
N.  Y.,  a  corporation  of  Delaware 

Original  No.  1.894,037.  dated  January  10,  1933. 
Serial  No.  332.913.  January  16.  1929.  Applica- 
tion for  reissue  January  9.  1935,  Serial  No.  1.079 
8  Claims.     iCl.  164—28) 


6  In  a  shingle  making  machine  wherein  a  cut- 
ting element  forms  a  continuously  moving  shingle 
web  into  shingle  pieces,  the  combination  with 
said  cutting  element  of  feed  mechanism  com- 
prising a  taut  substantially  short-centered  end- 
less band  means  of  sufficient  width  to  support 
and  move  said  shingle  web  to  the  cutting  element 
and  a  circular  member  in  pressing  relation  to 
said  web  supporting  band  means  along  a  periph- 
eral segment  to  substantially  uniformly  grip  be- 
tween them  a  substantial  area  of  the  web.  said 
feed  mechanism  pasitively  adjustable  to  simul- 
taneously increase  the  pressure  of  and  amount  of 
said  radial  grip  to  secure  a  positive  feed  to  the 
cutter  whereby  accurately  cut  shingles  may  be 
obtained. 


19690 
TOOL   JOINT   FOR   ROTARY    DRILLS 
Frank  J.  Hinderliter.  Tulsa.  Okla. 
Original   No.   1.938,255,  dated   December   5.   1933 
Serial  No.  420,419.  January  13,  1930.     Renewed 
December  10,   1931.     Reissue  No.  19,196.  dated 
June  5.  1934,  Serial  No.  720.493.  April  13.  1934. 
This  application  for  reissue  July  15,  1935,  Serial 
No.  31.457 

19  Claims.       CI.  285—146) 
1.  A    tool   joint   including   a   socket   having   a 
shoulder  at  its  base,  a  collar  seated  on  the  shoul- 


der forming  a  recess  between  the  collar  and  the 

wall  of  the  socket,  and  packing  in   the  recess 
spaced  from  the  shoulder  engageable  by  a  mem- 


ber seated  in  the  socket,  the  collar  having  ports 
communicating  with  the  recess  at  the  end  of  the 
packing. 

19  691 
V.ALVE   OPERATING   MECHANISM  FOR 
TANK    VEHICLES 
James  .\.  Jensen,  Philadelphia.  Pa.,  assignor  to 
Quaker  City  Iron   Works,  Philadelphia.  Pa.,  a 
corporation  of  Pennsylvania 
Original   No.    1.932.972.   dated    October   31.    1933. 
Serial  No.  665.642.  April  12.  1933.     Application 
for  reissue  Mav  25.  1935.  Serial  No.  23.517 
30  Claims.     (CI.  221 — 67  > 


1.  Valve  operating  mechanism  for  multi-com- 
partment tanks  having  separate  self-closing 
valves  to  govern  discharge  of  liquids  from  the 
individual  compartments,  said  mechanism  com- 
prising a  segregated  group  of  independently-op- 
erable controls  in  the  form  of  lever  handles,  an 
element  associated  with  each  control  handle  to 
hold  It  set  when  swung  to  open  the  corresponding 
valve,  connectors  coordinating  the  holding  ele- 
ments individually  with  the  valves,  a  trip  mem- 
ber common  to  the  holding  elements,  and  means 
Afha-eby  the  trip  member  may  be  actuated  to 
simultaneously  trip  the  holding  elements  of  any 
control  handles,  pre-set  as  aforesaid,  to  release 
the  corresponding  valves. 


PATENTS 
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2.012.936 

SPUDDING   ASSEMBLY 

Norman  C.  Ayers,  Newark,  Ohio 

Application  November  2.  1934.  Serial  No.  751.248 

3  Claims.      iCl.  255— 7 i 


1.  In  a  spudding  assembly  including  a  shoe 
an  anchoring  bridle  for  the  shoe,  a  band  wheel 
crank,  and  a  jerk  line,  means  on  the  shoe  for 
releasably  engaging  the  shoe  with  the  well  drill- 
ing cable,  link  means  operatively  connecting  the 
shoe  with  the  anchoring  bridle  and  jerk  line  re- 
spectively, and  a  spring  device  for  connecting 
the  jerk  line  with  the  eccentric  pin  of  the  band 
wheel  crank,  said  shoe  being  provided  with  a 
slot  in  one  face  thereof  for  receiving  the  drilling 
cable,  and  a  spring  dog  pivoted  to  the  shoe  and 
extending  into  the  slot  for  confining  the  cable 
within  the  slot,  and  said  sprine  device  including 
a  collar  member  adapted  to  be  engaged  with  the 
eccentric  pin  of  the  band  wheel  crank,  a  connec- 
tion head  having  roller  means  for  engagement 
with  the  jerk  line,  a  longitudinally  extensible  con- 
nection between  said  collar  and  connection  head, 
and  including  a  spring  member  normally  urging 
said  collar  and  head  away  from  one  another. 


2,012,937 
ELECTRICAL  C.APONIZING  FORCEPS 

George  H.  Beuoy.  Cedar  Vale,  Kans. 
Application  November  27.  1934,  Serial  No.  755,042 
,  7  Claims.     (CI.  219—31 


1.  An  Instrument  of  the  character  described, 
comprising  a  pair  of  arms  resiliently  connected 
at  one  end  in  the  form  of  forceps  whereby  the 
free  ends  may  be  brought  Into  contact,  an  ele- 
ment of  high  electrical  resistance  at  the  free  end 
of  one  of  said  arms  which  contacts  with  the 
adjacent  end  of  the  other  arm.  and  means  which 
Is  made  operative  by  the  movement  of  the  arms 
to  a  predetermined  position  relative  to  one  an- 
other for  passing  electric  current  through  said 
resistance  element. 


electric  terminals,  a  resilient  arm  attached  to  one 

terminal  and  engageable  with  the  other,  said 
handle  at  one  end  terminating  in  a  flat  head 
which  is  of  greatest  width  at  its  outer  end,  a  body 
of  insulation  embedded  in  said  flat  head,  a  cautery 
tip  comprising  a  wire  of  high  electric  resistance 
bent  intermediate  its  ends  to  form  a  long  loop 
having  parallel  spaced  sides,  each  of  said  spaced 
sides  terminating  in  a  laterally  directed  arm  and 
each  of  said  arms  terminating  in  an  elongated 


-^t^^ 


terminal  portion  which  is  embedded  in  said  body 
of  insulation,  the  elongated  terminal  portions 
being  disposed  in  a  plane  substantially  at  right 
angles  to  the  plane  of  the  loop,  an  electric  wire 
leading  through  the  handle  to  one  of  said  terminal 
portions  of  the  tip,  an  electric  wire  connecting  the 
other  terminal  portion  of  the  tip  with  one  of  said 
electric  terminals,  and  an  electric  wire  leading 
through  the  handle  to  the  other  one  of  the 
electric  terminals. 


2  012  938 
ELECTRICAL   C.\PONIZING   KNIFE 
George  H,  Beuoy.  Cedar  Vale.  Kans. 
Application  November  27.  1934.  Serial  No.  755.043 
1  Claim.      (CI.  219—31) 
An  instrument  of  the  character  described,  com- 
prising an  elongated  tubular  handle  having  two 


2.012.939 

POWER   TR.ANSMISSION    THROUGH 

ROTARY  SHAFTS 

James  Bibby.  London.  England,  assignor  to  The 

Falk  Corporation,  Milwaukee.  Wis. 

Application  August  21.  1934.  Serial  No.  740.808 

In  Great  Britain  August  18.  1933 

4  Claims.     (CI.  74 — 574) 


1.  A  vibration  dampener  comprising  a  shaft,  a 
driving  member  fast  to  one  end  of  .said  shaft,  and 
having  axially  extending,  inwardly  flaring  grooves 
In  its  periphery,  a  flywheel  concentric  with  and 
rotatable  about  said  shaft,  a  driven  member  fast 
to  said  flywheel  and  loosely  mounted  on  said  driv- 
ing member  so  that  both  the  flywheel  and  the 
driven  member  are  rotatable  relative  to  said  driv- 
ing member,  said  driving  and  driven  members 
being  axially  aligned,  and  said  driven  member 
being  disposed  inwardly  along  said  shaft  from 
said  driving  member,  said  driven  member  hav- 
ing axially  extending  outwardly  flaring  grooves  in 
Its  periphery,  aligned  with  the  grooves  of  said 
driving  member,  and  grid-like  spring  elements  in 
said  grooves  serving  to  couple  said  members  to- 
gether. 

3!> 
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2.012.940 
WET   FILM   TRANSFER    ILLUMINATOR 

Arthur  W.  Back,  St.  Louis.  Mo.,  assigiior  to  Buck 
X-Ojraph  Company.  St.  Louis,  Mo.,  a  corpora- 
tion of  Missouri 
Application  January  29.  1935,  Serial  No.  3.973 
9  Claims.     (CI.  40 — 132 1 


n 


1.  A  wet  film  exhibitor  including  a  light-tight 
casing,  a  rear  door  and  a  front  door  for  the 
casing  and  having  light-tight  engagement  there- 
with, the  rear  door  carrying  film  illuminating 
means,  film  supporting  means  disposed  in  front 
of  the  illuminating  means,  and  means  for  pre- 
venting either  door  from  being  opened  when  the 
other  door  is  closed. 


2,012.941 

SLTPORT 

Georfe  R.  Corron  and  Harry  J.  Clark, 

Seattle,  Wash. 

Application  June  26.  1934,  Serial  No.  732,531 

1  Claim.     (CI.  248—216) 


?3-i. 


In  a  device  of  the  character  described,  a  body 
portion  having  a  bore  in  one  end  thereof,  a  por- 
tion of  said  bore  being  threaded,  a  support  en- 
gaging element  threadedly  mounted  in  said  bore 
and  having  a  lock  nut  engaging  the  end  of  said 
body  portion,  said  support  engaging  element  hav- 
ing a  tapered  threaded  extremity  and  a  squared 
head,  said  head  extending  beyond  the  confines  of 
said  bore,  means  formed  in  said  body  pwrtion  for 
engaging  said  squared  head  when  said  support- 
ing member  is  removed  from  said  bore,  and  a  ball 
retained  camera  engaging  element  adjustably  se- 
cured to  said  body  portion. 


2.012.942 

CONTAINER 

George  J.  Acker.  Batavia.  N.  Y..  assignor  to  E.  N. 

Rowell  Co..  Inc.,  Batavia.  N.  Y..  a  corporation 

of  New  York 

Application  December  29,  1934,  Serial  No.  759,619 

12  Claims.     (CI.  229—6) 


^F=^: 


1.  In  a  container  for  powdered  material,  the 
combination  of  a  base  portion  and  a  drum  mem- 
ber contained  at  least  partially  therein  and  hav- 


ing a  sealed  upper  surface,  said  drum  having  a 
cord  applied  to  its  outer  peripheral  surface  form- 
ing a  protuberance  upon  said  drum  for  friction- 
ally  restraining  the  drum  from  movement  up- 
wardly within  the  container  base. 


2.012.943 
ELECTRIC  SWITCH 

Heinrich  Arnold,  Waiblinren,  and  Erich  Dobler. 

Stuttgart,  Germany,  assignors  to  Robert  Bosch 

Aktiengeselischaft,  Stuttgart.  Germany 

Application  April  28,  1934.  Serial  .No.  723.000 

In  Germany  May  31,  1933 

7  Claims.     (CI.  123—179) 


1.  In  apparatus  for  controlhng  the  glow  plug 
and  starting  motor  of  an  internal  combustion  en- 
gine, a  source  of  current,  a  switch  having  two 
positions,  circuit  connections  whereby  in  one  po- 
sition the  switch  connects  the  glow  plug  to  the 
source  of  current  and  in  the  other  position  con- 
nects the  glow  plug  and  the  motor  to  the  source 
of  current,  and  a  resistance  in  the  circuit  con- 
nections, said  first  position  connecting  the  glow 
plug  in  series  with  the  resistance  and  said  second 
position  disconnecting  at  least  a  portion  of  the 
resistance. 


2,012.944 
CONCRETE   Pl^MP 

Charles    F.    Ball.    Milwaukee.    Wis.. 

Chain  Belt  Company.  Milwaukee, 

poration  of  Wisconsin 
Application  January  16.  1933,  Serial  No 
5  Claims.     (CI.  103— 204j 


assignor    to 
Wis.,  a  cor- 


652.076 


1.  Means  for  facilitating  the  washing  of  the 
elements  of  a  concrete  pump  of  the  type  having 
a  pressure  member,  mixture  passages,  and  valves 
which  are  Inherently  Incapable  of  efficiently 
pumping  ordinary  fluids,  comprising  additional 
valve  means  capable  of  efficiently  handling  wash- 
ing fluids,  removablv  positioned  In  and  controlling 
the  mixture  passages  of  the  apparatus,  whereby 
washing  fluid  may  be  circulated  therethrough  by 
means  of  the  pre.ssure  member  of  the  pump. 


SkptembebS,  193.") 


U.  S.  PATENT  OFFICE 


41 


2.012.945 
MOTOR  FUEL 
Julius  F.  T.  Berliner  and  Richard  W.  Plummer, 
Wilmington,  Del.,  assignors  to  E.  I.  du   Font 
de  Nemours  &  Company,  Wilmington.  Del.,  a 
corporation  of  Delaware 
No  Drawing.    Application  April  16.  1932,  Serial 

No.  605.778 
8  Claims.  (CI.  44—9) 
1.  A  homogeneous  fuel  blend  comprising  a 
major  part  liquid  paraffin  hydrocarbons,  a 
smaller  part  methyl  alcohol,  and  a  blending 
agent  selected  from  the  group  consisting  of 
bomeol  and  isoborneol. 


2.012.946 

HAND  OPERATED  TOY 

Hans  Blller,  Nuremberg.  Germany 

Application  April  5.  1935,  Serial  No.  14,897 

In  Germany  May  16,  1934 

4  Claims.     (CI.  46— 40 > 


1.  A  hand  operated  mechanical  toy  consisting 
of  a  flat  body  and  representing  a  soldier  with  a 
movable  forearm,  comprising  in  combination  a 
sheet  strip  member  disposed  to  coact  with  said 
forearm,  a  gun  carried  by  said  sheet  strip  mem- 
ber and  adapted  to  be  lifted  from  the  position 
"ground  arms"  at  the  right  side  to  the  position 
"shoulder  arms"  at  the  left  side,  projecting  stop 
members  positioned  on  the  front  side  of  said  toy 
body  and  adapted  to  give  the  lowered  and  lifted 
gun  its  upright  position,  locking  means  adapted 
to  hold  the  gun  in  the  lifted  position  "shoulder 
arms",  a  control  device  actuating  said  forearm 
and  said  sheet  strip  member,  an  operating  lever 
coacting  with  said  control  device. 


2.012,947 
CHAIN  PINTLE 

Luther  H.  Bosnian,  Milwaukee,  Wis.,  assignor  to 
Chain  Belt  Company,  Milwaukee,  Wis.,  a  cor- 
poration of  Wisconsin 

Application  June  17,  1933.  Serial  No.  676.389 
8  Claims.     (CI.  74—254) 


2.  A  pin  for  power  transmitting  sprocicet  chains 
and  the  like,  having  a  body  provided  with  means 
arranged  to  co-operate  with  a  companion  portion 


of  a  link  to  prevent  turning  of  the  pin  in  the 
link,  said  body  also  having  a  reduced  cylindrical 
extension  provided  with  a  flattened  portion  paral- 
lel to  the  pin  axis  and  in  alinement  with  said 
rotation  preventing  means,  for  facilitating  the 
proper  positioning  of  said  companion  means  and 
portion  during  assembly. 


2  012,948 

FLEXIBLE    MICA    PRODUCT    AND    METHOD 

OF  MAKING   SAME 

Willis  A.  Boughton,  Cambridge.  Mass..  assignor 

to  New  England  Mica  Co.,  Waltham,  Mass.,  a 

corporation  of  Massachusetts 

No  Drawing.     Application  January  16,  1931, 

Serial  No.  509,285 

5  Claims.     (CI.  154 — 2.6) 

1.  The  method  of  making  flexible  non-resilient 
mica  products,  which  comprises  dissolving  from 
about  70  percent  to  about  76  percent  of  rosin  in 
from  about  30  percent  to  about  24  percent  of 
■Red  Engine  Oil"  thereby  forming  an  adhesive 
binder,  and  cementing  mica  flakes  with  said 
binder. 


2,012.949 

TRUCK  SIDE   FRAME 

Percy  R.  Drenning,  Baltimore,  Md..  assignor  to 

T.  H.  Symington  &  Son.  Inc.,  Baltimore,  Md., 

a  corporation  of  Maryland 

Application  May  7.  1931,  Serial  No.  535,710 

35  Claims.     <Cl.  105—206) 


31.  In  a  side  frame,  top  and  bottom  beams 
connected  by  column  guides,  compression  mem- 
bers continuing  from  the  ends  of  the  top  beam, 
and  tension  members  continuing  from  the  ends 
of  the  bottom  beam  and  converging  toward  the 
compression  members,  the  tension  members 
having  portions  other  than  vertical  originating 
at  the  neutral  axis  of  the  bottom  beam. 


2,012,950 
CLOSURE  FOR  CONTAINERS 

David  Julian  Block.  Chicago,  111. 

Application  November  12,  1931,  Serial  No.  574,535 

5  Claims.     (CI.  221—60) 


1.  A  closure  device  formed  from  a  single  piece 
of  metal  adapted  to  automatically  open  for  the 
egress  of  the  contents  of  a  collapsible  container 
when  under  pressure  and  automatically  close  the 
said  container  against  further  egress  when  pres- 
sure on  the  container  is  released,  said  closure 
comprising  spaced  apart  substantially  parallel  en- 
closing wails  and  a  pair  of  pliant  opposed  walls 
included  in  the  area  between  the  retaining  walls, 
the  terminals  of  the  pliant  walls  adapted  to  be  in 
resilient  closing  contact  when  the  pressure  upon 
the  container  is  released. 
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^  2,012.951 

METHOD  FOR  PRODUCING  GAS  TIGHT 

SEALS 
Harold    S.    Brinker    and    William    B.    Thomas, 
Denver,  Colo.,  assignors  to  Motor  Seal  Corpo- 
ration, Denver,  Colo.,  a  corporation  of  Colorado 
No  Drawing.     Application  May  29,  1933, 
Serial  No.  673.566 
4  Claims.     (CI.  91— 68) 
4.  The  method  of  forming  a  gas  tight  seal  be- 
tween the  wall  of  an  opening  and  the  outer  sur- 
face of  a  piston  mounted  for  reciprocation  there- 
in which  comprises,  introducing  into  the  space 
between  the  surfaces  of  the  cylinder  and  of  the 
piston  a  paste  containing  fine  particles  of  unex- 
foliated  vermiculite,  and  raising  the  temperature 
of  the  parts  to  such  a  point  that  the  vermiculite 
will   exfoliate  whereby   the  vermiculite   between 
the  adjacent  surfaces  will  expand  and  form  a 
seal. 


2.012,952 

VERMICULITE  PASTE  FOR  SE.\LING 

PISTONS 

Harold    S.    Brinker    and    William    B.    Thomas, 
Denver,  Colo.,  assignors  to  Motor  Seal  Corpora- 
tion. Denver,  Colo.,  a  corporation  of  Colorado 
No  Drawing.    .Application  October  30.  1933. 
Serial  No.  695.842 
3  Claims.     (CI.  106—8) 
1.  A  paste  for  use  In  forming  seals  between 
relatively  movable  surfaces  of  heated  bodies  con- 
sisting  of  exfoliated  and  unexfoliated  vermicu- 
lite particles  in  the  proportion  of  one  part  of  the 
former  to  three  parts  of  the  latter  mixed  with  a 
sufficient  quantity  of  oil  to  form  a  paste. 


2.012,953 

MECH.\NISM   FOR   REMOVING  CURLING 

IN   BLANKS 

Elmer  H.  Brunner  and  Samuel  A.  Wall.  East 
Cleveland,  Ohio,  assignors  to  Brunner  State 
Studios,  Inc.,  Cleveland.  Ohio,  a  corporation  of 
Ohio  -^ 

.Application  January  27,  1932.  Serial  No.  589.232 
15  Claims.     (CI.  92—70) 


1.  Ln  a  machine  for  straightening  blanks  pro- 
vided with  a  coated  surface,  the  combination  of  a 
plurality  of  spaced  passes  arranged  to  curl  blanks 
In  the  same  direction,  said  passes  comprising 
pairs  of  related  rolls  and  an  endless  belt  engag- 
ing therewith,  and  mean.s  between  said  passes  for 
flexing  the  blanks  in  the  opposite  direction,  said 
means  comprising  a  relatively  large  roll  over 
which  said  belt  travels  and  a  stationary  guide 
extending  concentrically  to  said  belt. 


2,012,954 

PACKING   BOX 

John  S.  Burns,  Chicago,  111.,  assignor  to  .American 

Box  Board  Company,  Grand  Rapids,  Mich.,  a 

corporation  of  Michigan 

Application   August   14,   1933,   Serial   No.  684,989 

1  Claim.     (CI.  229— 15) 
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In  a  packing  box  of  the  class  described,  a  par- 
tition member  comprising  a  bottom  member,  side 
members  and  top  members,  said  top  members  ex- 
tending toward  each  other  and  having  their  edges 
abutting  against  each  other,  said  partition  mem- 
ber having  a  length  equal  to  the  width  of  the 
box  and  extending  between  and  abutting  against 
the  said  sides  of  the  box,  said  top  members  of 
the  partition  being  glued  to  one  face  of  the  box 
for  the  purpose  described. 


I  2,012,955 

CAN  OPENING   MACHINE 

Walter   K.   Cabot.   Montclair,   N.   J.,   assignor   to 

American   Can   Company,  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  June  15,  1931,  Serial  No.  544,351 

13  Claims.     (CL30— 3) 


1.  An  opening  machine  for  containers  compris- 
ing in  combination,  a  rotatable  head  having  a  cut- 
ting element  adapted  to  sever  a  part  of  the  con- 
tainer in  the  opening  operation,  a  continuously 
moving  conveyor  for  bringing  the  container  into 
position  adjacent  said  head  prior  to  opening  and 
for  discharging  it  from  said  position  after  open- 
ing, and  a  movable  platform  combined  with  said 
conveyor  and  located  in  alignment  with  said  head 
for  transferring  th?  container  from  said  conveyor 
into  engagement  with  said  head  for  the  opening 
operation  and  for  returning  the  opened  container 
back  to  said  conveyor. 


2.012.956 
PISTON 

Harry  B.  ChafHn,  Canton.  Ohio 

Application  March  23,  1934,  Serial  No.  716,937 

6  Claims.     (CI.  309—29) 

1.  The  combination  with  a  piston  having  a  num- 
ber of  laterally-spaced  rectangular  section  cir- 
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cumferential  grooves  in  its  periphery;  of  a  com- 
bined buU-and-packing  ring  having  a  face  por- 
tion corresponding  substantially  in  width  to,  and 
overlapping  the  periphery  of  the  piston,  said  ring 
being  composed  of  overlapping  arcuate  segments 
jointly  providing  a  plurality  of  laterally  spaced 


jrf         25  2*  JO        if  3%  *4 

rectangular  section  circumferential  internal 
ridges  to  snugly  fit  the  circumferential  grooves  of 
the  p-ston.  each  said  ridge  having  an  inwardly- 
op?n  groove,  and  annular  expander  means  en- 
gaged in  such  grooves  to  yieldingly  maintain  the 
ring  segments  in  fluid  tight  contact  with  a  cylin- 
d3r  wall. 

2,012,957 
PRESSURE   FLOW    SYNCHRONIZER 

(  harles  H.  Cleveland.  Baton  Rouge.  La. 

Application  August  5.  1933.  Serial  No.  683,841 

5  Claims.      (CI.  50 — 16) 


1.  In  combination  with  fluid  pressure  conduits 
including  a  high  pressure  line,  a  low  pressure 
line,  and  a  balanced  control  valve  interposed  be- 
tween the  two:  of  means  in  the  low  pressure  line 
for  restricting  the  volume  of  flow  so  as  to  cre- 
ate an  intermediate  pressure;  said  conduits  be- 
ing formed  with  a  chamber  for  the  intermediate 
pressure;  a  casing  mounted  above  the  conduit 
provided  with  a  chamber  and  a  diaphragm:  a 
conduit  connecting  the  chamber  and  the  lower 
piessure  line  beyond  said  means  to  operate  the 
diaphragm  in  response  to  changes  in  pressure  m 
the  low  pressure  line:  a  shell  carrying  a  dia- 
phragm; a  conduit  having  means  for  preventing 
surges  in  pressure  and  connecting  the  interme- 
diate pressure  chamber  with  the  shell;  a  pivoted 
lever  above  the  daphrsigms;  one  end  of  the  lever 
connected  with  the  second  diaphragm  and  the 
other  end  connected  to  the  first  diaphragm  where- 
by to  Influence  the  operation  of  the  control  valve 
in  response  to  the  intermediate  pressure. 


2.012.958 
TRACK    FOR    TRACKLAYING    VEHICLES 
Joseph  M,  Colby  and  Leslie  A.  Skinner, 
I'nited  States  Army.  Aberdeen.  Md. 
AppUcation  June  14.  1933,  Serial  No.  675,756 
8  Claims.     (CL  305—10) 
(Granted    under   th?   act    of   March   3,    1883,   as 
amended  April  30,   1928:   370  O.  G.  757) 
1.  In  a  track  for  track-laying  vehicles,  a  double 
row  of  shoes,  each  shoe  consisting  of  a  block  of 
flexible  material,  a  pair  of  bushings  extending 
laterally  through  opposite  ends  of  each  block  and 
bonded  thereto,  said  bushings  having  non-circu- 
lar inner  and  outer  peripheries,  link  pins  of  cor- 


responding outer  periphery  passing  through  the 
ahgned  bushings  of  laterally  adjacent  shoes  and 
each  having  a  central  circular  portion,  pairs  of 
links  disposed  between  the  rows  of  shoes  and 
connecting  adjacent  link  pins  of  longitudinally 
adjacent  shoes,  said  hnks  spaced  by  the  central 


circular  portions  of  the  link  pins  and  having  non- 
rotative  engagement  with  the  link  pins,  links  con- 
necting the  outer  ends  of  associated  link  pins 
and  having  non-rotative  engagement  therewith, 
and  a  roller  on  the  circular  portion  of  each  link 
pin. 


2.012.959 
METHOD  AND  APPARATUS  FOR  CON- 
VERTING   HYDROCARBONS 

Myron  W  Colony.  Los  Angeles.  Calif.,  assignor  to 
Petroleum  Ccnversion  Corporation,  New  York, 
N.  Y.,  a  corporation  of  Delaware 

Application  September  9.  1930.  Serial  No.  480.655 
4  Claims.     (CI.  196 — 66) 


2.  In  the  process  of  converting  hydrocarbons 
by  the  aid  of  a  heated  non-condensible  heat- 
carrier  gas,  the  steps  which  consist  in  admitting 
hydrocarbon  liquid  to  a  vaporizing  zone,  admitting 
to  a  reaction  zone  the  hydrocarbon  vapor  formed 
in  said  vaporizing  zone  and  said  heated  heat- 
caiTier  gas.  said  reaction  zone  being  maintained 
at  a  temperature  of  in  excess  of  900°  P..  passing 
the  non-liquid  fluid  products  from  said  reaction 
zone  after  the  conversion  has  proceeded  to  the 
desired  degree  directly  to  a  scrubbing  zone,  there 
introducing  a  scrubbing  liquid  comprising  in  part 
at  least  the  charging  stock  under  conditions  of 
temperature  and  of  gas  to  liquid  contact  as  to 
vaporize  from  said  stock  substantially  all  the 
components  which  it  is  desired  to  convert  in 
said  reaction  zone,  and  regulating  the  degree  of 
vaporization  of  said  stock  by  admitting  to  said 
scrubbing  zone  a  supply  of  a  neutral  gas  inde- 
pendent of  the  gas  comprised  in  said  non-liquid 
fluid  products,  then  passing  said  stream  of  prod- 
ucts from  said  scrubbing  zone  to  a  third  zone, 
there  condensing  out  the  heavier  fractions  in 
said  stream,  and  recommencing  the  cycle  by  sub- 
jecting said  iractions  to  vaporizing  conditions 
and  passing  the  produced  vapor  to  said  reaction 
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zone  to  be  converted  without  returning  any  of 
the  residual  scrubbing  liquid  to  the  vaporizing 
zone  and  then  recovering  the  converted  products 
of  a  boiling  point  suitable  for  motor  fuels  by 
subjecting  said  stream  of  products  to  further 
condensation. 


2.012.960 

FIRE-CONTROL  APPARATUS  FOR  GUNS 

Richard  C.  Coupland.  Norfolk.  Va. 

AppUcation  March  27.  1933,  Serial  No.  662.994 

10  Claims.     (CI.  33 — 49) 

(Granted    under   the  act    of   March   3,    1883,  as 

amended  April  30.   1928:  370  O.  G.  757) 


5.  In  a  fire  control  apparatus,  a  lever,  one  arm 
of  which  is  adjustable  as  to  length,  means  for  ad- 
justing the  length  of  said  arm  an  amount  pro- 
portional to  a  range  factor,  and  a  rear  sighting 
member  mounted  on  the  opposite  arm  of  said 
lever. 

7.  In  a  fire  control  apparatus,  sighting  members 
mounted  for  movement  towards  and  away  from 
each  other,  actuating  means  for  simultaneously 
moving  the  sighting  members,  and  means  acting 
through  said  actuating  means  for  normally  sep- 
arating the  sighting  members. 


2.012.961 
PROCESS  OF  SATURATING  FIBROUS 
CONDUITS 
George   Ember;.   Chicago.   111.,   assignor   to   The 
Barrett  Company,  New  York,  N.  Y.,  a  corpora- 
tion of  New  Jersey 

Application  May  27.  1932.  Serial  No.  613.937 
6  Claims.     (CI.  91— 70) 


t^  " 


1.  The  process  of  saturating  conduits  having 
relatively  rigid  walls  of  substantial  thickness  and 
density  and  constituted  of  organic  fibrous  mate- 
rial with  a  bituminous  saturant  in  heat  liquefied 
condition  and  which  saturant  upon  prolonger 
contact  with  the  conduits  at  saturating  tem- 
peratures would  cause  substantial  thermal  de- 
terioration of  the  walls  thereof,  which  comprises 
subjecting  the  conduits  to  heat  and  vacuum  con- 
ditions to  remove  occluded  gas  therefrom,  there- 


after, while  maintaining  the  conduits  under 
vacuum,  gradually  immersing  them  in  the  bi- 
tuminous saturant  maintained  in  heat  liquefied 
condition  at  an  elevated  temperature  so  that  the 
.saturant  enters  and  fills  the  voids  and  entry  of 
air  into  the  voids  is  prevented,  and  then  soaking 
the  conduits  in  the  saturant  for  a  period  of  time 
Insufficient  to  cause  substantial  thermal  deteriora- 
tion of  the  conduit  walls  but  sufficient  to  Impreg- 
nate the  conduits  so  that  when  immersed  in  dis- 
tilled water  at  77  F.  for  48  hours  they  will  ab- 
sorb less  than  4  per  cent  water. 


2.012.962 
AIR  CLEANER  FOR  INTERNAL  COMBUSTION 

ENGINES 

Carl  W.  Hajtar,  Los  Anfeles.  Calif. 

Application  April  17.  1933,  Serial  No.  666.478 

11  Claims.     (CI.  183 — 9) 


3.  In  an  air  cleaner  for  an  internal  combustion 
engine  wherein  there  is  a  carburetor  air  intake 
and  an  engine  oil  supplying  means,  the  combina- 
tion with  said  carburetor  air  intake  and  engine 
oil  supplying  means,  an  exchanger  including  an 
air  inlet,  a  down  passage  leading  therefrom,  an 
up  passage  continuing  from  said  down  passage 
and  connected  with  said  carburetor  intake,  means 
connected  in  said  oil  supplying  means  for  intro- 
ducing oil  at  the  upper  portion  of  said  down  pas- 
sage, means  in  said  down  passage  for  mixing  the 
air  and  oil  whereby  the  deleterious  matter  in 
the  air  is  transferred  to  the  oil  and  the  heat  from 
the  oil  is  at)5orbed  by  the  air.  a  settling  chamber 
arranged  to  receive  the  cooled  oil  and  deleterious 
matter  from  said  exchanger,  said  settling  cham- 
ber disposed  clear  and  free  of  the  air  passages 
therein,  and  a  filter  connected  with  the  discharge 
end  of  said  settling  chamber,  said  settling  cham- 
ber and  filter  interposed  with  said  exchanger  in 
said  oil  supplying  means. 


2  012  963 
POWER  PLANT  AND   METHOD   OF 
OPERATING   SAME 
Hans  Holzwartb.  Dusseldorf,  Germany,  assifnor 
to  Holrwarth  Gas  Turbine  Co.,  San  Francisco. 
Calif.,  a  corporation  of  Delaware 
Application  January  30.  1931.  Serial  No.  512  342 
In  Germany  February  5.  1930 
8  Claims.     (CI.  60 — 49) 
1.  The  method  of  regulating  the  available  out- 
put of  a  power  plant  adapted  to  start  under  load 
with  the  development  of  the  full  torque,  and  com- 
prising  an   explosion    turbine    including   a   plu- 
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rality  of  constant  volume  explosion  chambers 
adapted  to  be  charged  intermittently  with  fuel 
and  compressed  air  for  explosion  therein,  and  an 
impulse  rotor  arranged  to  be  impinged  by  the 
successive  puffs  of  gases  discharged  by  said  cham- 
bers, a  compressor  driven  by  said  impulse  rotor 
to  compress  the  air  required  for  combustion,  and 
expansion  engines  which  generate  the  available 
output  of  the  plant  and  are  geared  directly  to  the 
load  but  are  mounted  independently  of  the  im- 


pulse rotor  and  compressor,  said  method  com- 
prising maintaining  substantially  constant  the 
specific  heat  content  of  the  charge  Jed  to  the 
chambers  of  the  explosion  turbine  and  also  the 
number  of  explosion  cycles  per  chamber  i>er  unit 
of  time,  and  controlling  the  speed  of  revolution 
of  the  explosion  turbine  by  varying  the  supply 
of  fuel  and  the  pressure  of  the  compressed  air 
charged  into  the  explosion  chambers  thereof. 


2.012.964 

TANK 

George  T.  Horton,  Chicago.  111. 

Application  December  8,  1932.  Serial  No.  646,319 

1  Claim.     (CI.  220—1) 
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A  sheet  metal  tank,  including:  a  substantially 
cylindrical  shell  with  a  generally  flat  head  formed 
of  radially  arranged  sector-shaped  sheet  sections, 
each  curved  out  of  its  plane,  whereby  differences 
In  pressure  between  the  inside  and  the  outside  of 
the  tank  will  impose  tensional  stresses  on  said 
sections;  radial  bracing  members  attached  to  the 
head  substantially  at  the  junction  of  the  sector- 
shaped  sections;  and  a  centrally  arranged  com- 
pression member  adapted  to  take  the  inward 
radial  thrust  of  said  radial  bracing  members. 


shiftable  device  for  operating  said  mechanisms, 
strap  lugs  movably  mounted  on  said  case,  and 
means  operated  by  said  strap  lugs  for  operating 


2  012  96  *> 
SETTING   SYSTEM  FOR  WATCHES 

Samuel  Mathez.  Brooklyn.  N.  Y. 
Application  April  8,  1931.  Serial  No.  528,557 

21  Claims.     (CI.  58—65) 
21.  A  wrist  watch  case  comprising  a  main  body 
portion  for  receiving  a  watch  movement  includ- 
ing winding  and  time  setting  mechanisms  and  a 


said  shiftable  device  upon  w^v^ment  of  said  strap 
lugs  to  shift  said  device  into  cooperative  engage- 
ment with  either  of  said  mechanisms. 


2,012,966 
ALLOY 

Harlan  J.  McFadgen.  Sr.,  Oakland.  Calif.,  as- 
signor to  Chrome  Alloys  Manufacturing  Com- 
pany. Oakland,  Calif.,  a  copartnership  com- 
posed of  Franklin  Warner  and  Harlan  J.  Mc- 
Fadgen,  Sr. 
No  Drawing.     Application  May  31,  1932.  Serial 

No.  614.611 
2  Claims.  (CI.  75 — 1) 
1.  The  method  of  forming  an  alloy  consisting 
substantially  of  copper,  nickel,  and  at  least  30 ^7 
by  weight  of  zinc  which  consists  in  forming  a 
preliminary  alloy  of  the  nickel  and  the  copper 
and  then  introducing  the  zinc  into  the  molten 
mass  in  small  charges  by  immersing  each  charge 
below  the  surface  of  the  mass  and  holding  the 
same  immersed  until  melted. 


2.012,967 

METHOD  AND  APPARATUS  FOR  OBTAINING 

A  PRESSURE  MEDIUM 

Ulrich    Meininghaus.    Mulheim-Ruhr.    Germany, 
assignor  to  The  Holrwarth  Gas  Turbine  Com- 
pany.  San  Francisco,  Calif.,  a  corporation  of 
Delaware 
Application  January  16.  1933.  Serial  No.  651.980 
In  Germany  February  9.  1932 
12  Claims.     (CI.  60 — 49) 


1.  The  method  of  generating  a  compressed 
medium  for  a  pneumatically  operated  device, 
which  comprises  exploding  compressed  air  and 
fuel  under  constant  volume  at  any  suitable  place 
and  thereby  obtaining  gase  at  a  multiple  of  the 
pressure  of  the  compressed  air  and  capable  of 
producing  power  in  excess  of  that  required  to 
compress  the  air,  partially  expanding  the  gases 
and  compressing  air  with  the  energy  so  liber- 
ated, abstracting  heat  from  the  gases  until  the 
latter  are  at  approximately  atmospheric  temper- 
ature and  utilizing  such  heat  for  the  generation 
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of  power,  and  conducting  the  gases  to  the  pneu- 
matic device  for  use  therein. 

3.  The  combination  with  a  pneumatically  op- 
erated device,  of  apparatus  for  supplying  such 
pneumatically  operated  device  with  a  pressure 
fluid  from  a  remote  point,  comprising  one  or  more 
constant  volume  explosion  chambers,  means  for 
charging  said  chambers  periodically  with  com- 
pressed air  and  fuel  for  explosion  therein  to  gen- 
erate gas  at  a  multiple  of  the  pressure  of  the 
compressed  air  and  capable  of  producing  power 
in  excess  of  that  required  to  compress  the  air, 
a  turbine  arranged  to  receive  the  gases  discharg- 
ing periodically  from  said  chamber  or  chambers, 
said  turbine  adapted  to  operate  with  a  super- 
atmosphenc  back  pressure  and  the  gases  expand- 
ing only  partially  in  said  turbine,  a  collecting 
chamber  arranged  ^to  receive  the  pressure  gases 
discharging  from  said  turbine,  means  for  ab- 
stracting heat  from  the  gases  to  substantially 
the  greatest  economical  degree,  power-generat- 
ing mechanism  operated  by  the  so-abstracted 
heat,  an  air  compressor  driven  by  at  least  one 
of  the  power  devices  consisting  of  said  turbine 
and  said  mechanism,  and  a  conduit  for  conduct- 
ing the  pressure  gases  to  the  pneumatically  op- 
erated device.  f^ 

2.012.968 

SATURATING  FIBROUS  CONDUIT  AND 

PROCESS  OF  MAKING   SAME 

Stuart  P.  Miller.  Englewood,  N.  J.,  assignor  to  The 
Barrett  Company.  New  York.  N.  Y.,  a  corpora- 
tion of  New  Jersey 

Application  May  27.  1932.  Serial  No.  613.939 
11  Claims.     (CI.  91—70) 


:  I 


_— ;     * 


1.  The  process  of  saturating  conduits  which 
comprises  immersing  the  conduits  in  a  body  of 
saturant  maintained  under  vacuum,  and  while 
continuously  maintaining  said  vacuum  during 
the  impregnation  removing  the  conduits  from 
the  body  of  saturant,  subjecting  them  to  vacu- 
um and  then  again  immersing  them  into  the 
body  of  saturant. 


2,012.969 
CONTINUOUS  SATUR.ATION  OF  .ABSORBENT 

ARTICLES  SUCH  AS  FIBROUS  CONDUITS 
Stuart  P.  Miller.  Enjflewood.  N.  J.,  assignor  to  The 
Barrett  Company.  New  York.  N.  Y.,  a  corpora- 
tion of  New  Jersey 
Application  June  29.  1932.  Serial  No.  619.939 

7  Claims.  iCl  91—70) 
7.  The  continuous  proces.s  of  saturating  indi- 
vidual absorbent  articles  which  comprises  con- 
tinuously drying  a  series  of  .said  articles,  the 
individual  members  of  the  series  being  at  progres- 
sively   different    stages   of   drying,    continuously 


passing  said  series  of  dried  articles  through  a 
body  of  saturant  maintained  with  an  evacuated 
space  thereabove,  the  individual  members  of  the 
series  being  immer.sed  in  the  saturant  and  sub- 
jected to  different  pressure  heads  of  saturant. 
moving  members  of  the  series  from  the  saturant 
into  the  evacuated  space  while  introducing  fur- 


ther  members  of  the  series  into  the  saturant  at 
a  rate  corresponding  to  the  rate  of  withdrawal 
of  individual  members  of  the  series  from  the 
saturant.  spraying  the  members  of  the  series  In 
the  evacuated  space  with  saturant  while  moving 
therethrough,  moving  members  of  the  series  from 
the  evacuated  space  through  a  body  of  saturant 
and  then  withdrawing  them  from  the  body  of 
1  saturant. 

2.012.970 
SATURATION   OF   ABSORBENT   CONDUITS 

Stuart  P.  Miller.  Knglewood.  N.  J..  assig:nor  to  The 
Barrett  Company.  New  York.  N.  Y..  a  corpora- 
tion of  New  Jersey 

Application  July  26.  1932.  Serial  No.  624.759 
8  Claims.      fCl.  91—70) 

s 


1.  The  process  of  saturating  a  fibrous  conduit 
with  coal  tar  pitch  which  comprises  heating  the 
conduit  and  simultaneously  subjecting  it  to  vac- 
uum to  remove  moisture  and  occluded  gas  there- 
from, and  thereafter  spraying  the  conduit  with 
ccal  tar  pitch  while  maintaining  said  vacuum  so 
that  the  coal  tar  pitch  enters  and  fills  the  voids 
of  the  conduit. 

2.012.971 
VACUUM   CLOSING   MACHINE 

Ronald  E.  J.  Nordqulst.  Mapleuood,  N.  J..  3-signor 
to  .American  Can  Company.  New  York.  N.  Y., 
a  corporation  of  New  Jersey 
Application  March  2.^).  1929.  Serial  No.  349.855 
23  Claims.     (CI.  113— !• 

2.  In  an  apparatus  for  vacuumizing  and  seal- 
ing containers,  the  combination  of  a  casing  pro- 
viding a  vacuum  chamber,  seaming  mechani.sm 
arranged  in  said  chamber,  conveying  mechanism 
adjacent  said  chamber  for  delivering  cans  there- 
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to.  including  a  valve  having  a  plurality  of  can 
receiving  pockets,  a  frame  in  which  said  valve 
is  mounted,  said  frame  having  movable  associa- 
tion with  the  casing  whereby  the  valve  surface 
may  be  moved  out  of  and  into  operating  con- 
tact with  the  surface  of  said  chamber. 

6.  In  an  apparatus  for  vacuurmzmg  and  sealing 
containers,  the  combination  of  a  vacuum  cham- 
ber adapted  to  be  brought  under  a  predetermined 
vacuum,  seaming  mechanism  arranged  within 
said  chamber,  conveying  mechanism  for  present- 
ing cans  to  the  seaming  mechanism,  actuating 
mechanisms  for  operating  the  seaming  and  con- 
veying mechanisms,  and  control  devices,  includ- 
ing a  bellows  having  its  interior  in  communica- 
tion with  the  interior  of  the  vacuum  chamber, 


(^ 
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for  terminating  the  operation  of  the  actuating 
mechanisms  upon  reduction  of  the  predetermined 
vacuum  within  said  vacuum  chamber. 

9  An  apparatus  for  vacuumizing  and  seahng 
containers,  in  combmation.  a  vacuum  chamber, 
seaming  mechanism  including  a  rotating  seam- 
ing head  arranged  in  said  chamber,  and  means 
introducing  air  into  said  chamber  and  in  con- 
trolled amounts  for  cooling  said  head  by  its  ex- 
pansion. ,        , 

16.  In  an  apparatus  for  vacuumizing  and  seal- 
ing containers,  the  combination  of  a  casing  pro- 
viding a  vacuum  chamber,  and  having  an  open- 
ing communicating  with  said  chamber,  a  valve 
having  a  plurality  of  can  receiving  pockets  posi- 
tioned in  said  opening  for  delivering  cans  into 
said  vacuum  chamber,  and  a  cleaning  device 
mounted  adjacent  to  and  frictionally  engaging 
said  valve. 

2.012,972 
SECURING  MEANS   FOR  PRINTING  FORMS 
Henry   C.   Osborn.   Cleveland.   Ohio,   assignor  to 
Multisraph  Company.  Cleveland.  Ohio,  a  cor- 
poration of  Delaware 
Application  November  15.  1933.  Serial  No.  698.039 
14  Claims.     (CI.  101— 415.1) 


1.  The  combination  of  a  flexible  plate  having 
a  scalloped  end  with  openings  through  it  ad- 
jacent the  scallops,  and  a  drum  adapted  to  sup- 
port such  plate  and  having  an  attaching  bar 
recessed  to  receive  the  scalloped  end  of  the  plate 
and  having  projections  adapted  to  pass  through 
the  openings  in  the  plate,  means  for  shifting 
said  attaching  bar  lengthwise  of  itself  while 
changing  its  angular  position,  and  means  for 
clamping  the  bar  in  its  new  position. 


2.012.973 

APPARATUS  FOR  APPLYING  INSECTICIDAL 

OR    FUTNGICIDAL   MATERIAL 

William  B.  Parker.  Placerville.  Calif. 

Application  June  28.  1932.  Serial  No.  619.655 

4  Claims.     (CI.  299—29) 


2.  A  portable  apparatus  for  use  in  controlling 
plant  pests  or  plant  diseases,  said  apparatus 
comprising  a  tube,  a  nozzle  supported  in  said 
tube,  means  for  dehvering  liquid  insecticidal  or 
fungicidal  material  to  said  nozzle,  means  for 
causing  a  stream  of  air  to  move  through  and  from 
said  tube  at  a  relatively  high  velocity  and  under 
a  relatively  low  pressure,  and  means,  including 
an  air  compressor,  for  causing  a  jet  of  air  to  flow 
past  the  orifice  of  said  nozzle  under  a  relatively 
high  pressure  whereby  the  material  delivered 
to  said  nozzle  is  aspirated  therefrom  and  into 
said  stream  of  air  resulting  in  the  liberation  of 
a  floating,  growth-enveloping,  fog-like  mist  con- 
taining  microscopic   particles   of   said   material. 


2,012,974 
OIL   SEAL 

William  B.  D.  Penniman,  Baltimore,  Md. 

Application  February   5.  1930,  Serial  No.  425,993 

3  Claims.     (CI.  286 — 6) 


2.  In  a  journal  box  having  a  guard  slot  therein, 
means  for  preventing  escape  of  lubricant  com- 
prising an  oil  seal  positioned  within  said  slot, 
said  seal  comprising  a  flexible  annular  plate  hav- 
ing a  free  axial  flange  adapted  to  embrace  an 
axle  closely,  the  plate  being  of  such  configura- 
tion that  when  forced  into  said  slot  it  will  have  a 
wedging  engagement  with  the  walls  thereof,  to 
prevent  sut)stantial  movement  of  the  seal  with 
respect  to  the  box  under  operating  conditions, 
the  axial  flange  being  so  constructed  and  ar- 
ranged as  to  remain  in  close  engagement  with 
said  axle  irrespective  of  movements  incident  to 
opf  ration.  \ 
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2.ai2.975 
METHOD  OF  IMPREGNATING  WOOD 
Carl  SctunittatB,  Bad  Klasinffen.  Germany,  as- 
sifnor  to  Osmose  Holsimpraecnienuifs  G.  m. 
b.  Hm  Leipsir.  Germany,  a  corporation  of  Ger- 
many 
Application     September     28.     1934.     Serial     No. 
745.966.     In  Germany  January  19.  1931 
13  Claims.     <C1.  99—12) 


1.  In  a  process  for  preserving  green  wood,  the 
steps  comprising  debarking  freshly  cut  trees,  ap- 
plying to  the  debarked  surface  an  aqueous  paste 
comprising  a  water-soluble  preservative  and  re- 
tarding the  drying  out  of  the  wood  until  the 
preservative  has  diffused  substantially  into  the 
wood. 


1.  A  composition  for  the  preservation  of  wood, 
consisting  of  a  viscous  tacky  paste  comprising  a 
water-soluble  wood  preservative  adapted  to  pene- 
trate the  wood  by  osmosis,  a  water-insoluble  pro- 
tective agent  adapted  to  penetrate  the  wood  chief- 
ly by  capillary  diffusion  and  retard  the  leaching 
out  of  the  preservative,  water  and  a  glutinous 
substance  adapted  to  form  a  water-swelling  col- 
loid and  maintain  the  preservative  and  protec- 
tive agents  in  intimate,  permanent  and  uniform 
contact  with  the  wood,  said  colloid  adapted  to 
give  up  water  on  drying  to  promote  the  diffusion 
of  the  preservative  into  the  wood. 


2.012.977 
ELECTRIC  HEATER  UNIT  AND  METHOD 
OF  MAKING   SAME 
Harold  E.  Trent  and  Charles  L.  Whitney.  Phila- 
delphia, Pa.,  assirnors  to  Harold  E.  Trent  Com- 
pany, a  corporation  of  Delaware 
Application  March  24.  1932.  Serial  No.  600,960 
8  Claims.     (CI.  201—67) 


space  of  the  sheathing  In  end  to  end  contact,  said 
beads  having  bores,  a  resistor  disposed  in  said 
bores,  and  fluent  insulation  in  said  space  about 
the  beads  and  jointly  with  said  beads  substan- 
tially filling  said  space. 

7.  The  method  of  making  an  enclosed  and 
armored  resistor,  which  consists  in  forming  a 
resistor  conductor,  in  assembling  on  said  con- 
ductor preformed  and  calcined  refractory  insu- 
lators in  sections  completely  covering  the  said 
conductor,  thereafter  inserting  the  completely 
covered  resistor  conductor  into  an  armored  cas- 
ing, and  filling  the  spaces  in  and  around  the 
resistor  and  insulators  with  a  finely  divided 
powder. 


2.012,976 
COMPOSITION  FOR  IMPREGNATING 
WOOD 
Carl   Schmittatz,   Bad   Kissinfen.  Germany,   as- 
signor to  Osmose  Holiimpraegrnieranrs  G.  m. 
b.  H..  Leipsir,  Germany,  a  corporation  of  Ger- 
many 
Original  application   September  28.   1934.   Serial 
No.  745.966.    Divided  and  this  application  Jan- 
uary 14,  1935,  Serial  No.  1.590 

8  CUims.     (O.  134—78.6) 


2.012.978 

FLUID  FLOW  REGLXATOR 

Vincent   V.   Veenschoten.    Eric.   Pa.,   assirnor   to 

Northern    Equipment    Company,    Erie,    Pa.,    a 

corporation  of  Pennsylvania 

Application  January  23.  1932.  Serial  No.  588.313 

9  Claims.     (CI.  1.37—152.5) 


1.  Means  for  regulating  the  flow  of  a  fluid 
through  a  pipe,  comprising  a  valve  in  said  pipe, 
a  first  and  a  second  conta  ner.  said  first  contain- 
er be.ng  in  communication  with  said  pipe  at  one 
point,  said  second  container  being  in  communica- 
tion with  said  pipe  at  another  spaced  point,  the 
lower  port;ons  of  said  containers  being  in  com- 
munication w.th  each  other,  mercury  in  said  con- 
"^ainers,  means  associated  with  the  surface  of 
the  mercury  in  said  first  container  being  opera- 
tively  connected  with  said  valve  for  varying  the 
opening  thereof,  and  means  responsive  to  the 
movement  of  sa  d  valve  for  varying  the  mercury 
elevation  in  the  first  container 


2.012,979 
SNAP-ON  SIGN  RECEPT.4CLE 

Charles  Theodore  Von  Holtz,  Bridfeport,  Conn., 
assignor     to     Harvey     Hubbell.     Incorporated, 
Bridi^eport.  Conn.,  a  corporation  of  Connecticut 
Application  June  4,  1932.  Serial  No.  615.458 
2  Claims.      CI.  173 — 339) 


6.  A  heater  having  a  hollow  sheathing  clased 
at  its  opposite  ends,  beads  of  insulation  in  the 


1.  In  combination,  a  supporting  plate  having 
a  large  opening  therein  and  a  pair  of  small  open- 
ings arranged  laterally  of  said  large  opening, 
a  receptacle  including  a  body,  a  pair  of  radially 
extending  lugs  adjacent  one  end  of  the  body, 
said  plate  having  a  notch  opening  through  one 
side  of  said  large  opening,  said  receptacle  adapted 
to  be  inserted  into  said  large  opening  in  the  plate 
by  passing  one  of  said  lugs  through  said  notch 
whereby  to  dispose  said  lugs  at  the  front  side  of 
the  plate,  a  pair  of  shoulder  portions  on  said  body 
inwardly  of  said  lugs,  spring  pressed  pins  car- 
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ried  by  said  shoulder  portions,  and  said  recep- 
tacle adapted  after  being  inserted  into  said  large 
opening  to  be  given  a  partial  rotation  to  carry 
said  lugs  out  of  alignment  with  said  notch  and 
to  align  said  spring  pressed  pins  with  said  small 
openings  whereby  the  pins  will  be  projected  into 
such  openings  to  lock  the  receptacle  to  the  plate. 


2.012.980 
ELECTRIC  METERING  SYSTEM  • 

Walter    F.    Wilm,    Brooklyn.    N.    Y..    assignor 
one-half  to  Milton  M.  Eisenberg 
Application  April  24.  1934.  Serial  No.  722,075 
3  Claims.     (CI.  247— 2) 


of 


2.  In  a  device  of  the  character  described,  a 
switch  box  having  an  operijng  in  the  top  there- 
of, a  meter  arranged  on  said  box  and  extending 
into  said  opening,  a  right  angle  member  hinged 
to  one  side  of  said  box  and  adapted  to  prevent 
access  to  the  upper  portion  of  said  box  when  said 
member  is  in  closed  position,  means  for  locking 
said  member  in  closed  position,  terminals  ar- 
ranged in  the  upper  part  of  said  box,  shielded 
line  wires  extending  into  the  inaccessible  portion 
of  said  box  and  connected  to  said  terminals,  a 
switch  block  in  the  accessible  portion  of  said 
box,  and  connections  between  said  meter,  said 
terminals  and  said  switch  block. 


2.012.981 

HEATING  DEVICE 

Irven  H.  Wilsey.  Chicago.  111. 

Application  June  4,  1931,  Serial  No.  542,042 

10  Claims.     iCl.  219—19) 


1.  In  a  com  popper  or  the  like,  the  combina- 
tion of  a  receptacle  for  material  to  be  heated,  a 
support  for  said  receptacle  structurally  separate 
from  said  receptacle  to  permit  ready  removal  of 
the  receptacle  from  said  support  and  having 
means  thereon  to  prevent  lateral  displacement 
of  the  receptaclp  therefrom,  a  heating  unit  in  said 
support  arranged  adjacent  tc  the  bottom  of  the 
458  o.  G.— 4 


receptacle  when  the  parts  are  assembled,  a  sole- 
noid in  said  support  disposed  with  its  axis  ver- 
tical in  closely  spaced  relation  to  the  central  por- 
tion of  the  receptacle  bottom  to  subject  said 
bottom  to  the  magnetic  influence  of  the  solenoid, 
and  a  circuit  including  said  solenoid  and  said 
heating  unit  in  series  and  arranged  to  be  con- 
nected with  a  source  of  interrupted  current 
thereby  the  magnetic  fluctuations  in  said  sole- 
noid effect  vertical  vibration  of  the  receptacle. 


2  012  982 
STRIPPER  FOR  LAUNDRY  ROLLERS 

Harold  O.  Zeidler.  Bronxville,  N.  Y.,  assignor  to 

Charles  E.  Hamilton.  Sr.,  New  Y'ork,  N.  Y. 

AppUcation  June  29.  1932.  Serial  No.  619.838 

6  Claims.     (CI.  68—9) 


1.  In  a  machine  of  therlass  described,  a  steam 
chest  and  a  series  of  ironing  rollers  mounted 
above  the  same,  a  flexible  stripper  located  be- 
tween the  steam  chest  and  rollers  means  for  se- 
curing said  stripper  at  each  end  of  the  machine, 
and  means  for  supporting  this  stripper  between 
rollers. 


2,012.983 
DISPLAY  RACK 

James    E.   Bales,    .Aurora,   111.,   assignor  to   Lyon 
Metal   Products.   Incorporated.   Aurora.  111.,   a 
corporation  of  Illinois 
Application  February  1,  1934,  Serial  No.  709,285 
3  Claims.     (CI.  211—74) 


1.  A  display  rack  for  displaying  bottles  adapted 
to  contain  commodities  to  be  displayed,  said  rack 
having  an  upstanding  display  wall  provided  with 
an  elongated  opening  adapted  to  receive  the  ma- 
jor portion  of  a  bottle  including  substantially  all 
of  the  bottle  portion  adapted  to  contain  con- 
tents for  display,  and  means  for  supporting  the 
bottle  in  position  substantially  wholly  within  said 
w£l11  so  that  a  substantial  portion  of  the  length 
of  the  bottle  projects  outside  of  the  wall,  the 
edge  portions  of  the  opening  being  adapted  to 
flt  snugly  about  the  bottle  whereby  a  source  of 
light  behind  said  wall  will  glow  through  the  bot- 
tle and  will  be  obscured  by  the  remainder  of  the 
wall  portion. 
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2,012,984 

APPARATUS  FOR  TENSION  SPINNING 

William  Henry  Bradsbaw,  BnfTalo.  N.  Y..  assignor 

to  Da  Pont  Rayon  Company,  New  York,  N.  Y^ 

a  corporation  of  Delaware 

Application  October  26.  1929.  Serial  No.  402.591 

3  Claims.     (CI.  18 — 8) 


1.  An  apparatus  for  stretching  artificial  thread 
comprising  a  plurality  of  spaced  wheels  around 
each  of  which  a  thread  is  to  be  wrapped  one  or 
more  times,  means  to  operate  said  wheels  at  dif- 
ferent peripheral  speeds,  whereby  the  thread 
passing  therebetween  is  stretched,  a  guide  direct- 
ing the  thread  on  to  at  least  one  of  said  wheels 
and  a  separate  guide  mechanism  for  each  of  said 
wheels  to  laterally  displace  the  thread  on  said 
whe;ls,  said  guide  mechanism  comprising  a  free- 
ly rotatably  mounted  roller. 


2.012,985 

PROCESS  FOR  THE  NITRATION  OF 

AROMATIC   HYDROCARBONS 

James  B.  Castner,  Woodbury,  N.  J.,  assignor  to 
E.  I.  da  Pont  de  Nemours  &  Company,  Wil- 
minirton.  Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  September  8,  1932, 
Serial  No.  632.183 
12  Claims.     (CI.  260—142) 
1.  The  process  of  producing  a  nitrated  aro- 
matic hydrocarbon  having  a  small  content  of  a 
nitrate  of  an  aliphatic  alcohol  which  comprises 
nitrating  an  aromatic  hydrocarbon  with  a  spent 
acid  resulting  from  the  nitration  of  an  aliphatic 
alcohol  containing  at  least  two  hydroxy  groups 
and  recovering  the  nitrated  hydrocarbon  along 
with  the  aliphatic  alcohol  as  a  single  product. 


2,012,986 
PROCESS    OF   PRODUCING    A    LIQUID 
EXPLOSIVE  COMPOSITION 
James  B.  Castner,  Woodbury,  N.  J.,  assignor  to 
E.  I.  du  Pont  de  Nemours  &  Company.  Wilming- 
ton, Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  September  15.  1932, 
Serial  No.  633.309 
9  Claims.      iCl.  52 — 22) 
1.  The  process  for  the  production  of  a  liquid 
explosive  composition  comprising  the  conitratlon 
of  an  aliphatic  alcohol,  containing  at  least  two 
hydroxyl  groups  and  forming  a  liquid  nitric  ester, 
and  a  mononitro  derivative  of  an  aromatic  hy- 
drocarbon, said  aliphatic  alcohol  and  mononitro- 
compound  being  added  separately  to  the  nitrating 
acid  prior  to  mixing. 


2,012.987 
ADJUSTABLE    WING.    PLANE.    OR    BLADE 
OF    AEROPLANES.    HEUCOPTERS.    PRO- 
PELLERS.  OR    THE    LIKE 
Rudolph  ChilUnrworth,  Brooklyn.  N.  Y. 
Application  September  10,  1930,  Serial  No.  480.969 
18  Claims.     (CI.  170—164) 


1.  A  blade  of  the  character  described,  having 
at  one  end  thereof  an  axis  element  around  which 
the  blade  is  adjustable,  which  axis  element  ex- 
tends in  transverse  oblique  relation  to  the  blade 
and  at  an  angle  of  substantially  45'  to  the  lon- 
gitudinal axis  thereof,  and  a  support  for  said 
axis  element  forming  a  center  of  rotation  for  said 
blade,  the  blade  and  axis  element  being  so  ar- 
ranged with  respect  to  the  support  that  the  lon- 
gitudinal axis  of  the  blade  regardless  of  the  po- 
sition of  angular  adjustment  of  the  blade  lies  in 
a  plane  wholly  at  one  side  of  the  center  of  rota- 
tion. 


2.012.988 

ROTATING  WING  SYSTEM.  PROPELLER.  OR 

LIFTING  SCREW  FOR  AIRCRAFT 

Rudolph  (  hillinrworth.  Brooklyn.  N.  Y. 

Application  June  23.  1931.  Serial  No.  546.401 

In  Great  Britain  August  2.  1930 

11  Claims.     (CI.  170—1641 


1.  A  rotating  wing,  plane  or  blade  system  pro- 
pellers or  lifting  screws  for  aircraft  comprising  a 
plurality  of  supporting  axes  formed  as  a  frame 
of  which  each  side  serves  as  an  axis  upon  which 
one  of  the  wings,  planes  or  blades  is  obliquely 
pivoted. 


2.012,989 

ROTATING  WING  SYSTEM.   PROPELLER   OR 

LIFTING  SCREW  FOR  AIRCRAFT 

Rudolph  Chillinrworth,  Brooklyn,  N.  Y. 
Original    application   June    23,    1931,    Serial    No. 
546.401.     Divided  and  this  application  Septem- 
ber 30,  1932.  Serial  No.  635,653.     Renewed  May 
13,  1935.    In  Great  Britain  August  2.  1930 

8  CUims.  (CI.  170— 164) 
1.  A  compound  rotating  wing  system  of  pro- 
pellers or  lifting  screws  for  aircraft  comprising 
an  outer  frame  the  sides  of  which  form  axes,  ro- 
tary means  for  driving  said  frame,  a  similar  in- 
ner frame  mounted  to  rotate  concentrically  with 
said  outer  frame  and  adjustable  axlally  relative 
thereto,  and  a  plurality  of  wings  or  blades  each 
of  which  is  pivotally  mounted  on  one  of  the  axes 
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provided  by  .said  outer  frame  In  such  a  way  that 
said  axis  extends  obliquely  to  the  longitudinal 
axis  across  the  length  of  said  blade,  which  latter  is 
pivotally  united  at  its  inner  end  to  the  corre- 


sponding side  of  the  inner  frame,  each  wing  or 
blade  being  thus  supported  by  one  side  of  the 
outer  frame  and  the  corresponding  side  of  the 
inner  frame. 


2.012.990 

MARKING  DEVICE 

Fred  C.  Choate.  Greenville.  Mich. 

Application  November  30.  1934.  Serial  No.  755.345 

2  Claims.     (CI.  40—16) 


i^=^ 


1.  A  device  of  the  class  described  comprising 
in  combination,  a  frame  consisting  of  a  com- 
paratively rigid  sheet  having  a  pair  of  opposite 
window  openings,  one  of  said  window  openings 
being  an  aperture  through  the  middle  of  the 
sheet,  the  sheet's  opposite  side  portions  being 
turned  over  toward  each  other  into  spaced  apart 
relation,  said  turned  over  sides  forming  the  op- 
posite sides  of  said  other  window  opening  and 
forming  parallelly  disposed  bight  portions,  a  pair 
of  labeling  sheets  in  oppositely  facing  relation 
displayed  through  the  window  openings  respec- 
tively with  their  opposite  edges  received  in  said 
bight  portions,  and  a  thin  transparent  sheet  re- 
ceived and  held  in  said  bight  portions  and  ex- 
tending over  the  outer  end  of  the  labeling  sheets 
and  across  the  window  openings  respectively  and 
covering  the  faces  of  the  labeling  sheets. 


2  912  991 

AZO  DYES  AND  METHODS  FOR  THEIR 

PREPARATION 

Samuel  Coffey,  Huddersfleld,  and  Wilfred  Archi- 
bald Sexton.  Manchester,  England,  assignors  to 
Imperial  Chemical  Industries  Limited,  a  corpo- 
ration of  Great  Britain 

No  Drawing.  Application  February  8,  1934,  Serial 
No.  710.374.  In  Great  Britain  February  14, 
1933 

9  Claims.     (CI.  260 — 95) 
4.  An  azo  dye  having  in  its  structure  a  lacta- 

mizable  ice-color  coupling  component  which  in 

the  form  of  its  free  acid  has  the  general  formula 


/N/N 


/ 


on 


\/\/  ^CON'U-R 


/ 
\ 


X-Y— COjH 


wherein  R  represents  an  aromatic  radical  of  the 
benzene  series,  Z  stands  for  NH2  or  NO2.  X  stands 
for  O.  S  or  NH.  and  Y  stands  for  one  of  the  groups 
CH2.  CH<alkyl>.  and  C<alkyl»2.  said  dye  being 
free  from  water-solubilizing  groups  other  than 
the  CO2H  group  shown,  and  the  groups  Z  and 
X — Y — CO2H  being  located  in  the  nucleus  R  in 
ortho  position  to  each  other. 


2.012.992 

MUSIC  SHEET  TLTINER 

Bruno  W.  Franz.  Philadelphia.  Pa. 

Application  May  26,  1933.  Serial  No.  672.978 

6  Claims.     (CI.  84—498) 


1.  A  music-leaf  turner  comprising  leaf -sup- 
porting levers  and  a  latch  including  a  dog  em- 
bodying arm  and  pallet  portions,  and  a  spring 
biasing  said  arm  and  pallet  pwrtions  to  relative 
position  in  which  they  move  simultaneously  to  re- 
lease said  levers  from  latched  position,  the  pallet 
being  movable  relative  to  the  arm  against  the  ac- 
tion of  said  spring  to  p>ermit  passage  of  said 
levers  inwardly  therebetween. 


2.012,993 
PREPARATION   OF    ESTERS 
Per  K.  Frolich,  Elizabeth.  N.  J.,  assignor  to  Stand- 
ard Oil  Development  Company,  a  corporation  of 
Delaware 
No  Drawing.     Application  December  21,   1931, 
Serial  No.  582.505 
23  Claims.      (CI.  260 — 106  1 
1.  The  process  for  producing  oxygenated  or- 
ganic compounds,  which  comprises  heating  under 
superatmospheric  pressure  materials  of  the  class 
consisting   of  primary   alcohols   and  substances 
I   capable  of  synthetically  forming   same,  in  the 
presence  of  a  dehydrogenation  catalyst,  in  the 
presence  of  an  amount  of  water  at  least  suflQcient 
^   to  greatly  retard  formation  of  higher  alcohols, 
I   and  in  the  absence  of  air. 
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2  912  994 
AZO  DYESTUFF  AND  ITS  PRODUCTION 
Norman  Hulton  Haddock,  Prestwich  Park  North. 
Prestwich.  and  Clifford  Paine,  Handforth,  Eng- 
land, assigrnors  to  Imperial  Chemical  Industries 
Limited,  a  corporation  of  Great  Britain 
No   Drawing:.      Application   April   6,    1932,    Serial 
No.  603,682.     In  Great  Britain  April  29.  1931 

25  Claims,  i  CI.  8 — 5 ) 
17.  A  dyesruff  of  the  azo  class  adapted  to  dye 
arumal  and  vegetable  fiber,  said  dyestufif  being 
water-soluble  in  substance  but  water-insoluble 
when  dyed  on  the  flbt-r.  said  dyestuff  comprising 
in  its  structure  a  plurality  of  aryl  nuclei  joined  to- 
gether by  at  least  one  azo  bridge  and  free  from 
sulfo  groups,  said  dyestufif  being  characterized  by 
the  presence  in  its  structure  of  an  ortho-amino- 
aryl-thioglycollate  radical  when  in  substance,  and 
by  the  presence  of  a  lactam  radical  of  the  general 
formula 


NH- 

I 


-CO 


S-CHt 


Ay 

when  on  the  f^ber. 

23.  A  proceeds  lor  dyeing  textile  material  which 
comprises  applying  thereto  an  aqueous  solution 
of  the  salt  form  of  a  dyestuff  as  defin?d  in  claim 
17.  and  then  treating  the  fiber  with  a  dilute  so- 
lution of  mineral  acid  whereby  to  convert  the 
dyestuff  on  the  fiber  into  a  water-insoluble  lactam 
form. 


2,012.995 

STEREOSCOPIC   MOTION   PICTIRE 

Herbert  E.  Ives,  Montclair.  N.  J.,  assignor  to  Bell 

Telephone     Laboratories,     Incorporated.     New 

York,  N.  Y..  a  corporation  of  New  York 

Application  February  9,  1929.   Serial  No.  338,642 

Renewed  January  22.  1935 

16  Claims.     (CI.  88 — 16.6) 


1.  Apparatus  for  producing  a  stereoscopic 
pictorial  record  comprising  a  large  number  of 
cameras  directed  to  the  same  portion  of  the  same 
field  of  view,  means  for  causing  repeated  ex- 
posures to  be  made  by  said  cameras  at  the  same 
rate,  and  movable  light-directing  means  for  pro- 
ducing the  effect  of  relative  change  of  position  be- 
tween said  cameras  and  said  field  between  ex- 
posures. 


2,012.996 
LOCK 

Edward  N.  Jacobi,  Milwaukee.  Wis.,  assignor  to 
Briggs    &    Stratton    Corporation,    Milwaukee. 
Wis.,  a  corporation  of  Delaware 
Application  November  3,  1933.  Serial  No.  696.465 
9  Claims.     (CI.  70 — 46) 
1.  In  a  lock  comprising  a  bored  mounting  mem- 
ber, and  a  lock  cylinder  mounted  therein,  means 
to  retain  the  cylinder  in  the  mounting  member 
bore   comprising    an    abutment   carried   by    the 
mounting  member  and  adapted  to  be  received  in 


a  bayonet  slot  In  the  lock  cylinder,  the  bayonet 
slot  having  an  entrance  gateway,  an  abutment 
consisting  of  a  plurality  of  adjacent  parts  which 
together  have  a  width  greater  than  that  of  the 


Z' 


V 


entrance  gateway,  and  one  of  said  abutment 
parts  being  movable  out  of  its  operative  posi- 
tion to  enable  insertion  and  removal  of  the  cylin- 
der. 


2.012.997 
SUPPORTING  PROPELLER  SHAFTS 

Hugo  Junkers.  Dessau,  (iermany.  assignor  to  the 
firm  Junkers-Motorenbau  (i,  m.  b.  H..  Dessau. 
Germany 

Application  December  11.  1928,  Serial  No.  325,250 

In  Germany  December  14.  1927 

6  Claims.     (CI.  308—26) 


1.  The  combination,  with  a  long  shaft  designed 
for  power  transmission  in  axial  direction  and 
liable  to  bend  under  centrifugal  action,  of  two 
rigidly  mounted  bearings  supporting  the  ends  of 
said  shaft,  a  floating  bearing  supporting  said 
shaft  at  a  point  intermediate  its  ends  and  power 
consuming  means  as.sociated  with  said  floating 
bearing  and  arranged  for  damping  radial  bend- 
ing movements  of  said  shaft  at  said  intermediate 
point. 


2,012  998 
FUEL  FEED  FOR  INTERNAL  COMBl  STION 

ENGINES 

Hugo  Junkers,  Dessau.  Germany 
Original  application  November  25.  1927.  Serial 
No.  235,703,  now  Patent  No.  1,868.636,  dated 
July  26,  1932.  Divided  and  this  application 
April  10.  1930,  Serial  No.  443,183.  In  Germany 
March  10,  1927 

6  Claims.  (CI.  123 — 140) 
1.  In  an  internal  combustion  engine  in  com- 
bination, means  for  supplying  fuel  to  the  engine, 
and  means  for  varying  the  fuel  supply  to  the  en- 
gine, a  movable  member  whose  position  is  varied 
as  the  speed  of  the  engine  vanes,  and  which  is 


J' 5. 


operatlvely  connected  to  said  supply-varying 
means,  a  resilient  member  which  is  operatlvely 
connected  to  both  said  movable  member  and  to 
said  supply-varying  means,  and  is  so  arranged 
with  respect  to  the  supply-varying  means  that  Its 
force  tends  to  increase  the  supply  of  fuel,  a  con- 
trol for  varying  the  speed  range  of  the  engine, 
and  mechanism  operatlvely  connected  to  said  con- 
trol for  varying  the  reaction    of    said    resilient 


2.013.000 

REMOVABLE  ATTACHMENT  FOR  DISPLAY 

SIGNS  ON  A  SPARE  TIRE 

Ralph  Lancelot.  Pittsburgh.  Pa. 

Application  Mav  18.  1934.  Serial  No.  726,251 

2  Claims.     (CI.  40—129) 


member  on  said  movable  member,  said  mecha- 
nism being  so  designed  that  the  difference  of  the 
forces  exerted  on  said  movable  member  by  said 
resilient  member  at  full  and  at  no  load  is  greater 
for  lower  than  for  higher  speed  ranges. 


2.012.999 
BODY    BOLSTER 
John  \.  Lamont.  Chicago.  111.,  assignor  to  .Ameri- 
can Steel  Foundries,  Chicago,  111.,  a  corporation 
of  New  Jersey 

Application  August  7,  1931,  Serial  No.  555.661 
12  Claims.     (CL  105 — 406) 


■^9 


1.  In  a  car  body  construction,  the  combination 
of  a  bolster  of  truss  construction,  side  bearings 
for  said  bolster,  said  bolster  having  diagonally 
disposed  struts  terminating  adjacent  said  side 
bearings,  a  central  box-like  section  including 
certain  of  said  struts,  wing  members  extending 
from  said  bolster,  and  a  center  sill  for  support 
of  said  car  body. 


1.  In  combination,  a  display  member  adapts 
to  be  positioned  against  one  side  of  an  automo- 
bile tire,  looped  elements  secured  to  the  periphery 
of  said  display  member,  a  connecting  clip  detach- 
ably  joined  with  each  of  said  looped  elements,  and 
an  elastic  member  removably  joined  with  each 
of  said  connecting  clips  for  tensionally  holding 
taid  display  member  in  position. 


2,013.001 
TRANSMITTER 

August  Leib.  Berlin.  Germany,  assignor  to  Tele- 
funken  Gesellschaft  fur  Drahtlose  Telegraphic 
m.  b.  H.,  Berlin.  Germany,  a  corporation  of 
Germany 

Application  August  9,  1933.  Serial  No.  684.364 

In  Germany  July  25,  1932 

4  Claims.     (CI.  250—11) 


1.  A  transmitting  apparatus  comprising,  a 
radiator  adapted  to  radiate  energy  which  may 
be  represented  by  a  cup-shaped  radiation  dia- 
gram, a  loop  aerial,  an  inductance  symmetrically 
connected  to  ground,  a  connection  between  each 
terminal  of  said  inductance  and  a  different 
terminal  of  said  loop  aerial,  each  of  said  con- 
nections including  a  coupling  inductance,  an 
additional  inductance  symmetrically  connected  to 
ground  and  coupled  to  both  of  said  coupling 
inductances,  a  fixed  contact  connected  to  each 
terminal  of  said  additional  inductance  a  movable 
contact  for  alternately  connecting  said  radiator 
to  the  contacts  connected  with  the  terminals  of 
said  additional  inductance,  and  a  source  of  signal 
modulated  high  frequency  oscillations  coupled  to 
said  first  named  symmetrically  grounded  induc- 
tance. 
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2.013.M2 

ROOFING 

George  Stanley  Lof an,  Chicafo.  111. 

AppUcation  October  21,  1933.  Serial  No.  694.533 

2  Claims.     (CI.  108—7 ) 


*'  V 


1.  A  roof  made  up  of  diamond-shaped  shingles 
laid  In  courses  with  one  comer  lowermost;  each 
shingle  having  duplicate  truncated  side  comers, 
and  a  locking  tab  at  each  s.de  corner  extending 
downwardly  outside  the  contour  of  the  d.amond 
shape,  the  outer  vertical  edge  of  each  tab  con- 
stituting a  downward  continuation  of  the  adja- 
cent truncated  comer;  the  lower  end  of  each 
tab  having  a  horizontal  lower  edge,  the  inner  end 
of  which  edge  intersects  the  adjacent  side  of  the 
diamond;  said  lower  end  being  separated  from 
the  main  body  of  the  sh:ngle  by  an  upwardly 
extending  slot  beg  nning  at  the  inner  end  of  the 
lower  end  edge  of  the  tab,  said  slot  having  Its 
upper  end  below  the  level  of  the  horizontal  center 
line  of  the  shingle;  the  shingles  of  each  course 
being  laid  with  their  truncated  side  comers  and 
tabs  in  abutment:  each  shmgle  having  in  its  low- 
er comer  a  single  centrally  located  U-shaped 
slot  wide  enough  to  receive  the  abutting  tabs 
of  two  shingles  In  the  course  below,  and  defin- 
ing a  flexible  flap  with  Its  free  edge  lowermost 
adapted  to  overlie  and  thus  reenforce  both  In- 
serted tabs;  the  lower  corner  of  each  shingle  be- 
ing truncated;  each  end  of  the  truncated  lower 
edge  of  each  shingle  intersecting  the  adjacent 
diagonal  edge  at  substantially  the  point  where 
said  diagonal  edge  intersects  a  diagonal  edge  of 
a  shingle  in  the  course  below. 


2,013,003 

CEREAL  FOOD 

Kenneth  D.  Loose,  Bronxville,  N.  Y..  assignor  to 

Loose-Wiles    Biscuit    Company.    Long    Island 

City.  N.  T..  a  corporation  of  New  York 

AppUcation  July  31.  1931.  Serial  No.  554.302 

6  Claims.     <C1.  99 — 10) 


3.  As  a  new  food  product,  a  rectangular  or  ob- 
long spoon-size  biscuit  composed  of  a  substantial- 
ly homogeneously  porous  mass  of  numerous  close- 
ly spaced  cereal  filaments  and  having  a  domed 
top,  one  of  the  surfaces  of  the  biscuit  being  com- 
posed of  numerous  parallel  filaments  extending 
diagonally  of  the  biscuit. 


2.013.0O4 
PRESSING  MACHINE 

Pasquale  Marcellitti,  Elmwood  Park.  111.,  assignor 

of  one -half  to  Felix  George,  Elmwood  Park,  111. 

Application  April  25,  1935,  Serial  No.  18,151 

5  Claims.     (CL  68 — 8) 

IT     .. J 

\;  .; — 


1.  A  pressing  machine  comprising  a  pressing 
head,  and  a  pressing  buck,  the  said  buck  being 
provided  with  a  coat  receiving  slot  with  the  slot 
terminating  in  a  collar  receiving  recess. 


2,013.005 

DROSS   SKIMMER 

Lazarus    Muscat.    Brooklyn.    N.    Y.,    assignor    to 

.American  Metals  Corporation.  Brooklyn,  N.  Y., 

a  corporation  of  New  York 

Application  April  9,  1935,  Serial  No.  15,402 

6  Claims.     (CI.  266—37) 


4.  A  dross  skimmer  of  a  single  piece  of  sheet 
metal  including  a  rectangular  blade  having  a 
roughened  upper  surface. 


2.013.006 

INTERNAL    COMBUSTION    ENGINE 

RECEIVING  UQUID  FUEL 

Nicolas  Obram.  Antwerp.  Belgium 

AppUcation   August   20.    1931.   Serial   No.   558,306 

Renewed  July  9.   1935.     In  Belgium  February 

12    1931 

1  Claim.     (O.  123—32) 


In  an  internal  combustion  engine  of  the  fuel 
injector  type  having  a  flat  ended  cylinder  and  a 
flat  ended  piston,  the  arrangement  of  a  combus- 
tion chamber  in  the  cylinder  head  characterized 
by  its  position,  shape  and  construction,  said  com- 
bustion chamber  being  arranged  intermediate 
the  cylinder  axis  and  the  periphery  of  the  cyl- 
inder without  extending  out  of  said  periphery 
and  comprising  two  parallel  side  walls  symmet- 
rically arranged  with  respect  to  a  plane  contaln- 
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ing  the  cylinder  axis,  said  chamber  being  limited 
in  its  outer  portion  by  half  a  surface  of  revolu- 
tion determined  by  the  rotation  of  a  generatrix 
about  an  axis  at  right  angles  to  said  plane,  and 
in  its  inner  portion  by  said  parallel  walls  and  by 
walls  at  right  angles  to  the  cylinder  bottom  and 
substantially  tangent  to  the  surface  of  revolu- 
tion of  the  outer  chamber  portion  so  that  the 
chamber  communicates  with  the  cylinder  room 
by  a  section  not  less  than  the  greatest  transverse 
section  of  the  chamber,  and  two  valves  being 
arranged  in  front  of  each  other  and  the  heads 
of  which  form  the  main  portion  of  said  parallel 
walls,  whereby  the  axes  of  said  valves  are  coin- 
ciding with  the  axis  of  revolution  mentioned 
herebefore. 


2.013.007 
TRUCK 

Alfred    H.    Oelkers,    Chicago.    III.,    assignor    to 
American  Steel  Foundries,  Chicago,  lU.,  a  cor- 
poration of  New  Jersey 
Application  October  2.  1931.  Serial  No.  566.473 
12  Claims.     iCl.  105—194) 


1.  In  a  railway  car  truck,  the  combination  of 
spaced  wheel  and  axle  assemblies  provided  with 
journal  boxes,  said  journal  boxes  being  provided 
with  similar  guide  portions  on  each  side  thereof, 
equalizers  between  said  assemblies  and  having 
seating  engagement  with  said  journal  boxes  and 
engagement  with  one  of  said  guide  portions  on 
each  journal  box,  a  main  frame  supported  by  said 
equalizers  and  engaging  the  opposite  guide  por- 
tion of  each  journal  box,  and  a  bolster  supported 
by  said  main  frame. 


2.013.008 
AUTOMATIC   TRAIN   SIGNAL   FOR   LEVEL 

CROSSINGS 

Aristide  Riccardi,  Rome.  Italy 

Application  August  20,  1931.  Serial  No.  558.218 

In  Italy  August  23.  1930 

4  Claims,     i CI.  246 — 126) 


A 

A' 
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1.  In  an  automatic  signalling  device  for  rail- 
way crossings  of  the  type  comprising  a  first  and 
a  second  conveniently  spaced  separate  section  of 
trackway,  the  combination  with  a  rotatable  drum 
and  a  weight  suspended  from  a  cable  wound  on 
said  drum  and  adapted  to  be  lowered  and  moved 
to  a  raised  position,  of  a  pedal  provided  in  the 
first  track  section,  an  electromagnet  having  an 
armature  for  normally  holding  said  weight  in  its 
raised  position,  said  electromagnet  receiving  cur- 
rent Impulses  only  when  the  wheels  of  the  train 
pass  over  said  pedal,  an  electro-magnetic  device. 
such  as  a  magneto  used  for  internal  combustion 
engines  for  generating  the  electric  current,  said 
impulses  being  produced  by  the  flexion  of  the 
rail,  and  a  suitable  transmission  for  transmitting 
said  current  impulses  to  the  solenoid  of  said  elec- 
tromagnetic device,  the  said  current  Impulses 
producing  the  release  of  the  armature  normally 
holding  said  weight  in  its  raised  position,  thus 
permitting  the  lowering  of  said  weight. 


2,013.009 

MACHINE  FOR  COMMINUTING 

FOODSTUFFS 

Gebhard  Satzinger.  Bad  Kissingen.  Germany 

AppUcation  January  10,  1935,  Serial  No.  1,180 

In  Germany  December  17,  1934 

3  Claims.     (CI.  146—186) 


1.  In  a  machine  of  the  type  described,  in  com- 
bination with  the  casing  of  the  machine  and  a 
rotatable  comminuting  member  enclosed  in  said 
casing,  a  grating  attachment  comprising  an  aper- 
tured  disk  of  large  diameter  adapted  to  be  secured 
to  said  casing  at  the  discharge  end  thereof  and 
provided  with  outwardly  projecting  wing-por- 
tions, a  substantially  dish-shaped  grating  mem- 
ber adapted  to  bear  against  said  disk  forming  a 
hollow  space  with  said  disk  divided  by  said  wing- 
portions  into  separate  compartments,  and  means 
for  securing  said  grating  member  to  said  rotatable 
comminuting  member  thereby  causing  rotation  of 
said  grating  member  relative  to  said  disk. 


2.013.010 
METHOD  OF  PREPARING  OUTLINES  OF 
DESIGNS 
Andre   Schoen,   Hackensack.  N.   J.,  assignor,  by 
mesne  assignments,  to  Reconstruction  Finance 
Corporation,  New  York,  N.  Y.,  a   corporation 
of  the  United  States 

AppUcation  Julv  11,  1931,  Serial  No.  550.291 
6  Claims.     (CI.  95—5) 


•^tU> 
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1.  A  method  of  forming  an  outline  of  a  design 
which  comprises  forming  a  bleached  and  hard- 
ened Image  of  the  subject,  on  a  sensitized  medium 
comprising  a  silver  halide  emulsion,  applying  a 
resist  which  adheres  only  to  the  hardened  por- 
tions of  the  image,  immersing  the  resist-covered 
image  in  a  developing  solution,  which  penetrates 
and  diffuses  in  those  portions  of  the  gelatin 
which  were  not  exposed  during  the  production 
of  the  image,  contacts  with  the  edges  of  said 
image  and  diffuses  In  said  image,  whereby  the 
image  is  developed  at  those  portions  contacting 
with  the  developer,  and  removing  the  resist  and 
undeveloped  portions  of  the  image. 
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2.013.011 

AUTOMATIC  THERMOSTATIC  CIRCOT 

BREAKER  AND  MAKER 

Frank  D.  Sheldon,  Chicago,  111.,  assignor  to  Olive 

Pement  Sheldon.  Chicago,  111. 

Application  October  30.  1931.  Serial  No.  572,067 

Renewed  January  24,  1935 

8  Claims.     (CI.  200— 116) 


x^ 


1.  An  automatic  circuit-interrupter  comprising 
a  hollow  body  of  insulating  material,  a  shaft  hav- 
ing a  center  part  of  insulation  and  metal  shaft 
ends  journaled  in  the  body,  a  bi-metal  element 
of  generally  rectangular  form  secured  at  one  end 
to  said  insulation  and  anchored  at  the  other 
w.thin  the  body,  said  element  being  notched  part 
way  from  the  shaft  end  to  cause  current  to  trav- 
erse its  length,  said  element  being  connected  at 
its  two  ends  to  the  metal  shaft  ends,  a  fixed 
switch  contact,  a  movable  contact  carried  by  said 
shaft  and  movable  therewith,  whereoy  current 
of  more  than  a  predetermined  current  strength 
passing  through  the  shaft  and  element  causes  the 
shaft  to  be  rotated  to  open  the  movable  switch 
contact. 


2,013.012 

RECORD  FILING  AND  SELECTING 

APPARATUS 

Gustav  Tauschek,  Mountain  Lakes,  N.  J. 

Application  July  20,  1932,  Serial  No.  623.573 

42  CUims.     (CI.  129 — 16.1) 


37.  The  combination  with  a  series  of  groups 
of  records,  of  means  for  selecting  only  two  groups 
of  said  records  at  a  time,  means  for  selecting 
either  one  of  the  selected  groups  of  records  de- 
pendent upon  another  selection  of  said  records, 
and  means  for  making  the  other  selection  of 
said  records. 


2.013,013 

AUTOMATIC   STARTER 

Hermon   L.  Van   Valkenburg,   Wauwatosa.   Wis.. 

assignor  to  Square  D  Company.  Detroit.  Mich. 

AppUcation  July  16,  1934.  Serial  No.  735.440 
17  Claims.     (CI.  175—294) 

1.  An  automatic  starter  comprising  a  control 
switch  unit  including  a  control  switch  block,  sta- 
tionary and  movable  contacts  supported  from 
s-id  clock  and  constituting  start  and  stop  switches, 
m.anual  means  for  operating  said  start  and  stop 
switches;  a  magnet  unit  mounted  behind  said 
control  switch  block;  and  a  contactor  unit  mount- 
ed adjacent  the  end  of  .-^aid  control  switch  block 
and  said  magnet  unit,  said  contactor  including 


stationary  contacts,  movable  contacts  operated 
by  said  magnet,  and  barriers  between  the  groups 
of  stationary  and  movable  contacts,  said  barriers 
forming  channel-like  portions,  said  channel-like 


fi- 


portions  being  open  on  the  end  of  said  contactor 
adjacent  the  face  of  said  control  switch  block, 
whereby  the  stationary  and  movable  contacts  of 
said  contactor  mav  be  freely  inspected  without 
disassembling  said  starter. 

2.013.014 
AIR  BRAKE 
William  E.  Vergan,  San  Antonio.  Tex.,  assignor  to 
The  New  York  Air  Brake  Company,  a  corpora- 
tion of  New  Jersey 

Application  June  22.  1931.  Serial  No.  546.071 
3  Claims.     (CI.  303—90) 


1.  The  combination  of  a  support  including  a 
bracket  for  mounting  on  a  boiler  or  the  like  and 
an  overhanging  ported  base  connected  thereto 
and  formed  with  means  for  connecting  pipes 
with  said  ports:  an  engineer's  brake  valve  struc- 
ture: a  pedestal  ported  to  register  with  said 
base  and  having  a  mount  for  said  brake  valve: 
means  for  connecting  said  pedestal  with  said 
base;  and  means  for  connecting  said  pedestal 
with  said  bracket  independently  of  the  connec- 
tion with  said  base. 

2.013.015 

STEAM  TRAP 

Felix  J.  Vincent.  Minneapolis.  Minn. 

Application  January  22.  1934.  Serial  No.  707.736 

2  Claims.     (CI.  137— 103) 

1.  A  steam  trap  comprising  a  chamber  having 

an  inlet  and  an  outlet,  a  float  and  a  valve  both 

disposed  in  said  chamber,  one  portion  of  said 
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valve  being  connected  to  said  float  for  actuation 
thereby  and  another  portion  being  in  communi- 
cation with  said  outlet,  said  float  being  so  located 
that  the  level  of  liquid  in  said  chamber  at  which 
said  float  will  just  close  said  valve  will  be  above 
said  valve,  and  a  substantially  horizontally  dis- 


posed plate  carried  by  said  float  in  a  position 
below  the  normal  level  of  liquid  in  said  chamber, 
the  edges  of  said  plate  being  but  slightly  spaced 
from  the  sides  of  said  chamber  to  form  a  re- 
stricted annular  passage  between  said  edges  and 
said  sides. 

2.013.016 
METHOD  AND  APPARATUS  FOR 
PROCESSING  MATERIAL 
Clarence  W.   Vogt,  Louisville,   Ky..   assignor,  by 
mesne  assignments,  to  Vogt  Processes.  Incor- 
porated. Louisville,  Ky.,  a  corporation  of  Dela- 

Application  March  31.  1932.  Serial  No.  602,157 
12  Claims.     (CI.  62 — 114) 


1.  A  method  of  processing  a  liquid  or  semi- 
liquid  material,  including  the  steps  of  continu- 
ously advancing  the  material  and  a  gas  into, 
through  and  out  of  a  high  pressure  stage,  agitat- 
ing the  material  during  the  movement  through  a 
portion  of  said  high  pressure  stage,  but  without 
substantial  change  in  temperature  of  the  ma- 
terial, and  subjecting  the  material  and  gas  to  the 
action  of  a  temperature  changing  medium  while 
passing  through  a  further  portion  of  said  high 
pressure  stage  in  a  substantially  quiescent  state. 


2.013.017 
PUMPING  MECHANISM 

Clarence  W.  Vogt,  Greenwich,  Conn.,  assignor  to 
Vogt  Processes,  Incorporated.  Louisville.  Ky..  a 
corporation  of  Delaware 
Original  application  March  31.  1932.  Serial  No. 
602,157.  Divided  and  this  application  Janu- 
ary 5,  1935,  Serial  No.  459 

16  Claims.     (CI.  103—5) 

1.  A  piston  type  pump  including  a  piston  and  a 

cylinder  having  an  inlet  and  an  outlet  port,  a 

continuously  moving  inlet  valve  having  a  pair  of 

ports  therein  successively  registering  with  the  in- 


let port  during  the  intake  stroke  of  the  piston  and 
including  a  portion  to  seal  said  inlet  port  on  the 
expelling  stroke  of  the  piston,  one  of  said  valve 


ports  being  in  constant  communication  with  a 
source  of  liquid,  the  other  of  said  ports  being  in 
constant  communication  with  a  source  of  gas. 


2.013.018 
METHOD  AND  APPARATUS  FOR  PROCESS- 
ING MATERIAL 

Clarence  W.  Vogt,  Greenwich,  Conn.,  assignor  to 
Vogt  Processes,  Incorporated.  Louisville.  Ky..  a 
corporation  of  Delaware 

Application  January  11,  1935,  Serial  No,  1,314 
14  Claims.     (CL  62—114) 


1.  A  method  of  processing  material,  including 
the  steps  of  putting  the  material  and  a  gas  un- 
der pressure,  thereafter  dispersing  said  gas  in 
said  material  while  under  a  pressure  substantial- 
ly above  that  of  the  atmosphere  and  at  a  tem- 
perature not  substantially  below  that  of  the  at- 
mosphere, to  effect  at  least  partial  dissolving  of 
the  gas.  then  conducting  the  material  while  un- 
der pressure  to  a  freezing  chamber,  and  there 
subjecting  the  material  subsequently  and  while 
still  under  pressure  to  the  action  of  a  tempera- 
ture changing  medium  to  change  the  state  there- 
of, whereby  the  gas  is  retained  after  release  of 
the  pressure. 

2.013,019 
HIGH  SPEED  CROSS  STITCH  MECHANISM 
John  P.  Weis  and  .Albert  H.  Weis.  Nyack.  N.  Y.. 
assignors  to  Metropolitan  Sewing  Machine  Cor- 
poration. Nyack,  N.  Y..  a  corporation  of  Dela- 
ware 
Application  October  12,  1933.  Serial  No.  693,270 
29  Claims.     (CI.  112—100) 
1.  In  a  sewing  machine  having  an  overhanging 
arm.  a  rotary  shaft    earned  thereby,  a  needle 
carrying  bar.  needles  carried  thereby,  means  con- 
necting the  needle  bar  and  shaft,  cross  thread 
laying  means  comprising    a   pair   of   oscillatinj 
members,   and  means  connected  to  the  rotary 
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shaft  adjacent  to  the  connecting  means  between 
the  needle  bar  and  shaft  for  operating  said  cross 


thread  laying  means  over  a  range  only  slightly 
greater  than  the  space  between  the  needles. 


2.013.020 

MOTION  PICTURE  MACHINE  CONTROL 

Henry   G.  Weiss,   Cincinnati,   Ohio,   assirnor   to 

The    Automatic    Control    Tumoyer    Company, 

Cincinnati,  Ohio,  a  corporation  of  Ohio 

AppUcation  October  24.  1931.  Serial  No.  570.805 

27  Claims.     (CL  88—16.2) 


1.  The  combination  of  a  pair  of  motion  pic- 
ture projection  machines  each  comprising  a  pair 
of  film  transferring  reels,  an  illuminator  for  the 
film,  a  motor  for  driving  one  of  the  reels,  a  shaft 
rotatable  with  the  other  reel  and  by  reason  of  the 
unwinding  of  film  therefrom  to  the  driven  reel 
said  shaft  and  its  associated  reel  are  rendered 
variable  in  speed  of  rotation,  a  movable  member 
and  means  operatively  connecting  it  with  the 
shaft  for  advancing  said  movable  member  as  the 
speed  of  rotation  of  the  reel  shaft  increases,  and 
means  operable  by  the  advancing  movable  mem- 
ber for  operating  the  motor  and  conditioning  for 
operation  the  illuminator  of  one  machine  and 
for  rendering  inoperative  the  motor  and  illumi- 
nator of  the  other  machine,  in  succession. 


2.013.021 
AUTOMATIC  CHANGE-OVER  DEVICE 
Henry  G.  Weiss,  Cincinnati,  Ohio,  assigmor  to  The 
Aatomatia  Control  Turnover  Company.  Cincin- 
nati. Ohio,  a  corporation  of  Ohio 
Application  May  6,  1932.  Serial  No.  609.696 
7  Claims.     (CI.  88— 17) 
1.  The  combination  with  a  plursdity  of  motion 
picture  projecting  machines  each  comprising  a 
pair  of  f>Xm  transferring  reels,  an  illuminator  for 
the  film   and  a  motor  for  moving  the  film  from 


one  reel  to  the  other  at  a  uniform  rate  of  speed 
past  the  Illuminator,  of  means  including  a  gov- 
ernor switch  driven   by  one  of  the  reels  upon 


movement  of  the  film  from  one  reel  to  the  other, 
for  initiating  operation  of  the  machines  in  suc- 
cession. 


2.013.022 
HEEL  COVER  TRIMMING  MACHINE 
Milton  H.  Ballard.  Beverly.  Earl  A.  Bessom,  Mar- 
blehead.  and  Norwood  H.  Knowlton.  Rockport, 
Mass.,  assignors  to  United  Shoe  Machinery 
Corporation,  Paterson,  N.  J.,  a  corporation  of 
New  Jersey 

Application  June  13.  1932.  Serial  No.  616.928 
26  Claims.     (CI.  12 — 42 1 


^ 
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1  In  a  trimming  machine,  a  cutter,  mechanism 
positioned  adjacent  to  the  cutter  and  constructed 
and  arranged  to  feed  a  projecting  marginal  por- 
tion of  a  cover  attached  to  a  heel  against  the  cut- 
ter, and  means  to  guide  the  heel  and  the  project- 
ing portion  of  the  cover  relatively  to  said  mecha- 
nism and  past  the  cutter  to  skive  said  projecting 
marginal  portion. 


2.013.023 
DOUBLE   TWIST  TWISTING   SPINDLE 
Otto  Bochmann  and  Wilhelm  Lenk.  Remscheid- 
Lennep,   Germany,   assignors  to   Barmer   Ma- 
schinenfabrik    Aktiencesellschaft,    Wuppertal- 
Oberbarmen,  Germany 
Application  February  17.  1932.  Serial  No.  593.573 
In  Germany  July  3.  1931 
8  CUims.     (CI.  117—23) 
1.  A  double  twist  twisting  spindle,  comprising 
in  combination  with  the  rotary  spindle,  a  hollow 
thread   guiding   body   loosely   mounted   on   said 
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spindle  £ind  adapted  to  rotate  in  either  direction 
independently  thereof,  and  a  thread  storing  ring 


formed  on  said  rotary  spindle  and  having  an  edge 
covering  the  adjacent  edge  of  said  hollow  thread 
guiding  body. 

2.013,024 

BURGLARPROOF  WINDOW    SCREEN 

John  B.  Bollinf er.  San  Francisco.  Calif. 

Application  February  1,  1935,  Serial  No.  4,547 

3  Claims.     (CI.  20—71) 


1.  A  burglar-proof  screen  for  a  window  having 
a  frame  and  a  sash  slidable  therein,  comprising 
a  plurality  of  perforated  plates  arranged  in  edge 
to  edge  relation  to  form  a  continuous  assembly, 
hinge  pins  connecting  the  plates  and  means  for 
connecting  the  end  plates  to  the  frame  and  the 
sash  respectively  whereby  the  assembly  is  made 
to  expand  and  collapse  in  response  to  sash  move- 
ments, the  hinge  pins  being  offset  relative  to 
the  plate  assembly  and  being  disposed  alternately 
on  opposite  sides  of  the  latter  to  facilitate  the  col- 
lapsing operation. 


2.013.025 
PROCESS  OF  SOLIDIFYING  MATERIAL 
Robert  Roger  Bottoms  and  William  Roberts  Wood, 
Louisville.  Ky..  assignors  to  The  Girdler  Corpo- 
ration, Louisville,  Ky.,  a  corporation  of  Dela- 
ware 

ApplicaUon  April  26,  1934.  Serial  No.  722,517 
7  Claims.      (CI.  62—173) 
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liquid  to  a  temperature  substantially  below  its 
normal  solidifying  point,  while  maintaining  it  in 
motion  in  liquid  condition,  the  amount  of  heat 
abstracted  during  such  supercooling  being  suf- 
ficient to  permit  the  liquid  to  solidify  without 
abstraction  of  further  heat  when  brought  to  a 
substantially  quiescent  state. 


1.  A  process  for  solidifying  soaps,  waxes  and 
other  non-culinary  material  from  a  liquid  condi- 
tion, which  Includes  the  step  of  supercooling  the 


2.013.026 

BRIQUETTE  MACHINE 

Robert  T.  Bowling.  Lewlston.  Idaho,  assignor  to 

Wood  Briquettes,  Inc..  Lewlston.  Idaho 

Application  August  5,  1933,  Serial  No.  683.851 

8  Claims.      (CI.  25 — 69) 


1.  In  a  briquette  machine,  the  combination 
with  a  feed  dnmi  and  a  feed  screw  rotatable 
therein,  and  an  extension  of  the  drum,  of  a 
spaced  die-head  rigid  with  the  screw  and  form- 
ing a  compression  chamber  in  front  of  the  screw, 
a  mold  alined  with  the  extension  to  receive  a 
briquette,  said  die-head  having  a  slot  opening  at 
opposite  sides  of  the  head,  means  at  one  side  of 
the  die-head  for  severing  a  ribbon  from  a  core 
in  the  first  compression  chamber,  and  means  at 
the  other  side  of  the  die-head  to  compress  said 
ribbon  in  spiral  laminations  in  the  extension. 


2,013.027 
COMBINATION  KEY  ANT)  CARD  HOLDER 

Albert  L.  Branch,  Richmond,  Va. 

Application  February  27.  1935.  Serial  No.  8,546 

6  Claims.     (CI.  206—38) 


1.  A  holder  and  carrier  for  an  ignition  key  for 
a  motor  vehicle  and  a  card  or  cards  comprising  a 
casing  made  to  resemble  the  barrel  of  a  pen.  means 
on  said  casing  for  supporting  it  in  upright  posi- 
tion, a  removable  cap  on  said  casing  said  cap 
having  an  opening  therein,  a  card  and  key  sup- 
E>orting  element  rotatably  mounted  in  said  open- 
ing a  card  carrying  element  carried  by  said  last 
named  element,  said  card  carrying  element  in- 
cluding a  pair  of  resilient  strips  secured  at  one 
end  one  of  said  strips  being  loose  at  the  other 
end,  a  ring  slidable  on  one  strip  and  movable  to 
engage  the  loose  end  of  the  other  strip  to  hold 
the  strips  together  in  card  engaging  jwsition. 


2.013.028 
INSECTICIDAL  OIL 
Hyym  E.  Buc,  Roselle.  N.  J.,  assignor  to  Standard 
Oil   Development   Company,   a   corporation   of 
Delaware 
No  Drawing.     Application  March  12,  1931, 
Serial  No.  522.179 
7  Claims.     iCl.  167—24) 
1.  An    insecticidal    preparation   comprising   a 
relatively  non-volatile  petroleum  oil.  insecticidal 
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material  selected  from  the  group  consisting  of 
rotenon  and  rotenoids  and  a  non-volatile  highly 
halogenated  hydrocartx)n  with  a  halogen  content 
corresponding  to  not  less  than  25 ^c  of  chlorine. 

2,013.029 

CONDENSER 

Henry  E.  Byer.  Rosebank.  N.  Y. 

Application  May  3,  1934.  Serial  No.  723.642 

3  Claims.     (CI.  261—108) 


1.  A  counter-current  vapor  condenser  of  the 
class  described  comprising  a  primary  condensing 
chamber  having  an  inlet  for  vapors,  a  secondary 
condenserchamber.  a  water  receiving  chamber  and 
an  uncondensible  vapor  collecting  chamber,  a  weir 
in  said  water  receiving  chamber  to  form  a  closed 
curtain  of  water  between  the  uncondensible  vapor 
collecting  chamber  and  the  secondary  condensing 
chamber,  an  umbrella  shaped  baffle  below  said 
closed  curtain  of  water  to  deflect  the  curtain  of 
water  against  the  sides  of  the  condenser  to  close 
the  secondary  condensing  chamber,  a  deflector 
portion  on  said  condenser  below  the  secondary 
condensing  chamber  to  form  a  second  curtain  of 
water  flowing  through  the  primary  condensing 
chamber  and  being  spaced  from  the  sides  thereof, 
a  transverse  member  In  alignment  with  the  vapor 
inlet  in  the  path  of  flow  of  the  second  curtain  of 
water  to  form  openings  on  opposite  sides  of  the 
curtain  of  water  whereby  vapors  may  enter  with- 
in the  curtain  of  water  without  any  substantial 
deflection  of  the  water  curtain,  and  means  to  dis- 
charge uncondensed  vapors  and  water  at  opposite 
ends  of  the  condenser. 

2.013.030 
PRODUCTION  OF  ORGANIC  FLUORINE 
COMPOUTVDS 
William  Stansfield  Calcott  and  Anthony  FrancU 
Benning:.  Pennsifrove.  N.  J.,  assigmors  to  E.  I. 
du  Pont  de  Nemours  &  Company,  Wilmington, 
Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  September  10.  1932, 
Serial  No.  632.629 
31  Claims.   (CI.  260 — 162) 
1.  In  a  process  of  producing  organic  fluorine 
compounds,   the  step   which   comprises   reacting 
fluorine  with  an  organic  material  in  a  liquid  me- 
dium which  is  substantially  inert  to  fluorine. 

2013.031 
AIR  BRAKE 

Charles  A.  Campbell.  Watertown.  N.  Y..  assignor 
to  The  New  Yorit  Air  Brake  Company,  a  corpo- 
ration of  New  Jersey 
Application  July  27.  1932.  Serial  No.  62.5.094 

3  Claims.     (CI.  303 — 40  > 
1.  The   combination   with   a   salvaged  dlstrib- 

iring  valve   body  for  that  type  of  distributing 


valve  In  which  an  admission  slide  valve  Is  ac- 
tuated by  an  application  piston  through  a  drive 
pin  which  extends  through  a  slot  In  the  body 
of  a  bushing  mounted  in  said  body  and  perma- 
nently closing  said  slot;  an  admission  valve  as- 
sembly of  the  poppet  type  comprising  a  seat  mem- 
ber mounted  against  the  end  of  said  bushing 
and  coacting  poppet  valve  means,  there  being  in 
said  body  a  newly  formed  port  arranged  to  con- 


nect with  said  admission  valve  assembly;  a  re- 
movable housing  connecting  said  newly  formed 
port  with  the  usual  main  reservoir  ports  in  the 
body  and  occupying  space  normally  occupied  by 
the  admission  slide  valve;  removable  means  for 
retaining  said  admission  valve  assembly  in  po- 
sition; an  application  piston  arranged  to  actuate 
said  poppet  type  admission  valve;  and  an  ex- 
haust valve  also  actuated  by  said  piston  and 
coacting  with  ports  in  said  bushing 


2.013.032 
DEVICE    FOR   FEEDING    OR   WITHDRAV^TNG 
BOTTLES     FOR     BOTTLE     RINSING     MA- 
CmNES 

Paul  Louis  Chelle.  Saint-Mande.  France 

Application  August  25.  1934.  Serial  No.  741,497 

In  France  September  26.  1933 

10  Claims.     iCl.  198—27) 


1.  A  device  of  the  type  described  for  feeding 
and  removing  bottles,  for  use  In  connection  with 
a  rinsing  machine  having  a  plurality  of  chambers 
for  said  bottles  and  an  endless  chain  conveyor 
for  successively  and  intermittently  bringing  said 
chambers  into  a  horizontal  position  in  which  bot- 
tles present  therein  are  to  be  removed  therefrom 
and  replaced  by  other  bottles  successiv?ly.  which 
device  comprises  iq  combination,  a  frame,  a  car- 
riage vertically  movable  in  said  frame  for  simul- 
taneously moving  upwardly  clean  bottles  removed 
from  said  chamber  occupying  said  horizontal  po- 
sition and  feeding  bottles  to  be  rinsed  opposite 
said  chambers  in  said  position,  and  means,  hori- 
zontally movable  in  said  frame  for  successively 


pushing  clean  bottles  from  said  chambers  onto 
said  carriage  and  pushing  bottles  to  be  rinsed 
from  said  carriage  into  said  chambers. 


2.013.033 

BRAKE  OPERATING   MECHANISM   FOR  USE 

WITH   TRAILERS 

Cecil  Vandepeer  Clarke.  Bedford.  England 

Application  November  22.  1933.  Serial  No.  699,283 

In  Great  Britain  November  29,  1932 

17  Claims.     (CI.  188—3) 


2,013.036 
METHOD  OF  MAKING  SHOES 

William  E.  De  Hart.  St.  Louis,  Mo.,  assignor  to 
United  Shoe  Machinery  Corporation.  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
Application  June  13,  1932,  Serial  No.  616,937 
14  Claims.     (CI.  12— 145) 


17.  In  brake  operating  means  for  use  on  a  ve- 
hicle towed  by   a  towing  vehicle,  an  hydraulic  j 
double  acting  check  device  for  preventing  rela- 
tive movement  between  the  two  vehicles,  opera- 
tor operated  means  controlling  the  discharge  of  , 
liquid  from  the  check  device  to  enable  relative  , 
movement  in  one  direction  or  the  other  to  be 
effected,   an   hydraulic   brake   operating   system 
utilizing  the  relative  movement  to  effect  release 
or  application   of  brakes  on  the  towed  vehicle 
and  means  whereby  liquid  discharged  from  the 
check  device  to  permit  brake  application  move- 
ment is  fed  to  the  hydraulic   system   there  to 
transmit  brake  application  pressure. 


2,013.034 
SUGAR  ACYLATION 

Gerald  J.  Cox  and  John  H.  Ferguson.  Pittsburgh, 
Pa.,  assignors,  by  mesne  assignments,  to  Niacet 
Chemicals  Corporation.  New  York,  N.  Y.,  a  cor- 
poration of  New  York 

No  Drawing.     Application  June  22,  1932, 
Serial  No.  618.697 
22  Claims.     (CL  260—101) 
1.  The  method  of  acylating  sugars  which  com- 
prises treating  one  part  of  sugar  with  a  lower 
fatty  acid  anhydride  at  about  the  boiling  point 
in  the  presence  of  not  more  than  one  part  of 
a  lower  fatty  acid  salt  of  an  alkali  metal  as  cata- 
lyst. 

2,013.035 
FLUORINATION  PROCESS 
Herbert  Wilkens  Daudt.  Wilmington.  Del.,  and 
Howard  Maurice  Parmelee.  Salem,  N.  J.,  as- 
signors to  E.  I.  du  Pont  de  Nemours  «Sr  Com- 
pany. Wilmington,  Del.,  a  corporation  of  Dela- 
ware 

No  Drawing.     Application  June  9.  1933, 
Serial  No.  675.145 
20  Claims.     (CL  260—162) 
1.  In   a    process   of   producing   fluorine    com- 
pounds,  the   step   which   comprises   introducing 
fluorine  above  the  surface  of  a  reaction  mixture 
comprising  an  organic  material  to  be  fluorinated 
and  a  liquid  reaction  medium  substantially  inert 
to  fluorine  and  having  an  appreciable  vapor  pres- 
sure under  the  conditions  of  reaction. 


1.  That  improvement  in  methods  of  making 
shoes  which  consists  in  lasting  the  sides  of  a 
shoe  between  the  heel-end  portion  and  the  ball  of 
the  shoe  and  in  the  lasting  operation  inserting 
permanent  upper-holding  fastenings  to  fasten 
the  upper  in  lasted  position,  thereafter  lasting 
the  toe  portion  of  the  shoe  while  using  cement  to 
fasten  the  upper  in  lasted  position,  and  after 
thus  lasting  the  toe  portion  lasting  also  with 
cement  the  sides  of  the  shoe  between  the  toe  por- 
tion and  the  portion  previously  lasted  with  in- 
serted fastenings. 


2  013  037 
MEANS  FOR  USE  IN  LASTING  SHOES 
William  E.  De  Hart.  St.  Louis.  Mo.,  assignor  to 
United  Shoe  Machinery  Corporation,  Paterson. 
N.  J.,  a  corporation  of  New  Jersey 
Original    application    June    13.    1932.    Serial   No. 
616.937.     Divided  and  this  application  October 
6,  1933.  Serial  No.  692.493.     Renewed  January 

28    1935 

9  CUims.     (CI.  12—107) 


1.  A  device  for  holding  an  upper  in  lasted  rela- 
tion to  a  sole  on  a  last,  said  device  comprising  an 
upper-holding  portion  formed  to  extend  around 
an  end  of  the  shoe  bottom  over  the  margin  of  the 
sole,  and  other  upper-holding  portions  arranged 
to  extend  along  the  sides  of  the  shoe  bottom  be- 
yond said  first-mentioned  portion  and  movable 
relatively  to  the  latter  widthwise  of  the  shoe  to 
position  them  in  proper  relation  to  the  shoe,  the 
device  being  portable  with  the  shoe  while  holding 
the  upper  in  lasted  position. 
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2.013,038 
AIR  FILTER 

Lewis  L.  Dollin^er,  Rochester,  N.  Y.,  assifnar  to 

SUynew  Filter  Corporation,  Rochester,  N.  Y. 

Application  December  31.  1932.  Serial  No.  649,702 

6  Claims.     (CI.  183—71) 


4.  In  a  filter  panel  comprising  a  cardboard 
frame  having  opposed  open  sides  with  a  filtering 
sheet  having  parallel  folds  provided  therein  sup- 
ported by  said  frame  between  the  opposed  open 
sides,  the  combination  of  a  cross  member  bridg- 
ing the  open  front  and  back  of  said  cardboard 
frame,  a  metal  reinforcing  strap  fastened  to  the 
back  of  each  of  said  cross  members  and  a  spacmg 
bar  fastened  to  the  inside  of  said  reinforcing 
strap  so  as  to  make  contact  with  and  brace  said 
filtering  sheet  between  the  opposed  open  sides 
of  said  frame. 

2.013.039 
CRANK   SHAFT 

Julius  Dusevoir,  San  Leandro.  Calif.,  assiirnor  to 
DusevoJr  Aviation  Motors.  Inc.,  a  corporation 
of  California 

Application  July  28.  1932,  Serial  No.  625.231 
5  Claims.     (CI.  74 — 598) 


2.  A  coupling  comprising  a  pair  of  members 
having  the  matching  faces  thereof  provided  with 
a  series  of  arcuate  serrations  through  the  area 
thereof  by  parallel  grooves  struck  from  a  point 
eccentric  to  the  axis  of  the  throw,  to  effect  a 
nested  relationship  of  the  serrated  faces  when 
coupled  together,  to  resist  any  torque  tending  to 
turn  one  of  said  members  relative  to  the  other 
about  their  own  ax?s. 

2,013.040 

.\RT  OF   SOLVENT  EXTRACTION  OF 

PETROLEUM   DISTILLATES 

David  F.  Edwards  and  John  V.  Starr,  Elizabeth, 

N.  J.,  assignors  to  Standard  Oil  Development 

Company,  a  corporation  of  Delaware 

No  Drawing:.     Application  March  6.  1931. 

Serial  No.  520.714 

5  Claims.     (CI.  196 — 13) 

3.  In  the  treatment  of  petroleum  oils  with  a 
selective  solvent  which  is  normally  solid  at  tem- 
peratures at  which  it  has  a  maximum  beneficial 
effect,  the  Improvement  which  comprises  treat- 
ing the  oil  with  a  substantially  anhydrous  mix- 
ture of  said  solvent  and  a  sufficient  quantity  of  a 
cyclic  alcohol  to  render  the  solvent  fluid  at  such 
temperatures. 

2,013,041 

SIDEWALK   SIGN  BASE 

Walter  Edwards,  Kokomo,  Ind. 

Application  February  19.  1935.  Serial  No.  7.254 

4  Claims.     (CI.  40—125) 

1.  A  sign  of  the  class  described  comprising  an 

elongated  base,  a  wide  sign  member  rising  from 


the  base  and  disposed  transversely  of  the  base 
at  a  point  intermediate  the  ends  of  the  base,  and 


said  base  adapted  to  whirl  under  wind  pressure 
turning  the  sign  whereby  the  side  faces  of  the 
sign  are  disposed  in  a  direction  with  the  wind. 


2,013.042 

PROCESS  AND  APPARATCS  FOR  PREPARING 

CELLULOSE  FIBERS 

John  P.  Foster,  Pala,  Territory  of  Hawaii 

Application  February  5,  1934,  Serial  No.  709.880 

19  Claims.     (CI.  92— 9 j 
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1.  The  process  of  treating  baga.sse  which  com- 
prises subjecting  the  bagasse  to  the  action  of  a 
weak  alkaline  solution,  then  subjecting  it  to  the 
action  of  a  dilute  nitric  acid  solution,  and  then 
subjecting  it  to  the  action  of  an  alkaline  solu- 
tion stronger  than  that  first  employed. 


2.013.043 
BUILDING    CONSTRUCTION 
Charles  J.  Fox,  WichiU.  Kans..  assignor  to  The 
Metal    Building   Company,    Wichita,    Kans..   ft 
corporation  of  Kansas 

Application  April  3.  1933.  Serial  No.  664.181 
9  Claims.     (CI.  189—34) 


1.  In  a  building  wall,  a  column,  an  anchoring 
member  fixed  to  the  column  and  extended  later- 
ally therefrom,  wall  sheets  having  inturned  side 
edge  portions  provided  with  slots,  a  clamping  bar 
having  opposite  ends  extended  through  the  slots 
of  adjacent  wall  sheets,  clamping  means  on  the 
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anchoring  member  and  engaging  said  bar  for 
clamping  the  sheet  edge  portions  against  the 
column,  and  a  key  strip  secured  to  the  column 
for  covering  the  joint  between  said  wall  sheets. 


2.013.044 

ELECTRICALLY    OPERATED    LIGHTING 

SYSTEM  FOR  VEHICLES 

BJorn  S.  T.  Frils.  Cambridge.  Mass..  assignor  of 
one-half  to  Edmund  Henry,  Melrose,  and  one- 
half  to  Joseph  H.  Seaman.  Boston.  Mass. 

Application  January  26.  1933.  Serial  No.  653,680 
9  Claims.     (CI.  171— 97. > 


6.  In  an  electrically  operated  lighting  system 
for  vehicles,  comprising  a  source  of  electrical 
energy,  the  combination,  in  parallel,  of  a  dim- 
mer-light circuit  comprising  in  series  dimmer 
lamps  and  switch-means  and  a  second  circuit 
comprising  in  series  electromagnetic  means  op- 
erating to  actuate  positively  the  said  switch- 
means  to  close  the  dimmer-light  circuit  and  a  sec- 
ond switch-means  comprising  a  fixed  contact,  a 
movable  member  bearing  a  contact  adapted  to 
make  transient  connection  with  the  fixed  con- 
tact, a  second  member  rotatable  about  a  pivot 
fixed  in  relation  to  the  fixed  contact  and  pivoted 
to  the  movable  member,  spring-means  for  actu- 
ating rotatably  the  second  member,  an  engag- 
ing member  rotatable  about  a  second  pivot  fixed 
In  relation  to  the  fixed  contact  and  provided  with 
engaging  means  adapted  to  engage  the  second 
member  under  the  stress  of  the  spring-means,  a 
second  spring -means  for  maintaining  the  en- 
gaging member  in  engagement  with  the  second 
member,  and  cam  means  mechanically  actuated 
and  chronometrically  controlled  for  actuating  ro- 
tatably the  engaging  member  to  release  from  en- 
gagement the  second  member  at  a  predetermined 
time  to  close  the  second  circuit. 


2.013.045 
WRINGER 
Earl  V.  Godfrey.  Girard  Township.  Erie  County. 
Pa.,  assignor  to  Lovell  Manufacturing  Company, 
Erie,  Pa.,  a  corporation  of  Pennsylvania 
Application  May  10.  1930.  Serial  No.  451,436 
Renewed  July  9.  1932 
2  Claims.     (CI.  68—32) 
1.  Tn  a   wringer,  the  combination  of  a  frame 
comprising  a  top  bar;  rolls  in  the  frame;  a  pow- 
er driving  means  for  the  rolls;   means  putting 
pressure  on  the  rolls;  a  release  device  for  releas- 
ing pi'essure  on  the  rolls:  a  handle  on  the  release 
device  extending  along  the  top  bar;  and  devices 
rendering  the   power-driving  means  inoperative 


comprising  a  bar  extending  across  the  wringer 
frame  adjacent  to  the  handle  of  the  release  device 


^fe^" 


and  operable  with  the  handle  by  a  single  one-way 
movement  of  a  hand  of  an  operator. 


2.013.046 
HEEL  FINISHING  MACHINE 

Henry  B.  Greenough.  Beverly.  Mass..  assignor  to 
United  Shoe  Machinery  Corporation,  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
Application  January  5,  1934.  Serial  No.  705.417 
26  Claims.     (CI.  12 — 49) 


1.  In  a  finishing  machine,  an  indenting  tool 
mounted  for  bodily  swinging  movement  in  order 
to  allow  complete  heightwise  contact  between  the 
heel  surface  to  be  indented  and  the  face  of  the 
tool  at  the  operating  point,  and  means  associ- 
ated with  said  tool  for  controlling  said  swinging 
movement  and  mounted  to  engage  a  part  of  the 
surface  to  be  indented. 


2.013.047 

APPARATUS  FOR   GALVANIZING 

CONTAINERS 

James   W.    Hand.    Elizabeth,   N.   J.,   assignor   to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 
Application  July  13.  1931.  Serial  No.  550.449 

2  Claims.  (CI.  91—12.5) 
1.  A  machine  for  galvanizing  the  interior  and 
exterior  of  a  container  having  openings  at  op- 
posite ends  of  its  head,  comprising  a  receptacle 
for  liquid,  a  frame  mounted  for  rotation  about 
its  horizontal  axis  above  the  normal  level  of  liq- 
uid, tongs  projecting  from  the  frame  for  grip- 
ping spaced  edges  of  the  head  to  hold  the  con- 
tainer with  its  head  facing  the  axis,  the  axis  be- 
ing disposed  above  the  normal  level  of  liquid  a 
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distance  less  than  but  approximately  the  same 

as  the  distance  of  the  head  from  the  axis,  and 
means  for  rotating  the  frame  to  an  inverted  po- 

23^       4 


sition  whereby  the  tongs  submerge  the  head 
within  the  liquid  to  a  substantially  horizontal 
position. 


2.013.048 

BRAKE    RIGGING    FOR    RAILWAY   CARS 

Cyrus  Hankins,  Washington.  D.  C. 

Application  October  31.   1931,  Serial  No.  572,405 

Renewed  July  9.  1935 

6  Claims.     (CI.  18»— 206) 


4.  A  device  for  connecting  the  upper  end  of  a 
dead  lever  of  a  railway  car  brake  rigging  to  a 
bracket  rigid  with  the  car  underframe.  said  de- 
vice being  adapted  to  permit  the  dead  lever  to 
move  m  a  plurality  of  intersecting  planes  and 
comprising  ^  plurality  of  5^iibstantially  coexten- 
sive rigidly  connected  plate-like  members,  said 
plate-like  members  being  adapted  to  be  pivotally 
connected  to  the  bracket  and  to  the  dead  lever, 
the  portions  of  the  p!ate-like  members  connected 
to  the  dead  lever  being  spaced  apart  to  provide 
jaws  for  receiving  the  upper  end  of  the  latter. 


2.013.049 

FASTENER  FOR  CONTAINER   COVERS 

Walter   E.    HeUer,    St.   Paul.   Minn.,   assignor   to 

David  C.  Shepard.  St.  Paul,  Minn. 

AppUcation  March  13.  1933.  Serial  No.  660.447 

Renewed  February  6.  1935 

19  Claims.     (CL  217— 89) 


1.  In  combination  with  a  container  open  at  its 
upper  end  and  a  cover  therefor  having  a  down- 
wardly extending  flange,  a  do\;vTiwardly  project- 
ing shoulder  on  said  container  disposed  beneath 
said  flange  and  a  resilient  member  secured  to 
said  flange  and  having  a  part  projecting  below 
said  flange  for  engagement  with  said  shoulder 


to  hold  the  cover  attached  to  said  container,  said 
part  being  urged  into  engagement  with  said 
shoulder  through  the  resiliency  of  said  member. 


2.013.050 
FLUORATION    OF   ALIPHATIC   HALIDES 
Albert  L.    Hcnne.   Columbus.   Ohio,   assignor,   by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, a  corporation  of  Delaware 
.Application  June  26.  1931.  Serial  No.  547,159 
Renewed  .May  19,  1934 
3  CUims.     (CI.  260—162) 


1.  The  method  of  manufacturing  a  halo-fluoro 
derivative  of  an  aliphatic  hydrocarbon  which 
consists  in  interacting  in  the  presence  of  a 
pentavalent  antimony  compound  a  hydrocarbon 
derivative  containing  halogen  other  than  fluor- 
ine, with  fluorine,  replacing  at  least  one  halogen 
atom  of  the  hydrocarbon  derivative  with  fluorine, 
driving  off  the  reaction  products  into  a  dephleg- 
mator.  condensing  in  the  dephlegmator  any  in- 
sufficiently fluorating  compounds,  returning  the 
insufficiently  fluorated  compound  to  be  further 
fluorated  and  withdrawing  from  the  dephleg- 
mator the  sufficiently  fluorated  compounds. 


2.013.051 

ROUND  CORNERED   BOX   WITH  TRAY 

INSERT 

Henry  Herman!,  Baltimore,  Md..  assignor  to  The 
Tin  Decorating  Company  of  Baltimore.  Balti- 
more. Md.,  a  corporation  of  New  Jersey 
Application  March  9.  1935.  Serial  No.  10.292 
8  Claims.     (CL  206 — 42) 


1.  A  receptacle  for  the  purpose  described  com- 
prising, a  body  having  rounded  or  curved  corners 

at  the  junction  of  its  side  and  end  walls,  a  tray- 
like  mmber  in  said  body  having  at  opposite  ends 
thereof  upstanding  walls  connected  at  their  tops 
to  depending  flanges,  said  walls  and  flanges  being 
spaced  apart  a  distance  corresponding  substan- 


tially to  the  curvature  of  the  corners  of  the  body, 
and  the  upper  comers  of  the  tray  being  cut  away 
or  beveled  to  flt  across  the  curved  comers  of  the 
l)ox  with  said  flanges  engaging  opposite  walls  of 
the  body  and  the  upstanding  walls  of  the  tray 
forming  substantially  right  angles  with  other 
opposite  walls  of  the  containers. 


2.013.052 
PRODUCTION  OF    AROMATIC  AMINES 
George  Frederick  Horsley.  Norton-on-Tees.  Eng- 
land, assignor  to  Imperial  Chemical  Industries 
Limited,  a  corporation  of  Great  Britain 
No  Drawing.      Application   May   20.    1931.   Serial 
No.  538.871.     In  Great  Britain  May  27.  1930 

16  Claims.  (CI.  260—130.5) 
1.  In  a  process  of  producing  aromatic  amines 
by  replacing  the  hydroxyl  radical  of  a  phenol  of 
the  benzene  .series  with  an  amino  radical,  the  step 
which  comprises  inter-acting  a  non-halogenated 
phenolic  compound  of  the  benzene  series  with  a 
compound  of  the  type: 

H 

/ 
N-R 

\ 

It' 

in  which  R  is  a  monovalent  radical  from  the 
group  consisting  of  hydrogen,  alkyl.  aralkyl.  aryl 
or  alicyclic  nuclei,  and  R'  is  a  monovalent  radi- 
cal from  the  group  consisting  of  hydrogen,  alkyl. 
and  aralkyl  nuclei,  in  the  presence  of  a  chloride 
of  a  metal  which  is  capable  of  forming  more  than 
one  chloride. 

5.  In  a  process  for  the  production  of  aromatic 
amines  of  the  benzene  series  by  replacing  the  hy- 
droxyl radical  of  a  phenol  of  the  benzene  series 
with  an  amino  radical,  the  step  which  comprises 
reacting  a  non-halogenated  phenol  of  the  ben- 
zene series  with  ammonia  in  the  presence  of  a 
chloride  of  a  metal  which  Is  capable  of  forming 
more  than  one  chloride. 


2.013,053 

PROTECTOR  FOR  HE.ADLIGHTS 

Noel  Fulton  Judah,  Edmonton,  Alberta,  Canada 

Application  April  27.  1934,  Serial  No.  722,796 

1  Claim.     iCL  240—102) 


In  a  head  lamp  lens  protector  as  described,  a 
head  lamp,  a  lens,  means  holding  said  lens  in  said 
head  lamp  structure  and  a  lens  retaining  ring 
therefor,  a  mrmber  having  an  orifice  therein,  in 
combination  with  a  convex  screen  positioned  con- 
centrically with  said  orifice,  a  hinge  secured  to 
said  metal  member  and  to  said  screen,  a  spring 
fastener  therefor  secured  to  said  metal  member 
diametrically  opposite  the  said  hinge,  said  metal 
member  to  be  trimmed  to  flt  a  standard  head 
lamp,  and  a  cushion  ring,  said  metal  member 
fitted  between  said  cushion  ring  and  said  lens  re- 
taining ring  to  mount  the  lens  protector  in  the 
lamp  structure. 

458  O.  G.— 5 


2,013.054 
AUTOMATIC  DEPOSITING    DEVICE   FOR 
MEAT    AND     SAUSAGE     SLICING     MA- 
CHINES    WITH     ROTARY     CIRCULAR 
KNIVES 

Johann  Kallos,  Budapest,  Hungary 
Application  December  4.  1930.  Serial  No.  500,039 
Renewed  December  5.  1934.     In  Hungary  De- 
cember 28,  1929 

1  Claim.     (CI.  146 — 94) 


In  an  automatic  depositing  device  for  meat 
and  sausage  slicing  machines  the  combination  of 
a  rotary  knife,  a  vertically  arranged  rotary  cylin- 
drical element,  gripper  points  on  the  circumfer- 
ence of  said  element  adapted  to  grip  the  slices 
as  they  are  cut  by  said  rotary  knife,  a  curved 
guide  comb  tapering  vertically  downward  eccen- 
tric to  said  cylindrical  rotary  element  forming 
therewith  a  gap  narrowing  toward  its  lower  end 
having  prongs  extending  over  a  portion  of  the 
circumference  thereof  between  said  points 
adapted  to  gradually  and  positively  push  the 
slice  cut  by  said  knife  onto  said  gripper  ix)ints, 
and  means  hlngedly  mounted  on  said  rotary  ele- 
ment adapted  to  remove  the  cut  slice  from  said 
points  and  deposit  the  same,  and  means  for 
actuating  said  last  mentioned  means. 


2,013,055 

LATCH  LOCKING  DE\TCE 

William  J.  Kerwin,  Jr..  Pawtucket,  R.  I. 

Application  October  20,  1932.  Serial  No.  638,698 

15  Claims.     (CL  70—91) 


■,f  •''    fif 


1.  In  a  locking  device,  means  for  reciprocating 
a  latch  bolt,  an  escutcheon,  a  sleeve  having  a 
shell  mounted  in  said  escutcheon,  said  shell  hav- 
ing a  slot  therein,  a  handle  having  a  projecting 
portion  extending  thru  said  slot  and  engaging  a 
portion  of  said  means  for  operating  said  latch 
bolt. 
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2.013.056 
ART  OF  COATING  MATERIAL 
Cutler  D.  Knowlton,  Beverly.  Mass.,  assirnor  to 
Hoairue-Sprague   Corporation,   Lynn,   Mass..  a 
corporation  of  Massachusetts 
Original  application  September  8,  1930,  Serial  No. 
480,518.     Divided  and  this  application  April  21, 
19.32.  Serial  No.  606,605 

13  Claims.     iCl.  91—50) 


2.  A  coating  mechanism  comprising  a  recep- 
tacle for  a  coating  substance,  a  coating-supply- 
ing roll  rotatatle  therein,  an  applying  roll  co- 
operating with  the  supplying  roll  and  receiving 
coating  substance  therefrom,  movable  bearings 
for  one  of  the  rolls,  an  expansible  member  con- 
tacting with  a  bearing,  means  arranged  to  vary 
the  position  of  said  member  to  control  the  separa- 
tion of  suid  rolls,  and  an  adjustable  member 
against  which  the  bearing  is  forced  by  the  ex- 
pansible member. 


2.013  057 
LASTING   MACHINE 
Harold  Lane  and  Horace  Harry  Dyson,  Leicester, 
England,  assignors  to  United  Shoe  Machinery 
Corporation,  Paterson,  N.  J.,  a  corporation  of 
New  Jersey 
Application  October   13.   1934.  Serial  No.  748.160 
In  Great  Britain  November  29.  1933 
12  Claims.     (CI.  12 — 4) 


z* 


1.  In  a  lasting  machine,  the  combination  with 
heel-end-lasting  mechanism  comprising  means 
for  clampmg  an  upper  about  the  heel  end  of  a 
last  and  wipers  for  wiping  the  marginal  portion 
of  the  heel  end  of  the  upper  inwardly  over  the 
bottom  of  the  last,  and  a  work  support  movable 
to  present  a  last  and  shoe  materials  to  said  last- 
ing mechanism,  of  upp:r-controlling  means 
mounted  independently  of  said  work  support  and 
arranged  to  clamp  the  upper  against  the  sides  of 
the  last  in  locations  substantially  at  the  edge  of 
the  shoe  bottom  forwardly  of  but  near  the  heel- 
end  portion  of  the  shoe  after  the  work  .support 
has  received  its  work-presenting  movement  but 
prior  to  any  substantial  clamping  action  of  said 
h3el-end  clamping  means  on  the  opposite  sides 
of  the  heel  end  of  the  upper,  the  portions  of  said 
upper-controlling  means  adjacent  to  the  shoe 
being  located  wholly  at  the  same  side  of  the  plane 
of  the  wiping  faces  of  the  wipers  as  the  shoe. 


2.013.058 
MOUNTING  FOR  BIRD  CAGE  PERCHES 

Joseph  P.  Leindorf,  Pelham  Manor.  N.  Y. 

Application  March  15.  1934,  Serial  No.  715,592 

2  Claims.     (CI.  119—26) 
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1.  A  vibratable  cantilever  mounting  for  bird 
cage  perches,  comprising  a  tubular  perch-gripping 
end  portion  positioned  outside  a  cage,  a  second 
end  portion  and  a  re.silient  intermediate  portion, 
said  tubular  end  portion  being  split  longitudinally 
and  having  a  through  aperture  to  permit  said 
perch  to  be  gripped  and  adjusted  lengthwise  into 
or  out  of  said  cage  from  the  exterior,  said  inter- 
mediate portion  being  In  angular  relation  with 
said  wire-gripping  portion,  said  mounting  being 
attachable  and  fnctionally  held  on  any  two  ver- 
tical wires  of  a  cage  in  various  adjusted  positions 
on  said  cage  by  means  of  angular  arms  on  said 
second  end  portion  de.signed  to  enter  between  and 
force  apart  two  vertical  wires  of  said  cage. 


2.013,059 

LICENSE   TAG 

Irvine  B.  Leslie.  Newberry.  S.  C 

Application  January  18,   1934,  Serial  No.  707.209 

15  Claims.     (CI.  40— 125) 


1.  The  combination  of  a  support,  a  license  tag. 
a  securing  device  worked  In  one  way  to  make  the 
attachment  of  the  tag  to  Its  support,  and  a  de- 
formable  section  in  the  tag  subject  to  mutilation 
upon  working  the  securing  device  the  reverse  way. 
said  device  including  a  nut  with  means  capable  of 
producing  said  mutilation. 


2.013,060 
EMBOSSING  PRESS 
Alvin  Lewis.  New  York.  N.  Y. 
Application  March   17.   1934.  Serial  No.  716.117 
7  Claims.     (CI.  101—3) 
7.  In  a  press  including  a  platen  and  a  presser 
plate  mounted  to  shift  toward  and  from  the  plat- 
en, a  pair   of  similar,   rotatably  mounted   pres- 
sure-developing cam  shafts  disposed  parallel  at 
the  far  s'de  of  said  presser  plate  from  the  platen; 
a  p>air  of  reaction  thrust  plates  at  opposite  sides 
of  the  cam  shafts  and  each  engaging  the  periph- 
eries of  both  shafts,  said  thrust  plates  being  op- 
p)ositely  shiftable  edgewise  in  opposite  directions 
by  oscillation  of  the  cam  shafts;  antifriction  roll- 
ers forming  a  thrust  connection  between  one  of 
said  thrust  plates  and  the  presser  plate;  a  reac- 
tion support  opposite  the  other  thrust  plate;  an- 
tifriction rollers  forming  a  thnist  connection  be- 
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tween  the  latter  thrust  plate  and  the  said  reac- 
tion support,  and  means  to  oscillate  the  cam 
shafts  In  unison  for  movement  of  the  presser 


plate  toward  and  from  the  platen  and  compris- 
ing a  rotatable  operating  shaft  disposed  between 
said  thrust  plates  and  between  the  cam  shafts  and 
operatively  connected  to  both  cam  shafts. 

2.013.061 

TIE   HOLDER 

Joseph  A.  Loewinsohn.  Atlanta.  Ga. 

Application  September  27.  1934.  Serial  No.  745,781 

1  Claim.     (CI.  24—49) 


In  a  tie  holder  for  a  four-ln-hand  necktie,  a 
flexible  cord,  hooks  fixed  to  each  end  of  the  cord 
and  adapted  to  detachably  engage  the  rear  face 
of  the  wider  outer  portion  of  the  necktie  and 
adjacent  the  opposite  side  edges  of  said  ix)rtlon 
to  form  a  bight  lying  flat  against  said  rear  face, 
said  bight  being  designed  to  receive  the  narrower 
portion  of  the  necktie  when  tied,  and  a  slide  hav- 
ing its  opposite  ends  bent  to  encircle  and  slid- 
ably  receive  the  opposite  branches  of  said  bight 
to  form  an  adjustable  loop  adapted  to  engage 
a  button  on  the  shirt  of  the  wearer  to  limit  the 
swinging  movements  of  the  ends  of  the  tie. 

2.013,062 

PREPARATION   OF   ALIPHATIC   HALO- 

FLUORO  COMPOUNDS 

Thomas   Midgley,   Jr  .   Worthington,   and   Albert 

L.  Henne,  Columbus.  Ohio,  assignors  to  Frigid- 

aire  Corporation,  Dayton,  Ohio,  a  corporation 

of  Delaware 

No    Drawing.      Application    February    26,    1931, 

Serial  No.  518,489.    Renewed  June  27,  1934 

5  Claims.  (CI.  260— 162) 
1.  The  process  comprising  interacting  a  metal 
fluoride  other  than  antimony,  an  aliphatic  hy- 
drocarbon halogen  derivative  containing  halogen 
other  than  fluorine,  and  an  antimony  salt  other 
than  a  fluoride  to  form  an  aliphatic  fluoro-halo 
derivative. 

5.  The  piocess  which  comprises  interacting 
calcium  fluoride,  carbon  tetrachloride  and  an- 
timony sulphate. 

2.013.063 

METHOD  FOR  THE  PROTECTION  OF  PLANTS 

FROM    DESICCATION 

Elrov  J.  Miller.  East  Lansing.  Mich.,  assigrnor  to 
The  Michigan  State  Board  of  Agriculture.  East 
Lansing.  Mich. 
No  Drawing      Application  July  26.  1933.  Serial 

No.  682.274 
3  Claims.     (CI.  47— 58) 
1.  The  method  for  protecting  plants,  nursery 
stock  and  the  like  against  desiccation  which  com- 


prises spraying  the  same  with  an  aqueous  wax 
emulsion  containing  a  colloidal  earth  whereby  a 
permeable  film  is  formed  thereon. 

2.013,064 

TIRE   CHAIN 

August  Panzica,  Lodi,  Calif. 

Application  February  7,  1934.  Serial  No.  710,119 

2  Claims.     (CL  152 — 14) 


1.  A  traction  attachment  for  a  tire  comprising 
a  plurality  of  ground  engaging  tread  plates  to 
extend  in  spaced  relation  about  a  tire,  sleeves 
formed  on  and  projecting  inwardly  from  the  in- 
ner face  of  each  plate  centrally  of  its  width  and 
spaced  back  from  the  ends  thereof,  and  a  sup- 
porting structure  for  the  plates  adapted  to  be 
mounted  on  the  tire  and  including  a  pair  of  flexi- 
ble elements  for  each  plate  to  extend  transversely 
about  the  tire  in  contact  therewith  and  engaging 
the  sleeves  of  the  corresponding  plate. 


2.013.065 
ADJUSTABLE  WRENCH 

Johan  Pehrsson.  Skillingaryd.  Sweden 

Application  July  14,  1933.  Serial  No.  680,453 

In  Sweden  August  11.  1932 

4  Claims.     (CI.  81—128) 

3, 


3.  An  adjustable  wrench,  comprising  a  wrench 
head,  a  handle  member  extending  from  said  head 
and  rigidly  connected  therewith,  a  fixed  wrench 
jaw  connected  with  the  wrench  head  and  ex- 
tending therefrom  in  an  opposite  d'rectlon  to  the 
handle,  a  cam  disc  member  rotatably  mounted 
in  the  wrench  head  and  provided  with  a  helically 
shaped  working  face  the  pitch  of  which  is  every- 
where smaller  than  the  self-locking  friction  an- 
gle, a  lever  means  mounted  pivotally  in  the 
wrench  head  and  provided  with  an  abutment 
means  coacting  with  the  said  working  face  of  the 
cam  disc  member  for  adjustment  of  the  adjust- 
able wrench  jaw  in  a  direction  towards  the  fixed 
one.  a  tooth  means  provided  at  one  end  of  the 
said  lever  means  and  engaging  a  corresponding 
recess  in  the  adjustable  jaw.  and  means  for  ad- 
justment of  the  adjustable  jaw  in  a  direction 
away  from  the  fixed  one. 


2.013.066 

HYDROCARBON   DECOMPOSITION  AND 

CATALYST  THEREFOR 

Frank  Porter.  Syracuse.  N.  Y..  assignor  to  .atmos- 
pheric Nitrogen  Corporation,  New  York,  N.  Y., 
a  corporation  of  New  York 
No  Drawing.     Application   June  24,   1930, 
Serial  No.  463.462 
14  Claims.     (CI.  23—212) 
1.  The  process  of  producing  hydrogen  by  pass- 
ing a  hydrocarbon  and  water  vapor  at  an  ele- 
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vated  temperature  in  contact  with  a  catalyst  ma- 
terial comprising  nickel  precipitated  from  a  so- 
lution of  a  nickel  salt,  the  precipitation  of  the 
nickel  taking  place  in  a  liquid  medium  which 
contains  dissolved  therein  an  alkaline  material 
to  maintain  said  medium  basic  during  said  pre- 
cipitation. 

2.013.067 

METHOD  AND  APPARATUS  FOR  MOUNTING 

TRANSFER  DECORATIONS 

Thomas  S.  Reese,  Cleveland.  Ohio 

Application  Jane  18.  1934,  Serial  No.  731,126 

8  Claims.      (CI.  41—33) 


1.  A  method  of  mounting  continuous  film  trans- 
fer decorations  which  comprises  arranging  the 
transfer  decoration  on  an  extensible,  flexible, 
elastic  m.embrane  with  the  paper  backing  in  water 
saturated,  condition  and  with  the  decorative  film 
exposed,  ^curing  the  margms  of  the  decorative 
film  in  place,  arranging  an  object  to  be  decorated 
in  proximity  to  the  decorative  film,  and  pressing 
the  decorative  film  into  contact  with  the  surface 
to  be  decorated  by  fiuid  pressure  acting  on  the 
membrane  at  the  side  distant  from  the  decora- 
tion. 

7.  A  device  for  mounting  continuous  film  trans- 
fer decorations  which  comprises  a  rubber  mem- 
brane, fluid  pressure  means  for  expanding  and 
deforming  the  membrane,  means  for  supporting 
an  object  in  juxtaposition  to  the  membrane, 
means  for  securing  the  margin  of  a  transfer  dec- 
oration with  the  decoration  on  the  membrane. 


2,013.068 

BUNION  BRACE 

Abraham  L.  Schenk,  Los  Angeles,  Calif. 

AppUcation  February  4,  1935,  Serial  No.  4.914 

3  Claims.     (CI.  128—81) 


2.013.069 
DYESTUFFS  OF  THE  OXAZINE  SERIES 
Wilhelm  Schepss,  Leverkosen-I.  G.-Werk.  Ger- 
many, asslrnor  to  General  Aniline  Works,  Inc., 
New  York,  N.  Y.,  a  corporation  of  Delaware 
No  Drawinir.    Application  February  5.  1934.  Serial 
No.  709.869.     In  Germany  February  10.  1933 

3  Claims.     (CI.  260 — 28) 
1.  Oxazine  dyestuffs  of  the  general  formula: 


1.  A  foot  correcting  appliance  embodying:  an 
elongated,  substantially  symmetrical  wire  frame: 
a  pliable  membrane  fitted  over  and  secured  to  said 
frame,  said  membrane  having  an  openmg  therein 
adapted  to  receive  the  great  toe:  a  foot  encircling 
strap  pivotally  attached  to  said  membrane  behind 
said  opening;  and  a  heel  engaging  strap  having 
one  end  secured  to  said  membrane  and  having  Its 
other  end  adapted  to  be  secured  to  said  foot  en- 
circling strap  on  the  side  opposite  said  membrane. 


wherein  K  stands  for  the  radical  of  a  carbazole 
compound  and  Bz  stands  for  a  radical  of  the  ben- 
zene series,  containing  in  para-position  to  the 
nitrogen  atom  of  the  oxazine  nucleus  an  alkyl- 
ated amino  group,  being  generally  dark  crystal- 
line substances,  dyeing  tanned  cotton  generally 
blue  to  greenish-blue  to  greyish-black  shades  of 
good  fastness  properties. 


2.013.070 

OIL   WELL   DRILLING   APPARATUS 

Donald  R.  Sheridan.  Los  Angeles,  Calif. 

Application  October  2.  1934.  Serial  No.  746,525 

8  Claims.     (CI.  255 — 4) 


1.  A  well  drilling  apparatus  comprising  a  cas- 
ing, a  tubular  member  having  spiral  cross  grooves 
formed  therein  extending  through  said  casing,  a 
drill  bit  secured  to  said  tubular  member,  cylin- 
ders mounted  in  said  casing,  pistons  operable  in 
said  cylinders  and  having  rods  projecting  there- 
from, tongues  pivotally  mounted  on  the  piston 
rods  and  slidably  engaging  the  grooves  in  said 
tubular  member  for  imparting  rotation  thereto 
and  valve  operated  means  for  alternately  admi>,- 
ting  fluid  under  pressure  to  each  end  of  said  cylin- 
ders for  effecting  reciprocation  of  the  pistons 
therein. 


2.013071 
FASTENING  DEVICE 
Harry    E.    Sipe.    New   York,    N.    Y.,    assignor    to 
Hookless  Fastener  Company,  a  corporation  of 
Pennsylvania 
Original    application    July    19.    1927,    Serial    No. 
206,806.    Renewed  January  27.  1932,  now  Patent 
No.   1.929.083.  dated  October  3.  1933.     Divided 
and  this  application  September  1,  1933.  Serial 
No.  687,799 

5  Claims       (CI.  24 — 205) 
1.  A  fastening  device    of    the    class    described 
comprising  two  pieces  of   flexible  material,  two 


series  of  interlocking  members  arranged  on  each 
of  said  pieces  comprising  two  series  of  projec- 
tions with  recesses  between  the  projections  of 
each  series,  the  projections  and  recesses  of  one 
series  being  staggered  relative  to  the  projections 


and  recesses  of  the  other  series,  the  two  series  of 
projections  on  each  piece  lying  in  adjacent  par- 
allel planes,  said  projections  being  so  formed  as 
to  extend  into  the  recesses  and  interlock  with 
the  projections  on  the  opposite  piece. 

2.013,072 

TRIMMING  MACHINE 

Archibald  C.  Smith.  Rochester.  N.  Y.,  assignor  to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  January  4,  1934,  Serial  No.  705,261 

4  Claims.     (CL  12—51) 


and  selectively  connectible  for  fluid  conducting 
purposes  with  said  passageway,  means  for  con- 
ducting fluid  returned  through  one  of  said  ducts 
away  from  said  valve  mechanism,  and  a  second 
passage  communicating  with  said  last  mentioned 
fluid  conducting  means  and  arranged  during  the 


1.  A  trimming  machine  having,  in  combina- 
tion, a  stationary  gage  provided  with  a  shearing 
edge,  a  cutting  blade  mounted  for  movement 
across  said  shearing  edge  to  trim  a  projecting 
margin  of  a  cover  secured  to  one  face  of  an  article 
and  projecting  above  a  second  face  of  the  article, 
and  a  combined  guard  and  gage  which  is  provid- 
ed with  a  lip  having  a  surface  constructed  and 
arranged  for  engagement  with  said  second  face, 
said  lip  being  constructed  and  arranged  to  over- 
lap the  leading  portion  of  the  blade  in  the  direc- 
tion of  travel  of  the  article  guided  by  said  first- 
named  gage  and  said  lip  past  the  blade  thereby 
to  Insure  that  the  second  face  of  the  article  is 
protected  from  contact  with  the  blade  during  the 
trimming  operation. 

2.013.073 
VALVE 

Ernest  J.  Svenson.  Rockford.  111. 
Original  application  March  27.    1930.  Serial  No. 

439.306.    Divided  and  this  application  April  10. 

1930.  Serial  No.  443.037 

24  Claims.     (CI.  121 — 45) 

1.  In  a  valve  mechanism  for  use  in  hydraulic 
actuator  systems,  a  valve  casing,  a  valve  member 
shif table  within  said  casing,  a  pair  of  spaced  valve 
ports  in  said  member,  a  duct  for  communicating 
with  one  of  said  valve  ports  when  said  valve 
occupies  a  predetermined  shifted  position,  a  sec- 
ond duct  for  communicating  with  the  other  valve 
port  when  said  valve  port  occupies  another  pre- 
determined shifted  position,  a  passageway  for 
re<;eiving  fluid  from  an  external  source  of  sup- 
ply   said  valve   ports  being  contemporaneously 


shifting  of  the  valve  member  in  a  given  direction 
to  establish  temporary  restricted  communication 
with  one  of  said  valve  ports,  whereby  to  effect  a 
temporary  unbalanced  fluid  pressure  to  insure  the 
complete  shifting  of  the  valve  member  in  said 
given  direction. 

2.013.074 
ORGANIC  COLORING  MATERIAL  COMPRIS- 
ING AN   AZO   COMPOL^ND   AND   OXIDIZED 
ROSIN    AS    A    SUBSTRATUM 
Alfred  Siegel,  Hillside.  N.  J.,  assignor   to  Krebs 
Pigment   &  Color  Corporation,  Newark,  N.  J., 
a  corporation  of  Delaware 
No  Drawing.    .Application  October  16,  1933, 
Serial  No.  693.822 

6  Claims.     (CI.  134— 58.5) 

2.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  by  heating  an  al- 
kaline, aqueous  suspension  of  an  insoluble  azo 
coloring  compound  and  an  insoluble  salt  of  an 
oxidized  rosin. 

4.  A  lake  or  pigment  comprising  a  water  in- 
soluble azo  coloring  compound  combined  with  a 
substratum  comprising  a  water  insoluble  salt  of 
an  oxidized  rosin. 

2,013.075 
ORGANIC  COLORING  MATERIAL  COMPRIS- 
ING   AN   AZO   COMPOt^'D    AND   AN  ARYL- 
ATED  ROSIN  AS  THE  St^STRATLTVI 
Alfred   Siegel.  Hillside.  N.  J.,  assignor  to  Krebs 
Pigment  &  Color  Corporation.  Newark,  N.  J.,  a 
corporation  of  Delaware 
No  Drawing.    AppUcation  October  16,  1933,  Serial 

No.  693,823 

7  Claims.     (CI.  134—58.5) 

2.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  by  heating  an  alka- 
line aqueous  suspension  of  an  insoluble  salt  of 
an  azo  coloring  compound  and  an  insoluble  salt 
of  an  a  ry  la  ted  rosin. 

4.  A  lake  or  pigment  comprising  a  water  in- 
soluble salt  of  an  azo  coloring  compound  com- 
bined with  a  substratum  comprising  a  water  in- 
soluble salt  of  an  arylat^d  rosin. 

2.013,076 
ORGANIC  COLORING  MATERIAL  COMPRIS- 
ING  AN   AZO   COMPOUND   AND   CHLORIN- 
ATED ROSIN  AS  A  SLTBSTRATUM 

Alfred  Siegel.  Hillside.  N.  J.,  assignor  to  Krebs 
Pigment  &  Color  Corporation.  Newark.  N.  J.,  a 
corporation  of  Delaware  o   o     •   i 

No  Drawing.    .Application  October  16,  1933,  Serial 

No.  693,824 
6  Claims.     (CI.  134—58.5) 

2    In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  by  heating  an  alka- 
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line,  aqueous  suspension  of  an  insoluble  azo  col- 
oring compound  and  an  insoluble  salt  of  a  chlo- 
rinated rosin. 

4.  A  lake  or  pigment  comprising  a  water  in- 
soluble azo  coloring  compound  combined  with  a 
substratum  comprising  a  water  insoluble  salt  of 
a  chlorinated  rosin. 


2.013.077 
ORGANIC  COLORING  MATERIAL  COMPRIS- 
ING    AN     AZO     COMPOUND     AND     MTRO 
ROSIN  AS  A  Sl^BSTRATI  M 

.Alfred   Sicgel,   Hillside,  N.   J.,  assigrnor  to  Krebs 

Pigrnient  &  Color  Corporation.  Newark,  N.  J.,  a 

corporation  of  Delaware 
No  Drawing.    Application  October  16,  1933,  Serial 

No.  693.825 
5  Claims.     (CI.  134 — 58.5) 

2.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  by  heating  an  alka- 
line, aqueous  suspension  of  an  insoluble  salt  of 
an  azo  coloring  compound  and  an  insoluble  salt 
of  a  nitro  rosin. 

4.  A  lake  or  pigment  comprising  a  water  in- 
soluble azo  coloring  compound  combined  with  a 
substratum  comprising  a  water  insoluble  salt  of 
a  nitro  rosin. 


2.013.078 

CENTRIFUGAL  PUMP 

Stephen  E.  Slorum.  .Ardmore.  Pa. 

Application  March  16.  1933.  Serial  No.  661.054 

1  Claim.     (CI.  103 — 88) 


In  a  pump,  a  pump  casing  havmg  in  one  side 
bearings  and  on  its  opposite  side  a  cone-shaped 
wall  forming  a  Venturi  Inlet,  an  Impeller  in  the 
casing  having  a  hollow  sleeve  mounted  in  the 
bearings,  a  shaft  for  the  impeller  projecting 
through  the  inlet,  a  propeller  on  the  shaft,  a 
sleeve  on  the  shaft  between  the  Impeller  and 
propeller,  a  second  sleeve  on  the  shaft  to  urge 
the  propeller  against  the  first-named  sleeve,  and 
a  bearing  to  support  the  second  sleeve  for  rota- 
tion, said  propeller  comprising  propeller  blades 
having  rounded  ends,  said  venturi  having  an  en- 
trance opening  and  a  rounded  recess  of  greater 
diameter  than  said  opening  adjacent  thereto  into 
which  the  rounded  ends  of  said  propeller  blades 
fit.  whereby  to  prevent  retrograde  movement  of 
the  fluid  moved  by  «aid  propeller  blades  through 
said  Venturi  inlet. 


2.013,079 
MECHANISM    FOR    B.\LANCING    IMPELLERS 
Stephen  E.  Slocum,  Ardmore,  Pa. 
Application  March  16.  1933.  Serial  No.  661.055 
2  Claims.     (CI.  103— 112 » 
1.  In  a  centrifugal  pump,  a  casing,  a  centrifugal 
impeller,  and  means  for  preventing  unbalanced 
axial  thrust  comprising  an  extension  on  said  cas- 
ing including  a  bearing  surface,  said  impeller  hav- 
ing a  longitudinally  extending  bearing  sleeve  in 
contact  with  said  aforementioned  bearing  sur- 


face, the  outer  diameter  of  said  bearing  sleeve 

being  substantially  that  of  the  diameter  of  the 
eye  of  said  impeller  member,  said  longitudinally 
extending  sleeve  on  said  impeller  having  one  sur- 


face open  and  in  direct  communication  with  the 
outside  air  whereby  said  sleeve  assists  in  the 
cooling  of  the  bearing  as  well  as  serving  to  ap- 
proximately balance  the  internal  hydraulic 
thrust. 


2.013.080 
BATTERY   LIGHTING    SYSTEM 

Anthony  N.  Smith.  Girard.  Pa.,  assiirnor  to  The 
Girard  Model  Works  Inc.,  Girard.  Pa.,  a  corpo- 
ration of  Pennsylvania 
Application  August  15.  1933.  Serial  No.  685.218 
8  CUims.     (CI.  46 — 18) 
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1.  A  battery  and  lamp  assembly  to  light  the 
interior  of  a  toy,  said  assembly  comprising  a  me- 
tallic plate,  said  plate  being  formed  with  spaced 
parallel  troughs  and  having  portions  thereof 
struck  up  in  opposite  direction  to  form  resilient 
holding  fingers  at  said  troughs,  all  adapted  to 
receive  and  hold  a  pair  of  flash  hght  cells  in 
spaced  parallel  relation,  a  strip  of  insulation 
mounted  on  said  plate  between  said  batteries,  a 
lamp  socket  mounted  between  said  batteries,  the 
center  contact  of  said  socket  passing  through  the 
insulation  strip  and  metallic  plate  and  securing 
the  socket  to  said  plate,  means  secured  to  said 
insulation  strip  alone  and  extending  across  and 
connecting  the  batteries  at  one  end.  means  in- 
terposed between  the  base  of  the  socket  and  the 
,  insulation  strip  at  one  end  and  contacting  at  its 
I  other  end  with  the  free  end  of  one  of  the  batter- 
ies, and  a  switch  member  mounted  on  the  me- 
tallic plate  and  movable  into  engagement  with 
the  free  end  of  the  other  battery. 


2.013,081 
TREATMENT  OF  TEXTILE  MATERIALS 

Charles  Richard  Noel  Strouts.  .Ardrossan.  Scot- 
land, assignor  to  Imperial  Chemical  Industries 
Limited,  a  corporation  of  Great  Britain 
No  Drawing.    Application  January  11,  1934.  Serial 
No.  706.300.    In  Great  Britain  January  17.  1933 
10  Claims.     (CI.  91—68) 
1.  A  method  of  inhibiting  the  growth  of  moulds 
or  fungi  on  textile  materials  which  includes  the 
step  of  impregnating  the  .said  materials  with  an 
insoluble  precipitate  comprismg  barium  borate. 
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2.013.082 
DEODORIZATION  OF  LACTATES 
Charles  A.  Vana,  Cleveland.  Ohio,  assignor  to  The 
Grasselli  Chemical  Company,  Cleveland,  Ohio, 
a  corporation  of  Delaware 
No  Drawing.    Application  November  17,  1933, 
Serial  No.  698.541 
8  Claims.     (CI.  260— 122)  - 

4.  In  a  process  of  purifying  lactic  acid  contain- 
ing empyreumatic  impurities  the  steps  of  sus- 
pending activated  carbon  in  said  lactic  acid  and 
ga"=sing  it  with  ozone.  ^     ,     ^  ^ 

5.  In  a  process  of  purifying  a  compound  selected 
from  the  group  of  compounds  consisting  of  lactic 
acid  Its  salts,  esters,  ethers  and  anhydrids,  said 
compound  containing  as  an  Impurity  an  empyreu- 
matic substance,  the  step  of  contacting  said  com- 
pound with  ozone. 


having  at  one  end  an  upturned  flange  and  longi- 
tudinal inturned  flange-portions  forming  parallel 
guides  adjacent  the  edges  of  the  horizontal  body, 
and  a  back-member  of  sheet-metal  comprising  a 
foot-portion  slidably  received  in  the  guides  and 
an  upstanding  plate  from  said  foot-portion  sub- 
stantially above  the  horizontal  body  in  variable 
spaced  relation  to  the  upturned  flange  of  the 
base- member,  said   upstanding  plate  being  in- 


;.:g^H^.Vy  <•>'.».'•> 


2.013.083 

PROCESS  OF  PRODI  CING  A  COLORLESS 

DOCTOR  SWEET  GASOUNE 

Michael  J.  Welsh.  Brunswick.  Ga.,  assignor  to  The 
Gray  Processes  (  orporatlon.  Newark.  N.  J.,  a 
corporation  of  Delaware 

No  Drawing.    .Application  April  19,  1933, 
Serial  No.  666.845 
9  Claims.     (CL  196—32) 
5.  The  process  of  producing  a  colorless  doctor 
sweet  gasoline  from  a  charging  stock  comprising 
naphthenic   base  oil   which  comprises  cracking 
said  oil  to  obtain  gasoline,  refining  the  gasoline 
with  an  adsorbent,  heat  treating  the  refined  gaso- 
line to  remove  low  boihng  hydrocarbons  and  hy- 
drogen sulphide,  treating  the  resulting  stabilized 
gasoline  with   an  alkaline  sweetening  agent  to 
sweeten  the  same  and  preventing  darkening  in 
color  during  said   alkaline  treatment   by  water 
washing  the  gasoline   previous   to  the  alkaline 
treatment. 

2.013.084 
ORGANIC  COLORING  MATERIALS  COMPRIS- 
ING 'IZO  COMPOl  NDS  AND  SI  LPHONATED 
DERIVATIVES  OF  PYROGENIC  DECOMPO- 
SITION PRODUCTS  OF  ROSIN 
Edward   R.    Allen.   Summit.  Wayne  N.   Hcadley, 
Livingston,  and  Alfred   Siegel.   Hillside.   N.  J., 
assignors  to  Krebs  Pigment  &  Color  Corpora- 
tion. Newark.  N.  J.,  a  corporation  of  Delaware 
No  Drawing.     Application  October  16,  1933, 
Serial  No.  693.820 
17  Claims.     (CI.  134—58.5) 
4.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments  the   step   of    developing   by    heating    an 
aqueous  suspension  of  an  Insoluble  azo  coloring 
compound  in  the  presence  of  an  insoluble  salt  of 
one  of  the  compounds  of  the  group  consisting  of 
abletene  sulphonic  acid,  abietane  sulphonic  acid, 
abletine  sulphonic  acid  and  the  sulphonic  acids 
obtained  by  condensing  an   abletene  sulphonic 
acid  with  an  aldehyde. 

10  A  new  lake  or  pigment  comprising  an  in- 
soluble salt  of  the  azo  dye  obtained  by  coupling 
a  dlazotlzed  toluldine  sulphonic  acid  with  beta 
oxynaphthoic  acid  combined  with  a  substratum 
comprising  a  sulphonated  derivative  of  a  pyro- 
genlc  decomposition  product  of  rosin. 


clined  and  the  weight  thereof  being  adapted  to 
normally  induce  substantially  vertical  pressure 
of  the  free  end  of  the  foot-portion  in  the  guides 
to  frictionally  maintain  the  back-member  in  slid- 
able  positions,  said  upstanding  plate  having 
notches  slidably  receiving  the  inturned  portions 
of  the  paraUel  guides,  the  edges  of  said  notches 
being  adapted  to  normally  bindingly  grip  said  in- 
turned  portions  of  the  guides. 


2,013.085 
COUNTER  DISPLAY  RACK 

William  F.  J.  Anderl.  David  City.  Nebr. 

Application  November  18.  1933.  Serial  No.  698.683 

1  Claim.     (CL  211—49) 

In  a  counter  display  rack,  a  sheet-metal  base- 
member  comprising  a  rectangular  horizontal  body 


2,013.086 

APPARATUS  FOR  AND   METHOD  OF 

MAKING    MULTIWALL    BAGS 

Webster  Noves  Baker.  Baldwin.  N.  Y.,  assignor 

to  Bagpak.  Inc..  New  York.  N.  Y.,  a  corporation 

of  Delaware 

Application  February  27,  1932.  Serial  No.  595,477 

25  Claim*.     (CL  93—14) 


1.  Method  of  making  multi-wall  paper  bags 
which  comprises  feeding  a  plurality  of  webs  of 
paper  in  juxtaposed  relation,  individually  perfo- 
rating the  webs  at  bag  length  Intervals.  Individu- 
ally applying  adhesive  to  the  webs  at  spaced 
points  adjacent  the  lines  of  perforations,  and 
subsequently  separating  bag  lengths  from  the 
webs  at  the  perforations. 


2.013.087 
AIR  MOTOR 

Edward  S.  Cornell.  Jr.,  Larchmont.  N.  Y. 

Apphcation  September  11.  1933.  Serial  No.  689.035 

4  Claims.     (CI.  253 — 50) 

1.  An  air  motor  comprising  a  casing  having  an 
inner  substantially  cylindrical  contour,  a  rotor 
within  the  casing,  the  rotor  comprising  a  plurality 
of  substantially  uniformly  circumferentially  dis- 
tributed   elements    extending    radially    outward 
from  the  periphery  of  the  rotor,  the  rotor  ele- 
ments having  their  peripheral  edges  spaced  sub- 
stantially uniformly  for  all  rotated  positions  rela- 
tive to  the  substantially  cylindrical  inner  face  of 
the  casing,  said  rotor  elements  being  arranged 
singly  in   seriatim   and    substantially   in   aUgn- 
ment  with  one  another  and  parallel  to  one  an- 
other, the  casing  being  provided  with  inlet  means 
and  also  with  discharge  means,  the  cross-sec- 
tional area  of  the  discharge  means  being  sub- 
stantially equal  to  that  of  the  Inlet  means,  said 
1   inlet  means  having  a  cut-away  portion,  the  casing 
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being  imperforate  excepting  solely  for  the  inlet 
means  and  the  discharge  means,  the  discharge 
means  being  spaced  from  the  inlet  means  less 
than  one  hundred  and  eighty  angular  degrees  and 
greater  than  that  of  immediate  rotor  elements, 
and  means  for  reducing  whistling  and  other  air 


whereby,  as  said  platen  sectors  are  revolved  said 
sheet  will  be  intermittently  pulled  along  between 


noises,  said  noise  reducing  means  comprising 
means  for  mounting  the  inlet  means  to  be  dis- 
posed to  have  its  axis  located  at  an  angle  less 
than  normal  to  the  median  plane  of  a  rotor  ele- 
ment when  assuming  a  position  substantially  cen- 
trally between  the  inlet  means  and  the  discharge 
means  in  the  field  of  greatest  influence. 


2.013.088 

SWEATBAND 

Bemhard  J.  Drueding.  Philadelphia    Pa. 

Application  October  22.  1934.  Serial  No.  749.408 

2  Claims.     (CI.  2 — 181) 


1.  The  combination  with  a  hat,  of  a  sweat- 
band  encircling  the  interior  of  the  hat  and  hav- 
mg  an  edge  attached  thereto  throughout  the 
larger  part  of  its  length,  and  a  pad  applied  to 
and  within  the  concavity  of  the  sweatband  and 
extending  below  the  edge,  said  extended  edge 
being  attached  to  the  hat  throughout  its  length 
with  the  underlying  part  of  the  sweatband  un- 
attached. 


2.013,089 
STENCIL   PRINTING    APPARATUS 
Harraon  P.  Elliott.  Watertown.  Mass..  asslirnor  to 
The   Elliott   Addressing:   Machine   Company,   a 
corporation  of  Massachusetts 
Application  March  28.  1933.  Serial  No.  663.128 
5  Claims.     (CI.  101 — 49) 
1.  In  a  printing  apparatus  having  a  base  unit 
comprising  a  supporting  frame,  a  pair  of  revoluble 
platen  sectors  journalled  thereon,  the  upper  one 
of  which  has  an  ink  carrying  surface,  means  for 
guiding  a  series  of  stencils  consecutively  between 
said  sectors  in   position  such   that   the  lines  of 
matter  to  be  printed  which  are  cut  in  said  stencil 
will   be   parallel    to   the    axes   about    which   said 
sectors  revolve,  and  mechanism  for  progressively 
feeding  said  stencil  along  said  guiding  means  to- 
ward and  between  said  platen  sectors  the  com- 
bination, with  said  above  described  ^paratus.  of 
a  unit  structure  capable  of  being  easily  attached 
to  or  detached  from  said  base  unit  and  compris- 
ing means  for  yieldingly  holding  a  sheet  of  paper 
beneath  said  guiding  means  with   the  free  end 
thereof  projecting  between  said  platen  sectors; 


them  and  the  legends  cut  in  said  stencils  thereby 
printed  on  said  sheet  in  column  formation. 


2.013.090 
ORGANIC  COLORING   MATERIAL  COMPRIS- 
ING   AZO   COMPOUNDS   AND   HYDROGEN- 
ATED  ROSINS 
Archibald    M.    Erskine,     Chatham,    and     Alfred 
Siegel.  Hillside.  N.  J.,  assignors  to  Krebs  Pig- 
ment &  Color  Corporation.  Newark.  N.  J.,  a  cor- 
poration of  Delaware 
No  Drawing.    Application  October  16.  1933, 
Serial  No.  693.821 
8  Claims.     (CI.  134— 58.5) 
2.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  by  heating  an  alka- 
line, aqueous  suspension  of  an  insoluble  azo  col- 
oring compound  and  an  insoluble  salt  of  hydro- 
genated  rosin. 

4.  A  lake  or  pigment  comprising  a  water  in- 
soluble azo  coloring  compound  combined  with  a 
substratum  comprising  a  water  insoluble  hydro- 
genated  rosin  salt. 


2.013.091 
ORGANIC  COLORING  MATERIAL  COMPRIS- 
ING   AN   AZO   COMPOUND   AND   A   PETRO- 
LEUM SULPHONATE  AS  THE  SUBSTRATUM 
Archibald    M.    Erskine.    Chatham,    and    Alfred 
Siecel.  Hillside.  N.  J.,  assignors  to  Krebs  Pig- 
ment &  Color  Corporation,  Newark.  N.  J.,  a  cor- 
poration of  Delaware 
No  Drawing.    AppUcation  October  16.  1933. 
Serial  No.  693.827 
7  Claims.     (CI.  134—58.5) 

2.  In  a  process  of  preparing  azo  lakes  and 
pigments  the  step  of  developing  by  heating  an 
alkaline,  aqueous  suspension  of  an  insoluble  azo 
coloring  compound  and  an  insoluble  petroleum 
sulphonate. 

3.  A  lake  or  pigment  comprising  an  azo  color- 
ing compound  combined  with  a  substratum  com- 
prising an  insoluble  salt  of  a  petroleum  sul- 
phonate.   

2,013.092 
ORGANIC   COLORING   MATERIAL  COMPRIS- 
ING   AN    AZO    COMPOl  ND    AND    A    NAPH- 
THENATE  AS   A   SUBSTRATUM 
Archibald  Mortimer  Erskine.  Chatham.  N.  J.,  as- 
signor to  Krebs  Pigment  &  Color  Corporation, 
Newark.  N.  J.,  a  corporation  of  Delaware 
No  Drawing.    Application  October  16.  1933. 
Serial  No.  693.828 
7  Claims.  (CI.  134 — 58. 5 1 

2.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  by  heating  an  aque- 
ous alkalin'!'  suspension  of  an  insoluble  azo  color- 
ing compound  and  an  insoluble  naphthenate. 

3.  A  lake  or  pigment  comprising  an  azo  color- 
ing compound  combined  with  a  substratum  com- 
prising an  insoluble  naphthenate. 
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2  013  093 
ELECTRON  DISCHARGE  DEVICE 

Samuel  G.  Frantz.  Princeton,  N.  J.,  assignor  to 

Radio   Corporation  of  America,  a  corporation 

of  Delaware  ^^^  _„_ 

AppUcation  May  22,  1930.  Serial  No.  454,533 

1  Claim.     (CI.  250— 27.5) 


sensitive  tube  including  an  electrically  conduc- 


An  electron  discharge  device  comprising  an  en- 
velope containing  an  electron  emitting  electrode, 
an  electron  collecting  electrode  and  an  acceler- 
ating electrode  positioned  between  said  other  two 
electrodes  and  comprising  a  helix  of  conducting 
material  wound  in  the  same  direction  through- 
out its  length,  and  cormections  from  the  two  ends 
only  of  the  helix  through  the  envelope  to  pro- 
vide terminals  for  passing  current  through  the 
helix  to  create  a  magnetic  field  to  protect  the 
helix  from  bombardment  by  the  electrons. 


2.013.094 

METHOD  OF  CONTROLLING  THE  FLOW 

OF   ELECTRONS 

Samuel  G.  Frantz,  Princeton,  N.  J.,  assignor  to 
Radio   Corporation  of  America,  a  corporation 

of  Delaware  „     .  .    »t 

Original  application  May  22.  1930.  Serial  No. 
454.533.  Divided  and  this  application  May  22. 
1930.  Serial  No.  454.532 

13  Claims.     (CL  175—363) 


^ 


-f) 


tive  envelope  provided  with  an  opening,  and  a 
wire  mesh  covering  said  opening. 


2.013,096 

PI  RIFICATION   OF   LACTIC   ACID 

Ivan  L.  Haag.  Lakewood,  Ohio,  assignor,  by  mesne 

assignments,  to  E.  L  du  Pont  de  Nemours  & 

Company.  Wilmington.  Del.,  a  corporation  of 

Delaware  ^._  ^_- 

Application  April  13.  1933,  Serial  No.  66d,9i6 

9  Claims.     (CL  260— 122) 


/ 


1  The  method  of  rectifying  alternating  cur- 
rent by  an  electron  emitting  cathode  and  an  elec- 
tron collecting  electrode  at  a  positive  potential, 
which  comprises  applying  to  a  conductor  inter- 
posed between  said  electrodes  a  positive  poteri- 
tial  higher  than  that  of  said  collecting  electrode 
and  passing  current  through  said  conductor  to 
create  around  it  a  magnetic  field  which  deflects 
electrons  from  said  conductor,  but  permits  the 
electrons  to  reach  said  coUecting  electrode. 

2  The  method  of  controlling  the  flow  of  elec- 
trons from  a  cathode  thru  a  grid  electrode  to  a 
plate  at  positive  potential  which  comprises  main- 
taining said  grid  electrode  at  a  constant  positive 
potential  higher  than  that  of  said  plate  and 
creating  a  magnetic  field  of  such  strength  and 
direction  around  said  grid  only  that  electrons  are 
deflected  from  said  grid  but  pass  on  and  reach 
said  plate.  

2,013.095 
LIGHT    SENSITIVE   DEVICE 

Halton  H.  Friend.   New  York.  N.  Y.,  assignor  to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 
Application  August  29.  1931.  Serial  No.  560.126 
2  Claims.     (CL  250— 27.5) 
1.  An  electrostatlcaUy  opaque  shield  for  a  light 


TreaiJKeJii  "Un 


Commerciailf 

pu.rt 
Latlu    Acid 


Jhtiii^tmn. 


lactic  Acid 


1  In  a  process  of  purifying  a  partly  purified 
fermentation  lactic  acid  the  step  of  adding  a 
small  amount  of  a  peroxide  compound  to  said  acid 
and  heating  said  mixture.  „   „    t,    „.„ho 

9  In  a  process  of  producing  a  U.  S.  P.  grade 
lactic  acid  the  steps  of  steam  distilUng  under 
vacuum  an  extracted  fermentation  lactic  acid 
condensing  the  vapors,  adding  a  small  amount 
of  hydrogen  peroxide  to  the  condensate.  boJing 
said  condensate  and  steam  distilling  said  treated 
acid  under  vacuum. 


2.013.097 
PAPER   FASTENER 
Atto  N.  Hanna,  Newark.  N.  J. 
Application  September  7.  1934.  Serial  No.  743,043 
5  Claims.     (CI.  24 — 153) 
1    A  paper  fastener  embodying  therein  a  base 
plate  having  formed  integrally  therewith,  and  ex- 
tending  from   opposite   ends   thereof,   bendable 
tongues,  a  top  binder  plate  of  flat  metal  stock 
having  openings  therethrough  for  the  passage  of 
said  tongues,  overhung  flanges  along  the  opposite 
sides  thereof,  and  one  end  upturned  to  extend 
across  and  close  one  end  of  each  of  the  channels 
formed  by  said  overhung  flanges,  and  a  cap  havmg 
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a  substantially  plane  top  and  downwardly  bent 
side  edges  adapted  to  enter  said  channels  and  en- 


gage said  upturned  end.  whereby  movement  of 
said  cap  in  one  direction  is  limited. 


2.013.098 
NEL'TRALIZATION  CIRCUIT 

Clarence  W.  Hanseil.  Port  Jefferson,  N.  Y.,  as- 
sigrnor  to  Radio  Corporation  of  America,  a  cor- 
poration of  Delaware 

Application  June  8,  1932,  Serial  No.  616.047 
5  Claims.     (CI.  179— 171) 


1.  In  a  neutralization  circuit  having  an  elec- 
tron discharge  device  comprising  an  anode,  cath- 
ode and  control  electrode,  a  condenser  con- 
ductively  coupled  between  said  anode  and  control 
electrode  for  neutralizing  undesirable  reactions 
between  the  circuits  connected  to  said  last  two 
electrodes,  and  a  balancing  inductance  directly 
connected  between  said  condenser  and  control 
electrode  for  neutralizing  over  a  wide  range  of 
frequencies  undesired  coupling  between  said 
anode  and  control  elect-rode,  said  condenser  hav- 
ing a  value  which  is  substantially  equal  to  the 
capacity  between  the  anode  and  control  electrode, 
and  said  inductance  having  a  value  which  is  sub- 
stantially equal  to  the  inductance  of  the  lead  In 
said  device  connecting  said  control  electrode  with 
the  other  elements  of  the  circuit. 


2,013.099 
ORGANIC  COLORING  MATERIAL  COMPRIS- 
ING   AN    AZO   COMPOUND    AND    NATURAL 
GLTVIS  AND  BALSAMS  AS  A  SUBSTRATUM 
Wayne  N.  Headley,  Livingston,  and  Alfred  Siegel, 
Hillside,  N.  J.,  assigrnors  to  Krebs  Pigrment  & 
Color  Corporation,  Newarlt.  N.  J.,  a  corporation 
of  Delaware 
No  Drawing:.    Application  October  16,  1933. 
Serial  No.  693.826 
10  Claims.   iCl.  134—58.5) 
3.  In  a  process  of  preparing  azo  lakes  and  pig- 
ments the  step  of  developing  an  aqueous  suspen- 
sion of  an  insoluble  salt  of  an  azo  coloring  com- 
pound in  the  presence  of  a  soap  of  a  natural 


gum,  or  balsam,  derived  from  plants  of  the  genus 
Anglospermae. 

5.  A  lake  or  pigment  comprising  an  Insoluble 
coloring  compound  combined  with  a  substratum 
comprising  a  soap  of  a  gum,  or  balsam,  derived 
from  plants  of  the  genus  Anglospermae. 


2,013.100 
AZO   LAKE    AND   PIGMENT 
Wayne  N.  Headley,  Livingrston.  and  Alfred  Siegel, 
Hillside,  N.  J.,  assigrnors  to  Krebs  Pigment   & 
Color  Corporation,  Newarlt,  N.  J.,  a  corporation 
of  Delaware 
No    Drawing.     Original    application    October    16, 
1933,    Serial     No.    693.826.      Divided    and    this 
application  August  2.  1934.  Serial  No.  738,048 

3  Claims.  (CI.  134—58.5* 
1.  A  lake  or  pigment  comprising  an  insoluble 
salt  of  the  azo  compound  obtained  by  coupling 
diazotized  2-chloro  4-ainino  toluene  5-sulfonic 
acid  with  2-3-hydroxy  naphthoic  acid,  combined 
with  a  substratum  comprising  a  soap  of  liquid 
sty  rax. 

2.013.101 

FI'RRING   CLIP 

Lewis  Inglee.  Amityville,  N.  Y. 

Application  March  30.  1934.  Serial  No.  718.131 

25  Claims.      (CT.  72—101) 


-jee 


1.  A  furring  clip  comprising  an  anchor  mem- 
ber in  one  piece  having  an  uninterrupted  ex- 
tended element  adapted  to  be  embedded  In  the 
mortar  between  bricks  or  the  like  in  a  wall,  said 
element  having  inner  and  outer  opposed  arms 
having  an  uninterrupted  connection  therewith 
respectively  at  its  opposite  ends  adapted  to  en- 
gage resiliently  respectively  with  the  opposite 
Inner  and  outer  faces  of  a  brick,  each  of  said 
arms  being  resiliently  yieldable  in  a  direction 
away  from  the  other  so  that  thereby  said  anchor 
member  will  be  adapted  to  have  a  resilient  grip- 
ping engagement  with  difTerent  bricks  which 
may  vary  in  width. 


2.013.102 
GARMENT  OR  IRONING  PRESS 

James  Camrod  Ledbetter.  Ja^^kson  Heights.  N.  Y., 
assignor    to    The    Prosperity    Company,    Inc., 
Syracuse,  N.  Y.,  a  corporation  of  New  York 
Application  November  12.  1930.  Serial  No.  495,089 
14  Claims.     (CI.  68—9) 
5.  A  garment  or  ironing  press  comprising,  co- 
acting  press  jaws,  a  fluid  pressure  motor  opera- 
tlvely  connected  to  one  jaw  to  operate  the  same, 
a  normally-closed  Inlet  valve  and  pressure  feed 
line  connected  to  the  motor,  control  means  to  open 
the  inlet  valve  and  admit  pressure  to  the  motor 
automatically  closing  the  press,  and  means  to 
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close  the  inlet  valve  to  trap  pressure  in  the  cylin- 
der upon  a  predetermined  extent  of  movement  of 


the  press  to  hold  the  press  yieldingly  closed  by 
said  trapped  pressure. 


2,013.103 
SHORT  WAVE  RECEIVING  CIRCITT 

Werner   Ludenia,   Berlin,   Germany,   assignor    to 

Radio  Corporation  of  America,  a  corporation  of 

Delaware 

Application  August  23.  1930.  Serial  No.  477,344 

In  Germany  December  10.  1929 

10  Claims.     (CI.  250—20) 


-r#r- 


liHtn^ 


1.  In  combination,  an  electron  discharge  de- 
vice having  a  cathode,  an  anode  and  a  control 
electrode,  energy  means  in  circuit  with  said  cath- 
ode for  maintaining  said  control  electrode  at  a 
relatively  positive  potential  and  said  anode  at  a 
lower  potential  with  respect  to  said  cathode,  a 
half  wave  length  conductor  directly  connected  to 
said  anode  and  a  connection  from  the  electrical 
midpoint  of  said  half  wave  length  conductor  to 
said  energy  means,  whereby  said  anode  is  main- 
tained at  suitable  potential  through  said  connec- 
tion and  conductor. 


2.013.104 
PURIFICATION  OF  LACTIC  ACID 

Alexander  Douglas  Macallum.  Niagara  Falls, 
N.  Y.,  a.s.signor  to  E.  I.  du  Pont  de  Nemours  Si 
Company.  Inc..  Wilmington.  Del.,  a  corpora- 
tion of  Delaware 

No  Drawing.     .Application  January  30,  1933, 
Serial  No.  654.250 
2  Claims.     (CI.  260— 122) 
1.  A  process  for  the  purification  of  a  crude  lac- 
tic acid  solution  selected  from  the  group  consist- 
ing of  lactic  acid  solutions  made  by  fermentation 
and  those  prepared  by  hydrolysis  of  lactonltrile 
comprising  steam  distilling  said  solution  under  a 
pressure  of  less  than  one  atmosphere  and  at  a 
temperature  of  60-120°  C,  condensing  the  dis- 
tilled vapors  and  treating  the  condensate  with 
steam  and  charcoal  to  remove  odorous  impuri- 
ties. 


2,013.105 
SETTLING    APPARATUS    AND   METHOD 
James  A.  Mackillican.   Hibbing,  Minn.,   assignor 
of  forty-two  and  one-half  per  cent  to  Ruddore 
Company,  Minneapoii.'^.  Minn.,  a  corporation  of 
Minnesota,  forty-two  and  one-half  per  cent  to 
Lon^year  Corporation.  Marquette,  Mich.,  a  cor- 
poration of  Delaware,  and  seven  and  one-half 
per  cent  to  John  O'Brien.  Minneapolis.  Minn. 
Application  February  27.  1932.  Serial  No.  595,459 
9  Claims.     (CL  209—155) 


1.  An  apparatus  for  settling  disintegrated 
soUds  from  a  liquid  in  which  the  solids  are  car- 
ried in  suspension,  comprising  an  elongated  tank 
having  upright  side  walls  increasing  in  height 
from  the  feed  to  the  discharge  end  of  the  tank, 
upright  partitions  in  said  tank  between  said  side 
walls  and  dividing  the  tank  into  a  multiplicity 
of  chambers,  a  launder  connected  with  the  side 
walls  of  the  tank  at  the  bottom  thereof  and 
having  side  walls  changing  in  angularity  from 
end  to  end  of  the  tank,  and  a  collecting  trough 
of  varying  depth  below  the  launder. 


2.013.106 

VARIABLE  REACTOR 

William  G.  Nagel  and  Luther  E.  Sevison,  Toledo, 

Ohio:  said  Sevison  assignor  to  said  Nagel 

Application  March  2,  1934.  Serial  No.  713,740 

1  Claim.     (01.  171—242) 


■le 


4 

J" 


r 


In  an  indicator,  a  variable  reactor  comprising 
two  spaced  reactance  coils  having  their  axes 
aligned,  and  E-shaped  magnetic  body  having  the 
central  extension  between  .said  coils  and  each  of 
the  outer  extensions  across  an  end  of  one  of  the 
coils,  each  of  said  extensions  having  a  hole 
aligned  with  the  axes  of  said  coils,  and  an  arma- 
ture movable  axially  in  said  coils. 


2,013.107 
INDUCTIVE   BALANCER   FOR   RADIO 
DIRECTION  FINDERS 
John  Albert  Proctor,  Lexington,  Mass..  assignor, 
by    mesne    assignments,    to    General    Electric 
Company,  a  corporation  of  New  York 
Application  December  10.  1929.  Serial  No.  412.989 
5  Claims.     (CI.  250—11) 
1.  A  radio  direction  finder  inductive  balancer 
including  a  stator  having  a  plurality  of  crescent 
shaped  coils  a  metallic  inserted  bearing  located 
centrally  in  said  stator,  and  a  rotor  having  a 
plurality  of  arcuate  coils  in  inductively  coupled 
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relation    to   said   crescent   shaped   coils    and   an 
inserted  shaft  for  rotating  the  rotor  located  with- 


in and  passing  through  the  inserted  bearing  in 

said  stator. 


2.013,108 

PRODICTION  OF  CARBOXYLIC  AMIDES 
Walter  Reppe  and  Ernst  Keyssner.  Ludwigshafen- 

on-the-Rhine,  Germany,  assigrnors  to  I.  G.  Far- 

benindustrie  Aktieng^esellschaft.  Frankfort-on- 

the-Main,  Germany 
No  Drawing.     Application  June  28.   1933.   Serial 
No.  678.056.     In  Germany  July  6.  1932 
10  Claims.      (CI.  260— 124i 

1.  The  process  for  the  production  of  amides  of 
fatty  acids  containing  more  than  10  carbon 
atoms  which  comprises  passing  gaseous  ammonia, 
through  a  melt  of  the  fatty  acids,  at  a  tempera- 
ture between  the  melting  point  of  the  fatty  acid 
and  about  250'  C.  in  the  presence  of  a  surface 
catalyst  which  is  distributed  in  said  melt. 


2.013,109 

PHOTOPHONOGRAPH 

Ellwood  W.  Reynolds,  Drexel  Hill,  Pa.,  assignor  to 

Radio  Corporation  of  America,  a  corporation  of 

Delaware 

Application  March  31.  1932.  Serial  No.  602.274 

11  Claims.     (CI.  271— 2.3 > 


\ 


1.  Means  for  causing  an  elastic  film  to  travel 
past  a  predetermined  point  at  a  uniform  velocity 
consisting  of  a  rotary  member  for  supporting  the 
film  at  the  said  point,  means  for  drawing  the  f.lm 
over  the  rotary  member,  means  for  maintaining 
the  film  curved  in  a  free  loop  between  the  first 
two  means,  a  flywheel  freely  independently  rotat- 
able,  and  means  for  yieldably  and  aperlodically 
coupling  the  flywheel  to  the  said  supporting  mem- 
ber whereby  said  film  alone  absorbs  irregulari- 
ties of  motion  imparted  thereto  by  said  drawing 
means. 


assignor  to 
New   York, 


2,013.110 

brassi£:re 

William  Rosenthal.  New  York.  N.  Y 

Maiden   Form   Brassiere   Co.,   Inc 

N.  Y.,  a  corporation  of  New  York 
Original  applications  January  10,  1933,  Serial  No. 

650,966  and  March  17,  1933.  Serial  No.  661,421. 

Divided  and  this  application  June  3.  1933,  Serial 

No.  674,128 

8  Claims.     iCl.  66—176) 


1.  A  flat  blocked  seamless  breast  receiving 
pocket  adapted  to  have  the  sides  thereof  spread 
apart  for  breast  reception. 


2,013,111 

PERIOD  CONTROL  VALVE  FOR  PLUNGER 
I  LIFT   DEVICES 

I  C  larence  N.  Scott,  Houston.  Tex. 

Application  December  31.  1934,  Serial  No.  759,938 
7  Claims.     (CI.  103—52) 


1.  A  plunger  lift  device  for  wells  including  an 
eduction  tube,  a  fluid  outlet  at  its  upper  end.  a 
plunger  freely  movable  therein  from  the  lower 
to  the  upper  end  thereof,  means  to  confine  gas 
In  the  well  outside  said  tube,  a  control  device  on 
said  tube  above  normal  liquid  level  in  the  well, 
said  device  including  an  outer  housing  on  said 
tube  and  concentric  therewith,  said  tube  and 
housing  having  perforations,  a  sleeve  valve  be- 
tween .said  tube  and  housing  and  acting  normally 
to  clo-'ic  said  perforations,  said  valve  acting  auto- 
matically in  response  to  fluid  pressure  in  said 
tube  to  open  and  allow  gas  to  pass  from  said  cas- 
ing to  said  tube. 


2,013.112 

MEANS  AND  METHOD  FOR  PRODUCING 

FLUID  FROM  WELLS 

Clarence  N.   Scott.  Houston.  Tex. 

Application  December  31.  1934,  Serial  No.  759.939 

9  Claims.     (CI.  103 — 203) 

1.  In  a  device  of  the  character  described  in- 
cluding a  well  casing  and  a  well  tube:  the  com- 
bination of  a  hou.sing  spaced  from  .said  casing 
and  from  said  tubing  and  closed  against  said 
tubing  at  its  lower  end,  and  closed  against  said 
casing  at  its  upper  end.  a  sleeve  valve  m  said 
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housing  normally  closing  openings  In  said  hous- 
ing below  said  upper  closure,  a  duct  having  a 
fluid-tight  engagement  with  the  lower  end  of 
said  housing  and  projecting  downwardly  in  said 


casing,  said  valve  being  moved  upwardly  to  ex- 
pose said  openings  when  the  liquid  level  in  the 
well  has  been  depressed  below  said  duct  and 
gasecus  pressure  has  entered  below  said  valve. 

2,013.113 

HEATING   SYSTEM 

William  K.  Simpson.  Waterbury,  Conn.,  assignor 

to    Hoffman    Specialty    Company,    Waterbury, 

Conn.,  a  <  orporation  of  Illinois 

Application  July  22,  1932,  Serial  No.  623.955 

7  Claims.     (CL  237—67) 


1.  In  a  heating  system  which  includes  a  plu- 
rality of  radiators  and  a  conduit  connecting  the 
radiators  with   a   boiler,  said  conduit  including 
separable  sections  having  pairs  of  opposed  an- 
nular clamping  faces  surrounding  the  bores  of 
said  sections  and  arranged  in  substantially  ver- 
tical planes,  and  the  conduit  having  means  for 
varying  the  distance  between  said  faces;  variable 
orifice-forming  partitions   formed  to  be  located 
within  said  clamping  faces  and  adapted  to  regu- 
late the  supply  of  heating  mediiun  to  the  radi- 
ators, each  partition  comprising  a  larger  mem- 
ber having  a  marginal  gasket  portion  formed  to 
be  Interposed  between  two  of  said  clamping  faces, 
and  a  smaller  member,  one  member  being  cen- 
trally pivoted  to  the  other,  said  members  having 
orifices  formed  and  arranged  to  constitute  a  port 
whose  area  Is  variable  by  a  rotary  adjustment 
of  one  member  relative  to  the  other,  each  parti- 
tion being  both  detachable  from  the  conduit,  and 
adjustable  as  to  the  area  of  its  port,  the  said  par- 
tition members  formed  to  be  arranged  in  substan- 
tially vertical  planes  by  the  clamping  faces,  and 
the  port  formed  by  said  orifices  being  below  the 
pivotal  connection  between  the  partition  mem- 
bers, the  lower  end  of  said  port  being  arranged  to 
coincide  with  the  lower  portions  of  the  bores  oi 
the  conduit  sections,  so  that  it  does  not  obstruct 
condensate  flowing  through  the  lower  portions 
of  said  bores. 


2.013.114 

TOY' 

Aaron  Smith,  St.  Louis.  Mo. 

Application  April  22.  1935,  Serial  No.  17,737 

2  Claims.      (CI.  46 — 40) 


1.  In  a  toy  of  the  class  described,  the  combi- 
nation of  two  solid  shell  nut  shaped  substantially 
spherical  members  provided  with  holes,  one  of 
said  members  simulating  the  head  and  the  other 
representing  the  body  of  a  figure,  a  rod  pene- 
trating the  head  member  and  joining  the  same  to 
the  body  member,  a  base  plate  of  substantial  area 
to  support  the  figure  in  an  upright  position,  two 
reds  simulating  the  legs  of  the  figure  penetrat- 
ing the  body  member  and  joined  to  the  base  plate. 


2.013.115 

PROCESS  AND  APPARATUS   FOR   THE 

REFINING  OF  PULP 

Carl  Busch  Thorne.  Hawkesbury,  Ontario, 

Canada 

Application  September  21, 1931.  Serial  No.  564,199 

4  Claims.     (CL  8—2) 


3.  A  pulp  refining  apparatus  comprising  in 
combination  with  a  closed  reaction  chamber,  a 
chamber  providing  a  confined  gas  and  pulp  mix- 
ing zone,  said  second  mentioned  chamber  ha\'ing 
a  pulp  inlet  and  a  gas-pulp  mixture  outlet,  a 
screw  conveyor  adjacent  said  inlet  to  prevent 
the  escape  of  gas  therethrough  and  to  feed  pulp 
to  said  zone,  means  adjacent  said  outlet  to  pre- 
vent the  escape  of  free  gas  therethrough,  and 
means  in  said  confined  zone  for  injecting  streams 
of  gas  into  pulp  delivered  by  said  screw  con- 
veyor. 

2.013.116 

PHOTOGRAPHIC  MATRIX 

Leonard  T.  Troland,  Cambridge.  Mass..  assignor. 

by    mesne    assignments,    to    Technicolor.    Inc., 

New  York.  N.  Y..  a  corporation  of  Delaware 

Application  October  21,  1930.  Serial  No.  490,184 

16  Claims.     (CL  95—5.4) 

-^ 

1.  The   method   of    photographically    making 
substantially  fiat  gelatin  records  which  comprises 
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uniformly  hardening  the  whole  record  area  of 
a  photographic  silver  emulsion  and  subsequenily 
softening  the  parts  affected  by  light  and  de- 
veloped to  constitute  a  silver  record,  under  con- 
trol by  said  record. 


2,013.117 
VULCANIZATION    OF   RUBBER 

William  F.  Tuley.  Nutlev.  N.  J.,  assif^nor.  by  mesne 
assignments,    to    I  nited    States    Rubber   Com- 
pany,  New  York,    N.  Y..  a  corporation  of  New 
Jersey 
No  Drawing.     Application  January  5.  1931, 
Serial  No.  506.737 
9  Claims.     (CI.  18 — 53) 
1.  A   process  of   producing   vulcanized   rubber 
which  comprises  incorporating  in  rubber  mer- 
captobenzothiazole  and  an  acidic  salt  compris- 
ing an  amide  derivative  of  carbamic  acid  adapt- 
ed to  decompose  at  vulcanizing  temperatures  to 
yield  ammonia  or  an  aliphatic  amine,  and  vul- 
canizing the  rubber. 


2.013.118 
RACK 

Herman  Vershbnw   and  Bernard  Shivek, 

Dorchester.  Mass. 

Application  November  29.  1933.  Serial  No.  700.?95 

2  Claims.     (CI.  211— 147) 


1.  A  rack  comprising  a  standard,  a  supporting 
member  attached  to  the  standard  and  having  a 
flat  vertical  face  and  an  upstanding  boss  adja- 
cent to  said  face,  a  bracket  having  a  recess  to  re- 
ceive the  boss,  and  also  having  a  flat  vertical  face 
opposed  to  and  spaced  from  the  face  of  the  sup- 
porting member,  and  a  shelf-supporting  sill  hav- 
ing a  vertica'  leg  received  in  the  space  between 
the  opposed  faces  of  the  supporting  member  and 
bracket. 


2.013.119 

CONTAINER   (  LOSIRE 

Albin     H      VVarth.    Baltimore,    Md.,    assignor    to 

(  rown  Cork  &   Seal  C  ompanv    Inc.,  Baltimore, 

Md.,  a  corporation  of  New  York 

Application  January  9.  1934.  Serial  No.  705,938 

t  Claims.     (CI.  215—38) 


2.013.120 
LUBRICATING   SYSTEM 

Hubert  E.  Wellcome,  Chappaqua,  N.  Y.,  assignor 
of  one- half  to  Florence  K.  Wellcome,  Chap- 
paqua, N.  Y. 

Application  November  24,  1933.  Serial  No.  699,521 
19  Claims.     (CI.  184—6) 


1.  A  container  closure  including  a  sealing  cush- 
ion comprising  a  base  of  relatively  thick  and  com- 
pressible substance,  a  facing  of  foil  on  said  base 
and  affixed  thereto  by  means  of  a  stratum  of 
thermoplastic  adhesive,  and  a  protective  sealing  1 
film  of  vinyl  resin  lacquer  on  the  exposed  sur- 
face of  said  facing,  said  film  being  of  such  thin- 
ness that  the  foil  does  not  lose  its  Identity  as 
a  sealing  mean.*?.  i 


1.  In  an  internal  combustion  engine,  a  crank- 
case  for  the  engine,  the  crank-case  providing  a 
storage  space  for  a  lubricating  material  in  solid 
but  dispersed  form,  and  means  for  propelling  par- 
ticles of  the  dispersed  lubricating  material  in  a 
gaseous  carrier  from  the  storage  space  to  por- 
tions of  the  apparatus  to  be  lubricated,  the  means 
being  located  within  the  crank-case,  and  unused 
particles  of  lubricating  material  precipitating 
into  the  storage. 


2,013.121 
AUTOMATIC  AMPLIFICATION  CONTROL 

Harold  .\.  Wheeler,  Great  Neck,  N.  Y.,  assignor  to 
Hazeltine  Corporation,  a  corporation  of  Dela- 
ware 

Continuation  of  application  Serial  No.  603,500, 
April  6.  1932.  This  application  June  6.  1934, 
Serial  No.  729.505.  In  Great  Britain  July  3, 
1928 

23  Claims.     (CL  250—20) 


1.  In  a  modulated  carrier  current  signaling 
system  employing  a  rectifier  which  produces  a 
modulated  unl-directional  voltage,  and  a  modu- 
lation current  amplifier,  means  coupling  the  out- 
put of  said  rectifier  to  the  input  terminals  of  said 
amplifier,  said  means  being  adapted  to  transmit 
the  modulation  component  but  not  the  uni- 
directional component  of  said  voltage,  and  a 
direct-current  connection  between  the  output 
terminals  of  said  rectifier  and  a  control  element 
of  said  amplifier  for  impressing  the  imi-direc- 
tional  component  of  said  voltage  upon  said  con- 
trol element,  whereby  the  amplification  of  said 
amplifier  is  automatically  varied  inversely  as  the 
signal  strength  at  said  rectifier,  said  modulation 
current  amplifier  being  characterized  in  that  the 
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product  of  incremental  control  element  bias  times 
the  signal  translation  ratio  from  input  to  output 
terminals  is  nearly  constant  over  a  substantial 
range  of  bias. 

2,013,122 
GRINDING  MACHINE 
Merton    H.    Arms,    Springfield,    Vt.,   assignor    to 
Bryant  Chucking  Grinder  Company,  Spring- 
field, Vt.,  a  corporation  of  Vermont 
Application  November  8,  1932,  Serial  No.  641,733 
24  Claims.     (CL  51—53) 


1.  In  a  machine  of  tl^e  class  described  having 
a  bed,  a  turret  rotatable  on  said  bed  about  a  ver- 
tical axis,  and  a  plurality  of  radially  projecting 
work-holders  on  said  turret,  a  plurality  of  tool 
carriages  mounted  on  said  bed,  each  said  tool  car- 
riage being  rockable  on  a  horizontal  axis,  means 
associated  with  each  tool  for  rotating  the  tool  on 
an  axis  parallel  to  the  rocking  axis  of  the  car- 
riage, means  for  advancing  each  tool  along  its 
own  axis  toward  the  turret,  and  means  for  auto- 
matically rocking  each  carriage  while  the  tool  is 
in  position  for  engagement  with  the  work  to  im- 
part lateral  feeding  movement  to  each  said  tool. 


2  013.123 
SECTIONAL  BEARING  CAGE 
John   B.   Baker,  Canton,  Ohio,  assignor  to  The 
Timken  Roller  Bearing  Company,  Canton,  Ohio, 
a  corporation  of  Ohio 

Application  February  2,  1935.  Serial  No.  4.626 
8  Claims.     (CL  308—218) 


1 .  A  sectional  bearing  cage  for  hollow  bearing 
rollers,  comprising  pins  extending  through  said 
hollow  rollers  and  having  threaded  ends  project- 
ing beyond  said  rollers  at  one  end  and  having 
enlarged  heads  projecting  beyond  said  rollers  at 
the  other  end,  an  end  member  having  threaded 
holes  receiving  said  threaded  ends  and  a  sec- 
tional end  ring  member  for  said  headed  ends  of 
said  pins,  said  sectional  member  comprising  ar- 
cuate segments  disposed  between  the  ends  of  said 
rollers  and  the  inner  faces  of  said  heads  and 
having  holes  through  which  said  pins  extend, 
outer  arcuate  segments  disposed  flatwise  against 


said  first  mentioned  segments  and  releasable 
means  securing  said  outermost  segments  to  said 
innermost  segments. 


2,013,124 
METHOD  OF  MAKING  BASIC  ZINC  FORM- 
ALDEHYDE SULPHOXYLATE 
Frederick  W.  Binns,  Quincy,  Mass.,  assignor  to 
Virginia  Smelting  Company,  Portland,  Maine, 
a  corporation  of  Maine 

No  Drawing.    Application  May  3,  1930, 
Serial  No.  449,461 
5  Claims.     (CI.  260—141) 
1.  Method  of  making  basic  zinc  formaldehyde 
sulphoxylate,  which  comprises  the  steps  of  treat- 
ing zinc  formaldehyde  bisulphite  with  zinc  dust 
in  the  presence  of  water,  while  cooling  the  reac- 
tion mass,  and  subsequently  heating  the  same  in 
a  closed  vessel,  to  complete  the  reaction. 


2,013,125 
METHOD  OF  MAKING  ALKALI-METAL 
FORMALDEHYDE   SI  LPHOXYLATE 
Frederick  \V.  Binns.  Quincy.  Mass.,  assignor   to 
Virginia  Smelting  Company,  Portland,  Maine, 
a  corporation  of  Maine 
No  Drawing,     Original   application  May  3,  1930, 
Serial  No.  449,461.     Divided  and  this  applica- 
tion January  21,  1932,  Serial  No.  587,989 

5  Claims,  (CI.  260— 141) 
1.  Method  of  making  alkali  metal  formalde- 
hyde sulphoxylate,  which  comprises  the  steps  of 
treating  zinc  formaldehyde  bisulfite  with  a  caus- 
tic alkali  metal  compound  and  zinc  dust  in  the 
presence  of  water,  while  cooling  the  reaction 
mass,  and  subsequently  heating  the  same  in  a 
closed  vessel,  to  conTplete  the  reaction. 


2.013.126 
CHANGE   SPEED  GEARING 

Carl  Robert  Hugo  Bonn.  Glasgow,  Scotland 

Application  January  26,  1934,  Serial  No,  708,374 

In  Great  Britain  January  26.  1933 

12  Claims,     (CI,  74—279) 


1.  Variable  speed  gearing  including  an  epicy- 
clic  gearing  assembly  interconnecting  a  driving 
shaft  and  a  driven  shaft,  an  axially  movable 
planet  carrier  incorporated  in  said  assembly,  a 
casing  enclosing  said  assembly,  means  for  sup- 
plying pressure  fluid  to  said  casing,  and  means 
for  controlling  the  supply  of  pressure  fluid  to  said 
casing  whereby  said  planet  carrier  is  moved  axi- 
ally.   . 

2.013.127 
ADJUSTABLE  ROTARY   JAR 
George  Walter  Bowen.  Long  Beach,   Calif.,  as- 
signor to  S.  R.  Bowen  Co     Huntington  Beach, 
Calif.,  a  corporation  of  California 
Application  September  15,  1934.  Serial  No.  744,167 
11  Claims,     (CI.  255— 27) 
1    A  jar  for  use  in  rotary  drilling  comprising 
two  members  telescopically  assembled  one  with- 
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in  the  other  for  relative  longitudinal  movement 
from  a  contracted  position  to  an  extended  posi- 
tion, striking  abutments  formed  on  said  members 
engageable  when  said  jnembers  are  in  extended 
position,  disengageable  means  for  coupling  said 
members  together  against  rotation  relative  to 
each  other,  friction  means  normally  holding  said 
members  in   contracted   position   but   releasable 


by  the  exertion  of  a  predetermined  longitudinal 
strain  between  said  members,  means  for  adjust- 
ing said  friction  means  to  vary  the  strain  re- 
quired to  release  it,  and  means  operable  by  ro- 
tation of  one  of  said  members  relative  to  the 
other  of  said  members  when  said  coupling  means 
is  disengaged  for  changing  the  adjustment  of 
said  adjusting  means. 


2.013.128 

QUILTING  FRAME 

Edward  Broeker,  Norfolk.  Nebr. 

Application  November  14,  1934,  Serial  No.  753,052 

6  Claims.     ( CI.  45—24 ) 


1.  An  apparatus  of  the  class  described  com- 
prising a  pair  of  uprights  disposed  in  spaced  ver- 
tical parallel  coextensive  relationship  and  hav- 
ing the  upper  ends  thereof  formed  each  with  a 
pair  of  spaced  notches  curving  upwardly  and  in- 
wardly toward  each  other,  and  a  quilting  frame 
having  stud  bolts  projecting  therefrom  outward- 
ly, a  pair  at  each  end  for  resting  in  and  move- 
ment in  the  notches,  and  nuts  engaged  on  the 
ends  of  the  stud  bolts. 


2,013.129 

HYDRAULIC  PUTVfPING   SYSTEM 

Roy  B.  Bryant.  Dallas,  Tex. 

Application  February  23.  1933.  Serial  No.  658,019 

7  Claims.     iCl.  103 — 46) 

1.  A  hydraulic  pumping  system  comprising,  a 

pumping  cylinder  adapted  to  be  lowered  into  a 


well,  a  piston  operating  In  said  cylinder,  a  sta- 
tionary tubing  in  said  piston,  the  tubing  com- 
municating with  the  cylinder  through  the  piston 
and  below  the  piston,  valves  within  the  tubing. 


^' 


and  means  carried  by  the  piston  for  forcing  the 
same  downwardly  to  displace  liquid  from  the  cyl- 
inder into  the  tubing  and  also  to  discharge  it  from 
the  tubing. 


2.013.130 
PNEUMATIC  TIRE 
Edward  G.  Budd,  Philadelphia.  Pa.,  assignor  to 
Edward    G.    Budd    Manufacturini:    Company, 
Philadelphia,    Pa.,    a   corporation    of   Pennsyl- 
vania 

AppUcation  July  12,  1932,  Serial  No.  622.027 
4  Claims.     tCI.  295—31) 


1.  In  combination,  m  a  heavy  duty  rail  car 
wheel,  a  pneumatic  tire  Including  a  thick  fiat 
tread  conforming  to  the  rail  and  projecting  up- 
wardly and  laterally  at  its  sides,  the  hollow  body 
on  the  tread  being  of  flat  side  ellipsoidal  shape 
having  its  major  axis  across  the  rail  direction 
and  considerably  wider  than  the  tread  whereby 
the  tire  body  forms  lobes  adjacent  to  the  ends 
of  said  axis  dipping  downwardly  beside  the  tread, 
and  a  wheel  body  including  an  annular  front 
opening  channel  portion  embracing  the  rear  of 
said  lobes  and  having  a  rail  side  flange  radially 
opposite  the  rear  lobe,  and  means  in  the  tire  lim- 
iting drop  of  the  radially-inner  tire  wall  and  con- 
sequently the  drop  of  the  lobes  and  the  flange 
by  a  safe  distance  relative  to  rail  parts. 
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2,013.131 

FRU^T  PACKING  CASE 

Huf  h  Bums.  Ormond,  Victoria.  Australia 

Application  February  28.  1934.  Serial  No.  713,395 

In  Australia  April  22,  1933 

6  Claims.     (CI.  217—56) 


1.  A  fruit  case  having  stout  ends  and  sides, 
longitudinal  battens  secured  to  the  ends,  light 
slats  within  the  battens  disposed  loosely  as  top 
and  bottom  covers  to  the  pack  in  the  case  and 
outstanding  cleats  on  the  ends  of  the  slats  in 
loose  contact  with  the  battens,  the  light  slats 
being  free  to  curve  towards  the  battens  under 
pressure  from  the  pack. 


2.013.132 

CEMENTITIOl'S  COMPOSITION  OF 

MATTER 

Leon  Louis  Cailloux.  Montreal.  Quebec.  Canada 

No  Drawing.     Application  .August  2.  1933,  Serial 

No.  683,295.     In  Canada  August  2,  1932 

1  Claim.     (CI.  106—29) 

A  composition  of  matter  Including  magnesia 
1  part,  talc  A  to  1/20  of  a  part,  silica  sand  V2  to 
3^2  parts,  and  a  16°-25'  Beaume  solution  of  mag- 
nesium chloride  Including  from  1/30  to  1/60  the 
magnesium  chloride  weight  of  barium  chloride. 


2.013.133 

BITLLET   STOP 

Arthur  D.  Caswell.  .Anoka.  Minn. 

Application  January  13.  1933.  Serial  No.  651,508 

9  Claims.     (CI.  124 — 15) 


ing  passagew'ay,  an  incline  extending  into  said 
passageway,  said  second  plate  having  an  opening 
therein  at  its  lower  end  and  above  said  inclme, 
said  spiral  bafSe  having  a  portion  thereof  opposite 
said  opening  severed  from  the  major  portion 
thereof  and  bent  to  extend  up  to  the  j>ortion  of 
said  second  plate  adjacent  said  opening. 


2.013.134 
EVAPORATOR 

William  D.  Collins.  Evansville,  Ind.,  assignor  to 
Servel,  Inc.,  New  York,  N.  Y.,  a  corporation  of 
Delaware 
Application  Anirust  10.  1932.  Serial  No.  628,140 
10  Claims.     (CI.  62— 126) 


1.  A  bullet  stop  comprising  a  first  vertically 
disposed  deflector  plate,  a  second  vertically  dis- 
posed deflector  plate  arranged  in  converging 
relation  with  respect  to  said  first  deflector  plate 
to  form  a  vertical  throat  at  the  adjacent  edges 
of  the  plates,  a  spiral  baffle  behind  said  throat 
extending  outwardly  from  said  first  plate  and 
disposed  principally  in  back  of  the  second  plate 
and  forming  a  chamber  in  which  the  force  of  the 
bullets  is  spent  and  providing  a  vertically  extend-  i 
458  0.  a.— 0 


4.  An  evaporator  comprising  a  cast  metal  body, 
means  for  securing  a  header  in  good  thermal 
relation  longitudinally  of  said  body,  said  cast 
metal  body  having  outwardly  and  downwardly 
extending  fins  for  effecting  heat  transfer,  a  tube 
connected  to  the  header  and  extending  horizon- 
tally through  the  cast  metal  body  and  providing 
a  plurality  of  substantially  parallel  side  portions, 
said  body  also  having  integral  webs  connecting 
said  side  portions  to  form  shelves. 


2,013,135 

TABLE  TOP 

Gustave  F.  Corduan,  Chicago,  111. 

Application  July  13,  1934.  Serial  No.  734,963 

9  Claims.    (CI.  311— 106) 


tJ'JfJ^^^'i 


1.  A  table  comprising  legs  and  a  top-support- 
ing frame  carried  thereby,  the  frame  comprising 
sheet-metal  side  members  secured  together  to 
surroimd  the  table  top  and  each  having  an  in- 
wardly extending  horizontal  flange,  the  inner 
portion  of  the  flange  being  depres.<=ied  and  then 
extended  Inwardly  to  provide  a  top-supporting 
ledge,  a  substantially  fiat  table-top  having  such 
a  size  and  contour  that  it  will  substantially  fit 
within  the  frame  and  rest  upon  the  ledges,  and 
metallic  binding  strips  enclosing  the  edge  por- 
tions of  the  top  and  secured  to  the  flanges. 


2,013.136 

HOT  AIR  FURNACE 

Frank  H.  Cornelius.  Swissvale,  Pa. 

Application  June  3,  1931.  Serial  No.  541,790 

6  Claims.      (CI.  126 — 116) 
1.  An  air  conditioning  unit  embodying  a  heat- 
ing means  and  having  a  substantially  constant 
rate  of  heat  delivery,  an  air  filter  therein  varying 
the  rate  of  air  flow  in  accordance  with  changes  in 


82 


OFFICIAL  GAZETTE 


September  3, 1935 


the  air  filter  resistance,  and  means  responsive  to 
the  temperature  of  a  predetermined  portion  of  the 


air  stream  heated  by  said  heating  means  for  in- 
dicating the  degree  of  cleanlmess  of  said  filter. 


2.013.137 
ALLOY   STEEL 

Walter  Crafts,  New  York,  N.  Y..  assigmor  to  Elec- 
tro Metallurgical   Company,  a  corporation  of 
West  Virginia 
No  Drawing.    Application  October  17,  1931, 
Serial  No.  569,548 
2  Claims.       CI.  75—1) 
1.  An  alloy  steel  characterized  by  properties 
of    free-machinability    and    high   strength,    and 
which  contains  sulphur,  vanadium,  manganese, 
and    carbon,    the   sulphur    content    being    from 
about  0.075%  to  about  0.5%,  the  vanadium  con- 
tent being  from  about  0.05%  to  about  1.0%,  the 
manganese  content  being  not  over  about  1.25%, 
the  carbon  content  being  not  over  OS'*',,  and  the 
remainder,  except  for  incidental  impurities,  be- 
ing iron. 


2.013,138 
REMOTE  INDICATING  PRESSLTIE  GAUGE 
Clarence  A.  de  Glers.  Forest  Hills,  N.  Y.,  assignor, 
by  mesne  assignments,  to  Richard  C.  Murphy, 
New  York.  N.  Y. 
Ori^nal  application  October  1.  1930,  Serial  No. 
485.808.    Divided  and  this  application  April  27, 
1932,  Serial  No.  607,684 

7  Claims.     (CI.  73—110) 
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1.  Pressure  indicating  apparatus  comprising,  in 
combination,  a  Sylphon  adapted  to  expand  or 
contract  in  response  to  change  of  pressure  applied 
thereto,  a  pair  of  Sylphons  operatively  connected 
to  said  Sylphon  whereby  one  of  said  pair  will 
lengthen  and  the  other  shorten  when  said  first 
Sylphon  expands  or  contracts,  a  remote  indicator, 
and  means  interconnecting  said  pair  of  Sylphons 
to  said  indicator  whereby  said  indicator  will  move 
in  harmony  with  the  changes  of  length  of  said 
first  Sylphon. 


2,013,139 

VEHICLE  WHEEL 

Charles  De  Los  Rice,  West  Hartford.  Conn. 

Application  January  18,  1934,  Serial  No.  707;i02 

4  Claims,     (CI.  295—22) 


iO 
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1.  A  vehicle  wheel  comprising  a  hub  member 
having  tapered  outer  surfaces,  a  web  member, 
and  a  tire  member,  means  for  securing  said  web 
member  on  said  hub  member  comprisng  an  an- 
nular shoulder  midway  the  length  of  said  hub 
member  against  which  the  web  member  is  adapted 
to  abut,  rings  of  angular  cross  section  having 
flanges  adapted  to  bear  upon  said  tapered  surfaces 
of  said  hub  member  and  flanges  adapted  to  bear 
against  and  rigidly  secured  to  the  opposite  sides  of 
said  web  member. 


2,013,140 

TRANSLATING   CIRCUIT 

Harald  T.  Frils,  Rumson,  N.  J.,  assignor  to  Bell 

Telephone    Laboratories,     Incorporated.     New 

York.  N.  Y.,  a  corporation  of  New  York 

Application  September  16,  1932,  Serial  No.  633,423 

11  Claims.     (CI.  178 — 44) 
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1.  In  a  high  frequency  transmission  system,  a 
balanced  circuit  and  an  unbalanced  circuit  and 
an  air-cored  transformer  coupling  said  circuits, 
said  transformer  comprising  a  first  pair  of  wind- 
ings axially  spaced  and  connected  to  said  unbal- 
anced circuit  in  parallel-aiding  relation,  a  sec- 
ond pair  of  windings  arranged  between  and  in 
symmetrical  relation  to  said  first  pair  of  wind- 
ings, the  adjacent  terminals  of  said  second  pair 
of  windings  being  connected  to  said  balanced  cir- 
cuit and  the  other  terminals  of  said  second  pair 
of  windings  being  connected  together. 


2.013,141 
DISTRIBUTION  SYSTEM  FOR   SHOE 
FACTORIES 
Myron  O.  Frost,  Richmond   Heights,  and  Peter 
Mattler,    St.    Louis.   Mo.,   assignors,   by   mesne 
assignments,  to  The  Lamson  Company,  Syra- 
cuse. N.  Y.,  a  corporation  of  Massachusetts 
Application  January  9.  1933.  Serial  No.  650,746 
5  Claims.     (CI.  198 — 38) 


1.  In  shoe  machinery,  a  conveying  means  hav- 
ing predetermined  stations  therealong,  releas- 
able    latch    means,    work,    supporting    members 
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adapted  to  be  attached  to  the  conveying  means, 
means  adapted  to  be  attached  to  the  work  sup- 
porting members  at  predetermined  positions,  trip 
means  at  the  respective  stations  adapted  to  op- 
erate said  latch  means,  said  attachable  means 
on  the  work  supporting  means  being  adapted  to 
affect  the  trip  means  to  release  the  work  sup- 
porting means,  rollers  on  opposite  sides  of  the 
work  supporting  means  and  gravity  chutes  on  op- 
posite sides  of  the  work  supporting  means  adapt- 
ed to  receive  one  or  the  other  of  said  rollers 
upon  release. 


2,013,142 
ATTACHMENT  PLUG  RECEPTACLE 

Arthur  C.  Gaynor.  Stratford,  Conn. 

Application  July  16,  1931,  Serial  No.  551,075 

7  Claims.     (CI.  173—330) 


1.  An  attachment  plug  receptacle  comprising  a 
rectangular  body  of  insulating  material,  having 
side  and  end  walls,  recessed  from  its  upper  face 
to  provide  a  single  longitudinally  extending  con- 
tact receiving  cavity;  a  pair  of  contacts  adapted 
to  stand  on  edge  in  said  cavity  at  opposite  side 
walls  thereof;  and  a  plurality  of  transversely  ex- 
tending raised  beads,  integral  with  the  fioor  of 
the  cavity,  adapted  to  erkgage  the  sides  of  the 
contacts  at  spaced  points  and  locate  them  rela- 
tive to  the  side  walls. 


2,013.143 

DENTAL  FLOSS  APPLICATOR 

Vernon  C.  Getz.  Philadelphia,  Pa. 

Application  April  5,  1935.  Serial  No.  14,752 

2  Claims.     (CI.  132—92) 


1.  A  dental  fioss  applicator  comprising;  a  body 
portion  having  a  thread  suspension  forked  means 
at  one  end  thereof,  the  tines  of  said  means  being 
slotted  and  the  outside  edge  of  said  slots  being 
countersunk;  a  thread  fastening  means  integral 
with  and  adjacent  to  the  thread  suspension  means, 
said  means  having  a  longitudinal  thread  passage 
above  the  plane  of  the  body  portion  and  a  groove 
at  each  end  thereof  on  a  plane  with  said  body 
portion. 


2.013,144 

BOTTLE  HANDLING  MACHINE  AND 

CONTROL  THEREFOR 

Wlltie  I.  Gladfelter.  Baltimore,  Md.,  a.ssignor  to 

Crown  Cork  &  Seal  Company,  Inc.,  Baltimore, 

Md..  a  corporation  of  New  York 

Application  Julv  29,  1932,  Serial  No.  626,151 
13  Claims.     (CI.  198—22) 

1.  In  a  machine  of  the  class  described,  means 
for  conveying  bottles,  a  bottle  receiving  spide*- 
secured  to  a  rotatable  shaft  adjacent  the  inlet 
end  of  said  machine,  and  means  for  controlling 
the  transfer  of  bottles  from  said  conveying  means 
to  said  spider,  said  controlling  means  compris- 
ing an  oscillatable  bottle  arresting  member  hav- 
ing a  single  end  normally  overlying  said  con- 
veying means  and  arranged  to  be  deflected  from 
bottle  arresting  position  by  contact  with  bottles 
moving  on  said  conveying  means,  movable  abut- 


ment means  positioned  in  the  path  of  oscillation 
of  said  arresting  member  for  preventing  deflec- 
tion thereof  except  when  said  bottle  receiving 
spider  is  in  position  to  properly  receive  each  said 
bottle,  and  a  connection  between  said  abutment 
means   and  said  member  constructed   and   ar- 


ranged to  permit  initiation  of  oscillation  of  said 
member  upon  movement  of  said  abutment  means 
and  to  permit  completion  of  oscillation  and  the 
return  to  arresting  position  of  said  arresting 
member  independently  of  the  position  and  move- 
ment of  said  abutment  means. 


2,013,145 
ADJUSTABLE  LOCK  STRIKE 

Ferdinand  Karl  Goeti.  Reading.  Pa.,  assignor  to 
Reading  Hardware  Corporation,  Reading,  Pa., 
a  corporation 

Application  July  31,  1933,  Serial  No.  683,056 
6  Claims.     (CI.  292—340) 


■  '6 


6.  A  lock  strike  comprising  a  keeper  box  hav- 
ing a  bolt  receiving  socket  therein,  a  plurality  of 
shims  removably  disposed  directly  within  the  bolt 
receiving  portion  of  said  socket  and  in  relatively 
nested  assemblage  directly  against  the  bolt  strike 
wall  of  said  socket  so  as  to  permit  the  bolt  of  a 
lock  to  properly  engage  in  the  socket,  without  ex- 
cess play  across  the  width  of  the  socket,  and  strike 
directly  against  the  outermost  of  said  shims,  and 
means  for  releasably  retaining  said  shims  remov- 
ably within  said  socket  against  accidental  dis- 
placement. 


2,013,146 

ELASTIC  TAPE  MOt^'T 

Henry  F.  Goldsmith,  Elltins  Park,  Pa, 

Application  May  4,  1933,  Serial  No.  669,359 

6  Claims.     (CI.  206—51) 
1.  A  prepared  package  comprising  a  card  pro- 
vided with  spaced  apart  holes  and  an  elongated 
spiral  coil  of  elastic  tape  extending  through  said 
holes,  the  central  portion  of  the  coil  underlying^ 
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and  the  closed  ends  of  the  coils  overlying,  the 
same  face  of  the  card,  the  width  of  the  holes 
approximating  the  total  thickness  of  the  inter- 


mediate part  of  the  cod  which,  due  to  the  elas- 
ticity of  the  tape,  exerts  a  lateral  pressure  against 
the  side  edges  of  the  holes. 


2.013.147 

PLUG  FUSE 

George    R.    Goodwin,    Avon,    Mass.,   assignor   to 

Royal  Electric  Company,  Incorporated.  Avon. 

Mass.,  a  corporation  of  Massachusetts 

Application  February  13.  1934.  Serial  No.  711,009 

8  Cl&ims.     (CI.  200—130) 


7.  A  fuse  having  a  glass  top  provided  with  a 
window  in  its  end  and  an  externsilly  threaded 
tubular  side  wall  portion,  said  fuse  having  a  base 
of  insulating  material  provided  with  a  central 
fuse  terminal  and  a  tubular  extension  projecting 
within  said  side  wall  portion,  said  base  having 
a  shoulder  portion  beneath  said  extension,  a  me- 
tallic shell  having  molded  threads  internally  en- 
gaging the  threads  of  said  top  and  having  an  in- 
turned  flange  engaging  about  said  shoulder  to 
hold  said  top  and  base  assembled,  a  fuse  element 
having  one  end  attached  to  said  terminal,  an  in- 
termediate portion  positioned  back  of  said  win- 
dow, and  the  other  end  portion  extending  be- 
tween said  extension  and  wall  portion  and  se- 
cured to  said  shell,  and  a  sleeve  of  non-conduct- 
ing fibrous  material  compressed  between  said  ex- 
tension and  wall  portion  and  positioned  between 
said  fuse  element  and  wall  portion. 


2.013.148 

ARTIFICIAL  GRASS  MAT 

Max  E.  Gottlieb.  Cleveland  Heights,  Ohio 
Application  Aamst  13,  1934,  Serial  No.  739,629 
4  Claims.     (C\.  2—278) 
1.  An  artificial  grass  mat  including  a  flexible 
backing  sheet  and  a  series  of  rows  composed  of 
Individual  superimposed  raffla  fibers,  each  of  said 
fibers  being  secured  to  the  backing  sheet  sub- 
stantially at  the  center  of  the  fiber  and  at  one 
end  of  the  fiber,  by  suitably  spaced  stitch  lines, 
and  projecting  upwardly  from  the  sheet  at  its 


other   end,   whereby   the   upper   surface   of   the 
backing  sheet  between  said  spaced  stitch  lines 


Is  concealed  by  a  layer  of  superimposed  raffia 
fibers. 


2.013.149 

LAVATORY  CISTERN 

Amoldus  J.  Gurck.  The  Hafue,  Netherlands 

Application  January  10,  1934,  Serial  No.  706,107 

In  the  Netherlands  January  24,  1933 

4  Claims.     (CI.  4—50) 


1.  Lavatory  cistern  for  flushing  two  different 
volumes  of  water  at  will  comprising  a  tank,  a 
fixed  siphon  of  the  Inverted  U-type  in  said  tank, 
a  tube  surrounding  the  suction  part  of  said  si- 
phon up  to  a  level  lower  than  the  normal  water 
level  in  the  tank,  a  valve  member  adapted  to  close 
the  passage  between  said  tube  and  the  twttom  of 
the  tank,  means  to  actuate  said  valve  member, 
and  for  effecting  the  injection  of  water  into  the 
siphon  during  operation  of  the  valve  actuating 
means. 


2,013.150 

PACKING  CRATE 

Joseph  J.  Heme.  Detroit.  Mich. 

Application  June  5,  1933.  Serial  No.  674,369 

3  Claims.     (CI.  217—65) 


1.  A  comer  construction  for  boxes  comprising 
two  side  rails  meeting  at  their  ends  to  form  a 
right  angle,  a  metallic  gusset  plate  for  said  rails 
covering  said  angle  exteriorly,  said  gusset  com- 
prising two  sides  meeting  in  a  right  angle,  a 
filler  having  a  right  angled  apex  interiorly  of  the 
angle  formed  by  said  rails,  and  securing  means 
for  securing  said  gusset  to  said  filler,  said  secur- 
ing means  imposing  pressure  on  said  filler  against 
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the  interior  of  said  sides,  said  securing  means 
extending  through  the  apex  of  said  gusset  and 
comprising  means  for  compressing  the  apex  of 
said  gusset  against  the  external  apex  of  said 
members  whereby  the  sides  of  said  gusset  lie 
flush  against  the  sides  of  said  members. 


2.013,151  •      • 

SHIPPING  CRATE 

Joseph  J.  Heme.  Detroit,  Mich. 

Application  June  5,  1933.  Serial  No.  675,206 

2  CIa»ms.     (CI.  217—5) 
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1.  A  box  comprising  a  bottom,  side  and  end 
I>anels,  said  end  panels  being  formed  to  project 
upwardly  above  said  side  panels,  slide  bars  se- 
cured to  said  bottom  panel  and  adapted  to  rest 
upon  the  upper  edges  of  said  side  panels  when  one 
box  is  placed  on  top  of  another  with  the  bottom 
of  the  upper  box  resting  upon  the  top  of  the  up- 
wardly extending  end  panels,  notches  formed  in 
the  upper  edges  of  said  end  panels  through  which 
the  ends  of  said  slide  bars  extend,  and  gussets 
secured  to  the  corners  of  said  box  against  which 
the  ends  of  said  slide  bars  butt. 


2.013,152 

MOTOR  fit:l 

William  D.  Hoyt.  Lexington.  Va. 

No  Drawing:.     Application  August  22,  1932, 

Serial  No.  629.879 

16  Claims.     (CI.  44 — 9) 

11.  A  fuel  containing  one  or  more  hydro- 
carbons, and  a  colloidal  solution  of  a  metal  which 
is  non-toxic  and  non-injurious  to  man  when  so 
employed  and  selected  from  the  group  consisting 
of  tin.  aluminum  and  zinc. 

2.013,153 

CARD  FILING  DEVICE 

David  E.  Hunter.  Muskegon,  Mich.,   assignor  to 

The  Shaw-Walker  Company,  Muskegon,  Mich., 

a  corporation  of  Michigan 

Application  September  4,  1934,  Serial  No.  742,533 

9  Claims.     (CI.  129—27) 


2.  In  a  card-holding  device,  the  combination 


crosswise  of  said  container  and  mounted  thereon 
for  sliding  movement  lengthwise  thereof,  a  trans- 
verse shaft  journalled  on  said  plate  and  having 
pinions  mounted  at  its  ends  and  a  ratchet  ^y^eel 
intermediate  its  ends,  said  container  having  racks 
extending  lengthwise  thereof  and  adapted  to  be 
engaged  by  said  pinions,  a  pawl  mounted  on  said 
plate  for  rocking  movement  into  and  out  of  en- 
gagement with  said  ratchet  wheel,  a  release  lever 
connected  with  said  pawl,  a  spring  acting  on  said 
lever  to  resist  its  movement  in  a  direction  to  dis- 
engage said  pawl  and  ratchet  wheel,  and  means 
for  automatically  locking  said  release  lever  when 
said  container  is  carried  in  vertical  position. 

8.  In  a  card-holding  device,  the  combination 
with  a  container  having  trackways  extending 
lerigthwise  of  its  side  walls  and  a  transverse 
opening  in  one  of  its  end  walls,  of  a  pressure 
plate  comprising  a  horizontal  shaft  on  which  said 
plate  is  journalled  and  having  shoes  at  each  end 
thereof  shiftably  mounted  on  said  trackways, 
and  interlocking  members  on  one  of  said  shoes 
and  said  plate  for  normally  retaining  said  plate 
in  vertical  position  on  said  shaft  and  capable 
of  being  disconnected  to  permit  said  plate  to  be 
tilted  toward  a  horizontal  position  for  passage 
through  said  opening  in  the  end  of  said  container. 


2.013.154 
TRANSLATING   CIRCUIT 

Axel  G.  Jensen.  South  Orange,  N.  J.,  assignor  to 
Bell  Telephone  Laboratories  Incorporated,  New 
York,  N.  Y.,  a  corporation  of  New  York 

Application  September  8.  1932.  Serial  No.  632,097 
6  Claims.     (CL  178 — 44) 
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1.  In  a  high  frequency  transmission  system,  a 
balanced  circuit,  an  unbalanced  circuit  and  a 
transformer  coupling  said  circuits,  said  trans- 
former comprising  a  first  pair  of  windings  axially 
spaced  and  connected  to  said  balanced  circuit  in 
series  aiding  relation,  and  a  second  pair  of  wind- 
ings arranged  axially  intermediate  and  in  sym- 
metrical relation  to  said  first  pair  of  windings 
and  connected  symmetrically  in  parallel  to  said 
unbalanced  circuit,  the  outer  terminals  of  said 
first  pair  of  windings  being  connected  to  said 
balanced  circuit. 


2.013.155 
WINDOW  SCREEN  STRUCTURE 

Joseph  E.  Johnson.  West  Roxbury,  Mass. 

Application  May  3,  1934.  Serial  No.  723,723 

18  Claims.     (CI.  156—14) 


'BfO^  !S> 


with  a  container,  of  a  pressure  plate  extending  '  rail. 


2.  A  window  screen  having  a  frame  comprising 
two  opposite  members  for  engagement  with  op- 
posite guide  rails  of  a  window,  one  member  hav- 
ing a  surface  to  overlie  one  face  of  the  guide  rail 
therefor,  and  a  retractible  body  carried  by  said 
screen  to  overlie  the  opposite  face  of  such  guide 
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2.013.156 

METHOD    OF    EMBALMING    DEAD    BODIES 

Hilton  Ira   Jones,  Wilmette,  111.,  and   Robert  L. 

St.    Pierre,  Indianapolis,  Ind. 

Application  Augrust  15,  1933,  Serial  No.  685,282 

2  Claims.      (CI.  27—22) 


2.  The  method  of  embalming  bodies  that  have 
their  vascular  systems  drained  which  comprises 
confining  a  body  in  a  space  sealed  against  the 
atmosphere,  injecting  an  antiseptic  fluid  into  the 
vascular  system,  creating  a  vacuum  in  the  space 
for  withdrawing  fluids  from  the  body,  supplying 
an  antiseptic  fluid  to  the  space  to  completely  en- 
velop the  body  with  said  antiseptic  fluid,  then 
creating  a  pressure  in  the  space  and  maintain- 
ing the  pressure  on  the  antiseptic  fluid  to  force 
the  same  into  the  tissues  of  the  body,  remov- 
ing the  envelop  of  the  antiseptic  fluid  and  creat- 
ing a  vacuum  in  the  space  for  a  predetermined 
time  and  until  the  antiseptic  fluid  in  the  vascular 
system  is  drawn  outwardly  from  the  interior  of 
the  body  and  through  the  tissues,  supplying  the 
confined  space  with  the  withdrawn  fluid  and  ap- 
plying alternate  pressures  and  vacuum  to  the 
space  until  the  tissues  of  the  body  have  become 
saturated  with  the  fluid. 


2.013,157 
ENGINE 
Lewis  P.  Kalb,  Detroit,  Mich.,  assignor  to  Con- 
tinental Motors  Corporation,  Detroit,  Mich.,  a 
corporation  of  Virginia 

Application  July   6,  1931.  Serial  No.   548.781 
14  Claims.     (CI.  123 — 52) 
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1.  In  an  internal  combustion  engine  having  a 
plurality  of  cylinders  and  a  fuel  mixture  forming 
device,  an  intake  manifold  structure  having  a 
primary  fuel  mixture  distributing  chamber,  a 
primary  fuel  mixture  conducting  portion  con- 
necting said  chamber  with  said  fuel  mixture 
forming  device,  a  runner  portion  communicating 
with  said  chamber,  manifold  branch  portions 
adapted  for  communication  with  said  runner 
portion  at  a  point  remote  from  the  primary  fuel 
mixture  distributing  chamber,  said  manifold 
structure  provided  with  a  fuel  mixture  deflecting 
wall  adjacent  the  junction  of  the  manifold  branch 
portions  and  the  runner  portion,  said  wall  posi- 
tioned at  an  oblique  angle  to  the  vertical  axial 
plane  of  the  runner  portion  to  favor  fuel  mixture 
flow  into  one  of  said  manifold  branch  portions 


more  than  the  other  as  determined  by  the  rela- 
tive resistance  to  the  fluid  flow  in  said  branch 
portions. 


2.013,158 
FERTILIZER  SPRE.\DER 

Franlc  La  Flamme.  East  Tawas,  Mich. 

Application  September  20,  1934,  Serial  No.  744,851 

1  Claim.     (CI.  221—119) 


A  fertilizer  spreader  of  the  class  described  com- 
prising a  container  provided  with  an  open- 
mouthed  cylindrical  portion  merging  into  a  de- 
pending inverted  frusto-conical  portion  open  at 
the  frustum,  a  plate  formed  with  a  central  open- 
ing in  alignment  with  the  open  frustum  bridging 
the  mouth  of  the  cylindrical  portion  and  formed 
with  depending  ears  on  the  ends  thereof,  an 
arcuate  handle  rising  above  the  plate  and  having 
the  ends  thereof  disposed  between  the  ears  and 
the  cylindrical  portion  of  the  container,  said  ears 
and  ends  of  the  handle  secured  to  the  upper  por- 
tion of  the  cylindrical  portion  by  common  fasten- 
ing means,  an  elongated  tubular  valve  co-exten- 
sive with  the  casing  and  projecting  through  and 
guided  by  the  opening  in  the  plate,  said  valve 
formed  with  an  inverted  frusto-conical  terminal, 
a  handle  on  the  free  upper  end  of  the  valve  dis- 
posed between  the  plate  and  the  arcuate  handle. 
a  coil  spring  embracing  a  portion  of  the  valve 
and  bearing  against  the  bottom  of  the  plate  at 
its  upper  end.  and  the  lower  end  of  the  spring 
bearing  against  a  projection  carried  by  the  valve 
whereby  the  Inverted  frusto-conical  terminal  is 
normally  seated  under  tension  in  the  lower  end  of 
the  frusto-conical  portion  for  controlling  the 
opening  therein. 


2,013.159 
PROCESS  OF  CHEMIC  ALLY  TRANSFORMING 
PHOTOGRAPHIC  IMAGES 
Friedrich  Lierg,  Dresden,  Germany 
No  Drawing.     Application  April   14.   1930.  Serial 
No.  444.359.     In  Germany  April  17,  1929 
2  Claims.      (Ci.  95—88) 
1.  Process  for  toning  silver  Images  consisting 
in  transforming  the  silver  into  silver  hallde,  and 
subjecting  the  transformed  image  to  a  bath  con- 
taining a  complex  forming  solvent  for  the  silver 
halide   of   the   group   of    thiosinamine.   thiourea, 
thiosem.icarbazide,  guanidine  and  containing  also 
a  reagent  which  immediately  forms  an  insoluble 
precipitate  with  the  silver  complex,   but  which 
does  not  react  with  the  silver  halide. 
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2.013.160 

COIN   CONTROLLED   APPARATUS 

Elmer  L.  Lipp.  Los  Angeles.  Calif.,   assignor,  by 

mesne    assignments,    to    Refining,   Inc.,   Reno, 

Nev.,  a  corporation  of  Nevada 

Application  December  15,  1931,  Serial  No.  581.086 

16  Claims.     (CI.  194 — 9) 


1.  A  time  switch  including  switch  contacts;  a 
coin  chute  adapted  to  receive  a  plurahty  of  coins 
and  having  a  lateral  passage;  means  for  retain- 
ing the  coins  in  said  chute ;  coin  controlled  means 
In  said  passage  for  operating  said  switch  con- 
tacts; a  dog  mounted  in  said  chute  at  the  en- 
trance of  said  passage  and  adapted  to  be  dis- 
placed, after  a  predetermined  number  of  coins 
are  deposited  in  said  chute,  to  deflect  a  succeeding 
coin  into  said  passage  into  engagement  with  said 
coin  controlled  means;  and  horometrical  means 
adapted  to  move  said  retaining  means  and  said 
coin  controlled  means  to  dump  said  coins  after  a 
predetermined  interval. 


2.013,161 
KNITTED  FABRIC 

Vincent  Lombard!,   Brooklyn,  N.  Y.,  assignor  to 
Lombard!    Knitting    Machine    Co.    Inc.,    New 
York,  N.  Y.,  a  corporation  of  New  York 
Application  May  15.  1931,  Serial  No.  537.605 
5  Claims.     (CI.  66—201) 


1.  A  knitted  fabric  comprising  a  plurality  of 
yarns  knitted  into  loops  in  a  plurality  of  rows 
and  wales,  said  fabric  comprising  a  yarn  which 
after  being  incorporated  in  a  certain  row  of  the 
fabric  for  a  plurality  of  wales  appears  in  the 
front  of  the  fabric  and  extends  in  a  substantially 
straight  path  across  the  front  of  a  plurality  of 
said  loops  after  which  said  one  yarn  is  incor- 
porated again  in  the  said  certain  row  of  the 
fabric  for  a  plurality  of  wales,  said  fabric  in 
the  region  surrounding  and  including  the  por- 
tion over  which  said  one  yarn  passes  in  its  sub- 
stantially straight  path  comprising  closely  knit- 
ted loops  which  are  substantially  uniformly  dis- 
tributed, said  one  yarn  in  its  said  straight  path 
normally  contacting  with  all  of  the  loop  portions 
over  which  said  one  yam  passes. 


2,013.162 
TELE\TSION 
Harold  J.  McCreary.   Chicago.  111.,   assignor,  by 
mesne     assignments,     to     Associated     Electric 
Laboratories,  Inc.,  Chicago,  111.,  a  corporation 
of  Delaware 

Application  April  10,  1924,  Serial  No.  705,413 
28  Claims.     (CI.  178 — 6) 


t^- 


5.  In  a  system  of  television,  means  for  pro- 
ducing an  image,  a  plurality  of  insulated  conduc- 
tors, each  having  one  end  lying  in  the  plane  of  said 
image,  a  circuit,  light  sensitive  material  for  con- 
necting the  said  ends  of  said  conductors  to  one 
terminal  of  said  circuit,  means  for  producing  a 
cathode  ray,  and  means  including  said  cathode 
ray  for  connecting  the  other  ends  of  said  con- 
ductors to  the  other  terminal  of  said  circuit  one  at 
a  time. 


2,013.163 
ENGINE 
Andre  J.  Meyer,  Detroit.  Mich.,  assignor  to  Con- 
tinental Motors  Corporation,  Detroit,  Mich.,  a 
corporation  of  Virginia 

Apphcation  March  3,  1932,  Serial  No.  596,414 
1  Claim.    (CI.  123—81) 


In  an  internal  combustion  engine  of  the  type 
having  a  plurality  of  cylinders  substantially 
aligned  longitudinally  of  the  engine,  sleeve  valve 
means  associated  with  said  cylinders,  means  in- 
cluding a  layshaft  having  crank  portions  and 
driven  from  the  engine  for  operating  said  sleeve 
valve  means  axially  of  said  cylinders  whereby  a 
rocking  couple  is  produced  in  the  engine  longi- 
tudinally thereof,  and  means  actuated  in  timed 
relation  with  said  layshaft  for  producing  an  op- 
posing rocking  couple  in  the  engine,  said  second 
means  including  a  balancing  shaft  having  coun- 
terweights and  rotated  in  the  opposite  direction 
from  said  layshaft,  said  layshaft  having  counter- 
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weights  of  relatively  larger  mass  than  the  coun- 
terweights carried  by  said  balancing  shaft  and 
having  a  slightly  different  phase  angle  to  coun- 
terbalance the  rotating  forces  produced  by  said 
counterweighted  balancing  shaft  and  the  unbal- 
anced rotating  forces  produced  by  the  layshaf: 
crank  portions. 


2.013.164 
ENGINE 
Andre  J.  Meyer.  Detroit.  Mich.,  assifrnor  to  Con- 
tinental Motors  Corporation,  Detroit,  Mich.,  a 
corporation  of  Viririnia 
Application  October  7,  1932.  Serial  No.  636,629 
10  Claims.     (CI.  123 — 75) 


1.  In  an  engine  of  the  sleeve  valve  type,  a  cyl- 
inder ported  for  intake  and  exhaust,  a  piston 
operable  therein,  and  sleeve  valve  means  for  con- 
trolling said  cylinder  ports,  said  cylinder  intake 
port  means  comprising  inner  and  outer  ports 
spaced  axially  of  the  cylinder,  said  outer  cylinder 
ports  being  relatively  less  in  area  than  said  inner 
cylinder  ports. 


2.013,165 
MEASURING  DE\^CE 

Franz  Meyer,  Jena,  Germany,  assigrnor  to  the  firm 

of  Carl  Zeiss,  Jena,  Germany 

Application  November  29,  1927,  Serial  No.  236.574 

In  Germany  December  3.  1926 

6  Claims.     (CL  33 — 76) 

c 


1.  In  a  device  for  measuring  the  Cartesian  co- 
ordinates of  points  of  a  plane  plate,  a  base  plate, 
a  measuring  mark  fixed  relatively  to  said  base 
plate,  a  carrying  frame  adapted  to  receive  said 
plane  plate,  means  connecting  said  frame  with 
the  base  plate  for  sliding  movement  thereover  so 
that  each  linear  element  of  the  plane  plate  moves 


parallel  to  itself,  two  carriages  disposed  on  the 
said  base  plate,  means  restricting  each  carriage  to 
straight-line  movement  parallel  to  said  plane 
plate,  the  two  lines  of  movement  being  parallel 
respectively  to  the  coordinate  axes,  an  indicating 
device  for  each  carriage,  each  device  comprising 
two  parts,  a  scale  and  a  cooperating  index,  one 
part  being  connected  to  move  with  its  carriage 
and  the  other  part  being  fixed  relatively  to  the 
base  plate,  those  parts  moving  with  the  carriages 
lying  in  a  common  plane  parallel  to  said  plane 
plate,  and  means  for  holding  said  carriages  In 
contact  with  said  frame. 


2.013.166 

CONTAINER  CLOSURE 

Auirust  Mitchell.  New  York.   N.  Y.,  assigrnor  to 

American  Tube  and  Cap  Corporation.  Jersey 

City,  N.  J.,  a  corporation  of  Delaware 

Application  Aagiist  4.  1933.  Serial  No.  683.567 

5  Claims.     (CI.  221—60) 


5.  In  a  closure  device  of  the  character  de- 
scribed, a  tubular  neck  having  at  its  upper  end  a 
cover  provided  with  an  outlet  opening,  a  cap 
having  a  discharge  opening  movable  lengthwise 
of  the  neck  and  adapted  to  seat  upon  the  cover 
and  close  the  opening  thereof,  the  lower  portion 
of  the  neck  being  of  reduced  diameter  to  provide 
an  outwardly  projecting  shoulder  thereabove, 
and  a  snap  member  fitting  about  the  neck  and 
held  by  said  shoulder  against  movement  length- 
wise thereof  toward  said  cover,  said  member 
connecting  the  cap  and  the  neck  and  acting  to 
move  the  cap  toward  and  away  from  the  cover 
by  a  snap  action,  when  the  cap  is  moved  beyond 
neutral  position,  the  lower  reduced  portion  of  the 
neck  being  adapted  for  insertion  into  a  corre- 
sponding tubular  element  of  a  container. 


2.013.167 

REFRIGERATING   SYSTEM 

William  V.  Musto.  North  Bergen.  N.  J. 

Application  January  26,  1934,  Serial  No.  708,365 

9  Claims.     (CI.  62 — 3) 


ffil 


1.  In  a  refrigerating  system,  an  expansion  coil. 
a  compressor,  a  casing  having  a  single  inlet  and 
an  outlet,  a  pipe  leading  from  .said  coil  to  said  in- 
let and  a  pipe  lead.ng  from  said  outlet  to  said 
compressor,  a  valve  movable  to  open  and  close 
said  inlet,  a  diaphragm  closing  said  casing  and 
engaging  said  valve,  a  bellows  member  exterior 
of  said  casing  and  having  one  end  engaging  said 
diaphragm,  and  a  pipe  leading  from  said  bellows 
member  to  said  casing  outlet. 
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2.013.168 

SHANK   STIFFENER  FOR  SHOES 

William  H.  Nickerson.  Newton.  Mass. 

Application  October  4.  1932.  Serial  No.  636,149 

2  Claims.     (CI.  36—76) 


1.  As  an  article  of  manufacture,  a  resilient  met- 
al shank  stiCfener  enveloped  by  a  film  adhering 
and  conforming  closely  to  Its  surfaces  without 
adding  materially  to  its  bulk,  said  film  being  com- 
posed of  an  air  drying  fluid  composition  solidified 
on  the  stiflener  and  adapted  to  have  a  non- 
squeaking  contact  with  shoe  parts  between  which 
the  stiffener  is  interposed,  and  comminuted  fric- 
tlonlng  material  composed  of  rigid  particles  Insol- 
uble in  said  composition  and  mixed  therewith, 
some  of  said  particles  being  exposed  on  the  sur- 
faces of  the  film,  and  increasing  the  effectiveness 
thereof. 

2.013.169 

SELECTING  SWITCH   FOR  USE  IN 

TELEPHONE   SYSTEMS 

WMIIiam  George  Patterson,  London,  and  Douglas 
Percy  Long.  Chislehurst.  England,  assignors  to 
Siemens  Brothers  &  Company  Limited.  London, 
England  ^„_  „„„ 

Application  October  15.  1932.  Serial  No.  637,888 
In  Great  Britain  October  20.  1931 
7  Claims.     (CL  179—18) 
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means  controlled  through  said  common  overflow 
terminals  for  giving  an  all  trunk  busy  indication 
distinctive  of  the  group  tested. 

BACKFILLER  MECH.^NISM 

Augustus  J.  Penote.  Shaker  Heights.  Ohio 

Application  December  10.  1932.  Serial  No.  646.631 

1  Claim.     tCl.  37—144 ) 


1.  In  an  automatic  telephone  system,  a  select- 
ing switch,  groups  of  trunk  lines  accessible 
thereto,  means  for  operating  said  switch  to  hunt 
for  an  idle  trunk  in  any  one  of  said  groups  in 
response  to  different  received  digits,  a  single 
overflow  position  having  overflow  terminals 
common  to  all  groups,  means  effective  when  all 
trunks  in  any  group  being  tested  are  busy  for 
stopping  the  switch  In  said  overflow  position,  and 


A  machine  of  the  class  described  comprising 
a   supporting   framework   supported   on   tractor 
members,  a  scraper  device  movable  laterally  to- 
ward and  away  from  said  framework  and  solely 
in  a  vertical  plane  normal  to  the  length  of  said 
machine,  a   common  source   of   power    on  said 
framework  for  driving  both  the  scraper  device 
and   the  tractor  members,  said  members  being 
driven  from  said  source  by  transmission  mech- 
anism including  a  tractor  drive  shaft  and  a  main 
power  shaft  in  parallelism,  a  drive  chain  con- 
necting said  shafts  together  by  a  sprocket  gear 
normally  idle  on  said   tractor  shaft,  a  reduced 
speed  shaft  connected  with  an  idle  gear  on  said 
tractor  drive  shaft  for  driving  the  latter  when 
said  sprocket  is  idle,  clutch  means  for  positively 
connecting  the  tractor  drive  shaft  with  either  idle 
gear  selectively,  a  reverse  mechanism  connected 
with  said  reduced  speed  shaft  for  driving    the 
latter  in   either   direction   selectively,   a   second 
chain  drive  connecting  said  reverse  mechanism 
with  sa  d  main  power  shaft,  windmg  mechanism 
for  actuating  said  scraper  device,  and  gear  trans- 
mission mechanism  independent  of  either  chain 
drive  for  driving  said  winding  mechanism  from 
said  power  source,  whereby  the  scraper  device 
may  be  operated  while  the  tractor  members  are 
driven  in  either  direction. 
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2,013.171 

MEASURED  SERVICE  TELEPHONE 

SYSTEM 

Edward   S.   Peterson,  Chicago,   111.,   assig:nor,   by 
mesne  assignments,  to  Associated  Electric  Lab- 
oratories,  Inc.,  Chicago,  111.,  a  corporation  of 
Delaware 
AppUcation  August  10.  1933.  Serial  No.  684,477 
18  Claims.     (CI.  179 — 8.5) 


vy»' 


1.  In  an  automatic  telephone  system,  a  party 
line,  meters  at  the  exchange,  one  for  each  sta- 
tion on  the  line,  means  at  the  exchange 
responsive  to  the  same  fixed  preliminary  digit 
dialled  at  any  calling  party  line  station  for  giv- 
ing the  party  line  access  to  automatic  switches 
for  completing  the  required  connection,  and 
means  at  the  exchange  variably  responsive  to 
said  digit  depending  on  the  station  calling  for 
selecting  the  meter  which  corresponds  to  the 
calling  station. 


2.013,172 
ELECTRIC  COFFEE  MAKER 

John  Petrone.  Chicago,  111. 
Application  .\ii?ust  23,  1934,  Serial  No.  741,077 
2  Claims.     (CL  219 — 43)     . 


1.  In  combination  with  a  clock,  a  switch  actu- 
ated thereby,  a  source  of  electrical  energy,  and 
a  coffee  maker  having  a  heating  element,  a  cir- 
cuit including  said  heating  element,  said  switch, 
and  said  source  of  energy,  an  alarm,  a  second 
circuit  to  said  alarm  including  said  switch,  and 
weight  actuated  means  for  closing  and  opening 
said  circuits,  said  means  comprising  a  platform  to 
receive  an  object,  a  vertically  moveable  pillar  and 
compressible  by  a  selected  weight  on  said  plat- 
form, a  second  spring  supporting  said  platform 
and  pillar  after  the  first  spring  is  compressed  ; 
and  compressible  by  a  greater  selected  weight 
on  said  platform,  a  contact  bar  on  said  pillar  and 
moving  therewith,  top  contacts  connected  to  said 
first  circuit  and  bridged  by  said  contact  bar  to 
close  said  first  circuit  when  said  platform  and 
pillar  are  depressed  by  said  first  selected  weight, 
and  bottom  contacts  connected  to  said  second 
circuit  and  bridged  by  said  contact  bar  to  close 
said  second  circuit  and  open  said  first  circuit 
when  said  platform  and  pillar  are  further  de- 
pressed by  said  greater  selected  weight,  the  plat- 


form and  pillar  when  unburdened  rising  to  lift 
said  contact  bar  above  both  top  and  bottom  con- 
tacts and  open  both  said  circuits. 

2.013.173 

SYSTEM  OF  RADIO  TELEPHONY  AND 

TELEGRAPHY 

Herbert  S.  Polin,  San  Francisco.  CaUf..  assignor, 
by   direct    and    mesne   assignments,    to   Inter- 
national Radiophone  Corporation.  Washington. 
D,  C,  a  corporation  of  Delaware 
Application  October  31.  1929.  Serial  No.  403,717 
18  Claims.     (CI.  250—9) 


16.  High  frequency  signaling  apparatus  com- 
prising in  combination,  a  regenerative  signal 
transmitting  device,  a  regenerative  signal  receiv- 
ing device,  and  means  so  coupling  said  devices 
that  each  regenerates  the  signal  of  the  other. 

2.013,174 
SAFETY  RAZOR 

Joseph  Rice,  Chicago.  111. 

Application  October  24.  1932,  Serial  No.  639.202 

2  Claims.     (CI.  30 — 96) 


2.  In  a  razor  the  combination  with  a  blade  of  a 
backing  member  and  a  guard  member  therefor, 
together  with  shims  of  yieldable  material 
clamped  between  the  members  and  the  blade  to 
even  out  the  clamping  tension  on  the  blade,  the 
material  of  said  shims  being  water  absorbent,  the 
side  edges  of  the  shims  terminating  short  of  the 
blade  edges  so  as  not  to  obstruct  the  cutting  by 
the  blade  edges,  the  shim  between  the  backing 
member  and  the  blade  being  completely  covered 
by  the  backing  member. 

2.013.17.5 
LINER  FOR  (  ONT AINERS 

Bernard  Rous,  Brooklyn.  N.  Y. 
Application  December  24.  1932.  Serial  No.  648,747 
1  Claim.  (CI.  229— 14) 
A  liner  for  a  container  comprising  a  body  por- 
tion of  corrugated  material,  a  pair  of  side  mem- 
ber*; Integral  with  and  in  hinged  connection  with 
said  body  portion,  an  end  member  extending  from 
each  end  of  said  body  portion  and  in  hinged  con- 
nection therewith,  the  side  edges  of  the  end  mem- 
bers at  right  angles  to  the  adjacent  ends  of  the 
side  members  to  form  a  symmetrical  figure,  a 
backing  of  thin  paper  secured  to  all  the  members, 
side  flaps  integral  with  said  backing  extending  be- 
yond said  side  members,  and  scalloped  ends  inte- 
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gral  with  said  side  flaps,  said  side  members  and 
end  members  adapted  to  be  positioned  at  right 
angles  to  said  body  portion  and  said  flaps  adapted 


to  be  folded  parallel  to  said  body  portion  and 
positioned  at  right  angles  thereto  by  grasping 
them  at  their  scalloped  ends. 

2.013.176 
DIAL  INDICATOR 

James  G.  Sisson,  Athol,  Mass.,  assignor  to  The 
L.  S.  Starrett  Company,  Athol,  Mass.,  a  corpo- 
ration of  Massachusetts 
Application  October  8,  1934,  Serial  No.  747,403 
3  Claims.     (CL  116—129) 


1.  In  a  dial  gage,  a  cylindrical  casing,  a  front 
plate  and  a  back  plate  in  the  ends  of  said  casing. 
a  bezel  rotatably  mounted  on  the  front  edge  of 
the  casing  cylinder  and  overlying  the  front  plate, 
said  bezel  having  an  internal  groove  adjacent 
the  casing  edge,  said  casing  and  front  plate 
having  a  transverse  interior  recess,  a  locking 
piece  guided  in  said  recess,  threaded  adjusting 
means  for  the  locking  piece  disposed  through  the 
casing  and  having  an  operating  portion  exter- 
nally thereof,  said  locking  piece  having  at  its 
end  a  clamping  foot  disposed  through  the  casing 
edge  and  having  its  end  within  the  bezel  groove 
for  radial  outward  contact  with  the  groove  bot- 
tom when  the  bezel  is  to  be  clamped  in  place. 

2.013.177 
CONTAINER  CLOSURE 

Charles  H.  Egan.  Belmont,  Mass.,  assignor  to 
Dewey  and  Almy  (  hemical  Company,  Cam- 
bridge. Mass..  a  corporation  of  Massachusetts 

Application  November  27.  1931.  Serial  No.  577,433 
7  Claims.     (CI.  220—81) 


/ 


distance  from  the  film  in  the  plane  which  is  usual- 
ly occupied  by  the  multi-color  filter  gas  discharg- 
ing lamps  assuming  on  electrical  excitation  the  re- 


i,  u  u 


1  A  container  for  substantially  dry  contents 
and  a  closure  therefor  provided  with  a  plastic 
sealing  composition  in  its  closure  joint,  said  com- 
position comprising  as  Its  components  a  sub- 
stantial proportion  of  rubber  and  a  sufficient  pro- 
portion of  asphalt  intermingled  therewith  to  cre- 
ate within  the  composition  In  Its  solldifled  form 
when  in  intimate  contact  with  the  container  parts 
an  adhesive  or  wetting  action  therewith. 

2,013,178 
PROJECTION   APPARATUS 
John  Eggert.  Iveipzig-Ciohlis,  and  Gerd  Heymer, 
Wolfen    Kreis    Bltterfeld,    Germany,    assignors 
to    I.    G.    Farbenindustrie    .Aktiengesellschaft, 
Frankfort-on-the-Main,  Germany 
Application  February  19.  1934,  Serial  No.  712,078 
In  Germany  February  22.  1933 
2  Claims.     (CL  88—16.4) 
1.  In  an  apparatus  for  projecting  lenticular 
film  in  combination,  a  lenticular  fllm,  and  at  a 


quired  colors  for  reproducing  the  original  on  said 
film  in  natural  colors  and  arranged  at  places  cor- 
responding with  the  optical  centers  of  the  filter 
strips  of  the  otherwise  used  multi-color  filter. 


2.013,179 
GRINDING  MILL 
Ernst  Gerasoh.   Magdeburg-Hopfengarten.   Ger- 
many,  assignor   to  Fried.   Krupp   Grusonwerk 
Aktiengesellschaft,    Magdeburg-Buckau,    Ger- 
many 
Application  February  23,  1933,  Serial  No.  658,158 
In  Germany  March  1,  1932 
3  Claims.     (CI.  83—9) 


no  ** 


1.  A  grinding  mill  comprising  a  rotary  drum, 
partition  walls  longitudinally  extending  there- 
through and  subdividing  the  drum  into  a  plu- 
rality of  grinding  chambers,  said  partition  walls 
being  plane  and  deviating  from  the  radial  di- 
rection, so  as  to  enclose  an  additional  chamber 
at  the  centre  of  the  drum,  and  means  coopera- 
tively associated  with  said  grinding  chambers  for 
feeding  thereinto  and  discharging  therefrom  the 
material  under  treatment,  said  feeding  means 
comprising  partition  walls,  provided  in  said  cen- 
tral chamber  and  subdividing  the  latter  into  a 
plurality  of  channels,  perforated  screens  pro- 
vided in  the  circumferential  walls  of  said  central 
chamber  for  communication  of  the  said  channels 
with  the  individual  grinding  chambers,  and 
gravltally  controlled  conveying  means  for  con- 
veying the  material  to  be  ground  through  said 
channels  and  screens  into  the  grinding  chambers. 


2.013.180 
PROCESS  OF  PREPARING  DIAZONIUM  COM- 
POUNDS FROM  4-AMlNODIARYLAMINES 
Wilhelm    Koch,    Offenbach-on-the-Main,    Ger- 
many, assignor  to  General  Aniline  Works.  Inc., 
New  York,  N.  Y..  a  corporation  of  Delaware 
No  Drawing.     Application  March  5,  1934.  Serial 
No.  714,205.    In  Germany  Marcfr-7,  1933 
1  Claim.     (CI.  260—69) 
The   process    which    comprises    diazotizing    a 
4-aminodlarylamine  in   a  reaction  medium  the 
pH-value  of  which  is  between  1  and  4. 
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2,013,181 
SULPHONIC   ACID   AND   CARBOXYUC   ACID 
DERIVATIVES    OF    l,l'-DIARYL-3,3  -ABYL- 
ENE-5,5'-BIS-PYRAZOLONES 
Herbert   Kracker  and   Richard   Schmid.   Frank- 
fort-on-the-Main.  Germany,  assignors  to  Gen- 
eral Aniline  Works,  Inc.,  New  York,  N.  Y.,  a 
corporation  of  Delaware 
No  Drawing.     Application  Marcli  9.   19.'>4.  Serial 
No    714,888.     In  Germany  March  11,  1933 
4  Claims.     (CI.  260 — 45 1 
1.  The    compounds   of    the   following    general 
formula: 

R  B 


K 

/    \ 
OC  N 


Hi 


N 

/    \ 
N  CO 


U» 


wherein  R  and  R'  stand  for  radicals  of  the  ben- 
zene, naphthalene  or  diphenyl  series  and  where- 
in the  radical  R  contains  at  least  one  substituent 
of  the  group  consisting  of  sulphonic  acid  and  car- 
boxylic  acid  groups,  representing  well  crystallized 
bodies,  easily  soluble  in  aqueous  alkalies,  capable 
of  combining  with  diazo  compounds. 


2.013.182 
ARYLAMINO-HYDROXYBENZENE  AND 
PROCESS  OF  PREPARING  IT 
Leopold  Laska,  Oskar  Haller,  and  Arthur  Wer> 
dermann,    Offenbach-on-the-Main.    Germany, 
assigrnors  to  General  Aniline  Works.  Inc.,  New 
York,  N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    Application  January  18,  1934.  Serial 
No.  707,220.    In  Germany  January  20,  1933 

8  Claims     (CI.  260 — 128 1 
6.  The  compound  of  the  formula; 

OH 

A 

NOi 

<^^    ^hnAAnh^^    y ' 

being  when  dry  a  red-brown  powder,  melting  at 
183'  C,  being  soluble  in  hot  dilute  caustic  soda 
solution. 


OtN 

\ 


2.013.183 
HAIR   CURLING   DE\^CE 

Erwin  F.  Lechler,  New  York.  N.  Y. 

Application  December  7,  1934.  Serial  No.  756,383 

8  Claims.     (CI.  132—33) 


•^^ 


12 


1.  A  device  for  curling  a  flat  lock  of  hair  into  a 
plurality  of  superposed  layers  comprising  a  cylin- 
drical member  having  an  outer  curling  surface 
slotted  longitudinally  throughout  the  length  of 
the  curling  surface,  clamping  means  within  the 
cylindrical  member  extending  the  length  of  the 


curling  surface  for  gripping  the  hair,  whereby 
a  flat  lock  of  hair,  of  a  width  equal  to  the  length 
of  the  curling  surface  may  have  the  ends  of  all  of 
the  hairs  distributed  throughout  the  length  of 
the  curling  surface  and  clamped  withm  said  slot, 
and  means  external  to  said  curling  member  for 
releasing  said  clamp  from  the  outside,  after  the 
lock  is  curled. 


2.013,184 
FLUID    STORAGE   AND    METERING    SYSTEM 
William  L.  Marden,  Jackson  Heights,  N.  Y.,  as- 
signor to  Neptune  Meter  Company.  New  York, 
N.  Y.,  a  corporation  of  New  Jersey 
Application  March  31,  1933,  Serial  No.  663.768 
3  Claims.     (CI.  137—78) 


1.  A  liquid  storage  and  metering  system  com- 
prising a  storage  receptacle,  a  supply  line  con- 
nected therewith,  a  discharge  line  connected 
therewith,  a  flow  creating  means  in  the  supply 
line,  an  air  release  device  In  the  supply  line,  a 
meter  in  the  discharge  line,  the  discharge  line 
being  formed  with  an  outlet  above  the  elevation 
of  the  meter,  and  the  air  release  device  being  at 
an  elevation  above  that  of  the  meter  whereby 
a  condition  of  hydraulic  equilibrium  will  be  es- 
tablished when  the  system  is  not  operating. 


2.013.185 
COATING  FOR  VESSELS 
Ross  C.  Powell,  Forest  Hills.  N.  Y.,  assignor  to 
The  Texas  Company.  New  York.  N.  Y..  a  cor- 
poration of  Delaware 

No  Drawing.    Application  June  24,  1932, 
Serial  No.  619.127 
2  Claims.   (CI.  91—70.1) 
1.  A  method  of  protecting  the  interior  surface 
of  an   oil  refining   vessel  from  corrosion  which 
comprises  heating  said  vessel  to  a  temperature  in 
the  neighborhood  of  from  1900  to  2300°  P.,  apply- 
ing a  chromium  lining  to  said  vessel  in  finely 
divided  form  while  said  vessel  is  at  said  elevated 
temperature  and  thereafter  applying  mechanical 
pressure  to  said  lining  to  form  a  dense,  compact 
coating  of  substantially  uniform  thickness. 


2.013.186 
HEAT    EXCHANGER 

Joseph  Price.   St.   George.   Staten   Island.  N.  Y.. 
assignor,  by  mesne  assigrnments.  to  The  Gris- 
com -Russell  Company,  a  corporation  of  Dela- 
ware 
Application  January  11.  1928.  Serial  No.  345,826 
11  Claims.     (CI.  257—245) 
1.  A    heat    exchanger    element    comprising    a 
single  unitary  piece  of  metal  having  four  parallel 
passages  for  the  flow  of  fluid  therethrough,  said 
passages  being  arranged  around  a  common  cen- 
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ter,   and   means   for  connecting  the  diagonally 
opposite  passages  with  each  other  whereby  each 


HifffvS*^ 


peUr  of  diagonally  disposed  passages  constitutes 
a  continuous  path  for  the  flow  of  one  fluid. 


2,013,187 
HEAT   EXCHANGER 
Joseph  Price,  Stapleton,  Staten  Island.  N.  Y.,  as- 
signor, by  mesne  assigrnments.  to  The  Griscom- 
Russell  Company,  a  corporation  of  Delaware 
Application  November  12.  1930.  Serial  No.  495,205 
19  Claims.     (CI.  257—242) 


%^ 


1.  A  heat  exchanger  element  comprising  at 
least  one  tube  for  carrying  a  comparatively  hot 
fluid,  at  least  one  tube  disposed  along  and  sub- 
stantially parallel  to  said  flrst  tube  for  carrying 
a  comparatively  cool  fluid,  a  plurality  of  close- 
ly spaced  separate  parallel  plates  of  heat  con- 
ductive material  extending  transversely  of  and 
surrounding  both  of  said  tubes  and  serving 
to  unite  said  tubes  and  to  transfer  heat  be- 
tween said  tubes,  means  for  supplying  a  fluid  to 
one  of  said  tubes  and  means  for  separately  sup- 
plying to  another  tube  a  fluid  having  an  initial 
temperature  different  from  the  initial  tempera- 
ture of  the  fluid  supplied  to  said  one  tube. 


2.013.188 
FLOAT  VALVE 

William  A.  Reinhardt,  Ashland,  Wis. 

Application  Julv  13.  1931.  Serial  No.  550,460 

4  Claims.     (CI.  137—104) 

1.  In  a  device  of  the  character  described  the 
combination  of  a  valve,  a  float  for  operating  the 
same,  a  resilient  flexible  connection  between  said 
float  and  valve  through  which  said  valve  is  actu- 
ated,   latch    mechanism    for    releasably   holding 


said  valve  against  final  closing,  and  means  re- 
sponsive to  the  flexing  of   said  connection  for 


releasing  said  mechanism  to  thereby  permit  said 
valve  to  close. 


2  013  189 
AUTOMATIC   CONTROLLER  FOR  INTERNAL 

COMBUSTION   ENGINE   STARTERS 

Gordon   B.   Sayre,   Syracuse,   N.  Y.,   assignor  to 

Remowen  Corporation,  a  corporation  of  New 

York 

AppUcation  February  17,  1932,  Serial  No.  593,521 

22  Claims.     (CI.  290 — 37) 


4.  The  combination  with  an  internal  combus- 
tion engine,  of  a  motor  vehicle  including  a  run- 
ning gear  and  a  movable  member  operable  at 
will  for  controlling  the  transmission  of  power, 
from  the  engine  to  the  running  gear  of  the  ve- 
hicle, of  a  starting  motor  for  cranking  said  en- 
gine, a  normally  broken  starting  motor  circuit, 
an  electro-magnetic  switch  for  closing  the  start- 
ing motor  circuit  and  including  a  coil,  a  nor- 
mally broken  energizing  circuit  for  said  coil  in- 
cluding primary  and  secondary  branch  circuits, 
means  controlled  by  said  movable  member  for 
closing  said  energizing  circuit,  means  actuated  in 
accordance  with  engine  conditions  for  making 
and  breaking  said  primary  circuit,  and  means 
actuated  in  accordance  with  the  current  flowing 
In  the  starting  motor  circuit  for  making  and 
breaking  said  secondary  circuit. 


2.013.190 

CORSET 

Charles  H.   Schopbach  and  William   G.  Weber, 

Aurora.  111.,  assignors  to  International  Corset 

Company.  Aurora,  111.,  a  corporation  of  Illinois 

Application  April  20,  1935,  Serial  No.  17,376 

6  Claims.  (CI.  2 — 37) 
1.  A  corset  having  a  body  of  substantially  non- 
stretchable  material,  hooks  and  eyes  on  the  free 
longitudinal  edges  of  the  front  and  side  sections 
of  the  body  for  detachably  connecting  said  edges 
together,  eyeleted  strips  connected  to  the  front 
section  of  the  body,  lacings  for  adjustably  con- 
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necting  the  strips  together  to  vary  the  width  of 
the  front  section,  a  transversely  elastic  front  por- 
tion stitched  along  one  longitudinal  margin  to  the 
corset  body  cooperating  fastening  means  of  the 
slide  fastener  type  on  the  opposite  edge  of  the 


elastic  front  portion  and  on  the  corset  body  for 
securing  the  portion  to  the  body  in  position  over- 
lying the  lacing  and  normally  holding  the  ad- 
justable underlying  front  section  of  the  body  con- 
tracted. 


2.013.191 

POWER    DRIVEN   CONTROL   FOR   BEAN 

CUTTERS 

Edmund  M.  Sciarini.  Modesto.  Calif. 

Application  October  1.  1934.  Serial  No.  746,296 

1  Claim.     (CI.  97—50) 


In  combination  with  a  tractor  having  a  power 
take-off  shaft,  and  means  to  selectively  control 
the  driving  of  said  shaft;  an  implement,  means 
mounting  the  implement  on  the  tractor  for  ver- 
tical adjustment,  hand  means  to  thus  adjust  the 
implement  and  including  a  rotatable  shait  ex- 
tending in  a  plane  at  right  angles  to  the  take- 
off shaft,  a  bevel  gear  fixed  on  said  take-off  shaft, 
another  bevel  gear  meshing  with  said  first  named 
gear  and  disposed  with  its  axis  parallel  to  the 
rotatable  shaft,  and  drive  means  connecting  said 
rotatable  shaft  and  said  other  bevel  gear. 


2,013,192 
JOINT  FITTING  FOR  SIN  UMBRELLA  POLES 

Thomas  Sidney  Smith,  Walsall.  Eng:land 
Application  October  5.  1933.  Serial  No.  692.231 
In  Great  Britain  November  23.  1932 
1  Claim.     (CI.  287—981 
In  a  joint  fitting  for  sun  umbrella  poles  and  the 
like,  the  combination  with  a  pair  of  hollow  plugs 
having  terminal  faces  contacting  with  each  other 
and  being  inclined  at  less  than  45'  to  the  axis  of 
the    plugs,    a    pivotal    connection    between    said 
plugs  one  of  said  plugs  having  a  peripheral  flange 
of  greater  diameter  than  the  plug,  a  sleeve  em- 
bracing the  last  mentioned  plug  and  having  one 
end    thereof    in    engagement    with    said    flange, 
means  rigidly  interconnecting  said  sleeve  with  Its 
embraced  plug,  a  second  sleeve  slidable  over  the 


second  plug  and  the  edges  of  said  terminal  faces 
and  into  contact  with  said  flange,  and  means  as- 
sociated with  the  movable  sleeve  and  its  plug  to 
retain  the  sleeve  in  lowered  position  and  embrace 


and  hold  said  plugs  alined,  said  movable  sleeve 
being  capable  of  being  raised  to  permit  the  said 
plugs  to  be  turned  on  their  pivotal  connection  to 
inclined  position. 


2,013,193 
COMPOSITE  PIPE  CONSTRl  CTION 

Jacob  A.  Stadtfeld,  San  Francisco.  Calif.,  assif^nor 
to  Williams-Wallace  Company,  a  corporation  of 
California 

Application  November  3.  1934.  Serial  No.  751,331 
3  Claims.     (CL  137—75) 


1.  A  composite  pipe  construction  comprising  an 
outer  tube,  one  or  more  layers  of  insulating  ma- 
terial located  around  the  Inside  surface  of  the 
said  tube,  and  an  inner  tube  slidably  located  in- 
side the  insulating  material. 


2,013.194 
METHOD     OF     PRODUCING     PAINTED     DE- 
SIGNS. CHARACTERS.  LETTERS.  AND  THE 
LIKE 

Albert  E.  Vaughn,  Los  Angeles,  Calif.,  assignor  to 
R.  N.  Nason  &  Co..  San  Francisco,  Calif.,  % 
corporation  of  California 

Application  November  14.  1934,  Serial  No.  752.923 
2  Claims.    (CL  41—29) 

,^ ^ 


f..--X:,^. 


fvr:>.  .-T-,  K'-m 


1.  A  method  of  producing  letters,  characters 
and  designs  in  quick  drying  lacquers,  enamels, 
paints,  and  like  materials  which  consists  In  cover- 
ing the  surface  with  a  ground  coat  of  a  given 
color  and  letting  said  coat  dry,  arranging  one  or 
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more  pre -cut  masks  on  a  surface  and  applying 
an  adhesive  to  portions  of  said  masks,  covering 
said  masks  with  a  transfer  sheet  and  pressing 
the  sheet  against  the  mask  to  cause  adherence 
between  the  masks  and  the  transfer  sheet,  re- 
versing the  transfer  sheet  to  expose  the  masks 
and  to  permit  application  of  a  coat  of  adhesive 
to  the  transfer  sheet  and  the  masks  adhering 
thereto,  pressing  the  transfer  sheet  and  the  masks 
carried  thereby  against  the  surface  to  which  the 
ground  coat  has  been  applied  to  cause  the  trans- 
fer sheet  and  the  masks  to  adhere  to  the  surface 
of  the  ground  coat,  immediately  removing  the 
transfer  sheet  so  as  to  leave  the  masks  adhering 
to  the  surface  of  the  ground  coat,  applying  a  sec- 
ond coat  of  another  color  to  said  ground  surface 
and  the  masks  covering  portions  of  said  ground 
surface  and  letting  said  second  coat  dry,  and  then 
removing  the  masks. 


2.013,195 

EXP.\NSION  JOINT  STRUCTURE 

Howard  E.  Ward,  Kansas  City,  Mo. 

Application  April  18,  1935,  Serial  No.  16.997 

6  Claims.     (CI.  14—16) 


1.  An  expansion  joint  structure  comprising  a 
pair  of  spaced  bearing  sills;  a  plurality  of  diag- 
onally arranged  spaced  tread  links  spanning  the 
space  between  and  carried  by  the  bearing  bars; 
and  means  for  interconnecting  the  links  and  sills 
comprising  transverse  pins  passing  through  the 
same,  and  resilient  means  bearing  against  the 
respective  pins  to  permit  their  longitudinal 
movement. 

«,013.196 

POLISHING  MACHINE 

Leroy  Elmer  Woolens.  Decatur.  111.,  assignor  to 

General   Spring  Bumper  Corporation,  Detroit, 

Mich.,  a  corporation  of  Michigan 

Application  May  20,  1931.  Serial  No.  538,776 

11  Claims.     (CI.  51—33) 


1.  Polishing  apparatus  comprising  a  movable 
carrier  for  a  bumper  bar  arranged  transversely 
to  the  direction  of  movement  of  the  carrier,  a 
series  of  polishing  wheels  located  on  opposite 
sides  of  said  carrier  and  arranged  in  pairs  en- 
gageable  simultaneously  with  opposite  end  por- 
tions of  the  bar,  means  for  rotating  the  wheels, 
means  movably  supporting  the  wheels,  whereby, 
as  said  carrier  progresses,  the  bar  will  force  said 
wheels  to  move  toward  the  outermost  portions  of 
the  bar.  and  means  yieldably  resisting  such 
movement  of  the  wheels. 


2,013.197 

POWDER  BOX 

Walter  Zipper.  Vienna.  Austria 

Application  December  13,  1933.  Serial  No.  702.249 

In  Austria  August  21,  1933 

6  Claims.     iCl.  132—83) 


1.  A  receptacle  having  an  opening,  two  mem- 
bers for  closing  the  opening,  a  tube  on  one  mem- 
ber for  holding  an  article,  means  on  the  member 
carrying  the  tube  for  engaging  or  releasing  the 
other  member,  and  means  controlled  by  the  first 
named  means  for  causing  the  article  to  move  in 
the  tube. 

2.013,198 
GUM  INHIBITOR 

Arthur  L.  Blount.   Palos  Verdes   Estates.   Calif., 
assignor  to  Union  Oil  Company  of  California, 
Los  Angeles.  Calif.,  a  corporation  of  California 
No  Drawing.    Application  August  21,  1933, 
Serial  No.  686.071 
24  Claims.     (CI.  44— 9 > 
1.  In  a  process  for  preventing  gum  formation 
in    hydrocarbon-containing    motor    fuels    which 
normally  develop  gum  during  the  usual  condi- 
tions of  storage  the  step  of  adding  thereto  or- 
ganic oxides  of  the  type  R-M=0,  wherein  R 
is  an  aryl  or  alkoxy-substituted  aryl  group  and 
M  represents  a  metal  of  the  class  consisting  of 
arsenic  and  antimony  having  a  valency  of  less 
than  five,  said  oxides  being  adapted  to  prevent 
the  formation  of  the  aforesaid  gums. 

7.  In  a  process  for  preventing  gum  formation 
in  hydrocarbon-containing  motor  fuels  which 
normally  develop  gum  during  the  usual  condi- 
tions of  storage  the  step  of  adding  thereto  be- 
tween 0.1%  and  0.001%  of  organic  oxides  of  the 
type  R-M=0  wherein  R  is  an  aryl  or  alkoxy 
substituted  aryl  group  and  M  represents  a  metal 
of  the  class  consisting  of  arsenic  and  antimony 
having  a  valency  of  less  than  five. 

8.  In  a  process  for  inhibiting  gum  formation  in 
hydrocarbon-containing  motor  fuels  which  nor- 
mally develop  gum  during  the  usual  conditions  of 
storage,  the  step  of  adding  thereto  between  0.1% 
and  0.001 7r  of  paraethoxyphenylarsine  oxide. 

9.  In  a  process  for  inhibiting  gum  formation 
in  hydrocarbon-containing  motor  fuels  which 
normally  develop  gum  during  the  usual  conditions 
of  storage,  the  step  of  adding  thereto  between 
0.1%  and  0.001%  of  2.4  dimethylphenylarsine 
oxide. 

2.013.199 
MERCHANDISE  CONTAINER 
Charles  W.  Boston.  Kenmore.  N.  Y. 
Application  August  5,  1933.  Serial  No.  683,793 
2  Claims.     (CI.  217—64) 
1.  In  a  merchandise  container  for  presenting 
successive  merchandise  layers  in  the  top  por- 
tion of  the  container,  a  movable  bottom  for  the 
container,   upright   walls   surrounding   the   bot- 
tom, a  plurality  of  supporting  devices  composed 
of  strip  material  mounted  in  the  container,  one 
end  of  the  strip  material  of  each  device  having 
portions  for  bending  in  opposite  directions   at 
right  angles  to  the  body  of  the  strip  to  form 
flanges,  one  of  the  flanges  being  in  the  form  of  a 
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tongue  struck  out  Intermediately  from  the  body 
of  the  strip  and  secured  to  one  of  the  lower  wall 
portions  of  the  container,  the  other  flange  serv- 
ing as  a  support  for  the  bottom,  the  body  por- 
tion of  each  device  having  tongue  portions  struck 
out  therefrom  into  the  path  of  movement  of  the 


edges  of  the  bottom  in  Its  movement  from  the 
bottom  of  the  container  toward  the  top  of  the 
latter,  whereby  the  bottom  is  adapted  to  snap 
over  the  tongue  portions  and  be  supported  at 
various  elevations  between  the  bottom  and  top  of 
the  container. 


2.013.200 

AUTOMATIC  WINDOW  WIPER 

GeofKe  M.  Conway,  Kansas  City,  Mo. 

Application  December  9.  1930.  Serial  No.  501.150 

3  Claims.     (CL  15—255) 


1.  A  wiper  device  of  the  class  described  com- 
prising a  motor  driven  oscillatory  member,  an 
arm  attached  to  said  member,  a  wiper  element 
carried  by  tlie  arm,  and  manually  operated  means 
for  adjusting  the  arm  vertically,  motor  driven 
means  for  rocking  the  arm  about  its  longitudinal 
axis  at  each  end  of  the  oscillatory  movement  of 
the  member,  when  the  arm  has  been  adjusted 
vertically  to  a  position  in  the  same  plane  with 
said  motor  driven  means,  and  the  wiping  ele- 
ment including  a  distributing  strip  which  Is 
moved  into  engagement  with  the  member  to  be 
wiped  by  the  rocking  movement  of  the  arm 
whereby  a  liquid  placed  on  said  member  to  be 
wiped  will  be  distributed  on  said  member  to  be 
wiped  by  said  strip. 


2,013,201 
COMBINED  REPRODUCING  AND 
RECORDING  DEVICE 
Roy   DaUy.   Racine,   Wis.,   assignor   to    Webster 
Electric  Company,  Racine,  Wis.,  a  corporation 
of  Wisconsin 
Original  appUcation  October  29.  1931,  Serial  No. 
571,727,  now  Patent  No.   1.902.950,  March  28, 
1933.     Divided  and  this  application  March  6, 
1933,  Serial  No.  659.644 

4  Claims.    (O.  179—100.41) 
1.  A  combined  reproducing  and  recording  de- 
vice, comprising  a  permanent  magnet,  a  stylus 
and  ah  armature  movably  supported  with  re- 


spect to  said  magnet,  a  low  Impedance  coil  adapt- 
ed to  be  utilized  for  recording,  and  a  high  im- 


pedance coil  adapted  to  be  utilized   for  repro- 
duction. 

2,013,202 
MEANS  FOR  THE  PRODUCTION  OF  TOBACCO 

ARTICLES 
Glenn  Davidson,  Portsmouth.  Va. 
Original  application  December  5,  1932.  Serial  No. 
645.709.     Divided  and  this  application  March 
19,  1934,  Serial  No.  716.307 

20  Claims.     (CI.  131—43) 


1.  In  a  continuous  rod-type  cigarette  machine, 
means  for  providing  spaced  sections  of  tobacco 
filler,  each  section  having  cleanly  cut  transverse 
ends,  and  means  for  interposing  mouthpiece 
plugs  between  such  sections. 


2,013.203 
PROCESS  OF  MANUFACTURING 
MERCAPTANS 
WiUiam  N.  Davis  and  Melrin  M.  Holm,  Berkeley, 
Calif.,  assignors  to  Standard  Oil  Company  of 
California,  San  Francisco,  Calif.,  a  corporation 
of  Delaware 

No  Drawing.  AppUcation  April  11.  1932, 
Serial  No.  604.540 
2  Claims.  (CI.  260 — 156) 
1.  In  a  process  of  producing  mercaptans  from 
petroleum  hydrocarbons,  the  steps  of  contacting 
vapors  of  hydrocarbons  containing  mercaptans 
with  a  sodium  plumbite  solution  to  form  lead 
mercaptldes,  separating  the  hydrocarbon  vapors 
from  the  plumbite  solution  and  mercaptldes  con- 
tained therein,  then  hydrolyzing  the  lead  mer- 
captldes with  steam  to  convert  the  mercaptldes 
into  mercaptans,  vaporizing  the  mercaptans.  sep- 
arately condensing  said  mercaptans,  and  recir- 
culating the  residual  plumbite  solution  Into  con- 
tact with  further  quantities  of  hydrocarbon  va- 
pors in  cyclic  operation  of  the  process. 


2.013.204 

ADJUSTABLE  CLEANER  STAND 

James  K.  Delano.  New  York.  N.  Y. 

AppUcation  November  19,  1934.  Serial  No.  753,624 

2  Claims.     (CI.  184—1.5) 


1.  In  a  combined  support  and  Injection  device 
for  crankcase  cleaners,  the  combination  with  the 
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drain  opening  in  the  crank-case  and  the  Injection 
device  including  a  nozzle,  of  means  for  adjusting 
the  width  of  said  support,  means  for  adjusting 
the  injection  device  upon  the  support  both  in  a 
perpendicular  and  lateral  manner,  means  for 
varying  the  angle  between  the  nozzle  and  ihe 
injection  device,  and  self-adjusting  means  for 
effecting  a  tight  joint  between  said  nozzle  and 
said  drain  opening. 


2.013.205 

ELECTRIC  COOKING  DEVICE 

Harry  B.   Falk,  Peoria,  lU.,   assiifnor  to  Le  Roy 

Cullom  Smallenberger.  Peoria,  III. 

Application  January  18.  1933.  Serial  No.  652,305 

2  Claims.     (CI.  219—19) 


1.  A  heating  device  having  in  combination  dual 
conductors  spaced  apart  in  approximately  par- 
allel relation,  supporting  means  therefor,  means 
for  supporting  an  article  upon  said  conductors 
in  electrical  contact  therewith,  comprising  dual 
separate  detached  metallic  members  adapted  to 
be  inserted  in  the  article  to  form  trunnion-like 
app>endages  thereupon,  the  latter  adapted  to  be 
placed  upon  said  parallel  conductors  to  suspend 
the  article  between  them  whereby  said  metallic 
members  provide  mechanical  support  for  the 
article  together  with  means  for  conducting  cur- 
rent from  said  conductors  through  the  article. 


2,013,206 
CLASP  FOR  HAIR  WAVERS 

Philip  L.  Haims.  Cleveland.  Ohio 

Application  February  12.  1934.  Serial  No.  710,813 

3  Claims.     (CI.  132—33) 


^^^m: 


1.  A  hair  waver  comprising  an  elongated  elas- 
tic plate  slitted  lengthwise  to  form  a  pair  of  fin- 
gers in  a  recess  in  the  body  of  the  plate,  said 
fingers  extending  along  beside  each  other  in 
said  recess  and  capable  of  being  sprung  out  of 
said  recess  and  apart  to  receive  hair  therebe- 
tween and  then  sprung  into  the  recess  to  grip  hair 
against  the  outer  edges  of  the  fingers  and  the 
edge  of  the  recess. 


2.013.207 
SASH  CONSTRUCTION 
WiUiam   S.   Hamm  and  Harry  D.   Sevison.  Elk- 
hart, Ind..  assignors  to  The  Adlake  Company, 
Chicagfo,  III.,  a  corporation  of  Illinois 
AppUcation  November  15.  1933.  Serial  No.  698.032 
2  Claims.     (CI.  189—76) 
1.  In  sash  construction,  two  hollow  thin-walled 
sheet  metal  rail  members  arranged  in  right  an- 
gular abutment  with  each  other  at  one  of  the 
lower   corners   of    the   sash,   an    L-shaped   filler 
block  positioned  within  the  ends  of  the  rail  mem- 
bers at  the  corner,  an  L-shaped  strap  positioned 
against  the  outer  edges  of  the  rail  members  at 
458  O  G.— 7 


the  corner,  and  fastening  means  for  the  block 
and  strap  extending  through  both  the  block  and 
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the  strap  and  the  interposed  portions  of  the  rail 
members. 


2,013,208 

ELECTRIC  CLOCK 

Laurens   Hammond,   Evanston,   lU..   assignor  to 

The  Hammond  Clock  Company.  Chicago,  lU.,  a 

corporation  of  Delaware 

AppUcation  September  12,  1931,  Serial  No.  562,460 

17  Claims.     (CI.  58—55) 


j»t; 


17.  As  an  article  of  manufacture,  a  combined 
frame  plate  and  casing  cover  for  electric  clocks 
formed  of  molded  non -magnetic  material  having 
sockets  and  apertures  formed  in  one  side  thereof 
to  serve  as  bearings  for  shafts  of  the  clock  gear 
train. 


2,013,209 

TOOL  FOR  REMOVING  JAR  CAPS 

Frederick  M.  Hargreaves.  St.  Louis,  Mo. 

AppUcation  July  2,   1934,  Serial  No.  733,397 

1  Claim.     (CL  81—3.1) 


A  cap  remover  comprising  a  handle  having  a 
jaw  at  one  end.  a  lug  projecting  laterally  from 
said  jaw,  a  cable  secured  to  said  lug,  said  jaw 
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having  a  suitable  socket  for  receiving  the  free 
end  of  the  cable,  and  a  lever  pivotalJy  connected 
to  the  handle  near  the  jaw.  said  lever  being  pro- 
vided with  a  suitable  recessed  portion  for  receiv- 
ing said  cable,  and  arranged  to  be  moved  into 
nesting  relation  with  the  handle  to  effectively 
grip  the  cable  between  the  lever  and  the  handle. 


2.013.210 

WORK  HOLDER  FOR  PRESSING  MACHINES 

Fred  A.  Heidenf elder.  Chicairo.  111.,  assirnor  to 

The  American  Laandry  Machinery  Company, 

Cincinnati,  Ohio,  a  corporation  of  Ohio 

ApplicaUon  July  12.  1930.  Serial  No.  467,491 

9  Claims.     (CI.  68 — 9) 


6.  A  pressing  machine  Including  in  combina- 
tion elongated  upper  and  lower  pressing  elements 
having  relative  movement  one  toward  and  from 
the  other;  a  work  grip  cooperating  with  the  low- 
er pressing  element:  means  supporting  the  work 
grip  for  movement  toward  and  away  from  one 
end  of  the  lower  pressing  element,  in  the  direc- 
tion of  the  length  of  the  lower  pressing  element, 
into  and  out  of  position  over  the  margin  of  the 
pressing  face  of  said  element,  and  a  power  means 
fcr  moving  the  work  grip  into  such  position,  and 
for  moving  said  work  grip  rectilinearly  toward 
said  lower  pressing  element;  and  for  moving  the 
work  grip  in  a  reverse  manner  out  of  operative 
position. 


2.013.211 
PROCESS    FOR   THE    PRODUCTION    OF   EX- 
TENSIBLE ELECTRIC  CONDUCTORS 
Karl  Herkenberr,  Oberbarmen-Heckinchaosen, 

Germany 

Application  October  9.  1933.  Serial  No.  692.894 

In  Great  Britain  October  8.  1932 

3  Claims.     (CI.  96 — 3) 

(Granted  ander  the  provisions  of  sec.  14.  act  of 

March  2,  1927;  357  O.  G.  5) 


3.  The  herein  described  process  of  making  an 
extensible  electric  conductor,  including  the  steps 
of  longitudinally  stretching  an  elsistic  core  mem- 
ber of  insulating  material  and  while  stretching 
the  same  winding  therearound  a  plurality  of  flex- 
ible conductor  elements  and  braiding  around  the 
conductive  covering  thus  formed  on  said  Insulat- 
ing core  a  flexible  Insulating  cover,  each  con- 
ductor element  consisting  of  a  thin  metallic  band 
helically  wound  around  a  core  composed  of  in- 
sulating threads. 


2.013  212 
ORIFICE  FITTING 
Aladar  Hollander.  Berkeley,  and  Herbert  E.  Gran 
and  Chester  A.  Lnndeen,  Los  Angeles.  Calif., 
assifnors  to  Byron  Jackson  Co.,  Los  Ani^eies, 
Calif.,  a  corporation  of  Delaware 
Application  May  31.  1932.  Serial  No.  614,436 
11  Claims.     (CL  137— 75) 


f^k:^^=:^ 


1.  In  an  orifice  plate  fitting,  a  body  member 
having  a  fiuld  passageway  extending  longitudi- 
nally therethrough,  a  plate  chamber  in  said  body 
extending  in  a  plane  transverse  to  the  axis  of 
said  passageway  and  to  one  side  of  said  passage- 
way, a  slot  in  said  body  member  communicating 
between  said  passageway  and  said  chamber,  a 
pair  of  plates  receivable  in  said  chamber,  and 
independent  means  for  each  of  said  plates  for 
mounting  the  associated  plate  In  said  chamber 
and  for  slidably  moving  the  associated  plate 
through  said  slot  between  a  position  in  said  pas- 
sageway and  a  position  in  said  chamber. 


2.013.213 
ART  OF  LAMINATING  GLASS 

Anrust  W.  Homiif.  Chicajfo.  111. 

No  Drawini:.     Application  September  26,  1930. 

Serial  No.  484.715 

7  Claims.    (CI.  49— 81) 

1.  A  process  of  producing  laminated  glass,  com- 
prising the  application,  preliminary  to  the  use 
of  pressure  and  heat,  of  amylene  dichlorlde  to  a 
celluloid  sheet  to  be  used  in  lamination. 

4.  A  process  of  producing  laminated  glass,  com- 
prising the  step  of  placing  of  the  materials  to  be 
laminated  between  wet  sheets,  at  least  one  of 
said  sheets  being  soaked  with  oil,  preliminary  to 
the  application  of  pressure  and  heat. 


»  2.013.214 

METHOD  FOR  REPAIRING  EXISTING  WOOD 

PILING 

John  Knox  Kershaw.  Birmingham,  Ala. 

AppUcation  April  20.  1934.  Serial  No.  721,474 

4  Claims.  (CI.  61—53) 
1.  The  herein  described  method  for  the  repair 
of  wood  piling,  which  comprises  cutting  away  the 
intermediate  defective  portion  of  the  pile  between 
the  mud  line  and  solid  wood  above  the  mean  high 
water  level.  Interposing  a  concrete  pile  section 
to  replace  the  cut  away  wood  pile  section,  provid- 
ing a  base  extension  on  the  concrete  section 
shaped  to  telescope  over  the  upper  end  of  the 
lower  wood  pile  section  left  in  place  and  lowering 
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the  concrete  section  into  position  onto  the  lower 
wood  pile  section,  and  connecting  the  upper  end  of 


the  concrete  section  to  the  upper  portion  of  the 
wood  pile. 

2,013.215 
MATERIAL  TRANSFER  APPARATUS 
Earl  W.  Lanrenberc.  Peoria,  111.,  assignor  to  Key- 
stone   Steel   &   Wire  Company,   Peoria.  111.,  a 
corporation  of  Illinois 
AppUcaUon  January  5,  1934.  Serial  No.  705,334 
11  Claims.     (O.  198—141) 


1.  In  a  material  transfer  apparatus,  the  com- 
bination with  a  supporting  frame,  of  an  elevator 
including  chains  and  cups,  and  means  for  so  di- 
recting the  travel  of  the  chains  and  cups  that  at 
the  place  of  discharge  the  cups  are  moved  in  an 
arcuate  path  with  the  pouring  lips  of  the  cups 
at  substantially  the  axis  of  the  arcuate  path 
throughout  the  dumping  operation,  whereby  to 
insure  an  easy  regular  flow  of  the  material  from 
the  cups. 

2.013.216 
GLASS  HOLDING  AND  BREAKING  DEVICE 

Charles  M.  McCarthy.  Minneapolis,  Minn. 
AppUcation  October  6.  1933.  Serial  No.  692.455 
7  Claims.  (CI.  49— 48) 
1.  A  device  for  holding  a  sheet  of  glass  to  be 
cut  with  a  hand  cutter  having  in  combination, 
a  member  having  a  surface  arranged  to  be  en- 
gaged by  a  straight  edge  of  said  sheet,  said  mem- 
ber also  having  a  flat  surface  engaged  by  the  flat 
surface  of  said  sheet,  a  second  member  extend- 
ing at  right  angles  to  said  member  having  a  sur- 
face in  the  same  plane  as  said  second  mentioned 
surface,  a  member  extending  longitudinally  of 
said  second  member  and  surface  and  pivotally 
mounted  to  swing  toward  the  same  and  said  sheet 
and  having  a  surface  extending  therealong  and 
adapted  to  engage  said  sheet  to  press  It  against 


said  last  mentioned  surface,  resilient  means  urg- 
ing said  last  mentioned  member  to  said  position, 
said  last  mentioned  member  having   a  straight 


U±. 
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edge  extending  longitudinally  of  and  adjacent  said 
last  mentioned  surface  against  which  a  cutter 
may  be  held  and  guided  to  cut  said  sheet. 


2.013.217 

METHOD  AND  MEANS  FOR  COtTLING 

ELECTRIC  CONDL^TS 

Harvey  M.  Olmstead,  Denver,  Colo. 

Application  June  21,  1934.  Serial  No.  731,589 

3  Claims.     (CI.  285—193) 


1.  Means  for  connecting  metallic  electric  con- 
duit comprising:  a  cylindrical  sleeve  for  receiving 
extremities  of  said  conduit;  indentions  formed 
midway  of  said  sleeve  to  limit  the  amount  of 
Insertion  of  said  conduit;  fangs  formed  from  the 
metal  of  said  sleeve  on  the  inner  surface  thereof 
.so  as  to  bite  into  the  metal  of  said  conduit,  said 
fangs  consisting  of  relatively  sharp,  metallic 
points  cut  and  turned  from  the  metal  of  said 
sleeve  and  inclined  inwardly  from  the  extremi- 
ties thereof. 


2,013.218 
SIDING  FOR  BUILDINGS 

Joseph  O'Neil,  East  St.  Louis.  HI. 

AppUcation  January  20,  1933,  Serial  No.  652,631 

6  Claims.     (CI.  20—5) 


5.  In  a  building  structure,  a  side  board  having 
a  deep  narrow  slot  therein  along  one  edge  there- 
of adapted  to  receive  a  weather  facing  which  ex- 
tends along  the  board. 
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2.013.219 

ACID  GUARD 

Hans  R.  Peterson,  St.  Paal.  Minn. 

AppUcation  April  7,  1928.  Serial  No.  268.332 

Renewed  April  23.  1934 

3  Claims.     (CI.  173—259) 

it 


1.  The  combination,  a  storage  battery,  a  sealed 
surface  thereon,  a  filler  plug  thereupon,  a  ter- 
minal post  adjacent  said  filler  plug,  a  guard  plate 
on  said  post,  parallel  with  the  sealed  surface  of 
the  battery  and  spaced  therefrom,  a  series  of  an- 
nular flanges  about  said  post  extending  down- 
wardly from  said  guard  plate  into  close  proxim- 
ity with  but  spaced  from  the  battery  sealed  sur- 
fEUje,  an  upwardly  extending  flange  about  said 
post  cm  said  guard  plate,  an  upstanding  splash 
guard  on  said  guard  plate  on  the  portion  thereof 
next  adjacent  the  filler  plug,  and  open  sides  on 
said  guard  plate  to  provide  free  access  to  the 
terminal  adapted  to  be  positioned  on  said  post. 


2.013.220 
SHEET  SORTING  MEANS 

Arthur  Rosenthal.  Grand  Rapids.  Mich.,  assisrnor 
to  The  Rose  Patch  &  Label  Company.  Grand 
Rapids,  Mich. 

AppUcation  Febmary  10.  1934.  SeHal  No.  710.600 
6  Claims.     (CI.  271—64) 


1.  Sheet  sorting  means  for  use  in  conjunction 
with  printing  presses  that  print  opposed  or  dif- 
ferent sheets  and  deliver  them  singly,  unsorted 
and  in  a  definite  order,  comprising  a  driven  shaft 
located  at  the  point  of  delivery  of  said  sheets 
from  the  press,  a  frame  loosely  pivoted  on  said 
shaft  and  having  at  its  free  end  a  shaft  parallel 
to  said  driven  shaft,  a  plurality  of  pulleys  on  each 
shaft  and  a  plurality  of  belts  connecting  the 
pulleys  of  said  shafts  in  pairs  to  form  a  con- 
tinuous belt  conveyor,  means  for  driving  said 
driven  shaft  from  the  press,  means  for  causing 
up  and  down  reciprocation  of  the  free  end  of  said 
frame  timed  to  reciprocate  once  for  each  pair  of 
sheets  delivered  from  the  press  comprising  a 
grooved  cylinder  cam.  means  for  driving  said 
cam  from  the  printing  press,  a  reciprocable  shaft 
carrying  a  cranlt  having  a  stud  thereon  cooperat- 
ing with  the  groove  of  said  grooved  cam  whereby 
said  crank  and  shaft  are  reciprocated  and  carry- 
ing a  second  crank,  a  universal  joint  connection 
between  said  frame  and  said  second  crank,  a 
second  continuous  belt  conveyor  of  a  width  to 
convey  two  parallel  rows  of  sheets  with  the  indi- 
vidual sheets  arranged  one  behind  the  other  and 
positioned  to  receive  sheets  directly  from  said 
frame  at  its  bottom  position  to  form  one  of  said 
rows  of  sheets,  and  a  third  continuous  belt  con- 
veyor with  a  deflecting  plate  to  steer  sheets  con- 
veyed thereon  at  an  angle  to  and  driven  from 
said  second  conveyor  to  receive  sheets  from  said 
frame  at  its  top  position,  and  to  deliver  said  sheets 
to  said  second  conveyor  to  form  a  second  row  of 
sheets,  whereby  identical  sheets  are  all  placed  in 
the  same  row. 


2.013.221 
MOTOR  CONTROLLER 
Carroll  Stansbury.  Wauwatosa,  Wis.,  assignor  to 
Cutler-Hammer,  Inc..  Milwaukee.  Wis.,  a  cor- 
poration of  Delaware 

Application  May  24,  1934.  Serial  No.  727,213 
7  Claims.     (CI.  172— 274) 


1.  In  combination,  a  motor,  a  saturable  re- 
actor in  circuit  with  said  motor  and  having  a  con- 
trolling winding,  an  electron  tube  in  circuit  with 
said  winding  and  means  responsiv?  to  an  oper- 
ating characteristic  of  said  motor  and  connected 
to  said  tube  to  control  the  Impedance  of  the  lat- 
ter in  response  to  incipient  variations  of  said  op- 
erating characteristic. 


2.013.222 

PRESSURE  CONTROL  APPARATUS 

John    V.   Thomas.   Pasadena.   Calif.,   assignor  to 

Natural    Gas    Equipment    Inc.,    Los    Anfeles, 

Calif.,  a  corporation  of  California 

AppUcation  June  15,  1931.  Serial  No.  544.643 

11  Claims.     (CI.  50— lOj 


1.  Apparatus  of  the  character  described  com- 
prising, a  primary  movable  member,  a  secondary 
movable  member  operable  by  fluid  pressure  in 
accordance  with  movements  of  said  primary 
member,  a  line  for  supplying  operating  fluid  un- 
der pressure  to  said  secondary  member,  a  dia- 
phragm, means  through  which  movement  of  said 
primary  member  is  transmitted  to  the  diaphragm, 
a  diaphragm  controlled  valve  for  regulating  the 
flow  of  operating  fluid  to  said  secondary  mem- 
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ber,  one  side  of  said  diaphragm  being  exposed  to 
operating  fluid  pressure,  and  a  second  diaphragm 
controlled  valve  for  releasing  fluid  in  said  line 
between  the  secondary  member  and  the  first  men- 
tioned valve,  said  valves  being  in  tandem  ar- 
rangement and  one  valve  being  adapted  to  open 
at  substantially  the  point  at  which  the  other 
closes. 

2.013.223 

FENCE  TOOL 

Ralph  Utiger,  Delavan.  Wis. 

AppUcation  August  10,  1933.  Serial  No.  684,551 

9  Claims.     (CL  254—66) 


4.  A  wire  stretcher  comprising  a  body  having 
a  pair  of  spaced  wire  guides,  a  slide  movable  with 
respect  to  the  body  and  having  a  wire  guide  mov- 
able between  the  first  mentioned  guides,  a  piv- 
oted wire  engaging  dog  associated  with  each 
guide,  a  spring  connected  at  one  end  to  each  dog 
and  adapted,  in  one  position,  to  urge  its  dog  to- 
ward the  guide  to  cooperate  with  the  same  to 
engage  a  wire  positioned  therein,  each  of  said 
springs  being  movable  at  its  opposite  end  to  move 
each  spring  to  another  position  to  urge  its  dog 
away  from  the  guide  to  facilitate  the  operation 
of  placing  a  wire  in  the  guide  or  removing  the 
same  therefrom^ 

2.013.224 

JOURNAL  BOX  COVER 

Ernest  R.  Viberg.  Montreal.  Quebec,  Canada 

AppUcation  Julv  26.  1934.  Serial  No.  737,095 

7  Claims.     (CI.  308 — 47) 


1.  An  articulated  cover  assembly  for  journal 
boxes  comprising  a  lid  member,  a  hood  member 
overlying  the  upper  portion  of  the  lid  member, 
said  hood  member  having  an  olTset  bottom  wall 
portion  bearing  against  the  outer  surface  of  the 
lid,  a  pocket  cast  integral  with  the  lid  and  pre- 
senting a  front  wall  overlying  the  said  offset  por- 
tion of  the  hood  and  provided  with  an  inwardly 
extending  lug  terminating  in  spaced  relation  to 
said  offset  portion  and  a  U-shaped  spring 
mounted   between   the   lid   and   hood   members 


with  the  arms  of  the  spring  extending  down- 
wardly along  the  outer  surfaces  of  the  side  por- 
tions of  the  hood,  the  lower  ends  of  said  arms 
being  bent  inwardly  to  form  pivots  fitting  be- 
tween the  offset  lower  wall  portion  of  the  hood 
and  the  aforesaid  lug. 

2.013.225 

FLOW  OPERATED  SWITCH 

Jay  B.  Waters.  St.  Louis,  Mo. 

AppUcation  August  17,  1934.  Serial  No.  740.249 

4  Claims.     (CI.  200—81) 


1.  A  device  of  the  character  described  includ- 
ing a  housing  connected  to  and  communicating 
with  a  conduit,  a  shaft  extending  through  and 
joumalled  in  a  wall  of  the  housing,  an  impeller 
secured  to  the  shaft  at  a  point  within  the  hous- 
ing, extending  into  the  conduit  and  arranged  to 
oscUlate  the  shaft  under  the  infiuence  of  a  fiuid 
current  in  the  conduit,  and  a  switch  member 
connected  outside  the  housing  to  the  shaft  and 
operable  upon  oscillation  of  the  shaft  to  make 
and  break  a  circuit  in  which  said  switch  member 
is  connected. 

2,013,226 

ARTIFICIAL  FISHING  BAIT 

Lehn  W.  Weesner.  Cincinnati,  Ohio 

Original   application   April    11.    1934.    Serial    No. 

720,018.    Divided  and  this  application  July  12, 

1935,  Serial  No.  31.120 

2  Claims.     (CI.  43 — 42) 


1.  In  a  lure,  the  combination  of  a  head,  a  hook 
having  a  shank  embedded  in  the  head,  a  hackle 
of  feathers  or  the  like  secured  to  the  shank  of 
the  hook  at  the  rear  of  the  head  in  the  plane  of 
the  barb  and  extending  rearwardly  from  the 
curved  portion  of  the  hook,  and  a  second  hackle 
of  feathers  or  the  like  circumferentially  sur- 
rounding the  first  hackle,  secured  to  the  rear 
peripheral  surface  of  the  head  and  forming  with 
the  first  hackle  an  annular  space,  the  first  hackle 
extending  rearwardly  a  greater  distance  than 
the  second  hackle. 


2.013.227 

CARTON 

Dorian  M.  Wilson,  Kalamazoo,  Mich.,  assignor  to 

Sutherland  Paper  Company,  Kalamazoo,  Mich. 

AppUcation  April  27,  1934.  Serial  No.  722.659 

2  Claims.     (CI.  206 — 44) 
1.  A  carton  comprising  an  integral  blank  hav- 
ing a  top,  side  and  end  walls  depending  from 
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tald  top.  tuck- In  bottom  flaps  on  said  end  walls. 
end  flaps  on  said  side  walls,  a  bottom  connected 
to  one  side  wall,  an  inner  side  wall  flap  extend- 
ing from  eaid  bottom  and  provided  with  end  flaps 
interlocked  with  the  corresponding  end  flaps  of 
the  adjacent  side  wall,  the  top  having  diamond- 
shaped  windows  extending  into  the  side  and  end 

■1^  a 


tially  perpendicular  to  the  bottom  of  the  casing, 
said  point  of  connection  being  located  between 


walls  and  providing  triangular  comer  supports 
and  diagonal  supports  crossing  at  the  center  of 
the  top,  and  a  square  sheet  of  transparent  ma- 
terial cemented  to  the  inner  side  of  said  blank 
and  providing  panes  for  said  windows  and  rein- 
forcing for  said  top  and  side  walls,  the  sheet 
being  arranged  with  its  corners  at  the  apexes  of 
the  windows  in  the  side  walls. 


2.013JS28 
RAIL  JOINT 
Gnstaf  B.  Anderson,  Minneapolis,  Minn.,  assignor 
of  one-half  to  Osear  T.  Nelson,  Bfinneapolis, 
Minn. 

AppUcaUon  Jane  27.  1934.  Serial  No.  732,600 
1  Claim.     (CI.  23S— 219) 


In  a  rail  joint  the  combination  with  a  pair  of 
aligned  rails  in  each  of  which  the  web  and  base 
flange  ends  are  cut  on  a  transverse  vertical  plane 
and  in  which  the  rail  head  end  is  notched  and 
projects  beyond  said  plane,  of  a  joint  block  hav- 
ing a  solid  central  portion  for  resting  on  a  tie 
between  the  webs  and  base  flanges  of  the  rails 
and  with  an  upper  lug  for  engaging  the  notched 
rail  heads,  said  block  having  spaced  Integrally 
formed  end  portions  deflnlng  recesses  for  receiv- 
ing the  webs  and  base  flanges  of  the  rails  and  pro- 
jecting laterally  beyond  the  base  flanges  for  en- 
gagement by  spikes  to  secure  the  block  and  rail 
ends  down,  the  solid  central  portion  of  the  block 
being  of  a  width  equal  to  the  width  of  the  rail 
heads  so  as  to  bear  under  and  form  support  for 
the  projecting  notched  ends  thereof,  and  means 
.  for  securing  the  rail  webs  in  said  recesses. 


2,013  229 
POWER  DRIVEN  HAIR  CLIPPER 
Mathew  Andis.  Racine.  Wis. 
Application  October  8,  1931.  Serial  No.  567.640 
9  Claims.     (CI.  30—1) 
1.  In    an    electromagnetlcally    operated    hair 
clipper,  the  combination  with  a  casing,  a  set  of 
relatively  fixed  and  movable  blades,  means  for 
guiding    the    movable    blade    for   straight    line 
movement  and  an  electromagnet  for  operating 
the  movable  blade,  of  an  actuator  for  the  mov- 
able blade  resiliently  supported  from  the  casing 
by  a  set  of  crossed  flat  springs  which  permit 
swinging  movement  about  an  axial  line  substan- 


the  blades  and  the  magnet,  and  the  actuator  be- 
ing provided  with  an  armature  in  the  magnetic 
field. 


2.013.230 
BfETUOD  AND  APPARATUS  FOR  MAKING  A 

TEXTILE   PRODUCT 
Frank  A.  Best.  East  Windsor.  Ontario.  Canada, 
assignor   to   Backstay   Welt   Company.    Union 
City,  Ind.,  a  corporation  of  Indiana 
Application  Jannary  16,  1933.  Serial  No.  652.083 
10  Claims.     (CI.  139—124) 


'J   ^.    i»  '• 


1.  A  loom  comprising,  means  for  dividing  a 
warp  Into  two  groups  of  threads,  means  for  rela- 
tively moving  the  two  groups  of  threads  alternate- 
ly in  opposite  directions  to  form  in  each  extreme 
position  a  shed,  a  weft  needle  mounted  upon  one 
side  of  the  warp  for  swinging  movement  in  a  plane 
bisecting  the  open  sheds,  a  second  weft  needle 
similarly  mounted  upon  the  opposite  side  of  the 
warp,  means  for  actuating  one  of  the  needles  upon 
the  formation  of  one  shed  to  extend  a  weft  thread 
transversely  through  the  shed,  and  means  for 
simultaneously  actuating  the  other  of  said  needles 
to  maintain  the  proper  relationship  between  tlie 
weft  threads  carried  by  said  needles  and  to  sub- 
sequently move  the  latter  needle  through  the 
next  adjacent  shed  upon  the  formation  of  the 
same. 


2,013.231 
DEPRESSED  TANK  CONSTRUCTION  FOR 
WATER  CLOSETS 
James  M.  Bonner.  Jr..  Los  Angeles.  Calif. 
AppUcation  March  20.  1934.  Serial  No.  716.471 
5  Claims.     (CI.  4—14) 
1.  In  a  water  closet  construction,  the  combi- 
nation of  a  bowl  member  having  a  flush  basin, 
and  having  an  inlet  extension  at  its  rear  side  de- 
pressed below  the  upper  face  of  the  bowl  mem- 
ber, a  tank  supported  at  the  rear  of  the  bowl 
member  with  its  bottom  in  a  depressed  position 
below  the  upper  face  of  the  bowl  member,  a  water 
connection  for  the  flush  basin  between  the  tank 
and  the  inlet  extension,  said  bowl  member  hav- 
ing a  swirl  duct  for  leading  water  from  the  inlet 
extension,  with  a  port  In  the  side  of  the  said  basin 
for  directing  a  current  of  water  in  a  general  tan- 
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gential  direction  in  the  basin  to  cause  a  swirling 
movement  in  the  water  in  the  basin,  said  basin 
having  a  basin  outlet  duct  with  a  trap  there- 
beyond.  said  bowl  member  further  having  an  en- 
training duct  for  leading  water  from  the  said  in- 


tion  thereto  but  separate  therefrom,  said  gear  and 
drum  having  spokes  with  openings  therebetween, 
gearing  connections  between  the  sprinkler  unit 


let  extension  with  an  outlet  into  the  said  basin 
outlet  for  directing  a  stream  of  water  in  the  same 
direction  as  the  flow  through  the  said  outlet  and 
toward  the  trap  to  induce  an  outward  flow  of  the 
swirling  water  and  thereby  flush  the  basin. 


2.013.232 

HYDRAULIC  RELIEF  VALVE 

Elmer  H.  Bridenbaugh,  Denver,  Colo.,  assiimor  to 

May  Moyers,  Denver.  Colo. 

Application  April  28.  1934.  Serial  No.  722.938 

9  CUims.     (CI.  277—61) 


1.  The  combination  with  pressure  feed  and  re- 
turn lines  of  a  pressure  circulating  system,  of  a 
by-pass  operatively  interconnecting  said  feed  and 
return  lines,  shiftable  means  automatically  pres- 
sure-operable to  obstruct  said  by-pass  in  either 
direction  of  pressure-flow  therethrough  and  aux- 
iliary means  re^liently  held  in  normal  obstruct- 
ing relation  with  said  by-pass  and  pressure-re- 
sponsive to  open  said  by-pass  for  the  relief  of 
excess  pressures  therein. 


2.013  233 

TRAVELING  SPRINKLER 

William  A.  Buckner,  Fresno.  Calif. 

Application  December  18.  1933.  Serial  No.  702,869 

2  Claims.     (CI.  299—50) 

1.  A  traveling  sprinkler  comprising   a  rotary 

sprinkler  unit,  a  wheeled  truck  supporting  the  unit 

for  movement  along  the  ground,  a  cable  drum 

turnably  mounted  in  connection  with  the  truck. 

an  anchor  to  which  the  cable  from  the  drum  Is 

connected  adapted  to  be  secured  to  the  ground  in 

the  direction  of  possible  movement  of  the  truck, 

a  gear  disposed  axially  of  the  drum  in  close  rela- 


and  the  gear,  and  a  pin  mounted  in  one  of  the 
drum  spokes  parallel  to  its  axis  and  movable  longi- 
tudinally at  will  to  be  projected  into  or  moved 
clear  of  the  path  of  movement  of  the  gear  spokes. 


2  013,234 
TIRE   GROOVING   TOOL 

Dewev  Edward  Campbell.  Detroit.  Mich. 

AppUcation  March  6,  1933.  Serial  No.  659.762 

3  Claims.     (CI.  30 — 20) 


1.  A  tire  grooving  tool  including  a  handle,  a 
cutting  head,  and  a  tubular  body  portion  secured 
to  said  handle  and  said  cutting  head,  means 
contained  within  said  body  portion  and  adapted 
to  heat  said  cutting  head  and  including  an  elec- 
trical resistance  heating  element,  said  cutting 
head  including  a  grooving  knife,  a  heated  mem- 
ber adapted  to  contact  a  surface  to  be  grooved 
in  advance  of  said  knife,  and  means  for  adjust- 
ably securing  said  knife  to  said  heated  member. 


2.013,235 
VIBRATING  DETECTOR  FOR  AUTOMOBILES 
James  G.  Collins.  Kalamaioo.  Mich.,  assignor  to 

Atlas  Press  Company,  Kalamazoo,  Mich. 
Application  January  15.  1932.  Serial  No.  586.759 
10  Claims.  (CI.  73—51) 
10.  In  an  apparatus  for  locating  rattles  In  ve- 
hicles, or  the  like,  the  combination  of  a  motivat- 
ing means,  an  off-balance  fly  wheel  adapted  to 
be  driven  thereby,  a  flexible  drive  shaft  coupling 
from  said  motivating  means  to  said  fly  wheel. 
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and  a  clamping  device  adapted  to  attach  said  fly 
wheel  to  the  part  to  be  tested  whereby  said  part 


./ 


-4 


«wv-f- 


may  be  vibrated,  and  means  for  retjiiTaling  the 
speed  of  rotation  of  said  fly  wheel. 


2,013.236 

AIB  COMPRESSING  APPARATUS 

Norman  Eugrene  Dell.  Buffalo.  N.  Y. 

AppUcation  January  17,  1935.  Serial  No.  2.165 

1  Claim.     (CI.  230—105) 


An  air  compressing  mechanism  of  the  charac- 
ter described,  comprising  a  water  reservoir  po- 
sitioned so  that  its  water  level  is  substantially 
at  ground  level,  a  water  and  air  separating  tank 
embedded  in  the  ground,  an  Inverted  U  pipe  hav- 
ing one  leg  extending  to  the  separating  tank 
and  the  other  leg  communicating  with  the  reser- 
voir, an  air  pipe  extending  from  the  separating 
tank  to  the  ground  level,  a  water  trap  coupled 
between  the  separating  tank  and  the  lower  end 
of  the  air  pipe,  a  plurality  of  perforated  baffle 
plates  contained  within  the  trap,  a  water  return 
pipe  extending  from  the  separating  tank  to  the 
water  reservoir,  an  air  Intake  element  opening 
into  the  top  portion  of  the  leg  of  the  u  pipe 
communicating  with  the  separating  tank,  and  a 
water  circulating  pump  coupled  between  the  wa- 
ter reservoir  and  the  U  pipe  and  positioned  below 
the  water  level  in  the  reservoir. 


2.013.237 
GAS-FIRED   HOT   AIR   FURNACE 
James  M.  Funk.  Rockford.  III.,  asslfnor  to  Geo  D 
Roper  Corporation.  Rockford.  111.,  a  corporation 
of  Illinois 
Application  February  2.   1931.  Serial  No.   512  803 
22  Claims.     (CI.  126—116) 


1.  In   a   furnace,   the  combination   of   a   fuel 
burner,  an  elongated  flre-box  therefor,  an  elon- 
gated  manifold   above   the   latter,   substantially 
vertically    disposed    primary    flues    establishing 
communication  between  the  flre-box  and  mani- 
fold to  conduct  products  of  combustion  from  the 
former  to  the  latter,  a  casing  enclosing  the  afore- 
said elements,  the  Inside  of  the  casing  being  di- 
vided into  an  outlet  chamber  on  one  side  of  said 
flues  and  an   Inlet  chamber  on  the   other  side 
thereof,  one  or  more  openings  provided  in  said 
casing  for  admitting  cold  air  to  the  inlet  cham- 
ber in  said  casing,  another  manifold  in  the  inlet 
chamber,  secondary  flues  establishing  communi- 
cation between  the  two  manifolds  for  conducting 
the  products  of  combustion  from  the  first  to  the 
second  manifold,  an  air  propeller  disposed  be- 
tween the  two  sets  of  flues  and  in  close  prox- 
imity   to   the   primary   flues,   and   one   or   more 
openings  provided  in  said  casing  for  discharging 
warm  air  from  the  outlet  chamber  In  said  casing. 
the  said  propeller  being  adapted  in  the  operation 
thereof  to  cause  a  reduction  in  pressure  in  the 
inlet  chamber,  whereby  to  draw  in  cold  air.  and 
create  pressure  In  the  outlet  chamber  whereby 
to  discharge  warm  air  under  pressure. 


2.013.238 
ENGINE   STARTER  CONTROL 

Claude  E.   Furgason.  Detroit.  Mich.,  assiirnor  to 
Reo   Motor   Car    Company.   Lansing;.   Mich.,   a 
corporation  of  Mlchij^an 
AppUcation  January  9,  1933.  Serial  No.  650.945 
3  Claims.     (CI.  123 — 179 j 


1.  The  combination  with  an  internal  combus- 
tion engine  having  a  pressure  oil  lubricating  sys- 
tem, an  accelerator  pedal  and  an  electrically  op- 
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erated  engine  starter,  of  a  control  mechanism 
therefor  including  a  casing  having  spaced  electri- 
cal contacts  therein,  a  bridge  contact,  a  plunger 
on  which  said  bridge  contact  is  mounted,  a  piston 
at  the  lower  end  of  said  plunger  engaging  a  cyl- 
inder in  said  housing,  a  connection  between  the 
lower  end  of  said  cylinder  and  the  oil  pressure 
lubricating  system,  a  rock  shaft  mounted  on  said 
housing,  an  eccentric  pin  on  said  rock  shaft  en- 
gaging said  piston  to  normally  hold  the  same  in  a 
position  where  said  bridge  contact  is  removed 
from  said  spaced  contacts,  a  connection  between 
said  rock  ^haft  and  the  accelerator  pedal  where- 
by the  depression  of  said  pedal  will  move  said 
pin  to  permit  closing  of  said  bridge  contact  with 
said  spaced  contacts,  and  electrical  connections 
for  Including  said  spaced  contacts  in  the  starting 
motor  circuit. 


2.013,239 
CLOCK  CONTROLLED  GAS  ST0\T: 
John   H.   Grayson.   Lynwood.   Cahf.,   assignor  to 
Grayson  Heat  Control.  Inc.,  Lynwood,  Calif.,  a 
corporation  of  California 

Application  March  6.  1931.  Serial  No.  520,726 
10  Claims.     (CI.  161—9) 


IT     ^*        *' 


1.  In  a  fuel  control  device,  a  body  having  fuel 
delivery  and  discharge  chambers,  a  pair  of  valves 
carried  on  stems  slidably  received  in  the  body, 
the  one  valve  controlling  delivery  of  fuel,  and  the 
other  controlling  the  discharge  of  fuel,  spring 
means  tending  normally  to  open  the  delivery 
valve  and  close  the  discharge  valve,  detent  pins 
on  the  valve  stems  for  holding  the  delivery  valve 
closed  and  the  discharge  valve  opened  against 
the  action  of  said  spring  means,  a  pair  of  gears 
concentric  with  said  stems  and  arranged  to  turn 
with  respect  thereto,  the  same  having  circular 
flanges  concentric  with  said  stems,  and  slots  in 
said  flanges  opening  from  the  edges  thereof 
adapted  to  receive  the  detent  pins  when  the  slots 
are  brought  into  register  with  the  pins,  knobs 
provided  on  the  projecting  ends  of  said  stems  for 
manually  closing  the  delivery  valve  against  the 
action  of  its  spring  means  and  setting  Its  detent 
pin  in  a  predetermined  position  with  respect  to 
its  related  slot  and  for  opening  the  discharge 
valve  against  its  spring  means  and  setting  its  de- 
tent pin  in  a  predetermined  relation  to  the  slot 
therefor,  and  timing  means  for  simultaneously 
turning  said  gears  at  the  same  speed  whereby  to 
open  the  delivery  valve  at  a  predetermined  time 
and  subsequently  close  the  discharge  valve  at 
another  predetermined  time. 


2.013.240 

PARTITION  OR  SEPARATOR  UNIT 

George  L.  Harvey,  Kalamazoo,  Mich.,  assignor  to 

Sutherland  Paper  Company.  Kalamazoo.  Mich. 

AppUcation  July  10.  1933,  Serial  No.  679,699 

3  Claims.     (CI.  217—30) 

1.  A  separator  unit  for  containers,  comprising 

in  combination  an  integral  blank  cut,  scored  and 

folded  to  provide  a  central  longitudinal  partition, 

an  upright  member  connected  at  its  upper  edge 


to  said  longitudinal  partition  and  overlapping 
one  side  of  the  same,  an  upright  member  con- 
nected at  its  lower  edge  to  said  first  named  up- 
right and  overlapping  the  opposite  side  of  the 
longitudinal  partition,  transverse  partitions  con- 
nected to  the  opposite  side  edges  of  said  upright 


members  and  having  their  upper  ends  in  a  hori- 
zontal plane  spaced  below  the  upper  edge  of  said 
longitudinal  partition,  and  means  securing  the 
free  upper  end  of  said  second  named  upright  to 
said  longitudinal  partition,  said  last  named 
means  being  located  above  the  horizontal  plane 
of  the  upper  ends  of  said  transverse  partitions. 

2.013,241 

OVER-CURRENT  SIGNAL  DEVICE 

Charles  B.  Hefner,  Dallas,  Tex. 

AppUcation  May  2,  1932.  Serial  No.  608.657 

8  Claims.     (CL  177—311) 


1.  An  over-current  signal  device  comprising  a 
conductor,  an  inverted  U-shaped  yoke  of  mag- 
netic material  straddling  said  conductor,  a  mov- 
able armature,  means  supporting  said  armature 
below  said  yoke,  a  catch  supported  from  said 
yoke,  a  latch  normally  engaging  said  catch  and 
normally  holding  said  armature  adjacent  said 
yoke,  said  latch  being  released  by  motion  of  the 
armature  towards  said  yoke,  and  signal  means 
carried  by  said  latch  and  movable  with  said  latch 
from  a  normal  position  to  a  second  position, 
said  latch  being  movable  with  respect  to  said 
armature  and  being  carried  by  said  armature. 

2.013.242 
CON^VEYING   MECHANISM 

Henry  Stinson  Johns,  North  Grimsby  Township, 
Lincoln  County.  Ontario.  Canada,  assignor  to 
Bancroft  Holdings  Limited,  Hamilton.  Ontario, 
Canada,  a  joint-stock  company  of  Ontario, 
Canada 

AppUcation  May  12,  1934,  Serial  No.  725,281 
40  Claims.     (CI.  198—162) 


1.  A  conveying  mechanism  comprising  a  pair 
of  rubber-like  belts  adapted  to  travel  in  face 
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to  face  contact  with  each  other  and  having  ma- 
terial canylng  cavities  In  their  contacting  f8u;es, 
and  a  tongue  and  a  groove  formed  in  each  side 
of  the  contacting  face  of  each  belt  between  and 
spaced  away  from  the  cavities  and  the  edges  of 
the  belts. 


2.013.243 

CONTAINER 

Frank  H.  Landon.  Riverside.  III. 

Api»lication  June  2.  1933.  Serial  No.  674.007 

1  Claim.     (CI.  221—11) 


jtaf 


A  dispensing  can  for  lubricating  oil  having  a 
cross  section  of  greater  length  than  width  and 
having  a  circumference  too  large  to  permit  said 
can  to  be  encircled  by  the  hand,  dished-in  por- 
tions on  opposite  sides  of  the  short  axis  to  fur- 
nish a  convenient  and  firm  hold  for  the  thumb 
and  fingers  of  the  hand,  said  dished-in  portions 
being  of  substantially  oval  form  and  concave  not 
only  vertically  but  horizontally,  the  side  wall  of 
said  container  curving  from  one  of  said  dished-in 
portions  to  the  other  In  substantially  a  half 
ellipse,  to  substantially  fit  the  hand,  and  a  pour- 
ing outlet  in  the  top  near  the  end  of  the  long 
axis,  remote  from  the  part  to  be  grasped  by  the 
hand. 


2.013.244 

VENTILATOR 

Arthur  J.  La  Vergne.  Highland  Park.  Mich. 

AppUcation  October  8.  1934.  Serial  No.  747.269 

8  Claims.     (CI.  98—72) 


1.  A  ventilator  comprising  a  lower  stationary 
stack  portion,  a  rotary  sleeve  projecting  above 
the  stack  portion  and  telescopically  receiving  the 
upper  end  of  the  latter,  a  rotary  shaft  projecting 
vertically  through  and  above  the  sleeve  bearing 
means  secured  to  the  stack  portion  and  receiving 
the  lower  end  of  the  shaft,  a  fan  within  the  sleeve 
and  secured  at  Its  center  to  the  shaft  and  at  Its 
periphery  to  the  sleeve,  a  hollow  housing  secured 


to  the  shaft  above  the  sleeve  and  comprising  a 
lower,  upwardly  open  cone  and  an  upper,  down- 
wardly open  cone  which  are  joined  at  the  adja- 
cent peripheral  edges,  vertically  disposed  and 
circumferentlaily  separated  vanes  secured  at 
their  ui>per  ends  to  the  Joined  peripheral  edges 
of  the  conical  housing,  an  annular,  upwardly  and 
outwardly  flared  plate  member  secured  to  the 
upper  end  of  the  sleeve  and  to  the  lower  ends  of 
the  vsmes,  cup  shape  blades  on  the  upper  side  of 
the  upper  cone,  an  upper  bearing  for  the  shaft, 
and  bracket  means  secured  to  the  stack  and  ex- 
tending vertically  past  the  vanes  and  cup  shape 
blades  for  holding  the  bearing  In  place. 


2.013.245 
HEADWEAR 

Charles  E.  Lewis.  Truro.  Nova  Scotia.  Canada 

Application  April  9.  1934.  Serial  No.  719.628 

2  Claims.     (CI.  2—181) 


1.  An  article  of  headwear  equipped  with  a 
headband  comprising  a  strip  of  elastic  fabric  and 
a  strip  of  Inelastic  fabric  interposed  between  the 
article  of  headwear  and  the  lower  edge  of  said 
first  mentioned  strip,  the  engaging  portions  of 
said  strips  being  stitched  to  each  other  and  to 
said  article  of  headwear  so  that  the  stitched  edge 
of  the  elastic  strip  is  under  a  certain  amount  of 
tension,  the  remaining  portion  of  said  elast.c 
strip  being  free  to  contract  to  define  a  head  re- 
ceiving opening  gradually  decreasing  in  circum- 
ference from  the  lower  to  the  upper  edge  of  the 
strip. 

2.013.246 

ATTRITION  MILL 

Dix  B.  McLaughlin.  Winona.  Minn. 

Application  January  24,  1929.  Serial  No.  334.759 

9   Claims.      (Cl.   83 — 8) 


^^"^^TTJ^ 


1.  In  a  grinding  mill,  a  shaft,  a  grinding  head 
mounted  on  said  shaft  and  having  a  feed  opening 
therethrough,  means  for  supplying  the  material 
to  be  ground,  a  feed  conduit  connecting  said 
supply  means  with  said  opening,  a  substantially 
conical  member  projecting  into  said  conduit 
around  said  shaft  to  direct  said  material  toward 
said  opening  and  a  receptacle  disposed  adjacent 
to  the  base  of  said  member  to  collect  the  heavier 
foreign  matter. 

8.  A  mill  of  the  character  described  compris- 
ing a  horizontal  rotary  shaft,  grinding  means 
mounted  thereon,  an  inclined  feeder  shoe  proper 
and  an  enclosing  conical  shell  therefor  extending 
substantially  parallel  with  the  feeder  shoe,  both 
having  their  lower  ends  conical  laterally  and  en- 
closing said  shaft  and  having  said  ends  disposed 
directly  adjacent  to  said  grinding  means,  and  a 
bearing  for  said  shaft  located  within  the  conical 
end  of  the  shoe  proper  and  adjacent  to  said  grind- 
ing means,  substantially  as  described. 
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2.013.247 

MIXER 

Michael  J.  Nash,  Si.  Louis,  Mo. 

Application  January  15.  1934.  Serial  No.  706,600 

3  Claims.     (Cl.  259—134) 


1.  A  device  of  the  character  described  compris- 
ing a  vertical  rod,  a  bracket  mounted  for  verti- 
cal sliding  movements  along  said  rod.  a  second 
rod  supported  by  said  first  rod  and  holding  said 
bracket  from  turning  about  sad  first  rod  and 
limiting  extent  of  upward  and  downward  move- 
ment of  said  bracket  along  said  first  rod.  a  han- 
dle attached  to  said  bracket  for  moving  said 
bracket  vertically,  and  an  agitator  device  sup- 
ported by  said  bracket. 


2.013.248 
STOKER 
Floyd  R.  Nelson.  Rockford.  111.,  assignor  to  Cotta 
Transmission  Corporation.  Rocliford,  111.,  a  cor- 
poration of  Illinois 
Original   application   April    18,    1931.    Serial   No. 
531.100.    Divided  and  this  application  January 
9.  1932.  Serial  No.  585.739.     Renewed  January 
18.  1935 

9  Claims.     (Cl.  192—129) 

'   '.J 


1.  In  a  stoker  drive  transmission  of  the  type 
comprising  a  driven  member  such  as  a  feed  screw, 
an  electric  motor  for  driving  the  same,  reduction 
gearing  between  the  motor  and  the  driven  mem- 
ber for  driving  the  latter  from  the  former  at  a  re- 
duced speed,  and  a  switch  in  the  motor  circuit, 
an  overload  release  mechanism  for  disconnecting 
the  driven  member  from  operative  relation  to  the 
motor  and  stopping  the  motor,  said  mechanism 
comprising  a  shear  pin  for  Interconnecting  two 


Interflttlng  driving  and  driven  members  of  said 
transmission,  such  as  a  shaft  and  hub,  said  pin 
being  arranged  to  shear  off  in  the  event  of  a  pre- 
determined excessive  resistance  to  turning  of  the 
driven  member  and  thus  permit  relative  rotation 
between  the'  shaft  and  hub,  said  shaft  and  hub 
having  V-shaped  notches  provided  therein  held 
In  register  when  the  pin  is  intact,  a  plate  having 
a  V-shaped  projection  thereon  fitting  in  said 
notches,  spring  means  normally  holding  said  plate 
In  such  position,  said  plate  being  movable  out- 
wardly by  cam  action  of  the  projection  in  said 
notches  In  the  event  of  relative  rotation  between 
the  hub  and  shaft,  and  means  operable  upon 
outward  movement  of  said  plate  to  operate  the 
switch  to  break  the  motor  circuit. 


2.013.249 
LOW  CARBON  STEEL 
George  F.  Nelson,  Berkeley.  Calif. 
No  Drawing.     Application  October  24,  1932, 
Serial  No.  639.382 
5  Claims.     (Cl.  148—18) 
1.  The  process  of  producing  martens! tic  low 
carbon  steel  which  includes  heating  pre-formed 
low  carbon  steel  to  at  least  red  heat  and  quench- 
ing in  an  aqueous  solution  of  alkali  metal  hy- 
droxide having  a  concentration  on  the  order  of 
40%. 


2.013,250 

FLYING  MACHINE 

Everett  Phillips,  Leesburg.  Va. 

Application  February  16.  1932,  Serial  No.  593,319 

4  Claims.     (Cl.  244— 14) 


1.  A  flying  machine  comprising  a  frame,  a  drum 
mounted  for  rotation  In  said  frame,  said  drum 
tapering  both  forwardly  and  rearwardly  from 
an  Intermediate  point  of  maximum  diameter,  and 
having  a  helical  flange  surrounding  the  same,  and 
a  plane  carried  by  said  frame  above  said  drum, 
said  plane  lying  substantially  parallel  with  the 
rear  tapered  surface  of  said  drum  and  at  an  acute 
angle  to  the  forward  tapered  portion  thereof. 


2.013.251 
SAFETY  SWITCH 

Henry  C.  Pierson,  Quincy,  Fla.,  assignor  of  one- 
third  to  Reginald  Wayne  Locklin,  River  Junc- 
tion. Fla..  and  one-third  to  Henry  Earl  Pierson, 
Quincy.  Fla. 
AppUcation  November  16.  1933,  Serial  No.  698,333 
1  Claim.     (Cl.  200—52) 
A  safety  switch  comprising  a  casing  of  con- 
ducting material  having  its  upper  end  open,  a 
cap   closing   the  open   end   of   the  casing   and 
formed  of  non-conducting  material,  a  centrally 
arranged  socket  member  having  Its  upper  por- 
tion embedded  in  the  cap  with  Its  upper  end 
spaced   from   the   top  surface   of   the   cap,   the 
socketed  part  of  the  member  depending  into  the 
I  casing,  a  ball  fitting  In  the  socket  and  the  end 
!  wall  of  the  socket  being  pressed  Inwardly  Into 
1   engagement  with  the  ball  to  hold  the  ball  in 
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place  and  to  prevent  too  free  movement  of  the 
bail,  a  stem  connected  with  the  ball  and  de- 
pending therefrom  into  the  casing,  a  weight  con- 
nected with  the  lower  end  of  the  stem,  said  weight 
engaging  the  casing  when  the  casing  is  tilted,  a 
binding  post  connected  with  the  upper  end  of 


n^  \ 


the  socket  member  and  passing  through  the  up- 
per surface  of  the  cap,  and  a  conical  projection 
on  the  socket  member  and  depending  into  the 
socket  thereof  and  forming  a  pointed  seat  for 
the  ball  when  the  casing  is  inverted  whereby  the 
ball  will  rotate  and  the  weight  will  engage  the 
casing. 


2,013.252 
FLUID  PRESSURE  TEST  GAUGE 

Regrinald  J.  S.  Piffott,  PittsborKh,  Pa.,  assignor,  by 
mesne  assiinunents,  to  Gulf  Research  <&  De- 
velopment Corporation,  PittsborKti,  Pa.,  a  cor- 
poration of  Delaware 
AppiicaUon  Aamst  22.  1932,  Serial  No.  629,979 
12  Claims.     (CI.  73— 110) 


6.  A  fluid  pressure  test  gauge  comprising  a 
pressure  chamber  adapted  to  receive  fluid  the 
pressure  of  which  is  to  be  measured,  a  pressure 
responsive  bellows  positioned  in  said  chamber, 
one  end  of  said  bellows  being  fixed  and  open  to 
the  atmosphere,  the  other  end  being  closed  and 
free  to  move  in  the  chamber,  fluid  pressure  be- 
ing applied  to  the  outside  of  the  bellows,  a  move- 
ment post  carried  on  the  closed  bellows  end, 
means  engaging  the  movement  post  and  support- 
ing the  movement  post  allowing  straight  line  mo- 
tion, a  balanced  scale  beam,  a  fulcrum  support 
of  the  frictionless  type  for  the  scale  beam,  said 
support  comprising  a  flexible  member  of  small 
thickness  carrying  the  beam,  connecting  means 
of  the  frictionless  type  operably  connecting  the 
movement  post  and  the  beam,  said  connecting 
means  comprising  a  flexible  member  of  small 
thickness,  means  for  balancing  said  beam  against 
pressure  upon  the  bellows  and  indicating  means 
reflecting  motion  of  the  movement  post. 


2,013.253 

ADJUSTABLE  COPYHOLDER 

Henry  I.  Richards.  Washington,  D.  C. 

Application  May  31,  1933,  Serial  No.  673,750 

9  Claims.     (CI.  120—28) 


1.  A  copyholder  including  a  copy-supporting 
surface,  and  an  integral  resilient  clip  obliquely 
binding  on  one  corner  of  said  surface  to  support 
copy  thereon. 


2,013.254 

PROTECTOR  FOR  PLAIN  END  PIPES 

Arthur  H.  Rlney,  Bartlesville.  Okla.,  assirnor  to 

Phillips      Petroleum      Company.      Bartlesville, 

Okla.,  a  corporation  of  Delaware 

Application  November  2,  1931,  Serial  No.  572.683 

9  Claims.     (CI.  137—91) 


J}   r  A-  -o 

1.  The  combination  with  a  pipe,  of  protectors 
sealing  the  ends  of  the  pipe,  each  protector  com- 
prising a  rigid  back  deformed  for  maximum 
strength  and  arranged  within  the  pipe,  a  neck 
engaging  the  interior  surface  of  the  pipe  and  pro- 
jecting outwardly  from  said  back,  and  sealing 
means  interposed  between  said  neck  and  the 
inner  surface  of  said  pipe  for  holding  the  protec- 
tor in  said  pipe. 


2,013,255 

LATH  AND  WALL  CONSTRUCTION 

EMBODYING   SAME 

Sven  \.  Swanson.  Parkland.  Wash. 

Application  May  2,  1933,  Serial  No.  669,045 

1  Claim.     (CI.  72 — 66) 


Wall  construction  comprising  a  plurality  of 
laths  laid  parallel  and  spaced,  each  lath  having 
parallel  front  and  back  faces  and  bevelled  edges 
sloping  toward  the  front  and  forming  sharp  edges 
with  the  front  face,  the  bevelled  edges  of  adja- 
cent laths  forming  the  sides  of  valleys  convergent 
toward  keyways  formed  by  the  spacing  of  said 
laths,  a  plaster  layer  facmg  said  plurality  of 
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laths  In  adherent  relation  thereto  and  filling  said 
valleys,  the  plaster  in  said  valleys  being  densi- 
fled  by  wedge  action  under  the  pressure  of  the 
trowel  employed  in  applying  the  plaster,  the 
upper  bevelled  edge  of  each  lath  sloping  at  an 
angle  not  exceeding  45°  whereby  to  afford  sup- 
port for  the  plaster  adherent  thereto. 


2,013.256 

DETACHABLE  BUTTON 

Samuel  H.  Tate.  Lewistown,  Pa. 

Application  August  27,  1934,  Serial  No.  741,590 

1  Claim.     (CI.  24—80) 


In  a  device  of  the  kind  described,  an  outer  bar, 
a  button  riveted  near  one  end  of  the  bar,  a  spac- 
ing washer  between  the  button  and  bar,  a  clamp 
of  spring  material,  the  end  of  the  outer  bar  op- 
posite to  the  button  being  turned  inwardly  and 
over  to  receive  one  end  of  the  clamp,  a  rivet 
passed  through  this  end  of  the  bar  and  clamp, 
and  the  free  end  of  the  clamp  bemg  curled  in- 
wardly and  adapted  to  normally  bear  against  the 
outer  bar  inwardly  of  the  said  button. 


2.013,257 
EXPANSIBLE  DRILL 

Stanley  Vanderlick,  Nanticoke,  Pa. 

Application  February  7.  1935.  Serial  No.  5,451 

3  Claims.     (CI.  255—75) 


1.  An  expansible  drill  bit  Including  a  shank,  a 
sleeve  slldably  receiving  the  shank,  a  collar  on 
one  end  of  the  sleeve,  a  collar  on  the  shank, 
blades  pivoted  at  one  end  to  the  collar  on  the 
shank,  and  the  collar  on  the  sleeve  being  pro- 
vided with  mortise  notches,  and  said  blades  be- 
ing of  a  cross  sectional  shape  corresponding  to 
said  notches  and  engaging  in  said  notches,  and 
a  spring  disposed  about  said  shank  between  said 
collars. 


2,013.258 

HAIR  CURLER 

Joseph  Vecchio.  Detroit,  Mich. 

Application  October  26.  1934.  Serial  No.  750,068 

8  Claims.     (CI.  132 — 41) 


1.  A  hair  curler  comprising  a  body  member, 
an  arm  extending  angularly  from  one  end  there- 
of, spring  means  normally  holding  said  arm 
spaced  from  said  body  member,  said  arm  be- 
ing movable  towards  said  body  by  pressure  op- 
posing said  means,  to  grip  a  lock  of  hair  between 
said  body  and  arm,  the  free  ends  of  said  body 
and  arm  being  detached  from  each  other  when  in 
gripping  position,  whereby  said  spring  means  and 
arm  produce  an  internal  expanding  pressure 
within  the  lock  of  hair,  and  a  tie  cord  extending 
from  end  to  end  of  said  body. 


2  013.259 
GRAV^TY  DUPLICATOR 

Lndwig  W.  Wagner.  Chicago,  111.,  assignor  to  S. 

Eugene  Miller,  Aurora,  111. 

Application  April  29,  1933.  Serial  No.  668,614 

15  Claims.     (CI.  101—133) 


1.  In  a  machine  of  the  kind  described,  an  in- 
clined table,  a  carriage  and  a  composition  sheet 
operatively  related  to  said  table,  an  impression 
roller  engageable  with  said  sheet  secured  to 
said  carriage  and  adapted  for  movsment  down 
said  inclined  table,  and  means  acting  upon  said 
carriage  for  urging  it  to  an  upstanding  position 
in  order  to  return  said  impression  roller  to  the 
high  end  of  said  table. 


2,013.260 

PLTMP  AND  PLTVIP  ASSEMBLY 

Frederick  A.  Waterous  and  Ralph  R.  Boyles,  St. 

Paul.  Minn.,  assignors  to  Waterous  Company, 

St.  Paul,  Minn.,  a  corporation  of  Minnesota 

Application  August  10,  1933,  Serial  No.  684,516 

15  Claims.     (CI.  103—126) 


1.  A  pump  comprising  a  casing  having  meshing 
piunp  gears  therein,  and  having  substantially 
parallel  tubular  extensions  projecting  well  beyond 
the  casing  and  spaced  a  substantial  distance 
apart  in  direction  transversely  to  the  gear  axes 
and  forming  inlet  and  discharge  passages  for 
the  pump,  and  cross-sectionally  elongated  in  di- 
rection of  the  gear  axes,  and  cross-sectionally 
narrowed  in  a  direction  transverse  to  said  gear 
axes. 


2,013.261 

OPERATING     AND     CONTROL     MECHANISM 

FOR  WASHING   MACHINE  WRINGERS 

David  M.  Wenger,  Leola.  Pa. 

AppUcation  March  7,  1934,  Serial  No.  714,518 

15  Claims.     (CI.  68 — 32) 
1.  In  wringer  mechanism  of  the  type  having  a 
swinging  arm,  means  by  which  the  arm  may  b« 
locked  in  any  one  of  several  definite  positions, 
i   a  driving  train  for  the  wringer  including  clutch 
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means  so  correlated  with  said  locking  means  that 
in  both  forward  and  reverse  driving  positions  said 
swinging  arm  is  locked,  means  determining  two 
neutrsii  positions  for  said  clutch  means  so  related 
to  said  locking  means  that  said  arm  is  locked  in 
one  neutral  position  and  unlocked  in  the  other, 
manlpulable  means  for  simultaneously  operating 
said  clutch  and  locking  means,  having  positions 
corresponding  to  the  several  positions  of  said 
clutch,  said  manlpulable  means  being  actuabie 


selectively  to  assume  any  one  of  its  operative  posi- 
tions, by  pressing  it  in  the  same  direction,  and 
including  complementary  members  intercon- 
nected so  that  one  rises  while  the  other  falls  and 
arranged  to  mutually  intersect  a  common  plane 
at  an  intermediate  point  in  their  movement,  the 
position  of  said  members  when  their  faces  are  in 
said  common  plane  representing  the  neutral  posi- 
tion of  said  clutch  in  which  said  swinging  arm  is 
locked. 


2,013.262 

GRINDING  MACHINE 

George  F.  Wilsey,  Alexandria.  Va. 

Application  Aumst  30,  1933,  Serial  No.  687,500 

11  Claims.     (CI.  51—125) 


1.  A  grinding  machine,  comprising  a  support- 
ing member,  an  elongated  bed  plate  secured  to 
the  supporting  member  and  having  a  longitudi- 
nally extending  slot,  a  motor  driven  grinding  disk 
carried  by  said  support  and  extending  through 
the  slot  in  said  bed  plate,  a  work  table  slidably 
mounted  on  said  bed  plate  and  projecting  on 
opposite  sides  thereof,  and  oppositely  movable 
means  for  clamping  the  work  to  said  table  in 
poslticwi  to  be  engaged  with  a  lateral  face  of  the 
grinding  disk. 


2.013.263 
REFRIGERATOR 
Charles  F.  Belshaw,  Doluth,  Minn.,  assiirnor  to 
The    Coolerator    Company,    a    corporation    of 
Minnesota 

AppUcation  June  1.  1933,  Serial  No.  673.846 
12  Claims.     iCL  62 — 16; 


1.  An  Ice  rack  for  supporting  a  cake  of  Ice  in 
the  Ice  chamber  of  a  refrigerator  and  comprising 
a  plurality  of  parallel  rack  bars,  and  sheet  metal 
ice  supporting  and  centering  members  secured  to 
the  ends  of  said  bars  and  bent  to  provide  sub- 
stantially vertical  outer  sides  and  oppositely  in- 
clined Inner  sides  to  receive  and  center  the  cake 
on  the  rack. 


2.013,264 

COOUNG  PACKAGED  MATERIALS 

Charles  G.  Buder,  Webster  Groves,  Mo. 

AppUcation  April  8,  1933.  Serial  No.  665.073 

5  Claims.     (CI.  62—102) 


1.  A  refrigerator  for  cooling  bottled  goods,  in- 
cluding a  vertical  insulated  cabinet,  a  chamber 
at  the  top  of  said  cabinet,  a  chamber  at  the  bot- 
tom of  said  cabinet,  a  circulating  fan  having  Its 
Intake  connected  to  the  said  bottom  chamber,  an 
air  duct  connected  to  the  discharge  of  said  fan 
and  communicating  with  the  upper  chamber,  a 
refrigerating  compartment  between  the  upper 
and  lower  chambers,  a  partition  member  forming 
the  lower  wall  of  said  upper  compartment,  a  plu- 
rality of  spaced  nozzles  or  ports  provided  by  the 
said  partition  member,  an  expansion  coll  disposed 
in  the  refrigerating  compartment  and  below  said 
ports,  a  plurality  of  superposed  bottle- holding 
shelves  in  the  refrigerating  compartment  below 
,  said  expansion  coll.  means  carried  by  each  of 
!  said  shelves  providing  evenly  spaced  bottle  hold- 
I  Ing  seats,  the  bottle  seats  being  laterally  offset 
1  in  the  vertically  adjacent  shelves,  those  of  the 
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uppermost  shelf  being  vertically  aligned  with  the 
said  nozzles  or  ports,  the  shelves  being  provided 
with  apertures  between  the  bottle  seats  thereon, 
whereby  to  permit  the  circulation  of  cooled  air 
through  the  shelves,  the  shelves  further  being  ar- 
ranged so  that  the  bottle  seats  of  a  lower  shelf 
are  m  line  with  the  apertures  of  a  shelf  next 
thereabove.  supports  for  the  shelves  and  means 
associated  with  the  shelf  supports,  necessitating 
insertion  of  the  shelves  in  predetermined  relative 
positions. 

2.013.265 
ICE  CREAM   SCOOP  AND  THE   LIKE 
Frank  Reginald  Chester,  Vancouver,  British  Co- 
lumbia. Canada,  assignor  to  Chester  Bros.  Ltd., 
Vancouver,  British  Columbia,  Canada 
Application  August  15,  1933,  Serial  No.  685.202 
14  Claims.     (CI.  107 — 48) 


1.  In  a  scoop  having  a  receptacle,  a  knife  for 
breaking  the  adhesion  of  the  ice  cream  from  the 
receptacle,  and  means  for  operating  the  knife, 
said  receptacle  having  a  relatively  large  eccen- 
trically disposed  aperture  through  which  ice 
cream  is  adapted  to  extrude  during  normal  filling 
operation. 

2.013,266  ^ 

HEAT  REGLT^TING  APPARATUS 

Lewis  L.  Cunningham,  Minneapolis.  Minn.,  as- 
signor to  Minneapolis- Honeywell  Regulator 
Company.  Minneapolis,  Minn.,  a  corporation  of 
Delaware 

Application  September  4,  1931,  Serial  No.  561^:28 
8  Claims.     (CL  158—28) 


holding  switch,  a  circuit  controlled  by  said  elec- 
tromagnetic coil,  a  burner  motor  in  said  circuit, 
and  means  responsive  to  the  presence  of  combus- 
tion for  operating  said  latch  means  to  unlatch  said 
first  named  switch  for  return  to  closed  position 
upon  de-energization  of  said  electro-magnetic  coil 
and  for  maintaining  said  electro-magnetic  coil 
energized  independently  of  said  timer  holding 
switch. 

2.013.267 

PIPE   JOINT 

W  ill  am  B.  Damsel,  New  York,  N.  Y. 

Application  April  4.  1934.  Serial  No.  719.000 

3  CUims.     (CL  285—194) 


1.  A  control  system  comprising,  in  combination, 
an  electromagnetic  coll,  a  switch  moved  to  open 
position  upon  energization  of  said  coil,  latch 
means  for  latching  said  switch  in  open  position,  a 
thermal  electric  timer  including  an  electric  heat- 
ing element,  starting  and  holding  timer  operated 
switx^hes.  a  main  control,  an  energizing  circuit  for 
said  heating  element  including  said  first  named 
switch,  the  timer  starting  switch  and  the  main 
control,  a  starting  circuit  for  said  electromagnetic 
coil  controlled  by  said  main  switch  and  timer 
starting  switch,  a  holding  switch  operated  by  said 
electromagnetic  coil,  a  holding  circuit  for  the  elec- 
tromagnetic coil  controlled  by  said  main  control, 
coil  operated  holding  switch  and  timer  operated 


1.  The  combination  with  a  channel -shaped 
packing  gasket,  of  a  split,  imperforate  reinforc- 
ing and  protecting  ring  arranged  In  the  gasket  at 
the  bottom  of  the  channel  and  having  sufficient 
rigidity  to  prevent  the  gasket  from  caving  In- 
wardly the  ends  of  said  ring  overlapping  to  per- 
mit expansion  and  contraction  of  the  ring,  the 
edges  of  the  ring  being  folded  over  on  the  body 
of  the  same  throughout  substantially  the  entire 
circumference  of  said  ring  for  reinforcing  pur- 
poses.   

2.013.268 

PULLEY 

Kenneth  B.  Douville.  Chicago.  111. 

AppUcation  April  2.  1934.  Serial  No.  718,736 

2  Claims.     (CI.  74—242.17) 


^»        V   •      z 


1.  The  combination  with  a  shaft,  of  a  hub 
secured  to  the  shaft  and  hav.ng  one  end  thereof 
provided  with  a  laterally  extended  flange  and  its 
other  end  exteriorly  threaded,  a  pulley  consisting 
of  mating  counterpart  members  slidably  mounted 
on  the  hub  and  constrained  to  rotate  therewith 
having  conical  confronting  irmer  side  faces  pro- 
vided with  interengaging  radially  extend  Jig  pro- 
jections and  recesses,  a  nut  engaging  the  threaded 
end  of  the  hub,  and  helical  springs  bearing 
against  the  outer  side  faces  of  said  members  and 
against  the  flange  and  nut  respectively. 


2,013.269 
UMBILICAL  CORD  GUARD 

Samuel  S.  Ginsburg.  Visalia,  CaUf. 

AppUcation  June  15.  1934,  Serial  No.  730,807 

5  Claims.     (CL  128 — 346) 

3.  An  umbilical  cord  guard  comprising  a  ring 
for  encircling  the  cord,  said  ring  being  composed 
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of  two  parts  hinged  together  at  one  of  their  ends 
and  having  their  other  ends  provided  with  means 
for  removably  securing  them  together,  and  an 


7    *0  4n     7 


arcuate-shaped  leaf  spring  carried  by  each  part, 
each  spring  having  its  ends  connected  adjacent 
to  the  ends  of  its  supporting  part. 


2.013.270 

GAS    TREATING   APPARATUS 

Charles  B.  Grady.  West  Orange.  N.  J. 

Application  January  18,  1933.  Serial  No.  652.251 

13  Claims.     (CI.  261— 92) 


1.  Apparatus  for  treating  air  or  other  gases 
by  water  or  other  liquids  of  the  kind  comprising 
an  enclosure  having  walls  forming  a  liquid  ves- 
sel in  its  lower  part  and  having  gas  inlet  and 
outlet  for  gas  flow  above  the  liquid  and  means  for 
maintaining  gas  flow  through  the  enclosure  from 
inlet  to  outlet:  such  apparatus  characterized  by 
a  partly  immersed  wheel  within  the  enclosure 
mounted  to  be  rotated  with  its  exposed  part  oc- 
cupying the  gas  passage,  and  constructed  of 
members  through  which  gas  may  flow  in  contact 
with  the  exposed  and  wetted  members  of  the 
wheel;  said  gas  inlet  being  above  the  liquid  at 
the  inlet  end  of  the  enclosure:  said  enclosure 
having  a  flange  surrounding  the  gas  inlet,  and 
an  interior  walled  casing  enclosing  said  wheel 
and  forming  a  gas  passage  above  the  liquid,  said 
casing  being  readily  llftable  from  the  enclosure, 
and  having  a  part  adapted  to  couple  with  said 
inlet  flange  when  m  place. 


2.013.271 

STAFF  MOUNTING  DEVICE 

Barney  W.  Greenhoe.  East  Grand  Rapids.  Mich. 

AppUcation  April  27,  1934.  Serial  No.  722.663 
3  Claims.     (CI.  248 — 41) 

3.  A  device  for  detachably  mounting  a  staff 
in  vertical  position  on  a  horizontal  bar  support. 
made  of  spring  wire  and  comprising  a  helical 
middle  portion  adapted  to  receive  and  hold  the 
staff,  a  pair  of  side  portions  parallel  with,  and 
spaced  from,  the  middle  portion  and  at  its  op- 
posite sides  respectively,  a  bottom  bight  portion 
connecting  the  side  portions  and  spaced  below 
the  lower  end  of  the  middle  portion,  a  horizontal 
portion  extending  between  and  connecting  the 
upper  end  of  the  middle  portion  and  the  upper 
end  of  one  of  the  side  portions,  and  a  horizontal 
portion  extending  from  the  upper  end  of  the  other 
side  portion  toward  the  upper  end  of  the  middle 
portion,  both  of  said  horizontal  portions  being 
adapted  to  rest  on  the  upper  edge  of  said  bar 
support,  the  bight  portion  being  adapted  to  en- 


gage said  bar  support's  under  edge,  the  bar  sup- 
port being  pressed  between  the  middle  portion  on 
one  side  of  the  bar  support  and  the  side  portions 
on  the  other  side  of  the  bar  support  in  the  mount- 
ed position  of  the  device  on  the  bar  support,  the 


lower  part  of  the  helical  middle  portion  being  of 
less  diameter  than  the  upptr  part  of  said  helical 
portion  so  that  the  staff's  lower  end  may  be  freely 
slid  into  said  upper  part  and  then  screwed  into 
said  lower  part  to  securely  hold  the  staff. 


2.013.272 

SPRAY  COMPOSITION 

Maxwell  O.  Johnson.  Wahiawa.  Territory  of 

Hawaii 

No  Drawini:.    Application  February  24,  1932, 

Serial  No.  594.966 

3  Claims.   (CI.  167—43) 

1.  A    spray   composition   consisting   of   water, 

Iron  salts,  clay  and  refined  mineral  oil.  the  whole 

constituting  a  stable  emulsion  until  sprayed  and 

a  quick  breaking  emulsion  on  being  sprayed. 


2.013.273 
GREASE  GUN 
Sven  M.  Jonsson.  Stockholm.  Sweden,  assignor, 
by  mesne  assignments,  to  The  Lubrication  Cor- 
poration, South   Bend,  Ind.,  a  corporation  of 
Delaware 
Continuation   of  application   Serial  No.   252.795. 
February  8.  1928.     This  application  November 
30.  1931,  Serial  No.  577,893.    Renewed  June  15, 
1934 

14  Claims.     (CI.  221—47.4) 


-'-  •      I 


1.  In  an  apparatus  of  the  character  described, 
in  combination,  a  tubular  housing  carrying  a 
high  pressure  cylinder  and  a  plunger  therefor 
comprising  a  grease  pump,  said  pump  having  an 
Inlet  opening  and  an  outlet  opening,  a  removable 
grease  cartridge  within  said  housing,  a  second 
plunger  within  said  grease  cartridge,  means  to 
move  said  cartridge  toward  said  second  plunger, 
said  plunger  having  an  opening  adapted  to  con- 
vey grease  from  said  cartridge  to  the  inlet  open- 
ing of  said  high  pressure  pump. 


i 


2,013,274 
OIL  BURNER 

Charles  J.  Kessler.  Cleveland  Heights.  Ohio,  as- 
signor to  Perfection  Stove  Company,  Cleveland, 
Ohio,  a  corporation  of  Ohio 
AppUcation  June  13,  1932.  Serial  No.  616,834 
5  Claims.     (CI.  158—94) 


(            "         \ 

* 
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1.  In  a  so-called  long  chimney  type  oil  burner 
comprising  Inner  and  outer  wick  tubes  that  are 
spaced  apart  at  their  upper  ends  and  are  con- 
nected together  at  their  lower  ends  with  a  leaJc- 
proof  joint,  a  conduit  communicating  with  the 
space  between  said  tubes  for  delivering  oil  there- 
to, a  cylindrical  wick  in  said  space,  and  a  rela- 
tively long  slender  chimney  arranged  with  its 
lower  end  about  the  upper  ends  of  said  tubes,  an 
air  controlling  member  surrounding  and  spaced 
from  the  top  of  the  outer  wick  tube  and  inter- 
posed between  said  tube  and  the  chimney,  the 
same  comprising  an  outer  upwardly  converging 
collar  having  a  ledge  intermediate  its  ends  to 
provide  a  support  for  the  aforesaid  chimney,  and 
an  inner  collar  of  less  convergence  nested  within 
the  outer  coUar  and  separated  therefrom  adja- 
cent Its  lower  end. 

\ 

2,013.275 
GARMENT  HANGER 

Frank  Key  and  Elvin  S.  Land.  Neosho.  Mo. 

AppUcation  May  18,  1933,  Serial  No.  671.750 

2  Claims.     (CI.  24—253) 


2.  A  garment  hanger  including  jaws,  one  of 
said  Jaws  being  formed  with  ears  straddling  the 
other  of  said  Jaws  for  preventing  lateral  dis- 
placement thereof,  loops  formed  on  the  jaws,  a 
spring  disposed  between  the  Jaws  and  having  end 
portions  extending  through  the  loops,  said  spring 
operatlvely  connecting  the  Jaws  and  providing  a 
fulcrum  whereby  the  Jaws  may  be  rocked  with 
respect  to  each  other,  said  jaws  cooperating  for 
engaging  an  article. 


2,013.276 
DRAGLINE  BUCKET 

WUUam  A.  Luce,  Portland,  Oreg .,  assignor  of  Ave 
per  cent  to  Harry  A.  Bell  and  five  per  cent  to 
John  A.  Dodok.  both  of  Llnnton,  Oreg. 
AppUcation  August  30,  1934.  Serial  No.  742.065 
5  Claims.     (CI.  37—125) 
1.  In  a  device  of  the  class  described,  the  com- 
bination of  a  hollow  fabricated  frame,  means  for 
predetermining  the  weight  of  the  frame,  wheels 
disposed  at  either  side  of  the  frame,  and  drums 
disposed  at  either  end  of  the  frame,  a  bucket  dis- 
posed within  the  frame,  the  rear  end  of  the  bucket 
458  0.  G.— 8 


being  hingedly  mounted  relative  to  the  frame,  the 
front  end  of  the  bucket  being  mounted  within  the 
frame  and  adjustably  supported  upon  camming 
surfaces,  power  means  for  manipulating  the  cams 
and  for  raising  and  lowering  the  bucket  within 
the  frame,  doors  disposed  at  either  end  of  the 


bucket,  power  means  for  opening  the  doors,  means 
for  predetermining  the  crowding  action  on  the 
filling  end  of  the  bucket  while  the  same  is  being 
filled,  and  a  main  haul  line  secured  to  the  bucket, 
a  haul  back  line  secured  to  the  frame,  a  trip  line 
and  hoisting  lines. 


2.013,277 

APPARATUS  FOR  MAKING  MOLDS 

John  Luton,  Cleveland  Heights,  Ohio,  assignor  to 

ConsoUdated  Iron -Steel  Mfg.  Company  of  1932, 

Cleveland.  Ohio,  a  corporation  of  Ohio 

AppUcation  July  25.  1933,  Serial  No.  682.137 

7  Claims.     (CI.  22 — 20) 


1.  In  an  apparatus  for  making  molds,  a  plu- 
rality of  molding  flasics  provided  each  with  a 
pattern  and  a  supporting  carrier  therefor,  a 
closed  guideway  along  which  the  carriers  are 
adapted  to  travel  processionally.  a  pluraUty  of 
pieces  of  operable  apparatus  disponed  serially 
along  the  guideway.  whereby  a  plurality  of  oper- 
ators stationed  along  the  guideway  may  perform 
on  the  successive  flasks  successive  mold -producing 
operations,  the  closed  guideway  having  a  main 
portion  and  a  plurality  of  branch  portions  di- 
verging from  and  reuniting  with  the  main  portion, 
and  means  for  selectively  guiding  the  carriers  and 
molds  thereon  from  the  main  portion  to  one  or 
another  of  the  branch  portions  to  permit  the 
carrier  movement  to  be  delayed  on  the  branch 
portions  to  allow  time  for  a  core-setting  operation, 
without  delaying  movement  of  the  carriers  and 
molds  on  the  main  portion  of  the  guideway.  and 
means  for  guiding  the  carriers  and  flasks  from  the 
branch  portions  to  the  main  portion  whereby  each 
carrier  with  a  flask  may  be  returned  to  the  start- 
ing point  on  the  main  portion  from  a  branch 
portion  and  means  for  transferring  the  pattern 
directly  from  the  mold  to  a  flask  after  the  flask 
leaves  the  branch  portion. 
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2.013JS78 

METHOD  FOR  MAKING  MOLDS 

Joim  Laton,  Cleveland  Helf  big,  Ohio,  assignor  to 

Consolidated  Iron-Steel  Mfr.  Company  of  1932, 

Cleveland,  Ohio,  a  corporation  of  Ohio 

AppUcaUon  Jaly  25.  1933.  Serial  No.  682.138 

3  Claims.     (CI.  22—193) 


1.  The  method  of  making  castings  which  in- 
cludes moving  a  plurality  of  molding  units  each 
including  a  pattern  and  a  plurality  of  flask  ele- 
ments through  a  succession  of  stations  from  a 
starting  point,  performing  on  each  unit  different 
mold-making  operations  at  the  different  stations 
including  removing  the  pattern  from  the  fla.sk 
elements  and  leaving  a  completed  mold,  return- 
ing the  pattern  on  a  closed  path  of  movement 
to  the  starting  point,  continuing  movement  of  the 
mold  and  a  flask  element  on  a  branch  path  of 
movement,  pouring  molten  metal  into  the  mold, 
moving  the  poured  mold  and  said  flask  element 
over  a  cooling  portion  of  the  branch  path  of  move- 
ment, causing  the  metal  to  solidify,  continuing 
movement  of  the  mold  and  flask  element  to  the 
starting  point,  breaking  up  the  mold  and  remov- 
ing the  casting,  the  molds  and  said  flask  elements 
being  moved  at  the  same  predetermined  rate  over 
the  cooling  portion  of  the  branch  path  and  the 
patterns  and  flask  elements  moving  independent- 
ly on  the  closed  path  and  on  other  portions  of 
the  branch  path. 


2.013,279 

ATTACHMENT  TO  A  HAIR  CLIPPER 

Vladimir  L.  Maleev.  Lo«  Angeles,  Calif. 

AppUeatira  September  5.  193S,  Serial  No.  688,147 

7  Claims.     {CI.  30—1) 


1.  A  frame  with  means  to  attach  it  to  a  hair 
cliw)er,  a  guide  fastened  to  said  frame,  a  rod 
slidably  and  non-rotatably  mounted  in  said  guide, 
a  comb  hingedly  fastened  to  said  rod.  by  a  double- 
hinge  connection  which  allows  tilting  of  the 
comb  upward  and  sideways. 


2.013.280 

MUSIC  PRINTING  DEVICE 

Earl  Maze,  Fort  Wayne,  Ind. 

AppUcaUon  Anrust  6,  1934.  Serial  No.  738,745 

1  Claim.     (CI.  101—110) 


A  printing  device  of  the  class  described  com- 
prising a  narrow  casing  having  flat  sides  and  a 
curved  top,  a  projection  at  one  end  of  the  casing 
forming  a  rest  for  the  tip  of  a  flnger  contacting 
the  curved  top,  upper  and  lower  projections  at 
the  other  end  of  the  casing  forming  a  space  be- 
tween them  for  receiving  the  base  of  a  thumb 
with  a  part  of  the  thumb  contacting  one  side  of 
the  casing  and  some  of  the  other  Angers  engaging 
the  opposite  side  of  the  casing,  and  a  type  carry- 
ing disk  rotatably  supported  in  the  casing  and 
having  a  portion  extending  from  the  casing. 

2,013.281 

MEDICAL  COMPACT 

Lawrence  H.  McCalla.  Oreenyllle,  S.  C. 

Application  October  25.  1932.  Serial  No.  639,500 

2  Claims.     iCl.  206—12) 


1.  A  compact  comprising  a  member  having 
front,  rear,  end  and  bott<mi  walls,  a  block  in 
the  member  between  the  ends  thereof  and  having 
a  chamber  therein,  an  apertured  cover  engaging 
the  top  of  said  chamber,  a  pair  of  rearwardly 
extending  partitions  extending  in  spaced  rela- 
tion to  each  other  between  the  block  and  the 
rear  wall,  a  pair  of  longitudinally  extending  and 
spaced  apart  partitions  disposed  between  the 
block  and  an  end  wall  and  disposed  in  inwardly 
spaced  relation  to  the  front  wall,  an  intermediate 
partition  between  the  outermost  of  said  longitu- 
dinal partitions  and  the  front  wall,  said  inter- 
mediate partition  having  a  plurality  of  grooves 
in  the  side  thereof  confronting  the  block,  and  the 
block  having  a  plurality  of  grooves  confronting 
said  first  grooves,  a  plurality  of  plates  removably 
engaging  in  said  grooves  of  said  intermediate 
partition  and  said  block,  and  a  hinged  lid  secured 
to  one  of  the  walls. 

2,013.282 

LICENSE  TAG 

Harry  J.  McKeon.  Galesbarg,  HI. 

Application  February  26.  1935,  Serial  No.  8,353 

1  Claim.     (CI.  40— 125) 
In  combination  with  a  license  tag  having  an 
opening  therein,  a  slotted  supporting  bracket  for 
the  tag.  a  holder,  said  holder  including  a  main 
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plate,  a  rib  extending  across  the  plate,  said  rib 
being  engageable  into  the  slot  of  the  bracket,  said 
plate  and  rib  having  a  threaded  opening  there- 
through, lugs  extending  laterally  from  the  ends 


of  the  plate  in  a  direction  beyond  the  opposite 
side  of  the  plate  from  the  side  having  the  rib, 
and  a  screw  for  disposition  through  the  tag, 
bracket  and  threaded  opening  of  the  said  plate 
and  rib. 


2.013.283 

COUPLING 

Charles  O.  Merrill.  Des  Moines,  Iowa 

Application  November  19,  1934.  Serial  No.  753,629 

6  Claims.     (CI.  287— 104) 


1.  In  a  device  of  the  class  described,  a  barrel 
member,  a  bar  member  rotatably  mounted  in  said 
barrel  member,  a  yielding  means  for  holding  said 
bar  to  one  direction  of  its  rotation,  two  arm 
members  designed  to  extend  into  said  barrel 
member  from  opposite  directions,  and  a  notch  in 
each  of  said  arms  capable  of  being  engaged  by 
said  bar  member. 


2  013  284 
SECTIONAL  AUTOMATIC  DISPLAY  CABINET 

Joseph  A.  Mlchand,  St  Paul.  Minn. 

AppUcaUon  March  30,  1932.  Serial  No.  601,984 

6  Claims.     (CL  211-49) 


1.  A  sectional  display  cabinet  for  displaying 
merchandise  including  sides,  cross  members  ad- 
justably connected  to  said  sides,  inclined  tray 
members  sufflcient  in  length  to  accommodate  a 
plurality  of  aligned  articles  to  be  displayed,  par- 
titions adjustably  positioned  within  said  trays 
to  form  runways,  a  display  shelf  extending  angu- 
larly from  each  of  said  trays,  said  shelf  being 
of  proper  length  to  hold  a  single  article,  said  dis- 
play shelf  being  so  positioned  with  respect  to 
the  runways  to  cause  the  goods  to  move  by  grav- 
ity thereinto  when  the  display  shelves  are 
emptied. 

2.013.285 
DOORCATCH 

William  A.  Mooney,  Richmond,  Va..  assigrnor  of 

one-half  to  William  K.  Mooney.  Richmond.  Va. 

Application  December  18.  1934.  Serial  No.  758,128 

3  Claims.     (CI.  292—79) 

1.  A  door  latch  comprising  a  csising  attachable 

to  a  door  Jamb,  said  casing  having  a  curved 

slot  in  the  side  wall  opposite  the  jamb,  a  rock- 


ing plate  pivoted  in  the  casing  and  having  a  latch 
pin  projecting  from  the  side  thereof  and  through 
said  slot,  in  position  to  engage  a  keeper  attached 
to  the  door,  a  contractile  coiled  spring  cormected 
at  one  end  to  the  plate  and  at  the  other  end  to 
the  casing  and  exerting  pulling  tension  on  the 
plate  and  arranged  to  swing  therewith  across  the 
pivot  of  the  plate,  whereby  to  pull  the  plate  in 


r— 


either  direction  beyond  center  to  the  extent  per- 
mitted by  the  slot,  the  position  and  length  of  the 
slot  being  such  that  the  latch  pin  is  maintained  at 
an  angle  to  the  pivot  with  respect  to  the  line  of 
movement  of  the  keeper,  whereby  the  plate  Is 
yieldingly  held  in  both  positicms  solely  by  the  ten- 
sion of  the  spring  and  can  be  rocked  by  pull  or 
push  on  the  keeper  overcoming  such  tension. 

2,013,286 

DISPLAY  DEVICE 

William  W.  Naramore,  Bridgeport,  Conn. 

AppUcaUon  March  2,  1932.  Serial  No.  596.269 

6  Claims.     (CI.  211 — 1.5) 


1,  In  a  merchandise  display  device,  a  box  hav- 
ing a  platform  provided  with  a  sinuously  circular 
guideway;  a  series  of  table-like  merchandise  dis- 
play supports  adapted  to  move  in  said  sinuous 
guideway:  and  a  plurality  of  rotatable  drivers 
supported  with  the  box  under  said  sinuous  guide- 
way  and  provided  with  radiating  arms  which  are 
adapted  to  engage  with  the  display  supports  and 
push  them  along  in  the  sinuous  guideway. 

2.013,287 

CARRY  BAG  WITH  BRIDGING  STRIP 

George  W.  Poppe,  Brooklyn,  N.  Y..  assignor  to 

Equitable  Paper  Bag  Co.,  Inc.,  Brooklyn,  N.  Y., 

a  corporation  of  New  York 

AppUcaUon  May  5,  1934,  Serial  No.  724,144 

3  Claims,     (a.  93—35) 

1.  A  carry  bag  formed  of  a  folded  web  of  one 

weight  of  paper,  the  edges  of  which  web  are  spaced 

apart  at  the  rear  bag  wall,  a  bridging  strip  of 

heavier  paper  secured  at  Its  edges  to  the  sejxa- 
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rated  edges  of  the  folded  web.  said  bridging  strip 
running  the  full  length  of  the  rear  bag  wall, 
a  closing  flap  which  Is  a  prolongation  of  said 
rear  wall  and  a  tab  cut  into  the  edge  of  said  flap 
and  witliin  the  side  edges  of  said  bridging  strip. 
3.  The  method  of  producing  a  bag  as  defined 
in  claim  1  which  consists  in  folding  a  web  of 
paper  to  form  a  bag  tube,  the  edges  of  the  web 
after  folding  being  spaced  apart,  cutting  slits  in 


a  second  web  spaced  apart  a  distance  equal  to 

the  desired  width  of  a  tab.  such  slits  being  spaced 
bag  length  intervals  apart,  feeding  said  second 
web  m  a  manner  such  that  Its  edges  overlap  the 
spaced  edges  of  the  folded  first  web.  securing 
the  second  web  to  the  edges  of  the  first  web  and 
severing  the  completed  tube  so  formed  into  bag 
lengths,  the  line  of  severance  of  the  seam  wall 
meeting  the  edges  of  a  pair  of  said  slits. 


2.013.288 

BINOCULAR  CAMERA 

Edwin  S.  Porter,  New  York.  N.  Y. 

Application  October  8.  1932.  Serial  No.  636.845 

21  Claims,     (CI.  88 — 16) 


2,  A  camera  which  comprises  a  pair  of  binocu- 
lar tubes  having  a  spring  motor  unit  disposed 
in  one  of  said  tubes,  said  tubes  having  eye  pieces, 
and  means  whereby  the  spring  motor  unit  may  be 
wound  up  by  turning  the  eye  piece  associated 
with  the  tube  in  which  the  unit  is  disposed. 


2,013.289 

FTSE  PLUG 

Sverre  Qaisling,  Madison,  Wis. 

Application  April  16.  1934,  Serial  No.  720.691 

6  Oaims.     <C1.  200 — 130) 

I 


^7 


1.  A  fuse  plug  comprising  a  shell  divided  into 
a  plurality   of   spring    sections   throughout   the 


greater  portion  of  its  length,  a  removable  fusible 
element  having  an  opemng  therein,  and  fusible 
material  completely  filling  said  opening. 


2,013,290 

DEVICE  FOR  FINGER  NAILS 

Eui?ene  C  .  Rohrbach,  Ridgewood,  N.  J. 

Application  September  5,  1934.  Serial  No.  742.755 

14  Claims.     (CL  63—2) 


1.  A  device  adapted  to  be  mounted  on  a  natural 
finger  nail  comprising  a  covering  portion  adapted 
to  overlie  the  outer  surface  of  a  finger  nail  and 
being  curved  in  transverse  section  so  as  to  snugly 
engage  therewith,  and  an  under  portion  adapted 
to  be  inserted  under  the  tip  of  the  finger  nail, 
said  under  portion  being  relatively  more  flexible 
than  said  covering  portion  and  being  so  secured 
to  the  latter  that  when  inserted  under  a  finger 
nail,  it  is  placed  under  a  tension  sufficient  to 
cause  it  to  tightly  engage  with  the  under  surface 
of  the  flnger  nail  and  to  detachably  hold  the 
covering  portion  In  place  upon  the  outer  surface 
of  the  finger  nail.  . 


2,013.291 
INK 

Adolf  Schubert.  Millburn.  N.  J.,  assignor  to 
Barrett  <&  Company.  Newark,  N.  J.,  a  corpora- 
tion of  New  Jersey 

No  Drawing.     Application   July  6,   1929, 
Serial  No.  376.492 
5  Claims.      iCl.  134 — 31) 
1.  An  Ink  consisting  of  a  dye  substantially  In- 
soluble in  water  but  soluble  In  alcohol,  existing  in 
a  solid  state  intermixed  with  a  substantially  non- 
drying  vehicle  Including  a  substantially  non-dry- 
ing oil  or  fat  In  which  the  dye  is  substantially 
insoluble. 


2,013.292 

DISCHARGE   DEVICE   FOR   USE  WITH 

CONVEYERS 

George   Thompson    Smith.    Loughborough,    Eng- 
land,    assignor     to     Herbert    Morris     Limited, 
Loughborough,  England 
Application  November  28.  1934.  Serial  No.  755.129 
In  Great  Britain  February  17.  1934 
12  Claims.     (CI.  214 — 61) 


yt 
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Z£ 


1.  A  conveyer  system  comprising  in  combina- 
tion with  a  conveyer  track  presenting  a  plurality 
of  discharge  stations  and  a  series  of  load  car- 
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riers  movable  along  said  track,  ramps  located  ad- 
jacent said  discharge  stations,  pawl  and  ratchet 
mechanism  mounted  on  each  of  said  load  car- 
riers, said  pawl  and  ratchet  mechanism  operable 
by  said  ramps  and  load  discharging  means  asso- 
ciated with  each  of  said  carriers,  said  load  dis- 
charging means  including  a  lever  operable  posi- 
tively by  the  pawl  of  said  pawl  and  ratchet  mech- 
anism on  a  predetermined  movement  of  the 
ratchet  mechanism. 


2.013.293 

UNION 

Owens  C.  SneU  and  Charles  E.  Girten, 

Houston,  Tex. 

Application  January  31,  1935.  Serial  No.  4,251 

6  Claims.     (CI.  285—128) 


;#•      t--i 


1.  A  union  comprising  aligned  tubular  coupling 
members  whose  facing  ends  have  coinciding 
grooves,  a  seal  ring  In  said  grooves,  one  of  said 
coupling  members  having  an  external  tapering 
face  and  the  other  member  having  coarse  ex- 
ternal threads  of  a  greater  diameter  than  that 
of  said  tapering  fac<^.  a  clamp  ring  open  at  one 
side  and  having  an  internal  tapering  face  in  con- 
tact with  said  external  face  and  having  inside 
threads  of  a  greater  internal  diameter  than  that 
of  said  external  face,  and  in  mesh  with  said  ex- 
ternal threads,  said  threads  being  in  contact  at 
one  side  only,  and  there  being  a  clearance  be- 
tween the  crest  of  the  threads  and  the  bottom  of 
the  corresponding  troughs  between  the  threads, 
means  for  contracting  said  clamp  ring  whereby 
the  intermeshing  threads  and  contacting  faces 
may  be  caused  to  co-act  with  wedpe-like  effect  to 
draw  the  coupling  members  together. 


2.013.294 
AUTOMATIC  IGNITION  CUT-OFF  WHICH  OP- 
ERATES  WHEN   OILING    SYSTEM   CEASES 
TO  FLECTION 
Albert  Thibault.  Bonne  Madone,  Saskatchewan, 

Canada 

Application  December  6,  1932.  Serial  No.  645,899 

1  Claim.    (CI.  123 — 146.5) 


sure  lubrication,  and  a  device  for  grounding  the 
ignition  current  in  case  of  failure  of  oil  pressure, 
said  device  comprising  a  bracket  adapted  for  at- 
tachment to  the  engine  casing,  a  grounded  elbow 
lever  pivotally  mounted  on  said  bracket,  an  in- 
sulated ignition  contact  supported  by  said  bracket 
and  adapted  for  engagement  with  a  part  of  said 
lever,  said  lever  having  a  notch  adapted  for  en- 
gagement by  a  second  lever  also  pivotally  mount- 
ed on  said  bracket,  and  second  lever  adapted  to 
be  actuated  to  discormect  said  elbow  lever  from 
said  contact  during  engine  starting,  together 
with  an  oil  pressure  device  mounted  on  said 
bracket,  and  adapted  only  when  actuated  by  said 
oil  pressure  to  move  said  elbow  lever  away  from 
said  ignition  contact. 


2,013.295 
DENTURE 
John  James  Tidd,  Ardrossan.  Scotland,  assigmor 
to  Imperial  Chemical  Industries  Limited,  a  cor- 
poration of  Great  Britain 
No    Drawing.    .Application     September    9.     1933, 
Serial  No.  688,827.     In  Great  Britain  Septem- 
ber 15,  1932 

9  Claims.     (CI.  106 — 22) 
1.  As  a  new  article  a  denture  comprising  poly- 
merized methyl  methacrylate. 


2,013.296 

PORT.\BLE   POWER  HAMMER 

James  N.  Baker.   Towson.  Md..  assignor  to  The 

Black     &     Decker     Manufacturing    Company, 

Towson.  Md..  a  corporation  of  Maryland 

Application  July  3.   1931.  Serial  No.  548,596 

14  Claims.    (CL  125—33) 


;^- 
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In  combination,  an  Internal  combustion  engine 
with  Ignition  and  starting  means  and  oil  pres- 


1.  The  combination  in  a  power  hammer  of  a 
reciprocating  slide,  a  guide  therefor,  a  ram.  a 
portion  of  said  ram  acting  as  a  piston  within  said 
slide,  a  spring  compressed  between  the  slide  and 
the  ram.  and  means  for  supporting  a  bit  in  the 
path  of  the  ram.  a  barrel  enclosing  the  guide  and 
spaced  outwardly  therefrom  forming  a  circumfer- 
ential iacknt.  means  for  introducing  air  into 
said  jacket  between  the  barrel  and  guide  at  one 
end  of  the  barrel,  the  guide  having  ports  near 
Its  respective  ends  and  the  slide  and  the  ram  op- 
erating as  a  piston  in  the  guide  to  force  air  into 
the  jacket  at  the  upper  end.  the  lower  end  of  the 
guide  cooperating  with  the  ram  after  the  manner 
of  a  pump  cylinder  for  discharging  the  air  from 
said  jacket  at  the  lower  end  of  the  guide. 
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2,013,297 
AMPLIFICATION   CONTROL 

Knox  Charlton  Black.  Boonton.  N.  J.,  asslgmor, 
by  mesne  assignments,  to  Radio  Corporation  of 
.America,  New  York,  N.  Y..  a  corporation  of 
Delaware 

Application  April  14,  1930,  Serial  No.  444.246 
37  Claims.     (CI.  250—20) 


1.  In  the  operation  of  an  amplifier  circuit  of 
the  type  including  an  audion  having  a  plurality 
of  grid  elements,  and  means  for  establishing  dif- 
ferent direct  current  potentials  upon  the  several 
elements,  the  method  of  controlling  the  amph- 
flcaUon  which  comprises  simultaneously  adjust- 
ing the  direct  current  potentials  applied  to  at 
least  two  of  said  elements  in  accordance  with  the 
strength  of  signals  applied  to  the  amplifier. 


2.013.298 
CELLLXOSE  ETHER  COMPOSITION 
Bozetech  C.  Bren,  Cedar  Grove.  N.  J.,  assignor  to 
Du  Pont  Viscoloid  Company,  Wilmington,  Del., 
a  corporation  of  Delaware 
No  Drawing.    Application  December  28,  1933. 
Serial  No.  704.233 
8  Claims.     (CI.  106 — 40) 
1.  A  composition  comprising  a  cellulose  ether 
and,  as  a  plasticizer  therefor,  a  thiotriaryl  phos- 
phate from  the  group  consisting  of  thiotriphenyl 
and  thiotricresyl  phosphates. 


2.013.299 

SEAL 

James  \.  Byrne,  West  Orange.  N.  J. 

AppUcation  January  21.  1935.  Serial  No.  2,697 

3  Claims.     (CI.  292— 307) 

s 


2.  A  seal  of  the  character  described,  compris- 
ing a  piece  of  easily  tearable  material  having  a 
portion  exposed  on  the  under  face  of  the  seal 
and  reenforced  marginally  with  not-easlly  tear- 
able material  affixed  to  the  under  face  thereof, 
the  said  exposed  portion  of  the  eafilly  tearable 
piece  having  a  line  of  weakening  perforations 
adjacent  the  reenforcing  material. 


2.013.300 
DETERGENT  COMPOSITION 
Charles  Dunbar,  Middleton,  England,  assignor  to 
Imperial  Chemical  Industries  Limited,  a  cor- 
poration of  Great  Britain 
No  Drawing.     Application  June  23,  1932,  Serial 
No.  618.937.    In  Great  Britain  July  9,  1931 
5  Claims.     (CL  87—5) 
4.  A   detergent  composition  for   textile  fibers 
comprising  a  compound  selected  from  the  group 
consisting  of  the  alkaii-metal  salts  of  cetyl-sulfo-  1 


benzyl  ether,  cetyl-sulfo-acetate.  octadecenyl- 
sulfoacetate  and  beta-sulfoethyl-oleate,  and  a 
protective  colloid  selected  from  the  group  con- 
sisting of  glue,  gelatine  and  isinglass. 


2.013,301 

MOTOR  FOR  CLOTHES  WASHERS 

Royal  D.  Edsell,  Pelham  Manor,  N.  Y. 

Application  November  8,  1932.  Serial  No.  641,747 

3  Claims.     (CI.  121— 164,i 


1.  In  a  clothes  washer  having  a  cylinder,  a  pis- 
ton therefor,  a  rack  connected  to  said  piston,  and 
a  rotatable  gear  member  at  one  side  of  said  cyl- 
inder, said  gear  member  meshing  with  said  rack, 
an  automatic  control  therefor  comprising  a  valve 
positioned  on  the  opposite  side  of  the  gear  mem- 
ber from  said  cylinder  and  connected  to  opposite 
ends  thereof  for  controlling  the  admission  of  fluid 
to  said  cylinder  and  the  discharge  of  fluid  there- 
from, a  valve  actuator  connected  to  said  valve, 
means  on  said  gear  member  connected  to  said 
valve  actuator  and  tending  to  move  said  valve 
actuator  to  change  the  position  of  said  valve, 
means  pivoted  upon  a  fixed  part  of  the  valve  act- 
ing to  retain  said  valve  in  a  given  position  and 
means  carried  by  said  gear  member  adapted  to 
trip  said  retaining  means  for  permitting  said  valve 
to  assume  a  different  position. 


2,013.302 

BURNING  FLUID  FUEL 

William  Ferguson.  Philadelphia,  Pa.,  assignor  to 

National  Airoil  Burner  Company,  Incorporated, 

a  corporation  of  Delaware 

Application  July  29.  1932.  Serial  No.  625.850 

5  Claims.     (CI.  158— 75 1 


1.  In  a  liquid  fuel  combustion  system,  the  com- 
bination of  a  burner  body  having  a  chamber 
Intermediate  its  two  ends,  said  body  having  a 
fuel  inlet  port  and  a  fuel  discharge  port  opening 
directly  to  said  chamber.  Independently  operated 
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means  for  controlling  the  flow  to  and  the  flow 
from  said  chamber  and  means  delivermg  an 
atomizing  agent  for  acting  upon  the  fuel  in  the 
chamber  and  projecting  a  portion  thereof  from 
the  chamber  to  the  region  of  combustion. 

2,013.303 
TUBE -MAKING  MACHINE 

Karl  E.  Garling.  Newark,  N.  J.,  assignor  to  Soda 
Straw    Manufacturing    Corporation,    Newark, 
N.  J.,  a  corporation  of  New  Jersey 
Application  July  12.  1933,  Serial  No.  680.032 
27  Claims.     (CI.  164—61) 


1.  A  cut-off  mechanism  comprising  in  combi- 
nation with  means  for  feeding  a  straw  continu- 
ously, a  knife  having  a  cutting  edge  moving 
transversely  to  the  path  of  the  straw,  and  means 
for  moving  the  straw  into  the  knife  with  a  com- 
ponent of  movement  in  the  direction  of  the  move- 
ment of  the  knife  edge  where  engaged  by  the 
straw. 

2,013.304 
METHOD  OF  AND  APPARATUS  FOR  APPLY- 
ING     SEALING     CLOSURES    TO    BOTTLES 
AND  OTHER  CONTAINERS 

Henry  F.  Glunx.  Saratoga  Springs.  N.  Y. 

Application  April  14,  1934.  Serial  No.  720,560 

23  Claims.    (CL  226—83) 


4.  The  method  of  applying  sealing  closures  to 
containers  which  consists  in  preliminarily  fold- 
ing the  closure  over  the  mouth  of  the  container 
and  during  the  folding  operation  subjecting  the 
folded  portion  to  the  action  of  heat  of  a  suf- 
ficient degree  to  reduce  the  same  to  a  moldable 
state  and  then  compressing  the  folded  portion 
against  the  sides  of  the  container  by  means  of 
an  elastic  heated  pressure  sufficient  to  force  the 
same  Into  a  final  conforming  and  sealing  posi- 
tion and  to  effect  a  fused  application  thereof  with 
the  sides  of  the  container. 


2,013,305 
BLUE  FLAME  WICKLESS  OIL  BURNER 

Gabriel  Grobard,  Hartford,  Conn. 

Application  November  10,  1932.  Serial  No.  641,727 

9  Claims.     (CL  158—87) 


1.  In  an  oil  burner  of  the  character  described, 
a  plurality  of  ring-like  members  each  having  an 
annular  fuel  groove  in  its  upper  surface,  each  of 
said  members  having  a  diametrically  extending 
passage  communicating  at  its  opposite  ends  with 
a  respective  fuel  groove,  a  cup  about  which  said 
members  are  angularly  spaced  apart,  and  con- 
duits radiating  from  said  cup  and  leading  to  the 
central  portions  of  said  passages. 


2.013.306 
GATE 
Edward  Le  Roy  Harrington,  Pittsburgh.  Pa.,  as- 
signor to  Blaw-Knox  Company,  Pittsburgh.  Pa., 
a  corporation  of  New  Jersey 
AppUcation  May  24,  1933.  Serial  No.  672,594 
5  Claims.     (O.  221—145) 


trjrapTEiTjr 


1.  In  a  gate  for  controlling  the  fiow  of  mate- 
rial from  a  bottom  dumping  hopper,  the  combi- 
nation with  the  margin  or  rim  of  the  discharge 
opening  of  said  hopper,  of  a  fiexible  closure  mem- 
ber adapted  to  be  seated  upwardly  against  said 
rim,  and  supporting  means  for  said  flexible  clo- 
sure member  including  a  frame  and  a  plurality 
of  rollers  movable  back  and  forth  beneath  the 
opening,  one  end  of  said  fiexible  closure  member 
being  attached  to  the  hopper  bottom  and  the 
other  end  to  the  frame  of  the  supporting  means 
and  said  supporting  means  with  its  rollers  being 
constructed  and  arranged  to  progressively  seat 
and  support  said  fiexible  member  against  the 
rim  In  effecting  closure  of  the  opening  and  to 
progressively  release  said  flexible  member  in  ef- 
fecting opening  thereof. 


2  013  307 
SELECTrVT  AUTOMATIC  VOLITME  CONTROL 

RECEIVER 

William  A.  Harris,  Verona,  N.  J.,  assignor  to 
Radio  Corporation  of  America,  a  corporation  of 
Delaware 

Application  August  25,  1932,  Serial  No.  630,371 
14  Claims.     (CL  250—20) 

1.  In   combination,   a   source   of   intermediaie 
frequency  energy,  a  single  stage  including  a  pair 
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of  diodes  and  a  triode  system,  a  coupling  net- 
work, comprising  a  primary  and  secondary  cir- 
cuit, between  said  source  and  one  of  said  diodes, 
a  connection  between  said  primary  circuit  and 
the  other   diode,   an   audio   frequency   amplifier 


rfe3<i 


coupled  to  said  triode  system  and  said  first  diode, 
and  inter-channel  noise  suppressor  means  includ- 
ing the  control  grid  of  said  triode  system  for 
rendering  said  amplifier  inoperative  when  the 
energy  transmitted  from  said  source  decreases 
below  a  predetermined  level. 


2.013.308 

LIP   STICK   HOLDER 

Sherman  G.  Hickox.  Waterbury,  Conn.,  assifrnor 

to  Scovill  Manafscturinf  Company.  Waterbury, 

Conn.,  a  corporation  of  Connecticut 

Application  July  27,  1933.  Serial  No.  682.372 

4  Claims.     ( CI.  206—56 1 


1.  In  a  lipstick  holder,  and  In  combination,  an 
inner  tube  and  a  casing  capable  of  relative  rota- 
tion, a  carrier  for  a  lipstick  movable  in  said  tube, 
an  enlarged  head  connectetl  with  said  tube  and 
serving  as  an  operating  element,  the  tube  and 
casing  having  relatively  inclined  shoulders,  a  pin 
on  said  carrier  engaging  said  shoulders,  and  a  slip 
cap  embracing  said  casing  and  taking  over  the 
upper  portion  of  said  head,  the  wall  of  the  lower 
portion  of  the  head  being  offset  outwardly  a  dis- 
tance substantially  equal  to  the  thickness  of  the 
cap  wall,  thereby  providing  a  stop  shoulder  for  the 
cap  and  a  flush  outer  surface  for  the  capped  hold- 
er, the  enlarged  h?ad  and  the  cap  having  mutual- 
ly engaging  shoulders  for  preventing  relative  ro- 
tation of  the  cap  and  holder. 


2,013.309 
ECONOMIZER 

George  P.  Jackson,  Flushing,  N.  Y.,  assignor  to 
Combustion  Engineering  Company.  Inc.,  New 
York,  N.  Y..  a  corporation  of  Delaware 
Application  April  19,  1934,  Serial  No.  721.293 

13  Claims.     (CI.  257—240) 
1.  In  an  economizer,   a  plurality  of   headers. 

economizer  tubes  connected   Into  said   headers. 

means  movably  supporting  the  headers  in  super- 


posed close  proximity  whereby  they  may  move 
relatively  to  each  other  without  friction  there- 


between, and  sealing  means  between  superposed 
headers. 


2.013.310 
AUTOMATIC  VOLl  ME  CONTROL 

Gunther  Jobst  and  Waldemar  Wehnert.  Berlin. 
Germany,  assignors  to  Telefunken  Gesellsohaft 
ftir    Drahtlose    Telegraphie    m.    b.    U.,   Berlin, 
Germany,  a  corporation  of  Germany 
Application  September  19.  1932.  Serial  No.  633.730 
In  Germany  October  24.  1931 
7  Claims.     (CI.  250—20) 


■UW-vffmrr 


1.  In  a  receiver  for  modulated  carrier  waves, 
the  combination  with  a  signal  frequency  amplifier 
tube  whose  plate  current-grid  voltage  character- 
istic is  substantially  exponential  and  a  demodu- 
lator, of  a  linear  rectifier  network  for  rectifying 
amplified  signal  voltages  to  produce  a  direct  cur- 
rent voltage  for  automatically  regulating  the  gain 
of  said  amplifier,  said  amplifier  characteristic  and 
rectifier  linear  characteristic  being  so  related  as 
to  render  the  mutual  conductance  of  the  amplifier 
inversely  proportional  to  the  received  carrier  am- 
plitude, and  means  conductlvely  connecting  the 
output  of  said  network  to  the  input  electrodes  of 
said  amplifier  tube. 


2.013.311 

PERMANENT   WAVING   APPARATUS 

Daniel  Lakenbach.  Valley  Cottage.  N.  Y. 

Original  application  January  4.  1933.  Serial  No. 

650.084.    Divided  and  this  application  December 

6.  1933,  Serial  No.  701.118 

8  Claims.     (CL  132—33) 


1.  A    hair-treating    appliance    comprising    a 

clamping  base  for  attachment  to  a  tress  of  hair, 

a  curling  rod  mounted  to  operate  rotatably  upon 

I  said  base,  and  a  combined  winding  member  and 


guard  mounted  rotatably  upon  said  curling  rod. 
said  appliance  also  including  a  fiexible  blanket 
having  a  portion  adapted  to  embrace  the  portion 
of  the  tress  embraced  by  the  clamp,  a  flexible 
hygroscopic  portion  to  be  wound  onto  the  rod  con- 
centrically with  the  convolutions  of  the  tress 
thereon,  and  a  non-hygroscopic  portion  adapted 
to  constitute  a  mosture  tight  outer  enevelope  for 
the  coiled  tress. 


2,013,312 
MACHINE  GLTN 

Carl  Alfred  Larsson  and  Percy   Reuben  Higson, 
Westminster.    England,    assignors    to   Vickers- 
.Armstrongs   Limited.  Westminster.  England,  a 
British  company 
.Application  January  2.  1934,  Serial  No.  704.834 
In  Great  Britain  February  6,  1933 
4  Claims.     iCl.  89—3) 


j*  *•  s'  c    C  i^ 


1,  A  machine  gun  comprising  a  recoiling  bar- 
rel, a  recoiling  lock,  a  crank  connected  to  the 
lock  and  operated  by  the  recoil,  a  sear  carried 
by  the  lock  and  set  by  the  crank  on  recoil,  car- 
tridge guides  fixed  to  the  lock  frame  against 
vertical  movement,  a  cartridge  transporter  re- 
ciprocating bodily  vertically  in  the  lock  for  push- 
ing the  cartridge  along  the  said  cartridge  guides, 
vertical  guideways  in  the  lock  for  guiding  the 
transporter,  two  horns  fixed  to  the  transporter 
one  on  each  side  thereof  so  as  to  be  capable  of 
only  vertical  movement  and  which  horns  are  lo- 
cated adjacent  to  the  front  of  the  lock,  cam 
means  forming  two  cam  guideways  one  on  each 
side  of  the  gun  casing  for  engagement  by  said 
horns  to  effect  downward  movement  of  the 
transporter,  said  cam  means  also  forming  two 
other  cam  guideways  for  engagement  by  said 
horns  for  effecting  upward  movement  of  the 
transporter,  and  means  co-operating  with  one 
of  the  first  mentioned  cam  guideways  to  pre- 
vent forward  movement  of  the  horns  and  other 
parts  should  a  short  recoil  inadvertently  occur. 


2.013.313 
PURIFICATION  OF  GASES 
Jesse  G.  Melendy,  Tarrytown.  N.  Y..  assignor  to 
General  Chemical  Company,  New  York.  N.  Y.,  a 
corporation  of  New  York 

No  Drawing.     Application  July  9.  1931, 

Serial  No.  549.806 

4  Claims.     (CI.  23—178) 

4.  The  method  of  purifying  and  drying  sulfur 

dioxide  bi'rner  gas  containing  hydrofluoric  acid  in 

excess  of  0  0000001   gram  per  cubic  foot  which 

comprises  contacting  the  gas  with  sulfuric  acid 

of  over  QB'^f    strength,  whereby  the  gas  is  dried 

and  fluorine  removed  therefrom. 


2.013.314 

AUTOMOBn>E  ROOF  CONSTRUCTION 

Heinz  O.  Meti.  Scarsdale.  N.  Y. 

Application  March  22,  1934.  Serial  No.  716.753 

5  Claims.     (CI.  296— 107) 

1.  The  combination  of  a  vehicle  body  having 

at  each  side  a  pair  of  bar  elements  pivoted  at 

their  meeting  edges  with  a  roof  structure  com- 


prising a  plurality  of  guide  rails,  a  frame  slidably 
mounted  upon  said  guide  rails  and  consisting  of 


two  sections  detachably  secured  together,  and  a 
roof  secured  to  each  of  said  frame  sections. 


2,013.315 

DEVICE  FOR  HEATING  HOSE  COITLINGS 

Thomas  R.  Pavelsky.  Rochester,  N.  Y. 

Application  October  10,  1934,  Serial  No.  747,762 

3  Claims.     (CI.  137—72) 


4t» 

1.  In  a  box  adapted  to  be  used  for  heating  a 
hose  coupling,  the  combination  of  two  box  halves 
connected  with  a  hinge,  two  of  the  parallel  sides 
of  said  box  having  openings  therethrough  adapted 
to  receive  the  members  of  a  hose  coupling  there- 
in, said  box  being  divided  diametrically  across 
said  opening  and  in  line  with  said  hinge,  said  box 
being  adapted  to  be  opened,  and  being  adapted 
to  receive  a  hose  coupling  therein  with  the  box 
closed  around  it,  said  box  being  adapted  to  hold 
burning  fuel  therein,  with  openings  in  the  top 
of  the  box  for  ventilation. 


2.013.316 
AUTOMATIC   VALVE 
William  A.  McLean.  Rochester,  N.  Y.,  assignor  to 
C.  Schnackel's   Son.  Inc.,  Rochester.  N.  Y.,  a 
corporation  of  Now  York 

Application  June  26.  1933,  Serial  No.  677.646 
2  Claims.     (CI.  251—114) 
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1.  In  an  automatic  valve  of  the  character  de- 
scribed, the  combination  with  a  shell  having  inlet 
and  outlet  openings,  of  a  sliding  valve  member 
therein  adapted  to  close  the  outlet  opening  under 
fluid  pressure  from  the  inlet,  said  valve  member 
comprising  as  an  integral  unit  a  piston  head 
functioning  as  such  closure,  a  reduced  portion 
back  of  such  head,  a  screw  threaded  periphery 
of  the  diameter  of  the  head  back  of  such  reduced 
portion,  a  transverse  port  In  the  latter,  and  a 
passage  leading  from  the  latter  port  to  the  piston 
head,  and  a  spring  Interposed  between  the  end 
of  the  shell  and  the  piston  head. 
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2,013.317 
CORNER   AND  BUILDING   CONSTRUCTION 

Benjamin  H.  Roberts.  Walpole,  and  Eli  L,  Cham- 
berlain. Norwood,  Mass.,  assijfnors,  by  mesne 
assigrnments.  to  The  Patent  and  Licensing  C  or- 
poration,  Boston,  Mass.,  a  corporation  of  Massa- 
chusetts 
Application  Au«:ust  26,  1931,  Serial  No.  559,444 
7  Claims.     (CL  20—5) 


7.  As  a  new  article  of  manufacture,  a  building 
corner  element  having  a  flashing  portion  of  flex- 
ible waterproof  sheet  material,  and  having  at- 
tached to  and  extending  from  said  flashing  por- 
tion an  exposed  portion  of  asphalt-saturated  felt 
with  an  adherent  surfacing  of  finely  divided  min- 
eral matter  divided  into  horizontal  stripes  to  pro- 
vide a  plurality  of  brick  and  mortar  appearing 
portions  of  contrasting  color,  the  side  and  top 
edges  of  said  exposed  portion  being  well  within 
the  side  and  top  margins  of  said  flashing  por- 
tion. 


2.013.318 

ESTER   OF   DIHYDRIC    AND   POLYHYDRIC 

ALCOHOLS 

hndwig  Rosenstein  and  Walter  J.  Hund. 

San  Francisco,  Calif. 

No  Drawing:.     Application  January  22,  1929, 

Serial  No.  334.350 

6  Claims.     (CL  260— 8) 

1.  Ethylene  phthalate  produced  by  esterifylng 

a  molecule  of  phthalic  anhydrid  and  a  molecule 

of  ethylene  glycol  in  the  presence  of  silica  gel  as 

an  esteriflcatlon  catalyst. 


2,013.319 

RUBBER  COMPOSITION  AND  METHOD  OF 

PRESERVING  RUBBER 

Waldo  L.  Semon,  Cuyahofa  Falls,  Ohio,  assignor 

to  The  B.  F.  Goodrich  Company,   New  York. 

N.  Y..  a  corporation  of  New  York 

No  Drawinr-     Application  May  16.  1931. 
Serial  No.  537.995 
8  Claims.     fCl.  18 — 50) 
1.  The  method  of  preserving  rubber  which  com- 
prises Incorporating  into  rubber  before  vulcEiniza- 
tion  a  homogeneous  plastic  mass  resulting  from 
the  cooling  of  a  solution  of  a  dlarylamlne  In  a 
molten  neutral  wax. 


2.013.320 
METHOD  AND  APPARATUS  FOR   MAKING 
CONTAINEE  CAPS 
McConnell  Shank  and  Henry  J.  Flikkie.  Akron. 
Ohio,  asrignors  to  The  B.  F.  Goodrich  Com- 
pany, New  York,  N.  Y.,  a  corporation  of  New 
York 
AppUcation  October  24,  1933.  Serial  No.  694.948 
6  Claims.      (CI.  18 — 16) 
2.  Apparatus  for  molding  container  caps,  said 
apparatus  comprising  a  core  plate  provided  with 
cores  projecting  from  one  face  thereof,  a  stripper 


plate  formed  with  apertures  through  which  said 
cores  may  project,  means  for  filling  cavities  in 
the  projecting  cores  with  plastic  material,  means 


W^//'^  y> 


cooperating  with  said  stripper  plate  for  molding 
other  plastic  material  about  the  projecting  ends 
of  said  cores  in  contact  with  said  first  named  ma- 
terial, and  means  for  vulcanizing  said  materials. 


2.013,321 

ELECTRIC   MEASURING   INSTRI'MENT 

Thomas  W.  Varley,  New  York.  N.  Y. 

Application  Augrust  20.  1932.  Serial  No.  629.585 

Renewed  January  18.  1934 

5  Claims.     iCl.  171— 95 J 


5.  The  method  of  ascertaining  the  actual  watts 
in  a  circuit  which  consists  in  exhibiting  the  dif- 
ference of  the  vector  sum  of  the  E.  M.  F.  and  the 
amperes  squared  and  the  vector  difference  of  the 
E.  M.  F.  and  the  amperes  squared  and  then  sub- 
tracting those  two  values. 


2.013.322 
COILABLE  MEASURING  DEVICE 
Frederick  A.  Volz,  New  Britain.  Conn.,  assignor  to 
The  Stanley  Works,  New  Britain,  Conn.,  a  cor- 
poration of  Connecticut 
ApplicaUon  July  7,  1932.  Serial  No.  621.220 
2  Claims.     (CI.  33—138) 


a 


1.  A  casing  for  a  coilable  measuring  device  com- 
prising two  cup-shaped  complementary  members 
each  of  which  has  a  side  wall  and  a  cylindrical 
peripheral  wall,  one  of  said  members  having  a 
transversely  extending  notch  In  its  peripheral  wall 
and  a  radially  offset  flange  at  its  open  end  ex- 
tending around  its  periphery  and  terminating 
short  of  said  notch  with  ends  comprising  portions 
bordering  said  notch  that  are  Inset  with  respect 
to  said  flange,  the  other  of  said  members  having 
in  its  peripheral  wall  an  enlarged  notch  opening 
into  the  marginal  edge  of  said  member  and  a 
narrow  notch  leading  from  said  larger  notch,  the 
peripheral  edge  of  said  second  member  being 
adapted  to  engage  within  the  flange  of  the  flrst 
member  with  the  edges  of  the  enlarged  notch  en- 
gaging the  internal  ends  of  said  offset  flange,  said 
narrow  notch  and  said  flrst  mentioned  notch 
constituting  an  entrance  opening  for  the  measur- 
ing tape 
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2  013  323 

ABRASION  SHOE  FOR  AIRFOILS 

Harry  E.  Waner,  Akron.  Ohio,  assignor  to  The 

B.  F.  Goodrich  Company,  New  York,  N.  Y.,  a 

corporation  of  New  York 

AppUcation  February  20,  1934,  Serial  No.  712,161 

3  Claims.     iCL  244—31) 


1.  A  protective  shoe  for  the  leading  edge  of 
an  airfoil  comprising  a  layer  of  rubber  having 
in  cross  section,  when  in  unstrained  condition, 
a  U-shap«  of  sharper  curvature  than  that  of  the 
surface  to  which  It  is  to  be  applied. 

2.013.324 

COAT 

Otto  F.  Weisend.  Columbus,  Ohio 

Application  October  8,  1934,  Serial  No.  747,355 

2  Claim*.     (CL  2—93) 


1.  A  coat  including  in  its  back  a  fabric  piece 
vertically  continuous  from  the  collar  portion  to 
the  lower  end  of  the  tail  portion  and  having  in 
its  waist  line  generally  vertical  incisions  in  op- 
posed and  spaced  relation  to  each  other,  said  in- 
cised portions  dravvTn  and  sewed  together  whereby 
there  is  formed  a  bulge  to  rest  over  the  rump  of 
the  wearer,  and  a  flexible  reinforcing  member 
extending  and  secured  to  the  back  across  said  in- 
cised portions  to  maintain  said  bulge. 

2  013,325 
STORAGE  CONTAINER  FOB  BEER 

Richard    A     Wilkins,   Rome,    N.   Y..    assignor   to 
Revere  Copper  and  Brass  Incorporated,  Rome, 
N.  Y.,  a  corporation  of  Maryland 
Application  October  7.  1933.  Serial  No.  692.607 
5  Claims.     (CI.  220 — 10 1 


having  the  inner  surface  thereof  formed  of  a 
copper-silicon  alloy  containing  approximately 
from  1  to  6%  silicon,  the  sum  of  the  copper  and 
silicon  being  at  least  approximately  95%  of  said 
alloy. 

2,013,326 

STORAGE  CONTAINER  FOR  BEER 

Richard   A.    Wilkins.   Rome.   N.    Y..    assigrnor    to 

Revere  Copper  and  Brass  Incorporated,  Rome, 

N.  Y.,  a  corporation  of  Maryland 

Application  March  31,  1934,  Serial  No.  718,479 

5  Claims.     (CL  220— 9 J 
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1.  A  storage  container  for  beer  and  the  like 
having  the  inner  surface  thereof  formed  of  a  high 
copper  content  copper-silicon-tin  alloy  having 
sufficient  silicon  and  tin  to  make  it  corrosion  re- 
sistant, the  tin  being  between  approximately  0.25 
and  3%.  the  silicon  being  in  amount  between  0.25 
and  4%  and  proportioned  relative  to  the  tin  to 
keep  the  allov  workable  while  Increasing  -ts 
strength,  the  balance  of  the  alloy  containing  85% 
or  more  of  copper.  * 


2  013,327 
STORAGE  CONTAIN-ER  FOR  BEER 

Richard    A.   Wilkins,   Rome,   N.    Y.,    assignor    to 
Revere  Copper  and  Brass  Incorporated,  Rome, 
N.  Y.,  a  corporation  of  Maryland 
Application  March  31.  1934.  Serial  No.  718,480 
5  Claims.     (CI.  220—9) 


1.  A  storage  container  for  beer  and  the  Uke 


1.  A  storage  container  for  beer  and  the  like 
having  the  inner  surface  thereof  formed  of  a 
high  copper  content  corrosion  resistant  copper- 
silicon-iron  alloy  in  which  the  silicon  is  between 
approximately  0.4  and  5%  and  the  iron  between 
approximately  0.1  and  0.6%.  but  with  at  least 
twice  as  much  silicon  as  iron  in  all  instances,  the 
copper  being  not  less  than  about  88  7o. 
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2.013.328 
DISPENSER 

Octo  N.  Wiswell,  Los  Angeles,  Calif.,  assifnior  to 
Swiufspout    Measure    Company,    Los    Angeles, 
Calif.,  a  corporation  of  California 
Application  May  19,  1933.  Serial  No.  671,876 
5  Claims.     (CI.  221—23) 


1.  A  dispensing  receptacle  including,  a  body 
having  an  opening  adapted  to  receive  a  container, 
there  being  discharge  openings  m  the  lower  end 
of  the  body,  a  movable  spout  on  the  body  in  com- 
munication with  said  discharge  openings,  and 
cutters  in  the  body  adapted  to  cut  openings  in 
the  container  when  it  is  moved  into  the  body 
opening,  the  cutters  having  open  lower  ends  di- 
rectly above  said  discharge  openings. 


2,013,329 
METHOD  OF  STAINING  FIBROUS  BODIES 
Lois  W.  Woodford,  New  York,  N.  Y..  assignor  to 
R,   W.   Callaway.   New  York,   N.  Y.   and   Alan 
M.  Mann,  Scarsdale,  N.  Y.,  as  Joint  trustees 
No  Drawing.    Application  February  20.  1933, 
Serial  No.  657,672 
3  Claims.     (CI.  91 — 68) 
1.  The  method  of  finishing  fibrous  bodies  which 
comprises  applying  to  the  surface  of  such  a  body 
a  coating  comprising  a  watery  suspension  In  a 
solution  of  a  water-soluble  dye  of  a  resin  soluble 
in  an   organic  solvent,  permitting  such  coating 
to    dry    and    thereafter    applying     a     coating 
of  a  transparent  film  forming  material  compris- 
ing a  solvent  for  such  resin. 


2.013,330 
ROOFING 

Lloyd  M.  Abraham,  Mill  Valley.  Calif.,  assignor, 
by  mesne  assignments,  to  Hans  H.  Doe,  Phoe- 
nix, Aril. 

AppUcaUon  May  26.  1933.  Serial  No.  672.966 
4  Claims.     (CI.  108—22) 


1.  A  roof  covering  composed  of  long  narrow 
metal  sheets,  said  sheets  having  upper  and  lower 
parallel  edges,  a  hook-shaped  flange  formed  at 
the  upper  edge  of  a  first  sheet  to  receive  the  lower 


edge  of  a  second  sheet,  spaced  cleats  placed  on 
the  hook-shaped  flange  longitudinally  thereof, 
nails  securing  the  cleats  and  extending  through 
the  hook-shaped  flange  and  the  lower  edge  of  the 
second  sheet  and  securing  said  lower  edge  against 
removal  from  the  hook-shaped  flange,  said  second 
sheet  being  bent  to  overlay  the  hook-shaped 
flange  and  the  cleats,  and  a  hook-shaped  flange 
formed  at  the  upper  edge  of  the  second  sheet  to 
receive  the  lower  edge  of  a  third  sheet,  said  sheets 
being  sufficiently  thin  to  readily  be  deformed  due 
to  expansion  without  harm  to  the  structure. 

2  013,331 
RADIO  RECEIVING  APPARATUS 

Milton  Alden,  Brockton,  Mass.,  assignor  to  Radio 

Inventions,  Inc.,  New  York,  N.  Y.,  a  corporation 

of  New  York 
Original    application    April    7.    1927,    Serial    No. 

181.754.      Divided   and   this   application  March 

31.  1932.  Serial  No.  602.197 

1  Claim.     (CI.  250—20) 


'^JU^it*- 


Radio  receiving  apparatus  comprising  a  source 
of  power,  audio  simplifying  means,  a  loud  speaker 
and  a  separate  control  unit  physically  removed 
from  all  of  the  foregoing  elements  and  connected 
thereto  by  flexible  conductors  and  comprising 
radio  frequency  amplifying  means,  detector 
means  and  all  means  necessary  to  effectively  tune 
the  receiving  apparatus  to  various  differing  fre- 
quencies, said  flexible  conductors  furnishing  to 
said  separate  control  unit  aH  electrical  energy 
used  thereby. 

2,013  332 

BUILDING     MATERIAL     AND     METHOD     OF 

AND    APPARATUS    FOR    MAKING    SAME 

Alfred  Anderson.  Rutherford,  N.  J.,  assignor  to 
The  Patent  and  Licensing  Corporation,  Boston, 
Mass..  a  corporation  of  Massachusetts 
AppUcation  March  21.  1931,  Serial  No.  524.399 
8  Claims.     (CI.  91—68) 


1.  In  the  method  of  producing  composition 
building  material,  the  steps  comprising,  coating 
a  base  with  a  waterproof  adhesive,  applying  dif- 
ferently colored  granules  to  the  coating  to  form 
adjacent  bands  of  predetermined  different  col- 
ors, embedding  the  granules  into  the  coating,  and 
separating  the  excess  of  the  differently  colored 
granules  from  the  excess  of  a  mixture  thereof. 
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2,013  333 

METHOD  OF  PRODUCING  OIL  SEALS 

Ernest  H.  Anderson.  Forestville.  Conn.,  assignor 

to    Graton    &    Knight    Company,    Worcester, 

Mass.    a  corporation  of  Massachusetts 

Application  March  17,  1933.  Serial  No.  661,344 

1  Claim.     (CI.  29—148) 


The  method  of  making  an  oil  seal  which  con- 
sists in  forming  a  cylindrical  cupped  blank,  as- 
sembling the  cupped  blank  within  a  die  cavity 
surrounding  the  blank  and  from  which  the  free 
edge  extends  outwardly,  locating  within  the 
blank  a  molded  non-metallic  sealing  ring  of  cir- 
cular form  and  having  an  outer  portion  of  larger 
diameter  engaging  with  the  inner  wall  of  the 
blank  below  the  projecting  edge  and  an  inner 
portion  of  smaller  diameter  in  proximity  to  the 
bottom  of  the  cupped  blank,  and  an  endless  coiled 
spring  surrounding  the  smaller  portion  of  the 
sealing  ring  and  held  in  place  by  the  blank,  and 
permanently  connecting  the  sealing  ring  at  the 
portion  of  larger  diameter  to  the  cupped  blank  by 
curling  the  free  edge  of  the  cupped  blank  down- 
wardly and  rearwardly  upon  Itself  by  direct  pres- 
sure exerted  through  a  plunger  which  engages 
with  the  free  edge  of  the  blank  and  directs  it 
downwardly  and  rearwardly  to  rigidly  clamp  the 
sealing  ring  between  the  two  portions  of  the  wall 
of  the  blank. 


2  013  334 
METHOD     OF     PRODUCING     MAGNESILTVI 
CHLORIDE  FROM  CALCIITVI  CHLORIDE 
Edwin  O   Barstow.  Sheldon  B.  Heath,  and  Forest 
R.  Minger,  Midland,  Mich.,  assignors  to  The 
Dow   Chemical   Company.   Midland.    Mich.,    a 
corporation  of  Michigan 
Application  October  17,  1934.  Serial  No.  748,674 
6  Claims.     (CL  23—91) 


mmei. 


Sio»l <^W> 1  TO,     1 


1.  The  method  of  converting  calcium  chloride 
solution  into  magnesium  chloride  solution  which 
comprises  treating  a  calcium  chloride  solution 
substantially  free  from  magnesium  chloride  with 
precipitated  magnesium  carbonate  in  amount 
less  than  that  equivalent  to  the  calcium  chloride 
in  the  solution,  separating  the  precipitated  cal- 
cium carbonate  from  the  resulting  solution,  sus- 
pending magnesium  hydroxide  in  the  solution  in 


amount  in  excess  of  that  equivalent  to  the  cal- 
cium chloride  remaimng  therein,  treating  the 
suspension  with  carbon  dioxide,  and  then  sepa- 
rating the  precipitated  carbonates  from  the  re- 
sulting magnesium  chloride  solution. 

2,013.335 
MAGNETO 
Louis  Beeh,  Longmeadow,  and  John  F.  Martin, 
Springfield,  Mass..  assignors  to  United  Ameri- 
can  Bosch  Corporation,   Springfield,  Mass.,   a 
corporation  of  New  York 
Application  February  12.  1935,  Serial  No.  6.192 
12  Claims.     (CL  123 — 149) 


1.  In  a  magneto,  a  distributor  plate,  outlet  ter- 
minals on  said  plate,  a  gear  journaled  on  said 
plate  and  being  entirely  supported  thereby,  and 
means  including  said  gear  for  supplying  said  ter- 
minals with  current  Impulses. 

2,013,336 
PROTECTIVE  COATING  COMPOSITION 

Robert   D.   Bonney,   Glen   Ridge,   and   Walter    S. 
Egge,  West  Orange.  N.  J.,  assignors  to  Congo- 
leum-Naim  Inc.,  a  corporation  of  New  York 
No  Drawing.     Application  June  30,  1934, 
Serial  No.  733.307 
7  Claims.     (CL  134 — 17) 
1.  A  composition   comprising   a   homogeneous 
mixture  of   chlorinated   rubber   and   that   com- 
ponent  of   oxidized   drying   or   semi -drying    oil 
which,  after  the  oxidation  of  the  oil  is  in  fluid 
phase,  is  separated  from  a  substantial  proportion 
of  the   un oxidized  and  non -hardening  oil  con- 
stituents of  the  oxidized  oil,  and  is  capable  of 
hardening  without  further  substantial  oxidation. 

2.013.337 
COOKING   DEVICE 
Ethel  Bordas,  San  Francisco,  Calif.,  assignor  of 
one-half  to  Frieda  Klussmann.  San  Francisco, 
CaUf. 

AppUcation  June  4,  1934,  Serial  No.  728,952 
2  CUims.     <C1.  53—7) 


1.  In  a  pastry  utensil  of  the  class  described,  a 
pair  of  basket  frames  arranged  in  hinged  relation, 
a  pluraUty  of  distinct  baskets  arranged  therein, 
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a  porous  partition  insertable  between  said  frames 
and  providing,  distinct  pastry  cooking  sections, 
means  for  holding  said  frames  in  locked  relation, 
and  means  for  supporting  said  frames  as  a  unit 
comprising  an  upbent  handle  and  a  hook  section 
whereby  the  same  may  be  reversed. 


2  013  338 
PROCESS   FOR  THE   PRODUCTION  OF 
CARBOXYLIC  ACIDS 
Gilbert  B.  Carpenter,  BeUemoor,  Del.,  assigrnor  to 
E.  I.  du  Pont  de  Nemours  &  Company,  W'ilminf- 
ton,  Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  Aug^ust  24,  1931, 
Serial  No.  559.121 
12  Oaims.     (CI.  260—112) 
6.  The    process    of    producing    aliphatic    car- 
boxylic   acids  which  comprises   reacting   in   the 
vapor  phase  an  oleflnic  hydrocarbon  and  formic 
acid  substantially  in  accordance  with  the  equa- 
tion: 

CnHan  ^  HCOOH-*CnH2n^  iCOOH. 


2  013  339 

METHOD  OF  ORNAMENTATION  AND 

APPARATUS   THEREFOR 

Russell   S.   CoUey,  Kent.  Ohio.  assi8:nor  to    The 

B.  F.  Goodrich  Company,  New  York,  N.  Y.,  a 

corporation  of  New  York 

AppUcatlon  August  25,  1934,  Serial  No.  741,443 

8  Claims.     (CI.  41—1) 


3.  The  method  of  ornamenting  an  article  which 
comprises  depositing  upon  a  supporting  surface  a 
liquid  dispersion  of  rubber  to  provide  a  perforate 
deposit  thereof  by  the  disposition  of  the  elements 
of  the  dispersion  and  coherence  of  them  with  one 
another,  at  least  partially  drying  the  deposit,  re- 
moving it  from  the  supporting  surface,  stretching 
It  to  alter  the  shape  of  the  elements  and  openings 
therebetween,  and  adhering  it  in  its  stretched 
shape   to    a   surface    of    the   said    article. 


2.013,340 
MANUFACTURE  OF  SOLDER 

James  E.  Dempsey,  Detroit.  Mich. 

No  Drawing.     Application  April  6,  1935, 

Serial  No.  15,094 

4  Claims.     (CI.  75—1) 

1.  The  process  of  manufacturing  of  non-fer- 
rous solder  which  comprises  melting  and  alloy- 
ing zinc  and  aluminum  beneath  a  protecting 
coating  of  sodium  cyanide  and  maintaining  the 
metals  beneath  said  coating  until  the  alloying 
has  been  substantially  completed. 


2,013.341 
SHOE  AND  METHOD  OF  MAKING  THE  SAME 

Karl  Eng:el,  Lynn.  Mass..  assignor  to  United  Shoe 
Machinery  Corporation,  Paterson,  N.  J.,  a  cor- 
poration of  New  Jersey 
AppUcation  October  1.  1932.  Serial  No.  635,798 
14  Claims.     (CI.  12—142) 
1.  That  improvement  in  methods  of  preparing 
shoe  parts  for  adhesive  attachment  to  other  shoe 


parts  which  comprises  making  upon  the  surface 
of  a  shoe  part  a  multiplicity  of  roughened  areas, 
each  of  substantial  width,  said  areas  being  close- 
ly and  uniformly  spaced  so  as  to  leave  a  nar- 
row unroughened  area  k>etween  each  two  adja- 
cent roughened  areas. 


7.  A  shoe  part  having  a  series  of  separated 
roughened  areas  evenly  distributed  along  a  por- 
tion to  be  adhesively  attached  to  another  shoe 
part. 

14.  A  flexible  shoe  having  an  upper  and  a  sole, 
and  a  band  of  cement  interposed  between  the 
upper  and  the  sole  for  securing  them  together, 
said  band  comprising  alternate,  narrow,  rela- 
tively thick  and  thin  portions  of  cement  extend- 
ing substantially  at  right  angles  to  the  periphery 
of  the  shoe. 


2,013,342 

LUBRICATED  COCK 

Richard    Fennema,    Chicago,    111.,    aasiirnor     to 

Crane  Co.,  Chicago,  111.,  a  corporation  of  Illinois 

Application  November  21.  1931.  Serial  No.  576,477 

4  CUims.     (CL  251—93) 


2.  A  plug  valve  comprising  a  body  having  a 
passage  therethrough  and  a  tapered  bore  trans- 
verse to  said  passage,  a  correspondingly  tapered 
plug  seated  in  said  bore  and  having  a  port  there- 
through arranged  to  permit  flow  through  said 
paSvSage  in  one  position  and  to  prevent  flow 
through  said  passage  when  rotated  about  its  axis, 
and  means  for  lubricating  the  seating  surfaces 
between  said  plug  and  body,  said  means  includ- 
ing a  lubricant  reservoir  In  said  plug,  a  groove  In 
said  plug  substantially  surrounding  said  plug  ad- 
jacent one  end  thereof,  substantially  all  portions 
of  said  groove  being  inclined,  a  duct  leading  from 
said  reservoir  to  said  groove,  and  spaced  longi- 
tudinal channels  in  said  body,  the  diagonally  op- 
posite longitudinal  channels  being  connected  to 
receive  lubricant  from  said  groove  when  said  plug 
Is  In  closed  position  and  being  disconnected  from 
said  groove  when  .said  plug  Is  rotated  from  closed 
position. 
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2.013  343 
PROCESS  FOR  CANNING  FOODS 

Ernest  E.  Follin,  Chicago.  111.,  assijfnor  to  Stand- 
ard Oil  Company,  Chicago,  III.,  a  corporation 
of  Indiana 

No  Drawing.     Application  February  12,  1932, 
Serial  No.  592,663 
7  Claims.     (CL  99—8) 
1.  An  Improvement  in  the  process  of  prevent- 
ing malflavors  from  developing  in  food  products 
contained  In  a  sealed  container  which  comprises 
the  step  of  luting  the  seals  of  said  container  by 
applying  thereto  a  petroleum  naphtha  solution 
of  a  rubbery  cementltlous  material  said  solution 
having  a  small  quantity  of  a  hydroxy  aryl  com- 
pound dissolved  therein. 


2.013.344 
METHOD    AND    APPARATUS    FOR    MANIPU- 
LATING STRETCH ABLE  SHEET  MATERIAL 

Fred  D.  Fowler,  Newton,  Mass..  assignor  to  Hood 
Rubber  Company,  Inc..  Watertown.  Mass.,  a 
corporation  of  Delaware 

AppUcation  June  8,  1934,  Serial  No.  729,723 
16  Claims.     (CL  242—55) 


1.  The  method  of  unrolling  stretchable  sheet 
material  from  a  roll  thereof  which  comprises  con- 
tacting the  surface  of  the  rolled  material  In 
movement  compeUing  relation  thereto  and  ad- 
vancing the  contacted  material  past  the  line  of 
separation  of  it  from  the  roll  to  unroll  it  while 
accelerating  the  contacted  portion  of  the  mate- 
rial to  Impart  a  stretching  force  to  it  at  the  line 
of  separation. 

2.013.345 

COMBINATION   HIGHWAY  ANT)   RAILWAY 

TR.\NSPORTATION  SYSTEM 

Robert  H.  Gellatly.  Philomath.  Oreg. 

Application  May  28,  1932.  Serial  No.  614,174 

3  CUims.     (CI.  105—159) 


1.  In  a  railway  car  of  the  class  described,  com- 
prising a  track  engaging  truck  at  each  of  Its 
ends,  a  pair  of  spaced  parallel  girders  forming 
the  main  body  of  the  car  and  embracing  both  of 
said  trucks,  platforms  secured  between  the  gird- 
ers at  both  of  their  ends  and  disposed  above  and 
terminating  at  the  ends  of  the  trucks,  an  elon- 
gated floor  platform  extending  substantially  full 
length  of  the  car  between  said  ti-ucks  and  form- 


ing the  major  portion  of  the  floor  of  the  car, 
parallel  side  walls  extending  upwardly  from  the 
floor  platform,  and  means  interposed  between 
said  side  walls  of  the  floor  platform  and  said 
girders  of  the  railway  car  for  lifting  and  lowering 
the  floor  platform  out  of  and  Into  its  normal 
lowered  position. 


2.013,346 
SHIPPING  CONTAINER 

Earl  S.  Gomes.  Cincinnati.  Ohio 

Application  January  11,  1934,  Serial  No.  706.239 

4  Claims.     (CL  229—14) 


2.  In  a  shipping  container  of  the  class  de- 
scribed, a  pair  of  supports,  each  support  com- 
posed of  a  body  member,  a  portion  of  said  body 
member  adapted  to  lie  parallel  with  the  inner 
surface  of  the  container  wall,  and  a  portion  of 
said  body  member  with  a  recess  therein  adapted 
to  lie  parallel  with  the  inner  surface  of  the  con- 
tainer bottom,  a  substantally  solid  member  in 
connection  with  said  body  member,  a  portion  of 
the  upper  surface  of  said  solid  member  to  form 
a  supporting  ledge  and  a  bottom  for  said  recess 
In  said  body  member. 


2,013.347 

BELT  FOR  GARMENTS  AND  THE  LIKE 

ARTICLES 

Harold  R.  Harris,  Philadelphia.  Pa.,  assignor  to 
Permaflex.  Incorporated,  a  corporation  of  Penn- 
sylvania 

Application  November  21,  1933,  Serial  No.  698.964 
4  Claims.     (CL  66—170) 


1.  A  pa  jama  belt  comprising  a  relatively  nar- 
row strip  of  knitted  fabric,  said  strip  comprising 
a  longitudinally  extensible  Intermediate  section 
of  loosely  knit  threads  having  longitudinally  ex- 
tending elastic  threads  incorporated  therewith, 
and  end  sections  of  relatively  Inextensible  knit 
fabric,  said  end  sections  constituting  tie  cord 
portions  for  said  belt. 


2,013.348 
BIT  HEAD 
John  H.  Howard.  Huntington  Park,  and  Alfred  C. 
C  atland.  Alhambra.  Calif.,  assignors  to  Globe 
Oil  Tools  Co.,  Los  Nletos,  Calif.,  a  corporation 
of  California 
Application  January  4.  1933.  Serial  No.  650.131 
4  Claims.     (CI.  25S— 72) 
1.  A  bit  head  for  a  rotary  well  drill  including 
a  shoe  having  a  vertical  opening  for  receiving 
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a  core  and  adapted  to  discharge  fluid  downward- 
ly, an  annular  flange  on  the  wall  of  said  opening 
at  its  lower  end  whereby  the  fluid  is  discharged 
at  an  increased  velocity  to  wash  away  the  soft 
portions  of  the  core,  two  substantially  diametric- 
ally opposite  cutting  blades  projecting  down- 
wardly from  the  lower  end  of  the  shoe  beyond  all 
other  parts  of  the  bit  head  whereby  the  head 
may  rock  about  a  diametric  axis  as  the  blades 
engage  the  formation  to  make  an  annular  cut 


and  form  a  core  which  will  pnss  through  the 
flange  and  into  the  opening  with  but  slight  clear- 
ance, and  shorter  blades  projecting  downwardly 
and  outwardly  from  the  lower  end  of  the  shoe 
adapted  to  come  into  cutting  engagement  with 
the  formation  when  the  flrst  mentioned  blades 
have  been  considerably  shortened  through  wear, 
there  being  grooves  in  the  said  flange  to  dis- 
charge fluid  immediately  adjacent  the  forward 
faces  of  the  blades. 


2.013,349 

BUILDING  MATERIAL  AND  METHOD  OF 

MAKING   THE   SAME 

Lester  Kirschbraan,  Leonia,  N.  J.,  assiiriior  to  The 

Patent    and    Licensinir    Corporation,    Boston, 

Mass.,  a  corporation  of  Massachusetts 

Application  May  25,  1932,  Serial  No.  613.435 

9  Claims.     (CI.  91—68) 


1.  A  construction  material  comprising  a  loosely 
felted  fibrous  base  composed  of  dry  laid  fibres 
saturated  with  at  least  500%  by  weight  of  a  nor- 
mally solid  bituminous  waterproof  substance. 


2,013,350 
MOTION  PICTURE  APPARATUS 

Jacob  F.  Leventhal.  New  York.  N.  T.,  assignor  to 
Leventhal  Patents,  Inc.,   New  York,   N.   ¥.,  » 
corporation  of  Delaware 
AppUcation  November  5.  1934.  Serial  No.  751,444 
16  Claims.     ( CI.  80—16.8 ) 
1.  In  motion  picture  apparatus  having  mecha- 
nism governing  the  picture  cycle  frequency  there- 
of, means  for  feeding  film  provided  with  a  longi- 
tudinal row  of  alternating  light  transmitting  and 
light  obstructing  areas,  said  means  comprising  a 
shaft,   means   for   rotating   said   shaft    in  timed 
relation  with  said  picture  cycle  frequency  govern- 
ing mechanism,  a  cylinder  fixed  to  said  shaft  and 
having  a  peripheral  series  of  light  transmitting 
areas,  a  light  source  within  said  cylinder,  a  light 
sensitive  element  exterior  of  said  cylinder,  a  film 
feed  drum  coaxial  with  said   cylinder  and  ar- 


ranged to  locate  the  film  transparencies  in  aline- 
ment  with  the  cylinder  transparencies,  and  feed 


drum  drivmg  means  responsive  to  said  light  sensi- 
tive element.     

2.013.351 
SIDING   MATERIAL 
Harold  L.  Levin.   Rutherford.  N.   J.,  assignor  to 
The  Patent  and  Licensing  Corporation.  Boston. 
Mass..  a  corporation  of  Massachasetts 
.AppUcation  October  12,  1931.  Serial  No.   568.259 
1  Claim.      (CI.  20 — 5) 

£  i*  U    f^    M 


A  siding  element  of  asphaltlc  composition  hav- 
ing a  body  portion  and  tabs  spaced  by  narrow  cut- 
outs extending  from  said  body  portion,  a  layer  of 
asphaltic  coating  surfaced  with  granular  material 
covering  substantially  the  entire  upper  surface  of 
said  element,  an  additional  layer  of  asphaltlc  coat- 
ing surfaced  with  coarse  granular  material  difler- 
ing  In  color  from  the  first  named  granular  mate- 
rial and  covering  the  major  portion  of  the  exposed 
face  of  said  tabs  from  the  butt  edges  to  a  line 
parallel  to  and  below  the  upper  ends  of  said  cut- 
outs, said  additional  layer  extending  also  around 
the  exposed  edges  of  the  tabs,  and  similar  addi- 
tional layers  of  asphalt  surfaced  with  similar 
coarse  granular  material  extending  in  tongues  up- 
wardly from  the  upper  ends  of  said  cut-outs. 

2.013.352 

SHINGLE   ELEMENT 

Harold  L.  Levin.  Rutherford.  N.  J.,  assirnor  to 

The  Patent  and  Licensinr  Corporation.  Boston, 

Mass..  a  corporation  of  Massachusetts 

AppUcation  October  12.  1931.  Serial  No.  568.428 

4  Claims.     (CI.  108—7) 


1.  An  asphalt  saturated  and  coated  fibrous 
base  shingle  strip  having  a  body  portion  and  sub- 
stantially rectangular  shaped  tabs  spaced  from 
one  another  by  tab-defining  slots,  an  additional 
layer  of  coating  and  surfacing  material  on  only 
the  exposed  surface  and  the  exposed  side  and 
butt  edges  of  said  strip  including  narrow  verti- 
cally elongated  areas  of  the  body  portion  extend- 
ing upwardly  from  the  upper  extremities  of  said 
slots,  said  additional  coating  on  the  exposed  face 
and   edges   being   integral   and   continuous,   the 


SeptembekS,  1035 


U.  S.  PATENT  OFFICE 


129 


bottom  of  said  strip  being  free  of  the  additional 
layer  of  coating  and  surfacing  material  whereby 
it  presents  a  fiat  surface  and  permits  the  sat- 
uration and  coating  of  the  strip  to  exude  from 
the  bottom  thereof  to  adhere  it,  to  its  supporting 
surface. 

2.013,353 

SADDLE 

Andrew  J.  Linder.  Elyria.  Ohio.  assi«:nor  to  The 

Troxel  Manufacturing  Company.  Elyria,  Ohio, 

a  corporation  of  Ohio 

AppUcation  October  4,  1932.  Serial  No.  636,165 

18  Claims.     (CL  208—15) 


1  In  a  saddle,  a  seat  element,  and  a  forwardly 
and  rearwardly  extending  reach  bar  construction 
having  an  intermediate  portion  formed  to  be  se- 
cured to  a  saddle  post  securing  means,  the  re- 
spective ends  of  the  reach  bar  construction  being 
connected  to  the  saddle  by  resilient  devices,  the 
device  at  the  forward  end  comprising  a  U-form 
element  having  a  resilient  intermediate  portion 
and  having  one  leg  portion  secured  to  the  saddle 
and  the  other  leg  portion  formed  with  an  eye.  and 
the  forward  end  portion  of  the  reach  bar  con- 
struction being  generally  of  ogee  curve  forma- 
tion and  projected  into  the  eye. 

2.013.354 

INTERCOMMUNICATING  TELEPHONE  AND 

SIGNALING   SYSTE.M 

Clarence   E.   Lomax.   Oak  Park.  lU..  assignor  to 

Associated  Electric  Laboratories.  Inc.,  Chicago. 

III.,  a  corporation  of  Delaware 

Application  Julv   13.  1933.  Serial  No.  680.169 

12  Claims.     (CI.  179—32) 


1.  In  a  telephone  system,  extension  telephone 
stations  arranged  in  groups  on  a  talking  line, 
a  master  station,  group  selecting  keys,  one  for 
each  of  said  groups  of  extension  stations  at  said 
master  station,  units  selecting  keys  at  said  mas- 
ter station  common  to  said  group  selecting  keys, 
the  actuation  of  one  of  said  group  selecting  keys 
selecting  the  group  of  extension  stations  con- 
taining the  station  desired  by  the  master  station, 
while  the  actuation  of  a  certain  one  of  the  units 
selecting  keys  selects  the  desired  extension  sta- 
tion in  the  group  selected  by  said  group  select- 
ing key.  and  means  for  connecting  said  selected 
station  and  said  master  station  together  on  said 
talking  line. 

458  0.  G.— 9 


2.013,355 
TROLLEY  WIRE  SLTPPORT 

Samuel  S.  Matthes.  Mansfield.  Ohio,  assignor  to 
The  Ohio  Brass  Company,  Mansfield,  Ohio,  a 
corporation  of  New  Jersey 
Application  March  16.  1934.  Serial  No.  715,935 
15  Claims.     (CL  191 — 40) 


1.  A  trolley  wire  support  comprising  a  pair  of 
clamping  members  each  having  a  lip  to  engage 
and  grip  the  trolley  wire,  means  to  move  the 
members  into  and  hold  them  in  engagement  with 
the  wire,  a  part  groove  obliquely  disposed  alonr 
the  inner  surface  of  each  member  and  the  said 
part  groove  cooperating  to  form  a  passage  to 
receive  a  set  screw,  a  transverse  notch  in  the  edge 
of  one  member  into  which  the  part  groove  in  that 
member  opens  and  an  overhanging  lug  on  the 
other  member  which  enters  the  said  notch,  the 
lug  having  a  threaded  opening  with  its  axis  cor- 
responding to  the  oblique  axis  of  the  said  passage 
and  a  cup  pointed  set  screw  mounted  in  the  open- 
ing and  passage  to  engage  and  interlock  with  the 
trolley  wire  and  a  strain  attachment  on  the  mem- 
ber provided  with  the  lug. 


2,013.356 

SHOCK   ELIMINATOR 

Otto  V.  Mechler  and  Walter  W.  Toxey, 

San  Antonio.  Tex. 

Application  October  27,  1930.  Serial  No.  491.581 

12  Claims.     (CL  267—17  ) 


1.  A  shock  eliminator  of  the  type  described  for 
cancelling  the  lengthening  of  the  left  front  spring 
of  a  vehicle  and  eliminating  thereby  the  com- 
mimication  of  road  shocks  to  the  steering  gear, 
comprising  a  shackle  assembly  for  mounting  on 
the  left  front  spring  horn,  a  frame  for  disposal 
about  the  front  end  of  the  said  spring,  a  pair  of 
helical  springs  carried  by  said  frame  for  directly 
contacting  upper  and  lower  sides  of  said  spring, 
and  a  lever  extension  on  said  shackle  assembly 
and  connected  to  said  frame  for  alternately  com- 
pressing said  helical  springs  upon  the  movement 
of  the  said  spring,  said  frame  consisting  of  a  pair 
of  transversely  spaced  bolts  carried  by  a  lower 
end  portion  of  the  shackle  assembly  one  on  each 
side  of  the  spring,  and  a  bar  across  the  upper 
ends  of  the  bolts,  one  of  said  springs  being  dis- 
posed between  the  bar  and  the  upper  side  of  the 
vehicle  spring,  and  the  other  helical  spring  being 
disposed  between  the  end  portion  of  the  shackle 
assembly  and  the  other  side  of  the  vehicle  spring, 
and  nuts  on  the  bolts  for  adjusting  the  action 
of  the  helical  springs. 
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2.013.357 
JOURNAL  OILER 

Rudolph  W.  Miller,  Winona,  Minn. 

Application  November  23.  1934,  Serial  No.  754.511 

10  Claims.     (CI.  308 — 88) 


2,013.358 
KNAPSACK  WATER  BAG 

William  B.  Osborne,  Portland.  Oreg. 

Application  September  15.  1933,  Serial  No.  689.648 

7  Claims.      CI.  150 — 1) 


1.  The  combination  with  a  knap-sack  having 
attaching  straps  for  securing  the  same  upon  the 
back  of  the  user,  said  knap-sack  when  filled  hav- 
ing a  substantially  completely  open  top  to  permit 
the  free  placing  of  bulky  objects  therein,  of  a  fold- 
able  and  collapsible  water  bag  shaped  and  dimen- 
sioned to  conform  closely  to  the  internal  contour 
of  said  knap-sack,  a  discharge  fitting  carried  by 
said  water  bag  and  projecting  through  an  open- 
ing In  a  wall  of  the  knap-sack,  and  an  internal 
web  spanning  the  ?aid  water  bag  and  connecting 
opposite  walls  thereof  to  prevent  lateral  distension 
of  the  walls  of  the  water  bag  under  the  weight  of 
the  water  therein. 


1.  A  journal  oiler  comprising,  in  combination: 
a  journal  box;  a  journal  therein;  a  rod  in  said  i 
box  parallel  with  the  axis  of  the  journal;  a  plu- 
rality of  individual,  flat,  absorbent  element^each 
having  a  perforation  engaging  said  rod;  a  plu- 
rality of  plate  elements  of  rigid,  non-metallic  ma- 
terial each  having  a  perforation  engaging  said 
rod;  said  plate  elements  each  embedded  in  one 
of  said  absorbent  elements;  said  absorbent  ele- 
ments assembled  in  side  by  side  relation  trans- 
versely of  said  journal  with  their  edges  in  con- 
tact therewith;  means  carried  by  the  rod  to  hold 
the  elements  in  assembly  thereon:  and  resilient 
means  reacting  through  said  rod  to  press  the 
edges  of  the  assembled  elements  into  contact 
with  the  journal. 


2.013.359 

TRANSIT  CONCRETE  MIXER 

Hugh  P.  Paris,  King:  County,  near 

Kirkland.  Wash. 

Application  September  2,  1927,  Serial  No.  217,245 

1  Claim.      (CI.  83—73) 

In  a  concrete  mixer.  In  combination  with  an 

automobile  truck  chassis  and  propelling  mecha- 


nism, a  sub-frame  pivotally  mounted  upon  the 
chassis,  a  mixer  element  revolubly  cradled  upon 
said  sub-frame,  and  power  transmission  means 
operatlvely  connecting  the  propelling  mechanism 
on  the  chassis  with  the  mixer  element  on  the  sub- 


frame  through  the  pivot  axis  of  the  latter,  said 
transmission  means  including  a  sprocket  wheel 
adjacent  one  of  the  truck  wheels  and  a  clutch 
for  connecting  the  sprocket  wheel  to  the  adjacent 
truck  wheel  whereby  the  mixer  element  may  be 
rotated  when  the  truck  is  in  transit. 


2,013,360 
TRANSIT  CONCRETE  MIXER 

Hugh  P.  Paris.  Seattle.  Wa.sh.,  assignor,  by  mesne 
assignments,  to  Paris  Transit  Mixer  Co.. 
Seattle,  Wash.,  a  corporation  of  Washington 

.Application  November  13.  1928,  Serial  No.  319.067 
3  Claims.     (CI.  83—73) 


1.  In  combination  with  a  concrete  mixer,  of  an 
axially  elongated  eccentrically  mounted  voluble 
mixing  shell  having  closed  ends  and  a  polygonal 
cross-section,  one  of  the  sides  of  said  shell  form- 
ing a  door  therefor,  an  auxiliary  door  on  said  first 
mentioned  door,  and  means  for  rotating  the  shell. 


2.013.361 

POURING  SPOUT 

Lawrence  M.   Reynolds.  Pasadena.  Calif. 

Application  August  4.  1934.  Serial  No.  738,517 

1  Claim.     (CI.  221—23) 


A  pouring  spout  for  liquid  containers  compris- 
ing a  body  portion  having  an  enlarged  inter- 
mediate part,  the  lower  face  of  which  forms  a 
shoulder,  a  prong  depending  from  the  enlarged 
part  and  of  substantially  rectangular  shape  in 
cross  section,  the  upper  end  of  the  prong  being 
of  considerably  less  area  than  the  larger  part  and 
connected  to  the  central  part  thereof,  said  upper 
end  of  the  prong  having  a  groove  therein  ex- 
tending around  the  four  sides  thereof  with  the 
upper  wall  of  the  groove  forming  an  inner  ex- 
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tension  of  the  shoulder,  a  spout  part  extending 
upwardly  from  the  enlarged  part  and  having  a 
side  portion  flaring  outwardly  and  upwardly,  said 
spout  i>art  having  a  recess  therein  which  extends 
from  the  top  face  thereof  to  a  point  adjacent  the 
juncture  of  the  spout  part  with  the  enlarged  part, 
said  recess  flaring  upwardly  from  said  point  with 
that  wall  of  the  recess  in  the  flared  side  portion 
flaring  more  than  the  remaining  wall,  said  body 
portion  having  a  passage  therein  provided  with 
a  substantially  vertical  part  extending  from  the 
bottom  of  the  recess  through  the  enlarged  part 
into  the  upper  end  of  the  prong,  and  a  down- 
wardly and  outwardly  sloping  part  extending 
from  the  lower  end  of  the  vertical  part  through 
that  wall  of  the  prong  which  is  directly  below 
the  flaring  side  portion  of  the  spout  part. 


2.013,362 

AUTOMATIC    DIAPHRAGM 

Odon  Riszdorfer,  Budapest,  Hungary 

Application  July  18,  1932.  Serial  No.  623,216 

In  Hungary  July  18.  1931 

3  Claims.     (CI.  95 — 64) 


1.  In  a  photographic  camera,  the  combination 
of  diaphragms,  said  diaphragms  having  openings 
through  both  of  which  light  is  projected  when 
in  operation,  means  for  oscillatively  mounting  the 
diaphragms  for  movement  parallel  to  each  other, 
means  whereby  current  of  a  photo-electric  cell 
moves  the  said  diaphragms  relative  to  each  other, 
and  tensioning  means  for  the  diaphragms  having 
progressively  increased  resistance  as  the  dia- 
phragms move  toward  the  open  positions. 


2,013,363 
PHOTOGRAPHIC   APPARATUS 

5d6n  Riszdorfer,  Budapest.  Hungary 

Application  September  12.  1932.  Serial  No.  632.816 

In  Hungary  September  12.  1931 

6  Claims.      (CI.  88—23) 


1.  In  an  exposure  meter  for  photographic  pur- 
poses, a  tubular  casing  having  an  opening  at  one 
end  for  the  admission  of  light  and  a  sight  hole  at 
its  other  end,  a  diaphragm  controlling  the  first 
opening,  a  transparent  scale-bearing  member  in 
the  casing  visible  through  said  sight  opening,  a 
pointer  pivoted  in  the  casing  to  traverse  said 
scale,  an  electro-magnetic  device  in  the  casing 
carrying  said  pointer  to  move  the  pointer  over 
the  scale,  a  photo-electric  cell  in  the  path  of  the 
light  from  the  diaphragm  opening  to  the  sight 
opening  apertured  to  allow  light  to  pass  there- 
through to  the  sight  opening,  and  series  connec- 
tions between  said  cell  and  electro-magnetic 
means. 


2,013,364 

METHOD  OF  COATING  IRON  OR  STEEL 

ARTICLES 

Andrew   C.    Simmons,    Peoria,    111.,    assignor,   by 

mesne  assignments,  to  Keystone  Steel  &  Wire 

Company,  Peoria.  111.,  a  corporation  of  Illinois 

Application  July  3,  1933,  Serial  No.  678,879 

1  Claim.     (CI.  91—70.2) 


The  method  of  coating  iron  or  steel  wire  with 
tin  and  without  preliminarily  coating  the  wire 
with  a  copper  or  liquor  or  other  finish,  which  re- 
sides in  initially  heating  the  wire  and  then  while 
so  heated  passing  the  wire  through  molten  flux 
that  is  superimposed  upon  a  bath  of  molten  tin 
whereby  to  cause  the  flux  to  directly  contact 
with  the  wire,  then  in  passing  the  wire  through 
the  molten  tin  bath,  out  of  the  latter  through 
the  flux  and  then  again  into  the  same  molten 
tin  bath  and  finally  passing  the  wire  through  a 
layer  of  charcoal  suF>erimposed  upon  said  molten 
tin  bath. 


2.013.365 

MEANS  FOR  USE  IN  EXAMINING   THE 

CONTOURS  OF  GEAR  WHEEL  TEETH 

John   Wildsmilh   Snarry.  Handsworth.  Birming- 
ham. England,  assignor  to  The  Gear  Grinding 
Company  Limited.  Birmingham,  England 
Application  November  3,  1932.  Serial  No.  641,095 
In  Great  Britain  November  30.  1931 
2  Claims.     (CI.  33—174) 


1.  In  means  for  use  in  examining  the  contours 
of  gear  wheel  teeth,  the  combination  of  a  fixed 
body  having  a  circular  portion,  means  for  secur- 
ing the  workpiece  co-axially  with  the  said  body. 
a  member  rotatable  about  the  axis  of  the  fixed 
body,  a  slide  carried  on  the  rotatable  member 
and  movable  relatively  to  it  in  a  radial  direction, 
a  second  slide  carried  on  the  first  slide  and  mov- 
able at  right-angles  to  the  direction  of  motion  of 
the  first  slide,  a  feeler  and  indicator  carried  on 
the  second  slide,  a  rack  bar  carried  by  the  ro- 
tatable member,  a  pinion  carried  by  the  said 
member  and  engaged  by  the  rack  bar,  a  weight, 
the  pinion  being  constantly  acted  on  by  a  torque 
exerted  by  the  weight,  a  flexible  strap  arranged 
around  the  circular  portion  of  the  fixed  body  and 
attached  at  its  ends  to  the  said  body  and  the  rack 
bar  respectively,  a  link  pivoted  at  one  side  of  the 
rotatable  member,  and  means  for  effecting  slid- 
able  connection  between  the  link  and  the  rack  bar 
and  the  slide  carrying  the  feeler  and  indicator, 
substantially  as  described. 
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2,013.366 
INTERNAL   COMBUSTION    ENGINE 

Frank  Ballou  Steams.  Shaker  Heights.  Ohio 

Application  July  9,   1928.  Serial   No.  291.217 

7  Claims.     (CI.  123 — 65) 


1.  In  a  multi -cylinder  internal  combustion 
engine,  a  plurality  of  cylinders  disposed  in  a  line 
and  having  pistons  reciprocating  therein,  a  pair 
of  air  supply  conduits  extending  along  opposite 
sides  of  the  cylinder  line,  a  pair  of  air  intake  ports 
opening  Into  each  cylinder  at  an  end  thereof,  a 
pair  of  air  intake  passageways  for  each  cylinder 
each  extending  from  a  different  one  of  the  air 
supply  conduits  to  a  different  one  of  the  pair  of 
ports,  an  air  supply  pump  communicating  with 
both  conduits  and  driven  by  the  engine,  a  pair 
of  exhaust  conduits  extending  along  opposite 
sides  of  the  line  of  cylinders,  a  plurality  of  ex- 
haust ports  in  each  cylinder  disposed  to  be  covered 
and  uncovered  by  reciprocation  of  the  piston, 
a  pair  of  exhaust  passageways  from  each  cylin- 
der, each  extending  from  a  different  one  of  the 
exhaust  conduits  to  different  ones  of  the  exhaust 
ports,  a  piston  at  the  end  of  a  power  stroke  un- 
covering the  exhaust  ports  of  its  cylinder,  valves 
operated  by  the  engine  to  simultaneously  open 
the  intake  ports  of  the  cylinder  and  to  simul- 
taneously close  them  after  closure  of  the  exhaust 
ports  by  return  stroke  of  the  piston,  the  valve 
ports  be;n<^  disposed  rymmetrically  with  respect 
to  the  cylinder  ^.xis  and  equally  distant  from  the 
piston  head  whereby  upon  the  exhaust  of  burnt 
gases  through  the  exhaust  ports,  air  under  pres- 
sure may  flow  into  the  cylinder  and  scavenge  the 
burnt  gases  substantially  without  turbulence,  the 
exhaust  passageways  and  exhaust  conduits  being 
formed  to  induce  sub-atmosphenc  pressure  in 
the  cylinder  by  the  kinetic  energy  of  the  exhaust. 


2,013.367 
BUILDING  CONSTRUCTION 

Milton  VV.  Thompson,  Atlanta,  Ga. 

Application  April  29,  1933,  Serial  No.  668,654 

1  Claim.     (CI.  72 — 30 1 

A  vertical  building  wall  structure  formed  of 
a  plurality  of  superimposed  directly  contacting 
preformed  blocks,  the  blocks  of  each  row  being 
staggered  with  relation  to  the  blocks  of  the  ad- 
jacent rows,  each  block  being  substantially  rec- 
tangular in  horizontal  section  and  provided  with 
a  pair  of  enclosed  openings  therethrough,  the 
blocks  of  alternate  rows  being  arranged  in  verti- 
cally alined  series,  and  the  openings  through  the 
blocks  of  the  respective  rows  being  alined  to  form 
a  plurality  of  vertical  passages,  load  carrying 
cementitious  columns  formed  in  certain  of  said 
vertical  passages  with  their  upper  ends  termi- 


nating substantially  In  the  plane  of  the  upper 
faces  of  the  uppermost  row  of  blocks,  certain  of 
said  columns  being  spaced  apart  a  distance  great- 
er than  the  width  of  certain  of  said  vertical  series 
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of  blocks  whereby  the  blocks  In  the  latter  series 
are  maintained  in  position  solely  by  engagement 
with  adjacent  blocks,  a  beam  extending  over  and 
supported  by  the  upper  ends  of  said  columns,  and 
a  superstructure  supported  by  said  beam. 


2.013.368 

DRY   HEAT   MOLDING   UNIT    FOR   MOLDING 

ARTIFICI.\L    DENTURES 

Frank  S.  Trusler.  Vernon,  Tex. 

Application  January  24.   1934.  Serial   No.  708,145 

3  Claims.      (CI.  18 — 7) 


1.  In  a  structural  assembly  of  the  class  de- 
scribed, an  outer  vessel,  an  inner  receptacle  locat- 
ed in  said  vessel  with  its  vertical  wall  spaced  from 
the  corresponding  wall  or  rim  of  the  outer  vessel, 
a  plurality  of  disk  like  sheets  of  asbestos  Inter- 
posed between  the  bottom  of  said  vessel  and  re- 
ceptacle, bolts  passing  downwardly  through  the 
bottom  of  the  receptacle  and  vessel  and  project- 
ing beyond  the  bottom  of  said  vessel  to  serve  as 
stabilizing  pins  and  to  connect  the  receptacle 
and  vessel  together  and  to  retain  the  asbestos 
sheets  in  place. 


2.013.369 
BOILER   ANT)   LIKE   SAFETY  VALVE 

Maurice  Walton  Tudsbcry  Turner, 

Glasx:nw.  Scotland 

Application  December  4.   1931.  Serial  No.  579.077 

In  Great  Britain  December  13.  1930 

8  Claims.     (CI.  137—53) 

1.  The  combination  in  a  high  lift  .safety  valve. 

of  a  valve  comprising  a  hollow  cylinder  with  In- 


let and  outlet  ports  therein,  a  part  closing  one 
end  of  said  hollow  cyUnder  land  not  In  the  path 
by  which  fluid  passes  through  the  valve)  to  which 
valve-lifting  fluid  pressure  is  applied,  and  a  clo- 
sure for  the  other  end  of  said  hollow  cylinder: 
a  cylindrical  valve  seating  surrounding  said  hol- 
low cylinder  and  controlling  the  flow  of  fluid  to 
and  from  said  inlet  and  outlet  ports  respective- 
ly, loading  means  adapted  to  hold  said  valve  on 


said  cylindrical  valve  seating,  and  a  housing 
with  inlet  and  outlet  branches  and  having  a  chan- 
nel for  delivering  fluid  to  said  part  of  the  cylin- 
der and  a  separate  channel  for  delivering  fluid 
radially  to  said  inlet  ports  when  said  valve  opens, 
the  fluid  flow.ng  radially  into  and  out  of  said  valve 
and  having  Its  direction  of  flow  altered  by  the 
two  ends  of  the  cylinder  so  that  the  flow  has  sub- 
stantially no  Influence  upon  the  valve  movements. 


2.013.370 

SPRAYING    APPARATUS 

Jeff  D.  TygSLTt,  Miami.  Fla. 

Application  January  24.  1935.  Serial  No.  3,343 

6  Claims.     (CI.  299 — 46) 


1.  A  traveling  wheeled  plant  spraying  machine 
of  the  character  described  comprising  a  sub- 
stantially horizontally  disposed  frame  mounted 
upon  ground  wheels  and  lying  substantially  in  the 
horizontal  plane  of  the  axis  of  the  rearmost 
ground  Wheels  and  provided  with  means  through 
which  it  may  be  drawn,  guiding  handles  for  the 
manual  guiding  of  the  frame,  a  tank  for  spray 
material  supported  upon  the  frame  and  having 
a  rearwardly  and  upwardly  inclined  bottom  wall, 
the  forward  end  of  which  terminates  at  the  low- 
est portion  of  the  tank,  pumps  actuated  from  the 
ground  wheels,  an  agitating  nozzle  and  means 
for  supplying  a  part  of  the  fluid  discharged  from 
said  pumps  to  the  agitating  nozzle,  said  agitat- 
ing nozzle  terminating  at  the  lowest  point  of  the 
tank  and  directed  to  discharged  upwardly  along 
the  rear  and  bottom  wall  of  the  tank. 


2,013.371 
FLASH   LIGHT  LAMP 

Johannes  Antonius  Maria  van  Liempt  and  Pieter 
Leydens,  Eindhoven.  Netherlands,  assigmors  to 
N.  V.  Philips'  Gloeilampenf  abrieken.  Eindhoven. 
Netherlands 
Application  Februar>  24.  1932.  Serial  No.  594,910 
In  the  Netherlands  May  5.  1931 
13  Claims.     (CI.  67—87) 


11.  A  flashlight  lamp  comprising  a  closed  con- 
tainer of  actinic  Ught-transmitting  material,  a  gas 
filling  and  electric  ignition  means  to  establish  a 
gas  reaction  in  said  gas  filling,  said  electric  ignition 
means  comprising  a  glower  and  an  ignition  mix- 
ture applied  to  said  glower,  the  gas  pressure  during 
said  reaction  being  too  low  to  cause  rupturing  of 
the  container. 

2,013.372 
RELIEF  VALVE 

Ernest  Willv  Work,  Toronto.  Ontario.  Canada 

Application  August  31.  1933.  Serial  No.  687,723 

In  Canada  March  10.  1933 

2  Claims.     (CI.  137—53) 


1.  A  relief  valve  for  pressure  systems  compris- 
ing a  hollow  body  having  an  inlet  opening  for 
communication  with  the  system  and  also  having  a 
discharge  opening,  a  flexible  diaphragm  within 
the  housing  between  said  openings  responsive  to 
pressure  variations  within  the  system,  a  valve  seat 
mounted  on  the  diaphragm,  a  spring  acting  on  the 
diaphragm  against  the  pressure  within  the  sys- 
tem, a  sleeve  threaded  through  the  body,  an  abut- 
ment member  for  the  spring  abuttingly  engaged 
by  one  end  of  said  sleeve,  said  sleeve  being  adjust- 
able to  vary  the  pressure  exerted  by  said  spring, 
acting  against  the  pressure  within  the  system,  a 
valve  disk  for  the  valve  seat  normally  held  closed 
by  the  pressure  within  the  system,  a  stop  member 
freelv  slidable   within   the   body   and   extending 
through  said  sleeve,  said  stop  member  being  sep- 
arate from  but  abuttingly  engageable  by  the  valve 
for  unseating  the  same  when  the  pressure  within 
the  system  exceeds  a  predetermined  maximum, 
and  a  cap  screwed  upon  the  body  and  formed  with 
an  opening,  said  slidable  stop  having  a  reduced 
extension  passing  through  said  opening  and  pro- 
jecting beyond  the  cap  for  manual  actuation  to 
move  the  valve  disk  away  from  the  valve  seat  for 
the  purpose  of  testing  the  functioning  of  the  valve. 
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2,013,373 
CONNECTING   ROD  ALIGNMENT  GAUGE 

Herman  W.  Zimmerman,  Chicai:o.  111.,  assig^nor  to 
.^at«motive  Maintenance  Machinery  Co.,  Chi- 
cago, 111.,  a  corporation  of  Illinois 
Application  April  30.  1931.  Serial  No.  533,891 
21  Claims.     iCl.  33— 180j 


1.  In  a  tool  of  the  character  described,  a  sup- 
port plate,  and  a  connecting  rod  support  mount- 
ed on  said  plate  comprising  a  body  having  a  pair 
of  end  members  rigidly  connected  in  such  a  way 
as  to  provide  longitudinally  extending  passage- 
ways, said  end  members  having  radial  grooves 
aligned  with  said  radial  ptissageways,  support 
elements  mounted  in  said  passageways  and  hav- 
ing end  portions  guldingly  supported  in  said 
grooves  for  radial  expansion  or  contraction 
movement,  means  for  expanding  or  contracting 
said  elements,  one  of  said  end  members  being 
adapted  to  seat  against  said  plate  and  being  en- 
larged, and  means  for  securing  said  latter  end 
member  to  said  plate  with  the  axis  of  said  body 
at  right  angles  to  the  attached  face  of  said  plate. 


2,013,374 
CONNECTING   ROD  ALIGNMENT   GAL'GE 
Herman  W.  Zimmerman.  Chicago,  111.,  assignor  to 
Automotive  Maintenance  Machinery  Co.,  Chi- 
cago, 111.,  a  corporation  of  Illinois 
Application  April  6.  1933,  Serial  No.  664,701 

3  Claims.  (CI.  33—180) 
1.  In  a  tool  of  the  class  described,  an  imper- 
forate supporting  plate  provided  with  a  longitu- 
dinal groove  therein  and  having  a  face  and  side 
edge  finished  at  right  angles  to  each  other,  a 
connecting  rod  support  carried  by  said  plate  with 
the  axis  of  the  former  at  right  angles  to  the  face 
of  the  latter,  means  for  adjusting  said  support 
to  various  sized  connecting  rod  bearings,  and  a 
gauge  carriage  having  finished  right  angled  sur- 
faces complementally  eneaeed  with  said  finished 
plate  face  and  side  edge,  re.spectively,  for  slide 
movement  along  said  plate  toward  and  from  said 
support,  said  carriage  also  having  a  plurality  of 
finished  gauging  surfaces  disposed  in  spaced 
parallel  and  horizontal  planes  intersected  by  a 
gauging  surface  disposed  in  a  vertical  plane  at 
right  angles  thereto  all  of  said  gauging  surfaces 
being  disposed  at  right  angles  to  said  plate  paral- 
lel with  the  axis  of  said  support,  with  certain 
of  said  gauging  surfaces  adapted  for  engage- 
ment with  the  bottom  edge  of  the  piston  skirt 
and  other  of  .said  engaging  surfaces  adapted  for 
engagement  with  the  connecting-rod-carried  pis- 
ton pin,  and  spring  tensioned  means  earned  by 


said  carriage  for  maintaining  a  sllde-flt  engage- 
ment between  said  plate  face  and  said  carriage 


■*  ** 
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and  positive  locking  means  for  fixing  said  carriage 
in  predetermined  positions  relative  to  said  plate. 


2.013.375 
HYDRAIXIC  BRAKE 

James  Howard  Cyphers.  Grand  Junction,  Colo. 

Application  April   17.  1935.  Serial  No.  16.871 

2  Claims.     (CI.  188 — 99) 


1.  In  combination  with  a  vehicle  having  a  drive 

shaft,  a  gear  on  said  shaft,  a  second  gear  rotat- 

[   ably  supported  and  meshing  with  the  first  gear, 

a  crank  arm  eccentrically  pivoted  to  the  second 

gear,  a  cross  head  to  which  the  crank  arm  Is  plv- 

'    oted.  a  cylinder  divided  into  two  chambers  and 

having  their  ends  in   communication  with  each 

I    other,  said  cylinder  containing  oil,  a  piston  in  one 

]   chamber  having  its  rod  connected  with  the  cross 

i    head,  a  valve  in  the  other  chamber  and  an  air 

chamber   in   communication   with   the  chamber 

containing  the  valve. 


2,013.376 

DISPENSING   TI'BE 

Charles  M.  Davenport,  Buffalo,  N.  Y. 

AppUcatlon  May    10,   1935,  Serial  No.  20.876 

1  Claim.  (CI.  221—60) 
The  combination  with  a  dispensing  tube  hav- 
ing a  neck  portion  with  a  discharge  opening  or 
mouth,  a  closure  member  for  said  opening  po- 
sitioned exteriorly  of  said  neck,  .said  closure 
member  comprising  a  clip  adapted  to  grip  the 
discharge  end  of  the  neck  in  overlapping  rela- 
tion, pivotally  mounted  on  a  resilient  pin  trans- 
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versely  carried  in  the  neck  at  such  a  distance 
from  the  mouth  that  spring  pressure  is  apphed 


to  the  contacting  faces  of  the  end  of  the  neck 
and  the  clip. 

2,013.377 
GRAVE  MARKER 

llanna  T.  Debs.  Dubois,  Pa.,  asslgrnor  of  one-half 

to  John  Mandas.  Wilmington.  Del. 

Application  December  10.  1934.  Serial  No.  756,878 

6  Claims.      CI.  40— 124.5) 


JO 


4.  A  grave  marker  Including  a  base  having  a 
seating  recess  formed  in  the  upper  face  thereof 
and  provided  with  a  rabbeted  edge  communicat- 
ing said  recess,  a  support  having  its  lower  edge 
fitting  within  the  seating  recess,  said  support  be- 
ing hollow  to  form  an  interior  chamber,  an  inner 
indicia-bearing  cover  fitting  snugly  over  the  sup- 
port, and  an  outer  transparent  cover  telescoping 
the  inner  cover  and  through  which  the  indicia 
thereon  is  visible,  the  lower  edge  of  the  outer 
cover  being  seated  in  the  rabbet  and  hermetically 
sealed. 


2,013,378 
HAMMER   MILL 

Merle  N.  Dressel.  Le  Sueur.  Minn. 
Application  October  22.  1932.  Serial  No.  639,104 
Renewed  August  2.  1934 
7  Claims.  (CI.  83—111 
1.  A  hammer  mill  of  the  class  described  com- 
prising a  vertically  arranged  casing  including  an 
upper  horizontally  arranged  cylinder,  a  horizon- 
tally arranged  fan  housing,  and  a  conical  hopper 
connecting  said  cylinder  to  said  housing,  a  duct 
connected  with  the  housing  for  delivering  the 
pulverized  product  to  the  desired  point  of  deposit, 
a  vertically  arranged  rotary  driven  shaft  mounted 
in  bearings  in  said  casing  and  centrally  located, 
a  fan  attached  to  said  shaft  and  located  in  said 
housing,  a  horizontally  arranged  receptacle  in 
the  upper  portion  of  said  casing  disposed  in  con- 


centric spaced  relation  within  said  cylinder,  said 
receptacle  being  provided  with  a  screened  mar- 
ginal rim,  and  a  bladed  agitator  keyed  to  the 
upper  portion  of  said  shaft  and  located  in  said 
receptacle  and  including  a  hub  of  considerable 


rs  ^7 


diameter  and  imperforate,  said  agitator  acting 
to  throw  the  material  against  the  screen  and  the 
particles  of  such  material  passing  through  the 
screen  into  the  space  between  the  receptacle  and 
the  cylinder  and  then  passing  by  gravity  through 
the  hopper  into  the  fan  housing. 

2.013,379 
STORAGE  BATTERY 

James    Joseph    Drumm,    Thomas    Hagyard.    and 
Robert   Henry    Douglas   Barklie.   Dublin,   Irish 
Free  State,  assignor  to  Drumm  Battery  Com- 
pany, Limited,  Dublin.  Ireland 
Application  December  8,  1932,  Serial  No.  646,280 
In  Great  Britain  December  9,  1931 
5  Claims.     iCl.  136 — 31) 


vm/mmm?^m. 


u/f,M,  /lo^sAir'  or  cvA^ uJcM  orcL'oitcif^ 
CS^,   /^,   >*,    kTJi. 

1.  An  alkaline  storage  battery  in  which  the 
active  negative  material  consists  of  zinc  plated 
out  of  the  electrolyte  onto  a  supporting  plate 
having  a  smooth  clean  surface  of  an  alloy  con- 
sisting of  metal  from  ths  group  containing  nickel 
and  cobalt  with  61  ^r  to  62^r  iron. 

2,013.380 
MULTIPLE  BLXB  ELECTRIC  LANTERN 

John  H.  Easlev.  Marceline,  Mo.,  assignor  of  one- 
half  to  William  M.  Moxley.  Marceline,  Mo. 
Application  August  18.  1934.  Serial  No.  740.512 
1  Claim.      CI.  240— 10.63) 

A  multiple  cell,  multiple  bulb  lantern  of  the 
character  described,  comprising  In  combination 
a  metallic  casing,  a  cover  for  the  same,  a  pair 
of  battery-  cells  in  said  metallic  casing,  one  of 
said  cells  being  inverted  with  respect  to  the  other. 
a  contact  strip  carried  by  the  cover  and  insulated 
therefrom  and  connecting  the  said  batten,'  cells 
at  the  upper  end  of  the  metallic  casing,  a  metallic 
casing  head  at  the  lower  portion  of  the  metallic 
casing  carrying  a  pair  of  lamp  sockets,  a  lower 
insulating  strip  within  the  metallic  casing  head, 
and  a  pair  of  contact  studs  carried  by  said  in- 
sulating strip  and  lying  in  alignment  with  the 
lamp  sockets  and  close  enough  thereto  so  that 
lamp  bulbs  screwed  into  the  lamp  sockets  may 
contact  directly  therewith,  a   second   insulating 
strip  within  the  metallic  casing  above  the  first 
insulating  strip,  means  for  holding  said  insulating 
.  strips  in  spaced  relation  to  each  other,  a  switch 
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lever  pivoted  to  the  under  side  of  the  uppermost 
insulating  strip  and  adapted  to  be  swung  to  make 
contact  with  either  of  said  contact  studs,  an 
electrically  conductive  strip  leading  from  the 
pivot  pomt  of  said  switch  lever  upwardly  through 
the  upper  insulating  strip  and  bemg  provided 
with  a  terminal  contact  portion  with  which  the 


*m 


positive  pole  of  the  inverted  battery  cell  engages, 
a  ground  strip  supported  from  the  uppermost  in- 
sulating strip  and  providing  a  seat  for  the  bottjom 
of  the  battery  cell,  and  a  ground  element  trav- 
ersing both  of  the  insulating  strips  and  con- 
necting the  ground  strip  with  the  metallic  casing 
to  thereby  establish  an  electric  current  bacR  to 
the  lamp  sockets. 


2.013.381 
COUPLING  FOR  SPARKING  PLUGS 
Alfred  Hubert  Roy  Fedden,  Bristol.  En«:land.  as- 
signor   to    The    Bristol    Aeroplane    Company 
Limited,  Bristol.  England,  a  British  company 
Application  September  17.  1934,  Serial  No.  744.447 
In  Great  Britain  December  16.  1933 
15  Claims.     (CI.  123 — 143  i 


1.  An  electrical  coupling,  for  a  sparking  plug 
situated  in  the  recessed  cylinder-head  of  an  in- 
ternal-combustion engine  including  a  high  ten- 
sion ignition  system  and  cable,  comprising  a  por- 
tion fixed  to  the  cylinder-head  and  to  which  the 
high-tension  cable  is  permanently  connected,  and 
a  contact-carrying  portion  engaging  with  the 
fixed  portion  and  providing  a  bridging  electrical 
connection  between  the  cable  and  the  sparking 
plug  electrode,  said  contact-carrying  portion 
being  detachable  from  the  fixed  portion  and  re- 
movable out  of  the  recess  to  render  the  sparking 
plug  accessible. 


2.013.382 
METHOD  OF  MAKING  MULTIPLE  BOTTLES 
Charles  B.  Garwood,  Baltimore.  Md.,  assignor  to 

Carr-Lowrey  Glass  Co..  Baltimore.  Md. 
Application  November  4.  1933.  Serial  No.  696.707 
4  Claims.     (CI.  49 — 80 1 
1.  The  method  of  producing  a  multiple  com- 
partment container  having  a  separate  neck  for 


each  compartment,  which  includes  the  step  of 
forcing  glass  into  separate  neck  ring  openings 
to  produce  a  single  blank  having  separate  spaced 
necks  projecting  therefrom,  and  separate  recesses 
extending  Into  the  respective  necks,  thereafter 
shaping  the  blank  into  a  parison.  then   trans- 


ferring the  initially  shaped  parison  to  a  blow 
mold,  and  finally  directing  air  under  pressure 
through  the  separate  formed  necks  into  the  sepa- 
rate recesses,  thereby  to  give  the  glass  its  final 
shape  and  form  separate  compartments  in  com- 
munication with  the  respective  necks. 


2.013,383 

DRAFT  COUPLING   DEVICE 

Richard  A.  Grant.  Jackson.  Mich. 

Application  August  11.  1934.  Serial  No.  739.397 

9  CUims.     (CI.  280— 33.16) 


1.  A  draft  couphng  device  of  the  character  de- 
scribed, comprising  a  rigid  frame  member,  a  ro- 
tatable  engaging  member  pivotally  mounted 
therein,  a  rigid  engaged  member  normally  cou- 
pled therewith  and  adapted  to  be  uncoupled  and 
released  therefrom  by  the  rotation  of  the  engag- 
ing member,  combined  tensional  and  leverage 
means  for.  in  a  governable  degree,  yieldingly 
holding  and  retarding  the  engaging  member 
against  rotation,  means  for  tensional  adjustment 
and  limiting  the  degree  of  restraint  and  retarda- 
tion of  the  movement  of  the  engaging  member  to 
that  induced  by  any  predetermined  load  strain, 
and  means  for  fixedly  holding  in  rigid,  secure  en- 
gagement the  engaged  member  and  the  engaging 
member  while  the  movement  of  the  coupled 
mechanisms  is  in  the  reverse  direction. 


2.013.384 
GRID-TYPE  RADIATOR  GRILLE 
Lee  B.  Green.  Lakewood,  Ohio,  a.Hsignor  to   The 
Globe  Machine  &   Stamping  Company.  Cleve- 
land. Ohio,  a  corporation  of  Ohio 
Application  July  11.  1934.  Serial  No.  734.611 

6  Claims.  (CI.  189 — 82) 
1.  A  grille  comprising  spaced  and  parallel 
blades  presenting  similar  longitudinal  edges  in 
a  common  surface:  the  blades  being  provided 
with  spaced  rectangular  and  closed-ended  trans- 
verse slots  of  uniform  size,  and  the  said  slots 
similarly  positioned  in  the  several  blades:  and 
cross-bars  each  extending  through  similarly  po- 
sitioned slots  in  the  several  blades:  each  cross- 
bar comprising  alined  major  portions  each  dis- 
posed between   two  consecutive   blades,  and  in- 
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verted  trough-like  portions  each  connecting  two 
consecutive  portions;  each  such  trough-like  por- 
tion having  its  trough  bottom  extending  through 


and  substantially  fitting  a  slot  in  a  blade,  and 
having  a  portion  of  each  side  wall  of  the  trough 
bearing  against  one  face  of  a  blade. 


2.013.385 
RADIATOR    SHELL   FRONT   .\ND   GUARD 
BAR    ASSEMBLY 
Lee  B.  Green.  Lakewood,  Ohio,  assignor  to  The 
Globe  Machine  &   Stamping  Company,  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
Application  January  31.  1935,  Serial  No.  4,367 
4  Claims.     (CI.  293 — 54) 


1.  A  guarded  radiator  shell  front  comprising 
a  sheet  metal  shell  front  member  provided  with 
an  air  admitting  opening  and  formed  to  present 
forwardly  embossed  hollow  ridges  extending  re- 
spectively alongside  opposite  edges  of  the  said 
opening,  and  rearwardly  open,  closed  ended  and 
generally  U -sectioned  guard  bars  spanning  the 
said  ridges;  each  guard  bar  having  a  portion  of 
each  iJ-web  thereof  extending  into  the  interior 
of  one  of  the  said  hollow  ridges  and  bearing 
forwardly  against  a  frontal  portion  of  the  ridge 
into  which  the  web  portion  extends,  and  each 
guard  bar  havng  rear  edge  parts  of  each  of  its 
U-webs  bearing  rearwardly  against  portions  of 
an  adjacent  ridge;  each  web-engaged  frontal 
portion  of  a  ridge  being  spaced  forwardly  from 
the  parts  of  the  shell  front  at  opposite  sides  of 
the  ridge  by  a  distance  sufficient  to  permit  water 
to  be  flushed  between  each  guard  bar  and  the 
shell  front  parts  at  opposite  sides  of  the  said 
ridges. 

2.013.386 
SELF-WINDING  WATCH 
Georges  Louis  Henry,   Geneva,   Switzerland,   as- 
signor   to    the    firm    Meyer   &    Studeli,    S.    A., 
Soleure.  Switzerland 
Application  May  3,  1934.  Serial  No.  723.775 
In  Switzerland  May  8.  1933 
7  Claims.      (CI.  58 — 82) 
4.  A  self-winding  watch  comprising  a  watch 
movement    including   a   winding   gear   train,   an 
oscillatory  winding  weight  pivotally  mounted  ad- 
jacent one  edge  of  the  watch  movement,  said 
weight  forming  a  shallow  cup  having  a  flat  bot- 


tom covering  substantially  the  entire  back  of  the 
watch  movement  and  having  side  walls  substan- 
tially surrounding  the  contour  of  the  movement, 
said  bottom  of  the  winding  weight  being  provided 
with  an  opening,  a  bridge  disposed  within  said 


opening  and  fixed  to  the  watch  movement,  said 
bridge  carrying  a  portion  of  the  winding  gear 
train,  and  a  pawl  operatively  connected  to  the 
winding  weight  and  adapted  to  work  the  ratchet 
of  the  winding  gear  train. 


2,013,387 
WASHING  MACHINE 

Herbert  L.  Johnston.  Troy.  Ohio,  assignor  to  The 
Hobart  Manufacturing  Company.  Troy,  Ohio, 
a  corporation  of  Ohio 

Original  application  August  30.  1930.  Serial  No. 
478,978.  Divided  and  this  application  July  29, 
1932,  Serial  No.  626.060.  In  Canada  .\ugust  25, 
1931 

20  Claims.     (CL  141—9) 

lis)/  X'2» 
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1.  In  a  washing  machine,  a  casing  providing 
a  washing  compartment  and  having  an  opening 
therein,  a  movable  nozzle  within  said  casing,  a 
shaft  fixed  to  and  extending  from  the  nozzle 
through  the  casing  at  the  opening  to  the  casing 
exterior,  said  shaft  passing  through  the  casing 
at  the  opening  in  friction  free  relationship  there- 
with, shaft  supporting  bearing  means  positioned 
exteriorly  of  the  casing  and  adjacent  the  open- 
ing, said  exterior  bearing  means  affording  the 
sole  guide  and  support  for  said  nozzle  and  shaft, 
and  means  on  the  shaft  adjacent  the  opening 
for  isolating  the  bearing  means  from  the  atmos- 
phere of  the  washing  compartment,  said  isolating 
means  being  spaced  from  the  casing  and  alTording 
a  venting  gap  for  the  casing  at  the  opening. 


2.013.388 
AUTOMATIC  GEAR  SHIFTER 
Maurice  A.  Lacey.  Highland  Park.  Mich. 
Application  September  8,  1931.  Serial  No.  561,571 
12  Claims.     (CI.  74—335) 
12.  A  transmission  mechanism  provided  with 
motor  means  for  shifting  the  mechanism  through 
a  range  of  speeds  both  upwardly  and  downwardly 
and  for  actuating  the  clutch  before  each  shift 
operation  including,  in  combination,  means  as- 
sociated with  the  intake  manifold  of  the  engine 
for  controlling  the  actuation  of  the  shift  means 
in  accordance  with  changes  in  the  suction  pres- 
sure therein,  said  means  including  flexible,  bel- 
lows-like elements  which   are  connected  to  the 
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intake  manifold,  one  of  which  is  actuated  by  a 
decrease  in  suction  pressure  for  energizing  the 
shifting  means  for  eflecting  a  shift  in  one  direc- 
tion while  the  other  bellows  is  actuated  by  an 
increase  in  suction  pressure  for  energizing  the 
shifting  means  for  effecting  a  shift  in  the  oppo- 


site direction  for  changing  the  speed  ratio  up- 
wardly or  downwardly  in  accordance  with  the 
variations  between  the  tractive  load  of  the  ve- 
hicle and  the  engine  power,  and  means  for  con- 
trolling the  actuation  of  the  energizing  means  in 
inverse  time  relation  to  the  change  in  the  suc- 
tion force. 


2,013.389 

COLLAPSIBLE  TUBE  SQUEEZER 

John  Lovrich,  Piermont,  N.  Y'. 

Application  February  12,  1935,  Serial  No.  6,234 

2  Claims.     (CI.  221—60) 


I'- 


1.  A  collapsible  tube  squeezer  comprising  a 
curved  finger  plate  engageable  with  one  side  of 
the  tube,  opposed  ears  projecting  from  the  finger 
plate,  said  ears  having  slots  therein,  the  finger 
plate  Including  a  forwardly  and  upwardly  curved 
lower  end  portion  terminating  in  a  resilient  pres- 
sureplate.and  a  removable  key  rotatably  mounted 
in  the  slots  and  slidable  longitudinally  of  the  slots 
and  transversely  of  the  longitudinal  axis  of  the 
key,  said  key  being  adapted  for  connection  with 
the  tube  for  winding  said  tube,  the  pressure  plate 
being  engageable  with  the  portion  of  the  tube 
which  is  wound  on  the  key. 


2,013,390 
POLYPHASE  X-RAY  SYSTEM 
Arthur  Mutscheller.  New  York,  N.  Y.,  assignor  to 
Westinghouse  X-Ray  Company,  Inc.,  a  corpo- 
ration of  Delaware 
Application  July   1,   1932,  Serial  No.  620.378 

7  Claims.  (CI.  250 — 34 » 
1.  In  an  X-ray  system,  the  combination  with 
an  X-ray  tube  having  electrodes  therein,  of  a 
plurality  of  secondary  windings  for  supplying 
energy  to  said  X-ray  lube,  a  polyphase  source  oi 
electrical  energy  each  phase  of  which  is  adapted 


to  energize  a  separate  one  of  said  secondary 
windings,  a  vacuum  valve  tube  connected  to  each 
end  of  all  of  said  secondary  windings  for  rectify- 
ing the  energy  supplied  by  said  windings  to  said 


"^^ 


X-ray  tube,  and  connections  from  the  mid-points 
of  two  of  said  secondary  windings  to  one  electrode 
of  said  X-ray  tube  and  from  the  midpoint  of  the 
remaining  secondary  winding  to  the  other  elec- 
trode of  said  X-ray  tube. 


2,013,391 
SHINGLE    STRIP 

Melvin  VV.  Searls,  Boston,  Mass.,  assignor  to  The 
Patent     and     Licensing     Corporation,     Boston, 
Mass..  a  corporation  of  Massachusetts 
Application  August  3.  1931,  Serial  No.  554.762 
,T  Claims.     (CI.  20 — 5) 


3.  A  siding  construction  of  the  character  de- 
scribed, comprising  successive  courses  of  shingle 
strips  having  tabs  differing  in  color  from  the 
body  portion  of  the  strip,  said  tabs  being  sepa- 
rated by  spaces  substantially  complementary  in 
shape  and  equal  in  size  to  the  tabs,  each  course 
being  laid  with  the  tabs  in  staggered  relation  to 
the  tabs  of  the  adjacent  underlying  course,  and 
with  the  lower  edges  of  the  tabs  of  each  course 
coinciding  with  the  upper  edges  of  the  spaces  of 
the  adjacent  underlying  course,  whereby  to  ex- 
pose between  the  adjacent  tabs  of  each  strip  a 
portion  of  the  body  of  the  strip  in  the  underlying 
course  equal  in  size  and  shape  to  that  of  said 
tabs  but  of  a  different  color  from  that  of  the  said 
adjacent  overlying  tabs  and  from  the  tabs  of 
said  overlaid  strip. 


2,013,392 
CONTAINER 

William  H.  Siemon,  Philadelphia.  Pa. 

Apphcation  July  11.  1934,  Serial  No.  734,655 

7  Claims.     (CI.  217—1) 


1.  In  a  container  having  a  body  wall  made  of 
sheet  material,   a   longitudinal   joint  having  its 
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parts  Integral  with  said  body  wall,  said  longitu- 
dinal Joint  comprising  adjoimng  joint  portions  in 
the  line  of  said  longitudinal  joint,  one  of  said 
joint  portions  being  of  overlapped  formation,  with 
parts  of  said  body  wall  overlapping  and  forming 
a  double  thickness  of  wall  at  said  overlapped  for- 
mation of  joint,  another  and  adjoining  joint  por- 
tion to  the  overlapped  portion,  being  of  butt  for- 
mation, with  parts  of  said  wall  in  said  joint  abut- 
ting one  another,  to  form  a  continuity  of  single 
thickness  of  wall  across  the  abutting  edges,  of  the 
butt  formation  of  joint  in  said  wall. 

2.013,393 
ELECTRIC  METER  TESTING  DEVICE 

Frederick  Strattner,  Manoa.  Pa. 

Application  February  4,  1932.  Serial  No.  590,906 

1  Claim.     nCL  175—183) 


An  electric  testing  device  Including  in  combi- 
nation a  meter  to  be  tested,  a  moving  part  for 
said  meter,  a  testing  rack  for  supporting  said 
meter,  a  standard  metier,  electric  circuit  con- 
nections including  said  test  rack  between  said 
meter  to  be  tested  and  said  standard  meter,  a 
light  adjacent  said  meter  to  be  tested,  a  photo- 
electric cell  arranged  so  as  to  be  exposed  to  and 
shielded  from  said  light  by  said  moving  part  of 
said  meter  to  be  tested,  means  for  amplifying 
the  currents  generated  by  said  light  in  said 
photo-electric  cell,  a  motor  operated  in  response 
to  the  amplified  currents  of  said  photo-electric 
cell,  a  switch  for  connecting  said  motor  so  as  to 
be  operated  by  said  amplified  currents  of  said 
photo-electric  cell,  means  for  holding  said  switch 
in  position  to  render  said  motor  operable  by  said 
currents,  means  for  opening  said  switch  after 
predetermined  movement  of  said  motor,  a  plu- 
rality of  cams  operated  by  said  motor,  a  plural- 
ity of  switches  each  operated  by  one  of  said  cams 
and  connected  to  start  movement  of  said  stand- 
ard meter  after  predetermined  movement  of 
said  motor  and  to  stop  movement  of  said  stand- 
ard meter  after  further  predetermined  move- 
ment of  said  motor,  and  a  third  switch  for  con- 
necting one  of  said  plurality  of  switches  into 
circuit  and  for  disconnecting  the  remainder  of 
said  plurality  of  switches. 

2,013,394 
PURIFIED   AMINO  PHENOL  AND  PROCESS 
Alexander  V.  Tolstoouhov.  New  York,  N.  Y.,  as- 
signor   to   Ostro    Research    Laboratories,   Inc., 
New  York.  N.  Y..  a  corporation  of  New  Jersey 
No  Drawing.     Application  April  9,  1932, 
Serial  No.  604,359 
13  Claims.     (CL  260— 130.5) 
1.  The  process  of   removing   quinone,   hydro- 
qulnone  and  red  oil  from  an  amino  phenol,  which 


comprises  dissolving  in  an  acid  solution  of  about 
pHl.2  to  about  pH2.5  an  amino  phenol  contain- 
ing impurities  resulting  from  oxidation  of  the 
amino  phenol,  extracting  some  of  said  impuri- 
ties from  the  solution,  alkalizing  to  about  pHB 
in  the  presence  of  a  reducing  agent,  extracting 
with  an  organic  solvent  in  which  the  amino 
phenol  is  soluble  and  hydroquinone  is  insoluble 
at  a  pH  of  about  8,  and  recovering  the  amino 
phenol  from  the  solvent. 

12.  The  process  of  purifying  para  amino 
thymol,  which  comprises  dissolving  in  an  acid 
solution  of  about  pHl.2  to  about  pH2.5  para 
amino  thymol  containing  thymohydroquinone, 
extracting  thymohydroquinone  from  the  solution 
with  an  organic  solvent,  alkalizing  the  solution 
to  about  pHS  in  the  presence  of  a  reducing  agent, 
extracting  with  an  organic  solvent  in  which  the 
para  amino  thymol  is  soluble  and  thymohydro- 
qiunone  is  insoluble  at  a  pH  of  about  8,  and  re- 
covering the  para  amino  thymol  from  the  solvent. 


2.013.395 

DISPLAY   APPARATUS 

Irene  T.  Wood,  Chicago,  111. 

Application  December  10.  1934.  Serial  No.  756,778 

2  Claims.     (CL  223—68) 


1.  Display  apparatus  comprising,  in  combina- 
tion with  an  article  of  clothing  having  sleeves  and 
adapted  to  be  displayed,  a  figure  of  flat  boardlike 
material  simulating  in  outline  a  human  figure  and 
having  a  body  with  interlocking  means  at  the 
shoulder  and  having  an  arm  formed  with  co- 
operating separable  interlocking  means  at  the 
shoulder  end,  the  interlocking  means  on  the 
shoulder  and  said  arm  comprising  interfitting 
joints  cut  entirely  through  said  material  and  in- 
terlocked by  relative  movement  in  a  direction  per- 
pendicular to  the  plane  of  said  material,  whereby 
the  clothing  may  be  placed  on  said  body  with  the 
arm  detached  and  the  arm  inserted  from  the  open 
end  of  the  sleeve  and  said  means  interlocked  to 
support  said  sleeve  from  the  body. 


2.013.396 

KNITTED  ELASTIC   SURGICAL  STOCKING 

AND  THE  LIKE 

Percy  Adamson,  Rye.  N.  Y..  assignor  to  United 

States  Rubber  Company,  New  York.  N.  Y..  a 

corporation  of  New  Jersey 

Apphcation  April  11.  1932.  Serial  No.  604,378 

4  Claims.     (CL  66 — 172) 
1.  A  blank  for  a  surgical  stocking  comprising  a 
knitted  tube  with  a  body  of  elastic  yarn,  a  heel 
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pocket  area  of  cotton  yarn,  a  handling  web  of 
inelastic  yarn  at  each  end  of  said  body,  and  a 
narrow    attachment    zone    of    Inelastic    yam   in 


spaced  relation  to  each  of  said  handling  webs  for 
welting  by  attachment  of  a  course  at  the  end  of 
the  body  to  a  course  in  said  attachment  zone. 


2.013,397 

HYDRAULIC  MOTOR  AND  METHOD  FOR 

MAKING  THE   SAME 

Harold  E.  Balsiger,  Waynesboro,  Pa.,  a^ssignor  to 
Landis  Tool  Company,  Waynesboro,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  Augrust  26.  1930.  Serial  No.  477^78 
Renewed  January  5.  1935 
3  Claims.     (CI.  121—75) 


1.  A  device  of  the  kind  described  comprising 
a  casing,  abutments  in  said  casing,  rotors  in  said 
casing  adapted  to  revolve  about  a  common  axis, 
said  rotors  having  high  and  low  portions  adapted 
to  be  engaged  by  said  abutments  said  high  and 
low  portions  being  spaced  about  said  axis  at  such 
a  phase  angle  that  one  rotor  will  be  engaged  on 
the  high  portion  when  the  other  is  engaged  on 
the  low  portion,  curves  on  each  of  said  rotors 
joining  said  h^gh  and  low  portions  of  each  of  said 
rotors,  said  curves  being  determined  by  the 
formula : 
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2.013.398 

VACUUM  SWITCH  FOR  X-RAY  TUBE 

CIRCUITS 

Norman    C.    Beese,    Verona.    N.    J..    a.ssiirnor    to 

Westinghouse   Lamp   Company,   a   corporation 

of  Pennsylvania 

Application  January  2,  1932,  Serial  No.  584.327 

4  Claims.     iCl.  250 — 34) 


1.  In  an  X-ray  system  for  taking  short  ex- 
posure X-ray  photographs,  an  X-ray  tube,  a 
source  of  high  potential  electrical  energy  in- 
cluding an  energy  storage  device  for  energizing 
said  X-ray  tube,  a  vacuum  devxe  provided  with 
a  stationary  electrode  and  a  movable  electrode, 
and  connected  to  .said  high  potential  source  and 
said  X-ray  tube  to  control  energ  zatlon  of  the 
same  by  said  source,  said  movable  electrode  con- 
stituting substantially  an  Iron  core,  a  magnetic 
winding  surrounding  said  vacuum  device  adja- 
cent said  movable  electrode  and  operable  upon 
energization  thereof  to  cause  movement  of  sa'.d 
movable  electrode,  a  source  of  electrical  energy 
for  energizing  said  magnetic  winding,  and  means 
operable  to  cause  a  portion  of  said  high  poten- 
tial source  to  accumulate  a  charge  in  said  energy 
storage  device  and  sa  d  last  mentioned  source  to 
energize  said  magnetic  winding  in  order  to  cause 
movement  of  said  movable  electrode. 


2.013.399 
REFINEMENT  OF  CRACKED  HYDRO- 
CARBON  OIL 
Wayne  L.  Benedict  and  Charles  Wirth.  3d.  Chi- 
caj(o.  111.,  assignors  to   Iniversal  Oil  Products 
Company,  Chicago,  111.,  a  corporation  of  South 
Dakota 
No  Drawing.     .Application  October  .5.  1931,  Serial 
No.  567.138.     Renewed  January  25.  1934 
3  aaims.     (CI.  196 — 10) 
3.  In  the  refining  of  cracked  hydrocarbon  dis- 
tillates, the  step   which  comprises   treating   the 
distillate  with  sulphuric   8w:id  containing   ferric 
chloride  dissolved  therein. 


2.013.400 
PROCESS  FOR  THE  REFINING  OF  CRACKED 

HYDROCARBON  DISTILLATES 
Wayne  L.  Benedict  and  Charles  Wlrth.  3d.  Chi- 
cago. III.,  a.ssignors  to  I'niversal  Oil  Products 
Company.  Chicago,  III.,  a  corporation  of  South 
Dakota 

No  Drawing.     .Application  December  .=>, 
Serial  No.  579.346.     Renewed  March  6, 

3  Claims.  iCI.  196— 39  i 
3.  A  process  for  the  refining  of  cracked  hydro- 
carbon distillates  of  motor  fuel  boiling  range 
which  comprises  subjecting  such  distillates  to  the 
action  of  hydrochloric  acid  containing  ferric  sul- 
phate dissolved  therein. 


1931. 
1934 


2.013.401 

PROCESS  OF  DECOLORIZING  ALKALINE 

EARTH    SULPHATES 

Harold  Simmons  Booth.  Cleveland  Heights,  Ohio 

No  Drawing.     Application  July  20,  1932, 

Serial  No.  623.599 

1  Claim.     (CI.  134—58) 

The  process  which  comprises  dissolving  an 
alkaline  earth  sulphate,  containing  iron  oxide  as 
an  impurity,  in  a  molten  substance  of  the  group 
comprising  sodium  chloride,  potassium  chloride, 
lithium  chloride  and  mixtures  thereof,  separat- 
ing a  portion  of  the  iron  oxide  mechanically  and 
reacting  upon  the  remainder  thereof  in  such  so- 
lution with  a  compound  of  the  group  consisting 
of  alkali  monobasic  phosphates,  whereby  said 
iron  oxide  is  converted  into  a  colorless  compound. 


2.013.402 
CAN  BODY  TESTING   MACHINE 

William  Cameron,  Chicago.  111.,  assignor  to 
Cameron  Can  Machinery  Co..  Chicago,  III.,  a 
corporation  of  Illinois 

Application  January  11.  1929,  Serial  No.  331,845 
30  Claims.     (CL  73 — 51) 


vices  in  accordance  with  the  determinations  of 
said  detecting  means. 

21.  In  a  can  body  testing  machine,  a  plurality 
of  testing  receptacles,  means  including  a  mov- 
able suction  head  for  gripping  can  bodies,  and 
means  for  moving  said  head  to  insert  cans  into 
said  receptacles  and  for  withdrawing  them  there- 
from after  a  test,  said  suction  head  means  con- 
tinuing the  suction  on  the  bodies  during  testing. 


5.  In  a  can  body  testing  machine,  the  combi- 
nation of  a  carrier,  means  for  supporting  a  plu- 
raUty  of  can  bodies  on  said  carrier,  means  for 
applying  a  negative  pressure  to  the  interior  of 
each  body,  means  for  applying  a  positive  pressure 
to  the  exterior  of  each  body,  an  electric  circuit, 
means  actuated  by  a  reduction  in  pressure  around 
any  body  resulting  from  a  leak  in  said  body  for 
closing  said  circuit  and  pneumatic  means  con- 
trolled by  the  circuit  including  said  contact  for 
causing  the  leaky  cans  to  be  delivered  from  the 
machines  separately  from  the  good  cans. 

7  In  a  can  body  testing  machine,  a  wheel  pro- 
vided with  a  plurality  of  testing  receptatcles, 
means  for  inserting  a  plurality  of  can  bodies 
simultaneously  into  a  plurality  of  said  receptacles, 
means  for  testing  said  bodies  for  leaks  while  in 
said  receptacles,  means  for  withdrawing  the  can 
bodies  a  plurahty  at  a  time  from  the  receptacles, 
and  means  for  thereafter  segregating  leaky  and 
non-leaky  bodies  one  at  a  time  successively. 

16.  A  can  body  testing  machine  comprising 
means  for  carrying  a  plurality  of  can  bodies  to  be 
tested,  means  for  detecting  leaky  bodies  and 
means  for  separating  the  leaky  bodies  from  the 
good  bodies,  including  a  rotary  element  equipped 
with  suction  devices  movable  in  succession  into 
cooperative  relation  with  successive  bodies  de- 
livered from  said  detecting  means  and  means  for 
controlling  the  application  of  suction  to  said  de- 


2,013,403 
CAN   TESTING   APPARATUS 

William     Cameron,     Chicago,     111.,     assignor     to 
Cameron  Can  Machinery   Co.,  Chicago,  111.,  a 
corporation  of  Illinois 
Application  October  20,  1932.  Serial  No.  638,728 
8  Claims.      (CL  73—51) 


1    In  a  continuous  rotary  can  body  testing  ma- 
chine,  a  carrier  wheel   and   testing   receptacles 
mounted  thereon,  suction  heads  and  reciprocat- 
ing means  therefor  for  gripping  the  cans  to  insert 
Into  and  withdraw  them  from  the  receptacles,  a 
rotating  valve  member  provided  with  a  plurality 
of  separate  apertures,  pipes  connecting  said  aper- 
tures to  the  suction  heads,  a  second  valve  mem- 
ber resiliently  urged  with  a  light  pressure  against 
said  first  valve  member  and  having  apertures  ar- 
ranged to  successively  register  with  said  first  men- 
tioned   apertures,    means    for    applying    suction 
through  the  second  member  to  the  ap)ertures  in 
the  first  member,  and  a  third  valve  member  re- 
siliently urged  with  much  greater  force  against 
the  first  valve  member  provided  with  an  aperture 
for  supplying  compressed  air  successively  to  the 
suction  head  pipe  apertures,  the  third  plate  valve 
member  serving  to  seal  said  suction  pipe  aper- 
tures during  a  large  portion  of  their  travel  about 
the  machine  to  hold  compressed  air  in  the  can 
bodies  being  tested,  and  means  actuated  by  pres- 
sure variations  in  the  receptacles  for  detecting 
leaks  in  the  can  bodies. 

4.  In  a  continuous  rotary  can  body  testing  ma- 
chine, a  plurality  of  can  body  suction  gripping 
elements  and  pipes  connected  thereto,  a  rotatable 
valve  member  in  which  said  pipes  terminate,  a 
stationary  valve  member  cooperating  with  the 
first  member  both  being  provided  with  apertures 
through  which  suction  may  be  applied  upon  said 
pipes,  a  third  valve  member  also  cooperating  with 
the  first  member  and  having  an  aperture  therein 
for  supplying  compressed  air  to  said  pipes,  and 
means  connected  separately  to  the  second  and 
third  valve  members  for  urging  them  resiliently 
against  the  first  valve  member  with  different  de- 
grees of  force. 
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2,013,404 
METHOD  OF  AND    APPARATUS   FOR  VUL- 
CANIZING MATERIAL  ON  ARTICLES 

George  L.  Cherry,  La  Grange,  111.,  assignor  to 
Western  Electric  Company,  Incorporated,  New 
York.  N.  Y..  a  corporation  of  New  York 

Application  December  3.  1930,  Serial  No.  499,670 
17  Claims.      iCl.  18 — 6) 


^  . 


14.  In  an  apparatus  for  continuously  applying 
and  forming  a  covering  of  vulcanized  material 
on  wire,  means  to  advance  a  wire  through  the 
apparatus  and  a  bath  of  molten  metal  containing 
tin  through  which  the  wire  passes  to  charge  the 
wire  with  an  amount  of  heat  sufficient  to  effect 
vulcanization  from  within  in  vulcanizable  mate- 
rial applied  thereto  and  at  the  same  time  to  coat 
the  wire  with  tin,  in  combination  with  an  extru- 
sion device  to  apply  and  form  a  covering  of  vul- 
canizable material  continuously  on  the  hot  wire, 
and  means  to  heat  the  exterior  of  the  vulcan- 
izable covering  to  effect  vulcanization  therein 
from  without. 


2.013,405 

APPARATUS    FOR    FASTENING    INNER 

LININGS 

Mickel  H.  Ferris.  Chicago,  III. 

Application  March  23.  1934.  Serial  No.  717,061 

6  Claims.     (CI.  112—20) 


JO 


1.  In  a  device  of  the  character  described,  means 
adapted  to  impinge  the  opposite  .sides  of  folded 
sheets  of  marerial  adjacent  the  sewing  position 
at  which  said  sheets  are  to  be  joined,  sewing 
mechanism  including  a  needle  at  said  position 
adapted  to  pass  through  the  outer  margin  of  an 
impinged  fold,  and  guide  means  for  guiding  the 
material  along  a  path  of  travel  through  said  posi- 
tion including  a  series  of  rotatably  supported  disc 
members  arranged  m  straight  alignment  in  said 
path  of  travel  on  both  sides  of  the  sewing  position 
and  adapted  to  be  positioned  within  said  fold  so 
as  to  retain  said  margin  in  a  predetermined  im- 
pmged  position  to  be  acted  upon  by  said  needle. 


2.013.406 
INLAY  PAVING  MARKER 

Charles  H.  Gibbs,  Long  Beach.  Calif.,  assignor  by 
direct  and  mesne  assignments,  of  twenty-five 
sixty-fourths  *o  Ruby   .A.   Privett.   two  thirty- 
seconds    to     'Mrs.  I    Tove    Stadler.    six    thirty- 
seconds  to  Benjamin  Thomas  Cross,  one  sixty- 
fourth  to  \V.  F.  Sperber.  and  one  thirty-second 
to  H.  H.   Robinson  and  Rebecca   S.  Robinson, 
joint  tenants,  all  of  Long  Beach.  Calif. 
.\pplication  October  27.  1931.  Serial  No.  571,354 
5  Claims.      (CI.  94 — 45) 
1.  A  paving  and  marking  machine  comprising 
in  combination,  a  container  for  the  paving  ma- 
terial, a  trough  forming  bar  around  which  the 


paving  material  Is  discharged  from  the  container, 
a  second  container  for  the  marking  material,  and 


means  for  delivering  the  marking  material  from 
the  second  container  into  the  trough. 


2  013,407 
SLIP  FORM   PAVING   M.\RKER 
Charles  H.   Gibbs.   Long   Beach.  Calif.,  assignor, 
by  direct  and  mesne  assignments,  of  one  thirty- 
second  to  H.  n.  Robinson  and  Rebecca  S.  Robin- 
son, joint  tenants,  six  thirty-seconds  to  Benja- 
min   Thomas    Cross,     two    thirty-seconds     to 
(Mrs.)   Tove  Stadler.  twenty -five  sixty-fourths 
to   Ruby   A.   Privett,   and  one   sixty-fourth   to 
W.  F.  Sperber.  all  of  Long  Beach.  Calif. 
Application  December  26.  1933.  Serial  No.  703,951 
8  Claims.     (CI.  94 — 15) 


1.  A  slip  form  paving  marker  comprising  a  plu- 
rality of  blocks,  a  horizontal  pivot  securing  ad- 
jacent blocks  together,  attaching  means  secured 
to  one  of  said  blocks  whereby  the  marker  Is  at- 
tached to  a  paving  implement,  a  hollow  hopper 
section  attached  to  the  rearmost  of  said  blocks 
and  a  hopper  mounted  on  said  hopper  section. 


2.013.408 
CAN  CASING  MACHINE 

Leslie   W.   Hills.   San   Francisco,   and   Harold  W. 
Clark.  Berkeley.  C  alif,.  assignors  to  Hills  Bros., 
a  corporation  of  California 
Application  January  23.  1933.  Serial  No.  653.012 
8  Claims.     (CL  226 — 15) 


1.  A  can  casing  machine  comprising  a  can- 
holding  rack  adapted  to  receive  and  hold  a  plu- 
rality of  cans  for  ejecting  into  a  case,  a  pair  of 
optionally  operable  means  for  advancing  cans  in 
said  rack,  electrical  means  for  operating  said  pair 
of  advancing  means,  and  an  electric  switch  op- 
erating in  time  with  the  operation  of  the  ma- 
chine for  controlling  said  operating  means. 
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2,013.409 
POTATO  DIGGING  AND  SORTING 

MACHINE 

Oscar  L.  Hostetter.  Adams  County,  Pa. 

Application  September  12.  1933.  Serial  No.  689,068 

15  Claims.     (CI.  55—51) 


'^M' 


15.  In  a  machine  for  digging  and  sorting  po- 
tatoes, a  carrier  running  on  the  surface  of  the 
soil,  means  for  digging  the  potatoes  with  the 
vines,  means  for  stripping  the  potatoes  from  the 
vines  and  dropping  them,  an  inclined  sorting  belt 
adapted  to  receive  the  potatoes  from  said  strip- 
ping means,  means  for  actuating  the  belt  so  that 
the  uppermost  traverse  of  the  belt  moves  up- 
wardly in  the  direction  of  the  incline,  means  for 
feeding  the  potatoes  on  to  the  inclined  sorting 
belt,  the  incline  being  such  that  the  stones  and 
debris  move  up  the  incline,  the  potatoes,  due  to 
their  resiliency  and  roundness,  being  caused  to 
roll  down  the  incline,  means  for  dropping  the 
stones  and  means  for  further  sorting  the  pota- 
toes, and  universally  mounted,  gravity  controlled 
levelling  and  supporting  means  for  said  sorting 
mechanism. 

2.013.410 
WATER  ANIMAL 
Thomas  J.  Howland.  Long  Branch,  N.J 
Application  October  27 
10  Claims 
r 


1934.  Serial  No.  750,315 

(CI.  9—11) 

I* 


tM 


tlvlty  characteristics,  located  in  said  recess,  said 
other  metallic  body  having  a  configuration  sub- 


1.  A  water-sports  device  of  the  character  de- 
scribed comprising  two  elongated  inflatable  float 
units,  said  units  being  aligned  in  a  lengthwise  di- 
rection and  disposed  in  end-to-end  relation,  a 
flexible  seat  portion  connected  between  the  ad- 
jacent ends  of  said  float  units  and  flexible  means 
at  the  outer  end  of  each  of  said  float  units  for 
connecting  a  plurality  of  said  devices  in  end-to- 
end  relation.     

2.013,411 
PLmO -METALLIC  ROD 

Robert  T.  Hummel.  Bloomfield,  N.  J.,  assigmor  to 

Westinghouse   Lamp   Company,   a   corporation 

of  Pennsylvania 

Application  June  4.  1932.  Serial  No.  615.323 
5  Claims.     (CI.  250—35) 

3.  A  pluro-metallic  structure  comprising  a 
body  of  metal  of  high  electrical  and  thermal 
conductivity  characteristics  and  substantially 
free  from  pipes  and  blow  holes,  said  body  of 
metal  having  a  recess  at  one  end  thereof  with 
the  cross  sectional  areas  of  said  recess  taken  on 
planes  at  right  angles  to  the  longitudinal  axis  of 
said  body,  along  a  major  continuous  portion  of 
said  recess,  intermediate  its  ends,  being  substan- 
tially greater  than  the  cross  sectional  area  of 
said  recess  at  one  end  thereof,  and  another  metal- 
lic body  of  high  thermal  and  electrical  conduc- 


stantlally  complementary  to  that  of  said  recess, 
and  having  a  refractory  metallic  body  tenaciously 
united  therewith. 

2.013,412 

DOOR  CONSTRUCTION 

Elmer  Edward  Koenig.  Garfield  Heights.  George 

McKim  Mills.  Cleveland  Heights,  and  Warner 

Gustav  Hult,  Cleveland,  Ohio 

Application  February  8.  1932.  Serial  No.  591,675 

7  Claims.     (CI.  189—46) 


1.  A  door  construction  of  the  character  de- 
scribed, comprising  a  channel  shaped  stile  mem- 
ber having  the  legs  thereof  directed  inwardly,  a 
hollow  rail  member  abutted  against  said  stile 
member,  and  a  channel  shaped  bracing  piece, 
extending  vertically  between  said  stile  member 
and  rail  member,  said  bracing  piece  being  secured 
to  said  rail  member  and  to  the  legs  of  said  stile 
member. 

2.013.413 

ONE-WAY  FREEWHEELING  CLUTCH  AND 

MEANS  TO  CONTROL  ITS  OPERATION 

Aldo  Lazzarini,  Flushing.  N.  Y. 

Application  September  15.  1934,  Serial  No.  744.122 

7  Claims.     (CL  192—43) 


6.  A  one-way  clutch  comprised  of  a  drum;  an 
elliptical  central  cam-piece  journalled  within  the 
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same  and  having  a  pair  of  stud-pins  radially  pro- 
jecting at  opposite  points;  a  pair  of  shoe-pawls 
adapted  to  frictionally  contact  with  said  drum 
while  resting  upon  said  cam-piece;  clearing  aper- 
tures in  said  shoe-pawls  admitting  the  stud-pins 
and  allowing  them  to  play  in  the  rotational  plane; 
and  a  spring  amid  the  clearing  aperture  of  each 
shoe-pawl,  abutting  against  the  stud-pins  so  as 
to  impel  the  shoe-pawls  to  lock  the  drum  and 
the  central  cam-piece  together  on  a  given  direc- 
tion of  rotation. 


2.013.414 
WASHING  APPARATUS  FOR  MINERALS 

Lee  Llewellyn.  Dormont.  Pa. 

Application  May  13.  1932.  Serial  No.  611.018 

8  Claims,     i  CI.  209 — 496) 


1.  In  a  coal  washer,  a  rectangular  compart- 
ment provided  with  vertical  walls,  an  inclined 
screen  in  the  upper  portion  of  the  compartment 
provided  with  an  upwardly  and  downwardly  mov- 
able discharge  gate,  a  superimposed  lever  provided 
with  an  adjustable  counterweight,  a  pitman  con- 
necting the  lever  with  the  discharge  gate,  and  an 
electrically  actuated  thruster  engaging  the  lever 
for  quick  return  thereof  and  closing  of  the  dis- 
charge gate. 


2,013,415 
METHOD  OF  EXHAUST 
John  W.  Marden,  East  Oranjre.  and  George  W. 
Meister,  Newark,  N.  J.,  assignors  to  Westing- 
house  Lamp  Company,  a  corporation  of  Penn- 
sylvania 
Application  December  18.  1934,  Serial  No.  758,040 
10  Claims.     iCl.  176 — 2) 


1.  The  method  of  producing  a  discharge  de- 
vice halving  a  preselected  quantity  of  readily 
volatillzable  material  therein  which  comprises 
sealing  in  communication  with  the  interior  of 
the  envelope  of  the  device  one  end  of  a  tube 
which  extends  through  a  condensation  recep- 
tacle to  a  vacuum  pump,  connecting  a  reservoir 


containing  a  preselected  quantity  of  the  readily 
volatillzable  material  to  the  tube  at  a  point  equi- 
distant between  the  envelope  and  the  condensa- 
tion receptacle,  exhausting  the  envelope,  simul- 
taneously heating  the  envelope  and  reservoir  to 
volatUlze  the  material  within  the  latter  accom- 
panied by  a  diffusion  of  the  material  and  attend- 
ant condensation  of  the  greater  proportion  of 
the  diffused  material  in  the  envelope,  and  seal- 
ing off  the  device  after  complete  volatilization 
of  the  material  within  the  reservoir. 


2,013.416 
SNAP   RING   LOOSE   LEAF   BINDER 

Arthur  W.  McClure,  Syracuse,  N.  Y..  asiiiisnor  to 
McMillan  Book  Company.  Syracuse,  N.  Y.,  a 
corporation  of  New  Yoik 

Aprlication  May  12,  1934,  Serial  No.  725.327 
2  CUlms.     (CI.  129—24) 


1.  A  loose  leaf  binder  comprising  a  pair  of 
prong  plates  having  leaf-holding  prongs  there- 
on, means  for  hingedly  connecting  the  inner  lon- 
gitudinal edges  of  said  plates  together,  a  spring 
back  plate  yieldingly  engaging  the  outer  longi- 
tudinal edges  of  said  prong  plates  for  holding  the 
same  in  open  or  closed  position,  a  cam  member 
mounted  on  said  back  plate  for  reciprocatory 
movement  along  the  inner  longitudinal  edges  of 
said  plates,  and  having  a  cam  slot  therein,  said 
plates  having  a  plurality  of  spaced  opposed 
notches  along  their  joined  edges  to  form  aper- 
tures to  permit  said  cam  member  to  extend 
therethrough  said  notches  being  spaced  longi- 
tudinally to  provide  opposed  inwardly  projecting 
tongues  adapted  to  register  with  said  cam  slot, 
and  means  for  reciprocating  said  cam  member  to 
move  said  plates  into  either  the  open  or  closed 
position,  said  cam  member  locking  said  plates 
in  either  the  open  or  closed  position  at  the  lim- 
iting positions  of  its  reciprocatory  movement. 


2.013,417 
CRAYON 
George  Meister,  Newark,  N.  J.,  assignor  to  West- 
inghouse    I>amp    Company,    a    corporation    of 
Pennsylvania 

No  Drawing.     .Application  November  1,  1932, 
Serial  No.  640  663 
3  Claims.      CI.  106—5) 
1.  A  crayon  comprising  a  substance  whose  ex- 
citation is  a  result  of  impingement  thereupon  of 
visible  or  invisible  light  waves  and  evidenced  by 
visible  light,  prepared  chalk  and  plaster  of  Paris. 


2013.418 

DOOR   HOLDER 

Wallace  F.  Moore.  New  Britain.  (  onn..  assignor  to 

The    American     Hardware    Corporation,    New 

Britain.  Conn.,  a  corporation  of  Connecticut 

Application  April  22.  1933.  Serial  No.  667.317 

6  Claims.     (CI.  292—263) 
1.  A  door-holder  of  the  class  described   com- 
prising an  arm.  a  bracket  adapted  to  be  secured 
to  a  door,  said  bracket  having  a  horizontally  pro- 
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jectlng  member,  means  for  detachably  connect- 
ing one  end  of  said  arm  to  said  bracket  member 
to  permit  the  arm  to  be  turned  about  a  vertical 
axis  on  the  bracket,  said  arm  being  adapted  to  be 
reversed  in  position  on  the  bracket  with  respect  to 


its  top  and  bottom  sides  to  adapt  the  holder  for 
right  and  left-hand  doors,  and  a  cooperating 
holding  pin  and  socket  on  said  bracket  and  arm 
adapted  to  be  engaged  when  the  door  is  in  a  pre- 
determined angular  position  independently  of 
whether  the  door  is  right  or  left-hand. 


2.013.419 

ELECTRON  DISCHARGE   DE^^CE   AND 

IMPROVED  ANODE  THEREFOR 

William  G.  Moran.  Bloomficld,  N.  J.,  assignor  to 

Westinghouse  Lamp  Company,  a  corporation  of 

Pennsylvania 

Application  July  15.  1933.  Serial  No.  680,515 
13  Claims.     (CL  250—27.5) 


13.  An  electric  device  comprising  an  anode  and 
a  oathode  therein,  said  anode  comprising  a  foun- 
dation of  carbon,  a  metallic  film  located  substan- 
tially on  only  that  portion  of  the  surface  of  said 
foundation  which  is  to  be  subjected  to  electron 
bombardment. 


2,013,420 
PRESET  STARTING  DEVICE 

Earl  Edgar  Opel,  Richmond,  Ind..  assignor  to  The 

National  Automatic  Tool  Company.  Richmond, 

Ind.,  a  corporation  of  Indiana 

Application  June  24.  1932.  Serial  No.  619.133 
17  Claims.     (CI.  77—32) 

1.  A  pre-set  starting  device  for  the  transmis- 
sion mechanism  of  a  machine  tool  having  one  or 
more  elements  adapted  to  be  moved  alternately 
with  respect  to  another  movable  element,  the 
combination  of  power  means  for  moving  one  of 
said  elements,  control  means  therefor  including 
an  electrically  actuated  primary  control  switch, 
458  o.  G  — 10 


a  main  electrical  circuit  for  said  primary  switch 
and  an  auxiliary  control  circuit  for  the  main  cir- 
cuit, each  of  said  circuits  being  sub-divided  into 
a  starting  circuit  and  a  holding  circuit;  manu- 
ally operable  switch  means  in  one  of  said  circuits 
for  closing  a  portion  of  the  main  circuit;  means 
actuated  in  timed  relation  with  the  movement  of 


one  of  said  movable  members  for  completing  the 
main  circuit  thereby  to  actuate  said  control 
means  and  render  effective  the  power  means  to 
another  of  said  members;  and  means  actuated  in 
timed  relation  with  the  movement  of  said  last 
mentioned  member  to  render  effective  one  of  said 
holding  circuits. 


2.013.421 

IRONING  MACHINE  CABINET 

Walter  A.  Papworth.  Syracuse,  N.  Y.,  assignor  to 

Easy  Washing  Machine  Corporation,  Syracuse. 

N.  Y.,  a  corporation  of  Delaware 

AppUcation  May  27,  1932.  Serial  No.  613,925 

12  Claims.     (CI.  68 — 9) 


1.  An  ironing  machine  cabinet  comprising  a 
frame  having  an  open  top,  a  platform,  a  cover 
rigidly  secured  to  the  platform  inwardly  from  the 
edge  of  the  cover,  and  means  supportably  secur- 
ing the  platform  and  cover  to  the  frame  whereby 
the  cover  may  be  moved  from  a  closed  posi- 
tion over  the  frame  opening,  to  an  open  position 
at  one  side  thereof  ttnd  the  platform  moving 
from  a  position  within  the  frame  to  a  horizontal 
position  adjacent  said  opening. 


2.013.422 
MICROSCOPE 

Robert  Powell.   Rupert.  Idaho,  assignor  of    one- 
half  to  Victor  J.  Smith.  Burley,  Idaho 
Application  June  16.  1934.  Serial  No.  730.951 
5  Claims.     (CI.  88 — 39) 

1.  A  microscope  formed  from  sheet  metal  and 

comprising  a  supporting  base  structure,  a  sheet 

metal    standard    comprising    a    pair   of    vertical 

wings  arranged   in  angular  relation  erected   on 

said  base  structure,  a  sheet  metal  lens  holder, 

means  for  mounting  said  lens  holder  on  one  wing 

of  said  standard  adjacent  the  extremity  thereof 

1  for  adjustment  in  a  vertical  plane,  a  speciment 

i  carrier,  means  for  mounting  said  carrier  on  the 

;  other  wmg  of  said  standard  for  movement  in  a 
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lateral  plane  beneath  said  lens  holder,  and  means 
mounted   on   said   standard   for   directing   light 


through  said  specimen  carrier  on  an  axis  passing 
through  said  lens  holder. 


2.013,423 

ELECTRICAL   CONNECTER 

Claude  W.  Putnam,  Green  Bay.  Wis. 

Application  March  12.  1934.  Serial  No.  715.119 

1  ClaJm       (CI.  17,*? — 324) 


2.013.424 

VALVE 

John  R.  Rippe,  Fresno.  Calif. 

Application  June  21.  1933.  Serial  No.  676.880 

1  Claim.     (O.  236— 34 » 


iv^^-'i 


,0^"i 


In  a  system  for  controlling  the  flow  of  fluid 
in  a  conduit  and  in  response  to  temperature 
variations  of  the  fluid,  a  butterfly  valve  in  said 
conduit,  a  rotatable  shaft  carrying  said  valve 
and  joumaled  in  said  conduit,  a  twisted  square 
extremity  on  said  shaft,  an  electrical  circuit,  a 


solenoid  In  said  circuit,  a  plunger  constrained  to 
sliding  movement  only  In  said  solenoid;  said 
plunger  having  a  twisted  square  socket  In  en- 
gagement with  said  twisted  extremity,  a  spring 
engaging  said  plunger  for  urging  said  plunger 
into  one  extreme  position  thereof,  and  means  for 
making  said  circuit  in  response  to  variations  in 
temperature  of  said  fluid  to  cause  sliding  of 
said  plunger  Into  said  solenoid  against  the  ur- 
gency of  said  spring  and  consequent  rotation  of 
said  valve  shaft  to  open  said  valve. 


2.013,425 
APPARATUS    FOR    AND    METHOD    OF    DIS- 
PENSING CARBONATED  BEVERAGES 
Dean  C.  Seiti,  Lakewood.  Ohio,  assignor  to  Russ 
Soda   Fountain    Company,   Cleveland,   Ohio,   a 
corporation 
Application  November  18.  1933.  Serial  No.  698,651 
2  Claims.     (CI.  225 — 1) 


'■i    -V 


A  swivel  electrical  connecter  comprising  a  cas- 
ing embodying  longitudinally  alined,  substantial- 
ly cylindrical  .^pcticns  having  adjacent  ends  abut- 
ting,  means  detachably  connecting  the  sections 
together,  one  of  said  sections  having  an   inner 
chamber  and  both  of  said  sections  having  alined, 
axial  bores  communicating  with  the  chamber,  an 
Insulating  sleeve  freely  rotatable  in  the  t)ores.  an 
annular  conductor  head  secured  to  the  exterior 
of  the  sleeve  for  rotation  therewith  and  disposed 
in  said  chamber,  an  annular  conductor  head  dis- 
posed in  the  chamber  around  the  sleeve  and  an- 
chored to  the  walls  of  the  chamber,  an  electrical   ; 
conducting  coil  spring   interposed  between  said   i 
heads,  a  side  contact  electrically  connected  with    ' 
the  head  carried  by  the  walls   of  the  chamber, 
an  axially  disposed  central  contact  rigidly  secured    ! 
to  the  sleeve  and  rotatable  therewith  and  extend- 
mg  exteriorly  of  the  bore  in  spaced  relation  to 
the  side  contact,  line  wires  extending  Into  the   j 
insulating  sleeve,  and  means  electrically  and  rig-   ' 
idly  connecting  the  wires  to  the  central  contact 
and  to  the  annular  conductor  head  carried  by  the 
sleeve. 


1.  The  method  of  dispensing  beer  through  a 
cooling  conduit  and  heat  atjsorption  system  which 
comprises  maintaining  a  pressure  on  the  beer  at 
the  source  of  supply  sufficient  to  hold  the  COa 
gas  of  the  beer  in  the  absorbed  state,  causing 
the  beer  to  flow  through  the  conduit  at  a  pre- 
determined rate  while  gradually  dissipating  the 
pressure  on  the  beer  solely  through  frlctional  con- 
tact with  the  walls  of  the  conduit  and  simulta- 
neously therewith  cooling  the  flowing  beer  rela- 
tively rapidly  at  flrst  and  at  a  rate  per  unit  of 
conduit  length  which  is  high  relative  to  the  rate 
of  pressure  drop  for  the  same  unit  of  conduit 
length  during  a  portion  of  the  flow  of  the  beer 
through  the  conduit,  and  at  a  po.nt  in  the  con- 
duit at  which  the  beer  is  substantially  at  the 
dispensing  temperature,  and  slightly  In  advance 
of  the  point  of  drawing  off  allowing  the  pres- 
sure on  the  beer  to  fall  below  the  pre.ssure  neces- 
sary to  hold  the  gas  in  the  absorbed  state  at  said 
dispensing  temperature. 


2.013,426 

BLANK    FEEDING    MECHANISM   FOR 

EXTRUDING   MACHINES 

Howard  D.  Simkins.  Cleveland  Heights,  and 

Oliver  P.  De  Loe.  Cleveland.  Ohio 

Application  January  17.  1931.  Serial  No.  509.522 

15  Claims.     (CI.  10—11) 

2.  In  a  machine  for  extruding  .screw  blanks,  the 
combination  of  a  straight-line  chute  for  feeding 
the  blanks,  an  extruding  mechanism  located  in 
straight  line  with  said  chute,  blank-transferring 
means  adapted  for  reciprocating  movement  along 
a  path  parallel  to  the  chute  and  being  adapted 
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to  transfer  the  blanks  In  succession  forwardly 
along  a  continued  straight  path  from  the  chute 


to  the  extruding  mechanism,  and  means  for  op- 
erating said  mechanism. 


2.013.427 
ALTERNATING  CURRENT  CIRCUIT 
INTERRUPTER 
James  H.  Starr.  Oak  Park.  lU..  assignor  to  Elec- 
trical Engineers  Equipment  Company,  a  corpo- 
ration of  Illinois 
Application  December  13,  1933.  Serial  No.  702,150 
19  Claims.     (CI.  200—120) 


11.  An  alternating  current  circuit  interrupter 
comprising  a  main  arc  chamber,  an  auxiliary  arc 
chamber  of  less  cross  sectional  area  than  said 
main  chamber  communicating  with  the  latter, 
said  auxiliary  chamber  being  composed  of  mate- 
rial readily  converted  to  the  gaseous  state  by  con- 
tact with  an  arc,  means  for  establishing  an  arc 
in  said  main  chamber,  and  means  for  diverting  the 
arc  as  a  whole  from  its  position  in  said  main 
chamber  laterally  into  said  auxiliary  chamber, 
said  diverting  being  opposed  by  a  force  tending 
to  move  the  arc  out  of  said  auxiliary  chaml)er  re- 
sulting from  the  formation  of  gases  produced  by 
the  action  of  the  arc  upon  the  material  of  said 
auxiliary  chamber. 


2,013.428 
FLUID  PRESSURE   CONTROL 

Orville  i\  Wright.  St.  Louis.  Mo. 
AppUcation  April  1.  1933.  Serial  No.  663.935 

8  Claims.     (CI.  303—20) 
1.  In  a  device  of  the  class  described,  the  com- 
bination with  a  source  of  fluid  supply,  of  a  pres- 
sure chamber,  application  and  release  valves  con- 
trolling the  flow  of  fluid  from  said  source  to  said 


chamber,  electromagnetic  means  Including  a  pair 
of  contacts  governing  the  operation  of  said  valves, 
a  member  movable  between  said  contacts,  said 
member  cooperating  with  one  of  said  contficts  to 
control  the  movement  of  one  of  said  valves  and 
with  the  other  contact  to  control  the  movement 


=><^ 


of  the  other  valve,  means  biasing  said  member 
toward  one  of  said  contacts,  the  action  of  said 
biasing  means  being  modified  by  the  pressure  in 
said  chamber,  yielding  means  biasing  said  mem- 
ber toward  the  other  contact,  and  manually -oper- 
ated means  for  varying  the  tension  of  said  yield- 
ing means. 

2,013.429 
DRAFT  RIGGING 

Donald  S.  Barrows,  Rochester,  N.  Y.,  assignor  to 
The  Symington  Company,  New  York.  N.  Y.,  a 
corporation  of  Maryland 
Application  May  26.  1930,  Serial  No.  455.822 
12  Claims.     (CI.  213—8) 


7.  In  railway  draft  rigging  .  in  combination 
with  a  railway  vehicle  underframe  comprising 
relatively  fixed,  laterally  spaced  sills,  fianged 
structural  members  forming  draft  sills  movably 
mounted  with  respect  to  and  between  said  rela- 
tively fixed  sills,  a  coupler,  a  yoke  device  connected 
thereto,  and  cushioning  mechanism  connecting 
said  coupler  and  yoke  to.  and  mounted  between, 
said  draft  sills,  and  means  extending  laterally 
from  said  mechanism  and  normally  abutting  por- 
tions of  the  relatively  fixed  sills  forwardly  thereof 
for  the  transmission  of  draft  forces  thereto. 


2.013.430 

HIGH  FREQUENCY  AMPLIFIER 

Edwin  A.  Beane  and  Edward  F.  Andrews,  Chicago, 

ni..  assignors,  by  mesne  assignments,  to  Radio 

Corporation  of   America,  New  York,  N.  Y.,  ft 

corporation  of  Delaware 

Application  June  17.  1924.  Serial  No.  720.549 
5  Claims.     (CI.  179—171) 

1.  In  a  radio  receiver  provided  with  at  least 
two  cascaded  electron  discharge  tubes,  a  source 
of  signal  energy  coupled  to  the  Input  circuit  of 
the  first  of  said  tubes,  a  variable  condenser  in  the 
input  circuit  comprising  stator  and  rotor  plates, 
a  transformer  coupling  the  output  electrodes  of 
the  flrst  tube  to  the  input  electrodes  of  the  sec- 
ond tube,  the  transformer  comprising  an  immo- 
bile secondary  coil  and  an  adjustable  primary 
coil   wound   in    substantially    spiral    manner,   a 
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variable  condenser  connected  across  the  second- 
ary coil  and  comprising  stater  and  rotor  plates, 
a  shaft  supporting  the  rotor  plates  of  both  con- 
densers whereby  adjustment  of  the  shaft  changes 


the  tuning  of  the  receiver,  and  means,  actuated 
upon  adjustment  of  the  shaft,  for  varying  the 
spacing  between  the  turns  of  the  primary  coil 
thereby  varying  the  Inductance  of  the  primary 
coll  with    tuning  changes. 


2.013.431 
PRESSURE  STABILIZER  FOR  ENTRAPPED 

UQUID 

Reuben  E.  Bechtold,  Fort  Wayne.  Ind.,  assifnor 
t«  Tokheim  Oil  Tank  and  Pump  Company, 
Fort  Wayne.  Ind..  a  corporation  of  Indiana 

AppUcation  November  28,  1932.  Serial  No.  644,657 
3  Claims.     (CI.  221—95) 


1.  A  pressure  stabilizer  for  a  liquid  dispenser 
that  has  a  discharge  line  in  which  liquid  is  en- 
trapped, a  capacious  chamber  closed  to  the  atmos- 
phere having  a  connection  at  its  lower  end  with 
said  discharge  line,  and  a  valve  mechanism  asso- 
ciated with  said  connection  provided  with  a  valve 
seat  having  a  crevice  and  a  valve  disposed  on  said 
seat  so  arranged  as  to  permit  substantially  free 
passage  of  fluid  from  the  discharge  line  into  said 
chamber  and  to  restrict  the  flow  of  fluid  from  said 
chamber  back  into  said  discharge  line. 


2.013.432 
METHOD  OF  MAKING  COILED  COILS 
Raymond  H.  Beebe.  Glen  Ridgre.  N.  J.,  assignor  to 
Westinghouse  Lamp  Company,  a  corporation  of 
Pennsylvania 
AppUcation  Auifust  22,  1933,  Serial  No.  686.205 
14  Claims.     iCl.  153 — 64 1 
1.  The  method  of  winding  a  primary  helix  wire 
into  a  secondary  helix  which  comprises  moving 


the  primary  helix  through  a  predetermined  path 


\ 

\ 


f:'  \       ^m  /  I 


and  in  individually  separating  adjacent  turns  of 
the  primary  helix  to  produce  a  secondary  helix. 


2.013.433 

STEAM  TRAP 

Paul  W.  Begrs.  Chicago,  111.,  assitnor  to  Jas.  P. 

Marsh  Corporation.  Chicago,  111.,  a  corporation 

of  Illinois 

Application  October  10.  1932.  Serial  No.  637.140 

2  Claims.     iCl.  236 — 53) 


1.  In  a  device  of  the  class  described,  the  com- 
bination of  a  housing  having  inlet  and  outlet 
ports  formed  therein,  a  drain  member  mounted 
in  said  housing  and  having  a  passage  communi- 
cating with  the  interior  thereof  and  with  said 
outlet  port,  a  valve  seat  adjacent  one  end  of  said 
drain  member,  an  arm  pivotallv  mounted  on  said 
member  adjacent  said  seat,  a  valve  mounted  on 
said  arm  and  cooperable  with  said  seat,  a  tubu- 
lar air  vent  member  mounted  in  said  drain  mem- 
ber and  having  a  passage  communicating  with 
the  passage  formed  in  the  drain  member,  a  float 
slidably  mounted  on  said  vent  member  and  op- 
eratively  related  to  said  arm  for  actuating  said 
valve,  and  temperature  responsive  means  mount- 
ed in  said  housing  and  operatively  related  to  said 
vent  member  for  closing  the  passage  therethrough. 


2.013.434 

CONTAINER   AND  PACKAGE  FOR  MATCHES 

AND  THE  LIKE 

William  Homer  Colgate.  Larchmont,  N.  Y. 

Application  August  3,  1933,  Serial  No.  683.442 

15  Claims.  (CI.  206 — 44) 
1.  A  package  for  match  books  and  the  like 
comprising  a  plurality  of  books  disposed  end  to 
end,  a  wapping  therefor,  and  a  reinforcing  and 
positioning  member  between  the  adjacent  ends 
of  the  books,  said  reinforcing  member  having 
positioning  strips   hinged   to   sides  thereof   and 
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adapted  to  fold  down  over  certain  of  the  books, 
one  of  the   positioning  strips  having  a  portion 


formed  thereon  forming  an  apertured  bottom  for 
the  package. 

2,013,435 

CONTROL  ARRANGEMENT 

Erich  Dobler,  Friedrich  Schuli,  and  Ludwig  Holm. 

Stuttgart.  Germany,  assignors  to  Robert  Bosch 

Aktiengesellschaft.  Stuttgart.  Germany 

AppUcation  November  1.  1933,  Serial  No.  696,282 

In  Germany  November  3.  1932 

ISCUims.     (CI.  200 — 83) 


1.  Control  apparatus  comprising  a  control 
member,  actuated  by  a  factor  to  be  controlled,  a 
first  resilient  member  connected  to  said  control 
member,  a  second  resilient  member  having  two 
positions  of  equilibrium,  operated  by  said  first 
resilient  member,  means  whereby  the  spring 
strength  of  at  least  one  of  said  resilient  mem- 
bers can  be  varied,  and  means  whereby  said 
second  resilient  member  alters  the  factor  being 
controlled. 


2,013.436 

GARMENT 

Maud  M.  Downing.  Miami,  Fla.,  assignor  of 

one-half  to  Edith  C.  WaU.  Chicago,  lU. 

AppUcation  July  13,  1933,  Serial  No.  680,217 

4  Claims.     (CI.  128—287) 


1.  In  a  garment  of  the  kind  described,  the  com- 
bination with  a  body  part  consisting  of  front 
and  back  portions  and  an  intermediate  connect- 
ing section  relatively  narrow  In  width  as  com- 


pared to  the  front  and  back  portions  provided 
with  a  fullness  between  the  side  edges,  means  at 
either  side  of  the  garment  for  yieldingly  con- 
necting the  front  and  back  portions  at  the  tc^, 
a  lining  of  moisture-proof  material  arranged  at 
the  inner  side  of  the  intermediate  section  and  sub- 
stantially corresponding  in  contour  with  the 
same  and  of  a  width  to  provide  a  fullness  between 
the  sides,  and  means  for  removably  securing  said 
lining  in  place  including  a  flexible  stay  of  a  length 
greater  than  the  width  of  the  Intermediate  or 
crotch  portion  extending  transversely  of  a  body 
part  portion  and  at  the  top  edge  of  the  lining 
thereat,  whereby  the  crotch  portion  is  main- 
tained extended  its  full  width  and  means  on  said 
body  portion  for  securing  said  stay  at  the  ends. 


2.013.437 
CLAMP 
Fred  Farrell.  Elmwood  Park,  lU.,  assignor  to  Elec- 
trical Engineers  Equipment  Company,  a  corpo- 
ration of  Illinois 
Application  September  20,  1934,  Serial  No.  744,781 
3  Claims.     (CI.  24—135) 


1.  A  clamp  for  securing  a  plurality  of  cables 
or  wires  together  in  substantially  parallel  relation, 
comprising  two  identical  clamping  members  each 
of  which  consists  of  an  apertured  head  and  an 
outwardly  projecting  threaded  stud,  the  stud  of 
each  member  being  adapted  to  pass  through  the 
aperture  of  the  other  member,  clamping  nuts 
threaded  on  the  studs  of  the  assembled  members 
to  force  the  bearing  faces  of  said  heads  together 
to  clamp  the  cable  portions  therebetween,  said 
faces  having  substantially  parallel  cable  chan- 
nels extending  lengthwise  of  the  heads  along  op- 
posite sides  of  the  studs  so  that  in  final  assembled 
position  the  studs  lie  between  the  clamped  cable 
portions,  each  of  said  channels  having  a  smooth 
wavy  bottom,  the  opposing  channels  thus  provid- 
ing when  brought  together  a  sinuous  space  for 
the  cable  whereby  the  latter  is  flexed  into  a  re- 
verse curve  when  the  clamp  is  screwed  home  upon 
it  and  the  edges  of  the  heads  outward  of  the 
channels  being  provided  with  interfitting  pro- 
jecting teeth  for  assisting  in  holding  the  cable 
against  lateral  shifting  in  the  channels. 


2.013,438 

RECOVERY  OF  SALTS  FROM  SALT 

SOLUTIONS 

Wilhelm  Fitz.  Essen-Ruhr,  Germany,  assignor,  by 
mesne  assignments,  to  The  Koppers  Company 
of  Delaware.  Pittsburgh.  Pa.,  a  corporation  of 
Delaware 
Application  December  23.  1931.  Serial  No.  582,775 
In  Germany  December  22.  1930 
2  Claims.     (CI.  159—50) 
1.  The  process  of  recovering  large  crystals  of 
solid  salts  from  salt  solutions,  comprising  evapo- 
rating the  salt  solution  to  be  treated  in  such  way 
that  crystals  are  separated  out  of  the  salt  solu- 
tion, collecting  the  crystals  separated  out  of  solu- 
tion in  a  heap  in  the  fluid  undergoing  evapora- 
tion in  the  evaporation  stage,  passing  a  stream  of 
the  evaporation  fluid  while  undergoing  evapora- 
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Lion  in  the  evaporation  stage  over  the  heap  of 

crystals  in  the  evaporation  stage  so  that  smaller 
crystals  swim  off  in  the  evaporation  stage,  remov- 
ing the  salt  crystals  of  the  heap  from  the  fluid 
of  the  evaporation  stage,  treatmg  in  a  separate 
zone  the  salt  crystals  removed  from  the  fluid  of 
the  evaporation  stage  with  a  liquid  to  swim  oflf 


therefrom  the  smaller  crystals  from  the  larger 
crystals,  separating  out  from  the  larger  crystals 
in  the  swimming  stage  the  larger  part  of  the  swim 
liquid  together  with  the  small  crystals  swimming 
in  the  same  from  the  larger  crystals  left  in  the 
swimming  stage,  and  finally  recovering  the  larger 
crystals  from  the  swimming  stage. 


2,013,439 

VALVE 

Frank  A.  Gaagrer.  Milwaukee,  Wis. 

Application  Jaly  10,  1933,  Serial  No.  679,706 

2  Claims.     (CT.  137— 139) 


1.  An  electromagneticallv  operated  valve  com- 
prising a  body  portion,  a  valve  seat  threaded  into 
said  body  portion  and  adjustable  with  respect  to 
said  body  portion,  means  for  locking  said  valve 
seat  in  adjusted  position,  a  valve  cooperating 
with  said  valve  seat  and  loosely  guided  at  a  point 
spaced  from  said  valve  seat,  a  lever  cooperating 
with  said  valve  to  move  said  valve  and  pivotally 
supported  from  said  body  portion,  an  electro- 
magnet provided  with  a  pole  piece  fixed  with 
respect  to  said  body  portion,  a  rocketing  arma- 
ture carried  by  said  lever  and  cooperating  with 
said  pole  piece,  said  pole  piece  and  said  arma- 
ture contacting,  when  said  valve  is  in  open  posi- 
tion, and  a  spring  for  breaking  contact  between 
said  armature  and  said  pole  piece  when  said 
electromagnet  is  deenergized,  said  adjustable 
valve  seat  determining  the  spacing  between  said 
armature  and  pole  piece  when  said  electromagnet 
Is  deenergized. 


2.013.440 

SUGAR  DISPENSER 

Harry  C.  Gessler.  Brooklyn,  N.  Y. 

Application  November  28,  1933,  Serial  No.  700.041 

3  Claims.     (CI.  221—61) 


1.  A  sugar  dispenser  comprising  In  combina- 
tion, a  container,  a  conoidal  cover  connected  to 
the  container,  said  cover  having  a  central  dis- 
charge port,  a  valve  outside  of  the  cover  adapted 
to  seat  on  the  port,  a  relatively  flat  screen  for  said 
port  within  the  cover,  and  a  substantially  rigid 
link  relatively  rigidly  centrally  interconnecting 
the  valve  and  the  screen  so  as  to  provide  a  unit 
having  a  common  axis,  the  screen  being  smaller 
than  the  Inside  of  the  cover  so  that  said  unit  is 
freely  movable  relative  to  the  cover,  said  link  be- 
ing substantially  smaller  in  diameter  than  said 
port  with  the  link  swingably  engaging  the  wall  of 
the  port  to  control  the  pasitions  of  said  unit,  said 
unit  being  otherwise  independent  of  the  cover  with 
the  valve  and  screen  t)eing  automatically  swing- 
able  into  cooperation  with  said  port  on  tilting  the 
container  through  different  angles  of  relatively 
large  size  to  establish  a  wide  range  of  operation 
for  the  sugar  dispenser. 


2,013.441 

SAFETY  DEVICE  FOR  POWER  PRESSES 

Clarence  M.  Goff  and  Joseph  W.  Brown, 

Toledo.  Ohio 

Application  October  12.  1934.  Serial  No.  748.075 

8  Claims.     (CL  192—131) 
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1.  A  safety  device  for  power  presses  Including 
means  to  lock  the  press  against  operation,  a  pair 
of  cuff  members  adapted  to  be  retained  about  the 
wrists  of  the  operator  by  separable  fasteners,  and 
electrical  means  to  release  said  locking  means, 
said  electrical  means  being  energized  only  when 
the  fasteners  of  both  cuffs  are  engaged. 


2.013.442 
WICK  FOR  OIL  BURNERS 

Samuel  Hughes,  North  Charleston.  S.  C.  assignor 
to     Raybestos-Manhattan,     Inc.,     Bridgeport, 
Conn.,  a  corporation  of  New  Jersey 
Application  June  22,  1933,  Serial  No.  677,009 

4  Claims.     (CL  67— 69) 
2.  A   wick  for  an  oil  burner  which  comprises. 

a  relatively  flat,  thin  base  of  incombustible  ma- 
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terial  having  permanently  united  to  a  face  there- 
of a  plurality  of  strands  of  fibrous  material  com- 
prising asbestos  disposed  longitudinally  upon  said 


base  and  in  parallel  relationship,  a  portion  of 
said  face  adjacent  an  edge  thereof  being  devoid 
of  said  asbestos  strands. 

2,013.443 
HIGH  SnJCON  AND  HIGH  MANGANESE 

STEEL 

Abner  C.  Jones,  Lebanon,  Pa.,  assignor  to  Leb- 
anon Steel  Foundry.  Lebanon,  Pa.,  a  corpora- 
tion of  Pennsylvania 
No  Drawing.  Original  application  November  7. 
1930  Serial  No.  494.192.  Divided  and  this  ap- 
plication November  24.  1933.  Serial  No.  699.567 

3  Claims.  (CI.  75 — 1) 
1.  Steel  of  high  tensile  strength  and  ductility 
containing  about  0.12%  carbon.  1.76%  silicon, 
1.53%  manganese,  less  than  0.06%  of  sulphur  and 
phosphorous  each,  and  the  remainder  substan- 
tially all  iron,  said  steel  being  capable  of  being 
cast  Into  green  sand  molds  when  melted  without 
becoming  porous  when  it  freezes. 

2.013,444 
LAUTERING   APPARATUS  FOR  BREWING 

Carl  L.  Kenney.  Pittsburgh,  Pa. 

Application  July  23.  1934,  Serial  No.  736.455 

6  Claims.     (CI.  259— 107) 


ment  with  the  drive  shaft,  outer  shaft  bearings 
depending  from  the  yoke,  a  pair  of  oppositely  dis- 
posed radially  extending  shafts  journalled  in  said 
bearmgs  each  provided  with  a  series  of  stirring 


1.  A  lautering  tank  provided  with  a  rotatable 
double  arm  aufhack  and  a  rotatable  double  arm 
scraper,  each  traversable  annularly  of  the  entire 
tank  area,  means  for  rotating  them  together,  and 
means  for  raising  and  lowering  each  Independ- 
ently, the  middle  portion  of  one  of  said  members 
having  a  clearance  portion  for  the  middle  portion 
of  the  other. 

2.013.445 

MASHING  APPARATUS  FOR  BREWING 

Carl  L.  Kenney.  Pittsburgh.  Pa. 

Application  July  23.  19.'?4.  Serial  No.  736.456 

14  Claims.  (CI.  259—102) 
1.  In  combination  with  a  tank  having  a  central 
vertical  drive  shaft,  a  cylinder  having  a  raising 
and  lowering  plunger,  a  non-rotating  rack  gear 
thereon,  a  rotatable  head  mounted  on  the  rack 
gear  and  having  inner  shaft  bearings,  a  yoke 
mounted  on  the  head  in  sliding  spline  engage- 


j» 


arms  gearing  connecting  each  of  said  shafts  with 
the  rack  gear  for  rotation  in  the  same  direction 
to  effect  alternating  stirring,  and  a  scraper  hav- 
ing arms  connected  with  the  rotatable  head  and 
said  outer  shaft  bearing  respectively. 

2.013.446 

LOCKING   SPRING  CLIP 

Daniel  I.  Reiter,  New  York,  N.  Y. 

Application  January  29.  1935.  Serial  No.  3.896 

9  Claims.     iCl-  24—73) 


9.  In  a  one-piece  spring  clip  installation  for  use 
with  the  grill  bar  of  an  automobile  radiator  to  de- 
tachably  hold  a  radiator  cover  to  the  grill  bar,  a 
clip  having  sides  thereon  for  clasping  the  bar,  said 
sides  being  bent  to  normally  contact  with  each 
other  at  a  point  inwardly  of  the  grill  bar.  and  a 
pointed  and  serrated  cover  penetrating  member, 
and  resilient  slitted  capping  means  for  forcibly 
receiving  the  pointed  member,  to  permanently  se- 
cure the  clip  to  said  means  and  to  the  co^er,  and 
for  capping  the  clip. 

2.013.447 

HOLDER  FOR  GARDEN  HOSE 

Charles  F.  Reiter.  Minneapolis.  Minn. 

Application  Mav  29.  1933.  Serial  No.  673.354 

2  Claims,     (d.  248 — 87) 


2.  In  a  holder  for  a  garden  hose  nozzle,  a  port- 
able standard  adapted  for  adjustment  with  re- 
spect to  the  ground  in  various  angular  relations 
thereto  and  a  tapering  helical  member  secured 
at  one  of  its  ends  to  the  upper  end  of  said  stand- 
ard and  disposed  at  an  angle  thereto  and  being  of 
such  size  and  shape  as  to  accommodate  and  re- 
tain a  hose  nozzle,  said  helical  member  having 
a  convolution  spaced  a  sufQcient  distance  from 
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adjacent  convolutions  and  of  such  size  as  to  en- 
gage behind  the  usual  annular  shoulder  of  the 
aozzle  to  restrain  said  nozzle  against  rearward 
displacement. 


2.013.448 

GAUGE   GLASS    APPARATUS 

Frank  M.  Roby.  Shaker  Heights,  Ohio 

Application  April  17.  1934.  Serial  No.  720.999 

10  Claims.     iCl.  73 — 54) 


1.  In  a  gauge  glass  apparatus,  the  combina- 
tion of  a  hollow  casing  having  a  drain  opening 
and  a  transparent  window  therein,  means  for 
making  a  fluid-tight  joint  between  the  window 
and  casing,  a  drain  pipe  apart  from  the  casing, 
the  end  of  the  dram  pipe  adjacent  the  said 
casing  being  enlarged  and  having  a  smooth  in- 
terior surface,  and  a  flexible  hose  having  one 
end  thereof  attached  to  the  casing  adjacent  the 
drain  opening  and  having  the  other  end  thereof 
slidably  engaging  the  said  enlarged  interior  sur- 
face of  the  drain  pipe,  that  portion  of  the  said 
hose  within  the  drain  pipe  being  normally  shght- 
ly  larger  than  the  interior  of  the  drain  pipe, 
whereby  any  pressure  within  the  drain  pipe  tends 
to  increase  the  pressure  between  the  hose  and 
the  drain  pipe  and  to  make  a  fluid-tight  Joint 
therebetween. 


2.013,449 

BUTTON  WINDING  MACHINE 

Charles  J.  Sibbald.  Troy.  N.  Y.:  John  O.  Sibbald 

executor  of  said  Charles  J.  Sibbald.  deceased 

Application  June  30,  1934,  Serial  No.  733.194 

24  Claims.     (CL  112—110) 


!  bination  with  stitch  forming  mechanism  includ- 
ing a  needle  and  thread  feeding  means  therefor, 
of  means  for  winding  the  thread  about  the  button 
securing  means  intermediate  stitches  formed  by 
said  mechanism. 


2.013.450 
CONTROL  FOR  HEATING  SYSTEMS 
VVillet  E.   Stark,  East  Cleveland.  Ohio,  assignor, 
by  mesne  assignments,  to  The  Bryant  Heater 
Company.    Cleveland.   OlUo,    a   corporation    of 
Ohio 

Application  October   13,  1931.  Serial  No    568,583 
1  Claim.     (CI.  237—2) 


In  apparatus  of  the  class  described,  two  sep- 
arate heating  systems,  a  common  source  of  heat 
for  said  two  systems  comprising  a  fluid  fuel  burn- 
er, a  fuel  conductor  leading  to  said  burner,  an 
electrically  controlled  valve  in  said  fuel  conductor, 
an  electric  circuit  adapted  when  energized  to 
cause  the  opening  of  said  valve,  said  circuit  In- 
cluding two  thermostatically  controlled  switches 
in  parallel  one  for  each  system,  whereby  the 
closing  of  either  of  them  will  energize  the  cir- 
cuit, and  a  second  circuit  adapted  when  ener- 
gized to  cause  the  closing  of  said  valve,  said  sec- 
ond circuit  including  two  thermostatically  con- 
trolled switches  in  series,  one  for  each  system, 
whereby  the  circuit  will  be  energized  for  clos- 
ing the  valve  only  when  both  sviitches  are  closed. 


2,013,451 
METHOD    OF   FEEDING   GLASS 

Edward  C.  Stewart.  Washington.  Pa.,  assignor  to 
Tygart  Valley  Glass  Company,  Wa.shington. 
Pa.,  a  corporation  of  West  Virginia 

Application  February  2,  1933,  Serial  No.  654.794 
3  Claims.     (CL  49—77) 


1.  In  a  device  for  forming  a  neck  between  a 
fabric  and  a  button  secured  thereto,  the  com- 


1.  The  method  of  feeding  charges  of  molten 
glass  through  an  orifice  in  the  lower  wall  of  a 
receptacle,  which  comprises  mounting  a  beh 
above  and  in  proximity  to  the  orifice  and  with 
its  lower  end  extending  into  the  glass,  varying 
the  effective  volume  of  glass  within  the  bell  at 
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points  below  the  normal  glass  level  therein  while 
the  bell  is  stationary,  in  accordance  with  desired 
changes  in  size  of  mold  charges,  and  creating 
pneumatic  impulses  on  the  surface  of  the  glass 
within  the  bell. 


2,013.452 
ADJUST.^BLE  CHASER-HOLDING  MEANS 
Royce  M.  Strickland  and  Albert  F.  Breitenstein, 
New  Haven,  Conn.,  assignors  to  The  Geometric 
Tool    Company,    New    Haven,    Conn.,    a    cor- 
poration 
Application  March  15,  1933.  Serial  No.  660,852 
5  Claims.     (CL  10—103) 


^ :  ■■'■ 


1.  In  comb  nation,  a  carrier-member  having  a 
cylindrical  recess  therein;  a  ring-like  chaser- 
adjusting  member  having  an  axial  passage  and 
rotatably  mounted  in  the  said  recess  of  the  said 
carrier-member:  a  chaser  having  an  axial  pas- 
sage and  engaged  with  the  said  chaser-adjusting 
member:  interengaging  means  for  interlock  ng 
the  said  chaser  to  the  said  chaser-adjusting 
member  against  rotation  with  respect  thereto; 
adjusting  means  associated  with  the  said  carrier- 
member  and  operable  to  turn  the  said  chaser- 
adjusting  member  and  hence  the  said  chaser 
which  is  connected  thereto;  a  stud  rigid  with  and 
extending  outwardly  from  the  said  carrier- 
member  through  the  respective  axial  passages  in 
the  said  chaser-adjusting  member  and  the  said 
chaser:  and  a  cylindrical  clamping-nut  threaded 
onto  the  outer  end  of  the  said  stud  and  fitting 
within  the  axial  passage  in  the  said  chaser. 


2.013,453 
CONTINUOUS  HYDROLYZING  PROCESS 
Kenneth    E.    Stuart,    Merion.    Pa.,    assignor    to 
Hooker  Electrochemical  Company,  New  York, 
N.  Y.,  a  corporation  of  New  York 

No  Drawing.     Application  July  19,  1934, 

Serial  No.  735  958 

18  Claims.     (CL  260—156) 

I.  The  process  for  production  of  alcohols  from 
alkylated  acids  which  may  be  hydrolyzed  in  a 
water  bath  with  formation  of  the  corresponding 
alcohol  and  acid,  and  the  alcohol  of  which  can 
be  distilled  from  the  hydrolyzlng  bath  of  water 
and  acid,  which  process  comprises  continuously 
Introducing  the  alkylated  acid  by  increments 
along  a  stream  of  water,  continuously  distilling 
off  the  alcohol  formed  and  regulating  the  flow  of 
water  and  alkylated  acid  to  maintain  within  pre- 
determined limits  the  final  concentration  of  said 
acid  in  said  stream. 

II.  The  continuous  process  for  production  of 
ethyl  alcohol  by  hydrolysis  of  ethyl  sulphates 
with  formation  of  sulphuric  acid  which  comprises 
continuously  introducing  the  ethyl  sulphates  into 
a  stream  of  water  at  intervals  along  said  stream, 
distilling  off  the  alcohol  as  formed  and  regulating 
the  flow  of  ethyl  sulphates  and  water  to  maintain 
within  predetermined  limits  the  final  concentra- 
tion of  sulphuric  acid  in  said  stream. 


2,013.454 
ELECTRIC  POWER  TRANSMISSION 

Clodius  H.  Wmis,  Princeton.  N.  J.,  assignor  U 
General  Electric  Company,  a  corporation  of 
New  York 

Application  December  20.  1934.  Serial  No.  758,397 
14  Claims.     (CL  171— 97) 


8.  In  combination,  electric  valve  rectifying  ap- 
paratus for  producing  constant  direct  current, 
said  rectifying  apparatus  comprising  a  plurality 
of  groups  of  electric  valves  connected  in  series 
relation,  each  group  of  valves  being  arranged  for 
full  wave  rectification,  the  neutral  point  of  in- 
terconnection between  each  of  said  groups  of 
valves  being  connected  to  a  conductor  having  a 
potential  intermediate  that  of  the  outside  ter- 
minals of  adjacent  groups  of  valves,  electric  valve 
inverting  apparatus  for  changing  constant  di- 
rect current  to  alternating  current  of  constant 
value,  said  converting  apparatus  comprising  a 
plurality  of  groups  of  electric  valves  connected  in 
series  relation,  a  transmission  circuit  intercon- 
necting said  rectifying  and  inverting  apparatus, 
the  neutral  point  of  interconnection  between  each 
of  said  groups  of  inverter  valves  being  connected 
to  a  conductor  having  a  potential  intermediate 
that  of  the  outside  terminals  of  adjacent  groups 
of  valves,  a  plurality  of  similarly  disposed  elec- 
tric valves  equal  in  number  to  the  groups  of 
electric  valves  of  said  inverting  apparatus  con- 
nected in  series  relation  across  said  transmission 
circuit  for  conduction  of  current  from  said  in- 
verting apparatus  under  rectifier  operation,  the 
junction  points  between  said  plurality  of  electric 
valves  being  connected  to  said  conductor. 


2,013,455 

PLTVIP 

Burke  M.  Baxter,  Middletown,  Ohio 

AppUcation  May  5,  1932,  Serial  No.  609,449 

5  Claims.     (CL  103—103) 


1.  In  a  centrifugal  pump,  the  combination  of  a 
casing,  and  an  impeller  rotatable  in  said  casing. 
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said  impeller  ha\'ing  a  plurality  of  vanes  spaced 
to  provide  fluid  passages  therebetween  and  also 
having  a  cone-like  projection  substantially  co- 
axial with  the  axis  of  rotation  of  the  impeller, 
said  projection  having  a  surface  of  progressively 
decreasing  radius  of  curvature  for  directing  the 
fluid  into  said  passages. 


2.013,456 
PROCESS  FOR  THE  PRODUCTION  OF 
YEAST 
Hans  Braasch  and  Arnold  Braasch,  Neumunster, 
Holstein,     Germany,     assignors     to     Standard 
Brands  Incorporated,  New  York,  N.  Y.,  a  corpo- 
ration of  Delaware 
No  Drawini:.    Application  January  14,  1933,  Serial 
No.  651.859.    In  Germany  January  15,  1932 

5  Claims.  (CI.  195 — 20) 
1.  In  a  process  for  the  production  of  yeast, 
which  includes  propagating  yeast  in  a  yeast -nu- 
trient containing  liquid,  the  feature  which  com- 
prises continuously  introducing  into  said  yeast- 
nutrient  containing  liquid  throughout  the  entire 
period  of  propagation,  a  supply  of  air  containing 
a  quantity  of  carbon  dioxide  ranging  from  about 
1%  up  to  a  maximum  of  about  3%  of  said  supply. 


2,013.457 
APPARATUS      FOR      EXTRACTING      CORES 

FROM  THE  SIDE  WALL  OF  WELL  BORES 

Clarence  E.  Bart,  Los  Angeles,  Calif.,  assisrnor  to 

Baker  Oil  Tools,  Inc.,  Huntington  Park,  Calif.. 

a  corporation  of  California 

AppUcation  September  12.  1934.  Serial  No.  743,643 

13  Claims.     (CI.  255—1) 


6.  A  tool  of  the  character  described  comprising 
a  body  adapted  to  be  connected  at  its  upper  end 
to  the  lower  end  of  a  string  of  tubing,  a  pilot  bit 
at  the  lower  end  of  said  body,  hydraulically  actu- 
ated means  positioned  intermediate  the  ends  of 
the  body  adapted  to  engage  and  extract  cores 
from  the  side  walls  of  a  bore. 


2.013.4.58 
MACHINE   FOR  TESTING  LASTS 

George  Clausing:.  Portsmouth.  Ohio,  a.ssig:nor  to 

The  Vulcan  Corporation,  Portsmouth,  Ohio,  a 

corporation  of  Ohio 

Application  April  11,  1930.  Serial  No.  443,420 
9  Claims.       CI.  33—3) 

3.  A  last  measurine  device  comprising  a  tread 
support,  and  a  support  for  the  heel  seat  of  a 


last  forwardly  of  the  rearward-most  end  there- 
of, said  support  including  spaced  members  mov- 


able relative  to  each  other  to  accommodale  last£ 
of  different  widths. 

2,013.459 
MANLTACTIRE  OF  GLASS  SHEETS 

Edio  Donnini,  Jeannette.  Pa.,  assicnor  to  Ameri- 
can Window  Glass  Company,  Pittsburfh,  Pa., 
a  corporation  of  Pennsylvania 
.Application  June  30.  1933.  Serial  No.  678.461 
4  Claims.     (CI.  49 — 48) 


1.  Apparatus  for  cutting  a  moving  continu- 
ous sheet  of  glass  comprising  a  cutting  tool 
mounted  adjacent  the  path  of  travel  of  the  glass 
sheet,  an  arm  adapted  to  support  said  cutting 
tool  adjacent  one  end  thereof,  means  for  pivotal- 
ly  supporting  said  arm  Intermediate  the  ends 
thereof,  and  a  second  lever  pivotally  mounted  in- 
termediate its  ends  for  yieldably  holding  the  cut- 
ter in  cutting  position  against  said  glass  as  it 
moves  past  the  cutter,  one  end  of  said  second 
pivotally  mounted  lever  being  arranged  to  engage 
the  end  of  said  flr.st  mentioned  lever  for  rotat- 
ing it  about  its  pivot  point. 

2,013.460 
METHOD  OF  MAKING  CASTLE  NLT8 
Harvey   C.   Erdman,   Shaker   Heifhts,   Ohio,   as- 
signor to  The  National  Screw  &  Manufacturing 
Company,   Cleveland,   Ohio,   a    corporation   of 
Ohio 
AppUcation  December  10,  1932,  Serial  No.  646,640 
9  Claims.     (CI.  10— 86) 


1.  The  method  of  making  castle   nuts  which 
comprises  applying  endwise  pressure  to  a  section 
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of  stock  to  form  a  depression  in  one  end  thereof 
with  an  annular  flange  upsUnding  around  the 
depression,  upsetting  said  section  and  at  the 
same  time  dividing  the  upstanding  flange  into 
castle  prongs,  forming  the  blank  to  desired  shape 
and  displacing  metal  from  the  central  portion 
of  the  blank  into  the  sides  thereof,  and  then 
piercing  the  blank  to  form  a  tap  opening  therein. 


2,013,461 
RAIL  TREATMENT  APPARATUS 

Royal  E.  Frickcy,   San  Francisco,  and  Arion  S. 
Kalenbom,  Redwood  City.  CaUf.,  assignors  to 
Welding  Service,  Inc..  San  Francisco,  Calif.,  a 
corporation  of  California 
Application  May  18,  1932,  Serial  No.  612.066 
17  Claims.     (CI.  266—6) 


':i 


•?  .w-i 


1.  In  apparatus  for  the  hardening  of  heated 
rail  ends  at  a  rail  joint,  a  structure  adapted  to  b^ 
positioned  upon  the  end  portions  of  adjacent  rail 
sections  at  said  joint,  said  structure  comprising 
two  open-bottomed  receptacles,  and  means  form- 
ing an  articulate  connection  between  said  recep- 
tacles. 

2,013,462 
ROOF  CONSTRUCTION 
Otto  F.  Graebner,  Detroit,  Mich.,  assignor  to  The 
Murray  Corporation  of  America,  a  corporation 

of  Delaware 

Application  June  6.  1932,  Serial  No.  615.523 
1  Claim.     (CI.  296— 137) 


2.013,463 
GLASS  WORKING   MACHINE 
Benjamin  T.  Headley  and  David  Irvin  Du  Bols, 
Millville,  N.  J.,  assignors,  by  mesne  assignments, 
to  Hartford-Empire  Company.  Hartford,  Conn., 
a  corporation  of  Delaware 
Application  May  3.  1928,  Serial  No.  274,704 
6  Claims.     (CI.  49—9) 


The  method  of  securing  a  roof  panel  in  a  roof 
opening  surrounded  by  a  border  panel  which  con- 
sists In  fixing  an  angle  member  to  the  underside 
of  the  border  panel  adjacent  the  opening  and 
spaced  inwardly  of  the  edge  of  the  border  panel, 
inserting  the  roof  panel  from  the  underside  of 
the  border  panel  upwardly  against  the  underside 
edge  of  the  border  panel  between  the  angle  mem- 
ber and  the  edge  of  the  border  panel,  and  bend- 
ing the  angle  member  upwardly  against  the 
underside  of  the  roof  panel  to  clamp  it  in  posi- 
tion. 


1.  In  a  glass  working  machine,  a  mold  table, 
a  blank  mold  and  blow  mold  carried  by  said  table 
for  closing  movement  about  a  common  vertical 
axis,  means  for  bodily  shifting  the  blow  mold  to- 
ward and  from  said  axis,  a  column  cooperating 
with  the  blank  mold,  charge  guiding  and  neck 
finishing  means  carried  by  said  column,  a  sec- 
ond column,  blowing  means  and  closure  means 
carried  by  said  second  column,  means  for  mov- 
ing the  columns  to  first  bring  the  guiding  and 
neck  finishing  means  into  cooperative  relation 
to  a  blank  mold  and  for  thereafter  bringing  the 
blowing  and  closure  means  into  cooperative  rela- 
tion with  said  mold,  a  neck  mold,  means  for  open- 
ing and  closing  the  blank  mold  to  leave  a  blank 
suspended  in  the  neck  mold,  means  for  closing 
the  blow  mold  around  the  suspended  blank,  means 
for  opening  the  neck  mold  to  release  the  blank, 
and  means  for  finish  blowing  the  parison  in  the 
blow  mold  after  it  has  been  shifted  away  from 
the  blank  mold. 


2.013.464 

LIQUID  DISPENSING  APP.\RATUS 

Jesse  P.  Hubbell,  Fanwood,  N.  J. 

Application  October  20,  1933.  Serial  No.  694.415 

26  Claims.     (CI.  221—67  i 


1.  A  can  for  transporting  and  dispensing  milk 
having  an  upper  filling  opening  and  a  closure 
therefor  and  having  a  bottom  outlet  including 
a  discharge  valve  having  a  portion  extending 
through  said  outlet  and  operable  from  the  ex- 
terior of  the  can  and  retaining  means  for  the 
valve  within  and  accessible  for  adjustment  in  the 
can  to  permit  the  removal  of  the  valve. 
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2,013.4«5 
CLASP 

Hugo  C.  Johnson,  San  Francisco,  Calif. 

AppUcation  May  31.  1933.  Serial  No.  673,688 

3  Claims.     (CI.  24 — 102 1 


1.  A  clasp  including  a  U  shape  strap  adapted 
to  straddle  the  opposed  edges  of  a  cuff;  a  tubular 
socket  rectangular  in  cross  section  on  one  end  of 
said  strap  adapted  to  pass  through  a  hole  in  the 
cuff;  lateral  retainers  bent  outward  from  the 
sides  of  said  socket;  a  lock  in  said  socket;  and  a 
latch  on  the  opposite  end  of  said  strap  adapted  to 
pass  through  a  hole  in  said  caff  and  enter  said 
socket  and  engage  said  lock. 


2.013,466 

FIRE  ALARM 

George  W.  Jones,  Winchester.  Va. 

Application  April  5.  1934,  Serial  No.  719,165 

5  Claims.     (CI.  116 — 106" 


.2 


1.  In  a  portable  fire  alarm,  a  housing  contain- 
ing a  spring  actuated  detonator,  an  explosion  box 
having  an  exhaust  therein,  an  explosive  charge 
carried  in  said  explosion  box,  means  for  automat- 
ically actuating  said  detonator  against  said  ex- 
plosive charge  when  the  surrounding  atmosphere 
reaches  a  predetermined  temperature. 


2.013,467 
STOKER 
Paul  A.  Ketchpel.  West  Englewood.  N.  J.,  assisrnor 
to   The   Standard    Stoker   Company,   Incorpo- 
rated, a  corporation  of  Delaware 
AppUcation  October  24.  1931,  Serial  No.  570,878 
Renewed  February  4.  1935 
16  Claims.     (CI.  198 — 15) 


2.013.468 


1.  In  a  locomotive,  in  combination,  a  cab,  a 
deck  therefor  having  an  opening  there  n,  a  stoker 
conduit  havng  an  upwardly  opening  hopper  por- 
tion disposed  below  said  deck  beneath  said  open- 
ing, and  a  chur,c  hinged  to  tho  deck  and  being 
movable  in  .said  opening,  said  chute  when  in  its 
lowest  position  forming  a  closure  for  said  open- 
ing and  when  in  its  highest  position  forming  a 
guideway  for  manual  delivery  of  fuel  from  the 
cab  through  the  deck  into  said  stoker  conduit 
hopper  portion. 


ADJUSTABLE    STROKE   PRESS 

William  Klocke.  Woodhaven,  N.  Y. 

Application  April  14.  1934.  Serial  No.  720,551 

6  CUims.     (CI.  74—571) 

,  n? 


1  In  a  press  or  the  like,  a  reciprocating  slide, 
and  actuating  mechanism  therefor,  comprising  an 
eccentric,  a  shaft  passing  through  said  eccentric 
having  a  threaded  recess  therein,  said  eccentric 
being  slotted  in  such  manner  that  its  center  is 
adjustable  toward  and  from  the  shaft  center,  and 
a  screw  within  said  eccentric  engaging  said 
threaded  recess  for  fastening  said  eccentric  In  Its 
adjusted  positions,  said  screw  having  a  threaded 
socket  therein,  and  a  threaded  plug  engaging  said 
socket  and  having  a  seat  on  the  bottom  of  the 
recess  In  said  shaft. 


2.013.469 

EVAPORATOR 

Donald   B.  KnlRht,  Brooklyn,  N.  Y,.  assignor  to 

Electrolux  Servel  Corporation.  New  York.  N.  Y., 

a  corporation  of  Delaware 

Application  November  25.  1930.  Serial  No.  497.992 

12  Claims.     (CI.  62 — 91.5) 


9.  The  combination  In  a  refrigerator  with  the 
evaporator  of  a  refrigerating  system,  of  a  her- 
metically sealed  heat  transfer  unit  including  a 
condensing  section  in  heat  transfer  relation  with 
said  evaporator  and  a  vaporization  section  in 
heat  transfer  relation  with  a  space  to  be  cooled, 
said  heat  transfer  unit  containing  a  solution  of 
fluids  of  markedly  spaced  boiling  point  values. 


2.013,470 
NONREFILLABLE    BOTTLE 

Simon  Lazarus.  Louisville,  Ky. 

Application  January  26.  1935,  Serial  No.  3.659 

6  Claim.s.      (CI.  215—21) 

1.  In  an  article  of  the  class  described,  the  com- 
bination of  a  bottle  neck  having  an  interior  re- 
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cess,  a  hollow  open-ended  thimble  member  In- 
sertable  in  the  neck,  a  series  of  perforations  ad- 
jacent the  upper  edge  of  the  thimble  whereby 
portions  of  said  thimble  may  be  expanded  Into 
non -detachable  union  with  the  recess,  an  open 
concave  lower  end  of  the  thimble  forming  a  valve 


seat,  a  one  way  valve  member  curved  to  conform 
to  the  surface  of  the  valve  seat  and  having  a 
series  of  holes  bored  therethrough  above  the  bot- 
tom of  the  valve  seat  and  means  affixed  to  the 
lower  portion  of  the  valve  to  limit  Its  outward 
movement. 

2.013.471 
DEVICE    FOR    EXTRACTING    PLASTIC,    \TS- 
COl  S,  OR  SEMI-FLUID  MATERIALS  FROM 
FLEXIBLE   TUBES 

James  S.  Martin.  Gary,  Ind. 

Application  November  1.  1932.  Serial  No.  640,636 

Renewed  July  27.  1935 

5  Claims.     (CI.  221—60) 


1.  A  tube  squeezer  consisting  of  a  supporting 
base,  a  pair  of  bracket  arms  extending  therefrom, 
a  pair  of  coacting  rollers,  rotatably  mounted  on 
spindles  In  said  bracket  arms,  in  such  position 
that  a  plane  passing  through  the  axes  of  the  roll- 
ers makes  an  obtuse  angle  with  the  surface  of 
the  supporting  base  on  the  side  of  said  rollers 
through  which  the  mouth  of  a  collapsible  tube 
protrudes;  one  of  said  rollers t>eing  mounted  in  cir- 
cular holes  in  said  brackets,  the  other  In  slots  In 
said  brackets,  so  as  to  allow  for  variation  in  dis- 
tance between  centers  of  rollers;  the  last  men- 
tioned roller  being  provided  with  a  longitudinal 
slot  in  its  cylindrical  surface,  to  allow  insertion 
of  the  flattened  closed  end  of  a  collapsible  tube, 
and  with  a  handle  at  the  end  of  one  spindle  for 
rotating  the  roller:  and  two  springs  acting  upon 
the  spindles  of  the  last  mentioned  roller  to  pro- 
duce pressure  between  the  rollers. 

2,013.472 
DECORATED  HARD  SURFACE  COVERING 
ANT)  METHOD   OF  MANUFACTURING 
THE  SAME 

J.  Clarence  McCarthy.  Lancaster,  Pa.,  assijfnor  to 
Armstroni?    Cork   Company,   Lancaster,   Pa.,   a 
corporation  of  Pennsylvania 
Applicatfon  May  26,  1930.  Serial  No.  455.693 
4  Claims.     (CI.  91—67.9) 


»     IS    JUJ7  JJ 


1.  As  an  article  of  manufacture,  a  decorated 
flexible  hard  surface  covering  comprising  a  flex- 
ible base,  a  relatively  porous  base  coat  on  said 
base,  a  decoration  on  said  base  coat  lying  substan- 
tially flat  thereon  with  portions  of  the  base  coat 
exposed,  an  overlying  transparent  protective  coat 
of  varnish-like  consistency  sealing  the  pores  In 
said  base  coat,  and  decorative  elements  executed 
In  a  material  of  such  body  as  to  stand  in  relief 
overlying  portions  only  of  the  protective  coat  with 
portions  of  the  base  coat  and  the  first  decoration 
visible  therebetween. 


2.013.473 
FLUID  PROPELLER 
Karl  A.  Meyer  and  Frank  A.  Gaujrer,  Milwaukee. 

Wis.;  said  Meyer  assignor  to  said  Gauger 

AppUcation  September  24.  1932.  Serial  No.  634.652 

8  Claims.     (CI.  170—170) 


1.  A  fluid  propeller  having  a  plurality  of  blades, 
said  blades  having  a  plurality  of  sections  which 
have  a  gradually  increasing  pitch  followed  by  a 
gradually  decreasing  pitch  as  said  blades  are 
measured  radially  inwardly  towards  the  center  of 
said  propeller,  each  section  having  a  leading  edge 
portion  whose  pitch  is  indirectly  proportional  to 
its  radial  distance,  and  having  an  intermediate, 
gradually  curving  portion  merging  into  the  lead- 
ing and  trailing  portions. 


2.013.474 

LOCOMOTIVE  STOKER 

John  W.  Myers.  Roanoke,  Va.,  assignor  to  The 

Standard  Stoker  Company,  Incorporated,  New 

York,  N.  Y..  a  corporation  of  Delaware 

Application  September  8.  1931,  Serial  No.  561,715 

4  Claims.     (CL  110— 101) 


4.  In  combination,  a  boiler  firebox  having  a 
firing  opening  therein,  a  fuel  conduit  outside  the 
firebox  in  communication  with  said  firing  open- 
ing, a  bracket  at  each  side  of  the  conduit  adja- 
cent its  delivery  end  rigidly  secured  to  said  fire- 
box, means  pivotally  mounting  said  conduit  at 
its  delivery  end  in  said  brackets  for  movement 
only  about  a  horizontal  axis  extending  trans- 
versely of  the  conduit,  and  means  rigidly  secur- 
ing the  conduit  to  the  brackets  in  any  one  of  a 
number  of  positions  permitted  by  said  pivotal 
mounting. 
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2.013.475 

PACKAGE 

Julian    R.   Orton,   Cincinnati,   Ohio,   assigmor   to 

The  Tom  Collins  Corporation,  Cincinnati,  Ohio. 

a  corporation  of  Ohio 

Application  August  13.  1934.  Serial  No.  739.645 

4  Claims.     (CI.  206 — 47) 


4.  A  package  comprising  in  combination  a  tall 
bottle  having  sides,  a  top,  and  a  bottom,  the 
sides  tapering  upwardly  and  inwardly  from  bot- 
tom to  top.  at  least  one  of  sa.d  sides  having 
longitudinal  grooves  formed  therein,  a  shelf  at 
the  bottom  ends  of  the  grooves,  a  plurality  of 
tubes  removably  supported  in  the  grooves  and 
having  their  lower  ends  resting  upon  the  shelf, 
and  a  retaining  band  for  the  tubes  encircling  the 
bottle  near  the  top  thereof,  the  band  be.ng  of 
a  restricted  circumference  to  lim.t  sliding  move- 
ment of  the  band  downwardly  over  the  tapered 
walls  of  the  bottle. 


2.013,476 

METHOD  OF  MANTFACTURING  DRIED 

STOCK  FEED 

David    D.    Peebles,    Eureka,    Calif.,    assignor    to 

Western  Condensing  Company.  San  Francisco, 

Calif.,  a  corporation  of  California 

AppUcation  November  21.  1932,  Serial  No.  643,571 

2  Claims.    (CI.  99 — 11) 


1.  In  a  method  of  manufacturing  stock  feed 
from  alfalfa  and  the  like,  characterized  by  the 
use  of  a  desiccating  chamber  and  a  screen  or  like 
means  for  separating  coarser  from  finer  material, 
the  steps  of  chopping  the  alfalfa  while  the  same 
contains  suflBcient  moisture  so  as  not  to  be  brittle, 
to  a  state  of  fineness  whereby  the  pieces  can  be 
supported  by  a  drying  gas.  suspending  the 
chopped  material  In  a  drying  gas  within  said 
chamber  to  eflfect  desiccation  of  the  same.  txDth 
the  chopped  material  and  the  drying  gas  being 
introduced  into  the  lower  part  of  the  chamber, 
the  drsrlng  gas  within  the  chamber  being  caused 
to  flow  upwardly  with  progressively  diminishing 
velocity,  pneumatically  removing  the  desiccated 
material  from  the  upper  portion  of  said  chamber 
and  pneumatically  delivering  the  same  to  said 
screen,  grinding  the  coarser  pieces  separated  out 
on  the  screen  apart  from  the  remainder,  and  then 
mixing  the  ground  portion  together  with  the  ma- 
terial passing  through  the  screen. 


2.013,477 
MACHINE    FOR   I'NLOADING   COTTON    SEED 

AND  OTHER  COMMODITIES 

Hubert   Phelps   and    Joe    Ethmar    Phelps.   Little 

Rock.    Ark.;    Hubert   Phelps    administrator    of 

said  Joe  E.  Phelps,  deceased 

Application  February  20.  1931.  Serial  No.  517.348 

6  Claims.     (CI.  302—17) 


1.  In  a  suction  line  conveyer  for  cotton  seed 
and  similar  material  in  communication  with  a 
source  of  material  supply  and  through  a  portion 
of  which  the  material  Is  moved  by  suction;  means 
for  creating  suction  in  the  suction  line,  a  valve 
located  within  the  suction  line,  a  balance  wheel 
connected  to  the  valve  and  operable  under  fluc- 
tuations in  the  supply  of  material  to  the  line  to 
automatically  indicate  the  volume  of  air  supplied 
to  the  suction  creatmg  means,  and  signals  oper- 
ated by  the  balance  wheel  in  extreme  positions 
thereof  to  thereby  indicate  an  excess  or  defi- 
ciency in  supply  of  material  to  the  line,  and  thus 
determine  when  to  increase  or  decrease  the  sup- 
ply of  material,  at  will,  to  meet  conditions  as 
and  when  required 


2.013.478 

LUBRICATING  SYSTEM 

Everett   C.    Read,    Milwaukee,   Wis.,   assignor   to 

The   Filer  &,   Stowell   Co..   Milwaukee,   Wis.,   a 

corporation  of  Wisconsin 

Application  January  25.  1933,  Serial  No.  653.382 

8  Claims.     (CI.  184 — 32) 


1.  An  oil  pump  comprising  a  barrel  supported 
for  rocking  movement,  a  plunger  fitted  in  said 
barrel  for  reclprocatory  movement,  means  for 
reciprocating  said  plunger  in  such  manner  as  to 
cause  said  barrel  to  oscillate,  and  an  oil  supply 
block  cooperable  with  said  barrel,  said  barrel  and 


said  block  each  being  individually  supported  and 
having  cooperable  ports  registering  on  the  suc- 
tion stroke  of  the  plunger  and  out  of  registry  on 
the  working  stroke  thereof,  all  under  the  influ- 
ence of  the  oscillatory  movement  of  the  barrel. 


2  013,479 

APPARATUS  FOR  SMOKING  OR  CURING 

FOODSTUFFS 

James  Robinson,  West  Bridgford,  Nottingham, 

England 

Application  May  4.  1933,  Serial  No.  669,412 

In  Great  Britain  May  7.  1932 

4  Claims.     (CI.  99— 2) 


\.„.^.,JA 


-K. 


4.  Apparatus  for  smoking  foodstuffs  comprising 
an  elongated  smoke  chamber,  an  endless  conveyor 
traversing  said  chamber  and  closely  embraced 
thereby,  a  smoke  conduit  extending  externally  of 
the  chamber  and  communicating  therewith  at 
each  end  thereof  and  at  an  intermediate  point, 
a  smoke  producer  for  supplying  smoke  to  the 
chamber  conduit,  and  means  for  circulating  smoke 
through  the  chamber  by  way  of  the  intermediate 
opening  and  the  opposed  ends  of  the  chamber. 


2  013  480 
TEMPERATURE  REGULATOR 

Hermann  Sandvoss,  Frankfort-on-the-Main- 

Osthafen.  Germany 

Application  June  29.  1934,  Serial  No.  733.135 

In  Germany  July  24,  1933 

11  Claims.     (CI.  236 — 80) 


and  an  outlet  side,  a  valve  cone  and  a  rod  connect- 
ed thereto,  and  a  water  condensate  collector  be- 
low and  in  communication  with  the  inlet  side  of 
the  valve;  a  casing  forming  an  impulse  space;  an 
operating  bellows  in  the  impulse  space  and  co- 
operating with  the  valve  rod:  and  a  thermostati- 
cally actuated  auxiliary  valve  for  controlling  the 
main  valve  in  pipe  communication  with  the  im- 
pulse space,  the  condensate  collector  and  the  out- 
let side  of  the  main  valve,  the  water  of  condensa- 
tion collecting  in  the  coUector  being  adapted  to 
All  up  the  impulse  space  and  the  auxiliary  valve 
to  overcome  the  pressure  of  the  steam  in  the  inlet 
space  acting  on  the  operating  bellows. 

2.013,481 
CONVERTIBLE  CUSHION 

Winaloe  U.  Stonehill.  Los  Angeles,  Calif. 

Application  March  27.  1934.  Serial  No.  717,647 

2  Claims.     (CI.  155—188) 


\^ 


1.  A  temperature  regulator  for  steam  plants, 
comprising  a  main  valve  including  an  inlet  side 


1.  An  article  fitted  for  use  supplementary  to 
chairs  and  other  seat- providing  articles  of  furni- 
ture, composed  wholly  of  two  cushion-form  mem- 
bers each  having  two  opposite  sides,  one  side  being 
flat  and  the  other  bulging,  the  bulging  side  taper- 
ing to  a  comparatively  thin  edge  where  the  two 
sides  meet,  said  edges  being  straight  throughout 
substantially  the  length  of  the  members  from  end 
to  end,  such  members  being  substantial  duplicates 
and  each  similarly  composed  of  a  cover  of  fabric 
and  a  soft  stuffing  within  the  fabric,  the  fabric 
covering  being  exposed  on  all  sides  and  consti- 
tuting a  soft  exterior  which  on  the  bulging  side 
directly  contacts  with  the  person  and  which  on 
the  fiat  side  directly  contacts  with  the  surface  of 
an  article  of  furniture  or  with  the  opposing  flat 
side  of  the  duplicate  member  and  such  cushions 
being  directly  joined  by  a  hinge  cormection  at 
such  comparatively  thin  edges  thereof  said  mem- 
bers being  movable  relative  to  one  another  on 
said  hinge  connection  to  and  from  a  relative  po- 
sition in  which  their  flatter  sides  are  directly  op- 
posite and  in  contact  with   their  bulging  sides 
turned  outwards  and  to  place  said  members  at  a 
variety  of  angles  from  acute  to  obtuse  with  one  or 
both  bulging  sides  exposed  in  all  such  positions 
for  supporting  contact  for  a  portion  of  the  human 
body. 

2.013,482 
PARKING  APPARATUS 

Eugene  S.  Taylor,  Chicago.  III. 

Application  October  31.  1934.  Serial  No.  750.894 

14  Claims.     (CI.  214 — 16.1) 

1.  Apparatus  for  storing  vehicles.  Including:  a 
floor  of  unit  area;  a  plurality  of  vehicle  carriers 
In  rank  and  flle  formation  substantially  filling 
said  area  with  the  exception  of  one  file,  said 
carriers  being  sufficiently  close  to  the  floor  to 
permit  free  passage  of  vehicles  thereover  on  their 
own  wheels;  means  for  connecting  the  carriers 
In  any  rank   'except  the   last)    into   train  for- 
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mation.  said  means  permitting  disconnection  of 
said  train  at  any  point  into  two  portions;  and 


means  for  moving  the  two  portions  of  any  such 
train  when  disconnected  to  separate  the  same. 


2,013.483 

IRONING  BOARD  ATTACHMENT 

Met*  May  Tysoe.  Douglas,  Ariz. 

AppUcation  An^st  9.  1934.  Serial  No.  739.170 

3  Claims.     (61.  68 — 10) 


^ 


^ 


1.  The  combination  of  an  ironing  board,  a  i-ack 
for  use  below  and  in  spaced  relation  to  the  board 
and  movable  from  the  latter  position  to  a  position 
in  superimposed  relation  to  the  board  and  vice 
versa,  and  a  permanent  connection  between  the 
board  and  the  rack,  said  connection  being  ad- 
justable from  a  position  wherein  it  hangs  the 
rack  from  the  board  to  a  position  which  lends 
itself  to  flatwise  arrangement  of  the  rack  on  the 
board  and  vice  versa. 


2,013.484 
PUMP 

Jacques  Ai'vai,  Paris,  France 
AppUcation  November  29,  1932,  Serial  No.  644.887 

In  France  December  7.  1931 
1  Claim.  (CI.  103—173) 
In  a  pump  in  combination  a  pump  body  pro- 
vided with  a  number  of  parallel  bores  opening  at 
one  end  of  said  body,  a  rotatable  driving  shaft 
extending  through  said  body,  a  piston  in  each 
of  said  bores  adapted  to  b^  reciprocated  in  said 
bore,  connecting  means  between  said  shaft  and 
said  pistons  whereby  said  shaft  is  adapted  to 
reciprocate  said  pistons  in  said  bores  through 
similar  strokes  at  different  stages  in  the  suc- 
cessive bores,  a  hollow  cap  for  the  end  of  said 
body  on  which  said  bores  open  and  provided  with 
an  inlet  opening  and  outlet  opening  and  leaving 
unobstructed  said  bores  of  said  body,  a  distribut- 
ing member  Ln  said  cap  comprising  two  substan- 
tially parallel  platrs  connected  by  bellows,  yield- 
ing means  adapted  to  urge  one  of  said  plates 
against  said  open  end  of  said  body  and  the  other 
plate  against  the  end  of  said  cap.  said  distributing 
member  separating  in  said  cap  an  inlet  chamber 
and  an  outlet  chamber  communicating  perma- 
nently resp>ectively  with  said  inlet  and  outlet 
openings,    passages    in    the  plate   adjacent   said 


body  adapted  to  be  brought  Into  and  out  of 
coincidence  with  said  bores  in  said  body,  a  hol- 
low socket  having  one  end  cylindrical  and  engag- 
ing in  the  plate  adjacent  said  body  and  the  other 
end  ball-shaped  and  engaging  in  the  second  plate 
of  said  distributing  member,  and  a  crank-pin  ec- 
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centrically  carried  by  said  driving  shaft  and 
having  a  ball -shaped  end  engaging  the  inner 
wall  of  said  hollow  socket,  whereby  said  crank- 
pin  is  adapted  to  drive  said  socket  and  the  two 
plates  of  the  distributing  member  during  the 
rotation  of  said  driving  shaft. 


2,013,485 
DECORATIVE    DEVICE 
Woldemar  A.  Bary,  Stratford,  Conn.,  and  Nina 
Skidelsky.    New    York.    N.    Y.,    assignors    to 
Chanrette,  Inc..  New  York.  N.  Y.,  a  corporation 
of  New  York 
Application  February  27.  1933,  Serial  No.  658.700 
10  Claims.     (CI.  41—10) 


1.  A  decorative  device  to  be  used  as  an  orna- 
ment on  an  article  to  be  decorated,  said  device 
comprising  a  receptacle  shaped  base,  means  for 
rigidly  holding  said  base  to  said  article,  and  a 
slidable  decorative  panel  mounted  on  said  base, 
said  panel  carrying  a  raised  decoration. 


2.013.486 
ROTARY   FURNACE 
Gerhard  Brunkow,  Mag deburg-Buckau,  Germany, 
assignor  to  firm  Fried.  Krupp  Grusonwerk  Ak- 
tiengesellschaft,  Magdeburg-Buckau,  Germany 
Application  January  27,  1934,  Serial  No.  708,645 
In  Germany  February  14,  1933 
6  Claims.     (CI.  266—18) 
1.  In  a  furnace  for  carrying  out  endothermic 
processes,  such  as  the  distillation  of  zinc,  cad- 
mium aiKi  mercury:   In  combination,  a  furnace 
chamber  comprising  walls  having  opposed  cir- 
cular openings:  means  for  heating  said  furnace 
chamber;  a  rotatable  unit  within  said  chamber 
consisting  of  a  central  supporting  element  ex- 
tending  through  said   furnace  chamber  coaxial 
with  said  openings,  a  group  of  muffles  surround- 
ing said  supporting  element,  and   disks  closing 
said  circular  openings,  said  disks  having  sealing 
faces  fitting  closely  against  corresponding  faces 
In  sa<d  circular  openings;  said  central  support- 
ing element  comprising^,  a  cylindrical  Insulating 
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member  In  the  part  exposed  to  the  heat  of  said 
furnace    chamber,    to    prevent    elongation    and 


:L 


warping  of  said  supporting  element  which  would 
impair  the  sealing  effect  of  said  sealing  faces. 

2,013.487 
LEAD  ALLOY 

Robert  H.  Canfleld  and  Herman  F.  Kaiser, 

Washincton.  D.  C 

No  Drawing.     Application  June  7,  1934, 

Serial  No.  729.468 

1  Claim.      (CI.  75—1) 

(Granted    under   the   act    of   March   3,   1883,   as 

amended  April  30,   1928;  370  O.  G.  757) 

An  alloy  consisting  of  strontium   from  0.2% 

to  0.6%  and  tin  from  0.2%  to  2.0%.  by  weight, 

and  the  balance  lead. 

2.013,488 

INTERCHANGEABLE  LEADER  PIN  FOR 

DIE  SETS 

John  Dudley  Carrier,  Mount  Morris,  Mich. 

Application  October  25.  1933.  Serial  No.  695.210 

2  Claims.     (CI.  287—20) 


sioning  screw  carried  thereby,  of  a  front  section 
fulcrumed  on  the  rear  section  and  which  is  pro- 
vided with  a  tongue  located  within  the  rear  sec- 
tion and  is  subject  to  the  tensioning  action  of  the 
screw,  said  rear  section  having  a  curved  surface 


1.  In  a  die  set.  a  base  having  a  conical  seat 
therein,  a  guide  pin  having  a  conical  lower  end 
engaging  the  seat,  a  portion  of  the  pin  being 
threaded  above  the  conical  end,  said  threaded 
portion  being  of  greater  diameter  than  the  small 
end  of  the  conical  part  and  of  greater  diameter 
than  the  rest  of  the  pin  above  the  threaded  part, 
a  collar  threaded  on  the  threaded  part  of  the  pin 
and  having  a  depending  flange  resting  against 
the  base,  said  flange  extending  below  the  thread- 
ed part  of  the  pin,  a  nut  threaded  on  the  pin,  a 
washer  located  between  the  nut  and  the  collar, 
the  upper  face  of  the  nut  being  flat  and  a  shim 
resting  on  said  face  of  the  nut  above  the  thread- 
ed part  of  the  pin  and  acting  as  a  stop  for  the 
downward  limit  of  movement  of  the  carrier  of  the 
die  set.  

2,013.489 
SASH,  DOOR.  OR  STORE  FRONT 
CONSTRUCTION 
Archibald  H.   Davis,  Lincoln.  Nebr..   assignor  to 
Davis  Extruded  Sash  Company.  Lincoln,  Nebr., 
a  corporation  of  Nebraska 
Application  August  18,  1931.  Serial  No.  557,890 
14  Claims.     (CT.  20—56.4) 
1    In  a  sash,  door,  or  store  front  construction, 
the  combination  with  a  rear  section  and  a  ten- 

438  0.  G.— 11 


substantially  lying  in  the  arc  of  a  circle  whose 
center  is  substantially  that  of  the  fulcrum,  and 
said  tongue  having  a  part  adapted  to  bear  on  said 
curved  surface  to  maintain  the  aforesaid  ful- 
crum. 

2.013.490 

VEHICLE  OPERATED  DOOR  MECHANISM 

Nicholas  Demosthenes.  Savannah,  Ga. 

Application  October  20,  1934,  Serial  No.  749,301 

3  Claims.     (CI.  268—35) 


1.  The  combination  with  a  pair  of  closuree 
swinging  on  a  vertical  axis  of  a  jointed  yielding 
platform  having  a  part  on  each  side  of  the  doors 
and  operated  by  the  weight  of  approaching  ve- 
hicles, said  platform  arranged  in  the  path  of 
the  vehicle  wheels  and  below  the  doors,  a  verti- 
cally sliding  latch  bolt,  a  latch  rocker  shaft,  a 
latch  treadle  on  each  end  of  the  platform,  latch 
rods  connecting  the  treadles  with  the  rocker 
shaft  for  moving  the  latter  when  the  vehicle 
wheel  strikes  the  treadle,  an  operating  crank 
shaft  connected  with  the  platform,  a  pair  of 
operating  levers  connected  one  with  each  door, 
connecting  links  joining  the  crank  shaft  with 
the  door  operating  levers,  said  crank  shaft 
formed  with  a  crank  intermediate  its  ends,  said 
crank  of  the  crank  shaft  journalled  to  the  joint 
of  the  platform.  i 


2.013.491 
METHOD  OF  EXTRUDING  VISCOSE 

Erwin  O.  Freund.  Chicago.  III.,  assisrnor  to  The 
Visking  Corporation.  Chicago.  111.,  a  corpora- 
tion of  Virginia 
Application  November  4.  1933.  Serial  No.  696.731 
2  Claims.     (CI.  18— 57) 
1    In  the  manufacture  of  regenerated  seam- 
less cellulose  tubing,  a  method  for  facilitating  the 
drawing  of  such  tubing  through  a  relatively  deep 
extrusion -tank   having    an    annular    extruding- 
device  extending  through  the  bottom  of  the  tank 
and  a  mandrel  rising  therefrom,  a  lateral  wall 
of  the  tank  being  provided,  for  the  purpose,  with 
a  liquid -tight  withdrawable  door  disposed  a  sub- 
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stantial  distance  above  the  bottom  of  the  tank, 
said  method  comprising;  extruding  a  plastic 
cellulose  compound  upwardly  into  the  tank  wnile 
said  door  is  open  and  while  the  lower  portion 
of  the  tank  contains  a  coagulatmg  and  regener- 
ating fluid,  th%extruded  viscose  forming  initially 
a  ring  at  the  base  portion  of  the  mandrel;  work- 
ing said  ring  upwardly  along  the  mandrel  by 
hand-manipulation,    the    hand    being    inserted 


through  said  open  door  and  the  lifting  of  the 
ring  of  viscose  being  facilitated  by  the  bath,  the 
extrusion  operation  being  continued;  then  clos- 
ing the  door  and  securing  it  in  liquia-tight  con- 
dition and  raising  the  level  of  the  bath  to  a  higher 
point;  and  then  continuing  the  lifting  of  the 
viscose  ring  by  hand  manipulation,  the  hand  be- 
ing inserted  from  a  level  higher  than  the  level 
of  said  door. 


2,013.492 

BRAKE   FOR  ROTARY   SPINDLE   MACHINE 

TOOLS  AND  THE  LIKE 

George  Gorton,  Racine,  Wis. 

Original    appUcation    May    13.    1929.    Serial    No. 

363.152.     Diyided  and  this  application  March 

19,  1931.  Serial  No.  523.873 

9  Claims.     iCl.  188 — 73) 


as' 


x«* 


1.  A  brake  assembly  for  locking  and  releasing 
the  rotary  cutter  spindle  of  a  machine  tool 
through  the  medium  of  a  concentric  circular  ele- 
ment rotating  with  said  spindle,  said  assembly 
including  a  relatively  fixed  supporting  and  guid- 
ing housing,  an  accessible  exterior  manual  con- 
trolling member,  and  quick-acting  brake  apply- 
ing and  relea  ing  mechanism  actuated  by  said 
controlling  member,  said  mechanism  being  self- 
locking  to  maintain  the  brake  in  the  po.sition  to 
\^hich  moved,  whereby  the  operator  has  both 
hands  free  for  cutter  changing  after  moving  said 
member  to  cause  locking  of  the  spindle  against 
rotation. 


2,013,493 

ADJUSTABLE  HUB  LINER  FOR 

LOCOMOTIVES 

William  H.  Johnston,  Proctor,  Minn. 

Application  September  14.  1931.  Serial  No.  562.805 

4  Claims.     (CI.  105—79) 


I 


n 


i    "1 


^ 


1.  In  a  device  of  the  character  described,  the 
combination  of  a  locomotive  underframe.  an  axle 
journalled  in  journal  means  mounted  in  said 
underframe,  said  axle  having  a  thrust  bearing 
secured  centrally  thereof,  a  filler  block  straddling 
the  axle  and  secured  to  the  journal  means,  said 
filler  block  having  associated  therewith  a  liner 
positioned  at  the  end  of  the  block  adjacent  the 
thrust  bearing,  a  plurality  of  springs  located  with- 
in the  filler  block  and  between  the  base  of  said 
block  and  the  liner,  and  a  removable  lug  plate 
secured  to  the  filler  block  for  limiting  the  move- 
ment of  the  liner. 


2,013,494 
WINDOW  SCREEN 

Charles  T.  Jones.  Kinston.  N.  C. 

.Application  February  11,  1935.  Serial  No.  6,108 

5  Claims.     (CL  156—38) 


-•  .* 
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1.  A  window  screen  installation  including  two 
relatively  sJidable  screen  sections,  a  centrally  dis- 
posed bar  secured  directly  to  the  screen  meshes 
of  one  section,  and  a  locking  detent  secured  to 
the  second  section  and  engageable  with  said  cen- 
trally dispos'-d  bar. 


2,013.49.'S 
PARACHUTE 

Doss  William  Kennedy,  Matthews,  Mo. 

Application  February  1.  1935.  Serial  No.  4,534 

1  Claim.     (CI.  244— 21 1 

In  combination  with  a  parachute,  a  compressed 
fluid  bladder  secured  to  the  Inside  of  the  para- 
chute at  substantially  the  center  thereof,  an 
annular  inflatable  tube  of  flexible  material  at 
the  edge  portion  of  the  parachute  and  suitably 
secured  thereto,  a  conduit  between  the  bladder 
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and  the  annular  tube,  a  valve  In  the  conduit  ad- 
jacent the  bladder,  a  pull  cord  extending  from  the 


valve,  and  guide  means  on  the  parachute  to  which 
the  pull  cord  Is  disposed. 


2.013,496 
ABRADANT 

Gforg  Kranilein,  Frankfort  -  on  -  the  -  Main- 
Hochst.  and  Richard  Karl  Muller,  Bad  Soden- 
on-the-Taunus,  Germany,  assignors  to  I.  G. 
Farbenindustrie  Aktiengesellschaft,  Frankfort- 
on-the-Main,  Germany 
No  Drawing.  AppUcation  April  13.  1932.  Serial 
No.  605,113.    In  Germany  October  18,  1930 

8  Claims,  t  CI.  51— 280) 
I.  The  articls  of  manufacture  comprising  a  grit 
or  layer  of  abrasive  particles  and  an  adhesive  bond 
for  uniting  the  abrasive  particles  to  form  a  co- 
herent mass  or  layer,  said  bond  including  a  hard- 
ened resinous  condensation  product  of  a  polyhy- 
dric  alchohol  with  a  mixture  of  a  polybaslc  acid 
from  a  fusible  synthetic  resin  and  a  fatty  acid  of 
at  least  10  carbon  atoms. 


2,013,497 
WEB  GUIDING  MECHANISM  FOR  PRINTING 

MACHINES 
Frederick  Lamatsch,  Grantwood,  N.  J.,  assignor 
to  R.  Hoe  &  Co.,  Inc..  New  York,  N.  Y..  a  corpo- 
ration  of   New   York,    Irving   Trust   Company, 
permanent  trustee 

\ppUcation  July  27,  1931,  Serial  No.  553,267 
3  Claims.     (CI.  270 — 41) 


,^pt'<^C^'4 


printed  webs  from  the  printing  machine,  a  set 
of  first  nipping  rollers  located  Immediately  be- 
low each  former  and  adapted  to  forward  the 
webs  therefrom,  cooperating  cutting  and  folding 
cylinders  located  in  fixed  position  below  each 
former  and  adapted  to  receive  the  webs  there- 
from and  to  cut  the  webs  in  page  lengths,  a 
set  of  second  nipping  rollers  located  In  fixed 
positions  below  each  former  and  between  the  first 
nipping  rollers  and  the  cutt  ng  and  folding  cyl- 
inders and  arranged  to  guide  the  webs  to  the 
cutting  and  folding  cylinders,  a  single  fixed 
guide  roller  located  intermediate  all  the  sets  of 
nipping  rollers  and  positioned  to  guide  the  print- 
ing webs  In  accurate  page  registration  from  ei- 
ther set  of  first  nipping  rollers  to  either  set  of 
second  nipping  rollers,  the  webs  from  one  former 
passing  over  the  guide  roller  and  the  webs  from 
the  other  former  passing  beneath  the  guide  roller. 


1.  In  a  printing  machine  folder,  the  combina- 
tion of  two  spaced  formers  adapted  to  receive 


2,013.498 
DUSTLESS  ASH  RECEIVER 

Harold  L.  McConaughy.  West  Orange,  N.  J. 

AppUcation  October  10.  1934,  Serial  No.  747,780 

1  Claim.     iCl.  183— 67) 


^»N 


A  lid  or  cover  of  the  character  described  hav- 
ing a  crown  provided  with  an  opening  therein,  a 
flexible  closure  for  said  opening,  a  suction  elbow 
on  and  communicating  with  said  crown,  a  dust 
coUector  bag  removably  fitted  with  said  elbow. 
a  suction  fan  operating  within  the  elbow  for  the 
drawing  of  dust  from  within  the  crown  Into  the 
bag  a  support  on  said  elbow,  an  electric  motor 
can-led  by  said  support  and  operating  said  suc- 
tion fan,  and  means  for  removably  attaching  the 
bag  to  the  elbow. 


to 

,  a 


2.013.499 
SEALING  ME.ANS 
John  W'.  Meckenstock.  Chicago,  111.,  assignor 
Pettibone  Mulliken  Company.   Chicago.  111. 
corporation  of  Delaware 
Application  August  29.  1932,  Serial  No.  630.951 
2  Claims.     (CI.  286—7) 
1.  In  combination:   relatively  rotatable  mem- 
bers presenting  parallel  faces  perpendicular   to 
their  axes;  one  of  said  members  formed  with  a 
,  frusto  conical  annular  groove;   an  Initially  fiat 
i  annular  ring  of  soft  rubber  secured  at  one  margin 
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In   said  groove  and  thereby  strained  toward  a 
frusto  conical  stiape ;  the  free  margin  of  said  ring 


av 


pressed  by  resilience  of  the  ring  against  the  op- 
posing surface  of  the  remaining  member. 


2,013,500 

CURTAIN  ROLLES   BRACKET 

William  O'Connor.  Baltimore.  Md. 

AppUcation  July  31,  1934.  Serial  No.  737.828 

2  Claims,     f  CI.  248— 269 1 


> 


1.  A  curtain  roller  supporting  bracket  having  a 
face  plate  and  means  for  securing  said  plate  to  a 
supporting  member,  said  plate  having  a  slot  there- 
in, bearings  for  supporting  a  threaded  screw 
member,  said  bearings  consisting  of  a  portion  of 
the  face  plate  adjacent  the  ends  of  the  said  verti- 
cal slot  being  bent  outwardly  and  provided  with 
suitable  bearings  therein  for  receiving  the  said 
screw,  a  curtain  rod  supporting  member  having 
an  aperture  for  receiving  a  curtain  rod  shaft 
and  having  its  end  portions  extending  parallel,  the 
said  end  portions  having  therein  threaded  aper- 
tures adapted  to  receive  the  said  screw,  the  said 
parallel  members  are  adapted  to  fit  within  the 
vertical  slot  and  be  moved  vertically  by  rotating 
the  screw  within  the  said  bearings. 


2,013.501 
ICE  CREAM   APPARATUS 

William  W.  Parker.  Raleigh,  N. 
Application  June  15,  1931,  Serial  No. 
4  Claims.      (CI.  62—114} 


C. 

544,565 


1.  In  apparatus  of  the  character  described,  in 
combination,  a  freezer  unit  comprising  a  cylin- 
drical double  wall  chamber  between  which  walls 


a  fluid  refrigerant  is  adapted  to  pass  for  freez- 
mg  ice  cream  contamed  wiihin  said  unit,  a  clo- 
sure fitting  within  said  walls,  an  agitator  with- 
in the  unit,  a  motor  mounted  on  the  top  of  said 
unit  and  movable  with  respect  thereto,  said  clo- 
sure for  the  unit  co-operating  with  a  train  of 
gears  associated  with  the  motor  and  movable 
therewith  for  operating  the  agitator  within  the 
freezer  unit,  said  closure  for  the  freezer  unit  be- 
ing provided  with  a  fllLng  opening  at  one  side  of 
and  separated  from  said  gears. 


2.013.502 
MATERIAL    HANDLING    ANT»    PREPARATION 

UNIT 
William  E.  Philips  and  William  W.  Sayers.  Chi- 
cago, III.,  assignors  to  Linli-Belt  Company,  a 
corporation  of  Illinois 
Application  December  19,  1932.  Serial  No.  647,926 
25  Claims.     (CI.  209 — 6) 


24.  A  material  handling  and  prepeu^tion  unit 
comprising  an  endless  screening  bar  conveyor 
adapted  to  permit  material  up  to  a  predetermined 
maximum  size  to  i)ass  directly  therethrough  and 
to  transport  the  oversize  to  the  discharge  end 
of  the  conveyor,  fixed  cutter  blades  arranged  ad- 
jacent the  discharge  end  of  the  conveyor  and  co- 
operating with  the  latter  for  receiving  and  hold- 
ing the  oversize  between  said  fixed  cutter  blades 
and  conveyor  end,  and  cutter  blades  variably 
positioned  on  the  diflferent  bars  of  the  conveyor 
to  move  therewith  for  cooperating  with  the  first 
mentioned  blades  upon  arrival  at  the  discharge 
end  of  the  conveyor  to  break  up  the  oversize  to 
such  a  size  that  the  said  first  mentioned  means 
will  no  longer  hold  the  same. 


2.013,503 
SPRING   TOGGLE   BOLT 

Henry  W.  Pleister.  Westfield,  N.  J. 

Application  December  26.  1934.  Serial  No.  759,288 

15  Claims.     (CI.  85 — 3> 


1.  In  a  spring  toggle  bol^  the  combination  of 
a  nut  provided  with  pivotii.K  means  to  support 
and  pivot  a  plura!  ty  of  wing  anchors,  a  plurality 
of  wing  anchors  pivoted  on  the  nut,  each  wing 
anchor  being  of  greater  length  than  the  diameter 
of  the  hole  through  which  it  i.s  to  be  inserted  in  a 
wall  or  other  support,  and  being  pivoted  at  such 
a  point  that  each  of  said  wing  anchors  will  bridge 
or  straddle  the  Inner  end  of  the  hole,  to  insure 
a  strong  bond  or  grip,  and  to  distribute  the  strains 
and  stresses  over  a  relatively  large  area  of  the 
inner  surface  of  the  wall  or  other  support. 
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2,013.504 

MEAT   TENDERER 

Frank  J.  Poeppel.  Chicago,  111. 

Application  April  9,  1934.  Serial  No.  719.739 

1  Claim.     (CL  17—26) 


A  machine  of  the  character  described  compris- 
ing a  body,  pa  rs  of  reversely  arranged  superposed 
cutters  and  rollers  within  the  body,  reverse  spiral 
cutting  formations  on  said  cutters,  a  gear  train 
operating  said  rollers  and  cutters,  a  removable 
housing  enclosing  the  gear  train,  a  removable 
section  in  the  body  for  releasably  journaling  said 
rollers  and  cutters,  and  a  feed  hopper  formed  at 
the  upper  end  of  the  body. 


2.013.505 
LOOM  FOR  WEAVING 
Rudolf  Rossmann,  Gauting,  near   Munich.  Ger- 
many,   assignor    to    firm    Tefag    Textil-Finani 
A.-G.,  Zurich,  Switzerland 
Application  May  27,  1933.  Serial  No.  673,225 
In  Germany  June  2.  1932 
15  Claims.     (CL  139—1) 


r«  Th 


1.  In  a  loom  for  weaving  the  combination  with 
lateral  frame  members,  of  a  longitudinal  frame 
element  connecting  together  the  lateral  frame 
members  and  carrying  a  driving  shaft,  and  two 
or  more  similar  sets  of  mechanism  each  com- 
prising the  means  for  operating  the  parts  directly 
associated  with  the  shedding,  beating-up  and 
shuttle  movements,  all  of  these  mechanism  sets 
being  driven  from  the  said  driving  shaft  through 
couplings  which  can  be  readily  disconnected. 


2.013,506 

INDICATING  DEVICE  FOR  DISPLAYING 

VARIABLE  INFORMATION 

Nicholas  Sandor.  Surbiton,  England,  assignor  to 
Mechanical  Informator  (1933)  Limited,  Lon- 
don. Emrland 

Application  April   11,  1935.  Serial  No.  15,781 

In  Great  Britain  July  15.  1933 

7  Claims.     (CI.  40—52) 

1.  A  display  device  comprising  a  cabinet,  an 

observation  window  in  said  cabinet,  a  plurality 


of  cards  containing  matter  to  be  displayed 
mounted  laterally  of  said  observation  window  and 
movable  in  said  cabinet,  a  plurality  of  keys  cor- 
responding to  the  display  cards,  an  electric  motor 


associated  with  said  display  cards,  a  switch  for 
said  motor  and  means  connecting  each  key  with 
said  switch  and  with  one  of  said  cards  to  render 
the  selected  card  operable  by  the  electric  motor. 


2.013,507 
ELECTRICAL  DISCONNECTING  DE\TCE 

Richard  E.  Schwarz.  Royal  Oak.  Mich. 

Application  Julv  6.  1931.  Serial  No.   548.755 

13  Claims.     (CL  173—273) 


1.  Connecting  and  disconnecting  means  of  a 
remotely  operable  safety  type,  particularly  adapt- 
ed for  use  with  a  tap  line,  including  a  stationary 
receptacle  adapted  to  be  secured  to  and  electri- 
cally connected  to  the  line  and  provided  with  a 
rotatable  locking  sleeve,  a  plug   adapted  to  be 
connected,  by  a  flexible  cable,  to  apparatus  which 
Is  to  be  supplied  by  the  circuit,  and   pro\1ded 
with  an  enlarged  blade  for  Insertion  into  the  re- 
ceptacle, the  locking  sleeve  having  a  part  which, 
when  the  sleeve  is  properly  positioned,  prevents 
withdrawal  of  the  plug  from  the  receptacle  by 
forming  an  obstacle  in  the  path  of  withdrawal 
of  the  blade,  the  plug  being  provided  with  a  re- 
movable key  which  facilitates  insertion  and  with- 
drawal of  the  plug,  the  key  having  a  part  which 
interlocks  with  the  plug  and  thereby  with  the 
sleeve,  whereby  the  key  may  not  be  withdrawn 
from  the  plug  after  the  latter  has  been  inserted, 
until  the  key  is  rotated  to  lock  the  plug  in  place. 
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2.013.508 

DIFFICULTLY   FLAMMABLE   CIGARETTE 

WRAPPER 

Stewart  Elmer  Seaman.  White  Plains,  N.  Y. 

Application  May  25,  1933.  Serial  No.  672,836 

2  Claims.     (CI.  131—52) 


1.  A  process  for  reducing  fire  hazard  in  the 
consumption  of  cigarettes  comprising  preparing 
a  film  of  fire-retardant  cellulosic  matt-er  con- 
taining barium  sulfide,  then  immersing  said  film 
in  a  zinc  sulfate  solution  thereby  forming  white 
insoluble  zinc  sulfide,  and  attaching  said  film  to 
paper  used  to  encircle  the  tobacco  portion  of  said 
cigarette  by  means  of  an  adhesive,  said  film  be- 
ing of  at  least  in  length,  the  width  of  the  paper 
used,  as  herein  set  forth. 


2,013.509 

BEER  TAP  CONE 

FridoUn  Schiesser,  Rheineck,  Switzerland 

Application  October  12.  1934.  Serial  No.  748.091 

In  Switzerland  October  11.  1933 

2  Claims.     (CI.  225— 5) 


1.  A  tap  cone  which  has  a  recess  in  the  head 
piece  of  the  outflow-pipe  for  receiving  air-ster- 
Uizlng  agents,  this  recess  being  connected  with 
the  outfiow-bore  by  means  of  an  air-channel 
parallel  to  the  axis  of  said  bore,  said  air  chan- 
nel and  the  topmost  part  of  said  bore  being  con- 
nected by  means  of  a  cross-bore. 


to 


2.013.510 
FILLING  OF  TRUCK  TANKS 

Paul    S.    Shield,    Cincinnati.    Ohio,    assigrnor 

Augustine  Davis,  Jr.,  Cincinnati,  Ohio 

Application  October  14,  1931,  Serial  No.  568.741 

15  Claims.     (CI.  220 — 86) 


1.  In  combination  with  a  truck  tank  subdivided 
into  separate  compartments,  said  compartments 
having  manholes  with  covers  at  the  top  and 
valved  outlets  for  drawing  off  the  liquid,  filling 
means  Independent  of  the  valved  outlets  compris- 
ing a  common  piping  fixed  in  the  interior  of  the 
tank  and  having  branches  to  deliver  the  filling 
liquid  into  the  several  compartments,  valves  in- 
dependently controlling  said  branches,  said  pip- 
ing being  further  provided  with  an  intake  branch 
having  a  coupling  connection  located  in  one  of 
the  compartments  so  as  to  receive  the  end  of  a 
filling  hose  when  the  manhole  cover  of  that  com- 
partment is  open. 


METHOD   AND   APPAR.ATUS   FOR   CLEANING 

Karl  Steinbacher,  Portsmouth,  Ohio 

Application  .August  23,  1934,  Serial  No.  741.036 

12  Claims,     i  CI.  263— 19* 


1.  In  a  method  of  removing  accumulations  of 
blast-borne  matter  from  refractory  checkerwork 
adapted  to  be  traversed  by  a  gas  blast,  the  steps 
Including  isolating  the  checkerwork  from  the 
source  of  gas.  and  fiushing  the  checkerwork  with 
water  in  sufficient  volume  and  at  sufficient  ve- 
locity to  carry  the  accumulations  through  and 
away  from  the  checkerwork. 

8.  Apparatus  for  cleaning  checkerwork  com- 
prising a  manifold  adapted  to  be  connected  to 
a  source  of  liquid  and  suspended  above  the  check- 
erwork. flexible  conduits  connected  to  said  mani- 
fold and  adapted  to  be  inserted  in  the  openings 
of  said  checkerwork,  and  means  for  so  supporting 
the  flexible  conduits  as  to  maintain  them  substan- 
tially vertical  at  their  points  of  entry  into  the 
checkerwork. 


2,013,512 

GUIDE  VANE  AND  DIAPHRAGM  CONSTRUC- 

TION  FOR  TURBINES 

Rudolph  Birmann,  Trenton,  N.  J..  assigTior  to  De 
Laval  Steam  Turbine  Company,  Trenton,  N.  J., 
a  corporation  of  New  Jersey 
Application  March  11,  1933.  Serial  No.  660.351 
4  Claims.     (CI.  253—78} 


1.  A  diaphragm  construction  for  a  turbine  In- 
cluding a  diaphragm  center  having  a  groove  In  Its 
low  pre.ssure  face  providing  an  axially  extending 
wedge-shaped  ridge  at  its  edge;  and  a  plurality 
of  guide  vane  sections  each  of  which  is  arranged 
to  engage  the  casing  at  its  outer  end  and  has  its 
inner  end  provided  with  a  hook  portion  extending 
within  said  groove  and  a  groove  for  the  reception 
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of  said  axially  extending  ridge,  said  ridge  having 
a  wedging  fit  in  the  groove  of  each  guide  vane 
section. 

2,013,513 
VIBRATOR 

Henry  M.  Dressel  Chicago.  III.,  assignor  to  Oak 
Manufacturing  Company.  Chicago.  IlL,  a  cor- 
poration of  Illinois 

Refile  of  abandoned  application  Serial  No. 
713,827.  March  3. 1934.  This  application  March 
14,  1935,  Serial  No.  11.180 

13  Claims.     (CL  175—365) 


•#•- 


1.  An  interrupter  comprising  a  frame  of  mag- 
netic material,  said  frame  having  a  pair  of  pole 
pieces  at  one  end  thereof,  at  least  one  coil  for 
magnetizing  said  frame,  a  reed  rigidly  mounted 
at  one  end  thereof  at  the  opposite  end  of  said 
frame,  said  reed  bearing  an  armature  at  its  free 
end  for  vibration  in  proximity  to  said  pole  pieces, 
a  pair  of  stationary  contacts  carried  by  said 
frame  on  opposite  sides  of  said  reed,  a  pair  of 
spring  members  carried  by  said  reed  on  opposite 
sides  thereof,  a  movable  contact  mounted  on 
each  spring  member  for  co-operation  with  said 
stationary  contacts  and  an  additional  spring 
member  carried  by  the  reed  external  to  each  of 
said  contact  l)earlng  springs,  the  two  springs  on 
one  side  of  the  reed  being  biased  toward  each 
other. 

2,013,514 
DISPENSING  TOP  FOR  A  CONT.\INER 

Christina  A.  S.  Frank.  Floral  Park.  N.  Y. 

Application  November  15.  1933,  Serial  No.  698.092 

3  Claims.     (CL  221—65) 


1.  A  dispensing  container  for  powder  compris- 
ing, a  body  portion  to  contain  powder,  and  a  dis- 
pensing top  structure  associated  with  the  body 
portion  and  provided  with  an  upstanding  neck, 
said  upstanding  neck  being  provided  with  an 
upper  end  wall  having  a  portion  in  the  middle 
thereof  centrally  depressed  to  form  a  substan- 
tially concave  trough  with  a  ledge  formation  of 
the  upper  end  wall  at  the  side  of  the  trough,  the 
depressed  trough  formation  being  provided  with 
a  longitudinally  extending  slotted  opening  on  the 


side  below  the  ledge  formation  to  present  said 
formation  as  an  inturned  flange  overhanging  the 
top  edge  of  the  side  of  the  concave  trough  and 
spaced  therefrom,  said  opening  serving  to  per- 
mit passage  of  powder  from  the  body  portion  into 
the  recessed  trough  and  said  opening  and  the 
overhanging  flange  portion  functioning  to  permit 
return  of  excess  powder  and  to  prevent  spillage 
from  the  trough  during  use. 


2.013.515 
REFRIGERATING  APPARATUS 

Edward  Heitman.  Detroit,  Mich.,  assignor  to  Kel- 
vinator  Corporation,  Detroit,  Mich.,  a  corpora- 
tion of  Michigan 

Application  September  23.  1932.  Serial  No.  634.505 
4  Claims.     (CL  62—126) 


/ 


^ 


•f — 

3.  A  sheet  metal  refrigerant  evaporator  for 
refrigerating  apparatus  comprising,  in  combina- 
tion, sheet  metal  material  formed  to  provide  a 
flat  elongated  refrigerant  header,  and  a  number 
of  different  sheet  metal  hollow  refrigerant  con- 
taining fins  having  outwardly  extending  flange 
portions  at  one  end  thereof  for  securing  said 
fins  to  said  header,  said  fins  being  open  at  the 
flange  ends  for  receiving  refrigerant  from  said 
header  and  said  flange  portions  being  secured 
to  said  header  forming  a  plurality  of  transverse 
refrigerant  passages  below  the  header  on  the 
under  side  of  said  header. 


2,013.516 
REFRIGERATING  APPARATUS 

Edward  Heitman.  Detroit.  Mich.,  assignor  to  Kel- 
vinator  Corporation,  Detroit.  Mich.,  a  corpora- 
tion of  Michigan 

Application  Mav  12,  1934.  Serial  No.  725,305 
2  Claims.     (CI.  62 — 126) 


^  Q-^ 


1.  A  refrigerant  evaporator  of  the  type  having 
an  air  cooling  surface  and  an  ice  freezing  sur- 
face comprising,  in  combination,  an  inner  cup 
shaped  sheet  metal  member  having  a  substan- 
tially flat  surface  to  provide  a  support  for  an 
ice  making  receptacle,  and  an  outer  cup  shaped 
sheet  metal  member  of  substantially  cylindrical 
formation  surrounding  said  inner  member  and 
having  a  substantially  flat  surface  in  alignment 
with  the  flat  surface  in  the  inner  member,  and 
said  flat  surface  of  the  outer  member  being  cor- 
rugated to  provide  a  series  of  passages  for  re- 
frigerant immediately  below  said  receptacle,  the 
inwardly  directed  portions  of  the  corrugations 
being  welded  to  the  flat  portion  of  the  inner 
member  and  the  closed  ends  of  said  cup-shaped 
members  being  welded  together. 
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2.013.517 
APPARATl  S  FOR  WELDING 

Henrv  W.  Kachel,  Youngstown,  Ohio,  assignor, 
by  mesne  assignments,  to  Direct  Current  Weld- 
in?  Company,  a  corporation  of  Delaware 

Application  December  17,  1930.  Serial  No.  503,024 
12  Claims.     (CI.  219—6) 


otf. 


12.  In  a  weldme  apparatus  for  welding  sub- 
stantially tubular  blanks,  a  pair  of  electrodes  on 
opposite  sides  of  the  seam  and  contacting  the 
outer  surface  of  the  blanks,  a  second  pair  of  elec- 
trodes on  opposite  sides  of  the  seam  and  contact- 
ing the  inner  surface  of  the  blank,  one  pair  of 
electrodes  being  skewed  relatively  to  the  other 
pair,  and  means  for  maintaining  an  out-of-phase 
relationship  of  the  current  supplied  from  oppo- 
site sides  of  the  blank. 


2,013.518 
.AIR  WASHER  AND  STERILIZER 

Gustave    F.    Linde,    Madison,    Wis.,    assignor    to 

Scanlan- Morris    Company,    Madison,    Wis.,    a 

corporation  of  Wisconsin 
Original    application    June    4,    1934,    Serial    No. 

728,847.     Divided  and  this  application  October 

17.  1934.  Serial  No.  748.620 

3  Claims.     iCl.  261— 123) 


1.  As  an  adjunct  for  a  liquid  sterilizing  tank, 
a  device  for  washing  and  sterilizing  the  air  that 
enters  the  tank  as  the  water  is  drawn  off  and 
adapted  to  be  sterilized  by  steam  discharged 
therethrough  from  said  tank,  comprising  a  cas- 
ing having  top  and  bottom  closures,  said  top  clo- 
sure having  an  air  outflow  duct  for  communica- 
tion with  a  pipe  leading  into  said  tank  and  said 
bottom  closure  having  an  air  inflow  duct,  an  in- 
ner tube  within  said  casing  clo.sed  at  its  upper 
end  by  said  top  closure  and  communicating  with 
the    air    outflow    duct    thereof,   said    inner   tube 


formed  with  holes  near  its  lower  end,  an  outer 
tube  encircling  said  inner  tube  with  clearance 
and  approximately  the  full  length  of  said  inner 
tube  and  open  at  its  upper  end  below  said  top 
closure,  and  a  closure  for  the  lower  ends  of  said 
tubes  and  the  annular  clearance  space  there- 
between above  and  spaced  from  said  bottom  clo- 
sure. 


2.013.519 

CAR   COl'PLING 

William  B.  Lyon,  Cleveland,  Ohio,  assignor  of 

one-half  to  L   E.  White 

Application  May  18,  1933.  Serial  No.  671.654 

Kenowed  July  10,  1935 

8  Claims.     (CI.  213— 112) 


»'vf 


4 
« 


1.  In  a  car  coupler,  the  combination  of  a  draw- 
bar, a  separable  coupler  head  adapted  to  be  se- 
cured to  one  end  of  the  drawbar,  a  knuckle 
pivotally  supported  by  the  head,  said  knuckle 
having  a  rearwardly  extending  locking  tongue, 
a  pawl  pivotally  supported  at  its  uppor  end  with- 
in the  drawbar,  said  pawl  being  adapted  to  swing 
out  of  the  path  of  the  tongue  as  the  tongue  ap- 
proaches the  locking  position,  said  pawl  being 
adapted  to  swing  into  the  path  of  the  tongue 
when  the  tongue  Is  in  the  locking  position,  and 
.'•>aid  pawl  being  adapted  to  form  part  of  a  second 
coupling  device  when  the  separable  coupler  head 
is  removed. 


2.013.520 
APPARATIS  FOR  USE  IN  THE  INSTRUC- 
TION OF  SWIMMING 

Cameron  McDermott,  Pewaukee,  Wis. 

Application  November  2,  1933,  Serial  No.  696.301 

1  Claim.     (CI.  272— 71) 


In  an  apparatus  for  the  instruction  of  swim- 
ming, a  substantially  horizontal  body  support 
composed  of  a  stationary  portion  and  a  rockable 
portion,  means  to  mount  said  body  support  in- 
cluding spaced  pedestals  one  of  which  supports 
the  fixed  portion  of  the  body  support  directly, 
means  to  rock  the  body  support  comprising  a 
crank  rotatably  mounted  from  the  other  pedestal. 
a  rod  connecting  the  crank  and  the  body  sup- 
port, leg  supports  hinged  to  the  flxed  portion  of 
the  body  support,  crank  means  to  reciprocate  said 
leg  supports,  substantially  elliptical  guide  tracks 
at  opposite  sides  of  the  body  support,  means 
travelling  about  said  guido  tracks  to  carry  the 
arms  along  defined  paths,  and  drive  means  to 
simultaneously  actuate  the  cranks  driving  the 
rocking  body  support  and  the  leg  supports  and 
to  cau.se  said  arm  carrying  means  to  travel  about 
the  guide  tracks. 
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2,013.521 
REFRIGERATING   APPARATUS 
Herbert  H.  McGehee,  Memphis.  Tenn..  assignor  to 
Kelvinator  Corporation.  Detroit,  Mich.,  a  cor-    | 
poration  (»f  Michigan 
Application  March  14,  1934.  Serial  No.  715.403 
2  Claims.     (CI.  62—126) 


1.  A  refrigerating  system  comprising  an  evapo- 
rator and  a  refrigerant  liquefying  unit  opera- 
tlvely  connected  with  said  evaporator  for  circu- 
lating a  refrigerant  therethrough,  said  evaporator 
comprising  two  upper  headers  and  a  lower  header, 
spaced  side  risers  in  communication  with  said 
headers,  and  a  refrigerant  distributing  member 
extending  within  and  substantially  throughout 
the  length  of  said  lower  header  substantially  mid- 
way between  said  side  risers,  and  having  an  in- 
let connected  with  said  liquefying  unit  and  a 
plurality  of  spaced  outlets  for  providing  discharge 
of  refrigerant  into  said  lower  header  at  spaced 
regions  remote  from  said  inlet,  said  outlets  being 
disposed  at  each  side  of  said  distributing  member 
and  opening  toward  the  openings  of  said  side 
risers  into  said  lower  header  whereby  uniform 
circulation  of  refrigerant  through  said  risers  and 
uniform  temperatures  throughout  said  evapo- 
rator are  obtained. 


2  013  522 

MACHINE   FOR   WASHING   AND  BLANCHING 

SPINACH  AND  OTHER  VEGETABLES 

Rufus  A.  Mills.  Baltimore,  Md..  assignor  to  Lord- 
Mott  Company.  Incorporated,  a  corporation  of 
Maryland 
Application  August  28,  1933,  Serial  No.  687.126 
1  Claim.     ICI.  146— 197) 


w  r   >iM 


A  machine  for  washing  and  blanching  spinach 
and  other  vegetables,  comprising  a  tank  having  an 
Inclined  bottom,  a  plurality  of  drums  of  different 
diameters  revolubly  mounted  in  said  tank  and 
each  having  blades  projecting  therefrom,  the 
blades  of  each  drum  varying  in  number  and  length 
from  the  blades  of  the  other  drums,  the  said  drums 
increase  in  diameter  from  the  feed  end  to  the  dis- 
charge end  of  the  tank,  and  the  blades  decrease 
in  length  and  increase  in  number  as  the  drums  In- 
creasy  in  diameter,  whereby  to  accommodate  the 
spinach  as  it  decreases  in  bulk  as  it  is  passed  from 


the  feed  end  to  the  discharge  end  of  the  tank,  a 
conveyor  at  the  discharge  end  of  the  tank,  means 
for  operating  said  conveyor,  means  for  operating 
said  drums  simultaneously,  a  grating  mounted  In 
said  tank  between  the  said  drums  and  the  bottom 
of  the  tank,  an  overflow  trough  at  the  feed  end 
of  said  tank,  and  a  plurality  of  water-tight  doors 
In  said  tank  below  said  grating. 


2,013.523 
CRESYLIC  ACID  CONDENSATION  PRODUCT 

AND  PROCESS  OF  MAKING   S.\ME 
Izadcr  J.  Novak,  Bridgeport.  Conn.,  assignor  to 
Raybestos-Manhattan,  Inc..  Bridgeport,  Conn., 
a  corporation  of  New  Jersey 
No  Drawing.    Application  August  13,  1932, 
Serial  No.  628,773 
5  Claims.     (CL  260—4) 
1.  A  cresylic  acid  condensation  product  trans- 
formable by  heat  into  an  infusible  body  resulting 
from  reaction  between  cresylic  ac  d,  a  body  con- 
taining a  reactive  methylene  group  in  an  amount 
at  least  equal  to  one  mole  per  mole  of  said  acid 
and    a    primary   mono-amine,   characterized   by 
complete  solubility  in  cold  cyclic  hydrocarbons 
and  containing  between  substantially  .25  and  .35 
mole  of  combined  primary  mono  am  ne  per  mole 
of  original  cresyhc  acid  used. 


2,013,524 
NASAL  MEDICAMENT 
Albin  M-  Painter,  deceased,  late  of  Kansas  City, 
Mo.,  by  Katharine  D.  Painter,  administratrix, 
Kansas  City,  Mo..  Hamilton  P.  Cady,  Lawrence, 
Kans.,  and  George  C.  Henson.  Liberty,  Mo. 
No  Drawing.     Application  June  21,  1933, 
Serial  No.  676,919 
2  Claims.     (CI.  167—58) 
1.  A  n&ssl  medicament  comprising  an  emul- 
sion of  water  and  oxy cholesterol,  with  water  in 
the  discontinuous   phase  and  oxycholesterol  in 
the  continuous  phase  and  having  a  water  soluble 
remedy  dissolved  in  the  water  and  an  oil  soluble 
remedy  dissolved  in  the  oxycholesterol. 


2,013,525 
ELECTRICAL  SWITCH  GEAR 
George  M.  Reed,  Yeadon,  Pa.,  assignor  to  Gen- 
eral Electric  Company,  a  corporation  of  New 
York 

Application  April  18,  1934,  Serial  No.  721,158 
4  Claims.     (CL  175— 298) 


1.  Electrical  switchgear  of  the  metal-clad  type 
comprising  a  box-like  frame,  busbar  and  branch 
circuit  coimections  mounted  in  said  frame,  a  cir- 
cuit breaker  mounted  for  reciprocal  movement 
with  respect  to  said  connections,  and  an  auxiliary 
housing  connected  to  and  in  alinement  with  one 
end  of  said  frame  so  as  to  form  a  continuation 
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thereof,  said  housing  Including  a  hinged  instru- 
ment and  controi  panel  forming  a  door  through 
which  said  circuit  breaker  may  be  moved  from 
said  frame. 

2.013.526 
NUT  LOCK  WASHER 

William  H.  Schmitt.  St.  Paul,  Minn. 
Application  November  3.  1930,  Serial  No.  493,020 
5  Claims.     (CI.  151—52) 
J3       -^fijr 


1.  A  nut  lock  washer  including,  a  spring  arm 
hav.ng  a  shoulder  end  adapted  to  extend  parallel 
with  and  to  engage  against  a  side  of  a  nut  to 
hold  the  same  in  a  set  position  on  a  threaded 
member,  and  means  formed  in  said  washer  to 
hold  the  same  against  turning  with  the  threaded 
member. 


2.013.527 

COLLAPSIBLE  CONTAINER  AND  CLOSURE 

THEREFOR 

Ray  W.  Sherman,  Flushingr,  N.  Y. 

Application  August  29.  1933,  Serial  No.  687,252 

6  Claims.     (CL  221 — 60) 


1.  A  container  provided  with  a  reduced  dis- 
charge neck  liaving  a  plurality  of  elongated  re- 
cesses formed  in  the  base  portion  thereof  which 
extend  circumferentially  with  respect  thereto  and 
which  are  shallower  at  their  ends  than  at  the 
center  portions  thereof,  a  closed  cap  having  a 
slitted  skirt  adapted  to  slidingly  and  yieldingly 
fit  over  said  reduced  neck,  and  having  means 
formed  on  the  inner  wall  thereof  to  yieldingly 
engage  in  the  recesses  of  said  base  portion  when 
said  cap  is  in  position  on  said  neck. 

2.013.528 
SNAP    FASTENER 
Frank  Thicle,  Brooklyn,  N.  Y. 
Application  September  4,  1934,  Serial  No.  742.686 
1  Claim.     (CI.  5 — 356) 
A  tufting  device  for  mattresses,  cushiorus  and 
the  like,  comprising  a  flexible  fabric  member,  a 
male  member  having  one  end  hollow  for  receiving 
one  end  of  the  flexible  fabric  member,  said  hol- 
low end  being  crimped  about  said  fabric  member 
to  securely   fasten  same  together,   the  opposite 
end  of  said  male  member  having  a  reduced  neck 
terminating  in  an  enlarged  cone  head,  a  tufting 
button  adapted  to  be  permanently  attached  to 
said  male  member,  said  button  having  an  annu- 
lar dished  bottom  portion  provided  with  an  aper- 
tured    collar    centrally    thereof,    a    plurality    of 
spaced  prongs  radially  of  the  collar  and  inter- 


mediate the  circumference  of  the  button  and 
the  collar  struck  integrally  out  of  said  bottom, 
said  prongs  being  folded  back  with  their  free  ends 
overlapping  the  edge  of  said  collar,  whereby  the 


cone  head  of  the  male  member  may  extend 
through  the  apertured  collar  beyond  the  free 
ends  of  the  prongs  and  be  entrapped  by  said 
free  ends  springing  into  position  below  the  base 
of  the  cone  head. 

2.013.529 
KNITTING  MACHINE 

Jacob  Wachsman.  Brooklyn,  N.  Y. 

Application  May  20.  1933,  Serial  No.  671,947 

2  Claims.     iCl.  66—163) 


1.  In  stop  mechanism  under  control  of  a  travel- 
ling thread,  a  circuit  closer  unit  comprising  a 
closed  housing,  a  fixed  contact  member  insulated 
from  and  mounted  in  said  housing,  a  circuit  ter- 
minal therefor  mounted  outside  the  housing,  a 
lip  on  said  terminal  extended  within  the  housing 
engaging  said  contact  member  to  prevent  rotation 
thereof,  a  lever  pivoted  in  said  housing  and 
extending  outside  thereof  and  having  a  contact 
heel  to  engage  said  contact  member,  a  spring 
for  operating  said  lever  to  cause  said  contact  heel 
to  contact  as  aforesaid,  a  non-tumable  guide  to 
which  said  .spring  is  attached,  a  bolt  for  adjust- 
ing said  guide,  said  bolt  having  a  flat  head  out- 
side the  housing,  a  gravity  actuated  second  lever 
also  pivoted  in  the  housing  having  an  arm  ex- 
tending outside  thereof  and  having  a  contact 
heel  to  engage  said  contact  member,  a  weight  for 
operating  said  second  lever  to  cause  its  contact 
heel  to  engage  said  contact  member,  said  housing 
consisting  of  an  open  box  having  bearings  for  the 
said  two  levers,  a  front  plate  for  closing  said  box 
and  niaintaining  the  levers  in  their  bearings,  a 
lip  on  said  box  engaging  a  slit  in  the  lower  end 
of  the  plate  and  a  rivet  for  .securing  the  upper 
parts  of  the  plate  and  box  together. 

2,013.530 
TIME  RECORDING  PUNCH 

Gorden  S.  Wells,  Binghamton.  N.  Y.,  assignor  to 
International  Business  Machines  Corporation, 
New  York,  N.  Y.,  a  corporation  of  New  York 

AppUcation  October  24,  1934.  Serial  No.  749,743 
22  Claims.     (CI.  164—113) 
1.  In  a  machine  for  punching  columns  of  a 

card  in  code  with  a  denominational  order  time 
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record,  each  order  to  be  punched 
card  column;  the  combination  of 
therefor,  means   for   feeding   the 
the  punches  and  dies  to  locate  the 
successively,  one  after  another,  in 


in  a  different 
punches,  dies 
card  between 
card  columns 
punching  po- 


sition, selecting  means  for  controlling  the 
punches  to  perforate  each  column  in  succession 
with  a  selected  time  value  in  the  order  of  the 
record  corresponding  to  said  column,  and  a  clock 
device  for  governing  operation  of  the  selecting 
means  to  select  values  corresponding  to  the  time. 


2,013,531 
METHOD  OF  MAKING  LEAD  CARBONATE 

Addison  Applegate.  Liberty,  N.  Y. 

Application  August  28,  1930.  Serial  No.  478,325 

2  Claims.     (CI.  23—73) 


1.  The  method  of  making  lead  carbonate  which 
comprises  atomizing  metallic  lead  in  a  stream  of 
heated  acetic  acid  vapor,  water-vapor  and  oxy- 
gen to  form  fine  particles,  then  mixing  said  par- 
ticles with  water  containing  acetic  acid,  then  agi- 
tating said  mixture  in  the  presence  of  oxygen 
until  a  milky  solution  is  obtained,  then  withdraw- 
ing the  milky  solution  and  separating  any  re- 
maining metallic  lead  therefrom,  then  unifying 
the  milky  solution  by  agitating  the  same  in  the 
presence  of  oxygen  until  the  solution  turns  to  a 
creamy  consistency,  and  then  agitating  said 
creamy  solution  in  the  presence  of  carbon  dioxld 
to  a  pasty  mass. 


2,013,532 

ELECTRIC   SWITCH 

John  P.  Avery,  Bridgeport.  Conn.,  assignor  to  F. 

Kaplan,  New  York,  N.  Y. 

AppUcation  January  20.  1934.  Serial  No.  707,537 

4  Claims.     (CL  200—64) 


1.  A  switch  including  a  base  block  provided 
with  a  chamber  to  receive  a  rotor  and  having  a 
bottom  wall  for  said  chamber  provided  with  an 
aperture,  a  rotor  including  a  shaft  having  one 
end  which  has  its  bearing  in  the  aperture  of  said 
bottom  wall  and  having  its  upper  end  bent  at 


right  angles  to  the  vertical  portion  of  the  shaft, 
a  cover  plate  for  said  chamber  provided  with  a 
groove  adapted  to  receive  therein  and  to  hold  said 
laterally  extending  portion  of  said  shaft. 


2.013.533 
PRINTING  MECHANISM 

Euirene  Buhler.  New  York.  N.  Y.,  assignor,  by 
mesne  assignments,  to  International  Business 
Machines  Corporation,  New  York,  N.  Y.,  a  cor- 
poration of  New  York 

Application  July  10.  1931,  Serial  No.  549,881 
15  Claims.     (CL  101—93) 


1.  In  a  printing  mechanism,  a  rotatable  type 
carrier,  a  printing  hammer,  a  power  drive,  and 
an  actuator  for  connecting  said  power  drive  with 
said  hammer  during  rotation  of  said  carrier  to 
impel  said  hammer  against  the  carrier. 


2.013,534 
VERIFYING  MACHINE 
Charles  Campbell.  London.  England,  assignor,  by 
mesne  assignments,  to  International  Business 
Machines  Corporation.  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
Application  October  5,  1931,  Serial  No.  567,065 
In  Great  Britain  October  24.  1930 
12  Claims.     (CI.  73 — 51) 


7.  In  a  device  of  the  character  described,  hav- 
ing sensing  elements,  a  punch  and  an  operating 
msignet  therefor,  a  circuit  for  said  magnet  includ- 
ing normally  open  contacts,  a  relay  for  operating 
said  contacts,  a  circuit  for  said  relay  including 
contacts,  a  card  carrier  adapted  to  close  said 
last  named  contacts  when  in  position  to  present 
the  first  card  column  to  be  verified  to  the  sensing 
elements,  whereby  said  relay  will  be  energized 
1  to  close  the  contacts  in  said  punch  magnet  cir- 
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cuit:  a  holdins:  circuit  for  said  relay  Including 
a  pair  of  normally  closed  contacts,  and  means 
controlled  by  the  operation  of  said  punch  for 
opening  said  contacts  to  interrupt  the  circuits 
for  said  controlling  magnet  and  said  holding  cir- 
cuit. 

8.  A  perforated  record  verifying  machine  com- 
prising analyzing  mechanism  for  analyzing  per- 
forations in  a  record  card,  key  operated  means 
cooperating  with  said  analyzing  means  for  verify- 
ing the  perforations  coliunn  by  column,  a  mark- 
ing device  and  means  controlled  by  said  verifying 
means  for  causing  said  marking  device  to  auto- 
matically effect  a  mark  in  a  column  of  the  card 
as  an  incident  to  the  non-verification  of  said 
column. 


2.013,f)35 
AITOM.ATIC     REGULATION    OF     THE     FOR- 
W.ARD    .AND    BACKWARD    MOVEMENT    OF 
THE  FABRIC  IN  LOOMS 

Juan  Picanol  Camps.  Sabadell.  Spain 

Application  September  3.  1932,  Serial  No.  G31,628 

In  Portugal  June  18.  1932 

2  Claims.     (CI.  139— 313) 


e 


1.  A  device  for  regulating  the  forward  and 
backward  movement  of  fabric  on  looms,  com- 
prising in  combination  with  the  loom  frame  a 
driving  shaft  journalled  in  said  frame,  a  cam  on 
said  shaft,  a  connecting  rod  adapted  to  be  recip- 
rocated by  said  cam.  an  oscillatable  lever  con- 
nected at  one  end  to  said  connecting  rod  and 
having  a  recess  at  its  other  end.  a  ring  having 
wedge  shaped  recesses  distributed  around  its 
circumference  and  projecting  partly  with  one 
half  into  the  recess  in  said  lever,  a  casing  sur- 
rounding the  other  half  of  said  ring,  two  sets  of 
rollers  in  said  wedge  shaped  recesses  in  said  ring 
one  set  within  the  recess  of  said  lever  and 
adapted  to  jam  between  said  ring  and  said  lever 
to  cau.se  said  ring  to  rotate  with  said  lever  when 
-same  swings  in  one  direction  and  to  slide  back 
into  said  wedge  shaped  recesses  to  allow  said 
lever  to  move  independently  of  said  disc  in  the 
other  direction,  the  other  set  of  rollers  within 
said  casing  adapted  to  allow  said  ring  to  rotate 
with  said  lever  in  one  direction  and  to  jam  be- 
tween said  ring  and  said  casing  to  lock  said  ring 
against  rotation  when  said  lever  swings  in  the 
other  direction,  a  pinion  rigidly  connected  to 
and  adapted  to  be  rotated  in  one  direction  by 
said  ring,  a  differential  gearing  cooperating  with 
said  pinion  to  transmit  the  movement  of  said 
ring,  a  fabric  winding  drum  connected  to  said 
differential  gearing  adapted  to  be  driven  in  one 
direction  by  said  gearing,  a  disc  carrying  said 


gearing  a  ratchet  wheel  on  the  periphery  of  said 
disc,  a  pawl  engaging  said  ratchet  wheel,  and 
means  for  shifting  said  pawl  to  rotate  said 
ratchet  wheel  to  turn  said  roller  in  the  opposite 
direction  to  that  imparted  by  said  ring  through 
the  intermediary  of  said  gearing. 

2,013.536 
ACETYL  CHOUNE  ACETATE 
Joseph  K.  Cline.  Woodbridife.  N.  J.,  a.ssignnr  to 
Merck  &  Co..  Inc.,  Rahway.  N.  J.,  a  corporation 
of  New  Jersey 
No    Drawing.      Original    application    March    30, 
19:;  1.  Serial  No.  526,549.     Divided  and  this  ap- 
plication February  8.  1934.  Serial  No.  710,329 

1  Claim.     (CI.  260— 25) 
As  a  new  medicinal  preparation,  acetyl-choline 
acetate  in  the  form  of  a  white  crystalline  powder, 
soluble  In  alcohol,  insoluble  in  ether,  with  a  melt- 
ing point  of  148-149    C,  and  having  the  formula: 

(CH3)3-N'OOCCH3»  -C2H4OOCCH3. 


2,013.537 
TERMINAL  FOR    ELECTRIC  CONDUCTORS 

Eugene  D.  Eby,  Pittsfield.  Mass..  a.ssignor  to  Gen- 
eral  Electric  Company,  a  corporation  of  New 
York 
Application  January  15.  1932,  Serial  No.  586.879 
5  Claims.     (CI.  173 — 353) 


1.  The  combination  of  a  sheathed  cable,  a  de- 
formable  cylindrical  insulating  barrier  surround- 
ing the  cable  and  provided  with  recesses,  a  di- 
vided wiping  sleeve  secure  to  the  sheath,  means 
located  between  the  parts  of  the  sleeve  forming  a 
Support  for  the  lower  end  of  the  barrier,  a  second 
barrier  surrounding  the  first,  and  also  provided 
with  recesses,  spacing  blocks  having  shoulders 
on  opposite  sides  entering  the  recesses  of  both 
barriers  for  holding  them  in  concentric  inter- 
locked relation  and  also  transmitting  the  weight 
of  the  second  barrier  to  the  first,  a  chambered 
insulator  enclosing  the  barriers  and  supported  by 
the  sleeve,  the  wall  thereof  being  spaced  from  the 
barriers,  and  a  terminal  cap  for  the  cable  sup- 
ported by  the  insulator. 


2.013,538 

DEVICE  FOR   SHAPING   STICKS  OF  PAINT 

AND  SIMILAR  PCRPOSES 

Denise  Gamard.  Paris.  France 

Application  August  16.  1934.  Serial  No.  740.178 

in  France  December  1,  1933 

1  Claim.     (CI.  120—90) 

In  a  device  for  shaping  sticks  of  paint,  two 

limbs,  a  springy  member  interconnecting  adja- 
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cent  ends  of  said  two  limbs,  a  shaping  member 
formed  by  a  stiff  bead  the  longitudinal  axis  of 


which  is  perpendicular  to  the  plane  of  said  limbs 
and  which  Is  carried  by  each  free  end  of  said 

limbs. 


2,013.539 
SCALE  DEVICE 

William  N.  Gilbert.  Hudson  Heights,  N.  J.,  and 
William  Gumprich.  Binghamton,  N.  Y.,  as- 
signors, by  mesne  assignments,  to  International 
Business  Machines  Corporation,  New  York, 
N.  Y..  a  corporation  of  New  York 
Application  Julv  24,  1930.  Serial  No.  470,286 
10  Claims.     (CI.  308 — 140) 


1.  The  combination  with  a  lever  having  a 
socket  therein,  of  a  pivot,  a  retainer  insertable 
into  said  socket  and  having  an  Internal  seat  to 
receive  the  pivot  therein  and  space  the  pivot  at 
all  points  from  the  walls  of  said  .socket,  the  re- 
tainer being  preliminarily,  rotatably.  adjustable 
within  .said  socket  and  a  device  separate  from 
the  retainer  for  clamping  the  retainer  and  pivot 
against  movement  relative  to  the  lever  and  in- 
cluding an  element  immovably  wedged  directly 
between  a  part  of  the  lever  and  a  part  of  the  re- 
tainer periphery  to  prevent  rotation  of  the  re- 
tainer from  its  adjusted  position  within  said 
socket. 


2.013,540 
PRINTING  PL^'CH 

Ilrich  Kolm.  Berlin,  and  Armin  Kothner.  Dres- 
den, Germany,  ajaignors  to  International  Busi- 
ness Machines  Corporation,  New  York,  N.  Y..  a 
corporation  of  New  York 
Application  October  7.  1933,  Serial  No.  692.584 
In  Germany  April  11,  1933 
8  Clams.     (CI.  164— 112) 


44 


of  a  record  card,  a  plurality  of  punch  selectors, 
one  for  each  punch,  a  type  carrier  having  a  type 
element  for  each  punch,  and  means  associated 
with  each  selector  for  moving  the  earner  to  pre- 
sent the  corresponding  type  element  to  printing 
position,  said  means  serving  also  to  lock  the  car- 
rier against  further  movement. 


2,013,541 
INTERNAL  COMBUSTION   ENGINE 

Edward  P.  Littlefield.  Saugus,  Mass..  assignor  to 
General  Electric  Company,  a  corporation  of 
New  York 

Application  July  5,   1934.   Serial  No.  733,736 
8  Claims.     (CL  123—146.5) 


1.  In  an  internal  combustion  engine,  the  com- 
mination  of  a  cam  shaft,  a  timing  gear  with  a 
web  being  secured  to  the  shaft,  and  an  ignition 
distributing  system  including  means  secured  to 
the  web  of  the  timing  gear. 


2,013.542 
DESK  TOP 
Henry  P.   Nordmark,  Grand   Rapids.  Mich.,   as- 
signor to  .American  Seating  Company,  Grand 
Rapids.  Mich.,  a  corporation  of  New  Jersey 
Application  August  4.  1934.  Serial  No.  738.463 
20  Claims.     iCl.  45—70) 


1.  In  a  punching  machine,  a  row  of  punches, 
one  for  each  index  point  position  of  a  column 


1.  In  a  structure  of  the  class  described,  a  sup- 
porting platform  provided  with  oppositely  dis- 
posed upwardly  and  inwardly  flanged  sides,  a  sup- 
ported platform  provided  with  upwardly  and  in- 
wardly fianged  sides  slidably  mounted  upon  the 
supporting  platform  interjacent  its  flanged  sides. 
a  desk  top  hingedly  connected  to  the  slidably 
mounted  supported  platform,  a  block  slidable 
within  each  of  the  flanged  sides  of  the  slidably 
mounted  supported  platform,  and  a  pair  of  sup- 
porting struts  each  pivotally  connected  at  one 
end  to  the  desk  top  and  at  the  other  end  to  one 
of  said  blocks. 
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2,013.543 

PERFORATING  MACHINE 

Ralph   E.  Pa«:e,  Binghamton,  \.  Y.,  assignor  to 

International  Business  Machines  Corporation, 

New  York,  N.  Y..  a  corporation  of  New  York 

AppUcation  July  5.  1934.  Serial  No.  733.807 

3  Claims.     (CI.  164—112) 


^^^t^^^ 


1.  In  a  record  perforating  machine,  a  record 
carriage,  a  rack  associated  with  said  carriage,  an 
escapement  mechanism  engaging  said  rack  for 
controlling  the  movement  of  said  carriage,  a  skip 
lifter  for  disengaging  said  mechanism  from  said 
rack,  a  plurality  of  skip  bars  carried  by  said  rack, 
means  for  selecting  one  of  said  bars  for  coopera- 
tion with  said  skip  lifter,  and  cam  surfaces  in- 
tegral with  the  selected  bar  for  causing  a  dis- 
engaging operation  of  said  lifter  at  predeter- 
mined points  in  the  travel  of  the  rack. 


2,013.544 
DEVICE  FOR  THE  TRANSMISSION  OF  MEAS- 
UREMENT VALUES  OVER  LONG-DISTANCE 
UNES 

Manfred  Schleicher,  Berlin-Charlottenburg,  Ger- 
many, assiinior  to  Siemens  &  Halske.  Aktienge- 
sellschaft,  Siemensstadt,  near  Berlin,  Germany, 
a  corporation  of  Germany 
Application  October  24.  1929.  Serial  No.  402,230 
In  Germany  October  31.  1928 
3  Claims.      CI.  177— 351  j 


: — 
XL 


1.  In  a  device  for  the  transmission  of  measure- 
ment values,  by  means  of  electric  impulses  the 
number  of  which  per  unit  of  time  corresponds  to 
the  meavsurement  to  be  transmitted,  alternating 
current-distributing  means,  a  frequency  con- 
verter energized  by  said  mains  and  constructed 
to  produce  alternating  currents  having  double 
the  frequency  of  the  mains,  means  for  controlling 
the  currents  produced  by  said  converter,  m  de- 
pendence on  the  measurement  to  be  transmitted, 
a  line  to  receive  and  transmit  the  Impulses  which 
are  produced  from  the  said  double  frequency  cur- 
rents with  the  aid  of  said  controlling  means, 
whereby  said  line  will  not  be  affected  by  surges 
in  the  alternating  current  in  said  mains,  and  a 
measuring  instrument  responsive  to  said  trans- 
mitted impulses. 


2,013,545 
FILE  CLEANER 

William  H.  Stevens,  Waukegan,  111. 

Application  June  11,  1934.  Serial  No.  729.983 

5  Claims.     (CI.  15—236) 


.•" 


^^ 


1.  A  file  cleaner  and  scraper  comprising  a  tube 
of  soft  metal  with  a  flattened  end  in  which  teeth 
are  formed  conforming  to  the  teeth  of  a  file  as 
it  is  cleaned. 

2.013.546 
ARTICULATED  JOINT 

Allen  Wallace,  .Moorestown.  N.  J. 

AppUcation  November  19.  1932,  Serial  No.  643,406 

13  aaims.     (CI.  287— 89) 


1.  An  articulated  Joint  construction  for  rail- 
way vehicles  comprising.  In  combination,  a  frame 
having  Jaws,  another  frame  having  a  tongue  In- 
sertable  between  said  jaws,  ball  and  socket  mem- 
bers for  connecting  said  tongue  and  Jaws,  and 
means  for  directly  plvotally  supporting  said  ball 
and  socket  about  a  vertical  axis  substantially  at 
right  angles  to  the  plane  of  said  frames. 


2.013.547 
EXPANSION  JOINT 
Arthur  C.   Badger,  Newton,  Mass.;    Theodore  L. 
Badger  and  Robert  H.  Holt,  executors  of  Ar- 
thur C.  Badger,  deceased,  assignors,  by  mesne 
assignments,  to  Badger  Fire  Extinguisher  Com- 
pany, Boston.  Mass..  a  corporation  of  Massa- 
chusetts 
Application  September  14.  1932,  Serial  No.  633,069 
9  Claims.     (CI.  285 — 90) 


[P 


1.  An  expansion  Joint  comprising  a  flexible 
corrugated  tube,  end  fittings  at  the  outer  side 
respectively  of  the  endmost  corrugations,  inter- 
mediate rings  in  the  grooves  between  the  suc- 
cessive corrugations  cooperating  with  one  another 
and  with  the  end  fittings  to  limit  shortening  dis- 
tortion of  the  joint,  a  jacket  surrounding  said 
rings  and  the  adjacent  parts  of  the  end  fittings, 
and  means  rigidly  connecting  the  jacket  to  the  end 
fittings  and  an  intermediate  ring  to  prevent  dis- 
tortion of  the  joint  during  shipment  and  installa- 
tion; the  connecting  means  with  the  end  fittings 
being  releasable  to  an  extent  adequate  for  per- 
mitting necessary  shortening  of  the  joint  in  serv- 
ice, while  that  with  the  intermediate  ring  re- 
mains.   

2.013.548 
VACUUMIZING  AND  SEALING  CONT.MNFR 
Herbert    A.    Barnbv.    Toledo,    Ohio,    assignor    to 
Owens-Illinois  Glass  Company,   a   corporation 
of  Ohio 

Application  March  6.  1933.  Serial  No.  659,709 
11  Claims.     (CI.  226 — 82) 

2.  The  combination  of  a  vacuum  chamber,  a 
pressure  plate  therein  separating  said  chamber  into 
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upper  and  lower  compartments,  means  whereby 
said  chamber  Is  vacuumized,  means  for  supplying 
air  at  atmospheric  pressure  to  the  upper  compart- 
ment, said  pressure  plate  being  of  such  area  rela- 
tive to  the  horizontal  area  of  the  chamber  as  to  pro- 
vide a  restricted  passageway  for  the  air  from  the 
upE>er  to  the  lower  compartment,  and  adjusting 
means  to  adjustably  vary  the  restriction  and  there- 
by vary  the  rate  at  which  the  air  passes  from  the 
upper  to  the  lower  compartment 


<Jv. 


11.  In  a  vacuumlzlng  and  sealing  apparatus,  the 
combination  of  a  vacuum  chamber,  a  horizontally 
disposed  baffle  plate  therein,  vertical  rods  having 
a  loose  connection  with  said  plate,  permitting  uni- 
versal lateral  adjustment  of  the  plate  relative  to 
said  rods,  the  latter  extending  upward  from  said 
plate  through  openings  In  the  upper  wall  In  the 
chamber,  cross  bars  connected  to  the  upper  ends 
of  said  rods,  vertical  guide  rods  connected  to  said 
cross  bars,  guides  for  said  rods  mounted  at  the 
sides  of  said  chamber,  doors  formmg  the  ends  of 
said  vacuum  chamber,  an  operating  lever,  operat- 
ing connections  between  the  lever  and  the  doors 
for  opening  and  closing  the  latter,  and  means  pro- 
viding lost  motion  connections  between  said  cross 
bars  and  said  operating  connections,  whereby  the 
baffle  plate  is  lifted  during  the  opening  movements 
of  the  doors  and  lowered  during  the  closing  move- 
ments of  the  doors. 


2  013.549 

SIGHTING  APPLIANCE  FOR  TELESCOPIC 

INSTRLTMENTS 

Edward  G.  Bradbury,  Columbus,  Ohio 

Application  April  4.  1933.  Serial  No.  664,378 

4  Claims.     (CI.  33— 46) 


4.  In  a  surveyor's  transit,  a  barrel  provided  with 
internal  lens  means,  longitudinally-spaced,  ex- 
teriorly-located ring-type  sighting  appliances 
mounted  on  said  barrel,  and  means  for  adjusting 
said  appliances  radially  relatively  and  with  re- 
spect to  said  barrel  so  that  the  field  of  vision 
obtained  by  the  unmagnifled  sighting  through 
the  joint  rings  of  .said  appliances  coincides  with 
the  restricted  field  of  vision  afforded  through  the 
Internal  lens  means  of  said  barrel. 


2,013.550 
CUTTING  MACHINE  BLOCK 

Glenn  B.  Britton,  Hannibal,  Mo.,  assignor  to  In- 
ternational Shoe  Company,  St.  Louis,  Mo.,  a 
corporation  of  Delaware 

Application  April  20.  1934,  Serial  No.  721.535 
7  Claims.     (CI.  164—58) 


J- 


V 


1.  A  cutting  block  comprising  an  upper  platen 
member  providing  a  cutting  surface  resting  upon 
a  backing  member  of  rubber,  said  backing  mem- 
ber being  resilient  throughout  Its  entire  body 
and  having  a  plurality  of  voids  Into  which  the 
surrounding  rubber  will  flow  to  permit  yielding 
of  the  body  of  the  pad  throughout  the  cutting 
area  thereof. 


2.013.551 

MATCH-HOLDING  ATTACHMENT  FOR 

CIGARETTE   CONTAINERS 

William  K.  Collette,  Akron,  Ohio 

Application  February  15,  1933,  Serial  No.  656.815 

8  Claims.     (CI.  206 — 48) 


p- 


■i\i 


■  c 


.1* 


1.  The  combination  with  a  package  of  ciga- 
rettes of  an  attachment  snugly  fitted  onto  the 
bottom  end  thereof  and  having  one  or  more  sides 
provided  with  a  downwardly  and  Inwardly  ex- 
tending package  gripping  tang  and  having  a  front 
portion  provided  with  a  shelf  at  the  bottom 
thereof,  said  front  portion  having  an  opening 
above  the  shelf  through  which  the  cover  strip 
of  a  book  type  package  of  matches  may  be  in- 
serted, the  upper  edge  of  said  opening  being  bent 
outwardly  to  facilitate  Insertion  of  said  strip, 
the  upper  part  of  said  front  portion  providing  an 
upwardly  extending  support  of  resilient  material 
which  is  normally  bent  slightly  rearwardly  and 
is  straightened  by  securing  said  attachment  to  a 
cigarette  package,  and  a  package  of  book  type 
matches  having  the  cover  strip  thereof  inserted 
inwardly  through  said  opening  and  brought  up- 
wardly over  said  upwardly  extending  support, 
the  bottom  of  said  package  being  seated  on  said 
shelf  and  the  matches  therein  arranged  In  front 
of  said  upwardly  extending  support,  said  support 
rfsillently  urging  the  back  of  said  package  of 
matches  against  a  face  of'  the  package  of  ciga- 
rettes. 


2.01 3. "^.S? 

LOOSE  LEAF  BINDER 

James  C.  Dawson,  Webster  Groves.  Mo.,  assignor 

to  Elma  N.  Dawson.  Webster  Groves,  Mo. 

Application  January  12.  1934.  Serial  No.  706,397 

4  Claims.     (CI.  129—241 

1.  A  loose  leaf  metal  comprising  a  spring  arch 

plate,  a  pair  of  prong-carrying  wires  In  pivotal 

engagement  with  the  marginal  portions  of  the 

plate  and  having  toggle  engagement  Intermediate 

of  their  ends,  the  ends  of  the  wires  extending 

approximately  to  the  ends  of  the  plate  and  being 
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turned  Inwardly,  a  booster  lever  fulcrumed  on 
one  end  of  the  plate  and  engaging  the   corre- 


2'. 

spending  inturned  ends  of  the  wires,  and  sheet- 
carrying  prongs  carried  by  the  wires. 


2,013.553 
FIBER-RUBBER  PRODUCT 
Morgan  R.  Day,  Watertown.  Mass.,  assignor  to 
Dewey   and   Almy   Chemical   Company,    Cam- 
bridge, Mass.,  a  corporation  of  Massachusetts 
AppUcation  November  18,  1932.  Serial  No.  643.208 
3  Claims.     (CI.  106—23) 


1.  That  process  for  the  ndanufacture  of  fiber- 
reinforced  rubber  which  includes  the  steps  of  as- 
sembling fibers  into  substantially  parallel  rela- 
tionship by  forming  a  loose  web  thereof,  and  then 
simultaneously  feeding  the  web  and  rubber  be- 
tween the  masticating  rolls  of  a  rubber  mill. 


2.013.554 

BATHING  SUIT 

Salvatore  F.  De  Benedetto,  Brooklyn.  N.  Y. 

Application  November  14,  1934,  Serial  No.  752.913 

14  Claims.     (CI.  2 — 67) 


1.  A  strapless  bathing  suit  comprising  in  com- 
bination an  upper  t)ody  part  adapted  to  cover 
the  chest  of  a  wearer,  a  supporting  belt  adapted 
to  be  disposed  at  the  waist  of  the  wearer,  and 
an  elongated  semi-rigid  member  of  resilient  ma- 
terial shaped  to  fit  across  the  che^t,  under  the 
arms  and  down  the  back  with  the  portions  down 
the  back  converging  and  the  ends  thereof  sup- 
ported on  said  belt  at  the  back,  said  body  portion 
having  the  upper  marginal  edge  thereof  fastened 
to  said  resilient  me»nber. 


2,013.555 

METHOD  AND  APPARATUS  FOR  PACKING 

BOTTLES  AND  OTHER  ARTICLES 

Kemp    K.    Deeren,    Gas    City,    Ind.,    assignor    to 

Owens-Illinois   Glass  Company,  a  corporation 

of  Ohio 

Application  November  23,  1933,  Serial  No.  699,340 

4  Claims.     (CL  226 — 14) 


1.  The  method  of  packing  articles  which  com- 
prises arranging  a  group  of  the  articles  in  longi- 
tudinal and  transverse  rows,  placing  packing 
strips  transversely  of  said  group  with  each  strip 
Interposed  between  two  adjoining  transverse  rows, 
and  advancing  alternate  longitudinal  rows  rela- 
tive to  the  adjoifiing  longitudinal  rows,  and  there- 
by bending  the  said  strips  into  position  to  provide 
spacing  means  between  both  the  horizontal  and 
transverse  rows. 


2.013,556 
SHINGLE  OF  THE  WIDE- SPACED  TYPE 
Clarence  R.  Eckert,  Englewood,  N.  J.,  assignor  to 
The  Barrett  Company.  New  York,  N.  Y..  a  cor- 
poration of  New  Jersey 

ApplicaUon  July  24.  1931,  Serial  No.  552.899 
2  Claims.     (CI.  108—7) 


Mi 


1.  A  shingle  of  the  wide  spaced  type  adapted 
to  be  laid  in  overlapping  courses  with  other  like 
shingles  comprising  a  flexible  fibrous  base  coated 
with  bituminous  material,  said  shingle  having  a 
second  layer  of  coating  material  applied  thereto 
except  on  marginal  areas  at  the  sides  thereof, 
said  areas  extending  from  the  upper  end  of  the 
shingle  to  a  transverse  line  spaced  from  the 
lower  end  thereof  a  distance  equal  to  the  amount 
of  the  shingle  exposed  by  the  overlapping  shingles 
of  an  overlying  course,  granular  surfacing  mate- 
rial partially  embedded  in  said  second  coating 
layer  whereby  the  top  surface  of  said  shingle  ex- 
cept said  marginal  areas  lies  in  one  plane  and 
the  surface  of  said  marginal  areas  lies  in  another 
plane  below  said  first  plane,  said  marginal  areas 
being  of  a  thickness  equal  to  about  one-half  the 
thickness  of  the  contiguous  portions  of  the 
shingle  whereby  overlapping  marginal  areas  of 
two  shingles  form  with  contiguou.'s  portions  of 
the  shingles  a  substantially  plane  supporting  sur- 
face for  a  third  shingle  for  preventing  sagging 
thereof. 


2.013. S.S? 

WORKHOLDER  FOR  GEAR  GENERATING 

MACHINES 

Edwin   R.   Fellows.    Springfield.   Vt.,   assignor   to 
The  Fellows   Gear   Shaper  Company,   Spring- 
field, Vt.,  a  corporation  of  Vermont 
Application  March  15.  1932.  Serial  No.  598,892 
12  Claims.     (CI.  90— 9 1 
4.  In  combination  with  a  machine  tool  having 
a  rotatable  work  spindle,  a  detachable  work  arbor, 
clutching  means  for  connecting  one  end  of  the 
arbor  to  the  spindle,  a  centering  support  for  the 
opposite  end  of  the  arbor,  and  means  for  mov- 
ing said  clutching  means  and  support  longitu- 
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dinally  of  the  spindle  in  opposite  directions,  but 
both  In  the  same  direction  at  one  time,  for  con- 


cal  rays  to  the  same  degree  but  in  opposite  man- 
ner so  that  rays  affected  by  the  first  field  would 
be  returned  to  their  original  state  by  the  second 
field,  the  two  fields  being  of  such  extent  and  so 
timed  in  their  movement  that  at  least  a  portion 
of  the  rays  affected  by  one  field  will  be  unaffected 
by  the  other  field. 


necting  and  disconnecting  the  arbor  with  and 
from  the  spindle. 


2,013.558 
PUTTING   GREEN   AND   OTHER   MATERIALS 
John  P.  Floan,  Bayside,  N.  Y..  assignor  to  Chade- 

loid  Chemical   Company,  New  York,  N.  Y.,  a 

corporation  of  West  Virginia 

No  Drawing.     Application  November  8,  1930, 

Serial  No.  494.451 

2  Claims.     (CI.  94—7) 

1.  A  non-cement itious  surfacing  composition 
comprising  a  mixture  of  25  to  50  parts  by  volume 
of  calcium  chloride.  25  to  35  parts  by  volume  of 
a  substance  of  the  class  consisting  of  wood  fiour. 
saw  dust,  lime  dust,  brick  dust,  and  sand  and 
10  to  25  parts  by  volume  of  fibrous  material,  the 
moisture  content  of  the  surfacing  composition 
continually  changing  in  accordance  with  the 
moisture  content  of  the  surrounding  atmosphere, 
and  such  composition  being,  when  spread  out  as 
a  layer,  soft  and  pliable. 


2.013.559 

METHOD    OF    SCANNING    FOR    TELEVISION 

PURPOSES  AND  APPARATUS  THEREFOR 

George  Gordon.  Harrington  Park.  N.  J.,  assignor, 
by  mesne  assignments,  to  Mildred  S.  Reisman, 
New  York,  N.  Y. 

Application  December  24,  1931,  Serial  No.  582,963 
59  Claims.     (CI.  178—6) 


aiL-i 


1.  In  a  method  of  converting  the  radiant  en- 
ergy rays,  emitted  from  a  source,  into  electrical 
energy  pulsations  for  reconversion  into  radiant 
energy  rays  in  a  manner  to  reconstitute  the  ap- 
pearance of  the  original  source,  the  steps  of:  pol- 
arizing radiant  energy  rays,  subjecting  the  polar- 
ized rays  to  the  magneto-optical  action  of  a  mag- 
netic field  moving  transversely  of  the  rays,  and 
immediately  thereafter  subjecting  a  portion  of 
the  magnetically  affected  rays  to  the  magneto- 
optical  action  of  a  second  magnetic  field  moving 
along  a  parallel  path  such  as  to  affect  the  Identi- 

458  0.0—12 


OPERATING 
ANTIGLARE 


2.013,560 
METHOD     AND     MEANS     FOR 
AN    AUTOMOTIVE    VEHICLE 
SHIELD 

Henry  Joseph  Hacker,  Templeton.  Iowa 

Application  August  30,  1934,  Serial  No.  742,077 

4  Claims.     (CI.  296 — 97) 


1.  In  combination  with  an  automotive  vehicle 
having  a  "dim"  and  "bright"  electric  light  circuit, 
an  anti-glare  apparatus  comprising  a  prime 
mover,  a  means  for  connecting  said  prime  mover 
to  the  "dim"  electric  light  circuit  of  said  vehicle 
at  times  for  rotating  said  prime  mover  in  one  di- 
rection, a  means  for  cormecting  said  prime  mover 
to  the  "bright"  electric  light  circuit  of  said  vehicle 
at  times  for  rotating  said  prime  mover  in  the  op-» 
posite  direction,  and  a  movable  sheet  element 
operatively  connected  to  said  prime  mover. 


2,013.561 
TRUCK  STKUCTmE 
^William  D.   Hamerstadt,   Indianapolis,  Ind.,  as- 
signor, by  mesne  assignments,  to  General  Fibre 
Products.  Incorporated,   Indianapolis,    Ind.,    a 
corporation  of  Indiana 
Application  November  30,  1931,  Serial  No.  578.007 
6  Claims.     (CL  280—53) 


1.  A  truck  of  the  character  described,  com- 
prising a  frame,  axle  means  carried  thereby, 
a  pair  of  ground-engaging,  frame-supporting 
wheels  journalled  on  said  axle  means,  and  sup- 
porting means  adapted  to  receive  and  support  a 
driving  power  unit  having  a  driving  pulley,  said 
supporting  means  being  pivotally  mounted  on 
and  being  adjustable  along  said  axle  means  be- 
tween said  wheels  and  terminating  short  of  the 
rear  end  of  said  frame. 


2.013.562 
SLEEPING  PAD 

Charles  D.  Karr.  Holland.  Mich. 

Application  March  30,  1934.  Serial  No.  718,135 

2  Claims.     (CI.  5—355) 

1.  A  sleeping  pad  comprising  an  inner  bat  of 
fibrous  material,  a  quilt  formed  of  a  bat  of  fibrous 
material  enclosed  between  fabric  sheets  engaged 
directly  with  the  fibrous  material  on  each  op- 
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posite  face  of  the  Inner  bat,  and  means  securing 
the  quilts  to  the  inner  bat  comprising  cords  at- 


tached to  the  inner  fabric  sheets  of  the  quilts  and 
penetrating  the  inner  bat  of  the  pad. 

2.013,563 

WEB  TRANSFERRING  MECHANISM  AND 

TAKE-UP 

Robert  H.  Lawson,  Pawtucket,  and  Auirustin 
Gagrne,  Central  Falls,  R.  I.,  aasigmors  to  Hemp- 
hill Company,  Central  Falls,  R.  I.,  a  corpora- 
tion of  Massachusetts 

Application  January  30.  1931,  Serial  No.  512,386 
13  Oaims.     (CL  66—148) 


13.  A  knitting  machine  having  In  combination: 
means  for  transferring  fabric  to  the  needles  of 
the  knitting  machine,  and  means  adapted  to  co- 
operate therewith  including  elements  for  auto- 
matically engaging  the  fabric  thereby  to  com- 
plete the  operation  of  transferring  the  fabric  to 
the  said  needles,  the  said  means  last  mentioned 
thereafter  acting  as  a  take-up  for  the  knitted 
fabric. 

2.013.564 

ELECTROLYTIC  CONDENSER 

Jalins  Edgar  Lilienfeid,  Winchester,  Mass.,  as- 

siirnor  to  Ergon  Research  Laboratories,  Inc.,  a 

corporation  of  Delaware 

AppUcation  Angnst  29,  1931.  Serial  No.  560,140 

5  Claims.     (CI.  175—315) 


»  /» 


I 


5.  As  an  electroljrte  for  use  between  condenser 
electrodes,  a  highly  viscous  hygroscopic  reaction 


product  of  a  glycol  and  boric  acid,  and  a  small 

added  amount  of  an   aqueous  solution   of  boric 
acid. 


2,013.565 
BOILER 
Edwin    Lundgren.    Frederick.    Md..    asslfrnor    to 
Foster  Wheeler  Corporation,  New  York,  N.  Y..  a 
corporation  of  New  York 

ApplicaUon  May  13,  1932.  Serial  No.  611.070 
18  Claims.     (CI.  122—235) 


1.  A  boiler  comprising  a  furnace  having  one  or 
more  walls  formed  of  steam  heating  tubes,  a  plu- 
rality of  burners  disposed  In  each  wall  of  the  fur- 
nace and  arranged  to  direct  the  flames  issuing 
therefrom  substantially  normally  to  the  wall  in 
which  the  burners  are  mounted,  means  for  in- 
troducing air  into  the  furnace  from  each  wall  ad- 
jacent and  parallel  to  an  adjacent  wall  and 
means  for  controlling  the  burners  and  the  quan- 
tity of  air  introduced  Into  the  furnace  to  con- 
trol the  degree  of  heat  of  the  steam  In  said 
steam  heating  tubes. 


2.013.566 
SHOCK  ABSORBING  MECHANISM  FOR 

VEHICLES 

James  Cramond  Lumbers,  Paradise,  South 

Australia,  Australia 

Application  August  10,  1933.  Serial  No.  684.495 

In  Australia  August  19.  1932 

1  Claim.     (CI.  280— 106.5) 


^^ 
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In  shock  absorbing  mechanism  for  vehicles  hav- 
ing transport  wheels  and  axles,  a  frame  for  the 
body  portion  of  a  vehicle,  bearing  plates  attached 
thereto,  said  bearing  plates  having  longitudinal 
concave  bearing  surfaces,  rollers  extending  across 
the  width  of  the  structure  upon  which  the  con- 
cave surfaces  of  the  bearing  plates  are  supported, 
flanged  ends  coi  the  rollers  and  keeps  attached  to 
the  bearing  plates  for  preventing  the  dlslodg- 
ment  of  the  rollers,  a  main  underframe  provided 
with  hinged  plates  having  slots  therein  support- 
ing the  rollers,  said  hinged  plates  being  mounted 
on  said  axles,  and  springs  connecting  the  main 
underframe  with  the  plates. 
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2,013,567 

REED  FOR  SAXOPHONES,  CLARINETS,  AND 

LIKE  ^IND  INSTRUMENTS 

Mario  Maccaferri,  Paris.  France 

Application  October  23.  1934,  Serial  No.  749,639 

In  Great  Britain  October  25,  1933 

4  Claims.     (CI.  84—383) 

.J 


1.  A  reed  for  a  wind-instrument  having  a  vl- 
bratUe  Up  portion  tapering  to  a  pointed  edge,  the 
fibers,  extending  symmetrically  on  the  two  sides 
of  said  tapering  portion. 


2.013,568 

CLIMBING  AND  DIVING  TOY 

Logan  L.  Mallard,  Norfolk,  Va. 

Application  November  2,  1933,  Serial  No,  696.420 

14  Claims.     (CI.  46 — 40) 


>  .^     ^X9 


\    ^      N 
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1.  A  toy  device  comprising  a  frame  including 
a  vertical  guideway  terminating  in  a  horizontal 
guideway.  a  separable  member  adapted  to  be 
carried  through  said  vertical  and  horizontal 
guideways  and  reciprocating  means  for  ad- 
vancing said  member  continuously  through  said 
vertical  and  through  said  horizontal  guideways. 


2.013,569 

DOLL  HEAD 

Joseph  A.  Manning.  Pawtucket,  R.  I. 

Application  June  13,  1934,  Serial  No.  730,509 

6  CUims.    (CI.  46 — 40) 


1.  The  combination  vrlth  a  doll  head  having  a 
mouth  opening,  of  vertically  swinging  Jaw  mem- 
bers mounted  within  the  head  and  visible  through 
the  mouth  opening,  a  pivoted  weight  mounted 


within  the  head  and  means  for  transmitting 
movement  of  the  pivoted  weight  to  the  jaw  mem- 
bers, when  the  pivoted  weight  swings  laterally  or 
rearwardly. 

2,013.570 

NECKWEAR  DISPLAY   CARD 

Oscar  Markowitz.  New  York,  N.  Y.,  assignor  to 

F.  W.  Woolworth  Co.,  New  York.  N.  Y. 

AppUcation  December  6, 1934.  Serial  No.  756,200 

6  Claims,     (CI.  206—72) 


1.  A  necktie  display  card  of  a  one  piece  pli- 
able sheet  material,  said  card  carrying  Indicia 
representative  of  a  collar,  said  card  haviixg  a 
series  of  angularly  interrelated  slits  continuous 
with  each  other  to  provide  a  pair  of  downward 
extending  projections  coincident  with  and  simu- 
lating the  corresponding  collar  ends,  and  an  In- 
termediate upward  extending  projection  adapted 
to  receive  the  collar  engaging  loop  of  a  knotted 
four-in-hand  necktie,  the  collar  simulating  pro- 
jections being  adapted  to  be  deflected  forward  of 
the  card  and  the  necktie  engaging  projection  be- 
ing adapted  to  be  deflected  rearward  of  the  card, 
the  continuous  slit  terminating  in  spaced  rela- 
tion to  the  edges  of  the  card  so  that  the  body  of 
the  card  about  the  projections  tends  to  resist  the 
deflection  mentioned,  whereby  the  knot  of  the 
necktie  is  securely  maintained  between  the  pro- 
jections in  the  deflected  positions  thereof. 


2.013,571 
GUIDE  FOR  HAND  DtTLICATORS 
Porter  H.  Mason,  Norfolk,  Va.,  assignor  to  The 
Multistamp  Co.,  Inc.,  Norfolk,  Va.,  a  corpora- 
tion of  Virginia  „     .   .  ^.      *«.  -., 
Application  November  4.  1933.  Serial  No.  69€,725 
13  Claims.     (CI.  101—413) 


■>—  ''■-'■• 


sS^r' 


1.  A  device  of  the  character  described,  com- 
prising, in  combination,  a  flat  plate  for  support- 
ing sheets  of  paper;  means  carried  on  the  plate 
to  engage  with  two  or  more  edges  of  a  pile  of 
pcm>er  sheets;  a  carrier  extending  across  the  plate 
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and  adjustable  along  the  same;  means  to  clamp 
the  carrier  to  the  plate;  a  pair  of  angular  mem- 
bers mounted  on  said  carrier  and  each  providing 
end  and  side  abutments  for  one  of  the  corners 
of  a  rocking  hand  duplicator;  and  means  to  hold 
said  angular  members  in  individually  adjusted 
positions  on  the  carrier. 


2,013.572 

DRIER 

Alvin  C.  McCord.  Detroit.  Mich. 

AppUcation  February  14.  1934.  Serial  No.  711,093 

18  Claims.     (CI.  219— »9) 


1.  A  device  of  the  character  described,  com- 
prising a  support  having  a  pair  of  laterally  spaced 
arms,  a  drier  having  connected  blower,  motor 
and  heating  units  arranged  with  the  blower  be- 
tween the  arms  and  the  motor  and  the  heating 
units  extending  outwardly  from  the  arms,  an  air 
discharge  nozzle  for  the  drier  on  the  blower  unit 
and  an  air  intake  opening  for  the  drier  in  an- 
other of  the  units,  and  means  on  the  arms  en- 
circling and  engaging  the  drier  on  opposite  sides 
of  the  blower  to  rotatably  mount  the  drier  on  the 
arms  whereby  the  nozzle  may  be  adjusted  on 
turning  the  drier  in  the  arms. 


2.013.573 

CUSraON  SPRING  CONSTRUCTION 

EdwarJ  D.  McNally,  Jackson,  Mich.,  assifrnor  to 

Reynolds  Spring;  Company,  Jackson,  Mich.,  a 

eorporation  of  Michig;an 

Application  January  25.  1932.  Serial  No.  588.516 

2  Claims.     (CI.  155—179) 


1.  In  spring  seat  structures,  wherein  a  plural- 
ity of  springs  are  arranged  sjmimetrically  to  a 
border  frsune  to  provide  spaced  rows  of  springs 
with  the  spacing  of  material  width  and  substan- 
tially uniform  in  one  direction  of  the  structure 
the  combination  with  the  springs  and  border 
frame,  of  a  composite  unit  spanning  the  width 
of  the  space  between  such  adjacent  rows,  with 


the  unit  positioned  in  approximate  allnement 
with  the  top  convolutions  of  the  springs,  said  unit 
Including  a  pair  of  closely-wound  hehcal  springs, 
a  fabric  member  having  its  longitudinal  edges 
folded  and  secured  to  the  body  to  form  side  pocK- 
ets  to  the  member  and  through  which  the  closely 
wound  springs  extend  and  within  which  they  are 
movable  extenslbly,  said  member  having  a  width 
to  place  a  closely-wound  spring  and  its  pocket 
adjacent  the  portion  of  the  top  convolutions 
of  springs  facing  the  one  side  of  the  space,  the 
ends  of  the  closely-wound  Springs  being  secured 
to  opposite  points  of  the  border  frame,  said  unit 
being  secured  to  the  top  convolutions  of  the 
springs  bordering  the  space  by  rings  carried  by 
such  convolutions  and  which  intersect  the  pocket 
plies  beyond  the  closely-wound  spring  to  thereby 
definitely  locate  the  unit  relative  to  the  springs 
of  the  structure  bordering  such  space. 


2.013.574 

TOOL 

Nickolaus  F.  Miller.  Dwi<:ht.  111. 

Application  October  6,  1934.  Serial  No.  747.227 

2  Claims.     (CI.  101—3) 


M  a-^  -■ 


1.  A  tool  of  the  class  described  comprising  a 
pair  of  pivotally  connected  members,  a  pair  of 
spaced  jaws  on  one  of  the  pivoted  members,  and 
a  jaw  carried  by  the  opposite  pivoted  member,  the 
jaws  having  openings,  a  punch  member  and  a 
die  member  operating  through  the  openings,  the 
latter  jaw  having  openings  formed  therein  and 
extending  to  the  edge  of  the  jaw,  said  punch 
member  and  die  member  having  heads,  bearings 
fitted  within  the  openings  of  the  last  mentioned 
Jaw  and  embracing  the  heads,  and  said  bearings 
adapted  to  move  within  their  openings  when  the 
pivotally  connected  members  are  moved  to- 
gether.   

2,013.575 

WATCH   HOLDER 

Robert  J.  Moffatt.  Birminifham.  Mich. 

Application  July  3.  1935.  Serial  No.  29.660 

4  Claims.      (CI.  58 — 88) 


yv— f 


1.  In  combination,  two  hinged  case  covers  de- 
fining a  space  therebetween,  an  apertured  face 
plate  hinged  to  one  cover  adjacent  a  free  edge 
thereof,  and  a  holder  plate  hinged  to  the  face 
plate  adjacent  a  free  edge  thereof  adapted  to  re- 
leasably  support  a  watch  In  pasltlon  for  exposure 
of  its  dial  through  the  face  plate  aperture. 
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2.013.576 

COMBINED  SUPPLY  CONTROLLING  AND 

FEED  REGULATING  APPARATUS 

Harry    A.    Palmer.    Maiden.    Mass..    assignor   to 
Palmer  Inventions.  Inc.,  Maiden,  Mass..  a  cor- 
poration of  Massachusetts 
Application  May  31,  1934.  Serial  No.  728,456 
7  Claims.     (CI.  103—26) 


1.  A  combined  supply  controlling  and  feed  reg- 
ulating apparatus  for  liquids  comprising  a  liquid 
storage  tame,  a  pump,  an  electric  motor  for  op- 
erating the  pump,  a  power  line,  a  liquid  counter- 
balancing switcn  structure  interposed  in  said  line 
for  alternately  opening  and  closing  it  to  the  mo- 
tor, a  feed  line  leading  from  said  storage  tank 
to  the  pump,  a  combined   liquid   receiving  and 
liquid  feed    regulating   mechanism,  controllable 
means  operable  automatically  in  accordance  with 
variations  in  liquid  level  in  said  mechanism  for 
establishing  communication  between  said  mecha- 
nism and  structure  for  conducting  liquid  to  the 
latter  for  operating  said  structure  to  close  the 
power  line  to  the  motor,  a  supply  line  leading  from 
the  pump  to  said  mechanism,  controllable  means 
operable  automatically  in  accordance  with  varia- 
tions in  liquid  level  in  said  mechanism  for  clos- 
ing the  supply  line  to  said  mechanism  during  the 
operation  of  the  pump,  valve  controlled  means 
for  establishing  communication  between  said  sup- 
ply line  and  structure  when  the  supply  line  is 
closed  for  conducting  Uquid  from  the  latter  to 
said  structure  for  operating  said  structure  to  open 
the  power  line  to  the  motor,  and  means  for  per- 
manently   establishing   communication   between 
said  structure  and  storage  tank  for  conducting 
the  liquid  from  the  former  to  the  latter. 


before  the  latter  reacts  to  form  compoimds  of 
no  sterilizing  value,  said  means  comprising  a  weir 
over  which  the  sewage  is  adapted  to  flow  to  form 
a  gas-entraining  cataract  on  the  downstream 
side  and  a  baffle  member  disposed  downstream 
of  said  weir  and  adapted  to  deflect  the  general 
flow  of  the  stream  at  that  point  upwardly  toward 
the  chlorine  supply. 

2.013.578 

VALVE  HANDLE 

Frank  J.  Pardieck,  Indianapolis,  Ind. 

Application  May  12,  1934,  Serial  No.  725,244 

6  Claims.     (CL  287—53) 


2.013.577 
SEWAGE  CHLORINATION 

Howard  J.  Pardee.  New  York.  N.  Y. 

AppUcation  January  30.   1932,  Serial  No.  589,914 

12  Claims.     (CI.  210—28) 


^  rpi^ 


1.  In  combination  with  a  stream  of  sewage  and 
the  like,  a  hood  disposed  thereover  and  having 
the  walls  thereof  extending  partially  mto  said 
stream,  means  for  introducing  chlorine  into  said 
hood  above  said  sewage,  and  means  enclosed  by 
said  hood  for  exposing  the  whole  body  of  the 
sewage  to  the  sterilizing  action  of  the  chlorine 


1.  In  combination  with  a  rotatable  valve  stem 
having  an  end  portion  polygonal  in  cross-sec- 
tion, a  sleeve  adapted  to  receive  such  valve-stem- 
end,  two  diametrically  opposite  screws  mounted 
in  said  sleeve  and  extending  radially  thereof,  the 
inner  ends  of  said  screws  being  provided  with 
transverse  grooves  adapted  to  receive  opposite 
edges  of  said  valve-stem-end,  a  valve-handle,  said 
valve-handle  being  provided  in  its  lower  surface 
with  a  recess  for  the  reception  of  said  sleeve  and 
with  a  diametrically  extending  groove  for  the 
reception  of  said  screws,  and  means  for  holding 
said  handle  in  place  on  the  valve-stem. 

2  013  579 
SHEET  MAKING  MACHINE 

Christian    Paulsen,    Clifton,    N.    J.,    assignor    to 
Boorum   &   Pease   Company,  Brooklyn,  N.  Y^ 
a  corporation  of  New  Jersey 
AppUcation  April  13,  1934.  Serial  No.  720,472 
14  Claims.     (CL  93 — 1) 


1.  In  a  machine  of  the  class  described  means 
for  continuously  attaching  a  web  and  strip,  means 
guiding  said  web  to  said  strip  attaching  means, 
draw  rolls  relieving  said  web  of  all  tension  in 
advance  of  said  guiding  means,  means  periodically 
advancing  the  joined  web  and  strip  to  punching 
and  severing  means  and  means  heating  the 
joined  web  and  strip  during  continuous  move- 
ment thereof  intermediate  the  joining  of  the  web 
and  strip  and  the  severing  of  the  joined  web  and 
strip. 

2.013.580 

MEANS   FOR   THE   ROTATIONAL   REVERSAL 

OF   DIESEL   ANT)   THE    LIKE   ENGINES 

Edward  Phillip  Paxman.  Colchester.  England 

Application  Auj^ust  25.  1934.  Serial  No.  741,486 

In  Great  Britain  August  24.  1933 

11  Claims.     (CL  123 — 41) 

1.  Means  for  reversing  a  Diesel  or  like  engine 
i   having   a   fuel   pump   and   starting   mechanism 
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provided  with  electric  switches  adapted  to  be  in- 
dependently closed  to  cause  operation  of  the  en- 
gine In  opposite  directions,  a  control  wheel  ro- 
tatable  in  opposite  directions  from  neutral  or 
•top  position,  a  control  shaft,  means  to  turn  said 
shaft  In  either  direction  from  the  control  wheel, 
a  spring-controlled  governor  for  said  fuel  pump, 
elements  carried  by  said  shaft  to  operate  either 
one  of  said  switches  depending  on  the  direction 
of  movement  of  the  control  wheel  from  the  stop 
position,  first  and  second  counter  shafts,  means 


to  operate  the  two  counter  shafts  from  the  con- 
trol shaft,  mechanism  to  drive  the  fuel  pump 
consisting  of  a  loose  coupling  connection  adapted 
to  be  adjusted  to  either  one  of  two  positions, 
means  for  locking  said  coupling  operable  from 
the  first  counter  shaft  after  the  control  wheel 
has  been  moved  beyond  the  starting  position,  and 
mechanism  operable  by  the  second  counter  shaft 
after  the  control  wheel  has  been  moved  beyond 
the  starting  position  to  control  the  amount  of 
delivery  from  the  fuel  pump  and  the  pressure 
on  the  governor  spring. 


2,013,581 

WIRE   FABRIC 

Clarence  E.  Pink.  Cambridfe,  Md. 

Application  December  15,  1934,  Serial  No.  757.699 

6  Claims.     (CI.  245—6) 


I.  A  wire  fabric  comprising  a  series  of  Intercur- 
rent right  and  left  hand  wire  coils  having  the 
convolutions  thereof  uniformly  spaced,  sinuous 
wire  cross  connectors  threaded  through  the  con- 
volutions of  adjacent  coils,  and  a  selvage  compris- 
ing links  bridging  the  extremities  of  successive 
cross  connectors,  certain  of  the  links  being  loosely 
mounted  on  the  cross  connectors  and  the  remain- 
ing links  being  rigidly  secured  to  said  cross  con- 
nectors and  maintaining  the  loosely  mounted  links 
in  place. 


2,013,582 
GRAIN  ELEVATOR 
Casper  W.  Preisser,  Garden  City.  Kans. 
AppUcation  April  22,  1932,  Serial  No.  606,979 
Renewed  May  9,  1935 
1  Claim.     (CI.  198 — 104) 
A  grain  elevator  conntiuislng  an  upwardly  In- 
clined carrier,  a  casing  for  said  carrier,  said  cas- 


ing formed  at  its  lower  end  with  a  hollow  integral 
trough,  means  for  driving  said  carrier,  a  spiral 
conveyor  working  in  said  trough  and  driven  by 


said  carrier  and  a  floor  box  formed  at  its  ends 
with  bearings  for  the  ends  of  the  conveyor  shaft, 
said  box  adapted  to  be  adjusted  to  any  desired 
angle. 

2,013,583 

LOW  BOTTOM  CAR 

Hufh  W.  Sanford,  Knoxville,  Tenn. 

AppUcation  November  17,  1932.  Serial  No.  643,098 

35  CUims.     (CI.  105 — 364) 


9bI  I  wi  i  m 


m: 


■^  *         jm 


1.  A  low  bottom  car  including  a  bottom  por- 
tion extending  straight  from  side  to  side  of  the 
car.  side  and  end  walls,  said  bottom  portion 
having  holes  therein  be  ween  the  center  and 
ends  of  the  car  to  receive  car  wheels,  bumper 
structures  at  the  ends  of  the  car.  car  axles,  center 
sills  located  above  and  connected  with  said 
bottom  portion  and  extending  parallel  from  car 
axle  to  car  axle  and  having  angularly  directed 
ends  extending  to  and  connected  with  said 
bimiper  structures,  car  wheels  extending  through 
haid  holes  and  having  their  axles  above  the  bot- 
tom portion,  wheel  covers  connected  to  said 
bottom  and  extending  over  the  wheels,  and 
pedestal  castings  connected  with  said  wheel  covers 
and  receiving  said  axles. 

17.  A  vehicle  Including  sides  and  a  bottom  con- 
nected together,  a  pair  of  longitudinal  reinforc- 
ing pieces  connected  to  said  bottom  and  spaced 
from  one  another  and  from  said  side  walls,  a  first 
end  wall  connected  to  said  sides  and  bottom  and 
to  said  reinforcing  pieces  at  one  end  thereof,  said 
reinforcing  pieces  converging  toward  one  another 
at  the  other  end.  and  a  transverse  car  end  struc- 
ture at  said  other  end  of  the  car  comprising  a 
central  heavy-wall  member  connected  to  said 
pieces  Euid  said  bottom  and  a  pair  of  lateral  wall 
members  each  connected  to  one  of  said'  pieces 
and  the  adjacent  said  side  and  to  said  bottom, 
and  bumper  and  coupling  means  connected  to 
said  central  member,  said  pieces  being  convergent 
I  from  the  center  toward  said  other  end  to  resist 
'  angular  traction  and  bumping  strains  on  said 
I  bumper  and  coupling  means  and  distribute  such 
I  strains  to  the  bottom. 
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2,013.584 
PROCESS  OF  MAKING  WRITING  PENCIL 

LEADS 

Erich  Schwanhausser,  Nuremberg,  Germany 
No    Drawing.    Application    November    19.     1931, 

Serial  No.  576,221.    In  Germany  November  24, 

1930 

1  Claim.     (CI.  106—5) 

A  process  for  making  writing  pencil  leads  which 
are  non-hygroscopic  and  unaffected  by  water, 
consisting  in  incorporating  with  the  ingredients 
of  the  pencil  lead  a  binding  agent  selected  from 
the  groups  consisting  of  casein,  gelatin,  glue,  wa- 
ter-soluble cellulose  derivatives,  shaping  the  mix- 
ture, and  subjecting  the  shaped  product  to  chem- 
ical treatment  with  a  formaldehyde  substance 
for  the  purpose  of  hardening  the  admixed  bind- 
ing agent  into  a  water-insensitive  form. 


2.013,585 

ELECTRIC  WELDING  APPARATUS 

David  Sciaky,  Paris,  France 

AppUcation  April  4.  1934.  Serial  No.  719,023 

In  France  April  6.  1933 

3  Claims.      (CI.  219 — 4) 


1.  An  electric  welding  apparatus  of  the  type 
described,  which  comprises,  in  combination,  a 
C -shaped  hollow  liquid-tight  member  made  of 
a  non-magnetic  metal,  an  electrode  rigidly  car- 
ried by  said  member  at  one  end  thereof,  another 
electrode  movably  carried  by  said  member  at 
the  other  end  thereof,  so  as  to  be  located  oppo- 
site the  first  mentioned  electrode  and  to  be 
movable  toward,  and  away  from,  it,  means  for 
feeding  electric  current  to  the  first  mentioned 
electrode,  and  means  for  circulating  a  cooling 
fiuid  through  said  hollow  member. 


2.013.586 

DEVICE  FOR  CHANGING  GEAR 

Jean  Marie  Charles  Semery.  Paris.  France 

Application  July  3,   1934,  Serial  No.  733.685 

In  France  July  13.  1933 

9  Claims.    (CI.  74—336.5) 


1.  Device  for  changing  gear  for  motor  vehlcleB 
and  the  like,  comprising  a  casing,  a  driving  shaft 
and  a  driven  shaft,  a  series  of  pinions  In  said 
casing  of  increasing  diameter  with  hollow  bosses 
of  same  diameter,  arranged  one  next  to  the  other 
concentrically  with  the  driving  shaft  so  as  to  be 
able  to  turn  freely  in  the  casing,  pinions  of  de- 
creasing diameter  keyed  on  the  driven  shaft  and 


meshing  with  the  first,  a  free-wheel  drum  pro- 
vided with  eccentered  slopes  and  rollers,  mounted 
by  slidable  keying  means  on  the  driving  shaft  and 
in  contact  with  the  internal  surface  of  said  pin- 
ions, these  eccentered  slopes  being  disposed  in 
such  a  manner  that  the  locking  takes  place  as 
soon  as  the  speed  of  the  driving  shaft  Is  higher 
than  that  of  the  pinion  with  which  the  drum  is 
in  contact,  a  second  free-wheel  drum  identical 
to  the  first  but  whose  clamping  members  are 
mounted  in  the  opposite  direction  to  the  first  in 
a  manner  to  provide  locking  when  the  driving 
shaft  turns  less  rapidly  than  the  pinion  with 
which  it  is  in  contact,  a  muff,  concentric  with  the 
driving  shaft,  on  which  are  fixed  the  two  free- 
wheel drums  at  a  distance  from  one  another, 
greater  than  the  space  between  two  pinions, 
means  for  controUing  the  longitudinal  displace- 
ments of  these  two  drums. 


2,013.587 
HYDRAULIC  PRESS 
Thomas  F.   Stacy.  Piqua,  Ohio,  assignor  to  The 
French  OU  Mill  Machinery   Company,  PiQua, 

Ohio 

AppUcation  January  25.  1934.  Serial  No.  708,276 
9  Claims.     (CI.  18—17) 


8.  In  a  hydraulic  press  or  the  like,  a  frame  hav- 
ing a  head  at  the  top,  and  open  front  and  rear 
vertical  faces,  a  platen  reciprocating  vertically 
in  said  frame  toward  and  from  said  head,  an 
Intermediate  plate  disposed  between  said  head 
and  platen,  means  for  heating  said  platens  and 
said  head,  means  limiting  the  downward  move- 
ment of  said  intermediate  plate  to  a  position  In 
which  it  is  spaced  vertically  from  said  head  and 
said  platen  when  said  platen  is  in  its  retracted 
position,  heat  confining  means  closing  one  open 
face  of  said  frame  and  having  a  portion  operable 
to  provide  access  only  to  the  space  between  said 
platen  and  Intermediate  plate,  and  heat  confin- 
ing means  for  closing  the  other  open  face  of 
the  press  and  having  a  portion  operable  i-o  pro- 
vide access  only  to  the  space  between  said  inter- 
mediate plate  and  said  head. 


2.013.588 
LOOM  ATTACHMENT 
Linus  Sturm,  Freehold.  N.  J.,  assignor  to  A.  &  M. 
Karaghpusian.  Inc.,  New  York,  N.  Y.,  a  corpora- 
tion of  Delaware 
AppUcation  November  20.  1933,  Serial  No.  698,884 
20  aaims.     (CI.  139—21) 


1.  In  a  loom  employing  warp  threads  adapted 
to  be  incorporated  in,  severed  from,  and  posi- 
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tioned  adjacent  a  fabric  being  woven  by  said 
loom,  a  device  comprising  a  pair  of  rigid  rela- 
tively movable  elements  cooperating  one  with 
the  other  and  operable  independent  of  the  fabric 
for  holding  a  plurality  of  said  threads  in  said 
position  simultaneously  during  Intervals  between 
said  incorporations. 


2,013.589 
MANUFACTURE  OF  SYNTHETIC  RESINOUS 

PRODUCTS 

Theodor  Sutter.  Basel,  and  Werner  Wieland, 
Riehen.  near  Basel,  Switzerland,  assig:nors  to 
firm  Society  of  Chemical  Industry  in  Basle, 
Basel,  Switzerland 
No  Drawlnir-  Application  January  23.  1933.  Serial 
No.  653.215.    In  Switzerland  February  3,  1932 

4  Claims.  (CI.  260— 130) 
1.  Process  for  the  manufacture  of  infusible 
but  thermoplastic  synthetic  resinnous  products 
from  fusible  condensation  products  obtained  by 
the  reaction  of  a  primary  aromatic  amine  and 
formaldehyde  In  the  presence  of  less  than  V^ 
molecular  proportion  of  acid  for  each  molecular 
proportion  of  amine,  which  comprises  reacting 
the  fusible  condensation  product  with  a  further 
quantity  of  an  aldehydic  substance  in  presence 
of  an  added  acid  condensing  agent  at  a  tempera- 
ture not  exceeding  140'  C,  and  thereafter  hard- 
ening the  reaction  product  at  a  raised  tempera- 
ture. 

2.013,590 

WINDOW  CONSTRUCTION 

Jonas  A.  Swenson,  Sprini^fleld.  S.  Dak. 

AppUcation  January  18.  1934.  Serial  No.  707.160 

2  Claims.     (CL  20 — 56) 


1.  In  a  window  construction,  a  frame  Includ- 
ing top  and  bottom  members  and  a  pair  of  side 
members,  said  top  member  having  its  inner  edge 
sloping  downwardly  and  outwardly  and  the  bot- 
tom member  having  a  recess  in  its  top  outer 
corner,  the  wall  of  which  slopes  outwardly  and 
downwardly  from  the  upper  edge  of  said  bottom 
member  through  the  outer  face  thereof,  said  side 
members  having  grooves  in  their  Inner  edges 
sloping  downwardly  and  outwardly  from  the  slop- 
ing edge  of  the  top  member  to  the  recess,  a 
transparent  member  having  its  side  edges  located 
in  said  grooves  with  its  upper  end  resting  against 
the  sloping  edge  of  the  top  member  and  its  lower 
end  resting  in  the  recess,  a  strip  detachably  con- 
nected with  the  sloping  inner  edge  of  the  top 
member  and  having  a  lower  part  fitting  over  the 
upper  end  of  the  transparent  member,  said  lower 
part  being  of  substantially  channel  shape,  and  a 
packing  member  located  therein  and  bearing 
against  the  upper  end  of  the  transparent  member. 


2.013.591 

HAIR    CI  RLING   DEVICE 

Mary  Urs.  Youni^stown.  Ohio 

.Application  May  7.  1934.  Serial  No.  724,432 

6  Claims.     iCl.  132—33) 


1.  A  clip  having  a  curvilinear  aperture  for  clasp- 
ing a  strand  of  hair,  a  seat  thereon,  a  curling  rod 
in  the  seat,  and  a  wire  fastened  to  the  clip  and 
adapted  to  fasten  hair  to  the  rod. 

2.013,592 
DRUM  SCALE 
Edward  J.  Von  Pein  and  Ernest  Albert  Reussen- 
zehn,  Dayton,  Ohio,  assirnors,  by  mesne  assign- 
ments,   to    The    Hobart    Manufacturinf    Com- 
pany, Troy,  Ohio,  a  corporation  of  Ohio 
Application  June  14,  1932,  Serial  No.  617,091 
5  Claims,     l  CI.  265— 39) 


3.  In  a  scale,  a  goods  platform,  counterbalanc- 
ing means  and  a  rotatable  drum  chart  operated 
by  the  weight  of  goods  on  said  platform,  said  chart 
having  duplicate  sets  of  indications,  a  housing 
for  the  chart  having  opposite  sight  windows,  each 
for  exposing  one  of  said  sets  of  indications  in 
upright  position,  a  pair  of  shutters,  one  for  each 
window,  to  mask  the  Indications  from  view 
through  said  windows,  a  frame  rigid  with  said 
housing  for  rotatably  carrying  the  shutters,  a 
pair  of  pulleys  rotatably  journaled  on  said  frame, 
a  pair  of  cable  connections,  each  extending  from 
one  of  said  shutters  around  both  pulleys  and  con- 
nected to  the  other  shutter  to  transmit  rotational 
movement  of  one  shutter  as  an  oppositely  directed 
rotational  movement  of  the  other  shutter,  each 
one  of  said  pair  of  cable  connections  extending 
around  said  pulleys  in  opposite  direction  to  the 
other  cable  connection  whereby  rotational  move- 
ment of  one  shutter  is  transmitted  by  a  po:;itlve 
pull  of  one  of  the  cable  connections  to  the  other 
shutter  to  move  the  latter  In  an  opposite  rota- 
tional direction,  said  shutters  lying  normally  at 
the  same  sides  of  the  sight  windows  whereby  their 
opposite  rotational  movements  from  normal  posi- 
tions are  adapted  to  bring  the  shutters  into  chart 
masking  positions  in  front  of  said  windows. 
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2.013.593 
SCREWTHREAD  CUTTING  TOOL 

DouKlas    Mackenzie   Watkins,   Brookmans   Park, 
Hatfield,  England,  assignor  of  one-half  to  Wil- 
liam Edgar  Dilke.  South  Woodford.  Eng\ami 
Application  September  1.  1934.  Serial  No.  742,429 
In  Great  Britain  April  13,  1934 
2  Claims.     iCl.  10—123) 


1  In  a  screw  thread  cutting  tool  including  a 
holder  having  an  outwardly  tapered  aperture  for 
receiving  a  tapered  die  set  the  external  dimen- 
sions of  which  are  smaller  than  the  aperture,  and 
a  screw  threaded  housing  formed  around  the  ap- 
erture to  receive  a  work  guide,  a  rigid  frame 
like  adapter  the  side  walls  of  which  are  tapered 
to  fit  the  aperture  and  to  take  up  the  space  be- 
tween the  walls  of  the  aperture  and  the  die  set 
and  which  is  open  from  side  wall  to  side  wall  so 
that  the  die  set  can  be  inserted  axlally  thereinto 
with  the  underneath  surface  projecting  beyond 
the  wider  opening  of  the  adapter  into  the  hous- 
ing for  direct  engagement  by  the  work  guide 
when  screwed  In  the  housing. 


2.013,594 
INDICATING  DEVICE 

Vladimir  K.  Zworykin.  Colli ngswood.  N.  J  as- 
signor, bv  mesne  assignments,  to  Radio  Cor- 
poration of  America.  New  York.  N.  Y.,  a  corpo- 
ration of  Delaware 

Application  July  16,  1930,  Serial  No.  468,277 
18  Claims.     (CI.  177—352) 


2  In  an  aeroplane  drift  indicator,  the  combi- 
nation of  a  photo-electric  device,  an  optical  sys- 
tem slotted  masking  means  interposed  between 
said  device  and  said  system,  said  masking  means 
being  rotatable  in  a  horizontal  plane  on  a  verti- 
cal axis  and  being  provided  with  peripheral  in- 
dicia and  a  fixed  fiduciary  mark  corresponding 
to  the  normal  direction  of  flight  with  respect  to 
which  said  masking  means  may  be  rotated. 


loop  being  bent  on  two  separated  lines  extending 
between  the  side   members  thereof   into  an   8 


2.013.595 

FASTENINGS  BETWEEN   SPRINGS  OR 

OTHER  ELEMENTS 

Dean  S.  Barnard.  Hinsdale,  111.,  assignor  to  The 
Rome   Company,   Inc.,   a  corporation   of   New 

Application  January  6,  1933.  Serial  No.  650.479 

2  Claims.     (CI.  5— 269) 

1    A  wire  tension  spring  having  an  end  of  the 

wire  shaped  into  a  loop  projecting  lengthwise  of 

the  spring  beyond  the  same  axially  thereof,  said 


shape,  and  that  bend  nearest  the  free  end  of  the 
loop  being  near  the  endmost  coil  of  the  spring. 


2,013.596 

FUSED  CmRENT  TAP 

Leslie  G.  Becker,  Geneseo.  111. 

Application  May  19,  1930.  Serial  No.  453.749 

1  Claim.     (CI.  200—115.5) 


An  electric  fuse  plug  comprising  a  supporting 
casing  of  insulating  material,  said  casing  com- 
prising two  half  body  portions,  a  pair  of  inlet  con- 
tacts, a  pair  of  outlet  contacts,  an  insulating 
means  separating  each  inlet  contact  from  each 
outlet  contac:,  means  securing  said  inlet  contacts 
and  outlet  contacts  Xg  said  insulating  strip  to 
one  half  of  the  body  of  said  casing,  and  fuse  wire 
means  bridging  said  insulating  strip  to  connect 
said  inlet  prongs  with  said  outlet  prongs  whereby 
the  current  may  pass  from  said  inlet  contacts  to 
said  outlet  contacts  across  said  bridging  fuse 
means  so  long  as  said  bridging  fuse  means  is  un- 
blown. 


2.013.597 
LAWN  MOWER 
Harold  L.  Blvdenburgh,  Detroit,  Mich.,  assignor 
to  The  Moto-Mower  Co.,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
Application  November  15.  1933,  Serial  No.  698,160 
20  Claims.     (CI.  56—26) 


1.  In  a  lawn  mower,  a  power  unit,  a  cutting 
unit  including  a  rotatable  cutting  reel  and  a 
relatively  stationary  cutting  blade  co-operating 
to  provide  a  cutting  line  of  definite  distance  from 
the  reel  axis  on  a  radius  extending  from  such 
axis,  and  connections  between  said  units  and  each 
having  individual  pivotal  relationship  with  both 
units  and  operative  to  retain  the  distance  between 
pivot  axes  of  a  connection  and  the  units  constant 
during  service,  said  connections  permitting 
swinging  of  the  cutting  unit  bodily  in  an  arcuate 
path  and  rotative  movement  of  the  cutting  blade 
about  the  cutting  reel  axis  by  the  traction  of  the 
connected  units  during  service. 


186 


OFFICIAL  GAZETTE 


Septembeb  3, 1935 


2.013.598 

FINISHING  BEADING.  MOLDING,  AND 

THE  LIKE 

Alec  Brooke.  Coventry,  England 

Application  February  17.  1934.  Serial  No.  711.762 

In  Great  BriUin  May  23,  1933 

5  Claims.     < CI.  155 — 184) 


4  Decorative  beading  comprising  a  body  por- 
tion and  a  pluraiity  of  attaching  means  to  be 
driven  into  a  support  to  which  said  beading  is  to 
be  attached,  said  attaching  means  being  per- 
manently connected  with  said  body  portion  and 
extending  at  spaced  Intervals  from  one  face 
thereof  at  an  angle  to  the  longitudinal  central 
line  of  said  body,  each  said  attaching  means  hav- 
ing a  bifurcated  support  penetrating  shank,  the 
furcations  of  said  shank  being  bendable  and  the 
lower  adjacent  end  edges  of  said  furcations  be- 
ing beveled  downwardly  and  outwardly  away  from 
each  other,  the  fastening  means  being  of  such 
length  they  may  be  separately  driven  home  com- 
pletely without  buckling  of  the  body  portion. 

2,013,599 

AUTOMOBILE  EQUALIZER  SPRING 

SUSPENSION 

Howard  C.  Butler,  Ossining.  N.  Y. 

Application  June  12.  1934,  Serial  No.  730.314 

5  Claims.     (CI.  180—57) 


5.  A  chassis  comprising  a  main  frame  includ- 
ing side  beams,  and  an  auxiliary  frame  including 
side  members  which  are  pivotally  mounted  on 
said  side  beams,  said  auxiliary  frame  including 
an  axle  and  a  transverse  member,  said  transverse 
member  being  flexibly  connected  to  said  side  mem- 
bers, and  an  engine  rigidly  connected  to  said  axle 
and  pivotally  connected  to  said  transverse  mem- 
ber.  

2.013,600 
ARTICLES  WHICH  MUST  HAVE  A  REDUCED 

TENDENCY  TO  RUST 
Karl  Carius,  Dortmund.  Germany,  assignor  to  the 

firm  Vereinigte  Stahlwerke  Aktiengesellschaft, 

Dusseldorf ,  Germany 
No  Drawing.    AppUcation  May  8,  1930,  Serial  No. 
450,878.     In  Germany  May  11,  1929 
4  Claims,     (CI.  75—1) 

1.  A  composition  of  matter  for  the  manufacture 
of  articles  having  a  reduced  tendency  to  rust  even 
when  attacked  by  water,  especially  sea-water  and 
moist  soil,  comprising  a  cast  iron  or  steel,  con- 
taining tin  in  amounts  from  about  .05  to  5%,  said 
tin  being  characterized  by  the  fact  that  It  possess- 
es an  electrolytic  potential  which  Is  less  precious 
than  the  constant  oxidation  potential  of  the  cor- 
roding agent,  but  more  precious  than  the  elec- 
trolytic potential  of  the  steel  or  cast  iron  and 
forming  a  strongly  adherent  rust  inhibiting  coat- 
ing during  the  corrosion  process  due  to  said  elec- 
tro-chemical quality,  and  containing.  In  addition 
to  such  elements,  magnesium  In  amounts  from 
about  .1  to  5%  the  balance  of  the  alloy  consisting 
substantially  of  iron. 


C 


2.013.601 

VENTILATING    MEANS    FOR    AUTOMOBILES 

Frank  R.  Clark.  Berwick,  Pa. 

Application  May  2.  1933.  Serial  No.  669.016 

1  Claim.     iCL  98—2) 


In  ventilating  means  of  the  character  de- 
scribed, a  closed  automobile  having  a  top  pro- 
vided with  an  opening  therein  at  the  rear,  a 
hood  rising  from  the  top  and  overlying  the 
opening,  an  air  filter  confined  within  the  hood 
above  and  spaced  rearwardly  of  the  opening,  the 
filter  extending  across  the  rear  open  side  of  the 
hood  and  a  fan  carried  by  the  forward  part  of 
the  automobile  for  drawing  air  through  the  filter 
device  into  the  automobile  and  exhausting  the 
air  in  the  automobile  through  the  front  end 
thereof  a  casing  for  the  fan  and  spaced  branch 
pipes  extending  from  the  fan  and  casing  Into  the 
automobile  and  having  means  controlling  the 
inlets  thereof.  • 


2.013.602 
PIGMENT  PRODUCT 

George  L.  Collord.  Pittsburgh.  Pa, 

No  Drawing.     Application  October  23,  1933, 

Serial  No.  694.892 

10  Claims.     (CI.  134 — 58) 

1.  A  new  article  of  manufacture  comprising  a 
separated  precipitated  reaction  product,  result- 
ing from  mixing  acid  mine  waters  and  basic  open 
hearth  slag. 

6.  A  method  of  treating  slag  from  a  basic  open 
hearth  steel  furnace  comprising  reducing  the 
slag  to  a  finely  divided  condition,  agitating  the 
finely  divided  slag  with  water  containing  sul- 
furic acid  to  stimulate  a  reaction  therebetween 
to  produce  a  precipitate,  separating  and  recover- 
ing the  precipitate  by  hydroseparation  and  then 
drying  the  precipitate. 


2.013.603 
PLOTTING  AND  COMPUTING  DEVICE 

Philip  Dalton.  Washington.  D.  C. 

.Application  June  1.  1933.  Serial  No.  673,903 

15  Claims.     (CI.  33—76) 
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1.  A  plotting  and  computing  device  including 
two  plates  mounted  for  rotation  with  respect  to 
each  other  the  top  one  of  said  plates  being  trans- 
parent and  the  lower  one  of  said  plates  having  de- 
hneatcd  thereon  a  series  of  parallel  lines,  one  of 
said  plates  having  delineated  thereon  a  circular 
compass  rose  concentric  with  the  axis  of  rotation 
and  the  other  of  said  plates  having  an  Index  and 

'  a  curved  scale  delineated  thereon  in  Juxtaposi- 
tion to  said  compass  rose,  said  curved  scale  being 
graduated  for  angular  measurements  on  either 

1  s  de  of  said  Index. — 
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2,013.604 
PRINTING  MACHINE 

Wilhelm  Depenbrock,  Kreuznach,  Germany,  as- 
signor to  Seitz-Werke  G.  m.  b.  H.,  Kreuznach, 

Germany,  a  firm  .   ,  ^t     ooi  <At 

ApplicaUon  September  1.  1932,  Serial  No.  631,401 
In  Germany  April  1,  1932 
5aaims.     (CI.  101— 407) 


4  In  a  printing  machine  In  combination  an 
impression  bed  plate  ready  to  receive  a  variety  of 
sheets  of  different  sizes,  a  printing  head  includ- 
ing a  printing  forme  arranged  to  cooperate  with 
said  bed  plate,  at  least  one  aperture  in  said  bed 
plate  located  to  indicate  only  edges  of  the  imme- 
diate impression  space  while  leaving  the  main 
portion  of  the  impression  area  unperlorated,  a 
source  of  light  arranged  beneath  said  aperture, 
and  further  apertures  in  said  bed  plate  illumi- 
nated from  below  and  arranged  outside  the  im- 
pression area  to  serve  as  auxiliary  marking  spots 
for  the  delicate  adjustment  of  the  sheet. 


2,013.605 

FRAUD   PREVENTION   DE\^CE 

Burt  R.  Greenison.  New  York,  N.  Y. 

Application  March  7.  1935.  Serial  No.  9,848 

2  Claims.     (CI.  215—7) 


*-f 


ted  transversely  between  the  inclined  walls  of  said 
troughs,  an  edge  of  each  leg  portion  of  a  bifur- 
cated partition  t>eing  formed  with  a  trough 
supporting  tongue  which  extends  downwardly 
through  a  side  slot  in  the  trough  wall  adjacent 
an  unslotted  side  portion  thereof  to  the  plane  of 


1.  The  combination  with  a  botUe  having  a  neck 
of  a  disk  secured  on  the  end  of  the  bottle  neck, 
an  upper  disk  above  the  first  mentioned  disk  and 
pivotally  connected  thereto  at  its  center,  said 
disks  having  openings  therein  normally  out  of 
register,  and  a  concealed  locking  device  between 
the  disks  adapted  to  lock  the  disks  against  In- 
dependent movement  when  the  upper  disk  has 
been  turned  to  register  Its  opening  with  the 
opening  in  the  lower  disk,  said  locking  device 
comprising  a  spring-pressed  plunger  housed 
within  the  upper  disk  and  said  lower  disk  having 
a  recess  into  which  the  plunger  moves  when  the 
outer  disk  is  turned  to  open  position. 


2.013.606 

EGG  CARTON 

John  P.  Hale.  Buffalo.  N.  Y..  assignor  to  Leon 

Benoit.  New  York.  N.  Y. 
Application  August  7,  1931.  Serial  No.  555,704 

1  Claim.      (O.  229—29) 
A  cellular  holder  for  eggs  and  the  like,  com- 
prising   parallel    folded    slotted    blank    portions 
forming  Inclined  side  walls  of  a  pair  of  substan- 
tially V-shaped  troughs,  bifurcated  partitions  fit- 
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the  bottom  of  the  troughs,  and  the  Inner  and 
outer  edges  of  each  leg  portion  of  a  partition 
having  oppositely  extending  and  upwardly  facing 
shoulders  adapted  to  interlock  with  slots  of  the 
trough  walls,  whereby  to  shape  and  support  the 
inclined  walls  of  the  blank  thereupon. 


2.013.607 
INTERNAL  EJECTOR 

Charles  Gilbert  Hawley,  Chicago,  111.,  assignor  to 
Centrifix  Corporation,  Cleveland,  Ohio,  a  cor- 
poration of  Ohio  „  -,- 

Application  November  9.  1934.  Serial  No.  752,353 
4  Claims.     (CI.  122 — 491) 


1.  The  Improvement  herein  described  com- 
prising a  boiler  drum  with  its  steam  outlet  and 
a  water  exit  tube,  the  latter  leading  from  the 
bottom  of  the  drum,  in  combination  with  a 
steam  purifier  positioned  within  said  drum  and 
connected  to  said  outlet,  a  drainpipe  leading 
from  said  purifier  toward  the  bottom  of  the  drum 
and  terminating  above  the  open  end  of  said 
exit  tube,  and  a  box -like  element  forming  an 
intervening  unl -directional  water  exit  cavity  In 
open  but  relatively  restricted  communication 
with  the  interior  of  the  dnmi  and  receiving  the 
ends  of  both  said  drain  pipe  and  said  tube. 


2.013.608 

TOGGLE  DEVICE 

Rex  C.  Jacobs,  Detroit,  Mich.,  assignor  to  F.  L. 

Jacobs  Company,  Detroit.  Mich.,  a  corporation 

of  Michigan 
Application  September  4.  1934.  Serial  No.  742,576 
6  Claims.     (CI.  296 — 84) 

1.  A  toggle  device  comprising  a  plurality  of 
arms  each  hinged  Intermediate  its  length,  a 
means  to  be  actuated  by  said  arms  pivotally  con- 
nected to  one  end  thereof,  gear  teeth  integral 
with  the  other  ends  of  said  arms,  a  gear  housing 
for  said  gear  teeth,  said  arms  being  pivotally 
mounted  in  said  housing  adjacent  said  gear  teeth 
and  a  worm  gear  journalled  In  said  housing  In 
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mesh  with  said  gear  teeth,  said  worm  gear  having 
an   axis  which   traverses   the   plane   containing 


both  axes  of  rotation  of  said  gear  teeth  at  an  ob- 
tuse acute  angle. 


2,013.609 
VALVE  GEAR 
Alfred  O.  Judson,  Swanton,  Ohio,  assig:nor  to  The 
Pilljod  Company,  Swanton,  Ohio,  a  corporation 
of  Ohio 

Application  May  17,  1934,  Serial  No.  726,096 
SCUims.     (CI.  121— 163) 


1.  A  valve  pear  mechanism  for  steam  engines 
having  a  driven  rotatable  member,  a  driven  re- 
ciprocable  member,  and  a  steam  admission  and 
exhaust  valve,  comprising  a  combination  lever 
deriving  motion  at  its  lower  end  portion  from  said 
reciprocable  member  and  at  its  upper  end  por- 
tion from  said  rotatable  member,  a  reciprocable 
cross  head  for  said  valve,  a  rocker  arm  pivoted 
intermediate  its  ends  to  said  cross  head,  linics 
connecting  the  ends  of  said  rocker  arm  to  said 
combination  lever,  a  depending  radiiLs  bar  piv- 
oted to  a  lowor  portion  of  said  combination  lever. 
and  means  providing  a  pivotal  mounting  for  the 
upper  end  of  said  radius  bar. 


the  inlet  ends  of  said  tubes  and  having  a  re- 
ceiving aperture,  said  plungers  having  passage- 


ways leading  from  said  manifold   into  the  re- 
spective tubes.  , 


2,013,611 

PROCESS  FOR  THE  MANUFACTURE  OF 

FACSIMILES  ON   WOOD 

Hans  Kaufmann,  Frankfort-on-the-Main, 

Germany 

Application  Augrust  16.  1934.  Serial  No.  740,120 

In  Germany  Aux^ust  18.  1933 

1  Claim.     Xi.  41—22) 


A  process  for  the  production  of  facsimiles  on 
wood  comprising  heating  the  wood  to  t>€  treated 
to  a  temperature  of  at  least  80'  C.  immediately 
thereafter,  t>efore  the  wood  is  able  to  absorb  mois- 
ture from  the  air.  applying  to  the  smooth  surface 
of  the  wood  a  colour-containing  transparent  sheet 
of  a  cellulose  derivative,  and  pressing  the  said 
sheet  on  to  the  wood  surface  under  the  applica- 
tion of  heat  and  pressure. 


2.013,612 
MULTIPLE  MONTHLY   PAYMENT  COUPON 

BOOK 

Edward  \.  Kelly.  Indianapolis.  Ind. 

Application  December  12.  1932.  Serial  No.  646.804 

7  Claims.     (CI.  283—63) 


«■ 


)>-|j     ^ 


2,013610 

APPARATUS  FOR  MAKING  SKINLESS 

SAUSAGES 

Louis  Karpiloff.  Brooklyn,  N.  Y. 

Application  October  3.  1934.  Serial  No.  746,754 

7  Claims.     iCl.  17—32) 

1.  In  a  machine  of  the  character  described    a  , 

series  of  tubes,  means  for  opening  and  closing  the 

outlet  ends  of  said    tubes,  a  series  of  movable 

plungers,  one  for  each  tube,  adapted  to  express 

sausage  from  each  tube,  and  a  manifold  around 


I*  y/i 

*  /' 
1.  A  multlple-payment-coupon-book  compris- 
ing a  plurality  of  coupon.s  superposed  one  upon 
another,  each  coupon  except  the  first  and  last 
coupons  having  thereon  two  continuous  identi- 
fying numbers  and  the  first  and  last  coupons 
each  having  a  single  identifying  number,  said 
numbers  being  located  in  a  predetermined  posi- 
tion on  the  respective  coupons  so  that  the  num- 
bers on  each  coupon  are  in  register  with  num- 
t>ers  of  the  other  coupons  while  the  latter  are  In 
suc>erposed  relation,  one  number  of  each  coupon 
being  a  duplicate  of  a  corresponding  number  of 
the  next  adjacent  coupon  but  offset  with  respect 
thereto  in  such  manner  that  all  registering  nuni- 
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bers  of  the  groups  of  superposed  coupons  are 
arranged  in  two  series  of  continuous  consecu- 
tive numbers  from  the  top  coupon  to  the  next 
to  the  last  coupon,  and  from  the  second  coupon 
to  the  last  coupon  of  the  superposed  group  of 
coupons,  each  coupon  also  containing  predeter- 
mlnedly  positioned  date  Indicia  so  arranged  that 
all  of  said  Indicia  are  in  register  with  each  other 
while  the  coupons  are  in  superposed  relation, 
and  In  such  manner  that  the  dates  Indicated  by 
all  of  the  registering  date  Indicia  run  succes- 
sively from  the  top  to  the  bottom  of  the  super- 
posed coupons. 

2.013,613 

AUTOMATIC  VACUUM  CREATOR  OR  AIR 

ELIMINATOR 

Otto  H.  Klotz,  Philadelphia,  Pa. 

Application  April  10,  1931,  Serial  No.  529,120 

8  Claims.     (Ci.  230 — 111) 


1.  In  an  air  eliminator,  a  conduit  having  a 
pressure  or  a  vacuum  therein,  a  discharge  valve 
having  an  air  intake  at  its  inlet  end  to  which 
said  conduit  Is  connected,  and  having  a  valve, 
means  to  seat  and  seal  the  intake  valve  with 
water  pressure  when  a  predetermined  vacuum  is 
received  in  said  conduit,  and  a  pressure  regulator 
communicating  with  said  conduit  and  controlling 
said  discharge  valve,  said  pressure  regulator  be- 
ing acted  on  in  one  direction  by  atmospheric 
pressure  and  in  the  opposite  direction  by  the 
pressure  or  vacuum  in  said  conduit  to  eliminate 
air  through  said  discharge  valve. 


2,013,614 
GLASS  LAY  ROLLER 

George  Lehrling.  Ottawa,  111. 

Application  May  23,  1935,  Serial  No.  23,110 

9  Claims.     (CI.  51—277) 


mopi^a 


1.  A  device  of  the  character  described  compris- 
ing a  wheeled  frame,  a  vertically  swinging  frame 
pivoted  to  the  wheeled  frame,  suction  devices 
carried  by  the  swinging  frame  and  work  engag- 
ing rollers  carried  by  the  wheeled  frame. 


2,013.615 
DRINK  MIXER 
Le  Roy  Haviland  Fontan.  Rutherford,  N.  J.,  as- 
signor to  The  Napier  Company,  a  corporation 
of  Connecticut 
Application  September  9,  1932,  Serial  No.  632,383 
27  Claims.     (CL  220—1) 


1.  In  a  drink  mixer,  a  liquid  container  mem- 
ber having  a  removable  top  member,  a  casing 
rotatable  on  one  of  said  members,  and  co-operat- 
ing recipe  indicating  means  on  the  latter  mem- 
ber and  casing  disposed  in  different  indicating 
relations  In  different  positions  of  said  casing  for 
selectively  indicating  different  recipes. 


2,013.616 
COCKTAIL    SHAKER 
Frederick  W.  Rettenmeyer,  Meriden,  Conn.,  as- 
signor  to   The   Napier   Co.,  a  corporation   of 
Connecticut 
Application  October  6,  1932.  Serial  No.  636,518 
29  Claims.     (CI.  220—1) 


1.  In  a  cocktail  shaker  comprising  a  container 
member  and  a  top  member,  recipe  indicating 
means  on  said  shaker  comprising  beverage  name 
indicating  means  visible  when  said  top  member  is 
in  place  and  rotatable  and  stationary  ingredient 
indicating  means  cooperating  with  said  name  In- 
dicating means  and  selectively  indicating  differ- 
ent recipes  in  different  positions  of  said  rotatable 
means. 


2.013.617 
DRINK  SHAKER 
Harry   A.  Werfel.    Caldwell.   N.   J.,   assignor,   by 
mesne  assignments,  to  The  Napier  Company, 
Meriden.  Conn.,  a  corporation  of  Connecticut 
Application  February  23.  1933.  Serial  No.  658.000 
6  Claims.      (CI.  220—1) 
1.  In  a  drink  shaker,  a  cover  comprising  an 
inner  cover  member  having  a  laterally  extend- 
ing  flange  thereon  at  its  periphery   and  a  de- 
pending flange  of  smaller  diameter  below  said 
flange,  an  outer   cover   member   overlying    said 
inner  member  and  having  a  peripheral  portion 
extending  around  and  received  beneath  said  lat- 
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erally  extending  peripheral  flange  and  rotatable 

thereon,  and  selectively  operative  recipe  indicat- 
ing devices  on  said  cover  members  Including  name 


and  ingredient  indicating  means  on  said  inner 
cover  member  and  cooperating  aperture  means 
on  said  outer  cover  member  for  selectively  indi- 
cating any  selected  recipe. 


2.§13.618 
STORAGE  BATTERY   CHARGING   SYSTEM 
Joseph  Lester  Woodbridge,  Philadelphia,  Pa.,  as- 
signor to  The  Electric  Storafe  Battery  Com- 
pany, Philadelphia,  Pa.,  a  corporation  of  New 
Jersey 
AppUcation  August  18.  1934.  Serial  No.  740.413 
3  Claims.     <C1.  171— 314) 
^  rs 

\ 


1.  In  combination,  a  storage  battery  and  its 
load  circuit,  a  charging  circuit  for  the  battery,  a 
contactor  having  contacts  interposed  in  the 
charging  circuit,  means  including  a  coil  respon- 
sive to  the  battery  voltage  for  opening  said  con- 
tacts, and  a  relay  having  contacts  for  opening 
and  closing  the  circuit  of  said  coll.  said  relay 
provided  with  two  exciting  coils  whereof  one  Is 
connected  in  series  with  the  charging  circuit  and 
the  other  is  connected  across  the  contacts  of  the 
contactor. 


AS- 
AS- 


2.013.619 
PROCESS    OF    PRODUCING    PURIFIED 

PHALT     FROM      SOAP-CONTAINING 

PHALTIC  PETROLEL^M  RESIDUUM 
Harry  F.  Anfstadt,  Media,  Pa.,  assiimor  to  San 

Oil  Company,  Philadelphia,  Pa.,  a  corporation 

of  New  Jersey 
AppUcation  September  30.  1933,  Serial  No.  691.630 
11  Claims.     (CI.  196—146) 

10.  The  process  of  producing  purified  asphalt 
from  soap-containing  aisphaltic  petroleum  resid- 
uum which  comprises  flowing  said  residuum  and 
water  toward  a  common  locus  and  mixing  the 
same  at  a  relatively  low  temperature  and  at  a 
relatively  low  supcratmospheric  pressure  sufiB- 
clent  to  prevent  boiling  at  such  temperature. 
flowing  the  resultant  mixture  to  a  separate  locus 
and  there,  at  a  temperature  and  pressure  sub- 
stantially higher  than  the  temperature  of  mix- 
ing and  at  a  pressure  sufficiently  higher  than  the 
temperature  of  mixing  to  prevent  boiling  with 
resultant  destruction  of  the  soaps  or  the  re- 
entry of  the  separated  constituents  into  the  emul- 
sion or  solution  stage,  effecting  gravity  settle- 


ment, separately  outflowing  the  separated  soap- 
free  asphalt  and  the  impure  soap  solution,  re- 
ducing the  pressure  on  the  asphalt  to  effect  Its 


dehydration,  and  without  reduction  of  pressure 
cooling  the  outflowmg  stream  of  the  Impure  soap 
solution. 


2.013.620 
FLOOR  FABRIC 
Holdon  M.  Ashby,  Albany,  N.  Y.,  assignor  to  F.  C. 
Huyck  8l  Sons,  Rensselaer,  N.  Y.,  a  corporation 
of  New  York 

Application  March  6.  1931.  Serial  No.  520.624 
1  Claim.     (CI.  28 — 5) 


A  floor  covering  comprising  a  plurality  of  In- 
dependently woven  layers  of  fabric,  each  layer  of 
fabric  consisting  of  weakly  bonded  woven  spun 
flbers.  said  covering  being  provided  with  an  ex- 
tremely fulled  and  felted  portion  consisting  of 
Integrated  fibers  of  the  exposed  surfaces  of  said 
woven  fabric  layers,  the  integrated  flbers  of  the 
adjacent  fulled  surfaces  of  said  independently 
woven  layers  being  intermeshed  with  each  other 
so  as  to  provide  a  homogenous  union  between  the 
surfaces  of  said  layers,  said  integrated  fibers 
possessing  substantial  strength,  rigidity  and  foot- 
wearing  characteristics,  said  floor  covering  being 
divisible  into  smajler  sizes  by  cutting  through  the 
fabric  in  any  direction,  the  bonded  woven  flbers 
and  the  felted  portions  with  their  integrated 
flbers  being  so  relatively  constructed  and  ar- 
ranged that  the  fabric  is  non-fraying  at  its 
original  peripheral  edges  and  also  at  the  edges 
produced  by  said  cutting. 


2.013,621 
ELEVATOR 
Albert     H.     Beal     and     Jasper     A.     Hardcastle, 
Houston,  Tex.,  assignors  to  Speed  and  Service 
Iron  Works,   Houston,  Tex.,  a  corporation  of 
Texas 
Application  March  1.  1934.  Serial  No.  713,509 

1  Claim.     (CI.  294—90) 
An  elevator  comprising  complemental  arcuate 
clamp  Jaws  pivoted  together,  the  pivoted  end  of 
one  jaw  being  extended  and  formed  with  an  open- 
ing, a  yoke  pivoted  on  said  extended  end,  an  ex- 
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tension   on  the   pivoted  end  of  the  other  jaw 
which  works  through  said  opening,  said  yoke  hav- 


means  for  the  severing  device,  the  light  emitting 
device  In  cooperation  with  the  web,  indicating 
■i J, — , , — , 


Ing  side  arms  arranged  to  embrace  said  extension 
when  the  jaws  are  closed  and  being  movable  to 
release  the  extension  to  permit  the  jaws  to  open. 


2,013.622 
METHOD  OF  MAKING  TURBINE  BLADES 
Frederick  Gordon  Hay  Bedford  and  Claude  Dixon 
Gibh,  Newcastle- on -Tyne.   England,  assignors 
to  C.  A.  Parsons  &   Company,  Limited,  New- 
castle-on-Tyne,  England        „  ^  ,  ^,      .,«  __^ 
ApplicaUon  October  27.  1932.  Serial  No.  639.756 
In  Great  Britain  March  24,  1932 
13  Claims.     (CI.  29— 156.8) 


I    i 

I 

t 

J 


f 


1  A  process  of  manufacturing  hollow  seamless 
turbine  blades  which  consists  in  providing  a  seam- 
less blade  blank  having  at  least  one  longitudinal 
hollow  filling  said  blank  with  resistant  material, 
elongating  said  filled  blank  and  simultaneously 
Imparting  a  blade-shaped  configuration  to  the  ex- 
ternal and  Internal  cross-sections  of  the  blade  and 
removing  said  resistant  material. 


2.013,623 

DEVICE  FOR  DELIVERING  PAPER  TO 

PRINTING  PRESSES 

David   G.    Bernard,    Chicago,    111.,    assignor,    by 

mesne  assignments,  to  Donald  M.  Carter,  Chi- 

CAfifO     111 

Application  April  14,  1933.  Serial  No.  666.079 
9  Claims.     (CI.  242—58) 

2  A  device  for  delivering  paper  to  printing 
presses,  comprising  a  roll  support,  a  plurality  of 
rolls  carried  thereby,  means  for  connecting  the 
web  of  the  expiring  roll  with  the  web  of  a  new- 
roll  a  severing  device  for  severing  the  web  of  the 
expiring  roll,  a  light  emitting  device  which  directs 
light  on  the  web  running  to  the  press,  controlling 


to  the  operator  when  the  controlling  device  should 
be  operated. 

2,013.624 

SADDLE 

John  W.  Brandt,  Elyria,  Ohio 

Application  October  19,  1933.  Serial  No.  694.260 

4  Claims.     (CL  208—15) 


1  In  a  saddle  comprising  a  seat,  a  seat  frame, 
and  a  longitudinally  extending  reach  member,  a 
spring  member  having  a  pair  of  securing  elements 
disposed  longitudinally  under  the  seat  and  secured 
thereto,  each  securing  element  having  a  down- 
wardly looped  portion  and  a  loop  element  spaced 
from  the  seat  and  connected  at  its  inner  end  to  a 
forward  portion  of  the  reach  member,  and  a 
U-shaped  depending  member  hingingly  disposed 
intermediate  said  downwardly  looped  portion  of 
the  securing  element  and  said  seat  frame. 

2,013.625 

REFRACTORY   ARTICLE 

Kenneth  E.  Buck.  Philadelphia,  Pa.,  assignor  to 

Ross-Tacony  Crucible  Company,  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

Application  March  29.  1933.  Serial  No.  663,259 

5  Claims.     (CI.  106—9) 


'/''//''/■'.'/^/i'j, 


1.  A  refractory  article  of  manufacture  which 
comprises  refractory  aggregates  having  a  bond 
consisting  of  residual  carbon  and  having  dispersed 
throughout  the  refractory  article  a  metallic  sub- 
stance selected  from  a  group  of  substances  con- 
sisting of  metals,  metal  alloys  and  metalloids  to 
provide  vitreous  protective  coatings. 
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2.013.626 
SHOVEL 
Robert  H.   Cowdery.   Geneva.   Ohio,   assigrnor  to 
The   American  Fork  &   Hoe  Company,  Cleve- 
land. Ohio,  a  corporation  of  Ohio 
Application  September  19.  1933.  Serial  No.  690,097 
5  Claims.     (CI.  294 — 49; 


tw. 


2.013.627 
CYLINDER  HEAD 

Everett  G.  Fahlman,  Cleveland.  Ohio,  assignor  to 
The  Fermold  Company,  Cleveland.  Ohio,  a  cor- 
poration of  Ohio 

Application  February  14.  1933.  Serial  No.  656.695 
4  Claims.     (CL  123— 173) 


normally  spaced  from  said  tripping  lever,  an  elec- 
tric heater  for  said  coil  to  cause  It  to  move  said 
part  to  close  said  space  and  move  the  tripping 
lever,  a  long  bimetallic  strip  extending  from  said 
tripping  lever  with  its  free  end  in  the  path  of 
said  resetting  lever,  said  end  being  adapted  to 
hold  the  resetting  lever  in  restrained  position 
when  the  same  is  manually  set,  movement  of  the 


1.  An  engine  cylinder  head  cast  of  a  metal  or 
alloy  having  high  thermal  conductivity  as  com- 
pared to  cast  iron,  comprising  spaced  walls  de- 
fining a  cooling  fluid  chamber  and  internal  rein- 
forcing means  within  said  chamber  consist- 
ing of  one  or  more  ribs  of  a  different  metal, 
said  ribs  being  of  greater  strength  than  the 
metal  comprising  said  head,  the  metal  of  one  of 
said  walls  being  cast  about  portions  of  said  ribs 
to  securely  anchor  the  same,  said  portions  being 
completely  surrounded  by  said  metal  so  that  no 
part  of  the  ribs  extends  through  the  cast  metal. 


2.013.628 

THERMALLY  CONTROLLED  SWITCH 

Joseph    F.    Frese.    Baltimore,    Md..    assignor    to 

Monitor  Controller  Company,  Baltimore,  Md., 

a  corporation  of  Maryland 
Application  September  26,  1934,  Serial  No.  745,625 
12  Claims.     (CI.  200—122) 

11.  In  a  circuit  controlling  device,  in  combina- 
tion, a  suitable  base,  a  stationary  contact  there- 
on, a  resetting  lever  pivoted  to  said  base,  a  con- 
tact on  said  lever  out  of  engagement  with  the 
first  contact  when  the  lever  is  in  its  normal  posi- 
tion and  engaging  the  first  contact  when  the  lever 
is  in  a  restrained  position,  a  pivoted  tripping 
lever,  a  thermally  responsive  coil  having  a  part 


3.  In  a  tool  of  the  class  described,  a  blade  hav-  ' 
ing  a  shank  formed  integral  therewith,  the  shank 
being  concavo-convex  in  transverse  cross-section, 
and  of  generally  circular  external  contour  the 
convex  face  of  the  shank  being  toward  the  front 
of  the  blade,  a  handle  having  a  socket  therein 
adapted  to  receive  said  shank,  the  cross-sectional 
area  of  the  shank  walls  being  substantially 
greater  than  the  corresponding  included  area 
and  means  to  reenforce  said  handle  adjacent  said 
socket. 


-^a^ 


^4^         1— » 


resetting  lever  serving  to  move  said  strip  end 
to  trip  the  resetting  lever,  said  strip  being  con- 
structed to  compen.sate  for  movements  of  said 
part  responsive  to  changes  in  atmospheric  tem- 
perature by  moving  the  tripping  lever  to  main- 
tain said  spacing  substantially  constant,  and  a 
spring  to  bias  said  strip  end  into  resetting  lever 
restraining  position. 


2.013.629 

TRACTOR  CULTIVATOR 

Gerald  Geraldson.  Racine.  Wis.,  assignor  to  J.  I. 

Case  Company,  Racine,  Wis.,  a  corporation 

Application  December  19,  1934,  Serial  No.  758.186 

5  Claims.     (CL  97—47) 

-  It  n 


1.  In  a  tractor  cultivator,  a  unitary  lever  as- 
sembly comprising  a  frame,  means  for  connecting 
the  frame  to  the  tractor,  a  master  quadrant  con- 
nected to  the  frame,  a  master  lever  engageable 
with  the  quadrant,  braces  secured  to  opposite 
sides  of  the  lever,  quadrants  secured  to  the  braces, 
individual  levers  engageable  with  each  of  said 
last  mentioned  quadrants,  a  shaft  upon  which 
all  of  said  levers  are  mounted  to  rock,  forward 
rigs  on  the  tractor,  means  connecting  the  in- 
dividual levers  to  said  rigs,  a  rear  rig  on  the 
tractor,  a  lever  connected  to  the  rear  rig.  and 
means  connecting  the  latter  lever  to  the  master 
lever  whereby  when  the  master  lever  Is  shifted 
the  forward  and  rear  rigs  will  become  vertically 
adjusted.  

2.013.630 
AUTOMATIC    WELDER 
Winder  E.  Goldsborough,  South  Norwalk,  Conn., 
assignor  to  Doherty   Research  Company,  New 
York,  N.  Y..  a  corporation  of  Delaware 
AppUcation  August  12,  1931.  Serial  No.  556,566 
8  Claims.     (CL  219 — 6) 
1.  An  apparatus  for  welding  pipe  sections  along 
a  circumferential   seam   comprising   a   carriage 
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adapted  to  slip  over  the  pipe  to  be  welded  with  a 
slight  clearance  therebetween,  means  for  holding 
said  carriage  stationary  relative  to  said  pipe,  a 
movable  element  mounted  on  said  carriage  and 
adapted  to  rotate  about  the  circumference  there- 
of a  motor  on  said  carriage  for  driving  said  mov- 


able  element,  an  electrode  mounted  on  said  mov- 
able element  and  adapted  to  project  beyond  the 
end  of  said  carriage,  means  for  maintaining  the 
electrode  in  arcing  relation  to  the  desired  seam, 
and  means  for  compensating  for  the  different 
action  of  gravity  upon  the  arc  in  different  hori- 
zontal planes. 

2,013,631 

DOLL'S  HEAD 

Samuel  Kalner  and  David  Cohn.  Brooklyn,  N.  Y., 

assirnors  to  EyedoU  Corporation.  Jersey  City, 

N.  J.,  a  corporation  of  New  Jersey 

Application  July  12,  1932.  Serial  No.  622,026 

5  Claims.     (CI.  46 — 40) 


5.  In  doll  construction,  a  doll's  head  formed 
with  a  pair  of  eye  sockets,  said  doll's  head  having 
a  cylindrical  portion  extending  between  said 
sockets  and  internally  of  said  head,  said  cyUn- 
drlcal  portion  being  formed  with  a  pair  of  longi- 
tudinal, diametrically  disposed  slots  and  with  In- 
ternal screw  threads,  a  screw  screwed  within 
said  cylindrical  portion,  and  a  doll's  eye  unit 
supported  on  said  cylindrical  portion,  said  unit 
comprising  a  rod  extending  through  said  slots, 
and  doll's  eyes  mounted  on  the  outer  ends  of  said 
rod  and  disposed  within  said  eye  sockets,  said 
slots  being  widened  at  the  inner  ends  thereof 
and  said  rod  extending  within  the  widened  por- 
tions of  said  slots. 

2.013.632 
FABRIC   TREATING   MACHINE 
Maurice   M.   Kasanof,   Bronx.   N.   Y.;    David   R. 
Kasanof  and  Abraham  Kriegel.  both  of  New 
Yorli,    N.    Y..    executors    of    said    Maurice    M. 
Kasanof,  deceased 
AppUcation  May  13.  1933.  Serial  No.  670.889 

11  culms.     (CL  26 — 55) 
1.  A  fabric  treating  machine  comprising,  with 
a   fabric  distending  means  over  which  tubular 
458  o.  G.— 13 


fabric  is  adapted  to  be  drawn  in  encompassing 
relation  thereto,  a  flat  spreader  for  the  fabric 
arranged  to  be  encompassed  by  the  fabric  after 
leaving  said  means  and  connected  to  the  latter 


to  move  toward  and  from  the  same  and  having 
its  movement  from  the  same  limited  thereby, 
means  normally  urging  the  spreader  from  said 
means  to  Its  limit,  and  propping  means  normal- 
ly holding  the  spreader  at  such  limit. 


2  013  633 

BEVERAGE  VENDING  DEVICE 

John  L.  Kellogg,  Chicaco,  111.,  assignor  to 

Helen  L.  Kellogg,  Chicago,  111. 

Application  December  15,  19S3,  Serial  No.  702,551 

9  Claims.     (CL  225— 21) 


1.  A  device  for  vending  beverage  liquid  from 
a  container  in  which  the  same  is  stored  under 
pressure,  comprising  a  measuring  chamber,  a 
piston  mounted  for  reciprocatory  movement  in 
said  chamber,  a  conduit  for  ccMinecting  said 
chamber  with  the  interior  of  the  container,  a 
valve  in  said  conduit,  coin-controlled  means  for 
opening  said  valve  to  thereby  admit  a  predeter- 
mined quantity  of  the  liquid  to  the  measuring 
chamber,  the  same  being  forced  Into  said  cham- 
ber and  against  the  piston  by  the  pressure  there- 
on in  the  container,  means  for  moving  said  pis- 
ton to  discharge  the  liquid  from  said  chamber, 
and  means  for  controlling  the  limiting  positions 
of  said  piston  in  accordance  with  the  position  of 
said  valve,  whereby  to  discharge  measured 
charges  of  the  liquid  from, said  chamber.  ^.; 
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2.013.634 
FILTER 

Victor  C.  Norquist,  Kansas  City,  Mo.,  assignor  to 
Butler  Manufacturing:  Company,  Kansas  City, 
Mo.,  a  corporation  of  Missouri 

Application  February  7,  1934.  Serial  No.  710.089 
2  Claims.     (CI.  210— 182) 


1.  A  filter  comprising  in  combination  a  casin^f. 
a  hollow  filtering  member  within  said  casing, 
means  for  Introducing  the  liquid  to  be  filtered  Into 
said  c£ising.  means  for  withdrawing  filtrate  from 
the  interior  of  said  filter  member,  said  casing  hav- 
ing a  bottom  provided  with  an  opening,  a  duct 
communicating  with  said  opening,  a  conveyor 
screw  within  said  duct,  wiping  means  for  said 
filter  bottom  adapted  to  transfer  sludge  into  said 
duct,  means  for  continuously  rotating  said  con- 
veyor screw  and  means  for  intermittently  oper- 
ating said  wiping  means. 


,  iStM'ipi^a  1 


2.013.635 

FLOATING,  BATHING.  AND  SWIMMING 

DEVICE 

Oscar  Seraflnowicx,  Berlin,  Germany 
AppUcation    July    15,    1931,    Serial    No.    550.942. 
Renewed  February  6,  1935.     In  Germany  Sep- 
tember 7.  1928 

15  Claims.     (CI.  4 — 171) 


1.  A  collapsible  floating  bathing  and  swim- 
ming device  capable  of  floating  independently  of 
rigid  points  of  support,  comprising,  In  combina- 
tion, flexible  and  adjustable  limiting  means  per- 
meable to  water,  adjustable  supporting  means 
for  imparting  rigidity  to  said  limiting  means  and 
forming  therewith  the  sides  and  bottom  of  a 
bath  enclosure,  said  supporting  means  compris- 
ing struts  variable  as  to  length,  and  a  plurality 
of  floating  members  surrounding  said  enclosure. 
said  floating  members  being  capable  of  varia- 
tion as  to  arrangement  and  number  and.  In  con- 
Junctlon  with  said  limiting  and  supporting 
means,  adapted  to  Increase  and  decrease  the 
capacity  of  said  enclosure. 


2.013.636 

EYESHIELD  FOR  MINERS 

John  Shoekey  and  Steve  Ritx,  Walsenburr.  Colo. 

ApplioaUon  October  24,  1934.  Serial  No.  749,846 

1  Claim,     (a.  2—10) 


In  a  miner's  hat.  a  beak  portion,  an  eye  shield, 
said  eye  shield  consisting  of  a  frame  and  a  lens 
therein,  said  frame  being  circular,  an  upstand- 
ing bifurcated  member  secured  to  and  disposed 
tangentially  with  respect  to  the  frame,  an  eye 
member  for  dispOvSition  through  the  beak  of  the 
hat  and  having  the  eye  thereof  at  the  lower  end 
thereof  adapted  to  engage  into  the  said  bifur- 
cated member  and  a  pin  for  disposition  through 
the  bifurcated  member  and  eye  for  pivotally  se- 
curing the  said  bifurcated  member  to  the  eye 
member. 

2,013.637 

THERMOSTAT 

Charles  E.  Armstrong,  Corvallis,  Oreg. 

Application  November  18.  1931.  Serial  No.  575,810 

1  Claim.     (CI.  297—41 


In  a  device  of  the  class  described,  the  combina- 
tion of  a  base,  a  plurality  of  brackets  upwardly 
extending  from  the  base,  a  pair  of  parallelly  dis- 
posed side  bars  fixedly  secured  to  the  brackets 
disposed  at  one  end  of  the  base,  a  cross  bar  slld- 
ably  disposed  upon  the  fixed  parallelly  disposed 
side  bars,  a  second  pair  of  fioatlng  parallelly  dis- 
posed side  b€u-s.  secured  upon  their  one  end  to  the 
slidable  cross  bar,  a  fixed  cross  support  secured 
to  the  bracket  at  the  opposite  end  of  said  bars, 
a  plurality  of  connected  wafers  disposed  between 
the  cross  support  and  the  cross  bar,  a  cross  yoke 
fixedly  mounted  upon  the  last  mentioned  side 
bars,  eye  bars  secured  to  the  cross  bar  and  the 
cross  yoke,  the  eye  bar  secured  to  the  cross  yoke 
t)elng  adjustable  relative  thereto,  and  spreader 
guides  disposed  between  the  wafer  thermostats 
and  slidablv  disposed  upon  the  parallelly  disposed 
side  bars. 

2.013.638 

BROODER   ATTACHMENT  FOR  WOOD 

HEATERS 

Camb  J.  Ashley,  Goodloe,  Va..  assignor  to  Auto- 
matic Draft  and  Stove  Company,  Guinea,  Va. 
AppUeatioii  December  2S.  1932.  Serial  No.  048,696 
5  Claims.     (CI.  236—6) 

1.  The   combination   with   an   air   tight   wood 
heater  having  a  down  draft  pipe  extending  along 
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the  side  thereof,  a  flanged  cap  engaging  within 
the  upper  end  of  the  dovm  draft  pipe  and  having 
an  opening  therein,  a  casting  carried  by  one  side 
of  said  cap.  a  lever  pivoted  on  the  upper  face  of 
the  casting,  a  thermostatic  damper  control  car- 


<^4f 


Tied  bv  the  casting  and  operating  the  lever  ex- 
tending over  the  opening  in  the  cap,  a  oamper 
loosely  carried  by  the  lever  within  the  down  draft 
pipe  and  a  sleeve  adjustably  carried  by  the  lever 
and  having  an  eye  to  which  a  ventilator  operat- 
ing cord  is  adapted  to  be  attached. 


2  01^  coQ 

APPARATUS  FOR  SPRAYING  UQtlDS  SUCH 

AS    PAINTS,   VARNISHES,   OR   THE   LIKE 
Hermann    Steinhart,    Franz    Kratz,    and    Ernst 
Baumgratz.   Stuttgart.  Germany,   assignors   to 
Robert     Bosch     Aktlengesellschaft.     Stuttgart, 
Germany 

Application  August  2,  1934,  Serial  No.  738,142 
In  Germany  April  7,  1932 
7  Claims.     (CI.  X99— 97) 


varnishes  or  the  like  in  a  spray  of  finely  divided 
form  comprising  a  liquid  supply,  a  nozzle,  pro- 
vided with  means  for  applying  high  resistance 
to  the  passage  of  liquid  therethrough,  a  pump 
provided  with  a  reciprocable  piston  and  having 
Its  discharge  outlet  adjacent  said  nozzle,  and  a 
motor  for  rapidly  reciprocating  said  piston  to 
intermittently  apply  pressure  impulses  m  rapid 
succession  and  at  high  velocity  directly  to  rela- 
tively small  quantities  of  said  liquid  to  force  it  at 
high  velocity  and  pressure  and  without  admixUire 
of  air  through  said  nozzle  as  a  substantially  con- 
tinuous spray.  

2,013.640 
METHOD  FOR  APPLYING  COATING  LIQITDS 
SUCH    AS    PAINTS.    VARNISHES     OR    THE 
LIKE  ^     ^        . 

Hermann  Steinhart.  Frans  Kratz.  and  Ernst 
Baumgratz,  Stuttgart,  Germany,  assignors  to 
Robert     Bosch    Aktiengeacllschaft.     Stuttgart, 

Germany  o   _i   i    *j 

Original   application  August  2,   1934.   Serial   No. 
738,142.    Divided  and  this  application  January 
17,  1935.  Serial  No.  2,t94.    In  Germany  April  7, 
1932,  and  Great  Britain  April  7.  1933 
1  Claim.     iCL  91 — 68) 


6. 
for 


A  portable  self-contained  hand  spray  device 
applying    coating    Uquids    such    as    paints. 


4^ 


r  -■/• • 


In  the  art  of  coating,  spraying  a  coating  liquid 
at  high  pressures  above  100  atmospheres  produced 
by  applying  to  onlv  a  relatively  small  quantity  of 
said  liquid  a  series  of  impulses  in  rapid  succession 
whereby  the  coating  is  uniformly  appUed  and  use 
of  compressed  air  is  obviated. 
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96,717 

DESIGN  FOR   A  PANEL  MAT 

WUUam  J.  Adams.  Jr..  HartsdjUe,  N.  Y..  assignor 

to  Bell  Telephone  Laboratories,  Incorporated, 

New  York.  N.  Y.  a  corporation  of  New  York 

AppUcaUon  December  28.  1934.  Serial  No.  54,625 

Term  of  patent  14  years 


96.719 

DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Lorenso  Andino,  East  Elmhnrst.  N.  Y. 

AppUcaUon  April  10.  1935.  Serial  No.  56.305 

Term  of  patent  3' 2  years 


rSl  •  J  l->   »  «  ^  <  ■  : 


The   ornamental   design   for   a   panel    mat   as 
shown. 


96.718 

DESIGN  FOR  A  WREATH 

Leo  Alter,  Chicaco.  111. 

AppUcaUon  October  18,  1934.  Serial  No.  53.676 

Term  of  patent  SVi  years 


The  ornamental  design  for  a   shoe  or  similar 
article,  as  shown  and  described. 


96.720 

DESIGN  FOR  A  KNIFE  OR   SIMILAR 

ARTICLE 

Milton   Bernstein,  Brooklyn,   N.   Y..   assignor   to 

NaUonal  Silver  Company,  New  York.  N.  Y. 

Application  Jane  13.  1935.  Serial  No.  57.256 

Term  of  patent  7  years 


0     I 


.OI^^AS^.OJ 


'0 


l> 


The  ornamental  design  for  a  wreath,  as  shown  The  ornamental  design  for  a  knife  or  similar 

and  described.  -   a^^^^l^-  ^  ^°^"  ^"^  described. 
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96  721 
DESIGN  FOR  A  SHOE  SOLE 
Frank    Berenstein.    Chelsea,    Mass.,    assirnor    to 
Panther-Panco  Rubber  Co.  Inc.,  Chelsea,  Mass., 
a  corporaUon  of  Massachusetts  ,.,,,. 

AppUcaUon  July  19,  1935.  Serial  No.  5*,. 34 
Term  of  patent  14  years        .^,,^., 


96,723 
DESIGN  FOR  A  HINGE  FOR  TOILET  SEATS 

AND  COVERS 

Vernon  W.  Campbell,  Nashua,  N.  H.,  assirnor  to 

C.  F.  Church  Mff.  Co.,  WiUimansett.  Mass.,  a 

corporaUon  of  Massachusetts  ^.  otw 

AppUcaUon  June  10.  1935.  Serial  No.  5<,217 

Term  of  patent  14  years 


3  -^ 


The    ornamental    design    for    a    shoe    sole,    as 
shown.  

96  722 
DESIGN   FOR   A   CUP  ^     ,^^    „     . 
Vincent  BroomhaU  and  Herbert  A    Smith.  East 
Liverpool.  Ohio,  assirnors  to  The  Salem  China 
Company.  Salem.  Ohio    a  corporaUon 
AppUcaUon  March  4.  1935.  Serial  No.  55  728 
Term  of  patent  31;  years    


:-^ 


1 


The  ornamental  design  for  a  hinge  for  toUet 
seats  and  covers,  substantially  as  shown  and  de- 
scribed. 

96,724 

DESIGN   FOR    A   TABLECLOTH 

Moses  Caplan,  Boston.  Mass. 

AppUcation  July  10.  1935,  Serial  No.  57,587 

Term  of  patent  7  years 


The  ornamental  design  for  a  cup,  as  shown  and 
described. 


The  ornamental  design  for  a  tablecloth,  sub- 
stantially as  shown. 
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96.725 

DESIGN  FOE  A  LADY'S  HAND  BAG 

Rene  Coartine,  New  York.  N.  Y. 

AppUcation  Jaly  18.  1935,  Serial  No.  57.721 

Term  of  patent  3  H  years 


>-^?'i'"^*?'T 


The  ornamental  design  for  a  lady's  hand  bag, 
as  shown. 


96.727 
DESIGN   FOR   A   COMBINATION  BRASSIERE 

AND   SKIRT 

Walter  H.  Deichts.  New  York.  N.  Y.,  assirnor  to 
Bloominrdale  Bros.  Inc.,  New  York,  N.  Y..  a 
corporation  of  New  York 
Application  May  24.  1935.  Serial  No.  57,009 
Term  of  patent  3*i  years 


The  ornamental  design  for  a  combination  bras- 
siere and  skirt,  as  shown. 


96,726 

DESIGN  FOR  A  REFRESHMENT  STAND 

Minnie  Cvccio,  Los  Ancelcs.  Calif. 

Application  January  12,  1935.  Serial  No.  54,822 

Term  of  patent  7  years 


!fiiiiiaa«iiiiiiii 


The    ornamental    design    for    a    refreshment 
stand,  as  shown  and  described. 


96,728 
DESIGN  FOR   A  BOTTLE 

Simon  de  Vaoichier.  New  York.  N.  Y. 

AppUcation  May  13,  1935,  Serial  No.  56,795 

Term  of  patent  14  years 


The  ornamental  design  for  a  bottle  as  shown. 
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96  729 
DESIGN  FOR   A  BOTTLE 

Simon  de  Vaulchier,  New  York,  N.  Y..  assignor 
to  Finaud  Incorporated,   New  York,  N.   Y.,  a 
corporation  of  New  York 
Application  May  15.  1935.  Serial  No.  56,836 
Term  of  patent  14  years 


rr(  rfft. 
rri-f  " 

rtff-  •' 
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The  ornamental  design  for  a  bottle  as  shown. 

96,730 

DESIGN  FOR   AN  ENVELOPE  HOLDER   OR 

SIMILAR  ARTICLE 

Edward    F.    Dorset,    Richmond.   Va.,    assignor    to 
Vanward  Plan.  Inc..  Washington.  D.  C  a  cor- 
poration of  Maryland 
Application  February  2,  1935,  Serial  No.  55.211 
Term  of  patent  14  years       _  ._ 


'Trr 


96  732 

DESIGN    FOR    AN    EMBLEM    FOR    ARTICLES 

OF  APPAREL 

Charles  Emmey,  New  York.  N.  Y. 

Application  June  10,  1935.  Serial  No.  57,210 

Term  of  patent  7  years 


The  ornamental  design  for  an  envelope  holder 
or  similar  article  as  shown  and  described. 

96,731 
DESIGN   FOR    A   GLASS   TUMBLER 

George  Doufherty,  Morgantown.  W.  Va  ,  assignor 
to    Morgantown    Glaas    Works,    Morgantown, 
W.  Va..  a  corporation  of  West  Virginia 
Application  July  3,  1935.  Serial  No.  57,517 
Term  of  patent  14  years 


The  ornamental  design  for  an  emblem  for  arti- 
cles of  apparel  substantially  as  shown. 


96.733 

DESIGN   FOR   A  SHOE 

Samuel  Epstein,  New  York.  N.  Y. 

Application  July  29,  1935.  Serial  No.  57,849 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  shoe,  substantial- 
ly as  shown. 

96,734 

DESIGN   FOR  A  SHOE 

Samuel  Epstein.  New  York,  N.  Y. 

Application  July  29,  1935.  Serial  No.  57.850 

Term  of  patent  3Vi  years 


The  ornamental  design  for  a  glass  tumbler,  as 
shown  and  described. 


The  ornamental  design  for  a  shoe,  substantial- 
ly as  shown. 
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96.735 
DESIGN  FOR  A  FINGER  RING  OR    SIMILAR 

ARTICLE 

Ben  Fain.  HoUywood,  Calif. 

Application  June  22.  1935.  Serial  No.  57,373 

Term  of  patent  7  years 


9€  73** 

DESIGN   FOR  A  GLASS   TLTVIBLER 

John  G.  Funfrock.  Morrantown.  W.  Va..  assignor 

to    Morrantown    Glass    Works,    Morrantown, 

W.  Va..  a  corporation  of  West  Virrlnia 

Application  July  3,  1935.  Serial  No,  57,516 

Term  of  patent  14  years 


^^'S^ 


I 

The   ornamental   design   for   a  finger   ring   or        /^^  ornamental  design  for  a  glass  tumbler,  as 
similar  article,  substantially  as  shown.  shown  and  described. 


96.736 

DESIGN  FOR  A  SHOE 

Jacob  Fishman.  Brooklyn.  N  .¥.,  assirnor  to 

David  N.  Borkum.  Brookline.  Mass. 

AppUcaUon  March  19.  1935.  Serial  No.  55.946 

Term  of  iiatent  3^4  years 


96.738 

DESIGN  FOR   A  CURTAIN   FABRIC 

Frederick  Gentner.  Philadelphia.  Pa. 

Application  Aurust  9.  1935.  Serial  No.  58,038 

Term  of  patent  Z^>  years 


The  ornamental  design   for  a  shoe,   substan- 
tially as  shown  and  described. 


The  ornamental  design   for  a  curtain  fabric, 
substantially  as  shown. 
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96  739 

DESIGN   FOR   A   icL^TAIN   FABRIC 

Frederick  Gentner,  Philadelphia.  Pa. 

Application  August  9.  1935,  Serial  No.  58,039 

Term  of  patent  3^2  years 


I 
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The  ornamental  design  for  a  curtain  fabric, 
substantially  as  shown. 


96,740 

DESIGN  FOR  A  COMBINED  MINT  AND 

NUT  DISH 

Ruth  L.  Gerth.  New  York,  N.  Y.,  assirnor  to  The 
Chase    Companies,    Incorporated,    Waterbory, 
Conn.,  a  corporation 
Application  July  1,  1935,  Serial  No.  57.472 
Term  of  patent  7  years 


:!  *T  7-.rr- 


The  ornamental  design  for  a  combined  mint 
and  nut  dish  substantially  as  shown. 


96,741 

DESIGN  FOR  A  BLOUSE 

Harry  Glaser,  New  York.  N.  Y. 

Application   Aurust  7,   1935,   Serial   No.  57,984 

Term  of  patent  Zhi  years 


96,742 

DESIGN  FOR  A  PICTURE  FRAME 

Abraham  Golden.  Chicaro.  111. 

Application  June  3,  1935,  Serial  No.  57.109 

Term  of  patent  3»2  years 


The  ornamental  design  for  a  picture  frame,  as 
shown  and  described. 


96,743 

DESIGN  FOR  A  PICTURE  FRAME 

Abraham  Golden,  Chicaro.  lU. 

Application  June  3.  1935,  Serial  No.  57,11« 

Term  of  patent  ZH  years 


The  ornamental  design  for  a  blouse,  substan- 
tially as  shown  and  described. 


The  ornamental  design 
as  shown  and  descrit>ed. 


picture   frame, 


96,744 
DESIGN  FOR  A  HAIR  DRYING  APPARATUS 

Samuel  Grant,  Chicaro,  111.,  assirnor  to  General 
Corporation  of  America,  Chicaro,  111.,  a  corpo- 
ration of  Illinois 
Application  July  11,  1935.  Serial  No.  57.590 
Term  of  patent  7  years 


The  ornamental  design  for  a  hair-drying  ap- 
paratus substantially  as  sho^^Ti  and  described. 
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96.745 
DESIGN  FOR  A  NECKTIE  RACK 

Albert  C.  Grunwald,  River  Forest,  111.,  assignor  to 
Precision  Metal  Workers,  Chica«:o,  111.,  a  corpo- 
ration of  Illinois 
Application  June  19,  1935.  Serial  No.  57,337 
Term  of  patent  7  years 


The  ornamental  design  for  a  necktie  rack  as 
shown. 


96.748 
DESIGN  FOR   A   MOLD    FOR   AN  ICE  CREAM 

CONFECTION 

Benedict  E.  Hegry  and  Herman  G.  Smith.  Canton, 

and  Ray  J.  Schott.  Loaisville.  Ohio 

Application  June  20.  1935.  Serial  No.  57,356 

Term  of  patent   14  years 


96.746 
DESIGN  FOR  A  GAS  RANGE 
Donald  L.  Hadley,  Mansfield.  Ohio,  assignor  to 
The  Tappan  Stoye  Company,  Mansfield.  Ohio. 
a  corporation  of  Ohio 

Application  March  30,  1935,  Serial  No.  56.123 
Term  of  patent  7  years 


The  ornamental  design  for  a  mold  for  an  ica 
cream  confect.on,  as  showr.  and  described. 


The  ornamental  design  for  a  gas  range,  sub- 
stantially as  shown  and  described. 


96.747 

DESIGN   FOR   A    R.\NGE    BASE 

Donald  L.   Hadley,  Mansfield,   Ohio,   assignor  to 

The  Tappan  Stove  Company.  Mansfield,  Ohio. 

a  corporation  of  Ohio 

Application  April  9,  1935.  Serial  No.  56.284 

Term  of  patent  7  years 


96.749 
DESIGN    FOR   A   BRUSH    FOR   DENTAL 
PLATES 
Victor  Hellonen.  Detroit.  Mich.,  assignor  of  one- 
half  to  Carl  W    Soderblom.  Detroit.  Mich. 
Application  July   3,  1935.  Serial  No    57  509 
Term  of  patent  14  years 


^.  i  ^  'rr 


The  ornamental  design  for  a  brush  for  dental 
plates,  as  shown. 


96  750 

DESIGN    FOR    A    RADIOC.^BINET 

Alfred  G.  Hoffman.  Cincinnati.  Ohio,  assignor  to 

Midwest  Radio  Corporation.  Cincinnati,  Ohio 

Application  May  17,  1935.  Serial  No.  56.884 

Term  of  patent  7  years 


The  ornamental  design  for  a  range  base,  sub- 
stantially as  shown  and  described. 


The  ornamental  design  for  a  radiocabmet,  as 
shown. 
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96.751 
DESIGN  FOR  A   SHOE 

Max  Horn.  Brookllne.  Mass. 

Application  July  20    1935.  Serial  No.  57  766 

Term  of  patent  SVa  y^ars 


96.753 
DESIGN  FOR    A  WHEEL 

J  Harold  Hunt.  Lansing.  Mich.,  assignor  to  Motor 
Wheel  Corporation,  Lansing,  Mich.,  a  corpora- 
tion of  Michigan 
Application  October  II.  1933.  Serial  No.  49.452 
Term  of  patent  7  years 


The  ornamental  design  for  a  shoe  substantially 
as  shown. 


The  ornamental  design  for  a  wheel  as  shown 
and  described. 


96,752 
DESIGN   FOR   A   SADIRON    CASING 

Russell  1.  Huffman.  Strasburg.  Ohio,  assignor  to 
Dover  Manufacturing  Company,  Dover,  Ohio,  a 
corporation  of  Ohio 
Application  January  14,  1935.  Serial  No.  54,845 
Term  of  patent  7  years 


96.754 

DESIGN  FOR    A   WHEEL 

J    Harold    Hunt    and    Harry    J.    Horn.    Lansing, 

Mich.,  assignors  to  Motor  Wheel  Corporation, 

Lansing,  Mich.,  a  corporation  of  Michigan 

Application   February  27,    1935.   Serial  No.  55.648 

Term  of  patent  7  years 


The  ornamental   design  for   a  sadiron  casing 
substantially  as  shown. 


The  ornamental  design  for  a  wheel  as  shown 
and  described. 
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96.755 

IN  FOR  A   SNOW   SUIT 

DmTid  Itkin.  New  York.  N.  Y. 

AppllcaUon  May  13,  1935,  SeHal  No.  56.821 

Term  of  patent  7  years 


The  ornamental  design  for  a  snow  suit  as  shown 
and  described. 


9€.75« 

DESIGN  FOR  A  CARPET   SWEEPER 

Richard  Chartes  Kadow.  Newark.  N.  J. 

AppUcation  July  1,  1935,  Serial  No.  57,474 

Term  of  patent  7  years 


)r  ^r^g^r^ 

■ 

H 
1 1 

J 

!  1 
i 

1 '  ' 

fl'-'^^L'i:^^ 

■  ^ 

96,757 
DESIGN  FOR  A  TREATMENT  CHAIR 

Henry  J.  Kalter.  New  York.  N.  Y. 

.Application  June  14.  1935,  Serial  No.  57,258 

Term  of  patent  7  years 


The  ornamental  design  for  a  treatment  chair, 
as  shown. 


96.758 
DESIGN  FOR  A  PHYSICIAN'S  EXAMINING 

TABLE 

Henry  J.  Kalter,  New  York.  N.  Y. 

AppUcation  Jane  14.  1935,  Serial  No.  57.259 

Term  of  patent  7  years 


The  ornamental  design  for  a  carpet  sweeper  The  ornamental  design  for  a  physician's  exam- 

as  shown  and  described.  ;   Ining  table,  as  shown 
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ag  759 
DESIGN  FOR  A  PHYSICIAN'S  EXAMINING 

TABLE 

Henry  J.  Kalter,  New  York.  N.  Y. 

Application  June  14,  1935.  Serial  No.  57,26$ 

Term  of  patent  7  years 


The  ornamental  design  for  a  physician's  exam- 
inmg  table,  as  shown. 


96,760 
DESIGN  FOR  A  STORAGE  BATTERY  CASE 

Anthony    R.    Kamosh,    Shaker    Heights.    Ohio, 
assignor  to  Willard  Storage  Battery  Company, 
Cleveland,   Ohio,    a   corporation    of   West   Vir- 
ginia 
AppUcation  January  18,  1935.  Serial  No.  54,912 
Term  of  patent  7   years 


The  ornamental  design    for  a  storage   battery 
case  substantially  as  shown  and  described 


96  761 

DESIGN  FOR  A  PIANO  CASE 

Gardner  C.  Kavanagh,  Rochester,  N.  Y. 

Application  June  22.  1935.  Serial  No.  57,369 

Term  of  patent  14  years 


The  ornamental  design   for   a   piano  case  as 
shown. 


96.762 

DESIGN  FOR  A  PIANO  CASE 

Gardner  C.  Kavanagh.  Rochester.  N.  Y. 

AppUcation  June  22,  1935.  Serial  No.  57.370 

Term  of  patent  14  years 


The  ornamental  design  for  a   piano  case  as 
shown. 


96.763 

DESIGN  FOR  A  PEDESTAL  LAMP 

John  J.  Kennedy.  Chicago.  111.,  assignor  to  O.  C. 

Keckley  Company,  Chicago,  lU.,  a  corporation 

of  Illinois 

Application  July  12.  1935,  Serial  No  57,606 

Term  of  patent  7  years 


The  ornamental  design  for  a  ped3stal  lamp  as 
shown. 
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96.764 

DESIGN   FOR  A  TOASTER  CASING 

Andrew   S.   Knapp,    St.    Louis,   Mo.,   assignor    to 

Knapp-Monarch    Company,    St.   Louis,   Mo.,   a 

corporation  of  Missouri 

Application  May  21,  1935.  Serial  No  56.947 

Term  of  patent  3'^  years 


The  ornamental  design  for  a  toaster  casing  sub- 
stantially as  shown  and  described 


96.765 

DESIGN  FOR  A  BLOUSE 

Irvinf  Krannz,  New  York,  N.  Y. 

Application  Aurust  5.  1935.  Serial  No.  57,942 

Term  of  patent  Z^2  years 


The  ornamental  design  for  a  blouse,  substan- 
tially as  shown. 


96.766 
DESIGN  FOR  A  CONTAINER  CAP 

Joel  Kronman,  New  York.  N.  Y. 

Application  June  26,  1935,  Serial  No.  57,402 

Term  of  patent  3^  years 


96.767     " 
DESIGN  FOR  A  HANI)  BAG 

Isidore  Lending:.  New  Bedford.  Mass..  assignor  to 
Sol   .Mutterperl,   Inc.,   New   York,  N.  Y.,  a  cor- 
poration of  .New   York 
Application  February  14.  1935.  Serial  No.  55,435 
Term  of  patent  3'  .•  vears 


The   ornamental   design   for   a  hand   bag.    as 
shown  and  described. 


96  768 

DESIGN  FOR  A  PURSE 

David  Lewis.  New  York,  N.  Y. 

Application  July  27.  1935.  Serial  No.  57.823 

Term  of  patent  3 !  z  years 


The  ornamental  design  for  a  container  cap  as 
shown  and  described. 


The  ornamental  design  for  a  purse,  substan- 

i    tially  as  shown. 


SiCPTEMBER  3,  1935 


^   U.  S.  PATENT  OFFICE 


207 


96.769 

DESIGN  FOR  A  DOLL 

Esther  B.   Ley.  Akron.  Ohio 

Application  June  14.  1935.  Serial  No.  57,267 

Term  of  patent   14   years 


The  ornamental  design  for  a  doll  as  shown. 


96.770 

DESIGN  FOR   A  TASSEL  FOR  A   PULL  CORD 

Hans  K.  Lorentzen.  New  York.  N.  Y. 

Application  January  2.  1935.  Serial  No.  54,681 

Term  of  patent  14  years 


The  ornamental  design  for  a  tassel  for  a  pull 
cord  as  shown. 


96,771 

DESIGN   FOR   A   DENTAL    CABINET 

Thomas  M.  McDonald.  Canton,  Ohio,  assignor  to 

The    Weber   Dental    Manufacturing    Company, 

Canton.  Ohio,  a  corporation  of  Ohio 

Application  July  13.  1935.  Serial  No.  57,612 

Term  of  patent  7  years 


1 


% 


"^arf 


^^N 


The  ornamental  design  for  a  dental  cabinet,  as 

shown. 


96.772 
DESIGN  FOR  A  BICYCLE 

John  R.  Morgan,  Oak  Park.  Ill,,  assignor  to  The 
Westfield  Manufacturing  Company.  Westfield, 
Mass..  a  corporation  of  Massachusetts 
Application  June  12.  1935.  Serial  No.  57.239 
Term  of  patent  14  years 


The  ornamental  design  for  a  bicyle,  as  shown. 


96.773 

DESIGN  FOR  A  SHOE 

Wilfred  H.  Mortimer.  HoUis.  N.  Y. 

Application  July  25.  1935.  Serial  No.  57,802 

Term  of  patent  3V^  years 


The  ornamental  design  for  a  shoe  as  shown. 


96,774 
DESIGN  FOR    AN  ASH  TRAY   OR  SIMILAR 

ARTICLE 

William  Nuzum.  New  York.  N.  Y. 

Application  October  25.  1934.  Serial  No.  53,754 

Terra  of  patent  SVa  years 


The  ornamental  design  for  an  ash  tray  or  sim- 
ilar article,  substantially  as  shown  and  described. 
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96.775 

DESIGN  FOB  A  DENTAL  UNIT 

Osear  H.  Pieper  and  Alphonse  F.  Piep«r, 

Rochester,  N.  Y. 

AppUcation  July  5.  1935,  Serial  No.  57,533 

Term  of  patent  14  years 


96.777 

DESIGN  FOR  A  BOX 

Frank  S.  Refnaalt,  Union.  N.  J.,  assirnor  to  W.  B. 

Paper  Box  Co.,  Newark,  N  J,  a  corporation  of 

New  Jersey 

ApplicaUon  January  9.  1935,  Serial  No.  54,775 

Term  of  patent  3*4  years 


■    •  fiMi    iiii 


IS! 


The  ornamental  design  for  a  dental  unit,  as  The  ornamental  design  for  a  box   a.s  shown  and 

shown.  ,    described. 


96,776 

DESIGN  FOR  AN  ELECTRIC  CORN  POPPER 

Stephen  A.  Piatt,  Decatur.  111.,  assignor  to  U.  S. 

Mannfacturinr  Corporation,  Decatur,  111. 

AppUcation  June  4.  1935,  Serial  No.  57.131 

Term  of  patent  14  years 


96,778 

DESIGN  FOR  A  TIRE 

Charles   Samson,  Doufflaston,  N.  Y.,  assignor  to 

United  SUtes  Rubber  Products,  Inc.,  New  York. 

N.  Y.,  a  corporation  of  Delaware 

Application  June  26,  1935.  Serial  No.  57.410 

Term  of  patent  7  years 


The   ornamental   design  for  an   electric   com 
popper  as  sbown.  i 


The  ornamental  design  for  a  tire  as  shown. 
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96  779 

DESIGN  FOR   A   BOTTLE 

Morri.s  Sanders.  Jr..  Ne\^  York,  N.  Y.,  assignor  to 

Schenlev  Products  Company,  New  Yorit,  N.  Y., 

a  corporation  of  New  Jersey 

Application  July  12,  19.S.T,  Serial  No.  57,611 

Term  of  patent  14  years 


96.781 

DESIGN  FOR  A  CHILD'S  GARMENT 

Miriam  N.  Shaffer.  Shaker  Heights.  Ohio 

Application  January  7.   1935.  Serial  No.  54,762 

Term  of  patent  14  years 


The  ornamental  design  for  a  bottle  as  shown. 


96,780 

DESIGN   FOR    A   BOTTLE 

Morris    Sanders.   New    York,    N     V  ,    assignor   to 

Schenlev  Products  (  ompanv.  New  York.  N.  Y., 

a  corporation   of  New    .Icrsey 

Application  June  8.  1!<35,  Serial  No.  57,197 

Term  of  patent  14  years 


^ 


Ji 


The  ornamental  design  for  a  child's  garment 
substantially  as  shown  and  described. 


96.782 
DESIGN   FOR   A  BOX   OR   SIMILAR 
CONTAINER 
Edward  C.  Sloan.  Geneva.  111.,  assignor  to  Gen- 
eral Electric  Company,  a  corporation  of  New 
York 
Application  May  28.  1935,  Serial  No.  57,053 
Term  of  patent  14  years 


The  ornamental  design  for  a  bottle  as  shown. 

468  o.  G.— 14 


Tlie  ornamental   design  for 
container,  as  shown. 


a  box  or  similar 
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9€.783 

DESIGN  FOR  A  HOT  POT  HOLDER 

Helen  I.  Snyder.  Chicago.  111. 

Application  May  17,  1935.  Serial  No    56,887 

Term  of  patent  7  years 


/ 


The  ornamental  design  for  a  hot  pot  holder, 
as  shown. 


96.784 

DESIGN  FOR  A  SHOE  OE  SOflLAR  ARTIC  LE 

Joseph  Sofransky.  New  York,  N.  Y. 

Application  July  26.  1935.  Serial  No.  57.811 

Term  of  patent  3^'>  yean? 


The  ornamental  design  for   a  shoe  or  similar 
article,  as  shown. 


96.785 
DESIGN  FOR  A  KITCHEN  CABINET 
Henry  J.  Stentiford,  Park  Ridg^e,  111.,  assignor  to 
Montgomery  Ward  &   Co.,  Incorporated,  Chi- 
cago, 111.,  a  corporation  of  Illinois 
Application  January  25.  1935,  Serial  No,  55.051 
Term  of  patent  7   vears 


The  ornamental  design  for  a  kitchen  cabinet,  as 
shown. 


96.786 
DESIGN    FOR   A   WHEEL 
Charles  R.   Stough.   Lansing,   Mich.,  assignor  to 
Motor   Wheel   Ccporation,   Lansing.   Mich.,   a 
corporation  of  Michigan 

AppUcation  March  18.  1935.  Serial  No.  55,918 
Term  of  patent  7  years 


V^ 


y 


The  ornamental  design  for  a  wheel,  as  shown 
and  described. 
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96.787  --^- 

DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Seymour  Troy,  New  York.  N.  Y. 

Application  July  23,  1935.  Serial  No.  57,783 

Term  of  patent  3^:^  years 


The  ornamental  design  for  a  shoe  or  similar 
article  as  showrv 

96.788 

DESIGN  FOR  A  WASHING  MACHINE 

CASING 

George  W.  Walker,  Detroit.  Mich. 

Application  January  24.  1935,  Serial  No.  55,032 

Term   of  patent  14  years 


The  ornamental  design  for  a  washing  machine 
casing  as  shown  and  described. 

96,789 

DESIGN  FOR  A  WASHING  MACHINE 

CASING 

George  W.  Walker.  Detroit.  Mich. 

Application  January  24.  1935.  Serial  No.  55,033 

Term   of  patent  14  years 


96.790 

DESIGN  FOR  A  WASHING  MACHINE 

CASING 

George  W.  Walker,  Detroit,  Mich. 

Application  January  24,  1935.  Serial  No.  55.034 

Term  of  patent  14  years 


\ 


The  ornamental  design  for  a  washing  machine 
casing  as  shown  and  described. 


96.791 

DESIGN  FOR  A  WASHING  MACHINE 

CASING 

George  W.  Walker,  Detroit.  Mich. 

Application  January  24,  1935.  Serial  No.  55.035 

Term  of  patent  14  years 


The  ornamental  design  for  a  washing  machine  The  ornamental  design  for  a  washing  machine 

casing  as  shown  and  described.  casing,  as  shown  and  descnbed. 
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96,792 

DESIGN    FOR   A   COMB 

Albert   Wewetzer,    Elgin,  111.,  assignor  to  Illinois 

Watch  C  ase  C  ompany,  Elgin.  111.,  a  corporation 

of  lUinoi.s 

Application  July  12.  1935.  Serial  No.  57.607 

Term  of  patent  7  years 


1^1  I 


T ;  .i.a. 


.Qoa 


96.793 — Continued 


The  ornamental  design  for  a  comb,  as  shown. 


The  ornamental  design  for  a  can  opener,  as 
shown. 


96,793 
DESIGN    FOR   A   CAN    OPENER 

Ozro  N.  Wiswell.  Los  .\ngeles.  (  alif 

Application  June  22,  19,34,  Serial  No.  52,279 

Term  of  patent  14  years 


96794 
DESK.N  FOR   A  (LOCK 

Shogoro  Yoshida,  Shitakn,  Tokyo.  Japan 

Application  June  14.  1934.  Serial  No.  52.181 

Term  of  patent  7  years 


The  ornamental  design  for  a  clock,  as  shown. 
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Interference  DeEned 

Rule  93.  An  Interfennce  Is  a  proceedinK  Instituted  for 
the  purpose  of  determining  the  question  of  priority  of  In- 
vention iK-tween  two  or  more  narties  claiming  substantially 
the  same  patentable  Invention.  In  order  to  ascertain 
whether  any  question  of  priority  arises  the  Commissioner 
may  call  upon  any  lunlor  applicant  to  state  in  writing  the 
<lat.'  when  he  conceived  the  invention  under  consideration. 
All  statements  flietl  In  compliance  with  this  rule  will  be 
returned  to  Uie  parties  tiling  them.  In  case  the  applicant 
makes  no  replv  within  the  time  specified,  not  less  than 
ten  days  the  Commissioner  will  proceed  upon  the  assump- 
tion that  the  said  date  is  the  date  of  the  oath  attached  to 
the  application.  The  fact  that  one  of  the  parties  has 
alreadv  obtained  a  patent  will  not  prevent  an  interference 
for  although  the  Commissioner  has  no  power  to  cancel 
a  patent,  he  may  grant  another  patent  for  the  same  in- 
vention to  a  person  who  proves  to  be  the  prior  Inventor. 


Suggestion  for  the  U»e  of  Coupons 

The   execution   of  orders   for   printed   copies   of  US 
imtents,  trade  marks,  etc.  will  be  considerably  expedited 
If  oouDons  are  used.     Such  coupons  may  be  purchased  at 
the  Patent  Office  in  lots  of  20  at  $2.00  and  100  at  "O.OO. 

Coupon  orders  do  not  have  to  be  accompanied  by  let- 
ters of  transmittal.  They  require  nothing  but  the  filling 
in  of  the  patent  number,  the  name  of  the  Inventor,  the 
date  of  Issue,  and  the  name  and  address  of  the  party 
desiring  the  service. 


Reissue  Drawings 


Acting  under  the  provisions  of  section  483  of  the  Re- 
vised Statutes  and  with  the  approval  of  the  Secretary  of 
Commerce,  Rule  53  of  the  Rules  of  Practice  in  the  United 
States  Patent  Office  Is  canceled  and  the  following  is  sub- 
stituted therefor : 

"53.  In  reissue  applications  the  drawings  upon  which 
the  original  patent  was  issued  may  be  used  upon  the 
filing  of  suitable  permanent  photographic  copies  thereof, 
if  no  changes  are  to  be  made  In  the  drawings." 


Adjudicated  Patents 

(D.  C.  N.  Y.)  Flelsher  patent.  No.  1.670,656,  for  ven- 
tilating system,  claims  1,  13,  14.  17.  and  20.  Held  invalid. 
Auditorium  Conditioning  Corporation  v.  Warner  Bros.  Pic- 
tures, 11  F.  Supp.  21. 

(C.  C.  A.  Ala.)  Bailey  patent.  No.  1,698,149,  for  ma- 
chine and  process  for  making  continuous  hellcoids  or  con- 
veyers. Held  not  Infringed.  Bailey  v.  Continental  Oin  Co., 
77  F.(2d)  495. 

(D.  C.  N.  Y.)  Lewis  reissue  patent,  No.  16.611,  for 
method  of  and  apparatus  for  cooling  and  ventilating,  claims 
1.  3.  12.  and  14.  Held  Invalid.  Auditorium  Conditioninff 
Corporation  v.  Warner  Bros.  Pictures,  11  F.  Sapp.  21. 

(D.  C.  N.  Y.)  Karflol  design  patent,  No.  80,318,  for 
dolly,  Held  valid  and  infringed.  Royal  Lace  Paper  Works 
v.  V.  8.  Lace  Paper  Works,  11  F.  Supp.  15. 


Trade-Mark  Registrations  Canceled 

223,826.  Patte  and  ready-mixed  paints.  Mautz  Paint 
and  Glass  Company.  Madison.  Wis.  Registered  February 
8,  1927.     Canceled  August  17,  1935. 

263,497.  Medicated  sherry.  Peter  Maggini.  doing  busi- 
ness as  Columbia  Specialty  Co.,  Newark.  N.  J.  Registered 
November  5,  1929.    Canceled  August  12,  1935. 

313,368.  Certain  named  distilled  alcoholic  liquors.  Im- 
perial Distilling  Corporation,  Hoboken,  N.  J.  Registered 
May  29,  1934.     Canceled  August  12.  1935. 

314,416.  Whiskey.  J.  C.  Millett  Co.,  doing  business 
as  Occidental  Distilling  Co.,  San  Francisco.  Calif.  Reg- 
istered June  26.  1934.     Canceled  August  19.  1935. 

314.973.  Paints  and  paint  enamels.  G.  A.  Sellers, 
Tampa.  Fla.  Registered  July  17,  1934.  Canceled  August 
17,  1035. 

325.634.  Periodical  posters.  Arts  Pictorial  Service. 
Inc..  Chicago.  111.  Registered  July  2.  1935.  Canceled 
August  27,   1935. 
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G)ndition  of  Applications  Under  Examination  at  Close  of  Business  August  24,  1935 


(ToUl  number  of  applications  awaiting  action,  etcludinK  Trade-Mark  Division,  32.474;  Trtd«-Mark 
Division.  1.228.     Oldest  new  case,  April  25.  1935.  oldest  amended,  April  27.  1935.) 

DiTisiONs,  Examiners,  and  Surjicts  or  Inventions 
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483S 
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4709 
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3876 
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3606 


I.  LOEFFLKR,  F.  A  .  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Vessels;  Cloeure  Operators; 
Fances:  Gates;  Tilbwce. 

I  HKRRMAN'N'.  D  .  Fishing  and  Trapping;  Dairy,  Animal  Husbandry;  Presses.  Tobacco,  Veloci- 

pefies;  Butchering;  Bee  Culture. 

3.  LINDSEY.  A..  Heating;  Metal  Founding;  Metallurgy;  Metal  Treatment;  Electric  Furnaces 

4.  DOMVELLY,  A.  E    ^\ct.),  Conveyors;  Hoists;  Handling  Apparatus  and  Implements;  Excavat- 

ing; Elevators;  Fire  Escapes;  Ladders;  Scaffolds;  Store  Service;  Pneumatic  Despatch;  Fluid  Pres- 
sure Brakes. 
5    M\CN.\B.  J.  F..  Harvesters;  Music;  Acoustics;  Sound  Recording;  Knotters,  Buckles,  Buttons.  Etc. 

6.  LEWERS,  A.  M..  Carbon  Chemistry „ 

7.  JARBOE,  C,  O.,  Optics;  PhotoCTaphy 

8.  ADAMS.  F.  L.,  Bed-'t;  (hairs;  Kitchen  and  Table  Articles;  Racks  and  Cabinets 

9.  .<D.\M3,  R.  E.,  Pumps;  Fluid  and  Fluid-Current  Motors 

m.  HT'VTER.  O    F  .  Land  Vehicles -Animal  Draft  Appliances.  Bodies  and  Tope;  Vehicle  Fenders... 
U.  BEVHAM.  E.  V..  Boots.  Shoes,  and  I^egglns;  Button.  Eyelet,  and  Rivet  .Setting;  Harness;  Leather 

Manufactures;  Vailing  and  Stapling;  ^^hip  Apparnttis;  Hides.  Skins,  and  T^eather. 

II  HEN'RY.  C   C.,  Machine  Elements;  Cylinder!  and  Pistons.  Mechanical  Starters;  Stop  Mechani.''ms. 

13.  BORLIK.  F  J  ,  Oear  Cutting.  Milling,  and  Planing;  Metal  Drawing;  Metal  Forging  and  Welding, 

Metal  RoHinr  Metal  Working;  Needle  and  Pin  Malting;  Turning;  Boring  and  Drflling 

14.  BRCMBVCOFL  M    J  .  Farriery;  Metal  Bending;  Metal  Tools  and  Implements.  Making;  Sheet 

Metal  Ware.  Making;  Wire  Fabrics;  Wire  Working;  Metal  Working.  Blanks  and  Prooesses. 
19.  WORRELL,  L.  W  .  Olass;  Plastic  Block  and  Earthenwure  Apparatus:  Plastics 

16.  SPEN'CER.  C.  J.,  Telegraphy;  Telephony 

17.  ARMSTRONG.  H..  Ornamentation:  Paper  Manufactures;  Printing;  Type  Casting;  Pheet-Mste-  ' 

riHl  \s.sociating  or  Folding;  Sheet  or  Web  Feeding;  T\'p«  Setting 

18.  PORTER.  M.  E  .  Motors.  Eipansibie-Chambw  Type;  Power  Plants;  Speed-Responsive  Devices.. 

19.  KENNEDY,  A    R  ,  Furnaces  and  Stoves;  Fuel  Burners   

20    GROV'E.  S.  D.,  M iacellaoeous  Hardware;  (  losure  Fasteners;  Loeks;  Latches;  Safto;  UodertakinC-  - 

21.  THOMPSON,  T   J  .  Textiles;  rioth  Finishing 

22.  RINOLE.  D..  Aeronautics;  Firearms.  Ordnance,  and  Explosive  Deviees;  Air  Gont.  Catapults,  and 

Targets;  Boats  and  Buoys;  Ships;  Marine  Propulsion. 

23.  BUTTNER.  W.  J    CAct  ).  Coin  Handling;  Recorders,  Registers 

2<    DUR\S.  C.  O..  Apparel;  .\pparel  Apparatus;  Garment  Supjiorters:  Sewing  Machines 

25.  BLAKELY.  C    F  .  riassifying  Solids;  Centrifugal-Bowl  Separators;  MUls;  Threshing;  Vecetable 

and  Meat  Cutters  and  Comminutors. 

18.  ADAMS.  W    M  ,  Electricity.  Generation;  Motive  Power 

27.  CLVRK.  W    N  ,  Brushing,  Scrubbing,  and  Cleaning;  Washing  Apparatus 

2S.  BENSON.  A.  R-,  Internal-Combustion  Enicines 

23.  3HKLARIN.  J    B    (Art  ).  Woodworking;  Tools;  Compoimd  Tools;  Furniture;  Metal  Working; 

Cloth.  L«ither.  and  Rubber  Receptacles;  Baggage;  Package  and  .\rticle  Carriers;  Deposit  and 

Collection  Receptacles;  Supports.  Tables 

30.  SHIPMAN.   J.    L.    Automatic  Temperature  and  Humidity  Regulation;   Illuminating  Burners; 

Uluraiaatlon:  Thermostats  and  Humidostats 

31.  DUNCOMBR    c    s    fAct.).  Gas.  Heating  an<l  Illuminating;  Mineral  Oils   

32.  B.'VRTHOLOMEW,  J.  .\  .  Gas  and  Liquid  Contact  Apparatus:  Heat  Exchange;  Oas  Separation.  . 

33.  WYMAN.  W.  I  .  Bridges;  Masonry.  Concrete,  Metallic,  and  Wooden  Structures;  RoofS;  Roads 

and  Pavem-^nts 

34.  SAPERSTEFN,  3  ,  Electricity,  Transmission  to  Vehicles;  Railways,  Rolling  Stock.  Switches,  and 

Signals;  Track  Sanders. 

35.  REYNOLDS.  E.  C,  Card  and  Sign  Exhibiting;  Signals;  Dispensing:  Filling  and  Closing  Portalle 

Receptacles 

36.  Mf-F.KYDEN.  K    D  .  Measuring  Instruments;  Force  Measuring:  Automatic  Weighers.... 

37.  WEAVKR.  M    E..  Electricity.  Circuit  Makers  and  Breakers;  LIght-Sensitive  Ctrcuits 

38.  KRAFFT,  C.  P..  Earth  Boring;  Hydraulic  and  Earth  Engineering;  Mining  and  Quarrying;  Stone- 

workini;  Wells;  Plastic  Compositions. 

39.  WHITNEY,  F  J  .  Fluid- Pres-sure  Regulators;  Multiple  Valves;  Valves;  Water  DiBtributkm 

4a  O BERLIN.  J   J  ,  Metallic.  Wood.  Paper,  and  Speciel  Rereptadee 

41.  WHITNEY,  M.  L..  Railway  and  Land  Vehicles,  Wheels  and  Axles:  Resilient  Tires  and  Wheels; 

Wh"**!  S'lSstit'ites:  Railwav  Draft  Appliances,  Spring  Devices;  Typewriting  Machines. 

42.  CT'TTING    H    O  .  ElertHc  Signaling 

43.  KLINOE,  E.  F  .  Medicines.  Poisons  and  CosmetJcs;  Bleaching  and  Dyeing:  Explosive  Composi- 

tions; Sugar  and  Starch. 

44.  SH  ^FFER.  C.  H  .  Refrigeration:  Disoervsing  Beverages 

45.  HILL.  H.  D.,  Pulleys  and  Shaftliig;  Lubrication,  Bearings  and  Guides:  Motors;  Valve-Operating 

Mechanism;  Engine  Cooling 
48.  TAYLOR.  M  .  Evaporators:  Fluid  Sprinkling:  Fire  Extinguishers;  Boilers;  Heating  Systenis;  Coat- 
ing Implements. 

47.  BARKER.  H..  Chitrhes:  Brakes 

48.  RDFPKE.  O    B.,  Electricity.  General  Applications;  Igniters 

49.  SHEFFIELD,  E.  L..  Check -Con  trolled  Apparatus;  Ventilation;  Driers;  LkjuM  PnrlfleatioB 

50.  BLAKE.  C.  L..  Varnish;  Coating  Prooesses;  Carbohydrate  and  Condensation  Produett;  CHhiloM: 

Rubber 

51.  BXCKCS.  C    D  ,  Radiant  Energy 

52.  KNOTTS.   M     K..  Supports;  Chucks;  Joint  Packing;  Pipe  and  Rod  Joints  or  Couplings;  TooJ- 

Handle  Fastenings;  Mains  and  Pipes:  Conduits  and  Hou.sings;  T^aminated  Parking 

53.  PECK,   M     K  .   Books:   Manifolding;   Printed   Matter;  Stationery:   Education.   Paper  Files  and 

Binders:  Tent-s.  Canopies,  Cmbrellas.  and  Canes;  Curtains.  Shades,  and  Srre«is:  Toilet;  Label 
Pasting  and  Paper  Hanging 

54.  WAITE.  W    E  ,  Electric  Lamps;  Vapor  Electric  Devkres:  Space  Discharre  Tubes;  El«-tricity. 

Medical  and  Surgical 

55.  BOW  ENS.  S   T.  Cutlery;  Artificial  Body  Members:  Dentistry:  Sunrery  .   . 

98.  PORTER.  F   J  ,  Electrochemistry:  Laminated  Fabrics;  Paper  Making.  Siibatance  Preparation.. 

57.  NICOL.SON.  O  D  G  .  Cutting  and  Ptinching:  Bolt.  Not.  Rivet.  Nail,  Screw.  Chain,  and  Horse- 
shoe Making;  Driven  and  .Screw  Fastenings;  Jewelry;  Nut  and  Bolt  Locks;  Toys:  ExercWng 
Devices. 

18.  DO  WELL.  E.  F.,  Abrading;  Bottles  and  Jan 

59.  RICHARD,  V   r.  Chemistry:  Fertilisers        

80.  GLASS.  R  L  .  Electricity,  Heating,  and  Welding;  Batteries;  Resistances  and  Rbe<^«tats:  Prime- 
Mover  Dynamo  Plants. 

61  PARKS,  G.  E  ,  I^minate<l  Electrical  In.mlation.  Belt.  Hose,  Thre.  and  Ball  Making;  Wlmling  and 
Reeling;  Pushing  and  Pulling:  Horologv:  Time- Con  trolling  Apparatus. 

62.  COCHR  VN.  W    W  .  Games.  Geometrical  Instruments .- 

63.  WINKELSTEIN.  A.  H  ,  Preserving;  Bread.  Pa.stry,  and  Contectlon  Maklnr;  Agitating 

64.  NASH,  P    M  ,  Acetylene;  Distillation;  Gas  Mixers:  Oils,  Fats,  and  Glue,  Liquid  Coating  Ccm- 

positions:  Fuel:  .Alcohol 
85.  McDERMOTT,  F    P  ,  Klectridty.  Conductors;  Repeaters;  Relavs;  Wave  Transmission 

Trade-Marcs,  Labels.  amt>  Pbints:  F.  A.  RICHMOND{^^|^^^''^^^j,^-"----;-;--;-;;;;;y- 

Designs,  H.  H.  KALUPY  (Act.) '... 
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DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


U.  S.  Court  of  Customs  and  Patent  Appeals 

liEBMA.N    V.  llONUELLE 

No.  SMi-     Decided  March  fS,  1985 

[75  F.(2d)  845] 

INTEBrtRENCl rBIOBITT. 

Evidence  reviewed  and  Held  to  establish  that  R.  con- 
ceived and  reduced  to  practice  the  Invention  defined  by 
the  counts  before  the  alleged  date  of  conception  of  B. 
and  that  priority  was  properly  awarded  to  R. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  E.  Hume  Talbert  for  Herman. 

No  appearance  for  Rondelle. 
Bland,  J.: 

Appellant  has  appealed  here  from  a  decision  of 
the  Board  of  Appeals  of  the  United  States  Patent 
Office,  affirming  that  of  the  Examiner  of  Interfer- 
ences in  awarding  priority  of  Invention  to  the  ap- 
pellee in  the  two  counts  involTCd,  which  appear  to 
have  been  suggested  by  the  Primary  Examiner. 
Count  1  is  illustrative  and  follows : 

1.  The  combination  with  an  automobile  frame  having  a 
front  croam  member  and  a  motor  on  the  frame,  of  an  aux- 
iliary vibration  dampening  support  consisting  of  a  pair  of 
brackets  rigidly  secured  to  the  front  of  the  motor,  within 
the  confines  of  the  front  end  of  the  motor  casinK  and 
divergently  depending  therefrom,  the  lower  ends  of  said 
brackets  having  lateral  ears,  cushions  cooptratlve  with 
and  between  the  earn  and  said  front  cross  nieml>er  and 
diverging  co-axially  with  the  ears  and  means  holding  said 
ears  and  the  cushions  in  assembled  relation  on  Fald  cross 
memt>er,  thereby  providing  compensating  means  for  vibra- 
tions of  the  motor  due  to  torque  movement. 

The  Invention  relates  to  brackets  to  be  used  in 
connection  with  the  support  of  the  motor  in  a  Model 
A  Ford  automobile.  Owing  to  the  manner  of  con- 
struction of  the  supporting  springs  between  the  mo- 
tor and  the  frame  in  that  model  of  Ford  car,  there 
was  excessive  vibrntlon,  and  the  bracket  supports 
here  involved  eliminated  much  of  the  vibration  In- 
herent In  that  motlel  of  car. 

There  Is  no  question  raised  as  to  the  Interpreta- 
tion of  the  counts,  or  as  to  the  right  of  either  party 
to  make  the  same,  and  the  sole  issue  as  presented  to 
this  court  relates  to  the  question  as  to  whether  or 
not  the  appellee,  Rondelle,  proved  a  reduction  to 
practice  In  the  year  1929  prior  to  appellant's  con- 
ception. 

Berman,  the  senior  party,  filed  his  application 
April  17,  1931,  and  reduced  hLs  Invention  to  practice 
In  October,  1929.  His  conception  was  admittedly 
subsequent  to  Rondelle's  claimed  reduction  to  prac- 
tice In  May,  1929.  Rondelle  filed  his  application 
Septeml>er  25,  1931,  and  alleged  conception  In  Sep- 
tember, 1928,  and  reduction  to  practice  in  May, 
1929. 

It  is  conceded  In  this  cnae  that  If  the  testimony 
offered  by  Rondelle  Is  given  the  weight  given  It  by 
the  Eyiamlner  of  Interferences  and  the  Board  of 
Appeals,  the  decision  of  the  Board  should  be  af- 
firmed. 

Rondelle — appellee — a  machinist  and  mechanic, 
testified  that  he  coiicelved  the  invention  In  Septem- 
ber, 1928;   that  the  brackets  were  made  and  in- 


stalled on  Rondelle's  car  In  the  shop  of  the  witness 
Ortega,  with  Ortega's  assistance,  in  April,  1929; 
that  the  brackets  were  installed  in  the  manner 
specified  in  the  counts  and  the  car  was  driven  at 
that  time;  that  the  vibration  was  eliminated  by  his 
device;  that  he  bought  the  Ford  car  in  March,  1929, 
for  the  purpose  of  trying  out  this  support  which 
he  had  previously  conceived.  He  fixed  the  date  of 
his  test  of  the  device  from  the  date  upon  which  he 
bought  the  car  and  from  the  fact  that  he  made  the 
Installation  near  Easter,  1929,  just  after  he  made  a 
trip  to  see  his  mother-in-law.  Rondelle  fixes  his 
claimed  conception  date  of  September,  1928,  by  a 
trip  he  made  at  that  time  to  Santa  Rosa.  He  stated 
that  while  waiting  to  make  that  trip  he  was  looking 
at  a  display  of  Ford  automobiles  when  he  conceived 
the  notion  of  curing  the  defects  in  the  car. 

Rondelle's  Exhibit  1  consists  of  certain  sketches 
of  the  brackets  made  by  Rondelle  and  entered  in  a 
1929  diary,  which  diary  contained  the  printed  days 
and  dates  of  each  month  of  the  year  1929.  It  is 
argued  by  appellant  that  there  is  nothing  about  the 
sketches  which  would  indicate  that  they  were  en- 
tered In  1929.  The  Board,  referring  to  the  diary 
entries,  stated  tliat  the  diary  bore  evidence  that  it 
was  used  In  the  regular  course  of  Rondelle's  busi- 
ness, and  that  it  had  the  earmarks  of  authenticity. 
While  the  Board  did  not  give  the  diary  great  weight 
in  proving  specific  dates,  it  concluded  that  the 
sketches  were  made  in  the  year  1929. 

Berman  questions  the  conception  date  of  Rondelle 
in  the  fall  of  1928,  and  points  out  that  his  alleged 
conception  date  was  prior  to  November,  1928,  when 
the  Model  A  Ford  car  was  first  put  on  the  market ; 
that  Rondelle  could  not  have  seen  the  Ford  car 
and  observed  its  defects  until  it  was  available  for 
such  purpose.  Berman  argues  that  if  Rondelle  did 
not  conceive  on  the  date  claimed,  be  probably  did 
not  conceive  until  the  Fall  of  1929,  and  from  this 
premise  questions  all  of  Rondelle's  proof. 

The  Board  of  Appeals  iwlnted  to  the  fact  that 
the  circular  advertising  this  model  car  might  have 
been  available  to  Rondelle,  and  that  his  conception 
might  have  originated  from  the  circular.  Rondelle 
was  not  cross-examined  In  much  detail  on  this  phase 
of  the  question  and  his  testimony  stands  unim- 
peached,  and,  with  the  exception  of  matters  relat- 
ing to  the  date  of  his  conception,  is  corrolwrated 
by  his  two  witnesses,  Ortega  and  Libonati. 

With  reference  to  Rondelle's  reduction  to  practice, 
Ortega,  the  owner  of  the  shop  where  Rondelle's  de- 
vice was  constructed,  corroborated  Rondelle's  tes- 
timony as  to  the  date  upon  which  he  assisted  Ron- 
delle in  constructing  the  device.  He  states  that  his 
shop  was  opened  on  April  10,  1929,  and  fixes  the 
date  when  the  brackets  were  constructed  by  refer- 
ence to  a  carbon  copy  of  a  bill  dated  April  23,  1929, 
Rondelle's   Exhibit   4,   which   purports   to   bear   a 
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charge  for  making  the  bracketa  Said  Exhibit  4  is 
severely  criticized  by  the  appellant  because  it  does 
not  identify  the  brackets  mentioned  thereon  as  the 
particular  brackets  installed  on  the  car.  Api)ellant 
suggests  that  the  brackets  may  have  been  made  for 
beds  and  bedsprlngs  in  which  Rondelle  was  in- 
tereste<l ;  that  the  bracket  item  appears  to  be  writ- 
ten with  a  different  pencil  than  that  used  to  write 
the  remaining  portion  of  the  bill,  particularly  the 
date,  and  that  the  bracket  item  did  not  follow  the 
rule<l  lines  on  the  paper  used.  It  is  nrguetl  here  that 
the  bracket  item  may  have  been  added  to  the  bill 
at  some  subsequent  time. 

The  difficulty  with  this  position  is  that  the  wit- 
nesses' testimony  was  not  shaken  by  any  cross  ex- 
amination or  weakened  by  any  other  proof  offered, 
and  the  fact  that  the  item  might  have  been  written 
at  some  other  time  does  not  justify  a  conclusion 
that  it  was  so  written.  On  this  phase  of  the  case, 
the  Examiner  of  Interferences  said  : 

•  •  •  It  was  the  duty  of  the  party  Berman.  at  the 
time  the  testimony  was  taken  to  produce  any  evidence 
that  was  available  to  show  that  Rondelle  and  his  witnesses 
were  in  error  lu  the  absence  of  such  evidence  their  tes- 
timony canm.t  t>e  rejected  slmpJy  because  there  is  an  ap- 
parent possibility  of  error. 

The  Board  approved  the  views  expressed  by  the 
Examiner  of  Interferences,  but  regarded  as  unneces- 
sary a  repetition  of  the  same  in  its  decision. 

Rondeile's  other  corrol>orating  witness,  Lilwnati, 
was  an  automobile  mechanic.  He  describes  the  de- 
vice in  detail  and  states  that  he  rode  in  K(»ndelle's 
car  after  the  device  was  installed  and  noticed  that 
it  decreased  tlie  vibration.  Libonati  stated  that  this 
took  place  some  time  l)etween  May  2  and  the  first 
part  of  June.  1920,  and  Axes  the  date  on  account  of 
his  wife's  birthday  (May  2)  and  the  date  when  he 
took  his  annual  vacation,  which  vacatiop  period 
was  the  first  two  weeks  of  June. 

Appellant  here  arg^ues  that  Lilwnati's  wife  must 
have  had  a  birthday  every  year  and  that  LilK)nati 
might  have  witnessed  the  demonstration  of  the  de- 
vice in  1930  rather  than  in  1929.  Here  again  it  may 
be  suggested  that  there  was  but  meagre  cross  exami- 
nation of  Libonati,  and  nothing  appears  in  the  rec- 
ord which  contradicts  or  weakens  his  positive  and 
definite  testimony. 

As  has  l)een  pointed  out  in  detail  in  appellant's 
brief,  there  are  certain  elements  of  weakness  in  the 
testimony  offered  by  the  appellee.  Notwithstanding 
tiiis  fact,  the  very  iK>sitive  and  definite  features  of 
the  testimony  of  tlie  witnesses  heretofore  referred 
to  have  not  been  rebutted,  and  we,  like  the  tribunals 
below,  cannot  reject  the  same  as  being  insufficient 
proof  of  the  facts  claimed  merely  because  it  is  pos- 
sible that  the  witnesses  might  have  been  mistaken. 

The  Kxaminer  of  Interferences  and  the  Board  are 
in  complete  accord  on  the  only  question  presented 
in  the  case,  which  is  a  question  of  fact,  and  under 
the  well-known  rule  this  court  will  not  reverse  the 
decision  of  the  Board  under  such  circumstances  un- 
less it  is  clearly  erroneous. 

We  are  in  accord  witii  the  decision  of  the  Board 
of  Appeals  in  holding  that  Rondelle  has  established 
conception  and  reduction  to  practice  of  the  invention 


defined  by  the  counts  prior  to  the  alleged  date  of 
conception  of  the  party  Berman,  and  that  priority 
of  Invention  of  the  subject  matter  in  issue  was  prop- 
erly awarded  to  the  appellee.  The  decision  of  the 
Board  of  Appeals  is  affirmed. 
Affirmed.  *i 


U.  S.  Court  of  Customs  and  Patent  Appeals 

In  re  Strubinoer 

No.  3/394.   Decided  March  tS,  035 

[75  F.(2d)    992] 

rATl.VTABlLITT COLLISION   DKMO.NSTIATING   DCVICB. 

Claims  for  a  collision  demonstratiag  <*evice  Held  un- 
patentable over  the  prior  art. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  John  D.  Rippey,  Mr.  Lawrence  C.  Kingsland, 
and  Mr.  John  H.  Cassidy  for  Strubinger. 

Mr.  T.  A.  Hottetlcr  and  Mr.  Howard  8.  Miller  for 
the  Commissioner  of  Patents. 
Garrett,  J.: 

This  is  an  appeal  from  a  decision  of  the  Ik)ard  of 
Appeals  of  the  United  States  Patent  Office,  affirm- 
ing the  decision  of  the  Examiner  denying,  for  want 
of  invention  in  view  of  the  prior  art,  the  two  claims 
(numbered  9  and  10)  of  appellant's  application  for 
patent  entitleil  "Collision  Demonstrating  Devices." 

Claim  10  is  quoted  as  typical : 

10.  .K  device  of  the  character  described  comprising  a 
support  having  two  designated  central  lines  intersecting 
each  other  at  right  angles  and  having  designated  co- 
orthogonal  lines  at  opposite  sides  of  sahl  central  lines 
indicating  distances  from  said  central  lines  respectively,  a 
number  of  elements  mounted  on  and  extending  above  said 
support  and  a<lju8table  to  cooperative  relation  with  said 
last  named  lines  to  Indicate  the  curbs  and  sides  of  streets, 
devices  mounted  on  nnd  extending  above  said  support  to 
represent  car  and  train  tracks  in  proper  relation  to  said 
curbs  and  sides,  and  a  numt>er  of  vehicle  images  adjustable 
on  said  support  and  said  tracks  to  ln<licate  the  positions  of 
vehicles  Involved  in  collisions  and  accidents  according  to 
said  lines. 

The  references  cited  are:  Marshall,  l,62r>,041, 
April  19,  1927;  Furber,  1.633,402,  June  21,  1927; 
Harrington   (British),  235,703  of  1925. 

Appellant's  device  is  intended  primarily  for  use 
in  demonstrating  the  physical  surroundings  of 
points  at  which  collisions  between  vehicles  occur,  to- 
gether with  the  positions  of  the  colliding  vehicles, 
,  It  comprises  members  adjustable  to  represent  and 
demonstrate  the  arrangement  of  street  intersections 
nd  places  along  streets  and  roads,  in  combination 
witL  models  designed  and  arrange<I  to  represent  ve- 
hicles, which  model.s  when  adjusttnl  with  resj^ect  to 
the  other  parts  of  the  device,  also  represent  and 
demonstrate  the  vehicles  in  collision. 

In  other  words,  it  Is  proposeil  to  make  imssible  a 
physical  reproduction,  as  in  a  court  room  for  exam- 
ple, of  the  elements  or  features  of  vehicle  collisions, 
to  the  end,  as  re<'ite<l  in  the  specification,  that  "it 
may  be  more  easily  determined  which  jwirty  was  at 
fault."  A  photographic  apparatus  is  provided  but 
this  is  not  included  in  the  claims. 

The  brief  for  appellant  describes  the  device  as 

follows : 

Appellant's  device  comprises  a  supporting  member  hav- 
ing two  designated  central  lines  Intersecting  each  other 
at  right  angles  and  having  designated  coorthogonal  lines 
at  opposite  sides  of  said  central  lines  Indicating  distances 
from  said  central  lines,  respectively,  In  combination  with 
a  number  of  three-(Mmensional  elements  mumited  on 
and  extending  atwve  said   support  and  adjustable  to  co- 
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operative  relation  to  aald  coorthogonal  lines  to  indicate 
the  curbs  and  sides  of  streets,  and  a  number  of  three 
dimensional  devices  mounted  on  and  extending  above  said 
support  to  represent  car  and  train  tracks  in  prtper  rela- 
tion to  said  curbs  and  sides. 

Each  of  the  cited  reference  patents  has  the  same 
objective  as  that  of  appellant's  device.  The  patent 
to  Marshall  is  the  basic  reference.  Of  Marshall's 
disclosure  the  Board  of  Appeals  says : 

•  •  •  Marshall  discloses  a  device  for  the  same  pur- 
pose as  applicant's  device,  the  device  comprising  a  sur- 
face divided  by  parallel  transverse  lines  and  by  parallel 
lines  at  right  angles  to  the  first  lines.  To  facilitate  the 
location  of  elements  on  the  surface  the  lines  are  numbered 
horizontally  and  lettered  vertically  beginning  In  the  upper 
lefthand  corner.  By  means  of  heavy  lines  the  surface  is 
laid  off  to  represent  different  forms  of  street  Intersections, 
lines  being  also  used  to  represent  car  tracks.  In  connec- 
tion with  this  surface  there  are  provided  elements  repre- 
senting varlou.s  types  of  vehicles. 

Harrington  and  Furber  seem  to  have  been  cited 
principally  because  of  their  showing  of  certain  ele- 
ments, some  designed  to  represent  vehicles  and 
others  designed  to  represent  the  corners  of  curbs. 

The  points  of  difference  between  the  resiiective 
(levices  of  Marshall  and  apiieliant  seem  to  be  three 
in  number,  viz.,  (1)  appellant  definitely  locates  a 
representation  of  street  intersections  at  the  cross- 
ing of  the  central  lines  provided  by  him,  which  is 
not  true  of  Marshall;  (2)  appellant  numbers  his 
lines  in  both  directions  from  the  center  lines,  where- 
as .Marshall  numl)ers  and  letters  his  lines  from  the 
upper  left-hand  corner  of  his  chart,  and  (3)  api>el- 
lant  discloses  movable  angular  members  to  repre- 
sent curb  corners  which  Marshall  does  not  show, 
but,  which,  as  has  been  stateil,  are  shown  by  botli 
Furber  and  Harrington. 

The  particular  feature  most  earnestly  emphasized 
before  us  on  belmlf  of  appellant  is  that  of  the  central 
point  of  intersection  and  the  numbering  of  the  lines 
therefrom. 

Careful  consideration  has  been  given  to  the  argu- 
ments resptK-ting  these  features  and  their  relation 
to  other  features  in  the  combination,  and  we  are 
not  convinced  of  error  in  the  conclusion  reached  by 
the  tribunals  of  the  Patent  Office.  We  are  unable 
to  see  wherein  the  application  of  appellant's  particu- 
lar form  or  method  of  applying  numbers  to  the  lines 
constitutes  invention  over  the  prior  art,  or  renders 
his  product  patentable. 

The  decision  of  the  Board  of  Appeals  Is  affirmed. 

Affirmed. 


Patent  Suits 

[Notices  under  sec.  40J1,  K.  S..  as  amended  Feb.  18.  1922] 
1.297,188,  I.  Langmuir,  System  for  amplifying  variable 
currents:  1.573.374.  P.  A.  Chamberlain.  Radio  condenser; 
1,728.879.  Rice  &  Kellogg,  Amplifying  system,  D.  C,  S.  D. 
Calif..  C.  Dlv.,  Doc.  E  551-H.  Radio  Corp.  ot  America  et  al. 
▼.  J.  L.  iliarach  (United  Kadio  Stores).  Patents  held  valid 
and  infringed    (notice  July  25.  1935). 

1.362,157.      (See   1.411,227.) 

1,353.163,  W.  C.  James,  Screened  be<l  having  vertical 
pivots,  D.  C.  N.  D.  Calif.  (San  Francisco^  Doc.  E  3715-8. 
2f.  Sinclair  v.  The  Rome  Co.,  Inc.,  et  al.  Dismissed  without 
prejudice  as  to  Marshall  &  Stearns  Co.,  July  23,  1935. 

1,392.629.  C.  r.  Dubbs,  Process  of  converting  hydro- 
carbons; 1.537.693.  G.  Egloff,  Process  for  cracking  oil.  filed 
July  24,  1935.  D.  C.  Del..  Doc.  E  1121.  Universal  Oil  Prod- 
ucts Co.  V.  Tyler-Texas  Oil  d  Refining  Co. 


1.411.227.  L.  A.  Suekoff,  Spring  cushion  construction; 
1.352,157,  same.  Spring  inserting  tool,  C.  C.  A.,  2d  Cir., 
Doc.  — ,  }iachman  Spring-Filled  Corp.  v.  Kay  Mfg.  Corp. 
Decree  modified   ^ notice  July  31,   1935). 

1,463.556,  1,518,410,  S.  A.  Reed.  Aeronautical  propeller, 
filed  July  31,  1985,  D.  C,  S.  D.  Ohio.  W.  Dlv..  Doc.  E  933. 
The  Reed  Propeller  Co.,  Inc.,  v.  The  Fay-Egan  Mfg.  Co.  et  al. 

1.467.614.  C.  W.  Eads,  Finger-nail  cleaning  compound  : 
1.819,004,  W.  C.  Roessinger,  Toilet  article,  appeal  filed 
July  25.  1935,  C.  C.  A..  2d  Clr..  Doc.  14203,  ^ortham  War- 
ren Corp.  V.  D.  F.  Newfleld  Co.,  Inc.,  et  al. 

1.505.592.  F.  W.  Epperson.  Frozen  confectionery,  filed 
July  27.  1935,  D.  C.  E.  D.  Ark.  (Little  Rock).  Doc.  E 
2733,  National  PopHcle  Corp.  et  al.  v.  Mayfloxcer  Dairy  Co. 
et  al.  Same,  filed  July  30,  1935,  D.  C,  S.  D.  N.  Y.,  Doc.  E 
81/31,  National  PoPnicle  Corp.  et  al.  v.  Bryant  Frozen  Prod- 
ucts, Inc.,  et  al. 

1,518.410.    (See  1.463.656.)     1,537,593.    (See  1,392,629.) 

1,573,374.      (See  1,297,188.) 

1.575.945,  B.  K.  Stroud,  Application  of  mud-laden  fluids 
to  oil  or  gas  wells.  D.  C.  S.  D.  Calif.  (Los  Angeles),  Doc. 
E  R-23-J.  National  Pigments  A  Chemical  Co.  v.  Western 
Talc  d  Magnesite  Co.     Decree  for  plaintiff  July  31.  1935. 

1.669.888,  P.  F.  Wollenweber,  Ignition  device;  1,735.112. 
C.  F.  Gilchrist,  Switch,  C.  C.  A.,  2d  Cir.,  Doc.  — ,  The  Elec- 
tric Auto-Lite  Co.  v.  P.  d  D.  Mfg.  Co.,  Inc.  Decree  modified 
(notice  July  31,  1935). 

1,675.593.      (See  Re.  19.634.) 
1,681.805.     (See  Re.  19.634.) 

'  1.719,848,  G.  M.  Paulson,  Spark  plug.  C.  C.  A..  2d  Clr., 
D<  c.  — .  The  B.  G.  Corp.  v.  Walter  Kidde  d  Co.,  Inc.     De- 
cree affirmed  (notice  July  31,  1935). 
1,724,821.     (See  Re.  19,634.) 
1,725.350.     (See  Re.   19,634.) 

1,728,879.    (See  1.297.168.)    1,735,112.    (See  1,669,888.) 
1.736,910,  1,835,999,  A.  L.  Goodknlght.  Airbrake  mecha- 
nism, filed  July  24,  1935.  D.  C,  N.   D.  Tex.   (Ft.  Worth), 
Doc.  E  846,  A.  L.  Ooodknight  v.  Armour  d  Co. 
1,773,704.      (See  Re.   19,634.) 

1,787,098,  N.  Wolff.  Union  suit,  appeal  filed  Ju!y  29. 
1935,  C.  C.  A.,  Ist  Clr.,  Doc.  3051,  Jordan  Marsh  Co.  v. 
N.  Wolff  et  al. 

1,803,589.      (See  Re.  19.634.) 
1,816,512.     (See  Re.   19,634.) 

1.819,004.    (See  1,467.614.)    1,835,999.    (See  1,736,910.) 
1,842,094.     (See  Re.  19.634.) 
1.812.144.    (See  Re.  19,634.) 
1.842.308.    (See  Re.  19,634.) 

1,850.086,  S.  Segal.  Writing  implement,  filed  Aug.  5. 
1935.  D.  C,  E.  D.  N.  Y.,  Doc.  E  7702,  8.  Segal  et  al.  v. 
Chilton  Pen  Co.,  Inc. 

1,854,600,  Pollak  &  Ostersetzer.  Condensation  product 
and  method  of  making  same  ;  1.858,168,  OsterseUer  &  Rle- 
seufeld.  Manufacture  of  phenol  formaldehyde  condensation 
product.  D.  C.  E.  D.  N.  Y..  Doc.  E  7299.  Catalin  Corp.  of 
America  v.  CatalaztHi  Mfg.  Co.,  Inc.,  et  al.  Decree  for 
plaintiff  July  30.  1935. 

1,855.164.     (See  Re.  19,634.) 
1.850,995.     (See  Re.    19,634.) 
1.858,168.      (See  1.854.600.) 
1,859,098.     (See  Re.  19,292.) 

1.879.863.  H.  A.  Wheeler,  Volume  control,  C.  C.  A..  2d 
Clr.,  Doc.  — ,  Hazeltine  Corp.  v.  B.  A.  Emerson  Televuiion 
Radio,  Inc.,  et  al.     Decree  affirmed  (notice  July  31.  1935). 

1.883.870.  (See  Re.   19.634.) 

1.883.871.  (See  Re.  19,634.) 

1.888,143,  L.  Poll.  Planting  machine,  filed  July  29,  1935, 
D.  C.  W.  D.  Mich.  (Grand  Rapids),  Doc.  2730,  L.  Poll  v. 
Hamilton  Mfg.  Co. 
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1.911.249,  F.  E.  Storer.  Method  and  apiutratus  for  in- 
cubation of  egKs  ;  1.911.250.  same.  Incubator,  suit  ariaInK 
under  declaratory  Judi^ment  act  and  anti-trust  laws,  filed 
Auk.  6.  ll»:?.".,  I),  r..  S.  D.  Ohio,  W.  Div..  Doc.  E  391.  The 
Petertime  Incubator  Co.  T.  The  Bundy  Incnbotor  Co.  et  al. 

1.911.250,  P.  E.  StoTer.  Incubator,  filed  July  25,  1935, 
D  C  .  W.  D.  Mich  ,  S.  Dlv..  Doc.  E  2728.  The  Bundy  In- 
cubator Co.  V.  O.  Cugley  et  al, 

1,911.250.       (S€€   1.911.249.) 

1.935.320.  £.  Johnson,  Tufted  rag  and  method  of  mak- 
ing game,  tiled  July  27.  1935,  D.  C,  S.  D.  Ind.  (New  Al- 
bany), Doc.  E  104,  Watte  Carpet  Co.  v.  /.  B.  Adet  (Superior 
Textile  Co.). 

1,945,734,  H.  R.  Culhner.  Door  lock  and  framing.  Died 
Aug.  6.  1935.  D.  C.  E.  D.  N.  T.,  Doc.  E  7703.  Metal  Door  d 
Trim  Co.  v.  H.  R.   Cullmer  et  al. 

1.946.210.     (See   Re.    19.634.) 

1,946.268.     (See  Re.    19.634.) 

1.948,056.  L.  O.  Thompson.  Fusible  blow-out  pings,  filed 
Aug.  3.  1935.  D.  C.  W.  D.  Okla.  (Oklahoma  City>,  Doc.  E 
1771,  L.  M.  Thomptton  et  al.  v.  Imtemationat  Supply  Co. 

1.962.264.  H.  Veit.  Hair  catting  and  thinning  sbearB, 
filed  July  i:i.  1935.  D.  C,  S.  D.  Calif..  C.  Dlv..  Doc.  E 
715-H.  Jetter  d  Scheerer  Prodnett,  Inc.,  et  at.  r.  W.  C. 
Meyers  (Faciflc  Import  d  Mfg.  Co.)  et  aL 

1.964.236,  L.  J.  Welch.  Printing,  filed  July  30.  1935. 
E.  D.  Mich.  (Detroit).  Doc.  7146,  The  Classroom  Teacher, 
Inc..  V.  Line  O  Scribe,  Inc. 

1.964.422.     (See  Re.   19.634.) 
1,964,438.     (See  Re.   19.634.) 

1.968.409,  1.968,410.  B.  Liebowitz,  Apparel,  filed  Aug. 
5.  1935.  D.  C.  8.  D.  N.  Y..  Doc  E  81/46,  Trubenigino  Proc- 
ess Corp.  V.  Lesnow  Bros.,  Inc. 

1.968.410.  (8e«  1,968.409.) 

1.981.538.     (See  Re.   19.634.) 

1.996,458.  A.  J.  Clancy.  Merchandise  conTeylng  and 
stacking  means,  filed  Aug.  2.  1935,  D.  C,  E.  D.  N.  Y..  Doc. 
E  7700.  Turner  Dock  Transfer  Co.,  Inc.,  v.  Columbia  Steve- 
doring Co.,  Inc.  » 

1.999.389.     (See   Re.   19,634.) 

2.005,531.  S.  J.  Brnndstein,  Adjustable  protective  trans- 
parent lampshade  covers,  filed  Aag  2.  1935,  D.  C.  S.  D. 
N.  Y.,  Doc.  E  81/41,  S.  J.  Brandstein  et  al.  v.  White 
Lamps,  Inc.,  et  al. 

Re.  17.440.      (Se«  Re.  19.634.) 

Re.  19.292  (of  1.859,098).  S.  Lerma,  Fabric  covered 
buckles.  C.  C.  A..  2d  Cir..  Doc.  14.021.  t:  very  body' g  Tool  d 
Die  Works,  Inc.,  v.  M.  Costa  (Beauty  Button  Works).  De- 
cree rt'versed    (notice  July  31.  1036). 

He.  19.6;?4  (of  1.675.5S*3».  J  .K.  Bohnsactc.  Flo<jr  snioj  ; 
1,803,5<»«,  same.  Adjn^taUe  abutment  mould;  1.816.512. 
same.  Panel  unit;  1.842.144.  same.  Panel  unit  connecting 
clip;  1.842..308,  same.  Joints  between  metallic  building 
nnlts;  1.8<*3.8"0,  same.  Metallic  bulldlnu  element; 
1.883.871.  same.  Interlocking  construction  for  metal  par- 
titions; 1,999.389.  same.  Sectional  partition  unit  con- 
struction; 1.724.821.  sjime.  Sectional  partition  unit; 
1.773, 704.  sa.np,  .Xdjustable  plinth  blocli  ;  Re.  17.440.  E.  F. 
Hauserman,  et  al..  Metal  partition:  1.681,805,  1,842,094, 
1.856,a»5,  1,946,210.  same.  Wall  structure;  1,725.35<J. 
same.  Interchangeable  partition  insert  ;  1.8'>6,164,  Balch  A 
Bohnsack,  (ilailns?  construction  for  metal  partition  panels; 
1,946,268.  same.  Metallic  partition  construction  ;  1.981.538, 
same.  Adjustable  door  unit  for  sectional  partition.^  ; 
1.964,422,  Bender  k  Walte,  Metallic  partition  .  1,964.438, 
F.  M.  Kramer,  IMlaster  for  metallic  building  structure, 
filed  Aug.  1.  1935,  D.  C,  S.  D.  N.  T.  Doc  E  81  38,  The 
B.  F.  Uauserman  Co.  v,  Atlantic  Steel  Products  Corp.  et  al. 


Chances  ra  Gatsification 

Order  No.  3.321.  August  -'6.  1935.  directs: 
In  class  W,  Textiles,  Twisting  or  Twining  (Division  21), 
establish   the  fohjwing  subclasses  and  definitions: 
Wira  ropa  making 
16.5  With  j)r»'formlng. 

Yarn  or  thread  making 
Dt-llvery    twist    tvi>e 
26.5  Filers. 

27.5  Centrifugal  pots  and  guides 

27.6  Driving 
Covering  or  wrapping 

34.5  WItli  coatlnK  or  Impregnating, 

84.6  Klt-xible  shaft  making, 
Btrmnd  strvctar* 

Coateil  or  Impregnated 
53.5  I'uper  or  paperlike  material. 

16.5.  Processes  and  devices  coming  under  subclass  16,  in 
which  means  are  provided  for  nlvlug  the  wiren 
and'or  strands  a  spiral  form,  hlmllar  to  their  final 
form,  prior  to  being  laid  into  a  rope  or  cable 
Note. — Appropriate  sulKrlasaes  of  this  class,  from  sub- 
classes 17-20  and  subclasses  40— 4S>.  should  be 
searched   for  details  of  rope  machine  structure. 

26.5.  Gulden,  usually  rotatable.  mounted  on  the  supply 
spool  or  lt.s  rotatint{  support,  whicli  assist  in  un- 
.  winding  and  twlstlnj?  the  yarn  or  thread  and  pre- 
vent the  twist  running  back  to  the  yarn  or  thread 
on  the  supply  spool. 
Note. — These  devices  are  distinct  from  the  delivery 
fliers  111  this  '  la.-s.  sulx-laHses  20,  46,  47.  and  48. 
which  fliers  osually  include  means  to  support  the 
supply  package 

27.5.  Cup,    bowl,    pot   or   bell-like  devices   which    serve   at 

the  twlstink'  spindle,  with  or  without  suitable 
traversing  guides,  within  which  filaments,  usually 
artificial  silk,  iue  wound  by  centrUuk'nl  force  The 
traversing  guide**  or  funnels  usuallT  associated 
with  these  pots  are  included  in  this  subclaas. 
Note. — Search  class  IS.  I'i..*stI(  8.  kuIk-U.^s  s.  for  pots 
included  with  filament   forming  devices. 

27.8.   Devices   comliig   under   kuIh-Uss    27  .I    having   driving 
connect ion.x  and  iiuans  for  rotating  the  p«it  and   or 
traversing  the  guide. 
Note. — Search    class    118.   Tkxtilk«.    8pi.nm.xu,   Bubclasa 
43.  for  electric  driving  of  spindles. 

34.5.  Devices  an<t  process*-*  coming  under  subclasH  34  and 

having  means  for  coating  or  impregnating  a  core 
and 'or  covering  material  and  winding  the  covering 
material   spiraiir   about    the  core. 

(1)  Note. — DevUes  in  which  the  core  Is  forme<l  in  the 
same  operation  art-  not  included.  For  the«*e.  8« 
this  class,  subclas.<<es  2  and  .'{. 

(2)  Note.— Details  of  coverlnjj  machine  structure  should 
be  searched  in  appropriate  subclasses  In   this  class. 

34.6.  Devices  and  processes  under  subclass  34  for  spirally 

winding  wires  about  a  core    to   form   flexible  drive 

shafting. 

53.5.  Strands  c<jmlng  under  subdaas  53  and  formed  wholly 
or  In  part  of  paper  or  iiaiJeriike  material.  Including 
regenerated  cellulose  sn't  similar  materials. 
Note. — For  methods  and  apparatus  for  making  such 
strands.  Bet'  this  <  lass,  subclasses  2  and  3.  and 
other  appropriate  subclasses. 

The  patents  contained  in  these  sut>claBSes  have  t>een 
taken  for  the  most  part  from  various  sut>cla.vaes  In  class 
117,   T«XTIL«8,  TWI8Tt.V0   OR   Twi.M.N'a. 

In  class  IK,  Textiles,  Spinning    (Division  21),  eatablisb 
the  following  subclass  and  definition  : 
Spinning  elamanta 
Kings  and  travelera 
59.5  With   lubrication 

59.5.  Device**  and  methods  under  subclaas  50  and  Includ- 
ing means  to  supply  lubricant  to  the  ring  and/or 
its  traveler.  This  sxit)cla>-s  does  iM»t  Include  pat- 
ents disclosing  the  conventional  lubricating  means, 
wherein  a  portion  of  the  ring  is  occasioually  manu- 
ally »mcare<l  with  grease  but  does  Include  means 
which  are  inherently  self-lubricating. 

The  patents  contained  in  this  subclass  have  l)een  taken 
for   the   most    part   from    various  subclasses  In  class   118, 

TEXTILES,    SPINMNG. 

In  class  in.  Textiles,  TuHsting  or  Twini^^g,  subclaag  2, 
add   the  following  note: 

.Note. — For  coating  or  impregnating  along  with  coverinc 

or  wrapping,  si-arch  this  class,  sutKrIass  34.5. 

In  rlatis  in,  Textiles,  Twisting  or  Twining,  subclass  3, 
change  the  definition  to  read  ; 

3.  Methods  and  devices  coming  under  subclass  2  in 
which  the  material  Is  paper  and/or  regenerated  cellulose 
or  similar  material,  with  or  without  other  material. 
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In  cla««  W,  Temtiles,  Twisting  or  Twining,  subclass  16, 
change  the   definition   to    read : 

15.  Forming  twine  or  yarn  of  strips  of  paper  and /or  re- 
generated cellulose  or  similar  material,  with  or  without 
other  material. 

In  class  W,  Tetrtilen,  Twisting  or  Twining,  subclass  60. 

change  the  title  to  read  : 

Strand  stmctnre 
60         Paper  or  paperlike  material 

and  change  the  definition  to  read : 

00.  Strands  made  wholly  or  In  part  of  strips  of  paper  or 
paperlike  material,  including  strips  of  regenerated  cel- 
lulose and  similar  material. 


Disclaimers 

1  431,499.— W<»iam  B.  Wine,  Toledo.  Ohio.  Cab-Doo« 
LOCK.  Patent  dated  October  10,  1022.  Disclaimer 
filed  August  22,  1955.  by  the  assignee,  Wine  Railway 
Appliance   Company. 

Hereby  enters  this  dlscUlmer  to  that  part  of  the  thing 
patented  which  is  claimed  in  said  patent  in  the  following 
words,  to  wit  : 

"1.  A  railway  car  having  a  door  hinged  upon  the  car 
body  a  stiffening  member  afllxed  to  the  door  and  extend- 
ing to  near  the  end  of  the  same,  a  brack-^t  near  the  end 
of  the  door  connecting  the  stiffening  memb.'r  and  the 
door,  a  door  lock  carried  by  the  bracket,  and  a  cooper- 
ating member  carried  by  the  car  in  a  position  for  engage- 
ment thereby  when  the  door  Is  swung  into  cloaed  posi- 
tion." 


1,486.210.— Wil/Jam    E.    Wine,    Toledo.    Ohio.      Doob    A«- 

BA.NOEMKNT  Foa  RAILWAY  Cabs.     Patent  dated  March 

11.    1924.      Disclaimer  filed   August   22,    1985,    by    the 

assignee.   Wine  RaiUcay  Appliance   Company. 

Hereby  enters  this  disclaimer  to  that  part  of  the  thing 

patented  which  is  claimed  In  said  patent  in  the  following 

words,  to  wit : 

•1  In  a  door  arrangement  for  railway  cart  a  door 
hlngeii  to  the  car  body  and  having  one  edge  lying  along 
the  car  side,  a  stiffening  member  secured  to  the  outer 
face  of  the  door,  the  same  having  a  web  outstanding  from 
the  door  and  having  a  marginal  flange  extending  coii- 
tlnuously  and  uninterruptedly  along  one  edge  of  the  web. 
the  snld  stiffening  member  having  an  end  projecting 
outwardly  bevond  the  e<lge  of  the  door  and  beneath  the 
side  of  tlie  car.  the  said  projecting  end  Uintr  of  rt-ducetl 
depth  coropare<l  to  that  of  the  major  portion  of  said  mem- 
ber and  said  reduction  in  depth  being  effec("d  along 
the  e<lge  of  the  meml»er  opposite  to  that  carryins;  the  said 
marginal  flunue,  a  local  marginal  flange  secured  along 
the  edge  of  the  projecting  end  of  the  stiffening  meml>er 
and  arranged  to  lie  suhstantlally  paralbl  with  the  said 
continuous  marginal  flanire  and  bordering  the  edg»  of  the 
web  opposite  that  carrying  said  continuous  flange,  and  n 
d<K)r  supporting  hook  pivoted  to  the  side  of  the  car  and 
arranged  to  Meat  beneath  the  said  local   marginal   flange. 

•4  In  a  door  arrangement  for  railway  cars,  a  diwr 
hinged  to  the  car  body  and  having  one  edge  lying  alone 
the  car  side,  a  door-supporting  hook  pivoted  to  the  car 
Bid.'  adjacent  the  said  edge  of  the  door,  and  a  stiffening 
member  secured  to  the  outer  face  of  the  door  r.rovlde<l  with 
an  end  projecting  outwardly  beyond  the  said  edge  of  the 
door  an«l  l>eyond  the  line  of  the  car  side,  the  said  ftlffcnlug 
member  having  for  sulistantlallv  Its  full  leuffth  a  oonlinu- 
ous  niarulnal  flange  extending  unlnterrupte^lly  along  Ihe 
said  projecting  end  thereof,  and  the  edge  of  the  project- 
ing end  of  the  said  stiffening  meml)er  opposite  said  fiance 
lK»lng  of  reduced  depth  as  compared  to  that  of  Ihe  miiiii 
portion  of  the  stiffening  meml)er  and  being  provided  wMh 
n  local  marginal  finnge  In  the  vicinity  of  and  adapted  for 
engagement  by  the  said  door-supporting  hook." 


1,738,057.— B vers    W.   Kadel.   Baltimore.    Md.      Cab  DooB 
LocKiNO   Dmct.      Patent    dated    Deceml)er   3.    1929. 
Disctalnier    filed    August    22.    1935,    by    the    assignee. 
Wine  Railway  Appliance  Company. 
Hereby  enters  this  disclaimer  to  that  part  of  the  thing 
patented  which  is  claimed  In  said  patent  in  the  following 
words,  to  wit  : 

"7  In  mechanism  of  the  character  Indicated,  the  com- 
bination with  a  door  hinged  to  the  car  lK>dy.  of  a  stiffen- 
ing beam  secured  to  the  outer  face  of  "^Id  door  and  ter 
mlnatlng   adjacent   an   edge  thereof,   a   housing  affixed   to 


said  beam,  a  latch  plvotally  connected  to  s-ald  housing 
and  extending  in  the  direction  of  length  of  said  atlffeninj! 
beam  and  projecting  beyond  the  edge  of  the  door,  a  ro- 
tatable cam  for  preventing  pivotal  movement  of  said 
latch  with  respect  to  said  beam,  and  a  bracket  carried  ov 
the  car  side  and  extending  beyond  an  edge  thereof  ad- 
jacent said  door,  the  said  bracket  having  a.  portion  adapted 
to  cooperate  with  said  latch  to  support  said  door  against 
opening  movement,  and  said  latch  being  provided  at  its 
outer  end  with  an  offset  portion  adapted  to  Interlock 
with  a  portion  of  said  bracket  to  limit  mo\ement  of 
the  latter  in  the  direction  of  length  of  said  latch." 

"16    In  meclianlsm  of  the  character  indicated,  the  com- 
bination  with   a    pair    of   doors   hinged    to    the    car   body, 
of  a  door  spreader  secured  to  said  doors  for   maintaining 
them  In  spaced  relation,  said  spreader  belns  of  less  leneth 
than  the  width  of  the   car  body   and   terminating   within 
the  limits  of  said  doors,  housings  carried  by  said  spreader 
at   the  ends   thereof,   latches    respectively    pivoted   to   said 
housings   and   extending    beyond   the    correspondingly    ad- 
jacent ends  of  said  spreader,  rotatable  cams  respectively 
cooperating   with    said    latches   to    prevent    pivotal    move- 
ment   of   the   latter,   and    shouldered    brackets   carrie<l    by 
the  car  sides   for   respectively  engaging   the  said   latche* 
to  support   said  doors,   said   latches   being  provided    with 
projections  which  are   adapted   to  cooperate  with   the   re- 
spective   brackets    to    constitute    means    for    transmitting 
tNilglng  strains  of  the  car  sides  from  said  brackets  through 
the  respective  latches  and  housings  to  said  door  spreader. 
"16.   In  mechanism  of  the  character  Indicated,  the  com- 
bination   with    a   pair  of  sheet   metal   door   plates   hinged 
to  the  car  body,  of  a  door  spreader  secured  to  said  doors 
for  maintaining  the  same  in  spaced  relation,  said  spreader 
being  of  less  length  than  the  width  of  the  car  body  and 
terminating  within  the  limits  of  said  «loors,  housings  car- 
ried bv  the  ends  of  said  spreader  and  secured  thereto  in- 
dependently of  the  said  door  plates,  latch.-s  pivotallv  con- 
necteil   to  the   respective  housings,   movable   means  for  co- 
operating with  said  latches  to  prevent  plvatil  movement 
of  the   latter,  and  brackets  carried  by  the   car   nldefi    for 
cooperating  with  the  respective  latches  to   maintain   said 
doors   in    closed    position,    said   brackets    having   Khouldcrs 
for  engaging  the  corresponding  latches,  and  th.^  ^ald  latches 
forming    beams    respectively    bridging    the    rpare    I  etween 
the  ends  of  the  said  spreader  and  the  said  brackets." 

"19.  In  mechanism  of  the  character  Indicated,  the  com- 
bination with  a  sheet  metal  door  plate  hinged  to  the  car 
l>ody,  of  a  flanged  stiffening  beam  secured  to  the  outer 
face  of  said  door  and  terminating  near  an  edge  thereof, 
a  housing  member  rigidly  s«'cored  to  the  end  of  said  stiffen- 
ing beam  independently  of  the  door  plate,  a  latch  plvotally 
connected  to  said  housing  memt)er  and  extending  length- 
wise of  said  stiffening  beam  and  projecting  beyond  the 
edge  of  said  door,  means  carried  by  said  door  for  locking 
said  latch  against  pivotal  movement  with  respect  to  Raid 
l>eam.  and  a  bracket  secured  to  the  car  and  provided  with 
a  shoulder  adapted  to  cooperate  with  said  latch  to  sup- 
port said  door  in  closed  position. 

"20  In  mechanism  or  the  character  Indicated,  the  com- 
bination with  a  door  hinged  to  the  car  body,  of  a  flanged 
stiffening  beam  secured  to  the  outer  face  of  said  door  and 
terminating  adjacent  an  edge  thereof,  a  houKln*'  affixed 
to  said  flanged  beam,  a  latch  plvotally  connected  to  aaid 
housing  an<l  extending  in  the  direction  of  length  of  said 
l>e«m  and  projecting  beyond  the  edge  of  the  door,  a  ro- 
tatable cam  adapted  to  engage  said  latch  to  lock  the  lat- 
ter against  pivotal  movement  with  respect  to  said  i>eam. 
and  a  bracket  carried  by  the  car.  the  said  bracket  having  a 
portion  adapted  to  cooperate  with  said  latch  to  snnport 
said  door  airalnst  opening  movement,  and  said  latch  be- 
ing provided  at  its  outer  end  with  an  offset  portion 
adapted  to  interlock  with  a  portion  of  said  bracket  to 
limit  movement  of  the  latter  in  the  direction  of  length  of 

said  latch."  .  ^      .    „         ,    .u 

"22  In  mechanism  of  the  character  indicate<l.  the  com- 
bination with  a  door  hinged  to  the  car  body,  of  a  door 
Ktlffener  formed  as  a  flanged  member  secured  to  the  outer 
face  of  said  door  and  extending  parallel  to  the  hinge  axis 
thereof,  a  latch  plvotally  mounted  on  said  door  and  ex- 
tending 1>eyond  an  edge  of  the  latter  In  the  direction  of 
length  of  said  door  stlffener.  a  housing  member  ^e^'ured 
to  said  stlffener  and  overlying  the  outer  side  of  said  Intch, 
a  rotatal)le  cam  adapted  to  prevent  pivotal  movement  of 
said  latch  with  respect  to  said  door  stlffener,  and  a  shoul- 
dered bracket  rigidly  secured  to  the  car  for  engaging 
said  latch  to  prevent  said  door  from  executing  an  open- 
ing movement,  said  latch  being  provided  with  a  projec- 
tion adapted  to  cooperate  with  said  bracket  to  constitute 
means  for  transmitting  buldng  strains  of  the  car  body 
from  said  bracket  through  said  latch  and  housing  to  said 
door  stlffener "  .     ,,  ^      . 

"27.  In  mechanism  of  the  character  indicated,  the  com- 
bination with  a  door  plate  hinged  to  the  car  l)ody.  of  a 
door  stiffening  member  affixed  to  the  otiter  face  of  said 
door  and  extending  from  a  point  adjacent  one  side  of  the 
car  to  a  point  adjacent  the  other  side  of  the  car,  brackets 
secured  to  the  ends  of  said  door  stiffening  memt>er  inde- 
pen<ienflv  of  the  do<^»r  plate,  latches  plvotally  mounted  on 
the  respective  brackets  and  extending  outwardlv  beyond 
neighboring  portions  of  the  car  sides,  said  latches  being 
operable  in  planes  substantially  parallel  to  the  plane  of 
tne  door  plate,  shouldered  brackets  affixed  to  the  car  sides 
in  position  to  t>e  engaged  by  the  respective  latches  for  svip- 
portlng  the  door  against  an  opening  movement,  and  cams 
plvotally  mounted  on  the  respective  brackets  secured  to  the 
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ends  of  said  stiffenin);  member,  said  cams  being  adapted 
to  maintain  tne  ^aia  latcnes  in  en^aifrement  wuti  tQe  snoul- 
dered  brackets  affixed  to  the  car  sides." 


1,774.137. — John  Good,  Garden  City,  and  Elliot  O.  Beaver, 
Mineola.  N.  Y.    OIL  Bcb.neb.     Patent  dated  August  26, 
1930.      Disclaimer  filed   August    14.   1935.   by  the  as- 
signee,   Good  Intentiona   Co. 
Hereby   enters  this  disclaimer,   to  wit  : 

'    (1)    From  claim   3,  all  burner  control  systems  wherein 

the  room  thermostat  holds  the  burner  motor  switch  closed 

through  the  asency  of  the  timing  device. 

(2>    From  claim   25.   all   burner  control  systems  except 

those  wherein   the  igniter  is   rendered  active  in   re8p«>nse 

to  the   closure  of  the  room  thermostat. 


1,788,476.— Edumrd  F.  Wat»on,  Larchmont.  N.  Y.     ELIC- 

tbical  PiCTURi  Transmission.    Patent  dated  January 

13,    1931.      Disclaimer    filed   .Vugust    16,    1935.   by   the 

assignee,  American  Telephone  and  Telegraph  Company. 

Hereby  enters  this  di.sclaimer  to  the  subject-matter  of  the 

said  claims  of  said  Letters  Patent  which  are   in  the  fol- 

lo\viB,i  worcis,  to  wit  : 

"4.  In  a  signaling  system,  a  source  of  periodically  vary- 
ina:  current,  a  source  of  current  varying  in  accordance 
with  signals,  a  transmitting  circuit,  a  source  of  signaling 
voltage,  switching  means  for  associating  said  source  of 
signaling  voltage,  with  said  tran.smitting  circuit,  said 
switching  means  being  acted  upon  by  said  source  of 
periodically  varying  current  so  as  to  tend  to  actuate  It  In 
one  direction  and  by  said  second  source  of  varying  cur- 
rent so  as  to  tend  to  actuate  it  in  the  opposite  direction. 

'"5.  In  a  picture  transmission  system,  a  source  of  pe- 
riodically varying  current,  a  source  of  varying  current 
modulated  in  accordance  with  the  tone  values  of  the  ele- 
mental areas  of  the  picture  to  be  transmitted,  a  trans- 
mitting circuit,  a  source  of  signaling  voltage,  and  switch- 
ing means  for  associating  said  source  of  signaling  voltage 
with  said  transmitting  circuit,  said  switching  means  being 
actuated  by  said  periodically  varying  current  to  tend  to 
move  said  switching  means  in  one  direction  and  by  said 
second  source  of  varying  current  to  tend  to  move  said 
switching   means  in   the  opposite  direction." 

"8.  In  a  picture  transmission  system,  a  current  operated 
rwltching  device,  means  for  impressing  current  upon  said 
device  for  causing;  a  switching  operation  during  successive 
equal  time  intervals,  means  for  determining  the  time  of 
initiation  of  a  switching  operation  in  accordance  with  the 
tone  values  of  elemental  areas  of  a  picture  to  be  trans- 
mitted, and  means  for  pro<Iuolng  Impulses  of  current  con- 
trolled by  said  switching  device. 

"11.  In  a  picture  transmission  system,  means  for  pro- 
dadDS  electrical  current  Impulses  of  the  same  polarity 
during  succes.«ive  equal  time  Intervals,  and  means  for 
determining  the  time  of  initiation  of  said  impulses  in 
accordance  with  the  tone  values  of  elemental  areas  of  a 
picture   to  be   transmitted. 

"12.  In  a  picture  transmission  system,  means  for  pro- 
ducing electrical  current  Impulses  of  the  same  polarity 
during  successive  equal  time  intervals,  and  means  for  de- 
termining both  the  time  of  initiation  and  of  the  termina- 
tion of  said  impulses  in  accordance  with  the  tone  values 
of  elemental  areas  of  a  picture  to   be  transmitted." 


1.914.545.— Lo«i«  //.  Von  Ohlten  and  Frank  W.  Ood»ey,Jr., 
New  Haven,  Conn.  Systim  and  Appakatus  fob  Rbg- 
ULATiON.  Patent  dated  June  20,  1933.  Disclaimer 
flle<l  August  17,  1935,  by  the  patentees,  the  assignee. 
The  Safety  Car  Heating  d  Lighting  Company,  a.ssent- 
Ing. 
Hereby  enter  this  their  disclaimer  to  claims  8.  9.  and 

10  of  the  said  Letters   Patent   which   said   claims  are  in 

the  following  words  : 

"8.  In  apparatus  of  the  charac  ter  described.  In  combina- 
tion, a  source  of  alternating  current:  and  means  for  regu- 
lating a  function  of  the  output  of  said  source,  said  means 
including  an  electronic  conduction  device  having  a  control 
ele<tro«le.  a  winding  energlxed  by  alternating  current,  a 
wiiiiliiii;  riinntcted  to  be  responsive  to  a  function  of  the 
output  of  ^aid  source,  core  means  related  to  said  wlnd- 
liiifs.  one  of  said  windings  and  said  core  means  having  a 
dltfereiit  saturation  characteristic  from  said  other  wind- 
iii::  and  s>iid  rorn  means,  and  means  controlled  by  the 
inductive  effects  produced  by  said  windings  for  affecting 
said  control  element. 


•9.  In  apparatus  of  the  character  described.  In  combina- 
tion, a  source  of  alternating  current  ;  and  means  for  regu- 
lating a  function  of  the  output  of  said  t^ource,  said  means 
Including  an  electronic  conduction  device  having  a  control 
electrode,  a  winding  energiied  by  alternating  current,  a 
winding  connected  to  be  responsive  to  a  function  of  the 
output  of  said  source,  core  means  related  to  said  windings, 
one  of  said  windings  and  aaid  core  means  having  a  dif- 
ferent saturation  characteristic  from  said  other  winding 
and  said  core  means,  a  secondary  winding  Inductively  re- 
lated to  said  flrst-mentloned  winning,  a  secondary  winding 
inductively  relate<l  to  said  second-mentioned  winding,  and 
means  connecting  said  control  element  to  be  responsive  to 
the  difference  between  the  potentials  induced  in  said  sec- 
ondary windings. 

"10.  In  apparatus  of  the  character  described,  in  com- 
bination, a  source  of  alternatinK  current  ;  and  means  for 
regulating  a  function  of  the  output  of  said  source,  said 
means  inchidlng  an  electronic  conduction  device  having  a 
control  electrode,  a  winding  energized  by  alternating  cur- 
rent, a  winding  connected  to  be  responsive  to  a  function 
of  the  output  of  said  source,  core  means  related  to  said 
winding,  one  of  said  windings  and  said  core  means  having 
a  different  saturation  characteristic  from  said  other  winiH 
Ing  and  said  core  means,  a  secondary  winding  Inductively 
related  to  said  first-mentioned  winding,  a  secondary  wind- 
ing inductively  related  to  said  second-mentioned  winding, 
and  a  step-up  transformer  of  relatively  high  ratio  having 
Its  low  tension  winding  connected  to  be  responsive  to  the 
difference  In  the  voltages  of  .said  secondary  windings  and 
having  its  high  tension  winding  connected  to  affect  said 
control  element." 


1,901.154.— WiiHam  A.  MacDonald,  Little  Neck,  N.  Y. 
WAV!  SiGNALixo  SYSTIM.  Patent  dated  June  5.  1934. 
Disclaimer  filed  August  20.  1935,  by  the  patentee, 
the  assignee,  Hazeltine  Corporation,  assenting. 

Hereby  enters  this  disclaimer  to  claims  1,  3,  4,  7,  15,  16, 
and   18  of  said  patent  which   are  In   the   following  words: 

"1.  A  high  frequency  electrical  coupling  system  having 
Input  and  output  terminals  for  interct)nnecting  successive 
portions  of  a  multi-stage  thermionic  radio  receiver,  com- 
prising, at  least  one  resonant  circuit  tunaide  throughout 
a  frequency  range,  and  fixed  Impedance  means  Included  In 
said  coupling  system  producing  effects  so  variable  with 
frequency  as  to  maintain  the  resonance  band  width  of  said 
coupling  system  substantially  constant  throughout  said 
tunable   frequency    range." 

"3.  A  tunable  high  frequency  electrical  coupling  circuit 
adapted  to  Interconnect  successive  portions  of  a  multi- 
stage thermionic  radio  receiver,  comprising,  a  resonant 
secondary  circuit,  and  a  primary  circuit  Including  a  plu- 
rality of  fixed  impeilance  means  so  arranged  and  coupled 
to  said  secondary  circuit  as  to  produce  effectively  In  said 
secondary  circuit  dualiftlc  reactions  proportioned  to  main- 
tain the  selectivity  of  said  coupling  system  substantially 
constant  throughout  a  tunable  frequency  range. 

"4.  A  tunable  high  frequency  electrical  coupling  system 
adapted  to  Interconnect  successive  portions  of  a  multi- 
stage thermionic  radio  receiver,  comprising,  a  resonant 
secondary  circuit,  and  a  primary  circuit  Including  a  plu- 
rality of  fixed  impedance  means  so  arranged  and  coupled  to 
said  secondary  circuit  as  to  produce  effectively  in  said 
secondary  circuit  duallstlc  reactions  which  vary  oppohlte- 
ly  with  frequency  at  such  rate  as  to  maintain  the  selec- 
tivity of  said  coupling  system  substantially  constant 
throughout   a   tunable  freauency   range." 

"7.  \  high  frequency  electrical  coupling  system  Includ- 
ing at  least  one  resonant  circuit  tunable  throughout  a 
frequency  range,  and  fixed  Impedance  means  included  In 
said  resonant  circuit  producing  effects  so  variable  with 
frequency  as  to  provide  approximately  the  same  resonance 
band  widths  for  said  i-'iuplitig  system  at  the  upper  and 
lower  frequency    limits  <.f  nald  tunable   range  " 

"15.  An  electric  coupllDg  system  comprising  a  pair  of 
resonant  circuits  tunable  to  the  same  frequency  over  a 
wide  range  of  frequency,  a  control  member  for  simultane- 
ously tuning  said  circuits,  means  producing  a  pair  of  cou- 
f dings  between  said  circuits  which  vary  with  frequency 
n  an  opposite  manner  Telatlvely  to  each  other,  said 
couplings  being  proportioned  to  Increase  when  the  fre- 
quency of  tuning  Is  derreased  whereby  the  width  of  the 
frequeicy  band  transmitted  by  said  system  Is  maintained 
substantially    uniform  ovfr   the   tuning    range. 

"16.  An  electric  coupling  system  nrdrdlng  to  claim 
15  In  which  said  pair  of  c<iuplingx  is  an  electromagnetic 
coupling  and  an  electrostatic  coupling." 

"18.  An  electric  coupling  system  comprising  a  pair  of 
resonant  circuits  tunable  to  the  same  frequency  over  a 
wide  frequency  range,  a  control  member  for  simultane- 
rusly  tuning  said  circuits,  means  producing  an  electro- 
magnetic coupling  and  means  producing  an  electrostatic 
coupling,  between  said  circuits,  said  couplings  being  pro- 
portioned to  provide  a  resultant  coupling  between  said 
circuits  which  Is  substantially  less  than  optimum  when 
said  circuits  are  tuned  to  a  high  frequency  and  l>ecomes 
greater  as  said  circuits  are  tuned  to  lower  frequencies." 
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The  following  trade-marks  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  davs  of  this  publication. 

Marks  applied  for  "  under  the  ten-year  proviso "  are  registrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  February  18,  1911. 

As  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

8er.  No.  ;i61.u91.     J.  W.  &  A.  P.  Howahd  Comp.^nt.  Corry. 
Pa.     Filed  Feb.  6.  1935. 

KORRYKROME 


For  Sole  Leather. 

Claims  use  since  Oct.  1.  1910. 


Ser.  No.  367,607.     Geobge  O.  Jenkins  Company.  Bridge- 
water,  Mass.     Filed  July   24,    1935. 


MPECTRO 


For    Fibreboanl    or    I.#atherboard    for    I'se    in    Making 
liuilt-Cp    Heels    for    Shoes. 

Claims  use  since-  July    15.    1936. 


Ser.  No.  362.408.     Ferho  Enamel  Cobpobation,  Cleveland, 
Ohio.      Filed    Mar.    12,    1935. 


Al^m^ 


Ser.  No.  365.351. 
rinnati,  Ohio. 


CLASS  2 

Receptacles 

The  chatpield  k  Woods  sack  Co..  Cln- 
Flled  Aug.   2:{,   1934. 


AH  wording  except  "Ferro"  Is  disclaimed. 
For  Hanging  Racks.   Hip  Tanks,    and   Pickling  Baskets 
of  Wood  or  Metal. 

Claims  use  since  Sept.  11,  1934. 


Ser.  No.  .367.308.     Midland  rKODUCTS.  Inc.,  St.  Louis,  Mo. 
Filed  July  15,   1035. 


No  claim  Is  made  to  the  words  "Cincinnati,  O. 

For  Taper  Sacks. 

Claims  use  since  August,  lO'JO. 


UBE 


No  claim  is  made  to  the  word  "Tube"  apart  from^the 
mark  as  shown. 

For  Paper.  Cellulose  Tissue.  Celluloid.  Fabric,  and  Rub- 
ber Tubing  Used  as  Containers  for  Various  Articles  of 
Merchandise. 

Claims  use  since  Mar.  6,  1935. 
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CLASS  3 

Baggage,    Animal     Equipments,    Portfolios,    and 

Pocketbooks 

8«r.  No.  366,278.   Habtma.nn  Tbink  Company.  Racine,  Wig. 
Filed  June  17,  1D35. 


BONDSTREETER 


For   Suitcases.    Hat    Boxes    for   Luggage   l*urpo»ea,   «nd 
Wardrobe    Liau«l    LukkiS**- 

Claims  u»f  sinoe   Apr.   30.    19?5. 


Ser.  No.  367,857.     Fai«D»iAM-LoB»L,  Inc.,  New  York,  N.  Y. 
Filed  July  31,  193o. 


FRI  -   LO 


For    L<i(li»'8     HaDdbaga. 

Claims   us«   since  July  1^4.    1935. 


CLASS  4 

Abrasive,  Detergent,  and  Polishing  Materials 

Ser.  No.  3r..{.51»i      \  ^BiAs  M    Kalihdia.n.  n>w  York,  N.  Y. 

Filed    July    o,    1^34. 

NEUTROTON 


Ser.  No.  3»V4.148.  I'ArL  I>ctcb  Mri.HBNS,  doing  busineaa 
as  i!^u  d«  Cologne-  ft  I'arfUnierie-Fabrik  "Ulockengaase 
No.  4711"  OeKenUt)er  der  Pferdepoat  von  Ferd.  Mtll- 
hena,  Cologne,  (Jermany.     Filed  Apr.  24.  1935. 


For  Soapi,  Toilet  Soapa,  Sharing  Soapit.  a  Cleaning 
Preparation  for  Removing  Spots,  Glycerine  Sonps.  Bath 
Soaps,  Oeam  8<>ap».  Liquid  Glycerine  Soaps.  8ilver  Clean- 
ing  Soaps,    Sharing   Sticks. 

Claims  use  since  June  21.   1920. 


Ser.    No.    364,801.      Meybb    B.    Kbri.x.    ilulng    buxinesa    as 
Plck-lt    Products  Co..  New   York.   N.   Y.      Filed   May  8 
1935. 


■^ 


For  Rug  Cleaning  Compound. 
Claims  use  since  Apr    23.   1934. 


Ser.   No.  353,832.     Edwabo   W.   Zabel.   doing   business  as 
Happy    Chin    Company,    Chicago,    111.      Filed    July    12 
1934. 


The  drawing  is  lined  for  blue. 

For  Cleaning  and   Washing   Powder. 

Claims   use   since   Not.   1,   1934. 


Ser.  No.  364,876.  .Vbthcb  KoixioaBEKtiKx.  doinx  business 
•8  Mid  West  Laltoratories,  Des  Molneii.  Iowa.  Filed 
May   13.   1935. 

Nu  •  Ball 

For  Clianer  for  I>«th»r  .Vthl»tU  <i(><ids.  Surh  as  Foot 
balls.  BaHeballx.  Uasketltallx.  Volley  Hal)"  Leather  (llores 
MIttenM.    and    the    Like 

ClalmH    use    nincp    .Novemt>er.    1!'H4 


For  Shavteff  Cream. 

Claims  oae  ttnce  June  11,  1934. 


Ser.  No.  865,748.     ADOLr  Schabf.  doing  business  an  Rose 
Products  Co.,  CIrer...    Ill      Flle<i  June  H    15».35 

C-I-C 

For  Stove  Poll«h.    Porcelain   Cleaner.  Metal   PollHh,   and 
Metnl    ("leaner 

ClaimK   use   since  May   1.   1930. 
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Ser.  No.  365,82ft.     Albin  David  bowman,  St.  Paul.  Minn. 
Filed  June  5,   1935. 


For  Soaps. 

Claims  uae  since  Jan.  1,  lt)28. 


8er.  No.  305,842.     Flobay  I^bodccts,  inc..  doing  business 
as  Vanlsope  I'ompany.  Cincinnati,  Ohio.     Filed  June  6, 


1935 


V 


anisope 


For  Soap  Powder  for  I'se  as 
Claims  use  irtnce  Sept.  2« 


IS  mM 
WW 


and  Cleaner. 


Ser.  No.    36r».ft07.     Wkhtvaco  Chi.obixb  Pboducts  Inc., 
New  York,  N.  Y.     Filed  June  8,  1935. 

Tromefe 

For    Chemical    Cleaning    Compound    for    General    Uae, 
Having  Incidental  Properties  as  a  Water  Softener. 
Claims  use  since  Nov.  13,  1924. 


Ser.  No.  366.548.  The  Battery  Eouipment  &  Sopplt 
company,  doing  liusiness  as  B«'8co  I^iboratorles,  Chi- 
cago,  111.      Filed  June  24.    1935. 


LOCIUID 


The   word    "Liquid"    Ih   disclaimed. 

For    I'repH ration    for   Cl.mning   and   Polishing   the   Sur- 
face of  Glass  and    IJkf    Materials. 
Claims   use   wince    March,   1931. 


y 


Ser.  No.  866.600.    Habkins  Bbothebs  ft  Company,  Omaha, 
Nebr.     Filed  June  26.  1935.     Under  10-year  proviso. 

PERFECT 


F'or    Soaps. 

Claims  use  since  1888. 


Ser.  No.  366.701.     Ati.as  Scpplt  Company,  Newark,  N.  J. 
Filed  June  27,   1935. 

ATLAS 
PAK-O-WAX 

The  words  "Pak'"  and  "Wax"  are  disclaimed. 
For  Wax-bearing  Waxing  Pads. 
Claims  use  since  June  24.  1935. 


Ser.    No.    367,300.      Liohtpoot   Scholtz   Co.,   New    York, 
N.  Y.,  and  Hoboken.  N.  J.     Filed  July  16,  1935. 

GMCE 

For  Soaps  In  Cake.   I'uvrden  d.   and   Liquid   I-orms. 
Claims  use  since  1921. 


Ser.  No.  .■•.<i7,370.     The  Pcbe  0!i,  Compaity,  Chicago,  111. 
Filed  Julv  16,   1935. 

PUROFANE 

For  Liquid  or  Paste  I»reparatlons  for  Use  in  Dressing 
Fabric.  Leather,  and  Rubber  Surfaces,  and  for  Cleaning 
Upholstery.  Fabric,  Metal,  and  Glass. 

Claims  use  since  Jan.  14,  lO^Jo. 


CLASS  6 

Chemicals,   Medicines,  and   Pharmaceutical 
Preparations 

Ser.   No.   356,263.     Medical   Saucs   Compauy,  Ltd.,    Los 
Angeles,   Calif.      Filed    Sept.    21,    1934. 

FORMULA -761 

The   word   "Formula"    is   disclaimed. 
F'or  Antl-obeslty   Preparation. 
Claims  use   since  Dec.  15,  1933. 


Ser.     No.    360,920.      J.    RoY     Allen,    doing    business    as 
Chasers  Co.,  New  York,  N.  Y.     Filed  Jan.  31,  1935. 

CHASERS 

For  Preparation  for  NentrallT.lng  and  Overconilnp  Alco- 
holic  and    Similar    Breath    Odors. 
Claims  use  since  Jan.   22,   1935. 
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Ser.  No.  301,271.  Thk  Kilitch  roMPAXT,  doing  buainetw 
as  D.  F.  Bennett,  Druggist,  Belleville  and  Royalton, 
III.     Filed  Feb.  11,  1935. 


oooooooooo®oooooooooooooo<Kvaoooooo^«o 
For  Medicine  for  the  Treatment  of  Athlete's  Foot,  Ring- 
worm. Para.sitic  Itch,  Barber's   Itch.  Eczema,   I'nison   Ivy, 
and   Other  Irritations  of  the   Skin. 
Claims  use  plnce  Dec.   1,   19X\. 


8er.  No.  361,721.  Lawrbnck  Richako  Bbucc,  Inc.,  doing 
business  as  '"Murj  "  and  "Clalrol,  Inc.",  New  York,  N.  Y. 
Filed  Feb.  23.   1935. 


The  desiicn   is    fanciful. 

For    Hair  Dye,   Hair  Washes,   Shampoo,  and  Hair   Dye 
Removers. 

Claims  use  since   .\pril.    19;V2 


Ser.  No.  364,149.  Pacl  PBTRh  MCLhcns.  doing  basiness 
as  Eau  de  Cologne-  &  rarfdnierie-Fabrik  "(Jlockengasse 
No.  477"  Gegeiiilber  dtT  Tferfiepost  von  Ferd.  Miilhens, 
Cologne,  Germuiv       FlL-^i   .\pr    24.   1935. 


•.'if  I  ■•   t  id  -J. 


F»r  Eau  (ie  Colojrne,  I..avender  Water,  Hair  and  Mouth 
Washes,  Perfumes,  F:thereal  Oils.  Brilllantine.  Depilatory, 
Shampoo  Powder,  Cosmetic  Preparations — Namely,  Van- 
ishinu  Cream,  Cold  Cream,  Bath  Salts,  Talcum  and  Face 
Powders.  Cosmetic  Salves,  Tooth  Paste,  Sachet  Powder, 
Smelling  Salts.  Nail  Crayon,  After  Shaving  Lotion,  Laun- 
dry Starch,  and  Preparations  Thereof. 

Claims  u^e  since  June  21.  1920. 


Ser.  No.  364,156.    The  Voltol  Co.,  Brooklyn,  N.  Y.    Filed 
Apr.   24,   1935. 


The  drawlBg  la  lined  for  red  and  blue. 

For  Intamal  Pharmaceutical  and  Medicinal  Prepara- 
tion Used  as  a  Tonic,  Appetiier,  Digestive,  Stomachic, 
Corrective  of  Constliiatlon.  and  Also  T^sed  to  Relieve  Gas, 
Sour  Stomach.  Headache,  and  Diiiinesa  When  Due  to 
Chronic  Constipation. 

Claims  use  since  Mar.    13,   1935. 


Ser.   No.   304.8«7.      W.    R.   IIiei.eb,    Houston,  Tex.      Filed 
May   13,   1035. 


The  portrait  is  that  of  O.  W.  Peeler,  deceased. 
For  Preparation    for  the   Treatment  of  Kidney  Worms, 
and   Chicken   and    Hog  Cholera. 

Claims  ure  since  Aug.   16,   1934.    - 


Ser.    No.    360.044.      So<  if.xft  vmn  PAKjri  mh  WiiL,  Socifirfi 
ANO.HTMG,  Paris,  France,     tnied  May  17,  1935. 


?J 


ANTILOPE 


n 


For  Perfumes.  Toilet  Waters,  Rouge,  Lipstick,  and  Face 
Cream. 

Claims  u.<«e  since  May  1,  1031. 


Ser.  No.  365,260.     PLOtoH,  Inc.,  doing  i>uslness  as  St.  Jos- 
eph Ijiboratorles.  Memphis,  Tenn.     Filed  May  22,  1935. 

PENORUB 

For  Penetrating  Absorbent  Liniment  for  Son»  Muscles, 
Sprains.  Bruises.  Neuralgia  Aches  and  Pains,  and  Athlete's 
Foot. 

Claims  use  since  Apr.  1,  1035. 
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Ser.  No.  305,294.     A.  H.  HorrMAN,  jsc,  LandisvlUe,   Pa. 
Filed    May    23,    1035. 


The   drawing  is   lined   for   red   and   blue    but   the  mark 
claimed  is   not   limited  to  those  colors. 

For  Powdered  Tobacco  for    I'se  as  an   Insecticide. 
Claims  use  since  Dec.  28,  1934. 


Ser.  No.  365,:t55.     'Virginia  Shbkidan,  Inc.,  Chicago,  HI. 
Filed    May  24.  1935. 


The  word   "Crep«'"   is  disclaimed. 

For  Product  for  Concealing  Birthmarks. 

Claims  use  since  1930. 


Ser.  No.  305.648.  Oi-D  Trails  Laboratories.  Inc.,  doing 
business  as  Old  Trails,  Incorporated,  Terre  Haute,  Ind. 
Filed   May  31,    1035. 


OLD 


TRAILS 


For  Laxative  luul   .siuiiiachlc  Appetizer  and  for   a  La/ 
ntive  Compound. 

Claims  uae  since  Mar.  10,   1935. 


Ser.    No.   360.103.     Low  Chkmical  Company.  Inc.,  New 
York    V    T      Klb'd  June  12,  1035. 

STERIPHONE 

For  (ierinlcide. 

Claims   uw  since   Apr.    17,   19.35. 


Ser.  No.  360.107.     McKkssox  &  robbins.  Incorporated, 
BridReport  and  Fairfield,   Conn.      Filed  June  12,    1035. 

MERTOXOL 

For  A(iueous  Isotonic  Solution,  a  Stable  Organic  Mer- 
cury Compound  and  Potent  Bactericide,  Also  an  Oil  Solu- 
tion I'sed  as  a  Germicide,  Also  an  Alcohol  and  Acetone 
Solution  I'Ked  as  a  Germicide,  Each  Containing  in  Dif- 
ferent Proportions  Acetoxy-Mercurl-2-Ethyi  HexylPhenol 
Sulfonic  Acid. 

Claims  use  since  Mar.    15.    lO.'WS. 


Ser.   No.   300.240.      Pi.oruii,   Ixc,  doing  business  as   Tee- 
Tone  Conii>nnv.  M<'mplilH.   Tenn.      Filed   Jjne   15.   lO.'JS. 

f(E-T0N5 

For  Aspirin,  Epsom  Salts,  and  Castor  Oil. 
4Mainis   u.se   since   Mar.    28,    1928. 


Ser.  No.  300,305.    G.  Babu  &  Co.,  Chicago,  III.    Filed  June 
20.  1935. 


The  words  "Tint"   and  "Set"  are  disclaimed  except  as 


shown. 

For  Hair  Preparation. 
Claims  use  since  April,  1935. 


Ser.  No.  366.406.  THK  Chattanooga  Medicine  Company, 
Chattanooga,  Tenn.  Filed  June  20.  1935.  Unde'  10- 
vear  proviso. 

BLACK-DRAUGHT 


For   Cathartic   and    Laxative   Medicine. 
Claims  use  eince  1880. 


Ser.  No.  .300,401.     Sharp  &  Dohme,  Incobporatbd,  Phila 


delphia.  Pa.     Filed  June  21,  1035. 


LYO 


For   Serums  and   Vaccines. 
Claims  use  since    Mar.   14,   1935. 


Ser.  No.  360,527.     National  Remedy  Company,  Inc.,  New 
York.  N.  Y.     tiled  June  22,  1935. 


HflTltE 


For  Hair    Dressing. 

I'laims  use  since  June  18,  1935. 


Ser.  No.  300.047.     Sharp  &  Doh.mb.  Incorporated,  Phila- 


delphia. Pn.      Filed  June  2').  1035. 


ETHACREO 


For  Expectorant. 

Claims  use  since  Jan.  23,  1935. 


Ser.    No.   366,896.      Boh  lender   Plant  Chemicals.  Inc., 
Tippecanoe  City,  Ohio      Fih'l  July   1,  1935. 

DOGZOFF 

For  Non-Injurious  Animal  Repellant  In  the  Form  of  a 
Spray  Preparation  for  Use  in  and  Around  Lawns,  Shrub- 
beries, Trees,  Evergreen,  and  the  Like. 

Claims  use  since  June  1,  1933. 
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8*r.   No.  360.969.     OtD  Timers  Rrmbdics,  Inc.,  Chicago, 
III.     Filed  July  3,  1935. 


For   rVi-tdorant   Powder   and   F'>ot   Powder. 
Claims   \xse  nliue  June    1.    llJ-'tl 


jfi^ 


StT.  Xo.  3«7.o46.      ViCTOB  VlTArDor.  Hollywood.   Los  An- 
geles, and  Beverly  HUls,  Calif.     Filed  July  6.  1935. 

Prince  de  Chany 

For  Astriimt-iits.  .\«triiifct«>nr  OratHs.  Blj^ach  Crpams, 
Beauty  Creams.  Cold  Oeam*,  Cleannlnjc  Creams,  Obesity 
Creams.  Refrpshlni?  breams.  Otif-slty  Astringents,  Dry 
Rougt'x.  Liquid  Rou;.'f*«,  Vnr*-  BW-<\'hf<.  Pae«>  I'mky,  Skin 
Whitener  in  Liquid,  Cream,  and  Sulid  Form,  Eyet)row  and 
Eyelash  CJrower  R.vf  Drops,  Eyebnxw  Pt^ncUs,  Chemical 
Preparation*  SiilraMt»  for  thf  I>ark>*iiiiitr  of  Eyehrows  and 
Eyelashes,  Hand  Lotions.  .*<kln  Lotions,  After  Shaving 
Lotions,  PomadeH,  Face  Powders.  Talcum  Powders,  Body 
Powdt^rs,  Sachpfs.  Hair  Salv...  TIair  Ellxiri,  Dandruff 
Preparatkms,  Hair  Tonic*.  Hair  oils,  Sh.uiipotjH.  Hair  1 'y**8, 
Bath  Salts.  Sm«>llin«;  .Salts.  Lip  Sticks,  Iucens«'.  Tooth 
Powders.  Mouth  \Vash»»M.  iVn tlf rices,  I >#>pllati)ri»»s,  Tooth 
I'asrpn,  Nail  (reams.  Null  Hl»»ai'hes.  Nail  I'owdt'rs,  Nsll 
I'olishes,  Witch  Haiel,  Peroxide,  Petroleum  Jellie.s,  Witch 
Hazel  Salves,  ("amphor  Crf'am.'*,  Foot  Powders,  Corn  SslTes. 
IiMxIorauts,  IMsiiiffctants  Kay  Ram.  I'erfumes,  and  Toilet 
Waters. 

Claims  use  "inre  May,   ID.^4. 


Ser.   No.  .'>R7,059.     IIcrste.n   B.auh.  doing:  tiuslness  as  Nu- 
I^g  Medicine  Co..  Dallas,   Tex      File«l  July  8.  1935. 

■  N  HJ  -  IL  IE  C 

For    Veterinary    Llaiment. 
Claims   u.-i*-   sine    Mar     1.   1935. 


Ser.  No.  367.079.     MCComiox  k  Coiipa.vt.  Winoua.   Minn. 
Filed  July  8,  1935. 


D^P 


ociP^ 


Fur  Ins»'<tlcl(l»'. 

Claims  u.se  since  Mar.   14,  193.~>. 


.Ser.    .No.    .'i«7.114       Zku    LAHoa.tTOBiKS,    IMC.,    New    York, 
N.  Y      Filed  July  9.  1935. 


For    Hair  Tonic 

Claims  Uhe  sine*'  June  7.  193."S. 


Ser.  No.  367,118.     Elbctro.'<a  MA.vuFAiTraiso  Company, 
New   York,   N.   Y.     Filed   July   10.   1935. 


For  Bottled  Hair  Tonic. 
Claims  use  since  January.  1902. 


8«'r.    N©.    .'<fl7.l60.      AvK'aRbc    CuaroRAnnN,    New    York, 
N.  T.    File<l  July  11.  1986. 

AQUA-SEC 

For  Solution  Used  on  Wood,  Textiles,  and  Papers  to 
Preserve  ami  Protect  the  8am^  Airalnst  Water,  Fire,  Add, 
Fundus  (irowTh  and  IW'cay.  and  to  Protect  Metala  Ag^tlWt 
Rust  and  Acids. 

Claims  use  since  June  1,  1931. 


Ser.   No.   367.164.     R     II.   Mact  *  Co.,   IKC,  New  Tort, 
N.  Y.     Flle.1  Julv  n     IftS.'S 

MACY'  S 


Ft>r  Fnr»'  F*ow(t««r 

Claims  use  since  June  '2\.   1935 


Her.    No.   3«7.171       SAi.rs     L.\bi)s.\t«>RT.     Int.,     Brooklyn, 
N.  Y.     Fll.-.l  .July  11.  19.35. 

9o%a-eor 


F'or    Tonic    fm     (;eut'ral    I)ehilil> 
Clalma  use  Bin<-e  Jni»e  «,  Ift.W. 


Ser.  No.  S67.18S.     r>'>LK!TH  I.«BniiAT'>«iK«,  Inc..  8«B  Fran- 
cisco. Calif      Fil*^l  July  12.  1985. 


For   T.otlons.    OeRms,    IVrf times,    K"u>{ts     Eye   Prepara- 
tions,   F'a'H    I'owder,    Bath    Salts,  ami    Bath   oil. 
Claims   use  since   .\ug.   2.   iy34. 
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8er.  No.  867.2:>5.     8.  F»KiFrKH  MA.NorACTCBiNO  Company, 
St.    Louis.    Mo.      Flle<l    .July    13,    1935. 


For    Medicinal    i'n-parat ion-  Namely, 
CUims  use  since  May  1.  1935. 


Tonic. 


Ser.    No.    .367.301.      Hocbigant,    Inc.,    New    York,    N.    Y. 
Film  July  15.  1935. 

La  NuitTombe 

F«.r  Perfume.  Toilet  Water,  Face  I'owder.  Talcum  Pow- 
der, Bath  Salts.  Brllllantlne.  Bandoline.  Roujfe,  Lip  Sticks. 
Dustlnu  Powder.  Sachet.  Cold  Creams.  Ivotion  for  the 
Skin  and  Ilulr,  Powder  and  Houge  Compacts,  Eau  Vegetal. 
Kau  de  Cologne. 

Claims  use  since  July  5,  1935. 


Ser.    No.    367.302.      Hocbioast,    Inc.,    New    York,    N.    Y. 
Filed  Julv  16.  1935. 

RECREATION 

For  Perfume.  Toilet  Water,  Face  Powder,  Talcum  Pow- 
der. Bath  Salts,  Brilllautine.  Bandoline,  Rouge,  Lip  Sticks, 
Dusting  Powder,  Sachet.  Cold  Creams.  Lotion  for  the 
Skin  and  Hair.  Powder  and  Rouge  Compacts.  Eau  Vegetal, 
Eau  de  Ctdo^ne. 

Claims  use  since  July  6,  1985. 


Ser.    No.    867.3:53.      AMi'icaa     PaoDCCTs    Compant.    West 
Orange.  N.  J.     Filed  July  16,  1935. 


V^r  Antiseptic.  (Jeimiclde  Deixlorant. 
Claims  uae  ».tace  Jaly  8.  l»*i. 


Ser.   No.   367.38."..     Chambkb-Litt  Co.   Inc..   Miami.   Fla. 
File<i  July  17,  1935. 


For    Irtpjiranoii    tor   the   Relief   of   liuiiUruff   and   Dry- 
ness of  the  Scalp. 

Claims  use  alnco  Jnnr   4.   1985. 


Ser.  No.  367.445      Pabht   iHAKM.vcacncAL  CO..  INC..  Chi- 
cago. 111.     Filed  July  IH,  l»;i5. 


OB^ 


OfSO 


For  Medicinal  Preparation  for  Use  In   Relief  of  Orer- 
Intoxlcation. 

Claims  use  since  May  29,  1935. 


Ser.  No.  367,452.     DR.  Wiluam  J.  Thomas  Laboratoriis, 
INC..   Chicago.   111.     Flle<l   July   18.    15)35. 

Dermarem 

Fur  Liquid  rreparatioa  for  Treatment  to  Counteract 
and  Heal  Dermatophytosis,  Otherwise  Known  as  Ring 
Worm  or  Athletes  Foot. 

Claims  use  since  June  24.  Id85. 


Ser.  No.  367.470.     Lu.ndbdrg  Perflmers,  Inc.,  New  York, 
N.  Y.     Filed  July  19.  1935. 

CORSAGE 

For  Astringents,  Astringent  Cerates,  Bleach  t  reams. 
Beauty  Creams,  Cold  Creams.  Cleansing  Creams.  Obesity 
Creams.  Refreshing  Creams.  Obesity  Astrtngents.  Dry 
Rouges.  Liquid  Rouges.  Face  Bleaches.  Skin  Whltener 
In  Liquid  and  Solid  Form.  Face  Packs.  Eyebrow  and  Eye- 
lash Grower,  Eye  Drops.  HanH  Lotions.  Eyebrow  Pencils, 
Skin  Lotions,  After  Shavinj:  Lotion**,  Pomades,  Face 
Powders,  Talcum  Powders.  Body  Powder.  Sachets,  Hair 
Salves,  Hair  Elixirs,  Chemical  Prepanitions  for  Darken- 
ing the  Lashes  and  Eyebrows.  Dandruff  Preparations,  Hair 
Tonics.  Hair  Oils.  Shampoos.  Hair  Dyes,  Bath  Salts.  Smell- 
ing Salts,  Lip  Sticks.  Incense,  Tooth  Powder.  Mouth 
Washes,  Dentifrices.  Depilatories,  Tooth  Pastes,  Disinfec- 
tants. Nail  Powders.  Nail  Polishes.  Nail  Creams.  Nail 
Bleaches,  Witch  Hasel,  Peroxide,  Petroleum  Jellies,  Witch 
Hatel  Salves.  Camphor  I'reams.  Fool  Powders,  Corn 
Salves,  Deodorants.  Bay  Rum,  Perfumes,  and  Toilet  Wa- 
ters. 

Claims  use  since  Mar.  1,  1890. 


Ser.    No.    .367,694.      Worth    I'eodicts,   Inc. 
D.  C.    Filed  July  25,  1985. 


Washington, 


</-Q^* 


For  Hair  Setting  Lotion. 
Claims  use  since  July  20.   1935. 


CLASS  10 
Fertiliiers 


Ser.  No.  365,075.  Flobis  Chemical  Co.,  Washington, 
D.  C.,  assignor  to  Floris  Chemical  Co.  Inc.  of  Washing- 
ton. D.  C,  a  corporation  of  Maryland.  Filed  May  18, 
1935. 


orrs 


For  Fertiliser. 

Claims  use  since  May  16, 1933. 
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CLASS  12 

Construction   Materials 

8er.    No.    3er>,101.      Sammetal    Tilb   Cobfobatiom,    New 
York    N   Y.     Filed  May  IH,  l»3o. 


"Metile" 


For  Tile  Products  for  U«e  In  Place  of  Tile  for  Walls  and 
Ceilings. 

Claims  OM  since  Apr.  30,  1935. 


Ser.  No.  367.229.     Boettichkb  &  Kklumm  Co.,  Evansville, 
Ind.    Filp«l  July  13,  1935. 


For  .Ajiphalt   Kill  Rix'tliii;  and  Shingles  and  Roof  Coat- 
ing. 

Claims  use  since  July  3,  19:55. 


8er.    No.    367,242.      Joh.ns-Ma.nvilli    Cohpoeatio.v,    New 
York,  N.  Y     F'iled  July  13,  1935. 


FUL-THIR 


For  Thermal  Insulation. 
Claiiim  u<*e  since  June  5.  1936. 


Ser.  No.  M7.246.     KiiiBKBLY-Ci.ABK  CoaroRATiox.  Neenah, 
Wis.     Piled  Jnly  13,  1935. 


KIMI3ATTS 


For   Padding   for  Insulating   the   Roofs  and   Walls   of 
Buildings. 

riaims  use  since  June  26,  1935. 


Ser.  No.  367,468.     I.  F.  Laccks,  Inc.,  Seattle,  Wash.    Filed 
July  19,  1935. 

FUIISTIX 

For  Backing  Strips  of  Wood,  Composition  Board,  or 
Plaster  Board,  Etc.,  Txed  Between  Studding  or  Supporting 
KlementH,  and  the  Wall  Board  or  Finish  Covering  Carried 
Thereby. 

Claims  use  since  June  25.  19;i5. 


CLASS  13 

Hardware   and    Plumbing   and   Steam-Fitting 

Supplies 

Ser.  No.  353.817.     New  York  Wire  Cu>th  Compa.nt,  New 
York,  N.  Y.     Filed  July  12,  1934. 

U  1  I;     .^ 


l^Ms 


Trade-mark  consists  of  regularly  spaced  blue  rectangular 
figures  npplie<l  to  the  selvage  edge  of  the  screen  cloth.  No 
claim  i8  made  to  the  representation  of  the  goods. 

For  Wire  Screen  Cloth. 

Claims  uxe  since  July  3,  1934. 


Ser.  No.  366,043.     Wai.des  Koh-1-Noob,  Inc.,  Long  Island 
City,  N.  Y.    Filed  June  10.  1035. 


The  portrait  nhown  on  the  drawing  is  that  of  Eliza- 
beth Coyne. 

For  Slide  Fasteners. 

Claims  use  since  Dec.  19,  1932. 


8i 
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Ser.  No.  366,189.     Conmab  Fbodccts  Corpobation,  New 
York,  N.  Y.     Filed  June  14,  1985. 


Ser.  No.  367.262.     Socony-Vacdom  Oil  Compant,  Incob- 
PORATBD,  New  York,  N.  Y.     Filed  July  13,  1936. 

Dri-Lube 

For    Solid    Lubricant    or    Lubricating    Composition    In 
Stick  Form,  for  Use  on  Door  Latches  and  the  Like. 
Claims  use  since  June  28,  1935. 


Ser.  No.  367,461.     Thb  CorriELD  Pbotectob  Co.,  Dayton, 
Ohio.    Filed  July  19,  1935. 


The   representation    of   the   goods   is   disclaimed   apart 
from  the  mark  as  shown. 
For  Slide  Fasteners. 
Claims  use  since  June  6,  1936. 


Ber.  No.  366,693.    Lando.n  P.  Smith,  Inc.,  Irrington,  N.  J. 
Filed  June  24,  1935. 


For  Lubricating  Oil  Compounds. 
Claims  use  since  Dec  31,  1931. 


For  Qlasler  Points. 

Claims  use  since  Jan.  1,  1927  . 


CLASS  14 
Metals   and   Metal   Castings   and   Forgings 

Ser.  No.  367,870.  Benjamin  Robinson,  doing  business 
as  A.  Robinson  &  Son,  New  York,  N.  Y.  Filed  July 
81.  1985. 

CAST -ALL 

For  Gold. 

Claims  use  since  January,  1936. 


Ser.  No.  367,514.    United  Reitining  Company,  Warren,  Pa. 
Filed  July  20,  1935. 

EMBLEM 

For  Gasoline,  Lubricating  Oil,  and  Lubricating  Greases. 
Claims  use  since  Jan.   31,   19H4. 


CLASS  15 

Oils  and  Greases 


CLASS  16 

Paints   and   Painters'    Materials 

Ser.  No.  360,650.  Michael  Simonibllo,  doing  bu&lnesB  as 
Shinette  Products  Co.,  New  York,  N.  Y.  Filed  Jan.  22, 
1936. 


Me 


cT? 


K 


Ser.  No.  366.086.     Eastern  States  Farmers'  Exchaxgb, 
We«t    Springfield,    Mass.      Filed    June    12,    1936. 


For  Waxes  and  Polishes  for  Use  on  Floors,  Furniture, 
and  Automobiles,  and  for  Paint  Remover. 
Claims  use  since  Feb.   15,  1931. 


Ser.  No.  366,031.  SociBTB  Anonyms  Des  Anciens  Etab- 
lisskmbnts  J.  M.  I'AiLi^BD,  taris,  France.  Filed  June 
10,  1936. 

LATIN  QUARTf:R 

For  Dry  Colors,  Water  Colors,  Colors  in  Oil  and  Ready- 
Mixed  Paints,  and  Colors. 

Claims  use  since  Mar.  8,  1935. 


The  word  "Cooperative"  Is  disclaimed. 

For  Lubricating  Oil. 

Claims  use  since  June  10,  1935. 

458  0.  G.— 16 


Ser.   No.   387,960.     Vegetablb   Oil   Products   Company, 
INC.,  Los  Angeles,  Calif.     Filed  Aug.  2,  1935. 

HOUAI.IN 


For  Paint  Oil. 

Claims  use  since  Apr,  19,  1985. 
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CLASS  17 

Tobacco   Products 

Ser.  No.  r?f34,3S8.     La  Insular  Cigar  4  riotRtTTB  Factory, 
INC.,  Manila,    P.    I.      Kllpd   Apr    30,    igxs 


The  worda  "Manila,  Tarlfa      A      Indso      4      Tasacidn 
3  •••  are  disclaimed. 
For  Cigars. 
Claims  use  since  Jane  30.  1928. 


Ser.  No.   367.197.     Charlbs  P.  Landad,  New  York.  N.  Y. 
Filed  July  12.  1935. 


For  Smoking  Tnbacoo. 

Claiais   u,se   since   July  11.    1930. 


Ser.  No.  307,799.     Metropolitan  Cigab  Corporation,  Chi- 
cago,  111.      Filed   July  29,    1935. 

0:l  salerq 


For  Cigars. 

Claims   use  since   Oct.   20,   1026. 


CLASS  19 

Vehicles,    Not    Includini?    Engines 

Ser.  No.  359.179.     New   e.>gl.*>d  Marinc  Compant,  Bos- 
ton, Mass.     Filed  Dec.   11,  VJ'^-l. 

NA/INABOUTS 

For   Boats — Namely.    Snilboafs. 
Claims   use  since  .Nov.  1,    11133. 


Ser.  No.   nG6.174      Re.\  Hike,    Incorporatid,  East  Brady. 
Pa.     Piled  June  13     1»:;5. 

Rex-Hide 

For  Windshi*.lfl   Wiper   Rla-les   Made  of  Metal  and   Rub- 
ber. 

Claims  use  since  Jan.   17,  1936. 


CL.\SS  21 

Electrical  .Apparatus,  .Machines,  and  .*^uppl|«i 

Ser.   No.  859.039,      United  Stat««  Klcctbic  Mro.  Corp., 
New  Yorit,  N.  Y.     Filed   I».'c.   24.  1934. 


The  words  "Lok-Top     are  disclaimed. 
For  Electrical  Flashllgbt. 
Claims  u»e  since  Jane.  1932. 


Ser.  No.   366.445.     Cobtis   Locutino,   Inc.,   Chicago,   111. 
Filed  May  27,  1936. 

■  Edge 'Ray 

For  Ele.-tric  Lighting  Fiiturt'S  for  Illumination,  to-wlt  : 
Celling  Fixtures.  Pendant  Fixtures.  Floor  Lamps,  Table- 
Lamps,  Cone-Lighting,  Wall-Urns,  and  Wall  Bracket  Fix- 
tures. 

Claims  use  since  Uay  1,  1936. 

Ser.  No.  366,742.     Spat*  Bbos.,  New  York,  N.  Y.     Filed 
June  27,  1935. 

G43kN 

For  Weetrlc  Batteries,  Electric  Flashlights.  Radio  Re- 
celTlng  Sets,  and  Parts. 

Claims  use  since  June  25,   1936. 

Serf  No.   367.047.     Wiitmob-Llotd  Pboducts,  Inc.,   Wil- 
mington, Del.     Filed  July  6.  1935. 


For  ypark   I'lu^s  an<l  lijnitlou   L'able  Sets. 
Claims  usv  since  Jan.    10,   19S4. 


Ser.    No.    367,288.      DAi-BBni    HirLfccroR    Company,    St. 
Louis,  Mo.     riled  July  16,  1935. 

8UPER-LUME 

For   Light  Reflecting  Fixtures   for  Electric   Light.s. 
,  Claims  use  since  July  5,   19.35, 


Ser.    No,    367,597,      C.    F.    BfKGKaa    Laboeatobibs,    Inc., 
Freeport,   111.     Filed  July  24.   1935. 


MICRO 


For  Electric   Swltctir-.M 

Claims  use  since  May   25,    1933^ 
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CLASS  22 

Games,  Toys,  and   Sporting  Goods 

Ser.   No.  867.673,     Samuel   Mitchkll,  New  York,   N.  Y. 
Filed  July   25,   1936. 


PLAYING 
CARDS 


♦ 


•NEVER  TIRE  THE  EYES' 

The  words  "I'laylng  Cards'  and  "Ne\er  Tires  the  Eyea" 
are  disclaimed. 

For  Playing  Cards. 

Claims  use  since  Jan.  21,  1936. 


Ser.  No.  367.764.  Glstav  A.  Lambrecht,  doing  business 
as  Twin  City  Bait  Company,  Martnette,  Wis.  FUed 
July  27,   1935. 


The  word  "Bog"  1<»  tllRcInfmed. 
For  Artlflcial  Fish  Lures. 
Claims  use  since  Apr.   10,   1934. 


Ser.  No.  367,836.     Joseph  Schneidbb,  imcobpobatbd.  New 
York,  N.  Y.     Filed  July  80,  1986.  ^ 


^ 


vCK-B4c 


For  Bagatelle  Marble  Games. 
Calms  use  since  Apr.  1,   1936. 


Ser.  No.  366.511.     Cedabbcrg  Majcofactcbino  Co.,  Cedar- 
burg,    Wis.     Filed  June  2?,   1935. 


CLASS  23 
Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.   No.   360.544.     Mill  &  Mine    Supply,  Inc.,  Seattle, 
Wash.     Filed  Jan,   22,   1935. 

flTAn 

For  Sledges,  Shovels.  Band  Saw,  Circular  Saws,  Cross 
Cut  Saws,  Files,  Pike  Poles,  and  Handles  for  Sledges 
and  Peaveys. 

Claims  use  since  July,  1908. 


For   Internal  Combustion   Engines. 
Claims  use  since  Mar.  8,   1934 


Ser.  No.  367,476.     The  Ticket  Isscinq  Machinb  Com- 
pany,   Cleveland,   Ohio       Filed    July    19,    1935. 

T    I   M  C    0 

For  Machines  for  Issuing  Ticket.*. 
Claims  use  since  Dec.  28,  1931. 


Ser.  No.  367,628.    THEOtwaB  R.  Schoonmakeb,  New  York, 
N.  Y.     Filed  July  24,  1935. 

AMAZ  01<i 


For  Nut  Crackers. 

Claims  use  since  July  18,   1935. 


Ser.    No.    367,674.      The   Morris    Packaoino   BQDIpmbnt 
Company,  Toledo,  Ohio.     Filed  July  25.   1935. 

MORPAC 

For  Wrapping  and  Packaging  Machines   and  Automatic 
Coupon  Feeding   Machines. 

Claims  use  since  Jan.  1.   1933. 


CLASS  26 

Measuring  and  Scientific   .\ppliances 

Ser.  No.  367,713.     Eastman  Kodak  Company,  Rochester, 
N.  Y.     FUed  July  26,  1935. 

BANTAM 

For  Photographic  Cameras. 
Claims  use  since  May  31.   1935. 


Ser.  No.  367,714.      Eastman   Kodak  Company,  Rochester, 
N.   Y.      Filed   July   26,   1935. 

828 


Por  Photographic  Film. 

Claims  use  since  May  22,   1935. 
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CLASS  32 

Furniture  and   Upholstery 

8er.  No.  367,590.     Tkll  Citt  Chaib  Company,  Tell  City, 
Ind.     Filed  July  24.    1935. 


The  word   "Arm"  and  the  reprpsentatlon  of  a  cb-air  are 
disclaimed 

For    Tablet    Arm    Chairs    and    LuDcbroom    Arm    Chairs. 
Claims  use  since  Jane  28,  1935. 


CLASS  34 

Heatinfi^,  Lighting,  and  Ventilating  Apparatus 

Ser.  No.  36ti,02.'?.     Northwestsrn  Stovx  Repaib  Co.,  Chi- 
cago, 111.     Filed  June   10,  1935. 

MORCO 

For  Hoase  and  Building  Heating  Furnaces  for  Use  with 
Coal,  Coke,  Gas,  and  OH  Fuels,  Kitchen  Heater  Stoves 
for  Cs*»  wifh  Coal,  Coke,  Gas,  and  Ull  Fuels,  Gas  Ranges, 
and  Parts  for  the  Foregoing. 

Claims  use  since  July  1,  1924. 


CLASS  35 

Belting.   Hose,  Machinery   Packing,   and  Non- 
metallic  Tires 

Ser.    No.    367,724.      Ubertt    Accissobies    Cobpobation, 
Mount   Vernon,   N.    Y       Filed   July   26,   1935. 


For   Valve-Stem    Packing   Cups. 
Claims  use  since  Feb.   12,   1935. 


Filed 


CLASS  36 

Musical   Instruments    and    Supplies 

8«r.   No.   367,417.     Tonk    Bros.   Co.,   Chicago,   111. 
July    17,    lft.3.n. 

FASCINATOR 

For    Guitars,    Mandolins.    Banjos.    Ukuleles.    Banjo-Uku- 
leles and  Tipies,  Their  Casings.   Fittings,  and   Parts. 
Claims  use  since  June  21,  1935. 


CLASS  37 

Paper  and  Stationery 

Ser.  No.  367,967.     United  Papeb    Coiipamt,  Inc.,  Blch- 
mond,   Va.      Filed   Nov.   6,    1934. 

PLATINUM 

For  Paper  Products — Namely,  Toilet  Papers,  Paper  Nap- 
kins,  Paper  Towels,   Paper   Tap«. 
Claims  use  since  Jan.   7,   1933. 

Ser.  No.  361,063.     San-Nap-Pak  Mwq.  Co.,  Inc.,  New  York, 
N.  Y.     Filed  Feb.  5,  1936. 

WI  L  LOW 


For  Cleansing  Tissue. 

Claims  use  since  Nov.  1,  1984. 


Ser.  No.  364,860.     J.  H.  Bebtini  h  Compant.  New  York, 
N.  Y.     Filed  May  13,  1936. 

<|  JH  BERTINE  &  CO.  N.Y.C.|> 


The  words  "Glare-Less  Bond"  and  the  letters  "N.  Y.  C. 
are  disclaimed. 

For  Writing  Paper. 

Claima  use  since  Jan.  3,  1932. 


Ser.  No.  867,137.     Rhinelandeb  Papeb  Compant,  Rhine- 
lander,  Wis.     Filed  July  10,  1935. 


A 


UTO  PA  h 


No  registration  rights  are  claimed  for  the  word  "Pak" 
apart  from  the  mark  shown  in  the  drawing. 
For  Greaseproof  Paper. 
Claims  use  since  June  28,  1935. 


CLASS  38 

Prints  and   Publications 


Ser.  No.  864.329.     The  ccdaht  Packing  Compant,  Chi- 
cago, 111.     Filed  Apr.  29,  1985. 


For  Periodical   Publication. 
Claims  use  since  Apr.  1.  1935. 


Ser.  No.  366,669.     Fbances  M.  Kei.lt,  doing  business  as 
Franclne  Markel.  Philsdelpbia,  Pa.     Filed  May  29,  1986. 

Tke  POLISHER 

For  Columns  Published  in   .N.  \v  spap.  r^.,   .Magazines,  and 
Other  Periodicals. 

Claims  use  since  Jan.  18,  1982. 
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CLASS  39 

Clothing 

Ser.    No.   361.974.      Leiohton    Hat   Compant,   Inc.,   New 
York,  N.  Y.     Filed  Feb.  28,  1935. 

ti  EW  YORK  — — — i— 

-'  ^^'  DON 

The  words  "New   York"  and   "London"  are  disclaimed. 

For  Ladles'  Hats. 

Claims  use  since  Nov.  20,  1934. 


Ser.    No.    365.794.      Cambbidoe    Rubber    Company,    Cam- 
bridge,   Mass.      Filed    June    6,    1935. 


Ser.  No.  362,871.     Eagle  Knitting  Mills,  Inc.,  Milwau- 
kee, Wis.     FUed  Mar.  22,  1935. 


TOG 


S 


The  words  "Swim  Togs"  are  disclaimed. 
For  Knitted  Bathing  Suits  and  Trunks  for  Men,  Women, 
and  Children. 

Claims  use  since  Feb.  26,  1935. 


Ser.  No.  364,246.     C.  H.  D.  Robbins  Compant,  Inc.,  New 
York,  N.  Y.     Filed  Apr.  26,  1935. 


The  words  "Paris"  and  "New  York"  are  disclaimed. 
For  Ladles',  Womev's,  and  Misses'  Dresses,  Suits,  Capes, 

and  Coats.  'th,  . 

Claims  use  since  Mar.  12,  1935. 


Ber.  No.  364,842.     Johnson-Stephens  &  Shinkle  Shoe 
COMPANT,  St.  Louis,  Mo.     Filed  Apr.  29,  1935. 

The  word  "Tred"  is  disclaimed. 

For   Shoes   of   l^eather,   or   a   Combination   of   Leather, 
Babber  or  Fabric. 

Claims  use  since  Apr.  24,  1986. 


^^m^ 


The   words   "Foot   Health"    are   disclaimed. 
For  Boots,  Shoes,  and  Galoshes  Made  of  Rubber,  Leath- 
er and/or  Fabric. 

Claims  use  since  Apr.  30,  1935. 


Ser.  No.  366,061.     Lehigh  Safktt  Shoe  Co.,  Inc.,  Allen- 
town,  Pa.     Filed  June  11,  1935. 


■•r.   No.   365.779.      Paul   Snydbb,   Baltimore,   Md.      Filed 
June  4,  1935. 


The   expression    "Lehigh    Safety    Shoes"   i^   disclaimed. 
For  Shoes— Particularly  Leather  and/or  Rubber   Boots 
and  Shoes  Having  Safety  Box  Toes. 
Claims  use  since  Not.  12,  1934. 


The   words   "Original   Basque"   and   "Trade  Mark"    are 
disclaimed. 

For  Bathing  Suits  and  Sweaters. 
Claims  use  since  Apr.  1.  1935. 


Ser.  No.  366,271.  Henbt  Ebuch,  doing  business  as  Kr- 
llch  Undergarment  Co.,  New  York,  N.  Y.  Filed  Jana 
17,  1935. 


er 


TflissTJew  VorL 


For  Women's  and  Mipses'  Negligees.  Kimonos.  Pajamas. 
Corsets,  Brassieres,  Bandeaus,  Foundation  Garments  and 
Nightgowns. 

Claims  use  since  1925. 
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8«r.  No.   3«W.545       Yocjjo'a   mekcuandisino  Corp..    Nei 
York,  N.  Y.     Fil»'d  Jane  22.  1935. 


,o\mi(pL 


For  Mens  Hats  and  Caps  of  Straw,  Felt,  and  811k. 
and  Sport  Hats  fr)r  Women  of  FpU  and  Straw,  and  Com- 
binations Thereof. 

Claims  use  since  1930. 


Ser.  No.  366.813      Marshall  Fibld  &  Compani,  Chicago, 
111.     Filed  June  29,  1935. 


COTTON  BLOSSOM 
SHOP 

The  words  "Original  Model  From  The"  are  disclaimed. 
For    Women's    and    Misses'    Dresaes. 
Claims  aae  since  Dec.  1,  1932. 


Ser.   No.    S6e.&19.      HoL«PBOor   Hosiery   Co.,  Milwaukee, 
Wis.     PUed  June  29,  1985. 

BYLUXITE  / 

The  word  "Bv"  is  disclaimed. 
For   Pajamas   for   Women. 
Claims  use  since  .May  24.  1935. 


8«r.    No.   366,820.      Holiproof    Hosiery   Co.,   Milwaukee, 
Wis.      Filed  June  29.   1935. 

HIDEHa«j««« 

The  words  "Pajamas"  and  "By"  are  disclaimed. 
For  Pajamas  for  Women 
♦"lalms  use  since   May  24.  1935. 


Ser.  No.  366.827.     J.  &  8.  Milbiuo,  Isc,  New  York,  N.  Y. 
Filed  June  29,  1936. 

MILRAY 

For  Ladles',  .Misses',  and  Children's  Underwear  Slips, 
Bloomers.  NlKhtgowus.  Pajamas,  Dansettes,  .'^tep-Ins, 
Panties.  Chemlsea,  and  I'.ttiioats  of  Silk,  Rayon,  Cotton, 
Satinefte  or  any  Combination  Tiiereof. 

Claims  use  since  June  1.  1929. 


Ser.    No.    367.038.      Joseph     Pietzuch,    Olendale,    Calif. 
Filed  July  6.  1935. 

Correct 


For  Rubber  Heels. 

Claims  use  since  Sept.  16,  193S. 


Ser.  No.  367.060.     Hannah  Bell*,  New  York,  N.  Y.     Filed 
July  6.  1935. 

^^IDAN«'IB|Eh_ 


?"or   Men's  Overcoats. 
Claims  use  since  Dec.  1,  1933. 


Ser.  No.  867.107.      Arthur  J     Kksenblatt,    Washington, 
D.  C.     Filed  July  9.  1985. 


For  Hosiery 

Claims  use  since  May  25,  1935. 


Ser.  No.  367,221.     Wimklbachek  &  Rice,  New  York.  N.  Y. 
Filed  July  12.  1935 


^— ^    u    L 


For  I.rf'ather  and  Fabric  Gloves. 
Claims  use  since  July  1,  1984. 
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CLASS  40 
Fancy  Goods,  FurnishinKb,  and   Notions 

8er.   No.   865.810.     The  N.mihow    Fabric    Comfant,  Weat 
Beading,  Reading,  Pa.     FUeU  June  5,  1985. 


The  word  "La-ce"  Is  disclaimed. 

For  Hosiery  Top  Elastic  Braids,  Lace  Elastic  Braids, 
and  Other  Elastic  Braids  Used  in  Uie  Manufacture  of 
Articles  of  Wearing  .\pparel. 

Claims  use  since  May  28.  1935. 


Ser.   No.    366.650.     Amitt  Notion  Co.,  Inc.,  New  York. 
N.  Y.     Filed  June  26.  1935. 

COMMODORE 


For  Snap  Fasteners.  Fins  (Brass,  Steel,  Iron),  Safety 
Pins.  Coilless  Pins,  Coll  Pins.  Beauty  Pins  not  Made  of 
Precious  Metal,  Ribbon  Pins,  Slide  Fasteners.  Hooks  and 
Byes,  Hooks  and  I>oop8.  Hook  and  Eye  Tapes.  Snap  Tapes. 
Weights  for  Garments,  Dress  Clips,  Fastening  Clips,  Seam 
Binding,  Dress  Looping.  Narrow  Elastic  Braids,  Tapes, 
Soutache  Braids.  Skirt  Belting. 

Claims  use  since  June,  1933. 


CLASS  42 

Knitted,  Netted,  and  Textile  Fabrics 
Ser.  No.  365.634.     H.  A.  Low  &  Company,  Incobporxtid, 
Chicago,  111.    Filed  May  31,  1935. 

miss  a  s.  a 

For  Hair  Nets  and  Human  Hair  Nets. 
Claims  use  since  Mar.  1,  1935. 


Ser.    No.    366,903.     Continental  Mills,   Inc.,   Philadel- 
phia, Pa.     Filed  July  2,  1935. 

Pebl-  olO 

The  word  "Pebl"  is  disclaimed. 

For  Cotton  Back  Chinchilla  Face  Fabric. 

Claims  use  since  May  21,  1934. 


CLASS  44 
Dental,    Medical,    and    Surgical    Appliances 
Ser.  No.  367,374.    Smith.  Kline  &  French  Laboratoeies, 
Philadelphia,  Pa.     Filed  July  16,  1935. 

BENZEDRINE 

For  Inhalers. 

Claims  use  since  Jan.  8.  1938. 


Ser.  No.  867,954.     Arlette,  Inc.,  Louisville,  Ky.     Filed 
Aug.  3,  1935. 


8«r.  No.  866.035.     Stehlisilks  Corpoeation,  New  York, 
N.  Y.     Filed  June  10,  1935. 


SPICE 


For  Piece  Goods. 

Claims  use  since  June  6.  1986. 


i-^or  Permanent  Wave  Jacliots. 
Claims  use  since  Mar.  1,  1935. 


Ser.  No.  367.995.     Enidol  Co.,  Inc.,  Baltimore,  Md.     FUed 
Aug.  5.  1935. 

NISTOmZER 

For  Nose  and  Throat  Sprayer. 
Claims  use  since  January.  1935. 


Ser.    Ko.    368,010.      Edward    Taylor,    Limited,    Monton- 
Ecdes!  Lancashire,  England.     Filed  Aug    5,  1935. 

FLEXOPUST 


For  Surgical  Bandages. 

Claims  use  bince  January,  1980. 


CLASS  45 
Beverages,  Nonalcoholic       * 
Ser   No.  362,783.     D.  A.  Haley,  Maples ood.  Mo.,  assignor 
to  Cleo  Syrup  Corporation,   St.   Louis,   Mo.,  a   corpora- 
tion of  Missouri.     FUed  Mar.  20,  1935. 

CLEO 

For  Carbonated,  Maliless.  Non-Alcohollc  Beverages  and 
Syrups  for  Making  Same. 

Claims  use  since  Feb.  28,  1935. 


Ser    No.  367,963.     Max   Gi^eer.  doing  businens   as   Real 
Juice  Company,  Dallas.  Tex.     Filed  Aug.  3.  1986. 

CRYSTAL 
DEW 

For  Ginger  Ale. 

Claims  use  since  Nov.  1,  1931. 


> 
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CLASS  46 

Foods  and   Ingredients  of   Foods 

Ser.  No.  352.473.     Dietaky  Foods  Compam,  Minneapolis, 
Minn.     Filed  June  'J.   1934. 

DIETENE 

For  Low  Calory  Dieting  Food  Comprising  a  Blend  of 
Tegetable  and  Plant  Concentrates.  Helnforced  with  Vita- 
mins and  in  a  Milk  Solid  Base  and  Containing  No  Drugs  or 
Chemicals. 

Claims  use  since  Jan.  1,  1934. 


S«r.  No.  355.385.     Nile  Prodcci!  Export  Co.,  Alexandria, 
Egypt.     Filed  Aug.  18,  1934. 


For  Canned  Tomato  Sauce.  Canned  Peeled  Tomatoes. 
Canned  Peas,  Canned  Pickles.  Canned  Artichokes.  Canned 
Ladles'  Flnu'ers  nalleil  Bamla),  Canned  Long  Peppers, 
and  Canned  Quails  (These  are  Cleaned,  Cooked,  and  Canned 
Whole). 

Claims  use  since  May  14.  1934. 


Ser.  No.  360.722.     Minnesota  Vallki  Ca.nnino  Co5IPa.ny. 

Le  Sueur.  Minn.     Filed  Jan.  26,  1935. 


GARDEN 


The  words  "Four  Whole  Roasting  Ears  "  and  the  repre- 
sentation nt  th^'  f»ars  of  corn  ar*-  disclaimed. 

For  Canned  Corn.  tt 

Claims  us«»  since  Aug.  30,  1934.  '"^ 


S<»r.    No.    3G3.4<(7      Cofkck    I'HODrcTS   Cobporation,   New 
York.  N.  Y.     Filed  Apr.  8,  1935. 

No  claim  N  mad'>  to  "Cof-E"  or  "Syrup"  except  In  the 
asiMVlatlon  shown. 

For  Concentratwl  Coffe«»  Extract  and  Concentrated 
Coffee  Srrup  for  Household.  Soda  Fountain.  Restaurant. 
Kairv  B.Tkery.  ronfeotlonery.  Ice  Cream,  and  Other 
Flavoring.  Food  Beverage,  and  I.Ike  Uses. 

Claims  use  since  Mar.  26.  1985. 


Ser.  No.  365.100.     Walter  Q.  Bodiger,  Greenwich.  Coi  i 
Filed  May  18,  1930. 

$/H€CrCCCZ 

For  Powder  r.s..|    n   Maklnj?  Ice  Cream. 
Claims  use  sine   .M.iy  8.  193."). 


Ser.  No.  365.643.     John  A.  Miller,  Detroit,  Mich.     Fli*d 
May  31,  1935. 

The  Old  Hitching  Post 

for  Sandwiches. 

Claims  use  since  Mar.  1.  1930. 


Ser.    No.    360.927.      Roberto    R.    Carrasco.    New    York. 
N.  T.     Filed  June  8.  1930. 


The    words    "Goflo".    "Pinole",    "Harlna",    "Tostada", 
"Corn  Meal",   and   "Wheat   Meal*  are  disclaimed. 
For  Corn  Meal  and  Wheat  Meul. 
Calms  use  since  March.  1981. 


Ser.  No.  365.934.     The  Frank  Tea  &  Spici  Co.,  Cincin- 
nati, Ohio.     Filed  June  8,  1930. 

(iiifST'Tiino 

For  Mustard.  Spices.  Canned  Vegetables,  Fruits  and 
B'Tries,  Dried  Fruits,  Canned  Soups,  Tomato  Juice,  To 
mato  Paste,  Olive  oil.  Mixed  Pickles.  Cbow  Chow,  Sweet 
Relish.  Pickle  Relish,  Mayonnaise.  Pepper  Sauces  and 
Salad  Dressings.  SandwIrJi  Spread.  Fruit  Julres  for  Food 
Purposes,  Mince  Meat,  Vatsup,  Olives,  Pkkle  and  Fruit 
Preserves.  Jellies,  Table  Syrup,  Chill  Powder,  Coffee,  Cocoa, 
and   Tea. 

Claims  uxe  since  Apr.  1,  1985. 


Ser    No.  366,986.     CtantNET  Candt  Compant,   Inc.,  Oak- 
land, Calif  Filed  June  10.  1985. 


mm 


For  Candy  Bars, 

Claims  use  since  Apr.  15,  1936 
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Ser.    No.    366,005.       Healtu-Glo    Compa.sy.    Milwaukee, 
Wis.     Filed  June  10,  1935. 


?tr-:^----*'^jj|^: 


The  drawing  Is  lined  for  red.  No  claim  Is  made  to  the 
word  "Health"  apart  from  the  mark  as  shown. 

For  Food  Concentrate  Made  of  De-Hydrated  Cereals, 
Fruits,  and  Vegetables. 

Claims  use  since  Sept.  6,  1934. 


Ser.  No.   366.205,      Milk   Mi.nrraLS  Co.  Inc.,  New  York, 
N.  Y.     Filed  June  14,  1935. 

LACTiCAM 

For    Powdered    Whey    Concentrate    with    Added     Milk 
Minerals. 

Claims  use  since  June  8,  1935. 


Ser.  No.  866.276.     H.  P.  Garik  Co.,  San  Francisco,  CaUf. 
Filed  June  17,  1930. 


The  applicant  Is  the  owner  of  registration  268.298. 
dated  January  14.  1930.  The  drawing  is  lined  to  indicate 
shading. 

For  Fresh  VeKetables.  Fresh  Citrus  Fruits,  Fresh  Decldr.- 

ous  Fruits. 

Claims  use  since  Apr.  22,  1U35. 


Ser.  No.  366.3.'>7.  Carter  Mact  Tea  &  Coffee  Company. 
Inc..  Chicago,  III.,  and  New  York,  N.  Y.  Filed  June 
10,  1935. 


The  drawing  Is  lined  for  color,  namely,  red,  dark  blue, 
and  light  blue.  No  claim  is  made  to  the  representation 
of  a  carton  apart  from  the  mark  shown  on  the  drawing. 

For  Tea. 

Claims  use  since  June  1,  1936. 


Ser.  No.  366,367.     John  Morbell  &  CO.,  Ottumwa,  Iowa. 
Filed  June  19,  1935. 

PRIDO 

For  Shortening — Namely,  a  Blend  of  Animal  Fats  ;  and 
Lard. 

Claims  use  since  June  8,  1935. 


Ser.   No.   366,018.     Great    Eastern    Feed    Mills     Inc.. 
Lowell,   Mass.      Filed  June  22.   1935. 


For  Stock  Feeds. 

Claims  use  since  June,  1933. 


Ser.  No.  366,598.     Blanke  Baer  Extract  &  Pbeseevino 
CO.,  St.  Louis,  Mo.     Filed  June  24.  1935. 

WISHMORE 

For  Jellies,  Fruit  Butters,  Fruit  Preserves,  Preserved 
Fruits,  Olives,  Salad  Dressing,  Relish  Spread,  Mayonnaise 
and  Peanut  Butter. 

Claims  use  since  Nov.  18,  1924. 


Ser.   No.   366.631.      L.    M,    McLabi.n,    Yuma.    ArlR.      Filed 
June  20,  1935. 


For  Cantaloupes. 

Claims  use  since  June  14,  1935. 


Ser.  No.  366,802.     Bortolo  Beudin,  Inc.,  Brooklyn,  N.  Y. 


Filed  Jane  29,  1935. 


^ORTOio 


For  Canned  Tuna  Fish,  Tomatoes  and  Tomato  Sauce. 
Claims  use  since  Oct.  1,  1932. 
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!=:eptembeb10,  1935 


S«r.  No.  366,837.     Shiplet  Bakinq  Compant,  Fort  Smith, 

Ark.     Filed  June  liO,  1935. 


The    clrawlo»f    la    lined    for    red,    blue,    and    yellow.      All 
wording    is   disclalruf'd    aiart    from    the    mark. 
For  Bread. 
Claims  use  since  June  17,  1935. 


S«r.   No.   366,904.     Doo   Food   rRooccTS   Company,   New 
York,  N.  Y.     Filed  Julv  2,  1935. 

SMACK 


F'lr  Dog  and  Cat  Foo<l. 

Claims  use  ^Ince  June  L'4.  1935. 


Ser     No     36rt.969       STEfHFv    F     \Vhitm.4N    &   Soic,    IXC., 
Philadelphia,  Pa      File<l  July  .'<,  1935. 


The    drawing   la    lined    for    red    and    gold.      The    repre 
sentation  of  the  label  la  disclaimed. 

For  Candy.  ^mmmmm^mmm^ 

Claims  use  since  June  13.  1935. 


Ser     No.    367,175.       It.wjs    iiaus.    KiSHtfiiES.    I-SC,    Glou 
cester,  Mass.     Filed  July  12.  1935. 

HONESTY 


For  Salted  and  Smoked  Fish. 
Claims  use  since  Jan.  1.  1899 


Ser.  No.  367,194.  Eabi.  K  <;.\krcttson,  doing  business 
as  Fresh  Frnit  Preser'vtriK  Company,  San  Francisco, 
Calif.      Filed  July   12,   1935. 

TRU-TREAT 

For  Fruit  Preserves 

Claims  use  slm^o  June  19.  1935. 


Ser.  No.  367.265.     Standard  Brands  Incohpobatep.   Nei 
York,  N.  Y.     Filed  July  13,  1985. 

ROYAL 


For  Gelatin. 

Claims  use  since  Apr.  4,  1935. 


Ser.  No.  367,376.  J.  D.  and  A.  B.  Spbbckels  Compant, 
doing  business  ai  We«tem  Suxar  R*-flnery,  San  Fran- 
cisco, Calif.    Filed  Jalj  16,  1935. 


Applicant  is  th.-  owne/  of  tradB  ■■rtt,  Nos.  250.841, 
264.772.  and  286  354  No  claim  Is  made  to  the  word 
"Sugar". 

For  Sugar. 

Claims  use  since  Mar.  4,  1935. 


-.v^- 


Ser.   No.   367,495.      Com»  PaODucTs  Corpo«ation,   New 
York.  N.  Y.     Filed  July  20.  1933. 


C9F^^^C9WC€NTRAT€ 


No  claim  is  made  to  "Cof-B"  or  "Concentrate"  except 
in  the  association  shown. 

For  Concentrated  Coffee  Extract  and  Concentrated 
Coffee  Syrup  for  Househuld,  Soda  Fountain,  Restaurant, 
Dairy.  Hakery.  Confectionery,  Ice  Cream  and  Other 
Flavoring.    Food   Bev»Tag»'  and   Like  Uses. 

Claims  use  since  Mar.  20,  1935. 


CLASS  47 

Wines 

Ser.  No.  335.924.  Companhia  Gkral  i>a  .vr.RictLTrRA 
DAS  VINHA.S  DO  .\LTo  iKifHo,  doing  busint'ss  as  Royal 
Oporto  Wine  Company,  Oporto,  Portugal.  Filed  Mar. 
21,  1933. 


RotalOortoWineCohpant 


No    ( laim    Is    made    to    the    words    "Oporto    Wine    Com- 
P«ny." 

For  Wines. 

Claims  u.se  since  May  31,  1932. 
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Ser.  No.  347,618.     Maison  F.  CHACVEN«r  8.  A.,  Nuit8-8t. 
Georges.  France.     Filed  Feb.  20,  1984. 


Grand  VinMousseux 


-7 


The  facsimile  signature  i.-   ttiat  of  F.  Chauvenet.     The 
rords  "Grand  Vin  Mousscaux"  are  disclaimed. 
For  Wines. 
Claims  use  since  January,  1904. 


Ber.   No.   351.143.      Sun-Mail   luisiv   Gbowehs  or  Cali- 
roRNtA,  Fresno,  Calif.     Filed  May  0.  1934. 

SUN-MAID 


For  Wine. 

Claims  use  since  Apr.  10,  1984. 


Ber.  No.  351,380.    Vinad  VisicxiLa  Adsiatica  Socibta  am., 
Trieste,  Italy.     FUed  May  16,  1934. 


The  words  •Chianti  Foccoso".  "Produce  of  Italy.  Bot- 
tled and  Shipped  By",  and  "Trieste  (Italy)"  are  dis- 
claimed.    The  drawing  is  Hninl  for  red  and  gold. 

For  Chlantl  Wines. 

Claims  use  since  1938. 


Ser.  No.  351,381.     Vinad  Vimicola  Adriatica  Sociita  as., 
Trieste,  Italy.     Filed  May  15,  1934. 


f7«  AUOHOl  rr  \«ll/'-<{ 


BOTTLED   AND  SMIPPfD 
VIIUO  VINICOU  AOUUTKA  SA7K«5TE(lTAr 


Not  Less  Than  1  Pt.  14  Oss. — Bottled  and  Shipped  by- 
Trieste  (Italy)"  are  disclaimed.  The  drawing  is  lined  for 
red. 

For  Marsala  Wlneg. 

Claims  use  since  1933. 


Ser.  No.  351,383.     Vinad  Vinicola  .\dbiatica  Societa  an., 
Trieste,  Italy.    FUed  May  15,  1934. 


The  words  "Produce  of  Italy — Orvleto  Monreale  Secco — 
Bottled  and  Shipped  by — Trieste.  Italy"  are  disclaimed. 
The  drawing  is  lined  for  blue  and  gold. 

For  Orvleto  Wines. 

Claims  use  since  1933, 


Ser.    No.    363,347.      Socikte    Vinicolb    de    Champagne, 
Paris.  France.     Filed  Apr.  2,  1935. 


L 


The  drawing  Is  lined  for  red.     The  representation  of  a 
bottle  neck  Is  disclaimed. 

For  Champagne  and  All  Other  Sparkling  Wines. 
Claims  use  since  March,  1921. 


Ser.  No.  364,199.    Alex  D.  Shaw  &  Co.,  Inc..  New  York, 
N.  Y.     Filed  Apr.  25,  1935, 


^M^l 


TMB  HMMSST  STAMDARD  Oi?  ^U^LtTY 

.'ippllcant  disclaims  any  right  to  the  exf^Uisive  xise  of 
the  phrase  "The  Highest  Standard  of  Quality"  except  in 
the  precise  form,  relation,  and  association  in  which  the 
same  appears  herein. 

For  Wines. 

Claims    use  since  April,    1915. 


The  words  "Produce  of  Italy — Marsala — Ferro  Tonlco — 
Quanta    Italia  I.  P. — 17%   Alcohol  by  Volume — Contents 


Ser.  No.  366,610.     ErROPiAN  Wine  EJxpcrters  &  Grjwers 
AGEKCiEs.  Inc.,  New  York,  N.  Y.     Filed  June  25,  1035. 

TRAYIATA 


For  Wines. 

Claims  use  since  June  4,  1985. 
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10,1935 


CLASS  48 

Malt    Beverages    and    Liquors 

8er.  No.  361.12G.    Galkna  Bkewinu  Company,  Galena,  111. 
Filed  July  10,  1935. 


Tbf'  drawing  Is  lined  for  red. 
For  Bf'^'r,   A;f>    ami   I'orter. 
Claims  ust   3iace  Jan.   1.  1R90 


8er.  No.  367,926.     Hembich  Brewing  Co.,  Seattle,  Wash. 


Filed  Aug.  2.  1935. 


CD^ 


on^ 


For  Bottled  Beer. 

Claims  use  since  June  4.  1935. 


Her.   No.  367,968.     The  James   IIanlit  Compani,  ProTi- 
dence,  R.  I.     Filed  Aug.  3.  1935. 


The  picture  is  fanciful. 

For  Ale  and  Porter 

Claims  use  since  January,   I'ifH. 


CLASS  49 

Distilled    Alcoholic    Liquors 

»er    No    355.1712      Continental  Distilling  CorpohaTION, 
Philadelphia.  Pa.     FUed  Aug.  20,  1934. 

LARCHWOOD 

For  Whinkey,  (Jin.  Rum.  Brandy,  and  Alcoholic  Cordials 
Claims  use  since  Aug.  8.  1!)34 


ijer.    No.    36o,lMi        Na.imloozk    VEVNo<rr8CHAP    Amster- 

DAMSCHE     LlKElK.S-n)KKRlJ     "  'T     LOOTSJl  "     DEK     EbVI.V 

LrCAs   boLs,  .Vmsterdam.   Netherlnnd.«       Filed  Mar.   29, 
1935. 


For  Gin  and  Liqueurs. 

Claims   use  since  January,  1900. 


Ser.  No.  363,385.  Compa.nia  Genibal  di  Tabacos  db 
FiLipiNAS,  Barcelona,  Spain,  and  Manila,  P.  I.  Filed 
Apr.  4,  1935. 

Clementina 


For  Gin. 

Claims  use  since  December.  1892. 


Ser.  No.  363.589.    C.  H.  Grates  &  Sons  Company,  Boston. 
Mass.     Filed  Apr.  10.  1936. 


P  nt  hiLL 


For  Whiskey. 

Claims  use  since  Mar.  4.  1935. 


Ser.   No.   365,334.      Halsby   Beteraob   Distribctimo   Co., 
Newark,  N.  J.     Filed  May  24,  1936. 


For  Whiskey. 

Claims  use  since  Jan.  3.  1935. 


Ser.    No.    365,335.      Hal.sey    Beviraob    Distbibutiko    CO., 
Newark,    N.    J.      Filed   May    24,   1935. 


^ 


^mmp^ 


fi 


For   Whiskey. 

Claims  use  since  Jan.  3.  19.35 


Ser.    No.    365,336.      Halsey    BErERAOE    DisthiBdtino   CO., 
Newark.  N.   J.     Filed  May  24,  1935. 

5^TR0TTER 


For  Whiskey. 

Claims  use  since  Jan.  3,  1935. 


Skpttmber  10, 1935 
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Ser.  No.  366,348.    National  Wholesale  Liqdob  Co.,  Inc., 
Baltimore,  Md.     Filed  June  19,  1935. 


OlD  BIRCW 

"- h  BRAND --"^ 


The  word   "Brand"  is  disclaimed. 

For  Whiskey. 

Claims  use  since  Mar.  17,  1934. 


Ser.  No.  366,349.    National  Wholesale  Liqcor  Co.,  Inc., 
Baltimore,  Md.     Filed  June  19,  1935. 


BRAND 


a 


The  word   "Brand"  Is  disclaimed. 

For  Whiskey. 

Claims  use  since  Mar.  17,  1934. 


Ser.    No.   307,311.     National  Distilling  Company,  Mil- 
waukee, Wis.     Filed  July  16,  1935. 


IhlO 


For  Gin  and  Klmmel. 

Claims  use  since  June  16,  1913. 


Ser.  No.  367,392.    Gooderham  &  Wobts  Limited,  Detroit, 
Mich.     Filed  July  17,  1935. 


The  words  "Sloe  Qln"   are  disclaimed. 
The  drawing  Is  lined  for  red  and  green. 
For  Sloe  Gin. 
Claims  use  since  July  2,  1936, 


Ser.  No.  367,822.    European  Wine  Exporters  *  Gbowkfs 
AGENCIES,  INC.,   New  York.   N    Y       FiLd   Jul.?  30,    1935. 


VANDYKE 


For  Gin,  Whiskey,  and  Brandy. 
Claims  use  since  July  10,  1935. 


Ser.  No.  367,894.     Distillers  brands.  Inc.,   Cincinnati, 
Ohio.     Filed  Aug.  1,   1935. 


For   Straight  Whiskey. 
Claims  use  since  Aug.,    1934. 


Ser.  No.  367,904.     Jacob  S.  Polefsky,  doing  business  as 
Continental  Pure  Products  Co.,  Jersey  City,  N.  J.     Filed 


Aug.   1,   1935. 


A 


The  word  "Grain"  Is  disclaimed. 

For  WhiFkeys,  Brandies,  Gins,  nnd  Cordials. 

Claims  use  since  June  14,   1935. 
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September  10. 1935 


Ser.  No.  367,905.  Jacob  S.  Polbtskt,  doing  basiness  as 
Continental  Pure  Products  Co..  Jersey  City.  N.  J.  Filed 
Aug.    1.    1935. 


For   \\'hi<keys,   Brandies,  Olns,   and   Cordials. 
Claims  use  since  July   2,   1934. 


Ser.  No.  367,906.  Jacob  8.  Polkfskt,  doing  basiness  as 
Continental  Pure  Products  Co..  Jersey  City,  N,  J.  Filed 
Aug.    1,    1935. 


PLATINUM 


For  Whl.Rkey?".   Brnndlp-i,   01ns    and   Cordials. 
Claims   use  since  June  5,    1935. 


8«r.  No.  Si7,908.  Jacob  8.  POlsfskt,  doing  business  as 
Continental  Pure  Products  Co.,  Jersey  City,  N.  J.  Filed 
Aug.    1,    1935. 

6  at  in 
^oual 


For  Whi.^eys.   Brandies,  Gins,   and  Cordials. 
Claims  use  since  Jane  15,  1935. 


Ser.  No.  367,909.  Jacob  S.  Poi.ctskt,  doing  batilness  aa 
Continental  Pure  Products  Co.,  Jersey  City,  N.  J.  Filed 
Aug.    1.    1935. 


SILVER  ROSE 


For  Whiskeys,  Brandies.  Gins,  and  Cordials. 
Claims  use  since  June  8,   1935. 


Ser.  No.  367,910.  Jacob  8.  Polefskt,  doing  baglnesa  as 
Continental  Pure  Products  Co.,  Jersey  City.  N.  J.  llWd 
Aug.    1,    1935. 

For   Wbiskeys,   Brundles.  Gins,  and  Cordials. 
Claims  use  since  June  1,   1935. 


CLASS  50 


Merchandise    Not    Otherwise   Classified 

Ser.   No.  361,577      I'aieb  Novei.tt  MANcrAcruBixo  COM' 
PANT,  New  York,   N    Y      Fllpd  Feb    19,   1935, 


For  Mixture  of  Shredded  Asbestos  Fibre  and  Mica  for 
Christmas  Tree  and  Other  I>ecoratlons. 
Claims  use  since  Feb.  9,   193S. 


8«r.  No.  367,179.      Spatz  Bros.,  New  York,  N.  Y.     Filed 
July    12.    1935. 


For    Badges   and    Ornamental    Buttons. 
Claims  use  since  June  2Q,  1935. 


TRADE-MARK  REGISTRATIONS  GRANTED 


[ACT  OF  FEBRUARY  20,  1905] 
SEPTEMBER  10,  1935 


327.863.  COTTON  AND  RAYON  YARNS  AND  MIXTURES 
THEREOF.      Barnhabdt  BROTHEBS,  Charlotte,  N.  C. 

Filed  April  16.  1935.    Serial  No.  363,791.    PUBLISHED 
JUNE  18.  1935.     Class  43. 

827.864.  THREAD  AND  YARN.  Thb  Clark  Thbbad 
COUPANT.  Newark,  N.  J. 

Filed  April  16.  1935.    Serial  No.  363,801.    PUBLISHED 
JUNE  18,  1835.     Class  43. 

327.865.  MUFFLERS,  BATHING  SUITS,  MEN'S  AND 
BOYS'  KNITTED  SCARFS  AND  TIES.  SWEATERS, 
AND  HOSIERY.    Padkbb  Bbothbrs,  New  York,  N.  Y. 

Filed  April  16.  1936.     Serial  No.  863,820.    PUBLISHED 
JULY  2,  1936.     Class  89. 

327.866.  FURNITURE  POLISH.  THBKi  IN  On«  Oil  Com- 
PANT,  New  York,  N.  Y. 

Filed  April  16,  1936.     Serial  No.  863.834.     PUBLISHED 
JULY  2,   1935.     CUss  16. 

827.887.       ATHLETIC     UNDERWEAR.     UNDERSHIRTS, 
AND  SHORTS.    Wright's  Undkbwbab  Co.  Inc.,  New 
York,  N.  Y. 
Filed  April  16,  1035.     Serial  No.  363.838.     PUBLISHED 
JUNE  25.  1935.     Class  39. 

327.868.  ELECTRIC  VACUUM  CLEANERS,  ELECTRIC 
WAFFLE      IRONS,       ELECTRIC      PERCOLATORS. 

.  ELECTRIC  HEATING  PADS  FOR  GENERAL  USE. 
ELECTRIC  TOASTERS,  ELECTRIC  FANS.  ELEC- 
TRIC STOVES  AND  HOT  PLATES  OR  ELECTRIC 
(;RILLS,  ELECTRIC  CURLING  IRONS.  ELECTRIC 
DISH  WASHERS.  ELECTRIC  MIXING  SETS  FOR 
MIXING  FOODS  AND  INGREDIENTS  OF  FOODS, 
AND  RADIOS.  WM.  T.  KNOTT  COMPANY,  INC.,  New 
York.  N.  Y. 
Filed  April  17,  1935.  Serial  No.  363,866.  PUBLISHED 
JULY  2,  1935.     Class  21. 

327.869.  CANNED  PEACHES.  MINEB,  REaD  &  TOLLOCK, 
New  Haven,  Conn. 

Filed  April  17,  1936.     Serial  No.  363,880.    PUBLISHED 
JULY  2,  1936.     Class  46. 

327.870.  SPARK  PLUGS.  Chables  A.  Xabceix,  INc, 
Utica.  N.  Y. 

Filed  April  18,  1935.     Serial  No.  363,958.     PUBLISHED 
JULY  2.   1936.     Class  21. 

327.871.  GERMICIDE  FOR  DANDRUFF.  ITCHING 
SCALP.  AND  THE  LIKE.  Robebt  Lamaine,  doing 
business  as  Curaderm  Laboratories,  New  York.  N.  Y. 

Filed  April  18,  1935.     Serial  No.  363,923.     PUBLISHED 
JULY  2,  1935.     Class  6. 

827.872.  RAT  AND  .MOUSE  EXTERMINANT  AND  IN- 
SECTICIDE. Hackbb  Products  Cobp..  Brooklyn, 
N.  Y. 

Filed  April  19,  1935.     Serial  No.  363,972.     PUPLISHED 
JULY  2,  1936.     Class  6. 

827.873.  EFFERVESCENT  PREPARATION  HAVING 
ANTACID  PROPERTIES  AS  AN  AID  TO  DIGES- 
TION. Hroo  COLOMBi,  doing  business  as  Efferves- 
cente  Co.,  New  York,  N.  Y. 

Filed  April  20.  1935.     Serial  No.  363.999.     PUBLISHED 
JULY  2,  1936.     Class  6. 

827.874.  HOSIERY  FOR  WOMEN.  Cooper,  wells  & 
COMPANY.   St.   Joseph.   Mich. 

Filed  May  9.  1936.     Serial  No.  364.714.     PUBLISHED 
JUNE  25,  1935.     Class  39. 

827,876.  HOSIERY  FOR  WOMEN.  Coopeb.  Wells  & 
COMPANY.   St.   Joseph,   Mich. 

Filed  May  9.  19.35.      Serial  No.  864,715.     PUBLISHED 
JUNE  23,  1935.     Class  39. 


327.876.  FISHING  LINE.  United  States  Whip  Co., 
doing   business   as   U.    8.   Line   Co.,   Westfleld.   Mass. 

Filed  May  9,  1935.     Serial  No.  364,744.     PUBLISHED 
JULY  2,  1936.    Class  22. 

327.877.  COVER  PAPER.  BOND  PAPER,  ENAMELED 
BOOK  PAPER,  LEDGER  PAPER.  WRITING  PAPER, 
DRAWING  PAPER,  LITHOGRAPH  rAFEK.  AN- 
NOUNCEMENT AND  GREETING  PAPER.  BILL- 
HEADS, PAPER  FOR  BOX  COVERING.  PAPE- 
TERIES,  BRISTOLS,  AND  COATED  AND  UNCO.\T- 
ED  BLANKS.  AND  BOOK  PAPER.  Bbadnbb  Smith 
&  Company,   Chicago.   111. 

Piled  May  10.  1935.     Serial  No.  364.756.     PUBLISHED 
JULY  2,  1936.     Class  37. 

327.878.  COVER  PAPER,  BOND  P^PER.  ENAMELED 
BOOK  PAPER.  LEDGER  PAPER  WRITING  PAPER, 
DRAWING  PAPER,  LITHOGRAPH  PAPER,  AN- 
NOUNCEMENT AND  GREETING  CARD.  PAPER 
FOR  BOX  COVERING,  AND  UNCOATED  BOOK, 
COATED  AND  UNCOATED  BLANKS.  Bbadn« 
Smith  &  Company,  Chicago,  111. 

Filed  May  10,  1935.     Serial  No.  3W,760.     PUBLISHED 
JULY  2,  1935.     Class  37. 

327.879.  MALT  BEVERAGES  OF  LEGAL  ALCOHOUC 
CONTENT.    Red  Top  Brewing  Company,  Cincinnati, 

Ohio. 
Filed  May  10,  1935.     Serial  No.  364,789.     PUBLISHED 
JULY  2,  1935.     Class  48. 

327.880.  MALT  BEVERAGES  OF  LEGAL  ALCOHOLIC 
CONTENT,     RED  TOP  Brewing  Company,  Cincinnati, 

Ohio. 
Filed  May  10,  1936.     Serial  No.  364.790.     PUBLISHED 
JULY  2.  1936.     Class  48. 

327.881.  CANNED  VEGETABLES  AND  CANNED 
FRUITS.  Christian 8BDB0  Canning  Co.,  Inc.,  Chris- 
tiansburg,  Va. 

Filed  May  11,  1936.     Serial  No.  364,811.     PUBLISHED 
JULY  2.  1935.    Class  46. 

327.882.  TECHNICAL  PERIODICAL  MAGAZINES. 
Orbin   R.  YOUNG,  New  York,  N.  Y. 

Filed  May  11.  1935.     Serial  No.  364,846.     PUBLISHED 
JULY  2,  1935.     Class  38. 

327.883.  WRITING  AND  PRINTING  PAPER.  Stbath- 
MOBB  Paper  Company,  West  Springfield,  Maas. 

Filed  May  13,  1935.     Serial  No.  364,898.     PUBLISHED 
JULY  2,  1936.     Class  37. 

327.884.  TWIST  DRILLS.  REAMERS,  END  MILLS,  CUT- 
TERS.  HOLLOW  MILLS,  COUNTERBORES.  COUN- 
TERSINKS, SOCKETS.  SLEEVES,  REDUCERS,  IN- 
SERTED-POINT  CENTERS,  AND  ARBORS.  Whit- 
man  &  IlABNKS,  INC.,  Detroit,  Mich. 

Filed  May  13.  1933.     Serial  No.  364.906.     PUBLISHED 
JULY  2.  1935.     Class  23. 

327.885.  WOMEN'S  AND  MISSES'  CO.\TS,  SUITS,  AND 
SKIRTS.    I.  M.  Baoedonow,  Inc.,  New  York,  N.  Y. 

Filed  May  14,  1935.     Serial  No.  364,911.     PUBLISHED 
JUNE  26,   1935.     Class  39. 

827.886.  TELESCOPES,  TELESCOPE  OUTFITS.  FIELD 
GLASSES,  AND  PARTS  THEREOF.  Carolyn  Manc- 
factcbing  CO.,   INC.,  New  York,  N.  Y. 

Filed  May  14,  1936.     Serial  No.  364,914.     PUBU8HED 
JULY  2,  1936.    Class  26. 

327.887.  PAPER,  CARDBOARD.  AND  FIBER  CARTONS 
AND  COVERS  THEREFOR.  Individual  Dbinkinq 
Cup  CO.  inc..  Easton,   Pa. 

Filed  May  14,  1936.     Serial  No.  364.921.     PUBLISHED 
JULY  2,  1936.    Class  2. 
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327, 8«^.     PERIODICAL.     Eric   Berobb,  New  York,  N.  Y. 
Filed  May  17,  1935.     S«rlal  No.  365.018.     PUBLISHED 
JULY  2.  1935.     Class  38. 

327.889.  COIN  CONTROL.  BALL  PROJECTING  AMUSE- 
MENT DEVICE.  Grk.nberg  and  Riga,  Newark. 
N.   J. 

Filed  May  17,  1935.     Serial  No.  366,031.     PUBLISHED 
JULY  2,   1935.     Class  22. 

327.890.  DENTAL  CLEANSING  AND  MASSAGE  AR- 
TICLES.     Harrt  L.   Welker,  Wllllamsport,  Pa. 

Filed  May  17,  1935.     Serial  No.  365,047.     PUBLISHED 
JULY  2,  1935.     Class  44. 

327.891.  POCKETBOOKS  AND  HANDBAGS.  Sttli- 
CRAFT  LKATHER  P.ooDS  Co.  INC.,  New  York.  N.  Y. 

Filed  May  17.  1935.     Serial  No.  365.050.     PUBLISHED 
JULY  2,  1935.     Class  3. 

327.892.  PERIODICAL  PUBLICATIONS.  Thd  Amkri- 
CAS  FEDERATION  OP  UTILITY  INVBSTOHS,  INCORPC 
RATED,    Chicago.    111. 

Filed  May  IS.  1935.     Serial  No.  365,055.     PUBLISHED 
JULY  2.  1935.      Class  38. 

827.893.  CANNED  FOODS  FOR  DOGS,  CATS.  FOXES, 
AND    OTHER    CARNIVOROIS    ANIMALS.      A.MMAL 

Foods    Company,   doing   business    as   Alert   Products 
Co..   San  Jose.   Calif. 
Filed  May  18.  1935.     Serial  No.  365,056.     PUBLISHED 
JULY  2,  1935.     Class  46. 

327.894.  MACHINES  FOR  CUTTING  MEAT.  CrB» 
STEAK  Machine  Company,  I.nc,  Boston,  Mr.«58. 

Filed  May  18,  1935.     Serial  No.  365.064.     PUBLISHED 
JULY   2.    1935.     Class  23. 

327.895.  MATTRESSES  AND  STUDIO  COUCH  BEDS. 
Nathan  Gennet,  doing  business  as  Central  Quilt  and 
.Mattress   Manufactory,    Newark,   N.   J. 

Filed  May  18.  1935      Serial  No.  365.076.     PUBLISHED 
JULY  2.  1935.     Class  32 

327.896.  MALT   BEVERAGES    OF  LEGAL  ALCOHOLIC 
CONTENT.     Red  Top  Brewing  Company,  Cincinnati 
Ohio.  ' 

Piled  May  18,  1935.     Serial  No.  365.099.     PUBLISHED 
JULY   2.   1935.     Class  48. 

327.897.  LEATHER.     Barrett  k  Company,  Newark,  N.  J. 
Filed  May  20,  1935.     Serial  No.  365,114.     PUBLISHED 

JULY  2,  1935.     Class  1. 

327.898.  CIGARS.  Th»  Canava  Cioab  Company,  Chicago, 
HI. 

Filed  May  20,  1935.     Serial  No.  365,121.     PUBLISHED 
JULY  2,  1935.     Class  17. 

327.899.  PERMANENT  WAVE  P.ADS,  HAIR  DRYERS, 
AND  PERMANENT  WAVE  MACHINES,  SPACERS, 
CURLING  RODS.  AND  HEATERS.  National  Min- 
eral  Company,   Chicago.   111. 

Filed  May  20,  1935.     Serial  No.  365,153.      PUBLISHED 
JULY  2,  1935.     Class  44. 

327.900.  PERMANENT  WAVE  PADS.  National  Min- 
SRAL  Company,   Chicago,  111. 

Flle<l  May  20.  1935.     Serial  No.  365,154.     PUBLISHED 
JULY  2,  1935.     Class  44. 

327.901.  PADS  FOR  PER.MANENTLY  WAVING  HUMAN 
HAIR.      National   Mineral   Company,   Chicago.    111. 

Filed  -May  20.  1935.     Serial  No.  365,156.     PUBLISHED 
JULY  2,  1935.     Class  44. 

327.902.  PADS  FOR  PERMANENTLY  WAVING  HUMAN 
HAIR.      National    Mineral    Company,    Chicago,    III. 

Filed  May  20,  1935.     Serial  No.  365,159.     PUBLISHED 
JULY  2.   1935.     Class  44. 

327.903.  LIQUID    ANTISEPTIC    PREPARATION     FOR 
.   USE  IN  ORAL  HYGIENE  :  VAGINAL  JELLY  ;  PREP- 
ARATIONS   IN    LIQUID   AND  TABLET   FORM    FOR 
RELIEF  OF  PAINFUL  MENSTRUATION  ;  ETC.   Lab- 
oratories.  Inc.,  JopUn,  Mo. 

Filed  May   3,  1934.     Serial  No.  350.868.     PUBLISHED 
JULY  -'.  1935.     Class  6. 


327.004.      IRONKR     ATTACHMENTS      FOR     LAUNDRY 
WASHING     MACHINES.       VCLCAN     Manci-actlbinq 
COMPANY.  Kansas  City.   Mo. 
Filed  April  30.  1934.     Serial  No.  880,729.     PUBLISHED 
JULY  2,  1935.     Class  24. 

327,906.     MEDICINAL  TONIC  FOR  GENERAL  USE  HAV- 
ING   AN    ALCOHOLIC    BASE.      Silvestbo   ChibicO, 
New  York,  N.  Y. 
Filed  April  26.  1934.     Serial  No.  360,508.     PUBLISHED 

JULY  2,  1935.     Class  6. 

327.906.  PIPETTES  USED  FOR  MAKING  BLOOD 
COUNT.     William  Pfeifker,  Rochester,  N.  Y. 

Filed  April  2,  1934.     Serial  No.  349,352.     PUBLISHED 
NOVEMBER  27,  1934.     Class  26. 

327.907.  MATTRESSES.  BeDdorest  Mattbesb  COMPANY, 
Fort  Lauderdale.  Fla. 

Filed  April  30.  1935.     Serial  No.  364.369.     PUBLISHED 
JULY  2,    1936.     Class   32. 

327.908.  FRENCH  DRESSING,  WHICH  IS  A  DRY  FOOD- 
STUFF CONDIMENT  IN  POWDERED  FORM.  ERICH 
Bri  ST,  New  York,  N.  Y. 

Filed     March    14.     19.34.      Serial    No.    348,621,      PUB- 
LISHED JULY  2.  1936.     Class  46. 

327.909.  BEER.  Mankato  Brewing  Company,  Mankato, 
Minn. 

Flle<l    January    17,    1934.      Serial    No.    346,165.      PUB- 
LISHED JUNE  6,  1934.     CUas  48. 

327.910.  LAUNDRY  BLUINGS.  Carman  &  Co.,  Ii»c.,  New 
York.  N.  Y. 

Filed    January    6,    1934.      Serial    No.    846,660.      PUB- 
LISHED JULY  2,  1035.     Class  6. 

327.911.  POTATO  CHIPS.  Earl  V.  Wise,  doing  busi- 
ness as  Wise  Delicatessen  Company,  Berwick,  Pa. 

Filed   September  21,   1933.      Serial  No.  341,780.     PUB- 
LISHED JULY  2,  1936.     Class  46. 

327.912.  RAZOR  BLADES.  Harby  Rbrsb,  New  York, 
N.  Y..  assignor  to  Essex  Razor  Klade  Corporation, 
Jersey  City,  N.  J.,  a  corporation  of  New  Jersey. 

Filed  August  9,  1933.     Serial  No.  340,610.     PUBLISHED 
JULY  2,  1936.     Class  23. 

327.013.  RUBBER  AND  FABRIC  TUBING.  ALBBBT  J. 
WEATHCRHEAD,  JR.  doIng  buslness  as  The  Weather- 
head  Company,  Cleveland,  Ohio,  assignor  to  The 
Weatherhead  Company,  Cleveland,  Ohio,  a  corjwra- 
tlon  of  Ohio. 
Filed  May  4.  1933.     Serial  No.  387,402.     PUBLISHED 

JULY  2,  1036.     Class  36. 

327.914.  BRASS  BICYCLE  TIRE  REPAIR  PLUGS.  Wald 
Mandfactcbino  Company.  Inc..  Maysvllle,  Ky. 

Filed  April  27,  1933.     Serial  No.  337,242.     PUBLISHED 
JULY  2,  1936.     Class  36. 

327.915.  PUZZLES.  R.  E.  Adams  Company,  Moores- 
town,  N.  J. 

Filed  April  11,  1933.     Serial  No.  336.632.     PUBLISHED 
JULY  2,  1086.     Class  22. 

327.916.  CHUM.  TO  BE  USED  IN  FRESH  OR  SALT 
WATER  FISHING.  THE  Dry  Milk  Company  inc., 
NVw  York.  N.   Y. 

Filed  -May  26.  1036.     Serial  No.  366,370.     PUBLISHED 
JULY  2,  1935.     Class  22. 

327.M7.       GAMES    PLAYED    WITH    PAPER    TICKETS 
BEARING  HIDDEN  INDICIA.     Wheeling  Novelty 
CO..  INC..  Wheeling.  W.  Va. 
Filed  May  23,  1935.     Serial  No.  366,323.     PUBLISHED 
JULY  2.  1935.     Class  22. 

327.918.  TABLE  SYRUP.  The  Hobinqeb  Co.,  Keokuk, 
Iowa. 

Filed  May  23,  1935.     Serial  No.  365,296.     PUBLISHED 
JULY  2,  1936.     Class  46. 

327.919.  CIGARS.  Harby  Blcm's  Natubal  Bloom  Inc., 
New  York.  N.  Y. 

Filed  May  22.  1936.     Serial  No.  368.242.     PUBLISHED 
JULY  2.  1936.     Class  17. 
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327.020      LEAD  AND  PARTICULARLY  COMMON   LEAD 
AND   ANTIMONIAL  LEAD.      IntebnaTIONal  SMBLT- 
INO  and  REriNiNO  COMPANY.  New  York.  N.  Y. 
Filed  May  21.  1035.     Serial  No.  366,227.     PUBLISHED 

JULY  2,  1935.     Class  14. 

327.021.        NECKWEAR— NAMELY,      CRAVATS,      TIES. 
SCARFS,   AND  MUFFLERS.     Abbaham  MANdel,  do- 
ing business   as  Bellmore    Neckwear   Co.,   and   Holly- 
wood Cravat  Co.,  New  York.  N.  Y. 
Filed  May  21,  1935.     Serial  No.  365,206.     PUBLISHED 

JULY  2,  1935.     Class  39. 

327.922.  SPARK    PLUGS    FOR    ELECTRICAL    APPLI- 
ANCES.    ViTALic  Batteby  CO.,  INC.,  Dallas.  Tex. 

Filed  May  20,  1935.     Serial  No.  366,177.     PUBLISHED 
JULY  2,  1935.     Class  21. 

327.923.  COFFEE.     R«D  k  WHITE  Cobpoeation,  Chicago, 
111. 

Filed  May  20,  1936.     Serial  No.  365,164.     PU.BLISHED 
JULY  2.  1935.     Class  46. 

327.924.  MASSAGE  CREAM.  AND  CLEANSING  CREAM. 
CHABLB8  OF  THE  RiTz,  INC.,  New  York,  N.  Y. 

Filed  April  15,  1935.     Serial  No.  363,743.     PUBLISHED 
JULY  2,  1935.     Class  6. 

827.925.  EGGS.  Chablis  E.  MCMands,  doing  business  as 
Spring  Hills  Farm,  Cockeysville.  Md. 

Filed  April  13,  1935.     Serial  No.  368,713.     PUBLISHED 
JULY  2,  1036.     Class  46. 

327.926.  INVISIBLE  UNDERPANTY.  Invisilbtte,  Inc., 
Chicago,   111. 

Filed  April  13,  1936.    Serial  No.  363,709.    PUBLISHED 
JUNE  26,  1935.     Class  39. 

327.927.  MEDICINAL  TEA  FOR  THE  RELIEF  OF  FE- 
MALE AILMENTS.  Seymocb  Yodno,  doing  business 
as  Allemaine  Pharmacal  Co..  New  York.  N.  Y. 

Filed  April  12.  1935.     Serial  No.  363.681.     PUBLISHED 
JULY  2,  1935.     Class  6. 

827.928.  SEALING  COMPOUNDS  FOR  CONTAINERS. 
Cabbidb  and  carbon  chemicals  Cobpobation,  New 
York.  N.  Y. 

Filed  April  10,  1935.     Serial  No.  863,680.     PUBLISHED 

JULY  2,  1935.     Class  5. 

327  920  PAINT  ENAMELS  ;  AUTOMOBILE  FINISHES  ; 
'  LACQUERS :  AUTOMOBILE  UNDER  FENDER 
PAINT;  AUTOMOBILE  AND  FURNITURE  POLISH: 
METAL  PRIMERS.  AND  SURFACERS  ;  PORCH  AND 
DECK  PAINTS;  READY  MIXED  PAINTS,  HEAVY 
PASTE  AND  SEMI  PASTE;  THINNERS  FOR 
PMNTS  AND  PAINT  ENAMELS;  VARNISHES; 
STAINS  SHELLACS:  LINSEED  OIL  AND  TUR- 
PENTINE: JAPAN  DRIERS;  AND  SUCTION  SEAL- 
ERS IN  THE  NATURE  OP  A  PAINT.  FbiTz  Dalton. 
doing  business  as  Daltonlte  Paint  Products  Co.,  Phila- 
delphia, Pa. 
Filed  April  11.  1935.     Serial  No.  363,623.     PUBLISHED 

JULY  2,   1936.     Class   16. 

827.980.     LEATHER  HANDBAGS  AND  POCKETBOOKS. 
BoscABLET  GLOVE  COMPANY,  INC.,  New  York.  N.  Y. 
Filed  April  10,  1036.     Serial  No.  363,678.     PUBLISHED 

JULY  2.  1036.     Class  3. 

3>7  931         LADIES'       UNDERGARMENTS   —   NAMELY, 

"'slips.    PETTICOATS,    CHEMISES.    AND    STEP  IN 

DRAWERS.        OXFOBD     UNDERGARMENT     COBPOBATION, 

New  York.  N.  Y.  

Filed  April  9,  1935.     Serial  No.  363,564.     PUBLISHED 

JUNE  26.  1035.     Class  30. 

327,032.  MENS,  WOMEN'S,  AND  CHILDREN'S  UN- 
DERWEAR.     Thb   Campb   corporation,    New   York, 

Filed  .\pril  9,  1935.     Serial  No.  363.563.     PUBLISHED 
JUNE  25.  1935.     Class  39. 

827.933.  NECKTIES  OF  THE  BOW  AND  THE  CRAVAT 
TYPE       ONE-IN-HAND  CO..   Clinton.   Iowa. 

Filed  April  8,  1936.     Serial  No.  363,537.     PUBLISHED 
JULY  2,  1935.     Class  39. 

327.934.  GRASS  SEED.     T.  W.  WOOD  k  SONS,  Richmond, 

Fllld  April  8,  1935.     Serial  No.  363,533.     PUBLISHED 
JULY  2,  1035.     Class  1. 
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327.935.  BRAKE  LININGS.  Windsob-Lloyd  Products, 
Inc.,  Wilmington,  Del. 

Filed  April  8,  1936.     Serial  No.  363,582.     PUBLISHED 
JULY  2,  1935.     Class  36. 

327.936.  ENGINE  AND  MACHINERY  PACKINGS  MADE 
OF  ASBESTOS  AND/OR  CANVAS  WITH  RUBBER 
AND/OR  METAL,  USED  FOR  PREVENTING  THE 
ESCAPE  OF  STEAM  OR  OTHER  FLUID  OR  VAPOR 
BETWEEN  THE  WORKING  PARTS.  AND  FOR  IN- 
SERTING BETWEEN  STATIONARY  JOINTS.  THE 
DILDAm  PACKING  k  ROBBEB  CO.,  LIMITED,  London, 
England. 

Filed  April  6,  1936.     Serial  No.  363,449.     PUBLISHED 
JULY  2,  1936.    Class  36. 

327.937.  ENGINE  AND  MACHINERY  PACKINGS  MADE 
OF  ASBESTOS  AND/OR  CANVAS  WITH  RUBBER 
AND/OR  METAL.  USED  FOR  PREVENTING  THE 
ESCAPE  OF  STEAM  OR  OTHER  FLUID  OR  VAPOR 
BETWEEN  THE  WORKING  PARTS,  AND  FOR  IN- 
SERTING BETWEEN  STATIONARY  JOINTS.  THE 
BELDAM  PACKING  k  RUBBER  CO.,  LIMITED,  London, 
England. 

Filed  April  6.  1935.     Serial  No.  363.447.     PUBLISHED 
JULY  2,  1936.    Class  36. 

327,038.  MILK  OF  MAGNESIA.  THE  Steblino  Maqnb- 
siA  Co.  INC.,  Newark,  N.  J. 

Filed  April  5,  1935.     Serial  No.  363,442.     PUBLISHED 
JULY  2,  1935.     Class  6. 

327.939.  CO-VTS,  SUITS,  DRESSES  AND  COLLARS, 
CUFFS  AND  MUFFS,  MANUFACTURED  AND  FASH- 
IONED FROM  CHEMICALLY  PREPARED  SKINS 
OF  CONEY.  RABBIT,  MARMOT,  AND  MUSKRAT. 
LEWMAC  FCR8.  INC..  New  York.  N.  Y. 

Filed  April  4.  1935.     Serial  No.  363.399.     PUBLISHED 
JUNE  25,  1935.     Class  39. 

327.940.  FOUNTAIN  PENS.  American  Writing  Instru- 
ment Co.,  West   Orange,  N.  J. 

Filed  April  3,  1935.     Serial  No.  363,357.     PUBLISHED 
JULY   2,   1935.     Class  37. 

327  941.       PHARMACEUTICAL     PREPARATIONS     FOR 
THE  RELIEF  OP  CORNS,  CALLOUSES,  BUNIONS, 
ATHLETES  FOOT,  AND  ECZEMA.    The  Kebnb  Dbcg 
Company.  Indianapolis,  Ind. 
Filed    March    30,    1935.      Serial     No.    363,354.       PUB- 
LISHED JULY  2,   1935.     Class  6. 

327.942.  MEN'S  AND  BOYS'  DRESS.  NEGLIGEE.  AND 
WORK  SHIRTS.     M.  IlArTBL  k  Sons,  Philadelphia, 

Piled  April  24,  1935.    Serial  No.  364,136.    PUBLISHED 
JULY  2.   1035.     Class  39. 

327.943.  DOG  MEDICINE  AND  TONIC.    William  COOPeb 
k  Nephews,  Incobporated,  Chicago,  111. 

Filed  April  24.  1935.     Serial  No.  364.124.     PUBLISHED 
JULY  2.  1935.     Class  6. 

327  944      FRICTION  CLUTCH  DISCS.  SAWS,  SHOVELS, 
AXES.   AND  PLOW  DISCS.      Bobg-Wabneb  Cobpo- 
bation, Chicago,  111. 
Filed  April  25.  1935.     Serial  No.  364.172.     PUBLISHED 
JULY  2.  19.35.     Class  23. 

327  946        ASTRINGENTS.    CLEANSING    CREAM,    ALL 

'  PURPOSE    CREAMS,    VANISHING    CREAMS.    AND 

DEODORANT.      Francis    Elmqcist.    doing    business 

as  House  of  Twigs,  Kansas  City.  Mo. 

Filed  April  25.  1935.     Serial  No.  364.177.     PUBLISHED 

JULY  2.  1935.     Class  6. 

827  946.      MEN'S   AND   BOYS'    WORK   AND   NEGLIGEE 
'  SHIRTS,     reliance  Manufacturing  Company,  Chi- 
cago, 111.  ,.  _^. 
Filed  April  25,  1935.     Serial  No.  364,195.     PUBLISHED 
JUNE  25.   1935.     Class  .39. 

3'>7  947       BATHING   SUITS   AND   BATHING   SUIT   AC- 

"   '  CESSORIES   —   NAMELY.       BEACH       SWEATERS. 

COATS       PAJAMAS.     AND      SLACKS     FOR      MEN. 

WOMEN.     AND     CHILDREN.        Shawmut     WOOLEN 

MILLS,  INC.  Stoughton,   Mass. 

Filed  April  26.  1935.     Serial  No.  364.251.     PUBLISHED 

JULY  2,   1935.     Class   39. 
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327.948.  WOMEN'S  CHEMISES,  PAVTIES,  AND  SLIPS. 
Thomas  &  Mahcls,  Inc.,  New  York.  N.  Y. 

Fllf^  April  26.  1935.     Serial  No.  364,255.     PUBUSHEID 
JUNE   25.   1935.     Class  39. 

327.949.  OVERALLS.  Brownstbin-Locis  Compajtt,  Lob 
Angeles.  Calif. 

1-^le.l  April  27.  1035.     Serial  No.  364,269.     PUBLISHED 
JUNE  25.  1935.     Class  39. 

327.950.  TALCUM  POWDER,  DUSTING  POWDER.  AND 
PACE  POWDER.  AND  SACHET.  COTT,  iMC,  Wil- 
mington,  Del. 

FUed  April  27,  1935.     Serial  No.  364,280.    PL'BUSHED 
JULY  2,  1935.     Class  6. 

327.951.  CASES  FOR  MUSICAL  INSTRUMENTS.  Qbib 
,k  SCHAiPEK  Co.,  Chicago,  111. 

Filed  April  27.  1935.     Serial  No.  364,283.     PUBLISHED 
JULY   2,  1935.      Class  3. 

327  952.  VITAMINIZED  LAXATIVE  IN  CAPSULE 
FORM.     W    C.    Kalasu.   1  ncohi^oratid.  Omaha.  Nebr. 

Filed  April  29.  1935.     Serial  No.  364,343.     PUBLISHED 
JULY   2,   19.'?5.      Class  6. 

327.953.  CO.VL.  Old  Bun  Coal  Co«poajiTiO!i,  Chicago. 
111. 

Filed  April  29,  1935.     Serial  No   364,353.     PTJBLI3H1D 
JULY  2,   1935.     Class  1. 

327.954.  NONALCOHOLIC,  MALTLESS  FRUIT  JUICE 
COMPOUND  FOR  BEVERAGE  PTRPOSES. 
Schwartz  Ginoer  Alb  Company,  Ixc.  doing  basl- 
ness  as  Lem  Lur   Bottling  Co..   San   Francisco.   Calif. 

Filed  April  2^,  1935.     Serial  No.  364,358.     PUBLISHED 
JULY  2,  19.".5      r\&ns  45. 

327.955.  PAPER— NAMELY,  BOND.  LEDGER.  BOOK. 
OFFSET,  STENCIL  DUPLICATING  MACHINE, 
WHITING.  ANNOT'NCEMENTS,  COATED  F>NAMEL 
BOOK,  UNCOATED  BOOK,  TEXT  PAPER,  ETC. 
WiLCOx-MosHEB  LEFFHOLM  CoMPAXT,  Minneapolis, 
Minn. 

Filed  April  29,  1935.     Serial  No.  364,366.     PUBLISHED 
JULY  2,   1935.     Class  37. 

327.956.  ADVEKTISING.  AUTOMOBILE,  TRUCK,  HIGH- 
WAY. K«)AI>  SI(;N  and  road  CROSSING  REFLEC- 
TORS. FKI>Eil\L  S^TAMPINQ  AND  EN'^INEERINQ  CORP., 
Brooklyn.  N.  Y. 

Filed  April  30,  1935.     Serial  No.  364,383.     PUBUSHED 
JULY  2,   1935.     Class  50. 

327.957.  NONALCOHOLIC,  MALTLESS.  CITRUS  FRUIT 
JUICES  FOR  MAKING  SOFT  DRINKS  AND  AS 
MIXERS     GOOD  FOODS,  Incorporated,  Tampa,  Fla. 

Filed  April  30,   1935.     Serial  No.  364,385.     PUBLISHED 
JULY  2.  1935.     Class  45 

327.958.  CHOCOLATE  POWDER  PREPARATION  FOR 
MAKING  FOOD  BEVERAOES  AND  OTHER  FOOD 
USES.  FORBES  CHOCOLATE  i  CocoA  coMPA.Ni,  Chi- 
cago. 111. 

Filed  May  1,   1935.      Serial  No.  364,417.     PUBLISHED 
JULY  2,  1935.    Class  46. 

327.959.  MEDICATED  CANDY,  COMMONLY  KNOWN  AS 
COUGH  DROPS  Ehsest  E.  Johnson,  doing  basinesa 
as  Ernest  E.   Johnson   Co.,  Mlnn>'a{M>ll8,    Minn. 

Filed   May   1,    1935.      Serial   No.   364.422.     PUBLISHED 
JULY  2,  1935.     CTass  6. 

327.960      DYES.      Ptlam  Phodcct8   Compajct,  iJrc.,  New 
York.   N.   Y. 
Filed  May   1,  1935.     Serial  No.  364.449.     PUBLISHER) 
JULY  2.  1935.     Class  «. 

327.961.  PLAYING  C.^RDS.  Umtbd  States  Sapett  So- 
riKTY,  ls<\.  New  York.  N    Y. 

Filed  May    1.  1935.      Serial  No.  364.457.     PUBLISHED 
JULY  2,  1935.     Class  22. 

327.962.  DRESSES  FOR  THE  USE  OF  WOMEN,  MISSES. 
AND  CHILDREN.  Shbila  LYNW,  Inc.,  New  York. 
N.   Y. 

Filed  May  2.  1935.     Serial   No.  364,486.      PUBLISHED 
JULY  2.  iu;i5.     Class  39. 


327,963      DOUBLE  WIRE  RING  BINDERS  FOR  SCHOOL 
TABLETS.     UN'TiD  Dai'O  Company,  BoBton.  Masa 
Filed  May  2.  1935.     SerUl  No.  364.489.     PUBLISHED 
JULY  2,  1935.     ClasB  37. 

327.964.  HOSIERY  FOR  WOMEN.  Coopib,  Wells  k 
Company,  St.  Joseph,  Mich. 

FUed  May  3.   1935.     Serial  No.  364.508.     PUBLISHED 
JULY  2.  1935.     aass  39. 

327.965.  AUTOGRAPH  BOOKS.  National  Poblishino 
company,  Philadelphia.  Pa. 

Piled  May  3.  1936.     Serial   No.  364,520.      PUBLISHED 
JULY   2,   1935.      Class  37 

827.966.  PAPER  l>OILIES.  SHELF  PAPERS,  L.\CE  PA- 
PERS,  SHELF  LINING  PAPERS.  PAPER  CHOP 
FRIT. I-*?.  PAPER  NAPKINS.  PAPER  TOWEI-**,  AND 
I'Al'EU  TABLE  CLOTHS  Royal  Lace  I'apkk  Works, 
Brooklyn,   N.   T. 

Filed    Msy  4,    1935       Sertal  No.  864,555.     PUBLISHED 
JULY  2.   1935.     Class  ST. 

327.967.  PERIODICAL  PUBLICATION.  American  So- 
cirrr  or  tool  engineers.  Inc.,  Detroit,  Mich. 

Filed  May  6,   1935      Serial  No.  364,564.      PUBLISHED 
JULY  2,    1935.     Class  38. 

32T,96«.      GARBAGE    RECEPTACLES.     B.   T.   Vam  VoOB- 
HIS,    Nevada,    Ohio. 
Filed  May  6.  1935.     Serial  No.  364,602.      PUBLISHED 
JULY  2.    1935.     Class  2 

327.965*      WEEKLY  MA<;aZL\E      Greylock  Corporation, 
N.-w  York,   N    Y. 
Filed   May   8,   1936.      SerUl   No.   364.670.     PUBLISHED 
JULY  2.   1935.     Class  38. 

327.970.  SECTION  OF  .V  PERIODICAL  PUBLICATION. 
THE  Haihe  Pcblishino  company,  inc..  New  York. 
N.  Y. 

Filed  May  8,  1935      Sertal  No.  364.671.     PUBLISHED 
JULY   2.   1935.     Class  38. 

827.971.  PETROLATUM.  Barnsdall  Oil  Company,  Tul- 
sa, Okla. 

Filed  April  1.  1935.     Serial  No.  363,262.     PUBLISHED 
JULY  2.  1935.     Clas-s  8. 

327,972        FEUTILIZER,    A     MIXTURE    OF    CALCINED 
KIESEIIITE    AND   CALCIUM    CARBONATE.      F.    W. 
I?ERK  4  CO..  INC.,  New  York.  N.  Y. 
Fllf.l    -March    30,     1935.       Serial    No.    363,197.      PUB- 
LISHED JULY  2.   1935.      Class  10. 

327.973.  NECKLACES,  BAR  PINS,  PINS,  CLIPS.  BRACE- 
LETS. FIN<;ER  RINGS.  EARKINCS.  BUCKLES. 
HAIR  COMBS,  ALL  MADE  OF  OR  PLATED  WITH 
PRECIOUS  METAL.  D.  Lisxer  &  Co.,  New  York. 
N.   Y 

Fllf.l    .March    29,     1935.       SerUl    No.    368.175.      PUB- 
LISHED JULY  2.  1935.     Class  28. 

327.974.  FURS  IN  THE  PIECE.  Abrams  A  Lindbw,  Inc., 
Npw  York.  N.   Y. 

Filed     March    26.     1935.       Serial    No.    362,986.      PUB- 
LISHED JULY  2,  1936.     Class  1. 

327.975.  TOY  NOVELTIES  MADE  OF  SHELLS  TO  REP- 
RESENT FIGURES.  GooriE  Products,  Depoe  Bay, 
Or  eg 

Filed     March    25.     1935.       Serial    No.     362,962.       PUB 
LISHED  JULY  2.  1935.     Class  22. 

327.976       OINTMENT   FOR    TREATMENT  OF  NEURAL- 
GIA.  RHEUMATISM.    SPKAINS.   COLDS    AND  CON- 
GESTIONS. COUGHS.  ET  CETERA.     Shobakd  IBhi- 
YAMA,   Los  Angeles,  <'allf. 
Filed    March     19,     1935.      Sertal    No.    362,740.       PUB- 
LISHED JULY  2.  1935.     Class  6. 

327,977.     FOOT  PREPARATION.     Grant  YUlland.  doing 
business    as    Standard    Products    Company,     Howell, 
Ml<h 
FIltMl    .March    19.     1935.       Serial    No.    362.728.       PUB- 
LISHED JULY  2.  1935.     Class  6. 
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827.978.  HEXAHYDRIC  ALCOHOLS— NAMELY,  MAN- 
NITOL  AND  SORBITOL.  Atlas  Powdeb  Company, 
Wilmington,  Del. 

Filed    March    16.    1935.      Serial    No.    362,609.      PUB- 
LISHED JULY  2.  1936.     Class  6. 

327.979.  MEDICINAL  PREPARATION  FOB  DIABETES 
AND  VACCINES  FOR  HUMAN  USE,  AND  VETER- 
INARY MEDICINE  FOR  PROPHYLACTIC  THERA- 
PEUTIC, AND  DIAGNOSTIC  PURPOSE  IN  LIQUID, 
SOLID,  AND  POWDER  FORM.  Schwbiz.  Serum- 
St  IMpriNrrrrcT  Bbbn,  Beni,  Swltierland. 

Filed    March    14.    1935.      Serial    No.    362,636.      PUB- 
LISHED JULY   2,   1986.     Class  6. 

827.980.  WRITING  FLUIDS.  SaNTOBd  MANcrACTCBiNO 
CO.,  Chicago.  111. 

Filed    March    14,    1935       Serial    No.    362.532.      PUB- 
LISHED JULY  2.  1935.     aasa  11. 

327  981  SKIN  CREAM.  VANISHING  CREAM.  EAU  DB 
COLOGNE  WITH  ADDITIONS  OF  ANTISEPTICS 
AND  PERFUMES.  PERFUMED  TOILET  WATERS, 
SUNBURN  OIL.  TOILET  VINBOAB,  FACE  POW- 
DER BRILLIANTINE  AND  HAIR  SHAMPOO  POW- 
DER. AND  LIQUID.  PERFUMERY.  LOTIONS  FOR 
THE  HANDS  AND  FACE,  DENTIFRICES.  AND 
HAIR  TONIC.     CHABLE8  Edqar  NaTlob,  Manchester, 

Filed*  March    14.    1936.       Serial    No.    362,524.      PUB- 
LISHED JULY  2.  1935.    Claas  6. 

327.982.  DOUCHE  SOLUTION.  Carl  Edwabd  Pieck, 
Covington.  Ky. 

FUed    March     13.    1936.       Serial     No.    362.483.      PUB- 
LISHED JULY  2.  1935.     ClasB  6. 

327.983.  PERIODICAL  PUBLICATION.  THE  Haibb 
Publishing  Company,  Inc.,  New  York,  N.  Y. 

Flle<l     March     13,    1935.       Serial    No.    362,471.       PUB- 
LISHED JULY  2.   1935.     Class  38. 

327  984.  JEWELRY  FOR  PERSONAL  WEAR.  NOT  IN- 
CLUDING  WATCHES.     Harry  E.  Kbisman,  St.  Louis. 

Mo. 
Filed    March     11.     1935.      Serial    No.    362,367.      PUB- 
LISHED JULY  2,  1935.     aa«*  28. 

327  985       LYE,    SAL  SODA,  CHLORIDE  OF  LIME,  AND 
DRAIN    PIPE    SOLVENT.      Holly    Pboducts    Com- 
pany. Vernon,  Calif. 
Filed  March  4.  1935.     Serial  No.  362.114.     PUBLISHED 
JULY  2.  1^35.     Class  6. 

327.986.  MALT  BEVERAGE— NAMELY,  SAKE.  Ftbuya 
&  company,  Seattle,  Wash. 

Filed  March  2.  1936.     Serial  No.  362,077.     PUBLISHED 
JULY  2.  1935.     Class  48. 

827.987.  MALT  BEVERAGES^NAMELY,  SAKE.  Fcbcya 
ft  Company.  Seattle,  Wash. 

Filed  March  2,  1935.     Serial  No.  362.076.     PUBLISHED 
JULY  2.  1035.     Class  48. 

327,9S<?  ANALGESIC.  Ismael  GOMEZ  PLaTA.  Bogota 
and  Barranqullla,  Colombia. 

Fne<l  May  29.  1934.     Serial  No.  362.061.     PUBLISHED 
JULY  2.  1935.     Class  6. 
327,989.     OLIVE  OIL.    A.  Giublani  k  BBO..  San  Francisco. 

Filed  June  9,   1934.     Serial  No.   352.479.     PUBLISHED 
JULY  2,  1936.     Class  46. 

327  990        LIQUID     WAX     POLISH     FOR     POLISHING 
WOODWORK    AND    METAL    SURFACES.      Johnson 
0«l   refining  company,  Chicago.   111. 
Filed  June  15.  1934.     Serial  No.  352.741.     PUBLISHED 
JULY   2,  1935.     Class  16. 

327.991.  TALCUM  POWDERS.  The  Landeb  Co..  Inc.. 
New  York.  N.  Y.  _ 

Filed  July  21.  1934.     Serial  No.  854.161.     PUBLISHED 
OCTOBER  9.  1934.     Class  6. 

327  992       STORAGE   CHESTS  MADE  OF  UNFINISHED 
'     FIR  LUMBER.      Skabs,   Roebdck   and  Co.,  Chicago. 

pn^    August    18.    1934.      Serial    No.    354.951.      PUB- 
LISHED JULY  2,  1935.     Class  82. 


827.993.  COLD  CREAM.  MENTHOL  CREAM.  FINISH- 
ING CREAM.  LEMON  CREAM,  POMADE,  ASTRIN- 
GE.NTS.  AND  HAIR  TONIC.  Eknest  E  Melfi,  Jb., 
doing  business  as  Wrotan  Co..  Providence.  R.  I. 

Filed    October    6.    1984.      Serial    No.    356,847.      PUB- 
LISHED JULY  2,  1935.     Class  6. 

327.994.  DICTOGRAPHS   OR    INTERIOR   TELEPHONE 

SYSTEMS.        DICTOGBAPH     PBODCCT8     COMPANY,     INC, 

New  York.  N.  Y. 
Filed  April  20.  1935.    Serial  No.  364.003.    PUBLISHED 
JULY  2,  1935.     Class  21. 

327.995.  FUEL  KINDLER  BRIQUETTES.  PETEB  WlBDBB- 
HOLD,  doing  business  as  Kwlk-Fyre  Klr.dler  Co.,  De- 
troit, Mich. 

Filed  April  20.  1935.     Serial  No.  364.034.     PUBLISHED 
JULY  2,  1935.     Class  1. 

327.996.  CANDY.  THE  CcBTiss  Candy  Company.  Chi- 
cago, 111. 

Filed  April  22.  1935.     Serial  No.  864,061.     PUBLISHED 
JULY  2.  1935.     Class  46. 

327.997.  MENS  AND  WOMEN  S  CO-\TS.  SUITS.  AND 
DRESSES.  Goldbino  Mbbchandibino  Cobpobatioh, 
New  York.  N.  Y. 

Flkd  April  22,  1935      Serial  No.  364,058.    PUBLISHED 
JUNE  26.  1935.     Class  39. 

327.998.  WOMEN'S    COATS.    SUITS.    AND    DRESSES. 

GOLI>RING     MEBCHAXDI8IN0     CORPORATION,     NeW     York, 

N.  Y. 
Filed  April  '^2,  1935.     Serial  No.  364.059.     PUBLISHED 
JUNE  26.   1935.     Class  89. 

327.999.  HAIR  WAVING  PADS.  Feed  Hacsbb,  White 
Plains.  N.  Y. 

Filed  April  22.  1935.     Serial  No.  364.060.     PUBLISHED 
JULY  2,   1935.     Class  44. 

328.000.  WOMEN'S  AND  CHILDREN'S  DRESSES  AND 
SUITS.     MARSHALL  Field  A  Company,  Chicago,   111. 

Filed  April  22,  1935.     Serial  No.  .364.066.     PUBLISHED 
JULY  2.   1935.     Class  39. 

328.001.  KNITTING  YARNS  OF  WOOL.  Batons  A 
Baldwins.  Limited,  Halifax,  Englauvl. 

Filed  April  22,  1935.     Serial  No.  364,060.     PUBLISHED 
JUNE  25.  1936.     Class  43. 

328  002       WALLPAPER      AND      GUMMED      AND      UN- 
'  GUMMED  WALL  DECORATIONS  OF  PAI'ER.     Tab- 
let &  TICKET  CO..  Chicago.  111. 
Filed  April  :2.  1935.     Serial  No.  364,075.     PUBLISHED 
JULY  2.   1935.     Class  37. 

328.003.        LADIES'      AND      MISSES'      FROCKS      AND 
DRESSES.    joBsa-H  S.  Cohen  A  Sons  Co.,  Inc.,  New 
York,  N.  Y. 
Filed  April  23.  1935.     Serial  No.  364,087.     PUBLISHED 
JULY  2,  1935.     Class  S9. 

328  004       LADIES-    AND   MISSES'    FROCKS,    DRESSES, 
'  P.UAMAS  AND  SMOCKS.     JOSEPH  S.  Cohen  A  Sons 
CO.,  INC.,  New  York,  N.  Y. 
FlhHl  April  23,  1935.     Serial  No.  364,088.    PUBLISHED 
JUNE   25.    1935.     Class   39. 

328  005       PRODUCT    USED   FOR    THE    RELIEF    FROM 
'paroxysms    of    asthma    AND    FOR    THE    RE- 
LIEF OF  BRONCHITIS  OF  MINOR  DEGREE.     In- 
ternational FORMULAS,  INC.,  Seattle,  Wash. 
Filed  April  23.  1935.     Serial  No.  364,099.     PUBLISHED 
JULY  2.  1935.     Class  6. 

3"8  006      BEER.     Von  Bbbwing  Company,  Detroit.  Mleh. 
Filed  May  18,  1934.     Serial  No.  351.530.     PUBLISHED 
JULY  2,  1935.     Class  48. 

328  007        MINCE    MEAT,    CANNED    TOMATO    PUREE. 
'  CANNED  TOM.\TO  SOUP.  CANNED  MUSHROOMS, 
CANNED   CHILI   CON    CARNE.    CANNED    ASPARA- 
GUS TIPS    ETC.     HCLMAN  k  CO..  Terre  Hante,  Ind. 
Filed  May  15.  1934.     Serial  No.  351.357.     PUBLISHED 
JLT.Y   2.   1935.     Class  46. 

328.008.    WATCHES.     Elgin  National  Watch  Company, 
Chicago.  III. 
Filed  March  1.  1936.     Serial  No.  362.020.     PUBLISHED 

JULY  2,  1935.     Class  27. 
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328.009.  SECTION  OF  A  PERIODICAL  PUBLICATION. 
TH«  Hairb  Pcbushi.nq  Compa.nt,  inc..  New  York, 
N.  Y 

Filed    February    23,    1935.      Serial    No.    361,746.      PUB- 
LISHED JULY  2,  1935.     Clasg  38. 

328.010.  GOLD  JEWELRY  FOR  PERSONAL  WEAR,  NOT 
INCLT'DLNG  WATCHES.  S.  Abbamso.n  Mancfactcb- 
INO  jEwtLBY  CORPOHATION,  Ncw  York,  N.  Y. 

Filed    February    20.    1935.      Serial    No.   361,598.      PUB- 
LISHED JULY  2,  1935.     Class  28. 

328.011.  MEDICINE  IN  BEVERAGE  FORM  FOR  THE 
TREATMENT  OF  ACIDOSIS,  I.VU'AIRED  DIGES- 
TION AND  ALL  FORMS  OF  i<ICKNESS  AND 
N.\USE.A.  WILLIAM  Walker  Hcnt«b,  doing  bnsineas 
aa  W.  (Jwen  A  Son,  Newcastle-on-Tyne,  England. 

Filed    February    18,    1935.      Serial    No.    361,524.      PUB- 
LISHED JULY  2.   1936.     Class  6. 

328.012.  ELECTRIC  FLASHLIGHTS.  National  Carbon 
Compa.n'y,  I-nc,  New  York,  N.  Y. 

Filed    February    15,    1935.      Serial   No.   361,433.      PUB- 
LISHED Jl  LY  2,   1935.     Class  21. 

328.013.  MENS  DRESS  AND  WORK  SHIRTS  AND  COL- 
I^RS       RoT.\RY    SHIRT  Co.,   Inc.,   New   York,    N.    Y. 

Filed    February    8,    1935.      Serial    No.    361,120.      PUB- 
LISHED  JUNE  25.    1935.      Class  39. 

328.014.  MEN  S  r>RBS8  AND  WORK  SHIRTS  AND  COL- 
LARS      RciT.\aY    Shibt  Co.,   Inc.,   New   York,   N.   T. 

Filed     February    «,    1935.      Serial    No.    361,119.      PUB- 
LISHED JUNE  25,  1935.     Clasa  39. 

328.015.  r<»RT.\BLE  HAND  FIRE  EXTINGUISHERS. 
Bkob  (itiTTFHiD  I'Alsson,  doing  business  as  Bror 
P&lsson   &  Co  ,  Malmo,  Sweden. 

Filed    February    5,    1935.      Serial    No.    361,047.      PUB- 
LISHED JULY  2,  1935.     Class  23. 

328.016.  VETERINARY  PRE1'.\RATI0NS  FOR  USE  IN 
CONNECTION  WITH  THE  TRE.\TMENT  OF  DOGS 
AND  C.\TS.  BOB  Marti.n  »ExiMiKT>  Limited,  South- 
port,   England 

Filed    January    26,    1935.      Serial    No.    360,721.      PUB- 
LISHED JILY  2.   1935      Class  6. 

328.017.  TABI.F>.  TABLE  PADS.  PILLOWS,  CHAIRS, 
BEDS.  MATTRF:sSES,  CUSHIONS,  F.ABRIC  CUR- 
TAINS LEATHER  HASSOCKS.  PICTUIU:  FRAMES. 
MIRRORS,  FOOTSTOOLS,  SETTEES.  GLIDERS, 
VENETIAN  BLINDS:  SCREENS  M.VIH  OF  WO«  iD. 
METAL.  LEATHER.  TAPESTRY.  I  .VI'ER.  FABRIC, 
AND  COMBINATIONS  (>F  THESE  .MATERIALS. 
AND  USED  FOR  DRE.^SING  SCREENS,  FOR 
SCREENS  AGAINST  DRAPES  OR  SUN  OR  USED 
AS  ORNA.MENTS  AND  FOR  SIMILAR  PURPOSES. 
Jame.s  Ml C  tcheos   a  Co.,  New  York.   N.   Y. 

Fli.d    January    22.    1935.       Serial    No.    360,569.      PUB- 
LISHED JILY  2,  1935.     Class  32. 

328, 01«.       HAIR    DYES,    HAIR    BRIGHTENERS,    SHAM- 
POO    TINTS,     HAIR     RINSES.       INBCTO,   I.vc,    New 
York,  N.   Y. 
Filed    January    10.    1935.      Serial    No.    360,096.      PUB- 
LISHED J  FLY  2,  1935.     Class  6. 

328,019      PRINTING,  STAMPING,  AND  WRITING  INKS, 
TYPEWRITER    RIBBONS.   CARBON    PAPERS,    AND 
INKED   STAMP   PADS.     S.   H.   Krkss   a.nd  CompaNT, 
New   York,    N    Y. 
Filed    January    4,    1935.       Serial     No.    369,916.       PUB- 
LISHED  JUNE    18,    19.35.      Class    11. 

328,020.     TOOTH   POWDER  AND  DENTIFRlCE^S.     MlJ»- 
ica-Dent    Mancfacturing   Company,    S+^ttle,    Wash. 
Filed    Deremb^T   28,    19.34.       Serial    No.    359,722.      PUB- 
LISHED J  FLY  2,  19.35.     Class  6. 

328.021  MENS  AND  BOYS'  BLOUSES.  COLLARS. 
DRESS  NEGLIGEE,  AND  WORK  SHIRTS  AND 
SHIRTS  WITH  COLL.\R8  ATTACHED.  CUTOUT 
LININGS.  AND  INTERLININGS  FOR  SAID  AR- 
TICLES. ABKO  Neck  Band  &  (Timar  Co.  inc..  New 
York.  N.  Y. 
Filed  December  22.  1934.  Serial  No.  359,643.  PUB- 
LISHED JUNE    25,  1935.     Class  39. 


328.022.  LADIES'  DRESSES  AND  FROCKS.  DOROTHT 
Fbocks  Co.,  INC.,  San  Antonio,  Tex. 

Filed   December    14,    1934.      Serial   No.   359,297.      PUB- 
LISHED FEBRUARY   19,  1935      Class  39. 

328.023.  FLAVOR  FOR  FOODS  mA)B  FROM  ESSEN- 
TIAL OILS  AND  FLAVORING  B»TRACTS.  David 
Kleckner  a  so.v,  Inc.,  Brooklyn,  N.  Y. 

Filed    December    12,    1934.      Serial    No.    369,230.      PUB- 
LISHED JULY  2,  1935.     aass  46. 

328.024.  DUSTERS  Wu  tkk  T  Terky,  Jr.,  doing  busi- 
ness as  Lustrwax  Bf:>i  i'roducts  Company,  Kansas 
City,  Mo. 

Filed    December    8.    1934.      Serial    No.    369,097.      PUB- 
LISHED JULY  2,  1935.     Clasa  29. 

328.025.  AIRCRAFT  ENGINES  AND  PARTS  THEREOF. 
RoLLS-ROTCE   LIMITED,  Derby,  England. 

Filed    December    6.    1934.      Serial    No.    369,006.      PUB- 
LISHED JULY  2,  1936      Class  23. 

328.026.  TYPEWRITER  PAPER.  PAPER  FOR  USE  ON 
DUPLICATING  MACHINES,  MANUSCRIPT  COVER 
PAPER.  PAPER  TABLETS.  NOTE  BOOKS.  PAPER 
PADS.  I'APBTERIES,  WRITING  PAPER,  AND  EN- 
VELOPES.    Ham  VI KK MILL  Papbb  company,  Erie.  Pa. 

Filed    Novf•m^rf»r   2S.    1934.      Serial    No.   368,732.      PUB- 
LISHED Jll-V  -.  1935.     Class  37. 

328.027.  MALT  BEVERAGES  WITH  NOT  MORE  THAN 
THE  LEGAL  ALCOHOLIC  CONTENT— NAMELY, 
BEER.  IHIRTER,  ALE.  C.  Schmidt  k  Sons,  Inc., 
Philadelphia,  Pa. 

Filed   November  26,   1934.      Serial   No.   368,665.      PUB- 
LISHED JULY  2.  1935.     asss  48. 

328.028.  NONALCOHOLIC,  NONCEREAL.  MALTIJBS8 
BEVERAGES  SOLD  AS  SOFT  DRINKS.  Minneap- 
olis Bottling  Co.,  Minneapolis.  Minn. 

Filed  November  22,    1934.     Serial    No.   358,626.      PUB- 
LISHED  JANUARY    1,    1936.      Class   46. 

328.029.  SALVE  APPLIED  TO  CORNS  OR  SIMILAR 
CALLOUSES.  AND  HORNY  SKIN.  Valetta  Manu- 
FAcrrsiNo  Co.,  dotag  baslness  as  Valetta  Laboratories, 
New  York.  N.  Y. 

Filed    November   14.   1934.      Serial    No.  368,231.     PUB- 
LISHED JULY  2,  1936.    Clasa  6. 


328,030.     GATZE  BANDAOBIS 
Fltchburg,   .Mass. 
Filed   November   12,   1934.      Serial    No.  868,126. 
LISHED  JULY  2,   1936.     CUss  44. 


DIAOEM    SDBOICALS,  IlfC, 

PUB- 


328.031.  REPLACEMENT  AND  REPAIR  PARTS  FOR 
THE  AUTOMOTIVE  INDUSTRY— NA.MKl.Y.  SIARK 
AND  THROTTLE  BALL  JOINTS,  IGNITION 
WRENCH  KITS.  S  WRENCHES,  FLAT  WRENCHES. 
SOCKET  WRENl  HES  ETC.  Chas.  Ziuum.  doing 
business  as  Ilygrade  Products  Company,  New  York, 
N    Y 

Filed    November    3,    1934.      Serial    No.    367,878.      PUB- 
LISHED JULY  2.   1936.      aass  23. 

328.032.  M  FATS— NAMELY,  SALAMI.  BLUTWUR8T, 
TEE  I.EBKRWURST.  PLO<^WTRST,  TEEWUR8T, 
CER\  EL.Vr.  AND  ROLLS(  HINKEN.  JULics  LA8CH- 
iNOEB,  Inc.,  Brooklyn,  N.  Y, 

Filed    November    2.    1934.      Serial    No.    367,823.      PUB- 
LISHED JULY  2.  1936.     Class  46. 

328.033.  DEODORANT,  DISINFECTANT,  INSECTICIDE. 
AND  GERMICIDE  IN  LIQUID  AND  CRYSTAL 
FORM.  Thomas  E.  Roberts,  doing  business  as  Su- 
perior Home  Products  Co.,   Pittsfleld,  Mass. 

Filed    October    26,    1934.      Serial    No.    367,662.      PUB- 
LISHED JULY  2,  1936.     Class  6. 

328.034.  CALCULATING  SLIDE  RULE.  Kabushiki  KAt- 
SHA   Hbmmi  Seisakcsho,  Tokyo,  Japan. 

Filed    November    1.    1934.      Serial    No.    867,772.      PUB- 
LISHED JULY  2,  1935.     Class  26. 


] ;  ^i^Av) 


^  -     <*  [ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 

THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


828.035.  (CLASS  1.  RAW  OR  PARTLY-PREPARED  MA- 
TERIALS.) Mabcds,  Forschbe  a  Co.,  New  York,  N.  Y. 
Filed  July  26,  1936.     Serial  No.  367,670. 

TRUBUCK. 

For  Buckskin  in  the  Piece. 
Claims  use  since  July  16,   1934. 


828,036.  (CLASS  1.  RAW  OR  PARTLY-PREPARED  MA- 
TERIALS.) COMPETENT  FUB  DBE88EBS,  INC.,  MoUnt 
Vernon,  N.  Y.     Filed  July  23,  1935.     Serial  No    367.559. 

FEATHERLITE 

For  Fur  Skins. 

Claims  use  since  Jan.  15,   1934. 


828,037.  (CLASS  13.  HARDWARE  AND  PLUMBING 
AND  STEAM-FITTING  SUPPLIES.)  The  American 
ROluno  Mill  company,  Middletown,  Ohio.  Filed  June 
20,  1936.     Serial  No.  366,890 


\K3itr/ 


^ws 


For    Corrugated    Metal    Pipe,    Culverts,    Fences,    Well- 
Casing,  Siphons,  and  Tubing. 
Claims  use  since  Oct.  26,   1032. 


828,038.      (CLASS  47.      WINES.)      Angelina  Spica.  New 
York    N.  Y.     Filed  June  10,  1936.      Serial  No.  366,033. 


For  Vermouth. 

Claims  use  since  Apr.  1.  1934. 


328,040.  (CLASS  34.  HEATING,  LIGHTING,  AND  VEN- 
TILATING APPARATUS.*  Cabrawat  E-ngineebino  Co., 
INC.,  DalUs,  Tex.  Filed  June  1,  1935.  Serial  No. 
366.684. 

For  Air   Conditioning  Machinew. 
Claims  use  since  Jan.  6,   1934. 


828.030.      (CLASS   49.      DISTILLED   ALCOHOLIC    LIQ 

UORS.)       D.    J.    BlBLZOFF    PRODUCTS    COMPANY,    ChlCagO. 

111.     Filed  June  10,    1936.      Serial   No.    365.976. 

INCOMPAR^XBLE 

For  Cordials,  Uqueurs,  BrandieH,  Rums.  C'tcktalls,  Whis- 
kies, Gins,  Alcoholic  Bitters.  Alcoholic  Syrups  for  Mlxinj? 
Drinks,  and   Ethyl   Alcohol. 

Claims  use  since   Feb.  16,   1934. 


328.041.  (CLASS  39.  CLOTHING.)  Behrens  &  Blcm- 
OARDT  Company,  New  York,  N.  Y.  Filed  May  28.  1936. 
Serial  No.  365.505. 

STAFAST 

For  Sashes  for  Lounging  Robes,  Dressing  Guwns,  Cock 
tail  Coats,  Bathrobes,  and  Similar  Draped  Articles. 
Claims  use  since  May  1,   1932. 


328,042.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) MCKESSON  &  BOBBINS,  INCORPORATED,  Bridge- 
port and  Fairfield,  Conn.  Filed  May  24,  1935.  Serial 
No.  365,344. 

MR.  McQUISTON 

For  Wbiskey. 

Claims  use  since  Aug.  4,  1934. 


828.043.      (CLASS  36.     MUSICAL  INSTRUMENTS  AND 

SUPPLIES.)         ITALO- AMERICAN     ACCORDION      MFG.      CO., 

Chicago.  111.     Filed  May  11,  1935.     Serial  No.  364,810. 

ITALO  ttMERlCflN 

For  Accordions. 

Claims  use  since  May.   1910. 


328,044.      (CLASS  39.     CLOTHING.)      Morris  Feldman, 
New  York,  N    Y.     Filed  May  1.  1935.     Serial  No   .364,416. 

DUSTY-LUSTRE 

For  Ladies'  Knltte<i  Dresses  and  Sweaters. 
Claims  use  since  July  16,   1934. 


328,045.  (CLASS  12.  CONSTRUCTION  MATERIALS.) 
MiTCHEAL  JOSEPH  GEORGE, .  Goshcn,  N.  Y.  Filed  Feb. 
15,   1935.     Serial   No.   361.414. 

MITCHEAL  J.  GEORGE 


Certified    Lumber 

For  Lumber. 

Claims   use  since   June   1.    1933. 


328.046.      (CLASS    39.      CLOTHING.!       ScTTON's,    Johns- 
town,  N.  Y.     Filed  Feb.  8,  1935.     Serial  No.  361,193. 

SUTTON'S   GloveS 

For  Gloves  Made  of  Leather.  Rubl)er.  and  Fabrics,  and/or 
Combinations  Thereof. 

Claims  use  since  July   1.   1924. 

249 


250 


OFFICIAL  GAZETTE 


StPTEMBKBlO,  II 


S28,047.  (CLASS  23.  CUTLERY.  MACHINERY.  AND 
TOuLS,  AND  PARTS  THEREOF.)  National  Silv»r 
COMPANY.  New  York,  N.  Y.  Filed  Jan.  4,  1935.  Serial 
No.  a6U,920. 


^J^JSi,^ *^ 


For  Forks,  Knives,  Butcher  Knives.  Paring  KniTes. 
Slicing  Knives.  Cleavers,  Cook  Forks.  Table  Knives,  Carv- 
ing Sets,  Being  Made  of  Base  Metal. 

Claims  nse  since  Jan.   15,  1931. 


828.048.  (CLASS  39.  CLOTHING.)  DlTCHESS  L'nder- 
wcAB  roHpxKATioN,  New  York,  N.  Y.  Filed  Oct.  13. 
1934.     Serial  No.  357,094. 

\^LLYWEAR^ 

For  Ladles"  Knitted  Underwear. 
Claims  use  since  July  1,   1934. 


(CLA.^S  4s  MALT  BKVKK.K<;ES  AND  LIQ- 
TTOR8.)  Chemical  Sp«cialti  Co.,  Ltd.,  San  Francisco, 
Calif.     Filed  Sept.  22,  1934.     Serial  No.  356.504. 

Yeast  Aktivator 

Fur    Cbemical    Composition    Used    in    Fermentation    of 
Wort  in   Brewing. 

Claims    use   since   .4pr.    5,    1934. 


(CLASS  3d.  CLOTHING.)  FAMors-STtiiNBERO, 
iwc..  New  Orleans.  La.  Kiled  Sept.  1,  1934.  St- rial  No. 
35:i,693. 


-K 


ILD^Re 


For  Mpn's  and   Boys'  Suits  of  Unens,  Seersuckers,  and 
Cottons,    and   Other    Cloths. 

Clalm.^   iKe  since  June  18,   1934. 


328.051.  (CLASS  19.  VEHICLES.  NOT  INCLUDING 
ENGINES  »  KiSK  r>rMONT  WMirr.  Isc.  New  York, 
N.   Y.     Filed  July  19,   1934.     Serial  No.  354,074. 


For  Gasoline  Tank   Caps. 
Claim.s  use  since  Julj  8.  1934. 


328.052.  (CLASS  34.  HEATING.  LIGHTING.  AND  VEN- 
TILATING API'AR.ATIS.)  THE  MOORB  CORPORATION, 
JoUet.  111.     Filed  July  16,  1934.     Serial  No.  353,938. 

CARLETON 

For  Gas  Stoves  and  KaiiKf-^ 
Claims  use  since  May  u,  Ii«34. 


328.053.  (CLASS  6.  CHEMICALS.  MEDICINES,  AND 
I'HARMACEUTICAL  PREPARATIONS.)  8.  k  I. 
L«FKOwiTZ,  I.vc.  New  York,  N.  Y.  Filed  July  9,  1984. 
Serial   No.  353,662. 


PP 


"9leva-d2£ed-dla^4rv 


For  Powder.  Paste,  Creams,  and  Liquids  for  Use  in  th« 
Removal  of  Hair. 

Claims  use  since  May  14.  1934. 


328.054.  (CLASS  28.  JEWELRY  AND  PRECIOUS- 
METAL  WABE.)  JOSEPH  GRA.VAT,  San  Francisco, 
Calif.     Filed  June  11,  1934.     Serial  No.  352,648. 


<u/irer'^j[cp/iinq 


7 


For  Finger  Kings. 

Claims  ase  since  May  18.  19S4. 


328.055.  (CLASS  37.  PAPER  AND  STATIONERY.) 
NORMAN  HAESOWBR,  doiog  bonlness  as  Linton  Brothers  A 
Company,  Fltchburg,  Mass.  Filed  June  2,  1934.  Serial 
No.  352,179. 

For  Index  Bristols. 

Claims  use  i^lnce  Jan.   1.   1932. 


328.056.  (CLASS  37.  i'Al'EK  AND  STATIONERY.) 
NOBiiAN  Habrowbr,  doing  business  as  Linton  Brothers  A 
Company,  Fltchburg,  Mass.  Filed  June  2,  1934.  Serial 
No.  352,174. 

I^SdocumentI^J: 

For  Index  Bristols. 

Claims  n«p  <<lnce  Jan.  1,   1932. 


328,057.  (CLASS  47.  WLSKS  i  .\hraham  W  Slkpiin, 
doing  business  as  Metropolitan  Witie  Company.  Brook- 
lyn. N.  Y.     Filed  Dec.  18.  1933.     Serial  No    345,136. 

FRESNO 


For  Wines. 

Claims  use  since  Nov.  1,  1983. 
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328.058.  (CLASS  12.  CONSTRUCTION  MATERIALS.) 
THB  AMIEICAN  ROLUNO  MILL  COMPANT,  Middletown, 
Ohio.     Filed  Nov.  1,  1932.     Serial  No.  331,767. 


>^^/ 


828.059.  (CLASS  2.  RECEPTACLES.)  RocsE-HoLD  Pa- 
per PB0D0CT8.  Detroit,  Mich.  Filed  Aug.  24.  1931.  Se- 
rial No.  316,360. 


^M^ 


For  Corrugated  Metal  Head  Walls,  Arches,  Back-Walls, 
Retaining  Walls,  Tunnel  Lining,  Bridge  Decking,  Sheet 
Piling,  Abutment  Walls,  Car  Siding,  and  Caissons. 

Claims  use  since  Oct.  26,   1982. 


For  Paper  Wardrobe  Bags,  Vacuum  Cleaner  Bags,  Paper 
Cups,  Plates,  Saucers;  Paper  Imitation  Leather  Contain- 
ers— Namely,     Facial     Tissue     Boxes     and     Waste-Papet^ 
Baskets. 

Claims  use   since   July   1,    1931. 


LABELS 

REGISTERED  SEPTEMBER  10,  1035 


46.304.— r<f/e:  LONGWOOD.  For  Straight  Bourbon  Whls 
key.  The  American  Distilling  Company.  Baltimore 
Md.,    and    I'ekln.    111.      Published    June    11,    1934. 

46.3t)5. — TitXf.  PEMBROOK.  For  Straight  Bourbon  Whls 
key.  The  American  Distilling  Company.  Baltimore 
Md..  and  Pekin.  111.     Published  February  4.  1935. 

46  306.— r<fJf.-  HERBERT  TAREYTON.  For  Cigarettes 
The  American  Tobacco  Company,  New  York,  N.  Y 
Published  May  16.  1935. 

46.307.— Tiric-  BEECH-NTT  PREPARED  MUSTARD 
LIGHT.  For  Mustard.  Beech-Nut  Packing  Com- 
pany.  Canajoharle,   N.   Y.      Published   July   31,   1935. 

46.808— r«Ie.  BEECHNUT  PREPARED  MUSTARD 
DARK.  For  Mustard.  Bekch-Nct  Packing  Com- 
PANT,  Canajoharle,   N.   Y.     Published  July  31.   1935. 

46  :i09 — T\t\t:  NOR.\.  For  Italian  Tomato  Paste.  (With 
Basil  Leaf).  \.  k  C.  Biscaolia  Co.,  Inc.,  Buffalo, 
N.  Y.    I^bllshed  July  25.  1935. 

46.310 —Title.-  CANUTE  WATER  SCIENTIFICALLY  RE- 
COLORS  GRAY  HAIR.  For  Hair  Coloring  Prepara- 
tion. The  Canute  Co.,  Milwaukee,  Wis.  Published 
July  20,  1934. 

46.311.— Title;  TICK  FLUSHING  POWDER.  For  a  Flush- 
ing Powder.  Derris,  Inc.,  New  York,  N.  Y.  Pub- 
lished July  8.  1935. 

46.312.— T<fl«.'  KITCHEN  GEMS.  For  a  Complete  House- 
hold Cleaning  Compound.  Gem  Phodccts  Sales  Com- 
pany, Camden,  N.  J.    Published  July  12.  1935. 


46,313.— Titfr;  WASHBURN'S  BUCKWHEAT.  WHEAT 
AND  CORN  PANCAKE  FLOUR.  For  Pancake  Flour. 
General  Mills,  Inc.,  Minneapolis,  Minn.  Published 
July  12.  1935. 

46,314. — Title:  GREEN  MOUNTAIN  BELLE.  For  Farmer 
Cheese.  Green  Movxtaix  Dairy  Prodccts,  Inc., 
Burlington,  Vt.     Published  June  15.  1935. 

46,315.— T«7Jc.-  ROYAL  SPEARS.  For  Canned  Pineapple. 
Hawaiian  Pineapple  Company.  L/td.,  Honolulu, 
Territory  of  Hawaii,  and  San  Francisco,  Calif.  Pub- 
lished July  17.  1935. 

46,316. — Title:  NOLA.  For  Soap  Flakes.  Iowa  Soap  Com- 
pany. Burlington.  Iowa.     Published  July  26.  1935. 

46,317.— TitJc;  KEMP'S  GOLDEN  GLOW  PELANUT  BRIT- 
TLE, For  Peanut  Brittle.  E.  F.  Kemp,  Inc.,  Som- 
erviUe,   Mass.     Published   August  5,   1935. 

46,318.— 7'itle.-  SMET-KASE.  For  Cheese.  Old  Home 
Creameries,  Inc.,  Minneapolis,  Minn.  Published  July 
8.  1935. 

46.319.— Title:  SPARKLING  TABLETS.  For  Sugar.  J.  D. 
and  a.  B.  Spheckels  Company,  doing  business  as 
Western  Sugar  Refinery,  San  Francisco,  Calif.  Pub- 
lished May  28,  1935. 

46.320.— Tide;  STERING  ALE.  For  Ale.  Sterling 
Brewers.  Inc.,  EvansviUe,  Ind.  Published  August 
1,  1935. 

46.321.— TitJe;  MARYLAND  HUNT  CUP.  For  Straight 
Rye  Whiskey.  The  Frank  L.  Wight  Distilling  Com- 
pany, Baltimore,  Md.     Published  November  12,  1984. 


PRINTS 


REGISTERED  SEPTEMBER  10,  1935 


15.869 —rule;  TOXON  ATHLETES  FOOT  TREATMENT. 
For  Preparation  for  Treating  Athlete's  Foot.  RiTA 
BotRSE,  White  Plains,  N.  Y.  Published  June  24, 
1935. 


15.370— Title;  DONT  WAIT  FOR  DIC.ESTIVE  UPSETS 
TO  SHOUT  :  DANGER  !  For  Wheat  Breakfast  Food. 
The  Cream  op  Wheat  Corporation,  Minneapolis, 
Minn.     Published  Ausrust  5.  1935. 
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16,371. — Title:  EZEON  TIES.  For  Neckties.  Ezion  Ti» 
Company,  Flint.  Mich.     Published  March  13.  1936. 

16,372.— T«le;  TASTY  ICE  CRE.\M  FRIGIE.  For  Ic« 
Cream  Bars.  Fhioib  Corporation  or  America,  Chi- 
cago. 111.     Published  July  8,  1935. 

16,373.— Title;  SUNSHINE  CAKE  DESSERT.  For  Flour. 
GSNKRAL  MILLS,  INC.,  Minneapolis,  Minn.  Published 
July  16,  1935. 

16,374.— r«l«:  BKAN-BALL  PITCHING  IS  NOTHING 
COMPARED  WITH  THE  BLOW-OUT  I  HAD  (AD 
NO.  QBC-66).  For  Rubber  Tires.  The  B.  F.  Good- 
rich COMPANT,  Akron,  Ohio.  Published  August  10, 
lO.'JS. 


15,376— Title:  MOORE'S.  Vor  Manx  Tweeds.  T.  C. 
MooRa  (1928)  Ltd..  St.  John's,  Isle  of  Man,  England. 
Published  May  15,  1986. 

16,376.  — Ti/Je.  MOST  GUN  VALUE  FOR  EVERY  DOL- 
LAR. For  .22  Caliber  Rifles.  Winchester  Repeat- 
ing Arms  Company,  New  Haren.  Conn.  Publislied 
April  9.  1936. 


REISSUES 

SEPTEMBER  10,  1935 


19,692 
SOL^T)  RECORDING  M.ACHTXE 
Thomas    F.    Baker.    .Albany.   N.    Y.,    assignor,   by 
direct  and  mesne  assifrnments,  of  one-third  to 
Robert  M.  Lackey.  Waterford.  N.  Y.,  and  two- 
thirds  to  Michael  Speigel.  .\lbany,  N.  Y. 
Original    No.    1.978.448.    dated    October    30.    1934, 
Serial   No.   608.908,   May   3.   1932.     .Application 
for  reissue  July  24.  1935,  Serial  No.  32.974 
3  Claims.     (CI.  274—17) 


■^ 


2  A  sound  recording  machine  comprising  a 
mandrel  for  supporting  a  record  cylinder,  an 
electric  motor  totally  encompa-ssed  within  said 
mandrel  for  rotatmg  the  same,  and  a  speed  gov- 
ernor for  said  motor  disposed  withm  said  mandrel 
and  embodying  centrifugal  weights  adapted  to 
spread  in  correspondence  with  the  speed  of  the 
armature  of  said  motor. 


19.693 
STOKER 
Millard  Whyte  Best.  Hamilton,  Ontario. 
Canada 
Orijfinal    No.    1,871,653.    dated    .August    16.    1932, 
Serial  No.  486.596,  October  6.  1930.    .Apphcation 
for  reissue  August  6.   1934.   Serial  No.  738,734. 
In  Canada  June  26.  1930 

8  Claims.     (CI.  110—45) 


15     24- 


19.694 
HYDRALXIC  MOTOR  CONTROL  MEANS 

Walter  Ernst,  Mount  Gilead.  Ohio,  assignor  to 
The  Hydrauhc  Press  Manufacturing  Company. 
Mount  Gilead.  Ohio  ,n    tooo 

Original  No.  1.927.583.  dated  September  19.  1933, 
Serial  No  482.094.  September  15.  1930.  Appli- 
cation for  reissue  October  12,  1934.  Serial  No. 
748,138 

38  Claims.     (CI.  60—52) 


1    In  a  furnace,  the  combination  of  a  fire  pot 

and   a    base  plate  therefor  having  an  ash  dis- 
charge orifice,  and  an  ash  removing  mechanism 
incorporating  a  .screw  conveyor  and  having  an 
ash  inlet  registering  with  the  a.sh  discharge  ori- 
fice in  the  base  plate,  of  a  rotatable  ash  ring  sup- 
ported on  the  base  plate  and  having  ash  receiv- 
ing orifices  therein,  said  base  plate  coacting  with 
the  ash  ring  to  retain  the  ashes  in  the  orifices  in 
the  latter  until  such  orifices  register  with  the 
a.sh  discharge   orifice  in  such  base    plate,    and 
means  between  the  ash  ring  and  the  flight  of  the 
ash  removing  mechanism  conveyor  screw  for  suc- 
ces.sivelv  bringing  the  orifices  in  the  ash  ring  into 
register  with   the  discharge  orifice  in  the  base 
plate  and  the  registering  ash  inlet  of  the  ash  re- 
moving mechanism. 


27.  The  combination  with  a  hydraulic  motor 
having  reciprocable  ram  means;  of  means  form- 
ing a  hydraulic  circuit  with  said  motor  for  oper- 
ating said  ram  means  in  both  directions;  and 
control  means  associated  with  said  circuit  for  con- 
trolling the  flow  of  fluid  therein  to  effect  semi- 
automatic operation  of  said  ram  means,  said  con- 
trol means  including  electrically-operated  pres- 
sure-responsive means  for  automatically  revers- 
ing said  ram  means  when  a  working  stroke  has 
been  completed,  and  means  responsive  to  trav-el 
of  the  ram  means  for  automatically  bringing  the 
ram  means  to  rest  at  the  end  of  a  return  stroke. 


19.695 
TELEPHONE   SYSTEM 

Alfred  E.  Hague,  West  Orange,  N.  J.,  and  John 
B  Draper,  Brooklyn.  N.  Y..  assignors,  by  mesne 
assignments,  to  Western  Electric  Company, 
Incorporated,  a  corporation  of  New  York 

Original  No    1.941.085.  dated  December  26.  1933, 
Serial  No.  620.408,  July  1.  1932.    Application  for 
reissue  June  12.  1935.  Serial  No.  26.204 
10  Claims.     t.Cl.  179— 18) 


1.  In  a  telephone  system,  a  calling  line,  a 
called  line,  sets  of  switches,  means  for  establish- 
ing a  connection  between  said  calling  line  and 
said  called  line  over  a  set  of  switches,  means  re- 
sponsive to  the  calling  subscriber  replacing  his 
receiver  on  the  switchhook  for  disconnecting  said 
lines  and  releasing  said  switches,  means  there- 
after responsive  due  to  the  called  subscriber  still 
having  his  receiver  off  the  switchhook  for  seiz- 
ing a  set  of  switches,  and  means  responsive  at  a 
predetermined  time  thereafter  if  the  called  sub- 
scriber fails  to  take  any  further  action  for  re- 
leasing said  set  of  switches. 
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19,696 
MASSAGING  DEVICE 
Paul  L.  Hemp,  Rochester,  Minn.,  assigrnor  to  The 
Conley  Company,  Inc.,  Rochester,  Minn.,  a  cor- 
poration of  Minnesota 
Original  No.   1.886.544.  dated  November  8.   1932, 
Serial  No.  493.526.  November  5,  1930.    Applica- 
tion for  reissue  May  2.  1934.  Serial  No.  723,606 
5  Claims.     (CI.  128— 59 » 


3.  A  massaging  device  having,  in  combination, 
a  supporting  head,  a  handle  projecting  there- 
from, a  pair  of  axles  projecting  from  said  head 
at  an  angle  to  each  other  not  substantially 
greater  than  90',  and  spherical  rollers  of  resil- 
ient material  rotatably  mounted  on  said  a.xles, 
said  rollers  being  of  such  size  that  the  surfaces 
thereof  are  substantially  in  contact  whereby, 
when  said  rollers  are  pressed  and  moved  along  the 
skin,  a  pinching  action  of  the  skin  and  flesh  is 
effected. 


19.697 
METHOD  OF  PRODUCING  PIEZOELECTRIC 

CRYSTALS 
BenjTt  Kjellgren.  Cleveland  Heights,  Ohio,  as- 
signor to  The  Brush  Development  Company. 
Cleveland,  Ohio,  a  corporation  of  Ohio 
Original  No.  1,906.757,  dated  May  2.  1933,  Serial 
No.  279.176,  May  19.  1928.  Renewed  June  29. 
1932,  Application  for  reissue  May  1,  1935.  Serial 
No.  19,269 

23  Claims.      CI.  23 — 1) 


'J>4 


1.  The  method  of  producing  clear  solid  crystals, 
which  consists  in  planting  pieces  of  crystalline 
material  in  a  concentrated  solution  of  the  crystal- 
line material,  imparting  to  the  solution  a  move- 
ment backward  and  forward  with  respect  to  the 
pieces  of  crystalline  material  while  maintaining 
said  pieces  substantially  stationary  relative  to 
the  flow  of  the  solution  thereover,  and  causing  the 
solution  to  crystallize  by  permitting  the  tempera- 
ture of  the  solution  to  drop. 

10.  The  method  of  producing  clear  solid  cr3rs- 
tals  of  Rochelle  salt,  which  consists  in  inserting 
solid  crystalline  material  in  an  alkaline  Rochelle 
salt  solution,  and  causing  the  solution  to  crystal- 
lize. 


19  698 
METHOD  OF  PRODUCING  CRYST.4LS 
Bcngt   Kjellgren,    Cleveland    Heights,    Ohio,    as- 
signor to   The   Brush    Development   Company, 
Cleveland,  Ohio,  a  corporation  of  Ohio 
Original  No.  1.906.758,  dated  Mav  2.  1933.  Serial 
No.    358,629.    April    27.    1929.     Application    for 
reissue  May  1,  1935.  Serial  No    19.270 
12  Claims.      (CI.  23 — 1) 


11.  The  method  of  producing  a  crystal  which 
consists  in  planting  a  seed  in  a  recess  in  an  inner 
wall  of  a  vessel  containing  a  solution  of  the  salt 
to  be  cr>-stallized,  and  causing  said  solution  to 
crystallize  on  the  exposed  surface  of  said  seed. 


19.699 
ICE    MACHINE 
Rene  Velut,  Asnieres,  France 
Original  .No.  1.925.616.  dated  September  5.  1933, 
Serial  No.  605,023.  April  13.  1932,     Application 
for  reissue  May  28,  1934,  Serial  No.  728,051.    In 
France  April  20,  1931 

6  Claims.     (CI.  62—108) 


27- 


1.  An  ice  machine  comprising  a  casing,  the 
bottom  of  which  is  fluid-tight,  forms  disposed  in 
said  casing  above  said  bottom  and  having  sub- 
stantially vertical  walls,  caps  closing  the  upper 
end  of  said  forms  sind  provided  with  an  aper- 
tured  vertical  flange  raised  on  the  periphery  of 
the  form;  a  pipe  extending  over  said  forms; 
means  for  feeding  the  pipe  with  a  cold  liquid 
which  will  not  congeal  at  0  centigrade:  means 
for  causing  all  of  said  liquid  form  the  pipe,  com- 
ing in  gushes,  to  fall  onto  the  caps  of  the  forms 
and  stream  therefrom  by  gravity  substantially 
to  the  bottom  of  the  forms  along  the  vertical 
walls  of  same  and  to  be  collected  in  the  bottom 
of  the  casing;  means  for  coolmg  the  thus  col- 
lected liquid,  and  means  for  returning  said  cooled 
liquid  to  the  pipe  feeding  means. 


ReptemuebIO,  1935 


U.  S.  PATENT  OFFICE 


255 


19.700 
REFRIGERATION   APPARATUS 

Edward  T.  Williams.  Pelham  Manor,  N.  Y. 
Original  No.  1.947.574.  dated  February  20.  1934, 
Serial  No.  410,026.  November  27.  1929.  Reissue 
No.  19.595.  dated  May  28.  1935.  Serial  No. 
754.123.  November  19.  1934.  This  application 
for  reissue  July  17,  1935.  Serial  No.  31,940 
45  Claims.     (CI.  62 — 115) 


40.  A  refrigerating  system  including  condens- 
ing and  evaporating  means  connected  in  series, 
and  means  adapted  to  operate  upon  the  occur- 
rence of  a  leak  in  any  portion  of  said  system  to 
subdivide  the  system  into  a  number  of  isolated 
sections. 


19,701 
HEAT   EXCHANGER 
Robert  E.  Wilson,  Chicago.  lU.,  assignor  to  Stand- 
ard Oil  Company,  Whiting.  Ind..  a  corporation 
of  Indiana  ^^    ,^„„ 

Original  No.  1.737.347.  dated  November  26.  1929, 
Serial  No.  162.740.  January  22.  1927.  Applica- 
tion for  reissue  August  7.  1931,  Serial  No. 
555,838 

8  Claims.     (CI.  257— 240) 


■  ■  S^'^—^*^ 


1.  In  a  device  of  the  character  described,  a  solid 
metal  billet  pro\'ided  with  two  sets  of  straight 
tubular  passes  therethrough,  and  means  for  con- 
necting the  ends  of  the  passes  of  each  set  to  form 
a  circulatory  system,  said  connecting  means  com- 
prising recesses  in  said  billet  joining  the  ends  of 
the  passes  to  be  connected  and  removable  plates 
over  said  recesses. 
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2.013.641 
PAPER-BACK  FABRICS  FOR  REENFORCING 

WORK 
Charles  F.  Bailey  and  Julias  P.  Distler.  Peoria, 
lU.,  assimors  to  Keystone  Steel  Sc  Wire  Com- 
pany. Peoria,  111.,  a  corporation  of  Illinois 
Application  April  23.  1934.  Serial  No.  721,928 
5  CUims.     (CI.  72—119) 
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1.  In  a  paper-back  fabric  for  reenforcing  work, 
the  combination  of  a  wire  netting,  a  paper-back- 
ing, spacing  members  disposed  In  spaced  relation 
against  the  back  of  the  paper,  and  wire  clips  en- 
gaging strands  of  the  netting  with  the  ends  of 
the  clips  piercing  the  paper  upon  opposite  sides 
of  the  strands  thereof  and  upon  opposite  sides  of 
said  members,  said  clips  having  each  of  their 
ends  bent  around  the  members  to  form  dual  sep- 
arate hooks  embracing  the  members  for  uniting 
the  netting,  paper-backing  and  members  into  a 
composite  structure. 


2.013.642 
ROTARY  FUEL  BURNER 
Martin  J.  Binkley.  East  Orange.  N.  J.,  assignor,  by 
mesne   assimments,   to   The   Silent   Glow   Oil 
Burner  Corporation,  Hartford,  Conn.,  a  corpo- 
ration of  Connecticut 

AppUcation  May  14.  1930,  Serial  No.  452,232 
7  Claims.     (CI.  158 — 77) 


1.  In  an  apparatus  of  the  character  described, 
the  combination  of  a  rotary  fuel  burner  cup  hav- 
ing an  open  bottom  and  provided  with  a  plurality 
of  fuel  orifices  spaced  apart,  pipes  secured  in 
said  orifices  and  extending  beyond  the  outer  pe- 
riphery of  said  cup.  a  circular  protective  cap 
coaxlally  rotatable  with  the  burner  cup  and  ex- 
tending beyond  the  outer  periphery  of  the  same 
and  over  the  fuel  pipes,  a  stationary  cylindrical 
protective  casing  entirely  surrounding  the  burner 
cup  and  having  an  open  top  of  substantially  the 
diameter  of  the  cap  and  terminating  slightly  below 
it.  the  fuel  pipes  being  disposed  between  the  cas- 
ing and  the  cap,  said  cap  having  a  downwardly 
extending  portion  terminating  close  to  the  burner 
cup  above  the  fuel  pipes,  and  cooperating  with 
said  cup  to  restrict  air  flow  through  the  cup 
and  between  the  cup  and  the  said  portion,  and 
outwardly  extending  air  vanes  disposed  at  the 
underside  of  the  cap  and  rigid  therewith,  said 
vanes  lying  substantially  in  the  horizontal  plane 
of  the  pipes. 
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2.013.643 
APPARATUS     FOR     DEMONSTRATING     THE 

MECHANICAL  FLEXIBLIZING  OF  SHOES 
Elmer  J.  Bliss,  Boston.  Mass.,  assiirnor  to  Regal 
Shoe  Company,  Whitman,  Mass.,  a  corporation 
of  Massachusetts 

Application  July  26,  1932,  Serial  No.  624,724 
6  Claims.     (CI.  35 — 13) 


1.  An  apparatus  of  the  class  described  embrac- 
ing in  combination  wtih  a  tread  platform,  a  shoe 
supporting  rod  slidably  fulcrumed  in  a  swivel 
block  at  approximately  the  level  of  said  platform, 
a  lifting  and  guiding  sleeve  slidably  mounted  on 
said  rod  below  the  platform,  a  revoluble  actuating 
crank  pivotally  connected  at  its  free  end  with 
said  sleeve,  and  a  stop  located  on  the  rod  between 
the  sleeve  and  the  swivel  and  serving  under  the 
upward  thrust  of  said  sleeve  to  lift  the  support- 
ing rod  and  raise  the  shoe  carried  thereby  from 
the  platform,  while  allowing  the  shoe  to  return 
to  tread  contact  with  the  platform  when  the 
sleeve  descends,  said  rod  by  its  pivotal  movement 
acting  to  rock  said  shoe  upon  the  platform. 


2,013.644 

SEPARATOR  SYSTEM 

Hudson  H.  Bubar.  Brooklyn.  N.  Y. 

Application  January  13.  1930.  Serial  No.  420,519. 

Renewed  July  30.   1934.     In  Canada  June  17, 

1926 

18  Claims.     (CI.  183 — 75) 


7.  In  an  apparatus  for  separating  dust  from 
gases,  a  gas  flow  chamber,  a  series  of  spaced  traps, 
and  a  series  of  spaced  deflector  baffles  converg- 
ing towards  said  traps,  whereby  the  gas  stream 
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is  divided  into  one  portion  entering  the  traps  and 
another  portion  passing  through  the  baffle  spaces 
and  between  th'^  traps,  said  baffles  being  posi- 
tioned to  produce  a  reverse  flow  m  the  gases  pass- 
ing through  the  baffle  spaces. 


2.013.645 

STARTER  MECHANISM 

William  T.  Carle,  Chicago.  111.,  assignor  to  Roy  F. 

Fulcher,  Chicago.  111. 

AppUcation  February  9,  1935.  Serial  No.  5.746 

5  Claims.     (CL  74—7) 


tation  and  having  radially  disposed  vanes  at  their 
journaled  ends  and  concentric  thereof,  stationaiy 
vanes  in  the  hub  and  coacting  with  the  radially 
disposed  vanes,  a  fluid  supply  through  the  hub  to 
between  the  vanes,  centrifugal  governor  con- 
trolled means  carried  by  the  hub  and  admitting 
and  exhausting  the  fluid  supply  to  and  from  be- 


1.  In  an  engine  starting  mechanism,  a  start- 
ing motor,  an  armature  shaft  therefor,  a 
sleeve  surrounding  said  shaft  and  normally  en- 
gaging at  one  end  against  said  motor,  coacting 
means  on  parts  of  said  shaft  and  sleeve  respec- 
tively for  producing  a  relative  rotative  and  a 
relative  endwise  movement  between  said  shaft 
and  sleeve,  means  carried  by  the  motor  provid- 
ing an  external  bearing  for  said  sleeve,  and  a 
pinion  including  a  stud  operatively  engaged  in 
that  end  of  the  sleeve  opposite  the  end  facing 
the  motor. 

2,013.646 

CONTAINER 

Champe  S.  Andrews.  North  Chattanooga.  Tenn., 

assignor  to  Box  Blank  Corporation,  New  York, 

N.  Y.,  a  corporation  of  Delaware 

Application  May  9,  1931,  Serial  No.  536,245 

2  Claims.     (CL  229 — 44) 


1.  A  container  comprising  a  body  having  bot- 
tom, side  and  end  walls,  a  top  wall  integral  with 
one  of  said  end  walls  and  a  cover  hinged  to  said 
top  wall,  said  cover  having  enclosing  side  walls 
and  an  end  wall  adapted  to  telescope  with  respect 
to  said  body  portion,  a  movable  band  securing 
the  top  wall  and  the  side  and  bottom  walls  of  the 
body  in  separable  set-up  assembly,  and  projec- 
tions extending  from  one  of  said  walls  to  prevent 
said  band  from  slipping  off  said  container. 


2.013.647 

PROPELLER  CONSTRUCTION 

Jess  V>\  Bace,  Taft.  Calif. 

Application  October  24.  1933.  Serial  No.  695,041 

10  Claims.     (CL  170—163) 

1.  In  a  propeller  construction,  a  rotatable  hub, 

blades  detachably  journaled  in  the  hub  for  ro- 


tween  ihe  \anes  for  varying  the  pitch  of  the 
blades,  a  power  shaft  having  the  hub  fixed  there- 
to, gear  connections  between  the  blades  for  5501- 
chronous  action  therebetween,  manually  actuated 
means  for  varying  the  operation  of  the  governor 
controlled  means,  and  a  cam  acting  with  the  last- 
named  means. 


2.013.648 
PRODUCTION  OF  UNSATURATED  ALI- 
PHATIC  ACID   ESTERS 
Harold  J.  Barrett,  Wilmington.  Del.,  assignor  to 
E.  I.  du  Pont  de  Nemours  &  Company,  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  December  30,  1933, 
Serial  No.  704.761 
21  Claims.     (CI.  260—106) 
1.  Process  for  producing  esters  of  unsaturated 
monocarboxylic  aliphatic  acids  which  comprises 
dehydrohalogenating    a    saturated     alphachlor- 
monocarboxylic  aliphatic  acid  ester  with  ferric 
chloride. 


2,013.649 

CLUTCH 

Howard  D.  Colman,  Rockford,  111. 

Application  January  25,  1930,  Serial  No.  423,310 

Renewed  November  28, 1934 

47  Claims.     (CI.  192 — 149) 


1.  A  clutch  combining  rotatable   driving   and 
driven  members,  a  connecting  element  slidably 
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mounted  on  said  driven  member  for  endwise 
movement  relative  thereto  and  giiided  in  such 
movement  against  movement  circumfercntlally 
relative  to  the  driven  member,  a  control  element 
mounted  on  said  driven  member  for  anerular 
movement  relative  thereto  and  adapted  in  such 
angular  movement  to  move  said  connecting  ele- 
ment into  and  out  of  clutching  engagement  with 
said  driving  member,  spring  means  normally 
tending  to  move  said  connecting  element  in  a 
direction  to  engage  said  driving  element,  and  a 
part  supported  against  movement  circumferen- 
tially  with  said  driven  member  and  constituting 
a  movable  stop  adapted  when  disposed  in  the 
path  of  rotation  of  said  control  element  to  re- 
strain the  same  against  further  rotation  whereby 
to  cause  the  element  to  move  relative  to  the 
driven  member  in  a  direction  to  disengage  said 
connecting  element  from  said  driving  member. 


2.013.650 
PRESELECTOR  CIRCUIT  FOR  HIGH 

FREQUENCY  RECEIVERS 

Westley  F.  Curtis,  Beaver  Heifhts.  Md. 

AppUcation  Jane  22.  1934.  Serial  No.  731,869 

2  Claims.     (CL  178 — 44) 

(Granted   under   the  act  of   March   3.   1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


1.  In  a  pre-selector  system  a  resonant  circuit, 
means  for  imparting  energy  to  said  system  at  a 
plurality  of  frequencies  Including  the  frequency 
of  said  resonant  circuit,  means  for  deriving  en- 
ergy from  said  system,  negative  resistance  means 
for  sharpening  the  resonance  characteristics  of 
said  circuit,  comprising  a  thermionic  tube  having 
a  cathode,  a  plate  electrode,  a  grid-like  anode 
intermediate  said  cathode  and  said  plate  elec- 
trode and  a  grid  electrode  between  said  cathode 
and  said  grid-like  anode,  a  conductor  extendmg 
between  said  plate  electrode  and  one  end  of  the 
inductance  of  said  resonant  circuit,  a  source  of 
potential  connected  between  the  other  end  of 
said  inductance  and  said  cathode  for  maintain- 
ing the  plate  electrode  at  a  higher  potential  than 
said  cathode,  a  source  of  potential  cormected  in 
circuit  between  said  cathode  and  said  grid- like 
anode  for  maintaining  said  grid-like  anode  at  a 
higher  potential  than  said  cathode  and  said  plate 
electrode,  and  adjustable  means  for  applying  to 
said  grid  electrode  a  potential  for  adjusting  the 
value  of  the  negative  resistance  characteristics  of 
said  tube. 


2.013.651 

ALGIN  COMPOSITION  CONTAINING  LATEX 

Bernard  F.  Erdahl,  Dnlnth.  Minn. 

No  Drawing.    Application  March  5,  1928. 

Serial  No.  259,376 

3  Claims,     (a.  134 — 17) 

1.  A  composition  of  matter  comprising  alginic 

acid  and  rubber  latex. 


2  013  652 
METHOD  FOR  THE  PRODUCTION  OF  NITRO- 
GEN AND  HYDROGEN  BY  THE  THERMAL 
DECOMPOSITION  OF  AMMONIA 
Cecil  Stuart  Hall,  Norton  HaU.  The  Green. 
Norton -on -Tees,  England,  assignor  to  Imperial 
Chemical  Industries  Ltd.,  a  corporation  of 
Great  Britain 

ApplicaUon  Jane  3.  1932.  Serial  No.  615.098 

In  Great  Britain  June  4.  1931 

2  Claims.     (CI.  23—7) 


1.  Method  of  producing  gaseous  mixtures  of  ni- 
trogen and  hydrogen  which  consists  in  passing 
ammonia  over  a  suitable  catalyst  at  a  raised  tem- 
perature, in  two  stages,  with  the  interposition  of 
an  electric  heater  between  the  two  stages  at  a 
point  such  that  the  amount  of  ammonia  in  the  gas 
is  insufficient  to  cause  damage  to  the  metal  wind- 
ing of  the  heater,  the  gases  from  the  final  stage 
of  the  process  being  allowed  to  impart  their  heat 
to  the  incoming  ammonia,  thus  preheating  the 
same  to  a  high  temperature  before  admission  to 
the  first  stage. 


2.013  653 
TREATMENT  OF  METALS  BY  ELECTRO- 
MAGNETIC FORCES 
Walter  W.  Holie,  Forest  Hills.  N.  Y..  assljrnor  to 
Westcott    Electric    Casting    Corporation.    New 
York.  N.  Y..  a  corporation  of  New  York 
Application  November  7.  1933,  Serial  No.  696.940 
32  Claims.     ( CI.  75 — 22.5 ) 


1.  The  method  of  treating  a  conducting  ma- 
terial for  elimination  of  non-conductive  or  less 
conductive  impurities  therein,  which  comprises 
passing  an  electric  current  through  the  material 
in  the  liquid  state  and  simultaneoualy  electro- 
magnetically  inducing  in  cooperation  with  said 
current  unidirectional  or  substantially  unidirec- 
tional forces  within  the  material,  the  forces  of 
varied  directions  normally  produced  by  passage 
of  current  alone  being  eliminated  or  materially 
eliminated. 
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2.013.654 

APPARATUS   FOR   NECKING -IN  AND 

FLANGING  TUBULAR  BODIES 

John  M.  Hothersall.  Brooklyn.  N.  Y.,  assignor  to 

American  Can  Company.   New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  AprU  9.  1931,  Serial  No.  528,726 

4  Claims.     iCl.  153 — 48) 


2.013.656 
SIGHTING  SYSTEM  FOR  GUNS 

James  C.  Karnes,  Buffalo,  N.  Y. 
Application  Januar>   31.  1931,   Serial  No.  512,621 

11  Claims.     (CI.  33 — 49) 

(Granted    under   the   act    of   March   3.    1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


1.  An  apparatus  for  altering  the  shape  and  di- 
mensions of  the  ends  of  a  metal  tubular  body 
comprising  in  combination,  external  and  internal 
pass  forming  members  arranged  to  provide  a  pass 
of  the  shape  and  dimension  desired  in  the  refor- 
mation of  one  end  of  the  body,  a  flanging  die 
member  arranged  to  flange  the  opposite  end  of  the 
body  to  produce  a  reformed  tubular  body,  a  curl- 
ing die  member  for  curling  the  edge  of  said  re- 
formed body,  and  actuating  means  causing  rel- 
ative approach  first  of  said  pass  forming  members 
and  said  flanging  member  and  secondly  of  said 
curling  member  and  said  flanging  member. 


10.  In  combination,  means  for  computing  data 
for  a  gun  correct  for  a  level  platform,  a  gun, 
training  mechanism  for  moving  the  gun,  fire  con- 
trol apparatus  mounted  on  the  gun  giving  a  cor- 
rected value  of  gun  setting,  means  for  algebraical- 
ly combining  the  movements  of  the  training 
mechanism  and  the  value  determined  by  the  fire 
control  apparatus,  and  a  register  indicating  com- 
puted data  for  comparison  with  the  combined 
movements  of  the  training  mechanism  and  fire 
control  apparatus. 


2.013.655 

CONTAINER   POURING    SPOUT 

John  M.  Hothersall.  Brooklyn.  N.  Y.,  assignor  to 

American  Can  Company.  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  September  8.  1933.  Serial  No.  688,677 

8  Claims.     (CI.  221—27) 


2,013,657 

FLUOROAMINOANTHRAQUTNONE     AND     ITS 

PREPARATION 

Frank   Willard   Johnson,   Pennsgrove,   N.   J.,   as- 
signor to  E.  I.  du  Pont  de  Nemours  &  Company, 
Wilmington.  Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  August  23,  1932, 
Serial  No.  630.057 
26  Claims.     (CI.  260— 60) 
23.  As  new  products,  fluoroaminoanthraquin- 
ones  selected  from  a  class  consisting  of  the  2,3- 
and    the    2,1-    substituted    fluoroaminoanthra- 
quinones. 


2.013.658 
HEAT  EXCHANGER 
Howard  J.  Kerr.  Westfield,  N.  J.,  assignor  to  The 
Babcock  &  Wilcox  Company,  Bayonne,  N.  J., 
a  corporation  of  New  Jersey 
Original  application  November  10.  1928,  Serial  No. 
318,351.     Divided  and  this  application  Decem- 
ber 8,  1930,  Serial  No.  500.743 

2  Claims.      (CI.  122 — 6) 


1.  A  container  having  a  rim  and  comprising  a 
wall  having  a  curved  depression  directed  upward 
at  its  outer  end.  the  portion  of  the  wall  within 
the  depression  being  closed  and  adapted  to  be 
perforated  to  open  the  container,  and  a  curved 
pouring  spout  slldably  engaged  within  said  de- 
pression and  movable  along  said  depression  and 
over  said  rim  and  into  a  pouring  position,  said 
spout  having  an  aperture  which  is  adapted  for 
alignment  with  the  perforation  formed  in  the 
opened  container  for  dispensing  of  the  contain- 
er's contents  by  way  of  the  spout. 


1.  In  power  steam  apparatus;   a  combustion 
chamber;  means  for  burning  fuel  within  the  com* 
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bustion  chamber;  and  radiantly  heated  wall 
structures  comprising  an  inner  part  of  a  wall  of 
the  combustion  chamber  receiving  radiant  heat 
from  the  burning  fuel  for  transfer  to  a  fluid  pass- 
ing through  the  structure:  said  structure  com- 
prising tubular  elements  through  which  the  fluid 
is  passing;  helically  disposed  extensions  of  the 
tubular  elements  extending  radially  outwardly 
thereof  to  afford  anchors;  and  non-metallic  heat 
resisting  material  of  greater  thermal  resistance 
than  the  material  of  the  tube  held  In  place  by 
said  anchors  and  placed  around  the  tube  while 
it  is  in  plastic  condition. 


2.013.659 
COMPOUND  OF  THE  AZABENZANTHRONE 

SERIES 
Max  Albert  Kunz,  Mannheim,  and  Gerd  Kochen- 
doerfer  and  Karl  Koeberle,  Ludwli^shafen-on- 
the- Rhine.  Germany,  assiirnors  to  General  Ani- 
line Works,  Inc.,  New  York,  N.  Y.,  a  corporation 
of  Delaware 
No  Drawinir-    Application  March  30.  1933.  Serial 
No.  663,647.    In  Germany  October  26,  1932 

6  Claims.  (CI.  260 — 40) 
1.  An  aza be nzan throne  compound  of  the  group 
consisting  of  halo-azabenzanthrone.  nitroaza- 
benzanthrone.  sulpho-azabenzanthrone,  hydroxy- 
azabenzan throne,  alkoxy-azabenzanthrone.  cy- 
ano-azabenzanthrone.  and  mercapto-azabenzan- 
throne,  in  whiCh  the  position  of  the  ring  nitrogen 
of  the  azabenzanthrone  nucleus  is  represented  by 
the  formula 


\l 


() 


wherein  one  x  represents  a  nitrogen  atom,  the 
other  X  representing  — CH — . 


2,013.660 
KEY  CONNECTER 
Radolph  L.  Laner.  Philadelphia,  Pa.,  assirnor  of 
one- half    to    Thomas    W.    BamhiU.    Philadel- 
phia. Pa. 
ApplicaUon  November  18,  1933,  Serial  No.  698.583 
9  Claims.     (CL  285—193) 


*?   «i   •tf«»a'^«» 


^i^ 


1.  A  connecter,  comprising  a  sleeve  provided 
with  a  fixedly  positioned  internal  peripheral 
shoulder,  and  with  an  internal  groove  spaced 
from  said  shoulder,  a  gasket  positioned  against 
said  shoulder,  an  aperture  extending  thru  said 
sleeve  into  said  groove,  a  member  having  a 
peripheral  groove  and  adapted  to  enter  said  sleeve  i 
and  compress  said  gasket  when  its  groove  is  in 
alignment  with  the  groove  of  said  sleeve,  and  a 
wlre-Uke  key  adapted  to  be  driven  thru  said 
aperture  and  clrcumferentially  thru  said  grooves  i 


when  in  registry,  to  lock  said  member  and  sleeve 
together  and  maintain  the  compression  of  said 
g€isket. 


2  013  661 

MOTION   PICTURE    APPARATUS 

Jacob  F.  Leventhal.  New  York,  N.  Y..  assignor  to 

Leventhal   Patents.   Inc.,   New   York.   N.   Y.,  a 

corporation  of  Delaware 

Application  February  7,   1931.  Serial  No.  514,142 

2  Claims.     (CI.  88—16.8) 


1.  In  a  motion  picture  projection  apparatus. 
a  rotatable  multiple  unit  compensator  compris- 
ing a  refractor  having  a  plurality  of  pairs  of 
plane -parallel  faces,  means  for  supplying  a  beam 
of  light  to  said  compensator,  means  to  move  a 
film  across  said  beam  and  to  rotate  said  refrac- 
tor through  a  compensating  cycle  In  timed  rela- 
tion with  movement  of  the  film  through  a  picture 
cycle  to  produce  a  stationary  virtual  image  of  the 
film  picture,  a  lens  for  re-imaging  said  virtual 
image,  a  pair  of  screens  arranged  front  and  rear 
of  said  refractor,  means  for  rotating  said  screens 
in  timed  relation  with  said  refractor,  said  front 
screen  having  a  spiral  slot  arranged  to  permit 
passage  of  light  except  during  the  initial  and 
final  portions  of  a  compensating  cycle  and  said 
rear  screen  having  a  spiral  slot  arranged  to  limit 
to  a  single  pair  of  plane  parallel  faces  light  rays 
passing  to  said  lens. 


2.013.662 
METHOD  OF  PREPARING  DIVTNYL  ETHER 

William  A.  Lott.  Newark.  N.  J.,  assiirnor  to  E.  R. 
Squibb  &  Sons.  New  York,  N.  Y.  a  corporation 
of  New  York 

No  Drawing.     Application  March  24.  1934, 

Serial  No.  717.279 

7  Claims.     (CI.  260— 151) 

1.  The  method  of  preparing  di vinyl  ether  that 

comprises  interacting  a  symmetrical  dihaloethyl 

ether  and  an  alkali-metal  hydroxide  in  a  glycol. 


2.013.663 
HYDROCARBON  OIL  REFINING 
William  M.  Malisoir,  Philadelphia,  Pa.,  assirnor 
to   The  Atlantic   Refining  Company.  Philadel- 
phia, Pa.,  a  corporation  of  Pennsylvania 
Application  November  3,  1930.  Serial  No.  493.065 
9  Claims.     (CI.  196—24) 
1    The  process  for  treating  a  sulfur-containing 
hydrocarbon  oil  to  effect  removal  of  sulfur  there- 
from, which  comprises  adding  to  the  sulfur-con- 


\ 


talning  oil  an  ether  of  a  polyhydric  alcohol,  inti- 


mately  contacting  the  oil  therewith,  thereafter 
separating  and  removing  said  ether  from  tiie  oil. 


2,013,664 
ENVELOPE  AND  FOLDER 

.Arthur  Marowitz.  Los  Ang:eles.  Calif. 

Application  October  23,  1933.  Serial  No.  694,879 

1  Claim.     (CI.  129—16.7) 


An  envelope  or  folder  comprising  a  closure 
body  including  front  and  back  walls,  a  flap  hinged 
to  the  back  wall  and  partially  overlapping  the 
front  wall,  said  flap  having  laterally  spaced  slots, 
one  of  said  slots  exposing  indicia  on  a  portion  of 
said  back  wall  and  the  other  of  said  slots  being 
confluent  with  a  cut-out  in  the  back  wall  where- 
by to  render  visible  a  portion  of  an  adjoining 
folder  therethrough. 


2.013.665 
REMOTE  CONTROL  APPARATUS 
George  Louis  Rene  Jean  Messier,  deceased,  late  of 
Paris,  France,  by  Yvonne  Lucie  Messier,  born 
Bonnamv,  administratrix,  Paris.  France 
Application  May  26.  1933,  Serial  No.  673.121 
In  France  May  27.  1932 
3  Claims.     (CI.  121—38) 
1.  In  a  remote  control  apparatus  a  manually 
controlled  distributor,  a  driving  agent  controlled 
by  the  distributor,  a  receiving  system,   a  relay 
valve  interposed  between  the  distributor  and  the 
receiving  system  and  comprising  a  cylindrical  body 
divided  into  upper  and  lower  chambers,  a  double 
valve  in  the  body  for  controlling  communication 
between  the  chambers,  means  constantly  acting 
on  said  valve  in  a  definite  direction,  a  double  pis- 
ton in  the  upper  chamber  of  the  body  including  a 
pair  of  heads  and  a  rod  connecting  said  heads, 
said  rod  being  provided  with  a  channel  leading  to 
the  space  between  the  heads,  an  Inlet  in  the  upper 
chamber  of  the  body  for  the  driving  agent  coming 
from  the  distributor,  an  inlet  for  lower  pressure 
driving  agent  in  the  lower  chamber  of  the  body, 
an  outlet  for  the  body  on  the  side  adjacent  the 
receiving  system,  an  exhaust  port  in  the  body  in 
458  0.  G.— 18 


communication  with  the  channel  in  the  rod  at 
points  between  the  heads  of  the  double  piston. 


mM^i^   S» 


and  means  for  returning  the  double  piston  in  a 
definite  direction. 


2,013.666 

SEALED   SEAM  FOR  METAL  STRUCTL^RES 

William  Nelson,  United  States  Navy 

Application  November  14,  1933.  Serial  No.  697,942 

6  Claims.     (CI.  220—75) 

(Granted    under   the   act   of   March    3,   1883.   as 

amended  April  30,  1928;  370  O.  G.  757) 


"•U! 


2.  A  sealing  member  for  structural  joints,  said 
sealing  membei  being  of  hard  resilient  material 
havmg  a  parallelogram-shaped  cross  section  and 
being  further  characterized  by  the  fact  that  di- 
agonally opposite  longitudinal  edges  of  said  mem- 
ber protrude  beyond  the  boundary  of  said  par- 
allelogram. 


2,013.667 
PROCESS  OF  MAKING  METALLIC  SOAPS 
William  J.  O'Brien,  Shaker  Heights,  and  Gordon 
H.  Mutersbaugh.  Rocky  River.  Ohio,  assignors 
to  The  Glidden   Company,  Cleveland,  Ohio,  a 
corporation  of  Ohio 

No  Drawing.     Application  January  9.  1932. 

Serial  No.  585.800 

18  Claims.     (O.  23—243) 

1.  The  process  of  producing  a  stable  dry  zinc 

tungate  consisting  of  precipitating  the  soap  by 

any  of  the  known  methods,  adding  one  percent 

of  sugar,  separating  the  soap  and  drying. 


2.013.668 
MATERIAL  TREATMENT  METHOD,  APPA- 
RATUS. AND  SYSTEM 
Albert  Peltzer  and  Albert  Peltier.  Jr..  Palo  Alto. 
Calif.,  assignors  to  Merco  Centrifugal  Separator 
I        Co.  Ltd.,  San  Francisco,  Calif.,  a  corporation  of 
California 
AppUcaUon  January  15,  1932,  Serial  No.  586.773 
10  Claims.     (CI.  127— 67) 
1.  In    a    method    of   the    character    described 
characterized  by  the  use  of  centrifuge  apparatus, 
;  the  steps  of  supplying  hydrous  fluid  feed  material 
to  said  apparatus  containing  components  of  dif- 
I  ferent    classifying    characteristics,    establishing 
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both    an   overflow   and   an   underflow   discharge 
from  said  apparatus,  concentrating  a  portion  of 


the  underflow,  and  returning  said  concentrated 
portion  of  the  underflow  back  into  the  apparatus 
to  effect  dewatenng  of  the  overflow. 


2.013,669 
CONTAINER 
John  F.  Peters,  Leonia,  N.  J.,  assigrnor  to  Ameri- 
can Can  Company,  New  York.  N.  Y..  a  corpo- 
rsition  of  N[cw  3^Ts^y 

Application  July  30.  1932,  Serial  No.  626,278 
4  Claims.     (CI.  220—39) 


4.  A  container,  comprising  a  body  having  an 
open  end,  a  cover  flttlng  over  said  open  end  and 
having  a  depending  flange  provided  with  circum- 
ferentially  spaced  inclined  thread  sections,  said 
body  adjacent  its  open  end  having  inclined 
thread  sections  circumferentially  spaced  apart  a 
distance  greater  than  the  longitudinal  dimension 
of  a  said  cover  thread  section,  and  an  abutment 
on  said  body  disposed  In  circumferential  align- 
ment with  one  of  said  cover  threads  and  over 
which  said  cover  thread  yieldably  passes  when 
the  cover  is  applied,  said  abutment  engaging  the 
upper  end  of  said  cover  thread  when  said  cover 
is  applied  to  yieldably  resist  reverse  displacement 
of  said  cover  relative  to  said  body. 


2,013.670 
COMPOSITION  FOR  LINING  CAN  ENDS 
John  E.  Robinson,  Glen   Ellyn,  111.,  assifnor  to 
American  Can  Company,  New   York,  N.  Y.,  a 
corporation  of  New  Jersey 
No  Drawing.    Application  December  31,  1926, 
Serial  No.  158,414 
9  Claims.     iCl.  134— 17  i 
1.  A  compound  for  lining  can  ends  and  the  like, 
comprising  a  solid  body  material,  a  solution  of 
latex  and  fortified  ammonium  alginate. 


2.013,671 

ELECTRICAL  SYSTEM  AND  APPARATUS 

FOR   TRANSMITTING  INTELLIGENCE 

William  C.  Roe,  Elyria,  Oliio,  assirnor,  by  mesne 
assignments,  to  Printel  Communication  Sys- 
tems, Inc..  New  York.  N.  Y.,  a  corporation  of 
New  York 

AppUcation  November  26,  1930,  Serial  No.  498.289 
9  Claims.     (CI.  177—353) 
5.  In  an  electrical  selecting  apparatus,  a  pair  of 

elements,  mounted  for  reciprocation  in  angularly 

related  directions,   energy    storage   means   com- 


prising means  tending  to  move  them  In  one  recip- 
rocatory  direction,  an  electrically  actuated  es- 
capement means  for  each  element  permitting  a 
step  by  step  movement  thereof  over  selective  dis- 
tances in  response  to  selective  sets  of  electrical 
impulses  transmitted  to  the  escapement  means,  a 
second  movable  element  movably  connected  with 
said  pair  of  elements  and  movable  to  selective 
positions  by  the  joint  movement  of  said  elements. 


a  second  electrically  actuated  means  for  giving  a 
supplemental  movement  to  the  second  movable 
element  at  the  end  of  its  selective  movement,  and 
a  third  electrically  actuated  means  for  thereafter 
moving  the  pair  of  movable  elements  In  the  other 
reciprocatory  direction  to  a  normal  position  and 
for  storing  energy  in  the  energy  storage  means, 
the  said  second  movable  element  being  returned 
to  a  normal  position  by  the  return  movement  of 
said  pair  of  elements. 


2,013,672 
IMPROVED    METHOD   OF   MAKING   BAGS 

Thomas  M.  Royal.  Philadelphia,  Pa. 

Application  June  13.  1931.  Serial  No.  544,080 

5  Claims.      (CI.  93 — 35) 


r^.«0. 


1.  The  method  of  making  bags  of  "cellophane" 
and  similar  material  which  consists  in  continu- 
ously forming  a  web  or  sheet  of  "cellophane"  or 
similar  material  into  tubular  shape,  imparting 
movement  to  said  tube  longitudinally  of  the  same, 
severing  said  tube  by  substantially  straight,  trans- 
verse clean  edged  cuts  into  blanks  of  predeter- 
mined length,  applying  lines  of  adhesive  trans- 
versely of  said  blanks  adjacent  one  end  of  the 
same.  Imparting  a  plurality  of  folds  to  said  end 
of  the  blanks,  causing  said  folded  portions  to 
engage  said  lines  of  adhesive,  and  successively 
compressing  said  folded  end  portions  against  such 
adhesive. 


2.013.673 

AIRPLANE  ENGINE   SYNCHRONIZING 

DEVICE 

Frederick  Ralph  SUs.  Coral  Gables,  Fla. 

Application  April  12,  1933,  Serial  No.  665,793 

5  Claims.     iCl.  177— 31  It 

3.  In  an  airship  having  a  series  of  independ- 
ently operated  propellers,  an  alternating  current 
generator  operated  from  each  propeller,  said  gen- 


Septembeb  10, 1935 


U.  S.  PATENT  OFFICE 


263 


erators  being  electrically  identical  and  one  serv- 
ing as  a  master,  a  series  of  normally  open  indi- 
cating circuits,  each  circuit  including  the  master 
generator  and  one  of  said  other  generators,  a 
normally  inactive  speed  comparison  lamp  com- 


v.  i  -  ^' 


mon  to  the  said  several  circuits,  and  means  com- 
mon to  the  said  several  circuits  for  selectively 
closing  them  to  interpose  the  lamp  in  the  closed 
circuit  to  provide  for  the  latter  indicating  fre- 
quency differences  between  said  master  generator 
and  one  of  said  other  generators. 


2.013.674 
WELL  CEMENTING   APPARATUS 

Joseph  H.  Slocum.  Venice,  Calif. 

AppUcation  February  28.  1934.  Serial  No.  713,245 

11  Claims.     (CI.  166—19) 


1.  In  a  cement  dumper  for  use  in  dumping 
cement  in  a  liner  of  a  casing,  the  combination  of 
a  cement  holder,  frictional  means  constructed 
to  pass  down  the  casing,  for  frictionally  engag- 
ing the  liner,  and  capable  of  up  and  down  move- 
ment relative  to  the  cement  holder,  holding 
means  for  holding  the  frictional  means  in  a  fixed 
position  with  respect  to  the  cement  holder  while 
the  cement  dumper  is  passing  down  the  casing, 
means  actuated  by  contact  of  the  lower  end  of 
the  cement  dumper  with  the  liner  for  releasing 
the  holding  means,  said  frictional  means  con- 
structed to  pass  into  the  liner  and  resist  up  or 
down  movement  of  the  frictional  means  within 
the  liner,  and  means  actuated  by  relative  upward 
movement  of  the  cement  holder  to  release  the 
cement. 


2.013.675 
CONTAINER 

Godfrey     Steerup,    Maywood.    111.,    assignor 
American  Can  Company,  New  York,  N.  Y., 
corporation  of  New  Jersey 

Application  April  24.  1931.  Serial  No.  532.451 
5  Claims.     I  CI.  204—24) 


to 

a 


-// 


1.  A  container  for  electrically  sterilizing  a 
product,  comprising  a  metallic  body,  a  metallic 
end  secured  to  said  body  and  having  electrical 
contact  therewith,  a  fibrous  liner  of  electrically 
insulating  material  located  adjacent  to  and  in- 
side of  the  walls  of  said  body  and  extended  be- 
yond an  edge  thereof,  and  a  second  metallic  end 
engaging  the  said  liner  and  insulated  from  said 
body  by  said  liner. 


2.013.676 
POSITION  CONTROL   APPARATUS 

Duncan   J.    Stewart,   Rockford,  111.,   assignor    to 

Howard  D.  Colman.  Rockford.  111. 

Application  August  20.  1930,  Serial  No.  476,557 

Renewed  November  30.  1934 

34  Claims.     (CI.  90—13.4) 


1.  In  a  machine  for  reproducing  on  a  work 
blank  the  contour  of  a  pattern  surface,  the  com- 
bination of  a  work  support,  a  tool  support,  power 
driving  means,  two  electromagnetically  controlled 
clutches  operable  selectively  to  cause  feeding 
movement  of  one  of  said  supports  in  opposite 
directions  by  said  power  means,  a  condenser  com- 
prising two  opposed  plates  adapted  for  movement 
toward  and  away  from  each  other,  one  of  said 
plates  being  movable  in  unison  with  said  movable 
support,  a  control  element  adapted  to  trace  said 
pattern  surface  automatically  and  to  move  caid 
other  condenser  plate  in  accordance  with  changes 
in  the  contour  of  said  surface,  means  operating 
to  detect  variations  in  the  capacity  of  said  con- 
denser including  an  electromagnet  having  an 
armature  movable  in  opposite  directions  respec- 
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tively  as  the  condenser  capacity  rises  above  or  ' 
falls  below  a  predetermined  value,  and  a  pair  of 
switches  selectively  controlling  the  energization 
of  said  clutches  and  each  adapted  to  be  closed 
and  opened  respectively  in  the  movement  of  said 
armature  in  opposite  directions. 

18.  In  a  machine  for  reproducing  a  pattern 
contour  on  a  work  blank,  the  combination  of  a 
work  support,  a  support  carrying  a  cutting  tool, 
an  electrical  device  having  a  reactance  which 
varies  with  relative  movement  between  said  sup- 
ports, means  arranged  to  trace  the  pattern  sur- 
face and  to  cause  said  reactance  to  be  varied  pro- 
gressively in  accordance  with  the  contour  thereof, 
means  for  detecting  changes  in  said  reactance  in- 
cluding a  constantly  energized  electromagnet, 
power  actuated  means  for  feeding  one  of  said 
supports  in  different  directions,  and  means  re- 
sponsive to  the  degree  of  energization  of  said 
magnet  for  controllmg  the  direction  of  move- 
ment of  said  movable  support  by  said  power 
means. 


the  pressure  in  the  tank  and  thereby  raise  the 
level  of  the  material  above  the  inlet  to  and  fill 


2.013.677 
TYPEWRITING  MACHINE 
Bamlutm  C.  Stickney,  Hillside.  N.  J.,  assifnor  to 
Underwood  Elliott  Fisher  Company,  New  York, 
N.  Y.,  a  corporation  of  Delaware 
AppUcaUon  March  6.  1931,  Serial  No.  520,507 
Renewed  March  Z%,  1932 
25  Claims.      (CI.  197—114) 


18.  In  a  line-spacing  mechanism,  the  combi- 
nation with  a  platen,  and  a  fine-pitched  line- 
space  wheel,  of  a  swinging  cam-carrying  frame 
regulated  by  meaiu  of  a  lever  pivoted  between  its 
ends,  independent  adjustments  for  said  lever- 
ends,  and  a  driving  pawl  mounted  upon  an  arm 
pivoted  concentrically  with  the  cam-frame  and 
with  the  line-space  wheel  and  operable  by  a  non- 
adjustable  lever  having  a  fixed  fulcrum  and  driv- 
ing the  line-space  wheel. 


2.013.678 
MEANS  FOR  FILLING   MATERIAL  INTO 
RECEPTACLES 
Lewis  B.  Winton,  Greenwich,  Conn.,  assiirnor  to 
American    Sealcone    Corporation,    New    York, 
N.  Y.,  a  corporation  of  New  York 
Application  February  24,  1933.  Serial  No.  658,364 
31  Claims.     (CI.  226—106) 
1.  In  a  receptacle  filling  means,  a  closed  tank,  a 
measuring  device  having  an  Inlet  opening  to  the 
tank  and  an  outlet  exterior  of  the  tank,  means 
to  supply  and  maintain  the  material  in  the  tank 
at  a  level  below  the  inlet  of  the  measuring  de- 
vice, and  means  operative  to  intermittently  vary 


the  material  from  the  tank  into  the  measuring 
device. 


2,013,679 

SHOE  PART  ORNAMENTING  MACHINE 

Arthur  W.  Altvater.  University  City,  Mo. 

AppUcation  November  29,  1932,  Serial  No.  644,832 

12  Claims.     (CI.  164—29) 


12.  In  a  shoe  part  ornamenting  machine,  the 
combination  with  ornamenting  means,  a  pivot 
and  a  rotatable  support  therefor,  of  a  shoe  part 
gaging  mask  mounted  on  the  pivot  to  swing  from 
an  operating  position  in  which  one  face  of  the 
mask  is  directed  towards  the  ornamenting  means 
to  a  position  clear  of  the  ornamenting  means, 
said  pivot  being  rotatable  on  its  support  while 
the  mask  is  in  that  clear  position  to  pemiit  the 
mask  to  be  swung  back  to  the  operating  position 
with  its  opposite  face  directed  towards  the  orna- 
menting means. 


2,013,680 

ASH  DISPOSAL  SYSTEM 

Joseph    S.    Bennett,    Merion,    Pa.,    assignor    to 

American  Engineerinf  Company,  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcation  July  18,  1931,  Serial  No.  551,751 
3  Claims.     (CI.  110— 165) 

1.  In  combination  with  a  multiple  retort  un- 
derfeed stoker,  an  ash  pit  positioned  to  receive 
ashes  discharged  from  said  stoker,  crusher  ele- 
ments in  said  ash  pit.  a  hopper  located  below  said 
ash  pit  and  posltlon3d  to  receive  ashes  discharged 
from  said  pit  by  actuation  of  said  crushing 
means,  supplemental  crusher  means  operative  in 
said  hopper,  a  sluice  located  below  said  hopper 
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and  positioned  to  receive  ashes  discharged  from 
the   hopper   by   actuation  of   said  supplemental 


crushing   means,   and   means  providing  for  In- 
dividual or  joint  operation  of  said  crushers. 


2,013.681 

MLXTIPLE  SIGNATURE  MACHINE 

Christopher  D.  Budelman,  Chicago,  111. 

AppUcation  May  22,  1933,  Serial  No.  672,265 

5  Claims.    (CI,  33— 23) 


1.  In  a  machine  of  the  class  described  the  com- 
bination of  a  table,  and  means  for  supporting  and 
laterally  transporting  thereon  documents  with 
their  edge  portions  in  exposed  and  consecutive 
relationship  for  the  purpose  of  receiving  signa- 
tures to  be  inscribed  thereon  comprising  a  pair  of 
spaced  apart  conveyor  chsUns,  means  on  which 
said  conveyor  chains  are  rotatably  mounted,  re- 
movable panels  adapted  to  be  removably  carried 
by  said  conveyor  chains  and  manually  releasable 
yleldable  members  on  each  of  said  panels  for 
yieldably  holding  a  series  of  documents  In  sub- 
stantially parallel  relation  on  each  panel. 


frames  and  disposed  rearwardly  of  the  saddles,  an 
upright  extension  carried  by  the  saddles  and 
provided  with  an  enlarged  horizontally  disposed 
flange  forming  a  flat  seat,  a  centrifugal  spark  ar- 
rester casing  supported  by  said  flange  and  secured 


2,013.682 
LOCOMOTIVE 
Robert  A.  Carr,  Chicago,  HI.,  assignor  to  Loco- 
motive Firebox  Company,  Chicago,  111.,  a  cor- 
poration of  Delaware  „«,»,. 
AppUcation  December  11.  1933.  Serial  No.  701,734 
3  Claims.     (CI.  105— 2) 
1.  In  a  device  of  the  class  described,  an  under- 
framing  comprising  side  frames  having  cylinder 
saddles  on  either  side  thereof  and  at  the  forward 
end    a  boiler  shell  support  carried  by   the  side 


at  its  rear  end  to  the  boiler  shell,  said  casing  being 
of  less  height  than  the  boiler  shell,  a  steam  nozzle 
also  supported  on  said  flange  at  the  bottom  of 
the  spark  arrester,  and  a  smoke  stack  above  the 
nozzle  and  concentric  therewith. 


2,013,683 

GAS  AND  VAPOR  BURNER 

William  C.  Coleman,  Wichita,  Kans. 

AppUcation  June  4,  1934,  Serial  No.  728,834 

4  Claims.     (CI.  15»— 105) 


1.  A  gas  burner  having  a  manifold  provided 
with  a  single  gas  inlet,  means  to  supply  gas  to 
the  inlet,  pressure  controlling  means  for  main- 
taining a  uniform  predetermined  pressure  in  the 
manifold,  a  series  of  main  burner  units  communi- 
cating with  the  manifold,  a  pilot  burner  unit 
communicating  with  the  manifold  and  being  com- 
mon to  the  main  burner  units,  a  single  manual 
control  in  the  man  fold  to  shut  off  the  gas  sup- 
ply to  all  of  the  main  burner  units  w^ithout  af- 
fecting the  supply  of  gas  to  the  pilot  burner 
unit,  and  means  to  control  the  amount  of  the 
gas  egressing  from  the  pilot  burner  whereby  to 
fixedly  set  such  amount  so  that  a  heating  flame 
is  had  to  definitely  maintain  the  temperature  of 
the  material  being  heated  at  a  predetermined 
point  after  the  manual  control  shuts  off  the 
main  heating  burners,  the  main  burner  imits 
being  located  in  surrounding  relation  to  the  pilot 
burner  unit  and  a  flame  obstructor  overlying  the 
pilot  burner  unit  so  as  to  cause  the  heat  from 
the  latter  to  be  spread  and  d  stributed  about 
the  periphery  of  the  obstructor,  the  upper  ends 
of  the  main  burner  units  and  that  of  the  pilot 
burner  unit  being  in  substantially  the  same  hori- 
zontal plane. 
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2.013.684 

MANUFACTURE  OF  RUBBER  TUBES 

Fnuicisco  Capella-Dalmmu,  Bareelona.  Spain 

AppUcation  March  16.  1934.  Serial  No.  715.805 

In  Spain  April  28.  1933 

3  Claims.     (CI.  18 — 56) 


!     1-    f 
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1.  A  method  of  manufacturing  rubber  tubes 
having  a  small  diameter  and  relatively  thick 
walls  with  designs  indented  in  or  embossed  on 
their  outer  surfaces,  which,  in  combination,  com- 
prises partially  vulcanizing  the  rubber  tube  in 
open  steam  on  a  mandrel  bearing  the  required 
design,  subsequently  turning  the  rubber  tube  in- 
side out,  and  completing  the  vulcanization  of  the 
tube  in  open  steam  on  another  mandrel  having  a 
smooth  surface. 


2.013.685 
.\RT  OF  HANDLING  VOLATILE 

LIQUIDS 

William  Reed-HiU,  Beecharst.  N.  Y. 

Application  May  9,  1932.  Serial  No.  610.294 

3  Claims.     (CI.  158— 50.2 j 


s-' 


■  'S 


1.  A  system  for  handling  volatile  liquid  which 
comprises  a  storage  container  for  the  volatile 
liquid,  a  controller  including  a  container  having 
two  chambers  therein,  a  baffle  in  one  of  said 
chambers  dividing  the  chamber  into  two  com- 
partments, the  two  compartments  communicat- 
ing with  each  other,  means  connecting  one  of  said 
compartments  with  the  upper  end  of  the  storage 
container,  the  casing  of  the  controller  having  a 
discharge  opening  therein  communicating  with 
the  other  compartment,  a  baffle  in  the  other 
chamber  of  the  controller  forming  an  overflow, 
the  baffle  in  said  second  mentioned  compartment 
being  lower  in  elevation  than  the  baffle  in  said 
first  mentioned  chamlaer.  means  connecting  the 
second  mentioned  chamber  on  one  side  of  the 
baffle  to  the  lower  end  of  the  storage  tank  and 
to  a  supply  of  the  Impelling  liquid,  means  for 
connecting  the  second  mentioned  chamber  on 
the  other  side  of  the  baffle  to  a  discharge,  and 
means  for  by-passing  the  supply  of  impelling 
liquid  to  the  discharge  connection. 


2.013.686 

PROCESS  OF  MAKING  INSULATED  WIRE 
WiUiam    J.   Homer.    Hinsdale.   III.,   assignor,    by 

mesne    assignments,    to    Associated     Electric 

Laboratories,  Inc.,  Chicago,  111.,  a  corporation 

of  Delaware 

AppUcation  July  5,  1933.  Serial  No.  679.027 
5  Claims.     (CI.  117—53) 

1.  The  process  of  insulating  a  conductor  which 
consists  in  applying  an  inner  layer  of  yarn  made 
of  scwne  cellulose  ester,  in  applying  thereover  an 
outer  layer  of  different  textile  material,  and  in 
passing  the  conductor  through  a  bath  containing 
a  liquid  which  is  a  solvent  for  the  celluloss  ester 
of  the  inner  layer  but  not  for  the  material  of  the 


outer  layer,  whereby  the  fibers  of  the  outer  layer 
are  penetrated  and  are  bound  together  by  the 


action  of  the  solvent  on  the  cellulose  ester  under- 
neath. 


2,013.687 

PRINTING  PRESS 

Montgomery  O.  Jones  and  Wesley  P.  Shomaker, 

Richmond.  Va. 

Application  March  2,  1933.  Serial  No.  659.311 

19  Claims.     (CI.  101—76) 


fr^O= 


1.  In  a  printing  press,  a  cylinder,  movable 
printing  mechanism  mounted  thereon,  a  shaft 
rotatably  mounted  in  said  cylinder,  means  con- 
necting said  shaft  and  printing  mechanism  where- 
by rotary  movement  of  the  former  relative  to 
the  cylinder  effects  movement  of  the  latter, 
ratchet  and  pawl  mechanism  for  effecting  rotary 
movement  of  the  shaft  relative  to  the  cylinder, 
a  member  movable  into  position  to  be  engaged  by 
said  pawl  upon  rotation  of  said  cylinder,  and 
means  for  periodically  moving  said  member  into 
and  out  of  said  position 


2,013.688 

APPARATUS    FOR   THE    MANUFACTURE    OF 

ARTIFICIAL  FILAMENTS  OR  THE  LIKE 

Edward  Klnsella.  Spondon,  near  Derby,  England, 
assirnor  to  Celanese  Corporation  of  America, 
a  corporation  of  Delaware 
AppUcation  October  22.  1931.  Serial  No.  570,308 
In  Great  Britain  November  20,  1930 
4  Claims.     (CI.  18 — 8) 
1.  A  spinning  jet  for  the  manufacture  of  arti- 
ficial filaments  and  the  like,  comprising  a  body 
member  adapted  to  be  connected  to  a  source  of 
spinning  solution,  a   seat   formed  in  said  body 
member  and  a  plug  adapted  to  be  received  in  said 
seat,  said  body  member  and  said  plug  being  each 
provided  with  a  plurality  of  notches  which  taper 
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towards  the  face  of  the  jet  and  with  an  annular 
groove  cutting  across  said  notches,  the  notches  in 


the  one  member  registering  with  the  notches  In 
the  other  to  form  spinning  orifices  each  consti- 
tuted by  two  notches. 


2,013.689 
TREATMENT  OF  TEXTILE   MATERIALS 

Ernest  WiUiam  Kirk  and  Georfe  HoUand  Ellis, 
Spondon.  near  Derby.  England,  assitnors  to 
Celanese  Corporation  of  America,  a  corporation 

No  Drawing.     Application  April  14,  1933.  Serial 

No.  666,173.     In  Great  Britain  May  12,  1932 

7  Claims.     (CI.  8—5) 

1.  Process  for  the  production  of  mixed  shades 
on  textile  materials,  which  comprises  applying  to 
the  materials  a  diazotizable  amine,  an  azo  cou- 
pling component  and  a  compound  selected  from 
the  group  consisting  of  the  free  leuco  compounds 
of  vat  dyestuffs  and  the  salts  of  the  free  leuco 
compounds  of  vat  dyestuffs.  and  thereafter  si- 
multaneously effecting  diazotlzation  and  coupling 
and  conversion  of  the  leuco  derivative  to  the 
parent  vat  dyestuff  with  nitrous  acid. 


2,013,690 

HOISTING   MECHANISM 

Robert  C.  Lamond,  Philadelphia.  Pa.,  assignor  to 

American  Engrineering  Company.  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcation  October  26.  1933.  Serial  No.  695,272 

17  Claims.     (CI.  212—39) 


>ruo 


1  In  a  device  of  the  class  described,  the  com- 
bination with  a  plurality  of  driven  members,  of 
a  plurality  of  driving  means,  one  for  each  of  said 
driven  members,  each  of  said  driving  means  com- 
prising a  fluid  pump  and  motor,  and  automatic 
means  for  rendering  one  or  more  of  said  pumps 
inoperative  when  the  load  imposed  upon  the  as- 
sociated driven  means  exceeds  a  predetermined 
value,  said  automatic  means  comprising  a  fluid 
motor  operatively  connected  to  one  of  said  pumps, 
and  individual  mechanical  connections  between 
said  motor  and  some  of  said  pumps.  


2.013.691 

COLLAPSIBLE  PROTECTIVE  CANOPY 

Helen  Martinson,  Chicago,  HI. 

AppUcation  April  4,  1934.  Serial  No,  718,944 

6  Claims.     (CI.  65 — 16) 


2.  A  protective  device  of  the  character  de- 
scribed comprising  an  elongated  sheet  of  mate- 
rial folded  along  a  single  medial  line  and  along 
other  lines  normal  to  the  first  and  along  other 
lines  oblique  to  the  first,  all  lines  of  fold  extend- 
ing from  edge  to  edge  of  the  sheet,  the  normal  and 
oblique  lines  folded  to  face  in  opposite  directions 
and  crossing  each  other  and  the  medial  line  at  a 
common  point,  the  ends  of  the  sheet  secured  to- 
gether and  the  folds  at  one  side  of  the  medial 
line  secured  against  opening,  whereby  is  pro- 
duced a  flat  device  which  upon  opening  up  of 
the  unsecured  folds  will  be  expanded  into  in- 
verted cup  form  of  polygonal  section  with  verti- 
cal walls. 

2  013  692 

REFRIGERATING    PROCESS   AND 

APPARATUS 

Charles  W.  McCoy,  Spokane.  Wash. 

AppUcation  May  2,  1930,  Serial  No.  449,101 

9  Claims.     (CI.  62 — 91.5) 


1.  A  process  of  cooling  apartments  which  con- 
sists in  providing  a  confined  circulatory  refrig- 
erant, and  moving  the  refrigerant  through  its 
cycle  of  circulation  by  gas  pressure  produced  by 
subliming  the  refrigerant  at  separated  points  to 
provide  separate  sources  of  supply. 


2.013.693 

YIELDING  WALL  JOINT 

John  Mclnemey,  New  York.  N.  Y. 

AppUcation  March  29,  1933.  Serial  No.  663.353 

4  Claims.     (CI.  72 — 46 1 


1.  A  yielding  wall  joint  comprising  a  channel 
adapted  to  be  positioned  with  the  back  against 
a  wall  surface  a  block  of  resilient  material  in 
said  channel,  a  plaster  wall  at  right  angles  to  said 
wall  surface  telescoping  in  said  channel  with  the 
central  portion  engaging  said  block  of  resilient 
material,  and  with  the  ends  of  the  plaster  extend- 
ing into  said  channel  and  stopping  short  of  the 
wall  surface,  providing  freedom  of  movement  be- 
tween all  parts  of  the  wall  at  right  angles  to  the 
I  wall  surface  and  the  wall  surface. 
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2.013.694 
MEANS  FOR  DELIVERING  MEASURED  QUAN- 
TITIES  OF  LIQUID  FROM  A  RECEPTACLE 

Ferdinand  Melier.  Hollis,  N.  Y..  and  Arthur  J. 
Feltault,  Bloomfleld.  N.  J.,  assignors  to  Per-Co- 
Mak  Corporation,  New  York.  N.  Y..  a  corpora- 
tion of  New  York 

Application  July  20,  1933,  Serial  No.  681.314 
6  Claims.     (CI.  221—95) 


the  axis  of  the  handle  and  means  for  holding  the 
thumb  rest  rigid  with  respect  to  the  handle  In 


1.  A  device  for  transferring  measured  quanti- 
ties of  liquid  from  one  receptacle  to  another.  In- 
cluding a  receptacle  to  which  the  liquid  is  sup- 
plied, a  liquid  conducting  member  adapted  to 
deliver  the  liquid  from  said  receptacle,  a  nozzle 
at  the  free  end  of  said  conducting  member,  a 
track  mounted  in  said  receptacle,  with  which  said 
nozzle  engages  and  is  guided  to  move  in  a  vertical 
path,  and  means  for  raising  and  lowering  said 
nozzle  on  said  track  to  position  the  nozzle  at 
different  horizor>lal  levels  within  said  receptacle, 
including  revolvable  members  arranged  in  the 
upper  and  lower  portions  of  said  receptacle,  and 
an  endless  member  engaging  over  said  revolvable 
members  and  connected  with  said  nozzle,  where- 
by the  operation  of  said  flexible  member  will  raise 
and  lower  said  nozzle  along  said  track. 

2.013,695 

ACOUSTIC  DISSEMINATOR 

Alexander  McLean   Nicolson,  New  York.  N.  T.. 

assirnor  to  Communication  Patents,  Inc.,  New 

York,  N.  T..  a  corporation  of  Delaware 

AppUcaUon  March  31.  1934.  Serial  No.  718,368 

12  Claims.     (CI.  181— 31) 


1.'  In  a  sound  distribution  system,  means  for 
translating  electrical  currents  into  mechanical 
motion,  means  for  generating  sound  waves,  and 
a  discontinuous  medium  intermediate  said  trans- 
lating means  and  said  generating  means  for 
transmitting  said  mechanical  motion  to  said 
sound  producing  means. 

2.013.696 
THUMB  REST  FOR  FLATIRONS 
Ambrose  D.  Olds,  Wichita,  Kans..  assirnor  to  The 
Coleman  Lamp  and  Store  Company.  Wichita, 
Kans.,  a  corporation  of  Kansas 
Application  November  20.  1933.  Serial  No.  698.837 
6  Claims.     ( CI.  68 — 26 ) 
1.  In  a  flat  iron,  a  body,  a  handle,  a  bow  sup- 
porting the  handle,  a  thumb  rest  at  the  front  end 
of  the  bow  mounted  to  swing  in  an  arc  about 


any  of  a  plurality  of  positions  with  respect  to 
the  handle. 


2,013.697 
BUILDING  CONSTRUCTION 
Henry  G.  Onstad,  Cliicafo,  111.,  assiirnor  to  James 
Stewart  Corporation,  Chicago,  111.,  a  corpora- 
tion of  Illinois 
AppUcation  December  10.  1932,  Serial  No.  646,578 
19  Claims.     (CI.  108 — 13) 


1.  A  permanent  roof  structure  comprising  a 
pair  of  spaced  longitudinally  extended  fixed  sin- 
chorage  members  and  a  continuous  roof  forming 
sheet  permanently  anchored  on  and  hanging 
freely  between  them  and  means  sissoclated  with 
said  fixed  anchorage  members  and  with  said  sheet 
member  and  Joining  them  permanently  together. 


2.013.698 
CORK  COMPOSITION  AND  METHOD  OF 
MAKING  SAME 
Herbert  Paschke  and  Clarence  C.  Vogt,  Lancaster. 
Pa.,   assignors   to   Armstronf   Cork   Company, 
Lancaster.  Pa.,  a  corporation  of  Pennsylvania 
No  Drawinr.     Application  October  9.  1931, 
Serial  No.  567,976 
8  Claims.     (CI.  106 — 22) 
1.  In  the  method  of  reclaiming  cork  composi- 
tion  containing    a    tanned   protein    binder,    the 
steps  consisting  In  comminuting  cork  composi- 
tion containing  a  tanned  protein  binder,  treating 
the  comminuted  mass  with  a  partially  condensed 
phenol-aldehyde  resin  which  Inhibits  decomposi- 
tion  of   the   tanned   protein   binder   during   the 
forming  and  bsiking  operation.*?,  and  forming  and 
baking  the  treated  comminuted  mass  under  pres- 
sure. 


2,013.699 

PROCESS  FOR  PRODUCING  HYDROGEN 

AND  CARBON  BLACK 

Ralph  S.  Richardson,  Teaneck.  N.  J.,  assignor  to 
Chemical  Construction  Corporation,  New  York, 
N.  Y..  a  corporation  of  Delaware 
No  Drawing.    Application  October  10,  1930. 
Serial  No.  487.919 
10  Claims.     (CI.  23—212) 
2.  A  process  for  producing  simultaneously  hy- 
drogen-containing gases  and  carbon  products  in- 
cluding carbon  black  which  consists  in   mixing 
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hydrocarbon  gas  and  steam,  heating  the  mixture 
sufficiently  to  effect  thermal  decomposition  there- 
of, and  maintaining  the  proportion  of  hydrocar- 
bon to  steam  between  the  limits  of  one  to  three 
volumes  of  steam  to  one  volume  of  hydrocarbon, 
whereby  to  control  the  relative  amounts  of  gases 
and  carbon  black.  -  '    - 


2.013.700 

DRESS  SHOE  COVER 

Rosilda  C.  Savale,  West  Orange,  N.  J. 

Application  June  15,  1934.  Serial  No.  730.710 

7  CUims.     (CI.  36—1) 


1.  A  dress  shoe  cover  embodying  therein  an 
upper  open  at  the  top  and  at  the  bottom,  an  elas- 
tic member  about  the  open  bottom  of  the  upper 
and  so  formed  as  to  fit  a  shoe  above  the  sole,  and 
means,  separable  from  the  shank  of  the  shoe  and 
from  said  upper,  adapted  to  pass  below  said  shank 
and  engage  said  elastic  member  at  opposite  sides 
thereof  and  contract  said  member  adjacent  the 
shank  of  a  shoe. 


2,013.701 

CAM  LOCK  FOR  TOOL  BITS 

Ole   Severson.    Shelton,   Conn.,  assignor   to   The 

O.  K.  Tool  Company,  Inc.,  New  York,  N.  Y.,  a 

corporation  of  New  York 

AppUcation  June  14,  1932,  Serial  No.  617,177 

2  Claims.     {CI.  29—99) 


--•■^"-r: 


1.  In  a  lathe  tool  the  combination  of  a  one 
piece  elongated  body  member  having  a  central 
bore  formed  horizontally  therein  extending  in  the 
general  direction  of  and  coextensive  with  the 
length  of  the  boay  member,  the  forward  and 
rearward  ends  of  the  bore  being  closed  on  all 
sides:  an  elongated  tool  bit  provided  with  a  side 
and  an  intersecting  end  cutting-edge  formed  on 
the  top  surface  thereof  and  at  the  forward  end 
adapted  to  be  Inserted  and  clamped  in  said  bore 
with  said  end  cutting-edge  projecting  from  the  end 
thereof,  said  body  member  having  a  tooling  side 
and  an  operating  side  and  having  its  top  and 
tooling  side  portions  cut  away  at  the  forward 
end  thereby  exposing  the  end  and  side  cutting 
edges  of  said  bit  to  permit  tooling  operations  to 
be  performed  and  providing  also  bottom  and  back 
supporting  surfaces  for  the  end  portion  of  said 
bit;  and  clamping  means  for  clamping  said  bit 
firmly  to  said  body  member  comprising  a  cam 
element  having  a  floating  fit  in  a  recess  formed 
in  the  body  member  and  located  entirely  back  of 
the  plane  of  said  tooling  side  of  the  body  mem- 
ber adapted  to  engage  the  top  and  side  surfaces 
of  the  tool  bit  for  moving  said  bit  in  the  general 
direction  of  the  component  of  the  tooling  forces 
thereon  firmly  in  engagement  with  said  opposite 
side  and  bottom  walls  of  the  said  bore:  and  screw 


means  engaging  and  operable  from  the  side  of 
said  body  member  remote  from  the  said  side 
cutting-edge  of  the  bit  and  having  a  threaded 
connection  with  said  cam  element  for  effecting 
clamping  movement  of  said  cam  element,  said 
screw  means  being  fitted  to  an  elongated  slot  in 
said  body  member  and  adapted  for  bodily  move- 
ment therein  in  accordance  with  the  position  as- 
sumed by  said  cam  element. 


2.013.702 
METHOD   OF   MOLDING    UREA    FORMALDE- 
HYDE CONDENSATION  PRODUCTS 

Leonard  Smidth.  New  York,  N.  Y.,  assignor  to 
Aldur  Corporation,  Brooklyn,  N.  Y.,  a  corpora- 
tion of  New  York 

Application  February  25.  1931.  Serial  No.  518,070 
6  Claims.     (CI.  18 — 55) 


1.  The  method  of  molding  urea  formaldehyde 
molding  compositions  by  the  application  of  heat 
and  pressure  which  consists  in  introducing  into 
the  mold  such  composition  in  a  sufficiently  plastic 
condition  to  be  moldable  at  pressures  lower  than 
about  four  thousand  pounds  per  square  inch,  ap- 
plying the  pressure  to  the  composition  by  par- 
tially closing  the  mold,  then  "gassing"  by  releas- 
ing the  pressure  and  opening  the  mold,  and  prior 
to  finally  completely  closing  the  mold,  allowing 
the  material  to  remain  a  sufficient  time  in  order 
to  stiffen  then  finally  closing  the  mold. 


2.013,703 

SUBWAY,  TRAMWAY  CONSTRUCTION 

Joseph  B.  Strauss,  Chicago,  111. 

AppUcation  August  6,  1931.  Serial  No.  555,640 

3  Claims.     (CI.  104—89) 


1.  A  subway  tram  construction  comprising  an 
excavated  passageway,  a  series  of  arched  cross 
girders  therealong  extending  across  the  top  of 
said  passageway,  upright  supports  upon  which 
the  ends  of  said  arched  cross  girders  rest,  later- 
ally projecting  supports  connected  with  said 
arched  cross  girders  near  the  lower  ends  of  said 
arched  cross  girders,  said  laterally  projecting 
supports  having  their  adjacent  ends  separated, 
tracks  on  said  laterally  projecting  supports  and 
cars  suspended  from  said  tracks. 


2,013,704 
CONTROL   APPARATUS   FOR   FURNACE    AIR 

James    H.    Walker,   Detroit.   Mich.,    assignor   to 
American  Engineering  Company,  Philadelphia, 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  July  15,  1929,  Serial  No.  378,265 

6  Claims.     (CI.  110 — 69) 
1.  Means  for  ascertaining  and  regulating  the 

flow  of  air  through  the  various  parts  of  a  fuel  sup- 
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porting  grate,  comprising  in  combination,  a  grate 
for  supporting  a  fuel  bed.  a  plenum  chamber  for 
suppljang  air  thereto,  one  or  more  ducts  inter- 
posed and  forming  the  only  connection  between 
said  plenum  chamber  and  that  portion  of  the 
grate  overlying  each  duct,  each  duct  having  a 
throat  opening,  a  damper  member  in  each  duct 


independently  operable  to  selectively  control  the 
air  delivered  therefrom,  externally  observable 
means  indicating  the  differences  in  pressure  be- 
tween the  throat  of  each  of  said  ducts  and  the 
plenum  chamber,  whereby  said  dampers  may  be 
adjusted  to  insure  the  proper  amount  of  air  to 
the  sections  of  the  fuel  bed  overlying  said  ducts. 


2.013.705 
PROCESS    FOR    SHAPING    HELICAL    BODIES 

AND    MEANS    FOR    CARRYING    OUT    SAID 

PROCESS 
John  R.  Warren,  Grand  Rapids,  Mich.,  assignor 

to  Charles  R.  Evenson  and  James  A.  Webber. 

both  of  Grand  Rapids,  Mich.,  co-partners  doing 

business  as  Michigan  Wheel  Co. 
Application  November  29.  1933.  Serial  No.  700,185 
13  Claims.     (CI.  153— 32) 


1.  A  structure  of  the  class  described  for  shap- 
ing thereon  the  blades  of  a  screw  propeller,  com- 
prising a  spindle  adapted  to  be  received  in  the 
hub  bore  of  the  propeller  and  an  anvil  member 
having  a  face  in  shape  a  segment  of  a  helix 
winding  about  the  spindle's  axis  in  conformity 
with  the  desired  helical  shape  of  the  blade.s,  the 
spindle  and  said  member  being  so  related  that  a 
side  of  a  blade  may  be  positioned  flatwise  on  said 
face  while  the  spindle  is  held  centrally  of  the 
bore. 


2.013.706 

FASTENLNG   DEVICE 

Louis  Wiesenfeid.  New  York,  and  Nathan  Kase, 

Brooklyn.   N.   Y..   assignors  to  Glida   Corp.  of 

.America,  New  York.  N.  Y. 

AppUcation  February  21.  1934,  Serial  No.  712.32« 

8  Claims.     (CI.  24— 2«7) 


1.  In  an  article  having  an  opening  therein,  the 
walls  of  which  may  be  spread  apart,  beads  pro- 
vided on  the  walls  of  said  opening  lengthwise 
thereof,  the  beaded  walls  of  said  opening  at  oppo- 
site ends  being  interfolded  one  within  the  other 
and  the  folds  fixedly  secured  together  at  the  ex- 
treme ends  of  the  opening  to  provide  a  seam,  and 
a  fastenmg  device  including  a  plurality  of  sep- 
arate mdividual  closure  elements  slidably  sup- 
ported upon  one  of  the  folds  of  said  seam  when  in 
open  position  and  movable  lengthwise  of  said 
opening  to  various  spaced  distances  to  cause  the 
walls  of  the  opemng  to  be  brought  into  inter- 
folded relation  to  close  said  opening 


2,013.707 
CATALYTIC   APPARATCS 

Arthur  Shaler  Williams,  Long  Beach.  Calif. 

Application  September  6.  1932,  Serial  No.  631,834 

2  CUims.     (CI.  23—288) 


'^•^i^'' 


'/aL: 


1.  An  apparatus  for  developing  catalytic  ac- 
tivity including  a  housing  having  flanged  ends, 
heads  to  said  housing  having  flanges  correspond- 
ing to  the  flanges  on  said  housing,  disk  terminals 
having  fluid  passages  therethrough,  means  for 
Insulating  and  securing  said  disk  terminals  be- 
tween the  flanges  of  said  heads  and  housing,  hol- 
low cylindrical  extension  terminals  integral  with 
said  disk  terminals  that  have  beveled  ends  and 
are  aligned  and  arranged  opposite  one  another, 
a  hollow  cylinder  formed  of  silicon  carbides  hav- 
ing end  terminals  yieldingly  fitted  to  the  bevel 
terminal  ends  of  said  cylindrical  extension  ter- 
minals, and  means  for  passing  an  electrical  cur- 
rent through  said  disk  terminals,  extension  ter- 
minals and  cylinder  for  the  purpose  specified. 
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2,013,708 

OIL  COOLING  SYSTEM 

Valentino  L.  Bianchi.  Oakland,  and  Louis  Mina. 

San  Francisco.  Calif. 

Application  September  5,  1933,  Serial  No.  688,086 

2  Claims.     (CL  257— 125) 


1.  An  oil  cooling  system  for  an  internal  combus- 
tion engine  having  a  water  cooling  radiator  com- 
prising an  oil  cooling  cell  formed  withm  the  ra- 
diator, means  for  circulating  oil  from  the  engine 
through  the  cell,  and  a  shield  having  an  air  pas- 
sage over  the  cell  for  insulating  the  same  from 
hot  water  entering  the  radiator. 


2,013,709 

MECHANICAL  TOY 

Kermit  E.  Boissoneau,  Spokane,  Wash. 

Application  February  18,  1935,  Serial  No.  6,924 

4  Claims.     (CI.  46 — 45) 


1.  A  toy  comprising  a  hollow  body  having  an 
opening  in  its  bottom,  a  driven  shaft  extending 
transversely  through  the  lower  portion  of  said 
body,  traction  disks  carried  by  said  shaft  and 
projecting  through  the  opening,  a  motor  in 
said  body  geared  to  said  shaft,  a  crank  shaft  ro- 
tated by  said  motor,  wings  at  sides  of  said  body 
having  shanks  extending  into  the  body  and  piv- 
otally  mounted,  links  cormecting  said  shanks 
with  the  crank  shaft  for  imparting  flapping  move- 
ment to  the  wings,  a  bill  projecting  forwardly 
from  the  body  and  having  the  rear  portion  ex- 
tending into  the  body  and  pivotally  mounted,  an 
actuating  rod  having  its  upper  end  pivoted  to  the 
rear  end  of  said  bill  and  its  lower  end  connected 
to  the  crank  shaft  and  provided  with  an  abutment 
lug.  a  clapper  strip  in  said  body  having  a  free 
end  disposed  for  engagement  by  said  lug,  and  a 
bracket  for  striking  engagement  by  said  clapper 
when  the  lug  moves  out  of  engagement  with  the 
clapper. 


2.013.710 

PROCESS  OF  PRODUCING  AROMATIC 

ALCOHOLS 

Marion  Scott  Carpenter,  Nutley,  N.  J.,  assignor  to 
Givaudan-Delawanna,  Inc.,  New  York,  N.  Y., 
a  corporation  of  New  York 

No  Drawing.    Application  May  29,  1933, 
Serial  No.  673,562 
5  Claim*.     (CI.  260—153) 
1.  Process   for   the   manufacture  of   aromatic 
alcohols,  comprising  reactmg  an  aromatic  ben- 
zene hydrocarbon  with  an  aliphatic  alkylene  ox- 
ide and  an  acid  condensing  agent  in  an  amount 
at  least  3.4  times  the  aliphatic  oxide  used. 

2.013,711 

ADJUST.ABLE  SPOKE  FOR  THE  DRFVT:- 

WHEEL   OF    AUTOMOBILES 

William  E.  Curry.  Louisville,  Ky. 

Application  June  21,  1935,  Serial  No.  27,633 

3  CUims.     (CL  74—557) 


1.  For  an  automobile  driving-wheel,  an  adjust- 
able, auxiliary  driving-spoke  composed  of  three 
parts, — a  piece  of  tube  for  a  handle -part,  smooth 
inside  and  out  and  having  a  square-cut  at  one  end 
and  a  depression  at  the  other  end;  a  shorter  ex- 
tension tube  provided  with  exterior  threads  over 
its  entire  length  and  adapted  to  slip-fit  into  said 
handle-part;  and  a  knurled  adjusting  nut  pro- 
vided with  internal  threads  adapted  to  mesh  with 
the  external  threads  on  the  extension  tube  and 
designed  to  be  screwed  back  and  forth  on  said 
extension  tube,  while  being  pressed  against  the 
square-cut  end  of  the  handle-part,  to  increase  or 
decrease  the  over-all  length  of  the  said  adjust- 
able driving-spoke. 

2.013.712 
CONTAINER  AND  METHOD  OF  STACKING 

THE  SAME 

Charles   S.   Evans,    Oakland,   Calif.,   assignor   to 

Fibreboard  Products  Inc.,  San  Francisco,  Calif., 

a  corporation  of  Delaware 

Application  .August  12.  1933,  Serial  No.  684,856 

7  Claims.     (CI.  229 — 6) 


7.  A  stack  comprising  a  plurality  of  containers, 
each  having  bevelled  edges  and  unbevelled  edges 
to  provide   ventilation  through  the  stack,   said 
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containers  being  arranged  with  a  bevelled  edge  of 
one  container  alongside  an  unbevelled  edge  of 
an  adjacent  container. 


2.013.713 
SAFETY   VALVE   DEVICE 

Paul  H.   Hamilton,  Cleveland.  Ohio.  asslg:nor  to 
The  Sands  Manufacturing:  Company.  Cleveland, 
Ohio,  a  corporation  of  Ohio 
AppUcation  May  16,  1932,  Serial  No.  611.583 
9  Claims.     (CI.  236—21) 


1.  A  device  of  the  character  described,  com- 
prising: a  burner  and  a  conduit  leading  to  said 
burner;  a  first  valve  interposed  in  said  conduit 
and  responsive  to  the  temperature  of  a  locality 
heated  by  said  burner  for  controlling  the  supply 
of  fuel  to  said  burner;  a  second  valve  interposed 
in  said  conduit  and  having  means  responsive 
to  the  temperature  of  said  locality  for  automati- 
cally interrupting  the  supply  of  fuel  through  said 
conduit  and  to  said  first  valve,  when  said  tem- 
perature reaches  a  predetermined  maximum, 
said  second  valve  when  in  fuel  interrupting  po- 
sition being  non-cooperative  with  respect  to  said 
responsive  means;  and  manually  operable  means 
for  actuating  said  second  valve  to  reestablish  the 
supply  of  fuel  through  said  conduit  and  to  said 
first  valve. 


2.013,714 

APPARATUS  FOR  CLEANING  SHEET 

MATERIAL 

Sidney  G.  Jadfe.  Middleton,  Mass..  assimor  to 

Nailian  H.  Poor  Company,  Peabody.  Mass..  a 

corporation  of  Massachusetts 

AppUcation  June  7.  1933,  Serial  No.  674.717 

10  Claims.     (CI.  149 — 8) 


a  ^^^ 


1.  An  apparatus  for  cleaning  suede  leather  and 
like  sheet  material  comprising  a  movable  dielec- 
tric member  adapted  to  contact  with  and  vibrate 


said  material  and  create  an  electro-static  charge 
thereon,  whereby  foreign  particles  are  loosened 
and  removed  from  the  material. 


2,013.715 

LIQUID    DISPENSER 

Frederick  W.   H.  Lohse.  North  Attleboro.  Mass.. 

assigrnor   to  T.   J.   Holmes   Co.,   Inc.,  Chartley. 

Mass.,  a  corporation  of  Massachusetts 

Application  August  15,  1933.  Serial  No.  685.211 

1  Claim.     (CI.  299 — 88) 


An  atomizer  comprising  a  container  having  a 
neck,  a  molded  cap  removably  mounted  on  said 
neck,  said  cap  having  a  central  aperture,  a  bush- 
ing extending  through  and  secured  in  said  aper- 
ture, said  bushing  having  an  elongated  cylin- 
drical bore  therethrough,  a  lateral  vent  below  the 
cap,  and  a  fiange  engaging  the  top  face  of  said 
molded  cap,  a  tut)e  secured  to  the  lower  end  of 
said  bushing  to  extend  downwardly  In  said  con- 
tainer and  communicating  with  said  bore,  and 
an  aspirating  device  including  an  elongated  tube 
extending  into  the  upper  portion  of  said  bore 
from  beyond  the  upper  end  of  the  bushing  and 
fitting  loosely  in  said  bore,  the  lower  end  portion 
of  the  tube  being  in  threaded  engagement  with 
the  Interior  of  said  bushing  below  said  vent. 


2,013,716 

HIGHWAY   SAFETY  GUARD 

Dennis  McFadden  and  Raymond  A.  McFadden, 

St.  Paul.  Minn. 

AppUcation  Aurust  4,  1934.  Serial  No.  738.436 

3  Claims.     (CI.  256 — 13.1) 

^r 


iJJ-^. 


i,. 


■^ 


!^=? 


;^.;,^ 


1.  A  highway  fence  post  for  a  dual  rail  fence 
Including  a  lower  sectional,  horizontal  rail  at  a 
predetermined  level  and  an  upper  sectional  rail 
bar  parallel  to  said  lower  rail  and  positioned  in 
offset  relation  Inwardly  toward  the  road  rela- 
tive to  said  lower  rail;  said  post  comprising  a 
suitable  base  and  an  Integral  upward  extension 
to  a  predetermined  level  for  the  lower  guard  rail 
and  above  said  level  arched  in  a  vertical  plane 
away  from  the  road  and  the  upper  terminus 
being  at  the  predetermined  height  of  the  upper 
rail  bar.  said  upper  terminus  formed  with  a  hori- 
zontal keyway  open  toward  the  road. 
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2,013.717 
BARBITURIC   ACID-HYDANTOIN 
COMPOUND 
Simon  L.  Ruskin,  New  York,  N.  Y..  assignor  to 
Frances  R.  Ruskin,  New  York,  N.  Y. 
No  Drawing.     Application  May  26,  1933, 
Serial  No.  673,027 
7  Claims.     (CI.  260—33) 
4.  A  new  product  consisting  essentially  of  the 
reaction  product  of  a  barbituric  acid  and  a  hy- 
dantoln. 


2.013,718 

TELEPHONE  BOOTH 

Percival  H.  Sherron,  Jamaica,  N.  Y. 

AppUcation  May  31,  1933.  Serial  No.  673.625 

3  Claims.     (CI.  240 — 4) 


desired  height  of  the  tub  from  a  floor  space  upon 
which  it  is  to  be  mounted,  a  rim  extending  out- 
wardly and  substantially  horizontally  from  and 
forming  an  edge  for  the  tub,  a  boss  rigidly  se- 
cured to  an  underside  of  said  rim  and  projecting 
downwardly  therefrom,  a  longitudinal  leg  portion, 
and  pivot  means  removably  mounting  said  leg 
portion  on  said  boss  for  supporting  the  tub. 


1.  Lighting  means  comprising  a  lamp,  an  en- 
closure therefor  having  a  substantially  horizon- 
tal opening  below  the  lamp,  and  a  transparent 
cover  for  said  opening,  said  cover  being  til  table 
about  a  horizontal  axis  extending  parallel  to  the 
cover  and  substantially  in  the  plane  thereof  across 
an  intermediate  part  of  the  cover,  the  cover  be- 
ing unbalanced  so  as  to  tend  to  move  towards 
closed  position,  and  means  limiting  such  move- 
ment. .,  - 

2.013.719 
MOUNTING  FOR  WINDOWS,  DOORS.  AND     , 
THE   UKE 

Chester  C.  SidweU.  Pico.  Calif.,  assignor  of  one 

half  to  Lester  L.  SidweU.  Pico,  Calif. 

AppUcation  June  6,   1934,   Serial  No.  729,246 

3  Claims.     (CI.  20—24) 


1.  In  a  closure  mounting,  a  pair  of  dependent 
links,  a  closure  carried  on  the  lower  ends  of  said 
links!  a  tie  bar  connecting  the  upper  ends  of  said 
links,  upwardly  extending  links  directly  support- 
ing said  tie  bar  adapted  to  permit  longitudinal 
and  vertical  movement  of  said  tie  bar.  and  means 
inter-connecting  one  of  said  tie  bar  supporting 
links  and  one  of  said  dejjendent  links  for  main- 
taining said  tie  bar  and  links  stationary  at  any 
position  throughout  the  lengths  of  the  paths  of 
travel  thereof. 


2.013.720 

ADJUSTABLE  SUPPORT  FOR  BATHING 

DEVICES 

WilUam  O.  Thompson.  Pittsburgh.  Pa.,  assignor 
to  Standard  Sanitary  Manufacturing  Company, 
a  corporation  of  New  Jersey 

.\ppUcation  January  30,  1934.  Serial  No.  708,979 
5  Claims.     (CI.  4—173) 


1.  In  a  bathing  device  having  a  suitable  tub 
portion  whose  depth  corresponds  somewhat  to  the 


2,013,721 

LIGHTING  FIXTURE 

John    H.    Waterbury,    Chicago,    lU.,    assignor    to 

Benjamin  Electric  Mfg.  Company,  Des  Plaines, 

111.,  a  corporation  of  Illinois 

AppUcation  March  22,  1934,  Serial  No.  716,783 

13  Claims.     (CI.  240—78) 


1.  A  lighting  fixture  for  narrow  passageways 
comprising  a  centrally  and  longitudinally  de- 
pressed ceiling  portion  having  an  outside  dif- 
fusing-reflector  surface,  an  inverted  trough-like 
reflector  having  inner  reflecting  surfaces  and 
sides  spaced  from  each  other  and  from  said  dif- 
fusing surface,  a  light  source  in  said  inverted  re- 
flector, and  a  relatively  narrow  inverted  V- 
shaped  reflector  below  said  light  source. 


2,013,722 
MANUFACTLTIE  OF  TERTIARY -BUTYL - 
CHLORIDE 
Walter  V.  Wirth.  Woodstown,  N.  J.,  assignor  to 
E.  I.  du  Pont  de  Nemours  &  Company,  WU- 
mington,  Del.,  a  corporation  of  Delaware 
No  Drawing.    AppUcation  March  6.  1934, 
Serial  No.  714.265 
1  Claim.     (CI.  260—162) 
A  process  for  producing  tertiary-butyl-chloride, 
which  comprises  reacting  one  mol  of  tertiary- 
butyl  alcohol  with  from  one  to  two  mols  of  18  to 
20°  B6.  hydrochloric  acid,  in  the  presence  of  about 
V2  mol  of  calcium  chloride. 


2,013,723 

AZO  DYES  AND  METHODS  FOR  THEIR 

PREPARATION 

Frithjof  Zwilgmeyer.  Wilmington.  Del.,  assignor 
to  E.  I.  du  Pont  de  Nemours  &  Company,  Wil- 
mington. Del.,  a  corporation  of  Delaware 
No  Drawing.     AppUcation  July  27,  1933, 
Serial  No.  682.429 
8  Claims.      (CI.  260—95) 
5.  Insoluble  azo  dyes  having  the  following  gen- 
eral formula: 


<I> 


N=N— R 


wherein  R  represents  a  coupling  component  se- 
lected from  the  group  consisting  of  ortho-alkyl- 
and  ortho-alkoxy-substituted  anilides  of  2.3-hy- 
droxy-naphthoic  acid. 
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2.013,724 
FABRIC  TUBING 
Charles  V.  Brady,  Webster  Groves.  Mo.,  assignor 
to  Bemis  Bro.  Bag  Co..  St.  Louis,  Mo.,  a  cor- 
poration of  Missouri 
Application  May  7,  1934,  Serial  No.  724.374 
4  Claims.     (CI.  137—90) 


1.  Tubing  comprising  a  strip  of  fabric  having 
its  longitudinal  edge  areas  cemented  together 
to  form  an  outside  longitudinal  supporting  hn. 
and  an  internal  cover  strip  cemented  to  said 
fabric  at  interior  regions  adjacent  to  said  areas 
which  are  adhered,  adapted  to  resist  the  stresses 
caused  by  pressure  in  said  tubing. 


2.013.725 
ALCOHOL  ADDITION  PRODUCTS  OF  UNSAT- 

LTIATED  COMPOUNDS  AND  PROCESS  FOR 

PRODUCING  SAME 
Wallace  H.  Carothers.  Fairville.  Pa.,  and  Ralph  A. 

Jacobson.  Ardentown,  Del.,  assigrnors  to   E.   I. 

du  Pont  de  Nemours  &  Company,  Wilmington. 

Del.,  a  corporation  of  Delaware 
No  Drawing:.     Application  April  14,  1933. 
Serial  No.  666,170 
20  Claims.     (CL  260—151) 

1.  In  the  process  of  forming  condensation 
products  the  step  which  comprises  heating  of  al- 
cohol and  a  hydrocarbon,  containing  a  conjugate 
system  of  unsaturation  involving  an  acetylenic 
linkage,  to  reaction  temperature  in  the  presence 
of  a  strongly  alkaline  condensing  agent. 

13.  A  product  produced  by  a  process  as  de- 
scribed in  claim  1  further  characterized  in  that 
the  alcohol  contains  at  least  two  carbon  atoms. 


2.013,726 
NONREFILLABLE   BOTTLE 

Samuel  G.  Conkllnc,  Brooklyn,  N.  Y. 

Application  September  15,  1933,  Serial  No.  689.558 

5  Claims.     (CI.  215—24) 


1.  A  non-refiUable  bottle  having  a  body  por- 
tion and  a  neck  integral  therewith,  said  neck 
being  formed  with  a  shoulder  inside  thereof  and 
at  the  entrance  to  the  body  of  the  bottle,  a  car- 
tridge-member mounted  in  the  neck  and  made  to 
form  an  integral  part  with  the  latter,  said  car- 
tridge-member comprising  an  upper  substantially 
solid  section  formed  with  a  passage  therein  and 
having  a  chamber  at  the  bottom  thereof,  a  recess 
in  the  wall  of  said  chamber,  and  a  stopper  formed 
upon  the  opposite  side  thereof,  a  valve  having  a 
curved  bottom  surface,  a  side  flange,  and  a  slight- 
ly downwardly  extending  lever-arm.  the  latter  piv- 


otally  engaging  the  recess  of  the  upper  cartridge 
section,  a  ring-member  supporting  said  valve,  said 
ring-member  being  formed  with  an  upwardly  ex- 
tending rim.  a  side-flange,  and  a  downwardly  ex- 
tending portion,  and  an  annular  cork-member 
moimted  upon  the  latter  portion  and  adapted  to 
seatingly  engage  the  shoulder  in  the  neck  of  the 
bottle. 


2,013.727 

METHOD  AND  APPARATUS  FOR  MEASURE- 
MENT AND  CONTROL  OF  GASEOUS  MIX- 
TURES 

William  Alexander  Dou«:lass.  Pennsgrove,  N.  J., 
and  Harold  La  Belle  Jones.  Wilminjrton.  Del., 
assignors  to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany, Wilmington.  Del.,  a  corporation  of  Dela- 
ware 

Application  July  22.  1932,  Serial  No.  624.022 
6  Claims.     (CI.  23-230) 


1.  In  a  process  for  the  catalytic  vapor  phase 
reaction  of  an  organic  compound  and  oxygen  con- 
taining gas.  the  method  of  controlling  the  process 
which  comprises  withdrawing  a  portion  of  the 
mixture  of  compound  and  gas  being  supplied  to 
the  catalytic  converter,  converting  the  compound 
present  in  such  portion  to  oxides  of  carbon,  meas- 
uring said  oxides  of  carbon  and  then  controlling 
the  proportion  of  compound  present  in  the  mix- 
ture being  fed  to  the  catalytic  converter  in  ac- 
cordance with  the  measurements  made. 


2,013,728 

PRIMER  FOR  INTERNAL  COMBUSTION 

ENGINES 

John  W.  Fitf  Gerald.  Milwaukee,  Wis.,  assignor  to 
Briggs    &    Stratton    Corporation,    Milwaukee, 
Wis.,  a  corporation  of  Delaware 
Application  June  9,  1933,  Serial  No.  675,014 
9  Claims.     (CI.  123 — 187.5) 


3.  A  priming  device  for   internal  combustion 
engines  having  an  intake  manifold  and  provided 
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with  a  source  of  fuel  supply  and  an  ignition 
switch,  comprising  a  valve  body  connected  with 
the  source  of  fuel  supply  and  the  intake  manifold, 
a  valve  within  the  body  for  controlling  the  pas- 
sage of  fuel  therethrough,  mechanical  means  at 
all  times  tending  to  move  the  valve  to  one  posi- 
tion, an  electro-thermal  element  connected  with 
said  mechanical  means  and  acting  in  opposition 
thereto  and  tending  to  move  the  valve  in  the  other 
direction,  and  electric  circuit  means  controlled  by 
the  ignition  switch  for  passing  current  through 
said  electro-thermal  means  and  thereby  cause  it 
to  expand,  the  expansion  and  contraction  of  said 
electro-thermal  means  controlling  the  function- 
ing of  the  mechanical  means. 


2  013,729 

MESSAGE  CARRYING  SIGNAL  APPARATUS 

FOR  AIRPLANES 

Christopher  C.  Holmes,  Los  .\ngeles.  Calif. 

Application  March  17,  1933,  Serial  No.  661,351 

4  Claims.     (CI.  244—1) 


4.  A  message  carrying  signal  apparatus  for  use 
with  an  airplane  having  means  therewith  for  car- 
rying and  detachably  releasing  said  apparatus; 
said  apparatus  comprising  a  canopy  having  an 
opening  therein,  a  skirt  attached  thereto,  a  bat- 
tery housing  having  a  battery  therein,  flexible 
means  connecting  said  battery  housing  to  said 
skirt,  a  cylinder  attached  to  said  canopy  adjacent 
said  opening,  a  lamp  In  said  cylinder  having  a 
connection  to  said  battery,  a  switch  In  said  con- 
nection, a  lens  attached  to  said  cylinder  and 
placed  in  said  opening  In  said  canopy  for  concen- 
trating the  light  of  said  lamp  into  a  signal  beam, 
means  for  holding  said  switch  open  when  said 
apparatus  Is  at  rest  In  said  airplane  and  means 
for  connecting  said  switch  with  said  battery  hous- 
ing for  closing  said  switch  when  said  apparatus 
Is  released  from  said  airplane. 


fining  one  side  of  the  groove  and  the  adjacent 
wall  of  the  bore,  said  member  yielding  radially  as 


2.013,730 

LOCK 

Edward  N.  Jacobi.  Milwaukee,  Wis.,  assignor  to 

Briggs    &    Stratton    Corporation,    Milwaukee, 

Wis.,  a  corporation  of  Delaware 

Application  June  11,  1934,  Serial  No.  730,076 

21  Claims.     (CI.  70—46) 

1.  In  a  lock,  a  bored  casing,  a  lock  cylinder  in 

the  casing  bore,  locking  tumblers  mounted  in  the 

cylinder   to   project    radially   therefrom    into    a 

groove  in  the  casing,  and  a  yieldable  member  de- 


tumblers  are  projected  endwise  thereagainst  in  an 
attempt  to  decode  the  lock. 


2  013  731 

PROCESS  FOR  PRODUCING  SALTS  OF 

ACETYLCHOLINE 

Randolph    T.    Major,   Westfield.   and   Joseph   K. 

CUne.  Rahway,  N.  J.,  assignors  to  Merck  &  Co., 

Inc.,  of  Rahway,  N.  J.,  a  corporation  of  New 

Jersey 
No  DrawiBg.     Application  March  30.  1931, 
Serial  No.  526.544 
7  Claims.     (CI.  260—25) 

4.  In  a  process  for  making  a  given  salt  of  acetyl- 
choline, the  step  which  involves  reacting  upon  the 
corresponding  salt  of  choline  with  glacial  acetic 
acid. 


2.013.732 

connt:cter 

John  T.  Marvin,  Cleveland,  Ohio 

Application  June  10,  1933,  Serial  No.  675,224 

1  Claim.     (CL  285—166) 


In  combination,  a  tube  connecter  comprising  a 
body  having  a  screw  threaded  bore  therein  and  a 
counterbore  extending  axially  from  the  inner  end 
thereof  whereby  a  shoulder  is  formed,  a  tube  to 
be  received  In  said  counterbore,  a  coupling  mem- 
ber exteriorly  screw  threaded  for  threaded  en- 
gagement with  the  screw  threads  of  the  bore,  and 
a  ferrule  rotatably  mounted  within  the  coupling 
member  and  closely  embracing  the  tubing,  said 
coupling  member  substantially  throughout  the 
length  thereof  closely  embracing  the  ferrule,  said 
ferrule  having  a  wedge-shaped  head  on  the  mner 
end  thereof,  the  apex  of  the  wedge  being  adapted 
to  inject  between  the  body  shoulder  and  the  tube, 
said  head  having  a  shoulder  adapted  to  be  en- 
gaged by  the  inner  end  of  the  coupling  member 
whereby  the  end  of  the  coupling  member  will 
force  the  wedge-shaped  head  between  the  body 
shoulder  and  the  tubing  when  the  coupling  mem- 
ber Is  drawn  tight. 


2  013  733 
WTNT)ING  REEL  FOR  CABLES 

Claude  M.  Murphy.  lone,  Wash. 

Application  November  6.  1934,  Serial  No.  751,725 

1  Claim.     (CI.  173—367) 

The  combination  with  a  flat  cylindrical  casing 
having  a  journal  bearing  therein,  of  a  reel  com- 
prising a  pair  of  flat  disks  each  having  annular 
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flanges  and  forming  a  p3ripheral  groove  and  one 
of  said  disks  having  an  interior,  radial  groove,  said 
reel  journaled  on  the  bearing,  a  pair  of  concen- 
tric conductor  rings  on  one  side  of  the  reel  with- 
in a  space  formed  by  the  flanged  reel  and  casing, 
a  pair  of  brushes  within  the  casing  for  making 
electrical  contact  with  said  rings,  a  stationary 
terminal  connection  in  electrical  contact  with 
said  brushes  and  mounted    on    the    casing    and 


adapted  to  receive  a  detachable  connection  and 
electric  cord,  a  coiled  spring  mounted  at  the  other 
side  of  the  reel  in  a  space  formed  l)etween  the  reel 
and  casing,  said  spring  having  its  ends  attached 
respectively  to  the  casing  and  reel,  an  electric  cord 
or  cable  wound  in  said  peripheral  groove  and 
having  its  inner  end  passing  through  said  radial 
groove  terminating  at  the  conductor  rings  and 
in  electrical  contact  therewith. 


2.013,734 

CARBURETOR 

Augiistin  M.  Prentiss.  San  Antonio.  Tex. 

Application  February  1.  1932.  Serial  No.  590.296 

27  Claims.     (CI.  261— 76) 


-"^ 


1.  In  a  carburetor,  a  mixing  chamber,  and 
means  for  supplying  air  thereto  at  a  rate  which 
varies  in  accordance  with  the  law  of  liquid  flow, 
by  supplying  a  portion  of  said  air  supply  subject 
to  a  variable  pressure. 


2.013.735 

METHOD  OF  AND  APPARATUS  FOR 

CLEANING  BALLAST 

Harry  W.  Protzeiler,  Fairmont,  Minn.,  asslrnor 
to   Fairmont  Railway  Motors.  Inc..  Fairmont, 
Minn.,  a  corporation  of  Minnesota 
AppUcation  October  5.  1933.  Serial  No.  692.248 
21  Claims.     (CI.  262—2) 


1.  The  method  of  cleaning  ballast  which  con- 
sists in  removing  ballast  substantially  to  the  sub- 
ballast,  separating  the  dirt  from  the  removed 
ballast,  applying  the  separated  dirt  at  least  in 


part  to  the  subballast.  leveling  the  subballast  to 
which  the  dirt  has  been  applied,  and  returning  the 
clean  ballast  to  the  leveled  subballast. 


2  013  736 
CORK  OR  PLUG  FOR  HOLLOW  TILES 
Frank  A.   Stirrup.   Westfleld,   N.   J.,   assirnor  of 
one-third  to  Albert  C.  Ayer.  Scarsdale.  N.  Y., 
and  one-third  to  Frank  F.  Enrstrom,  Newark. 
N.  J. 

Application  October  1.  1932,  Serial  No.  635,710 

Renewed  July  20.  1935 

13  CUims.     (CI.  72 — 66) 


12.  A  cork  or  plug  device  of  the  class  described 
consisting  of  a  body  of  sheet  material,  opposed 
edges  of  which  are  provided  with  angularly  dis- 
posed and  outwardly  flaring  side  wall  members 
for  retaining  the  device  In  connection  with  a 
support,  and  said  body  portion  having  a  central 
offset  part  forming  a  relatively  large  chamber 
within  and  In  spaced  relation  to  the  boundary 
walls  of  said  body. 


2,013.737 

INTAKE   MANIFOLD 

John  W.   Swan,   SarasoU.  Fla..  assignor  to  The 

Swan  Carburetor  Company,  Cleveland.  Ohio,  a 

corporation  of  Ohio 

AppUcation  September  8.  1928,  Serial  No.  304,729 

Renewed  July  20.  1934 

9  Claims.     (CI.  123—52) 


"qjf^ 


1.  An  inlet  manifold  comprising  a  distributing 
chamber  having  a  dome  formation  at  Its  top.  lat- 
eral openings  therebelow  dispasod  around  the 
distributing  zone,  and  four  manifold  branches 
one  leading  from  each  opening,  in  combination 
with  an  uptake,  the  uptake  being  joined  to  the 
bottom  edges  of  the  outlet  openings  by  sharp 
angles  or  corners. 


2,013,738 

METHOD   AND   APPARATl'S   FOR   PRINTING 

PICTURE   STRIPS 

Edson  R.  Wolcott.  Los  Angeles.  Calif. 

Application  April  20,  1932,  Serial  No.  606.384 

Renewed  February  5.  1935 

1  Claim.     (CI.  101—150) 

Apparatus  for  printing  comprising  a  flexible 
printing  strip,  means  for  supporting  and  moving 
said  printing  strip  in  a  plurality  of  loops  extend- 
ing side  by  side,  means  for  applying  printing  ink 
to  said  printing  strip,  a  plurality  of  impression 
receiving  strips,  and  printing  rolls  for  supporting 
said  impression  receiving  strips  and  for  bringing 
them  respectively  into  impression  receiving  con- 
tact with  different  portions  of  the  printing  strip 
at  the  respective  ends  of  different  loops  thereon, 
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there  being  an  impression -receiving  strip  for  each 
printing  roll  and  each  impression-receiving  strip 


^fe 


being  brought  into  a  single  impression-receiving 
contact  at  a  time. 


2.013.739 
PRESERVATIVE 
Henry    H.    Wright.    Snyder,    N.    Y.,    assignor    to 
Du  Pont  Cellophane  Company.  Inc..  New  York, 
N.  Y..  a  corporation  of  Delaware 
No  Drawing.    Application  October  13,  1932, 
Serial  No.  637.672 
6  Claims.     (CI.  167—31) 
1.  The  method  of  preserving   gel  regenerated 
cellulose  pellicles  which  comprises  packing  the  gel 
pellicle   in   an   aqueous   solution   of   chlorinated 
cresol  and  glycerine. 


2.013.740 

CERAMIC  ARTICLES 

Lewis  H.  Bown.  East  Aurora.  N.  Y.,  assignor  to 

Buffalo  Pottery  Co.,  Buffalo,  N.  Y. 
Original    application    .^pril    15.    1931,    Serial   No. 
530.193.  now  Patent  1.849.272,  dated  March  15, 
1932.     Divided  and  this  application  March  7, 
1932,  Serial  No.  597,097 

12  Claims.     (CI.  41—35) 


10.  A  fired  article  of  chinaware  having  a  thin 
wall  formed  of  overrunning  sheet-like  layers  of  a 
china  mix  of  the  same  nature  and  characteristics 
but  of  different  colors  united  face  to  face  while 
plastic  and  flush  with  one  another  at  the  junc- 
tions, the  color  of  each  layer  being  uniform 
throughout  the  thickness  of  the  layer,  the  faces 
of  the  layers  overrunning  in  the  interior  of  the 
face  of  said  chinaware  and  merging  In  a  flush 
relation  with  one  another  at  the  points  of  over- 
running, one  of  the  layers  at  any  overrunning 
edge  having  a  feather  edge  providing  a  flush 
junction  of  the  surfaces  where  the  layers  overrun. 

2.013.741 
TILE  DISPLAY  PANEL 
Noble  C.  Butler  and  Theodore  Du  Vail,  Anderson. 
Ind..  as-signors  to  The  National  Tile  Company. 
.Anderson.  Ind..  a  corporation 
Application  February  13,  1934.  Serial  No.  711.076 
7  Claims.     (CI.  35 — 53) 
1.  In  a  display  panel  for  tiles,  in  combination, 
a  panel  base,  a  series  of  tiles  thereon  secured 
thereto  to  provide  a  main  body  or  fleld  section, 
4.:.??  u.  G.—  ly 


the  said  base  being  equipped  with  flange  parts 
and  certain  of  the  said  tiles  having  their  edges 
disposed  in  spaced  relation  to  said  flange  parts 
and  disposed  in  spaced  relation  to  the  base  so 


J- 


as  to  provide  a  plurality  of  grooves,  and  remov- 
able attachment  members  fitted  into  said  grooves, 
together  with  tiles  permanently  secured  to  said 
attachment  members  and  removable  therewith. 


2.013.742 

MOTOR  VEHICLE    CHASSIS   WASHER 

Park  C.  Butler,  Moundville.  Mo. 

Application  November  1.  1934.  Serial  No.  751,078 

1  Claim.     (CI.  141—1) 


In  a  motor  vehicle  washing  device,  a  pit  adapt- 
ed to  contain  water,  a  set  of  transversely  extend- 
ing rollers  in  the  pit  adapted  to  support  the  rear 
wheels  of  the  vehicle,  a  second  set  of  transversely 
extending  rollers  in  the  pit  adapted  to  support 
the  front  wheels  of  the  vehicle,  a  ratchet  wheel 
carried  by  one  of  the  rollers  of  the  first  set  and 
a  dog  engaging  the  ratchet  for  holding  the  roller 
against  rotary  movement  in  one  direction  but 
permitting  the  roller  to  revolve  in  an  opposite  di- 
rection, and  means  for  transmitting  movement  of 
said  roller  to  all  the  other  rollers. 


2.013.743 
"^       AIR  BRAKE 

Charles  A.  Campbell.  Watcrtown,  N.  Y.,  assigTior 
to  The  New  York  Air  Brake  Company,  a  cor- 
poration of  New  Jersey 
Application  February  12.  1932,  Serial  No.  592.642 
31  Claims.     (CI.  303 — 35) 
1.  The  combination  with  a  triple  valve  of  the 
type  including  a  piston  and  a  slide  valve  having 
lost  motion  relatively  to  the  piston,  said   triple 
valve  having  an  abnormal  charging  position  to 
which  the  piston  and  slide  valve  move  upon  an 
abnormal  rise  of  brake  pipe  pressure,  and  from 
which  the  piston  returns  leaving  the  slide  valve 
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in  abnormal  position,  of  ports  effective  when  the 
triple   valve   is  in  such  abnormal  position   and 


serving  to  load  said  slide  valve  and  increase  its 
frictional  resistance  to  motion. 


2.013.744 
ROTATION  MECHANISM  FOR  ROCK  DRILLS 
John  C.  Curtis,  Cleveland,  Ohio,  assignor  to  The 
Cleveland  Rock  Drill  Company,  Cleveland,  Ohio, 
a  coriMration  of  Ohio 

AppUcation  April  11,  1932.  Serial  No.  604.376 
5  Claims.      (CI.  121—71 


1.  In  a  drilling  motor,  a  housing  having  a  cut- 
ting tool  slidably  and  rotatably  mounted  there- 
in, a  cylinder  having  a  piston  reciprocable  there- 
in and  capable  of  rotation,  a  rotatable  member 
normally  held  against  rotation  associated  with 
said  piston  for  preventing  the  rotative  move- 
ment of  the  latter,  means  for  transforming  the 
r::'Ciprocatory  motion  of  said  piston  into  a  rotary 
motion  and  transmitting  said  last  mentioned  mo- 
tion to  said  cutting  tool,  and  means  for  releasing 
said  member  thus  permitting  the  rotation  of  said 
piston  and  consequently  preventing  the  rotary 
motion  of  said  cutting  tool. 


2.013.745 
DRILLING   MOTOR 
John  C.  Curtis,  Garfield  Heights,  Ohio,  assignor 
to  The  Cleveland  Rock  Drill  Company.  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
Application  December  14.  1933.  Serial  No.  702,355 
8  Claims.     (CI.  255 — 45) 


1.  The  combination  with  a  drilling  motor  hav- 
ing a  hammer  reciprocable  therein,  of  a  feeding 
mechanism  therefor  including  a  feed  tube,  a  fluid 
actuated  feeding  element  reciprocable  within  said 
feed  tube,  a  member  associated  with  said  feeding 
element  and  said  motor  for  transmitting  the  re- 
ciprocation of  the  former  to  the  latter,  and  in- 
terengaging  means  on  said  member  and  within 
said  feed  tube  for  normally  preventing  the  recip- 
rocation of  said  feeding  element,  said  means  being 
responsive  to  the  vibratory  motion  resulting  from 
the  reciprocation  of  said  hammer  for  permitting 
the  reciprocation  of  said  feeding  element. 


2.013.746 
CHAPLET 
Ralph   Ditty.  Shaker  Heights.  Ohio,  assignor  to 
The  Federal  Foundry  Supply  Company,  Cleve- 
land. Ohio,  a  corporation  of  Ohio 
Application  December  29.  1933,  Serial  No.  704.499 
1  Claim.      (CI.  22—184) 


A  chaplet  having  a  shank  whose  section  Is  sub- 
stantially one  bounded  by  an  astroid  curve. 


2.013.747 

COMPRESSED     PAPER     ARTICLES     AND 

METHOD  OF  MAKING  THE  SAME 

Charles  K.  Duniap.  Hartsville,  S.  C.  assignor  to 

Sonoco  Products  Company,  Hartsville,  S.  C,  a 

corporation  of  South  Carolina 

Application  June  28.  1932,  Serial  No.  619,753 

Renewed  April  6.  1935 

5  Claims.     (CI.  18 — 59) 


1.  The  method  of  forming  unitary  conical  ar- 
ticles of  compressed  paper  which  comprises  ar- 
ranging a  series  of  generally  cylindrical  paper 
laminations  of  different  diameters  substantially 
concentrically  about  a  common  axis  to  form  a 
blank  and  subjecting  the  blank,  together  with  a 
binding  substance,  to  heavy  pressure  by  means  of 
conical  dies  having  substantially  parallel  pres- 
sure surfaces  and  which  are  moved  toward  each 
other  along  the  axis  of  the  blank,  each  lamina- 
tion being  cor  verted  by  such  pressure  into  ap- 
proximately frusto-conical  form  and  being  caused 
to  laterally  interlock  with  adjacent  laminations. 


2.013,748 

COMPRESSED  PAPER  ARTICLE 

Charles  K.  Duniap,  Hartsville,  S.  C,  assignor  to 

Sonoco  Products  Company,  Hartsville,  S.  C,  a 

corporation  of  South  Carolina 

AppUcation  November  3.  1934.  Serial  No.  751.403 

7  Claims.     (CI.  242—122) 


1.  An  article  of  manufacture  having  a  conical 
paper   wall   comprising   coaxial  paper  coils   the 
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width  of  each  of  which  is  less  than  the  axial 
length  of  the  conical  wall  and  the  diameters  of 
which  successively  decrease  toward  the  apex  of 
the  conical  wall,  each  intermediate  coil  partially 
overlapping  the  two  coils  positioned  next  adjacent 
the  same  and  having  a  laterally  protruding  por- 
tion which  lies  within,  and  closely  engages  the 
wall  of,  a  correspondingly  shaped  recess  in  one  of 
the  next  adjacent  coils,  all  of  said  coils  being  thus 
interlocked  into  an  axially  rigid  conical  structure. 


2,013,749 

WOOD  JOINT 

Fred  A.  Dunmire.  Berea,  Ohio,  assignor  to  The 

Osbom    Manufacturing    Company,    Cleveland, 

Ohio,  a  corporation  of  Ohio 

Application  October  20,  1933,  Serial  No.  694,409 

7  Claims.     (CI.  20—92) 


1.  A  mortise-and-tenon  joint  including  an  an- 
chor element,  said  anchor  element  comprising  a 
hollow  member  with  transverse  ends,  one  of  said 
ends  being  adapted  to  expand  into  the  mortise 
walls  and  the  other  end  being  adapted  to  pene- 
trate and  expand  the  end  of  the  tenon. 


2.013,750 
EXCAVATING  APPARATUS 

Charles  H.  Dupree,  New  York,  and  Alexander  R. 

Cuthbertson,  Yonkers,  N.  Y. 

Application  October  3.  1933.  Serial  No.  691,990 

9  Claims.     (CI.  214—90) 


1.  In  excavating  apparatus  including  a  plat- 
form, a  boom  pivotally  mounted  at  one  end  on 
said  platform,  means  to  swing  said  boom  up  and 
down  on  said  pivot,  a  hopper  on  top  of  the  cab. 
the  outer  end  of  said  boom  being  curved  upvard- 
ly  and  rearwardly.  a  scoop  bucket  carried  by  said 
boom,  and  means  to  move  said  scoop  bucket  along 
said  boom  and  said  hooked  shaped  end  to  dig  or 
scoop,  and  to  reverse  the  position  of  its  digging 
end  to  effect  dumping  of  its  contents  Into  said 
hopper  when  the  boom  is  elevated  and  the  bucket 
reaches  said  rearwardly  extending  portion  of  the 
curved  end  by  continuing  said  same  moving 
means. 

2013.751 
SEWING  MACHINE 

Andrew  Eppler,  Lynn,  Mass..  assignor  to  United 
Shoe  Machinery  Corporation.   Paterson,  N.  J., 
a  corporation  of  New  Jersey 
Application  February  9,  1933,  Serial  No.  655.935 
13  CUims.      (CI.  112 — 46) 
1.  A  sewing  machine  having,  in  combination, 
stitch  forming  devices,  a  sewing  shaft  for  operat  • 


ing  the  stitch  forming  devices,  a  driving  and 
stopping  mechanism  arranged  to  bring  the  ma- 
chine to  rest  during  the  forward  rotation  of  the 
sewing  shaft,  welt  guiding  means,  means  for 
clamping  the  welt  to  prevent  withdrawing  an  un- 


limited amount  from  the  machine,  and  a  connec- 
tion operated  by  the  driving  and  stopping  mecha- 
nism to  actuate  the  welt  clamping  means  to  grip 
the  welt  at  the  end  of  a  seam  and  to  release  the 
welt  when  the  machine  is  restarted. 


2.013.752 
PRODUCTION   OF  DIETHYL  ETHERS   ANT> 

DERIVATIVE  ALCOHOLS  THEREOF 
Henry  B.  Gans.  Jr..  Uniontown,  and  Arthur  B. 
Holton.  Pittsburgh.  Pa. 
No  Drawing.     Application  July  22,  1932, 
Serial  No.  624.146 
19  Claims.     (CI.  260—149) 
1.  In  the  process  of  producing  alcohols  of  the 
type  R — CH2 — CHa — OH  where  R  represents  an 
alkyl,  aryl,  or  aralkyl  radical,  the  step  of  react- 
ing   upon    R — Mg — X    where    R    represents    an 
alkyl.  aryl  or  aralkyl  radical  and  X  represents  a 
halogen  with  beta  beta'   dihalodiethyl  ether  in 
the  presence  of  a  reaction-medium   to   produce 
ethers  of  the  type 

R^-CHa^-CHa— O— CH2— CHa— X 

where  R  represents  an  alkyl.  aryl  or  aralkyl 
radical  and  X  represents  an  alkyl,  aryl,  aralkyl 
radical  or  a  halogen. 

16.  As  a  new  product,  an  ether  having  the  for- 
mula R— CH2 — CH2— O— CHa — CHa— R'  where 
R  represents  the  radical  CeHs  or 

CHt 

c«n, 

and  R'  represents  CI  or  the  radical 

CHi 
CeHj 


2,013.753 
PURIFICATION  OF  GASES  DERIVED  FROM 

ROASTING 

Carl  Hahn.  Leverkusen.  Germany,  assignor  to  1. 

G.  Farbenindustrie  Aktiengesellschaft,  Frank- 

fort-on-the-Main,  Germany 

Application  April  21,  1932.  Serial  No.  606.741 

In  Germany  May  1,  1931 

2  Claims,     (CI.  23—178) 


XP^ 


1.  Process  of  purifying  SOa  roaster  gases,  con- 
sisting in  subjecting  the  gases  derived  from  the 
roasting  furnace  at  a  temperature  above  300°  C.  to 
an  electric  filtration  by  means  of  an  electrical  pre- 
cipitator, cooling  the  gases  to  a  temperature  below 
100  C.  and  subjecting  the  gases  to  a  second  elec- 
tric filtration  in  an  electrical  precipitator  into 
which  water  is  sprayed  while  the  gases  are  treated 
th<^Teln. 
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2.013.754 
PRESSING  MACHINE 
An^us  F.  Hanney.  Norwood.  Ohio,  assignor  to  The 
American  Laundry  Machinery  Company,  Cin- 
cinnati. Ohio,  a  corporation  of  Ohio 
Application  Augrust  24,  1933,  Serial  No.  686,563 
9  Claims.     (CI.  68—9) 


1.  In  a  pressing  machine,  a  fixed  pressing  mem- 
ber, a  coacting  pressing  member  movable  later- 
ally into  and  out  of  registration  with  said  fixed 
member  and  into  and  out  of  pressing  engage- 
ment therewith,  fluid  actuated  power  means  for 
moving  said  movable  member,  conduit  means 
controlling  the  flow  of  motive  fluid  to  and  from 
said  power  means  and  including  an  inlet  valve 
and  an  outlet  valve,  an  oscillatable  shaft  having 
cams  thereon  adapted  to  actuate  said  valves  so 
that  when  either  one  is  closed  the  other  is  open, 
a  manual  for  moving  said  shaft  m  into-registra- 
tion  and  into-engagement  producing  direction, 
fluid  actuated  timing  means  having  a  conduit 
connection  with  said  conduit  means  whereby  said 
timing  means  is  supplied  with  fluid  simultane- 
ously with  the  supply  to  said  power  means,  and 
an  operative  connection  between  said  timing 
means  and  said  shaft  for  moving  the  latter  in 
out-of -engagement  and  out-of-registration  pro- 
ducing direction  when  said  timing  means  has 
completed  its  operation. 

2,013.755 

ELECTRIC  Fl'RNACE 

Ernst  Hedigrer.  Niagara  Falls,  N.  Y.,  assignor  to 

The  Globar  Corporation,  Niagara  Falls,  N.  Y., 

a  corporation  of  New  York 

Application  May  7.  1934.  Serial  No.  724.268 

3  Claims.     (CI.  13— 22) 


.  -i— !-■     ■    ■     ■ ■     ■    f       . ■    t     .      .    ■ • in    •      .     . 

r-^  I  :  ■-."  ■  -  ' .  — L  •  -  •■  ■  - .- 


1.  A  heating  device  for  melting  small  quantities 
of  metal  comprising  a  semicylindrical  trough 
composed  mainly  of  silicon  carbide  which  is 
bonded  by  passing  an  electric  current  longi- 
tudinally of  the  trough  member,  metal  terminals 
sprayed  on  the  outer  convex  surfaces  of  the  ends 
of  the  trough  element,  said  element  having  a 
relatively  thin  wall  intermediate  of  its  two  ends 
to  concentrate  the  heating  of  an  electric  current 
to  a  major  extent  in  the  intermediate  portion  of 
the  trough  element,  an  aluminous  coating  at- 
tached to  the  inner  surface  of  the  trough  element, 
two  carbonaceous  blocks  of  comparatively  large 
volume  provided  with  grooves  complementary  to 
the  semicylindrical  metallized  terminal',  and  a 
packing  of  finely  divided  carbon  between  the 
metallized  terminals  and  the  grooved  surfaces  of 
the  blocks. 

2.  The  method  of  making  simultaneously  a  plu- 
rality of  similar  small  crucibles  which  comprises 


molding  finely  divided  silicon  carbide  Into  a  long 
hollow  cylindrical  element,  heating  the  element  by 
passing  an  electrical  current  therethrough  to 
bond  the  silicon  carbide  particles,  baking  an 
aluminous  coating  containing  a  small  proportion 
of  fiux  on  the  inside  surface  of  the  cylinder,  cut- 
ting the  hollow  cylinder  longitudinally  in  an  axial 
plane  and  also  in  a  plurality  of  transverse  planes 
to  obtain  a  plurality  of  semi-cylindrical  trough- 
shaped  heating  elements,  plugging  the  ends  of 
each  trough-shaped  element  with  an  inert  re- 
fractory material  to  make  a  plurality  of  similar 
crucibles,  and  reducing  the  wall  thickness  of  the 
intermediate  portion  of  each  trough-shaped  ele- 
ment to  concentrate  a  major  portion  of  the  heat- 
ing in  said  intermediate  portion  when  an  electric 
potential  is  applied  to  the  terminals. 


2,013,756 
AIR  CONDITIONING   APPARATUS 
Milton  Kalischer.  Springfield,  Mass.,  assignor  to 
Westing  house  Electric  &  Manufacturing  Com- 
pany.   East   Pittsburgh,   Pa.,   a   corporation   of 
Pennsylvania 
AppUcation  November  15,  1933.  Serial  No.  698,205 
26  Claims.     (CI.  257— 70) 


1.  In  a  unit  air-conditioner,  the  combination 
of  a  casing  having  an  outlet  in  one  side  and  op- 
posed inlets  in  two  opposite  sides  adjacent  the 
first-mentioned  side,  a  heat-exchanger  disposed 
within  the  casing  adjacent  the  outlet,  and  pro- 
peller fans  positioned  in  alignment  with  said 
inlets  for  effecting  fiow  of  air  from  each  inlet 
inwardly  toward  the  other  inlet  and  through  the 
heat-exchanger  and  the  outlet. 


2,013.757 
ANKLET 

George  H.  Jung,  Jr.,  Cincinnati.  Ohio,  assignor  to 
The   Jung    Arch   Brace    Company,   Cincinnati, 
Ohio,  a  corporation  of  Ohio 
Application  May  30.  1930,  Serial  No.  457.591 
8CUims.     (CI.  128— 166) 


8.  A  combined  arch  and  ankle  brace  construct- 
ed of  a  strip  of  elastic  material  having  opposite 
ends,  said  ends  being  attached  adjacent  to  oppo- 
site side  edges  of  the  strip  of  elastic  material  in- 
termediate the  said  ends  thereof  for  providing  a 
pair  of  loops. 
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2.013,758 
PUNCH  SET 

Clarence  O.  Livermore,  Madison,  Wis. 

Application  March  23,  1935,  Serial  No.  12.662 

5  Claims.     (CI.  164—124) 


1.  A  punching  apparatus  of  the  class  described 
comprising  a  die  and  a  cutting  member  having 
aligned  bores  therein  and  adapted  to  receive  a 
blank  therebetween,  said  die  and  cutting  member 
including  cooperating  cutting  edges,  said  cutting 
member  being  provided  with  a  reduced  head  por- 
tion and  said  die  with  a  correspondingly  shaped 
recess  in  the  upper  portion  thereof  whereby  upon 
inverting  iaid  cutting  member,  the  head  is  re- 
ceivable in  said  recess,  and  a  pin  adapted  to  ex- 
tend through  the  blank  and  engageable  in  the 
bores  for  guiding  the  cutting  member,  said  pin 
including  a  driving  head  engageable  with  said 
cutting  member. 


2.013,759 
DRAFT  MECHANISM 
John  S.  McPherson.  Columbus.  Ohio,  assignor  to 
The  Buckeye  Steel  Castings  Company,  Colum- 
bus, Ohio 
Application  November  9,  1931.  Serial  No.  574,005 
4  Claims.     (CI.  213— 7) 


1.  In  draft  mechanism  of  the  tandem  gear  type, 
spaced  draft  sills,  a  yoke,  a  one-piece  thimble  co- 
operating with  the  yoke  and  forming  lugs  adapted 
to  be  engaged  by  the  rear  follower  plate  of  the 
front  draft  gearing,  a  carrier  positioned  trans- 
versely of  and  attached  to  the  sills  for  supporting 
the  thimble  for  floating  movement,  said  thimble 
having  a  plate  at  its  rear  end  adapted  to  abut 
against  the  front  end  of  the  rear  draft  gearing, 
and  means  Including  abutment  surfaces  on  the 
plate  of  the  thimble  and  carrier  for  limiting  the 
forward  movement  of  the  thimble. 


2.013.760 

CLASP 

Joseph  F.  McSoley.  Pawtucket.  R.  I. 

Application  June  4.  1934.  Serial  No.  729.009 

14  Claims.  (Ci.  24—250) 
1.  A  clasp  comprising  a  body  member  having  a 
lever  pivoted  thereto,  and  forming  with  said  body 
member  a  pair  of  clamping  jaws,  said  body  mem- 
ber having  an  integral  projection  extending  be- 
yond the  pivot  point,  and  said  lever  having  an  in- 
tegral portion  positioned  to  receive  and  f  rictionally 
engage  said  projection  upon  relative  movement  of 


said  jaws,  said  projection  and  lever  portion  being 
conjointly  effective  to  retain  said  lever  in  any 


desired  position  of  adjustment  relative  to  said 
body  member. 

2,013,761 

ROOF  DRAIN 

Thomas  A.  Murphy.  Middletown.  Conn. 

Application  August  27,  1934.  Serial  No.  741.633 

4  Claims.     (CL  210—170) 


1.  In  combination  with  a  trough  with  a  drain 
therefrom,  a  receptacle  to  contain  a  soluble  anti- 
freezing  substance,  said  receptacle  having  an  out- 
let opening  therein,  and  a  support  to  position  said 
outlet  opening  substantially  over  the  mouth  of 
said  drain  and  below  the  overflow  level  of  said 
trough. 

2,013,762 
BUILDING   CONSTRUCTION 

Anders  C.  Olsen,  Garden  City,  N.  Y.,  assignor  to 

A.  C.  Olsen.  Inc.,  New  York,  N.  Y.,  a  corporation 

of  New  York 

Application  December  9,  1929,  Serial  No.  412,833 

Renewed  October  1.  1934 

11  Claims.     (CI.  189—88) 


1.  In  a  ceiling  construction,  in  combination, 
a  supporting  structure,  a  plurality  of  metallic 
hangers  secured  thereto,  a  metal  strip  supported 
by  said  hangers  and  provided  on  its  sides  with 
relatively  wide  grooves  which  extend  from  end 
to  end  of  the  strip  and  are  adapted  to  receive 
the  edges  of  a  plurality  of  relatively  thick  panels, 
said  strip  being  also  provided  with  a  hollow  box- 
like body  portion,  the  top  wall  thereof  being  di- 
vided longitudinally  to  form  a  centrally  disposed 
slot  which  is  coextensive  with  the  length  of  the 
strip,  said  hangers  having  pointed  ends  with 
lateral  shoulders  or  ledges,  whereby  said  strip 
is  adapted  to  be  mounted  on  the  hangers  by  en- 
tering the  points  of  the  latter  in  said  slot  and 
then  forcing  said  strip  upward  until  the  top  walls 
of  said  body  portion  snap  over  onto  said  ledges. 


282 


OFFICIAL  GAZETTE 


September  10, 1935 


2,013.763 
BUILDING   CONSTRUCTION 

Anders  C.  Olsen.  Garden  City,  N.  Y.,  assigrnor  to 

A.  C.  Olsen,  Inc.,  New  York,  N.  Y.,  a  corporation 

of  New  York 

AppUcation  December  9.  1929,  Serial  No.  412,834 

Renewed  October  27.  1934 

19  Claims.     (CI.  189 — 88  i 


r  coils  being  substantially  equal  but  smaller  than 
'   that  of  said  non-compressible  coils,  thus  causing 
an  equal  deflection  of  the  compressible  coils  when 


Mi^ 


1.  In  a  building  construction,  in  combination,  a 
supporting  structure,  a  plurality  of  headed  hanger 
units  projecting  from  .said  supporting  structure 
and  each  provided  ^ith  a  narrowed  portion  adja- 
cent the  head  thereof,  a  wall  and  ceiling  structure 
of  the  built-up  panel  type  comprising  a  plurality 
of  panels  and  panel  supporting  strips,  the  walls 
of  said  strips  being  provided  with  continuous  slots 
of  a  width  corresponding  to  the  narrowed  portion 
of  said  hangers  and  greater  than  the  thickness 
of  said  hangers,  the  heads  of  saids  hangers  being 
adapted  to  be  inserted  in  said  slots  at  any  point 
lengthwise  thereof  and  rotated  to  their  operative 
supporting  position. 


2.013.764 
METHOD  OF  .M.AKING  COILS 
John  P.  Putnam,  Boston,  Mass..  assignor  to  The 
Reece  Button  Hole  Machine  Company.  Boston, 
Mass.,  a  corporation  of  Maine 
Original   application   .\uirust   9.    1933.   Serial   No. 
684.407.     Divided  and  this  application  October 
31.  1934.  Serial  No.  750.843 

3  Claims.     (CL  140—71) 


1.  The  method  of  producing  a  wire  coll  which 
consists  in  winding  a  flat  annular  coil  and  then 
subjecting  the  coil  to  force  between  suitable  dies 
to  produce  a  concavo-convex  coil. 


2,013.765 
SPRING  FOR  RATCHET  MECHANISMS 
Led   L.  Richardson,  Cleveland.  Ohio,  assignor  to 
The  Cleveland  Rock  Drill  Company,  Cleveland, 
Ohio,  a  corporation  of  Ohio 
Application  May  9,  1932,  Serial  No.  610,102 
1  Claim.     (CI.  267—1) 
A  helical  compression  spring  formed  of  com- 
pressible and  non-compressible  coils,  said  non- 
compressible  coils  constituting  the  ends  of  said 
spring,  the  diameter  of  said  last  coils  being  sub- 
stantially equal  to  that  of  a  bore  within  which 
said  spring  may  be  disposed,  permitting  thereby 
the  engagement  of  said  last  coils  with  the  inner 
wall   of   said   bore   so   as   to   center   said    spring 
therein,  the  diameter  of  each  of  said  compressible 


a  load  is  applied  to  the  spring  and  preventing  the 
possible  engagement  of  .said  compressible  coils 
with  the  inner  wall  of  said  bore. 


2.013.766 
FRESSIHE    REGULATOR 

Hermann  Sandvoss.  Osthafen.  Frankfort-on-the- 

Main.  Germany 

Application  May  26,  1934,  Serial  No.  727,829 

In  Germany  .^pril   18,   1933 

16  Claims.      (CI.  50 — 10) 


1.  A  pressure  regulator  having  a  main  regu- 
lator and  an  auxiliary  regulator  connected  with 
and  controlling  said  main  regulator,  each  of  said 
regulators  comprising  a  bellows  acting  as  im- 
pulse member,  a  single  seat  valve  and  a  second 
bellows  for  balancing  said  valve. 


2.013,767 
TREATING  RARE-EARTH  METAL 
COMPOUNDS 
Rudolf  Schulze,  Bitterfeld,  Germany.  a.ssignor  to 
I.  G.  Farbenindustrie  Aktiengesellschaft,  Frank- 
fort-on-the-Main,  Germany 
No  Drawing.     Application  .March  10.  1933.  Serial 
No.  660,305.     In  Germany   March   12.  1932 
8  Claims.      (CI.  23 — 22) 
1.  A  process  of  recovering  compounds  of  met- 
als belonging  to  the  cerium  group  from  aqueous 
solutions    containing,    besides    such    compounds 
also    compounds    of    the    thorium    and    yttrium 
groups    of    the    rare-earth    metals,    which    com- 
prises  establishing   in   such    solution  a  concen- 
tration of  chlorme  ions  .suflHcient  to  cause  pre- 
cipitation of  the  hydrated  chlorides  of  the  met- 
als belonging  to  the  cerium  group  while  cooling 
the  solution  to  at  least  about  0    C  .  and  separat- 
mg   such    precipitated   hydrated   chlorides  from 
the  remaining  solution. 
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2,013.768 

BITLDING  OR  PAVING  BRICK 

Otto  Seidler.  Heide.  Germany 

Application  December  4.  1930.  Serial  No.  500.004 

1  Claim.     (CI.  94—13) 

s 


hi  ©.' « 


■.r«if.'-'!i 


Building  brick  connection,  especially  for  road 
paving,  comprising  pier  bricks  and  bricks  grouped 
around  said  pier  bricks,  said  pier  bricks  having 
on  their  side  faces  projections  of  dove-tailed 
cross  section  extending  from  the  base  surface  to 
the  top  surface  and  narrowing  on  all  sides  in  up- 
ward direction,  and  the  bricks  grouped  around 
said  pier  bricks  having  corresponding  recesses 
adapted  to  engage  the  projections  on  said  pier 
bricks. 

2.013.769 

PROCESS    AND    APPARATUS    FOR    THE 

RECOVERY    OF    THE    CONSTITITNTS 

OF    PHOTOGRAPHIC    FILM    MATERIAL 

Richard  Spelling.  Berlin-Grunau,  Germany 

Application  May  21,  1932.  Serial  No.  612,788 

In  (iermany  May  22.  1931 

3  Claims.     (CI.  23—268) 


,tSJ 


1.  Method  for  the  recovery  of  the  constituents 
of  photographic  film  which  comprises  supporting 
the  photographic  film  between  travelling  endless 
bands  of  wire  gauze  and  passing  the  film  while  it 
is  so  supported  successively  through  a  plurality 
of  bodies  of  solvents  for  said  constituents. 

2.013.770 

WARP  FRAME  HAVING  A  DEVICE  FOR 

RECHARGING  Dl  RING  OPERATION 

Marcel    Stein,   Budapest,   and    Ambrosius   Fodor, 
Ujpest,   near  Budapest,   Hungary,  assignors  to 
I'niversal  Winding  Company.  Boston,  Mass.,  a 
corporation  of  Massachusetts 
Application  September  23,  1930,  Serial  No.  483,868 
In  (iermanv  May  28.  1930 
6  Claims.     (CI.  242— 131) 


CJ?.^^. 


holders  on  the  carriers,  means  for  reversing  the 
respective  positions  of  the  carrier  groups  on  the 
frame,  and  means  for  engaging  the  spent  sup- 
plies to  doff  them  from  the  supply-holders  during 
the  reversing  operation. 


2,013,771 
MODEL  AND  TOY  BUILDING  AND  CON- 
STRUCTION ELEMENTS  THEREFOR 
Ernest  E.  Tompkins,  Haverford.  Pa.,  assignor  to 
Rubber     Specialties    Company.     Incorporated, 
Conshohocken.  Pa.,  a  corporation  of  Delaware 
Application  January  20,  1934,  Serial  No.  707,592 
4  Claims.     (CI.  46 — 35) 


1.  An  improved  model  and  toy  building  con- 
struction comprising  walls  formed  of  unit  mem- 
bers having  integral  means  for  resiUent  inter- 
locking engagement  with  each  other,  flooring  and 
interior  wall  members  disposed  in  and  between 
the  several  wall  members  and  locked  thereto  by 
the  interlocking  means  of  the  unit  members,  the 
said  flooring  and  interior  wall  members  serving 
as  interior  stiflfening  and  supporting  members, 
and  roof  members  disposed  on  and  above  the 
building  and  secured  thereto. 


2.013.772 

DEVICE   FOR    REPRODUCING    SIGNS   AND 

LETTERING 

Hans  Caspar  I'lrich.  Zurich.  Switzerland 

AppUcation  December  26.  1933.  Serial  No.  703,990 

In  Switzerland  June  1.  1933 

2  Claims.     tCl.  101—1261 


1.  In  a  creel,  a  frame,  spaced  groups  of  carriers 
arranged  on  opposite  sides  of  the  frame,  supply- 


1.  Apparatus  of  the  class  described,  compris- 
ing a  frame  consisting  of  a  pair  of  members, 
means  to  detachably  clamp  said  members  to- 
gether to  secure  the  edge  portions  of  a  fabric 
therebetween,  a  floating  frame  arranged  in  the 
first  named  frame,  bearing  on  the  fabric  and 
movable  transversely  with  respect  to  the  plane  of 
the  first  named   frame  to  thereby  stretch  the 


284 


OFFICIAL  GAZETTE 


EMBER  10.  1935 


fabric  and  means  to  so  move  said  floating  frame 
and  comprising  members  bearing  on  the  first 
named  frame  and  the  floating  frame  and  adjust- 
ing screws  connecting  said  members  to  the  first 
named  frame. 


2.013.773 

ARRANGEMENT  FOR  PRODUCING  ANT) 

RECEIVING   SHORT  WAVES 

Werner  Weihe,  Reinickendorf .  Germany,  assignor 
to  Telefunken  Gesellschaft  fur  Drahtlose  Tele- 
graphic m.  b.  H.,  Berlin,  Germany,  a  corpora- 
tion of  Germany 

AppUcation  July  8.  1930,  Serial  No.  466,422. 
Renewed  March  21.  1935.  In  Germany  July  9. 
1929 

12  Claims.     (CI.  250 — 36) 


9.  In  combination,  an  electron  discharge  de- 
vice oscillator  havmg  an  anode  and  an  elongated 
cathode,  means  for  producing  oscillations  includ- 
ing sources  of  potential  for  suitably  energizing 
said  anode  and  cathode  electrodes,  and  means  for 
applying  a  magnetic  field  to  said  electrodes  with 
a  component  substantially  at  right  angl?s  to  the 
length  of  said  cathode. 


2,013,774 
PROCESS  FOR  THE  MANUFACTURE  OF 

CARBON  BLACK 

William  Bryan  Wie^and,  Sound  Beach,  Conn. 

AppUcation  Au«:ust  24.  1932,  Serial  No.  630,216 

5  Claims.     (CI.  134 — 60) 


rir? — r 

/  r.„ 
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1.  In  the  manufacture  of  carbon  black,  the  im- 
provement which  comprises  burning  a  hydrocar- 
bon gas  with  a  supply  of  oxygen  restricted  to 
effect  only  partial  combustion,  causing  the  re- 
sulting flame  to  impinge  upon  a  cooler  collecting 
surface,  and  thereafter  subjecting  the  carbon 
black  deposited  upon  this  cooling  surface  to  con- 
trolled oxidation  by  exposing  it  to  an  oxidizing 
atmosphere  at  a  temperature  between  300  C. 
and  1000^  C.  to  produce  a  carbon  black  of  in- 
creased blackness  and  improved  workability. 


2,013.775 
CARBON    BLACK 
William  Bryan  Wierand,  Sound  Eleach.  C  onn. 
No  Drawing.    Application  November  29.  1933. 
Serial  No.  700,196 
2  Claims.      iCl.  134—60) 
1.  A  carbon  black  product  of  high  color  in- 
tensity and  having  a  high  degree  of  workability, 
its  color  index  being  in  excess  of  twenty-five  and 
it£  ratio  of  color  index  to  its  oil  absorption  In- 
dex being  in  excess  of  unity. 


2.013,776 
FILTER  FOR  DRY  CLEANING  SOLUTIONS 

Jerome  Wiesman.  Denver.  Colo. 

Application  January   15.  1934.  Serial  No.   706.651 

5  Claims.     iCl.  210— 182) 


2.  A  filter  comprising:  a  vertical  tank;  a  man- 
ifold extending  diametrically  across  said  tank 
near  the  bottom  thereof;  spaced  apart  nipples 
opening  upwardly  from  said  manifold;  filtering 
screens  resting  upon  and  communicating  with 
said  nipples,  there  being  a  lateral  opening  in  the 
bottom  of  said  tank  below  said  screens;  a  hori- 
zontally positioned  settling  chamber  communi- 
cating with  said  tank  through  said  opening;  a  re- 
movable trough-shaped  screen  in  said  settling 
chamber,  said  screen  being  spaced  from  the  wall 
of  said  settling  chamber:  and  scraping  fianges 
surrounding  said  screen  and  maintaining  it  in 
spaced  relation  with  said  chamber. 


2,013.777 
ROTARY  COMPRESSOR 

James  H.  Dcnnedy,  Evansville.  Ind.,  assignor  to 
Rotorite  Corporation,  Chicago,  111.,  a  corpora- 
tion of  Illinois 
Application  June  24,  1931,  Serial  No.  546.533 

12  Claims.  (CI.  230—1521 
10.  In  a  gas  compressor,  in  combination  a  cy- 
lindrical casing,  a  cylindrical  rotor  in  the  casing, 
said  rotor  being  journalled  on  its  axi.s  eccen- 
trically of  the  axis  of  the  casing,  intake  and  dis- 
charge ports  in  said  rasing,  said  rotor  having  a 
plurality  of  longitudinally  extending  radial  slots 
therein,  compressor  vanes  slidably  fitted  in  the 
.slots  for  sweeping  the  inner  surface  of  the  casing 
when  rotated,  and  constructed  and  arranged  to 
form  compartments  therebetween  which  ensmall 
in  rotating  from  the  inlet  port  to  the  discharge 
port,  relatively  long  flow  resisting  liquid  lubricant 
filled  communicating  passage  means  in  the  rotor 
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between  the  respective  slots  constituting  a  closed 
liquid  system  confining  inter-slot  lubricant  flow 


to  restricted  paths  considerably  longer  than  the 
distance  between  the  slots. 


2  013  778 
COMBINATION  MATERIAL  WORKING 
MACHINE 
Thomas  J.  Halvorson.  Bloomfield,  and   John  A. 
Shand.  West  Orange,  N.  J.,  assignors  to  West- 
ern Electric  Company,  Incorporated,  New  York, 
N.  Y.,  a  corporation  of  New  York 
Application  February  9,  1934.  Serial  No.  710,442 
4  Claims.     (CL  29—27) 


1  In  a  material  working  machine  having  a 
fixed  base,  a  supporting  member  adjustably 
mounted  on  the  base  to  be  held  thereby  in  either 
of  two  working  positions,  a  rotatable  head 
mounted  on  the  member,  and  a  motor  mounted 
on  the  member  and  adapted  to  drive  the  head, 
in  combination  with  a  support  detachably 
mounted  on  the  member  and  mountable  thereon 
in  either  of  two  positions  .-elative  thereto  whereby 
the  machine  may  be  adapted  to  the  performance 
of  two  different  kinds  of  operation. 


pivot  carri?d  by  said  bearing  member  and  pass- 
ing through  an  opening  formed  in  said  rail,  a 
spring  surrounding  said  pivot  and  pressing 
against  said  rail,  a  stop  piece  carried  by  the  door 
frame  and  adapted  to  engage  said  rail  to  prevent 


2.013.779 
DOOR   SECURING  DEV^CE 

Paul  Helbig,  Berlin,  Germany 
AppUcation  June  17,  1933,  Serial  No.  676,225 
In  Germany  June  25.  1933 
1  Claim.     (CI.  292—270) 
A  door  securing  device,  comprising  an  arm  car- 
ried by  the  door,  a  projection  forming  a  part  of 
said  arm,  a  bearing  member  having  a  recess,  an 
oscillatable  rail  provided  with  a  slot  and  having 
a  ball-shaped  projection  forming  a  part  of  said 
rail  and  adapted  to  project  into  said  recess  of  the 
bearing  member,  said  rail  being  adapted  to  move 
laterally  and  being  located  at  the  door  frame,  a 


It  from  being  raised,  and  a  stud  situated  adjacent 
to  said  rail,  said  stud  being  adapted  to  carry  a 
piece  engaging  said  slot  in  the  rail  to  lock  the 
door  and  also  being  adapted  to  carry  a  key  mov- 
ing said  rail  laterally  to  unlock  the  door. 


2.013,780 
CARVING  DEVICE 

William  Holzheimer,  Chicago.  111.,  assignor  of 
one-half  to  Kraut  and  Dohnal.  Chicago,  111.,  a 
corporation  of  Illinois 

Application  April  30.  1934,  Serial  No.  723,074 
5  Claims.     (CI.  145 — 1) 


1.  In  a  device  of  the  character  described,  the 
combination  with  an  elongated  member  having 
an  extended  flat  bottom  surface  for  traversing 
over  a  surface  to  be  carved,  of  an  upwardly  in- 
clined furcated  extension  on  said  elongated 
member,  a  surface  carving  tool  fixedly  mounted 
between  the  furcations  of  said  inclined  member 
extension  so  that  the  cutting  edge  thereof  is  dis- 
posed below  said  fiat  bottom  surface  for  carving 
responsive  to  the  movement  of  said  member  with 
its  flat  surface  in  contact  with  the  surface  to 
be  carved. 

2,013.781 
STAYBOLT 

Julius  Kindervater,   Richmond.  Va.,  assignor  to 
American    Locomotive    Company.    New    York. 
N.  Y..  a  corporation  of  New  York 
Application  March  6.  1935.  Serial  No.  9.532 

7  Claims.  (CI.  85 — 1.5) 
1.  A  staybolt  for  boilers  comprising  a  body 
portion  having  a  substantially  semi -spherical 
head  adapted  to  seat  said  staybolt  integrally 
formed  on  an  end  thereof,  with  a  longitudinal 
bore  extending  through  said  body  portion  and 
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thereby  providing  a  fluid-tight  closure  for  said 
bore  at  the  head  end  thereof. 


2,013.782 
HAMPER 

William  J.  McElmoyl.  Groveville,  N.  J.,  assignor 
to  W.  J.  McElmoyl  &  Co..  Inc.,  Groveville.  N.  J., 
a  corporation  of  New  Jersey 
Application  March  23.  1934.  Serial  No.  716,983 
1  Claim.     (CI.  206— 7) 


A  canvas  shipping  hamper  for  the  reception  of 
garments  supported  on  hangers  comprising  a  rec- 
tangular frame  and  a  fabric  carried  thereby  to 
form  upright  walls,  one  of  said  walls  being  pro- 
vided with  an  opening  of  substantial  size  for 
the  insertion  of  garments,  the  frame  being  pro- 
vided with  a  tubular  arched  construction  about 
the  opening,  the  tubular  construction  being  se- 
cured to  the  lower  part  of  the  frame  by  the  recep- 
tion into  the  tubular  lower  p>ortion  thereof  of 
rods  connected  to  the  lower  part  of  the  frame, 
means  for  supporting  hangers  connected  to  the 
tubular  construction,  and  a  fabric  means  for  clos- 
ing said  opening. 


2.013.783 
HOUSEHOLD  MIXER 
James   E.   McLoughlin.   Jr..   New   Haven,   Conn.. 
assiirnor  to  The  A.  C.  Gilbert  Company,  New 
Hayen,  Conn.,  a  corporation  of  Maryland 
ApplicaUon  October  14.  1933.  Serial  No.  693.601 
2  Claims.     (CI.  259 — 84) 
1.  A  mixing  device  comprising  a  pedestal,  a 
motor  supported  on   the  pedestal  for  swinging 
movement  upwardly  and  downwardly,  depending 
agitators  associated  with  the  motor,  a  base  for 
the  pedestal  having  a  cut-away  portion  under- 
lying the  agitators  so  that  a  receptacle  located 
beneath  the  agitators  can  be  supported  directly 
on  the  table,  a  separate  bowl-supporting  turn- 


said  head:  and  a  separate  cap  tightly  secured  on 
said  head  formmg  a  rigid  connection  therewith 

o 


table,  and  a  separate  support  for  said  turntable 
insertable  into  and  removable  from  the  cut-away 
portion  of  the  base  and  adapted  to  stand  on  the 
table  at  least  partly  within  the  lines  of  the  base. 


said  last-named  memb-^r  being  adjustable  In  said 
cut-away  portion  in  a  horizontal  plane,  and  said 
cut-away  portion  of  the  base  being  shaped  to  con- 
form generally  to  said  separate  support  to  assist 
in  positioning  the  same. 


2,013.784 

TIME   STAMP 

Louis  Mellnd.  ChicaRO,  111. 

.Application  June  25.  1934.  Serial  No.  732.221 

16  Claims.     (CI.  101—373) 

.2' 


r  ^  ■  n  ?izs?f,^   ^ 


1.  A  .^tamp  of  the  class  described  comprising  a 
body  portion,  a  handle  secured  to  said  body  por- 
tion and  rotatable  with  respect  thereto,  said  han- 
dle having  a  recess  formed  in  the  upper  face 
thereof,  a  stamping  dial  disposed  in  said  body 
portion,  an  indicating  dial  disposed  in  the  recess 
in  said  handle,  .said  dials  being  fixed  with  respect 
to  each  other,  a  movable  indicating  element  asso- 
ciated with  said  stamping  dial,  and  an  indicator 
associated  with  said  indicating  dial,  and  means 
connecting  said  indicators  together  for  joint  ro- 
tation with  respect  to  said  dials. 


2.013,785 

FRAME    STRAIGHTENING    APPARATUS   FOR 

AUTOMOBILES 

Marcellus  S.  Merrill.  Denver.  Colo. 

Application  August  1.  1933.  Serial  No.  683.136 

1 0  Claims.     ( CI.  1 53 — 32 ) 

1.  In    apparatus  for  straightening   frames  of 
automobiles  and  the  like,  the  combination  com- 
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prising  parallel  side  rails,  a  plurality  of  units 
movably  supported  upon  and  above  said  rails, 
means  to  limit  movement  of  each  unit  trans- 
versely of  the  rails,  abutments  carried  by  said 
units,  a  member  carried  by  and  movable  longi- 
tudinally of  each  of  said  units  and  including  jaw 


elements,  for  engaging  such  automobile  frame, 
and  abutments,  means  for  limiting  the  longitu- 
dinal movement  of  such  member,  a  jack  adapted 
to  seat  against  a  unit  abutment  and  exert  pres- 
sure upon  a  member  abutment  whereby  to  move 
said  member  and  exert  pressure  on  the  said 
frame. 


2.013.786 
AXLE 

Edmund  C.  Mogford  and  George  Spatta, 
Buchanan.  Mich.,  assignors  to  Clark  Equip- 
ment Company.  Buchanan.  Mich.,  a  cor- 
poration of  Michigan 

Application  Mav  10,  1930.  Serial  No.  451.230 
3  Claims.     (CI.  301—124) 


1.  An  automobile  axle  comprising  a  thin  walled 
tube  having  a  spring  seat  adjacent  an  end  there- 
of, the  thickness  of  the  tube  in  the  region  of 
the  seat  being  increased  to  provide  Integral  raised 
portions  on  the  outer  surface  of  the  tube,  and 
opposite  sides  of  the  tube  being  outwardly  bulged 
by  compression. 


2.013.787 

CARBURETOR 

James   T.    Moseley.    Detroit.    Mich.,    assignor   to 

Carter  Carburetor  Corporation,  St.  Louis.  Mo., 

a  corporation  of  Delaware 

Application  December  11.  1933.  Serial  No.  701,765 

8  Claims.     (CL  261—60) 


1.  In  a  downdraft  carburetor,  means  forming 
a  constant  level  fuel  chamber,  a  main  nozzle 
having  a  discharge  outlet  at  a  point  slightly 
higher  than  the  normal  level  of  fuel  in  said  cham- 
ber, a  passage  connecting  said  nozzle  with  said 
chamber,  a  throttle  for  said  carburetor,  a  vent 
connected  with  said  passage  at  a  point  below 
the  fuel  level  therein,  and  means  for  closing  said 
vent  whenever  the  throttle  Is  In  open  or  partially 
open  position. 


2.013,788 
GARMENT  BAG  AND  PROCESS  OF  MAKING 

SAME 

George  W.  Poppe,  Brooklyn.  N.  Y..   assignor  to 
Equitable  Paper  Bag  Co..  Inc..  Bro<rfilyii,  N.  Y., 
a  corporation  of  New  York 
Application  August  7,  1934,  Serial  No.  738,812 
6  Claims.     (CL  93—35) 


1.  A  garment  bag  having  side  walls  and  a  diag- 
onally folded  top  with  an  opening  at  the  apex  of 
the  fold,  one  of  said  bag  walls  having  a  central 
reenforcing  lip  of  greater  length  than  the  width 
of  the  opening,  said  lip  being  folded  upon  the  out- 
side of  the  bag  wall  and  the  edges  of  the  lip  be- 
ing included  within  the  diagonal  folds. 


2.013.789 

HAIR  WAVING  GUARD 

Leon  Robison  and  Alex  Weiszberg, 

New  York.  N.  Y. 

Application  December  12,  1934,  Serial  No.  757,084 

8  Claims.    (CI.  132— 36.1) 


ra» 


1.  In  a  hair  waving  guard,  the  combination  of 
a  pair  of  movable  coacting  members  in  substan- 
tially the  same  plane  and  containing  complemen- 
tary serrated  edges  in  facing  relation  to  each 
other  and  adapted  for  mutual  abuttable  engage- 
ment for  clamping  therebetween  a  strand  of 
hair,  and  means  for  detachably  holding  said 
edges  in  oF>erative  engagement  with  said  strand 
of  hair,  said  means  comprising  cooperable  lock- 
ing elements  one  on  each  of  said  members,  one 
of  said  elements  extending  transversely  across 
said  serrated  edges  when  in  their  clamping  posi- 
tions and  being  operatively  engageable  at  a  plu- 
rality of  points  therealong  with  the  other  ele- 
ment.   

2.013.790 
BROMINATION  OF  PYRANTHRONE 

John  H.  Sachs.  Wilmington.  Del.,  and  Ferdinand 

W.  Peck.  Pennsgrove,  N.  J.,  assignors  to  E.  I. 

du  Pont  de  Nemours  &  Company.  Wilmington, 

Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  October  3.  1931.  Serial 
No.  566.792.    Renewed  October  12,  1934 
10  Claims.     (CI.  260 — 61) 

1.  A  process  of  brominating  pyranthrone  which 
comprises  subjecting  pyranthrone  and  bromine 
to  an  elevated  pressure  in  the  presence  of  chlo- 
rine. 
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2.013.791 
BROMINATION  OF  AROMATIC  COMPOUNDS 

John  H.  Sachs.  Wilmington.  Dei.,  and  Ferdinand 
W.  Peck,  Pennsgrove,  N.  J.,  assignors  to  E.  I. 
du  Pont  de  Nemours  &  Company,  Wilmington, 
Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  October  18,  1934, 
Serial  No.  748.888 
9  Claims.     (CI.  260—61) 
1.  In  a  process  of  brominating  an  organic  com- 
pound by  the  aid  of  bromine,  wherein  hydro- 
bromic  acid  is  formed  as  a  by-product,  the  step 
which  comprises  regenerating  bromine  from  the 
hydrobromic  acid  in  situ  by  the  aid  of  chlorine 
under  pressure. 


2.013.792 
SEAMLESS   DIAPHRAGM 

Erich  Schafer,  Berlin,  Germany,  assignor  to  Tele- 

funken  Gesellschaft  fur  Drahtlose  Telegraphic, 

Berlin,  Germany,  a  corporation  of  Germany 

Application  January  9.  1934.  Serial  No.  705,838 

In  Germany  February  8,  1933 

3  Claims.     (CI.  181—32) 


out  portions  and  firmly  attached  to  the  outer  face 
of  said  inner  wall;  an  outer  wall  of  shock  absorb- 


1.  The  method  of  manufacturing  a  diaphragm 
which  consiscs  in  molding  a  diaphragm  of  fibrous 
material  around  a  remforcing  frame  of  rigid 
material. 


2.013,793 

ELECTRIC  UGHT  SOCKET 

John  Godfrey  Smith  and  Rudolph  Bemer, 

Guelph,  Ontario.  Canada 

Application  August  18.  1933.  Serial  No.  685.704 

In  Canada  April  4,  1933 

1  Claim.     I  CI.  173 — 358) 


The  combination  with  a  socket  comprising  a 
sheet  metal  shell  and  a  porcelam  head  secured 
thereto  and  provided  with  peripheral  projections, 
of  an  independent  reinforcing  ring  surrounding 
the  threaded  portion  of  the  shell,  and  a  resilient 
shell  iormed  to  hi  the  threaded  portion  of  the 
metal  shell  and  head  and  having  recesses  into 
which  the  projections  of  the  head  and  the  rein- 
forcing ring  fit. 


2,013.794 
FOOTBALL  GUARD 
James  P.  Taylor.  Brooklyn,  N.  Y. 
Application  November  14.  1932.  Serial  No.  642.488 
2  Claims.     "CI.  2 — 2) 
1.  A  shoulder  guard  for  football  players  com- 
prising an  inner  wall  of  substantial  thickness  of 
shock  absorbing  resilient  material  such  as  foam 
rubber,  provided  with  cut-outs  adapted  to  overlie 
body  surface  bones  such  as  the  collar  bones;  a 
series   of   stiff   relatively  short  bridges  laterally 
spaced  from  each  other  bridging  across  said  cut- 


ing  resilient  material  spanning  said  bridges  and 
secured  thereto. 


2.013.795 

AUTO.MATIC  VOLUME  CONTROL 

Ernest  A.  Tubbs.  Long  Island  City,  N.  Y.,  assignor 

to  Radio  Corporation  of  .America,  a  corporation 

of  Delaware 

Application  February  16.  1932.  Serial  No.  593,215 

2  Claims.     (CL  250—20) 

...^ 


rap 

I  /      .      I 


1.  In  combination,  an  amplifier  circuit  includ- 
ing an  electron  discharge  tube,  a  source  of  signal 
energy  coupled  to  the  amplifier,  a  detector  in- 
cluding an  electron  discharge  tube  having  a  re- 
sistor in  its  anode  circuit,  a  pentode  control  tube 
having  its  grid  and  cathode  connected  across  said 
resistor,  a  source  of  potential  for  the  plate  of 
said  control  tube  having  a  magnitude  of  the 
order  of  50  volts,  a  resistor  connected  in  series 
between  the  plate  of  said  pentode  tube  and  the 
positive  terminal  of  said  potential  source,  means 
for  adjustably  applying  a  positive  potential  of 
the  order  of  20  volts  to  the  screen  of  said  pentode 
tube  to  establish  the  normal  grid  bias  of  said 
amplifier  tube,  and  means  for  conductively  con- 
necting the  grid  and  cathode  of  the  amplifier 
tube  to  opposite  terminals  of  said  control  tube 
resistor, 

2,013.796 
METHOD   OF   DRAWING 

Harry  J    Tuthill,  Ferguson.  Mo.,  assignor  of  one- 
half  to  Irene  M.  Morrison.  Ferguson,  Mo. 
Application  October  26,  1933,  Serial  No.  695.306 
5  Claims.      (CI.  41—29) 

2.  The  herein  described  method  of  drawing 
which  comprises  applying  to  a  portion  of  a  draw- 
ing a  plurality  of  strips  of  adhesive  substance  in 
spaced  apart  parallel  relation,  applying  coloring 
matter  to  said  portion  of  said  drawing  over  said 
strips  of  adhesive  substance  so  that  said  coloring 
matter  is  distributed  on  the  surfaces  of  said  strips 
of  adhesive  substance  and  on  portions  of  the 
surface  of  the  drawing  located  between  and  adja- 
cent to  said  strips  of  adhesive  substance,  remov- 
ing said  strips  of  adhesive  substance  from  the 
drawing  so  as  to  leave  on  the  drawing  only  such 
coloring  matter  as  was  applied  directly  to  the 
drawing,  applying  to  said  portion  of  the  drawing 
a  plurality  of  strips  of  adhesive  substance  in 
spaced  apart  parallel  relation  which  are  extended 
at  an  angle  with  respect  to  the  direction  of  ex- 
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tension  of  the  first-mentioned  strips  of  adhesive 
substance,  applying  coloring  matter  to  said  por- 
tion of  the  drawing  over  the  second-mentioned 
strips  of  adhesive  substance  so  that  said  coloring 
matter  is  distributed  on  the  surfaces  of  the  sec- 
ond-mentioned strips  of  adhesive  substance  and 
on  portions  of  the  drawing  located  between  and 
adjacent  to  said  second-mentioned  strips  of  ad- 


operating  means,  said  rod  having  a  notched  por- 
tion, a  normal  position  and  an  of -normal  posi- 
tion for  said  rod,  a  thermostatic  detent  compris- 
ing a  bimetallic  member  having  a  portion  coop- 
erating with  said  notched  portion  to  maintain 


hesive  substance,  removing  said  second-men- 
tioned strips  of  adhesive  substance  from  the  draw- 
ing so  as  to  leave  on  the  drawing  only  such  color- 
ing matter  as  was  applied  directly  to  the  drawing, 
and  forcing  air  upon  said  first-mentioned  and  sec- 
ond-mentioned strips  of  adhesive  substance  as 
they  are  being  applied  to  the  drawing  so  as  to 
cause  said  substance  to  dry  quickly  and  set. 

2.013.797  ^^„ 

LATERAL   MOTION    SPRING   DAMPING   CAR 

TRUCK 

Edwin  W  Webb.  Chicago.  111.,  assignor  to  Stand- 
ard Car  Truck  Company,  Chicago.  111.,  a  corpo- 
ration of  New  Jersey  ^     ,  ,  ^t      coo  non 

Application  February  13.  1932,  Serial  No.  592.720 
1  Claim.     (CI.  105—186) 


'<ff 


said  rod  in  said  off -normal  position,  heating 
means  for  said  detent  for  removing  said  coop- 
frltrng  portion  of  said  bimetallic  member  from 
the  notched  portion  of  said  rod  and  rneans  for 
returning  said  rod  to  its  normal  position. 


2.013,799  ^,^^ 

MEANS  FOR  MEASURING  FREQn:NCIES 

Henri  Chireix.  Paris.  France,  assignor  to  Com- 

pagnie  Generale  de  Telegraphic  Sans  Fil,  Pans, 

France,  a  corporation  of  France 

Application  November  14.  1930.  Serial  No.  49D.581 

In  France  November  15,  19-Jy 

4  Claims.     (CL  250—39) 


In  a  car  truck,  side  frames  having  bolster  col- 
umns, bolster  springs  supported  at  their  lower  : 
ends  by  said  side  frames,  wedge  members  rest  ng 
on  the  upper  ends  of  said  springs,  and  having 
friction  surfaces  engaging  said  columns,  said 
wedge  members  having  recessed  surfaces  of  ar- 
cuate-shape in  vertical  longitudinal  cross  sec- 
tion and  of  semi-elUptical-shape  in  vertical 
transverse  section,  the  chords  of  the  arcs  formal 
by  said  recessed  surfaces  in  vertical  longitudinal 
section  lying  in  planes  tipped  diagonally  up- 
wardly and  toward  the  friction  surfaces  of  said 
wedge  members,  balls  disposed  within  said  re- 
cesses and  a  truck  bolster  having  surfaces  ad- 
jacent its  ends  directly  opposed  to  the  recessed 
surfaces  of  said  wedge  members,  the  opposed  sur- 
faces of  said  bolster  resting  on  said  baUs. 

2  013  798 

CHOKE  VALVE  CONTROL  MEANS 

George  A.  Yanochowski.  La  Grange,  111.,  assignor 

to  Kellogg  Switchboard  and  Supply  Company, 

Chicago  111.,  a  corporation  of  Illinois 

Application   April  9,  1932.  Serial  No.  604.291 

4  Claims.     iCI.  74—2) 
1    In  a  choke  valve  operating  means  control 
apparatus  a  rod  for  operating  the  choke  valve 


1    A  frequency  meter  comprising  an  aperiodic 
circuit  including  two  conductors,  a  tuned  circuit 
including  a  condenser  and  said  conductors,  each 
of  said  conductors  being  common  to  the  aperiodic 
and  the  tuned  circuit,  means  to  induce  in  tne 
first  conductor  a  current  of  a  phase  variable  with 
the  frequency  and  another  current  of  fixed  phase 
ead  ng  by  an  angle  of  90  degrees  with  reference 
to  the  potential  inducing  the  said  current  of  va- 
riable phase,  and  to  induce  in  the  second  con- 
ductor a  current  of  a  phase  variable  with  the 
fiequencv  and  another   current  of  fixed  phase 
iagS  by  90  degrees  in  reference  to  the  poten- 
t?fl  inducing  the  said  current  of  variable  phase, 
means  adapted  to  collect  and  detectt^.e  currents 
of  each  of  the  said  conductors,  said  means  shunt- 
ing a  part  of  each  of  the  conductors,  and  mdicat- 
S|  meIJi  coupled  with  the  detection  means. 


2,013,800 

PULVERIZING   APPARATUS 

Fred  H    Daniels.   Worcester.  Mass..   assignor  to 

Wley  Stoker  Corporation,  Worcester,  Mass.,  a 

corporation  of  Massachusetts 

AppUcation  June  26,  1931.  Serial  No.  546.962 
2  Claims.     (CL  83—11) 

1  A  pulverizing  apparatus  comprismg  a  casing 
sha"ped  to  provide  a  pulverizing  chamber  and  a 
fan^amber  at  one  side  of  the  PuWenzmg  cham- 
ber the  pulverizing  chamber  being  connected  to 
the  fan  chamber  by  a  centrally  located  Passage, 
a  horizontal  rotatable  shaft  extending  through 
the  casing,  a  rotor  mounted  on  the  shaft  uithin 
the  pulverizing  chamber,  impact  members  on  the 
rotor  and  a  fan  mounted  on  the  shaft  withm  the 
fan  chamber,  the  fan  chamber  having  a  periph- 
eral wall  shaped  as  a  scroll  leading  to  a  discharge 
connection  adjacent  the  up-running  portion  of 
the  fan  the  pulverizing  chamber  having  a  periph- 
eral inlet  opening  adjacent  the  up-running  por- 
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tion  of  the  rotor,  and  the  casing  having  a  re- 
movable section  located  adjacent  the  down-run- 


ning portions  of  the  fan  and  rotor  to  allow  ac- 
cess to  the  interior  of  the  casing. 

2.013,801 
FOOD  CUTTER 

Meredith  R.  Hatch.  Toledo,  Ohio,  assignor  of  one- 

half  to  George  R.  Corrigan,  Sylvania.  Ohio 

Application  Jane  2.  1933,  Serial  No.  674.062 

8  Claims.     (CI.  17—25) 


1.  In  a  food  cutter,  a  work  table,  the  work  table 
having  means  for  holding  the  food,  a  plurality 
of  cutting  tools,  a  cutting  tool  carrier,  the  tool 
carrier  having  a  hood  portion  and  a  pair  of  leg 
portions,  the  leg  portions  adapted  to  be  slidably 
moved  over  the  work  table,  a  pair  of  shafts,  each 
of  the  shafts  having  parallel  grooves  in  spaced 
relation  to  each  other,  grooves  formed  in  the  leg 
portions  adaptec*.  to  receive  the  ends  of  the  shafts, 
means  for  locating  each  cutting  element  in  po- 
sition within  each  of  the  f^rst  named  parallel 
grooves,  and  means  extending  within  the  hood 
portion  for  holding  the  shafts  in  position  with 
respect  to  the  second  named  giooves  whereby  the 
cutting  elements  may  engage  food  materials  on 
the  surface  of  the  work  table. 

2  013  802 
CONCEALED  MANIFOLD  GAS  RANGE 
SUnley  H.  Hobson,  Rockford.  111.,  assigrnor  to  Geo. 
n.  Roper  Corporation.  Rockford.  111.,  a  corpo- 
ration of  Illinois 

AppUcaUon  July  16.  1931.  Serial  No.  551.151 
Renewed  January  25.  1935 
20  Claims.     (CL  126 — 39) 
1.  In  a  gas  range,  the  combination  of  a  cook- 
ing top  having  a  burner  compartment  therebe- 


neath.  a  burner  in  said  compartment,  a  gas  sup- 
ply manifold,  a  cock  for  delivering  gas  from  the 
manifold  to  the  burner,  a  tray  disposed  beneath 
the  burner  and  forming  the  bottom  of  the  burner 
compartment,  the  same  being  slldable  forwardly 
in  said  compartment,  an  apron  for  concealing  the 


manifold  and  closing  the  front  of  the  burner 
compartment,  said  apron  being  provided  on  the 
front  end  of  the  tray  to  move  Into  and  out  of 
operative  position  therewith,  the  apron  having  a 
hole  provided  therein,  and  operating  means  for 
the  cock  extending  forwardly  through  said  hole. 

2,013.803 
CRACKING  HYDROCARBON  OILS 

Edward  W.  Isom,  Scarsdale.  N.  Y.,  assignor  to 
Sinclair  Refining  Company,  New  York,  N.  Y.,  a 
corporation  of  Maine 

Application  April  14,  1931.  Serial  No.  529.979 
9  Claims.     (CI.  196 — 51) 


1.  In  the  cracking  of  higher  boiling  hydrocar- 
bon oils  for  the  production  of  lower  boiling  hydro- 
carbon oils,  the  improvement  which  comprises 
supplying  a  stream  of  liquid  oil  to  an  elongated 
heating  zone  and  heating  said  stream  of  oil  to 
an  initial  high  cracking  temperature  sufficient  to 
effect  substantial  vaporization  of  said  oil  at  the 
pressure  to  which  it  is  subjected  and  maintain- 
ing it  at  a  temperature  not  less  than  said  initial 
high  cracking  temperature  for  a  prolonged  period 
of  time  by  pas.sing  said  stream  in  totality  through 
a  series  of  cycles  in  each  of  which  it  Is  subjected 
successively  to  heat  exchange  with  products  of 
combustion  hotter  than  the  oil  in  said  cycles  and 
to  digestion  in  an  enlarged  digestion  zone  without 
extraneous  heating  or  substantial  extraneous 
cooling. 

2.013.804 
PRODUCTION  OF  PITIE  LECITHIN 

Gustav   Klein,   Mannheim,   and   Karl   Tauboeck. 
Ludwigshafen-on-the-Rhine,      Germany,      as- 
signors to  Winthrop  Chemical  Company,  Inc., 
New  York,  N.  Y.,  a  corporation  of  New  York 
No  Drawing.     Application  June  17.  1933.  Serial 
No.  676.320.     In  Germany  June  21,  1932 
10  Claims.     (CI.  260—99.20) 
1.  The    process    for    the    production    of    pure 
lecithin  which  comprises  removing   water  from 
a  substance  containing  lecithin,  extracting  the 
water-free   substance   by   means   of  an   organic 
solvent,  incorporating  the  resulting  solution  with 
an  inorganic   oxidic  sol,  thus  precipitating  the 
lecithin,  and  then  separating  the  pure  lecithin 
from  the  precipitate. 
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2,013,805 
MECHANICAL  FREE-FLOATING  BRAKE 

DRUM 

James  Albert  Mcintosh,  Detroit,  Mich.,  assignor 
to  Budd  Wheel  Company.  Philadelphia.  Pa.,  a 
corporation  of  Pennsylvania 
Application  May  2,  1932,  Serial  No.  608,584 
10  Claims.     (CI.  188—218) 


1  A  composite  brake  drum  comprising  a  head 
and  a  braking  ring  having  an  internal  braking 
surface  said  ring  being  secured  to  said  head 
through  a  connection  effecting  the  transmission 
of  torque  therebetween  but  allowing  free  an- 
nular expansion  of  the  ring  relatively  to  the  head, 
said  connection  including  an  annular  channel 
and  means  for  preventing  relative  rotary  motion 
of  said  head  and  ring. 


2.013.806 
FREQUENCY  MLXTIPLIER 

Mendel    Osnos.    Berlin,    Germany,    assignor    to 
Telefunken    Gesellschaft   fur   Drahtlose    Tele- 
graphic m.  b.  H..  Berlin,  Germany,  a  corpora- 
tion of  Germany  ^    ^     .   ,  ^.      ^no  ocm 
AppUcation  April  2,  1932,  Serial  No.  602.864 
In  Germany  April  8,  1931 
1  Claim.     (CI.  250— 36) 


-I  J  I* 


quency  whereby  said  fundamental  frequency  and 
certain  of  said  harmonic  frequencies  are  pre- 
vented to  a  certain  extent  from  fiowmg  through 
said  output  circuit,  and  a  work  circuit  coupled 
to  one  of  said  inductances  in  said  output  circuit 
which  is  tuned  to  a  harmonic  of  said  funda- 
mental frequency. 

2,013,807 
MODULATION 
Thomas  Henry  Price,  Chelmsford,  EngUnd,  as- 
signor   to    Radio    Corporation    of    America,    a 
corporation  of  Delaware  .  ,  ^,     «.,^  ««,* 

AppUcation  June  9,  1933,  Serial  No.  674,984 
In  Great  Britain  June  20,  1932 
2  Claims.     (CI.  179—171) 


In   a   frequency   multiplier,   a  thermionic   re- 
peater tube  having  anode  cathode  and  control 
grid  electrodes,  a  circuit  including  an  inductance 
connected  between  the  control  grid  electrode  and 
cathode  of  said  repeater  tube,  a  circuit  ^or  im- 
pressing oscillations  to  be  multiplied  on  said  in- 
ductance, a  condenser  connected  in  parallel  with 
said  inductance  for  tuning  the  same  to  the  fre- 
quency of  the   oscillations  to   be  multiphed.  a 
source  of  direct  current  in  said  first  named  cir- 
cuit for  applying  a  negative  potential  to  the  con- 
trol grid  electrode  of  said  repeater  tube,  an  out- 
put  circuit    connected   between   the   anode   and 
cathode  electrodes  of  said  tube,  said  output  cir- 
cuit including  a  source  of   potential  for  apply- 
ing a  positive  potential  to  said  anode  whereby 
oscillations  of  complex  form  including  said  fun- 
damental frequency  and  harmonics  thereof  are 
produced  in  said  output  circuit,   a  plurality  of 
inductances  in  series  in  said   output  circuit,  a 
tuning   capacity    in  parallel    with  each   of  said 
inductances,    certain   of    said   capacities    tuning 
certain  of  the  inductances  each  to  a  different 
harmonic  of   the   frequency   of   the  oscillations 
Impressed  on  said  inductance  connected  between 
the  control  electrode  and  cathode  of  said  tube, 
one  of  said  capacities  tuning  the  inductance  in 
parallel  therewith  to  the  said  fundamenUl  fre- 


1.  A  modulating  device  comprising  a  pair  of 
thermionic  tubes  each  having  anode,  cathode  and 
control  grid  electrodes,  means  for  applying  car- 
rier wave  oscillations  to  be  modulated  to  the  con- 
trol grids  of  said  tubes,  a  tuned  circuit  connected 
between  the  anodes  of  said  tubes,  a  blocking  con- 
denser interposed  in  said  connection  between  the 
anode  of  each  tube  and  said  tuned  circuit,  an  ad- 
ditional thermionic  tube  having  a  control  grid 
electrode  energized  by  signal  potentials,  said  ad- 
ditional tube  also  having  an  anode  electrode  and 
a  cathode  electrode,  and  inductive  means  for  con- 
necting the  anode  to  cathode  impedance  of  said 
additional  tube  in  series  with  the  anode  to  cathode 
impedances  of  said  first  named  tubes. 

2  013  808  ^ 

PROCESS    FOR   PULVERIZING    SEMISOLID 
MATERIALS 

Thomas  Robinson.  New  York.  N.  Y.,  assignor  to 
I.Ancaster  Asphalt.  Inc..  New  York,  N.  Y.,  a  cor- 
poration of  Delaware  .  ,    ,      ^,,  /.«, 

AppUcation  December  17,  1929.  Serial  No.  414,691 
10  Claims.     (CI.  83—94) 


4m  ■■■^■>^^-^^— ryw- 


.^■i     ail* 

^ — ' — ^1^'     'V — '"^d  ' 

*  — «• 


1.  A   method   of    pulverizing    semi -solid    sub- 
stances, which  comprises  subjecting  pieces  of  the 
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substances  in  a  pulverizing  zone  to  rapidly  re- 
peated impacts  at  high  speed,  and  continuously 
passing  a  cooling  medium  at  high  velocity  through 
said  zone  in  intimate  contact  with  the  substances 
to  maintain  the  zone  and  the  substances  therein 
at  a  temperature  well  below  that  at  which  the 
substances  become  soft,  and  withdrawing  the 
pulverized  substances  in  a  current  of  the  said 
cooling  medium. 

8.  A  method  of  pulverizing  a  heat  softenable 
solid  substance,  which  comprises  mixing  the  sub- 
stance with  a  non-stick  material  and  simulta- 
neously impacting  the  substance  and  material 
while  the  same  is  suspended  in  a  high  velocity 
current  of  a  gaseous  cooling  medium,  and  there- 
after rapidly  withdrawing  the  suspension  of  sub- 
stance and  material  in  the  cooling  medium. 


2,013.809 
PRODUCTION  OF    XITROGEN 
Eric    Hall    Salisbury,    Norton -on -Tees,    England, 
assignor  to  Imperial  Chemical  Industries  Lim- 
ited, a  corporation  of  Great  Britain 
Application  October  14,  1932,  Serial  No.  637,844 
In  Great  Britain  October  20.  1931 
3  Claims.     (CI.  23—277) 


^^:.=^ 


1.  An  apparatus  for  the  decomposition  of  am- 
monia into  its  elements  and  for  the  combustion 
with  air  of  the  resulting  gases,  comprising  a  cylin- 
drical combustion  chamber,  a  coiled  iron  tube 
located  in  one  end  thereof  and  adapted  to  be 
swept  externally  by  the  combustion  products, 
means  for  admitting  ammonia  to  said  coil  and  for 
withdrawing  the  decomposition  products  there- 
from, means  for  passing  the  said  decomposition 
products  to  the  other  end  of  the  combustion 
chamber,  and  means  for  admitting  air  into  said 
combustion  chamber  in  amounts  controllable 
with  respect  to  the  rate  of  flow  of  said  gases. 


2,013,810 

LOAD  INDICATOR 

Edwin  J.  Shimek,  Houston,  Tex. 

AppUcation  March  7,  1932,  Serial  No.  597,135 

5  Claims.  (CI.  265 — 47) 
1.  A  tension  Indicator  adapted  to  be  attached 
to  the  dead  end  line  of  a  well  drilling  rig,  compris- 
ing a  beam  adapted  to  engage  the  dead  end  line 
at  two  spaced  points,  pressure  operated  means  for 
deflecting  said  line  between  said  points,  and  for 
maintaining  said  deflection  substantially  constant, 
pressure  responsive  means  indicating  the  force 
required  to  maintain  said  deflection  and  means 


for  adjusting  the  degree  of  such  deflection  In  ac- 
cordance with  the  mechanical  advantage  obtained 
by  the  load  supix)rt  of  said  rig. 


5.  A  load  indicator  adapted  to  be  attached  to 
the  dead  end  line  of  a  well  drilling  rig  comprising 
a  beam  adapted  to  engage  the  line  at  two  spaced 
points,  a  diaphragm  chamber  having  a  diaphragm 
therein,  said  diaphragm  chamber  having  adjust- 
able means  for  securing  it  to  said  beam,  a  mem- 
ber secured  to  said  diaphragm  and  adapted  to  en- 
gage the  cable  at  a  point  intermediate  the  points 
of  engagement  of  said  beam  whereby  a  portion  of 
the  cable  is  deflected,  pressure  responsive  means 
for  maintaining  said  angle  of  deflection  substan- 
tially constant,  said  means  for  connecting  said 
diaphragm  chamber  with  said  beam  comprising  a 
plurality  of  apertures  located  in  .said  beam  and 
a  plurality  of  corresponding  apertures  within  the 
portion  of  said  diaphragm  chamber  adjacent  said 
beam,  and  a  pin  for  locking  said  members  in  en- 
gagement whereby  the  angle  of  deflection  of  said 
cable  may  be  varied  in  accordance  with  the  me- 
chanical advantage  of  the  particular  well  drilling 
rig  with  which  the  indicator  Is  used. 

2.013.811 
HYDRATED  LIME  COMPOSITION 
Ralph  W.  Smith.  Stc.  Genevieve.  Mo.,  assignor  to 
Peerless  White  Lime  Company,  St.  Louis.  Mo., 
a  corporation  of  Missouri 
No  Drawing.    AppUcation  October  28,  1932, 
Serial  No.  640.017 
1  Claim.     (CI.  106 — 24) 
The  process  of  forming  a  hydrated  lime  com- 
position for  use  as  a  plastering  material  which 
comprises  forming  a  precipitate  of  calcium  car- 
bonate* by  introducing  cart>on  dioxide  into  a  solu- 
tion of  quick  lime  in  water  and  mixing  the  wet 
calcium   carbonate  precipitate   with   a   substan- 
tially larger  volume  of  high  calcium  quick  lime, 
the  weight  of  the  calcium  carbonate  used  being 
not   less   than    10%    or   more   than   25%    of   the 
weight  of  the  quick  lime,  and  the  water  content  of 
the  precipitate  being  only  slightly  In  excess  of 
the  total  of  the  amount  evaporated  by  the  reac- 
tion and  the  amount  required  to  completely  hy- 
drate the  lime. 


2.013.812 
INKING  DEVICE 
Charles  Leon  Hippolyte  Supligeau.  Malakoff,  and 
Robert    Richard    Jean    Guyot,    ChatiUou    sous 
Bazneux,  France 

Application  October  12.  1933.  Serial  No.  693,356 

In  Belgium  April  4.  1933 

6  Claims.     (CI.  91 — 68) 

1.  Method  of  applying  carbon  copying  Ink  to 

limited  parts  only  of  paper,  which  comprises  ap- 
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plying  such  Ink  to  a  printing  element  having  a 
pattern  thereon  of  a  size  different  from  the  size 
of  the  coated  part  to  be  produced,  bringing  the 
patterned  part  of  the  printing  element  into  con- 


tact with  the  paper,  and.  during  such  contact, 
causing  relative  sliding  motion  between  the  paper 
and  the  printing  element  of  such  proportions  as 
to  cause  the  printing  element  to  produce  on  the 
paper  a  coated  part  of  the  desired  size. 


2  013.813 
PROCESS  FOR   THE   UTILIZATION  OF 
BATTERY    PLATE    SCRAP 
Alfred   M.    Thomsen.    San   Francisco,   Calif.,   as- 
signor  to   Thomsen   Chemical    Corporation,   a 
corporation  of  California 

No  Drawing.     Application  May   6,  1932, 
Serial  No.  609.765 
3  Claims.      (CI.  75—18) 
1.  The  process  of  treating  battery  plate  scrap, 
which    comprises    separating    said    scrap    Into 
antlmonial  lead  of  high  antimony  content  and 
lead  compounds  of  low  antimony  content,  roast- 
ing the  latter   to  convert  same  Into  the  mixed 
oxides,  treating  the  calcines  with  an  acid  capable 
of  forming  soluble  lead  salts  and  Insoluble  oxy- 
salts  of  antimony,  and  separating  the  lead  solu- 
tion from  the  antlmonial  residue. 


2.013.814 
ROLLER   BEARING 

Frank  Tyson.  Canton.  Ohio 

AppUcation  June  21.  1934.  Serial  No.  731,578 

4  Claims.     (CI.  308 — 214) 


1.  In  a  roller  bearing,  the  combination  of  a 
cone  having  a  frusto-conlcal  outer  raceway,  a 
cup  having  a  frusto-conical  inner  raceway,  a 
plurality  of  tapered  rollers  rolling  on  and  between 
said  raceways,  said  rollers  being  formed  with 
frusto-conical  axial  extensions  on  their  large 
ends,  and  a  circumferential,  radially  extending, 
pressure  flange  at  the  large  end  of  the  inner 
raceway,  the  peripheral  face  of  the  flange  being 
of  frusto-conlcal  shape  and  contacting  with  said 
frusto-conlcal  axial  extensions  on  the  large  ends 
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of  the  rollers,  the  cones  of  said  raceways,  rollers, 
flange  and  roller  extensions  being  generated 
from  a  common  apex. 


2,013.815 
DIRECTIONAL  RELAY  ELEMENT 

Roy  J.  Wensley,  Bloomfield.  N.  J.,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, East  Pittsburgh,  Pa.,  a  corporation  of 
Pennsylvania 

Application  Mav  11,  1934.  Serial  No.  725,091 
7  Claims.     (CL  175 — 294) 


1.  In  protective  apparatus  for  an  alternating- 
current  circuit,  an  electric  discharge  device  hav- 
ing a  pair  of  electrode  terminals  and  having 
electrodes  forming  a  discharge  path,  said  device 
having  characteristics  such  that  the  current  flow 
In  said  discharge  path  varies  substantially  in  ac- 
cordance with  the  voltage  applied  to  said  termi- 
nals up  to  a  predetermined  voltage  value  and 
remains  substantially  constant  for  voltages  above 
said  predetermined  value,  an  output  circuit  in- 
cluding said  discharge  path,  a  directional  elec- 
troresponslve  device  having  potential  terminals 
energized  from  said  output  circuit,  and  means 
for  energizing  said  electrode  terminals  In  ac- 
cordance with  a  voltage  condition  of  said  alter- 
nating-current circuit. 


2,013,816 
EQUIPMENT  FOR  FUEL  OIL  BURNERS 

John  W.  West,  Portland.  Maine 

Application  .\ugust  28,  1933,  Serial  No.  687,176 

2  Claims.     (CL  230—133) 


1.  An  equipment  for  oil  burners  comprising  a 
base  member,  a  semi-circular  depression  in  the 
top  surface  of  said  base  member,  an  enlarged 
half-collar  portion  extending  therefrom,  a  fan- 
wheel  hood  superimposed  on  said  base  member, 
a  half-collar  portion  of  said  fan-wheel  hood 
adapted,  in  conjunction  with  the  half-collar 
portion  on  the  base  member,  t^  form  a  passage- 
way for  air,  and  a  circular,  Eccentrically  posi- 
tioned aperture  in  one  side  o^  said  hood,  con- 
stituting means  to  admit  air  to  the  interior  of 
said  hood,  said  aperture  continuing  in  the  form 
of  a  narrow  slot  to  the  base  line  of  said  hood. 
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2.013,817 
CIRCUITOUS  ELEVATOR  CONTROL 
SYSTEM 
Harold    E.    White    and    Arthur    W.    Haverkamp, 
Wilkinsburg:,    Pa.,    assigrnors    to    Westin^house 
Electric  and  Manufacturing  Company,  a  corpo- 
ration of  PennsylyanJa 

Application  May  23.  1931,  Serial  No.  539.552 
11  Claims,     i  CI.  187— 16) 


1.  In  a  circuitous  elevator,  a  plurality  of  re- 
ceptacles movable  in  an  endless  path,  means  for 
selecting  any  one  of  said  receptacles  and  causing 
it  to  be  moved  to  a  predetermined  position  by  the 
shortest  route,  said  means  Including  control 
means  having  a  member  movable  in  accordance 
with  the  movement  of  said  receptacles,  a  plurality 
of  operating  means  on  said  movable  member, 
one  for  each  of  said  receptacles,  for  the  purpose 
of  selecting  a  desired  receptacle,  and  means  re- 
sponsive to  the  actuation  of  any  one  of  said  op- 
erating means  for  selectively  effecting  the  move- 
ment of  said  receptacles  whereby  the  selected 
receptacle  moves  to  the  predetermined  position 
by  the  shortest  route. 


2  013  818 

METHOD   OF   SHARPENING    AND   REPOINT- 

ING  PLOWSHARES 

Lee  O.  Wiese,  Perry,  Iowa 

Application  January  27,  1934.  Serial  No.  708,686 

11  Claims.     (CI.  29—14) 


J3 


10.  The  method  of  sharpening  and  repointing 
a  worn  nose  of  a  plow  share  which  consists  in 
first  providing  upper  and  lower  repair  elements, 
applying,  aligning,  and  welding  the  lower  repair 
element  to  the  under  surface  of  the  nose  portion 
with  its  front  end  extending  beyond  the  worn 
end  of  the  nose,  then  applying,  aligning,  and 
welding  the  upper  repair  element  to  the  upper 
surface  of  the  worn  nose  with  its  front  end  over- 
lapping the  lower  end  of  the  lower  repair  ele- 
ment and  welding  the  adjoining  ends  of  the  ele- 
ments together,  and  finally  filling  in  any  unde- 
sired  cavity  with  welding  material. 


2.013.819 
RAILWAY  TRAFFIC  CONTROLLING 
SYSTEM 
Sedgwick  N.  Wight,  Rochester.  N.  Y.,  assignor  to 
General    Railway    Signal    Company,    Roches- 
ter, N.  Y. 
Application  November  1.  1929,  Serial  No.  404,022 
Renewed  September  20.  1932 
23  Claims.     (CI.  246 — 160) 


1.  In  a  system  of  approach  locking  for  power- 
operated  switches,  the  combination  with  a  lock 
stick  relay  which  mu.st  be  energized  to  permit 
power  operation  of  a  railway  track  switch,  of  a 
pick-up  circuit  for  said  stick  relay  closed  only 
upon  simultaneous  shuntmg  of  two  different  but 
adjacent  track  circuits. 


2.013,820 

STAGGERED-SEGMENT  ARCH 

Winfred  E.  Wilson.  Los  Angeles.  Calif. 

AppUcaUon  July  31.  1933.  Serial  No.  683.051 

10  Claims.     (CI.  108 — 23) 


1.  In  an  arch  rib  having  a  plurality  of  adjacent 
rows  of  arch  segments,  coupling  means  support- 
ing the  segment  ends  horizontally  and  vertically 
and  comprising  a  member  of  flanged  metal  at- 
tached to  the  middle  part  of  each  segment  in  one 
row  and  engaging  a  horizontal  face  of  the  end 
portions  of  the  abutting  segments  in  adjacent 
rows  and  means  fastening  the  ends  of  the  abut- 
ting segments  to  the  flanged  metal  member  so 
that  the  ends  of  the  abutting  segments  are  sup- 
ported horizontally  and  vertically. 


2.013.821 

ELECTRIC  MOTOR 

Norman     S.    Yost,    Howell.    Mich.,    assignor    to 

Howell     Electric     Motors     Company,     Howell, 

Mich.,  a  corporation  of  Michigan 

Application  November  4.  1933,  Serial  No.  696.600 

5  Claims.     (CI.  172— 278) 


4.  A  single  phase   alternating  current   motor 
having  a  plurality  of  poles,  a  pair  of  windings  ex- 
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tending  side  by  side  and  comprising  two  Insulated 
conductors  wound  as  a  single  strand  about  each 
of  said  poles,  and  means  for  connecting  said  two 
windings  in  series  or  in  parallel. 


2,013,822 
BURNER  CONTROL  DEVICE 
William  T.  Bradbury,  Kankakee.  111.,  assignor  to 
Florence  Stove  Company,  Boston,  Mass.,  a  cor- 
poration of  Massachusetts 
Application  Mav  5,  1933.  Serial  No.  669,543 
3  Claims.     (CI.  251—1) 


3.  A  device  for  controlling  the  flow  of  fuel  to 
a  burner  comprising,  in  combination,  a  valve  body 
having  a  fuel  passage  therethrough  provided 
with  a  port,  a  valve  member  having  one  end  fit- 
ting snugly  in  said  port  and  having  in  one  side 
thereof  a  tapered  slot  opening  from  said  end. 
said  valve  member  being  rotatably  movable  from 
a  position  where  said  slot  is  closed  by  said  port  to  a 
position  where  said  slot  p>ermits  a  regulated 
fiow  through  said  port  for  normal  operation  of 
the  burner,  said  valve  member  also  being  rectl- 
llnearly  movable  to  a  position  where  said  end  is 
clear  of  said  port  to  permit  a  flow  for  flooding 
the  burner,  and  sprinc  menns  opposing  the  recti- 
linear movement  of  the  valve  member  for  auto- 
matically returning  said  end  to  a  position  within 
said  port. 

2.013.823 
HEADREST   FOR   SHAMPOOING 

Samuel  Chancer,  Los  Angeles,  Calif. 

Application  June  11,  1934,  Serial  No.  730.025 

1  Claim.     (CI.  4—159) 


In  a  device  of  the  character  described,  a  base 
portion,  a  downwardly-extending  flange  conform- 
ing to  the  shape  of  the  inner  wall  of  a  wsish- 
bowl.  a  retaining  flange  on  the  outside  of  said 
base  to  maintain  said  base  in  operative  position, 
a  concave  drain-apron,  a  curved  recess  at  the 
top  of  said  drain-apron,  and  a  neck -supporting 
flange  at  the  bottom  of  said  curved  recess. 


2.013.824 
COMBINATION   STORM   AND   SCREEN   SASH 

Arthur  A.  Ensminger,  Cleveland.  Ohio 

AppUcatioD  February  10,  1934.  Serial  No.  710,674 

12  Claims.     (CI.  20—55) 


1.  A  sash  comprising  a  hollow  sash  frame  of 
substantially  non-corrosive  sheet  metal  having  a 
panel  receiving  aperture  provided  therein,  in 
combination  with  a  plurality  of  F>anels  for  use 
according  to  season  and  adapted  for  being  inter- 
changeably mounted  in  said  panel  receiving  aper- 
ture, and  threaded  means  for  releasably  and 
interchangeably  securing  said  panels  in  said 
panel  receiving  aperture  in  said  sash  frame  in 
rigid  and  immovable  relation  therewith. 


2.013,825 
CELLLXOSE  MIXED  ESTER  COATINGS 
Charles  R.  Fordyce,  Rochester,  N.  Y.,  and  James 
D.  Coleman.  Jr.,  Columbus.  Ohio,  assignors  to 
Eastman  Kodak  Company,  Rochester,  N.  Y.,  a 
corporation  of  New  York 

No  Drawing.     Application  May  21,  1932, 
Serial  No.  612,854 
9  Claims.     (CL  91—70) 
1.  A  process  of  coating  an  article  comprising 
drawing  it  through  a  hot,  liquid  mixture  com- 
prising, as  its  preponderant  components,  a  cellu- 
lose mixed  organic  ester  containing  an  aliphatic 
acid    radical    having    more    than    seven    carbon 
atoms  and  a  non-volatile  softener  for  the  cellu- 
lose ester,  the  softener  being  present  in  smaller 
amount  than  the  cellulose  ester,  then  drawing 
the  article  through  an  oriflce  of  a  size  and  shape 
suitable  for  imparting  the  desired  thickness  to 
the  coating,  and  allowing  the  coating  to  harden 
by  cooling. 

2.013.826 

SCREW   DRIVER 

William  Jacobson.  Gig  Harbor.  Wash. 

Application  November  27.  1934,  Serial  No.  755,039 

2  Claims.     (CL  145 — 50) 


1.  A  screw  driver,  comprising  a  shank  and  a 
blade,  said  blade  having  a  longitudinally  extend- 
ing recess  in  one  side  thereof  and  in  substan- 
tially  the   transverse  center,    a  yieldable  screw 
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holding  member  extending  longitudinally  of  the 
shank  and  the  blade,  said  shank  having  a  re- 
cess spaced  upwardly  from  the  recess  of  the 
blade,  said  screw  holding  member  having  the 
upper  end  portion  thereof  disposed  in  said  recess 
of  the  shank,  the  intermediate  portion  of  said 
screw  holding  member  being  normally  disposed 
in  spaced  relation  to  the  adjacent  side  of  the 
blade  and  the  shank,  the  forward  end  portion  of 
said  screw  holding  member  being  offset  in  the 
direction  of  the  blade  and  normally  disposed 
partially  in  the  recess  of  the  blade. 


2,013.827 
CIRCUIT  INTERRUPTER 

Oliver  S.  Jennincs,  Mansfield,  Ohio,  assigrnor  to 
Westing:hoase  Electric  A  Manufacturing  Com- 
pany, East  Pittsborrh,  Pa.,  a  corporation  of 
Pennsylvania 

Application  February  23,  1934,  Serial  No.  712,578 
18  CUims.     (CI.  200—116) 


10.  In  a  circuit  interrupter,  means  for  open- 
ing and  for  closing  the  circuit,  and  actuating 
means  therefor  including  an  electro-responsive 
means,  a  pivoted  actuating  member,  an  over-cen- 
ter spring  for  connecting  said  actuating  member 
and  said  electro-responsive  member,  and  an  op- 
erating handle  for  permitting  manual  operation 
of  said  Interrupter,  said  electro- responsive  means 
being  actuable  upon  the  occurrence  of  prede- 
termined electrical  conditions  to  cause  sufficient 
relative  motion  between  the  line  of  action  of  said 
spring  and  the  pivot  point  of  said  actuating  mem- 
ber to  cause  said  spring  to  move  said  means  for 
opening  and  for  closing  the  circuit  to  the  open  cir- 
cuit position,  said  operating  handle  having  cam 
means  associated  therewith  for  releasably  en- 
gaging said  actuating  member  during  the  circuit 
closing  operation,  said  releasable  cam  engaging 
means  operatively  engaging  said  actuating  mem- 
ber when  said  interrupter  Is  in  the  open  circuit 
position,  so  as  to  permit  manual  closing  of  said 
means  for  opening  and  for  closing  the  circuit,  and 
disengaging  said  actuating  member  when  said  In- 
terrupter is  in  the  closed  circuit  position  so  as  to 
permit  said  electro  responsive  means  to  cause 
said  means  for  opening  and  for  closing  the  cir- 
cuit to  move  to  the  open  circuit  position  irrespec- 
tive of  the  position  of  said  operating  handle. 


2,013,828 
VERTICAL  FXUE  BOILER 

Jesse  C.  Johnson,  Oakland,  Calif. 

Application  January  30.  1933,  Serial  No.  654,140 

1  Claim.     (CI.  122 — 166) 

A  vertical  boiier  comprising  an  outer  shell  and 
an  inner  shell  having  a  water  space  formed  there- 
between and  a  combustion  space  within  the  inner 
shell,  an  inner  series  of  water  tubes  extending 
vertically  in  said  combustion  space,  each  tube 
having  its  lower  end  connected  through  the  inner 
shell  wall  intermediate  the  height  of  the  shell 
and  Its  upper  end  connected  through  the  top  of 
the  Inner  shell,  an  outer  series  of  water  tubes  ex- 
tending vertically  in  the  combustion  chamber 
about  the  Inner  series  with  their  ends  secured 
through  the  head  and  annular  wall  of  the  inner 
shell   whereby   circulation    is   effected   upwardly 


through  both  sets  of  tubes,  and  downwardly  be- 
tween the  shells,  a  flue  communicating  with  the 
inner  shell  for  the  escape  of  the  products  of  com- 
bustion, said  flue  being  located  Immediately  above 
the  lower  connections  of  the  outer  series  of  tubes 
pas.«ung  horizontally  through  the  water  space, 
and  a  cylindrical  partition  within  the  Inner  shell 
surrounding  the  inner  series  of  tubes  and  having 
its  lower  end  terminating  in  an  annular  flange 


engaging  the  wall  of  the  inner  shell  between  lower 
ends  of  the  inner  and  outer  tubes  and  Its  upper 
end  terminating  In  spaced  relation  to  the  top  of 
the  inner  shell  whereby  the  heat  is  first  applied 
to  the  inner  series  of  tubes  thence  passing  over 
the  top  of  the  partition  and  thence  downwardly 
between  the  partition  and  the  inner  shell  to  the 
flue,  to  heat  the  outer  series  of  tubes  and  the  inner 
shell. 


2.013,829 

STEAM  GENERATOR 

Walter    Francis    Keenan,    Jr.,    Pelham    Manor, 

N.  Y.,  assignor  to  Foster  Wheeler  Corporation, 

New  York,  N.  Y.,  a  corporation  of  New  York 

AppUcation  July  7.  1931,  Serial  No.  549,212 

In  Great  BriUin  July  7.  1930 

30  Claims.     (CI.  122 — 279) 


1.  A  steam  generator  comprising  wall  structure 
enclosing  a  heating  chamber,  said  wall  structure 
including  a  vertical  wall,  a  collector  header  out- 
side said  chamber  and  adjacent  said  vertical  wall, 
a  distributor  header  outside  said  chamber  and  ad- 
jacent said  vertical  wall,  a  horizontally  extending 
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loop  tube  extending  within  said  chamber  and 
passing  through  said  vertical  wall  at  right  angles 
thereto,  one  end  of  said  tube  being  connected  to 
said  distributor  header  and  the  other  end  being 
connected  to  said  collector  header,  the  connec- 
tions of  the  tube  to  the  headers  being  at  the  same 
elevation,  and  extended  surface  members  sur- 
rounding Laid  tube  in  said  chamber,  the  portions 
of  said  tube  between  the  headers  and  said  vertical 
wall  being  straight  and  the  tube  being  expanded 
into  said  wall. 


2,013.830 

HYDROLYSIS  OF  THE  ORGANIC  ACID 

ESTERS   OF  CELLLXOSE 

Carl  J.  Malm  and  Charles  L.  Fletcher,  Rochester, 

N.  Y.,  assignors  to  Eastman  Kodak  Company, 

Rochester,  N.  Y.,  a  corporation  of  New  York 

Application  January   11,  1933,  Serial  No.  651,138 

6  Claims.     (CI.  260—102) 
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1.  A  process  of  hydrolyzing  an  organic  acid 
ester  of  cellulose  which  comprises  treating  the 
ester  with  a  bath  which  is  given  hydrolyzing 
prop>erties  by  supplying  water  thereto,  initially 
and  over  the  major  portion  of  the  hydrolysis  pe- 
riod, in  an  amount  sufficient  to  inhibit  degrada- 
tion of  the  ester  but  insufficient  to  render  the 
bath  non-solvent  of  the  ester. 


2  013  831 

PERMANENT  WAVE   SPINT)LE 

Budd  J.  Moore,  Tulsa,  Okla. 

Application  August    11,   1934.   Serial  No.  739,486 

7  Claims.     (CI.  132—33) 


1.  A  p>ermanent  wave  spindle  comprising  a 
mandrel  around  which  convolutions  of  the  hair 
are  passed,  a  hinged  clamping  arm  carried  by 
the  mandrel  for  said  convolutions  and  a  plurality 
of  circumferentlally  spaced  hinged  arms  carried 
by  the  mandrel  in  superimposed  relation  to  the 
clamping  arm  and  around  which  reverse  bends 
of  the  hair  may  be  passed. 


2  013  832 

DUPLICATING  MACHINE 

Ingwald  M.  Newgard,  Los  Angeles,  Calif.,  assignor 

to    Jiffy    Duplicator   Corporation,   Wilmington, 

Del.,  a  corporation  of  Delaware 

Application  April  10,  1933.  Serial  No.  665,458 

12  Claims.     (CI.  101—131) 
1.  A  self  supporting  rectangular  frame  com- 
prising two  solid   yoke-shaped   members  having 
their  ends  pivotplly  joined,  the  frame  having  its 
cross  members  at  each  end  provided  with  down- 


wardly directed  slots  for  holding  a  flexible  print- 
ing medium,  the  latter  bsing  insertable  in  said 
slots  when  the  two  frame  parts  are  swung  out  of 


line  on  their  pivots  but  becoming  tightly 
stretched  when  the  frame  parts  are  again  swung 
into  continued  allnement. 


2,013.833 
GARMENT 
Theodore  Papageorge,  Milwaukee,  Wis.,  assignor 
to  Monarch  Manufacturing  Company,  Milwau- 
kee, Wis.,  a  corporation  of  Wisconsin 
Application  April  3,  1935,  Serial  No.  14,388 
4  Claims.     (CI.  2—96) 


1.  In  a  body  garment,  right  and  left  fronts  each 
having  a  lapel  foldably  associated  with  the  upper 
portion  thereof,  and  a  separable  fastener  com- 
prising two  cooperable  continuous  rows  of  slides, 
one  of  said  rows  extending  along  the  extreme  edge 
of  one  of  said  fronts  up  to  the  lower  end  of  the 
corresponding  lapel  and  from  thence  extending 
over  said  front  and  substantially  along  the  fold 
line  of  said  lapel,  and  the  other  of  said  rows  ex- 
tending along  the  extreme  edge  of  the  other  of 
said  fronts  up  to  the  lower  end  of  the  other  lapel 
and  from  thence  continuing  along  the  extreme 
free  edge  of  said  other  lapel,  so  that  by  initially 
folding  said  first  lapel  into  the  plane  of  its  car- 
rier front  said  fastener  may  be  utilized  to  fold  the 
other  lapel  externally  over  said  inltiaUy  folded 
lapel  and  the  garment  may  be  closed  substan- 
tially up  to  the  neckline. 


2  013  834 
EDGE  MOLDING  APPARATUS 
Frank  Paparella.  Brighton,  Mass. 
AppUcation  October  13,  1932,  Serial  No.  637,622 
43  Claims.     (O.  223—57) 
1.  In  an  apparatus  for  pressing  and  molding 
edge  portions   of  garment   material,   the  combi- 
nation of  a  presser  member  adapted  to  press  ma- 
terial, cloth  supporting  means  adapted  to  support 
the  material  against  the  pressures  of  the  presser 
member,  an  edge  molding  member  having  a  wall 
portion  shaped  to  conform  to  the  desired  contour 
of  edge  portions  of  the  material,  means  for  hold- 
ing the  said  wall  portion  of  the  molding  member 
adjacent   the    cloth    supporting   means    whereby 
the  said  wail  abuts  externally  and  molds  the  said 
edge  of  the  material  during  the  pressing  of  the 
surface  of  the  material  by  said  presser  member 
and  means  for  movably  securing  the  edge  mold- 
ing member  for  movement  in  a  direction  trans- 
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verse  lo  the  plane  of  the  said  supporting  means. 
43.  In  a  device  for  predetermining  the  position 
of  the  fold  of  adjacent  lapel  and  collar  portions 
of  a  garment,  the  combination  of  a  cloth-engag- 
ing surface,  rib  means  secured  to  said  surface, 
stop  means  secured  at  a  predetermined  distance 


from  said  rib  means  and  adapted  to  abut  the 
apex  of  the  notch  separating  the  lapel  and  collar, 
and  a  second  stop  means  secured  in  predeter- 
mined position  relative  to  said  rib  means,  adapt- 
ed to  abut  the  edge  of  the  material  to  position 
the  said  edge  at  a  predetermined  angle  relative  to 
said  rib  means. 


2.013.835 

METHOD  AND  MEANS  FOR  MOLDING  EDGE 

PORTIONS  OF  MATERIAL 

Frank  Paparella,  Needham.  Mass. 

AppUcaUon  Jnly  3.  1933.  Serial  No.  678,763 

In  Canada  Janaary  21,  1933 

22  Claims.     (CI.  223— 57) 


7.  The  method  of  shaping  the  edge  of  garment 
material  which  comprises  placing  edge  portions 
of  the  material  and  an  edge  pressing  body  In 
abutting  relationship,  producing  pressure  be- 
tween the  edge  of  the  material  and  the  edge  press- 
ing body  and  relatively  moviiig  the  pressing  body 
and  the  material  in  a  direction  transverse  of 
the  said  edge  of  the  material,  whereby  to  mold 
and  iron  the  edge  to  the  desired  shape. 

15.  The  method  of  shaping  the  lapel  portions 
of  a  garment  which  comprises  steaming  the  ma- 
terial to  render  It  plastic,  manipulating  the  tip 
of  the  lapel  to  press  plastic  edge  portions  there- 
of against  an  edge  molding  wall,  manipulating 
edge  portions  of  the  collar  and  edge  portions 
of  the  lapel  remote  from  the  tip  to  distribute  and 
press  the  same  against  an  edge  molding  wall 
and  simultaneously  delineating  the  shape  oi"  the 
notch  separating  the  lapel  and  collar  and  sub- 
sequently producing  pressure  between  the  edge 
of  the  material  and  its  molding  wall  and  moving 
the  edge  confining  body  suid  the  material  rela- 
tively in  a  direction  transverse  of  the  edge  of  the 
material  to  mold  the  edge  of  the  material  to  the 
shape  desired. 


2.013.836 
INDUCTION  RELAY 
John  S.  Panona,  Swissvale.  Pa.,  assirnor  to  West- 
infhonse  Electric  A  Manafacturinr  Company, 
East  Pittsburch,  Pa.,   a  corporation  of  Penn- 
sylvania 
Application  November  13,  1934.  Serial  No.  752,897 
9  Claims.     (CI.  175—294) 


1.  In  an  alternating -current  relay  of  the  in- 
duction type,  magnetic  structure  including  a 
first  polar  portion  and  a  second  polar  portion. 
a  first  coll  means  Inductively  associated  with  said 
first  polar  portion,  a  second  coll  means  induc- 
tively associated  with  said  second  polar  portion, 
and  an  induction  member  Including  a  conduct- 
ing portion  having  the  form  of  a  surface  of  revo- 
lution surrounding  said  first  polar  portion  and 
said  first  coil  means,  said  conducting  portion  be- 
ing inductively  subject  to  magnetic  fields  pro- 
duced by  both  of  said  polar  portions. 


2,013J37 
CONSISTENCY  AND  TIME  INDICATING  AND 
RECORDING  EQUIPMENT  FOR  CONCRETE 
MIXERS 
Lewis  A.  Perry,  Seattle,  Wash.,  assigrnor  to  Pioneer 
Sand  &  Gravel  Company,  Seattle.  Wash.,  a  cor- 
poration of  Washinrion 
Application  May  24.  1930,  Serial  No.  455,271 
15  Claims.     (CL  83—73) 


1.  The  combination  with  a  rotary  concrete 
mixing  drum  having  means  for  elevating  the 
mix  therein  and  dumping  the  same  in  a  vertical 
plane,  said  drum  having  a  normally  inoperative 
chute  movable  Into  the  path  of  descent  of  said 
dumped  mix  for  discharging  the  same,  of  testing 
apparatus  for  use  In  connection  with  said  drum 
for  determining  the  cwisistency  of  the  concrete 
mix.  said  testing  apparatus  comprising  a  receiver 
adapted  for  normal  disposition  in  the  path  of  said 
stream  of  falling  mix,  a  gauge  for  indicating  the 
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weight  of  the  concrete  on  said  receiver  disposed 
exteriorly  of  the  drum,  means  operatively  inter- 
connecting said  receiver  and  the  indicating 
gauge,  and  means  for  removing  said  receiver 
from  and  simultaneously  moving  the  discharge 
chute  into  the  path  of  said  stream  of  falling  mix 
for  discharging  the  latter  through  said  chute. 

2,013.838 

ROLLER  CORE  DRILLING  BIT 

Rowland  O.  Pickin.  Los  Anceles,  Calif. 

AppUcation  December  27.  1932,  Serial  No.  648,832 

9  Claims.     (CL  255—72) 


1.  A  roller  drilling  tool,  embodying  a  connect- 
ing joint  a  tubular  bearing  head  for  attachment 
to  said  joint  provided  with  a  tubular  bearing  pin 
extending  outwardly  therefrom  and  upon  which 
an  annular  cutter  is  rotatably  mounted,  said  cut- 
ter being  of  such  dimensions  that  it  cuts  on  dia- 
metrically opposite  sides  of  the  borehole  simul- 
taneously, and  is  rotatably  locked  thereon  by  lock- 
ing means  inserted  into  a  groove  formed  partly  in 
said  cutter  and  partly  in  said  bearing  pin  through 
an  aperture  in  said  pin.  said  locking  means  be- 
ing secured  In  said  groove  by  a  plug  inserted  into 
said  aperture,  said  plug  being  secured  therein  by 
a  sleeve  located  in  the  interior  of  said  bearing  pin. 

2  013  839 
ROLLER  DRILLING  BIT 

Rowland  O.  Pickin.  Los  Angeles.  Calif. 

Application  January  16.  1933.  Serial  No.  651.912 

10  Claims.     (CI.  255 — 71) 


Ing  downwardly  therefrom;  an  intemaUy  thread- 
ed bushing  mounted  upon  said  pin;  a  cutter  ro- 
tatably mounted  upon  said  bushing,  said  cutter 
being  of  such  dimensions  that  it  cuts  upon  di- 
ametrically opposite  sides  of  the  borehole  simul- 
taneously. 

2.013.840 

INTERNAL  COMBUSTION  ENGINE 

Karl  W.  PieUcke.  Detroit,  Mich. 

Application  February  8,  1932,  Serial  No.  591,511 

3  Claims.     (CI.  123 — 50) 


1    A  roller  drilling  bit  embodying  a  head:   a 
pin  inclined  to  th2  axis  of  taid  head  and  project- 


2.  In  an  internal  combustion  engine,  a  cylin- 
der having  portions  of  different  diameter  and 
provided  with  exhaust  ports,  a  skirted  piston  re- 
ciprocably  mounted  in  the  cylinder,  a  second  pis- 
ton reciprocably  mounted  within  the  first  piston, 
a  crank  shaft,  means  connecting  the  pistons  to 
diametrically  opposite  sides  of  the  crank  shaft,  the 
chamber  between  the  pistons  providing  a  combus- 
tion chamber  and  the  chamber  between  the  piston 
skirt  and  cylinder  providing  an  air  pressure  cham- 
ber, air  intake  valves  opening  into  said  air  pres- 
sure chamber,  intake  ports  for  the  combustion 
chamber  opening  into  said  air  pressure  chamber 
and  exhaust  ports  for  the  combustion  chamber 
adapted  to  register  with  the  exhaust  ports  of  the 
cylinder,  the  intake  ports  being  opened  by  the 
second  piston  and  a  fuel  nozzle  terminating  at 
the  wall  of  the  first  piston  and  the  first  piston 
being  provided  with  a  fuel  port  adapted  to  be 
brought  to  registration  with  said  fuel  nozzle  at 
the  point  of  highest  compression  in  the  combus- 
tion chamber. 

2.013.841 
MANUFACTURE   OF   FIBER   ARTICLES 

George    A.    Richter,    Berlin,    N.    H..    assignor    to 

Brown  Company,  Berlin,  N.  H.,  a  corporation  of 

Maine 

No  Drawing.    .Application  December  10,  1932, 

Serial  No.  646.741 

5  Claims.      (CI.  92 — 20) 

4.  A  process  of  producing  a  waterlaid  felt  which 
comprises  beating  rag  stock,  whose  fibers  must 
be  reduced  in  size  in  order  to  be  uniformly  felt- 
able,  in  the  presence  of  water  to  form  a  hydrated. 
substantially  uniformly  feltable  pulp  or  halfstufl 
containing  the  fibers  in  substantially  their  final 
felt-making  size,  thereafter  treating  the  pulp 
with  an  alkaline  liquor  to  destroy  hydrated  cel- 
lulose and  thereby  to  increase  the  freeness  of  the 
pulp  without  sensibly  damaging  the  pulp  fibers. 
washing  the  treated  pulp,  and,  without  hydrating 
of  the  pulp  thereafter,  forming  the  resultant  freer 
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pulp,  with  its  fibers  at  essentially  the  same  length 
as  after  the  beating  operation,  into  a  waterlaid 
felt. 


2,013.842 
APPARATUS  FOR  THE  OPTICAL  REPRESEN- 
TATION    OF     OBJECTS      WITH      STEREO- 
SCOPIC EFFECT 

Lawrence  Francis  Savage.  London,  Eni:land 

Application  October  24,  1931.  Serial  No.  570.880 

In  Great  Britain  April   1.  1931 

19  Claims.     (CI.  88—16.6; 


1.  Means  for  producing  optical  representations 
of  objects  with  steroscopic  effect,  comprising  a 
pair  of  similar  optical  systems  each  consisting  of 
components  that  include  an  objective  lens,  such 
objective  lenses  being  relatively  disposed  with  ref- 
erence to  a  sight  axis  to  produce  separate  view 
point  images  having  stereoscopic  relation,  and 
transmitting  components  adapted  to  project  said 
images  in  superposition  upon  a  focal  plane  com- 
mon to  the  optical  systems,  supports  for  the  ob- 
jective lenses  of  the  respective  optical  systems, 
which  supports  are  mounted  for  an  oscillatory 
movement  in  a  direction  transverse  to  the  sight 
axis  for  the  variation  of  the  ocular  distance  be- 
tween the  objective  lenses  of  the  two  systems, 
mounts  upon  the  said  supports  for  the  objective 
lenses,  the  said  mounts  being  adapted  for  a  move- 
ment of  oscillation  in  the  direction  of  the  axis  of 
the  respective  objective  lenses,  and  means  auto- 
matically to  impart  movements  of  oscillation  to 
the  said  supports  with  reference  to  the  sight  axis 
for  the  successive  superposition  of  the  images  of 
objects  at  different  distances  comprised  In  the  sep- 
arate view  point  images,  and  movements  of  oscil- 
lation of  the  mounts  of  the  objective  lenses  in  the 
axial  direction  accurately  to  focus  the  objective 
lenses  upon  the  said  objects  simultaneously  with 
the  superposition  of  the  images  of  the  said  objects, 
and  driving  mechanism  for  continuing  the  said 
movements  of  oscillation  of  the  said  supports  and 
the  said  mounts  cyclically  during  the  period  of  the 
production  of  the  optical  representations. 


2.013.843 

TOY 

Carl  Schwedhelm,  Detroit.  Mich. 

Application  October  22,  1932.  Serial  No.  639,109 

1  Claim.     (CI.  208—113) 


=P  —i 


In  a  vehicle,  the  comb  nation  of  a  base,  front 
wheels  mounted  thereon,  means  arranged  on 
said  base  for  causing  rotation  of  the  front  wheels. 


a  rear  axle  pivotally  mounted  centrally  of  its 
length  beneath  the  base,  a  rear  wheel  mount- 
ed on  each  extremity  of  the  rear  axle,  a  yoke  the 
extremities  of  which  are  secured  to  said  axle 
equ. distant  from  and  on  opposite  sides  of  its 
pivotal  mounting,  a  steering  spindle  rotatably 
mounted  on  the  base  and  extending  both  above 
and  beneath  the  latter,  a  rearward  extension 
integral  with  the  lower  extremity  of  the  spin- 
dle, an  arm  spaced  from  said  extension  and  posi- 
tioned in  vertical  alignment  with  the  rear  ex- 
tremity thereof,  the  front  end  of  said  arm  be- 
ing secured  to  said  extension,  a  roller  rotatable 
about  a  vertical  axis  between  said  arm  and  said 
extension  and  supported  at  its  ends  by  the  said 
arm  and  said  extension,  the  intermediate  portion 
of  the  yoke  having  parallel  spaced  sides  against 
which  opposite  s.des  of  the  roller  bear  so  that 
as  the  spindle  is  turned  the  intermediate  spaced 
sides  of  the  yoke  move  longitudinally  relative  to 
the  roller  and  turn  the  rear  axle. 


2.013.844 

CONTINUOUS  FEED  ENVELOPE  ASSEMBLY 

John  Q.  Sherman,  Dayton.  Ohio 

AppUcation  June  4.  1934.  Serial  No.  729,035 

25  Claims.     (CI.  229 — 69) 


1.  An  envelope  assembly  for  use  In  a  writing 
machine  provided  with  a  pin  feeding  device  for 
advancing  the  writing  material  through  the  ma- 
chine, including  a  series  of  interconnected  en- 
velopes arranged  in  a  continuous  strip,  said  strip 
being  provided  with  marginal  feed  holes  for  feed- 
ing the  envelopes  through  the  writing  machine. 


2,013.845 

ART   OF    PROJECTION 

Walter  G.  Wolfe.  Greenwood.  Mass. 

AppUcation  April  18,  1933,  Serial  No.  666.661 

5  Claims.      (CI.  88 — 24) 


1.  In  a  projection  system  in  combination  with 
the  rectangular  picture  aperture,  a  light  source, 
means  for  projecting  a  beam  of  circular  cross 
section  In  line  with  said  aperture,  a  projection 
lens  system  therefor,  and  a  positive  acting  lens 
system  disposed  in  the  path  of  the  beam  in  ad- 
vance of  said  aperture  and  having  in  close  jux- 
taposition a  pair  of  cylindrical  surfaces  of  crossed 
axes  and  of  unequal  curvatures,  and  of  opposite 
effect  and  concentratively  disposed  with  reference 
to  the  aperture  and  between  the  light  source  and 
said  aperture  and  at  a  less  distance  therefrom 
than  its  focal  length,  whereby  the  Illumination 
of  said  aperture  by  said  beam  is  made  substan- 
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tially  uniform  by  opposite  distortions  of  the  beam 
or  axei  at  right  angles  to  each  other  to  effect 
the  condensation  of  the  beam  in  the  shorter 
dimension  of  the  aperture  and  a  spread  of  the 
beam  in  the  longer  dimension  of  the  aperture  in 
substantial  rectangular  coincidence  with  the 
aperture  opening  and  projected  to  the  nodal  point 
of  the  projection  lens  system. 

2.013.846 

INFLATER  CONNECTER 

Roger   Borel.  Paris.  France,  assignor  to  Societe 

Anonyme  Edouard  Dubied  &  Compagnie.  Neu- 

chatel,  Switzerland 

Application  September  20.  1933.  Serial  No.  690.239 

In  France  September  29.  1932 

1  Claim.     (CI.  152—11.5) 


A  pressure  regulating  cut  off  comprising  a  bal- 
ancing piston  rod.  a  closure  element  mounted 
on  one  end  of  said  piston  rod  by  means  of  a 
universal  joint,  a  collar  on  said  piston  rod,  a 
spring  bearing  against  said  collar,  means  for  ad- 
justing the  compression  of  said  spring,  a  piston 
member  surrounding  said  piston  rod  and  movable 
axially  in  relation  thereto,  said  piston  bearing 
against  the  opposite  side  of  said  collar  to  that 
co-operating  with  the  spring,  a  housing  within 
which  said  piston  is  slidably  accommodated  in  an 
air-tight  manner,  said  housing  being  provided 
with  an  air  inlet  passage  arranged  obliquely  to 
the  piston  rod.  a  seat  to  co-operate  with  said 
closure  element,  a  spring  acting  against  said  pis- 
ton and  an  external  operating  knob  on  said 
piston  rod. 

2.013,847 

GARMENT    POCKET 

Laura  M.  Gephardt,  Davenport.  Iowa 

Application  May  5.  1934.  Serial  No.  724.023 

7  Claims.      (CI.  2—252) 


1.  A  garment  pocket  comprising  a  portion  of 
the  garment,  a  pocket  member  stitched  or  other- 
wise suitably  secured  thereto,  a  slit  opening  into 
the  pocket,  a  slide  fastening  having  its  respec- 
tive interlocking  members  attached  to  the  re- 
spective sides  of  the  slit,  a  cover  member  united 
to  the  garment  at  one  end  of  the  slit  extending 
lengthwise  of  the  slit  adapted  to  cover  the  slide 
fastening  when  in  closed  position,  and  means  for 
readily  attaching  the  opposite  end  of  the  cover 
member  to  the  garment,  said  cover  member  being 
suitably  united  to  the  movable  member  of  the 
slide  fastening  and  adapted  to  secure  it  in  closed 
position.  ^1.  . 


2,013.848 

AIR  COOUNG  AND  CONDITIONTNG  UNIT 

Frederick  J.  Heideman,  Detroit.  Mich. 

Application  November  3,  1933,  Serial  No.  696,577 

14  Claims.     (CI.  62—95) 


/T- 


11.  An  air  cooling  unit  comprising  a  plurality 
of  evaporators  spaced  apart  in  the  direction  of 
one  of  their  dimensions  and  having  their  other 
dimensions  largely  exceeding  the  first  mentioned 
dimension  and  each  having  at  its  top  an  elon- 
gated header  into  which  a  vaporized  refrigerant 
may  rise,  means  for  receiving  said  evaporators 
and  for  additionally  receiving  a  hold-over  liquid 
substantially  submerging  the  evaporators,  and 
for  forming  air  passages  between  the  evaporators, 
means  for  impelling  air  through  said  passages, 
means  establishing  a  series  connection  between 
said  headers  of  the  evaporators,  for  the  flow  of 
a  refrigerant  therethrough,  and  means  for  de- 
livering a  liquid  refrigerant  to  the  evaporators, 
and  for  withdrawing  the  vaporized  refrigerant 
from  said  headers. 


2  013  849 

ROTARY  SPRINKLER  FOR  ATHLETIC 

FIELDS 

John  H.  Keys.  Dayton.  Ohio 

Application  August  2?.  1933.  Serial  No.  687.257 

8  Claims.     (CI.  299 — 61) 


4.  In  a  submerged  sprinkler  assembly,  a  tubu- 
lar retainer  having  its  upper  portion  formed  of 
resilient  material  and  a  plunger  the  top  of  which 
is  normally  flush  with  the  surrounding  surface, 
said  plunger  including  a  plate  the  diameter  of 
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which  approaches  the  Inside  diameter  of  said  re- 
tainer and  a  resilient  member  mounted  upon  said 
plate,  the  height  of  which  Is  greater  than  the 
diameter  of  the  plate,  said  resilient  member  form- 
ing a  closure  for  said  retamer. 

7.  In  a  disappearing  sprmkler  assembly,  the 
combination  Including  a  submerged  container  in- 
cluding a  rigid  housing  terminating  in  a  support- 
ing member  located  below  the  surface  and  a  re- 
silient annular  member  mounted  ujxjn  said  sup- 
porting member  and  terminating  flush  with  the 
surrounding  surface,  said  supporting  member 
being  embedded  In  said  resilient  ring  to  reen- 
force  it. 

2.013.850 

DEVICE     FOR    MEASURING     OR     DRAWING 

ANGLES  AND  INCLINATIONS 

Omer  Marie  CyriUe  MariscluU.  St.  Die.  Vos^es. 

France 

Application  March  15,  1934.  Serial  No.  715,679 

In  France  April  18.  1933 

2  Claims.    (CI.  33 — 88) 


1.  A  device  for  measuring  and  drawing  angles 
and  inclinations  comprising  outer  plate  mem- 
bers, an  Intermediate  partition,  spacing  members 
for  holding  said  plate  members  and  said  parti- 
tion In  spaced  relation,  movable  blades  pivoted 
between  said  plate  members  and  said  partition, 
said  blades  being  graduated  in  degrees  on  their 
edges,  clamping  means  to  hold  said  blades  in  a 
given  position  and  a  spirit  level  fixed  to  one  of 
s&id  plate  members. 


2.013.851 

MARKING  MACHINE 

Alfred    R.    Morrill,    BeTerly.    Mass.,    assinior    to 

United  Shoe  Machinery  Corporation,  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

AppUcation  March  31,  1931,  Serial  No.  526,705 

54  Claims.     (CI.  33 — 189) 


1.  In  a  sole-marking  machine,  means  for  posi- 
tioning the  toe  end  of  a  shoe  laterally  by  engage- 
ment with  the  sides  of  the  toe.  means  for  posi- 
tioning the  shoe  longitudinally  by  engagement 
with  the  end  of  the  toe.  pivoted  means  for  clamp- 
ing and  supporting  the  shoe  as  it  Is  being  swung 
into  engagement  with  said  positioning  means  and 
means  for  making  a  mark  upon  the  sole  In  pre- 
determined  relation   to  said   positioning  means. 


2.013.852 

LUNCH  BOX 

Ludwir  F.  Odendahl,  Sprinrdale.  Pa. 

Application  October  2,  1934,  Serial  No.  746.538 

13  CUlms.     (CI.  206 — 4) 


10.  In  a  lunch  box,  the  combination  of  two 
box  forming  side  portions  hinged  together,  each 
side  portion  having  outermost  inwardly  rounded 
tops,  a  resilient  clip  located  within  the  rounded 
top  of  one  side  portion  having  freely  movable 
terminals  for  receiving  a  thermos  bottle  therebe- 
tween, said  clip  having  its  outer  resilient  termi- 
nal projecting  and  cooperating  with  meajis  on 
the  other  box  portion  for  depressing  said  Termi- 
nal towards  the  other  terminal  in  removably  se- 
curing the  box  forming  sides  in  closed  position. 


2,013.853 

VALVE  FOR  RECEPTACLE  CLOSURES 

Eugene  J.  Ray,  Beverly,  Mass..  assignor  to  United 

Shoe  Machinery  Corporation,  Paterson,  N.  J.,  a 

corporation  of  New  Jersey 

AppUcation  November  11.  1931.  Serial  No.  574.388 

7  Claims.     (CI.  251— 1371 


4.  A  valve  comprising  a  plate  having  a  circular 
valve  opening  therein  with  an  out-turned  flange 
affording  a  valve  seat,  posts  projecting  from  one 
side  of  the  plate  outside  the  periphery  of  said 
flange,  a  valve  member  for  fitting  the  valve  seat 
and  movable  freely  between  and  guided  by  said 
posts,  a  bridge  member  detachably  locked  to  said 
posts  in  a  position  remote  from  the  valve  seat  and 
having  spring-retaining  means  thereon,  and  a 
valve  spring  interposed  between  the  bridge  mem- 
ber and  the  valve  member. 


2.013.854 

ELECTRIC  IRON 

Albertinc  Ruelland,  New  York.  N.  Y. 

Application  March  31,  1931.  Serial  No.  526.614 

6  Oaims.     (CI.  219—25) 

2.  An  electric  Iron  comprising  a  body  portion, 

having  a  heating  element,  a  boss  on  the  body 
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portion  and  having  a  socket,  spaced  terminals 
within  said  socket,  connections  between  the  ter- 
minals and  heating  element,  a  handle  having  a 
free  end,  a  connecting  member  connected  to  the 
other  end  of  the  handle  and  adapted  to  receive 


the  boss  for  pivotally  connecting  the  handle  to 
the  iron,  said  connecUng  member  having  an  in- 
ternal flange  providing  an  opening  adapted  to  re- 
ceive and  closely  fit  a  substantially  flat  plug  of 
an  electrical  conductor. 

2.013.855 

COVERED  CONTAINER  WITH  SEALING 

CLOSURE  THEREFOR 

Charles  S.  Baron.  Tiffin.  Ohio 

Application  September  12.  1929.  Serial  No.  392,165 

5  Claims.     (CI.  215— 40) 


1.  The  combination  with  a  container,  and  a 
cover  hinged  thereto,  of  a  mouth-defining  neck 
on  the  container,  a  yielding  annular  gasket  sub- 
stantially rectangular  in  cross  section,  exposed 
at  its  inner  corner  and,  fixedly  secured  to  the 
cover,  and  means  for  detachably  securing  the 
cover  in  gasket-compressing  position  over  the 
neck,  and  means  for  securing  the  gasket  to  the 
cover  consisting  of  an  annular  flange  on  the 
cover,  an  inturned  flange  thereon  engaging  the 
gasket  on  three  sides,  and  an  annular  plate  fas- 
tened to  the  cover  and  supporting  the  fourth  side 
of  the  gasket. 

2.013.856 
ALKALI-METAL     ZIRCONIUM     TARTRATE 
AND  METHOD  OF  PRODUCING  SAME 
Charles  J.  Kiniie.  Niagara  Falls,  N.  Y.,  assignor  to 
The  Titanium  Alloy  Manufacturing  Company, 
New  York,  N.  Y..  a  corporation  of  Maine 
No  Drawing.     Application  July  13.  1932. 
Serial  No.  622.316 
8  Claims.     (CI.  260—11) 
7.  An  alkali-metal  zirconium  ammonium  tar- 
trate product  characterized  as  being  a  non-crys- 
talline, transparent,  readily  water-soluble  mate- 
rial consisting  of  an  aqueous  complex  of  alkali- 
metal  zirconium  ammonium  tartrate  and  contain- 
ing less  than  0.05%  each  of  titanium  oxide  and 
ferric  oxide. 


2.013,857 
ZIRCONIUM  SIUCON  ALKALI  METAL  COM- 
POSITES    AND     METHODS     OF     MAKING 
SAME 

Charles  J.  Kiniie.  Niagara  Falls,  N.  Y.,  assignor  to 
The  Titanium  Alloy  Manufacturing  Company, 
New  York.  N.  Y..  a  corporation  of  Maine 
No  Drawing.     AppUcation  July  20,  1932, 
Serial  No.  623.605 
15  Claims.     (CI.  23—15) 
1.  The  method  of  making  a  zirconium  sihcon 
alkali  metal  composite  which  comprises  heating 
zirconium-containing    material    mixed    with    a 
strongly  alkaline  alkali-metal  compound  to  sub- 
stantial decomposition  to  form  an  acid  soluble  al- 
kali metal  zirconium  silicate,  and  treating  said 
siUcate  with  citric  acid  to  obtain  a  citrate  along 
with  zirconium  and  silicon  compounds  that  re- 
main stable  in  the  fluid  and  stabilized  solution. 

2,013358 
CONVEYER 

John  J.  Lawlor.  Plainfield,  N.  J.,  assignor  to  Gen- 
eral Foundry  Machinery  Corporation,  Wilming- 
ton, Del.,  a  corporation  of  Delaware 

Application  September  12,  1934,  Serial  No.  743,682 
7  Claims.     (CI.  198—218) 


'^  '  • 


1.  A  conveyer  comprising  a  bed,  a  carriage 
adapted  to  carry  a  load,  means  for  reciprocating 
the  carriage,  a  support  at  each  side  of  the  car- 
riage and  mounted  to  slide  vertically  with  respect 
to  the  bed  to  raise  the  load  off  the  carriage  and 
alternately  deposit  the  load  on  the  carriage,  and 
means  on  the  carriage  for  controlling  the  vertical 
reciprocation  of  the  supports  in  timed  relation  to 
the  reciprocation  of  the  carriage. 

2  013  859 
MEAT  PRODUCT  FROM  COOKED  MEAT  AND 

METHOD  OF  MAKING   THE   SAME 

John  C.  MacLachlan,  Chicago,  111.,  assignor,  by 

mesne  assignments,  to  Albert  P.  Hunt,  Chicago. 

lU. 

AppUcation  November  10,  1928.  Serial  No.  318,358 

3  Claims.     (CI.  99—11) 


as 


jgs^asBSSSSi 


1.  The  process  of  producing  a  dry  powdered 
meat  which  consists  in  cooking  the  meat,  separat- 
ing the  lean  meat  from  the  fat  and  bone  por- 
tions, grinding  the  lean  meat,  adding  a  liquid  and 
a  small  amount  of  ground  vegetable  fat  to  the 
ground  meat,  finely  disintegrating  the  resulting 
mixture  and  then  separating  and  rapidly  drying 
the  material  in  a  gaseous  medium  to  form  a 
powder. 
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2.013,860 
IMPROVED  REGILATOR  VALVE 

Clayton  B.  McElwaine.  Tulsa.  Okla..  assignor  of 
fifty-one  per  cent  to  Henry  N.  Greis.  Tulsa. 
Okla. 

AppUcation  May  17.  1934.  Serial  No.  726,154 
5  Claims.     (CI.  277 — 44) 


1.  In  a  valve  structure  of  the  class  described,  a 
cage  including  an  inlet  end  formed  with  a  fluid 
intake  passage  provided  at  Its  inner  end  with  a 
hard  metal  seat  and  a  surrounding  soft  seat,  and 
a  reclprocatory  valve  unit  mounted  in  said  cage 
and  embodying  inner  and  outer  hollow  parts  sep- 
arately engageable  with  said  seats,  the  inner 
member  leading  the  fluid  from  the  intake  passage 
int9  the  outer  member  and  said  inner  member 
being  spaced  from  the  outer  member  to  pennlt 
the  fluid  to  escape  between  the  two  members 
when  the  outer  member  is  lifted  from  the  soft 
seat. 


2.013.861 

WAVE  MOTOR 

Alberto  Poisjaner.  Barcelona,  Spain 

Application  March  1,  1933.  Serial  No.  659.027 

In  Spain  April  25.  1932 

3  Claims.     (CI.  253 — 10) 


1.  Apparatus  to  use  the  energy  of  sea  waves  as 
motive  power,  comprising  in  combination  a  hori- 
zontal rectangular  culvert  communicating  with 
the  sea  and  narrowing  towards  the  end  remote 
from  the  sea.  a  vertical  chamber  in  the  shape 
of  a  truncated  cone  extending  from  and  connect- 


ing with  the  end  of  said  culvert  remote  from 
the  sea.  a  float  in  said  chamber  adapted  to  ascend 
and  descend  in  said  chamber,  means  for  convert- 
ing the  ascendmg  and  descending  movement  of 
said  float  into  rotary  movement,  valves  hingedly 
mounted  on  the  upper  side  of  said  float  adapted 
to  swing  upwards  under  the  action  of  the  water 
rising  in  said  chamber,  and  allow  the  water  to 
pass  on  to  the  upper  side  of  said  float  to  weight 
the  float  and  to  swing  down  and  close  the  gap  be- 
tween said  float  and  the  wall  of  said  chamber, 
and  Imprison  the  water  on  the  top  of  said  float 
so  that  the  descent  of  said  float  as  the  water 
recedes  from  said  chamber  is  caused  by  the 
weight  of  said  float,  the  water  on  the  top  there- 
of, and  suction  exerted  on  the  under  side  of  said 
float  and  said  valves  by  the  water  in  passing  out 
of  said  chamber. 


2.013.862 

COMPRESSOR 

Arthur  E.  Schuli,  Chicaifo.  and  Donald  J.  Phelps. 

Berwyn.    111.,    assignors    to    Frank    E.    Mandel 

Chicairo.  111. 

AppUcation  January   19.  1935.  Serial  No.  2.474 

10  Claims.     (CI.  230—214) 


1.  In  a  device  of  the  class  described  a  housing 
defining  a  rectangular  chamber,  intake  and  ex- 
hau.st  ports  arranged  in  pairs  on  each  side  of 
said  housing,  a  fluid-propelling  member  recip- 
rocating within  said  housing  for  alternately 
drawing  fluid  into  and  expelling  fluid  from  said 
housing,  and  a  second  fluid-propelling  member 
reciprocating  within  said  flrst-mentioned  member 
for  alternately  drawing  fluid  into  and  expelling 
fluid  from  a  space  defined  between  said  first 
member  and  said  second  member. 


2.013.863 

DUMPING  APPARATUS 

Joseph  H.  Siocum,  Lonf  Beach.  Calif. 

AppUcation  March  6.  1933.  Serial  No.  659,595 

7  Claims.  (CI.  166 — 19) 
1.  In  a  cement  dumper  for  use  in  a  well  cas- 
ing, the  combination  of  a  cement  holder  having 
a  valve  for  retaining  the  cement,  a  friction 
sleeve  disposed  below  the  cement  holder,  valve 
holding  means  for  holding  the  valve  closed,  a 
lost  motion  connection  between  the  sleeve  and 
the  cement  holder,  a  link  extending  down  the 
side  of  the  dumper  from  a  point  near  the  valve. 
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and  means  for  operating  the  link  by  a  relative 
upward    movement    of    the    cement   holder    to 


move  the  valve  holding  means  to  a  position  to 
release  the  valve. 

2,013.864 

GREASE  GUN 

Grover  C.  Smith.  Los  Angreles,  Calif. 

Application  December  17,  1934,  Serial  No.  757,880 

15  Claims.     (CI.  221—47.3) 


1.  In  a  gun  of  the  class  described,  a  charge 
barrel  having  a  head,  a  piston  fitting  in  the  bar- 
rel, a  piston  rod  slidably  connected  to  the  piston. 
a  spring  surrounding  the  rod  and  reacting  at  one 
end  on  the  piston,  an  abutment  slidably  mounted 
on  the  rod  and  against  which  the  spring  reacts, 
means  including  a  trip  latch  engaging  the  abut- 
ment and  locking  it  to  the  head,  and  means  at- 
tached to  said  rod  for  pulling  it  and  the  spring 
outwardly  through  the  head  with  the  unlocked 
abutment  and  whereby  the  rod  is  pushed  in- 
wardly through  the  locked  abutment  and  through 
said  piston  when  this  is  arrested  by  a  gun  charge. 

2.013.865 
FIBROUS  BODIED  ARTICLES  AND  METHOD 

OF   PRODUCING   THE   SAME 

Edward  C.  Sloan.  Geneva.  lU..  assignor  to  Jesse  B. 

Hawley,  Geneva.  111. 

AppUcation  May  19,  1934,  Serial  No.  726,610 

19  Claims.      (CI.  18 — 59) 


surface  of  said  body  with  a  layer  of  a  thermo- 
plastic vinyl  resin  of  the  bond  group  — CH:CH2. 
applying  heat  to  cause  the  thermoplastic  sub- 
stance to  fuse  with  said  body  and  form  a  covering 
for  said  body,  and  cooling  the  same  to  cause  the 
thermoplastic  substance  to  solidify. 

2.013.866 
LIGHTER 

Joseph  L.  Smith,  Buflfalo.  N.  Y..  assignor,  by  mesne 
assignments,  to  Faries  Manufacturing  Com- 
pany, Decatur,  lU.,  a  corporation  of  Illinois 

Original  application  October  18,  1928.  Serial  No. 
313.304.  now  Patent  No.  1,885,869.  November  1, 
1932.  Divided  and  this  appUcation  March  4, 
1932,  Serial  No.  596.862 

7  Claims.     iCl.  175—296) 


1.  A  method  of  making  an   article  having  a 
body  of  fibrous  material,  comprising  covering  the 


1.  An  igniter  for  a  smoking  device,  or  the  like, 
comprising  an  insulating  base  havmg  an  oF>en- 
ing  therethrough  for  receiving  a  torch,  a  spark 
button  carried  by  said  base  upon  an  upper  wall 
portion  of  the  opening,  a  contact  element  be- 
neath said  opening,  and  a  member  disposed  in 
said  opening  and  movable  by  the  torch  into  elec- 
trical connection  with  said  element. 

2.013.867 

ART  OF  PRESERVING  AND  PROTECTING 

RECORDS   AND    THE   LIKE 

Edward  C.  Sloan.  Geneva,  111.,  assignor  tc  Jesse  B. 

Hawley,  Geneva,  111. 
Original    appUcation    May    19.    1934.    Serial    No. 
726.610.     Divided  and  this  appUcation  May  19, 
1934.  Serial  No.  726.613 

6  Claims.     (CL  18 — 59) 


««!«<«Klwir'.^rtrtltinrtVO'. 
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1.  A  method  of  protecting  and  preserving  a 
record  and  the  body  bearing  the  record  compris- 
ing covering  the  record  and  said  body  with  a 
permanently  thermoplastic  vinyl  resin  of  the 
bond  group  — CH:CH2  subjecting  the  same  to 
heat  to  cause  said  substance  to  fuse  and  to  unite 
with  said  record  and  body,  and  cooling  the  same 
to  solidify  said  substance  to  form  a  protecting 
and  preserving  covering  for  said  record  and  body. 

2.013.868 
ELECTRIC  CONTACT 
Karl  Gustaf  Soderberg.  Detroit.  Mich.,  assignor  to 
UdyUte  Process  Company,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
AppUcation  December  17,  1930.  Serial  No.  502.908 
3  Claims.     ICI.  200 — 166) 
1.  The  method  of  reducing  resistance  to  cur- 
rent flow  in  an  electric  contact  comprising  apply- 
ing a  coating  of  a  corrosion  resisting  metal  to  the 
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base  metal  of  the  contact  at  a  temperature  below 

the  alloying  temperatures  of  said  metals  result- 
ing in  the  formation  of  a  film  resistance  at  the 


#» 


line  of  juncture  betwoen  the  said  metals,  then 
heating  this  product  to  a  temperature  at  which 
the  said  metals  alloy  with  each  other  to  destroy  or 
modify  this  film  resistance. 


2.013,869 

WEATHER  STRIPPING 

Arnold  J.  Spanjcrs  and  Anton  R.  Spanjers, 

Minneapolis.  Minn. 

Application  January  27,  1934.  Serial  No.  708.587 

1  Claim.     (CI.  20 — 69) 


.y^    ^     vj. 
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In  combmation  with  a  window  frame  provided 
with  the  usual  stops  and  a  sliding  sash  mounted 
in  said  frame,  weather  stripping  comprising  three 
cooperating  pieces  of  resilient  shset  material,  the 
first  of  said  pieces  having  an  attachment  por- 
tion secured  to  said  frame  between  said  frame  and 
one  of  the  longitudinal  edges  of  said  sash  and 
having  a  grooved  portion  extending  at  an  angle 
to  said  attachment  portion  and  in  close  relation 
to  th3  sash-side  of  one  of  said  stops  with  the 
entrance  to  said  groove  being  formed  between 
the  free  edge  of  said  piece  and  the  part  from 
which  said  grooved  portion  extends  in  angular 
relation,  said  second  piece  having  an  attachment 
portion  secured  to  the  face  of  said  sash  adja- 
cent said  stop,  said  face  having  its  portion  adja- 
cent th?  outer  longitudinal  edge  of  said  sash  rab- 
beted, said  second  piece  having  a  U-shaped  seal- 
ing portion  extending  from  said  last  mentioned 
attachment  portion  and  accommodated  in  the 
rabbeted  portion  of  said  sash  and  extending,  in 
general,  parallel  to  the  said  face  of  said  sash,  said 
sealing  portion  being  complementary  in  shape  to 
the  grooved  portion  of  said  first  mentioned  piece 
and  being  siidably  inierconnscted  therewith,  the 
slidably  interconnected  portions  of  said  two  pieces 
being  disposed  between  said  face  of  said  sash  and 
the  adjacent  side  of  said  stop,  and  a  third  piece 
of  angular  cross  sectional  shape  having  a  flange 
which  is  not  engaged  by  either  of  the  slidably 
connected  portions  of  said  first  and  second  pieces 
but  which  is  sealed  with  said  first  piece  and  ex- 
t3nds  in  a  plane  substantially  parallel  with  the 


attachment  portion  of  said  first  piece,  said  third 
piece  having  a  flange  extending  substantially  par- 
allel with  said  face  of  said  sash  and  being  slid- 
ably received  in  a  groove  in  said  frame  immedi- 
ately adjacent  said  stop. 


2.013.870 
DIE  CASTING  METAL  ALLOYS 
Geori^e  H.   Starmann,  Chicagro.   111.,  assijrnor  to 
Apex  Smelting  Co..  Chicajfo,  III.,  a  corporation 
of  Illinois 

No  Drawing:.    Application  April  2,  1934, 
Serial  No.  718,681 
4  Claims.     (CI.  75—1) 
1.  A  zinc  base  alloy  characterized  by  the  sub- 
stantially complete  elimination   of   intercrystal- 
line     oxidation     and     undesirable     dimensional 
changes,  comprising  S.O-ef^c    aluminum,  .01-. 1% 
magnesium,  M-.l%   titanium,  and  the  balance 
made  up  substantially  of  zinc. 


2.013.871 

HOLDING  MEANS  FOR  MOPS.  BRUSHES. 

AND  THE  LIKE 

Chester  A.  Taylor,  Los  Anreles.  Calif. 

Application  March  27,  1933,  Serial  No.  662.951 

3  Claims.     (CI.  306— 1) 


1.  In  a  holder  of  the  class  described,  a  handle, 
a  jaw  member  secured  to  one  end  thereof  and 
transversely  thereto  and  having  a  jaw  at  its  for- 
ward portion,  another  jaw  member  having  a  jaw, 
the  latter  jaw  being  reciprocally  mounted  in  op- 
posed relation  to  the  jaw  of  the  first  jaw  member 
and  engageable  with  the  latter  jaw,  the  first  jaw 
member  having  a  flat  lip  extending  backwardly 
from  the  lower  portion  of  the  jaw  thereof  at  an 
obtuse  angle  to  the  axis  of  the  handle  and  sub- 
stantially parallel  with  the  floor  or  wall  adapted 
to  be  cleaned. 


2  013  872 
JOURNAL  BEARING 

Albert  Vlrne,  Webster  Groves.   Mo.,  assifrnor  to 
National  Bearing  Metals  Corporation.  St.  Louis, 
Mo.,  a  corporation  of  New  York 
.Application  August  16,  1933.  Serial  No.  685.341 
1  Claim.     (CI.  30a— 79i 


In  a  device  of  the  class  described,  the  combi- 
nation with  a  motor  frame,  of  a  hollow  cap  se- 
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cured  thereto  and  forming  therewith  an  axle 
bearing  space,  said  cap  having  a  lateral  opening 
communicating  with  the  bearing  space  and  a 
top  opening  provided  with  a  movable  cover,  a 
sleeve  of  bearing  metal  in  the  bearing  space,  an 
axle  in  the  sleeve,  a  lubricant  receptacle  carried 
by  the  sleeve  and  projecting  laterally  from  the 
first  named  opening  into  the  cap,  and  a  filling 
tube  carried  by  the  receptacle  and  extending 
upwardly  to  a  point  adjacent  the  second  named 
opening. 

2.013.873 

PRODUCTION  OF   AROMATIC  AMINES  OF 

THE  BENZENE  SERIES 

Eberhard  Vo^t,  Leuna,  Germany,  assignor  to 
General  Aniline  Works.  Inc.,  New  York.  N.  Y., 
a  corporation  of  Delaware 

No  Drawing.  .'\pplication  January  26,  1934, 
Serial  No.  708.500.     In  Germany  February  8, 

1933 

7  Claims.     (CI.  260—130.5) 

1.  The  process  of  producing  aromatic  amines 
which  comprises  heating  the  vapour  of  a  phenol 
of  the  benzene  series,  ammonia  and  a  gas  com- 
prising essentially  hydrogen  in  the  presence  of 
a  catalyst,  the  catalytically  active  part  of  which 
is  selected  from  the  usual  dehydrating  catalysts 
under  a  pressure  between  50  and  300  atmospheres. 


sage  means  providing  a  relatively  free  flow  of  liq- 
uid therefrom,  said  passage  means  being  in  the 


2.013.874 

CARTON 

Georjre    E.    Whalley.    Chicago.    111.,    assignor    to 

Robert  Gaylord.  Incorporated.  St.  Louis,  Mo.,  a 

corporation  of  Missouri 

Application  February  23.  1935,  Serial  No.  7,663 

9  Claims.     (CL  229—52) 
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2.  A  carton  having  an  end  wall  comprising  an 
end  panel  and  a  reinforcing  flap  superimposed 
thereon,  said  parts  being  provided  with  register- 
ing hand  holes,  and  a  reinforcing  member  for 
the  upper  margin  of  the  hand  holes,  said  member 
being  integral  with  one  of  the  parts. 


2  013  875 
WELL  SURVEYING  APPARATUS 

William  E.  Winn.  Dallas.  Tex.,  assignor  to  Sperry- 

Sun    Well    Surveying    Company,   Pliiladelphia, 

Pa.,  a  corporation  of  Delaware 

Application  Aujfust  8.  1930.  Serial  No.  473,889 
5  Claims.     (CI.  33—205) 

1.  In  combination  with  a  hollow  drill  stem 
adapted  to  permit  the  downward  passage  of  a 
well  surveying  instrument  therethrough,  hy- 
draulic shock  absorbing  means  for  decelerating 
the  instrument  as  it  approaches  the  bottom  of  the 
drill  stem,  said  means  including  a  tube  smaller 
than  the  inside  diameter  of  the  drill  stem  having 
an  internal  cross-section  slightly  greater  than 
the  external  cross-section  of  the  instrument,  the 
bottom  of  the  tube  having  a  restricted  opening  to 
prevent  the  free  flow  of  liquid  therefrom,  and  the 
upper  part  ot  the  tube  being  provided  with  pas- 


<i- 


side  of  the  tube  so  as  to  be  closed  by  the  instru- 
ment during  its  passage. 


2,013.876 
BUILDER  MECHANISM  FOR  RING  SPINNING 

AND  TWISTING  FRAMES 
Robert  F.  Chase,  Lowell,  and  George  West.  ^Tiit- 
insville,   Mass.,   assigmors    to   Whitin   Machine 
Works,   Whitinsville,   Mass.,   a   corporation   of 
Massachusetts 
Application  January  4,  1933,  Serial  No.  650,128 
6  Claims.     (CL  242 — 43.7) 


1.  In  a  ring  spinning  or  twisting  machine  hav- 
ing a  fixed  ring  rail  and  a  movable  spindle  rail,  in 
combination,  a  builder  mechanism  comprising  as- 
sociated levers  mounted  on  spaced  pivots  and 
extending  from  their  pivots  in  opposite  directions 
and  alongside  each  other,  a  transmitting  mem- 
ber between  said  levers  and  engaging  both  levers, 
and  means  to  repeatedly  reciprocate  said  trans- 
mitting member  lengthwise  of  one  of  said  levers 
during  the  winding  of  a  bobbin  by  said  machine. 


2,013,877 
MOLYBDENUM-TITANILTVl    FERRO-ALLOYS 
George  F.  Comstock,  Niagara  Falls.  N.  Y..  assignor 
to  The  Titanium    Alloy   Manufacturing   Com- 
pany, New  York.  N.  Y.,  a  corporation  of  Maine 
No  Drawing.     Application  March  23.  1934, 
Serial  No.  717.073 
4  Claims.     (CI.  75—1) 
1.  A  ferro-alloy  having   a  low   melting   point 
and  freely  flowing  for  treating  molten  cast  iron 
or   steel  containing  substantially  25  to  75Sr    of 
molybdenum,  substantially  5  to  45%  of  titanium, 
and  the  balance  principally  iron. 
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2.013,878 
ELECTRIC  CONVERTER 
William  F.  Cotter  and  Marion  E.  Bond.  Spring- 
field,   Mass.,    assiirnors    to    United    American 
Bosch  Corporation.  Springffleld,  Mass..  a  corpo- 
ration of  New  York 

AppUcation  May  18.  1934.  Serial  No.  726,234 
8  Claims.     (CI.  175 — 363) 


/  ^^-"^^ 


1.  In  a  device  for  converting  direct  current  to 
alternating  current,  a  source  of  direct  current,  a 
circuit  connected  to  said  source  and  Including  a 
transformer  winding,  a  non-linear  resistance 
connected  in  said  circuit,  and  means  for  shunting 
said  resistance  at  intervals. 


2.013.879 

FOOD  MOLD 

Frank  C.  Dillenback.  Grand  Rapids.  Mich. 

Application  December  3.  1934.  Serial  No.  755,665 

8  CUims.     (CI.  107—19) 


X" 


^^ 


23 

1.  In  a  device  of  the  class  described,  a  flat 
plate  having  a  downwardly-outwardly  tapering 
circular  opening  therethrough,  and  a  cover 
plate  for  said  opening  laterally  swlngably  se- 
cured to  the  upper  surface  of  said  flat  plate. 


2.013.880 
SHOCK  ABSORBER 

Merritt  L.  Fox,  Buffalo.  N.  Y..  assigrnor  to  Houde 
Engineering  Corporation.  Buffalo.  N.  Y..  a  cor- 
poration of  New  York 

.Application  April  28.  1930,  Serial  No.  447.969 
11  Claims.     (CI.  188 — 88) 


1.  A  shock  absorber  comprising  a  working 
chamber  adapted  to  contain  a  fluid;  a  piston 
movably  arranged  therein:  a  transfer  passage 
leading  from  one  end  of  said  chamber;  a  gradu- 
ating valve  actuated  by  said  piston  and  control- 
ling the  proportions  of  fluid  passing  through  said 
passage;  and  means  for  regulating  the  quantity 
of  flow  through  said  passage. 


2  013  881 

MECHANICAL  GOLF  TEE 

Walter  P.  Fleming.  Detroit.  Mich. 

Application  July  7.  1930.  Serial  No.  465,840 

11  Claims.     (CI.  273— 33) 

1.  In  a  device  for  teeing  golf  balls,  a  casing,  a  tee 

pin  fixedly  mounted  within  and  projecting  above 

the  top  of  the  casing,  a  ball  lifting  frame  slidable 

on  said  tee  pin  for  receiving  and  raising  a  ball  to 


the  top  of  said  tee  pin  and  dei)OsltIng  same  there- 
on, means  mounted  within  said  casing  for  de- 
positing balls  consecutively  within  the  said  ball 


lifting  frame,  and  lever  operating  mechanism 
mounted  within  said  casing  and  connected  to 
the  lifting  frame  for  operating  same. 


2.013.882 
BED  ATTACHMENT 

Robert  B.  Francis.  Fostoria.  Ohio 

Application  July  14,  1933,  Serial  No.  680,449 

1  Claim.     (CI.  248—277) 


A  supporting  bracket  of  the  class  described, 
comprising  a  substantially  U  shaped  adjustable 
clamp,  a  vertical  post  having  one  end  rigidly  fixed 
to  the  bight  of  said  clamp,  a  plurality  of  rotatable 
collar  members  mounted  on  said  post,  and  lazy- 
tongs  for  supporting  a  toilet  accessory  attached 
to  said  collars  and  adapted  to  swing  about  rela- 
tive to  said  post. 


2.013  883 

LOOP    FORMING     MECHANISM    FOR 

STRAIGHT  KNITTING  MACHINES 

Gustav    Gastrich.   Wyomissing.    Pa.,    assignor   to 

Textile    Machine    Works.    Wyomissing.    Pa.,   a 

corporation  of  Pennsylvania 

Application  April  20,  1933,  Serial  No.  666.955 

4  Claims.     (CI.  66 — 119) 


:-^ 


J 


1.  As  a  new  article  of  manufacture,  a  spring 
beard  knitting  needle  for  a  straight  knitting  ma- 
chine, the  needle  having  a  groove  in  the  stem 
thereof,  and  means  in  the  walls  of  said  groove 
for  positioning,  during  certain  knitting  opera- 
tions, a  loop  on  the  stem  a  predetermined  dis- 
tance below  the  tip  of  the  beard. 
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2.013.884 
SEWING  MACHINE 
George  I.  Goldwyn  and  Nathan  Waldman.  Chi-    | 
cago.  HI.,  assignors  to  George  I.  Goldwyn  and 
Herman  Goldwyn,  Chicago,  111.,  co-partnership 
doing  business  as  Goldwyn  Brothers 
AppUcation  January  10,  1935,  Serial  No.  1,135 
18  Claims.     (CI.  112—162) 


bular  member  and  through  the  intermediate  sec- 
tion of  each  split  member  part  between  the  re- 
cesses thereof. 


1.  In  a  sewing  machine,  the  combination  of  a 
base  plate,  a  dust-proof  casing  thereon,  a  main 
drive  shaft  in  said  casing,  a  needle  bar  mounted 
for  reciprocating  movement  toward  and  away 
from  said  base  plate,  a  rockable  looper  and  a 
rockable  loop  spreader  arranged  outside  of  the 
casing  for  cooperating  with  the  needle  in  form- 
ing stitches,  rock  shafts  for  the  looper  and  the 
loop  spreader  respectively  arranged  in  the  cas- 
ing, means  between  said  main  drive  shaft  and 
the  rock  shafts  for  actuating  the  latter,  and 
means  in  said  casing  providing  lubricated  bear- 
ings In  which  said  main  drive  shaft  and  said  rock 
shafts  are  journalled. 


2,013.885 
DIFFERENTIAL  AXLE 

Walter  F.  Kasper,  Fairmont.  Minn.,  assignor  to 
Fairmont  Railway  Motors,  Inc.,  Fairmont, 
Minn.,  a  corporation  of  Minnesota 

Application  December  3.  1934.  Serial  No.  755,738 
2  Claims.     (CI.  295—39) 


1.  In  an  axle  of  the  kind  described,  the  combi- 
nation of  a  pair  of  aligned  axle  sections,  having 
their  inner  ends  spaced  apart,  each  inner  end 
being  formed  with  a  narrow  neck  and  a  head,  the 
head  being  of  less  diameter  than  the  axle  sections 
but  of  greater  diameter  that  the  narrow  neck,  a 
tubular  member  surrounding  the  inner  ends  of 
the  axle  sections,  a  two  part  split  bearing  mem- 
ber for  the  inner  ends  of  the  axle  sections  lo- 
cated in  the  tubular  member,  the  parts  of  the 
split  bearing  member  being  spaced  apart  from 
each  other  with  each  part  of  the  bearing  member 
having  longitudinally  spaced  end  recesses  therein 
of  different  diameters  with  the  recesses  of  one 
part  complementary  to  the  recesses  of  the  other 
part  and  formed  to  receive  the  heads  and  necks 
of  the  inner  ends  of  the  axle  sections  in  a  man- 
ner permitting  relative  rotation  of  the  axle  sec- 
tions but  preventing  endwise  separation  of  the 
sections  and  a  member  passing  through  the  tu- 
458  o.  G.— 21 


2.013,886 

COLOR  SEPARATION  FOR  COMPOSITE 

MOTION  PICTURES 

Fred  W.  Jackman.  Beverly  Hills,  Calif.,  assignor 

to  Warner  Bros.  Pictures,  Inc.,  New  York,  N.  Y., 

a  corporation  of  Delaware 

AppUcaUon  May  6,  1931,  Serial  No.  535,505 

2  Claims.     (CI.  88—16) 


^.r<*a#.r^  -Mr#-r/y»w 
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1.  The  method  of  making  composite  photo- 
graphs comprising  exposing  a  light  sensitive  sur- 
face  behind  a  yellow  dyetoned  transparency  of  a 
background  component,  to  an  action  component 
positioned  before  an  ultramarine  blue  ground, 
and  illuminating  said  action  component  with  yel- 
low light  of  a  color  sut)stantially  the  same  as  the 
color  of  the  image  on  said  transparency,  said 
yellow  color  being  complementary  to  said  ultra- 
marine blue. 


2,013,887 
MIXER 
Ivar  Jeppsson,  Chicago,  111.,  assignor  to  Chicago 
Flexible  Shaft  Company,  Chicago,  111.,  a  corpo- 
ration of  Illinois 
Application  October  28.  1932.  Serial  No.  639,953 
12  Claims.     (CI.  259— 84) 


1.  A  mixer  comprising  a  pedestal  arranged  to 
support  a  mixing  bowl,  a  mixer  uiiit  mounted  on 
the  pedestal  to  overhang  the  bowl  and  having  a 
depending  beater  blade  movable  into  and  out  of 
the  bowl  upon  rotation  of  the  mixer  unit  and  a 
removable  juicer  bowl  on  the  top  of  the  motor, 
quick  detachable  means  between  the  pedestal  and 
the  mixer  unit,  for  detachably  securing  the  unit 
to  the  pedestal  for  rotation  thereon  and  a  handle 
pivotally  supported  on  the  mixer  unit  to  occupy 
a  position  at  the  side  of  the  mixer  unit  to  pro- 
vide space  for  said  juicer  bowl  and  movable  to  a 
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position  directly  above  the  mixer  un  t  upon  re- 
moval of  the  juicer  bowl  to  position  the  handle  for 
portable  use  of  the  mixer  unit. 


2,013  888 
UXDERGROL'ND   CONDUIT 
Edmund   T.  Keefe.  Newton,  and  Harold  E.   Mc- 
Gregor. Fitchburc,  Mass..  assignors  to  Under- 
ground Steam  Construction  Company.  Boston, 
Mass.,  a  corporation  of  Massachusetts 
Application  May  20,  1933.  Serial  No.  672.018 
4  Claims.     (CI.  137—75) 


1.  An  enclosing  conduit  for  an  underground 
pipe  line  comr-osed  of  sectional  longitudinal  units 
of  reinforced  concrete,  each  comprising  an  upper 
section  having  a  parti-cylindrlcal  cross -sectional 
contour  terminating  in  straight  sides  and  a  bot- 
tom section  having  a  broad,  flattened,  bottom 
portion  and  having  a  cross-sectional  contour 
presenting  sides,  the  inner  walls  of  which  are 
substantially  straight  and  mate  and  align  with 
the  sides  of  the  top  section,  the  straight  sides  and 
flattened  bottom  portion  of  the  lower  section  be- 
ing connected  by  a  curved  portion,  the  outer 
walls  of  each  side  of  the  bottom  section  being 
flared  outwardly  to  present  an  oblique  support- 
ing surface  and  thickened  outer  cross-section, 
the  sides  of  said  thickened  cross-section  being 
recessed  and  having  an  upwardly  extending 
flanged  wall  to  provide  a  seat  for  the  straight 
sides  of  said  upper  section,  and  means  for  sup- 
porting said  pipe  line  within  said  conduit  and 
on  the  walls  of  said  bottom  section. 


2,013  889 

MULTIPLE  DRIVE  AUTOMATIC  CLUTCH 

Anton  J.  Kohlbeck,  Muskegon  Heights.  Mich. 

Application  August  28,  1933.  Serial  No.  687.190 

2  Claims.     (CI.  74— 336.5) 


1.  In  a  multiple  drive  clutch  for  motor  driven 
vehicles,  the  combination  with  a  housing  driven 


by  the  motor  of  the  vehicle,  a  propeller  shaft  for 
driving  the  vehicle  and  extending  into  the  hous- 
ing provided  w.th  a  friction  clutch  plate  secured 
to  the  propeller  shaft  within  the  housing;  a  sleeve 
surround. ng  the  propeller  shaft  and  provided 
with  a  friction  clutch  plate  secured  to  the  end  of 
the  sleeve  within  the  housing  and  a  drive  gear 
secured  to  the  other  end  outside  the  housing;  a 
secondary  sleeve  shorter  than  the  first  said  sleeve 
and  surrounding  the  same,  the  secondary  sleeve 
also  carrying  a  friction  clutch  plate  secured  to  it 
within  the  housing  and  a  drive  gear  slldably  se- 
cured to  the  other  end  outside  the  housing;  a 
flanged  sleeve  surrounding  the  aforesaid  sleeves 
and  slldably  secured  to  the  other  end  outside  the 
slidable  longitudinal  thereof  and  provided  with 
a  plurality  of  spaced  apart  collars;  a  plurality 
of  spring  pressed  pressure  plates  moveably 
secured  to  studs  within  the  housing,  a  plural- 
ity of  operating  levers  pivotally  secured  to  the 
said  pressure  plates  and  to  the  studs  at  one  end 
with  the  free  end  of  each  lever  pressed  against 
the  collars  of  the  third  mentioned  sleeve  where- 
by longitudinal  movement  of  the  said  sleeve 
will  operate  the  said  levers  and  allow  the  pres- 
sure plates  to  engage  the  friction  plates,  and 
means  comprising  a  forked  yoke  whereby  the 
said  third  mentioned  sleeve  is  moved  longitudi- 
nally. 


2.013.890 

TRAILER  CHASSIS 

Ray  F.  Knns.  Madisonville.  Ohio 

Application  November  6.  1933.  SeHal  No.  696.827 

9  Claims.     (CI.  267—19) 


1.  The  cdlnbinatlon  with  a  vehicle  having  a 
frame,  a  spring  having  its  one  free  end  movably 
connected  with  said  frame,  a  saddle  on  the  top 
of  said  spring,  means  flxing  said  saddle  with  said 
spring,  a  wheel  spindle  mounted  on  said  saddle, 
a  wheel  on  said  spindle  said  spindle  being  posi- 
tioned intermediate  said  means  and  the  end  of 
said  saddle  adjacent  said  end  of  said  spring 
which  IS  movably  connected  with  said  frame, 
whereby  downward  movement  of  said  first  men- 
tioned end  of  said  spring,  caused  by  weight  on 
said  frame,  is  adapted  to  cause  a  portion  of  the 
normal  saddle  contacting  surface  of  said  spring 
to  leave  contact  with  said  saddle,  and  recontact- 
ing  of  said  spring  with  said  saddle  Is  adapted  to 
act  as  a  snubber  and  retard  quick  upward  move- 
ment of  said  first  mentioned  end  of  said  spring, 
said  means  being  adjustable  with  respect  to  said 
saddle  and  said  first  mentioned  end  of  said  spring, 
whereby  the  length  of  said  spring  which  bends 
under  load  may  be  increased  and  decreased. 


2,013.891 
BRAKE  MECHANISM 
Delbert  L.  Lotts.  Chicago,  111.,  assignor  to  Gen- 
eral Research  Corporation,  Chicago,  IlL,  a  cor- 
poration 
Application  March  14.  1931.  Serial  No.  522,554 
9  Claims.     (CI.  188—71) 
1.  A  brake  mechanism  comprising  a  gear,   an 
auxiliary    braking    unit   meshing   with   said   gear 
and  including  mtermeshing  gears,  one  of  said  last 
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mentioned  gears  being   movable  relative  to  the 
other  for  applying  a  pressure  thereto  for  retard- 


ing movement  thereof  and  said  first  mentioned 
gear  In  the  direction  of  their  normal  movement. 


2.013.892 

ABDOMINAL  RETRACTOR 

Robert  T,  Lucas,  Kansas  City.  Kans. 

Application  February  23,  1933.  Serial  No.  657,954 

3  Claims.     (CL  128—20) 


1.  A  surgical  instrument  of  the  character  de- 
scribed comprising,  in  combination,  an  open 
frame  adapted  to  circumscribe  an  incision;  a 
pluralitv  of  blades  projecting  inwardly  of  the 
frame;  and  a  clamp  encompassing  the  body  of 
said  frame  and  interconnecting  said  frame  and 
each  blade  respectively,  said  clamp  being  slld- 
ably mounted  on  the  frame  for  movement  there- 
along  and  having  means  for  releasably  holding 
the  associated  blade  with  a  predetermined  por- 
tion of  its  length  projecting  inwardly  of  said 
frame  against  inward  movement  but  permitting 
free  outward  movement  thereof. 


transverse  movement  of  the  arm,  and  one  end 
edge  engaging  the  catch  to  hold  the  arm  down 
to  the  board  to  clamp  stock  placed  upon  the  board, 
and  a  blade-carrying  slide  movatle  along  the 
arm  to  cut  stock  thus  clamped. 

2.013,894 
CUTTING  DEVICE 
John  C.  Olsen.  Chicago.  III.,  assignor  to  Flexible 
Steel  Lacing  Company.  Chicago.  Ill-  a  corpora- 
tion of  Illinois 

Application  August  2.  1934,  Serial  No.  738.074 
8  Claims.     (CI.  164—73) 


2  013  893 

CUTTER  FOR  PAPER  AND  BOARD  STOCK 

Ross   R.    Matthews,    Seattle,   Wash.,   assignor   of 

one-half  to  Isaac  P.  Matthews.  Seattle,  Wash. 

Application  March  9,  1934,  Serial  No.  714,807 

6  Claims.     (CL  164—73) 


1.  A  cutter  of  the  character  described,  com- 
prising a  board,  a  tubular  clamping  arm.  means 
hingedly  supporting  one  end  of  said  arm  from 
the  board,  a  catch  upon  the  board  distant  from 
said  hinge  means,  comprising  a  flat  metallic  piece 
folded  upon  Itself,  the  tubular  arm  being  aper- 
tured  to  receive  said  catch,  the  sides  of  said  aper- 
ture engaging  the  ends  of  the  catch,  to  prevent 


,-— ./ 


1.  In  a  cutter  of  the  character  described,  a 
main  frame  having  a  supporting  surface  and  a 
gauge  abutment  along  one  side  thereof;  a  knife 
rectilinearly  movably  mounted  on  said  frame 
toward  and  from  said  abutment;  and  a  clamp- 
ing arm  pivotally  mounted  on  said  frame,  the 
axis  of  the  pivotal  mounting  being  disposed  par- 
allel to  and  outwardly  of  said  abutment,  said 
clamping  arm  having  a  material -engaging  edge 
also  parallel  to  the  abutment  but  on  the  inner 
side  thereof,  said  edge  being  adapted  to  initially 
engage  the  material  and  urge  the  latter  toward 
the  abutment  as  it  is  moved  down  to  operative 
position. 

2,013,895 

METHOD  OF  MAKING  WHEELS 

Gregoire  Joseph  Pannecoucke  and  Jules  P. 

Pannecoacke,  Detroit,  Mich. 

AppUcation  May  31,  1932,  Serial  No.  614,36« 

2  Claims.     (CI.  29—159) 


1.  The  process  of  forming  a  wheel  which  com- 
prises cutting  a  substantially  rectangular  blank 
of  sheet  stock  along  a  plurality  of  substantially 
parallel  lines,  projecting  outwardly  oppositely 
from  a  substantially  rectangular  central  uncut 
area,  transversely  cutting  inwardly  the  strips  be- 
tween such  parallel  cuts  on  opposite  edges  to  form 
edge  flaps  extending  the  length  of  each  such  strip, 
bending  the  central  uncut  jxjrtion  to  substan- 
tially cylindrical  form,  to  form  a  hub.  in  such 
manner  that  the  strip  portions  separated  by  the 
parallel  cuts  project  radially  outwardly  there- 
from to  form  spokes,  and  bending  inwardly  to- 
ward each  other  the  edge  flaps  of  opposite  spoke 
portions  to  combine  each  opposite  pair  into  a 
single  enclosed  spoke.    

2  013  896 
METHOD  FOR  FREEZING  EGGS 
Mary  E.  Pennington,  New  York.  N.  Y.,  assignor 
to  The  Borden  Company.  New  York,  N.  Y.,  a 
corporation  of  New  Jersey 
AppUcation  December  30.  1932.  Serial  No.  649.525 
5  Claims.     (CI.  99—14) 
1.  The  method  of  producing  a  homogeneous 
frozen  egg   magma  which  consists   in  partially 
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filling  and  confining  the  unfrozen  egg  magma 
in  an  open  top  container  thin  relatively  to  its 
depth  and  width  and  immersed  in  a  liquid  re- 
frigerating medium  with  the  container  dimen- 
sions such  as  to  permit  crystallization  expansion 
of  the  magma  within  the  container,  and  facili- 


tating freezing  of  the  upper  middle  portion  of 
the  egg  mafirma  by  placing  in  the  upper  middle 
portion  one  end  of  a  heat  conducting  material 
that  adheres  to  the  upper  middle  portion  of  the 
egg  magma,  the  other  end  of  which  is  conduc- 
tively  connected  with  the  refrigerating  medium. 


2,013,897 

CALENDAR 

Claade  L.  Post,  Chleafo,  IlL 

AppUcation  January  8,  1934.  Serial  No.  705,710 

13  Claims.     (CI.  40—109) 


1.  A  calendar  comprising  a  pair  of  members 
operatively  related,  one  of  said  members  having 
sight  openings  and  bearing  the  days  of  the  week 
on  one  side  and  a  year  or  years  on  the  other  side 
thereof,  and  another  member  bearing  the  days  of 
the  month  on  one  side  adapted  to  register  with 
said  sight  openings  and  bearing  the  months  of 
the  year  arrsmged  on  the  other  side  and  opera- 
tively related  to  the  year  or  years  on  the  said 
other  side  of  said  first  mentioned  one  of  said 
members. 


2.013.898 

ARTIFICIAL  LL^E 

Darce  G.  Rldenour,  Cleveland,  Ohio 

Application  June  15,  1933,  Serial  No.  675,874 

12  CUims.     (CL  43—42) 


1.  In  an  artificial  lure,  the  combination  of  an 
elongated  body  relatively  narrow  In  width  and 
provided  with  substantially  parallel  upstanding 
ribs  forming  sides  &n6  with  means  at  its  front 
end  whereby  it  may  be  connected  to  a  line,  a  hook, 
means  for  securing  the  front  of  the  hook  to  the 
body,  the  body  having  a  longitudinally  extend - 
Ina  channel  between  said  ribs  open  at  it  front 
and  rear  ends,  adapted  to  receive  the  shank  of 
the  hook,  and  a  plate  secured  on  the  top  of  the 
body  and  extended  to  form  a  cover  for  closing 
the  top  and  the  front  and  rear  ends  of  the 
channel. 


2.013.899 

BROACHING  APPARATUS 

Albert  L.  Roco,  Houston.  Tex.,  assignor  to  Layne  & 

Bowler  Company.  Houston,  Tex.,  a  corporation 

of  Texas 

Application  Aurust  25,  1931.  Serial  No.  559.155 

9  Claims.     (CI.  90 — 33) 


1.  A  machine  of  the  character  described,  in- 
cluding: means  for  supporting  a  pipe;  a  screw 
having  operative  connection  with  said  pipe  to 
rotate  and  longitudinally  move  said  pipe;  a  sta- 
tionary nut  engaging  said  screw;  a  cutter  sup- 
ported in  operative  position  relative  to  said  pipe, 
adapted  for  intermittent  cutting  engagement 
therewith;  and  a  Geneva  stop  mechanism  for  in- 
termittently rotating  said  screw,  said  Geneva  stop 
mechanism  being  timed  relative  to  said  cutter 
whereby  to  accomplish  a  periodic  movement  of 
said  pipe  during  the  Inoperative  period  of  said 
cutter. 


2.013.900 

KITCHEN   SHREDDER 

Joshua  L.  Settles,  deceased,  late  of  Seattle,  Wash., 

by    Clara    B.    Settles,    administratrix.    Seattle, 

Wash. 

Application  June  8,  1933,  Serial  No.  674.924 
8  Claims.     (CI.  146— 116) 

1.  A  rotary  shredder  comprising  a  stand,  a 
rotary  shaft  journaled  therein,  a  light  sheet  metal 
plate  secured  to  said  shaft  to  rotate  therewith, 
a  light  sheet  metal  disk  having  grating  or  cut- 
ting edges,  means  to  secure  the  disk  upon  the 
face  of  said  plate,  a  work  support  adjacent  the 
cutting  face  of  said  disk,  including  a  plate  dis- 
posed generally  in  the  plane  of  the  stand,  and 
another  plate  extending  laterally  therefrom  and 
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disposed  transversely  of  said  disk,  and  said  stand 
engaging  the  back  faces  of  the  plate  and  disk. 


to  resist  pressure  of  the  work  against  the  opposite 
face,  and  to  wipe  off  severed  material. 

2,013,901 

LUMP  SUGAR  SERVER 

Karl  M.  Shankland,  Seattle.  Wash. 

Application  April  3.  1933.  Serial  No.  664,119 

3  Claims.     (CI.  312—63) 


1.  In  a  lump  sugar  server,  a  cylindrical  maga- 
zine core  having  a  plurality  of  longitudinal  pe- 
ripheral grooves  adapted  to  receive  vertically  dis- 
posed stacks  of  lump  sugar,  and  providini?  an 
annular  flange  projecting  laterally  from  one  end 
thereof  in  the  same  plane  to  form  a  tray,  the 
flanged  end  of  said  core  containing  slots  below 
and  behind  the  lower  end  of  each  said  groove; 
In  combination  with  unit  key-lever  means  pro- 
viding an  upwardly  disposed  ejector  arm  and  a 
laterally  disposed  key  arm  for  each  said  groove, 
bracket  means  secured  to  the  flange  end  of  said 
core  pivotally  supporting  said  key-levers  with 
their  ejector  arms  in  said  slots,  spring  anchor 
means  arranged  axlally  of  the  core  beneath  the 
latter,  spring  means  extending  between  each 
ejector  arm  and  the  spring  anchor  means  for 
forcing  said  key-levers  into  Initial  position  with 
their  ejector  arms  adjacent  the  rear  side  of  the 
bottom  lumps  in  said  stacks,  whereby  the  bottom 
lump  of  a  said  stack  may  be  forced  outwardly 
on  said  tray  when  the  key  arm  of  the  correspond- 
ing said  lever  is  depressed. 

2,013.902 
PASTRY  MIXER 

Marion  A.  Tarrant,  Chicafo.  ni. 

AppUcation  November  15,  1932.  Serial  No.  642,735 

2  Claims.     (CI.  259— 144 1 

1.  A  mixer  for  pastry  ingredients  comprising  an 
operating  handle  and  a  plurality  of  flat  and  paral- 


lelly  disposed  mixing  blades  extending  longitudi- 
nally from  the  handle  from  one  end  thereof,  said 
blades  being  widely  spaced  and  relatively  thin 
and  lying  wholly  within  the  plane  of  operation 
of  the  mixer  whereby  to  avoid  compression  of  the 
ingredients  as  the  blades  are  passed  therethrough. 


said  blades  being  longer  than  the  handle  and 
being  curved  throughout  their  lengths  with  the 
bottom  edges  of  their  ends  adjacent  the  handle  in 
line  with  the  bottom  of  the  handle  whereby  to 
facilitate  the  operation  of  the  mixer  in  a  sweep- 
ing, cutting  stroke. 


2,013.903 
WELL  SWAB 
Feri  A.   Thaheld.  Dallas.  Tex.,  assigmor  to   The 
Guiberson  Corporation.  Dallas,  Tex.,  a  corpora- 
tion of  Delaware 
AppUcation  Augrust  28.  1933.  Serial  No.  687,144 
9  Claims.     (CI.  309 — 33) 


1.  A  swab  comprising,  a  flexible  body  having 
an  axial  opening  extending  therethrough,  and  a 
metallic  reinforcing  bushing  secured  permanent- 
ly within  the  body  coextensive  with  said  opening 
and  having  longitudinal  corrugations. 


2.013.904 
SHOCK  ABSORBER 
John  B.  Whitted,  Chicaro,  lU.,  assiirnor,  by  mesne 
assigmments,   to  Houde   Engineering   Corpora- 
tion. Buffalo,  N.  Y.,  a  corporation  of  New  York 
AppUcation  December  23.  1931.  Serial  No.  582,686 
11  Claims.     (CI.  188 — 88) 


1.  In  a  shock  absorber  construction,  a  casing, 
a  pair  of  pistons  slidable  in  said  casing,  a  rock- 
able  shaft  supported  by  said  casing,  said  shaft 
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having  an  arm  extending  between  said  pistons,  a 
roller  carried  by  said  arm  between  said  pistons,  a 
pair  of  guide  plates  loosely  connecting  said  pistons, 
said  roller  being  positioned  between  said  guide 
plates,  a  pair  of  wear  plates  loosely  carried  by 
said  pistons,  each  of  said  wear  plates  being  inter- 
posed between  one  of  the  pistons  and  said  roller 
and  tension  spring  members  connecting  said  pis- 
tons for  yieldably  holding  each  of  said  pistons  in 
thrust  engagement  with  said  roller  through  the 
wear  plates. 


2.013,905 

CIRCIX.AR   INGOT   HE.^TING  FLTINACE 

James  L.  .Adams.  Jr..  Younsrstown.  Ohio 

AppUcation  Febniary  4,  1933,  Serial  No.  655,185 

15  Claims.     (CI.  263 — 7) 


1.  An  apparatus  for  heating  ring-ingots,  com- 
prising a  substantially  annular  furnace  enclosure, 
a  substantially  circular  moving-side-walk  mount- 
ed horizontally  in  the  floor  of  said  furnace  en- 
closure, a  plurality  of  power-driven  ingot-carry- 
ing means  each  combined  with  an  ingot  rotating 
means  and  an  ingot  spticing  device  all  in  one 
and  all  mounted  operatively  on  said  moving-side- 
walk and  geared  so  as  to  function  as  the  latter 
progresses,  and  a  power-drive  applied  to  progress 
said  moving-side-walk  around  said  furnace  en- 
closure, said  ingot  spacing  device  being  opera- 
tive to  hold  successive  hot  Ingots  out  of  contact 
with  each  other  during  rotation,  to  obviate  sur- 
face galling  thereof. 


2,fl3.906 

COOKER 

Hector  J.  B«iardl.  derebuid.  Ohio,  assignor  to 

The    Chef    Boiardi    Food    Products    Company, 

Cleveland,  Ohio,  a  corporation  of  Ohio 

AppUcation  November  19.  1932,  Serial  No.  643,481 

12  Claims.     (CI.  99 — 2) 


liP 


3.  In  a  cooker,  an  elongated  tank  adapted  to 
hold  liquid,  means  for  heating  the  liquid  in  the 
tank,  an  endless  conveyor  comprising  two  runs 
vertically  spaced,  a  series  of  buckets  associated 
with  said  conveyor  for  movement  therewith,  said 
buckets  having  foraminous  portions  adapted  to 
permit  circulation  of  the  liquid  therethrough,  the 


major  portion  of  said  runs  extending  in  substan- 
tially parallel  paths  through  said  tank  at  heights 
such  that  sa:d  buckets  travel  beneath  the  liquid 
level  of  the  tank,  the  two  runs  of  the  conveyor 
at  one  end  of  the  apparatus  having  upwardly  ex- 
tending portions  such  that  the  buckets  associated 
therewith  rise  above  the  liquid  level,  means  for 
driving  said  conveyor,  and  means  actuated  by 
the  travel  of  the  conveyor  for  dumping  said 
buckets  as  they  rise  above  the  liquid  level  at  the 
elevated  end  of  the  conveyor. 


2,013.907 
TOWEL   RACK 

Chattin  Bradway.  Lawrence,  N.  Y. 

Application  September  26.  1933,  Serial  No.  690,972 

13  Claims.     (CI.  211— 96) 


i"  ♦  /»./// 


1.  A  towel  rack  comprising  a  pair  of  arms,  a 
pivot  on  which  the  arms  are  mounted  to  swing. 
a  support  for  the  pivot  and  forming  means  for 
limiting  the  arms  solely  to  a  swinging  movement 
and  means  on  the  pivot  and  fixed  on  one  arm  and 
having  a  yieldable  part  adapted  to  be  engaged 
by  the  other  arm  to  hold  the  arms  in  relative 
open  position. 


2.013.908 
BEER  DISPENSING  APPARATUS 

Robert  E.  Bressler,  Oregon.  111. 
Application  August  25,  1933,  Serial  No.  686. 
2  Claims.     (CL  225—16) 


r05 


1.  A  hand  portable  airtight  beer  container  of 
small  capacity;  a  connection  on  said  container 
adapted  to  receive  connections  such  as  a  hose 
for  elimination  of  air  in  such  container  during 
fllling;  a  valve  in  said  connection;  a  dispensing 
faucet  structure  on  said  container,  said  faucet 
structure  having  means  for  receiving  a  conduit 
or  hose  to  fill  said  container,  said  faucet  struc- 
ture having  a  check  valve  in  It  in  the  hose  con- 
nection part  of  the  faucet  structure  to  normally 
close  said  structure  against  beer  escape,  and  a 
hand  operable  pump  in  said  first  mentioned  con- 
nection to  create  pressure  within  said  container 
for  beer  discharged  through  said  passage  when 
the  faucet  Is  opened. 


2,013.909 
HEATING   SYSTEM 
Alfred  L.  Browne,  South  Orange,  N.  J. 
Application  January  26,  1932,  Serial  No.  588.853 
2  Claims.     (CL  217—68) 
1.  A  heating  system  comprising   in  combina- 
tion, a  boiler,  a  plurality  of  radiators,  a  steam 
supply    system    for    conveying    steam    from    the 
boiler  to  the  radiators,  a  sealed  return  system 
for  conveying  condensate  from  the  radiators  by 
gravity  to  the  boiler,  the  pressure  of  elastic  fluid 
In  the  sealed  return  S3rstem  being  substantially 
the  same  as  that  In  the  supply  system,  a  plurality 
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of  check  valves  each  located  in  a  corresponding 
return  branch  connection  of  each  of  said  radi- 
ators for  permitting  the  discharge  of  fluid  from 


Its  radiator,  and  automatic  air-venting  means  in 
each  of  the  last  mentioned  return  branch  con- 
nections on  the  discharge  side  of  the  check  valve 
In  that  branch  connection. 


2,013,910 

COLLAPSIBLE  FRAME  FOR  BABY 

BUGGIES 

Carl  W.  Burst,  St.  Louis,  Mo.,  assignor  to  Welsh 
Hartman  Co.,  St.  Louis.  Mo.,  a  corporation  of 
Missouri 

Application  November  12,  1934.  Serial  No.  752,554 
7  Claims.     (CI.  280 — 41) 


the  table  near  Its  leading  edge,  positioned,  pro- 
portioned and  arranged  whereby   movement  of 


1.  In  a  frame  of  the  character  described,  a  pair 
of  plvotally  connected  scissor  bars  on  each  side 
of  the  frame.  Including  a  first  bar  supported  at 
its  bottom  end  by  a  front  axle  and  a  second  sup- 
ported by  a  rear  axle,  a  handle  bar  pivoted  to 
the  upper  end  of  the  first  bar  forming  a  Imee,  an 
abutment  member  for  limiting  the  extent  of 
relative  movement  of  the  knee  members  in  one 
direction,  and  a  toggle  connecting  one  of  said 
knee  members  and  the  second  scissor  bar  and 
positioned  and  arranged  when  overthrown  to 
hold  the  knee  in  the  position  as  limited  by  said 
abutment. 

2,013,911 
BABY  BATH 

Carl  W.  Burst,  St.  Louis.  Mo.,  assignor  to  Welsh 

Hartman  Co.,  St.  Louis,  Mo.,  a  corporation  of 

Missouri 

Application  December  20.  1934,  Serial  No.  758,362 

6  Claims.     (0.4—175) 

1.  In  a  baby  bath  having  a  tub  and  a  dressing 

table  positioned  at  one  side  of  the  tub  when  the 

table  is  out  of  use  and  adapted  to  be  drawn  over 

and  across  the  tub.  the  improvement  comprising 

a  foot  lever,  and  means  connecting  the  lever  and 


the  lever  will  move  the  table  through  said  con- 
necting means  over  and  across  the  tub. 


2  013.912 

TERMINAL  CLAMPING   DEVICE 

Floyd  S.  Green,  St.  Louis.  Mo.,  assignor  to  Frank 

.Adam  Electric  Co..  St.  Louis,  Mo.,  a  corporation 

of  Missouri 

Application  December  1.  1932,  Serial  No.  645,149 

10  Claims.     (CL  173—324) 


1.  In  a  quick  acting  clamping  device  for  an 
electrical  conductor,  a  pair  of  conductor  grip- 
ping elements,  one  of  said  elements  being  of  hol- 
low form  and  overlying  the  other  element,  a 
rockable  operating  member  overlying  the  said 
hollow  element,  pivoted  to  said  other  element, 
and  a  plurality  of  cam  discs  secured  in  spaced 
relation  on  said  operating  member,  said  discs 
supporting  said  hollow  element  for  rockable  and 
shif table  movement,  with  respect  to  said  other 
element,  upon  manual  actuation  of  said  operat- 
ing member. 

2.013,913 
METAL  COVER  FOR  ALTTOMOBILE  TIRES 
Frederick  D.  Hansen  and  Herbert  W.  Tinker.  Mil- 
waukee, Wis.,  assignors,  by  mesne  assignments, 
to  Lyon  Incorporated,  Detroit,  Mich.,  a  corpora- 
tion of  Delaware 

AppUcation  Mav  18,  1931,  Serial  No.  538.180 
8  CTaims.     (CL  150—54) 


1.  In  a  tire  cover,  a  body  of  substantially  form- 
retaining  material  having  a  completely  circular 
front  face -covering  portion  and  an  Integral,  parti- 
clrcular  tread -covering  portion,  said  tread-cover- 
ing portion  being  formed  in  cross-section  to  fit 
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over  the  tire  tread  with  its  free  edge  extending 
substantially  beyond  the  circumferential  center 
line  of  the  tire  and  in  close  proximity  to  the  rear 
side  of  such  tire  tread,  both  of  the  ends  of  said 
tread-covering  portion  projecting  a  substantial 
distance  below  the  diameter  of  the  tire  in  sub- 
stantially close-fitting  relation  to  the  tire,  and  a 
substantially  rigid,  adjustable  member  engagmg 
the  free  edge  of  said  tread-covering  portion  ad- 
jacent diametrically  opposed  points  of  the  tire 
for  positively  securing  the  free  edge  of  said  tread 
portion  in  close-fit  relation  to  the  adjacent  tire 
surface. 


2.013.914 
ELECTRIC  WATER  HEATER 
Karl  F.  Hartmann.  San  Francisco.  Calif..  assi«mor 
of  one-half  to  Morgan  J.  Doyle.  San  Francisco, 
Calif. 

AppUcation  July  27.  1932,  Serial  No.  624,958 
5  Claims.     (CI.  219—39) 


1.  An  electric  water  heater  comprising  a  sheet 
metal  container,  an  electric  heater  in  contact 
with  the  imder  side  of  the  bottom  of  the  con- 
tainer, sheet  metal  tins  integrally  secured  to 
and  extending  upwardly  within  the  container, 
a  pipe  for  withdrawing  hot  water  from  the  top 
of  the  container  and  means  for  admitting  cold 
water  to  the  lower  part  of  the  container  to  force 
out  the  hot  water. 


2,013.915 
HINGE 

James  R.  Hnghes.  South  Bend,  Ind..  assignor  to 
The  Atwood  Vacaam  Machine  Company.  Rock- 
ford,  nL,  a  copartnership  comptraed  of  Seth  B. 
Atwood  and  James  T.  Atwood 
AppUcation  February  12.  1934,  Serial  No.  710.799 
1  Claim.     (CI.  16—164) 
In  a  double  multiple  pintle  hinge,  the  com- 
bination with  a  support  for  two  doors,  of  a  plate 
adapted  to  be  secured  to  each  door,  two  hinges 
each  of  which  comprises  a  set  of  short  links  and 
a  set  of  long  links  arranged  to  be  pivoted  at  one 
end  in  spaced  relation  on  said  support,  and  an- 
other set  of  short  links  and  another  set  of  long 
links  pivoted  at  orie  end  in  spaced  relation  on 
one  of  said  plates,  the  sets  of  long  Unks  being 
criss-crossed  and  pivotally  connected  at  the  in- 
tersection, and  the  first  set  of  short  links  being 
pivotally  connected  to  the  other  end  of  the  sec- 
ond set  of  long  links,  and  the  second  set  of  short 
links  being  pivotally  connected  to  the  other  end 
of  the  first  set  of  long  links,  the  first  mentioned  i 
long  links  of  the  one  hinge  having  their  one  ends  I 
spaced  and  fitting  between  the  spaced  ends  of  i 


the  corresponding  long  links  of  the  other  hinge, 
and  the  first  mentioned  short  links  of  the  one 
hinge  having  their  one  ends  spaced  and  fitting 
between  the  spaced  ends  of  the  corresponding 
short  links  of  the  other  hinge,  whereby  the  re- 


lated sets  of  links  serve  as  spacers  for  one  an- 
other, and  two  pintles  entered  through  register- 
ing holes  provided  in  the  interfitted  ends  of  the 
links,  whereby  two  pintles  are  common  to  the  two 
sets  of  links  of  the  two  hinges. 


2.013,916 
INTERNAL   COMBUSTION    ROTARY    ENGINE 

James  G.  Jackson,  Glendale.  Calif.,  asslrnor  of 
one-half  to  Jerome  O'Connor,  Los  Anreles. 
CaUf. 

Application  September  24,  1932,  Serial  No.  634.741 
2  Claims.     (CI.  123 — 16} 


1.  A  rotary  engine  having  a  cylinder;  an  ex- 
haust port  in  the  periphery  of  the  cylinder;  heads 
closing  the  ends  of  the  cylinder;  a  shaft  com- 
prising two  sections  extended  through  the  respec- 
tive heads;  fianges  fixed  on  the  confronting  ends 
of  the  shaft  sections;  a  piston  body  in  the  cylinder 
secured  to  and  connecting  said  fianges;  vanes 
reclprocable  in  the  piston  body  and  defining  in 
conjunction  with  the  cylinder,  a  plurality  of  non- 
communicating  chambers;  a  disc  secured  to  one 
of  the  shaft  sections  and  having  a  plurality  of 
ports  therein  one  for  each  of  the  chambers;  a 
second  disc  fixed  to  the  cylinder  between  the 
latter  and  the  first  disc  and  having  a  master  in- 
take port  therein  so  positioned  that  the  ports  of 
the  first  disc  successively  register  therewith  upon 
rotation  of  the  shaft  section  to  supply  fuel  charges 
successively  to  the  several  chambers;  the  second 
disc  having  an  opening  therein  rotatably  receiv- 
ing one  of  the  fianges;  fluid-sealing  means  at 
the  outer  edges  of  the  fianges:  and  ignition  means 
in  the  cylinder. 
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2.013.917 
VAPORIZER  NOZZLE 

Max  Katsman.  Utica,  N.  Y. 

Application  August  21,  1933.  Serial  No.  686.088 

2  Claims.     (CI.  299—140) 


1.  A  spray  nozzle  comprising  a  tubular  mem- 
ber, one  end  of  which  is  adapted  to  be  connected 
to  a  source  of  fluid  pressure,  said  member  having 
an  aperture  in  one  side  thereof,  a  tubular  exten- 
sion inserted  telescopically  in  the  other  end  of 
said  member,  said  extension  having  a  recess  in 
its  periphery  in  registration  with  said  aperture, 
a  cap  secured  to  the  end  of  said  tubular  extension 
provided  with  a  mixing  chamber  and  a  discharge 
opening,  said  extension  having  a  channel  con- 
necting said  mixing  chamt)er  with  said  recess, 
and  a  delivery  tube  extending  into  said  aperture 
adapted  to  be  connected  with  the  liquid  container 
for  delivering  liquid  to  be  atomized  to  the  nozzle. 


2,013.918 

LIFTING  JACK 

Thomas  J.  Kelleher.  Chicaro.  111. 

Application  October  18,  1933.  Serial  No.  694,177 

Renewed  February  11.  1935 

5  Claims.     (CI.  254—133) 


1.  A  screw  Jack  comprising  a  vertical  screw, 
mounting  means  for  the  same,  and  a  lifting  mem- 
ber threadedly  carried  by  said  screw,  said  lifting 
membsr  having  a  lateral  projection,  and  a  sub- 
stantially square  transverse  groove  on  the  upper 
surface  of  said  projection. 


with  a  signaling  means,  a  contact  member  in 
connection  with  said  signahng  means,  a  plural- 
ity of  contacts  carried  by  said  movable  element 
arranged  for  successive  contact  with  said  contact 


2  013,919 

BRAKE  SIGNALING  APPARATUS 

Emil  M.  Kramer,  Peoria.  111. 

AppUcation  June  17,  1933,  Serial  No.  676,356 

8  Claims.  (CI.  177— 311) 
1.  A  signal  for  a  brake  mechanism  comprising 
in  combination,  a  wheel,  a  brake  drum  and  a 
brake  means  arranged  for  coaction  therewith,  a 
movable  element,  operating  means  carried  by  said 
element  adapted  to  actuate  said  brake  means, 
said  element  adapted  for  movement  on  the  en- 
gagement of  said  brake  means  with  said  drum 
while  the  drum  is  turning,  means  for  actuating 
said  operating  means,   a  signal  panel  provided 


member  upon  movement  of  the  movable  element 
and  an  electrical  circuit  for  energizing  said  sig- 
naling means  on  the  engagement  of  said  afore- 
mentioned contacts  with  said  contact  member. 


2  013.920 

GOVERNOR  CONTROL  FOR   SHOCK 

ABSORBERS 

Edward   L.    Kulick,   Detroit,    Mich.,   assignor   to 
Mallory    Research   Company.  Toledo,   Ohio,   a 
corporation  of  Delaware,  in  trust 
ApplicaUon  May  9.  1934,  Serial  No.  724,713 
11  Claims.    (CL  188—88) 


1.  A  pneumatic  shock  absorber  for  vehicles 
comprising  a  cylinder  closed  at  both  ends,  a  pis- 
ton reciprocating  therein,  a  restricted  passage 
serving  as  a  by-pass  leading  from  one  end  of 
the  cylinder  to  the  other,  a  vehicle  speed  re- 
sponsive device,  a  pipe  leading  from  one  end  of 
said  cylinder,  a  vent  in  said  pipe  controlled  by 
said  device  for  the  purpose  described. 


2,013.921 

SMOKE  CONSLTMER 

OUver   Mahaffey,   NashviUe,   Tenn.,   assignor   of 

one-third  to  Rose  Gill.  Nashville.  Tenn. 

AppUcation  July  15,  1932,  Serial  No.  622,744 

9  Claims.  (CI.  110 — 49) 
1.  A  smoke  consuming  apparatus  for  a  furnace 
embodying  a  boiler,  a  fire  box,  a  stack  and  a  fire 
door  comprising  a  conduit  connecting  the  stack 
and  the  fire  box,  a  blower  located  In  the  conduit, 
normally  closed  draft  controlled  dampers  in  the 
conduit  on  each  side  of  the  blower,  an  air  inlet 
provided  with  an  adjustable  damper  in  the  con- 
duit on  the  Intake  side  of  the  blower,  means  auto- 
matically responsive  to  pressure  changes  in  the 
boiler  to  operate  the  blower  at  variable  speeds 
to  return  varying  quantities  of  smoke  from  the 
stack  to  the  fire  box,  said  automatic  means  serv- 
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ing  to  return  Increasing  quantities  of  smoke  with 
an  Increase  in  the  pressure  of  the  boiler,  and 
means  operable  by  opening  of  the  fire  door  to 


"-*-  "■  "* 


stop  said  blower,  said  means  being  also  operable, 
upon  closing  said  fire  door,  to  permit  operation 
of  the  said  blower. 


2,013,922 
WEIGHING   SCALE 
Blair  W.  Markham,  Rochester,  N.  Y.,  and  Samuel 
N.    Hurt,    Toledo,    Ohio,    assigrnors    to    Toledo 
Scale  Manufacturing  Company,  Toledo,  Ohio, 
a  corporation  of  New  Jersey 
Application  January  11,  1933.  Serial  No.  651,144 
3  Claims.     (CI.  265—59) 


1.  In  a  device  of  the  class  described,  in  com- 
bination, weighing  mechanism  comprising  a 
main  lever,  counterbalance  poise  and  commod- 
ity receivers  mounted  thereon,  an  indicator, 
means  for  operatively  connecting  said  main 
lever  and  said  indicator,  a  cover  for  enclosing 
said  main  lever  and  a  member  secured  below 
said  counterbalance  weight  receiver  and  exte- 
riorly of  said  cover  for  acting  on  said  lever 
mechanism  when  a  predetermined  amount  of 
commodity  has  been  deposited  on  said  commod- 
ity receiver,  the  mechanism  of  said  member  be- 
ing enclosed  in  a  capsule  like  container. 


2.013,923 
BUSHING  EXTRACTOR 
Tony  Naccarato.  South  WWttier,  Calif. 
Application  February  12,  1935.  Serial  No.  6,252 
1  Claim.     (CI.  29 — R8.2) 
An  extracting  tool  of  the  class  described  com- 
prising a  shank  having   a  cylindrical  threaded 
portion  and  a  tapered  portion  below  the  cylindri- 


cal portion  having  high  pitch  multiple  threads 
thereon,  a  nut  threaded  on  the  cylindrical  por- 
tion and  having  a  skirt  depending  therefrom  for 


engaging  the  member  to  be  extracted,  said  skirt 
having  slits  therein  passing  through  Its  lower  end 
and  making  the  lower  part  of  the  skirt  resilient. 


2,013.924 

SAFETY  IMPACT   SWITCH 

Benjamin  F.  Nolte,  Jr.,  Ashland,  Ky. 

ApplicaUon  July  17,  1933.  Serial  No.  680.842 

2  Claims.     (CI.  200 — 52) 


1.  A  device  of  the  kind  described  comprising  a 
support  having  spaced  arms  extending  there- 
from, a  member  secured  to  the  upper  arm  having 
a  depending  projecting  portion  and  a  concave 
portion  surrounding  said  projecting  portion,  one 
of  said  portions  being  of  conducting  material 
and  forming  a  contact  member  and  the  other  of 
said  portions  being  made  of  insulating  material, 
a  rod  pivoted  on  the  lower  arm  and  normally 
contacting  the  end  surface  of  said  projecting 
portion,  resilient  means  holding  said  rod  and 
said  projecting  portion  in  engagement,  and  a 
weight  secured  to  the  lower  end  of  said  rod  adapt- 
ed to  be  moved  by  impact  to  cause  said  rod  to 
disengage  the  projecting  portion  of  the  upper  arm 
and  engage  the  concave  portion  surrounding  the 
same. 
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2.013  925 
SHEET  ABRASIVE  AND  METHOD  OF 
MAKING  THE  SAME 
Francis  G.  Okie,  St.  Paul,  Minn.,  assignor  to  Min- 
nesota Mining  &  Manufacturing  Company,  St. 
Paul.  Minn.,  a  corporation  of  Minnesota 
No  Drawing.     Application  February  6,  1929, 
Serial  No.  338.022 
15  Claims.     (CI.  51— 280 1 
7    As   an   article   of    manufacture,   a   flexible 
abrasive  sheet  consisting  of  two  layers  of  separate 
material  secured  together,  grit  embedded  in  one 
of  said  layers  only,  and  a  flexible  backing  material 
secured  to  the  other  layer,  the  last  recited  layer 
constituting  a  flexible  barrier  between  the  back- 
ing material  and  the  grit  holding  layer. 

2.013,926 
MODIFICATION  OF  ALUMINUM.  ALUMINUM 
ALLOYS,  AND  ALLOYS  CONTAINING  ALU- 
MINUM ^    ^^. 
Aladar  Paci,  Cleveland,  Ohio 
No  Drawing.    Application  August  17,  1931.  Serial 
No.  557.731.    In  Germany  August  23.  1930 

10  Claims.  (O,  75—58) 
1.  Process  for  improving  aluminum  alloys  to 
produce  a  highly  dispersed  structure  of  the  alloy 
constituents,  which  comprises  adding  to  a  molten 
bath  of  the  original  material  to  be  treated  mix- 
tures of  fluorides  which  in  themselves  are  not 
decomposed  by  the  melt  and  alkali  carbonates 
in  substantially  molecular  proportions. 

2  013  927 

MITLTIPLE  RECORD  PHONOGRAPH 

Richard  W.  Pitman,  Westfield.  N.  Y..  assignor  to 

Automatic   Phonograph   Corporation,   Newark, 

N.  J.,  a  corporation  of  Delaware 

Application  February  19.  1931,  Serial  No.  517,050 

4  Claims.     (CI.  274—10) 


2.013.928 
CHILL-HARDENING  ADHESIVE 
Kent  M.  Richardson,  Winona.  Minn.,  and  David 
J    Harding.  Kansas  City.  Kans.,  assignors,  by 
mesne  assignments,  to  Industrial  Patents  Cor- 
poration, Chicago,  lU.,  a  corporation  of  Dela- 

ware 

No  Drawing.    Application  July  14,  1928, 

Serial  No.  292.910 

2  Claims.     (CI.  149—2) 

1.  A  depilatory  comprising  about  90  per  cent  of 
rosin  and  a  complement  of  cottonseed  oil. 


1.  A  phonograph  for  playing  a  plurality  of 
records  In  series  comprising  a  frame,  a  record 
playing  table  mounted  In  the  frame,  a  record 
changing  frame,  a  motor  for  operating  the  playing 
table  and  the  record  changing  frame,  a  clutch  for 
connecting  and  disconnecting  said  motor  with  said 
record  changing  frame,  a  solenoid  for  operating 
said  clutch,  a  switch  operated  by  the  tone  arm  of 
the  machine  for  energizing  said  solenoid,  a  manu- 
ally operable  starting  and  stopping  switch,  and 
means  operated  by  the  said  solenoid  for  continuing 
operation  of  said  record  changing  means  for  a 
predetermined  time  irrespective  of  the  position  of 
the  said  manually  operable  switch,  substantially 
as  set  forth. 

4.  In  a  phonograph  for  playing  records  of  dif- 
ferent sizes,  a  record  playing  table,  an  electric 
motor  for  operating  said  table,  a  record  changing 
table,  electrically  operated  means  for  operating 
said  record  changing  table,  a  cut-out  switch  In 
circuit  with  said  electrically  operated  means,  such 
swlt<;h  being  positioned  adjacent  the  record  play- 
ing table  and  being  so  positioned  as  to  render  the 
record  changing  mechanism  Inoperative  when 
records  of  larger  than  a  predetermined  diameter 
are  played,  substantially  as  set  forth. 


2.013.929 
GARMENT 
Harry  Rubin,  San  Bruno,  and  Abraham  Casper 
and  Nat  Rothman,  San  Francisco,  CaUf.;  said 
Casper    and   said   Rothman   assignors   to   said 

AppUcation  November  6.  1933.  Serial  No.  696.748 
1  Claim.     (CL  2—237) 


In  a  garment  of  the  character  described  hav- 
ing a  fly  opening  and  a  waistband  Intersected  by 
said  fly   opening   having  the   ends   thereof   dis- 
posed In  overlapping  relation,  fastening  means 
for  closing  the  lower  portion  of  the  fly  opening, 
the  undeilapping  side  of  said  waistband  having 
two  clrcumferentially  spaced  slits  formed  there- 
in, one  of  said  silts  being  near  the  edge  of  the 
fly  opening,  the  overlapping  side  of  said  waist- 
band having  a  slit  formed  therein  spaced  from 
said  fly  opening,  a  strap  secured  to  and  extending 
from  each  end  of  said  waistband,  the  strap  on 
the  underlapping  end  being  adapted  to  pass  out- 
wardly through  said  silt  in  the  overlapping  side 
and    the    strap    on    the    overlapping    end    being 
adapted  to  pass  inwardly  through  the  slit  near 
the  edge  of  the  fly  opening  and  thence  outwardly 
through  the  slit  spaced  therefrom  In  the  under- 
lapping  side,  and  fastening  means  on  the  sides 
of  the  garment   for  securing  the   ends   of   said 
straps,   whereby  threading   said   straps  through 
their  respective  slit^  and  securing   the  ends  of 
the  same  will  result  In  adjusting  the  waistband 
to  the  size  of  the  wearer,  the  proximity  of  the  slit 
in  the  underlapping  side  to  the  edge  of  the  fly 
opening  efTectlvely  holding  the  overlapping  edges 
against  vertical  shifting  movement. 


2.013.930 
ADJUSTABLE  PITCH  PROPELLER 

John  Squires,  Hagerstown,  Md. 

Application  September  23.  1931,  Serial  No.  5«4.5M 

24  aaims.     (CI.  170—162) 

1.  A  propeller  including  a  hub.  a  blade  rotat- 
ablv  mounted  In  said  hub.  means  for  positively 
holding  said  blade  against  turning  to  a  position 
below  a  predetermined  pitch,  a  yieldable  member 
for  holding  said  blade  against  turning  to  a  posi- 
tion above  said  predetermined  pitch,  and  a  counter 
weight  mounted  on  the  side  wall  of  said  blade 
and  so  constructed  and  arranged  as  to  create  a 
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centrifugal  moment  in  opposition  to  said  yield- 
able  holding  member  and  to  turn  said  blade  to  an 


increased  pitch  position  during  full  speed  opera- 
tion of  said  propeller. 


2,013,931 

GAS  OR  ELECTRIC  COOKING  RANGE 

AND  STOVE 

Jacob  Teller.  New  Rochelle,  and  Arthur  P. 
Schalz,  New  York,  N.  Y.,  assignors  to  Teller 
Stove  Heagning  Corporation,  New  York,  N.  Y., 
a  conx>ration  of  New  York 

Application  January  15,  1932.  Serial  No.  586,912 
6  Claims.     (CI.  126—37) 


6.  A  combined  cooking  and  working  top  com- 
prising a  rear  cooking  section,  a  forward  working 
top  section,  an  extension  leaf  hinged  along  the 
outer  edge  of  said  working  top  section,  and 
adapted  to  be  folded  thereover  or  be  swung  away 
from  said  Arorking  top  section  and  into  the  same 
horizontal  plane. 


2.013  932 
SUCTION  ACTUATED  CARBURETOR 

GOVERNOR, 
Louis  Leon  VIel,  VUle  d'Avny,  France,  asslmor 
to  Societe  Generate  des  Carboratenrs  Zenith. 
Lerallois-Perret,  France 
AppUcation  September  5,  1933,  Serial  No.  688,20t 
In  Belgium  September  8,  1932 
8  Claims.     <C1.  261—72) 
1.  A  governing  device  for  a  carburetor  for  an 
internal   combustion   engine   having   an   intake. 
a  carburetor  having  a  fuel  feed  and  an  air  sup- 
ply, comprising  in  combination  with  a  throttle 
valve,  suction  controlled  means  for  varying  the 
flow  of   fuel   from   the   fuel   feed   comprising   a 
movable  wall  within  a  chamber,  the  chamber  on 


one  side  of  said  wall  being  open  to  atmosphere, 
there  being  a  suction  connection  from  the  other- 
side  of  said  wall  connecting  said  chamber  to  the 
engine  intake,  manually  controlled  means  for 
actuating  the  throttle  valve,  actuating  connec- 
tions between  the  throttle  valve  and  the  wall. 
spring  means  for  moving  the  throttle  valve  to- 


ward Its  open  position  independent  of  the  man- 
ually controlled  means  and  for  moving  the  wall 
in  one  direction  to  close  the  throttle  valve,  and 
means  controlled  by  the  movement  of  the  throt- 
tle for  varying  the  suction  effect  on  the  wall 
and  thereby  vary  the  opposing  force  on  the 
spring. 


2.013.933 

MACHINE  FOR  INSERTING  AND  REMOVING 

BOILER  TUBES 

Georges  Warner,  St.-Etienne,  France 

AppUcation  December  26,  1933,  Serial  No.  704.000 

In  France  September  14.  1933 

2  Claims.     (CI.  153 — 81) 


1.  A  machine  for  inserting  and  removing  tubes 
of  water  tube  boilers,  comprising  a  frame  adapted 
to  be  fixed  in  the  Interior  of  a  drum,  longitudinal 
rails  carried  by  said  frame,  a  carriage  movable 
on  said  rails,  a  pair  of  transverse  rails  mounted 
on  said  movable  carriage,  a  second  carriage  mov- 
able on  the  transverse  rails,  a  motor  carried  by 
the  second  carriage,  a  tool-carrying  head  rotat- 
ably  supported  by  said  carriage,  and  means  con- 
necting the  head  with  the  motor. 


2.013,934 
WEIGHING  SCALE 

Foster  V.  Walts.  St.  Louis.  Mo.,  assignor  to  Toledo 
Scale  Manufactorinc  Company,  Toledo.  Ohio, 
a  corporation  of  New  Jersey 
AppUcation  January  5,  1933.  Serial  No.  650,271 
5  Claims.     (CI.  265 — 49) 
1.  In  a  device  of  the  class  described.  In  com- 
bination, a  weighing  scale  having  a  cylindrical 
poise  body,  a  member  rotatably  and  longitudinal- 
ly movably  mounted  thereon,  an  annular  member 
surrounding  said  movable  member  and  means 
controlled  by  said  annular  member  for  locking 
said  movable  member  to  said   poise  body,  said 
locking  means  including  an  aperture  in  said  mov- 
able member,  a  clutch  shoe  stationed  within  said 
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aperture   and   having   a   projecting   portion    for      constructed  and  arranged  to  equalize    the    ap- 
cooperating  with  a  portion  of  said  annular  mem-      parent  thickness  of  said  vertical  and  horizontaj 


ber,  whereby  said  clutch  shoe  is  firmly  pressed 
against  said  cylindrical  body. 


2.013,935 

WEIGHING  SCALE 

Mark    A.    Weckerly,    Toledo.    Ohio,    assignor    to 

Toledo  Scale  Manufacturing  Company.  Toledo. 

Ohio,  a  corporation  of  New  Jersey 

Application  May  6,  1932.  Serial  No.  609.628 

5  Claims.     (CL  249—63) 


^^ 


1.  In  a  device  of  the  class  described,  in  com- 
bination, weighing  mechanism  and  electrical 
mechanism  adapted  to  be  controlled  thereby,  said 
weighing  mechanism  comprising  load  supporting 
means,  automatic  load  counterbalancing  mech- 
anism, and  manipulative  load  offsetting  means, 
co-acting  indicating  means  and  means  adapted 
to  control  said  electrical  mechanism,  said  auto- 
matic load  counterbalancing  mechanism  being 
normally  in  maximum  counterbalancing  condi- 
tion, said  manipulative  load  counterbalancing 
means  being  adapted  to  reduce  such  counterbal- 
ancing effect  of  said  automatic  load  counterbal- 
ancing mechanism  an  amount  equal  to  the  prede- 
termined weight  of  a  load,  and  means,  associated 
with  said  counterbalancing  means  and  said  indi- 
cating means  controlled  thereby  for  controlling 
said  electrical  mechanism. 


2.013.936 
WEIGHING  SCALE 

Lawrence  S.  Williams,  Toledo,  Ohio,  assignor  to 
Toledo  Scale  Manufacturing  Company.  Toledo, 
Ohio,  a  corporation  of  New  Jersey 
AppUcation  March  1.  1932.  Serial  No.  596,073 

3  Claims.  (CI.  88 — 1) 
3.  In  a  weighing  scale,  in  combination,  a  chart 
bearing  value  computations,  the  numerals  there- 
of having  thick  vertical  strokes  and  comparative- 
ly thin  horizontal  strokes  and  wide  horizontal 
dimension  and  relatively  short  vertical  dimen- 
sion and  a  lens  curved  about  a  horizontal  axl«  and 


strokes  and  to  elongate  the  apparent  vertical  di« 
mension  of  said  numerals. 


2,013,937 
WEIGHING  DEVICE 

Lawrence  S.  Williams.  Toledo.  Ohio,  assignor  to 
Toledo  Scale  Manufacturing  Company,  Toledo, 
Ohio,  a  corporation  of  New  Jersey 
Application  January  5,  1933.  Serial  No.  650,273 
11  Claims.     (CI.  265— 27) 


1.  In  a  dynamic  weighing  device,  pendulous 
means  capable  of  swinging  freely  under  the  in- 
fluence of  gravity,  means  whereby  a  load  may  be 
applied  to  said  pendulous  means  at  one  side  of  a 
vertical  plane  passing  through  the  fulcrum  axis 
of  said  pendulous  means,  means  for  holding  said 
load  and  pendulous  means  in  definite  position  with 
their  combined  center  of  mass  at  one  side  of  said 
vertical  plane,  and  means  for  instantly  eliminat- 
ing the  effect  of  said  holding  means  to  permit 
free  swingmg  movement  of  said  pendulous  means. 


2.013.938 
LINE    TENSION    MEASLTRING    INSTRUMENT 

Lawrence  S.  Williams,  Toledo,  Ohio,  assignor  to 
Toledo  Scale  Manufacturing  Company,  Toledo, 
Ohio,  a  corporation  of  New  Jersey 
Application  July  13,  1933,  Serial  No.  680,283 

9  Claims.  (CI.  265—1) 
5.  In  a  device  of  the  class  described,  in  com- 
bination, a  barrel  adapted  to  serve  as  a  handle,  a 
casing  at  one  end  of  said  barrel,  a  rotatable  shaft 
extending  longitudinally  of  said  barrel,  means  at 
one  end  of  said  shaft  for  fastening  a  line  to  be 
wrapped  about  said  shaft  whereby  a  pull  on  said 
line  will  exert  a  turning  effort  on  said  shaft,  a  spi- 
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ral  spring  mounted  within  said  casing  for  ytelda- 
bly  resisting  such  turning  effort  of  said  shaft,  and 
means  for  indicating  the  amount  of  such  turning 


effort  including  a  conical  chart  fixed  to  said  shaft 
and  bearing  indicia  co-operating  with  an  index 
on  said  casing. 


2.013.929 

WEIGHING  SCALE 

Lawrence  S.  Williams,  Toledo,  Ohio,  asslfnor  to 

Toledo  Scale  Manufacturing  Company,  Toledo, 

Ohio,  a  corporation  of  New  Jersey 

AppUcaUon  Aufust  9.  1933.  Serial  No.  684,413 

8  Claims.     (CL  116—129) 


1.  In  a  device  of  the  class  described,  in  combi- 
nation, weighing  mechanism,  automatic  indicat- 
ing means  operatively  connected  thereto,  said  in- 
dicating means  including  a  chart  having  indicia, 
housing  means  for  said  weighing  mechanism  and 
said  indicating  means,  means  for  magnifying  said 
indicia,  said  magnifying  means  comprising  a 
frame,  a  magnifying  lens  carried  by  said  frame, 
means  including  a  hinge  at  each  end  of  said 
frame  for  attaching  said  frame  to  said  housing 
means,  whereby  said  frame  is  tlltable  selectively 
to  positions  in  which  lines  of  sight  of  observers 
of  different  heights  pass  through  said  lens  at  an 
angle  substantially  perpendicular  to  Its  major 
plane,  and  means  for  yieldably  holding  said  frame 
in  selected  position. 


2.013.940 
RECORDING    SCALE 

Lawrence  S.  Williams,  Toledo,  Ohio,  assigrnor  to 
Toledo  Scale  Manufacturing  Company,  Toledo. 
Ohio,  a  corporation  of  New  Jersey 
AppUcation  September  15.  1934,  Serial  No.  744.226 
9  CUims.      (CI.  265 — 5) 
5.  In  a  device  of  the  class  described  In  com- 
bination weighing  mechanism,  a  movable  chart 
bearing  a  plurality  of  Indicia  and  having  a  plu- 
rality  of    apertures,   said   chart   being   actuated 
by  said  weighing  mechanism  in  proportion  to  the 
weight  of  a  load,  means  for  positioning  one  of 
said  indicia  in  registration  with  a  plane  passing 
through  said  chart  said  means  comprising  a  plu- 
rality of  spring  pressed  plungers,  means  for  mov- 
ing said  plurality  of  plungers  Into  engagement 
with  said  chart,  one  of  said  plimgers  being  in  ad- 


vanced position  and  adapted  to  enter  one  of  said 
apertures  and  influence  the  position  of  said  chart 
in  one  direction  if  in  substantial  alignment  there- 
with and  another  of  said  plungers  being  adapted 


to  enter  another  of  said  apertures  and  Influence 
the  position  of  said  chart  in  another  direction 
when  said  first  referred  to  plunger  is  not  in  sub- 
stantial alignment  with  one  of  said  apertures. 


2.013,941 

STABLE    VINYL    RESINS    AND    PROCESS 

OF  MAKING  THE   SAME 

Charles  O.  Young  and  Stuart  D.  Douf  las,  Charles- 
ton,  W.    Va.,    assifpnors   to   Carbide    &    Carbon 
Chemicals  Corporation,  a  corporation  of  New 
Yoric 
No  Drawini:.     Application  March  28.  1931, 
SerUl  No.  526.123 
10  Claims.     CI.  23—250) 
5.  A  heat  and  exposure  resistant  polymeriza- 
tion product  of  a  plurality  of  vinyl  esters  includ- 
ing  vinyl   halides  and   vinyl   esters  of   aliphatic 
acids  containing  less  than  about  3%   of  hexa- 
methylenetetramine. 


2.013.942 

PAPER  MAKING   MACHINE 

Jacob  F.  Albrif  ht,  Bastrop.  La. 

Application  July  30.  1934,  Serial  No.  737,671 

16  Claims.     (CI.  92 — 49) 


1.  In  combination  with  a  press  roll  of  a  paper 
making  machine,  of  means  for  stripping  the  paper 
web  from  said  roll  comprising  a  rotatable  strip- 
ping device,  driving  means  in  frlctlonal  engage- 
ment with  said  press  roll  for  rotating  said  device 
at  a  higher  speed  than  the  surface  speed  of  the 
press  roll  whereby  the  surface  of  said  stripping 
device  moves  in  a  direction  opposite  to  and  at 
a  greater  speed  than  the  adjacent  moving  surface 
of  the  press  roll. 


Septembeb  10, 1935 


U.  S.  PATENT  OFFICE 


823 


2,013.943 

CIRCULAR    SAW 

Henry   B.    Allen,   PhUadelphia,   Pa.,    assignor   to 

Henry  Disston  &  Sons,  Incorporated.  Tacony, 

Pa.,  a  corporation  of  Pennsylvania 

Application  March  29,  1933.  Serial  No.  663.419 

2  Claims.     (CL  143 — 137) 


and  a  hub  joumaled  on  said  kindle,  of  a  braking 
apparatus  comprising  a  drum  mounted  on  the  hub, 
a  backing  plate  fixed  on  the  spindle  adjacent  the 
inner  end  thereof  and  adjacent  the  inner  side  of 
the  hub,  said  backing  plate  extending  beyond  the 
periphery  of  said  hub,  and  a  housing  mounted  on 


1  An  Integral  circular  saw  blade  having  a  plu- 
rality of  narrow  slits  extending  inwardly  from  the 
rim  and  unevenly  spaced  with  respect  to  each 
other  at  the  periphery. 


2,013.944 

COIN  CONTROLLED  MECHANISM 

William  T.  Anderson,  Macon,  Ga. 

Application  November  21,  1933.  Serial  No.  699,072 

11  CUims.     (CI.  194—1) 


1.  In  a  telephone  construction  separate  later- 
ally spaced  coin  chutes,  coin  receiving  openings 
in  the  respective  chutes,  movable  baffle  means  In 
the  respective  chutes  closing  the  openings  at 
one  end.  means  operated  by  the  pressure  of  an 
inserted  coin  against  one  of  the  baffles,  for  hold- 
ing the  other  baffles  against  movement,  and  de- 
presslble  fingers,  and  means  for  moving  the 
fingers  Into  the  respective  chutes  for  shifting  an 
Inserted  coin  from  engagement  ^^ith  Its  baffle 
means  thereby  to  release  all  of  the  baffle  means 
for  actuation  of  any  one  of  them  by  another 
inserted  coin. 

2.013.945 
BRAKE  SHIELD 
Homer  C.  Babbitt.  Sedalia,  Mo. 
Application  Ausrust  24,  1934.  Serial  No.  741,315 
1  Claim.     (CL  188—2) 
The  combination  with  a  stationary  axle,  a  spin- 
dle mounted  for  swinging  movement  on  said  axle. 


the  backing  plate  and,  In  conjunction  with  said 
backing  plate,  substantially  enclosing  the  drum, 
said  housing  encircUng  the  periphery  of  the  drum 
and  extending  Inwardly  adjacent  the  outer  side 
of  said  drum,  the  inwardly  extending  portion  of 
said  housing  having  an  opening  therein  rotatably 
accommodating  the  hub. 


2,013,946 
REFRIGERATION 

Hubert    D.    Bennett,    Toledo,    Oliio,   assignor    to 
Toledo  Scale  Manufacturing  Company,  Toledo, 
Ohio,  a  corporation  of  New  Jersey 
AppUcation  June  6,  1934,  Serial  No.  729,282 
4  Claims.     (CL  62— 94) 


2.  In  a  process  of  refrigeration,  the  steps  of 
successively  adding  solvents  to  solutes  the  dis- 
solving of  which  has  an  endothermic  effect,  the 
solvent  of  each  succeeding  addition  being  pre- 
cooled  by  the  endothermic  effect  of  dissolving  the 
solute  of  a  preceding  batch,  the  materials  of  each 
batch  being  prevented  from  comingling  with 
materials  of  other  batches. 


2,013.947 
REMOTE  CONTROL  FOR  TOY  ELECTRIC 
VEHICLES 
Earl   D.   Bolsselier,   Glen   Ellyn,   111.,   assignor  to 
American  Flyer  Manufacturing  Company,  Chi- 
cago, 111.,  a  corporation  of  Illinois 
AppUcation  March  9.  1934.  Serial  No.  714.879 

9  Claims.  (CI.  104 — 151) 
1.  In  a  toy  locomotive,  means  responsive  to  re- 
mote control  of  the  current  supply  to  the  arma- 
ture and  field  of  the  electric  motor  of  the  loco- 
motive to  determine  the  latter's  direction  of 
travel:  comprising,  a  shlf table  switch  for  revers- 
ing the  flow  of  current  to  the  motor,  a  switch 
actuating  pole  piece  constituting  part  of  the  mo- 
tor field,  said  pole  piece  being  plvotally  mounted 
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at  one  end  and  having  its  opposite  end  directly 
engageable  with  the  switch,  a  spring  for  moving 
the  pole  piece  away  from  the  field  coil  when  the 
latter  is  de-energized,  and  means  for  selectively 


setting  the  said  pole  piece  with  reference  to  the 
switch,  whereby  successive  operating  strokes  of 
the  pole  piece  due  to  successive  energizations  of 
the  field  magnet,  will  alternately  reverse  the  mo- 
tor or  compel  it  to  move  in  one  direction  only. 


2,013.948 
BRAKE 
Gerald  Ayshford  Pole  C»rew,  East  Croydon.  Eng- 
land, assignor  of  one- half  to  Charles  William 
de  Roemer.  London.  England 
Application  December  27.  1932.  Serial  No.  649.098 
In  Great  Britain  February  26,  1932 
1  Claim.     (CI.  188—234) 


For  use  in  a  brake  of  the  type  having  a  drum 
and  fibrous  material  friction  members,  a  brake 
element  comprising  a  main  arcuate  part  hav- 
ing on  that  side  thereof  presented  to  the  brake 
drum  two  radial  shoulders,  one  at  esich  end 
thereof,  and  having  between  said  shoulders  on 
the  same  side  a  series  of  trsaisverse  corrugations, 
the  sides  of  which  diverge  to  the  adjacent  troughs, 
a  subsidiary  arcuate  part  abutting  the  shoulders 
and  filling  the  space  between  said  shoulders  on 
the  main  arcuate  part  and  having  on  that  side 
thereof  which  is  to  be  presented  to  the  brake 
drum  a  fibrous  friction  surface  and  on  the  other 
side  thereof  a  series  of  transverse  corrugations 
complementary  to  the  corrugations  on  the  main 
arcuate  part  and  interengaging  therewith,  the 
radial  thickness  of  the  subsidiary  part  at  the  crest 
of  the  corrugations  being  greater  than  the  radial 
length  of  the  shoulders  on  the  main  part,  and 
means  for  securing  the  subsidiary  part  to  the 
main  part. 


2.013,949 

RUBBER  DTE 

Samnel   C.    Clark.   Pontiac.   Mich.,    assignor   to 

Baldwin   Rabber   Company,   a   corporation   of 

Michfgan 

AppUcaUon  March  5.  1931.  Serial  No.  520.348 

4  Claims.    (CI.  18 — 44) 
1.  The  method  of  constructing  a  pair  of  dies 
for  forming  a  sheet  of  material  into  a  predeter- 
mined shape  which  includes,  the  steps,  of  con- 


structing one  of  the  dies  from  a  solid  material 
having  one  surface  conforming  to  said  predeter- 
mined shape,  of  pressing  said  surface  into  a  pli- 
able material,  of  hardening  said  material,  and  of 


machining  at  least  one  of  said  elements  of  the  die 
at  the  sides  of  the  matable  male  and  female  por- 
tions to  provide  side  clearance  therebetween  for 
the  sheet. 


2.013.950 

EQUIPMENT   FOR   CARRYING   CONTAINERS 

AND  THE  LIKE 

Harold  O.  Davidson,  Iron  Mountain.  Mich. 

Application  September  15.  1933.  Serial  No.  689,637 

4  Claims.     (CI.  224—25) 


1.  Equipment  for  carrying  containers  and  the 
like,  comprising  a  t)elt  for  attachment  to  a  per- 
son's waist,  a  supporting  frame  secured  to  the 
belt  extending  rearwardly  of  the  person,  a  strap 
having  its  ends  secured  to  the  respective  sides 
of  the  belt  and  passing  over  the  person's  shoul- 
ders so  that  the  median  portion  of  the  strap 
forms  a  loop  adjacent  the  persons  back,  said 
loop  engaging  the  container  and  assisting  in  hold- 
ing the  same  in  upright  position  on  the  frame, 
and  a  rigid  yoke  secured  to  the  frame,  the  loop 
of  said  strap  being  passed  under  said  yoke. 


2.013.951 

WIRE   SPLICER 

Hugh  R.  Eskew,  Wendel,  W.  Va. 

Application  April  20.  1934,  Serial  No.  721,607 

2  Oaims.     (CI.  191—44.1) 


1.  A  trolley  wire  splicer  comprising  an  elon- 
gated body  having  tapered  ends  and  reduced  to- 
ward its  lower  edge  to  allow  for  the  free  passage 
of  a  trolley  wheel,  said  body  having  a  channel 
groove  longitudinally  arranged  therein,  wire 
clamping  means  for  one  of  the  reduced  ends,  the 
opposite  reduced  end  having  a  wire  receiving  bore 
extending  therethrough  and  communicating  with 
the  channel  groove,  wire  clamping  means  for  the 
Isist  mentioned  reduced  end.  bearing  means 
formed  on  and  rising  from  adjacent  the  opposite 
ends  of  the  body,  wire  receiving  means  mounted 
for  slidable  movement  in  the  groove  to  travel 
longitudinally  therein  between  the  t)earing  means, 
means  mounted  in  the  bearing  means  for  mov- 
ing the  wire  receiving  means,  locking  means  for 
the  moving  means,  suid  wire  clamping  means  in- 
cluded in  the  wire  receiving  means. 
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2.013.952 
SAFETY  PIN 

Beatrice  G.  George,  Miami.  Fla. 

Application  February  26,  1934.  Serial  No.  713,063 

5  Claims.     (CI.  24— 85) 


1  A  safety  pin  having  the  body  portion  there- 
of formed  of  a  single  length  of  wire  and  having 
one  end  bent  and  held  to  lie  adjacent  to  the  back 
portion  of  the  safety  pin  to  serve  as  a  spring  clip, 
and  a  clasp  portion  disposed  to  receive  the  end 
of  the  pin  portion  and  serving  to  clamp  the  cUp 
portion  against  the  back  portion  for  a  sufHcient 
distance  at  the  location  of  bond  to  maintain  the 
resilient  clip  end  in  proper  relation. 


hand  cam  surfaces  for  cooperating  with  corre- 
sponding surfaces  on  the  die-jaws  to  determine 
opening  thereof  responsive  to  sliding  of  the  car- 
rier. 

2.013,955  ^   , 

SOUND  REPRODUCING  DIAPHRAGM  AND  A 

METHOD  OF  MAKING   THE   SAME 

J  esse  B.  Hawley ,  Gene  va ,  lU. 

Application  February  12,  1934.  Serial  No.  710.854 

21  Claims.    (CI.  181—32) 


2  013  953 
LOUD  SPEAKER  ATTACHMENT 

Elwood  Grisslnger,  Buffalo,  N.  Y. 

Application  May  8,  1931,  Serial  No.  536,055 

Renewed  January  22,  1935 

16  Claims.     (CI.  181— 31) 


1  In  a  sound  reproducer  including  a  cone 
diaphragm,  a  supplemental  diaphragm  having 
its  outer  peripheral  edge  adapted  to  engage  the 
inner  periphery  of  the  cone  diaphragm  to  in- 
crease the  free  period  of  vibration  of  the  cone 
diaphragm. 

2.013.954 
SELF-OPENING  DIE-HEAD 

Cari   Haenggi.  Basel.  Switxerland 

Application  December  29,  1933.  Serial  No.  704,584 

In  Switzerland  January  7.  1933 

3  Claims.     (CI.  10—100) 


2  A  self-opening  die-head,  comprising  a  main 
body,  a  sliding  carrier  thereon,  movable  jaws 
mounted  on  said  carrier,  a  divided  threading  die- 
plate  with  several  cutting  edges  on  each  part  arid 
having  its  parts  mounted  on  said  jaws,  a  rotat- 
able  regulating  right  and  left  hand  threaded 
spindle  on  the  main  body  and  two  adjusting  nuts 
on  said  spindle  having,  on  the  one  hand,  stop 
parts  for  cooperating  with  corrssponding  parts 
on  the  die-jaws  to  determine  their  end  position 
on  their  closins  movement  and,  on  the   other 

4'-8   O.   G.— 22 


1  A  sound  reproducing  diaphragm  of  fibrous 
material  initially  accreted  in  the  desired  foma 
comprising  a  vibratile  portion  and  an  integral 
portion  for  directly  supporting  a  voice  coil. 


2.013,956 

MUFFLER 

Laurence  R.  Heath,  Sterling.  DL 

Application  November  16.  1931.  Serial  No.  575,437 

8  Claims.    (CL  137—160) 


-    ■"■^^^ -f^  ^:.^ 


8  A  muffler  comprising  longitudinally  spaced 
axially  alined  cylindrical  conduit  portions  and 
Venturi-like  conduit  portions  between  and  axially 
alined  with  said  cylindrical  conduit  portions,  said 
Venturi-like  conduit  portions  having  enlarged 
ends  in  unobstructed  communication  with  said 
cylindrical  conduit  portions,  being  contracted 
both  internally  and  externally  between  their  ends 
and  being  provided  in  their  contracted  portions 
with  openings,  and  tubular  means  surrounding 
at  least  parts  of  said  Venturi-like  conduit  por- 
tions and  spaced  radially  therefrom  to  provide 
annular  pockets,  said  pockets  being  placed  in  com- 
mumcation  with  the  interiors  ot  said  Venturi- 
like  conduit  portions  by  means  of  said  openings, 
the  peripheral  walls  of  said  pockets  having  open- 
ings.   

2,013.957 

WEIGHING   SCALE 

Halvor  O   Hem,  Toledo,  Ohio,  assignor  to  Toledo 

Scale  Manufacturing  Company,  Toledo,  Ohio, 

a  cornoration  of  New  Jersey 

Application  December  14.  1931,  Serial  No.  580.892 

6  Claims.     (CI.  265—31) 


1.  In  a  device  of  the  class  described,  in  com- 
bination, a  load-offsetting  beam  provided  with 
graduations  to  indicate  the  amount  of  a  com- 
modity ingredient,  a  poise  provided  with  an  index 
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co-operating  with  said  graduations,  means  on  said 
poise  and  beam  for  varying  the  travel  of  the  cen- 
ter of  mass  of  said  poise  necessary  to  bring  the 
index  into  registration  with  a  given  graduation 
on  said  beam,  and  means  for  setting  said  means 
for  varying  the  travel  of  the  center  of  mass  of 
said  poise  in  accordance  with  the  relative  amount 
of  a  second  ingredient  of  such  commodity. 


2.013.958 

GAME   APPARATUS 

Forest   F.   Hughes,   Waterloo,   Iowa,   assignor   of 

one-half  to  John  F.  Rosgen.  Waterloo,  Iowa 

Application  December  31.  1934.  Serial  No.  759,920 

3  Claims.     (CI.  273— 139) 


1.  In  an  apparatus  of  the  character  described, 
a  source  of  electric  current,  opposed  relatively 
fixed  and  removable  insulating  plates  having 
alined  apertures  therethrough,  a  conducting  bar 
on  the  upper  face  of  the  fixed  plate  and  having 
branches  between  apertures  therein,  oppositely 
positioned  conducting  bars  on  the  lower  face  of 
the  fixed  plate  having  unconnected  alternated 
branches  between  each  other,  three  electrically 
actuated  signaling  devices  in  circuit  with  each 
other  and  with  said  source  of  electric  current,  one 
of  said  devices  being  in  circuit  with  the  first  con- 
ducting bar.  and  the  other  devices  respectively  in 
circuit  with  said  other  bars,  said  other  bars  cov- 
ering in  alternation  certain  of  the  apertures  in 
the  fixed  plate,  headed  conducting  pins  each  con- 
sisting of  a  conducting  bridging  head  to  be  posi- 
tioned across  any  of  the  branches  of  the  conduct- 
ing bar  on  the  upper  face  of  the  fixed  plate  andf 
insulated  therefrom,  and  having  stems  at  opposite 
ends  of  which  one  only  may  traverse  an  aperture 
alongside  a  branch  of  the  said  conducting  bar  to 
end-contact  with  a  branch  of  either  of  the  con- 
ducting bars  on  the  lower  face  of  the  fixed  plate, 
the  other  stem  being  shorter  and  insertible  in  an 
aperture  at  the  opposite  side  of  the  conducting 
branch  so  crossed  without  contacting  with  a  con- 
ducting branch  or  either  bar  below,  and  a  selector 
conducting  pin  movably  mounted  In  the  circuit 
of  said  current  to  be  inserted  in  any  aperture 
of  the  removable  plate,  to  either  contact  with 
a  branch  of  the  conducting  bar  upon  the  top 
of  the  fixed  plate  to  close  the  circuit  through  one 
of  the  signaling  devices  only,  or  to  contact  with 
one  of  the  headed  conducting  pins  to  close  the 
circuit  fortuitously  through  either  of  the  other 
signaling  devices  only. 

2,013,959 

SPRAY  NOZZLE 

Ormand  Hnkari,  Hood  River,  Oreg. 

Application  September  24.  1934.  Serial  No.  745.307 

7  Claims.     (Cl.  299—116) 

f  / 


**«^«^***«****«»« 


a  control  rod  movable  back  and  forth  therein 
terminating  in  a  head,  a  sleeve  on  the  rod  rear- 
wardly  of  the  head,  a  spring  seating  between  the 
sleeve  and  the  seat  and  urging  the  sleeve  for- 
WEirdly.  a  diffusing  member  provided  with  a  dis- 
charge opening  carried  by  the  sleeve,  a  disk  pro- 
vided with  a  discharge  opening  terminating  the 
barrel,  the  rod  when  moved  forwardly  releasing 
and  permitting  the  spring  to  cause  the  diffusing 
member  to  cover  the  disk  whereby  the  relative 
size  of  its  discharge  opening  produces  a  spray 
proximate  the  end  of  the  nozzle,  and  when  the 
rod  is  moved  rearwardly  compelling  the  diffusing 
member  to  uncover  the  disk  whereby  the  relative 
larger  size  of  the  aperture  in  the  disk  causes  the 
spray  to  form  at  a  distance  from  the  nozzle. 


2.013,960 

COIN    CONTROLLED    WEIGHING    SCALE 

Samuel  N.  Hurt.  Toledo,  Ohio,  assimor  to  Toledo 

Scale  Manafacturing  Company.  Toledo,  Ohio,  a 

corporation  of  New  Jersey 

Application  December  10.  1931,  Serial  No.  580.132 

3  Claims.    (Cl.  232— 1) 


1.  In  a  device  of  the  class  described,  in  com- 
bination, a  hollow  weighing  scale  colunm  having 
a  coin  passage  leading  into  the  interior  of  the 
column,  a  coin  receiver  member  positioned  with- 
in said  column  and  having  an  inlet  opening  for 
collecting  coins  from  said  passage,  said  coin  re- 
ceiver member  having  an  outlet  opening,  a  closure 
for  said  outlet  opening,  and  means  for  locking  said 
closure  in  said  outlet  opening,  said  column  hav- 
ing an  opening  overlying  the  outlet  opening  in 
said  coin  receiver  member  through  which  said 
closure  may  be  removed  and  replaced. 


2.013.961 

WEIGHING  SCALE 

Samuel  N.  Hurt,  Toledo,  Ohio,  assignor  to  Toledo 

Scale  Manufacturing  Company.  Toledo,  Ohio,  a 

corporation  of  New  Jersey 

AppUcation  March  4,  1932,  Serial  No.  596.804 

2  Claims.     (Cl.  265—27) 


1.  A  spray  nozzle  including  a  barrel  having  an  ' 
enlarged  discharge  end  provldiiig  an  interior  seat,  i 


1.  In  a  device  of  the  class  described,  in  com- 
bination, movable  load -supporting  means,  load- 
counterbalancing  and  indicating  mechanism  op- 
eratively  connected  to  said  movable  load-sup- 
porting means,  a  stationary  frame,  a  part  mov- 
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able  with  said  load -supporting  means,  a  check 
stay  having  fiexible  strips  adjacent  its  ends,  and 
means  for  fastening  the  ends  of  said  check  stay 
respectively  to  said  movable  part  and  said  sta- 
tionary frame,  said  fastening  means  including 
a  member  adapted  to  swivel  about  an  axis  ex- 
tending in  a  direction  longitudinal  of  said  check 
stay. 

2,013.962 

COUPUNG  FOR  SUCKER  RODS 

Ralph  O.  Hutchens.  Long  Beach,  Calif. 

Application  March  4.  1935,  Serial  No.  9.303 

1  Claim.     iCl.  287—119) 


A  sucker  rod  coupling  of  the  character  set  forth 
comprising  telescopically  connected  members 
having  aligned  apertures  therein,  a  substantially 
U-shaped  pin  passing  through  the  apertures  and 
having  resilient  extremities,  and  ears  formed  on 
the  resilient  extremities  of  the  U-shaped  pin  for 
engagement  with  a  portion  of  one  of  the  telescopic 
members. 


2.013.963 
HANDLE  CONNECTION  FOR  IMPLEMENTS 

Frank  L.  Ingling.  Livingston.  N.  J. 

Application  July  21,  1934.  Serial  No.  736.335 

4  Claims.    (Cl.  306—2) 


1.  In  an  adjustable  handle  connection  for  im- 
plements, a  toothed  sector  rigidly  connected  to  the 
handle,  an  annularly  notched  plate  rigidly  con- 
nected to  the  implement,  each  of  the  notches  of 
the  plate  being  adapted  to  receive  any  of  the  teeth 
of  the  sector,  a  universal  joint  connection  adapted 
to  hold  the  sector  and  the  plate  in  right-angular 
relation  to  each  other,  and  a  clamp  adapted  to 
secure  the  sector  to  the  plate  with  selected  teeth 
of  the  sector  in  registry  with  selected  notches  of 
the  plate. 


2.013,964 
ELECTRIC  BUSHING,  FIXTURE  STUD,  ETC. 

Julian  Gordon  Knight.  Brooklyn,  N.  Y. 

ApplicaUon  March  20.  1931,  Serial  No.  523,999 

7  Claims.     (Cl.  247—25) 


I.  A  conduit  bushing  adapted  to  be  secured  to 
a  wall  member  and  internally  threaded  to  receive 
a  conduit,  a  fiange  extending  from  the  periphery 
and  adapted  to  abut  one  side  of  said  wall  mem- 
ber, said  flange  having  a  slot  extending  there- 
through and  said  bushing  having  a  groove  dis- 
posed on  the  periphery  thereof  and  bounded  along 
one  side  thereof  by  said  fiange.  said  groove  being 
disposed  approximately  diametrically  opposite  to 
said  slot,  and  a  screw  bolt  passing  through  said 
slot  and  having  a  head  at  one  end  thereof,  the 
side  of  said  bushing  having  a  surface  inclined 
in  resp>ect  to  the  axis  of  the  bushing,  and  said 
head  engaging  said  surface  to  move  the  bolt  ra- 
dially away  from  said  bushing  and  along  said 
slot  upon  the  axial  movement  of  said  bolt  in  re- 
spect to  the  bushing. 


2.013.965 
ELECTRIC  BUSHING.  FIXTURE  STUD.  ETC. 

Julian  Gordon  Knight.  Brooklyn,  N.  Y. 

AppUcation  June  6.  1931,  Serial  No.  542^08 

6  Claims.     (Cl.  247—25) 


1.  A  device  of  the  class  described  adapted  to 
be  secured  in  an  opening  in  the  wall  of  a  housing 
forming  part  of  an  electrical  installation,  and 
including  a  member  having  a  head  portion  which 
is  shiftable  in  said  opening,  means  disposed  on 
one  side  of  said  member  for  engaging  the  edge 
of  the  opening  to  prevent  axial  movement  of 
said  member  when  mounted  in  position  with  re- 
spect to  said  wall,  a  guide  chamber  on  one  side 
of  said  member,  a  pin  slidable  endwise  within 
said  chamt)er.  and  a  spring  acting  on  said  pin 
for  yieldingly  forcing  it  beyond  said  chamber  into 
engagement  with  said  wall,  said  pin  being  adapt- 
ed to  lock  said  member  to  said  wall  against  rel- 
ative rotational  movement. 


2.013,966 
METALLLTtGICAL  FURNACE 
Charles  R.  Kuzell,  Clarkdale,  Aric.  assignor,  by 
mesne  assignments,  to  Phelps  Dodge  Corpora- 
tion, New  York,  N.  Y.,  a  corporation  of  New 
York 
Application  January  5,  1933.  Serial  No.  650.236 
9  Claims.     (Cl.  263 — 46) 
1.  The  combination  with  a  reverberatory  fur- 
nace of  a  supporting  frame  comprising  a  set  of 
upright  supports  disposed   on  opposite  sides  of 
the  furnace  in  contact  with  the  side  walls  and 
supported  upon  a  foundation,  means  for  adjust- 
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ably  connecting  the  upper  portions  of  said  sup- 
ports, and  means  for  individually  connecting  the 


rO^^ 


lower  end  portions  of  said  upright  supports  to  the 
foundation. 

2  013  967 
APPARATUS  FOR  EQUAUZING  DRIVING 

BELTS 

Julius  Leister,  Berlin- Zehlendorf,  Gemutny,  as- 
signor, by  mesne  assignments,  to  Hermann 
Bothe,  Berlin.  Germany 

AppUcaUon  April  19,  1932,  Serial  No.  M6.196 

In  Germany  September  4,  1931 

2  Claims.     (CI.  69 — 1) 


2,013.968 
COUPLING    FOR    RELATIVELY    ROTATABLE 

WHEEL  AND  AXLE 

Harry  E.  McKee,  Brooklyn,  N.  T..  assignor  of  one- 

half  to  William  P.  Gnerin.  Brooklyn.  N.  Y. 

AppUcaUon  Anmst  15,  1934,  Serial  No  739.958 

1  Claim.     (CI.  301—122) 


In  combination,  a  spindle  of  uniform  diameter 
having  a  single  annular  groove  at  a  distance  from 
its  end.  a  hub  fitted  to  rotate  on  said  spindle  out- 
wardly beyond  the  groove,  said  hub  being  screw 
threaded  on  its  outer  surface  at  the  inner  end  and 
having  a  plurality  of  acute  angled  radial  teeth 
on  its  inner  end  surface,  a  bushing  fitting  said 
spindle,  said  bushing  being  composed  of  two 
equal  longitudinal  sections  presenting  a  uniform 
smooth  siirfaced  cylinder  and  having  teeth  on  its 
outer  end  corresponding  with  and  adapted  to  en- 
gage the  teeth  of  said  hub  at  any  point  of  appli- 
cation thereto,  means  carried  by  said  bushing 
to  engage  within  the  spindle  groove,  a  sleeve 
chambered  to  receive  said  bushing  and  having 
threads  at  one  end  to  engage  the  threads  of  said 
hub.  and  an  annular  inreaching  flange  at  the 
opposite  end  of  said  sleeve  to  draw  the  teeth  of 
said  bushing  and  hub  mto  positive  engagement 
whereby  said  hub.  bushing  and  sleeve  operate  as 
a  unit  relative  to  said  spindle. 


1.  In  an  apparatus  for  evening  endless  belts  the 
combination  of  a  smooth  supporting  roller,  rotat- 
ing about  a  fixed  axis,  over  which  the  belt  is 
guided,  a  cutter  arranged  in  front  of  said  roller 
and  adapted  to  operate  upon  the  outer  side  of 
the  belt,  and  means  for  positively  shifting  said 
cutter  axlally  and  radially  of  said  roller. 


2,013.969 
APPARATUS   FOR  CAPTURING  INSECTS 
Vitaii  Menasche.  Paris.  France,  assirnor  to  No- 
mosqoito,     Paris.     France,     a    limited -liability 
company 

Application  April  21,  1934.  Serial  No.  721.730 

In  France  December  27.  1933 

7  Claims.     (CI.  43—139) 


1.  An  appstratus  for  capturing  insects  compris- 
ing In  combination  a  conduit  provided  with  a  lat- 
eral aperture,  a  luminous  source  at  one  end  of 
said  conduit,  suction  means  at  the  other  end  of 
said  conduit  adapted  to  draw  air  through  said 
conduit,  supporting  means  carried  by  said  conduit 
opposite  said  aperture,  a  perforated  container 
having  its  open  end  directed  towards  the  luminous 
source  and  adapted  to  be  introduced  into  and  re- 
moved from  said  conduit  through  said  aperture 
and  adapted  to  be  held  in  said  conduit  by  said 
supporting  means,  and  a  door  adapted  to  cover 
said  aperture. 


2.013.970 
PROCESS     OF     PRODUCING     PHOSPHORIC 

ACID  AND  DERIVATIVES  OF  THE  SAME 

Georre  F.  Moore,  Tampa.  Fla..  assi^ior  to  U.  S. 

Phosphoric  Products   Corporation,   New   York, 

N.  Y.,  a  corporation  of  Delaware 

Application  February  10.  1933.  Serial  No.  656.146 

20  Claims.     (CI.  23— 165) 
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1.  The  process  of  preparing  substantially  pure 
ortho-phosphoric  acid,  which  comprises  subject- 
ing tri-calclum  phosphate-containing  material  to 
the  action  of  sulphuric  acid  In  such  amount  and 
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of  such  strength  as  to  convert  the  tri-calclum 
phosphate  substantially  completely  to  mono-cal- 
cium phosphate  but  insufficient  to  convert  more 
than  a  minor  portion  thereof  to  free  phosphoric 
acid,  adding  sufficient  neutralizing  agent  to  re- 
duce the  acidity  of  the  mixture  to  at  least  a  pH 
value  of  4.4,  separating  the  mono-calcium  phos- 
phate in  the  form  of  a  dilute  aqueous  solution 
from  the  insoluble  residues  and  precipitates, 
treating  said  solution  with  lime  to  precipitate  the 
phosphate  as  di-calcium  phosphate,  separating 
the  insoluble  di-calcium  phosphate  from  the  re- 
maining solution  and  the  Impurities  dissolved  or 
suspended  therein,  and  converting  the  di-calcium 
phosphate  thus  obtained  to  ortho-phosphoric 
acid. 


.*•*•* 


2.013.971 

AUTOMATIC  SCREENING  AND  FILTERING 

APPARATUS 

WilUam  Ralsch.  Forest  Hills,  N.  Y.,  assignor  to 
Municipal   Sanitary   Service  Corporation,  New 
York,  N.  Y.,  a  corporation  of  New  York 
AppUcation  May  4,  1928,  Serial  No.  275,115 
17  Claims.     (CI.  210—196) 


•   * 


>o^  ^' 

^"z:^i 

^tz-rr-^- 

-rr-^.'-pra 

1.  In  apparatus  of  the  class  described,  a  struc- 
ture forming  a  passage  for  fluid,  a  movable  foram- 
inous  barrier  in  the  passage  having  portions  for 
the  passage  of  fluid  at  different  rates  and  adapted 
to  prevent  passage  through  said  barrier  of  cer- 
tain substance  in  the  fluid,  operating  means  for 
said  barrier,  a  control  therefor  operable  accord- 
ing to  the  level  of  fluid  in  the  passage,  and 
cleansing  mechanism  for  said  different  portions 
of  said  barrier  that  for  one  portion  being  operable 
only  when  the  fluid  rises  above  a  given  level. 


2,013,972 
BITUMINOUS   PAVING   MATERIAL 
Samuel  8.  Sadtler,  Springfield  Township.  Mont- 
gomery County,  and  Woolsey  H.  Field,  Wyn- 
cote.  Pa. 

No  Drawing.  Application  February  21,  1934, 
Serial  No.  712.310 
19  Claims.  <  CI.  106— 31) 
1.  The  method  of  making  a  bituminous  paving 
material,  which  consists  in  agitating  together  a 
fluent  bitumen  and  water  to  form  thereof  a 
bituminous  emulsion,  in  which  the  bitumen  is 
in  the  discontinuous  phase  and  the  water  is  in 
the  continuous  phase,  and  adding  thereto  an  in- 
gredient operative  to  invert  said  emuls  on  to  one 
in  which  the  bitumen  is  In  the  continuous  phsise 
and  the  water  in  the  discontinuous  phase,  and 
then  applying  said  inverted  emuls  on  to  a  wet 
mineral  road  aggregiate  and  agitating  the  mass 
until  each  piece  of  aggregate  is  completely  coated 
with  said  emulsion. 


2  013.973 

APPARATUS  FOR  THE  PRODUCTION  OF 
PHTHALIC  ANHYDRIDE  AND  BENZOIC 
ACID  ^       ^ 

Max  Scharff,  Heidelberg.  Johannes  Brode,  de- 
ceased, late  of  Ludwigshafen-on-the-Rhine,  by 
Kathe  Brode,  administratrix,  Ludwigshafen- 
on-the-Rhine,  and  Adolf  Johannsen  and  Josef 
Reichart,  Ludwigshafen-on-the-Rhine,  Ger- 
many, assignors  to  I.  G.  Farbenindustrie  Ak- 
tiengesellschaft,  Frankfort-on-the-Main,  Ger- 
many 

Original  application  August  14,  1929,  Serial  No. 
385,859.  Divided  and  this  application  Novem- 
ber 9.  1933,  Serial  No.  697.302 

2  Claims.     (CL  23—288) 


lfC>jy>y*^'»» 


1.  Apparatus  suitable  for  producing  benzoic 
acid  from  phthalic  anhydride  and  for  purifying 
phthallc  anhydride  produced  by  the  catalytic  oxi- 
dation of  naphthalene  which  comprises  two  cham- 
bers, each  of  them  having  two  vertical  sieve- 
plates  in  its  lower  part  and  two  further  sieve- 
plates  in  its  upper  part  and  further  having  means 
for  withdrawing  solids  from,  and  for  supplying 
fresh  solids  to  said  chamber,  a  gas  inlet  connected 
to  one  of  the  lower  sieves  of  the  first  chamber,  a 
passage  between  the  other  lower  sieve  and  one  of 
the  upper  sieves  of  the  first  chamber,  a  passage 
between  the  other  upper  sieve  of  the  first  cham- 
ber and  one  of  the  lower  sieves  of  the  second 
chamber,  a  passage  between  the  other  lower  sieve 
and  one  of  the  upper  sieves  of  the  second  cham- 
ber, and  a  gas  outlet  connected  to  the  other  upper 
sieve  of  the  second  chamber. 


2  013,974 
ELECTRIC  DISCHARGE  STARTING  CIRCUIT 

Richard   M.   Somers,  Orange,  N.  J.,   assignor   to 
Thomas  A.  Edison,  Incorporated,  West  Orange, 
N    J.,  a  corporation  of  New  Jersey 
Application  March  17,  1934.  Serial  No.  716,038 
6  Claims.     (CL  176—124) 


1.  The  combination  with  an  electric  gaseous 
discharge  device  having  a  thermionic  cathode  and 
an  anode,  cathode  heating  means  therefor,  a 
source  of  current  connected  between  said  cathode 
and  said  anode,  and  a  choke  Interposed  between 
said  cathode  and  said  source :  of  an  electrode  ad- 
jacent said  cathode  and  forming  therewith  a  rec- 
tifier, and  a  starting  circuit  for  said  device  adapt- 
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ed  to  generate  across  said  choke  a  high-voltage 
transient,  said  circuit  serially  comptising  said 
choke,  said  rectifier,  a  circuit-breaking  switch 
having  a  movable  portion  of  relatively  low  mass 
substantially  instantaneously  responsive  to  cur- 
rent of  a  predetermined  value  traversmg  said  cir- 
cuit, current  limltmg  means  operative  until  said 
cathode  is  substantially  fully  heated,  and  a  source 
of  alternating  voltage  of  value  to  pass  through 
said  circuit  when  said  limiting  means  is  Inoper- 
ative an  intermittent  current  of  peak  amplitude 
only  slightly  exceeding  said  predetermined  value. 


2,013.975 
METALLURGICAL  FURNACE 

William  J.  Thomas,  Great  Falls,  Mont.,  assiimor 
to  Anaconda  Copper  Mining  Company,  New 
York,  N.  Y.,  a  corporation  of  Montana 

AppUcation  Janaary  20,  1934.  Serial  No.  707,451 
1  Claim.     (CI.  263— 26) 


A  multiple  hearth  furnace  comprising  a  rigid 
,  sbell,  a  central  shaft  disposed  within  the  rigid 
shell,  a  plurality  of  masonry  hearths  disposed 
between  the  rigid  shell  and  the  central  shaft,  a 
metallic  ring  embedded  in  each  hearth  and  sub- 
stantially axially  aligned  about  the  central  shaft, 
a  plurality  of  radially  disposed  reinforcing  beams 
embedded  in  each  hearth  and  having  their  outer 
end  portions  non- rigidly  supported  by  the  rigid 
shell  and  their  Inner  end  portions  non -rigidly 
connected  to  the  ring. 


2.013.976 

ADJUSTABLE   PERFORATING   DIE 

George  F.  Wales,  BufTalo,  N.  Y. 

AppUcaUon  September  25.  1934.  Serial  No.  745.423 

12  Claims.    (Q.  164—86) 


1.  In  a  machine  having  a  stationary  bed  and 
reciprocating  ram,  an  adjustable  perforating  ap- 
pcuratus  comprising  a  rail  mounted  on  said  bed. 
a  holder  having  a  lower  base  and  upper  head 
slldably  moimted  on  said  rail,  means  for  adjust- 
ably locking  said  holder  on  said  rail,  a  perforat- 


ing die  mounted  on  said  base  and  a  punching  de- 
vice mounted  and  guided  on  said  head  as  a  punch- 
ing unit  including  a  punch  cooperating  with  said 
die  upon  pressure  being  applied  on  said  punch  by 
said  ram.  and  a  spring  stripping  means  for  with- 
drawing the  punch  from  the  material  worked 
upon. 


2,013,977 

PRODUCTION  OF  POTASSIUM 

BICARBONATE 

Hans   Weiss,  Mannheim,   Germany,   assignor  to 

I.      G.      Farfoenindnstrie      Aktiengesellschaft, 

Frankfort -on -the -Main.  Germany 

No    Drawing.      AppUcation    February    26,    1932, 

Serial  No.  595.423.    In  Germany  March  4.  1931 

5  Claims.  ( CI.  23 — 64 ) 
1.  The  process  of  producing  potassium  bicar- 
bonate which  comprises  acting  on  potassium 
chloride  In  mixtures  of  ammonia  and  water,  con- 
taining at  least  one  molecular  proportion  of  water 
for  each  molecular  proportion  of  potassium  chlo- 
ride, but  more  ammonia  than  can  be  dissolved 
in  the  water  present  at  room  temperature  and 
atmospheric  pressure,  with  carbon  dioxide  at  a 
temperature  at  which  potassium  carbamate  would 
be  decomposed  under  the  conditions  of  working. 


2.013.978 
APPARATUS  FOR  CASTING  SHEETS  OR 

FILMS 
Ernest  Bleibler,  Ghent.  Beljiam.  assignor  to  Syl- 
vania  Indnstrial  Corporation.   Frcdericlubuff, 
Va..  a  corporation  of  Virginia 
AppUcation  November  10.  1934,  Serial  No.  752.479 
In  Great  Britain  November  6,  1933 
9  Claims.     (CI.  18—15) 


•  a 


1.  In  an  apparatus  for  casting  sheets  or  films, 
the  combination  of  a  hopper  for  a  film-forming 
material  having  an  extrusion  silt  Ln  the  lower 
portion  thereof,  said  hopper  being  so  constructed 
and  arranged  as  to  provide  a  gas-collecting 
means  at  the  upper  portion  thereof  above  the 
film-forming  material,  and  means  for  Introduc- 
ing film-forming  material  in  an  ascending 
stream  into  said  hopper  above  said  slit  and  below 
said  gas-collecting  means,  whereby  gas  en- 
trapped In  the  film-forming  material  may  escape 
to  said  gas-collecting  means  before  the  fllm- 
forming  material  sinks  down  and  passes  through 
said  extrusion  slit. 


2.013,979 

APPARATUS  FOR  IGNITING  CATALYSTS 
Ulric   B.   Bray.  Los   Angeles,   CaUf..   assignor   to 

Atmospheric  Nitrogen  Corporation,  New  York, 

N.  Y..  a  corporation  of  New  York 

AppUcation  June  6,  1929,  Serial  No.  368.879 
5  Claims.     (CI.  23—288) 

1.  Catalytic  apparatus  comprising  a  chamber,  a 
catalyst  bed  within  said  chamber,  a  conduit  for 
combustible  fluid  extending  Into  said  chamber 
and  terminating  adjacent  the  surface  of  the  said 
catalyst  bed,  means  connected  to  said  conduit 
for  passing  a  combustible  fluid  therethrough,  said 
conduit  having  the  end  thereof  adjacent  said 
catalyst  bed  constructed  and  arranged  to  spread 
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a  fan-like  flame  of  combustible  fluid  adjacent 
the  surface  of  the  said  bed  of  catalyst  material, 


and   means   for   igniting   said   combustible   fluid 
issuing  from  the  said  end  of  said  conduit. 


2013.980 

MANUFACTURE  OF  ZINC  OXIDE 

Earl  H.  Bunce.  Palraerton,  Pa„  asslg:nor  to  The 

New  Jersey  Zinc  Company,  New  York.  N.  Y.,  a 

corporation  of  New  Jersey 

AppUcation  March  24.  1930,  Serial  No.  438,460 

1  CUUm.     (CT.  23— 148) 


combustion  withdrawn  from  the  top  of  the  re- 
duction chamber,  and  thereby  control  the  particle 
size  of  the  zinc  oxide  produced. 


In  the  manufacture  of  pigment  zinc  oxide  the 
improvement  which  comprises  heating  a  charge 
of  mixed  and  agglomaterated  zinciferous  and 
carbonaceous  material  in  an  elongated  vertical 
reduction  chamber  to  produce  and  volatilize  zinc, 
withdrawing  the  resulting  zinc  vapor  from  the  top 
of  the  reduction  chamber,  oxidizing  the  zinc  vapor 
to  zinc  oxide  in  a  current  of  air,  introducing  large 
amounts  of  air  into  the  base  of  the  reduction 
chamber  to  prevent  the  downward  diffusion  of 
zinc  vapor  in  the  reduction  chamber  and  to  dilute 
the  zinc  vapor  in  the  reduction  chamber  with 
gaseous  products  of  combustion  resulting  from 
the  reaction  of  the  air  introduced  into  the  base 
of  the  reduction  chamber  with  the  carbonaceous 
material  in  the  reduction  chamber,  and  varying 
the  amount  of  air  introduced  into  the  base  of 
the  reduction  chamber  to  vary  the  concentra- 
tion of  zinc  vapor  in   the  gaseous  products  of 


2,013,981 
BRAKE   SHOE  KEY 
Charles  R.  Busch,  Orange,  N.  J.,  assignor  to  Buf- 
falo Brake  Beam  Company,  New  York,  N.  Y.,  a 
corporation  of  New  York 

AppUcation  June  27,  1932,  Serial  No.  619,472 
11  Claims.     (CI.  188—243) 


3.  A  brake -shoe  key,  including  two  oppositely 
acting  legs  formed  from  lengths  of  leaf-spring 
metal  having  permanently  united  ends,  a  driv- 
ing or  withdrawing  lug  for  the  key.  and  means 
for  positively  spacing  the  legs  apart  at  a  point 
below  the  lug  and  for  establishing  points  of  flex- 
ure for  the  free  remaining  portions  of  the  legs. 


2.013.982 
BRAKE -SHOE  KEY 

Winiam  W.  Clouser,  Hackensack.  N.  J.,  assignor 
to  Buffalo  Brake  Beam  Company,  New  York, 
N.  Y..  a  corporation  of  New  York 
AppUcation  May  18.  1932.  Serial  No.  612.058 
5  Claims.     (CI.  188—243) 


3.  A  brake-shoe  key.  including  a  single  length 
of  leftf -spring  metal  having  a  rearwardly  deflect- 
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ed  portion  extending  along  its  breadth,  and  a 
rearward  corrugation  forming  a  stop  shoulder  ex- 
tending across  the  deflected  portion  and  defining 
the  lower  end  of  such  deflected  portion  and  the 
extreme  depth  thereof. 


said  column,  said  column  being  of  sufficient  length 
to  effect  substantiaUy  complete  oxidation  of  the 


2.013.983 

TWO-CYCLE  INTERNAL  COMBUSTION 

ENGINE 

Friti  Gosslaa,  Berlin -Charlottenburg:.  Germany. 
assi|:nor   to   Siemens   &   Halske.   Aktiengresell- 
schaft.  Siemensstadt.  near  Berlin,  Germany,  a 
corporation  of  Germany 
AppUcation  October  21,  1932,  Serial  No.  638,941 
In  Germany  October  21,  1931 
4  Claims.     (CL  12^-^65) 


3.  In  an  internal  combustion  engine  in  com- 
bination with  a  crank  case  and  a  working  cylm- 
der  having  in  its  wall  an  intake  port  and  an  ex- 
haust port  disposed  circumferentially  at  right 
angles  to  the  intake  port  and  a  flow-over  pas- 
sage disposed  diametrically  opposite  said  intake 
port,  of  a  working  piston  in  said  cylinder,  having 
a  cooling  chamber  below  its  head,  closed  toward 
the  crank  case,  said  chamber  having  inlet  and 
outlet  ports  at  diametrically  opposite  piston  sides, 
and  adapted  to  register  respectively  with  said  in- 
take port  and  said  flow-over  passage  during  the 
piston  movement,  said  cylinder  intake  port  be- 
ing divided  in  the  direction  of  the  cylinder  axis 
into  two  separate  branch  ports  to  permit  scav- 
enging air  supplied  to  said  intake  port  to  flow 
during  the  outward  piston  stroke  into  said  cylin- 
der partly  directly  by  way  of  one  of  said  branch 
ports  and  partly  indirectly  through  said  chamber 
by  way  of  the  other  branch  port  and  said  flow- 
over  passage,  for  cooling  both  sides  of  the  piston 
head,  and  to  permit  only  direct  flow  of  scav- 
enging air  into  the  cylinder  by  way  of  both  branch 
pwrts  when  the  piston  is  located  about  its  outer 
dead  center  position. 


2.013.984 

PROCESS  FOB  THE   OXIDATION  OF 

NITRITES  TO  NITRATES 

Walter    Gross,    Neoroessen.    Germany,    assignor 
to    I.    G.    Farben/ndnstrie    Aktiengesellschaft. 
Frankfort-cn-the-Main.  Germany 
Application  Jane  8.  1931.  Serial  No.  542,914 
In  Germany  June  11.  1930 
5  Claims.     (CI.  23 — 102 1 
1.  The  process  for  the  oxidation  of  a  nitrite 
to   the   corresponding   nitrate   which   comprises 
supplying  a  solution  of  the  nitrite,  nitric  acid  and 
a  gas  comprising  elementary  oxygen  to  the  lower 
end  of  a  column  of  aqueous  liquid  and  separately 
withdrawing  gas  and  liquid  at  the  upper  end  of 


-»i,ymU  frmJ^tm 


nitrite  and  to  produce  a  gas  substantially  free 
from  oxides  of  nitrogen. 


2.013.985 

FLUID  HEATER 

Howard  J.  Kerr.  Westfleld.  N.  J.,  assignor  to  The 

Babcoek  St  Wilcox  Company,  Bayonne,  N.  J.,  a 

corporation  of  New  Jersey 

AppUcation  February  6.  1931.  Serial  No.  513,896 

21  Claims.     (CI.  122 — 485) 


1.  In  a  fluid  heater  of  the  class  described,  a 
combustion  chamber  having  a  substantially  U- 
shaped  cross  section,  supporting  framework 
therefor,  headers  mounted  adjacent  the  upper 
portion  of  said  combustion  chamber  at  the  sides 
thereof,  said  headers  being  supported  by  the  com- 
bustion chamber  framework  through  insulating 
supports,  a  row  of  tubes  conn?cted  to  said  head- 
ers and  supported  thereby,  said  tubes  being  cov- 
ered on  their  inner  sides  with  refractory  mate- 
rial and  forming  the  inner  side  and  bottom  of  the 
combustion  chamber,  supporting  members  engag- 
ing the  tubes  at  their  lower  portion  and  tending 
to  keep  them  in  their  original  shap3  during  the 
operation  of  the  fluid  heater. 
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2  013,986 
INTERLOCKING    SYSTEM    FOR    RAILROADS 
Andrew   Langdon,  Rochester,  N.  Y.,  assignor  to 
General  Railway   Signal  Company.  Rochester. 

Application  July  11.  1931,  Serial  No.  550,130 
13  Claims.     (CI.  246—3) 


_^^_^ ! p     — — 1     i-j 


^^^^ 


13.  In  combination  with  a  railway  switch,  % 
signal  governing  traffic  over  said  switch,  a  lever 
controlling  said  signal,  means  for  preventing  op- 
eration of  said  switch  for  a  predetermined  inter- 
val of  time  after  said  lever  is  operated  to  place 
said  signal  at  stop,  and  apparatus  responsive  to 
traffic  conditions  adjacent  said  switch  for  at 
times  prolonging  said  Interval  of  time. 


2  013  987 
INTERLOCKING  SYSTEM  FOR  RAILROADS 
Andrew  Langdon,   Rochester.  N.  Y..  assignor  to 
General  Railway  Signal  Company.  Rochester, 

N.  Y. 
Application  November  11,  1931,  Serial  No.  574,302 
15  Claims.     (CI.  246 — 3) 


ST^^^^UY. 


1.  In  an  interlocking  system,  in  combination 
with  a  stretch  of  track  and  a  track  switch,  a  lock 
circuit  for  the  switch,  a  thermal  relay  requlied 
at  times  to  operate  for  controlling  the  lock  cir- 
cuit, traffic  controlled  means  for  determining  the 
need  for  operation  of  the  thermal  relay  for  con- 
trolling the  lock  circuit,  and  means  for  varying 
the  operating  time  of  the  thermal  relay. 


2.013.988 

PROCESS  OF  PREPARING  ACETYL 

CHLORIDE 

Georg     Meder.     Munster-on-the-Taunus.     Erich 
Eggert,     Frankfort  -  on  -  the  -  Main  -  Sindlingen, 
and   Albert  Grimm,  Knapsack,  near  Cologne- 
on-the-Rhine,    Germany,    assignors    to    I.    G. 
Farbenindustrie  Aktiengesellschaft,  Frankfort- 
on-the-Main,  Germany 
No  Drawing.     Application  April  24.  1933.  Serial 
No.  667.612,    In  Germany  April  29,  1932 
6  Claims.     (CI.  260— 123) 
1.  The   process   which   comprises   acting   with 
gaseous  phosgene  at  a  temperature  raised  with 
respect  to  usual  room  temperature  and  at  at- 
mospheric pressure  upon  liquid  acetic  acid  while 
continuously  removing  from  the  reaction  mixture 
the  acetyl  chloride  formed  by  allowing  the  same 
to  evaporate. 


2  013  989 

PROCESS  OF  PREPARING  ACETYL 

CHLORIDE 

Georg  Meder.  Munster-on-the-Taunus.  Walter 
Geissler,  Frankfort-on-the-Main-Hochst,  and 
Erich  Eggert,  Frankfort -on -the -Main -Sindlin- 
gen. Germany,  assignors  to  I.  G.  Farbenin- 
dustrie Aktiengesellschaft,  Frankfort-on-the- 
Main.  Germany 

No  Drawing.  Application  April  24.  1933.  Serial 
No  667,613,     In  Germany  April  30,  1932 

4  Claims.     (CI.  260 — 123) 

1.  The  process  which  comprises  causing  phos- 
gene to  react  with  gaseous  acetic  acid  in  the  pres- 
ence of  a  phosphoric  acid  activated  carbon. 

2,013.990 

DIRECT  CURRENT  POLAR  RELAY 

Joseph  F.  Merkel.  Rochester.  N.  Y.,  assignor  to 

General  Railway  Signal  Company,  Rochester, 

N    Y 

Application  May  12,  1931.  Serial  No.  536,917 

5  Claims.    (CI.  200—110) 


2.  In  a  relay  mechanism,  two  fixed  contacts,  a 
movable  contact  member  pivotally  mounted  be- 
tween said  two  contacts  and  adapted  to  engage 
one  or  the  other  of  said  two  contacts  when  moved 
in  one  direction  or  the  other,  one  extending  arm 
on  said  movable  contact  member,  a  contact  drive 
member  pivotally  mounted,  another  extending 
arm  on  said  contact  drive  member,  a  spring 
biased  connector  for  connecting  said  one  and 
said  another  extending  arms,  a  crank  actuating 
means  for  the  contact  drive  member,  whereby 
said  movable  contact  member  is  moved  to  and 
held  against  one  or  the  other  of  said  two  fixed 
contacts  when  said  one  and  said  another  extend- 
ing arms  are  out  of  alignment  with  the  pivot 
points  of  said  contact  drive  member  and  the 
pivot  point  of  said  movable  contact  member,  and 
means  for  actuating  said  contact  drive  member. 


2.013.991 
MATCH  PACKET 
Rodney  S.  Pullen,  Akron,  Ohio,  assignor  to  Pul- 
lenlite  Company.  Philadelphia,  Pa.,  a  corpora- 
tion of  Pennsylvania 
Application  January  19.  1932.  Serial  No.  587,564 
3  Claims.     (CI.  206—29) 


1.  A  match  packet  comprising  a  bale  of  gener- 
ally rectangular  contour,  a  cover  secured  to  one 
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side  of  the  bale,  a  corrugated  strip  within  the  bale 
extending  lengthwise  of  the  bale  for  less  than  the 
full  length  of  the  bale,  matches  located  in  the 
spaces  formed  by  the  corrugated  strip  and  ex- 
tending longitudinally  of  the  bale  with  their  heads 
positioned  in  the  spaces  formed  by  the  corrugated 
strip,  and  match -striking  material  located  within 
the  bale  and  adjoining  the  match  sticks  beyond 
the  corrugated  strip  in  the  direction  of  the  stick- 
ends  of  the  matches  and  spaced  longitudinally  of 
the  matches  from  the  corrugated  strip,  whereby 
the  matches  pass  across  the  match -striking  mate- 
rial and  are  ignited  during  withdrawal  from  the 
spaxxs  formed  by  the  corrugations  and  the  bale 
encloses  the  match  head  at  the  time  that  it  is 
struck. 


2.013.992 
STABIUZATION  OF  GASOUNE 
Joseph  K.  Roberts,  Hammond,  and  George  W. 
Watts.   Whiting.   Ind..   assignors   to   SUndard 
Oil  Company,  Whiting,  Ind.,  a  corporation  of 
Indiana 
Application  Angost  1.  1931.  Serial  No.  554.534 
1  Claim.     (CL  196—11) 


The  method  of  stabilizing  hot  vapors  which 
comprises  partially  cooling  said  hot  vapors  in  a 
first  cooling  zone  to  effect  condensation  and  sep- 
aration of  substantially  all  of  the  constituents 
heavier  than  those  desired  in  the  final  distillate 
product,  removing  the  remaining  vapors  and 
passing  them  first  in  indirect  heat  exchange  with 
a  distillate  stock,  to  partially  condense  said  va- 
pors and  heat  said  distillate  stock,  then  in  in- 
direct heat  exchange  with  another  cooling  me- 
dium to  cause  the  final  desirod  degree  of  con- 
densation of  the  vapors,  whereby  substantially 
all  of  the  constituents  thereof  desired  in  the 
final  product  are  condensed,  with  some  undesired 
constituents,  collecting  resulting  condensate  and 
removing  incondensible  gases  therefrom,  passing 
condensate  so  obtained  in  indirect  heat  exchange 
with  said  hot  vajpors,  as  said  distillate  stock, 
whereby  said  hot  vapors  are  initially  cooled  and 
said  condensate  is  heated,  introducing  resulting 
heated  condensate  into  an  intermediate  point  in 
a  stabilizing  column  under  substantially  super- 
atmospheric  pressure  wherein  substantially  all  of 
the  remaining  undesired  excessively  volatile  con- 
stituents are  separated  as  vapors  from  said  de- 
sired constituents  as  liquids,  removing  said  un- 
desired excessively  volatile  constituents  from  the 
top  of  said  column,  withdrawing  the  stabilized 


product  from  the  base  of  said  column  and  apply- 
ing additional  heat  from  an  external  source  to 
the  base  of  said  column. 


2.013,993 

PNEUMATIC  V^BEATION  DETECTOR 

James  L.    Sauls,   Angola.   Ind.,   assignor   to   The 

Texas  Company.  New  York.  N.  Y.,  a  corporation 

of  Delaware 

Application  February  21.  1931,  Serial  No.  517,465 

2  Claims.     (CI.  177—352) 


Xcul- 


2.  In  a  vibration  detector,  a  casing,  an  element 
secured  to  and  within  said  casing  and  responsive 
to  compressional  wave  vibrations,  an  inertia  ele- 
ment resiliently  supported  within  said  casing  so 
as  to  be  capable  of  slight  relative  movement  with 
respect  to  said  vibration  responsive  element  and 
said  casing,  said  vibration  responsive  element 
having  an  air  chamber  formed  therein,  said  air 
chamber  having  an  opening  at  one  side  of  said 
vibration  responsive  element,  a  flexible  diaphragm 
secured  around  its  periphery  to  said  first  men- 
tioned element  so  as  to  cover  said  chamber  open- 
ing, a  connection  between  said  inertia  element 
and  said  diaphragm,  the  arrangement  being  such 
that  relative  movement  between  said  vibration  re- 
sponsive element  and  said  inertia  element  will 
effect  variations  in  the  air  pressure  in  said  cham- 
ber, and  a  microphone  mounted  in  said  vibration 
responsive  element  and  communicating  with  one 
end  of  said  chamber  so  as  to  be  actuated  by  said 
variations  of  air  pressure  in  said  chamber. 


2.013.994 

VEHICLE  BODY  SUPPORT 

Hermann  Schiitte.  Swissvale.  Pa. 

Refiled    for    abandoned    application    Serial    No. 

396.770,  July   16,  1920.     This  appUcaUon  June 

4,  1931,  Serial  No.  542.072 

4  CUims.     (CI.  280— 104) 


supporting  structure,  a  fluid  pressure  system  con- 
sisting of  a  plurality  of  fluid  chambers  having 
communicating  fluid  conducting  passageways  for 
reciprocal  uninterrupted  inter-exchange  of  op- 
erating fluids  between  the  separate  chambers, 
said  fluid  chambers  embodying  relatively  mov- 
able members  for  independently  decreasing  or 
increasing  the  cubical  content  of  the  separate 
chambers  with  reference  to  the  remaining  cham- 
bers, and  means  for  decreasing  the  cubical  con- 
tent of  said  chambers  at  an  increasing  ratio  in 
response  to  the  increase  of  load  on  said  means 
and  for  increasing  the  cubical  content  of  said 
chambers  at  a  decreasing  ratio  in  response  to  the 
decrease  of  load  acting  on  said  means. 


2,013,995 
FLOW  DETECTOR 
Alphons  Gerard  Hubert  Straatman,  The  Hague, 
Netherlands,  assignor,  by  mesne  assignments, 
to    Shell    Development   Company,    San   Fran- 
cisco, Calif.,  a  corporation  of  Delaware 
AppUcaUon  January  23.  1930.  Serial  No.  422.878 
In  the  Netherlands  January  30,  1929 
4  aaims.     (CI.  177—311) 


1.  An  apparatus  for  determining  the  direction 
of  flow  of  a  fluid  in  a  twrehole.  comprising:  a 
tubular  body  adapted  to  be  lowered  into  the  bore- 
hole and  positioned  parallel  to  the  flow  of  the 
fluid,  means  normally  closing  one  end  of  the 
tubular  body,  a  passage  in  the  side  of  said  body, 
a  plvotally  mounted  vane  substantially  fitting  the 
passage  and  responsive  to  a  pressure  transverse 
to  the  direction  of  flow  in  the  borehole,  and  an 
electric  means  for  translating  the  position  of  the 
vane  into  an  indication  of  the  direction  of  flow 
of  the  fluid  in  the  borehole. 


1.  A  vehicle  suspension  comprising  in  combina- 
tion with  a  wheeled  understructure  and  a  load 


2.013.996 
PRODUCTION   OF   ACETYLENE 

Paul      Baumann,      Ludwigshafen-on-the-Rhine, 
and    Robert    Stadier.    Ziegeihausen.   Germany, 
assignors  to  I.  G.  Farbenindustrie  Alitiengesell- 
schaft.  Frankfort- on -the -Main,  Germany 
Application  August  19,  1931.  Serial  No.  558.174 
In  Germany  August  27,  1930 
7  Claims.     (CI.  204 — 31) 
1.  In  the  production  of  acetylene  by  treatment 
in  the  electric  arc  of  a  gas  comprising  a  gaseous 
hydrocarbon  the  step  which  comprises  chilling 
the  gas  issuing  from  said  arc  to  a  temperature 


below  300'  C.  by  injecting  thereinto  at  the  point 
of  its  issuance  from  th«  arc  a  sufficient  amount 


of  a  liquid  selected  from  the  class  consisting  of 
water  and  alkaline  solutions. 


2.013,997 

BUCKLE  FOR  BELTS  AND  THE  LIKE 

John  B.  Freysinger,  New  Britain,  Conn.,  assignor 

to  North  &  Judd  Manufacturing  Company,  New 

Britain,  Conn.,  a  corporation  of  Connecticut 

Application  October  31.  1934,  Serial  No.  750,800 

3  Cla'ms.     (CI  ?4— 75) 


1.  A  buckle  of  the  character  described  having 
two  separable  plate  members  provided  with  over- 
lapping F>ortions,  one  of  said  overlapping  portions 
having  at  opposite  sides  thereof  a  slot  and  a  spring 
tongue,  said  spring  tongue  having  a  free  arm 
disposed  at  an  angle  to  the  plane  of  the  over- 
lapping portion,  the  other  of  said  overlapping 
portions  having  at  opposite  sides  thereof  a  for- 
wardly  extending  curved  projection  and  a  slot, 
said  projection  forming  between  itself  and  the 
associated  overlapping  portion  a  recess,  said 
tongue  being  positioned  in  said  last  mentioned 
yot  with  Its  arm  engaging  the  outer  edge  of  the 
slot,  and  said  projection  being  accommodated  by 
the  other  slot,  and  the  inner  edge  of  the  latter  slot 
being  engaged  in  said  recess. 


2.013.998 
COMBUSTIBLE  GAS  ANALYZER 

Winder  E.  G^oldsborough.  South  Norwalk.  Conn., 
assignor  to  Doherty  Research  Company.  New 
York,  N.  Y.,  a  corporation  of  Delaware 
Application  April  28.  1931.  Serial  No.  533,382 

12  Claims.  (CI.  23—255) 
4.  A  unitary  gas  sampling  device  comprising  a 
conduit  partitioned  longitudinally  by  heat  con- 
ducting partitions  into  two  main  gas  passages 
and  having  an  inlet  for  gas  at  one  end  and  an 
outlet  at  the  other,  a  dust  separator  having  a 
calibrated  valve  controlled  discharge  passage  to 
atmosphere  and  an  inlet  ported  out  in  said  con- 
duit at  the  gas  inlet  end  thereof,  an  ejector  com- 
prising a  pressure  flow  orifice  mounted  concen- 
trically within  a  suction  orifice  at  the  discharge 
end  of  said  conduit,  said  fiow  orifice  communicat- 
ing with  one  of  the  main  gas  passages  cf  said 
conduit,  the  other  main  passage  of  said  conduit 
including  a  gas  sampling  chamber  and  comrauni- 
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eating  at  Its  downstream  end  with  said  suction 
orifice  and  at  its  upstream  end  both  with  a  valved 
air  inlet  port  and  with  said  dust  separator. 


6.  In  analyzing  automotive  exhaust  gases,  the 
steps  comprising  dividing  a  flowing  stream  of  the 
gas  to  be  analyzed  into  two  portions,  developing 
suctlcwi  by  the  flow  energy  of  one  of  said  por- 
tions, utilizing  suction  thus  developed  to  indues 
flow  of  a  measured  sample  of  the  remaining  por- 
tion through  a  gas  analyzer  and  quantitatively 
analyzing  said  sample  for  its  content  of  a  com- 
bustion component. 


2  013  999 

AUTOMATIC  SHUT  OFF  VALVE 

Albert  E.  Hntt,  Pelluun,  N.  T. 

AppUcation  March  29,  1933.  Serial  No.  663,319 

1  Claim.     (CI.  137— €8) 


In  an  automatic  shut  off  valve,  an  outlet  con- 
duit, a  hollow  head  fastened  to  the  lower  end 
of  said  conduit,  an  opening  on  the  upper  side 
of  said  head,  an  inner  casing  attached  to  said 
head  and  extending  upwardly,  a  floating  valve 
located  within  said  casing,  the  lower  end  of  said 
floating  valve  being  disposed  to  close  the  opening 
in  said  valve  head,  guides  to  keep  said  floating 
valve  substantially  in  vertical  alignment  with 
said  opening,  a  stop  to  limit  the  upward  travel 
of  said  floating  valve,  an  outer  easing  fastened 
to  said  outlet  conduit,  said  outer  easing  being 
of  greater  dimension  than  said  inner  casing  and 
separated  from  it  by  a  suitable  space,  the  upper 
end  of  said  outer  easing  being  closed  and  the 
lower  end  being  open  and  a  check  valve  located 
in  the  upper  end  of  said  outer  casing. 

2014.000 
CARBURETOR 

Guy  L.  Kennedy,  New  York.  N.  Y.,  assiinior  to 
Ken-Crip  Corporation.  New  York.  N.  Y.,  a  cor- 
poration of  New  York 
AppUcation  Anirust  13,  1925.  Serial  No.  49,967 
Renewed  January  24.  1935 
5  Claims.     (CI.  277— 1) 
1.  A  valve  mounted  on  the  outside  of  a  casing 
having  a  plurality  of  inlets,  the  valve  being  mov- 


able to  uncover  said  inlets  successively,  said  valve 
having  one  or  more  ports  to  cooperate  with  said 
inlets,  closures  for  said  ports  to  cover  same,  and 


u*Mr  w 


separate  means  adjacent  each  inlet  disposed  on 
the  casing  to  regulate  independently  the  size  of 
said  inlets. 


2.014.001 
HEATING  ELEMENT  CONSTRUCTION 
Andrew  S.  Knapp,  Belleville.  111.,  and  Frank  J. 
Stevens,     Chattanooga,     Tenn..     assiirnors    to 
Knapp- Monarch    Company,    Belleville,    111.,    a 
corporation  of  Missouri 
AppUcation  Aurust  17,  1933,  Serial  No.  685.584 
II  Claims.     (CI.  219— 19) 


11.  A  heating  element  comprising  a  supporting 
plate  having  a  slot  in  the  edge  thereof,  an  in- 
sulating element  having  a  groove  In  at  least  one 
side  thereof,  said  insulating  element  being  re- 
ceived in  said  slot  with  the  edge  of  said  support- 
ing plate  adjacent  the  slot  therein  received  in 
said  groove  of  said  Insulating  element,  and  a 
resistance  element  supported  on  said  insulating 
element. 


2,014.002 
MOLYBDENLTVI  WHITE  IRON  CASTING 
Carl  M.  Loeb,  Jr..  New  York,  N.  Y.,  assignor  to 
Climax    Molybdenum    Company,    New    York, 
N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    Application  May  19,  1933, 
Serial  No.  671.905 
6  Claims.     (CI.  75 — 1) 
1.  A  white  iron  casting  east  from  an  alloy  hav- 
ing as  its  essential  ingredients  the  following  ele- 
ments:   carbon    3.00    to    4.00%;    silicon,   0,20   to 
LOOT:  manganese.  1.00  to  1.75%;  chromium,  in 
effective  amounts  up  to  1.50% ;  molybdenum.  2.25 
to 4.00%  ;  the  balance  being  substantially  all  iron; 
and,   the   silicon   content   being   sufBciently   low 
with   referenc«  to   the   molybdenum   content   to 
form  white  iro^i. 


2.014,003 
FERTILIZING  IMPLEMENT 
Mary  E.  McRae.  North  Tonawanda,  N.  Y. 
Application  December  15.  1933,  Serial  No.  702,555 
6  Claims.     (CI.  275—11) 
1.  An  implement   of  the  character   described, 
comprising  a  container  having  a  discharge  open- 
ing at  its  lower  end.  a  normally  closed  closure 
for  said  opening  disposed  transversely  of  the  con- 
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tainer  and  means  applied  to  said  closure  below 
the  plane  of  the  contamer  opening  for  automati- 


cally opening  said  closure  upon  contacting  it  with 
the  ground. 


2,014.004 
TERMINAL  FOR  ELECTROLYTIC  CON- 
DENSERS AND  RECTIFIERS 

Ralph  D.  Mershon.  New  York.  N.  Y. 

AppUcation  December  4,  1931,  Serial  No.  578,992 

3  Claims.     (CI.  175— 315) 


1.  In  an  electrolytic  apparatus  having  an  elec- 
trolyte, the  combination  with  an  electrode  sub- 
merged in  the  electrolyte,  of  a  terminal  comprising 
a  conductor  connected  to  the  electrode  at  a  point 
submerged  in  the  electrolyte  and  extending  thence 
out  of  the  electrolyte,  an  outer  tube  or  sheath 
of  metal  around  the  conductor,  and  an  intermedi- 
ate layer  of  resilient  insulating  material  between 
the  conductor  and  the  outer  tube,  said  outer  tube 
and  insulating  layer  terminating  at  a  point  sub- 
merged in  the  electrolyte,  said  outer  metallic  tube 
extending  continuously  along  and  over  a  substan- 
tial extent  of  the  insulating  layer  within  the  elec- 
trolyte, and  said  outer  tube  being  drawn  down  to 
form  a  tube  of  ;  educed  diameter  compressing  the 
insulating  layer  upon  and  into  liquid-tight  contact 
with  the  conductor  at  said  submerged  point,  and 
at  least  the  part  of  the  conductor  extending  from 
the  electrode  into  the  compressed  insulated  layer 
being  of  fl'ming  metal. 


2.014,005 
ELECTRODE  OR  TERMINAL  FOR  ELEC- 
TROLYTIC APPARATUS 
Ralph  D.  Mershon,  New  York,  N.  Y. 
Application  December  19,  1934,  Serial  No.  758,154 
18  Claims.     (CI.  175—315) 


1.  Electrolytic  apparatus  of  the  condenser  and 
rectifier  class,  having  an  electrolyte,  a  metal  con- 
taining vessel  therefor  having  a  cover,  and  an 
electrode  device  extending  into  the  electrolyte, 
comprising  a  filming  metal  body  completely  sub- 
merged in  the  electrolyte,  a  lead  connected  to 
said  filming  metal  body  and  extending  out  of  the 
apparatus,  and  a  tubular  device  adapted  to  pro- 
tect the  lead  to  said  filming  metal  from  access 
of  electrolyte,  said  tubular  device  including  a 
metal  tube  extending  from  the  cover  into  the 
electrolyte  and  in  electrical  contact  with  the  lat- 
ter, and  said  tubular  device  having  at  its  lower 
part  a  surface  portion  of  vitreous  material,  and 
said  filming  metal  body  being  secured  to  the 
tubular  device  in  hermetic  contact  with  the  sur- 
face of  vitreous  material  and  being  thereby  in- 
sulated from  direct  electrical  connection  with 
the  metal  tube. 


2,014.006 

APPARATUS  FOR  MAKING  DRAWINGS 

David  C.  Morrison.  New  York,  N.  Y.,  assig^nor,  by 

mesne  assignments,  to  Elgae  Corporation,  New 

York,  N.  Y.,  a  corporation  of  New  York 

Application  January  14,  1932.  Serial  No.  586,490 

3  Claims.     (CI.  41 — 4.5) 


1.  Apparatus  for  drawing  comprising  a  board 
having  a  substantially  smooth  working  surface 
adapted  to  support  a  drawing  sheet  and  an  open- 
ing through  said  surface,  a  supporting  base  there- 
for, and  a  platen  ha\ing  a  discontinuous  surface 
consisting  of  raised  areas  defined  by  depressed 
areas  removably  mounted  on  said  base  in  a  po- 
sition to  be  exposed  through  said  opening  in  the 
board  with  the  raised  platen-areas  uniplanar  with 
said  working  surface  and  adapted  to  also  sup- 
port the  drawing  sheet  while  working  on  the  lat- 
ter. 
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2,014,007 

FABRIC  CLEANING  ANT)  DYEING 

COMPOSITION 

Eugene  C.  Pailler,  Boston,  Mass.,  assiirnor  to  Silk. 

Eze  Corporation,  Boston,  Mass.,  a  corporation 

of  Delaware 

No  Drawing.    .Application  December  11.  1930, 
Serial  No.  501.673 
10  Claims.      CI.  8 — 6) 
1.  A   fabric  cleaning  and  dyeing  composition 
comprising  a  vegetable  oil  soap  as  its  principal 
ingredient,  a  soluble  sulphonated  oil   or  fat,    a 
soluble  albuminoid,  a  soluble  alkali  sulphate,  am- 
monium chloride,  an  alkali  perborate,  and  a  coal 
tar  dye,  said  composition  being  adapted  to  tint 
silken  and  woolen  fabrics  when  the  composition 
is  applied  thereto  in  the  presence  of  lukewarm 
water. 


2.014,008 

VALVE  FOR  MINE  PUMPS 

Frank  T.  Stockdale,  Frostburj,  Pa. 

Application  January  28.  1933.  Serial  No.  653,934 

1  Claim.     (CL  251—121) 


A  valve  structure  lor  mine  pumps  comprising 
a  cylindrical  wooden  block  constituting  a  valve 
seat  having  a  ball  cage  integrally  formed  there- 
with, said  wooden  block  being  made  of  fine  grained 
wood  and  having  a  fluid  flow  passage  therein, 
and  a  spherical  member  of  a  non-ferrous  mate- 
rial disposed  in  and  retained  by  said  cage  ele- 
ment to  constitute  the  movable  flow  controlling 
element  of  said  flow  passage. 


2  014.009 
TYMPANIC   PNELTWO   MASSAGE   DEVICE 

.Arlyn  T.  Vance,  Los  Angeles.  Calif. 

AppUcation  July  25,  1932,  Serial  No.  624,526 

1  Claim.     (0.128 — 40) 


In  a  tympanic  pneumo  massage  device,  the 
combination  with  a  panel  of  a  transparent 
U-shaped  mercury  containing  tube  positioned  on 
the  face  of  said  panel,  the  face  of  said  panel 
adjacent  to  the  legs  of  said  tube  bearing  a  grad- 
uated pressure  and  vacuum  Indicating  scale,  a 
hollow  handle,  a  flexible  tube  connected  to  one 


end  of  said  handle  a  collapsible  bulb  connected 
to  said  flexible  tube,  a  tube  projecting  from  the 
other  end  of  said  handle,  an  applicator  bulb  car- 
ried by  said  tube,  said  bulb  being  provided  with 
an  orlflce,  a  flexible  tube  connecting  the  end  of 
one  of  the  legs  of  the  mercury  containing  tube 
with  the  bulb  carrying  tube  at  a  point  between 
said  bulb  and  said  hollow  handle,  the  upper  por- 
tion of  the  other  leg  of  the  mercury  containing 
tube  being  provided  with  an  orifice  and  adjust- 
able means  for  closing  said  last  mentioned  ori- 
fice. 


2.014.010 

ART  OF   RETREADING  TIRES 

George   Wheatley.   Milwaukee,   Wis.,   assignor  to 

The   .Akron    Standard   Mold   Company,   Akron, 

Ohio,  a  corporation  of  Ohio 

Application  December  17.  1934.  Serial  No.  757.863 

12  Claims.     (CL  18—18) 


10.  Tire  retreadmg  apparatus  comprising  a  vul- 
canizing receptacle  composed  of  a  cylinder  mem- 
ber having  a  substantially  flat  tire-supporting 
bottom  wall,  a  removable,  piston-like  cover  mem- 
ber slidable  therein  and  having  a  substantially 
flat  tire-contacting  bottom  wall  parallel  with  that 
of  the  cylinder  member,  said  members  being 
adapted  to  form,  with  the  contained  work,  a 
heating  chamber  adjacent  the  tire  tread,  adjust- 
able means  for  holding  down  said  cover  mem- 
ber, and  a  pipe  for  admitting  a  vulcanizing  me- 
dium to  said  chamber. 


2.014.011 
REMOTE  CONTROL  APPARATUS 

Ernest     Whitby.     London,     and     Ivor     Augustus 
Durant    Pedler,    Ernest    Joseph    Selston,    and 
-Arthur  Joseph  Newman.  Bristol,  and  Llewellyn 
Rolls  Lester,  Old  Bracknell.  England 
Application  April  6.  1932.  Serial  No.  603.670 
In  Great  Britain  April  20,  1931 
4  Claims.     (CI.  177— 353) 


1.  An  electrical  remote  control  receiving  de- 
vice including  in  combination  a  plurality  of  con- 
tacts, a  rotary  contact  selector  for  said  contacts 
and  having  a  normal  position,  a  motor  driven 
rotary  resetting  device  for  the  contact  selector 
and  coaxial  therewith.  Impulse  actuated  means 
for  rotating  said  selector,  means  for  supplying 
current  to  said  motor  after  a  first  Impulse  and 
until   said   selector   is   completely   reset,   and   a 
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switch  operated  by  said  resetting  device  for  sup- 
plying current  to  said  selected  contact  a  prede- 
termined time  after  said  first  impulse,  after  selec- 
tion of  one  of  said  contacts  and  before  resetting 
of  the  contact  selector. 


2.014.012 
REFLECTOR 
William  G.  Wood.  San  Francisco,  Calif.,  assignor 
to  American  Woodlite  Corporation.  San  Fran- 
cisco, Calif.,  a  corporation  of  California 
AppUcation  March  6,  1933.  Serial  No.  659,670 
14  Claims.    (CI.  240—41.37) 


/ 


1.  A  refiecting  surface  for  beam  projectors 
which  is  eUlptio  on  its  horizontal  plane  of  sjmi- 
metry,  whose  vertical  rearward  profile  is  an  el- 
lipse having  one  focus  coincident  with  one  focus 
of  the  horizontal  ellipse,  the  other  focus  being  at 
a  remote  forward  point,  whose  vertical  forward 
profile  Is  a  hyperbolic  arc  with  a  remote  focus 
coincident  with  the  focus  common  to  the  said 
horizontal  and  vertical  ellipses,  its  proximate 
focus  lying  forward  of  but  adjacent  to  said  re- 
flector, two  points  exterior  to  said  refiector 
through  which  said  vertical  conic  sections  pass 
and  circumferential  walls  which  are  elements  of 
quadnc  surfaces  of  revolution  having  one  focus 
common  to  all  elements,  the  other  foci  lying  con- 
secutively along  the  arcs  of  a  hyperbola  of  two 
cusps,  said  surfaces  being  tangent  to  the  prin- 
cipal horizontsd  ellipse  and  containing  the  said 
two  exterior  points. 

2.014.013 
CALCULATING  MACfflNE 

Harold   T.    Avery    and    Gustav    Lcrch.    Oakland, 
Calif.,  assignors  to  Marchant  Calculating  Ma- 
chine Company,  a  corporation  of  California 
Application  Julv  15.  IS."?!.  Serial  No.  550.855 
4  Claims.     (CL  235—79) 


1.  In  a  calculating  machine,  division  mecha- 
nism including  operation  initiating  means,  count- 
ing mechanism,  a  control  member  for  determin- 
ing positive  or  negative  registration  of  the  quo- 
tient thereon,  and  means  controlled  by  said  mem- 
ber for  restoring  said  means  to  inoperative  posi- 
tion.   

2.014,014 
LIGHTER 
Richard  E.  Berthold.  Richmond  Hill.  N.  Y.,  as- 
signor to  Cardinal  Products.  Inc..  a  corporation 
of  New  York 
Application  June  28,  1933,  Serial  No.  677,987 

13  Claims.     (CL  67— 7) 
1.  A  lighter  comprising  a  csising,  a  container 
for  vaporizable  fuel  removably  fitted  in  said  cas- 


ing, said  container  having  an  open  end.  a  stopper 
removably  engaging  said  open  end.  to  close  It, 
said  stopper  having  a  nozzle  orifice,  a  wall  sur- 
rounding said  nozzle  orifice,  said  wall  having  air 
admission  means  and  enclosing  a  mixing  cham- 
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ber,  a  catalytic  element,  a  hollow  holder  adapted 
to  co-act  with  said  stopp>er  to  confine  said  cham- 
ber, said  holder  supporting  said  catalytic  ele- 
ment in  the  path  of  vapor  from  said  nozzle  ori- 
fice, and  removable  closure  means  to  enclose  said 
catalytic  element  and  air  admission  means. 


2.014.015 

RAILWAY  TRAFFIC    CONTROLLING 

APPARATUS 

Herman  G.  Blosser,  Pittsburgh.  Pa.,  assignor  to 
The  Union  Switch  &   Signal  Company,  Swiss- 
vale.  Pa.,  a  corporation  of  Pennsylvania 
Application  January  4.  1934.  Serial  No.  705,277 
23  Claims.     (CI.  246— 34) 


>  «  > 


2.  In  combination,  a  combined  alternating  and 
direct  current  load,  a  transformer  having  its 
secondary  winding  connected  across  said  load,  a 
source  of  direct  current  connected  between  said 
secondary  winding  and  said  load,  a  contact  for 
interrupting  the  circuit  of  said  load,  means  for 
at  times  energizing  the  primary  winding  of  said 
transformer,  and  means  for  at  other  times  short- 
circuiting  said  primary  winding  to  decrease  arc- 
ing at  said  contact  when  the  circuit  of  said  load 
is  interrupted. 


2.014.016 
PRINTING  PRESS 

Curtis  S.  Crafts.  Oak  Park.  111.,  assignor  to  The 

Goss  Printing  Press  Company.  Chicago.  III.,  a 

corporation  of  Illinois 

Application  May  7,  1932,  Serial  No.  609.785 
4  Claims.     (CI.  270 — 41) 

1.  A  folding  mechanism  for  printing  presses  in- 
cluding in  combination  a  pair  of  side  by  side 
formers,  two  pairs  of  nipping  rollers  for  each 
former,  one  of  each  pair  being  mounted  for  yield- 
ing movement  perpendicularly  to  the  web,  a  fold- 
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ing  cylinder  and  its  associated  cutting  cylinder  for 
each  former  and  below  the  nipping  rollers,  a  pair 
of  drawing  rollers  between  each  folding  cylinder 
and  the  nipping  rollers,  a  compensating  roller 
intermediate  the  formers  over  which  one  longi- 
tudinally folded  web  is  led  for  cross  associate  runs, 
means  for  variably  positioning  the  compensating 
roller  including  a  pair  of  pivoted  supporting  arms 


therefor,  means  for  driving  all  of  said  rollers  at 
a  speed  slightly  in  excess  of  that  of  the  web, 
the  driving  means  for  said  compensating  roller 
including  a  gear  coaxial  with  the  roller  supporting 
arms,  whereby  said  compensating  roller  may  be 
driven  in  any  of  its  positions,  the  driving  means 
for  said  rollers  being  carried  by  those  rollers 
which  are  not  yieldingly  mounted. 


2.014.017 
AGRICULTURAL  IMPLEMENT 

Frederick  I.  Deg en,  Leonardsville.  N.  Y. 

Application  April  13.  1935.  Serial  No.  16.125 

6  Claims.     (CI.  55—104) 


1.  A  harrow  or  the  like  comprising  a  draw-bar, 
a  pair  of  spaced  side  bars  extending  rearwardly 
therefrom,  flexible  connecting  means  connecting 
each  side  bar  to  the  draw-bar,  bearing  brackets 
on  the  side  bars  and  extending  downwardly  there- 
from, tooth-carrying  cross-bars  journaled  in  the 
bearing  brackets  on  the  side  bars,  teeth  mounted 
on  the  cross-bars,  and  means  secured  to  the  side 
bars  for  stabilizing  and  supporting  the  harrow. 


2.014.018 
IGNITION  DISTRIBUTOR  RADIO  INTER- 
FERENCE ELIMINATOR 
Rex    J.    L.    Dutterer.    Toledo.    Ohio,   assignor   to 
Defiance  Spark  Plu^s.  Inc.,  Toledo,  Ohio,  a  cor- 
poration of  Ohio 
Application  October  9,  1933.  Serial  No.  692,913 
1  Claim.     (CI.  123—148) 
The  combination  with  an  ignition  distributor, 
of  a  rotor  therefor  comprising  an  insulator  body, 
spaced  plates  mounted  on  said  body,  one  forming 
the  distributor  contact  and  the  other  the  contact 
for  receiving  the  current  from  the  common  con- 
ductor, and  a  resistor  forming  the  suppressor  unit 
located  in  a  groove  in  said  insulator  body  directly 


beneath  said  plates  and  having  the  opposite  end 
portions  overlapping   the  plates  in  engagement 


therewith  to  establish   an  electrical  connection 
therebetween. 

2,014,019 

ATTACHMENT   FOR  COUPES 

Christian  Girl.  Detroit,  Mich. 

Application  June  3.  1935.  Serial  No.  24,761 

3  Claims.     (CI.  296—37) 


1.  A  loading  and  unloading  device  for  a  rear 
compartment  of  a  coupe  type  vehicle,  said  com- 
partment having  a  relatively  inaccessible  forward 
end,  comprising  an  article  carrier  movable 
lengthwise  of  said  compartment  from  substantial- 
ly one  end  to  the  other  thereof  and  provided  with 
supporting  rollers,  a  subst-antially  rectangular 
fram?  rigidly  mounted  within  said  compartment 
and  substantially  parallel  with  the  floor  thereof, 
opposite  sides  of  said  frame  opening  inwardly  and 
being  substantially  U-shaped  in  cross  section  and 
forming  runways  for  said  rollers,  and  means  for 
moving  said  article  carrier  lengthwise  of  said 
compartment  including  a  drum  carried  by  said 
frame  at  the  rear  end  thereof,  sheaves  carried  by 
said  frame  at  the  corners  thereof,  and  cables 
trained  around  said  sheaves  and  connected  re- 
spectively to  said  drum  and  articl?  carrier. 


2,014,020 

COUNTER  SALES  BOOK 

Edward  Hano.  Holyoke.  Mass. 

Application  Autcust  13,  1934,  Serial  No.  739.619 

8  Claims.     (CI.  282—3) 


1.  In  combination.  In  a  counter  sales  book,  a 
cover  member,  a  boxlike  receptacle  hinged  to  said 
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cover  member  for  receiving  a  pack  of  manifolding 
forms,  a  writing  plate  hinged  on  said  receptane 
and  formed  with  a  slot  adjacent  the  hinged  end 
through  which  sets  of  manifold  sheets  are  drawn 
from  the  receptacle  onto  the  writing  plate,  and 
means  secured  on  said  cover  member  for  remov- 
ably securing  a  bound  book  on  said  cover  member. 

2.014.021 

CARBURETOR 

Addison  C.  Hoof.  Hinsdale,  111. 

Application  December  6,  1934,  Serial  No.  756,261 

14  Claims.     (CI.  261 — 49) 


1.  Fuel  mixture  control  means  comprising  a 
passageway  adapted  to  supply  a  mixture  to  an  in- 
ternal combustion  engine,  an  unbalanced  valve 
member  located  in  said  passageway,  a  cavity  in 
said  passageway  opposite  said  unbalanced  valve, 
a  movable  curved  plate  mounted  in  said  cavity 
for  rotary  movement,  liquid  fuel  control  means 
and  means  interconnecting  said  plate,  said  valve 
and  said  liquid  fuel  control  means  whereby  the 
quantity  and  quality  of  fuel  mixture  flowing  to 
said  engine  is  controlled. 

2.014.022 
MASSAGING  DEVICE 

David  H.  Klein.  Memphis,  Tenn. 

Application  January  28,  1935,  Serial  No.  3,824 

5  Claims.     (CI.  128—67) 
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1.  A  massaging  device  made  of  an  air  tight 
self-sustaining  soft  rubber  ball  having  a  portion 
of  its  surface  concaved  to  provide  a  massaging 
surface,  whereby  when  pressure  is  applied  to  the 
spherical  part  of  the  ball  the  concave  portion  will 
be  converted  into  a  convex  surface  and  on  re- 
lease of  the  pressure  will  resume  its  concave 
shape  and  thereby  act  as  a  suction  cup. 

2,014.023 
METHOD  AND  MEANS  FOR  CONNECTING 
CHAIN  LINKS 
Christian  F.  Kohm.  Cranston.  R.  I.,  assij^nor  to 
Speldel  Corporation.  Providence,  R.  I.,  a  corpo- 
ration of  Rhode  Island 
Application  Mav  29,  1934.  Serial  No.  728.057 

20  Claims.  (CI.  59—35) 
1  The  method  of  making  a  chain  structure 
through  forming  alternate  links  from  separate 
strips  of  sheet  metal  stock  and  connecting  the 
links  in  a  continuous  operation  which  comprises, 
advancing  said  separate  strips  along  different 
straight  line  paths  into  positions  of  transversely 
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opposed  relation  with  each  other,  subjecting  one 
of  said  strips  to  a  series  of  operations  to  form 
link  members  and  separate  said  link  members 
from  the  strip  and  from  each  other  prior  to  the 
advancement  of  said  link  members  into  a  position 
of  transversely  opp)osed  relation  with  the  other 
strip,  separating  and  shaping  connecting  link 
members  from  a  portion  of  said  second  named 
strip  in  opposed  relation  with  adjacent  link  mem- 
bers, moving  said  connecting  link  members  each 
by  a  single  movement  from  the  point  of  its  for- 
mation in  a  straight  line  path  at  right  angles 
to  the  plane  of  movement  of  the  strip  and  into 
connected  relation  with  adjacent  link  members, 
and  then  bending  portions  of  said  connectihg 
link  members  to  secure  said  adjacent  link  mem- 
bers together  and  form  a  chain. 


.ni^"^ 
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5.  In  a  chain  making  machine,  means  for  ad- 
vancing continuous  strips  of  metal  stock  in  op- 
posite directions  along  parallel  paths  in  trans- 
versely opposed  relation  with  each  other  towards 
a  common  operating  point,  means  for  shaping  one 
of  said  strips  to  form  link  members,  means  lo- 
cated upon  one  side  of  said  operating  point  for 
separating  said  formed  link  members,  means  lo- 
cated at  said  operating  point  for  acting  upon 
the  other  of  said  strips  to  form  separate  connect- 
ing links,  and  means  movable  at  right  angles  to 
the  plane  of  movement  of  one  of  said  strips  for 
uniting  each  of  said  connecting  link  members  to 
adjacent  link  members  formed  from  said  first 
named  strip  to  make  a  continuous  chain  struc- 
ture. 


2.014.024 

COMPASS  MECHANISM 

Clarence   M.  Leatherman,  Coldwater,  Mich. 

Application  May  14.  1931,  Serial  No.  537.302 

5  Claims.     (CI.  33—224) 


'J      ■ 


4.  A  compass  including  a  case,  supporting 
means  in  said  case,  including  a  vertical  shaft,  a 
dial  mechanism  pivoted  on  the  upper  end  of  said 
shaft,  a  pointer  carried  by  the  dial  and  rotatable 
thereon,  means  to  clutch  the  shaft  to  the  dial 
mechanism,  means  to  engage  the  pointer  to  re- 
tain the  same  fixed  relatively  to  the  ca,bing  means 
to  rotate  said  shaft,  and  means  operable  by  said 
rotating  means  to  substantially  simultaneously 
render  operative  said  clutch  means  and  pointer- 
engaging  means  whereby  the  pointer  may  be  ad- 
justed relatively  to  the  dial  mechanism  by  rotat- 
ing the  shaft. 
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2.014,025 

DRILL  JIG 

Francis  J.  McGarry,  Toledo.  Ohio 

AppUcaUon  July  20,  1933.  SeHai  No.  681.356 

13  Claims.     (CI.  77—62) 


1.  In  a  jig,  a  base,  reciprocating  posts  car- 
ried by  said  base,  a  bushing  plate  carried  by  and 
movable  with  said  posts,  and  actuating  means  for 
the  posts  including  a  shaft  joumaled  in  the  base, 
upright  plates  fastened  to  the  posts  at  opposite 
sides  thereof,  said  plates  having  vertical  slots 
receiving  said  shaft  and  having  other  vertically 
extending  slots  therein,  a  leaf  spring  terminally 
connected  to  said  posts  at  their  lower  ends,  blocks 
in  the  last  mentioned  vertically  extending  slots 
in  the  plates  and  resting  on  said  spring,  a  stub 
shaft  joumaled  in  the  blocks,  gears  eccentrically 
mounted  on  the  first  and  last  mentioned  shafts 
and  meshing  with  each  other,  and  tie  plates  car- 
ried by  said  gears  and  movable  therewith  between 
the  upright  plates  aforesaid. 


2.014,026 

KNITTED  FABRIC 

Max  Nebel,  Chemnitz,  Germany 

Application  July  14.  1932,  Serial  No.  622,486 

In  Crermany  July  20,  1931 

2  aaims.     (CI.  6S— 169) 


•  9 


»         r         J 


i i 

1-- 

J  — 


•inrmmi 


I 


I    »        a    '    ■        t    .    i    '■ 
•         ■         «         f         r         t 

1.  A  plain-knitted  run-resisting  fabric  com- 
prising two  threads  both  of  which  are  knitted 
into  every  course;  one  of  said  threads  being 
knitted  into  alternate  wales  and  floated  across 
Intervening  wales  In  alternate  courses,  and  being 
knitted  into  intervening  wales  and  floated  across 
alternate  wales  in  intervening  courses:  and  the 
other  of  said  threads  being  knitted  into  inter- 
vening wales  and  floated  across  alternate  wales 
in  alternate  courses,  and  being  knitted  into  alter- 
nate wales  and  floated  across  Intervening  wales 
in  Intervening  courses. 


2.014.027 

INSECT  SWATTER 

Sebastian  P.  Neuhaosen,  Lombard.  III. 

Application  April  24,  1933.  Serial  No.  667,520 

Renewed  February  5,  1935 

3  Claims.     (CI.  43—137) 

1    An    insect    swatter    comprising    a    striker 

formed  of  a   plurality   of   superposed  sheets  of 


paper  folded  intermediate  the  ends  and  attached 
together  to  form  a  transverse  passage,  the  folded 
end  of  the  striker  hav  ng  an  opening  therein  com- 
municating with  said  passage,  and  a  handle  hav- 


ing oppositely  directed  members  adapted  to  be 
passed  through  said  opening  into  engagement 
with  said  passage  for  swingingly  connecting  the 
same  to  the  handle. 


2.014.028 
OIL  COOLER 

Oscar  C.  Palmer,  Phoenix.  Ariz. 

.Application  September  13.  1932,  Serial  No.  632,945 

4  Claims.     (CI.  257— 125) 


j0sr 


4.  An  oil  temperature  regulating  device  for  an 
Internal  combustion  engine  having  a  lubricating 
system  and  a  cooling  system  comprising  a  radia- 
tor having  a  header  tank  with  a  port  in  a  wall 
thereof,  a  tubular  coupling  secured  to  said  tank 
with  Its  bore  leading  thereinto  through  said  port, 
and  a  conduit  leading  from  said  coupling  to  said 
engine,  said  regulating  device  comprising  means 
providing  a  plurality  of  oil  passages  spaced  to 
provide  water  passages  therebetween,  said  pas- 
sage-providing means  being  suppwrted  by  said 
coupling,  with  said  water  passages  communicat- 
ing with  said  conduit  and  said  tank,  and  means 
connecting  said  oil  passages  into  said  lubricating 
system. 


I  2.014.029 

rRONT  END  CONSTRUCTION  FOR 
VEHICLES 

John  J.  Punke,  Detroit.  Mich.,  assirnor  to  Hupp 
Motor  Car  Corporation,  Detroit,  Mich.,  a  corpo- 
ration of  Virfinia 
Application  March  16.  1932.  Serial  No.  599.278 
19  Claims.     (CI.  98— 2) 
1.  A  front  end  construction  for  vehicles  hav- 
ing a  windshield,  a   hood  extending  rearwardly 
to  a  point  adjacent  the  windshield  and  provided 
with  a  movable  section  having  a  portion  of  the 
rear  edge  thereof  cut  away  to  form  a  recess,  a 
ventilator  adjustably  supported  upon  a  fixed  part 
of  the  vehicle  and  having  a  lid  conforming  in 
shape  to  the  recess  In  the  movable  section  of  the 
hood  and  fashioned  to  a~^ume  a  position  in  said 
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recess  with  the  outer  surface  forming  a  contin- 
uation of  the  corresponding  surface  of  the  mov- 


able hood  section  in  the  closed  position  of  the 

latter. 


2.014,030 
VEHICLE  BODY  CONSTRUCTION 

John  J.  Punke,  Detroit,  Mich.,  assirnor  to  Hupp 
Motor  Car  Corporation,  Detroit,  Mich.,  a  corpo- 
ration of  Virginia 

AppUcation  November  20.  1933,  Serial  No.  698,914 
2  Claims.     (CI.  206—19^) 


1.  In  a  motor  vehicle,  the  combination  with  a 
body,  of  a  dispensing  device  comprising  a  tube 
having  the  receiving  end  conveniently  positioned 
within  the  body  and  extending  downwardly 
through  a  portion  of  the  body  to  a  point  exteriorly 
of  the  latter,  a  closure  for  the  discharge  end  of 
the  tube,  means  located  within  the  tube  for  actu- 
ating said  closure,  and  a  closure  for  the  receiving 
end  of  the  tube  concealing  said  actuating  means. 


CESSPOOLS 


2.014.031 
APPARATUS   FOR    CLEARING 

OF  ICE 

Harrv  W.  Randall.  St.  Johnsbury.  Vt. 

Application  July  18,  1934.  Serial  No.  735.860 

10  Claims.     (CI.  182—2) 

1.  Apparatus  for  clearing  a  cesspool  of  ice 
including  a  cover  for  the  cesspool,  and  an  external 
flexible  locating  tube  leading  thereto  and  adapted 


to  serve  as  means  for  locating  the  cesspool  when 
the  said  tube  is  imbedded  in  ice  adjacent  there- 


to and  for  conducting  steam  to  the  interior  of 
the  said  cesspool. 


2,014,032 
FAN  AND  THE  LIKE 

Vernon  W.  Sharpe  and  John  A.  Castor,  Sprinr- 
field.  Ohio,  assignors  to  Robbins  &  Myers,  lnc> 
Springfield.  Ohio,  a  corporation  of  Ohio 

Application  October  24,  1934.  Serial  No.  749,79# 
10  Claims.     (O.  170—170) 


1.  In  a  device  of  the  character  described  hav- 
ing blades  of  the  airplane  propeller  aerofoil- 
section  type,  and  elements  carried  by  the  outer 
ends  of  the  blades  projecting  from  the  intake 
sides  of  the  blades  formed  to  prevent  reverse  and 
centripetal  flow  of  the  air. 


2.014,033 
BOTTLE  AND  SEAL  THEREFOR 

Seneca  S.  Smith.  Albany,  N.  Y. 

Application  July  27,  1933,  Serial  No.  682,444 

6  CUims.     (CI.  215 — 31) 


1><Z 


r^ 


^ 


^^ 


1.  As  an  article  of  manufacture,  a  bottle  hay- 
ing a  neck  surmounted  by  an  outwardly  project- 
ing lip  the  under  portion  of  which  is  upwardly 
inclined  towards  the  neck  when  the  bottle  is  tilted 
to  pouring  position  whereby  drip  of  the  liquid 
when  poured  from  the  bottle  is  prevented,  said 
lip  being  provided  with  a  re-entrant  notch  at  one 
point  through  which  a  lug  on  a  bottle  cap  may 
pass,  and  said  neck  being  provided  with  cam  lugs 
located  beneath  said  lip  and  beneath  which  lugs 
on  said  cap  may  engage. 
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2.014,034 
FILTER  APPARATUS 

Enoch     Lester     Williams,     Marshalltown.     Iowa, 
assigrnor  to  Marshalltown  Manufacturing  Com- 
pany, a  corporation  of  Iowa 
Application  April  25.  1935,  Serial  No.  18.080 
9  Claims.     (CI.  183 — 44) 


1.  Apparatus  of  the  class  described  compris- 
ing a  vertical  housing  having  a  cylindrical 
chamber  therein,  an  inwardly  turned  flange  in 
the  walls  of  said  chamber,  a  cylindrical  filter 
member  in  said  chamber  mounted  upon  said 
flange,  a  lower  cover  for  said  housing,  the  lower 
end  of  said  filter  member  resting  thereon,  an 
inlet  conduit  to  said  chamber  below  said  flange, 
an  outlet  conduit  thereabove,  said  last  named 
conduit  including  a  vertical  passageway  in  the 
wall  of  .said  housing,  said  outlet  conduit  adapted 
to  be  attached  to  the  lower  end  thereof  aligned 
with  said  inlet  means  for  permitting  air  to  be 
Introduced  to  said  filter  member  and  means  in 
said  lower  cover  for  removing  water  or  oil  col- 
lected therein  during  a  filtering  operation. 


2,014,035 

INSLXATING  WALL  UNIT 

Charles  W.  Attwood,  Wayne,  Mich. 

Application  December  2.  1930,  Serial  No.  499.526 

Renewed  February  7,  1935 

~~^       9  Claims.     (CI.  72— 16) 


1.  An  insulating  wall  section  comprising  a  solid 
block  of  insulating  material,  a  relatively  thin 
sheet  sheathing  carried  by  the  surface  of  the 
block,  means  for  securing  the  sheathing  to  the 
insulating  material  and  simultaneously  provid- 
ing for  relative  movement  between  the  sheathing 
and  the  insulating  material,  comprising  anchor 
strips  having  projecting  portions  imbedded  in 
the  insulating  material,  and  means  slidably  con- 
necting the  sheathing  to  the  strip,  whereby  lim- 
ited slidable  movement  between  them  under  heat- 
induced  expansion  is  permitted. 


2,014.036 
INTERNAL   COMBUSTION   ENGINE 

Alanson  P.  Brush,  Detroit,   Mich. 

Application  September  9.  1929,  Serial  No.  391,419 

3  Claims.     (CI.  123 — 90) 


1.  A  valve  mechanism  for  multi-cylinder  inter- 
nal combustion  engines  having  a  plurality  of 
cylinder  banks  and  attachable  and  detachable 
therefrom  as  a  unit,  said  mechanism  compris- 
ing a  cam  shaft,  a  pair  of  fulcrum  shafts  on 
opposite  sides  thereof  extending  the  full  length 
of  the  multi-cylinder  engine,  rocker  arms 
mounted  on  said  fulcrum  shafts  with  their  inner 
ends  engaging  said  cam  shafts  and  their  outer 
ends  engaging  valve  stems,  the  arms  for  the 
valves  of  each  bank  being  engaged  with  the  ful- 
crum shaft  on  the  same  side  of  the  cam  shaft,  a 
plurality  of  spaced  block  bearings  each  having 
bearings  for  engaging  all  of  said  shafts  and  hold- 
mg  the  axes  thereof  in  fixed  relation  to  each 
other,  and  means  for  attaching  said  block  bear- 
ings to  said  engine. 


2,014,037 
DEVICE  FOR  CLEANING   AND  FLUSHING 

PIPES 

Frank  Burkett  and  Ellis  Taylor,  Astoria.  N.  Y. 

Application  August  11,  1933.  Serial  No.  684.632 

20  Claims.     (CI.  225— 13) 


1.  In  a  device  adapted  for  the  cleansing  and 
flushing  of  pipes,  in  combination,  a  closed  cas- 
ing having  an  mlet  opening  and  an  outlet  opr n- 
ing,  an  inwardly  extended  perforated  pipe  con- 
nected with  one  of  said  openings,  a  closed  chem- 
ical container  surrounding  said  perforated  pipe 
in  spaced  relation  therewith  and  having  a  per- 
forated wall  spaced  from  a  wall  of  said  casing, 
a  closure  in  common  for  said  casing  and  for  said 
container  adapted  to  open  and  close  said  casing 
and  said  container  simultaneously,  said  closure 
having  an  opening  through  it  into  said  container, 
and  a  closure  for  said  opening  carried  by  said 
closure  in  common  and  adapted  to  be  opened. 
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2,014,038 

VALVIXAR  CONTROL 

Harry  H.  Canterbury,  Whittier,  Calif. 

Original  application  December  24.  1931,  Serial  No. 

583,004.    Divided  and  this  application  December 

19,  1932,  Serial  No.  647.911 

5  Claims.     (CI.  137—21) 


1.  A  valvular  control  adapted  for  operative 
assembly  in  a  container  and  comprising  a  bracket 
in  the  container  having  an  opening  to  the  exterior 
of  the  container  and  forming  a  bearing  at  its  inner 
end,  a  valve  stem  journaled  in  the  bearing  and 
held  against  longitudinal  displacement  in  the  con- 
tainer, a  sleeve  insertable  in  the  bracket  through 
Its  exterior  opening,  with  the  inner  end  of  the 
sleeve  adapted  for  longitudinal  abutment  and 
operative  engagement  by  the  valve  stem,  the 
outer  end  of  the  sleeve  being  open,  a  second 
sleeve  adapted  for  mounting  in  the  first  sleeve 
through  its  open  end,  with  the  first  sleeve  jour- 
naled on  the  second  sleeve,  the  sleeves  having  co- 
operating radial  ports,  a  flange  at  the  outer  end 
of  the  second  sleeve  adapted  for  longitudinal  bear- 
ing abutment  by  the  outer  end  of  the  first  sleeve 
and  overlying  and  closing  the  bracket  opening, 
and  means  for  releasably  securing  the  second 
sleeve  against  longitudinal  displacement  relative 
to  the  container. 


2.014,039 
LIGHT  CONTROLLING  APPARATUS 
Edward  L.  Cole,  Los  Angeles,  Calif.,  assignor  of 
thirty -seven  and  one-half  per  cent  to  .\rthur  C. 
Cole.  Inglewood,  Calif.,  and  twenty-five  per  cent 
to  Harry  Boville,  Los  Angeles,  Calif. 
Application  May  5,  1934.  Serial  No.  724.087 
1  Claim.     (CI.  240 — 41.3) 


inner  part  of  said  housing  for  refracting  rays 
diverging  forwards  from  said  source  into  prede- 
termined relation  with  said  reflected  rays. 


In  a  light  projector,  a  lamp  housing  compris- 
ing an  inner  part  and  an  outer  pan.  said  parts 
being  of  substantially  tubular  construction  and 
one  being  an  extension  of  the  other,  a  shade  flar- 
ing from  the  juncture  of  said  inner  and  outer 
parts,  means  common  to  said  inner  and  outer 
parts  and  to  said  shade  for  rigidly  securing  them 
together,  means  mounted  In  said  outer  part  and 
adjustable  axially  of  said  housing  for  supporting 
a  source  of  light,  a  light  source  mounted  in  said 
supporting  means  with  its  luminous  portion  dis- 
posed within  said  inner  part,  said  light  source 
being  substantially  completely  enclosed  within 
said  housing,  lens  means  in  the  side  walls  of  said 
inner  part  and  encircling  said  light  source  for 
refracting  rays  diverging  toward  the  front  and 
I  ear  of  said  projector  substantially  into  parallel 
planes  to  which  the  axis  of  said  projector  is  per- 
pendicular, reflector  means  carried  by  said  shade 
for  reflecting  said  refracted  rays  forwards  from 
said  projector,  and  a  lens  in  the  inner  end  of  said 


2,014.040 

METHOD  OF  MAKING  CONES  AND  TU^ES 

Charles  K.  Dunlap,  Hartsville,  S.  C.  assignor  to 

Sonoco  Products  Company,  Hartsville,  S.  C,  a 

corporation  of  South  Carolina 

AppUcation  November  14.  1932.  Serial  No.  642,673 

2  Claims.     (CI.  93 — 94) 


1.  The  method  of  fabricating  a  thread  core 
for  use  In  the  textile  industry  which  comprises, 
applying  a  starchy  adhesive  in  liquid  form  to  a 
paper  blank,  winding  the  blank  to  form  a  multi- 
ply tube,  and  subjecting  the  end  of  the  tube,  while 
the  adhesive  is  still  moist,  to  the  Ironing  or 
smoothing  action  of  a  smooth  surfaced  heated 
ironing  member,  the  tube  end  being  maintained 
in  contact  with  said  member  until  the  outermost 
fibers  are  defiected  laterally  so  as  to  comprise  ele- 
ments of  a  common  smooth  end  surface,  the  iron- 
ing operation  being  unaccompanied  by  burning 
or  charring  of  the  fibers  or  bodily  distortion  of 
any  portion  of  the  tube,  and  the  deflected  fibers 
being  retained  in  position  by  the  hardened 
starchy  adhesive. 


2,014.041 
CLOSURE  FOR  DISCHARGE  OPENINGS 

Ludwig  Eirich  and  Joseph  Eirich,  Hardheim, 

Baden,  Germany 

Application  March  16,  1934,  Serial  No.  715,978 

In  Germany  and  Sweden  April  4,  1933 

10  Claims.     (CI.  220 — 47) 


1.  Shutter  mechanism  relating  to  closure 
mechanism  for  controlling  discharge  openings  in 
the  fioors  of  containers  comprising  a  closure  plate 
corresponding  in  shape  to  an  opening  in  said  floor, 
said  closure  plate  being  carried  by  a  ring  hav- 
ing screw  threads,  a  second  ring  having  screw 
threads  engaging  the  screw  threads  of  the  first 
ring,  means  for  restraining  rotation  of  the  clo- 
sure'plate  and  its  carrying  ring  when  in  one  posi- 
tion, so  that  by  turning  the  second  ring  the  clo- 
sure' plate  is  raised  or  lowered  by  screw  action 
when  restrained  from  rotation  and  is  rotated 
when  free  to  rotate. 


2.014.042 
FIRE  ALARM   ACTUATING   APPARATUS 

Robert  Fox.  Petone,  Wellington.  New  Zealand 

Application  August  19,  1932.  Serial  No.  629,540 

In  New  Zealand  November  3,  1931 

6  Claims.     (CI.  200 — 81) 

1.  In  fire  sprinkler  and  alarm  systems,  having 
a  water  supply  pipe  leading  to  each  sprinkler  unit, 
an  electric  alarm  installation,  and  a  by-p£LSS  pipe 
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arranged  in  open  connection  with  the  supply  pipe 
so  that  its  ends  enter  and  are  disposed  in  the  line 
of  the  flow  through  such  supply  pipe,  alarm  actu- 
ating means  comprising  a  casing  of  cylindrical 
form  disposed  within  the  by-pass  pipe  so  that  the 
flow  through  such  by-pass  shall  pass  through  the 
casing,  a  water  wheel  mounted  in  the  casing  upon 


^^•CiCi 
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a  spindle  journalled  therein,  a  second  spindle  ex- 
tending to  outside  the  casing  and  geared  with 
the  water  wheel  spindle,  switch  mechanism 
mounted  upon  the  outside  of  the  casing  and  con- 
trolling the  said  alarm  installation,  and  means 
whereby  the  movements  of  the  said  second  spin- 
dle will  ojjerate  the  switch  mechanism. 


2.014,043 
PRINTING  PLATE 
Lynn  Harbison  and  Sidney  C.  Wilson.  Rochester, 
N.  Y..  assignors  to  Econo  Products.   Incorpo- 
rmted,  Rochester.  N.  Y.,  a  corporation  of  New 
York 

AppUcaUon  October  8.  1931,  Serial  No.  567,556 
3  Claims.     (CL  101—379) 


v////,  ////////////////a 


3.  A  printing  plate  having  a  printing  face  of 
vulcanized  oil  resistant  rubber  having  an  initial 
durometer  hardness  of  substantially  80. 


2.014.044 

METHOD  OF  CLEANING   GAS 

Arthur  B.  Haswell.  Birmincham,  Ala. 

Application  May  18.  1934,  Serial  No.  726.404 

7  Claims.      iCl.  75 — 17) 


1.  In  the  cleaning  of  dust  laden  blast  furnace 
gas,  the  method  which  comprises  subjecting  such 
dust  laden  gas  to  the  action  of  a  spray  of  fuel 
oil  whose  boiling  point  Is  higher  than  the  tem- 
perature of  such  gas. 


2.014.045 
SALTS  OF  BROMINE-SLTBSTITLTED  VNS.IT- 

URATED  FATTY  ACIDS.  AND  PROCESS  OF 

PREPARING   SAME 

Siegwart  Hermann,  Prague,  Czechoslovaliia 

No  Drawing.    Application  April  4.  1931.  Serial  No. 

527,849.     In  Austria  May  10.  1930 

4  Claims.     (CI.  260—113) 

1.  A  process  for  the  preparation  of  organic  bro- 
mine derivatives  which  consists  in  brominating 
natural  fatty  substances  which  contain  in  chem- 
ical combination  unsaturated  high-molecular 
fatty  acids,  converting  the  so  obtained  bromine- 
addition  products  by  saponification  and  split- 
ting off  hydrobromic  acid  into  bromine-sub- 
stitution products  of  unsaturated  fatty  acids, 
transforming  the  said  acids  into  salts  of  the  class 
consisting  of  alkali  metal,  ammonium-,  calcium-, 
and  strontium  salts,  and  isolating  the  solid  salts. 

4.  Organic  bromine  derivatives  produced  by 
brominating  natural  olive  oil  so  as  to  obtain  bro- 
mine-addition products  of  the  unsaturated  acids 
occurring  therein,  converting  the  said  bromine- 
addition  products  by  saponification  and  splitting 
off  hydrobromic  acid  into  bromine-substituted  un- 
saturated fatty  acids,  and  transforming  the  said 
acids  into  solid  salts  of  the  class  consisting  of 
alkali  metal,  ammonium-,  calcium-,  and  stron- 
tium salts. 


2.014.046 
BOX   FOLDING   MECHANISM 
Frank  M.  Joslin.  Amsterdam,  N.  Y..  assignor  to 
Inman  Manufacturing  Company.  Inc.,  Amster- 
dam. N.  Y.,  a  corporation  of  New  Y'ork 
Application  April  5.  1935,  Serial  No.  14.907 
14  Claims.     I  CI.  93 — 51) 


1.  In  a  machine  of  the  type  described,  in  com- 
bination, a  four  sided  die,  a  plunger  movable  into 
and  out  of  the  die.  an  individual  folder  slidably 
and  independently  carried  by  each  of  the  four 
sides  of  the  plunger  and  no-mally  positioned  In 
advance  of  the  same  as  it  moves  toward  the  die, 
said  folders  being  arranged  to  contact  with  the 
edges  of  a  blank  in  the  die  and  bend  the  same  In- 
wardly into  the  path  of  the  plunger  for  final 
folding,  means  arranged  in  the  paths  of  the  fold- 
ers to  be  engaged  by  them  to  arrest  their  forward 
movement  prior  to  the  entrance  of  the  plunger 
into  the  die.  the  folders  on  one  pair  of  oppositely 
disposed  sides  of  the  plunger  being  normally  In 
advance  of  those  on  the  other  pair  of  sides  where- 
by they  fold  their  flaps  first  and  stop  moving 
downward  before  those  on  the  other  pair  of 
sides. 
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2.014.047 

STATEMENT   LIFTER    FOR    LEDGER    TRAYS 

Albert  K.  Kekoa.  Honolulu.  Territory  of  Hawaii 

Application  July  11.  1934.  Serial  No.  734,668 

5  Claims.     (CL  129— 1) 
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5.  In  combination  with  a  tray  for  containing 
cards  or  statements,  uprights  connected  to  one 
side  of  the  tray,  a  horizontally  arranged  shaft 
supported  by  the  uprights,  for  bodily  vertical 
movement,  manually  operated  means  for  raising 
and  lowering  the  shaft,  a  rod  for  passing  through 
the  cards  or  statements,  arms  connected  to  the 
rod  and  means  for  supporting  the  arms  from  the 
shaft. 

2.014,048 
LIGHT  SIGNALING  ARRANGEMENT 

Kari  Meyer.  Berlin-Charlottenburg.  Germany, 
assignor  to  Orenstein  &  Koppel  Aktiengesell- 
schaft,  Berlin.  Germany 

Application  April  13,  1931.  Serial  No.  529,770 

In  Germany  April  16.  1930 

1  Claim.     (CL  177—339) 


t      \      t 


An  electric  light  signaling  arrangement  having 
a  red  lamp  and  a  green  lamp,  the  red  lamp  being 
adapted  to  be  lighted  when  the  green  lamp  is 
dark  and  vice  versa  wherein  the  signal  currents 
are  of  different  phases  comprising  a  polyphase 
feed  system,  conductor  means  common  to  the  two 
lamps  and  connected  with  one  conductor  of  said 
system,  a  second  conductor  means,  said  second 
conductor  means  including  separate  connections 
between  said  lamps  and  the  remaining  con- 
ductors of  the  polyphase  feed  system,  means  in- 
cluding an  impedance  in  the  common  conductor 
for  causing  a  phase  displacement  of  the  voltage 
and  current  therethrough,  means  including  an 
impedance  in  the  separate  connections  for  caus- 
ing a  phase  displacement  of  the  voltage  and  cur- 
rent therethrough  opposite  to  the  first  mentioned 
displacement,  said  impedances  being  constructed 
to  have  such  values  that  in  their  particular 
arr.ingement  the  current  through  one  of  the 
lamps  will  be  insufficient  to  illuminate  it  except 
when  the  circuit  through  the  other  lamp  branch 
is  broken  or  opened. 


2,014.049 
UGHT   SIGNALING  CIRCUIT 

Karl    Meyer.    Berlin -Charlottenburg.    Germany, 

assignor  to  Orenstein  &.   Koppel   Aktiengesell- 

schaft,  Berlin,  Germany 

Application  January  29.  1932,  Serial  No.  589,695 

In  Germany  May  12,  1931 

3  Claims.     (CI.  177— 329) 
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1.  A  light  signaling  system  for  single  phase 
alternating  current  with  successive  illumination 
of  lamps  of  different  character  comprising  a  cur- 
rent supply  circuit,  lamps  connected  in  parallel 
branches  of  said  circuit,  a  switch  in  the  branch 
of  one  lamp,  a  condenser  or  a  choke  coil  in  the 
branch  of  the  other  lamp,  and  a  choke  coU  or 
a  condenser,  respectively,  common  to  both 
branches,  having  at  most  half  the  value  of  the 
condenser  or  choke  coil,  respectively,  in  the  one 
of  the  said  two  parallel  branches,  so  that  the  lamp 
in  the  parallel  branch  not  containing  the  said 
switch  will  light  up  automatically,  when  the 
switch  is  opened. 


2,014.050 

SAFETY   SWITCH 

Eugene  V.  Napier,  Wichita  Falls,  Tex. 

Application  August  23,   1934.   Serial  No.  741,134 

1  Claim.     (CI.  200— 52) 


An  automatic  grounding  switch  comprising  a 
housing,  the  walls  of  which  being  of  a  material 
non-conductive  of  electricity  and  comprising  two 
overlying  members,  one  of  said  members  being 
dished  whereby  is  provided  an  enclosed  cham- 
ber, members  conductive  of  electricity  disposed 
through  the  members  of  the  housing  and  inter- 
secting the  chamber  thereof  to  hold  the  members 
of  the  housing  in  assembled  relation,  portions  of 
the    second    named    members    intersecting    the 
chamber     constituting     contacts,     said     second 
named  members  extending  beyond  one  side  of 
the  housing,  a  supporting  bracket  conductive  of 
electricity,  the  extended  portions  of  the  second 
named  members  constituting  means  for  electri- 
cally connecting  said  second  named  members  to 
the  bracket,  said  bracket  constituting  a  ground- 
ing contact,  substantially  aligned  socket  mem- 
bers at  opposite  sides  of  the  housing  and  having 
their   inner   ends  closed,    said   socket   members 
being  of  a  material  non-conductive  of  electricity, 
a  headed  member  conductive  of  electricity  in- 
serted  through   the   closed   ends   of    the    socket 
members  and  through  the  walls  of  the  housing 
and  intersecting  the  chamber,  the  head  of  said 
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headed  member  contacting  from  within  with  the 
closed  end  of  one  of  the  socket  members  to  hold 
the  same  agamst  the  housmg,  a  fastening  mem- 
ber engaged  with  the  opposite  end  portion  of  the 
headed  member  and  contactuig  from  within 
with  the  closed  end  of  the  second  socket  member 
to  hold  the  same  in  position  upon  the  housing, 
the  portion  of  the  headed  member  intersecting 
the  chamber  of  the  housing  constituting  a  pivot, 
a  pendulum  of  a  material  conduccive  of  electric- 
ity swingingly  mounted  upon  said  pivot  portion, 
said  pendulum  constituting  a  contact  positioned 
between  the  portions  of  the  second  named  mem- 
bers mtersectmg  the  chamber,  the  socket  mem- 
bers being  adapted  to  receive  terminals  of  elec- 
trical connectors  for  electricsd  contact  with  the 
opposite  end  portions  of  the  headed  member. 


2,014.051 

ARRANGEMENT  FOR  STARTING  FLIGHT 

REQUIRING  NO  GLIDING 

Hirohisa  Nishi.  Kimiidera-Mura,  Kaiso-Gun, 
Wakayama-Ken,  Japan 

Application  June  8.  1933,  Serial  No.  674,953 

In  Japan  July  4.  1932 

3  Claims.     (CI.  244 — 18) 
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1.  An  arrangement  for  starting  flight  requiring 
no  gliding,  comprising  a  propeller  supported  by  a 
vertical  shaft  adapted  to  be  driven  by  a  motor,  an 
annular  wing,  a  cylindrical  air  duct  encircling  the 
propeller  and  a  screen  plate,  which  are  formed 
and  arranged  so  as  to  cause  air  currents  cre- 
ated by  the  propeller  to  flow  to  strike  against  the 
leading  edge  of  the  wing,  whereby  the  air  current 
may  be  divided  into  two  parts  to  flow  on  the  upper 
and  lower  surfaces  of  the  wing. 


2,014.052 

SIDRT  AND  TROUSER  CONNECTING 

DEVICE 

Andrew  H.  Obermeyer,  St.  Louis,  Mo. 

Application  July  28,  1934,  Serial  No.  737,435 

3  Claims.     (CI.  24—264) 
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1.  As  a  new  article  of  manufacture,  a  sub- 
stantially flat  plate  provided  at  one  end  with  a 
pair  of  buttonholes,  provided  at  the  opposite  end 
with  an  aperture  permitting  a  portion  of  the  shirt 
to  be  pulled  therethrough,  and  further  provided 
adjacent  said  aperture  with  a  keyhole  slot  into 
which  the  contracted  portion  of  the  shirt  may  be 
detachably  wedged  and  anchored. 


2.014.053 

VEGETABLE  WASHING  DEVICE 

Horace  B.  Rofers,  Norfolk.  Va. 

Application  April  8,  1932.  Serial  No.  604.084 

5  Claims.     (CI.  146 — 194) 
1.  In  a  vegetable  washing  device,  a  table,  a  con- 
veyor  belt   carried   by   the   table   for   delivering 


vegetables,  an  inclined  conveyor  for  receiving  the 
vegetables  delivered  from  the  table,  said  con- 
veyor having  an  endless  unobstructed  wire  screen, 
means  for  projecting  water  on  the  vegetables  on 
said  endless  screen,  an  inclined  conveyor  at  the 
end  of  said  first  inclined  conveyor,  the  delivery 
end  of  said  first  named  conveyor  being  above  the 


receiving  end  of  the  second  named  conveyor 
whereby  vegetables  from  the  first  named  inclined 
conveyor  will  be  turned  over  when  delivered  to 
the  second  named  inclined  conveyor,  a  series  of 
perforated  water  pipes  extending  transversely 
of  said  conveyors  and  being  arranged  in  a  hori- 
zontal plane  above  the  conveyors,  and  means  for 
delivering  water  to  said  transverse  pipes. 


2,014.054 
ELECTRIC  LAMP 

Benjamin  S.  Rood  and  George  B.  Honeywell, 
Laketon.  Pa. 
Application  October  2.  1934.  Serial  No.  746.560 
1  Claim.     (CI.  240— 81 


A  lamp  of  the  character  described  comprising 
a  base,  a  post  rising  from  the  base  and  having 
a  turnable  section,  a  resistance  coll  fitted  in  the 
base,  a  multi-contact  member  carried  by  the  post 
and  concealed  by  the  turnable  section  and  in 
electric  connection  with  the  resistance  coll.  an 
illuminating  medium  carried  by  the  post  and 
arranged  in  circuit  with  the  resistance  coil,  and 
a  wiper  switch  Included  in  said  circuit  and  car- 
ried by  the  turnable  section  for  cooperation  with 
the  multi-contact  member. 


2.014.055 

CULTIVATOR  BLADE 

August  W.  Tempel.  Higginsville,  and  Walter  C. 

Skaggs.  Kansas  City,  Mo. 

Application   August   14,   1934.   Serial  No.  739,778 

2  Claims.     (CI.  97—206) 
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clined  blades  of  substantially  arcuate  cross  sec- 
tion, clamps  adjustably  mounted  on  the  rear  end 
portions  of  the  blades  and  engageable  with  cer- 
tain of  the  shanks,  hangers  depending  from  the 
other  shanks,  clamps  adjustably  mounted  on  the 
forward  end  portions  of  the  blades,  and  bifur- 
cated brackets  secured  in  the  second-named 
clamps  and  mounted  for  swinging  adjustment  on 
the  hangers. 

2,014.056 

PLUG   SOCKET 

Jan  Willem  van  Noorden.  The  Hague. 

Netherlands 

Application  March  11,  1935.  Serial  No.  10,574 

In  the  Netherlands  February  23,  1934 

2  Claims.     (CI.  173— 363) 


1.  In  an  electrical  socket,  a  hollow  casing  hav- 
ing an  entrance  for  the  insertion  of  a  pin  and  a 
bevelled  inner  surface  adjacent  said  entrance,  a 
sliding  member  within  said  casing  having  a  com- 
plementary bevelled  surface  facing  said  entrance, 
a  plurality  of  contact  members  between  said  bev- 
elled surfaces  forming  a  group  with  opposed  con- 
tact faces  to  receive  the  pin  and  having  bevelled 
ends  cooperating  with  said  bevelled  surfaces,  and 
a  spring  in  said  casing  pressing  said  sliding  mem- 
ber against  said  contact  members  and  said  con- 
tact members  into  gripping  relation. 


2.014.057 

TRUCK  FOR  HANDLING  BARRELS 

Victor  E.  Rogers.  Madison,  Wis. 

Application  March  27, 1934.  Serial  No.  717,649 

4  Claims.     (CI.  280—53) 


1.  In  a  straddle  row  cultivator  including  pairs 
of  shanks,  a  pair  of  rearwardly  converging,  in- 


1  A  barrel  truck  comprising,  in  combination, 
a  handle:  means  for  supporting  a  barrel  on  the 
handle;  a  pair  of  wheels  for  supporting  the 
handle;  a  slide  movable  longitudinally  of  the 
handle;  means  to  secure  the  slide  against  move- 
ment on  the  handle:  a  barrel  rest  pivotally  mount- 
ed on  the  slide;  and  a  hook  pivoted  on  the  slide 
and  adapted  to  engage  a  barrel  chime  with  its 
outer  end. 


2,014,058 

HUB  CAP 

Hideo  Tonal.  Honolulu.  Territory  of  Hawaii 

AppUcation  May  1,  1934.  Serial  No. 

2  Claims.     (CI.  301— 108) 


723,377 


2.  A  vehicle  wheel  hub  cap  of  the  spring  de- 
tachable type  comprising  a  body  having  a  con- 
cavity in  the  face  thereof  to  provide  an  inner  wall, 
£.  hub  secured  to  the  inner  wall,  a  name  plate 
closing  the  outer  end  of  the  concavity,  a  shaft 
secured  to  and  extending  centrally  from  the  name 
plate,  said  shaft  being  mounted  for  rotation  in 
the  hub.  bearings  for  the  shaft,  and  a  weight  se- 
cured to  the  name  plate  to  hold  the  same  sub- 
stantially stationary  while  the  wheel  is  in  motion. 

2.014.059 
METAL  FEEDER  FOR  MELTING  POTS 
Charles  E.  Whitmore,  Vancouver.  Wash.,  assignor 
to  The  Vancouver  Evening   Columbian.   Van- 
couver. Wash.,  a  corporation  of  Washington 
Application  November  18,  1933.  Serial  No.  698,691 
5  Claims.      (CI.  22 — 80) 


*Jl.j» 


1.  A  device  for  automatically  feeding  a  pig  of 
metal  to  a  melting  pot  comprising  a  post  mounted 
adjacent  the  melting  pot,  a  shaft  secured  to  said 
post  extending  over  the  melting  pot,  a  ratchet 
wheel  on  said  shaft,  means  for  tensioning  said 
wheel,  a  lift  rod  adapted  to  be  reciprocated  po- 
sitioned along  said  post  normally  in  engagement 
with  said  wheel,  means  for  reciprocating  said  lift 
rod,  a  cam  mounted  in  said  post  for  moving  said 
lift  rod  out  of  engagement  with  said  ratchet  wheel 
and  a  float  connected  to  and  for  actuating  said 
cam,  substantially  as  set  forth. 

2.014.060 

COASTER  WAGON 

Oscar  Christian  Albrecht.  Hustisford.  Wis. 

Application  December  19.  1934.  Serial  No.  758,299 

2  Claims.     (CI.  280 — 124) 

2.  In  a  vehicle  a  depending  part,  an  arcuate 
shaped  rocker  arm  pivoted  intermediate  its  ends 
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to  the  lower  end  of  said  depending  part,  the  con- 
cave edge  of  the  arm  uppermost,  a  cross  piece 
connected  to  the  upper  part  of  the  depending 
portion,  a  wheel  carrymg  spindle  at  one  end  of 
the  rocker  arm,  a  heavy  spring  havmg  one  end 


connected  with  the  opposite  end  of  the  rocker 
arm  and  its  other  end  connected  to  the  adjacent 
end  of  the  cross  piece  and  a  light  sprmg  con- 
necting the  opposite  end  of  the  cross  piece  to  the 
other  end  or  spindle  carrying  end  of  the  rocker 
arm. 

2.014.061 

GARMENT  HANGER 

Alden  G.  Anderson,  North  Easton   Mass. 

Application  July  13,  1934.  Serial  No.  735.072 

2  Claims.     (O.  223 — 85) 


1.  In  a  garment  hanger,  suspending  means 
thereior  including  a  sectional  hook,  clamping 
jaws  formed  on  the  sections,  a  spring  ring  formed 
on  the  jaws  for  urging  the  latter  toward  each 
other  and  means  carried  by  the  spnng  ring  to 
prevent  undue  spreading  thereof. 

2.014,062 

WIRE  CRIMPING   TOOL 

Lemuel   Braddock,   Rensselaer,   Ind..  assignor   of 

one-half  to  D.  Delos  Dean.  Rensselaer.  Ind. 

Application  July  31,  1934.  Serial  No.  737.817 

3  CUims.     (CL  140—106) 


1.  A  wire  crimping  tool  of  the  class  described 
comprising  a  shank  having  a  hand  grip  at  one 
end.  and  a  substantially  channel -shaped  jaw  at 
the  opposite  end,  said  jaw  having  flanged  edge 


portions  constituting  abutments  and  a  pair  of 
outstanding  spaced  guide  elements,  a  lever  piv- 
oted on  said  shank  and  having  a  head  swlngable 
into  said  jaw  between  said  guide  elements,  and 
operating  means  for  said  lever. 

2.014.063 
SELF-CLEANING   FAUCET  FILTER 

John  S.  Brady  and  Dennis  A.  McCarthy, 

Wilkes -Barre,  Pa. 

Application  June  6.   1934.  Serial  No.  729.336 

1  Claim.     (CI.  210—82) 


A  filter  for  liquids  comprising  a  casing  adapted 
to  be  connected  to  a  faucet  and  having  two  out- 
lets, a  frusto-conical  filter  screen  covering  one 
of  said  outlets,  a  plunger  valve,  means  for  yield- 
ingly supportino'  said  valve  within  said  casing  and 
normally  out  of  closing  contact  with  the  other 
outlet  and  operable  automatically  by  liquid  flow- 
ing through  said  faucet  to  move  the  valve  Into 
closing  pasition,  said  screen  being  spaced  apart 
symmetrically  "from  and  around  said  plunger 
valve  within  said  casing,  whereby  the  flow  of  liq- 
uid from  the  faucet  to  the  said  other  outlet  is 
applied  with  equal  force  to  all  parts  of  the  screen. 

2.014.064 

IGNITION  BOOSTER 

Frederick  WlUiam  Claybrook.  Cumberland.  Md. 

.Application  December  7.  1932.  Serial  No.  646.205 

7  CUims.     (CI.  123—148) 


1.  An  ignition  intensifying  device  comprising  a 
pile  of  thin  washers  composed  entirely  of  refrac- 
tory insulating  material  in  facial  contact  with 
each  other  and  centrally  peif orated,  a  conduct- 
ing terminal  extending  through  said  perfora- 
tions, and  another  conducting  terminal  in  contact 
with  the  peripheries  of  said  washers. 

2,014065 
INSULATING  BUILDING  AND  SOUND 
ABSORBING   MATERIAL 
WUliam  T.  Dean.  Chicairo.  III.,  assignor  to  Callcel 
Products,  Inc.,  Chicago,    111.,  a  corporation  of 
Illinois 
No  Drawing.    Application  January  10,  1929, 
Serial  No.  331,716 
5  Claims.     (CI.  106 — 18) 
1.  An  insulating  material  consisting  of  small 
cellular  masses  of  rock  sponge  mixed  with  plastic 
material  to  form  blocks  and  burned. 
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2.014.066 
COLLAPSIBLE   TUBE 

Edward  B.  Flagg.  North  Granby,  Conn.,  assignor 
of  one- half  to  Kai  T   Mauritzen.  West  Hartford, 
Conn. 
Application  March  29,  1934.  Serial  No.  718,052 
8  Claims.     (CL  221—60) 


1.  A  receptacle  including  a  tip  having  a  valve 
chamber  therein  with  an  outlet  passage  opening 
from  the  receptacle  into  said  chamber  and  with 
a  slot  opening  from  the  outer  surface  of  the  tip 
Into  said  chamber,  a  valve  located  in  said  cham- 
ber and  having  a  port  to  register  with  said  out- 
let passage,  a  valve  actuator  projecting  from  the 
valve  through  said  slot  for  imparting  opening  and 
closing  movements  to  the  valve  in  one  plane,  and 
means  to  impart  movement  to  said  valve  in 
another  plane  when  in  its  closed  position. 


2.014.067 
SHAVING   AND  HAIR-CUTTING  APPARATUS 

Rudolf  Heimers.  Mexico.  D.  F.,  Mexico 

Application  June  25,  1934.  Serial  No.  732,335 

In  Mexico  June  27,  1933 

3  Claims.     (CI.  30 — 12) 


2,014.068 
FABRICS  FOR  AEROPLANE  CONSTRUCTION 
AND    PROCESS    AND    COMPOSITION    FOR 
MAKING   SAME  ^,    ^ 

James  Edwin  Hutchman,  Newburgh.  N.  Y. 

Application  June  27.  1931,  Serial  No.  547,436 

5  Claims.     (CL  91—68) 


1.  A  shaving  and  halr-cuttlng  apparatus,  com- 
prising a  tubular  handle,  a  shaft  passing  through 
said  handle,  means  for  rotating  said  shaft,  a  cir- 
cular blade  having  a  peripheral  cutting  edge  se- 
cured to  said  shaft  outside  of  said  handle,  an  up- 
per stationary  cap  of  a  diameter  smaller  than 
the  diameter  of  said  blade,  a  lower  stationary 
and  adjustable  guard  of  a  diameter  greater  than 
the  diameter  of  said  blade,  an  Inner  guard  of  a 
diameter  larger  than  the  diameter  of  said  blade 
but  smaller  than  the  diameter  of  said  lower  guard 
located  between  said  lower  guard  and  said  blade 
and  rotating  with  said  blade,  a  sharpening  device 
attached  to  said  handle  and  adapted  to  be  swung 
Into  contact  with  said  blade,  and  means  for  sepa- 
rating said  cap  and  said  Inner  and  lower  guards 
from  the  blade  for  letting  said  sharpening  de- 
vice contact  with  the  edge  of  said  blade. 


L       i"       ►*f">-^«'--~        ,^M    (~\m  _ 


1.  The  process  of  preparing  a  material  adapted 
for  use  for  aircraft  covering  purposes  which  com- 
prises applying  a  dope  coating  containing  a  cellu- 
lose derivative  and  a  plasticizer  in  the  relative 
proportions  of  100  parts  of  the  derivative  to  from 
75  to  125  parts  of  the  plasticizer.  to  a  fabric,  and 
drying  said  fabric  while  holding  the  same  to 
substantially  Its  normal  width  and  length,  then 
applying  another  dope  coating  containmg  a  cel- 
lulose derivative  and  a  plasticizer  in  the  relative 
proportions  of  100  parts  of  cellulose  derivative  to 
from  25  to  50  parts  of  plasticizer,  to  said  fabric, 
and  drying  while  holding  the  fabric  to  substan- 
tially its  normal  width  and  length. 


2.014,069 

BtTFING  TOOL 

John  L.  Jones.  East  Weymouth   Mass..  assignor  to 

United  Shoe  Machinery  Corporation,  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  April  19.  1933.  Serial  No.  666.841 

4  Claims.     (CL  51—197) 


1.  A  buffing  tool  comprising  a  sleeve  adapted 
at  one  end  to  fit  over  a  rotary  spindle,  a  screw 
within  said  sleeve  and  rigidly  and  permanently 
secured  to  said  sleeve  In  axial  relation  thereto  for 
threaded  engagement  with  an  opening  in  the  ro- 
tary spindle  whereby  the  sleeve  and  screw  are  ro- 
tatable  relatively  to  the  spindle  as  a  unit,  a  tool 
body  attached  to  the  opposite  end  of  said  sleeve 
and  provided  with  a  yieldable,  distendable  pad  for 
backing  an  abrasive  cover,  and  means  for  yield- 
ably  distending  said  pad. 


2.014,070 

SHOE  FORM 

.\lfred  G.  Legge,  Brockton.  Mass. 

Application  August  8,  1933.  Serial  No.  684.214 

1  Claim.     (CI.  12— 128) 

A  shoe  form  comprising  a  body  shaped  to  fit 

the  portion  of  a  shoe  upper  adjacent  the  opening 

therein  and  close  said  opening,  and  a  resilient 
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support  connected  to  said  body,  said  resilient  sup- 
port having  a  prong  adapted  to  engage  the  in- 


^o 


J^ 


ro' 


-tS 


sole  of  the  shoe  and  being  so  shaped  as  to  urge 
said  body  upward  and  rearward. 


2,014.071 

UVrV^ERSAL   MOTOR  MOUNTING 

Gearold  F.  Loveless.  Westfield.  N.  Y. 

Application  February  16,  1933.  Serial  No.  657,045 

19  Claims.     ^  CI.  180— 57) 


1.  In  an  automotive  conveyance  having  a 
frame,  an  axle,  and  spring  means  suspending 
said  axle  from  the  frame,  the  combination  com- 
prising a  sub-frame  or  cradle  mounted  on  said 
frame  for  tilting  forwardly  and  rearwardly.  a 
motor  having  a  drive  shaft  and  movably  mounted 
on  said  sub-frame  for  relative  tilting  about  an 
axis  extending  substantially  in  the  same  direc- 
tion as  said  drive  shaft,  and  connections  between 
said  motor  and  said  axle  enabling  the  spring 
means  suspending  the  latter  to  tend  to  hold  said 
motor  against  movement  with  respect  to  said 
frame  about  the  last  mentioned  axis. 


2,014.072 
INCENSE  AND  METHOD  OF  MAKING  THE 

SAME 

Morton  G.  Neumann,  Chica«:o.  III. 

Application  September  30.  1932.  Serial  No.  635,625 

3  Claims.     (CI.  41—20) 


2.  The  method  of  making  incense  which  con- 
sists In  forming  a  sheet  of  combustible  porous 
material;  then  partially  severing  said  sheet  into 
a  plurality  of  triangular  blocks;  placing  said  sheet 
on  a  metallic  screen;  then  placing  said  sheet  on 
a  magnetic  table  with  a  magnetic  stencU  arranged 
over  the  sheet;  and  then  spraying  the  exposed 
portions  of  said  sheet  with  a  liquid  containing 
a  chemical  rendered  visible  by  combustion  of  said 
body. 


2.014.073 
STOVEPIPE 

James  E.  Pallas,  San  Francisco.  Calif. 

AppUcation  September  16,  1931,  Serial  No.  563,082 

Renewed  November  14.  1934 

2  Claims.     (CI.  285 — 197  ) 

1.  A  connecter  for  the  sections  of  a  stove  pipe, 
which  sections  consist  of  a  normal  flexible  base 
having  a  rigid  frangible  coating  of  enamel  on 
the  exterior  thereof  and  are  rigid  by  reason  of 
their  coating,  comprising  a  substantially  cylin- 
drical flexible  black  iron  sleeve  telescopically  and 


snugly  held  in  one  end  of  each  of  said  sections, 
said  sleeve  being  capable  of  distortion  to  accom- 
modate itself  to  the  irregularities  of  the  shape 


orv' 


m- 


Of  a  section  when  inserted  in  the  latter  but  with- 
out distortion  of  the  latter,  said  sleeve  when  as- 
sembled being  entirely  concealed  by  the  ends  of 
adjoining  sections. 


2,014.074 
COMMINUTION  OF  CELLULOSIC 
MATERIALS 
Samuel    E.    Sheppard    and     Leon    W.     Eberlin, 
Rochester.  N.  Y..  assiimors  to  Eastman  Kodak 
Company,   Rochester,  N.  Y.,  a  corporation  of 
New  York 

No  Drawing:.     .Application  October  22,   1929, 
Serial  No.  401.619 
11  Claims.     (CI.  260—101) 
1.  A  process  for  the  comminution  of  cellulose 
which  comprises  comminution  of  the  material  in 
the  presence  of  acetic  acid  in  which  It  is  in- 
soluble. 


2.014.075 

METHOD  OF  AND  APPARATUS  FOR 

SUPPLYING  MOLTEN  GLASS 

Thomas  Waugh,  Jr.,  West  Hartford.  Conn.,  as- 

siirnor  to  Hartford-Empire  Company,  Hartford, 

Conn.,  a  corporation  of  Delaware 

Application  April  19,  1933.  Serial  No.  666,868 

16  Claims.     (CI.  49—56) 


-l-r^ 


1.  The  method  of  maintaining  a  pool  of  glass, 
from  the  surface  of  which  charges  are  gathered 
in  a  gathering  zone  by  suction  receptacles,  in  the 
proper  condition  for  such  gathering  which  com- 
prises, moving  the  receptacles  from  above  the 
pool  after  the  charges  are  gathered  therein,  sev- 
ering the  tails  of  chilled  glass  formed  in  gathering 
so  as  to  dehver  them  to  a  chamber  in  which  such 
chilled  glass  is  kept  confined  and  wholly  separated 
from  the  gathering  pool,  subjecting  the  chilled 
glass  to  high  temperature  in  said  chamber  to  re- 
store heat  and  fluidity  thereto,  and  returning  it 
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to  the  gathering  pool  after  its  fluidity  is  restored 
without  returning  such  glass  to  the  furnace  which 
supplies  glass  to  the  pool. 

3.  A  forehearth  for  suction  gathering  com- 
prising a  first  chamber  for  a  pool  of  glass  from 
the  surface  of  which  charges  are  gathered  by 
suction  receptacles,  and  a  second  reheating 
chamber  in  said  forehearth  adjoining  the  first 
chamber  into  which  chilled  glass  formed  in  gath- 
ering and  severing  is  delivered  for  reheating,  and 
means  for  preventing  the  delivery  of  glass  other 
than  said  chilled  glass  to  said  second  chamber 
whereby  said  chilled  glass  can  be  reheated  inde- 
pendently of  such  other  glass. 


2,014,076 
ADJUSTABLE  SOCKET  FOR  INTERCHANGE- 
ABLE LAMPS  IN  A  PROJECTOR 
Howard  C.  Wellman.  Rochester,  N.  Y..  assignor  to 
Eastman  Kodak  Company,  Rochester,  N.  Y.,  a 
corporation  of  New  York 
Application  November  22,  1934.  Serial  No.  754,306 
5  Claims.     (CI.  88—24) 
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1,  In  a  projection  apparatus,  the  combination 
with  a  lamp  house,  of  a  socket  for  positioning  a 
lamp  in  the  lamp  house,  a  movable  mount  for  the 
socket  comprising  a  base  member,  a  gripping  cyl- 
inder carried  thereby  adapted  to  releasably  hold 
the  socket  member  against  turning,  means  car- 
ried by  the  base  for  limiting  the  lamp  vertically 
into  the  base  but  permitting  the  turning  move- 
ment thereof,  and  indicating  means  carried  by 
the  socket  and  base  members  adapted  to  be 
brought  Into  co-operative  relation  to  indicate 
the  proper  position  for  a  definite  type  of  lamp. 


2,014.077 
AMYL  SUBSTITUTION  PRODUCT  OF  AMYL- 
ENE    DIAMINE    AND    PROCESS    OF    PRO- 
DUCING SAME 

Melville  M.  Wilson.  Chicago,  III.,  assignor  to  The 
Sharpies  Solvents  Corporation,  Philadelphia. 
Pa.,  a  corporation  of  Delaware 

No  Drawing.    .Application  June  21,  1932 
Serial  No.  618.471 
22  Claims.    (CI.  260— 127) 
1.  The  method  of  forming  a  nitrogen  contain- 
ing composition  of  matter  which  comprises  re- 
acting an  amino  substitution  product  of  pentane 
chosen  from  the  class  consisting  of  mono-amyl- 
amine  and  di-amylamine.  with  a  di-halogeno  sub- 
stitution product  of  pentane. 

18.  The  method  of  making  a  nitrogen  contain- 
ing composition  of  matter  which  comprises  re- 
acting a  di-halogeno  substitution  product  of 
jjentane  with  an  amino  substitution  product  of 
pentane  chosen  from  the  class  consisting  of 
mono-amylamine  and  di-amylamine  in  the  pres- 
ence of  amyl  alcohol,  separating  the  nitrogen  con- 
taining composition  of  matter  from  theunreacted 
constituents  of  the  mixture,  and  reacting  the  ni- 
trogen containing  composition  of  matter  thus 
formed  with  an  inorganic  alkali  metal  base. 

20  The  nitrogen  containing  composition  of 
matter  formed  by  the  method  recited  in  claim  17. 


2,014.078 

RECOVERY  OF  ALCOHOLS  FROM 

HYDROCARBONS 

Francis  M.  Archibald  and  Philip  Janssen.  Eliza- 
beth, N.  J.,  assignors  to  Standard  Alcohol  Com- 
pany, a  corporation  of  Delaware 

No  Drawing.  Application  May  27,  1932, 
Serial  No.  613.858 
4  Claims.  (CI.  260— 156) 
1.  An  improvement  in  a  process  of  manufac- 
turing alcohols  of  more  than  three  carbon  atoms 
from  a  mixture  of  saturated  and  unsaturated  hy- 
drocarbons which  comprises  treating  a  mixture 
of  saturated  and  unsaturated  hydrocarbons  of 
more  than  three  carbon  atoms  with  sulfuric  acid 
under  desirable  sulfating  conditions,  and  remov- 
ing the  sulfuric  acid  solution,  diluting  the  acid 
solution  with  water  to  15  to  50  Tc  sulfuric  acid 
strength  and  settling  the  diluted  acid  at  temper- 
atures of  20°  C.  to  60°  C.  using  the  higher  temper- 
atures in  settling  the  weaker  diluted  acid  liquor 
and  the  lower  temperatures  in  settling  the  strong- 
er diluted  acid  liquor,  separating  the  oil  and 
subjecting  the  remaining  diluted  acid  liquor  to 
steam  distillation  to  recover  the  alcohols. 


2,014.079 
GATHERING  OR  PICK-UP  CONVEYER 

Frank  Cartlidge.  Chicago.  111.,  assignor  to  Good- 
man Engineering  Company,  Chicago,  111.,  a 
corporation  of  Illinois 

Application  November  12,  1934.  Serial  No.  752,646 
12  Claims.     (CI.  198—8) 


1.  In  a  conveyer,  a  pan,  a  continuous  chain 
movable  in  an  orbital  path  along  said  pan.  a 
flight  extending  laterally  from  said  chain  for 
movement  along  said  pan,  said  flight  being 
mounted  on  said  chain  for  pivotal  movement  with 
respect  thereto  about  an  axis  perpendicular  to 
the  plane  of  travel  of  said  chain,  means  for  hold- 
ing said  flight  in  a  laterally  extended  position 
relative  to  said  chain  for  conveying  material 
along  said  pan  and  permitting  said  flight  to  fold 
rearwardly  along  said  chain  when  discharging 
material  from  said  pan  including  a  dog  pivotally 
connected  to  said  chain  rearwardly  of  said  flight 
having  an  end  which  is  adapted  to  engage  said 
flight,  and  a  cam  member  on  said  chain  engaging 
said  dog  rearwardly  of  its  axis  of  pivotal  connec- 
tion to  said  chain  for  controUing  pivotal  move- 
ment of  said  dog. 


2.014080 
CONCRETE  FORM  RETAINING  MEANS 

Samuel  S.  Colt.  Orange.  N.  J. 

Application  March  16.  1934.  Serial  No.  715,853 

7  Claims.     (CI.  25—131) 

1.  In  concrete  form  retaining  means,  a  longi- 
tudinally divided  form  wall  engaging  element  for 
cooperation  with  but  removably  related  to  form 
tie  means,  said  element  comprising  separable 
sleeve  forming  members,  one  of  said   members 
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having  a  laterally  projecting  stop  m?ans  at  its 
form  penetrating  end  portion,  said  stop  carrying 
member  being  capable  of  insertion  through  an 
opening  in  a  form  wall  and  then  adapted  to  be 
moved  laterally  in  said  opening  to  bring  its  stop 


!-^ 


■"^r-. 


means  into  abutting  relation  to  the  Interior  face 
of  said  wall,  and  another  member  being  capable 
of  subsequent  insertion  through  the  wall  open- 
ing thereby  to  hold  the  first  member  in  said  form 
wall  engaging  relation. 


2.014.081 

WAVE  TRANSMISSION  SYSTEM 

John  A.  Csepely,  Ajnherst,  Mass.,  aasirnor  to 

Victoria  Csepely.  Woodcliffe.  N.  J. 

.Application  January  5.  1933.  Serial  No.  650,253 

Renewed  January  29,  1935 

31  Claims.     (CI.  178 — 44 1 


«<S&p=S= 
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1.  In  a  signaling  system,  means  for  generating 
signaling  energy  of  varying  volume  for  trans- 
mission over  a  signaling  path,  a  frequency  shift- 
ing device  in  said  path,  and  controlling  means 
operating  to  cause  the  amount  of  frequency  shift 
produced  by  said  device  to  be  a  function  of  the 
average  volume  of  said  energy  over  limited  times 
so  as  to  control  the  frequency  level  of  energy 
passing  over  the  signaling  path. 


2.014.082  > 

SPOT  WELDING  PROCESS  AND  APPARATUS 
Harold  E.  Fox.  Stoneleish.  Md..  assignor,  by  mesne 
assiimments,  to  North  American  Aviation.  Inc., 
a  corporation  of  Delaware 
Application  April  3,  1933.  Serial  No.  664,125 
5  Claims.     (CI.  219 — 10) 


t9~ 


1.  That  process  of  welding  a  plurality  of  work 
pieces  by  pressing  the  sheets  together  and  passing 
through  the  locality  from  one  piece  to  the  other 


an  electrical  current  of  suflflcient  amperage  and 
for  a  sufficient  time  to  weld  the  contacting  por- 
tions, and  applying  a  vibrating  pressure  by  a  series 
of  blows  on  the  electrodes  to  work  the  weld  during 
the  welding  operation,  and  controlling  the  vibrat- 
ing pressure  so  that  the  initial  blows  will  be  light 
during  the  Interval  in  which  the  work  is  in  fused 
or  soft  state,  and  Increasing  the  force  of  the  blows 
as  the  work  cools  off. 

5.  In  a  welding  apparatus  for  welding  metal 
plates  by  the  simultaneous  fusing  of  the  metal 
thereof  and  the  delivery  of  a  rapid  succession 
of  blows  thereon,  a  pair  of  electrodes  adapted  to 
be  forced  directly  against  opposite  sides  of  over- 
lapped plates,  a  source  of  electric  current,  means 
electrically  connecting  said  source  to  said  elec- 
trodes, electrical  means  for  applying  impacts  to  at 
least  one  of  said  electrodes,  and  means  for  varying 
the  amplitude  of  the  impacts  applied  to  said  elec- 
trodes, whereby  the  means  for  applying  Impacts 
may  be  controlled  so  that  the  initial  blows  will  be 
light  during  the  interval  in  which  the  work  is 
in  fused  or  soft  state,  and  may  be  increased  in 
force  as  the  work  cools  off. 


2.014.083 
ALLOY 

John  Johnson,  Manrille,  N.  J. 

No  Drawing.     Application  April  3.  1935. 

Serial  No.  14.441 

2  Claims.     (CI.  75 — 1) 

1.  An  alloy  of  the  character  described  which 
consists  of  silver  from  about  30  to  35%.  copper 
from  about  30  to  32%.  cadmium  from  about  30 
to  38%  and  zinc  from  about  2  to  57c. 


2,014.084 
DISHWASHING  MACHINE 
Geori:e  E.  Kingsley  and  Harry  J.  Loar,  Newark. 
N.  J.,  assignors,  by  direct  and  mesne  assign- 
ments, of  two-thirds  to  said  KJngsley  and  one- 
third  to  Eric  D.  Bovet.  New  York,  N.  Y. 
Application  December  8.  1934.  Serial  No.  756,618 
2  Claims.     (CI.  259 — 95) 


J/     /I  \'j 


1.  In  a  dishwashing  machine,  a  vertical  cylin- 
drical container  having  a  projecting  portion  at 
one  side  thereof,  said  projecting  portion  provid- 
ing an  arcuate  passage  communicating  at  its  ends 
with  said  container,  a  rotatable  impeller  within 
said  passage,  means  for  rotating  said  impeller  to 
cause  a  swirling  circulation  of  water  through  said 
container  and  said  passage,  a  waste  water  outlet 
provided  in  said  container  adjacent  said  im- 
peller at  the  discharge  side  thereof,  and  a  slide 
gate  for  shutting  off  said  passage  at  the  discharge 
side  of  said  Impeller,  whereby  water  may  be  dis- 
charged from  said  container  out  through  said 
waste  water  outlet. 


2.014085 
BABY  CARRIAGE  BRAKE  AND  ANTITIPPING 

DEVICE 
Samuel  KroU  and  Nathan  J.  KroU.  Chicago.  HI. 
AppUcation  October  12,  1934.  Serial  No.  748.043 
2  Claims.     (CI.  188—20) 
1.  A  baby  carriage,  comprising  the  combina- 
tion of:  a  supporting  frame;  a  body,  and  front 
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and  rear  wheels  carried  by  said  supporting 
fr-ame;  a  device  movably  mounted  upon  said 
supporting  frame  at  the  front  of  the  latter,  and 
independent  of  the  said  front  wheels  of  the  said 
carriage,  for  preventing  forward  tipping  of  the 
said  carriage;  a  device  movably  mounted  upon 


the  said  supporting  frame  at  the  rear  of  the 
latter,  and  independent  of  the  said  rear  wheels 
of  the  said  carriage,  for  preventing  rearward 
tipping  of  the  same;  and  means  for  simultane- 
ously moving  both  of  said  devices  into  and  out 
of  effective  and  Ineffective  positions. 


2.014  086 
RADIO   RECEIVING   SYSTEM 

William  \.  MacDonald,  Little  Neck,  N.  Y.,  assignor 
to  Haieltine  Corporation.  Jersey  City,  N.  J.,  a 
corporation  of  Delaware 

AppUcation   May  26.  1925.  Serial  No.  32,889 
32  Claims.     (CI.  250—20) 
\1C/ 


1,  A  radio  receiving  system  including  a  radio- 
frequency  amplifier  coupled  to  a  detector,  said 
detector  being  in  turn  coupled  to  an  untuned 
audio-frequency  amplifying  tube,  means  for  con- 
necting an  untuned  antenna  system  to  the  un- 
tuned input  circuit  of  said  audio-frequency  am- 
plifying tube.  Impedance  means  in  said  input 
circuit  across  which  are  established  radio-fre- 
quency potentials  derived  from  said  antenna 
system,  radio-frequency  coupling  means  con- 
nected between  the  output  circuit  of  said  audio- 
frequency amplifying  tube  and  the  input  circuit 
of  said  radio-frequency  amplifier,  radio-fre- 
quency coupling  means  connected  between  the 
output  circuit  of  said  radio-frequency  amplifier 
and  the  Input  circuit  of  said  detector,  audio- 
frequency coupling  means  connected  between  the 
output  circuit  of  said  detector  and  the  input  cir- 
cuit of  said  audio-frequency  amplifying  tube, 
and  means  for  coupling  a  translating  device  with 
the  output  circuit  of  said  audio- frequency  ampli- 
fying tube. 


2.014,087 

CONSTRUCTION  OF  BUILDINGS 

AND  THE  LIKE 

Eujrene  Germain  Paul  Mopin.  Paris,  France 

Application  February  9,  1934.  Serial  No.  710,435 

In  France  March  7,  1933 

2  Claims.      (CI.  72 — 1) 

2.  In    buildings    comprising    a    light    metallic 
framework  serving  as  a  scaffolding,  standardized 


precast  elements  consisting  of  preferably  vibrated 
concrete.  Intended  for  the  construction  of  the 
walls  of  the  building,  comprising  means  for  con- 
necting them  to  said  framework  during  their 
mounting  and  provided  with  extensions  having 


bearing  surfaces,  some  of  said  bearing  surfaces 
occupying  vertical  and  inclined  positions  and 
bearing  against  the  members  of  said  metallic 
framework,  and  the  others  occupying  a  horizontal 
position  and  bearing  against  certain  horizontal 
members  of  the  framework. 


2.014.088 
PUMP-ENJECTOR  APPARATUS 

Jean  Nicolas.  Levallois-Perret,  France,  assignor  to 
Compagnie     Lilloise    I>e    Moteurs.     Levallois- 
Perret.  France 
Application  November  8.  1934.  Serial  No.  752,044 
In  France  November  10,  1933 
9  Claims.     (CI.  299—107.2) 


\\     V 
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1.  In  combination,  a  pump  provided  with  a 
cylinder  having  at  one  end  a  discharge  opening 
and  with  a  piston  adapted  to  reciprocate  in  said 
cylinder,  an  injector  having  its  longitudinal  axis 
substantially  parallel  to  the  longitudinal  axis  of 
said  cylinder  and  passing  through  said  discharge 
opening,  communicating  means  between  said  in- 
jector and  said  discharge  opening,  a  casing  in 
which  said  injector,  said  communicating  means 
and  said  cylinder  are  adapted  to  slide,  stop  means 
in  said  casing  adapted  to  cooperate  with  said 
injector  so  as  to  limit  the  displacement  of  said 
injector,  a  pivoting  lever  connected  with  said 
cylinder,  a  pivot  situated  laterally  with  relation 
to  said  cylinder  at  a  distance  from  said  cylinder 
and  about  which  said  lever  is  adapted  to  be 
turned,  and  means  adapted  to  urge  said  lever  and 
said  cylinder  towards  said  stop  means,  whereby 
said  cylinder,  said  communicating  means,  said 
Injector  and  said  stop  means  are  maintained  in 
contact  with  each  other. 
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2.014.089 

EGG   BOILER 

Frederick  Sabini,  Arlin8:ton,  N.  J. 

Application  August  1.  1934.  Serial  No.  737,865 

6  Claims.     iCl.  161— 16 j 


1.  In  an  egg  boiler  of  the  character  described, 
an  outer  pan.  and  an  egg  and  hot  water  receiving 
inner  pan  having  a  handle  shank  arranged  to  be 
supported  upon  the  penpheral  edge  of  said  outer 
pan,  said  inner  pan  having  a  handle  over-balanc- 
ing the  weight  of  the  container  portion  of  said 
inner  pan  for  turning  said  inner  pan  outwardly 
of  said  outer  pan  and  having  an  apertured  lower 
portion  to  enable  the  escape  of  water  therefrom 
and  from  around  the  eggs  within  said  inner  pan, 
the  rate  at  which  the  water  escapes  from  said 
inner  pan  serving  to  determine  the  rate  of  out- 
ward turning  movement  of  said  inner  pan  and  the 
degree  of  hardness  obtained  by  said  eggs. 


2,014,090 
WELDING  REE.NFORCEMENT  METHOD 

Siegfried    Schnetzer.    Sparrows    Point,    Md.,    as- 
sigrnor.  by  mesne  assignments,  to  North  Ameri- 
can Aviation,  Inc..  a  corporation  of  Delaware 
Application  March  24,  1933.  Serial  No.  662,569 
11  Claims.     (CI.  219—10) 


Jl 


1.  In  a  method  of  welding  a  relatively  thin 
sheet  to  a  relatively  thick  sheet  by  spot  welding. 
overlapping  said  sheets,  superimposing  said 
sheets  on  an  anvil,  superimposing  a  reenforcing 
button  with  bulging  upper  and  lower  surfaces  on 
the  outer  surface  of  the  thin  sheet  where  It  over- 
laps the  heavy  sheet,  applying  a  concave  portion 
of  an  electrode  to  the  upper  convex  portion  of 
said  button  and  applying  a  welding  current 
through  said  reenforcing  button  and  said  sheets 
whereby  to  cause  said  button  fo  collapse  and  be- 
come centrally  welded  to  .said  sheet  but  to  re- 
main marginally  unwelded  by  reason  of  the  de- 
crease of  heat  resulting  from  the  increase  of  the 
contacting  area  through  the  collapse  of  the  but- 
ton. 


2.014.091 
PACK    FOR    FRAGILE    ARTICLES 

Ernest  L.  Shepard,  Fairfield.  Maine,  assifnor,  by 
mesne  assignments,  to  The  Canal  National  Bank 
of  Portland.  Portland,  Maine,  a  national  bank- 
ing association  of  Maine,  as  trustee 

Application  November  22.  1932.  Serial  No.  643.854 
7  Claims.       CM.  ?17— *>«  i 


1.  In  an  article  pack,  a  sheet  of  fibrous  ma- 
terial having  a  plurality  of  contiguous  pocket 
forming  depressions  of  curved  cross  section,  said 
depressions  being  intersected  by  at  least  three 
transverse  reenforcement  channels  which  form 
bearing  ribs  exteriorly  of  the  pockets,  two  of  said 
ribs  being  located  adjacent  the  ends  of  the  pack 
and  the  third  nb  being  located  substantially  cen- 
trally of  the  pack. 


2,014,092 
LATCH   .MEANS  FOR  FOLDING   EYEGLASSES 

Vincent  Tanasso,  Harrison,  and  Jacob  J. 

Pomeranz.  Brooklyn,  N.  Y. 

Application  August  16.  1934,  Serial  No.  740.136 

7  Claims.     (CI.  88 — 44) 


5.  In  a  foldable  eye^jlass  frame,  the  rlm.<;  of 
which  are  movable  to  lie  one  over  the  other  and 
which  are  provided  with  means  tending  to  unfold 
them  to  normal  useful  position,  a  compressible 
handle  member  comprising  a  bottom  section  af- 
fixed to  one  rim  for  outward  extension  from  the 
periphery  thereof  and  a  resilient  top  section,  .said 
sections  being  connected  at  their  outer  ends 
whereby  said  top  section  is  yleldably  and  diver- 
gently expanded  by  its  inherent  resiliency  rela- 
tive to  the  inner  end  portion  of  said  bottom  sec- 
tion, and  a  latch  means  earned  by  the  other  rim, 
the  inner  end  portion  of  said  handle  top  section 
having  a  holding  opening  to  receive  and  engage 
said  latch  means,  said  latch  means  being  released 
therefrom  by  compression  of  said  top  section  to- 
ward said  bottom  section. 


2,014,093 
CLOSURE   CAP 
Clair   J.   Terrill,  Dayton.   Ohio,  assignor   to   The 
Kurz-Kasch  Company.  Dayton,  Ohio,  a  corpo- 
ration of  Ohio 
Application  February  25,  1930,  Serial  No.  431.127 
3  Claims.     (CI.  215 — 43) 


2  A  closure  for  use  with  a  container  having  a 
threaded  extremity  and  a  contiguous  unthreaded 
portion  of  greater  diameter,  comprising  a  fric- 
tioral  slip  cap  for  the  container  having  therein 
a  counterbored  recess,  the  inner  smaller  portion 


of  which  is  Internally  screw  threaded,  the  outer 
portion  of  which  is  unthreaded  and  of  greater 
axial  extent  than  the  threaded  portion  and 
adapted  for  slip  engagement  with  a  container 
throughout  its  path,  and  relatively  spaced  flat 
frictional  surfaces  within  the  outer  portion  of 
the  recess,  engageable  with  the  unthreaded  por- 
tion of  the  container,  and  a  sealing  gasket  seated 
in  the  inner  end  of  the  threaded  portion. 


2.014,094 
MOCCASIN 
Daniel  W.  Wiggin,  Yarmouth,  Maine,  assignor  to 
The  Abbott  C  ompany,  Yarmouth.  Maine,  a  cor- 
poration of  Maine 
Application  September  24,  1930,  Serial  No.  484,037 
6  Claims.     (CL  36 — 11) 


1.  An  article  of  footwear  comprising  a  member 
of  moccasin  construction,  a  sole,  a  toe  filler  for  the 
fore  part  of  the  moccasin  member,  and  an  outer 
vamp  cover  overlying  the  moccasin  member  and 
marginally  united  to  the  sole. 


2,014.095 
FORM  ROLL  DRIVE  • 

Henry  A.  Wise  W  ood.  New  York.  N.  Y.,  assignor  to 
Wood  Newspaper  Machinery  C  orporation.  New 
York.  N.  Y..  a  corporation  of  Virginia 
Application  May  11.  1932,  Serial  No.  610.551 
Renewed  February  6,  1935 
6  Claims.     .Cl.  101— 349) 


2.014,096 

ABSORPTION   REFRIGERATING 

APPARATUS 

Edmund  Altenkirch.  Neuenhagen  near  Berlin, 
Germany,  assignor  to  The  Hoover  Company, 
North  Canton.  Ohio,  a  corporation  of  Ohio 

Original  application  April  13.  1926.  Serial  No. 
101.745.  Divided  and  this  application  May  25, 
1933,  Serial  No.  672,755.  In  Germany  April  23, 
1925 

2  Claims.     (CL  261—106) 


>  ,.i! 


1.  In  an  inking  mechanism,  the  combination 
with  a  form  roller  and  a  plate  cylinder  having  end 
plate  clamps  thereon,  of  means  for  driving  the 
form  roll  from  the  plate  cylinder  through  the 
end  clamps. 

458  O.  O.— 24 


1.  In  a  continuous  absorption  refrigerating 
apparatus,  an  absorber  comprising  a  closed  ves- 
sel, means  for  supplying  absorption  liquid  there- 
to and  for  removing  absorption  liquid  therefrom, 
means  for  supplying  refrigerant  gas  to  said  ves- 
sel, liquid  retaining  means  in  said  vessel  to  pro- 
vide an  extended  surface  therein  adapted  to  bring 
the  absorption  liquid  and  the  refrigerant  gas 
into  intimate  contact  at  a  plurality  of  places  in 
said  vessel,  cooling  means  m  said  vessel  asso- 
ciated with  said  liquid  retaining  means  and 
adapted  to  cool  the  fluids  therein  at  said  plu- 
rality of  places  and  means  for  circulating  a  cool- 
ing fluid  through  said  cooling  means,  said  cooling 
means  comprising  a  number  of  bends  of  pipe,  said 
liquid  retaining  means  being  supported  by  said 
pipe. 

2,014.097 
SHIRT  ENVELOPE 

Julius  M.  Alter.  Brooklyn,  and  Meyer  Lipsey, 

New  York.  N.  Y. 

AppUcation  March  9.  1934.  Serial  No.  714.800 

4  Claims.     (CL  229— 87) 


4.  A  shirt  envelope  including  a  support  for  the 
shirt,  and  a  holder  for  the  collar  thereof,  said 
shirt  support  consisting  of  a  plane  sheet  of  ma- 
terial, said  collar  holder  including  a  portion  cen- 
trally hingedly  connected  at  its  lower  edge  to  said 
support  so  as  to  provide  wings  msertable  into 
the  collar  upon  upward  folding  of  said  portion, 
and  a  second  portion  engageable  over  the  ends  of 
the  collar  and  being  integrally  connected  to  said 
support  in  spaced  relation  to  the  hinge  connec- 
tion and  foldable  to  extend  at  an  acute  angle  from 
the  support  toward  the  first  portion. 
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2,014,098 

DUST  COLLECTOR  FOR  DUST  MOPS 

Carl  E.  Anderson,  Eatontown,  N.  J. 

Application  February  21,  1933.  Serial  No.  657.760 

14  Claims.     (CI.  13 — 105) 


14.  An  attachment  for  a  dust  mop  of  the  type 

having  an  elongated  handle,  comprising  a  dust 
contamer  havmg  an  openmg  therein  to  permit 
passage  of  the  mop  head  into  said  contamer, 
means  to  close  said  opening,  and  means  to  mov- 
ably  mount  said  container  on  the  handle  whereby 
the  container  may  be  moved  from  a  position 
wherein  the  container  embraces  the  mop  head  to 
a  position  removed  from  and  uncovering  said  mop 
head. 

2.014,099 
PROJECTOR  FILM  GATE 
William  H.  Bauch,  Shelbyville,  Ind.,  assii:nor  to 
Pembroke    W.    Cornelius.    Indianapolis.    Ind., 
doini:   business   under   the   name  and   style  of 
Cornelius  Engineering  Company 
Application  August  23,  1933,  Serial  No.  686,418 
3  CUims.     ( CI.  88 — 17 ) 


1.  In  a  film  gate  for  a  motion  picture  projector 
having  a  member  through  which  a  light  beam  is 
directed  and  an  aperture  plate  therebehind.  a 
shiftable  member  telescoping  with  the  first  mem- 
ber, a  collar  revolubly  mounted  on  the  shiftable 
member,  a  head  on  the  shiftable  member  directed 
toward  the  aperture  plate,  a  pair  of  pressure  bars, 
one  along  each  vertical  edge  of  the  head  and 
means  to  urge  them  rearwardly  to  yieldingly  grip 
the  film,  spring  means  normally  urging  the  shift- 
able  member  forwardly  away  from  said  plate,  and 
cam  means  between  the  first  member  and  the 
shiftable  member  actuated  by  said  collar  for 
shifting  said  head  toward  said  plate. 


2.014.100 
STITCH  REGULATING  MECHANISM  FOR 
KNITTING   MACHINES 
Gottlob   Bitzer,   West    Readinf.  Pa.,   assiimor  to 
Textile    Machine    Works.    Wyomissinr,    Pa.,    a 
corporation  of  Pennsylvania 
Application  Anirust  16,  1934.  Serial  No.  740,074 
30  Claims.     iCl.  66 — 82) 
1.  A  device,  for  use  with  a  flat  knitting  ma- 
chine equipped  with  a  rockable  stitch-regulating 


lever,  comprising  an  Intermittently  rotatable  ele- 
ment provided  with  variable  surface  protuber- 
ances movable  into  operative  relatlcn  to  said 
lever,  and  means  movable  mtermediate  said  pro- 


i^ii^ 


^ 


vv« 


IT 


tuberances  and  said  lever  independently  of  the 
lever  to  rock  said  lever  for  regulating  the  lengths 
of  predetermined  stitches  produced  by  the  ma- 
chine. 


2.014.101 

EMERGENCY   GENERATING   SET 

Joseph  P.  Bryan.  Troy.  Pa. 

Application  October  22.  1930.   Serial  No.  490.370 

13  Claims.     [C\.  290—7} 


'l^-l  iVi'i   ^    ~* 


1.  The  combination  with  a  fluid-pressure 
motor,  of  a  valve  controlling  the  supply  of  fluid 
to  said  motor,  a  circuit,  run-down  rotatable 
means  responsive  to  voltage  conditions  in  said 
circuit  for  opening  said  valve,  means  for  holding 
said  mean5  against  running  down  and  means  re- 
sponsive to  said  voltage  conditions  for  imparting 
a  hammer  blow  to  said  holding  means  to  release 
it  and  motive  means  for  winding  up  said  run- 
down means,  a  clutch  for  connecting  and  discon- 
necting said  run-down  means  and  motive  means 
in  driving  relation,  said  run-down  means,  when 
released  from  said  holding  means,  being  free  to 
makes  its  complete  opening  movement. 

4.  In  an  emergency  electric  generating  set.  the 
combination  with  a  fluid  pressure  motor  opera- 
tively  connected  in  driving  relation  to  said  gener- 
ator, a  valve  controlling  the  supply  of  fluid  to 
said  motor,  a  circuit,  weight -actuated  mesins  re- 
sponsive to  current  conditions  in  said  circuit  for 
operating  said  valve,  electro-magnetic  means  in 
said  circuit  for  initiating  the  action  of  said 
weight-actuated  means  in  response  to  current 
failure  in  the  said  circuit,  a  solenoid  operated 
mechanism  in  the  said  circuit  operatively  related 
to  the  said  electro-magnetic  means,  a  clock  con- 
trolled switch  for  locking  said  electro-magnetic 
means  for  a  predetermined  period  and  means  for 
locking  and  unlocking  said  electro-magnetic 
means  at  will. 
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2.014,102 
DIRECT  READING   VACUUM  TUBE  METER 
James  W.  Conklin,  Rocky  Point,  N.  Y.,  assignor 
to  Radio  Corporation  of  America,  a  corporation 
of  Delaware 

Application  May  29.  1934.  Serial  No.  728,081 
5  Claims.     (CL  171—95) 


J 


^ 


■V//*M^ 


,^^ 


3.  A  meter  comprising  a  pair  of  thermionic 
tubes  each  having  an  anode,  a  cathode  and  a 
control  grid,  a  circuit  for  applying  the  energy 
to  be  metered  between  the  grids  of  said  tubes,  a 
source  of  voltage,  a  connection  between  said 
source  of  voltage  and  the  anodes  of  said  tubes, 
an  Impedance  and  a  meter  m  series  connecting 
said  source  of  voltage  to  the  cathodes  of  said 
tubes,  and  a  condenser  connected  in  parallel  with 
said  impedance  and  meter. 


2,014.103 
IMPULSE    COUPLING 

Henry  G.  Cox.  Beloit.  Wis.,  assig:nor  to  Fairbanks, 
Morse  &  Company,  Chicago.  111.,  a  corporation 
of  Illinois 

Application  June  28,  1933.  Serial  No.  677.996 
12  Claims.     (CI.  123 — 149) 


#-r 


1.  In  combination  with  a  generator  and  a  gen- 
erator shaft,  an  impulse  coupling  carried  by  the 
shaft,  and  including  means  embodying  a  spring, 
for  periodically  accelerating  the  shaft  in  a  given 
direction  of  rotation,  a  second  coupling  opera- 
tively associated  with  the  first  coupling,  and  in- 
cluding means  embodying  a  spring  normally 
stressed  in  a  direction  opposite  the  first  said 
spring  for  periodically  accelerat  ng  the  shaft  when 
rotated  in  an  opposite  direction. 


2,014.104 

SHEET   FORM   HOLDER 

Karl   R.   Dencklau.   Plainfleld.  N.   J.,   assignor  to 

American  Telephone  and  Telegraph  Company, 

a  corporation  of  New  York 

Application  June  22.  1934.  Serial  No.  731,880 

14  Claims.     (CI.  282 — 29) 
1.  In  combination,  a  plurahty  of  holder  units 
for  holding  stationery,  and  instrumentalities  for 


slidably  connecting   said   holder   units   together 
whereby  they  may  be  slid  longitudinally  one  over 


the  other  from  a  stacked  formation  to  a  lapped 
extended  strip  formation  and  vice  versa. 

2,014.105 
FILTER 

Clarence  H.  Dooley,  Rock  Island,  III. 

Application  May  31,  1933,  Serial  No.  673,631 

13  Claims.     (CL  210— 164) 


1.  A  filter  comprising  a  casing,  a  filter  element 
disposed  therein  and  provided  with  heads  at  oppo- 
site ends  thereof,  ears  carried  by  said  heads,  and 
means  on  the  interior  of  said  casing  and  adapted 
to  receive  said  ears  for  positioning  the  heads 
of  said  element  in  spaced  apmrt  relation  in  said 
casing  and  for  maintaining  said  heads  in  said 
spaced  relation^ 

2.014.106 
VOLTMETER  FOR  VACUUM  TL'BES 

Allen  B.  Du  Mont,  Upper  Montclair.  N.  J. 

AppUcation  September  19.  1932,  Serial  No.  633.748 

4  Claims.     (CI.  250— 27.5) 


H 


1.  The  combination  with  a  vacuous  envelope  of 
electrodes  therein,  certain  of  said  electrodes  be- 
ing adapted  to  produce  a  stream  of  electrons,  and 
defiecting  plates  for  said  stream  respectively  con- 
nected to  the  electrodes  within  said  envelope  be- 
tween wliich  the  voltage  is  to  be  observed. 
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2.014,107 

PROCESS   FOR   THE   PRODICTION   OF 

PRINTING    ROLLS 

Leander  H.  Harrison.  New  York.  N.  Y. 

No  Drawing.     Application  February  28,  1934, 

Serial  No.  713.301 

4  Claims.       (1.   18 — 55) 

3.  In  the  production  of  rubber  printing  rolls, 
the  steps  which  consist  In  covering  an  embossed 
mould  with  a  sheet  of  unvulcanized  hard  rubber 
stock,  placing  them  in  a  vulcanizing  press,  vul- 
canizing until  the  hard  rubber  is  semi-vulcanized 
and  is  still  pliable,  removing  the  said  semi-vul- 
canized pliable  plate  from  said  mould,  cementing 
it  around  a  mandrel  with  the  embossed  side  ex- 
posed, covering  the  embossed  side  thereof  with 
unvulcanized  soft  rubber,  wrapping  a  material 
around  the  same,  vulcanizing,  grinding  the  ex- 
posed smooth  surface  of  the  vulcanized  soft  rub- 
ber, removing  the  vulcanized  soft  rubber  tube 
from  the  mandrel,  placing  said  tube  upon  a  man- 
drel with  the  smooth  face  thereof  exposed,  grind- 
ing said  exposed  surface,  removing  said  vulcanized 
soft  rubber  tube  from  said  mandrel  and  cement- 
ing said  tube  upon  a  mandrel  with  the  embossed 
face  exposed. 


2.014.108 

JAR  HOLDER 

Allen  E.  Hawke.  Detroit,  Mich. 

Application  July  29.  1933,  Serial  No.  682.740 

4  Claims.     (CI.  81—3.3) 


1 V 


1,  A  kitchen  utensil  comprising  a  pan.  a  han- 
dle on  said  pan,  a  movable  retaining  member 
within  said  pan,  a  stationary  retaining  member 
withm  said  pan.  said  retaining  members  being 
disposed  on  opposite  sides  of  a  jar  or  the  like 
placed  within  said  pan.  means  to  cause  said  mov- 
able retaining  member  to  move  towards  said  sta- 
tionary retammg  member,  said  means  being 
operative  by  grasping  said  handle. 


2,014.109 
MOP   HOLDER 

Simeon  C.  Lawlor.  Chicago.  111. 

Application  August  30.  1933.  Serial  No.  687.429 

4  Claims.     (CI.  15—153) 


1.  A  mop  holder  comprising  a  mop  head  and 
a  handle  cooperating  therewith,  said  mop  head 


consisting  of  two  metal  plates  having  parallel 
grooves  formed  therein,  said  plates  secured  to- 
gether with  the  grooves  registering  to  form  three 
channels  through  the  head  parallel  to  the  flat 
plates,  a  three  pronged  clamp  having  the  center 
prong  threaded,  the  prongs  of  the  clamp  in- 
serted into  one  end  of  the  parallel  channels  and 
freely  movable  endwise  therein,  the  threaded 
prong  extending  into  the  center  channel,  the 
grooves  forming  the  center  opening  being  larger 
at  the  edge  of  the  plates  opposite  the  clamp  to 
form  an  enlargement  in  the  center  channel,  a 
threaded  opening  in  the  end  of  said  handle,  said 
end  of  the  handle  inserted  in  the  enlarged  end 
of  the  center  channel  to  engage  the  threaded 
tine  and  draw  the  clamp  against  thj  head  when 
the  handle  is  rotated. 


2.014,110 

TARGET 

Frank  Lockhead.  Norristown,  Pa. 

Application  June  29.  1933.  Serial  No.  678,114 

2  Claims.     (CI.  124 — 15) 


1.  A  target  of  the  character  stated  comprising 
a  lower  permanent  section,  an  upper  renewable 
section,  a  movable  target  unit  carried  by  said 
lower  section  in  a  normally  concealed  position, 
there  being  an  opening  in  said  lower  section  in 
proximity  to  said  target  unit,  remote  control, 
electrically  operated  means  for  projecting  said 
target  unit  into  view  through  .said  opening  at  wlU, 
and  means  for  returning  said  target  unit  into  its 
normal  concealed  position. 


Earl 


to 


2,014.111 

SURGICAL  FRACTURE   REDUCING 

APPLIANCE 

E.    Longfellow.    Warsaw.    Ind..    astsignor 
Harry  Herschel  Leiter.  Warsaw.  Ind. 
Application  January  15,  1934,  Serial  No.  706.656 
1  Claim.      (CI.  128— 84  • 

In  a  fracture  apparatus,  a  stand,  a  rock  shaft 
carried  by  the  stand,  means  to  adjustably  hold 
a  pair  of  frames  pi\ofed  to  the 
independent  swinRinc  movement, 
the  frames  In  adjusted  positions, 
each  frame  having  a  removable 
needle,  means  connected  to  the  members  and  to 
the  respective  frames  for  applying  traction  to  the 


the  rock  shaft 
rock  shaft  for 
means  to  hold 
a  member   for 
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needles,  and  means  connected  to  the  rock  shaft 
and  including  a  rest  to  engage  the  arm  pit  of 


the  patient  for  connecting  the  rock  shaft  to  the 
shoulder  of  the  patient. 


2,014,112 

KEY 

Claude  M.  McCord,  Memphis,  Tenn. 

AppUcation  June  25.  1934.  Serial  No.  732,392 

9  Claims.     (CL  70 — 9) 


5  Means  for  releasing  a  locked  member,  com- 
prising a  tubular  member  slotted  spirally  inward 
from  an  end  thereof  to  form  two  symmetrically 
disposed  spiral  tongues  adapted  to  enter  comple- 
mentary openings  in  said  member,  a  substantial 
portion  of  said  tube  being  left  solid  to  provide  an 
extending  handle  portion  and  a  grip  member  se- 
cured through  said  solid  portion  and  transverse- 
ly disposed  to  said  tube. 


2,014.113 
LUBRICATOR 

Normand   W.   Morse,   Chicago,   111.,   assignor,   by 
mesne    assignments,    to    Stewart -Warner    Cor- 
poration. (  hicago.  111.,  a  corporation  of  \irginia 
Application  April  3.  1931,  Serial  No.  527,503 
12  Claims.     (CI.  184— 37) 

,k 


itV 


ing  driven  by  said  motor,  a  split  nut  clutch  rotat- 
able  on  said  piston  rod  and  connecting  said  gear- 
ing to  said  piston  rod  for  advancing  said  piston  in 
said  chamber,  and  manipulative  means  for  dis- 
engaging said  clutch  from  said  gearing  and  said 
piston  rod  to  render  said  motor  ineffective  for 
advancing  said  piston. 


1.  A  lubricator  unit  comprising  a  housing  hav- 
ing a  grease  chamber  and  a  motor  compartment 
adapted  to  be  mounted  upon  a  movable  bear- 
ing a  piston  in  said  chamber,  a  piston  rod  se- 
cured thereto,  an  inertia  motor  comprising  a 
weight  mounted  for  rocking  movement  in  a  ver- 
tical plane  in  said  compartment,  a  reduction  gear- 


2,014.114 
FABRIC  DRAW-OFF  MEANS  FOR  STRAIGHT 

KNITTING  MACHINES 

Emil  Max  Miiller.  Wyomissing.  Pa.,  assignor  to 

Textile    Machine    Works.    Wyomissing.    Pa.,   a 

corporation  of  Pennsylvania 

Application  April  11.  1933.  Serial  No.  665,479 

25  Claims.     iCl.  66—149) 


i 


25.  In  a  take-up  mechanism  for  a  knitting  ma- 
chine, the  combination  of  a  plurality  of  relative- 
ly movable  pulling  elements  arranged  to  grip  at 
laterally  spaced  points  respectively  a  piece  of  fab- 
ric being  knit  by  the  needles  of  said  machine,  and 
means  connected  to  said  pulling  elements  to  per- 
mit relative  shifting  therebetween  while  retain- 
ing said  grip  for  applying  substantially  equal 
tension  to  and  across  the  width  of  the  fabric 
as  the  knitting  progresses. 


2,014.115 
MOTOR  TESTING  APPARATUS 

Hugo  H.  Pickron.  Rock  Island,  HI. 

Application  April  25.  1932.  Serial  No.  607,299 

2  Claims.     (CI.  73— 51) 


1.  A  motor  testing  apparatus,  comprising  a  cas- 
ing, a  gauge  mounted  therein  provided  with  a 
liquid  indicating  medium,  the  level  of  which  is 
held  normally  at  a  neutral  point,  a  supply  tank 
for  said  medium  in  communication  with  the  lower 
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end  of  said  gauge,  an  air  chamber  In  communica- 
tion with  the  upper  end  of  said  gauge,  and  adapted 
for  connection  with  a  motor  cylinder,  a  baffle  plate 
in  said  chamber  adapted  to  prevent  the  escape 
of  liquid  therefrom,  an  air  relief  chamber  com- 
municating with  said  supply  tank,  and  provided 
with  an  air  vent,  and  a  baffle  plate  in  said  last- 
named  chamber  preventing  the  escape  of  liquid 
outwardly  therefrom. 

2,014.116 

BREAKWATER  CONSTRUCTION 

George  W.  Powers,  Cleveland.  Ohio 

Application  November  14.  1931.  Serial  No.  575.102 

9  Claims.     (CL  61—4) 


diaphragm  impervious  to  air  arranged  substan- 
tially diametrically  thereof  and  bifurcating  said 


1.  A  breakwater  construction  comprising  a 
series  of  buoyant,  hollow,  metallic  bodies,  each 
body  consisting  of  bottom,  side  and  end  walls  of 
flexible  sheet  metal  and  having  an  open  top. 
means  within  each  body  for  bracing  the  walls 
thereof,  said  brace  means  being  spaced  at  suCB- 
cient  intervals  to  afford  substantial  uninterrupted 
extent  of  flexible  side  walls,  means  provided  upon 
each  body  for  admission  of  water  thereinto,  and 
means  for  connecting  the  bodies  together,  where- 
by said  bodies  may  be  floated  in  empty  condition 
to  approximate  position  and  then  connected  to- 
gether and  fllled  with  water  and  other  material 
so  as  to  anchor  the  same  in  set  position,  the  side 
walls  having  suflBcient  uninterrupted  extent  be- 
tween the  brace  means  and  possessing  sufiHcient 
flexibility  to  absorb  the  force  of  the  water  there- 
against. 

2.014.117 
HEAT   DISTRIBUTION  FOR  BOLDINGS 

Charles   B.    Simoneau,   Lynn,   Mass..  assignor  to 
Ralph  S.  Taylor.  Melrose,  Mass..  and  Francis  V. 
McCarthy,  Lynn,  Mass.,  trustees 
AppUcation  May  23,  1934,  Serial  No.  727,135 
5  Claims.     (H.  257— 133) 


2.  In  a  baseboard  heating  system,  a  heat  con- 
ducting unit  comprising  a  plurality  of  longitu- 
dinal conductors  operatively  connected  with  In- 
take and  outlet  conductors,  a  plurality  of  by- 
passes disposed  between  the  intake  and  outlet 
conductors  and  operatively  connecting  all  of  the 
longitudinal  conductors  with  each  other  to  pro- 
vide means  for  the  circulation  of  the  heating  me- 
dium through  all  of  the  conductors  and  by-passes 
comprising  the  unit,  and  means  for  facilitating 
the  movement  of  air.  said  means  being  the  posi- 
tioning of  the  adjacent  surfaces  of  the  conductors 
and  by -passes  in  angular  relation  to  each  other. 

2.014.118 
SUCTION  CLEANER 

Donald  G.  Smellie,  Canton.  Ohio,  assignor  to  The 
Hoover  Company,  North  Canton,  Ohio,  a  cor- 
poration of  Ohio 

Application  November  27.  1933.  Serial  No.  699,834 
8  Claims.     (CI.  183—51) 
1.  A  dust  filtering  bag  for  a  suction  cleaner 

having  an  inlet  opening  at  one  end  and  having  a 


opening   and  said   bag   to  divide  said   bag   into 
separate   non-communicating   compartments. 


2.014.119 

POLISHING   DEVICE 

Alfred  J.  Stecker.  Detroit.  Mich. 

Application  February  23.  1934.  Serial  No.  712,511 

1  Claim.     (0.15—230) 


A  polishing  device  comprising  a  polishing  head 
having  a  substantially  flat  work  contacting  side, 
a  driving  shaft,  and  a  flexible  disk-like  cupped 
member  connected  centrally  to  the  end  of  said 
shaft  and  at  its  marginal  portion  to  said  head  to 
form  a  closed  air  chamber  between  said  disk  and 
head  and  adapted  to  yield  upon  lateral  tilting 
of  said  shaft  relative  to  said  head  when  said 
head  is  moved  with  its  work  contacting  side  in 
contact  with  an  Irregular  .surface  of  the  work,  the 
conflned  air  in  said  chamber  serving  to  support 
said  disk  under  endwise  force  of  said  shaft  ap- 
plied thereto. 


2.014.120 

COOLER 

Adam  Stutz,  Chicago.  111. 

.Application  August  10.  1933,  Serial  No.  684,544 

1  Claim.     (CI.  225 — 21) 


A  cooler  comprising  a  shell  and  a  container 
separated  by  Insulating  material,  a  removable  cap 
having  an  Inserted  hollow  tube  with  a  closed  end 
and  an  orifice  to  convey  compressed  air  into  said 
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container,  a  dispensing  valve  located  in  the  cap 
and  having  a  stem  of  various  diameters,  the 
larger  one  of  which  fits  snugly  into  a  hub  of  the 
cap  said  stem  having  a  spring  supported  knob 
at  the  top  of  the  cap.  a  pipe  supported  by  said  cap 
and  projecting  close  to  the  bottom  of  said  con- 
tainer, a  discharge  spout  secured  to  the  cap  and 
communicating  with  the  pipe  through  a  channel 
in  the  cap.  said  valve  being  located  m  the  chan- 
nel between  the  spout  and  the  pipe. 


2,014.121 
DUMP  BODY 

Alexander  Suvorov,  San  Francisco,  Calif. 

Application  November  5.  1934.  Serial  No.  751,484 

6  Claims.     (CI.  105—270) 


1.  A  dump  truck  comprising  a  frame;  a  body 
pivotally  mounted  upon  the  frame  and  movable 
upon  its  pivot  from  and  to  loading  and  dumping 
positions,  said  body  having  an  inclined  bottom  and 
open  on  the  side  adjacent  the  bottom  of  said  in- 
cline- a  weight  attached  to  the  opposite  side  of 
said  body  whereby  said  body  may  be  normally  re- 
tained in  loading  position  when  unloaded:  a  gate 
hingedly  suspended  from  said  body  to  close  the 
open  side  thereof;  a  series  of  connected  latches 
mounted  upon  the  frame  and  movable  to  engage 
said  body  and  retain  the  same  in  a  loading  or 
dumping  position;  means  for  normally  moving 
said  latches  into  engaging  relation  with  said  body 
to  prevent  relative  movement  thereof  with  said 
frame-  and  means  for  moving  said  latches  to  re- 
lease said  body  whereby  the  same  may  be  moved 
to  and  from  dumping  and  loading  positions. 


2.014.122 

FINGER   RING 

George  A.  Armstrone.  Cranston,  R.  I..  assis:nor  to 

William  C    Greene  Company,  a  corporation  of 

Rhode  Island 

Application  May  9,  1935,  Serial  No.  20,o23 

5  Claims.     (CI.  63—15) 


JV 


2.014.123 

RAKE 

Alfred  J.  BaiUe.  Wyndmoor.  Chestnut  HiU,  Pa. 

Application  April  13.  1934.  Serial  No.  720,423 

5  CUims.     (CI.  55—114) 


1.  A  rake  comprising  a  handle,  a  cross-bar  at- 
tached thereto  and  provided  with  a  plurality  of 
openings  extending  through  the  cross-bar.  a  plu- 
rality of  teeth  adapted  to  be  inserted  in  said 
openings,  the  contour  of  the  said  teeth  and  of  the 
walls  of  the  said  openings  being  such  that  the 
teeth  are  removable  therefrom  only  by  motion 
in  a  direction  opposite  to  that  of  their  extension 
through  the  cross-bar,  and  a  locking  member 
attached  to  said  cross-bar  and  movable  longi- 
tudinally along  the  cross-bar.  said  locking  mem- 
ber being  adapted  when  in  one  position  to  prevent 
removal  of  said  teeth  from  said  cross-bar  and 
when  in  a  second  position  to  permit  removal  of 
any  tooth  from  said  cross-bar. 


1  In  a  finger  ring  a  shank,  a  relatively  thin 
base  side  walls  integral  with  the  lateral  extremi- 
ties of  the  base  and  end  plates  carried  by  the 
shank,  a  setting  supported  by  the  side  walls  and 
end  plates,  and  an  ornament  engaged  in  the  set- 
ting. 


2,014,124 
METHOD   OF  MANUFACTURING 
L.AMINATED  GLASS 
Frederic   L.   Bishop.    Fox   Chapel   Manor,   Pitts- 
burgh Pa.,  assignor  to  American  Window  Glass 
Company.    Pittsburgh,    Pa.,    a    corporation    of 
Pennsylvania 

No  Drawing.     Application  August  15.  1931, 
Serial  No.  557.386 
2  Claims.     iCl.  49— 81) 
1    In  the  manufacture  of  laminated  glass  com- 
prising a  sandwich  of  glass  and  non-brittle  ma- 
terial   the  steps  consisting  in  forming  a  film  of 
water'  on  one  surface  of  each  of  the  glass  sheets, 
forming  a  film  of  an  adhesive  thereon,  assembling 
the  sandwich  while  the  adhesive  is  still  wet.  and 
subjecting  it  to  heat  and  pressure. 


2,014.125 
ENCLOSED  VEHICLE  SPRING 

George  Dudley  Bradstreet.  Thomaston.  Conn. 

Application  May  18.  1935.  Serial  No.  22,151 

10  Claims.     (CI.  267— 36) 


1  In  a  spring  suspension  apparatus  for  a  vehi- 
cle a  hollow  casing  attached  to  the  chassis  frame 
of  said  vehicle,  a  spring  supporting  member  lo- 
cated in  said  casing,  means  extending  through 
said  casing  for  rigidly  connecting  said  member 
with  the  axle  of  said  vehicle,  and  spring  means 
for  connecting  said  member  with  said  chassis 
frame. 
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2.014.126 
METHOD    OF    KNITTING    NONRUN    SHAPED 

HOSIERY   BLANKS 

Ellsworth   E.   Carlson.    Saratoga    Springs,  N.   Y., 

assignor  to  Van   Raalte  Company,  New  York, 

N.  Y.,  a  corporation  of  New  York 

Application  February   1.   1934,  Serial  No.  709.302 

5  Claims.     (CI.  66 — 173) 


^**l  ! 

I  I 

i  i 

!  t 


/ 


E 


1.  That  method  of  knitting  including  provid- 
ing a  non-run  welt  upon  a  non-run  stocking  hav- 
ing a  main  or  weft  thread  throughout  and  hav- 
ing warp  threads  in  the  needle  wales  thereof  to 
render  the  same  of  a  non-run  character,  which 
includes  knitting  a  stocking  blank  of  said  weft 
thread  and  said  warp  threads  to  the  toe  portion 
of  the  full  width  of  the  fabric,  continuing  the 
knitting  of  the  full  width  of  the  blank  to  provide 
an  additional  zone,  inserting  welt  hooks  at  the 
needles  when  said  additional  zone  has  been  knit- 
ted, continuing  the  knitting  to  provide  fabric  of 
suflRcient  length  to  constitute  a  turned  welt  for 
the  next  stocking  blank,  turning  the  welt  to  per- 
mit the  continuation  of  the  fabric  of  the  said  new 
blank,  severing  the  blank  for  the  previous  stock- 
ing at  said  zone  without  removing  from  the  nee- 
dles the  new  fabric  formed  subsequent  to  the  de- 
scribed welt  and  similarly  knitting  the  said  next 
stocking  blank. 


2.014.127 
DE\TCE   FOR   WAXING    YARNS 

James  Coley  and  Leslie  Herbert  Leedham.  Leices- 
ter. England,   assignors   to   Wildt   &   Company 
Limited,  Leicester,  England,  a  British  company 
Application  August  31.  1933.  Serial  No.  687.678 
In  Great  Britain  September  2,  1932 
8  Claims.     (CI.  91—36) 


^'.o     I  '^J^ 


1.  A  yarn  waxer  comprising  in  combination  a 
waxing  element,  driving  and  driven  members 
whereof  the  driven  member  is  coupled  to  the  wax- 
ing element,  and  a  coupling  gear  element  adjust- 
able into  and  out  from  a  position  to  transmit  the 


drive  from  the  driving  to  the  driven  member  for 
the  purpose  respectively  of  starting  and  stopping 
rotation  of  the  driven  member. 


2.014.128 

VIBRATING   SC  RKEN 

Emil    Deister    and    Emil    Edward    Deister.    Fort 

Wayne.    Ind..    assignors    to    Deister    Machine 

Company,  Fort  Wayne.  Ind. 

Application  May  14,  1531,  Serial  No.  537,287 

1  Claim.     (CL  209—382) 


In  a  vibrating  screen  including  a  vertical  vi- 
brating frame  and  a  screening  medium  carried 
thereby,  a  vibrating  member  carried  by  said 
frame  and  engaged  with  said  screening  medium. 
a  support  carried  by  said  frame  and  positioned 
below  said  screening  medium,  and  a  pair  of  op- 
posed strikers  carried  by  said  support  and  ver- 
tically actuated  by  vibratory  movement  of  said 
frame  to  produce  a  tapping  action  on  said  vi- 
brating member. 


2.014.129 
INNER  TUBE 

Ernst  Eger,  Grosse  Pointe  Park.  Mich  .  assignor, 
by  mesne  assignments,  to  I  nited  States  Rub- 
ber Company,  New  York,  N.  Y.,  a  corporation 
of  New  Jersey 

Application  July  9.  1932,  Serial  No.  621,587 
20  C  laims.     (CL  152—13) 


4.  An  air  valve  for  a  pneumatic  tire  including 
a  rubber  stem,  means  disposed  on  the  surface 
of  the  stem  to  permit  free  fluid  passage  of  air 
past  the  exterior  thereof. 


2.014.130 
TORCH    BIRNFR 
Frederick     B.     Embury     and     .\lfred     J.     Perkins, 
Warsaw.  .\.  Y.,  a.ssignors  to  Emburv  Manufac- 
turing Co.,  Warsaw,  N.  Y.,  a  corporation  of  New 
York 

Application  March  13.  1935.  Serial  No.  10.871 
6  Claims.      (CL  67—55) 


-Bs:a«^ 


1.  A  torch   burner  comprising  a  hollow   body 
member  surrounded  by  imperforate  side  walls,  a 
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wick  holder  in  the  bottom  of  said  hollow  body 
member  adapted  to  hold  a  wick  in  place  therein, 
said  hollow  body  member  having  flame  openings 
In  the  top  and  bottom  substantially  in  line  with 
each  other  offset  from  said  wick  holder  and  hav- 
ing air  inlet  openings  in  the  bottom  thereof  in- 
termediate the  flame  openings. 


2,014,131 
KNITTING  MACHINE 

Henrv  Harold  Holmes  and  Robert  Harold  Robin- 
son, Leicester.  England,  assignors  to  Wildt  and 
Company  Limited,  Leicester.  England,  a  British 
company 
Application  September  15.  1931.  Serial  No.  562,898 
In  Great  Britain  October  17.  1930 
8  Claims.     (CL  66 — 134) 


1.  In  a  knitting  machine  the  combination  of  a 
movable  yarn-feeder  capable  of  yarn-feeding  and 
withdrawal  movements,  means  for  moving  said 
feeder  into  and  out  of  said  feeding  position,  a 
yam-gripper  in  juxtaposition  with  said  yarn- 
feeder  and  movable  therewith,  an  abutment  in 
the  path  of  the  gripper  to  engage  and  close  the 
gripper  at  the  moment  the  feeder  is  withdrawn, 
and  means  to  adjust  the  abutment  in  the  path 
of  movement  of  the  gripper  to  regulate  the  timing 
of  the  engagement  between  the  abutment  and  the 
gripper  as  the  feeder  is  moved. 


2.014,132 
KNITTING   M.%CHINE 
Henry    Harold    Holmes,    Leicester,    England,    as- 
signor to  Wildt  and  Company  Limited.  Leicester, 
England,  a  British  company 
Application  January  .'^1,   1934.  Serial  No.  709.216 
in  Great  Britain  February  9.  1933 
12  Claims.     (CL  66—24) 


i 


thereof  additional  instruments  so  formed  as  to 
be  capable  of  functioning  optionally  as  pelerine 
instruments  or  as  stitch  transfer  instruments. 


1.  A  knitting  machine  comprising  two  sets  of 
needles  and  in  combination  with  at  least  one  set 


2.014.133 

CABINET  FOR   IRONING   MACHINES 

Edward  N.  Hurley.  Jr..  Wheaton.  111.,  assignor  to 

Electric  Household  Utilities  Corporation,  Cicero, 

111.,  a  corporation  of  Illinois 

Application  February  1,   1934.  Serial  No.  709.353 

2  Claims.     iCl.  68— 9 1 


1.  A  cabinet  for  domestic  ironing  machines, 
comprising  in  combination:  a  stand  for  support- 
ing the  ironing  mechanism,  a  cover  member 
adapted  to  removably  engage  said  stand  to  enclose 
said  ironing  mechanism  and  having  supporting 
means  rigidly  secured  thereto,  said  cover  member 
including  its  supporting  means  being  of  substan- 
tially the  same  height  as  said  stand  to  adapt  said 
cover  member  as  an  auxiliary  article  supporting 
means  when  placed  adjacent  said  stand,  and  in- 
terengaging  means  on  said  stand  and  cover  to 
permit  substantial  relative  telescopic  movement 
therebetween  when  said  cover  is  in  enclosing  po- 
sition, whereby  the  combined  height  of  said  cover 
and  stand  when  In  enclosing  position  Is  substan- 
tiallv  less  than  their  combined  heights  when  in 
separated  position  to  expose  said  ironing  mecha- 
nism. 


2.014.134 

LOCKING    GAS   CAP 

Rosella  B.  Ivandick.  W  aukegan.  III. 

Application  March  25.  1935.  Serial  No.  12.835 

10  Claims.     (CL  70—90) 


1.  A  lock  cap  for  the  Tdling  necks  of  gasoline 
tanks  comprising  a  body  having  a  depending  hub. 
radially  extending  arms  rigidly  connected  with 
the  hub  for  movement  under  the  cam  flanges  of 
the  filling  neck,  notch-engaging  fingers  movably 
mounted  on  the  hub,  and  key-operated  means  for 
locking  said  last  mentioned  fingers  and  the  body 
against  relative  movement. 


2.014.135 
WATER    HEATER 

Abraham  Kamenetzky.  Brooklyn,  N.  Y. 

Application  March  9.  1935.  Serial  No.   10.161 

6  Claims.     iCL257— 229i 

1.  In  a  w-ater  heater,  a  water  drum  with  con- 
nections for  the  circulalion  of  heated  water,  a  coil 
extending  through  said  drum  and  having  threaded 
ends  projecting  through  openings  m  the  ends  of 
the  drum,  a  fitting  threadedly  engaged  on  each 
of  said  threaded  ends  and  screwed  down  for  clos- 
ing the  openings  in  the  drum  through  which  the 
coil  ends  project,  connections  for  cold  water  to 
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circulate  through  said  coll  including   couplings 
connected  with  said  fittings,  and  a  lug  on  each 


fitting  provided  with  a  set  screw  for  engaging 
the  drum  to  lock  the  fitting  in  position. 


2.014.136 
GENERATOR 

Wolfgang   Kautter.   Berlin-Charlottenburg.   Grr- 
many.  assignor  to  Siemens  &  Halske,  Aktien- 
gesellschaft.    Siemensstadt.    near    Berlin.    Ger- 
manv.  a  corporation  of  Germany 
Application  April  25,  1931,  Serial  No.  532,911 

In  Germany  May  9,  1930 

3  Claims.     (CI.  250—36) 


i 


1.  An  audion  oscillation  circuit  adapted  to  pro- 
vide constant  amplitude  over  a  band  of  frequen- 
cies comprising  a  thermionic  tube  having  a 
cathode  and  coupled  input  and  output  circuits, 
tuning  means  in  said  circuits  comprising  an  in- 
ductance connected  in  parallel  relationship  in 
respect  of  two  serially  connected  condensers,  a 
connection  between  said  two  condensers  to  the 
cathode  of  said  tube,  the  rate  of  change  of  the 
capacities  of  said  condensers  being  variable  at 
different  rates,  and  unicontrol  means  for  said 
condensers  whereby  upon  movement  thereof  con- 
stant amplitude  is  obtained  irrespective  of  the 
fre«iuency  in  said  band. 


2.014.137 
PHOTOGRAPHIC   CAMERA 

Reinhold  Klar,  Dresden-A.  Germany,  assignor  to 
the  firm:  Zeiss  Ikon  .4ktiengesellschaft,  Dres- 
den. Germany 
Application  February  7.   1934.  Serial  No.  710.149 
In  Germany  December  1,  1932 
2  Claims.     (CI.  88—2.2) 


1.  In  combination  a  photographic  camera  cas- 
ing, a  basis  distance  meter  attached  thereto,  a 
telescope  and  means  adapted  for  attaching  said 
telescope  in  front  of  the  peep  aperture  of  said 
distance  meter. 


2.014.138 

GEAR   DRIVE 

Austin    Kuhns.    Buffalo,    and    Paul    A.    Manger, 

Eggertsville.  N.  Y..  assignors  to  Farrel-Birmlng- 

ham  Company.  Inc.,  Buffalo.  N.  Y. 

Application  June  30,  1933.  Serial  No.  678.362 

4  Claims.      tCl.  74 — 410i 


1,  A  gear  drive  comprising  a  driving  pinion, 
a  driven  gear,  and  two  intermediate  gear  units 
each  comprising  a  gear  meshing  with  said  driv- 
ing pinion  and  a  pinion  meshing  with  said 
driven  gear,  said  gears  and  pinions  being  sin- 
gle helical  toothed  gears  and  the  pinion  and 
gear  of  each  intermediate  unit  having  teeth 
inclined  in  like  direction,  a  rigid  shaft  rigidly 
connecting  the  gear  and  pinion  of  each  interme- 
diate unit,  and  fixed  bearings  rotatably  mount- 
ing said  shaft  of  each  intermediate  unit  and 
in  which  the  shaft  has  limited  free  axial  move- 
ment to  allow  relative  axial  movement  between 
each  intermediate  gear  unit  and  said  driving 
pinion  and  driven  gear  unopposed  within  the 
limits  of  said  axial  movement  except  by  the  In- 
termeshing  of  the  gears  and  pinions. 


2.014.139 

COLLOIDAL  SUSPENSIONS  SlITABLE  FOR 

INSECTICIDES 

Ernest  Charles  l.arge.  North  Acton.  London.  Eng- 
land,  assignor    to   Electro   Chemical   Processes 
Limited.  London.  England,  a  British   company 
No  Drawing.    .Application  June  26.  1933.  Serial  No. 
677.689.     In  Great  Britain  July  9.  1932 
8  Claims.     (CI.  167—14) 
8.  A  process  for  the  production  of  an  aqueous 
insecticidal  preparation  comprising  kneading  an 
insoluble  complex  fluoride  of  the  class  including 
barium  silico  fluoride  and  cryolite,  a  proportion 
of   sulphite    lye.    and    a   small    proportion    of    a 
barium  salt  of  an  acid  weaker  than  hydrofluo- 
silicic  acid,  into  a  stiff  aqueous  paste  and  then 
diluting  with  water  the  paste  so  formed. 


2,014.140 
VEHICLE   ROOF 
Neil  P.  Larsen.  Cleveland  Heights.  Ohio,  assignor 
to  The  .American   Coach  and  Body   Company, 
Cleveland.  Ohio,  a  corporation  of  Ohio 
Original    application    April    12.    1933.    Serial    No. 
665.769.     Divided  and  this  application  June  30, 
1933,  Serial  No.  678.455 

5  Claims.     (CI.  296— 137  i 

1.  In   a   vehicle   roof,   a  rigid   arched  shell,  a 

portion  of  the  shell  flaring  outwardly  in  a  lateral 

direction    a  down-turned  flange  on  the  edge  of 

said  lateral  portion,  a  bearing  plate  secured  tc> 
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the  underside  of  the  lateral  jiortion.  and  extend- 
ing inwardly  from  the  roof  shell,  and  an  up- 


turned portion  on  the  inner  edge  of  the  plate  to 
form  a  guide  for  the  roof. 


2.014.141 

LADDER 

John  M.  Lithgow.  Beaver  Falls.  Pa. 

Application  November  21.  1934,  Serial  No.  754,052 

2  Claims.     (CI.  228—62) 


1.  A  ladder  including  a  longitudinal  member 
equipped  with  a  tang  in  the  form  of  a  prismatic 
block  of  breccia  including  granular  abrasive,  one 
face  of  the  block  abutting  upon  the  end  of  the 
longitudinal  member  and  one  edge  presenting  a 
single  knife-edge  to  a  supporting  surface. 


2.014,142 

PRESSURE  CONTROL  SYSTEM  FOR 

WOOD    GRINDERS 

Everett  A.  Mahannah,  New  York,  N.  Y.,  assignor 

to   International    Paper  Co.,   a   corporation   of 

New  York 
Application  February  8,   1928.  Serial  No.  252,692 
16  Claims.     (CI.  83—75) 

1.  In  a  wood  grinder,  the  combination  of  a 
grindstone  mounted  for  limited  radial  movement, 
means  for  feeding  wood  against  the  stone  to  exert 
pressure  thereon,  which  pressure  is  subject  to 
variations,  a  motor  for  driving  the  feeding  means, 
a  generator  for  supplying  current  to  said  motor, 
means  for  dri%1ng  the  generator,  a  power  line 
connected  in  series  with  the  field  and  the  field 
rheostat  of  the  generator,  a  circuit  connected 
around  said  field  rheostat  and  adapted  when 
closed  to  shunt  the  same,  and  means  operated  by 
the  said  radial  movement  of  said  grindstone  for 
controlling  said  shunt  circuit. 

8.  In  a  wood  grinder,  the  combination  of  a 
grindstone,  its  carrying  shaft  and  bearings  there- 
for in  which  the  shaft  is  movable  radially,  means 
for  feeding  the  wood  against  the  stone,  operating 
means  for  said  feeding  means  whereby  the  stone 
and  its  carrying  shaft  will  be  subjected  to  pres- 
sure acting  to  move  them  radially  varying  degrees 
according  to  the  variations  of  pressure  of  the 
wood  against  the  stone,  a  device  associated  with 
said  shaft  and  operated  by  said  radial  movements 
thereof  and  coacting  with  said  operating  means 
to  reverse  the  direction  of  action  of  the  feeding 


means  upon  an  undue  decrease  of  pressure,  and 
means  controlled  by  said  device  and  associated 


€^ 


with  said  operating  means  to  cause  sa.d  feeding 
means  to  resume  its  feeding  action  after  a  pre- 
determined period. 


2.014.143 

POLYAZO  DYE  ANT)  PROCESS  FOR 

PRODICING  THE  S.\ME 

Eugene  A.  Markush.  Jersey  City.  N.  J.,  assignor  to 

Pharma-Chemical     Corporation.     New     York, 

N.  Y.,  a  corporation  of  New  York 

No  Drawing.     Application  May  17.  1930, 

Serial  No.  453.415 

13  Claims.     (CI.  260— 71) 

13.  An  asymmetrical  dye  having  the  formula 

X-N=N-R-N=N-Y-N=N-Z-N=N-A 

in  which  R  represents  the  radical  of  a  tetrazotized 
compound  of  the  diphenyl  series.  X  represents  the 
radical  of  a  non-amino  pyrazolone  which  is  sub- 
sUtuted  by  at  least  one  chlorine  group.  Y  repre- 
sents the  radical  of  a  diazotized  amino- pyrazo- 
lone, and  Z  represents  a  coupling  compound 
selected  from  the  group  consisting  of  amines  of 
the  benzene  and  naphthalene  series  and  phenols 
of  the  benzene  and  naphthalene  series  and  where- 
in A  is  the  radical  of  a  diazotided  amine  of  the 
group  consisting  of  amines  of  the  benzene  and 
naphthalene  series. 


2.014.144 

FILTERING    APPARATUS    AND   PROCESS    OF 

OPERATING   THE    S.4ME 

Richard  Mensing.  Neustadt-Haardt,  Germany 

Application  September  20.  1932.  Serial  No.  633,998 

In  Germany  March  3.  1931 

6  Claims.     (CL  210—199) 


'<"<^  ^  ^  ■»  ^  A  ^'r 


1.  In  combination,  an  axlally  horizontal  filter- 
ing drum  comprising  spaced  inner  and  outer  co- 
axial perforated  walls  to  form  a  pocket  space 
therebetween:  granular  filtering  material  partly 
filling  said  space  and  leaving  a  free  space  at  the 
upper  part  of  the  drum,  and  an  approximately 
bare  area  on  the  upper  face  of  the  upper  part 
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of  the  inner  wall;    means  for  filling  the  lower 

part  of  the  interior  of  the  drum  with  liquid  to 
be  filtered  and  conducting  the  liquid  from  the 
exterior  of  said  part,  whereby  foreign  matter  is 
collected  on  the  material:  automatic  means  for 
slowly  rotating  the  drum  whereby  filtering  mate- 
rial with  foreign  matter  thereon  is  brought  to 
the  top  of  said  space  and  a  few  grains  at  a  time 
separate  and  tumble  down  said  approximately 
bare  area;  and  spraying  means  above  said  approx- 
imately bare  area  for  directing  jets  of  water 
against  the  partially  bare  part  of  the  inner  wall 
and  the  grains  as  they  tumble  down  said  area 
and  expose  different  sides  of  the  grains  to  the 
jets  for  facilitating  washing  foreign  matter  from 
the  grains  and  the  inner  face  of  the  inner  wall. 


2.014.145 
GOLF  PR.ACTICE   APPARATIS 

Thomas  H.  Muth.  Paterson,  N.  J. 

Application  December  18.  19,34.  Serial  No.  758.916 

3  Claims.     (CI.  273 — 35) 


1.  In  an  apparatus  for  use  in  practicing  the 

game  of  golf  or  the  like,  the  combination  of  a 
supporting  structure,  a  revolver  journaled  in  said 
.structure  on  a  substantially  horizontal  axis  and 
including  an  axial  portion  and  a  pendulum  ex- 
tending from  said  portion  and  normally  main- 
taining said  revolver  in  the  position  in  which  the 
pendulum  is  pendent,  and  a  slender  member  hav- 
ing a  terminal  enlargement  to  be  impinged  by  the 
player's  club  and  being  pivoted  in  the  revolver  on 
an  axis  .substantially  parallel  with  the  first-named 
axis  and  normally  urged  to  upstanding  position, 
said  revolver  having  an  anvil  distanced  from  the 
pivot  of  said  member  thp  same  as  said  enlarge- 
ment IS  distanced  therefrom  and  arranged  to  be 
impinged  by  the  latter  on  pivotal  movement  of 
said  member. 


2.014.146 

NONTWI STING  EXTENSION  CORD  FOR 

ELECTRICAL   DEVICES 

Abe   O.    Samuels.   Rochester,   N.    Y.,   assig:nor    to 

Samson -United  Corporation.  Rochester,  N.  Y. 

.Application  December  11.  1934,  Serial  No.  756.912 

8  Claims.     iCl.  219— 44 1 


1  10 


s  . 


2) 


1.  A    non-twisting   extension   cord  connection 
for  an  electric  heating  unit  of  an  electric  device 


or  apparatus  having  a  heater  tube,  said  connec- 
tion comprising  a  tubing  extending  into  said 
heater  tube  and  held  axially  floating  therein,  an 
extension  cord  extending  Into  said  tubing  into 
frlctional  contact  therewith  and  having  said 
heating  unit  and  extension  cord  axially  floating 
in  the  heater  tube  therewith. 


2.014.147 
AIR  CONDITIONING   OR  FROSTED  DISPLAY 

DEVICE 

John  J    Shively.  Brookville.  Pa. 

Application  October  5,  1931.  Serial  No.  566,968 

7  Claims.     (CL  62 — 1) 


.?* 
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1.  The  combination  with  an  elongated  refrig- 
erating unit  of  designed  display  pieces  such  as 
letters  of  heat  conducting  material  adapted  to 
be  removably  and  replaceably  secured  thereon, 
said  pieces  being  adapted  to  be  arranged  along 
the  unit  to  provide  an  advertising  sign  of  frosted 
elements. 


2014  148 

PREPARATION   OF    LEAD   BORATE 

Guilio  E.  Sievert.  South  Gate.  Calif. 

Application  Julv   18.  1933.  Serial  No.  680,987 

Z  Claims.     (CL  204 — 9) 


_i 


^'J 
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1.  A  method  of  producing  lead  borate  within 
an  electrolytic  cell  characterized  by  having  a  lead 
anode  and  metallic  cathodes  separated  from  each 
other  by  diaphragms  through  which  electric  cur- 
rent may  flow,  thereafter  continuously  introduc- 
ing a  boric  acid  containing  electrolyte  into  the 
space  occupied  by  the  cathodes  and  continuously 
withdrawing  the  electrolyte  from  the  space  oc- 
cupied by  the  anode,  said  withdrawn  electrolyte 
containing  lead  borate. 


2.014.149 
SPREADING   NOZZLE   FOR   ADHESIVE 
CONTAINERS 
H'illiam  S.  Stafford.  New  York,  N.  Y ..  assignor  to 
S.  S.  Stafford,  Inc.,  New  York.  N.  Y..  a  corpora- 
tion of  New  York 
Application  May  31.  1935.  Serial  No.  24.184 
4  Claims,     (CL  91— 67.51 
1.  A  self-cleanintj  elastic  closure  nozzle  for  liq- 
quid  receptacles  having  a  longitudinally  grooved 
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spreading  surface  and  a  normally  closed  liquid 


releasing  slit  in  said  spreading  surface  extending 
transversely  of  said  grooves. 

2.014.150 
APP^R-ITIS    FOR    MOLDING    OBJECTS    OF 

PVRALIN    AND    OTHER    MATERIAL    THAT 

IS  PLASTIC  WHEN  HEATED 
Albert  H.  Stenersen,  Chicago.  III.,  assignor  to  Ihe 

Wahl  C  ompany.  Chicago.  IlL,  a  corporation  of 

Application  October  24.  1931.  Serial  No.  570,898 
14  Claims.     (CL  18—17) 


1  Molding  apparatus  comprising.  In  combina- 
tion a  support  affording  a  passage  for  pressure 
fluid  a  nozzle  supported  on  said  support  and  com- 
municating with  said  passage,  a  mold  block  hav- 
ing a  mold  socket  aligned  with  said  nozzle,  a 
mold  movable  longitudinally  of  the  nozzle  mto 
and  out  of  said  mold  socket  at  the  end  thereof 
opposite  the  support,  and  means  for  securing  the 
mold  in  the  mold  socket  in  fixed  association  with 
the  nozzle. 

2.014.151 
EMERGENCY   TIRE   CHAIN 
Earl  A.  StuUer.  Chicago.  111.,  assignor  to  Western 
Chain  Products  Co..  Chicago,  III.,  a  corporation 

ApilicTtion  May  26.  1933,  Serial  No.  672.909 
12  Claims.     (CI.  152— 14) 


7  A  cross  bar  for  an  emergency  tire  chain  as- 
sembly comprising  a  substantially  flat  plate  hav- 
ing on  one  longitudinal  edge  an  outwardly  ex- 
tending integral  member  constituting  a  part  of 
a  fastening  means,  and  spaced  inwardly  extend- 
ing integral  fingers  on  said  edge  near  each  end 
of  said  plate  for  engagement  with  a  part  of  the 
tire  assembly. 


2,014.152 

BANDAGE 

Lvdia  F.  Taney.  Chester  Heights.  Pa. 

Application  March  1.  1934,  Serial  No.  713,559 

10  Claims.     (CL  2 — 41) 


1  A  body  bandage,  comprising  a  body  member 
and  a  front  panel,  a  plurality  of  bands  carried 
by  said  body  member  and  maintained  thereby 
in  predetermined  edge-adjacent  arrangement  a 
substantially  similar  plurahty  of  bands  carried  by 
said  front  panel  and  located  thereby  for  coop- 
eraUon  with  the  bands  of  the  body  member,  and 
means  for  separately  adjustably  connecting  the 
several  cooperating  bands  of  sa  d  body  member 
and  front  panel  to  exert  a  desired  tension  upon 
underlying  areas  of  the  body  of  the  wearer. 


2.014.153 

CAP  FOR  STEAM  RADIATOR  VALVES 

George  W.  Tavlor.  East  Milton.  Mass. 

Application  June  15.  1931.  Serial  No.  544,400 

6  Claims.     (CL  137— 122) 


1  A  cap  for  air  valves  of  steam  radiators,  com- 
prising a  cylindrical  body  of  elastic  material  open 
at  one  end  and  having  a  hollow  interior,  a  pas- 
sage projecting  from  said  interior  into  the  closed 
end  of  said  cvlmder.  and  a  normally  closed  arcu- 
ate kerf  communicating  with  said  passage  and 
with  the  outer  air. 


2.014.154 
WEIGHING   APPARATUS 

William  Timson.  Birmingham.  England,  assignor 
to  W.  &  T.  Avery  Limited.  Birmingham.  Eng- 
land 
Application  November  17.  1931,  Serial  No.  575,564 
In  Great  Britain  December  31,  1930 
2  Claims,      iCL  265—5) 
1.  A  means   for  use  in  conjunction  with  the 
printing   mechanism  of  weighing   apparatus  for 
preventing    a   printing   operation   being   effected 
except    when    the    apparatus    is    in    equilibrium 
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comprising  a  two-part  printing  lever  having  a 
broken  link  connection  between  the  two  parts, 
a  fixed  member,  means  carried  by  one  part  of 
the  printing  lever  adapted  to  come  Into  locking 
engagement  with  the  fixed  member  in  the  event 
of  the  breaking  of  the  link  connection  thereby 
preventing  transmission  of  shock  to  and  through 
the  other  part  of  the  said  printing  lever,  a  lever 


susceptible  to  movements  of  the  weighing  mech- 
anism, a  plurality  of  checking  means  embodied 
in  said  lever,  a  member  carried  by  one  of  the 
parts  of  the  printing  lever  and  adapted  to  co- 
operate with  the  said  checking  means  the  rela- 
tionship between  the  said  member  and  the  check- 
ing means  being  such  that  checking  means  must 
be  passed  by  the  said  member  before  a  printing 
operation  can  be  effected. 


2.014.155 

CLAMP  OPERATING  AND  LOCKING 

MEANS 

Joseph  Verderber,  Cleveland,  and  Elmer  F. 

Batterman,  East  Cleveland.  Ohio 

Application  May  19,  1930.  Serial  No.  453,841 

15  Claims.     (CI.  192 — 8) 


1.  A  clamp  operating  and  locking  means  com- 
prising a  rotatable  shaft  for  operating  a  clamp- 
ing means,  a  member  on  and  rotatable  with  said 
shaft  and  having  an  eccentric  part,  and  a  mem- 
ber rotatable  on  said  shaft  and  having  an  eccen- 
tric part  extending  over  the  first  mentioned  part, 
and  a  handle  to  rotate  said  rotatable  member  for 
a  work  clamping  operation  and  locking  engage- 
ment of  said  part  thereof  with  the  first  said  part 


2.014.156 
ANGULARLY  ADJUSTABLE  SUHFACE  PLATE 
Joseph   Verderber.  Cleveland,  and  Elmer   F. 
Batterman.  East  Cleveland.  Ohio 
Application  February  5,   1932.  Serial  No.  591,216 
2  Claims.     iCl.  33 — 174 1 
1.  In  an  angularly  adjustable  angle  plate  de- 
vice  a  base,  ears  upsUnding  from  said  base  n  ar 
one  end  thereof,  a  surface  plate  above  said  base. 
ears    extending    downwardly   from   said   surface 
plate  near  one  end  thereof,  the  ears  of  said  base 


being  in  sidewise  contact  with  corresponding  ears 
of  said  surface  plate  to  retain  said  base  and  said 
plate  in  sidewise  relation  to  each  other,  a  dia- 
metrically uniform  pin  extending  through  all  of 
said  ears  and  thereby  forming  a  hinge  joint  be- 
tween said  base  and  said  plate  to  adjustably  swivel 
said  plate  angularly  relative  to  the  bottom  of  said 
base,  a  releasable  clamping  means  engaging  said 
base  and  said  plate  near  the  other  end  thereof 


3?-^ 


to  retain  said  base  and  said  plate  in  an  adjusted 
relation,  said  clamping  means  being  confined  to 
within  the  sides  of  said  base  and  of  said  plate 
so  that  the  device  can  be  set  on  its  side,  and  said 
clamping  means  including  a  releasable  clamping 
plate  having  arcuat  ly  formed  oblong  screw  re- 
ceiving slots  through  the  same  to  render  said 
clamping  means  effective  for  various  adjust- 
ments of  said  surface  plate  relative  to  said  base. 


2.014,157 

DEVICE    FOR    INSERTING    PACKING    DISKS 

IN  BOTTLE  CLOSURES 

Helnrich  .4dam.  Worms-on-the-Rhine.  Germany, 
assignor   to   Enzinger-Union-Werke   Aktienge- 
sellschaft.    Pfeddersheim,    near    Worms.    Ger- 
many, a  corporation  of  Germany 
Application  May  11.  1933.  Serial  No.  670,494 
In  Germany  March  17,  1933 
6  Claims.     (CI.  113 — 80) 


^3' 


1.  In  a  device  for  transferring  packing  disks 
from  a  magazine  to  a  point  where  they  are  in- 
serted in  caps  for  closing  bottles  and  the  like 
vessels,  the  combination  of  a  reciprocating  slide 
for  transferring  a  disk  from  a  magazine  to  a 
point  where  said  disk  is  in.serted  into  a  cap.  a 
stop  against  which  .said  disk  abuts  when  it  reaches 
said  point,  a  reciprocating  block  having  a  longer 
stroke  than  required  by  said  slide,  yieldable  spring 
means  connecting  said  slide  and  said  block,  and 
means  stopping  the  device  when  said  spring  means 
are  not  resisted  by  the  abutment  of  a  complete 
disk  against  said  stop. 


2.014.158 
DISPENSING  DEVICE 
Theodore  Bailey.  New  York,  N.  Y. 
Application  December  28.  1934.  Serial  No.  759.592 
6  Claims.     (CI.  221—95) 
1.  A  dl-spensing  unit  Including  a  bulk  receiver 
having  an  end  wall  formed  with  an  opening,  a 
i   cut-off  plate  rotatably  supported  on  the  end  wall 
j   and  having  an  open.ng  to  be  moved  into  registry 
I  with  the  end  wall,  guide  ribs  formed  on  the  cut- 
off plate,  spring  lips  carried  by  the  cut-ofT  plate 


immediately  beyond  the  opening  therein,  and  a 
receiver  body  having  a  flange  of  a  width  to  ac- 
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curately  fit  between  the  guide  ribs  and  slide  be- 
neath the  spring  lips. 

2,014,159 
LLTJRICATION  OF  AXLE  BEARINGS 

Victor  Alexander  Bary.  Hendon.  London, 

England 

AppUcation  June  30.  1932.  Serial  No.  620,145 

In  Germany  July  2.  1931 

7  Claims.     (CI.  308—86) 


to  produce  on  the  axle  body  a  number  of  bear- 
ing surfaces,  each  bearing  surface  which  slopes 
from  a  central  highest  vertex  on  the  entire  length 
of  the  axle  body  toward  the  neighbouring  re- 
cesses in  a  peripheral  direction  bemg   adapted 


1  A  rotary  conveyor  member  in  axle  bearings 
for 'rail  vehicles  for  conveying  lubricant  by  drip- 
ping thread  formation  and  throwing  off  by  ceri- 
trif ugal  force  at  all  speeds  of  rotation  of  the  axle 
journal  comprising  in  combination  an  axle  jour- 
nal carriers  secured  on  the  axle  journal,  con- 
veyor blades  supported  by  the  carriers  and  rotat- 
ing therewith,  elevations  on  the  said  conveyor 
blade  said  elevations  designed  like  double-ndged 
roofs 'in  a  radial  direction,  the  steep  surface  of 
each  roof  surface  being  situated  at  a  greater  dis- 
tance from  the  axis  of  rotation  of  the  carrier 
then  the  slightly  inclined  surface  and  the  ridge 
edges  of  the  said  roof  surfaces  adapted  to  easily 
remove  the  lubricant. 

2.014,160 
LUBRICATED  BEARING 

Victor  Alexander  Bary.  London.  S.  W.  12.  England 
Application  January  12.  1933.  Serial  No.  651,429 
In  Germany  December  11.  1931 
6  Claims.     iCl.  308—85) 
1    An  axle  bearing  comprising  in  combination 
an  axle  journal,  a  bearing  brass,  recesses  which 
extend  substantially  equidistant  to  each  other  be- 
ing provided  in  the  surface  of  the  axle  body  in 
the  longitudinal  direction  of  the  axle  and  adapted 


to  form  in  connection  with  the  bearing  brass 
wedge-shaped  entrance  spaces  for  each  bearing 
surface,  means  for  introducing  lubricant  in  the 
recesses  and  in  the  wedge-shaped  entrance 
spaces. 

2.014,161 
SUBSTAGE  FOR  MICROSCOPIC  CON- 
DENSERS AND  THE  LIKE 

Walther  Bauersfeld.  Jena,  Germany,  assignor  to 

firm  Carl  Zeiss,  Jena.  Germany 

Application  May  8.  1935.  Serial  No.  20,407 

In  Germany  May  11,  1934 

2  Claims.     (CI.  88— 40) 


4  — 


1.  A  substage  for  condensers  and  other  micro- 
scopic accessory  devices,  consisting  of  a  part  in 
the  form  of  a  slide,  this  part  being  adapted  to 
attach  the  substage  for  coarse  displacement  to 
a  microscope  stand,  the  lateral  exterior  surfaces 
of  this  part  being  provided  with  recesses,  means 
for  attaching  a  microscopic  accessory  device. 
other  means,  these  other  means  being  adapted 
to  attach  the  first  said  means  to  the  said  part, 
the  first  said  means  being  parallel  to  the  direc- 
tion of  displacement  of  the  said  part  and  dis- 
placeably  disposed  in  the  said  other  means,  these 
other  means  being  in  the  form  of  a  U,  the  inte- 
rior surfaces  of  the  two  shanks  of  this  U-shaped 
means  being  prov.ded  with  projections  corre- 
sponding to  the  said  recesses,  the  height  of  at 
least  those  projections  which  are  in  the  one  of 
the  said  shanks  being  variable,  and  a  fine  focus- 
ing gear,  this  fine  focusing  gear  connecting  the 
first  said  means  to  the  said  other  means. 

2.014.162 
HYDRAULIC   PRESS 
EIek  Benedek  and  Howard  F.  MacMillin.  Mount 
Gilead.  Ohio,  assignors  to  The  Hydraulic  Press 
Manufacturing  Company.  Mount  Gilead.  Ohio 
AppUcation  August  8,  1931.  Serial  No.  555,996 

25  Claims.     ( CI.  60 — 54.5 ) 
1.  In  a  hydraulic  press,  the  combination  of  a 
double  acting  reciprocating  ram,  a  double  acting 
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reciprocating  plunger  pump,  a  closed  hydraulic 
pressure  circuit  connecting  the  pump  and  ram 
in  cooperative  relation  whereby  each  stroke  of 
the  pump  plunger  will  Impart  a  stroke  to  the  ram. 


and  valve  means  operated  in  timed  relation  with 
said  pump  plunger  and  being  adjustable  to  by- 
pass a  portion  of  the  displacement  of  the  pump 
plunger  to  vary  the  length  of  strokes  imparted 
to  the  ram  by  the  plunger. 


2.014.163 

METHOD    AND   MEAN'S  FOR   SINKING 

SHAFTS 

Kopel    A.    Berlin    and    Simon    A.    Burmistrow, 

Moscow,  I'nion  of  Socialist  Soviet  Republics 

Application  September  30.  1932,  Serial  No.  635,692 

In  Russia  April  16.  1931 

2  Claims.     (CI.  61 — 40) 
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*'"i>.*v>'s»<."'nr^ ' 


1.  The  method  of  sinking  shafts  vertically  into 
the  ground  consisting  in  arranging  and  firing 
explosive  charges  substantially  vertically  in  the 
ground  to  define  a  vertical  shaft,  arranging  and 
firing  additional  explosive  charges  adjacent  the 
bottom  of  the  shaft  to  increase  the  cross  section- 
al area  of  the  shaft  and  provide  a  stope.  deflecting 
the  thus  exploded  and  upwardly  thrown  rock  at 
a  point  near  the  top  of  the  shaft  toward  the 
outer  sides  of  the  shaft  and  directing  it  on  to  the 
stope.  restraining  the  deflected  rock  at  the  stope 
to  prevent  its  falling  to  the  lowermost  part  of  the 
shaft,  releasing  the  exploded  and  restrained  rock 
and  muck  from  the  stope  so  that  it  will  fall  into 
the  bottom  of  the  shaft,  and  finally  raising  the 
exploded  rock  and  muck  vertically  through  the 
shaft  from  the  bottom  thereof. 


2014.164 

HAIR    WAVER    AND    THE    LIKE 

Bernhard  M.  Beskow,  Miami  Beach,  Fl». 

Application  January  16.  1935.  Serial  No.  2.102 

9  Claims.     (CI.  132—41.1 


■»  TT 


1.  A  hair  waving  appliance  comprising  elon- 
gated inner  and  outer  hair  confining  means  be- 
tween which  the  hair  to  be  waved  may  be  freely 
inserted,  one  of  said  means  having  an  element 
shiftable  toward  the  other  means  to  cause  the  hair 
so  inserted  and  confined  to  be  closely  engaged  by 
the  said  element  and  said  other  means,  and  a 
locking  element  carried  by  one  of  said  means  and 
slidable  longitudinally  thereof  to  engage  a  por- 
tion of  said  other  means. 


2,014.165 
GARMENT   HANGER 

Herman  L.  Beutler.  Kinfsport.  Tenn. 

Application  September  22.  1933,  Serial  No.  690,621 

8  Claims.     (CI.  223 — 91) 


1.  A  garment  hanger  Including  supporting  arms 
and  supports  pivotally  connected  to  said  arms, 
said  supports  including  legs,  portions  cormecting 
said  legs  adapted  to  be  Inserted  in  the  cuffs  of 
trousers,  and  loops  in  said  connecting  portions 
adapted  to  surround  stitching  of  the  cuffs. 


2,014,166 
WRAPPING   APPARATUS 

Clarence   E    BIttle.  Harlan,  Iowa 

Application  October  6,  1933.  Serial  No.  692.545 

5  Claims.     (CI.  93 — 2) 

0  ' 


1.  A  device  for  the  purpose  set  forth  compris- 
ing a  frame  having  a  flat  top  upon  which  wrap- 
pers and  an  article  to  be  wrapped  may  rest,  ar- 
ticle-engaging elements  pivotally  mounted  at  the 
sides  of  the  frame  and  operating  above  the  frame, 
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a  push  bar  slidably  mounted  in  the  frame  below 
the  top  thereof  and  yieldably  held  projected 
through  the  front  end  thereof  to  receive  pres- 
sure from  the  operator,  and  diverging  links  piv- 
oted at  their  forward  ends  to  the  push  bar  and 
at  their  rear  ends  to  the  artlcle-engagmg  ele- 
ments. 


2.014,167 
ADHESIVE  AND  PROCESS  OF   MAKING 

SAME 

Albert  Henry  Bowen,  Seattle.  Wash.,  assignor  to 

I.  F.  Laucks.  Inc.,  Seattle,  Wash.,  a  corporation 

of  W  ashington 

No  Drawinj?      .Application  April  4,  1933, 

Serial  No.  664.445 

28  Claims.     iCl.  134—23.8) 

1.  An  adhesive  base  comprising  a  proteinous 
subsunce  converted  by  about  an  equal  amount  of 
zinc  chloride  In  the  presence  of  a  liquid  contain- 
ing the  grouping  R — OH.  in  which  R  is  hydrogen 
or  an  alkyl  radicle. 

28.  A  composition  of  matter,  comprising  the  re- 
action product  of  about  equal  amounts  of  zinc 
chloride  and  a  compound  of  blood  albumen  and 
urea. 


2.014,168 

CALENDAR   CLOCK 

Christopher  Canepa.  Bronx,  N.  Y. 

Application  Julv  18.  1930.  Serial  No.  46«,966 

3  Claims.     (CI.  58 — 5) 


1.  In  a  calendar,  the  combination  with  clock- 
work mechanism  Including  a  center  shaft  to  which 
one  full  revolution  is  imparted  in  each  hour  of 
time,  a  minute  hand  secured  to  and  movable  with 
said  center  shaft,  a  minute  wheel  secured  to  and 
rotatable  with  the  center  shaft  and  having  an 
actuator  lug  projecting  therefrom,  a  second  shaft 
rotatably  mounted  in  parallelism  with  the  center 
shaft  and  carrying  an  hour  hand  and  an  hour 
wheel  having  a  notched  periphery  engaged  and 
moved  a  step  by  the  minute  wheel  lug  once  each 
hour,  a  day  wheel  having  a  notched  periphery 
supported  on  and  rotatable  about  the  axis  of  the 
center  shaft  and  carrying  a  day  hand  projecting 
therefrom  and  movable  therewith,  said  hour 
wheel  also  having  an  actuator  lug  for  engaging 
and  moving  the  day  wheel  a  step  once  in  each 
twenty-four  hour  interval  of  time. 


lyte  comprising  an  electrolyte  material  of  the 
molybdic  acid  class  and  an  electrolyte  cont-ent 


2.014.169 
FILMING  METAL  FOR  CONDENSERS 

Philip    E.    Edelman,    Chicago,    111.,    assignor    to 

Robert  T.  Mack.  Chicago,  111.,  as  trustee 

Application  November  13,  1930,  Serial  No.  495,327 

6  Claims.     (CI.  175 — 315) 

2.  The  method  of  preparing  an  anode  of  film- 
ing metal  which  comprises  forming  thereon  an 
electrolytically  processed  coating  in  an  electro- 

4.'i8  O.   G.— 26 


of  the  empirical  class  having  the  properties  of  an 
alkali  metal  salt  of  benzoic  acid. 


2.014.170 
SURGICAL  SUTURE  .AND  NEEDLE 

Samuel  James  Everett.  Thornton  Heath,  England 

Application  October  16.  1931,  Serial  No.  569,316 

In  Great  Britain  October  27;,  J930 

4  Claims.     (CL  128—339)" 


1  An  eyeless  rethreadable  atraumatic  needle 
formed  at  its  blunt  end  with  a  tapering  longitu- 
dinal channel  which  is  open  at  its  end  and  later- 
ally over  its  whole  length  for  the  reception  of  a 
suture  laid  laterally  therein,  said  channel  having 
an  enlarged  mouth  for  the  entry  of  a  knotless  stop 
on  the  end  of  the  suture  and  having  undercut 
sides,  between  said  mouth  and  the  open  end.  and 
said  channel  being  adapted  to  grip  and  retain  said 
stop  when  drawn  axially  into  said  channel  by 
pulling  the  suture. 


2.014.171 

SECTIONAL  BOILER 

Hermann  Albert  Fischel,  Berlin -Lichterfelde  Ost, 

Germany 

AppUcation  October  18,  1933,  Serial  No.  694,157 

In  Germany  October  21,  1932 

3  Claims.     (CL  122—212) 


1.  In  a  sectional  boiier  a  ooiler  body  having  a 
fire  space  therein,  a  fuel  hopper  disposed  later- 
ally of  the  boiler  body  and  communicating  with 
the  fire  space,  said  body  including  a  plurality  of 
separate  water-containing  sections  having  spaces 
between  the  sections  for  the  introduction  of  the 
fuel  from  the  said  hopper  into  the  fire  space,  a 
fire  bridge  extending  into  the  fire  space  of  the 
boiler  at  a  point  above  the  point  of  communica- 
tion of  the  hopper  with  the  fire  space  and  ex- 
tending for  a  considerable  distance  and  dividing 
it  up  into  a  lower  space  and  a  capacious  upper 
recombiistion  chamber  for  the  fire  gases,  in  which 
complete  combustion  with  a  frc?e  flame  develop- 
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ment  can  take  place,  and  means  for  the  intro- 
duction of  preheated  additional  air  into  the  fire 
space  of  the  boiler  opposite  the  said  fire  bridge. 

2.014.172 
RAILROAD   SPREADER 

James  C.  Forbes  and  Steven  Kruiich.  East  Chi- 
cago. Ind..  assignors  to  O.  F.  Jordan  Company. 
East  Chicago,  Ind..  a  corporation  of  Indiana 
AppUcation  May  19,  1934.  Serial  No.  726.464 
13  Claims.     iCI.  104 — 1) 


1.  In  a  railroad  spreader,  a  front  plow,  shoes, 
one  for  each  rail  of  the  track,  and  means  for 
mounting  said  shoes  for  vertical  adjustment  on 
said  plow  toward  and  away  from  the  associated 
rail. 


2.014.173 
BRAKE  MECHANISM 

Burton    S.    Floraday.   Toledo.   Ohio,   assignor   to 
Hydraulic  Brake   Company,   Detroit.    Mich.,   a 
corporation  of  California 
Application  March  25,  1926.  Serial  No.  97.207 

Renewed  March  26.  1932 

16  Claims.     (CI.  188 — 78) 


^s^;'^' 


J* 


1.  In  brake  mechanism,  a  brake  dnim,  sepa- 
rated internal  brake  segments  within  the  drum, 
means  for  expanding  said  segments  outwardly 
against  the  drum  consisting  of  a  caole  connected 
to  one  brake  segment,  and  a  cable  guide  sup- 
ported by  the  other  segment  over  which  the 
cable  travels  in  expanding  the  segments. 

2.014.174 

LIGHT  CONTROL  DE\1CE 

Oliver  Thomas  Francis,  San  Diego.  Calif. 

Application  December  26.  1933.  Serial  No.  703.950 

9  Claims.     (CI.  250 — 8) 


■*»  ■■y/y^^: 


ia--i^H 


1.  The  combination  with  a  source  of  two  dif- 
ferent frequency  lights,  the  magnitude  of  which 
vary  differentially,  means  for  directing  said  lights 
towards  a  receiving  station,  a  plurality  of  devices 
each  selective  to  a  different  one  of  said  frequen- 
cies at  said  receiving  station,  a  vacuum  tube  hav- 
ing an  anode,  a  cathode,  and  a  plurality  of  con- 
trol electrodes,  a  source  of  space  current  and  a 
load  connected  between  said  cathode  and  said 
anode,  means  for  controlling  one  of  said  con- 
trol electrodes  by  one  of  said  receiving  devices, 
means  for  controlling  a  second  of  said  control 
electrodes  by  a  second  of  said  receiving  devices,  a 
translating  device,  and  means  for  controlling  said 
translating  device  by  said  space  current. 

2.014.175 

PLANT   PROTECTOR 

John  C.  Hart.  Houston,  Tex. 

Application  March  5,  1934.  Serial  No.  714.073 

1  Claim.       CI.  47—28) 
A  plant  protector  including  a  frame  compris- 
ing a  first  wire  bent  into  a  substantially  circular 


shape  and  having  hooked  ends  constructed  to 
releasably  engage  each  other;  a  second  wire  bent 
into  a  substantially  inverted  U  shape,  the  legs 
of  the  U  being  inwardly  crimped  to  receive  and 
releasably  hold  said  first  wire;  a  third  wire  bent 
into  a  substantially  inverted  U  shape,  the  legs 
of  the  U  being  inwardly  crimped  to  receive  and 
releasably  hold  said  first  wire,  and  the  base  of 


the  U  being  downwardly  crimped  to  receive  and 
releasably  hold  said  second  wire;  said  three  wires 
being  arranged  substantially  at  right  angles  to 
each  other,  and  said  first  wire  being  a  substan- 
tial distance  from  the  extremities  of  said  second 
and  third  wires;  and  a  hood  fitting  over  said 
wires  and  having  an  inwardly  and  upwardly  ex- 
tending cuff  to  releasably  engage  said  first  wire, 
whereby  said  hood  is  held  on  said  frame. 


2.014.176 
ADJUSTABLE   SUPPORT 

Olive  Grace  Henderson,  Cassopolis,  Mich. 

Apphcation  March  30,  1934,  Serial  No.  718.288 

7  Claims.       CI.  45 — 80) 


1.  In  a  book  rest,  a  support  having  spaced 
openings,  an  extension  member  slidable  on  said 
support,  and  a  bracket  hinged  to  said  member 
capable  of  swinging  Into  any  one  of  said  open- 
ings to  hold  the  support  and  member  against 
relative  movement. 


2.014.177 
BOX  MAGAZINE  FOR  AUTOMATIC  LOADING 

FIREARMS 

Fritz  Herlach  and  Theodor  Rakula.  Solothum, 
Switzerland,  assignors  to  Waffenfabrik  Solo- 
thum .A.-G.,  Solothum.  Switzerland,  a  corpo- 
ration of  Switzerland 

Application  July  27.  1933,  Serial  No.  682.513 
In  Switzerland  June  16.  1933 
2  Claims.     iCl.  89 — 33  i 
1.  A  cartridge  magazine  for  firearms  compris- 
ing a  casing  removably  attached  to  the  firearm 
and  havmg  an  opening  for  the  insertion  of  a  car- 
tridge pack  into  the  casing,  a  cover  for  said  open- 
ing, a  cartridge  feeder,  a  tensioning  lever  for  the 
feeder,  means  by  which  the  tensioning  lever  may 
be  urged  to  open  position  and  the  feeder  m  the 
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direction  of  the  rear  end  of  the  casing  for  refill- 
ing the  magazine,  and  a  cartridge  supporting 
plate  in  the  magazine  casing,  said  plate  having 
openings  for  the  discharge  of  empty  cartridge 
clips  and   for   guiding   the  feeder   and  further 


as  to  polarize  the  said  arresters  In  opposite 
senses,  and  being  sufficiently  low  in  voltage  as  to 
be  unable  to  maintain  the  discharge  through  the 
said  arresters,  inductance  coils  each  connected 


openings  leaving  only  narrow  strips  for  support- 
ing the  cartridges  and  the  said  feeder  tensioning 
lever  being  designed  as  a  dust  excluding  lid 
spaced  below  the  supporting  plate  and  closing  the 
bottom  of  the  magazine  when  the  tensioning 
lever  is  in  Its  normal  position. 


2.014.178 
CURTAIN  OPERATING  MECHANISM 
Thomas  W.   Holt  and   John  F.   Levan.   Elkhart, 
Ind.  assignors  to  Excel  CurUin  Company.  Elk- 
hart, Ind  .  a  corporation  of  Delaware 
Application  February  6.  1934.  Serial  No.  709.984 
12  Claims.    iCL  156—28) 


1  A  Window  curtain  mechanism  Including  two 
members  spaced  apart  and  a  curtain  extending 
between  said  members,  the  curtain  being  secured 
at  its  opposite  ends  to  said  members,  one  of  said 
members  being  a  roller  and  the  other  of  said 
members  being  spring  actuated  and  stressed  by 
the  winding  of  the  roller  when  the  roller  is  actu- 
ated in  one  direction  and  operating  means  for 
rotating  the  roller  in  opposite  directions. 


2,014.179 
ELECTRICAL  DISCHARGE  REGISTERING 

SYSTEM 

Richard  K    Honaman.  Bloomfield.  N.  J.,  assignor 
to  American  Telephone  and  Telegraph  Com- 
nanv.  a  corporation  of  New  York 
AppUcation  March  21.  1931.  Serial  No.  524.381 
1  Claim.     (CL  177—311) 
In  a  system  for  registering  the  occurrence  of 
liahtning   discharges  from  a   transmission  line, 
the  combination  with  two  vacuum  lightnirig  ar- 
resters connected  to  a  conductor  of  the  said  line, 
of  sources  of  potential  of  opposite  polarity  each 
effectively  connected  across  the  gap  of  one  or 
the  arresters,  the  said  sources  being  so  connected 


between  the  line  side  of  an  arrester  and  its  source 
of  potential,  and  a  registering  device  connected 
between  said  sources  and  said  arresters  to  regis- 
ter the  occurrence  of  lightning  discharges 
through  the  said  arresters. 


2.014.180 
LUBRICATING  DEVICE 

Leonard  R.  Kerns,  Chicago,  HI.,  assignor,  by 
mesne  assignments,  to  The  Farval  Corpora- 
tion. Cleveland.  Ohio,  a  corporation  of  Ohio 

Application  February  23,  1929,  Serial  No.  341.960 
12  Claims.     (CI.  184—7) 


1    A  lubricating  device  comprising  a  reservoir, 
a  gun  in  communication  therewith,  a  pump  in- 
cluding a  body  and  a  piston  reciprocable  therein, 
said  body  having  a  loading  opening  and  a  dis- 
charge opening  at  one  side  of  the  piston  and  a 
pressure  opening  at   the  other  side,  means  for 
selectively  connecting  said  gun  to  said  loading 
and  pressure  openings,  and  a  pressure  operated 
slide  valve  adapted  to  control  said  loading  and 
discharge  openings,  said  valve  being  movable  in 
the  direction  to  open  the  loading  opening  and 
close  the  discharge  opening  by  gun  pressure  ap- 
plied through  the  loading  opening  in  loading  the 
device   and  movable  in  the  opposite  direction  to 
open  the  discharge  opening  and  close  the  loading 
opening  by  gun  pressure  through  the  pressure 
opening  when  the  device  is  loaded,  said  valve 
being  dimensioned  to  close  said  loading  or  dis- 
charge   openings    completely    before    permitting 
flow  through  the  other  of  these  openings. 


2.014.181 
SHEET  FEED  DEVICE 

Oscar  Kleinschmit  and  Oskar  Muller.  Leipzig- 
Plagwitz,  Germany,  assignors  to  Gebruder 
Brehmer.  Leipzig-Plagwitz,  Germany,  a  limited 
partnership  of  Germany  .   .  ^,.      .„„  -a* 

\pplication  April  27,  1934.  Serial  No.  722,790 
In  Germany  May  4.  1933 
25  Claims.     (CI.  112— 21) 
1    A  book   stitching   machine   which   Includes 
stitching  means,  a  main  pivotal  sheet  earner  ar- 
ranged to  move  to  and  from  said  stitching  means, 
an  auxiliary  sheet  carrier  arranged  to  move  with 
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said  main  sheet  carrier,  a  sheet -engaging  device  as- 
sociated with  said  carriers,  and  means  for  displac- 
mg  said  sheet -engaging  device  relatively  to  said 


cainers  so  that  a  sheet  laid  upon  said  auxiliary 
carrier  is  engaged  by  said  device  and  transferred 
to  said  main  carrier  during  the  movement  of  said 
carriers. 


2.014.182 

PIXL-MATCH  PACKAGE  AND  HOLDER 

THEREFOR 

Oskar  Koehler,  Schwabisch  Gmund,  Germany 

AppUcation  February  8,  1934,  Serial  No.  710.335 

In  Germany  September  23.  1933 

6  Claims.     (CI.  206 — 20) 


1.  A  match  stand  having  a  foot,  a  pillar  on 
said  foot,  an  inverted  cup  at  the  top  of  said 
pillar,  a  pull  match  packet  consistmg  of  a  disk 
and  match  housmgs  fastened  to  the  under  sur- 
face of  said  disk,  and  means  for  fastening  said 
disk  to  the  floor  of  said  cup. 


2.014.183 

DOUGH  WORKING  PRESSURE  BOARD 

Christian  Olaff  Lea.  Chippewa  Falls.  Wis. 

Application  January  4.  1935.  Serial  No.  402 

3  Claims.     (CI.  107—9) 


2.  In  means  for  removing  air  from  bread  dough.   , 
the  combination  of  an  attachment  for  the  pres-   i 
sure  board  of  dough  working  machinery  comprls-   ' 
ing  a  metallic  sheet  having  a  plurality  of  equi- 
spaced  ribs  or  corrugations  pressed  therein   said   : 
rigs  being  chamfered  off  and  sharpened  at  one 
end.  the  side  walls  of  each  rib  adjacent  sa-d  end 
being  pinched  together  forming  a  wedge  shaped 
terminal  of  the  rib.  i 


2.014,184 
FIREARM  WITH  EXCHANGEABLE  BARREL 

Friedrich  Linder.  Dusseldorf.  Germany,  assirnor 
to    Rheinische   Metallwaaren-und    Maschinen- 
fabrik.  Dusseldorf,  Germany,  a  corporation  of 
Germany 
Application  November  27,  1933,  Serial  No.  699.989 
In  Germany  April  10.  1933 
3  Claims.      I  CI.  42—76) 


I  */    '   \     *' 


7,.     h. 
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1.  In  a  firearm,  a  housing,  a  breech  casing  slid- 
able  in  the  housing,  a  barrel,  a  bayonet  connec- 
tion between  the  barrel  and  the  casing  p3rmitting 
removal  of  the  barrel  therefrom,  and  flexible 
locking  means  having  projections  engaging  re- 
cesses in  the  barrel  and  breech  casing,  said  means 
being  slidable  along  with  the  barrel  and  breech 
casing  in  the  housing  when  the  barrel  is  properly 
mounted  and  In  case  of  improper  mounting  said 
means  being  bent  by  incomplete  engagement  of 
one  of  its  projections  in  the  corresponding  recess 
Into  a  position  causing  jamming  of  the  barrel 
and  breech  casing  in  the  housing  In  a  position 
preventing  opening  of  the  breech,  and  said  bayo- 
net connection  between  the  barrel  and  breech 
casing  comprising  a  plurality  of  Interrupted  col- 
lars and  separating  grooves  on  each  part,  the  di- 
mensions of  said  collars  and  grooves  being  such 
that  the  barrel  can  be  turned  to  lock  the  connec- 
tion on.'y  when  all  the  collars  and  grooves  are  in 
correct  registering  relationship. 


2.014.185 
DRIER 

Wendell  L.  Martin    Cleveland.  Ohio,  assignor  to 
The  Martin  Brothers  Electric  Company,  Cleve- 
land. Ohio,  a  corporation  of  Ohio 
Application  June  25.  1930.  Serial  No.  463.647 
7  Claims.     (Cl.  34 — 26) 


4.  Apparatus,  as  of  the  type  described,  for  sub- 
jecting a  person  to  the  action  of  a  stream  of 
gaseous-like  fluid,  comprising-  an  open-front 
casing,  includ  ng  fluid-directing  means,  and 
having  its  mouth  formed  to  be  directed  toward 
and  partially  receive  the  subject  to  be  treated, 
said  mouth  having  an  inlet  area  and  an  out- 
let area,  and  said  outlet  area  embracing  said 
inlet  area;  heating  means,  operating  within  said 
casing,  for  heating  the  fluid  circulated  by  said 
apparatus;    f^uld-clrculating  means  within  said 
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casing;  said  fluid-circulating  means,  and  said 
fluid -directing  means  operating  together  to  in- 
draw  through  said  inlet  area  an  inflowing  stream 
of  fluid,  and  to  expel  said  fluid  through  said 
outlet  area,  and  said  apparatus  comprising 
means  whereby  said  fluid  is  expelled  about  said 
subject,  and  in  proximty  to  said  inflowing 
stream,  to  be  in  part  entrained  in  said  inflow- 
ing steam,  whereby  part  of  said  fluid  is  recir- 
culated; and  a  source  of  radiant  energy  dis- 
posed within  said  casing  in  the  said  inflowing 
stream  and  in  line  w.th  said  inlet  area  and  ex- 
posed through  said  inlet  area  to  cause  impinge- 
ment of  radiant  energy  therefrom  upon  the 
subject  treated. 


2.014.186 

ROAD  SURFACING  MACHINE 

Harry  L.  Myers.   Toledo.  Ohio,  assignor  to  The 

American  Floor  Surfacing  Machine  Company, 

Toledo.  Ohio 

Application  January  10.  1934.  Serial  No.  706,133 

26  Claims.     (CL  262—19) 


25.  A  portable  road  grinding  machine  of  the 
class  described  comprising  a  mobile  frame,  a  ro- 
tary tool  provided  with  grinding  means  on  its 
marginal  rim.  and  means  for  mounting  the  tool 
on  said  frame  including  a  horizontally  disposed 
tool  shaft  movable  vertically  toward  and  from  the 
surface  on  a  horizontal  axis,  and  swingable  on  a 
vertical  axis  in  a  horizontal  plane  while  travel- 
ling in  a  substantially  arcuate  path  in  relation  to 
said  vertical  axis,  said  tool  shaft  being  disposed, 
when  in  an  Inactive  condition,  at  substantial  right 
angles  to  said  horizontal  and  vertical  axes. 


2,014.187 

STACK   DAMPER 

George  F.  Neff,  Detroit,  Mich. 

AppUcation  April  3.  1934.  Serial  No.  718,805 

5  Claims.     (CL  98 — 43) 


1.  In  a  device  of  the  character  described,  the 
combination  with  a  stack,  of  an  ejector  therein, 
a  pivotally  mounted  vane  interiorly  of  said  ejector 
movable  by  air  passing  therethrough,  a  damper  in 
said  stack,  and  means  connecting  said  vane  and 
damper  so  that  they  operate  in  unison,  said 
ejector  being  so  shaped  about  the  operative  arc  of 


the  vane  as  to  cause  the  latter  completely  to  ob- 
struct the  passage  of  air  through  the  ejector 
throughout  the  major  portion  of  its  movement, 
whereby  the  damper  is  almost  completely  opened 
before  air  passes  out  of  the  nozzle  of  the  ejector. 


2.014.188 

APPARATUS  FOR  TAKING  SERIES  OF 

PHOTOGRAPHS 

Franklin  PfeifTer  and  Karl  Augrust  Traenkle,  Jeiut. 

Germany,  assignors  to  the  firm  of  Carl  Zeiss, 

Jena,  Germany 

Application  August  5.  1932,  Serial  No.  627,616 
In  Germany  August  13,  1931 
5  Claims.     (CL  88 — 16) 
t 
I — V\^WV — I 


1.  An  apparatus  for  taking  series   of  photo- 
graphs overlapping  each  other,   comprising   an 
automatic  camera,  an  overlap  controller,  a  shaft 
connected  to  the  driving  gear  of  the  camera, 
another  shaft  connected  to  the  overlap  controller, 
an  electromotor  having  an  armature  fixedly  cou- 
pled to  the  first  said  shaft,  a  source  ol  power  for 
supplying  current  to  the  motor  armature,  a  con- 
tact controlled  by   the  shaft  comiected   to  the 
oterlap  controller,  this  contact  being  connected 
in  series  to  the  motor  armature  and  the  source 
of  power  and  being  adapted  to  close  the  circuit 
of  the  armature  during  each  period  of  exposure 
and  another  contact  coupled  to  the  shaft  driving 
the  gear  of  the  camera,  this  other  contact  be- 
ing in  series  also  with  the  motor  armature  and 
the  said  source  of  power,  each  of  the  said  con- 
tacts having  a  revolving  member  closing  the  cir- 
cuit of  the  said  motor  armature  for  a  certain 
time  in  each  period  of  exposure,  and  the  rotating 
members  of  the  two  contacts  having  such  a  rela- 
tion to  each  other  than  at  the  beginning  of  each 
period  of  exposure  only  the  rotating  member  of 
the  first  said  contact  closes  the  circuit  of  the 
motor  armature  and  that  after  a  certain  rotation 
of  the  motor  armature  the  two  rotating  members 
keep  this  circuit  closed  and  that  finally  only  the 
rotating  member  of  the  said  other  contact  keeps 
the  circuit  of  the  armature  closed  and  opens  this 
circuit. 

2.014.189 

APPARATUS  FOR  CRACKING 

HYDROCARBONS 

Hermann  Josef   Schiffler.   Dusseldorf,  Germany, 
assignor    to    the    firm    Vereinigte   Stahlwerkc 
.^ktieneesellschaft.  Dusseldorf.  Germany 
No  Drawing.     Application  August  19,  1931,  Serial 
No.  558.189.     In  Germany  August  27,  1930 

2  Claims.  (CI.  196— 133) 
1.  A  steel  adapted  in  the  cracking  of  hydro- 
carbons, to  come  in  intimate  contact  with  the 
hydrocarbons,  said  steel  being  free  from  nickel 
and  containing  chromium  in  amounts  between 
about  5%  and  S'v.  aluminium  in  Eimounts  be- 
tween about  0.3^,  and  4^r ,  and  further  additions 
of  silicon  0.2 ^c  to  2%,  molybdenum  0.3 ^r  to  2%, 
beryllium  0.1%  to  2%,  the  balance  substantially 
iron. 
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2.014.190 
DRAFTING    IMPLEMENT 

Karl  Simon.  Newark.  N.  J. 

Application  October  1,  1931,  Serial  No.  566.189 

4  Claims.     (CL  33— Ij 


-^t 


1.  An  implement  of  the  class  described  includ- 
ing a  flat  transparent  body  portion  having  a  pair 
of  straight  parallel  scale  lines  thereon  and  hav- 
ing apertures  to  receive  marking  implements  at 
the  centers  of  the  respective  scale  lines,  a  plu- 
rality of  semi-circular  lines  associated  with  each 
scale  line  and  extending  in  opposite  directions 
from  the  respective  scale  lines. 


2.014.191 
ILLUMINATING   DEVICE 

Robert  J.  Stock.  Cincinnati.  Ohio 

Application  June  14.  1933.  Serial  No.  675.785 

10  Claims.     (CI.  240—25) 


1.  In  combination,  a  source  of  illumination,  a 
reflector  shielding   said   source   of   illumination 

from  view  in  one  direction,  means  supporting  said 
reflector,  said  means  comprising  a  plurality  of  re- 
flective bodies,  a  base  member,  said  bodies  join- 
ing said  base  member  and  said  reflector,  said 
bodies  being  adapted  strongly  to  reflect  light 
from  said  light  source  so  as  to  be  visible  from  said 
mentioned  direction,  said  reflector  terminating 
in  a  pediment  and  being  perforated  for  the  pas- 
sage of  light,  supplementary  reflectors  located 
adjacent  said  perforations  for  reflecting  portions 
of  light  passing  therethrough  onto  said  pediment, 
additional  perlorations  in  said  reflector  of  elon- 
gate shape,  reflective  elements  positioned  adja- 
cent said  perforations  to  be  illuminated  by  light 
passing  therethrough,  and  constituting  in  appear- 
ance continuations  of  said  bars. 


2.014,192 
SWIMMING    MACHINE 

Albert  E.  Stoker,  Detroit.  Mich.,  a.ssignor  of  one- 
fourth  to  Charles  E.  Wisner   Detroit    Mich. 
Application  November  17.  1930.  Serial  No.  496.245 
Renewed  November  4.  1933 
3  C  laims.     (CI.  9 — 18) 


1.  A  device  of  the  character  described,  com- 
prising a  hollow  box  like  buoyant  member  rec- 
tangular In  cross  section,  the  height  of  the  same 
being  greater  than  the  width  thereof,  a  pair  of 
paddles  pivotally  mounted  upon  the  top  face  of 
the  buoyant  member  and  at  an  angle  to  the  same 
so  that  when  the  device  is  in  operation  in  the 
water  and  a  swimmer  positioned  on  the  rear 
end  of  the  buoyant  member  the  paddles  normally 
occupy  a  position  in  a  plane  perpendicular  to 
the  surface  of  the  water  said  pivotal  mounting 
being  of  a  character  to  prevent  oscillation  of 
the  paddles  thereon  in  a  plane  perpendicular  to 
the  water. 


2,014.193 

ACOUSTIC-ELECTRIC    ENERGY-CONVERTER 
AND    METHOD 

Edward  LIndley  Bowles    Wellesley  Farms.   Mass. 

Application  September  11.  1929,  Serial  No.  391.836 

8  Claims.     (CL  179—121) 


1.  Apparatus  of  the  character  described  com- 
prising, in  combination,  a  reclprocative  mem- 
brane, an  occulting  vane  carried  thereby  so  as  to 
reciprocate  therewith,  means  for  projecting  a 
beam  of  light  so  as  to  cause  it  to  intersect  the 
path  of  reciprocation  of  the  vane,  and  a  light- 
sensitive  cell  for  receiving  so  much  of  the  light 
as  Is  not  occulted  by  the  vane. 


2.014  194 

MAGNETIC    CONTROL   DEVICE 

Manfred  J.  Johnson.  Bridgeport.  Conn. 

Application  Auifust  28.  1928.  Serial  No.  302.475 

2  Claims.     (CI.  200—87) 


-■40 


1.  In  a  magnetic  control  device.  In  combina- 
tion, rigidly  mounted  field  members,  an  arma- 
ture pivotally  mounted  to  swing  in  opposite  di- 
rections across  the  poles  of  said  members,  a 
lever  pivotally  mounted  upon  said  field  members 
by  means  of  a  pin  extending  through  a  trans- 
verse slot  in  said  armature  and  having  a  pin 
connection  with  a  longitudinal  slot  in  said  arma- 
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ture.  and  a  spring  connecting  said  lever  with  said 
armature,  whereby  said  armature  will  be  com- 
pelled to  complete  the  traverse  of  its  path  of 
movement  after  having  been  swung  in  either 
direction  beyond  a  predetermined  point. 


2.014.195 
GEAR  SHIFTING  MECHANISM 

Andrew  O.  McCoilum,  Detroit,  Mich.,  assignor  to 
Hydraulic    Brake    C  ompany,   Detroit,   Mich.,   a 
corporation  of  California 
Application  January  30.  1933.  Serial  No.  654,343 
10  Claims,     (CL  60—54.5) 


4.  A  gear  shifting  mechanism  comprising  fluid 
pressure  means  including  a  reservoir  having  In- 
lets connected  to  a  fluid  actuated  mechanism, 
valves  controlling  the  inlets,  cylinders  arranged  in 
pairs  on  the  reservoir  and  connected  to  the  ac- 
tuated mechanism,  pistons  movable  In  the  cylin- 
ders and  means  In  the  reservoir  for  selectively 
actuating  the  pistons  in  either  pair  of  cylinders 
Including  means  for  actuating  the  valves. 


2.014.196 
HEATING  ELEMENT      - 

Frank  Raffles,  Chicago,  111. 

Application  February  3.   1934.  Serial  No.  709,639 

2  Claims.     (Cl.  219—26) 


in  position  on  the  support,  and  insulating  each 
coil  from  adjacent  coils,  and  a  metal  tube  in 
which  said  heating  element  is  positioned,  the  end 
of  said  metal  tube  being  exteriorly  and  interiorly 
beveled,  and  a  corresponding  bevel  at  the  end 
of  the  support  for  the  resistance  wire,  a  length 
of  said  resistance  wire  being  positioned  in  said 
last-named  beveL 

2.014.197 

FLLTD   HEATER   AND   SUPPORT 

Wilbur  H.  Armacost.  New   York.  N.  Y..  assignor 

to  The  Superheater  Company.  New  York.  N.  Y. 

Application  April  16.  1931,  Serial  No.  530.739 

6  Claims.     <C1.  122—265) 


1.  A  heating  element,  including  an  insulating 
tube,  a  high  resistance  wire  pa.ssmg  through  the 
tube' and  extending  out  of  the  end  thereof  and 
terminating  m  windings  around  the  exterior  of 
said  tube  end.  together  with  a  refractory  cement 
surrounding  the  wire  and  maintaining  the  same 


1.  The  combination  with  a  boiler  having  a 
steam  and  water  drum,  riser  and  downcomer 
tubes  connected  to  said  drum  and  arranged  to 
form  a  chamber  lying  directly  below  said  drum, 
of  a  heater  having  a  large  number  of  substan- 
tially horizontal  tubes  in  said  chamber  arranged 
in  two  groups,  connecting  means  for  the  tubes 
of  one  of  said  groups  so  arranged  that  the  flow 
of  fluid  is  downward  therein,  connecting  means 
for  the  other  of  said  groups  whereby  the  flow  of 
fluid  is  upward  therein,  means  for  connecting 
said  groups  at  their  lower  ends,  means  for  sup- 
plving  fluid  to  the  upper  ends  of  the  tubes  in  the 
down-flow  group,  means  for  delivering  fluid  from 
the  upper  end  of  said  up-flow  group,  and  sus- 
pension means  for  supporting  the  weight  of  the 
economizer  tubes  and  adapted  to  prevent  such 
weight  from  falling  on  said  steam  and  water 
drum. 

2.014.198 

CHEMICAL  PRODUCT  AND  PROCESS   OF 

PREPARING   SAME 

Elmer  K  Bolton  and  Oliver  M.  Hayden.  Wilming- 
ton.    Del.,    assignors    to    E.     I.    du    Pont     de 
Nemours  &  Company.  Wilmington.  Del.,  a  cor- 
poration of  Delaware 
No  Drawing.     .Application  October  7.  1933, 
Serial  No.  692.620 
4  Claims.     tCI.  106—23) 
1.  A    rubber    composition    containing    carbon 
black  and  an  open  chain  aliphatic  alcohol  of  at 
least,  eight  carbon  atoms,  the  amount  of  alco- 
hol being  within  the  range  of  1-3 '"c  of  the  amount 
of  carbon  blacky 

2.014,199 
SKI  BINDING 

Harvey  E.  Dodds.  Toronto.  Ontario.  Canada 

Application  February  27.  1935,  Serial  No.  8.455 

2  Claims.     (CL  208—184) 

1.  A  binding  comprising  in  combination,  a  pair 
of  base  plates  having  their  front  and  rear  edges 
curved  in  an  arc  of  a  circle  and  notched  to  form 
teeth,  said  teeth,  extending  radially  with  respect 
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to  the  arcuate  edges  of  the  base  plates,  wings 

integral  with  said  base  plates,  an  upperplate 
fitted  over  said  base  plates  and  having  its  front 
and  rear  edges  downturned  parallel  to  each  other 


to  form  flanges,  said  flanges  being  notched  to 
furnish  depending  teeth  for  interlocking  engage- 
ment with  the  teeth  of  the  base  plates,  and  means 
for  attaching  the  upperplate  to  a  ski. 


2,014.200 
STABILIZATION  OF  MOTOR  FUELS 
Frederick  Baxter  Downing:,  Carneys  Point.  V.  J., 
and  Herbert  Warren  Walker.  Wilmington.  Del.. 
assignors  to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany.  Wilmington,  Del.,  a  corporation  of  Dela- 
ware 

No  Drawing.     .Application  February  4,  1933, 
Serial  No.  655,256 
16  CUims.     (CI.  44 — 9) 
1.  Motor  fuel  comprising  cracked  hydrocarbon 
spirits  normally  tending  to  form  gum  having  in- 
corporated therein,   in  an  amount  sufficient   to 
Inhibit  the  formation  of  gum,  a  member  of  the 
group     consisting    of     2:3:4:5-tetra-alkyl-l-hy- 
droxy    and    2:3:5:6-tetra-alkyl-l -hydroxy    ben- 
zenes. 


2,014.201 

CANE    SLLNG 

Charles  H.  Field,  Dalton.  Ga. 

Application  January  26.  1933,  Serial  No.  653.714 

1  Claim.     (CI.  294—74) 


In  a  sling,  a  trip,  a  chain  having  one  end  at- 
tached to  the  trip  and  its  opposite  end  portion  ex- 
tending through  the  trip,  the  normal  loop  form- 
ing portion  of  the  chain  below  the  trip  being  of 
average  strength  construction,  the  portion  of  the 
chain  normally  operative  above  the  trip  being  of 
reinforced  construction  and  substantially  strong- 
er than  the  loop  forming  portion. 


2  014,202 

FILM  HANDLING  APPARATUS  AND  FOOTAGE 

RECORDING  DEVICE  THEREFOR 

Warren  Dunham  Foster,  Washington  Townsln'p. 
Bergen  County.  N.  J.,  and  Frederick  Davenport 
Sweet.  New  York.  N.  Y..  a.ssignnrs.  by  direct  and 
mesne  assignments,  to  Kinatome  Patents  Cor- 
poration, a  corporaticn  of  New  York 
Application  March  23.  1933.  Serial  No.  662.377 
17  Claims.     iCl.  88 — 16) 
1.  In  a  motion  picture  apparatus,  a  film  reg- 
istering device  including  a  dial,  a  gate,  means  for 
cpeninR  and  closing  said  gate,  and  means  inter- 


connected with  said  gate  necessarily  operative 
concomitantly  with  the  operation  of  said  previ- 


ously stated  means  for  setting  said  dial  to  a  pre- 
determined point. 


2.014.203 
MACHINE   FOR   FORMING    ROLLER   BLANKS 

Karl  L.  Herrmann.  South  Bend.  Ind. 

.Application  March  22.   1934.  Serial  No.  716.776 

6  Claims.     ( CI.  80 — 23 ) 


3.  A  machine  for  forming  roller  blanks  of  equal 
lengths  from  cylindrical  rods  having  different 
diameters  comprising,  a  frame,  a  pair  of  spaced 
rollers  supported  thereby,  means  to  simultane- 
ously move  -said  rollers  fore  and  aft  to  accommo- 
date the  different  diameters  of  rods,  means  for 
supporting  said  rod  in  axial  alignment  with  said 
rollers,  threads  on  said  rollers  to  progressively 
feed  said  rod  therebetween,  said  threads  also 
forming  progressively  deeper  depressions  in  said 
rod  with  metal  connecting  said  blanks,  and  means 
rearwardly  of  said  rollers  for  breaking  the  metal 
at  the  depressed  portions  of  said  rod. 


2.014.204 
LUBRICATING    MEANS    FOR    ANTIFRICTION 

BEARINGS 

Karl  L.  Herrmann.  South  Rend.  Ind. 

Application  August   1.   1934,  Serial  No.  737.905 

6  Claim.s.     '  CI.  308 — 121 1 

1.  In  a  locomotive  drive  construction,  a  hollow 

crank  pin  having  lubricant  pas-sageways  through 

its  walls,  anti-friction  bearing.5  on  said  crank  pin. 

a  lubricant-absorbing  cylinder  in  said  crank  pin. 

a  lubricant-containing  cartridge  .supported  in  said 

crank   pin    in    spaced    relation   to   .'aid   cylinder 

and  lubricant-conducting  means  carried  by  said 

cartridge  engaging  with  said  cylinder  whereby  the 
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lubricant  is  conducted  from  said  cartridge  to  said 
cylinder,  through  the  wall  of  said  cylinder,  and 


through  said  passage-ways  in  said  crank  pin  to 
said  bearings. 

2,014.205 

PROTECTIVE  SCREEN   FOR  SICK  BEDS 

Mary  Linden,  New  York,  N.  Y. 

Application  November  12,  1934.  Serial  No.  752,652 

1  Claim.     iCL  5—330. 


In  a  screen  structure  adapted  to  enclose  a  bed 
en  four  sides  thereof,  in  combination,  a  plurality 
of  rods,  means  for  clamping  each  rod  in  vertical 
position  to  a  respective  post  of  the  bed.  a  plu- 
rality of  vertical  plates,  means  by  which  two  of 
said  plates  are  pivotally  mounted  on  each  of  said 
rods  to  swing  horizontally  and  lazy  tong  means 
adjustably  connecting  each  one  of  said  plates 
with  an  adjacent  plate  on  an  adjoining  rod 
whereby  the  device  may  be  collapsed  and  also 
adjusted  to  beds  of  var>-ing  dimensions. 


2,014.206 

IMPACT  FORGING 

Alfred  H    Oelkers.  Chicago,  III. 

Application  June  5,  1931,  Serial  No.  542,222 

20  Claims.     (CI.  78—20) 


18.  In  a  forging  apparatus,  the  combination  of 
a  continuous  track  having  lateral  portions  at 
higher  levels  than  a  portion  therebetween  pre- 
senting opposite  inclinations,  a  pair  of  oppositely 
disposed  impact  transmitting  devices  mounted 
on  said  track  for  normal  gravital  movement  to- 
ward each  other  down  said  inclinations,  each  of 
said  devices  comprising  a  plurality  of  impact 
members,  means  whereby  said  members  are  flex- 
ibly held  in  association  with  one  another,  and 
means  for  moving  said  devices  in  opposite  di- 
rections toward  the  ends  of  said  track  whereby. 


upon  release  of  said  means,  said  devices  accel- 
erate through  the  force  of  gravity  alone  to  de- 
velop kinetic  energy  as  they  approach  each  other, 
said  inclination  being  of  sufficient  length  to  pro- 
duce sufficient  kinetic  energy  to  develop  a  forg- 
ing blow. 

2.014,207 

AZO  DYE  AND  METHOD  FOR  ITS 

PREPARATION 

Clifford  Paine,  Handforth,  England,  assigrnor  to 
Imperial  Chemical  Industries  Limited,  a  corpo- 
ration of  Great  Britain 

No  Drawing.  Application  November  11.  1932. 
Serial  No.  642.242.  In  Great  Britain  November 
26, 1931 

14  Claims.     (CL  260—72) 
8.  Polyazo  dyes  having  the  follo\^ing  general 

formula : 

Ri-N=N-R2-N  =  N-R3-N=N-R» 

wherein  Hi  represents  the  residue  of  an  amine 
of  the  benzene  or  naphthalene  series.  R2  repre- 
sents the  residue  of  a  l-arylamine-5-p\Tazolone. 
R3  represents  the  residue  of  an  amine  of  the  ben- 
zene or  naphthalene  series,  and  R4  represents  the 
residue  of  naphthol-sulfonic  acid  or  naphihyi- 
amine-sulfonic  acid. 


2.014.208 

FANGPROOF  LEGGING 

Robert  C.  Parvin.  Bradenton.  Fla. 

Application  July  5,  1934.  Serial  No.  733.781 

5  CUims.     (CL  36—2) 


1.  A  puncture  proof  legging  comprising  an 
inner  flexible  lining,  an  outer  flexible  covering,  a 
series  of  horizontally  located  overlapping  metal 
guards  secured  to  one  of  the  flexible  members. 
each  of  the  metal  guards  forming  substantially  a 
circle  with  spaced  apart  ends,  and  means  to  secure 
said  ends  against  separation  with  a  separate  metal 
strip  covering  the  gap  between  the  ends  of  said 
metal  guards. 

2.014.209 
HAT  BRIM  IRONING  MACHINE 
Paul     Schultze.    Danbury.    Conn.,    assignor,     by 
mesne  assignments,  to  Doran  Brothers.  Incor- 
porated.   Danbury.    Conn.,    a    corporation    of 
Connecticut 
Application  June  16.  1933.  Serial  No.  676.081 

29  Claims.      CI.  223— 21) 

1.  A  hat  brim  ironing  machine  comprising  a 

rotatable  iron  and  a  companion  iron  and  means 

for  heating  the  .same,  a  supporting  arm.  the  said 

companion  iron  being  flexibly  supported  on  the 
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arm,  means  for  raising  and  lowering  said  arm, 
and  means   for  tilting   the   companion   iron   to 


conform  to  the  position  and  shape  of  the  hat 
brim. 


2.014,210 
HAT  BRIM   FLANGING   MACHINF 

Paul     Sthultze,     Danbury,    Conn.,     assignor,    by 
direct     and     mesne     assignments,     to     Doran 
Brothers.  Incorporated.  Danbury,  Conn.,  a  cor- 
poration of  Connecticut 
Application  March  12,  1934.  Serial  No.  715,167 
8  Claims.     (CI.  223 — 14) 


and  timing  means  for  controlling  said  air  cir- 
culating means  to  vary  the  rate  of  flow  of  air 


1.  A  hat  brim  flanging  machine  comprising  a 
frame,  a  .sector  mounted  to  swing  thereon,  a  sand 
bag,  means  connecting  the  sector  and  sand  bag. 
spring  means  connected  with  the  frame,  an  arm 
enclosing  ihe  spring  and  mounted  to  swing  upon 
and  with  respect  to  the  frame,  means  connecting 
the  arm  and  sector,  and  means  for  operating  the 
sector  to  raise  and  lower  the  bag. 


2.014,211 
ELECTRIC    DRIER 
Otto  R.  Schurig.  Schenectady.  N.  Y.,  assignor  to 
General    Electric    Company,    a    corporation    of 
New  York 
Application  March  28.  1934.  Serial  No.  717.742 
10  Claims.     iCl.  219— 39i 
1.  The  combination  in  a  hand  drying  device, 
of  an  electric  heater,  means  for  circulating  dry- 
ing air  over  said  heater  at  different  rates  of  flow, 


over  said  heater  after  a  predetermined  time  in- 
terval. 


2,014.212 
COKING   HVDROC  ARBON  OILS 

Jean  Delattre  Seguv  Chicago  111.,  assignor  to 
I  ni versa]  Oil  Products  Company.  Chicago.  111., 
a  corporation  of  Delaware 

Application  April  30.  1932.  Serial  No.  608.517 
4  Claims.     (CL  196—67) 


1.  In  a  process  for  the  continuous  coking  of 
hydrocarbon  oil  wherein  the  oil  is  introduced  into 
a  coking  zone  and  there  directly  contacted  with 
hot  combustion  gases  whereby  said  oil  is  reduced 
to  coke,  the  Improvement  which  comprises  in- 
troducing the  oil  into  the  coking  zone  in  a  plu- 
rality of  streams  of  graduated  and  progressively 
smaller  cross-section,  and  passing  the  combus- 
tion gases  through  the  coking  zone  in  the  direc- 
tion of  decreasing  cross-section  of  said  streams. 


2014  213 

LATCH  NEEDLE   PATTERN  ATTACHMENT 
Harry   A.  Shields,  (irand  Rapids,  Mich.;   Eugene 

Richards,   administrator   of    Harry    A     Shields. 

deceased,    assignor    to    Grand    Rapids    Textile 

Machinery   Company,   (irand   Rapids.   Mich.,  a 

corporation  of  Michigan 
.Application  November  28.  1932.  Serial  No.  644.575 
8  Claims.     (CI.  66 — 137) 

1.  The  combination  with  a  knitting  machine 
of  a  device  of  the  class  described  comprising,  a 
frame  attachable  to  said  knitting  machine,  two 
yarn  guide  fingers  pivoted  to  said  frame  and  each 
having  an  eye  in  its  movable  end.  means  actuated 
by  a  moving  part  of  said  knitting  machine  for 
oppo.sit^ly  oscillating  said  respective  fingers  about 
their  pivots  in  a  manner  to  move  each  arm  into 
close  proximity  with  the  needles  of  the  knitting 
machine  and  oppositely  out  of  such  proximity, 
a  fixed  yarn  guide  attached  to  a  fixed  portion  of 
said  knitting  machine  and  located  close  to  the 
needles  thereof  and  having  a  throat  into  prox- 
imity with  which  the  moving  end  of  each  of  said 
yarn  guide  fingers  is  alternately  moved,  and  .said 
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throat  having  an  extension  which  throat  exten-  | 
sion  extends  from  the  main  portion  of  the  throat  i 
in  the  same  direction  as  the  direction  of  move- 


ment of  the  needles  of  the  knitting  machine  and 
the  end  of  said  throat  extension  being  located 
farther  from  the  needles  than  the  main  portion 
of  the  throat.  

2.014.214 
TELEPHONE    CABLE 
.Arthur    G.    Smith,    .Aldwych.    London.    England, 
assignor  to  Western  Electric  Company.  Incor- 
porated. New  York.  N.  Y.,  a  corporation  of  New 
York 

Application  April  9.  1932.  Serial  No.  604,288 

In  Great  Britain  May  14.  1931 

2  Claims.     (CI.  173—81) 


cmatri 


voice  currents  on  said  line  circuit,  a  power  sup- 
ply for  said  repeater,  a  source  of  current  other 
than  voice  current,  and  means  responsive  to  the 
application  of  current  from  said  source  to  said 
line  for  alternately  connecting  and  disconnecting 
said  power  supply  to  and  from  said  line  circuit. 


1.  A  communication  cable  comprising  one  or 
more  layers  of  multi-conductor  cable  units  and 
single  conductors  inserted  in  the  interstices  be- 
tween contiguous  units  within  the  same  layer, 
said  single  conductors  being  connected  so  as  to 
form  two  complete  metallic  circuits  for  each  layer, 
the  arrangement  of  said  conductors  in  each  layer 
of  said  cable  being  such  that  a  line  joining  the 
conductors  of  one  circuit  is  perpendicular  to  a 
line  joining  the  conductors  of  the  other  circuit 
in  that  layer  and  such  that  interference  be- 
tween said  circuits  is  substantially  eliminated. 

2.014.215 

SIGNALING   SYSTEM 

Edward  Vroom.  Ossining.  N.  Y.,  assignor  to  Bell 

Telephone     Laboratories.     Incorporated,     New 

York,  N.  Y..  a  corporation  of  New  York 

AppUcation  June  30,  1934.  Serial  No.  733,171 

8  Claims.     (CL  179 — 170) 


2.014.216 

BAKING   PAN 

George  W.  Wheeler.  Kansas  City.  Mo. 

Application  February  10.  1934.  Serial  No.  710.642 

5  Claims.     (CI.  53 — 6) 


1  A  baking  pan  having  for  a  bottom  a  forami- 
nated  sheet,  and  an  inwardly  facing  channel 
member  into  which  an  edge  portion  of  said  sheet 
extends,  the  closed  outer  longitudinal  portion  of 
said  member,  with  an  included  portion  of  said 
sheet,  extending  inwardly. 


2.014.217 

ELECTRIC  SWITCH   ACTUATING 

MECH.ANISM 

William  Williamson.  Valley  Stream.  N.  Y. 

Application  November  8.  1934.  Serial  No.  752.049 

4  Claims.     (CL  240— 123) 


1.  In  combination,  an  electric  lamp  having  an 
electric  lamp  socket  switch  of  the  pull  chain  type, 
an  eccentric  to  which  the  pull  chain  of  said  socket 
switch  is  connected,  and  rotative  manipulating 
means  for  imparting  a  turning  movement  to  said 
eccentric  for  exerting  a  pull  upon  said  pull  chain 
to  turn  said  socket  switch  "on"  and  "off". 


1   In  combination,  a  line  circuit,  a  repeater 
associated  with  said  line  circuit  for  amplifying 


2.014.218 

FOUR-CYLINDER  OFFSET   ROTARY 

MACHINE 

Fritz  W'olflf.  Plauen,  Germany,  assignor  to 

Vomag-Betriebs-.A.-G.,  Plauen  i.  V. 
Application  May  25.  1934.  Serial  No.  727.555 
In  Germany  June  17.  1933 
5  Claims.     (CI.  101— 143) 
1.  In  a  four  cylinder  offset  rotary  machine,  in 
which  the  axes  of  two  rubber  and  two  cooperating 
plate  cylinders  are  disposed  m  a  common  plane 
and  movable  relative  to  one  another  for  throwing 
off  impression,  inking  and  damping  means  for  the 
plate  cylinders,  one  of  the  plate  cyhnders  being 
stationarily  disposed  in  the  machine  frame,  ec- 
centric bushes  for  supporting  the  rubber  cylinders, 
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toothed  lim  segrments  forming  part  of  said  bushes, 
a  toothed  wheel  in  mesh  with  said  segments,  driv- 
ing means  for  said  wheel,  a  carriage  carrying  the 
other  plate  cylinder  and  displaceably  supported 
by   the   machine    frame,   and   means   connected 

ltfL-W^Li-V.,-W-aAjTAAAAAAy\AA/\AAAJI 


with  said  driving  means  for  said  toothed  wheel  for 
displacing  said  carriage  during  stop-impression 
and  removing  the  rubber  cylinders  from  one  an- 
other and  from  the  stationary  plate  cylinder  to  a 
predetermined  degree. 


2.014.219 

APPAR.ATIS     FOR     THE     GENERATION     OF 

ELECTRIC    HIGH  VOLTAGE   IMPLXSES 

Thomas  Edward  Allibone.  Sale,  Eng:Und.  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 

Application  Mav  1.5    1933.  Serial  No.  671.289 

In  Great  Britain  May  20.  1932 

2  Claims.      (CI.  171—97) 


2.  A  high  voltage  impulse  generator  Including 
condensers  and  spark  gaps,  said  condensers 
adapted  to  be  electrically  charged  in  parallel  and 
discharged  in  series  through  the  spark  gaps,  said 
condensers  mounted  in  an  enclosure  containing 
gas  at  a  relatively  high  pressure  and  said  spark 
gaps  mounted  in  an  enclosure  containing  a  di- 
electric greater  than  that  of  air. 


cured  fixedly  to  said  base  end  contact,  said  lead- 
ing-in  wire  bemg  Ughtly  stretched  between  said 


2.014.220 

ELECTRIC  INCANDESCENT  LAMP  AND 

SIMILAR  DEVICE 

Heinrich  .Asmussen  Berlin-Steglitz.  Germany. 
assignor  to  General  Electric  (  ompany.  a  cor- 
poration of  New  York 

Application  May  28.  1934,  Serial  No.  728.007 
In  Germany  June  2.  1933 
.5  Claims.     iCI.  176 — 32 » 
5.  An  electrical  device  comprising  a  bulb  hav- 
ing a  neck  portion  and  a  base  comprising  a  metal 
.shell  surrounding  said  bulb  neck  and  a  single  end 
contact,   said  bulb  neck  and  base   shell   having 
interlocking  engagement  means  therein  for  pre- 
venting   relative    rotation    therebetween,    and    a 
leading-in  wire  having  a  portion  thereof  sealed 
in  a  portion  of  said  bulb  and  an  end  thereof  se- 


bulb  and  base  and  constituting  the  sole  means 
for  holding  said  base  firmly  on  said  bulb  neck 
against  longitudinal  displacement. 


2.A14.221 
TELEPHONE   SYSTEM 

John   Baumfalk.   Jersey  City.   N.   J.,   assignor   to 
Bell  Telephone  Laboratories,  Incorporated,  New 
York.  N.  Y.,  a  corporation  of  New  York 
Application  April  5.  1934.  Serial  No.  719.073 
18  Claims.     tCL  173— 16) 


^    - 


1.  In  a  telephone  system,  two  offices,  a  trunk 
between  said  offices,  automatic  switches  in  each 
of  said  offices  for  seizing  said  trunk,  a  bridge  free 
from  both  battery  and  ground  potential  normally 
connected  across  each  end  of  said  trunk  for  re- 
sponding to  seizure  of  the  trunk  at  the  distant 
end,  means  at  one  end  of  the  trunk  for  opening 
the  bridge  across  that  end  of  the  trunk  in  re- 
sponse to  seizure  of  the  trunk  at  the  other  end. 
and  means  at  said  other  end  of  the  trunk  for 
opening  the  bridge  across  said  other  end  of  the 
trunk  in  response  to  seizure  of  the  trunk  at  said 
one  end. 

2.014.222 
CITTING   TOOL 
Carl  A.  Bieling.  Westfield,  and  Warren  P.  Mason. 
West  Orange,  N.  J.,  assignors  to  Bell  Telephone 
Laboratories.  Incorporated,  New  York,  N.  Y.,  a 
corporation  of  New  York 

Application  Augw.st  4.  1934.  Serial  No.  738.418 
9  Claims.     (CI.  125 — 12) 


1.  A  tool  having  a  movable  element,  a  chamber 
normally  enclosing  substantially  the  entire  sur- 
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face  of  the  element,  a  fluid  introduced  under 
pressure  into  said  chamber  for  stabilizing  the  mo- 
tion of  said  movable  element,  a  section  of  the 
chamber  being  retractile  to  expose  a  portion  of 
the  movable  element. 


2.014.223 
CIRCnX    FOR     CONTROLLING     TRANSMIS- 
SION IN  SIGNALING  SYSTEMS 

Bjorn  G.  Bjornson.  Wyoming,  N.  J.,  and  Quentln 
E.  Greenwood.  Flushing.  N.  Y.,  assignors  to  Bell 
Telephone     Laboratories,     Incorporated.     New 
York.  N.  Y..  a  corporation  of  New  York 
.Apphcation  July  28.  1933.  Serial  No.  682,580 
9  Claims.     (CL  178 — 44) 


feeder  cavity  of  substantially  the  same  size  at  one 
end  of  the  mold  cavity,  locating  said  mold  in  a 
substantially  horizontal  position  and  pouring 
molten  metal  into  said  mold  cavity  to  fill  the 
same  and  the  feeder  cavity,  and  then  changing 
the  position  of  the  mold  to  substantially  vertical 
position  with  the  molten  metal  in  the  feeder  cav- 
ity at  the  upper  end  of  the  molten  metal  filling 
said  cavities  to  feed  to  the  mold  cavity  while 
solidification  is  taking  place. 


2.014.225 
CRANK   SHAFT 
Donald    J.    Campbell.    Spring    Lake    Township, 
Ottawa  County.  Mich.,  and  Alfred  A.  Melcher, 
Los    Angeles.    Calif.,    assignors    to    Campbell, 
Wvant  &i  Cannon  Foundry  Company.  Muske- 
gon Heights,  Mich.,  a  corporation  of  Michigan 
Application  December  26.  1933.  Serial  No.  703,942 
2  Claims.     (CL  74—596) 

A 


1.  In  combination,  a  transmission  circuit,  a 
source  of  alternating  current  signals,  a  normally 
unoperated  gas-filled  electr.c  discharge  device 
having  a  cathode,  an  anode,  a  grid  electrode  lo- 
cated between  said  cathode  and  said  anode,  and 
circuits  therefor,  the  normal  high  gnd-cathode 
impedance  of  said  device  being  coupled  effec- 
tively in  shunt  with  said  transmission  circuit, 
means  responsive  to  the  alternating  current  sig- 
nals received  from  said  source  to  apply  a  volt- 
age between  said  cathode  and  said  anode  to 
cause  a  tlow  of  direct  current  between  said  cath- 
ode and  said  anode,  of  sufficient  amplitude  to 
reduce  the  .mpedance  of  the  path  between  said 
cathode  and  said  grid  electrode  and  thus  said 
shunt  impedance  to  a  low  value  and  means  for 
maintaining  said  flow  of  direct  current  for  a 
time  interval  at  least  equal  to  the  duration  of 
said  signals. 

2.014.224 
METHOD   OF   CASTING   CRANK    SHAFTS 

Donald  J.  Campbell,  Muskegon.  Mich.,  assignor 
to  Campbell,  Wyant  &  Cannon  Foundry  C  om- 
pany. Muskegon  Heights.  Mich.,  a  corporation 
of  Michigan 

Application  April  10.  1933.  Serial  No.  665,391 
2  Claims.     (CI.  22—209) 


1.  The  method  of  producing  cast  shafts  which 
consists,  in  providing  a  mold  cavity  in  which  to 
cast  the  shaft  and  further  providing  a  cojoining 
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1.  A  crank  shaft  of  cast  metal  comprising,  a 
plurality  of  journal  bearings,  a  plurality  of  cranks 
and  flywheels  between  and  connecting  pairs  of 
cranks  to  each  other,  said  flywheels  each  having 
a  cored  axial  recess  of  substantially  cylindrical 
shape,  the  bearings,  cranks  and  flywheels  being 
integrally  formed,  certain  portions  of  each  of 
the  cored  recesses  extending  beyond  the  axial 
projection  of  the  cranks. 


2.014.226 
COMBINED  ELECTRODE  HOLDER  AND 
NOZZLE  FOR  GAS-ARC  TORCHES 
James  T.  Catlett,  Scotia,  N.  Y..  assignor  to  Gen- 
eral Electric  Company,  a  corporation  of  New 

York 
Application  December  28.  1934.  Serial  No.  759.516 
5  Claims.     I  CI.  219— «) 


1.  In  combination  a  nozzle  having  an  internal 
wedging  surface  at  Its  discharge  end.  a  tip  at- 
tached to  said  nozzle  at  its  discharge  end,  a 
clamping  sleeve  within  said  nozzle  having  its  por- 
tion adjacent  said  tip  slotted  to  form  jaws  ex- 
tending through  the  discharge  end  of  said  nozzle 
and  having  an  external  wedging  surface  at  said 
jaws  cooperating  with  said  internal  wedging  sur- 
face in  said  nozzle,  and  a  screw  threaded  to  said 
nozzle  and  acting  against  the  unslotted  end  of 
said  sleeve  to  force  said  wedging  surfaces  against 
one  another,  all  of  said  members  having  a  longi- 
tudinal passageway  therethrough  for  an  electrode 
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clamped  in  said  nozzle  by  said  jaws,  the  passage- 
way in  said  screw  being  of  substantially  the  same 
diameter  as  said  electrode  and  the  passage 
through  said  tip  being  of  greater  size  than  said 
electrode. 


2.014.227 
PACKAGING  MACHINE 

Eugene  Conti.  Mount  Vernon,  N.  Y.,  assig:nor  to 

Alexander  Herx,  New  Rochelle.  N.  Y. 

Application  October  2.  1929,  Serial  No.  396,711 

16  Claims.     (CI.  93 — 3) 


^m  ^ 


1.  In  a  machine  for  packaging  articles  in  open- 
ended  containers  in  combination,  a  movable  con- 
veyor for  successively  receiving  containers  and 
comprising  a  shaft,  means  for  rotating  said  shaft, 
and  an  elongated  drum  mounted  on  said  shaft 
to  be  rotated  thereby,  said  drum  being  provided 
with  a  plurality  of  grooves  on  its  periphery  ex- 
tending the  full  length  of  the  drum  to  successive- 
ly receive  said  open-ended  containers  and  to 
support  the  same  with  their  ends  extending  a 
substantial  distance  beyond  the  drum  ends;  and 
means  for  inserting  articles  to  be  packaged 
through  the  open  end  of  each  container,  means 
associated  with  said  conveyor  for  closing  the 
ends  of  said  container,  said  means  including  a 
crimping  roll  at  each  end  of  the  drum,  a  second 
crimping  roll  spring -pressed  against  said  first 
roll  and  adapted  to  be  driven  thereby;  means  for 
rotating  said  first  mentioned  roll,  the  ends  of 
each  container  being  passed  by  the  movement 
of  the  conveyor  between  said  crimping  rolls  to 
thereby  close  the  ends,  and  means  for  flattening 
the  ends  of  said  container  as  it  approaches  the 
crimping  rolls. 


2.014.228 
VARIABLE   ATTENUATOR 

Gustave  C.  de  Coutouly,  Madison.  N.  J.,  assignor 
to  Bell  Telephone  Laboratories,  Incorporated. 
New  York.  N.  V.,  a  corporation  of  New  Y'ork 

Application  February  24.  1933.  Serial  No.  658.377 
6  Claims.     (CL  178 — 44) 


1.  In  a  device  for  variably  coupling  a  pa  r  of 
two  terminal  circuits  having  a  common  terminal 
for  the  transmission  of  electrical  oscillations  from 
one  to  the  other,  a  condenser  having  two  setn 
of  fixed  plates  and  two  sets  of  movable  plates 
adapted  to  mesh  interchangeably  with  the  setj^ 
of  fixed  plates,  connect  ons  from  one  terminal 
of  one  of  said  circuits  to  one  of  said  sets  of  fixed 
plates,  connections  from  the  corresponding  ter- 
minal of  the  other  of  said  circuits  to  one  of  said 


sets  of  movable  plates  and  connections  from  the 
other  terminals  of  said  two  circuits,  respectively, 
to  the  other  set  of  fixed  plates  and  to  the  other 
set  of  movable  plates,  so  that  the  coupling  be- 
tween said  circiuts  may  be  varied  through  a  wide 
range  by  varying  the  position  of  the  sets  of  mov- 
able plates  with  resp)ect  to  the  sets  of  fixed  plates. 

*  2.014.229 

PORTABLE  SLAB  CUTTING  MACHINE 

Arthur  N.  Emmons,  Syracuse,  N.  Y.,  assifnor  to 
The    Porter-Cable    Machine    Company.     Inc., 
Syracuse,  N.  Y.,  a  corporation  of  New  York 
Application  July  8.   1933,  Serial  No.  679,557 
5  Claims.     <CL  125 — 13) 


1.  In  a  portable  power  operated  stone  cut- 
,  ting  tool,  comprising  a  track,  means  for  de- 
tachably  securing  the  track  to  the  surface  of 
the  stone  being  cut,  a  body  slidably  mounted 
\  on  the  track  and  guided  thereby  and  including 
a  motor  housing  extending  transversely  of  the 
track  and  being  closed  at  one  end,  an  end  sec- 
tion detachably  secured  to  the  opposite  end  of 
the  motor  housing,  a  motor  mounted  in  the 
housing,  a  cutter  arbor  journalled  in  said  end 
section,  a  cutter  mounted  upon  the  arbor  and 
depending  t)elow  said  track,  the  body  being  pro- 
vided with  means  for  directing  a  stream  of  cool- 
ing liquid  on  the  cutter,  motion  transmitting 
means  between  the  motor  shaft  and  the  cut- 
ter arbor,  said  means  being  located  in  the 
detachable  end  section,  and  means  for  cooling 
the  periphery  of  the  motor  housing. 


2.014.230 
BROWN   GLASS   BATCH 
Kitsuzo  Fuwa  and   Fujio  Suzuki,   Tokyo.  Japan, 
a^ssifnors  to  General  FJIectrlc  Company,  a  cor- 
poration of  New  York 
No  Drawinjf.    Application  June  8.  1932,  Serial  No. 
616.160.    In  Japan  June  30.  1931 
2  Claims.      CI.  r06 — 36.1) 
1.  A  batch  for  making  brown  glass  comprising 
in   addition   to   the   ordinary   glass   composition 
0.5  to  3.0%  of  ammonium  sulfate  and  0.5  to  5.0% 
of  organic  matter. 


2.014.231 

WASHER 

George  K.  Garrett.  Bryn  Mawr.  Pa. 

Application  December  20.  1933.  Serial  No.  703.204 

2  Claims.     (CI.  151 — 36  i 


1.  As  a  new  article  of  manufacture,  a  helical 
split  spring  lock  washer  having  on  one  face  there- 
of concentric  circumferential  ridges  of  sharp  con- 
figuration, all  pitched  in  a  direction  to  preclude 
spreading  of  the  washer,  and  on  the  other  face 
radial  ridges  likewise  of  sharp  configuration  and 
all  pitched  in  a  direction  to  prevent  rotation  of 
said  washer. 
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2,014,232 
TELEPHONE  SYSTEM 

Henry  Hovland,  Williston  Park.  N.  Y..  assignor  to 
Bell  Telephone  Laboratories.  Incorporated.  New 
York,  N.  Y.,  a  corporation  of  New  York 
AppUcation  July  20,  1933,  Serial  No.  681,268 
16  Claims.     (CL  179— 16) 


1.  The  combination  In  a  telephone  system  of 
a  line,  a  selector  switch  and  a  connector  switch 
for  establishing  a  connection  to  said  line,  means 
in  said  connector  for  maintaining  a  holding  con- 
dition for  the  established  connection,  means  for 
removing  said  holding  condition  to  release  the  se- 
lector switch  without  releasing  said  connector 
switch,  and  timing  means  for  causing  the  re- 
lease of  said  connector  after  an  interval  of  time 
following  the  release  of  said  selector  switch. 


2.014.233 

LOCK  CONSTRUCTION 

Henry  F.  Keil.  Scarsdale,  N.  Y.,  assignor  to  Francis 

Keil  &.  Son,  Inc.,  a  corporation  of  New  York 

Application  June  26.  1934.  Serial  No.  732,451 

33  Claims.     (CL  70 — 47) 


1.  In  lock  construction,  in  combination,  a  cas- 
ing having  an  open-ended  cylinder  portion  con- 
taining a  bore,  a  key  plug  having  a  key  slot  and 
rotatably  fitted  into  said  bore,  tumbler  means 
controllable  by  a  key  Ins^erted  into  said  key  slot 
for  coactlon  with  said  key  plug  and  casing,  an 
operating  bar,  means  forming  a  detachable  iii- 
terconnectlon  between  said  operating  bar  and  the 
rear  end  of  said  key  plug  and  capable  of  discon- 
nection cnly  upon  moving  Laid  connecting  bar 
in  the  direction  of  a  radius  of  said  key  plug,  and 
means  releasably  holding  said  key  plug  against 
movement  in  an  axial  direction  to  maintain  the 
key  plug  and  tumbler  means  and  casing  In  r roper 
alinement  and  to  cause  a  wall  of  said  bore  to  pre- 
vent movement  in  a  radial  direction  of  said  op- 
erating bar  and  thus  maintain  interconnection 
thereof  wi*^h  said  key  plug. 


2.014,234 
CLl  TCH    MECHANISM 

William  Klocke.  Woodhaven.  N.  Y. 
Application  May  4.  1934.  Serial  No.  723.867 

15  Claims.     (CI.  192—29) 
1.  In  a  clutch  of  the  oscillatory-key  type,  a  ro- 
tatable  part,  an  oscillatory  key  having   a  tail- 


piece, said  key  and  tail -piece  being  mounted  in 
said  rotatable  part  and  being  revoluble  around 
the  axis  thereof,  and  an  arm  for  oscillating  said 
key,  said  arm  being  movable  toward  •Bd  from 
the  axis  of  said  rotatable  part,  into  artn  out  of 
the  path  of  said  tail-piece,  said  arm  and  tail- 


.^■*s'   ^r 


■*jt 


piece  having  contacting-faces  the  contours  of 
which  are  counter-parts,  the  tail-piece  and  arm, 
in  its  position  toward  the  axis  of  said  rotatable 
part,  being  so  positioned  that  said  counter-faces 
meet  superficially  at  the  time  of  initial  contact 
and  the  arm  moves  away  from  the  axis  of  said 
rotatable  part  during  the  oscillation  of  said  key. 


2.014.235 
TREATMENT  OF  MOTOR  FLTIL 
Charles  D.  Lowry,  Jr.,  Chicago,  HI.,  assignor  to 
Universal  Oil  Products  Company,  Chicago,  111., 
a  corporation  of  Delaware 
No  Drawing.     Application  February  5,  1934, 
Serial  No.  709.791 
7  Claims.     (CI.  44 — 9) 
1.  A  process  for  the  treatment  of  hydrocarbon 
oil  containing  readily  oxidizable  unsaturates  to 
prevent  deterioration  thereof  in  respect  to  gum 
and  color  formation,  which  comprises  adding  to 
the  said  hydrocarbon  oil  a  small  quantity  of  an 
unrefined  corn  oil. 


2.014.236 
JUICE  EXTRACTOR  AND  FEEDER 

Lena  Brooke  McNamara.  Norfolk.  Va. 

Application  November  23.  1932.  Serial  No.  644,012 

10  Claims.     (CL  100 — 35) 


1.  In  an  article  for  use  in  extracting  juice  from 
juice-containing  bodies,  a  receptacular  element 
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which  Is  elastically  expaiislble  to  a  considerable 
extent  and  is  of  such  form  and  size  that  it  is 
capable  of  encompassing  and  gripping  by  virtue 
of  its  own  inherent  characteristics  more  than 
one-half  of  a  juice-containing  body,  there  being 
provided  in  the  receptacular  element  an  opening 
•hrough  which  a  juice-containing  body  is  adapt- 
ed to  be  inserted  into  It. 


2,014.237 
SIGNALING   APPARATUS 

Christian  Miller.  New  York,  N.  Y'.,  assignor  to 
Edwards  and  Company.  Inc.,  a  corporation  of 
New  York 

Application  June  19.  1930.  Serial  No.  462,211 
17  Claims.     (CI.  177—7) 


1.  In  audible  signaling  apparatus,  in  combina- 
tion, a  sheet  metal  housing  having  a  coil  sup- 
ported therein  and  having  a  pair  of  apertures  in 
a  side  wall  thereof,  an  armature  with  which  said 
coil  coacts,  a  leaf  spring  to  which  said  armature 
is  attached  and  having  a  U-shaped  portion  ex- 
tending about  that  portion  of  the  side  wall  inter- 
vening said  apertures,  a  sheei  of  insulating  ma- 
terial substantially  closing  said  apertures  and 
extending  over  said  U-shaped  portion,  means  se- 
curing said  sheet  to  said  side  wall  to  cause  it  ^o 
hold  said  leaf  spring  in  position,  a  terminal  se- 
cured by  ears  to  said  insulating  material  over  one 
of  said  apertures  and  having  one  terminal  of 
said  coil  connected  thereto,  and  a  terminal  se- 
cured by  ears  to  said  insulating  material  sub- 
stantially over  said  other  aperture,  said  terminal 
having  an  extension  extending  inwardly  of  said 
housing  and  adjacent  said  armature  and  said 
extension  having  a  part  adapted  to  form  one 
of  the  make  and  break  contacts. 


2.014,238 
WHITE    CAST    IRON    ALLOY    AND    METHOD 

OF   MAKING   THE    SAME 
Frank  A.  Raven,  Albany,  and  Clarence  D.  Foulke. 

Buffalo,  N.  Y.,  assiimors  to  Industrial  Furnace 

Corporation.  Buffalo,  N.  Y.,  a  corporation  of 

New  York 

No  Drawing.     Application  January  15,  1932 

Serial  No.  586.952 

2  Claims.     (CI.  148—21.7) 

1.  The  method  of  making  an  iron  alloy  from 
white  cast  iron  which  comprises  forming  a  whits 
cast  iron  containing  carbon  in  the  form  of  ce- 
mentite.  silicon,  manganese,  sulphur  and  phos- 
phorus as  normal  constituents,  and  also  an  excess 
of  manganese  with  chromium  and  copper,  the  re- 
spective proportions  of  excess  manganese,  chro- 
mium and  copper  being  such  as  to  exert  a  rs- 
tardmg  effect  on  the  decomposition  of  combined 
cementite  at  heat  treating  temperatures  below 
the  critical,  but  exerting  substantially  no  retard- 
ing effect  on  th?  breakdown  of  massive  cementite 
at  heat  treating  temperatures  above  the  critical, 
subjecting  the  iron  to  a  temperature  above  the 
critical  but  below  the  temperature  of  incipient 
fusion  for  a  length  of  time  sufficient  to  decom- 
pose the  massive  cementite  and  to  develop  tem- 


per carbon,  cooling  the  casting,  and  subjecting  the 
casting  to  heat  treatment  below  the  critical  and 
at  a  temperature  at  which  further  changes  in 
the  casting  occur,  the  manganese  content  being 
between  0.6  and  1.5  per  cent,  the  chromium 
content  being  of  the  order  of  one-tenth  the  cop- 
per, and  the  copp?r  being  not  more  than  2  per 
cent. 


2.014,239 
RECTIFIER    DEVICE 

Samuel  Ruben.  New  Rochelle,  N.  Y. 

Application  April  22,  1932.  Serial  No.  606.876 

8  Claims.     (CI.  250— 27.5) 


1.  A  rectifier  device  comprising  an  envelope 
containing  mercury  vapor  and  having  therewlth- 
in  an  indirectly  heated  electron  emission  element, 
an  anode  surrounding  the  emission  element,  vvnth 
means  for  confining  thp  ionized  vapor  discharge 
to  the  discharge  path  between  the  cathode  emis- 
sion surface  and  the  anode  walls  and  two  contact 
members  to  be  connected  in  an  external  electri- 
cal circuit,  one  of  said  members  being  movable 
by  the  lineal  expansion  and  contraction  of  the 
emission  element  with  changes  of  temperature 
thereof. 


2.014,240 
METHOD  AND  APPARATUS  FOR  SPOKE 
WELDING 
John  P.  Tarbox.  Arthur  F.  Hanson,  and  George  B. 
R«ed,    Philadelphia.    Pa.,    assignors    to    Budd 
Wheel  Company.  Philadelphia.  Pa.,  a  corpora- 
tion of  Pennsylvania 
.Application  January  26,  1929.  Serial  No.  335.247 
26  Claims.     (CL  219 — 4) 


l^^^^^ 


^ 


7.  A  flash  welding  apparatus  comprising  op- 
posed externally  applied  welding  dies  adapted  to 
subject  the  work  to  opposed  external  pressure, 
means  for  causing  relative  approach  and  recession 
of  the  welding  dies,  an  intervened  yielding  die 
clamp  device  adapted  to  lie  Internally  of  the 
work  section,  and  means  for  pa.sslng  a  weldmg 
current  through  said  work. 
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2.014,241 

VEHICLE  UMBRELLA  POUCH 

William  H.  Van  Ness,  Newark.  N.  J. 

Application  April  25.  1934.  Serial  No.  722,326 

2  Claims.     (CL  211—63) 


1  In  a  device  of  the  class  described,  a  pair  of 
plates  anchored  to  a  back  rest  of  a  seat,  a  pouch 
member  slidably  mounted  on  said  plates,  resilient 
means  for  deflating  said  pouch  and  means  for 
sub-dividing  said  pouch  into  compartments. 


2.014.242 
PROPELLER 

John  Weichwald.  Chicago,  lU. 

Application  December  29.  1933.  Serial  No.  704,493 

15  Claims.     (CL  170—166) 


an  Impulse  bucket  operatively  mounted  adjacent 
one  of  said  openings  and  means  operatively  con- 


1  A  propeller  blade  having  a  pair  of  integral 
extensions  substantially  at  the  tip  portion  there- 
of said  extensions  being  offset  relatively  to  each 
other  and  substantially  of  equal  face  area  and 
being  disposed  one  on  the  leading  edge  and  the 
other  on  the  trailing  edge  of  the  blade. 


nected  to  said  impulse  bucket  for  controlling  the 
size  of  the  other  opening. 


2,014.243 
WEIGHT  REGULATOR 

William  Barrett.  International  Falls.  Minn. 

Application  October  12,  1934.  Serial  No.  748,013 

18  Claims.     (CI.  92— 46 1 

1  An  automatic  regulator  for  paper  making 
machines,  including  a  container,  two  openings  m 
said  container  through  which  pulp  is  delivered, 

4o'5    U.    G.-    -U 


2.014.244 
PATIENT   HANDLER 

Frank  Bramlett,  Brooklyn,  N.  Y. 

Application  April  16,  1935,  Serial  No.  16.554 

6  Claims.     (CL  296—20) 


M*^ti 


1.  A  patient  handler,  comprising  a  base  frame 
with  casters  to  be  wheeled  along  the  floor  and 
consisting   of   several   legs  supporting   an    open 
frame  member  adapted  to  be  located  over  a  bed. 
a  super-frame  mounted  on  said  base  frame,  and 
consisting  of  legs  telescopically  associated  wnth 
said  legs  and  a  top  open  frame  member,  means 
for  holding  said  super-frame  at  various  eleva- 
t  ons  on  sa:d  base  frame,  a  pair  of  leaves  for  clos- 
ing said  top  open  frame  member  and  hingedly 
mounted  at  their  outer  edges,  means  for  lower- 
ing said  leaves  by  hinging  said  leaves  downwards, 
a  stretcher  mounted  across  said  open  frame  mem- 
ber and  comprising  side  handles  resting  and  se- 
cured on  the  ends  of  said  open  Irame  member, 
and  cloth  material  between  said  s  de  handles,  said 
cloth  material  resting  on  the  hinged  leaves  in 
the  raised  positions  of  the  said  leaves,  and  said 
cloth  material   comprising   a  central   longitudi- 
nal section  connected  with  end  longitudinal  sec- 
tions which  in  turn  are  connected  with  said  han- 
dle, and  said  central  longitudinal  section  being 
formed  from  separable  sections. 


2.014.245 
METHOD  AND  MEANS  OF  PRESERVING  ICE 

.AND  THE  LIKE 

John   A.    Donahoe,   Pittsburgh.   Pa.,   assignor   to 

Donahoe's  Inc..  Pittsburgh.  Pa.,  a  corporation 

of  Delaware  ^^^ 

Application  July  6.  1934,  Serial  No.  734.003 

3  Claims.     (CL  62—91.5) 

1.  As  an  article  of  manufacture,  a  package  of 

Ice  comprising   a   plurality   of   ice-cubes  closely 

stacked  together  to  form  a   composite  body  of 

substantially  parallelipipedal  form;  a  flrst  wrap- 
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per  o'  waterproof  material  surrounding  said  body; 
a  plurality  of  slabs  of  solidified  carbon  dioxide 
positioned  against  said  wrapper  on  the  sides  of 
said  body;  a  second  wrapper  of  waterproof  ma- 


terial placed  against  said  slabs  and  completely 
enclosing  said  body  and  slabs,  and  an  outer  fold- 
able  and  sheet-like  thermic  insulating  cover  com- 
pletely surrounding  said  second  wrapper. 


2.014.246 
PERMANENT   WAVING 

Hobart  N.  Durham,  Munsey  Park,  N.  Y..  and 
Georse  B.  Finne^an.  Jr.,  Monntain  Lakes.  N.  J., 
assignors,  by  mesne  assignments,  to  Eujfene, 
Ltd..  New  York,  N.  Y.,  a  corporation  of  New 
York 

Application  November  7.  1932,  Serial  No.  641.576 
17  Claims.       CI.  219— 24) 


8.  The  process  of  permanently  waving  hair 
which  includes  positionmg  hair  waving  solution 
containing  hair  softening  ingredients  directly  ad- 
jacent to  a  curl,  translating  electrical  energy  into 
heat  within  the  solution  by  electrolytically  con- 
ducting current  through  said  solution  and  causing 
the  resulting  hot  moist  vapors  generated  from 
the  solution  to  act  upon  the  curl. 


2.014.247 
WHEEL  MOl'NTTNG 

Carolus  L.  Ekserpian,  Detroit,  Mich.,  and  John  P. 
Tarbox.    Philadelphia.    Pa.,    assignors   to    Budd 
Wheel  Company.  Philadelphia,  Pa.,  a  corpora- 
tion of  Pennsylvania 
-Application   Augrust   27.    1930,    Serial   No.   478.028 
1  Claim.      CI.  301— 36) 
A  dual  wheel  body  mounting  having  a  plurality 
of  identical  metal  discs  having  oppositely  turned 
conically  formed  bolt  hole  centering  and  seating 
flanges  having  reversely  conically  truncated  por- 
tions at  the  bolt  holes,  a  hub  flange  having  bolt 
hole    flange    seating    portions    of    conical    form 
adapted  to  receive  and  seat  the  bolt  hole  seating 
flanges  of  one  of  the  discs  by  engagement  with 
the  external  walls  of  the  cone,  and  bolting  on 
means  provided  with  a  conical  shoulder  adapted 
to  engage  the  truncated  portions  of  the  bolt  hole 
seating  flanges  of  the  other  disc  and  thereby  to 


clamp  the  outer  disc  directly  to  the  face  of  the 
inner  and  therethrough  to  clamp  the  bolt  hole 
seating  flanges  of  the  inner  disc  upon  the  conical 
seats  in  the  hub.  the  angularity  of  the  conical 


flanges  being  acute  with  respect  to  the  depres- 
sions in  the  hub  plate,  and  the  angularity  of 
the  truncated  portions  of  the  flanges  being  ob- 
tuse with  reference  to  the  conical  nuts. 


2.014.248 
SHEAR 

Archibald  D.  Evans.  Warren.  Ohio,  assi^rnor  to 
The  Wean  Lngineering  Compan.v,  Incorpo- 
rated, Warren,  Ohio,  a  corporation  of  Ohio 

Application  December  21.  1933.  Serial  No.  703,475 
4  Claims.     iCL  164 — 60) 


1.  In  an  edge  trimmmg  shear  for  strip,  a  pair 
of  housings,  cooperating  disc  cutters  rotatably 
mounted  in  each  of  said  housings,  pinch  rolls  for 
advancing  the  strip  through  the  shear,  and  a 
common  drive  for  the  cutters  and  pinch  rolls, 
including  a  prime  mover  and  a  slip  clutch. 

2.014.249 
METHOD  AND  APPARATUS  FOR  SEPARAT- 

ING  REFISF  FROM  (  OAL 

James   H.    Fletcher.    Wilmette.    111.,   assignor,    by 

mesne   assignments,   to   Peale- Davis   Company, 

Wilmington.  Del.,  a  corporation  of  Delaware 

Application  November  21,  1930.  Serial  No.  497,142 

Renewed  January  24.  1935 

2  Claims.    (CI.  209— 321) 


TJj^ 


j: 


■  r.^>.-/AC»*&L 
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1.  A  process  of  purifying  coal  which  comprises 
mamtaining  a  bed  of  raw  coal  having  a  substan- 
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tlal  variance  in  size  of  the  pieces  and  particles, 
progressing  said  bed  across  a  plurality  of  pervious 
zones  having  successively  smaller  apertures  there- 
in, passing  air  currents  upwardly  through  the 
traveling  bed  and  regulating  said  air  currents  so 
as  to  subject  the  zones  with  smaller  apertures 
to  lesser  intensity  of  air  action  and  by  said  air 
regulation  causing  larger  particles  of  refuse  to 
fall  through  the  coarsest  apertures  while  floating 
the  lighter  material  and  the  finer  refuse  particles 
by  air  pressure  and  thereafter  causing  said  finer 
refuse  particles  to  fall  through  the  smaller  aper- 
tures against  the  lesser  air  force  while  maintain- 
ing the  lighter  material  above  said  apertures. 


2,014,250 

APPARATUS  FOR  REACTIVATING  A 

TREATING  AGENT 

Arthur  L.  Forbes.  Jr..  and  Clarence  O.  Byrne. 

EI  Paso.  Tex. 

Application  February  26.  1932.  Serial  No.  595,326 

5  Claims.     (CI.  202—158) 


1.  Apparatus  for  liberating  an  absorbed  gase- 
ous element  from  a  solution  containing  an  ab- 
sorbing agent  comprising  a  still  tower,  a  receiver, 
a  condenser,  heating  colls  arranged  in  the  tower 
one  above  the  other,  a  supply  line  connected  with 
the  coils,  a  relief  line  connected  with  each  of 
the  coils  and  connected  into  the  receiver,  means 
for  delivering  the  solution  into  the  tower  above 
the  coils  to  permit  the  flow  of  the  solution  over 
the  coils  by  gravity,  whereby  water  and  the  ab- 
sorbed element  are  liberated  in  the  form  of  vapor, 
means  through  which  the  vapor  is  delivered  to 
the  condenser  and  means  through  which  water 
collecting  in  the  receiver  may  be  intermittently 
and  automatically  returned  into  the  tower. 


2.014,251 

FLAPPING  WING  FOR  AIRPLANES.  GLIDERS, 

AND  THE   LIKE 

Richard  Gargiulo.  New  York,  N.  Y. 

Application  December  19.  1934.  Serial  No.  758,209 

7  Claims.     (CI.  244—11) 


'«^  «VLjir    * 


wing  on  each  side  of  the  fuselage  and  located  be- 
neath the  main  wing  and  projecting  from  the 
rear  edge  thereof,  said  flap  wings  being  hingedly 
connected  at  their  front  edges  upon  the  bottom 
face  of  the  main  wing,  ailerons  on  said  flap 
wings,  means  for  controlling  said  ailerons,  and 
means  for  flapping  said  flap  wings. 


2,014.252 
COMBINATION  RECEPTACLE  ANT>  CUTTING 

GUIDE 

Harrv  Hilsenrath.  Kew  Gardens,  N.  Y. 

Application  March  17,  1934.  Serial  No.  716.081 

Renewed  June  5,  1935 

3  Claims.      {C\.  31—22) 


1.  In  a  device  of  the  character  described,  a 
receptacle  having  a  vertical  sohd  wall  portion, 
the  wall  of  the  receptacle  being  slotted  horizon- 
tally at  spaced  points  from  bottom  to  top  of  the 
receptacle  and  said  slots  terminating  at  said 
solid  wall  portion,  and  constituting  guide  means 
for  a  cutter  to  be  passed  therethrough  to  cut 
the  contents  of  the  receptacle  into  layers,  rings 
passing  around  the  band  sections  defined  by  said 
slots  for  reinforcing  said  sections,  and  a  cover 
for  the  receptacle. 


2.014253 
MANUFACTURE  OF  RUBBER  ARTICLES 

Walter  Kay.  Bury.  Eng^land,  assig:nor  to  Kaysam 
Corporation  of  America,  Dover,  Del.,  a  corpora- 
tion of  Delaware 

No  Drawing.  Application  November  1.  1932. 
Serial  No.  640.650.    In  Great  Britain  November 

5,  1931 

8  Claims.      (CI.  18—58) 

6.  In  a  process  of  making  an  article  of  rubber. 
the  steps  comprising  mixing  with  concentrated, 
or  thickened  aqueous  dispersion  of  rubber  an  am- 
monium salt  providing  sufficient  positively 
charged  ions  to  cause  irreversible  setting  of  the 
mix  without  synaeresis.  said  salt  being  of  the 
group  consisting  of  chloride,  nitrate,  carbonate, 
and  acetate,  casting  the  mix  to  a  desired  form, 
and  maintaining  the  mix  in  such  form  until  it  has 
set  to  a  stable  condition. 


2.014.254 
FASTENER    AND     COMBINATION    THEREOF 
WITH   STRINGS  AND  TAGS  OF  TEA  BAGS 
OR   THE  LIKE 
Andrew  Keller.  Jamaica  South.  N.  Y..  assignor  to 
Cooper  Tea  Packet  Company,  Brooklyn,  N.  Y., 
a  corporation  of  New  York 
Application  January  26.  1935,  Serial  No.  3.591 
1  Claim.      (CL  40—20) 


1.  In  an  airplane,  a  main  stationary  wing  ex- 
tending transversely  across  the  fuselage,  a  flap 


In  combination,  a  tag,  a  string,  and  a  one- 
piece  metallic  fastener  for  attaching  said  string 
to  said  tag.  said  fastener  being  made  from  a  strip 
comprising  a  single  prong  and  a  head-portion  ex- 
tending across  the  base  of  said  prong  and  later- 
ally beyond  at  one  side,  each  of  which  has  flat 
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sides,  said  fastener  extending  through  the  tag 
and  having  a  bend  in  the  prong  adjacent  the 
head-portion  sind  the  flat  sides  of  said  prong 
and  of  the  head-portion  lying  opposite  one  an- 
other on  opposite  sides  of  the  tag  and  in  contact 
with  the  latter,  said  head-portion  having  a  bend 
therein  between  the  laterally  extending -portion 
and  the  part  which  extends  across  the  base  of 
the  prong,  with  the  parts  of  the  head  on  each 
side  of  said  bend  facing  one  another  flat-wise 
and  bearing  upon  said  string  to  clamp  and  hold 
the  same. 

2.014.255 
TREAD  FOR  PNEUMATIC  TIRES 

Frank   George  WUUam   King,  Satton,   Coldfleld. 
England,  assignor  to  DunJop  Tire  and  Rubber 
Corporation.  BufTaio,  N.  Y..  a  corporation  of 
New  York 
Application  February  17.  1934,  Serial  No.  711,633 
In  Great  Britain  February  18,  1933 
3  Claims.     (CI.  152—14) 


2.  A  pneumatic  tire  having  a  pattern  of  up- 
standing tread  projections  of  irregular  outline 
separated  by  grooves  of  substantially  uniform 
width,  the  succession  of  the  leading  ends  of  said 
projections  in  either  direction  throughout  said 
pattern  being  in  irregular  non-recurrent  se- 
quence. 

2.014.256 

MUTT  BAG 

Meyer  Kramer.  New  York.  N.  Y. 

Application  August  14.  1934.  Serial  No.  739.766 

3  Claims.     (CI.  2 — 66  i 


1.  An  article  of  apparel  comprising  a  sub- 
stantially flat  tubulaj-  muff  body  formed  of  a 
pair  of  flat  relatively  stiff  padded  sections  said 
sections  including  horizontal  and  vertical  edges, 
said  vertical  edges  being  free  of  each  other  for 
receiving  the  hands  of  the  user,  and  stitching 
passing  through  the  material  of  the  padded  sec- 
tions along  their  horizontal  edges  for  securing 
said  sections  together. 


2.014.257 

COLLAPSIBLE   TABLE  UNIT 

Harry  L.  La  Fetra.  New  York,  N.  Y. 

Application  January  16.  1935.  Serial  No.  1,999 

7  Claims.     iCl.  311—41) 


N 


»       m 
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1.  A  collapsible  table  unit,  comprising  two  sep- 
arable end  members  constituting  a  sub-table  top 
element,  telescoping  means  connecting  the  two 
members  to  permit  of  the  same  being  brought 
into  contact  along  their  respective  inner  edges, 
two  pairs  of  legs,  one  pair  supported  by  one  of 
the  separable  members  and  the  other  pair  sup- 
ported by  the  other  of  the  separable  members, 
and  a  table  top  pivotally  attached  to  one  of  the 
separable  members  and  adapted  to  be  swung  over 
and  to  be  dropped  in  front  of  an  outer  edge 
thereof. 


2,014,258 
ENGINE    STARTER 

Raymond  P.  Lansing.  .Montclair.  N.  J.,  assignor, 
by  mesne  assignments,  to  Eclipse  .Aviation  Cor- 
poration. East  Orange,  N.  J.,  a  corporation  of 
New  Jersey 
Application  May  6.  1932.  Serial  No.  609.742 
1  Claim.     (CL  123—179) 


In  an  engine  starter,  a  starting  motor,  means 
for  transmittmg  power  from  said  motor  to  a 
member  of  an  engine  to  b?  started,  said  means 
including  a  toothed  member  normally  out  of  driv- 
ing engagement  with  the  engine  member,  motion 
translating  means  for  moving  said  toothed  mem- 
ber longitudinally  into  driving  engagemsnt,  said 
motion  translating  means  including  a  screw  and 
nut  drivably  connected  to  said  toothed  member. 


said  screw  having  a  clutch  element  rotatable 
therewith,  means  driven  by  said  motor  and  adapt- 
ed only  to  frictionally  drive  said  clutcn  element 
and  screw  while  causing  longitudinal  movemsnt 
of  said  nut  and  corresponding  longitudinal  move- 
ment of  said  toothed  member  into  driving  en- 
gagement, and  positive  means  for  drivably  con- 
necting said  motor  and  clutch  element  only  after 
such  engagement  has  been  effected  in  the  man- 
ner herain  recited. 


2,014.259 

END  STOP  FOR  SLIDE  ACTUATED 

FASTENERS 

Robert  C.  Legat.  New  Britain.  Conn.,  assignor  to 

G.  E.  Prentice  Manufacturing  Company,  New 

Britain.  Conn.,  a  corporation  of  Connecticut 

Application  June  2.  1933.  Serial  No.  674,031 

19  Claims.     (CI.  24— 205 1 


1.  A  separable  end  stop  for  .slide  actuated  fas- 
teners, said  stop  comprising  a  socket  member  and 
a  pin  member,  the  socket  member  having  an  elon- 
gate socket  provided  with  a  bottom  closure  and 
with  an  elongate  slot  in  its  wall,  the  pin  member 
having  a  pin  adapted  to  fit  within  the  socket,  the 
pin  member  and  the  bottom  closure  of  the  socket 
having  complemental  interfltting  parts  which  en- 
gage each  other  when  the  pin  is  seated  in  the 
socket  and  which  thereby  act  to  oppose  stress 
tending  to  pull  the  pin  laterally  out  through  the 
slot  in  the  socket  wall. 


2.014.260 

SPARK  PLUG 

Charles  Lehman  and  Otto  E.  Lehman, 

Philadelphia.  Pa. 

AppUcation  July  12.  1934.  Serial  No.  734,766 

7  Claims.     (CI.  123—169) 


2.014.261 

VOLTAGE    REGULATOR 

Thomas  M.  Linville.  Schenectady.  N.  Y..  assignor 

to  General  Electric  Company,  a  corporation  of 

New  York 

AppUcation  February  23,  1933,  Serial  No.  658,011 

12  Claims.     (CI.  171—312) 


1.  A  spark  plug  comprising  a  body  or  shell  hav- 
ing a  threaded  portion  and  provided  with  a  spa- 
cious air  chamber  extending  from  adjacent  the 
upper  to  adjacent  and  past  the  lower  threaded 
portions  of  the  body  with  a  longitudinal  hole  in 
the  bottom  and  radial  apertures  in  the  side  walls 
communicating  with  the  air  chamber,  a  core  of 
Insulating  material  mounted  in  the  body  or  shell 
and  having  a  reduced  end  fitted  in  the  bottom  hole 
to  close  the  same,  said  core  having  a  large  por- 
tion thereof  within  the  body  or  shell  reduced  in 
size,  a  central  electrode  mounted  in  said  core, 
and  another  electrode  carried  by  the  body  or 
shell  and  located  adjacent  the  inner  end  of  the 
central  electrode. 


^U 


y 


12.  In  combination,  an  electric  generator,  a 
pair  of  loads  connected  to  said  generator,  a  pair 
of  inductively  related  windings  connected  respec- 
tively in  series  with  said  loads,  said  windings 
having  a  mutual  inductance  substantially  equal 
to  the  self  inductance  of  the  conductors  includ- 
ing said  generator  which  are  traversed  by  the 
current  of  both  of  said  loads. 


2,014,262 
SHOEMAKING  LAST 

Charles  A.  Messmer,  St.  Louis,  Mo.,  assignor  to 
St.  Louis  Cutting  Die  Company,  Inc.,  St.  Louis, 
Mo.,  a  corporation  of  Missouri 
Application  January  20.  1933.  Serial  No.  652.608 
7  Claims.     (CI.  12 — 133) 


1.  The  combination  with  a  shoe  making  last  of 
an  expansion  device  movably  mounted  in  a  recess 
in  the  forepart  of  the  last  and  having  a  surface 
normally  disposed  in  continuity  with  the  contour 
of  the  cone,  said  recess  being  adjacent  the  throat 
line  area  and  having  the  cone  of  the  last  continu- 
ing above  and  below  the  same. 


2.014.263 

ART  OF  DECORATING  LEATHER 

Charles  A.  Messmer.  St.  Louis.  Mo. 

Application  October  26,  1933,  Serial  No.  695,297 

7  Claims.     (CI.  41—10) 


1.  In  the  art  of  ornamenting  leather,  the  proc- 
ess comprising,  forming  a  line  of  parallel  sliti 
in  a  piece  of  leather  so  as  to  pr(xluce  a  series  of 
straps,  forming  windows  between  said  straps,  and 
weaving  a  strand  through  said  straps  and  under 
said  windows. 

4.  As   an   article   of   manufacture,   a   piece   of 
leather  having  a  series  of  openings,  and  a  strand 
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passing  through  some  but  not  all  of  said  open- 
ings and  underlying  the  others  so  as  to  be  visible 
therethrough. 


2.014.264 
SEALING  DEVICE  FOR  STORAGE  TANKS 

Joseph  C.  Patrick.  Kansas  City.  Mo. 

Application  September  29.  1930.  Serial  No.  485,231 

10  Claims.     (CI.  220 — 26) 


JO 


1.  In  storage  means,  a  storage  tank  and  a  clo- 
sure member  therefor,  said  closure  member  being 
formed  of  a  central  portion  comprising  spaced 
upper  and  lower  plates,  a  laterally  expansible, 
flexible  membrane  secured  marginally  to  said 
plates  and  closing  the  space  therebetween,  and 
means  for  forcmg  gas  mto  the  closure  member  to 
expand  said  membrane  laterally  and  force  it  into 
contact  with  the  walls  of  the  tank. 

6.  Storage  means  comprismg  a  tank,  a  closure 
member  for  said  tank,  spaced  therefrom,  and 
flexible  resilient  material  that  is  unaffected  by 
solvents  and  impermeable  to  gases  closing  the 
space  between  said  tank  and  said  member,  said 
flexible  resilient  material  having  its  exposed  por- 
tions composed  mainly  of  a  polymethylene-poly- 
sulfide  reaction  product  of  the  general  formula 
CnH2nS.r  wherem  x  is  more  than  2. 


2,014,265 
METAL   SPRING  COVER 
Frederick  H.  Schlesser.  Chicago,  111.,  assignor  to 
Ajax    Spring:    Stabilizer    Company.    Brookline, 
Mass..  a  corporation  of  Illinois 
Application  January  3.  1933.  Serial  No.  649.751 
^     3  Claims.     (CL  267—37) 


2.  A  spring  cover  construction  having  side 
members  each  comprising  a  plurality  of  tapered 
sections  of  thin  sheet  metal  having  widths  cor- 
responding substantially  to  the  thickness  of  the 
section  of  the  spring  to  which  they  are  applied, 
and  provided  with  reversely  folded  edge  flanges 
to  extend  over  and  fit  upon  the  upper  and  lower 
edge  portions  of  the  spring,  and  upper  and  lower 
members  of  thin  flexible  .sheet  metal  correspond- 
ing to  the  full  width  of  the  spring  and  extending 
along  all  of  said  side  sections  and  having  Infolded 
edge  flanges  adapted  slidably  to  engage  respec- 
tively the  complementary  edge  flanges  of  all  of 


said  side  sections,  thereby  enabling  the  spring 
cover  to  be  readily  assembled  upon  the  spring  and 
to  permit  relative  movement  between  both  the 
upper  and  lower  members  and  said  side  sections 
upon  flexure  of  the  spring. 


2,014,266 

VANITY  CASE 

William  E.  Sherbondy.  Shaker  Helfhts.  Ohio 

Application  March  1.  1932.  Serial  No.  596,020 

23  Claims.     (CI.  240 — 6.45) 


•"  « 


1.  The  combination  of  a  base  casing,  a  leaf 
hinged  thereto  and  having  an  edge  flange 
adapted  to  nest  within  the  wall  of  the  base  cas- 
ing, a  pair  of  battery  cells  on  the  rear  side  of 
the  leaf,  spaced  apart  and  held  against  the 
flanges  thereof  by  intermediately  located  clips 
engaging  the  inner  portions  of  the  cells,  and  a 
lamp  adapted  to  occupy  space  at  the  rear  of  the 
leaf  between  the  cells,  and  means  for  connecting 
the  two  contacts  of  the  lamp  with  the  cells,  re- 
spectively. 

2.014.267 

PROTECTED   RECORD  FILE 

John  Q.  Sherman.  Dayton.  Ohio 

Application  February  25.  1929.  Serial  No.  342.548 

14  Claims.      CI.  129— 16  > 


14,  A  protected  flle  for  accounts  and  the  like 
for  holding  a  plurahty  of  loose  leaves  and  adapted 
to  be  interlocked  in  a  cabinet  having  a  file  en- 
gaging locking  mechanism  for  preventing  the 
unauthorized  removal  of  the  flies  from  the  cabi- 
net, said  flle  being  characterized  by  front  and 
back  covers  having  one  margin  of  each  inter- 
connected and  means  associated  with  the  mar- 
gins opposite  said  interconnected  margins  for 
releasably  holding  said  opposite  margins  to- 
gether, said  means  comprising  an  enlarged  aper- 
ture in  each  cover  extending  through  and  in- 
wardly from  Its  corresponding  marginal  edge 
adapted  to  be  engaged  by  said  locking  mecha- 
nism to  prevent  removal  of  the  flle  from  the 
cabinet. 

2.014,268 
COASTER 

Vernon  Tenney.  Honolulu.  Territory  of  Hawaii 

Application  March  2,  1933.  Serial  No.  659.355 

6  Claims.     (CI.  65 — 53) 

5.  A  coaster  mat  of  size  and  shape  conform. ng 
generally  to  that  of  the  base  of  a  drink  contain- 
er with  which  it  is  to  be  used  compris  ng,  in  com- 
bination, a  main  body  of  water  absorbent  mate- 
rial, and  a  top  surface  of  relatively  water  im- 
pervious material  adapted  to  be  retained  on  the 
bottom  surface  of  said  drink  container  by  means 
of  a  binding  layer  of  moisture  which  causes  ad- 
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hesion  through  natural  surface  tension,  the  area 
of  said  top  surface   be  ng   somewhat  less  than 


that  of  said  body,  so  as  to  leave  an  exposed  water 
absorbent  portion. 

2.014,269 

METHOD   OF   MAKING   TRICKLING    FILTER 

FLOOR  BLOCKS 

James  G.  Barbour.  Canton.  Ohio,  assignor  to  The 
Metropolitan  Paving  Brick  Company,  Canton, 
Ohio,  a  corporation  of  Ohio 
Application  October  5,  1933.  Serial  No.  692.313 
6  Claims.     (CL  25—156.1 


2.014.271 

ILLUMINATED   SIGN 

John    Gordon   Best,   Toronto.   Ontario.    Canada, 

assignor  to  Varilux  Umited.  Toronto,  Ontario, 

Canada,  a  company  of  Ontario 

AppUcation  November  23,  1934.  Serial  No.  754.405 

In  Canada  March  20.  1934 

10  Claims.     (CI.  40— 130) 


1  The  method  of  making  a  true  and  accurate- 
ly aligned  vitrified  hollow  filter  floor  block,  which 
includes  the  steps  of  extruding  a  hollow  col- 
umn and  longitudinally  scoring  an  outer  sur- 
face of  the  column  along  laterally  spaced  lines, 
cutting  a  block  from  the  column,  drying  the  block, 
cutting  through  the  outer  wall  of  the  block  at 
the  scoring  and  removing  the  longitudinal  strip 
between  the  cuts,  and  then  burning  the  block. 

2.014.270 
HEALTH   SCALE 

Karl    E.    Barrett.    Sherbrooke.    Quebec.    Canada. 

assignor  to  E.  and  T.  Fairbanks  and  Company, 

St.  Johnsburv,  Vt.,  a  corporation  of  Vermont 

Application  August  3.  1931,  Serial  No.  554,783 

5  Claims.     (CI.  265 — 68) 


t" 


1.  In  a  weighing  scale,  the  combination  with  a 
casing,  of  a  platform  mounted  on  a  movable  plat- 
form frame,  adjusting  bolts  carried  by  the  said 
platform  frame,  spaced  spiral  springs  mounted  on 
the  said  adjusting  bolts,  a  main  frame  unit  de- 
pending from  the  top  of  the  said  casing,  within 
which  the  platform  frame  is  disposed  and  adapt- 
ed to  carry  the  entire  weighing  mechanism,  and 
a  yoke  provided  with  a  central  opening  having  Its 
upper  edge  beveled,  forming  thereby  a  knife  edge 
bearing,  and  having  an  opening  at  each  end  in 
which  the  upper  end  of  one  of  the  said  spiral 
springs  is  inserted  and  a  pivotally  mounted  ten- 
sion arm  having  an  arcuate  end  portion  adapted 
to  engage  and  co-operate  with  the  said  knife  edge 
bearing. 


4.  In  combination  In  an  illuminated  sign,  a  sign 
proper  having  indicia  colored  in  a  non-neutral 
color  deficient  in  the  distinguishing  hue  of  the 
background  and  the  background  colored  in  a  non- 
neutral  color  deficient  in  the  color  of  the  indicia, 
and  means  for  illuminating  said  sign  with  light 
colored  with  a  succession  of  colors  to  cause  said 
Indicia  to  appear  animated,  each  of  said  light 
colors  being  deficient  in  the  distinguishing  hue  of 
one  of  the  sign  colors,  said  means  including  a 
movable  device  for  intermittently  excluding  light 
of  each  of  said  sign  colors  and  said  device  being 
operable  at  a  speed  within  the  speed  range  defined 
on  the  one  hand  by  the  minimum  speed  at  which 
a  continuously  retained  retinal  impression  of  the 
colors  of  said  indicia  and  background  begins  and 
on  the  other  hand  by  the  speed  at  which  persist- 
ency of  vision  produces  a  motionless  appearance 
of  the  sign. 

2.014.272 

SWITCHING  ME.%NS 

Ernst  Blomquist.  Lombard.  111. 

Application  April  20,  1931.  Serial  No.  531.342 

11  Claims.     (CI.  175—298) 


1.  In  an  electric  system,  a  switching  cabinet, 
a  plurality  of  switches  mounted  in  said  cabinet, 
said  cabinet  having  openings  adjacent  each  of 
said  switches,  said  switches  having  projections 
extending  through  said  openings  for  operating 
said  switches,  tubes  surrounding  the  respective 
openings  and  sealed  to  the  cabinet  and  providing 
enclosures  for  the  projections,  closures  for  said 
tubes,  hinge  means  for  each  of  said  closures  in- 
cluding a  common  hinge  shaft,  spaced  locking 
means  on  said  shaft  for  each  of  said  closures,  and 
common  operating  means  for  said  locking  means. 
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2.014,273 
WEIGHING   SCALE   BEAM 

Alfred  Bousfleld,  St.  Johnsbury.  Vt.,  assignor  to 
E.  and  T.  Fairbanks  and  Company,  St.  Johns - 
bury,  Vt.,  a  corporation  of  Vermont 
Application  March  19.  1931.  Serial  No.  523.804 
1  Claim.     (CI.  265 — 5S) 


lU 
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Weighing  mechanism  comprising  a  weighing 
beam,  sensitive  load  transmitting  means  com- 
prising an  auxiliary  balance  indicator  mounted 
on  an  indicator  block  carried  by  a  transversely 
disposed  indicator  shaft,  provided  with  a  forked 
member  at  its  butt  end  and  fixedly  mounted  on  an 
indicator  shaft  located  between  its  tip  and  butt 
end.  and  disposed  in  spaced  bearings,  an  upper 
shaft  pivotally  mounted  in  spaced  bearings  in 
the  arms  of  the  said  forked  member,  and  a  de- 
pending rod  attached  at  its  upper  end  to  the  said 
upper  shaft  and  at  its  lower  end  to  a  lower  shaft 
pivotally  mounted  in  spaced  bearings  in  a  brack- 
et transversely  disposed  in  the  free  end  of  the 
beam  all  the  said  bearings  being  adjustable  with 
relation  to  the  ends  of  the  said  co-operating 
shafts,  and  each  of  the  said  shafts  being  provid- 
ed with  means  for  fixedly  securing  the  indicator 
and  depending  rod  thereto,  comprising  a  central 
enlarged  bearing  portion  slightly  less  in  width 
than  the  Indicator  block  or  depending  rod,  an 
integral  annular  boss  adjacent  to  one  end  of  the 
central  bearing  portion  and  a  threaded  portion 
adjacent  to  the  other  end  of  the  central  bearing 
portion  provided  with  a  lock  nut,  and  means  for 
securing  the  lock  nut  to  the  respective  shaft. 

2.014.274 
AUTOMATIC  DIAL   SCALE 

Alfred  Bousfleld.  St.  Johnsbury,  Vt..  assigrnor  to 
E.  and  T.  Fairbanks  and  Company,  St.  Johns- 
bury. Vt.,  a  corporation  of  Vermont 
Application  May  14.  1932,  Serial  No.  611,284 
15  Claims.     (CI.  265 — 62) 


1.  In  a  weighing  scale,  automatic  weight  indi- 
cating mechanism  including  oppositely  disposed 
rockable  sectors,  load  counterbalancing  means 
comprising   oppositely   disposed    pendulum   sec- 


tors, flexible  tapes  connecting  the  said  rockable 
and  pendulum  sectors  and  constraining  the  ssUd 
sectors  to  move  in  unison,  and  an  intermediate 
rack  driving  member  disposed  between  the  said 
flexible  tapes  and  secured  thereto. 

2.014.275 

MEANS  FOR  INCREASING  THE  CAPACITY 

OF  SCALES 

Alfred  Bousfleld.  St.  Johnsbury.  Vt. 

Application  July  24.  1933.  Serial  No.  681,868 

10  Claims.     (CI.  265 — 48) 


1.  In  a  weighing  scale,  a  weigh  beam,  means  co- 
operatmg  with  the  said  beam  for  adding  to  the 
capacity  of  the  scale  Including  a  series  of  co- 
operating unit  weights,  each  unit  weight  being 
provided  with  an  interior  chamber  and  a  reduced 
upper  portion  with  an  opening  leading  therefrom, 
and  downwardly  extending  Interconnecting 
means  including  a  tubular  member  having  at  its 
upper  end  an  annular  flange  secured  to  the  base 
of  the  unit  weight  below  the  said  interior  chamber 
and  having  mounted  at  its  lower  end  a  radial 
supporting  member  slidably  mounted  within  the 
interior  chamber  of  the  succeeding  unit  weight 
and  adapted  in  its  operative  position  to  engage 
the  rim  of  the  said  upper  portion  of  the  succeed- 
ing unit  weight  above  its  interior  chamber  and 
thereby  telescopically  connect  and  suspend  each 
successive  weight  from  the  preceding  unit  weight. 

2.014.276 

COL^TERPOISE    MECHANISM    FOR    TRA(  K 

SCALE   BEAMS 

Alfred  Bousfleld.  St.  Johnsbury,  Vt.,  assignor  to 
E.  and  T.  Fairbanks  and  Company,  St.  Johns- 
bury. Vt..  a  corporation  of  Vermont 

Oriifinal  application  March  19,  1931.  Serial  No. 
523.804.  Divided  and  this  application  August 
25.  1934.  Serial  No.  741,430 

4  Claims.       CI.  265 — 60) 


1.  In  a  weighing  scale,  a  weighing  beam,  means 
to  increase  to  high  capacity  the  weighing  range 
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of  the  said  beam  comprising  a  counterpoise 
adapted  to  be  raised  to  a  position  to  co-operate 
with  the  tip  of  the  said  beam  by  operating  means 
manually  controlled  from  the  front  of  the  scale 
shelf  including  a  slidably  mounted  lifting  rod 
supporting  the  said  counterpoise  and  provided 
with  a  toothed  rack,  a  crank  attached  to  a  shaft 
having  a  gear  meshing  with  the  said  rack,  and 
attaching  means  carried  by  the  said  counterpoise 
for  attaching  the  counterpoise  to  the  tip  of  the 
said  beam  comprising  upwardly  extending  spaced 
clevis  arms  provided  with  a  slidable  clevis  pin, 
and  means  for  connecting  the  tip  of  the  beam  to 
the  said  counterpoise  comprising  a  depending 
beam  tip  loop  pivotally  mounted  in  the  tip  of 
the  said  beam  and  operatively  connected  to  the 
clevis  pin  of  the  counterpoise  in  its  operati/e 
position  on  the  beam. 


2014.277 
BEAM  LOCKING  MECHANISM 

Alfred  Bousfleld.  St.  Johnsbury.  Vt..  assignor  to 
E.  and  T.  Fairbanks  and  Company.  St.  Johns- 
bury. Vt..  a  corporation  of  Vermont 

Oririnal  application  March  19.  1931.  Serial  No. 
523.804.  Divided  and  this  application  August 
25,  1934,  Serial  No.  741,431 

5  Claims.     (CI.  265 — 49) 


'^^ 


1.  In  a  weighing  scale,  a  weighing  beam,  spaced 
upper  and  lower  beam  stops  disposed  in  the  path 
of  the  beam  when  moved  under  the  influence  of 
the  load,  a  movable  beam  locking  rod,  a  toggle 
joint  having  its  upper  arm  pivotally  connected 
to  the  beam  locking  rod  and  its  lower  arm  pivot- 
ally connected  to  a  bracket,  means  for  raising  and 
lowering  the  beam  locking  rod.  including  pivot- 
ally connected  actuating  members  connected  to 
the  said  beam  operating  rod  and  adapted  to  co- 
act  in  raising  and  lowering  the  said  rod.  the  said 
beam  locking  rod  being  adapted  in  its  raised  or 
operative  position  to  engage  the  said  beam  and 
press  the  beam  against  the  upper  beam  stop, 
thereby  locking  the  beam  in  its  Inoperative  posi- 
tion. 


2,014,278 
RAIL  BONDING 
Charles  A.  Cadwell.  Cleveland.  Ohio,  assignor  to 
The  Electric  Railway  Improvement  Company, 
Cleveland,  Ohio,  a  corporation  of  Ohio 
Application  December  5.  1929.  Serial  No.  411,712 
3  Claims.     (CI.  173— 278) 
1.  A  rail  bond  with  a  terminal  formed  of  con- 
ductor strands  having  a  sheath,  said  strands  and 
sheath  being  cut  to  form  a  welding  surface  slop- 
ing relative  to  the  upstanding  surface  of  a  rail 
to  which  said  bond  is  to  be  secured  and  having  a 


weld-metal   receiving-trough  below  the  welding 
surface,  thereby  providing  means  to  increase  the 


1%  y~ 


•TtS 


temperature  of  such  bond  and  surface  and  thus 
form  a  firm  weld. 


2.014,279 

CURD  RAKE 

Edward  C.  Damrow.  Fond  du  Lac,  Wis.,  assignor 

to  Damrow  Brothers  Company,  Fond  du  Lac, 

Wis.,  a  corporation  of  Wisconsin 

Application  March  18.  1935.  Serial  No.  11,649 

3  CUims.     (CI.  31 — 46) 


1.  A  curd  rake  of  the  type  described,  compris- 
ing a  main  body  of  an  imperforate  sheet  form 
and  a  forwardly  curved  shape,  a  plurality  of  in- 
tegrally formed  tines  extending  upwardly  from 
said  main  body  in  transverse  spaced  relation,  an 
operating  handle  fixed  on  the  rear  face  of  the 
main  b(xly,  and  means  on  the  lower  edge  of  the 
main  body  for  preventing  abrasive  contact  of  its 
lower  edge  with  the  protecting  coating  of  the  bot- 
tom wall  of  the  vat  in  which  the  rake  is  used. 


2.014.280 
VEHICLE  DOOR  DOVETAIL  OR  SLTPORTING 

DEVICE 

.\rthur  B.  EUery,  Akron.  Ohio 

Application  September  26.  1932.  Serial  No.  634.841 

3  Claims.     (CI.  16 — 85) 


1.  A  vehicle  door  dovetail  or  supporting  device 
comprising  a  female  member  including  a  pair  of 
wooden  blocks  spaced  apart  and  having  inwardly 
converging  faces  to  receive  a  male  member  in 
wedging  relationship  therebetween,  means  for 
yieldingly  supporting  said  blocks  from  the  sides 
thereof  opposite  said  converging  faces,  and  an 
absorbent  pad  associated  with  said  blocks. 


2.014.281 
BRUSH 
Clinton   E.   Frost.   Cleveland   Heights,  Ohio,  as- 
signor to  The  Osborn  Manufacturing  Company, 
Cleveland,  Ohio,  a  corporation  of  Ohio 
Application  October  14.  1930.  Serial  No.  488,581 
11  Claims.     (CI.  15 — 181) 
1.  A  circular  brush  comprising  a  disc-shaped 
central  member,  a  plurality  of  radially  extending 
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circumferentially  arranged  looped  tufts  of  fila- 
ments arranged  thereabout,  a  central  ring  pass- 
ing through  the  bottoms  of  said  loops,  pronged 
lugs  on  said  central  member,  the  prongs  of  which 
penetrate  the  mass  of  filaments  exteriorly  of  said 
rmg.  alternating  prongs  passing  into  said  mass 
from  opposite  sides,  and  two  clampmg  rings 
clamped  to  said  central  member  and  gripping  said 
filaments  and  prongs  therebetween. 


9.  The  method  of  forming  a  circular  brush 
which  comprises  forming  a  generally  sheave- 
shaped  sheet  metal  supporting  member,  the 
member  being  provided  with  outwardly  divergmg 
lugs  lying  within  and  at  each  side  of  the  periph- 
eral groove  thereof  and  having  a  centrally  dis- 
posed flat  disc-like  hub,  the  lugs  carrying  prongs 
projecting  towards  the  plane  defined  by  the  cen- 
ter of  the  groove,  positioning  the  looped  portion 
of  a  plurality  of  tufts  of  filaments  within  the  pe- 
ripheral groove  between  the  lugs,  winding  a  ring 
around  the  sheave-shaped  member  within  the 
loops  of  said  filaments  and  then  subjecting  the 
assembled  device  to  lateral  pressure  to  compress 
the  diverging  flanges  of  the  supporting  member 
tightly  upon  the  mass  of  filaments  and  to  simul- 
taneously cause  the  prongs  to  pass  into  said  mass 
of  filaments  and  overlying  said  ring. 


2,014,282 

MERCURY  TUBE  SCALE  INDICATOR 

CONTROL 

Alfred  Colquitt  Howard,  East  Moline.  HI.,  assignor 
to    E.    and    T.    Fairbanks    and    Company,    St. 
Johnsbury,  Vt.,  a  corjKJration  of  Vermont 
AppUcatiun  March  25,  1932,  Serial  No.  601,148 
6  Claims.     <C1.  265—58) 


1.  In  a  device  of  the  character  described,  the 
combination  in  a  unitary  structure  of  vertically 
disposed  dual  co-operating  tubular  rings  of  dif- 


ferent circumferential  amplitudes,  one  of  which 
carries  an  indicator,  concentrically  mounted 
around  a  common  pivotal  point  of  support,  and 
a  column  of  mercury  partially  filling  each  tubu- 
lar ring  adapted  to  control  or  dampen  the  long 
and  short  oscillations  of  the  said  indicator. 


2.014.283 

HAIR  CURLER 

Anton  Jackson,  Brooklyn,  N.  Y. 

ApplicaUon  July  5,  1935,  Serial  No.  29.947 

15  Claims.     (CI.  132— 33) 


1.  A  hair  curling  device  of  the  class  described, 
comprising  an  elongated  tubular  body,  one  end 
portion  of  which  is  provided  with  an  inwardly 
pressed  cam  and  the  other  end  portion  of  which 
is  provided  on  opposed  walls  with  elongated  aper- 
tures dividing  said  end  into  opposed  arc-shaped 
members,  a  sprmg  arm  arranged  longitudinally 
of  said  tubular  body  and  adapted  to  be  moved 
into  engagement  with  the  opposed  arc-shaped 
members  thereof,  and  means  movably  supported 
on  the  first  named  end  portion  of  said  body  and 
coupled  with  said  spring  arm  for  moving  the 
same  relatively  to  said  cam  to  control  the  move- 
ment of  said  arm  in  the  direction  of  both  of  said 
members. 


2,014,284 
FASTENING  MEANS  FOR  VEHICLE  ROOFS 

Richard  Oliver  Mobbs,  London.  England 

Application  .August  9.   1932.  Serial  No.  628.066 

In  Great  Britain  August  13.  1931 

2  Claims.     iCl.  292—55) 


1.  Latching  means  for  the  movable  part  of  a 
sunshine  roof,  said  latching  meens  comprising  a 
spindle  carried  by  said  movable  part  and  extend- 
ing from  one  side  edge  thereof  to  the  opposite 
side  edge,  a  pair  of  jaws  carried  by  said  movable 
part  of  the  roof  at  each  side  edge  thereof,  each 
pair  of  jaws  being  adapted  to  grip  a  rail  carried 
by  the  fixed  part  of  the  roof,  a  connection  be- 
tween each  pair  of  jaws  and  the  spindle  by  which 
turning  movement  of  the  spindle  in  one  direction 
opens  the  jaws  and  turning  movement  in  the 
other  direction  closes  the  jaws  and  a  spring  act- 
ing on  said  spindle  tending  to  turn  it  in  one  direc- 
tion. 


2.014,285 
ENLARGING   CAMERA 

James  I.  Morrall,   Rochester,  N.   Y..   assignor  to 

Quartermatic  Photos,  Inc.,  Rochester,  N.  Y.,  a 

corporation  of  New  York 

Application  June  2,  1933,  Serial  No.  674.052 
3  Claims.     'CI.  88 — 24) 

1.  In  an  enlarging  camera,  the  combination 
with  an  illuminating  compartment  having  a  lens 
system  and  an  exposure  opening  in  the  top  there- 
of provided  with  surrounding  centering  pins,  of 
an  object  holder  comprising  an  apertured  plate 
freely  detachable  from  and  replaceable  over  the 
pins  and  having  a  spring  tongue  attached  to  one 
side  thereof  only  for  clamping  the  object  picture 
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against  the  aperture,  the  free  end  of  said  tongue 
being  provided  with  a  finger  hold  for  both  spring- 


ing the  same  to  release  the  picture  and  for  re- 
moving the  plate  from  the  exposure  aperture. 


2,014.286 
CIRCUIT  CLOSING  DEVICE 

Harold  Nelson,  Fairhope,  Ala. 

Application  April  18,  1932.  Serial  No.  606,049 

1  Claim.     (CI.  200—52) 


A  circuit  maker  and  breaker  comprising  a  cas- 
ing, a  stationary  electrical  contact  mounted  in 
said  casing,  an  elongated  strip  spring  having  one 
end  secured  to  the  inside  of  the  casing  and  having 
an  electrical  contact  on  its  free  end  cooperative 
with  said  stationary  contact,  the  secured  end  of 
the  said  strip  spring  being  backwardly  bent  and 
attached  to  the  said  casing,  a  set  screw  for  ad- 
justing the  bent  end  portion  of  the  spring,  said 
strip  spring  being  provided  with  U-shaped  offset 
portions  adjacent  the  free  end  thereof,  a  counter- 
balance of  electricity  conductive  material  mount- 
ed between  the  U-shaped  offset,  an  electro-mag- 
net mounted  within  the  casing  below  the  said 
counterbalance  and  in  magnetic  relation  there- 
with, a  thermostatic  element  anchored  at  oppo- 
site ends,  the  end  of  said  casing  and  underlying 
the  free  edge  portion  of  said  armature,  said  ther- 
mostatic element  being  adapted  to  actuate  said 
armature  to  disengage  the  associated  electrical 
contacts  when  they  are  in  electrical  contacting 
position,  said  thermostatic  element  being  located 
between  the  «:aid  counterbalance  and  the  contact 
on  the  free  end  of  the  strip  spring. 


2,014.287 
SOOT  COLLECTOR 
Jacob  Newman,  New  York.  N.  Y. 
Application  December  28,  1934,  Serial  No.  759,578 
2  Claims.     (CI.  183—85) 
1.  A  device  of  the  character  described,  includ- 
ing a  casing,  an  outlet  flue  projecting  through  the 
top  of  the  casing  and   extending   through   and 
above  the  top,  an  Inlet  flue  communicating  with 
the  casing  at  one  side  of  the  center  thereof  and 
in  alignment  with  the  lower  portion  of  the  outlet 
flue,  a  hopper  below  the  outlet  flue,  an  outlet 
chute  on  the  hopper,  a  damper  in  said  chute,  a 


receptacle  below  the  chute,  a  cover  for  the  recep- 
tacle, said  cover  having  a  central  collar  receiring 
the  chute,  and  means  on  the  collar  for  securing 


the  same  to  the  chute  the  lower  portion  of  said 
casing  constituting  a  chamber  in  which  the  recep- 
tacle is  enclosed. 


2,014.288 

ELECTRICAL      COUPLING.      SWIVEL      RING, 

AND  SLEEVE  CONSTRUCTION 

Raymond  J.  Noschang,  Cincinnati,  Ohio 

Application  August  30,  1934.  Serial  No.  742,171 

2  Claims.     (CL  173— 328) 


•'  V 


1.  A  coupling  for  the  conductor  wires  of  a  fire 
hose  signalling  system,  the  same  comprising 
blocks  of  insulation  in  end  to  end  relation  con- 
taining contacts  adapted  for  engagement  when 
the  coupling  is  assembled,  one  of  said  contacts 
being  annular,  a  sleeve  surrounding  each  of  the 
blocks,  sheathing  about  the  conductor  wires,  said 
sheathing  having  enlarged  ends  abutting  with 
said  blocks  and  sleeves,  and  clamping  collars 
having  portions  undercut  and  surrounding  the 
said  enlarged  ends  to  draw  the  enlarged  ends 
toward  each  other,  said  clamping  collars  being 
screw-threaded  to  the  sleeves,  and  a  coupling  be- 
tween said  clamping  collars  screw-threaded  to 
one  of  the  sleeves  and  having  swivel  engagement 
with  the  other  sleeve. 


2  014.289 
DENTAL  IMPLEMENT 
Ernest  A.  Pare,  Perkiomenville.  Pa. 
Application  September  11.  1934,  Serial  No.  743,571 
8  Claims.     (CI.  33—174) 
1.  An  implement  for  checking  the  location  of 
teeth  on  dental  plates  comprising  a  finder  adapt- 
ed to  be  inserted  in  the  gum-engaging  recess  on 
the  under  side  of  a  dental  plate,  the  finder  com- 
prising an  upright  finger  terminating  in  a  ball 
point  designed  to  cx)ntact  substantially  the  deep- 
est portions  of  the  recess,  an  elongated  gauge, 
having  a  flat  tooth-contacting  foot  of  approxi- 
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mately  the  width  of  a  molar,  a  support  for  the 
gauge,  the  gauge  being  disposed  perpendicular  to 
the  support  and  in  alignment  with  the  ball  point. 


-  JZ 


means  connecting  the  gauge  and  the  finder  to 
permit  relative  movement  of  the  gauge  and  finder 
toward  and  from  each  other. 


2,014,290 
GLOBE  AND   SUPPORT 

Edward  J.  Pohlman.  Chicago,  111.,  assifirnor  to 
Rand,  McNally  &  Company,  Chicago.  111.,  a  cor- 
poration of  Illinois 

Application  March  25,  1935.  Serial  No.  12.943 
5  Claims.      iCl.  35 — 16) 


1.  A  support  for  a  globe,  said  support  being  of 
considerable  height  and  including  a  heavy  base 
wheel  member,  rotatably  mounted  with  respect 
to  the  globe,  said  member  forming  a  stationary 
base  for  said  support  when  said  support  is  in  an 
upright  position  and  forming  a  rolling  wheel 
for  said  support  when  said  support  is  inclined 
al  a  considerable  angle. 


2,014,291 

MTNER.AL   SEPARATOR 

Joseph  W.  Reed,  Fairmont.  W.  Va. 

Application  April  28,  1934,  Serial  No.  722.950 

18  Claims.  CI.  209 — 475) 
1.  A  device  for  separating  the  heavier  from  the 
lighter  portions  of  pulverized  material,  compris- 
ing a  separator  chamber  having  a  pervious  bottom 
and  means  for  forcing  air  currents  through  the 
bottom  of  said  chamber,  in  combination  with 
means  for  feeding  pulverized  material  to  said 
chamber  at  a  fixed  volume  rate,  means  for  dis- 
charging the  heavier  portions  of  the  material  from 
said  chamber  means  acting  on  said  discharging 
means  to  maintain  a  substantially  constant 
weight  of  material  in  said  chamber,  and  means 
governed  by  the  specific  gravity  of  the  material 
being  fed  and  controlling  said  discharging  means 


to  cause  the  discharge  of  the  heavier  portions  of 
the  material  from  the  separator  chamber  accord- 


ing to  variations  in  the  specific   gravity  of  the 
material  8is  it  is  fed  to  the  separator  chamber. 


«.014.292 

BL'TTON 

Lues  Reiter, 

Providence.  R.  L 

Appli 

cation  January 

19.  1935, 

Serial  No. 

2.475 

2  Claims. 

(CI.  24—90) 

*                                                        -  .^^^^m 

w  "^^ 
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2.  In  a  button  of  the  character  described,  in- 
cluding a  flexible  covering  sheet,  a  rigid  member 
about  which  said  sheet  is  arranged  and  about 
which  the  peripheral  portion  of  the  sheet  is  in- 
wardly bent,  and  apertured  means  for  maintain- 
ing the  inwardly  bent  sheet  in  position,  said 
means  forming  the  back  of  the  button  and  t)eing 
frictlonally  held  in  position  against  the  .nwardly 
bent  part  of  the  sheet,  a  one-piece  flexible  loop 
member  folded  in  half  and  having  an  elongated 
narrow  portion  intermediate  the  ends  thereof, 
said  narrow  portion  having  an  integral  bend 
therein  passed  through  the  aperture  of  said 
means,  and  integral  enlarged  shouldered  pyor- 
tions  at  the  extremities  of  the  elongated  portion 
arranged  on  one  side  of  the  aperture  of  the  aper- 
tured means  and  of  greater  width  than  that  of 
said  aperture  and  thereby  preventing  the  loop 
member  from  being  pulled  completely  through 
the  aperture. 


2.014.293 

FLEXIBLE   BATH   BRUSH 

Walter  A.  Riley.  New  York.  N.  Y. 

Application  December  26.  1934,  Serial  No.  759,267 

4  CUlms.     (CL  128 — 62) 


1  \  flexible  bath  bru^h.  comprising  a  tubular 
flexible  rubber  resilient  body  having  enlarged 
ends,  a  flexible  tube  extending  through  said  body, 
a  flexible  metallic  member  extending  through  said 
tube  and  projecting  beyond  the  ends  thereof,  and 
a  handle  at  each  end  of  said  flexible  metallic 
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member  slldlngly  connected  thereto,  said  handles 
fitting  over  those  parts  of  said  tube  which  project 
beyond  said  body. 


2.014.294 

PROCESS  FOR   THE   PRODUCTION  OF 

ACETONE 

Koloman  Roka  and  Karl  Wiesler, 
Constance.  Germany 
No  Drawing.    Application  May  11.  1933,  Serial  No. 
670,619.    In  Germany  November  14,  1926 
17  Claims.       CI.  260—134) 
11.  A  process  for  the  production  of  acetone  by 
reacting  acetylene  and  steam,  in  the  presence  of 
a  catalytic  mixture,  comprising  the  steps  of.  pre- 
paring   the  catalytic   mixture   from   two   metal 
oxides;  and  bringing  a  mixture  of  one  part  of 
acetylene  with  five  to  fifteen  parts  of  steam  into 
contact  with  said  catalytic  mixture,  at  tempera- 
tures within  the  range  of  300°  C.  to  600^  C:  the 
said  catalytic  mixture  having  the  partisU  pres- 
sure of  oxygen  within  the  range  of  lO-^s  to  10-" 
atmospheres. 

2.014,295 
ART  OF  TREATING  METAL  WORK 

Herman  Rosenberg,  New  York    N.  Y. 

Application  September  24, 1929.  Serial  No.  394,832 

13  Claims.     (CL  148—15) 


3.  In  the  art  of  hardening  metal  work,  raismg 
the  temperature  of  articles  of  work  arranged  en 
masse  until  each  individual  article  has  reached 
the  requisite  high  temperature,  and  quenching 
each  individual  article  of  work  separately  from 
the  mass. 

8.  The  art  of  case-hardening  metal  work  com- 
prising raising  the  work  to  the  requisite  high 
temperature  In  a  molten  salt  bath,  elevating  the 
work  above  the  bath  and  allowing  adhering  mate- 
rial of  the  bath  to  drain  back  from  the  work  while 
retaining  the  work  in  position  with  respect  to 
the  source  of  heat  for  substantially  maintaining 
the  attained  high  temperature  thereof,  and 
quenching  the  work  substantially  at  such  tem- 
perature. 

2.014.296 

APPARATUS  FOR  AND  ART  OF  TREATMENT 

OF   MET.AL  WORK 

Heyman  Rosenberg.  New  York.  N.  Y. 

Application  March  26.  1931.  Serial  No.  525,573 

10  Claims.     (CI.  266 — 4) 

1.  In  work  holders  for  en  masse  treatment  of 
articles  of  metal  work,  the  combination,  with  a 
container,  of  means  therein  for  sustaining  a  mass 
of  work  articles  apportioned  for  substantially  uni- 
form action  on  the  articles  by  work  treating  means 
entering  the  container,  the  container  being  flared 
toward  its  charging  and  discharging  end.  and  the 
work  sustaining    means  being  conversely  flared. 

5.  In  the  art  of  en  masse  treatment  of  relatively 
small  articles  of  metal  work,  arranging  the  mass 
of  articles  of  work  in  a  continuous,  uninterrupted 


ring  having  an  Inner  open  area  and  a  relatively 
thin  wall,  and  treating  the  work  with  work-treat- 


<n* 


ing  means  approaching  from  both  the  inner  and 
outer  peripheries  of  the  ring. 


2.014.297 
PAPER  DISH  AND  METHOD  AND  APP.ARATUS 

OF  FORMING 

Robert  E.  Rutledge,  Kalamazoo.  Mich.,  assignor 

to    Sutherland    Paper    Company,    Kalamazoo, 

Mich. 

Application  January  20,  1934,  Serial  No.  707,481 

9  Claims.     (CI.  229—2.5) 


1.  A  pressed  paper  dish  comprising  a  bottom 
and  an  outwardly  flaring  side  wall  terminating  in 
a  down-turned  curved  rim,  the  bottom  merging 
into  the  side  wall  with  a  reverse  curve  providing 
an  upstanding  annular  bead  in  the  bottom  ad- 
jacent the  side  wall,  the  bottom  also  having  a 
flat  central  portion  and  raised  ribs  tapering  in- 
wardly from  the  said  bead  and  merging  into  the 
flat  central  portion,  the  side  wall  and  rim  hav- 
ing inwardly  tapered  flute-like  radial  corruga- 
tions extending  to  the  edge  of  the  rim  and  fading 
out  at  a  point  above  but  adjacent  to  the  curve 
joining  the  side  wall  and  bottom. 


2,014.298 

DUST    ARRESTER 

Claude  B.  Schneible.  Evanston.  111. 

Application  September  1.  1932,  Serial  No.  631.429 

6  Claims.     (CI.  183 — 58) 


3.  In  dust  arresting  apparatus,  a  tubular  cloth 
member  open  at  its  lower  end.  the  upper  portion 
of  said  member  being  tapered  inwardly  and  be- 
ing folded  within  said  lower  portion  to  provide 
an    inner    filtering    wall,    and    movable    closure 
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means  controlling  the  removal  of  dust  from  the 
lower  end  of  said  inner  wall. 

5.  In  combination,  a  casing,  a  cloth  tube  sup- 
ported therein,  a  vertically  supported  shaft,  con- 
necting means  between  said  shaft  and  said  tube. 
a  lever  secured  to  said  shaft,  and  means  engag- 
ing said  lever  for  rotating  the  tube  first  in  one 
direction  and  then  in  the  other. 


2  014,29n 
GARMENT   HANGFR 

Isaac  J.  Shafarman,  Fort  W  orth,  Tex. 

Application  April  12.  1935,  Serial  No.  16,101 

5  Claims.     .CI.  223 — 92) 


1.  Means  for  hanging  garments  of  the  char- 
acter described,  comprising  a  hanger  element  for 
supporting  the  shoulder  portions  of  the  garment, 
an  element  for  the  attachment  of  the  belt  or  waist 
portion  of  the  garment  thereto,  and  a  lengthwise 
adjustable  element  supportably  connecting  the 
second  mentioned  element  from  the  first  men- 
tioned element. 


2.014,300 
GARMENT   PRESSING   MACHINE 
William  Strobridge,  Syracuse.  N.  Y..  assignor,  by 
mesne  assignments,  to  Reconstruction  Finance 
Corporation,  a  corporation  of  the  United  States 
Application  December  2.   1932.  Serial  No.  645.482 
9  Claims.     iCl.  68 — 9 


t*  » 


to  the  other;  means  for  moving  one  of  said 
members  into  pressing  relation  with  the  other, 
said  means  including  an  actuating  lever,  toggle 
means  connected  to  said  movable  member,  and 
a  link  interconnecting  a  member  of  the  toggle 
means  and  the  lever;  a  lock  for  said  means  com- 
prising a  pendulous  bar  attached  to  a  fixed  por- 
tion of  the  machine,  a  bearing  surface  on  said 
Imk,  said  bearing  surface  and  bar  standing  in 
converging  relation  in  the  direction  of  movement 
of  the  lever  toward  press  closing  position;  a  lock- 
ing member  interposed  between  said  bar  and  the 
bearing  surface;  a  pivoted  support  for  said  lock- 
ing member;  means  for  rocking  the  support  to 
carry  said  locking  member  inwardly  between  the 
bearing  surface  and  the  opposing  face  of  the 
pendulous  bar  in  the  direction  of  their  conver- 
gence; and  means  for  holding  the  bar  against 
swinging  movement  away  from  the  locking  mem- 
ber and  maintaining  it  in  close  contact  with  the 
locking  member. 


2.014.301 
ELECTRIC   LAMP  C  ORD  TAKE-UP 

Eugene  J.  Todd.  Lansdowne.  Pa. 

Application  December  26.  1933.  Serial  No.  704.025 

1  Claim.     (CL  242—107) 


A  device  of  the  kind  described  comprising  a 
stud  journal  engaged  with  the  inner  portion  of 
the  base  of  an  electric  lamp  having  a  chamber 
opening  through  the  bottom  of  said  base,  a  hub 
removably  and  adjustably  secured  on  said  stud 
journal,  a  reel  within  the  chamber  for  accom- 
modating an  electric  current  cord  for  the  lamp 
for  the  winding  of  the  cord  on  and  from  said  reel 
and  including  spaced  disks  located  at  opposite 
sides  of  the  hub  and  joined  with  each  other  in- 
wardly of  the  outer  peripheries  of  the  same  to 
have  the  cord  outwardly  of  the  points  of  Juncture 
of  the  disks,  a  winding  spring  about  the  hub  and 
between  the  disks  inwardly  of  the  points  of  junc- 
ture thereof  and  having  one  end  fixed  to  the  hub 
and  the  other  end  f^xed  to  said  reel,  and  a  ratchet 
device  carried  by  the  reel  and  coacting  with  the 
hub  for  latching  action  of  said  reel,  said  chamber 
having  a  wall  concentric  of  and  close  to  the  outer 
periphery  of  the  reel  to  prevent  the  riding  off  of 
the  cord  from  said  reel. 


1,  In  a  pressing  machine,  the  combination  of 
a  pair  of  pressing  members  one  movable  relative 


2.014.302 
LEER    WITH    ROLLER   BEDS 
Frederic     Barnes     Waldron.     Presoot.     England, 
assignor  to  Pilklngton  Brothers  Limited.  Liver- 
pool,  England,   a    limited-liabiiity   company   of 
England 
Application  December  8.  1933.  Serial  No.  701.469 
In  Great  Britain  December  9,  1932 
4  Claims.       CI.  263— 6  i 
1.  A  leer  with  roller  bed  of  low  heat  loss,  and 
comprising  separately  suspended  bearings  for  the 
rollers  located  inside  the  leer,  exterior  supports 
located  above  and  outside  the  leer,  tension  mem- 
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bers  or  rods  of  small  cross  section  connected  to 
said  exterior  supports  and  suspending  the  bear- 


ings  therefrom,  and  Interior  means  positioning 
the  suspended  bearings  in  spaced  relation. 

2.014.303 

ROTARY   INTAGLIO  PRINTING 

Adolph  Weiss.  Brooklyn,  N.  Y. 

Application  July  22,  1933,  Serial  No.  681,692 

87  Claims.     (CL  101—157) 


1.  In  a  rotary  intaglio  printing  press,  the  com- 
bination of  a  press  supporting  structure  compris- 
ing side  frames,  a  rotary  intagho  printing  cylin- 
der having  a  drive  shaft,  said  shaft  being  jour- 
naled  in  and  said  cylinder  supported  by  said  side 
frames,  ink  housing  means  comprising  portions 
of  said  frames  contiguous  said  journals  and 
additional  members  cooperating  therewith,  said 
cylinder  having  a  portion  of  its  periphery  within 
said  housing  means  for  the  application  of  ink 
to  said  cylinder,  and  said  housing  means  and 
said  cylinder  providing  an  enclosure  adapted  to 
prevent  substantial  evaporation  of  the  volatile 
Ingredients  from  said  Ink. 

2.014.304 
VENDING    MACHINE 

Ralph  R.  Westfall.  Los  .^n«:eles,  Calif.,  assignor 

to     .American     Coin     Machine    Company,     Los 

.Angeles,  Calif.,  a  corporation  of  California 

Application  September  24.  1934.  Serial  No.  745,315 

3  Claims.     (CI.  194 — 75) 

1.  A  vending  machine  comprising  a  housing,  a 

rock  shaft  in  the  housing  having  a  flat  surface 

which  will  aid  in  guiding  a  coin  along  a  definite 

path,  a  block  secured  to  said  shaft  and  provided 

with  a  flat  face  in  ahnement  with  the  flat  surface, 

the  flat  face  being  inclined  to  the  horizontal  and 

providing  a  support  upon  which  the  coin  will  lie. 

a  lug  secured  to  the  block  and  having  an  inclined 

face,  means  for  rockably  supporting  the  shaft  in 

the  housing  and  having  means  engageable  with 

the  coin  and  cooperating  with  the  Inclined  face 


of  the  lug  for  retaining  the  coin  against  said 
flat  face  diu*ing  a  predetermined  rocking  angle  of 
the  shaft,  means  for  supporting  in  a  horizontal 
plane,  a  package  to  be  dispensed,  said  coin  when 


retained  by  the  block  adapted  to  engage  an  end 
of  the  package  and  force  the  package  clear  of  the 
horizontal  package  supporting  means  when  the 
shaft  Is  rocked. 


2.014.305 
BOOK 
Harley  C.  .Alger.  Chicago.  111.,  assignor,  by  mesne 
assignments,  to  F.  E.  Compton  &■   Company,  a 
corporation  of  Illinois 
Original    application    June    24.    1932.    Serial    No. 
619.148.     Divided  and  this  application  Novem- 
ber 30.  1934,  Serial  No.  755.479 

2  Claims.     (CI.  281—29) 


js 


J2    J 


1.  In  a  book,  the  combination  of  a  plurality 
of  sheets  of  material  forming  the  contents 
thereof,  covers  of  relatively  stiff  material  con- 
nected together  by  a  backing  portion  disposed 
adjacent  the  rear  edge  of  said  contents,  a  single 
strip  of  material  in  superimposed  relation  with 
each  side  of  said  contents  and  having  a  fold  sub- 
stantially at  said  rear  edge,  each  of  said  strips 
from  the  fold  thereof  extending  to  and  over- 
lapping an  adjacent  cover,  means  for  securing 
said  strips  and  contents  together,  means  for 
securing  each  of  said  strips  to  the  adjacent  cover, 
and  an  end  sheet  between  each  of  said  covers  and 
said  contents,  each  of  said  end  sheets  having  a 
fold  fitting  within  the  fold  of  one  of  said  strips, 
a  part  of  each  of  said  end  sheets  to  one  side  of 
the  fold  thereof  being  secured  to  the  rear  part 
of  one  of  said  strips  and  to  one  of  the  covers  to 
form  an  inside  finishing  sheet  therefor,  the  other 
part  of  each  of  said  end  sheets  being  secured  to 
the  forward  part  of  one  of  said  strips  to  cover  said 
securing  means  to  provide  a  finished  construc- 
tion, said  last-named  parts  extending  beyond 
said  securing  means  to  provide  fly  leaves  for  said 
book  between  said  covers  and  contents. 
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2.014.306 

BOWLING  GAME  APPARATUS 

Gulian  Dashwood  Barker.  Sprinj^fleld.  Mass. 

Application  April  27.  1933.  Serial  No.  668.261 

15  Claims.     (CI.  273— 37) 


1.  In  game  apparatus,  a  support,  an  element 
spotted  thereon,  indicating  means,  photo-electric 
cell  means  energized  by  the  presence  of  the  game 
piece  to  operate  the  indicating  means,  a  light- 
penetrable  plate  disposed  over  said  cell  in  the 
support  on  which  the  element  is  spotted,  said 
photo-electric  cell  means  being  inactive  when  the 
game  piece  is  displaced,  whereby  it  functions  as 
a  means  for  detecting  any  inaccuracy  in  the  spot- 
ting of  said  element. 


2.014.307 
COMBINED  PAPER  CONVERTING   AND 
INSERTING   MACHINE 
Andreas   A.   Bourdes   and   William   Yiakoumelos. 
Chicago.   III.,   assignors  to  Narrownap  Folding 
Machine   Company,   Chicago.    111.,   a   common- 
law  trust 
Application  June  8.  1932.  Serial  No.  616,136 
5  Claims.      (CI.  270—9) 


-A-* 


1.  A  device  of  the  type  described  comprising 
means  for  making  longitudinal  folds  in  a  web  of 
paper,  means  for  cutting  a  second  web  into 
lengths,  means  for  delivering  said  strips  succes- 
sively to  a  position  adjacent  the  fold/ed  web, 
means  for  cutting  said  folded  web  intoi  napkin 
units  after  said  strips  have  been  delivered  to  a 
position  adjacent  the  folded  web,  and  means  for 
folding  the  napkin  units  over  said  strips. 


2,014,308 
TROUSERS   PRESS 
Herbert  Brenner.  Baden-Baden.  Germany 
AppUcation  December  14,  1932.  Serial  No.  647.183 
Renewed     February     7.     193.5.     In     Germany 
November  12.  1932 
2  Claims. 
1.  A    trousers    press 
frames  adapted  to  be 


two    press 
the  other. 


(CI.  100—57) 

composed  of 
placed  one  on 
comprising  in  combination  an  upper  and  a  lower 
plate  each  having  registering  slots  along  one 
longitudinal  edge,  bearing  brackets  on  one  of  said 
plates  arranged  one  on  each  side  of  each  slot 


to  form  pairs,  a  rod  extending  through  all  of  said 
brackets  and  rotatable  therein,  screw  bolts  fixed 
on  said  rod  one  between  each  pair  of  brackets, 
each  of  said  bolts  on  being  oscillated  into  Its  co- 
ordinate slots  in  said  plates  adapted  to  simultane- 


ously oscillate  the  other  bolts  into  their  respective 
slots  through  the  intermediary  of  said  rod,  and 
wing  nuts  one  on  each  of  said  screw  bolts  adapted 
to  press  together  said  plates  after  said  bolts  have 
been  swung  into  the  slots  in  said  plates. 


2,014.309 

UNIVERSAL   JOINT    A.ND   COUPLING 

Denis  Tabor  Brock,   London.   England,  assignor, 

by  mesne  assignments,  to  Automotive  Products 

Company  Limited,  London,  England 

Application  December  21,  1932.  Serial  No.  648.269 

In  Great  Britain  April  16.  1932 

5  Claims.     (CI.  64—102) 


1.  A  universal  joint  comprising  a  driving  and  a 
driven  member,  a  pair  of  arms  formed  upon  each 
of  said  members,  balls  formed  one  upon  each  of 
the  arms,  the  balls  on  the  driving  and  driven 
members  respectively  being  alternately  arranged 
to  form  a  circumferential  series,  a  plurality  of 
thrust  members  each  shaped  to  fit  between  con- 
secutive balls  and  forming  a  substantially  solid 
strut  for  transmitting  torque  from  one  ball  on  the 
driving  member  to  the  next  adjacent  ball  on  the 
driven  member,  and  an  outer  ring  formed  sepa- 
rately from  the  compression  members  but  in  con- 
tact with  the  balls  for  preventing  outward  splay- 
ing movement  of  the  arms. 


2.014.310 
ESTERS  OF  2-BUTYLOCTANOL 
Thomas  F.  Carnithers.  South  Charleston.  W,  Va., 
assignor  to  Carbide  and  Carbon  Chemicals  Cor- 
poration, a  corporation  of  New  York 

No  Drawing.     Application  May  11,  1934, 
Serial  No.  725.081 
12  Claims.     iCl.  260—103) 
1.  As  chemical  compounds,  carboxylic  acid  es- 
ters of  2-butyloctanol. 
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2,014,311 

TOOL  FOR  TRANSPLANTING 

John  M.  Council,  Wananish,  N.  C. 

Application  March  23,  1935.  Serial  No.  12,722 

5  Claims.      (CI.  55 — 18) 

■i 


1.  A  tool  for  transplanting  comprising  a  split 
expansible  cylindrical  member  having  the  lower 
end  sharpened  to  cut  into  the  soil,  a  shank,  arms 
having  the  upper  ends  rigidly  connected  to  the 
shank  and  the  lower  ends  connected  to  the  upper 
edge  of  the  cylindrical  member,  means  connected 
between  a  pair  of  the  arms  for  forcing  the  lower 
ends  of  the  arms  apart  to  expand  the  split  cylin- 
drical member,  while  maintaining  the  other  arm 
stationary. 


2.014.312 
EXPANSIVE  THREAD  CUTTING  DIE  AND 

STOCK 

Truitt  L.  Dagg.  Goliad,  Tex. 

Application  December  26.  1934,  Serial  No.  759,276 

4  Claims.     (CI.  10 — 122) 


1.  A  tool  of  the  character  described  compris- 
ing a  stock  having  a  circular  opening,  a  flanged 
seat  provided  in  said  opening  at  one  side  of  the 
stock,  a  collet  fitting  said  opening  and  having  a 
flanged  end  engaging  said  seat,  a  work  guide  de- 
tachably  connected  with  the  collet,  radially  ar- 
ranged adjustable  thread-cutting  dies  fltting  said 
collet,  and  an  eccentric  encircling  said  collet  and 
having  series  of  pairs  of  cam  faces  for  action 
upon  the  dies  for  expansive  action  of  the  same. 


2.014.313  ^ 

PIPE   COUFUNG 

William  B.  Damsel.  New  York.  N.  Y. 

Application  March  2.  1933.  Serial  No.  659,372 

3  Claims.     (CL  285— 194) 


6  7 

1.  Means  for  sealing  a  pair  of  pipes  arranged 
end  to  end  and  having  expanded  extremities 
forming  an  internal  groove,  comprising  a  resilient 
sealing  ring  structure  positioned  within  the 
groove  and  having  lips  snugly  engaging  the  inner 
surfaces  of  the  enlarged  extremities  of  the  pipes. 

458  O.  G.— 27 


and  means  within  the  gro(i)ve  bridging  the  meet- 
in  pipe  ends  for  preventing  extrusion  of  the  seal- 
ing ring  between  said  pipe  ends  during  contrac- 
tion of  said  pipes. 

2.014.314 
ADJUSTABLE  ORIFICE  VALVE 

Loyd    F.     Defenbaugh,    Oklahoma    City,     Okla., 
assigrnor  to  Phillips  Petroleum  Company.  Bar- 
tlesville,  Okla.,  a  corporation  of  Delaware 
Application  July  22,  1931,  Serial  No.  552.459 
1  Claim.     (CL  251—167) 


A  flow  controlled  valve  of  the  type  described, 
comprising  a  casing  having  an  inlet  and  an  out- 
let, a  nipple  cooperating  with  said  outlet  and 
having  a  Venturi -shaped  bore  consisting  of  op- 
positely flared  portions,  one  of  said  portions  be- 
ing positioned  adjacent  to  said  inlet,  a  choke 
collar  arranged  in  the  last  mentioned  portion 
of  the  bore  and  having  a  periphery  con- 
forming in  shape  to  that  portion  of  the  bore, 
said  collar  having  a  bevelled  valve  seat  at  its 
inner  end  and  provided  with  a  substantially 
cylindrical  bore,  a  valve  head  cooperating  with 
said  nipple  and  choke  collar  to  restrict  the 
flow  of  fluid  therethrough,  and  provided  with  a 
tapered  portion  from  which  projects  a  substan- 
tially frusto-conical  portion,  the  tapered  por- 
tion of  the  valve  head  conforming  to  the  tapered 
valve  seat  and  being  of  greater  diameter  than 
the  smallest  internal  diameter  of  the  nipple,  and 
means  for  moving  the  valve  head  toward  and 
away  from  said  choke  collar  and  nipple. 


2,014.315 

BUILDING   CONSTRICTION 

Leopold  C.  Egloff  and  Walter  L.  Egloff,^ 

Seattle  Wash. 

Application  Anril  12,  1934.  Serial  No.  720.299 

1  Claim.     (CI.  72—1) 


A  building  structure  including  a  wall,  a  ceiling 
structure  having  longitudinal  and  transverse 
beams  merging  together,  a  plurality  of  rafter 
beams  having  legs  resting  on  certain  of  the  first 
mentioned  beams,  each  of  said  rafter  beams  hav- 
ing spaced  sockets,  and  a  plurality  of  roofing 
plates,  each  roofing  plate  having  a  depending 
flange  with  an  offset  above  the  flange,  said 
flanges  being  adapted  to  be  placed  in  special 
sockets  with  one  edge  of  one  plate  fitting  into  the 
offset  above  the  flange  of  the  next  adjacent  plate. 


2.014.316 

POWER  TR.ANSMISSION  MECHANISM 

Stephen  A.  Farrell.  Brooklyn,  N.  Y. 

Application  January  29,  1934,  Serial  No.  708,875 

14  Claims.     (CI.  74— 305) 

1.  In  mechanism  of  the  class  described,  a  driven 

element,  flrst  and  second  planetary  gears  rotat- 
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ably  mounted  on  said  driven  element,  said  first 
and  second  planetary  gears  being  connected  to 
rotate  in  unison,  a  stationary  gear  meshing  with 
said  first  planetary  gears,  a  drive  shaft,  means 
to  couple  said  shaft   with  the  second  planetary 


gears,  to  cause  the  rotation  of  the  first  and  second 
planetary  gears  in  response  to  the  rotation  of  said 
shaft,  and  means  including  freely  rotatable  gears 
mounted  on  said  driven  element,  to  prevent  retro- 
grade rotation  of  the  driven  element  when  the 
latter  is  subjected  to  the  reaction  of  a  load. 


2,014.317 
SUPERCHARGED    INTERNAL-COMBUSTION 

ENGINE 
Alfred  Robert  Roy  Fedden  and  Leonard  Frederick 
George  Butler,  Bristol.  England,   assignors   to 
The  Bristol  Aeroplane  Company  Limited,  Bris- 
tol, England,  a  British  company 
Application  August  20,  1934,  Serial  No.  740.684 
In  Great  Britain  September  8.  1933 
5  Claims.     (CI.  123—55) 


^^ 


1.  An  internal -combust  on  engine  comprising  a 
supercharging  compressor  of  which  the  casing  is 
attached  to  the  engine  crankcase  and  la  spaced 
away  therefrom  so  as  to  form  a  chamber  between 
It  and  the  crankcase.  an  alr-lnlet  to  the  chamber, 
an  air-outlet  from  the  chamber,  and  means  foi 
producing  a  flow  of  air  into  the  said  Inlet,  through 
the  said  chamber  and  out  through  the  said  outlet. 


2.014.318 
HAND  SHOE -STITCHING  MACHINE 

Arthur   Louis   Fiquet.    Montigny    Les    Corncilles. 

and  Andre  Gabriel  Mousset.  St.  Mande,  France 

Application  January  10.  1934.  Serial  No.  706,124 

In  France  January  11,  1933 

7  Claims.     (CI.  113—34) 


1.  A  portable  shoe  stitchmg  machine,  compris- 
ing In  combination,  a  frame  member,  a  head 
mounted  on  said  frame  member,  a  table  mounted 
on  the  base  of  said  frame  member,  a  shoe-sup- 
porting member  secured  to  said  table,  a  thread 
looper  mounted  within  said  shoe -supporting 
member,  a  needle-holder  mounted  in  the  head 
of  the  machine  and  operatively  connected  to  a 
member  adapted  to  slide  in  said  head,  said  looper 
and  said  sliding  member  being  driven  simultane- 
ously, the  former  through  a  gear  train,  the  latter 
through  a  connecting  rod.  means  for  feeding  for- 
ward the  work,  cam  means  associated  with  said 
sliding  member  and  adapted  to  actuate  said  work 
feeding  means  at  the  end  of  the  ascending  stroke 
of  the  needle-holder,  a  fixed  bearing  on  said  head 
for  supporting  said  needle-holder,  a  collar  dis- 
placeable  vertically  relatively  to  said  bearing, 
work  clamping  means  secured  to  said  collar,  resil- 
ient means  for  normally  holding  said  collar  In 
engagement  with  said  bearing,  means  associated 
with  said  bearing  for  limiting  and  guiding  the 
displacements  of  said  collar  relatively  to  said 
bearing,  and  means  for  holding  said  collar  sta- 
tionary during  the  stroke  of  the  needle-holder, 
to  prevent  the  displacement  of  said  work  clamp- 
ing means  relatively  to  the  work,  and  for  releas- 
ing said  collar  when  the  needle  holder  is  at  the 
end  of  its  upstroke. 


2,014.319 

WRENCH 

Myron  Flinn,  Las  Animas,  Colo. 

Application  May  17,  1934,  Serial  No.  726,163 

1  Claim.     (CI.  81—53) 


A  wrench  comprising  an  elongated  body,  square 
cornered  tool  receiving  heads  formed  on  the  up- 
per and  lower  surfaces  of  said  body  adjacent  one 
end  and  together  with  said  body  being  provided 
with  a  bore  extending  therethrough,  said  body 
having  a  chamber  therein  intersecting  the  bore 
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and  extending  through  one  end  of  the  body,  a  block 
having  an  inclined  toothed  surface  and  mounted 
for  slldable  movement  In  said  chamber  with  its 
toothed  surface  disposed  to  extend  within  the 
bore,  said  body  and  block  having  aligned  recesses, 
a  coll  spring  arranged  In  the  chamber  and  having 
Its  end  convolutions  mounted  In  the  recesses  to 
urge  said  block  In  operative  position,  headed  re- 
leasing means  for  said  block  and  threaded  there- 
in, and  the  opposite  end  of  said  body  Including  a 
tool  receiving  thickened  portion  laterally  formed 
thereon. 

2,014.320 
CIGARETTE  LIGHTER 

Irving  Florman,  New  York,  N.  Y. 

AppUcation  July  30,  1935,  Serial  No.  33,879 

6  Claims.     (CI.  67— 7.1) 


1.  In  a  cigarette  lighter,  a  wick,  a  rotatable 
flint  wheel,  means  to  hold  a  flint  in  engagement 
with  said  wheel,  a  pivoted  snuffer  member,  hav- 
ing a  snuffer  portion  adapted  to  cover  and  uncover 
said  wick,  a  one-way  connection  between  said 
snuffer  member  and  said  flint  wheel,  a  cover  mov- 
able to  cover  and  uncover  said  flint  wheel  and 
snuffer  member,  a  spring  having  one  end  con- 
nected to  said  snuffer  member  and  the  other  end 
connected  to  said  cover,  means  to  hold  said  snuffer 
member  against  movement,  and  means  operated 
by  movement  of  said  cover  as  it  approaches  open 
position  to  release  said  holding  means,  whereby 
raising  of  said  cover  flrst  places  said  spring  under 
tension  while  said  snuffer  member  Is  held  In  closed 
position,  and  then  releases  the  snuffer  member 
so  that  the  same  is  moved  suddenly  by  said  spring 
and  imparts  a  sudden  rotation  to  the  flint  wheel. 

2.014.321 

ROTARY  CLTTER 

Benjamin  H.  Flynn,  Alexandria,  La. 

AppUcation  October  25,  1934.  Serial  No.  749,982 

8  Claims.     (CI.  37—108) 


tooth  clamps,  and  longitudinally  curved  cutting 
teeth  fixedly  held  by  said  clamps  and  longitudi- 
nally adjustable  therein  to  permit  projection  of 
said  teeth  from  said  clamps  until  wear  no  longer 
permits  such  adjustment,  each  of  said  teeth  being 
of  uniform  width  from  end  to  end.  of  uniform 
thickness  from  end  to  end,  and  of  uniform  ob- 
tuse angular  form  in  transverse  section  from  end 
to  end.  the  inside  of  the  tooth  curvature  and  the 
outside  of  the  obtuse  angle  being  presented  in  the 
direction  in  which  the  cutter  rotates. 


2.014.322 
COLLAPSIBLE  LENS  HOOD  FOR  PHOTO- 
GRAPHIC CAMERAS 
Wilfrid  Venour  Foulis  and  Wallace  Hcaton, 
London,  England 
Application  November  22,  1934,  Serial  No.  754,330 
In  Great  Britain  October  20,  1933 
3  Claims.     (CI.  88—1) 


1.  A  lens  hood  for  cameras  and  the  like,  com- 
prising a  plurality  of  telescoping  sections  having 
outer  surfaces  and  light  absorbing  inner  surfaces 
and  each  section  being  provided  at  one  end  only 
with  an  inwardly  extending  flange  part  slidably 
engaging  the  contiguous  section  only  on  the  outer 
surface  thereof,  the  slidably  associated  outer  siir- 
faces  and  flanges  being  the  only  parts  having  slid- 
ing engagement  whereby  the  light  reflecting  In- 
ner surfaces  are  entirely  free  from  rubbing  or 
sliding  contact. 


2,014,323 

FILLING  MACHINE 

Max  Goldberg,  New  York.  N.  Y. 

Application  June  6,  1934.  Serial  No.  729.309 

12  Claims.     (CL  226 — 46) 


8    A  rotary  cutter  comprising  a  rotatable  shaft 
having  spaced  radially  projecting  rigidly  attached 


7.  In  a  filling  machine  of  the  class  described 
an  operating  table,  a  spout  at  the  discharge  end 
of  said  machine,  mechanism  for  carrying  filling 
material  along  said  table,  said  mechanism  com- 
prising horizontal  sprocket  chains  movable  on 
said  table,  a  material  pusher  connected  with  said 
chains,  link  members  arranged  In  spaced  rela- 
tion, said  link  members  being  plvotally  secured 
at  their  forward  ends  to  .^a'd  chains  respectively, 
and  having  means  for  engaging  said  pusher  at 
their  free  ends  for  moving  said  pusher  through 
said  spout,  said  link  members  being  adapted  to 
swing  away  from  said  chains  Into  angiilar  rela- 
tion thereto. 

12.  In  a  filling  machine  of  the  class  described. 
spout  forming  sections  consisting  of  fixed  inter- 
mediate plate  sections  arranged  in  spaced  rela- 


408 


OFFICIAL  GAZETTE 


Septemkeb  10, 1935 


tion  one  above  the  other,  adjustable  hollow  sec- 
tions disposed  in  telescopic  relation  to  said  plate 
sections,  and  hinged  plate  sections,  the  provision 
and  arrangement  being  such  that  the  adjustable 
and  hinged  sections  may  be  disposed  relatively  to 
the  fixed  sections  to  optionally  form  two  separate 
spouts,  or  a  single  spout,  and  the  size  of  the  two 
spouts  and  the  single  spout  being  varied  ty  ad- 
justment of  said  adjustable  sections. 


2.014.324 

MINER'S  CAP 

Meyer  Goldstein.  West  Hazleton.  and  Jacob 

Goldstein.  Wilkes -Barre,  Pa. 

Application  October  16.  1934,  Serial  No.  748,560 

3  Claims.     ( CI.  2 — 3 ) 


1.  A  miner's  cap  including  a  body  portion  hav- 
ing outer  and  inner  folds,  a  helmet  section  formed 
of  rigid  material  and  embodying  a  head  section 
and  a  crown  section,  said  head  section  having 
notches  extending  upwardly  from  the  lower  edge 
thereof,  defining  a  plurality  of  yieldable  fingers 
adapted  to  fit  between  the  folds  of  the  body  por- 
tion of  the  cap,  and  means  for  removably  fasten- 
ing the  head  section  between  the  folds  of  the  body 
portion. 


2.014.325 
BEVERAGE  MAKING  MACHINE 

I«rinio  GriUi,  Milan,  Italy 

Application  Febniary  26,  1932,  Serial  No.  595.397 

In  lUly  March  12.  1931 

10  Claims.     (CI.  53 — 3) 


^i   a^»  am 


1.  A  beverage  making  machine  comprising  a 
casing  having  a  filter  in  its  bottom  fiush  with  the 
plane  of  the  bottom  on  the  inside  of  the  casing. 
a  member  in  the  casing  having  a  chamber  to 
register  with  the  filter,  means  for  then  discharg- 
ing water  into  the  chamber,  an  exhaust  spout  for 
receiving  the  resulting  beverage,  a  steam  pres- 
sure-displaceable  valve  situated  between  the 
filter  and  spout  normally  in  position  to  enable 
passage  of  the  beverage  to  the  spout,  and  means 
to  Introduce  steam  into  the  valve  and  move  it 
for  closing  off  passage  and  to  discharge  some  of 
the  steam  against  the  underside  of  the  filter. 


2,014,326 

DRIVE  FOR  DIAPHRAGM  SORTERS 

Rudolf  Haas,  Berlin -Dahlem,  Germany,  assignor 

of  one-half  to  Zellstofffabrik  Waldhof.  Mann- 

heim-Waldhof.  Germany,  a  German  company 

Application  June  20.  1934,  Serial  No.  731.567 

In  Germany  July  5,  1933 

2  Claims.     (CI.  92 — 32) 


i 


1.  In  diaphragm  sorters  having  more  than  two 
pairs  of  oscillating  plates  disposed  in  a  line  longi- 
tudinally of  the  machine,  double  oscillating  levers 
connected  to  each  successive  pair  of  plates,  fiex- 
ible  strip-like  driving  members  connecting  said 
levers  together  and  to  a  single  driving  means, 
and  means  for  maintaining  said  strip-like  mem- 
bers continuously  under  tension  during  driving. 


2.014,327 

DISK  GRINDING  MACHINE 

Fred  M.  Hargrave,  Cedar  Rapids,  Iowa 

Application  July  2,  1934,  Serial  No.  733.486 

2  Claims.     (CI.  51—106) 


1.  In  a  disk  grinding  machine,  a  vertical  sup- 
port, a  driven  element  carried  by  and  extended  at 
one  end  from  said  support,  means  for  clamping 
the  disk  to  be  ground  to  the  extended  end  of  said 
element,  a  manually  bodily  shif table  swingingly 
mounted  elongated  horizontally  disposed  grinding 
wheel  structure  carrying  and  positioning  frame, 
means  for  pivotally  connecting  the  Inner  end  of 
said  frame  to  said  support  inwardly  adjacent  to 
the  extended  end  ol  said  element,  a  grinding 
wheel  structure  arranged  within  and  depending 
from  the  frame  and  formed  with  a  laterally  ex- 
tended part  having  the  outer  portion  thereof  slid- 
ably  mounted  In  the  body  of  said  frame  Interme- 
diate the  ends  of  the  latter  for  disposing  said 
structure  in  depending  relation  and  at  an  out- 
ward inclination,  from  its  bottom  to  its  top  with 
respect  to  the  frame,  a  cushioning  means  for  said 
structure  positioned  within  the  frame  forwardly 
of  said  portion,  and  an  adjustable  means  carried 
by  and  lengthwise  of  the  frame,  permanently  ex- 
tending beyond  the  outer  end  of  the  frame,  sup- 
porting said  cushioning  means  and  connected  to 
said  portion  for  selectively  shifting  said  struc- 
ture bodily  in  opposite  directions  with  respect  to 
the  frame  for  varying  the  tension  of  said  cushion- 
ing means. 
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2,014.328 
HAIRPIN 

Howard  Weston  Hawkinson,  Rochester.  N.  Y. 

Application  October  2,  1934.  Serial  No.  746,602 

3  Claims.     tCl.  132—50) 


1.  A  hairpin  In  the  form  of  a  clasp  comprising 
an  elongated  body  including  spaced  parallel  mem- 
bers, a  relatively  wide  arm  having  one  end  resil- 
lently  secured  to  one  end  of  the  body  and  dis- 
posed between  the  parallel  members  thereof,  said 
arm  being  waved  in  serpentine  formation  and  a 
tongue  formed  with  the  free  end  of  the  arm  for 
cooperation  with  the  opposite  end  of  the  body. 


2.014,329 

TELEPHONE  CORD  TAKE-UP 

Jay  T.  Hellmann.  Boston.  Mass. 

Application  May  12,  1933,  Serial  No.  670,788 

4  Claims.     (CI.  173— 367) 


arranged  below  and  transversely  of  the  length 
of  the  wedge  slot  and  effective  as  a  take-up  or 


K~4 


1.  A  telephone  cord  take-up  comprising  a  tu- 
bular housing,  a  weight  carried  in  said  housing, 
a  top  plate  defining  the  upper  end  of  the  housing, 
a  block  having  a  sheave  therein,  a  sleeve  mounted 
In  the  top  plate,  a  hollow  stem  carried  by  the 
block  and  rotatably  mounted  in  said  sleeve,  and 
a  sheave  carried  by  said  weight,  the  stem  and 
sleeve  and  top  plate  being  formed  with  lateral 
registerable  slots  of  which  that  in  the  top  plate 
opens  on  the  edge  thereof,  so  that  a  telephone  cord 
may  be  passed  to  the  interior  of  the  stem  and 
the  block  being  slotted  in  continuation  of  the  slot 
in  the  stem  and  in  the  general  direction  of  the 
periphery  of  its  sheave  to  permit  the  application 
of  a  telephone  cord  to  the  periphery  of  the  sheave, 
the  weight  being  detachably  connected  with  its 
sheave  to  permit  the  training  of  the  telephone 
cord  over  the  latter. 


2.014.330 
CLASP  FOR   SANITARY  NAPKINS 

Thoma.s  Edward  Hicks.  Princeton,  N.  J.,  assignor 
to  The  Modess  Corporation.  New  York,  N.  Y., 
a  corporation  of  New  Jersey 
Application  October  6,  1934.  Serial  No.  747,229 
4  Claims.     (CI.  24 — 264) 
1.  A  clasp,  comprising  a  clasp  body  having  a 
wedge  slot  arranged  in  the  direction  of  the  length 
of  the  body  and  a  second  slot  open  at  one  side 


tension  member  for  goods  passed  through  the 
wedge  slot. 


2.014.331 
TRANSMISSION  GEAR 
Edgar    R.    Holmes.    Denver.    Colo.,    assignor    to 
American  Gyro  Company,  Denver,  Colo.,  a  cor- 
poration of  Colorado 
Application  Augrust  18,  1932.  Serial  No.  629.277 
4  Claims.     (CL  74—343) 


1.  A   transmission    mechanism    comprising,    a 
housing,  a  drive  shaft  having  one  end  journaled 
in  a  bearing  in  one  end  wall  of  the  housing,  a  pin- 
Ion  attached  to  the  drive  shaft  and  located  in 
the  housing,  the  inner  end  of  the  drive  shaft  hav- 
ing an  axial  bearing,  a  driven  shaft  having  one 
end  journaled  in  the  bearing  in  the  drive  shaft 
and  the  other  end  journaled  in  a  suitable  bearing 
carried  by  the  housing,  an  internal  gear  mounted 
on  the  driven  shaft  and  both  longitudinally  and 
rotatably  movable  thereon,  the  internal  gear  be- 
ing provided  with  a  long  sleeve-like  hub  having 
longitudinally  extending  spline   grooves    in    its 
outer  surface,  a  gear  mounted  on  the  sleeve  and 
provided  with  projections  for  engaging  the  spline 
grooves,  means  for  moving  the  internal  gear  lon- 
gitudinally on  the  driven  shaft  into  and  out  of 
engagement  with  the  gear  on  the  drive  shaft, 
means  for  moving  the  gear  that  is  carried  by  the 
sleeve  with  respect  to  the  latter,  a  gear-like  mem- 
ber secured  to  the  end  of  the  sleeve,  a  ring-like 
clutch  member  mounted  for  rotation  about  an 
axis  concentric  with  the  driven  shaft,  said  last 
named  clutch  member  having  an  OF>ening  whose 
sides  are  provided  with  inwardly  extending  teeth 
adapted  to  engage  the  teeth  of  the  gear-like  mem- 
ber, a  second  clutch  member  secured  to  the  driven 
shaft  and  held  against  relative  ihovement  there- 
on, the  last  named  clutch  member  having  a  cen- 
tral opening  provided  with  internal  teeth  adapted 
to  be  engaged  by  the  teeth  on  the  outside  of  the 
gear-like  member  carried  by  the  sleeve,  a  one- 
way clutch  mechanism   interposed  between  the 
two  clutch  memb:rs,  and  means  for  moving  the 
gear-like  member  out  of  engagement  with   the 
clutch  member  that  is  secured  to  the  driven  shaft 
after  the  internal  gear  having  the  sleeve  is  moved 
into  engagement  with  the  gear  on  the  end  of  the 
drive  shaft,  whereby  power  will  be  transmitted 
from  the  drive  shaft  through    the    sleeve    and 
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through  the  clutch  members  and  the  one-way 
clutch  mechanism,  whereby  the  driven  shaft  is 
free  to  rotate  faster  than  the  drive  shaft. 

2.014.332 
APPARATUS    FOR   VULCANIZING    RITBBER 

Henry  I.  Houlette,  Newark.  Ohio,  assij^nor  to  The 
Pharis   Tire   and    Rubber   Company,    Newark, 
Ohio,  a  corporation  of  Ohio 
Application  October  29.  1934.  Serial  No.  750.417 
16  Claims.     (CL  219— 19) 


14.  In  the  art  of  vulcanizing  tires,  an  annular 
metallic  mold  of  suflScient  strength  to  withstand 
pressures  used  in  vulcanizing,  and  a  source  of  elec- 
trical energy  feeding  an  electric  current  through 
said  mold  as  an  electrical  resistor. 

2.014.333 
RANGE   BLANKET 

Norman  Wheeler  Howard,  Bath.  Maine 

Application  January  9.  1933,  Serial  No.  650,933 

In  Canada  April  6,  1932 

2  CUims.     (CL  126—221) 


1.  A  blanket  for  flat  top  stoves  comprising  a 
rectangular  frame  comjxssed  of  a  plurality  of 
cross-sectionally  W-shaped  channel  sections  of 
which  the  two  Inner  legs  of  the  W-shaped  con- 
formation are  formed  from  the  web  of  the  channel 
and  the  two  outer  legs  constitute  parallel  flanges 
of  the  channel,  the  channel  sections  being  dis- 
posed on  their  sides  to  arrange  the  flanges  hori- 
zontally but  inwardly  directed,  fasteners  con- 
necting the  sections  together  at  their  extremities, 
plates  mounted  in  the  channel  sections  and  en- 
gaged at  their  perimeters  in  the  crotches  formed 
by  the  flanges  of  the  channels  and  the  adjacent 
inner  leg  portions  of  the  web  of  the  channels, 
and  a  filler  of  heat  insulating  material  inter- 
posed betwp*»n  the  plates. 

2.014.334 

SEEDING  MACHINE 

Ben   P.  Johnson,   Springfield,   Ohio,   assignor  to 

Edward  E.  Greiner.  Sprinrfield.  Ohio 

Application  December  19.  1932.  Serial  No.  648.007 

21  CUims.     (CL  221—130) 


1.  In  a  seeding  machine,  a  hopper,  seed  dis- 
tributors, a  removable  false  bottom  within  said 


hopper  having  openings  therein  registering  with 
the  seed  distributors,  frames  removable  with  the 
false  bottom  and  carrying  the  distributors  and 
maintaining  same  in  position  against  their  open- 
ings. 


2,014.335 
PACKAGING    SURGICAL  ABSORBENT 
COTTON 
Frederick  B.  Kilmer  and  Roy  R.  Hawthorne,  New 
Brunswick.  N.  J.,  assirnors  to  Johnson  &  John- 
son. New  Brunswick,  N.  J.,  a  corporation  of  New 
Jersey 

Application  Aujcust  9.  1933   Serial  No.  684.458 
1  Claim.     (CI.  206 — 63.2 j 


A  package  for  the  selective  dispensing  of  surgi- 
cal dressing  and  including  a  sealed  wall  portion 
having  a  flap  extension  lapping  another  wall  and 
marginally  secured  thereto,  said  sealed  wail  por- 
tion having  lines  of  weakness  adjacent  its  side 
margins  whereby  a  pull  on  the  flap  will  release 
the  wall  along  said  lines  of  weakness  leaving 
stress  membe-s  to  resist  dispensing  action  of  the 
goods  and  also  providing  a  tucking  cover  which 
cooperates  with  the  stress  members  to  seal  the 
goods. 


2.014.336 

COLLAPSIBLE   INSECT   SCREEN 

Charles  F.  Marthaler.  Erie.  Pa. 

Application  July  26.  1932.  Serial  No.  624.825 

4  Claims.     (CI.  135—7.1) 


1.  A  screen  of  the  character  described  compris- 
ing a  foldable  intermediate  frame  and  outer 
bows,  groups  of  bows  pivotally  connected  to  the 
intermediate  frame,  collapsible  braces  between 
the  bows  of  the  groups  and  said  outer  bows, 
said  groups  and  outer  bows  being  adapted  to  sup- 
port a  foraminous  covering,  and  means  for  latch- 
ing the  intermediate  frame  against  folding  action. 


2,014,337 

WIND   WHEEL 

.AIney  La  Fayette  Mauldln.  Edna.  Tex. 

Application  September  6.  1934.  Serial  No.  742.966 

3  aaims.     (CI.  170—23) 

1.  A  wind  motor  comprising  a  shaft,  hubs  on 

the  shafts,  coaxial  rims  connected  to  the  hubs. 

rigid  brackets  fixed  on  the  rims,  buffers  on  the 
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leading  sides  of  the  brackets,  and  blades  hinged 
to  the  brackets  at  the  juncture  of  the  leading  and 


trailing  sides  thereof  and  adapted  at  times  to  rest 
upon  the  buffers. 


2.014.338 

FEED   DEVICE   FOR   HYDRAULIC 

TRANSMISSIONS 

Georpe    Louis    Rene    Jean    Messier,    Montroujfe, 
France;  Yvonne  Lucie  Messier,  born  Bonnamy, 
administratrix  of  said  George  Louis  Rene  Jean 
Messier,  deceased 
Application  November  4,  1932,  Serial  No.  641.305 
In  France  July  9,  1932 
9  Claims.     (CI.  60 — 54.5) 


tween  said  pump  barrel  and  these  members,  a 
distributor  operated  by  the  pilot  and  enabling 
him  to  put  said  control  members  in  communica- 
tion either  with  the  pump  barrel  or  with  the  res- 
ervoir of  fluid  under  pressure,  an  accumulator 
connected  to  said  pump  barrel  and  receiving  a 


portion  of  the  liquid  delivered  by  the  primary 
piston  when  the  tail  skid  of  the  airplane  bears 
on  the  ground,  a  secondary  piston  movable  in 
the  pump  barrel  and  which  can  be  pushed  back 
by  the  primary  piston  at  a  definite  point  of  the 
stroke  of  the  latter,  and  a  resilient  system  acting 
on  this  secondary  piston. 


2.014.340 

CLOTHES  HANGER 

Ida  Navert  Morinville.  Outremont,  Quebec, 

Canada 

Application  March  23,  1934,  Serial  No.  717.103 

In  Canada  October  17,  1933 

2  Claims.     iCl.  223—88) 


1.  A  hydraulic  transmission  comprising:  a 
transmitting  member,  a  receiving  member,  a  pipe 
line  connecting  these  two  members  and  including 
a  casing,  a  supply  tank,  said  casing  communicat- 
ing with  the  said  tank,  a  diaphragm  in  this  cas- 
ing, an  orifice  in  this  diaphragm,  a  valve  nor- 
mally held  open  opposite  this  orifice,  but  closing 
the  latter  as  soon  as  the  speed  of  a  liquid  flux 
coming  from  the  transmitting  member  reaches 
a  definite  value,  a  piston  carried  by  the  rod  of 
the  said  valve  and  perforated  with  a  calibrated 
orifice. 

2.014.339 
HYDRAULIC  APPARATUS  FOR 
CONTROLLING  BR.AKES 
George  Louis  Rene  Jean  Messier,  deceased,  late 
of  Paris.  France,  by  Yvonne  Lucie  Messier,  bom 
Bonnamv.  administratrix.  Paris.  France 
Application  February  1,  1934.  Serial  No.  709.279Vi 
In  France  Februar>'  4.  1933 
2  Claims.     (CI.  244 — 2) 
1.  Device   for   the   semi-automatic   control   of 
brakes  on  the  wheels  of  landing  gears  for  air- 
planes,  comprising   a    reservoir   of  fluid    under 
pressure,  a  pump  barrel  the  primary  piston  of 
which  is  connected  to  the  tail  skid  of  the  air- 
plane, control  members    directly  acting    on  the 
brakes  for  applying  them,  a  communication  be- 


1  A  clothes  hanger  comprising  a  series  of 
hanger  members  decreasing  in  length  downward- 
ly and  each  having  spaced  openings  intermediate 
the  ends,  a  wire  member  having  parallel  legs 
extending  through  the  openings,  spacer  members 
on  each  leg  between  the  hanger  members  for 
holding  the  latter  in  spaced  parallel  relation,  a 
hook  at  the  upper  end  of  the  wire  member  above 
the  top  hanger  member  and  the  lower  end  of 
the  wire  member  bent  to  provide  a  hanger  below 
the  lower  hanger  member. 


2,014,341 
THREAD   CARRIER   FOR  KNITTING 
MACHINES 
Frank  G.  Weisbecker.  Glenside.  Pa.,  assignor  to 
Arcadia  Hosiery  Company,  Lansdale.  Pa.,  a  cor- 
poration of  Pennsylvania 
Origrinal  application  August   7.   1934,   Serial  No. 
738.845.    Divided  and  this  application  May  24, 
1935.  Serial  No.  23.29^ 

15  Claims.     (CI.  66— 126) 
15.  A  yam  carrier  for  use  on  flat  knitting  ma- 
chines comprising  a  substantially  rigid  arm  con- 
stituting a  carrier  proper,  and  a  yarn  guide  tul)€ 
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secured  to  the  lower  end  thereof,  the  securing 
means  consisting  of  a  resilient  element  to  permit 
deflection  of  the  tube  adjacent  its  point  of  sup- 


port for  riding  past  an  obstruction  In  its  path 
of  movement  and  to  restore  the  guide  tube  to  its 
normal  portion  after  deflection. 


2.014,342 
METHOD  OF  PRODUCING   SOLl-BLE   COCO.% 
Gurney  O.  Gutekunst,  Rochester.  N.  Y..  assigrnor 

of  twenty  one- hundredths  to  Charles  E.  Rollers 

and  thirty-one  one- hundredths  to  Russell  H. 

Rogers,  both  of  Detroit.  Mich. 

No  Drawing.    Application  June  29,  1931, 
Serial  No.  547.796 
2  Claims.      (CI.  99 — 11) 

1.  The  process  of  securing  a  soluble  cocoa  which 
consists  in  first  alkalizing  the  cocoa,  then  add- 
ing the  alkalized  cocoa  to  water  in  the  neighbor- 
hood of  an  equal  number  of  gallons  to  pounds 
of  alkalized  cocoa,  treating  the  same  with  an 
enzyme  having  a  diastatic  action  while  heated  to 
varying  degrees  from  fifty  to  seventy  degrees  cen- 
tigrade for  approximately  a  two-hour  period. 
filtering  the  mixture,  then  adding  to  this  filtrate 
approximately  the  same  amount  of  alkalized 
cocoa  as  first  utilized,  then  holding  the  same  at 
a  temperature  from  fifty  to  seventy  degrees 
centigrade  for  approximately  a  two-hour  period 
and  finally  again  filtering  the  mixture  to  provide 
a  filtrate  for  use  in  the  making  of  a  syrup. 


2.014.343 
MANrF.ACTTRE  OF  ARTIFICIAL  FILAMENTS 
Theodoor  Koch  and  Johannes  Gerardus  Weelden- 
burgr,     Amhem.     Netherlands,     assignors,     by 
mesne  assi^rnments,  to  American  Enka  Corpo- 
ration,   Wilmin«:ton,    Del.,    a    corporation    of 
Delaware 
No  Drawing:.    Application  December  2.  1932.  Serial 
No.  645,416.     In  Germany  June  24,  1932 
4  Claims.     (CI.  106 — 40) 
1.  A  spinning  solution  for  the  manufacture  of 
soft-lustre,  cellulosic  products  comprising  a  .solu- 
tion of  the  group  consisting  of  viscose  and  cu- 
prammonium   cellulose,   burnt    tin   oxide   and   a 
highly  volatile,  organic  liquid. 


2.014,344 
HARNESS  FOR  QUICK  ATTACHABLE 
CHEST  PACKS 
Stanley  Switlik.  Trenton,  N.  J. 
Application  December  7.  1934.  Serial  No.  756.452 
22  Claims.     (CI.  244— 21) 
1.  A   parachute   harness   comprising    adapters 
and  a  continuous  webbing  connected  to  and  ex- 
tending from  one  of  said  adapters  at  the  small 


of  the  back  of  the  wearer  adjacent  one  of  the 
sides  of  the  wearer  toward  the  opposite  side  there- 
of then  back  again  adjacent  the  small  of  the 
back  up  the  back  and  over  the  shoulder  at  one 
side  of  the  wearer's  body  down  the  front  and 
under  the  rump  of  the  wearer,  and  upwardly  on 
the  other  side  of  the  wearer's  body  up  the  front 
over  the  shoulder  of  the  wearer  down  the  back 


.^■•' 


and  partially  toward  the  front  then  back  again 
through  the  other  adapter  adjacent  the  small 
of  the  back  of  the  wearer  adjacent  the  opposite 
side  thereof,  and  then  cross  the  wearer's  back 
and  having  running  connection  with  said  web 
constituting  the  last  named  portion  which  passes 
up  the  front  of  the  wearer  and  then  back  to  the 
last  named  adapter. 


2,014.345 
LIFT  WEB  FOR  PACKS  AND  HARNESS 

Stanley  Switlik.  Trenton.  N.  J. 

Application  March  8,  1935.  Serial  No.  10.067 

4  Claims.     (CL  244— 21) 


1.  The  combination  with  a  harness  and  a  para- 
chute pack  including  a  tray,  of  a  pair  of  spaced 
lift  webs  having  means  for  suspending  the  same 
on  the  harness,  said  lift  webs  located  adjacent 
the  exterior  of  the  bottom  of  the  tray  of  the  pack 
and  having  their  end  portions  folded  over  the  edge 
of  the  tray  and  into  the  interior  of  the  tray  under 
the  parachute  and  having  their  terminals  con- 
nected to  usual  shroud  cords,  and  breakable  means 
passing  through  said  lift  webs  exteriorly  and  in- 
teriorly of  the  tray  through  the  bottom  thereof 
whereby  upon  the  opening  of  the  pack  and  the 
parachute  taking  the  air  said  breakable  means 
are  severed  allowing  the  tray  to  float  away. 
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2.014.346 
REFRIGERATING   APPARATUS 
Charles   C.   Thomas.   Detroit,  Mich.,  assigmor  to 
Kelvinator  (  orporation,  Detroit.  Mich.,  a  cor- 
poration of  .Michigan 
Application  January  24,  1934,  Serial  No.  708,039 
13  Claims.     (CL  62—89) 


1.  Refrigerating  apparatus  comprising  in  com- 
bination, a  cabinet,  a  heat  absorber  disposed  in 
said  cabinet  for  cooling  air  therein,  an  openwork 
shelf  disposed  below  the  absorber,  foldable  means 
adjustable  to  extend  above  the  shelf  when  de- 
sired and  cooperating  therewith  to  form  an  open- 
work retainer  immediately  below  the  absorber 
for  supporting  horizontally  disposed  bottle  goods 
or  the  like. 


2,014.347 
INTERLOCKING    SYSTEM    FOR    RAILROADS 
Arthur  R.  Whitehorn,  Rochester,  N.  Y.,  assignor 
to  General  Railway  Signal  Company,  Roches- 
ter, N.  Y. 

Application  July  29,  1932,  Serial  No.  626,069 
2  Claims.     (CL  246—3) 


■-Ob-,    S'*^ 


22 


>-g5'=^ 


—^C:* 


1.  In  combination,  a  traffic  controlling  device, 
an  Interlocking  lever  for  controlling  said  device, 
lock  means  for  preventing  an  extreme  movement 
of  said  lever,  a  releasing  circuit  including  a  Une 
wire  extending  from  said  lever  to  said  device  for 
releasing  said  lock  means  and  including  a  contact 
indicating  a  particular  condition  of  said  traffic 
controlling  device  and  including  a  contact  closed 
by  the  lever  when  the  lever  is  in  position  corre- 
sponding to  the  particular  condition  of  said  traf- 
fic controlling  device,  a  timing  device  adjacent 
said  lever  for  controlling  said  releasing  circuit, 
and  an  energizing  circuit  for  said  timing  device 
Including  said  line  wire  and  both  of  said  contacts 
in  series. 


2,014.348 

DISK   BRAKE 

Alva    W.    Woodward,    Kent,    Ohio,    assignor,    by 

mesne   assignments,  to  Wingfoot  Corporation, 

Wilmington,  Del.,  a  corporation  of  Delaware 

Application  Mav  19,  1934,  Serial  No.  726,589 

6  Claims.     (CI.  188—18) 
1.  A  vehicle  wheel  comprising  in  combination, 
an  axle,  a  hub,  a  tire  retaining  flange  mounted 
on  said  hub,  a  brake  drum  connected  to  said 


flange  for  rotation  with  the  hub,  a  separate  means 
for  alining  the  drum  with  the  hub,  a  plurality  of 


axially  movable  brake  disks  operatively  arranged 
in  said  drum  and  means  for  moving  said  disks. 

2.014,349 
TILTING  DEVICE  FOR  FURNACES 

James  R.  Wyatt,  Camden,  N.  J.,  assignor  to  Ajax 
Electric    Furnace    Corporation,    Philadelphia, 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  March  29,  1934,  Serial  No.  717.995 
11  Claims.     (CL  263—12) 


'>j» » 


1.  An  electric  furnace  having  a  pouring  spout, 
trunnion  plates  and  trunnions  upon  which  the 
furnace  is  supported,  brackets  rigid  with  the 
trunnion  plates  and  terminating  on  opposite 
sides  substantially  in  line  with  the  furnace  pour- 
ing spout,  bearings  about  which  the  brackets  are 
guided  to  swing  the  furnace  about  the  pouring 
spout,  supports  for  the  bearings,  hangers  en- 
gaging the  trunnions  at  their  lower  ends,  hy- 
draulic cylinders,  plungers  rigid  with  the  hangers, 
bearings  for  the  cylinders  and  hydraulic  connec- 
tions in  parallel  for  supplying  their  discharging 
liquid  to  the  cylinders  for  tilting  operation. 

2,014,350 
MAKING  A  MOTOR  FUEL 
Eugene   E.   Ayres,    Swarthmore,   Pa.,  assignor  to 
Gulf  Refining  Company,  Pittsburgh,  Pa.,  a  cor- 
poration of  Texas 
AppUcation  April  15,  1931,  Serial  No.  530,374 

5  Claims.  (CI.  196 — 62) 
5.  In  the  manufacture  of  motor  fuels,  the  proc- 
ess which  comprises  continuously  passing  through 
a  heating  zone  in  a  flowing  stream  of  restricted 
cross-sectional  area  an  oil-hydrogen  mixture  con- 
taining an  amount  of  hydrogen  suflBcient  but  not 
substantially  exceeding  the  amount  required  to 
prevent  coke  or  carbon  formation  from  the  oil 
or  its  derivatives  under  the  conditions  of  reac- 
tion, quickly  heating  the  mixture  during  its  pas- 
sage through  said  heating  zone  to  a  temperature 
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between  about  800'  and  950°  P.,  then  passing  the 
mixture  through  a  reaction  zone  of  restricted 
cross-sectional  area  wherein  the  mixture  is  main- 
tained under  high  superatmospheric  pressure  and 
at  a  temperature  between  about  800  and  950  F. 
in  the  absence  of  hydrogenating  or  dehydrogenat- 


ing  catalysts,  and  immediately  thereafter  quickly 
cooling  the  reaction  mixture  to  a  temF)erature  sub- 
stantially below  the  reaction  temperature,  the 
heating,  reacting  and  cooling  times  occupying 
periods  such  that  substantial  cracking  will  be 
effected  and  substantial  production  or  consump- 
tion of  hydrogen  avoided. 


2.014.351 

VEHICLE  HANDLING  APPARATUS 

Alfonse  N.  Becker,  Milwaukee,  Wis.,  assig^nor.  by 

mesne     assignments,     to     Automatic     Parking 

Systems,  Inc.,  a  corporation  of  Illinois 

.Application  September  16,  1929,  Serial  No.  392.793 

35  Claims.     (CL  214— 16.1) 


1.  In  a  vehicle  storage  system,  an  Inlet  for  a 
vehicle,  supporting  means  for  vehicle  wheels 
mounted  in  said  inlet,  a  carrier  adjacent  said 
inlet,  a  storage  compartment  adjacent  said  car- 
rier, elevating  means  in  connection  with  said 
carrier,  mean.s  for  moving  said  carrier  underneath 
a  vehicle  positioned  in  said  inlet  so  that  said  ele- 
vating means  is  positioned  directly  below  the 
vehicle  wheels,  and  means  for  causing  vertical 
movement  of  said  elevating  means  to  lift  the 
vehicle  wheels  off  of  the  supports,  said  carrier 
being  thereafter  movable  into  said  storage  com- 
partment, and  said  elevating  means  being  adapted 
to  lower  said  vehicle  into  said  storage  compart- 
ment. 

2,014.352 
RULING  MACHINE 
Albert  Broadmeyer,  Harrisburg,  Pa.,  asslimor  to 
W.  O.  Hickok  Manufacturing  Company,  Harris- 
burg.  Pa.,  a  corporation  of  Pennsylvania 
AppUcation  July  7,   1931.  Serial  No.  549.283 

11  Claims.  (CL  33 — 34) 
1.  In  a  ruling  machine,  the  combination  with 
ruling  devices,  of  a  stop  against  which  the  sheets 
are  brought  after  passing  the  ruling  devices,  a 
conveyor  for  carrying  the  sheets  to  and  against 
the  stop,  said  conveyor  having  a  receiving  end. 
a  support  for  said  receiving  end.  a  second  endless 
conveyor  for  delivering  the  sheets  to  the  first  con- 
veyor and  having  a  sheet  carrying  stretch  and  a 
return  stretch,  and  means  for  supporting  the 
carrying  and  return  stretches  of  the  second  con- 


veyor at  Its  delivery  end  above  the  support  and 
receiving  end  of  the  first  conveyor  and  permit- 


ting their  adjustment  thereover  toward  and  from 
the  stop. 


2,014.353 

METHOD  OF  PREPARING  THIURAM 

DISULPHIDES 

Howard  I.  Cramer,  Cuyahoga  Falls,  Ohio,  assignor 

to  Wingfoot  Corporation,  Wilmington.  Del.,  a 

corporation  of  Delaware 

No  Drawing.    Application  December  11,  1931, 

Serial  No.  580,498 

13  Claims.     (CI.  260— 16) 

1.  A  method  of  preparing  cyclic  organic  dlsul- 
phides  which  comprises  oxidizing  the  sodium 
salt  of  a  cyclic  dlthiocarbamate  with  ammonium 
persulphate. 


2  014,354 

VEHICLE   BERTH    ARRANGEMENT 

David   A.   Crawford.   Golf.    III.,   assignor   to    The 

Pullman  Company,  a  corporation  of  Illinois 

Application  April  6,  1934.  Serial  No.  719,253 

11  Claims.     (CI.  105—321) 


1.  In  a  vehicle  berth  arrangement  including  a 
pivoted  upper  berth  section  foldable  against  the 
vehicle  wall,  a  pair  of  opposing  seats  beneath  said 
upper  berth  section  convertible  to  provide  a  lower 
berth,  an  enclosure  carried  by  said  upper  berth 
forming  a  dressing  compartment  at  the  end  of 
said  section,  a  platform  for  said  compartment 
supported  from  said  seats  and  extending  beyond 
said  enclosure  to  provide  shelf  space  in  said  lower 
section,  and  means  for  gaining  access  to  said 
compartment. 


2.014.355 
VIBRATION    ISOLATING    PIPE    CONNECTION 
Carl  Hussman.  Chicago,  111.,  assignor  to  United 
States  Gypsum  Company,  Chicago,  111.,  a  cor- 
poration of  Illinois 
,    AppUcation  February  27.  1933,  Serial  No.  658.677 

3  Claims.     (CI.  285—90) 

1        1.  In  a  vibration  isolating  pipe  connection,  a 

corrugated,  metallic,  annular  bellows  connected  at 

each  end  to  a  pipe  section,  a  cylindrical  sleeve  ex- 

i  tending  concentrically  about  said  bellows  and  rig- 
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Idly  secured  at  one  end  to  one  of  said  pipe  sections, 
and  an  annular,  flexible  gasket  between  the  other 


end  of  said  sleeve  and  the  other  of  said  pipe  sec- 
tions. 


2.014.356 

STOCKING 

John  M.  Johnston.  Elkins  Park.  Pa.,  assignor  to 

John  Blood  &  Co.  Incorporated,  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

Application  March  1,  1933,  Serial  No.  659,076 

3  Claims.     (CI.  66—202) 


1.  As  a  new  article  of  manufacture,  a  wrinkle 
and  snag-proof  stocking  knit  from  yarn  composed 
of  a  number  of  ends  of  textile  fibers  such  as  silk, 
each  said  end  including  a  predetermined  num- 
ber of  filaments  and  the  majority  of  which  ends 
are  twisted  individually  forty-five  to  fifty-five 
turns  per  inch  in  the  same  direction  and  the 
others  untwisted,  and  the  whole  group  twisted  to- 
gether sixty  to  seventy  turns  to  the  inch  in  a  di- 
rection opposite  to  that  of  the  individually 
twisted  ends. 


2.014,357 

RECORDING   MICROMETER   GAUGE 

Wolfgang  B.  Klemperer.  .^kron.  Ohio,  assignor  to 

Goodyear- Zeppelin  Corporation,   Akron,  Ohio, 

a  corporation  of  Delaware 

Application  March  11,  1931,  Serial  No.  521,705 

5  Claims.     (CL  265—2) 


4^ 


■^^ 


ji 


/ 
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4.  Gauging  mechanism  for  deformable  objects 
comprising  a  recorder  means  including  a  rotat- 
able  element,  means  tending  to  rotat?  the  ele- 
ment, brake  means  normally  preventing  rotation 
of  the  element,  an  electric  circuit  for  energizing 
the  brake  means,  switch  means  for  closing  said 
electric  circuit,  means  for  opening  said  switch 
means  upon  deformation  of  the  object  gauged, 
and  means  for  closing  the  switch  means  upon 
movement  of  the  element. 

5.  An  apparatus  for  determining  the  stress- 
strain  characteristics  of  materials  comprising  a 


frame  adapted  to  be  fastened  at  predetsrmined 
spaced  points  to  a  specimen  of  the  material,  a  bell 
crank  pivoted  intermediate  its  ends  to  the  frame, 
one  end  of  the  bell  crank  having  a  needle  point 
for  engaging  ths  specimen,  an  electrical  contact 
switch  having  one  contact  thereof  comprising  the 
other  end  of  the  bell  crank,  a  rotatable  screw 
means  carrying  the  other  contact  of  said  switch. 
an  indicating  member,  means  tending  to  move 
said  member,  an  electric  brake  for  holding  the 
member  against  movement,  said  contacts  being 
in  the  electric  circuit  to  said  brake,  and  means 
for  rotating  the  screw  means  by  the  movement 
of  the  member. 

2,014.358 

CASH  REGISTER 

Frederick  Edward  Miller,  Dayton.  Ohio,  assigmor 

to  John  Q.  Sherman,  Dayton,  Ohio 

AppUcation  April  13,  1927,  Serial  No.   183.603 

14  Claims.     (CL  235—15) 


33*-  37 


3.  In  a  counting  mechanism,  a  traveling  pawl 
having  operative  engagement  with  a  ratchet  wheel 
to  actuate  a  counter  wheel  and  capable  of  move- 
ment transverse  to  its  path  of  travel  to  permit  in- 
dependent relative  travel  of  the  pawl  and  ratchet 
wheel,  and  means  for  actuating  the  pawl  to  ad- 
vance the  ratchet  and  counter  wheels  and  a  mov- 
able locking  plate,  the  margin  of  which  extends 
parallel  with  the  path  of  travel  of  the  pawl  nor- 
mally limiting  the  transverse  movement  of  the 
pawl  to  maintain  It  In  operative  engagement  with 
the  ratchet  wheel,  and  spring  means  for  shift- 
ing said  plate  with  a  snap-over  action  into  and 
out  of  operative  position  at  the  opposite  limits 
of  the  range  of  movement  of  the  pawl. 

2,014,359 
BE.\D  FOR  PNEI^ATIC  TIRES  AND  METHOD 

AND  APP.\RATUS  FOR  PRODUCING  SAME 
Luther  E.  Morrison,  New  York,  N.  Y.,  assignor  to 
Wingfoot  Corporation.  Wilmington,  Del.,  a  cor- 
poration of  Delaware 

Application  May  20,  1933,  Serial  No.  672,024 
33  Claims.     (CI.  154 — 14) 


3.  A  tire  bead  comprising  a  plurality  of  indi- 
vidually insulated  wires  helically  wound  in  con- 
centric relation. 
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2.014.360 

RESILIENT   WHEEL 

Harry    M.    Patch.    Seattle.    Wash.,    assignor,    by 

mesne  assign  me  nts.   to  Wingfoot  Corporation, 

Wilmington.  Del.,  a  corporation  of  Delaware 

Application  December  2.  19.10,  Serial  No.  499.489 

7  Claims.      (CI.  295 — II) 


5.  A  resilient  wheel  comprising  a  hub  a  rim 
carried  by  the  hub,  a  resilient  element  mterpcsed 
between  the  hub  and  the  nm.  said  resilient  ele- 
ment comprising  a  plurality  of  annular  steel 
plates  and  annular  plates  of  rubber  stacked  al- 
ternately and  adhesively  secured  together  and 
means  connecting  alternate  steel  plates  to  the 
hub  and  to  the  rim  respectively. 


2.014.361 

BURIAL  CASKET  CONSTRUCTIOV 

Raymond  F.  Staack.  Oakland,  Calif 

Application  March  6.  1935.  Serial  No.  9  637 

7  Claims.     (CI.  27— lOj 


V,  u  ^  b""ai  casket,  separate  side  and  end 
walls  having  their  adjacent  edges  connected  and 
abutting  at  a  point  to  form  a  substantially  square 
corner  for  the  walls  thereat,  said  edges  being 
spaced  at  other  points,  and  a  wall  section  fitting 
in  the  space  between  said  edges  and  forming 
thereat  a  beveled  corner  for  said  wails 


2.014.362 
CLl'TCH 

John  W .  Tatter.  Detroit.  Mich. 

Application  March  12.  1931.  Serial   No.  521933 

20  Claims.     (CL  192 — 68) 


*^ 


1.  In  a  driven  member,  the  combination  of  a 
flange  provided  with  a  series  of  oppositely  dis- 
posed angular  surfaces  converging  toward  the 
center  of  said  fiange,  deformable  members  en- 
gaging the  oppositely  disposed  angular  surfaces 
of  said  flange,  and  members  each  provided  with 
a  series  of  angular  surfaces  converging  toward 
the  center  of  .said  members,  the  angular  sur- 
faces of  said  last  mentioned  members  wedging 
said  deformable  members  between  the  angular 
surfaces  of  said  flange. 


2.014.363 

LATCH   ACTl  .ATING   MECHANISM 

John    B.    Whitted.    Evanston.    111.,    assignor    to 

Stewart-Warner   Corporation,    Chicago.    lU.,   a 

corporation  of  Virginia 

Application  February  20.  1934.  Serial  No.  712  096 

6  Claims.     (CI.  292 — 221) 


1.  In  a  latch  actuating  mechanism,  a  casing 
having  an  opening,  an  actuating  member  disposed 
In  said  opening  and  movable  Inwardly,  a  spring 
pressed  plunger  engaged  at  one  end  '  with  thp 
inner  side  of  said  actuating  member  exerting  out- 
ward pre.ssure  thereon  and  adapted  at  its  other 
end  to  engage  a  latch  member,  and  locking  means 
movable  between  two  operative  positions  adapted 
in  one  position  to  form  an  abutment  against  In- 
ward movement  of  .said  actuating  member  and  iji 
its  other  position  to  permit  inward  movement  of 
said  actuating  member. 
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96  795 
DESIGN  FOR  A  DECORATIVE  UGHT 

Abraham  Abramson.  New  York.  N.  Y.,  assignor  to 
Ravlite  Trading  Co.,  Inc.,  New  York,  N.  Y.,  a 
corporation  of  New  York 

Application  May   13.   1935.   Serial  No.  56,806 
Term  of  patent  7  years 


96,797 
DESIGN  FOR  A  VEfflCLE  TIRE 

Georgre  W      Anderson.    Akron.   Ohio,   assignor   to 
The  General  Tire  &  Rubber  Company,  Akron, 
Ohio,  a  corporation  of  Ohio 
Application  October  25.  1934.  Serial  No.  53,765 
Term  of  patent  14  years 


The  ornamental  design  for  a  decorative  light, 
as  shown. 


96.796 
DESIGN  FOR  A  VEHICLE  TIRE 

George   W.    .Anderson,   Akron,   Ohio,   assignor  to 
The  General  Tire  &   Rubber  Company,  .Akron, 
Ohio,  a  corporation  of  Ohio 
Application  October  25.  1934.  Serial  No.  53,764 
Term  of  patent  14  years 


The  ornamental  design  for  a  vehicle  tire,  as 
shown. 


96  798 
DESIGN  FOR  A  HEATER 

John   M.    Aufiero.   Brooklyn.    N.   Y..    assignor   to 
E.  -A.  Laboratories,  Inc.,  Brooklyn,  N.  Y,  a  cor- 
poration of  New  York 
Application  July  3.   1935.  Serial  No  57,510 
Term  of  patent  14  years 


The  ornamental  design  for  a  vehicle  tire,  as 

shown. 


t 


The  ornamental  design  for  a  heater,  as  shown. 
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96.799 

DESIGN  FOR   A   RUG 

Alfons  Bach,  New  York.  N.  Y..  assignor  to  Bif elow 

Sanford    Carpet    Co.,    Inc..    a    corporation    of 

Massachusetts 

Application  December  8,  1934.  Serial  No.  54,356 

Term  of  patent  7  years 


The  ornamental  design  for  a  rug,  substantially 
as  shown  and  described 


96.800 

DESIGN   FOR   A   RLG 

Alfons  Bach,  New  York,  N.  Y..  assignor  to  Bigrelow 

Sanford    Carpet    Co.,    Inc..    a    corporation    of 

Massachusetts 

Application  December  8.  1934.  Serial  No.  54,357 

Term  of  patent  7  years 


gg^is^^^^^^^^SI 


l^»d 
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The  ornamental  design  for  a  rug,  substantially 
as  shown  and  described. 


96.801 

DESIGN   FOR   A   RIG 

Alfons  Bach,  New  York,  N.  Y..  assignor  to  Bigelow 

Sanford    Carpet    Co..    Inc..    a    corporation    of 

Massachusetts 

Application  December  8,  1934.  Serial  No.  54,358 

Term  of  patent  7  years 


The  ornamental  design  for  a  rug.  substantially 
as  shown  and  described. 


96.802 
DESIGN   FOR  A   RUG 

Alfons  Bach,  New  York,  N.  Y..  assignor  to  Bigelow 
Sanford    Carpet    Co.,    Inc..    a    corporation     of 
Massachusetts 
Application  December  8.  1934,  Serial  No.  54  359 
Term  of  patent  7  years 


The  ornamental  design  for  a  rug.  substantially 
as  shown  and  described. 
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96  803 

DESIGN   FOR  A   RUG 

Alfons  Bach.  New  York.  N.  Y..  assignor  to  Bigelow 

Sanford    Carpet    Co.,    Inc..    a    corporation    of 

Massachusetts 

Application  December  8.  1934.  Serial  No.  54,361 

Term  of  patent  7  years 


a 


96.805 
DESIGN  FOR  A  RLG 

Alfons  Bach.  New  York.  N.  Y..  assignor  to  Bigelow 
Sanford    Carpet    Co..    Inc.,    a    corporation    of 
Massachusetts 
Application  December  8,  1934.  Serial  No.  54,364 
Term  of  patent  7  years 


|_g  :^m>i>^>mMw^/mfi 


The  ornamental  design  for  a  nig  substantially 
as  shown  and  described. 


96.804 
DESIGN   FOR   A   RCG 

Alfons  Bach,  New  York,  N.  Y..  assignor  to  Bigelow 
Sanford    (  arpet    Co.,    Inc.,    a    corporation     of 
Massachusetts 
Application  December  8,  1934.  Serial  No.  54,363 
Term  of  patent  7  years 


.rf*^ 


The  ornamental  design  for  a  rug  substantially 
as  shown  and  described. 


96.806 

DESIGN   FOR   A   FENDER    APRON 

Gustave    F.    Bahr,    Fairfield.    Conn.,    assignor    to 

Joseph  H.  Cohen.  Bridgeport.  Conn. 

Application  December  17.  1934.  Serial  No.  54.448 

Term  of  patent  7  years 


The  ornamental  design  for  a  rug  substantially 
as  shown  and  described. 


The  ornamental  design  for  a  fender  apron,  as 
Ehown  and  described. 
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96.807 

DESIGN    FOR  A  C  HAIR 

Willard  H.  Bond,  Jr..  East  Grand  Rapids,  Mich., 

assignor  to  American  Seating  Company,  Grand 

Rapids,  Mich.,  a  corporation  of  New  Jersey 

Application  June  28,  1935,  Serial  No.  57,448 

Term  of  patent  7  years 


'T*-* '  * \ 


The  ornamental  design  for  a  chair  as  shown 

and  described. 


96,808 

DESIGN  FOR  A  DISPLAY   STAND 

Arthur    Botham,    New  York,    N.    Y..    assignor    to 

C'oty,  Inc.,  Wilmington,  Del.,  a  corporation  of 

Delaware 

Application  July  15,  1935,  Serial  No.  57,628 

Term  of  patent  7  years 


The  ornamental  design  for  a  display  stand  sub- 
stantially as  shown. 


96  809 

DESIGN  FOR   A   SHOE   OR   SIMII.AR 

ARTICLE 

Marcel  .M.  Braun,  Chicago.  III. 

.Application  July  22,  1935.  Serial  No.  57,773 

Term  of  patent  S'^  years 


The  ornamental  design  for  a  shoe  or  similar 
article  as  shown. 


96,810 

DESIGN  FOR   A   SHOE   OR   SI.MILAK 

ARTICLE 

Marcel  M.  Braun.  Chicago.  111. 

Application  July  22.  1935.  Serial  .No.  57.774 

Term  of  patent  SVi  years 


The  ornamental  design  for  a  shoe  or  similar 
article  as  shown. 


96,811 

DESIGN    FOR   A   PIANO 

Clarence  F.  Brey,  .New  York,  N.  Y'. 

Application  July  20.  1935,  Serial  No.  57.760 

Term  of  patent  14  years 


06,812 
DESIGN  FOR  A   TIRE 
Harold    A.    Brittain.    Akron,    Ohio,    assignor    to 
VV'ingfoot  Corporation,  Wilmington.  Del.,  a  cor- 
poration of  Delaware 
Application  June  7,  1935,  Serial  No.  57,188 
Term  of  patent  3>2  years 


The  ornamental  design  for  a  tire,  as  shown. 


96,813 
DESIGN  FOR  A  WATCH  BRACELET 

.Arde  Bulova,  New  York,  N.  Y. 

Application  July  15,  1935,  Serial  No.  57,631 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  watch  bracelet, 
as  shown. 


96.814 

DESIGN  FOR   A  DROPPER   SHELL  OR 

THE   LIKE 

Wilbur  D.  Canaday,  Stamford,  Conn.,  assignor  to 
ii^ntheric  Incorporated.  New  York.  N.  Y.,  a  cor- 
poration of  New  York 
Application  July  3.  1935.   Serial  No.  57,511 
Term  of  patent  7  years 


The  ornamental  design  for  a  piano,  as  shown. 


The  ornamental  design  for  a  dropper  shell  or 
the  like,  substantially  as  shown. 

458   O.    G.     2b 


96.815 

DESIGN  FOR  A  LIQOD  DISPENSING 

RACK   OR  THE  LIKE 

Cornelius  Chambers,  Birmingham.  England 

Application  May  2,  1935.  Serial  No.  56,662 

Term  of  patent  14  years 


The  ornamental  design  for  a  liquid  dispensing 
rack  or  the  like,  substantially  as  shown  and  de- 
scribed. 

96.816 

DESIGN  FOR  A  LIQUID  DISPENSING 

FAUCET  OR  THE  LIKE 

Cornelius  Chambers,  Dale  End.  Birmingham, 

England 

Application  May  2.  1935,  Serial  No.  56.663 

Term  of  patent  14  years 


■jfeiffliiS 


The  ornamental  design  for  a  liquid  dispensing 
faucet  or  the  like,  substantially  as  shown  and  de- 
scribed. 
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9«.817 

DESIGN    FOR   A    COMBINED    TRACTOR    AND 

REFRIGERATOR  TRUCK  TRAILER 

Isaac  J.  Clark,  Washini:ton,  D.  C. 

Application  November  10,  1934.  Serial  No.  53,963 

Term  of  patent  7  years 


,i-,::r<? 


^ 


.... 4 


V^- 


<r 


( 
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The  ornamental  design  for  a  combined  tractor 
and  refrigerator  truck  trailer,  as  shown  and  de- 
scribed. 


96  8 1 R 

DESIGN  FOR  A  SHOE 

Jack  Danchelsky,  Brooklyn,  N.  Y. 

Application  August  7,  1935,  Serial  No.  57,982 

Term  of  patent  3'  j  years 


DESIGN   FOR  A   TIRE 

Burgess  Darrow,  Akron.  Ohio,  assignor  to  W'inf- 
foot  Corporation,  Wilmington.  Del.,  a  corpora- 
tion of  Delaware 
Application  June  7.  1935.  Serial  No.  57,189 
Term  of  patent  14  years 


i^^ 


The  ornamental  design  for  a  tire,  as  shown. 


96,820 

DESIGN  FOR  A   PIANO  CASE 

Wilbur  M.  Day.  Cincinnati,  Ohio,  assignor  to  The 

Baldwin  Company.  Cincinnati,  Ohio 

Application  July    15,   1935.   Serial   No.   57,642 

Term  of  patent  3'..  years 


The  ornamental  design  for  a  shoe,  substantial-    '       The  ornamental  design   for  a   piano  case    as 
ly  as  shown.  ^   shown. 
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96  821 

DESIGN  FOR  A  CARRYING  CASE  OR 

SIMILAR  ARTICLE 

Ernest  A.  de  Graff.  Chicago.  III. 

Application  December  5,  1934.  Serial  No.  54,289 

Term  of  patent  3 '  ^  years 


The  ornamental  design  for  a  carrying  case  or 
similar  article,  substantially  as  shown  and  de- 
scribed. 

96  822 

DESIGN   FOR    AN   AIR   CONDITIONING 

CONTROL 

Henrv    Dreyfuss,    New    York,    N.    Y..    assignor    to 

Minneapolis- Honeywell     Regulator     Company, 

Minneapolis.  Minn.,  a  corporation  of  Delaware 

Application  July  19.  1935.  Serial  No.  57,729 

Term  of  patent  14  years 


a^:a^K 


96  823 

DESIGN   FOR   A   VACUCM   CLEANER 

CASING 

Helen  H.  Dulany,  Chicago.  111.,  assiimor  to  The 
Electric     Vacuum     Cleaner     Company,     Inc., 
Cleveland   Ohio,  a  corporation  of  New  York 
Application  March   13.   1935.   Serial   No.  55.874 
Term  of  patent  14  years 


The  ornamental  design  for  a  vacuum  cleaner 
casing,  as  shov-Ti. 


96.824 
DESIGN  FOR  A  VEHICLE  WHEEL 

Carolus  L.  Eksergian,  Detroit.  Mich.,  assignor  to 
Budd  Wheel  Company,  Philadelphia,  Pa.,  a  cor- 
poration of  Pennsylvania  .„  -„- 
Application  October  17.  1933.  Serial  No.  49,o03 
Term  of  patent  14  years 


\y^ 


The   ornamental   design  for   a   vehicle  wheel, 
substantially  as  shown. 


96,825 

DESIGN  FOR  A  F.^N 

Renaldo  C.  Epworth,  Hackensack.  N.  J. 

Application  May  24,  1935,  Serial  No.  56.991 

Term  of  patent  7  years 


The  ornamental  design  for  an  air  conditioning 
control,  substantially  as  shown. 


The  ornamental  design  for  a  fan.  as  shown. 
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96,826 
DESIGN  FOR  A  DESK  FILE  OR  ANALOGOUS 

ARTICLE 

.Antonio  Estrella,  San  Francisco.  Calif. 

Application  March  2,  1935,  Serial  No.  55.688 

Term  of  patent  14  ye«trs 


The    ornamental    design    for    a.    desk    file    or 
analogous  article,  as  shown. 


96  827 

DESIGN  FOR  RIBBON 

John  R.  Fridlinrton.  Cliffside  Park.  N.  J. 

Application  December  20,  1934.  Serial  No.  54,524 

Term  of  patent  14  years 


-*' 


The  ornamental   design   for  ribbon  as  shown 
and  described. 


96  828 
DESIGN  FOR  A  CABINET  FOR  VENDING 
MACHINES 
George  A.  Gast,  Chicago.  111.,  assignor  to  Plane- 
tellus  Manufactaring  Corporation,  a  corpora- 
tion of  Illinois 
Application  July  15,  1935.  Serial  No.  57,653 
Term  of  patent  7  years 


The  ornamental  design  for  a  cabinet  for  vend- 
ing machines,  as  shown  and  described. 


96,829 

DESIGN   FOR    A   CABINET   FOR   TARGET 

PRACTICE   AMUSEMENT   GAMES 

George  A.  Gast.  Chicago.  111.,  assignor  to 

Raymond  T.  Moloney.  Chicago.  111. 

Application  July  15.  1935,  Serial  No.  57.654 

Term  of  patent   7  years 


The  ornamental  design  for  a  cabinet  for  target 
practice  amusement  games,  as  shown  and  de- 
scribed. 


96.830 

DESIGN  FOR  A  LACE  COVERING 

Morris  Greenberg.  Brooklyn.  N.  Y. 

Application  June  17.  1935.  Serial  No.  57.29« 

Term  of  patent  3'.'  years 


torV. 


The  ornamental  design  for  a  lace  covering,  sub- 
stantially as  shown  and  described. 
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96.831 

DESIGN  FOR  A  SHOE 

Max  Gustin,  New  York.  N.  Y. 

Application  August  9.  1935.  Serial  No    58,027 

Term  of  patent  3 '  .>  years 


The  ornamental  design  for  a  shoe  substantially 
as  shown. 

96  832 

DESIGN    FOR   A  PORTABLE    COMBINED 

PHONOGRAPH    AND   RADIO 

Arthur  Hill.  New  York.  N.  Y. 

Application  April  4.  1935.  Serial  No.  56.216 

Term  of  patent  7  years 


The  ornamental  design  for  a  portable  combined 
phonograph  and  radio  as  shown  and  described. 


96,833 

DESIGN   FOR   A    TOY 

Harrv  T.  Hipwell.  Pittsburgh.  Pa. 

Application  July  9.  1935,  Serial  No.  57,570 

Term  of  patent  7  years 


96,834 

DESIGN  FOR  A  TOY 

Harrv  T.  HipweU.  Pittsburgh.  Pa. 

Application  July  9.  1935.  Serial  No.  57.571 
Term  of  patent  7  years 


The  ornamental  design  for  a  toy,  as  shown. 


96,835 
DESIGN  FOR  A  DISPLAY  SIGN 
Harry  W.  Holland.  EUzabeth,  N.  J.,  assignor  to 
The  Texas  Company.  New  York,  N.  Y.,  a  cor- 
poration of  Delaware 
Application  May  28,  1935.  Serial  No.  57.054 
Term  of  patent  14  years 


The  ornamental  design  for  a  toy.  as  shown. 


The  ornamental  design  for  a  display  sign,  as 
shown. 
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96.836 
DESIGN   FOR   A  PANEL  OR    THE   LIKE 
William  T.  Honnes.  Catonsville,  Md..  assigrnor  to 
Ottenheimer  Bros.  Inc.,  Baltimore.  Md.,  a  cor- 
poration of  Maryland 
.Application  June  15.  1935.  Serial  No.  57,287 
Term  of  patent  S'j   years 


The  ornamental  design  for  a  panel  or  the  like, 
as  shown. 


96  837 

DESIGN  FOR  A  REFRIGER.ATOR 

SHOW  CASE 

William  T.  Hormes,  Catonsvllle,  Md..  assigrnor  to 
Ottenheimer  Bros.  Inc.,  Baltimore,  Md.,  a  cor- 
poration of  Maryland 
^,^  .Application  June  15.  1935.  Serial  No.  57,288 
^^  Term  of  patent  S'-  years 


The  oraamentai  design  for  a  refrigerator  show 
case,  as  shown  and  described. 


96.838 

DESIGN  FOR   A  PEN   HOLDER  DESK    STAND 

Ray  R.  Hntcheson,  Queens.  N.  Y..  assignor  tu  J. 

Harris  and  Company.  New  York.  N.  Y. 

Application  July   31,   1935,  Serial  No.   57.886 

Term  of  patent  Z\2  years 


The  ornamental  design  for  a  pen  holder  desk 
stand,  substantially  as  shown. 


96  839 

DESIGN  FOR  A  COMBINED  FAICET.  SOAP 

DISH.  AND  FILTER 

William  R.  Johnston,  River  Forest,  111. 

Application  January  21.  1935,  Serial  No.  54,986 

Term  of  patent  7  years 


The  ornamental  design  for  a  combined  faucet, 
soap  dish,  and   filter,  substantially  a.s  shown. 
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96.840 
DESIGN  FOR  AN  Al  TOMOBTLE 

Georre  J.  Keller.  East  St.  Louis.  111. 

Application  May   14.   1935.   Serial  No.  56.825 

Term  of  patent  7  years 


96.842 
DESIGN  FOR  A  COOKING  STOVE 
Maurice  G.   Klemme.  Belleville.  111.,   assigrnor  to 
Eagle  Foundry  Company.  Belleville.  111.,  a  cor- 
poration of  Illinois 

Application  June  24.  1935.  Serial  No.  57,382 
Term  of  patent  7  years 


The  ornamental  design  for  an  automobile,  as 
shown. 

96,841 

DESIGN  FOR  A  COMBINED  TABLE  AND 

STOOL  INIT 

Frank    Kellcy,    Cleveland.    Ohio,    assignor    to    A. 

( laus     Manufacturing     Company,     Cleveland, 

Ohio,  a  corporation  of  Ohio 

Application  November  30.  1934,  Serial  No.  54,210 

Term  of  patent  7  years 


The  ornamental  design  for  a  cooking  stove,  as 
shown  and  described. 


96.843 

DESIGN  FOR  A  SHOE  OR  SIMIL.\R  ARTICLE 

Dominick  La  Valle.  New  York,  N.  Y. 

Application  .August  10.  1935.  Serial  No.  58,070 

Term  of  patent  3'  •  years 


The  ornamental  design  lor  a  combined  table 
and  stool  unit,  substantially  as  shown. 


The  ornamental  design  for  a  shoe  or  similar 
article,  as  shown. 
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96.844 

"  DESIGN  FOR   AN    AIR  VALVE 

Alonzo  H.  Magee.  Westfleld.  N.  J. 

Application  July  24.  1935.  Serial  No.  57.792 

Term  of  patent  14  vears 


96.846 
DESIGN  FOR  A  CLOTHESPIN 
W  illiam  K.  McBrirr.  Miami,  Fla.,  assignor  of  one- 
half  to  Flora  S.  Scott,  Wilkinsburg.  Pa. 
Application  April   19.    1935.  Serial  No    56  473 
Term  of  patent  14  years 


^ 


The   ornamental   design   for  an  air  valve,  as 

shown. 


96.845 

DESIGN  FOR  A  COMBINED  SHEAR  AND 

CASTRATOR 

Claude  Marco,  Stockton.  Calif 

Application  October  3.  1934,  Serial  No.  53.468 

Term  of  patent  14  years 


iQuf.^i 


-0 


A 


W 


m 


The   ornamental   design   for    a   clothespin   sis 
shown. 


96,847 

DESIGN  FOR  A  DRAFT  YOKE 

Wiley  C.  McMahan.  Heflln.  Ala. 

Application  July  9.  1935.  Serial  No    57,577 

Term  of  patent  7  years 


Jl B 


\. 


A 


3 


T 


The  ornamental  design  for  a  combined  shear    ,       The  ornamental   design   for   a   draft  yolce   as 
and  castrator  substantially  as  shown.  I  shown. 
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96,848 

DESIGN   FOR   A   WALL  BRACKET    FOR 

MOUNTING  HORNS 

Edward  W.  Menjer.  San  Antonio.  Tex 

Application  July  1.  1935,  Serial  No.  57,470 

Term  of  patent  7  years 


The   ornamental    design    for   a    wall   bracket 
for  mounting  horns,  as  shown. 


96.849 

DESIGN   FOR    A    SINK    STOPFER 

Catherine  Petterson.  Brooklyn.  N.  Y. 

Application  July    18.   1935.  Serial  No.  57,722 

Term  of  patent  3H  years 


96  851 

DESIGN   FOR   A   COMBINATION   VANITY 

CASE  AND  PURSE 

Alfred  F.  ReiUy,  North  Attleboro.  Mass..  assignor 
to  Evans  Case  Company,  North  Attleboro.  Mass.. 
a  corporation  of  Massachusetts 
Application  July  18,  1935.  Serial  No.  57,724 
Term  of  patent  31;:  years 


The  ornamental  design  for  a  sink  stopper  as 
shown. 


96.850 

DESIGN   FOR   A  BUCKLE 

Solomon  Putman.  Newark.  N.  J. 

Application  June  27.  1935.  Serial  No.  57  430 

Term  of  patent  3»^2  years 


The  ornamental  design  for  a  combination  van- 
ity case  and  purse  as  shown  and  described. 


96  852 

DESIGN  FOR   A  PIANO  CASE 

Marion  Y.  Rich.  Cincinnati.  Ohio,  assignor  to  The 

Baldwin  Company,  Cincinnati.  Ohio 

Application  July  2.  1935.  Serial  No.  57.495 

Term  of  patent  3'-  years 


The  ornamental  design  for  a   piano  case,  as 
The  ornamental  design  for  a  buckle  as  shown.   I   shown. 
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96,853  I  96.855 

DESIGN  FOR  A  PIANO  CASE  DESIGN  FOR  A  PIANO  CASE 

Marion  Y.  Rich,  Cincinnati.  Ohio,  assignor  to  The       Marion  Y.  Rich.  Cincinnati.  Ohio,  assiffnor  to  The 


Baldwin  Company.  Cincinnati.  Ohio 

Application  July  2,  1935.  Serial  No.  57  496 

Term  of  patent  3 '  ■.'  years 


I 


x^ 


--:i 


i 


T 


The  ornamental   design  for   a  piano  case,  as 

shown. 


96,854 

DESIGN  FOR  A  PIANO  CASE 

Marion  Y.  Rich,  Cincinnati.  Ohio,  assi«rnor  to  The 

Baldwin  Company,  Cincinnati,  Ohio 

Application  July  2,  1935.  Serial  No.  57,497 

Term  of  patent  3'.'  years 


Oi_ 


Baldwin  Company.  Cincinnati.  Ohio 
Application  July  2,  1935.  Serial  No.  57,498 
\      Term  of  patent  3"  2  years 


I ri 11 1 


The  ornamental  design  for  a  piano  case,  as 
shown. 


96,856 
DESIGN    FOR    AN    Al'TOMOTIVE    VEHICLE 

HEATER 

Harry  Rose,  Wyandotte    Mich. 

Application  March  27.  1935.  Serial  No.  56  075 

Term  of  patent  7   vears 


The   ornamental   design   for   a   piano    case,   as  The  ornamenral  de.sign  for  an  automotive  ve- 

shown.  '  hide  heater,  as  shown. 
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96.857 

DESIGN  FOR  A  BITKLE 

Charles  Rosenblum.  Brooklyn,  N.  Y. 

Application  July  3,  1935.  Serial  No.  57.512 

Term  of  patent  3'j  years 


The  ornamental  design  for  a  buckle,  as  shown. 


96.858 

DESIGN   FOR   A   BCCKLF 

C  harles  Rosenblum.  Brooklyn.  N.  Y. 

Application  July  3.   1935,  Serial  No.  57,513 

Term  of  patent  SVa  years 


1   jr 

1  ■.  ^ 

1 

The  ornamental  design  for  a  buckle,  as  shown. 


96,859 

DESIGN  FOR  A  BUCKLE 

Charles  Rosenblum,  Brooklyn,  N.  Y. 

Application  July  3,  1935.  Serial  No.  57,514 

Term  of  patent  3' :  years 


The  ornamenial  design  for  a  buckle,  as  shown. 


96.860 

DESIGN  FOR  AN  AUTOMOBILE 

James  K.  Ryan.  Hollywood.  Cahf. 

Application  June  6.  1935.  Serial  No    57.173 

Term  of  patent  7  years 


T^ TT 

The  ornamental  design  for  an  automobile  as 
shown. 

96.861 

DESIGN   FOR  A  BUCKLE 

Jacob  1.  Schaffer.  New  York.  N.  Y. 

Application  Augrust  5.  1935.  Serial  No.  57,941 

Term  of  patent  ZVi  years 


The  ornamental  design  for  a  buckle,  substan- 
tially as  shown. 


96.862 

DESIGN  FOR  A  TEXTILE  FABRIC  OR 

SIMILAR  ARTICLE 

Samuel  M.  Schwartz.  Paterson.  N.  J. 

Application  August  8.  1935.  Serial  No.  58,011 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article,  as  shown  and  described. 
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96.863 

DESIGN  FOR  A  BURIAL  CASKET 

Raymond  F.  Staack.  Oakland.  Cali/. 

Application  July  8,  1935,  Serial  No.  57,554 

Term  of  patent  7  years 


-<t^-— - 


I 

rr. — 


fcrs^-.- 


The  ornamental  design  for  a  burial  casket  sub- 
stantially as  shown. 


96.864 

DESIGN  FOR  A  BURIAL  CASKET 

Raymond  F.  Staack.  Oakland.  Calif. 

Application  July  8,  1935,  Serial  No.  57.555 

Term  of  patent  7  years 


The  ornamental  design  for  a  burial  casket  sub- 
stantially as  shown. 


96,865 

DESIGN  FOR  A  COMBINATION  COOK  ST0\T: 

AND  UTILITY  CABINET 

George  Steingmber,  Huntsville,  Ala. 

Application  June  24.  1935.  Serial  No.  57.391 

Term  of  patent  7  years 


The  ornamental  design  for  a  combination  cook 
stove  and  utility  cabinet,  substantially  as  shown 
and  described. 


96,866 
DESIGN  FOR  A  PLACARD  OR  LIKE  ARTICLE 
Albert  N.  Stephens.  Chattanoofa.  Tenn.,  assirnor 
to  Electric  Home  and  Farm  Authority.  Incor- 
porated. Chattanooga.  Tenn.,  a  corporation  of 
Delaware 

Application   July   19.   1935,   Serial  No.  57.726 
Term  of  patent  14  years 


The  ornamental  design  for  a  placard  or  like 
article  substantially  as  shown  and  described. 

96,867 

DESIGN  FOR  A  DISPLAY    STAND  OR 

THE  LIKE 

James  Stipek.  Cicero.  III. 

.Application  April  22.  1935,  Serial  No.  56.497 

Term  of  patent  7  years 


r?  r  IT 


1_L 


The  ornamental  design  for  a  display  stand  or 
the  like,  as  shown 

96.868 

DESIGN  FOR  A  RUG 

Harold  C.  Strobel.  Jersey  City.  N.  J.,  assirnor  to 

Bigelow  Sanford  Carpet  Co.,  Inc.,  a  corporation 

of  Massachusetts 

.Application  November  22.  1934,  Serial  No.  54,11© 

Term  of  patent  7  years 


The  ornamental  design  for  a  rug  substantially 
as  shown  and  described. 
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96.869 

DESIGN  FOR  A  Rl  G 

Harold  C.  Strobel,  Jersey  City.  N.  J.,  assignor  to 

Birelow  Sanford  Carpet  Co.,  Inc..  a  corporation 

of  Massachusetts 

Application  November  22,  1934.  Serial  No.  54,112 

Term  of  patent  7  years 


96.871 

DESIGN  FOR  A  BOTTLE 

Rene  Tricard.  Paris.  France,  assignor  to  Lentheric. 

Incorporated.  New  York,  N.  Y..  a  corporation  of 

New  York 

Application  December  4.  1934.  Serial  No.  54.255 

Term  of  patent  14  years 


^  »-■  Y  t*  ^ 


The  ornamental  design  for  a  rug  substantially 
as  shown  and  described. 


96.870 

DESIGN  FOR  A  RUG 

Harold  C.  Strobel.  Jersey  City,  N.  J.,  assignor  to 

Bigelow  Sanford  Carpet  Co.,  Inc.,  a  corporation 

of  Massachusetts 

Application  November  22.  1934.  Serial  No.  54,113 

Term  of  patent  7  years 


The  ornamental  design  for  a  rug  substantially 
as  shown  and  described. 


n 

f 

^ 

/.>' 

w 

tC 

4    * 

4 

yf 

^    * 

/ 

f 

fy 

The  ornamental  design  for  a  bottle  as  shown. 


96.872 

DESIGN  FOR  A  SHOE  OR   SIMILAR 

ARTICLE 

Seymour  Troy.  New  York,  N.  Y. 

Application  July  23,  1935.  Serial  No.  57.816 

Term  of  patent  3^^  years 


The  ornamental  design  for  a  shoe  or  similar 
article  substantially  as  shown. 
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96.873 
DESIGN  FOR  AN  ATOMIZER  CASE 
Frederic  A.  Vaiilemenot,  Toledo,  Ohio,  assiirnor  to 
The  De  Vilbiss  Company.  Toledo,  Ohio,  a  cor- 
poration of  Ohio 
Application  February  2.  1935.  Serial  No,  55,210 
Term  of  patent  7  years 


1 


The  ornamental  design   for  an  atomizer  case 
substantially  as  shown. 


96,874 

DESIGN  FOR  A  SHOE 

Philip  Weinstein.  Brooklyn    N.  Y 

Application  August  5,  1935.  Serial  No.  57.940 

Term  of  patent  3^:-  years 


96.875 

DESIGN  FOR  A  SHOE 

Philip  Weinstein.  Brooklyn.  N.  Y. 

Application  Auifust  7.   1935.  Serial  No.  57  983 

Term  of  patent  3' 2  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown. 


96.876 

DESIGN  FOR   A  MAGAZINE   HOLDER 

Ferdinand  Wendl.  Lon^  Island  City.  N.  Y. 

Application  June  10.  1935.  Serial  No    57.206 

Term  of  patent  7  years 


The  ornamental  design  for  a  magazine  holder 
as  shown. 


96.877 

DESIGN  FOR  A  SHOE 

Harry  E.  Williams,  St.  Louis,  Mo. 

Application  July  15,  1935.  Serial  No.  57,634 

Term  of  patent  3 '  j  years 


The  ornamental  design  for  a  shoe,  substantially   i       The  ornamental  design  for  a  shoe,  as  shown 
bls  shown.  .  I   and  described 
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96.878 
DESIGN  FOR  A   DRAWER   PIXL 

Norman   E.   Williams,   Rockford.   III.,  assignor  to 
Frank  E.  Birch,  trustee  in  bankruptcy  of  Orna- 
mental Furniture  Hardware  Co.,  Rockford,  111., 
a  corporation  of  Illinois 
Application  July  15,  1935.  Serial  No.  57,630 
Term  of  patent  3'::  years 


S 


.'>t/i 


(il 


The  ornamental  design  for  a  drawer  pull,  as 
shown. 


96.879 

DESIGN  FOR   A   BLOCSE 

Samuel  Wolfson.  New  York.  N.  Y. 

Application  August  17.  1935.  Serial  No.  58.178 

Term  of  patent  3^  years 


96.880 

DESIGN  FOR   A   CRAVAT   HOLDER 

Edward  Harvey  Woolnough.  Montreal, 

Quebec.  Canada 

Application  October  25.  1934.  Serial  No.  53,762 

Term  of  patent  7  years 


The  ornamental  design  for  a  cravat  holder,  as 
shown. 


96  881 

DESIGN  FOR  A  BOTTLE  CASING 

William  J.  Behr.  Jr..  Montclair.  N.  J. 

Application  April  3.  1935,  Serial  No.  56.192 

Term  of  patent  14  years 


The  ornamentai  design  for  a  blouse,  substan- 
tially as  shown. 


The  ornamental  design  for  a  bottle  casing,  as 
shown  and  described. 
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Notice 

In  accordance  isrlth  the  provisions  of  Rule  17  of  the 
Rules  of  Practice  In  the  United  States  Patent  Office,  an 
examination  for  the  registration  of  attorneys  to  practice 
before  the  United  States  Patent  Office  will  be  held  on 
October  30,  1935. 

This  examination  may  be  taken  in  any  of  the  larj^e 
cities  of  the  country  and  will  be  given  under  the  direc- 
tion of  the  Civil  Service  Commission.  Applications  to 
take  the  examination  should  be  made  to  the  Commissioner 
of  Patents  and  such  applications  must  be  received  in  the 
Patent  Office  not  later  than  October  10,  1986. 

Application  blanks  may  be  obtained  from  the  Chief  Clerk 

of  the  Patent  Office.  „      „    „„„ 

LBSLIB  FRAZKR 

Chairman    of   the   Committee    on   Enrollment    and 

Disbarment. 


September  17,  1935 

Trade-Marks aoi— No.  328.060  to  No. 

T  M.  B«iMwab 71 

Labels 38— No.  4«,322  to  No. 

L4beU  Renewed...  2  ,.„„.    vr 

Prints               21— No.  16,377  to  No. 

ttMkmam lO— No.  19,702  to  No. 

Plant  Ptttenta 2— No.          140  to  No. 

Patento       ««l— No.  2,014.364  to  No. 

Designs 70-No.  96,882  to  No. 

Total 1.106 


328,260,  inclusive 

46,369,  inclusive. 

15,397.  inclusive. 

19,711,  inclusive. 

141,  inclusive. 

2,015,0&4,  inclusive. 

96,96 1,  inclusive. 


Cluinget  in  Classification 

Order  No.  8,322.  August  28,  1935,  directs: 

In  class  908.  Machine  Elements,  Bearings  and  Guides. 
(Division  46),  establish  the  following  subclass  and  def- 
inition : 

Eotary 
IMaIn 
Radial 

Lubricating 

Car  Journal-box  type 
Cellar   reservoir 
Capillary 

Waste  retainer 
89.1  Integral  with  box. 

89.1  Patents  coming  under  subdass  89  in   which  the  re- 
tainer   Is    formed    Intecral    with    the   cellar   or   the 
walls  of  the  Journal  box. 
The  patents  contained  in  this  subclass  have  been  taken 
for  the  most  part  from  this  class,  subclass  89. 

In  clasn  906,  Machine  Elements,  Bearings  and  Guides, 
sabclass  91,  change  the  definition  to  read  : 
91    The  lubricant  applying     rollers     are     yleldably     held 
Rgnlnst  the  Journal  by  spring,  weight,  fluid  or  the 
like. 


Adverse  Decisions  in  Interference 

In  Interferences  involving  the  indicated  claims  of  the 
following  patents  final  decisions  have  been  rendered  that 
the  respective  patentees  were  not  the  first  Inventors  with 
respect  to  the  claims  listed : 

Design  Pat.  92,472,  I.  H.  Judd,  Design  for  trailer,  de- 
cided August  31,  1935,  the  claim. 

Pat.  1,962,058,  W.  C.  Crimmlns,  Electric  fuse,  decided 
August  27,  1935.  claims  13,  14,  16,   16,  and  17. 

Pat.  1,930,848.  C.  C.  Ashley  and  W.  I.  Steele.  Apparatus 
for  Injecting  liquid  material  Into  gases,  decided  August  27, 
1935,  claim  1. 

Pat.  1,979,996,  W.  M.  Phillips  and  G.  M.  Cole,  Electro- 
plating process,  decided  August  27,  1936,  claims  1,  8,  and  5. 

Pat.  1.962,077.  H.  Kaufman,  Process  of  making  pyroxylin 
tubing,  decided  August  28,  1935,  claims  1,  2,  3,  4,  and  5. 

Pat.  1,894,899,  H.  Tschochner,  Method  and  apparatus 
for  machining  roll-^  such  as  pUger  rolls  and  the  like,  de- 
cided July  29,  1935,  claims  1,  2,  and  19. 


Applicants  Address  ' 

The  requirement  of  Rule  33.  that  the  post-office  address 
of  the  applicant  must  be  stated  in  the  petition,  roenns  that 
the  applicant  must  plve  the  post-office  address  at  which  he 
customarllv  receives  his  mnll 

The  rule  was  made  in  ord-  r  that  the  Office  In  necessary 
cases  might  correspond  directly  with  the  applicant  and  not 
through  his  attorney.  The  address  of  the  nttorney  •wltb 
Instructions  to  send  communif-ntions  to  the  applicant  in  his 
care  will  not  be  accepted  as  a  complance  with  this  rule. 
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Divisions,  Examinirs,  and  StJBJicis  or  Ijivintions 


0834 

STQS 

4093 
7063 


3028 

4898C 

572S 

3889 

4«24 

M12 

£0876 

7701 
SQ96 

sm 

4897 
5912 
5701 

4012 
4096 
6613 
7733 
5724 

7634 
5083 
6709 

5893 

5708 
462S 
5082 


4074 

4716 
406« 

ooss 

6625 

3000 

7892 

5886B 

7510 

4872 
7880 
6063 

5883 
4880B 

4087B 
7097 

4013 

7600 
5731 
7725 
4701 

5628 
7709 

6897 


5874 

6887 
4725 
3825 


560S 

4709 
5896 

6734 

3876 
4888 

4708 

5634 
3D99B 

2605 


1.  LOEFFLER,  F.  A..  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Vesaels;  Cloaure  Operator*; 

Fences;  Gates;  Tillage. 
X  HERRMAN'M,  D..  Fishing  and  Trapping;  Dairy.  Animal  Hu*b*ndry;  F'rewea,  Tobacco,  Vetoci- 

p«<ies;  Butchering,  Bee  Culture. 

3.  LIVDSEY,  A  ,  Heating;  MeUl  Founding;  Metallurgy;  Metal  Treatment;  Electric  Fumacee 

4.  DONSELLY.  \    E    f.\ct.).  Conveyors;  Hoists;  Uaodllng  Apparatus  and  Implements;  Excavat- 

ing; Elevators;  Fire  Escajies;  Ladders;  Scaffolds;  Store  Service;  Pneumatic  Despatch;  Fluid  Pres- 
sure Bralces. 

5.  M.AC.V.\B,  J.  F..  Harvesters;  Music;  Acoustics;  Sound  Recording;  Knotters;  Buckles,  Buttons,  Etc. 
a.  LEWERS,  A.  M.,  Carbon  Chemistry 

7.  JARBOE,  C.  O.,  Optics;  Pbotottraphy 

8.  ADAMS,  F.  L.,  Beds;  Chairs;  Kitchen  and  Table  Articles;  Racks  and  Cabinets 

9.  ADAMS,  R.  E.,  Pumps;  Fluid  and  Fluid-Current  Moters 

la  HUNTER,  O.  F..  Land  Vehicles— A  nimal  Dra/t  Appliances,  Bodies  and  Tope;  Vehicle  Feoden... 

11.  BEN'H.A^M.  E.  V  ,  Boots,  Shoes,  and  Letrgms;  Button,  Eyelet,  and  Rivet  Setting;  Harness;  Leather 

ManuAuuures;  Nailing  and  Stapling;  Whip  Apparatus;  Hides,  Skiiu,  and  Leather. 

12.  HENRV,  C.  C,  Machine  P^lemenls.  Cylinders  and  Pistons;  Mechanical  ."Starters;  Stop  Mechanl.'snis. 

13.  BORLIK,  F.  J..  Gear  Cutting.  MOlmg,  and  Planing;  Metal  Drawing:  Metal  Forging  and  Welding; 

.Metal  Rolling;  Metal  W'orlcinK.  .N'eedle  and  Pin  Makmg:  Turning,  Boring  and  Drillmg 
11  BRUMBAUGH.  N.  J,  Farriery;  Metal  Bending;  Metal  Tools  and  ImplemenUs  Making,  Sheet 

Metal  Ware,  Maklnr.  wire  Fabrics:  Wire  Working,  Metal  Working,  Blanks  and  Processes. 

W.  WORRELL,  L.  W.,  Olass;  Plastic  Block  and  Earthenware  Apparatus;  Plastics 

19.  gPENr-ER.  r.  }..  Telegraphy;  Telephony .   

17.  ARMSTRONG,  H.,  OrnamenUtion;  Paper  Manufactures-  Printing;  Type  Casting;  Sbeet-Mate- 

rlal  ASiWclatlng  or  Folding- Sheet  or  Web  Feeding;  Type  Setting. 

18.  PORTER,  M.  E..  Motors,  ETpan.'sible-Chamher  Type;  Power  Plants;  Speed- Responsive  Devices.. 

19.  KEN.NEDY.  A.  R..  Furnaces  and  Stoves;  Fuel  Burners 

20.  GROVE.  S.  D..  Miscellaneous  Hardware,  Closure  Fasteners;  Locks;  Latches;  Safes;  Undertaking.. 

21.  THOMPSON.  T.  J.,  Tsitlles;  Cloth  Finishing 

22.  RINGLE.  D..  .\oronautics;  Firearms.  Ordnance,  and  Explosive  Devices;  Air  Cans,  Catapults,  and 

Targets;  Boats  and  Buoys;  Ships;  Marine  Propulsion. 

23.  BUTTNER,  W.  J.  (Act.).  Coin  Handling.  Recorders;  Registers. 

24.  DUR.KS.  C.  O.,  .Apparel;  Apparel  .Apparatus;  Garment  Supporti-rs;  Sewing  Machines 

25.  BLAKKLY,  C.  F.,  Classifying  Solids;  Centrifugal-Bowl  Separators,  Mills;  Threshing;  Vegetable 

and  Meat  Cutters  and  Comminutors. 

ADaM.S,  W    M  ,  Electricity.  Generation;  Motive  Power 

CL.ARK.  W.  N  .  Brushing.  Scrubbing,  and  Cleaning;  Washing  Apparatus 

BE.N30.N.  A.  R..  Internal-Corn bostion  Engines 

SHKL.ARIN.  J.  B.  (Act  ).  Woodworking.  Tools;  Compound  Tools;  Furnitnre;  Metal  Working; 

Cloth.  Leather,  and  Rubber  Receptacles;  Baggage;  Package  and  Article  Carriers;  Deposit  and 

Collection  Receptacles;  Supports.  Tables 

30.  SHIPMAN.  J.   L.,   .Automatic  Temperature  and   Humidity  Regulation;  Illuminating  Burners; 

Illumination;  Thermosuts  and  Humidoetats. 

31.  DU.NCOMBE.  C.  s.  (Act.),  Gas,  Heating  and  Illuminating;  Mineral  Oils   

32.  BARTHOLOMEW.  J.  A  ,  Gas  and  Liquid  Contact  Apparatus;  Ileal  Eichange;  Gas  Separation   . 

33.  WYM.AN,  W    I.,  Bridges;  Masonry,  Concrete,  Metallic,  and  Wooden  Structures;  Roots;  Roeds 

and  Pavements. 

34.  3APERSTELN,  S..  Electricity.  Transmission  to  Vehicles;  Railways,  Rolling  Stock,  Switches,  and 
Signals;  Track  Sanders. 

REYNOLDS,  E.  C,  Card  and  Sign  Exhibiting;  SIgnaLs;  Dispensing;  Filling  and  (  loelng  Portable 

Receptacles. 

McF.AYDEN.  .a.  D  .  Mea.^ur1ng  Instruments:  Force  Mea.surlng;  Automatic  Weighers... 

WE.AVER,  M.  E.,  Electricity,  Circuit  .Makers  and  Breakers,  Light-Sensitive  circuits 

KRAFFT,  C.  ¥..  Earth  Boring;  Hydraulic  and  Earth  Engineering;  Mining  and  Quarrying;  Stooe- 

worklng;  Wells;  Plastic  Compositions. 

WHIT.NEY.  F  J  .  Fluid- Pressure  Regulators;  Multiple  Valves;  Valves;  Water  Distribution 

OBERLIN,  J.  J.,  Metallic  Wood,  Paper,  and  Special  Receptacles 

41.  WHITNEY,  M.  L.,  Railway  and  Land  Vehicles,  Wheels  and  Axles;  Resilient  Tires  and  Wheels: 

Wheel  Substitutes;  Railway  Draft  Appliances;  Spring  Devices,  Typewriting  Machines. 

42.  CUTTING.  H    O..  Electric  Signaling 

43.  KLINGB.  B.  F.,  Medicines,  Poisons  and  Cosmetics;  Bleaching  and  Dyeing;  Explosive  Composi- 
tions; Sugar  and  Starch. 

SHAFFER.  C.  H  .  Refrigeration:  Dispensing  Beverages 

HILL.  H.  D  .  Pulleys  and  Shafting;  Lubrication;  Bearings  and  Onldes;  Motors;  Va!ve-Op«rating 
Mechanism,  Engine  Cooling. 

TAYLOR.  .M.,  Evaporators;  Fluid  Sprinkling;  Fire  Extinguishers;  BoOers;  Heating  Systems;  Cost- 
ing Implements. 

BARKER.  H  .  Clutches;  Brakes 

48,  ROEPKB.  O   B  ,  Electricity,  General  Applications.  Igniters 

49.  SHEFFIELD,  E.  L..  Check-ControUed  Apparatus;  Ventilation;  Driers;  Liquid  Purification 

BL.^KE.  C.  L..  Varnish;  Coating  Processes;  Carbohydrate  and  Condensation  Products;  Cellulose; 

Rubber. 
BACKUS,  C.  D  ,  Radiant  Energy 

52.  KNOTTS.  M    K.,  Supports;  Chucks;  Joint  Packing;  Pipe  and  Rod  JoinU  or  Couplings;  Tool- 

Handle  Fastenings:  Mains  and  Pipes;  Conduits  and  Housings,  Laminated  Packing. 

53.  PECK.   .M.    K.   Books:   Manifolding:   Printed   Matter:  Stationery:   Education;   Paper  Files  and 

Binders;  Tents.  Canopies.  Umbrellas,  and  Canes;  Curtains.  Shades,  and  Screens;  Toilet;  Label 
Pasting  and  Paper  Hanging. 

54.  WaITE.   W    E  ,   Electric  Lamps;  Vapor  Electric  Devices;  Space  Discharge  Tubes;  Electricity, 

Medical  and  Surgical. 

55.  B0WE.V3,  S.  T..  Cutlery:  Artificial  Body  Members:  Dentistry:  Surgery 

56.  PORTER.  F.  J  .  Electrochemistry.  Laminated  Fabrics;  Paper  Making,  Substance  Preparation 

57.  NIC0L30N.  G   D.  G..  Cutting  and  Punching;  Bolt.  Nut.  Rivet,  Nail.  Screw.  Chain,  and  Horse- 

shoe Making;  Driven  and  Screw  Fastenings,  Jewelry;  Nut  and  Bolt  Locks;  Toys;  Exercising 
Devices. 

58.  DOWELL,  E.  F,  Abrading;  Bottles  and  Jars 

59.  RICHARD,  V.  L.  Chemistry.  Ferulizers 

60.  GLASS.  R.  L.,  Klectrlcity,  Heating,  and  Welding;  Batteries;  Resistances  and  RbeosUU;  Prtine- 

Mover  Dynamo  Plants. 

6L  PARKS.  G.  B  .  Laminated  ElectricaJ  Insulation.  Belt,  Hose,  Tl^^  and  Ball  Making;  Winding  and 
Resting;  Pushing  and  Pulling:  Horology;  Tlme-rontrolling  Apparatus. 

63.  COCHRAN.  W.  W..  Games:  Geometrical  InstrumenU 

63.  WINKELSTKIN.  A.  H..  Preserving;  Bread.  Pastry,  and  Confection  Making;  Agitating 

•4.  NASH.  P.  M..  Acetylene;  Distillation,  Gas  Muers;  Oils.  Fata,  and  Glue;  Liquid  Coating  Com- 
positions: Fuel;  .Alcohol. 

65.  McDERMOTT.  F.  P.,  Electricity,  Conductors.  Repeaters;  Relays;  Wave  Transmission 

Teadi-Marks.  La»«u,  4wt>  Panrrs:  F.  A.  RICHMOND} J^j^^^^^^j^^ 

Designs.  H.  H.  KALUPY  (Act.) "IIIIIIIII"""'""!! 
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DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


-■■•  r   ■»••-' 


U.  S.  Court  of  Customs  and  Patent  Appeals 

In  re  Brown 

yo.  SAV-     Decided  ApHl  8,  19S5 

[76  P. (2d)   298] 

Patintabilitt — Drill. 

Claims  for  a  drill,  reciting  a  particular  connection 
between  the  shank  and  bit  portions  thereof  Held  patent- 
able over  the  prior  art. 

Appeal  from  the  Patent  Office.    Reversed. 
Mr.  Cleon  J.  Satcyer  for  Brown. 
Mr.  T.  A.  Hostetler  and  Mr.  Hoicard  8.  Miller  for 
the  Commissioner  of  Patents. 
Graham,  P.  J.: 

The  matter  now  before  us  originated  in  an  appli- 
cation of  the  appellant  in  the  United  States  Patent 
Office  for  a  patent  upon  certain  alleged  improve- 
ments In  a  drill.  The  construction  disclosed,  which 
the  appellant  stated  was  particularly  applicable  to 
TiKk  drills,  was  claimed  to  be  a  novel  and  Inventive 
connection  between  the  drill  bit  and  the  drill  shank 
of  such  a  drill.  The  appellant  discloses  a  connection 
which  comprises  a  sleeve  carried  by  the  bit,  within 
the  open  upper  end  of  which  sleeve  a  drill  shank  is 
inserted  and  secui-ed.  The  specific  method  of  at- 
tachment which  is  shown  consists  of  a  continuous 
sleeve  of  square  or- hexagonal  shape,  all  inner  sides 
of  the  sleeve  being  vertical  except  one,  which  is  bev- 
eled Inwardly  and  upwardly.  The  drill  shank  has 
its  lower  end,  on  one  side  thereof,  beveled  outwardly 
and  downwardly  to  fit  the  bevel  on  the  sleeva  The 
shank  is  smaller  in  cross  section  than  the  opening  of 
the  sleeve.  In  making  the  attachment,  the  drill 
shank  is  inserted  Into  the  sleeve,  shifted  to  one  side 
so  that  the  beveled  surfaces  of  the  sleeve  and  shank 
will  meet,  and  a  plug  or  holding  member  Is  Inserted 
Into  the  sleeve  on  the  side  opposite  to  the  inclined 
surfaces,  where  It  Is  usually  held  by  a  keeper,  in- 
serted through  holes  In  the  sleeve  and  a  groove  in  the 
plug. 

Five  claims,  4,  9,  10,  11.  and  12,  were  rejected 
by  the  Board  of  Appeals.    Two  of  them  are  typical 

of  all,  and  are  as  follows : 

4.  A  drill  comprising  a  bit,  an  anjjular  open  ended 
sleeve  carried  by  said  bit  and  having  a  continuous  side 
wall  with  an  inwardly  upwardly  Inclined  portion,  an  angu- 
lar drill  shank  Inserted  within  said  sleeve  and  having  on 
one  side  a  downward  outward  taper  cooperatlnR  with  the 
Inclined  portion  of  the  side  wall  of  said  sleeve  to  secure 
an  Interlocking  encasement  therewith,  and  holdlnp  means 
for  malntalnlnp  the  Interlocking  inclined  surfaces  of  said 
sleeve  and  shank  in  fight  engagement. 

J».  A  drill  comprising  a  bit.  a  drill  shank,  an  open  ended 
sleeve  connection  between  the  bit  and  shank,  said  sleeve 
having  a  continuous  side  wall.  Inclined  surfaces  on  the 
sleeve  and  shank  coactlng  to  prevent  withdrawal  of  the 
shank  from  the  sleeve,  and  holding  means  between  the 
shank  and  sleeve  for  maintaining  the  inclined  surfaces  In 
Interlocking  engagement. 

The  Board  rejected  the  claims  on  the  prior  art, 
as  shown  by  the  following  references:  Egbert, 
736,371,  Aug.  18,  1903;  Ondra,  1,135,540,  Apr.  13, 
1B15;  Wakfer,  1,136,987.  Apr.  27,  1915;  Anderson 
(British),  25,158,  Dec.  4, 1905. 

It  was  thought  by  the  Board  that  claims  9  to  12, 
Inclusive,  were  unpatentable  over  Wakler,  Ondra, 


and  Anderson,  In  view  of  Egbert.     It  was  further 
thought,  as  to  claim  4,  that  whUe  it  might  be  dis- 
tinguished from  Egbert  in  some  structural  ways,  It, 
would  not  require  invention  to  make  the  necessary 
changes. 

The  principal  reference  is  the  patent  to  Egt)ert 
This  patent  discloses  a  sucker-rod  connector.    The 
inventor  shows  two  sections  of  a  sucker-rod,  the 
upper  section  terraiuating  in  a  socket,  which  is  cir- 
cular in  shape  and  has  an  opening  extending  up 
through  the  center  of  the  same  and  extending  throu^ 
the  outside  wall  on  one  side  of  the  socket.    The  bore 
of  the  socket,  as  well  as  the  opening  through  its 
side  wall,  is  square  in  cross  section.    The  other  por- 
tion of  the  sucker-rod  has  on  its  end  a  projection 
which  may  be  inserted  into  the  square  bore  of  the 
socket,   and   has   a   lateral   projection   on   the  end 
thereof  which  will  project  outwardly  into  the  open- 
ing through  the  side  wall  of  the  socket.     On  this 
lateral  projection  the  lower  side  is  beveled,  and 
this,   when   the  connection   is  made,  engages  with 
the  surface  of  the  lateral  opening  in  the  socket, 
which   is  also  beveled.     After   the   two  parts   are 
thus  brought  Into  connection  they  are  secured  in 
position  by  means  of  a  wedge  which  is  inserted  into 
the  bore  of  the  socket  between  the  lower  portion 
of  the  sucker-rod  and  the  socket,  where  this  wedge 
is  retained  by  means  of  a  leaf  spring,  which  en- 
gages certain  recesses  arranged  for  that  purpose 
upon  the  contiguous  side  of  the  lower  section  of 
the  sucker-rod. 

The  patent  to  Ondra  sliows  a  drill  bit  and  shank. 
In  this  patent  the  shank  is  split  at  the  end,  and  a 
wedge  in  this  split  portion  is  driven  in  by  means 
of  a  cotter  by  which  the  sides  of  the  shank  are 
driven  outward  so  that  they  will  hold  the  bit  against 
detachment,  by  means  of  a  frictional  engagement. 
The  patent  to  Wakfer  discloses  a  connection  be- 
tween a  drill  and  drill  shank,  one  form  of  which 
shows  a  collar  engagement  In  this  patent  the 
drill  head  is,  In  one  form,  tapered  inwardly  and 
upwardly,  and  is  engaged  with  a  collar  which  is 
tapered  outwardly  and  downwardly,  and  In  which 
the  bit  is  held  by  a  keeper  inserted  through  open- 
ings in  the  collar  and  through  a  groove  in  the  bit. 
The  English  patent  to  Anderson  shows  a  con- 
nection between  a  drill  bit  and  drill  shank.  In 
which  the  shank,  tapered  downwardly  and  Inwfird- 
ly.  Is  inserted  Into  the  bit,  tapered  upwardly  and 
outwardly,  and  is  held  there  by  a  rod  extentfing 
through  the  axial  center  of  the  shank  and  bit. 

It  will  be  observed  that  the  appellant's  claims 
call  for  a  continuous  side  wall.  No  such  construc- 
tion Is  shown  by  Egbert.  In  order  to  make  a  fasten- 
ing or  connection,  such  as  is  shown  by  Egt>ert,  the 
side  wall  of  the  sleeve  must  be  pierced  with  an  open- 
ing quite  large  as  compared  with  the  total  wall  sur- 
face. Such  a  broken  or  pierced  side  wall  Is  not  con- 
tinuous.   It  has  been  suggested  that  the  side  wall  of 
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the  sleeve  in  the  appellant's  application  also  cannot 
be  said  to  be  continuous,  as  it  is  pierced  by  holes  to 
receive  a  keeper.  However,  the  appellant,  in  Lis 
form  desi^ated  as  Figure  5,  shows  a  connection 
not  Including  such  keeper  and  holes. 

Again,  it  Is  suRgesteil  that  a  continuous  side  wall 
might  be  ernploye<l  witli  a  recess  in  the  interior  of 
the  wall  and  sleeve  to  receive  the  projecting  portion 
of  the  shank,  instead  of  having  the  same  extend 
entirely  through  the  side  wall  of  the  sleeve.  How- 
ever, no  such  construction  is  shown  by  Egbert,  or 
any  of  the  references,  and  it  might  well  be  contended 
that  a  side  wall,  with  such  an  opening  therein,  while 
It  did  not  extend  entirely  through  the  side  wall,  did 
not  constitute  a   continuous   side  wall. 

While  other  of  the  references  relied  upon  show  n 
continuous  sleeve,  none  of  them  show  any  such  con- 
nection as  is  sliown  by  Egbert.  The  difflctilty  in 
applying  these  references  to  the  ap[>ellant'8  dis- 
closed device,  Is  that  these  prior  art  appliances  were 
not  Intended  to  operate  in  the  same  manner  as  does 
appellant's  device,  and,  hence,  to  attempt  to  read 
the  claims  here  upon  the  prior  art  requires  the  ad- 
dition of  features  in  construction  not  shown  or  sug- 
gested jy  the  prior  art. 

We  are,  therefore,  of  the  opinion  that  in  this  fea- 
ture, namely,  that  of  a  continuous  side  wall  sleeve. 
In  coactlon  with  the  particular  form  of  connection 
shown  by  the  appellant,  he  has  made  a  contribution 
to  the  art  which,  as  it  seems  to  us.  Is  Inventive  and 
patentable. 

Each  of  the  rejected  claims  contains  this  feature, 
and  we  are.  therefore,  of  opinion  that  the  said  claims 
should  have  been  allowed.  * 

The  decision  of  the  Board  of  Appeals  i».  reversed. 

Reversed. 


U.  S    Court  of  Cattoms  and  Patent  A|ip«als 

In  be  Collins 
No.  SASt.     Decided  March  tS,  19S5 

[75  F.(2d)   1000] 
DiSCLOSUBX. 

Claims  for  an  alkyd  type  resin  reciting  the  combina- 
tion of  certain  specified  materials.  Held  properly  re- 
jected since  the  application  as  filed  did  not  speclflcnlly 
name  such  materials,  or  teach  the  order  of  combination, 
or  the  quantity  of  Ingredients  used. 

Appeal  from  the  Patent  Office.    Afflnned. 

Mr.  Albert  T.  St.  Clair  for  Collins. 

Mr.  T.  A.  Hoatetler  and  Mr.  Howard  S.  Miller  for 
the  Commissioner  of  Patents. 
Bland,  J.: 

This  is  an  appeal  from  the  decision  of  the  Board 
of  Appeals  of  the  United  States  Patent  Office,  affirm- 
ing that  of  the  Examiner  in  rejecting  claims  32  to 
55,  Inclusive,  of  an  application  for  patent  relating 
to  alkyd  type  resins.  All  the  claims  in  the  applica- 
tion are  product  claims  except  process  claims  42, 
43,  44,  50,  and  51.  CTaims  40,  41,  45,  46,  54,  and  55 
contain  certain  mwliflcations  not  found  In  the  other 
claims  and.  a*!  was  evidently  tmc  before  the  P.wrd, 
appellant  has  not  argued  with  much  insistence  that 


the  rejection  of  the  same  was  erroneous.  Claims 
32,  47,  50,  and  55  are  illustrative  and  follow: 

32.  An  alkyd  type  realn  formed  by  (he  combination  and 
condensation  of  a  mixture  contalnLng  an  organic  poly- 
baslc  acid,  glycerine,  ethylene  glycol,  and  dl  ethylene 
glycol. 

47.  An  alkyd  type  realn  formed  by  the  combination  and 
condensation  of  a  mixture  containing  phthallc  anhydride, 
glycerine,  ethylene  glycol  and  dl-«'thylene  glyrol,  and  less 
than  50  per  cent  of  a  fatty  arid  modlfter. 

50.  The  proce».s  of  pro<luclnK  the  herein  described  re»- 
Inous  product,  which  comprises  heating  a  mixture  con- 
talninK  an  organic  polybasic  acid,  a  polyhydrlc  alcohol, 
ethylene  glycol,  a  polyethylene  glycol  and  a  fatty  acid 

65.  An  alkyd  type  resin  formed  by  the  combination  and 
condensation  of  a  mixture  containing  phthallc  anhydride, 
ethylene  glycol,  glycerine  In  .nn  amount  It-aa  than  that 
of  the  ethylene  glycol,  and  a  fatty  acid. 

These  claims  were  copied  by  appellant  from  the 
patent  to  IMei)er.  No.  1.847.783,  of  March  1.  I»;i2. 
for  the  purpose  of  Interference.  The  claims  were 
all  rejected  upon  the  ground  of  want  of  disclosure 
of  the  subject  matter  in  the  application  as  filed. 
The  Board,  in  considerable  detail,  which  we  need 
not  repeat  here,  has  copied  from  the  Pieper  speci- 
fication his  teachings  which  fully  disclosed  the  sub- 
ject matter  of  the  involved  claims,  and  we  think  has 
pointed  out,  as  also  did  the  Examiner,  the  partic- 
ulars In  which  appellant's  disclosure  is  deficient. 

The  appellant  in  this  court  quotes  the  following 

from  his  specification : 

By  the  term  "polyhydrlc  alcohol-polybaalc  add  rffln'. 
aa  used  herein.  I  mean  the  resinous  condensation  product 
resalting  from  the  interaction  of  one  or  more  polyhydrlc 
alcohols  and  one  or  more  polvhnsic  acids,  with  or  without 
one  or  more  modifying  Ingredients,   •   •   •. 

•  •••••• 

Although  the  above  examples  are  limited  to  the  use 
of  glycerol  and  ethylene  glycol  as  the  polyhydrlc  alco- 
hol, phthallc  anhydride,  succinic  acid  and  maleic  add 
aa  the  poly  basic  adds,  and  llnaeed  oil  nclda.  Chlnnwood 
oil  acids,  castor  oil  acids  and  roeln  as  the  modifying 
Ingredients.  I  desire  to  have  It  understood  that  the 
Invention  Is  applli  able  generally  to  the  ether  members 
of  these  classes,  such  as  polyethylene  glycol,  pentaeryth- 
rlte,  citric,  fumaric,  adlplc,  butyric,  oleic  and  stearic 
adda,  cocoanut  oil  ncid.s  and  perlUa  oil  aclda,  and  to  all 
synthetic  resins  falling  within  the  above  definition  of 
modified  polyhydrlc  alcohol-polybaslc  add  reslna.   •   •  •    . 

and  relies  upon  this,  together  with  his  six  examples, 
which  are  set  out  In  the  specification,  as  amounting 
to  a  disclosure  sufficient  to  support  the  claims  at 
bar. 

It  will  be  noticed  that  claim  32,  like  most  of  the 
other  claims,  calls  for  a  definite  combination  and 
condensation  of  a  mixture  of  certain  definitely 
named  materiala  For  Instance,  said  claim  32  calls 
for  a  combination  with  an  organic  polybaslc  acid 
of  three  definitely  named  materials* — glycerine,  ethy- 
lene glycol  and  dl-ethylene  glycol.  None  of  the 
exaraple.s  given  sets  out  a  combination  of  two  or 
more  alcohols.  Appellant  argues  here  that  he  has 
broadly  covered  this  combination  of  elements  by  his 
above-quoted  statements  In  his  8i)ecification. 

The  decision  of  the  Examiner  and  that  of  the 
Board  rejecting  the  claims  are  based  chiefly  upon 
the  proposition  that  one  cannot  support  his  spx^ific 
claims  of  definite  mixtures  of  definite  materials  upon 
a  disclosure  which  teaches  the  use  In  no  particular 
quantities  or  of  no  definitely  named  Ingredient  by 
broadly  naming  the  group  in  which  the  claimed 
ingredients  may  be  found.  The  solicitor  for  the 
Patent  Office  illustrates  appellant's  position  as  being 
comparable  to  that  of  an  applicant  for  mechanical 
patent  who  would  disclose  a  list  of  mechanical  ele- 
ments as  gears,  levers,  cams,  bolts,  etc.,  and  state 
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that  they  could  be  combined  In  combinations  of 
twos,  threes,  fours,  etc.,  as  desired  and  then  argue 
that  the  skilled  mechanic  could  make  the  combi- 
nation, and  that  the  alleged  inventor  who  first  men- 
tioned that  those  elements  could  be  combined  in  the 
manner  stated  should  be  regarded  as  the  first 
inventor. 

On  this  phase  of  the  case,  the  Examiner  made  the 
following  pertinent  statement : 

CouuKel  argues  that  in  view  of  the  language  quoted 
alrave  applicant  originally  Intended  to  cover  reeina  in 
which  more  than  one  polyhydrlc  alcohol  was  usad.  and 
that  applicant  Is  unquestionably  entitled  to  a  claim  which 
calls  for  the  use  of  the  specific  alcohols,  glycerol,  ethy- 
lene glycol  and  polyethylene  glycol.  However,  the  evi- 
dence of  such  Intention  was  lacking  in  the  case  as  filed 
for  neither  In  the  objects  of  Invention  nor  in  the  original 
claims  Is  there  found  any  reference  to  the  use  of  mix- 
tures of  polyhydrlc  alcohols.  At  the  most,  the  specifi- 
cation treats  the  various  alcohols  mentioned  In  the 
portions  quoted  as  equivalents  and  that  any  one  of  them 
may  be  substituted  for  those  specifically  mentioned  in  the 
examples.  Moreover,  If  counsel's  argument  be  carried  to 
its  logical  conclusion,  applicant  would  also  be  entitled  to 
claim  resins  In  which  more  than  one  polybaslc  acid  was 
used  with  a  single  polyhydrlc  alcohol  or  with  mixtures, 
of  polyhvdric  alcohols,  and  also  various  combinations 
and  permutations  of  these  ingredients.  To  permit  an 
applicant  to  lay  claim  to  such  specific  products  on  the 
ba.sls  of  an  Indefinite  general  btatement  would  appear  to 
be  flying  In  the  face  of  that  portion  of  the  statute  which 
requires  an  applicant  to  "set  forth  the  precise  invention 
for  which  a  patent  is  solicited,  and  explain  the  prin- 
ciple thereof  and  the  best  mode  in  which  the  applicant 
has  contemplated  applying  that  principle."  Applicant's 
specification  fails  to  meet  this  statutory  requirement ; 
and.  as  stated  by  the  Court  of  .\ppeal8  of  the  District  of 
Columbia  in  Undley  v.  Shepherd,  1928  C.  D.  97.  "It  is 
not  enough  that  he  (the  applicant)  may  have  had  a 
conception  of  the  invention  he  seeks  to  appropriate.  His 
application  must  disclose  it." 
and  with  reference  to  certain  of  the  claims  stated: 

Obviously,  applicant  neither  discloses  nor  even  sug- 
gests the  specific  ratio  of  the  ethylene  glycol  to  the  other 
polyhydrlc  alcohols  set  forth  in  claims  45.  48,  54.  and  65. 
No  real  contention  has  been  made  by  counsel  as  to  appli- 
cant's right  to  make  these  claims.  Clearly  applicant's 
specification  lacks  any  basis  for  this  tpcciflc  Invention, 
for  even  a  broad  general  statement  Is  no  warrant  for 
specific  claims,  particularly  in  view  of  the  fact  that  the 
mixture  of  alcohols  In  the  ratios  mentioned  yield  special 
and  peculiar  results. 

The  Board  of  Appeals,  speaking  of  appellant's 
specification  and  contentions,  said : 

So  far  as  we  can  see.  the  specification  treats  the  various 
alcohols  mentioned  as  equivalents,  that  any  one  of  tliem 
may  be  substituted  for  those  specifically  mentioned  in  the 
examples.  The  patentee  on  the  other  hand,  has  selected 
certain  alcohols  to  combine  and  for  definite  results  which 
be  sets  forth  clearly  in  his  speclflcntlon.  We  do  not 
feel  that  appellant  is  therefore  entitled  to  spread  the 
scope  of  his  alleged  Invention  to  a  degree  not  clearly 
Indicated  in  his  original  disclosure  and  where  improved 
results  are  obtained  by  certain  selections  of  the  Ingredi- 
ents, not  taught  by  hira  In  his  speclflratlon.  As  the 
Examiner  st.nte.'^,  If  we  should  agree  with  appellant's  con- 
tention, applicant  would  be  entitled  to  claim  resins  in 
which  more  than  one  polvt>aslc  acid  is  used  with  a  single 
polyhydrlc  alcohol  or  with  mixtures  of  polyh.vdric  alco- 
hols and  also  various  combinations  and  permutations  of 
these  Ingredients.  Obviously,  In  such  situation  any  al- 
leged invention  would  not  be  properly  presented.  While 
It  is  recognized  that  appellant  should  not  be  called  on 
to  indicate  all  the  various  combinations  of  the  ingredi- 
ents coming  within  the  range  of  his  Invention,  yet  where 
the  question  of  equivalency  does  not  arise,  it  sef-ms  neces- 
sary that  the  advantages  of  relected  combinations  of  the 
Ingredients  be  taught  In  order  that  the  scope  of  the  inven- 
tion he  clearly  defined. 

[1]  We  are  in  acconl  with  the  views  expressed 
by  the  Board.  Appellant,  in  order  to  be  entitled 
to  make  the  specific  claims  at  bar,  may  not  rely 
upon  his  disclosure  which  does  not  point  out  his 
■peciflc  invention  with  more  particularity  than  is 
shown  in  the  above  matter  quoted  from  his  specifi- 
cation. New  and  useful  results,  according  to  the 
Inventor  Pieper  and  the  Patent  Office  tribunals,  re- 
sulted from  the  particular  combinations  made  by 
Pieper,  which  combinations  were  of  Ingredients  se- 


lected from  the  broad  field  referred  to  by  appellant. 
Appellant,  under  the  circumstances  of  this  case, 
cannot  preempt  the  entire  field  of  useful  inventions 
such  as  were  claimed  by  Pieper  by  broadly  teaching 
that  useful  results  may  be  obtained  by  mixtures 
and  combinations  of  a  broad  general  group  of  mate- 
rials without  specifically  naming  such  materials  or 
by  teaching  the  order  of  the  combination,  or  the 
quantity  of  ingredients  used,  or  in  some  other  man- 
ner pointing  out  his  Invention  as  Is  required  by 

statute 

'in  such  full,  clear,  concise,  and  exact  terms  as  to  enable 
any  person  skilled  in  the  art  or  science  to  which  it  apper- 
tains, or  with  which  it  is  most  nearly  connected,  to  make, 
construct,  compound,  and  use  the  same." 

(R.  S.  4888 ;  Sec.  33,  Title  35,  U.  S.  C.) 

On  this  phase  of  the  case  we  think  In  re  Mraz, 
36  App.  D.  C.  435,  164  O.  G.  978,  is  particularly 
pertinent.  There  the  applicant's  original  applica- 
tion called  for  a  "composition  consisting  of  gelatin, 
glycerin  and  an  oxygenated  solution"  (italics  ours). 
The  claims  were  originally  rejected  on  the  ground 
that  the  applicant  failed  to  give  any  example  of  an 
oxygenated  solution.  He  then  sought  to  amend  his 
application  by  naming  one  oxygenated  solution — 
bone  meal.  The  court  held  that  he  had  not  origi- 
nally disclosed  bone  meal  and  that  his  amendment 
was  new  material,  and  said : 

•  •  •  We  agree  with  the  Board  of  Examiners  in  Chief 
that  "the  expression  'oxygenated  solution.'  used  in  the 
case  originally,  covers  something  entirely  different  from 
bone  meal,  and  even  if  it  were  held  to  generically  include 
the  latter,  there  is  no  authority  for  allowing  an  appli- 
cant to  IntSiide  and  claim  a  specific  thing  not  originally 
described  merely  because  it  comes  within  the  scope  of  the 
genus  before  disclosed." 

We  are  familiar  with  the  rule  of  law  urged  by  appellant 
that,  where  expres.sions  used  are  ambiguous,  and  the 
validity  of  a  claim  is  doubtful,  a  construction  which  will 
sustain  the  claim,  rather  than  one  which  destroys  It, 
should  be  Indulged  in  by  the  court.  But  in  all  such 
cases  there  must  be  something  in  the  original  application 
to  suggest  the  claims  set  out  in  the  amendment.  It  must 
not  be  new  matter,  nor  an  enlargement  of  the  original 
specification  and  claims.   •   •  • 

Claims  40,  41,  45,  46,  54,  and  56  contain  limita- 
tions such  as  "and  ethylene  glycol  In  an  amount 
greater  than  that  of  either  the  glycerine  or  the 
poly-ethylene  glycol"  and  "glycerine  In  an  amount 
less  than  that  of  the  ethylene  glycol",  and  it  is  not 
very  seriously  contended  by  appellant  in  this  court 
that  his  disclosure  forms  a  sufficient  basis  for  the 
allowance  of  such  claims.  Claim  47  has  the  limi- 
tation "and  less  than  50  per  cent  of  a  fatty  acid 
modifier."  Obviously  the  invention  in  these  claims 
rests  in  the  particular  limitations  placed  in  them, 
and  this  fact,  we  think,  illustrates  the  fallacy  of 
the  contention  that  appellant's  broad  and  indefinite 
disclosure  was  for  the  same  Invention  which  these 
definite  claims  call  for. 

Appellant,  after  the  Board's  decision,  filed  an  ex- 
tended petition  for  rehearing  in  which  he  com- 
plained there,  as  he  complains  here,  that  the  Board's 
decision  would  require  an  inventor  to  set  out  exam- 
ples of  every  mixture  which  fell  within  the  scope 
of  his  broad  invention  and  that  would  entail  such 
work,  both  on  the  part  of  the  inventor  and  the 
Patent  Office  tribunals,  as  to  bring  about  a  result 
not  contemplated  by  the  patent  laws  and  a  practice 
which  should  be  regarded  as  very  dangerous.  It 
is  pointed  out  by  the  applicant  that  there  are  many 
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instances  in  which  an  inventor  may  designate  as 
one  of  the  ingredients  of  his  combinatiDn  a  group, 
any  members  of  which  are  equivalents  and  tliat  if 
the  deci-slon  of  the  Board  is  approved,  such  a  prac- 
tice cannot  be  resorted  to  in  the  future.  Appellant 
also  urges  that  If  his  application  had  resulted  in 
a  patent  and  Pieper  was  a  pending  applicant  before 
the  Patent  Utflce,  the  Office  would  reject  Pieper  on 
applirant's  patent,  and  argues  from  that  premise 
that  the  applicant  has  disclosed  what  Pieper  has 
disclosed  and  claimed. 

To  the  first  contention  the  Board  made  the  follow- 
ing reply: 

Appellant  also  urges  that  If  It  be  necessary  to  hare 
•peclnc  examples  to  warrant  the  makint;  of  a  claim  call- 
ing for  speoinc  elements  when  seyeral  examples  baTe  been 
flTen  with  the  broad  classes  including  these  elements, 
that  it  would  be  necessary  in  chemical  cases  to  present 
bnndreds  of  examples  in  order  to  insure  applicant's  right 
to  mak^-  specific  claims  on  each  combination  they  have 
disclosed.  As  statt^d  preylously,  we  have  no  intention 
ind  had  none  at  the  time  of  our  decision  of  setting  down 
any  definite  rule  to  be  followwl.  Wp  passed  on  the  cir- 
<nirastances  of  the  present  application,  and  held  that  the 
present  disclosure  is.  In  our  opinion,  insufflrlent  basis  to 
support  the  claims  copied   from  the  patent  to  Pieper. 

As  to  the  seiond  contention,  the  Board  replied : 
This  rea.soning  se^^ms  fallacloii.s  to  us  inasmuch  as  In 
an  Interference  between  twu  parties,  they  must  claim 
•nbstanMaily  the  same  patentable  subject"  matter.  On 
th*  other  hand.  In  rejecting  an  appli>-atlon  on  a  patent, 
It  la  not  neoes-ary  thit  the  patentM  disclosure  or  claims 
b«  the  H»me  as  to  subject  matter  as  In  the  application 
It  Is  often  thf  practice  to  reject  on  the  ground  that  the 
differences  in  the  di.«iclosure8  of  a  patentee  and  an  appli- 
cant indicate  no  ap^rlal  step  forwnrd  in  the  art  and  there- 
fore there  is  no  patentable  dlstlnrtlon  pres+'nted  and  In 
this  connection  reference  may  be  made  to  a  second  patent 
to  stipport  this  position. 

We  are  in  accord  with  the  decision  of  the  Board 
In  rejecting  the  claims  for  want  of  disclosure,  and 
It  Is  affirmed. 

Affirmed. 


U.  S.  Court  of  Castoms  and  Patent  Appeals 

Wjemple  .\nd  Daesen  i\  Peibce  AifD  Anderson 
No.  SMi-     Decided  March  tS,  J9U 
,  (75  F.(2d)    998] 

1.  IffTFRFBRBvcB-  Right  to  M.\kb  CLAIM.S. 

Where  the  claims  reciting  an  alloy  are  clear  and 
unambiguous  and  admittedly  read  on  the  disclosures  of 
both  parties,  ffelrt  thp  fart  that  one  party  was  seeking 
an  alloy  having  ductility  and  the  other  party  an  alloy 
having  resistance  to  cold  flow,  is  not  controlling  on 
the  question  of  the  right  to  make  the  claims. 

2.  Same — Pbiobitt. 

W.  and  D.,  the  junior  party,  having  taken  no  testi- 
mony and  the  right  of  P.  and  A.,  the  senior  party  to 
make  the  claims  in  interference,  having  been  establisbed, 
priority  Held  properly  awarded  to  P.  and  A. 

Appeal  from  the  E*atent  Office.  Affirmed. 

Ueitsrs.  Bailey  d  Larson,  Mr.  RoberU  B.  Larson, 
and  If r.  .Jenrnwjn  Bailey,  Jr.,  for  Wemple  and  Daesen. 

Mr.   Uerton  W.  Sage  and  Mr.   C.  M.  Fiaher  for 
Pelrce  and  Anderson. 
Garrett,  J.: 

This  is  an  appeal  in  an  Interference  proceeding 
wherein  the  Board  of  Appeals  of  the  United  States 
Patent  Office  affirmed  the  decision  of  the  Examiner 
of  Interferences  awarding  priority  of  invention  K) 
appelleea 

Three  counts  are  involved.    They  read  as  follows : 
1.  A  line  base  alloy  consisting  principally  of  zinc  con- 
taining from  .l-2'/r    of  Cn.  an.l   from  .1-  2.')'rr    of  a   metal 
■elected  from  the  group  consisting  of  Nl  and  Mn 


2.  A  line  base  alloy  consisting  principally  of  Zn,  con- 
taining from   .1-2%   of  Cu,   ami    from   .l-.25'^c    Mn. 

3.  A  line  base  alloy  consisting  prlnctpally  of  Zn,  con- 
taining from  .1    2%  of  Cu    and  from     1-25%  of  Ni 

The  interference  was  declared  November  10,  1931, 
between  applications  of  the  respective  parties,  the 
application  of  appellees  having  been  filed  on  March 
12,  1929,  and  that  of  appellants  January  20.  1931. 

Neither  of  the  applications  as  originally  filed 
seems  to  have  contained  the  specific  counts  here  in- 
volved, they  having  been  suggested  to  applicants  by 
an  Examiner  during  the  prosecution  of  the  appli- 
cations. 

The  preliminary  statements  disclosed  that  Pelrce 
and  Anderson,  whose  filing  date  was  prior  to  that 
of  Wemple  and  Daesen,  claime<l  dates  for  concep- 
tion and  reduction  to  practice  long  prior  to  any 
ilates  claime<l  by  the  latter,  and  during  the  motion 
period  Wemple  and  Daesen  moved  to  dissolve  on  the 
ground  that  Pelrce  and  Anderson  had  no  right  to 
make  the  claims  of  the  counts. 

This  motion  was  overruled  and  the  time  for  tak- 
ing testimony  fixed.  No  testimony  having  been  taken 
by  Wemple  and  Daesen,  upon  whom  the  burden 
of  proof  rested,  they  were  placed  under  order  to 
show  cause  why  Judgment  upon  the  record  should 
not  be  awarded  again.st  them. 

In  response  to  this  order,  further  argument  was 
presented  upon  the  question  of  appellees'  right  to 
make  the  counts.  The  P:xamlner  of  Interferences, 
holding  the  response  Insufficient,  thereupon  entered 
the  judgment  which  tlie  Board  affirmed. 

It  is  thus  to  be  seen  that  the  sole  question  before 
us  Is  that  of  the  right  of  Pelrce  and  Anderson  to 
make  the  counts. 

The  decision  of  the  Board  of  Appeals  contains  the 
following  statement  of  facts : 

The  invention  relates  to  a  fine  base  alloy  which  con- 
sists principally  of  sine  bat  contains  small  percentages  of 
additional  metals.  Count  1  states  that  it  contains  from 
^  to  2%  of  copper  and  from  .1  to  2T,%  of  a  metal  selected 
from  the  group  consisting  of  nlckt-l  and  manganese. 
Counts  2  and  ,?  recite  the  same  percentaires  but  as  stated 
above  limit  the  third  metal  to  manganese  and  nickel  re- 
spectlTely. 

The  application  of  Pt-jn.'  and  Anderson  disrl.mes  on 
pace  «  a  tabulation  In  which  alloy  .No.  3  contains  r.inc,  cop- 
per anrl  manirancse  and  alloy  No.  5  contains  «lnc.  copper 
and  nlikel  In  each  alloy  copper  is  given  as  1%  which  !• 
about  midway  In  th^  range  .1  to  2%  recited  In  the  counts. 
In  allov  No  r^  mannanesp  Is  given  as  4%  which  is  some- 
what higher  than  the  upper  limit  .25%  reclte<l  In  count! 
1  and  2.  In  alloy  No.  5  the  nickel  Is  ?lven  as  .1%  whirh 
Is  the  same  an  thp  lower  limit  of  nlcke]  In  counts  1  and  S 
Page  8  of  the  specification  states  that  the  alloving  ele- 
ments mentioned  in  thp  forpjroini:  taliulaflim  may  vary 
within  certain  limits.  These  limits  are  defined  as  to  cop- 
per form  0.%  to  2%,  as  to  manganese  from  1  to  2%  and 
as  to  niokpl  from  0.^%  to  1%  It  Is  therefore  seen  that 
the  senior  party  has  disclosed  not  only  the  alloying  of  the 
particular  metaH  recited  In  the  counts  hut  In  percentaires 
embracing  the  ranees  defined  In  the  counts  While  alloy 
No.  3  contains  a  hljcher  mani;anese  percentakre  than  re- 
cited In  counts  1  and  2  It  is  well  within  the  ranee  01  to 
75  parts  recited  In  the  Wimple  and  Daesen  application 
dlsclosunv 

The  ranees  recited  In  the  counts  cover  substantial  parts 
of  the  ranges  disclosed  In  the  two  applications.      •      •      • 

No  contention  is  made  respecting  the  correctness 

of  the  foregoing  finding.    The  brief  filed  on  behalf 

of  appellants  states : 

It  la  apparent  that  the  counts  of  the  Interference  fall 
within    the    ranges  of   both   of   the   parties   to   this  appeal. 

[1]  In  the  final  analysis  appellants  rely  upon 
the  fact  that  the  specifications  of  the  respective 
applications  define  different  result.s.  In  that  Wemple 
and  Daesen  sought  and  taught  ductility  as  a  deslder- 


Septembeb  17, 1935 


U.  S.  PATENT  OFFICE 


443 


atum,  while  Pelrce  and  Anderson  emphasized  re- 
sistance to  cold  flow. 

We  agree  with  the  Board  of  Appeals  that  the  re- 
sults obtained  or  sought  are  not  controlling.  The 
counts  are  clear  and  unambiguous.  The  party  se- 
curing the  patent  is  clearly  entitletl  to  protection  in 
the  use  of  all  substantial  parts  of  the  ranges  cov- 
ered. Appellees  disclosed  the  ranges,  and  upon  the 
record  presented  are  entitled  to  the  award  of  pri- 
ority. 

Much  of  what  was  said  by  us  in  the  case  of  Davi» 
et  al.  V.  I  sham  ct  al,  21  C.  C.  P.  A.  (Patents)  1222, 
71  F.(2d)  204,  449  O.  G.  7,  is  apposite  here. 

The  authorities  cited  In  the  brief  for  appellants 
have  been  carefully  examined.  We  fall  to  find  any 
analogy  between  the  facts  of  those  cases  and  the 
facts  of  the  case  at  bar. 

One  of  the  assignments  of  error,  or  reasons  of  ap- 
peal, alleges  such  Irregularities  in  the  declaration  of 
the  Interference  as  to  preclude  a  proper  determina- 
tion of  the  quesUon  of  priority'.  The  argument  upon 
this  point  Is  not  very  clear,  and  we  fall  to  find  in 
the  record  any  Irregularities  touching  the  declara- 
tion. 

The  brief  filed  on  behalf  of  appellees  contained 
certain  quotations  from  other  applications  of  Peirce 
and  Anderson  not  here  Involved  and  not  made  a 
part  of  the  record  on  appeal. 

Prior  to  the  hearing,  appellants  filed  a  motion  to 
strike  such  matter.  Decision  upon  the  motion  was 
reserved  pending  determination  of  the  case  upon  the 
merits. 

We  think  the  matter  complained  of  was  improper- 
ly included  In  the  brief  and  we  have  treated  it  as  If 
striken.  It  has  not  been  considered  in  our  determi- 
nation upon  the  merits. 

[2]  The  decision  of  the  Board  of  Appeals  Is  af- 
firmed. 
Affirmed. 


Patent  Snitt 

INotlces  under  sec.  4921,  R.  S.,  as  amended  Feb.  18,  1922] 
1.247.1^0,  1,247.542,  Re.  15.140.  1,286,017,  W.  Jones. 
Pnriflcation  of  sewnge  and  analogous  liquids;  1,282,587, 
Apparatus  for  the  porlflcatlon  of  sewage  and  analogous 
liquids  ;  1,843,797  ;  Stott  k  Jones,  Aeration  of  sewage  and 
other  Impure  liquids,  D.  C.  Minn.  (St.  Paul),  Doc.  E  2815. 
Activated  Sludge.  Inc..  v.  Oity  of  White  Bear  Lake,  Minn. 
Dismissed  (notice  July  26,  1936).  D.  C.  W.  D.  Okla. 
(Oklahoma  City),  Doc.  E  1643,  Activated  Sludge,  Inc.,  v. 
Vitv  Of  Latcton.  Okla.  Patent  held  valid  and  infringed 
July  25.  1035. 

1.247,642.      (See  1,247,640.) 

1.262.860.  S.  B.  Smith,  Incubator,  D.  C.  W.  D.  Wash.. 
N.  Dlv..  Doc.  1109.  8.  B.  Smith  v.  A.  Oordt  et  al.  (Lynden 
Poultrv  Yards).  Dismissed  July  24,  1935.  Same,  filed 
Mar.  19,  1935.  D.  C.  Minn.  (St.  Paul),  Doc.  E  2836, 
8.  B.  Smith  T.  J.  F.  Landt.  Doc.  E  2886,  8.  B.  Smith  v. 
R.  P.  Nelson.  Same,  filed  Apr.  8,  1985,  D.  C.  Minn.  (St. 
Paol).  Doc.  B  2837.  8.  B.  8mith  v.  0.  T.  Olson. 

1.282.687.    (See  1.247.540.)    1.286,017.    (See  1,247,640.) 

1,297,188,  I.  Langmulr.  System  for  amplifying  variable 
cnrrents:  1.  573,374.  P.  A.  Chamberlain,  Radio  condenser; 
1,728,879,  Rice  &  Kellogg.  Amplifying  system,  filed  July  8, 
1935.  D.  C.  N.  D.  Calif.  (San  Franclaoo).  Doc.  E  389&-L, 
Kadio  Corp.  of  AmeHea,  et  al.  v.  Bchwacher-Frey  Co. 
Doc  B  3896-S,  Radio  Corp.  of  America  et  al.  v.  C.  Silver- 
man. Doc.  E  3898-S.  Radio  Corp.  of  Americm  et  al.  v. 
Kahn  Dept.  Btoret,  Inc. 


1,319,077,  R.  R.  Ulckcox,  Rotary  drier  ;  1.468,181,  Wag- 
ner &  Hormel,  Drying  apparatus  for  plates  of  metal  and 
other  material.  D.  C.  B.  D.  N.  Y.,  Doc.  B  7464,  Chat. 
Wagner  Litho  Machinery  Co.,  Inc.,  v.  Tin  Plate  Litho- 
graphing Co..  Inc.  Consent  decree  for  plaintiff  July  26, 
1935. 

1,343,797.      (See  1,247.640.) 

1,379.690,  Hughes  &  Hughes,  Oil  pump,  filed  July  26, 
19:^5.  D.  C,  S.  D.  Tex.  (Houston).  Doc.  E  686.  H.  D. 
Iluijhca  et  al.  v.  Magnolia  Petroleum  Co. 

1.399.666,  I.  Lazarus,  Projection  screen,  D.  C.  MlnU; 
(St.  Paul).  Doc.  E  2768,  The  Da-Lite  Screen  Co.  v.  W.  H. 
V.  Lassen.     Dismissed   (notice  July  26,  1935), 

1,403.475  (a),  H.  D.  Arnold,  Vacuum  tube  circuit; 
1,403,932.  R.  H.  Wilson.  Electron  discharge  device; 
1.507,010.  L.  de  Forest.  Radio  signaling  system  ;  1,507,017, 
same.  Wireless  telegraph  and  telephone  system  ;  1,618.017, 
P.  Lowenstein,  Wireless  telegraph  apparatus ;  1,702,838. 
W.  S.  Lemmon.  Electrical  condenser;  1,811,096.  H.  J. 
Roand,  Thermionic  amplifier  and  detector ;  Re.  18,579, 
Ballantlne  &  Hull.  Demodulator  and  method  of  demodula- 
tion, D.  C,  S.  D.  Calif.  (Los  Angeles).  Doc.  E  550-C, 
Kadio  Corp.  of  America  et  al.  v.  J.  L.  Misrach  (United 
Kadio  Stores).  Decree  for  plaintiff  for  Injunction  July 
25.  1935.  Same,  filed  July  3,  1036,  D.  C,  N.  D.  CaUf. 
(San  Francisco).  Doc.  E  3894-S,  Radio  Corp.  of  America 
et  al.  V.  C.  Silverman.  Dec.  E  2897-L,  Radio  Corp.  of 
America  et  al.  v.  Kahn  Dept.  Stores,  Inc. 

1,403.475  (6).  H.  D.  Arnold.  Vacuum  tube  circuit; 
1.403.032,  R.  H.  Wilson,  Electron  discharge  device; 
1,507,016,  L.  de  Forest,  Radio  signaling  system  ;  1,507,017, 
same.  Wireless  telegraph  and  telephone  system;  1,811.095, 
H.  J.  Round,  Thermionic  amplifier  and  detector  ;  Re.  18,679, 
Ballantlne  A  Hall,  Demodulator  and  method  of  demodula- 
tion, filed  July  8,  1935.  D.  C.  N.  D.  Calif.  (San  Francisco), 
Doc.  E  8893.  Radio  Corp.  of  America  et  al.  v.  Bchitcat>acher. 
Frey  Co. 

1.403,932.      (See  1,408,476  («)   and  (6).) 
1,467,930,  J.  W.  Fretwell,  Locked  razor,  C  C.  A.,  3d  Clr- 
Doc.  6645,  J.   W.  Fretieell  v.   Gillette  Bafety  Razor  Co. 
Decree  afllrmed  July  23.  1936. 
1.468,181.      (See  1,319,077.) 

1,476,648,  Sage  A  Boughner,  Sand  reel  operating  mech- 
anism, appeal  filed  July  6,  1935,  C.  C.  A.,  10th  Clr.,  Doc. 
1306,  R.  W.  Sage  et  al.  v.  Parkersburg  Rig  d  Reel  Co. 

1.477,873,  H.  Jacobs,  Hair  waving  device,  D.  C.  8.  D. 
N.  Y..  Doc.  B  76/81,  H.  Jacobs  v.  Hyman  d  Hv^an,  Inc., 
ct  al.  Dismissed  as  to  The  Realtetic  Co.  June  17,  1933. 
BUI  dismissed  with  prejudice  (notice  July  24,  1935). 

1.607.016,  (See  1,403,475  (o)  and  (6).) 

1.507.017.  (See  1.403,476  (a)  and  (6).) 
1.573.374.      (See    1.297.188.) 
1.618,017.      (See  1.403.475   (o).) 

1,684.309.  R.  F.  Dlrkes,  Method  of  and  means  for  feed- 
ing Upe  and  projecting  data  therefrom,  filed  July  26, 
1935,  D.  C,  S.  D.  N.  Y.,  Doc.  E  81/17,  The  Western  Union 
Telegraph  Co.  v.  F.  A.  Morny. 

1.684,716,  Seeger  &  Seeger,  Refrigerator,  D.  C.  Minn. 
(St.  Paul).  Doc.  S  2484,  Seeger  Refrigerator  Co.  v,  Bohn 
Refrigerator  Co.      Dismissed    (July   26,   2936). 

1,702,833.      (See  1,403.475    (o).) 

1.713.726,  H.  Vogt  et  al.  Device  for  phonograph  with 
linear  phonogram  carrier,  D.  C,  M.  D.  Pa.,  Doc.  971. 
American  Tri-Ergon  Corp.  et  ol  t.  AUoona  Publix  Theatres, 
Inc.,  et  al.  Patent  held  valid  Nov.  24,  1933.  Mandate 
from  C.  C.  A.  afllrmed  Judgment  of  D.  C.  Mandate  from 
^up.  Court  reversed  Judgment  of  C.  C.  A.  (notice  July  28, 
1935).  Doc.  972,  American  Tri-Ergon  Corp.  et  al  v.  Wil- 
mer  d  Vincent  Corp.  et  al.     Decree  as  above, 

1,724,493.     (See  Des.  72,523.) 

1.728.879.      (See  1,297,188.) 

1.733,353.      (See  Des.  72,523.) 

1.762,331,  F.  C.  Fants,  Return  bend.  D.  C,  E.  D.  111. 
(East  St.  Louis).  Doc.  4612.  Stockham  Pipe  d  Fittings  Co. 
et  al.  V.  Kev  Boiler  Equipment  Co.,  Inc.  Claim  6  held 
invalid ;  bill  dismissed  July  20.  1935. 

1.767,601.  W.  P.  Stoody  et  al..  Welding  rod  ;  1,803.875, 
same.  Method  of  facing  tools  and  resulting  product,  D.  C, 
S.  D.  Calif.  (Los  Angeles),  Doc.  E  Z116-C.  Stoody  Co.  t. 
Eld  Metal  Co.,  Ltd.     Decree  for  Injunction  July  25.  1935. 
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1,803,875.      (See  1.757,601.) 

1.811.095.      (See  1.403.475  (a)  and  (b).) 

1,914.237.  R.  L.  Blancbard.  Independent  wing  locking 
device  for  revolving  doors,  filed  July  29,  1935,  D.  C, 
E.  D.  N.  Y..  Doc.  E  7688,  Van  Kannel  Revolvtn{f  Door  Co. 
V.  General  Bronze  Corp. 

1,920,486.  W.  E.  Smith.  Pickling  vat  and  coating  there- 
for, filed  July  26,  1935,  D.  C,  E.  D.  Mich.  (Detroit),  Doc. 
7136.  W.  E.  8mitK  {Ceilcote  Co.)  v.  Truacon  Steel  Co. 
{The    Truscon    Laboratoriea). 

1,9S0,236,  J.  Toriglan,  Process  for  making  aqueoufi 
soluble  colloidal  sulphur  Isotonic  and  Injectable  solution 
produced  thereby,  filed  July  26.  1935.  D.  C,  8.  D.  N.  Y., 
Doc.  B  81/16,  The  Drug  Producta  Co.,  Inc.  ▼.  Bellevue 
Laboratoriea,  Inc. 

1.984.134.  Himmel  k  Himmel,  Structural  member,  filed 
July  23.  1935.  D.  C.  Mass.  Doc.  E  4166,  The  Himmel  Broa. 
Co.  y.  National  Fire  Door  d  Copper  Store  Front  Co. 

1.989,535,  F.  W.  Stolzenberg.  Pile  fabric,  filed  July  26,  7. 
1935,  D.  C,  S.  D.  N.  Y.,  Doc.  B  81/15,  Sidney  Blumenthal 
it  Co.,  Inc.  V.  Roaaie  Velvet  Co.  et  ak 

Re.  15,140.     (See  1,247,540.) 

Re.  18.146.     (See  Des.  72.523.) 

Re.  18.579.     (See  1,403.475  (a)  and  (ft).) 

Re.  18.705.     (See  Des.  72,523.) 

Re.  19.167,  H.  H.  Polk,  Jr.,  Fountain  pen  ;  Re.  19,530. 
W.  A,  Sheaffer.  ^ame.  filed  July  24.  1935.  D.  C.  S.  D.  N.  Y., 
Doc.  E  81/11.  W.  A.  Sheaffer  Pen  Co.  ▼.  The  Wahl  Co. 

Re.  19.530.     (See  Re.  19,167.) 

Des.  72,523.  Z.  Muulsby.  Burial  casket ;  1.724,493.  Mauls- 
by  k  MauJsby,  Fabric  forming  machine  ;  Re.  18,706  (of  Re. 
18.146  and  1.733,353).  D.  C.  Minn.,  4th  Div.,  Doc.  E  2499, 
/.  R.  Maulaby  v.  Minneapolia  Caaket  Co.,  Inc.,  et  al.  Dis- 
missed July  20.  1935. 

Des.  94.139.  B.  A.  Hackett.  Design  for  a  Tending  ma- 
chine ca.sing.  filed  July  26.  1935.  D.  C  S.  D.  Ohio.  W.  Dlv., 
Doc.  930.  B.  A.  Hackett  et  al.  v.  Modern  Vending  Machinea, 
/no.,  et  al. 

Des.  94.725,  M.  Bernstein,  Ensemble  dress,  filed  July 
23.  1935.  D.  C.  S.  D.  N.  Y.,  Doc.  B  81/9,  Ace-High  Dreaaea, 
Inc.  V.  Benfrey  Dreaa  Co.,  Inc. 

Des.  05.704.  J.  L.  Lien.  Design  for  a  textile  fabric  or 
similar  article,  filed  July  22.  1935,  D.  C.  S.  D.  N.  Y.. 
Doc.  E  80/380.  A.  W.  Boylia  Co.  t.  H.  Schtcartz. 


Disclaimers 

1,743,144. — Byera  W.  Kadel,  Baltimore.  Md.  Railway  Cab. 
Patent  dated  January  14.  1980.  Disclaimer  filed 
August  22,  1935,  by  the  assignee.  Wine  Railtcav  Ap- 
pliance Company. 

Hereby  enters  this  disclaimer  to  that  part  of  the  thing 
patente<i  which  is  claimed  in  said  patent  in  the  following 
words,  to  wit  : 

"3.  A  railway  car  having  a  door,  a  stitrening  member 
secured  to  said  door,  the  same  t)elng  of  channel  or  U-shapf 
In  cross  section,  a  latch  plvotally  associated  with  8al<I 
stiffening  member,  a  ledge  formed  on  the  car  body  adapted 
for  supporting  co-operation  with  said  latch,  the  latch  being 
arranged  to  lie  wltli  one  face  agalngt  the  web  portion 
of  said  channel  section  and  to  operate  in  a  plane  parallel 
with  said  web  portion." 

"6.  A  railway  car  having  a  door,  a  stiffening  member 
secured  to  the  outer  face  of  the  door,  the  same  being  of 
channel  section  with  return  flanges  formed  along  the 
edges  of  the  main  flanges  thereof,  said  return  flanges 
being  disposed  against  the  face  of  the  door  and  with  se- 
curing rivets  passing  therethrough,  a  latch  pivoted  upon 
the  exterior  of  said  stiffening  member  and  constitutlne 
an  extension  thereof,  a  fixed  hook  secured  to  the  car  body 
adjacent  the  end  of  said  stiffening  member  and  adapted  for 
supporting  engagement  with  said  latch,  and  a  member  se- 
cured to  said  stiffeninir  member  adapted  to  form  a  hous- 
In;;  for  the  pivot  end  of  the  latch. 

"7.  .\  railway  car  having  a  discharge  opening,  a  door 
hineed  to  the  car  body  for  closing  said  opening,  a  flaneed 
stiffeninz  member  attached  to  the  outer  face  of  the  door 
and  terminating  adjacent  an  edste  of  the  latter,  said  stiffen- 
ing member  havlnir  a  flat  outer  face  lying  substantially 
parallel  with  the  plane  of  the  door  and  spaced  therefrom, 
a  bracket  secured  to  the  stiffening  member  and  forming 
a  hoosins  therewith,  a  latch  pivotallv  mounted  In  the  boos- 
ing' and  arranged  to  swing  in  a  plane  parallel  with  the 
plane  of  the  door,  said  latch  being  arranged  to  lie  against 
and   to  be  supported   by   the   said   outer  flat   face   of  the 


stiffening  member,  and  a  hook  affixed  to  the  car  body 
for  engagement  with  the  said  pivoted  latch  to  maintain 
the  door  in  closed  position. 

"8.  A  railway  car  having  a  discharge  opening,  a  door 
hinged  to  the  car  body  for  closing  said  op«>ning.  a  flanged 
stiffening:  member  attached  to  the  outer  face  of  the  door 
and  terminating  adjacent  an  edite  of  the  latter,  said  stiffen- 
ing member  having  a  flat  outer  face  lying  8ul)8tantlally 
parallel  with  the  plane  of  the  door  and  spaced  therefrom, 
a  bracket  secureil  to  the  stiffenini;  member  and  forming 
a  houslnjf  therewith,  said  housing  navlriK  a  wall  arranged 
substantially  parallel  with  the  said  flat  outer  face  of  the 
stiffening  member  and  space<l  therefrom,  a  door-support- 
ing latch  plvotally  mounted  in  the  bousing  and  arranged 
to  lie  against  and  to  be  supp<irfed  by  the  outer  face  of 
the  stiffeninir  member  and  to  swing  in  a  plane  substan- 
tially parallel  to  the  plane  of  the  door,  tne  latch  pivot 
having  support  at  one  end  in  the  bracket  and  at  the 
other  end  In  the  outermost  wall  of  the  stiffening  member, 
and  a  shouldered  hook  affixed  to  the  car  body  for  en- 
gagement with  the  said  pivoted  latch  to  maintain  the 
door  in  closed  position. 

"9.  A  railway  car  having  a  discharge  opening,  a  door 
hinged  to  the  car  body  for  closing  said  opening,  a  stiffen- 
ing member  of  modified  channel  cross  section  affixed  to  the 
outer  face  of  the  door  comprising  a  web  lying  In  a  plane 
substantially  parallel  to  and  spaced  outwardly  from  the 
door,  said  web  termlnatinj?  in  lateral  main  'fiances  ar- 
ran?e<l  substantially  normal  to  the  door,  and  said  main 
flanges  terminating  in  lateral  secondary  flanges  parallel 
with  and  secured  to  the  door,  a  bracket  secured  to  the 
stiffener  havlni:  a  portion  lying  in  a  plane  substantlallv 
parallel  to  and  spaced  outwardly  from  the  web  of  the 
stiffener.  said  portion  terminating  in  lateral  flanges  re- 
spectively secured  to  the  main  flanges  of  the  stiffener,  a 
plvote<l  latch  mounted  within  the  housing  formed  by  the 
bracket  and  stiffener  and  arranged  to  lie  against  the  outer 
face  of  the  web  of  the  latter,  said  latch  extending  outward- 
ly l»eyond  the  stiffener  and  the  side  of  the  car.  the  latch 
pivot  being  supported  by  the  web  of  the  stiffener  and  the 
said  portion  of  the  bracket,  and  a  shouldered  hook  af- 
fixed to  the  car  body  for  engagement  with  the  latch  to 
support  the  door  in  closed  position." 

"12.  A  railway  car  having  a  ladln?  discharge  opening,  a 
door  hinged  to  the  car  body  for  closing  the  opening,  the 
door  being  movable  to  open  position  under  the  influence  of 
gravity,  a  flanged  stiffening  meml>er  secured  to  the  outer 
face  of  the  door  in  substantial  parallelism  with  the  hinge 
axis  thereof,  said  stiffening  member  terminating  adlarent 
an  edge  of  the  door  and  l>elng  Integrally  formed  with  a 
portion  spaced  outwardly  from  the  main  bodv  portion  of 
the  door  in  a  plane  substantially  parallel  thereto,  a  shoul- 
dered hook  afflxe«l  to  the  car  body,  a  latch  pivotallv  mount- 
ed on  the  gaid  outwardly  spaced  nortlon  of  the  titlffenlne 
member  for  cooperating  with  the  hook  to  support  the  door 
in  closed  position,  and  menus  pivotallv  connerthr:  the 
latch  to  the  stlffnner.  s<»ld  latch  being  nrran-.'ed  to  \^  sup- 
ported by  the  outwardly  spaced  portion  of  the  stiffener 
and  being  opera»-le  in  a  plane  substantially  parallel  to 
the  plane  of  the  door. 

"13.  A  ra'lway  car  having  a  lading  discharge  openln-r, 
■  door  hinged  to  the  car  body  for  cloaln-r  the  opening, 
the  door  being  movable  to  open  position  nn«ier  the  In- 
fuence  of  gravity,  n  flanged  stiffening  member  secured  to 
the  outer  face  of  the  door,  said  stiffening  member  having 
substantially  parallel  portions,  one  of  said  portions  beinT 
secured  to  the  outer  face  of  the  door  and  the  other  t)elng 
spaced  oufwnrdiv  therefrom,  a  shouldered  hook  affixed  to 
the  car  body,  and  a  latch  pivotallv  connected  to  snld  last- 
named  portion  of  the  stiffening  member  in  overlapping 
relation  to  Its  outer  face  sabl  latch  being  movable  In  a 
plane  substantially  parallel  with  the  plane  of  the  door 
for  cooperating  with  the  hook  to  support  the  door  in 
closed  position. 

"14.  .K  closure  dev'ee  for  the  lading  discharge  open- 
ings of  a  railway  car  havin"  hoppers  dl«<posed  on  opposite 
sides  of  the  car  center  sill,  said  device  Involving  two 
metal  plates  constituting  doors  a  flnnce*!  stiffening  mem- 
ber secured  to  the  outer  faces  of  paid  plates  and  terminat- 
ing adjacent  the  respective  outer  edges  thereof,  said  stiffen- 
ing member  hav'nT  an  Integral  continuously  extending 
portion  spaced  outwardly  from  the  plates  In  a  plane  sub- 
stantially parallel  thereto,  n^d  latches  respectively  p|y. 
©tally  connecte<l  to  said  stiffenln«»  member  adjacent  Itt 
opposite  ends  for  cooperating  with  shouldered  member* 
carried  by  the  car  to  support  the  device  in  operative  posi- 
tion, said  latches  t)elng  respectively  arranged  to  be  sup- 
ported by  the  said  outwardly  spaced  portion  of  the  stiffener 
and  being  operable  in  a  plane  substantially  parallel  to  the 
plane  of  the  metal  plates. 

"15.  A  closure  device  for  the  lading  discharge  openings 
of  a  railway  car  having  hoppers  disposed  on  opposite  sides 
of  the  car  center  sill,  sain  device  involving  two  metal 
plates  con.'^tltutlng  doors,  a  flanged  stiffening  member  se- 
cured to  the  outer  face  of  said  plates  ann  terminating 
adjacent  the  respective  outer  edges  thereof,  said  stiffening 
member  having  substantially  parallel  portions,  one  being 
secured  to  the  outer  face  of  the  plates  and  the  other  bflng 
spaced  outwardly  therefrom,  and  latches  respectively  piv- 
otally  connected  to  said  stiffening  member  afijacent  Its 
opposite  ends  for  cooperating  witl)  shouldered  meml)ers 
carried  by  the  car  to  support  the  device  in  operative  po- 
sition, said  latches  respectively  overlappingly  en'/aglng 
the  outer  face  of  the  said  outwardly  spaced   portion   of 
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the  stiffener  and  being  operable  In  a  plane  susbtantlally 
Barallel  with  the  plane  of  the  metal  plates." 

"17  In  a  railway  car  having  hoppers  disposed  on  op- 
posite Bides  of  the  car  center  sill,  the  combination  with 
hinged  doors  for  respectively  closing  the  discharge  open^ 
IngB  of  the  hoppers,  of  a  beam  rigidly  secured  to  each  of 
gaid  doors  having  a  portion  spaced  outwardly  from  the 
latter,  latch  members  respectively  plvotally  connected 
to  said  beam  adjacent  its  opposite  ends  in  overlapping 
relation  to  the  outwardly  spaced  portion  thereof,  and 
shouldered  hooks  affixed  to  the  car  body  adjacent  the  ends 
of  said  beam  for  cooperating  with  the  latches  to  support  the 
doors  In  closed  position.  ....  ^tm 

"18  In  a  railway  car.  a  hlngedly  mounted  door,  a  stltTen- 
er  of  channel  form  extending  transversely  of  the  door  and 
secured  to  the  outer  face  thereof,  a  bracket  overlapplnglv 
embracing  said  stiffener.  a  latch  plvotally  interposed  be- 
tween the  bracket  and  stiffener  and  projecting  beyond  a 
side  edge  of  the  door,  and  a  fixed  hook  secured  to  the  side 
of  the  car  for  cooperating  with  the  latch  to  maintain  tne 
door  In  closed  position." 

"22  In  a  railway  car  having  a  hopper  provided  wltli 
a  lading  discharge  opening,  the  combination  with  a  door 
hlngedly  associated  with  the  hopper  for  closing  the  open^ 
ing  of  a  stiffening  member  secured  to  the  outer  face  of 
the  door  and  having  a  plurality  of  angularly  disposed  por^ 
tlons  extending  substantially  parallel  to  the  »jlnee  a^'"  "r 
the  door,  a  latch  pivotallv  mounted  on  said  stifTenlng 
memt>er  in  overlapping  relation  to  one  of  said  angularly  dis- 
posed portions  and  operable  in  a  plane  substantially  P«rni- 
lel  to  that  of  the  door,  and  a  shouldered  member  rigid  y 
affixed  to  the  hopper  adjacent  an  edge  of  the  door,  said 
latch  and  shouldered  member  being  cooperable  to  support 
the  door  In  closed  position,  and  the  portion  of  said  stiffen- 
ing member  overlapped  by  the  latch  serving  as  a  support- 
ing abutment  for  the  latch  when  the  latter  Is  In  door- 
supporting  engagement  with  said  shouldered  member. 

"23  A  railway  car  having  a  lading  discharge  openine 
a  door  hinged  to  the  car  body  for  closing  the  opening,  said 
door  being  movable  to  open  position  under  the  influence  or 
gravity,  a  stiffening  member  secured  to  the  door  in  sub- 
stantial parallelism  with  the  hinge  axis  thereof  and  ex- 
tendlnr  outwardly  from  the  outer  face  of  the  door.  saKl 
stiffening  member  being  flaneed  to  provide  means  for  at- 
taching It  to  the  door,  a  shouldered  member  afnxed  to 
the  car  body  adjacent  an  edge  of  the  door,  and  a  pivoted 
Intch  for  cooperating  with  said  shouldered  member  to 
support  the  door  In  closed  position,  said  stiffening  member 
being  interposed  between  the  door  and  the  latch  and 
having  a  face  substantially  parallel  to  the  plane  of  op- 
eration of  said  latch  forming  an  abutment  for  the  latcn 
when  the  latter  Is  in  door-supporting  engagement  with 
said  shouldered  member. 

"24  In  a  rnilwav  car  having  a  hopper  provided  with 
a  lading  discharge  "openin?.  the  combination  with  a  door 
hlngedly  assocl.nted  with  the  hopper  for  closing  the  open- 
ing of  "a  stiffening  meml>er  secured  to  the  outer  face  of 
the"  door  and  having  a  plurality  of  angularly  disposed  por- 
tions extending  Kuhstantlallv  parallel  with  the  hinge  axis 
of  the  door,  a  pivoted  latch  overlapping  one  of  said  angu- 
larly disposed  portions  of  the  stiffening  member,  a  bracket 
rigidly  secured  to  another  of  said  angularly  disposed  por- 
tions and  overlapping  the  outer  face  of  the  latch,  said 
bracket  and  the  anTularlv  disposed  portion  overlapped  bv 
the  latch  constituting  pivot  supporting  means  for  the  latch, 
and  a  shouldered  member  rigldlv  affixed  to  the  hopper 
adjacent  the  edge  of  the  door,  said  latch  and  shouldered 
member  being  cooperable  to  support  the  door  In  closed 
position,  and  the  said  angularly  disposed  portion  which 
la  overlapped  by  the  latch  affording  a  supporting  abut- 
ment for  the  latch  when  the  latter  Is  In  door-snpportlng 
engagement  with  said  shouldered  member. 

"25.  A  railway  car  having  a  lading  discharge  opening, 
a  door  for  closing  said  opening,  a  stiffening  beam  mounted 
tipon  the  outer  face  of  tne  door  and  terminating  adjacent 
a  side  edge  thereof,  said  beam  being  of  channel  cross- 
section  with  outwardly  and  opposite  extending  marginal 
flanges  formed  along  the  edges  of  the  main  flanges  of  the 
channel,  said  marginal  flanges  being  secured  to  the  outer 
face  of  the  door  and  the  web  of  the  channel  being  parallel 
with  and  spaced  outwardly  from  the  door,  a  shouldered 
member  affixed  to  the  side  of  the  car  outwardly  of  the  end 
of  the  stiffening  beam,  a  pivoted  latch  engaging  the  outer 
face  of  the  web  of  the  stiffening  beam  and  adapted  to  co- 
operate with  said  shouldere<l  member  to  support  the  door 
In  closed  position,  and  means  for  pivoting  the  said  latch 
to  the  stiffening  beam,  said  means  including  a  bracket 
having  a  portion  arranged  in  a  plane  parallel  to  said  web 
and  spaced  outwardly  therefrom  in  overlapping  rela- 
tion to  said  pivoted  latch,  and  said  bracket  also  having 
a  portion  secured  to  one  of  the  main  flanges  of  said  stirren- 

'•26.  a'  railway  car  having  a  lading  discharge  opening. 
a  door  for  closing  said  opening,  a  stiffening  beam  mounted 
upon  the  outer  face  of  the  door  and  terminating  adjacent 
a  side  edge  thereof,  said  beam  being  of  channel  shape  and 
having  marsilnal  flanges  extending  In  opposite  directions 
from  the  edges  of  the  main  flanges  thereof,  saiid  marginal 
flanges  lying  against  and  being  secured  to  the  door  and  the 
W(b  of  the  channel  being  parallel  with  and  spaced  out- 
wardly from  the  door,  a  latch  plvotally  connected  to  the 
stiffening  beam  and  overlapping  engaging  the  outer  face 
of  the  web  of  the  latter  and  having  its  free  end  extend- 
ing outwardly  beyond  the  end  of  the  beam,  a  8houldere<l 
member  affixed  to  the  car  side  for  cooperating  with  the 
free  end  of  the  latch  to  support  the  door  in  closed  posi- 


tion, and  means  for  pivoting  the  latch  to  said  stiffening 
beam,  said  means  Including  a  bracket  having  portions 
respectively  secured  to  the  main  flanges  of  the  cbannei 
and  a  portion  parallel  to  and  spaced  outwardly  from  the 
web  of  the  latter  In  overlapping  relation  to  the  outer 
face  of  said  latch." 

1,864.780. — Arthur  A.  Weller,  Providence.  R.  I.     F.*8T1NIK 

FOR  BO.VEB  OR  THE  LIKE.     Patent  dated  June  28,  1932. 

Disclaimer  filed  July  23.   1935,  by    the  assignee.   The 

Maaon  Bom  Company. 

Hereby  enters  this  disclaimer  to  claims  1  and  2  thereof, 

which  are  as  follows  : 

"1  A  fastener  permanently  ntt«ched  to  the  body  of  a 
box  and  adapted  to  be  detnchnb'.y  secured  to  a  slotted  cover 
for  the  box.  comprising  a  loop  member  formed  of  a  single 
piece  of  ductile  wire  having  parallel  legs  aPP^f;?,  *«*l^"j 
the  outer  surface  of  the  box.  and  a  saddle  straddling  said 
legs  and  covering  the  ends  of  said  legs,  the  saddle  having 
retaining  portions  engaging  the  hex  body  to  clamp  the 
loop  legs  therebetween.  ^     ».   ^       # 

"2  .K  fastener  permanently  attached  to  the  bodv  or  a 
box  and  adapted  to  be  detachably  secured  to  a  slotted  cover 
for  the  box.  comprising  a  loop  member  forme<l  of  a  single 
piece  of  ductile  wire  having  parallel  legs  applied  agaipft 
the  cater  surface  of  the  box.  and  a  cover  plate  straddling 
the  legs  and  applied  over  the  end  portions  thereof,  said 
ulate  iiavlng  retaining  ears  struck  through  the  box  boay 
at  opposite  sides  of  the  loop  and  engaging  the  inner  surface 
of  the  body  to  clamp  the  loop  legs  between  the  plate  and 

body."  

1,880.970.— Jo»epfc  P.  Ruth,  Jr.,  Denver,  Colo.     Flotation 
MiTHOD.     Patent  dated  November  8,  1932.     Dlfclalmer 
filed  August  23,  1935,  by  the  patentee. 
Hereby    enters    this   disclaimer    to   limit    the   scope    of 
claims  1  and  2  of  said  Letters  Patent  to  the  method  there- 
in defined  only  when  made  effective  through  certain  specifi- 
cally characterlied  apparatus  of  that  type  illustrated  In 
said  Letters  Patent,  to  wit : 

Flotation  machines  wherein  the  tailings  discharge  from 
each  cell  unit  is  a  substantial  distance  above  the  pulp  feed 
inlet  to  said  cell  unit  and  separate  from  and  below  the 
froth  discharge  from  said  cell  unit,  and  wherein  the  Im- 
peller element  has  an  operative  capacity  sufficient  to  main- 
tain the   feed  compartment  of  ita  cell   unit  substantially 

empty.  ^ 

1,934,9QS.— Arthur  O.  Connolly,  Chicago,  111.     Tbiatmkst 
OF  HTDROCARBON  OILS.     Patent  dated   November  14. 
1933.     Disclaimer  filed  August  22,  1935,  by  the  pat- 
entee, the  assignee,  Vniveraal  Oil  Producta  Company, 
consenting. 
Hereby  enters  this  disclaimer  to  that  part  of  the  claim 
in  said  specification  which  is  In  the  following  words,  to  wit : 
"1.  A  process  for  refining  hydrocarbon  vapors  which  com- 
orlses  oasslng  the  same  in  a  substantially   horizontal  di- 
rection   through    a    horizontally    elongated    treating    zone 
containlcg  a  bed  of  polymerizing  agent  anvl  having  a  space 
maintained  free  of  solid  in  the  lower  Portion  thereof,  the 
bottom  of  said  bed  being  Inclined  upwardly  in  the  direction 
of  fiow  of  the  vapors  through  the  treating  zone,  "Pos  ng 
the  vapors  to  contact  with  the  polymerizing  agent  during 
their  flow  through  the  treating  zone,  permitting  resultant 
liquid  products  to  drain  downwardly  by  gravity  from  said 
bed  into  said  space  in   the  lower  portion  of  the  treatUigj 
zone,  and  removing  the  liquid  products  from  said  space. 

1.937.400.— C'lf /Tord  A.  Bickel,  Sidney.  Ohio.  Machine 
TOOLS.  Patent  dated  November  28,  1933.  Disclaimer 
fi'ed  August  22.  1985,  by  the  assignee.  The  Monarch 
Machine  Tool  Company,  the  patentee,  CUIford  A. 
Bickel,  concurring. 
Hereby  enters  this  dlclalmer  to  the  following  claims  of 
said  Letters  Patent,  to  wit : 

Claims  1,  2.  3,  7,  8,  14.  17.  23,  24,  26,  20,  27,  28,  29, 
SO,  31,  32,  and  34. 

1,965.021.— Osoor  V.  Zerk,  Chicago,  III.     Lubricating  Ap- 
paratus.    Patent  dated  July  3,  1934.    Disclaimer  filed 
August  23.  1935,  by  the  assignee,  8  tew  art -Warner  Cor- 
poration. 
Hereby  enters  this  disclaimer  to  that  part  of  the  claims 

In  said  specification  which  is  In  the  following  words,  to- 

wlt : 

"1  In  a  lubricating  system  for  a  motor  vehicle  having 
a  Plurality  of  bearings,  supply  tubes  leading  to  the  bear- 
ings, means  for  storing  lubricant  under  pre8.»ure  communi- 
cating with  said  tubes,  power  operated  lubricant  supply 
means  for  providing  lubricant  under  pressure,  a  valve  for 
resisting  the  fiuid  pressure  from  said  supply  means,  a 
plunger  for  actuating  said  valve  to  admit  lubricant  to  said 
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storing  in«aD8  and  manually  operable  meaiia  extending 
Into  convenient  reach  of  the  operator  for  actuating  aald 
plunger  " 

'4.  In  a  lubricating  system  for  a  motor  vphicle  having  a 
plurality  of  bearings,  a  pneumatic  pressure  means  for  svp- 
plyiii^  lubrii-ant  to  the  bearings,  motor  operated  means 
for  supplying  lubricant  to  said  pressure  means,  said  pres- 
sure means  deriving  energy  from  said  motor  operated 
mean^.  a  valve  normally  preventing  the  flow  of  lubricant 
from  the  motor  operated  means  to  said  pressure  ni»»an8 
and  a  manual  control  mounted  upon  the  dashtvmrd  of 
the  vehicle  for  opening  said  valve  thereby  to  render  said 
motor  operated  means  effective  for  Buppiying  lubricant  to 
said  pressure  means. 

"5.  In  a  lubricating  system  for  a  motor  vehicle  having 
a  plurality  of  bearings,  a  lubricant  line  leading  to  the 
bearings,  restricting  m»»ans  adjacent  said  bearings,  a  pneu- 
matic chamber  communicatintt  adjacent  Its  bottom  with  a 
passage-way  communicating  with  the  line,  motor  operated 
means  for  supplying  lubricant  to  said  chamber  under 
pressure,  a  valv»>  cumprising  a  valve  seat,  a  valve  member 
and  a  spring  for  engaging  the  member  with  the  seat,  said 
valve  being  interposed  Ix^twt^en  the  pneumatic  chamber 
and  said  m<itiir  opprate*!  means,  and  means  for  actuating 
said  valve  to  admit  lubricant  from  said  motor  operated 
mean-i  into  said  chamber  and  said  line  whereby  the  lubri- 
cant will  be  gradually   forced   to  said  l)earlngs." 


l,9f.s  914  — TVa/^o    L.    Bemon.    Silver    Lake    Village.    Ohio. 

RrBRKR     roMPOSITlOTf    AND     Mbthod     Or     Prkservimo 

RiBBKR.      Patent  dated   August   7,   19S4.      Disclaimer 

filed    .\ugust    20.    1935,    by    the    assignee,    The    B.    F 

"^      Goodrich  Company. 

Hereby  enters  this  disclaimer  to  the  claims  of  the  said 
Letters  Patent  numbered  1,  2.  3.  4.  7,  8.  9,  10.  11.  12.  13,  24, 
25.  and  26. 


1  M2  7«7  — W{Min(7  /.  Piernon,  Brooklyn.  N.  Y.  TtCKtr 
IssriNo  Mactiisf.  Patent  dated  February  26.  1935. 
D1sclaimf>r  filed  August  22.  19.35.  by  the  assignee, 
Gfut^nl   Re<ji$ter   Corporation. 

Hereby  enters  this  disclaimer  to  claims  1.  2.  5.  8.  12,  22. 
23  ,32.  33.  S.-).  36.  37,  and  45.  In  said  Fpeciflcation,  which 
are  In  the  following  words 

"1.  In  ticket  l.ssniijg  anpnrntus.  the  combination  of  a 
feed  drum,  drive  means  therefor,  including  a  clutch  bav- 
in? a  throwout  momt>»'r  rotating  therewith,  a  trip  encrage- 
ablc  with  said  throwoot  member  to  effect  relense  of  the 
clutch  and  stoppau'e  of  the  parts  in  a  predetermined  po- 
sition, said  trip  being  shlftahle  Into  and  out  of  'he  path 
of  movement  of  said  throwout.  a  clutch  control  member 
for  holding  said  trip  in  the  chitch  releasing  position  and 
shiftalde  to  permit  movement  of  said  trip  out  of  said 
clutch  relensinT  po«!it'on  key  mechanism  for  effecting 
movement  of  said  control  member  out  of  snld  clutch  r»»- 
lea.«lng  position.  coop#>raMng  stop  means  between  said 
key  m'chanlsm  and  control  member  governing  extent  of 
movemenf  nf  «ald  control  member  out  of  the  clntch  releas- 
ing position  nnd  step  hv-step  mechanism  operating  In  syn- 
chronism with  tbe  feed  drum  for  piclcing  up  the  control 
membor  in  the  shifted  position  nnd  for  restoring  It  to 
the  clutch  releasing  position. 

"2.  In  ticket  Issuing  anp.iratus.  the  combination  of  a 
feed  drum,  drive  means  therefor  Including  a  clutch  hav- 
ing a  throwont  ml•m^ler  rotating  therewith,  a  trip  en- 
gageahle  with  said  throwout  member  to  effe.t  relea-se  of  the 
clutch  and  stoppage  of  the  parts  in  a  pre<lctermined  posi- 
tion, said  trip  Iveinr  shlftanle  Into  and  out  of  the  path 
of  mov<>ment  of  <»ald  throwout.  a  clutch  control  member 
for  holding  <ald  trip  in  the  dutch  releasing  p<isltlon  and 
shlftahle  to  permit  movement  of  said  trip  out  of  sj^ld 
cliif<  h  releasing  position,  key  mechanism  for  effecting 
movement  of  said  control  member  out  of  said  clufh  re- 
leaslnz  position,  cooperating  sfon  means  f^efween  said 
fepv  m«^cbanism  sn<l  ''onrrol  memlier  governing  extent  of 
movement  of  said  control  member  out  of  the  r-lntch  re- 
leasing no«irlon.  step  by  step  mechanism  operating  In 
synchronism  wirh  the  foe,|  drum  for  picking  up  the  ron- 
trnl  mom^er  in  the  shifted  position  and  for  rentoHng  It 
to  the  cln»ch  releasing  position,  a  motor  forming  part 
of  the  drive  means,  a  awitrtt  for  controlling  said  motor, 
means  operable  bv  said  kev  mer-hanism  for  throwing  said 
swifeb  to  on  position  and  trip  means  on  fhe  control 
mep^ber  for  eflfeeting  throw  of  the  switch  to  off  position." 

"5  In  ticket  Issuing  apparatus,  the  combination  of  a 
feed  drum,  drive  means  therefor.  Including  a  c'ntch  hav- 
ing a  throwout  member  rotating  therewith,  a  trip  euTare- 
able  with  lald  throw,  nt  member  to  effect  release  of  the 
clutch  and  stoppage  of  the  parts  In  a  predetermined 
position  said  trip  h<>lng  shlftahle  into  aid  out  of  the 
path  of  mov-^menr  of  said  throwout.  a  cpitrh  control  mem- 
ber for  bol'Mne  said  trip  in  the  clutch  releasing  position 
and  shlftahle  to  permit  movement  of  said  trip  out  of  said 
cltitrh  releasing  position,  kev  mechanism  for  effecting 
movement  of  said  control  member  out  of  said  clutch  re- 
leasing position,  cooperating  stop  means  between  snid  key 
mechanism  and  control  member  governing  extent  of  move- 
ment of  said  control  member  out  of  the  cintch  releaslnt 
position,  step  by  step  mechanism  operating  In  srnchro- 
nfsm    with    the    feed    drum    for    picking    up    the    control 


member  In  the  shifted  position  and  for  restoring  It  to  the 
clutch  rnlpaslng  position,  the  key  mechanism  aforesaid 
(•ompri«iQK  depre»«ll.le  k>>y  levers,  means  lor  locking  said 
kevH  in  depressed  position  and  means  for  automatically 
releasing  said  locking  means  approximately  at  the  com- 
pletion of  the  pre<leter mined  cycle. 

"6.  In  ticket  issuing  tipf)aratus,  the  combination  of  a 
feed  drum,  drive  means  therefor.  Including  »  clutch  having 
a  throwout  member  rotating  therewith  a  trip  eiigageiible 
with  sai<l  throwout  member  to  effect  release  of  the  clutch 
and  stoppage  of  the  parts  In  a  pre<letermined  position, 
said  trip  being  shlftable  into  and  out  of  the  [wth  of 
movement  nf  said  throwout.  a  clutch  control  memt»«*r  for 
holding  s,Tid  trip  in  the  clutch  releasing  position  and  shift- 
able  to  permit  movement  of  said  trip  out  of  said  clutch 
releasing  position,  kev  mechanism  for  effecting  movement 
of  said  control  meml)er  out  of  said  clutch  releasing  posi- 
tion, cooperating  stop  means  between  said  key  mechanism 
and  control  memb»'r  governing  extent  of  movement  ot  said 
control  member  out  of  the  clutch  releasing  position,  step- 
by-step  mechanism  operating  in  synchronism  with  the 
fee<l  drum  for  picking  up  the  control  member  In  the 
shifted  position  and  for  restoring  it  to  the  clutch  re- 
leasing position,  said  cooperating  stop  means  Including 
sequentially  arranged  stops  on  the  control  member  and 
the  key  levers  having  duplicate  stop  shoulders  cooperable 
re.spectively  with  the  se<]uential  stop  shoulders  of  the 
control   memt>er  " 

"12.  In  a  ticket  Issuing  machine,  a  feed  wheel  and  rtrlTe 
means  therefor.  Includln-T  a  gear  train  having  a  clutch 
incorporated  therein,  said  clutch  having  a  projecting 
throwout  element  and  a  movable  trip  constructed  and  ar- 
ranred  In  one  position  to  engage  and  shift  said  project- 
ing throwout  member  and  to  stop  said  parts  Including  said 
feed  wheel  In  a  definite  position  of  rest. 

"22.  In  a  ticket  Issuing  machine,  the  combination  of 
ticket  levers  with  slmilarlv  positioned  stops,  a  selector 
member  movable  toward  s^id  ticket  lever  stops  and  hav- 
ing f'lfferently  posltlone<l  stops  for  cooperation  with  said 
similarly  positioned  stops  of  the  kev  levers  to  thereby 
govern  extent  of  movement  of  said  selector  member  and 
ticket  f^ed  mechanism  variably  controlled  by  and  In  ac- 
cordance with  the  extent  of  movement  of  said  selector 
member. 

"23.  In  a  ticket  Issuing  machine,  the  combination  of 
ticket  levers  with  similarly  positioned  stops,  a  selector 
member  movable  toward  said  ticket  lever  stops  and  hav- 
ing differentlv  positioned  stops  for  cooperation  with  said 
"similarly  positioned  sto[)s  of  the  key  levers  to  thereby 
govern  extent  of  movement  of  said  selector  memlver.  ticket 
fe»>d  mechanism  variably  controlled  by  and  In  accordance 
with  the  extent  of  movement  of  said  selector  member, 
the  cooperative  engagement  of  said  key  lever  and  selector 
stops  netermining  selec'ed  movements  of  said  memt>er 
and  a  limitln:  stop  positioned  to  prevent  overthrow  of 
said  selector  member  " 

"32.  In  tl'ket  Issuing  apparatus,  the  combination  of 
a  movable  selector  luir.  a  rlo'.'glng  imwl  therefor  key  con- 
trolled mechanism  for  effecting  release  of  said  dogging 
pawl,  a  restoring  pawl,  means  for  stepping  the  aame  to  re- 
store the  selector  bar  and  means  for  effecting  release  of  the 
dogging  panel  from  the  key  actuated  mechanism  fo  enable 
said  pawl  to  operate  as  a  holding  pawl  for  the  selector 
during   the   return    steppln,'   operations   of  the   same 

"33.  In  ticket  Issuing  apparatus,  the  combination  of 
ticket  feed  mechanism,  a  selector  governing  operation  of 
the  same,  a  trip  pawl  for  releasing  said  selector,  kev  actu- 
ated mcchanlstn  for  operating  said  pawl  and  including  a 
connection  shlftahle  to  free  said  pawl  to  act  as  a  holding 
pawl  for  the  selector,  means  operating  In  timed  relation 
with  said  ticket  feed  mechanism  for  shifting  said  con- 
nection and  means  operating  in  timed  relnMon  with  the 
{cc<]  mechanism  for  restoring  the  selector  while  so  held  by 
said  trip  lAwi  " 

"3.1.  In  ticket  Issuing  apparatus,  ticket  feed  mechanism, 
a  shlftahle  selector  governing  operation  of  the  same,  a 
trip  pawl  for  said  selector  key  levers,  a  universal  bar  actu 
afed  tberebv.  a  link  <«rried  bv  said  universal  bar  and 
shlftatle  Into  and  out  of  operating  relation  In  respect  to 
said  trip  pawl  and  means  operating  In  timed  relation  to 
said  feed  mechanism.  controllln7  shifting  of  said  link  Into 
and   out   of  operative   relation    with   said   trip  rmwl 

"36.  In  ticket  Issuln  '  apparatus,  motor  driven  ticket 
feed  mechanism,  a  switch  for  effectln-r  starting  and  stop- 
ping of  said  motor  driven  feed  mechanism,  key  mecha- 
nism Including  a  universal  bar  arran<red  to  actuate  snid 
switch.  m»«nns  controlling  restoration  of  said  universal 
bar  to  the  switch  off  ooslMon  and  means  In  timed  rela 
tlon  with  the  ticket  ft^A  mechanism  for  preventing  restor- 
ation of  Mid  universal  bar  prior  to  completion  of  func- 
tions of  the  motor  driven  mechanl«Tn 

"37  A  ticket  Issuing  unit  Including  frame  plates  and 
ticket  Issuing  mechanism  mounted  therebetween,  includ- 
ing a  ticket  guMe  forming  one  side  of  a  t'cket  guiding 
channel  snid  guide  projecting  below  the  frame  plates 
and  formluT  therebv  a  step  against  which  a  ticket  strip 
mnv  tie  placed  in  threading  the  strip  up  throu-h  the 
unit  " 

"45  In  a  ticket  Issuing  machine,  the  combination  of  a 
ticket  feed  whee)  nnd  spaced  ticket  guides  for  receiving 
and  guiding  a  ticke-  strip  therebetween,  one  of  said  spaced 
nides  at  the  end  remote  from  the  feed  wheel  being 
lonver  than  the  other  guide  to  form  a  stop  against  which 
the  ticket  strip  mav  be  placed  In  entering  the  same  be- 
tween  the  spaced  guides." 
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The  following  trade-marks  are  published,  in  compliance  with  section  6  of  the  act 
of  Februa^  20,  1906,  as  amended  March  2,  1907.     Notice  of  opposition  must  be  tiled 

""*^Sa*r1's^^ap&'foV""'un'difr-ten.year  proviso"  -   registraMe   under  the 
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notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.   No.  354,991.     J.   I-   Hammbtt  Compaut,  Cambridge, 
Mass.,  and  Newark,  N.  J.     Filed  Aug.  14.  1934. 


™Srr 


8er.  No.   365,257.     C,  H.  Mbad  Coal  Company,  Beckley. 
W.  Va.     Filed  May  22,  1035. 


For  Moist  Clay  and  Clay  Flour. 
Claims  use  since  Mar.  22,  1933. 


Ser.  No.  360,628.    THa  Colorado  Fdbl  and  Ibo-**  Pbodocts 
COMPANT,  Denver,  Colo.     File<l  Jan.  22,  1936. 


SILVER  TIP 


For  Coke. 

Claims  use  tlnce  -Vug.  23,  1934. 


Ser.  No.  864.707.     Binq  *  LOBt,  New  York.  N.  Y.     Filed 
May  9,  1035. 


The  words  "East  Gulf  amokdess  Coal"  are  disclaimed. 

For  Conl. 

Claims  use  since  Aug.  18,   11132. 

Ber.  No.  367,170.    Rock  Kk  Company,  inc.,  Baton  Rouge. 
La.     FiUd  July  11,  1{»:>5. 

ROCK  ICE   . 

No  claim  is  made  to  the  word  "Ice"  apart  from  the  mark 
shown. 
For  Ice. 
Claims  use  since  1908. 

CLASS  2 

Receptacles 

Ser.    No.    367,809.      Rossom    lithographing    Co.,    INC,, 
New  York,  N.  Y.     Filed  July  29,  1985. 


For   Hops  and  Lupulin. 
Claims  use  since  May  4,  1936. 


^ 


No  claim  is  made  to  the  words    'Dubl  Vu"  or  to  the  rep- 
resentation of  the  face  of  the  carton  apart  from  the  mark. 
For  Cardboard   or  Fibre  Cartons. 
Claims  use  since  Mar.  29,   19.35. 

447 


448 


OFFICIAL  GAZETTE 


September  17, 1935 


Ser.  No.  368.112.     J.  B.  I'crcival  Cobp.,  New  York,  N.  Y. 

Filed  Aug.  8,   1935. 

E-Z-C  ZIPSNAP 

For  Fabric  Garment  Bags. 
Claims  use  since  June  15,   19:{5. 


CLASS  4 

Abra.sive,  Dttergent,  and  Poli.shing  Materials 

Ser.  No.  363.211.     Thk  Fargaso.v  Company,  Inc.    Evans- 
Tllle,  Ind.      Filed   Mar.   30,   1935. 


For   Cleaiisinjj   L'umpound   Haviug   Incidental   Properties 
IS  a  Water  Softener. 
Claims  use  since   1905. 


Ser.  No.  364,G3'J  I.ase  L.^boratories  I.nc.,  Camden,  Maine. 
Filed  May  7,  1935. 

$ILVER[NE 

For  SllvtT  Polish. 

Claims  U8e   since  Feb.  0,   1935. 

Ser.  No.  365.161.  Victor  .\  Iawb,  doing  Lu.^lnegs  as  The 
Sunwasli  Process  Co..  Detroit.  Mich.  Filed  May  20, 
1936. 


S^^///. 


The  drawing  is  lined  for  red. 

For  Soap. 

Claims  use  since   December,   1933. 


Ser.  No.  365.488.     Firm  a  Ed.  Stop?  A  Co  ,  Ehrenfrleders- 
dorf.  Germany      Fihii   May  27,  1935. 


For  Metal  Sponges  foij  Cleaning  I'tts  and  Pans,  Clean- 
ing Brashes  Having  Copper  or  Iron  Bristles,  Cleaning 
Pads  Made  of  Copper  or  Galvanized  Iron  Wire  and  Jute 
and  Cotton,  and  Steel  Shavings  and  Steel  Wool  for  clean- 
ing Inlaid  Floors,  Steps,  and  House  Floors. 

Claims  use  since  1907. 


Ser.    No.  368,981.     Thb  robebt  Britiqan    Corporation, 
Chicago,  III.     Filed  June  10.  1935. 


M\  SHWI'IJO 


The  words  "Dry  Shampoo"  are  dlsflnlmed. 

For  Hat    Clfiuu-r 

Claims   use  since   May  28,   1934. 


Ser.  No.  366.413.     Gktzit  Sales  Co.  or  Naw  Yobk  Inc., 
New  York,  N.  Y.     Filed  June  20.  1985. 


The  word  "Cleaner"  is  declaimed. 

For  Cleansing  Compound  for  Cleaning  Floors.   Painted 
or  Unpalnted  Surfaces.  Windows.  Glassware,  and  Dishes. 
Claims   u»e  since  June   14,    1035. 


Ser.  No.  366,4-18.     VlLv»r  Shatb  Company,  Brooklyn.  N.  Y. 
Filed  June   20,   1035. 

UeCUCT  SHAUE 

No  duim  Is  mud«-   to   the   wuni     Shavt?     apart   from   the 
mark. 

For  Bnishles.s  Shaving  Cream. 
Claims  use  since   Apr.  23,   1034. 


Ser.  No.   366,475.     Gulf  RsriNiNo  Company,   Pittsburgh, 
Pa.     Filed  June  21.  1935 

KlearSfiield 

For    Prfi>arati"n    for    iTus  L-utUij;    Steaming    and    Fro.st 
Formation   on    Windshields. 

Claims  use  since  Apr.   26,   1935. 


Ser.  No.  366,891.     I^andon  P.  Smith,  Inc.,  Inrlngton,  N.  J. 
Filed  June   24.    1935. 

HANDY  PACK 

The  word   "Pack"  Is   disclaimed   apart    from   the   mark. 
For  Abrasive  Materials  In  Sheet  Form. 
Claims   use  since  May   1,   1936. 


Ser.  No.  366,788.  Edward  Wambacgh,  doing  business  a!« 
Wambaugh  Chemical  Co.,  Goshen.  Ind.  Filed  June  28, 
1935. 

BOWL-CLO 

For  Cleaning  Compound  for  Cleaning  Porcelain   Closet 
Bowls. 

Claims  use  ^ince  Dec.  15,  1934. 
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Ser.  No.  366,913.     Novbl  Wash  Co.,  Inc.,  St.  Louis,  Mo. 
Filed  July  2,  1935. 

NOVEL  -WASH 

The  word   "Wash"  Is  dlsclaimod  apart    from  the  mark. 
For  Washing  Fluid   Having  Incidental   Properties  as  a 
Germicide  and   Bleach. 

Claims  use  since  May  27,   1929. 


Ser.  No.  358,566.  Prince  Matchabelli  Products  Corpo- 
ration, New  York,  N.  Y..  assignor  to  Prince  Matchabelli 
Perfumery,  Inc.,  New  York.  N.  Y.,  a  corporation  of 
New  York.     Filed  Nov.  23,  1934. 


Ser.  No.  366,934.    Chic  ee  Manufactcbino  Company,  inc., 
Allentowu,  Pa.     Filed  July  3,  1935. 


For  Polishes  for  Shoes. 

Claims  use  since  Apr.   16,   1935. 


ir.  No.  367,027.    Martin  M.  Hess,  Baltimore,  Md.    Filed 
July  6.   1935 


NuBlok 


For  Chemical    Hat    Block   Cleaner. 
Claims  use  Klnce  June  10,  1935. 


CLASS  6 

Chemicals,   Medicines,  and   Pharmaceutical 
Preparations 

Ser.  No.  345,164.  The  GRirriTH  Laboratories,  Inc., 
doing  business  as  The  Griffith  laboratories,  Chicago.  111. 
Filed   Dec    20,   1933 


The  drawing  Is  lined  for  black  and  orange. 
For   Chemical   Composition   for    the  Treating  and   Cur- 
ing of  Hams,  Bacon,  Sausage,  and  Other  Meats. 
Claims  use  since  Oct.  26,  1933. 


-Ser.  No.  357.954.  Forrest  Kinder,  doing  business  as 
Darcln  PI  armacal  Company.  St.  Louis.  Mo.  Filed  Nov. 
6.  1934. 


©A^S^W 


^ri 


rince 


%alcfiah 


For  Astringents,  .\strln>.'ent  Cerate?,  Bleach  Creams, 
Beauty  Creams,  Cold  Creams,  Cleansing  Creams,  Obesity 
Creams,  Uefreshlnx  Creams,  Obesity  Astringents,  Dry 
Rouges,  Liquid  Rouges,  Face  Bleaches,  Face  Packs.  Skin 
Wbitener  in  Liquid  and  Solid  Forms,  Eyebrow  and  Eye- 
lash Grower,  Eye  Drops,  Eyebrow  Pencils,  Hand  Lotions, 
Skin  Lotions,  After  Shaving  Lotions,  Face  Powders,  Tal- 
cum Powders.  Body  Powder,  Chemical  Preparations  Suit- 
able for  the  Darkening  of  E  clashes  and  Eyebrows,  Sachets, 
Bath  Salts,  Smelling  Salts,  Lip  Sticks,  Incense,  Tooth 
Powders.  Mouth  Washes,  Dentifrices.  Depilatories,  Tooth 
Pastes,  Nail  Powders,  Nail  Creams,  Nail  Polishes,  Nail 
Bleaches,  Witch  Hasel,  Peroxide,  Petroleum  Jellies.  Witch 
Hazel  Salves,  Camphor  Creams,  Foot  Powders,  Corn 
Salves,  Deodorants,  Bay  Rum,  Perfumes,  and  Toilet 
Waters. 

Claims  use  since  September,  1927. 


Ser.  No.  359,641.     Matthew  C.  Wessel.  doing  business  as 
Nektar  Laboratories,  Trenton,  N.  J.    Filed  Dec.  2  4,  1934. 

NEKTAR 


For  Stomacliic  Tonic  l.,axative. 
Claims  use  since  August,  1934. 


Ser.  No.  300,786.     S.  PrKirFEu  MANurACTCBiNO  Company, 
St.  Louis,  Mo.     Filed  Jan.  28,  1935. 


For  Medicinal  Tablets  for  the  Relief  of  Common  Head 
-Colds,  Simple  Headache  and  Neuralgia,  and  Muscular 
.Aches. 

Claims  use  since  April,  1931. 


V 

G 

E 

N 


For  Vaginal  Jelly. 

Claims  use  since  Apr.  1,  1980. 
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Ser.  No.  363,222.     Kibbt,  Block  ft  Fischbb,  Inc.,  New 
York,  N.  Y.     Filed  Mar.  SO,  1935. 


The  drawing  is  lined  for  red. 

For   Skin    Lotion,    Lipstick.    Face   Powder,   and   Rouge. 

Claims  use  since  Mar.  18,  1935. 


Ser.  No.  363,227.     F^.\nk  J.   Mcrpht.  doing  business  as 
Tan  Sales  Co.,  Back  Bay,  Mass.     Filed  Mar.  30,  1935. 


The  word  "Tan"  Is  disclaimed  apart  from  the  mark. 

For  Sunburn  Lotion. 

Claims  use  since  May  T.  1934. 


Ser.  No    36.'?,260.     Bak.ssoall  Oil  Compant,  Talsa.  Okla. 
Filed  Apr.  1,  1935. 


For  Fly  Killer.  Plant  Spray,  Moth  Spray,  Cattle  Spray, 
Animal  Fly  Spray.  Lice  Killer,  and  Chemical  Wood  Pre- 
server, and  Creosote  Stock  Dip. 

Claims  u^e  since  Oct.  1,  1931. 


Ser.  No.  368,602.     Minna  Rose,  New  York,  N.  Y.     Filed 
Apr.  10,  1936. 


For  Perfumes  and  Perfume  Essence*. 
Claims  use  since  Nov.  1,  1934. 


Ser.  No.  364,016.     PARruus  Cordat,  Inc.,  New  York,  N.  Y. 
Filed  .\pr.  20,  193."^ 


tW*v     -i  «:>.v-  \>t{V  <:-y.- 

The  word  "Stik"  Is  disclaimed. 

For  Lipsticks. 

Claims  use  sioce  Apr.  18,  1935. 


Ser.  No.  384.024.     TH«  SHcrmao  Company,   New   York, 
N.  Y.,  and   New   Ixjndnn,  Conn.     Filed  Apr.  20,  1935. 


O-KYlElJ 


h 


The  words  "Guarantee  of  Quality"  are  disclaimed. 

For  Tooth  Paste. 

Claims  use  since  Apr.  6,  1935. 


Ser.   No.   364,151.     Tna  Sinclair  MANnrAcroRiNo   Com- 
pant, Toledo,  Ohio.     Filed  Apr.  24.  1935. 


For   Dry   and    Liquid    Bleaching    and    Antiseptic   Com- 
pounds. 

Claims  use  since  Apr.  16,  1035. 


Ser.   No.   364,209.     National  Silvir   Deposrr  War*   Co., 
Inc.,  New  York.  N    Y      Fll«*d  Apr    27,  193r. 

RHODUMITE 

For  Preparation  for  Electroplating  Article*  to  Prevent 
Tarnish. 

Claims  use  since  Apr.  17.  1985. 
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Ser.    No.   304,899.      Pbtkr   Thorrll,    Los   Angeles,    Calif. 
Filed  Apr.  30,  1935. 


For   Hull    Oil!-    ami    Hair   Tonics. 
Claims  use  since  June  1,  1933. 


Ser.  No.  304.009.     Jambs  F.  Dailkv,  dolnc  bni-lness  as  The 
Cnstabs  Company.   HkhlaiulH.  Vn.      Filed  M.ny  2.   1935. 


CASTAB5 


For  Laxntlv«>8. 

Claims  use  since  Apr.  14,  1935. 


Ser  No  864.627.  Mary  M.  Hawkins,  dolnp  buslne.-s  as 
Mother  Ilnwiiins  Miracle  Hub  Co.,  Hominy,  Okla.  Filed 
May  7,  1935. 


The  word  "Rub"  is  disclaimed. 

For  Salve   for   External   Application   to  the   Chest  and 
Back  for  the  Tn-atment  of  Tneuniouia  and  Chest  Colds. 
Claims  use  since  Jan.  29,  193.'!. 

Ser  No.  364.672.     Handy  A.ndy  Community  Stores,  Inc. 
or  TEXAS.   San  Antonio.  Tex.     Filed  May  8,  1035. 


Rubbing  Alcohol,  Medicinal  Mineral  Oil,  Uquld  Insecti- 
cide, Roach  Powder,  Ant  Powder,  Milk  of  Magnesia,  Per- 
oxide. Ammonia  (for  Household  Use).  Aspirin  Tablets, 
Castor  Oil,  Antiseptic  Mouth  Wash  or  Gargle,  Epsom  Salts, 
Iodine,  Cough  Syrup,  Alum  Powder,  Spirits  Ammonia, 
Spirits  Camphor,  Boric  Add  Powder,  Flax  Seed,  Flax  Seed 
Meal,  Glycerin,  Glycerin  and  Rosewater,  Senna  Leaves, 
Sulphur-Flowers.  Witch  Basel,  Bay  Rum,  Aromatic  Cas- 
cara,  and  Bath  Salts. 

Claims  uae  since  Apr.  19,  1935. 


Ser.  No.  364,821. 
May  11.  1933. 


JOCRDAIN,  Inc..  Cleveland,  Ohio.     Filed 


For  Tooth  Paste,  Shampoo.  Hair  Tonic.  Talcum  Powder. 
Hand  Lotion,   Hair  Dressing  Preparation,  Tooth  Powder, 


ii'l 


;|S?! 


The  drawing  is  lined  for  rod  and  gold.  The  specific 
shape  of  the  label  is  disclaimed. 

For  Perfumes,  Face  Creams,  Face  Powders,  Lipsticks, 
Rouge  and  Liquid  Skin  Lotion  for  the  Face  and  Neck. 

Claims  use  since  Dec.  10,  1034. 


Ser.  No.  364,841.     U.  S.  Liquid  Cleabphane  Corp..  New 
York,  N.  Y.     Filed  May  11,  1935. 


For  Transparent  Liquid  Coating  Material  for  General 
Water-Proofing.  Stain,  Acid.  Weather  and  Alkali-Prooflng 
Purposes. 

Claims  use  since  May  3,  1935. 
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8«r.   No.   366,284.     Joseph  T.  Laxa«08,  D««rborn,   Mich. 
Filed  June   17.   1935. 


PLANT-O-THOR 


For  Medicine  for  the  Treatment  of  Gonorrhoea. 
,    Claims  use  since  Jan.   2,   1935. 


Ser.  No.  S6<I.28S.     Medical  Pbodocts  Distbibdti.no  Co 
Los  Angles.  Calif.      Filed  June   17.   1935. 


For  Iodine  Tablets. 

Claims  use  since  June  12,  1935. 


S«r.  No.  366.37;;.     Riedei^di  Hab.v,  inc.,  New  York    N    Y 

Filed    Tiinp   19,    1935.  '      ' 

OLOBINTIN 

For  Therapf>utic  Agent  for  Parenteral  .Administration 
In  the  Treatment  of  Acute  or  Chronic  Inflammatorj 
and    Infectious  Conditions. 

Claims  U8«  since  Jan.  2,  1931. 


^^r'*;*^;*v®-       ^"'^^""'^I-    CH.MICAL    PBODDCT8     CO., 

Detroit,  Mich.     Filed  June  20,  1935. 

SOL   KLEAN 

Th.   w,>r,i    -KLan"  Is  di8<:lalmed  apart  from   the  mark 
^..7.     A""        •.^"■'c^"""*'"    ^•^"P*^^    to   be   Applied    to 

R    !  T   H.K  ?°  '^'  ^*°''  "^  *«  ^«  Thereon  to  Impart 
KiLst-Inhibltive    Properties    Thereto. 

Claims  use  since  1930. 


Ser.  No.  366.451.     Pacl  H.  Owm,  doing  business  as  Tho 
1935         ^*'<*'"' *"'**"•    Johnitown.    Pa.      Filed    June    19, 


For  Antiaoptlc,  Oern.KldaJ   Skin   Cream   for  the  Treat- 
ment of  Bciema.  Itch,  Old  Sorea.  and  Psorlaals 
Claims  use  since  Mar.  26.  1934. 


Ser.  No.  306.524      Medical  Paooccrs  D.-sthibutiko  Co 
Loa  Angeles.  Calif.     Filed  Jane  22    1935 


For   Water   Soluble  Iodine. 
Claims  use  since  June  14,  1935. 


^^^n^°  T^®^'^^-     «««""  Co.POEAT.oN.  Brooklyn,  N    Y 
Filed  June  22    19.J5 

,  MOTH  EX 

For  -Moth-Prooflng  Llquldn  nn.|  In«..  rM,j^, 
Claims  use  since  1925. 


Ser.  No.  866,834.    Sa.n  ijomo  Rvnn  and  gr^PLT  Co     Wll- 
mington.  Calif.     Filed  JaM  22,  1988 

SPRCO 

For   Ch.ml,  ,1    H,,iler    and    Heater   Cleaning    Compound 
Claims    ude    .since    April,    1934. 


^"■^^''■J^^-->^f^      fA'BHo  Laboratobi.s,  INC.,  Philadel- 
phia, Pa.      Flle<1   June  24     1935 

DIA-MEL 

For    External    and     Internal     .M.xllr-at  ion  ^.Namely      An 
Antliymotlc  or  Antlfprment   Pr.paratiou   With  AntlwDtic 


Properties 

Claims  Dae  since  Jan.  31,  1935 


Ltent-A-Flrm  Laboratories,  Chicago,  111.     Filed  June  25. 

DENT-A-FIRM 

For  Adhesive  Powder   for  False  Teeth. 
Claims  use  sine*  June  1.  1935. 
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Ser.  No.  366,772.  Abraham  Pabodnet,  doing  business  a« 
New  York  Drug  Concern.  New  York,  N.  Y.  Filed  June 
28,   1935.      Under  lO-year  proviso. 

HILLS 

For  Preparation  for  Asthma,  Bronchitis,  CaUrrh,  Colds, 
Coughs.  Croup,  Grippe.  Measles.  Headachea,  Neuralgia, 
and  Tonsilitls. 

Claims  use  since  October,  1894. 


8er.  No.  366.828.  Wiixiam  I.  Miller,  doing  business  as 
Miller  Manufacturing  Company.  Camden,  N.  J.  Filed 
June  29,  1935. 

Wonder 
Weld 


For  Motor  Seal  Compound  Used  in  Repairing  Cracked 
Motor  Blocks  and  Boiler  Compound  Used  In  Repairing 
Cracked  Boilers. 

Claims  use  since  June,  1934. 


ger.    No.    3C6.1t77.      B»CK,    Kollkb    &    Co.,    Inc.,    Detroit, 
Mich.     Filed  July   6,   1935. 

BECKOPOL 

For  Synthetic  Resin  for  Use  In  the  Industrial  Arts. 
Claims  use  since  Dec.   13,   1984. 


Ser.  No.  367.076.     Ptabl  M.  Maddox,  Long  Beach,  Calif. 
Fileil  July  8,  1935. 


Ser.  No.  367,034.    Oakite  Prodccts,  IKC,  New  York,  N.  Y. 
Filed  July  6,  1935. 

OAKITE 

For  Chemical  Compounds  Having  Water-Softening  Quali- 
ties. Recommended  for  All  Cleansing.  Washing,  and  Polish- 
ing Purposes.  Particularly  for  Use  in  the  Kitchen  and  in 
the  Household  Generally,  and  for  Use  In  Laundries,  Ga- 
rages, Dairies,  and  Industrial  Plants  of  All  Kinds  ;  Also 
Recommended  for  Lubricating.  Heat  Absorbing,  Cutting 
Grinding,  Stamping,  Drawing,  Stripping  Surfaces  of  Paint, 
Varnish.  Enamels,  Japans.  Lacquers,  and  Other  Surface 
Finishes;  Antlrustlng,  Neutralizing,  and  Deodoritlng :  Also 
Recommended  for  Sterilisation,  Commercial  and  Household. 
Such  ns  Sterilixlng  Bottles  and  Other  Containers;  Also 
Recommended  as  a  Scale  Remover.  Milkstone  Remover. 
Acid  inhibitor,  Bactericide,  Fungicide,  and  for  Use  In  Wet 
Finishing  Operations  of  Textiles. 

Claims  use  since  Feb.  2,  J909. 


^^^m 


^a*l>^'M<K'dd<7^ 


The  signature  on  the  drawing  of  the  mark  is  that  of 
applicant. 

For  Preparation  for  Asthma,  Bronchitis,  and  Coughs. 
Claims  use  since  January,  1916. 


Ser.  No.  307,092.     J.  C.  Weight,  doing  business  aa  J.  C. 
Wright  Laboratories,  Atlanta,  Ga.     Filed  July  8.  1935. 


SEPirCIDE 


For  Medicinal  Preparation  for  the  Treatment  of  Athletes 
Foot,  Ringworm,  Barber's  Itch,  Chiggers,  Itch,  and  Similar 
Skin  Diseases. 

Claims  use  since  June  20,  1935. 


Ser.  No.   307,094.     WM.  L.  Bristow   Laboratories,  San 
Francisco,  Calif.     Filed  July  9,  1935. 


The  word  "Balm"  Is  disclaimed. 

For  Shaving  Balm. 

Claims  use  since  Oct.  1,  1932. 
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Sn.  No.  367,177.     Ei-TiB,  INC.,  New  York,   N.  Y.     Filed 
July  12,  1935. 


For  Astringents,  Astringent  Cerates,  Bleach  Creams, 
Beauty  Creams,  Cold  Creams,  Cleansing  Creams,  Obesity 
Creams,  Refreshing  Creams,  Obesity  Astringents,  Dry 
Rougps,  Liquid  Rouges,  Face  Bleaches,  Skin  Whltener  In 
Liquid  and  Solid  Form,  Face  Packs,  Eyebrow  and  Eyelash 
Grower,  Eye  Drops.  Hand  Lotions,  Eyebrow  rencils.  Skin 
Lotions,  After  Shaving  Lotions,  Pomades.  Face  Powders, 
Talcum  Powders,  Body  Powder.  Sachets,  Hair  Salves,  Hair 
Elixirs,  Chemical  Preparations  for  Darkening  the  Lashes 
and  Eyebrows,  Dandruff  Preparations,  Hair  Tonics,  Hair 
Oils,  Shampoos,  Hair  Dyes,  Rath  Salts,  Smelling  Salts.  Lip 
Sticks,  Incense,  Tooth  Powder,  Mouth  Washes,  Dentifrices, 
Depilatories,  Tooth  Pastes,  Disinfectants,  Nail  Powders, 
Nail  Polishes.  Nail  Creams,  Nail  Bleaches,  Witch  Hazel, 
Peroxide,  Petroleum  Jellies,  Witch  Hazel  Salves,  Camphor 
Creams,  Foot  Powders,  Corn  Salves,  Deodorants,  Bay  Rum, 
Perfumes,  and  Toilet  Waters. 

Claims  use  since  July  9,   1935. 


Ser  No.  367,L'52.  Natdri  Food  Cinthes,  Inc..  doing  busi- 
ness as  Healthmode  Products  Co.,  Boston,  Mass.  Filed 
July  13,  1935. 

VECETHIN 

For   Reducing  Preparations  for   Internal   Use — Namely, 
Tablets  and  Herb  Teas. 

Claims  use  since  May  3,   1935. 


Ser.  No.  367,257.     Pinaud  Incorporated,  New  York,  N.  Y. 
Filed  July  13,  1935. 


A'^    ^ 


For  Perfumes,  Toilet  Waters,  1  ace  and  Toilet  Powders, 
Powder  and  Rouge  Compacts,  Rouges,  Lipsticks,  Bath 
Salts.  rx)tlons  for  the  Skin  and  Hair,  and  Sachets. 

Claims  use  since  Mar.  28,  1935. 


Ser.  No.  367,268.     SCTLirr  &  Casi  Co.,  Inc.,  Peoria,  III. 
Filed  July  13.  1935. 

A-VITAM-UNG 

For  Ointment  for  the  Treatment  of  Burns,  Ulcers,  and 
the  Like. 

Claims  use  since  July  1,  1935. 


Ser.  No.  367,321.     SiaHns  Laboratories,  Inc.,  Los  An- 
geles, Calif.     Filed  July  18,  1935. 

GRAN-SEALS 

For  Preparation   Including  Lactic  Acid  for  the  Treat- 
ment  of  Fowl. 

Claims  use  since  June  20,  1935. 


Ser.  No.  367,328.     Wintiirop  Chemical  Company,  inc., 
New  York,  N.  Y.     Filed  July  15,  1935. 

CHQVANDL 

For  Cholagogue,  Biliary  Antiseptic  and   Antispasmodic. 
Claims  use  since  July  1,  1935. 


Ser.    No.    367.338.      Bell    I^boratokies,    Inc.,    Berkeley, 
Calif.     Filed  July  10.  1035. 

DENTPRO 


For    Medicinal    Oral    Prei^aration. 
Claims    use   since    1032. 


Ser.   No.   367,363.      Master    Laboratories,    inc.,    Omaha, 
Nebr.     Filed  July   16,    1935. 

BARBAGEN 

For  Hair  Tonic. 

Claims   use  since  May  20,    1936. 


Ser.    No.   307,364.     Master    Laroratoribs,    Inc.,   Omaha, 
Nebr.      Filed    July    16,    1936. 

ALKAGEN 

For  Stomach   Powder. 

Claims  use  since  May  20,   1035. 


Ser.  No.   367.415.     8oci£t£  des   Parfuus   W«il,  SocifiTft 
Anontme,  Paris,   France.      Filed   July   17,    1935. 

CASSANDRA 

For  Perfumes,  Toilet  Waters,  Rouge,  Lipstick,  and  Face 
Cream. 

Claims  use  since  June  7,  19S6. 
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Ber  No  367,419.  Minnii  L.  Thdesdalb,  doing  business 
as  Marvellure  Manufacturing  Company,  Los  Angeles, 
Calif.     Filed  July  17,  1935. 


Ser  No  367.539.  David  Mason,  doing  business  as  Honw 
Laboratories  Co.,  Niagara  Falls.  N.  Y.  Filed  July  22. 
1935. 


The  words  "Hair  Cleanser  and  Tonic"  are  disclaimed. 
The  portraits  are  fanciful. 

For  Malr  Cleanser   and  Tonic. 
Claims  use  since  Oct.  1,  1934. 


Ser.  No.  367,436.     Dalarb  Associates,  Philadelphia,  I'a. 
Filed  July  18.  1936. 


A55DC1ATES 


For  Fermented  Cultures,  Veterinary  Antiseptic,  De- 
odorants. Germicides,  Dusting  Powder.  Flea  and  Lice 
Powder,  and  Quick  Kurd  Sour  Milk  Testing  Solution. 

Claims  use  since  May  1,  1035. 


The  words  "Slim  Tabs"  are  disclaimed. 

For  Preparation  for  the  Reduction  of  Overweight. 

Claims  use  since  December,  1933. 


Ser.  No.  367,564.     I>irotiiy  Gosbwisch,  New  York,  N.  Y. 
Filed  July  23,  1935. 


A 


ger.  No.  367.497.     Dana,  S.  A.,  Barcelona,  Spain.     Filed 
July  20,  1035. 

20  quilates 

For  Perfumes,  Toilet  Creams,  Toilet  Water,  Skin  Lotions, 
Rouge,  Colors  for  the  Lips  and  Nails,  and  Liquid  Den- 
tifrices. 

Claims  use  since  December,  1934. 


The  words  "Garlic  No  After  Taste  or  Odor '  are  dis- 
claimed. The  name  "D.  Gosewlsch"  is  In  the  1  andwrltlnj 
of  the  applicant. 

For  Medical  Tablet  Containing  Garlic  to  Aid    Digestion, 

and  Food  Aid. 

Claims  use  since  July  2,  1934. 


Ser.  No.  367,587.     Stanco  Incorporated,  New  York,  N.  Y. 
Filed  July  23,  1935. 

Stemcosol  ^ 

For  Hydrocarbon  Solvents  for  Chemical,  Medicinal,  and 


Ber.    No.   367,511.      Daisy    Stebbino,   Forest   Hills,   Long 
Island,  N.  Y.    Filed  July  20,  1935. 


D 


i_ /    \v_y 


For  Developing  Cream. 
Claims  use  since  Jan.  15,  1934. 


ON 


Pharmaceutical  Purposes. 

Claims  use  since  June  14,  1935. 


Ser.  No.  367,598.  William  Sherman  Cannon,  Jr.,  doing 
business  as  Cannon  Cosmetics  Company,  Atlanta,  Ga. 
FUed  July  24,  1935. 


D 


For  Astringents,  Astrinstent  Cerates,  Bleach  Creams, 
Beauty  Creams,  Cold  Creams,  Cleansing  Creams,  Obesity 
Creams.   Refreshing   Creams,   Vanishing    Creams,   Obesity 
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Astringents,  Dry  Rouges,  Liquid  Rouen's,  Face  Blearhes. 
Ftce  Packs.  Skiu  Whltener  in  Llijuiil,  rrt-ara  or  Solid  Form, 
Eyebrow  and  Eyelash  Grower,  Eye  Drops,  Eyebrow  Pen- 
cils, Chemical  Preparations  for  the  Darkening  of  Eyelashes 
and  Eyebrows.  Hand  Lotions,  Skin  Lotions.  After  Shaving 
Lotions,  Pomades,  Face  Powders,  Talcum  Powders,  Body 
Powders,  Sachets,  Hair  Salves,  Ualr  Elixirs.  Dandruff 
Preparations.  Hair  Tonics,  Hair  Oils.  Shampoos,  Hair 
Dyes,  Hair  Dressinif,  KrilUantlne,  Bath  Salts,  Smelling 
Salts.  Up  Sticks.  Incense.  Tooth  Powders,  Mouth  Washes, 
t>entifrioes.  Tooth  Pastes,  Depilatories.  Nail  P.-wders,  Nail 
Polishes,  Nail  Creams,  Nail  RK-aches,  Witch  Hazel  Salve, 
Camphor  Creams,  Foot  I'owders,  Corn  Salves,  Deodorants. 
Disinfectants,  Bay  Rum.  Perfumes  and  Toilet  Waters. 
Claims  use  since  July,  1930. 


Ser.  No.  367,604.     Fritzschb  Brothers,  Inc.,  New  York, 

N.  Y.     Filed  July  24,  1935. 

SAF  RELL  A 

For  Natural  and  Synthetic  Essential   Oils  Suitable  for 
Perfuming   Purposes. 

Claims  use  since  May  24,  1935. 


Ser.   No.   367.62f>.      Shel  O  .Myst   Co  ,   Ald«n,   N.  T,      Filed 
July  24,  1935. 


For  Preparation  for  Treating  Piles. 
Claims  use  since  June  15,  19.35. 


Ser.    No.    36T.(>4fl.      Lnns    I.    Weinkr,    doing  business   as 
Tablai  Company,  New  York.  N.  Y.     F^led  July  24,  1935. 

ABATOL 

For  Medicinal  Prpparatlon  for  the  Treatm*'nt  of  Rose  and 
Hay  Fever. 

Claims  use  since  May  15.  1935. 


Ser.    No.    367.647.      Locis    I.    Weinkr.    doing    business   as 
Tablai  Company.  New  York,  N.  Y.     Filed  July  24,  1935. 

^OLAROL 

For  Medicinal   Preparation    for  the  Treatment   of  Sun- 
barn. 

ClAims  use  since  May   15,   1935. 


Ser.  No  367,737.  Ber.nabo  Rosesheb.;,  doing  bu.<<lne88  as 
Templar  products  Co.,  New  York,  N.  Y.  Filed  July  26 
1935. 


For  Anti-Fr«eslng  Compoand. 
ClAlma  OM  since  June  1,  1986. 


Ser.   No.  367.792.     Eli  Gkbshonowitt,  doing  business  as 
Elys  Drag  Co.,  Jersey  City,  N.  J.      Filed  July  29,  1985. 


\^o 


ov 


yov> 


For  Coollug  and  Soothing  Cream  for  Tanning,  the  Pre- 
vention of  Sunburn  and  an  Aid  In  the  Healing  of  All 
Bums.  Insect  Biles,  and  Irritated  Skin. 

Claims  use  since  Jan.  1.  1935. 


Ser.  No.  867,871.     Scherk  k    (SociJrr*  Asohjuk),  Paris, 
France       Hied  July   31.    1935. 

NABU 

For  Perfumes,  Toilet  Waters,  Rouge,  Lipstick,  and  Face 
Cream. 

Claims  use  since  Feb.  15.  1935. 


Ser.   No.  367.873       S<heri.k    i  Sociftrfi  Axoktme),  Paris, 
France.      Filed  July  31,  1935. 

TEMPEST 

For  Perfumes,  Toilet  Waters,  Rouge.  Lipstick,  and  Face 
Cream. 

Claims  use  since  June  7,  1935. 


CLASS  8 
Smokers'  Articles,  Not  Including  Tobacco  Products 

Ser.  No.  367,039.     Lnri.s  Ai.bkkt  S.\  mst.vi;    .New  York    N    Y 
nied  July  6,    1935. 

ROUS 


For  Cases   for   Cigarettes  and   Cigars. 
Claims   use  since  Aug.  23.   1934. 
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CLASS  9 

Explosives,  Firearms,  Equipnunt.s.  and  Projectiles 
Ser.  No.  868,183.  Pbnsick  ft  Gordon,  Inc.,  Lob  Angeles, 
Calif.      Filed   Aug.    10.    103'. 


^knthfv? 


For   Fireworks. 
Claims  use  since  Jan.   1,  1035. 


CLASS  10 

Fertilizers 
Ser.  No.  305.197.    Th«  (Ulf  fcrtilizik  Company.  Tampa. 
Fla.     Filed  May  21,  1935. 


Ser    No    366,054.     FTOBRAL  Seaboard  Terba  Cotta  Coh- 
PORATiON,  New  York,  N.  Y.     Filed  June  11.  1935. 

ENDURO  -ASHLAR 

The  v^ord   '  A^h;ar"   is  disclaimed. 

For  Terra  Cotta  Blocks  and  Similar  Forms  for  Use  In 
Building  Construction. 

Claims  use  since  Feb.  13,   1936. 


Ser.  No.  367.077.    Thb  Master  Buildbbs  Compant,  Cleve- 
land, Ohio.     Filed  July  8,  1935. 

MASTICROME   , 

For  Material  for  Treating  and  Coloring  the  Surface  of 
Asphalt  Mastic  Floors  and  the  like  to  Improve  The  r 
Weerlng  Qualities  and  to  Render  the  Asphalt  Mastic 
More  Nearly  Oilproof  and  Waterproof. 

Claims  use  since  June  28,  1935. 


Ser.  No.  367,078.    Thk  Master  Bcildebs  Company,  CTeve- 
land,  Ohio.     Filed  July  8,  1935. 

MASTICRON. 

For  Material  for  Treating  the  Surface  of  Asphalt  Mas- 
tic Floors  and  the  Like  to  Improve  Their  Wearing  Qua  - 
ities  and  to  Render  the  Asphalt  Mastic  More  Nearly  Oil- 
proof  and  Waterproof. 

Claims  use  since  June  28,  1935. 


Ser.  No.  367.090.    Woosteb  Pbodccts  Inc.,  Wooster,  Ohio. 
Filed  July  8,  1935. 


The    words    "chemically    controlled"    and    "fertilizers- 
are  disclaimed. 

For  Chemically  Controlled   Fertiliser. 
Claims  use  since  February  1,  1935. 


klMMQ 


Fur   Metallic   Safety    Siair    Tread. 
Plates,  and  Door  Threshholds. 
Claims  use  since  July  31,   1931, 


Floor   I'lates,  Ramp 


CLASS  12 

Construction  Materials 
Ser    No    338,534.     National  Tbadi.nq  a.nd  Lumber  Com- 
"  PANT,  Seattle.  Wash.     Filed   June  5,  1933. 


Ser   No.  367,712.    THE  Eagle-Picheb  Lead  Company,  Cin- 
cinnati, Ohio.     Filed  July  26.  1935. 


For  Refractory  Bricks,  Refractory  Cement,  Hollow  Ce- 
ment  Blocks,  Insulating  Bricks,  Insulating  Cement,  and 
Pipe  Covering. 

Claims  use  since  Jan.  1.   1935. 


For  mmber— Namely.  Douglas  Fir  (Oregon  Pine— 
Columbian  Pine),  Pacific  Hemlock.  Sitka  <  Sllver-Engle- 
mann)  Spruce.  Western  Red  Cedar,  and  Port  Orford  Cedar. 

Claims  use  since  January.  1914. 


Ser.  No.  307,733.     Panthku  uil  &  Gb.asb  M»g.  Co.,  Fort 
Worth.  Tex.     Filed  July  26,  1935. 

pANTHI-iR 

For  Liquid  Asbestos  Roof  Coating  and  Plastic  Roof  Ce- 
Claims  use  since  Jan.  10,  1934. 
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CLASS  13 

Hardware   and    I'lumbing   and   Steam-Fitting 

Supplies 

Ser.  No.  305,502.     Rbynolds  Wirm  Co.,  Dixon,  III.     Filed 
May  21,  1935. 


^ 


Trade-mark  consists  of  a  white  annulus.     No  claim  I.s 
made  to  the  bung  or  roll  of  wire  cloth  per  se. 
For  Wire  Cloth. 
Claims  use  since   December,    1915. 


Ser.    No.    366,059.      Lalascb    &    Grosjea.v    CorpokaTIon. 
Woodhaven,  N.  Y      Filfii  Juhh   u.   1935. 


'■'""^^»,„^A»^'^' 


'tms^ 


'^^^JKAS  COKP 


The    words    "3    Ply    Rpzist.il    Stainless    Steel"    are    dis 
claimed  apart  from   the  mark 

For  Stainless  Steel  Cookiiii;  Ttensils^ Namely,  Dishpaus. 
Kettles,  Coffee  Pots,  Teakettles,  Milk  lioilers.  Double  Boil- 
ers, Seamless  Bowls,  Colanders,  Drinking  Cups.  Dippers, 
Soap  Dl.-«hes,  Funnels,  Preserving  Kettles,  Ladles,  Pans, 
Saucepans,    Pie    Plates,    and    Pots. 


Claims   use   since   June 


1935. 


Ser.  No.  366,233.     The  IIolo-Krome  Scarw  Cobporatio.v, 
Bristol,   Conn.     Filed  June   15,   1936. 


For  Screws. 

Claims  us«>  since  Not.  26,   1934. 


Ser.   No.    366,782.     Th«    Stanley    Works,    New    Britain, 

Conn       Fi'f^d  Juno  'js    i;»:<5 


Tral--in,iik  cuiisisi;,  nt  a  iiarruw  j;rft'U  stript-  applied 
lengthwise  to  the  surface  of  the  box  strapping,  no  claim 
being   made    to   the    representation   of   the   box   strapping. 

For  Box  Strapping. 

Claims  use  since  Oct.  9.  1934. 


Ser.   No.    366,783.      THi   Stanley    Works,    New    Britain, 
Conn.     Filed  June  28,  1935. 


Trade-marlt  consists  of  a  narrow  lavender  stripe  applied 
lengthwise  to  the  surface  of  the  box  strapping,  no  claim 
being  made  to  the  representation  of  the  box  strapping. 

For  Box  Strapping. 

Claims  use  since  May  29,   1935. 


Ser.    No.   366.784.      Th«   SxA.NLty    Works,   New   Britain, 
Conn.     Filed  June  28,  1935. 


^ 


mt 


Trade-mark  consists  of  a  fiarrow  red  strij*  applied 
lengthwise  to  the  surface  of  the  box  strapping,  no  claim 
being  made  to  the  representation  of  the  box  strapping. 

For  Box  Strapping. 

Claims  use  since  Not.  26,   1934. 


Ser.   No.   306.785.     TiiR   Stanlet    Woeks,    New   Britain. 
Conn.      Fllpd    June   2S.    TOnr. 


Trade-mark  cuii.-i.>ts  ui  u  narrow  blue  strips  applied 
lengthwise  to  the  surface  of  the  box  strapping,  no  claim 
being  made  to  the  representation  of  the  box  strapping. 

For  Box  Strapping. 

Claims  use  since  Nov.  30.  1934. 


Ser.   No.   307,003.     The   Stanley   Works,    New   Britain. 
Conn.     File<l  July   5,  1935.  . 


TTS 


m 


Trude-tiiark  consists  ut  a  iiarruw  yellow  stripe  applied 
lengthwise  to  the  surface  of  the  box  strapping,  no  claim 
being  made  to  the  representation  of  the  box  strapping. 

For  Box  Strapping. 

Claims  use  tlnce  June  20.  19S5. 


Ser.   No.    307.361.      Lightkoot    Schcltz    Co.,    New   York, 
N.  Y..  and  Hoboken,  N.  J.     Filed  July  16.   19:J5. 

LA  GRACE 


For    I'owdered   Toilet   Soap    Dispeu.scr«. 
Claims   use  since   1921. 


CLASS  14 

Metals   and    Metal    Ca.stin^s    and    Forgings 

Ser.  No.  365.2.'.d.    Paper,  calmb.nso.n  &  Compant,  St.  Paul, 
Minn        File<l    May    2J,    1935. 

PJ^CAL  STEEL 

The  word  "Steel      is  >lisclaimed. 

For  Steel  and  Steel  Castings  and  Forginf;s. 

Claims  use  since  Apr.  1,   1924. 
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Ser.    No.   366,750.      Thb   Youngstown    Sheet   and   Tube 
COMPANY,  Youngstown,  Ohio.     Filed  June  27,   1935. 

YOLOY 

For  Hot  Boiled  Sheets,  Hot  Boiled  Annealed  Sheets,  Cold 
Rolled  Sheet.s  Galvaniied  Sheets,  Galvannealed  Sheets, 
lMckl(^d  Sheets,  Special  Finished  Sheets,  Electrical  Sheets, 
Porcelain  Enameling  Sheets,  Oven  Lining  Sheets  (Dull), 
Oven  Lining  Sheets  (Polished),  Roofing  and  Siding  Sheets, 
Roll  and  I'ressed  Standing  Seam,  Corrugated  Sheets, 
V-Crlniped  Sheets,  Sheared  Plates,  Universal  Plates, 
Rounds,  Squares.  Flats,  Hexagons*,  Ovals,  Half  Itounds, 
Angles.  Beams,  Channels,  Tees,  Special  Sections,  Forging 
Bars,  Tin  Plate  and  Tin  Mill  Black  Plate,  Ingots,  Blooms, 
Slabs,  Billets,  Skelp,  Sheet  Bars,  Rods,  Wire  Rods,  Plain 
Wire,  Spring  Wire,  Welding  Wire,  Galvanized  Wire,  Cop- 
per-Coated Wire.  Lead  Annealed  Wire,  Pot  Annealed  Wire, 
SAC  Rods  and  Wire,  and  Railroad  Tie  Plates. 

Claims  use  since  Feb.   23,  19S5. 


CLASS  15 

Oils  and  Greases 


Ser.    No.    862,243.      ERvi.v    A.   Theisi,   doing   business   as 
E.  Theise,  Sublette,  Kans.     Filed  Mar.  7,   1935. 

Smore  Myles 


For  Motor  Lubricants. 

Claims   use    since   July    1.    1933. 


Ser.  No.  364,894.    Stewart  Wakneb  Corporation,  Chicago, 
HI.     Filed  May   13,  1935. 

TEMPRITE 


For  Lubricating  Oils  and  Greases. 
Claims  use  since  Feb.   4,  1935. 


CLASS  17 

Tobacco   Products 

Ser.   No.   302,970.      Masterpiece  Ciqar   Company,  Grand 
Rapids,  Mich.    Filed  Mar.  25,  1035. 


The    word    "Cabinet"    is    disclaimed.      The    portrait    is 
fanciful. 
For  Cigars. 
Claims  use  since  Feb.  14,  10.35. 


CLASS  19 

Vehicles,   Not    Including   Engines 

Ser.  No.  866,809.    Chrysler  Corporation,  Highland  Park, 
Mich.     Filed  June  29,  1935. 


For  Automobiles  and  Their  Structural  Parts. 
Claims  use  since  June  4,  1935. 


CLASS  20 

Linoleum   and   Oiled  Cloth 

Ser.  No.  368,098.     Congoleum  Nairn   Inc.,  Kearny,  N.  J. 
Filed  Aug.  8,  1985. 


■V-''""vy'"  ■?"■■ 


The  drawing  i^*  lined  fur  yreen  and  black. 
For  Plain  and  Inlaid  Linoleum. 
Claims  use  since  July  24,  1935. 


CLASS  21 


Electrical  Apparatus,  Machines,  and  Supplies 

Ser.  No.  367,868.     RCA  MANurACTiRiNO  Company,    Inc., 
Camden,  N.  J.    Filed  July  31,  1935. 

Globe    Trotter 

For  Radio  Receiving  Sets.  Kits  for  Radio  Receiving  Sets. 
Electric  Pickups  for  Phonographs,  and  Accessories  and 
Parts  Consisting  of  Aerials.  Battery  Eliminators.  Bind- 
ing Posts,  Chokes,  Colls.  Coil  Sets.  Condensers,  Dials, 
Grid  I.<eaks.  Jacks,  Loud  Speakers,  Panel  Board.s.  Po- 
tentiometers. Radio  Amplifying  Units.  Radio  Rectifying 
Units.  Rheostats,  Shields.  Transformers.  Electron  Tubes. 
Tube  Sockets,  Tuning  Units,  Choke  Coils,  and  Wire  and 
Cable  for  Radio  Sets  and  Apparatus. 

Claims  use  since  Aug.  15,  1934. 
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CLASS  22 

Games,  Toys,  and   Sporting   Goods 

Ser.  No.  3y6,2'j7.     Kock  ula  Mam  f-actcrino  Cohpoeatioii, 
Chlca«'o.  111.      Fil"il  Juiif   17,  1935. 

RED -WHITE- BLUE 

For  Coin  Controlled  Ball  Projecting  Amusement  Derlce. 
Claims  use  since  May  1,  1935. 


Ser.  No.  367.510.     Tlaymorb  Premidms  Inc.,  New  York, 
N.  Y.     Filed  Jnly  20,  1935. 


w 


STAKE 


For  Lottery  Punch  Game  Played  with  a  Pointed  Stick 
and  Cardboard  with  Numbers  Printed  Thereon  After  the 
Manner  of  Bingo. 

Claims  uae  since  June  27,  1935. 


Ser.   No.   367,812.     We.stkrv   Kquipmb-vt  &   Sdpplt  Com- 
PANT.  Chicago,  111.     Filed  July  29,  1935. 


For  Games  of  the  Class  KaWB  MM  Pin.  Pin  Ball,  or  Pin 
Board  Games,  or  Amusement  Devieca. 
Claim  use  since  June  15,  1935. 


Ser.  No.  368,217.     Bloom ingdale  Bros.,  Ixc,  New  York, 
N.  Y.     Filed  Aug.  12,  1U35. 


IDEM 


For  Toy  Buildings. 

Claims   use  since  July   3,    1935. 


CLASS  23 
Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.  No.  301,531.     Midway  Chemical  Compani,  Chicago, 
111.     Filed  Feb.  IS,  1935. 


Elf 


For  Insecticide  Sprayer. 
Claims  use  since  Jan.  7,  1930. 


Ser.   No.  366,389.     .\kron  Dbdo  and  Sundbibs  Compact, 
Akron,  Ohio.     Filed  Jun^     0.  1935. 


The  word  "Blades"  Is  disclaimed. 
For  Safety  Razor  Blades. 
Claims  use  since  Oct.  1,  1928. 


CLASS  26 

Measuring  and   Scientific   Appliances 

Ser.  No.  36«,7Uo.     H.  W.  EULi,  A.  G.,  Zurich,  Switzerland. 
Filed  June  28,  1935. 

Mad  as 


For  Adding  and  Calcolating  Machinei. 
Claims  use  since  Oct.  6.  1914. 


S«r.  No.  366,854.     Eastma.v  Kodak  Compa.nt,  Bocbester, 
N.  Y.    Filed  July  1,  1935. 


KODA-PRINTER 


The  word  "Printer"  is  disclaimed. 
For  Photographic  Printing  Machines. 
Claims  use  since  Apr.  10,  1935. 


CLASS  28 

Jewelry   and  Precious-Metal  Ware 

Ser.    No.   366,722.      D.   Lis.vca  k  Co.,  New   York,    N. 
Filed  June  27,  1935. 


The  drawing  is  lined  for  blue. 

For  Costume  Jewelry  for  Children,  Made  of  Non-Precioas 
Metals,  Not  Including  Watches. 
Claims  use  since  May  14,  19S5. 


CLASS  29 

Kroom.H,   Hru.sheH,   and    Dusters 

Ser.  No.  354,990.     J.   L.   Hammvpt  Company,  Cambridge, 
Mass,  and  Newark,  N.  J.     Filed  Aug.  14,  1934. 


Akt  IitlutY 


For  Artists'  Brushes. 

Claims  use  since  Mar.  6,  1933. 
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Ser.  No.  862,414.     Ferro  E.vamxl  Cokporatiox,  Cleveland, 
Ohio.     Filed  Mar.  12,  1936. 


All  wording  except  "Ferro  '  is  disclaimed. 
For  Bolt  Hole  and  EMging  Brushes. 
Claims  use  since  Sept.  11,  1934. 


Ser.    No.   364.892.      SQTncE-WASH   Mro.   Co,.   NDes,   Mich. 


Filed  May  13,  1935. 


SOUEE-WASH 

The  word  "Wash"  is  disclalmpd. 

For  Window   Washing  and  Wiping  Devices  in  the  Na- 
ture of  a  Hand-Operated  Squeegee. 
Claims  use  since  Feb.  15,  1935. 


Ser.   No.  365,847.     Lons  B.   Millard,  doing  business  as 
World  Products  Co.,  Chicago,  111.     Filed  May  24,  1935. 

The  word  "Wash"  Is  disclaimed. 

For  Combination  Hand  Squeegee  and  Washer. 

Claims  use  since  July  1,  1934. 


Ser.   No.  367,973.     Johm  L.  Nilson,  Chicago,  111.     Filed 
Aug.  3,  1935. 

QUICKUCK 


For  Wringer  Mop. 

Claims  use  since  June  26,  1934. 


CLASS  32 

Furniture  and  Upholstery 

Ser.  No.  867,004.     Superior  F«lt  &  Biddi.ng  Compant, 
Chicago,  111.     Filed  July  5,  1935. 

DUO-  DIVAN 

The   word    "Divan"    is    disclaimed. 

For  Studio  Couches. 

Claims  use  since  Mar.  25,  1935. 


Ser.  No.  367,005.     Superior  Felt  &  Bedding   company, 
Chicago,  111.     Filed  July  5,  1935. 


LfePLin€ 


For  Mattresses. 

Claims  use  since  May  20,  1935. 


Ser.    No.    367.864.      Pltmocth    Wholesalb   Det    Goods 
Corporation,  New  York,  N.  Y.    Filed  July  31,  1935. 

Cw%t 


For  Mattresses. 

Claims  use  since  Jnly  16,  1934. 


CLASS  34 

Heating,  Lighting,  and  Ventilating  Apparatus 

Ser.  No.  363,683.  Fairmont  Mining  Machinery  Com- 
pany, Fairmont.  W.  Va.,  assignor  to  Fairmont  Machin- 
ery Company,  Marion,  W.  Va.     Filed  Apr.  12,  1935. 


o 


»^STOKER 


FAIRMONT  MINING  MACHIN[Ri'CO- 

^  FAIRMONT.W.VA.  i 


Applicant   disclaims  representation  of  the   name  plate 
and  all  words  except  "Vulcan". 
For  Domestic  Type  Stoker. 
Claims  use  since  Nov.  13.  1933. 


CLASS  36 

Musical  Instruments  and   Supplies 

Ser.  No.  367.894.    Piano  Manckactcrers  Exchange,  Inc., 
New  York,  N.  Y.     Filed  July   29,   1935. 

Martha  "VV  ashlngton 
HARPINFTTE 

For  Pianos. 

Claims  use  since  July  17,  1935.       ^ 
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CLASS  37 

Pap^T   and   Stationery 

Ser.   No.  367,1:^28.      lURCBArr    Co.,     Log    Angeles.    Calif. 
Filed  Jniv  in    1935. 

J/ancnaft 


For  Paper  Towels. 

Claims  use  since  Apr.  23,  1035. 


Ser.   No.  367,848.     Aikin  Lambert  Company.  New  York, 
N.  Y.     Filed  July  31,  1935. 


For  Foantain  Pens.  F.  .<ls.  Caps,  Barrels,  Gold  Nibs  and 
Parts  Thereof  ;  Pencils  and  Parts  Thereof  ;  Desk  Set  Foun- 
tain Pens  and  Parts  Thereof;  Clips,  Rinjjs,  and  Clasps  for 
Fountain  Pens,  Pencils,  and  Similar  Writing  Instruments. 

Claims  use  since  April,  1928.  on  desk  set  fountain  pens  ; 
since  June  1,  1908,  on  remaining  goods. 


Ser.  No.  368.001.     Kimbeblt-Clahk  Cohporation,  Neenab, 
Wis.     Filed  Aug.  5,  1935. 

RESEARCH 


For  Wall  Paper. 

Claims  use  since  July  26.  1935. 


CLASS  38 
Print.s  and   Publications 


Ser.    No.    355.4'.»i.'       .Natimnal    newsi-ai-kk    SCRVlci,    Chi- 
cago.  111.     F11p<1   Auij.   I'T,   19,-54 

BUCK  ROGERS,  25th.  CENTURY  A.  D. 

For   New-papHf  .\tlventure   Strips,   Drawings   for  Repro- 
duction. 

Claims  use  since  Jan.  1,  1933. 


Ser.    No.    362,134.      William    J.    Blj^ckman.    Hempstead, 
Long  Island  City.  N.  Y.     Filed  Mar.  5,  1935. 


/LumaX 


For  Photographs. 

Claims  use  since  Oct.  1,  1933. 


Ser.  No.  362.502.     The  america.s  Bankers  Association, 
New    York.    N.    Y.      Filed    Mar.    14.    1935 

BAN  KING 

For    Print>(i    I'ublication    Printed    Monthly. 
Claims  use  since  October,  1934. 


Ser.  No.  365,973.     The  American  Forestrt  Association, 
Washington,  D.  C.     Filed  June  10,  1935. 

CONSERVATION 


For  Mftijaiine 

Claims  use  since  June  7,  1935. 


Ser.  No.  367,773.     Zain-Eppy,   Incorporated,  New  York, 
N.  Y.     Filed  July  27,  1935. 


For  Cartoon  Booklets  Consisting  of  Cartoons,  Cartoon 
Strips,  PuHles,  Tricks  of  Magic,  Etc.,  Published  In  a 
Series. 

Claims  use  since  Dec.  31,  1934. 


Ser.  No.  367.810.     Santa  Clacs,  Incorporated,  Chicago, 
111.,  and  Santa  Claus,  Ind.     Filed  July  29,  1935. 

For  Printed  and  Kmbogsed  Greeting  Cards  and  Printed 
and  Embossed  Decorative  Seals  and  Stamps  to  be  Used 
Upon  Gift  Packages  and  Bnvriopos. 

Claims  use  since  June  1,  1932. 


CLASS  39 

Clothing 


Ser.   No.   353,427.     Brown    Dirrell  Co.,  Boston,   Mass., 
"  and  New  York,  N.  Y.    Piled  July  2,  1934. 


LIV£Ly-TOP 


Th^  word  "Top"  is  disclaimed. 

For  Hosiery. 

Claims  use  since  May  31.  1034. 


Ser.  No.  356,628.    Mblan80n  Snoa  Company,  Lynn,  Mass. 
Filed  Oct.  1,  1934. 


PROPER 
POSTUR 


?5gcrivE_££A!3tf^ 


The  words  "Corrective  Feature"  are  disclaimed. 
For   Boots  and  Shoes  of  Leather,   Rubber,   Fabric,  and 
Combinations  Thereof. 

Claims  use  since  Aug.  0.  1934. 


Ser.  No.  359.691.     Bond  Stores,  Incorporated.  New  York. 
N.  Y.     FUed  Dec.  27.  1934. 

SecldM  Khit  Fleece 

The  Words     Knit  l"le<^'e     art-  .list  iaiaitni. 
For  Men's  and  Boys'  Overcoats. 
Claims  use  since  Nov.   1,  1934. 
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Ser.  No.  360,380.     The  Shirtchaft  Co.,  Inc.,  Baltimore, 
Md.     Filed  Jan.  17,  1935. 


For  Dress  and  Negligee  Shirts  and  Pajamas. 
Claims  use  since  Nov.  1,  1934. 


n 


Ser.  No.  363,377.    Adklson,  Schneikr  &  Adesox,  Albany, 
N.  Y.     Filed  Apr.  4,  1935. 


COMBINATION 
LAST 


NEEDSNOBREAKINGIN 


The  words  "Combination  Ljist",  "Needs  No  Breaking 
In"  are  disclaimed. 

For  Boots  and  Shoes  of  Leather  Skins  and  TextUe 
Fabrics. 

Claims  use  since  Mar.  1.  1935. 


Ser.  No.  304,121.     II.  B.  Glover  Company,  Dubuque,  Iowa. 
Filed  Apr.  22,  1935. 


STA-sg 


For  Collars. 

Claims  use  since  Feb.  22,  1935. 


Ser.  No.  305.218.     SLiKriT  Foundations,  Inc.,  Brooklyn, 
N.  Y.     Filed  May  21,  1935. 


The  word  "Fit"  is  disclaimed. 

For    Women's    Corsets,    Brassieres,    Girdles,    Corselets, 
and  Bandeaux. 

Claims  use  since  Apr.  30.  1935. 


Ser.    No.    365,706.      Merkin,    Inc.,   Boston,    Mass.      Filetl 
June  1,  1935. 

Posture -ADE 

For  Brassieres,  Corsets,  Girdles.    Bandeaux,  and   Foun- 
dation Garments  for  Women  and  Misses. 
Claims  use  since  Mar.  7,  1935. 


Ser.    No.    365,710.      Sussman-Golds^ein    Hat    Mfo.    Co., 
Chicago,  111.     Filed  June  1,  1935 

TAILORED   BY 

>5 


indair 


The  words  "Tailored  by"  are  disclaimed. 
For  Hats  for  Women,  Misses,  and  Girls. 
Claims  use  since  May  1,  1935. 


Ser.   No.   366.602.     American   Brassiere   Company,  New 
York,  N.  Y.     Filed  June  25.  1935. 


"PAPTIE 


99 


For  WomLU's  uud  Mis.scs  Uuderi^aru.cnts — Namely, 
Girdles,  Panties,  Brassieres,  Corsets,  and  Foundation  Gar- 
ments. 

Claims  use  since  Apr.  15,  1935. 


Ser.  No.  366,622.     Indianapolis  Glove  Company,  Indian- 
apolis. Ind.     Filed  June  25.  1935. 

SEAL  FLEECE 

The  word  "Fleece"  is  disclaimetl. 

For  Work  Gloves  and  Work  Mittens  of  Fabric,  Leather, 
and  Combinations  Thereof. 

Claims  use  since  Feb.  4,  1935. 


Ser.  No.    306,708.      Byer-Rolnick  Company,  Dallas,   Tex. 
Filed  June  27,  1935. 


For  Men's  Hats. 
Claims  use  since  1930. 


Ser.  No.  360.735.     ScHAPrKR  Belts,  Inc.,  New  York,  N   Y. 
Filed  June  27,   1935. 

The  Belt  of  the  Modth 

The  word  "Belt"  is  disclaimed  apart  from  the  mark. 
For  Belts  for  Personal  Wear. 
Claims  use  since  June  14,  1935. 


466 


OFFICIAL  GAZETTE 


EMBtB  17,  193o 


Ser.  No.  366.908.     GOebtz  Bbos.,  Ikc.,  Newark,  N.  J.   Filed 
July  2,  1935. 


root' 

RAINJAMAS 

The  word  "CoTerall"  is  disclaimed  apart  from  the  mark. 

For  Rain  Saita. 

Claims  ase  since  Jane  26,   1935. 


Sor.   No.  367.063.     Belk   hbothkrs  Company,  Charlotte. 
N.  C.     Filed  July   x,  ly35. 

REIGNING  BEAUTY 

For  Hosiery  and  Knit  Goods — Namely,  Ladies'  Suits 
and  Dresses,  and  Men's  and  Ladles"  Sport  Shirts,  Sweaters, 
Coats,  Bathing  Suits,  Underwear,  Leather  and  Fabric 
Gloves,  Scarfs,  Mufflers,  House  and  Bath  Robes.  Pajamas, 
Jackets,  Hats,  and  Caps. 

Claims  use  since  Apr.  2,  1935. 


Ser.    No.    367,100.      Kbnnabd-Ftlb   Compa.vt,    Ihc,    Wil- 
mington, Del.     Filed  July  9,  1935. 


'SMette, 


For  Woman's  and  Children's  Hoalery,  Silk  and  Knit 
Underwear.  Negligees,  Silk  and  Cotton  Dresses.  Coats  and 
Salts.  Corsets  and  Brassieres,  Leather  and  Fabric  Qloyes, 
and  Shoes  Made  of  Leather.  Rubber,  Fabric,  and /or  Com- 
binations Thereof,  Hats,  Scarfs,  Neckties,  Mufflers,  and 
Collars,  and  Sportswear — Namely,  Sport  Coats,  Sport  Over- 
coats,  Sweaters,   Bathing  Suits,  and  Bathrobes. 

Claims  use  since  May  5,   1935. 


Ser.  No.  367,298.    Thb  Hawib  Mancfactcbino  Co.,  Bridge- 
port, Conn.     Filed  July  15,  1935. 


/ 


The  word  "Grip"  is  disclaimed  except  as  shown. 

For    Hose    Supporters. 

Claims   use    since   May    1.    1935. 


Ser.  No.  367,379.     TCPPIR,  I.sc.,  New  York,  N.  Y.     Filed 
July  16,  1935. 


•  •  •     • 

•  ••      • 

•  •  •  • 

•  «•  •  • 


•••  • 


•  •  •• 


•    ••  •••• 

..  •,  •• 

'   *^  -  - 

•  ••  ••• • 


v: 


•• 


The  word    'Ease  "  is  fll-tclalmpd  apart  from  the  mark. 
For  Slippers,  Shoes,  and    San.lal.^   for   Women  Made  of 
Leather,  Fabric,  and  Combinations  of  Leather  and  Fabric. 
Claims  use  since   Oct.   10,   1933. 


Ser.  No.  367,394      Knit  SpobtsweaB  Co.,  Brooklyn,  N.  Y. 
Filed  July  17,  1935. 


RO  -KlVIT 


The  words  "Knit"  and  "Sportswear"  are  disclaimed 
apart  from  the  mark. 

For  Knitted  Suits,  Dresses,  Sweaters,  Scarfs,  Hati, 
Coats,  Capes,  and  Bathing  Suits  for  Women,  Misses,  and 
ChUdren. 

Claims  use  since  Mar.  1.  1934. 


Ser.  No.  387,414.    Silvebod  Mm.  Co.,  Ixc,  New  York,  N.  Y. 
Filed  July  17.  IMI^ 


5vjr\5Kir\e 

F'ur  Infants'  and  Children's  Undergarments. 
Claims  use  since  June  22,  1935. 


Ser.  No.  367,446.     Uekbert  Rothstbih  k  Kat,  Inc.,  New 
York,  N.  Y.     Filed  July  18,   1935. 

The  word  "Fabric"  is  disclaimed  apart  from  the  mark. 
For  Ladles'   Coats  and  Suits. 
Claims  uxe  since  June  1.  1935. 


Ser.    No.    367,474.      Abraham    Schmert7lbb,    New    York, 
N,  T.     Filed  July  19,  1935. 


For  Ladles'  and  Men's  Hats. 
Claims  use  since  Janoary,  1935. 


Ser.  No.  367.500.     Ei>w.\bd  Custom  Clothes,  ixc.,  Phila- 
delphia, Pa.     Filed  July  20.  1935. 


Tbe  word  "Clothes'    is  disclaimed  apart  from  the  mark. 
For  Men's  and  Boys"  Suits,  Trousers,  Coats,  and  Over- 
coats. 

Claims  use  since  Dec.  1,  1925. 
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Ser.  No.  367,509.    Lerxbb  Stobes  Cobporation,  New  York, 
N.  Y.     Filed  July  23,  1935. 


For  Women's  and  Misises'  Dresses. 
Claims  use   since    June    1,    1935. 


Ser.  No.  367,592.     Edwabd  Custom  CU)The«,  inc.,  Phila- 
delphia, Pa.     Filed  Jnly  23,  1935. 


EDWARD  CLOTHElS 

The  word  "Clothes"  is  dlsclaimfd  apart  from  the  mark. 
For  Men's  and  Boys'  Suits,  Trousers,  Coats,  and  Over- 
coats. 

Claims  use  since  Dec.  1.  1925. 

Ser.  No.  367,617.     Model  Ubassiebe  Co.  Inc.,  Brooklyn, 
N.  Y.     FUed  July  24,  1935. 

For  Brassieres,  Girdles,  Corset  Brassieres,  and  Combina- 
tion Garments  Comprising  a  Combination  of  Some  or  All 
of  the  Following  Items,  Brassiere,  Girrlie,  Underwear,  Step- 
in,  and  Vest. 

Claims  ase  since  July  17.   1935. 


Ser.   No.  367,833.     J.  C.   PB.^CNEr  Company,   Wilmington, 
Del.,  and  New  York,  N.  Y.     FUed  July  30,  1935. 


For  Ladles',  Misses',  and  Children  s  Keadyto-Wear  Hats. 
Claims  use  since  July  19,   1935. 


CLASS  40 


Fancy  Goods,   Furnishinjfs.   and   Notions 

Ser.   No.   364.464.      Astorloid   MA.VLrACTDBi.NG   Co.    Inc., 
Brooklyn,   N.  Y.     Filed  May  2,   1935. 


'As  roK  Brand 

TOILET  WARE 


The  wonis  "Brand"  and  "Toilet-Ware"  are  disclaimed. 
For    Pyroxyline    and    Non-Precious    Metal    Toilet    Sets 
Comprising  a  Mirror,  Brush,  Comb,  Puff  Box,  Magnifying 


Mirror,  File,  Tweeser,  Scissors.  Cuticle  Knife,  Buffer, 
Shoehorn.  Tray,  Hair  Receiver,  Cream  Jar.  Frame.  Clock, 
Hook,  Cornknife,  Salve  Jar,  Tooth  Brush  Tube,  Hat  Brush, 
Atomizer,  Bottle,  or  Any  Number  or  Combinations  of  These 
Articles. 

Claims  use  since  May  1,  1921. 


CLASS  42 

Knitted,  Netted,  and  Textile    Fabrics 
Ser.  No.  358,929.     Fretdbkbg  Bbos.  Inc.,  New  York,  N.  Y. 
Filed  Dec.  5,  1934. 

LYNNTEX 

For    Ribbons    Made    of    Silk    and    Rayon    or    Mixtures 
Thereof,  and  Sold  by  the  Yard  or  Bolt. 
Claims  use  since  Nov.  1,  1934. 


Ser.  No.  360,062.     Edwi.v  E.  Berlineb  &  Co.,  New  York, 
N.  Y.     Filed  Jan.  9.  1935. 


flarr^ 


For  Cotton  Dress  Goods  In  the  Piece. 
Claims  use  since  Sept.  28,  1932. 


Ser.  No.  366,408.  Henbt  A.  Dlx  &  Sons  Cobpobation, 
New  York,  N.  Y.  Filed  June  20.  1935.  Under  section 
5B,  of  the  act  of  1905  as  amended  in  1920. 


The  drawing  Is  lined  for  blue. 

For  Cotton,  Linen,  Rayon,  Silk,  and  Wool  Fabrics  in 
the  Piece,  for  Ladies'  Tub  Dresses,  House  Dresses,  and 
Misses'  and  Waitresses'  Uniforms. 

Claims  use  since  August,  1914. 


Ser.  No.  366.801.    Joseph  Bancroft  &  Sons  Co.,  Wilming- 
ton, Del.     Filed  June  29,  1935. 

SHEER-CROFT 

The  word  "Sheer"  is  disclaimed  apart  from  the 
For  Cotton  Piece  Goods. 
Claims  use  since  June  13,  1935. 


Ser.  No.  366,901.    Continental  Mills,  Inc.,  Philadelphia, 


Pa.    Filed  Jnly  2,  1935. 


/ 


Coba  fleece 

The   word   "Fleece"    Is   disclaimed. 

F"or  Knitted  Wool  and  Cotton  Piece  Goods. 

Claims  use  since  Apr.  1,  1934. 


ies 


OFFICIAL  GAZETTE 


September  17, 1935 


Ser.    No.    367,014.      Zendman.   Goldsmith-Wiener    Bkos. 
ISC      N>w  York    N    Y       F'l*«1  J<i1v   .1     fO.?." 

CHANTYLETTE 

For  Lac«f  lu  thf  i'it-v»f. 

Claims  use  since  May  10.  193.'». 


S«r.  No.  367.008.     Samc«l  D.   J.4C0BS.   New  York,  N.  Y. 
Filed  July  9,  1935. 

ALPINA 


For  Stencil  Silk. 

Claims  use  iiince  May  1.  1933. 


Ser.  No.   367.296.     Goldenbeho  Bros.  &  Co.,  New  York, 
N.  Y.     Filed  July  15,  1935. 

PICTURO  NET 

prettj    at   a     ticitrrt 

The   words   "Net"  and   "Pretty  as   a  Picture"  are  dis- 
claimed. 

For  Lace  and  Netted  Piece  Goods. 
Claims  use  since  June  4.  193.'. 


Ser.   No.    367,369.      Portage    Draperies   Company,    inc. 
New  York,  N.  Y.     Filed  July  16.   1935. 

PORT -EDGE 

For  Curtains. 

Claims  use  since  June  14,  1935. 


Ser.   No.   367.397.     Linker  &  Herbert,  Inc.,   New  York, 
N.  Y.     Filed  July  17.  1935. 


punston 


For  Woolen  Fabrics  in  the  Piece. 
Claims  use  since  January,  1934. 


Ser.  No.   367,447.     Ram   S«ELENrHEixD,  New  York,  N.  Y. 
Filed  July  18,  1935. 


For  Comforters  and  Blankets. 
Claims  use  since  January.  1931. 


Ser.   No.   367,623.      Progressive   Knitted   Rayon   Fabric 
Mills,  Inc.,  Brooklyn,  N.  Y.    Filed  July  24,  1935. 

Pony-bear 

For    Knitted    Rayon   Fabrics   in    the   Piece. 
Claims  use  since  July  1,  1935. 


CLASS  44 

Dental,    Medical,    and    Surgical   Appliances 

Ser.  No.  360,175.    L  X.  L.  Permanent  Wave  Corporation, 
New  York.  N.  Y.     Filed  Jan.  12,  1935.* 

The  word  "0\V  is  disclaimed. 
For  Hair  Wavinj:  Pads. 
Cliiims  use  since  May  25,  1931. 


Ser.  No.  366,085.     Continental  Gommi-Wbrke  Aktiex«;e- 
SELLSCHArr,  Hannover,  Germany.     Filed  June  12,  1935. 

@n/inen/al 

For  Catheters,  Rectal  Tubes,  Colon  Tubes,  Aprons, 
Mats,  Rubberixed  Bed  Clothing,  Bed  Sheeting,  Soft  Rubber 
Sheets,  Clyster  Pipes,  Hot  Water  Bottles.  Fountain 
Douches,  Air  Cushions,  Be<l  I'ans.  Ice  Ba>:s,  Ice  Helmets, 
Sheeting  Ice  Bags,  Water  Beds,  Injection  Syring'-s,  Ear 
and  Ulcer  Syringes,  Nasal  Syringes,  Breast  Relievers,  Cup- 
ping Glasses,  Whirling  Sprny  Syringes.  Apparatus  for 
Injecting  Knemat,  Rubber  Gloves,  Bandages,  Tourniquets, 
Crutch  Pads,  Arch  Supiiorters,  Cut  Sheet  Tubing,  Cut 
Sheet  Dou<;^e  Tubing,  Douche  Tubes,  Douche  Fittings, 
Razor  Wipers,  Single  and  Double  Bellows.  Plp«>tte  Bel- 
lows, Powder  Blowers,  Eye  Dropper  Teats,  Completely 
Manufactured  Sponges  Sold  for  I'se  by  Surgeons,  Nurses 
and  Sick  Room  Attendants,  Surgical  Friction  Gloves,  Sur- 
gical Friction  Pads  and  Surgical  I>lction  Belts,  and  Sponge 
Sheets,  Bougies,  Vagina  Pipes,  Politzer  Douches,  Soft  Rub- 
ber Bulbi. 

Claims  use  since  Jan.  2,  1910. 


Ser.  No.  366,956.     Merrill  Wcodenware  Company,  Mer- 
rill, Wi.s.     Filed  July  3,  1935. 


The  words  "Birch  Pix"  are  disclaimed  apart  from  the 
mark.     The  drawing  is  lined  for  red. 
For  Tooth  Picks. 
Claims  use  since  June  28,  1935. 


Ser.  No.  367,897.     Goodwear  Rcbbcr  Co.  Inc.,  New  York, 
N.  Y.     Filed  Aug.   1,  1936. 


SILVERPAC 


For    Prophylactic   Rut>ber   Articlea   for  the  Prevention 
of    Contagious    Diseases. 

Claims  use  since  May  1,  1932. 
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CLASS  45       y 

Beverages,  Nonalcoholic 

8er.  No.  367,424.    Wesco  Foods  Company,  Cincinnati,  Ohio. 
Filed  July  17,  1936. 

nfllNKAID 

For    Nonalcoholic,    Maltless    i'owders    for    Making    Soft 
Drinks. 

Claims  use  since  July  6,  1935. 


Ser.  No.  363,400,     Hdston  A  Milkowski,  Inc.,  Chicago, 
111.     Filed   Apr.  6,   1935. 

Polka 

For  Food  Products — Namely,  Canned  Ham. 
Claims  use  since  Oct.  15,  1934. 


Ser.  No.  368,063.     Coffee  Products  Cobpobation,  New 
York,  N.  Y.     Filed  Aug.  7,  1935. 

JAVA  JOY 

For     Nonalcoholic    Maltless     Beverages     Sold    as     Soft^ 
Drinks. 

Claims  use  since  July  23,   1934. 


CLASS  46 

Foods  and   Ingredients  of  Foods 

Ser.  No.  359.898.  Estate  of  Abhah.vm  Shalit,  doing 
busim-ss  as  Estate  of  A.  Shalit,  New  York,  N.  Y.  Filed 
Jan.  .^,  1935. 

For  Canne<l  Fruits  and  Vegetables. 
Claims  use  since  December,    1U34. 


Ser.  No.  360,484.    Orbit  Gum  Company,  Chicago.  Ill    Filed 
Jan.  21,  1935 

S  PAR  KLE 

For  Chewing  Gum. 

Claims  use  since  Dec.  28,  1934. 


Ser.  No.  360,513.     Margaret  M.  Wilson,  dolog  business 
as   Wll«>n   Fudgkwik  Company,  Knox,   I'a.      Filed   Jan. 

rUDGKWIK 

For    Compounded    Ingredients    for    Making    Candy    and 
Cake  Icing. 

Claims  use  since  June   1,  1034. 


Ser.  No.  361,106.     National  Licorice  Company,  Brooklyn, 
N.  Y.     Filed  Feb.  6,  1935. 

For  Candy  Lozenges  Having  Incidental  Use  as  a  Breath 
Perfumer. 

Claims  use  since   Jan.   7,   1935. 

458  O.  O.— 31 


•er.  No.  363.941.    DR.  August  Oetkeb,  Bielefeld,  Germany. 
Filed  Apr.  18,   1935. 


(Bacdin 


For  Baking  Powder  (Powder  and  Pressed),  Pastry,  Bls- 
?ult8.  Bread,  Cakes,  Cacao,  Candy,  Rusk,  Pudding-Powder. 
Claims  use  since  1902. 


Ser.  No.  305.460.     David  Ki.eckner  &  Son,  Inc.,  Brooklyn, 
N.    Y.     Filed  May  27,  1935. 

AXA 


For  I'apriWa. 

Claims   use  since  Aug.   28,    1934. 


Ser.  No.  365,616.     Fearn  Laboratories,  Inc.,  Chicago,  111. 
Filed  May  .'!!.    1935 


For  Soya  Flour,  Prepared  Pancake  Flour,  Prepared 
WafBe  Flour,  Pancake  Sugar,  Breakfast  Cereal,  Dough- 
nut Mixtures,  Cake  Mixtures,  Soup  Stabilizers  (i.  e.  Prep- 
arations for  Thickening  and  for  Preventing  Ingredient 
Separation  and  Lumpiness  in  Liquid  and  Semi-Liquid  Foods 
Such  as  Soups  and  Gravies),  and  Soup  Powders. 

Claims  use   since  Sept.  1,  1934. 


Ser.  No.  366,553.    THE  Co-Operative  Breeding  &  Hatch- 
ing Co.    Tiro,  Ohio.     Filed  June  24,  1935. 

m-SWEAK 


For   Baby    Chicks. 

Claims  use  since  June  8,  1935. 


470 


OFFICIAL  GAZETTE 


Skptkmbkb  17, 1935 


Ser.   No.   366,659.     Groc«rs   Baking  Company,  Incohpo- 
BATEP    Toni^vllle,  Ky.     Filed  June  28,  1839. 


No  claim  is  made  to  the  worda  "Honey-Krast"  apart 
from  the  mark,  nor  to  the  representation  of  the  lat>el  or 
wrapper.     The  drawing  is  lined   for  orange  and   blue. 

For  Bread. 

Claims  use  since  Mar.  IS,  1935. 


Ser.  No.  367,251.  Natukb  Food  CE>fTBts,  Inc.,  doing  busi- 
ness as  Healthmode  Prodncts  Co.,  Boeton,  Mass.  Filed 
July    13,   1935. 

Soyette 

For  Flavored  Preparations  Intended  to  be  Added  to  Milk 
or  Other  Liquids  to  Produce  a  Beverage  for  Food  Pur- 
poses. 

Claims  use  since  May  3,  1935. 


Ser.   No.  367,535.      Hawaiian   Pi.neapple  COMPAXr,  LTD., 
Honolulu,  Hawaii.      Filed  July   22,  1935. 

CUP  OF  GOLD 

For  Canned  Pineapple. 

Claims  use  since  June  19,  1935. 


Ser.  No.  367,538.     Kalteb  Waoneb  Co.,  Ixc,  New   York, 
N.  Y.     Filed  July  22,  1935. 


For  ^gs. 

Claims  use  since  May  16.  1935. 


Ser.     No.     367,635.       TcBLr>CK     Co  Opebatite     Gbowebs, 
Modesto.  Calif.     Filed  July  24,  1935. 

COLD  ujinncR 

For  Canned  Fruits  and  Vetjetables. 
Claims  use  since  June  30,  1933. 


Ser.     No.     367.947.       TrRrncK     Co-Oper.^tive     Gboweb.s, 
Modesto.  Calif.     Filed   Aug.  2,  1935.     g-  ^ 

BLU6UJinn€R 

For  Canned  Fruit. 

Claims  use  since  June  3,  1933. 


Ser.     No.     367.948.       Tcblock     CaOPEH.tTivi     Gbowibs, 
Modesto,  Calif      Filed    Aug.  2,  1935. 

CALIFORNIA  WINNER 


For  t  auned  Fruit. 

Claima  nae  since  April,  1935 


Ser.     No.     867,949.       TraLocK    C«vOpaBATiT»    Gbowebs, 
Modesto,  Calif.     Filed  Aug.  2,  1935. 

R6DUJinn€R 


For  Canned  VeKftadli-s. 
Claims  use  since  Oct.  3,  1934. 


CLASS  47 

Wines 

Ser.  No.  366,678.     SocifiTft  A  REsroNSABiLiTt  LiMirta  E. 
ft  V.  BB88CBAT,  Ay,  France.     Filed  June  26,  1935. 


M(ThOO( 


^^HO  VIN   WOOSse^^ 


DK  VAUZKLLC 

L^                        tTASl.lSSt*l£NT5   A   AT      IKARNC)  I 
J 


All  notations  except  "De  Vauielle"  are  disclaimed. 

For  Sparkling  Wines. 

Claims  use  since  Mar    11.  1930. 


Ser.  No.  366,702.     ArsTi.v,  Nichols  k  Co.  Inc.,  Brooklyn. 
N.  Y.     Filed  June  27,  1935 


For  Wines. 

Claims  use  since  .\ug.  13,  1934. 


Ser.   No.   366,787.     Taylob,  Fladoate  &   Yeatmi.h,  Villa 
Nora  de  Gaya.  Portugal.     Filed  June  28,  1933. 


For  Wine. 

Claims  use  since  18S1. 
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8er.  No.  866,918.     8.  8.  Piekc«  Co.,  Boston,  Mass.     Filed 
July  2,  1935. 


For  Wines   Including  Port  and   Sherry   Both  Domestle 
and  Imported. 

Claims  use  since  January,  1933. 


Ser.  No.  366,973.     K.  AbakeliaN,  Inc.,  New  York,  N.  Y. 
Filed  July  5,  1835. 


For  WlneF. 

Claims  use  since  Feb.  17,  1934. 


Ser.    No.    367,080.      Memmlebcbo,    Inc.,   St.    Paul,   Minn. 
Filed  July  8,  1935. 


Old 


For  Wines. 

Claims  use  since  Dec.  12,  1984. 


Ser.  No.  367,182.     Bisceglu  Bbothebs,  San  Jose,  CaUf. 
Filed  July  12,  1935. 


For  Wines. 

Claims  use  since  June  30,  1933. 


8er.     No.     367,382.       Acampo     WlNtar,     Incorpoeatbd, 
Acampo,  Calif.     Filed  July  17,  1935. 


For   Wines. 

Claims  use  since  Jan.  1,  1935. 


CLASS  48 

Malt   Beverages   and  Liquors 

Ser.  No.  366.713.     Falls  City  Bbewino  Company,  Louis- 
ville, Ky.     Filed  June  27,  1935. 


The  words  "HI  Quality  Bra"  are  disclaimed  apart  from 

the  mark. 

For   Malt   Beverages   With  Not  More  Than   the   Legal 
.Ucohollc  Content. 

Claims  use  since  May  25,  1935. 


CLASS  49 

Distilled   Alcoholic    Liquors 

Ser.    No.    350.399.      Silver    Swan    Liquor    Cobpobation, 
San  Francisco,  Calif.     Filed  Apr.  23,  1934. 


For  Whiskey. 

Claims  use  since  Mar.  9,  1934. 


Ser.   No.   364,068.      Pahamoc.nt   Distillebs,   Inc.,   Cleve- 
land, Ohio.     Filed  Apr.  22,  1935. 

VARSITY  CUIB 


The  word  "Club*  'is  disclaimed. 

For  Whiskey,  Brandy,  Gin,  and  Cordials. 

Claims  use  since  Feb.  22,  1934. 
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Ser.  No.  366,421.     M.  k  M.  Distributi.no  Co.,  Inc.,  Harer- 

hill.  Mass.     Filed  June  20,  1935. 


^ 


-i 


o 


V 


^ 


Thp  word  "Club"  is  disclaimed. 

For  Whiskey. 

Claims  use  since  June  3,  1934. 

8«r.  No.  367,136.     Records  &  Goldsbobocoh,  Inc.,  Balti- 
more. Md.     Filed  July  10,  1935. 

R&G 

For     Whiskey,     Gin,    Brandy,    Cognac,    Rum,    and    Al- 
coholic Cordials. 

Claims  uAe  sluce  May.  1885. 


Ser.  No.  367,582.  Pctaxo  Rico  Disttlling  Co.,  Areclbo 
and  Barrio  Miramar,  Areclbo.  Puerto  Rico.  Filed  July 
23,  1935. 


ari^ 


>-  ^Uic/i^ 


4 


The  word  "Ron"  is  disclaimed  apart  from  the  mark. 
For  Rum,  Brandy,  and  Gin.  ^ 

i  laiaut  uM  since  May  1,  1935. 


Ser     .So     367.975        Rakita.v    Distillers    Chrp.,    Perth 
Am  boy,  N.  J.     File<I  Aug.  3,  1935. 

Rock  Oak 

For  Whiskey.  Brandy,  and  (iin. 
Claims  use  since  June  8,  1934. 

8er.  No.  367.979.     ^iram    Wv:ker  k  Boss,  Inc.,  Peoria, 
IlL     Filed  Aujf.  3.   19;<.- 

X-T-C 

For  Whiskey. 

Claims  use  since  July  10,  1935. 

Ser     No     36.sno<i       Kemccky    Tabfat    Company,   I.ncob- 
poratbd,  I>Mil3\lllp,   Ky.     Filed  Aug.   5.  1936. 


For  Whiskey. 

Claims  use  since  July,  1934. 


Ser.   No.  368.008.     Th»  Roman  Cobporation,  New  York, 
N.  Y.     Filed  Aug.  6,  1935 

ROMAN  KNIGHT 


For  Gin. 

Claims  use  since  May  16,  1935. 


Ser.  No.  368.009.     Tut  Stbimiarot  Company,  Inc.,  New 
York,  N.  Y.    Filed  Aug.  5.  1935. 

R.S.V.P. 

For  Whiskey,  Brandy,  Gin,  Rum,  and  Alcoholic  Cordials. 
Claims  use  since  July  5,  1935. 


Ser.  No.  368.014.    Thb  Thomas  Ward  Distilling  Compawt, 
Cedarhurst,  Md.     Filed  Aug.  6.  1936. 

Marolond 

Leoder 

For  Whiskey  and  Gin. 

Claims  aae  since  July  18,  1035. 


Ser.    No.    368.087.      Walkbb's   or   Boston,    Inc..    Boston, 
Mass.     Filed  Aug.  7,  1935. 

Worls  €mt\ 


For  Gin,  Whiskey,  and  Brandy. 
Claims  use  since  December,  1934. 


Ser.    No.    368.0^.      BoK   ToH,   Inc.,   Chicago,    111.      Filed 
Aug.  8,  1935. 


dlRC?fi 


For  Whiskeys,  Brandies,   Liqueurs,  and  Gin. 
Claims  Qse  since  July  16,  1984. 


Ser.    No.    368,096.      BON   Tow,    Inc.,    Chicago,   111.      Filed 

KENMAR 

For     Whi-kt-ys,      liraiidies.     Llquvurn,     aud     Oiii. 


Claims  use  xino   May  23,  1934. 


Ser.  No.  368,104.     Gristed*  Bbos.  Inc..  New  York,  N.  T. 
nied  Autr.  R,  1935 

GRISDALE 

For  Whiskey  and  Gin. 
Claims  use  since  July  8,  1935. 
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Ser.  No.   368,132.     Glfncob  Distillery  Co.   Inc.,  Louis- 
ville, Ky.      Filed  Aug.  9,  1935. 


For  Whiskey. 

Claims  use  since  May  1,  1905. 


Ser.  No.  368.148.     Thk  Ovkrbrook  Distii.lbbs,  Inc.,  Bal- 
timore. Md.     Filed  Aug.  9,  1935. 


(^V£/f*6rOOKCi 

KEYSTATE 


All  words  except  "Keystate"  are  disclaimed. 

For  Whiskey. 

Claims  use  since  July  2,  1935. 


Ser.  No.  368.155.    Standabd  Food  Products  Cobp.,  Brook- 
lyn, N.  Y.     Filed  Aug.  9,  1935. 

DAD'S  OWN 


For  Whiskey. 

Claims  use  since  July  15,  1985. 


Ser.  No.  368,187.     Raritan  Distillers  Cobp.,  Perth  Am- 
boy,  N.  J.     Filed  Aug.  10,  1935. 

GOOD  TIME 


For  Whiskey. 

Claims  use  since  July  29,  1935. 


Ser.  No.  368,203.     Three  G  distillery  Cobp.,  Burt>ank. 
Calif.     Filed  Aug.  10,  1935. 


XiiM  ^^'luare 


For  Whiskey. 

Claims  use  since  May  2,  1935. 


Ser.  No.  368.205.     Three  G  Distillery  Cobp.,  Burbank. 
Calif.     Filed  Aug.  10.  1935. 


FEATHER 
RIVER 


For  Whiskey. 

Calms  use  since  Feb.  23,  1935. 


Ser.  No.  368,206.     Three  G  Distillery  Cobp.,  Barbank, 
CaUf.     Filed  Aug.  10,  1935. 


For  Whiskey. 

Claims  use  since  Sept.  1,  1034. 


Ser.  No.  368,202.     Three  G  Distillery  Cobp.,  Burbank, 
Calif.     Filed  Aug.  10,  1936. 


Ser.  No.  368,207.     Three  G  Distillery  Corp.,  Burbank, 
Calif.     Filed  Aug.  10,  1935. 

Judgjc  Briar 


For  Whiskey. 

Claims  use  since  Sept.  1,  1934. 


Sf-r.  No.  .?6S.208.     Thhee  G  Distillery  Cobp.,  Burbank, 
Calif.     Filed  Aug.  10,  1935. 


IjOKDOH  CASTti 


For  Whiskey. 

Claims  use  since  Apr.  25,  1935. 


For  Oln  and  Whiskey. 

Claims  use  since  Mar.  14,  1935. 
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8«r.  No.  368.211.     Thbeb  G  Distillery  Corp.,  Burbank, 
Calif.     Filed  Aug.  10,  1935. 


For  Whiskey. 

Claims  ase  since  Dec.  15,  1934. 


8er.  No.  368,238.     A.     Kosbnbebgeb,    Kansas    City,    Mo. 
Filed  Aug.  12,  1935. 

KING 

0/  HELSOn 


For  Whinki'v. 

Claims  use  since  July  1,  1933. 


8«r.  No.  368.241.     Standard  Wholesalb  LiQUOa  Dealcbs, 
Inc.,  Covington,  Ky.    Filed  Aujf.  12.  1935. 


]?ockyRivei^ 


For    Whiskey,    Gin,    Rum,    Brandy,   and    Alcoholic   Cor- 
dials 

Claims  use  since  Sept.  28,  1934. 


Ser    No.  368.-52.     Froit  Inddstries,   Ltd.,  Los  Angeles, 
Calif,   and   New  York,  N.  Y.     Filed  Aug.   18,  1935. 

Grapinac 


For  Brandy 

rialms  u>*e  .<lnce  January,  1913. 


Ser.  No.  368,256.     Glbncob  Distillebt  Co.  Ixc,  Lonls- 
Tllle.  Kj.     Filed  Aug.  13.  1935. 

jCtone 


For  Whiskey. 

Claims  ase  since  Aug.  1,  1935. 


CLASS  50 

Merchandise    Not   Otherwise   Classified 

Ser.  No.  357.798.     Fbdit  and  Prodcce  Packing,  Incob- 
POBATED.    Indianapolis,    Ind.      Filed    Nov.    2,    1934. 


Trade-mark  consists  of  a  Herles  of  parallel  lines  ob< 
liquely  disposed  to  the  corrugations  of  the  paper  board 
caps,  and  of  a  color  dissimilar  from  that  of  the  article 
or  goods.  The  drawing  is  lined  for  green,  but  no  claim 
is  made  to  color.  The  representation  of  the  cap  is  dis- 
claimed. 

For  Paper  Board  Caps  for  Fruit  and  Vegetable  Con- 
tainers. 

Claims  use  since  June  1.  1932. 


Ser.  No.  362,342.     Abmstbomo  Cork  Prodccti  Compast, 
Lancaster,  Pa.    Filed  Mar.  11,  1935. 

VACU-VENT 


The  word  "Vent"  is  disclaimed  apart  from   the  mark. 
For   Closures    for   Bottles    and    Containers. 
Claims  use  since  Feb.  25,  1935. 


Ser.  No.  804,300.  Richard  R.  Noland,  doing  businesi  as 
Richard  R.  Noland  Co.,  Minneapolis,  Minn.  Filed  Apr. 
27,  1935. 


HETROLITE 


For  Non  Electrical  Reflecting  Signs. 
Claims  use  since  Apr.  22,  1935. 


TRADE-MARK  REGISTRATIONS  GRANTED 

[ACT  OF  FEBRUARY  20,  1905] 


SEPTEMBER  17,  1935 


328.060.     WATCHES  AND  CLOCKS.     Aisenstkix-Wobo- 
NOCK  h  Sons.  Inc.,  New  York,  N.  Y. 
FUed  March  12,  1935.    Serial  No.  362.396.    PUBLISHED 
JULY  9,  1935.     Class  27. 

328  061       FINGER   RINGS,   MOUNTINGS   FOR   FINGER 

'  RINGS,    JEWELRY    FOR    PERSONAL    WEAR    NOT 

INCLUDING    WATCHES.      Aisenstein-Wobonock   & 

Sons,  Inc.,  New  York,  N.  Y. 

Filed  March  12.  1935.     Serial  No.  362,397.    PUBUSHBD 

JULY  9,  1935.     Class  28. 

328.062.  THERMOSTATIC  VALVE  WITH  BUILT-IN 
THESIMOSTAT.  General  Fittings  Compant,  Provi- 
dence, B.  I.  ^ 

Filed  March  15,  1935.    Serial  No.  362.566.    PUBLISHED 
JULY  9,  1935.     Class  26. 

328.063.  CANDY.  Cabdinbt  Candt  Company,  Inc.,  Oak- 
land, Calif. 

Filed  March  18.  1935.    Serial  No.  362.664.    PUBLISHED 

JULY  9,  1935.     aass  46. 

328.064.  LUBRICATING  OIL.  Continental  Oil  Com- 
VK-^i,  Ponca  City.  Okla. 

Filed    March    18.    1935.      Serial    No.    862.671.      PUB- 
LISHED JULY  9.  1935.     CTass  15. 

828.065.  EMBALMING  FLUID.  Charles  M.  Cablsen, 
doing  business  as  The  Chemical  Corporation,  Spokane, 
Wash.,  assignor  to  The  Chemical  Corporation  of 
Spokane,   Wash.,  a  corporation  of  Washington. 

Filed  March  19,  1935.    Serial  No.  362,738.    PUBLISHED 
JULY  9,  1935.      Class  6. 

328.066.  GIN.  Gooderham  &  WoETs  Limited,  Detroit. 
Mich. 

Filed  June  6.  1035.     Serial  No.  365,844.     PUBLISHED 

JULY  9,  1935.     Class  49. 

828.067.  TONGUE  BLADES.     W.  J.  CowEE,  INC.,  Berlin. 

Filed  May  17,  1935.     Serial  No.  365,027.     PUBLISHED 
JULY  9,  1935.     Class  44. 

828.068.  PECTIN.  National  Pectin  Products  Company, 
Chicago,  111.  _ 

Filed  May  17.  1935.     Serial  No.  365.040.     PUBLISHED 
JULY  9,  1935.     Class  46. 

828  069        FRESH      CITRUS     FRUITS— NAMELY,     OR- 

'  ANGES,       GRAPEFRUIT,       AND        TANGERINES. 

Winter    Hatbn    Fruit   Sales   Corporation,   Winter 

Hnren,  Fla.  ^ 

Filed  May  17,  1936.     Serial  No.  365,048.     PUBLISHED 
JULY  9,  1935.     Class  48. 

328  070       MOISTURE   AND  MOISTURE   VAPOR   PROOF 
'  PAPER  BAGS.     DixiB  Wax  Paper  Company,  Mem- 
phis, Tenn..  and  Dallas.  Tex. 
Filed  May  18.  1935.     Serial  No.  365,066.     PUBLISHED 
JULY  9,  1935.     Class  2. 

828  071      LEATHER.    F.  C.  Donovan,  Inc.,  Boston,  Mass. 
Filed  May  18,  1985.     Serial  No.  866,070.     PUBLISHED 
JULY  9,   1935.     Class  1. 

328  072  MANIFOLDING  APPARATUS— NAMELY,  AU- 
TOGRAPHIC REGISTERS.  TYPEWRITER  AT- 
TACHMENTS. CARBON  SHIFTERS,  AND  PIN 
TYPE  PLATENS.  Th«  Standabd  Rboisteb  Com- 
pany, Dayton,  Ohio. 
Filed  February  1.  1935.  Serial  No.  860,956.  PUB- 
LISHED JULY  9,  1935.     Class  23. 

328  073      FUR  SKINS  GENERALLY.  AND  MORE  PAR- 

'  TICULARLY.  CONEY  SKINS  DYED  IN  IMITATION 

OF  SEAL.     No  WEST   FuB  Dybixq  Corp.,  Brooklyn, 

N.  T. 
Filed    February    2,    1935.      Serial    No.    360.977.      PUB- 
LISHED JULY  9.  1935.     Class  1. 


328.074.  SPECTACLES,  LENSES.  AND  SPECTACLE 
LENS  MOUNTINGS.  Michael  B.  McDanal,  Den- 
ver, Colo. 

Filed   February   15,   1935.      Serial   No.   361,430.     PUB- 
LISHED JULY  9,  1935.     Class  26. 

328.075.  GASOLINE.  Wm.  C.  McDtJFTiB,  receiver  of 
Richfield    Oil   Company   of   California,    Los    Angeles. 

Calif. 
Filed    February    23.    1935.      Serial   No.    361.756.      PUB- 
LISHED JULY  2,   1935.     Class  15. 

328  076     PHARMACEUTICAL  PREPARATIONS— NAME- 
'  LY,     COLD     CAPSULES,     HEADACHE     TABLETS, 
AND  SUNBURN  CREAM.     Elbert  Hoftman,  Phila- 
delphia, Pa. 
Filed   February    26,   1935.      Serial   No.   361,941.      PUB- 
LISHED JULY  9,  1935.     Cla^•s  6. 

328  077      COFFEE.     Joseph  Piampiano.  Brooklyn,  N.  T. 
Filed    February   28,    1935.      Serial   No.   361.987.      PUB- 
LISHED JULY  9,  1935.     Class  46. 

328  078.      PLYWOOD.    VENEERS,    WALL   BOARD,   PAN- 
'  DLS,     AND     PARTITIONING     MATERIALS.      Van- 
couver Plywood  &  Vbnber  Co.,  Vancouver,  Wash. 
Filed  March  4,  1935.     Serial  No.  362,129.     PUBLISHED 
JULY  9,  1935.     Class  12. 

328  079.       PIANOS,    PIANOFORTES,     HARPSICHORDS, 
CLAVICHORDS,  AND  SPINETS.     Stbich  &  Zeidleb, 
iNC     New  York,  N.  Y. 
Filed  March  7,  1935.     Serial  No.  362,242.     PUBLISHED 
JULY  9,  1935.     Class  36. 

328.080.  RAW  OR  PARTIALLY  PREPARED  STRING 
GUT  FOR  MISCELLANEOUS  USE.  Victor  Surgi- 
cal Gut  Mro.  Co.,  Chicago.  lU. 

Filed  March  23.  1933.    Serial  No.  336,029.    PtTBLISHED 
JULY  9,  1935.     Class  1. 

328.081.  WINES.      Companhia   Gebal   da    Agbicoltuba 
'  DAS  Vi.vHAS  DO  Alto  Doubo,  doing  business  as  Royal 

Oporto  Wine  Company,  Oporto.  Portugal. 
Filed  March  21.  1933.     Serial  No.  335,922.    PUBLISHED 
MAY  1,  1934.     Class  47. 

328.082.  WHISKY  AND  OTHER  SPIRITUOUS  AND 
DISTILLED  LIQUORS.  Standard  Wine  and  Liqcob 
Co..  Inc..  New  York,  N.  Y.,  assignor  to  F.  H.  Jackman 
Co     Boston,  Mass.,  a  corporation  of   Massachusetts. 

Filed  March  9.  1934.     Serial  No.  348,416.     PUBLISHED 
APRIL  17,  1934.     Class  49. 

328.083.  WHISKEY  AND  OTHER  POTABLE  DIS- 
TILLED  SPIRITS.    Jas.  E.  Stuart  Co.,  Inc.,  Boston, 

Mass.,  assignor  to  F.  H.  Jackman  Co.,  Boston,  Mass., 

a  corporation  of  Massachusetts. 
Filed  March  7,  1934.     Serial  No.  348.299.     PUBLISHED 
APRIL  IT,  1934.     Class  49. 

328.084.  BEER  OF  NOT  MORE  THAN  THE  LEGAL  AL- 
COHOLIC  CONTENT.  British  American  Brewing 
Co.,  Limited,  Windsor,  Ontario.  Canada. 

Filed   February    19.    1934.      Serial   No.    347,539.      PUB- 
LISHED NOVEMBER  13,  1934.     Class  48. 

328.085.  WINES.  Pedro  Domecq  y  Cia,  Jerez  de  la 
Frontera,  Spain. 

Filed   January    12.    1934.      Serial    No.    345,946.      PUB- 
LISHED JULY  9,  1935.     Class  47. 

828.086.  WHISKEY.  Highland  Distilleries  Products 
Corp.,  Jersey  City,  N.  J. 

FUed   February   14.   1934.     Serial   No.   347,353.     PUB- 
LISHED APRIL  10,  1934.     Class  49. 

328.087.  WINE.  SOCIKDAD  VINICOLA,  S.  4  L.  DUKLACHER, 
Hamburg,  Germany. 

Piled    January    4.    1934.      Serial    No.    345,646.      PUB- 
LISHED JULY  9,  1935.     Class  47. 
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328.088.  WINES.  Pedbo  Domecq  t  Cia,  Jerex  de  la 
Frontera,  Spain. 

Filed    January    12,    1934.      Serial    No.    345,952.      PUB- 
LISHEID  JULY  9,  1935.     Class  47. 

328.089.  WHISKEY.  Pennsylvania  Distilling  Com- 
PANT,  Inc.,  doing  business  as  Pennsylvania  Distillery, 
Inc.,  Logansport,  Pa.,  and  Brooklyn,  N.  Y. 

Filed    December   28.    1933.      Serial   No.   345,435.      PUB- 
LISHED FEBRUARY  6,  1934.     Class  49. 

328.090.  WINES.  Rivikba  Win!  Compant,  Washing- 
ton, D.  C. 

Filed   December   12,    1933.      Serial   No.    344,867.      PUB- 
LISHED FEBRUARY  20,  1934.     Class  47. 

328.091.  BRANDY.  Fhcit  I.nddstriis,  Ltd..  Los  Angeles, 
Calif.,  and  New  York,  N.  Y. 

Filed    December   7,    1933.      Serial    No.    344.589.      PUB- 
LISHED JANUARY  9,  1934.     Class  49. 

328.092.  TAG  BOARD,  COVER  PAPER.  BRISTOL,  AND 
COATED  AND  UNCOATED  BOOK  PAPER,  Bradnbb 
Smith  &  Compant.  Chicago,  111. 

Filed  May  10,  1935.     Serial  No.  364.759.     PUBLISHED 
JULY  9,  1935,    Class  37. 

328.093.  PAPER— NAMELY,  COVER  PAPER,  BOND 
PAPER,  ENAMELED  BOOK  PAPER,  LEDGER  PA- 
PER, WRITING  PAPER,  DRAWING  PAPER,  LITHO- 
GRAPH PAPER,  ANNOUNCEMENT  AND  GREET- 
ING PAPER,  BILL  HEADS,  PAPER  FOR  BOX  COV- 
ERING. AND  UNCOATED  BOOK  PAPER,  AND 
COATED  AND  UNCOATED  BLANKS.  Bbadnir 
Smith  &  Company,  Chlcajjo.  111. 

FUed  May  10.  1935.     Serial  No.  364,756.     PUBLISHED 
JULY  9,  1935.     Class  37. 

328.094.  FORMED  ARTIFICIAL  RESIN  FOR  USE  AS 
CONSTRUCTION  MATERIAL  FOR  CASINGS.  To- 
ledo Sy.vthetic  Products,  Inc.,  Toledo,  Ohio. 

Filed   September  19,   1934.      Serial  No.   356,204.      PUB- 
LISHED JULY  9,  1935.     Clan  12. 

328.095.  BRANDY.       Martsll    &    Co..    Cognac,    France. 
Filed   SeptemlxT   14,   1934.      Serial   No.    356,041.      PUB- 
LISHED JULY  9,  1933.     Class  49. 

828.096.  PHOTOGRAPHING  APPARATUS.  Fred  J. 
Meixzinger,  Detroit,  Mich.,  assignor  to  The  Meino- 
graph  Procea.s,  Incorporated.   Detroit,   Mich. 

Filed   SeptemlHT   12.   1934.      Serial   No.   355,970.      PUB- 
LISHED JULY  9.  1935.     Class  26. 

328.097.  WINES.  Brag.no  &  Company,  Chicago.  IlL. 
assignor  to  Italian  Swiss  Colony,  San  Francisco.  Calif., 
a  corporation  of  California. 

Filed  July  13,  1934.     Serial  No.  353,842.     PUBLISHED 
JULY  2,  1935.     Class  47. 

328.098.  POTATO  CHIPS.  The  Barrett  Food  Phod- 
ICTS  Co..  INC.  doing  business  as  Sport  Pack  Com- 
pany, Atlanta,  Ga. 

Fil.d    September   7,    1934.      Serial   No.   355,787.      PUB- 
LI.«*HED  JULY  9.  1935.     Class  46. 

328.099.  CANNED  FISH.  Pacific  Trading  Company, 
Inc..  San  Francisco,  Calif. 

Filed  July  11,  1934.     Serial  No.  353,769.     PUBLISHED 
JULY  9.  1935.     Class  46. 

328.100.  CANDLES.  Columbia  Wax  Works.  Ozone  Park, 
N.  Y. 

Filed  June  23,  1934.     Serial  No.  353,199.     PUBLISHED 
JULY  2.  1935.     Class  15. 

328.101.  WATER  SOFTENER  AND  SOAP  SAVER  USED 
AS  A  CLEANSER  AND  ANTISEPTIC  FOR  DRINK- 
ING GLASSES,  BEER  COILS,  DRAIN  PIPES, 
CLOTHING,  AND  THE  LIKE.  Hinry  R.  Schroeder'. 
doing  business  as  Morning  Blue  Products,  St.  Louis 
Mo. 

Filed  June  18,  1934.     Serial  No.  352,838.     PUBLISHED 
JULY  9.  1935.     Class  6. 

328.102.  WOVEN  CHAIR  SKAT.S  AND  WOVEN  CHAIR 
BACKS.  Nu-Art  Fibre  Products  Company,  branch 
of  American  Manufacturing  Company,  Boston,  Mass., 
and  Rrooklyn.  N.  Y. 

FllPfl  June  16.  1934.     Serial  No.  352,796.     PUBLISHED 
SEI'TK.MRKR  4,  1934.     Class  32. 


328.103.  WOOD  FLOUR.  Laurence  Gboboe  Stonb.  Lon- 
don, England. 

Filed  June  11,  1034.     Serial  No.  352,557.     PUBLISHED 
JULY  9,  1»35.     Oass  1. 

828.104.  TOMATO  JUICR  Farmihs  Federation.  Inc  , 
AshevUle,  N.  C. 

Filed  May  21.  1934.     Serial  No.  351,620.     PUBLISHED 
JULY  9.  1985.    Class  46. 

328.105.  WINES.  Real  Companhia  Vikicola  do  Norte 
DE  Portugal,  Inc..  New  York,  N.  Y. 

Filed  May  18,  19.34.     Serial  No.  351,523.     PUBLISHED 
JULY  9,  1935.    CUss  47. 

328.106.  NONMBDICATED  ADHESIVE  PLASTERS. 
VULNOPLAST  Lakemeier  A.-O..  BoDn  on-the  Rhln.', 
Germany. 

Filed  May  11,  1934.     Serial  No.  351,232.     PUBLISHED 
JULY  9.  1935.     Class  44. 

328.107.  WINES.  Pickee-Line  Importers.  Inc.,  New 
York,  N.  Y.,  assignor  to  Manual  Fernandex  y  Ca  S.  L., 
Jerez  de  U  Frontera,  Spain,  a  corporation  of  Spain. 

Filed  May  11,  1934.     Serial  No.  351,225.     PUBLISHED 
JULY  17,  1934.     Class  47. 

328.108.  BEVERAGE  ALCOHOL.  BRANDY  COGN\C 
ALCOHOLIC  CORDIALS  AND  LIQUEURS.  Madame 
Veuve  Xavieb  de  Lestapis.  Bordeaux,  France. 

Filed  May  2.  1934.     Serial  No.  350,824.     PUBLISHED 
JULY  9,  1935.     Qass  49. 

328.109.  POWDER  TO   BE  ADDED  TO  MILK  FOR  MAK 
ING    DESSERTS.      Jelkwik    Food    Products    Cor- 
poration, New  York,  N.  Y. 

Filed  April  25,  1934.     Serial  No.  350.466.     PUBLISHED 
JULY  9,  1935.     Class  46. 

328.110.  BARD  NON-CORROSIVE  CAST  ALLOY.  CKO- 
balt,  inc.,  Detroit,  Mich. 

Filed  April  9,  1934.     Serial  No.  349,710.     PUBLISHED 
JULY  9,    1935.      Class    14. 

328.111.  WINE.      AMBROSE   &    Company.    Denver,    Colo 
FUed  April  9,  1934.     Serial  No.  349,700.     PUBLISHED 

JULY  17.  1934.     Class  47. 

328.112.  PORCELAIN  ELECTRICAL  INBULATORS  • 
PORCELAIN  BASES  FOR  SWITCH  BLOCKS.  FUSE 
BLOCKS,  JUNCTION  BLOCKS,  SOCKETS,  RECEP- 
TACLES. METER  BLOCKS,  AND  PORCELAIN 
PARTS  OF  ELECTRICAL  DEVICES  AND  APPLI- 
ANCES.    Porcelain  Products.  Inc..  Flndlay.  Ohio. 

Filed  May  23.  1935.     Serial  No.  365,306.     PUBLISHED 
JULY  9,   1935.     Class  21. 

328.113.  FLOOR  AND  TABLE  COVERINGS  OF  RUB- 
BER COMPOSITION  SOLD  IN  THE  PIECE.  The 
Republic  Rubber  Company.  Youngstown.  Ohio. 

Filed  May  23,  1935.     Serial  No.  365.308.     PUBLISHED 
JULY  9,  1935.     Class  50. 

328.114.  NON-STAINING  WATERPROOFED  MORTAR 
CEMENT;  PORTLAND  CEMENT;  MASONRY  CE- 
MENT ;  AND  WATERPROOFING  COMPOUNDS  FOR 
INCORPORATION  IN  MORTAR  AND  CONCRETE. 
medusa  Portla.nd  Cement  company,  Cleveland,  Ohio. 

Filed  May  23.  lO.Jo.     Serial  No.  366.302.     PUBLISHED 
JULY  9,   1935.     Class  12. 

328.115.  NON-STAINING  WATERPROOFED  MORTAR 
CEMENT;  PORTLAND  CEMENT;  MASONRY  CE- 
MENT: AND  WATERPROOFING  COMPOUNDS  FOR 
INCORPORATION  IN  MORTAR  AND  CONCRETE. 
medusa  Pobti-and  Cement  Company,  Cleveland,  Ohio. 

FUe<l  May  23.  1933.     Serial  No.  365.301.     PUBLISHED 
JULY  9,  1935.     Class  12. 

328.116.  FOUNTAIN  PENS.  PENCILS.  AND  DESK  SETS. 
TH«  VACUUM-FiL  PEN  COMPANT.  Fort  Madison,  Iowa. 

Filed  May  22,  1935.     Serial  No.  365,278.     PUBLISHED 
JULY  9,  1935.     Cla.s8  87. 

328.117.  TRACING  PAPER  AND  DRAWING  PAPER. 
Spauldino  Moss  Company,  Boston,  Mass. 

Filed  May  22,  1935.     Serial  No.  365.276.     PUBLISHED 
JULY  9,  1035.     Class  37. 
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328.118.  SCISSORS  AND  SHEARS.  THE  ACME  Shear 
company,   Bridgeport,   Conn. 

Filed  May  22.  1935.     Serial  No.  365.237.     PUBLISHED 
JULY  9.  1936.     Class  23. 

328.119.  LUBRICATING  OILS  AND  GREASES.  Schlie- 
MANN  companies,  INC.,  New  York.  N.  Y. 

FUed  May  21.  1935.     Serial  No.  365,217.     PUBLISHED 
JULY  9,  1935.     Class  15. 

328.120.  FRESH  VEGETABLES,  FRESH  DECIDUOUS 
FRUITS.  SIMONS  k  FRENCH  Co.,  INC.,  New  York. 
N.  Y.,  and   Sacramento,   Calif. 

Filed  May  20.  1935.     Serial  No.  365.169.     PUBLISHED 
JULY  9,  1935.     Class  46. 

328.121.  MACARONI.  Bayard  S.  Scotland,  doing  busi- 
ness as  Q  Company,  Jollet,  111. 

Filed  May  20.  1985.     Serial  No.  365.167.     PUBLISHED 
JULY  9.  1935.     Class  48. 

328.122.  VAGINAL  ANTISEPTIC.  MCKESSON  &  Bob- 
bins.  INCORPORATED.    Bridgeport  and   Fairfield,  Conn. 

Filed  May  20,  1936.     Serial  No.  365,145.     PUBLISHED 
JULY  9,  1035.     Class  6. 

328.123.  LUBRICATING  OILS  AND  GREASES.  Gcstaf- 
SON  BBOS.  Oil  company,  Chicago,   lU. 

Filed  May  20,  1935.     Serial  No.  365,128.     PUBLISHED 
JULY  9,  1936.     Class  15. 

328.124.  FRESH  VEGETABLES.  Giannini  &  Klein, 
Stockton,   Calif. 

Filed  May  20.  1935.     Serial  No.  365,127.     PUBLISHED 
JULY  9.  1935.     Class  46. 

828.125.  CALCULATING  MACHINES.  Figurator  Cor- 
poration   Jamestown,  N.  Y. 

Filed  May  20,  1935.     Serial  No.  865,123.     PUBLISHED 
JULY  9.  1936.     aass  26. 

328.126.  HOUSE  ORGAN.  BREWER  h  Company,  Jnc. 
Worcester,  Mass. 

Filed  May  20,  1935.     Serial  No.  366.119.     PUBLISHED 
JULY  9,  1935.     Class  38. 

328.127.  COIN  CONTROLLED  VENDING  MACHINES. 
WATLiNG   Manukactubino  COMPANY.  Chlcago,   111. 

Filed  May  18.  1036.     Serial  No.  366,106.     PUBLISHED 
JULY  0,  1935.     Class  23. 

328.128.  RAZORS  AND  RAZOR  BLADES.  Standard 
Safett  razor  Corporation,  Wilmington,  Del.,  and 
East  Norwalk,  Conn. 

Filed  May  18,  1935.     Serial  No.  365,103.     PUBLISHED 
JULY  9,  1935.     Class  23. 

325.129.  MALT  BEVERAGES  WITH  NOT  MORE  THAN 
THE  LEGAL  AIXTOHOLIC  CONTENT.  LlEBER  BREW- 
ING CORPORATION,  Indianapolis.  Ind. 

Filed  May  18.  1935.     Serial  No.  365,084.  '  PUBLISHED 
JULY  9,  1935.     Class  48. 

328.130.  POULTRY  FEED.  Hales  &  Hunter  Co.,  Chi- 
cago, 111. 

Filed  May  18,  1935.     Serial  No.  366.080.     PUBLISHED 
JULY  9,  1935.     Class  46. 

328  131.     MALT  BEVERAGE  WITH   NOT  MORE  THAN 
THE  LEGAL  ALCOHOLIC  CONTENT.     M.  K.  Goetz 
BBEWiNO  COMPANY,  St.  Joseph.  Mo. 
Filed  May  18,  1935.     Serial  No.  365,078.     PUBLISHED 
JULY  9,  1935.     Class  48. 

328.132.  VARIOUS  TYPES   OF   PADDING  AND   PACK- 
ING OF  RUBBER  COMPOSITION   AS   USED  ESPE 
CIALLY     IN    REFRIGERATOR    CAR    DOORS    AND 
HATCHES.  The  Republic  Rubber  Company,  Youngs- 
town, Ohio. 

Filed  May  23,  1935.     Serial  No.  365.309.     PUBLISHED 
JULY  9.  1935.     Class  50. 

328.133.  MATTRESSES   FOR   BEDS.      ED.    SCHUSTER  & 
CO     Incorporated,  Milwaukee,   Wis. 

Filed  May  23.  1935.     Serial  No.  365.314.     PUBLISHED 
JULY  9,  1936.     Class  32. 

328.134.  LADIES'  HAND  BAGS.    Paris  Style  Bags,  Inc.. 
New  York.  N.  Y. 

Filed  May  24.  1935.     Serial  No.  865,350.     PUBLISHED 
JULY  9.  1935.     Class  3. 


328.135.  WHISKEY.  GIN.  BRANDY,  AND  ALCOHOLIC 
CORDIALS.  James  Walsh  &  Company,  Inc.,  Law- 
renceburg.  Ind. 

FUed  May  25.  1935.     Serial  No.  365,411.     PUBLISHED 
JULY  9,   1935.     Class  49. 

328.136.  BLISTER  COPPER.  Chile  Exploration  Com- 
pany, New  York,  N.  Y. 

Filed  May  27,  1935.     Serial  No.  365.441.     PUBLISHED 
JULY  9,  1935.     Class  14. 

328.137.  TRANSFER  AND  COPY  PAPER  ADAPTABLE 
TO  NEWSPRINTS.     John  Helfbich.  Newark,  N.  J. 

Filed  May  27.  1935.     Serial  No.  365,456.     PUBLISHED 
JULY  9,  1935.     Class  37. 

328.138.  FUR  SKINS.  A.  Hollander  &  Son,  Inc.,  New- 
ark, N.  J. 

Filed  May  27,  1935.     SerUl  No.  365,467.     PUBLISHED 

JULY  9,  1935.     Class  1. 

328  139     DOLLS.    Helen  Siebold  Walter,  Staunton,  Va. 
Filed  May  28,  1935.     Serial  No.  365.537.     PUBLISHED 
JULY  9,   1935.     Class   22. 

328.140.  COMIC  DRAWINGS  PUBLISHED  IN  A  SERIES 
IN   NEWSPAPERS.      NEA   SERVICE,  INC.,  Cleveland. 

Ohio. 
Filed  May  27,  1935.     Serial  No.  365,473.    PUBLISHED 
JULY  9,  1935.     Class  38. 

328.141.  COMIC  DRAWINGS  PUBLISHED  IN  A  SERIES 
IN  A  NEWSPAPER.     NEA  SERVICE,  INC.,  Cleveland, 

Ohio. 
Filed  May  27.  1935.     Serial  No.  365.474.     PUBLISHED 
JULY  9,  1935.     Class  38. 

328.142.  NONALCOHOLIC,  NONCEREAL,  MALTLESS 
BEVERAGES  SOLD  AS  SOFT  DRINKS  AND  SYR- 
UPS AND  EXTRACTS  USED  IN  MAKING  THE 
SAME.  THE  Miller  Becker  Company,  doing  busi- 
ness as  Penthouse  Beverage  Co..  Cleveland,  Ohio. 

Filed  May  29,  1935.     Serial  No.  365,572.     PUBLISHED 
JULY  9.  1935.     Class  45. 

328.143.  ALIMENTARY  PASTE  PRODUCTS.  Pobter- 
SCARPELLi  Macaroni  Company,  Portland,  Oreg. 

FUed  May  31,  1935.     Serial  No.  365.579.     PUBLISHED 
JULY  9,  1935.     Class  46. 

328.144.  WHISKEYS.  Joseph  Triner  Corporation.  Chi- 
cago. 111. 

Filed  May  31,  1935.     Serial  No.  365,681.     PUBLISHED 
JULY  9.  1935.     Class  49. 

328.145.  WHISKEY.  Atlas  Distilled  Products  Co., 
INC.,  Chicago,  111. 

Filed  May  31,  1935.     Serial  No.  365.590.     PUBLISHED 
JULY  9,  1935.     Class  49. 

328.146.  BEER.  The  Cleveland  Home  brewing  Com- 
pany.  Cleveland,    Ohio. 

Filed  May  31.  1035.     Serial  No.  365.602.     PUBLISHED 
JULY  9,  1936.     Class  48. 

328.147.  COIN  CONTROLLED  AMUSEMENT  APPARA- 
TUS     THE  E-xhibit  Supply  Company,  Chicago.   111. 

FUed  May  31,  1935.     Serial  No.  365,613.     PUBLISHED 
JULY  9,  1935.     Class  22. 

828.148.  COIN  CONTROLLED  AMUSEMENT  APPAEA- 
TT'S      The   Exhibit  Supply  Company,  Chicago.  lU. 

Filed  May  31,  1935.     Serial  No.  365,015.     PUBLISHED 
JULY  9,  1935.     Class  22. 
328  149.    JACKS.    Jiffy  Air  Jack  Co.,  Inc.,  Sanford.  Fla. 

Filed  April  3.  1934.     Serial  No.  349,468.     PUBLISHED 
JULY  9.  1935.     Class  23. 

328.150.  RAZORS  AND  RAZOR  BLADES.  Katz  DbUO 
COMPANY,   Kansas   City.    Mo. 

Filed  April  6.  1934.     Serial  No.  349,636.     PUBLISHED 
JULY  9,  1935.     Class  23. 

328.151.  GIN.  R.  C.  Williams  &  Company,  Inc.  New 
York.   N.  Y. 

FUed  April  6,  1934.     Serial  No.  349.653.     PUBLISHED 
MAY  15,  1934.     Class  49. 
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328.152.  PICKLES,  VEGETABLE  RELISHES.  SAUER 
KRAUT.  MUSTARD.  MAYONNAISE.  SALAD  DREJSS- 
INGS.     Panzer  Packino  Co.,  Inc.,  Baltimore,  Md. 

Filed  May  1.  1935.     Serial  No.  364.437.     PUBLISHED 
JULY  2,   1935.     Clas.s  46. 

328.153.  ENDLESS  WOVEN  DRIVING  BEH^TS.  R.  P. 
Merrell,  doing  business  as  R.  P.  Merrell  &  Company, 
Cleveland.   Ohio. 

Filed  May  1.  19:55.     Serial  No.  364,431.     PUBLISHED 
JULY  9.   1935.     Class  35. 

328.154.  TRADE  MAGAZINE.  JoSIPH  DCBIN,  doing 
ba»ines8  as  Beer  Distributor  Publishing  Company, 
Chicago.  111. 

Filed  April  30,  1935.     Serial  No.  364,382.     PUBLISHED 
JULY  9,  1935.     Clasa  38. 

328.155.  FOOT  POWDERS  FOR  ATHLETES  FOOT  AND 
OTHER  FOOT  AILMENTS.  Gordon  W.  Fuller, 
doing  business  as  Gordon  Metllcal  Products  Co.,  San 
Gabriel,    Calif. 

FUed  April  29.  1935.     Serial  No.  364.334,    PUBLISHED 
JULY  9.  1935.     Class  6. 

328.156.  LAXATIVE  TABLETS.  Beacon  Gale  COBpora- 
Tiow,  New  York,  N.   Y. 

Filed  April  29,  1935.     Serial  No.  364.324.    PUBLISHED 
JULY  9,  1935.     Class  6. 

328.157.  LIMBER  AND  LUMBER  PRODUCTS,  CON- 
SISTING OF  MANUFACTURED  FIR.  CEDAR. 
SPRUCE.  PINE.  AND  HELMIX)rK.  BOTH  ROUGH 
AND  FINISHED.  St.  Paul  *  Tacoma  Lumber  Com- 
pany, Tacoma.  Wash. 

Filed  April  27,  1935.     Serial  No.  364.305.     PUBLISHED 
JULY  9.   1935.     Class  12. 

328.158.  COAL.  Great  Lakes  Coal  &  Dock  Co.,  Minne- 
apolis,  Minn. 

Filed  April  27.  1935.     Serial  No.  364,289.     PUBLISHED 
JLLY  9,  1935.     CTass  1. 

328.159.  CO.AL.  GkeaT  Lakes  Coal  k  Dock  Co.,  Minne- 
apolis, Minn. 

FUed  April  27.  19.35.     Serial  No.  364.287.    PUBLISHED 
JULY  9,    1935.     Clasa  1. 

828.160.  PIPE  CURE  FLUID.  Ida  Mitchell,  doing 
business  as  Kleenbreth   Laboratories,   Chicago.   111. 

Filed  April  26.  1935.     Serial  No.  364,236.     PUBLISHED 
JULY  9.  1935.     Class  8. 

328.161.  SYNTHETIC  RESINOUS  MATERIAL  IN  THE 
FORM  OF  SOLUTIONS  FOR  USE  TO  FORM  COAT- 
INGS ON  ELECTRO-PLATING  APPARATUS  AND 
PARTS  THEREOF.  SUCH  AS  TANKS.  CONTAIN- 
ERS. RACKS.  COILS,  ETC.  UNiTBD  Chromium,  In- 
corporated, New  York,  N.  Y. 

Filf'd  April  24,  1935.     Serial  No.  364,155.     PUBLISHED 
JULY  9,  1935.     CTass  6. 

328.162.  SYNTHETIC  RESINOUS  MATERIAL  IN  TH« 
FORM  OF  SOLUTIONS  FOR  USE  TO  FORM  COAT- 
INGS ON  ELECTROPLATING  APPARATUS  AND 
PARTS  THEREOF,  SUCH  AS  TANKS,  CONTAIN- 
ERS,   RACKS.    COILS,  ETC.      UNITED  CHROMIUM,    1»- 

corporated,  New  York.  N.  Y. 
Filed  April  24.  1935.     Serial  No.  364,154.     PUBLISHED 
JULY  9,  1935.     Class  6. 

328.163.  CANNED  PATfi  DE  FOIE.  Roethlisbebgeb 
k  Co..  Inc..  New  York.  N.  Y. 

Filed  April  23,  1935.     Serial  No.  364.104.     PUBLISHED 
JULY  9,  1935.     Class  46. 

328,lf?4.     LIQUIDS  ADAPTED  FOR  PREVENTING  AND 

EXTINGUISHING    FIRES    IN    .MuTION    PICTURE 

FILMS.      Film   Treatizor   Corporation,   New   York, 

N.  Y. 

Filed  April  23.  1935.     Serial  No.  864,096.     PUBLSHED 

JULY  9,  1935.     Class  6. 

328  K..'^.      MEDiriNE  TO   BE  USED  FOR   A   LAXATIVE 

WAFER  PREI'.VRED  IN  CONFECTION  FORM.      ED- 

w.ARD  A.  Bender,  doing  business  as  Ei.  A.  Bender  Co.. 

I'hiladelpbia.  Pa. 

Filed  April  20.  1935.     Serial  No.  368,996.     PUBLISHED 

JULY  9.  1935.     Class  6. 


328.166.  STRIPING  AND  OTHER  PAINT  BRUSHES. 
ANDREW   Mack,  Jonesrille.  Mlcb. 

Filed  April  18,  1985.     Serial  No.  363.981.     PUBLISHED 
JULY  9.  1935.     CUss  29. 

328.167.  CHEMICAL  PREPARATION  FOR  PRK-TRKAT- 
INO  THE  WATER  USED  IN  THE  RADIATORS  OF 
AUTOMOTIVE  VEHICLES.  W.  H.  &  L  D.  Bin 
Laboratories,  doing  business  as  Kleen  Chemical  Com- 
pany, Philadelphia,  Pa. 

Filed  April  18,  1935.     Serial  No.  363,922.     PUBLISHED 
JULY  9,  1935.     Class  6. 

3  2  8,168.     CLARINET    AND    SAXOPHONE    MOUTH- 
PIECES.    SCHERL  A,  Rf)TH,  Inc.,  New  York.  N.  Y. 
Filed  April  17.  1935.     Serial  No.  363.897.     PUBLISHED 
JULY  9.  1935.     Clasa  36. 

328,169.     FACE  POWDER.     L.  T.  PivM,  IKC,  Wilming- 
ton, DeL.  and  New  York.  N.  Y. 
Filed  April  16.  1935.     Serial  No.  368,821.     PUBLISHED 
JULY  9.  1935.     Class  6. 

3  2  8,170.  ALKALINB,  KFFERVE8CBNT,  SALINE 
SALTS — NAMELY,  A  TONIC  LAXATIVE  AND 
ANTACID  MINER-\L  SALTS.  MOTTO  Chemical 
Products,  doing  business  as  Mira  Sal  Laboratories, 
Detroit,  Mich. 
Filed  April  16,  1935.  Serial  No.  363.816.  PUBUSHED 
JULY  9,  1935.     CTass  6. 

328.171.  ELECTRICAL  COFFEE  MAKERS  AND  PARTS 
THEREOF.  Chicago  Flkxible  Shaft  Company, 
Chicago.  111. 

Filed  April  15.  1935.     Serial  No.  363.746.    PUBI.ISHED 
JULY  9.  1935.     ClaKS  21. 

828.172.  ELECTRIC  RANGES.  Phillips  &  BurroRrr 
Mro.  Co.,  Nashville,  Tenn. 

Filed  May  9,  1935.     Serial  No.   864,733.      PUBLISHED 
JULY  9,  1935.     Class  21. 

328.173.  INTERNAL  MEDICINE  FOR  RHEUMATISM. 
Mtrtlb  C.   Kicrm,   Sarannah,  Ga. 

Filed    October    30,    1934.      Serial    No.    357.678.      PUB- 
LISHED JULY  9.  1935.     Class  6. 

328.174.  PHOTOGRAPHING  APPARATUS.  Lawrence 
B.  Sntdbr,  Detroit,  Mich.,  assignor  to  Meinograph 
Process,  Incorporated.  Detroit,  Mich. 

Filed    November    1.    1934.      Serial    No.   367,796.      PUB- 
LISHED JULY  9.  1935.     Class  26. 

328.175.  WINES.  Winss  or  France  Limited.  New  York, 
N.  T. 

Filed   November   19.    1934.      Serial  No.   358,400.     PUB- 
LISHED JULY  2.  1935.     Class  47. 

328.176.  GASOLINE.  Stockton  Oil  Compant,  Bough 
and   Ready   Island,   Stockton,  Calif. 

Filed   November  21,   1934.      Serial  No.  358,418.      PUB- 
LISHED JULY  9,  1935.     Class  15. 

328.177.  CIGARETTE  BOXES  AND  ASH  TRAYS. 
Shanklin    MANcrACTVRiNo    CO.,    Sprlnk'fleld.    111. 

Filed  November  23,   1934.     Serial  No.  358,572.     PUB- 
LISHED JULY  9,  1935.     Class  8. 

328.178.  RAYON  EXTRUSION  TUBES.  RAYON  BOB- 
BINS. CONVEYOR  BUCKETS.  ROTORS  FOR  FANS 
HANDLING  CORROSIVE  GASES.  CENTRIFUGES, 
PLIERS.  S<KK\V  KiaVEBS,  WRENCHES.  WOOL  ' 
DUCKER  BUXKS,  WoOL  WASHER  RAKES,  TUM- 
BLING BARRELS,  AGITATORS  FOR  CORROSIVE 
FLUIDS,  AND  T'TNfPS  Thi  B  F.  Goodrich  Com- 
PAKT,  doing  bu-iif^s  as  Miller  Rubber  Products  Com- 
pany, Akron,  Ohio. 

Filed   November  24.    1934.      Serial  No.   858,592.      PUB- 
LISHED JULY  9,  1935.     CTass  23. 

328.179.  AIRCRAFT  ENGINES  AND  PARTS  THEREOF. 
Rolls-Rotce  Limited,  Derby,  England. 

Filed    December    6,    1934.      Serial   No.    869,005.      PUB- 
LISHED JULY  9,  1935.     Class  23. 

328.180.  LIQUID  AND  PASTE  PAINTS.  PAINT  FILL- 
ERS, PAINT  REMOVERS,  STAINS,  VARNISHES. 
AND  PAINT  E.N.A.MEL8.  The  Hirshberq  Paint 
roMPANY.  Faltlnior.',  Md. 

Filed   December   15,    1934.      Serial   No.   359.348.      PUB- 
LISHED JULY  9,  1986.    Clasa  16. 
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828.181.  ALE.     B«lmont  Brewing  Co.,   Martins  Ferry, 
Ohio. 

Filed   December  19,   1934.      Serial   No.   859.455.      PUB- 
LISHED JULY  9,  1935.     Class  48. 

828.182.  ALE.     Belmont  Brewing  Co.,  Martins  Ferry, 
Ohio. 

Filed  December  19,   1984.     Serial   No.   359,456.     PUB 
LISHED  JULY  9,  1035.     Class  48. 

828.183.  BRAKE  LINING  SETS,  EACH  SET  COMPRIS- 
ING    SHOES    APPLICABLE    TO    ONE    OB    MORE 

WHEELS.      THE   RU88ELL   MANUrACTUHINO    COMPANY, 

South  Farms,  Conn. 
Filed   December  22,    1984.      Serial   No.  359,595.      PUB- 
LISHED JULY  2,  1936.     Class  19. 

328.184.  VEHICLE    TIB    RODS.    SPRING    SHACKLES 
AND    BUSHINGS.     Thompson    Products,    Incorpo- 

.    RATED.  CTeveland,  Ohio. 

Filed   December  24.    1934.      Serial  No.  359,637.     PUB- 
LISHED JULY  2,  1935.     Class  19. 
828 18S.       TOOL     STEEL     BARS     AND    TOOL     STEEL 
PIECES    OF  VARIOUS    SIZES   AND    DIMENSIONS. 
Thb  Hidalgo  Steel  Company,  Inc.,  New  York,  N.  Y. 
Filed   January    11.    1935.      Serial    No.    360,123.      PUB- 
LISHED JULY  9,  1935.     Class  14. 

828  186        TOOL     STEEL     BARS     AND     TOOL     STEEL 
'  PIECES   OF   VARIOUS   SIZES   AND   DIMENSIONS. 
The  Hidalgo  Steel  Company,  Inc.,  New  York,  N.  Y. 
Filed    January    11.    1985.      Serial    No.    360,124.      PUB- 
LISHED JULY  9,  1935.     Class  14. 

828.187.  CANNED   SARDINES   AND   KIPPERED   HER 
RINGS.       A/S     The     Norwegian     Sardine     Guild, 
Stavanger,  Norway. 

Filed    January    12,    1035.      Serial    No.    860.163.      PUB- 
LISHED JULY  2.  1935.     Class  46. 

328.188.  ROCK  AND  RYE.     American  Spirits  Inc.,  New 
York.  N.  Y.  ^       ^„„ 

Filed   January    21.    1935.      Serial    No.    360.452.      PUB- 
LISHED JULY  9,  1935.     Class  49. 

328.189.  FURNACE  FUEL  OIL.     Paragon  Oil  Company, 
Inc..  Glendale.  N.  Y. 

Filed    January    25,    1935.      Serial    No.    360.681.      PUB- 
LISHED JULY  9.  1935.     Class  15. 

328  190       HORMONE    PREPARATIONS   IN   LIQUID  OR 
'  SOLID  FORM   FOR   INTERNAL  MEDICINAL  USE, 
TO    BE    TAKEN.    E     G.     IN    THE    FORM    OF    SE- 
RUMS. OR  CAPSULES.  FOR  THE  TREATMENT  OF 
INNER  ORGANS.    Kate  Ljunodahla  New  York,  N.  Y. 
Filed    January    29,    1935.      Serial    No.    360,826.      PUB- 
LISHED JULY  9,  1935.    CTass  6. 

828  191  HORMONE  PREPARATIONS  IN  LIQUID  OR 
SOLID  FORM  FOR  INTERNAL  MEDICINAL  USE, 
TO  BE  TAKEN,  E.  G.  IN  THE  FORM  OF  SE- 
RUMS. OR  CAPSULES.  FOR  THE  TREATMENT  OF 
INNER  ORGANS.  Kate  Ljunodahl,  New  York.  N.  Y. 
Filed  January  29.  1935.  Serial  No.  360,827.  PUB- 
LISHED JULY  9,  1935.    Class  6. 

328,192.      MOTOR    VEHICLE    LUBRICATION    CHARTS 
PUBLISHED  FROM  TIME  TO  TIME.     Signal  Oil  & 
Gas  Co.  or  California,  Los  Angeles,  Calif. 
Filed   December   5.   1933.      Serial   No.    344,484.      PUB- 
LISHED JULY  9.  1935.     Class  38. 

828  193.     WHISKEY.     Morris  Wahl,  Jersey  City,  N.  J. 
Filed    October   26.    1933.      Serial    No.    342,968.      PUB- 
LISHED DECEMBER  12,  1933.     Class  49. 
328  194.      MALT   BEVERAGE   WITH    NOT  MORE  THAN 
THE     LEGAL     ALCOHOLIC     CONTENT.      Aktien- 
brauerei  eum  LOwENBaAD  in  MCnchen,  Munich,  Ger- 
many. 
Filed   September   2.    1933.      Serial   No.    341,266.      PUB- 
LISHED OCTOBER  17,  1933.     Class  48. 
828.196.     PORTLAND  CEMENT.     Manialoff  A  Co.,  Inc., 
New  York,  N,  Y. 
Filed  May  16,  1935.     Serial  No.  364,998.     PUBLISHED 
JULY  9,  1935.     Class  12. 


Harrison- 


328.196.  CLOTH   PHOTOGRAPH    HINGES. 
Simpson  Company,  Boston,  Mass. 

Filed  May  16,  1935.     Serial  No.  364,993.     PUBLISHED 
JULY  9,  1985.    Class  37. 

328.197.  PLOWS,  MOLDBOARDS,  LANDSIDES,  POINTS 
'  AND  PLOW  BEAMS.     C.  Billcps,  Son  it.  Co.,  Inc., 

Norfolk,  Va. 
Filed  May  14,  1935.     Serial  No.  364,978.     PUBLISHED 
JULY  9,  1935.    CTass  23. 

328.198.  TRAVELING  BAGS.     Nathan  Products  Cor- 
poration, New  York,  N.  Y. 

Filed  May  15,  1935.     Serial  No.  364,965.     PUBLISHED 
JULY  9,  1935.     Class  3. 

328.199.  RUBBERIZED   FABRICS.      Hodgman    Rubber 
Company,  Inc.,  Framlngham,  Mass. 

Filed  May  15,  1935.     Serial  No.  364.959.     PUBLISHED 
JULY  9,  1935.     Class  50. 
328  200.     BEER.     Goldblatt  Bros.,  Inc.,  Chicago,  111. 

Filed  May  15,  1935.     Serial  No.  364,956.     PUBLISHED 
JULY  9,  1935.     Class  48. 

328,201.     SURGICAL  INSTRUMENTS.     American  Ctsto- 
scoPE  Makers,  Inc.,  New  York.  N.  Y. 
FUed  May  15.  1935.     Serial  No.  364,936.     PUBLISHED 
JULY  9.  1935.     Class  44. 

328  202.  EFFERVESCENT  STOMACH  POWDER  AND 
ALKALINIZER  SYSTEMIC  TO  BE  USED  IN- 
TERNALLY FOR  STOMACH  AND  INTESTINAL 
DISORDERS.  James  W.  Bates,  doing  business  as 
Mlrpex  Chemical  Company,  Seattle.  Wash. 
Filed  May  13.  1935.  Serial  No.  364,934.  PUBLISHED 
JULY  9,  1935.    Class  6. 

328.203.  COAL.  Kentucky  Jkllico  Co.vl  company.  In- 
corporated, Kay  Jay,  Ky. 

Filed  May  14,  1935.     Serial  No.  r.64,922.     PUBLISHED 
JULY  9,  19.15.    Class  1. 

328.204.  SCORE  CARDS  FOR  REPORTING  BROAD- 
CAST OF  FOOTBALL  GAMES.  Edward  A.  Toustel- 
lotte.  Menasha.  Wis. 

Filed  May  13.  1935.     Serial  No.  364.900.     PUBLISHED 
JULY  9,  lone.     Class  37. 

328.205.  GAS  STOVES.  GoLDEN  State  Coffeb  Com- 
pany. Oakland,  Calif. 

Filed  May  13,  1935.     Serial  No.  364.867.     PUBLISHED 
JULY  2,  1935.     Class  34. 

328.206.  ANTACID-ALKALIZER.  The  General  Phar- 
mac.\Ij  Company,  Cincinnati.  Ohio. 

Filed  May  13,  1935.     Serial  No.  364.866.     PUBLISHED 
JULY  9,  1935.     Class  6. 

328.207.  PEN  NAME  FOR  A  COLUMN  IN  A  NEWS- 
PAPER. Evening  American  Publishing  Company, 
Chicago.  111. 

Filed  May  13.  1935.     Serial  No.  364,865.     PUBLISHED 
JULY  9,  1935.     CTass  38. 

328.208.  WINES.  Edward  Young  A  Co.  Limitbd,  London 
and  Liverpool,  England. 

Filed  May  10,  1935.     Serial  No.  364,800.     PUBLISHED 
JULY  9,  1935.     Class  47. 

328.209.  CUTTING  OIL.  Socony-Vacuum  Oil  Company, 
Incorporated,  New  York.  N.  Y. 

Filed  May  10.  1935.     Serial  No.  364.794.     PUBLISHED 
JULY  9,  1935.     Class  15. 

828.210.  SMOKING  TOBACCO  AND  CIGARETTE  TO- 
BACCO.    Alex  L.  Siegkl,  Cleveland,  Ohio. 

Filed  May  10,  1935.     Serial  No.  364.792.     PUBLISHED 
JULY  9,  1936.     Class  17. 

328  211.       COCOA,     MACARONI.     SPAGHETTI.     SALAD 
'  DRESSING.     BAKING     POWDER.     SELF     RISING 
FIX)UR.     David  Pender  Grocery  Co..  Norfolk,  Va. 
Filed  May  10.  1936.     Serial  No.  364,785.     PUBLISHED 
JULY  9,  1936.     Class  46. 

328,212.    MILK  POWDER.    Pet  Milk  Company,  St.  Louis, 
Mo. 
Filed  May  1,  1935.     Serial  No.  364.440.     PUBLISHED 
JULY  9,  1935.     Class  46. 
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328.213.  TILE  UTILIZED  IN  THE  CONSTRUCTION  OP 
INSIDE  AND  OUTSIDE  WALLS,  TILE  FOR  PTR- 
POSES  OF  ACOUSTICAL  CORRECTION.  TILE 
PARTITIONS,  MKTAL  STUDDING.  AND  METAL 
RUNNERS.     James  U.  Ryan,  St.  LouJs,  M«>. 

Filed  May  1,  1935.      Serial  No.  364,451.     PUBLISHED 
JULY  2.  1935.     Class  12. 

328.214.  CONCENTRATED  COFFEE  EXTRACT  AND 
CONCENTRATED  COFFEE  8TBUP  FOR  HOUSE- 
HOLD. SODA  FOUNTAIN.  RESTAURANT.  DAIRY. 
BAKERY.  CONFECTIONERY.  ICE  CREAM.  AND 
OTHER  FLAVORING,  B^OOD  BEVKHA<jE,  AND 
I.IKE  USES.  Coms  Phoducts  Corporation,  New 
York.  N.  Y. 

Filed  May  3.  1935.     Serial  No.  364.505.     PUBLISHED 
JULY  9.  1935.     Class  46. 

328.215.  BARRINGS.  FINGER  RINGS.  BROOCHES. 
CLIPS.  NECKLACES.  BUCKLES.  VANITY  CASES 
CIGARETTE  CASES.  COMPACTS,  BRACELETS. 
ASH  TRAYS.  PICTURE  FRAMES.  ETC.  COHN  k 
ROSENBKRGER,  INC.,  New  York,  N.  Y. 

Filed  May  3,  1935.     Serial  No.  364.506.     PUBLISHED 
JULY  9.  1935.     Class  28. 

828.216.  DECALCOMANIA  TRANSFERS.  The  Duho- 
CHKOMB  Co.,   Los  Angeles,   Calif. 

FIle<l  May   3,   19.35.      Serial  No.  364,511.      PUBLISHED 
JULY  9.  1935.     Class  38. 

328.217.  SISAL.  Kay  MANcrACTURixo  Corporation, 
Brooklyn.  N.  Y. 

FUed  May   3.   1935.     Serial  No.  364.514.     PUBLISHED 
JULY  9.   1935.     aass   1. 

328.218.  LIQUID  SPRAY  TYPE  WINDSHIELD  CLEAN- 
ING ATTACHMENT.  WisToco  Products,  Inc., 
Kansas  City,  Mo. 

Filed  May  3,  1935.     Serial  No.  364.524.     PUBLISHED 
JULY   9,   19,35.     Class   19. 

328.219.  EVAPORATED  MILK.  Weyauwioa  Dairy 
Pbodccts  Company,  Weyauwega.  Wis. 

FUed  May  3.  1935.     Serial  No.  364.527.     PUBUSHED 
JULY  9.  1935.     Class  46. 

828.220.  EVAPORATED  MILK.  Weyacwega  Dairy 
Phoducts  Company,  Weyauwega.  Wis. 

Filetl  May  3,  1935.     Serial  No.  364,528.     PUBLISHED 
JULY  9,  1935.      Class  46. 

328.221.  MOP  WRINGERS.  The  Eagle  Woodexware 
MANCTAcrrRiNo  Company,  Hamilton.  Ohio. 

Piled  May   0.  1935.     vSerial  No.  364,573.     PUBLISHED 
JULY  9,  1935.     Class  23. 


828.222.  CHEMICAL  COMPOUND  OR  PREPARATION 
OP  A  GERMICIDAL  AND  ANTISEPTIC  NATURE 
MANUFACTURED  IN  TABLET  PORM  AND  SOLU- 
BLE IN  WATER  FOR  MAKING  ANTI8HPTIC  SOLU- 
TIONS FOR  GENERAL  USAGE.  The  Dta  Company, 
Inc.,  Chicago.  III. 

PUed  May  6,  1936.     Serial  No.  364.574.     PUBLISHED 
JULY  0,  1935.     Class  6. 

328.223.  GASOLINE  AND  OIL  FOR  LUBRICATION 
PURPOSES  AND  FUEL  OILS.  Schwabti  Bbo*.  Co.. 
Inc..  Springfield.  Mass. 

Filed  May  6.  1936.     Serial  No.  364.696.     PUBLISHED 
JULY  2.  1935.     Class  15. 

328.224.  GLASS  TUMBLERS.  Samuel  Lewis  Co.,  Inc., 
New  York.  N.  Y. 

Filed  May  7,  1935.     Serial  No.  364.633.     PUBLISHED 
JULY  0.  1935.     Class  33. 

328.225.  WORD  PUZZLES  Solomon  A.  Pisebebo, 
Mount  Vernon.  N.  Y. 

Filed  May  8.  1936.      Serial  No.  364.666.     PUBLISHED 
JULY  9.  1935.     Class  22. 

328.226.  TOOTH  BRUSHES.  Maxwbll  and  Tbnntson, 
Washington.  D.  C. 

Filed  May  8.  1935.     Serial  No.  364.676.     PUBLISHED 
JULY  9.  1935.     Class  29. 

328.227.  INSECTICIDE  AND  PUNOICIDE.  The  Ridoe 
Tool  Company,  North  RtdgeTiUe.  Ohio. 

Filed  May  8,  1935.      Serial  No.  364,684.     PUBLISHED 
JULY  9,  1935.     Class  6. 

328.228.  CORROSION-INHIBITING  LIQUID  FOR  SUM- 
MER USE  IN  THE  COOUNG  SYSTEMS  OF  INTER- 
NAL COMBUSTION  ENGINES.  U.  8.  Industrial 
alcohol  Co.,  New  York.  N.  Y. 

Filed  May  8,  1935.     Serial  No.  364.691.      PUBLISHED 
JULY  9.   1935.     Class  6. 

828.229.  LIQUID  INSBXTTICIDES.  Robebt  C.  White 
Company.  Philadelphia.  Pa. 

Filed  May  8,  1935.     Serial   No.  304.693.     PUBLISHED 
JULY  9.   1936.      Class  6. 

328.230.  TABLETS  USED  IN  THE  MAKING  OF  A  LIQ- 
UID DENTIFRICE  AND  ANTISEPTIC  SOLUTION. 
Gbnebal  Dbssebts  Corporation.  New  York.  N.  Y. 

Filed  May  9.  1935.     Serial  No.  364.719.     PUBLI8H2D 
JULY  9,  1935.     Class  6. 

328.231.  VEGETATION  SPRAYING  MATERIAL.  Jas. 
M.  Molloy.  Macon.  Ga. 

Filed  May  9.  1936.     Serial  No.  364.730.     PUBLISHED 
JULY  9,   1935.     Class  6. 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


328.232.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.)  Hiram  Walker  A  Sons,  Inc..  Peoria,  111. 
Filed  Aug.  3,  1935.     Serial  No.  367.978. 


^mrnifaUerb 


For  Whiskey  and  Gin. 
Claims  use  since  April.  1983. 


328,238.  (CLASS  45.  BEVERAGES.  NONALCOHOLIC.) 
Stbattord  Springs  Cobpobation.  Wheeling,  W.  Va. 
Piled  July  31,  1936.     SerUl  No.  367.875. 


^i^ 


Per  Non-alcoholic,  Maltless  Beverages  Sold  as  Soft 
Drioks.  Sirups  and  Extracts  for  Making  the  Same,  and 
Natural  Spring  Water  and  Mineral  Water. 

Claims  use  since  June  5.  1925. 
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828.234.  (CLASS  22.  GAMES.  TOYS.  AND  SI  ORTING 
GOODS.)  The  Peck,  Stow  &  Wilcox  Company,  South- 
Ington,  Conn.     Piled  July  9,  1935.     Serial  No.  367,105. 

Worth 


328  239  (CLASS  23.  CUTLERY,  MACHINERY,  AND 
TOOLS,  AND  PARTS  THEREOF.)  The  Ohio  Gear 
Company,  Cleveland,  Ohio.     Filed  June  4,  1935.     Serial 


For  Roller  Skates. 

Claims  use  since  Apr.  22,  1932. 


328.235.  (CLASS  49.  DISTILLED  ALCOHOLIC  UQ- 
UORS.)  Mabvin  and  Snead,  Inc..  New  York,  N.  Y. 
Piled  June  20.  1935.    Serial  No.  366,423. 

ianbj!  Iflnnisk 


For  Gin. 

Claims  use  since  January,  1934. 


328,236.  (CLASS  49.  DISTILLED  ALCOHOUC  LIQ- 
UORS.) Dominion  Distilleries,  Inc.,  Jersey  City,  N.  J. 
Filed  June  20,  1935.     Serial  No.  366,409. 


For  Gin. 

•Claims  use  since  June  5.  1034. 


328.237.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  JOHN  L.  MCDOWELL  JR..  Light  Street,  Pa. 
Filed  June  8,  1935.     Serial  No.  365.954. 


XH 


PENNSYLVANIA  GROWN 


')iiiiiii!n;Mi^'ii!!:;ii:: !  nil!;  !".:i:  nu  iiiiii::iiiii;ii 


For  Pop  Corn  In  Its  Natural  Slate. 
Claims  use  since  Sept.  30.  19.S3. 


No.  365,789. 


OHIO  Gl 


AR 


For  Gears,  Sprockets,  and  Speed  Reducers. 
Claims  use  since  Jan.  1,  1929. 


328  240.      (CLASS   6.      CHEMICALS,    MEDICINES,    AND 
PHARMACEUTICAL         PREPARATIONS.)  Bennt 

Mobba.  New  York.  N.  Y.     Filed  May  20.  1935.     Serial 
No.  365,147. 

"Mr.    benny"  ■ 

For  Hair  Preparation  for  Permanent  Waving. 
Claims  use  since  1915. 


328.238.  (CLASS  23.  CUTLERY.  MACHINERY.  AND 
TOOLS,  AND  PARTS  THEREOF.)  The  Ohio  Geab 
Company,  Cleveland,  Ohio.  Filed  June  4,  1985.  Serial 
No.  366.790. 


Tor  Gears.  Sprockets,  and  Speed  Reducers. 
•Claims  use  since  Jnn.  1,  1929. 


328.241.  (CLASS  46.  FOODS  AND  INGREDIENTS  OP 
FOODS.)  Franklin  Codnty  Sugar  Co..  Colorado 
springs,  Colo.    Filed  May  10,  1935.     Serial  No.  364,766. 


^v■*l*«!S^*6^x^N;SK^^vv<!«^v<v,<■^^x^x■^x«; 


ACHE^\ ' 


\^ALLEY 


i^^^^^^^^^ 


For  Sugar. 

Claims  use  since  Sept.  1932. 


328.242.  (CLASS  46.  FOODS  AND  INGREDIENTS  OP 
FOODS, »  The  Best  Foods,  Inc.,  New  York,  N.  Y. 
Filed  Feb.  8,  19.35.     Serial  No.  361,158. 


^^^% 


^ 


itfoods 


The  applicant  Is  the  owner  of  United  States  Trade- 
Mark   Registration  No.  283.081.  registered  May  12,   1931. 

For  Oleomargarine.  Salad  Dressing,  Mayonnaise.  Relish 
Spread,  Thousand  Island  Dressing,  Horse  Radish  Mustard, 
French    Dressing,    Pickles,    Tartare   Sauce,   Horse   Radish. 

Claims  use  since  January,  1927. 


328.243.  (CLASS  46.  FOODS  AND  INGREDIENTS  OP 
FOODS.)  American  Mixture  Company,  New  York, 
N.  Y.,  and  Chicago,  IlL  Filed  Jan.  16,  1935.  Serial 
No.  360,303. 


flllen^ 


CREflmy 

FUDGE  mix 

For  a  Confectionery  Product  in  Powder  horm  for  Mak- 
ing Fudge  and  Candy,  Frostings  for  Cakes,  and  Toppings 
for  Confectionery  Products. 

Claims  use  since  May  1.  1934. 
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328.244.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  Russell  H.  Pbickj.  doing  buslneas  as  Quality 
t  one  Company,  JopUn.  Mo.  Filed  Jan.  15.  1935.  Serial 
No.  360.291. 


For  Ice  Cream  Cones. 

Claims  use  since  January,  1928. 


328.245.  (CLASS  28.  JEWELKY  AND  PRECI0D8- 
METAL  WARE.)  Irving  Noveltt  Corp.,  New  York, 
N     V.      FiUd  Sept.   29,    1934.      Serial  No.   356.590. 

(Oxford 

For  Jt^wflry   for  i'ersuiial   Wt-ar  or  Adornment,  Not   In- 
cluding Watches. 

Claims  use  since  July  16.  1934. 


328.246.  (CL.\SS  16.  PAINTS  AND  PAINTERS'  MA- 
TERIALS.)  Georgi  H.  Cowan,  New  York,  N.  Y.,  •»• 
signer  to  Coppercote,  Inc.,  New  York,  N.  Y.,  a  corpora- 
tion of  New  York.  Filed  Aug.  25,  1934.  Serial  No. 
355,432. 

CopperCote 

For  Ready  Mixed  Paints. 
Clalm.s  u»e  since  June  16,  1934. 


328.247.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  Su.Hsrr  Packing  Cobporation,  Los  Angeles, 
Calif.     Filed  Aug.  24,  1934.      SerUl  No.  855.418. 

TrujulS 

For   Canned    or    Bottled   CitruB    Frtilt    Juice    for    Food 
Purposes. 

Claims  use  since  July  9,  1934. 


328.248.  (CLASS  16.  PAINTS  AND  PAINTERS  MA- 
TERIALS.) AcLwooD  Manufacturing  Company.  St. 
Paul.    Minn,     nied  Auk.    17,   19.",4       Sprlai  No.   355,091. 

AULWOOD 

For  Polish  arid  cifancT  for  Autos,  ManoH.  Furniture. 
WiKxlwurk,  Hardwood  Floors,  Linoleums.  I'alnted  and 
Enamel  Surfaces. 

Claims  use  since  Dec.  1,  1932. 


328,249.       (CLASS    4.      ABRASITE,    DEITBROENT.    AND 
I»OLISHINO  MATERIALS.)      Jbm-Bbitb  Pmodocts  Co., 
New    York,    N.    Y.      Filed    Aug.    11,    1934.      Serial    No 
354.898. 

Jem  "  Brite 

For   Cleanliitf   Preparatioa   for   Jewelry   and   Imitation 
Jewelry. 

Claims  use  since  July  6,  1934. 


328,250.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  Animal  Foods  Company,  doing  basiness  as 
Ul-Test  Products  Co..  San  Jose.  Calif.  Filed  Auu.  11, 
1934.     SerUl  No.  354,885. 

HI-TEST 

For  Canned  Dog  and  Cat  Fo«m1. 
Claims  use  since  Aug.  2,  1934. 


328,251.  (CLASS  28.  CUTLERY,  MACHINERY.  AND 
TOOLS,  AND  PARTS  THEREOF.)  Thi  Wood  Shovel 
A.ND  TOOL  Company,  Plqua,  Ohio.  Filed  Aug.  2,  1934. 
Serial  No.  354,591. 


flOOO 


For  Shov.is,  ."Spades,  and  Scoops. 
Claims  U6L  aliicu  Feb.  13.  1903. 


328.252.  (CLASS  23.  CUTLERY.  MACHINEBT.  AND 
TOOLS,  AND  PARTS  THEREOF.)  The  Wood  Shovel 
AWD  Tool  Company,  Plqua.  Ohio.  Filed  Aug.  2.  1934. 
Serial  No.  354,590. 


ST 


U*"^^ 


For  Shovels,  Spades,  and  Scoops, 
Claims  use  since  Feb.  13,  1903. 


328,253.  (CLASS  23.  CUTLERY,  MACHINERY,  AND 
TOOLS,  AND  PARTS  THEREOF.)  The  Wood  Shovel 
AND  Tool  Company,  Plqua,  Ohio.  Fled  Aug.  2,  1934. 
Serial  No.  354,5M. 

PIQUA 

For  Shovels,  Spader,  and  Bceopa. 
Claims  use  since  Feb.  13,  1908. 


328,254.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) Tonkin  Distributing  Co.,  doing  business  as 
Columbia  DlstHling  Co..  San  Francisco,  Calif.  Filed 
July  25,  1934.     Serial  No.  854,327. 

Columbia 


For  Whiskey. 

Claims  use  since  July  11,  1034. 
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328,255.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS) George  Bbnz  Sons.  Inc.,  St.  Paul.  Mluu.  Filed 
July  23,  19.'J4.     Serial  .No.  354.187. 

Hi-PROOf 


For  Whiskey. 

Claims  use  since  July  10.  1934. 


328,256.  (CLASS  23.  CUTLERY,  MACHINERY,  AND 
TOOLS,  AND  PARTS  THERE»F.)  The  W.  S.  Tyler 
Company,  Cleveland.  Ohio,  nied  July  13.  1934.  SerUl 
No.  853,865. 

NIAGARA 

For  ScreenluK  Machinery  and  Apparatus  Suitable  for 
Use  with  Building  Construction  Materials.  Agricultural 
Products,  Fuels,  and  Similar  Materials. 

Claims  use  since  July  11,  1934. 


328,258.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) Glen  Gardner  Distilling  Co.  Inc.,  New  Yorlc, 
N.  Y.     Filed  Mar.  21.  1934.     Serial  No.   348,915. 


GLEN  GARDNER 


For  Whiskey. 

Claims  use  since  March  19,  1934. 


328,257.  (CLASS  44.  DENTAL.  MEDICAL,  AND  SUR- 
GICAL APPLIANCES.)  SANfORD  R.  Oumpkrt,  New 
York,  N.  Y.     Filed  June  26,  1934.     Serial  No.  353,174. 

THE 

PROFESSIONAL 


328,259.  (CLASS  23.  CUTLERY.  MACHINERY,  AND 
TOOLS,  AND  PARTS  THEREOF.)  Addressogeaph 
Company,  Cleveland  and  Euclid  Village,  Ohio.  Filed 
Feb.  5,  1934.    Serial  No.  346,944. 

LO  KT/I B 


For  Frames   for   Carrying   Printing   Plates   and    Index 
Tabs. 

Claims  use  since  Jan.  15,  1934. 


328.260.  (CLASS  23.  CUTLERY.  MACHINERY.  AND 
TOOLS,  AND  PARTS  THEREOF.)  Abdell  Razor 
Blade  Corp.,  New  York,  N.  Y.  FUed  Sept.  13,  1933. 
Serial  No.  341,537. 


rdell 


AIDE 


For  Transparent  Celiuloslc  Adhesive  Tape,  Transparent 
Cellulosic  Film  In  Sheet  and/or  Roll  Form,  and  Trans- 
parent Laminated  Cellulosic  Film  In  Sheet  and/or  Roll 
Form. 

Claims  use  since  May  1,  1933. 


lade 


For  Safety  Razor  Blades. 
Claims  use  since  July  8,  1933. 


TRADE-MARK  REGISTRATIONS  RENEWED 


12.876.  PETROLEUM  OIL  FOR  ILLUMINATING  PUR- 
POSES. Registered  December  29.  1885.  Chesebbocgh 
MANurACTURiNO  COMPANY  (CONSOLIDATED).  Brooklyn, 
N.  Y.  Re-renewed  December  29.  1935,  to  Chesebrough 
Manufacturing  Company,  Consolidated,  New  York,  N.  Y., 
a  corporation  of  New  York. 

103.324.  OVERALLS.  TROUSERS.  SHIRTS.  JUMPERS, 
COATS.  AND  MACKINAW-COATS.  Registered  March 
30.  1915.  D.  M.  Oberman  Mro.  Company.  Renewed 
March  30,  1935.  to  Oberman  and  Company.  Jefferson 
City.  Mo.,  a  corporation  of  Mlssonri,  successor. 

103.420.  INTERNAL  -  COMBUSTION  MOTORS  FOR 
BOATS  AND  CANOES.  ReRi.stered  April  0,  1915. 
ETINHUDE  MOTOR  CO,  Renewed  April  6,  1935.  to  Out- 
board Motors  Corporation,  Milwaukee,  Wis.,  a  corpora- 
tion of  Michigan,  assignee. 

104,580.  PICKLED  HERRINGS  IN  BARRELS  Regis- 
tered June  1.  1915.  Alexandkr  Wood  A  Sox,  Peterhead, 
Scotland,  a  firm.     Renewed  June  1,  1936. 

104,689.  A  REMEDY  FOR  RHEUMATISM.  Registered 
June  8,  1915.  Tkmplitons  Rheumatic  Capsilb  Corpo- 
ration LIMITED,  Toronto.  Canada.  Renewed  June  8, 
1935,  to  Templetons  Incorporated,  Detroit,  Mich.,  a  cor- 
poration of  Delaware,  successor. 


104.972.     LEATHER  SHOES.     Registered  June  29.  1915. 

Craddock-TErrt    Comp-^nt,    Lynchburg,     Va.,    and    St. 

Louis,    Mo.     Renewed    June   29,    1935,    to    Herbst    Shoe 

Manufacturing  Company,  Milwaukee,  Wis.,  a  corporation 

of  Wisconsin,  assignee. 
105.435.    COFFEE.     Registered  July  27.  1915.     Howard  k 

Casey  Co.,  Mount  Vernon,  111.,  a  corporation  of  lUinols. 


Renewed  July 


1935. 


105.486.  HAIR-TONIC.  Registered  July  27,  1915.  Kongo 
I'RODiCTS  COMPANY,  Pittsburgh,  Pa.  Renewed  July  27, 
1935,  to  Konpo  Chemical  Company,  Inc.,  New  York, 
N.  Y.,  a  corporation  of  New  York,  assignee. 

105.529.  RUBBER  AND  LEATHER  COMPOSITION 
SOLES.  Registered  August  3,  1915.  Essex  Rubber 
COMPANY.  Trenton,  N.  J.,  a  corporation  of  New  Jersey. 
Renewed  August  3.  1935. 

105,683.  INSECTICIDES  AND  DISINFECTANTS.  Regis- 
tered August  10,  1915.  WORRELL  Manufacturing  Com- 
pany, St.  Louis,  Mo.,  a  corporation  of  Missouri.  Re- 
newed August   10,  1935. 

105,737.  L.VDIES'  AND  MISSES'  SILK  GLOVES,  SILK 
HOSIERY,  SILK  UNDERWEAR  —  NAMELY,  SILK 
BLOOMERS  AND  SILK  \'ESTS.  Registered  August  17, 
1915.  Merrill  Silk  Company,  Hornell,  N.  Y..  a  corpora- 
tion of  New  York.     Renewed  August  17,  1935. 
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105.775.  MANUFACTURED  FLAGS.  Registered  August 
17.  I9i:..  ANNiN  &  CO.,  New  York,  N.  Y..  a  corporation 
of  New  York.     Renewed  August  17,  1935. 

105.777.  SHOE  LACINGS.  Registered  August  17,  1915. 
B/KTHKLS  M.^NcrACTiRiNQ  Co.,  .\ew  York  and  Brooklyn, 
N.  Y.  Renewed  August  17,  1935,  to  Barthels  Manufac- 
turing Co.,  New  Y'ork,  N.  Y.,  a  corporation  of  New  York. 

105.778.  SHOE  Lu\CINGS.  Registered  August  17,  1915. 
Bakthbls  MA.NcrACTt'RiNO  CO.,  New  York  and  Brooklyn, 
N.  Y.  Renewed  August  17,  1935,  to  Barthels  Manufac- 
turing Co.,  New  York.  N.  Y.,  a  corporation  of  New  York. 

105,937.  WOMEN'S,  MISSES'  AND  CHILDREN'S 
CLOAKS,  SUITS.  AND  DRESSES.  AND  RAIN-COATS. 
Registered  August  31,  1915.  Carson,  Pibie,  Scott  &  Co. 
Renewed  August  31,  1935,  to  Carson  Pirle  Scott  k  Com- 
pany, Chicago,   111.,   a  corporation  of  Illinois,   assignee. 

105,972.  RUST  RESISTING  ANTICORROSIVE  METAL. 
Registered  September  7,  1915.  The  Ca.nton  cclvirt 
AND  Silo  CompaNt,  Canton,  Ohio.  Renewed  September 
7,  1935,  to  R»  public  Steel  Corporation,  Youngstown,  Ohio, 
a  corporation  of  New  Jersey,  assignee. 

106,055.  CERTAIN  NAMED  FRESH  P'RUITS  AND  BER- 
RIES. Registered  September  21.  1915.  ROGCB  Rivkb 
FBCiT  i  PBODCCB  ASSOCIATION.  Renewed  September  21, 
1935,  to  Pinnacle  Packing  Company,  Inc..  Medford,  Oreg., 
a  corporation   of  Oregon,  successor. 

106,069.  HOSIERY.  Registered  September  28.  1915. 
JOSEPH  P.  VOOKHEES.  New  York,  N.  \'.  Renewed  Sep- 
tember 28.  1935.  to  Magnet  Mills,  Inc..  Clinton,  Tenn., 
a   corporation    of  Delaware,   assignee. 

100,086.  PAINTS  AND  VARNISHES  FOR  PROTECTION 
AGAINST  ATMOSPHERIC  INFLUENCES.  Registered 
October  12,  1915.  aktibngeskllschaft  Johannes 
JESERICH,  Charlottenburg-Berlin.  Germany.  Renewed 
October  12,  1935,  to  The  Chemical  Foundation,  Incorpo- 
rated, Wilmington,  Del.,  and  New  York.  N.  Y.,  a  corpo- 
ration of  Delaware,  assignee  by  mesne  assignments. 

106,165.  LAMP  GLASSES  AND  LAMP-GLOBES.  Regis- 
tered October  12.  1915.  Macbeth-Eva.vs  Glass  Com- 
PANT.  Pittsburgh,  Pa.  Renewed  October  12,  1935,  to 
Macbeth-Evans  Glass  Company,  Charlerol,  Pa.,  a  corpo- 
ration of  Pennsylvania. 

106,226.  A  DAILY  NEWSPAPER.  Registered  October 
19,  1915.  E.NOssis  PiBLisHi.vo  Company.  Renewed 
October  19,  1935.  to  National  Herald.  Inc.,  New  York. 
N.  Y.,  a  corporation  of  New  York,  assignee. 

106,352.  RUBBER  AND  COMPOSITION  PACKINGS. 
Registered  October  19.  1915.  The  Mechanical  Rcbbsh 
Company.  Jersey  City,  N.  J..  New  York.  N.  Y.,  and 
Cleveland.  Ohio.  Renewed  October  19.  1935,  to  United 
States  Rubber  Company.  New  York.  N.  Y.,  a  corpora- 
tion of  New  Jersey,  assignee. 

106.407.  CERTAIN  NAMED  MANICURE  INSTRU- 
MENTS. Registered  October  19.  1915.  Heinb.  BOkeb  & 
Co..  Solingen.  Germany.  Renewed  October  19.  1935.  to 
The  Chemical  Foundation.  Incorporated.  Wilmington, 
Del.,  and  New  York,  N.  Y..  a  corporation  of  Delaware, 
assignee  by  mesne  assignments. 

106.41S.  CEMEN'TING  AND  VULCANIZING  PATCHES 
ADAITED  TO  BE  APPLIED  TO  RUBBER  GOODS. 
Registered  October  19.  1915.  The  E.  Z.  Patch  Compant, 
.Akron.  Ohio,  a  corporation  of  Ohio.  Renewed  October 
19.  1935. 

106.422.  LAXATIVE  TABLETS.  Registered  October  19. 
1915.  The  FEr.i.^ws  Medical  M'f'o  Co..  Limited.  Re- 
newe<l  October  19.  19.35,  to  Fellows  Medical  Manufactur- 
ing Company.  Inc.,   New  York,  N.  Y.,  a  corporation  of 

New  York,  assignee. 

106.535.  TRACING-CLOTH.  Registered  October  19.  1915. 
The  Winterbottom  Book  Cloth  Company,  Limited, 
Manchester.  England,  a  corporation  of  Great  Britain. 
Renewed  Octolier  19,  1935. 

106.567  RTBBER  BOOTS  AND  SHOES.  Registered  Oc- 
tober 26.   19ir..      COLCHE.STER   RTBRER  COMPANY.  ColcheS- 

ter,  Conn.  Renewed  October  26.  1935,  to  United  States 
Rubber  Company,  New  York.  N.  Y.,  a  corporation  of  New 
Jersey,  assignee. 


106.708.  RUBBER-SOLED  BOOTS  AND  SHOES  WITH 
CANVAS  TOPS.  Registered  October  26.  1915.  U-MTEd 
States  Rubbeb  Compa.vt,  New  Brunswick.  N.  J.,  and 
New  York.  N.  Y,  Renewed  October  26,  1935.  to  United 
States  Rubber  Company,  New  York,  N.  Y.,  a  corporation 
of  New  Jersey. 

106.821.  EXPLOSIVES— NAMELY,  BLACK  SPORTING- 
POWDER.  Registered  October  26,  1915.  E.  I.  DC  Pont 
DE  Nemoibs  I'owdkr  Compa.ny.  Renewed  October  26, 
1935,  to  E.  I.  du  Pont  de  Nemours  and  Company,  Wil- 
mington,  Del.,  a  coiporatlon  of  Delaware,  aa^lgnee. 

106.957.  WHEAT  FLOUR.  Registered  November  9.  1915. 
FvHREH  Ford  Milling  Co.  Renewed  November  9.  1935, 
to  Fuhrer-Ford  Milling  Company.  .Mount  Vernon.  Ind.,  a 
corporation  of  Indiana,  assignee. 

106.990.  SMOKED  HAMS.  BACON,  BOILED  HAMS. 
Registered  .November  9,  1916.  OaOBN  Packi.nq  k  Paovi- 
8ION  Co.  Renewed  November  9.  1935,  to  The  American 
Packing  k  ProvLslon  Company,  Ogden,  Utah,  a  corpo- 
ration of  Utah,  assignee. 

106.999.  RYE  BREAD.  Registered  November  9,  1915.  M. 
lECHTKB.  Renewed  November  9,  1935,  to  Pechter  Bak- 
ing Co.,  Inc.,  New  York,  N.  Y.,  a  corporation  of  .New 
Y'ork,  successor. 

107.105.  GASOLENE.  REFINED  OIU  AND  LUBRICAT- 
I.\G  OILS.  FUEL-OIL.  AND  GREASES.  RegUtered 
November  9,  1915.  Standard  Oil  Company.  Richmond, 
Calif.  Renewed  November  9,  1936,  to  Standard  Oil 
Company  of  California.  Wilmington.  Del.,  and  San 
Francisco,   Calif.,  a  corporation  of  Delaware,  assignee. 

107.203.  BOX  OR  CARTON  USEiD  AS  A  CONTAINER 
FOR  WEARING-APPARBL.  Registered  November  16, 
1915.  Salant  k  Salant.  Bcnewed  November  16.  1935, 
to  Salant  k  Salnut.  Inc.,  New  York,  N.  Y..  a  corporation 
of  New  York,  successor. 

107.210.  RUST-RESISTINO  ANTICORROSIVE  METAL. 
Registered  November  16.  1015.  The  Stark  Roiling 
Mill  Company,  Canton,  Ohio.  Renewed  November 
16.  1935,  to  Republic  Steel  Corporation,  Youngstown, 
Ohio,  a  corporation  of  New  Jersey,  assignee  by  mesne  as- 
signments. 

107.266.  COTTON  PIECE  AND  COTTON  DRESS  GOODS. 
Registered  November  16.  1915.  Luncasteb  Mills.  Clin- 
ton. Mass.  Renewed  November  16.  1935.  to  Ely  k  Walker 
Dry  Goods  Company,  St.  Louis,  Mo.,  a  corporation  of 
.Missouri,  assignee  by  mesne  assignments. 

107.391.  CANDY.  Registered  November  23.  1915.  Sim- 
mons k  HAMMOND  .Manufacturing  CO.  Renewed  No- 
vember 23,  1935.  to  Simmons  k  Hammond  Manufactur- 
ing Co.,  Portland.  Maine,  a  corporation  of  Delaware,  as- 
signee by  mesne  assignments. 

107,893.  FUEL-OIL  AND  ROAD-OIL.  Registered  No- 
vember 23.  1915.  Standard  Oil  Company,  Richmond, 
Calif.  Renewed  November  23.  1935,  to  Standard  Oil 
Company  of  California,  Wilmington,  Del.,  and  San  Fran- 
cisco, Calif.,  a  corporation  of  Delaware,  assignee. 

107.483  RUBBER  BOOTS  A.ND  SHOES.  ReRlstered  De- 
cember 7.  1915.  B.  O.  Stsarns,  Chicago.  111.  Renewed 
December  7.  1935,  to  United  States  Rubber  Company, 
New  Y'ork,  N.  Y.,  a  corporation  of  New  Jersey,  assignee. 

107.516.  A  SCOURING  PREPARATION  IN  FINELY-DI- 
VIDED FOR.M  FOR  HOUSEHOLD  USE.  Registered 
December  7.  1916.  Fitzpatrick  Bros.,  Chicago.  III.,  a 
corporation  of  Illinois.     Renewed  December  7,  1935. 

107.665.  BHBAD.  I>OAFCAKE.  AND  SALT  RISING 
BREAD.  Registered  December  14.  1915  Ward  Baking 
Company.  New  York.  N.  Y..  a  corporation  of  New  York. 
Renewed  December  14,  1935. 

107.656.  I.OAFCAKE  AND  NUT  BREAD.  Registered 
December  14.  1915.  Ward  Baking  Company,  New  York. 
N.  Y.,  a  corporation  of  New  York.  Renewed  December 
14.  1935. 
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107  680     A  DETERGENT  CLEANING  PREPARATION  IN 
POWDER  FOR.M  FOR   HOUSEHOLD  USB  AND  HAV- 
ING  DE0I»OltlZIN(;   AND    DISINFECTANT    PROPER- 
TIES.     Registered    December    21,    1916.      Fitzpatrick 
BROS.,  Chicago,  111.,  a  corporation  of  Illinois.     Renewed 
December  21,  1935. 
107.711.     BLEACHING  COMPOSITIONS.     Registered  De- 
cember 21,  1915.     Kali  Mandfacturino  Co.     Renewed 
December  21.  1936.  to  Kali  Manufacturing  Co.,  Phila- 
delphia. Pa.,  a  corporation  of  Pennsylvania,  successor. 
107  713      MACHINERY  PACKING  COMPOSED  OF  RUB- 
BER OR  RUBBER  COMPOUND.     Registered  December 
21     1915.     THS  mechanical  Rubbrb  Company,  Jersey 
City   N   J  :  New  York,  N.  Y. ;  and  Cleveland,  Ohio.     Re- 
newed December  21.  1935.  to  United  States  Rubber  Com- 
pany. New  York,  N.  Y.,  a  corporation  of  New  Jersey,  as- 
signee. 
107  732       BOOTS,    SHOES.    SLIPPERS.      Registered    De- 
cember 28,  1915.    EDWIN  Bostock  k  Company.  Limitsd. 
Renewed  December  2S,  1935.  to  Lotus,  Limited,  Stafford, 
Euglaud,  a  corporation  of  Great  Britain,  assignee. 
107  753.      CERTAIN    NAMED    CONSTRUCTION    MATE- 
RIALS.    Registered  December  28.  1916.     Badger  Stkrl 
RooriNO   k  CORRuOATtNG   Co.      Renewed   December   28, 
1936,  to  Badger  Corrugating  Company,  La  Crosse,  Wis., 
a  corporation  of  Wisconsin,  by  change  of  name. 
107  776      ADHESIVE  CEMENT,  MILLINERS'  AND  HAT- 
TERS'   GLUE,    AND   LEATHER  CEMENT.      Registered 
December  28,  1915.     Boston  Blacking  Company,  Port- 
land, Maine,  and  Cambridge,  Mass.     Renewed  December 
28,   1935,   to  Boston   Blacking  k  Chemical  Co.,  Boston, 
Mass.,  a  corporation  of  Massachusetts,  assignee. 
107,780.      DISSOLVING  DISHES.      Registered    December 
28  1915.    FarbwerkeIIoechst COMPANY.    Renewed  De- 
cember 28,  1935.  to  Winthrop  Chemical  Company,  Inc., 
New  York,  N.  Y.,  a  corporation  of  New  York,  assignee. 
107  R«9     MIXED  FOOD  FOR  POULTRY.     Registered  Jan- 
nary  4.  1916.     south  TEXAS  grain  Company,  Houston, 
Tex.,  a  corporation  of  Texas.    Renewed  January  4,  1936. 
107  951.     CERTAIN  NAMED  FOODS.     Registered  January 
•4     1916.      THE    TiEDTKE   Bbothebs    COMPANY.    Toledo, 
Ohio,  a  corporation  of  Ohio.     Renewed  January  4,  1936. 

107  962  SHIRTS,  COLLARS.  AND  CUFFS.  Registered 
January  4.  1916.  Cluctt.  Peabody  k  Co..  Inc..  Troy. 
N.  Y..  a  corporation  of  New  York.  Renewed  January 
4.  1936. 

108  013.  A  CO.\TING  FOR  AUTOMATIC  SPRINKLERS 
IN  THE  NATURE  OF  A  PAIN^T.  Refjlstered  January 
11  1916  General  Fibs  Extingiisheb  Company,  New 
York,  N.  Y.,  and  Providence.  R.  I.  Renewed  January 
11.  1936,  to  General  Fire  Extinguisher  Company.  Provi- 
dence. R.  I.,  a  corporation  of  Delaware,  assignee. 

108  033  CERTAIN  NAMED  FASTENERS.  LOCKS, 
CATCHES.  AND  PARTS  THEREOF.  Registered  Janu- 
ary   11.    1916.       THE    AMERICAN    llARDWARS    CORPORATION, 

New  Britain,  Conn.,  a  corporation  of  Connecticut.     Re- 
newed January  11,  1936. 
11*8.077.     MACARONI.     Registered  January  18,  1916.   THE 

.\TLANTic  MACARONI  CO.     Reueweil  January  18.  1936.  to 

The  Atlantic  Macaroni  Co.,  Inc.,  Long  Island  City,  N.  Y., 

a  corporation  of  New  York,  assignee. 
108  100.     CERTAIN  NAMED  JAMS.  JELLIES.  CANNED 

GOODS    AND   CONSERVES.      Registered   January    18. 

1916      H.  Jones  k  Co.  Ltd.     Renewed  January  18,  1936. 

to  H    Jones  and  Company.  Proprietary  Limited.  Hobart. 

Tasmania.    Australia,    a    corporation    of   Tasmania,    by 

change  of  name. 


108,102.     CAYENNE  PEPPER   AND   PAPRIKA.      Regis- 
tered January  18,  1916.    Johann  KotAnyi,  Vienna.  Aus- 
tria-Hungary.     Renewed   January   18.   1936,   to  Johann 
Kotfiuyl,  Vienna,  Austria. 
108,124.     LEDGER-PAPER.     Registered  January  18.  1916. 
Chemical    Paper   Manufacturing   Company.    Holyoke, 
Mass.,  a  corporation  of  Massachusetts.     Renewed  Janu- 
ary 18,  19C6. 
108,126.   BALANCED-RATION  HORSE  FEED  COMPOSED 
OF    CERTAIN     NAMED    INGREDIENTS.       Registered 
January  18.  1916.     The  Early  k  Daniel  Company,  Cin- 
cinnati.   Ohio,    a    corporation    of   Ohio.      Renewed    Jan- 
uary 18.  1936. 
108.145.     ENVELOPS.     Registered     January      18.     1916. 
Western  States  Envelope  Co..  Milwaukee.  Wis.,  a  cor- 
poration of  Wiscon.sln.     Renewed  January  18,  1936. 
108.166.      ENAMELED   METAL  TABLE  AND  CABINET 
TOPS.    Registered  January  18,  1916.     Ingbam-Richard- 
sox  MANUKAcrcRiNO  COMPANY,  BcRver  Falls,  Pa.,  a  cor- 
poration of  Pennsylvania.     Renewed  January  18,   1936. 
108.183.       LIQUID    PETROIATUM.    ALSO    KNOWN    AS 
WHITE  OIL.     Registered  January  18.  1916.     Standard 
Oil  Company,  Richmond,  Calif.     Renewed   January  18, 
1936,  to  Standard  Oil  Company  of  California.  Wilming- 
ton,  Del  .  and   San  Francisco,   Calif.,   a   corporation   of 
California,  assignee. 
108.188.      CERTAIN    NAMED    FOODS.      Registered    Jan- 
uary 18.  1916.    American  Oyster  Co.,  Providence.  R.  I., 
a  corporation  of  Maine.     Renewed  January  18.  1936. 
108.202.      RUBBER    TUBES    AND    TIRES.      Registered 
January  18.  1916.     Gu^be  Rcubeb  Tirb  Mfg.  C\)..  Inc., 
Trenton,   N.   J.      Renewed   January   18,   1936,   to   Atlas 
Supply  Company,  Newark,  N.  J.,  a  corporation  of  Dela- 
ware, assignee  by  mesne  assignments. 
108,208.     LEATHER.  CANVAS.  AND  CLOTH  BOOTS  AND 
SHOES.      Registered    January    18.    1916.      U.    Jantzen 
Shoe  Co..  New  York.  N.  Y..  a  corporation  of  New  York. 
Renewed  January  18,  1936. 
108  266.     FOOTWEAR— NAMELY.  BOOTS.  SHOES.  AND 
MOCCASINS    MADE    OF    LEATHER,    RUBBER,    AND 
CANVAS   SEPARATELY   OR   COMBINED.      Registered 
January   25,    1916.      Eliot   W.   Remick,  Boston,   Mass. 
Renewed  January  25,  1936. 
108.278.     IRON  AND  STEEL  PIPE  AND  PIPE  FITTINGS 
AND  COUl'LINGS.     Registered  January  25,  1916.     The 
Western  Conduit  Co.     Renewed  January  25,  1936,  to 
The  Youngs: own  Sheet  k  Tube  Company.  Youngstown, 
Ohio,  a  corporation  of  Ohio,  assignee. 
108.284.      ELECTRIC  BATTERY   CASINGS  AND  LIGHT 
CASINGS.     Registered  January  25.  1916.     Bright  Stab 
Battbry  Co.,   New  York.   N.  Y.      Renewed   January   25, 
19.36.  to  Bright  Star  Battery  Co..  Clifton,  N.  J.,  a  cor- 
poration of  New  York. 
108.400.     CANDY.     Registered  February  8,  1916.     Reymer 
k  brothers.  iNconpORATEP.  Pittsburgh.  Pa.,  a  corpora- 
tion of  Pennsylvania,     llfnewed  February  8,  1936. 
108.477.      FL.\T   PAINT.      Registered   February    8.    1916. 
W.  W.   Lawrence  k  Company.  Pittsburgh.   Pa.,   a   cor- 
poration of  Pennsylvania.     Renewed  February  8.  1936. 
108.479.      COTTON-WARP    FABRICS    WITH    WOOL    OR 
MOHAIR  OR   ALP.\CA   FILLINGS.     Registered  Febru- 
ary 8,  1916.     LKSHER  whitman  k  CO.,  INC..  New  York. 
N.  Y.     Renewed  February  8,  1936,  to  Goodall  Worsted 
Co..  Sanford.  Maine,  a  corporation  of  Maine,  successor. 


LABELS 

REGISTERED  SEPTEMBER  17,  1935 


45  322.— Title;  ADMIRACION  DE  LUXE.  For  a  Thera- 
peutic Scalp  Treatment  and  Shampoo.  Admiracion 
Laboratories  inc..  Harrison.  N.  J.     Published  August 

5,  1935. 

458  O.  C— 32 


46,323. — Title:  THE  FRISCO.    For  Hamburger  Sandwiches. 

Harry  .Akin,  Austin,  Tex.     Published  April  6,  1934. 
46.324— ri/lf:   SLICED   DELIGHT.     For  Bread.      James. 

BuTi.ER  Grocery  Company,  Long  Island  City,  N.  Y. 

Published  August  1,  19o5. 
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46,325— Title:  JUMBO  ALT  HEIDELBERG  EXTRA 
PALE  BEER.  For  Be«r.  Colcmbia  Brewbbies^  Inc., 
Tacoma,  Wash.     Published  June  22,  1935. 

4Q,32Q.— Title:  FUNK  S  BRAND.  For  Fresh  Apples.  V. 
A.  Funk,  doing  baslness  as*  Funk  Orchards,  Vincennes, 
Ind.     Published  July   1,   1935. 

49,327.— Title:  FII-GLO.  For  a  Polish  for  Glass,  Silver, 
Metals,  Porcelain,  Enamels,  etc.  Hi-Glo  Co.,  Shen- 
andoah. Iowa.     Published  June  3,  1935. 

46,328.— Title:  DROMEDARY.  For  Orauge  Peel.  THi 
Hills  Brothers  Company,  New  York,  N.  Y.  Pub- 
lished  July   8,    1935. 

46,329.— Title:  BLUE  JACK.  For  Fresh  Fruits  and  Fresh 
Vegetables.  Jack  Bros.  &  McBcrnbt  Co.,  Brawley. 
Calif.     Published  July  26.  1935. 

46,330.— rt/l«.-  JOHNSTONS  CHOCOLATES  COOLED 
FOR  SUMMER.  For  Chocolates.  Robt.  A.  Johnston 
Co.,  Milwaukee.  Wis.     I»ubHshed  July  12,  1935. 

46,331.— Title:  KEMI'  S  SALTED  COCKTAIL  KERNELS. 
For  Salted  Beans.  E.  F.  KcifP,  Inc.,  Somervllle,  Mass. 
Published  June  7,   1935. 

46,332.— 'J  if«-.  LAND  O'  THE  SKY.  For  Canned  Toma- 
toes. Land  O'  The  Sky  Mctual  Association,  Inc., 
WaynesvUIe,  N.  C.     Published  July  17.  1935. 

46,33.1— Title:  SOUTHERN  SKYLAND.  For  Canned  To- 
matoes. La.nd  O'  Th»  Sky  Mcti-al  Association,  Inc., 
WaynesvUIe,   N.  C.     Published  July  17,  1935. 

46,334— ri««  PAS-TUR-IZD  MILK  BRE.\D.  For  Bread. 
Samuel  E.  Loveless.  Gobies,  Mich.  Published  May 
4.  1935. 

46,335— Title:  MAPLE  LEAVES.  For  Maple  Sugar.  Ma- 
PLK  Grove  Ca.ndies,  Inc.,  St.  Johnsbury,  Vt.  Pub- 
lished August  7,  1935. 

46,336— 7'«/e.-  FINER  FLAVER.  For  Evaporated  Milk. 
MoB.MNo  MILK  Company,  Salt  Lake  City.  Utah.  Pub- 
lished August   16,   19;{5. 

46,337.—Title:  BORENE.  For  White  Laundry  Soap.  Mt. 
Hood  soap  company,  Portland.  Oreg.  Publl.shed  July 
24,  1935. 

46,338.— Title.-  NU-WAY  WASH.  For  a  Highly  Concen- 
trated Solution  for  Bleaching,  Cleaning.  Softening  Wa- 
ter, and  Sterilizing.  NT-Way  Wash  Products  Inc., 
Chicago,  IlL     Published  April  22,  1935. 

46,339— r</Ie.-  KOOL-AID.  For  Prepared  Powder  for 
Making  Soft  Drinks  and  Ice  Cream  Sherbet.  Per- 
kins PRODUCTS  Co..  Chicago,  111.  Published  January 
2.  1936. 

46.340— Title:  SIX  TWELVE.  For  Mascara.  Pinaud 
Incorporated.  New  York.  N.  Y.  Published  June  5. 
1935. 

46,341.— Title:  POLAND  CLUB  SODA.  For  Club  Soda. 
Hiram  Ricker  k  Sons.  South  Poland  and  Poland 
Spring.  South  Poland,  Maine.  Published  July  29 
1935. 

46.342— ritJe.  POLAND  SPRING  PALE  DRY  GINGER 
ALE.  For  Pale  Dry  Ginger  Ale.  Hiram  Ricker  A 
Sons,  South  Poland  and  Poland  Spring,  South  Poland, 
Maine.     Published  July  29.  1935. 

46,343— Title:  POLAND  SPRING  GOLDEN  GINQBB 
ALE.  For  Golden  Ginger  Ale.  Hiram  Rickrk  * 
Sons,  South  Poland  and  Poland  Spring,  South  Po- 
land. Maine.     Published  July  2«,  1935. 


46,344— Title:  THREE  BEST  MINERAL  HERB  JUICES. 
For  a  Medicine  Recommended  for  Throat  and  Chest 
Troubles.  Hay  Fever,  Asthma  and  Miner's  Asthma. 
Whooping  Cough.  Coughs  from  Colds,  Croup,  Bron- 
chitis, and  Catarrh.  Sore  Throat,  TonBilltls  and 
Mumps.  Michael  Rishcoit,  Plymouth,  Pa.  Pub- 
lished March  1,  1935. 

46,345— TUJe;  PINE  SOAP.  For  Soap.  The  J.  T. 
R0BEBT80M  CO.,  INC.,  Syracuse,  N.  Y.  Published  July 
22.  1935. 

46,846— r«Ze;  SMKkCO  CAROTENE  IN  OIL.     For  a  Solu- 
tion of  Carotene  In  Cotton.<(eed   Oil.     S.  M.   A.  Cor 
PORATiON.  Cleveland,  Ohio.     Published  July  10,  1935. 

46,347— r«/e;  MIGHTY  FINE  BREAD.  For  Bread. 
SANIWA.X  Paper  Co.,  Kalamaitm,  Mich.  Published 
April  22.  1935. 

46,348— Title  .•  GEM  OF  KENTUCKY.  For  Kentucky 
Straight  Bourbon  Whiskey.  Standard  Wholesale 
Liquor  Dealers.  Inc.,  Covington,  Ky.  Published 
August  24.  1934. 

46,349.— r«Z«;  SUN-MAID  RAISINS.  PUFFED  SEEDED 
MUSCATS  (NO.  1).  For  Raisins.  Sun-Maid  Raisin 
GROWERS  or  CALiroRNiA,  Frcsno,  Calif.  Published 
August  3,  1935. 

46,350— Tilte;  SUN-MAID  RAISINS,  SEEDLESS  NEC- 
TARS (NO.  2).  For  Raisins.  Sun-Maid  Raisin 
Growers  or  CALiroRNU,  Freano,  Calif.  Published 
August  3,  1930. 

46.351— Title;  SUN  MAID  RAISINS.  PUFFED  SEEDED 
MUSCATS  (NO.  8).  For  Raisins.  Sun-Maid  Raisin 
Growers  or  CAHrORNiA,  Fresno,  Calif.  Published 
August  3,  1935. 

46,352— TitJe;  SUN-MAID  RAISINS.  PUFFED  SEEDED 
MUSCATS  (NO.  4).  For  Raisins.  Sun-Maid  Raisin 
Growers  or  Californla.  Fresno.  Calif.  Published 
August  3.  1935. 

46.353.— TitJe.-  SUN  MAID  RAISINS.  SEEDLESS  NEC- 
TARS (NO.  5).  For  Raisins.  Sun-Maid  Raisin 
Growers  or  California,  Fresno,  Calif.  Published 
August  3.  1985. 

46,354— Title.-    SUN-MAID    RAISINS,    SEEDLESS    (NO 
6).      For    Raisins.      Sdn-Maid    Raisin    Growers    or 
California.  Fresno.  Calif.    Published  August  3,  1935. 

46,355— TitJe;  SUN  MAID  RAISINS.  SEEDLESS  NEC- 
TARS (NO.  8).  For  Raisins.  Sun-Maid  Raisin  Grow- 
ers OF  CALiroRNiA,  Fresno.  Calif.  Published  August 
3,  1935. 

46.866— Title:  SUN-MAID  RAISINS,  SEEDLESS  NEC- 
TARS (NO.  9).  For  Raiains.  Scn  Maid  Raisin 
Growers  or  CALiruRNiA,  Fresno,  Calif.  I^ubllshed 
August  3,  1935. 

46,357.— Title:  SUN  MAID  RAISINS.  SEEDLESS.  For 
Raisins.  Sun-Maid  Raisin  Growers  of  CALirORNU, 
Fresno,  Calif.     Published  August  3,  1935. 

46,358— Titie.-  SUN-MAID  RAISINS.  SEEDLESS  NEC- 
TARS (NO.  11).  For  Raisins.  Scn-Maid  Raisin 
Growers  of  California.  Fresno,  Calif.  Published 
August  3.  1935.     . 

46.359.— Title.-  SUN-MAID  RAISINS.  SEEDLESS  (NO. 
12>.  For  Raisins.  Sun  Maid  Raisin  Growers  or 
CALiFOR.MA,  Fresno,  Calif.     Published  August  3.  1935. 


LABELS  RENEWED 


13.719.     KLIM  FOR  A  NOURISHING  BEVERAGE.     Reg- 

iotered  August  6,  1907.  Louis  H.  Ne.^ly.  Liberty.  N.  Y. 
Renewe<J  Auirust  6.  1935,  to  Borden's  Milk  Products 
Company.  Inc  ,  New  York,  N.  Y.,  a  corporation  of  Dela- 
ware, as.si^'nte  by  me.-<ne  assignments. 


13.722.  Sgi  IltKKL  BRAND  PEANUT  BAR  FOR  CON- 
FECTIONERY. Registered  August  6.  1907.  Squirrel 
BRAND  CO.  Renewed  August  6,  1935.  to  Squirrel  Brand 
Company,  Cambridge,  Mass.,  a  corporation  of  Massa- 
chusetts, assignee. 


PRINTS 

REGISTERED  SEPTEMBER  r 


1935 


15,377.— Title;  BAKER'S  MILK-SHAKE.     For  Compound 
for  Making  Milk  Shakes.     Baker  Extract  Company, 
Springfield.  Mass.     Published  June  14,  1935. 
15.378.— Title.-  BAKER'S   IMPROVED  ROOT  BEER  EX- 
TRACT.    For  Root   Beer   Extract.     Baker  Extract 
Company,    Springfield,     Mass.     Published     June     14, 
1935. 
16,379— Title.-     SALLY'S     MB.\NS     TO     FURS     WHAT 
STARS  MEAN   TO   PICTURES.     For  Furs   and   Fur 
Coats.     J.   M.  J..  INC.,  New  York,  N.   Y.     Published 
September  7,  1934. 
15,380.— Title;   SEMI-SOLE.     For   Semi-soles   and   Heels 
for  Boots  and  Shoes.     Alvin  Levy,  New  Orleans,  La. 
Published  July  14.  1935. 
15  381  -Title:  PABST  BLUE  RIBBON  BEER  AND  ALE. 
WHOLESOME  PURE  UNIFORM  QUALITY  FINEST 
FLAVOR.  AD.  NO.  21.     For  Beer  and  Ale.     PremieR- 
Pabst  Corporation,  Peoria   Heights,   111.     Published 
August  1,  1935. 
15.882.— Title;    IT'S    TIME    FOR    PABST    FOR    FOLKS 
WHO    KNOW    THEIR    BREW,    AD.    NO.    26.     For 
Beer  and  Ale.     Premier-Pabst  Corporation,  Peoria 
Heights,  111.     Published  August  1,  1930. 
16,383.— 3 (tie;  ITS  TIME  FOR  PABST—.  AD.  NO.  4,109. 
For    Beer    and    Ale.     Prbmieb-Pabst    Corporation, 
Peoria  Heights,  111.     Published  August  11,  1935. 
15,384.— Title;  ITS  TIME  FOR  PABST—,  AD.  NO.  206. 
For    Beer    and    Ale.     Premier-Pabst    Corporation, 
Peoria  Heights,  III.     Published  August  1,  1935. 
16.385.— Tit Je;  ITS  TIME  FOR  PABST—.  AD.  NO.  208. 
For    Beer    and    Ale.     Premier  Pabst    Corporation, 
Peoria  Heights.   III.     Published  August  1,  1935. 
15,386— Title;  ITS  TIME  FOR  PABST—.  AD.  NO.  212. 
For    Beer    and    Ale.     Premier  Pabst    Corporation, 
Peoria  Heights,   111.     Published  August   1,   1935. 
16,387— Title:  IT'S  TIME  FOR   PABST—.  AD.  NO.  219. 
For    Beer    and    Ale.     Premier-Pabst    Corporation, 
Peoria  Heights.  111.     Published  August  5,  1935. 
15  3S8— Title;  WHITE  BANNER   MALT  ALWAYS  THE 
SAME.    YES    ALWAYS,    AD.    NO.    1,720.      For    Malt 
Extract.       Premier-I'abst       Corporation,       Peoria 
Heights.  111.     Published  August  9.  1935. 


15.389.— Title;  ALWAYS  THE  SAME  UNIFORM  HIGH 
QUALITY  MALT.  AD.  NO.  2,638.  For  Malt  Extract. 
Premier-Pabst  Corporation,  Peoria  Heights,  IlL 
Published  August  16,  1935. 

15,390— Tit/e;  YOURB  MISSING  A  GREAT  TREAT! 
UNLESS  YOU'VE  TRIED  DELICIOUS  PABST  IN 
THE  NEW  HANDY  KBGLINED  TAPACAN8,  AD. 
NO.  3.304.  For  Beer.  Premier  Pabst  Corporation, 
Peoria  Heights,  111.     Published  July  26,  1935. 

16,391.— Title;  PROTECTED  FLAVOR  DELICIOUS 
PABST  IN  THE  NEW  HANDY  KEGLINED  TAPA- 
CAN,  AD.  NO.  3,305.  For  Beer.  Premier  Pabst  CX)R- 
PORATION,  Peoria  Heights,  111.  Published  July  30, 
1935. 

16,392.— Title;  PABST  EXPORT  BEER  BREWERY 
GOODNESS  SEALED  RIGHT  IN.  AD.  NO.  3,306.  For 
Beer.  Premier-Pabst  Corporation,  Peoria  Heights, 
III.     Published   August  1,  1935. 

15,393— Title:  NO  DEPOSITS  DELICIOUS  PABST  IN 
THE  NEW  HANDY  KEGLINED  TAPACAN,  AD.  NO. 
3,307.  For  Beer.  Premier  Pabst  Corporation, 
Peoria   Heights.   111.      Published   August    7,    1935. 

16,394.— Title;  ADD  ZEST  TO  THAT  LUNCHEON 
SERVE  DELICIOUS  PABST  IN  THE  NEW  HANDY 
KEGLINED  TAPACANS,  AD.  NO.  3,308.  For  Beer. 
Premier-Pabst  Corporation,  Peoria  Heights,  IlL 
Published  August  9,  1935. 

15,395.— Title;  BREWERY  GOODNESS  SEALED  RIGHT 
IN  DELICIOUS  PABST  IN  THE  NEW  HANDT 
KEGLINED  TAPACAN,  AD.  NO.  3,309.  For  Beer. 
Premier-Pabst  Corporation,  Peoria  Heights,  IlL 
I'ubllshed  August   13,  1935. 

15.396— Title;  FOR  THAT  PICNIC  TAKE  ALONG 
DELICIOUS  PABST  IN  THE  NEW  HANDY  KEG- 
LINED TAPACANS.  AD.  NO.  3,310.  For  Beer. 
Premier-Pabst  Corporation,  Peoria  Heights,  IlL 
Published  August  16.  1935. 

15  397— Title;  PABST  .  .  ALWAYS  MORE  DELI- 
CIOUS .  .  NOW  DOUBLY  PROTECTS  ITS  FLAVOR 
IN  THE  NEW  KEGLINED  TAPACANS.  AD.  NO. 
4,303.  For  Beer.  Premier-Pabst  CORPtmATiOM, 
Peoria  Heights,    III.      Published  July  24,  1935. 
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19.702 
ELECTRICAL    MUSICAL   INSTRUMENT 

Leslie  Edwin  Alexander  Bourn.  Ashford,  England 
Original  No.  1.996.669,  dated  April  2,  1935.  Serial 
No  712  724,  February  24.  1934.    Application  for 
reissue  Julv  13,  1935.  Serial  No.  32,660 
8  Claims.     (CI.  84 — 1) 


O^' 


1  An  electrical  musical  instrument  compris- 
ing a  group  of  primary  elements  consisting  of 
coaxial  circular  rings  of  undulating  formation 
means  for  selectively  electrically  charging  said 
primary  elements,  a  common  secondary  element 
for  said  coaxial  primary  elements,  means  for 
rotating  said  secondary  element  about  the  cen- 
ter of  said  primary  elements,  whereby  undulat- 
ing potentials  corresponding  to  the  undulating 
formation  of  the  primary  elements  are  electro- 
statically induced  in  said  secondary  elements,  and 
means  connected  to  said  secondary'  element  re- 
sponsive to  the  undulating  potentials  electro- 
staticallv  Induced  therein  for  generating  musical 
notes  of  pitch  corresponding  to  the  frequencies 
of  undulation. 

19.703 
VALVE 

David  D.  Goldberg.  Springrfield.  Mass  .  assismor  to 

Automatic  C  one  Valve  Company.  Mattoon,  111. 
Original  No.   1.890,678.  dated  December  13.  1932, 
Serial  No.  287.141.  June  21.  1928.     Application 
for  reissue  July  16.  1935,  Serial  No.  31,747 
27  Claims.     (CL  137—139) 


erating  with  said  valve-seat  and  mounted  in  said 
casing  with  capacity  for  bodily  movement  toward 
and  from  said  seat  and  for  turning  on  its  o\fcTi 
axis  to  open  and  close  the  vaive.  a  screw- threaded 
stem  for  said  valve,  a  stationary  screw -threaded 
member,  a  double-threaded  nut  having  screw- 
threads  cooperating  with  those  of  said  stem  and 
those  of  said  member,  and  power  means  to  tiirn 
said  nut  to  retract  said  valve  from  said  valve- 
seat  and  to  turn  said  valve-stem  to  rotate  said 
valve  after  such  retraction. 


19,704 
SLUG-CASTING  Tl^PESETTING  MACHINE 
OPERATION 
Andrew    Good.    Fullerton,    Calif.,    assignor     by 
direct    and    mesne    assigmments.    to    American 
Tvpe-O-Writer  Co..  Ltd. 
Oririnal    No.    1.795.854.    dated    March    10     1931, 
Serial  No.  292,622.  July  14.  1928.     Application 
for  reissue  May  2,  1932.  Serial  No.  608.844 
16  Claims.     tCL  199— 18) 


-JO 


1.  An  auxiliary  Linotype  key-board  comprislBg 
a  plurality  of  spring  supported  keys,  a  plurality 
of  magnets  associated  in  staggered  relation  witn 
said  keys,  of  the  main  Linotype  keyboard,  an  elec- 
trical circuit  in  which  said  magnets  are  mciuded. 
switches  controlled  by  said  spring-supported  keys. 
and  pivotal  pushers  controlled  by  said  magnets 
selectively,  for  depressing  the  Linotype  keys. 


19.705 
CELLUTLOSE  DERIVATIVE  COMPOSITION 

Emmettp  F.  Izard.  Elsmere.  Del.,  assig^nor  to 
E.  I.  du  Pont  de  Nemours  &  Company.  Wil- 
mington   Del.,  a  corporation  of  Delaware 

No  Drawing.  Original  No.  1.943,972.  dated  Janu- 
ary 16.  1934,  Serial  No.  612.627.  May  20.  19.32. 
Application  for  reissue  April  18,  1934.  Serial  No. 

721  224 

13  Claims.     iCl.  lOS— 37) 

1.  A  composition  comprising  a  cellulose  deriva- 
tive and  an  ester  of  a  monoaryl  ether  of  a  poly- 
glycol  with  an  organic  acid. 


1    In  a  valve-structure,  the  combination  of  a 
valve-casing  having  a  valve-seat,  a  valve  coop- 


19.706 

INTERCHANGEABLE   SKATE  AND  SHOE 

Anton  Johnson.  West  Hampton.  N.  Y. 

Original   No.  1.991.855,  dated  February   19.  1935. 

Serial  No.  742.051,  August  30.  1934.    Application 

for  reissue  April  12,  1935.  Serial  No.  16.058 

19  Claims.     iCl.  208—168! 
1,  An  interchangeable  skate  and  shoe,  compris- 
ing a  shoe  having  a  shoe  bottom,  a  skate  having 

4^U 
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an  offset  head  for  rotative  engagement  with  a 
socket  in  the  shoe  bottom,  said  skate  also  having 
a  slide  support  for  engaging  a  complementary 
opening  extended  in  from  an  edge  of  said  shoe 


bottom,  and  said  skate  also  having  a  catch  en- 
gageable  with  a  portion  of  the  shoe  t)ottom  to 
hold  the  skate  fixed  agaiiLst  rotative  disengage- 
ment. 


19.707 
LIGHT  WEIGHT  SIRFACING   MACHLNE 

Harry  L.  Myers.  Toledo,  Ohio,  assignor  to  The 
American  Floor  Surfacing  Machine  Company. 
Toledo.  Ohio 

Original  No.  1.934.814,  dated  November  14.  1933 
Serial  No.  563,183.  September  16,  1931.  Appli- 
cation for  reissue  June  21,  1935,  Serial  No 
27,742 

12  Claims.     (CI.  51— 176) 


11.  In  a  surfacing  machine  of  the  class  de- 
scribed, a  frame,  rolling  supports  for  the  frame 
at  opposite  ends  thereof,  one  of  said  supports 
being  a  surfacmg  drum,  a  vertically  adjustable 
support  for  the  frame  mtermediate  said  other 
supports,  said  adjustable  support  comprising  a 
member  mounted  for  vertical  rocking  movements 
and  having  a  wheel-carrying  part  adjacent  said 
drum  and  a  rearwardly  extending  actuating  arm. 
manual  control  means  for  said  actuating  arm,  and 
spring  means  acting  on  said  member  to  urge 
a  rocking  of  the  member  in  a  direction  to  move 
said  wheel-carrying  part  downward  relative  to 
the  frame. 


19.708 
BtANUFACTURE   OF   PHENOL  FORMALDE- 
HYDE  CONDENSATION  PRODI  CTS 
Alfons  Ostersetzer,  Melegnano,  near  Milan,  Italy, 
and    Franz    Riesenfeld.    Vienna,    .Austria,    as- 
signors, by  mesne  assignments,  to  Catalin  Cor- 
poration of  America,  Fords,  N.  J.,  a  corporation 
of  Delaware 
No  Drawing.     Original  No.  1.838.168.  dated  May 
10,  1932,  Serial  No.  263.205,  March  20,  1928.  and 
in  Austria  May  21.  1927.    Application  for  reissue 
December  16,  1933.  Serial  No.  702,725 

9  Claims.  ((I.  260—4) 
1.  A  process  for  the  manufacture  of  phenol 
formaldehyde  condensation  products,  which 
comprises  neutralizing  with  one  of  the  group 
consisting  of  phthalic,  lactic  and  hydrochloric 
acids  the  colloidal  resm  solution  prepared  from 
approximately  1  mol  of  phenol  and  about  2.5 
moLs  of  formaldehyde  In  the  presence  of  a  basic 
condensing  agent,  and  free  such  product  from 
water  to  such  an  extent  that  a  hardened  gel  re- 
sults in  the  pores  of  which  product  no  drops  of 
water  of  the  colloidal  order  of  magnitude  re- 
main, and  the  material  has  therefore  a  trans- 
parent appearance. 


19,709 
INDICATING   LNSTRLMENT 
John  D,   Peace.  Jr.,  Malba.   Long   Island.  N.  Y.. 
assignor  to  Pioneer  Instrument  Company,  In- 
corporated. Brooklyn.  N.   Y.,  a  corporation   of 
New  York 
Original  No.  1.812.549.  dated  June  30.  1931,  Serial 
No.  390.708.  September  6.  1929.    Application  for 
reissue  May  24.  1933,  Serial  No.  672,699 
11  Claims.     (CI.  73 — 1) 
J-1  «r 


2.  The  combination  with  an  Indicating  in- 
strument including  a  casing  adapted  for  mount- 
ing on  an  instrument  board,  operating  mecha- 
nism, a  pointer  actuated  thereby,  and  a  dial,  of 
means  rotatively  mounting  said  operating  mecha- 
nism and  pointer  in  .said  casing  for  unitary  dis- 
placement relative  to  .said  casing,  means  rota- 
tively supporting  .'^aid  dial  relative  to  said  first 
named  means,  and  means  comprising  an  axially 
movable  and  rotatable  shaft  operable  to  rotate 
either  said  operating  mechanism  or  said  dial  or 
both  at  will. 


19.710 

CONDENSATION  PRODUCT   AND   MFTHOD 

OF  MAKING   SAME 

Fritz  Pollak,  Vienna,  Austria,  and  Alfons  Oster- 
setzer, Melegnano,  near  .Milan.  Italy,  assignors, 
by  mesne  assignments,  to  Catalin  (  orporatiori 
of  America.  Fords,  N.  J.,  a  corporation  of 
Delaware 
No  Drawing.  Original  No.  1.854.600,  dated  April 
19.  1932.  Serial  No.  134.128,  September  7.  1926. 
.Application  for  reissue  December  16  1933 
Serial  No.  702.724.     In  Austria  March  17,  1928 

17  Claims.     (CI.  260 — 4) 
1.  A  process  for  the  manufacture  of  condensa- 
tion products  of  a  phenolic  body  and  formalde- 
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hyde  which  comprises  producing  a  colloidal  solu- 
tion of  a  condensation  product  the  composition 
of  which  is  in  the  proportion  of  1  molecule  of 
phenolic  body  to  about  2.5  molecules  of  formal- 
dehyde, in  the  presence  of  excess  of  alkali,  neu- 
tralizing the  excess  alkali  and  thereafter  remov- 
ing sufficient  water  from  the  sol  to  give  a  gel  and 
thereafter  hardening  the  gel  by  heat. 


19.711 
APPARATUS  ANT)  METHOD  FOR  REMOVING 

FLUIDS  FROM  WELLS 
John  T.  Simmons,  Longview,  Tex.,  assignor  to 
Simmons  Automatic  Valve  Company,  Longview, 
Tex.,  a  corporation  of  Texas 
Original  No.  1.927,958.  dated  September  26.  1933, 
Serial  No.  610,365.  May  10.  1932.  Application 
for  reissue  October  31,  1933.  Serial  No.  696,090 

13  CL-^ims.       C\.  103—233) 

).  Apparatus   tor   removing   fluid   from   wells 

comprising  a  pressure  line  adapted  to  be  lowered 

into  a  well  and  having  passageways  spaced  apart 

along  the  line  and  radially  movable  double  act- 


ing valves  for  controlling  said  passageways  and 


r  4* 


normally  held  closed  to  prevent  the  inlet  of  the 
fluid  from  the  well. 


PLANT  PATENTS 
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140 
ROSE 

Olive    R.    Fitzhardinge,    Warrawee.    New    South 
Wales.  .Australia,  assignor  to  The  Conard-Pyle 
Company.  West  Grove,  Pa. 
AppUcation  May  6,  1935.  Serial  No.  20,072 

1  Claim.  (CI.  47—61) 
A  new  and  distinct  variety  of  rose  plant  char- 
acterized by  its  larger,  more  fragrant  and  better 
lasting  flower  than  now  exists  among  light  pink 
roses,  in  combination  with  the  characteristic  con- 
tinuous production  thereoi  on  an  exceptionally 
vigorous  and  healthy  plant,  as  shown  and  de- 
scribed. 


141 
NASTURTILIVI 

David  Burpee.  Bucks  County,  Pa.,  assignor  to  W. 

Atlee  Burpee  Company,  Philadelphia.  Pa. 

Application  May  15,  1935.  Serial  No.  21.638 

1  Claim.     (CL  47—60) 

The  variety  or  genetic  t\T>e  of  nasturtium 
(Tropaeolum  majus)  herein  described  and  illus- 
trated, characterized  particularly  by  its  vigorous, 
stocky  vegetative  growth,  and  the  unusually  large 
size  and  complete  doubleness  of  its  flowers. 


PATENTS 

GRANTED  SEPTEMBER  17,  1935 


2.014.364 
FLY  SWATTER 

Charles  T.  Achor,  Warsaw,  Ind. 

Application  September  11,  1933,  Serial  No.  689,041 

1  Claim.     (CI.  43— 137) 


A  fly  swatter  comprising  a  handle  member,  di- 
verging arms  carried  by  said  handle  member,  said 
diverging  arms  having  portions  bent  upon  them 
for  substantially  their  entire  length  thereby  stiff- 
ening the  diverging  arms  and  forming  an  off- 
round  structure,  a  wire  mesh  member,  one  end 
of  said  wire  mesh  member  being  folded  over  said 
divergmg  arms  and  the  portions  bent  thereon, 
securing  means  extending  through  said  folded 
portion  of  the  wire  mesh  member  to  the  inner 
sides  of  the  diverging  arms  and  the  portions  bent 
thereon  and  a  rubber  binding  vulcanized  through 
the  wire  mesh  members  and  embedding  the  di- 
verging arms  and  portions  bent  thereon  there- 
in, thereby  forming  a  substantially  rigid  struc- 
ture for  the  full  width  of  the  wire  mesh  mem- 
ber adjacent  the  handle  member. 


2,014.365 
MEANS  FOR  REGLXATING  THE  OITPIT  OF 

PRIME  mo\t:rs  of  electric   gener- 
ating PLANTS 

Charles    Murray    Beckett,    Cheam.    and    Donald 
John  Watkins,  Streatham,  England,  assi((^nors 
to  Sir  W.  G.  Armstrong  Whitworth  and  Com- 
pany  (Eninneers)   Limited,  Westminster,  Lon- 
don, England,  a  British  company 
Application  Jane  11,  1932.  Serial  No.  616.722 
In  Great  Britain  June  13.  1931 
10  Claims.     (CI.  290 — 40) 


1.  A  prime  mover  electric  generating  plant 
comprising  a  substantially  constant  speed  and 
output  prime  mover,  an  electric  generator  driven 
thereby,  automatic  means  for  regulating  the  field 
of  said  generator,  a  fluid  motor  operatively  con- 
nected to  actuate  said  regulating  means,  a  load 
sensitive  tachometrical  device  operating  in  ac- 
cordance with  the  speed  of  the  prime  mover,  and 
a  speed  controlled  valve  so  operatively  connected 
with  said  tachometrical  device  as  to  be  controlled 
solely  by  it.  so  that  at  the  end  of  each  regulat- 
ing movement  of  said  tachometrical  device,  said 
tachometrical  device  and  speed  controlled  valve 
return  to  their  normal  settings  solely  as  a  result 
of  the  reaction  of  the  altered  generator  condition 
upon  the  speed  of  the  prime  mover  thereby  con- 
trolling the  supply  of  fluid  to  said  fluid  motor  in 
such  a  way  that  said  field  regulating  means  re-  I 
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mains  in  the  position  it  is  in  when  the  speed 
controlled  valve  is  closed  by  the  return  of  the 
tachometrical  device  to  its  normal  position. 


2,014.366 

AIRPLANE 

Giuseppe  M.  Bellanca,  New  Castle.  Del. 

Application  October  26.  1931.  Serial  No.  571,165 

12  Claims.     (CI.  244— 12) 


1.  A  monoplane  comprising  a  fuselage,  a  wing 
attached  to  the  fuselage  at  a  bottom  portion 
thereof,  the  wing  having  a  short  span  section  £id- 
jacent  the  fuselage  of  negative  dihedral  and  the 
remaining  long  wing  portion  of  positive  dihedral, 
and  tension  means  attached  respectively  to  the 
fuselage  and  wings  to  brace  the  wing. 


2.014,367 

PROJECTILE  FOR  FIREARMS 

Daniel  A.  Breegle.  Hunkers,  Pa. 

Application  March  27,  1933.  Serial  No.  663,033 

7  Claims.     (CL  102 — 32) 

-/s- 


1.  An  elongated,  pointed  Are  arm  projectile 
having  external  air  pressure-receiving  vanes,  and 
a  jacket  of  yieldable,  cushioning  material  extend- 
ing lengthwise  thereover,  in  combination  with  a 
charge-containing  shell,  the  charge  being  at  the 
rear  of  the  shell  and  the  jacket  being  interposed 
l>etween  the  charge  and  the  projectile  base,  and 
the  jacket  reaching  forward  over  the  pointed  end 
of  the  projectile  within  the  forward  end  of  the 
shell  and  having  gas  sealing  contact  with  the 
shell  interior  forward  of  the  charge. 


2,014.368 

SILENCING   DEVICE 

Alfred  Blundell,  Coventry.  England 

Application  January  25.  1934,  Serial  No.  708.329 

In  Great  Britain  December  7,  1933 

4  Claims.     (CL  137—160) 

«'      n'       r,'       „l 


1.  A  device  for  silencing  the  noise  produced  by 
the  passage  of  '\  fluid  through  an  orifice  consist- 
ing of  a  tubular  element  adapted  for  connection 
with  said  orifice  and  comprising  a  metal  strip  of 
channel  form  in  cross-section  and  having  re- 
versely presented  flanges,  said  strip  being  wound 
In  spiral  form  with  said  flanpes  arranged  In  ax- 
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ially  spaced  interlocking  relationship  and  ap- 
proaching, and  moving  away  from,  each  other 
with  a  breathing  action  in  accordance  with  varia- 
tions in  the  body  of  fluid  passing  through  said 
element. 

2,014.369 

TIPPING  APPARATUS  FOR  RAILWAY 

TRUCKS  AND  THE  LIKE 

Johann  Culemeyer.  Berlin-Charlottenburg.  Ger- 
many, assignor  to  Gothaer  Waggonfabnk  Ak- 
tiengesellschaft.  Gotha,  Germany 
Application  February  21.  1934,  Serial  No.  712,428 
In  Germany  February  23,  193S 
4  Claims.     (CL  214—44) 


sage-  and  a  compression  chamber  attached  to 
said  manifold  and  provided  with  a  restricted  neck 
portion  communicating  with  said  passage,  said 
chamber  further  provided  with  a  duct  for  convey- 
ing condensates  to  the  interior  of  said  manifold. 


1.  Tipping  apparatus  for  railway  trucks  and 
the  like  comprising  two  toggle  lever  mechanisms, 
each  having  a  knuckle  adapted  to  engage  one 
axle  of  a  truck,  one  toggle  arm  of  one  of  said 
mechanisms  being  telescopic  and  disconnectible 
from  its  complementary  toggle  member  when 
the  toggle  is  flexed,  means  for  flexing  said  toggle 
mechanisms  simultaneously,  for  lifting  both 
axles  of  the  truck,  and  means  for  extending  said 
telescopic  arm  after  the  flexing,  for  further  lift- 
ing one  of  said  axles. 


2,014,370 
PRODUCT  OF  CASHEW  NUT  SHELL  LIQUID 

AND  RESIN  AND  PROCESS  THEREFOR 
Frederick  M.  Damitz,  Irvington,  N.  J.,  assignor, 
by  mesne  assignments,  to  The  Harvel  Corpo- 
ration, a  corporation  of  New  Jersey 
No  Drawing.    Application  September  27,  1932, 
Serial  No.  635.130 
3  Claims.     (CI.  260—2) 
1    The  method  which  comprises  heating   ca- 
shew   nut    shell    liquid    and    materials    selected 
from  the  group  consisting  of  fossil  gums,  ester 
gums   run  fossil  gums,  at  about  600°  F.  until  a 
product  is  produced  which  when  cold  is  resinous, 
brittle  and  fusible. 


2,014.372 
METHOD  OF  AND  APPARATUS  FOR  STEN- 
CILING GLASS  OR  OTHER  CERAMIC  CON- 
TAINERS HAVING  CURVED  SURFACES 
Harry  S.  Brickell.  Jr.,  Pittsburgh.  Pa.,  assignor  to 
Hazel- Atlas  Glass  Company.  Wheeling,  W.  Va., 
a  corporation  of  West  Virginia  „^  ,^^ 

AppUcation  May  4,  1933,  Serial  No.  669,445 
15  Claims.     (CL  101— 114) 

rr- 


2.014.371 

MANIFOLD 

George  A.  Barker,  Rochester.  N.  Y. 

Application  April  5.  1932,  Serial  No.  603,423 

18  Claims.     (CI.  123—52) 

(Granted   under   the   act   of   March   3,   1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


1.  The  method  of  stenciling  curved  surfaces  of 
glass  containers  which  comprises  shaping  a  flex- 
ible stencil,  of  the  type  comprising  paper  faced 
with  a  silk  screen,  to  the  curvature  of  the  con- 
tainer, relatively  moving  the  stencil  and  con- 
tainer to  cause  the  stencil  to  be  drawn  tautly 
about  a  substantial  portion  of  the  container,  and 
with  a  squeegee  applying  the  stencil  design 
through  the  stencil  to  the  curved  container  while 
the  stencil  is  maintained  in  this  position. 


2.014.373 
MECHANISM    FOR    STENCILING    GLASS    OR 
OTHER    CERAMIC    CONTAINERS    HAVING 
CURVED   SURFACES 
Harry  S.  Brickell.  Jr.,  Pittsburgh,  Pa.,  assignor  to 
Hazel-Atlas  Glass  Company,  Wheeling,  W.  Va., 
a  corporation  of  West  Virginia 
AppUcation  May  5,  1933,  Serial  No  669,602 
7  Claims.     (CI.  101—126) 


1    In  an  internal  combustion  engine  the  com- 
bination of  an  intake  manifold  comprising  a  pas- 


1.  A  machine  for  stenciling  the  curved  surfaces 
of  containers,  including  a  flexible  stencil  formed 
of  paper  faced  with  a  silk  screen  having  a  curva- 
ture confonning  to  the  curvature  of  the  container, 
a  vertically  movable -member  receiving  the  con- 
tainers to  be  stenciled,  and  means  for  moving  the 
member  upwardly  to  cause  the  stencil  to  t)e 
wrapped  tightly  about  a  substantial  portion  of  the 
curved  container. 
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2.014.374 

AMMONIA  RECOVERY 

John  L.  Brill,  Wilmington,  Del.,  assiirnor  to  E.  I. 

du  Pont  de  Nemours  &  Company,  Wilmin«:ton, 

Del,  a  corporation  of  Delaware 

Application  February  26.  1932,  Serial  No.  595,306 

2  Claims.     (€1.  23 — 130) 


fr.»  w>J  p>n 


«kt»  Llfa«r«  S.«w 


t-mJfU'n  Uyam 


r^ftkMp   'J4^ 


1.  In  a  process  for  the  utilization  of  ammonia 
contained  in  ammonium  bisulfite  cook  liquors 
used  in  paper  pulp  manufacture  the  series  of 
steps  which  comprise  alkalizing  the  hot  cook 
liquor,  exhausting  ammonia  therefrom  by  pas- 
sage of  an  inert  gas  and  steam  therethrough, 
condensing  the  resultant  gases  containing  some 
ammonia  and  introducing  the  condensate  con- 
taining water  and  ammonia  toward  the  top  of 
an  absorption  tower  up  which  sulfur  dioxide  and 
gaseous  ammonia  are  being  passed  and  down 
which  water  is  being  passed,  and  introducing  un- 
condensed  air-ammonia-gas  from  the  condens- 
ing operation  into  said  tower  at  a  point  akwut 
one-sixth  of  the  distance  from  the  top  of  the 
absorption  tower. 


2.014,375 

RrLER  TAPE 

Frederick  O.  Carlson,  Shelbume  Falls,  Mass. 

Application  March  13,  1931,  Serial  No.  522,316 

8  Claims.     (CI.  33—138) 


L-* 


1.  The  combination  of  a  ruler  tape  having  the 
capacity  and  tendency  when  coiled,  to  uncoil;  a 
holder  therefor,  including  a  floating  drum,  and 
releasable  means  to  confine  the  tape  in  coiled  for- 
mation on  the  drum,  said  means  acting,  in  non- 
released  position,  as  a  brake  to  prevent  the  pro- 
jection of  the  tape  from  the  holder,  and  in  a  re- 
leased position  as  a  non-frictional  support,  to 
allow  the  tape  to  project  from  the  holder,  said 
releasable  means  including  a  plurality  of  rotat- 
able  members  mounted  on  fixed  axes  and  a  plu- 
rality of  releasable  rotatable  members  mounted 
on  movable  axes. 


2,014,376 
MOl'NT  FOR  MACHINE  Gt^NS 

Richard  C.  Coupland,  Norfolk,  Va. 
.Application  October  21.  1932,  Serial  No.  638.911 

7  Claims      (1.  89— 40i 

(Granted    under    the   act    of    March    3.    1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


1.  A  gun  mount  embodying  a  support,  a  cradle 
trunnioned  on  the  support  and  having  forward- 
ly  extending  arms,  means  for  locking  the  cradle 
to  the  support,  a  pin  mounted  in  the  extremities 
of  the  arms,  a  lever  mounted  on  each  end  of  the 
pin.  gun-attaching  means  on  the  upper  ends 
of  the  levers,  a  link  connecting  the  lower  end  of 
each  lever  to  the  support,  a  crosshead  on  the  pin. 
a  cylmder  fixed  to  the  crosshead.  a  cylinder  car- 
ried by  the  support  and  having  a  sliding  fit  rela- 
tive to  the  crosshead  cylinder,  a  spring  within 
the  cylinders,  and  a  plug  in  the  crosshead  con- 
fining the  spring. 


2.014.377 
F1.Y1NG   MACHINE 

James  J.  Fitzgerald,  New  York.  N.  Y. 

Application  June  17.  1930.  Serial  No.  461.675 

4  Claims.     (CI.  244—18) 


1.  A  flying  machine  comprising  a  fuselage  hav- 
ing propellers  at  each  end,  a  cowl  enveloping  each 
propeller  and  the  end  of  the  fuselage,  the  fuselage 
having  vertically  disposed  air  passages  adjacent 
the  inner  end  of  each  cowl,  and  propellers  mount- 
ed in  the  vertically  disposed  passages  to  create 
a  downward  air  pressure  for  aiding  in  lifting  the 
flying  machine,  the  air  under  pressure  from  the 
cowls  passing  over  the  surface  of  the  fuselage  ad- 
jacent the  lower  ends  of  the  air  passages  and 
creating  a  suction. 


2,014.378 
PIPE  COATING  APPARATIS 
John  B.  W.  Gardiner,  New  York,  and  Richard  L. 
Mann.  Scarsdale,  N.  Y.,  assigmors.  by  direct  and 
mesne  assignments,  to  Alan  N.  Mann.   Scars- 
dale.  N.  Y.,  trustee 
Application  August  3.  1933,  Serial  No.  683,456 
Renewed  December  3.  1934 
6  Claims.     (CI.  91— 30) 
1.  In  a  device  of  the  type  described,  in  combi- 
nation with  means  for  submerging  a  section  of 
pipe  in  a  viscous  material  and  means  for  holding 
the  device  in  approxlmat:ly  uniform  radial  re- 
lation   to    the    pipe    while    permitting    relative 
longitudinal  movement  between  the  device  and 
the   pipe,   an   orifice    for   regulating   the   thick- 
ness of  the    coating  on   the  pipe  comprising  a 
plurality  of  orifice  members  movable  in  a  gen- 
erally  radial   direction   but   tensloned    inwardly. 
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and  relatively  narrow  contact  members  carried 
by  said  orifice  members  and  adapted  to  press 
against  the  pipe  whereby  said  orifice  members 


are  held  spaced  from  the  pipe  a  substantially 
constant  distance  during  relative  movement  be- 
tween the  pipe  and  the  device  in  a  direction  longi- 
tudinal of  the  pipe. 


2,014.379 
TESTING  APPARATUS 

Curt  H.  Hockner,  Dayton.  Ohio,  assigmor  of  one- 
sixth  vo  C.  P.  Newberg,  Miamisburg.  Ohio,  and 
five-sixths  to  The  Dayton  Acme  Mfg.  Co.,  Inc. 
AppUcation  Julv  26.  1933,  Serial  No.  682,201 
13  Claims.     (CI.  250— 27) 


1.  Apparatus  for  testing  vacuum  tubes  having 
elements  therein,  comprising,  in  combination,  a 
plurality  of  sockets  having  terminals  thereon  for 
making  connections  to  the  elements  of  the  vac- 
uum tube  being  tested;  a  transformer  having  a 
primary  winding,  and  a  pair  of  connected  sec- 
ondary windings,  one  of  which  secondary  wind- 
ing is  tapped  for  providing  various  potentials; 
means  for  connecting  the  primary  winding  to  a 
source  of  potential:  means  for  selectively  apply- 
ing the  various  potentials  from  the  tapped  sec- 
ondary winding  to  a  pair  of  terminals  on  each 
of  the  sockets;  a  control  grid  chp;  switch  means 
for  selectively  applying  a  potential  from  a  tap 
on  said  tapped  secondary  winding  to  either  the 
control  grid  clip  or  terminals   on  some  of  the 
sockets;  means  for  normally  applying  the  poten- 
tial of  the  other  secondary  winding  to  one  or 
more  terminals  on  all  but  one  of  the  sockets;  a 
switch  for  selectively  connecting  the  said  other 
secondary  winding  to  either  of  two  terminals  on 
said  one  socket;  a  switch  for  selectively  apply- 
ing the  potential  from  said  other  secondary  wind- 
ing to  additional  terminals  on  some  of  the  sock- 
ets; another  switch  for  selectively  changing  the 
socket  terminals  to  which  some  of  the  potentials 
are  applied;  gaseous  discharge  Indicating  means 
connected  in   series  with  said  other  secondary 
winding  for  Indicating  the  value  of  the  vacuum 
tube  being  tested;   and  means  electrically  con- 
nected to  the  Indicating  means  for  limiting  the 
current  flow  through  the  Indicating  means  by 
an    amount   dependent  upon  the   type   of  tube 
.being  tested. 


2.014,380 

CONTAINER 

John  M.  Hothersall,  Brooklyn,  N.  Y.,  assigmor  to 

American  Can  Company,  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  September  8.  1933,  Serial  No.  688,678 

5  Claims.     (CI.  221—11) 


1.  A  metal  container  for  liquids,  having  a  cover 
member  secured  thereto  for  sealing  the  same,  and 
a  pouring  spout  permanently  secured  to  the  out- 
side wall  of  the  container  just  below  said  cover 
member,  the  wall  of  the  container  within  said 
pouring  spout  forming  an  hermetic  closure  and 
having  weakened  score  lines  setting  off  a  remov- 
able part  substantially  perpendicular  to  the  axis 
of  the  spout,  and  provided  for  opening  of  the 
container  upon  pressing  in  of  the  metal  wall  part 
defined  by  the  score  lines  to  create  a  discharge 
opening  communicating  with  the  Interior  of  said 
pouring  spout  through  which  the  liquid  of  the 
container  may  be  dispensed  as  It  flows  through 
said  spout. 

2.014,381 
ESTER  OF  ISOBITYRIC   ACID 
Emmette    F.    Izard,    Elsmere.    Del.,    assignor    to 
Dupont  Viscoloid  Company,  Wilmington,  DeL, 
a  corporation  of  Delaware 

No  Drawing.     Application  July  21,  1934, 
Serial  No.  736.345 
6  Claims.     (CI.  260—106) 
1.  An  ester  consisting  of  a  polyhydrlc  ether  al- 
cohol from  the  group  consisting  of  polyglycols  and 
polyglycerols  containing  at  least  two  hydroxyl 
groups.  In  which  ether  alcohol  all  of  the  hydroxyl 
groups  have  been  esterifled  with  isobutyrlc  acid. 


2.014.382 

APPARATUS   FOR  CLEANING    .\ND  POLISH- 

ING  GRAIN,   SEED.  AND  THE  LIKE 

Russell  V.  Judson,  Detroit,  Mich. 

Application  April  3, 1933,  Serial  No.  664,075 

3  Claims.     ICL  209—12) 


1.  In  combination  a  machine  including  a  ro- 
tatable frame  and  pairs  of  rollers  arranged  in 
said  frame,  a  pair  of  separated  annular  screens 
arranged  one  within  the  other,  the  inner  screen 
being  disposed  beneath  said  rollers  and  the  outer 
screen  being  disposed  adjacent  to  and  in  a  plane 
beneath  the  outer  ends  of  said  rollers,  brush  ele- 
ments carried  by  said  frame  and  disposed  within 
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said  inner  screen,  brush  elements  earned  by  said 
frame  and  extending  into  said  outer  screen,  and 
separate  discharge  means  for  each  of  said  screens. 


2.014,383 

POWER  TRANSMISSION  MECHANISM 

Harry  A.  Knox  and  Bert  F.  Baker, 

Davenport,  Iowa 

Orif^inal  application  October  21,  1931,  Serial  No. 

570,140.     Divided  and  this  application  May  17, 

1933.  Serial  No.  671,556 

7  Claims.     (CI.  74—375) 

(Granted    under   the   act    of   March   3,    1883,   a.H 

amended  AprU  30.  1928;  370  O.  G.  757  j 


1.  In  a  power  transmission  mechanism,  a  cas- 
ing, a  power  shaft  mounted  in  the  casing,  trans- 
verse countershafts,  one  above  and  one  below  the 
power  shaft,  gearing  including  an  over-running 
clutch  connecting  the  power  shaft  and  the  upper 
countershaft,  change  speed  gears  on  the  counter- 
shafts, means  for  coupling  one  of  said  gears  di- 
rectly to  the  gearing  including  the  overrunning 
clutch,  a  differential  mechanism,  and  a  gear  on 
the  lower  countershaft  for  driving  the  differen- 
tial. 


2,014,384 
DOUGH   COOKING   MACHINE 

John  Kruttschnitt.  San  Mateo,  Calif. 

Application  June  12.  1933.  Serial  No.  675.413 

9  Claims.     (CI.  107—4) 


1.  A  dough  cooking  machine  comprising  means 
for  feeding  a  continuous  strip  of  dough,  and  a 
continuously  traveling  mold  for  enclosmg  and 
advancing  said  strip  of  dough  through  a  cooking 
medium,  said  mold  comprising  a  plurality  of  lon- 
gitudinally juxtapased  sections  cooperating  In 
end  to  end  relation  to  form  a  continuous  tube. 


2,014.385 
ELECTRICAL  CONTROL   DEVICE 
Anthony  H.  Lamb,  Elizabeth,  N.  J.,  assigrnor  to 
Weston     Electrical     Instrument     Corporation, 
Newark.  N.  J.,  a  corporation  of  New  Jersey 
Application  September  8.  1933.  Serial  No.  688,696 
23  Claims.     (CI.  175—320) 
1.  A   control   device   comprising    a   measuring 
instrument  having  a  relatively  stationary  con- 


tact and  a  moving  system  carrying  a  cooperating 
contact,  one  of  said  contacts  being  of  magnetic 
material  and  the  other  being  a  magnetized  body 
operative  to  attract  said  magnetic  material  con- 
tact when  said  moving  system  brings  its  associ- 
ated contact  into  predetermined  position  with  re- 


s'* 


spect  to  the  relatively  stationary  contact,  and 
contact-separating  means  additional  to  said 
moving  system  for  forcing  said  contacts  apart 
in  opposition  to  the  magnetic  attraction  of  said 
magnetized  body  for  said  magnetic  material 
contact. 

2,014.386 
SENSITIVE   CONTROL   DEVICE 

Anthony  H.  Lamb,  Elizabeth.  N.  J.,  assignor  to 
Weston  Electrical  Instrument  Corporation. 
Newark.  N.  J.,  a  corporation  of  New  Jersey 

.Application  September  8.  1933.  Serial  No.  688.695 
30  Claims.     iCL  175—320) 


jT 


1.  In  a  control  device,  the  combination  with  an 
instrunicnt  including  a  moving  system,  a  pointer 
carried  by  the  moving  system  and  having  a  con- 
tact thereon,  and  a  relatively  fixed  contact,  of 
a  pusher  movable  into  the  path  of  said  pointer 
for  separating  said  contacts,  a  motor  having  an 
energizing  circuit  including  said  contacts,  where- 
by said  motor  Is  energized  when  said  contacts 
are  closed,  means  actuated  by  said  motor  to  move 
said  pusher  to  separate  said  contacts,  a  switch 
adapted  to  be  included  in  an  auxiliary  circuit 
for  energizing  said  motor,  and  means  actuated 
by  said  motor  for  closing  said  switch  prior  to 
the  opening  of  said  contacts  by  said  pusher  and 
for  opening  said  switch  when  said  motor  has  re- 
turned said  pusher  to  a  position  outside  the  path 
of  movement  of  said  pointer. 

2.014.387 
RELAY    SYSTEM 

Anthony  H.  Lamb,   Elizabeth.   N.  J.,  assignor  to 
Weston     Electrical     Instrument     Corporation, 
Newark,  N.  J.,  a  corporation  of  New  Jersey 
Application  June  29.  1934.  Serial  No.  733.132 

21  Claims.     (CI.  175—320) 
1.  In  a  relay  system,  relay  means  adapted  to 

be  energized  by  a  control  device  and  having  con- 
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tacts  for  closing  a  motor  circuit,  a  motor  adapted 
to  be  energized  by  the  closure  of  said  contacts,  a 
holding  switch  for  completing  an  energizing  cir- 
cuit for  said  motor  independently  of  said  con- 
tacts, load  circuit  switch  means,  pusher  means 


for  separating  said  cont€u:ts,  and  cam  means 
actuated  by  said  motor,  said  cam  means  com- 
prising a  member  having  a  plurality  of  cam  sur- 
faces for  actuating  said  pusher  means  and  for 
controlling  said  holding  switch  and  said  load 
circuit  switch  means. 


2.014.388 
SENSITIVE   RELAY  DEVICE 

Anthony  H.  Lamb.  Elizabeth,  N.  J.,  assignor  to 
Weston     Electrical     Instrument     Corporation, 
Newark,  N.  J.,  a  corporation  of  New  Jersey 
Application  July  11,  1934,  Serial  No.  734.679 
9  Claims.     (CL  200—56) 


-^^ 


1 .  A  relay  for  controlling  an  electric  circuit .  said 
relay  comprising  a  moving  system  including  a  con- 
tact of  magnetic  material,  a  relatively  stationary 
contact  cooperating  with  said  first  contact  and 
comprising  a  magnetized  body,  a  normally  closed 
auxiliary  switch  having  contacts  adapted  to  be 
connected  in  series  with  said  magnetic  contacts, 
and  means  operable  to  open  said  auxiliary  switch 
and  thereafter  to  separate  said  magnetic  con- 
tacts, whereby  the  circuit  which  is  closed  by  the 
engagement  of  said  magnetic  contacts  is  broken 
by  the  auxiliary  switch. 


2.014.389 
SUBMARINE  OPERATING  DEVICE 
Mount  C.  Lord.  Seattle.  Wash.,  assignor  to  U.  S. 
Submarine    Motorship    Dredge.    Inc.,    Seattle, 
Wash.,  a  corporation  of  Washington 
Application  December  11,  1933.  Serial  No.  701,779 
4  Claims.     (CI.  61—69) 
1.  In  a  device  for  facilitating  submarine  oper- 
ations, in  combination,  a  float,  a  submarine  work- 
ing chamber  supported  by  said  float,  a  dredging 
nozzle,  a  force  nozzle  for  dislodging  material  in 


advance  of  the  dredging  nozzle,  grappling  means 
for  lifting  rocks  and  the  like  from  the  vicinity  of 
the  nozzle,  operating  means  on  the  float  for  the 


two  nozzles,  and  the  grappling  means,  and  means 
on  the  float  for  moving  the  several  devices  re- 
ferred to  into  various  operative  positions. 


2.014.390 

BATTERY 

Edward  G.  Lunn.  Washington,  D.  C. 

Application  November  14.  1933.  Serial  No.  697,921 

2  Claims.     (CI.  136—19) 
(Granted   under   the   act   of   March    3.   1883,   as 
amended  April  30,  1928;  370  O.  G.  757) 


I 
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1  A  storage  battery  unit  comprising  a  plate  of 
the  lead-acid  pasted  plate  type  having  exposed 
edges,  corrosion-resisting  means  applied  to  said 
exposed  edges,  a  flexible  rubber  separator,  and 
thermoprene  cement  means  intimately  securing 
said  separator  to  the  corrosion-resisting  means  on 
said  exposed  edges. 


2,014.391 
APPARATUS  FOR  APPLYING   ADHESIVE  TO 

THE  BOTTOMS  OF  LASTED  SHOES 
Wilbur  L.  MacKenzie.  Beverly.  Mass.,  assignor  to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 
Application  November  13,  1931.  Serial  No.  574,833 
1  Claim.     (CL  91— 49i 

In  a  machine  for  coating  the  bottoms  of  lasted 
shoes,  a  standard,  an  overhanging  frame  arm 
supported  on  said  standard  the  top  and  bottom 
surfaces  of  which  are  inclined  upwardly  and 
forwardly  toward  one  side  of  the  machine,  the 
end  of  said  arm  having  a  recess  opening  at  the 
top  and  bottom  of  the  arm,  a  receptacle  detach- 
ably  secured  to  the  upper  surface  of  said  arm 
arranged  to  deliver  cement  through  said  recess. 
a  horizontal  shaft  journaled  in  said  arm  extend- 
ing into  said  recess,  an  applying  member  mount- 
ed on  said  shaft,  control  mechanism  including 
a  casing  associated  with  said  applying  member  in 
said  recess  to  determine  the  quantity  of  cement 
to  be  applied  to  the  work,  said  applying  member 
projecting  through  said  recess  casing  and   ex- 


498 


OFFICIAL  GAZETTE 


September  17, 1935 


posed  beneath  the  arm,  whereby  the  vision  of  an 
operator  presenting  the  bottom  of  a  shoe  to  the 


under  side  of  said  applying  member  Is  not  inter- 
rupted by  said  arm  or  receptacle. 


2.014.392 
PLANT  DUSTING  MACHINE 

Charles  Mackintosh.  Uklah,  Calif.;    Effic  Mack- 
intosh, executrix  of  said  Charles  Mackintosh, 
deceased,    assigmor    of    one- half    to    Frank    A. 
McDonald,  San  Francisco,  Calif. 
AppUcation  April  11.  1932.  Serial  No.  604,522 
11  Claims.     (CI.  43— 148) 


1.  A  dusting  device  of  the  character  described 
comprising  a  housing  adapted  to  hold  a  quantity 
of  dust,  a  plurality  of  discharge  tubes  for  con- 
veying the  dust  from  said  housing,  means  for  se- 
curing the  devices  m  front  of  the  radiator  of  a 
motor  vehicle,  and  meaus  for  blowing  nir  through 
the  radiator  and  into  the  discharge  tubes  to 
blow  the  dust  out  of  the  discharge  tubes. 


N 


2.014,393 
FUSE  FOR  PROJECTILES 

Marvin  L.  Mathsen.  Rockaway.  N.  J. 

AppUcation  June  4,  1934.  Serial  No.  728,916 

3  Claims.     (CI.  102—39) 

(Granted   under   the   act   of   March   3,    1883.   as 

amended  April  30.  1928;  370  O.  G.  757) 

3.  In  a  fuse,  a  striker,  a  firing  pin  coaxial  with 

the  striker,  a  spring  normally  urging  the  striker 


and  firing  pin  apart,  and  linkages  connecting  the 
striker  and  firing  pin  and  operable  by  centrifugal 


force  during  flight  of  the  fuse  to  relatively  move 
the  striker  and  firing  pin  towards  one  another. 

2,014.394 

MULTIUSE   READING   TABLE 

Charles  W.   McNair.   Jacksonville.   Fla..  assignor 

of  one-half  to  B.  D.   Fincannon.  Jacksonville, 

Fla. 

Application  September  12.  1934.  Serial  No.  743.756 

7  Claims.     (CL  311—3) 


1.  In  a  multi-use  table,  a  body  section,  foldable 
legs  pivoted  to  the  latter,  an  angularly  adjustable 
section  arranged  over,  and  hinged  at  its  front  to, 
said  body  section,  said  adjustable  section  carry- 
ing a  slidable  extension  member  and  being  pro- 
vided with  means  for  detachably  securing  said 
extension  member  in  extended  and  non-extended 
position,  and  said  adjustable  section  having  a 
ledge  secured  thereto  on  Its  upper  face,  a  portion 
of  the  ledge  being  carried  by  said  extension  mem- 
ber. 

2.014.395 
REVOLVING  DOOR 
Edmund  Peremi.  Manhasset,  and  Charles  Kish. 
Elmhurst,  N.  Y.,  assignors  to  General  Bronze 
Corporation.  Long  Island  City,  N.  Y..  a  corpo- 
ration of  New  York 
AppUcation  December  8,  1933.  Serial  No.  701.410 
9  Claims.     (CI.  20—18) 


1.  In  a  revolving  door,  in  combination,  a  cen- 
tral rotary  support,  leaves  foldably  mounted  on 
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the  support,  and  means  for  controlling  and  guid- 
ing the  leaves  in  their  folding  movements  com- 
prising a  guide  disc  fixed  on  the  support  and  hav- 
ing a  central  gear  flange  provided  with  a  series 
of  equally  spaced  arcuate  notches  all  equidistant 
from  the  axis  of  the  support,  a  pinion  block  fixed 
on  each  leaf  and  each  including  a  plurality  of 
lobes  for  cooperating  with  the  gear  notches,  said 
guide  disc  also  havmg  an  outer  flange  having 
successive  inner  guiding  surfaces  concentric  with 
the  successive  notches  for  guiding  and  conflning 
the  pinion  blocks  in  their  movements. 


2.014.396 

ELECTRICAL  CARBURETOR 

Charles  Adolphe  Rosier.  New  York,  N.  Y. 

AppUcation  July  15,  1931.  Serial  No.  551,017 

6  Claims.     (CI.  48 — 103) 


5.  A  carburetor  comprising  a  retort  having  an 
inner  tubular  member  and  an  outer  tubular  mem- 
ber, one  end  of  the  inner  tubular  member  having 
an  end  closure,  the  other  end  of  said  inner  tubu- 
lar member  being  connected  by  a  wall  to  said  outer 
tubular  member,  an  electric  heater  extending  into 
the  interior  of  said  inner  tubular  member  through 
the  open  end  thereof,  a  baffle  member  extending 
between  said  tubular  members  and  terminating 
short  of  the  wall  connecting  said  inner  and  outer 
tubular  members,  said  inner  and  outer  tubular 
members  and  said  wall  and  closure  being  made  of 
nickel  plated  copper,  said  baffle  being  made  of 
aluminum. 


2.014.397 
TENSION  DEVICE 

William  H.  Smith.  Cornwall.  N.  Y. 

AppUcation  March  13.  1934.  Serial  No.  715^94 

2  Claims.     (CL  74—242.11) 


1.  The  combination  comprising  a  rotary  driv- 
ing pulley,  a  driven  member,  a  driving  band  con- 
necting said  driving  pulley  and  driven  member, 
an  auxiliary  pulley  arranged  alongside  said  driv- 
ing pulley,  a  tension  pulley  having  a  grooved  edge 
for  receiving  said  driving  band  and  which  pulley 
is  arranged  to  bear  against  said  band  for  taking 
up  slack  therein,  means  for  flexibly  mounting 
said  tension  puUey  whereby  it  will  yieldingly  bear 
with  tension  against  said  band  and  whereby  It 
will,  also,  turn  so  that  it  may  be  brought  into 
alignment  with  said  band  as  the  position  of  the 
band  becomes  changed  laterally  with  relation  to 
the  driving  pulley,  and  means  for  moving  the 
band  laterally  from  one  to  the  other  of  said  driv- 
ing and  auxiliary  pulleys  and.  at  the  same  time, 
actuate  said  band  to  bring  the  tension  pulley  into 
alignment  therewith  as  the  position  of  the  band 
becomes  laterally  changed,  including  a  member 


on  said  driving  pulley  adapted  and  arranged  to 
strike  and  flex  said  band  when  the  band  is  mo\  ed 
into  the  path  of  said  member. 

2  014  398 
ELECTRICAL  CONDENSER 

Robert   C.    Spragrue.   Quincy.   Mass..   assitrnor  to 
Sprarue  Specialties  Co..  North  Adams,  Mass., 
a  corporation  of  Massachusetts 
Application  January  9,  1929,  Serial  No.  331,292 
2  Claims.     (CL  175 — 41) 


1.  In  an  electric  condenser  layers  of  conduct- 
ing material  and  layers  of  dielectric  material 
interposed  between  said  layers  of  conducting  ma- 
terial, said  dielectric  layers  comprising  alternate 
layers  of  paraffin-impregnated  paper  and  of 
paraffin,  said  paraffin  layers  having  a  substan- 
tially uniform  thickness  throughout  the  con- 
denser, said  thickness  falling  within  a  range  of 
.00003  to  .00017  Inch. 


2.014,399 

PROCESS  FOR  THE  'mANIT^ACTITIE   OF 

ELECTRICAL  CONDENSERS 

Robert   C.    Sprag:ue.   Quincy,   Mass..   assigrnor  to 
Sprague  Specialties  Co..  North  Adams.  Mass..  a 
corporation  of  Massachusetts 
AppUcation  June  1,  1929,  Serial  No.  367,749 
2  Claims.     (CL  175—41) 
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1.  In  the  manufacture  of  electrical  condensers 
the  process  which  comprises  assembling  layers  of 
dielectric  material  and  metallic  foil,  impreg- 
nating said  assembly  with  a  dielectric  medium 
by  initially  subjecting  the  assembly  to  the  action 
of  the  dielectric  medium  at  a  temperature  where- 
by the  dielectric  medium  is  easily  fluid,  and 
finally  subjecting  the  assembly  to  such  action  at 
a  temperature  not  greatly  exceeding  the  solidi- 
fication of  said  medium,  and  compressing  the  as- 
sembly so  impregnated  to  a  predetermined  thick- 
ness to  obtain  interposed  layers  of  said  dielectric 
medium  having  a  fixed  thickness. 


2.014,400 
PROCESS  FOR  CHARGING  AND  COMPRESS- 
ING   LOOSELY    CHARGED    COAL    WITHIN 
OVEN  CHAMBERS 

Carl  StiU.  ReckUnghausen.  Germany 

AppUcation  January   23.  1932,  Serial  No.  588.405 

In  Germany  January  25.  1931 

2  Claims.     (CL  202—36) 

1.  In  the  process  of  carbonizing  coal,  the  step 
of  compressing  a  charge  of  coal  for  the  production 
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of  coke  and  gas  which  consLsts  In  charging  coal 
loosely  into  a  chamber  with  rigid  walls  and  bot- 
tom to  constitute  the  charge  of  a  by-product  coke- 
oven,  introducing  duct  molding  mandrels  and 
compressing  screw  elements  downwardly  into  tht 
chamber  and  in  contact  with  said  coal  at  a  plu- 
rality of  spaced  points  while  charging  said  coal 
loosely   into   said   chamber,   said   mandrels   and 


I 


i'^i  m  *"- %'"   . 
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screw  elements  alternately  arranged  throughout 
the  length  of  the  chamber,  continuously  operat- 
ing said  screw  elements  to  compress  the  coal  with- 
in the  chamber  and  around  said  mandrels  to  ob- 
tain a  compressed  charge  of  coal  with  gas  ducts 
formed  therein,  said  ducts  being  in  alignment 
with  the  gas  offtakes  of  the  oven,  and  then  with- 
drawing the  screw  elements  from  the  charge  in 
advance  of  the  withdrawal  of  the  mandrels. 


2,014.401 

Ft'SE  FOR  PROJECTILES 

Alfred  F.  Teitschcid.  Wharton.  N.  J. 

Application  June  6,  1934.  Serial  No.  729.249 

6  Claims.     (CI.  102— 39 > 

(Granted   under   the   act   of   March   3,   1883,   as 

amended  April  30.  1928.  370  O.  G.  757) 


6.  A  unit  for  a  fuse  comprising  a  block  formed 
with  an  axial  aperture,  a  diametrical  passage  and 
a  radial  slot,  centrifugally  releasable  bolts 
mounted  in  the  passage  of  the  block  and  normal- 
ly obstructing  the  axial  aperture,  and  a  centrifu- 


gally operable  member  in  the  radial  slot  and  mov- 
able into  the  diametrical  passage  to  oppose  re- 
turn movement  of  the  bolts. 


2.014.402 

ELECTROLYTE  LEVEL  INDICATOR 

Hujfh  W.  Tumey,  United  SUtes  Navy 

Application  April  20,  1932.  Serial  No.  606.393 

10  Claims.     (CI.  136—182) 

(Granted   under   the   act   of   March    3.    1883,   as 

amended  April  30,  1928;  370  O    G.  757) 
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8.  In  combination,  an  electric  storage  cell 
adapted  to  contain  electrolyte,  means  having  a 
recess  adapted  to  receive  and  retain  a  relatively 
separate  body  of  electrolyte,  said  recess  having 
communication  with  the  interior  of  the  cell  at  a 
point  above  the  lowermost  portion  of  the  recess 
whereby  the  electrolyte  in  said  portion  will  be 
connected  to  the  electrolyte  in  the  cell  when  that 
in  the  cell  is  at  or  above  the  level  of  said  point  of 
communication,  the  lowermost  point  of  commu- 
nication lying  substantially  at  the  minimum 
working  level  of  the  electrolyte  in  the  cell  and  a 
conducting  member  disposed  to  form  an  electri- 
cal contact  with  the  electrolyte  in  said  recess, 
said  contact  being  below  the  lowermost  point  of 
communication  continuously  immersed  in  elec- 
trolyte in  said  recess. 


2.014.403 
COMPOSITION 

Charles  Sterling  Webber.  Sprinicfleld.  Mass..  as- 
signor   to    The    Fiberloid    Corporation,    Indian 
Orchard,  Mass.,  a  corporation  of  Massachusetts 
No  Drawin^T-     Application  January  19,  1934, 
Serial  No.  707,337 
2  Claims.      (CI.   106—40) 
1.  A  composition  of  matter  comprising  cellulose 
esters  and  the  mixed  propionic  and  acetic  esters 
of  polyglycerols. 


2.014,404 
CONCENTRATING   CHROMITE   ORES   BY 
FROTH   FLOTATION 
Floyd  Weed,  Jefferson  City.  Tenn. 
Application  October  12,   1932.  Serial  No.  637,527 
30  Claims.     (CI.  269—166) 
1.  The  method  of  concentrating  chromite  ores 
which  comprises  forming  a  crude  concentrate  of 
the  chromite  ore,  grinding  the  same  to  a  particle 
size   less   than    about    48    mesh,   classifying    the 
ground  ore  to  reject  oversize  particles  and  par- 
ticles of  a  size  known  as  slimes,  suspending  the 
classified  ore  In  water  to  form  a  flotation  pulp, 
neutralizing  the  pulp  to  a  pH  concentration  ap- 
proximating 7.0,  Incorporating  therein  a  propor- 
tion of  oleic  acid  colloidally  dispersed  In  water 
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containing  a  proportion  of  a  water  soluble  soap 
compound,  acidifying  the  pulp  to  a  pH  concen- 
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tration  approximating  6.0  and   thereafter  sub- 
jecting the  pulp  to  froth  flotation. 


2.014,405 

CONCENTRATING  IRON  ORES  BY  FROTH 

FLOTATION 

Flovd  Weed,  Jefferson  City,  Tenn. 

Application  October  12.  1932.  Serial  No.  637,528 

9  Claims.     (CI.  209— 166) 
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9  In  the  concentrating  of  oxidized  iron  ores 
by  froth  flotation,  the  method  which  comprises 
incorporating  in  the  flotation  pulp  a  proportion 
of  oily  reagent  evidencing  a  selective  affinity 
for  the  oxidized  iron  content  of  said  ore,  said  re- 
agent comprising  at  least  one  of  a  group  com- 
prising a  coal  tar  oreosote  product  and  linseed 
oil  and  being  colloidally  dispersed  in  an  aqueous 
solution  of  an  alkyl-amine  soap  compound  and 
thereafter  agitating  and  aerating  the  pulp  to 
form  a  mmerals  bearing  froth  and  separating 
the  froth. ^ 

2.014,406 

METHOD   OF    CONCENTRATING    NONSUL- 
PHIDE    MINERALS    BY    FROTH    FLOTA- 
TION .     _ 
Floyd  Weed.  Jefferson  City.  Tenn..  and  Edwin  E. 
Ellis.  Short  Hills.  N.  J. 
No  Drawing      .Application  October  12,  1932, 
Serial  No.  637.542 
30  Claims.     (CI.  209—166) 
1    The  method  of  concentrating  oxidized  ores, 
residues  and  minerals  which  comprises  agitating 
and  aerating  a  suspension  of  said  ore  in  water  in 
the  presence  of  a  fatty  acid  colloidally  dispersed 
in  an  alkyl-amlne  soap  solution  to  form  froth 
bearing  the  oxidized  metal  particles  of  said  ore, 
and  separating  said  froth. 
4.'-.s  0.  G.— 33 


2.014.407 
FLOTATION  OF  MANGANESE  ORES 

Flovd  Weed.  Jefferson  City,  Tenn. 

Application  Auinist  26.  1933.  Serial  No.  686.981 

8  Claims.     tCL  209—166 


/ 
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1.  In  the  concentration  of  manganese  ores  by 
flotation  the  method  which  comprises  forming  a 
flotation  pulp  of  desired  density,  adding  thereto 
a  proportion  of  oleic  acid  and  kerosene  colloidally 
dispersed  in  water  containing  a  proportion  of  tri- 
ethanolamine.  and  thereafter  subjecting  the  pulp 
to  froth  flotation. 


2.014.408 

PROCESS  FOR  THE  PREPARATION  OF 

METHYL  ETHER 

John  C.  Woodhouse.  Wilmington,  Del.,  assignor  to 

E.  I.  du   Pont   de  Nemours  &  Company.  YtW- 

mington.  Del.,  a  corporation  of  Delaware 

Application  May  28,  1931,  Serial  No.  540,796 

6  Claims.     (CI.  260— 151) 


1.  A  process  for  the  preparation  of  methyl 
ether  which  comprises  pas-^ing  methanol  under 
elevated  temperature  and  pressure  over  a  dehy- 
dration catalyst,  separating  the  unreacted  meth- 
anol and  water  from  the  methyl  ether  by  recti- 
fication at  substantially  the  pressure  of  conver- 
sion and  Anally  condensing  the  thus  separated 
methyl  ether  to  a  liquid  without  substantial  low- 
ering of  the  pressure. 


2.014,409 
FILM  CUT -OUT 

Leon  Joachim  Barwood,  Cambridge,  Mass. 

Application  June  8,  1932.  Serial  No.  616.090 

23  Claims.     (CI.  200—118) 

1.  A  film  cut-out  comprising  two  conducting 
members,  an  insulating  film  disposed  between  and 
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separating  the  conducting  members,  and  insulat- 
ing means  for  frictionally  engaging  the  periph- 
eries of  the  conducting  members  to  mechanically 
hold  the  conducting  members,  the  insulating  film 


and  the  Insulating  means  together  as  a  unit,  the 
insulating  means  being  slidable  frictionally  over 
the  said  peripheries  to  permit  quick  frictional 
detachment  of  the  insulating  means  and  the  con- 
ducting members  and  the  insulating  film. 


2.014.411 

APPARATUS  FOR  ELECTROMAGNETOSTRIC- 

TIVE  TRANSMISSION   AND  RE(  EPTION 

George  Washington  Pierce.  Cambridge.  Mass. 
Original  application  November  19.  1930.  Serial  No. 
496.809.    Divided  and  this  application  August  2, 
1933.  Serial  No.  683,349.     In  Canada  December 
31    1927 

18  Claims.     (CI.  177—386) 


2.014.410 
ELECTROMAGNETOSTRICTIVE  VIBRATOR 

George  W.  Pierce.  Cambridge,  Mass. 
Original  application  January  3.  1927,  Serial  No. 
158.452,  now  Patent  No.  1,750.124,  dated  March 
11,  1930.  Divided  and  this  application  July  20. 
1928,  Serial  No.  294.283.  In  Canada  December 
31    1927 

21  Claims.     (€1.  177—386) 


1.  Apparatus     for     magnetostrlctively     Inter- 
changing   electromagnetic     energy    and     sound 
energy    having    in    combination,    a    mechanical 
vibratory  system   comprising  diaphragm   means 
and  a  plurality  of  cores  of  highly  magnetostric- 
tive  material  affixed  to  the  diaphragm  means  at 
separated,  spaced  positions,  the  diaphragm  means 
being  adapted  to  be  positioned  in  relation  to  a 
sound-conveying   medium   for  sonorously  inter- 
communicating   energy    with    the    medium    by 
means  of  its  sonorous  vibration,  the  diaphragm 
means  having  a  restricted  area  to  which  its  sono- 
rous vibration  is  confined,  and  coil  means  mag- 
netostrlctively cooperative  with  the  cores,  the  ag- 
gregate cross-sectional  area  of  the  metal  of  the 
cores  being  small  relative  to  the  said  area  of  the 
diaphragm  means,  but  the  cores  being  propor- 
tioned effectively  to  transmit  vibrational  stresses 
lengthwise  of   the   cores  to   and   from   the   dia- 
phragm means  in  order  to  enable  the  cores  to  co- 
operate with  the  coil  means,  by  their  magneto- 
strictive  expansion  and  contraction  under  the  ac- 
tion of  currents  in  the  coll  means,  to  vibrate  the 
diaphragm  means  to  produce  radiation  of  sound 
Into  the  medium,  and  to  cooperate  with  the  coll 
means,  by  their  expansion  and  contraction  in  re- 
sponse to  the  Incidence  of  sound  in  the  medium 
upon  the  diaphragm  means,  to  generate  electric 
voltages    magnetostrlctively    in    the    said    coil 
means. 


^-^ 


1.  Apparatus     for     magnetostrlctively     Inter- 
changing electromagnetic  energy  and  sound  en- 
ergy having,  in  combination,  a  support,  a  me- 
chanical   vibratory    system    comprismg    a    dia- 
phragm and  a  plurality  of  cores  of  highly  mag- 
netostrictive  material  affixed  to  the  support  and 
the  diaphragm  at  separated,  spaced  positioris.  the 
diaphragm  bemg  adapted  to  be  positioned  in  re- 
lation to  a  sound-conveying  medium  for  sonor- 
ously inter-communicating  energy  with  the  me- 
dium by  means  of  its  sonorous  vibration,  the  dia- 
phragm having  a  restricted   area  to  which  its 
sonorous  vibration  is  confined,  and  coil  means 
magnetostrlctively  cooperative  with  the  cores,  the 
aggregate  cross-sectional  area  of  the   metal   of 
the  cores  being  small  relative  to  the  said  area  of 
the  diaphragm,  but  the  cores  being  proportioned 
effectively  to  transmit  vibrational  stresses  length- 
wise of  the  cores  to  and  from  the  diaphragm  in 
order  to  enable  the  cores  to  cooperate  with  the 
coil  means,  by  their  magnetostrlctive  expansion 
and  contraction  under  the  action  of  currents  in 
the  coil  means,  to  vibrate  the  diaphragm  to  pro- 
duce radiation  of  .sound  into  the  medium,  and  to 
cooperate  with  the  coil  means,  by  their  expan- 
sion and  contraction  in  response  to  the  incidence 
of  sound  in  the  medium   upon  the   diaphragm, 
to  generate  electric  voltages  magnetostrlctively 
in  the  said  coil  means. 


2.014.412 
MAGNETOSTRICTIVE   TRANSMITTER 
George  Washington  Pierce.  Cambridge.  Mass. 
Original    application    July    20.    1928,    Serial    No. 
294,283.     Divided  and  this  application  Novem- 
ber  19.    1930.   Serial   No.   496.809.     In   Canada 
December  31,  1927 

5  Claims.     (CI.  177—386) 

MO 
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1.  A  frequency-discriminating  sound  trans- 
mitter having,  in  combination,  a  mechanical  vi- 
bratory system  comprising  diaphragm  means 
adapted  to  be  positioned  in  relation  to  a  sound- 
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conveying  medium  to  produce  radiation  of  sound 
into  the  medium  by  means  of  its  sonorous  vibra- 
tion, and  core  means  of  highly  magnetostrlctive 
material  affixed  to  the  diaphragm  means,  coil 
means  for  magnetizing  the  core  means,  the  cross- 
sectional  area  of  the  metal  of  the  core  means  be- 
ing small  relative  to  the  area  of  the  diaphragm 
means,  but  the  core  means  being  proportioned, 
and  distributed  over  the  surface  of  the  diaphragm 
means,  effectively  to  transmit  vibrational  stresses 
lengthwise  of  the  core  means  to  and  from  the  dia- 
phragm means  in  order  to  enable  the  core  means 
to  cooperate  with  the  coil  means,  by  its  magneto- 
strlctive expansion  and  contraction  under  the  ac- 
tion of  currents  in  the  coil  means,  to  vibrate  the 
diaphragm  means,  and  a  source  of  currents  of  pre- 
determined frequency  higher  than  speech  fre- 
quencies connected  with  the  coil  means,  the 
source  of  currents  being  of  sufficiently  high  power 
and  the  coil  means  having  sufficient  current -car- 
rying capacity  to  effect  sufficient  vibratory  move- 
ment of  the  diaphragm  means  to  produce  sub- 
stantial radiation  of  sound  into  the  medium,  and 
the  source  of  currents  being  selective  as  to  fre- 
quency, to  produce  vibratory  magnetostrlctive  ex- 
pansion and  contraction  of  the  core  means  at  the 
said  predetermined  frequency. 


2,014.413 

MAGNETOSTRICTIVE  RECEIVER 

George  Washington  Pierce,  Cambridge,  Mass. 

Application  May  11,  1935,  Serial  No.  20,920 

5  Claims.     (CI.  177—386) 


2.  A  system  for  the  reception  of  sound  of  pre- 
determined frequency  higher  than  speech  fre- 
quencies in  a  sound-conveying  medium  compris- 
ing a  mechanical  vibrator  disposable  in  the  me- 
dium for  the  reception  of  sound  of  the  said  pre- 
determined frequency  and  having  a  diaphragm 
and  core  means  of  highly  magnetostrlctive  mate- 
rial magnetically  polarized  and  affixed  to  the 
diaphragm,  coil  means  cooperatively  associated 
with  the  core  means,  the  mechanical  vibrator 
being  proportioned  effectively  to  transmit  vi- 
brational stresses  of  the  said  predetermined 
frequency  lengthwise  of  the  core  means  to  and 
from  the  diaphragm  means  by  the  expansion 
and  contraction  of  the  core  means  in  response 
to  the  incidence  of  sound  of  the  said  predeter- 
mined frequency  in  the  medium  upon  the  dia- 
phragm in  order  to  enable  the  core  means  to 
cooperate  with  the  coil  means  to  transform 
vibrational  energy  in  the  core  means,  by  mag- 
netostrlctive change  in  magnetic  flux  in  the  core 
means,  into  electrical  energy,  and  an  amplifier 
for  enhancing  said  electrical  energy,  said  ampli- 
fier having  an  input  circuit  coupled  to  said  coil 
means  and  an  output  circuit  containing  an  in- 
dicator, the  diaphragm  having  dimensions  large 
in  comparison  with  the  wavelength  of  said  high- 
frequency  sound  In  the  medium,  whereby  the  sys- 
tem is  rendered  directionally  discriminatory. 


2,014.414 
ORNAMENTAL   DEVICE 

Daniel  D.  Schneeweis.  Mount  Vernon,  N.  Y. 

AppUcation  November  9.  1934.  Serial  No.  752,261 

3  Claims.     (CI.  41— 34) 


1.  A  method  of  forming  decorative  jewelry  or 
like  articles,  comprising  uniting  to  a  supporting 
base  a  decorative  framing  element  to  provide  a 
framing  area  of  said  supporting  base,  positioning 
a  decorative  element  within  the  framed  area, 
and  depositing  a  minute  quantity  of  solvent  into 
the  framed  area  sufficient  to  soften  the  exposed 
siu-face  of  the  suppyorting  base,  whereby  the  deco- 
rative element  by  gravity  becomes  embedded  in 
the  supporting  base  and  after  hardening  of  the 
exposed  surface  thereof  becomes  interlocked  with 
respect  to  the  base. 


2,014,415 
PROCESS    FOR    THE    PREPARATION    OF 
RESINOUS  CONDENSATION  PRODUCTS 
FROM  XYLENOL  ETHERS  AND  ALDE- 
HYDES 
Fritz    Seebach,    Erkner    near    Berlin,    Germany, 
assignor     to    Bakelite     Gesellschaft     mit    be- 
schraenkter  Haftung.  Berlin,  Germany 
No  Drawing.    Application  October  21.  1932.  Serial 
No.  638,918.    In  Germany  October  22.  1931 
7  CUims.     (CI.  260— 3) 
2.  Process  of  preparing  a  resinous  condensa- 
tion product  soluble  in  fatty  oil  which  comprises 
condensing  with  an  aldehyde  a  neutral  ether  of  a 
xylenol  selected  from  the  group  consisting  of  alkyl 
and  aralkyl  ethers  of  xylenols. 


2.014.416 
CIGAR  AND  CIGARETTE  LIGHTER 
Edgar    M.     Soreng.     Chicago.     III.,    assignor    to 
Soreng-Manegold    Company,    Chicago,    HI.,    a 
corporation  of  Illinois 

Application  June  9.  1933,  Serial  No.  674,998 
14  Claims.     (CL  219 — 32) 


5.  An  igniter  of  the  character  described  com- 
prising a  handle  member,  an  electrical  resistance 
element  in  the  form  of  a  length  of  coiled  wire,  a 
fiat  supporting  member  about  which  the  resist- 
ance element  is  wound  with  portions  thereof  (Wi 
opposite  sides  of  the  supporting  member,  means 
to  mount  said  supporting  member  from  the  handle 
member  with  the  resistance  element  portions  at 
opposite  sides  thereof  accessible  for  use.  and 
means  to  connect  the  resistance  element  with  a 
source  of  electrical  energy  to  cause  the  resist- 
ance element  to  heat  up. 
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2.014.417 
AUTOMATIC    SHEET    FEEDING    AND    DIS- 
CHARGING   AND    RECORD    COPY    PRO- 
JECTING MACHINE  FOR  TYPEWRITERS 

Robert  Stuart.  Forest  Hills.  N.  Y. 

Application  May  27.  1933.  Serial  No.  673.203 

Renewed  November  16,  1934 

16  Claims.     (CI.  197—1) 


1.  For  use  in  association  with  a  typewriter  hav- 
ing a  platen  roll,  a  sheet-supply  station,  a  con- 
trol, means  operating  in  response  to  successive 
actuations  of  said  control  for  transferring  suc- 
cessive sheets  from  said  sheet-supply  station  to 
said  platen  roll  and  positioning  them  seriatim 
thereon,  a  screen  visible  from  the  position  of  the 
operator  at  said  typewriter,  a  plurality  of  records 
arranged  in  a  definite  order  of  succession,  and 
means  operating  in  response  to  successive  actua- 
tions of  said  control  for  projecting  said  records 
seriatim  on  said  screen. 


2.014.418 

SIGNAL  REPRODUCING   SYSTEM 

Homer  G.  Tasker,  Douglaston,  N.  Y..  assirnor  to 

United  Research  Corporation.  Long  Island  City, 

N.  Y.,  a  corporation  of  Delaware 

Application  April  20.  1932.  Serial  No.  606,338 

10  Claims.     (CI.  17»— 100.3) 


1.  In  combination,  a  plurality  of  light  sensitive 
cells,  consecutive  sound  records,  traversing 
means  therefor  respectively,  a  source  of  current 
for  energizing  said  cells,  a  single  potentiometer 
device  connected  between  said  source  and  said 
cells,  adapted  to  adjust  the  current  to  said  cells, 
alternating  current  circuits  leading  from  said 
cells  to  a  common  output,  said  potentiometer 
device  being  connected  to  said  circuits  outside 
the  path  of  the  alternating  currents  therein. 


2,014,419 

MULTIPLE   UT»JIT   WALL  ASSEMBLY 

Paul    A.    Voigt.   Oxone   Park.    N.   Y..   assignor   to 

Johns- Man vlUe  Corporation.  New  York.  N.  Y., 

a  corporation  of  New  York 

Application  October  21,  1931.  Serial  No.  570.109 

5  Claims.     (CI.  72 — 118) 


5.  In  a  multiple-unit  wall  assembly  Including 
panels,  supports  therefor,  and  fastening  means 
for  securing  the  panels  on  the  supports,  the  im- 
provement comprising  a  stud  support,  a  face 
thereof  provided  with  a  plurality  of  spaced  slots 
having  each  an  edge  extending  on  the  rearward 
side  at  an  angle  from  the  plane  of  the  outer  face 
of  the  stud,  and  fastening  means  provided  with 
a  back  portion  including  an  element  thereon  en- 
gaged in  one  of  the  said  slots  and  with  a  forward 
portion  engaging  a  panel. 


2,014.420 

LEVEL    4 

Harry  John  Zieman.  Milwaukee.  Wis. 

AppUcation  July  13,  1929.  Serial  No.  378,112 

10  Claims.     (CI.  33—211) 


1.  The  combination  with  a  hollow  level  body 
having  a  sight  hole  therein,  and  provided  with  a 
floor,  of  spaced  bosses  angularly  disposed  with 
reference  to  the  floor  within  the  hollow  body,  a 
level  vial  mounted  between  said  spaced  bosses, 
slotted  spaced  bosses  about  the  sight  hole  in  the 
level  body  and  a  clip  between  the  bosses  having  its 
edges  disposed  in  the  slots  of  said  spaced  bosses 
whereby  to  close  the  space  between  said  slotted 
spaced  bosses. 


2.014.421 

ACCELERATOR    FOR    THE    VUTXIANIZATION 

OF  RUBBER 

William  Baird.  Blackley,  England,  assignor  to 
Imperial  Chemical  Industries  Limited,  a  corpo- 
ration of  Great  Britain 

No  Drawing.  AppUcation  March  15.  1934.  Serial 
No.  715.781.    In  Great  Britain  March  15.  1933 

10  Claims.     (CT.  18 — 53) 
1.  The   method   of   vulcanizing    rubber   which 

comprises  incorporating  in  a  rubber  mix.  prior 

to  vulcanization,  a  small  amount  of  a  compound 

having  the  formula: 


C-N> 


/ 

wherein  the  group 


A' 

C— 8— N— Ai 


\ 


I 


C-N\ 


C— 8- 


-%/ 


represents  a  mercapto  arylene  thiazole  radical, 
A'  represents  an  alkyl  group  of  at  least  two  car- 
bon atoms  or  an  aralkyl  group  and  Ai.  Aa  and  A3 
i  represent  alkyl  groups. 


September  17, 1935 


U.  S.  PATENT  OFFICE 


jmmi  uBffAfiY  Of  Aiu«a 


2.014.422 
VOLUME  CONTROL  FOR  RADIO  CIRCUITS 
Emmett    Finley    Carter.    Flushing.    N.    Y.,    and 
Harvey  Fisher  Schwari.  Muskegon.  Mich.,  as- 
signors to  United  Research  Corporation.  Long 
Island  Cltv.  N.  Y.,  a  corporation  of  Delaware 
Application  July  2.  1930.  Serial  No.  465.352 
21  Claims.     (CI.  179—171) 


1  A  multi-stage  thermionic  amplifier  wherein 
the  output  section  of  one  stage  is  variably  cou- 
pled capacitively  to  the  input  section  of  the  suc- 
ceeding stage,  means  electrically  shielding  said 
sections  including  a  conductive  screen  interposed 
therebetween,  said  capacity  comprising  a  fixed 
element  connected  to  one  said  section  and  posi- 
tioned on  the  same  side  of  said  screen  therewith, 
and  a  conductive  plunger  connected  to  the  other 
said  section  and  insulatedly  slidable  through  a 
slot  in  said  screen  adjacent  said  fixed  element,  for 
varying  the  capacity  from  a  maximum  value  with 
said  plunger  adjacent  said  fixed  element,  to  a  low 
minimum  value  with  the  plunger  withdrawn  to 
the  opposite  side  of  said  screen. 


2.014.423 

ELECTRICAL  PLUG  DEVTCE 

Lancaster  P.  Clark,  Jr.,  Fairfield.  Conn. 

Application  November  5.  1932.  Serial  No.  641,401 

2  Claims.     (CI.  173— 361) 


groove  for  receiving  and  positioning  a  side  leg 
of  said  wire,  said  grooves  being  parallel  to  said 
axis  of  said  pocket  portion. 


2.014.424 
FREQUENCY  CONTROL  SYSTEM 
James  W.  Conklin.  Rocky  Point,  and  James  L. 
Finch.   Patchogue.   N.   Y..   assignors   to   Radio 
Corporation  of  America,  a  corporation  of  Dela- 

AppUcation  January  26.  1931.  Serial  No.  511,210 
16  Claims.     (CI.  250— 36) 


1    In  an  electrical  plug  device,  a  housing  of 
insulating    material   having    a   prong    receiving 
pocket    portion    comprising   a   pair    of   opp(^ed 
spaced   side  surfaces  and   an  open  end,  and   a 
metallic  prong  unit  comprising  a  wire  attaching 
portion  disposed  in  said  pocket  portion  and  a 
plugging  portion  projecting  therefrom,  said  wire 
attaching    portion   being   engageable   with   said 
pocket  portion  through  said   open  end  and  by 
movement  parallel  to  the  axis  of  said  pocket  por- 
tion which  axis  is  perpendicular  to  said  open  end. 
said  wire  attaching  portion  having  an  open-ended 
notch  extending  inwardly  from  one  surface,  the 
wire  attached  to  said  prong  unit  projecting  from 
said  open  end  of  said  pocket  portion  and  having 
a  U-shaped  end  portion  embracing  said  wire  at- 
taching portion  with  its  bight  disposed  in  said 
notch  and  its  side  legs  disposed  at  each  side  of 
said  wire  attaching  portion  and  extending  from 
said  bight  toward  said  open  end  of  said  pocket 
portion,  said  side  legs  being  pressed  between  the 
side  surfaces  of  said  wire  attaching  portion  and 
the  side  surfaces  of  said  pocket  portion,  the  side 
surfaces  of  one  of  said  portions  each  having  a 


1.  In  electrical  apparatus  of  the  character  de- 
scribed, an  electron  discharge  device  having  input 
and  output  circuits  and  a  long  line,  long  relative 
to  a  desired  operating  wave  length  coupling  to- 
gether the  input  and  output  circuits  of  said  de- 
vice said  line  being  terminated  at  its  output  end 
as  to  have  standing  and  traveling  waves  thereon. 
and  acting  to  feed  back  energy  from  the  output 
circuit  to  the  input  circuit  of  said  device  to  cause 
it  to  selectively  oscillate  at  a  frequency  dependent 
upon  the  length  of  said  line,  said  line  consisting 
of  a  conductor  having  uniformly  distributed  in- 
ductance and  capacity  and  being  electrically  free 
of  said  cathode  intermediate  its  ends. 


2.014.425 
REAR  BEARING  CAP 

James  M.  Crawford  and  Hariie  H.  Hicks.  Detroit, 
Mich.,  assignors  to   General  Motors  Corpora- 
tion  Detroit.  Mich.,  a  corporation  of  Delaware 
Application  August  14.  1929.  Serial  No.  385.896 
14  Claims.     (CI.  184— 13) 


1.  In  an  engine  having  an  engine  block  and 
a  crankshaft  mounted  in  a  plural. ty  of  bearings 
therein,  an  oil  pocket  in  said  block  over  one  of 
sa  d  bearings,  means  to  allow  the  flow  of  oil 
from  the  pocket  to  the  bearing,  an  oil  trap  in 
the  bottom  of  said  bearing  forming  an  air  seal, 
and  means  to  allow  the  flow  of  oil  from  said 
trap  to  the  crankcase. 
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2J14.426 
INFLATABLE    RUBBER   ARTICLE    PROVIDED 
WITH   FIBER    COVER   AND   PROCESS   FOR 
THEIR  PRODUCTION 

Istvan  Dorogi,  Budapest,  Hungary,  assif^nor.  by 
direct  and  mesne  assigrnments,  to  Hungarian 
Rubber  Goods  Factory  Limited,  Budapest, 
Hungary 

Application  June  13,  1932,  Serial  No.  617,069 

In  Hungary  May  4.  1932 

7  Claims.     iCl.  46—37) 


5nort  Cotton  fibres 


1.  An  inflatable  rubber  article  having  a  coat- 
ing of  fibers,  said  fibers  being  composed  of  at 
least  two  different  materials,  the  fibers  of  one  ma- 
terial being  longer  than  the  fibers  of  another  ma- 
terial of  said  mixture,  the  major  part  of  said 
coating  being  composed  of  the  relatively  long 
fibers. 


2,014,427 

MICROPHONE 

George    R.    Eaton.    Oak    Park,    III.,    assignor    to 

Kellogg    Switchboard    and    Supply    Company, 

Chicago.  111.,  a  corporation  of  Illinois 

Application  .April  11.  1933,  Serial  No.  665,538 

5  Claims.     (CI.  179—122) 


■#        in       fe      rt    M 


I  *        !■* 


3      M 


1.  In  a  microphone  transmitter,  a  supporting 
member,  a  relatively  stiff  diaphragm,  sufficiently 
thin  to  vibrate  between  its  center  and  the  support- 
ed periphery,  a  shoulder  on  said  supporting  mem- 
ber for  receiving  the  periphery  of  said  diaphragm, 
a  clamping  member  for  securing  said  diaphragm 
on  said  shoulder,  a  light,  thin,  metalJic,  generally 
semispherical,  hollow  electrode  fixed  with  said 
diaphragm  substantially  centrally  thereof  and  ex- 
tending laterally  therefrom,  said  electrode  having 
a  surface  of  substantially  unvarying  conductivity, 
a  fixed  electrode  mounted  on  said  support,  said 
fixed  electrode  having  a  generally  semispherical 
microphone  chamber  therein,  the  electrode  on 
said  diaphragm  being  positioned  substantially 
concentrically  within  said  microphone  chamber, 
the  adjacent  surfaces  of  said  electrodes  being 
spaced  apart,  granular  microphonic  material  in 
the  space  between  said  electrodes  and  means  for 
confining  said  microphonic  material  within  said 
chamber. 


2,014,428 

AZO   DERIVATIVES   AND   THEIR   USE   IN 

DYEING 

David  Alexander  Whyte  Fairweather  and  Robert 

Eraser  Thomson,  Grangemouth.  Scotland 

No   Drawing.     Application   June    9.    1932.   Serial 

No.  616.368.     In  Great  BriUin  June  19,  1931 

7  Claims.  (CI.  8 — 5) 
1.  A  process  which  comprises  reacting  a  2-3 
hydroxy-naphthoic  arylamide.  having  substituted 
thereon  In  the  one-position  a  solubilizing  group, 
with  a  diazo  compound,  treating  the  resulting 
compound  with  an  alkali,  impregnating  the  fibers 
to  be  dyed  with  the  product  thereof,  and  fixing 
the  dye  thereon  by  treatment  with  an  acid.  ^ 


2,014.429 
HEADLAMP 
Robert  N.  Falge,  Anderson,  Ind..  and  C  harles  E. 
Godley.   Ypsilanti,   Mich.,  assignors,  by   mesne 
assignments,   to   General    Motors   Corporation. 
Detroit.  Mich.,  a  corporation  of  Delaware 
.Application  February  23,  1933.  Serial  No.  658,058 
6  Claims.     tCl.  240 — 41.25) 


1.  A  lens  for  use  In  depre.ssible  beam  headlight- 
ing  systems  for  automobiles  provided  with  three 
transversely  extending  superimposed  zones,  the 
central  zone  being  provided  with  un.symmetrical 
flutes,  for  directing  light  to  one  side  of  the  road 
in  the  form  of  a  laterally  elongated  beam,  while 
the  top  and  bottom  zones  are  provided  with  flutes 
for  projecting  light  across  the  width  of  the  road. 


2,014,430 
OVERHEAD   RAILWAY   FOR   SUSPENDED 

CARS 
Gilbert  D.  Fish.  Pelham,  N.  Y..  assignor  to  Frank 

S.  Lyon,  Minneapolis.  Minn. 

Application  February  17.  1931.  Serial  No.  516  461 

8  Claims.     (CI.  104 — 125» 


^»    ^i     I    ..Jw 


1.  In  combination,  a  series  of  towers  each  hav- 
ing a  horizontal  H -section,  slotted  down  from  the 
top  in  the  plane  of  its  cross  member,  a  cross 
arm  comprising  a  vertical  web  resting  in  said  slot, 
the  adjacent  edges  and  faces  of  the  tower  and 
cross  arm  being  welded  together,  longitudinal 
girders  supported  on  the  ends  of  the  cross  arms, 
and  track  rails  on  said  girders. 


2,014.431 

SEWAGE   FILTERING    APPARATUS 

Wade  H.  Foster.  Bad  Axe.  Mich. 

Application  October  8.  1932.  .Serial  No.  636.857 

7  Claims.     (CI.  210— 7) 

1.  A   filtering   apparatus  for  treating  sewage. 

and  comprising  a  precast  porous  slab  having  a 

plurality  of  closely  spaced  depres-sed  surfaces  of 
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progressively  varying  heighth  in  the  face  thereof, 
said  surfaces  being  of  sufficient  depth  to  retain  a 


e^J^ 


2.014.434 
AZO  DYE  AND  METHOD  FOR  ITS 
PRODUCTION 
Richard   Frank  Goldstein.   Sedgley   Park.  Prest- 
wich,  and  Francis  Eric  Milsom.  Huddersfield, 
England,  assignors  to  Imperial  Chemical  Indus- 
tries  Limited,  a  corporation  of  Great  B^^ain 
No    Drawing.      Application    February    18.    1933, 
Seril?  No   657.462.    In  Great  Britain  February 

^^'^^^^     10  Claims.     (CI.  260-79) 

6.  AZO    dyes    having    the    following    general 
formula: 


OCHi 


OCHi 


body  of  liquid  therein,  and  being  disposed  trans- 
v^ely  to  the  direction  of  flow  of  the  sewage. 


2,014.432 
AUXILIARY  KEYBOARD 

Guido  Gerhold.  Vienna,  Austria 

AppUcation  January  23,  1933.  Serial  No.  652,983 

In  .Austria  February  15.  1932 

3  Claims.     (CI.  235—146) 


OH 


CONHR 


wherein  R  represents  an  aryl  nucleus  which  is 
free  from  water  solubilizing  groups. 

2.014,435 

COMPOSITE  PICTURE 

Fred  W.  Jackman.  Beverly  Hills.  Calif.,  assignor 

to  Warner  Bros.  Pictures,  Inc.,  New  \ork.  N.  i.. 

a  corporation  of  Delaware      _     .  ,  _-^    ^^g  -^^ 

Application  October  12.  193L  Serial  No.  568.363 

4  Claims.     (CL  8»— 16) 


1    In  an  electrical  attachment  for  registering 
machines  and  the  like  comprising  ^  plurality  of 
registering  keys,  the  combination  of  a  plurality 
of   contact   keys   for   actuating    the   registenng 
keys    a  plurality  of  insulating  plates,  electrical 
conductors  disposed  on  one  face  of  each  plate,  a 
plurality  of  conducting  elements  disposed  on  the 
second  face  of  each  plate  and  co^f^^cted^to  pre- 
determired  conductors  on  the  first  face  of  the 
elate  and  electro-magnets  connected  to  said  con- 
ducting elements  to  operate  the  registering  keys 
the  said  contact  keys  being  adapted  to  contact 
with  the  said  conductors  to  excite  said  electro- 
magnets, whereby  a  single  contact  key  actuates 
a  plurality   of  registering  keys. 


4  The  method  of  making  composite  motion 
pictures  which  comprises  arranging  a  camsra  in 
a  vertical  plane  intersecting  a  backgrourid  scene 
at  an  oblique  angle  and  photographing  said  back- 
ground scene  with  the  camera  thus  arranged  ^re- 
producing the  background  scene  thus  obtained  on 
a  screen  arranging  a  foreground  m  front  of  said 
Screen  Si  the  same  angle  as  that  from  which  said 
background  was  photographed,  and  Photograph- 
ing the  resulting  composite  scene  with  a  canaera 
positioned  at  the  same  height  as  that  from  ^  hich 
the  background  scene  was  taken,  and  arranged 
with  its  axis  substantially  perpendicular  to  said 
screen. 

2.014.436 

DISPLAY  DE^^CE 

James  J.  Jacobson,  Great  Neck,  N.  Y..  assignor  to 

Edward  T.  Bedford,  New  1  ork,  N.  Y 

Application  January  16.  1933.  Serial  No.  652.003 

2  Claims.     (CI.  223 — bb) 


2,014.433 
AZO  DYE 

Richard    Frank    Goldstein.    Prestwich,    England, 
assignor  to  Imperial  Chemical  Industries  Lim- 
ited, a  corporation  of  Great  Britain      ^  ^  ^  ., 
No  Drawing.    Application  June  2.  1932.  Serial  No. 
615  042.     In  Great  Britain  June  24,  1931 
10  Claims.     (CI.  260—76) 
1    The  process  of  producing  an  azo  dye  which 
comprises    tetrazoti^ing    5.5'-dlamlno-thioindigo 
and  coupling   the  tetrazo   compound   to  a  bis- 
acvlacetyl-aromatic     diamine     comprising     two 
phenylene  nuclei  and  having  one  amino  group 
located  in  each  nucleus. 


1  A  display  form  for  disiflaying  snugly  fitting 
articles  of  clothing,  such  as  brassieres  or  similar 
articles,  the  form  comprising,  a  resilient  wire 
framework  and  a  shaped  body  of  stiff ened  flexible 
material  carried  from  the  framework,  the  body 
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and  the  framework  being  shaped  to  define  a  front 
wall  conforming  to  the  shapmg  of  the  portion  of 
the  body  for  which  the  articles  of  clothing  to 
be  displayed  are  intended  and  also  to  provide 
a  bow-shaped  form  having  resilient  side  walls 
extending  rearwardly  from  said  front  wall,  the 
lower  edge  of  the  framework  being  shaped  so  as 
to  provide  parts  of  the  front  and  side  walls  lying 
in  one  plane  to  render  the  form  self  sustaining, 
and  the  side  walls  of  the  form  being  so  directed 
that  the  same  are  flexed  inwardly  by  the  brassiere 
or  the  like  so  that  it  is  firmly  supported  on  the 
form. 


2,014.437 
CAMERA 

Torrance  R.  Lainir,  New  York.  N.  Y.,  assignor  to 

William  Rabkin,  New  York.  N.  Y. 

AppUcation  June  7,  1934.  Serial  No.  729.406 

32  Claims.     (CI.  95 — 13) 


3 


1.  In  a  portable  camera  and  developing  de- 
vice, a  magazine  and  a  conveyor  support  therefor 
for  resiliently  carrying  a  plurality  of  superimposed 
light  sensitive  members,  a  slide  for  moving  said 
members  singly  from  the  magazine  to  two  sepa- 
rate stations,  means  to  expose  the  member  at 
the  first  station,  a  developing  tank  and  means  to 
receive  the  member  at  the  second  station  and 
carry  it  to  said  developing  tank. 


2.014,438 

BRAKE  LINING   MATERIAL  AND  METHOD 

OF  PRODUCING   SAME 

Albert  E.  Leach,  Royal  Oak.  Mich.,  assiirnor  to 

General  Motors  Corporation,  Detroit.  Mich.,  a 

corporation  of  I>eiaware 

Application  June  17,  1931,  Serial  No.  544.938 
6  Claims.     (CI.  18 — 48 j 


5.  A  lining  for  brakes  or  the  like  having  un- 
combmed  sulphur  localized  on  its  frictional  sur- 
face  to  minimize  scoring. 


to 

a 


2.014,439 
CAR  JACKING  MECHANISM 

Albert  E.   Leach.  Royal  Oak.  Mich.,  assignor 
General  Motors  Corporation,  Detroit,  Mich 
corporation  of  Delaware 
Application  July  2,  1934,  Serial  No.  733,346 
6  Claims.     ( CI.  280—- 1 50 ) 
6.  In  a  jacking  mechanism  for  a  vehicle  having 
a  chassis  and  an  axle  connected  to  said  chassis. 


a  hook  having  a  rod  portion  rotatably  mounted 
in  bearings  on  the  chassis,  means  attached  to 
the  axle  and  adapted  to  be  engaged  by  the  hook 
when  the  hook  is  turned  rigidly  to  connect  the 
axle  and  the  chassis,  the  said  rod  portion  of  said 


hook  extending  to  the  end  of  the  chassis,  and 
means  on  the  end  of  the  rod  portion  for  applying 
a  jack  and  preventing  the  rotation  of  the  hook 
during  the  raising  of  the  vehicle,  said  last  named 
means  engaging  the  chassis  when  the  jack  is 
operated. 


2.014,440 
METHOD  OF  HEAT  TREATING  PISTON 

RINGS 

Charles  L.  Lee,  Dayton,  Ohio,  assignor  to  General 
Motors  Corporation,  Detroit,  Mich.,  a  corpora- 
tion of  Delaware 

No  Drawing.     Application  January  13,  1928, 

Serial  No.  246,621 

1  Claim.     (CI.  148—21.5) 

The  step  in  the  method  of  making  a  packing 

ring    of   approximately    .9   percent   carbon   steel 

which    consists    of    heat    treating    the    ring    by 

quenching  It  in  oil  at  about  1450  degrees  and  then 

drawing  it  at  about  300  degrees. 


2,014.441 
INSULATOR    AND    METHOD   OF    ASSEMBLY 

George  A.  Matthews.  Detroit,  Mich. 

Application  February  2,  1933.  Serial  No.  654,791 

3  Clalm.s.     (CI.  29 — 88.2) 


1  In  the  method  of  supporting  a  porcelain  In- 
sulator and  in  assembling  said  insulator  with  a 
metallic  support  to  make  said  metallic  support 
substantially  integral  with  said  insulator  but  in 
spaced  and  fiuid  tight  relation  to  the  porcelain 
thereof,  the  steps  of  providing  an  elongated  cy- 
lindrical portion  of  said  porcelain  insulator  with 
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an  irregular  surface,  placing  a  layer  of  an  elastic 
material,  such  as  rubber,  over  said  irregular  sur- 
face telescoping  a  cylindrical  metallic  sleeve  hav- 
ing a  pair  of  outwardly  extending  terminal  flanges 
over  said  layer  of  elastic  material,  spinning  the 
metal  of  the  sleeve  to  cause  it  and  the  layer  of 
elastic  material  to  substantially  conform  to  the 
surface  of  said  cylindrical  portion  of  said  insulator 
and  thereby  make  said  sleeve  a  substantially  in- 
tegral part  of  said  insulator,  and  securing  one  of 
said  flanges  to  a  support  to  thereby  support  the 
assembled  insulator  and  sleeve  as  a  unit. 

2.014,442 
SIGNALING   DEVICE 

Christian  Miller,  New  York,  N.  Y.,  assignor  to 
Edwards  and  Company,  Inc.,  a  corporation  of 
New  York 

Application  June  13.  1932,  Serial  No.  616,852 
16  Claims.     (CL  177—7) 


tt 


adapted  to  overlap  the  supporting  POftions  of 
an  outlet  box  and  having  an  intermediate  bent 
portion  U-shaped  and  facing  outwardly  thereof, 
electric  signaling  means  carried  by  said  member 
alongside  and  exterior  of  said  U-shaped  Portion, 
an  insulating  terminal-carrying  panel  earned  in 
said  U-shaped  portion  and  having  the  terminais 
thereof  permanently  connected  to  said  signaling 
means,  said  terminals  being  accessible  from  the 
outer  face  of  said  member  and  being  Positioned 
between  the  plane  of  said  end  portions  and  the 
plane  of  the  bottom  of  said  U-shaped  portion. 

2,014,444 
SIGNALING  DEVICE 

Christian  Miller,  New  York,  N.  Y.,  assignor  to 
Edwards  and  Company,  Inc..  a  corporation  or 
New  York 

Application  June  13.  1932,  Serial  No.  616,854 
18  Claims.     (CL  177—7) 


1    In  signaling  construction,  in  combination, 
a    sheet     metal    box     having     conductors     led 
thereinto,  a  sheet  metal  frame  secured  across 
the  open  end  of  said  box  and  bent  to  extend 
inwardly  into  the  latter,  electric  signaling  means 
carried  on  that  side  of  said  frame  toward  the 
open  end  of  the  box.  a  terminal  connector  carried 
by  said  frame  on  the  said  side  of  the  latter  for  the 
connection   thereto   of   one   of   said  conductors 
said  terminal  connector  being  thereby  accessible 
from  the  open  end  of  the  box.  means  of  U-shaped 
cross-section  forming  front  and  side  walls  for 
said  bent  frame  to  enclose  with  the  latter  said 
signaling  means  and  said  terminal  connector,  and 
a  cover  plate  over  said  front  wall  and  secured  to 
said  frame  and  overlapping  said  box. 

2.014,443 
SIGNAUNG  DEVICE 
Christian   Miller,  New  York.  N.  Y..   assignor  to 
Edwards  and  Company.  Inc..  a  corporation  of 

Application  June  13,  1932,  Serial  No.  616,853 
13  Claims.     (CI.  177— 7) 


11  In  construction  of  the  character  described. 
In  combination,  a  sheet  metal  member  having 
an  intermediate  louvered  portion  and  end  mem- 
bers bent  at  right  angles  thereto,  signaling  means 
carried  by  said  member  and  positioned  interme- 
diate of  said  end  members,  and  detachable  means 
for  completing  the  enclosing  of  sa:d  signaling 
means.  . 

2,014,445 

OIL  CLARIFIER 

Donald  H.  Miller.  Dayton.  Ohio 

Application  March  24,  1933.  Serial  No.  662,424 

5  Claims.     iCl.  210— 131) 


1    A   signaling  unit  comprising,  in   combina- 
tion, a  sheet  metal  member  having  end  portions 


1  An  oil  clarifier  comprising  a  vertically  dis- 
posed cartridge  having  a  perforated  bottom  end, 
a  layer  of  fibrous  waste  within  said  cartridge 
near  each  end,  an  adsorptive  material  filling  the 
space  between  said  fibrous  layers,  and  a  tube 
extending  upwardly  through  the  said  perforated 
bottom  to  and  into  the  upper  layer  of  fibrous 
waste. 
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2.014.446 

CARRIER   FOR   PNEl  MATIC   DISPATCH 

Tt'BE   SYSTEMS 

John  T.  Needham.  North  Plainfield.  N.  J. 

Application  August  31.  1932.  Serial  No.  631.184 

34  Claims.     (CI.  243— S'^i 


-^    4 


1.  A  carrier  for  a  pneumatic  dispatch  tube  sys- 
tem comprising  a  tubular  container  body;  and  a 
composite  buffer  head  comprising  a  ring  of  felt 
forming  a  peripheral  facing  for  the  buffer  head, 
and  a  core  of  compressible  rubber  secured  to  the 
body  of  the  carrier  and  molded  within  said  felt 
ring  to  unite  the  ring  and  core  intimately  and 
permanently. 


2.014,447 

BELT  CONVEYER 

John  T.  Needham,  North  Plainfield.  N.  J. 

Application  October  28,  1932.  Serial  No.  639.981 

28  Claims.     iCl.  198 — 165j 


1.  In  a  sheet  conveyer  system  including  a  pick- 
up conveyer  line  and  a  feed  conveyer  line  extend- 
ing toward  a  receiving  point  of  the  pick-up  line, 
a  delivery  juncture  between  said  lines  comprising 
a  pair  of  pulleys  coaxially  mounted  and  axially 
spaced  apart  to  define  a  sheet  passage  therebe- 
tween in  receiving  register  with  the  feed  line  and 
in  delivery  register  with  the  pick-up  line,  and  a 
conveyer  belt  overlapping  the  peripheries  of  both 
of  said  pulleys  and  trained  around  one  side  there- 
of and  toward  said  receiving  point  of  the  pick-up 
line,  to  convey  sheets  edgewise  through  said  pas- 
sage between  the  feed  line  and  the  pick-up  line. 


2.014.448 

CARRIER  FOR  PNEUMATIC  DISPATCH 

TUBE   APPARATUS 

John  T.  Needham.  North  Plainfield,  N.  J. 

AppUcation  October  28,  1932.  Serial  No.  639,982 

Renewed  June  19,  1935 

16  Claims.     (CI.  243 — 34) 

1.  A  pneumatic  dispatch  carrier  comprising 
relatively  rotatable  inner  and  outer  shells  form- 
ing a  tubular  container  body  and  formed  to  open 
and  close  said  body  at  the  side  thereof  by  relative 
rotation  of  the  shells,  cooperable  stop  means  In- 


tegrally formed  with  said  shells  to  limit  opening 
and  closing  rotation  thereof,  interlocking  retain- 
ing means  integrally  formed  with  the  shells  at 
one  end  thereof  and  located  Inward  clear  of  the 


peripheries  of  the  shells  and  positively  anchoring 
the  shells  together  against  relative  endwise  dis- 
placement, and  cooperable  snap  locking  means 
integrally  formed  with  the  shells  to  releasably 
lock  them  in  closed  relation. 


2,014.449 

METHOD  OF  MAKING  CARRIERS  FOR  PNEU- 

.MATIC  DISPATCH  TUBE  SYSTEMS 

John  T.  Needham,  North  Plainfield,  N.  J. 
Oriirinal  application  Aui;:ust  31,   1932.  Serial  No. 
631,184.     Divided  and  this  application  May  11. 
1933.  Serial  No.  670.427 

11  Claims.     (CI.  18—59) 


1  The  method  of  manufacturing  pneumatic 
dispatch  tube  carriers,  comprising  applying 
plastic  rubber  compound  to  the  body  of  the  car- 
rier, enclosing  said  plastic  rubber  with  a  felt 
bearing  ring,  and  vulcanizing  the  plastic  rubber 
to  make  it  tough  and  resilient  and  to  intimately 
and  permanently  unite  it  with  the  carrier  and 
with  the  felt  bearing  ring. 


2.014.450 

AZO   DYE  ANT)  METHOD   FOR  ITS 

PREPARATION 

Clifford  Paine,  Handforth,  Eng^land,  assig:nor  to 
Imperial  Chemical   Industries  Limited,  a  cor- 
poration of  Great  Britain 
No  Drawing.    Application  July  22.  1933.  Serial  No. 
681.803.     In  Great  Britain  August  16,  1932 
10  Claims.     (CI.  260 — 81) 
6.  Azo  dyes  having  the  following  general  for- 
mula: 

A-N=N-R-N=N-E 

in  which  A  represents  the  residue  of  dehydrothio- 
toluidine-   or   prlmullne-sulfonic   acid.   R  repre- 
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sent5  the  residue  of  l-amlnoaryl-3-methyl-5-py- 
razolone  or  l-aminoaryl-3-carboxyl-5-pyrazolone 
and  E  represents  the  residue  of  an  aminonaph- 
thol-sulfonlc  acid  or  an  N-substitution  product 
thereof. 

2,014.451 

FASTENING   DEMCE 

William  Pfeifer,  Jr.,  Hackensack,  N.  J. 

AppUcation  March  30,  1933.  Serial  No.  663,448 

3  Claims.     (CI.  189—35) 


1  A  device  for  fastening  corrugated  metal 
sheeting  to  a  channel  member  of  a  supporting 
framework,  comprising  a  bolt,  a  bracket  con- 
formed to  engage  the  inner  and  outer  surfaces 
of  the  lower  flange  of  said  channel  member  and 
projecting  beyond  the  web  thereof,  the  projecting 
portion  of  said  bracket  being  provided  with  a  plu- 
rality of  apertures,  through  a  pre-selected  one  ol 
which  said  bolt  is  adapted  to  extend,  means  in 
threaded  engagement  with  the  protruding  end  of 
said  bolt  and  co-acting  with  said  bracket  to  an- 
chor said  sheets  to  said  support  and  a  U-shaped 
fitting  embodying  a  portion  to  abut  upon  the  web 
of  said  member  adapted  to  be  inserted  between 
said  sheeting  and  said  channel  member  and  em- 
bracing said  bolt,  to  support  the  sheeting  for  per- 
foration for  the  reception  of  said  bolt  and  to  re- 
sist distortion  of  the  sheeting  in  response  to  the 
functioning  of  the  aforesaid  anchoring  means. 


the  rail  hoppers  at  the  end  thereof  furthest  from 
the  machine,  reciprocating  means  for  feeding  a 
pair  of  said  rails  and  end  posts  simultaneously  to 
the  nailing  machine  and  for  causing  a  pair  of 
the  latter  from  the  one  hopper  to  be  disposed  at 
the  opposite  ends  of  the  side  rails  with  successive 
reciprocations  of  said  means,  hoppers  for  the  end 
slats  and  central  panel  and  means  included  witn 
said  feeding  means  to  also  feed  the  ilats  and 
panels  and  dispose  them  in  properly  assembled 
relation  to  the  posts  and  rails. 

2.014,453 
FOLDING    SHEET    MATERIAL 

Thomas  C.  Rowen.  Swampscott.  Mass..  assigmor  to 
United  Shoe  Machinery  Corporation.  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
Application  April  27,  1932.  Serial  No.  607,767 
13  Claims.     (CI.  12—55) 


2.014.452 
BOX  MAKING  APPARATUS 

Fred    W.    Rigffs.    San    Jose.    Calif.,    assignor    to 
Donald  Parker  and  Citizens  National  Trust  and 
Savings  Bank  of  Riverside,   administrators  of 
George  D.  Parker,  deceased 
Application  June  21,  1932,  Serial  No.  618.423 
20  Claims.     (CI.  1—14: 


1  An  apparatus  for  making  crate  heads  which 
consists  of  side  rails,  end  posts,  end  slats  and  a 
central  panel,  said  apparatus  comprising  with  a 
nailing  machine,  transversely  spaced  hoppers  for 
the  side  rails  located  ahead  of  the  machine,  a 
single  hopper  for  the  end  posts  disposed  between 


1  The  method  of  folding  a  piece  of  sheet  ma- 
terial having  upon  a  margin  thsreof  a  coat  of 
thermoplastic  cement  and  at  the  same  time 
strengthening  said  material  which  comprises 
progressively  directing  upon  the  body  portion  oi 
the  sheet  material  a  separate  piece  of  tape  naving 
on  that  side  which  will  be  in  contact  with  the 
sheet  material  a  coat  of  thermoplastic  cement, 
progressively  heating  the  two  coats  of  cement  si- 
multaneously while  tbe  tape  and  the  margin  are 
in  separated  relation,  and  thereafter  progressively 
pressing  the  tape  against  the  sheet  material  and 
folding  the  margin.  

2.014.454 

SPOTLIGHT 

John  K.  Russell.  Los  Angeles.  Calif. 

Application  June  26,  1933.  Serial  No.  677,539 

13  Claims.    iCl.  240— 61.13) 


1.  In  a  spotlight  holder  and  moving  means,  a 
body  portion  for  securement  to  a  fixed  support ;  a 


512 


OFFICIAL  GAZETTE 


SEPTEMnKR  17, 1935 


turret  fixture  rotatably  mounted  in  said  body 
portion  for  rotation  in  a  horizontal  direction;  a 
lamp  body  pivotally  mounted  on  said  fixture  for 
adjustment  in  a  vertical  direction;  an  internal 
ring  gear  associated  with  said  body  portion:  a 
member  slidably  mounted  in  said  fixture;  gear 
means  in  said  slidable  member  operatively  con- 
nected to  said  internal  gear  so  that  upon  opera- 
tion thereof  said  fixture  will  be  rotatably  moved 
in  said  body  portion;  means  connected  to  said 
lamp  body  and  to  said  slidable  member  so  that 
upon  reciprocation  of  said  slidable  member  said 
lamp  body  will  be  moved  in  a  vertical  direction; 
and  means  for  operating  said  gear  means  and  for 
reciprocating  said  slidable  member 


2.014.455 
INCINERATING  MEANS 

Martin  C.  Schwab.  Chicago,  111. 

Application  November  17.  1933.  Serial  No.  698.485 

9  Claims.     (CI.  219 — 39) 


1.  Incinerating  means  comprising  a  heating 
member,  a  spaced  tube  surrounding  said  heat- 
ing member,  means  for  movmg  said  tube  closer 
to  said  heating  member  so  as  to  narrow  a  space 
between  them,  and  an  exit  tube. 


2,014.456 

PLOW 

Louis  H.  Smith.  El  Cajon.  Calif. 

Application  March  19,  1934,  Serial  No.  716,342 

5  Claims.     (CI.  97 — 59) 


1.  A  plow  comprising,  a  draw  bar,  a  drawing 
handle  at  its  forward  end,  a  weight  wheel  at 
its  opposite  end,  a  slide  bar  carried  by  said  draw 
bar,  and  a  plow  element  slidable  with  the  slide 
bar  and  disposed  forwardly  of  the  weight  wheel, 
said  draw  bar  and  slide  bar  occupying  an  in- 
clined position  when  in  operation  whereby  slid- 
ing movement  of  the  plow  element  raises  and 
lowers  the  same  with  respect  to  the  weight  wheel. 


2,014,457 
HEAVIER-THAN-AIR  FLYING  MACHINE 

Felix  F.  von  Wilmowsky,  New  York,  N.  Y. 

Application  June  30.  1930.  Serial  No.  465.620 

Renewed  July  25.   1935 

16  Claims.     (CI.  244 — 15 1 

9.  In  a  heavier-than-air  flying  machine,  a  pro- 
pelling mechanism  which  embraces  the  combi- 
nation of  a  pivoted   pole  carrying  a  propelling 


blade  and  of  a  pair  of  eccentric  rimmed  wheels 
holding  the  pole  between  their  rims,  and  of  means 
whereby  the  wheels  are  turned  synchronously  In 
rhythm  so  as  to  keep  the  pivoted  pole  between 


their  rims,  thereby  Imparting  to  the  pivoted  pole 
a  reciprocating  to  and  fro  movement  in  the  plane 
of  the  wheels:  and  of  means  whereby  the  pivoted 
pole  is  simultaneously  revolved  around  iLs  axis. 


2.014,458 
STORAGE   APPARATUS 
Erastus    E.    Winkley.    Lynn,    Mass.,    assig:nor    to 
United  Shoe  Machinery  Corporation,  Paterson 
N.  J.,  a  corporation  of  New  Jersey 
Original  appUcation  February  14.  1929,  Serial  No. 
339,882.     Divided  and  this  application  July    1, 
1932,  Serial  No.  620.519 

SO  Claims.     (CI.  198 — 19) 


1.  In  a  container-storage  apparatus,  a  plu- 
rality of  holding  members  connected  in  an  endless 
series,  each  member  being  arianged  to  receive 
a  plurality  of  containers,  means  for  moving  the 
members  into  container-receiving  position,  con- 
tainer-delivering means  movable  longitudinally 
of  the  holding  members  for  the  successive  delivery 
of  containers  to  a  single  member,  and  means  act- 
ing under  the  control  of  a  change  in  the  travel 
of  the  delivering  means  for  controlling  the  mem- 
ber-moving means. 


2,014,459 
AUXILIARY   VEHICLE   WHEEL 

Charles  S,  Woodruff,  Van  Wert.  Ohio 

Application  September  15,  1934,  Serial  No.  744,177 

12  Claims.     (CI.  301— 38 1 

1.  In  combination,  a  front  vehicle  wheel  having 
a  pneumatic  tire,  a  non-rotatable  frame  portion 
rotatably  supporting  said  wheel  and  movable  for 
steering  the  vehicle  and  auxiliary  wheel,  a  sup- 
port  member  in  which  said  auxiliary  wheel   is 


Skptembeb  17, 1935 


U.  S.  PATENT  OFFICE 


513 


mounted  for  rotation  and  for  bodUy  movernent 
from  a  normal  raised  position  to  a  Predetermined 
lower  position,  said  support  member  being  fixed 
to  said  non-rotatable  frame  portion  and  movable 
therewith  during  steering  movements  of  the  saia 


frame  portion,  said  auxUiary  wheel  being  nor- 
mally above  the  ground  level  and  when  in  its 
lower  position  being  in  contact  with  the  ground 
at  a  point  of  substantially  normal  spacmg  from 
the  pneumatic  tire  axis. 


2,014.461 
SELF-SUPPORTING   EGG  CARTON 

Christ  S.  Anton.  Chicago.  111. 

Application  January  6.  1934.  Serial  No.  705,613 

6  Claims.     (CI.  229—29) 


Of  the  machine,  a  POwer-transmitting  member 
rotatable  about  the  axis  of  the  ^ol^^^^^^^;^^^.^^^; 
ing  lower  and  upper  portions,  means  earned  by 
thi  commn  and  joined  to  the  lower  portion  of 
the  powfr^transmitting  member  for  driving  it. 
a  connection  from  an  upper  portion  of  the  trans- 


•4,U14.460 
COMPOSITE    SHEET    MATERIAL 
Alexander  V.  Aim,  Marblehead.  Mass..  assignor  to 
Dennison  Manufacturing  (  onipany.  Framing- 
ham.  Mass..  a  corporation  of  >*^^^*^^"^'!ii%„„ 
Application  February  14,  1930.  Serial  No.  428,338 
Renewed  February  5,  1935 
9  Claims.       CI.  154 — 46) 

1.  Composite  shel^t  material  characterized  by 
having  a  sheet  of  crepe  paper  and  a  backing, 
joined  together  by  an  intermediate  layer  of  ad- 
hesive elastic  rubber. 


1    An  egg  carton,  comprising  a  single  piece  of 

material  and  including  an  egg-?,"PP°^^^„^^^^.f„*^: 
ment  having  slitted  depressions  therein,  Portions 
of  said  depressions  being  cut  away  for  the  re- 
ception of  locking  tongues,  and  egg-surround- 
ing elements  adjacent  the  supporting  element 
said  egg-surrounding  elements  comprising  paired 
top  and  bottom  members,  and  locking  means  lor 
preliminarily  joining  the  bottom  members. 


mitting  member  to  the  driven  member  of  the 
machine  operable  irrespective  of  the  angular  po- 
rtion of  ?he  machine,  and  a  controUing  connec- 
on"or  the  machine  passing  substanua^axia^^^^ 
through  the  column  and  joined  to  said  control 
part.  ^ 

2.014.463 
Lt^RICATED  PLUG  VALVE 

Francis  Norwood  Bard.  Highland  Park,  I"--  as- 
signor to  Walworth  Patents.  Inc  Boston, 
Mass..  a  corporation  of  Massachusetts^ 

Original  application  December  31.  192-.  her  ai 
No  243  994  Divided  and  this  apphcation  July 
15.1932.  Serial  No.  622  J 11 

3  Claims.     (CL  251 — ai) 


2.014.462 
SHOE  MACHINE 
Milton    H.   Ballard.   Beveriy.   Mass..    assignor   to 
United  Shoe  Machinery  Corporation,  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
Application  June  5.  1933.  Serial  No.  6^4.332 
In  Great  BrIUin  October  10.  1932 
5  Claims.     (CI.  12—1) 
1    The  combination  with  a  column,  of  a  ma- 
chine variable  in  aneular  position  about  the  col- 
umn and  having  a  driven  member  and  a  movable 
control  part  for  altering  the  operating  condition 


1  The  combination  with  a  lubricated  plug  va  ve 
hav'ing  a  casing  provided  with  a  tapered  valve 
seat  and  tapered  valve  member  engaging  said 
seat  of  means  for  applying  heat  to  the  large  end 
of  said  valve  member,  said  means  comprising  a 
separable  cup-shaped  member  engaging  the  cas- 
ing adiacent  the  large  end  of  the  valve  member 
and  having  a  hollow  core  and  means  in  the  outer 
wall  of  said  member  to  admit  heating  fluid  to  the 
core  for  heating  the  valve  member  by  conduction 
through  the  inner  wall  of  said  member. 


5U 
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2.014.464 
CONSTRUCTION  TOY 
Carl   Bierbach,  Newark.  N.  J.,  assignor  to  Steel 
Builder  Company.  Inc.,  Newark,  N.  J.,  a  corpo- 
ration of  New  Jersey 

Application  July  14,  1934,  Serial  No.  735,137 
6  Claims.     (CI.  46 — 37) 


'IH 'C^'  ■'.-  I- -Pi 
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6.  A  toy  set  composed  of  a  plurality  of  elements, 
one  of  said  elements  comprising  a  strip  piece  hav- 
ing a  web,  flanges  provided  at  the  side  edges  of 
said  web,  each  of  said  flanges  being  formed  with 
a  doubled  over  portion  spaced  from  the  main  por- 
tion of  the  flange,  thereby  providing  a  receiving 
recess  extending  throughout  the  length  of  the 
flange,  and  tabs  provided  on  the  ends  of  said  web. 
said  tabs  being  turned  into  overlying  relation  to 
said  web  at  an  angle  of  substantially  forty-flve 
degrees  thereto. 


2.014.465 

COMBUSTION  OUTFIT  FOR  REFRIGERATION 

APPARATUS 

Lee  S.  Chadwick.  Shaker  Heights,  and  Marc 
Resek.  Cleveland  Heights,  Ohio,  assigrnors  to 
Perfection  Stove  Company.  Cleveland,  Ohio,  a 
corporation  of  Ohio 

Orij^inal  application  June  26.  1929,  Serial  No. 
373.740.  Divided  and  this  application  June  16, 
1931,  Serial  No.  544,742 

5  Claims.     (CI.  158 — 2) 


1.  In  apparatus  involving  an  element  to  be 
heated,  the  combination  of  a  support,  and  an  oil 
burning  unit  sustained  thereby  in  operative  rela- 


tion to  said  element,  said  support  comprising  op- 
posed inwardly  facing  channel  members,  and 
said  oil  burning  unit  consisting  of  a  tray  slldable 
within  said  members,  a  pipe  above  and  rigidly 
connected  to  the  tray,  an  oil  burner  and  an  oil 
reservoir  secured  to  and  communicating  with  the 
pipe  and  spaced  apart  longitudinally  thereof,  and 
a  shield  carried  by  and  rising  from  the  pipe  be- 
tween the  burner  and  reservoir. 


2,014.466 
BASE  FOR  STATIONARY  MACHINERY 
Charles  C.  Cheyney,  Buffalo,  N.  Y.,  assignor  to 
Buffalo  Forge  Company,  Buffalo.  N.  Y.,  a  cor- 
poration of  New  York 

Application  July  24,  1933,  Serial  No.  681,897 
4  Claims.     (CI.  248—22) 


1.  An  article  of  manufacture  comprising  a 
fabricated,  self-contained,  unitary  base  struc- 
ture having  a  main  rectangular  base  portion  for 
a  centrifugal,  housed  fan,  an  offset  supplemental 
rectangular  base  portion  for  a  motor  for  the 
fan,  a  group  of  cushioning  elements  carried  by 
and  rigidly  secured  to  one  of  the  base  portions 
for  resiliently  supporting  the  fan,  a  motor  plate 
for  the  motor,  and  a  group  of  cushioning  ele- 
ments carried  by  and  rigidly  secured  to  the  other 
base  portion  for  resiliently  supporting  the  motor 
plate,  the  motor  plate  being  slotted  so  that  the 
motor  may  be  adjustably  positioned  thereon,  the 
cusliioning  elements  being  so  located  on  the  base 
structure  that  when  the  fan  and  motor  are  placed 
in  position  they  will  bs  in  proper  a'ignment. 


2.014.467 
CUSHIONING   SUPPORTING  MEANS 
Charles  C.  Cheyney,  Buffalo.  N.  Y.,  assignor  to 
Buffalo  Forge  Company,  Buffalo,  N.  Y.,  a  cor- 
poration of  New  York 

Application  June  16,  1934.  Serial  No.  730,963 
4  Claims.     (CI.  248—22) 


1.  Cushioning  means,  comprising  a  foundation 
bolt,  means  for  anchoring  such  bolt  perpendicu- 
larly to  the  surface  carrying  the  same,  a  cushion- 
ing unit  carried  by  the  bolt,  such  unit  having  a 
predetermined  resiliency  and  so  designed  that  it 
is  always  under  shear  distortion  when  car- 
rying a  load  and  is  carried  by  said  bolt,  and  means 
carried  by  the  bolt  for  adjustably  positioning  the 


Septembkb  17, 1935 


U.  S.  PATENT  OFFICE 


515 


cushioning  unit  on  the  bolt  whereby  when  placed 
on  the  deck  of  a  boat  the  cushioning  unit  may 
Se  p^itioned  above  the  deck  and  thereby  the  deck 
may  be  flushed  without  injury  to  the  cushioning 
unit  from  the  elements  of  the  flushing  compound. 


•       >  2.014.468  ^   ^^ 

MACHINF   FOR   CONTINX  OUS   MOLDING  OF 

HOLLOW  RUBBER  ARTICLES 
Le-Tis  J   Clayton,  Toronto.  Ontario.  Canada,  as- 
signor   to    The    Viceroy    Manufacturing   Com- 
pany,  Limited.  Toronto.  Ontario.  Canada 
Application  February  20,  1933.  Serial  No.  657.611 
.  15  Claims.     (CI.  18—4) 


2.014.470 
Ti/fArTTTVF      AND     METHOD     FOR     USE     IN 
^^T^T?HINGAnS  SOFTENING  LEATHER 
John  H.  Connor.  Newton,  and  Matthew^M.  Mer- 
ritt.  Middleton.  Mass.,  assignors  to  The  Tan- 
ning Process  Company,  Boston.  Mass.,  a  cor- 
poration of  Massachusetts  oinoia 
AppUcation  May  12,  1932,  Serial  No.  610,918 
12  Claims.     (CL  149— 20) 


1  A  molding  machine  comprising  a  .frame 
having  a  continuous  trackway,  a  plurality  of 
separable  molds  mounted  to  travel  in  said  con- 
tinuous trackway  and  adapted  during  their 
travel  to  be  pressed  together  in  grouped  forma- 
tion to  maintain  a  closing  Pressure  thereon, 
means  for  applying  heat  to  said  molds  for  a  pre- 
Sltermned  distance  of  travel  thereof,  and  means 
for  effecting  the  travel  of  said  molds,  including 
r^eans  maintaining  the  molds  in  grouped  closing 
Sl-essure  contact  the  one  with  the  other  during 
K  pas^ge  through  the  zone  of  heat  applica- 
tion.   

2,014.469 
FOLDING  MACHINE  „   ,,    , 

John  B.  Coffey.  Boston.  Mass..  assignor  to  United 
Shoe  Machinery  Corporation,  Paterson,  N.  J.,  a 
corporation  of  New  Jersey  . 

Application  August  13.  1931.  Serial  No.  556,764 
26  Claims.     (CI.  12—55) 


*t     f>      |^4    ><t 


*1 

1  That  improvement  in  methods  of  stretch- 
ing substantially  dry  pieces  of  leather  which 
comprises  pressing  a  body  of  resilient  material 
having  a  friction  surface  into  firm  contact  with 
such  a  piece  of  leather,  and  displacing  said  re- 
silient material  in  opposite  directions  in  the  plane 
thereof  at  and  from  the  place  of  pressure  thereby 
causing  the  frictional  drag  of  the  friction  surface 
on  the  piece  of  leather  to  stretch  the  piece  of 
leather  in  opposite  directions  from  said  place. 

2,014.471 
PROCESS  OF  SEALING-OFF  VESSELS 
CONTAINING  GAS 
Mihaly    de   Neumann.    Budapest.    Hungary,    as- 
signor to  Egyesiilt  Izzolampa    es    ViUamossagi 
Reszenytarsasay  Ujpest.  Hungary 
Application  August  9.  1933.  Serial  No.  684,365 
In  Germany  June  17,  1932 
6  Claims.     (CI.  49— 81) 

f 


1  A  machine  of  the  class  described  having  in 
combination,  a  support  for  a  shoe  par  .  means  for 
feeding  the  shoe  part  over  the  support,  a  member 
manipulation  of  which  starts  and  stops  the  ma- 
S2ne  and  means  responsive  to  movement  of  said 
member  for  instantly  applying  heat  to  the  shoe 
nart  when  the  machine  is  started  and  for  in- 
stantly stopping  the  application  of  heat  when 
the  machine  is  stopped. 


1    In   the    manufacture   of   gas-filled   electric 
lamps,  wherein  the  bulb  of  each  lamp  contains 
a  gas  under  pressure  greater  than  that  oi  tne 
atmosphere  and  is  pro\ided  with  a  tube  of  vitre- 
ouTmater'al  connected  to  said  bulb,  the  process 
for  sealing-of!  the  bulb  by  air-tightly  closing  said 
tube   which,  in  a  combined  group  of  steps,  con- 
sists'in  heating  said  tube  until  it  is  plastic  enough 
to  be  compressed  and  be  proof  against  fracture 
and  breakage,  and  thereafter,  while  said  heated 
tube  is  yet  sufficiently  resistant  to  withstand  be- 
ing blown  out  by  the  interior  gas  pressure   corn- 
pressing  and  thereby  closing  the  plastic  tube  by 
means  of  a  tool. 

2.014.472 

APPLICATION  OF  SOL>'ENT  IN  PREPARING 

OUTERSOLES 

John    W    French.   Beverly.    Mass..    assignors    to 

United  Shoe  Machinery  Corporation.  Paterson, 

N  J    a  corporation  of  New  Jersey 

Application  November  13.  1931.  Serial  No.  574,829 

7  Claims.     (CI.  12—142) 

1    The  method  of  preparing  an  outersole  for 

permanent  attachment  to  a  lasted  shoe  by  means 

of  adhesive  which  includes  the  step  of  ^evl^4ng 

the  dried  cement  upon  a  sole  by  holding  the  sole 
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inverted  with  the  cemented  surface  facing  down- 
wardly, and   flowing   the   solvent  UE>on  the  ce- 


?m^ 


Hr'A^' 


mented  surface,  allowing  any  excess  solvent  to  fall 
away  from  the  sole  without  coating  the  tread 
surface  thereof. 


2.014,473 
TURN  SIGNAL 

Joseph  G.  Guttmann,  St.  Paul.  Minn. 

Application  April  9,  1934.  Serial  No.  719,649 

6  Claims.     (CI.  116 — 52) 


1.  A  turn  signal  having  in  combination,  means 
constructed  and  arranged  to  extend  through  a 
support  on  an  automobile,  and  be  held  in  station- 
ary relation  thereto,  said  means  having  a  passage 
therethrough,  a  lever  fulcrumed  on  said  means 
at  the  outer  side  thereof  normally  extending  in 
substantially  V3rtical  position  and  constituting  a 
turn  signal,  a  member  secured  to  said  lever  and 
extending  through  said  passage  to  the  interior  of 
said  automobile,  an  oscillatable  handle  movable 
on  said  means,  means  for  moving  said  member 
longitudinally  to  swing  said  lever  downwardly 
when  said  handle  is  oscillated  and  means  for  re- 
turning said  lever  and  handle  to  normal  position. 


2.014.474 

FLOOR   TRAP   SIGNALING   DEVICE 

Richard  M.  Hopkins,  "llatherford.  N.  J.,  assignor 

to  American  District  Telegraph  Company.  New 

Yorli.  N.  Y..  a  corporation  of  New  Jersey 

AppUcation  June  17,  1930.  Serial  No.  461,732 

23  Claims.  (CI.  177—314) 
20.  In  combination,  a  double  contact  switch 
having  terminal  arms,  a  contact  pin  on  one  ter- 
minal arm  of  said  switch,  a  collar  including  a 
screw  section  having  threads  engageable  with  the 
pin  to  move  the  latter,  a  spool  revoluble  with 
said  screw  collar,  means  for  revolvably  support - 


Ing  said  collar  and  spool,  a  conductor  coiled  on 
said  spool  and  electrically  connected  to  said  col- 
lar, a  jack,  means  on  the  conductor  for  fric- 
tional  connection  with  said  jack,  said  connection 
fiuiapted  to  break  when  the  conductor  is  struck. 

23.  In  combination,  an  electrical  conducting 
piece  adapted  to  be  connected  to  a  line;  a  flex- 
ible conductor  having  an  outer  end  and  an  inner 
end;  means  yieldably  releasably  connecting  said 
outer  end  to  said  piece;  yieldable  means  tending 
to  draw  the  inner  end  of  the  conductor  away  from 
said  piece,  to  tighten  the  conductor,  when  the 
outer  end  Is  fastened    thereto,  and  adapted  to 


/*- 


withdraw  the  outer  end  portion  of  the  conductor 
from  said  piece  if  the  outer  end  becomes  released 
from  said  piece:  a  switch:  means  for  electrically 
connecting  one  member  of  said  switch  to  the 
inner  end  of  said  flexible  conductor;  and  means 
operated  by  said  yieldable  means  for  closing  the 
said  switch  after  said  outer  end  portion  has 
been  drawn  by  the  yieldable  means  a  sufficient  dis- 
tance toward  the  yieldable  means,  thereby  to 
tighten  the  conductor  when  secured  to  said 
piece,  and  for  opening  said  switch  after  the  con- 
ductor is  drawn  a  sufficient  distance  from  the 
yieldable  means,  and  for  disposing  said  switch 
in  open  position  whenever  a  reversal  of  con- 
ductor movement  direction  takes  place  and 
movement  is  continued  sufficiently  in  the  re- 
versed direction. 


2,014,475 
AUTOMATIC    SCREW -DOWN   CONTROL   FOR 

ROLUNG   MILLS 
Guy  Newton  Hughes,  Gadsden.  Ala.,  assignor,  by 
mesne  assignments,  to   The   .American  Rolling 
Mill  Company,  Middletown,  Ohio,  a  corporation 
of  Ohio 
Application  January  12,  1932.  Serial  No.  586.223 
5  Claims.      (CI.  80—56) 


41 


/H»j» 
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1.  In  a  roiling  mill  for  rolling  and  re-rolling 
stock,  said  stock  always  passing  through  a  given 
pass  in  the  same  direction  having  rolls  and  ad- 
justing head  screws  therefor,  means  to  actuate 
the  head  screws  comprising  a  crank,  a  reversible 
motor  to  oscillate  the  crank,  a  transmission  be- 
tween said  motor  and  crank,  a  series  of  limit 
switches,  an  arm  movable  with  the  crank  to  trip 
raid  switches  and  reset  them  as  it  oscillates,  cir- 
cuits containing  switches  and  relays  which  are 
controlled  by  each  limit  switch  to  stop  the  mo- 
tor, and  means  for  controlling  said  circuits  re- 
sponsive to  the  movement  of  the  rolled  stock  to 
ctart  the  motor  and  to  reverse  it. 
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2.014.476 

SPEED  CHANGE   DEVICE 

William  Horace  Johnson.  Cranston.  R.  I.,  assignor 

to    Weskenson   Corporation,    a    corporation   of 

Rhode  Island 

Application  June  4,  1932,  Serial  No.  615,301 

7  Claims.     (CI.  74—283) 


1.  In  a  speed  change  device,  a  drive  shaft,  a 
driven  shaft,  gearing  between  said  shafts,  a 
control  member  cooperating  with  said  gearing,  a 
cam  driven  by  said  drive  shaft,  a  follower  on  said 
cam,  a  rack  operated  by  said  follower,  a  gear 
operated  by  said  rack,  a  counter  shaft,  a  one- 
way clutch  between  said  counter  shaft  and  gear, 
a  worm  driven  by  said  counter  shaft  and  a  worm 
wheel  on  said  control  member  and  meshing  with 
said  worm. 

2,014,477 

PAPER  CONTAINER 

Bess  B.  Lee,  St.  Paul,  Minn.,  assignor  to  David  C. 

Shepard.  St.  Paul,  Minn. 

Application  April  12,  1933,  Serial  No.  665,722 

3  Claims.     (CL  22»— 21) 


1.  A  tub  compr.sing  a  body  portion  formed  of 
a  number  of  laminae  arranged  in  overlapping 
relation  and  secured  together,  said  laminae  having 
tongues  issuing  from  the  ends  thereof,  the  adjoin- 
ing tongues  being  adapted  to  be  turned  into  over- 
lapping arrangement  upon  themselves  and  se- 
cured together  to  form  a  bottom  for  the  tub,  said 
tongues  being  constructed  with  converging  edges, 
the  degree  of  convergence  thereof  within  the 
bottom  increasing  toward  the  ends  of  the  tongues. 

2.  A  tub  comprising  a  body  portion  and  a  bot- 
tom integral  therewith,  said  bottom  being  formed 
with  an  integral  protuberance  in  the  vicinity  of 
its  center  extending  outwardly  beyond  said  bot- 
tom, and  a  hoop  at  the  periphery  of  said  bottom, 
extending  beyond  the  bottom  the  same  distance 
as  sa.d  protuberance,  said  hoop  and  said  pro- 
tuberance supporting  said  tub  on  the  surface  on 
which  it  may  be  placed. 

458   O.   G.— :H 


2.014.478 

CHILD'S  RESTRAINING    ATTACHMENT 

FOR  BEDS 

Elizabeth  Luetteke.  Chicago.  HI. 

AppUcation  July  21,  1934.  Serial  No.  736,295 

1  Claim.     (CI.  24 — 72.5) 


A  child's  restraining  device  of  the  character 
described  comprising  a  flexible  strap  of  substan- 
tial length,  a  hook  secured  to  the  strap  and 
adapted  to  be  hooked  into  the  bed  spring  beneath 
the  mattress,  a  garment  engaging  clasp,  a  strap 
secured  by  one  end  to  the  clasp,  means  whereby 
the  length  of  one  of  said  straps  may  be  varied, 
means  connecting  the  other  ends  of  the  straps 
together,  the  said  connecting  means  comprising 
separable  elements  one  of  which  is  secured  to 
each  of  the  straps. 


2.014.479 
LAND  LEVELER 

Charles  H.  Martin.  Los  Angeles.  Calif. 

Application  Mav  20,  1931.  Serial  No.  538,648 

14  Claims.     (CI.  37—169) 


^ 


^^^S 


14.  A  land  leveler  of  the  character  described 
comprising  a  draft  frame,  a  scraper  pivotally  con- 
nected to  the  draft  frame  for  tilting  movement 
into  and  out  of  scraping  engagement  with  the 
ground,  means  for  tiltably  operating  the  scraper, 
and  a  pair  of  wheels  mounted  on  axles  swingable 
about  the  pivot  connection  of  the  scraper  and  the 
frame  as  the  scraper  tilts,  said  wheels  being  out 
of  ground  engagement  when  the  scraper  is  in 
scraping  engagement  with  the  ground  and  being 
swung  downwardly  into  ground  engagement  to 
support  the  scraper  by  forward  tilting  of  the 
scraper  out  of  ground  scraping  position. 


2.014,480 
PLUG  VALVE 

Jesse  C.  Martin.  Jr..  Los  Angeles.  Calif.,  assignor 
to  Walworth  Patents.  Inc..  Boston.  Mass.,  a  cor- 
poration of  Massachusetts 

Application  August  29.  1931.  Serial  No.  560.212 
6  Claims.  (CI.  251— 103) 
1.  In  a  plug  valve,  in  combination,  a  casing 
having  a  tapered  seat  terminating  at  its  larger 
end  in  a  recess,  a  tapered  valve  member  for  en- 
gaging said  seat,  transverse  passageways  in  said 
casing  and  valve  member  for  flow  of  fluid,  an  op- 
erating stem  for  said  valve  member  extending 
beyond  said  casing  and  defining  a  shoulder  on 
said  valve  member  adjacent  the  bottom  of  said 
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recess,  a  valve  retaining  flange  on  said  casing  hav- 
ing a  portion  extending  within  said  recess  and 
by  said  shoulder  out  of  engagement  with  said 


overlying  said  shoulder,  and  a  packing  supported 
recess  bottom  and  m  engagement  with  the  ad- 
jacent end  of  said  overlying  portion  of  said  flange. 


2,014,481 
PLUG   VALVE 
French    Hugh    Morehead.    Brookline,    Mass.,    as- 
signor to  Walworth  Patents,  Inc.,  Boston,  Mass., 
a  corporation  of  Massachusetts 
.Application  February  29.  1932.  Serial  No.  595,822 
16  Claim.     (CI.  251—93) 


?s%r''./-^. 


^^ 


16.  In  a  valve  structure,  in  combination,  a  valve 
body  member  having  a  seat  and  a  valve  member 
engaging  said  seat,  fluid  passageways  in  said  body 
member  and  a  port  in  said  valve  member  adapt- 
ed to  register  with  said  passageways  when  the 
valve  member  is  in  open  position,  longitudinal 
grooves  in  the  seating  surface  of  one  of  said 
members  extending  on  each  side  of  said  port 
and  passageway  in  the  full-open  and  full-closed 
positions  of  the  valve  member  and  a  reservoir  for 
lubricant  in  the  other  said  member  having  a  duct 
extending  therefrom  into  communication  with 
diametrically  opposite  sides  of  said  seating  sur- 
faces, said  duct  being  overlapped  by  at  least  one 
of  said  longitudinal  grooves  in  the  full  closed 
position  of  the  valve  member,  all  of  said  grooves 
being  disconnected  from  the  reservoir  supply 
when  the  valve  member  is  rotated  from  said 
position. 


2.014.482 
AXLE  SHIM 

Eugene  T.  Pedranti.  Petaluma.  Calif. 

Application  May  4.  1931,  Serial  No.  534,742 

Renewed  June  2.  1934 

3  Claims.     iCl.  267—52) 

1.  An   axle   shim    comprising    a   plate   having 
therein  a  central  aperture  elongated  transversely 


of  said  plate  and  a  groove  extending  longitudinally 


of  said  plate  for  demarking  an  easily  separable 
portion  of  said  plate. 


2.014.483 

FLUSH    VALVE 

Emil  Price  and  William  A.  Pfister, 

Los  .Angeles.  Calif. 

Application  May  27.  1932.  Serial  No.  614.022 

1  Claim.     (CI.  251—156) 


A  valve  organization  comprising  a  member 
having  a  vertical  chamber  provided  with  a  liquid 
intake  at  its  lower  end  and  an  outlet  inter- 
mediate of  its  ends;  a  seat  at  said  intake;  a 
thimble  passing  Into  the  chamber  from  the  up- 
per end  thereof;  a  valve  adapted  to  operate  In 
said  thimble  and  to  coact  with  the  seat  to  re- 
spectively cover  and  uncover  the  latter;  the 
thimble  having  a  lower  portion  whose  external 
face  IS  spaced  apart  from  the  walls  of  the  cham- 
ber to  provide  a  liquid  space  extending  from  the 
lower  end  of  the  chamber  to  said  outlet,  and  hav- 
ing orifices  opening  toward  said  seat;  the  seat 
extending  in  a  vertical  direction  into  the  cham- 
ber and  spaced  apart  from  the  orifices  and  co- 
acting  with  the  liquid  space  to  provide  a  liquid 
well  in  said  space  and  around  said  seat. 


2.014.484 
AZO  DYESTITFS 

Richard  Stusser,  Cologne- Deuti.  Karl  Dobmaier, 
Leverkusen.  and  Richard  Stroebel.  Dusseldorf, 
Germany,  assignors  to  General  Aniline  Works, 
Inc.,  New  York.  N.  Y.,  a  corporation  of  Dela- 
ware 

No    Drawing.     Application    December    30.    1931, 
Serial  No.    584,014.     In   (iermanv   January   10 
1931 

4  Claims.     (CI.  260—78) 
1.  Azo  dyestuffs  of  the  general  formula: 


\ 

R 

/ 


[ 


N=N-R' 


wherein  R  stands  for  the  radical  of  a  diazotlza- 
tlon  component  of  the  benzene  or  naphthalene 
series,  r  .stands  for  a  hydroxy  or  carboxylic  acid 
group  and  R'  stands  for  the  radical  of  a  hydroxy- 


Septembbs  17, 1935 


U.  S.  PATENT  OFFICE 


519 


or  an  amlno-carbazole  compound  capable  of  be- 
ing coupled  to  form  an  azo  dyestuff.  being  gen- 
erally dark  powders  dyeing  brown  to  blackish 
violet  shades  and  yielding  when  after-treated 
with  a  compound  yielding  a  heavy  metal  of  the 
group  consisting  of  copper,  chromium  and  co- 
balt the  corresponding  heavy  metal  complex 
compounds  of  the  azo  dyestuffs. 


2.014,485 
ANGLE  INDICATOR  FOR  CORNICE  BRAKES 

Benjamin  J.  Themar,  Hastings,  Nebr 

Application  July  6.  1934,  Serial  No.  .34,055 

5  Claims.     (CI.  153— 16) 


i^j-y 


1  In  combination  with  the  base  plate  and 
apron  of  a  cornice  brake,  and  a  pivot  pin  for  the 
ap'-on  a  protractor  dial  mounted  on  the  base 
plate  'a  i>ulley  mounted  on  said  pivot  for  rota- 
tion with  the  apron  of  the  brake,  a  pivoted  point- 
ed arranged  to  sweep  over  the  graduations  on 
the  dial  and  a  member  windable  on  the  pulley 
and  secured  at  one  end  thereto,  and  at  an  oppo- 
site end  to  the  pointer  for  moving  the  pointer  m 
consonance  with  the  swinging  of  the  apron  for 
Indicating  the  angle  being  formed  in  the  cornice. 


2.014.486 
TRANSMISSION  MECHANISM 
Jesse    G.    Vincent,    Detroit,    Mich.,    assignor    to 
Packard  Motor  Car  Company,  Detroit,  Mich.,  a 
corporation  of  Michigan  .   .  ^,      ^oi  mno 

Application  December  17.  1931,  Serial  No.  581,708 
^^  26  Claims.     (CL  74— 339) 


m^ 


2.014,487 

AZODYESTUFFS  INSOLUBLE  IN  WATER  AND 

FIBERS  DYED  THEREWITH 

Werner  Zerweck  and  Karl  Schiiti.  Frankfort-on- 
the-Main-Fechenheim,  Germany,  assignors  to 
General  Aniline  Works.  Inc.,  New  York,  N.  Y., 
a  corporation  of  Delaware  _     . 

No  Drawing.     Application  May  15,  1934.  Serial 
No.  725,820.    In  Germany  May  23,  1933 
8  Claims.     (CI.  260—95) 
1.  Azodyestuffs  corresponding  to  the   general 
formula: 

N=N— Ri 


R,-SOt-CH 


wherein  Ri  means  a  radicle  of  the  benzene  series 
and  R2  a  combining  component  of  the  group 
consisting  of  arj-'lamides  of  acylacetic  acids  and 
ortho-hydroxy-aryl-carboxylic  acids. 


26  In  a  motor  vehicle  having  selective  change 
speed  gearing  Including  a  synchronizer,  the  com- 
bination with  mechanical  means  for  effecting  se- 
lection of  said  gearing,  of  means  including  a 
servo-motor  operable  successively  in  opposite  di- 
rections during  selection  of  said  gearing  to  ren- 
der said  synchronizer  first  effective  and  then  in- 
effective. 


2,014,488 

MOP 

Joseph  D.  Bates,  West  Springfield,  Mass. 

Application  March  1.  1934,  Serial  No.  713.5<0 

14  Claims.    (CI.  15— 119) 


4.  A  mop  comprising  in  combination,  a  mop- 
holding  member  having  spaced  side  portions,  a 
mopping  element  having  a  marginal  edge  por- 
tion disposed  between  and  held  by  said  side 
portions  of  the  mop-holding  member  and  a  main 
body  portion  extending  outwardly  from  the  mar- 
ginal edges  of  said  side  portions,  and  a  pair  of 
squeezing  members  hinged  to  said  mop-holding 
member  adjacent  said  side  portions  and  ar- 
ranged for  relative  swinging  movements  between 
a  squeezing  position  at  opposite  sides  of  the  main 
body  of  the  mopping  element  and  extending  for- 
wardly  of  the  said  side  portions  and  a  non- 
squeezing  position  away  therefrom,  and  adapted 
to  squeeze  the  main  body  portion  of  the  mopping 
element  between  them  when  In  said  squeezing 
position. 

2.014,489 

ACID  SULPHURIC  ACID  ESTERS  OF  LEUCO 

DERIVATIVES  OF  VAT  DYESTUFFS 

Wilhelm  Bauer.  Leverkusen-Wiesdorf,  and  Erwin 
Kramer  Cologne-Deutz,  Germany,  assignors, 
by  mesne  assignments,  to  Durand  &  Huguenin 
A.-G..  Basel,  Switzerland,  a  corporation  of 
Switzerland  ,,     ,^„„     _.     .   , 

No  Drawing.     Application  July  11.  1933,   Serial 
No.  679,990.    In  Germany  July  20,  1932 
1  Claim.      »Cl.  260—99.12) 
The  leuco  sulphuric  acid  esters  of  phthaloyl- 
fluoranthenes  wherein  the  nuclei  may  be  substi- 
tuted by  halogen  atoms  or  alkyl    groups,   and 
wherein  the  carbon  atoms  being  subsUtuted  by 
the  — O  SO3H  groups  are  attached  m  vicinal  po- 
sitions of   the  fluoranthene   radical     said    com- 
pounds being  yellow  products,  easily  soluble  in 
water   yielding  on  textile  fibres  strong  and  clear 
yellow  rhades  of  excellent  fastness  properties,  es- 
pecially to  light. 
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2,014.490 

MOP  CLAMP 

Simon  Brandel,  Conshohocken,  Pa. 

AppUcaUon  October  17.   1934.  Serial  No.  748.739 

1  Claim.     (CI.  306 — 1) 


A  structure  of  the  class  described  comprising  a 
handle-receiving  socket,  an  integral  jaw  unit 
carried  thereby,  said  jaw  unit  including  a  shank 
formed  with  a  hanger  lug,  and  further  Including 
a  horizontally  disposed  longitudinally  elongated 
channel-shaped  clamping  jaw,  each  longitudi- 
nal free  edge  thereof  being  serrated,  means  at- 
taching said  jaw  to  said  hanger  lug.  a  relatively 
movable  jaw  unit  hingedly  attached  to  said  lug 
and  including  a  jaw  corresponding  in  formation 
to  the  f.rst-named  jaw,  a  detachable  adjusting 
and  retaining  bracket  cooperable  with  said 
socket,  said  bracket  being  of  such  angular  forma- 
tion as  to  regulate  the  space  or  distance  between 
the  two  clamping  jaws  so  as  to  allow  said  jaws 
to  be  employed  in  conjunction  with  either  a  stiff 
back  brush  or  a  soft  mop  head  as  desired. 


2,014.491 

LOCKER 

Fredrick  L.  Brunswick.  Oswefo,  N.  Y. 

Appiication  December  3,  1934.  Serial  No.  755,820 

7  Claims.     (CL  312—174) 


1.  In  a  locker  unit  a  cabinet  having  doors 
mounted  thereon,  a  headwear  supporting  and 
locking  member,  a  manually  operable  member, 
means  operably  coupled  with  said  manually  op- 
erable member  and  with  the  doors,  including  a 
shaft  and  a  link  mechanism  actuated  thereby, 
whereby  said  doors  are  actuated  to  opened  and 
closed  position  upon  actuation  of  said  manually 
operable  member,  and  said  headwear  supporting 
and  locking  member  being  operably  associated 
with  said  manually  operable  member  and  actuated 
thereby  to  lock  and  unlock  the  headwear  sup- 
porting and  locking  member  simultaneously  with 
the  opening  and  closmg  of  the  doors. 


2.014.492 
BEER   FAUCET   AND  TAP 

Kenneth  Miles  Burd^e.  Cincinnati.  Ohio,  assignor 

of  two-thirds  to  Louis  Valerio.  Cincinnati.  Ohio 

Application  May  28.  1934.  Serial  No.  728.032 

4  Claims.     (CI.  225 — 41) 


.M 


'  \ 

1.  A  faucet  and  tap  comprising  a  casing  having 
a  valve  seat  therein,  means  to  couple  said  casing 
to  the  flanged  coupling  nipple  of  the  tap  bushing 
of  a  beverage  container,  a  valve  slidably  guided 
in  the  casing,  said  valve  Including  a  head  adapted 
to  cooperate  with  said  valve  seat  to  control  the 
flow  of  the  beverage  through  the  casing  and  a 
stem  engageable  with  a  cork  in  said  tap  bushing 
when  the  valve  is  substantially  seated  and  the 
casing  is  coupled  to  the  coupling  nipple  of  said 
tap  bushing,  and  means  for  operating  said  valve 
to  seat  and  unseat  the  same  and  to  cause  the  stem 
to  drive  the  cork  out  of  said  tap  bushing  when 
the  valve  is  initially  unseated  subsequent  to  cou- 
pling of  the  casing  to  said  coupling  nipple. 


2.014.493 

HYPODERMIC  SYRINGE  PLUNGER 

RETARDING  MEANS 

Lo^an  Eisele,  Nashville.  Tenn. 

Application  December  15.  1931.  Serial  No.  581,240 

11  Claims.     (CI.  128—218) 


10.  A  device  of  the  character  described  com- 
prising a  frame  of  resilient  material  having  U- 
shaped  members  at  opposite  sides  of  the  frame 
to  engage  opposite  sides  of  the  flange  of  a  syrmge 
barrel,  at  least  one  U-shaped  member  on  said 
frame  above  said  first  members,  and  a  roller 
mounted  on  said  second  U-shaped  member. 


2.014.494 
SCOLHING   PAD  HANDLE 

John  Fiumefreddo.  Chicago.  111. 

Application  .March  21.  1933.  Serial  No.  661,992 

Renewed  February  12,  1935 

2  Claims.     (CI.  15—154) 

1.  A  scouring  pad  holder  or  handle  Including  a 
member  formed  of  a  single  piece  of  resilient  wire 
centrally  bent  upon  itself  to  form  an  open  loop 
and  to  present  a  pair  of  legs  having  their  inner 
portions  twisted  together  to  form  a  shank,  the  re- 
maining portions  of  the  legs  bemg  crossed  at  an 
Intermediate  point  and  then  extended  in  normally 
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diverging  relation,  said  legs  terminating  in  free 
outer  ends  extending  outwardly  at  an  acute  angle 
with  their  respective  legs  and  on  which  the  pad  is 
adapted  to  be  engaged,  and  a  ring  slidable  on  the 


2.014.497 

MACHINE  FOR  MAKING  PAPER  BAGS 

Howxe  HaskeU,  Richmond,  Va.,  assigmor  to  Jamea 

River  Paper  Products,  Inc.,  Richmond,  Va. 

Application  June  10,  1933,  Serial  No.  675,303 

4  Claims.     (CI.  93— 13) 


outer  portions  of  the  legs  and  movable  outwardly 
to  contract  such  outer  portions  of  the  legs  toward 
each  other  into  gripping  engagement  with  the  pad 
and  to  firmly  crowd  the  pad  into  engagement  with 
said  free  outer  ends  of  the  legs. 


2  014,495 
SOUND  RECORDING 
Leo  Goldhammer.  Munich,  in  Bavaria,  Germany, 
and  Frani  Sochor,  Vienna,  Austria,  assignore  to 
Ajfa  Ansco  Corporation,  Binghamton,  N.  Y.,  a 
corporation  of  New  York  -.4  «-,« 

Application  November  26,  1932,  Serial  No.  644.530 
In  Germany  December  2,  1931 
5  Claims.     (CL  274—11) 


3  A  device  for  recording  sounds  on  an  endless 
film  band  which  comprises  In  combination  a  car- 
rier an  endless  film  band  on  said  carrier,  means 
for  'moving  said  film  band  in  longitudinal  di- 
rection, a  recording  device  adapted  to  register 
sounds  on  said  film  band,  means  for  moving  said 
carrier  and  said  recording  device  transversely 
to  each  other  at  a  uniform  speed,  and  means 
gripping  frictionally  said  means  for  moving  saia 
carrier  and  said  recording  device  transversely  to 
each  other,  for  changing  said  uniform  speed  ac- 
cording to  the  length  of  said  film  band. 


»=L 


1    In  a  bag  making  machine,  means  for  sup- 
porting a  paper  supply  roll,  means  for  drawing 
the  paper  from  the  supply  roll  and  feeding  it  for- 
ward, means  for  engaging  the  advancing  sheet 
of  paper  to  fold  lateral  flaps  over  the  middle  sec- 
tion thereof,  means  between  said  paper  supply 
roll  support  and  said  folding  means  for  applying 
two  lines  of  adhesive  to  the  paper  near  its  edg« 
on  the  side  which  is  to  be  the  outer  face  of  said 
flaps  when  the  paper  is  folded,  a  guide  roU  for 
the  paper  between  said  adhesive  applying  means 
and  said  folding  means,  said  guide  roll  being  on 
the  side  of  the  paper  to  which  the  adhesive  is  ap- 
plied and  having  slots  therein  spanning  the  lines 
of  adhesive,  means  for  cutting  the  paper  trans- 
versely into  lengths,  and  means  for  folding  said 
lengths  on  a  transverse    line    midway    between 
their  ends  to  bring  the  lines  of  adhesive  on  the 
two  halves  of  each  flap  into  contact. 


2,014,496 
REFRIGERANT       FOR       REFRIGERATING 
PROCESSES    IN    WHICH    THE    REFRIGER- 
ANT HAS  TO  BE  COMPRESSED 
Aurust  Guyer,  Zurich.   Switzerland    assignor  to 
the  firm  Escher  Wyss  Maschinenfabnken,  Ak- 
tiengesellschaft,  Zurich.  Switzerland 
No  Drawinf.     Application  March  27    1933    Sena! 
No    663  104.     In  Switzerland  April  5,  Vdil 
4  Claims.     (CI.  62 — 178) 
1    The  refrigeration  method  comprising  cen- 
trifugally  compressing  and  then  expanding  a  bro- 
mide of  one  of  the  lower  members  of  the  vinyl 
group  as  refrigerant. 


2,014,498 
HALOGENATED  DERIVATI\JES  OF  THIAZOLE 

AND  PROCESS  OF  PREPARING  THE  SAME 

Treat  B.  Johnson,   Bethany.  Conn.,  assignor  to 
Winthrop  Chemical  Company,  Inc..  New  lorn, 
N.  Y.,  a  corporation  of  New  York 
No  Drawing.    Application  August  18,  lyj-i, 
Serial  No.  629.396 
12  Claims.     (CI.  260— 44) 
8.  The  halogenated  thiazole  compounds  of  the 
general  formula: 


x-c- 

II 

R-C 


\-^ 


-S 

A- 


Ri 


wherein  R  stands  for  a  halogenated  aliphatic 
radical  which  may  be  substituted  by  a  radical  of 
the  benzene  series  and  wherein  X  stands  for  hy- 
drogen or  alkyl.  or  a  radical  of  the  benzene  or 
benzyl  series,  and  wherein  Ri  represents  an  or- 
ganic radical  selected  from  the  group  consist^ing 
of  alkyl,  lower  hydroxy  alkyl.  lower  alkoxy  alkyl. 
Dhenyl  benzyl,  lower  alkyl -substituted  phenyl, 
hydroxy  phenyl,  lower  alkoxy  phenyl  said  com- 
pounds being  generally  weU  crystallized  sub- 
stances. ^ 

2.014.499 
SIGNALING  APPARATUS 

Otto  Kraus.  Bad  Liebenstein.  Germany 

Application  March  20.  1931    Serial  N 0^524,151 

In  Germany  September  27,  1929 

2  Claims.     (CI.  177—329) 

1  In  a  direction  indicator,  a  casing  having  an 
open  side,  a  frame,  means  carried  by  the  casing 
to  interfit  with  the  upper  end  of  the  f r^ne  to 
hold  said  frame  in  operative  position  within  the 
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casing,  locking  means  carried  by  the  casing  to 
engage  the  frame  for  securing  the  frame  in  the 
casing  with  its  upper  end  in  engagement  with 
said  means,  a  signal  arm  pivoted  at  its  upper  end 
to  the  frame,  an  electric  conductor  secured  to 
and  insulated  from  the  casing,  an  electromagnet 
carried  by  the  frame  and  means  for  operatively 
connecting  it  to  the  signal  arm.  means  carried 
by  the  frame  and  adapted  to  electrically  engage 
said  electric   conductor  when  the  frame  is  se- 


cured within  the  casing,  said  last  named  means 
adapted  to  supply  current  to  the  electromagnet, 
an  illuminating  means  in  said  signal  arm.  a  con- 
tact arm  carried  by  and  insulated  from  the  frame 
which  is  adapted  to  contact  with  said  last  means 
when  the  frame  is  positioned  within  the  casing. 
and  means  carried  by  the  signal  arm  to  engage 
said  contact  arm  and  complete  the  circuit  to  the 
illuminating  means  when  the  arm  is  moved  to 
its  operative  position  by  the  electromagnet. 


2.014.500 

FLYTRAP 

John  Lass.   Klemme,  Towa 

AppUcation  October  9.  1934.  Serial  No.  747,587 

1  Claim,     (a.  43— 122) 


As  an  article  of  manufacture  a  trap  attach- 
ment for  application  to  a  fruit  jar  or  the  like  com- 
prising a  collar  adapted  to  be  screwed  onto  the 
neck  of  a  jar.  a  screen  supported  by  and  within 
the  collar  and  having  an  opening,  resilient  legs 
secured  to  and  extending  from  the  collar,  each 
having  an  intermediate  outwardly  offset  portion 
forming  a  notch,  a  pan  insertible  between  the  legs 
to  spread  them  apart,  the  margin  of  the  pan  being 
seated  in  the  notches  and  gripped  by  the  legs,  and 


a  screen  extending  around  and  secured  to  the  col- 
lar and  surrounding  the  upper  portions  of  the 
legs.  < 


2.014,501 

PISTON  RING 

Tage  Madsen,  Goteborjc,  Sweden 

Application  July  2.  1934.  Serial  No.  733.504 

In  Sweden  October  13,  1933 

2  Claims.     (CI.  309—25) 


JZ-gJ^ 


,>o 


It 


33 


1.  A  packing  ring  composed  of  two  split  rings 
with  mutually  contacting  surfaces  of  conical 
shape,  said  surfaces  being  so  arranged  on  each 
component  ring  that  one  half  of  the  ring  has 
Its  conical  surface  reversed  relatively  to  that  on 
the  other  half. 


2.014.502 
SULPHONATED  HIGHER  FATTY  ACID  ESTER 
OF     POLYHYDRK      ALCOHOLS     AND     ITS 
PRODUCTION 
Karl  Marx,  Karl  Brodersen,  and  Matthias  Quaed- 
vlieg.    Dessau    in    .Anhalt.    Ciermany.    assignors 
to    I.    G.    Farbenindustrie    .AktienKesellschaft, 
Frankfort-on-the-Main.  Ciermany 
No  Drawing.     .Application  October   1.  1930,  Serial 
No.  485.820.     In  Germany  October  12.  1929 

11  Claims.     (CI.  260—106) 
8.  The   condensation    products    corresponding 
to  the  general  formula 


Acyl  O— R 


\ 


OH 


•rylsulphonic  acid 


wherein  R  means  the  radicle  of  a  polyhydric  al- 
cohol, the  arylsulphonic  acid  radicle  is  of  the 
benzene  or  naphthalene  series,  acyl  means  the 
radicle  of  a  higher  carboxylic  acid  the  alkali 
metal  salts  of  which  show  the  behavior  of  a  soap, 
said  products  being  in  the  dry  state  and  in  the 
form  of  the  sodium  salt  a  powder  which  dis- 
solves easily  in  water,  acting  as  an  emulsifying, 
cleansing  and  wetting  agent  and  which  is  not 
separated  in  hard  water. 


2.014.503 
MINERAL  FILTERINCi   ST'BSTANCE 
Perley  G.  Nutting.  Washington.  D.  C. 
No  Drawing.     Application  August  31,  1934, 
Serial  No.  742.353 
7  Claims.     (CI.  252—2) 
1.  The  process  of  producing  an  active  filtering 
surface  on  spent  earth  comprising  treating  a  used 
earth  with  an  aqueous  solution  of  chromic  oxide 
followed  by  washing  out  the  excess  solution  with 
water  and  desiccating  at  temperatures  between 
150'  C.  and  350°  C. 


2.014.504 
CHLORINATED   Rl'BBER 

Ludwig  Orthner,  Leverkusen-I.  G.  Werk.  Wilhelm 
Becker.    Cologne-Mulhelm.     and     Leo     Rosen- 
thal. Leverkusen-Wlesdorf,  Germany,  assignors 
to    I.    G.    Farbenindustrie    Aktiengesellschaft, 
Frankfort-on-the-Main.  Germany 
No  Drawing.     AppUcation  March  24.  1932.  Serial 
No.  601,048.    In  Germany  March  30.  1931 
3  Claims.      (CI.  260—1) 
1.  The  process  which  comprises  dissolving  rub- 
ber in  a  solvent  therefor,  which  solvent  is  inert 
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to  the  starting  materials  and  to  chlorine,  adding 
an  acid  binding  agent  to  the  solution,  which  is 
not  attacked  by  chlorine,  and  chlorinating  the 
rubber  contained  in  the  solution  by  means  of 
chlorine,  care  being  taken  that  the  temperature 
surmounts  about  50°  C.  during  or  after  the  chlo- 
rinating process. 

2.014.505 
COIN  CHUTE 

Clinton  John  Patche.  Maplewood,  N.  J.,  assignor 
to  .American  Telephone  and  Telegraph  Com- 
pany, a  corporation  of  New  Y^ork 

AppUcation  February  20,  1934,  Serial  No.  712,211 
2  Claims.     (CI.  194—97) 


1.  A  telephone  coin  collector  comprising  a  coin 
channel  having  a  substantially  vertical  section 
followed  by  a  longitudinally  inclined  section  in 
which  a  coin  rolls  on  its  edge,  said  longitudinally 
inclined  section  having  substantially  parallel  up- 
per and  lower  side  walls  inclined  laterally  and 
having  a  bottom  inclined  laterally  from  the  hori- 
zontal in  a  direction  opposite  to  the  direction 
in  which  said  side  walls  are  inclined  from  the 
vertical,  said  bottom  in  said  inclined  section 
being  imperforate  to  provide  a  continuous  sup- 
port for  a  coin  traveling  down  said  inclined 
section,  said  lower  side  wall  having  an  elon- 
gated opening  therein  for  rejecting  under-diam- 
eter  coins,  said  upper  side  wall  having  a  plu- 
rality of  openings  opposite  sa:d  reject  opening  and 
adjacent  the  lower  edge  of  said  bottom  through 
which  comminuted  material  may  escape. 

2.014.506 
COIN   COLLECTION   APPARATUS 

CUnton  John  Patche.  Maplewood.  N.  J.,  assignor 
to  American   Telephone  and   Telegraph   Com- 
pany, a  corporation  of  New  Y'ork 
Application  April  21.  1934,  Serial  No.  721,804 
3  Claims.     iCL  194—102) 


1  A  coin  chute  for  collecting  coins  of  a  given 
standard  size  comprising  a  coin  channel  through 
which  a  deposited  coin  travels,  one  side  of  said 
channel  having  an  elongated  slot  defined  by 
upper  and  lower  rails  which  prevent  said  standard 
coin  from  being  discharged  through  said  slot  when 
said  chute  is  supported  in  a  laterally  inclined 
position  but  will  reject  undersize  coins  by  dis- 
charging them  through  said  slot,  one  portion 
of  said  slot  having  a  constant  width  extending 
over  a  length  less  than  one-half  the  circumfer- 
ence of  said  standard  coin,  said  slot  being  of  a 
shorter  width  immediately  above  and  below  said 
constant  width  portion,  said  channel  having  a 
V-shaped  bottom  extending  along  said  channel 
under  said  slot  for  a  distance  greater  than  the 
length  of  said  constant  width  portion. 


2,014.5«7 

BLOWER  FOR  FURNACES 

Thornton  W.  Price,  New  Brunswick.  N.  J. 

AppUcation  January  12.  1931.  Serial  No.  508,351 

3  Claims.     (CI.  230— 127) 


1.  A  blower  consisting  of  a  motor  element,  a 
fan  element,  and  a  carrier  by  which  said  motor 
and  fan  elements  are  supported,  the  fan  element 
comprising  a  fan  housing  and  a  fan  therein,  the 
motor  element  being  arranged  horizontally  at  one 
side  of  the  fan  housing  and  consisting  of  an  elec- 
tric motor  having  its  drive  shaft  extending  hori- 
zontally into  the  fan  housing  and  connected  for 
driving  said  fan.  means  whereby  the  motor  ele- 
ment is  supported  wholly  upon  the  fan  housing, 
the  fan  housing  being  formed  with  a  tubular  ex- 
tension projecting  tangentially  of  the  fan.  and 
the  carrier  having  a  part  engaging  about  said 
extension,  and  fixed  thereto,  constituting  the  sole 
means  of  connection  between  the  carrier  and  the 
motor  and  fan  elements. 


2.014,508 
BED   AND   THE  LIKE 

.\ndre  Pupier,  Paris,  France 

AppUcation  November  30,  1932,  Serial  No.  644,987 

In  France  December  2.  1931 

2  Claims.     (CI.  128—74) 


1.  In  a  device  for  preventing  or  curing  sickness 
a  fixer'  mattress  portion,  a  movable  mattress  por- 
tion hmged  upon  the  said  fixed  portion  around  two 
horizontal  trunnions,  an  electrical  motor,  a  speed 
reducing  device  between  the  said  motor  and  one  of 
the  above  said  trunnions,  an  electric  switch  con- 
trolling the  said  electric  motor  for  selective  rota- 
tion in  either  direction  and  located  at  about  the 
half  of  the  total  length  of  the  fixed  and  movable 
mattress  portions  and  electrical  means  for  stopn 
ping  the  electric  motor  when  the  desired  positions 
of  the  said  movable  portion  have  been  reached. 


2,014.509 
RADIORECEIVER 
Hans  O,  Roosenstein  and  Wilhelm  Runge.  BerUn. 
Germany,  assignors  to  Telefunken  Gesellschaft 
fur  Drahtlose  Telegraphic  m,  b.  H..  BerUn.  Ger- 
many, a  corporation  of  Germany 
Application  June  6.  1932.  Serial  No.  615,647 
In  Germany  June  6.  1931 
1  Claim.     (CI.  250—27) 


In  combination  with  a  source  of  signal  modu- 
lated radio  frequency  waves,  a  plurality  of  ther- 
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mionic  tubes  each  having  anode,  cathode  and 
control  grid,  said  tubes  having  different  input 
potential-output  current  characteristic  curves, 
each  tube  being  provided  with  an  alternating  cur- 
rent input  circuit,  a  common  output  circuit  con- 
nected with  the  anodes  of  all  of  said  tubes,  means 
for  simultaneously  impressing  signal  waves  from 
said  source  in  like  phase  upon  the  input  circuits 
of  all  the  tubes,  separate  batteries  connected  be- 
tween the  control  grid  and  cathode  of  each  tube 
for  biasing  the  control  grid  of  each  of  said  tubes 
relative  to  the  cathode  of  the  respective  tubes  so 
that  the  tubes  become  operative  successively  in 
accordance  with  the  amplitude  of  the  signal  waves, 
the  biasing  potentials  applied  to  the  control  grids 
of  the  tubes  being  related  to  the  characteristics 
of  the  various  tubes  so  that  the  total  resultant 
characteristic  curve  varies  substantially  logarith- 
mically. 


2.014.510 
MLXTIPLE  TOOL  CARRIER  ATTACHMENT 

Michael  J.  Schlitters.  Detroit.  Mich. 

Application  October  12,  1933.  Serial  No.  693.275 

10  Claims.     (CI.  29— 57j 


1.  In  a  machine  tool,  in  combination,  a  non- 
rotatable  .spindle-carrying  head,  a  plurality  of 
work  spindles  mounted  in  .said  head,  tool  carriers 
mounted  on  said  head  and  parallel  thereto,  car- 
rier advancing  and  retracting  mechanism  also 
mounted  on  said  head  for  feeding  said  carriers 
toward  and  from  said  spindles,  and  carrier-feed- 
ing means  remote  from  said  head  operatively 
coupled  to  said  mechanism,  said  means  being 
movable  in  a  plane  perpendicular  to  the  plane  of 
the  work  spindles. 


2.014.511 
SMOKING  PIPE 

Edjrar  R.  Stant,  Baltimore.  Md. 

Application  April  27.  1935.  Serial  No.  18.656 

1  Claim.     (CI.  131—12) 


A  pipe  comprising  a  stem  and  a  bowl  a  disk 
fitted  within  the  said  bowl  and  having  apertures 
therein  and  agitators  fitted  within  said  apertures 
and  adapted  to  move  up  and  down  therein  said 
agitators  being  provided  with  heads  on  one  end 
and  their  opposite  ends  pointed. 


2.014.512 
PRODUCTION   OF   CARBAMATES   AND    CON- 
VERSION PRODUCT  OF   THE   SAME 
Alfred  Stock.  Karlsruhe.  Germany,  assignor  to  I. 
G.  Farbenindu.strie  Aktiengesellschaft.  Frank- 
fort-on-the-Main,   Germany,  a  corporation  of 
Germany 

No  Drawing.     Application  October  18,  1929.  Serial 

No.  400,740.     In  Germany  October  24.  1928 

2  Claims.       CI.  260 — 112) 

1.  The  process  of  producing  sodium  carbamate 
which  comprises  acting  on  a  sodium  salt,  dis- 
solved in  liquid  ammonia  containing  ammonium 
nitrate  and  at  the  most  10  per  cent  of  water,  with 
carbon  dioxide. 


2.014.513 

APPARATUS   FOR   MAKING   PRINTING 

SURFACES 

William  Zlmmermann.  Forest  Hills.  N  Y. 
Ori^nal    appUcation    May    4.    1933.    Serial    No. 
669.326.     Divided  and  this  application  October 
29,  1934.  Serial  No.  750.454 

14  Claims.     (CI.  95—74) 


1.  A  printing  assembly  comprising  separable 
elements  including  a  positive  having  a  desipn 
pattern  thereon,  a  negative  of  said  positive  and 
in  which  the  design  is  of  slightly  reduced  size 
from  that  on  the  positive,  and  is  otherwise  a 
facsimile  of  the  positive  pattern,  and  a  screen, 
said  elements  adapted  to  be  positioned  on  a 
sensitized  member,  and  said  sensitized  member 
adapted  to  have  positioned  thereon  in  succession, 
first  the  negative  and  screen  with  the  .screen  be- 
tween the  negative  and  the  sensitized  member, 
and  then  the  positive  alone,  and  in  each  case 
with  the  design  patterns  centered  relative  to 
a  common  point 


2.014.514 
MECHANICAL  WAVE   FILTER 

Herbert  W  .Aujfustadt.  New  York.  N.  Y..  assijrnor 
to  Bell  Telephone  I^aboratories.  Incorporated, 
New  York,  N.  Y.,  a  corporation  of  New  York 

Application  February  28.  1933.  Serial  No.  658  929 
11  CUims.     iCL  178 — 14  i 


TN 
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1.  In  a  wave  filter,  means  for  converting  elec- 
trical energy  into  mechanical  energy  and  for  re- 
converting the  mechanical  energy  mto  electrical 
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energy,  comprising  a  magnetic  circuit  having  an 
air  gap,  a  non-dissipative  vibratory  member 
resonant  to  the  frequency  of  the  signal  energy 
to  be  passed,  an  input  coil  and  an  output  coil 
carried  by  said  vibratory  member  and  constrained 
to  vibrate  in  said  air  gap,  whereby  a  narrow  band 
of  frequencies  corresponding  to  the  resonant  fre- 
quency of  said  vibratory  member  is  freely  trans- 
mitted while  frequencies  lying  outside  of  said 
band  are  highly  attenuated. 


2.014.515 

HEDDLE  FRAME 

Oscar  Baer.  Paterson.  N.  J.,  assignor  to  Jacob 

Walder,  Paterson.  N.  J. 

Application  September  29.  1934.  Serial  No.  746,047 

6  Claims.     (CI.  139—92) 


1.  The  combination,  with  the  hereindescribed 
structure  including  top  and  bottom  horizontal 
rails,  side  bars  connecting  the  rails  and  one  hav- 
ing an  inwardly  open  channel,  and  means  on 
which  the  heddles  are  shiftable  parallel  with  the 
rails,  of  a  metal  strip  secured  to  said  structure 
within  the  channel  of  the  channeled  side  bar  and 
having  end  portions  bearing  against  the  bottom 
of  said  channel  and  an  intermediate  portion 
thereof  offset  from  such  bottom,  said  intermedi- 
ate portion  obstructing  entry  of  the  heddles  into 
the  channel. 


2.014,516 
DISPLAY  CASE 

Charles  D.  Beddingfield.  New  York,  N.  Y. 

Application  July  30,  1932.  Serial  No.  626.876 

7  Claims.     (CL  312— 118) 


3.  In  a  display  case,  means  forming  spaces  for 
the  display  of  goods,  displaceable  false  bottom 
sections  for  said  spaces,  spaces  under  said  false 
bottom  sections  for  holding  stock  and  means  for 
supporting  said  false  bottom  sections  in  upright 
position  so  as  to  combine  the  spaces  above  and 
beneath  said  false  bottom  sections  into  a  sale  bin. 
removable  partitions  adapted  to  be   placed  be- 


tween said  false  bottom  sections  and  means  on 
said  partitions  for  holding  said  false  bottom  sec- 
tions in  upright  position. 


2.014.517 
FISHING  DEVICE 

Alex  Beregow.  Norwalk,  Conn. 
Application  November  5,  1934.  Serial  No. 
15  Claims.     (CI.  43 — 39) 


^51.538 


1.  In  a  fishing  device  the  combination  of  a 
weight;  a  tube  carried  by  the  weight;  a  hook  and 
line:  and  a  stop  in  the  tube  adapted  to  permit 
passage  of  the  hook  carrying  line  outwardly  rela- 
tive to  the  tube  and  to  stop  travel  of  the  line  and 
hook  inwardly  thereof. 


2.014,518 
REMOTE   CONTROL  SYSTEM 
Harold  H.  Beverage,  Riverhead.  N.  Y.,  assignor  to 
Radio  Corporation  of  America,  a  corporation  of 
Delaware 

Apphcation  June  23.  1933,  Serial  No.  677,199 
22  Claims.     (CL  250—2) 


1.  In  a  radio  signalling  system,  a  line,  a  control 
station  and  a  remote  station  associated  with  said 
line,  a  first  and  a  second  selector  switch  at  said 
remote  station,  a  first  transmitter  and  a  second 
transmitter  at  said  remote  station,  and  means  at 
said  remote  station  responsive  to  signals  from 
said  control  station  for  setting  said  switches,  said 
first  switch  being  arranged  to  condition  said  re- 
mote station  for  operation  over  said  first  trans- 
mitter, said  second  switch  being  operable  in  de- 
pendence upon  said  first  switch  for  conditioning 
said  remote  station  for  operation  over  said  second 
transmitter. 


2.014.519 

ARGENTO-CHROME     TETRAMETHIXTHIO- 

NIN  AND  PROCESS  OF  MANUTACTURE 

David  Julian  Block.  Chicago.  111.,  assignor  to  Mrs. 

Frank  Beecher,  Brockville,  Ontario.  Canada 

No  Drawing.    Application  January  16,  1933, 

Serial  No.  652.019 

4  Claims.   (CI.  260—11) 

1.  The  argeno-chrome  double  salt  of  tetrame- 

thylthionin. 
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2,014.520 
WAVE  TRANSMISSION  SYSTEM 

Emmett  Finley  Carter,  Emporium,  Pa.,  assignor 
to  Hygrade  Sylvania  Corporation,  Salem,  Mass., 
a  corporation  of  Massachusetts 
AppUcation  April  20,  1934.  Serial  No.  721,493 
8  Claims.     (CI.  17»— 171) 


1.  A  wave  transmission  system  Including  a  pair 
of  gnd-controUed  electron-discharge  devices, 
means  for  negatively  biassing  the  control-grids 
of  said  devices  under  control  of  the  d.  c.  com- 
ponent of  the  anode  currents  thereof,  the  first 
device  being  normally  under-biassed  and  the  sec- 
ond device  being  normally  over-biassed;  the  last 
mentioned  means  being  in  common  to  the  grid- 
cathode  circuits  of  both  devices,  and  circuit  con- 
nections for  causing  the  d.  c.  component  of  the 
plate  current  of  one  device  to  oppose  a  tendency 
to  grid-bias  change  in  the  other  device. 


2,014,521 

W.AVE  TRANSMISSION  NETWORK 

William  L.  Casper,  Summit,  N.  J.,  assignor  to  Bell 

Telephone     Laboratories,     Incorporated,    New 

York.  N.  Y.,  a  corporation  of  New  York 

Application  September  22.  193.*?.  Serial  No.  690.554 

8  Claims.     (CI.  17»— 44) 


2.  In  a  wave   transmission  network,  a  group 
of  three  impedance  branches,  a  separate  box-like 

shield  surrounding  each  of  said  branches,  said 
three  shields  being  so  arranged  that  they  are 
mutually  adjoining  at  one  point,  and  a  separate 
terminal  associated  with  each  of  said  branches, 
said  terminals  being  brought  out  of  their  re- 
spective shields  near  said  mutually  adjoining 
point  and  all  of  sa  d  terminals  being  connected 
to  a  common  point 


2,014,522 
MANTTACTIRE  OF  AZOXY-ARIXAMINES 

Miles  A.  Dahlen  and  James  I.  Carr.  Wilmington, 
Del.,  assignors  to  E.  I.  du  Pont  de  Nemours  & 
Company,  Wilmington,  Del.,  a  corporation  of 
Delaware 

No  Drawing.    .Application  April  10,  1934, 

Serial  No.  719,853 

7  Claims.     (CI.  260—69) 

1.  The  process  of  producing  an  azoxy-arylam- 

ine  of  the  benzene  or  naphthalene  series,  which 

comprises  reducing  the  corresponding  nitroaryl- 

amlne  by  the  aid  of  a  metal  arsenite  in  alkahne 

medium. 


2.014,523 
DRYING   STICK 
John   Ryer   Dunham.   Highland   Park,  N.  J.,  as- 
signor   to    John    Waldron    Corporation,    New 
Brunswick.  N.  J.,  a  corporation  of  New  Jersey 
Application  .Mav  26.  1933.  Serial  No.  672,949 
1  Claim       (CI.  34—20) 


A  metal  lath  for  hanging,  drying,  coating  ma- 
chines and  the  like,  having  a  body  portion  of  cy- 
lindrical metal  tubing  terminating  in  two  end 
portions,  said  end  portions  having  two  straight 
sides  and  two  semi -cylindrical  sides,  said  flat  sides 
having  internal  folds  of  the  material  to  provide 
reenforcing  of  the  flat  sides  and  to  take  up  the 
excess  material  to  maintain  the  distance  across 
corners  of  the  flat  ends  the  same  diameter  as  the 
cylindrical  portion  of  the  lath. 


2.014.524 
ARTICLE 
Erwin  E.  Franz.  Cranford.  N.  J.,  assignor  to  West- 
ern    Electric     Company.     Incorporated,     New 
York.  N.  Y.,  a  corporation  of  New  York 
Application  April  28.   1933,  Serial   No.  668,305 
1  Claim.     (CI.  175—359.1 


As  a  new  article  of  manufacture,  a  lamina  of 
dielectric  material  comprising  a  hinged  sequence 
of  panels  folded  together,  an  insulating  sheet  dis- 
posed between  two  consecutive  panels,  a  narrow 
band  of  conductive  material  disposed  upon  each 
face  of  each  of  the  two  consecutive  panels  so  that 
each  of  the  two  bands  upon  one  of  the  said  panels 
extends  to  a  common  point  on  an  edge  of  the 
panel  and  so  that  one  band  upon  one  of  the  two 
panels  is  continuous  with  one  band  upon  the  other 
panel  on  the  same  side  thereof,  and  a  conductive 
coating  upon  the  four  bands  and  continuous  on 
both  sides  and  across  an  edge  of  the  lamina  at 
each  of  the  two  common  point  each  such  band 
and  coating  being  enlarged  In  width  where  they 
cross  a  hinge  between  consecutive  panels. 


2.014.525 

TELEPHONE   APPARATUS 

Charles  L.  Goodrum,  New  York,  N.  Y.,  assignor  to 

Bell     Telephone     Laboratories,     Incorporated, 

New  York.  N.  Y.,  a  corporation  of  New  York 

Application  Mav  12.  1933.  Serial  No.  670,690 

7  Claims.  (CI.  179—7.1) 
1.  In  a  telephone  system,  a  calling  station,  a 
dial  at  said  calling  station  for  dialing  the  digits 
I  of  the  designation  of  a  desired  station,  and  a 
recording  mechanism  at  said  calling  station  com- 
prising a  tape,  means  responsive  to  the  opera- 
tion of  the  dial  in  dialing  each  digit  of  the  desig- 
nation foi  advancing  said  tape  an  amount  Indic- 
ative of  the  value  of  the  digit  dialed,  means  for 
perforating  .said  tape  at  the  conclusion  of  each 
advance  movement  thereof,  clock  controlled  means 
for  further  advancing  said  tape,  means  rendered 
operative  upon  the  response  of  the  called  station 
for  perforating  said  tape  in  a  distinctive  manner 
'   and  to  thereupon  release  said  clock  controlled 
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means  to  advance  said  tape  at  a  predetermined 
rate,  and  means  controlled  up)on  the  termination 
of  the  call  for  arresting  the  further  advance  of 


said  tape  and  for  perforating  said  tape  in  a  fur- 
ther distinctive  manner,  the  spacing  between  the 
last  two  mentioned  perforations  being  indicative 
of  the  duration  of  the  call. 

2.014,526 
THERMOSTATIC  VALVE 

Francis  L.  Henning,  Boston.   Mass..  assignor  of 

one- half  to  Jacob  A.  Stryker,  Arlington.  Mass. 

Application  June  28,  1933.  Serial  No.  678,016 

4  Claims.     (CI.  236—12) 


4.  Valve  mechanism  of  the  class  described, 
comprising  a  casing  enclosing  a  main  chamber 
and  a  valve  chamber  extending  from  said  main 
chamber  and  having  lateral  inlets  for  hot  and 
cold  water,  a  thermostatic  bellows  in  said  main 
chamber,  means  for  adjustably  moving  one  end 
of  said  bellows,  said  means  including  an  oper- 
ating shaft  extending  through  said  casing  sub- 
stantially in  line  With  said  valve  chamber,  a  slide 
valve  member  slldable  in  said  valve  chamber, 
and  means  connecting  said  valve  member  to  the 
other  end  of  said  bellows  with  a  slight  lateral 
play  but  substantially  no  longitudinal  play  be- 
tween the  bellows  and  valve  member. 

2,014.527 

STEREOSCOPE 

Jesse  Hancock  Harlow,  Chicago,  111. 

Application  December  10,  1934,  Serial  No.  756,724 

3  Claims.     (CI.  88— 29) 

£.5 
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which  are  spaced  an  average  pupillary  distance 
apart,  said  base  consisting  of  a  plurality  of  layers, 
the  adjacent  faces  of  two  of  which  layers  being 
longitudinally  depressed  so  that  when  said  layers 
are  joined  together  there  will  be  provided  a  rela- 
tively wide  film  channel  and  relatively  narrow 
edge  channels  for  slidingly  and  frictionally  en- 
gaging the  edges  of  a  strip  of  film,  tubes  mounted 
upon  and  carried  by  said  base  opposite  the  aper- 
tures therein  and  lenses  mounted  in  said  tubes. 


2,014,528 
SOUND  RECORDING  AND  REPRODUCING 

SYSTEM 

Arthur  C.  Keller.  Mount  Vernon,  N.  Y.,  assignor 

to  Bell   Telephone  Laboratories,  Incorporated, 

New  York,  N.  Y.,  a  corporation  of  New  York 

Application  May  6.  1932,  Serial  No.  609.564 

5  Claims.     (CI.  274 — 42) 


2.  A  disc  phonograph  record  of  a  selection,  all 
of  the  higher  frequencies  of  which  are  recorded 
in  the  space  on  the  record  between  a  groove  hav- 
ing a  radius  which  is  substantially  the  minimum 
consistent  with  good  recording  and  the  periphery 
of  the  record,  and  all  of  the  lower  frequencies 
of  which  are  recorded  within  the  space  enclosed 
by  said  groove. 


2.014.529 
KNITTING  MECHANISM 

Edward  Kinsella.  John  Gordon  Pratt,  and  Ber- 
nard Kelsall,   Spondon.   near  Derby.   England, 
assignors  to  Celanese  Corporation  of  America, 
a  corporation  of  Delaware 
Application  October  26.  1932.  Serial  No,  639,637 
In  Great  Britain  November  3,  1931 
3  Claims.     ^Cl.  66 — 86) 


1.  A  stereoscopic  viewing  apparatus  comprising 
a  base  having  apertures  therein,  the  centers  of 


1.  Knitting  elements  for  knitting  machines  se- 
cured in  series  by  means  of  a  zinc -cadmium  alloy 
having  a  specific  gravity  not  exceeding  8.3.  and 
in  which  cadmium  predominates. 


2.014.530 
THREAD  FEEDING  MECHANTSM  FOR  WARP 

KNITTING  MACHINES 
Edward   Kinsella,  John  Gordon  Pratt,  and  Ber- 
nard Kelsall,   Spondon,  near  Derby,   England, 
assignors  to  Celanese  Corporation  of  America, 
a  corporation  of  Delaware 
AppUcation  October  26.  1932.  Serial  No.  639,639 
In  Great  Britain  November  3,  1931 
5  Claims.     ( CI.  66—86 1 
1.  A    warp    knitting    machine    comprising    a 
source  of  supply  of  warp  threads,  a  series  of  nee- 
dles for  performing  knitting  cycles  and  adapted, 
in  the  course  of  such  cycles,  to  draw  thread  in- 
termittently from  said  supply,  means  for  actuat- 
ing .said  needles  in  said  knitting  cycles,  thread- 
drawing  means  adapted    to  draw  thread   from 
the  supply,  and  means  for  actuating  said  thread- 
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drawing  means  in  synchronism  with  said  nee- 
dles to  draw  thread  from  the  supply  out  of  phase 
with  the  thread-drawing  movements  of  the  nee- 


dles, and  to  release  it  in  phase  with  such  thread- 
drawing  movements  to  satisfy  in  part  the  thread- 
drawing  action  of  the  needles. 


2.014.531 
DIAL  FOR  REGISTERS  AND  THE  LIKE 

Paul  Knopf.  New  York,  N.  Y. 

Application  March  2.  1934.  Serial  No.  713.682 

3  Claims.     (CI.  116 — 129) 


1.  In  a  meter,  a  driven  arbor,  an  indicator  hand 
thereon,  forwardly  protruding  studs  and  a  dial 
having  an  opening  to  receive  the  arbor  and  a 
slit  from  said  opening  to  the  periphery  to  permit 
distortion  of  the  dial  when  it  has  passed  over 
the  indicator  hand,  said  dial  having  openings  for 
engagement  by  said  studs. 


2.014.532 
TELEVISION  SYSTEM 

Winfleld   R.    Koch,   Camden.   N.   J.,   assifrnor   to 
Radio  Corporation  of  America,  a  corporation 

ApplicaUon  Aninist  11,  1932.  SeHal  No.  628.341 
8  Claims.     (CL  178 — 6) 

1.  In  a  television  system,  means  for  intercept- 
ing and  receiving  transmitted  picture  signals 
a  base  member  of  electrically-conductive  mate- 
rial, means  for  reproducing  the  picture  compris- 
ing a  cathode  ray  tube  associated  with  said  mem- 
ber and  provided  with  screen  structure  at  one  end 
and  with  means  at  its  other  end  for  developing 
a  cathode  ray  and  directing  the  same  at  said 
screen  structure,  means  for  deflecting  the  ray  to 
cause  the  same  to  scan  said  screen  structure, 
means  for  amplifying  the  received  picture  signals 
and  comprising  a  plurality  of  electron  tubes 
mounted  on  said  base  member  and  each  provided 


with  a  filament,  and  an  alternating-current  sup- 
ply source  for  said  filaments,  one  end  of  each  fila- 
ment being  grounded  to  said  base  member,  the 
other  ends  of  said  filaments  being  connected  to 


said  supply  source,  said  tubes  being  connected 
in  pairs  in  the  sense  that  the  current  supply  to 
the  respective  filaments  of  each  pair  is  substan- 
tially one  hundred  and  eighty  degrees  out  of 
phase. 


2.014.533 
REGLXATORY  DEVICE 

Mason  \.  Lofan,  East  Orange.  N.  J.,  assiirnor  to 
Bell  Telephone  Laboratories.  Incorporated,  New 
York,  N.  Y.,  a  corporation  of  New  York 

Application  January  20.  1934.  Serial  No.  707.505 
5  Claims.     (CI.  171—229) 


I^Umw^        J       V*,tt*t^i      (www  ' 


1.  A  variable  voltage  source  of  current,  a  work 
circuit  requiring  a  substantially  constant  current 
flow,  regulatory  devices  which  have  a  predeter- 
mined operating  range  and  which  in  part  of  said 
range  pass  le.ss  current  than  a  linear  device,  con- 
nected in  series  between  said  source  and  said 
work  circuit,  and  a  resistance  In  shunt  to  each 
of  ?aid  regulatory  devices  of  a  size  to  insure  the 
operation  thereof  within  their  operating  ranges. 


2.014.534 
ALTERNATING  CURRENT  GENERATOR 

Karel  Lutomirski,  New  York.  N.  Y.,  assignor  to 
Bell  Telephone  Laboratories,  Incorporated,  New 
York,  N.  Y.,  a  corporation  of  New  York 
Application  Auf^ust  16.  1934.  Serial  No.  740.058 
7  Claims.     (CI.  171—231) 


^ 
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1.  A  mechanical  oscillation  .system  comprising 
a  motor,  an  alternating  current  generator,  means 
comprising  a  rheostat  In  the  generator  field  cir- 
cuit for  controlling  the  generator  voltage,  a  vari- 
able speed  transmission  between  said  motor  and 
said  generator,  and  means  for  simultaneously  con- 
trolling said  transmission  and  said  rheostat  to  vary 
the  speed  of  .said  generator  and  the  resistance  in 
the  field  of  said  generator  so  that  a  substantially 
constant  voltage  output  can  be  obtained  regard- 
less of  the  frequency  of  said  output. 
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2.014.535 

GLASS  REPLACEMENT  TOOL 

Paul  Maca.  Chicag:o.  111.,  assignor  to  Sommer  & 

Maca  Glass  Machinery  Corporation,  ChicaRO, 

111.,  a  corporation  of  Illinois 

AppUcation  April  6,  1933,  Serial  No.  664,788 

12  Claims.     (CL  29—84) 


1.  In  a  tool  adapted  for  use  in  the  replace- 
ment of  a  pane  of  glass  held  in  a  channel  frame, 
an  arm,  stationary  clamping  means  Including  a 
pair  of  clamping  jaws  adapted  to  engage  the 
channel  frame  on  opposite  sides  of  the  pane  of 
glass,  means  connecting  said  clamping  jaws  to 
said  arm.  movable  clamping  means  adapted  to 
receive  said  pane  of  glass  and  including  means 
for  tightly  clamping  said  pane  of  glass  therein, 
means  slidably  connecting  said  movable  clamping 
means  on  said  arm,  and  means  for  moving  said 
movable  clamping  means  along  said  arm  relative 
to  said  stationary  clamping  means. 


2.014.536 

PRODUCTION  OF  NITROGEN-FREE   .\LKAU 

METAL   CARBONATES 

Robert  B.  MacMullln  and  George  Lewis  Cunning- 
ham. Niagara  Falls.  N.  Y..  assignors  to  The 
Mathieson  Alkali  Works.  Inc.,  New  York,  N.  Y., 
a  corporation  of  Virginia 

No  Drawing.    Application  .^pril  21,  1932, 
Serial  No.  606.760 
2  Claims.     (CI.  23— 63) 
1.  In    the    production    of    sodium    carbonate 
monohydrate  from  sodium  ammonium  carbonate 
dihydrate.    the    Improvement    which    comprises 
heating  the  latter  compound  to  a  temperature  ap- 
proximating 50-104°  C. 


2.014.537 
SOUTND  REPRODUCING  DEVICE 

Milton  H.  Page.  Chicago,  111.,  assignor  to  Trutone 
Audifilm  Corporation,  Chicago,  III.,  a  corpora- 
tion of  Illinois 
Application  October  22.  1934.  Serial  No.  749.405 
4  Claims.     (CI.  179—100.3) 


' ^     ^ 
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1,  Mechanism  for  handling  film  during  the 
recording  and  reproduction  of  sound  comprising 
a  cylindrical  stationary  member  having  an  aper- 
ture therein  for  the  passage  of  light,  means  co- 


operating with  said  cylinder  actuated  by  the 
movement  of  said  film  and  moving  therewith  for 
supporting  said  film  in  its  movement  about  a 
portion  of  said  cylinder  and  in  front  of  said 
light  aperture  and  a  block  perforated  to  register 
with  said  aperture  fixedly  secured  to  said  cyl- 
inder and  extended  to  provide  a  plane  surface 
parallel  with  and  beyond  a  tangent  to  the  fUm 
track  determined  by  the  movable  film  support- 
ing means. 


2,014,538 
PHOTOGRAPHIC   CAMERA 

Guido  Reinert.  Jena,  Germany,  assignor  to  the 

firm  Carl  Zeiss,  Jena,  Germany 

Application  March  15.  1934.  Serial  No.  715,671 

In  Germany  March  16.  1933 

2  Claims.     (CI.  88— 24j 


1.  A  photographic  camera  to  be  used  together 
with  an  optical  observation  instrument,  having 
an  aperture  for  the  entrance  of  the  light  rays, 
this  camera  being  provided  with  two  projections 
disposed  on  opposite  sides  of  the  light  entrance 
aperture  of  the  camera  and  with  a  ring  adapted 
to  be  attached  to  the  ocular  tube  of  the  obser\a- 
tion  instrument,  the  ring  having  a  peripheral 
groove,  the  one  of  the  said  projections  extending 
into  this  peripheral  groove,  and  two  screws  ad- 
justable in  the  direction  of  their  axes  and  pro- 
vided in  the  said  other  projection,  these  two 
screws  lying  against  the  said  ring,  near  the 
groove. 

2.014.539 
ELECTRON  Tl^E 
Carroll  Stansbury,  Wauwatosa.  Wis.,  assignor  to 
Cutler-Hammer,  Inc.,  Milwaukee,  Wis.,  a  cor- 
poration of  Delaware 

Application  April  15.  1933.  Serial  No.  666,343 
2  Claims.     (CL  250—27.5) 


0-     -Z     ^!i 
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1.  An  electron  discharge  tube  having  a  cathode 
which  consists  of  a  heater  ribbon  and  a  parallel 
emitting  conductor,  said  conductor  and  said  rib- 
bon comprising  alternate  layers  of  a  compact 
spiral  and  being  coated  with  and  separated  from 
each  other  by  an  insulating  and  emission  increas- 
ing material  comprising  a  compound  of  an  alka- 
line earth. 
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2.014.540 

INDUCTION  COIL 

Victor  W.  Thomas,    Waukegan,  111.,  assig^nor  to 

E.  A.  Harrington,  Waukeg an.  111.,  trustee 

AppUcation  November  12.  1934.  Serial  No.  752,567 

14  Claims.     (CI.  175—361) 


■'    ;i 


2.014.541 

PRESSURE  REGULATING  VALVE 

Fred  W.  Wappat.  Pittsburgh.  Pa. 

Application  September  15.  1934.  Serial  No.  744,178 

7  Claims.     (CI.  277—20) 


2.  In  combiration  in  a  pressure  regulating  de- 
vice, a  casing  comprising  an  inlet  chamber  pro- 
vided with  an  inlet,  a  pressure  chamber  provided 
with  an  outlet,  and  a  relief  chamber  provided 
With  an  outlet,  with  connecting  passages  between 
the  inlet  and  pressure  chambers  and  the  pres- 
sure and  relief  chambers,  a  self-closing  valve  for 
each  passage,  a  diaphragm  exposed  to  the  pres- 
sure in  the  pressure  chamber  lying  between  the 
valves  and  normally  holding  the  valve  in  the 
passage  between  the  inlet  chamber  and  the  pres- 
sure chamber  in  open  position,  said  diaphragm 
being  arranged  when  moved  by  the  pressure  in 
the  pressure  chamber  to  first  permit  the  closure 
of  the  last  mentioned  valve  and  then  on  a  fur- 
ther movement  .n  the  same  direction  to  open  the 
other  valve,  a  lever  lying  between  the  diaphragm 
and  said  other  valve,  and  a  pair  of  independently 
adjustable  springs  opposing  the  movement  of  the 
lever,  one  of  which  governs  the  pres.sure  at  which 
the  open  valve  closes  and  the  other  of  which 
governs  the  pressure  at  which  the  other  valve 
opens. 


2.014.542 

BARREL  HEAD 

Arthur    L.    Whiton.    Evanston,    111.,    assignor    to 

Chicago  Mill  and  Lumber  Company,  Chicago, 

111.,  a  corporation  of  Delaware 

Application  March  8.  1935.  Serial  No.  9,916 

9  Claims.     (CI.  217—78) 


1.  An  induction  coil  having  a  casing  with  a  ' 
cover  having  an  open  passage  therethrough,  a 
winding  in  the  casing  around  the  passage,  a  core 
holder  with  ribs  to  fit  in  the  passage,  a  winding 
on  the  ribs  of  the  holder  leaving  air  spaces  be- 
tween the  winding  and  the  core  for  cooling  the 
winding. 


1.  A  barrel  comprising  a  body  capable  of  being 
flexed,  a  bottom  therein,  and  a  head,  said  head 
comprising  a  pair  of  segments  having  dovetail 
slots  therein,  a  dovetail  bar  secured  in  the  slot  of 
one  of  the  segments  and  slidable  in  the  slot  of 
the  other  segment,  and  a  unitary  wedge  mem- 
ber engaged  between  the  segments  and  seated  over 
the  bar,  with  the  ends  of  said  bar  shaped  to  inter- 
fit  the  top  end  of  the  barrel  body  upon  the  flexing 
of  said  barrel  body. 


2.014.543 

COLLAPSIBLE  BOX 

Arthur    L.    Whiton.    Evanston,    111.,    assignor    to 

Chicago   Mill  and  Lumber  Company,  Chicago, 

111.,  a  corporation  of  Delaware 

Application  December  7,  1934.  Serial  No.  756.393 

6  CUims.     (CI.  217—12) 


1.  A  collapsible  box  comprising  a  pair  of  end 
walls  having  dovetailed  cleats  and  battens  se- 
cured thereto,  a  bottom  wall  having  dovetailed 
battens  secured  thereto  slidably  interfltting  cer- 
tain of  the  dovetailed  cleats  of  the  end  walls,  a 
pair  of  side  walls  having  dovetailed  cleats  se- 
sured  thereto  and  slidably  interfltting  the  dove- 
tailed battens  of  the  end  walls,  said  side  walls 
when  in  position  overlapping  the  side  edges  of 
the  bottom  wall  to  hold  the  bottom  wall  locked 
in  position,  and  a  top  wall  having  dovetailed 
battens  secured  thereto  and  slidably  interfltting 
the  dovetailed  cleats  of  the  end  walls,  said  top 
wall  when  in  position  overlapping  the  upper 
edges  of  the  side  walls  to  hold  the  side  walls 
locked  in  place. 


2.014,544 
CRANE 

Paul    Wilsing.    Dui.sburg,    (iermany,    a.s.signor    to 

Demag  .Aktienjfesellschaft,  Duisburg,  (iermany 

AppUcation  November  18,  1932,  Serial  No.  643.218 

In  Germany  November  26,   1931 

2  Claims.       CI.  212 — 69) 

1.  A  luffing  crane,  more  particularly  for  ships. 

with  a  hollow  rotatable  column  concentric  with 
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and  carried  by  a  flxed  column  and  a  luflBng  jib 
pivoted  to  said  rotatable  column,  a  platform  upon 
the  rotatable  column  above  the  pivotal  axis  of 
the  lufSng  jib  provided  at  the  forward  side  with 
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a  recess  into  which  the  jib  may  be  received  when 
being  luffed,  luffing  mechanism  comprising  means 
for  guiding  the  load  in  a  horizontal  path  and 
hoisting  mechanism  and  an  operator's  stand,  all 
provided  upon  the  said  platform. 

2,014.545 
FIGURE   MOLDING   GARMENT 

Hildegard  Wipperman.  Chicago.  111.,  assignor  to 
The  H.  W.  Gossard  Company,  Chicago,  111.,  a 
corporation  of  Delaware 
AppUcaUon  March  27,  1934.  Serial  No.  717,614 
6  Claims.     (CI.  2 — 37) 


1. 


A  flgure  molding   foundation   garment  for 


women  having  an  inelastic  front  section,  longi- 
tudinal side  elastic  sections  adapted  to  stretch 
circumferentially  of  the  garment  for  tensioning 
said  front  section,  and  a  rear  section  connected  to 
said  side  sections,  the  upper  portion  of  said  rear 
section  being  composed  of  elastic  material  hav- 
ing an  original  one-way  stretch  only  and  being 
inserted  on  the  bias  enabling  it  to  stretch  ver- 
tically and  circumferentially. 

2,014.546 

CYANIDE   COMPOSITION  AND  PROCESS  OF 

MAKING    THE    SAME 

Hoylande  Denune  Young,  Oak  Park,  111.,  assignor 
to  Van  Schaack  Bros.  Chemical  Works,  Inc., 
Chicago,  111.,  a  corporation  of  Illinois 

No  Drawing.     Application  May  28.  1930, 

Serial  No.  456,825 

16  Claims.     (CI.  260—99.30) 

1.  A  mixture  of  cyanides  formed  by  causing 

the  addition  of  hydrogen  cyanide  at  unsaturated 

bonds  of  the  unsaturated  hydrocarbons  present 

in  cracked  petroleum. 

9.  The  process  of  making  cyanides  correspond- 
ing to  the  unsaturated  hydrocarbons  present  in 


cracked  petroleum,  which  comprises  the  step  of 
reacting  an  inorganic  cyanide,  soluble  in  the  re- 
action mixture,  with  a  reaction  product  of  an 
acid  of  the  group  consisting  of  sulfuric  and  the 
hydrohalogen  acids  with  said  unsaturated  hy- 
drocarbons, the  reaction  mixture  having  an  acid 
reaction. 


2.014.547 
PHOTOGRAPHICALLY   SENSITIVE  ELEMENT 

George  S.  Babcock,  Rochester,  N.  Y.,  assignor  to 
Eastman  Kodak  Company,  Rochester,  N.  Y.,  a 
corporation  of  New  York 

AppUcation  December  24.  1934.  Serial  No.  758.963 
4  Claims.     (CI.  95—9) 
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1.  A  photographic  film  having  a  high  degree  of 
flexibility  and  satisfactory  stripping  properties 
which  comprises  a  flexible  cellulose  derivative 
support,  a  gelatino-silver-halide  emulsion  on  the 
support,  and  a  substratum  between  the  emul- 
sion and  the  support  comprising  a  layer  of  cellu- 
lose nitrate  .00025  to  .00050  inch  in  thickness. 


2.014.548 
DRLTM  VVEIR 

Theodor  Becher,  Wiesbaden,  Germany,  assignor 
to  Maschinenfabrik  Augsburg- Number g.  A.  G^ 
Nuremberg,  Germany,  a   corporation  of  Ger- 
many 
Application  December  18.  1934,  Serial  No.  758,004 
In  Germany  March  21,  1931 
4  Claims.     (CI.  61—22) 


1.  In  a  weir,  the  combination  with  a  main  body 
portion,  a  flap,  hinge  sections  carried  respectively 
by  said  body  portion  and  said  flap  for  pivotally 
connecting  said  flap  to  said  body  portion,  said 
hinge  sections  being  disposed  on  the  interior  of 
the  weir,  a  flexible  member  underlying  said  hinge 
sections  and  coextensive  therewith  for  sealing 
the  hinged  joint  between  the  main  body  portion 
and  said  flap,  and  means  for  fastening  said  flesf- 
ible  member  to  said  hinge  sections. 


2.014.549 
IRONING  BOARD 
Albert  W.   Behm,   Milwaukee,   Wis.,   assignor   to 
Edward     J.     Frye.    Gilbert    L.     Robbins,     and 
Clarence   H.   Johnson,   all   of   St.   Paul.   Minn., 
copartners   doing   business   as   F.    R.   J.    Sales 
Company,  St.  Paul.  Minn. 
Application  October  31.  1934.  Serial  No.  750,753 
3  Claims.      (CI.  68—10) 
1.  An  ironing  board  unit  comprising  a  cabinet, 
an  ironing  board  which  is  mounted  in  the  cabinet 
in  a  collapsed  but  readily  extendable  condition, 
said  board  including  an  attaching  section  which 
is  hinged  to  the  cabinet  for  swinging  movement 
about   a  horizontal   axis,   and  a  utility  section 
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which  is  arranged  with  its  inner  end  in  overlapped 
relation  to  the  outer  end  of  the  attaching  section, 
ribs  on  the  overlapping  ends  of  the  sections  for 
maintaining  the  same  in  spaced  parallel  relation, 
end  a  clamping  bolt  on  the  under  side  of  the 


lapping  portion  of  the  utility  section  extending 
aownwardly  into  a  longitudinal  slot  in  the  un- 
derlying portion  of  the  attaching  section  for  per- 
mitting the  utility  section  to  be  slid  longitudinally 
of  and  pivoted  relative  to  the  attaching  section. 


2.014.550 

REFRIGERATING   APPARATUS 

Clarence  Birdseye  and  Bicknell  Hall,  Gloucester, 

Mass.,   assignors   to    Frosted   Foods   Company. 

Inc.,  Dover,  Del.,  a  corporation  of  Delaware 

Application  January  20,  1931.  Serial  No.  509.992 

24  Claims.     (CI.  62— 104) 


f* 


t»       m       Jt 


(f^l   ■  >i^  ''^'' 


1.  Refrigerating  apparatus  comprising  endless 
impervious  belts  movable  in  adjacent  paths  with 
parallel  opposed  faces  containing  between  them 
material  to  be  congealed,  means  for  positively 
limiting  the  approach  of  the  belts  throughout 
their  length  toward  each  other,  whereby  the 
material,  regardless  of  its  consistency,  may  be 
molded  to  a  predetermined  thickness  by  the  belts, 
and  means  for  supplying  a  refrigerant  to  the 
outer  faces  of  the  belts. 


2.014.551 

RAILWAY  BRAKING  APPARATUS 

Herbert    L.    Bone,    Pittsbargh.    and    Harold    C. 

Clausen,  Swissvale,  Pa.,  assignors  to  The  Union 

Switch   &   Signal  Company,   Swissvale,  Pa.,   a 

corporation  of  Pennsylvania 
AppUcation  November  15.  1934,  Serial  No.  753,185 
16  Claims.     (CI.  188 — 62) 

1.  In  combination,  a  rail  support,  a  track  rail 
mounted  on  said  support,  two  braking  bars  locat- 
ed on  opposite  sides  of  said  track  rail  and  movable 
toward  and  away  from  the  rail  into  braking  and 
non-braking  positions,  two  levers  pivoted  in  said 
rail  support  and  one  supporting  each  of  said 
braking  bars  in  such  manner  that  said  braking 
bars  are  biased  by  gravity  to  swing  away  from 


the  rail  toward  their  non-braking  positions,  re- 
silient means  secured  to  the  one  lever  and  co- 
operatmg  with  fixed  means  formed  on  said  rail 
support  in  such  manner  that  when  the  braking 
bar  associated  with  said  one  lever  has  moved 
away  from  the  rail  to  its  non-braking  position 
due  to  its  bias  said  resilient  means  will  engage 
said  fixed  means  and  prevent  further  movement 


of  such  braking  bar  due  to  its  bias,  and  a  fluid 
pressure  motor  connected  with  said  two  levers 
for  operating  said  levers  to  move  said  braking 
bars  to  their  braking  positions,  the  parts  being  so 
proportioned  that  when  said  resilient  means  is 
engaging  said  fixed  means  and  the  piston  of  said 
fluid  pressure  motor  is  in  its  retracted  position, 
the  braking  bar  attached  to  the  other  lever  will 
occupy  its  non-braking  position. 


2.014,552 
TEMPERATITIE  REGLXATING  SYSTEM 

Curtis  E.  Bradburn.  Garden  City,  Kans.,  assigrnor 
of  one-fourth  to  Frank  G.  Lowe.  Holcomb, 
Kans. 

Application  October  17.  1934,  Serial  No.  748,740 
2  Claims.     (CI.  257— 7) 


2.  The  combination  with  the  engine  of  a  motor 
vehicle,  of  an  air  flue  having  separate  passages 
therein  and  provided  with  an  inlet  and  an  out- 
let, means  for  producing  a  forced  circulation  of 
air  through  the  air  flue  from  the  inlet  to  the  out- 
let, a  coil  in  each  passage  for  contact  by  the  air 
flowing  through  the  flue,  separate  containers  of 
temperature  regulating  fluids,  valved  pipe  con- 
nections between  the  respective  ends  of  one  of 
the  colls  ard  one  of  said  containers,  valved  pipe 
connections  between  the  respective  ends  of  the 
other  coil  and  the  other  container,  a  pump  in 
one  of  said  connections,  and  means  operated  by 
the  engine  for  actuating  the  pump. 


2.014.553 

SLIDING    SEAT    MOUNTING   FOR    VEHICLES 

Montague  P.  Browne,  Buffalo.  N.  Y.,  assignor  to 

Mechanical   Devices   Corporation   of   America, 

Buffalo,  N.  Y.,  a  corporation  of  New  York 

Application  July  18,  1932,  Serial  No.  623,038 

10  Claims.  (CI.  155— 14  i 
1.  A  sliding  seat  mounting  for  automobiles  and 
the  like,  comprising  a  member  adapted  for  at- 
tachment to  the  floor  of  the  vehicle,  a  second 
member  adapted  for  attachment  to  the  vehicle 
seat,  companion  overlying  slide  portions  on  said 
members  and  having  race-ways  therein  disposed 
in  adjoining  relation  in  different  horizontal  and 


Septemueb  17, 1936 


U.  S.  PATENT  OFFICE 


633 


vertical  planes,  and  anti-friction  elements  ar- 
ranged in  the  race-ways  to  slide  freely  length- 
wise thereof,  said  slide  portions  in  conjunction 


with  said  anti-friction  elements  resisting  relative 
displacement  of  the  seat  in  directions  other  than 
its  direction  of  sliding  movement. 


2,014.554 
SHOWER  BATH   CABINET 

William  Bulthuts.   Chicago,  lU. 

Application  August  18,  1933.  Serial  No.  685,711 

8  Claims.     ICI.  4—146) 


1.  In  a  shower  bath  cabinet,  the  combination 
with  a  receptor,  of  a  sheet  metal  stall  the  walls 
of  which  at  their  lower  ends  are  telescopically 
engaged  with  the  walls  of  said  receptor,  and  co- 
operating locking  members  on  the  walls  of  said 
stall  and  receptor  respectively  automatically  en- 
gaging with  each  other  under  an  inward  tele- 
scoping movement  of  said  stall  and  receptor. 


2.014,555 

PACKAGE  FORMING  AND  SEALING 

MACHINE 

Frank  A.  Chekian.   Modesto.   Calif.,   assignor  of 
one-half    to    Consolidated    Parking    Company, 
San   Francisco,   Calif.,  a  corporation  of  Cali- 
fornia 
Application  October  13.  1933.  Serial  No.  693,442 
15  Claims.    (CL  93 — 6) 


1.  The  method  of  packaging  resilient  material 
•which  comprises  compressing  the  material  into 
a  flexible  paper-like  bag  confined  in  a  form,  and 
forcing  the  material  to  a  level  below  that  de- 
sired, folding  the  open  end  of  the  bag  over  sind 
at  a  point  spaced  above  the  material  and  apply- 
ing cement  thereto,  then  confining  the  outside 
folded  top  of  the  bag  until  the  expanding  mate- 
rial has  forced  the  folded  layers  tightly  together, 
and  thereafter  removing  the  bag  from  confine- 
ment. 

458  O.  O.— 35 


2.014.556 
METHOD  AND  APPARATUS   FOR  TREATING 

ACID  SLUDGE 

James  W.  Chewning  and  William  C.  Dickerman, 

Jr.,   Chicago,   111.,   assignors   to   The   Pure   Oil 

Company,  Chicago,  111.,  a  corporation  of  Ohio 

Application  March  24,  1933,  Senal  No.  662,558 

15  Claims.     (CL  196^148) 


KZ>-^r 


■!£- 


1.  The  method  of  utilizing  acid  sludge  produced 
in  the  refining  of  hydrocarbon  oils,  which  com- 
prises i>assing  an  intimate  mixture  composed  of 
such  acid  sludge  and  fuel  oil  through  a  closed 
distillatory  zone  wherein  said  mixture  is  heated 
to  a  temperature  of  the  order  of  400  to  750'  F.. 
removing  acid  from  said  mixture  in  the  form  of 
decomposition  products  by  passing  substantially 
dry,  inert  gas  which  is  incondensable  at  normal 
temperatui-es  and  pressures  therethrough  to  agi- 
tate said  mixture  and  remove  said  decomposi- 
tion products,  removing  volatiles  of  such  distilla- 
tion from  the  upper  portion  of  said  zone,  and  re- 
moving from  the  lower  portion  of  said  zone 
asphalt  or  improved  fuel  oil. 

10.  In  apparatus  for  treating  acid  sludge,  a 
primary  mixer  comprising  a  closed  vessel,  a  pipe 
line  for  introducing  acid  sludge  in  regulated 
quantities  into  said  mixer,  said  pipe  line  termi- 
nating within  said  mixer  in  a  head  provided  with 
spaced  shredding  knives,  a  second  pipe  line  com- 
municating with  the  interior  of  said  mixer  for 
introducing  fuel  oil  in  regulated  quantities  into 
said  mixer,  a  pipe  line  entering  the  lower  por- 
tion of  said  mixer  for  introducing  gas  into  said 
mixer  to  agitate  and  commingle  the  fuel  oil 
and  acid  sludge,  a  gas  draw-off  line  communi- 
cating with  the  upper  portion  of  said  mixer,  and 
a  mixture  draw-off  line  communicating  with 
the  lower  portion  of  said  mixer. 


2,014.557 
AIRPLANE  MAIL  PICKUP 

Elmer  Clampitt,   Indianapolis.   Ind..   assignor  of 
one-third   to  Harry   R.  Champ,   Indianapolis, 
Ind. 
Application  Julv  1,  1935,  Serial  No.  29,202 
10  Claims.     (CI.  258 — 1) 


'jJt^ 


9.  In  an  airplane  article  pickup  system,  means 
carried  by  the  airplane  to  engage  an  article,  and 
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ground  means  for  presenting  the  article  com- 
prising a  post,  an  upturned  bow  on  the  upper  ends 
of  the  post,  a  looped  cord  for  carrying  an  article, 
and  a  pin  at  each  upturned  end  of  said  bow  across 
which  pins  said  loop  is  hung  to  depend  there- 
from, and  a  guide  arm  extending  rearwardly  from 
each  of  said  bow  ends  and  diverging  one  from 
the  other,  and  a  transverse  shield  across  the  lower 
portion  of  said  bow  in  front  of  which  said  article 
may  hang  from  said  cord. 


venting  Initiation  of  an  operation  of  the  clearing 
mechanism  while  said  first  named  mechanism  re- 


2.014.558 
STREET   SIGN 

Stanley  S.  Cramer.  Haddon  Heigrhts.  N.  J.,  as- 
signor to  Radio  Condenser  Company.  Camden. 
N.  J. 

AppUcation  July  30.  1932.  Serial  No.  626.489 
8  Claims.     (CI.  88— 82) 


1.  A  unitary  device  for  building  up  Indicia  for 
street  signs,  including  a  cup-shaped  casing  hav- 
ing an  enlarged  open  end  and  an  annular  shoul- 
der Eidjacent  the  end,  a  shallow  dish-shaped 
member  having  a  flanged  rim  to  engage  the  inte- 
rior of  said  annular  shoulder,  a  light -transmit- 
ting member  having  a  part  positioned  within  the 
dish  and  held  in  place  by  the  casing  edge,  the  bot- 
tom of  said  casing  having  a  threaded  hole,  and 
a  retaining  cap  fitting  over  the  threaded  end  of 
the  casing  and  held  thereto  by  a  screw  engaging 
said  threaded  hole. 


2.014.559 

PREPARATION  OF  IRON  HAVING  IMPROVED 

CHARACTERISTICS 

Edwin  L.  Crosby  and  Albert  E.  Rhoads,  Detroit. 

Mich.,   assiimors   to   Detroit    Electric    Furnace 

Company,    Detroit,    Mich.,    a    corporation    of 

Michigan 
No  Drawing.     Application  June  27.  1932, 
Serial  No.  619.530 
2  Claims.     (CI.  148— 3) 

1.  A  process  of  producing  a  thoroughly  an- 
nealed iron  in  a  short  time  which  comprises  su- 
perheating in  a  reducing  atmosphere  a  white  iron 
melt  at  a  temperature  of  about  2900'  F.  for  about 
5  to  10  minutes  while  simultaneously  agitating 
the  melt,  casting  the  improved  white  iron  formed, 
heating  the  casting  to  about  1750'  F.  for  3  hours 
and  gradually  cooling  the  heated  casting  below 
the  critical  temperature. 


2.014,560 
CALCINATING  MACHINE 
Bimey  Dysart,  Cincinnati.  Ohio;    Eva  Perin  Dy- 
sart.  executrix  of  said  Birney  Dysart.  deceased, 
assignor  to  Eva  Perin  Dysart.  West  Hartford. 
Conn. 
Application  January  5,  1925.  Serial  No.  565 

65  Claims.  ( CI.  235 — 60  i 
1.  A  calculating  machine  comprising  calculat- 
ing devices  arranged  in  denominational  orders, 
means  controlled  by  the  device  in  the  highest 
denominational  order  to  effect  transfer  into  the 
units  denominational  order,  mechanism  operable 
from  an  unoperated  to  an  operated  position  for 
controlling  subtraction  in  said  calculating  de- 
vices, clearing  mechanism,  and  means  for  pre- 


mains  unoperated  and  while  a  negative  total  is 
represented  by  said  calculating  devices. 


2.014.561 
CALCIXATING   MACIONE 
Birney  Dysart.  West  Hartford.  Conn.;  Eva  Perin 
Dysart,  executrix   of  said   Birney   Dysart.   de- 
ceased,   assignor    to   Eva    Perin    Dysart.    West 
Hartford.  Conn. 

Application  April  5.  1929.  Serial  No.  352.651 
95  Claims.     ( CI.  235 — 60 ) 


X    -     i-  ■- 


1.  A  calculating  machine  comprising  a  series 
of  calculating  pinions,  a  rack  normally  in  mesh 
with  each  of  said  calculating  pinions  for  move- 
ment in  opposite  directions  from  and  to  starting 
positions,  mechanism  for  moving  said  racks  in 
one  direction  from  a  starting  position  to  rotate 
said  pinions  in  examples  of  straight  addition 
and  for  moving  said  racks  in  the  opposite  direc- 
tion from  said  starting  position  to  rotate  said 
pinions  in  the  opposite  direction  in  examples  of 
subtraction,  and  mechanism  for  operating  said 
pinions  to  transfer  from  lower  to  higher  deno- 
minational orders. 


2.014.562 
OIL  WELL  PCMP 

George  N.  Fofgan,  Pleasantville,  Pa. 

Application  March   30.   1935.   Serial   No.   13.960 

10  Claims.     (CI.  103—179) 

1.  An  oil  well  pump  comprising  a  tubular  pipe 
coupling  having  oil  intake  openings  and  tubular 
oil  intake  means  whose  ends  communicate  with 
said  openings,  said  oil  Intake  means  being  pro- 
vided with  a  central  upstanding  sleevelike  boss 
whose  interior  opens  into  said  oil  intake  means, 
a  sand-collecting  pipe  whose  upper  end  Is  con- 
nected to  the  lower  end  of  said  coupling,  a  pipe 
I  for  conducting  oil  to  the  top  of  the  well  and  con- 
I  ducting  sand  to  said  sand-collecting  pipe,  the 
lower  end  of  said  oil  and  sand  conducting  pipe 
being  connected  to  the  upper  end  of  said  cou- 
pling, a  working  barrel  within  and  spaced  from 
said  oil  and  sand  conducting  pipe,  the  lower  end 
of  said  working  barrel  being  connected  to  said 
sleevc-hke  boss  to  receive  oil  from  said  oil  in- 
'  take  means,  a  standing  valve  assembly  in  said 
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lower  end  of  said  working  barrel,  a  plunger  In 
said  working  barrel  havmg   a  traveling   valve, 


plunger  operating  means  connected  to  said 
plunger,  and  means  for  preventing  sand  from  de- 
scending into  said  working  barrel. 

2,014.563 

PROCESS  FOR  PLUGGING  BACK  OR 

BRIDGING  WELLS 

Erie  P.  Halliburton.  Los  Angeles.  Calif.,  assignor 

to  Halliburton  Oil  Well  Cementing  Company, 

Duncan.  Okla..  a  corporation  of  Delaware 

AppUcation  April  10,  1934,  Serial  No.  719,883 

6  Claims.     (CI.  16ft— 21) 


1.  A  process  of  plugging  a  well,  which  com- 
prises lowering  a  string  of  pipe  Into  a  well-hole 
until  Its  lower  end  Is  below  the  point  at  which 
the  well  hole  Is  to  be  plugged  off,  forcing  unset 
cement  down  the  string  of  pipe  in  suflBclent 
quantity  to  more  than  occupy  the  space  in  the 
well-hole  to  the  plug-off  point,  circulating  fluid 
down  the  pipe  and  into  the  well-hole  above  the 
plug-off  point  to  remove  the  excess  cement,  de- 
taching that  portion  of  the  pipe  below  the  plug- 
off  point,  and  removing  the  remaining  pipe  from 
the  well-hole. 

2  014  564 
COMPOSITE  TUBE 
Audley  E.  Hamsberger.  Chicago,  IlL,  assignor  to 
The  Pure  Oil   Company.   Chicago.  111.,  a  cor- 
poration of  Ohio 
Application  May  9,  1930.  Serial  No.  451,022 
6  Claims.     (CI.  196— 110) 
1.  In  an  oil  heater,  a  furnace  chamber  includ- 
ing a  high  temperature  zone  and  a  zone  of  lower 


temperature,  a  wall  separating  said  zone,  a  com- 
posite oil  heating  tube  passing  through  said  zones, 
said  tube  being  composed  of  a  pair  of  longi- 
tudinally aligned  welded  sections,  the  section 
of  the  tube  arranged  in  the  high  temperature 
zone  and  through  which  cooler  products  pass 
being  composed  from  a  steel  highly  resistant  to 


deterioration  and  the  influence  of  high  tempera- 
tures while  the  other  section  of  said  tube  through 
which  hotter  products  pass  occupying  the  zone 
of  lower  temperature  is  composed  of  ordinary 
steel,  and  the  welded  joint  between  said  sec- 
tions being  supported  and  protected  by  said  zone 
separating  wall. 


•    2,014.565 

CHOCK  BLOCK  APPARATUS 

William  P.  Hartshorne.  Darlington  Township, 

Beaver  County.  Pa. 

Application  September  28.  1934.  Serial  No.  745.894 

6  Claims.     (CI.  188 — 80) 


1.  The  combination  with  a  vehicle,  of  blocking 

apparatus  therefor  comprising  a  pair  of  chock 
blocks  for  wheels  of  the  vehicle,  a  rock  shaft. 
crank  arms  secured  to  said  shaft  and  pivotally 
connected  to  the  blocks,  and  means  on  the  ve- 
hicle for  moving  the  shaft  in  a  generally  vertical 
direction  and  simultaneously  turning  it  on  its 
axis. 


2.014.566 
BIMETALLIC  ARTICLES  OF  MANUT'ACTURE 

Roy  Arthur  Haskell.  Waukegan.  HI.,  assignor  to 
Fansteel  Products  Company.  Inc..  North  Chi- 
cago. 111.,  a  corporation  of  New  York 
Application  May  27,  1931.  Serial  No.  540,319 
2  Claims.      (CI.  204 — 8) 


£S 


1.  An  electrically  fabricated  article  of  manu- 
facture comprising  a  base  metal  having  a  wear 
resistant  lining  of  tantalum  conforming  to  the 
configuration  of  said  base  metal  whereby  said 
article  has  the  strength  characteristics  of  said 
base  metal. 


2.014.567 

REMOVABLE  CARTRIDGE  FOR  ELECTRIC 

SOLDERING  IRONS 

Raymond  R.  Hazlett,  Linden,  and  William  J. 

Alexander,  Nutley.  N.  J. 

Application  October  31.  1931.  Serial  No.  572.240 

1  Claim.     (CI.  219—26) 
In  an  electric  soldering  iron  including  a  handle 
portion  with  sleeve  and  a  hollow  metal  tip  re- 
movably attached  to  the  sleeve :  a  removable  heat- 
ing element  to  fit  within  the  tip  and  comprising 
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a  rod  of  insuJating  material  with  a  head  at  its 
inner  end.  said  rod  being  adapted  to  support  a 
resistor,  terminal  prongs  mounted  within  the 
head  and  connected  to  the  resistor  for  afford- 
ing separable  electrical  connection  thereof  to  the 


handle  portion,  and  a  metal  sheath  between  the 
outer  end  of  the  rod  and  the  head  for  encasing 
the  resistor  and  having  its  ends  spun  into  cir- 
cumferential grooves  at  the  end  portions  of  the 
rod. 


2.014,568 
VAT  DYESTUFFS  OF  THE  ANTHRAQUINONE- 
ACRIDINE    SERIES   AND    THEIR    PRODUC- 
TION 

Ernst  Honold,  Frankfort -on -the -Main,  and  Hugo 
Wolff,  Mannheim,  Germany,  assignors  to  Gen- 
eral Aniline  Works,  Inc.,  New  Yorli.  N.  Y.,  » 
corporation  of  Delaware 
No  Drawing.  Application  September  11.  1930. 
Serial  No.  481.344.  In  Germany  October  12, 
1929 

8  CUims.     (CI.  260—36) 
1.  A  process  of  producing  vat  dyestuffs  of  the 
benzanthrone  series,  which  comprises  condensing 
a  halogen  derivative  of  a  compound  correspond- 
ing to  the  general  formula : 


with  a  primary  aromatic  amine. 


2,014.569 

MOWER 

Edwin  F.  Haddle,  Roclcford,  111.,  assignor  to  J.  I. 

Case  Company,   Racine.  Wis.,  a  corporation 

Application  March  17,  1934.  Serial  No.  716.051 

5  Claims.     (CI.  56—313) 


1.  A  lifting  guard  for  the  guard-finger  of  a 
mower  having  a  finger-bar.  said  lifting  guard 
embodying  a  socket  for  receiving  the  forward  end 
of  the  guard-finger,  a  support  including  a  keeper 
securedf  directly  to  the  finger-bar  for  pivotally 
connecting  the  lifting  guard  to  said  bar.  and 
yielding  means  engaging  the  keeper  and  the 
rear  portion  of  the  lifting  guard  for  controlling 
the  movements  of  the  lilting  guard  in  relation 
to  the  guard-finger. 


2.014.570 
VOLTAGE  REGLXATOR 
Thomas  M.  Hunter.  East  Orange.  N.  J. 
AppUcation  February  14.^933.  Serial  No.  656,683 
22  Claims.     (CI.  171—119) 
4.  A  voltage  regulator   including   a  casing,   a 
transformer  mounted  within  the  casing,  a  col- 
lector of  the  commutator  type  fixedly  mounted 
within  the  casing  adjacent  the  transformer,  taps 
taken  from  closely  adjacent  turns  of  a  winding  of 
the  transformer  connected  to  the  parts  of  said 
collector  which  arcuately  spans  substantially  a 


full  circumference,  a  brush  connected  directly 
into  the  load  circuit  and  mounted  on  a  single- 
ended    arm    to    continuously    contact    with    and 


->'    - 


N 


rotate  for  a  major  portion  of  its  circumference 
around  the  collector,  a  shaft  for  operating  the 
brush  mounting,  and  means  for  turning  said 
shaft. 


2.014,571 
PNEUMATIC  DISPATCH  SYSTEM 
Chester  S.  Jennings,  Syracuse,  N.  Y.,  assignor  to 
The  Lamson  Company,  Syracuse,  N.  Y.,  a  cor- 
poration of  Massachusetts 
Application  October  31,  1933.  Serial  No.  696,015 
10  Claims.     (CL  243—32) 


1.  A  pneumatic  dispatch  carrier  Including  a 
cylindrical  body  portion  providing  a  load-carry- 
ing compartment  and  head  units  removably  se- 
cured to  the  ends  of  the  central  ix)rtion,  said 
units  each  including  a  body  engaging  element, 
a  felt  ring  and  a  hard  rubber  portion  secured  to 
and  connecting  said  element  and  said  ring. 


2.014,572 

INTEGRATING  MECHANISM  FOR 

TOTALIZATORS 

George  Alfred  Julius  and  Awdry  Francis  Julius, 

Sydney,  New  South  Wales,  Australia 
AppUcation  August  3,  1932,  Serial  No.  627,369 
In  Australia  August  19.  1931 
2  Claims.     (CI.  235—92) 
1.  In  a  machine  of  the  kind  herein  described  for 
integrating  operations  of  a  plurality  of  ticket  is- 
suing machines,  means  for  automatically  arrest- 
ing operation  of  said  machines,  said  means  com- 
prising a  coupling  device  having  a  driving  mem- 
ber and  a  co- axial  driven  member,  a  coiled  spring 
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in  tension  connecting  said  members  together  and 
adapted  to  drive  the  driven  member  ahead  in 
relation  to  the  driving  member  when  the  issue 
rate  is  in  excess  of  a  predetermined  rate,  and  co- 


.  1    hptlW^ 


acting  electric  contacts  on  said  members  adapted 
to  automatically  open  the  operating  circuit  in 
which  the  ticket  machines  are  included  when  the 
driven  member  has  overrun  the  driving  member 
by  a  predetermined  portion  of  a  rotation. 


2,014.573 

SPOTLIGHT  AND  LAMP  SUPPORT 

THEREFOR 

Joseph  KUegl,  Queens,  N.  Y..  assignor  to  KUegl 
Bros.  Universal  Electric  Stage  Lighting  Co.  Inc., 
New  York,  N.  Y.,  a  corporation  of  New  York 
AppUcaUon  April  13.  1934.  Serial  No.  720,369 
3  Claims.     (CI.  240 — 44.2) 


spaced  stops  associated  with  each  of  said  bars 

to  limit  the  extent  of  travel  thereof  in  either 
direction,  a  plurality  of  rectilinearly  slidable 
locldng  detents  operatively  associated  with  cer- 
tain of  said  bars,  said  detents  being  arranged  in 
longitudinally  spaced  groups  whereby  to  provide 
one  detent  in  each  group  for  each  of  said  certain 
bars,  a  block  within  which  said  detents  are  re- 
spectively slidably  supported,  means  carried  by 
each  of  said  certain  bars  for  coaction  with  said 
detents  in  such  mgirmer  that  as  any  one  of  said 
certain  bars  reaches  the  limit  of  its  travel  in  a 
given  direction  one  of  the  detents  for  said  bar 
engages  said  means  to  lock  the  said  bar  posi- 


1  In  a  spot  light,  in  combination,  a  housing, 
an  Incandescent  lamp  with  terminals  projecting 
from  one  end  thereof  parallel  to  the  axis  of  said 
lamp  a  reflector  having  a  lamp  passage  in  the 
rear  thereof,  a  support  having  resilient  sockets 
for  engaging  said  terminals  to  hold  said  lamp  non- 
rotatably  in  said  passage  with  its  axis  at  a  pre- 
determined inclination  from  the  horizontal  and 
its  filament  at  a  predetermined  position  in  said 
reflector,  said  support  being  outside  said  reflector 
and  adjustably  mounted  on  a  frame  having 
shanks  adapted  to  be  held  by  sockets  in  said 
housing,  the  inclination  of  said  sockets  being 
parallel  to  the  operative  axis  of  said  lamp,  said 
support  and  lamp  being  removable  from  said  spot 
light  only  in  a  direction  parallel  to  said  lamp 
axis. 

2.014.574 
STOP  MECHANISM 
Horace  B.  Knox,  Belleville,  N.  J.,  assignor  to  Alfred 
Hofmann.  Inc..   West  New  York,  N.  J.,  a  cor- 
poration of  New  Jersey 
Application  November  28,  1933.  Serial  No.  700.053 
10  Claims.     (CI.  66— 126) 
1.  In    a   full-fashioned    knitting    machine,   in 
combination,    a   plurality    of    longitudinally   re- 
clprocable    thread    carrier    bars,    longitudinally 


tlvely  In  position,  means  insuring  individual 
operation  of  said  detents  for  locking  said  bars 
respectively  in  position,  and  means  automatically 
operative  to  commonly  lift  all  of  the  detents  out 
of  locking  position  at  the  instant  just  prior  to 
the  movement  of  one  of  said  certain  bars  longi- 
tudinally of  the  machine,  said  last-mentioned 
means  being  further  operable  automatically  to 
cause  all  of  said  locking  detents  to  Etssume  their 
locked  position  immediately  after  any  one  of  said 
certain  bars  has  been  released  from  its  locked 
position  and  has  commenced  its  movement 
longitudinally  of  the  machine  whereby  to  lock 
all  but  the  said  moving  bar  in  fixed  position. 


2.014.575 

ADJUSTABLE    CONNECTING    DEV7CE    FOR 

USE  IN  MANUFACTLTIING   SHOE  LASTS 

Sidney  Kurlan,  Rochester,  N.  Y..  assignor  to 

George  C.  Clark,  Beverly  Hills,  Calif. 

Original    application    June   23.    1932,    Serial    No. 

618.982.    Divided  and  this  application  June  18, 

1934,  Serial  No.  731.174 

2  Claims.     (CI.  82—1) 


1.  An  adjustable  connecting  device  for  hold- 
ing rigid  with  each  other  two  hollow  contiguous 
sections  of  shoe  last  blanks  having  a  hinge  joint 
at  the  adjacent  ends  of  the  sections  and  which 
blanks  may  have  their  sections  disposed  at  vary- 
ing angles  with  the  interior  bottom  surfaces  of 
the  sections  disposed  at  an  angle  to  each  other 
and  forming  an  apex  at  the  joint  of  the  blank, 
said  adjustable  cormecting  device  comprising  up- 
per and  lower  members  bridging  the  joint  and  en- 
gaging the  said  sections  of  the  blank  interiorly 
of  the  same  at  the  top  and  bottom  walls  thereof, 
and  adjustable  means  for  separating  the  upper 
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and  lower  members  to  maintain  the  same  rigidly 
in  engagement  with  the  sections  of  the  blank, 
said  adjustable  means  forming  a  fulcrum  for  the 
lower  member  to  permit  relative  angular  adjust- 
ment of  the  members,  said  lower  member  being 
provided  at  the  bottom  with  a  recess  to  permit 
the  bottom  member  to  straddle  the  apex  of  two 
angularly  disposed  surfaces. 


2.014.576 

CONXRETE  BUILDING  AND  BITILDING 

PANEL 

Robert    Lefg:at    and    Johannes    Cornells    Pieter 

Leemhuis,  Pretoria,  Transvaal,  Union  of  South 

Africa 

Application  February  17.  1933.  Serial  No.  657.;?98 

In  the  Union  of  South  Africa  February  29,  1932 

13  Claims.     (CI.  72—16) 


1.  A  building  comprising  a  wall  consisting  of 
preformed  vertical  metal  stanchions,  concrete 
panels  formed  with  vertical  end  webs,  the  end 
faces  of  the  webs  being  vertically  grooved,  the 
stanchions  being  of  cross-sectional  form  to  seat  in 
said  grooves  and  being  seated  therein  thereby  re- 
taining the  panels  against  lateral  displacement, 
and  horizontal  bolts  extending  longitudinally  to 
the  wall  and  bearing  on  the  inner  faces  of  the 
webs  and  thereby  detachably  securing  together 
the  adjacent  panels  and  the  Included  stanchions. 


2,014,577 
PRESSURE  REGULATOR 
Allen  D.  MacLean,  WllUnsbaiY,  and  Walter  H. 
Parker,  Pittstrarf  h,  P»^  assiirnors  to  Pittsburgh 
Equitable  Meter   Company,  Pittsburirh,  Pa.,  a 
corporation  of  Pennsylvania 
AppUcation  August  19,  1930.  Serial  No.  476,418 
5  Claims.     (CI.  50 — 27) 


1.  A  pressure  regulator  comprising  a  valve  cas- 
ing having  an  opening  in  one  wall  thereof,  a  dia- 
phragm casing  having  an  opening  in  one  wall 
thereof  and  removably  secured  to  said  valve  cas- 
ing with  said  openings  in  registration,  a  pres- 
sure responsive  element  in  said  diaphragm  cas- 
ing, a  valve  cage  carried  by  said  diaphragm  casing 
and  extending  into  said  valve  casing,  a  dividing 
wall  In  said  valve  casing  having  an  annular  sur- 
face against  which  said  valve  cage  engages,  a 
valve  seat  on  said  cage,  a  reciprocating  valve  for 
cooperation  with  said  seat  and  operatively  con- 
nected with  said  pressure  responsive  element,  and 
common  means  for  securing  said  casings  in  fluid 
tight  engagement  and  said  valve  cage  in  fluid 
tight  engagement  with  the  annular  surface  on 
said  dividing  wall. 


2.014.578 

CARRIER  DISPATCH  SYSTEM 

Franlc  W.  MacMartin.  Syracuse,  N.  Y.,  assignor 

to  The  Lamson  Company.  Syracuse.  N.  Y.,  a 

corporation  of  Massachusetts 

Application  January  21.  1930.  Serial  No.  422,313 

23  Claims.     (CI.  243—1) 

m 


1.  A  carrier  dispatch  system  of  the  kind  hav- 
ing a  plurality  of  sending  stations  and  carriers 
which  travel  unopened  from  one  such  station  to 
another,  and  a  relay  station  interposed  in  the 
path  of  carriers  moving  from  one  sending  sta- 
tion to  another,  said  relay  station  comprising 
means  adapted  to  receive  carriers  from  any  of 
said  sending  stations,  an  assorting  station,  a  plu- 
rality of  re<lispatch  stations  each  having  dls- 
FMitch  terminals,  each  said  terminal  communi- 
cating with  one  of  the  sending  stations,  and 
means  for  causing  carriers  to  move  from  the 
assorting  station  to  any  selected  dispatch  sta- 
tion. 


2,014,579 
HAIR  WAVING  CLAMP 

Antonino  Mazzola.  Beaumont.  Tex. 

Application  July  10,  1934.  Serial  No.  734,501 

7  Claims.     (CI.  132—36.1) 


3.  A  latch  for  hair  clamp  Including  a  pair  of 
clamping  members  and  comprising,  a  keeper  car- 
ried by  one  of  the  members,  a  pivoted  hook 
mounted  on  the  other  member  and  having  means 
for  engaging  the  keeper  to  hold  the  members  at 
different  spaced  positions  to  clamp  various  thick- 
nesses of  hair,  said  hook  being  slidable  longitu- 
dinally on  Its  pivot,  and  a  spring  engaging  the 
hook  for  yleldably  holding  the  hook  in  engage- 
ment with  the  keeper. 


2.014.580 
METHOD    OF    AND    APPARATUS    FOR    DE- 
ODORIZING  CREAM.    MILK,    AND    OTHER 
FLUTDS 

Henry  Lamont  Murray.  Auckland.  New  Zealand, 
assifnor  to  Te  Aroha  Dairy  Company  Limited, 
Te  Aroha.  New  Zealand 
Application  August  18.  1931.  Serial  No.  557.858 
In  New  Zealand  September  12.  1930 
11  Claims.     (CI.  99—11) 
8.  The  method  of  deodorizing  liquid  by  evapo- 
rating volatile  essences  and  entraining  non-vola- 
tile odorous  substances,  said  method  consisting  In 
introducing  a  stream    of  heated  liquid  at  high 
velocity  into  the  upper  part  of  a  vertical  cylindri- 
cal container  tangentlally  thereof  to  produce  a 
revolving  wall  of  liquid.  Injecting  steam  Into  the 
previously  heated  liquid  stream  prior  to  Its  Intro- 
duction Into  the  container,  separating  vapors  and 
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fixed  gases  from  the  liquid  by  centrifugal  action, 
condensing  said  vapors  and  exhausting  said  fixed 
gases  thereby  maintaining  high  vacuum  in  said 


a  wide  arc  free  from  the  cover  and  to  lift  the  re- 
ceptacle vertically  without  raising  the  cover,  and 


container,  withdrawing  liquid  from  the  bottom 
of  said  container  and  preventing  increase  in 
vacuum  in  said  container  above  a  predetermined 
value. 

2,014.581 

SHOCK-ABSORBING  MOUNT 

Leland  D.  Norton.  Bridgeport.  Conn.,  assignor  to 

Dictaphone   Corporation,  New  York,  N.  Y.,  a 

corporation  of  New  York         „     .   ,  ..      cakqih 

Application  December  6.  1932.  Serial  No.  645.878 

2  Claims.     (CL  248—18) 


2    In  a  shock -absorbing  mount  for  dictating 
machines  provided  with  a  sound  translation  de- 
vice comprising  elements  having  a  natural  period 
of  vibration  of  a  certain  order  in  relation  to  a 
vertical  axis  and  a  natural  period  of  vibration  of 
a  different  order  in  relation  to  a  horizontal  axis, 
suspension  means  comprising  a  machine  support- 
ing platform  suspended  by  a  plurality  of  swmg- 
able  suspension  members,  each  of  said  suspension 
members  being  of  a  length  to  cause  Its  natural 
period  of  swinging  movement  to  be  of  a  substan- 
tlaUy  lower  order  than  the  said  natural  period  of 
said  translation  device  elements  in  relation  to 
their  vertical  axis,  and  resilient  means  forming  a 
component  of  each  said  suspension  member  and 
having  a  natural  period  of  vibration  of  a  substan- 
tially higher  order  than  the  said  natural  period 
of  said  elements  in  relation  to  their  horizontal 
axis,  whereby  sympathetic  vibration  of  said  ele- 
ments In  response  to  both  horizontal  and  vertical 
shock  components  is  prevented. 


to  open  the  cover  against  its  spring  when  the  re- 
ceptacle is  supported  by  the  handle  for  pouring. 


2.014.583 

APPARATUS  FOR  THE  DISTILLATION  OF 
COAL  AND  SIMILAR  CARBONACEOUS  SUB- 
STANCES 

Charles  Henry  Parker,  CodsaU,  and  Joseph  Pear- 
son Postlethwaite,  London.  England,  assignors 
to    Low    Temperature    Carbonisation   Limited, 

London,  England  .   ,  ^,      cno  c^* 

Application  February  17,  1932,  Serial  No.  593,572 
In  Great  Britain  April  20,  1931 
4  Claims.     (CL  202—221) 


2.014.582 
SAFETY  RECEPTACLE 

Joseph   Putz.    Chicago,   111.,    assignor   to   Miller- 
Peerless     Manufacturing     Company,    Chicago, 
111.,  a  corporation  of  Illinois 
Application  June  29,  1934.  Serial  No.  733.030 

11  Claims.     (CI.  220— 35) 

1    A  safety  container  having  a  pouring  spout. 

a  spring  pressed  cover  to  close  the  spout,  and  a 

separate  spring-pressed  handle  to   extend   over 

and  guard  the  cover  when  closed,  to  swing  through 


1.  In  apparatus  for  the  distillation  of  coal  and 
similar  carbonaceous  substances,  comprising  an 
upper  retort  and  a  lower  distillation  and  cooling 
chamber,  a  retort  chamber  within  which  the 
upper  retort  is  disposed,  means  for  heating  the 
retort  in  the  retort  chamber,  a  door  and  seating 
for  closing  the  lower  end  of  the  upper  retort 
and  for  the  discharge  of  the  solid  material  in  the 
upper  retort  into  the  lower  chamber,  a  gas  offtake 
for  the  upper  retort  disposed  at  the  upper  end 
thereof  a  conduit  connecting  the  door  seating 
with  the  offtake,  said  conduit  being  in  association 
with  the  upper  retort  and  within  the  retort  cham- 
ber the  said  conduit  being  in  communication  with 
the'  lower  chamber  whether  the  door  is  open  or 
closed. 


2.014.584 
PLAIN  BEARING 

Wllhelm  Peineke  and  Karl  Reschke,  Berlin,  and 
Hans  Dietzius.  Gatow  A  H.  Germany,  assignors 
to  Siemens- Schuckertwerke  Aktiengesellschaft, 
Berlin- Siemensstadt.   Germany,  a  corporation 

of  Germany  ..^.  «/.« 

Application  September  21.  1931.  Serial  No.  564,062 
In  Germany  March  1,  1930 
3  Claims.     (CI.  308— 121) 

1.  In  a  bearing,  convertible  from  a  ball  bear- 
Inglnto  a  plain  bearing,  in  combination,  a  shaft, 
a  bearing  housing  having  a  bore  adapted  to  re- 
ceive a  plain  bearing  or  a  similar  size  ball  bear- 
ing   a  plain  bearing  box  removably  disposed  in 
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said  bore  and  havinsr  the  width  and  diameter  of 
the  outer  race  of  a  ball  bearing,  a  bushing  of 
bearing  metal  within  said  bearing  box.  said  bear- 
ing box  having  an  annular  groove,  said  bearing 
box  and  bushing  having  a  common  tangential 
groove  extending  to  the  surface  of  the  shaft,  a 


closely  woven  wick  housed  in  the  tangential 
groove  of  said  bushing  and  being  in  contact  with 
said  shaft,  and  a  highly  absorbent  wick  of  loose 
fibres  surrounding  said  closely  woven  wick  and 
being  located  in  the  groove  portion  of  said  bear- 
ing box. 

2.014.585 
PLAIN  BEARING 
Wilhelm  Peineke.  Berlin.  Karl  Reschke.  Berlin- 
Sieraensstadt,  and  Hans  Dietzius,  Berlin-Char- 
lottenburK.    Germany,    assignors    to    Siemens- 
Schuckertwerke  Aktiencesellschaft,  Berlin- Sie- 
mensstadt.  Germany,  a  corporation  of  Germany 
Original  application   September  21,   1931,   Serial 
No.  564,062.    Divided  and  this  application  May 
5.  1934.  Serial  No.  724.026.     In  Germany  April 
11.  1931 

2  Claims.     (CI.  30»— 121) 


1.  In  a  bearing,  convertible  from  a  ball  bearing 
into  a  plain  bearing,  in  combmation,  a  shaft,  a 
bearing  housing  having  a  bore  adapted  to  receive 
a  plain  bearing  or  a  similar  size  ball  bearing,  a 
channelled  ring  removably  disposed  in  said  hous- 
ing, and  a  bushing  of  bearing  metal  within  said 
ring,  said  bushing  having  a  recess  extending  to 
the  surface  of  said  shaft,  said  ring  having  Its 
open  side  presented  to  said  bushing,  and  having 
an  annular  rib  on  its  outer  surface  lying  against 
said  housing  to  secure  radial  alinement  of  the 
shaft,  a  wick  housed  in  said  ring  and  contacting 
with  the  shaft  through  said  recess,  and  lateral 
lids  secured  against  the  sides  of  the  housing  for 
closing  the  bearing  and  for  holding  said  ring  in 
position. 

2.014.586 
LINK    CONNECTER    AND    SAFETY    INSULA- 
TION FOR  SAME 
Joseph  C.  Rah,  Chicago,  111.,  assignor  to  Delta- 
Star  Electric  Company,  Chicago.  111.,  a  corpo- 
ration of  Illinois 
Application  December  8.  1931.  Serial  No.  579,732 
5  Claims.     (CT.  247— 1) 


to  extend  longitudinally  with  and  over  said  link 
and  formed  of  insulating  material  throughout 
Eind  having  depending  insulating  skirts,  and 
spring  means  nn  said  hood  engageable  with  said 
conductor  for  holding  said  hood  to  said  link. 


2,014.587 
LATCH 
Gordon  E.  Roedding,  Grand  Rapids,  Mich.,  as- 
signor to  Grand  Rapids  Brass  Company,  Grand 
Rapids.  Mich.,  a  corporation  of  Michigan 
Application  May  21,  1934.  Serial  No.  726.714 
5  Claims.     (CL  292— 224) 


1-jt 


1.  A  latch  structure  comprising:  a  latching 
bolt;  an  operating  handle  mounted  on  a  door 
member  for  turning  movement  parallel  with  the 
face  of  said  member  to  angularly  spaced  opera- 
tive positions  the  handle  having  also  a  swinging 
movement  transverse  to  its  said  turning  move- 
ment to  retract  the  bolt;  means  for  yieldingly 
holding  the  handle  in  operative  turned  positions 
including  a  plate  tumable  with  the  handle  in  Its 
turning  movement  and  having  angularly  spaced 
openings,  and  plungers  slidable  relatively  to  said 
door  member  having  rounded  ends  spring  pressed 
into  said  openings  and  reversely  movable  there- 
from by  the  turning  movement  of  the  handle. 


2.014,588 

CRUSHING  STRUCTURE 

Harvey  H.  Rumpel.  Milwaukee,  Wis.,  assignor  to 

Smith  Engineering  Works,  Milwaukee,  Wis.,  a 

corporation  of  Wisconsin 

Application  September  23,  1933,  Serial  No.  690.696 

2  Claims.     (CI.  83—10) 


1.  The  combination,  a  link  conductor,  an  In- 
sulating hood  of  an  elongated  nature  adapted   ' 


1.  In  combination,  a  shaft,  a  head  secured  to 
an  end  of  said  shaft,  a  mantle  for  said  head  ex- 
tending across  said  shaft  end.  said  mantle  hav- 
ing an  annular  series  of  peripheral  projections 
separated  by  radial  recesses  and  directly  contact- 
ing said  head  remote  from  said  shaft  to  form  a 
separating  space  between  asid  mantle  and  said 
head  and  shaft  at  all  other  portions  of  these  ele- 
ments, and  said  mantle  and  head  having  alined 
radial  projections   and  grooves  respectively  ex- 
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posed  to  said  space  and  extending  Inwardly  away 
from  said  projections  between  successive  recesses, 
a  clamping  screw  penetrating  the  center  of  said 
mantle  and  said  space  and  coacting  directly  with 
said  shaft  to  force  said  mantle  projections  in 
contact  with  said  head,  said  screw  and  mantle 
having  registerable  slots  therein,  and  a  body  of 
relatively  fusible  metal  filling  said  space,  recesses, 
grooves  and  slots  to  lock  the  coacting  parts 
against  relative  rotation. 


2,014.589 

GOLF  BAG 

Najeeb  J.  Saad,  Spokane.  Wash. 

Application  December  28.  1934.  Serial  No.  759,534 

3  Claims.     (CI.  150—1.5) 


the  floor  and  from  back  to  front  beneath  the 
same,  a  front  wall  portion  of  the  cabmet  having 
a  transparent  show  window  therein  and  extend- 
ing above  the  up-draft  passage,  and  a  transparent 
baffle  carried  by  and  havang  a  lower  portion 
tightly  secured  to  said  front  wall  and  having  a 
part  lying  between  the  up-draft  passage  and  the 
show  window  and  arranged  to  deflect  circulating 
air  away  from  the  show  window  and  toward  the 
down-draft  passage. 


2,014.591 

HINGED  DOOR  CONSTRUCTION 

Ernest  E.  Sanders,  Detroit,  Mich. 

Application  December  14.  1933.  Serial  No.  702.2S4 

8  Claims.     (CI.  20—16) 


2.  In  combination  with  a  golf  bag,  an  auxiliary 
pocket  rising  from  the  upper  end  of  the  golf  bag 
and  open  at  its  lower  end  whereby  certain  clubs 
placed  in  the  bag  may  extend  upwardly  into  the 
pocket,  said  pocket  having  an  outer  wall  con- 
forming to  the  transverse  curvature  of  walls  of 
the  bag  an  inner  wall  extending  between  side 
edges  of  the  outer  wall,  tongues  extending  from 
sides  of  the  pocket  and  secured  against  walls  ol 
the  bag,  a  depending  flap  carried  by  the  out^r 
wall  and  secured  against  the  walls  of  the  bag.  an 
inlet  opening  being  formed  in  the  upper  portion 
of  said  pocket,  and  a  releasable  closure  for  the 
opening.  

2,014.590 
SHOW  CASE  REFRIGERATOR 

Ernest  E.  Sanders.  Detroit,  Mich. 

Application  May  1,  1933.  Serial  No.  668.768 

2  Claims.     iCL  62—89.5) 


1.  In  a  refrigerated  display  cabinet,  a  display 
portion  having  an  elevated  floor  and  having  an 
up-draft  air  passage  near  the  front  and  a  down- 
draft  air  passage  near  the  rear  to  permit  air  to 
circulate  from  front  to  back   of  the   case  over 


'*  f* 


/r'    'z9 


8  In  a  hinged  door  construction,  in  combina- 
tion with  a  supporting  wall  having  an  opening 
therein  a  door  hinged  to  the  wall  appurtenant 
one  edge  of  the  opening,  and  means  for  control- 
ling swinging  movement  of  the  door  including  a 
hinge  comprising  a  pintle  and  a  pair  ol  nfPf 
pivoted  thereon,  one  flap  being  connected  to  the 
door  and  the  other  to  the  wall,  a  spring  articulated 
to  each  flap  and  loaded  by  movement  of  the  door 
to  react  in  a  substantially  rectilinear  line  articu- 
lating means  for  connecting  the  spring  to  the  flaps 
including  members  one  hingedly  connected  to 
each  flap  and  projecting  generally  toward  the 
other  said  members  being  slidably  interfltted. 


2  014.592 

LIGHTING  SYSTEM  FOR  MOTOR  \T:H1CLES 

Herman    Schwarze.    deceased,    late    of    Pontiac, 

Mich.,  by   Bruce  H.   Schwarze,  administrator, 

Birmingham,  Mich.,  assignor  to  General  Motors 

Corporation,  Detroit,   Mich.,  a  corporation   of 

Application  September  26.  1934.  Serial  No.  745,537 
7  Claims.     (CL  171—97) 


7  An  automobile  circuit  including  the  combi- 
nation with  headlamps  each  adapted  to  project 
either  a  high  beam  or  a  low  beam,  of  a  selector 
switch,  a  control  switch  including  contacts  and 
circuit  connections  adapted  in  one  setting  to  en- 
ergize directly  the  high  beam  of  one  headlamp, 
and  indirectly  through  said  selector  switch  to  en- 
ergize alternatively  the  high  beam  or  the  low 
beam  adjustment  of  the  other  headlamp,  said 
control  switch  being  adapted  in  another  position 
to  indirectly  energize  through  said  selector  switch 
alternatively  the  high  beam  or  low  beam  adjust- 
ment of  at  least  one  of  said  headlamps,  each  of 
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said  switches  having  two  positions  only  and  a 

main  lighting  switch  controlling  the  flow  of  cur- 
rent to  said  switches,  and  auxiliary  lighting  means 
provided  with  connections  to  be  energized  by  said 
selector  switch  in  one  position  of  adjustment 
thereof,  said  auxiliary  lighting  means  being 
adapted  to  indicate  the  beam  in  use. 


2.014.593 
MACHINE   FOR  WRAPPING  CANDY  AND  IN- 
SERTING STICKS  INTO  THE  CANDY 
Walter  H.  Serpent,  Middlctown.  N.  Y..  assigrnor  to 
Fair  Play  Caramels,  Inc.,  Middletown.  N.  Y., 
a  corporation  of  New  York 
Application  September  28.  1934.  Serial  No.  745,836 
16  Claims.     iCl.  107—4) 


1.  In  a  machine  of  the  class  described,  mech- 
anism for  wrapping  candy  with  end  folds,  a  ro- 
tary wheel  having  pockets  for  receiving  the 
wrapped  candy,  a  shoe  cooperating  with  said  wheel 
for  folding  the  tips  of  the  end  folds  against  the 
candy,  in  combination  with  stick  inserting  mech- 
anism for  inserting  sticks  through  an  end  fold 
of  said  candy  while  the  same  is  in  operative  rela- 
tion with  said  shoe. 


2,014.594 
VENTILATION  STRUCTURE 

John  G.  Shodron,  Fort  Atkinson,  Wis.,  assigrnor 
to  James  Manufactarlni:  Company,  Fort  Atkin- 
son, Wis.,  a  corporation  of  Wisconsin 

Original  application  October  14,  1932,  Serial  No. 
637.818.  Divided  and  this  application  March 
24,  1933,  Serial  No.  662.536 

4  Claims.     (CI.  98— 54) 


1.  In  combination,  a  foundation  having  an 
air  circulatory  passageway  therein,  a  floor 
mounted  on  said  foundation  but  spaced  there- 


from to  form  air  passageways,  an  outer  imper- 
vious wall  mounted  on  said  foundation  adja- 
cent the  outer  portion  of  said  floor,  a  spaced 
false  wall  mounted  on  the  inside  of  said  imper- 
vious wall  and  forming  therewith  a  passage- 
way communicating  with  said  passageways,  an 
inner  impervious  wall  mounted  on  said  founda- 
tion adjacent  the  inner  portion  of  said  floor, 
and  an  inner  false  wall  spaced  therefrom  and 
forming  therewith  an  air  passageway  communi- 
cating with  air  passageways  through  said  floor. 


2.014,595 
TOASTING  MACHINE 
Paul    R.    Simmons,    Marlon,    Ind..    assignor    to 
Rutenber  Electric  Co.,  Marlon,  Ind..  a  corpora- 
tion 
Application  February  15,  1932,  Serial  No.  592,999 
10  Claims.     (CI.  53—5) 


1.  In  a  toaster,  the  combination  of  a  magazine 
arranged  to  receive  a  plurality  of  superposed 
bread  slices,  a  platform  at  the  bottom  of  the 
magazine  upon  which  the  slices  normally  rest, 
a  toasting  compartment  adjacent  the  magazine 
having  an  Inlet  and  outlet,  the  Inlet  communi- 
cating with  the  lower  portion  of  the  magazine, 
the  inlet  and  outlet  being  arranged  for  the  pas- 
sage of  the  slice  therethrough,  a  transfer  device 
mounted  above  the  platform  and  having  a  portion 
arranged  to  engage  the  low?rmost  slice  of  bread 
at  the  edge  remote  from  the  toasting  compart- 
ment Inlet  for  moving  the  slice  from  the  maga- 
zine to  the  toasting  compartment,  and  a  venting 
flue  between  the  magazine  and  toasting  compart- 
ment. 


2.014.596 

ART  OF  TRIMMING   SHEET   METAL 

PRESSINGS 

Richard  Ernest  Smith.  Birminicham.  Engrland 

Application  June  2.  1934,  Serial  No.  728,633 

In  Great  Britain  February  25.  1933 

19  Claims.     (CI.  153—2) 


1.  A  method  of  trimming  sheet  metal  press- 
ings of  hollow  form  which  comprises  placing  the 
pressing  in  a  clamping  device  having  associated 
therewith  means  for  guidmg  a   trimmmg   tool, 
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manipulating  the  olEunping  device  to  clamp  edge 
portions  of  the  pressing  to  their  required  final 
hollow  shape,  supporting  said  edge  portions  with 
the  edge  to  be  trimmed  exposed,  engaging  the 
tool  with  the  guide,  and  travelling  it  bodily  along 
the  guide  and  bodily  along  the  edge  of  the  press- 
ing to  trim  the  exposed  edge. 

3.  Apparatus  for  trimming  sheet  metal  press- 
ings, comprising  a  portable  trimming  tool,  in- 
cluding in  combination  a  body,  a  pair  of  spin- 
ales  associated  rotatably  therewith,  a  shearing 
member  carried  by  each  of  said  spindles,  said 
shearing  members  having  cutting  edges  disposed 
in  co-operating  relationship,  an  electric  motor 
mounted  on  said  body  and  associated  operably 
with  said  spindles,  and  clutch  means  adapted  to 
transmit  a  given  maximum  torque  between  said 
motor  and  shearing  members. 


2,014.597 

MEANS  FOR  CHANGING  GASEOUS 

CONTENTS  OF  SWITCH  TUBES 

Joseph  H.  Staley.  Columbus.  Ind. 

AppUcation  December  21.  1933.  Serial  No.  703,499 

11  Claims.     (CI.  22S— 73) 


1.  A  device,  for  changing  the  gaseous  condi- 
tion in  a  two  part  receptacle  and  sealing  the  same, 
comprising  a  reciprocable  head,  a  head  closure 
member,  said  head  and  member  defining  a  cham- 
ber to  be  closed  therebetween  and  adapted  to  re- 
ceive said  receptacle  therein,  means  for  relative- 
ly shifting  said  head  and  member  together,  a  gas 
controlling  valve  in  a  line  intercepting  said  cham- 
ber, a  tube  carried  by  said  member  formed  to  re- 
leaseably  carry  said  receptacle  parts  in  spaced 
apart  relation,  a  post  movably  entering  said 
chamber  to  selectively  contact  with  one  of  said 
parts  and  push  it  along  said  tube  against  the 
other  part  to  cause  closing  of  the  receptacle, 
shif table  means  carrying  said  member,  and  means 
shifting  said  member  carrying  means. 


2,014.598 
ANNEALING  FURNACE 

Horace  A.   Staples,  Plainfield,  N.  J.,  assignor  to 
Phelps    Dodge    Copper    Products    Corporation, 
New  York,  N.  Y..  a  corporation  of  Delaware 
Application  January  17,  1935.  Serial  No.  2,154 

4  Claims.     (CI.  263 — 6) 
1.  A  heat  treating  furnace  comprising  a  vertical 
armular  gas  tight  chamber,  a  spiral  gravity  con- 
veyor mounted  therein,  said  chamber  divided  into 


heating  and  cooling  zones,  a  heating  element  to 
heat  the  heating  zone,  gas  locks  at  the  exit  and 


entrance  ol  the  chamber,  and  conveying  mecha- 
nism connecting  the  exit  and  entrance  locks. 


2,014.599 
CASHIER  MACHINE 

Jacob  C.  Stedman,  Memphis,  Tenn. 

AppUcation  March  22,  1934,  Serial  No.  716,804 

3  Claims.     (CI.  235 — 32) 


1.  In  a  store  device,  means  to  hold  a  ticket  in 
position  to  expose  a  face  thereof,  means  to  expose 
money  in  position  for  comparison  with  indicia  on 
a  ticket  so  exposed,  a  receptacle  for  the  coins,  a 
receptacle  for  the  tickets,  means  for  dumping  the 
money  and  tickets  into  the  respective  receptacles 
after  such  comparison,  said  last-named  means 
comprising  pivoted  trap  doors  supporting  the 
tickets  and  money,  an  electromagnet  below  said 
doors,  links  depending  from  said  doors  and  a 
vertically  movable  horizontal  bar  carried  by  the 
armature  of  said  electromagnet,  each  of  said 
links  being  attached  to  said  bar. 


2.014,600 
FLOAT  VALVE 

Herbert  N.  Wayne,  Santa  Monica,  Calif. 

Application  February  26,  1934.  Serial  No.  712,910 

2  culms.     (CI.  4—56) 

19 


/* 


1.  In  a  float  valve,  a  buoyant  valve  body,  an 
elastic  jacket  encompassing  the  lower  portion  of 
said  body  in  spaced  relation  thereto,  said  jacket 
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having  apertures  leading  from  the  space  between 
the  valve  body  and  the  jacket  to  the  exterior  of 
the  latter,  said  jacket  having  gripped  engagement 
with  said  valve  body. 


2.014.601 

ROTARY  PUMP 

Francis  Wheatley,  Sr..  Kansas  City.  Mo. 

Application  July  30,  1932,  Serial  No.  626.542 

1  Claim.     (CL  103 — 123) 


S3 


A  rotary  pump  comprising  a  cylinder  with 
parallel  side  walls  having  inlet  ports  at  its  op- 
posite sides  and  outlet  ports  at  its  opposite  sides 
and  close  to  said  Inlet  ports,  a  one  piece  Y-shaped 
manifold  straddling  the  cylinder  and  communi- 
cating with  said  inlet  ports,  a  Y-shaped  mani- 
fold straddling  the  cylinder  and  communicating 
with  the  outlet  ports,  parallel  flanges  on  said 
manifold  adapted  to  fit  snugly  against  and  be 
firmly  secured  to  the  parallel  side  walls  of  the 
cylinder,  a  rotary  impeller  operably  mounted 
within  said  cylinder,  reciprocatory  valves  ex- 
tending transversely  through  the  cylinder  and 
located  between  the  inlet  and  outlet  ports,  and 
means  for  opening  the  valves  to  allow  the  im- 
peller to  pass  and  to  close  said  valves  after 
passage  of  said  impeller. 


2,014.602 

SWAB  HOLDING  DEVICE 

John  L.  Nilson,  Chica«ro.  111. 

ApplicaUon  May  17,  1935.  Serial  No.  22,083 

5  Claims.     (CI.  15—147) 


extending  beyond  and  across  the  end  of  said 
handle,  said  loop  continuing  to  form  a  pair  of 
legs  extending  substantially  parallel  along  the 
opposite  sides  of  said  handle  when  the  swab 
holder  is  in  closed  position,  one  of  said  legs  bent 
substantially  at  a  right  angle  and  extending 
transversely  through  said  handle  to  form  a  pivot 
therein,  the  other  of  said  legs  having  a  free  end 
so  that  upon  the  swab  holder  being  swung  away 
from  the  axis  of  said  handle,  a  swab  may  be 
inserted  or  withdrawn  to  or  from  said  loop. 


2.014.603 
GAUGE   FOR  ORNAMENTING  DIES 

Roy  V.  Woodworth.  St.  Louis.  Mo.,  assirnor  to 
Progressive  Service  Company.  St.  Louis,  Mo.,  a 
corporation  of  Missouri 

Application  March  29.  1935.  Serial  No.  13.587 
7  Claims.     (CL  164 — 93) 


7.  A  gauge  for  an  ornamenting  die  having  a 
plate  for  supporting  a  part  of  a  shoe  upper  that 
has  a  part  extending  beyond  said  plate  to  be  or- 
namented, means  for  supporting  different  types 
of  ornamenting  dies  beyond  said  plate  for  orna- 
menting the  extended  parts  of  shoe  uppers,  a 
gauge  member  mounted  for  sliding  movements 
along  the  upper  side  of  said  plate  for  gauging 
shoe  uppers  to  be  ornamented  by  any  selected 
dies,  mechanism  mounted  below  said  plate  and 
connected  with  said  gauge  member  for  moving 
said  gauge  member  to  different  adjusted  posi- 
tions to  gauge  different  types  of  shoe  uppers,  a 
bell  crank  lever  having  one  arm  pivoted  to  said 
mechanism  and  the  other  arm  extending  for- 
wardly  beyond  the  forward  end  of  Laid  plate,  and 
cooperating  parts  on  said  plate  and  said  lever  re- 
leasably  holding  said  lever  and  thereby  said  gauge 
member  against  accidental  operation. 


1.  A  swab  holding  device  comprising  an  elon- 
gated handle,  and  a  swab  holder  hav.ng  a  loop 


2.014.604 
ORNAMENTING   DIE 
Eoy  V.  Woodworth.   St.  Louis,  Mo.    assignor  to 
Progrressive  Service  Company.  St.  Louis,  Mo.,  a 
corporation  of  Missouri 
Application  September  21.  1934.  Serial  No.  744.89i( 
19  Claims.     (CI.  164—29) 
19.  A  device  of  the  character  described  com- 
prising an  ornamenting  die.  a  stripper  plate  Ln 
cooperative  relation  thereto,  a  supporting  plate 
beyond   said   stripper   plate,    gage   devices   sup- 
ported by  said  supporting  plate,  a  movable  plate 
supported  below  said  supporting  plate,  mecha- 
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nism  for  operating  said  movable  plate,  and  means 
for  moving  said  gage  devices  by  said  movable 


plate  to  different  adjusted  positions  with  respect 
to  each  other  and  with  respect  to  said  die. 


2.014.605 

MEANS  FOR  FORMING   ROLLER 

BEARING  CUPS 

Thomas  Zimmerman  and  Albert  Schrieber.  De- 
troit. Mich.,  assic^nors  to  Bower  Roller  Bearing 
Co..  Detroit.  Mich.,  a  corporation  of  Michigan 
Application  July  10,  1933,  Serial  No.  679,726 
1  Claim.     (CI.  78 — 60) 


Means  for  forming  an  annular  cup  for  a  roller 
Jaearing.  said  means  including  a  die  block  formed 
with  a  bore  having  a  conical  upper  end  portion 
of  upwardly  increasing  diameter  with  the  upper 
«nd  of  the  wall  of  said  bore  curved  £ind  merg- 
ing into  the  upper  surface  of  the  block;  a  locator 
member  secured  upon  said  block  and  having  a 
circular  opening  to  receive  an  annular  blank  and 
hold  the  same  with  the  peripheral  comer  of  said 
blank  resting  upon  said  block  where  the  curved 
upper  end  of  said  bore  merges  into  said  upper 
surface  of  said  block,  said  bore  being  formed  with 
a  cylindrical  lower  end  portion  forming  a  con- 
tinuation of  the  conical  portion  of  said  bore,  the 
lower  end  of  the  wall   of  said  cylindrical  bore 
being  curved  inwardly  to  form  an  annular  seat 
for  the  lower  end  portion  of  a  cup  to  be  formed 
In  said  bore:  and  a  punch  formed  with  a  lower 
truncated  conical  end  portion  conforming  in  in- 
■clination  to  the  inclination  of  the  conical  end 
portion  of  said  bore,  and  with  an  inwardly  and 
downwardly  inclined  shoulder  at  the  upper  end 
of  said  conical  end  portion  to  engage  the  upper 
end  of  said  member  formed  in  said  bore  and  to 
force  said  member  downwardly  in  said  conical 
bore  while  being  gradually  compressed  between 
said  conical  bore  and  punch  surfaces  and  to  force 
said  member  downwardly  within  said  cylindrical 
bore  and  gradually  forming  the  same  between  the 
surface  of  said  bore  and  conical  surface  of  said 
punch,  and  to  &i9X  at  its  lower  end  upon  said 
-annular  seat  at  the  lower  end  of  said  bore,  said 


inclined  shoulder  on  said  punch  being  of  lesser 
diameter  than  the  diameter  of  said  bore  to  permit 
excess  metal  of  said  member  to  flow  upwardly 
around  said  shoulder;  and  a  plug  to  close  the 
lower  end  of  said  bore  and  form  an  annular  seat 
for  the  lower  end  of  the  member  formed  in  said 
bore,  said  plug  being  recessed  to  receive  the  ex- 
treme lower  end  of  said  punch  when  the  same 
reaches  the  extreme  lower  end  of  its  movement, 
said  plug  being  movable  upwardly  within  said 
die  to  eject  the  formed  cup  therefrom. 


2,014.606 

THREE-COLOR  FILM  AND  PROCESS 

Donald  K.  Allison,  Beverly  Hills,  Calif. 

Application  May  12,  1934.  Serial  No.  725,311 

6  Claims.     (CI.  95—2) 
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1.  The  method  of  producing  a  photograph  in 
color  which  includes:  producing  two  substan- 
tially complementary  color-value  images  in 
superposed  emulsion  layers;  coloring  said  images 
red  and  blue  respectively;  and  imbibing  a  yellow 
dye  image  of  the  green  to  red  color  values  of  the 
same  subject  on  top  of  one  of  said  first  mentioned 
images. 

5.  The  step  in  a  three-color  photographic 
process  which  includes:  making  a  matrix  for 
use  therein,  by  producing  two  substantially  com- 
plementary color-value  negatives:  making  a  com- 
bined print  of  said  negatives;  making  a  separate 
print  of  one  of  said  negatives:  superposing  on 
said  separate  print  a  print  from  said  combined 
print;  developing  and  fixing  said  superposed 
printed  images;  and  treating  said  film  to  remove 
the  silver  images  and  the  contiguous  gelatin  there- 
from to  give  a  gelatin  reUef  image. 


2.014,607 
ELECTRICAL   SAFETY   PLUG 

Angelo  Angeli,  Papiermuhle.  near  Bern. 
Switrerland 
Application  September  26.  1934,  Serial  No.  745.521 
In  Switzerland  September  27,  1933 
1  Claim.     I  CI.  200—122) 
In  an  electrical  safety  plug  especially  for  tele- 
phone  exchanges    the   combination,   a    metallic 
casing  having  an  upper  and  a  lower  chamber  and 
a  cover  fastened  removably  to  the  upper  cham- 
ber, two  insulating  sleeves,  one  sleeve   forming 
an  inner  lining  of  the  side  walls  of  the  upper 
chamber   and   a   partition   wall   separating   the 
lower  chamber   from  the   upper  and   the  other 
sleeve  forming  an  inner  lining  of  the  lower  cham- 
ber and  held  with  an  annular  insulating  washer 
between  said  partition  wall  and  an  inner  pro- 
jecting run  of  the  casing,  a  plug  comprising  a 
cylindrical   body   made   of   a   matter  easily  de- 
formable  by  heat  and  held  between  two  metal 
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caps  by  means  of  a  helically  wound  healing  wire 
said  plug  filling  the  whole  length  of  the  upper 
chamber,  a  contact  pin  projectmg  with  one  end 
through  said  washer  to  the  outside  of  the  cas- 
ing and  vTith  the  other  end  through  a  hole  in 


said  partition  wall  to  bear  against  the  respec- 
tive metal  cap  of  the  plug  and  a  helical  compres- 
sion spring  held  in  a  compressed  state  between 
said  washer  and  a  shoulder  of  the  pin  to  exert 
a  pressure  upon  the  plug. 

2,014,608 

MEAT   GRINDER 

Manuel  A.  Angelo,  SanU  Clara.  Calif. 

Application  April  16,  1934.  Serial  No.  720.793 

1  Claim.     (CL  146—182) 


A  device  of  the  character  described  comprls- 
mg,  the  combination  with  a  fooa  grinder  having 
a  horizontally  disposed  feed  opening  and  a  ver- 
tically disposed  discharge  opening,  of  a  pair  of 
covers  normally  disposed  to  close  said  openmgs.  a 
single  arm  secured  to  the  vertical  cover  and  ex- 
tending over  and  secured  to  the  horizontal  cover 
and  thence  downwardly,  a  pivotal  mounting  for 
said  arm.  foot  actuated  means  for  imparting  a 
pivotal  movement  to  said  arm  whereby  to  move 
said  covers  to  uncover  said  openings,  and  means 
for  returning  said  covers  to  their  normal  closed 
positions. 

2.014.609 
PEST   ANNIHILATOR 
Geoffe  Boyd  Barnhill.  Oakland.  Calif. 
No  Drawing.    Application  February  1.  1932. 
Serial  No.  590.316 
11  Claims.     fCl.  167—14) 
1.  A   composition    of   matter   for   annihilating 
pests,    comprising   a   pest    annihilator   and    oily 
sorption  foots,  said  composition  having  charac- 
teristics, with  respect  to  dusting,  of  a  dry  powder. 


2.014.610 
SHAKER   C0N\T:YER 

Ernst    R.    Bergmann.    Chicago.    III.,    assignor    to 
Goodman    Manufacturing    Company.   Chicago, 
III  .  a  corporation  of  Illinois 
Application  June  18.  1934,  Serial  No.  731.035 
23  Claims.     (€1.  198— 2>0) 


2f 


a-^ 


r 


3.  In  a  shaker  conveyer,  a  conveyer  pan  line  In- 
cluding two  conveyer  troughs  and  a  connecting 
device  between  said  trough.s  for  driving  one  trough 
from  the  other  with  a  modified  conveying  action 
comprising  a  stationary  bsise.  a  transverse  shaft 
guided  for  reciprocable  movement  on  said  base, 
a  pivotal  connection  between  one  of  said  troughs 
and  said  shaft  for  mov  ment  about  an  axis  co- 
axial with  the  longitudinal  axis  of  said  shaft,  a 
pivotal  connection  between  said  other  trough  and 
said  shaft  to  pivot  about  an  axis  eccentric  of  the 
axis  of  said  shaft,  and  means  for  rotating  said 
shaft  during  each  stroke  of  the  conveyer. 


2,014.611 

SPRING  SUPPORT  FOR  ITHOLSTERED 

FURNITCRE 

Samuel  S.  Bernstein.  Beverly  Hills.  Calif. 

Application  December  30,  1933.  Serial  No.  704.723 

8  Claims.     (CI.  155—179) 


i"^'r 


1.  The  combination  of:  a  seat  frame  consist- 
ing of  four  rails;  a  fabric  bottom  .secured  to  the 
bottoms  of  said  rails:  bearings  at  the  top  and 
bottom  edges  of  oppositely  disposed  rails;  a 
plurality  of  tension  members  secured  to  the  top 
surface  of  said  fabric  and  extending  first  over 
said  top  bearings,  then  over  said  bottom  bear- 
ings and  along  the  undersurface  of  said  fabric 
bottom:  and  adjustable  means  for  interconnect- 
ing the  free  ends  of  said  tension  members  be- 
neath said  fabric  bottom. 


2.014.612 
PROCESS  OF  PRODUCING  A  CAM 
FOLLOWER 
Clement    A.    Borton.    Llanerch.    Pa.,    assignor    to 
The  Autocar  Company,  .\rdmore.  Pa.,  a  corpo- 
ration of  Pennsylvania 
Application  December  22,  1932.  Serial  No.  648.323 
4  Claims.     (CI.  29—156.7) 

7  '  ur-"      ■ 

4 


1.  A  method  of  producing  a  cam  follower  for  in- 
ternal combustion  engines,  embodying  a  head 
member  telescoped  into  the  open  end  of  a  cy- 
lindrical body  member  formed  with  a  cam-en- 
gaging surface,  which  consists  in  associating  a 
brazing  material  with  the  entering  end  of  said 
head  member,  inserting  the  entering  end  of  the 


SeptembkbIT,  1935 


U.  S.  PATENT  OFFICE 


547 


head  member  into  the  open  end  of  the  body 
member  to  completely  enclose  the  brazing  ma- 
terial between  the  opposed  surfaces  of  the  two 
members,  and  then  subjecting  the  assembly  to  a 
carburizing  temperature  to  render  the  brazing 
material  effective  in  uniting  the  opposed  surfaces 
of  the  head  and  body  members  simultaneously 
with  the  carburization  of  the  assembly. 


2.014.613 
APPARATUS  FOR   RAISING  FLUIDS 

John  J.  Ceverha.  Chicago.  111. 

Application  December  12.  1934.  Serial  No.  757,119 

2  Claims.     (CL  103 — 44) 


r--' 


1.  In  an  apparatus  of  the  character  described, 
means  for  maintaining  fluids  in  balanced  col- 
umns, a  pulsator  to  shift  said  columns  in  oppo- 
site directions  simultaneously,  a  piston  disposed 
to  receive  the  balanced  weight  of  the  columns 
on  opposite  sides  thereof  and  float  freely  with 
the  fluid  as  it  is  moved  in  first  one  direction  and 
then  the  opposite,  a  by-pass,  a  pump  plunger  or 
piston  arranged  in  said  by-pass  and  connected 
to  and  operated  by  said  floating  piston,  and  a 
check  valve  positioned  in  the  by-pass  below  said 
pump  plunger. 


2.014.614 
COLLAPSIBLE  BEACH  AND  LAWN  CHAIR 

Carl  Ciygan.  Chicago,  lU. 

Application  June  12,  1934,  Serial  No.  730,318 

2  Claims.     (CL  155— 154) 


_1_ 


U-shaped  body,  cylindrical  receptacles  In  the 
ends  of  said  body  supported  on  the  upper  ends  of 
the  side  frames,  said  body  having  an  aperture 
at  each  end.  a  spring  clip  depending  from  each 
receptacle  and  extending  over  said  aperture 
adapted  to  hold  the  arm  of  a  shade  in  said  aper- 
ture, a  strip  of  flexible  material  connected  to  and 
between  said  side  frames  to  form  a  back,  and  an 
extending  portion  of  said  strip  forming  a  seat, 
said  spacing  member  when  removed  adapted  to 
hold  a  folded  shade. 


2.014,615 
METHOD  OF  CONTROLLING  CURRENT  FLOW 
IN  \N  ELECTRIC  FURNACE  AND  ELEC- 
TRODE APPARATUS  THEREFOR 

John   Ferguson,   Indianapolis.   Ind.,    assignor   to 
Fairmount    Glass    Works,    Inc.,    Indianapolis, 

Ind.,  a  corporation  ^„, 

Application  May  26.  1934.  Serial  No.  727,681 
16  Claims.     (CL  13 — 6) 


2.  A  device  of  the  class  described  comprising 
a  folding  base,  a  pair  of  adjustable  side  frames 
of  cylindrical  contour  plvotally  mounted  on  said 
base  brace  members  removably  engaged  with  the 
ba.se'  and  plvotally  connected  with  said  frames, 
a  spacing  member  on  said  frames,  said  spacing 
member  comprising  a  metal  sheet  formed  into  a 


1.  In  an  electric  glass  furnace,  the  combination 
of  a  refractory  hearth,  a  metallic  electrode  box 
therein  with  its  upper  edges  substantially  flush 
with  the  glass  carrying  surface  of  said  hearth. 
means  for  maintaining  the  said  edges  of  said  box 
at  a  temperature  below  that  of  the  glass  material 
on  the  hearth,  and  electrode  material  contained  in 
said  box. 

2.014.616 

TOILET  SET 

William  Fess,  Brooklyn,  N.  Y. 

Application  July  7.  1934.  Serial  No.  734,109 

2  Claims.     (CI.  15—203) 


1  A  device  of  the  character  described  com- 
prising an  open-top  casing,  a  cover  mounted  on 
said  casing  for  sliding  movement  between  a  po- 
sition closing  the  casing  top  and  a  position  ex- 
tending beyond  one  end  of  the  casing  to  con- 
stitute a  casing  manipulating  handle,  bearing 
members  fixed  within  said  casing  parallel  with  its 
side  walls  and  spaced  therefrom,  a  series  of  shafts 
extending  transversely  of  the  casing  and  jour- 
naled  in  said  bearing  members  and  having  cranks 
at  their  ends  disposed  within  the  space.5  between 
said  bearing  members  and  the  side  walls  of  the 
casing,  rods  within  said  spaces  connecting  said 
cranks  together  so  that  said  shafts  are  rotatable 
in  unison,  tufts  carried  by  certain  of  said  shafts, 
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an  arm  extending  upwardly  from  one  of  said 
shafts  and  having  a  forked  upper  end,  and  a 
protuberance  extending  downwardly  from  the 
cover  to  engage  the  forked  end  of  said  arm  and  to 
swing  the  same  in  one  direction  when  the  cover 
Is  slid  open,  and  in  the  other  direction  when  the 
cover  is  slid  closed,  thereby  to  rotate  said  shafts 
to  effect  raising  and  lowering  of  the  tufts  in 
harmony  with  opening  and  closing  of  the  cover. 


2.014,617 

MEASURING  AND  FIIXING  DE\^CE 

Paul  Emil  Fischer,  Weehawken.  N.  J.,  assignor  to 

the  firm  Fr.  Hesser.  Muchinenfabrik-Aktien- 

f«sellschaft.  Bad  Cannstatt.  Germany 

AppUcation  June  19,  1934,  Serial  No.  731,257 

In  Germany  Jane  19,  1933 

9  Claims.     (CI.  226 — 69) 


_f__fm  >  • 


1.  In  a  dosing  and  filling  device  of  the  type 
specified,  dosing  means  for  the  material  to  be 
filled,  means  adapted  to  feed  the  material  to  said 
dosing  means,  means  counteracting  with  a  sub- 
stantially constant  pressure  the  feed  of  the  ma- 
terial by  said  feeding  means  so  as  to  effect  the 
compression  of  the  material  to  said  constant  pres- 
sure on  its  way  from  the  feeding  means  to  the 
dosing  means,  and  a  casing  encircling  the  com- 
pressed material  and  the  dosing  means  and  her- 
metically closed  towards  the  atmosphere,  sub- 
stantially as  hereinbefore  described. 


2.014.618 

PRESSURE  REGULATOR  AND  EQUALIZER 

FOR  VEHICLE  TIRES 

Raymon  R.  Haines,  Dallas,  Tex. 

AppUcation  June  22,  1934,  Serial  No.  731,934 

5  Claims.     (CI.  152 — 29) 


y» 


1.  A  pressure  regulator  and  equalizer  for  ve- 
hicle tires  Including  an  annular  chamber  and  a 


flexible  diaphragm,  dividing  said  chamber  Into 
compartments  each  communicating  separately 
with  a  vehicle  tire,  means  for  inflating  said  tires 
through  said  chamber  and  means  to  effect  ex- 
change of  air  between  said  compartments. 


2.014.619 

MATERNITY  GOWN 

Ora  L.  Hunley,  Los  Angeles.  Calif. 

ApplicaUon  July  2,  1934.  Serial  No.  733,396 

3  Claims.     (CI.  2 — 76) 


1.  In  a  maternity  gown,  a  body  covering  mem- 
ber, comprising  a  waist  and  skirt,  there  being  a 
vertically  disposed  opening  of  substantial  width 
extending  downward  from  the  neck  opening  of  the 
waist  to  a  substantial  distance  below  the  waist 
line  of  the  garment,  ties  each  secured  at  one  end 
to  the  edges  of  the  garment  at  the  sides  of  the 
opening  therein  and  a  front  apron-like  member 
secured  to  the  upper  portion  of  the  waist  of  the 
body  covering  member  and  entirely  covering  the 
opening  therein. 


2.014.620 

SUP  OR  PETTICOAT 

Ora  L.  Hunley,  Los  Anreles.  Calif. 

Application  October  29,  1934.  Serial  No.  750.502 

t  Claims.     (CI.  2—73) 


.-1-5 


^a 


JO 


1.  In  a  new  article  of  manufacture,  a  slip,  com- 
prising a  body  covering  garment  provided  In  Its 
upper  front  portion  with  an  opening  of  substan- 
tial width  that  extends  from  the  neck  opening 
of  the  garment  downwardly  to  a  point  below  the 
waistline  thereof,  an  apronlike  member  secured 
at  its  upper  end  to  the  front  shoulder  portion  of 
the  slip  and  depending  so  as  to  entirely  cover 
the  upper  front  portion  of  said  slip  or  petticoat 
and  the  opening  therein  the  side  edges  of  which 
apron-like  member  are  free  and  unattached  and 
hang  freely  at  the  sides  of  the  garment  below  the 
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arm  openings  therein  and  flexible  adjusting  means 
connecting  the  sides  of  the  opening  in  the  front 
of  said  slip  adjacent  to  the  waistline  thereof. 

2.014.621 
SOUND  REPRODUCER 
Peter   L.    Jensen,    Alameda,    Calif.,    assignor,   by 
mesne  assijfnments,  to  Jensen  Radio  Manufac- 
turing Company,  Chicago,  lU.,  a  corporation  of 

Nevada 
Application  February  23,  1928,  Serial  No.  256,289 
1  Claim.     (CI.  181—31) 


In  a  sound  reproducer,  a  diaphragm  compris- 
ing a  cone,  a  stiff  flange  secured  to  the  base  of 
said  cone,  a  flexible  spider  secured  to  said  flange, 
a  support  attached  to  said  spider  adjacent  its 
center,  and  ribs  on  the  arms  of  said  spider  adja 
cent  its  attachment  to  said  support. 

2,014.622 

SASH  PAIR  FOR  WINDOWS 

Henrv  A.  Knight.  Indianapolis,  Ind. 

Application  May  17.  1935.  Serial  No.  21,927 

2  CUims.     (CI.  20—56) 


2.014,624 

ELECTRIC  SWITCH 

William  Major,  Cicero,  III.,  assignor  to  Oak  Man- 

ufacturing  Company,  Chicago,  111. 

Application  June  22,  1934,  Serial  No.  731,835 

8  Claims.     (CI.  200—11) 


1.  A  mating  pair  of  window  sash  of  the  double 
sash  type  comprising  a  plurality  of  horizontal 
mullions.  wherein  the  check  rails  have  vertical  di- 
mensions approximating  the  vertical  dimensions 
of  the  horizontal  mullions.  the  Inner  face  of  the 
lower  sash  check  rail  corresponding  with  the 
inner  faces  of  the  horizontal  mullions  and  the 
outer  face  of  the  check  rail  of  the  upper  sash 
comprising  a  narrow  medial  strip  flanked  by  a 
subtending  surface  not  in  the  plane  of  said  medial 
strip  or  a  plane  at  right  angles  thereto  and  cor- 
responding with  an  internal  face  of  a  mullion  and 
by  a  supertending  rabbet  corresponding  with  the 
outer  exposed  face  of  a  horizontal  mullion. 
^ 

2,014.623 
CHOCOLATE   SIRUP 
David  E.  Linn,  La  Grange.  111.,  assignor  to  Inter- 
national Patents  Development  Company,  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  .August  6,  1934, 
Serial  No.  738.592 
22  Claims.     (CI.  99—11) 
1.  Method  of  making  a  stable  chocolate  sirup 
which  comprises  incorporating  the  ingredients  of 
the  sirup  in  a  previously  formed  protective  col- 
loidal suspension  containing  swelled  starch. 

458   O.  G.— 86 


1.  An  electric  switch  comprising  a  stator  having 
a  plurality  of  fixed  contacts  mounted  thereon  in 
circular  formation,  a  rotor  disposed  concentric 
with  said  fixed  contacts,  said  rotor  comprising 
an  insulating  base,  a  plurality  of  metallic  seg- 
ments of  general  circular  shape  concenirically 
iisposed  on  said  base,  said  segments  being  coplan- 
ar  and  being  separated  from  each  other,  and  hav- 
ing inner  and  outer  edges,  one  of  said  edges  on 
said  segments  being  serrated,  certain  of  said  fixed 
contacts  cooperating  with  said  serrations  to  make 
contact  therewith  and  to  define  a  rotor  position, 
others  of  said  fixed  contacts  sliding  over  the  sides 
of  said  segments  to  make  contact  therewith. 


2.014.625 

PUMPING  POWER 

Charles  McLane,  Lufkin.  Tex.,  assignor  to  Lufkin 

Foundry  &  Machine  Company,  Lufkin.  Tex.,  a 

corporation 

Application  August  13,  1932.  Serial  No.  628.653 

4  Claims.     (CI.  74 — 606) 


3.  An  enclosed  pumping  power  including  in 
combination  a  housing,  a  stationary  shaft  pro- 
jecting through  the  base  of  said  housing,  a  ro- 
tatable  gear  on  said  shaft,  means  on  said  gear  to 
cooperate  with  said  housing  to  form  an  oil  bath 
chamber  for  said  gear,  and  to  carry  an  eccentric 
load,  and  means  to  fix  said  shaft  to  said  housing 
to  resist  the  lateral  stresses  of  the  eccentric  load 
applied  to  said  shaft  and  gear  including  a  flange 
fixed  on  the  shaft  and  on  the  base  of  the  housing, 
and  a  cap  below  the  base  of  the  housing  to  form 
a  bearing  for  the  projecting  end  of  said  shaft. 


2,014.626 
FLOOR  POLISHER 
Albert   E.   Moorhead.    San   Francisco.   Calif.,   as- 
signor   to    Moorhead    Development    Co..    Inc., 
Oakland    Calif.,  a  corporation  of  Nevada 
Application  April  22.  1929,  Serial  No.  357,180 
Renewed  February  23.  1935 
4  Claims.     iCl.  15—98) 
1.  In  a  floor  treating  machine-  a  rotatable  brush 
structure  having  radial  bristles,  means  for  driv- 
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Ing  said  brush,  a  flexible  material  wound  several 
timel  around  the  brush,  and  means  whereby  only 


i 


^3 


/><¥^^"^  ^-  - 


/J 


the   inner  end   of  said   material   is   fastened   to 
the  brush  structure. 


2.014,627 
FLEXIBLE  BLTFER 
Albert  E.  Moorhead.   San   Francisco.  Calif.,   as- 
signor   to    Moorhead    Derelopment    Co..    Inc., 
Oakland,  CaUf.,  a  corporation  of  Nevada 
Application  July  3,  1931.  Serial  No.  548.697 
Renewed  February  23.  1935 
9  Claims.     (CI.  91—67.8) 


6.  A  floor  treatuig  roll,  comprising  a  plurality 
of  loosely  wound  layers  of  thick,  yielding  fabric, 
means  for  holding  the  layers  against  winding  up 
tightly,  and  a  superposed  layer  of  materia]  that 
operates  as  a  floor  treating  medium. 


2,014.628 
SHOE 
George   E.   Mnsebeck.   Danville.  III.,   assignor   to 
Musebeck  Shoe  Company.  Danville,  111.,  a  cor- 
poration 

Application  April  13.  1934.  Serial  No.  720.408 
2  Claims.     (CI.  36 — 8.5) 


1.  In  a  shoe,  the  comoination  of  an  insole,  and 
a  cushion  pad  secured  to  the  upper  surface  of  said 
insole,  said  pad  extending  beyond  the  innf-r  edge 
of  the  insole  to  form  an  arch  support  extension, 
extendmg  inwardly  substantially  to  the  center 
line  of  the  insole  and  rearwardly  above  the  inner 
portion  of  the  heel  of  the  insole  substantially  to 
the  rear  edge  thereof,  said  pad  having  it.s  greatest 
thickness  at  the  forward  and  inner  portion  of  the 
heel. 


2.014.629 
PROCESS  OF  DEWAXING  LIBRICATING  OIL 
John  M.  Musselman.  Cleveland.  Ohio,  assignor  to 
The  Standard  Oil  Company.  Cleveland.  Ohio,  a 
corporation  of  Ohio 
No  Drawing.     .Application  .March  31,  1933, 
Serial  No.  663,857 
4  Claims.     iCl.  196 — 21) 
4.  A  process  of  de-waxing  mineral  lubricating 
oils  containing  amorphous  wax,  which  comprises 
eliminating  amorphous  wax  by  chemical  attack 
of    3-10    per    cent    of    substantially    anhydrous 
aluminum   chloride   at   a   temperature  of   about 
400   F.  for  ^2  to  4  hours,  thinning  with  a  light  dis- 
tillate, Chilling,  and  Altering. 


2.014  630 
BRAKE 
Matthew  D.  0*Brien.  Los  .Angeles,  and  John  W. 
Bums.  Culver  City.  Calif.,  assignors  to  Burns- 
O'Brien  Disc  Brake  Corporation,  Los  Angeles, 
Calif.,  a  corporation  of  California 
Application  September  23.  1930.  Serial  No.  483,818 
17  Claims.     (CI.  188—72) 


1.  In  a  brake,  the  combination,  with  a  fixed 
member  and  a  relatively  revoluble  member  of 
a  friction  ring  splined  on  said  revoluble  mem- 
ber, a  pair  of  friction  rings  splined  directly  on 
said  fixed  member  disposed  on  opposite  sides  of 
said  first  named  friction  member,  springs  nor- 
mally maintaining  said  pair  of  friction  rings  in 
spaced  relation  to  each  other  and  out  of  fric- 
tional  contact  with  the  ring  interposed  there- 
between, a  pair  of  abutments  for  limiting  move- 
ment of  said  pair  of  rings  away  from  each  other 
under  the  urge  of  said  spnng.s.  one  of  said  abut- 
ments having  direct  .screw  ccmnection  with  said 
flxed  member  for  adjustment  thereon  to  regu- 
late the  relative  position  of  said  pair  of  rings 
and  to  place  said  springs  collectively  under  ten- 
sion, and  means  for  advancing  one  of  said  pair 
of  rings  relatively  to  the  other  in  oppo.sition  to 
said  springs  independent  of  said  adjustable  abut- 
ment. 


2  014,631 

PILE   DRIVER 

Edgar  A.  Pace.  Mllwaukie.  and  \a  Fay  Pace, 

Gresham.  Oreg. 
Application  July  31.  1934,  Serial  No.  737  824 

5  Claims,  (a.  61—74) 
1.  A  pile  driving  attachment  for  locomotive 
crane  cars,  including  a  platform,  a  tower  carried 
thereby,  a  head  at  the  upper  end  of  the  tower,  a 
hammer  guide  casting,  means  for  connecting  said 
casting  to  the  head  to  permit  the  casting  to  swing 
in  either  of  two  relatively  right  angled  directions. 
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hammer  guides  flxed  to  and  depending  from  the 
casting,  an  arcuate  guide  plate  for  the  lower  ends 
of  the  hammer  guides,  a  member  carried  by  the 
hammer  guides  and  movable  over  said  plate  in 


either  of  two  right  angled  directions,  and  a  pin 
for  securing  the  member  and  plate  in  desired  posi- 
tions of  adjustment  in  both  such  relative  posi- 
tions of  the  member  and  plate. 


2,014.632 

SYNCHRONIZING  CLUTCH  FOR 

TRANSMISSION    GEARS 

Joseph    E.    Padgett.    Toledo.    Ohio,    assignor    to 

Spicer     Manufacturing     Corporation,     Toledo, 

Ohio,  a  corporation  of  Virginia 

Application  September  27.  1932.  Serial  No.  635,063 

16  Claims.     (CI.  192 — 48) 


^WZLt^^^- 


1.  In  a  clutch,  the  combination  of  coactlng 
driving  and  driven  toothed  clutch  sections  hav- 
ing relative  axial  shifting  movement  into  and 
out  of  engagement,  means  for  shifting  the  shift- 
able  section  Including  means  tending  to  re-en- 
gage the  sections,  and  means  located  external  of 
the  clutch  sections  and  non-rotatable  therewith 
for  delaying  the  re-engagement  of  the  sections 
until  one  section  has  increased  to  the  speed  of 
the  other  section  including  an  over-running 
clutch  Interposed  between  the  sections  permit- 
ting the  driven  section  to  over-run  when  the  sec- 
tions are  disengaged,  and  means  operated  bv  the 
over-running  clutch  to  release  the  delaying 
means.  

2.014.633 

REENFORCED   WHEEL  CONSTRI  CTION 

(iregoire  Joseph  Pannecoucke.  Detroit,  Mich. 

AppUcation  March  31.  1931.  Serial  No.  526,657 

Renewed  July  20.  1933 

1  Claim.     (CI.  74—552) 

A  wheel  supporting  and  reenforcing  structure 

comprising  substantially  concentric  but  spaced 


annular  members  a  reenforclrur  member  between 
said  armular  members  alternately  engagmg  along 
its  extent  first  one  and  then  the  other  of  the 


annular  members,  comprising  a  helically  coiled 
wire  secured  to  both  annular  members,  and  spoke 
members  secured  at  their  outer  extremities  to  one 
of  the  annular  members. 


2.014.634 

BUS   SUPPORT 

Nicholas    G.    Polgov.    Chicago.    111.,    assignor    to 

Delta- Star  Electric  Company,  Chicago.  IlL,  a 

corporation  of  Illiribis 

AppUcation  December  6,  1930.  Serial  No.  500,570 

3  Claims.     (CL  173—251) 


•  iU> 


2.  An  electrical  conductor  supporting  unit  in- 
cluding, a  pair  of  plate-like  members  having  vir- 
tually an  identical  structure  and  formation 
throughout,  loop  portions  formed  on  one  end  of 
said  members,  bolt  receiving  ears  projecting  be- 
yond said  loop  ends,  an  elongated  bolt  receiving 
slot  in  each  of  said  ears,  interlocking  slid- 
able  lug  and  recess  portions  holding  said  loop 
ends  in  slidable  longitudinal  alignment  formed 
between  the  ends  of  said  plate  members  and 
insulator  supporting  ends  oppositely  disposed 
to  said  loop  ends. 

2.014.635 
CABLE    TERMINATOR 
Nicholas    G.    Polgov,    Chicago.    III.,    assignor    to 
Delta-Star  Electric   Company,  Chicago.   111.,  a 
corporation  of  Illinois 

AppUcation  April  16.  1931,  Serial  No.  530,524 
7  Claims.     (CI.  247 — 6) 


1.  A  terminator  comprising,  a  housing  thread- 
ed to  a  conduit  from  which  an  electric  cable  ex- 
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tends,  a  nipple  extending  In  close  relation  to 
the  outer  surface  of  the  sheathing  of  the  cable 
and  to  the  inner  surface  of  the  conduit  and  hav- 
ing a  sheathing  engaging  surface  formed  there- 
on, and  an  annular  flange  projecting  inside  of 
said  housing  to  clamp  the  lead  sheathing  to  said 
nipple  and  preventing  chaffing  in  the  conduit  at 
the  termination  thereof. 

2.014.636 

CONVEYER 

Nils  M.  Rosendahl,  Cedar  Rapids.  Iowa,  assignor 

to  Universal  Crusher  Company.  Cedar  Rapids, 

Iowa,  a  corporation  of  Delaware 

Application  April  22.  1933.  Serial  No.  667,421 

7  Claims.     (CI.  25D— 137) 


1.  In  a  conveyer,  a  plurality  of  helical  flights 
secured  together  in  staggered  relation,  said  flights 
having  hubs  having  coacting  openings  there- 
through to  permit  the  hubs  to  be  bolted  together, 
said  hubs  having  some  of  the  openings  thereof 
elongated  whereby  one  hub  may  be  bolted  upon 
another  at  any  desired  position  through  a  limited 
space,  bolting  means  for  bolting  the  hubs  to- 
gether, the  bolting  means  and  the  elongated  open- 
ings of  the  hubs  constituting  means  for  permit- 
ing  limited  longitudinal  adjustment  of  successive 
flights  to  produce  any  desired  lapping  of  the 
threads  of  the  successive  flights. 

2,014  637 

COMBINATION   SWITCH  AND  RHEOSTAT 

Newton  C.  Schellenger,  Elkhart.  Ind.,  assignor  to 

Chicago  Telephone  Supply  Company.  Elkhart, 

Ind.,  a  corporation  of  Indiana 

Application  November  27,  1931.  Serial  No.  577,624 

6  Claims.     (CI.  220—59) 


1.  The  combination  of  a  cup-like  shell  for  a 
rheostat,  substantially  parallel  sided  bosses  pro- 
jectinp  radially  ou'^wardly  from  the  free  edge  of 
said  shell,  a  cover  comprising  a  plate  and  a  cy- 
lindrical flange  extend.ng  from  the  free  edge 
thereof,  said  flange  having  slots  in  its  free  edge, 
and  tongues  extending  outwardly  from  the  bot- 
toms of  said  slots,  said  flange  register. ng  with 
said  shell  and  sa:d  bosses  with  the  sides  and 
bottoms  of  said  slots  to  locate  the  cover  on  the 
shell,  and  said  tongues  being  bent  inwardly  over 
said  bosses  to  hold  the  cover  in  place  on  the 
shell.  

2.014.638 
INDUCTANCE  CONNECTER 
Philip  F.  Scofleld,  Palo  Alto.  Calif.,  assiirnor  to 
Heintz  &  Kaufman.  Ltd.,  San  Francisco,  Calif., 
a  corporation  of  Nevada 
AppUcatlon  January  28.  1933.  Serial  No.  654,081 
2  Claims.     (CI.  173— 273 1 
1.  An  inductance  connecter  comprising  a  shaft 
split  at  one  end  to  provide  a  fork,  the  tines  of 


said  fork  being  spreadable  to  partially  encircle 
and  grip  a  single  turn  of  said  Inductance,  a  sleeve 
of  lessor  inside  diameter  than  the  spread  tines 
of  said  fork,  surrounding  said  shaft  and  slldable 
thereon  to  bear  against  said  tines,  said  sleeve 
having  a  notched  end  for  engaging  said  turn  on 
each  side  of  said  fork  to  prevent  rotation  rela- 
tive to  said  conductor,  a  compressible  yoke  slld- 


ably  mounted  on  the  shaft  engaging  a  connecting 
wire  and  bearing  against  said  sleeve,  and  a  nut 
threaded  on  the  shaft  bearing  against  said  yoke 
for  compressing  said  yoke  to  lock  said  second 
conductor  thereto  and  for  urging  said  sleeve 
against  said  tines  to  lock  said  turn  therein,  said 
sleeve  fixing  the  spacing  between  the  inductance 
and  said  connecting  wire  when  said  nut  is  cinched 
up. 

2.014.639 

CONTROL  AND  MIXING   APPARATUS  FOR 

HOT   AND   COLD   W  ATKR 

Charles  A.  Stumm.  Huntington  Park,  C  allf . 

Application  March  13.  1934.  Serial  No.  715.319 

5  Claims.      (CL  277—7) 


1  In  a  control  and  mixing  appiratus  for  hot 
and  cold  water,  a  body  having  a  chamber  there- 
in with  inlet  means  for  connecting  supply  p  pes 
therewith  for  hot  and  cold  water,  a  tubular  out- 
let member  extended  Into  said  chamber  and  hav- 
ing means  for  connecting  a  discharge  pipe  with 
said  body  and  said  tubular  member,  a  cylindrical 
valve  member  rotatably  mounted  n  said  body  and 
telescoping  at  its  lower  end  over  said  tubular  out- 
let member  and  having  a  part  therein  for  seat- 
ing upon  and  closing  the  upper  end  of  said  tu- 
bular outlet  member,  the  lower  end  of  said  valve 
member  having  openings  through  its  wall  posi- 
tioned to  be  turned  Into  and  out  of  register  with 
said  supply  inlets  to  said  body  for  selectively 
opening  and  closing  said  Inlets,  and  a  single  han- 
dle for  turning  said  cylindrical  valve  member  to 
selectively  open  the  inlets  and  also  the  outlet 
through  said  tubular  member  to  the  discharge 
ppe. 
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2.014,640 
GRINDING   MILL 
Jess   P    Wales.   Denver.   Colo.,   assigrnor   to  The 
Mine  and  Smelter  Supply  Company.  Denver, 

AppUcation  October  20.  1931.  Serial  No.  569.913 
4  Claims.     (CI.  83—9) 


urging  said  valve  member  to  a  position  to  main- 
tain the  recesses  out  of  registration  with  said 
inlet  and  outlet  passages,  and  manually  operable 


1  A  grinding  mill  comprising  a  rotary  shell 
having  inlet  and  discharge  openings,  a  grid  in  the 
shell  separating  same  into  grinding  and  discharge 
chambers,  a  stationary  baffle  in  the  grinding 
chamber  a  scoop  in  the  discharge  chamber,  and 
supports  for  the  baffle  and  for  the  scoop  extend- 
ing through  the  inlet  and  discharge  openings,  the 
scoop  and  baffle  being  pivotally  connected  through 
the  grid. 

2.014.641 
CONTAINER   FOR    HOLDING    AND   DISPLAY- 
ING     AUTOMOTIVE      VEHICLE      CERTIFI- 
CATES OR  LIKE 

James  R.  Wray,  Cantril.  Iowa 

Application  Aujfust  18,  1934.  Serial  No.  740,481 

5  Claims.     (CL  40—10) 


ir 
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1  In  combination  with  a  vehicle  door  having  a 
window  an  inner  window  sill,  a  vertical  window 
gla^^s  channel  guideway  and  a  resilient  strip  ele- 
ment in  the  said  guideway.  a  document  container 
and  displayer  comprising  a  body  portion  having 
an  opening  and  designed  to  contain  the  document 
to  be  held  and  displayed,  a  sheet  of  transparent 
material  closing  sa*d  opening,  a  base  portion  on 
the  bottom  of  said  body  portion,  a  means  for 
securing  said  base  portion  to  said  window  sill,  and 
a  flange  element  on  one  end  of  said  body  portion 
extending  into  ^aid  guideway  and  between  the 
wall  of  said  guideway  and  said  resilient  material. 


means  for  moving  said  valve  member  to  control 
the  degree  of  registration  of  said  recesses  with 
the  inlet  and  outlet  passages. 


2,014.642 

H^RICATION   DEVICE 

Lloyd  M.  Andrews.  South  Bend.  Ind..  assignor  to 

The  Lubrication  Corporation.  South  Bend.  Ind., 

a  corporation  of  Delaware 

Application  June  27.  1932.  Serial  No.  619.382 
14  Claims.     (CL  251—75) 

6  A  control  valve  for  lubricants  and  other 
fluids  under  pressure  comprising,  a  valve  cham- 
ber having  an  inlet  passage  and  an  outlet  pas- 
sage communicating  therewith  at  spaced  dis- 
tances apart  from  one  another  relative  to  the 
axis  of  said  chamber,  a  valve  member  movable 
in  said  chamber,  said  valve  member  being  formed 
with  recesses  therein  of  increasing  cross  sectional 
area  along  the  direction  of  movement  thereof 
adapted  simultaneously  to  register  with  said  inlet 
and  said  outlet  passages  respectively  upon  move- 
ment of  the  valve  member  in  said  chamber,  means 
for  establishing  communication  between  the  re- 
cesses of  the  valve  member,  resilient  means  for 


2,014,643 

BALANCE  BLOCK  FOR  BUTLDINGS 

Jacob  F.  J.  Bakker.  Lakewood,  Ohio 

AppUcation  August  31.  1933.  Serial  No.  687,656 

8  Claims.     (CL  72—77) 


4  Balance  blocks  for  buildings  comprising 
bearing  members  having  opposed  concave  seg- 
ments forming  an  interior  ball  pocket,  a  ball 
mounted  in  the  pocket  in  rolling  contact  with  the 
segments,  the  pocket  being  larger  than  the  baU 
in  horizontal  dimensions  to  permit  relative  move- 
ments of  the  bearing  members  and  relative  move- 
ments of  the  latter  and  the  ball,  one  of  the  bear- 
ing members  consisting  of  two  spaced  sections 
forming  a  ball -race  therebetween,  and  a  series  of 
balls  in  the  ball-race. 


2.014.644 
HEATER 

Richard  G.  Blrkholz,  Milwaukee.  Wis.,  assignor 
to    Mid   West    Ventilating   Works.   Milwaukee, 
Wis.,  a  corporation  of  Wisconsin 
Application  September  14.  1932.  Serial  No.  633,058 
3  Claims.     (CL  219—39) 
1    A  heater  comprising  a  front  plate  adapted 
to  he  secured  to  a  building  wall  to  cover  a  re- 
cess in  said  wall  and  to  form  an  air  chamber 
with  said  recess,  there  being  an  air  inlet  com- 
municating with  said  chamber,  said  front  plate 
having  an  air  discharge  opening  and  having  an 
inwardly     projecting    flange    surrounding    said 
opening  and  spaced  from  the  rear  wall  of  said 
recess    a  heating  element  carried  by  said  front 
plate  behind  and  in  register  with  said  air  dis- 
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charge  opening  and  within  said  flange,  an  elec- 
tric motor  carried  by  said  front  plate  behind 
said  heating  element  and  adjacent  the  rear  wall 
of  said  recess,  and  a  propeller  fan  drivingly  sup- 


^z 


ported  by  the  motor  at  the  front  of  the  motor 
and  disposed  within  said  flange  for  moving  a 
current  of  air  forwardly  against  said  heating  ele- 
ment and  through  said  discharge  opening. 


2,014.645 

PISTON    EXPANDER 

Mathew  J.  Burkel.  Aurora,  HI. 

Application  October  16,  1934,  Serial  No.  748.497 

4  Claims.     (CI.  309 — 12) 


Jo 


1.  In  combination  with  a  piston  having  a  longi- 
tudinally split  skirt  provided  with  piston  pin 
bosses  in  opposed  relation,  an  expander  formed  of 
a  rod  of  resilient  metal  and  comprising  an  upper 
horizontal  portion,  a  pair  of  downwardly  ex- 
tending portions  connected  at  their  upper  ends 
to  the  ends  of  said  horizontal  portion  and  pro- 
vided with  means  for  securing  the  expander  in 
place  In  the  interior  of  the  piston  skirt,  and  a  pair 
of  lower  horizontal  portions  connected  at  one 
end  to  said  downwardly  extending  portions  with 
their  free  ends  overlapping  the  longitudinal  slit 
of  the  piston  skirt. 


2  014,646 
METHOD   OF   APPLYING   A    PRESERVATIVE 

TO   EGGS 
Herman    B,   Christian.    Oakland,    and    Harry    E 
Kennedy,  Berkeley,  Calif.;   said  Christian   as- 
signor to  said  Kennedy 
AppUcation  February  8.  1933.  Serial  No.  655.736 
6  Claims.      iCl.  99 — 8) 
1.  A  method  of  preserving  eggs  which  consists 
in  creating  a  zone  permeated  with  a  highly  atom- 
ized oQ  of  foglike  consistency,  and  exposing  the 


eggs  thereto  for  a  period  just  sufQclent  to  permit 
the  atomized  oil  to  seal  the  pores  in  the  shells 


without  leaving  any  perceptible  coating  of  oil  on 
the  shells. 


2,014,647 
REFRIGERATOR   DRAWER 
Arthur  J.  Feltault.  Bloomfield.  N.  J.,  assignor  to 
Efesem  Inc..  New  York,  N.  Y.,  a  corporation  of 
New  York 

AppUcation  July  24.  1931.  Serial  No.  552,847 
4  Claims.     (01.  259—102) 


1.  A  device  of  the  class  described  including  a 
removable  tray  or  drawer  having  a  cover  and 
constructed  and  arranged  to  be  placed  In  the 
cooling  coil  of  a  refrigerator  and  adapted  to  con- 
tain a  fluid  to  be  frozen,  a  rotatable  agitator 
mounted  on  said  cover  to  revolve  on  a  vertical 
axis  and  extending  Into  the  liquid  in  said  tray 
or  drawer,  longitudinally  reclprocable  means 
mounted  on  and  outside  of  said  cover  for  sup- 
porting said  agitator  and  moving  It  bodily 
through  said  tray  or  drawer,  and  means  auto- 
matically operable  during  said  bodily  movement 
for  rotating  said  agitator  about  its  axis,  said 
means  comprising  a  longitudinal  rack  fixedly  po- 
sitioned on  .said  cover,  and  a  gear  assolcated  with 
said  agitator  and  adapted  to  mesh  with  and  roll 
along  the  rack  when  said  agitator  is  moved. 


2,014.648 
P.ACKAGE 

George  S.  Frost.  Baldwin.  N.  Y. 

Application  July  8,  1933.  Serial  No.  679,496 

2  Claims.     (CI.  206 — 44) 

1.  A  package  including  a  plate  or  similar  recep- 
tacle composed  of  relatively  stiff  material,  said 
receptacle  having  a  chamber  adapted  to  hold  a 
food  product  therein  and  having  a  lateral  flange 
at  the  top  thereof,  a  sheet  of  pliable,  transparent 
material  adapted  to  extend  across  the  food  prod- 
uct contained  in  said  receptacle,  a  relatively  stiff 
ring  to  which  the  outer  portion  of  said  trans- 
parent sheet  is  adhesively  secured  all  around  said 
ring,  said  ring  adapted  to  rest  face  to  face  against 
said  flange  of  the  receptacle  and  having  a  down- 
wardly turned  inner  edge  adapted  to  form  a  b  ght 
in  said  transparent  sheet,  and  means  for  attach- 
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ing  said  ring  to  said  flange  of  the  receptacle     a  thread  cut  on  the  exterior  surface  thereof,  a 
Xreby  the  outer  portion  of  the  transparent  sheet     layer  of  sUver  chemicaUy  deposited  on  one  sur- 


Is  clamped  between  said  ring  and  said  flange  of 
the  receptacle. 


2.014,649 

METHOD  OF  MANCFACTIRING  STRANDS 

FOR  WEAVING  Pl'RPOSES 

George  E.  Ginn,  Des  Moines,  Iowa 

Application  May  23,  1932,  Serial  No.  612,902 

1  Claim.     (CI.  28—1) 


m       H     M     •/   la 


The  method  of  producing  a  "Cellophane"  weav- 
ing strip  having  a  different  color  appearance  on 
its  two  sides,  consisting  in  the  taking  of  a  flat 
colored  transparent  ribbon  of  "Cellophane"  hav- 
ing substantial  width,  the  placing  thereon  of  a 
transparent  "Cellophane"  ribbon  of  a  different 
color  and  of  a  width  approximately  one-fourth 
of  the  width  of  said  first-mentioned  ribbon;  the 
positioning  of  said  second-mentioned  ribbon  on 
said  flrst-mentioned  ribbon  whereby  said  flrst- 
mentioned  ribbon  will  extend  approximately  one- 
quarter  beyond  one  marginal  edge  of  said  second 
ribbon  and  approxiinately  two-quarters  beyond 
the  other  marginal  edge  of  said  second  ribbon, 
the  folding  of  the  approximately  one-quarter  of 
the  first-mentioned  ribbon  onto  and  over  said 
second  ribbon,  the  doubling  of  the  approximate- 
ly two-quarters  of  said  first  ribbon  back  upon 
Itself,  and  lastly  the  folding  of  the  portion  of  the 
first  ribbon  that  is  doubled  back  upon  itself  onto 
and  over  the  one-quarter  portion  of  said  first  rib- 
bon that  was  folded  upon  said  second  ribbon, 
thus  producing  three  thicknesses  of  said  first- 
mentioned  ribbon  on  one  side  of  said  second- 
mentioned  ribbon  and  one  thickness  of  said  first- 
mentioned  ribbon  on  the  other  side  of  said  sec- 
ond-mentioned ribbon. 


2.014  e.-so 
INDUCTOR 
Ralph  M.  Heintz,  Palo  Alto.  Calif.,  assignor  to 
Heintz  &  Kaufman.  Ltd..  San  Francisco.  Calif., 
a  corporation  of  Nevada 

Application  April  26.  1933.  Serial  No.  668.07.^ 
Renewed  Msrch  4.  193.'> 
6  Claims.     (CI.  175— 359) 
1.  An  inductor  comprising  a  cylindrical  core  of 
an  Insulating  material  having  a  relatively  low  co- 
efficient of  thermal  expansion,  said  core  having 


face  of  said  thread,  and  a  second  layer  of  silver 
electrically  deposited  on  said  first  layer. 


2.014.651 

HAMMOCK 

Gustave  A.  Johnson.  Medford.  Mass..  assignor  to 

New     England    Bedding    Company.    Medford, 

Mass..  a  corporation  of  Massachusetts 

Application  March  2.  1933.  Serial  No.  659,296 

1  Claim.     XL  5— 1241 


vy 


A  hammock  comprising  a  pair  of  rigidly  mount- 
ed spaced  supporting  members,  means  carried  by 
said  supporting  memb-^rs  providing  pivotal  anti- 
friction mountings  disposed  in  substantially  the 
same  horizontal  plane,  a  movable  carriage  member 
disposed  between  said  supporting  members,  and 
suspension  means  for  supporting  said  carriage 
member  for  swinging  movement,  said  means  com- 
prising a  pair  of  V-shaped  leaf  springs  rigidly  se- 
cured at  their  divergent  ends  to  the  ends  of  said 
carriage  member  and  at  their  convergent  ends 
to  said  pivotal  mountings,  said  leaf  springs  be- 
ing inwardly  bowed  and  substantially  rigid  in  the 
direction  of  the  swing  of  said  carriage  mem- 
ber and  being  fiexible  transversely  of  the  di- 
rection of  swing  of  said  carriage  member  there- 
by to  restrain  said  carriage  member  from  move- 
ment transversely  of  its  direction  of  swing. 


2,014.652 
VALVE  FOR  SOAP  DISPENSERS 
Tilm.tn  M.  Jones.  Huntington  Park.  Calif. 
Application  February  5,  1934.  Serial  No.  709,799 
16  Claims.     (CI.  221— 94 i 
1.  A  valve  for  a  dispensing  device  of  the  char- 
acter described  having  a  container  for  holding 
a  supply  of  fluid,  including:  walls  forming  a  pri- 
mary chamber  connected  to  .said  container  so  as 
to  receive  fluid  therefrom:  walls  forming  a  .sec- 
ondary chamber  connected  to  said  primary  cham- 
ber so  as  to  receive  fluid  therefrom,  said  second- 
ary chamber  having  an  outlet:   an  inner  valve 
means  disposed  between  said  container  and  said 
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primary  chamber  in  normally  closed  position  so 
as  to  prevent  passage  of  fluid  from  said  container 
into  said  primary  chamber;  an  intermediate  valve 
means  disposed  between  said  chambers  in  nor- 
mally open  condition:  outer  valve  means  normally 
closing  said  outlet  of  said  secondary  chamber; 
and  actuating  means  adapted  to  be  moved  from 
mactive  position  to  active  position,  said  actuating 


means  extending  through  said  secondary  cham- 
ber, and  said  actuating  means  being  connected  to 
said  valve  means  so  as  to  jwirtly  open  said  outer 
valve  means  during  the  initial  portion  of  the 
movement  of  said  actuating  means  and  at  the 
same  time  close  said  intermediate  valve  means, 
and  subsequently  open  said  inner  valve  means 
and  fully  open  said  outer  valve  means. 


2.014.653 

WELL  PUMPING  RIG 

Jon  R.  Long.  Fort  Worth.  Tex. 

Application  Aagost  31.  1933.  Serial  No.  687.636 

3  Claims.     (CI.  74— 51) 


1.  A  pumping  rig  comprising,  a  crank,  a  cross- 
head  journaled  on  the  crank  and  including  a 
pair  of  side  plates  suitably  secured  together,  a 
pair  of  gudgeons  pivotally  secured  to  each  end 
of  the  plates,  oppositely  extending  push  and  pull 
pitmen  secured  to  the  gudgeons,  swinging  mem- 
bers pivoted  to  the  pitmen,  and  means  for  pivot- 
ally  connecting  pump  rods  to  the  swinging  mem- 
bers, whereby  reciprocation  of  the  pitmen  by 
the  rotation  of  the  crank  will  reciprocate  the 
pump  rods. 

2,014  654 
TIRE  COVER  CONSTRUCTION 
George  Albert  Lyon.  Allenhnrst,  N.  J.,  mssirnor  to 
Lyon  Incorporated.  Asbnry  Park,  N.  J.,  a  cor- 
poration of  Delaware 
AppUcation  March  2,  1931.  Serial  No.  519.338 

2  Claims.  (CI.  150—54) 
1.  In  a  combination  spare  tire  cover  and  car- 
rier construction,  a  fender  having  an  opening 
therein  substantially  less  than  the  diameter  of 
the  spare  tire  and  a  spare  tire  cover  comprising 
an  arcuate  section  of  channeled  cross  section  con- 
structed to  extend  around  less  than  one-half  the 
outer  periphery  of  the  tire  and  having  a  por- 
tion projecting  downwardly  through  said  fender 
opening  and  supported  by  the  fender  to  form  a 
fender-well  for  the  tire,  said  section  including  a 
second  portion  above  the  fender  at  the  forward 
end  of  the  well,  a  second  arcuate  section  con- 
structed to  extend  about  the  outer  periphery  of 


the  tire  above  the  well  and  having  one  end  piv- 
otally connected  to  said  second  portion  at  the 
forward  end  of  the  well  and  its  other  end  spaced 
from  the  rear  end  of  said  first  section,  and  means 
for  forcing  said  other  end  of  the  second  section 


ji  r» 


toward  the  rear  end  of  said  first  section  to  force 
the  tire  downwardly  into  the  well  and  to  cause 
said  second  section  to  tightly  embrace  the  tire 
and  to  accommodate  slight  variations  In  contour 
and  size  of  the  spare  tire. 


2.014.655 
TIRE  COVER 
George  Albert  Lyon.  Allenhurst.  N.  J.,  assignor  to 
Lyon  Incorporated.  Asbury  Park,  N.  J.,  a  cor- 
poration of  Delaware 
Application  September  14.  1932.  Serial  No.  633.027 
6  Claims.     (CI.  150—54) 


1.  A  tire  cover  arranged  to  cover  the  tread  of 
a  tire,  and  resilient  means  on  the  interior  of  the 
cover  for  spacing  the  cover  from  the  tread  and 
enabling  the  cover  to  fit  treads  of  different  widths 
and  diameters,  said  means  comprising  springs 
mounted  as  cantilevers  and  arranged  to  yield  in 
planes  substantially  normal  to  the  median  plane 
of  the  tire  when  the  cover  is  being  applied 
thereto,  said  springs  having  free  ends  adjacent 
the  corresponding  plane  of  the  cover  to  guide  and 
center  the  cover  as  the  same  is  applied  in  proper 
tire  protecting  position,  said  free  ends  being 
turned  outwardly  and  said  cover  being  recessed 
to  receive  said  free  ends  whereby  Interference 
due  to  biting  of  said  ends  against  the  tire  is 
avoided  as  the  cover  is  shoved  onto  the  tire. 


2.014.656 
TIRE  COVER 

George  Albert  Lyon.  Allenhurst,  N.  J.,  assignor  to 
Lyon  Incorporated,  Asbury  Park.  N.  J.,  a  cor- 
poration of  Delaware 
Application  September  15.  1932.  Serial  No.  633.224 
8  Claims.     (CT.  150—54) 
1    In  a  spare  tire  cover,  a  circular  tread  cover- 
ing band,  flexible  spacing  means  for  accommodat- 
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ing  said  band  to  treads  of  different  diameters 
and  arranged  to  space  a  part  of  the  band  from 
the  tread  without  interfering  with  the  placing  of 


the  band  into  proper  tire  protecting  position,  and 
band  retaining  means  engageable  with  the  tire 
to  hold  the  band  in  said  position. 


2,014.657 
HEATER  FOR  HOTBEDS 

Richard  B.  Marshall,  Grosse  Pointe  Village,  and 
John   N.    Marble,    Highland    Park,    Mich.,    as- 
signors to  The  Detroit  Edison  Company,  De- 
troit. Mich.,  a  corporation  of  New  York 
Application  January  2.  1931.  Serial  No.  506.048 
3  Claims.     (CI.  219—19) 


3i 
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1.  A  heater  for  hotbeds  or  the  like  comprising 
a  closed  casing  defining  a  compartment  and  hav- 
ing vertically  spaced  bottom  and  top  members, 
the  top  member  constituting  a  hot  plate,  heat  gen- 
erating means  in  said  compartment  adjacent  the 
bottom  member  for  heating  the  top  member  by 
convection,  and  a  thermostat  c  control  unit  for 
said  generating  means  located  in  the  path  of  the 
hot  air  convection  currents  immediately  adjacent 
the  heater  and  spaced  from  the  top  member, 
whereby  said  control  unit  will  energize  said  gen- 
erating means  before  the  temperature  of  the  top 
member  falls  below  the  lower  operating  tem- 
perature of  the  unit. 


2.014.658 
FURNACE 
Joseph  A.  Masonick.  Lake  Bluff.  Hi. 
Application  November  18.  1932.  Serial  No.  643.128 
6  Claims.     (CI.  122 — 158) 
1.  A  heating  furnace  comprising  a  combustion 
chamber,  an  ash  pit,  a  fire  pet  between  the  com- 
bustion chamber  and  ash  pit.  said  fire  pot  having 
an  inturned  rim  providing  a  carbureting  cham- 
ber within  the  fire  pot  in  communication  with  said 
combustion  chamber,  a  fuel  reservoir  within  said 
combustion  chamber  above  the  fire  pot  and  ar- 
ranged to  discharge  fuel  Into  said  flre  pot,  and  a 


gas  duct  communicating  with  the  upper  region 
of  said  reservoir  and  with  said  carbureting  cham- 


ber for  conducting  gases  from  the  fuel  reservoir 
to  the  carbureting  chamber. 


2.014,659 
INTERNAL  COMBUSTION  ENGINE 
Alfred    Moorhouse,    Detroit,    Mich.,    assignor   to 
Packard  Motor  Car  Company,  Detroit,  Mich.,  a 
corporation  of  Michigan 

Application  July  20,  1932.  Serial  No.  623,506 
13  Claims.     (CI.  123—90) 


1.  A  valve  take-up  mechanism  comprising  a 
lever  arm,  a  support,  a  stationary  piston  extend- 
ing downwardly  from  the  support,  a  spring  pressed 
cylinder  movable  on  said  piston  and  closed  at  its 
lower  end.  said  cylinder  operating  on  said  lever 
arm.  said  piston  having  a  port  in  its  head,  a  spring 
closed  valve  for  said  port,  and  means  operated 
by  the  movable  cylinder  for  controlling  the  valve 
action. 


2.014.660 
ANIMATED  DISPLAY   OR    SIGN   APPARATUS 
James   T.   Mullen,   Cleveland.   Ohio,   assignor  to 
The  Dyment  Company,  Cleveland.  Ohio,  a  cor- 
poration 
Application  February  13.  1934.  Serial  No.  711.054 
18  Claims.     (CI.  40— 130) 
1.  In  an  animated  display  of  the  class  described, 
in  combination,   a   reflection   receiving  member 
having  an  opening  therethrough,  a  reflecting  sign 
member  spaced  therefrom  and  provided  with  a 
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reflecting  sxirface  facing  the  reflection  receiving 
member,  and  a  light  source  disposed  on  the  side  of 
the  reflection  receiving  member  opposite  that  at 
which  the  reflecting  sign  member  is  disposed  so 
that  the  rays  of  light  from  the  light  source  may 


•a: 


..• 


■r- 
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be  projected  to  the  reflecting  surface  of  said  sign 
member  through  the  reflection  receiving  member 
opening  and  projected  from  such  surface  upon 
the  adiacent  face  of  the  reflection  receivmg 
member. 

2.014.661 
OILING  DEVICE  FOB  DEEP  WELL  PUMPS 
Thomas  G.  Myers.  Los  Angreles.  Calif..  u8iinH>r, 
by  mesne  assignments,  to  Food  Machinery  Cor- 
poration.   San    Jose.    Calif.,    a   corporation    of 
Delaware 
Application  June  2.  IS.'^O.  Serial  No.  458.970 
8  Claims.     (CI.  184 — 69) 


1.  In  a  device  for  supplying  lubricant  to  bear- 
ings from  a  reservoir  assoc.ated  with  a  rotatable 
^aft  and  above  the  bearings,  a  conduit  for  the 
lubricant  leading  downwardly  from  the  reservoir. 
and  a  ball  valve  in  the  reservo  r  checking  the 
passage  of  lubricant  from  the  reservoir  to  the 
conduit,  and  adapted  to  be  unseated  m  response 
to  the  motion  of  the  lubricant  in  the  reservoir 
when  the  shaft  is  rotating. 


2014.662 
AUTOMATIC  TRANSMISSION 
Romeo  M.  Nardone,  East  Orange.  N.  J.,  assignor 
to  Eclipse  Aviation  Corporation,  East  Orange, 
N.  J.,  a  corporation  of  New  Jersey 
Application  November  28.  1953,  Serial  No.  700.157 
12  Claims.     (CI.  74 — 336) 
1.  In  a  vEtrlable  speed  transmission,  a  driving 
shaft,  a  driven  shaft,  means  for  connecting  the 


shafts  in  a  high  speed  gear  ratio  including  a 
speed  responsive  clutch  havmg  a  portion  ro- 
tatable with  each  of  the  shafts  for  directly  con- 
necting the  same,  means  for  connecting  the  shafts 
in  an  intermediate  gear  ratio  including  a  friction 
clutch  responsive  to  the  speed  of  one  of  the 
shafts,  means  for  connecting  the  shafts  in  a  low 
speed  ratio,  means  responsive  to  torque  reaction 


of  the  intermediate  gear  means  and  directly  op- 
erated thereby  for  controlling  the  high  gear  con- 
necting means,  means  associated  with  the  low 
speed  gear  means  and  acting  upon  the  high  speed 
clutch  for  controlling  the  same,  and  torque  re- 
sponsive means  directly  operated  by  the  low 
speed  gear  means  and  acting  upon  the  inter- 
mediate gear  speed  responsive  clutch  for  con- 
trolling the  same. 


2,014.663 

HYGIENIC  AND  Al'TOMATIC  HOLDING   AND 

CLEANSING   DEVICE   FOR   BEER   COMBS 

Merlyn  A.  Nebraske.  Glen  Ellyn,  111. 

Application  March  I.  1934,  Serial  No.  713.498 

4  Claims.      (CI.  141—1) 


1.  An  automatic  clean.sing  and  hygienic  hold- 
ing member  for  beer  combs  comprising  in  combi- 
nation, a  water  flow  faucet,  a  holding  member  ad- 
jacent thereto,  a  water  receiving  and  dividing 
member  attached  to  said  faucet  to  receive  water 
therefrom,  said  dividing  member  having  a  pair 
of  outlet  openings,  one  of  said  openings  diverting 
water  Into  an  outlet  where  it  may  be  withdrawn 
for  consumption  and  the  other  of  said  openings 
leading  through  a  tube  Into  said  holding  member, 
said  holding  member  being  adapted  to  hold  and 
cleanse  a  beer  comb  within  said  water. 
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2.014.664 

LIQUID   MEASURING   DEVICE 

John  W.  Nichoils.  Los  Angeles.  Calif.,  assignor  to 

James  E.  Daugherty.  Los  Angeles,  Calif. 

Application  September  15.  1933,  Serial  No.  689.572 

4  Claims.     (CL  73 — 30» 

0.^  1 5  ».i 


1.  In  a  liquid  metering  device,  means  defining 
a  liquid  measuring  chamber  having  a  pair  of  ports 
one  communicating  therewith  near  each  end  of 
said  chamber,  a  piston  in  said  chamber  movable 
longitudinally  thereof  by  ingress  of  liquid  through 
one  of  said  ports  to  force  liquid  from  the  other  of 
said  ports,  a  valve  movable  from  one  position  di- 
recting liquid  Into  one  of  said  ports  to  a  second 
position  for  directing  liquid  into  the  other  of  said 
ports,  electromagnetic  means  for  moving  said 
valve  from  one  of  its  positions  to  the  other  of  its 
positions,  means  for  moving  said  valve  from  said 
other  position  to  said  one  position,  electric  switch 
means  actuated  by  said  piston  when  it  arrives  at 
one  end  of  said  chamber  for  energizing  said  elec- 
tromagnetic means  and  operable  by  the  said  pis- 
ton when  it  arrives  at  the  other  end  of  said  cham- 
ber for  de -energizing  said  electromagnetic  means. 


2.014.665 
GAS  BURNER 

Herbert  R.  Palmer,  Shaker  Village.  Ohio,  assignor 
of  one-half  to  Thomas  H.  Tubman.  Akron, 
Ohio 

Application  February  6.  1934.  Serial  No.  710.024 
9  Claims.     (CI.  158— 117) 


5.  A  gas  burner  comprising  a  bowl  shaped 
body  having  an  open  top,  a  fluted  outer  wall 
and  a  cylindrical  inner  wall  having  their  tops 
horizontally  aligned  with  each  other,  said  inner 
wall  being  axlally  aligned  with  and  spaced  from 
said  outer  wall  to  provide  a  substantially  ring- 
shaped  mixing  chamber  enclosing  an  axial  pas- 
sage through  said  body,  and  a  flat  ax  ally  per- 
forated plate  having  the  irregular  configuration 
of  .said  chamber  and  mounted  slightly  above  the 
open  top  thereof  in  alignment  with  the  inner 
and  outer  walls  to  provide  two  substantially  con- 
centric narrow  outlet  passages  of  equal  width 
adjacent  the  inner  and  outer  walls  of  said  cham- 
ber. 


2.014.666 
MUFFLER 
Paul  G.  Peik,  Chicago.  HI.,  assignor  to  The  Halsey 
W.  Taylor  Company,  Warren.  Ohio,  a  corpora- 
tion of  Ohio 
Application  October  31.  1932.  Serial  No.  640,557 
2  Oaims.     (CI.  137— 160) 


1.  A  muffler  for  silencing  the  exhaust  noise  of 
internal  combustion  engines  embodying  an  outer 
shell  closed  at  opposite  ends  by  front  and  rear 
end  walls  having  inlet  and  outlet  openings,  an 
inner  shell  axially  aligned  with  said  first  shell  and 
arranged  within  said  first  shell  abutting  said  end 
walls,  a  perforated  tube  within  said  inner  shell 
in  axial  alignment  with  the  inlet  and  outlet  open- 
ings of  said  outer  shell,  and  fins  of  different  length 
attached  to  the  outside  surface  of  said  inner  shell 
parallel  to  the  longitudinal  axis  thereof  and  con- 
necting with  the  inner  wall  of  said  outer  shell, 
said  fins  subdividing  the  annular  space  between 
said  outer  and  inner  shell  into  parallel  chambers 
communicating  with  the  interior  of  said  inner 
shell  and  forming  a  doubled  back  resonator  cham- 
ber of  approximately  double  the  length  of  said 
muffler  and  coextensive  therewith. 


2.014.667 

MACHINE   TOOL    SLIDEWAY    ANT)   METHOD 

OF  MAKING  THE  SAME 

William  Wallace  Potter.  Pawtucket.  R.  I. 

Application  June  29,  1932,  Serial  No.  620.023 

4  Claims.     (CL  82—32) 


1.  A  bearing  having  contacting  slides  at  least 
one  of  which  ha.s  its  bearing  surface  across  the 
grain  of  the  metal  the  contacting  surfaces  of  such 
slides  being  extended  in  the  direction  of  sliding 
movement,  one  of  such  surfaces  being  continuous 
and  the  other  being  composed  of  portions  that 
are  si>aced  apart  in  the  direction  of  sliding  move- 
ment. 


2.014.668 
MEANS   FOR    EXAMINLNG    GEAR   WHEELS 

August  Rinderknecht.  Esslingen-on-the-Neckar, 

Germany 

Application  July  19.  1933.  Serial  No.  681,215 

In  Germany  August  8.  1932 

7  Claims.     (CL  33—174) 


o»     -v 


1.  Device  for  examining  toothed  wheels  com- 
prising a  support  for  the  wheel,  an  abutment  dis- 
placeably  arranged  with  respect  to  said  support, 
means  for  drawing  said  support  and  said  abut- 
ment towards  each  other,  means  for  inserting  a 
pin  Into  the  gap  between  a  pair  of  teeth  of  the 
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wheel  and  between  said  abutment  and  said  teeth, 
means  for  rotating  the  wheel  with  respect  to  said 
abutment  and  means  for  recording  the  variations 
of  distance  between  the  axis  of  rotation  of  the 
wheel  and  said  abutment. 


2.014.669 

METHOD  OF  aND  APPARATUS   FOR 

MAKING  RUBBER  TUBES 

Fred  T.   Roberts,  Ridsewood,  N.  J.,  assiirnor  to 

Frank  A.  Daly,  Pawtucket,  R.  I.,  trustee 

AppUcation  July  24.  1931,  Serial  No.  552,994 

9  Claims.     (CI.  154 — 14) 


7.  A  method  of  joining  the  ends  of  rubber 
tubing  which  Includes  the  acts  of  bringing  such 
ends  together  with  portions  overlapping  with  one 
siUTounding  the  other  and  while  overlapped  sub- 
jecting such  portions  to  pressure  applied  in  a 
radial  direction  at  successive  points  in  a  circum- 
ferential direction. 


2,014,670 

AUTOMOBILE    CONSTRUCTION 

Clifton  R.  Roche.  Detroit,  Mich. 

AppUcation  March  16.  1934.  Serial  No.  715.903 

19  Claims.     (CI.  180— 54) 


1.  A  vehicle  having  a  pair  of  supporting  wheels 
at  each  end.  sm  engine  supporting  frame  spring 
supported  upon  only  one  pair  of  wheels,  an  en- 
gine pivotally  supported  about  its  longitudinal 
axis  upon  said  frame,  transmission  mechani^^m 
supported  upon  the  other  pair  of  wheels,  aixd  a 
structural  torque  taking  unit  connecting  the  en- 
gine and  transmission  mechanism  into  an  inde- 
pendent structural  assembly. 


2.014.671 

SPRAYING   AND    SQUIRTING   DEVICE 

Franx  Rothe.  Dresden.  Germany 

AppUcation  January  12.  1933,  Serial  No.  651.403 

In  Germany  February  2.  1932 

3  Claims.     (CL  29»— 89) 


2    if  H 


1.  A  sprajdng  device  comprising  a  container,  a 
top  member  detachably  secured  to  said  container 
and  closing  it,  a  horizontal  atomiz.ng  tube  hav- 
ing one  end  extending  rotatably  through  a  por- 
tion of  said  top  member,  two  bores  in  said  top 


member  leading  from  said  tube  to  the  container, 
said  atomizing  tube  having  two  lateral  openings 
)n  said  one  end  and  an  air  pressure  generat- 
ing member  connected  lateraJly  to  the  other 
end  of  said  atomizing  tube,  said  air  pressure  mem- 
ber being  rigidly  connected  therewith,  said  open- 
ings be  ng  so  located  as  to  establish  communi- 
cation between  the  interior  of  the  atomizing 
tube  and  said  bores  when  the  air  pressure  mem- 
ber is  rotated  to  a  position  extending  laterally  of 
the  conta  ner,  and  to  close  off  such  communica- 
tion when  the  pressure  member  extends  down- 
wardly. 


2,014.672 
INTERNAL  COMBUSTION  ENGINE 
Paul  Schmaljohann,  Kiel,  Germany,  assignor,  by 
mesne  assirnments.  to  Centra  Handels-  &  In- 
dustrie A.-G..  Chur.  Switserland 
Application  July  21.  1933.  Serial  No.  681.623 
In  Germany  July  27,  193e 
10  Claims.     (0.12^—51) 


1.  In  an  internal  combustion  engine,  a  plural- 
ity of  cylinders  the  number  of  which  is  greater 
than  two  arranged  star-like  and  having  a  com- 
mon combustion  chamber,  pistons  reciprocating 
within  said  cylinders  and  formed  with  roof- 
like  end  faces,  a  fuel  injection  nozzle  between 
two  adjacent  cylinders,  and  gearing  connected 
with  said  pistons  and  controlling  the  movement 
thereof,  the  end  faces  of  said  pistons  being  shaped 
so  that  when  the  said  pistons  are  In  their  inner 
dead  centers  between  the  end  face  of  the  piston 
opposite  to  the  Injection  nozzle  and  the  end  faces 
of  the  pistons  opposite  to  the  said  piston  an  ig- 
nition chamber  is  provided,  and  that  between  the 
end  faces  of  the  pistons  reciprocating  within  the 
cylinders  having  the  injection  passage  located 
between  the  same  a  passage  is  provided  which 
connects  the  said  nozzle  with  said  ignition  cham- 
ber. 


2.014.673 
CARDING.  CLEANING,   OPENING.  AND   LIKE 

MACHINE    FOR   TEXTILE    FIBERS 

Radolf  Setser,  Munich -Trudering.  Germany,  as- 

sirnor  to  Technik  Si  Investment  Aktien^eseU- 

schaft.  Vaduz.  Liechtenstein 

AppUcation  November  1.  1933,  Serial  No.  696.258 

In  Germany  November  4.  1932 

11  Claims.     (CI.  19—99) 


1.  A  machine  for  opening,  cleaning,  carding  or 
like  treatment  of  textile  fibers,  having  In  com- 
bination two  coacting  rotatable  cylinders,  one  of 
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said  cylinders  having  approximately  tangential 
teeth  thicker  at  their  roots  than  at  their  tips,  with 
outwardly  facing  channels  extending  from  root 
to  tip.  and  the  other  cylinder  having  teeth  ar- 
ranged to  pass  through  the  channels  of  said  chan- 
nelled teeth. 


2,014,674 

SOUND-PRODUCING  APPARATUS 

Harry  F.  Waters,  New  York,  N.  Y. 

AppUcation  March  9,  1931.  Serial  No.  521,280 

13  Claims.     (CI.  84— 1) 


Y< 


J^^lT-^T^^^^ 


1.  A  sound  producing  apparatus  Including  a 
sound  producing  element,  means  for  convert- 
ing the  resultant  produced  when  said  sound  pro- 
ducing element  is  actuated  into  electrical  im- 
pulses of  fixed  frequency,  means  for  converting 
said  electrical  impulses  into  sound,  and  means  for 
changing  the  frequency  of  said  electrical  im- 
pulses before  the  sound  producing  means  is  sub- 
jected to  the  effect  thereof  whereby  sounds  of 
different  pitches  may  be  produced  by  said  sound 
producing  means. 


2.014.675 

EDUCATIONAL  APPLIANCE 

Beulah  Brubaker  Webster,  Madison,  Wis. 

AppUcation  June  23.  1934,  Serial  No.  732,169 

2  Oalms.    (CI.  35—73) 


i- 


1.  An  educational  appliance  comprising  a  work- 
ing board  having  a  plurality  of  groups  of  pegs, 
a  number  Identifying  each  of  the  various  groups, 
the  number  of  pegs  in  each  group  corresponding 
to  Its  numerical  designation,  the  pegs  of  any  one 
group  being  of  the  same  length,  the  pegs  of  the 
respective  groups  taken  in  order  according  to  nu- 
merical designation  Increasing  in  length  pro- 
gressively and  in  a  predetermined  mathematical 
relationship,  apertured  discs  of  uniform  thickness 
adapted  to  be  placed  on  the  pegs  of  the  several 
groups,  and  the  pegs  being  of  such  lengths  that 
the  maximum  number  of  discs  capable  of  being 
accommodated  on  any  one  peg  corresponds  to 
the  numerical  designation  of  the  group  with  which 
said  peg  is  identified. 


2.014.676 
GERMICIDE 

Lyle  A.  Weed.  Iowa  City.  Iowa,  assif^nor  to  The 
Hamilton  Laboratories.  Inc..  Hamilton.  Ohio,  a 
corporation  of  Delaware 
No    Drawing.     AppUcation    November    19.    1934, 
Serial  No.  753.786 
9  Claims.     (CI.  167—71) 
5.  A  germicidal  preparation  for  use  in  suitable 
concentration  in  contact  with  tissue  of  a  living 
human   being   or  other   higher   animal   for   the 


purpose  of  combating  the  attack  of  pathogenic 
micro-organisms  on  said  animal,  without  harm- 
ing the  animal,  comprising  an  organic  mercury 
compound  having  the  formula 

RHgX 

wherein  R  represents  a  phenyl  radical  carrying 
no  substituent  groups  which  will  react  with  either 
alkalies  or  acids  to  form  salts  and  wherein  X 
represents  an  element  or  radical  which  exists  as 
an  anion  when  the  compound  is  dissolved  in 
water. 


2.014,677 
HAND  WARMER 

Clarence  Raymond  Williams.  Chicago.  HI. 

AppUcation  February  10,  1934,  Serial  No.  710,699 

2  Claims.     (CI.  219—19) 


1.  A  hand  warmer  comprising  a  shell  closed 
at  one  end.  a  core  disposed  longitudinally  in  the 
shell  and  provided  with  a  heating  element  there- 
on, a  di-electric  body  in  the  opposite  end  of  the 
shell,  dl -electric  material  in  the  sheU  extending 
between  the  body  and  the  closed  end  of  the  shell 
and  being  interposed  between  the  core  and  the 
iimer  side  of  the  shell,  said  body  being  provided 
with  an  electric  socket  therein  connected  with 
the  heating  element,  and  an  extensible  conductor 
connected  with  a  source  of  current  having  a 
pronged  plug  for  quick  detachable  engagement 
with  the  socket  of  said  body. 


2,014.678 
INTERNAL  COMBUSTION  ENGINE 

Arnold  ZoUer,  BerUn,  Germany 

AppUcation  October  19,  1932.  Serial  No.  638,609 

In  Germany  October  24,  1931 

12  Claims.     (CL  123 — 53) 


7.  In  an  internal  combustion  engine  with  a 
preliminary  compressor,  the  arrangement  of  the 
compressor  on  the  front  side  of  the  engine  with 
Its  axis  parallel  to  the  axes  of  the  engine  cylin- 
ders, and  a  second  compressor  on  the  engine  cyl- 
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inder  heads  with  its  axis  in  transversal  relation 
to  the  axes  of  the  cylinders,  the  outlet  of  the  first 
compressor  being  connected  with  the  inlet  of  the 
second  compressor  and  the  outlet  of  the  second 
compressor  with  the  carburetter  of  the  internal 
combustion  engine. 

2.014.679 
REAMING  APPARATUS 
Otto  F.   Eckroate,   Chippewa   Township.  Beaver 
County.  Pa.,  assignor  to  The  Babcock  &  Wilcox 
Tube  Company,  West  Mayfleld,  Pa.,  a  corpora- 
tion of  Pennsylvania 

AppUcation  June  28.  1933.  Serial  No.  677,973 
13  Claims.     (CI.  77—3) 


1.  A  reamer,  comprising  a  cylindrical  guide 
having  two  longitudinally  spaced  circumferential 
series  of  radially  yielding  resilient  members  to 
bear  against  the  bore  to  be  reamed,  a  spindle 
rotatably  mounted  in  said  guide  having  its  lead- 
ing end  formed  for  connection  to  a  tension  bar, 
and  a  reaming  cutter  secured  to  the  trailing  end 
of  the  spindle  with  its  front  side  facing  the 
guide. 

2.014,680 
MANUFACTURE  OF  CIGARETTES 
William   Frederick    Maitland    Edwards,    London. 
England,  assifnor  to  Filter  Tips  Limited,  Lon- 
don, England,  a  British  company 
AppUcation  November  28.  1934.  Serial  No.  755.210 
In  Great  Britain  September  27.  1933 
23  Claims.     (CI.  131 — 43) 


1.  Apparatus  for  placing  insertions  In  the  fill- 
ing of  a  continuous  cigarette  rod,  comprising  a 
separating  member  adapted  for  insertion  between 
the  tobacco  filling  and  the  paper  strip  carrying 
the  same,  means  for  gripping  the  tobacco  disposed 
on  the  said  separating  member,  cutters  to  sever 
the  gripp)ed  part  of  the  tobacco  from  the  continu- 
ous filling,  means  for  discharging  the  severed 
part  of  the  tobacco  filling,  and  means  for  apply- 
ing a  length  of  filter  tip  or  mouthpiece  material 
on  to  the  paper  strip  in  place  of  the  tobacco  which 
has  been  removed  therefrom. 

2.014.681 

RECEIVER  FOR  MATERIALS,  SUCH  AS 

ARTIFICIAL  SILK 

Theodor  Grauer.  Horn,  Switzerland,  assig^nor  to 

firm  Feldmiihle  A.  G.  vormals  Loeb,  Schoen- 

feld  &  Co..  Rorschach.  Rorschach.  Switzerland 

AppUcation  November  15.  1933,  Serial  No.  698,180 

In  Germany  November  21.  1932 

10  Claims.     (CL  242 — 118) 

1.  A  receiver  for  artificial  filamentary  materials 

comprising  an  annular  body  having  the  general 


proportions  of  a  hoop,  the  depth  thereof  being 
very  small  in  proportion  to  the  diameter,  said 
body  having  a  shallow  circumferential  material- 


receiving  groove  of  small  width  relative  to  the 
diameter  of  the  bodj'.  said  body  having  outwardly 
extending  limiting  walls  at  its  ends  serving  to 
support  and  drive  the  body  at  its  periphery. 


2.014.682 

ORIFICE   METER   FITTING 

Gordon  Z.  Greene.  Pasadena.  Calif. 

AppUcation  September  18.  1931.  Serial  No.  563,542 

11  CUlms.     (CI.  137—75) 


1.  In  an  orifice  meter  fitting,  a  body  having 
a  fluid  passage,  a  seat  in  the  body  around  the 
passage,  a  carrier  in  the  body,  a  disc  supported 
by  the  carrier  to  extend  across  the  passage,  a 
removable  member  retaining  the  plate  in  the 
carrier  and  adapted  to  seal  with  both  the  seat 
and  the  disc,  and  means  acting  through  the 
carrier  for  clamping  the  member  against  the 
seat  and  for  clamping  the  disc  against  the 
member. 


2.014,683 

CATHEAD  CONTROL  MECHANISM 

Clark  W.  Hubert.  Childress.  Tex. 

AppUcation  October  16,  1934.  Serial  No.  748.543 

4  Claims.     (CI.  192—18) 


*4r.rfri 


1.  In  a  load  handling  apparatus  having  a 
power  shaft  and  a  cathead  loosely  mounted  there- 
on, clutch  mechanism  for  placing  said  shaft  into 
and  out  of  driving  engagement  with  the  cathead 
and  Including  a  fixed  clutch  disk  rotatable  with  the 
shaft,  a  shiftable  clutch  disk  rotatable  with  the 
shaft,  and  an  intermediate  shiftable  clutch  disk 
rotatable  with  the  cathead  adapted  to  be  clamped 
between  the  first  and  second  di5ks  for  placing  the 
shaft  in  driving  engagement  with  the  cathead; 
and  brake  mechanism  for  stopping  the  cathead 
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incidental  to  a  release  of  the  intermediate  disk, 
said  brake  mechanism  Including  an  actuator  disk 
arranged  at  the  side  of  the  second  disk  opposite 
to  said  intermediate  disk,  said  brake  means  fur- 
ther including  a  fixed  brake  drum  having  an  inte- 
gral wall  presenting  a  brake  surface  on  one  side 
thereof,  an  annular  member  secured  to  said  wall 
of  the  brake  drum  at  the  brake  surface  side 
thereof,  a  non-rotating  brake  disk  mounted  on 
the  annular  member  to  shift  axially  thereof,  and 
a  rotatable  and  axially  movable  brake  disk  car- 
ried by  the  cathead  and  located  between  said 
non-rotating  brake  disk  and  the  brake  dnim  wall 
to  be  frictionally  engaged  therewith  to  apply  a 
braking  action  to  the  cathead  when  the  actuator 
disk  is  shifted  to  release  the  disks  of  the  clutch 
mechanism. 


I 


2.014.684 

APPARATUS   FOR   MEASmiNG   THE 

PERFORMANCE   OF   ENGINES 

Hugo  Junkers.  Dessau,  Germany,  assignor  to  the 

firm  Junkers  Motorenbau,  G.  m.  b.  H.,  Dessau, 

Germany 

Application  May  27.  1933.  Serial  No.  673,177 

In  Germany  June  15,  1932 

11  Claims.     (CI.  265—24) 


2.014.685 

NONDRIP  PITCHER 

Gilbert  W.  H.  Langewlsch,  Scribner,  Nebr. 

AppUcation  July  19,  1934.  Serial  No.  736,086 

2  Claims.     (CL  65 — 31) 


1.  In  an  apparatus  for  measuring  the  perform- 
ance of  engines  and  more  especially  aircraft  en- 
gines in  combination,  an  air  conveying  device 
arranged  to  be  fixed  to  and  to  be  supported  by 
the  engine  shaft,  a  casing  surrounding  and  sup- 
ported by  said  device  for  independent  rotation 
relative  to  it.  vanes  arranged  in  said  casing  to 
be  acted  upon  by  the  air  conveyed  by  said  device, 
means  for  resisting  rotation  of  said  casing,  means 
for  measuring  this  resistance,  and  means  includ- 
ing two  systems  of  guide  vanes  associated  with 
said  casing  for  guiding  the  air  conveyed  by  said 
device  in  contact  with  said  engine  to  cool  same. 


1.  In  a  pitcher,  an  open-mouthed  body  portion. 
a  protruding  lip  on  one  side  of  the  opening,  a 
pouring  spout  extending  above  said  lip  and  spaced 
therefrom,  said  spout  being  extended  on  each  side 
of  said  Up  and  offset  inwardly  of  the  body  por- 
tion and  Joined  therewith  by  a  web  providing  a 


gutter  communicating  with  the  interior  of  the 
body  portion,  the  lip  having  an  inwardly  and  up- 
wardly inclined  wall  to  prevent  drippings  in  said 
gutter  from  spilling  when  the  body  portion  is 
tUted. 


2.014.686 

COMBUSTION  OF  FtTLS 

Eugene  Lubovitch  and  Jean  Midor  Fieschi.  Paris, 

France;  said  Fieschi  assignor  to  said  Lubovitch 
No  Drawing.     Application  August  18,  1932.  Serial 
No.  629,308.    In  France  August  27,  1931 
12  Claims.     (CL  44 — 4) 
1.  A  process  of  improving  the  combustion  of 
solid  fuels,  comprising  the  addition  to  the  fuel 
of  a  small  amount  of  a  mixture  containing  at 
least  one  alkali  chloride,  at  least  one  substance 
selected  from  the  oxides  and  salts  of  cerium  and 
thorium  and  the  oxides  of  barium  and  at  least 
one  salt  selected  from  the  nitrates,  permanga- 
nates and  chlorates  of  the  alkali  and  alkaline 
earth  metals. 


2.014.687 
SEWING  MACHINE 

Friedrich  Luti,  Stuttgart.  German>.  assignor  to 

Union   Special   Maschinenfabrik.  G.   m.   b.   H., 

Stuttgart.  Germany 

AppUcation  August  21.  1933.  Serial  No.  686,151 

In  Germany  December  9,  1932 

5  Claims.     (CL  112—154) 


r%  n. 


1.  The  combination  of  a  needle,  a  comple- 
mental  stitch  forming  device  cooperating  there- 
with for  forming  stitches,  means  located  in  rear 
of  the  needle  over  which  the  needle  thread  be- 
tween stitches  is  laid,  so  that  the  thread  is  sup- 
ported thereby  on  the  down  stroke  of  the  needle, 
and  means  for  moving  said  thread  supporting 
means  in  a  direction  substantially  parallel  with 
the  surface  of  the  fabric  for  releasing  the  thread 
whereby  the  needle  on  its  up  stroke  may  set  the 
stitch  and  draw  the  threads  into  firm  contact 
with  the  fabric  being  stitched. 


2.014.688 
PROCESS   AND  DEVICE   FOR  THE   APPLICA- 
TION  OF   ELASTICIMETRY.   PARTICLXAR- 
LY  OF  PHOTOELASTICIMETRY 

Georges  Mabboux.  Paris.  France 

AppUcation  November  5.  1931.  Serial  No.  573,216 

In  Belgium  November  10.  1930 

11  Claims.     (CI.  88— 14> 

1,  The  method  of  measuring  stresses  in  a  struc- 
ture comprising  the  stet«  of  embedding  a  light 
reflecting  element,  having  double  refractive  prop- 
erties when  subjected  to  stresses,  in  said  structure 
so  ttiat  stresses  in  the  latter  are  communicated 
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to  said  element,  said  element  having  at  least  one 
surface  exposed,  projectmg  a  beam  of  polarized 
light  on  said  element,  and  measurmg  modifxa- 


tions  in  the  reflected  polarized  light  beam  due  to 
the    double    refractive    effect    of    said    element 
whereby  stresses  in  said  structure  communicated 
to  said  element  may  be  detected  and  measured. 


2.014,689 

BOBBIN  CLEANING  DEVICE 

Edjrar  A.  McKillop,  Hendersonville,  N.  C. 

Application  July  18,  1934.  Serial  No.  735  870 

3  Claims.     (CI.  15—7) 


1.  A  device  for  cleaning  bobbins  comprising  an 
air  channel,  a  pair  of  air  motors  at  spaced  points 
in  the  channel,  a  rotary  brush  operatively  con- 
nected to  each  motor  and  located  exteriorly  of 
the  channel,  one  end  of  the  channel  adapted  to 
be  connected  to  a  source  of  air  under  pressure, 
the  other  end  of  the  channel  forming  a  discharge 
port  and  located  between  the  rotary  brushes,  the 
axes  of  the  brushes  being  located  at  an  angle  to 
each  other  so  that  the  brushes  will  cooperate  to 
clean  the  usual  slotted  ends  of  the  bobbins. 


2.014.690 

MIRROR  LIGHT 

Benjamin  H.  Minton.  Huntingrton,  Ind..  assig:nor 

of  one-half  to  Fred  E.  Beaty,  Huntin«:ton.  Ind. 
Application  November  26.  1934.  Serial  No.  754.893 
2  Claims.  (CI.  240 — 4.2) 
1.  In  a  mirror,  a  frame,  a  mirror  glass  mounted 
in  said  frsune  and  provided  adjacent  its  upper 
edge  with  an  opening,  an  apertured  supporting 
strip  secured  to  opposite  sides  of  the  frame  and 
extending  transversely  of  the  mirror  rearwardly 
thereof  with  the  aperture  in  said  strip  aligning 
with  the  aperture  in  the  mirror,  a  lamp  socket 
extending  through  the  aperture  in  said  strip  and 
provided  with  a  circumferential  groove  into  which 
the  edge  of  the  strip  about  said  aperture  fits  for 
retaining  the  socket  against  axial  displacement, 
a  lamp  bulb  projecting  forwardly  of  the  mirror 


and  having  its  base  extending  through  the  open- 
ing in  the  mirror  and  threadedly  engaged  with 


said  socket,  said   socket   also   including  a  snap 
switch  and  a  pull  chain  for  the  switch. 


2.014,691 
LIQUID   FLOW   INDICATOR 

Porter  S.  Morgan,  Norwalk,  Conn.,  assijrnor,  by 
mesne  assijfnments.  to  Liberty  Share  Corpora- 
tion, BufTalo.  N.  Y.,  a  corporation  of  New  York 

Application  November  14,  1932,  Serial  No.  642,573 
5  Claim.s.     (CI.  116— 117) 


■y  /» 


1.  In  a  liquid  flow  indicator,  a  housing  havmg 
a  transparent  portion,  input  and  output  conduits 
communicating  with  spaced  portions  within  said 
housing,  a  valve  seat  in  the  housing  adjacent  the 
input  conduit,  a  valve  gravitationally  retained  on 
said  seat  and  adapted  to  open  with  the  fluid 
stream,  means  in  the  housing  for  mounting  said 
valve  for  both  rotating  and  axial  movement,  and 
a  rotor  carried  by  the  valve  and  positioned  within 
said  seat,  said  valve  having  an  extension  serving 
as  an  indicating  device  and  visible  through  the 
transparent  portion  of  the  housing. 


2.014.692 
FERRO-PRCSSIATE  PRINTING 
Humphrey  Desmond  Murray,  South  Kensinirton, 
London,  England,  assignor  of  two- thirds  to 
Douglas  Arthur  Spencer.  London.  England,  and 
Norton  &  Gregory  Limited,  London.  England,  a 
British  company 

Application  March  3.  1934.  Serial  No.  713,944 
In  Great  Britain  March  10,  1933 
8  Claims.     (CI.  95 — 6) 
1.  A  process  for  the  production  of  stable  photo- 
graphic prints  consisting  in  exposmg  to  light  a 
layer  of  light  sensitive  material  containing  a  solu- 
ble ferric  salt  and  a  soluble  ferricyanide  behind  a 
transparency,  and  surface  treating  the  exposed 
layer  with  an  aqueous  solution  containing  a  chem- 
ical fixing  agent  for  one  of  the  primary  reagents 
of  the  layer  in  order  to  effect  a  chemical  trans- 
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formation  of  the  primary  reagent  present  in  the 
unexposed  parts  of  the  layer  and  so  render  the 


COftAtT     1ALT5 
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unexposed  parts  of  the  layer  non-sensitive  to 
light. 


2.014,693 
PLtTNGER  OPERATED  TONGS 

Olof  Ohlson.  Newton.  Mass.,  assignor  to  Ohlson 
Metal  Products  Company,  Newton.  Mass.,  a  cor- 
poration  of  Massachusetts 
Application  January  13.  1934,  Serial  No.  706,454 
6  Claims.     (CI.  294 — 115) 


.XrU-' 


#- 


1.  Tongs  consisting  of  a  tubular  shank  having 
separated  lugs  at  one  end,  jaws  pivoted  between 
said  lugs  in  the  approximate  center  line  of  the 
shank,  a  plunger  movable  endwise  within  the 
shank,  a  coupling  sleeve  fitted  to  slide  endwise  on 
the  shank  externally  thereof  and  having  pro- 
pelling pins  at  opposite  sides  of  the  fulcrum 
pivot,  the  jaws  having  slots  in  which  said  pins 
are  respectively  contained  and  being  disposed  to 
cause  closing  and  opening  movements  of  the  jaws 
by  the  pins  with  movements  of  the  sleeve  in  op- 
posite directions,  and  a  motion  transmitting  con- 
nection between  the  plunger  and  sleeve. 


2014.694 

ACOI  STICAL  MATERIAL 

Clarence  E.  Olschner.  Shreveport.  La.,  assignor  to 

Earl  W.  Lesher,  Lakewood.  Ohio 
Application  January  15.  1930.  Serial  No.  421.023 
2  Claims.  (CI.  20—4) 
1.  A  fabricated  acoustical  panel  built  up  of  a 
base  sheet  and  a  plurality  of  layers  of  hollow 
blocks,  the  layers  being  laid  flat  upon  each  other 
and  in  Intimate  contact  with  each  other,  the  indi- 
vidual blocks  of  each  layer  being  spaced  at  the 
edges  thereof  from  each  other,  the  spaces  between 
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said  individual  blocks  forming  air  channels  open- 
ing through  the  edges  of  the  panel,  the  channels 
of  contiguous  layers  intersecting  each  other  and 


communicating  at  their  intersections  to  provide 
a  labyrinth  of  air  cells  through  which  sound  waves 
may  ramify  longitudinally,  transversely  and  per- 
pendicularly to  the  plane  of  the  panel. 


2.014.695 
FOLDING  BOX 
Frederick  J.  Peterson.  College  Point.  N.  Y.,  as- 
signor to  Shoup-Owens.  Inc.,  Hoboken,  N.  J.,  a 
corporation  of  New  Jersey 
Application  February  5.  1935.  Serial  No.  5,019 
2  CUims.     (CI.  229—34) 


1.  A  folding  box  section  comprising  a  bottom 
portion,  opposed  side  portions,  opposed  end  por- 
tions, Intervening  corner  portions  folded  back 
against  the  inner  walls  of  two  of  said  opposed 
portions,  flaps  on  the  latter  portions  folded  in- 
wardly to  overstand  said  folded-back  corner  por- 
tions, locking  lips  at  the  ends  of  said  flaps,  and 
means  secured  to  the  bottom  portion  and  pro- 
viding undercut  pockets  to  receive  the  edges 
of  said  locking  lips,  said  means  being  spaced 
suflflciently  from  the  adjacent  outer  wall  to  allow 
the  locking  lips  to  clear  the  same  and  auto- 
matically project  into  said  pockets  as  pressure 
on  the  flaps  carrying  said  locking  lips  is  released. 


2,014,696 
COMBINED   CIGARETTE   AND  VANTTY'   CASE 
La  Roy  E.  Pitman  and  Johan  E.  Aronson,  Attle- 
boro,  Mass..  assignors  to  McRae  &  Keeler  Com- 
pany, Attleboro.  Mass.,  a  corporation  of  Massa- 
chusetts 
Application  January  3.  1935.  Serial  No.  270 
20  Claims.     (CI.  206— 38) 


1.  An  article  of  manufacture  comprising  a  sup- 
port having  top  and  bottom  surfaces  and  aper- 
tured to  receive  a  tray,  a  tray  adapted  to  snugly 
fit  within  the  aperture  and  having  means  engag- 
ing the  top  and  bottom  surfaces  of  the  support 
at  one  end  of  the  aperture,  and  a  pin  extending 
through  the  tray  and  engaging  the  bottom  surface 
of  the  support  for  rigidly  locking  the  tray  in  posi- 
tion in  the  support. 
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2.014.697 

ADJUSTABLE  HOLDER  FOR  LIP  STICKS 

AND  THE  LIKE 

Howard  F.  Reichenbach,  Waterbury,  Conn.,  as- 
siirnor  to  The  Chase  Companies,  Incorporated, 
Waterbury,  Conn.,  a  corporation 
Application  October  24.  1934,  Serial  No.  749.734 
6  Claims.     (CI.  206 — 56 > 


1.  A  substantially-cup-shaped  carrier  for  lip- 
stick holders  and  the  like  having  one  end  open 
and  its  opposite  end  provided  with  an  end-wall, 
and  having  a  perforation  in  its  side-wall  and 
having  a  tongue  bent  up  from  its  said  end-wall 
and  extending  toward  the  open  end  of  the  carrier 
and  provided  with  a  bearing  in  substantially- 
lateral  registration  with  the  perforation  in  the 
side-wall  of  the  earner:  and  an  actuating-pin 
inserted  in  the  perforation  of  the  side-wall  of 
the  carrier  and  engaging  the  bearing  in  the  said 
tongue  and  projectmg  beyond  the  outer  surface 
of  the  carrier. 


2,014,698 

METHOD  OF  MAKING  DIES 

Alfred  F.  Reilly,  North  Attleboro,  Mass.,  assignor 

to    Evans    Case    Company,    North    Attleboro, 

Mass.,  a  corporation  of  Massachusetts 

Application  Aufust  22.  1931.  Serial  No.  558,734 

10  Claims.     (CI.  76— 107) 


~-/a 


1.  The  herein  described  art  which  consists  in 
chromium  plating  a  piece  of  steel,  heating  said 
piece  of  steel,  forming  a  design  in  relief  on  a  sur- 
face of  said  piece  of  steel  while  said  steel  is  hot, 
cooling  said  steel,  chromium  plating  said  steel 
again,  finishing  said  design,  and  tempering  said 
piece  of  steel. 


2014,699 
NONRESILIENT   SOCKET 
Daniel  I.  Reiter.  New  York.  N.  Y. 
Application  December  21,  1933,  Serial  No.  703,442 
14  Claims.     iCl.  24— 220) 
14.  In  a  two-piece  non-resilient  socket,  a  one- 
piece  clinching  member  hav.ng  a  flange  adapt- 
ed to  engage  one  face  of  a  sheet  of  material,  an 
Internal  bead  thereon  adjacent  the  flange,  a  tu- 
bular portion  extending  from  the  bead  and  closed 
at  the  end  remote  from  the  bead  by  a  distortable 
portion,  said  clinching  member  being  of  prede- 
termined length  and  diameter  prior  to  the  set- 
ting thereof  in  the  socket,  and  a  cap  having  an 
opening  therein  and  havin<?  a  flat  peripheral  por- 
tion  terminating  in  an  inner  edge  surrounding 


the  opening,  the  clinching  member  being  adapt- 
ed to  have  the  tubular  portion  thereof  passed 
through  the  opening  and  then  increased  in  length 


and  diameter  by  a  tool  inserted  thereinto  and 
forcing  the  distortable  portion  away  from  the 
flange  and  outwardly  about  the  Inner  edge  of  the 
peripheral  portion  as  a  fulcrum. 


2,014.700 

ASPHALT   TERRAZZO   COMPOSITION  AND 

METHOD  OF  LAYING  THE  SAME 

Joseph  Salvi  and  George  S.  Cunning, 
Los  Angeles.  Calif, 
No  Drawing.     .Application  October  17,  1933, 
Serial  No.  693,952 
2  Claims.     (CI.  94—20) 
1.  A  method  of  laying  an  asphalt  terrazzo  com- 
prising applying  on  a  surface  a  layer  of  a  plastic 
composition  made  of  asphalt  and  water  emulsified 
with  hydrous  magnesium   silicate  together  with 
an  aggregate,  working  the  layer  to  compact  the 
same,  removing  the  supernatant  mixture  of  emul- 
sified a.sphalt  and  water,  allowing  the   layer  to 
harden,  and  grinding  the  surface  to  a  smooth  fin- 
ish. 


2,014,701 
REFRIGERATING   PLANT 

.Arthur  Seligmann.  Dusseldorf,  Germany 
Original  application  August  18,   1928,   Serial  No. 
300,505.     Divided  and  this  application  January 
25.     1932.    Serial    No.    588.548.      In    Germany 
August  22.  1927 

2  Claims.     (CT.  62—115) 


1.  The  process  of  refrigerating  which  consists 
in  raising  by  jet  compression  a  refrigerat  ng 
medium  from  the  lower  evaporating  pressure  to 
the  higher  condensing  pres.sure  in  a  plurality  of 
pressure  stages,  evaporating  the  power  medium 
different  from  the  refrigerating  medium  in  each 
stage  prior  to  its  work  in  the  jet  compression, 
condensing  the  power  medium,  separating  the 
power  medium  and  the  refrigerating  medium  by 
the  agency  of  their  different  specific  gravities, 
permitting  the  power  medium  to  flow  back  to 
be  evaporated  again  while  separately  evaporating 
a  fresh  power  medium  and  sucking  the  refrig- 
erating medium  into  the  next  higher  compres- 
sion stage  by  said  fresh  power  medium,  sepa- 
rating the  last  mentioned  power  medium  and  the 
refrigerating  medium  by  the  agency  of  their 
different  specific  gravities,  permitting  the  last 
mentioned  power  medium  to  flow  back  by  its 
specific  weight,  and  condensing  the  refrigerating 
medium  in  the  last  pressure  stage. 
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2,014.702 
CRANKLESS  MECHANISM 

Thomas  L.  Sherman.  New  York.  N.  Y.,  assignor 
to  Michell-Cranklcss  Engines  Corporation,  New 
York.  N.  Y.,  a  corporation  of  New  York 
AppUcation  August  7.  1934.  Serial  No.  738,791 
12  Claims.     (CL  74 — 60) 


1.  In  crankless  mechanism,  a  cylinder,  a  piston 
reciprocatable  therein,  a  shaft,  a  slant  mounted 
thereon,  a  slipper  coacting  with  the  piston  and 
slant  to  transmit  motion  therebetween,  a  bridge 
member  earned  by  the  piston  having  bushings 
therein  and  guide  rods  for  said  bushings,  one  rod 
being  adjustable  toward  and  away  from  the  other 
rod,  said  bridge  member  having  a  bearing  for  the 
slipper  located  between  said  guide  rods  and  nearer 
the  slant  shaft  than  said  rods. 


2.014,703 
REFRIGERATING  APPARATUS 
Lawrence  C.   Smith.  Buffalo.  N.  Y.,  assignor  to 
Fedders   Manufacturing   Company,   Inc.,  Buf- 
falo. N.  Y. 
Original  application  March  23.   1932,   Serial  No. 
600.604.     Divided  and  this  application  October 
18,  1934,  Serial  No.  748.845 

3  Claims.     (CI.  62—126) 


X" 


#»~. 


1.  A  refrigerating  device  comprising  a  metallic 
sheet  having  a  serpentine  depressed  portion 
formed  therein,  a  second  sheet  secured  to  the 
first  sheet  and  covering  said  depressed  portion, 
and  a  tube  coil  in  said  depressed  portion  con- 
forming thereto  and  resiliently  engaged  by  both 
of  said  sheets. 


2.014.704 
WINDOW 
Boyd  A.  Stere  and  Elmer  C.  Ausnehmer, 
Youngstown,  Ohio 
Application  August  28.  1933.  Serial  No.  687.120 
3  Claims.     (CI.  189—66) 
1.  In    a    window    construction    comprising    a 
frame,   slidable   sashes   maintained   within   said 
frame  and  casement  sashes  hinged  to  said  slidable 
sashes  said  sashes  formed  of  angle  material  and 
an    outwardly    extending    weather    seal    flange 
formed  on  each  of   said  casement  sashes,   op- 
positely disposed  flanges  on  said  slidable  sashes, 
a  detachable  T-shaped  parting  strip  functioning 
with  said  slidable  sashes,  detachable  blind  stops 
secured  to  said  window  frame,  in-turned  pro- 
jections on  said  blind  stops  forming  a  channel  in 
connection  with  the  frame  for  said  oppositely  dis- 
posed flanges,  a  meeting  rail  secured  to  a  lower 
horizontal  portion  of  the  upper  sash,  said  meeting 
rail  provided  with  an  angular  notch,  a  horizontal 


flange  formed  on  the  upper  edge  of  the  lower  sash 
and  fltting  into  said  angular  notch  for  the  purpose 


of   weather   sealing  the  two  sashes  when  in  a 
closed  position. 


2.014.705 

THROTTLE  ARRANGEMENT  FOR 

PNEUMATIC  TOOLS 

Edward  W.  Stevens.  Detroit.  Mich.,  assignor  U 

Chicago  Pneumatic  Tool  Company.  New  Yark, 

N.  Y.,  a  corporation  of  New  Jersey 

AppUcation  Januar>-  25.  1933,  Serial  No.  653,405 

3  Claims.     (CL  121—35) 


1.  A  fluid  pressure  tool  comprising  a  cylinder,  a 
back-head  at  the  upper  end  thereof,  a  handle  sup- 
porting arm  projecting  upwardly  from  said  back- 
head,  a  radially  extending  grip  handle  supported 
at  the  upper  end  of  said  arm.  a  valve  in  said  back- 
head,  said  valve  being  reciprocable  along  a  line  ra- 
dial with  respect  to  the  cylinder  axis  and  parallel 
to  the  grip  handle,  and  means  for  actuating  said 
valve,  said  means  comprising  a  valve  lever  having 
a  side  arm  pivotally  connected  to  the  handle  sup- 
porting arm  and  adapted  to  rock  about  an  axis  lo- 
cated between  the  valve  and  the  grip  handle  and 
transverse  to  the  latter,  the  upper  end  of  the  side 
arm  being  rigidly  connected  to  a  manipulative  por- 
tion and  the  lower  end  rigidly  connected  to  a 
cross-arm  operatlvely  connected  to  the  valve,  the 
manipulative  portion  being  above  the  grip  handle 
and  overlying  the  latter,  said  side  arm  being  offset 
from  a  radial  plane  which  includes  the  valve  and 
the  manipulative  portion  of  the  lever,  said  lever 
being  removable  In  a  radial  direction  from  the 
grip  handle  and  handle  supporting  arm  while  the 
two  last-mentioned  elements  are  cormected  to 
each  other. 
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2.014.706 
APPABATrS  FOR  MAKING  CANS 

Albert  V.  SullivaJi.  Redwood  City.  Calif.,  assignor 
to  Pacific  Can  Company,  San  Francisco,  Calif., 
a  corporation  of  Nevada 

AppUcatlon  November  10.  1933,  Serial  No.  697,432 
76  Claims.     (CI.  113—1) 


1.  A  device  for  making  cans,  including  mecha- 
nism to  receive  and  support  a  can  body  at  a 
station,  means  for  inserting  a  collar  into  the 
can  body  at  said  station,  means  includmg  an 
eccentric  mechanism  for  spinning  said  collar  and 
body  into  fixed  relationship  one  to  the  other, 
said  collar  inserting  means  and  said  spinning 
means  being  operable  while  the  body  is  at  a  sin- 
gle station. 


2,014,707 

TICKET    PRINTING    MACHINE 

Donald  M.  Thomson.  Los  Angeles.  Calif. 

Application  May  29,  1933.  Serial  No.  673.351 

19  Claims.     (CI.  101 — 69) 


1.  A  ticket  printing  machine  comprising  a  plat- 
en, a  vertically  reclprocable  plane  form,  a  drum 
mounted  to  rotate  on  an  axis  fixed  relative  to 
the  form  and  provided  with  a  plurality  of  print- 
ing slugs  longer  than  and  siidable  radially  in 
the  drum,  means  without  the  drum  to  move  a 
selected  slug  Into  the  plane  of  the  printing  form, 
means  to  maintain  the  selected  slug  in  said  plane, 
and  means  to  reciprocate  the  thus  completed 
form  relative  to  the  platen. 


2.014.708 

FLEXIBLE   CEMENT   GUN   NOZZLE 

ATTACHMENT 

John  T.  Vawter.  Los  Angeles.  Calif. 

Application  December  10.  1929.  Serial  No.  413.045 

Renewed  January  22.  1935 

1  Claim.     (CI.  91—44) 

In  combination  with  a  material-conveying 
flexible  hose:  a  bracket  adapted  to  be  mounted 
on  said  hose  and  form  a  bend  therein;   an  air 


outlet  in  the  wall  of  the  hose  corresponding  to 
the  short  radius  of  the  bend;  and  means  on  said 


^^ 
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bracket  for  shapmg  the  open  end  of  the  hose 
Into  a  nozzle  orifice 

2.014.709 
LINE    LEVEL 
Frederick  A.  Volz.  New  Britain.  Conn.,  assignor  to 
The  Stanley  Works.  New  Britain.  Conn.,  a  cor- 
poration of  Connecticut 

AppUcation  April  28,  1934.  Serial  No.  722.916 
6  Claims.      (CI.  33 — 207) 


1.  A  line  level  includmg  a  spirit  tube  and  a 
casing  therefor,  said  casmg  having  a  tubular 
body  member  provided  with  a  sight  opening 
therein  and  a  plurality  of  tongues  extending  be- 
yond each  end  thereof,  a  pair  of  end  members 
mounted  against  the  ends  of  said  body  member 
and  held  thereagainst  by  said  tongues,  a  line 
engaging  hook  on  each  of  .said  end  members,  and 
a  struck  up  tongue  on  each  end  of  said  body 
member  spaced  from  the  hook  portion  of  the 
respective  end  member  and  overlapping  the  open 
side  of  said  hook. 


2.014.710 

LABELING    MACHINE 

Charles  H.  Wild.  Baltimore,  Md..  assignor  to  Burt 

Machine    Company    Incorporated.    Baltimore, 

Md..  a  corporation  of  Maryland 

AppUcation  November  23.  1934.  Serial  No.  754.514 

25  Claims.     (CI.  216 — 35) 


3.  In  a  machine  for  labeling  containers,  means 
for  conveying  containers  through  said  machine, 
means  for  applying  labels  to  said  containers 
while  passing  through  said  machine,  positive 
means  coor(linated  with  the  label-applying 
means  moving  independently  of  said  conveying 
means  to  definitely  position  the  container  with 
reference  to  said  label-applying  means  and  con- 
veying said  contamer  in  unison  with  said  label- 
applying  means  during  said  contacting  period. 

2.014,711 
LINE   HOLDER 

John  J.  .4hearn,  Brooklyn,  N.  Y. 

Application  January  6.  1934.  Serial  No.  705.612 

2  Claims.     (CI.  68— «) 

1.  A  line  holding  device  of  the  class  described 
comprising  a  cross  frame  adapted  to  be  secured 
outside  of  and  span  a  window,  an  arm  plvotally 
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secured  upon  said  frame,  a  pulley  at  the  free 
end  of  sad  arm.  line  engaging  means  adjacent 
said  pivot,  and  means  in  combination  with  said 
frame  for  retaining  said  arm  within  or  outside 


said  window,  said  last  mentioned  means  includ- 
ing an  arm  pivotally  connected  with  said  frame 
and  a  second  arm  rigidly  connected  to  and  ex- 
tending at  right  angles  to  said  first  mentioned 
arm. 

2.014,712 
VEGETABLE  CUTTING  DEVICE 

Oscar  M.  Anderson  and  Fred  W.  Juengst.  New 
Britain.  Conn.,  assignors  to  Landers.  Frary  «t 
Clark.  New  Britain.  Conn.,  a  corporation  of 
Connecticut 

Application  September  16.  1932.  Serial  No.  633,430 
3  Claims.    (CT.  146—125) 


1.  In  an  apparatus  of  the  kind  described,  a  mo- 
tor casing,  an  electric  motor  in  said  casing  and 
having  an  upwardly  extending  drive  shaft,  a 
bowl  mounted  on  said  casing,  a  shaft  carried  by 
said  bowl  and  having  a  detachable  driving  con- 
nection with  said  drive  shaft,  detachable  means 
on  said  casing  and  bowl  for  attaching  said  bowl 
to  the  motor  casing  against  rotation  with  respect 
thereto,  a  horizontally  disposed  cutting  disk  de- 
tachably  mounted  upon  the  upper  end  of  said 
bowl  carried  shaft  and  adapted  to  be  driven 
thereby,  and  a  cover  having  an  opening  and  po- 
sitioned upon  the  open  mouth  of  the  bowl. 


2.014.713 
CONNECTER   FOR   WRIST   WATCH 
BRACELETS 
Kenneth   H.   Baker.   Attleboro    Falls.   Mass..   as- 
signor   to   Harold   E.    Sweet.   Attleboro.   Mass., 
doing  business  as  R.  F.  Simmons  Company 
Application  October  23.  1934.  Serial  No.  749.580 
8  Claims.     (CI.  24—265) 


"3^yV 


1.  A  connecter  for  attaching  straps,  bands  and 
bracelets  to  the  bails  of  wrist-watches  comprising 
an  element  adapted  for  connection  with  the 
bracelet,  a  hook  on  said  element  for  insertion 
through  the  loop  of  the  bail  on  the  watch-case, 
said  hook  provided  with  a  laterally -extending 
terminal  portion,  and  a  sleeve  siidable  on  the  ter- 
minal portion  transversely  of  the  hook  to  retain 
it  in  connection  with  the  bail. 


2,014,714 

OIL  BURNER 

Emory  Louis  Bauer.  Wilmington.  Del. 

AppUcation  December  1,  1933.  Serial  No.  700.392 

19  Claims.     (CI.  15»— 92) 


H 


22 


JO         '^ 

1.  An  oil  burner  comprising  a  pot,  means  to 
introduce  fuel  thereto,  a  perforated  annular 
conduit  supported  inward  of  and  contiguous  to 
the  rim  of  said  pot,  said  annular  conduit  having 
a  perforated  conduit  communicating  therewith 
and  extending  downwardly  into  said  pot,  and 
means  connected  to  one  of  said  conduits  operable 
to  supply  air  thereto  under  pressure. 


2.014.715 
PERFORATED    SAMPLE   C^RD 

Svdnev  E.  Bender.  Brooklyn,  N.  Y. 

AppUcation  March  5,  1935.  Serial  No.  9,520 

8  Claims.     (CI.  206 — 82) 


1  The  process  of  producing  perforated  sample 
cards  which  consists  of  providing  in  a  carrier 
sheet  two  parallel  rows  of  perforations,  spaced 
at  a  predetermined  distance,  applying  different 
sample  materials  over  each  adjacent  pair  of 
perforations  and  attaching  it  to  the  body  of  the 
sheet,  separating  and  cutting  the  sample- 
equipped  carrier  sheet  into  two  individual  units, 
so  that  each  unit  consists  of  one  row  of  perfo- 
rated elements,  and  applying  and  attaching  each 
unit  with  its  face  bearing  the  sample  material. 
to  a  support  provided  with  marginal  perforated 
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elements,  corresponding  in  shape  and  perfora- 
tions to  the  elements  of  the  unit,  so  that  the 
perforations  of  the  unit  register  with  the  perfo- 
rations of  the  support: 


2.014.716 

THERMOSTATIC    CONTROL 

Fred  W.  Birtch.  Lexington,  Mich.,  assignor  of 

one-half  to  Harry  A.  Shaw 

AppUcation  August  17,  1932.  Serial  No.  629,101 

11  Claims.      (CI.  200—137) 


1.  An  electrical  control  comprising  a  support, 
an  elongated  member  fulcrumed  on  the  support, 
means  for  moving  the  member  about  its  fulcrum. 
a  pair  of  arms  disposed  generally  in  end-to-end 
relation  adjacent  ends  of  the  arms  on  the  member, 
a  tensioned  spring  connecting  the  remote  ends  of 
the  arms,  means  fulcruming  one  arm  intermediate 
its  ends  on  the  support,  a  pair  of  electric  contacts 
on  the  support  adjacent  the  free  end  of  the  other 
arm.  movable  conductor  means  for  bridging  the 
contacts,  means  connecting  the  free  end  of  said 
last  mentioned  arm  to  said  movable  conductor 
means  for  allowing  movement  of  the  spring  and 
arm  substantially  past  a  dead  center  position  prior 
to  effecting  movement  of  the  conductor  means, 
and  spring  means  normally  applying  light  pres- 
sure to  said  conductor  means  to  hold  the  latter  in 
engagement  with  the  contacts  until  such  move- 
ment of  the  latter  arm  occurs. 


2.014.717 
FLOTATION   PROCESS 

Charles  L.  Burdick,  Wilmington,  Del.,  assignor  to 
E.  I,  du  Pont  de  Nemours  &  Company,  Wilming- 
ton, Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  August  16.  1933, 
Serial  No.  685,425 
8  Claims.     (CI.  209—166) 
1.  In   the   froth   flotation   process   of  treating 
ores,    the   step    which   comprises   utilizing    as    a 
flotation  agent  the  mixture  of   oxygenated  or- 
ganic compounds  obtained  by  the  catalytic  hy- 
drogenation    of    carbon    oxides    under    elevated 
temperatures    and    pressures    converted    to    sul- 
phide and  mercaptan. 


2.014.718 
WRENCH 
Charles  Molyneux  Carington.  Kingston  Hill,  Eng- 
land, assignor  to  K.  L.  G.  Sparking  Plugs  Lim- 
ited. London,  England,  a  British  company 
AppUcation  March  28.  1934,  Serial  No.  717.805 
In  Great  Britain  April  28.  1933 
4  Claims.      fCl.  81—55) 


1.  A  wrench  for  tightening  or  removing  the 
gland-nut   of    a   sparking-plug   comprising    two 


superimposed,  relatively  rotatable  circular  discs 
one  having  a  hexagonal  aperture  to  engage  the 
gland-nut  and  the  other  having  a  hexagonal  ap- 
erture to  engage  the  body-nut  of  the  sparking- 
plug,  wherein  one  of  the  said  discs  has  eight  cir- 
cular holes  symmetrically  disposed  around  it  and 
the  other  disc  has  nine  circular  holes  symmetri- 
cally disposed  around  it  whereby  the  two  ap- 
ertured  d.scs  bear  a  vernier  relationship. 


2.014,719 
DRAFTING  INSTRUMENT 

Samuel  S.  Cary.  Jennings.  La. 

Application  September  8.  1934.  Serial  No.  743,283 

4  Claims.      (CL  33—20) 
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1.  An  instrument,  comprising  a  drawing  sur- 
face, guide  means  extendmg  along  one  side  of  said 
surface,  a  body  mounted  upon  said  guide  means 
for  movement  along  said  side,  an  arm  carried  by 
said  body  and  movable  in  a  plane  paralleling  said 
surface  and  at  right  angles  to  the  direction  of 
movement  of  the  body,  a  vertical  member  carried 
by  said  body  and  movable  vertically  therethrough, 
means  earned  by  the  body  coupling  said  vertical 
member  and  said  arm  whereby  vertical  move- 
ment of  the  said  member  will  be  effected  simul- 
taneously with  reciprocatory  movement  of  said 
arm.  a  sight  carried  by  the  vertical  member,  a 
marker  carried  by  and  fixed  to  the  arm,  a  f^xed 
sight  disposed  at  the  opposite  side  of  the  surface 
from  the  sight  upon  said  member,  means  for  ef- 
fecting movement  of  said  body,  and  means  for 
effecting  simultaneous  movement  of  the  arm  and 
member. 


2.014.720 
DEVITALIZATION  OF  PATHOGENIC 
MICRO-ORGANISMS 
Walter   G.   Christiansen.   Bloomfleld.   N.   J.,   and 
Eugene  Moness,  Far  Rockaway.  and  Sidney  E. 
Harris.    Brooklyn,    N.    Y..    assignors    to    E.    R. 
Squibb  &.  Sons,  New  York.  N.  Y.,  a  corporation 
of  New  York 

No  Drawing.     .Appliration  Mav   19,  1931, 
Serial  No.  538.620 
14  Claims.     (CI.  167—31) 
1.  In  a  composition  for  devitalizing  pathogenic 
micro-organisms,  a  compound  of  the  general  for- 
mula 

r,H.  X 

\         / 

(CHO 

wherein  X   represents  an   alkyl.    an   aikylene,   a 
halogen,  a  hydroxyl.  or  a  thlocyano  group  and  Y 
'    represents  hydrogen  or  a  halogen. 
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2,014.721 
MI'SIC   SLTPORTING   CASE 

Mortimer  Wesley  Cowen,  New  York,  N.  Y. 

Application  April  22,  1935,  Serial  No.  17,582 

9  Claims.     (CI.  45—57) 


1.  A  music  supporting  case  adapted  to  support 
sheets  of  music  in  an  upright  reading  position. 
Including  a  plurality  of  case  sections  movable  to- 
ward and  away  from  each  other  to  open  and  close 
the  case,  each  section  comprising  a  side  wall  and 
marginal  walls,  and  said  sections  having  shelves 
at  one  end  thereof  each  of  uiid  shelves  projecting 
to  a  substantial  extent  beyond  the  marginal  wall 
of  the  section,  and  the  shelf  of  each  .section  ex- 
tending into  the  companion  section  substantially 
to  the  side  wall  of  the  cc«npanion  section  in  the 
closed  position  of  the  case,  whereby  sheets  of 
music  can  be  retained  in  the  case  and  can  be 
displayed  in  resting  relation  on  said  shelves  in 
the  upright  open  position  of  the  case. 


2,014,722 
HACK   SAW   HANT)LE 

Frank  J.  Damon,  Torrington.  Conn.,  assignor  to 
I'nion  Hardware  Company.  Torrington.  Conn., 
a  corporation  of  Connecticut 

Application  November  2,  1934.  Serial  No.  751,153 
1  Claim.     (CI.  145—108) 


Handle  structure  for  a  hack  saw  having  a 
substantially  L-shaped  frame  member,  said  han- 
dle comprising  a  sheet  metal  strip,  said  strip  be- 
ing bent  to  U-shaped  cross  section  throughout 
its  length  and  bent  to  form  a  loop,  a  portion  of 
said  loop  constituting  an  extension  In  alignment 
with  one  of  the  arms  of  said  L-frame.  the  end 
of  said  strip  handle  adjacent  said  aligned  ex- 
tension being  bent  so  that  the  U-shaped  contour 
closely  fits  the  upper  edge  of  the  L-arm  with 
which  the  loop  portion  is  aligned,  the  other  end 
of  said  strip  handle  being  slotted  at  the  bight 
of  the  U  and  bent  so  that  the  legs  of  the  U  closely 
fit  the  sjdes  of  the  other  L-arm  of  said  frame, 
and  means  for  rigidly  securing  the  fitted  ends  of 
said  strip  handle  to  said  frame. 


itself  and  said  base,  said  loop  having  a  free  end 


2.014.723 

DEVICE  FOR   PREVENTING   UNROLLING   OF 

ROLLED  SHEETS 

Carlton  M.  Dl  Carlo.  East  Orange,  N.  J. 

AppUcation  July  11.  1934.  Serial  No.  734,615 

4  Claims.     (CI.  24 — 66) 

1.  An  implement  for  holding  rolled  sheets  of 
paper  comprising  a  base  having  at  one  end  there- 
of a  roll  holding  loop  for  securing  a  sheet  between 
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yieldingly  engaging  the  top  of  said  base  to  re- 
ceive a  portion  of  the  sheet  between  said  end 
and  said  base. 

2.014.724 
MANUFACTURE   OF  OLEFINES 

Du  Bois  Eastman.  Beacon,  N.  Y.,  assignor  to  The 
Texas  Company,  New  York,  N.  Y.,  a  corporation 
of  Delaw  are 
No  Drawing.     Application  March  20.  1934, 
Serial  No.  716,445 
4  Claims.    (CI.  260—170) 
1.  The  method  of  treating  petroleimi  refinery 
gases  containing  parafiBn  and  olefine  constituents 
which  comprises  separating  from  the  hydrocar- 
bons to  be  treated  a  mixture  consisting  essential- 
ly of  paraffins  and  olefines  having  the  same  num- 
ber of  carbon  atoms,  treating  the  mixture  to  sep- 
ara^^e  the  olefines  from  the  paraffins,  heating  the 
paraffins  so  separated  under  conditions  favorable 
for  the  production  of  olefines  therefrom,  and  com- 
bining the  products  from  the  heat  treating  pro- 
cess with  the  refinery  gases  charged  to  the  sep- 
arating operation. 


2.014.725 
MINE  CAR 
Henry  P.  Field,  Berwick.  Pa.,  assignor  to  Ameri- 
can  Car   and   Foundry   Company,   New    York, 
N.  Y.,  a  corporation  of  New  Jersey 
Application  October  20.   1931.  Serial  No.  569,937 
25  Claims.     (CI.  105 — 364) 
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1.  In  a  mine  car,  a  body  having  side  and  end 
walls  and  side  sills,  axles  arranged  in  a  plane 
wholly  below  the  side  sills,  a  flooring  located  be- 
low the  sills  and  axles  and  extending  outwardly 
beyond  the  plane  of  the  ends  of  the  axles,  and 
housings  over  the  axles  secured  to  the  flooring. 

2,014,726 
TRANSFERRING  PINS 

Carl   A.  Flood.   Framingham.   Mass..  assignor  to 
Dennison  Manufacturing  Company.  Framing- 
ham   Mass.,  a  corporation  of  Massachusetts 
Application  August  6.  1932.  Serial  No.  627,797 
14  Claims.       CI.  1— H 
1.  In  an  apparatus  of  the  class  described,  the 
combination  of  a  carrier,  a  series  of  fastening 
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elements  disposed  on  sad  carrier,  guiding  means 
for  receiving  and  directing  the  fastening  elements 
along  a  predetermined  path,  means  for  effect- 
ing relative  movement  between  the  carrier  and 
the  guiding  means  to  cause  the  fastening  ele- 


ments to  enter  the  guiding  means,  and  means 
effective  during  this  relative  movement  and  while 
the  fastening  elements  are  in  the  guiding  means 
for  detaching  fastening  elements  from  the  car- 
rier Eis  the  fastening  elements  advance  relative 
to  the  guiding  means. 


2.014.727 
TICKET  REMARKER 
Carl  A.  Ptood.  Framingham,   Mass..  assignor  to 
Dennison  Manafactorinf  Company,  Framing- 
ham,  Mass.,  a  corporation  of  Massachusetts 
Application  December  27,  1933,  Serial  No.  704,137 
22  Claims.     (CI.  101—90) 


/    rr  £a  i3 

1.  A  device  for  remarking  price  tickets  com- 
prising a  pair  of  holders  kinematlcally  intercon- 
nected for  relative  movement  toward  and  from 
each  other,  with  a  space  between  the  holders  on 
one  side  of  said  Interconnection  to  receive  a  ticket 
from  the  end  of  the  space  remote  from  the  in- 
terconnection, a  printer  and  a  platen  disposed  on 
said  holders  on  opposite  sides  of  said  space  respec- 
tively, and  cutters  disposed  in  opposition  on  said 
holders  respectively  Intermediate  said  intercon- 
nection and  said  printer  and  platen,  whereby  a 
ticket  inserted  in  said  space  may  have  a  portion 
of  Its  foremost  end  cut  away  and  a  succeeding 
portion  remarked. 


2,014.728 

ELECTRIC  SOLDERING  TOOL 

James  Donovan  Forney,  Fort  Collins,  Colo. 

Application  August  27,  1934.  Serial  No.  741,621 

4  Claims.     (CI.  219—27) 


^^JP 


4.  A  soldering  tool  of  the  nature  described  com- 
prising an  insulating  handle,  a  solder  guiding 
groove  in  said  handle,  together  with  a  solder 
spool  holding  device  mounted  on  said  handle,  a 
partially  split  tubular  shank  extending  from,  and 
gripped  by  .said  handle,  a  bushinc  to  slip  into  said 
tubular  shank,  and  a  carbon  pencU  of  smaller  di- 
ameter to  fit  into  said  bushing. 


2,014.729 
TROLLEY  DCCT 
Harrison  J.  L.  Frank  and  William  A.  Harper.  De- 
troit,  Mich.,  assignors  to  Bulldog  Electric  Prod- 
ucts Company.  Detroit,  Mich.,  a  corporation  of 
West  Virginia 
Application  October  29.  1934,  Serial  No.  750,491 
14  Claims.     (CL  247—3) 


1.  In  combination  with  a  trolley  duct  having 
tracks  and  a  slot  at  a  bottom  wall  thereof  and 
an  intermediate  trolley  entrance  provided  by  cut- 
ting away  said  tracks  to  create  an  enlargement 
of  said  slot,  fill-in  parts  for  replacing  the  cut- 
away parts  of  the  tracks  and  filling  In  the  slot 
enlargements  so  as  to  preserve  the  continuity  of 
the  tracks,  and  means  carrying  said  flll-in  parts. 


2.014.730 
SAFETY  CAN 
Meyer  J.  Gorman.  Boston,  and  Forrest  S.  Blanch- 
ard.  Stoneham,  Mass..  assignors  to  Ideal  Can 
Company,  Everett,  Mass.,  a  corporation  of  Mas- 
sachusetts 
AppUcation  November  20.  1934,  Serial  No.  753,836 
7  Claims.     (CL  221—15) 


1.  A  safety  can  having  a  valve  seat  In  Its  top, 
a  valve  housing  fixed  to  the  can  top  and  located 
above  the  valve  seat,  said  housing  including  a 
closed  head  and  a  spout  base  projecting  from  one 
side  of  the  housing,  the  opposite  side  of  the  hous- 
ing having  an  opening,  a  valve  formed  to  close 
the  valve  seat  and  having  an  arm  projecting 
through,  and  movable  in.  said  opening,  said 
valve  and  arm  constituting  a  lever  fulcrumed  on 
a  portion  of  the  valve  seat,  and  a  spring  inter- 
posed between  the  housing  head  and  the  valve, 
and  normally  holding  the  latter  on  its  seat,  said 
arm  being  arranged  to  receive  valve'  opening 
pressure. 


2.014.731 
CrSHION  WHEEL 

Charles  O.  Guernsey.  Yeadon,  Pa. 
Application  December  30  193.'?.  Serial  No.  704.611 
1  Claim.  (CI.  295— 11) 
In  a  railway  car  wheel  Including  a  pair  of 
spaced  tread  members  having  supporting  flanges, 
a  hub  having  an  integral  web  extending  to  a  point 
immediately  beneath  the  tread  members,  a  shoul- 
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der  formed  In  the  side  wall  of  said  web,  a  plu- 
rality of  spaced  ring  members  fixed  to  said  web 
and  seating  on  said  shoulder,  and  a  resilient  an- 


nulus  arranged  on  each  side  of  each  supporting 
flange  and  clamped  under  compression  trans- 
versely against  adjacent  ring  faces. 


2.014.732 
RADIO  BEACON   SYSTEM 

Clarence  W.  Hansell,  Port  Jefferson,  N.  Y.,  as- 
signor to  Radio  Corporation  of  America,  a 
corporation  of  Delaware 

Application  August  8,  1930.  Serial  No.  473,932 
15  Claims.     (CI.  250—11) 


1.  In  directional  radio  apparatus  the  combi- 
nation of  an  aerial  system  including  a  plurality 
of  frame  aerials  fixed  at  an  angle  with  respect 
to  each  other,  a  vertical  aerial,  a  source  of  oscil- 
lations, an  amplifier  interposed  between  each  of 
said  aerials  and  said  source  of  oscillations,  means 
for  cyclicly  varying  the  amplitude  of  the  oscilla- 
tions impressed  on  said  frame  aerials,  and  means 
actuated  in  synchronism  with  said  cyclic  ampli- 
tude varying  means  for  variably  modulating  the 
oscillations  generated  by  said  source. 


rectifier  for  said  grids,  separate  transformer 
means  for  supplying  said  filaments  with  alternat- 
ing  currents   from   a   polyphase    power   supply 

LuLUuJ 
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2.014.733 
VACXJUM  Tl^E  SYSTEM 

Clarence  W.  Hansell.  Port  Jefferson.  N.  Y.,  as- 
signor to  Radio  Corporation  of  America,  a  cor- 
poration of  Delaware 
'Vpplication  Julv  28.  1932,  Serial  No.  625,288 

4  Claims.     (CI.  179— 171) 
1.  A  push-pull  amplifier  system  having  an  in- 
put circuit  and  an  output  circuit,  said  system  com- 
prising a  plurality  of  electron  discharge  devices 
each  having  a  plate,  a  grid  and  a  filament,  a  bias 


m 


source,  and  a  phase  arrangement  of  said  poly- 
phase power  supply  source  for  both  transformer 
means  and  said  bias  rectifier  whereby  undesired 
hum  is  balanced  out  of  said  output  circuit. 


2,014,734 

SPLASH  GUARD 

Robert  Hoe,  Hyde  Park,  N.  Y. 

AppUcation  December  4.  1933.  Serial  No.  701.060 

14  Claims.     (CL  259—1) 


1.  In  combination,  a  mechanism  including  a 
beater  and  a  shaft  to  rotate  it.  a  container  for 
material  to  be  operated  upon  by  the  beater, 
means  for  supporting  the  container  in  operative 
relation  to  the  mechanism,  a  guard  partially  clos- 
ing the  container  and  surrounding  the  axis  of  ro- 
tation of  the  shaft,  said  guard  being  formed  in 
sections,  means  preventing  removal  of  one  of 
said  sections  when  the  container  is  in  said  opera- 
tive position,  said  other  section  being  removable 
with  respect  to  the  other  to  give  access  to  the 
container,  said  removable  section  having  portions 
overlapping  the  first  section  and  on  opposite 
sides  thereof,  and  means  preventing  movement 
of  the  removable  section  in  the  plane  of  the  first 
section. 

2,014,735 
SIGHT  FOR  FIRE.4RMS 
Frederick  L.  Humeston.  New  Haven.  Conn.,  as- 
signor  to   Winchester   Repeating    Arms   Com- 
pany,   New    Haven,    Conn.,    a    corporation    of 

Maryland  ,„  ,^« 

Application  February  20,  1934.  Serial  No.  712,149 
5  Claims.     (CL  33—56) 

1.  In  a  firearm,  the  combination  with  the  bar- 
rel thereof  having  a  transversely-curved  upper 
surface:  of  a  sight,  including  a  vertically-yield- 
ing member;  and  a  rotary  elevating-member  for 
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vertically^  adjusting  the  said  vertically -yielding 
member,  and  haring  a  plurality  of  recesses  or 


grooves  in  its  under  face  for  releasable  engage- 
ment with  the  transversely -curved  upper  surface 
of  the  said  barrel. 


2.014.736 

AUTOMATICALLY   OPERATED   WATER 

MOTOR 

George  W.  Jacobs.  New  York,  N.  Y. 

Application  May  15.  1934.  Serial  No.  725.700 

10  Claims.     (CI.  103— 60) 


1.  The  combination  of  a  float  positioned  in  a 
running  stream,  a  paddle  wheel  journaled  in  the 
float  and  normally  immersed  in  the  stream,  a 
pump  supported  on  the  float,  suction  piping  for 
the  pump  to  draw  water  from  the  stream,  con- 
nections between  the  paddle  wheel  and  the  pump, 
a  chain  having  one  end  thereof  in  connection  with 
the  paddle  wheel,  a  controlling  lifting  bucket  sus- 
pended from  the  other  end  of  the  chain,  an  out- 
let for  the  bucket,  discharge  piping  for  said  pump 
leading  to  said  bucket,  a  valve  in  said  discharge 
piping  and  automatic  means  to  open  and  close 
said  valve. 


2,014.737 

ALTERNATING -CURRENT  COMMUTATOR 

MACHINE 

Nicholas  Japolsky,  Hii^hfirate.  London.  En)!:land 

Application  January  15.  1932.  Serial  No.  586.774 

In  Great  Britain  January  19.  1931 

4  Claims,     f  CI.  172— 274) 


1.  In  an  alternating-current  mach  ne  having 
a  stator.  a  rotor,  working  windings  on  said  sta- 
tor  and  said  rotor,  and  a  commutator  and  con- 
ducting means  making  contact  with  the  latter, 
the  combination  of  a  polyphase  excitation  wind- 
ing, a  condenser  connected  across  each  adjacent 
pair  of  phase  sections  of  said  excitation  w  nding, 
an  exciter  for  said  machine  comprising  an  arma- 


ture, connections  between  said  armature  and 
intermediate  points  respectively  in  the  phase  sec- 
tions of  said  excltat.on  winding,  a  commutator 
in  operative  connection  with  said  armature  and 
brushes  making  contact  with  said  commutator 
and  connecter  to  a  source  of  excitation  inde- 
pendent of  the  power  circuit  of  said  working 
windings. 

2.014.738 
RAILWAY   CAR   CONSTRT'CTION 

Robert  C.  Kepner,  BIoomsburK.   Fa.,  assig[nor  to 
American    Car    and    Foundry    Company,    New 
York.  N.  Y..  a  corporation  of  New  Jersey 
Application  May  9.  1934.  Serial  No.  724.641 
15  Claims.     (CI.  105 — 364) 


1.  In  a  mine  car.  an  underframe  comprising 
side  sills,  a  longitudinally  extending  buffer  beam 
intermediate  the  side  sills,  a  bimiper  housing  se- 
cured to  the  end  portion  of  said  buffer  beam  and 
projecting  therefrom,  and  end  sill  sections  on 
opposite  sides  of  the  buffer  beam  and  extending 
between  the  latter  and  the  side  sills  and  con- 
nected thereto. 


2.014.739 
GAUGING  DEVICE   FOR  CAR  TANKS 

John  M.  Knight.   Atlantic   Highlands.  N.  J.,  as- 
signor to  American  Car  and  Foundry  Company, 
New  York.  N.  Y..  a  corporation  of  New  Jersey 
Application  May  13.  1933.  Serial  No.  670.938 
15  Claims.     (CI.  73 — 120; 


1.  In  a  quantity  gauging  device  for  liquids 
under  pressure,  the  combination  of  a  tank,  a 
flexible  conduit  within  the  tank  having  an  intake 
end  and  a  di.scharge  end,  rotatable  means  to 
which  the  intake  end  of  the  conduit  is  connected 
in  such  a  manner  as  to  be  elevated  and  lowered 
within  the  tank  on  and  with  respect  to  said 
means,  an  escape  valve  at  the  upper  portion  of 
the  tank  discharging  outside  the  tank  and  to 
which  the  discharge  end  of  the  conduit  is  con- 
nected, and  means  for  registering  the  extent  of 
movement  of  the  intake  end  of  the  conduit  op- 
eratively  connected  with  the  rotatable  means. 
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2,014.740 
HYDRATION   OF  OLEFINES 

Alfred  T.  Larson.  Wilmington.  Del.,  assignor  to 
E.  I.  du  Pont  de  Nemours   &   Company.  Wil- 
mington. Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  October  4,  1932, 
Serial  No.  636.189 
13  Claims.     (CI.  260— 156) 
1.  The  process  which  comprises  reacting    an 
oleflnic    hydrocarbon    and   steam   in   the   vapor 
phase  and  thereby  producing  a  compound  con- 
taining a  hydroxyl  group  directly  linked  to  an  al- 
kyl  group  characterized  in  that  the  oleflnic  hy- 
drocarbon and  steam  react  In  the  presence  of  a 
volatile  hahde  and  an  absorbent  material. 


2.014.741 

VARIABLE   TIMBRE   OR  QUALITY  OF  TONE 

MI  SICAL  INSTRUMENT 

Arnold  I^esti,  Los  Angeles.  Calif. 

Application  December  11.  1928.  Serial  No.  325,160 

9  Claims.     (CI.  84—1) 


1  In  an  electrical  instrument,  a  disk  having 
a  plurality  of  series  of  wave  forms  of  specified 
timbre  depicted  thereon,  each  series  extending  in 
a  path  radially  from  the  center  of  the  disk  and 
a  different  series  being  spaced  around  the  disk. 


2.014,742 
SITJMARINE  ATSSEL 

Nicholas  John  Mastorakis.  Boston.  Mass. 

AppUcation  March  17,  1934,  Serial  No.  716,014 

1  Claim.     (CI.  114—16.5) 


confined  within  said  compartment  by  said  door 
said  float  being  constructed  with  a  relatively  small 
chamber  at  its   upper   end,  with   a   hand   hole 
through  which  access  may  be  had  to  said  cham- 
ber, with  a  normally  closed  but   manually  re- 
movable closure  for  said  hand-hole  and  with  a 
relatively  large  air-tight  chamber  at   its  lower 
end:   a  cable  including  circuit  conductors,  said 
cable  having  an  intermediate  portion  thereof  fas- 
tened to  said  float  so  as  to  provide  a  relatively 
short   free  upper  end  portion  normally  housed 
within  said  relatively  small  chamber  and  also  a 
longer  lower  end  portion;  a  circuit  terminal  cou- 
pling member  attached  to  the  upper  ends  of  said 
conductors,  and  a  reel  rotatably  supported  ^^-ith- 
in  said  float  compartment  independently  of  said 
float  and  having  a  tubular  supporting  trunnion 
whereof  one  end  communicates  with  said  float 
compartment  and  the  opposite  end  with  the  inte- 
rior of  the  vessel  outside  of  said  float  compart- 
ment, the  longer  lower  end  portion  of  said  cable 
being  coiled  upon  said  reel  from  which  coil  its 
inner  end  extends  through  said  trunnion  to  the 
exterior  of  said  compartment  so  that  when  said 
float  is  released  and  rises  to  the  surface  of  the 
water  the  lower  extremity  of  said  cable  is  free  to 
rotate  with  said  reel  as  the  cable  is  unwound  from 
the  latter. 

2,014.743 
MOUNT  FOR  FILMS  ANT)  THE  LIKE 

Charles  Metzler  and  Nelson  Ronsheim, 

Cincinnati.  Ohio 

Application  October  20,  1933,  Serial  No.  694,419 

Renewed  February  28.  1935 

2  Claims.     (CI.  40—159) 


A  submarine  vessel  comprising  a  hull  con- 
structed with  a  normally  vertical  float-compart- 
ment having  a  float  exit  at  its  top:  a  normally 
closed  adjustable  door  for  said  exit:  means  acces- 
sible and  operable  from  within  said  vessel  for 
shifting  said  door  into  an  open  position:  a  float 


1  A  mount  of  the  character  specifled  compris- 
ing inner  and  front  and  back  laminations,  regis- 
tering openings  in  said  laminations,  the  opening 
in  the  Inner  lamination  being  slightly  larger  than 
the  other  openings  whereby  retaining  flanges  are 
formed  around  the  composite  aperture,  the  open- 
ing of  one  of  the  outer  laminations  having  a  di- 
verging extension  to  provide  access  between  said 
flanges,  the  end  of  said  extension  registering  with 
the  corresponding  end  of  the  inner  opening  and 
means  for  securing  said  laminations  together. 


2,014.744 
METHOD   AND   APPARATUS   FOR   DEVELOP- 
ING  AND    TREATING   SHEETS   OF    SENSI- 
TIZED PAPER 

Knud  Murck.  Brooklyn.  N.  Y..  assignor  to  Charles 
Bruning  Company  Inc..  a  corporation  of  New 

York 
Application  September  12.  1934.  Serial  No.  743.654 
15  Claims.     (CI.  95—94) 

1.  The  method  of  developing  and  drying  a 
printed  sensitized  sheet  which  consists  in  first 
subjecting  said  sheet  to  the  separate  action  of  a 
developing  agent:  then  moistening  the  developed 
sheet  on  the  back  thereof  and  thereafter  sub- 
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Jecting  the  developed  and  moistened  sheet  to  the 
influence  of  heat  for  a  predetermined  period,  the 


said  method  being  carried  out  in  one  continuous 
automatic  operation. 


2,014.745 

TRAY 

Richard  R.  RegU.  Mountain  View.  Calif. 

Application  June  4,  1934,  Serial  No.  728,973 

1  Claim.     (O.  311—22) 


Supporting  means  for  a  tray  comprising  a  pair 
of  members  each  having  a  straight  elongated  bot- 
tom part,  legs  extending  upwardly  from  the  ends 
of  said  bottom  part  and  having  their  upper  ends 
connected  with  the  twttom  of  the  tray,  one  leg 
expending  diagonally  towards  the  other  leg  and 
having  a  substantially  horizontal  extension  at  lU 
upper  end,  the  outer  end  of  which  extends  beyond 
the  tray  with  its  terminal  bent  downwardly  to 
provide  a  hook. 


2.014,746 
METHOD  OF  MAKING  NAILS 
Gabriel  Robersel,  Vincennes,  France 
Ori^nal   appUcation    July    19,    1933.    Serial    No. 
681.199   (abandoned).    Divided  and  this  appli- 
cation   April    6,    1935,    Serial    No.    15.127.     In 
France  September  3,  1932 

3  Claims.     (CI.  10—63) 


1.  The  method  of  making  nails  which  com- 
prises, taking  a  cylindrical  bar  of  metal,  deform- 
ing certain  parts  of  the  bar,  all  of  the  same 
length  and  separated  from  one  another  by  un- 
altered cylindrical  parts  also  all  of  the  same 
length,  so  as  to  give  them  a  star  shaped  section 
of  a  width  substantially  greater  than  the  diam- 
eter of  the  bar,  cutting  said  bar  into  elements 
each  of  which  Includes  at  least  a  portion  of  a 
cylindrical  part  and  at  least  a  portion  of  the 
adjacent  star-shaped  part,  upsetting  the  end  of 
the  cylindrical  part  of  each  element  so  as  to 
form  the  head  of  the  nail,  and  treating  the  op- 
posite fnd  of  said  element  so  as  to  form  the 
point  of  the  nail. 


2.014.747 

LENS   HOLDER 

Ike  Rosenbaum,  Mount  Vernon.  Ind. 

Application  March  7.  1935.  Serial  No.  9,859 

1  Claim.     (CI.  88 — 47) 


rw 


In  combination,  a  lens,  a  nose  piece,  said  nose 
piece  being  provided  with  a  lens  abutment,  said 
abutment  being  provided  with  a  pair  of  laterally 
disposed  fingers  between  which  the  lens  is  dis- 
posed, said  fingers  and  lens  being  provided  with 
registering  openings,  a  screw  for  disposition 
through  the  said  opening,  a  washer  on  the  screw 
for  engaging  against  one  of  the  fingers,  said  abut- 
ment being  provided  with  a  channel,  a  spring 
shank  extending  from  the  washer  and  provided 
with  a  laterally  disposed  cleat  for  engagement 
Into  the  channel,  a  ratchet  wheel  on  the  screw 
for  engagement  against  the  washer,  said  screw 
being  provided  with  a  laterally  disposed  lug 
adapted  for  catch  engagement  with  the  said 
ratchet  wheel. 


2.014.748 
FLUSH   TANK   SUPPLY  MECHANISM 

WilUam  H.  Schulte.  Trenton.  N.  J. 

Application  Aujnist  4.  1931,  Serial  No.  555,009 

4  CUims.     (CI.  137—68) 


1.  In  a  float  operated  supply  secured  to  a  tank 
bottom,  the  combination  with  the  supply  control 
valve  of  a  pipe  receiving  the  supply  water  from 
said  valve  smd  extending  above  the  maximum 
water  level  in  the  tank,  and  a  spray  head  above 
the  maximum  water  level  In  the  tank  receiving 
the  supply  water  from  said  pipe  for  spraying  the 
supply  water  into  said  tank  above  the  maximum 
water  level  in  the  tank,  whereby  the  supply  wa- 
ter always  passes  into  said  tank  above  the  water 
level  therein  and  aeration  of  the  supply  water 
secured. 


2.014,749 
ACOUSTIC  TILE 
Herbert  C.  Smith,  Los  Ani^eles.  Calif.,  assifcnor  to 
Coast   Insulatinir   Company,   a   corporation   of 
Delaware 
Application  February  1,  1933.  Serial  No.  654,676 
12  Claims.     (CI.  72— 18» 
1.  In  an  acoustic  tile,  a  hollow  metal  box  com- 
prising integral  side  walls,  an  integral  perforated 
bottom  wall  and  a  substantially  integral  top  wall, 
the  walls  enclosing  a  cellular  sound-absorbing  ma- 
terial normally  unsuited  to  direct  exposure  con- 
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tained  in  the  interior  of  said  box,  the  cellular  ma- 
terial being  provided  with  a  plurality  of  molded 
cavities  corresponding  in  number  and  spacing  to 


the  perforations  in  said  bottom  wall,  each  cavity 
in  communication  with  a  corresponding  perfora- 
tion and  presenting  an  internal  wall  surface  of 
neater  area  than  said  perforation. 


2,014.750 
APPARATUS    FOR    STERILIZING 
CONTAINERS 
Friedrich  Stefemann.  Bad  Kreuznach.  Germany, 
assig^nor  to  Corporation  of  Seiti-Werke  G.  m. 
b.  H..  Bad  Kreuinach,  Germany 
Application  December  29.  1932,  Serial  No.  649,386 
In  Germany  February  10.  1932 
9  Claims.      (CI.  99—18) 


1  In  apparatus  for  sterilizing  vessels,  a  ro- 
tatable  table  with  lifting  members  for  urging  the 
vessels  against  a  pressure  controlled  inlet  nozzle. 
a  source  of  gaseous  sterilizing  fluid,  a  source  of 
compressed  sterile  air.  and  a  distributor  for  con- 
necting said  nozzle  with  said  sources  in  succes- 
sion. 


tending  flange  portions  and  having  a  centrally 
arranged  aperture  affoiding  a  bearing  on  the 
annular  axially  extending  portion  of  said  first 
named  member,  vibration  damping  means  inter- 
posed between  said  flange  portions  and  resistirig 
relative  lateral  movement  thereof,  said  outward- 
ly extending  flange  portions  being  apertured  at 
a  plurality  of  points  spaced  circumferentially 
thereof,  and  bushings  extending  through  said  ap- 
enures  for  receiving  wheel  attaching  bolts,  said 
bushings  being  coupled  to  both  flange  portions  to 
resist  separation  of  the  latter. 


2.014.751 
VEHICLE  WHEEL 
Cornelius  W.  Van  Ranst.  Detroit.  Mich.,  assignor 
to  Packard  Motor  Car  Company.  Detroit,  Mich., 
a  corporation  of  Michigan 
Application  March  21.  1932.  Serial  No.  600,349 
6   Claims.      (CI.  301—9) 


j^a 


1  In  a  wheel  assembly,  the  combination  with 
a  rim  of  a  hub.  and  means  for  supporting  the 
Tim  on  the  hub.  .said  hub  comprising  relatively 
movable  members,  one  of  said  members  includ- 
ing an  annular  axially  extending  portion  and 
spaced,  outwardly  extending  flange  portions,  the 
other  of  said  members  including  a  flange  portion 
extending  inwardly  between  said  ouiwardly  ex- 


2,014,752 

PORCH   AWNING 

Ingrrah  A.  Vesey,  Memphis,  Tenn. 

Application  August  16.  1934.  Serial  No.  740,164 

2  Claims.     (CL  156—10) 


JO- 


[-/J 


./7 


rr- 


1.  An  awning  for  hanging  from  a  suspension 
rod  comprising  awning  sections  movable  later- 
ally of  the  rod  in  opposite  directions  to  an  open 
position,  the  outer  side  edge  portions  of  the  awn- 
ing sections  being  provided  with  eyes,  drape 
straps  each  having  its  inner  end  provided  wltli  an 
eye  registering  with  one  of  the  eyes  on  one  of  the 
awning  sections,  eye  bolts  each  having  a  shank 
passing  through  adjacent  registering  eyes  and  en- 
gaging a  support,  and  a  fastening  device  secured 
to  the  outer  end  of  each  drape  strap  and  adapted 
to  detachably  engage  the  eye  of  a  companion  bolt. 


2.014,753 

STOPPER  OPENER 

Harrv  Weber,  Philadelphia,  Pa. 

Application  September  18.  1934.  Serial  No.  744,570 

1  Claim.     (CI.  215—46) 


In  a  device  of  the  class  described,  the  combina- 
tion with  a  bottle  provided  with  a  thickened  por- 
tion at  the  extreme  upper  end  of  the  neck,  said 
upper  end  provided  with  a  pair  of  shallow  holes 
diametrically  arranged  opposite  each  other,  a 
ring  having  inwardly  bent  ends,  said  ends  piv- 
oted In  said  holes,  an  opening  element  saddled 
on  said  ring,  said  opening  element  having  an  in- 
turned  hook  to  engage  the  skirt  portion  of  a  bot- 
tle stopper,  and  a  protruding  nose  member  for 
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engaging  the  top  face  of  the  stopper,  the  engag- 
ing edge  of  said  nose  member  curving  outwardly 
to  provide  a  rounded  surface  for  the  said  top  face 
of  said  stopper,  the  contour  of  the  mner  edge  of 
the  opening  element  matching  the  longitudinal 
contour  of  the  bottle  neck. 


2.ei4.754 

CLOCK  WITH  MEMORANDl^  ATTACHMENT 

AND   REMINDER 

William  L.  Wheeler.  Los  An«:eles.  Calif. 

Application  February  24.  1932.  Serial  No.  594,890 

2  Claims.      (CI.  161—3) 


-»-j 


1.  A  mechanism  of  the  class  described  com- 
prising a  timepiece,  means  providing  a  memo- 
randum dial  surrounding  the  face  of  the  time- 
piece adapted  to  have  memorandums  applied 
thereto  opposite  the  desired  hour  on  the  face 
of  the  timepiece,  a  hand  associated  and  movable 
with  the  hour  hand  and  adapted  to  traverse  the 
memorandum  dial,  an  alarm,  clips  attachable  to 
the  memorandum  dial  and  adapted  to  be  engaged 
by  the  memorandum  indicating  hand,  means 
forming  an  electric  circuit  including  the  hand 
and  clips,  said  hand  and  clips  when  in  applied 
position  being  adapted  to  close  the  electric  cir- 
cuit for  operating  the  alarm  and  directing  atten- 
tion to  the  memorandum  adjacent  the  memo- 
randum indicating  hand. 


2.014.755 

CLOTH  OR  MOP  HOLDER 

Christ  Wiemer.  Cuyahoga  Falls,  Ohio 

Application  December  28.  1934.  Serial  No.  759.583 

2  CUims.     (CI.  15 — 151) 


1.  A  device  of  the  class  described  comprising  a 
handle,  a  head  formed  at  one  end  of  the  handle 
and  having  a  slot  therein  extending  from  one  side 
edge  through  the  other,  a  yoke  having  its  limbs 
slidably  supported  from  the  side  edges  of  the 
head,  a  bolt  passing  through  the  slot  and  the 
portions  of  the  ends  of  the  limbs  of  the  yoke, 
and  a  nut  on  the  bolt. 


2.014.756 
MACHINE  FOR  COMPRESSING.  RAREFYING 
AND  TRANSPORTING  LIQUID  OR  GASEOUS 
FLUIDS 

Jean  Beudels.  Gilly.  Belgium 

Application  July  13.  1934.  Serial  No.  735,031 

In  Belgium  July  14.  1933 

8  Claims.     (CI.  103— 129 » 


6.  A  machine  of  the  character  described,  com- 
prising a  fixed  envelope,  a  jacket  rotatably 
mounted  in  said  envelope,  means  for  rotating 
said  jacket  constantly  in  the  same  direction,  a 
pair  of  parallel  shafts  extending  substantially  ax- 
ially  through  saad  jacket,  a  single  blade  mounted 
on  each  shaft  and  extending  radially  from  its 
shaft  to  the  inner  surface  of  said  jacket,  said 
jacket  having  diametrically  positioned  ports, 
means  for  oscillating  said  shafts  relative  to  the 
jacket  for  simultaneously  moving  both  of  said 
blades  In  opposite  directions  from  one  port  to 
the  other  port,  and  intake  and  delivery  chambers 
associated  with  said  ports  during  portions  of  a 
revolution  of  said  jacket. 


2.014,757 
PROCESS   FOR   THE   INTEGRAL  TRANSFOR- 
MATION  OF   COKE   OVEN   GAS   OR   TOWN 
GAS    INTO    AMMONIA    AND    METHYL    AL- 
COHOL 
Raymond  Blondelle.  Henin  Lietard,  France,  as- 
signor to  Societe  Des  Mines  De  Dourges.  Henin 
Lietard.  France 
Application  January  9.  1931.  Serial  No.  507,751 
In  France  February  28.  1930 
1  Claim.     (CI.  23—7) 


a^ 


irV  ^^ 


z^asi 


Process  for  conversion  of  coke  oven  gas  and 
simiiar  gas,  steam,  and  nitrogen  into  methyl  al- 
cohol and  ammonia,  which  consists  in  passing 
steam  over  reduced  iron  oxide  at  substantially 
750^  C.  to  form  a  hydrogen  containing  gas,  passing 
coke  oven  gas.  or  similar  gas.  over  the  oxidized 
iron  to  reduce  it,  passing  the  gases  arising  from 
this  reduction  into  a  cracking  stage  at  substan- 
tially 1200  C,  separately  freeing  said  hydrogen 
containing;  gas  and  the  gas  resulting  from  said 
cracking  from  sulfur  compounds  and  carbon  di- 
oxide, compressing  the  latter  gas.  after  adding  the 
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required  amount  of  said  hydrogen  containing  gas. 
to  a  pressure  of  200  to  300  kUograms  per  square 
centmiet^r.  passing  it  at  300  C.  over  a  copper  cat- 
alyst activated  by  rare  earths  to  synthesize  meth- 
anol, separating  the  methanol,  removing  resid- 
ual carbon  monoxide  and  carbon  dioxide  from 
the  remaining  gas  mixture,  adding  the  hydrogen 
containing  gas  and  nitrogen  in  the  proportion  re- 
quired for  synthesis  or  ammonia,  and  converting 
the  mixture  thus  obtained  into  ammonia. 


2,014.758 
SAFETY  DEVICE  FOR   PUNCH   PRESSES 

Percy  E.  Boyd.  Detroit.  Mich. 

Application  Julv  24,  1933.  Serial  No.  681,957 

7  Claims.     (CI.  192—24) 


5.  The  combination  with  the  frame,  bull  gear, 
clutch  head,  including  the  coacting  jaws  asso- 
ciated therewith,  and  the  trip  mechanism  includ- 
ing the  movable  trip  bracket,  of  a  punch  press; 
of  yieldable  means  associated  with  the  frame 
and  the  trip  bracket  for  assisting  in  the  release 
of  the  clutch  head  from  the  bull  gear  and  main- 
taining said  coacting  jaws  clear  of  one  another 
when  the  press  is  idling  said  yieldable  means  in- 
cluding studs  projecting  outwardly  from  the 
frame  through  the  movable  bracket,  and  coil 
springs  encircling  the  outer  end  portions  of  the 
studs  and  bearing  against  the  trip  support 
bracket. 

2,014.759 

HIGH  PRESSURE   VALVE 

OlUe  C.  Clay.  Oklahoma  City.  Okla. 

AppUcation  January  16.  1935,  Serial  No.  3.104 

1  Claim.     (CL  251—41) 


shell,  a  resilient  seat  mounted  on  the  adapter 
and  provided  with  a  circumferential  groove 
therein  and  a  beveled  valve  seating  surface,  a 
stuffing  box  in  the  upper  portion  of  the  sheU,  a 
valve  element  provided  with  a  beveled  surface  for 
engaging  the  beveled  surface  of  the  seat  and  a 
depending  circumferentially  extending  flange  for 
engagement  into  the  said  groove  of  the  seat, 
said  valve  element  being  provided  with  a  cylin- 
drical shank  slidably  disposed  through  the  stuff- 
ing box.  the  upper  portion  of  the  shank  bemg 
provided  with  an  inverted  L-shaped  extension 
and  a  lever  rockably  mounted  on  the  shell  and 
pivotally  connected  to  the  upper  end  of  the  ex- 
tension. 


2.014.760 
PAINT,  LITHOGRAPHIC  VARNISH.  PRINTING 
INK,    AND    THE    LIKE    AND    PROCESS    OF 
MAKING   SAME 

Wilfred  Graham  Dewsbury.  London,  and  Arnold 

Davies.  West  Norwood.  London.  England 

No  Drawing.    AppUcation  October  29.  1934.  Serial 

No.  750.590.    In  Great  Britain  October  18.  1934 

7  Claims.  (CI.  134—39) 
1  Process  for  the  manufacture  of  paints,  lith- 
ographic varnishes,  printing  inks  and  the  like 
comprising  heating  a  polymerized  vegetable  dry- 
ing oil  to  about  130°  C.  with  about  2-5%  of  a 
substance  of  the  group  comprising  glue,  gelatine 
and  isinglass  until  a  mass  of  fibres  has  separated, 
isolating  the  liquid  product,  adding  about  0.5% 
and  not  more  than  about  1%  of  lonely  divided 
graphite  thereto,  milling  the  mixture  until  the 
graphite  has  been  brought  to  colloidal  dimensions 
and  incorporating  a  pigment  with  the  vehicle 
thus  produced. 


2.014.761 

PROCESS  FOR  THE   MANUTACTUTIE  OF 

SOLUTIONS  FROM  CELLULOSE 

Otto  Faust.  Rorschach.  Switzerland,  assignor  of 

one-half    to    Zellstofffabrik    Waldhof.    Mann- 

heim-Waldhof.  Germany,  a  German  company 

No  Drawing.    Application  October  29,  1930.  Serial 

No.  492,103.    In  Germany  December  5.  1929 

2  Claims.     (CI.  260—10) 

1  In  a  process  of  manufacturing  high  grade 
solutions  of  cellulosic  material  from  cellulose 
produced  from  alkaline  pulping  processes,  sep- 
arating from  raw  wood  material  consisting  of  a 
mixture  of  woods  a  single  wood  to  obtain  one 
wood  completely  freed  from  other  woods, 
thoroughly  barking  the  said  wood,  reducing  the 
said  one  wood  to  pulp  in  an  alkaline  medium  only, 
washing  the  pulp,  treating  the  washed  pulp  with 
bleaching  material,  washing  the  pulp  thus 
treated  by  the  foregoing  procedure,  converting 
the  resulting  washed  cellulosic  material  directly 
into  a  soluble  cellulosic  substance. 


A  high  pressure  valve  comprising  a  shell,  an 
adapter  extending  into  the  lower  portion  of  the 


2.014.762 
ANTIAIRCRAFT    GUN 

William  W.  Fergus,  West  Newton.  Pa. 
Application  February  28.  1934.  Serial  No.  713.370 
5  Claims.  (CI.  89—37) 
1.  In  apparatus  for  the  purpose  stated,  a  fixed 
support,  an  outer  ring  pivoted  upon  the  support 
to  extend  vertically  above  the  same  or  laterally 
therefrom  and  having  spaced  seats  in  its  inner 
circumference,  rollers  mounted  in  said  seats,  an 
inner  ring  having  an  annular  groove  in  its  outer 
circumference  engaging  said  rollers  whereby  the 
inner  ring  will  be  held  against  separation  from 
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the  outer  ring  and  may  rotate  therein,  a  pivot 
rod  mounted  diametrically  within  the  inner  ring. 


and  a  gun  carried  by  said  rod  to  rock  about  the 
same. 


2014.763 

CARBURETOR 

Charles  Jeens  Grace.  London,  En^rland 

Application  November  18.  1932.  Serial  No.  643,250 

In  Great  Britain  November  23.  1931 

8  Claims.     (CI.  261— 50 1 


1.  In  combination  in  a  carburetor  of  the  so- 
called  anterior  throttle  type,  an  unbalanced  throt- 
tle valve  exposed  to  engme  suction  and  which  re- 
places the  balanced  manually  actuated  throttle 
valve  normally  provided  in  known  carburetors  of 
the  type  referred  to,  control  means  for  adjusting 
a  stop  member  limiting  the  amount  of  opening 
of  said  unbalanced  throttle  valve,  and  means,  in- 
cluding a  saddle  member  arranged  to  be  lifted  by 
the  unbalanced  throttle  valve  upon  opening 
thereof,  actuated  by  said  unbalanced  throttle 
valve  for  regulating  the  supply  of  fuel  in  depend- 
ence upon  the  degree  of  oc>ening  of  said  valve,  said 
saddle  member  also  actuating  a  normally  open 
needle  valve  in  the  fuel  supply  so  as  to  close  said 
valve  when  said  saddle  member  is  in  a  position 
adjacent  that  corresponding  to  zero  throttle 
opening. 

2,014.764 
DRYING  PEAT  AND  OTHER  MATERIALS 
Thomas    Gram,    London,    England,    assigrnor    to 
Techno-Chemical  Laboratories.  Limited,  Lon- 
don, En^rland 
Application  Ausrust  26.  1933.  Serial  No.  686,996 
In  Great  Britain  September  2,  1932 
3  Claims.     (CI.  34— 24) 
1.  In   drying   moist  materials  In   stages   in    a 
gEiseous  medium  with  which  It  is  passed  across 
heated  dryine:  surfaces  including  some  forming  a 
stage  operating  at  a  low  temperature  and  heated 
by  a  liquid  deriving  heat  from  vapours  of  drying 


produced  by  others  of  said  surfaces  constituting 
a  higher  temperature  stage,  the  method  which 
comprises  circulating  the  said  liquid  in  contact 


with  further  heat-transmitting  surfaces  and 
heating  these  latter  by  contact  with  a  further 
body  of  liquid  containing  the  condensate  and 
latent  heat  of  said  vapours. 


2,014,765 

CUTTING  MECHANISM  FOR  WR-APPTNG 

MACHINES 

'^'illiam    Hoppe.    Sprinirfield.    Mass..    assijcnor    to 

National  Bread  Wrappinjf  Machine  Co..  Sprinc- 

field.  Mass.,  a  corporation  of  Massachusetts 

Application  May  29.  1934.  Serial  No.  728.111 

8  Claims.     (CL  164 — 43) 


1.  A  cam  mechanism  for  web  severing  mecha- 
nism and  the  like,  comprising  a  drop-off  cam,  a 
cam  follower,  a  linkage  connected  to  the  cam 
follower  and  having  at  least  three  pivot  points, 
one  movable  wi'h  the  cam  follower,  one  fixed, 
and  the  third  movable  into  a  straight  line  with 
the  other  two  when  the  follower  drops  off  the 
high  point  of  the  cam  to  check  the  fall  of  the 
follower,  and  means  operating  on  the  linkage  to 
shift  said  third  pivot  back  to  its  original  position. 


2,014.766 
PROCESS  FOR  ALKYLATION  OF  AROMATIC 

BODIES 

Robert  M.  Isham.  OkmuUee.  Okla.,  assignor  of 
three-fourths  to  William  B.  Pine.  Okmulgee, 
Okla. 

No  Drawing.     Application  April  30,  1934, 
Serial  No.  723.274 
5  Claims.     (CI.  260—168) 
1.  A  process  which  consists  in  reacting  naph- 
thalene and  a  sulfonic  acid  with  an  olefinlc  ma- 
terial to  alkylate  the   naphthalene  while  main- 
taining a  temperature  of  the  order  of  80°  C.  to 
130°  C.  and  recovering  the  alkylated  naphtha- 
lene. 
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2.014.767 
DEVICE  FOR  REPRODUCING   SOUND  FROM 

FILM   RECORDS 
Delton  R.  Kautz.  Norwood.  Ohio,  assignor  to  The 
Cincinnati   Time   Recorder   Company,   Cincin- 
nati. Ohio,  a  corporation  of  Ohio 
Application  November  21,  1930.  Serial  No.  497,256 
4  Claims.     (CI.  179—100.3) 


4— 
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4.  In  a  sound  pick-up  mechanism,  a  photo- 
sensitive device,  a  cylindrical,  stationary,  light- 
tight  shell  within  which  said  device  is  located, 
said  shell  having  a  light  aperture  In  a  curved  or 
arc -shaped  surface  thereof,  means  for  moving  a 
film  around  said  curved  surface,  and  means  for 
maintaining  a  portion  of  said  film  in  continuous 
alignment  with  said  light  aperture  during  said 
movement,  said  means  comprising  annular  guid- 
ing means  presenting  shoulders  lying  in  the  plane 
of  movement  of  said  film  and  beyond  the  edges 
thereof. 


2,014.768 

AUTOMATIC  MULTIPLE  CRANK-PIN 

GRINDING  MACHINE 

Herman  F.  Klingele.  Worcester.  Mass..  assignor 

to  Landis  Tool  Company.  Waynesboro,  Pa.,  a 

corporation  of  Pennsylvania 

Application  February  24.  1930.  Serial  No.  430.513 

Renewed  Ausrust  30.  1932 

52  CUlms.     (CI.  51—72) 


-.ill-        -    .- -thrrsrs 


1.  In  a  machine  for  grinding  the  crank-pins  of 
crank-shafts,  the  combination  of  a  table  for  sup- 
porting the  crank-shaft  to  be  ground,  a  grinding 
wheel,  means  for  constantly  rotating  the  grind- 
ing wheel,  and  means  for  indexing  the  crank- 
shaft around  for  bringing  the  different  crank-pms 
in  position  for  grinding,  of  a  cylinder  and  piston 
connected  with  the  table  for  moving  It  length- 
wise, pistons  and  cylinders  connected  for  index- 
ing the  crank-shaft  around,  a  pump  and  means 
connected  with  said  pump  for  supplying  the  cyl- 
inders with  liquid  under  pressure  to  move  the 
pistons  therein  for  ihe  purposes  described. 


means  for  said  wheels,  including  a  driving  mem- 
ber arranged  for  connection  with  the  driving 
mechanism  of  the  tank  from  inside  the  tank,  se- 
curing means  on  the  carriage  arranged  thereon 
for  engaging  the  tank  to  secure  it  to  the  carriage 


and  actuating  means  for  said  securing  means  ar- 
ranged for  operation  from  inside  the  tank  so  as 
to  enable  the  tank  to  be  secured  to  the  carriage 
without  any  of  ihe  crew  of  the  tank  having  to 
leave  the  interior  of  the  tank. 


2.014.769 
CARRIAGE  FOR  TRANSPORTING  ENDLESS- 
TRACK   VEHICLES   ON   ROADS  AND   RAIL- 
WAY TRACKS  ^ ,      ^ 

Tadeusz  Kossakowski,  Warsaw.  Poland 

AppUcation  April  24.  1933.  Serial  No.  667.717 

In  Germany  February  22.  1933 

1  Claim.     (CI.  105— 159  i 

The  combination  of  a  battle  tank  having  a 
driving  motor  and  driving  mechanism  operatively 
connected  to  the  driving  motor  with  a  carriage 
for  supporting  the  tank,  said  carriage  comprising 
a  frame  having  supporting  wheels  and  driving 

458  O.   G.-  38 


2,014.770 

APPARATUS  FOR  PLACING  GRAVEL  IN 

WELLS 

Leslie  A.  Layne,  Houston,  Tex. 

Application  June  4,  1934.  Serial  No.  729,026 

22  Claims.     (CL  166 — 1) 


1.  An  apparatus  for  positioning  gravel  in  wells 
comprising  the  combination  of  a  well  casing,  an 
opening  in  the  side  of  said  casing,  a  gravel  dis- 
charge pipe  extending  through  said  casing  and 
opening,  means  to  discharge  a  stream  of  gravel 
and  carrier  liquid  into  the  well  bore  around  said 
casing,  and  a  strainer  through  which  the  carrier 
liquid  may  be  separated  from  the  gravel. 


2.014.771 

TWO- STROKE  CYCLE  INTERNAL 

COMBUSTION  ENGINE 

Marion  MaUory,  Detroit.  Mich.,  assigrnor  to  Mai- 
lory  Research  Company,  Toledo,  Ohio,  a  corpo- 
ration of  Delaware 
AppUcation  April  23.  1934.  Serial  No.  721,931 

5  Claims.     (CI.  123—53) 
1.  A    two-stroke    cycle    internal    combustion 
engine,  comprising  a  source  of  compressed  air, 
two  communicating  cylinders,  a  piston  recipro- 
cating in  unison  in  each  cylinder,  ports  in  the 
walls  of  each  of  said  cylinders  located  so  as  to  be 
uncovered  by  said  pistons,  one  port  in  one  cylin- 
:   der  serving  as  the  exhaust,  two  ports  in  the  other 
1   cylinder,  the  first  being  located  ahead  of   the 
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second,  the  one  first  being  connected  to  the  com- 
pressed air.  a  carburetor  connected  to  the  second 


port  and  to  the  compressed  air,  means  for  cover- 
ing the  first  port  as  the  second  port  is  uncovered. 


2,014.772 
LUBRICATING  DEVICE 

Lawrence  L.  Markel,  Warren,  Ohio,  assigmor  to 
Chicago-Cleveland  Car   Roofing:  Co.,  Chicago, 
Ul.,  a  corporation  of  Delaware 
AppUcation  October  29.  1932.  Serial  No.  640,287 
8  Claims.      (CI.  184 — 3) 


8,  A  lubricating  device  for  association  with  a 
railway  track,  said  device  involving  a  lubricant 
reservoir,  a  pump  including  a  piston  for  sup- 
plying lubricant  from  the  reservoir  to  the  part  to 
be  lubricated,  and  means  for  operating  said 
pump,  said  means  including  a  rotatable  member 
cooperable  with  the  piston  and  a  pivoted  lever 
cooperable  with  one  of  the  rails  of  the  track  so 
as  to  be  actuated  thereby  upon  vertical  move- 
ment of  the  rail  inducpd  by  passage  of  a  railway 
vehicle  over  the  track,  said  rotatable  member 
having  a  surface  eccentric  with  respect  to  its 
axis  of  rotation  and  a  surface  concentric  with 
respect  thereto,  said  eccentric  surface  being  co- 
operable with  the  piston  for  a  predetermined 
amount  of  movement  of  said  lever  and  said  con- 
centric surface  being  cooperable  with  the  piston 
upon  movement  of  said  lever  in  excess  of  said 
predetermined  amount. 


2.014.773 
AIR  HUMIDIFIER 
Ralph  D.  Bfatteson.  Boise.  Idaho 
Application  January  24.  1933,  Serial  No.  653,304 
1  Claim.     (CI.  261—29) 
In  an  air  humidifier,  a  water  pan.  an  open- 
ended  casing  mounted  on  said  water  pan.  a  fan 
mounted  In  the  casing  for  causing  flow  of  air 
through  the  latter,  said  fan  having  a  driving  mo- 
tor,   an    elongated    cylindrical    drum    journaled 
axlally  of  the  casing  at  the  receiving  side  of  said 
fan  and   operatively   connected   at   one   end   to 
the  motor  of  the  fan.  said  drum  being  provided 
with  a  series  of  peripheral  water  discharge  open- 


ings, means  including  a  pump  in  the  pan  for  sup- 
plying water  under  pressure  from  said  pan  to 
the  cylinder,  said  pump  having  an  upwardly  ex- 


tending drive  shaft,  and  a  direct  driving  connec- 
tion between  the  other  end  of  the  cylinder  and 
said  drive  shaft  of  the  pump. 


2,014.774 
STAMP  MILL 

Robison  E.  McCaleb,  Selma.  Oreg. 

Application  April  17.  1934.  Serial  No.  721.059 

5  Claims.     (CI.  83—57) 


1.  A  stamp  mill  unit  comprising  a  pair  of  verti- 
cally disposed  stamp  stems,  a  horizontally  dis- 
posed leaf  spring  having  its  extremities  opera- 
tively engaged  with  the  upper  portions  of  the 
stems,  a  rock  arm  swinging  on  a  horizontally  dis- 
posed axis,  means  for  securing  the  central  por- 
tion of  the  spring  to  the  rock  arm  for  rocking 
movement  therewith,  and  means  for  imparting 
rocking  movement  to  the  arm. 


2,014,775 

PROCESS  OF  PREPARING   SLXFITE 

COOKING  LIQUOR 

Ralph  H.  McKee,  Jersey  City,  N.  J. 

Application  October  1,  1929.  Serial  No.  396,569 

Renewed  June  9.  1933 

6  Claims.     (CI.  23—129) 
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1.  The  process  of  preparing  sulfite  cooking 
liquor  of  high  sulfur  dioxide  content  which  com- 
prises contacting  cool  sulfur  burner  gas  with  a 
strong  solution  of  a  salt  of  an  organic  acid,  a 
concentrated  solution  of  which  is  capable  of  dis- 
solving substantially  more  sulfur  dioxide  than 
an  equal  amount  of  water  will  dissolve  at  the 
same  temperature,  contacting  the  resulting  so- 
lution with  hot  sulfur  burner  gas  to  expel  sulfur 
dioxide  from  said  solution,  and  contacting  a  mix- 
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ture  of  the  expelled  sulfur  dioxide  and  said  sulfur 
burner  gsis  in  the  presence  of  water  with  an 
alkali-forming  metal  compound  to  convert  a  por- 
tion of  the  sulfur  dioxide  present  into  an  alkali- 
forming  metal  sulfite. 

2.014.776 

WING  CONSTRUCTION 

Robert  R.  Osbom,  Kenmore,  N.  Y.,  asslcmor  to 

Curtiss  Aeroplane  &  Motor  Company.  Inc.,  a 

corporation  of  New  York 

AppUcation  February  1.  1933.  Serial  No.  654,641 

1  Claim,     (a.  244—31) 


In  an  aircraft  wing  comprising  forward  and 
rearward  spars  Joined  by  spaced  compress  on 
members,  a  plurality  of  ribs  parallel  to  and  more 
narrowly  spaced  than  said  members,  also  join- 
ing said  spars,  said  ribs  comprising  trussed  chord 
and  bracing  elements,  one  said  chord  element 
of  each  rib  being  separate  from  the  balance 
of  said  rib,  a  metallic  sheet  fixed  to  the  several 
said  detachable  rib  chord  elements,  said  sheet 
being  bounded  at  its  forward  and  rearward  edges 
by  said  forward  and  rearward  spars  respective- 
ly, and  being  bounded  at  each  lateral  edge  there- 
of by  one  said  compression  member,  and  means 
for  removably  attaching  the  several  sheet  edges 
at  frequently  spaced  intervals  to  the  forward 
and  rearward  spars  and  compression  memt>ers, 
said  sheet,  when  attached,  holding  said  detach- 
able rib  chord  elements  in  the  proper  cooperative 
relationship  with  the  respective  ribs. 

2,014,777 
RETRACTABLE    LANDING    GEAR 
Samuel   T.   Payne.   Kenmore.    and   Frederick   R. 
Weymouth,  Buffalo,  N.  Y..  assignors  to  Curtiss 
Aeroplane  &  Motor  Company,  Inc.,  a  corpora- 
tion of  New  York 
Application  January  6.  1933.  Serial  No.  650.466 
11  Claims.     (CI.  244—2) 


9.  In  aircraft  having  a  body,  a  retractable  land- 
ing gear  comprising  an  axle  frame,  a  pair  of 
struts  spacedly  pivoted  at  their  one  ends  to  said 
frame  and  spacedly  pivoted  at  their  other  ends 
to  said  body,  and  means  for  releasing  one  of  said 
strut  pivots  after  partial  retraction  of  said  land- 
ing gear. 


2,014,778 

BUILDING  SLAB 

Waldemar  J.  Pedersen,  Floral  Park,  N.  Y. 

AppUcation  April  19,  1933.  Serial  No.  666,818 

10  Claims.     (CL  72 — 44) 


1.  A  concrete  building  slab  of  the  class  de- 
scribed comprising  an  elongated  and  compara- 
tively thin  body,  one  long  side  edge  of  said  body 
being  grooved  throughout  the  entire  length 
thereof  and  intermediate  the  side  faces  of  the 
slab  to  form  at  opposite  sides  of  the  groove  in 
said  edge  shoulder  portions,  the  other  long  side 
edge  of  the  slab  having  longitudinally  spaced 
tongue  members  arranged  centrally  and  inter- 
mediate the  side  surfaces  of  the  slab  to  form 
corresponding  shoulders  at  opposite  sides  of  said 
tongue  members,  coupling  members  anchored  to 
the  concrete  body  and  extending  into  the  groove 
on  one  side  edge  of  said  slab  and  into  the  spaces 
between  the  tongue  memt)ers  at  the  other  side 
edge  of  the  slab  and  in  common  transverse  aline- 
ment  with  respect  to  the  slab  to  provide  inter- 
locking engagement  between  the  tongue  and 
grooved  sides  of  adjacent  slabs  at  a  number  of 
points  longitudinally  of  said  edges,  and  other 
coupling  members  arranged  and  secured  at  the 
intersection  of  adjacent  slabs  and  protruding 
outwardly  through  one  face  of  the  wall  formed  bj 
said  slabs. 

2.014,779 
BRAKE  OR  CLUTCH  MECHANISM 

WilUam  L.  PoUock,  Jr.,  New  York.  N.  Y. 

AppUcation  June  11,  1931,  Serial  No.  543,597 

3  Claims.     (CI.  188—78) 


1,  In  a  device  of  the  kind  herein  referred  to, 
the  following  elements  in  combination:  a  drum 
the  inner  surface  of  which  is  adapted  to  react 
immediately  with  the  friction-shoe  member  here- 
inafter mentioned,  a  friction-shoe-supporting 
member  provided  with  a  radial  groove,  a  friction- 
shoe-operating  member  provided  with  a  groove 
in  one  face  thereof  one  end  of  which  is  nearer 
to  the  centre  of  said  operating  member  than  the 
other  end.  said  friction-shoe-supporting  member 
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and  said  friction-shoe-operating  member  being 
located  with  said  grooved  faces  overlapping  each 
other  throughout  a  substantial  proportion  of  their 
area  and  said  friction-shoe-operating  member 
forming  with  the  drum  a  housing  for  said  device. 
a  friction-shoe  member  slidably  mounted  in  said 
friction-shoe-supporting  member  so  as  to  move 
radially  with  relation  thereto,  means  on  said 
friction -shoe  member  adapted  to  engage  with  the 
groove  in  said  fnctlon-shoe-operating  member, 
and  means  for  rotating  said  friction-shoe-operat- 
ing member  with  relation  to  said  friction-shoe- 
supporting  member:  whereby  when  said  devices 
are  operated,  the  friction-shoe  member  is  brought 
into  immediate  contact  with  the  inner  surface 
of  said  drum  member  when  desired  and  removed 
from  such  immediate  contact  when  desired. 


2.014.780 

PAPER   FASTENING    DEVICE 

Alvin  PoweU.  Lafayette.  Calif. 

AppUcation  December  26.  1933.  Serial  No.  703,928 

3  Claims.     (CL  129 — 41) 


1.  A  letter  binder  comprising  a  body  of  flexible 
material  provided  with  a  base  having  a  slot  there- 
in, a  locldng  strip  extended  from  one  end  of  said 
base  and  insertable  through  said  slot,  said  strip 
also  having  a  slot  therein,  and  means  at  the  other 
end  of  said  base  engageable  with  the  slot  of  said 
strip  for  preventing  withdrawal  of  the  end  of  the 
strip  through  said  base  slot. 


2.014.781 
ELECTRON  DISCHARGE  DEVICE 
Honi  Rothe  and  Radolf  Rzehulka.  Berlin,  Ger- 
many, assignors  to  Telefunken  Gesellschaft  fiir 
Dratatlose  Teleyraphie  m.  b.   H..   Berlin.  Ger- 
many, a  corporation  of  Germany 
AppUcation  February  7,  1935,  Serial  No.  5,321 
In  Germany  February  2.  1934 
3  Claims.     (CI.  250—27.5) 


1.  An  electron  discharge  device  having  a  tu- 
bular metal  envelope  closed  at  one  end  and  having 
a  portion  of  larger  diameter  at  its  open  end, 
electrodes  mounted  within  said  envelope,  a  glass 
member  sealed  to  the  open  end  of  said  envelope 
and  provided  with  an  outwardly  extending  Up,  a 
glass  closure  member  having  an  outwardly  ex- 
tending lip  in  registry  with  the  Up  on  said  glass 
member,  said  lips  being  sealed  together  to  form 
an  outwardly  extending  annular  press  and  lead- 
Ina  sealed  in  said  press  and  connected  to  the  elec- 
trodes within  said  metal  envelope. 


2.014.782 
PREPARATION  OF  INORGANIC  ACID  ESTERS 

OF  HIGHER  GLYCOLS 
Walther  Schrauth.  Berlin-Dahlem.  and  Richard 
Hueter,  Rosslau  in  .\nhalt.  Germany,  assignors, 
by  mesne  assignments,  to  "I'nichem"  Chemika- 
lien  Handels  A.-G.,  Zurich,  Switzerland,  a  cor- 
poration of  Switzerland 
No  Drawing.    Application  May  3,  1932,  Serial  No. 
609,035.     In  Germany  May  4.  1931 
10  Claims.     (CI.  260—99.12) 

6.  The  m?thod  of  producing  substances  suit- 
able a  wetting,  levelling,  dispersing  or  cleaning 
agents  which  comprises  reacting  a  polybaslc  acid 
selected  from  the  group  consisting  of  sulfuric 
acid,  chlorosulfonic  acid,  phosphoric  acids  and 
sulforcarboxylic  acid  with  an  alkyl  glycol  of  high- 
er molecular  weight  obtained  from  sperm  oil, 
thereby  forming  acid  esters 

7.  The  method  of  producing  substances  suit- 
able as  wetting,  levelling,  dispersing  or  cleaning 
agents  which  comprises  csterifylng  a  higher 
molecular  dihydroxy  alcohol  of  primary  and  sec- 
ondary structure  with  a  phosphoric  acid. 


2.014.783 
SNOWPLOW 

John  Schubert,  North  Arlington,  N.  J. 

Application  April  2,  1934,  Serial  No.  718,625 

5  Claims.     (CI.  37— 53) 


*■ — vf 


1.  In  a  snow  plow,  a  V-shaped  member  for  en- 
gaging the  snow,  said  member  being  provided 
along  its  longitudinal  edges  with  flanges  to  form 
channels  and  side  members  slidably  received  in 
said  flanges  to  vary  the  length  of  the  plow. 


2.014.784 

WAVE   ANTENNA 

Charles  E.  Schuler,  Columbus,  Ohio,  assinmor  to 

International -Stacey    Corporation,    Columbus, 

Ohio,  a  corporation  of  Ohio 

Application  July  11.  1933.  Serial  No.  679,926 

5  Claims.     (CI.  250—33) 


4.  A  wave  antenna  comprising  a  vertical  tower 
tapering  progressively  from  an  enlarged  base  to 
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a  narrow  top  and  composed  of  an  upper  active 
antenna  section  and  a  lower  inactive  supporting 
section,  an  outrigger  support  carried  by  the  top 
of  the  tower,  a  plurality  of  spaced  conductors  hav- 
ing their  upper  ends  secured  to  said  support,  said 
conductors  converging  downwardly  toward  the 
base  of  the  tower  in  inverted  conical  order  below 
the  upF)er  active  antenna  section,  and  an  insu- 
lator disposed  substantially  axially  of  the  base 
of  the  tower  and  to  which  the  lower  converging 
ends  of  said  conductors  are  secured. 


2.014.785 
WAVE  ANTENNA 

Charles  E.  Schuler,  Columbus,  Ohio,  assigrnor  to 
International -Stacey    Corporation,    Columbus, 
Ohio,  a  corporation  of  Ohio 
AppUcation  April  26,  1935,  Serial  No.  18,399 
5  Claims.     (CI.  250 — 33) 


1.  A  vertical  radiator  comprising  a  mast,  a 
relatively  large  top  structure,  and  antenna  wires 
secured  at  their  upper  ends  to  the  outer  portion 
of  said  top  structure  and  electrically  insulated 
therefrom,  said  wires  converging  downwardly  in 
electrlcaUy  spaced  relation  from  said  mast  and 
having  their  lower  ends  secured  to  a  ground  in- 
sulator disposed  in  approximately  the  center  of 
said  mast. 


2,014.786 
PHOTO  ELECTRIC  APPARATUS 

Francis  H.  Shepard,  Jr.,  Rutherford.  N.  J.,  as- 
sirnor  to  Radio  Corporation  of  America,  a  cor- 
poration  of  Delaware 
AppUcation  October  3.  1933,  Serial  No.  691,919 
6  Claims.     (CI.  250—41.5) 


source  of  voltage  supply  of  its  negative  terminal 
connected  to  said  photocathode.  and  a  resistor 
connected  between  said  anode  and  the  positive 
terminal  of  said  source  of  voltage  supply  having 
at  normal  photo  current  through  the  tube  a  volt- 
age drop  such  that  the  voltage  drop  across  said 
tube  is  the  maximum  allowable  operating  voltage 
without  causing  said  tube  to  glow,  and  a  ther- 
mionic voltage  regulator  connected  between  the 
anode  of  said  phototube  and  a  less  positive  pomt 
on  said  source  of  voltage  to  permit  in  response 
to  an  increase  in  voltage  drop  across  said  photo- 
tube a  sufficient  increase  in  thermionic  current 
through  said  regulator  to  maintain  the  voltage 
drop  across  said  resistor  and  thereby  prevent  the 
voltage  drop  across  said  phototube  rising  above 
the  maximum  allowable  operating  voltage. 


2,014,787 
THERMIO^^C  CATHODE 
Colin  James  Smithells.  Bushey,  and  Leslie  Ronald 
George  Treloar.  North  Wembley,  England,  as- 
signors to  The  M-O  Valve  Company  Limited. 

London.  England  .   ,  ^,      -oo  ac« 

AppUcation  May  29,  1934,  Serial  No.  / 28,062 

In  Great  Britain  June  24.  1933 

4  Claims.     (CI.  250—27.5) 


1    The  combination  with  a  gas  filled  photo- 
tube having   a  photocathode   and  an   anode,  a 


1  In  a  thermionic  tube  an  indirectly  heated 
cathode  comprising  a  continuous  metal  core 
adapted  to  serve  as  the  heating  element,  a  con- 
tinuous layer  of  refractory  insulating  material 
covering  said  core,  a  continuous  wire  helix  on 
said  insulating  material,  a  continuous  ther- 
mionlcally  emitting  layer  on  the  wu-e  and  on  the 
insulating  material  not  covered  by  said  wire,  said 
continuous  cathode  being  doubled  on  itself  so 
that  successive  limbs  are  adjacent  and  substan- 
tially parallel  and  conductors  connecting  said 
helix  at  least  at  one  end  and  at  least  at  one  point 
intermediate  between  its  ends  to  an  external  con- 
ductor for  earthing  the  same. 


2,014.788 
GAME  APPARATUS 

Charles  K.  Strickler  and  John  C  RandaU, 

Columbus,  Ohio 

Application  May  23,  1933,  Serial  No.  672,456 

1  Claim.     (CI.  273—2) 


jt* 


^  x?^ 


A  lawn  billiard  game  comprising  a  plurality  of 
cushioned  rails,  each  end  of  each  of  said  rails 
being  provided  with  a  plurality  of  sockets,  curved 
flanged  pocket  members  arranged  to  rest  directly 
upon  the  ground  or  other  playing  surface,  said 
members  being  formed  perfectly  smooth  and  flat 
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on  their  under  side,  a  plurality  of  upwardly  ex- 
tendln^r  pins  formed  m  connection  with  the  ends 
of  said  pocket  members  for  positioning  within 
the  sockets  in  said  rails,  a  bracket  member  car- 
ried by  each  of  said  pocket  members  arranged 
to  over-hang  the  open  side  thereof,  and  a  single 
ball  retaining  detent  plvotally  carried  by  each 
erf  said  brackets,  said  detent  ends  having  a  finger 
formed  therewith  to  engage  the  upper  side  of 
said  brackets  to  prevent  swinging  movement 
away  from  said  pocket. 


2,014,789 
PLANT  DUSTER 
Alfred  G.  Suelflow  and  Charles  C.  Wolford.  Mil- 
waukee, Wis.,   assignors  to   Felins  Tying  Ma- 
chine Co.,  Milwaukee,  Wis.,  a  corporation  of 
Wisconsin 
Application  December  7.  1934.  Serial  No.  756.400 
4  Claims.     (CI.  4S— 145) 


I.  A  duster  comprising  a  container  tube  closed 
■t  Its  upper  end  and  open  at  its  lower  end.  a  de- 
tachable perforated  closure  for  the  lower  end  of 
said  tube,  a  fabric  skirt  detachably  secured  to  the 
lower  end  of  said  tube,  and  means  for  centermg 
the  bottom  of  said  skirt  with  relation  to  said  tube. 


2.014.790 
COMPOUND      OF      THE      ANTHRAQLTNONE- 
ACRIDONE      SERIES     AND      PROCESS     OF 
PREPARING  THE   SAME 

Robert  Eraser  Thomson,  William  Smith,  and 
James  Primrose,  Grangemouth,  Scotland,  as- 
■icnors  to  Imperial  Chemical  Industries  Lim- 
ited, a  corporation  of  Great  Britain 
No  Drawing.  Application  October  14.  1931.  Serial 
No.  568.862.  In  Great  Britain  October  18 
1930 

12  Claims.     (CI.  260—37) 
1.  In  the  process  of  manufacturing  vat  dye- 
stuffs  the  step   which   comprises  condensing   a 
dichloro-anthraquinone-acridone    compound    of 
the  general  formula: 

Cl  HN Ar 


r 


CO 


wherein  Ar  stands  for  an  o-arylene  radical  of  the 
benzene,    naphthalene    and    anthracene    series, 


with  an  amine  compound  of  the  primary  and 
secondary  series  whereby  to  replace  the  chlonne 
atoms  by  ammo  groups. 


2.014.791 

ADAPTER  FOR  TWIN  FLEXIBLE 

MACHINE  GUNS 

Clem  G.  Trimbach,  Kenmore,  N.  Y.,  assignor  to 
Curtiss  Aeroplane  &  Motor  Company,  Inc.,  a 
corporation  of  New  York 
Application  March  17,  1934,  Serial  No.  716,009 
6  Claims.     (CI.  89 — 37) 


1.  An  aircraft  gun  mount  comprising  a  support 
having  an  upper  ball  end.  an  adapter  including 
a  ball  socket  within  which  said  ball  Is  organized 
to  engage,  means  carried  by  said  adapter  on  each 
side  of  said  ball  socket  to  which,  respectively, 
each  of  a  pair  of  machine  guns  are  adapted  to  be 
attached,  and  a  container  for  receiving  elements 
of  spent  ammunition  from  both  guns  carried  by 
said  adapter  between  said  guns. 


2,014,792 
EXCAVATING   APPARATUS 

Raymond  Samuel  Weimer.  Wilmington.  111. 

Application  February  8.   1934.  Serial  No.  710.22S 

22  Claims.     (Cl.  37—189) 


1.  Excavating  mechanism  comprising  a  ro- 
tatable  wheel,  means  for  supporting  the  same, 
means  for  rotating  said  wheel,  one  or  more 
radially  movable  buckets  carried  by  said  wheel, 
and  pressure  fluid  actuating  means  on  said  wheel 
for  moving  said  bucket  or  buckets  radially. 


2,014,793 
RETRACTABLE  LANDING  GEAR 
Frederick  R.  Weymouth  and  Frank  A.  Wedberg, 
Buffalo.  N.  Y..  assignors  to  Curtiss  Aeroplane  & 
Motor   Company,   Inc.,  a  corporation   of   New 
York 
Application  May  17,  1933.  Serial  No.  671.472 

12  Claims.     (Cl.  244—2) 
1.  In  aircraft,  a  retractable  landing  gear  in- 
cluding a  shock  absorber  strut  adapted  to  deflect 
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under  ground  impact,  means  for  retracting  said 
landing  gear,  and  means  associated  with  said  land- 


ing gear  operable  to  deflect  said  shock  absorber 
stmt  when  said  landing  gear  is  retracted. 


2.014.794 
LAUNDRY  STARCH  AND  METHOD  OF 
PREPARING  THE   S.\ME 
George  M.  Bierly.  Columbus.  Ohio 
No  Drawing.     Application  June  11,  1934, 
Serial  No.  730.067 
2  Claims.     (Cl.  134—19) 
1    A  dry   potentially  reactive  laundry  starch 
composition  having  low  congealing  and  high  gloss 
charact€ristics  comprising  starch  having  a  vis- 
cosity in  water  approximately  twice  that  of  water 
and  approximately  one  percent  of  a  sulfate  ester 
of  a  fatty  alcohol  of  the  higher  members  of  the 
series  of  alcohols  obtainable  from  glycerldes  of 
higher  fatty  acids  and   containing  at  least   10 
carbon  atoms  to  the  molecule. 


2.014.795 
PIPE  FITTING 

Charles  R.  Blrdsey,  Pasadena.  Calif.,  and  Edward 
Hall  Taylor.  Oak  Park.  111.,  assignors  to  Taylor 
Forge  &  Pipe  Works,  Cicero.  111.,  a  corporation 

of  Illinois  .    ,  ».T       •veo  9fia 

ADPlication  December  20.  1934.  Serial  No.  758,388 
1  Claim.     (Cl.  285—111) 


end  of  a  conventional  pipe  of  uniform  diameter, 
the  end  of  said  fitting  being  provided  wnth  an  an- 
nular lip  offset  inwardly  relative  to  said  annular 
wall  said  lip  being  adapted  to  be  inserted  in  said 
pipe  end  to  position  said  fitting  relative  to  said 
pipe  during  the  welding  operation  and  providing 
a  dam  for  preventing  entrance  of  welding  mate- 
rial into  the  interior  of  the  joined  fitting  and 
pipe.  ^^^^^^ 

2,014,796 

SYSTEM  FOR  THE  DISPOSAL  OF  GARBAGE 

AND   THE   LIKE 

Maurice  Blumenthal  and  Louis  Casper, 

New  York.  N.  Y.  „,„„„« 

Application  December  9.  1932,  Serial  No.  647,970 
11  Claims.     iCl.  110—8) 


As  an  article  of  manufacture,  a  pipe  fitting  com- 
prising a  tubular  wall  presenting  an  annular  end 
surface  adapted  to  be  joined  by  welding  with  the 


10.  In  a  system  for  the  disposal  of  garbage, 
sewage  or  other  waste  materials,  an  incinerator 
chamber  having  electric  heating  and  electric 
contacting  means  exposed  therein;  means  for 
conveying  said  material  to  said  incmerator  cham- 
ber, and  means  for  treating  said  waste  material 
with  electro  conductive  chemicals  prior  to  entry 
in  said  incinerator  chamber. 


2,014.797 

MOTOR  DRI\T:N  TRUCK  AND  APPARATUS 

CARRIED  THEREBY 

Paul  H.  Davey.  Kent.  Ohio 

Application  June  10,  1933.  Serial  No.  675,152 

7  Claims.     (CL  180—53) 


1    An  automotive  vehicle  provided  with  a  motor 
and  means  for  connecting  it  either  to  propel  the 
vehicle  or  to  drive  other  power  operated  devices, 
said  means  including  aligned  driving  and  driven 
propeller  shaft  sections,  the  driving  section  hav- 
ing widely  spaced  ball  bearings  carrying  a  rel- 
atively long  hub  sleeve  rigidly  supporting  a  rear- 
wardly  extending  power  take-off  sheave,  affording 
annular  space  adjacent  the  end  of  said  driving 
section;  double  acting  positive  clutch  means  in 
said  annular  space  and  non-rotatably  sphned  on 
said  driving  section:    correlative  positive  clutch 
elements,  one  for  the  sheave  and  one  for  the 
driven  shaft  section,  and  means  for  shifting  said 
splined  clutch  means  to  lock  it  optionally  to  said 
sheave   clutch  element  or  to  said  driven  shaft 
clutch  element,  the  driving  shaft  section  being 
relatively  long  and  supported  from  the  body  of 
the  vehicle  by  ball  bearings  and  said  driven  shaft 
section  being  supported  in  fixed  alipment  by  a 
long  bearing  sleeve  rigidly  secured  to  the  frame 
of  the  vehicle:  and  said  driven  shaft  section  car- 
rying at  its  forward  end.  a  hollow  bearing  mem- 
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ber  which  extends  over  the  rear  end  of  the  driv- 
ing shaft  section  and  is  provided  with  internal 
ball  bearings  radially  engaging  said  end. 


2.014.798 

MANUFACTURE   OF   REFINED   SAGO 

STARCH 

Arthur  D.  Fuller,  New  Rochelle.  N.  Y.,  assignor  to 

National    Adhesives    Corporation,    New    York, 

N.  Y.,  a  corporation  of  Delaware 

No  Drawing.    Application  November  17.  1932, 

Serial  No.  643.054 

10  Claims.     'CI.  127— 71) 

2.  The  methcd  of  refining  crude  flour  or  starch 
which  consists  in  slowly  reacting  starch  "milk" 
with  a  chlorine  containing  body  until  a  high 
amount  as  from  IT  up  to  6%  of  available  chlo- 
rine on  the  dry  basis  weight  of  the  starch  is  ab- 
sorbed thereby  and  reacted  therewith,  in  con- 
tinually adding  an  alkali  to  the  •'milk"  to  com- 
pensate for  the  drop  in  the  pH  value  thereof  due 
to  the  chlorinating  reaction,  in  removing  the  in- 
soluble and  soluble  impurities  from  the  reaction 
starch  magma  and  in  drying  the  resulting  de- 
colored and  deflbred  sago  starch  product. 


2,014.799 

DEXTRINIZATION  OF  GELATINIZED 

STARCH 

Arthur  D.  Fuller.  New  Rochelle.  N.  Y.,  assignor  to 

National    Adhesiyes    Corporation,    New    York, 

N.  Y..  a  corporation  of  Delaware 

No  Drawing.    Application  September  7,  1933, 

Serial  No.  688.498 

5  Claims.     (CI.  127—32) 

2.  The  gelatlnlzation-dextrlnizatlon  method 
which  consists  in  heating  moist  starch  to  gelat 
inize  the  same,  in  reducing  the  product  obtained 
to  a  dry  powdery  form,  in  incorporating  chlorine 
in  gaseous  form  v.'ith  the  thus  dried  powdered 
gelatinized  starch,  and  in  subjecting  the  latter  to 
heat  to  dextrinize  the  same  and  produce  a  dry 
dextrine  product. 


2.014.800 

OIL-TREATING  DEVICE 

Edward  J.  Deguenther.  Milwaukee,  Wis. 

AppUcaUon  August  14.  1933.  Serial  No.  685.019 

2  Claims.    (CI.  210—165) 


1.  A  device  of  the  class  described ,  comprising 
a  casing  provided  with  an  inlet  and  an  outlet, 
a  filtering  medium  pxjsitioned  within  said  cas- 
ing between  said  inlet  and  outlet,  and  magnetic 
means  contained  in  said  casing  and  exposed  to 
oil  both  before  and  after  passing  through  said  fil- 
tering medium  to  attract  particles  of  metal  from 
the  oil. 


2,014.801 
RIB  CONSTRUCTION 

Fredric  Flader.  Buffalo.  N.  Y..  assignor,  by  mesne 
assignments,  to  Curtiss  Aeroplane  &  Motor 
Company,  Inc.,  a  corporation  of  New  York 

Application  October  25,  1932,  Serial  No.  639,395 
2  Claims.     (CI.  244—31) 


.—■  * 


1.  In  a  composite  wing  structure  of  assembled 
metal  parts,  the  combination  of  spaced  trans- 
verse spars,  a  plurality  of  longitudinally  extend- 
ing spaced  ribs,  each  said  rib  having  upper  and 
lower  chord  members  and  truss  bracing  there- 
between, said  chord  members  comprising  chan- 
nelled sheet  metal  strips  with  inwardly  facing 
flanges,  spaced  transverse  skin  stiffeners  com- 
prising channelled  sheet  metal  strips  with  out- 
wardly facing  flanges,  the  webs  of  said  stiffeners 
being  attached  to  the  webs  of  said  chord  mem- 
bers whereby  said  stiffeners  extend  outwardly 
from  said  chord  members,  and  a  substantially  fiat 
sheet  metal  skin  enveloping  said  skin  stiffeners 
and  attached  to  the  fianges  of  said  stiffeners.  said 
skin,  by  the  thickness  of  said  stiffeners.  being 
spaced  from  said  chord  members. 


2.014.802 
TROUSERS 
Otto  A.  Gulke.  Palo  Alto.  Calif.,  assignor  of  one- 
half  to  John  C.  Forsythe  and  David  Simpson, 
both  of  Burlingamc,  Calif. 
ApplicaUon  June  15,  1934.  Serial  No.  730.746 
3  Claims.     (CI.  2— 237) 


1.  An  article  of  manufacture,  comprising  a  pair 
of  trousers  having  an  opening  extending  down 
each  side  thereof  from  the  waistline  and  termi- 
nating at  substantially  the  widest  point  of  the 
hips  and  forming  at  the  waist  of  the  trousers  ad- 
justably related  front  and  back  portions,  belt 
forming  members  secured  to  the  back  portion  at 
the  sides  thereof  and  extending  around  the  front 
portion  of  the  trousers,  a  rearwardly  extending 
flap  at  each  side  of  the  front  portion  of  the  trou- 
sers adapted  to  underlie  the  sides  of  the  rear  por- 
tion of  the  trousers,  and  forwardly  inclined  pock- 
ets extending  upwardly  from  points  along  the  side 
seams  below  said  openings  to  a  point  upon  the 
waistline  in  front  of  said  openings. 


2.014.803 

HEATING  ARRANGEMENT  FOR  ALTTOMO- 

BILE  MOTORS 

Harald  H&kanson.  VsMteras.  Sweden 

Application  February  9.  1932.  Serial  No.  591.812 

In  Sweden  February  11.  1931 

2  Claims.     (CI.  219—38) 

1.  A  heating  unit   of  the  character  described 

for  circulating  liquids  comprising  a  conduit  for 
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said  liquid,  a  metal  plate  inside  said  conduit  in 
contact  with  the  liquid  and  disposed  parallel  to 
the  longitudinal  direction  thereof,  a  metal  plate 


projecting  outwardly  from  said  conduit  in  good 
heat-conducting  communication  With  said  Inner 
plate,  and  a  readily  accessible  heating  device  ad- 
jacent to  said  outer  plate. 


2.014,804 

FISHING  TOOL 

Frank  J.  Hinderliter.  Tulsa.  Okla. 

AppUcaUon  March  4.  1932.  Serial  No.  596.716 

1  Claim.     (CI.  294—86) 


In  a  fishing  tool,  a  tubular  body,  means  asso- 
ciated With  said  body  for  gripping  a  tubular  object 
to  be  upwardly  pulled  from  the  well  by  said  tool, 
and  sealing  means  above  said  gripping  means 
for  forming  a  seal  about  the  said  object  so  that 
fluid  will  be  passed  downwardly  through  said  ob- 
ject rather  than  downwardly  around  it  at  the 
same  time  that  an  upward  pulling  force  is  being 
exerted  upon  said  object  by  5ald  tool,  said  sealing 
means  including  a  packing  ring  having  a  portion 
arranged  to  be  forced  inwardly  into  sealing  en- 
gagement with  the  outo;  surface  of  said  object 
oy  the  pressure  of  the  downwardly  flowing  fluid 
said  portion  being  in  the  form  of  a  laterally  ex- 
tending lip  having  its  inner  surface  in  sealing  en- 
gagement with  the  outer  surface  of  the  object,  and 
metal  rings  on  opposite  sides  of  said  packing  ring, 
said  lip  projecting  inwardly  beyond  the  part  of  the 
packing  ring  between  £aid  metal  rings. 


mill,  said  body  including  adjacent  its  upper  end  a 
longitudinally  convex  centering  guide  lor  facili- 


2.014.805 

APPARATUS  FOR  CUTTING  THROUGH  THE 

SIDE  WALL  OF  A  PIPE 

Frank  J.  Hinderliter,  Tulsa.  Okla. 

Application  May  29.  1933.  Serial  No.  673.446 

11  Claims.  (CI.  255 — 1) 
1.  In  a  device  of  the  class  described,  a  hollow 
body  adapted  for  connection  with  a  drill  pipe,  a 
mill  secured  on  said  body  adjacent  the  lower  end, 
and  a  toothless  pilot  on  the  lower  end  of  said 
body  in  advance  of  said  mill  and  including  a  head 
extending  beyond  the  end  of  the  body  for  posi- 
tively directing  the  longitudinal  movement  of  the 


tating  the  directing  of  the  body  in  its  longitudinal 
movement. 


2,014.806 
CORE  CATCHER 
John  H.  Howard,  Huntington  Park,  and  Alfred  C. 
Catland.  Alhambra,  Calif.,  assignors  to  Globe 
Oil  Tools  Company,  Los  Nietos,  Calif.,  a  corpo- 
ration of  CaUfomia  ^^,  ^o„ 
Application  March  18.  1933,  Serial  No.  661,482 
5  Claims.     (CI.  255 — 72) 


1  A  core  catcher  including,  a  body,  a  flexible 
member  attached  to  the  body  and  projecting  from 
the  opposite  ends  thereof,  one  projecting  end 
portion  of  the  member  being  longitudinally  split 
into  two  branches,  the  ends  of  said  branches  be- 
ing pointed  to  bite  into  the  core,  there  being  a 
longitudinal  slot  in  the  body  to  permit  the  other 
end  portion  of  the  member  to  be  bent  inwardly, 
and  a  slip  on  the  said  other  end  portion  of  the 
member  to  grip  the  core. 


2.014.807 

POST  HOLE   STONE  PICKER 

John  Keyzer.  West  Allis.  Wis. 

Application  August  7.  1933.  Serial  No.  684,043 

1  Claim.  (O.  294—106) 
A  tool  for  removing  rocks  from  post  holes  com- 
prising, an  elongated  handle,  a  pair  of  jaws  of  sub- 
stantially U -shape  m  cross  section  having  over- 
lapping pivot  ears  on  their  inner  ends  engaging 
about  the  forward  end  of  the  handle,  a  pivot  pin 
extending  diametrically  through  the  forward  end 
of  the  handle  and  through  the  pivot  ears  for  piv- 
otally  connecting  the  jaws  with  said  handle  for 
Independent  swinging  movement,  the  inner  edges 
of  the  jaws  at  the  forward  ends  thereof  being  pro- 
vided with  inwardly  directed  gripping  faces,  said 
gripping  faces  having  their  forward  edges  curved 
outwardly  to  provide  a  flared  guide  entrance  and 
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abrupt  Inner  edges  to  form  lifting  surfaces,  and  a      lead  wires  within  the  metal  envelope,  an  exhaust 
spring  coiled  about  the  pivot  pin  having  its  oppo-      tube  imbedded  in  said  Insulating  member  with 

"""^  '  one  end  extending  into  said  cup-shape  cavity,  and 


site  ends  connected  with  the  jaws  for  normally 
urging  the  jaws  toward  one  another. 


2,014.808 

DEVICE   FOR   CASTING   TYPE  BARS 

Elmer  Ljnnan  Kokanoar,  Fort  Lauderdale.  Fla. 

AppUcation  June  24.  1933.  Serial  No.  677.503 

19  Claims.     (CI.  199 — 47) 


1.  In  a  type  casting  machine,  a  casting  box. 
a  heating  element  for  heating  said  box,  a  stick 
in  the  box  formed  of  relatively  thin  metal  which 
will  be  heated  readily,  and  matrices  in  the  stick 
having  approximately  the  same  thickness  as  the 
stick. 


2.014.809 
ELECTRON  DISCHARGE  TCBE 
Wilhelm    Eberhard    Kiihle    and    Dietrich    Print, 
Berlin,  Germany,  assirnors  to  Telefonken  Ge- 
sellschaft  fur  Drahtlose  Telefraphie  m.  b.  H., 
Berlin.  Germany,  a  corporation  of  Germany 
AppUcation  September  29.  1934.  Serial  No.  746.216 
In  Germany  October  7.  1933 
2  Claims.     (CI.  250—27.5) 
1.  An  electron  discharge  tube  having  a  tubular 
metal  envelope  open   at  one  end.  an  insulating 
member  of  ceramic  material  fitted  into  the  open 
end  of  the  envelope  for  closing  the  open  end  of 
the  envelope,  and  providing  a  cup-shaped  cavity 
between  the  insulating   member   and  the   open 
end  of  the  envelope,  a  layer  of  glass  Intermediate 
the  wall  of  the  envelope  and  the  insulating  mem- 
ber for  sealing  the  member  to  the  envelope  with 
a  vacuum  tight  fit.  lead  wires  imbedded  in  said 
Insulating  member,  electrodes  supported  on  said 


a  compound  for  filling  the  cavity  around  the  lead 
wires  and  said  exhaust  tube  for  protecting  the 
end  of  said  exhaust  tube. 


2.014.810 
ANTHRAQUINONE    DERIVATIVES 
Frank  Lodge  and  Colin  Henry  Lumsden,  Blackley, 
Manchester,    Encland,    assiirnors    to    Imperial 
Chemical  Industries  Limited,  a  corporation  of 
Great  Britain 
No    Drawing.    Application    November    22.    1934, 
Serial  No.  754.371.    In  Great  Britain  November 
28,  1933 

12  Claims.     (CI.  260— 59) 
9.  As  a  new  composition  of  matter  a  compound 
having  the  formula 

NHi 


/V*v\-0-R 


0    HN-Ar 

where  R  stands  for  an  alkyl  group  having  at  least 
8  and  not  more  than  20  carbon  atoms,  and  Ar 
stands  for  a  non-sulphonated  aryl  group,  the  said 
compound  being  insoluble  in  water  but  giving  on 
sulphonation  a  violet  acid  dye. 


2.014.811 

VEHICLE  WHEEL 

Julias  Mayer.  Detroit,  Mich. 

Application  June  7,  1934.  Serial  No.  729.423 

5  Claims.     (CI.  152— 7) 


1.  In  combination  a  vehicle  wheel  having  an 
annular  rim  provided  at  one  edge  with  an  out- 
wardly projecting  flange  Inclined  inwardly  of  the 
rim:  a  supporting  annulus  positioned  on  said 
rim  and  having  at  one  edge  an  outwardly  pro- 
jecting flange  inclined  Inwardly  toward  the  flange 
on  said  rim,  the  body  of  said  supporting  annulus 
being  slltted  axlally   to   provide  a  plurality   of 
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spaced  tongues;  a  tire  on  said  supporting  annulus 
and  engaging  at  its  inner  edges  between  said 
flanges-  and  means  for  moving  said  supporting 
annulus  toward  the  flange  of  said  rim  and  clamp- 
ing said  Ure  between  said  flanges;  and  means 
on  each  of  said  flanges  for  resisting  outward 
movement  of  the  tire  relatively  thereto,  the  run  of 
said  wheel  being  formed  concave  adjacent  to  its 
center  and  having  its  outer  edges  provided  with 
an  inwardly  inclined  surface,  said  supporting 
annulus  resting  on  said  inclined  surface. 


2.014.812 

PISTON  RING  END  CUTTING  MACHINE 

Harold  P.  Phillips.  Maplewood,  Mo.,  assignor  to 

Climax.  Jones  &  Quinn  Company.  St.  Louis  Mo 

Application  February  16.  1934.  Serial  No.  ai,523 

7  Claims.     (CI.  29—70) 


J  ■ 


■  .s 


7.  In  a  device  for  resizing  piston  rings  by  saw- 
ing off  the  ends  thereof,  a  pair  of  circular  saws, 
means  disposed  between  the  saws  and  providing 
means  for  permitting  only  a  predetermined  por- 
tion of  the  cutting  edge  of  each  saw  for  use.  said 
saws  being  reversible  relative  to  the  means  there- 
between so  that  the  unexposed  edge  portions  of 
the  saws  can  be  exposed  for  use  when  the  former 
exposed  edge  portions  become  dull  and  means 
for  clamping  the  saws  and  the  means  therebe- 
tween together  as  a  unit  to  rotate  with  a  driven 
shaft. 


2.014.813 
ARC-WELDING  MACHINE 
Robert   Notvest.   Indianapolis,   Ind..   assigmor   to 
J.   D.   Adams   Manufacturing   Company,   Indi- 
anapolis. Ind.,  a  corporation  of  Indiana 
Application  December  9,  1933.  Serial  No.  701,645 
1  Oaim.     (CL  171—123) 


ing  provided  above  said  generator  with  air-inlet 
openings  and  below  said  motor  with  air-discharge 
openings,  a  fan  mounted  on  said  shaft  for  forc- 
ing air  downwardly  through  said  casmg,  said 
motor  being  smaller  in  diameter  than  said  casing 
;o  provide  an  annular  air  passage,  and  wheels 
upon  which  said  casing  is  mounted. 

2,014.814 

TACK  BUTTON 

Lues  Reiter.  Providence,  R.  I. 

Application  April  26.  1934,  Serial  No.  722  410 

13  Claims.     (CL  24— 108) 


In  a  welding  machine,  a  vertical  hollow  cylin- 
drical casing,  a  central  vertical  shaft  rotatably 
supported  within  said  casing,  an  electric  motor  in 
the  lower  portion  of  said  casing,  a  generator  in 
the  upper  portion  of  said  casing,  said  motor  and 
generator  Including  rotary  elements  mounted  on 
said  shaft  for  rotation  therewith,  said  casing  be- 


1  In  a  tack  button,  a  cup  portion  having  a  cen- 
trally perforated  bottom,  a  slitted  washer  provid- 
ed with  an  opening  aligned  with  the  perforation 
of  the  bottom,  lugs  bent  from  the  material  of  the 
cup  portion  on  the  washer  for  holding  the  washer 
in  place  against  the  bottom,  and  a  headed  tack 
provided  v^ith  a  shank  having  oppositely  disposed 
spaced  grooves,  said  shank  being  of  greater  diam- 
eter than  the  opening  of  the  washer  and  adapted 
to  be  passed  through  said  perforation  and  said 
opening,  the  material  of  the  washer  suroundmg 
said  opening  being  adapted  to  enter  said  grooves 
to  secure  the  tack  to  the  washer. 

2.014.815 
METHOD     OF    AND    MEANS    FOR    MAKING 
PRESSED      PLATES,      DISHES,     AND      THE 

LIKE 

Robert  E.  Rutlcdge.  Kalamaioo,  Mich.,  assignor 
to    Sutherland    Paper    Company,    Kalamaioo, 

Oririnal  application  January  20,  1934.  Serial  No. 
707  481  Divided  and  this  application  May  4, 
1934,  Serial  No.  723,899 

4  Claims.     (CI.  113—46) 


.  hss^  rjt 


1  The  method  of  forming  paper  dishes  from 
circular  blanks  of  fibrous  material,  consisting  of 
pressing  into  dish  form  and  simultaneously 
forming  an  annular  bead  in  the  bottom  adjacent 
and  merging  into  the  side  wall  with  a  rev-erse 
curve  radial  inwardly  tapering  ribs  extending 
inwardly  from  the  bead  and  merging  into  a  flat 
central  portion  of  the  bottom,  and  a  down- 
curved  rim  with  uniformly  spaced  inwardly  ta- 
pered flute-like  corrugations  extending  inwardly 
from  the  edge  of  the  rim  and  fading  out  ad- 
jacent the  bottom  of  the  side  wall. 

4  In  an  apparatus  for  forming  dishes  from 
:  paper  blanks,  the  combination  of  a  di&hed  fe- 
1  male  die  having  a  side  wall  portion  provided  with 
curved  edge  and  radial  inwardly  tapering  flute- 
like corrugations  extending  inwardly  from  the 
edge  and  fading  out  at  a  point  above  but  ad- 
jacent the  bottom  of  the  die,  the  bottom  of  the 
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die  having  an  annular  rib  adjacent  the  side  wall 
merging  into  the  side  wall  with  a  reverse  curve 
and  inwardly  tapered  radial  ribs  extending  in- 
wardly from  the  annular  nb  and  fading  out  In 
substantially  spaced  relation  to  the  center,  a  co- 
acting  male  die  comprising  an  annular  outer 
member  having  corrugations  complementary  to 
the  corrugations  of  the  rim  portion  of  the  female 
die,  and  an  inner  member  having  a  face  com- 
plementary to  the  bottom  and  s.de  wall  portion 
of  the  female  die.  means  for  actuating  said  die 
members,  and  means  for  yieldingly  supporting 
the  outer  male  die  member  relative  to  the  inner 
during  the  initial  portion  of  the  closing  stroke 
of  the  dies  whereby  the  outer  male  die  member 
Is  brought  into  engagement  with  the  work  prior 
to  the  engagement  thereof  by  the  Inner  male  die 
member.  

2,014.816 

COMPRESSOR 

Rome    C.    Seyforth,    Lowell,    Mich.,    assignor    to 

Lowell  Manufacturinf  Company,  Lowell.  Mich. 

ApplicaUon  February  19.  1934.  Serial  No.  711.945 

8  Claims.     (CI.  230—238) 


3H] 


1.  In  a  sprayer,  the  combination  of  a  pump 
having  a  sheet  metal  cylinder  conformed  to  pro- 
vide a  compressed  air  chamber  adjacent  its  end 
and  a  flared  wall  merging  into  the  wall  thereof, 
a  combined  end  wall  for  said  air  chamber  and 
head  for  said  cylinder  comprising  a  sheet  metal 
cup-lLke  partition  having  its  rim  fitting  and 
secured  within  said  air  chamber  wall  and  its 
side  wall  inclined  opposite  said  flared  wall,  said 
partition  having  a  central  concavity  facing  the 
pump  cylinder  and  provided  with  a  valve,  and  a 
plunger  provided  with  a  cup  packing  adapted  to 
be  expanded  outwardly  by  the  inclined  side  wall 
of  said  partition  into  the  flared  portion  of  said 
cylinder  as  the  plunger  approaches  the  end  of  Its 
compression  stroke. 

2.014817 

WALL    PAPER    AUTOMATIC   PASTER   AND 

TRIMMER 

Thomas  J.  Shipman.  Kansas  City.  Mo.,  assignor 
of  one- fourth  to  Benjamin  E.  Proyince,  Kansas 
City.  Mo. 

AppUcation  September  25.  1933.  Serial  No.  690.849 
10  Claims.     (CI.  164— 36) 


1.  In  an  appliance  of  the  character  described, 
a  revoluble  roll,  non-rotatable  cylindrical  head- 


ers at  opposite  ends  of  the  roll,  guides  adjacent 
the  headers  to  overlap  and  hold  the  side  edges 
of  a  paper  web  adjacent  the  peripheral  faces  of 
the  headers,  and  a  knife  adjacent  the  inner  end 
of  a  header  and  bearing  a  fixed  relation  thereto, 
for  trimming  the  web  marginally  near  the  ad- 
jacent end  of  the  web  and  parallel  with  the  side 
margin  thereof,  said  knife  extending  converging- 
ly  forward  with  respect  to  the  web  and  diagonally 
outward  to  Intersect  the  web  at  the  line  of  cut 
and  to  overlie  the  marginal  strip  as  the  cut  oc- 
curs. 


2.014.818 
VOLTAGE  AND  FREQUENCY  REGULATOR 

Eric  C.  Sparlinr,  Garden  City,  N.  Y..  assirnor  to 
Sperry    Gyroscope    Company,    Inc.,    Brooklyn. 
N.  Y.,  a  corporation  of  New  York 
Application  May  12.  1934.  Serial  No.  725,224 
4  Claims.     (CI.  171— 312) 


-"-j;Ari-~'--'^ 


1.  Means  for  providing  a  constant  voltage, 
constant  frequency  supply  for  A.  C.  and  D.  C. 
electrical  instruments,  from  a  variable  A.  C,  sup- 
ply comprising  a  motor  generator  set  adapted  to 
be  driven  from  said  supply  including  an  induc- 
'  tion  motor,  a  variable  resistance  in  the  rotor  cir- 
cuit thereof,  an  A.  C.  generator  for  supplying  a 
constant  voltage  and  constant  frequency  to  an 
A.  C.  instrument  load,  and  a  D  C.  generator  for 
supplying  a  constant  voltage  to  a  D.  C.  instru- 
ment load,  the  latter  generator  being  connected 
for  exciting  the  field  of  the  former,  and  means 
responsive  to  variations  in  the  voltage  generated 
by  one  of  said  generators  for  varying  said  resist- 
ance to  maintain  the  speed  of  said  motor  constant. 


2.014.819 

PISTON  FOR  HYDRAULIC  CYLINDERS 

Thomas  F.  Spicknall.  CatonsvlIIe.  Md. 

Application  January  23,  1934,  Serial  No.  708,005 

1  Claim.     (CL  309—31) 


A  piston  for  hydraulic  cylinders,  comprising  a 
shaft,  two  castings  each  having  a  central  open- 
ing for  said  shaft  and  a  recess  in  its  inner  face 
surrounding  said  shaft  opening  and  having  a  por- 
tion of  its  outer  edge  contracted  and  provided 
with  an  annular  groove  and  a  number  of  ports  In 
Its  outer  surface  leading  to  and  communicating 
with  said  annular  groove,  a  leather  cup  fitted  on 
the  contracted  outer  face  of  each  of  said  cast- 
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ings  and  each  having  its  flange  projecting  over 
the  contracted  outer  portion  of  the  casting  and  its 
outer  surface  flush  with  the  outer  surface  of  the 
casting  and  covering  the  entire  annular  groove  in 
the  contracted  portion  of  the  casting,  a  spacer 
plate  between  the  two  leather  cups,  and  a  nut  on 
each  side  of  the  said  spacer  plate  to  hold  it  in 
position  on  the  shaft  and  each  nut  projecting  into 
the  central  recess  in  the  adjomin?  casting. 


2,014,820 
VARIOMETER 
Paul   J.    Snider.   Plain   City,   Ohio,    assirnor,   by 
mesne   assiirnments.   to   Radio   Corporation   of 
America.   New  York,  N.   Y.,  a  corporation   of 
Delaware  ^^^ 

Application  September  23,  1932,  Serial  No.  634,512 
2  Claims.     (CI.  171 — 119) 


1.  In  a  system  wherein  a  pair  of  cascaded  elec- 
tronic tubes  is  arranged  so  that  the  output  of  one 
of  the  tubes  is  coupled  to  the  input  of  the  other 
by  means  of  a  primary  coil  and  a  secondary  coil 
one  of  said  coils  being  wound  in  two  sections,  in 
combination  a  metallic  shield  made  up  of  a  pair 
of  telescopically  engaging  members,  a  core  mem- 
ber mounted  within  one  of  said  shielding  mem- 
bers, said  core  member  having  mounted  thereon 
one  of  said  coil  sections  and  the  other  coil,  a  sec- 
ond core  member  mounted  within  the  other  of 
said  shielding  members  said  second  core  member 
having  mounted  thereon  the  other  coil  section, 
said  telescopically  engaging  members  providing 
means  for  varying  the  proximity  of  the  coils 
mounted  on  the  one  support  with  respect  to  the 
coil  mounted  on  the  other  support. 


2,014.821 
ELEVATOR  CONTROL  SYSTEM 

Marcellus  Staley,  Brooklyn.  N.  Y. 

Application  January  18.  1935.  Serial  No.  2,331 

12  Claims.     (CL  187—29) 


rality  of  floors,  of  commutator  mechanism  com- 
prising a  movable  unit,  actuating  means  for  the 
unit,  a  guide  rail  for  the  car  in  the  hatchway 
and  circuits  for  controlling  said  actuating  means 
to  effect  step  movements  of  said  unit  in  opposite 
directions,  selectively,  in  accordance  with  the 
direction  of  travel  of  the  car.  said  circuits  com- 
prising contact  members  mounted  in  spaced  rela- 
tion on  said  guide  rail,  and  cooperating  contact 
means  carried  by  the  car. 

2,014,822 

TOILET  KIT 

Harrv  Trachtenberg,  Richmond  Hill,  N.  Y. 

Application  May  24,  1935.  Serial  No.  23,190 

6  Claims.     (CI.  150—34) 


1.  A  toilet  kit  having  a  plurality  of  U  shaped 
frame  members  pivotally  interconnected  for  rela- 
tive movement  toward  and  away  from  each  other 
to  close  and  open  the  toilet  kit,  a  bag  having  side 
walls  directly  cormected  to  the  frame  members  at 
the  tops  thereof,  marginal  gussets  substantially 
continuously  interconnecting  the  side  walls  and 
the  sides  of  the  respective  frame  members,  said 
marginal  gussets  increasing  in  width  in  down- 
ward direction,  the  side  walls  having  a  fold  por- 
tion interconnecting  the  same  at  the  bottom  of 
the  bag,  the  pivot  of  the  frame  members  being 
in  relative  proximity  to  and  above  the  bottom  of 
the  bag,  said  frame  members  being  otherwise 
separate  of  each  other,  and  the  side  walls  having 
stiffening  portions  along  their  lines  of  connection 
with  the  gussets,  whereby  the  oi)ening  of  the  bag 
is  limited  to  approximately  a  right  angle  by  the 
action  of  the  stiffening  portions  and  the  gussets 
acting  between  the  said  portions  and  the  frame 
members. 

2,014,823 

ABSORPTION  VESSEL  FOR  GASES  AND 

VAPORS 

Heinrich  Tramm,  Obcrhausen-Holten.  Germany 

Application  Augrust  10,  1932,  Serial  No.  628,213 

In  Germany  August  13,  1931 

3  Claims.     (CI.  23—253) 


1.  In  an  elevator  control  system  the  combina- 
tion with  a  car  movable  in  a  hatchway  past  a  plu- 


1,  An  apparatus  for  the  absorption  of  gases, 
operating  on  the  Orsat  principle,  comprising  two 
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communicating  main  vessels  of  which  one  serves 
as  the  gas  absorption  vessel  and  the  second  for 
the  reception  of  the  liquid  displaced  in  the  first 
by  the  gas  during  the  absorption  operation,  an 
smte-absorption  vessel  for  containing  washing 
liquid  provided  above  the  gas-absorption  vessel, 
a  capillary  passage  connecting  the  said  vessels, 
means  for  connecting  the  ante-absorption  vessel 
with  the  source  of  supply  of  gas.  and  an  im- 
mersion tube  extending  from  the  upper  part  of 
the  ante-absorption  vessel  to  the  bottom  of  the 
gas-absorption  vessel  below  it.  the  internal  diam- 
eter of  the  immersion  tube  being  considerably 
greater  than  the  diameter  of  the  capillary  pas- 
sage to  ensure  the  passage  of  a  part  of  the  wash- 
ing liquid  in  the  ante -absorption  vessel  into  the 
gas-absorption  vessel  during  the  absorption  of 
gas  and  the  return  of  the  unabsorbed  gas  through 
the  liquid  remaining  in  the  ajite-absorption  ves- 
sel with  the  source  of  supply  of  gas  being  by 
way  of  the  ante-absorption  vessel. 

2.014.824 

BEVERAGE  DISPENSING  APPARATUS 

Bert  E.  Wallace,  Barrin^ton,  III. 

AppUcation  July  7.  1933.  Serial  No.  679,274 

9  Claims.     <  CI.  225— 18) 


=m 


6.  Aj5  a  means  for  dispensing  beverages,  the 
combination  of  a  container  having  rectangular 
metal  heads  and  metal  top.  bottom  and  side  walls 
secured  to  said  heads,  said  container  having 
flanges  forming  outer  end  recesses  adjacent  said 
heads,  and  beverage  drawing  means  wholly  con- 
tained in  one  of  said  recess  and  mounted  on 
the  adjacent  one  of  said  heads. 


2.014.825 
STABILIZING    MEANS    FOR    A    BODY    SITB- 
JECTED  TO  THE  INFLUENCE  OF  ANGULAR 
MOTION 

John   Perciyal   Watson,    Westminster,    England, 
a^irnor  to  Vickers-Armstronpi  Limited,  West- 
minster, England,  a  British  company 
AppUcation  July  19.  1934.  Serial  No.  736.133 
In  Great  Britain  August  2,  1933 
9  Claims.     (CI.  172—239) 


9.  Means  for  stabilizing  a  body  subject  to  the 
influence  of  periodic  or  irregular  angular  mo- 
tion, comprising  two  stabilizing  devices  which 
produce  movements  in  accordance  with  the  de- 
gree and  rate  of  said  motion  respectively,  means 
for  transmitting  movements  from  one  of  said 
devices  to  the  body  to  be  stabilized,  a  movable 
member  actuated  by  the  other  stabilizing  de- 
vice, a  second  movable  member,  means  for  trans- 
mitting the  total  stabilizinK  movements  applied 
to  the  first  mentioned  body  also  to  the  said  sec- 
ond movable  member,  and  means  receiving 
movement  when  said  members  are  not  operating 
in  unison  and  imparting  such  movement  to  the 
first  mentioned  body  as  a  correctional  movement. 


2.014,826 

ROAD  BUILDING  APPARATUS 

Meade    Wildrick,   Wilmington.   Del.,  assignor   of 

one-third  to  Uyland  R.  Johns.  New  York.  N.  Y. 

Application  October  2.  1930.  Serial  No.  485.866 

3  Claims.     (CI.  94 — 4) 


2.  A  concrete  road  comprised  of  at  least  two 
substantially  laterally  contiguous  slabs,  trans- 
verse reinforcing  means  extending  across  sub- 
stantially the  full  width  of  each  slab  and  a  cou- 
pling device  for  tying  together  the  said  reinforc- 
ing means  and  arranged  to  be  capable  of  trans- 
mitting tension  or  compressive  stresses  due  to 
transverse  flexure  of  the  road  or  of  either  slab 
whereby  the  two  slabs  may  be  connected  rigidly 
enough  to  function  as  a  monolith,  so  far  as  the 
transverse  reinforcing  means  is  concerned,  and 
said  coupling  device  being  located  adjacent  the 
division  between  said  slabs. 


2.014.827 

SAND  TRAP  FOR  PUMPS 

Burt  Williams.  Laredo,  Tex. 

Application  November  19.  1932.  Serial  No.  643.392 

Renewed  August  9,  1935 

1  Claim.     (CI.  103—225) 


J 


"'^l 


A  pump  plunger  including  a  body,  packing  cups 
thereon,  a  traveling  valve  on  said  body  above  said 
cups,  a  pipe  connected  to  the  upper  end  of  said 
body,  a  coupling  on  the  upper  end  of  said  pipe,  and 
a  sand  trap  carried  by  said  coupling  including  a 
sleeve  of  the  same  diameter  as  the  plunger  and 
having  a  sucker  rod  connection  thereon,  and  an 
upstanding  tube  also  carried  by  said  coupling 
and  positioned  concentrically  in  said  sleeve,  there 
being  discharge  openings  at  different  elevations 
In  said  tube  and  said  sleeve,  said  tube  having  a 
solid  upper  end  at  the  elevation  of  the  openings 
in  said  sleeve,  whereby  sand  settling  from  the 
pumped  liquid  will  enter  In  said  trap. 


2.014.828 

COMBUSTION  CHAMBER  FOR  DIESEL 

ENGINES 

Gottfried   Wirrer.   Plainfield,   N.   J.,   assignor  to 
International  Motor  Company,  New  York,  N.  Y., 
a  corporation  of  Delaware 
AppUcation  August  30.  1934.  Serial  No.  742,061 
2  Claims.     (CI.  123—32) 
1.  In  a  Diesel  engine  or  the  like  a  combustion 
chamber    having    a    circular    combustion    space 
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therein  with  flat  side  walls  and  a  passage  lead- 
ing from  the  combustion  space  to  the  cylinder 
and  tangentlally  disposed  with  respect  to  the  cir- 
cular wall  of  the  combustion  space,  a  pocket 
formed  in  the  peripheral  wall  of  the  combustion 


space  to  receive  liquid  fuel  particles  and  an  ec- 
centric baffle  constituting  a  portion  of  the  periph- 
eral wall  and  projecting  Inwardly  of  the  combus- 
tion space  to  direct  fluid  Inwardly  of  the  periph- 
ery of  the  peripheral  wall. 


2.014,829 

GOLF  CLL^ 

Leonard  A.  Young.  Detroit,  Mich. 

AppUcation  April  24,  1933.  Serial  No.  667,565 

5  Claims.     (CI.  273—77) 


1  A  golf  club  head  comprising  a  wood  body 
having  a  striking  face  and  a  flat  bottom  surface 
with  parallel  transversely  tapered  grooves  dis- 
posed longitudinally  of  the  head  and  having 
longitudinally  curved  bottoms,  the  apex  of  the 
grooves  being  in  approximately  the  plane  of  the 
vertical  center  of  the  striking  face,  a  sole  plate 
having  ribs  conformed  to  and  fitting  within  said 
grooves,  the  forward  edge  of  the  plate  being  of 
substantial  width  and  flush  with  the  striking 
face  of  the  body,  the  bottom  of  the  plate  being 
curved  transversely  and  longitudinally  of  the 
body,  the  plate  covering  the  entire  flat  surface  of 
the  bottom  of  the  body,  and  means  clamping  the 
plate  to  the  body. 


tached.  and  a  flller  means  filling  completely  said 
passageways  to  prevent  dust  and  dirt  from  enter- 
ing between  said  window-panes  and  permitting 


2.014.830 
REFRIGERATOR  DISPLAY  CASE 

Robert   S.   Ahrens.   St.  Paul.  Minn.,  assignor  to 

Seeger  Refrigerator  Company.  St.  Paul,  Minn., 

a  corporation  of  Minnesota 

Application  May  23,  1932,  Serial  No.  612,978 
6  Claims.     (CI.  62— 37) 

1.  A  removable  unitary  display  window  for  re- 
frigerator cases  having  a  series  of  window-panes 
connected  together,  means  for  sealing  said  panes 
in  relation  to  each  other,  tubular  passageways 
extending  from  between  each  window-pane  to 
the  inside  of  said  frame  to  connect  with  a  refrig- 
erating compartment  to  which  said  frame  is  at- 


the  equalization  of  moisture  content  between  the 
same  in  respect  to  the  moisture  content  of  the  re- 
frigerator to  which  the  frame  is  attached. 


2.014.831 
BALANCED  AUTOMATIC  VOLLTVIE  CONTROL 

Stuart  Ballantine,  MounUin  Lakes,  N.  J.,  assignor 
to  Radio  Corporation  of  America,  a  corporation 
of  Delaware 
AppUcation  August  30.  1932,  Serial  No.  631.000 
11  Claims,     (a.  250—20) 


1.  In  combination  with  an  amplifler.  and  a 
source  of  signal  energy,  a  normally  unbalanced 
bridge  circuit  arrangement  arranged  between  the 
source  and  the  amplifier  input,  and  means  includ- 
ing a  signal  rectifier  connected  between  an  arm 
of  said  bridge  and  the  output  of  the  amplifler  for 
controlling  the  bridge  balance  thereby  to  auto- 
matically adjust  transfer  of  energy  from  said 
source  to  said  amplifier. 


2.014.832 
BATTERY 

Charles  F.  Burgess.  Bokeelia.  Fla..  assignor  to 
Burgess  Battery  Company,  Freeport,  lU.,  a  cor- 
poration of  Wisconsin 

Application  January  16,  1934.  Serial  No.  706,826 
11  Claims.     (CI.  136—108) 

A7 


ft- 
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1.  A  multi-cell  battery  comprising  one  or  more 
units  of  parallel  connected  cells  arranged  in  three 
or  more  adjacent  rows  of  three  or  more  cells,  the 
terminals  of  said  cells  of  one  polarity  being  ex- 
posed on  one  side  in  any  one  unit  of  said  battery 
and  the  terminals  of  said  cells  of  opposite  polar- 
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ity  being  exposed  at  the  opposite  side  of  said 
unit  of  said  battery,  and  a  sheet-like  conductor 
electrically  connecting  the  terminals  of  one  po- 
larity on  at  least  one  side  of  said  unit  said  con- 
ductor having  an  area  suffl:^ient  to  overlie  said 
group  of  terminals  of  the  same  polarity. 


2,014.833 

COIL  WINDING  MACHINE 

Robert  H.  Bums,  West  Orange.  N.  J.,  assifnor  to 

Radio  Corporation  of  America,  a  corporation 

of  Delaware 

AppUcation  March  28.  1934.  Serial  No.  717,736 

13  Claims.     (CI.  153 — 67) 


»r?-c-ti. 


1.  A  coil  winding  machine  including  a  wind- 
ing mandrel  having  a  slot  in  one  end  for  receiving 
a  wire  to  be  wound  into  a  coil,  threading  mecha- 
nism for  placing  and  holding  the  wire  in  posi- 
tion to  be  engaged  by  said  mandrel  and  having 
relative  lengthwise  movement  with  respect  to  said 
mandrel  to  thread  the  wire  in  said  slot  and  driv- 
ing means  for  first  actuating  said  threading  mech- 
anism lengthwise  of  said  mandrel  to  thread  the 
wire  in  said  slot  and  then  causing  relative  rota- 
tion and  movement  of  the  mandrel  and  threading 
means  longitudinally  of  the  mandrel  to  wind  said 
wire  into  a  coil. 


2.014,834 
SCREEN 
James  Russell  Co£fey  and  Harry  Adams,  Louis- 
viUe,  Ky.,  iusiirnors  to  LouisVille  Drying  Ma- 
chinery Co.,  Louisville,  Ky. 
AppUcation  June  20,  1934,  Serial  No.  731.455 
4  Claims.     (CL  210^151) 


1.  In  a  screen,  an  inclined  box  having  at  Its 
lower  part  means  for  receiving  material  to  be 
screened,  a  similarly  inclined  screen  located  In  the 
box  having  a  portion  thereof  Immersed  In  the 
material  to  be  screened,  a  series  of  travelling 
paddles  adapted  to  move  in  the  box  over  the 
screen,  to  distribute  the  material  to  be  filtered 
against  the  gravitational  tendency  of  the  mate- 


rial to  move  on  the  screen,  and  a  baffle  located 
within  the  box  inclined  similarly  to  the  screen 
and  engaging  the  paddles  sts  they  move  over  the 
screen  while  passing  from  the  immersed  part  of 
the  screen. 


2.014.835 
TRANSMISSION 
Charles  A.  Cook,  Kalamasoo,  Mich.,  assignor  to 
Fuller    Manufacturing    Company,    Kalamazoo, 
Mich. 
ApplicaUon  August  6.  1934.  Serial  No.  738,634 
14  Claims.     (CI.  308—135) 


1.  In  a  transmission,  the  combination  with  a 
shaft  provided  with  annular  stop  means,  and  a 
gear  wheel  rotatably  mounted  on  said  shaft  ad- 
jacent said  stop  means  and  having  opposite  said 
means  an  annular  flange  provided  with  internal 
clutch  teeth,  of  means  acting  to  hold  said  gear 
wheel  In  place  on  said  shaft,  comprising  a  ring 
splined  to  said  shaft  adjacent  said  gear  wheel 
within  said  flai  ge  and  having  internal  radial 
grooves,  the  bottoms  of  which  are  Inclined  out- 
WEirdly  and  rearwardly.  the  shaft  having  a  cen- 
tral longitudinal  bore  and  radial  holes  opening 
to  the  ring  under  said  grooves,  ring  retaining  key 
pins  disposed  in  said  holes  for  radial  movement 
and  havmg  beveled  faces  coacting  with  the  in- 
clined bottomr  of  said  grooves,  the  inner  ends  of 
the  key  pins  being  tapered,  a  bolt  slidably  dis- 
posed within  said  bore  and  having  a  tapered  inner 
end  engaging  the  inner  ends  of  the  key  pins,  the 
outer  end  portion  of  the  bolt  being  of  reduced  cross 
section,  a  closure  screw  threaded  in  the  outer  end 
of  said  bore  and  abutting  the  outer  end  of  said 
'  bolt  for  forcing  the  same  Inwardly,  and  a  colled 
compression  spring  surrounding  the  outer  end 
portion  of  said  bolt  for  urging  the  latter  inwardly 
to  take  up  lost  motion  caused  by  wear  between  the 
parts. 

2,014.836 
PORTABLE    DEVICE    FOR   PRODUCING    AND 
DELIVERING     STEAM    AND    HOT    W.ATER 
UNDER  PRESSURE 
Nathan  Cowan.  Chicago,  HI.,  assignor  to  Com- 
mercial  Products  Company,  Chicago,  111.,  a  cor- 
poration of  Illinois 
Application  September  16.  1933.  Serial  No.  689.782 
4  Claims.     (O.  219—38) 
1.  A  device  of  the  character  described  compris- 
ing a  casing  having  heating  means  therein,  a  wa- 
ter inlet  for  filling  said  casing,  a  steam  outlet  at 
the  top  of  said  casing,  a  flexible  conduit  for  con- 
ducting steam  from  said  outlet  to  point  of  use. 
said  casing  having  an  insulating  cover  thereon, 
said  heating  means  including  an  electrical  heat- 
ing unit,  a  metal  tube  projecting  into  said  cas- 
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ing  in  which  said  heating  unit  Is  located,  and  said 
tube  having  on  the  exterior  thereof  cone  shaped 


accurately  compensating  for  variations  between 
the  mass  and  the  actual  weight  of  the  parts  con- 
nected with  each  crank  comprising  a  sleeve  ex- 
tending into  the  end  of  the  crank  shaft,  a  com- 
pensating bar  extending  through  the  sleeve  and 
the  crank  shaft  normal  to  the  axes  thereof,  said 


fins  projecting  outwardly  and  upwardly  from  the 
tube. 

2.014,837 

REFRIGERATING  UNIT 

Frank  W.  Daemicke,  Chicago,  111. 

Application  July  3,  1933.  Serial  No.  678,786 

11  Claims.     (O.  62—95) 

t 


4.  In  a  refrigerating  unit,  a  sharp  freezing  con- 
tainer comprising  a  mass  of  stone  held  together 
by  a  waterproof  binder,  refrigerant  circulating 
means  embedded  in  said  stone,  and  a  metal  form 
in  direct  heat  exchange  relation  to  said  stone  and 
forming  the  exposed  surface  of  said  sharp  freez- 
ing container. 


2.014.838 
BALANCING  FIXTURE 

Herbert  C.  Edwards,  Detroit.  Mich.,  assignor  to 

Packard  Motor  Car  Company,  Detroit,  Mich.,  a 

corporation  of  Michigan 
Application  March  20,  1931.  Serial  No.  524.204 
6  Claims.     (CI.  73— 51) 

1  In  means  for  preparing  quantity  production 
crank  shafts  for  static  balance  in  which  a  mass 
is  applied  to  a  crank,  such  mass  being  the  average 
weight  for  the  engine  parts  connected  with  a 
similar  crank  of  a  plurality  of  shafts,  means  for 
accurately  compensating  for  variations  between 
the  actual  weight  of  the  parts  connected  with 
each  crank  comprising  a  scaled  bar  adjustable 
axially  transversely  through  the  crank  shaft,  and 
adjustable  means  removably  engaging  said  shaft 
for  clamping  said  bar  in  adjusted  position  with 
the  shaft  during  static  balancing  operations. 

6  In  means  for  preparing  quantity  production 
crank  shafts  for  static  balance  in  which  a  mass 
is  applied  to  a  crank,  said  mass  having  an  average 
weight  of  the  engine  parts  connected  with  a 
similar  crank  of  a  plurality  of  shafts,  means  for 
468  0.  Q.— 39 


bar  being  adjustable  axially  to  compensate  for 
the  difference  in  weight  between  the  mass  and 
the  actual  parts  which  are  connected  to  the 
crank,  and  means  associated  with  the  crank  shaft 
for  clamping  the  bar  in  fixed  relation  axjally  of 
the  crank  shaft. 


2,014,839 

BRASSltRE 

Therese  Fellner,  Los  Angeles,  Calif. 

Application  June  14.  1932.  Serial  No.  617,122 

2  Claims.     (CI.  2 — 42) 


1.  A  brassiere  including  a  body  band  formed 
with  breast  receiving  cups  and  extending  down- 
wardly and  rearwardly  when  in  worn  position 
from  the  outer  sides  of  said  cups  with  the  upper 
and  lower  edges  converging  with  respect  to  each 
other,  said  band  being  originally  formed  with 
darts  extending  from  its  upper  edge  beneath  the 
armpits  to  points  below  the  breast  receiving  cups, 
and  means  for  closing  said  darts  by  uniting  the 
adjacent  edges  of  the  same  whereby  bulging 
of  the  band  at  the  armpit  zone  is  prevented. 


2.014.840 
SAFETY-VENTILATING  AND  BOMBPROOF 

SYSTEM 

Eugenie  F.  Geiger  and  Josef  Geiger, 

Milwaukee,  Wis. 

Application  June  27.  1933,  Serial  No.  677,784 

5  Claims.  (CI.  98 — 33) 
1.  A  safety  ventilating  system  of  the  class  de- 
scribed, comprising  air-inlet  and  air-outlet  tubes, 
air-inlet  and  exhaust  fans,  hoses  connecting  said 
tubes  to  the  fans,  and  transverse  pipes  as  an  inter- 
mediate connection  between  the  said  hoses  and 
tubes,  and  means  of  control  associated  with  the 
said  transverse  pipes,  a  cylindrically  shaped  vessel, 
containing  purifying  chemicals  and  co-operating 
with  the  intake  fan.  the  said  tubes  terminating 
in  elongated  portions  above  the  roof  of  a  building, 
and  a  cylindrical  buffer-tube  surroimding  the 
lower  outside  projecting  parts  of  the  said  tubes. 
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the  buffer-tube  being  closed  by  a  cap  formed  with 
openings  therein  for  projection  of  the  tubes  there- 


through,  substantially  as  £ind  for  the  piurpose  set 
forth. 


2.014.841 
FLOOR  AND  ROOF  CONSTRUCTION 
Arthur    A.     Hecren,    Chicafo.     and     Ernest    B. 
Johnson,    Hinsdale.    111.,    assiirnors    to    United 
States  Gypsum  Company,  Chicago.  111.,  a  cor- 
poration of  Illinois 

AppUcaUon  July  25.  1932.  Serial  No.  624.368 
9  Claims.      (CI.  72 — 68) 


nJfJT/s 


3.  In  a  building  unit,  an  elongated  cementltiqus 
slab,  tongue  and  groove  metal  edge  runners  pro- 
vided on  opposite  edges  of  said  slab,  one  of  said 
edge  runners  being  provided  with  a  rolled  groove, 
said  groove  being  adapted  to  receive  an  outstand- 
ing flange  formed  on  a  metallic,  beam  attach- 
ing clip. 


2.014.842 

MILKING  MACHINE 

Ralph  L.  Hinman,  Oneida.  N.  Y..  assignor  to  Hln- 

man  Milking  Machine  Co.,  Inc.,  Oneida.  N.  Y.. 

a  corporation  of  New  Yorlt 

Application  July  5,  1932,  Serial  No.  620.885 

9  Claims.     fCl.  31—70) 


/^  ■*■  M 


1.  In  a  milking  machine,  the  combination  with 
a  vacuum  pail  including  a  removable  cover,  and 
means  connecting  the  pail  with  an  air  exhaust 
device,  of  a  valve  casing  mounted  on  the  cover 
having  piston  chambers  of  unequal  cross-sec- 
tional  area,   one   of   said   chambers   exhausting 


through  said  cover,  and  having  a  port  adapted 
to  be  connected  with  a  set  of  teat-cups  and  a 
reciprocating  timer  valve  member  mounted  in 
said  chambers  consisting  of  a  piston  operably 
mounted  in  each  chamber  and  tubular  mep.ns 
operably  connecting  said  pistons,  one  of  said  pis- 
tons t)eing  adapted  to  control  the  communica- 
tion of  the  cups  with  said  chamber  for  alternately 
bringing  the  cups  into  communication  with  the 
interior  of  the  pail  and  with  the  outside  atmos- 
phere, and  a  valve  mechanism  carried  by  the 
pistons  for  controlling  the  passage  through  said 
tubular  member  whereby  said  pistons  will  be 
caused  to  be  reciprocated  by  the  action  of  the 
vacuum  in  the  pail. 

2,014.843 
TUBE  BASE  AND   SOCKET 

Julius  Hirmann.  Hillside,  N.  J.,  assii:nor  to  Radio 
Corporation  of  America,  a  corporation  of  Dela- 
ware 
Application  AuruSt  3,  1933,  Serial  No.  683.434 
3  Claims.     (CI.  250—275) 


1.  A  vacuum  tube  base  including  a  tubular 
member  having  at  one  end  a  collar  of  larger 
diameter  than  the  rest  of  the  member  and  spaced 
slots  in  the  other  end.  said  tubular  member  hav- 
ing apertures  spaced  around  its  periphery  inter- 
mediate its  ends  and  in  line  with  said  slots,  and 
ribbon  contacts  extended  through  said  apertures 
and  said  slots  and  longitudinally  wrapped  around 
said  base  between  said  apertures  and  said  slots 
to  provide  flat  contact  surfaces  and  to  space  said 
contacts  around  said  tubular  memt>er.  each  of 
said  contacts  having  its  ends  fastened  together 
to  secure  the  contact  to  said  tubular  member  and 
to  provide  lugs  between  which  a  lead  wire  is  at- 
tached to  the  contact. 

2,014,844 

METHOD  AND  MEANS  FOR  HANDLING 

TEXTILE   FIBERS 

Seymour  S.  Holt.  Graham.  N.  C. 

Application  November  27,  1934,  Serial  No.  755.028 

7  Claims.     (CI.  19—107) 


1.  That  method  of  re-worklng  strippings  from 
carding  machines  for  textile  fibers  which  com- 
prises collecting  the  strippings  and  cleaning  the 
same  to  form  the  strippings  into  lap  rolls  and  then 
recardlng  the  strippings  and  removing  the  web 
of  rccarded  strippings  from  the  carding  machine 
In  the  form  of  a  loose  web. 
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2.014.845 

LINGERIE   STRAP  HOLDER 

Dorothie  Holland,  New  York,  N.  Y. 

Application  May  1,  1935,  Serial  No.  19,161 

3  Claims.     (CL  24—73)         .     . 


1.  A  lingerie  strap  holder  comprising  a  piece  of 
wire  centrally  bent  at  its  middle  part  to  form  an 
eye  or  loop,  the  members  on  each  side  of  said  eye 
or  loop  being  directed  outwardly  from  said  loop 
and  then  inwardly  forming  a  partially-inclosed 
space,  and  the  free  ends  of  said  members  being 
spaced  apart  from  each  other  on  the  same  plane 
In  overlapping  relationship. 

2,014.846 
INDICATING  FARE   REGISTER 

Walter  S.  Johnson,  Providence.  R.  I.,  assignor,  by 

mesne     assig:nments.     to     George     F.     Rooke, 

Detroit,  Mich. 

Application  October  1.  1929.  Serial  No.  396,555 

Renewed  January  23,  1935 

6  Claims.     (CI.  235 — 32) 


••■» 


1.  The  combination  with  a  register  adapted  to 
receive  objects  having  respectively  different  char- 
acteristics, of  electric  signal  devices,  separate 
contacts  In  circuit  respectively  with  the  several 
signal  devices,  and  a  circuit  closer  adapted  to 
travel  in  different  paths  following  deposit  of 
articles  having  such  different  characteristics,  said 
contacts  being  placed  adjacent  to  said  paths  in 
position  for  selective  engagement  by  said  circuit 
closer  during  its  traverse  of  one  or  another  of 
said  paths.       

2,014.847 

INDIRECTLY  HEATED  CATHODE 

Johan    Lodewijk    Hendrik    Jonker.     Eindhoven, 

Netherlands,  assignor  to  Radio  Corporation  of 

America,  a  corporation  of  Delaware 

AppUcation  July  20.  1934,  Serial  No.  736,211 

In  Germany  September  7,  1933 

5  Claims.     (CI.  250—27.5) 


i  I  .  :  I  <  r.  t  ,1  I 


~  a«j  mm 


1.  An  Indirectly  heated  cathode  for  electron 
discharge  tubes  consisting  of  a  heating  member, 
a  metal  carrier  adjacent  said  heating  mem- 
ber, and  a  discontinuous  electron  emitting  coat- 
ing on  said  carrier  composed  of  discrete  parts 
distributed  substantially  uniformly  over  the  sur- 
face of  said  carrier  and  spaced  apart  on  said 
surface  a  distance  of  about  0.05  mm. 

2.014.848 

STOVE 

Bertrand  B.  Kahn.  Cincinnati.  Ohio,  assisrnor  to 

The  Kstate  Stove  Company,  Hamilton.  Ohio,  a 

corporation  of  Ohio 

Application  May  1,  1931.  Serial  No.  534.199 

4  Claims.     (CI.  158—117.1) 
1.  In  a  stove  having  a  burner  and  a  fuel  sup- 
ply therefor,  means  operable  to  indicate  whether 


the  burner  is  ignited  or  extinguished,  said  indi- 
cating means  comprising  an  expansible  fluid  con- 
tainer having  a  portion  positioned  in  heating  re- 

^n  tc:-^^ — \ 1 


lation  to  the  burner,  an  expansible  portion  posi- 
tioned remotely  from  the  burner,  and  a  target 
operatively  connected  to  the  expansible  portion 
of  the  fluid  container. 

2.014.849 
STOVE 
Bertrand  B.  Kahn.  Cincinnati.  Ohio,  assignor  \» 
The  Estate  Stove  Company,  Hamilton,  Ohio,  a 
corporation  of  Ohio 
Application  October  31,  1932.  Serial  No.  640,389 
17  Claims.     (CI.  126—116) 


ti-~ 


Q     O     Q 


^ 


#fr 


1.  A  device  of  the  character  described  compris- 
ing a  gas  burner  having  a  fuel  supply  connection, 
a  stationary  pilot  positioned  adjacent  the  gas 
burner  and  having  an  independently  controlled 
fuel  supply  connection,  and  igniting  means  for 
the  stationary  pilot  comprising  a  movable  mem- 
ber having  a  jet  opening,  and  means  for  guiding 
said  movable  member  from  a  position  in  which 
the  jet  opening  stands  adjacent  the  stationary 
pilot  burner  as  an  igniter  therefor  to  a  position 
remote  from  the  stationary  pilot  burner  for  igni- 
tion of  the  movable  jet. 

2.014,850 

MANUFACTURE  OF  CARBOXYLIC  ACID 

ESTERS   FROM    OLEFINES 

Thomas  Kane.  Holborn.  London.  England,  as- 
signor to  Edward  Halford  Strange,  London, 
England 

No  Drawing.  Application  March  6,  1933,  Serial 
No.  659,835.    In  Great  Britain  March  8.  1932 

8  Claims.     (CI.  260— 106^ 
1.  A  vapor  phase  process  for  the  manufacture 

of  esters  from  an  aliphatic  saturated  mono-car- 
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bozylic  acid  having  no  more  than  5  carbon  atoms 
to  the  molecule  and  an  oleftne  containing  no 
more  than  7  carbon  atoms  to  the  molecule,  char- 
acterized in  that  said  mono-carboxylic  acid  and 
said  oleflne  are  introduced  together  in  the  vapor 
state  into  contact  with  a  catalytic  agent  at  a 
temperature  above  the  boiling  point  of  the  ester 
corresponding  to  said  mono-carboxylic  acid  and 
said  oleflne  which  is  continuously  removed  from 
the  sphere  of  action  and  recovered. 


2.014.851 

FIBER   CUSHION   HOLDER    FOR   EGGS 

Ferdinand  Kronenber^er.  Brooklyn,  N.  Y. 

AppUcation  November  1.  1932.  Serial  No.  640,597 

1  Claim.     (CI.  217—26.5) 


A  fiber  cushion  holder  for  eggs  comprising 
two  like  units,  each  having  a  wall  portion  merg- 
ing into  a  plurality  of  rows  of  conical  cup-like 
meml)€rs.  each  member  having  a  horizontal  base 
wall  and  centrally  thereof  a  semi-spherical 
protuberance  substantially  less  in  diameter  than 
the  internal  diameter  of  said  wall  and  projecting 
toward  the  opening  of  the  cup,  said  protuber- 
ance adapted  to  receive  the  end  of  an  egg.  the 
depth  of  the  cup  to  the  protuberance  t)eing  sub- 
stantially half  the  length  of  the  egg,  the  two 
cushion  holder  units  beirig  superposed  in  such 
manner  that  each  egg  held  in  a  cup  is  supported 
at  one  end  directly  upon  the  protuberance  of  a 
lower  holder  and  is  balanced  and  cushioned  at  its 
opposite  end  by  direct  contact  with  the  reversely 
extending  protuberance  of  the  reversed  upper 
cusliion  holder. 


2.014.852 
DIRECTION   FINDER  LOOP  AERIAL 
Aagnst  Lcib,  Berlin,  Germany,  assignor  to  Tele- 
fonken  Gesellschaft  fiir  Drahtlose  Telegrraphie 
m.  b.  H.,  Berlin,   Germany,  a   corporation   of 
Germany 
AppUcation  Aornst  10.  1932.  Serial  No.  628.132 
In  Germany  August  11,  1931 
7  Claims.     (CI.  250—33) 


1.  In    a    weatherproof   coil    aerial    having   in 
combination  an  auxiliary  rod  type  antenna  com- 


prising a  coil  aerial  withm  a  hollow  protective 
ring,  an  aperture  in  the  apex  of  said  protective 
ring,  a  rod  type  antenna,  a  hollow  insulating 
member  interposed  in  the  apex  of  said  protec- 
tive ring  and  two  hose-like  tubes  for  securing 
said  insulating  member  to  said  coil  antenna,  said 
rod  type  antenna  arranged  to  pass  through  the 
center  of  said  hollow  insulating  member. 


2,014,853 

CABLE  JOINT 

Clement  C.  Ley,  Wilmette.  and  Elmont  W.  Porch, 

Kenilworth.  111. 

Application  January  20,  1933.  Serial  No.  652.652 

3  CUims.     (CI.  173— 328j 


-i^^rni' 


1.  A  detachable  semi-permanent  coupling  for 
high  voltage  cables  comprising  a  pair  of  mul- 
ti-conductor cables,  interconnectable  metallic 
sleeves,  one  attached  to  each  cable,  an  insulating 
block  secured  in  the  end  of  each  of  said  sleeves 
opposite  that  of  the  respective  cable,  said  blocks 
having  recesses,  certain  of  which  recesses  extend 
below  the  outer  surfaces  of  the  blocks,  the  other 
recesses  being  each  surrounded  by  annular  flanges 
extending  beyond  the  faces  of  the  blocks,  said 
flanges  being  adapted  to  enter  the  recesses  ex- 
tending below  the  faces  of  the  blocks,  conductor 
terminal  members  connected  with  their  respec- 
tive conductors  and  secured  in  and  concealed  by 
the  recesses,  and  means  for  tightly  drawing  up 
the  sleeves  to  form  a  water-tight  and  moisture- 
proof  connection. 


2.014.854 
CONTROL  FOR  MOTOR  VTIHICLES 
Marcus  T.  Lothrop,  Canton,  Ohio;   Marcaret  F. 
Lotlirop  executrix  of  said  Marcus  T.  Lothrop. 
deceased 

AppUcaUon  July  12.  1934.  Serial  No.  734,816 
20  Claims.     (CL  192—3) 


1.  In  a  motor  vehicle  having  an  engine  and  a 
throttle  for  controlling  the  fuel  supply  of  the  en- 
gine, a  control  connected  with  the  throttle  and 
operable  by  the  driver  of  the  vehicle,  and  an  au- 
tomatic control  dependent  on  the  speed  of  the 
engine  for  causing  the  fuel  supply  to  be  sufficient 
under  varying  load  conditions  for  substantially 
maintaining  a  predetermined  speed,  said  auto- 
matic control  including  an  automatic  speed  reg- 
ulator, means  for  driving  said  regulator  from  the 
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engine,  and  means  operative  during  operation  of 
the  vehicle  for  connecting  said  regulator  with  said 
throttle  to  render  the  fuel  supply  at  speeds  up  to 
the  predetermined  speed  dependent  upon  the 
speed  regulator^^ 

2.014,855 
RUNOUT   RETURNER   FOR   ROLLING   MILLS 
Richard   H.   Lowndes,  Atlanta,  Ga.,  assi^i^or  to 
Atlantic  Steel  Company,  Atlanta,  Ga.,  a  corpo- 
ration of  Delaware 

Application  July  13,  1933.  Serial  No.  680,310 
26  CUims.     (CI.  80 — 43) 


«n' 


^^^K^ri 


1.  In  combination  with  a  rolling  mill,  a  guide 
trough,  a  plurality  of  runout  rolls  each  angularly 
arranged  with  respect  to  the  trough,  a  plurality 
of  return  rolls,  a  frame  pivoted  at  substantially 
right  angles  to  the  axis  of  the  mill  rolls  and  posi- 
tioned between  the  return  rolls  and  the  rolling 
mill,  pinch  rolls  supported  by  said  frame,  re- 
silient means  for  retaining  said  frame  in  normal 
position,  and  means  for  feeding  work  from  said 
mill  to  said  runout  rolls. 

2,014.856 

SEALED  CELL  REPLACEMENT 

Martin  L.   Martus,  Woodbury,  and   Edmund   H. 

Becker,  Waterbury,  Conn. 

Application  April  11,  1932.  Serial  No.  604.542 

19  Claims.     (CI.  136— 86) 


means  operated  upon  a  reduction  in  fluid  pres- 
sure for  effecting  an  emergency  application  of 
the  brakes,  of  a  valve  device  at  each  end  of  the 
car.  each  having  only  one  valve  which  valve  is 
biased  to  open  position,  a  pipe  connecting  said 
valve  devices,  one  valve  controlling  communica- 


tion from  the  emergency  pipe  to  said  connecting 
pipe  and  the  other  valv?  controlling  communica- 
tion from  said  straight  air  pipe  to  said  connecting 
pipe,  and  manually  operated  means  for  actuating 
one  of  said  valves  to  hold  same  closed. 


2.014,858 
DISCHARGE  LAMP  FOR  PRODUCING  A  LINE 

OF  UGHT 
John  W.  McKay,  Brooklyn,  N.  Y.,  assignor,  by 
mesne  assignments,  to  National  Television  Cor- 
poration.  Wilmington,   Del.,  a   corporation   of 
Delaware 

Application  July  30,  1932.  Serial  No.  626.428 
10  Claims.     (CL  176—122) 


1.  An  electrolytic  cell  comprising  an  upper,  flat 
faced,  discoid  depolarizing  electrode,  the  upper 
face  being  adapted  to  be  exposed  to  the  air.  the 
lower  face  being  adapted  to  make  contact  with 
the  electrolyte,  a  cylindrical  metal  sheath  sur- 
rounding the  electrode  preventing  access  of  elec- 
trolyte to  the  sides  of  the  electrode  while  per- 
mitting access  of  electrolyte  to  the  lower  face, 
a  cover  on  the  sheath  having  a  corkable  orifice 
adapted  to  allow  access  of  air  to  the  upper  face 
of  the  electrode,  a  lower,  annular  zinc  electrode, 
and  means  for  supporting  the  two  electrodes,  the 
cover  and  the  sheath  in  compact,  spaced  relation- 
ship.   

2.014.857 
SAFETY  CAR  CONTROL  EQITPMENT 
Joseph  C.  McCune,   Edgewood.   Pa.,  assignor   to 
The   Westinghouse  Air  Brake   Company.  Wil- 
merding.  Pa.,  a  corporation  of  Pennsylvania 
Application  November  7,  1930.  Serial  No.  493.956 
3  Claims.     (CI.  303—19) 
1.  In  a  fluid  pressure  brake,  the  combination 
with  a  straight  air  pipe,  emergency   pipe  and 


1.  In  a  discharge  lamp  a  cathode,  a  crater  in 
said  cathode  longer  than  it  is  wide,  an  anode  posi- 
tioned adjacent  said  cathode,  a  slot  in  said  anode 
substantially  parallel  to  said  crater  and  in  align- 
ment therewith  so  that  the  discharge  formed  in 
said  crater  is  visible  through  said  slot  in  said 
anode,  and  a  coating  of  lamp  black  on  said 
cathode  and  anode  on  all  points  other  than  the 
cathode  crater  and  anode  slot. 


2.014.859 
BEARING   SEAL 

David  MitcheU,  Jr.,  Buena  Park,  Calif. 

Application  March  3,  1934,  Serial  No.  713,854 

6  Claims.     (CI.  308— 187) 

1.  In  a  bearing  structure,  a  pair  of  relatively 
rotatable  members,  a  bearing  interposed  between 
said  members  for  maintaining  them  in  align- 
ment, u  casing  enclosing  said  bearing,  said  cas- 
ing comprising  a  pair  of  cooperating  casing  mem- 
bers secured  respectively  to  said  two  relatively 
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rotatable  members,  one  of  said  casing  members 
Including  a  plurality  of  concentric  sleeves  ex- 
tending toward  the  other  casing  member  and 
the  said  other  casing  member  including  a  con- 
centric sleeve  extending  into  the  annular  space 
between  adjacent  sleeves  on  said  first  mentioned 


casing  member,  and  means  through  which  grease 
may  be  supplied  directly  to  the  bearing,  the  sur- 
faces of  at  least  one  of  said  sleeves  having  helical 
grooves  therein  so  directed  £is  to  urge  grease 
in  the  space  between  the  sleeves  away  from  the 
bearing  in  response  to  normal  relative  rotation 
between  said  rotatable  members. 


2,014.860 

PUMP 

David  MitcheU.  Jr..  Buena  Park.  Calif. 

AppUcation  May  22,  1934.  Serial  No.  726,886 

8  Claims.     iCl.  103—162) 


1.  In  a  multiple  barrel  pump  comprising  a  se- 
ries of  parallel  pump  barrels  concentrically  posi- 
tioned about  a  central  axis,  plungers  operating 
in  said  barrels,  a  spindle,  means  for  pivotally  sup- 
porting one  end  of  said  spindle  in  alignment  with 
said  central  axis  whereby  the  other  end  of  the 
spindle  is  free  to  gyrate  about  said  axis,  lever 
means  on  said  spindle  extending  radially  from 
the  pivot  point  of  said  spindle  into  alignment 
with  said  barrels,  means  linking  each  of  said 
plungers  to  the  juxtaposed  portion  of  said  lever 
means  whereby  gyration  of  said  spindle  recipro- 
cates said  plungers  in  said  barrels,  means  for 
gyrating  said  spindle  comprising  a  member  rotat- 
ably  supported  adjacent  the  other  end  of  said 
spindle  for  rotation  about  said  central  axis,  guide 
means  on  said  member  extending  diametrically 
with  respect  thereto  for  slidably  engaging  said 
other  end  of  said  spindle,  means  for  continuously 
rotating  said  member,  stroke-varying  means  on 
said  member  for  moving  said  other  end  of  said 
spindle  diametrically  in  said  guide  means  to  vary 


the  Inclination  of,  and  arc  of  gyration  of  said 
spindle  while  said  member  is  rotating,  and  sta- 
tionary control  means  constantly  coupled  to  said 
stroke-varying  means  for  moving  the  latter 
while  said  member  is  rotating. 


2.014,861 
MANHOLE  COVER  FOR  TANKS 
Raymond  J.  Neely,  Little  Falls,  N.  Y.,  assignor  to 
Cherry -Burrell    Corporation,    Chicago,    111.,    a 
corporation  of  Delaware 

Application  July  10,  1934,  Serial  No.  734,441 
9  Claims.       CI.  220—55) 


Mdi0»«fiiw^iBi 
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1.  The  combination  with  a  tank  having  a  man- 
hole, of  a  cover  hinged  tx)  the  tank  and  arranged 
to  seat  at  its  margin  on  the  rim  of  the  manhole, 
said  cover  having  a  limited  movement  normal  to 
the  plane  of  said  cover  seat,  and  a  hood  over  the 
cover  and  mounted  to  swing  Independently  of  the 
cover  and  having  a  rim  arranged  to  engage  the 
margin  of  the  cover  substantially  throughout  its 
circumferential  extent,  and  securing  means  which 
urges  the  hood  to  clamp  the  marginal  portion  of 
the  cover  between  the  hood  and  the  cover  seat. 


2,014.862 

LOCOMOXrVE  DRAFT  APPUANCE 

William  T.  Ray,  WirhiU,  Kans. 

AppUcaUon  April  12,  1934,  Serial  No.  720^03 

4  Claims.     (CI.  230— 100) 


1.  In  a  steam  deflector  for  association  with  the 
mouth  of  a  conventional  locomotive  exhaust  noz- 
zle, a  plate  portion  having  an  upper  and  a  lower 
face,  a  central  opening  extending  from  said  upper 
to  said  lower  face  and  a  plurality  of  spaced  apart 
deflector  portions  extending  radially  into  said 
mouth,  each  of  said  deflector  portions  having  one 
flat  side  face  extending  in  substantially  the  same 
direction  as  the  axis  of  said  opening  and  a  sec- 
ond flat  side  face  meeting  said  flrst  named  flat 
face  and  forming  an  acute  angle  therewith,  the 
juncture  of  said  flat  faces  forming  an  edge  ex- 
tending in  a  line  normal  to  the  axis  of  said  open- 
ing. 


2014.863 

AUTOMATIC  CALENDAR 

George  RoUnick  and  Leo  Friend.  Los  Angeles, 

Calif. 
Application  February  12,  1934,  Serial  No.  710.832 
8  Claims.     (CI.  40—117) 
1.  In  an  automatic  calendar,  an  elongated  tape 
bearing  spaced   calendars  each  covering  a  pre- 
determined interval  of  time,  means  defining   a 


Skptxmbeb  17, 1035 


U.  S.  PATENT  OFFICE 


603 


window  for  displaying  one  of  said  calendars  at  a 
time,  means  for  moving  said  tape  past  said  win- 
dow comprising  a  feed  spool,  a  windup  spool,  and 
a  reciprocable  carriage  having  gripping  members 
for  releasably  enga.jing  said  tape,  means  associ- 
ated with  said  carriage  for  actuating  said  grip- 
ping members  to  grip  said  tape  during  movement 
of  said  carriage  in  one  direction  and  move  a  new 
calendar  to  said  window,  means  for  releasing  said 
gripping  members  and  thereby  prevent  retraction 


of  the  calendar  tape  during  reverse  movement  of 
said  carriage,  means  for  rotating  said  windup 
spool  from  movement  of  the  carriage  in  said  one 
direction  to  wind  up  said  tape  as  It  Is  shifted 
by  said  carriage,  an  electric  motor  and  a  mecha- 
nism driven  thereby  for  reciprocating  said  car- 
riage, a  clock,  and  contact  means  associated  with 
said  clock  and  mechanism  for  energizing  said  mo- 
tor to  periodically  reciprocate  said  carriage  at 
the  end  of  said  predetermined  interval. 


2,014,864 
PILE  CUTTING  KNIFE 

Paul  Schlemper.  Solingen-Ohligs,  Germany 

Application  July  18.  1933,  Serial  No.  681,016 

In  Germany  September  17.  1932 

5  Claims.     (CI.  139 — 44) 


1.  In  a  pile  cutter,  a  rod  having  a  knife  blade 
receiving  recess,  a  knife  blade  having  an  edge 
and  movably  mounted  in  said  recess  to  enable  se- 
lected portions  of  said  edge  to  be  moved  into  i  ile 
cutting  position,  and  means  to  hold  said  blade  in 
adjusted  position,  said  means  including  coacting 
interengaging  elements  on  the  rod  and  blade  with 
the  interengaging  elements  of  the  rod  in  spaced 
relation. 


2,014.865 
COMPOSITE  BRAKE  DRITVI  AND  METHOD 
OF  MAKING   THE   SAME 
Frank  W.  Schmidt.  Lansing,  Mich.,  assignor   to 
Motor   Wheel   Corporation,  Lansing,   Mich.,  a 
corporation  of  Michigan 
AppUcation  March  26,  1932.  Serial  No.  601.423 
2  Claims.     (CI.  29 — 152.2) 
1.  The  method  of  forming  a  composite  brake 
drum   which  comprises  providing   a  cylindrical 
brake  ring  having  an  inturned  flange  at  one  edge 
thereof,  forming  a  plurality  of  circumferentially 
spaced  apart  openings  in  the  said  flange,  provid- 
ing a  circular  brake  drum  web  having  a  later- 
ally extending  peripheral  flange,  forming  a  plu- 
rality of  circumferentially  spaced  apart  center- 
ing and  leakage  projections  in  the  said  peripheral 
flange,  forming  a  plurality  of  circumferentially 
spaced  apart  rivet-like  projections   In  the  web, 
forming  a  plurality  of  welding  projections  inter- 


mediate the  said  rivet-like  projections,  assem- 
bling the  web  and  brake  ring  with  at  least  some 
of  the  centering  projections  carried  by  the  pe- 
ripheral flange  of  the  former  contacting  the  ex- 
ternal surface  of  the  latter  and  with  the  afore- 
said rivet-like  projections  extending  through  the 
openings  in  the  flange  of  the  brake  ring,  flatten- 
ing the  ends  of  the  rivet-like  projections  against 
the  inner  surface  of  the  flange  of  the  brake  ring, 
and  passing  an  electric  current  through  the  web 
and  the  flange  of  the  brake  ring  at  the  point  of 
contact  between  the  said  flange  and  the  weld  ng 
projections  carried  by  the  web. 


2.  A  brake  drum  comprising  a  brake  ring  hav- 
ing a  flange  at  one  edge  thereof,  a  web  for  sup- 
porting the  ring,  said  web  having  integral  pro- 
jections located  radially  inwardly  of  its  periphery 
extending  through  and  contacting  the  oppos  te 
surfaces  of  the  flange  to  secure  the  web  thereto, 
said  web  also  having  a  peripheral  flange  con- 
tacting the  ring  radially  outwardly  of  said  in- 
tegral projections. 

2,014.866 
BARBITURIC  ACID   COMPOUNDS  OF   1-PHE- 
NYL  -2,3-  DIMETHYL  -4-  ISOPROPYL-5-PY- 
RAZOLONE 

Otto    Schnider.    Basel.    Switzerland,    assignor   to 
HofTmann-La  Roche  Inc.,  Nutley,  N.  J.,  a  cor- 
poration of  New  Jersey 
No  Drawing.    Application  December  6, 1934,  Serial 
No.  756,330.    In  Germany  January  8,  1934 
2  Claims.     (CI.  266 — 33) 
1.  The  compounds  of  the  general  formula 
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wherein  R  represents  a  saturated  or  an  unsatu- 
rated alkyl.  R'  an  aryl  of  the  benzene  series  or 
a  saturated  alkyl  group,  the  new  compounds  be- 
ing very  stable  and  forming  well-shaped  crystals, 
easily  soluble  in  organic  solvents,  diflBcultly  sol- 
uble in  water,  and  possessing  analgesic,  antipy- 
retic and  soporific  properties. 

2.014.867 
PROCESS  FOR  PURIFYING  PYRIDINES 
Walther  Schrauth,  Berlin-Grunewald,  Germany, 
assignor   to   The   Hydronapthene   Corporation, 
Wilmington.  Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  August  31,  1929,  Serial 
No.  389,859.     In  Germany  June  19,  1929 
8  Claims.     (CI.  260 — 42) 
1.  The  process  of  purifying    pyridines  which 
comprises  heating  the  same  at  elevated  tempera- 
tures in  the  presence  of  basic  metal  oxides. 


2.014.868 
AIR   FEEDING    DEVICE   FOR    STOVES 

William  C.  Steele  and  Guy  W.  Empson.  Seattle, 

Wash.,  assignors  of  one-half  to  Floyd  Shemwell. 

W  alia  WaUa.  Wash. 
Refiled    for    abandoned    application 

568.560,    October    13,    1931.     This 

August  5.  1933,  Serial  No.  683.883 
2  Claims.     (CL  126—77) 

1.  The    combination    with    a    stove    having    a 
fire  pot  halving  upwardly  extending  sides,  of  a 
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blower  head  disposed  centrally  above  said  flre 
pot,  said  blower  head  comprising  a  hollow  shell 
adapted  for  cooling  by  a  blast  of  air.  a  heat  re- 
sisting directing  plate  removably  attached  to  said 
shell,  and  provided  with  a  plurality  of  concentric 
series  of  downwardly  and  outwardly  diverging  air 
passages  formed  in  said  plate,  each  concentric 
series  succeeding    from   the   center   and  having 


greater  outward  divergence  than  the  preceding 
series,  a  valve  plate  pivotally  mounted  on  said 
directing  plate  within  said  shell,  and  provided 
with  orifices  selectively  registerable  with  a  se- 
ries of  said  passages,  an  exteriorly  positioned  op- 
erating lever  attached  to  said  valve  plate,  and 
means  to  provide  a  controlled  and  cooling  blast 
of  air  to  said  blower  head. 


2,014.869 
ELECTRORESPONSrVE  DEVICE 
Benjamin  R.   Teare.  Jr..    and   Max  A.   Whiting, 
SchenecUdy,  N.  Y.,  assignors  to  General  Elec- 
tric Company,  a  corporation  of  New  York 
Application  November  15,  1932,  Serial  No.  642.736 
Renewed  May  25,  1935 
19  Claims.     (CI.  175—294) 


•                    • 

A- 

1 

1.  An  electromagnet  having,  in  combination. 
a  main  magnetic  circuit,  means  for  producing  a 
unidirectional  main  flux  in  said  circuit,  an  aux- 
iliary magnetic  circuit  which  Includes  a  portion  of 
said  main  magnetic  circuit,  said  portion  being 
magnetically  saturable,  and  means  for  producing 
a  flux  in  said  auxiliary  circuit  sufBcient  to  satu- 
rate magnetically  said  portion. 


2,014.870 

ELECTRICAL   REGULATION 

Benjamin   R.   Teare,  Jr.,    and  Max   A.   Whiting. 

SchenecUdy,  N.  Y.,  assimors  to  General  Elec- 

trie  Company,  a  corporation  of  New  York 
Original  application  November  15.  1932.  Serial  No. 

642,736.    Divided  and  this  application  May  26. 

1933,  Serial  No.  673,050 

11  CUims.     (CI.  171—313) 

1.  In  combination,  a  generator,  a  load  connect- 
ed to  be  energized  by  said  generator,  a  voltage 
regulator  for  said  generator,  and  means  operative 
through  magnetic  saturation  in  response  to  the 
current  of  said  load  for  causing  said  regulator  to 
reduce  the  voltage  of  said  generator  when  said 
current  exceeds  a  predetermined  value,  said  means 


including  a  single  winding  for  producing  mag- 
netic saturation  in  said  regulator  and  for  pro- 


ducing an  operating  magnetic  flux  for  causing 
said  voltage  reduction. 


2.014,871 

TIE-ROD  ASSEMBLY 

William  Todd.  Leominster,  Mass. 

Application  February  16,  1933,  Serial  No.  657.098 

4  Claims.     (CL  74--579) 


t — ^ 


3.  In  a  tie-rod.  for  automobile  steering  gear, 
an  elongated  rod.  a  tubular  member  surrounding 
the  central  portion  of  said  rod  and  provided  with 
a  plurality  of  Integral  outwardly  and  radially 
extending  ribs  extending  longitudinally  of  said 
tubular  member,  said  member  being  secured  in 
position  on  said  rod. 

2.014.872 
UGHT   SIGNAL 
Wesley  B.  Wells,  Wilkinsburf.  and  Max  Fnncke. 
Swissvale,  Pa.,  assignors  to  The  Union  Switch  & 
Signal  Company,  Swissvale.  Pa.,  a  corporation 
of  Pennsylvania 
AppUcaUon  October  11.  1934.  Serial  No.  747  870 
4  Claims.     (CI.  240—102) 


1.  The  combination  with  a  light  signal  unit  hav- 
ing a  breakable  member  through  which  the  signal 
beam  is  projected,  of  a  hood  secured  to  said  sig- 
nal unit  above  said  member,  a  semi -cylindrical 
side  screen  secured  to  said  hood  and  projecting 
away  from  the  signal  beyond  said  member,  and 
a  circular  front  screen  removably  fastened  to  said 
side  screen  at  the  forward  edge  of  said  side  screen 

2.014.873 

PROCESS  OF  PRODUCING   SPONGE    IRON 

Harry  G.  Wildman.  Westmoant.  Qaebec,  Canada 

AppUcation  November  11,  1933.  Serial  No.  697.693 

Renewed  Aognst  8,  1935 

4  Claims.      (CI.  75 — 14) 

1..A  process  of  producing  sponge  Iron  which 

comprises  mixing  an  alkali  and  a  finely  divided 
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iron  oxide  ore  with  peat  humus  containing  a 
substantial  quantity  of  water,  forming  the  mix- 
ture into  briquets,  drying  the  briquets  untU  the 
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moisture  content  of  the  peat  humus  is  reduced 
to  approximately  25%  and  effecting  reduction 
of  the  briquets  at  a  temperature  below  the  fusion 
point  of  the  iron  oxide. 


2.014.874 

PILLAR  BRACKET  FOR  MONOBJECTIVE 

MICROSCOPES 

Walther  Bauersfeld.  Jena,  Germany,  assignor  to 

firm  Carl  Zeiss.  Jena.  Germany 

Application  April  20,  1933.  Serial  No.  667,030 

In  Germany  April  25,  1932 

2  Claims.     (CL  88—39) 


1.  A  pillar  bracket  for  monobjectlve  micro- 
scopes, having  at  Its  upper  end  a  slide  guide 
adapted  to  receive  the  objective  parts  and  lying 
in  a  plane  inclined  at  an  acute  angle  relatively 
to  the  optical  axis  of  the  microscope,  the  guiding 
direction  of  the  slide  guide  lying  in  the  plane  of 
symmetry  of  the  pillar  bracket. 


2.014.875 
SPEED  CONTROLLED  BRAKE 

George  W.  Baughman,  Edgewood,  Pa.,  assijrnor  to 
The  Westinghouse  Air  Brake  Company,  Wil- 
merding.  Pa.,  a  corporation  of  Pennsylvania 
Application  December  20.  1933.  Serial  No.  703,229 
16  CUims.     (CI.  188—181) 
1.  In  a  vehicle  brake  apparatus,  the  combina- 
tion with  a  brake  cylinder,  of  a  centrifuge  de- 
vice operable  by  the  speed  of  a  vehicle  to  pro- 


duce a  braking  force  and  operable  by  the  supply 
of  fluid  under  pressure  thereto  to  diminish  the 
braking  force  produced,  and  a  b^ake  valve  de- 


vice for  controlling  the  supply  of  fluid  under 
pressure  to  said  brake  cylinder  and  centrifuge 
device. 


2.014.876 
AIRCRAFT  PROVIDED  WITH  A  GUN 

Marc  Birkigt,  Bois-Colombes,  France 

Application  September  20, 1934,  Serial  No.  744,821 

In  France  March  1,  1934 

6  Claims.     (0.89—37) 


1.  In  an  aircraft  including  a  fuselage,  a  pro- 
peller provided  with  a  hollow  hub  and  a  hollow 
shaft  for  driving  said  propeller,  the  combination 
of  a  gun  adapted  to  shoot  through  said  hub  along 
the  axis  of  said  shaft  In  a  frontward  direction, 
a  deflector  located  in  front  of  said  propeller,  the 
internal  wall  of  said  deflector  having  the  shape 
of  a  surface  of  revolution   about   said  axis  the 
generatrix  of  which  is  a  curve  having  a  vertical 
tangent  at  the  front  and  two  branches  extending 
both  In  a  rearward  direction,  one  of  said  branches 
being  tangent  at  its  end  to  the  path  of  travel  of 
the  projectiles  issuing  from  said  gun  and  the 
other  branch  extending  outwardly  to  a  greater 
distance  toward  the  rear,  and  a  ring-shaped  wall 
mounted  about  the  axis  of  said  propeller  so  that 
its  rear  edge  is  in  line  with  said  fuselage  and  its 
front  end  is  of  a  diameter  slightly  smaller  than 
that  of  the  rear  edge  of  the  outer  wall  of  said 
deflector. 
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2,014.877 

DUST  AND  HEAT  SHIELDED  PROJECTOR 

Karl  Brenkert,  Detroit.  Mich.,  assirnor   to  The 

Brenkert  Ughi  Projection  Company,  Detroit. 

Mich.,  a  corporation  of  Michigan 

AppUcation  February  8.  1934.  Serial  No.  710,310 

11  Claims.     (CI.  88— 24j 


^'^'f^ 


1.  In  a  projector,  a  housing,  a  baffle  dividing 
said  housing  into  a  combustion  chamber  and  a 
mechanism  chamber,  mechanism  in  the  other 
chamber  for  supporting  an  electrode  and  con- 
trolling an  arc  formed  in  the  combustion  cham- 
ber, said  baffle  being  apertured  for  the  passage  of 
an  electrode  from  said  mechanism  to  said  com- 
bustion chamber,  and  a  flue  at  the  top  of  said 
housing  and  communicating  with  said  combus- 
tion chamber,  said  baffle  closing  said  flue  to  said 
mechanism  chamber  and  extending  transversely 
of  the  housing  and  sealed  against  the  top.  sides 
and  Iwttom  of  said  combustion  chamber  to  sepa- 
rate said  chambers  from  each  other  and  render 
them  dust  tight  with  relation  to  each  other. 


2.014,878 

FASTENER 

Daniel  A.  Brennan,  Chicago,  111. 

AppUcation  December  19,  1932,  Serial  No.  647.909 

In  Canada  March  19.  1929 

31  Claims.     fCl.  24—153) 


1.  In  a  paper  fastener  keeper,  In  combination, 
a  tongue  receiving  guideway  at  one  end  running 
substantially  In  the  plane  of  said  keeper,  means 
adapted  to  receive  a  tongue,  and  a  lock  adapted 
to  confine  said  tongue  when  bent  flat  against 
said  keeper 


2,014,879 
DIAGNOSTIC  INSTRUMENT 
Harry  H.  Brooks.  Soathbridse.  Mass..  assimor  to 
American     Optical     Company.     Sonthbridfe, 
Mass.,  a  Tolmitary  association  of  Massachu- 
setts 

Application  October  9.  1933,  Serial  No.  692.829 
4  Claims.     (CI.  128—11) 

1.  In  a  device  of  the  character  described,  a 
support  having  Illuminating  means  thereon,  a 
member  having  a  light  passageway  slidably 
mounted  on  the  support  and  having  a  condens- 


ing lens  adjacent  one  end  thereof  in  line  with 
the  light  rays  coming  from  the  illuminating 
means  and  spring  means  connected  with  the  slld- 
able  member  and  having  means  thereon  where- 
by the  slidable  member  may  be  manually  oper- 


ated under  the  action  of  the  resiliency  of  said 
spring  to  increase  the  distance  between  the  lens 
and  illuminating  means  an  amount  greater  than 
the  focal  length  of  the  lens  to  vary  the  focal 
point  of  said  light  rays. 


2.014.880 

ELECTROMAGNET  STRUCTURE 

Bernard  M.  Cain,  Ballston  Lake.  N.  Y.,  assignor 

to  General  Electric  Company,  a  corporation  of 

New  York 

AppUcation  August  12,  1933,  Serial  No.  684,885 

9  CUims.     (a.  171—229) 


^izE 


5.  A  voltage  regulator  having.  In  combination, 
current  responsive  means  including  a  magneti- 
cally saturable  element  for  changing  the  calibra- 
tion of  said  regulator  with  changes  in  current  in 
accordance  with  the  magnetic  saturation  of  said 
element,  and  means  including  a  second  magneti- 
cally saturable  element  for  neutralizing  the  cali- 
brating effect  of  said  current  responsive  means 
during  the  early  stages  of  the  saturaUon  of  the 
second  saturable  element. 


2,014,881 

SELF-CLOSING  VALVE  FOR  COLLAPSIBLE 

TUBES,  BOTTLES.  AND  THE   LIKE 

Knnt  S.  Carlstrom,  Watertown.  Mass. 

Application  September  13,  1934.  Serial  No.  743,862 

3  Claims.     (CI.  221—60) 


3.  A  container  having  a  neck  portion  formed 
with  an  egress  duct,  the  exit  end  of  which  opens 
through  the  side  of  the  neck,  and  an  imperforate 
sleeve  of  elastic  material  encircling  the  neck  and 
normally  closing  the  egress  duct,  said  sleeve  ex- 
tending beyond  the  exit  end  of  the  egress  duct 
for  a  distance  greater  than  the  dimension  of  said 
exit  end  in  an  axial  direction  thereby  producing 
a  duct-sealing  portion  which  when  folded  bark 
on  the  body  of  the  sleeve  makes  with  said  body 
a  two-ply  portion  covering  said  exit  end. 


Septembeb  17, 1935 


U.  S.  PATENT  OFFICE 


607 


2.014.882 
HAIR  CLIPPER 
John  Dean,  Racine.  Wis.,  assignor  to  John  Oster 
Manufacturing  Company,  Racine,  Wis.,  a  cor- 
poration of  Wisconsin 
AppUcation  October  26,  1932,  Serial  No.  639.700 
8  Claims.     (CI.  30—1) 


as 


1  A  hair  clipper  guard  embodying  a  base 
adapted  to  be  clamped  on  the  cUpper  cap  and 
having  a  bottom  rocking  surface  to  engage  said 
cap  and  rock  thereon  when  the  base  Is  clamped 
thereto,  and  means  carried  by  said  base  and  pro- 
vided with  front  heads  to  fit  above  and  below 
and  shield  the  front  corners  of  the  clipper  comb 
plate  and  apply  upward  pressure  thereto  when 
said  base  is  rocked. 


2.014.883 
METHANOL  MANUFACTURE  AND  CATALYST 

THEREFOR 
Bamett  F.  Dodge,  New  Haven,  Conn.,  assignor  to 
S.  Karpen  &  Bros.,  Chicago,  111.,  a  corporation 
of  West  Virginia 

No  Drawing.    Application  October  23,  1931, 
Serial  No.  570,771 
4  Claims.     (CI.  260—156) 
1.  The  method  of  producing  methanol,  which 
comprises  passing  a  mixture  of  hydrogen  and  a 
carbon  ox'de.  at  a  pressure  substantially  above 
atmospheric   pressure   and   a   temperature   sub- 
stantially above  200    C,  over  a  catalyst  compris- 
ing essentially  an  intimate  mixture  of  zinc  and 
chromium  oxides  and  finely  divided  free  copper, 
the  molecular  ratio  of  zinc  to  copper  being  of 
the  order  of  2  to  4^2  atoms  of  zinc  to  one  atom 
of  copper. 

2,014.884 
DUPLICATING  MACHINE 
John  E.   Euth,  Chicago,  III.,  assignor  to  United 
Autographic  Register  Co.,  Chicago,  III.,  a  cor- 
poration of  Illinois 
Application  August  21,  1931,  Serial  No.  558,601 
40  Claims.     (CI.  197—132) 

^1^ 


//• 


1.  A  duplicating  machine  comprising:  a  mov- 
able platen;  expansible  register-pins  disposed 
near  the  front  end  of  said  platen;  and  means  for 
actuating  said  platen  and  contracting  and  ex- 
panding said  register-pins. 


2.014.885 

ELECTBOPNEUMATIC  BRAKE 

Clyde  C.  Farmer,  Pittsburgh,  Pa.,  assignor  to  The 

WesUnghonse  Air  Brake  Company,  Wilmerding, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcation  November  13.  1931.  Serial  No.  574,692 

4  Claims.     (CI.  303—16) 


uoconoTfW 


1.  In  an  electro-pneumatic  brake,  the  combi- 
nation with  a  pair  of  brake  controlling  electro- 
magnetic devices  on  each  of  a  plurality  of  cars, 
of  a  normally  closed  circuit  having  in  series  rela- 
tion therein  two  parallel  branches  containing, 
respectively,  in  series  relation  therein  corre- 
sponding said  electro-magnetic  devices  on  suc- 
cessive cars,  and  means  for  normally  effecting  a 
flow  of  current  in  said  circuit  to  which  said  elec- 
tro-magnetic devices  are  operatively  unrespon- 
sive and  adapted  to  selectively  increase  the  cur- 
rent in  said  parallel  branches  so  that  said  electro- 
magnetic devices  operatively  respond  thereto. 


2.014.886 
FORCE  FEED  LUBRICATOR 
Clyde  C.  Farmer,  Pittsburgh,  Pa.,  assignor  to  The 
Westinghouse    Air   Brake    Company,   Wilmer- 
ding, Pa.,  a  corporation  of  Pennsylvania 
Application  June  10,  1933,  Serial  No.  675,211 
13  Claims.     (CI.  184—27) 


1.  A  lubricator  comprising  a  casing  having  an 
oil  supply  chamber,  a  lubricant  pump  mounted 
in  said  chamber  with  one  end  removably  se- 
cured to  the  bottom  wall  of  said  casing,  a  mem- 
ber extending  upwardly  from  said  bottom  wall, 
and  means  associated  with  said  member  and 
said  pump  near  the  other  end  of  said  pump  and 
adapted  to  engage  in  the  act  of  positioning  said 
pump  in  said  casing,  to  hold  the  pump  rigidly 
in  position. 
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2.014,887 

LUBRICATING  DEVICE 

Clyde  C.  Farmer,  Pittsbnrrh,  P»..  animor  to  The 

Westinfhoiuc   Air   Brake   Company,   WUmer- 

ding.  Pa.,  a  corporation  of  Pennaylyania 

Application  Aorust  9,  1933.  Serial  No.  684.359 

1  Claim.     (CI.  184>-18) 

1^— ►fesETS^ 


The  combination  with  a  brake  cylinder,  of  a 
lubricating  device  secured  to  said  cylinder  and 
comprising  a  body  member  having  a  passage 
through  which  lubricant  is  supplied  to  the  brake 
cylinder,  a  lubricant  containing  cup  having 
screw-threaded  engagement  with  said  member, 
a  gasket  disposed  within  said  cup  at  the  bottom 
wall,  and  an  annular  sealing  rib  positioned  at  the 
outer  end  of  said  member  and  surrounding  the 
outlet  opening  of  said  passage  and  adapted  to 
seat  on  said  gasket,  when  the  cup  is  screwed 
down,  to  prevent  leakage  of  fluid  under  pressure 
from  the  brake  cylinder. 


2.014.888 

DIAGNOSTIC  INSTRUMENT 

Elmore  A.  Forshey,  Soothbridge,  Mass..  assignor 

to   American   Optical   Company,    Sonthbridge, 

Mass..  a  volantary  association  of  Massachnsetti 

Application  October  9,  1933.  Serial  No.  692,830 

3  Claims.     (CI.  88 — 20) 


1.  In  a  diagnostic  Instrument  having  a  sight 
opening  and  self  contained  illuminating  means, 
means  for  increasing  the  area  of  illumination  by 
said  illuminating  means  internally  of  an  eye  com- 
prising a  plurality  of  light  deflecting  members  in 
predetermined  angular  relation  with  each  other 
as  determined  by  the  position  of  use  of  the  in- 
strument relative  to  the  eye  and  in  line  with  the 
path  of  the  light  rays  coming  from  the  self  con- 
tained illuminating  means  to  deflect  said  light 
rays  substantially  along  the  line  of  sight  of  the 
instnmient  when  in  its  position  of  use  and  to 
cause  the  light  rays  deflected  by  said  light  de- 


flecting members  to  cross  each  other  at  the  en- 
trance window  of  the  eye  and  thereafter  spread 
laterally  internally  of  the  eye  to  increase  the  fl«ld 
of  iilummatlon  in  said  eye. 


2.014.889 
METHOD      OF     PRODUCING     CONDENSA- 
TION   PRODUCTS    OF    FORMALDEHYDE 
AND    UREA   WITH   THE   CONJOINT    USE 
OF  THE  CONDENSATION  PRODUCTS  DE- 
RIVED FROM  GLYCERINE  AND  PHTHAL- 
IC  ANHYDRIDE 
Stefan  Goldschmidt.  Karlsruhe,  and  Rudolf 
Majrrhofer,  Leverkusen.  Germany 
No  Drawing.    Application  July  19.  1929.  Serial  No.  ' 
379,574.    In  Germany  July  23,  1928 
11  Claims.     (CI.  260—3) 
1.  The   processs   of   producing   urea-aldehyde 
resins  which  comprises  causing  urea  and  an  alde- 
hyde to  react  progressively  to  the  production  of  a 
resin,   a   phthalic    anhydride-polyvalent   alcohol 
condensation  product  being  present  in  the  reac- 
tion mixture  during  at  least  the  latter  portion  of 
the  progressive  reaction. 


2.014.890 
TRIPLE  VALVE  DEVICE 

John  N.  Good.  WUmerding .  Pa.,  assignor  to  The 
Westinghouse  Air  Brake  Company,  Wilmerding. 
Pa.,  a  corporation  of  Pennsylvania 

Application  February  23.  1934.  Serial  No.  712.471 
13  Claims.     (CI.  303 — 36) 


13.  In  a  fluid  pressure  brake,  the  combination 
with  a  brake  pipe,  of  a  triple  valve  device  subject 
to  variations  In  brake  pipe  pressure,  a  valve  mov- 
able by  said  piston  to  a  service  position  in  which 
communication  is  established  for  venting  fluid 
under  pressure  from  the  brake  pipe  through  a 
passage  and  movable  by  said  piston  to  a  release 
position  in  which  said  passage  Is  lapped  by  said 
valve,  and  means  operated  by  said  piston  for 
closing  communication  from  the  brake  pipe 
through  said  passage. 


2.014.891 

MANUFACTURE   OF    SHOES 

Henry  B.  Gorman.  Lsmchburg.  Va.,  assignor  to 

United  Shoe  Machinery  Corporation,  Paterson. 

N.  J.,  a  corporation  of  New  Jersey 

AppUcation  June  1.  1933,  Serial  No.  673,873 

7  Claims.  (CI.  12 — 142) 
1.  That  improvement  in  methods  of  making 
shoes  which  consists  in  providing  an  insole  hav- 
ing an  inner  and  an  outer  layer,  the  outer  layer 
being  provided  with  an  upstanding  lip  spaced 
inwardly  from  the  edge  of  the  inner  layer,  pro- 
viding cement  between  the  opposed  surfaces  of 
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the  lasting  allowance  of  the  upper  materials  and 
on  the  marginal  portion  of  the  inner  layer,  work- 
ing the  upper  over  the  marginal  portion  of  the 
inner  layer  and  against  the  upstanding  lip  of 
the  outer  layer  of  the  insole,  inserting  staples 
through  the  upper  and  lip  of  the  insole  to  hold 
the  upper  in  lasted  position  until  the  cement  has 
set  and  thereafter  cutting  through  the  upper 
along  the  line  of  juncture  between  the  outer  face 
of  the  lip  and  the  marginal  portion  of  the  insole, 
removing  the  outer  layer  of  the  msole  along  with 
the  staples  and  the  trimmed  portion  of  the  up- 
per attached  thereto,  and  permanently  cement- 
ing an  outsole  to  the  overlasted  margin  of  the 
upper. 


7.  An  insole  for  shoes  comprising  an  inner 
layer  of  a  shape  and  size  to  cover  the  bottom 
of  a  last,  and  an  outer  layer  of  fiberboard  cov- 
ering the  major  portion  of  the  Inner  layer  and 
removably  secured  thereto  by  cement,  said  outer 
layer  being  formed  with  an  integral  upstanding 
lip  spaced  inwardly  from  the  edge  of  the  inner 
layer,  said  outer  layer  being  omitted  at  the  toe 
and  heel. 

2.014.892 
REENFORCEMENT   OF   TIMBER 
Harry     C.     Graham,     Coraopolis     Heights,     and 
William  B.  Peirce.  Edgeworth.  Pa.,  assignors  to 
Pittsburgh  Screw  &  Bolt  Corporation,  a   cor- 
poration of  Pennsylvania 
Application  March  6,  1935.  Serial  No.  9.600 
8  Claims.     (CI.  238—29) 


seat  and  back  cushions,  and  extending  from  the 
top  of  the  bottom  of  said  body;  a  folding  bed 
frame  comprising  hinged  central  head  and  foot 
sections  folded  within  said  compartment;  later- 
ally extending  arms  mounted  upon  each  side  of 
the  central  section  and  having  their  free  ends 
plvotally  mounted  upon  the  body  between  the 
seat  cushions  and  the  arms  of  said  body  to  sup- 
port the  folding  bed  sections  when  extended,  at 


1.  In  combination,  a  timber  adapted  to  be  in- 
cluded in  a  load-sustaining  structure  and  in  ex- 
posed situation,  and  secure  against  splitting  under 
the  varying  weather  conditions,  and  a  dowel  of 
metal  sunk  within  the  substance  of  the  timber 
transversely  of  the  grain  of  the  timber  and  adja- 
cent the  end  thereof,  said  dowel  being  of  a  length 
substantially  equal  to  the  transverse  thickness  bf 
the  timber  and  of  a  thickness  that  is  uniform, 
iinenlarged  by  any  head,  and  being  finned  spi- 
rally throughout  its  length,  said  dowel  being  sunk 
throughout  its  length  within  and  being  embedded 
•and  secured  in  the  substance  of  the  timber  with 
lateral  compression  of  the  wood  fibre,  the  pitch 
•  of  the  spiral  of  the  fin  being  such  as  to  permit 
rotation  under  sinking-in  stress  and  so  as  to  be 
Immovablv  embedded  in  said  timber  with  respect 
:to  any  substantial  portion  of  the  thickness  thereof. 

2  014  893 

FOLDING  BED  DAVENPORT 

Atchcson  V.  Hartford.  San  Francisco.  Calif. 

Application  March  20.  1935.  Serial  No.  12.023 

3  Claims.     (CI.  5—16) 

1.  A  folding  bed  davenport  comprising  a  daven- 

-poTt  body  having  a  compartment  back  of  the 


regulation  height  above  a  floor;  and  a  U-shaped 
supporting  leg  having  its  free  ends  plvotally  con- 
nected to  the  sides  of  the  central  section  and  ar- 
ranged to  support  said  central  section  when  ex- 
tended and  to  lie  between  the  ends  of  the  back 
cushion  and  wings  of  the  body  and  behind  the 
seat  cushions  when  folded,  said  support  being  ar- 
ranged to  be  extended  on  its  pivot  forwardly  of 
the  back  cushion  to  serve  as  a  handle  to  facilitate 
the  extending  and  folding  of  the  folding  sections. 


2.014.894 

METHOD  OF  AND  MEANS  FOR  INSTALLING 

ROAD  JOINTS 

John  N.  Heltzel,  Warren,  Ohio 

Application  October  24.  1930.  Serial  No.  491.052 

12  Claims.      (CI.  94 — 51) 


10  A  device  for  installing  joints  in  concrete 
roads  comprising  means  for  cleaving  the  concrete, 
a  pair  of  blades  initially  in  close  relation  movable 
downwardly  into  the  cleft  made  by  said  means, 
and  means  to  separate  the  blades  while  in  the  cleft 
to  widen  the  cleavage  and  admit  joint  material 
between  the  blades. 


2.014.895 
AIR  STRAINER 
Ellis  E.  Hewitt.  Edgewood.  Pa.,  assignor  to  The 
Westinghouse  Air  Brake  Company.  Wilmerding. 
Pa.,  a  corporation  of  Pennsylvania 
Application  January  27. 1932.  Serial  No.  589,113 
3  Claims.     (CI.  183 — 47) 
1.  In  a  fluid  strainer  device,  the  combination 
of   a  casing   having   a    communication   through 
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which  fluid  flows,  a  strainer  for  straining  the 
fluid  flowing  through  the  communication,  said 
strainer  comprising  a  pair  of  perforate  tubular 
members  arranged  in  spaced  concentric  relation , 
and  straining  material  contained  in  the  space 
between  said  tubular  members,  said  casing  hav- 
ing surfaces  thereon  engaged  by  one  end  of  the 
tubular    members,    and    a    plug    having   screw- 


threaded  connection  with  said  casing,  said  plug 
being  provided  with  end  surfaces  thereon  for  en- 
gaging the  opposite  end  of  said  tubular  members 
to  secure  the  strainer  against  movement  away 
from  said  casing  surfaces,  and  a  shoulder  there- 
cm  for  engaging  a  stop  seat  on  the  casing  and 
thereby  limiting  the  movement  of  the  plug  so  as 
to  prevent  distortion  of  the  tubular  members  of 
the  said  strainer. 


2  014  896 
CHBISTMAS   TREE  AND   STAFF  HOLDER 

Katherine  Hahn  Hollander.  EvansvlUe.  Ind. 

Application  Janaary  23.  1934,  Serial  No.  707.982 

1  Claim.     (CT.  248 — 47) 


\ 


In  a  tree  holder,  a  hanger  frame  embodying  up- 
wardly diverging  arms  each  having  ratchet  teeth 
along  its  Inner  edge  for  engaging  the  base  of  a 
tree  trunk,  angular  tie  plates  connecting  the  lower 
ends  of  the  arms  In  annular  spaced  apart  rela- 
tion and  e€u:h  having  pointed  teeth  along  its  upper 
edge  for  engaging  the  butt  end  of  a  tree  trunk,  said 
tie  plates  being  spaced  apart  and  providing  an 
opening  axially  of  the  frame,  a  ring  member  con- 
necting the  upper  ends  of  the  arms,  a  centering 
screw  threaded  thru  the  ring  member  midway 
between  each  arm.  and  a  supporting  leg  pivoted 
to  the  ring  member  at  the  upper  end  of  each  arm 
for  gripping  engagement  at  its  upper  end  with  the 
tree  trunk  at  points  spaced  above  the  ring 
member. 


2.014.897 

METHOD  OF  PURIFYING  SUGAR 

Louis  Hyve.  Marseille.  France 

AppUcaUon  Aumst  4.  1932.  Serial  No.  627.510 

In  France  August  19.  1931 

3  Claims.     (Cl.  127—64) 


J5, 


;  i  I  i  n  ' !  ST  « 


r^. 


1.  An  apparatus  for  purifying  sugar  comprising 
a  traveling  sieve  for  receiving  the  pasted  sugar 
to  be  purified  in  a  very  thin  bed,  means  for  pro- 
jecting a  purifying  syrup  upon  said  sugar  to  be 
purified  in  the  form  of  a  large  number  of  minute 
droplets  with  such  force  as  not  to  displace  the 
crystals  of  the  pasted  sugar  and  merely  to  dis- 
place gradually  the  impure  syrup  upon  said  crys- 
tals towards  the  bottom  of  said  bed  of  pasted 
sugar  until  said  impure  syrup  has  been  displaced 
by  said  purifying  syrup,  means  for  collecting  the 
impure  syrup  so  displaced  and  means  for  col- 
lecting the  sugar  so  refined  and  purified. 


2.014.898 
VIEW   FINDER  FOR  PHOTOGRAPHIC 
CAMERAS 
Heins  Kilfltt,  Dusseldorf.  Germany,  assignor  to 
Otto  Bemlng  &,  Co.,  Schwelm,  Germany,  a  Arm 
of  Germany 
Original  application  Noyember  1.  1933.  Serial  No. 
696.251.    Divided  and  this  application  April  25, 
1934.  Serial  No.  722.370.    In  Germany  Janaary 
7,  1932 

6  Claims,     id.  88—1.5) 


6    •  2 


4.  A  view  finder  having  observation  openings 
at  right  angles  to  each  other  and  an  inspection 
opening  opposite  one  observation  opening,  a  base, 
means  for  pivotally  connecting  the  finder  with 
the  base  whereby  the  finder  may  be  positioned 
for  disposing  a  selected  observation  opening  in 
position  for  use.  a  mirror  pivotally  mounted  for 
movement  from  a  position  at  45°  to  one  observa- 
tion opening  for  reflecting  views  to  the  Inspect- 
ing opening  to  a  position  for  covering  the  said 
observation  opening  and  permitting  a  clear  view 
from  the  Inspecting  opening  through  the  other 
observation  opening,  and  means  for  automatical- 
ly swinging  the  mirror  about  its  pivot  as  the 
finder  is  turned  about  Its  pivot. 


2.014.899 
BOWLING  ALLEY 

Frederick  E.  Kroker.  Washington.  D.  C. 

Application  February  5.  1935.  Serial  No.  5.108 

2  Claims.     (Cl.  273 — 39) 

1.  In  a  bowling  alley,  the  combination  of  a 
going  alley,  a  curved  alley  and  a  return  alley,  the 
going  alley  equipped  with  a  detachable  portion, 
a  pit  at  the  end  of  the  return  alley,  gutters  on 
each  side  of  the  receiving  aUey.  said  going  alley 
and  return  alley  equipped  with  guard  rails,  the 
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gutters  of  said  return  alley  adjacent  said  pit  being 
inclined  downwardly  into  the  pit,  side  guard 
members  secured  to  some  of  said  guard  rails,  a 
back  stop  pivotally  mounted  between  said  side 


guard  members,  shock  absorbing  means  on  said 
back  stop,  posts  on  said  going  alley,  the  said 
guard  rails  and  side  guards  being  connected  to 
said  posts,  and  a  movable  guard  means  interposed 
between  said  posts. 


2,014.900 

PROCESSING    COTTON   SEED   HULLS   FOR 

USE   AS  A  LITTER 

William  H.  Lapp.  Nevada,  Iowa 

No  Drawing.     Application  August  31.  1934, 

Serial  No.  742.359 

8  Claims.     (Cl.  119—1) 

1.  In  a  process  for  treating  cotton  seed  hulls 

to  adapt  them  for  use  as  a  litter  for  poultry  and 

live  stock,  the  step  of  applying  pine  oil  to  the 

hulls  to  convert  the  lint  web  of  the  hulls  into 

hair-like   unbranched   filaments   which   do   not 

tend  to  cling  to  the  feet  of  said  poultry  and  live 

stock. 


2.014901 

SET-UP  CONTAINER 

Samuel  N.  Leopold  and  Henry  K.  PoweU.  Chicago. 

ni.,  assignors  to  Morris  Paper  Mills,  Chicago. 

111.,  a  corporation  of  Illinois 

AppUcation  October  2.  1933.  Serial  No.  691,743 

9  Claims,     (Cl.  229—5.5) 


1.  In  a  container,  an  end  closure  comprising 
a  hoop  member  and  an  end  sheet  covering  and 
closing  one  end  thereof  and  having  marginal 
tongues  folded  across  the  outer  side  and  margin 
of  the  hoop  member  and  with  their  extremities 
turned  in  against  the  inner  side  thereof,  and  a 
flexible  tubular  trunk  member  having  Its  end 
portion  extending  within  the  hoop  member  and 
provided  with  a  peripheral  shoulder  interposed 
between  the  end  sheet  and  the  in-turned  extremi- 
ties of  the  tongues. 


2  014  902 
PROCESS  OF  MAKING  A  FOOD  PRODUCT 

Harry  A.  Lipson.  Cleveland.  Ohio 
No  Drawing.     Application  September  19,  1932, 
Serial  No.  633.843 
4  Claims,     id.  99—11) 
1.  In  the  process  of  making  a  mixture  of  honey 
and  butter,  the  steps  of  adding  honey,  during  the 
churning  of  a  milk  product  to  form  butter,  at  the 
stage  when  the  butter  is  beginning  to  separate, 
continuing  the  churning  whereby  to  form  a  mix- 
ture of  honey   and  butter,  and  separating  said 
mixture  of  honey  and  butter  from  the  liquid  por- 
tion of  the  milk  product. 


2,014,903 

FLUID  PRESSURE  BRAKE 

John  W.  Logan,  Jr.,  WiUdnsburg,  Pa.,  assignor  to 

The  Westinghouse  Air  Brake  Company.  WU- 

merding,  Pa.,  a  corporation  of  Pennsylvania 

AppUcation  December  22.  1933.  Serial  No.  703,533 

12  Claims.     (CL  188—181) 


1.  In  a  vehicle  brake  apparatus,  the  combina- 
tion with  a  brake  device,  of  torque  means  mov- 
abl«  by  actuation  of  said  device,  resilient  means 
opposing  movement  of  said  torque  means,  and  a 
valve  dence  operable  by  said  resilient  means  for 
controlling  operation  of  said  brake  device  and 
providing  for  one  degree  of  operation  of  said  brake- 
device  for  one  direction  of  travel  of  a  vehicle  and 
for  another  degree  of  operation  for  an  opposite 
direction  for  like  actuation  of  said  torque  means. 


2,014.904 

COMBINED  CARRYING  BAG  AND  WORK 

BASKET 

Lewis  W.  Martin,  Lancaster,  Pa. 

Application  February  23.  1»35,  Serial  No.  7,920 

3  Claims.     (Cl.  150 — 49) 


1.  In  combination,  a  pair  of  frames  each  con- 
sisting of  a  pair  of  centrally  pivoted  legs,  rods 
extending  between  said  frames  and  connecting  the 
upper  and  lower  ends  of  the  legs  of  one  frame 
with  corresponding  points  of  the  legs  of  the  other 
frame,  an  endless  belt  of  flexible  material  ex- 
tending around  the  lower  rods  and  constituting 
means  to  limit  opening  of  said  frames,  and  sides 
of  flexible  material  extending  up  from  the  upper 
side  of  said  belt,  two  of  the  sides  being  connected 
to  the  upper  rods. 


2.014.905 
CHANGE   SPEED  MECHANISM 

Pio  Franco  Martinnizi,  Richmond,  England,  as- 
signor  to    General   Motors   Corporation.    New 
York,  N.  Y.,  a  corporation  of  Delaware 
Application  June  15,  1933.  Serial  No.  675,965 
In  Great  Britain  Jane  20,  1932 
3  Claims.     (Cl.  74—375) 
1.  Power  transmitting  mechanism  comprising 
first  and  second  ratio  changing  devices  arranged 
in  series,  each  device  having  an  input  element 
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and  an  output  element,  the  first  device  adapted 
to  receive  power  from  the  engine  and  the  second 
adapted  to  deliver  power  to  the  drive  wheels,  ibe 
output  element  of  the  first  device  and  the  input 
element  of  the  second  device  rotatable  as  a  unit 
clutches  associated  with  said  devices  whereby  the 
speed  ratio  of  its  output  element  to  its  input  ele- 


tt  ttJUjstriUttfOi*^ 


ment  may  be  varied,  together  with  synchronizing 
means  associated  with  the  clutch  of  the  second 
device  only  whereby,  by  shifting  the  first  clutch 
to  driving  position  before  the  second,  s3mchro- 
nous  shifting  is  available  for  all  speeds  together 
with  means  to  operate  the  clutch  of  the  first  de- 
vice only  when  the  clutch  of  the  second  device  is 
in  its  neutrsd  position. 


2.014.906 

PNEUMATIC  VALVE  OPERATING 

MECHANISM 

Alphonae  W.  Mnnoi,  Clasrmont,  Del. 

AppUcation  April  8.  1930,  Serial  No.  442,706 

17  Claims.     (CT.  236 — 84) 


5.  In  a  system  for  pneumatically  operating  a 
regulating  valve  controlling  the  passage  of  a  fluid 
medium:  a  valve  to  supply  air  to  the  regulating 
valve  for  control  of  the  same  under  a  predeter- 
mined pressure,  a  storage  tank  connected  with 
said  air  supplying  means,  throttling  means  inter- 
mediate the  air  supplying  means  and  the  storage 
tank  and  in  communication  with  the  regulating 
valve  for  maintaining  in  the  tank  air  under  a 
pressure  less  than  that  of  the  supply,  and  a  dis- 
charge valve  connected  with  the  storage  tank 
through  the  throttling  means  and  with  the  air 
supplying  valve  for  connecting  both  to  the  at- 
mosphere. 


2.014.907 
CARBURETOR 

Samael  E.  Myers,  Jacksonville.  Fla..  assignor  of 
51  per  cent  to  Arthur  T.  Milam.  Jacksonrille. 
Fla. 
AppUcation  October  22.  1934.  Serial  No.  749.443 
9  Claims.     (CI.  261—79) 
1.  In  a  Carburetor,  the  combination  of  a  float 
chamber,  a  carburetor  body,  a  stationary  siphon 
leading  from  said  chamber  into  said  body,  a  valve 


controlling  the  discharge  end  of  said  siphon  with- 
in said  body,  means  subjecting  the  discharge  from 
said  valve  to  suction  whereby  feed  of  hydrocartx)n 


fluid  is  effected,  a  conduit  within  which  hydro- 
carbon is  vaporized  and  means  mixing  air  with 
the  hydrocarbon  vapor. 


2,014.908 

CHANNEL  REPEATER  FOR  TELEGRAPH 

SYSTEMS 

Paal  A.  Noxon.  Jackson  Heights.  N.  Y.,  assignor 

to  Western  Union  Telegraph  Company,   New 

York,  N.  Y.,  a  corporation  of  New  York 

AppUcation  September  13.  1932,  Serial  No.  633.001 

8  Claims.     (CI.  178—71) 


1.  Apparatus  for  repeating  signals  from  a 
channel  or  channels  of  a  multiplex  telegraph  cir- 
cuit into  a  channel  or  channels  of  another  cir- 
cuit, comprising  a  pair  of  banks  of  storing  relays 
arranged  to  receive  Intelligence  signals  alter- 
nately from  said  multiplex  circuit,  means  for 
transmitting  said  signals  in  sequence  from  said 
banks  at  a  faster  rate  than  they  are  stored,  and 
means  for  automatically  displacing  the  phase  re- 
lation between  the  reception  and  transmission  of 
said  signals  at  intervals  determined  by  a  prede- 
termined phase  displacement  therebetween. 


2.014.909 
DRILL 
William  L.  Pearce.  Hoaston,  Tex. 
AppUcation  October  15,  1934,  Serial  No.  748,355 
4  Claims.     (CI.  255—61) 
3.  A  drill  comprising  a  head  having  an  axial 
bore  whose  lower  end  is  enlarged,  said  head  hav- 
ing a  transverse  mortise,  a  detachable  cutter  on 
the  head  whose  upper  end  is  provided  with  a 
transverse  tenon  fltted  into  said  mortise,  said 


Skptembeb  17, 1935 


U.  S.  PATENT  OFFICE 


613 


tenon  being  formed   with  a  tubular  extension  ' 
fltted  into  the  enlarged  lower  end  of  the  bore,  a 


apertured  near  Its  extremities  to  receive  hold- 
ing screws,  the  Internal  face  of  the  flange  bearing 
against  the  flat  face  on  the  first  said  annular 
projection  on  the  thimble,  and  cap  screws  in 
threaded  engagement  with  the  wall  portion  of 
the  body  and  extending  through  the  screw  apcr- 


tube  in  the  bore  whose  lower  end  is  threaded  to 
the  extension. 


2,014.910 

HOISTING  MECHANISM 

Van  C.  Rowley,  Pawtucket.  R.  I. 

AppUcation  August  29,  1934.  Serial  No.  741,963 

8  Claims.     (CI.  ZlZ—%%) 


j^  " 


1.  In  a  hoisting  mechanism,  a  rotatable  boom 
support,  a  boom  pivotally  secured  thereto,  a 
threaded  jack  shaft,  means  for  rotating  said  jack 
shaft,  a  threaded  collar  member  engaging  said 
jack  shaft,  and  a  member  connected  to  said  boom 
support  and  slidably  seated  in  said  collar  member. 


l\.MiVk\    *w    iv^frw 


2,014,911 
CONNECTION  FOR  FLLTD  UNES 
Hermann  F.  Spoehrer,  St.  Louis.  Mo. 
Application  October  18,  1934.  Serial  No.  748,812 
3  Claims.     <C1.  285 — 138) 
1.  In  a  connection  for  refrigeration  lines  and 
the  like,  in  combination  with  a  refrigerant  valve 
body  having   an   apertured  wall   portion   and   a 
tube  of  flexible  thin-wall  type  to  be  fluid-con- 
nected to  the  body  through  the  aperture,  a  thim- 
ble forming  a  socket  for  one  end  of  the  tube  and 
having  an  internal   diameter  exceeding  the  ex- 
ternal diameter  of  the  tube,  and  sweated  thereto, 
an  annular  Internal  shoulder  on  which  the  tube 
end  is  bottomed,  the  thimble  beyond  the  socket 
portion  being  characterized  by  a  shoulder  por- 
tion of  annular  form  having  a  flat  face  projecting 
in  a  plane  transverse  to  the  axis  of  the  tube  and 
a  terminal  annular  portion  lying  parallel  to  the 
axis  of  the  tube,  the  body  having  an  annular  re- 
cessed seat  to  accommodate,  in  interfltted  rela- 
tion, the  latter  projection,  a  gasket  of  compres- 
sible sealing  material  in  and  laterally  conflned  by 
said  seat,  a  clamping  flange  centrally  apertured 
to  receive  the  socket  portion  of  the  thimble,  and 
458  o.  G  — 40 


tures  of  the  flange,  the  screws  being  arranged, 
when  threaded  into  the  body,  to  clamp  the  pro- 
jecting portions  of  the  thimble  into  sealing  rela- 
tion with  the  gasket,  and  with  said  annular  pro- 
jecting portions  intervening  the  flange  and  the 
body. . 

2.014,912 
GRATING 

Ernest  L.  Tarof,  Brooklyn,  N.  Y.,  assignor  to 
Kerlow  Steel  Flooring  Co.,  Jersey  City,  N.  J.,  a 
corporation  of  New  Jersey  ,  -  ,„, 

AppUcation  April  3,  1935,  Serial  No.  14.393 
12  Claims.    (CI.  189—82) 


11  A  metal  grating  comprising  straight  bars, 
and  a  bent  spacer  bar  between  each  adjacent  pair 
of  straight  bars,  the  bent  spacer  bars  being 
shaped  to  lie  contiguous  the  straight  bars  for  a 
short  distance,  such  contiguous  portions  of  the 
bent  spacer  bars  on  opposite  sides  of  the  straight 
bars  being  longer  on  one  side  than  on  the  other 
aide  thereof. 

2,014,913 
CIRCUIT  FOR  PRECISION  CONTROL  OF 
MASTER   OSCILLATORS 
Albert  H.  Taylor,  Washington.  D.  C.  assignor  to 
Wired  Radio,  Inc.,  New  York,  N.  Y.,  a  corpora- 
tion of  Delaware 
AppUcation  February  8.  1933,  Serial  No.  655,829 
4  Claims.     (CI.  250 — 36) 

.-  —  M        »      M 


1.  A  high  frequency  oscillator  and  power  am- 
plifier system  comprising  a  tetrode  including  a 
cathode,  a  control  grid,  a  screen  grid  and  an  an- 
ode, a  high  frequency  circuit  connected  between 
said  control  grid  and  said  cathode,  a  high  fre- 
quency inductance  having  one  end  thereof  con- 
nected with  said  control  grid  and  the  other  end 
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thereof  connected  with  said  anode,  a  baJancing 
condenser,  a  tap  on  said  high  frequency  induc- 
tance, a  circuit  extending  from  said  tap  through 
said  balancing  condenser  to  said  screen  grid 
means  for  supplying  relatively  different  poten- 
tials to  said  screen  grid  and  said  anode,  a  pair  of 
condensers  disposed  in  series  and  connected 
across  said  inductance,  a  tap  extending  from 
a  central  point  between  said  condensers  to  said 
cathode,  a  tetrode  constituting  a  power  ampli- 
fier, and  means  connecting  the  input  of  said  last 
mentioned  tetrode  with  selected  electrodes  of  the 
aforementioned  tetrode  for  transferring  high  fre- 
quency oscillations  to  said  second  mentioned 
tetrode. 


2.014.914 

ENVELOPE 

Albert  Teicher.  Leipsiff,  Germany,  «ssiirnor  to 

Fritz  Kroch,  Leipdir.  Germany 

AppUcation  July  25,  1934,  Serial  No.  736^34 

In  Germany  July  28.  1933 

3  Claims.     (CI.  229 — 80) 

1.  An  envelope  comprising  a  flat  pocket  formed 
from  a  paper  or  other  suitable  sheet,  a  flap  formed 
from  an  extension  of  the  same  sheet  to  close  said 
pocket  and  biased  to  remain  coplanar  with  said 
pocket  until  folded  upon  closing  of  said  pocket, 
adhesive  applied  to  complementary  areas  of  said 
pocket  and  said  flap,  said  adhesive  requiring  no 
moistening  and  adhering  only  to  adhesive,  and  an 
indention  on  the  sheet  between  said  pocket  and 
said  flap,  providing  a  guide  for  folding  said  flap, 
said  indention  leaving  the  coplanar  relation  t)e- 
tween  the  pocket  and  the  flap  unchanged. 

2.014.915 
TREATING  HYDROCARBON  OILS 

Charles  F.  Teichmann,  New  York.  N.  Y..  assirnor 
to  The  Texas  Company.   New  York.  N.   Y.,  a 
corporation  of  Delaware 
Applicatton  October  3.  1932.  Serial  No.  635,945 
5  Claims.     (CI.  196—79) 


o-c 


1.  In  the  production  of  a  color  and  gum  stable 
motor  fuel  from  a  cracked  naphtha  distillate  the 
steps  which  comprise  heating  the  naphtha  to- 
gether with  a  partly  spent  catalytic  adsorbent  ob- 
tained from  a  subsequent  operation  to  a  tem- 
perature of  between  400  to  700^  F.  while  main- 
tained substantially  in  the  liquid  phase  by  the 
use  of  pressures  of  from  1000  to  2000  pounds  per 
square  inch  whereby  a  portion  of  the  undesirab.e. 
unsaturated  hydrocarbons  is  polymerized  to  high- 
er boiling  compounds,  flashing  the  naphtha  and 
fractionating  the  flashed  vapors  to  produce  a 
partly  treated  vapor  fraction  of  a  definite  boiling 
range,  passing  this  fraction  into  a  treating  and 
rectifying  apparatus  wherein  the  vapors  are  si- 
multaneously fractionated  and  contacted  with  a 
countercurrent  flowing  suspension  of  a  catalytic 
adsorbent  in  a  liquid  hydrocarbon,  maintaining 
the  temperature  sufficiently  high  to  maintain  in 
liquid  form  the  hydrocarbons  desired  in  the  final 


product,  withdrawing  the  treated  fractionated 
hydrocarbon  vapors  and  condensing  them  to  yield 
a  color  stable  motor  fuel  while  simultaneously 
withdrawing  unvaponzed  higher  boilmg  hydro- 
carbons and  part  y  spent  catalytic  adsorbent, 
separating  excess  higher  boiling  hydrocarbons 
from  the  adsorbent  material  and  passmg  the  lat- 
ter to  the  first  step  of  the  process. 

2.014.916 
NEEDLE -VIBRATION  CONTROLLING   MECH- 
ANISM FOR  ZIGZAG-STITCH  SEWING  MA- 
CHINES 

Alfred  Tiesler.  Wlttenberre,  near  Potsdam.  Ger- 
many, assignor  to  The  Sinrer  Manufacturinc 
Company.    EUzabeth.   N.   J.,   a   corporation    of 
New  Jersey 
Application  December  11.  1934.  Serial  No.  756.948 
In  Germany  January  26.  1934 
11  Claims.     (CI.  112—158) 


1.  In  a  sewing  machine,  a  needle-bar.  a  needle 
carried  by  said  needle-bar,  a  vibratory  gate  in 
which  said  needle-bar  is  joumaled  for  endwise 
reciprocation,  means  for  reciprocating  said 
needle-bar.  a  loop-taker  complemental  to  said 
needle  in  the  formation  of  stitches,  a  pitman  con- 
nected to  vibrate  said  gate,  means  for  actuating 
said  pitman,  an  angularly  adjustable  guideway 
for  controlhng  the  effective  needle-gate  vibrating 
movements  of  said  pitman,  means  for  angularly 
adjusting  said  guideway  into  a  predetermined 
position  of  maximum  infiuence  upon  said  pitman, 
and  means  for  bodily  displacing  said  guideway 
In  a  direction  corresponding  substantially  to  the 
direction  of  the  length  thereof  while  in  said  posi- 
tion of  maximum  Influence  upon  said  pitman. 

2.014.917 
DOMESTIC  REFRIGERATION 

Walter  W.  Williams.  Bloominrton.  111. 

AppUcation  July  15,  1933,  Serial  No.  680,535 

2  Claims.     (CI.  62 — 116i 


1.  In  a  domestic  refrigerator  box  having  an  in- 
sulated   cooling    compartment    surrounded    by 
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spaced  apart  insulated  walls,  the  combination  of 
a  refrigerating  unit  arranged  exteriorly  of  said 
compartment  with  the  evaporator  coil  thereof 
arranged  with  its  convolutions  in  the  same  plane 
welded  upon  a  wall  of  said  cooling  compartment 
to  be  contained  between  said  spaced  apart  walls. 


2,014,918 

HEATER 

Walter  W.  Williams.  Blooming  ton.  111. 

Application  December  26.  1933.  Serial  No.  704.058 

1  CUim.     (CI.  122—50) 


2.014,920 
FRICTION  GEARING 
John  O.  Almen.  Royal  Oak.  and  Jacob  EhrUch 
and  Winfield  D.  Gove.  Detroit.  Mich.,  assignors, 
bv  mesne  assignments,  to  General  Motors  Cor- 
poration. Detroit,  Mich.,  a  corporation  of 
Delaware 

Application  May  31,  1932.  Serial  No.  614.332 
14  Claims.     (CI.  74—200) 


A  water  heater"  Including  a  casing  to  contain 
the   water   to   be   heated,   a  combustion   cham- 
ber   therein    surrounded    by    the    water    to    be 
heated,   a   source   of   heat   for   said   combustion 
chamber,  a  plurality  of  flues  leading  the  heated 
gases  of  combustion  from  the  combustion  cham- 
ber through  the  water  to  be  heated  and  through 
the    more    distant    casing    closure,    said    com- 
bustion   chamber    including   a     metallic    jacket 
having   an  end  closure  supporting   the  ends  of 
the  flues  leading  therefrom  and  a  refractory  lin- 
ing terminated  short  of  said  end  closure,  and  a 
circular   refractory   baffle   supported   by  integral 
extens  ons  from  the  lining  between  the  end  of 
the  1  ning  and  said  closure. 


2.014.919 

COIL 

Glenn  F.  Zellhoefer.  Bloomlngton,  111. 

AppUcation  August  15.  1934.  Serial  No.  739,858 

4  Claims.     (CI.  257—246) 


1  A  heat  exchanger  including  a  plurality  of 
coils  of  relatively  large  pipe  nested  one  within  the 
other,  an  inlet  manifold  at  one  end  of  said  coils 
and  an  outlet  manifold  at  the  other  end,  a  coil 
of  smaller  pipe  within  each  said  coils  and  spaced 
from  the  interior  wall  thereof,  the  ends  of  said 
Inner  coils  projecting  through  the  walls  of  said 
outer  coil  manifolds  and  eonnected  to  an  inlet 
manifold  at  one  end  of  said  inner  coils  and  to 
an  outlet  manifold  at  the  other  end. 


1.  In  power  transmitting  mechanism  having 
driving  and  driven  discs,  a  master  roller  and  a 
follower  roller  between  said  discs  for  transmit- 
ting driving  motion,  mechanism  whereby  a  change 
in  driving  position  of  the  master  roller  corre- 
spondingly changes  the  driving  position  of  the 
follower  roller,  supporting  means  to  mount  the 
follower  roller  and  mechanism  to  rotate  said  sup- 
porting means  through  a  predetermined  extent, 
said  rotation  producing  mechanism  being  opera- 
ble in  response  to  a  reversal  of  direction  of  ro- 
tation of  said  follower  roller. 


2.014,921 
HOOP  TYPE  GOVERNOR 
John  O.  Almen.  Royal  Oak.  Mich.,  assignor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, Detroit.  Mich.,  a  corporation  of  Delaware 
AppUcaUon  June  20,  1932,  Serial  No.  618,221 
5  Claims.     (CI.  264—16) 


ii&^ 


1  In  a  speed  governor  for  a  change  speed 
transmission,  ratio  changing  means,  a  spring 
hoop  a  plurality  of  mechanisms  engaging  and 
operable  to  deform  said  hoop,  each  mechanism 
comprising  a  plurality  of  weights  including  a  low 
speed  weight  operable  under  relatively  low  cen- 
trifugal force,  and  a  second  high  speed  weight 
responsive  to  higher  centrifugal  forces,  and  con- 
nections whereby  said  weights  are  adapted  to 
shift  the  ratio  of  said  ratio  changing  means  to- 
ward higher  driving  rates. 


2.014.922 

ROLLER  CARRIER  DASHPOT  FOR 

FRICTION  TRANSMISSION 

John  O.   Almen,  Royal   Oak.  Mich.,   assignor  to 

General  Motors  Corporation,  Detroit,  Mich.,  a 

corporation  of  Delaware 

Application  January  10,  1935,  Serial  No.  1.259 
4  Claims.     (CI.  74 — 200) 

1    In  transmission  mechanism  comprising  fric- 
tional    power    transmitting    elements   in   rolling 
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contact,  one  of  which  Is  a  roller,  a  pivoted  car- 
rier for  the  roller  movable  slightly  axlally  with 


respect  to  the  roller,  and  damping  means  react- 
ing between  roller  and  carrier. 


2,014  923 
TREATMENT  OF  MOTOR  FUEL 
Wayne  L.  Benedict,  Chicaf  o,  lU..  assignor  to  Uni- 
versal Oil  Products  Company,  Chicago,  111.,  a 
corporation  of  Delaware 
No  Drawing.    Application  February  16.  1934, 
Serial  No.  711^55 
16  Claims.     (CI.  44 — 9) 
1.  A  process  for  the  treatment  of  cracked  hy- 
drocarbon  oil   of   substantially   gfasoline   boiling 
range  to  prevent  deterioration  thereof  in  respect 
to  gum  and  color  formation  and  depreciation  of 
anti-tnock  value  which  comprises,  adding  there- 
to   a   relatively   small   amount   of   the   reaction 
product  formed  by  the  admixture  of  a  wood  tar 
and  an  alkyl  amine. 


2.014.924 
TREATMENT  OF  MOTOR  FUEL 
Wayne  L.  Benedict.  Chicairo,  111.,  assirnor  to  Uni- 
versal  Oil  Prodncts  Company.  Chicago,  IlL.  a 
corporation  of  Delaware 
No  Drawing.    AppUcation  February  17.  1934, 
Serial  No.  711.732 
11  Claims.     (CI.  44—9) 
1.  A  process  for  the  treatment  of  motor  fuel 
comprising  cracked  gasoMne  to  prevent  deteriora- 
tion of  the  same,  particularly  in  respect  to  color, 
which  comprises  adding  to  said  motor  fuel  a  rel- 
atively  small   amount   of   the   reaction    product 
formed  by  the  admixture  of  a  fatty  acid  and  an 
aliphatic  amine. 


2.014.925 

SKYLIGHT 

Frank  C.  Bradley.  New  Haven,  Conn. 

Application  September  14.  1934.  Serial  No.  743.987 

14  Claims.     (CI.  108— 16) 


m-i- 


1.  A  skylight  construction  Including:  a  sup- 
port-bar structure:  glass  on  said  support-bar 
structure;  packing  on  said  glass;  a  packing-bar 
on  said  packing:  a  cover-clamp  bar  covering  said 
packing-bar:  and  clamping-means  clamping  said 
parts  together. 


2.014.926 
OVEN  HEAT  CYCLE  REGULATOR 
William   D.   Bockinrham   and   JaUan    Z.   MiUar, 
Southampton.  N.  Y.,  aasimors  to  The  Western 
Union  Telegraph  Company.  New  York,  N.  Y..  a 
corporation  of  New  York 
Application  May  28,  1932.  Serial  No.  614.200 
6  Claims.     (CI.  219—20) 


6.  A  temperature  control  system  comprising  an 
electric  heater,  a  circuit  for  said  heater,  a  thermo- 
statically operated  circuit  closer  coupled  In  said 
circuit,  a  rheostat  in  said  circuit  for  varying  the 
current  to  said  heater  by  varying  the  resistance 
in  said  heater  circuit,  a  reversible  motor  for  mov- 
ing said  rheostat  at  a  predetermined  rate  to  in- 
crease or  decrease  the  resistance  in  said  circuit,  a 
motor  reversing  relay  coupled  in  said  heater  cir- 
cuit and  operated  in  accordance  with  the  open  or 
closed  condition  of  said  circuit,  .«:aid  relay  caus- 
ing said  motor  to  move  the  rheostat  in  such  direc- 
tion as  to  decrease  the  resistance  in  said  heater 
circuit  during  the  periods  of  closed  circuit  condi- 
tions and  to  increase  the  resistance  during  the 
periods  of  open  circuit  conditions,  whereby  when 
said  periods  are  unequal,  the  cumulative  leslst- 
ance  change  will  tend  to  regulate  the  heator  cur- 
rent to  an  amount  suitable  to  produce  equal 
periods  of  open  and  closed  circuit  conditions. 


2.014,927 
DRILLING  APPARATUS 

Walter  L.  Church.  Houston,  Tex. 

Application  December  22.  1933.  Serial  No.  703,510 

12  Claims.     (CI.  255—72) 


1.  Drilling  apparatus  comprising  a  main  drill 
having  a  tubular  pilot  drill  and  also  having  side 
channels  and  a  valve  seated  in  said  pilot  drill 
and  having  a  restricted  water  channel  there- 
through, said  channels  forming  passageways  for 
drilling  fluid  to  the  drills. 
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2.014.928 
TOROIDAL  RACE  AND  ROLLER  TRANS- 
MISSION MECHANISM 

Jacob  Ehrlich,  Detroit,  and  John  O.  Almen.  lUyal 
Oak,  Mich.,  assignors  to  General  Motors  Cor- 
poration, Detroit.  Mich.,  a  corporation  of  Dela- 

ware 

Application  May  31.  1934.  Serial  No.  728.266 
19  Claims.     (CL  74—200) 


ag^^&f 


1  Tn  friction  race-and-roller  transmission 
mechanism,  a  supporting  member,  a  trailing 
roller  carrier  moored  by  a  free  universal  joint  to 
the  supporting  member,  and  a  roller  rotatably 
mounted  in  the  carrier. 

16  In  friction  transmission  mechanism,  a  sup- 
porting frame,  coaxial  races  and  interposed  roll- 
ers capable  of  tilting  to  vary  the  transmission 
ratio  carriers  for  the  rollers,  an  input  shaft  for 
driving  one  of  the  races,  an  output  shaft  adapted 
to  be  rotated  by  the  driven  race,  means  for  dis- 
connecting the  input  shaft  from  the  driving  race 
reverse  gearing  between  the  input  and  output 
shaft  by-passing  the  friction  elements,  means  for 
controlling  the  ratio  position  of  the  rollers  dur- 
ing forward  driving,  automatic  means  for  tilting 
the  rollers  to  low  speed  position  in  reverse  driv- 
ing and  cooperating  stops  on  roller  carriers  and 
frame  to  position  the  rollers  in  low  speed  position 
during  reverse  driving. 


2.014.929 

COLLECTOR   CONTACT    FOR   ELECTRICAL 

DISTRIBUTION    SYSTEM 

Harrison  J.  L.  Frank.  Detroit.  Mich. 

Application  April  4.  1935.  Serial  No.  14.608 

4  Claims.     (CI.  191—45) 


2.014,930 
ELECTRICAL  CONDENSER 
Louis  A.  Gebhard  and  Corrie  F.  Rudolph,  Wash- 
ington, D.  C,  assignors  to  Wired  Radio,  Inc., 
New  York,  N.  Y.,  a  corporation  of  Delaware 
AppUcation  March  19,  1931.  Serial  No.  523,849 
11  Claims.     (CI.  175 — 41.5) 


1  For  use  with  electrical  distribution  systems 
of  the  duct  and  trolley  collector  type  wherein 
copper  roller  contacts  reciprocate  rapidly  and 
frequently  and  under  adequate  contact  pressure 
upon  engaged  surfaces  of  copper  bus  bars  dis- 
pased  in  closely  adjacent  relation,  roller  contacts 
whose  contact  rolls  are  of  copper  of  sufficient 
porosity  to  maintain  In  saturation  a  quantity  of 
oil  sufficient  to  pro\1de  a  film  of  electrically  con- 
ducting lubricating  oil  between  the  contact  roll 
engaging  surfaces  and  the  surfaces  of  the  bus 
bars  engaged  thereby  of  sufficient  thinness  to 
avoid  disturbance  of  electrical  contact  between 
the  contacts  and  the  bus  bars.  , 


1.  A  variable  condenser  comprising  a  cylindri- 
cal plate  member  and  a  set  of  plate  members 
disposed  concentrically  with  said  cylindrical  plate 
member,  said  set  of  plate  members  including  a 
multiplicity  of  independent  units  each  having  de- 
pending segments,  and  means  for  varying  the 
overlapping  relationship  of  the  segments  of  said 
set  of  plate  members  with  respect  to  each  other 
for  changing  the  effective  capacity  between  said 
set  of  plate  members  and  said  first  mentioned 
cylindrical  plate  member. 


2.014.931 

COOKING  UTENSIL 

William  P.  Genovar.  Jr.,  Poughkeepsie,  N.  Y. 

AppUcation  September  13.  1934.  Serial  No.  743,815 

5  Claims.     (CI.  53 — 1) 


1.  In  a  cooking  utensil  of  the  class  described, 
a  series  of  radial  ribs  formed  on  the  bottom  and 
extending  up  the  sides  and  integral  therewith. 


2.014.932 
ROOTS  BLOW^ER 

George  E.  A.  Hallett.  Detroit.  Mich.,  assignor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration. Detroit.  Mich.,  a  corporation  of  Dela- 
ware 
AppUcation  March  17,  1933.  Serial  No.  661.338 
4  Claims.     (CI.  230— 141) 
1.  A  Roots  type  blower  having  means  adapted 
to  provide  a  continuous  discharge  characteristic 
together  with  maximum  volumetric  displacement 
and  with  provision  for  sufficiently  large  and  un- 
restricted inlet  and  outlet  port  areas  to  give  high 
volumetric  efficiency,  said  means  comprising  in- 
termeshing   three-lobed   rotors   of   helical   form 
such   that  one   end   of   each   rotor   is   displaced 
angularly    relative    to    the    other    end.    by    an 
amount  substantially  equal  to  half  the  angle  be- 
tween adjacent  lobes  thereon,  a  housing  for  the 
rotors  cooperating  with  each  rotor  so  as  to  pro- 
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vide  only  a  small  clearance  and  an  effective  seal 
between  itself  and  each  rotor  for  an  angle  of 
the  sweep  of  each  rotor  equal  substantially  to 
one  and  one-half  times  the  angle  t>€tween  ad- 
jacent lobes  on  each  rotor  and  not  more  than 
180'.  whereby  a  total  area  equal  to  at  least  the 
distance  between  centers  of  the  rotors  multiplied 


by  the  length  of  the  rotors  is  avmilable  in  the 
housing  for  m^ch  of  the  inlet  and  outlet  port 
openings  on  opposite  skies  of  the  meshing  zone  of 
the  gears,  and  gearing  for  driving  and  maintain- 
ing the  rotors  in  registry  independently  of  them- 
selves such  that  in  the  operation  of  the  blower 
a  small  clearance  and  an  effective  seal  is  at  all 
times  maintained  between  the  rotors. 

2,014,933 

FOLDING  MACHINE 

Charles  Alonxo  Harless  and  Fred  G.  Tuttle,  Oak 

Park,  ni^  assirnors  to  The  Goss  Printing  Press 

Company.  Chicaffo.  m..  a  corporation  of  Illinois 

ApplicaUon  March  17.  1933,  Serial  No.  661.283 

16  Claims.     (CI.  271— 80) 


1.  In  a  delivery  mechanism  for  high  speed 
folding  mechanisms,  the  combination  of  a  pair 
of  folding  rollers,  a  moving  delivery  belt  and  a 
rotary  fly  for  receiving  products  from  said  roll- 
ers and  laying  them  on  said  belt,  said  belt  and 
fly  moving  in  the  same  direction,  and  a  stop 
cooperating  with  fly  to  remove  the  products 
therefrom  and  insure  uniform  positioning  of  the 
products  on  the  belt. 

2.014.934 
SYNCHRONOUS  MOTOR  DRIVEN  CHIME 
MOVEMENT  FOR  CLOCKS 
Fritz      Heckert.      Schwenninren-on-the-Neckar, 
Germany,  assignor  to  Kienzle  Uhrenfabriken 
A.  G.,  Schwennin«en-on-the-Neckar,  Germany, 
a  corporation  of  Germany 
Application  January  6.  1931,  Serial  No.  506,847 
In  Germany  September  27.  1930 
8  CUims.     (CI.  58—38) 
1.  In  combination,  a  time  gear-train;   a  time 
indicator  driven  by  the  train;   a  strike  mecha- 


nism; a  differential  having  an  idler  element,  a 
motive  element  fast  with  a  gear  of  the  train, 
and   an  active  element   connected  to  drive  the 


i,iJr-^ 


strike  mechanism  when  the  idler  element  Is  sta- 
tionary: and  means  for  at  times  locking  said 
idler  element  for  causing  the  strikmg. 


2.014.935 

CRANK  SHAFT  BEARING  FOR  VERTICAL 

RECIPROCATING  ENGINES 

Wilhelm  Hefti.  Winterthur,  Switierland.  assirncr 

to   the  firm:   Sulxer   Freres   Societe  Anonyme. 

Winterthur,  Switxerland 

AppUcation  July  27.  1932.  Serial  No.  624.941 

In  Switzerland  August  27.  1931 

5  Claims.     (CI.  308 — 23) 


1.  A  crankshaft  bearing  construction  for  in- 
ternal combustion  engines  having  a  piston  and 
a  piston  rod  connected  to  a  crankshaft  compris- 
ing a  U-shaped  bearing  member  for  the  crank- 
shaft, a  removable  bearing  cap  fitting  between 
the  arms  of  the  U-shaped  t)earing  member  above 
the  crankshaft,  means  for  adjusting  the  bearing 
cap  in  the  direction  of  the  movement  of  the  pis- 
ton including  at  least  one  wedge  extending  longi- 
tudinally of  the  crankshaft  and  exerting  a  wedg- 
ing action  on  one  of  the  legs  of  the  U-shaped 
bearing  member  and  the  bearing  cap.  and  means 
connecting  the  bearing  cap  and  the  legs  of  the 
U-shaped  member  for  preventing  spreading  of 
said  legs  under  wedge  action. 


2.014.936 

DEHYDRATING  OIL 
Waldersee  B.   Hendrey,  Port  Arthur,   Tex.,  and 
Irvin  A.  Ebaoch.  New  York,  N.  Y..  assignors  to 
The  Texas  Company,  New  York,  N.  Y.,  a  cor- 
poration of  Delaware 
AppUcation  July  10.  1931,  Serial  No.  549.934 

5  Claims.    (CI.  196 — 4) 
1.  The  method  of  resolving  petroleum  emul- 
sions of  the  water-In -oil  type  which  comprises 
commingling  with  the  emulsion  alkaline  still  bot- 
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toms  containing  free  alkali,  undistilled  heavy 
oil  within  the  lubricating  oil  range  and  alkaline 
salts    of    naphthenic    acids    of    high    molecular 


weight  whUe  maintaining  the  temperature  suffi- 
ciently high  to  effect  the  resolution  of  the  emul- 
sion. 

2,014.937 
METHOD   AND  APPARATUS  FOR  MAKING 
TRANSPARENT   SHEET  MATERIAL 
Edouard  M.  Krati  and  Hermann  Heckel.  Gary. 
Ind.,  assignors,  by  mesne  assignments,  to  Marbo 
Products  Corporation.  Chicago,  lU.,  a  corpora- 
tion of  Delaware 
Application  August  25.  1932.  Serial  No.  630.406 
16  Claims.     iCl.  18—15) 


with  each  operation  of  said  control  mechanism, 
reciprocating  means  receiving  motion  successive- 
ly from  said  element  and  translating  it  progres- 
sively and  a  signal  means  responsive  to  a  prede- 
termined progress  of  said  first  mentioned  means 
for  Indicating  the  consummation  of  a  predeter- 
mined number  of  operations  of  the  control  mech- 
anism. 

2  014.939 

RECEPTACLE  FOR  ZIGZAG  FOLDED  FORMS 

Ross  A.  Lake,  Chicago,  lU.,  assignor  to  Teletype 

Corporation,    Chicago,    lU..    a    corporation    of 

Delaware 

Application  March  11,  1933.  Serial  No.  660.382 

5  Claims.     (CI.  197—133) 


1  In  an  apparatus  for  producing  sheet  ma- 
terial means  for  mixing  constituent  ingredients 
to  be  formed  into  sheet  material  in  predeter- 
mined proportions,  a  feed  roller,  means  for  dis- 
tributing the  mixed  ingredients  uniformly  the 
length  of  said  roller  to  form  a  coating  thereon, 
scraping  means  for  regulating  the  thickness  of 
said  coating  and  means  for  maintaining  s>aid 
scraping  means  at  a  constant  temperature. 


2,014,938 
MECHANICAL  END-OF-LINE  INDICATOR 
Howard    L.    Krum.    Kenilworth.    and    Albert    H. 
Reiber.    Evanston,    111.,    assignors   to    Teletype 
Corporation.    Chicago.    111.,    a    corporation    of 

Application  February  18.  1933.  Serial  No.  657,364 

Renewed  October  24.  1934 

17  Claims.     iCl.  178—25) 


1.  In  combination  with  a  recording  device 
utilizing  zigzag  folded  paper,  a  receptacle  for 
storing  the  printed  copy,  and  single  means  con- 
formed to  an  S-shaped  curve  interjacent  said 
device  and  said  receptacle  acting  as  the  sole 
means  to  effectuate  automatically  the  accumula- 
tion of  said  copy  into  its  original  folded  form. 


2.014.940 

FLTIL  FEED  BLTINER 

Harry  S.  Lee.  Detroit,  Mich. 

Application  August  15.  1932.  Serial  No.  628  817 

Renewed  June  6.  1935 

8  Claims.     (CI.  110 — 1041 


1.  In  a  telegraph  apparatus,  a  transmitting 
mechanism,  a  control  mechanism  for  initiating 
signals  to  be  issued  over  said  transmitting  mech- 
anism,  a   helical   element   operated   periodically 


4    Fuel  feed  mechanism  comprising,  in  com- 
bination with  a  rotatably  supported  kiln,  a  fuel 
feed  pipe  arranged  to  direct  a  blast  of  fuel  into 
one  end  of  the  kiln,  an  air  passage  pipe  surround- 
ing said  feed  pipe  through  which  an  air  stream 
passes  into  the  kiln,  an  enclosure  surrounding  said 
two  pipes  and  into  which  heated  air  is  delivered 
to  be  directed  from  the  enclosure  into  the  kiln, 
said  air  pipe  being  slidably  adjustable  axially  with 
respect  to  the  fuel  feed  pipe,  and  oscillatively  sup- 
ported deflectors  arranged  within  the  fuel  feed 
pipe  to  vary  the  direction  of  discharge  of  fuel 
from  the  feed  pipe  into  the  kiln,  and  means  for 
varying  the  pcsition  of  said  deflectors  to  vary 
the  direction  of  fuel  discharge. 
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^  ^„  2,014.941 

CLOSURE    APPARATUS    FOR    TREATMENT 

CHAMBERS 

Harry  S.  Lee.  Detroit.  Mich. 

Orlrinal  appUcation  February  13,  1932,  Serial  No. 

592,774.    Divided  and  this  application  October 

4,  1934,  Serial  No.  746,838 

6  Claims.     (CI.  34—12) 


1.  The  combination  in  a  jacketed  chamber 
tnrough  which  heated  material  is  adapted  to  be 
passed  of  valve  mechanism  suspended  within  the 
chamber  for  swinging  movement,  said  valve 
mechanism  comprising  a  hollow  shaft  extending 
through  the  jacketed  walls  of  said  chamber  and 
a  hollow  valve  flap  carried  by  said  shaft  and  com- 
municating therewith,  closure  means  encircling 
the  shaft  adjacent  the  inner  wall  of  the  chamber, 
and  spring  means  arranged  between  said  walls 
holding  said  closure  means  against  said  inner 
wall. 


c,»«  2.014.942 

SPRAYING    APPARATUS   FOR   ATOMIZING 

PAINT  AND   OTHER  UQUIDS 

Henri  Guido  Lemoine,  Par  Perriers-sur-AndeUe 

(Enre),  France 

AppUcation  July  11.  1933.  Serial  No.  679.838 

In  France  July  12.  1932 

1  Claim.     (CI-  299—140) 


A  spraying  apparatus  for  atomizing  paint  and 
other  liquids,  comprising  a  frame  having  an  air 
inlet  formed  therein,  a  liquid  suction  nozzle  con- 
nected with  said  frame,  a  tubular  middle  spout 
integral  with  said  nozzle  and  having  a  liquid  dis- 
charge aperture  formed  therein,  said  spout  being 
flat  and  having  two  outer  parallel  plane  surfaces 
two  plane  parallel  walls  on  both  sides  of  said  ap- 
erture, said  walls  being  parallel  with  the  plane 
surfaces  of  said  spout,  and  means  forming  two 
oblique  converging  passages  connected  with  said 
air  inlet,  each  of  said  passages  opening  through 
an  orifice  upon  said  plane  walls  at  a  distance 
from  said  liquid  discharge  aperture,  the  obliquity 
of  said  passages  and  the  position  of  their  orifices 
being  such  that  a  portion  of  the  air  jet  Issuing 
from  one  of  them  meets  the  corresponding  por- 
tion of  the  air  jet  coming  out  of  the  other  orifice 
In  front  of  the  liquid  discharge  aperture  whereby 


the  other  portion  of  the  air  jet  from  both  oriflcea 
strikes  the  corresponding  outer  plane  surface  of 
the  tubular  spout. 


2.014.943 
HUMIDITY  RESPONSIVE   DEVICE 
Fredrick  S.  Marceilns,  Scotia.  N.  Y..  assirnor  to 
Generul   Electric   Company,   a   corporaUon   of 
New  York 

Application  March  31,  1932.  Serial  No.  602.182 
7  Claims.     (Cl.  297—1; 


1.  A  humidity  responsive  device  comprising  a 
wooden  bulb  expansible  and  contractible  with  va- 
riations in  humidity,  a  closure  therefor  having 
an  opening  therein,  a  tube  Joined  to  said  opening 
and  a  quantity  of  mercury  contained  in  said  bulb 
and  said  tube,  the  relative  quantity  of  mercury  in 
said   tube  varying  with   variations  in  humidity 


2  014  944 
HYDRODYNAMIC  GEAR 
Egon  Martyrer,  Frankenthal,  and  Friti  Obenans, 
Ba£-Durrenberr,    Germany,   assicnora   to   firm 
Klein,  Schanzlin  Sc  Becker  Aktiengesellschaft, 
Frankenthal.  Germany 
AppUcation  October  8.  1934,  Serial  No.  747,397 
In  Germany  June  19,  1933 
11  Claims.     (Cl.  60 — 54) 


1.  In  a  composite  hydrodynamlc  gear  the  com- 
bination with  a  torque  converter  of  the  Fottlnger 
type,  comprising  an  impeller  wheel  and  a  turbine 
wheel,  of  a  releasable  coupling  for  interconnect- 
ing rotary  shafts  comprising  a  driving  element 
and  a  driven  element,— a  primary  shaft,  to  which 
the  impeller  wheel  of  the  converter  and  the  drlv- 
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ing  element  of  the  coupling  are  keyed,  a  sleeve 
attached  to  and  Interconnecting  the  turbine 
wheel  of  the  converter  and  the  driven  element  of 
the  coupling,  a  secondary  shaft,  to  which  the 
turbine  wheel  of  the  converter  is  keyed,  a  sta- 
tionary bladed  guide  member  enclosing  the  im- 
peller and  turbine  wheels  of  the  converter,  a  gear 
changing  apparatus  including  a  hydraulic  relay 
and  a  liquid  distributing  device,  which  are 
adapted  to  spontaneously  cut  off  the  liquid  supply 
to  the  torque  converter  to  thus  render  the  latter 
ineffective,  while  the  coupling  is  thrown  into 
operation  in  response  to  specific  changes  of  the 
load,  and  a  hydraulic  switching  mechanism  under 
the  control  of  the  operator,  enabling  the  latter  to 
re-engage  the  converter  and  disengage  the 
coupling. 


2.014.945 

MASHING  APPARATUS 

Edmund  Mayer.  Llm.  Germany 

Application  July  13.  1934,  Serial  No.  735,010 

17  Claims.     (Cl.  195—28) 
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3.  An  apparatus  of  the  character  described, 
having  in  combination  a  vertically  positioned  cy- 
lindrical container  having  a  double  bottom  divided 
into  Independent  concentric  compartments,  means 
associated  with  said  double  bottom  for  admitting 
fluid  to  and  withdrawing  fluid  from  said  con- 
tainer through  said  respective  independent  com- 
partments, a  support  disposed  axially  of  s.iid 
container,  radial  arms  supported  for  movemcni 
pivotally  about  said  support,  vertical  cutting  ele- 
ments supported  on  certain  of  said  radial  arms, 
and  horizontal  cutting  elements  and  horizontal 
mash  blades  supported  on  other  of  said  radial 
arms. 


2.014.946 

DENTAL  FILM  PACK   HOLDER 

David  A.  MacEachem.  Spokane.  Wash. 

Application  April  10.  1934.  Serial  No.  719,983 

1  Claim.     (Cl.  250—34) 


An  inteprsLl  holder  for  a  dental  film  pack  com- 
prising a  flat  blade,  a  pair  of  flat,  parallel  exten- 
sions disposed  in  a  plane  between  the  upper  and 
lower  edges  of  the  blade  and  projecting  at  right 
angles  from  the  ends  of  the  blade  to  form  bite- 
fins,  and  said  holder  having  twisted  junctions  be- 
tween the  blade  and  the  bite-fins  forming  the  sole 
retaining  means  for  the  film  pack. 


2,014,947 
COATING 
Norman    E.   McCuUoch   and    Oman    G.   Thayer, 
Pawtucket,  R.  I.,  assiimors  to  The  Rayon  Proc- 
essinr  Co.  of  R.  I.  Inc.,  a  corporation  of  Rhode 
Island 
Application  September  20,  1934,  Serial  No.  744,842 
11  Claims.    (Cl.  19—1) 


1.  A  material  for  coating  surfaces  consisting  of 
short  fibers  or  filaments,  all  of  which  are  of  less 
than  a  spinnable  length  and  the  same  predeter- 
mined cut  length,  said  filaments  being  character- 
ized by  the  capability  of  said  predetermined  length 
producing  a  definite  preconceived  surface  appear- 
ance when  applied  to  the  surface  to  be  coated. 


2.014.948 

VALVE   STRUCTLTIE 

Donald  L.  McNeal,  Wilkinsburg,  Pa.,  assignor  to 

The  Westinfhouse  Air  Brake  Company,  Wil- 

merding.  Pa.,  a  corporation  of  Pennsylvania 

AppUcation  January  5.  1932,  Serial  No.  584,769 

7  Claims.     (Cl.  251—161) 


1.  A  valve  disc  comprising  a  polygonal  metal 
disc  having  notches  in  the  flats  of  the  disc  and 
circular  discs  of  yielding  mat?rial  on  opposite 
sides  of  the  disc  having  a  diameter  substantially 
equal  to  the  minor  width  of  the  metal  disc  be- 
tween the  flats  and  integrally  joined  by  yielding 
material  extending  into  the  said  notches. 


2.014.949 

AUTOMATIC  RECLOSING  CIRCUIT 

BREAKER  SYSTEM 

John  H.  Neher.  Merion,  Pa.,  assignor  to  General 

Electric  Company,  a  corporation  of  New  York 

Application  September  27.  1934.  Serial  No.  745,711 

4  CUims.     (Cl.  175— 294) 

1.  In  combination,  an  electi"ic  circuit,  a  cir- 
cuit breaker  in  said  circuit,  means  for  opening 
said  circuit  breaker  in  response  to  a  predeter- 
mined abnormal  circuit  condition,  and  means 
for  effecting  a  single  reclosure  of  said  circuit 
breaker  when  it  opens  within  a  predetermined 
time  after  the  first  reclosure  including  an  in- 
stantaneous  relay   having    normally   open   con- 
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tacts,  a  time  relay  having  normally  open  con- 
tacts and  normally  closed  contacts,  a  circuit 
for  said  instantaneous  relay  including  said  nor- 
mally closed  contacts  of  said  time  relay,  means 
controlled  by  said  circuit  breaker  for  energizing 


said  instantaneous  relay  circuit  and  said  time 
relay  in  response  to  the  initial  opening  of  said 
circuit  breaker,  and  a  closing  circuit  for  said 
circuit  breaker,  including  said  normally  open 
contacts  of  both  of  said  relays  connected  in 
series. 


2.014,950 

GAS  COMPRESSOR 

Henry  D.  Pownall.  SanU  Monica.  Calif.,  and 

George  L.  Pownall.  Columbus,  Ohio 

Application  August  12,  1930.  Serial  No.  474.845 

28  Claims.     (CI.  230—194) 


1.  A  gas  compressor  comprising  a  centrally  lo- 
cated driving  housing,  having  a  detachable  cap 
at  one  end  thereof,  a  straight  shaft  journaled  in 
said  housing  and  terminating  at  a  distance  from 
the  cap,  a  cam  driving  member  mounted  upon 
and  driven  by  said  shaft  and  located  within  said 
housing,  a  plurality  of  externally  mounted  cylin- 
ders located  radially  about  said  housing  in  sub- 
stantially one  plane  and  each  attached  at  one 
end  to  said  housing,  a  plurality  of  pistons  located 
in  said  cylinders  respectively,  a  series  of  piston 
rods  attached  at  one  end  to  said  pistons  respec- 
tively, and  at  their  opposite  ends  provided  wi^h 
means  to  operatively  engage  and  be  driven  by  said 
cam  driving  member,  means  to  guide  said  piston 
rods  radially  relative  to  said  housing,  and  gas 
intake  and  exit  valves  adapted  to  conduct  gas  to 
be  compressed  to  and  from  said  cylinders  respec- 
tively. 


2,014.951 
CASE  OR  BOX 

Merrill  L.  Rathbun.  Jamestown.  N.  Y. 

AppUcation  July  26,  1934,  Serial  No.  737,061 

14  Claims.     (CI.  217— 57) 

1.  A  receptacle  comprising  a  body  portion  and 
cover,  complementary  pivotal  means  formed  in- 


tegral with  said   body  portion   and  said  cover, 
spring  means  securing   said  means  in  operable 


pivotal  relationship,  and  means  forming  a  part 
of  said  receptacle  cooperating  with  said  spring 
means  to  limit  opening  of  said  cover. 


2.014,952 

COLLAR  AND  STAY  THEREFOR 

Maurice  Robbins,  Newtonville,  Mass. 

Application  April  7,  1933,  Serial  No.  664.912 

9  Claims.     (CL  2—132) 


1.  In  a  shirt  of  the  attached  turn-down  collar 
t3T>e  having  an  Inner  neckband  closed  at  the  neck 
by  a  closure  of  the  button  and  hole  type,  an  outer 
portion  folded  in  turned-over  position  on  the 
neckband  and  terminating  in  flaring  peaks,  a 
pocket  on  the  inside  face  of  each  peak,  and  a 
resilient  stay  having  a  body  portion  and  flaring 
legs,  said  legs  being  normally  spread  apart  sub- 
stantially less  than  the  maximum  spread  of  the 
peaks  and  being  engaged  with  the  pockets,  re- 
spectively, to  tension  the  peaks  laterally,  and  said 
body  portion  comprising  a  loop  a  portion  of  which 
projects  downwardly  substantially  in  embrace- 
ment  with  opposite  sides  of  the  shank  of  the 
button,  the  lower  extremity  of  said  loop  project- 
ing forwardly  from  the  shank  embracing  portion 
to  form  a  rest  for  the  necktie  knot  to  prevent 
It  from  falling  into  the  space  between  the  flaring 
peaks. 


2.014.953 
RESINOUS  COMPOSITIONS  AND  PROCESS 
OF  MAKING  THE  SAME 
Paul  F.  Schlingman  and  Roy  H.  Kienle,  Schenec- 
tady, N.  Y.,  assignors  to  General  Electric  Com- 
pany, a  corporation  of  New  York 

No  Drawing.  Application  May  21,  1931, 
Serial  No.  539.145 
8  Claims.  (CI.  18 — 55) 
3.  The  process  of  making  a  molded  product 
which  comprises  reacting  at  room  temperature  an 
aromatic  amine  and  an  aldehyde  in  aqueous  acid 
solution  to  form  a  resinous  condensation  product 
in  solution,  separately  reacting  a  phenol  and  al- 
dehyde to  a  stage  where  the  resin  formed  has  a 
cure  point  at  160'  C.  within  the  approximate  lim- 
its 30-120  seconds,  dissolving  said  last  mentioned 
resin  in  a  water-miscible  solvent,  adding  alkali 
thereto,  adding  this  solution  to  the  solution  of 
resinous  condensation  product  formed  from  the 
amine  and  aldehyde  thereby  forming  a  precipi- 
tate, neutralizing  excess  alkali  or  acid,  washing 
and  drying  the  precipitate,  and  molding  under 
heat  and  pressure. 
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2.014.954 
SPEED   VARIATOR 

LesUe  Mitchel  Sheridan,  Copper  Cliff, 

Ontario,  Canada 

Application  March  27.  1933.  Serial  No.  662,887 

2  Claims.     (CI.  74—112) 


2.014.956 
POWER  SET 
Heinrich  Treitcl,  Berlin,  Germany,  assignor   to 
General   Electric   Company,   a   corporation   of 
New  York 

AppUcation  April  9,  1934.  Serial  No.  719,805 

In  Germany  April  13,  1933 

2  Claims.     (CI.  253 — 59) 


1.  In  speed  variators,  a  drive  shaft  and  a  driv- 
en shaft  suitably  journalled.  a  movable  member 
carried  by  the  driving  shaft,  an  intermediate  gear 
having  extending  crank  arms  movable  therewith, 
said  intermediate  gear  being  rotatably  mounted 
on  a  stub  shaft  fixed  to  the  movable  member,  a 
gear  mounted  on  the  driving  shaft  and  meshing 
wifh  the  intermediate  gear,  the  latter  being  capa- 
ble of  being  moved  with  respect  to  said  driving 
shaft,  an  internal  toothed  drum  having  a  gear 
formed  on  its  hub  rotatably  mounted  on  an  aux- 
iliary fixed  crank  shaft,  said  auxiliary  crank  shaft 
having  an  extension  eccentrically  formed  there- 
with and  having  rotatably  mounted  thereon  a 
plurality  of  extension  arms  disposed  around  the 
axis  of  said  crank  shaft  extension,  said  extension 
arms  having  guide  blocks  secured  thereto,  lever 
arms  freely  connected  to  said  guide  blocks  and 
to  the  extended  crank  arms  of  said  intermediate 
gear,  an  adjustable  member  suitably  secured  to 
a  fixed  part,  said  guide  blocks  having  segmental 
gears  movably  mounted  thereon  and  adapted  to 
engage  the  teeth  of  said  internal  drum,  springs 
arranged  to  urge  said  segmental  gears  into  en- 
gagement with  said  internal  drum,  a  gear  mount- 
ed on  the  driven  snaft  and  meshing  with  said  hub 
gear,  said  adjustable  member  tending  to  prevent 
contact  of  said  segmental  gears  with  the  teeth 
of  said  internal  toothed  drum,  and  means  acting 
on    said    movable    member    for   controlling    the 
speed  ratio  between  the  driving  and  driven  shafts. 


1.  In  a  turbo-generator  set,  an  elastic  fluid 
turbine  having  a  bucket  wheel  and  an  inlet  valve 
for  controlling  the  flow  of  fluid  to  the  turbine, 
said  valve  having  a  stem  in  alinement  with  the 
turbine  shaft,  a  speed  governing  mechanism  lo- 
cated in  the  exhaust  chamber  of  the  turbine  and 
including  a  speed  governor  having  flyweights  driv- 
en by  the  shaft,  a  rotary  disk  secured  to  the  fly- 
weights, and  means  for  transmitting  movement 
from  the  rotary  disk  to  the  valve  comprising  an 
axially  movable  carbon  plate  fastened  to  the  valve 
stem  and  a  spring  biasing  the  plate  against  the 
face  of  the  rotary  disk,  the  rotary  disk  being  made 
at  least  partly  of  a  sintered  mixture  of  copper  and 
wolfram  to  reduce  wear  between  the  rotary  disk 
and  the  axially  movable  carbon  plate. 


2.014.957 
STROBOSCOPIC  APPARATUS 
Willem  F.  Westendorp,  Schenectady,  N.  Y.,  as- 
signor to  General  Electric  Company,  a  corpora- 
tion of  New  York 

Application  June  10,  1931,  Serial  No.  543,481 
5  Claims.     (CI.  176—124) 


2,014,955 
METHOD  OF   MAKING   AN  ABRASIVE  TOOL 

George  F.  Taylor,  Schenectady.  N.  Y..  assignor  to 
General    Electric   Company,    a   corporation   of 
New  York 
Application  May  6.  1933,  S?rial  No.  669,742 
6  Claims.     (CI.  76—108) 


1.  The  method  of  making  an  abrasive  tool 
which  comprises  placing  a  layer  of  plastic  mate- 
rial in  a  refractory  mold,  positioning  abrasive  par- 
ticles in  said  plastic  layer  and  pressing  flnely  di- 
vided metal  onto  said  abrasive  particles  and  lay- 
er while  said  metal  is  simultaneously  heated  to  its 
sintering  temperature. 


1.  A  stroboscopic  apparatus  comprising  a  low 
voltage  positive  column  lamp  having  a  thermionic 
cathode,  a  main  anode  and  an  auxihary  anode, 
a  capacitor  having  a  discharge  circuit  cormected 
with  sa'd  cathode  and  nam  anode  for  supplying 
the  operating  current  to  the  lamp,  means  in- 
cluding a  resistor  for  connecting  the  capacitor 
with  a  source  of  low  voltage  alternating  current 
and  a  transformer  excited  from  said  source  hav- 
ing its  secondary  connected  with  said  auxiliary 
anode. 


2.014.958 

THERMAL  RELAY 

Henry  A,  Wilhelm.  Milwaukee,  Wis.,  assignor  to 

Square  D  Company.  Detroit.  Mich. 
Original  application  December  5.  1932.  Serial  No. 
645.764.     Divided  and  this  application  August 
24,  1934.  Serial  No.  741  227 

3  Claims.     (CI.  200—113) 
3.  In  an  automatic  time  relay,  a  central  ther- 
mal element,  a  pair  of  outer  thermal  elements 


624 


OFFICIAL  GAZETTE 


SimMBu  17. 1935 


insulating  means  between  the  central  and  outer 
thermal  elements,  supporting  terminal  means  lo- 
cated outwardly  of  the  outer  thermal  elements 
clamping  means  for  clamping  said  supporting 
terminal  means,  said  insulating  means,  and  said 
thermal  elements  together,  all  of  said  thermal 
elements  having  free  outer  ends,  the  outer  ends 
of  the  outer  thermal  elements  projecting  beyond 


—  2 


said  central  thermal  element  and  having  an  in- 
sxilatlng  spacer  braced  between  and  carried  by 
the  outer  ends  of  said  outer  thermal  elements, 
said  central  thermal  element  being  of  U -shape 
and  having  projecting  terminal  portions  extend- 
ing rearwardly  of  said  insulating  means,  said 
central  thermal  element  having  a  contact  adja- 
cent its  outer  end  and  at  least  one  of  said  outer 
thermal  elements  having  a  cooperating  contact. 


2.014.959 

AIR  CO?«)ITIONING 

Reuben  H.  Andereirr.  I^  Crosse,  Wis. 

Application  November  28,  1934,  Serial  No.  755,248 

11  CUims.     (a.  257—8) 


11.  In  an  apparatus  for  air  conditioning  build- 
ings, the  combination  of  a  main  air  conditioner 
comprising  a  casing  with  an  outside  air  inlet  and 
an  inside  air  outlet  in  communication  with  a 
conduit  in  the  building  to  be  conditioned,  means 
to  circulate  air  from  said  inlet  to  said  outlet  and 
through  said  conduit,  means  within  said  casing  in 
the  path  of  the  air  to  condition  it  to  a  predeter- 
mined dewpoint,  a  supplementary  air  conditioner 
comprising  a  casing,  an  air  inlet  in  communica- 
tion with  said  conduit,  an  air  outlet  into  the  room 
to  be  conditioned,  means  to  circulate  air  from 
said  inlet  to  outlet,  an  air  conditioning  coil  in 
said  casing  in  the  path  of  such  air.  and  means 
to  regulate  the  flow  of  air  through  said  casing 
respon'^ive  to  the  temperature  of  the  air  in  said 
room. 


2.014.960 
SHADOW  TUNING  INSTRUMENT 
Ralph  G.  Arey.  Swampscott,  Mass.,  assiitmor  to 
General   Electric   Company,   a   corporation   of 
New  York 
Application  February  10,  1934.  Serial  No.  710,669 
9  Claims.     (CI.  177—311) 
1.  An  instrument  comprising  a  source  of  light, 
a  current  responsive  movement  carrying  a  shut- 


ter having  a  plurality  of  recurring  identical  for- 
mations therein  and  a  translucent  screen,  the 
formations  on  said  shutter  t)eing  projected  on 
said  translucent  screen  and  passing  across  the 


face  of  said  screen  in  response  to  deflection  of 
said  movement  but  being  substantially  un- 
changed in  appearance  for  different  positions  of 
rest  of  said  movement. 


2.014,961 
PROCESS  AND  PRODUCT  FOR  CONTINU- 
OUSLY WRAPPING  ICE  CREAM  OR  OTHER 
PRODUCTS 

August  J.  Asmussen  and  Thomas  G,  Paoiillo, 

Brooklyn.  N.  Y. 

Application  October  29,  1934.  Serial  No.  750,432 

12  Claims.     (CL  93 — 82) 


1.  The  process  of  continuously  forming  a  cylin- 
drical container  from  two  continuously  pulled 
strips  of  paper  which  consists  of  pulling  the  two 
strips  simultaneously  into  superimposed  relation- 
ship over  a  cylindrical  forming  tube,  one  above 
and  one  below,  and  locking  said  strips  together 
continuously  along  their  overlapped  side  edges 
by  a  continuous  row  of  interlocked  punched  out 
pairs  of  tabs  of  said  overlapped  strips  of  paper. 


2.014.962 
SPRAY  FUME   EXHAUST   SYSTEM 
Svend  Bramsen,  Chicaco,  111.,  assignor  to  Binks 
Mannfactnrinr  Company,  Chicaro,  III.,  a  cor- 
poration of  Delaware 
Application  February  21.  1935.  Serial  No.  7.635 
8  Claims.     (CI.  91— 60) 
1.  A  fume  exhaust  system  for  use  in  spray- 
painting  the  sides  and  top  of  a  railway  car  or 
the  like,  comprising  a  canopy  of  inverted  trough- 
shape  section  overhanging  the  car  and  of  con- 
siderably wider  spread  than  the  car:  a  generally 
horizontal  baffle  housed  by  the  canopy  and  spaced 
both  downwardly  and  laterally  from  the  canopy, 
the  baffle  having  an  aperture;  two  continually  up- 
right   and    vertically    adjustable    partitions    de- 
pending respectively  along  the  side  edges  of  the 
said  baffle  and  each  adapted  to  be  raised  so  as 
to  close  the  opening  between  the  baffle  and  the 
canopy   at   the   correspondmg    side,   or   lowered 
so  as  to  uncover  the  said  opening  and  so  as  to 
extend  downward  considerably  below  the  lower 
edge  of  the  said  opening:  a  flue  leading  from  the 
top  of  the  canopy,  a  shutter  controlling  the  aper- 
ture in  the  baffle,  and  an  exhaust  fan  in  the  said 
flue:    whereby  the  exhaust   fan   draws  air  into 
the  flue  only  through  the  space  between  the  baffle 
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and  the  canopy  along  the  outward  side  of  one 
partition  when  the  shutter  is  closed  and  the  par- 
tition Is  lowered  to  depend  below  the  lower  edges 
of  the  said  opening,  while  the  other  partition  is 
raised   into  engagement  with  the  canopy;   and 


whereby  the  said  fan  draws  air  into  the  flue  only 
though  the  aperture  in  the  baffle  when  the  shutter 
is  op>ened  and  both  partitions  are  raised  so  as 
to  extend  across  and  effectively  close  the  open- 
ings between  the  canopies. 


2.014.963 

AUTOMATIC  COUPLING  DEVICE  FOR 

VEHICLES 

Joseph  Coder,  Marseille,  France 

Application  Aufust  8,  1933,  Serial  No.  684.196 

In  France  March  10.  1933 

14  Claims.     ( CI.  280—33.15) 


2.  An  automatic  coupling  device  for  coupling 
two  vehicles,  including  in  combination,  a  coupling 
member  secured  to  one  of  said  vehicles  and  having 
one  portion  thereof  extending  toward  the  other 
vehicle,  a  frame  carried  by  said  other  vehicle  and 
having  a  shaft  secured  thereon,  a  swingable  cou- 
pling disc  eccentrically  mounted  upon  said  shaft 
and  having  a  hollow  portion  adapted  to  receive 
and  envelope  the  extending  portion  of  said  cou- 
pling member  upon  said  one  vehicle  when  in  closed 
position,  a  non -rotary  slldable  locking  member 
mounted  in  said  frame  serving  both  to  lock  said 
swingable  coupling  disc  in  closed  position  and  to 
allow  release  of  the  same,  which  slidable  locking 
member  has  a  locking  surface  formed  adjacent 
to  one  end  thereof  capable  of  engaging  against 
and  obstructing  a  locking  portion  upon  the  ex- 
tremity of  one  of  the  jaws  of  said  coupling  disc 
in  the  closed  position  of  the  latter,  and  means  for 
withdrawing  said  slidable  locking  member  from 
locking  position. 


2.014.964 

FUSIBLE  PLUG 

Ernest  V.  Cousineau,  Holyoke,  Mass. 

Application  December  31.  1934,  Serial  No.  759.937 

10  Claims.     (CI.  122— 504.3) 


1.  A  fusible  plug  having  a  collapsible  wall  held 
In  place  by  a  core  of  fusible  metal. 


2.014.965 
REGIXATING  DE\TCE 
Eduard  Fischel.  Berlin-Charlottenburg.  Germany, 
assignor  to  Siemens-Apparate  und  Maschinen 
G.  m.  b.  H.,  Berlin,  Germany,  a  corporation  of 
Germany 
Application  January  31,  1934.  Serial  No.  709,197 
In  Germany  February  3.  1933 
4  Claims.     (CI.  244—29) 


«  1 


W^ 


1.  A  regulating  system  for  stabilizing  aircrafts 
comprising  means  for  measuring  the  deviations  of 
aircraft  from  the  value  to  be  maintained  constant. 
a  differentiating  device  for  differentiating  the 
value  measured  by  the  beforesaid  means,  this  dif- 
ferentiating device  consisting  of  a  differential  pis- 
ton moving  in  a  cylinder,  a  control  needle,  a  two- 
part  damping  device,  the  one  part  of  which  is  in 
operative  connection  with  said  differential  pis- 
ton, a  second  piston,  a  second  cylinder,  a  com- 
municating pipe  between  said  two  cylinders  and 
a  spring  connected  to  said  second  piston,  and 
means  for  bringing  about  a  combined  action  by 
the  measured  value  and  its  derivative  upon  the 
element  to  be  adjusted  in  order  to  maintain  the 
aircraft  stabilized. 


2.014.966 
FUEL  FEEDING  DEVICE 
Floyd  F.  Flint.  Detroit.  Mich.,  assignor,  by  direct 
and  mesne  assignments,  of  one-half  to  Roy  F. 
Fisher.   Detroit.   Mich.,    and   one-half   to   Van 
Sicklen  Corporation,  a  corporation  of  Delaware 
Application  October  22,  1924.  Serial  No.  745,191 
24  Claims.     (CI.  103—164) 
1.  Liquid    feeding    means   comprising    an    air 
pulsator,  a  conduit  with  which  said  pulsator  is 
in  communication,  a  sensitive  double  check  and 
relief  valve  in   said  conduit,   and  arranged  for 
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selectively  checlang  the  passage  of  fuel  through 
said  conduit  toward  and  from  the  direction  of 


the  pulsator.  and  an   outlet  from  said  conduit 
controlled  by  an  outwardly  opening  check  valve. 


2.014,967 

HOLD-DOWN  DEVICE  FOR  VISES  AND 

THE    LIKE 

Christoph  Hlrth.  Butler.  N.  J. 

Application  March  31.  1934,  Serial  No.  718.370 

3  Claims.      iCl.  90 — 59) 


<  ^ 


^ 

1^. 

"WK 

1/1 

IK 

m 

l\ 

'       i 

! 

^^iiv 

fHUp 

- '  ■"■■■^ 

A" 


the  common  diaphragm  casing,  two  weighted  le- 
vers pivoted  independently  upon  said  links  and 
extending  in  the  common  longitudinal  outline  of 
said  mains,  one  of  said  links  having  a  slot  there- 
in through  which  the  lever  pivoted  on  the  other 
link  extends  loosely,  and  common  means  for  pro- 
viding pivotal  connection  of  both  levers  with  said 
valve  stem. 


1.  A  hold-down  attachment  for  vises  and  the 
like  comprising  a  supporting  frame  having  at 
each  side  thereof  vertical,  spaced,  resilient  mem- 
bers forming  guide-ways,  a  two-part  articulated 
jaw  fitted  within  the  guide-ways  and  held  in 
assembled  relation  by  said  resilient  members,  one 
of  said  jaw  members  being  formed  with  a  grooved 
bearing  surface,  the  other  with  a  rounded  edge 
received  therein  and  said  jaw  members  having 
shoulder  engagement  with  the  resilient  frame 
members,  said  shoulders  having  a  relative  angu- 
lar relation  normally  to  position  the  work  en- 
gaging jaw  member  downwardly  inclined  with 
relation  thereto. 


2.014.968 

PRESSURE   REGULATOR   CONTROL   DEVICE 

Ralph   C.    Hurhes.   Anderson,   Ind..   assignor    to 

Reynolds  Gas  Rernlator  Co..  Anderson.  Ind.,  a 

corporation  of  Indiana 

AppUcation  Janaary  26,  1932.  Serial  No.  588,886 

3  Claims.     (CI.  50—16) 


1.  The  combination  of  high  and  low  pressure 
mains,  a  valve  casing  and  a  control  valve  therein 
for  regulating  passage  of  fluid  between  said  mains, 
said  valve  having  an  actuatmg  stem,  a  diaphragm 
casing,  and  a  diaphragm  for  actuating  said  stem, 
of  two  spaced  links  pivoted  independently  upon 


2.014.969 

CONNECTING   ROD  ALIGNER 

William  A.  Jennings.  Raytown,  Mo 

Application  March  3.  1933.  Serial  No.  659  588 

9  Claims.     (CI.  33— 180 1 


1.  A  connecting  rod  aligner  comprising  a  sup- 
port for  such  a  rod  having  a  member  to  engage 
the  crank  shaft  bearing  thereof:  a  head  carried 
by  the  support  for  unrestricted  movement  toward 
and  from  another  portion  of  the  rod  to  indicate 
the  relation  of  said  support,  rod  and  member 
engaging  the  crank  shaft  bearing  of  the  latter 
and  electrically  operated  signals  to  Indicate  the 
angularity  of  the  rod,  said  signals  being  in  cir- 
cuits including  the  connecting  rod  itself  as  a  part 
thereof. 


2.014.970 

LATERAL  RESTRAINT  DEVICE 

Ole  K.  Kjolseth.  Erie,  Pa.,  assignor  to  General 

Electric  Company,  a  corporation  of  New  Yorlt 

AppUcation  June  28,  1934.  Serial  No.  732,804 

12  Claims.     (CL  105—189) 
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1.  A  truck  for  a  locomotive  or  car  comprising 
a  bolster  having  a  guide  extending  longitudinally 
of  the  truck,  a  center  plate  carried  by  said  bolster 
and  movable  laterally  of  the  truck,  a  member 
movable  longitudinally  in  said  guide,  means  in- 
cluding a  spring  on  said  bolster  for  resisting  lon- 
gitudinal movement  of  said  member,  and  means 
including  said  member  for  centering  said  center 
plate  on  said  bolster. 


2.014.971 
SNAP  FASTENER  STUD 
Carl    L.    Knatson,    Maywood.    ill..    assigTior    to 
United-Carr  Fastener  Corporation,  Cambridge, 
Mass.,  a  corporation  of  Massachusetts 
Application  September  7,  1932.  Serial  No.  631.979 
3  Claims.     (CI.  24— 73) 
1.  A  snap  fastener  stud  member  having  a  pair 
of  thin,  flat,  oppositely  positioned  spring   arms 
arranged  with  their  flat  faces  toward  each  other 
shaped  to  make  snap  fastening  engagement  with 
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cooperating  socket  means,  each  of  said  arms  hav- 
ing a  locking  portion  adapted  to  engage  the  lock- 
ing portion  of  the  other  arm  when  the  arms  are 
completely  engaged  with  a  socket  means  thereby 
to  prevent  separation  of  the  arms  from  the  socket 
means  by  direct  axial  withdrawal  movement, 
and  said  arms  being  bowed  relative  to  each  other 


on  their  outer  flat  faces  and  having  their  ends 
converging  toward  each  other  to  provide  cam 
means  for  cooperation  with  the  socket  means  dur- 
ing a  direct  axial  engaging  operation  to  move  said 
arms  relative  to  each  other  in  such  a  manner  as 
to  prevent  locking  engagement  of  the  locking 
portions  during  the  direct  axial  entering  opera- 
tion. 


2.014.972 
APPARATUS  FOR  AND  METHOD  OF  MAKING 

METALLIC  BELLOWS 

Harr>'  A.  Lacey.  Schenectady.  N,  Y.,  assirnor  to 

General    Electric   Company,   a   corporation   of 

New  York 

Application  December  24.  1931    Serial  No.  583,007 

26  Claims.     (CL  153—71) 


2.  An  apparatus  for  making  a  corrugated  tubu- 
lar member  from  a  blank  tube  comprising  a  spiral 
resilient  die  of  one  piece  adapted  to  receive  a 
blank  tube,  a  die  guide  for  supporting  the  same, 
and  means  for  collapsing  the  die  in  a  longitudinal 
direction  within  said  die  guide  to  form  corruga- 
tions upon  said  blank  tube. 

3.  The  method  of  producing  a  corrugated  tu- 
bular member  comprising  placing  a  blank  tube 
within  a  collapsible  die  member,  applying  inter- 
nal pressure  to  said  tube  to  produce  an  initial 
deformation  of  said  tube  to  form  corrugations 
thereon,  compressing  said  tube  and  die  to  form 
corrugations  on  said  tube,  and  releasing  said 
compressed  tube  from  the  die  member  by  effect- 
ing relative  rotation  between  said  die  member 
and  tube. 


2.014.973 

BOOKBINDING 

Harvey  B.  Martlinf ,  Nashville,  Tenn. 

Application  January  31,  1935,  Serial  No.  4,364 

4  Claims.     (CL  281—21) 


3.  In  a  book,  the  combination  of  a  back  proper. 
a  stack  of  leaves  provided  with  spaced  registering 
openings  adjacent  to  the  edge  to  be  bound;  a  back- 
binding  member  comprising  a  strip  of  sheet  mate- 
rial folded  lengthwise  to  form  upper  and  lower 
strip  parts,  said  member  being  formed  along  its 
fold  with  a  plurality  of  slits  spaced  correspond- 
ingly to  the  openings  in  said  leaves,  and  the  outer 
face  of  said  lower  strip  part  being  secured  to 
said  back  proper;  a  plurality  of  retaining  strips 
formed  integrally  with  said  lower  strip  part  and 
being  located  respectively  opposite  said  slits  and 
being  threaded  respectively  through  groups  of 
registering  openings  in  the  leaves,  the  free  end 
portion  of  each  retaining  strip  extending  through 
one  of  the  slits  in  said  back-binding  member  and 
between  the  upper  and  lower  strip  parts  of  the 
latter;  and  adhesive  between  said  upper  and 
lower  strip  parts  and  the  portions  of  said  retain- 
ing strips  lying  therebetween. 


2.014.974 
WrVDOW    VENTILATOR 
William  H.  Maynard.  Winooski.  Vt..  assignor  to 
Porter  Screen  Company,  Winooski.  Vt..  a  cor- 
poration of  Vermont 
Application  October  11,  1934,  Serial  No.  747,908 
2  Claims.     (CI.  98—99) 


1.  An  extensible  window  ventilator  comprising 
end  plates  for  attachment  in  face  to  face  relation- 
ship wnth  the  inner  sides  of  the  window  casing, 
two  relatively  movable  sections  in  sliding  face  to 
face  relation  bridging  the  space  between  the  end 
plates,  said  plates  having  undercut  grooves  on 
their  inner  faces  and  said  sections  comprising  side 
and  end  frame  members  fast  together  at  the  cor- 
ners, the  outer  end  frame  members  having  at  their 
outer  edges  undercut  portions  slidably  interfltting 
with  said  grooves,  said  portions  being  fast  to  said 
end  members  and  being  confined  to  the  space  be- 
tween the  planes  of  the  side  faces  of  said  end 
frame  members. 
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2.014.975 
COMBINATION  GRIPPER  FOR  PRINTING 

PRESSES 

Samael  Meckler,  St.  Paul,  Minn. 

Application  Anruftt  30,  1934.  Serial  No.  742.045 

3  Claims.     iCl.  101—408) 


1.  A  combination  gripper  device  for  printing 
presses,  said  device  comprising  an  L -shaped 
member  formed  with  its  short  arm  comprising 
an  elongated  sheet  metal  grip  of  U -shape  in  cross 
section  and  adapted  to  be  frictlonally  and  re- 
movably retained  on  a  gripper  bar  of  a  printing 
press,  the  other  and  longer  arm  of  said  device 
extending  integrally  from  said  short  arm  and 
comprising  a  pair  of  flat  vertically  registering 
arms  of  spring  metal,  one  of  which  extends  nor- 
mally in  angular  relation  from  the  other  arm. 
the  latter  arm  being  normally  in  common  plane 
with  one  side  of  said  grip,  and  spring  means 
intermediate  said  arm^  normally  spreading  them 
apart,  said  grip  member  provided  with  a  row  of 
serrations  parallel  to  one  of  its  free  edges  for  the 
purpose  set  forth. 


2.014,976 
MOISTURE  AND  DECORATFV'E  RECEPTACLE 

Armondo  L.  Munk,  Zanesvllle,  Ohio 

Application  September  5.  1934.  Serial  No.  742,818 

6  Claims.     (CI.  47—41) 


2.  A  device  of  the  character  described  com- 
prising a  receptacle  having  sides  for  containing 
moisture-holding  materials,  said  sides  having  per- 
forations stamped  out  thereof  to  form  projec- 
tions, means  engageable  with  the  projections  to 
secure  the  material  in  the  receptacle,  and  a  de- 
tachable handle  having  hooked  ends  to  selective- 
ly engage  the  sides  of  the  receptacle  and  to  sup- 
port the  same. 


2,014.977 
PROTECTED  BLADE 

Joseph  Muros,  Belmont,  Mass..  assignor  to  Gil- 
lette Safety  Razor  Company.  Boston,  Mass.,  a 
corporation  of  Delaware 

Application  February  28,  1934,  Serial  No.  713,273 
3  Claims.     (CI.  217 — 46) 


1.  A  protected  blade  adapted  to  be  presented 
to  a  safety  razor  with  its  full  protection,  said 
blade  having  comer  recesses,  and  a  cover  sheet 
disposed  upon  each  face  thereof  which  extends 
beyond  its  cutting  edge,  the  blade  being  main- 


tained in  position  by  separate  spots  of  adhesive 
material  located  in  the  corner  recesses  of  the 
blaae  and  uniting  the  covers  in  defined  areas  only 
Independently  of  the  blade  and  leaving  the  blade 
surface  substantially  free   of  adhesive. 


2,014,978 

LENS   STRAP 

Emanuel  Pappert,  Flushinc,  N.  Y.,  assignor  to  The 

Ful-Vue  Sales  Company,  Washington,  D.  C. 

Application  Aognst  11.  1933.  Serial  No.  684.737 

4  Claims.     (CI.  88 — 47) 


1.  In  a  lens  strap  for  a  rimless  spectacle,  an 
edge  engaging  portion  adapted  to  engage  the  edge 
of  a  lens,  and  a  pair  of  strap  ears  adapted  to  en- 
gage the  opposite  faces  of  the  lens,  said  strap 
ears  extending  from  the  opposite  edges  of  said 
edge  engaging  portion  at  the  upper  end  thereof 
and  each  having  a  part  extending  inwardly  from 
the  edge  engaging  portion  and  a  part  extending 
downwardly  from  the  inner  end  of  said  first  part 
and  terminating  at  a  position  opposite  an  inter- 
mediate psu-t  of  the  edge  engaging  portion,  and 
means  adjacent  the  lower  end  of  said  downward- 
ly extending  part  for  securing  the  lens  strap  to 
the  lens,  said  lens  strap  ears  being  formed  of 
pliable  resilient  material  whereby  they  may  be 
adjusted  to  position  the  securing  means  at  the 
proper  distance  from  the  edge  of  the  lens  and 
hold  the  edge  engaging  portion  resiliently  against 
the  edge  of  the  lens. 


2.014.979 

GARMENT    CLASP 

Joseph  Pallas.  New  York.  N.  Y. 

AppUcation  October  13.  1934.  Serial  No.  748.226 

3  Claims.     (CI.  24—250) 


1.  A  clasp  comprising  a  pair  of  cooperating 
jaws  pivotally  connected  together,  each  of  said 
Jaws  comprising  side  walls,  the  side  walls  of  one 
of  said  jaws  having  apertures  of  reversed  L  for- 
mation and  the  side  walls  of  the  other  of  said 
jaws  having  apertures  of  inverted  L  formation,  a 
turnable  key  passing  thru  said  apertures  and 
adapted  to  open,  close  and  lock  said  jaws,  said 
apertures  comprising  horizontal  and  vertical  por- 
tions, the  horizontal  portions  of  the  apertures 
of  one  jaw  being  in  registration  with,  and  the 
vertical  portions  of  the  same  being  out  of  regis- 
tration with,  the  corresponding  portions  of  the 
apertures  in  the  other  jaw  when  the  jaws  are 
closed,  said  side  walls,  due  to  the  mentioned 
shape  of  said  apertures,  presenting  diagonally 
opposed  shoulders  at  the  turns  of  said  apertures, 
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said  key  lying  in  the  registering  portions  of  said 
apertures  when  said  jaws  are  closed  and  engag- 
ing said  shoulders  to  upen  the  jaws,  and  engag- 
ing sides  of  the  vertical  portions  of  the  apertures 
to  close  the  jaws. 


2.014,980 

BOOKBINDERS  WRAPPERING  OR 

COVERING  MACHINE 

Henry  William  Pearton  and  Harry  Mills, 

London.  England 

ApplicaUon  June  12,  1934,  Serial  No.  730,356 

In  Great  Britain  June  15,  1933 

13  Claims.     (CI.  11—4) 


1.  A  machine  for  operating  upon  the  fillers  of 
books,  periodicals  and  the  like,  comprising  a  rack 
for  supporting  a  number  of  fillers  with  the  backs 
directed  downwards,  means  for  clamping  and  lon- 
gitudinally traversing  a  filler,  means  for  trans- 
ferring a  filler  from  the  supporting  rack  to  a  posi- 
tion in  which  it  may  be  clamped  by  said  clamp- 
ing and  traversing  means  with  its  back  still  di- 
rected downwards,  mechanism  for  operating  the 
last-mentioned  means  to  clamp  the  transferred 
filler,  mechanism  for  displacing  said  clamping 
and  traversing  means  in  a  rectilinear  path,  an 
adhesive-applying  device  disposed  in  the  path  of 
movement  of  said  clamping  and  traversing  means 
so  that  it  is  engaged  by  the  back  of  the  clamped 
filler  during  the  longitudinal  movement  thereof, 
means  for  supporting  a  pile  of  cover  sheets,  means 
for  feeding  the  topmost  sheet  of  the  pile  to  a 
position  in  which  it  is  disposed  beneath  the  filler 
when  this  reaches  the  end  of  its  travel,  means 
for  lowering  the  clamping  and  traversing  means 
at  the  end  of  its  travel  to  engage  the  filler  with 
feed  members,  means  for  rendering  the  said 
clamping  and  traversing  means  inoperative  for 
clamping  the  filler,  means  for  simultaneously  ac- 
tuating said  feed  members  to  displace  the  filler 
downwardly  and  press  the  back  thereof  on  to  the 
positioned  cover  sheet,  means  for  folding  the  said 
cover  sheet  upwardly  around  the  filler  and  means 
for  delivering  the  filler  thus  provided  with  a  cover 
to  a  discharge  chute. 


2.014.981 

EXTENSION  LAST  FOR  SHOE  REPAIR 

WORK 

Toby  Pizza  and  Gustave  A.  Gilles,  Toledo,  Ohio 

Application  July  20.  1934.  Serial  No.  736.257 

12  Claims.     (CI.  12—128.3) 
1.  In  an  extensible  shoe  last,  a  last  body  hav- 
ing a  head  and  sole  block,  an  extensible  heel 
458  o.  (J. — il 


element  on  the  body,  laterally  and  longitudinally 
adjustable  sole  plates  on  the  sole  block  and  an 


adjustable  instep  plate  centrally  of  the  body  and 
sole  block. 

2,014,982 
METHOD  OF  MAKING  TUBES 

Bert  L.  Quamstrom,  Detroit.  Mich.,  assignor  to 
Bundy  Tubing  Company,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
Application  February  14,  1931,  Serial  No.  515,827 
Renewed  February  23,  1935 
2  Claims.     (CI.  78— 94) 


1.  The  method  of  making  tube  from  fiat  strip 
metal  stock  which  consists  in  continuously  mov- 
ing a  fiat  strip  lengthwise  while  beveling  the 
edges  of  the  strip,  fashioning  the  strip  transverse- 
ly into  a  multiply  tube  with  the  beveled  edges 
overlapping  but  separated  by  a  portion  of  inter- 
vening ply,  forming  an  offset  in  said  Intervening 
ply  at  said  portion  by  applying  pressure  to  the 
beveled  edges  both  inside  and  outside  of  the  tube 
whereby  the  metal  of  the  intervening  ply  at  said 
portion  is  shaped  to  conform  to  the  beveled  sur- 
faces and  is  in  intimate  contact  therewith  over 
substantially  their  entire  extent,  and  sealing  the 
tube  by  molten  sealing  metal. 


2.014,983 
TL'BING 
Bert  L.  Quarnstrom,  Detroit.  Mich.,  assignor  to 
Bundy  Tubing  Company,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
Application    May    21,    1934,    Serial    No.    726,858. 
Renewed  August  14,  1935.     In  Canada  March 
7    1932 

3  Claims.     (CI.  137—75) 


1  A  tube  comprising  a  copper  coaled  strip  of 
steel,  the  edges  of  the  stock  being  initially  beveled 
for  a  substantial  width  from  opposite  sides  of 
the  stock,  with  the  copper  coating  preserved  on 
the  beveled  faces,  said  strip  being  fashioned 
through  more  than  720°  into  hollow  cross  sec- 
tional form  with  double  ply  walls,  and  with  the 
beveled  edges  overlapping  each  other  circumfer- 
entially  substantially  throughout  their  entire 
width  and  separated  by  a  portion  of  an  inter- 
vening ply,  said  portion  of  the  intervening  ply 
being  in  the  form  of  an  offset  on  a  gentle  angle 
as  regards  the  general  direction  of  extent  of  said 
walls  and  substantially  corresponding  in  shape  to 
the  beveled  faces  of  said  edges,  said  beveled  faces 
contacting  substantially  throughout  their  entire 
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surfaces  with  opposite  sides  of  said  offset  portion, 
said  plies  being  secured  together  and  the  beveled 
edges  secured  to  opposite  sides  of  the  offset  by 
the  fusing  of  the  copper  coating. 

2,014.984 

TENSIONING  DEVICE   FOB  CHAINS.  BELTS, 

AND  THE  LIKE 

Alfred  Benshaw,  Bfanchester,  Encland,  assignor 
to  The  Benold  and  Coventry  Chain  Company 
Limited,    Didsbory.    Manchester.    Enjrland,    a 
company  of  Great  Britain 
Application  November  7.  1934,  Serial  No.  751.919 
In  Great  Britain  November  29.  1933 
3  Claims.     (O.  74—242.11) 


1.  An  automatic  tensioning  device  comprising 
in  combination  a  cylindrical  bearing  block,  a 
jockey- wheel  journalled  upon  said  bearing  block, 
a  supporting  member  for  the  bearing  block  ex- 
tending on  both  sides  thereof,  a  bearing  pin  ex- 
tending through  a  hole  in  the  bearing  block  near 
Its  periphery  and  supported  at  both  ends  in  the 
supporting  member,  a  spring  adapted  to  urge  the 
bearing  block  to  rotate  about  the  bearing  pin. 
a  ratchet  segment  carried  by  the  supporting 
member,  a  plurality  of  spring -pressed  pawls 
mounted  side  by  side  in  the  bearing  block  and 
formed  with  notches  in  their  sides,  the  teeth- 
engaging  faces  of  the  pawls  being  spaced  apart 
along  the  length  of  the  ratchet  segment,  and  a 
cylindrical  member  housed  in  the  supporting 
member  and  having  a  projection  engaging  said 
notches,  one  end  of  the  cylindrical  member  being 
accessible  externally  and  formed  with  a  trans- 
verse slot. 

2.014.985 
PRINTING   AND  OTHER  CYLINDERS 

Leslie  Thomas  Albert  Robinson.  Sydenham, 

England 

Application  November  28.  1933.  Serial  No.  700.128 

In  Great  Britain  February  29.  1932 

6  Claims.     (CL  101—415.1) 


1.  A  printing  cylinder  split  longitudinally  and 
comprising  at  least  two  segments,  a  shaft  on 
which  the  segments  are  mounted  and  having  two 
oppositely  disposed  parallel  sides,  a  V  shaped 
edge  formed  by  two  contiguous  sides  of  the  shaft, 
one  of  the  said  contiguous  sides  being  a  parallel 


side,  the  other  contiguous  side  being  at  an  acute 
angle  to  the  extended  adjacent  parallel  side  of 
the  shaft. 

2.014,986 

CARBURETOR 

Eoirene  H.  RosUn.  Brooklyn.  N.  Y. 

ApplicaUon  May  9,  1934.  Serial  No.  724.775 

1  Claim.     (CI.  261—49) 


3P"^  .yjk^^ 


to 


A  carburetor  comprising  an  outer  shell,  an 
air  intake  neck  formed  on  said  shell  interme- 
diate the  ends  of  the  latter,  a  mixing  sleeve  re- 
movably mounted  in  said  shell  and  extending  be- 
yond the  air  neck,  a  throttle  valve  housing  re- 
movably secured  to  the  outer  shell  and  retaining 
said  mixing  sleeve  In  the  outer  shell,  a  jet  carried 
by  the  outer  shell  and  extending  into  one  end  of 
the  mixing  sleeve,  said  shell  having  a  fuel  pas- 
sage, a  metering  pin  housing  carried  by  and  ar- 
ranged exteriorly  of  the  outer  shell  and  connect- 
ed to  the  fuel  passage,  a  metering  pin  slldable 
in  said  housing  for  controlling  the  fuel  passage, 
spring  means  normally  acting  to  urge  the  meter- 
ing pin  In  a  direction  to  open  the  fuel  passage, 
a  throttle  valve  carried  by  the  throttle  valve 
housing,  a  cam  connected  with  the  throttle  valve 
for  engagement  with  the  metering  pin  for  urging 
the  latter  in  a  dirsctlon  to  close  the  fuel  passage, 
an  air  control  valve  in  the  air  neck,  linkage  be- 
tween the  throttle  valve  and  the  air  control  valve, 
a  manually  actuated  valve  for  controlling  fuel 
through  the  fuel  passage  and  located  between  the 
Jet  and  the  metering  pin,  means  for  admitting 
heated  air  to  the  fuel  passage  for  mixing  with 
fuel  prior  to  said  fuel  entering  the  jet,  a  self -seat- 
ing needle  valve  for  closing  the  jet  and  operating 
In  the  sleeve,  and  a  piston-like  member  secured 
to  said  needle  valve  for  unseating  the  latter  by 
the  suction  in  the  sleeve. 

2.014.987 
COMMODITY  SAFETY  APPLIANCE  .\ND  BAD 

ORDER   TAG 
Adam  H.  Scarlett.  Jacksonville.  Fla..  assignor  of 
one-fourth  to  Gleonard  A.  Lord.  Jacksonville. 
Fla. 
AppUcatlon  July  5.  1934.  Serial  No.  733.873 

3  Claims.  (CI.  40—5) 
1.  A  device  as  set  forth  comprising  a  base 
plate,  a  pocket  member  open  at  the  top  thereof 
mounted  on  the  plate,  said  pocket  member  hav- 
ing a  window  opening  in  the  front  wall  thereof 
and  also  having  a  plurality  of  drain  openings  in 
the  bottom  thereof,  said  base  plate  extending 
beyond  the  marginal  portions  of  the  pocket  to 
define  an  attaching  flange,  said  base  plate  and 
said  ix)cket  at  the  open  end  thereof  having  regis- 
tering finger  openings,  a  tag  member  insertable 
in  the  pocket  and  provided  with  car  condition 
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indications  on  a  face  thereof  for  exposure  of  a 
selected   one   of   said   indications   through   said 


x>-+ 


window,  and  Indicia  on  said  base  plate  designat- 
ing said  indications  on  said  tag  member. 


2  014,988 

FLEXIBLE  TL^E  AND  COLTPLING 

Alfred  P.   Schechter,  New  York,  and   Alexander 

Hedeman.  Long  Beach,  N.  Y. 

Application  February  9.  1935,  Serial  No.  5,796 

1  Cla«m.     (a.  137—90) 


A  device  of  the  character  described,  including  a 
flexible  tube  formed  from  a  metallic  bendable  pipe 
smooth  interior  and  exterior  for  Its  entire  length. 
a  flexible  metal  member  formed  as  a  winding 
loosely  positioned  over  said  pipe  and  extending 
from  near  one  end  to  near  the  opposite  end.  the 
coils  of  said  winding  lightly  touching  each  other 
and  lightly  touching  said  pipe  so  that  the  pipe 
and  winding  may  move  longitudinally  independ- 
ently of  each  other,  a  comparatively  stiff  metal 
sleeve  surrounding  said  pipe  at  each  end  there- 
of, each  of  said  sleeves  having  an  anchoring  ra- 
diating flange  at  one  end  and  a  tubular  portion 
at  the  upper  end  telescoping  over  a  number  of 
coils  of  said  winding,  the  turns  of  said  winding 
being  loosely  In  contact  at  Eill  times  and  acting 
to  prevent  kinking  of  said  bendable  pipe  when 
said  flexible  tube  is  deformed  from  a  straight  line. 


2.014.989 

STRINGING  OF  TENNIS  AND  LIKE  RACKETS 

Solomon  Hirsh  Sleff.  London.  England 

Application  May  23.  1932.  Serial  No.  613.091 

In  Great  Britain  June  6.  1931 

10  Claims.     (CL  273— 73) 


Strings  of  rackets  wherein  the  required  tensioning 
load  is  applied  to  the  strings  to  be  tensioned  by 
the  action  of  a  float  or  buoyant  body  in  a  liquid. 

2,014,990 

CLUTCH 

Minter  Smith,  Sulphur  Springs,  Tex. 

Application  December  3.  1934,  Serial  No.  755,825 

6  Claims.     (CL  74—290) 


1.  A  clutch  comprising  sun  gears,  one  having 
a  greater  number  of  teeth  than  the  other,  plane- 
tary gears  engaging  said  sun  gears,  a  shaft  on 
which  said  planetary  gears  are  mounted  for  axial 
movement  only  with  relation  thereto,  and  means 
offering  a  yieldable  resistance  to  the  axial  move- 
ment of  said  planetary  gears. 

2,014.991 

SHOLTLDER  GUARD 

Augustus  K.  Snyder,  Annapolis,  Md. 

AppUcation  February  11,  1935,  Serial  No.  6,118 

3  CUims.     (CL  2—2) 


1.  Apparatus  for  mechanically  tensioning  the 


1.  In  a  shoulder  protector,  an  adjustable  guard 
adapted  to  receive  any  shock  delivered  adjacent 
the  acromio  clavicular  joint  of  the  shoulder,  a 
body  member  adapted  to  transmit  5aid  shock  to 
the  thorax  of  the  body,  and  means  adapted  to 
secure  said  guard  and  said  member  together  In 
pivotal  relation,  said  means  being  located  to  bring 
the  pivctal  point  to  a  level  about  half-way  be- 
tween the  arm  pit  and  the  top  of  said  joint  when 
the  protector  is  in  use.  whereby  said  shock  is 
effectively  diverted  from  the  shoulder  and  trans- 
mitted to  the  body. 

2,014.992 

GOLF  GAME 

William  H.  Stayton.  Washington.  D.  C. 

AppUcation  July  3.  1930.  Serial  No.  465,759 

Renewed  December  26.  1934 

2  Claims.     (CI.  273— 87) 

1.  In  a  golf  game,  a  playing  board  comprising  a 

plurality  of  individual  sections,  the  surface  of  each 
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section  comprising  a  miniature  reproduction  of  a 
portion  of  a  golf  course,  and  means  for  connect- 
ing any  edge  of  one  of  said  sections  to  any  edge 
of  any  other  section  to  form  a  miniature  golf 


course  of  any  desired  layout,  said  last  named 
means  comprising  a  trough  of  resilient  material 
adapted  for  detachable  engagement  with  any  two 
sections  to  be  connected. 


2.014,993 
GOLF  GAME 
William  H.  SUyton.  Washingrton.  D.  C. 
OrijTinal    application    July    3,    1930.    Serial    No. 
465,759.     Divided  and  this  application  Auirust 
17.  1931.  Serial  No.  557,703.    Renewed  December 
26.  1934 

8  Claims.     {CI.  273—129) 


1.  In  a  golf  game,  a  manikin  golf  player  com- 
prising a  torso,  a  support  for  said  torso,  an  ad- 
justable connection  between  said  torso  and  said 
support  permitting  movement  of  the  former  In  a 
plurality  of  planes  with  respect  to  the  latter,  a 
flexible  arm  carried  by  the  torso,  and  a  golf  club 
held  by  said  arm. 


2.014.994 

LOOSE    LEAF  BOOK 

Howard  Britten  Stone,  Croydon,  Eni^land 

Application  June  24,  1933.  Serial  No.  677,492 

In  Great  Britain  July  6,  1932 

9  Claims.     fCl.  129 — 18) 


7.  A  loose-leaf  book  comprising  oppositely  ar- 
ranged clamping  bars,  sheet  aligning  posts  in 
pairs  one  slidable  within  the  other  respectively 
secured  to  opposite  clamping  bars,  sliders  mov- 
able longitudinally  of  the  clamping  bars,  addi- 
tional sheet  aligning  posts  in  pairs  one  slidable 
within  the  other  respectively  attached  to  the 
sliders  carried  by  opposite  clamping  bars,  and 
springs  urging  the  sliders  each  towards  one  end 
of  Its  path  of  movement,  and  parts  on  the  bars 
and  sliders  for  limiting  the  movement  of  the  said 
sliders. 


2.014,995 
LOCK  WASHER 
Chandler  C.  Washer.  Philadelphia.  Pa.,  assignor 
to    Philadelphia    Steel    &    Wire    Corporation. 
Philadelphia.    Pa.,   a   corporation   of    Pennsyl- 
vania 

Application  April  11.  1935.  Serial  No.  15.861 
2  Claims.     (CI.  151—36) 


1.  A  lock  washer  comprising  a  die-severed  heli- 
cal segment  of  approximately  360'  substantially 
rectangular  in  cross  section,  the  side  edges  of 
the  axial  faces  being  beveled,  opposite  ends  of 
the  inner  and  outer  peripheral  faces  being 
swedged  Inwardly  with  a  resultant  thickening  of 
the  metal  between  the  beveled  portions,  the  ex- 
treme thickness  at  such  swedged  portions  being 
such  that  the  axial  surfaces  of  the  swedged  por- 
tions lie  between  the  general  planes  of  the  central 
zones  of  the  axial  faces  whereby  the  presence  of 
upstanding  corners  or  prongs  which  engage  a  nut 
adjacent  the  periphery  of  the  face  thereof  are 
eliminated  and  spreading  of  the  washer  upon  high 
speed  application  of  the  nut  avoided. 


2.014.996 
PASSENGER  BUS   SEATING   ARRANGEMENT 

James  E.  Watson.  Kirkland.  Wash. 

AppUcaUon  September  5.  1933.  Serial  No.  688,229 

2  Claims.     (CI.  296 — 64) 


1.  In  a  seating  arrangement  for  a  passenger 
vehicle,  having  a  main  floor  and  a  central  aisle- 
floor  longitudinally  disposed  above  said  main 
floor,  the  combination  with  a  pair  of  longitu- 
dinally extending  seats  adjacent  the  sides  of  said 
vehicle,  of  an  lnterme<5iate  pair  of  longitudinally 
extending  seats  substantially  the  same  altitude 
above  the  aisle-floor  as  the  side  seats  are  above 
the  main  floor,  whereby  the  knees  of  the  pas- 
sengers In  said  side  seats  may  be  disposed  under 
said  intermediate  seats,  and  located  at  the  sides 
of  said  aisle-floor,  said  intermediate  and  side  seats 
forming  side  aisles. 
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2,014.997 
CONTROL  VALVE 

Joe  Aurer,  Elk  Lake,  Ontario,  Canada 

Application  January  12.  1932,  Serial  No.  586,213 

Renewed  January  30,  1935 

6  Claims.     (CI.  121 — 46.5) 

U 


1  A  control  valve  comprising  a  casing,  a  valve 
spmdle  in  said  casing  formed  with  a  plurality  of 
pressure  medium  feeding  and  exhausting  passage- 
ways therein,  designed  to  simultaneously  and 
alternately  connect  a  pair  of  conduits  with  a 
pressure  supply  and  an  exhaust  and  a  pressure 
valve  in  one  of  said  exhaust  passageways  designed 
to  control  the  rate  of  discharge  of  the  exhausting 
pressure  medium,  from  one  of  said  conduits,  said 
pressure  valve  being  provided  with  means  for 
increasing  or  decreasing  the  pressure  of  the  valve 
according  to  the  operation  of  the  spindle. 


2  014.998 
APPARATUS  FOR  TESTING  THE  THICKNESS 
OF   THREADS,   T\TRES,   STRIPS,  AND   THE 

LIKE 

Noel  Gregory  Bagruley,  Kenilworth.  Charles  Fred 
Topham.  Earlsdon.  Coventry,  and  Tom  Ben- 
nett Lewis.  Coventry,  England,  assignors  to 
Courtaulds  Limited.  London,  England,  a  British 

Application  January  30,  1933,  Serial  No.  654.294 

In  Great  Britain  February  27,  1932 

4  Claims.     (01.  33—125) 


1  Apparatus  for  testing  the  regularity  of  a 
thread  comprising  a  comparatively  narrow  ori- 
fice means  for  passing  both  the  thread  and  a 
current  of  fluid  simultaneously  through  the  said 
orifice  and  comprising  a  capillary  system  con- 
taining gaseous  matter  but  free  from  any  seal- 
ing liquid,  and  so  disposed  as  to  cause  the  said 
current  of  fluid  to  traverse  the  said  narrow  ori- 
fice means  for  passing  the  said  current  of  fluid 
over  an  electrical  resistance,  through  which  a 
current  of  electricity  Is  passing,  and  means  for 
measuring  the  variations  in  the  electrical  condi- 
tions obtaining  in  the  said  electrical  resistance. 


2.014,999 
HYDROGENATION  OF  OILS 
Matthew  G.  Barradas,  San  Leandro,  Calif.,  as- 
sirnor   to    The  Best  Foods,    Inc.,   New   York, 
N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    Application  September  1,  1933, 
Serial  No.  687,845 
5  Claims.     (CI.  87—12) 
5.  A  method  for  the  controlled  selective  hydro- 
genation  of  an  oil  containing  unsaturated  fatty 
compounds,  comprising  heating  the  oil  at  a  tem- 
perature of  200  to  400=  F.  while  agitating  it  with 
a  catalyst  and  maintaining- an  inert  gas  in  the 
space  above  the  oil.  and  introducing  hydrogen  di- 
rectly into  the  inert  gas  above  the  oil  during  the 
heating. 

2,015,000 

SAIL  RIG  FOR  WATER  CRAFT 

Christian  August  Beringer,  Berlin,  Germany 

Application  Aurust  19,  1933,  Serial  No.  685.897 

In  Germany  September  17,  1932 

8  Claims.     (CI.  114—90) 


1.  Rig  for  sailing  craft  especially  for  yachts, 
comprising  in  combination  a  main  mast  approxi- 
mately in  the  center  of  the  midship  line,  an  in- 
clined auxiliary  mast  approximately  in  the  cen- 
ter between  the  heel  of  the  main  mast  and  the 
tack  of  the  foremost  sail,  the  head  of  the  said 
auxiliary  mast  lying  close  to  the  head  of  the  main 
mast  and  connected  there^^nth.  a  main  sail  on  the 
main  mast  and  at  least  four  fore  sails  having  in 
projection  on  to  the  midship  plane  approximately 
the  same  sail  area  as<he  main  sail  when  the  craft 
is  going  near  to  the  wind. 

2.015.001 

MACHINE     FOR     THE     MANUFACTURE     OF 

PIPES    OR    THE   LINING    THEREOF    WITH 

CEMENTITIOUS  MATERIALS 

Edward  Henrv  Bishop.  Waverley.  near  Sydney. 

New  South  Wales,  Australia 

AppUcation  September  19.  1933.  Serial  No.  690,128 

In  Australia  September  20.  1932 

6  Claims.     (CI.  25— 36) 


4.  A  machine  for  the  manufacture  of  pipe  and 
pipe  linings  from  cementitious  material  compris- 
ing a  hollow  guide  for  the  material,  a  conveyor 
within  said  guide  for  advancing  therethrough 
material  supplied  thereto,  a  hollow  mould  of 
greater  cross  sectional  area  than  said  guide  to  be 
telescoplcally  engaged  over  the  latter,  a  truck, 
eccentric  rollers  on  said  truck  supporting  said 
mould,  and  means  for  rotating  said  rollers  to 
raise  and  lower  said  mould. 
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2,015,002 

STOCKING 

William  H.  Coller,  Jr..  Readinir.  Pa.,  assignor  to 

Busy     Bee     Hosiery     Company     Incorporated, 

Reading,  Pa.,  a  corporation  of  Pennsylvania 

Application  February  17,  1933,  Serial  No.  657.196 

Renewed  July  19,  1934 

1  Claim.     (CI.  66— 182) 


As  a  new  article  of  manufacture,  a  stocking 
having  the  heel,  foot  and  toe  reinforced  by  a 
splicing  yam  Interknlt  with  the  body  yarn,  said 
stocking  having  at  the  back  ot  the  heel  and  top 
of  the  toe  special  areas  respectively  interknit  with 
an  additional  splicing  yarn,  the  boundaries  of 
the  special  heel  area  being  substantially  parallel 
to  the  heel  sutures  and  the  limiting  lines  of  the 
usual  reinforcement  defined  by  the  first  men- 
tioned splicing  yam.  and  the  boundaries  of  the 
special  toe  area  extending  substantially  parallel 
to  the  upper  sutures  of  the  conventional  diamond 
points  and  the  limit  line  of  the  usual  toe  rein- 
forcement defined  by  the  first  mentioned  inter- 
knit splicing  yam. 


2,015.003 

FLUSHING  DEVICE 

Charles  Watkins  Brown.  San  Diero,  Calif. 

Application  July  28,  1932,  Serial  No.  625.417 

11  Claims.    iCl.  137—93) 


1.  A  no-tank  flushing  device  comprising  a  sin- 
gle flush  valve,  selectively  operated  control  de- 
vices for  operating  the  valve  to  deliver  one  of  a 
plurality  of  selective  predetermined  quantities 
of  water  and  manually  operable  means  for  selec- 
tively operating  the  control  devices. 


2.015.004 
HAT  SWEAT  BAND 
John  F.  Dnerr.  Baltimore.  Md..  assifnor  to  M.  S. 
Levy  &  Sobs,  Inc.,  Baltimore.  Md.,  a  corpora- 
tion of  Maryland 
AppUcaUon  November  28.  1934,  Serial  No.  755.205 
10  Claims.     (CL  2—183) 
1.  In  a  hat,  a  sweat  band  having  one  edge  se- 
cured thereto  and  being  provided  with  a  plurality 


of  slits  extending  downwardly  from  the  free  edge 
thereof,  and  a  stretchable  member  secured  to  the 
back  of  said  sweat  band  across  said  slits  whereby 


to  hold  said  silts  normally  closed  but  to  permit 
expansion  of  said  sweat  band  to  accommodate 
variations  and  irregularities  in  head  sizes. 


2.015.005 
PREPARATION  FOR  PROTECTING  AGAINST 

LIGHT  OF  SHORT  WAVE  LENGTH 
Fltsfcrald  Dunninc,  Baltimore.  Md..  assignor  to 
Hynson.    Westcott    &    Dnnning,    Incorporated, 
Baltimore.  Md.,  a  corporation  of  Maryland 
No  Drawing.     Application  May  25,  1933. 
Serial  No.  672.903 
16  Claims.     (CI.  167—90) 
1.  A    preparation    adapted    to    be    applied    to 
human  skin  for  protecting  it  against  ultra  violet 
light  comprising  an  alkali  metal  salt  of  a  sulfonic 
acid  derivative  of   the  group  consisting   of   the 
mono-  and  dl-sulfonlc  acid  derivatives  of  a  mono- 
hydroxy  dlphenyl  of  the  group  consisting  of  the 
ortho-  and  para-hydroxy  dlphenyls. 


2.015.006 
PROCESS  OF  MAKING  STORAGE  BATTERY 

SEPARATORS 
Jean  Ekisler,  Paris,  France,  assiirnor  to  Maurice 

Pagenel,  Paris.  France 

Application  November  9.  1933,  Serial  No.  697.342 

In  France  October  4.  1933 

1  Claim.     (CI.  136— 148  > 


^^^'{zr^m^fi 


.i-LJ 


A  process  of  manufacturing  separators  for 
storage  batteries,  which  consists  in  spreading  a 
set  of  substantially  parallel  threads  of  drawn 
glass  upon  a  surface  to  form  a  thin  layer,  in 
projecting  a  cloud  of  a  binding  substance  above 
said  layer,  in  allowing  the  drying  of  the  minute 
drops  of  said  substance  which  have  been  depos- 
ited on  said  layer  and  in  successively  super- 
posing several  layers  with  interposition  of  a 
binding  substance,  applied  under  the  form  of  a 
cloud,  between  two  adjacent  layers. 


-  --^  » cfr*  i.'js'iL^ipii 


Skptemueb  17, 1935 


U.  S.  PATENT  OFFICE 


635 


2.015.007 
MANLTACTURE   OF   LENSES    AND    GLASSES 
Alfred  Henry  Emerson.  Fimchley,  London,  Eng- 
land, assignor  to  United  Kingdom  Optical  Com- 
pany, Limited.  London.  England 
AppUcation  April  26.  1934.  Serial  No.  722,545 
In  Great  BriUin  April  4.  1933 
5  Claims.     (CI.  4»— 82.1) 


1.  A  method  of  making  a  variable  focus  lens 
comprising  surfacing  one  side  of  each  of  two 
plates  of  glass  having  different  refractive  in- 
dices with  a  smooth  continuously-curved  sur- 
face extending  over  and  surrounding  the  pro- 
posed variable  focus  area,  superimposing  said 
plates  with  said  surfaces  In  contact  with  one 
another,  uniting  said  plates  by  applying  heat 
thereto,  and  applying  heat  to  drop  a  portion 
thereof  along  a  contacting  surface  having  a  vari- 
able radius  of  curvature  in  different  parts  of  said 
surface. 


2,015,008 

ORE  CLASSIFIER 

William  Eugene  Endreixe.  Butte,  Mont. 

AppUcation  July  8,  1927,  Serial  No.  204,260 

11  Claims.     (CI.  209 — 462) 


1  An  apparatus  for  separating  and  classifying 
materials  of  different  settling  rates,  comprising  a 
stationary  inclined  settling  trough  with  a  lower 
end  wall  and  adjacent  side  walls  the  lower  end 
wall  boing  inclined  at  an  acute  angle  to  the  bot- 
tom of  the  trough  in  front  of  the  vertical  and  the 
adjacent  portions  of  the  side  walls  being  inclined 
upwardly  and  inwardly  to  prevent  the  formation 
of  mud  banks  on  either  of  said  walls,  and  means 
for  conveying  the  settled  material  toward  the  up- 
per end  of  the  trough,  said  conveying  means  hav- 
ing a  portion  thereof  positioned  with  the  walls 
disposed  in  overhanging  relation  with  respect 
thereto. 


tation  in  said  shell  and  cooperable  with  the  ad- 


2,015,009 
ANIMATED  FIGLTIE  TOY 

Obi  Erickson,  Eagle  Grove.  Iowa,  assignor  of  one- 
fourth  to  Russell  W.  Good  and  one-fourth  to 
Carl  N.  Sunner,  both  of  Eagle  Grove.  Iowa 
AppUcation  July  31.  1934.  Serial  No.  737,822 

3  Claims.  (CI.  46— 40) 
1  As  a  new  article  of  manufacture  a  toy  fig- 
ure constructed  in  outline  and  shape  to  represent 
a  woodpecker  and  including  a  hollow  shell  de- 
fining a  mechanism  compartment,  said  shell  pro- 
vided at  Its  lower  end  with  a  depending  tail  and 
at  its  upper  end  with  a  guide  slot,  a  head  unit 
having  a  portion  extending  into  said  shell  through 
said  slot  and  pivoted  in  said  shell,  said  extended 
end  portion  being  provided  with  a  keeper  notch, 
a  rubber  band  extending  through  said  notch  and 
anchored  at  one  end  in  said  shell  to  move  the 
head  in  one  direction  In  the  slot,  said  extended 
end  portion  being  further  provided  on  its  lower 
end  with  a  flexible  trip  element,  and  a  power  op- 
erated shaft  including  a  crank  mounted  for  ro- 


jacent  edge  portion  of  said  extension  as  well  as 
the  adjacent  end  portion  of  said  trip. 

2,015.010 
MANUFACTURE  OF   STOCKINGS 

Rudolf  Gotthold  Giinther.  Chemnitz.  Germany, 
assignor  to  David  Richtcr  Aktiengesellschaft, 
Chemnitz,  Germany 

AppUcation  March  11.  1935,  Serial  No.  10,537 

In  Germany  January  23,  1933 

3  Claims.     (CI.  66 — 82) 


1.  In  the  method  of  knitting  a  stocking  in  a 
single  operation  on  a  straight  bar  knitting  ma- 
chine, the  steps  consisting  in  knitting  a  plurahty 
of  courses  in  three  separate  portions,  viz.  a  middle 
or  instep  portion  and  two  heel  portions  laterally 
of  said  instep  portion,  withdrawing  the  instep 
portion  out  of  action  by  an  amount  correspond- 
ing to  said  courses,  continuing  the  knitting  of  the 
heel  portions  alone,  returning  the  instep  portion 
into  action  after  the  completion  of  the  Knitting 
of  the  heel  portions  and  knitting  the  instep  and 
sole  parts  together. 

2.015.011 
ANTHRAQLTINONE    Dl-ESTITT'S    AND  PROC- 
ESS OF  PREPARING  THEM 
Norman    Hulton    Haddock    and    Frank    Lodge. 
Blackley.    Manchester,    England,    assignors    to 
Imperial  Chemical  Industries  Limited,  a  cor- 
poraUon  of  Great  Britain  -moo 

No    Drawing.      Application    November    3,    1932, 
Serial  No.  641.114.    In  Great  Britain  November 

13    1931 

21  Claims.     (CI.  260—60) 

1.  An  anthraquinone  derivative  corresponding 
to  the  general  formula: 


-Y 


wherein  X  and  Y  respectively  represent  one  or 
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the  other  of  a  pair  of  substituents  represented  by 
NHa  and  S  CHj  COOM  <M  =  H  or  a  metal),  or 
wherein  X  and  Y  jointly  represent  the  lactam 
formed  from  the  above  pair  of  substituents; 
wherein  A  stands  for  the  radical  OH.  the  group 
NHR  "R^alkyl  or  aryl>  or  the  group 


/ 


nN-<^y. 


(X  and  Y  having  the  same  significance  as  above) ; 
and  wherein  the  general  formula  includes  auxo- 
chromic  substitution  derivatives  of  said  anthra- 
quinone  derivative. 


2.015.012 

METHOD  OF  SANDING  CRANBERRY  BOGS 

Isaac  Harrison.  Crosswlcks,  N.  J. 

ApplicaUon  May  18,  1934,  Serial  No.  726.376 

3  Claims.     (CI.  47—58) 


1.  The  method  of  planting  cranberry  bogs  com- 
prising strewing  short  lengths  of  vines  over  the 
surface  of  the  bog,  flooding  the  bog  and  Immedi- 
ately thereafter  uniformly  distributing  sand  over 
the  surface  of  the  water  flooding  the  bog. 


2.015.013 

ENVELOPE.  BOX.  CONTAINER.  AND 

SUCH  LIKE 

John  Horsley,  Glasgow,  Scotland 

Application  August  24.  1933.  Serial  No.  686.607 

In  Great  BriUin  September  10, 1932 

1  Claim.     (CI.  229—78) 


An  envelope  provided  with  a  flap  having  a  slot 
cut  through  the  same,  a  thin  sheet  of  metal  hav- 
ing a  pair  of  parallel  slits  formed  thereon  and 
the  material  between  said  slits  bent  to  form  an 
eye  to  pass  inwardly  through  said  slot  provided 
in  said  flap,  the  said  sheet  of  metal  having  pro- 
jecting lips  to  hold  the  same  upon  the  outside 
of  the  flap,  a  second  sheet  of  springy  material 
having  projecting  lips  to  hold  the  same  upon  the 
inside  of  the  back  of  the  envelope,  the  back  of  said 
envelope  and  the  second  sheet  of  springy  mate- 
rial each  having  a  slot  cut  therethrough  to  reg- 
ister with  one  another  for  inserting  the  said  in- 
wardly projecting  eye,  the  said  second  sheet  of 
springy  material  having  a  plurality  of  pairs  of 
parallel  slits  formed  thereon  and  the  material 
between  each  of  said  pairs  of  slits  bent  to  form  a 
guldeway,  and  an  elongated  key  mounted  to  slide 
in  said  guldeway  and  to  pass  through  said  pro- 
jecting eye  whereby  to  lock  the  back  of  the  en- 
velope and  the  flap  together. 


2.015.014 

MUSICAL   IN  STRIDENT 

Frederick  A.  Hoschke,  Hacerstown.  Md. 

Application  April  6,  1934.  Serial  No.  719,396 

11  CUims.     (CI.  84—1) 


1.  In  a  musical  instrument,  a  microphone  cir- 
cuit having  a  condenser,  said  condenser  consist- 
ing of  a  reed  secured  at  one  end,  the  remaining 
portion  of  the  reed  being  free  for  unrestricted 
vibration,  said  reed  forming  one  plate  of  the  con- 
denser and  a  second  plate  in  inductive  relation 
with  respect  to  the  reed. 


2.015.015 

CONTAINER 

John  M.  Hothersall.  Brooklyn.  N.  Y..  assignor  to 

American  Can  Company.  New  York.  N.  Y..  a 

corporation  of  New  Jersey 

AppUcation  September  8.  1933.  Sfrial  No.  688,679 

8  Claims.     (CL  221—11) 


1.  A  metal  container  for  liquids,  having  a  t)ody 
and  a  smaller  neck  and  a  rounded  shoulder  join- 
ing said  body  and  neck,  a  cover  member  secured 
on  said  neck  for  sealing  the  same,  and  a  closed 
pouring  spout  having  a  fracturable  portion  formed 
on  and  projecting  above  said  shoulder  of  the  body 
and  within  the  lateral  confines  of  the  latter,  said 
spout  being  located  just  below  said  cover  member 
and  operable  for  dispensing  the  liquid  contents 
from  the  container  upon  opening  of  the  fractur- 
able portion  of  said  pouring  spout. 


2.015.016 

PLOWSHARE 

Christoffer  Bernhardt  Jacobsen.  Froid.  Mont. 

Application  June  14.  1934.  Serial  No.  730,658 

1  Claim.     (CI.  97—125) 


i 


/c"" 


A  plow  share  having  a  moldboard  piece  and 
a  landside  formed  throughout  in  one  piece  which 
Join  to  form  a  point,  a  relatively  broad  flange 
nmnlng  the  length  of  the  bottom  edge  of  the 
landside  and  projecting  inwardly  toward  the 
moldboard,  said  flange  flaring  inwardly  at  the 
end  nearest  said  point  and  joining  the  mold- 
board  whereby  to  provide  additional  material 
for  use  in  re-shaping  the  point. 
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2.015.017 
DRAFT  RIGGING 
Byers  W.  Kadel.  Baltimore,  Md..  assigmor  to  The 
Symington  Company,  New  York.  N.  Y.,  a  cor- 
poration of  Maryland 
Application  August  28.  1929,  Serial  No.  389,014 
8  Claims.     (CI.  213 — 69) 


3.  In  railway  draft  rigging,  in  combination,  a 
coupler,  a  yoke,  means  connecting  said  coupler 
and  yoke,  cushioning  mechanism  disposed  be- 
tween the  rear  ends  of  said  coupler  and  yoke, 
and  equalizing  means  loosely  disposed  between  the 
cushioning  mechanism  and  the  stem  of  the  cou- 
pler to  permit  relative  angling  of  said  coupler, 
the  front  end  portion  of  said  cushioning  mech- 
anism being  provided  with  a  shelf  underlying  and 
supporting  said  equalizing  means,  said  meani 
being  provided  with  a  lug  interlockingly  and 
loosely  received  in  an  aperture  in  said  sheif. 


2.015,018 
ELECTRIC  VALVE  CONTROL  SYSTEM 
Erwin   Kern,   Ennetbaden.   Switzerland,  assignor 
to    Aktiengesellschaft    Brown    Boveri    &    Cie., 
Baden.  Switzerland,  a  joint-stock  company  of 
Switzerland 
Application  March  16,  1934.  Serial  No.  715,806 
In  Germany  March  31,  1933 
14  Claims.     (CI.  175—363) 


8.  In  a  system  for  controlling  the  flow  of  elec- 
tric current,  an  electric  current  supply  line,  elec- 
tric translation  means  connected  with  said  line 
and  including  an  alternating  current  winding 
and  an  electric  valve  having  an  anode  with  an 
associated  control  electrode  and  a  cathode,  an 
electric  current  output  line  connected  with  said 
translation  means,  a  circuit  connected  to  receive 
an  electromotive  force  similar  to  an  electromo- 
tive force  of  said  winding,  a  second  electric  valve 
controlling  the  flow  of  current  through  said  cir- 
cuit, resistance  and  inductance  means  in  said 
circuit,  another  circuit  connected  across  the  sec- 
ond said  valve,  resistance  and  Inductance  means 
In  the  second  said  circuit,  means  for  impressing 
between  said  control  electrode  and  said  cathode 
a  voltage  effective  to  prevent  the  flow  of  current 
through  the  first  said  valve,  and  means  coupling 


the  said  another  circuit  with  said  control  elec- 
trode and  with  said  cathode  for  impressing  there- 
between a  voltage  component  similar  to  a  com- 
ponent of  the  voltage  across  a  portion  of  the  sec- 
ond said  circuit  to  overcome  the  effect  of  the 
first  said  voltage. 


2,015.019 
PISTON  PACKING 
Ralph  A.  Light,  Cynwyd,  and  Joseph  W.  Price,  Jr., 
Philadelphia,    Pa.,    assignors    to    The    United 
States     Metallic     Packing     Company.     Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
Application  September  8,  1934.  Serial  No.  743,188 
4  Claims.     (CI.  309 — 39) 


1.  The  combination  with  a  piston  body,  having 
spaced  shoulders  separated  by  an  intervening 
fiange,  of  a  buU  ring  seating  on  one  of  the  shoul- 
ders and  secured  to  the  intervening  fiange  with 
interposition  of  a  spacer  annulus;  a  follower  ring 
seating  on  the  other  shoulder;  said  bull  and  fol- 
lower rings,  as  well  as  the  peripheral  surface  of 
the  intervening  flange  and  spacer  annulus,  joint- 
ly forming  a  circumferential  groove;  a  split  seal- 
ing ring  in  the  circumferential  groove;  com- 
pressible packing-material  fllling  an  annular  in- 
terval between  the  inner  surface  of  the  sealing 
ring  and  the  bottom  of  the  groove  aforesaid; 
an  expander  ring  disposed  within  a  circular  re- 
cess at  the  inner  face  of  the  follower  ring  and 
bearing  laterally  against  the  packing-material; 
circumferentially-spaced  springs  operative 
against  the  expander  ring  to  compress  the  pack- 
ing material  and  thereby  maintain  the  sealing 
ring  expanded  in  fluid-tight  contact  with  the 
wall  of  a  cylinder;  means  intermediate  the  inner 
faces  of  the  bull  and  follower  rings  and  the  con- 
tiguous surfaces  of  the  spacer  ring  and  interven- 
ing flange  aforesaid  to  prevent  leakage  past  the 
mutually  contacting  surfaces  of  the  packing  as 
a  whole;  and  means  holding  the  several  parts 
in  assembled  relation. 


2.015,020 

ROOF  AND  ELEMENTS  FOR  THE 

CONSTRUCTION  THEREOF 

William  L.  Rowe,  New  York,  N.  Y..  assignor  to 

Johns-Manville  Corporation,  New  York,  N.  Y., 

a  corporation  of  New  York 

AppUcation  March  16,  1931.  Serial  No.  522,814 

3  Claims.     (CI.  108 — 33) 


1.  Clip  for  shingle  units  formed  of  malleable 
roimd  wire  and  having  a  portion  constituting  a 
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top  and  a  portion  constituting  a  base,  said  por- 
tions being  bent  at  angles  to  the  plane  of  an 
integral  connecting  portion,  the  base  portion  ex- 
tending substantially  at  a  right  angle  to  said  con- 
necting portion  and  being  flattened  transversely 
to  said  plane  to  afford  a  wedge-like  end  portion, 
the  top  portion  being  at  a  greater  angle  to  said 
connecting  portion,  said  top  portion  having  an 
intumed  flattened  hook  in  the  plane  of  said  con- 
necting portion,  said  hook  having  an  extremity 
inclined  inwardly  toward  said  connecting  portion 
whereby  the  base  may  be  located  beneath  the 
lower  of  two  shingle  units  with  the  connecting  por- 
tion juxtaposed  to  the  edges  of  said  units,  and 
the  top  may  be  bent  down  to  position  the  hook 
within  an  opening  in  the  upper  unit,  the  ex- 
tremity of  the  hook  being  automatically  clinched 
about  the  wall  of  the  opening  due  to  the  bending 
of  its  inclined  extremity  in  contact  with  the  sur- 
face of  the  lower  unit  so  that  said  extremity  lies 
between  the  units  and  extends  toward  the  con- 
necting portion. 


2,015.021 
SHOWERST  ALL- BATHTUB 

Samuel  John  Samelow,  Chicafo.  111.,  assiirnor  to 

Bailey  Samelow  Stanton.  Chicairo.  111. 
AppUcation  September  22.  1933.  Serial  No.  690,545 
^       11  Claims.     (O.  4—146) 


1.  A  Jolntless  substantially  block-shaped  show- 
erstall-bathtub  combmation,  comprising  a  base 
component  formed  like  a  standard  bathtub,  and 
a  box-like  component  to  serve  as  a  chamber,  the 
two  components,  reciprocally  coextensive,  cast  or 
combined,  corners  rounded,  as  a  unit  with  unitary 
exterior  walls,  set-off  from  each  other  on  the  in- 
terior by  a  continuous  horizontal  ledge  which 
forms  a  rim  for  the  thus  built-in  bathtub  base. 


2.015.022 

INTERNAL   COMBUSTION  ENGINE 

Walter  S.  Smith.  Old  Fort,  N.  C.  assigrnor  to  The 

Shore  Corporation,  Dover,  Del.,  a  corporation 

of  Delaware 

Application  April  12.  1934,  Serial  No.  720,169 
4  Claims.     (CI.  123—170) 

1.  An  Internal  combustion  engine,  having  in 
combination,  a  crankcase.  a  plurality  of  water 
cooled  cylinders,  crosshead  pistons  In  the  cylin- 
ders, each  of  said  pistons  having  a  top  portion 
of  larger  diameter  than  the  lower  portion  there- 
of, piston  pins  in  the  lower  portion  of  each  of 
said  pistons,  compression  rings  in  the  top  por- 
tions of  said  pistons,  water-jacketed  tubular 
guides  for  the  lower  portion  of  each  of  said  pis- 
tons to  cool  the  same  and  also  cool  a  wall  por- 
tion of  an  air  passage  along  the  engine,  said 
passage  communicating  with  the  annular  spaces 


beneath   the   top   portions   of   said   pistons   and 
above  the  said  guides  to  relieve  pressure  in  said 


annular  spaces,  said  spaces  being  separated  from 
the  bore  of  said  pistons  by  the  piston  walls. 


2.015.023 
SULPHONATION  OF  ROSIN  AND  ITS 
DERIVATIVES 
Henry  J.  Weiland.  South  Milwaukre.  and  Milton 
A.   Prahl,   Milwaukee.  Wis.,  assignors  to   E.   I. 
du  Pont  de  Nemours  &  Company,  Wilmington, 
Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  February  15,  1934, 
Serial  No.  711,443 
4  Claims.   (CI.  260—108) 
1.  In  the  sulphonation  of  a  compound  of  the 
group   consisting   of   rosin,   hydrogenated    rosin, 
abletlc  acid,  hydroabietic  acid  and  their  esters, 
abietene  and  abietane,  the  step  which  comprises 
carrying  out  the  sulphonations  with  sulphur  tri- 
oxide  in  the  absence  of  any  substantial  quantity 
of  sulphuric  acid. 


2,015,024 

STEAM  HEATING  CONNECTION  FOR 

VALVES 

David  Robert  Yamall.  Philadelphia.  Pa.,  assignor 

to  Yamall-Waring  Company.  Philadelphia,  Pa., 

a  corporation  of  Pennsylvania 

AppUcation  April  13.  1934,  Serial  No.  720,457 

9  Claims.     (CI.  251—80) 


2.  A  hoUow  valve  body  ported  at  one  side  and 
at  one  end,  a  hollow  plunger  longitudinally  mov- 
able inside  the  body,  having  an  end  port  con- 
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tinuously  opening  into  the  body  toward  the  end 
port  thereof  and  a  side  port  adapted  to  register 
with  the  side  port  of  the  body,  at  one  longitudinal 
position  of  the  plunger,  and  to  be  out  of  register 
with  said  side  port  at  another  longitudinal  posi- 
tion thereof,  said  plunger  having  a  walled  flow 
passage  between  the  plunger  ports,  with  the  hol- 
low of  the  plunger  about  the  flow  passage  walls 
Intermediate  the  plunger  ports,  a  closure  for  the 
other  end  of  the  plunger  and  operative  connec- 
tion between  the  plunger  and  body  for  opening 
and  closing  the  valve,  there  being  fluid  inlet  and 
outlet  openings  into  the  hollow  of  the  plunger  for 
temperature  control  of  the  plunger  by  circulating 
fluid  through  the  hollow  thereof. 


2.015.025 

RAILWAY   VEHICLE 

Donald  S.  Barrows,  Rochester,  N.  Y..  assignor  to 

The  Symington  Company.  New  York,  N.  Y.,  a 

corporation  of  Maryland 

AppUcation  December  21.  1931.  Serial  No.  582.473 

10  Claims.     (CI.  lOS— 187) 


1.  Bolster  spring  means  comprising  a  plurality 
of  resilient  plates  and  upper  and  lower  bands 
connecting  said  plates  and  forming  an  elliptic 
spring,  the  upper  surface  of  the  upper  band  and 
the  lower  surface  of  the  lower  band  being  curved 
to  respectively  allow  a  supported  bolster  to  roU 
thereon  and  to  roll  with  respect  to  an  associated 
side  frame,  the  curvature  of  the  band  surfaces 
varying  on  opposite  sides  of  the  center  of  said 
spring  so  that  said  bolster  is  raised  when  rolled 
in  one  direction  a  predetermined  amount  above 
the  elevation  at  which  it  stands  when  rolled  in 
the  other  direction  a  similar  amount. 


2.015.026 
RAILWAY   TRUCK 

Donald  S.  Barrows,  Rochester,  N.  Y.,  assignor  to 
The  Symington  Company,  New  York,  N.  Y.,  a 
corporation  of  Maryland 

AppUcation  April  1,  1932,  Serial  No.  602.589 
16  Claims.     (CI.  105—197) 


projecting  outwardly  beyond  said  frame,  plate 
spring  means  operatively  interposed  between  said 
frame  and  bolster  and  overlapping  said  columns 
on  the  outer  side  of  the  frame,  and  coil  spring 
means  operatively  interposed  between  the  bolster 
and  side  frame  inwardly  of  said  plate  spring 
means,  and  at  least  some  of  such  capacity  and 
disposed  inwardly  at  such  a  distance  from  the 
longitudinal  central  plane  of  the  frame  that  it 
balances  the  distribution  of  load  about  said  plane. 


1.  In  a  railway  truck.  In  combination,  a  side 
frame  formed  with  compression  and  tension 
members  spaced  at  Intermediate  portions  by 
spaced  bolster  guide  columns,  a  bolster  extend- 
ing into  the  space  between  said  columns,  and 


2.015.027 
ROTARY  ENGINE 
Charles  M.  Finley,  Sioux  City,  Iowa,  assignor  of 
one-half    to   Roy    T.   Quick,    Jr.,    Sioux    City, 

Iowa 

AppUcation  July  26,  1933.  Serial  No.  682,256 
1  Claim.     (CI.  123 — 14) 


A  rotary  engine  comprising  a  circular  hollow 
frame,  a  circular  rotor  journalled  eccentrically 
within  the  frame,  said  rotor  being  adapted  to  ro- 
tate freely  about  its  journalled  axis,  and  said 
rotor  being  arranged  to  rotate  within  said  frame 
freely  spaced  from  the  inner  periphery  thereof 
throughout  said  rotation,  a  plurality  of  hollow 
slides  spaced  about  the  frame  adapted  to  bear 
against  the  rotor  to  form  successive  chambers 
about  the  rotor,  means  for  introducing  air 
through  the  hollow  slides,  and  means  for  intro- 
ducing an  atomized  fuel  into  the  said  chambers. 


2.015,028 
HOLDER  FOR  ADVERTISING  MATERIAL 
LesUe  S.  GiUette.  Rye,  N.  Y.,  assignor  to  U.   S. 
Industrial  Alcohol  Co..  New  York,  N.  Y.,  a  cor- 
poration of  West  Virginia 
AppUcation  April  12.  1932.  Serial  No.  604.689 
2  Claims.     I  CI.  220 — 23) 


<1  ,S  !■;  6  T  ,13 


1.  The  combination  with  a  sheet-metal  barrel 
of  the  class  having  its  ends  closed  by  flanged. 
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permanent,  strength  heads  set  into  the  ends  of 
the  circular  side  wall  with  the  head  flange  and 
end  of  the  side  wall  interlocked  and  interseamed 
and  forming  a  rim  which  projects  endwise  from 
the  boundary  of  the  end  wall  and  has  an  out- 
wardly extending  bead,  of  a  false-head  cover- 
ing the  permanent  head  of  the  barrel,  and  a 
clip  anchored  to  and  gripping  said  interlocked 
and  interseamed  portion,  said  clip  being  provided 
with  an  inwardly  extending  engaging  portion 
impinging  upon  and  holding  in  place  the  afore- 
said fals#-head. 


2.015.»29 

BALANCE  FOB  MUSICAL  INSTBUMENTS 

Bertrand  Bonath.  Waahington.  D.  C. 

AppUcation  May  9.  1935,  Serial  No.  20.700 

6  Claims.     (CL  84—453) 


1.  A  device  of  the  character  described  com- 
prising, in  combination,  a  threaded  rod.  support- 
ing means  for  said  threaded  rod,  said  supporting 
means  adapted  to  be  affixed  to  a  musical  instru- 
ment of  the  horn  type,  a  second  rod  adjacent  said 
threaded  rod  and  substantially  parallel  thereto, 
a  weight  having  a  plurality  of  bores  therethrough, 
said  weight  carried  by  said  rods  one  of  said  bores 
being  threaded  and  adapted  to  coact  with  said 
threaded  rod.  rota  table  means  affixed  to  an  end 
of  said  threaded  rod  whereby  upon  rotation  of 
said  rotatable  means  said  threaded  rod  and  said 
threads  in  said  bore  coact  to  cause  said  weight 
to  travel  along  said  threaded  rod  and  said  second 
rod  whereby  to  shift  the  center  of  gravity  of  said 
musical  Instrument. 


2.015.030 
BBUSH 
lames   Collier.   Racine.  Wis.,   assignor   to   S.   C. 
Johnson  Sc  Son,  Inc..  Racine,  Wis.,  a  corpora- 
tion of  Wisconsin 
ApplicaUon  December  9.  1933,  Serial  No.  701,631 
2  Claims.     (CL  15—229) 


1.  A  brush,  comprising  a  cylindrical  pad  formed 
by  yam  and  carried  by  an  axial  spindle,  a  yoke 
provided  with  a  rigid  cross-bar  formed  by  a  metal 
strip  bent  cross-wise  to  give  it  rigidity  and  with 
a  resilient  side-bar  formed  at  each  end  of  said 
cross-bar  from  the  same  metal  strip  as  said  cross- 
bar and   having  a  recess  formed  in   the  outer 


end  thereof  to  receive  said  spindle  and  the  re- 
cess in  one  of  said  side-bars  and  the  correspond- 
ing end  of  said  pintle  being  shaped  to  keep  said 
pad  from  turning  in  normal  use  but  to  allow  said 
pad  to  be  turned  by  manual  torque  being  exerted 
thereon,  a  socket  attached  to  said  cross-bar  at 
the  center  thereof,  and  a  handle  connected  by 
said  socket  to  said  cross-bar. 


2,015,031 
MARKING  STBIP 
Albert  C.  Fischer.  Chicago.  111.,  assignor  to  The 
PhiUp  Carey  Manofactaring  Company,  a  corpo- 
ration of  Ohio 
AppUcation  November  15.  1928.  Serial  No.  319,625 
11  Claims.     (O.  94—1.5) 


1.  A  road  marking  device  comprising  an  an- 
choring stud  adapted  to  be  detachably  secured  in 
a  pavement,  a  shouldered  head  on  the  stud  pro- 
viding a  securing  flange  and  a  shoulder  for  spac- 
ing the  flange  from  the  pavement,  and  a  capping 
piece,  said  capping  piece  being  provided  with  a 
flange  to  clasp  the  securing  flange  of  the  heiul 
and  surround  the  shouldered  portion. 


2.015.032 

LAPEL  FASTENER 

Max  H.  Gronaaer,  Memphis.  Tenn. 

AppUcation  Janaary  23.  1935.  Serial  No.  3.105 

4  Claims.     (0.24—81) 


^A 


1.  A  lapel  fastener  of  the  tjrpe  described  com- 
prising a  pair  of  double  tongue  shaped  members, 
a  centrally  positioned,  laterally  extending  tab 
carried  by  each  member  and  adapted  to  be  bent 
back  upon  the  body  portion  of  its  member,  said 
members  being  arranged  with  their  tabs  in  en- 
gagement with  each  other  so  that  said  tabs  will 
maintain  said  members  in  spaced  parallel  rela- 
tion, and  means  for  connecting  said  members  in 
such  relation. 


2,015,033 
ATTACHING  MACHINE 

Lester  N.  Hayden,  Arlington,  Mass.,  assignor  to 
United-Carr  Fastener  Corporation.  Cambridge, 
Mass.,  a  corporation  of  Massachusetts 
Application  February  14.  1934.  Serial  No.  711.151 
3  Claims.     (tL  218—6) 
3.  A  mechanism  for  presenting  parts  between 
a  pair  of  setting  dies  comprising,  in  combination. 
a  rotating  table  having  means  for  carrying  parts 
between  said  dies,  a  slide  bar  mounted  for  re- 
ciprocating movement,  a  toothed  disc  associated 
with  said  table,  an  arm  mounted  on  said  slide 
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bar  and  adapted  to  engage  said  toothed  disc  to 
rotate  the  table  upon  a  movement  in  one  direc- 
tion of  said  slide  bar,  a  locking  latch  pivotally 
mounted  relative  to  said  table  and  having  a  por- 
tion urged  by  a  spring  and  adapted  to  engage  said 
toothed  disc  during  the  setting  operation  of  the 
dies,  the  other  end  of  said  locking  latch  being 
hinged  for  vertical  movement  relative  to  said  slide 
bar  and  having  a  cam  surface  located  in  the  path 
thereof,  a  cam  roll  mounted  on  said  slide  bar 


and  adapted  to  actuate  said  cam  surface  to  dis- 
engage said  locking  portion  from  said  disc  to 
permit  rotation  of  said  table  during  the  operative 
movement  of  said  slide  bar,  and  said  hinged  por- 
tion having  an  additional  cam  surface  at  the 
side  adjacent  to  said  slide  bar  whereby  in  the  in- 
operative movement  of  said  slide  bar  the  cam 
roll  acts  upon  the  said  cam  surface  to  raise  the 
hinged  portion,  thereby  permitting  the  locking 
portion  to  remain  in  engagement  with  said 
toothed  disc. 

2.015.034 
MULTIPLE   OPERATED  FASTENING 
INSTALLATION 
Gustav  Johnson,  West  Boxbury,  Mass.,  assignor 
to    Unlted-Carr   Fastener   Corporation,    Cam- 
bridge, Mass.,  a  corporation  of  Massachusetts 
AppUcaUon  April  18.  1931.  Serial  No.  531.120 
7  Oaims.     (CI.  24—205) 


1.  In  a  multiple  operated  fastening  device  hav- 
ing two  stringers  each  having  a  series  of  fasten- 
ing elements  attached  to  an  edge,  a  slider  for 
engaging  and  disengaging  the  fastening  ele- 
ments at  one  edge  of  one  stringer  with  the  fasten- 
ing elements  at  an  edge  of  the  other  stringer  and 
end  fastening  means  whereby  said  stringers  may  be 
completely  disengaged,  said  end  fastening  means 
comprising  a  male  member  attached  to  one  of 
said  stringers  adjacent  to  one  end  of  a  series  of 
fastening  elements,  a  female  member  attached 
to  the  other  stringer  adjacent  to  one  end  of  the 
series  of  fastener  elements  secured  thereto,  one 
of  said  members  having  attaching  means  in  the 
form  of  spaced  flanges  engaging  opposite  faces 
of  its  respective  stringer  to  secure  the  said  means 


in  position,  said  flanges  having  groove  and  cam 
means  engaging  and  holding  the  slider  in  proper 
relation  to  the  said  member  when  entered  into 
said  erroove  thereby  to  permit  the  other  member 
to  be  engaged  therewith  or  disengaged  therefrom 
easily  and  unobstructably  through  the  slider. 


2.015.035 
SEPARABLE  END  FASTENEB  MEMBEBS  FOB 

MULTIPLE  OPEBATED  FASTENEBS 
Gustav  Johnson.  West  Boxbury,  Mass..  assignor 
to    United-Carr   Fastener    Corporation.    Cam- 
bridge. Mass.,  a  corporation  of  Massachusetts 
AppUcaUon  July  29,  1931,  Serial  No.  553.771 
1 1  Claims.     ( CL  24—205 ) 


1.  In  a  fastener  adapted  to  be  completely  sep- 
arated at  both  ends,  a  pair  of  stringers,  opposed 
series  of  fastener  members  on  said  stringers,  a 
slider  movable  along  said  stringers  to  engage  and 
disengage  said  fastener  members,  a  separable  end 
connection  for  said  stringers  comprising  a  socket 
member  on  one  stringer  having  a  tubular  portion 
extending  along  part  of  the  length  thereof  and 
a  pin  member  on  the  other  stringer  for  insertion 
into  said  tubular  portion  of  said  socket  member 
tmd  socket-engaging  elements  extending  lateral- 
ly from  the  pin  and  constructed  and  arranged 
for  engagement  with  the  socket  member  above 
and  below  the  tubular  portion  for  interlocking  en- 
gagement with  the  socket  member  to  prevent  ac- 
cidental longitudinal  separation  of  the  members 
of  the  separable  end  connection. 


2.015.036 

DIFFEBENTIAL  BEGISTERING   GEAR 

Frank  F.  Kaiser.  Montrose,  N.  Y. 

AppUcation  March  10,  1934.  Serial  No.  714,927 

5  Claims.     (CI.  101— 248) 


•-5^:.:L:n:--£S±:p  ^ 


\ ...         |., _ -— , MU.J    J        .1  ■■■■<■»'   J -— ^ " 
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1.  In  a  differential  registering  device  in  combi- 
nation with  a  master  gear,  a  printing  roll,  a  shaft 
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for  said  printing  roll,  a  gear  carried  by  said  shaft, 
said  gear  meshing  with  said  master  gear,  means 
whereby  said  printing  roll  may  be  advanced  or 
retarded  to  fit  the  pattern  being  printed,  said 
means  comprising  a  differential  mechanism  con- 
sisting of  four  pinion  gears  and  two  ring  gears, 
handwheels  connected  to  each  of  said  ring  gears, 
an  exteriorly  tapered  sleeve  keyed  to  said  shaft, 
a  second  sleeve  encircling  and  keyed  to  said  first 
sleeve,  said  second  sleeve  carrying  said  pinion 
gears,  a  third  sleeve  encircling  said  second  sleeve 
and  slldably  keyed  thereto,  said  third  sleeve  hav- 
ing an  exteriorly  threaded  portion  cooperating 
with  an  interiorly  threaded  portion  carried  by 
one  of  said  handwheels. 

2.015.037 

ELECTRIC  LAMP 

Albert   E.   MacFarland.   East   Oranfre,  N.   J.,   as- 

sigmor  to  Sirian  Lamp  Company,  Newark,  N.  J., 

a  corporation  of  Delaware 

Application  September  10.  1932,  Serial  No.  632,549 

5  Claims,     (CL  176—14) 


1.  In  a  lamp  the  combination  of  a  translucent 
cylindrical  envelope,  a  base  secured  thereto,  a  sup- 
port mounted  upon  said  base  and  within  said 
envelope,  said  support  having  an  extension  in  the 
form  of  a  cross  with  lateral  extending  elements,  a 
filament  mounted  on  said  cross  in  the  plane  there- 
of and  displaced  therefrom,  and  means  for  main- 
taining the  relative  position  of  said  support  and 
filament. 


2,015.038 

PROCESS  OF  SWEETENING  PETROLEl-M 

HYDROCARBONS 

Ernest  F.  Pevere.  Beacon,  N.  Y.,  assignor  to  The 

Texas  Company.  New  York,  N.  Y.,  a  corporation 

of  Delaware 

No  Drawing.     Application  July  23,  1932, 
Serial  No.  624.350 

8  Claims.     (CI.  196—29) 

1.  The  process  of  transforming  mercaptans 
present  in  a  petroleum  hydrocarbon  oil  into  the 
corresponding  disulfides  which  comprises  sub- 
jecting the  oil  containing  the  mercaptans  to 
reaction  with  an  aqueous  alkaline  solution  of  a 
phenol. 

2.015,039 
PREPARATION  OF   PHENYLMETHANES 
Ernest  F.  Pevere,  Beacon.  N.  Y..  assiirnor  to  The 
Texas  Company.  New  York.  N.  Y..  a  corporation 
of  Delaware 

No  Drawing.     Application  July  19.  1933, 
Serial  No.  681.129 

9  Claims.     (CI.  260 — 64) 

9.  The  method  of  preparing  amino  derivatives 
of  phenylmethanes  which  comprises  reacting  a 
methylene  ether  containing  more  than  one  alkoxy 
group  with  a  phenylamlne  In  the  presence  of  heat 


2.015.040  ' 

PREPARATION  OF  HYDROGEN  PEROXIDE 
Albert   Pletzsch.    Solln.   near   Munich.   Germany, 
assignor  to  Elektrochemische  Werke  Munchen 
A.  G.,  HoUriecelskreuth,  near  Munich.  Germany 
Application  May  27.   1935.   Serial   No.  23,757 
In  Germany  May  31.  1933 
5  Claims.     (CI.  204 — 31) 


1.  The  process  of  producing  hydrogen  peroxide 
by  electrical  discharge  in  hydrogen-oxygen  mix- 
tures which  comprises  adding  water  vapor  to  the 
reaction  gases  in  amount  to  produce  a  satura- 
tion temperature  of  greater  than  40'  C.  main- 
taining the  temperature  of  the  reacting  gases 
above  the  saturation  temperature  of  the  gases, 
and  subjecting  the  gases  to  electrical  discharge. 


2.015.041 

protecttvt:  means  for  mercury  arc 

DE\^CES 
David  C.  Prince.  Swarthmore.  Pa.,  assignor  to 
General  Electric  Company,  a  corporation  of 
New  York 
Original  application  August  12.  1930.  Serial  No. 
474,841.  Divided  and  this  application  April  30, 
1935,  Serial  No.  18.998 

10  Claims.     (CI.  175 — 363) 


1.  The  combination  of  a  direct  and  an  alter- 
nating current  circuit,  means  for  transferring 
power  between  said  circuits  including  an  arc  dis- 
charge device  having  a  cathode,  a  plurality  of 
anodes  and  control  electrodes  therefor,  and  com- 
mon means  to  stop  simultaneously  the  flow  of  en- 
ergy to  said  discharge  device  from  both  of  said 
circuits,  said  common  means  comprising  switch 
means  responsive  to  reverse  current  In  said  de- 
vice to  disconnect  said  device  from  said  direct 
current  circuit  and  relay  means  su^tuated  by  said 
switch  means  to  impress  on  said  control  electrodes 
a  potential  negative  with  respect  to  said  cathode. 
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2,015.042 

SELF- STARTING    SYNCHRONOUS    MOTOR 

Joseph  A.  Reinhardt  and  Oscar  H.  Kamlnky,  Peru, 

111.,  assignors  to  Western  Clock  Company,  Peru, 

111.,  a  corporation  of  Illinois 

Application  September  10.  1934.  Serial  No.  743,384 

10  Claims.     (CL  172—275) 


5.  In  a  self  starting  synchronous  motor,  a 
stator  comprising  a  core  of  magnetic  material,  a 
plurality  of  pole  pieces  each  having  an  aperture, 
one  of  each  of  which  pole  pieces  is  mounted  on 
each  end  of  said  core  and  being  so  positioned 
that  said  core  Is  offset  to  one  side  of  said  aper- 
tures, a  plurality  of  pairs  of  salient  poles  circum- 
ferentially  and  concentrically  disposed  adjacent 
to  said  aperture  on  each  of  said  pole  pieces  each 
pair  extending  inwardly  toward  the  opposing  pole 
piece,  the  pairs  of  salient  poles  on  one  pole  piece 
alternating  with  the  pairs  of  salient  poles  on  the 
opposing  pole  piece,  all  of  said  poles  lying  sub- 
stantially in  the  same  cylindrical  surface  and  a 
stator  coll  mounted  on  said  core  between  said 
pole  pieces. 

2.015.043 
PREPARATION  OF  EMLXSIONS 

William  M.  Stratford.  New  York.  N.  Y.,  assignor 
to  The  Texas  Company,  New  York,  N.  Y.,  a  cor- 
poration of  Delaware 

No  Drawing.    Application  February  17,  1933, 

Serial  No.  657.259 

5  Claims.      (CI.  252 — 6) 

1.  An  emulsion  comprising  water,  a  petroleum 

fraction  having  a  specific  gravity  substantially 

equal  to  water,  and  an  emulsifying  agent,  said 

emulsion  being  substantially  non -creaming. 


2,015.044 
CHLORINATION    OF    HYDROCARBONS 
Charles  F.  Teichmann.  Hugo  Klein,  and  Carl  P. 
Rathemacher,  New  York,  N.  Y. 
No  Drawing.     Application  April  1,  1933, 
Serial  No.  663.936 
4  CUims.     (CI.  260— 166) 
1.  The   process   of   preparing   mono-chlor  de- 
rivatives of  paraffinic  hydrocarbons  which  com- 
prises initially  reacting  the  hydrocarbons  with  a 
reagent   consisting   of   poly-chlor  derivatives  of 
the  hydrocarbons  in  the  presence  of  ultra-violet 
light  and  substantially  in  the  liquid  phase,  then 
submitting  the  reaction  products  to  a  reaction 
with  chlorine  under  such  pressure  as  to  main- 
tain the  reaction  products  substantially  in  the 
liquid  phase  whereby  mono-chlor  and  poly-chlor 
compounds    as    well    as    hydrochloric    acid    are 
formed,  removing  the  hydrochloric  acid  and  sep- 
arating the  chlor  compounds  into  two  fractions. 
the  one  comprising  the  mono-chlor  derivatives 
and  the  other,  the  poly-chlor  dertvatlvee. 


2.015,045 
INSECTICIDE   AND   FUNGICIDE 

Charles  F.  Teichmann,  New  York,  N.  Y.,  assignor 
to  The  Texas  Company,  New  York,  N.  Y.,  a 
corporation  of  Delaware 

No  Drawing.    Application  December  3,  1932, 

Serial  No.  645.589 

8  CUims.     (CI.  167—30) 

1.  An  insecUtide  and   fungicide  comprising  a 

mixture  of  phenol  naphthenates  and  a  petroleum 

hydrocarbon  oH. 


2.015.046 
SOLVENT   EXTRACTION    OF 
HYDROCARBON   OIL 
Charles  Frederick  Teichmann.  New  York,  N.  Y., 
assignor  to   The  Texas  Company,  New  York, 
N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    Application  December  21,  1934, 
Serial  No.  758.613 
7  Claims.     (CI.  196—13) 
1.  The  method  of  refining  hj'drocarbon  oil  con- 
taining relatively  paraflBnic  and  relatively  non- 
paraffinic    constituents,     including    naphthenic, 
aromatic  and  unsaturated  bodies,  to  remove  un- 
desired     relatively     non-parafianic     constituents 
therefrom,   which   comprises   extracting   the   oil 
with  carvacrol  whereby  the  undesired  constitu- 
ents are  separated  from  the  oil  as  an  extract  solu- 
ble in  the  carvacrol. 


2.015,047 

AUTOMATIC  MEANS  FOR  COUNTERACTING 

NOSE  DIVES  IN  AEROPLANES 

Max  M.  Weiss,  Brooklyn,  N.  Y. 

AppUcation  May  18,  1935.  Serial  No.  22,123 

6  Claims.      (CI.  244—29) 


4S^ 


1.  An  automatic  means  for  counteracting  nose 
dives  in  aeroplanes,  comprising  a  wing  member, 
a  fuselage,  and  one  or  more  elevators,  a  spindle 
for  rotatably  connecting  the  elevators  to  the 
fuselage,  a  resilient  means  for  turning  the  said 
spindle  in  a  direction  to  raise  the  elevators,  one- 
way engaging  means  for  normally  permitting  the 
spindle  to  be  turned  in  a  direction  to  lower  the 
elevators  and  for  arresting  the  rotation  of  the 
said  spindle  in  a  direction  to  raise  the  elevators, 
a  spring  for  keeping  said  engaging  means  in  ac- 
tion, and  automatic  means  for  releasing  said 
spindle  from  said  engaging  means,  said  releasing 
means  controlled  by  the  inclination  of  the  aero- 
plane in  the  atmosphere. 


2,015.048 
FLLTD   FUEL   BURNER 
Walter    W.    Williams.    Philip    A.    Celander,    and 
Oliver   Earl   Nesmith,    Bloomington.    111.;    said 
Celander     and     said     Nesmith     assignors     to 
Williams    Oil-O-Matic    Heating     Corporation, 
Bloomington.  111.,  a  corporation  of  Illinois 
Original  application  December  27.  1932,  Serial  No. 
648.966.     Divided  and  this  application  October 
4.  1933,  Serial  No.  692.096 

1  Claim.     (CI.  158—36.5) 
Means  for  mounting  one  end  of  a  fuel  pipe  in 
a  fluid  fuel  burner  mechanism  having  a  burner 
nozzle  having  a  central  discharge  opening  and 
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a  pump  for  del.vering  fuel  and  air  through  said 
nozzle,  including  a  float  chamber  receiving  the 
fuel  and  air  under  pressure  before  it  is  delivered 
to  the  nozzle,  an  air  pipe  leading  from  the  cham- 
ber to  the  nozzle,  and  a  fuel  pipe  leading  from 
the  chamber  passing  centrally  through  said  air 
pipe  mounting  a  fuel  spiral  forming  one  end  of 
the  fuel  pipe  freely  slidable  axially  within  the 
nozzle,  a  perforated  bracket  provided  upon  the 


Interior  of  the  chamber  slidably  supporting  the 
other  end  of  the  fuel  pipe,  a  block  carried  on 
the  end  of  the  fuel  pipe  supporting  an  angular 
extension  of  the  fuel  pipe,  a  pin  extending  from 
said  bracket  slidably  supporting  said  block,  an 
abutment  upon  the  fuel  pipe,  and  a  spring  about 
said  fuel  pipe  between  said  abutment  and  said 
bracket  to  maintain  the  fuel  spiral  in  contact 
with  the  nozzle  and  the  block  in  position  upon 
its  pin. 


2,015.049 
SEPARABLE  SNAP  FASTENER  SOCKET  AND 

INSTALLATION    THEREOF 

Moses  F.  Carr,  Lincoln.  Mass..  assignor  to  L'nited- 

Carr  Fastener  Corporation.  Cambridge,  Mass., 

a  corporation  of  Massacliusetts 

Application  January  12.  1933.  Serial  No.  651.294 

8  Claims.     (CI.  24—216) 


i     T 


1.  A  snap  fastener  socket  formed  from  sheet 
metal  and  having  a  support-engaging  flange  por- 
tion adjacent  to  the  periphery,  a  central  stud- 
receiving  boss  surrounding  a  stud -receiving  aper- 
ture, said  boss  being  located  substantially  en- 
tirely at  one  side  of  the  plane  of  said  support- 
engaging  flange  portion  and  a  plurality  of  annu- 
larly  arranged  walls  connecting  said  boss  and 
flange  portions,  and  said  boss  and  at  least  one  of 
said  annular  walls  being  split  to  permit  expan- 
sion and  contraction  of  said  boss  adjacent  to  the 
stud-receiving  aperture. 


2,015.050 
INCINERATING  METHOD  AND  APPARATUS 
Dudley  Baird.  Berkeley.  Calif.,  and  Robert  W. 
Rowen,  New  York,  N.  Y..  assi^mors  to  Nichols 
Enjrineerinr  and  Reaearcli  Corporation,  New 
York,  N.  Y.,  a  corporation  of  Delaware 
AppUcaUon  April  26.  1935.  Serial  No.  18.S73 

It  Claims.  (CI.  11(^—15) 
1.  The  continuous  process  of  treating  and  in- 
cinerating sewage  sludge  to  form  an  ash  sub- 
stantially free  of  organic  material  and  evolved 
gases  free  of  noxious  odor,  which  comprises  con- 
tinuously filtering  the  sludge  to  form  filter  cake 
the  moisture  content  of  which  is  less  than  90% 
but  substantially  in  excess  of  the  content  of  solids, 
then  conveying  said  cake  as  formed  to  a  point 
where  it  is  passed  downwardly  through  a  plu- 
rality of  superposed  zones,  temporarily  retaining 


said  cake  in  substantially  horizontal  layers  at 
each  of  said  zones  while  periodically  agitating 
and  advancing  it  through  each  zone  and  gradu- 
j  ally  from  zone  to  zone,  subjecting  the  Alter  cake 
at  intermediate  zones  to  a  temperature  suflBclent 
to  burn  substantially  all  of  the  organic  material 
therefrom  and  sufficient  to  substantially  elimi- 
nate noxious  odors  from  the  evolved  gases,  utiliz- 
ing heat  from  such  burning  to  preheat  a  stream 


of  air,  introducing  a  controlled  amount  of  said 
preheated  air  onto  the  cake  at  said  intermediate 
zones,  passing  a  stream  of  heated  gases  including 
the  hot  evolved  gases  from  the  burning  cake, 
over  the  layers  of  cake  at  said  intermediate  zones 
and  then  over  the  cake  at  the  upper  zones  where- 
by the  cake  is  dried  in  the  upper  zones,  the  ash 
being  allowed  to  become  relatively  cooler  at  the 
lower  zone  or  zones. 


2,015.051 
DRYING   AND   INCINERATING   OF   SEWAGE, 

GARBAGE,   ETC. 

Dudley  Baird.  Berkeley.  Calif.,  assignor  to  Nichols 

Enfineerinc    db    Research    Corporation.     New 

York,  N.  Y..  a  corporation  of  Delaware 

Application  March  30.  1933.  Serial  No.  663,505 

2  Claims.     (CI.  110—15) 


1.  Apparatus  for  treating  sewage,  garbage  and 
the  like  waste  materials,  comprising  a  furnace 
having  a  plurality  of  superposed  hearths,  rab- 
bling members  for  advancing  the  material  over 
each  hearth  and  from  hearth  to  hearth  down 
through  the  furnace,  said  rabbling  members  hav- 
ing internal  cooling  conduits,  a  chamber  within 
the  top  of  the  furnace,  the  hearths  being  pro- 
vided  with   ports   whereby    gases   evolved   from 
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the  material  under  treatment  are  admitted  to 
said  chamber  before  passing  out  of  the  furnace, 
means  for  burning  fuel  within  said  chamber,  and 
connections  for  conducting  air  preheated  in  said 
rabbling  members  into  said  chamber,  whereby 
the  gases  before  passing  out  at  the  top  of  the 
furnace  may  be  raised  to  a  temperature  suf- 
ficient to  decompose  or  burn  the  odoriferous  con- 
tent thereof. 


2.015,052 
PROCESS   FOR    TREATING    SEWAGE   OR 
SIMILAR   MATERI.\L 
Henry  J.  Hartley,  Hastings  upon  Hudson.  N.  Y., 
assignor  to  Nichols  Engineering  and  Research 
Corporation,  New  York,  N.  Y.,  a  corporation  of 
Delaware 
Application  August  17,  1934,  Serial  No.  740.250 
2  Claims.     (CL  110—15) 


1.  The  process  of  treating  sewage  or  similar 
material,  which  comprises  passing  said  material 
downwardly  through  a  plurality  of  superposed 
zones  while  first  drying  and  then  burning  the 
same,  temporarily  retaining  said  material  in  each 
of  a  plurality  of  said  zones,  moving  said  material 
horizontally  through  each  of  said  zones  by  the 
application  of  a  series  of  successive  rabbling  im- 
pulses thereto,  passing  a  stream  of  air  down- 
wardly through  said  zones  along  the  path  of 
travel  of  the  material  at  each  of  said  zones  suc- 
cessively, whereby  the  gaseous  products  of  com- 
bustion produced  with  said  air  are  made  substan- 
tially free  of  noxious  odors  in  passing  through 
the  lower  of  said  zones  where  burning  occurs, 
discharging  said  products  of  combustion  from 
the  lowermost  zone  by  suction,  and  subjecting 
said  air  prior  to  its  introduction  to  the  upper- 
most zone  to  heat  interchanging  relationship 
with  the  exit  gases  from  said  lowermost  zone. 


2.015.053 
IRON  OXIDE 

Horace  Freeman.  Montreal,  Quebec.  Canada,  as- 
signor to  Nichols  Engineering  &  Research  Cor- 
poration of  Canada.  Limited 
Application  September  16.  1932.  Serial  No.  633.439 
In  Canada  August  31.  1932 
2  Claims.     (CI.  23—200 


2.  Iron  oxide,  a  substantial  portion  of  which  is 
of  the  composition  of  magnetite,  in  the  form  of 
fine  individually  oxidized  and  fused  particles,  in- 
dividually solidified  in  the  form  of  separate 
fragile  hollow  shells. 


2.015.054 

CONVERTIBLE  VEHICLE  BOX  AND  RACK 

Harry  E.  Wikert,  Graettinger.  Iowa,  assignor  of 

one-half  to   Robert  Elsenbast  and  one-fourth 

to  Glen  F.  Shaver,  both  of  Graettinger.  Iowa 

AppUcation  March  19.  1934.  Serial  No.  716.283 

3  Claims.     (CI.  296 — 10) 


ti.i-'C.--' 


'tx^^^- 


1.  In  a  device  of  the  class  described,  a  floor,  a 
plurality  of  fixed  upwardly  extending  elongated 
spaced  apart  slats,  and  a  plurality  of  vertically 
elongated  slats  slidably  disposed  between  said 
plurality  of  fixed  slats  respectively,  said  last- 
mentioned  slats  when  in  full  lowered  positions 
forming  with  said  first-mentioned  slats  a  solid 
box  and  when  in  elevated  positions  forming  with 
said  first-mentioned  slats  a  rack  box. 


4S8  O.  O.- 
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DESIGN  FOR  A  RANGE 

Wilbur  Henry  Adams,  Cleveland   Heifirhts,  Ohio. 

assigrnor  to  Perfection  Stove  Company.  (  leve- 

land.  Ohio,  a  corporation  of  Ohio 

Application  Aarast  7.  1935,  Serial  No.  57,998 

Term  of  patent  14  years 


f 


JLl 


4 

1:1 


1 


1       r  H 

I "3  i  n  1 !  n  i  I  IX1> 


The  ornamental  design  for  a  range  as  shown 
and  described. 


96.883 
DESIGN  FOR  A  RANGE 
Wilbur  Henry  Adams,  Cleveland  Heifhts.  Ohio, 
assignor  to  Perfection  Stove  Company,  Cleve- 
land. Ohio,  a  corporation  of  Ohio 
Application  August  7,  1935.  Serial  No.  57,999 
Term  of  patent  14  years 


96  884 
DESIGN  FOR  A  COOK  STOVE 
Wilbur   Henry   Adams.  Cleveland   Heights.   Ohio, 
assignor  to  Perfection  Stove  Company.  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
ApplicaUon  August  7,  1935,  Serial  No.  58.000 
Term  of  patent  14  years 


The   ornamental   design   lor   a   coolt  stove   as 
shown  and  described. 


I !  II in  nil! 
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The  ornamental  design  for  a  range  as  shown 
and  described. 

WO 


96.885 
DESIGN  FOR  A  BOTTLE 
Clyde  W.  Ahrens,  San  Francisco,  Calif.,  assignor 
to    Tonkin    Distributing    Co.,    San    Francisco. 
Calif.,  a  copartnership  composed  of  Joseph  M. 
Tonkon  and  Sidney  Modlin 
AppUcation  June  8,  1935.  SeHal  No.  57.199 
Term  of  patent  7  years 


The  ornamental  design  for  a  bottle,  as  shown. 
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96  886 

DESIGN    FOR    A    COMBINATION    LIP    STICK 

CONTAINER  AND  MIRROR 

George  E.  Ball,  Cranston,  R.  I. 

Application  March  7.  1935,  Serial  No.  55,776 
Term  of  patent  7  years 


E 


96.888 

DESIGN  FOR  A  FOUNTAIN  PEN  OR  SIMILAR 

WRITING  IMPLEMENT 

Andreas  Bienenstein,   Toledo,   Ohio,   assignor   to 
The   Conklin    Pen   Company,    Toledo.    Ohio,    a 
corporation  of  Ohio 
AppUcation  July  29.  1935,  Serial  No.  57,840 
Term  of  patent  7  years 


The  ornamental  design  for  a  combination  lip 
stick  container  and  mirror,  as  shown  and  de- 
scribed. 


96  887 
DESIGN  FOR  A  SHOE 

Benjamin  Benjamin,  Freeport,  N.  Y. 

Application  June  22,  1935,  Serial  No.  57,367 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  fountain  pen  or 
similar  writing  implement  substantially  as  shown 
and  described. 


96.889 

DESIGN  FOR  A  FOITVTAIN  PEN  OR  SIMILAR 

WRITING  IMPLEMENT 

Andreas  Bienenstein,   Toledo,  Ohio,   assignor   to 
The   Conklin   Pen   Company,   Toledo,    Ohio,    a 
corporation  of  Ohio 
Application  July  29.  1935,  Serial  No.  57.841 
Term  of  patent  7  years 


•?'fi 


il~-i 


2 


The  ornamental  design  for  a  shoe  as  shown. 


The  ornamental  design  for  a  fountain  pen  or 
similar  writing  Implement  substantially  as  shown 
and  described. 
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96.890 

DESIGN  FOR  A  FOUNTAIN  PEN  OR  SIMILAR 

WRITING  IMPLEMENT 

Andreas   Bienenstein,   Toledo,   Ohio,   assignor   to 
The    Conklin    Pen   Company,    Toledo.    Ohio,    a 
corporation  of  Ohio 
Application  July  29,  1935,  Serial  No.  57,842 
Term  of  patent  7  years 


The  ornamental  design  for  a  fountain  pen  or 
similar  writing  implement  suiistantially  as  shown 
and  described. 


96.891 

DESIGN  FOR  A  FOUNTAIN  PEN  OR  SIMILAR 

WRITING  IMPLEMENT 

Andreas   Bienenstein,   Toledo,   Ohio,   assignor 
The   Conkiin   Pen   Company.   Toledo.    Ohio, 
corporation  of  Ohio 
Application  July  29.  1935,  Serial  No.  57,843 
Term  of  patent  7  years 


to 

a 


The  ornamental  design  for  a  fountain  pen  or 
similar  writing  implement  substantially  as  shown 
and  described. 


96.892 

DESIGN  FOR  A  FOUNTAIN  PEN  OR  SIMILAR 

WRITING  IMPLEMENT 

Andreas   Bienenstein,   Toledo,   Ohio,   assignor   to 
The    Conklin    Pen   Company,    Toledo,    Ohio,    a 
corporation  of  Ohio 
Application  July  29.  1935,  Serial  No.  57,844 
Term  of  patent  7  years 
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The  ornamental  design  for  a  fountain  pen  or 
similar  writing  implement  substantially  as  shown 
and  described. 

96,893 

DESIGN   FOR   LACE 

Leon  Birnbaum.  New   York,  N.  Y. 

Application  August  20,  1935.  Serial  No.  58.211 

Term  of  patent  3  \  2  years 


The  ornamental  design  for  lace,  substantially 
as  shown  and  described. 


96.894 
DESIGN  FOR  A  COLLAR  CLASP  OR  SIMILAR 

ARTICLE 

Joseph  Blaser.  New  York.  N.  Y. 

Application  July  18.  1935.  .Serial  No.  57,716 

Term  of  patent  3'i  years 


^ 


^^ 


^ 


The    ornamental   design  for  a  collar  clasp  or 
similar  article  as  shown. 
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96.895 
DESIGN  FOR  A  BRICK 

Andrew  Bowland.  Mount  Lebanon.  Pa. 

Application  January  29.  1935,  Serial  No.  55,123 

Term  of  patent  14  years 


o 


o 


V 


I 


96  897 
DESIGN  FOR  A  BRICK 

-Andrew  Rowland.  Mount  Lebanon,  Pa. 

Application  January  29.  1935.  Serial  No.  55,125 

Term  of  patent  14  years 


■-■■I.  -m^'^* 


The  ornamental  design  for  a  brick  as  shown 
and  descnt)cd. 


The  ornamental  design  for  a  brick  as  shown 
and  described. 


96  898 

DESIGN   FOR   A  BLOUSE 

Bertha  Brecher.  New  York,  N.  Y. 

Application  August  1.  1935.  Serial  No.  57.902 

Term  of  patent  3^  2  years 


96.896 

DESIGN   FOR  A  BRICK 

Andrew  Bowland.  Mount  Lebanon,  Pa. 

ApplicaUon  January  29,  1935.  Serial  No.  55,124 

Term  of  patent  14  years 


m 


W' 


The  ornamental  design  for  a  blouse,  substan- 
tially as  shown. 


96.899 
DESIGN  FOR  A  TEXTILE  FABRIC  OR  SIMI- 
LAR  ARTICLE  OF  MANUTFACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenick, 
New  York.  N.  Y. 
Application  August  9,  1935.  Serial  No.  58,0o6 
Term  of  patent  3' 2  years 


c 


^^ 


The  ornamental  design  for  a  brick  as  shown 
and  described. 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  as  shown  and  de- 
scribed. 
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96,900 
DESIGN  FOR  A  TEXTILE  FABRIC  OR  SIMI- 
LAR ARTICLE  OF  MANUFACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenick, 
New  York,  N.  Y. 
Application  Aurust  9.  1935.  Serial  No.  58,057 
Term  of  patent  3^  years 


96,902 

DESIGN   FOR  A  TEXTILE  FABRIC  OR  SIML 

LAR  ARTICLE   OF  MANUFACTURE 

Emmanuel  M.  Cohen  and  Jesse  Olenick. 

New  York.  N.  Y. 

Application  August   9.    1935.   Serial   No.  58,059 

Term  of  patent  3'  j  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  as  shown  and  de- 
scribed. 


96.901 
DESIGN  FOR  A  TEXTILE  FABRIC  OR  SIMI- 
LAR ARTICLE   OF  MANUTACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenick, 
New  York.  N.  Y. 
Application  Auirust  9.  1935.  Serial  No.  58.058 
Term  of  patent  SU  years 
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The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  as  shown  and  de- 
scribed. 
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The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  as  shown  and  de- 
scribed. 


96.903 

DESIGN  FOR  A  SHOE 

Pasqnale  Colella,  Nahant.  Mass. 

Application  Aurnst  8.  1935.  Serial  No.  58.007 

Term  of  patent  3H  years 


The  ornamental  design  for  a  shoe  substantial- 
ly as  shown. 
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96,904 

DESIGN  FOR  A  WATER  HEATER 

Albert  F.  Craver,  Lakewood,  Ohio,  assigrnor  to  The 

Cleveland  Heater  Company,  Cleveland,  Ohio,  a 

corporation  of  Ohio 

Application  October  26.  1934.  Serial  No.  53,767 

Term  of  patent  7  years 


The  ornamental  design  for  a  water  heater  as 
shown  and  described. 


96.905 

DESIGN  FOR  A  HEATER 

Albert  F.  Craver,  Lakewood,  Ohio,  assignor  to  The 

Cleveland  Heater  Company,  Cleveland,  Ohio,  a 

corporation  of  Ohio 

Application  October  30,  1934.  Serial  No.  53,818 

Term  of  patent  14  years 


^^, 
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96  906 

DESIGN  FOR  A  WATER  CYCLE 

Levitt  Luiem  Custer,  Oakwood,  Ohio 

Application  July   13.  1935,  Serial  No.  57.617 

Term  of  patent  31^2  years 


The  ornamental  design  for  a  water  cycle,  as 
shown. 

96,907 
DESIGN  FOR  A  GAME  APPARATT  S 

Frederick  Alexander  Drake,  New  York,  N.  Y. 

Application  March  29,  1935,  Serial  No.  56,119 

Term  of  patent  14  years 


The  ornamental  design  for  a  game  apparatus,  as 
shown. 


96  908 

DESIGN  FOR  A  SHOE 

Barney  Dreli.  New  York.  N.  T. 

Application  August  12.  1935.  Serial  No.  58,084 

Term  of  patent  7  years 


The  ornamental  design  for  a  heater  a.,  shown.  '       The  ornamental  design  for  a  shoe,  as  shown. 
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96.9C9 

DESIGN  FOR  A  GLASS   ICE  ROD   OR 

SIMILAR  ARTICLE 

Horace  A.  Fuld.  New  York.  N.  Y. 

Application  May  4,  1935.  Serial  No.  56,689 

Term  of  patent  3'  j  years 


u 


u 


The  ornamental  design  for  a  glass  ice  rod  or 
similar  article,  as  shown  and  described. 


96,910 

DESIGN    FOR    A    BLOUSE 

Irving  Geist,  New  York.  N.  Y. 

Application  July  17,  1935.  Serial  No.  57.681 

Term  of  patent  3*^  years 


The  ornamental  design  for  a  blouse,  substan- 
tially as  shown. 


96  911 
DESIGN   FOR   A   CHILD'S    SLIPPER 

Leon  Goldberi:,  New  York.  N.  Y. 

Application  August  5,  1935,  Serial  No.  57.943 

Term  of  patent  3!i  years 


96  912 

DESIGN     FOR     A     LIGHTING     FIXTURE 

BRACKET  OR  SIMILAR  ARTICLE 

Roscoe  C.  Gregf,  Fredericktown.  Ohio 

Application  June   10,    1935,   Serial  No.  57,205 

Term  of  patent  3' 2  years 


The  ornamental  design  for  a  lighting  fixture 
bracket  or  similar  article,  as  shown. 


96.913 

DESIGN  FOR  A  KNITTED  DRESS 

Joseph  Guttman.  New  York,  N.  Y. 

Application  August   19,    1935.   Serial   No.  58.194 

Term  of  patent  3'  j  years 


kJ 


The  ornamental  design  for  a  child's   slipper, 
substantially  as  shown. 


The    ornamental    design    for   a   knitted   dress, 
substantially  as  shown. 
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96  914 
DESIGN  FOR  a'  FOUNTAIN  PEN 

John   Hill.   Hillside.  N.   J.,   assignor   to   Celluloid 
Corporation,  a  corporation  of  New  Jersey 
Application  June  7,  1935,  Serial  No.  57,179 
Term  of  patent  14  years  -^..,- 


The   ornamental   design    for   a   fountain   pen, 
substantially  as  shown  and  described. 


96.915 

DESIGN     FOR     A     CELLULOSE     DERIVATIVE 

PLASTIC  SHEET  OR  SIMILAR  ARTICLE 

John   Hill,   Hillside,  N.   J.,  assignor   to   Celluloid 

Corporation,  a  corporation  of  New  Jersey 

Application  July  31,  1935.  Serial  No.  57.875 

Term  of  patent  14  years 


The  ornamental  design  for  a  cellulose  deriva- 
tive plastic  sheet  or  similar  article,  substantially 
as  shown  and  described. 


96.916 

DESIGN  FOR  A  HAND  WHEEL  FOR  RAILWAY 

CAR  BRAKES 

Jacob  A.  Hyle,  Chicago,  111-,  assignor  to  Cham- 
pion Brake  Corporation,  Indiana  Harbor,  Ind., 
a  corporation  of  Indiana 
Application  June  5,  1935,  Serial  No.  57,155 
Term  of  patent  14  years 


96.917 
DESIGN  FOR  A  GAME  APPARATUS 

Allen  T.  Joze.  Chicago,  111.,  assignor  to  Western 
Equipment  &  Supply  Company,  Chicago.  III.,  a 
corporation  of  Illinois 
Application  July  12.  1935.  Serial  No.  57.608 
Term  of  patent  3'  j  years 


The  ornamental  design  for  a  game  apparatus 
as  shown  and  described. 


96.918 

DESIGN  FOR  A  RING  OR  SIMILAR  ARTICLE 

Max  Kronstadt,  Brooklyn,  N.  Y. 

Application  July   19.   1935.   Serial  No.  57,735 

Term  of  patent  7  years 


The  ornamental  design  for  a  ring  or  similar 
article,  substantially  as  shown. 


96.919 

DESIGN  FOR  A  COAL  RANGE 

Henry    Lange.    Quincy.    111.,    assignor    to    Quincy 

Stove  Manufacturing  Company.  Quincy.  111. 

Application  June  29.  1935.  Serial  No.  57,464 

Term  of  patent  7  years 


^^ 


i  ®  J.  i 


The  ornamental  design  for  a  hand  wheel  for 
railway  car  brakes,  as  shown  and  described. 


The   ornamental   design   for   a   coal    range,   as 
shown. 
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96.920 
DESIGN  FOR  A  LAMP  SHADE 
Harry  M.   Laxer.   New   York.   N.   Y..   assirnor   to 
Idealite,  Inc..  New  York,  N.  Y.,  a  corporation 
of  New  Jersey 

Application  July   17.   1935.  Serial  No.   57.685 
Term  of  patent  3  h-^  years 


The   ornamental   design   for   a    lampshade,    as 
shown. 


96,921 

DESIGN  FOB  A  LAMP  SHADE 

Harry  M.   Laxer,  New   York.   N.  Y..  assignor   to 

Ideaiite,  Inc^  New  York,  S.  Y.,  a  corporation 

of  New  Jersey 

Application  July  17,  1935.  Serial  No.  57,686 

Term  of  patent  3  >  3  years 


w 


96  9ti 

DESIGN  FOR  A  LAMP  SHADE 

Harry  M.   Laxer,   New    York.   N.   Y.,   assignor   to 

Idealite.  Inc.,  New  York,  N.  Y.,  a  corporation 

of  New  Jersey 

Application  July  17.  1935.  Serial  No.  57.687 

Term  of  patent  3'  _•  years 


The  ornamental   design   for  a  lampshade,   as 
shown. 


96.923 

DESIGN  FOR  A  BAR   BACK  COUNTER  OR 

SIMILAR  ARTICLE 

Aaron  Lebensfeld,  Brooklyn,  N.  Y. 

Application  June  29.  1935,  Serial  No.  57.460 

Term  of  patent  14  years 


The  ornamental  de.sign  for  a  bar  back  counter  or 
similar  article,  substantially  as  shown  and  de- 
scribed. 


96,924 

DESIGN  FOR  A  BAR  BACK   COnVTER   OR 

SIMILAR  ARTICLE 

Aaron  Lebensfeld,  Brooklyn,  N.  Y. 

AppUcation  June  29,   1935,   Serial  No.  57.461 

Term  of  patent  14  years 


JfiifcrnsirTJ" 


The  ornamental  design  for  a  bar  back  counter 
The  ornamental   design  for  a  lampshade,   as   j   or   similar  article,   substantially  as   shown   and 
shown.  '   described. 
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96  925 

DESIGN   FOR   A   TEXTILE   FABRIC    OR 

SIMILAR  ARTICLE 

Jean  L.  Lien,  New  York,  N.  Y.,  assignor  to  A.  W. 

Baylis  Co.,  New  York.  N.  Y. 

Application  August  10.  1935.  Serial  No.  58,067 

Term  of  patent  Z\^  years 


96,927 

DESIGN  FOR  A  SHOE 

PhiUp  Lorman.  New  York.  N.  Y. 

Application  August  12,  1935.  Serial  No.  58,091 

Term  of  patent  3i'2  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article,  as  shown  and  described. 


96.926 
DESIGN  FOR  A  BOTTLE  CAP 
Joseph  S.  Lindemann.  New  York,  N.  Y..  assignor 
to  Maison  Joubert.  Inc.,  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
Application  May  9,  1935,  Serial  No.  56,761 
Term  of  patent  14  years 


The  ornamental  design  for  a  shoe  substantially 
as  shown  and  described. 


96  928 

DESIGN  FOR  A   SCALP  LOTION  ATOMIZER 

OR  SIMILAR  DEVICE 

Robert  Gordon  Mills,  Winnetka.  111. 

AppUcation  March  27.  1935.  Serial  No.  56.072 

Term  of  patent  7  years 


The   ornamental   design   for   a  bottle   cap   as 
shown. 


The    ornamental    design    for    a    scalp    lotion 
atomizer,  or  similar  device,  as  shown. 
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96,929 
DESIGN  FOR  A  DRESS 

Morris  Mondschcin.  Brooklyn.  N.  Y. 

Application  August  16,  1935.  Serial  No.  58,157 

Terra  of  patent  S'..  years 


96  9S1 
DESIGN  FOR   A  DRESS 

Matty  Moskowita,  New  York,  N.  Y. 

Application  August  1.  1935.  Serial  No.  57.900 

Term  of  patent  2\i  years 


y 


JLI 


The  ornamental  design  for  a  dress,   substan- 
tially as  shown. 


96.930 

DESIGN  FOR  A  DRESS 

Morris  Mondschein,  Brooklyn,  N.  Y. 

Application  August  16.  1935,  Serial  No.  58.158 

Term  of  patent  3^2  years 


The  ornamental   desien   for   a  dress,   substan- 
tially as  shown  and  described. 


UJU 


The  ornamental  design  for  a  dress,  substan- 
tially as  .shown. 


96.932 

DESIGN  FOR  A   FLOWER  HOLDER 

Mattie  E.  Perry.  Orlando.  Fla. 

Application  July    30,    1935,   Serial   No.   57.866 

Term  of  patent  7  years 


The   ornamental    design   for   a   flower   holder, 
as  shown. 
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96  933 
DESIGN  FOR  AN   AMUSEMENT  DEVICE 

Harrv  D.  Porter,  Peoria,  III. 

Application  June  28.  1935.  Serial  No.  57,443 

Term  of  patent  3'j  years 


I 


-i 


The  ornamental  design  for  an  amusement  de- 
vice, substantially  as  shown. 


96,934 

DESIGN  FOR  A  RADIANT   HEATER 

Betty  W.  Pruitt.  (  olumbus.  and  (iraham  Walker, 

Mount  Vernon.  Ohio 

Application  July   19.   1935     Serial  No.  57,730 

Term  of  patent  7  years 


llliiSlMM::ili . 

'  !Hi'ua^i;-i::L;j;-L::-;x.ii!^J^-:iirT 


The  ornamental  design  for  a  radiant  heater,  as 
shown. 


96.935 

DESIGN  FOR   A   COMBINED   FAN  MOTOR 

AND    PROPELLER 

Albert  G.  Redmond.  Flint.  Mich. 

Application  January  26.  1935.  Serial  No.  55,077 

Term  of  patent  3^2  years 


The   ornamental  design   for   a   combined   fan 
motor  and  propeller,  as  shown  and  described. 


96.936 

DESIGN  FOR  At  TOMOTFVE  VEHICLE 

HEATER 

Harry  Rose.  Wyandotte,  Mich. 

Application  March  27.  1935.  Serial  No.  56.077 

Term  of  patent  7  years 


The  ornamental  design  for  an  automotive  ve- 
hicle heater  as  shown  and  described. 


96.937 

DESIGN  FOR  A  CASING  FOR  VACUUM 

CLEANERS 

Theodore  A.  Schaad.  Detroit.   Mich.,  assignor  to 

Eureka    Vacuum    Cleaner    Company,    Detroit, 

Mich.,  a  corporation  of  Michigan 

Application  July   22.   1935.    Serial  No.  57,771 

Term  of  patent  14  years 


The  ornamental  design  for  a  casing  for  vacuum 
cleaners,  substantially  as  shown. 
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96.938 

DESIGN  FOR  A  CASING  FOR  VACIXM 

CLEANERS 

Theodore  A.  Schaad,  Detroit,  Mich.,  assignor   to 
Eureka    Vacaam    Cleaner    Company,    Detroit. 
Mich.,  a  corporation  of  Michigan 
Application  July  22.  1935.  Serial  No.  57.772 
Term  of  patent  14  years 


^C\ 


The  ornamental  design  for  a  casing  for  vacuum 
cleaners,  substantially  as  shown. 


96.939 
DESIGN  FOR  A  RADIATOR  VALVE 
CUfford  J.  SchUfman,  MerchantvlUe.  N.  J.,  as- 
siirnor  to  Warr«n  Webster  &  Company,  Cam- 
den, N.  J.,  a  corporation  of  New  Jersey 
AppUcation  July  29.  1935.  Serial  No.  57.834 
Term  of  patent  14  years 


99  949 

DESIGN  FOR  A  SPOON  OR   SIMILAR 

ARTICLE 

Gideon  N.  Stieff.  Baltimore,  Md..  assignor  to  The 

Stieff  C  ompany.  Baltimore.  Md..  a  corporation 

of  Maryland 

AppUcation  .\u<fu.st  3.   1935.  Serial  No.  57,924 
Term  of  patent  14  years 


The  ornamental  design  for  a  spoo-.i  or  similar 
article,  substantially  as  shown  and  described. 


96  941 

DESIGN  FOR   AN  AMUSEMENT   GAME 

APPARATUS 

Jacic  A.   Sturm.  Chicago.   111.,  assignor  to   H.   C. 
Evans  A  Company.  Chicago.  111.,  a  corporation 
of  lUinoU 
Application  May  31,  1935.  Serial  No.  57,084 
Term  of  patent  3Vi  years 


The  ornamental  design  for  a  radiator  valve,  as  '       The  ornamental  design  for  an  amusement  game 

apparatus  as  shown. 


shown. 
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96.942 

DESIGN  FOR  A  COMBINED  PIPE  AND 

SMOKING  TRAY 

Walter  Suhr,  Detroit.  Mich. 

Application  March  15.  1935.  Serial  No.  55.892 

Term  of  patent  7  years 


96,944 

DESIGN  FOR   A    BAR  KNOB 

Ray  L.  Triplett.  Blufiften.  Ohio,  assigrnor  to  The 

Triplett  Electrical  Instrument  Company.  Bluflf- 

ton.  Ohio,  a  corporation  of  Ohio 

Application  November  14.  1934,  Serial  No.  54,014 

Term  of  patent  7  years 


n 


f, 


^Ih   d 


The  ornamental  design  for  a  combined  pipe 
and   smoking  tray  as  shown. 


96  943 

DESIGN  FOR   A   VEHICLE   INSTRUMENT 

PANEL  OR   SIMILAR   ARTICLE 

John   TJaarda,   Birmlnfham,   Mich.,   asairnor  to 

Brirrs  Manufacturini:  Company,  Detroit,  Mich., 

a  corporation  of  Michigan 

Application  February  21.  1935.  Serial  No.  55,551 

Term  of  patent  14  years 


The  ornamental  design  for  a  bar  knob  sub- 
stantiaUj-  as  shown. 


96,945 

DESIGN  FOR  AN   ENSEMBLE  DRESS 

Edward  N.  Tunlck,  New  York.  N.  Y. 

Application  July  10.  1935.  Serial  No.  57,582 

Term  of  patent  3^i  years 


The  ornamental  design  for  a  vehicle  instru- 
ment panel  or  similar  article,  substantially  as 
shown. 


'  i.iii;iiniir.""'' 


The  ornamental  design  for  an  ensemble  dress, 
substantially  as  shown. 
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96.946 
DESIGN  FOR  A  THERMOMETER 
Walter  von  Ncssen.  New  York,  N.  Y.,  assig^nor  to 
Testrite  Instrument  Co.,   New   York,   N.    Y.,   a 
co-partnership  composed  of  Herman  Neuwirth 
and  Jacob  Bernstein 

Application  July   19.   1935,   Serial   No.   57,745 
Term  o(.  patent  14  years 


rtju 


t. 


^^ 


The  ornamental  design  for  a  thermometer,  as 
shown. 


96.947 

DESIGN  FOR   A   COMBINED   AQL.ARIUM, 

CLOCK.  AND  VASE 

Leopold  Weiss.  New  York.  N.  Y 

Application  November  14,   1934,  Serial  No.  54,009 

^        Term  of  patent  3^  years 


The     ornamental     design     for     a     combined 
aquarium,  clock,  and  vase  as  shown. 


96.948 
DESIGN  FOR  MET.AL  MESH   FABRIC 

Charles  A.  Whiting:.  Franklin,  Mass..  assit^nor  to 
Whitinjf  Si  Davis  Company,  Plainville,  Mass..  a 
corporation  of  Massachusetts 
Application  August  1.   1935,  Serial  No.  57.897 
Term  of  patent  14  years 
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The  ornamental  design  for  metal  mesh  fabric 
as  shown  and  described. 


96.949 
DESIGN   FOR  AN    ASH   TRAY  OR   SIMILAR 

ARTICLE 

William  Wieczorek.  Battle  Creek,  Mich. 

Application  June  3.  1935,  Serial  No.  57,122 

Term  of  patent  3'.>  years 


The  ornamental  design  for  an  ash  tray  or  simi 
iar  article,  as  shown. 
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96.950 
DESIGN  FOR  A  SHOE 
Bo^islavs  Zejforav,  New  York,  N.  Y..  assignor  to 
Valley  Shoe  Corporation,  St.  Louis,  Mo.,  a  cor- 
poration of  Missouri 
Application  July  31.  1935.  Serial  No.  57,872 
Term  of  patent  ZVi  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown. 


96  951 

DESIGN    FOR    AN    ENVELOPE    OR    SIMILAR 

CONTAINER 

Edward  Zupnik.  Washington.  D.  C. 

Application  February  25.  1935,  Serial  No.  55,618 

Term  of  patent  3^2  years 


The  ornamental  design  for  an  envelope  or  simi- 
lar container  substantially  as  shown. 
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Di»cl&iinert 

1,867,181. — Folke  EmU  bellman.  White  Plains,  N.  Y.     R«- 
FRitiEUATicv.     Patent  dated  July  12,  1032.     Disclaimer 
filed    August   27.    1935.    by    the   assignee.    Blectrolua 
Servel  Corporation. 
Hereby  di8<  lalms  each  and  all  of  claims  numbered  1.  2, 
3  In  said  speclft'  ntlon  except  hh  said  olnlms  define  a  refrig- 
erating apparatus   includluK    a    geuerator    having  a   parti- 
tion dividing  said  generator  into  at  least  two  chambers. 


1.897,486. — Robert  W.  Mdrft^y,  New  York,  N.  Y.  Colla« 
AVD  Mkthop  of  Maki.no  the  Same.  Patent  dated 
February  14.  11)33  Disclaimer  filed  September  4,  1936, 
by  the  ttsslgnee,  Tv^mtrue  Collar  Method,  Inc.,  the 
patentee,  said  Jfr<  rccry,  con.MntlnK  and  ratifying. 
ll.r»by  disclaims  claim  No.  1  of  said  patent,  which  reads 

as    flilluWH    L  «  1.  -u 

"1.  A  method  of  constructing  a  member  of  a  collar,  gald 
collar  inembor  having  outer  strips  and  an  Intermediate 
Unlnff  atrip,  which  consists  in  sewing  a  plurality  of  said 
membfTH  in  the  form  of  a  chain,  by  sewin-  to  each  other 
the  strips  of  each  membfr  so  that  the  outer  strips  are 
adjacent  each  other  and  the  lininj:  strip  is  adjacent  one 
of  snid  outer  Ktrlps  an<i  continuing  the  thread  us^d  In  said 
sewiuK   operation    to   sew    toKether   the   strips   of   the    next 


collar  member,  so  that  the  collar  members  are  loosely  con- 
nected by  said  thread,  and  then  turning  said  collar  mem- 
ber l>efore  cutting  said  connecting  thread  at  the  outer 
ends  thereof,  bo  that  the  turned  collar  member  has  the 
lining  strip  Intermediate  said  outer  strips,  and  then  gerer- 
ing  the  connecting  thread." 


1,917.754. — Elmer  Ralph  De  Ong,  Berkeley,  Calif.  IKSBC- 
TicinE.  Patent  dated  July  H.  1933.  Disclaimer  filed 
ik'ptember  3.  1935.  by  the  assignee,  Shfll  Development 
Company. 

Hereby  enters  this  disclaimer  to  that  part  of  the  speci- 
fication and  claims  which  describes  the  use  of  unaltered 
F^deleanu  extract  of  a  hydrocarbon  oil  as  an  active  in- 
jrredlent  In  Insecticldal  and/or  Insect-repelling  composi- 
tions, and  particularly  to  the  following  claims  : 

"1.  A  new  insectlcidal  and/or  Insect-repelling  compo- 
sition of  matter  contnininp  as  Its  active  Ingredient  a  sub- 
stantial quantity  of  E-leleanu  extract. 

"2.  A  new  Insectlcidal  and 'or  Insect-repelling  compo- 
sition of  matter  co:ifain!ne  as  its  active  ingredient  n  sub- 
stantial quantify  of  Edeleanu  extract  derived  from  a  kero- 
sene distillate  " 

"6.  A  new  insectlcidal  aqueous  emulsion  containing  as 
its  active  Inirrediep     at  least   60^r  Edeleanu  extract. 

"6.  A  new  insect-repelling  aqueous  emulsion  containing 
as  Its  active  Ingredient  at  least  25%  Edeleanu  extract." 


1.931,196. — Oeorg  Knlifcher.  Frankfort-on  the-Maln.  Hein- 
rich  Ritter.  Frankfort-on  the-Maln-Fechenheim,  and 
Fritz  Baumann,  Leverkusen-on-the-Rhlne.  Germany. 
Vat  Dyesti  pts.  Patent  dated  October  17,  193.^.  Dis- 
claimer filed  August  27,  1035,  by  the  assignee  General 
Aniline  Workt,  Inc. 
Hereby  enters  this  disclaimer  to  certain  of  the  claims 
of  the  above  Identified  patent  and 

Hereby  disclaims  claims  2,  3.  6,  and  6. 
Hereby  disclaims  from  the  scope  of  claims  1  and  4  those 
vat  dvestuffs  corresponding  to  the  recited  formulae,  where- 
in "n     means  the  number  1. 


Notice 

In  accordance  with  the  provisions  of  Rule  17  of  the 
Rules  of  Practice  in  the  United  States  Patent  Office,  an 
examination  for  the  registration  of  attorneys  to  practlc* 
before  the  United  States  Patent  OflSce  will  be  held  on 
October  30.  1935. 

This  examination  may  be  taken  in  any  of  the  large 
cities  of  the  coontry  and  will  be  given  under  the  direc- 
tion of  the  Civil  Service  Commission.  Applications  to 
take  the  examinations  should  bo  made  to  the  Commissioner 
of  Patents  and  such  applications  must  be  received  in  the 
Patent  OflSce  not  later  than  October  10.   \93^. 

Application  blanks  may  be  obtained  from  the  Chief  Clerk 

of  the  Patent  OlBce. 

LESLIE  FRAZER. 

Chairman  of  the  Committee  on   Enrollmfnt    and 

Difharment. 
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(Total  namb«r  of  applications  swaJtlng  action,  eicladlnj  Trad^-Mark  Division.  32,392;  Trade-Mark 
Division.  1.089.     Oldest  new  case.  May  11.  1935;  oldest  amended.  May  7,  1935.) 

Divisions,  EiAMrNcaa,  ahd  8ubi»cts  or  iNTumows 


1.  LOEFFLER,  F.  A  .  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Vessels;  Clocure  Operators: 

Fences;  Gates;  Tillage. 

2.  HERRMaVM,  D  ,  Fishing  and  Trapping;  Dairy.  Animal  Hasbandry;  Presses,  Tobacco,  Veloci- 

pedes; Butchering;  Bee  Culture. 

3.  LIND3EY,  A..  Heating;  Metal  Founding;  Metallurgy;  Metal  Treatment;  Electric  Furnaces 

4.  DON.VELLY.  A.  E.  (Act.).  Conveyors;  Hoists;  Handling  Apparatus  aad  Implements    KiCRVBt- 

Ing;  Elevators;  Fire  Escapes;  Ladder*;  Scallolds;  Store  Servloe,  Pneumatic  Despatch,  Fluid  Prw- 
sure  Brakes. 

'•  H;\iv^;^^'  ■'•  '•,'  Harvesters;  Music;  Acoustics;  Sound  Recording;  Knotters;  Btickles,  Buttons,  Etc 
8.  LEWER3.  A.  M.,  Carbon  Chemistry 

7.  JARBOE,  C.  Q.,  Optloi;  Photography 

8.  ADAM3,  F.  L..  Be<is;  Chairs:  Kitchen  and  Table  Articles;  Racks  and  Cabinets 

«.  ADAMS.  R.  E,  Pumps;  Fluid  and  Fluld-Currrot  Motors 

10.  HUVTER,  O.  F  .  Land  Vehicles- Animal  Draft  Appliances.  Bodies  and  Tops; "Vehicle  Fenders"'"" 

11.  BENHAM.  E.  V  ,  Boots,  Shoes,  and  Legplns;  Button.  KyeJet,  and  Rivet  Betting;  Hamen  Leath«- 

Manuiacturea;  Nailing  and  Stapling;  whip  Apparatus;  Hides,  Skint,  and  Leather 
^  ^^^^^ri  ^^  ^  •  Machine  Elements;  Cylinders  and  Pistons;  Mechanical  Starters;  Stop  Mechanisms 
U.  BORLIK,  F.  J..  0«ar  Ciittmg.  Milling,  and  Planing;  Metal  Drawing;  Metai  Forging  and  Welding 

Metal  Rollbig;  Metal  Working;  Needle  and  Pin  Making;  Turning;  Boring  and  Drtlling 

14.  BRUMBAl  OH    S    J  ,  Farriery;  MeUl  Ben-ling;  Metal  Tool.-?  and  Implements.  Making;  Sheet 
w    J^^^rf^.^^J^^V  ^'^  ?»brtc«;  Wire  Working;  Metal  Working.  Blanks  and  Ptocwms. 

15.  WORRELL.  L.  W.,  OImb;  Plastic  Block  and  Earthenware  Apparatus;  Plastlca. 

16.  SPENCER.  C.  J.  Telegraphy;  Telephony -™.-..l.....    .  

17.  ARMSTRONG.  H..  ornamentation;  Paper  Manufactures;  "Prlnt'lng;  Type  Casting;  Sheet-Mat^ 

rial  Associating  or  Folding;  Sheet  or  Web  Feeding;  Type  Retting 
}5-  ^™wT.^^  ^    ^  •  ^^oto"'  Expansible- Chamber  Type;  Power  Plants;  Spe*d  Responsive  Devices 

19.  KENNEDY.  A.  R.,  Fumaoee  and  Stoves;  Fuel  Burners 

20.  GROVE.  3.  D.,  Misoellaneous  Harlware;  Closure  Fasteners;  Locks;  Latches;  Saiie;  Undertaking 

21.  THOMPSON.  T.  J..  Textiles;  Cloth  Flnfehing .  •«"»•«>««■.  «- naeriaaing.. 

22.  RINGLE.  D  .  Aeronautics;  Firearms.  Ordnance,  and  EiploatVe  Devlcii;  Air  duns.  CaUDoits." and 

Targets;  Boats  and  Buoys;  Ships;  Marine  Propulsion. 

23.  BUTTNER.  W.J.  (Act.),  Coin  Handling;  Recorders;  Registers 

^"  n ^  ^^t\^     ^  •  -^PP*^';  Apparel  Apparatii.'<;  Garment  Supporters;  Seirtag  Machlwi  ...'..'.  '.".'.'. 

25.  BL.\KELY,  C.  F  ,  Classifying  Solids;  Centrifugal-Bowl  Separators;  Mills;  Threshing;  VanUble 

and  Meat  Cutters  and  Comminutors. 

26.  ADA  M.S.  W    M  .  Electricity.  Oenemtion;  Motive  Power 

27.  CLARK.  W.  N,.  Brushing,  Scrubbing,  and  Cleaning;  Waahing  "Apparatoa 

2S.   BENSON.  A.  R..  IntemalCombustion  Engima....  t'J-r.vu. 

29.  SHKLARIN.  J.  B.  (Act).  Woodworking;  TooU;  Compound'  Tools;  FumUure;  Metaf'Working; 

Cloth.  Leather,  and  Rubber  Receptaclw;  Baggage;  Package  and  Article  Carriers;  Deposit  and 
Collection  Receptacles;  Supports,  Tables 

30.  SHIP.MaN,   J     L.,   Automatic  Temperature  and  Humidity  Regulation;  Illuminating  Boraen; 

lUcmilnation;  Thermostats  and  HumidosUts. 

31.  DCNro.MBE.  C.  3.  (Act.).  Gas.  Heating  and  nhmalnating;  Minrral  Oils       

«    SA'w?v?^2H^^•_.'.•  '^■'  ?,"  ^^'^  Liquid  Contact  Apperatu.r  Heat  Exchange;  Gas  Separation.. 

33.  WYM.\N.  W.  I..  Bridges;  Masonry,  Concrete.  Metallic  and  Wooden  Structures;  Roofi;  Roads 

and  Pavements. 

34.  S.APER3TEIN.  S  ,  Electricity,  Transmission  to  Vehicles;  Railways,  Rolling  Stock,  Switches,  snd 

-Signals;  Track  Sanders. 

35.  REYNOLDS,  E.  C,  Card  and  Sign  Exhibiting;  Signals;  Dispensing;  Filling  and  Closfng  Portable 

Receptacles. 

36.  McFA  YDEN,  A.  D.,  Measuring  Instruments;  Force  Measuring;  Automatic  Weigher*        .. 

37.  WEAVER.  M.  E  ,  Electricity,  Cirnjlt  Makers  and  Breakers;  LIght-Pensitlve  rircults  * 

38.  KRAFFT   C    F..  Earth  Boring;  Hydraulic  and  Earth  Engineering;  Mintag  and  Quarrying;  Pton«- 

worklng;  Wells;  Plastic  Compositions. 
^-  ^jy^^^"^-  ^  ■'  •  fluid- Pressure  Regulators;  Multiple  Valves;  Valves;  Water  Distribution      .  . 

40.  OBERLIN.  J.  J..  MetalHc.  Wood.  Paper,  and  Special  Receptacles  

41.  WHITNEY',  M.  L..  Railway  and  Land  Vehicles.  Wheels  and  A  lies;  Reslilent  flrwi  and  Wheels; 

-.o   r^iT-f'^'vwH*^'*^****i,!**'^''*I  ^'■"^*  Appliances;  Spring  Devices;  Typewriting  Machines. 
4i  CUTTING.  H    O  ,  Electric  Signaling 

43.  KLINGE,  E.  F     Medicines.  Poisons  and  Coametics;  Bleaching  and  i>yeIng;Expi«l'v"e  Composi- 

tions; Sugar  and  Starch,  .-       •        »-  »- 

44.  SHAFFER,  C.  H..  Refrigeration:  Dispensing  Beverages  _  .. 

45.  HILL,  H.  D..  Pulleys  and  Shafting;  Lubrication;  Bearings  and  Onldes;  Motors;  Valr'^typerittag 


Mechanism;  Engine  fooling. 
'AYLOR.  M  ,  E 
tng  Implements. 


^"  ^1^  V^*^'  ^^  •  Evaporators;  Fluid  Sprinkling;  Fire  Extinguishers;  Boilers;  Heating  Systema;  Coat- 


47.  BARKER,  H  .  Clutches;  Brak«  .... 

48.  ROEPKB.  O.  B,  Electricity,  General  Applications;  Igniters I  !'.' 

1^  o^'^^^^l^?'  '^   ^  •  f^heck-Controlled  ^pparatas;  Ventilation;  Driara;  Liquid  Ptniflcatlon 

50.  BLAKE,  C.  L.,  Vamtsh;  Coating  Processes;  Carbohydrate  and  Condensation  Products;  Cellulose; 

Rubber. 

51.  BACKUS,  C.  D,  Radiant  Energy 

52.  KNOTTS,  M.  K.,  Support*;  Chucks;  Joint  Paciclng;  "PIpe  and  Rod  Joints '0^ Couplings; 'TooI- 
r->    -^n*"^'®  fastenings:  Vfains  and  Pipes;  Conduits  and  Housings;  Laminated  Packing. 

53.  PE(  K,   M    K.,    Books;  Manifolding;   Printed   Matter;  Stationery;   Education:   Paper  File*  and 

Bmders;  Tents.  Canopies.  Cmbrellas,  and  Canes;  Curtains,  Shades,  and  Screens;  Toilet;  Label 
Pasting  snd  Paper  Hanging. 

54.  ^■V'T',^-  W    E^,  Electric  Lamps;  Vapor  Electric  Davloes;  Space  Discharge  Tubes;  Electricity. 

Medical  and  Surgical 

65.  B0WEN8,  S.  T.,  Cotiery;  Artificial  Body  Memhert;  Dentistry,  Surgery 

iC'  fr?/?JA^'»fi*  J^'*£^^*^*™"^''y;  Laminated  Fabrics:  Paper  Making,  Substance  Preparation... 

57.  NICOLSOV,  G.  D.  G.,  Cutting  and  Punching;  Bolt.  Nut.  Rivet.  Nail,  Screw,  Chain,  and  Rone- 

shoe  Making;  Driven  and  Screw  Fastenings;  Jewelry;  Nut  and  Bolt  Locks;  Toys;  Exercising 

58.  DOWELL,  E.  F.,  Abrading;  Bottles  and  Jars 

59.  RICHARD,  V.  I.,  Chemistry;  FertHizers 

60.  GLASS.  R.  L.,  Electricity,  Heating,  and  Welding;  Batteries;  Resistances  and  RbecstaU;  Prirn^ 

Mover  Dynamo  Plants. 

«1.  P.\RK3,  CK  E..  Laminated  Electrical  Insulation,  Belt,  Hose,  Tire,  and  Ball  Making;  Winding  and 

.«    r^^f^li^'-  P^nlngand  Puning:  Horologv:  Time- Con  trolling  Apparatus. 

01  COCHRAN,  W   W  .  Games;  Geometrical  Instruments....     ....^. 

f^  vr^.  aJ^^i'^X^'''^'  ■^-  ^     Preserving;  Bread.  Pastry,  and  Confection  Making;  Agitating 

04.  NASH.  P,  .M  ,  Acetylene;  DlstiUntlon;  Gas  Mixers;  Oils,  Fats,  and  Glue;  Liquid  Coating  Com- 
positions; Fuel;  Alcohol. 

68.  McDERMOTT,  F.  p.,  Electricity,  Conductors;  Repeaters;  Reiavi;  Wave  Tran-smlsslon 

Tradc-M^rks,  L.tatia,  awd  Pwmts;  F.  A.  RrCHM0ND(7^*^r^"^!L:  : 

Dgai.vs,  n.  H.  KALUPY  (Act.) --^    .   -^  '.::::::::::::::~:::::: 
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U.  S.  Coart  of  Costoms  and  Patent  Appeak 

Crystal       ("OBPoRATION.       Ft)BMKRI.Y       the       CBYtiTAL 

CuEUiOAL  Company,  Incokporateo  v.  The  Man- 
hattan Chemical  Manufacturinq  Company, 
Inc.  (Anna  T.  Fox,  assignee,  substituted) 

Vo.  a^/6.    Decided  March  4,  03S 

THjIOB^MABK»— SIMILARITT "T.    Z.    U    B"    AND     "CEVSTaL 

Z.  B.  T." 

The  mark  "T.  Z.  L.  B"  aa  used  on  talcum  powder  Held 

confusingly  similar  to  the  mark  "Crystal  Z.  B.  T."  u»ed 

on  the  same  goods. 

APPEAL  from  the  Patent  Office    Reversed. 

Mr.  Edward  S.  Rogers,  Mr.  Thomas  L.  Mead,  Jr., 
Mr.  Morris  Hirsch,  Mr.  William  Walter  Frankel,  and 
Mr.  Franklin  J.  Foster  tor  Crystal  Corp. 

Mr.  Dante  O.  Oalotta  and  Mr.  John  Paul  Jones 
for  The  Manhattan  Chemical  Mfg.  Ca 

Bl.\nd,  J.: 

In  the  United  States  Patent  Office  the  appellant 
Instituted  an  opposition  proceeding  directed  against 
the  registration  by  appellee  of  the  trade-marlt  "T.  Z. 
L.  B"  for  talcum  powder  for  use  on  the  human  skin 
and  especially  for  use  in  the  nursery. 

Appellant's  opposition  was  grounded  upon  Its 
prior  adoption,  use,  and  registration  of  Its  trade- 
murk  "Z.  B.  T."  for  talcum  powder.  It  claimed  It 
adopted  the  mark  "Z.  B.  T."  in  1922  and  registered 
the  same  in  1926.  The  application  for  the  1926  regis- 
tration recites  that  the  appellant  is  the  owner  of  the 
trade-mark  "CrysUl  Z.  B.  T."  registered  October  2, 

1923. 

The  record  shows  that  appellant's  expenditure  In 
advertisement  between  1923  and  1931  has  amounted 
to  nearly  one-third  of  a  million  dollars,  and  that 
appellee  does  not  advertise  its  product  except  in 
catalogues;  that  appellant's  sales  from  1923  to  the 
date  of  taking  tlie  testimony  amounted  to  nearly  leu 
million  cans;  that  the  products  of  both  parties  are 
sold  In  the  same  places,  to  the  same  class  of  trade 
and  for  the  same  purposes ;  that  the  round,  long  tin 
cans  in  which  the  powder  is  sold  by  both  parties  are 
made  by  the  same  manufacturer,  and  that  In  shape 
and  size  there  is  a  close  resemblance  between  the 
packages  sold. 

Appellee  claims  use  of  Its  mark  since  1924.  Prior 
to  1924,  appellee  was  engaged  In  manufacturing  and 
selling  a  number  of  brands  of  toilet  powder  under 
the  trade  names  "French  Bouquet",  "Rose  and  Vio- 
let", "Ming",  "Darling  Baby",  and  "Whltmnns".  Its 
baby  powder  so  usetl  was  compose*!  of  three  basic 
Ingredients.  It  is  claimed  by  appellee  that  In  1924 
It  added  an  additional  ingredient  to  Its  new  baby 
powder  which  brought  about  the  adoption  of  the 
four-letter  trade-mark,  each  letter  representing  one 
of  the  basic  ingredients. 

The  sole  question  presented  here  is  whether  or  not 
there  Is  sufficient  similarity  between  the  marks  as 
to  justify  sustaining  the  opposition  on  the  ground 
of  probability  of  resulting  confusion. 


Appellant  has  shown  that  from  1922  It  advertised 
Its  product  as  "Z.  B.  T."  and  that  appellant  and 
others  used  the  term  "Z.  B.  T."  In  correspondence 
without  associating  with  It  the  word  "Crystal".  Ap- 
pellant did  not  prove  that  prior  to  appellee's  adop- 
tion of  its  mark  "T.  Z.  L.  B"  it  ever  used  In  a  trade- 
mark sense  the  letters  "Z.  B.  T."  by  themselves.  It 
did  show,  however,  that  in  the  use  of  the  mark  at  the 
time  appellee  adopted  Its  four  letter  mark,  it  printed 
the  term  "Crystal"  in  very  small  and  inconspicuoua 
letters,  and  the  letters  "Z.  B.  T."  in  large,  bold  let- 
ters ;  that  its  product  was  referred  to  as  "Z.  B.  T." 
It  Is  also  shown  that  in  1921  appellant's  powder  waa 
sold  In  a  paper  can  with  metal  top  and  bottom,  sim- 
ilar in  size  to  the  can  now  sold,  which  contained  the 
term  "Crystal  Z.  B.  T.",  the  word  "Crystal"  being 
printed  in  substantially  the  same-sized  letters  as  the 
capital  letters  "Z.  B.  T."  It  is  then  shown  that  be- 
tween that  date  and  the  date  of  the  registration  of 
the  "Z.  B.  T."  mark  In  1926,  it  gradually  made  the 
word  "Crystal"  smaller  and  less  conspicuous  and 
emphasized  and  made  larger  the  letters  "Z.  B.  T." 
The  Commissioner  of  Patents  affirmed  the  deci- 
sion of  the  Examiner  of  Interferences,  which  dis- 
missed tlie  notice  of  opposition,  and  It  Is  from  the 
decision  of  the  Commissioner  that  appellant- 
opposer  has  appealed  to  this  coui't. 

Opposer  argues  the  question  here  as  if  the  issue 
were  confined  to  the  confusing  similarity  on  iden- 
tical goods  of  the  letters  "Z.  B.  T."  and  the  letters 
"T.  Z.  L.  B",  printeil  with  the  same-sized  type.  That 
Is  hardly  the  question  presented  since,  as  has  been 
hereinbefore  8tate<1,  appellee  began  its  use  of  Its 
mark  prior  to  any  trade-mark  use  by  appellant  of  the 
"Z.  B.  T."  letters  unaccompanied  by  tlie  term  "Crys- 
tal". It  seems  to  us  that  the  question  presented  is: 
Is  the  mark  "T.  Z  L.  B"  so  similar  to  the  mark 
"Crystal  Z.  B.  T.",  as  the  latter  was  used  when  ap- 
pellee adopted  its  mark,  as  Is  hereinbefore  shown, 
as  to  cause  confusion,  or  Is  there  reasonable  doubt 
on  the  question  of  confusion? 

It  unquestionably  appears  that  the  letters 
"Z.  B.  T."  constitute  the  dominant  portion  of  appel- 
lant's mark.  This  conclusion  is  not  only  justified 
from  an  examination  of  the  mark  itself,  but  from 
the  facts  appearing  of  record  which  show  that  the 
letters  "Z.  B.  T."  were  the  chief  feature  of  appel- 
lant's mark  which  identified  its  goods. 

As  to  what  has  been  held  to  be  the  prominent  or 
dominant  feature  of  certain  marks,  see  Ex  Parte 
Diamond  Ink  Co.,  98  O.  G.  14S3,  1902  C.  D.  45; 
Armour  d  Co.  v.  Louisville  Provision  Co.  283  Fed. 
42;  Oreat  Bear  Spring  Co.  v.  Bear  Lithia  Springs 
Co.,  45  App.  D.  C.  305,  229  O.  G.  613,  and  The  Good- 
year Tire  d  Rubber  Co.  v.  V.  C.  Kenyon  Co.,  Inc., 
19  C.  C.  P.  A.  (Patents)  1037,  56  F.(2d)  670,  420 
O.  G.  5.    In  the  last  cited  case,  this  court  said  : 

Tt   la   true   that    appellee's    mark    contains    features   In 
addition    to    the   repre.'^entation    of    wines    that    are    dis- 
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similar  to  the  marks  of  appellant,  but  nfter  all,  that  rep- 
resentnriun  la  the  mo"'t  n'Uli-eaf)le  feature  of  the  mark 
and  seems  to  us  to  be  the  dominating  feature. 

See  also  American  Fruit  Orotoers,  Inc.  v.  Michigan 
Fruit  Qrou>er»,  Inc.,  17  C.  C.  P.  A.  (Patents)  906, 
38  F.(2d)  G96,  393  O.  G.  789,  and  Gillette  v.  Gillette 
Safctu  Razor  Co..  20  C.  C.  P.  A.  (Patents)  1177,  (55 
F.(2a)  2G6.  436  0.  O.  5. 

The  tribunals  of  the  Patent  Offlc-e  recognized  that 
the  question  presented  was  a  close  one.  Api)€lle€ 
had  not  been  using  letters  to  indicate  the  origin  of 
its  goods,  and  fur  some  reason  (appellant  urges  tliat 
it  was  for  the  purpose  of  profiting  by  resulting  con- 
fusion) appellee  adopted  all  three  letters  which  ap- 
pellant had  used  but  rearranged  them  and  added 
one  additional  letter. 

Api)ellee  arj^ues  that  to  sustain  appellant's  con- 
tentions would  amount  to  giving  appellant  a  mo- 
nopoly upon  any  lettered  trade-mark  for  baby 
powder.  We  think  the  weight  of  the  authorities 
strengthens  the  conclusion  that  ai»{>ellant  is  entitled 
to  a  monopoly  of  a  lettered  trade-mark  for  baby 
powder  to  the  extent  that  no  newcomer  has  the  right 
to  adopt  any  lettered  trade-mark  which,  by  reason 
of  similarity,  would  produce  confu.sion.  We  think 
it  Is  well  known  that  It  is  more  difficult  to  remem- 
ber a  series  of  arbitrarily  arranged  letters  than  it  is 
to  remember  figures,  syllables,  words,  or  phrases. 
The  difficulty  of  remembering  such  lettered  marks 
makes  confusion  between  such  marks,  when  similar, 
more  likely. 

This  court  In  the  recent  case  of  Helen  Schy-Man- 
Bki  d  Sons  v.  S.  S.  8.  Co^  22  C.  C.  P.  A.  (Patents) 

.  73  F.(2d)  624,  451  O.  0.  237.  in  considering 

the  trade-marks  "SMS"  and  "S.S.S.",  reviewed 
several  decisions  Involving  arbitrarily  arranged  let- 
tered trade-marks,  discussed  some  of  tJie  cases  relied 
upon  here  by  appellee,  and  «aid  : 

It  seems  quite  evident  that  the  trlhunali  In  the  Patent 
Office  tame  to  the  proper  conclusion  about  this  matter. 
It  is  apparent  that  if.  in  the  same  establishment,  bottles 
of  the  8.  8.  S.  preparation  were  placv^d  side  by  side  with 
Koods  of  the  same  descriptive  properties,  as  these  are.  In 
similarly  shaped  bottles  marked  "8  MS"  the  opportu- 
nities for  confusion  are  very  great.  Especially  Is  this 
true  among  the  illiterate  and  ignorant,  and  those  who 
rannot  be  expected  to  exercise  the  .same  care  and  caution 
wiiicb  might  be  exercised  by  those  of  another  degree  of 
Information  or  intelligence.     •     •     • 

It  will  not  he  necessary  to  again  review  those 
Authorities  here,  but  it  may  be  gleaned  from  them 
that  the  courts  have  not  hesitated  to  express  dis- 
approval of  the  adoption  of  a  lettered  mark  if  It 
appeared  that  confusion  might  result  from  similarity 
between  such  mark  and  other  similar  marks  for 
goods  of  the  same  descriptive  propertlea 

Many  decisions,  not  necessary  to  cite  here,  in  this 
court  and  In  other  courts,  in  cases  quite  similar  In 
principle  to  the  one  at  bar,  have  pointed  out  that 
those  who  adopt  trade-marks  for  their  merchandise 
should  not  enter  a  field  where  doubts  can  be  reason- 
ably entertained  as  to  the  likelihood  of  confusion, 
dnce  the  field  from  which  to  select  valid  trade- 
marks for  use  in  distinguishing  one's  goods  is  a  very 
broad  one. 

The  peculiar  nature  of  the  marks  Involved  here, 
the  nature  of  the  goods  and  the  manner  In  which 
they  are  sold,  the  purposes  for  which  the  goods  are 
uae^l,  the  prices  at  which  they  are  .sold,  the  miinner 


in  w^hlch  they  are  obviously  most  economically  and 
properly  packaged,  and  the  fact  that  no  great  care 
in  purchasing  would  ordinarily  be  observed,  all  lead 
to  the  conclusion  that  confusion  might  result.  Cer- 
tainly there  is  sufficient  doubt  on  the  question  that 
under  the  well-settled  rule,  appellee  should  not  be 
permitted  the  registration  sought 

While  the  motives  for  adopting  marks  and  the 
equities  between  the  parties  involved  in  the  use  of 
such  marks  may  be  proper  matters  to  have  in  mind 
in  considering  the  question  of  their  registrability, 
they  are  not  matters  which  can  Ik;  controlling  where 
the  question  of  confusion  Is  the  sole  issue. 

The  decision  of  the  Commi8.sloner  of  Patents  is 
reversed. 

Reversed. 


U.  S.  Court  of  Cattomt  and  Patent  Appeals 

In  ue  Guinot 

No.  SM*.     Decided  Maroh  to.  19S5 
[76  F.(2d)    134J 

1.  Pattdktabilitt — Mbthod. 

It  does  not  follow  that  appellant's  process  is  patent- 
able merely  because  a  product  may  bt  produced  thereby 
In  a  much  more  satisfactory  manner  than  by  the  method 
taught  by  the  prior  art. 

2.  Same — Gbant  or  a  Fobeion  Pati.ht  not  Cowclcsivb. 

The  decision  by  the  German  I'atent  Olfloe  by  which  a 
German  patent  was  granted  to  appellant  apparently 
upon  the  same  subject  matter  here  Involred  "has  been 
examined,  but.  In  view  of  the  fact  that  the  German 
patent  system  may  be  quite  different  in  Its  legal  aspects 
from  that  of  the  United  States,  we  feel  that  it  should 
nut  affect  our  conclusion  here." 

Appkal  from  the  Patent  Office.    Affirmeil. 

Mr.  Philip  Mauro  and  Mr,  Reeve  Lewi*  for  Guinot 

Mr.  T.  A.  Uoatetler  and  Mr.  Uovoard  S.  Miller  for 
the  Commissioner  of  Patents. 
Garrttt.  J.: 

This  is  an  appeal  from  a  decision  of  the  Board  of 
Appeals  of  the  United  States  Patent  Office  affirming 
the  decision  of  the  Examiner  denying  patentability, 
in  view  of  prior  art,  of  all  the  claims  of  an  applica- 
tion for  patent  entitled  "Process  for  the  Manufac- 
ture of  Crotonic  Aldehyde  and  Its  Homologues." 

Nine  claims,  numbered  1,  3,  4,  5,  6,  7,  8.  9,  and  10, 
were  covered  by  the  appeal,  but  at  the  hearing  be- 
fore us  the  appeal  as  to  claims  Nos.  8  and  9  was 
withdrawn. 

Of  the  claims  remaining  for  our  consideration.  No. 
1  seems  fairly  representative: 

1.  A  process  for  the  manufacture  of  crotonic  aldehyde 
from  acetaldehyde.  which  consists  In  condensing  this  b*>dy 
in  an  aqueous  solution  by  means  of  a  certain  quantity  of 
suitable  alkali,  for  the  obtainment  of  aldol  which  remains 
in  equllbrium  with  a  certain  quantity  of  untransformed 
aldehvde  ;  In  acidifying  the  resulting  aqueous  solution  In 
dlstilllnz  the  whole  In  order  to  remore  in  the  first  plsce 
the  aldehyde  which  baa  not  entered  into  the  reaction  ;  and 
in  then  collecting  the  crotonic  aldehyde  which  is  distilled 
oyer  and  affords  with  water  a  binary  mixture  having  a 
oilnimum  boiling  point. 

In  his  decision  the  Examiner  cited  the  following 
references : 

Matheson      1.151.113.     August     24,     1915;     Oninsteln. 
1,437.139.   November  28.   1922;   Herrlr.  1.585.096,  May  18 
1926;    l»mmen,    1.587.661.  June  8.   1926;  Systematic  Org' 
Chemistry — Gumming.   Hopper  &   Wheeling    (1926  NY)* 
pai,'e  93. 

To  the  foregoing  the  Board  of  Appeals,  In  Its  first 
decision,    added:    -Rlchter'g    Organic    Chemistry, 


/ 


Smith,  Vol.  1,  Ed.  1909,  pp.  193,  208,  213,  316,"  but, 
while  citing  this  additional  reference  and  without 
expressly  overruling  any  of  those  cited  by  the  Ex- 
aminer, the  Board  expressed  the  view  that  com- 
plete anticipation  existed  in  Grunstein  alone,  this 
having  been  the  basic  reference  relied  upon  by  the 
Examiner,  who  seems  finally  to  have  rejected  all 
the  claims  "on  Grunstein,  in  view  of  Lommen." 

It  may  be  added  that  certain  of  the  claims  were 
rejected  also  as  containing  new  matter,  or  matter 
not  disclosed,  but  this  allegeil  defect  was  met  by 
amendments  which  applicant  was  permitted  to 
make  for  the  purpose  of  appeal  from  the  Board's 
decision. 

Following  the  Board's  first  decision  appellant 
sought  and  obtaIne<l  a  rehearing  with  the  right  to 
present  affidavits  touching  the  interpretation  of  the 
Grunstein  disclosures  as  compared  with  the  dis- 
closures of  appellant. 

Upon  receipt  of  the  affidarlts,  to  which  we  shall 
have  occasion  to  make  allusion  later,  the  applica- 
tion, with  the  affidavits,  was  remanded  to  the  Pri- 
mary Examiner  for  reconsideration  and  report  to 
the  Board  as  to  his  conclusions  thereon. 

The  Examiner  duly  reported,  stating  as  a  con- 
clusion : 

It  is  not  considered  that  the  affidavits  prove  that  the 
holding  as  to  the  Grunstein  patent  was  in  error. 

Thereafter  the  Board  of  Appeals  rendered  its  sec- 
ond decision,  again  making  explicit  reference  to  the 
Richter  and  Gumming  publications.  This  decision 
concluded  with  the  statement: 

For  the  reasons  Indicated  It  is  our  view  that  the  claims 
are  unpatentable  over  the  patent  to  Grunstein  and  that 
the  showing  made  to  overcome  that  patent  Is  not  suffl- 
denL 

Appellant  suggests  that  the  Board  of  Appeals 
tacitly  set  aside  all  the  prior  art  cited  except  the 
patent  to  Grunstein.  We  do  not  so  Interpret  Its 
decision,  but  It  does  seem  clear  that  It  regarded  the 
Grunstein  patent  as  fully  anticipating  appellant's 
process,  and  we  ourselves  are  of  opinion  that  no 
need  exists  for  detailing  the  teachings  of  the  other 
cited  art. 

The  objective  of  appellant  is  the  production  of 

crotonic  aldehyde  and  the  like,  useful  in  different 

industrial  arts,  directly  from  what  are  designated 

"saturate<l  aldehydea"    It  is  not  questioned  that  it 

is,  as  stated  In  the  brief  of  the  Solicitor  for  the 

Patent  Office, 

"old  In  the  art  to  condense  acetaldehyde  to  obtain  aldol 
and,  as  a  separate  process,  to  acidify  aldol  and  by  dis- 
tillation produce  crotonaldehyde." 

That  is  to  say,  the  prior  art  cited  teaches  clearly 

the  production  of  crotonaldehyde  from  aldol. 

What  appellant  claims  as  novel  in  his  process  is 

the  manufacture  of  tlie  desired  article  directly  from 

acetaldehyde   by   condensing   same   In   an   aqueous 

solution,  that  is  in  water,  and  it  is  described  in 

appellant's  brief  as  production  by  a   "continuous 

process,"  which  we  understand  to  mean  production 

J       of  the  crotonic  article  without  pro<Iucing  aldol  as  an 

intermediate,  keeping  the  mixture  In  the  aqueous 

solution  throughout  the  condensing  operation.     He 

teaches  the  use  of  an  alkaline  element  as  a  con- 


densing agent,  but  nothing  novel  Is  claimed  for  this 
feature. 

Grunsteln's  objective  Is  aldol  and,  to  produce  same, 
he  tenches  adding  to  acetaldehyde  a  catalyzing  agent 
having  an  alkaline  reaction,  together  with  water. 
Then,  in  one  of  his  examples,  he  teaches  the  distil- 
lation of  the  mixture  so  formed  in  a  vacuum.  In 
this  example  the  specification  states ; 

When  distilling  at  the  ordinary  pressure,  crotonaldehyde 
Is  obtained,  as  Is  well  known. 

In  other  words,  Grunstein,  while  solely  interested 
In  producing  aldol,  which  he  does  by  distilling  his 
mixture  in  a  vacuum,  Incidentally  teaches  that  if 
the  mixture  be  distilled  not  in  a  vacuum  but  at  or- 
dinary pressure  crotonaldehyde  will  result,  and,  in 
view  of  this  latter  teaching,  taken  together  with  the 
Ingredients  of  the  mixture,  the  Board  concluded: 

To  sum  up,  we  are  of  the  opinion  that  the  only  dif- 
ference between  appellant's  process  and  that  of  Grunstein 
Is  that  the  appell.nnt  uses  a  greater  quantity  of  water  but 
there  Is  nothing  In  his  specification  to  teach  any  specifle 
limitations  as  to  such  quantity  or  that  there  Is  any- 
thing critical  in  It.  Tliere  is  no  definite  function  dis- 
closed for  the  large  quantity  of  water  nor  any  novel  re- 
sult produced  thereby.  The  use  of  considerable  quan- 
tities of  water  for  the  purpose  of  preventing  a  rise  in 
temperature  Is  thought  to  be  obvious  to  any  chemist,  as  It 
would  dilute  the  reagent  and  reduce  its  activity. 

We  have  examined  with  care  the  two  affidavits, 
already  alluded  to,  filed  after  the  first  decision  of  the 
Board. 

[1]  We  do  not  doubt  the  statements  of  these  affi- 
ants to  the  effect  that  appellant's  method,  as  prac- 
ticed by  affiants  In  their  experiments,  produced 
crotonic  aldehyde  in  a  much  more  satisfactory  man- 
ner than  did  the  method  taught  by  Grunstein,  but  It 
does  not  follow  that  this  renders  appellant's  proc- 
ess patentable. 

The  affidavits  do  not  challenge  the  accuracy  of 
Grunsteln's  statement  that  the  crotonic  product  will 
result  when  the  mixture  Is  distilled  at  ordinary 
pressure,  and  that  this  result  Is  obtained  without 
aldol  being  produced  as  a  separate  or  Intermediate 
product.  That,  fundamentally,  la  what  appellant 
seeks.  That  better  results  are  obtained  by  using  a 
larger  amount  of  water  than  Grunstein  normally 
uses  may  be  conceded,  but,  as  the  tribunals  of  the 
Patent  Office  make  clear,  appellant's  disclosure  is  not 
sufficiently  specific  as  to  the  criticalness  of  any 
given  amount  of  water  to  distinguish  in  a  patentable 
sense  from  the  Grunstein  teaching. 

[2]  The  attention  of  the  Board  of  Appeals  was 
directed  to  a  decision  of  the  German  Patent  Office 
by  which  a  German  patent  was  granted  to  appellant, 
apparently  upon  the  same  subject-matter  Ivere  in- 
volved, over  the  Grunstein  method  as  defined  in  an 
Austrian  patent,  said  to  be  substantially  the  same 
ns  that  of  his  (Grunsteln's)  United  Statt^  patent. 
This  decision  has  been  likewise  brought  to  our  at- 
tention, a  copy  of  same  being  filed  at  the  hearing 
before  us. 

The  decision  has  been  examined,  but,  in  view  of 
the  fact  that  the  German  patent  system  may  be 
quite  different  In  Its  legal  aspects  from  that  of  the 
United  States,  we  feel  that  it  should  not  affect  our 
conclusion  here. 

Certain  emphasis  is  placed  upon  what  Is  desig- 
nated appellant's  continuous  process,  the  meaning 
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of  which,  according  to  our  understanding,  has  been 
already  stated.  No  one  of  the  claims  specifically 
raentions  "continuous  process."  It  may  be  conceded, 
however,  that  continuity  is  essentially  inherent  in 
the  operation,  but  it  seems  to  us  to  be  equally  in- 
herent in  the  Grunstein  teaching. 

[3]  The  appeal  is  dismissed  as  to  claims  Nos.  8 
and  9.  As  to  fill  others,  the  decision  of  the  Board 
of  Appeals  Is  affirmed.  , 

Aftirmed. 


U.  S.  Court  oi  Castoms  and  Patent  Appeals 

In  be  Hutx 
}fo.  SrkSO.     Dfoidrd  March  tS,  t9SS 

[75  F.(2d)  8471 

PATINTABILITT — PULLIY. 

Claims  for  a  pulley  having  a  hard  plating  on  Its 
roughened  surface  to  Increase  Its  realBtance  to  wear 
held  unpatentable  over  the  prior  art  because  such  plat- 
ing produced  no  new  or  unexpected  result. 

AFPiiAL  from  the  Patent  Office.    Affirmed. 

Mr.  T.  A.  Uostetler  and  Mr.  Uo\card  S.  Miller  for 
for  Hull. 

Mr.  T.  A.  Ilostetlcr  and  Mr.  Howard  8.  Miller  for 
the  Commissioner  of  Patents. 
Gaurett,  J.: 

This  is  an  appeal  from  a  decision  of  the  Board  of 
Appeals  of  the  United  States  Patent  Office  affirming 
the  de<Ision  of  the  ETamlner  denying  patentability. 
In  view  of  the  prior  art,  at  all  claims  (1  to  5,  In- 
clusive.) of  an  application  entitled  "Refrigerating 
Apparatus." 

The  broad  title  "Refrigerating  Apparatus,"  Is 
doubtless  used  because  the  application  Involved 
purports  to  be  a  continuation  of  a  prior  application 
relating  to  refrigerating  apparatus. 

The  claims  in  the  application  l)efore  us  actually 
relate  solely  to  a  pulley.  It  is  described  in  claim  3, 
as  follows : 

3.  A  pulley  having  a  rim.  said  rim  havlnic  a  relatively 
keavy  metal  under-portlon  having  a  rough  surface  nearest 
tb«  belt  contacting  surface  and  a  hard  plating  upon  eald 
roosh  gurface  providing  a  hard  rough  coating  tor  said 
■letal  portion,  said  plating  being  built  up  to  a  greater 
■mount  upon  the  hlgn  portions  of  the  rough  surface  than 
opon  the  low  portion*. 

The  teaching  of  the  claim  is,  in  essence,  the  plat- 
ing of  the  roughened  surface  of  a  metal  pulley  with 
chromium,  in  order  to  render  such  surface  more 
durable. 

Numerous  references  were  cited  as  follows:  Gub- 
bins  ( British),  10,721,  July  3,  18<S«;  Ward  well, 
334^ft,  January  26,  1886;  Foltaer  (Swiss),  80,441, 
May  10,.  1919;  Yngve,  1,511,555,  October  14,  1924; 
Payne,  1.600.961,  September  21,  1926;  Kerr, 
l,619,7t»3,  March  1,  19l>7 ;  Newhouse,  1,792,921,  Feb- 
ruary 17,  1931. 

In  view  of  the  concessions  which  the  brief  for 
appellant,  with  commendable  frankness,  makes,  we 
need  not  analyze  tlie  several  references  in  detail. 

From  the  brief  we  quote  the  following: 

Patents  set  up  as  anticipating  appellant's  invention  do 
not  show  a  chromium  plated  pulley.  They  show  the  fol- 
lowing features,  the  existence  of  which  this  appellant  will 
concede  in  order  that  the  consliieratlon  of  this  case  may 
be  narrowed  to  the  principal  question  at  Issue. 

(1)    A  pulley  having  rough  driving  surfaces. 

i'2)  The  use  of  chromium  plating  to  Increase  the  wear 
resist' ing   qualities   of   varioas  elements. 


(3)  A  process  of  electroplating  wherein  the  tendency 
of  the  metal  to  deposit  to  a  greater  thIckneMS  on  top  of 
ridges  than  between  the  ridges  is  recognised. 

So,  the  sole  question  to  be  determined  here  is 
whether  a  pulley  having  its  roughened  surface  chro- 
mium plated  is  patentable. 

The  result  which  was  obtained  by  electn)plating 
the  roughened  pulley  surface  was  not  a  new  or  un- 
expected result.  Appellant  procured  precisely  what 
he,  as  one  skilled  In  the  art,  knew,  from  the  prior 
art,  would  result,  viz.,  an  article  which  would  wear 
longer  under  the  anticipated  friction  action  of  the 
belt.  He  simply  produced  by  means  nlready  known 
and  already  successfully  demonstrated  a  wear-re- 
sisting article.  Even  the  tendency  of  the  metal  to 
deposit  greater  thickness  on  top  of  ridges  than  be- 
tween ridges  was  known. 

Doubtless  the  article  is  an  Improvement  but,  like 
the  tribunals  of  the  Patent  ()ffl<«e.  we  are  unable  to 
agree  that  it  constitutes  an  invention. 

The  decision  of  the  Board  of  Appeals  Is  affirmed. 

Affirmed. 


U.  S.  Court  of  Cattoms  and  Patent  Appeals 

lit    KB   DKUTSCH 

No.  5.48S.     Decided  March  U.   SJS 

176  r.(2d)   0»4] 

Patbwtabilitt — Pi«  Curraa. 

Ceruin  claims  fur  a  pie  cutter  Held  patentable  over 
the  prior  art. 

Appeal  from  the  Patent  Office.     Reversed. 
Mr.  Clarence  A.  (yBnen,  Mr.  Charlet  B.  A.  Smith, 
and  Mr.  Thomas  E.  Turpin  for  Deutsch. 

Mr.  T.  A.  Hostetler  and  Mr.  Howard  8.  Miller  for 
the  Commissioner  of  Patents. 
Lenboot,  J.: 

This  Is  an  appeal  from  a  decision  of  the  Board 
of  Appeals  of  the  United  States  Patent  Office, 
affirming  a  decision  of  the  Examiner,  rejecting 
claims  1  and  2  of  appellant's  application  on  the 
ground  of  lack  of  patentability  In  view  of  the  prior 
art.    One  claim  of  said  application  was  allowed. 

Claims  1  and  2  read  as  follows: 

1.  A  pie  cutter  comprising  a  substantlnlly  circular  holder 
having  a  series  of  radlaliv  dl.>ipo8ed  Buckets  therein  com- 
municating with  Us  periphery  for  s»>lectlvely  receiving 
a  plurality  of  blades,  and  a  plurality  of  blades  removably 
mounted  on  the  holder,  said  blades  Including  extensions 
on  their  upper  portions,  and  bars  fixed  on  tho  extensions 
and  extending  inwardly  therefrom  for  slidable  endwise 
Insertion  In   the  sockets. 

2.  A  pie  cutter  comprising  a  substantially  circular  holder 
having  a  series  of  radially  disposed  sockets  therein  com- 
municating with  the  periphery  thereof  for  selectively 
receiving  a  plurality  of  blailes.  a  centrallv  dlspost'd  handle 
mounted  on  the  holder,  a  plurality  of  blades.  Integral 
extensions  on  the  outer  upper  portions  of  the  blades,  and 
bars  fixed  on  the  extensions  and  having  Inner  end  portions 
extending  inwardly  t>eyond  the  extensions  in  spaced  paral- 
lelism with  the  upper  e<lge  portions  of  the  bindes  for  slld- 
able  endwise  Insertion  in  the  sockets  for  removably  moant- 
Ing  the  blades  on  the  holder. 

The  reference  relied  upon  is:  Miles  et  al.,  1,706,- 
934,  March  26,  1929. 

The  alleged  invention  embraces  a  blade-holder, 
said  blade-holder  consisting  of  an  upper  and  lower 
disk,  the  upper  disk  being  somewhat  larger  In  diam- 
eter than  the  lower  one.  These  disks  have  opposed, 
radially    disposed,   grooves,    the    result    being   tluit 
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when  the  disks  are  secured  together  by  means  of 
screws  there  are  formed  a  number  of  sockets  radi- 
ally extending  from  the  center  to  the  periphery  of 
the  blade-holder.  The  blade-holder  is  provided  with 
a  centrally  located,  threaded  opening  for  the  recep- 
tion of  a  handle  with  upwardly  projecting  knob,  the 
lower  end  of  which  is  threaded.  The  blades,  which 
are  substantially  rectangular  In  shape,  are  provided 
upon  their  upper  outward  edges  with  an  extension, 
to  which  extension  is  fastened  a  bar,  said  bar  pro- 
jecting Inwardly  and  In  a  parallel,  spaced  relation 
to  the  Inner  upper  edge  of  said  blade.  These  bars 
upon  the  blades  are  the  means  by  which  the  blades 
are  attached  to  the  blade-holder,  the  bars  of  the 
blades  being  slidably  inserted  Into  the  sockets  at 
the  periphery  of  the  blade-holder.  The  lower  and 
outward  portion  of  each  blade  is  recessed  in  order 
to  conform  to  the  usual  edge-formation  of  the  well- 
known  form  of  pie  plate. 

The  reference  Miles  relates  to  a  pie  cutter  com- 
prising a  handle  and  radial  blades.    The  upper  edge 
portion  of  the  blade  is  rolled  to  form  a  tubular  bead 
which  receives  a  light  rod  supported  by  the  handle 
meml)er   and   extending   radially   therefrom.     This 
enables  the  blade  to   be  slidably  removable  from 
the  rod.    The  Inner  end  of  each  rod  is  formed  into 
an  eye  which  Is  adapted  to  fit  around  a  pin  or  stud 
engaged  through  an  opening  provided  In  a  circular 
clamping  plate.    In  the  upper  surface  of  this  clamp- 
ing plate  recesses  are  provided  which  have  circular 
portions  formed  about  said  openings,  and  radial  por- 
tions leading  outwartUy  from  said  circular  portions 
to  the  periphery  of  said  clumping  plate.     The  eyes 
of  said  rods  fit  within  the  circular  portion  of  said 
recesses  and  the  adjacent  portions  of  the  rods  fit 
within  the  radial  portions  of  said  recesses  so  that 
lateral  movement  of  the  rods  relative  to  the  clamp- 
ing plate  Is  prevented.    Said  pins  or  studs  are  con- 
structed with  heads  of  greater  diameter  Ihan  the 
pins  so  that,  when  the  rods  and  clamping  plate  are 
assembled  the  heads  of  the  studs  will  extend  over 
and  rest  upon  the  eyes  of  the  rods.    Said  clamping 
plate  is  provided  with  a  central  opening  through 
which  n  retaining  screw  or  threaded  pin  Is  inserted 
upwanlly.    An  upper  clamping  plate  is  fitted  about 
said  screw  to  extend  over  and  rest  upon  the  heads 
of  said  pins  or  studs.    Bearing  upon  the  said  upper 
clamping  plate  and  engaged  with  said  screw  is  a 
handle,    the    rotation    of   which    causes   the   upper 
clamping  plate  to  bear  upon  the  heads  of  said  pins 
or  studs  so  that  the  rods  aforesaid  are  firmly  secured 
t>etween  said  clamping  plates. 

The  stnictures  disclosed  by  the  appellant  and  the 
reference  patent  to  Miles  et  al.  both  contemplate 
the  cutting  of  a  pie  Into  varying  numbers  of  equal 
parts,  depeudlng  upon  the  number  of  blades  used. 
It  will  be  observed  that  said  reference  does  dis- 
close a  structure  in  which  recesses  or  sockets  are 
provided  for  selectively  receiving  a  plurality  of  rods, 
and  each  of  said  n>ds  Is  so  formed  as  to  permit  a 
bUde  to  be  attached  thereto.  In  other  words,  the 
sockets  do  not  receive  the  blades  but  only  tlie  rods. 


However,  the  Examiner  held  and  the  Board  ap- 
proved such  holding,  that  it  would  not  involve  In- 
vention to  fix  said  rods  on  said  blades  by  perma- 
nently attaching  them  together,  and  we  are  In  agree- 
ment with  this  holding.  If,  the  reference  being  so 
modified,  the  claims  here  involved  would  read  upon 
the  Miles  reference,  we  should  affirm  the  action  of 
the  Board.    However,  the  Examiner  was  clearly  io 

error  in  holding  that 

"The  upper  edge  portion  of  Miles  blades  may  be  slidably 

inserted    endwise    into    his    sockets    providing    his    handle 

member  has  been  unscrewed  gufflclently  to  admit  of  such 

access," 

and  the  Board  was  In  error  in  approving  this  state- 
ment of  the  Examiner. 

It  will  be  obser\ed  from  our  description  of  the 
Miles  reference  that  the  rods  are  held  in  place  by 
a  clamping  effect  upon  the  heads  of  the  studs  or 
pins  through  the  eyes  of  the  rods.     Merely  unscrew- 
ing the  handle  would  not  permit  the  r«noval  of  the 
rods.    They  could  not  be  removed  without  first  re- 
moving the  studs  or  pins,  which  apparently  would 
require  a  complete  disassembling  of  tlie  parts.    Thi« 
would  also  be  true  if  the  rods  and  blades  were 
permanently  attached  together.    It  is  also  true  that 
while  the  studs  or  pins  were  in  place  the  ends  of 
the  rods  could  not  be  inserted  in  the  sockets  as 
required  by  the  Miles  disclosure.     If  the  studs  or 
pins  were  entirely  dispensed  with,  the  Miles  device 
would  be  Inoperative  for  there  would  be  no  sub- 
stantial clamping  effect  to  give  the  rods  and  blades 
the  necessary  rigidity,  and  we  do  not  think  that  in 
such  case  the  rods  and  blades  of  Miles  would  have 
the  slidable  action  required  by  appellant's  claims. 
The  Solicitor  for  the  Patent  Office  in  his  brief 

suggests  that : 

•  •  •  To  omit  the  eyes  19  on  the  ends  of  the  rods  18 
of  the  Miles  et  al.  device  Is,  of  course,  merely  the  omis- 
sion of  an  element  with  corresponding  omission  of  Its 
function,  and  an  unpatentable  change.  •   •   • 

It  is  sufficient  to  say,  with  respect  to  this  sug- 
gestion, that  If  the  eyes  of  said  rods  were  omitted, 
the  pins  or  studs  would  likewise  have  to  be  omitted 
and  the  ends  of  the  rodg  would  lie  loose  in  the 
sockets.  The  result  would  be  that  there  would  be 
no  substantial  clamping  effect.  The  eyes  or  studs 
are  necessary  in  Miles  to  secure  rigidity  of  the  rods 
and  blades,  while  appellant  accomplishes  the  neces- 
sary rigidity  by  slidable  action  of  the  blades  in  the 
sockets.  Therefore  appellant,  it  seems  to  us,  has 
omitted  elements  in  the  prior  art  but  has  retained 
the  function  performed  by  such  elements,  and  there- 
fore the  rule  is  not  applicable  that  an  omission 
of  an  element  together  with  the  omission  of  its 
function  does  not  constitute  a  patentable  change. 

We  are  of  the  opinion  that  the  claims  here  in- 
volved do  not  read  upon  the  Miles  reference,  and 
we  are  likewise  of  the  opinion  that  the  modifications 
of  the  Miles  device  necessary  to  meet  the  claims 
here  involved  would  not  be  obvious  to  one  skilled  in 
the  art. 

We  therefore  hold  that  the  decision  of  the  Board 
of  Appeals  should  be,  and  is,  reversed. 

Reversed. 
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Patent  Suits 

[Notices  under  sec.  4921.  R.  ^^  ,  as  amended  Feb.  18,  1922] 

1.262.860.  S.  B.  Smith.  Incubator.  D.  C.  Nebr.  (Lincoln), 
Doc.  E  500.  8.  B.  Smith  v.  C.  HamUton.  Decree  by  default 
for  plaintiff  Aug.  8.  1935.  Sanio.  D.  C,  N.  D.  Calif,  i  Sacra- 
mento). Doc.  1216-L,  8.  B.  Smith  v.  O.  E.  We\ckert.  Dis- 
missed Aug.  8.  1935.  Same,  filed  Mar.  27,  1930.  D.  C, 
W.  D.  S.  C.  Do'-.  E  458,  .s\  B  Smith  v.  Farmer'B  Hatrhery 
tt  al.  Same,  D.  ('.,  EI  D.  I'a.,  Doc.  8539,  8.  B  Smith  v. 
O.  M.  Anthony.  Decree  by  default  for  plaintiff  Aug.  15, 
1935.  Doc.  S.')47.  S.  R  Smith  v  8.  P.  Zellerg.  Decree  by 
default  for  plaintiff  Aug.  15.  1935. 

1,282,587,  W.  Jones,  Apparatus  for  the  purification  of 
sewage  and  analoirons  liquids;  1,286.017,  Re.  19.577.  (of 
1.341,561),  same,  I'uriticatlon  of  sewage  and  analogous 
liquids  ;  1,343,797,  Siott  &  Jones,  Aeration  of  sewage  and 
other  Impure  liquids,  filed  Aug.  8,  1935.  D,  C.  111.  (SprinR- 
fleld) ,  Doc.  2153.  Activated  Sludge,  Inc.,  t.  City  of  Bdtcarda- 
ville.  III. 

1.286.017.      (See    1.282.587.) 

1.307.7:33.     (See  1,307.734  (a).) 

1,307,734  (o).  A.  V.  GuUborK.  LubricatlnK  means: 
1,307,733.  same.  Lubricating  apparatus:  1,475,980,  O.  Zerk, 
same:  1,593,791.  C.  O.  Butler,  same,  flle<l  July  15,  1935, 
D.  C.  Minn..  4th  Dlv.,  Doc.  E  2869.  Stetr art  Warner  Corp. 
v.  J.  ^V^lliamt  ( UiitiJtripTii  Sale*  Co,) 

1.307.734  (6).  A.  V.  Gullhorir  Lubricating  m*'«n8 : 
1,475,980,  O.  Zerk.  Lubricating  apparatus,  D.  C.  Minn.. 
4th  Div.,  Doc.  E  2333.  Alemite  Corp.  t.  M.  Dytthe  et  al. 
{Specialtu  Sale*  rf  Service  Corp.)  Claims  1.  2,  3.  4,  6,  14, 
ami  l.l  of  1,307,734  and  claims  2,  3,  and  5  of  1,475.980 
held  InfrinRPd  ;  counter-claim  dlsml8.se<l  with  prejudice 
Aug.  7.  1935. 

1,314,721,  Warmii  i«  A  Warraifk,  .Apparatus  for  trans- 
mitting and  recording  messa*;"^,  flit»d  ,Iuly  29.  1935,  D.  C, 
S.  D.  Calif.  (Los  Angeles),  Doc.  E  727-C.  A.  Warmick  v. 
Telttype  Co.  et  al. 

1,341,561.    (See  1,282,587.)     1.343,797.     (See  1,282,587.) 

1,350,880,    C.    Dunn,    Self    filling    fountain    pen,    D.    C. 

8.    D.    N.    Y.,    Doc.    E  80/248,   M.    B.   8v>anholm   v.    Oimbtl 

Brot.,  Inc.      Consent    decree    for   plaintiff    (notice   Aug.    6, 

19.35). 

1.475,980.      (See  1  307,7.34    (a'\   and   (6).) 

1.526.982,  E.  W.  Hill,  Stencil  sheet.  D.  C.  W.  D.  Wash., 
N.  Div.,  Doc.  1119,  A.  B.  D<c*  Co.  t.  European  Trading 
Co.,  Inc.  Tatent  held  valid  :  degree  for  plaintiff  Aug. 
5.  1935.  Same,  D  C.  N.  J..  Doc.  E  5141.  A.  B.  Dick  Co. 
T.  8tobb$  <t  Vickery.  Inc.,  et  al.  Consent  decree  for  injunc- 
tion June  25,  1935. 

1.593.791.      (See  1.307,734    (o).) 

1. 837.990,  H.  C.  Otis,  Well  tubing  snubber :  Re.  10.498, 
same.  Process  and  apparatus  for  Ins^'rtlng  tubing  In  wells; 
1,984.230,  same.  Well   tut>lng  pluij,   D.  C.   N.    D.  Tex.    (Ft. 
Worth),  Doc.  E  824.  H.  C.  Otis  v    Harathon  OU  Co.     Pat 
ents  held  valid  and  Infringed  May  18,  1935. 

1.84S.398.  C.  W.  Towt,  Apparatus  for  preventing  frost 
damage  to  vegetation,  filed  July  19,  1935.  D.  C,  S.  D 
Calif.  (Los  An^'eles),  Doc  E  724-C,  Towt  Automatic  Prott 
Protector  Co.,  Ltd.,  et  al.   v.   8.   V.   Wright  et  al. 

1.908  354,  J.  S.  Hodges,  Orchard  heater,  filed  July  12. 
1935,  D.  C,  S.  D.  Calif.  (Los  Anirflpsl.  Dor.  E  713-C, 
J.  8.  Ilodgea  et  al.   v.  Riverxide  hheet   iletal  Work*,  Inc. 

1,932,421.  Pouting  k  Ford,  Kinematographic  apparatus, 
filed  Aug.  8.  1935,  D.  C,  8.  D,  N.  Y.,  Doc.  E  81/59,  Kina- 
tome  Patrntg  Corp.  v.  H.  A.  De  Vry,  Inc. 

1, 95*'., 277,  E.  H.  Ellison,  Schoolroom  wardrobe: 
1,977.474,  same.  Wardrobe:  1.983.125.  same,  Adjustable 
hinge,  til.-d  Aug.  8,  1935.  D,  C,  W,  D.  N.  Y..  I)<)( .  2010, 
Austral  Salcis  Corp.  v.  Jame-ito\cn,  Metal  Equipment  Co., 
Inc. 

1  977  474      fSee  1  O-'iO  277  )     1,983.125.    (See  1.956.277.) 

1.984,230.    (See  1.837.990.) 

1.98J>,535.  F.  W.  Stolxenberg.  Tile  fabric,  filed  Aug.  7. 
1935,  D.  C.  S.  D.  N.  Y.,  Doc.  K  81/54,  Sidney  Ulumenthal 


d  Co.,  Inc.,  V.  Cheney  Bro:  Same,  filed  Aug.  12.  19S5. 
D.  C.  8.  D.  N.  Y..  Doc.  E  81/62.  Sidney  Blumrnthal 
d  Co.,  Inc.,  ▼.  Franrote  Drrtt,  Inc.  Same,  flltd  Aug  15, 
1935,  D.  C,  8.  D.  N.  Y..  Doc.  E  81/66,  Bidney  lilumenthal 
d  Co.,  Inc.,  V.  Goldstein  d  Milbero,  Inc. 

1.992.367.  W.  H.  Davla.  Hair  waving  protector,  filed 
July  30.  1935,  D.  C.  N.  D.  Calif.  (San  Francisco),  Doc. 
E  3907.  U.  8.  Appliance  Corp.  v.  Paris  Beauty  Parlor$ 
Supply  Co.   of  San  Francisco.  Ltd. 

2.008.005.  M.  Zalger.  Windshield  heater,  filed  Aug.  8. 
1985.  D.  C.  Conn.  (New  Haven).  Doc.  E  2472,  M.  Zaiffer 
T,  Casco  Products  Corp. 

Re.  18.074,  H.  Welnrub.  Control  for  knitting  machine, 
filed  Aug.  6,  1935,  D,  C,  8,  D.  N.  Y..  Doc.  E  81/48,  /. 
Weinrub  V  Hiyheat  Grade  Uachinists,  Inc.  Doc.  E  81/49, 
/.  Weinrvb  v.  J.  Raviteky.  Doc.  E  81/50,  /.  Weinrub  v. 
Superior  Curtain  Co.,  Inc.  Doc.  E  81/61.  /.  Weinrub  v. 
Knitted  Curtain  Corp.  Same,  filed  Aug.  8,  1936.  D.  C, 
8.  D.  N.  Y..  Doc.  E  81/65.  /.  Weinrub  v.  I^  France  Trim- 
mUg  Co.,  Inc.  Doc.  B  81/56.  /.  Weinrub  v.  Cideya  Ma- 
chine Shopa,  Inc. 

Re.  19.498.    (See  1,837.990  )    Re.  19,577,    f  See  1,282.587.) 

Des.  89.572,  La  Susa  4  Sambur.  Kitchen  cabinet,  D.  C, 
8.  D.  N.  Y.,  Doc.  E  75/276.  Morris  Wh4te  Mfg.  Co.,  Inc..  T. 
Strand  Leather  Good*  Co.,  Inc.  Consent  order  of  dis- 
continuance (notice  Aug.  7,  1935). 

Des.  92.218.  Des.  92.219,  E.  A.  Walton.  Drinking  glass, 
filed  Aug.  1.  1936.  D.  C,  N.  D.  Calif.  (San  Francisco), 
Doc.  3912-S.  Hu-Art  Colorglaze  Co.  ▼.  T.  A.  Dillon  et  •L 

Des.  92.219.      (See  Des.  92.218.) 


dances  in  Classification 

Order  No.  3323.  September  4,   1935,  directs: 

In  class  lOS,  Roofs.  (Division  83),  abolish  the  following 
subclass,  with  its  deflnltlon  : 

KftTea  troacha 
29  Hungers. 

The    patents   formerly  contained   In   this  subclass  have 
been   placed    in    Class   248.    Sl'PPOBTS.   subclassefl  48.1   and 

48.2,  established  in   this  order. 

In   '-lasn   lOH,   RoDfu.  after  the  definition   of  subclass   28, 
establish  the  following  note  : 

Note. — For   eaves   trough    hangers,   see  Class  248,   Sep- 
PuRTS,  subclas-ses  48.1  and  48.2. 

In  class  t^8.  Supports.   (Division  62),  establish  the  fol- 
lowing subclas.«e8  and  definitions: 

48. 1  ■«▼«•  trough 

48.2      Wall    bracket. 

48.1.  S\ipport8  for  eaves  troughs  usually  attached  to  the 

roof  or  wall. 

48.2.  EUives  trough   supports  of  the  wall  bracket  type  se- 

cured   to  the  wall  of  the   building  or   the  down- 
wardly extending  portion  of  the  roof. 
Note. — For    both    a    wall    bracket    and    roof    attaching 
member  in  a  single  device,   see  this   class,   sub- 
class 48.1. 
The    patents    contained    In    these   subclasses    have    been 
taken    from    Class    108.    Roofs,    subclass    29.    abolished    in 
this  order 

In   class  H8.   Supporta,    (Division   52).   after   the   defini- 
tions of  subcla.sseM  .'.8  and  817,  add  the  foUowlng  note  : 
Note. — For    suspension    devices    for   eaves    troughs,    see 
this  cLa.ss.   subclass  48.1  ; 
after   the    definitions  of   subclasses   65   and   200,   add   the 
following  note  : 

Note.— For   eaves  trough   wall  brackets,  see  this  class, 
subolass  48.2  ; 
after    the    definitions   of    subclasses   71    and    216,    add    the 
following   note  : 

Note. — For  eaves  trough  brackets  with  support-piercing 
means,    ^eo    this   ila^H.    sub<  1h<8  48.5  : 
after   the   definitions   of   subcla.sses   70   and   295.   add   the 
following  note  : 
Note. — Continue    the    search     In     this    class,    subclasa 
48.2: 
after  the  definition  of  subclass  59,  add  the  following  note: 
Note. — Continue  the  search  In  this  class,  subclass  48.1  ; 
after    the   definition    of   subclass   237,    add    the    following 
note : 

Note. — For    roof-supported    eaves    trough    brackets,    see 
this  class,  subclass  48  1  ; 
and  after  the  definition  of  enbclass  302,  add  the  following 
note  : 

Note. — Continue    the    aearcb    In    this    class,    subclasses 
48.1  and  48.2. 
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The  following  trade-marks  are  published  in  compliance  with  section  6  o^  the  act 
of  Februar\'  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  fiied 
within  thirty  days  of  this  publication.  .  .,     ,  ,  ^       ^v, 

Marks  applied  for  "  under  the  ten-year  proviso  are  registrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  February  18,  1911. 

A?  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.    No.    3«4,0r.3.      L.    A.    DKtinjs   Coupanx,    Kosehank. 
N.  Y.    Filed  Apr.  22,  1935. 

LADOn  BUBBLC  BASE 

The   w«)ril     'Base     Ix   disclaimed    apart   from   the   mark. 
For  Chewing  Gum  Base  Not  Including  Chide. 
Claims  use  since  Aug.  12.  1930. 

Ser.  No.  364,139.     Tuc  Kbioer  Ncrsikim  Incorporated, 
Mlddlebury,   Ind.     Filed  Apr.  24,  1935. 


Liiid 


eum 


For  Altec  Sacred  Lll.v. 

Claims  use  since  September,  1934. 

Ser.  No.  364,724.     Impiriai.   M<)u>En   PRODrcTS  Corpora- 
tion, Chicago,  III.     Filed  May  9.  1935. 


For  Synthetic   Resinous  Moulding  Material. 
Claims  use  since  July  CO.  :032. 


Ser.  No.  367,345.     II.  S.  Eckles  A  Compant,  Philadelphia, 
ra.     Filed  July  16.  1988. 

CASTIQUE 

For  Material  Used  In  the  Casting  of  Facial  Masks  and 
the  Like. 

Claims  use  since  Oct.  21.  193.<<. 


Ser.  No.  367.826.  I.  G.  Farbbnixdustbie  Aktiekqesii-l- 
SCHAFT.  Frankfort-on-the-Maln,  Germany.  Filed  July 
30,  1935. 


Ser.  No.  864,806.  T.  W.  Patterson  Corp.,  doing  business 
as  LehlKh  Company,  Brooklyn,  N.  Y.  Filed  May  11, 
1935. 


For  Raw  and  Partly  Prepacd  Artificial  Textile  Fibers 
and  Imitation  Horsehair. 

Claims  use  since  May  14,  1936. 


Ser.  No.  367.855.    Eastern  Sked  Company,  Corpus  Chrlstl, 
Tex,     Filed  July  31,  1935. 

"ESCO  BRAND" 


The  word  "Brand"  is  disclaimed. 
For  Selected  Garden  Seeds. 
Claims  use  since  1928. 


The  words  "Coal".  "Coke '.  "Oir*  and  "Qualltr  Fuel' 
are  dl8clalme<l.  The  drawing  is  lined  for  red  which  is 
a  feature  of  the  mark. 

For  Coke  and  Coal. 

Claims  utie  since  Nov.  1,  1933. 


Ser.    No.    368,0.->0.      The    Riveb    Plate    Dairy    Company, 
Limited.  Buonos  Aires.  Argentina.     Filed  Aug.  6,  1935. 

DAIRYCO 


For  Casein  for  Use  In  Manufactures. 
Claims  use  since  1914. 
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Ser.  No.  368,051.  Thb  Riteb  Platk  Daibt  Compani, 
LiMiTiD,  Buenos  Aires,  Argentine  Republic.  Filed  Aug. 
6.  1935. 


For  Casein  for  Use  In  Manufactures. 
Clainis  use  since  1932. 


Ser  No.  368,052.  The  Kivee  Platb  Daibt  Compa.vt, 
Limited,  Buenos  Aires.  Arir^^ntlne  Republic.  Filed  Aug. 
6,  1935. 

VENCAL 


For  Ca8.in  for  Use  In  Manufactures. 
Claims  use  since  1927. 


Ser.    .No     368.139       The    .M.\kbi.ktte    (> >« pobatiok,    Long 
Island  Cly,  N.  Y.     Filed  Aug.  9,  1936. 

MARBLETTE 

For    Pla  tics — Namely.    Synth<>tlc    Re.sln-*    of    Predeter- 
mined   Form,    Such    as    Kods.   Tubes.    Sbeets,    and    Other 

Conflgu  rations. 

("laiins  use  since  April,  1929. 


Ser.   No.   368.222.      S.    B.    F.x^  Ta.vsinq    lu..  Red   Wing. 
Minn.     Filed  Auir.  12.   IQ.r^. 

ARCTIC  GRAIN 

The  Word  "firain"  is  dl8clalmi*d  apart  from   the  mark. 

For  Upper  I>eathcr. 

Claims  use  since  Aug.  1,  1935. 


Ser.     No.     368,349.       Pbllis.sier,     Jonas     *     Kivkt,     Inc., 
Walden,  N.  Y      Filed  Aug.  15.  1935. 

BUNNY  HUG 

For  Hair  and  Fur  Fibre,  Including  Hair  and  Fur  Fibre 
Which  Ha.s  B^en  ProcesjM»«l. 

Clalmt  use  since  An^.   7,   1935. 


CLASS  2 

Receptacles 

Ser.  No.  364,189.  Claddi  H  McCurdt,  doing  business  as 
Nu  Waj  CoU  Cleaner  Co.,  Kansas  City.  Mo.  Filed  Apr. 
25,  1935. 

NU-WAY 

For  Metallic  Tanks  for  Liquids. 
Claims  use  since  SeptemLter,  1934. 


CLASS  3 

Ha^paRe.     Animal     Equipments,    Portfolios,     and 

Pocketbooks 

Ser.  No.  367,205.    Multnomah  Tbunk  k  Bag  Corpobatiok, 
Portland,  Ores;.     Filed  Julv  12    in.'J.n 

E'Z  PAK 

The  word   "Pak"   is  disclaimed   apart    from    the   mark. 

For  Luggage — Namely,  Trunks,  Suitcases,  Handbags, 
Overnight  Bags,  Hat  Boxes,  Brief  Cases,  and  Pullman 
Cases. 

Claims  use  since  Jan.  18,  1935. 


CLASS  4 

Abrasive,  Detergent,  and  PoliMhing  .Materials 

Ser.  No.  862,956.  Hbbma.v  P.  Ewbit,  doing  buslDiss  as 
MiracO  Cleansing  Company,  Uillsboro.  Kans.  Filed 
Mar.  25,  1935 

MiRAC-O 

For  Preparation  for  Use  as  a  Shaving  Cream  and  for 
Cleansing  the  Hands,  Removing  Spots  From  Fabrics,  and 
as  a  General  Purpose  Cleanser,  Also  Having  Incidental 
Properties  as  a  Cosmetic  Cleamaing  Cr«un. 

Claims  use  since  Mar.  8,  1985. 


Ser.   No.  36V^1      Chables  Babon,  PaaMlc.   N.  J^  and 
Long  Island  City,  N.  Y.     Filed  Apr.  15,  193fi. 


rrrrrrrr=n:rrc^=3: 


MAGIC 
ACTION 


For  Cleaning  Powder  Used  for  Washing  Dishes,  Floors, 
and  Ciotliet. 

Claims  ose  since  April,  1929. 


Ser.  No.  865,902.     Thb  Skat  Compaut,  Hartford,  Conn. 
Filed  Jane  7,  1935. 


For  Soap  and   I'artlcnilflriy  an  .Xbraslve  Soap. 
Claims  use  since  May,  1922 


Ser.  No.  367,134.     NcLawa  Compamt  Inc.,  New  York,  N.  T. 
Filed  July  10,  1985. 


1 


The  words  "a  general  cleaner"  are  disclaimed. 
For  Cleaning  Compounds. 
Claims  use  since  Sept.  9,  1982. 


Ser.  No.  867,289.  Gioaoa  H.  Fobd,  doing  businees  as 
Dixie  Products  Company,  Dallas,  Tex.  Filed  July  18, 
1935. 

DixieWhite 

The  word  "White"  is  disclaimed  apart  from  the  mark 
as  shown. 

For  Shoe  Polish. 

Claims  use  since  May  1,  1933. 


Ser.  No.  367,289.     Dbbris,  Inc.,  New  York,  N.  Y.     Filed 
July  15,  1935. 

TICK 

For  Flushing  Powder  for  Bathroom  Fixtures. 
Claims  use  since  July  8,  1935. 


CLASS  6 

Chemicals,  Medicines,  and  Pharmaceutical 
Preparations 

Ser.  No.  339,930.     Chables  or  the  Rit2,  Inc.,  New  York, 
N.  Y.     Filed  July  20,  1933. 


Ber.  No.  367,676.     Mobbison  Atlas  Pbodocts,  Inc.,  Chi- 
cago, III.     Filed  July  25,  1936. 


For  Shoe  Polish. 

Claims  use  since  July  6,  1986. 


Ser.  No.  367,722.     Robbbt  Lawbekcb  Cobpobation,  New 
York,  N.  Y.     Filed  July  26,  1986. 


m 

R 

y 

F 
R 
I 

R 


For  Liquid  Cleanser  for  Shoet. 
Claims  use  since  May  6,  1935. 


The  name  "Marie  Kay"  is  a  facsimile  of  the  handwriting 
of  the  individual  of  that  name. 

For  Nourishing  Cream,  Cleansing  Cream,  Hand  Cream, 
Protective  Cream,  Astringent  Tonic,  Rouge  Compact,  Lip- 
stick, Mascara,  Ejeshadow,  Face  Powder,  Eyebrow  PencU. 

Claims  use  since  Apr.  30,  1933. 


Ser.   No.   364,247.     Rot  Ell   Chemical  Company,   Napa, 
Calif.     Filed  Apr.  26,  1935. 


For  Proprietary  Medicine  to  Be  I'sed  for  Hyper-Acidity 
of  the  Stomach,  Flatulency  and  Over-indulgence  in 
Eating. 

Claims  use  since  Feb.  1,  1935. 


Ser.  No.  365,330.  David  A.  EOLis,  doing  business  as 
Dentray  Company,  New  York,  N.  Y.  Filed  May  24, 
1986. 


For  Tooth  Powders. 

Claims  use  since  Feh.  2,  1935. 


Ser.   No.  366,117.     Rock  ball  Chemical  Co.,  New   York, 
N.  Y.      Filed  June  12,  1935. 

ROCKSflU 

For  Water  Softener,  Germicide,  and  Kisinfectant   Hav- 
ing IncidenUi  Properties  as  a  Washing  Compound. 
Claims  use  since  May  1,  1935. 
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Ber.  No.  366.151.     A.  J.  Kba.nk  CO.,  St.  Paul,  Minn.     Filed 
June  13.  1935. 


B  A  L  m 


The  word  "Balm"  is  disclaimed  apart  from  the  mark. 

For  Cream  for  the  Face,  Body,  Hands,  and  Limbs, 
Characterized  by  the  Fact  That  It  Conditions,  Softens, 
Cleanses,  and  Protects  the  Skin,  Builds  Up  Skin  Tlssup, 
Serves  as  a  I'owder  Base,  Serves  for  Kubblng  the  Body, 
for  Preventing  and  Correcting  Chapping,  and  for  Sooth- 
ing Windburn  and  Sunburn. 

Claims  u»e  since  Aug.  7,  1934. 


8er.  No  3Q6.190  Fha.nk  P  Davky,  doing  baslneu  as 
Dandobau  Laborntories,  Detroit,  Mich.  Filed  June  14, 
1935. 


The  words  "For  th^  Hair"  are  disclaimed. 
For   Hair  Tonic  and  Hair  Shampoo. 
Claims  use  since  .\pr.   1,  1935. 


Ser.    No     366,442.      Shamp-Pini 
Filed  June  20,  1935. 


Inc.,   Indianapolis.   Ind. 


SHAM  P- PINE 


The  word    "Plnp"    Ih   disclaimed   apart  from  the   mark 
For  .Shampoo   Soap  in   Pastp  and  Liquid   Form. 
Claims  use  since  June  1,  1934. 


Ser.  No.  366,943.     Jambs  B.  JO.mis,  doing  business  as  Jonei 
Laboratories,  Evanston.  111.     Filed  July  3,  1935. 


The  words  "Controlled  Oil  Proceas  '  are  dlsclanned. 
For  Permanent    Waving  and  Hair  Curlin>;   Solution. 
Claims  use  since  May  i;3,  1935. 


Ser.  No.  SW,9«5.     Schb   Rosb   M^.^cfactobimo  Cohpobx- 
TiO!«,  DallBB,  Tex.     Filed  July  3,  1935. 

Q/EASTADE 

For  Chemical  Preparation  for  Accelerating  and  Control- 
ling Fermentation   of   Yeast. 
Claims  use  since  Oct.  16,  1929. 

Ser.  No.  367,026.     A.  Obimacd,  Nice.  France.      Filed  July 
6.  1935. 

NORANTE 

For  Perfumes,  Toilet  Waters.  Rouge,  Lipstick,  and  Face 
Cream. 

Claims  use  ilnce  D«c.  4.  1934 


Ser.   No.   367,181.      D.   B.   Bblli   Inc.,  doing   buslnesa  as 
Medicated   Chocolates   Company,    San    Franclseo,   Calif. 

Filed  July   I'J.   103.- 

CHOC  -  O  -  RIN 

F'or  Aspirin  Tablets. 

Claims  use  since  June  11,  1034. 


Ser.  No.  367.343.     Cablova,  Inc.,  New  York,  N.  Y.     Filed 
July  16,  1935, 

(ARLOVA 

For  Astrlukfents.  A.'trlnk'ent  Orntts,  Bleach  Creams, 
Beauty  Creams,  Cold  Creams,  Clean.>;iiig  Creams,  Obesity 
Creams,  Refreshing  Creams,  Obesity  Astringents,  Dry 
Rouges,  Liquid  Rouges,  Face  Bleaches,  Skin  Whltener  in 
Liquid  and  Solid  Form,  Face  Packs,  Eyebn  w  and  Eyelash 
Grower,  Eye  Drops,  Hand  Lotions,  Eyebrow  Pencils,  Skin 
Lotions,  .\fter  Shaving  I^otions.  Pomades.  F'ace  I*owder8, 
Talcum  Powders.  Body  Powder.  Sachets.  Hair  Salves,  Hair 
Elixirs,  Chemical  Preparations  for  Darkening  the  Lashes 
and  Eyebrows,  Dandruff  Preparntions,  Hair  Tonics,  Hair 
Oils,  Shampoos.  Hair  Dyes,  Bath  Salts,  Smelling  Salts,  Lip 
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Sticks  Incense,  Tooth  Powder,  Mouth  Washes,  Dentifrices. 
Depilatories,  Tooth  Pastes,  Disinfectants,  Nail  Powders, 
Nail  Polishes,  Nail  Creams,  Nail  Bleaches,  Witch  Hazel, 
Peroxide,  Petroleum  Jellies.  Witch  Hasel  Salves,  Camphor 
Creams.  Foot  Powders,  Corn  Salves,  Decdorants,  Bay  Bum, 
and  Toilet  Waters. 

Claims  use  since  October,   1920. 


Ser.  No.  367,387.  Chbmischb  Fabhike.n  Da.  Joachim 
WiBB.MK  &  CO.  AKTiB.NGESELLscHAjrT,  Berlin-Waidmanns- 
lust,  Gtrmany.     Filed  July  17,  1936. 

Paraptiakin 

For  Chemical  Preparation  for  the  Treatment  of  Diseases 
of  the  Eyes. 

Claimb  use  since  May  22,  1920. 


Ser.    No.    367.679.      Thb   Pacl    Plbbs.neb    Compani,    De- 
troit. Mich.     Filed  July  23,  1935. 

BIOLEICOL 


For  Anil  bile  Acid   Tablet 
Claims  use  since  July  15,  1935. 


Ser.  No.  367.736.     F.  Ad.  Kichteb  &  CO.  Inc.,  Brooklyn. 
N.  Y.     FUed  July  2«.  1935. 

IRID 


For  Hemorrhoidal   .^up|KiKitiirl>-8. 
Claims  use  since  July   18,  1935. 


Ser.  No.  367.838.     SOCibib  Anonyme  Mabqibb  Bebgbt  & 
Cl«,   Paris,  France.     Filed  July  30,  1935. 

DIABETOSAN 

For  Preparation  for  the  Treatment  of  Diabetes. 
Claims  use   since   February,    1S»31'. 


Ser.  No.  367.874.     Spht,  Inc.,  New  York,  N.  Y.    Filed  July 
81,  1985. 


For  Solidified  Alcohol  Compound  Used  Externally  as  a 
Rut.blng  Alcohol,  Emollent,  Massage.  Cosmetic,  and  for  the 
iieiief  of  Skin  Irritations. 

Claims  use  since  June  21,  1935. 


CLASS  8 

Smokers'  Articles,  Not  Including  Tobacco  Products 
Ser.  No.  366,398.    ALrREO  W.  Bhenni.soeb,  New  York,  N.  Y. 
Filed  June  20.  103.'. 

SQUIRE 

For  Smoking   Pipes. 

Claims  use  since   May  10,   1036. 


CLASS  11 

Inks  and  Inking  Materials 

Ser.  No.  364,146.     Thb  Millbk  Bhyaxt-Piebcb  Compant, 
Aurora,  IlL     Filed  Apr.  24,   1936. 


The  mark  is  purely  fanciful. 
For   Typewriter   Ribbons. 
Claims  use  since  Apr.  6,  1935. 


CLASS  12 
Construction  Materials 


Ser.  No.  345,492.    akmstbong-Newpobt  Compant,  Carroll- 
ville.   Wis.     Filed  Dec.  30,  1033. 

TEMWOOD 

For  Fiber  Board,  Composite  Board.  Construction  Board, 
Synthetic  or  Artificial  Lumber  and   Hard  Board. 
Claims  use  since  Not.  27,  1933. 


Ser.  No.  364,901.    United  Sash  &  Doob  Company,  Wichita. 
Kans.    Filed  May  13,  1936.     Under  10-year  proviso. 


kVlSllTED. 


For  Building  Paper,  Door  and  Window  Frames.  Flooring, 
Lumber.  Stock  Mill  Work,  Panels.  Wall  Board.  Molding, 
Doors,  Screen  Doors,  Windows,  and  Sash. 

Claims  use  since  Dec.   1.  1886. 


Ser.  No.  367,922.     Hahbiso.n -Walker  RErRAcroEiEs  Com- 
pany, Pittsburgh,  Pa.     Filed  Aug.  2,  1935. 


Ay 


For  Fire  Brick. 

Claims  use  since  May  23,  1935. 
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8er.  No.  368.277.    UmO!«  Oil  Compant  or  CALiroRXiA,  Lob 
Angeles.  Calif.     Filed  Aug.  13,  1935. 


T 


V 


For  Asphalts — Namely,  Emulsified,  Booflng,   Paving,  la- 
duratinfc.   Penetrating    and  Coating  Asphalts. 
Claims  use  since  May  19.  1935. 


CLASS  13 


Hardware  and  Plumbing  and  Steam-Fitting 

Supplies 

Ser.  No.  362.180.     La.vdbrs,  Frabx  k  Clark,  New  Britain. 
Conn.     File<l  Mar.    G.  1935. 

UNIVERSAL 

For  Cooking  and  Kitchen  Utensils — Namely.  Pans.  Pots, 
Boilers,  and  Kettles  of  All  Kinds  Made  of  Bas*^  Metal  ; 
Chafing  Dishes,  Cream  Pitchers,  Percolators.  Samovars, 
Sugar  Bowls,  Sncar  Trays.  Teapots,  and  Tea-Ball  Tea- 
pots Made  of  li.ts.  Metal  :  Wall  Fixtures — Namely,  Com- 
bination Brush  and  Comb  Holders ;  Combination  Class 
Shelves  and  Towel-Bars ;  Combination  Glass  Shelves, 
Towel-Bars,  and  Tumbler-Holders ;  Combination  Qlass 
Shelves.  Tumbler-Holders,  and  Soap-Dishes ;  Combination 
Robe  and  Towel  Hooks;  Combination  .'^oap  and  Nail  Brush- 
Holders;  Combination  Sponpe  and  Soap  Holders;  Com- 
bination Tooth-Brush  and  Nail-Brush  Holders ;  Combina- 
tion Towel  Bars  and  Tumbler  Holders ;  Combination 
Tumbler  and  Tooth-Brush  Holders;  Combination  Tumbler 
Holders  and  Soap-Dishes  ;  Comer  Shelves  ;  Gla.sa  Shelves  ; 
Guard-Rails  for  Glass  Shelves;  Hand-Rails;  Razor-Strop 
Hooks;  Robe-Hooks;  Shavinii-Brtish  FIoldtTS  ;  Shaving- 
Mug  Holders;  Soap-Dlahes  ;  Toilet  Pup*r  Rollers;  Towel- 
Bars;  Towel  Bjiskets  ;  TowelHoldt^rs  ;  Towel-Hooks; 
Towel-Pins;  Towel-Kings;  Towel  Hollers  ;  Towel-Shelves; 
Sponge- Holders  ;  Tunibl*  r  and  Mug  Holders  ;  Washcloth 
Holders,  and  Whlsk-Bro<jm  Holders. 

Claims  use  since  1906. 


Ser.  No.   363.050.      !>  rKKNATins  ^l   Fii.teu  Compa.ny,  Chi- 
cago, 111.     Filed  Mar.  27.  V.rs:>. 


For  Boiler  Hlow  Down  Valves  and  Controllers;  Chemi- 
cal Feed  Valvfs,  FUtinRH.  nrul  Controllers;  Steam,  Gas, 
and  Vap^ir  Purlflt'r  Fittings;  Plumbing  Flttlncs  for  Swlm- 
minir  Pools;  Water  .\erator8 :  Lime,  Soda,  Lime-Barium, 
and  Zeolite   Pressure  and  Gravity  Water  Softeners. 

Claim.s  use  since  March.  1981. 


Ser.   No.   364.287.     Tna   Nichols   Wibb.  Susirr   k  Hari^- 
WARi  Company    Kansas  City.  Mo.     Filed  .\pr.  26.  1935. 


The  words  "Merchandise",  "Pro<lucts"^  "Approve<l'*,  and 
"Accepted"  are  disclaimed. 

Fof  Barbed  Wire.  Nails,  Fence  Staples,  and  Wire  Bale 
Ties. 

Claims  use  since  Jan.  10,  1935. 


Ser.   No.  367.687.     S.^cks-Barlow  Pot7NoaiBS,  Inc..  New- 
ark,  N.  J.     Filed  July  25,  1935. 


ax® 


For  To«.  Heel,  and  Sole  Plates  for  Boots  and  Shoes. 
Claims  use  since  Sept.  13,  1914. 


CLASS  15 

Oils  and  GreaHes 

Ser.    No.    361,359.      Jacob    Bbothkrs,    Imc,    Bridgeport, 
Conn.     Filed  Feb.  13.  1935. 


The   words  "LubrlcautB '.    "Sold  k  Gnarantce»l   by"   art 
disclaimed. 

F'or  Lubricating  Oil  and  Grease's. 
Claims  use  since  Nov.  30,  1984. 


Ser.  No.  367  010.    The  Whit*  k  Baoi.rt  Compaht,  Worces- 
ter, MasB.'    Flle<l  Julv  5,  1935. 

VitaSpiOlY 

The  word   "Rprny"   Is    ll-^'lalmed    iipart    from   the   mark. 
For  Lifjuld  Lubricant  for  Automobile   Bodies,  8prliigi» 
and  the  Like. 

Claims  use  since  May  81.  1985. 
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Ser.  No.  367,066.     Calcmkt  RnriNiNO  Co.,  Chicago,   111. 
Filed  July  8,   1935. 


No  claim  is  made  to  the  word   "liubricant"  or   to  the 
letters  "E  P"  apart  from  the  mark. 
For  Lubricating  Oils  and  (ireases. 
Claims  use  since  June  20,  1935. 


Ser.  No.  368.280.    SotrrnKK.N  Oil  Compant  or  New  York, 
I.NC,  Horseheads,  N    Y      Fll*»d  Aup    12,  1935. 

RQTA-ZDL 


For   Blend  ot    ttascdlne  and   Bensul. 
Claims  use  since  June  1.  1935. 


CLASS  16 

Paints  and  Painters'  Materials 

Ser.    No.    366,165.      Ret.nolds    Corporation,    New    York, 
N.  Y.     Filed  May  20,  1935. 

m€TALLI)TIOn 

For  Alumiimm    Pulnt. 

Claims  use  since  Mar.  1,  1935. 


CLASS  17 

Tohacco  Products 

Ser.  No.  367,422.     Wf.bstkb  Kisem^phk,  Inc.,  New  York, 

N.  Y.     FUed  July   17,  1935.     Under  10-year  proviso. 


%,ift.MlLa 


The  portrait  is  fanciful. 

For  Cigars. 

Claims  use  since  1876. 


Ser.  No.  367,423.     Webster  Bisbnlohr,   Inc.,  New  York, 
N.  Y.     Filed  July  17,  1935.     Under   10-year  proviso. 


%^^m, 


The  portrait  is  fanciful. 

For  Cigars. 

Claims  use  since  1876. 


Ser.  No.  367,576.     PERrEcro  Garcia  k  Bros.,  Tampa,  FIa. 
FUed  July  23.  1935. 


t 

■■'::■% 


The  words  "Pabrlcantes",  "De  Tabacos"^  and  "Habana* 
are  disclaimed  apart  from  the  mark. 
For  Cigars. 
Claims  use  since  July,  1903. 


Ser.  No.  367,577.     PERrECTO  Garcia  k  Bros.,  Tampa,  Fla. 
^  Filed  July  23,   1935. 


For  Cigars. 

Claims  use  since  January,  1895. 


Ser.  No.  367,578.     Perfecto  Garcia  k  Bros.,  Tampa,  Fla. 
Filed  July  23,   1935. 


For  Cigars. 

Claims  use  since  January,  1895. 
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CLASS  19 

Vehicles,  Not   Including   Engines 
Ser.  No.  3ol.r.9^.     F:MBLfM  Manlfactlbing  iompant,  do- 
in:;  business  as  Tbe  i'ierce  Cycle  Company,  Angola,  N.  Y. 
Filed  May  11.  1934. 


For  Bicycles. 

Claims  use  since  1892. 


Ser  No.  3.'>2.4fi.!,  EMBi.ri*  M.^.vrrACTtHixo  Compant,  do- 
iuK  business  as  The  IMerce  Cycle  Company,  Angola.  N.  Y. 
FUed  May  11.  1934. 


Tbe  words  "Malcers,  AnRola,  N.  Y.,  U.  8.  A."  are  dis- 
claimed. 

For   Bicycles. 

Claims  use  since  1892. 


S»T   No   3t",n.698.    THK  Aladdi.v  compant.  Bay  Cltj,  Mich. 
Filed  June  27.  1935. 

ALADDIN 


For  Trailers. 

Claims  use  since  Apr.  29.  1935. 


CLASS  21 
Electrical  Apparatus,  Machines,  and  .Supplies 

Ser.  No.  361,095.     The  Intkhnational  Nickel  Company, 
Inc.,  New  York.  N.  Y.     Filed  Feb.  «    19.'$.'^. 

INCO 

For  Metal  Anodes,  Especially  Those  Containing  Nickel. 
Claims  use  since  1913. 


Serial  No.  364,026.     Simplex  Wiki  &  Cablk  Compa.vy,  Cam- 
bridge, Mas*     Filed   .\pr    20,    l!):?.^ 

ANHYDREX 

For    Insulated    Electrical    Conducting   Wire   and   Cable. 
Claims  use  since  Mar.  13.  \9Z^. 


Ser    No.  36fl.S57.      John   KAy\iOND  Stimps,  Shelby,  Mont. 

Filed    .lulv    1.    1935. 

<STRFAMLINE- 


For   Radio  Antennas. 

n.alms  use  si  are  April  10,   19.35. 


Ser.  No.  367.196.     Jacob  Wind  El«cteic  Co..  Mino^apolia, 
MlDQ.     Filed  July  12.  1935. 


The    representation    of    the    gooiis    is    disclaimed    apart 
from  the  marlc  as  .^hown. 
For  Wind  Electric  I'lantt. 
Claims  use  since  June  5.  1935. 


Ser.   No.  367.267.     SrpiRiOR   Inscf-atino  Tape   Compant, 
St.  Louis.  Mo.     Filed  July  13.  1935. 


For  Friction  Tape  and   Uiit>l.er  Splicing  Compound  and 
White  Mason  Tape  for  Electrical  Insulation  I^rpoaea. 
Claims  use  since  March  1.  1923. 


Ser.  No.  367,282.     H.  C.  Bohack  Compani,  Inc.,  Maspeth, 
L.  I  ,  N.  Y.     FUed  July  15.  1935. 


N4IJON 


For  Electric   Storage   Batterien   snd    Parts  Thereof. 
Claims  use  since  May  1.  l<*'-'-'> 


Ser.  No.  .387,310      Natiov.u.  t  arbon  Compant.  Inc.  New 
York.  N.  Y.     F11."l  J«ily  1''    ^^^^- 

PEARLEX 

For  Electric  Arc  Carbons. 
Claims  use  since  June  24.   1935. 

Ser.  No.  367.395.     I^tehstonk  Salbb  Compant.  Chicago, 
111.      Fllpd  Julr  17.   1935. 


For  .*Jpark  Pluzs. 

Claims  use  since  Oct.  2,    19.33. 
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Set.  No.  367.454.     TuNO-SoL  I>mp  Wobks,  Inc.,  Newark, 
N.  J.     Filed  July  18.  1935. 

WINX 

For    Electrically     Operated    Intermittent    or     Flashing 
I^mps  and  Controlling  Mechanism  Therefor. 
Claims  use  since  July  8,  1935. 


CLASS  22 

Games,  Toys,  and  Sporting  Goods 

Ser.  No.  362.210.     Tub  Be.nti.ky   (.amb  Compa.ny,  reeks- 
kill.  N.  Y.     Filed  Mar.  7,  l'.*3.- 


No  claim   is    made   t"   an.v    representation  of  the  goods. 
For  Table  Board  (Jame  Played  With   Disks. 
Claims  use  since  Dec.  4,  1934. 


Ser.  No.  367.999.     Kalamaxoo  Sled  Compant,  Kalamazoo. 
Mich.     Hied  Aug.  5,  1935. 


For  Children's  Hand  Sledg. 
Claims  use  since  April  1,  1935. 


Ser.  No.  368.062.     Adelb  Bcr.vb,  New  York.  N.  Y.     Filed 


mm^ 


THE  CUT-OUTS  THAT  STAND  ALONE 

The    words    "The    cut-outs    that    stand    aioni-      are    dls- 
clalmo<i  apart  from  the  mark. 

For  Cut-out   Toys   Made   of   Paper.   Cardboard,   Fabric, 
and  Metal. 

(lainis  use  since  July  22.  1935.  ' 


Ser.  No.  308.284.     A.  B.  T.  MANurACTUBiXG  Co.,  Chicago. 
IlL     Filed  Au«.  14.  1935 


For  Coin   Controlled   Amus<-ment   Apparatus. 
Claims  u^e  hince  Jan.  4,  1935. 


Ser.  No.  308.286.     Bally  MANrrAcrrBiNo  Company,  Chi- 
cago, 111.     Filed  Au:;.  14,  1935. 

For   Coin    Controlled    Pistol    Shooting   Target    Practice 
<>ame. 

Claims  use  since  July  13.  1935. 

458  O.   O. — 45 


Ser.  No.  368,304.     New  York  Tot  &  Game  CO.  Inc.,  New 
York,  N.  Y.     Filed  Aug.  14.  1935. 


-MEN 


For  Toy  Fingerprint  Set,  Including  Fingerprint  Ink, 
Roller.  Inking  Slab,  Fingerprint  Powders,  Magnifying 
Glass,  Brush.  Ridge  Counter,  and  Record  Sheets. 

Claims  use  t-lnce  Aug.  1.  1935. 


Ser.    No.    368.424.      Walter    A.    Merrill.    Los    Angeles, 
Calif.     Filed  Aug.  17.  1935. 


^ 


o 


For  Game   Played   With   a   Board  and   Movable  Pieces. 
Claims  use  since  1932. 


CLASS  23 

Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.  No.  300.362.     Johnson  Motor  Company,  Waukegan, 
111.     Filed  Jan.  17,  1935. 

/ponNorse 

For  Internal  Combustion  Engines. 
Claims  use  since  Sept.  20,  1034. 


.Ser.  No.  362.284.    American  Tap-Bush  Company,  Detroit, 
Mich.     Filed  Mar,  9,  1935. 


The  word  •'Tap-Ette"  is  disclaimed.  Applicant  is  own- 
er of  T.  M.  Reg.  No.  75,736,  under  the  10-year  proviso 
for  the  word  "Peerless". 

For  Beverage  Cooling  and  Dispensing  Outfits  Fully 
Equipped   with  Tubes.  Taps.  Hose.  Pump,   and   the  Like. 

Claims  use  since  May  15,  1934. 
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8er.  No.  863,906.    Willcox  k  Gibbs  Siwinq  Machiw*  Co., 
New   York,   N.   Y.      Filed   Apr.   17.   1935. 


%fc 


FASTLOCK" 


For   Sewing   Machines  and  Sewing  Machine  Part*  and 
Attachments. 

Claims  use  since  Mar.  25,  1935. 


Ser.   No.    386.052.      The   Robkrt   RRITIOAjt   Cobporation, 
Chicago,  111.     Filed  June  11,  1935. 


ii  ll-MATic 


HATTER 

The  word  'Nu-Matlc"  is  disclaimed  apart  from  the 
mark. 

For  Device  for  Holding  Hati  for  Cleaning  Operations, 
Etc..  Said  Device  Comprising  a  Base,  a  Flat  Member  for 
Clamping  the  Brim  of  a  Hat  to  the  Base  and  Having  an 
Opening  for  the  Crown  of  a  Hat,  and  an  Inflatable  Mem- 
b.-r  .\dapted  to  Tass  Up  into  the  Crown  of  the  Hat  so  that 
when  Inflated  it  will  Hold  the  Hat  in  Position  to  be 
Cleaned. 

Claims  use  since  May  25,  1934. 


Ser.  No.  366,197.     Gxixman  Mm.  Compa.vy,  Rock  Island. 
111.     Filed  Jane  14,  1935. 

PRODUCER 

For  Bread  Slicing  Machines  and  Bread   Wrapping  Ma- 
chines. 

Claims  use  since  Not.  11,  1934. 


Ser.   No.   36r,.927       Wi\i>8i.R-LLovD   Products,    isc.,   Wil- 
mington. Dfl      Filf'il  July  2.  1935. 


For    Internal    Combastion    Engine    Oil    Filters    and    Oil 
FIltfT  Renewal  Cartridges  Therefor. 
Claims  use  since  Jan.  10.  1035. 


Ser.   No.    367,998.     Ksnnktii    B.   Jo.mes,   Cranford,   N.  J. 
Filed  Aug.  5,  1935 


For  Machine  for  the  Manufacture  of  Beverages. 
Claims  use  since  May  21.  1935. 


CLASS  26 


Measuring  and  .Scientific  Appliances 

Ser.    No.    357,803.      Don    Bajctcr    Inc..    Qlendah',    Calif. 
Filed  Nov.  2.  1934 

PANCRO 

For  Ophthalmic  Mirrors.  Stf-r*' .*.  .'i,,  Mirrors,  Diffrac- 
tion QratlngH,  Mirrors  With  Different  Density  of  Reflecting 
Material  for  Motion  Picture  Trick  Photography  and  Color 
Photography,  Telescope  Lenses,  Microscopic  Mirrors, 
Projection  GlasM  Reflectors,  ProJ«»ctlon  Metal  Reflectors, 
Brenegraph  Mirrors,  Prisms.  Focal  Plane  Camera  Mirrors, 
Head  Mirrors.  DiagonaLs.  or  Objective,  Mirrors  Used  in 
Telescopes  and  Microscopes. 

Claims  use  since  June  16.  1934. 


Ser.  No.  .367.378.     Tokhiim  Oil  Tank  &  POMp  Co.,  Port 
Wayne,   Ind.     nied  Jnlv  18.  1935 

MONEYMETER 

For  8elf-Meat.uring  Pumps. 
Claims  uso  glncp  .\i)r    6,  1936. 


Ser.   No.   368.093.     Toledo  Scale   MAjrurAcrrtiiio  Com- 
pany. Tole<Jo,  Ohio.     Filed  Aug    2,   1035 

PLASKON 


For  Wfl-hlng  Scales. 

Claims  use  since  July  26,  1935. 


Ser.   No.    368.163.      Carl   Zaias,    Jena,    Germany.      Filed 
Aug.  9,  1935 

KOLPAR 

Fur  Leiis*>fl.  Eye  Glasses,  Reading  (jlasses.  Magnifying 
Glas-ses.  Tel'scopes,  Microscopes,  Photographic  Cameras, 
Spectacles,  Spectacle  Glasses,  Spectacle  Lens  Systems, 
Goggles. 

Claims  use  since  Sept.  12,  1934. 


Ser.    No.    368.164.     Carl    Zeiss,    Jena,    Germany.     Filed 
Aug.  9,  193.1. 

Ml  FLEX 

For  Lensps,  I-^'k.'l.iss.  ^.  UfMllnj:  Glasses.  Magnifying 
Glasses,  Telescopes,  Microscopes,  Photocrnphlc  Cameras. 
Spectacles,  Spectacle  Glasses,  Spectacle  Lens  Systems,. 
Goggles. 

Claims  use  since  June  1.  19-34. 
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Ser.    No.    368,160.     Caal    Zeiss,    Jena,    Germany.     FUed 
Aug.  9,  1935. 

URO 

For  Lenses  and  Frames   for  Kyeglnsses  and    Protective 
Eyeglasses. 

Claims  use  since  Jnly  17,  1934. 

CLASS  28 

Jewelry  and  Precious-Metal  Ware 

Ser.  No.  364.216.      Samlel  Wkin,  doing  business  as  Wein 
*  Company,  New  York.  N.  Y.     Filed  Apr.  25,  1935. 


For  Jewelry  fcir  Personal  Wear,  Not  Including  Watches. 
Claims  use  since  Mar.  15,  1935. 

Ser.  No.  866,603.      Bauman-Massa  Jcwrlbv  Company,  St. 
Louis,  Mo.     Filed  June  22.  1935. 

CARDINAL 

For  Jewelry — Namely,  Vest,  Key,  Sport,  and  Waldemar 
Chains  ;  Brucelets  ;  Pendants  ;  Brooches  ;  Bar  Pins  ;  Lock- 
ets ;  Bracelt't  and  Ring  Sets ;  Bracelet  and  Pendant  Set.s  ; 
Bracelet-Ring  and  Pendant  Sets;  Ladies'  Emblem,  Set, 
Wedding,  Diamond,  and  Fancy  Finger  Rings  ;  Men's  Em- 
blem, Wedding,  Set,  Initial,  Signet,  Diamond,  and  Fancy 
Finger  Rings  ;  Belt  Buckles  and  Belt  Sets  ;  Compacts  and 
Compact  and  Bracelet  Sets  ;  and  Rosaries  ;  All  Made  Either 
of  Base  Metal  or  Made  Wholly  of  Precious  Metal  or 
Plated   With    Precious  Metal. 

Claims  use  since  Jan.  1,  1935. 


Ser.  No.  367.458.     The  II.  A.  Wilson  Company,  Newark, 
N.  J.     Filed  July  18,   1935. 

HW 

For  Finger  Rings  and  Other  Articles  of   Jewelry,   Not 
Including  Watches. 

Claims  use  since  Juiie  13,  193,T. 

CLASS  29 

Broom.s,   Brushes,  and   Dusters 

Ser.    No.   368.064.     Colimbia    Plcsh    A.   Pvrr  Co.,   Inc., 
Brooklyn.  N.  Y.      Filed  Aug.   7.  193.^. 

SCR[[N  SIARS 


For  Powder  Puffs. 

Claims  use  since  December,  1984. 


CLASS  32 

Furniture  and  Upholstery 

TUK  1'almke  Bsotueus  CO.,  New  Lon- 


Ser.  No.  363,083. 

don.  Conn.     Filed  Mar.  26,  1935 


•.  -"^^^-^.i    ^.•-■n^Ki"  i**<T'.-*-  vi* 


The  drawing  i^  lined  to  indicate  Mue  and  yellow  colors. 
All  words  except  "Palmer"  are  disclaimed  apart  from  the 
mark.     The  representation  of  a  lab«'I  is  disclaimed. 

For  Mattresses  and  Constituent  Portions  Thereof  Soch 
as  Covers,  Casings,  Cores,  and  the  Like. 

Claims  use  since  Feb.  6,  1935.  " 


CLASS  33 
Glassware 


Ser.  No.  354,710.  Societa  Anonima  Vitrkria  Italiaka 
Balzabetti  Modioliani,  Llvomo,  Itely.  Filed  Aug.  6. 
1934. 

TERMOLUX 

For  Window  Glass — Namely,  Transparent  and  Translu- 
cent Glass. 

Claims  use  since  Jan.  1,  1933. 


CLASS  34 

Heating,  Lighting,  and  Ventilating  Apparatus 


Ser.     No.     360.973. 
Richmond,  Calif. 


RHBKM       MaNIFACTORINQ      COMPAIfT, 

Filed  Feb.  2,  1985. 


RECOVERY 

For  Gas  Water  Heaters. 
Claims  use  since  Octobt-r.  19.34. 

Ser.    No.    360,167.      Oscar     C.     Palmes.     Phoenix,     Artg. 
Filtd  June  13,  1035. 


O! 


m^ 


For  Air  Conditioning  Units. 
Claims  use  since  May  1,  1934. 

Ser.  No.  366,737.     Scott-Newcomb,  Inc.,  St.  Louis,   Mo. 
Filed  June  27,  1935. 


RIONEER 
BURMCR 

MAD*  ST 

SCOn-NEWCOMB^iC 


^ 


_io 


The  reprk'sentation  of  a  name  plate  and  the  words 
"The",  "Burner  Made  By",  and  "St.  Louis.  U.  S.  A.  '  are 
disclaimed. 

For  Oil  Burners,  Oil  Furnaces,  Gas  Burners,  Gas  Fur- 
naces, and  .\ir  Conditioners. 

Claims  use  since  Apr.  1,  1934. 
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CLASS  35 

Belting,   Hose,  Machinery  Packing,  and  Non- 
metallic  Tires 

Ser.   No.   359,678.     Tut   F^restvink  Tir»  &  Rubber  Com- 
Pant,  Akron,  Ohio.     FileU  Dec   J2,  1934. 

Remile 

P'or  I'ntumatic  Automobile  Tires  of  Rnbber  or  Rubber 
and  Fabric  and  Tire  Repair  MatfTlals — Namelj,  Camelback 
and  Cushion  Gum. 

Claims  use  since  Not.  17,  1984. 


CLASS  39 

Clothing 


Ser.  No.  361.044.     William   Atkin  Co.   Inc.,  New   York. 
N.  Y.      Filed  Feb.  5.  1935.       ' 


For  rajamas. 

Claims  use  since  Ju!y   1,  1934. 


HT.  No.   363.382.     Bbad8TO?ib   Rubber   Coiipa.vt,   Wood- 
bine, N.  J.      Filed  Apr.  4,  1935. 


The  dimwing  la  lined  for  green. 

For  Rubber  Heeli. 

Claims  use  since  Mar.  14,  193S. 


Ser     .No.  363. K56.      Seymour  S.  Grean.   New  York,  N.   Y. 
Filed  Apr.   17.  19.35. 

"CORDION" 

For   Underarms    for    Far   Coats    Stitched   or   Otherwiiie 
Secured  Thereto. 

Claims  Sse  since  Apr.  1.  1935. 


Ser.  No.  S64.700.     Datb  Gaosa,  Paeblo,  Colo.     Ftlpd  May 
9.  1935. 

,  El  Pueblo 
*  Weavers 


Pueblo.  Colo. 


All  wording  Is  dlsclalmtil  except  "El  Pueblo' 
For  Woven  and  Knitted  Ties  and  Scarfs. 
Claims  use  since  Aug.  1.  19^2. 


Ser.  No.  364.919.     IIornstein  Newma.n,  Imc,  Gallon,  Ohio. 
Filed  May  14.  1935. 

ALPACORA 


For  Orercoata  and  Top  Coats  for  Men. 
Claims  use  since  Angnat,  1933. 


Ser.  No.  364.920.     HoRNdTBiN-NawMAM,  Ijrc,  Gallon,  OhU. 
Filed  May  14.  1935. 

LLAMACUNA 


For  Overcoats  and  Top  (.'oatH  for  .Men. 
Claims  use  since  August,  1938. 


Ser.   No.  866.226.     Norma.v   Blum   Company,  Inc.,  Balti- 
more. Md..  and  New  York,  N.  Y.     Filed  June  1.1.  1985, 

BEAULAy 


For  Leather  Gloves. 

Claims  use  since  May  1.  1935. 


Ser.  No.  366.5.39,  SETMOtra  I..  Topolopt.  doing  business 
as  Seymour  Itlonse  nnd  Shirt  Co..  New  York,  N.  Y.  Filed 
June  22.  19.3.% 


For  Boys'  Shirts  flnd  Blouses. 
Claims  use  since  June  1,  19.34. 
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Ser.  No.  366,679.      Spat*  Bros.,  New  York.  N.  Y.     Piled 
June  26,  1936. 


g4X 


N 


For  Men's  and  Boys*  Wearing  Apparel — Namely,  Rain- 
coats. Top  Coats,  Jacket  Suits.  Dess,  Nejrllgee,  and  Work 
Shirts.  Neckties,  Hosiery,  and  Undergarment.* — Namely, 
Undershirts  and  Drawers,  Leather  and  Fabric  Shoe**,  and 
Caps. 

Claims  use  since  April,  1936. 


Ser.  No.  866,761.     The  Brown  Co.  Inc.,  New  York,  N.  T. 
Filed  June  28,  1935. 

BONDEDSEAM 

For  Women's  Slips. 

Claims  use  since  Oct.  1,  1983. 


Ser.  No.  367,216.  Thb  Stadium  MAXurACTURiNO  CoM- 
PANT,  Incorporated,  doing  business  as  The  Dally  Shirt 
Co..  Baltimore,  Md.     Filed  July  12.  1935. 

The  DAILY 

For  Men's  Dress.  NepliKee,  and  Work  Shirts,  Pajamas. 
Nightshirta,  rndorwear.  Jackets,  Golf  Jackets,  Leather 
Jackets.  Men's  Polo  Shirts,  Hats.  Overalls,  Hosiery, 
Bathrobe?.  Overcoats.  Suits,  Trousers.  Topcoats.  Bathing 
Suits.  Sweaters,  Necktiea,  Leather  Gloves.  Macklnawa, 
Raincoats;  Ladles'  Dresses,  Coats.  Skirts.  Suits.  Wraps. 
Jackets,  Waists.  Hats,  Capes.  Blouaea,  Chemises.  Panties, 
Slips,  Bloomers.  Pettlroats.  Co  set  Step-ins.  Vests.  Union- 
raits.  Drawers,  Undershirts,  Kimonas,  Slacks,  Hosiery. 
Bat  bin-?  Suits,  Sweaters,  Brast-iisres,  Corsets,  Neckpiece.-^, 
and  Children's  Playnults.  Coats,  Hats,  Blouses,  Hose,  and 
Underwear. 

Claims  use  since  June  24,  1936. 


Ser.  No.  367,299.     Hipsh.  Inc.,  Kan  as  City,  Mo.     Filed 
July  15.  1935. 


The  word   "CraTat"  Is  disclaimed. 

For  Neckties. 

Claims  use  since  May  13,  1935. 


Ser.  No.  867,822.     Spats  Bros.,  New  York,  N.  Y.     Filed 


July  15,  1935. 


G"(3^ 


Jr. 


For  Men's  and  Boys'  Wearing  Apparel — Namely  Rain- 
coats, Top  Coats,  Jacket  Suits,  Dress,  Negligie,  and  Work 
Shirts.  Neckties,  Ho.^lery.  and  Undergarments — Namely, 
Undershirts  and  Drawers,  Leather  and  Fabric  Shoes,  and 
Caps. 

Claims  use  since  July  12,  1936. 


Ser.  No.  367.396.     Libman  &  Fox,  Inc.,  New  York,  N.  T. 
FUed  July  17,  1935. 


The  wurd  ••Sli]'"   i(i  ilist  laiiii'-<i  apart    froin  tbt-  mark. 

For  Ladles'  Slips. 

Claims  use  since  June  22,  1935. 


Ser.  No.  367,398.     Joseph   Love,  Inc.,   New  York.  N.  Y. 
Filed  July  17,  1935. 


FASHIDHED 

BY 

HDLLYIYODD  STYLISTS 

The  words  •'Fa.-hioned  by   Hollywood  Styli^t8"  are  dis- 
claimed apart  from  the  mark. 

For  Mlsse.s'.  Children's  and  Infants'  Dresses. 
Claims  use  since  July  10.  1935. 


Ser.  No.  367.435.     Samukl  Cohen,  doing  business  as  Care- 
free Wear  Co  .  Wood  River.  Ill       Filed  July  18.   1935. 


Xj  I  X 
L  i^  X 


The   word   "Slax"   is  disclaimed   apart    from   the    mark. 
For   Men's,   Women's,   and    Children's   I'ant.s   for   Sport 
Wear. 

Claims  use  since  May  23,  1934. 


Ser.  No.  367,457.    Samuel  Weisbh.  New  York.  N.  Y.    Filed 
July  18.  1935. 

Sujftv-niT 

The  word  "nit"  Is  disclaimed  apart  from  the  mark. 

For  Jackets. 

Claims  use  since  Mar.  15.  1935. 
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•r.  No.  367.459.     Lavanshib»  Coat  Co.,  Inc.,  New  York, 
N.  Y.     Filed  July  18.  1935. 


For  Women's  Coats  and  Suits. 
Claims  use  since  June  7,  1935. 


Ber.  No.  367.469.     Thb  Fkank  H.  Ltm  Compant,  Danbury, 
Conn.     Filed  July  19,  1935. 


For  Men's  and  Women's  Hats  Made  of  Felt  and /or  Strnw. 
Claims  use  .since  June  20,   1935. 


8«r.  No.  367.593.     Edwakd  Cttstom  Clothes,  Inc.,  Phila- 
delphia, Pa.     Filed  July  23,  1935. 


EDWARD  CLOTHES 


The  word  "Clothes"  is  disclaimed  apart  from  the  mark. 
For  Men's  and  Boys*  Suits,  Trousers,  Coats,  and  Orer- 
coats. 

Claims  use  since  Dec.  1,  1925. 


Ber.  No.  367.594.     Edward  Custom  Clothbs,  Inc.,  phila- 
delpliia,   I'a       Filed  July  23.  1936. 


For  Mens  and  Boys'  Suits,  Trousers,  Coats,  and  Over- 
coats. 

Claims  use  since  Dec.  1,  192S. 


Ser.   No.  307,668.     I^  Rot   Shibt  CO.,   New  York.  N.  T. 
Filed  July  25.  1933. 


For  Men's  Dress,  Negligee,  and  Work   Shirts  and  Wom- 
en's Shirts  and  Blouses,  and  Men's  and  Women's  Pajamas. 
Claims  use  since  Feb.  26.  1935. 


Ser.  No.  3«7,e71.     Mtbon  W.  Mcinttm,  New  York,  N.  Y, 


Filed  July  25,  1035 


SIR 


For  Collars. 

Claims  use  since  July   16,   1935. 


Ser.  No.  367,866.     Plymolth  Wholesale  Dbt  Ooods  Cob- 
roKATio.N,  New  York,  N.  Y.     Filed  July  31.  1935. 


fol^"" 


:KH 


For    Melton    Coats,    Jackets,    I>eatber,    and    Leatherette 
Jackets. 

Claims  use  since  July  11.   1936. 


CLASS  42 


Knitted,    Netted,   and   Textile    Fabrics 

Ser.    No.    362,773.      Cbomptoh    Compant,   West    Warwick, 
R.  I.     Filed  Mar.  20,  1936. 

CROSS  COUNTRY 
CORDUROY 

The    word    "Conluroy"    ix    dls-  lalnitd    except    ax    shuwn. 
For  Conluroy    Fabrics   Made  of  Cotton. 
Claim.s  use  tiinct:  Jan.  2::,  lli35. 


Ser.   No.  364,487.      Somersmitk    Mr'o  Company,  Somers- 
TUle,  Conn.     Mled   May    -'.    193.1. 


KING 
CAMEL 


For  Piece  Ooods  in  the  Nature  of  Cloakings  Made  Wholly 
or  Partially  of  Cotton  and  Wool. 
Claims  use  since  Jan.  5.  1934. 
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Ser.  No.  364.660.     Bob.nbmann  CO.,  Inc.,  New  York,  N.  Y. 
Filed  May   8,   1935. 


For  Woolen  Piece  Gotds. 
Clsims  use  since  Mar.  6,  1936. 


Ser.  No.  366,606.    Continental  Mills,  Inc.,  Philadelphia, 
Pa.     Filed  June  26,  1936. 

For  Wool  and  Cotton  Piece  Goods  Fabrics. 
Claims  use  since  May  17,  1933. 


Ser.  No.  366,671.    National  Dixie  Mills,  inc..  New  York, 
N.  Y.     Filed  June  26,  1936. 


For  Worsted  Goods  in  the  Piece. 
Claims  use  since  June  15,  1935. 


Ser.  No.  367.706.    Celane.se  CoaroBATioN  or  .\mebica.  New 
York,  N.  Y.     Filed  July  26,  1935. 

DELJNDA 

For  Piece  Ooods  Made  Wholly  or  Partially  of  Cellulose 
Derivatives. 

Claims  use  since  July  23,  1935. 


Ser.  No.  867,709.    Celanesk  Cobporation  of  Amibica,  New 

York,  N.  Y.     Filed  July  26,  1935. 

CELATHIN 

For  Piece  Goods  Made  Wholly  or  Partially  of  Cellulose 
Derivatives. 

Claims  use  since  July  23,  1936, 


Ser.  No.  367,707.    Cilanese  Corporation  or  America,  New 
York,  N.  Y.     Filed  July  26.   1935. 

MISS  MERKMENT 

For  Piece  G<;ods  Made  Wholly  or  Partially  of  Cellulo;  e 
Derivatives. 

Claims  use  since  July  23,  1036. 


Ser.  No.  367.708.    Cblanese  Corporation  or  America,  New- 
York,  N.  Y.     Filed  July  26,  1935. 

TOP    ROW 

For  Piece  Goods  Made  Wholly  or  Partially  of  Cellulose 
Derivatives. 

Claims  use  since  July  23.  1936. 


Ser.  No.  367,75R.     llArr  and  Compant,  Ltd.,  New  York, 
N.  Y.     Filed  July  27,  1935. 

FROSTAIRE 

For  Fabrics — Namely,  Piece  Goods.  Tropical  Worsteds, 
Mixed  Wool,  Silk  and  Cotton  Fabrics  for  Men's.  Women's, 
and  Children's  Suits  and  Similar  Articles  of  Clothing. 

Claims  use  since  Mar.  12,  1935. 


CLASS  43 

Thread   and   Yarn 


Ser.  No.  366,907.  The  Fine  Cotton  Spinnebs  &  Docblers 
Association,  Limited,  Manchester,  England.  Filed 
July  2.  1935. 


The  word  "Yarns"  Is  disclaimed. 

For  Cotton  Yarns. 

Claims  use  since  Mar.  1,  1935. 


Ser.  No.  367,485.     Andbews-Alderfkb,  Inc.,  Akron,  Ohio. 
Filed  July  20,  1935. 


For  Blastlc  Thread. 

Claims  use  since  June  1,  1935. 


Ser.  No.  .367.6«0.     Easttarn,  Inc.,  Brooklyn,  N.  Y.     Filed 
July  25,  1935. 


V 


anara 


For  Yarns. 

Claims  use  since  June  1,  1935. 
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Ser.  No.  367.827.  I.  G.  Farbenindcstrie  Aktikno«««ll- 
SCHATT,  Frankfort-on-the-Maln,  Germany.  Filed  July 
30.  1935. 


For  Threads  and  Yari  •- 
Claims  use  since  May  14,  1935. 


CLASS  44 

DenUl,  Medical,  and  Surgical   .Appliances 

Ser.  No.   35.'>.778.     Jacob  J.  Cantor,  Los  Angele^,  Calif. 
Filed  Sept.  4,  1934. 


[Em 

For  Ke5«piniti>ry  Fiotectors.  Treatm»'nt  Stand.x.  Spray 
Bottle  SterlHzpr  Racks,  Tnatment  Chairs,  TrausUluml- 
nators.  Steriliztr  Hoods,  Dlatfnostlc  Appliances  for  Locat- 
ing D«'fect8  In  the  Eyes.  Vaporlxera  Used  Solely  for  Medi- 
cal Vaporitatlon  in  the  Treatment  of  Dist-ase,  Suctions 
for  Creating  a  NVijatlve  I'rp.«i8urp  in  the  Antra.  Suction 
Traps  Used  to  Create  Suction  In  Withdrawing  Fluids  In 
Surgical  Operations,  .\ntrum  Watih  Bottles.  Pressure 
I'ump?  Used  for  Spraying  Medicine  Into  the  Nose  or  In 
Inflating  the  Middle  Ear  Through  the  Bu.stachian  Tubes. 
Surgeon's  Light  Shield  and  Larynceal  Mirror  Heater.  Ear 
Speculum,  Nasal  Elevator,  Nose  and  Throat  Grip,  Clinical 
Celling    Lamp,    and    Physician's    Extension    Reel. 

Claims  use  since  Jan.  1,  1930. 


Ser.   No.   867,613.     Ma.xley   RrsBBB   Pboimtcts  Co.,  Inc., 
New    York,    N.    Y.      Filed    July    24,    19;«. 


twwxtt 


For   Prophylactic    Rubber   Articles    for    the    Prevention 
of  Contagion*  Ii'seasew. 

Claims  us.-  >.iiir>-  .May  20,  1930. 


Ser.  No.  367,850.     Hamiltok  C.  Batkb.  doing  basinesa  as 
C.  J.  Bates  4  Son.  Chester.  Conn.     Filed  July  31,  1935. 


CRYSTALITE 


For  Manicure  Sticks. 

Claims  use  since  June  17,  1935. 


Ser.    No.    367,955. 
Aug.  3,  1935. 


ARi-rrrB   Inc.   Louisville,   Ky.     Filed 


The   word    "Pad"    is  disclaimed    apart    from    the    mark 
shown. 

For  Permanent  Ware  Jackets. 
Claims  use  since  May  1,  1935. 


Ser.  No.  366.4.18.    Thb  Schoil  Mro.  Co.  ixc.  New  York. 
N.  Y.,  and  Chicago.  111.     Filed  June  20,  1936. 

£dse-dll 

For  Cushion  Heels,  Hfl  I'ml-i  aipl  Snppnrrs.  Stocking 
Heel  Protectors.  Toe  Separatnrs,  .\rch  Kaiid.><,  Metatarsal 
Supports,  and  Arch  Supports. 

Claims  use  since  March,  1934. 


Ser.  No.  366.730.     The  .*<choll  Mro.  Co.  INC.,  New  York. 

N    Y  .  anrl  rhlraso.   111       Filed  June  27.  1935. 

FOOT-PILLO 


For  Heel  Pa'ls  and   Insoles. 
Claim-   nxe  since   .Vlav.    1934. 


Ser.   No.   t6i.0d6.     PATTC«aoN-HETTiNaKB   Co.,    St.   Paul, 
Minn.     Filed  Aug.  6.  1935. 


C 


rown 


For  Dental  Gold. 

Claims  use  since  Apr.  16.  1935. 


Ser.  No.  368.150.     1  etra  mantttactubino  Company,  Chi- 
cago. 111.     riled  Aug.  9,  1935. 


For  Permanent   Hair  Waving  Pads  or  Sachets. 
Claims  use  since  June  25.  1934. 
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CLASS  45 

Beverages,   Nonalcoholic 

Ser.  No.  8W.828.     Ratnee  k  Compant,  Limited,  London. 
England.     Filed  June  18,  1936. 


LEMBAR 


For    Non-Alcoh<ili' .    .Maltless    lieverages    Sold 
Drinks  and  Concentrates  for  Making  the  Same. 
Claims  use  since  Jan.  16,  1931. 


Soft 


Ser.  No.  367,912.     The  veltiix  Company,  Inc.,  Birming- 
ham, Ala.    Filed  Au^.  1,  1935. 

The  word  "Pop"  Is  disclaimed  apart  from  the  mark. 
For    Nonalcoholic,    Maltless    Concentrates    for    Making 
Soft  Drinks. 

Claims  use  since  Apr.  1,  1934. 


CLASS  46 

Foods  and   Ingredients  of  Foods 

Ser.    No.    336.905.      Health    Food   Company,    New   York. 
N.  Y.     Filed  Apr.  18.  1933.     Under  10-year  proviso. 

HEALTH    FOOD 

For  Bread.  Wafers.  Sticks,  Biscuits,  Rusks,  and  Zwei- 
back  Made  Wholly  or  Partly  of  Wheat  ;  Puffs  Made  of 
Starch  Reduced  Wheat.  Cookies  Made  of  Wheat  and  Mo- 
laBBes;  Wafers  and  Crackers  Made  of  Wheat  and  Casein 
Flour;  Wafers  Made  of  Wheat  and  Soy-Bean  Flour,  Oat 
Wafers,  Dread  Made  of  Mixed  Wheat  and  Oat  Flour, 
Bread  Made  of  Gluten  and  Bread  Made  of  Bran  ;  Cereal 
Coffee ;  Cracker  Dnst ;  Wheat  Bran  ;  Soy  Bean,  Pea,  Casein 
and  Gluten  Flours ;  Cereal  Foods  Composed  of  Gluten, 
Soy  Bean  Flour,  Barley  Flour,  Oatmeal  or  Wheat. 

Claims  use  since  1874. 


Ser.   No.  348,305. 
Mar.  7.  1984. 


Wax  A  VlTAi^B,  Genoa,   Italy.     Filed 


3  P  I   G  A. 


For  Food  Preserves,  and  Particularly  Fish. 
Claims  use  since  1912. 


Ser.  No.  362,587.    Liberty  Gold  Fboit  Co.,  San  Francisco, 
Calif.     Filed  June  12,  1034. 


Iloa 


For  Citrus  and  Deciduous  Canned  Fruits  and  Vegetables. 
Deciduous  Fresh  Fruits,  Dried  FrulU,  Fresh  Vegetables, 
Dried  Vegetables,  Canned  Fish,  Canned  Vegetable  Juice 
and  Fruit  Juice  for  Food  Purposes.  Canned  Grape  Fruit. 
Chow  Chow,  Pickled  Cucumbers,  Pickled  Onions.  Pickled 
Sweet  Relish,  Pickles,  Vinegar,  Mustard,  Sauerkraut.  Pimi- 
entos.  Abalone,  Olives,  Tomato  Sauce,  Canned  Pineapples, 
Fruit  Preserves,  Prepared  Mustard,  Hearts  of  Artichokes. 
Stuffed  Olives,  Orange  Marmalade,  Marachlno  Cherries, 
and  Raisins. 

Claims  use  since  May  15,  1934. 


Ser.  No.  363,560.    C.  C.  Gildner,  Ix)s  .\ngele8.  Calif.    Filed 
July  6,  1934. 


■»» 


r-iHO-.' 


; 


TkTttan 


MMfa 


No    claim   is   made   to    the  word   "Concentrate"   apart 
from  the  mark  as  shown.     The  drawing  Is  lined  for  gold. 
For  Liquid  Food  Concentrate  Made  From  Apples. 
Claims  use  since  Apr.  22,  1934. 


Ser.    No.    353,819.      Pefblbss    Mro.    Co.,   Detroit,    Mich. 
Filed  July  12,  1934. 


The  words  "Guaranteed".  "Brand",  "Something  Better", 
and  "Peerless"  are  disclaimed. 

For  Canned  Bird   Seeds  and  Bird  Foods. 
Claims  use  since  October.  1930. 
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Ser.  No.  358,757.  BR'xrru.v  Phesekvi.no  Company,  Inc., 
doing  business  a8  Fredonia  I'rest'rving  Co.,  Broctoo,  N.  Y. 
Filed  Nov.  30,  1934.     Under  10-year  proviso. 

For  Canned  Vegetables  and  Fruits — Namely,  Peas,  Suc- 
cotash. Tomato  Past*^.  Tomatoes,  Beans,  Strawlwrrles, 
Gooseberries.  Red  Raspberries,  and  Black  Raspberries. 

Claims  use  since  IS'M). 


Ser.  No    300,278.     Gkistkle  Rhos.  Inc.,  New  York,   N,  Y. 
FUed   Jan.    15,    19:55 


U  'tl  '4- W-'  J    ,!  L^  U'^  ^  _  -l'_l 


mT 


mmws 


Tbe  drawing  is  lined  for  yellow  and  brown. 

For  Veg»-tahle8  in  Cans  and  in  Glass.  Such  as  Asparagus, 
.\sparai:u8  Tips,  Lima  Beans,  Green  String  B»>an8.  Ilak»-d 
Heans,  Bevts,  Carrots.  Torn,  Peas,  Succotash.  Veg»'tat>l''s 
for  Salad  ;  Canned  Fruits  Such  as  Baked  Apples,  Apple- 
8au<e,  Apricots.  Cherries.  Figs,  Fruit  Salad,  Grap«  Fruit, 
i'pH'  hes.  I'ears  Plums.  Pineapples.  Prunes,  Raspberries, 
Strawt)errle8  ;  Canned  Salmon,  Canned  Tomatoes,  Tomato 
Juice,  drape  Fruit  Jul'e,  and  rani»ed  Fmlt  Cocktail,  Cran- 
berry Sauce. 

Claims  use  since  Jan,  2,  1921. 


Ser.    No.    .'?61,584.      Walla    Walla    Cajjnino    Compant, 
Walla  Walla.  Wash.     Hied  Feb.  19,  1935. 


%    ^S 


The  drawing  Is  lined  for  red. 

For  Canned  Fruits   and  Vegetables. 

Claims  use  since  May,  1933. 


Ser.  No.  Sfil.'iSB      Walla  Wall.*  Canni;«g  Compant,  Walla 

Walla    Wash.      P'ijed   Fth     19.   19;?5 


The  drawing   is   lined   for  green   and   yelluw 
'■'Flavor'"  is  dischilmfd  apart  from  the  mark. 
For  Canned  Vegetables  and  fruits. 
Claims  use  since  May,  1933. 


Th«  word 


Ser.  No.  361.588.    Walla  Walla  Canning  Company,  Walla 
Walla,   Wash       Filed    K»>h    19    10.15 


The  drawing  is  llne<i   for  yellow  or  gold. 
For  Canned  Tomato   Juice 
Claims  aae  since  May,   193.i. 


Ser.  No.  361,718.     Walla  \v.4LLa  Canmi.ho  Company,  Walla 
Walla.  Wash.     Ftl.d   h>b.  28,   1935. 


The  drawing  is  Un.-d  r.ir  gold,  white,  yellow,  pink,  dark 
pink,  red,  and  deep   red. 

For  Canned  Fruits  and  Vegetables  and  Canned  Tomato 
Juice. 

Claims  uM  since  May,  1933 


Ser.  No.  362,780.     Spehky  Flmlb  Comp.»nt,  San  Francisco, 
Calif.     Filed  Mar    18.  1935. 

GOLDEN  MACARONI 

The  word  "Macaroni"  is  disclaimed  apart  from  the  mark. 
For  Klour.  Particularly  Macaroni  Flour. 
Claims  use  since  Mnr.  2.  1929. 


Ser.    No.   302.777.      Fraterrioo  tt  Gullo   Macaboni   Co., 
Tampa.  Fla.     tiled  Mar    JO    1935 


:0SOOi 


'O, 


'< 


F6^G 


C 


BUTTER  NOODLE 

The  word-*    'Butter  Noodle"   are  disclaimed. 

For  Alimentary  Pastes. 

Claims  use  since  .\ug.  1.  1934.    . 
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Ser.  No.  805,722.     Califobsu  Phone  &  Apricot  Gbowehs 
Association,  San  To^p   r-nlif     Filed  June  3,  1935. 


The  drawing  is  lined  lor  r»-il,  ^^old.  and  black.  The  rep- 
resentation of  a  label  Is  disclaimed. 

For  Canned  Fruits,  Canned  Fruit  Juices,  and  Canned 
Paste  Preparations  of  Fruits. 

Qaims  use  since  May  16,  1935. 


Ser.  No.  366.180.     Mkdalia  Cofpie  Co.,  New  York,  N.  Y. 
Filed   June  13.  1935. 


DtLICIOUS     QUALITY 


The   words   "Delicious   Quality"    and    "Brand      are   dis- 
claimed. 
For  Coffee. 
Claims  use  since  Mar.  1.  1933. 


Ser.  No.  366.255.      Charlk.s  Bkko,  doing  business  as  Berg 
Candy  Company.  Ardmore,  Okla.     Filed  June  17,  1935. 


For  Candles  and  Candy  Bars. 
Claims  use  since  Mar.  15,  1935. 


Ser.  No.  366,360.    A.  Gioia  &  Brc,  Rochester.  N.  Y.     Filed 
June  19.  1935. 

For      Macaroni.      Macaroni      Products,      Noodles.      Egg 
Noodles,  Olive  Oil,  Tomato  Sauce.  Canned  Vegetables. 
Claims  use  since  1910. 


Ser.   No.   366,595.     Sunset  Cbeameby,   Roswell.   N.   Mei. 
FUed  June  21,  1935. 

A  From  CiuUrJ 
Gorfrcttoi 

SUNSET  BAR 


The  words  "A  Frostn  Custard  Confection",  "Bar  ",  and 
"5<"  are  disclaimed. 

For  Froien  Custard  Chocolate  Coated  Confection  Set  on 
a  Stick. 

Claims  use  since  Apr.  6,  1985. 


Ser.   No.   866,886.      Sbrkano  &   Alonso,  Inc.,   New  York, 
N.  Y.     Filed  June  29.   19..^. 

U  BORINCANA 


4      PASTELES. 
PUERTORRIQUENOS 

The  words  "4  Pasteles  Puertorrlquenos"  are  disclaimed 
apart  from  the  mark. 

For   Canned   Mixture   of   Potatoa?,   Faults,   Vegetables, 

and  Meat. 

Claims  use  since  May,  1934 


Ser.  No.  36'.{,885.V  Sierry  Pi>ocb  Company,  San  Francisco, 
Calif.     Filed  July  l.  1935. 

LAPINA 

For  Cereal  Products,  Particularly  Wheat  Flour. 
Claims  use  since  1910. 


Ser.  No.  367,176.    Davis  Bros.  Fisheries,  Inc.,  Gloucester, 
Mass.     Filed  July  12.  1935.     Under  10-year  proviso. 

BONE-OUT 


For  Salted  and  Smoked  Fish. 
Claims  use  since  Jan.  1,  1895. 


Ser.    No.    367,231.      Choice    Foods,    Inc.,   Detroit,    Mich. 
Filed  July  13,  1936. 


The  drawing  is  lined  for  blue. 

For  Cocoa  Syrup  for  Milk  Beverages. 

Claims  use  since  Oct.  20,  1934. 


Ser.  No.  367,502.     Genial  Storks,  Incorpobai«d,  Beck- 
ley.  W.  Va.     Filed  July  20.  1936. 

RAYOMA 


For  Coffee. 

Claims  use  since  February,  1931. 
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Ser.  No.  367.606.    Hansxn  Packixo  Compamt,  Butte,  Mont. 
Filed  July  20,  1935. 


For  Bacon. 

Claims  use  since  June  1,  1935. 


Ser.  No.  367,525.     CALiroBNiA  Conserving  Co.,  San  Fran- 
cisco. Calif.     Filed  July  22.  1935. 

PRCSIDIO 


For  Catsup. 

Claims  use  tilnce  July  3,  19.35. 


Ser.  No.  307,738.     8(  hkoedbr  Duos.  I.nc,  New  York,  N.  Y. 
Filed  July  26.  1935. 


^x^^^-k,.. 


For  Preserved  and  Canned  Fruits  and  Vegetables. 
Claims  u.xe  since  July  17.  1935. 


Ser.  No    367,830.     Lkhnharlt  Candt  Company,  Oalcland, 


Calif.    Filed  July  30.  1935. 


G-MAH 


For  Candy  Bars 

Clalm.s  ust»  since  June  17,  1935. 


Ser.  No.  367,902.  Edward  W.  Millxh,  Receiver,  Van 
Camp  Milk  Company,  Indianapolis,  Ind.  Filed  Aug.  1, 
19.1."».     Under  10-year  pn^vlao. 


For  EvaporntPil  Mtlk. 
Claims   use   sinte   1882. 


CLASS  47 

Wines 


Ser.  No.  366.241.     Shkkbt's  Liquob  Storks.  San  Francisco, 
Calif.     Filed  June  15,  19S5. 

iJjonte     Iffsta 


For  Wines. 

Claims  use  since  Oct.  81,  1933 


Ser.  No.  366.270.     fiAST-SiDa  Wimbbt,  Lodi,  Calif.     FUed 
June  17,  1935. 

60LD  EAGLE 


For  Wines. 

Claims  use  Kince  May  22,   1935. 


Ser.  No.  366.978.     JAcgoca  Bollinobh,  doing  business  as 
Perfor  k  Co.,  Ay.  France.      Filed  July  5,  1938. 


The  representation  of  th«>  label  and  all  notations  except 
'Perfor  &  Co."  are  disclaimed. 
For  CluimpaK'np  Wines. 
Claims  ase  since  Nov.  3,  1984. 


Ser.  No.  367.044.     Trinciiibri  IlROsO  8.  A.,  Torino,  Italy. 
Flltd  Julv  6,  1935.     Under  10-year  proviso. 

TRINCHIERI 


For  Wines. 

Claims  use  since  1883. 


Ser.  No.  867,541       roMMKHci.LE   Compant,  Inc.,  Seattle, 
Wash.     Filed  July  22.  1935. 


For  Apple  Wine — Still  and   Sparldlng. 
Claims  use  since  May  1,  19.'?5 


Ser.   No     367.554       .\rkaham    k   Sthadb,    Inc.,  Brooklyn, 
N.   Y.      Fil»d  July  2;i,    1935. 

AN SCOT 

For  Domestic   WIneH    ( IC.-.l    Hud   White,  Sweet,  Dry,  and 
Sparkling). 

Claims  use  since  Dec.  15,  1934. 
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CLASS  48 

Malt   Beverajres  and  Liquors 

Sor.  No.  363,201.     Edwaki.  &  .i<  hn  Blkkb,  Limited,  Long 
Island  City,  N.  Y,     Filed  Mar.  30.  1936. 


The  drawing  la  lined  for  red  and  gold.     The  word  "Ale* 
Is  disclaimed. 
For  Ale. 
Claims  use  since  Oct.  11,  1984. 


Ser.  No.   368,271.     Rociiesteb  Brewing   Compant,  Inc., 
Rochester,  N.  Y.     Filed  Aug.  IS,  1935. 


The  word  "Summer  Brew'  Is  disclaimed  apart  from  the 
mark.  ,         - .      . 

For  Ale. 
Claims  use  since  May  27,  1935.  '    *"' 


.Ser.  No.  368.435.  Soithbbn  Indiana  Ira  and  Bkvebagb 
COMPAMT.  iNCOtPOBATED,  New  Albany,  Ind.  Filed  .\ug. 
17,  1938. 


For  Beer. 

iClaims  use  since  June,   1930. 


CLASS  49 

Distilled  Alcoholic  Liquors 

Ser.   No.   366,216.     WE.sTdirsTKR   Cointrt   Clob,    Incor- 
porated, Rye,  N.   Y.      Filed  June  14,   1935. 


The  words  "SpecUl"  and  "Club"  are  disclaimed  apart 
from  the  mark. 
For  Whiskey. 
Claims  use  since  Apr.  26,  1935. 


Ser.  No.  366,826.     Hbnbt  A.  Markds,  Chicago,  111.     Filed 
June  29,  1935. 


3  STAR 


MAXWELL 


For  Brandy. 

Claims  use  since  Jan.  2,  1984. 


Ser.  No.  306,989.     Kolmab,  Inc.,  Cincinnati.  Ohio.     Filed 
July  5,  1935. 


For  Whiskey. 

Claims  use  since  Apr.  26^,  1934. 


Ser.  No.  367.287.     CLcrr  &  Pickbbino  Ltd.,  New   York, 
N.  Y.     Filed  July  15,  1935. 


MILBANK 


For  Gin. 

Claims  use  since  June  24,  1935. 
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Ser.  No.   367,350.     Gristbdc  Bros.  Inc.,  New  York,  N.  Y. 
Flhd  July  16,  193G 

Griswood 


For  Gin  an.l  Whiskey. 

Claims  use  since  May  18,  1935. 


Ser.  No.  367.583.  Puerto  Rico  D:8Tilxinq  Co.,  Areclbo 
and  Barrio  Miramar.  Areclbo,  Puerto  Rico.  Filed  July 
23,  1935. 


All  wording  except   "Machete"  la  disclaimed. 
For  Rum.  Brandv,  and  Gin. 
Claima  use  since  May  1.  1935. 


Ser.   No    368.240.     The  .Vmcrican   Distillinq  Company, 
Pekln.  111.      Filed  Aug.   13.  1935. 

liONGWOOD 


For    Whiskey. 

Claims  use  since  June  11,  1934. 


Ser.  No.  368.250.     Tnr.   amkkican  Distilling  Company, 
Pekin,  111.      Fil^l  Aug.  13,  1935. 

PEMBROOK 


For  Whiskey. 

Claims  use  since  Feb.  4.   11'  i."> 


Ser.   No.  308.319.     Joseph   A.  Bkrs  )N.  dolne  business  as 
Sprink'dale  Distilling  Company.  Stamford,  Conn.     Filed 

Auc     15,    19.T.-). 

6oo6imlongon 

Ben   .loiison   wa-;   a    famous  playwright  and  poet   of  the 
days   of   William    Shakesp^'a'"*' 
For  Gin. 
Claims  use  since  July  23,  1935. 


Ser.  No.  368,355.     Spbing  Grovi  Distilling  Co.,  Inc.,  Chi- 
cago, lU.     Filed  .\ug    15.  1935. 


For  Whi^key. 

Claims  ase  since  June  24,  1936. 


Ser.    No.   368,356.      SPRi.Mi   Gkovs   Diatiluno   Co.,   Inc., 
Chicago.  111.     Filed  Aug.   15,   1935. 

CLIFFSIDE 


For  Whiskey. 

Claims  use  since  Jane  26.  1935. 


Ser.   No.   368,357.     Spbino   Gtovx   Distilling  Co.,   Inc., 
Chicago,  111.     Filed  Aug.  15,  19:5. 


C^ 


mmmn  c//rem 


For  Whiskey. 

Claims  use  since  June  26,  1985. 


Ser.   No.    36S.368.      Spring    groyi    Distiluno   Co.,   Inc., 

Chicago,    in.      File,!    Autf     15,    1035, 

Green  Hollow 


For  Whiskey. 

Claims  use  since  July  5,  1935. 


Ser.   No.   368,360.      Spri.vg   Grove    Distiluno  Co.,   IMC, 
Chicago,  111.     Filed  Aug.  15,  1936. 

Old  Friendship 


For   Whlaiiey. 

Claims  use  since  July  5,  1935. 


Ser.   No.   368.361.     Spbixj   (Jhove    Distilling    Co.,  Inc., 
Chicago,  111.     Filed  Aug.  15,  1935. 


'i.-^ 


o'oVUKTERFALL 


For  Whlnkey. 

Claims  use  since  June  24,  19.'^5. 
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8er.  No.   868,362.     Spring   Qrov«  Distilling  Co.,  Inc., 
Chicago,  111.     Filed  Aug.  16.  1935. 


Sunny  Falls 


Pur  Wliiskey. 

Claims  use  since  June  24,  1935. 


Ser.   No.    368,364.      Spring   Gaovs   Distilling   Co.,    Inc., 
Chicago,  111.     Filed  Aug.  15,  1935. 

Taylor  Creek 


For  Whiskey. 

Claims  use  since  July  6,  1935. 


Ser.  No.  368,377.    Mat.naRo  &  Child,  Incorpobaxkd,  Balti- 
more, Md.     Filed  Aug.  16,  1936. 


©LEM  iSCC 


For  Blended  Scotch  Whisky. 
Claims  use  since  July  6,  1935. 


Ser.   No.  368.479.     Jossblson   Bros.,   Inc.,  Ashland,   Ky. 
FUed  Aug.  20.  1035. 

Smokey 

jfOUNTAlk 

For  Whlnkey,  Gin.  Bum.  Brandy,  and  Alcoholic  Cordials. 
Claims  use  since  .\pr.  1,  1935. 


Ser.  No.  368.614.     Bon  Ton,  Inc.,  Chi<a«o.  111.     Filed  Aug. 
21,  1935. 

OLD 

For  Whiskeys,  Brandies,  Liqueurs,   and  Gin. 
Claims  use  since  May  23,  1934. 


Ser.  No.  368,615.     Btrd  Distilling  Co.  Inc.,  Louisville, 
Ky.     Filed  Aug.  21,  1935. 


HEART 
KENTUCIiY 


For  Wl:iskey. 

Claims  use  since  Not.  2,  1934. 


Ser.  No.  868,649.     UwiON  Cooperative  db  Viticcltkuhs 
CUAHENTAI8,  Cognac,  France.     Filed  Aug.  21,  1935. 

UNICOOP 

For  Cognacs. 

Claims  use  since  Sept.  9,  1933. 


Ser.  No.  368,590.     HiB.\M  Walker  &  Sons,  Inc.,  Peoria, 
III.     Filed  Aug.  22,  1935. 


^iteSiDQn 


For  Gin. 

Claims  use  since  June  18,  1934. 


CLASS  50 

Merchandise   Not  Otherwise  Classified 

Ser.  No.  365,621.     FcLxox  Bag  &  Cotton  Mills,  Atlanta, 
Gh.     Filed   May  31,   19:5.-). 


nt 
5E 


%mmmm\mm 


•Wiil/M§M/imm 


I  I  I  i>'  '  ■  ■  f  I  (  !('!!'< 


Trademark  consists  of  the  gilt  edge  of  the  goods.  No 
claim  is  made  to  the  representation  of  the  goods  per  se. 

For  Furniture  Pads  for  Use  with  Moving  and  Delivery 
Vans. 

Claims  use  since  Dec.   14,  1928. 
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S«r.  No.  365,r>70.     Sun-Dcx  Inc.,  New  York.  N.  Y.     Filed 
May    ;n,    103O. 


For  Coated  Fahrlcs  for  Decorative  and  Industrial  Uaes. 
Claims   use   since  Mar.   22,   19:55. 


Ser.    No.    367,743.      Tybbmat    COBPOratiow,    Long    Island 
City.  N.  Y.     FU«d  July  26,  1985. 


•TyremaK 


Tbe  word  "Tyremat"  Is  diidatmcd  apart  from  the  mark. 
For  MaU  Made  of  Cord  Tires. 
Claims  ase  since  July  11,  1939. 


TRADE-MARK  REGISTRATIONS  GRANTED 


SEPTEMBER  24,  1935 
[ACT  OF  FEBRUARY  20,  1905] 


328.261.  READY-MIXED  PAINTS  AND  TASTE  TAINTS. 
VARNISHES,  AND  PAINT  ENAMELS.  READY- 
MIXED.     LANDzrrTEL  &  SONS,  Inc..  Fair  Lawn.  N.  J. 

Filed  April  4,  1935.     Serial  No.  363.397.     I'UBLISHED 
JULY  9.  1935.     Class  18. 

328.262.  PENETRATING  AND  LUBRICATING  OIL. 
Viscosity  Oil  Co.mpant,  Chicago.  111. 

Filed  April  4.  1935.     Serial  No.  363,415.     PUBLISHED 
JULY  2.  1938.     CTsfS  15. 

828.263.  CAP  SCREWS.  CARRIAGE  BOLTS.  SPRING 
CENTER  BOLTS.  STRING  CLIT  BOLTS.  STET 
BOLTS.  (RUNNING  BOARD  BOLTS).  HUB  OR 
WHEEL  BOLTS.  STOVE  BOLTS.  NUTS.  COTTER 
PINS.  CLEVIS  PINS.  EXPANSION  TLUGS,  LOCK 
WASHERS.  STAR  WASHERS.  FLAT  METAL 
WASHERS,  RING  GEAR  RIVETS  AND  BOLTS,  AND 
STARTER  BOLTS.  TuK  Atlas  Bolt  &  Scbbw  Co.. 
Cleveland.  Ohio. 

Filed  April  5,  1935.     Serial  No.  368.421.     PUBLISHED 
JULY  2,  1935.     Class  13. 

328.264.  GROCERY  REFRIGERATORS  AND  MEAT 
AND  VFX5ETABLE  REFRIGERATING  COOLERS 
OR  CASES.  TiooLT  WiOGLT  COBPOBATION,  Cincin- 
nati. Ohio. 

Filed  April  9,  1936.     Serial  No.  863,566.     PUBLISHED 
JULY  9.  1935.     Class  81. 

828.265.  GASOLINE.  LUBRICATING  OIL,  AND  LUBRI- 
CATING GREASE.     Habby  Spkabs.  Wheeling,  W.  Va. 

Filed  April  12,  1935.     Serial  No.  363,675.     PUBLISHED 
JULY  9,  1935.     Class  15. 

828.206.     VEHICLE  TIRE  CHAIN  LUGS  AND  PLATES. 

Thb   Hipkins  Traction   Devicb  Company,  Port  De- 

po^lt.  Md. 
Filed  April  12,  1935.     Serial  No.  363,684.     PUBLISHED 
JULY  2,  1935.     Class  13. 

828.267.  POLISH  FOR  AUTOMOBILES.  FURNITURE, 
PIANOS.  LEATHER,  AND  METALLIC  SURFACES, 
PARTICULARLY  CHROMIUM  PLATING,  AND  THE 
LIKE.     Ali.kn  Smith,  Los  Angeles,  Calif. 

Filed  April  13,  1935.     Serial  No.  363,7-»3.     PUBLISHED 
JULY  9.  1936.     Class  16. 

828.268.  DETERGENT  AND  POLISHING  COMPOSI- 
TION FOR  USE  ON  LACQUERED  AND  BRIGHT 
METAL  SURFACES  OF  AUTOMOBILES  AND  THE 
LIKE.  Soccny-Vacddm  Oil  Company,  inccbpobatbd. 
New  York.  N.  Y. 

Filed  April  13.  1935.     Serial  No.  363.724.     PUBLISHED 
JULY  9.  1935.     aass  16. 

828.269       TOILET    PAPER.    NAPKINS.    TOWELS.    AND 
TABLE   COVERS   MADE  OF   TAPER.      Badokb   Tis- 
suK  Mills.  Kaukauna.  Wis. 
Filed  April  15,  1935.     Serial  No.  368,788.     PUBLISHED 
MAY  21,  1935.     Class  37. 

328.270.  CELLUIX)SE  FIBRE  FILLER.  Thb  A.  S. 
BoYi «  Company,  Cincinnati,  Ohio. 

Filed  April  IT..  1935.     Serial  No.  303.742.     PUBLISHED 
JULY  2.  19.15.     Cla>s  12. 

328.271.  WHISKEY.  Hiram  Walkkb  &  SONS,  INC. 
Pi'orla,  111. 

Filed  June  8,  1935.     Serial  No.  365.966.     PUBLISHED 
JULY  16.  1935.     Claims  49. 

328.272.  GIN.  RYE.  WHISKEY.  CORN  WHISKEY.  AND 
BOURBON  WHISKEY.  The  Amebican  Distilling 
Company,  Tekin,   111. 

Fll'd  April  4.  1935.     Serial  No.  363.378.     PUBLISHED 
JULY  9,  1935.     Cla.ss  49. 
4.".8  O.  G. — 46 


328.273.  OIL  AND  GAS  BOILERS  AND  BURNERS,  ES- 
PECIALLY DESIGNED  FOR  OIL  WELL  SERVICE. 
Oil  Well  Supply  Company,   Dallas,  Tex. 

Filed    March    26.    1935.      Serial     No.    303,015.      PUB- 
LISHED JULY  9,  1935.     Class  34. 

328.274.  WHISKEY.  Oldetyme  Distillers,  Inc.,  New 
York,  N.  Y. 

Filed   March    26.     1935.      Serial     No.     303,016.      PUB- 
LISHED JULY  9,  1935.     Class  49. 

328.275.  BEER.  Brewing  Cobpobation  of  AMebica, 
Cleveland,  Ohio. 

Filed    March     22,     1935.      Serial     No.     302,865.      PUB- 
LISHED JULY  9,  1935.     Class  48. 

328.276.  DRY,  PASTE.  AND  READY  MIXED  PAINT. 
Metalkote,  Inc.,  Now  York,  N.  Y. 

Filed     March     19,     1935.      Serial     No.    362,749.      PUB- 
LISHED JULY  9,  1935.     Cla^s  16. 

328.277.  WALL  PATER  CLEANER.  THE  Absobenb 
Manufacturing  company,  St.  Louis,  Mo. 

Filed  April  29,  1935.     Serial  No.  364,316.     PUBLISHED 
JULY  16,  1935.     Class  4. 

328.278.  FLAVORING  SYRUPS  FOR  FOOD  PURPOSES, 
CRUSHED  FRUITS.  CRUSHED  NUTS,  MARSH- 
MALLOW,  FRUIT  ACID  FOR  FLAVORING  FOODS, 
NATURAL  FRUIT  JUICES  FOR  FLAVORING 
FOODS,  CHOCOLATE,  AND  FOUNTAIN  SPE- 
CIALS—NAMELY, BUTTERSCOTCH,  CARAMEL, 
AND  CHOCOLATE  FUDGE.  S.  Blackman  &  Co., 
Philadelphia.  Pa. 

Filed   February    27.    1935.      Serial   No.   361,871.      PUB- 
LISHED JULY  16,  1935.     Class  46. 

328.279.  WHISKEY.  Abbow  Distillibies,  Inc.,  Peoria, 
UL 

Filed   February   27.    1935.      Serial   No.    361,868.      PUB- 
LISHED APRIL  9,  1935.     Class  49. 

328.280.  SHAMPOOS  AND  ANTISEPTIC  PBEPARA- 
TIONS.     Max  M.  Rosenbebo.  New  York.  N.  Y. 

Filed   February   21.    1935.      Serial    No.   361.094.      PUB- 
LISHED APRIL  23,  1935.     Class  6. 

328.281.  FEED  FOR  LIVESTOCK— NAMELY.  HORSES, 
MULES,  CATTLE,  HOGS,  AND  SHEEP,  AND  POUL- 
TRY FEED.  Thb  Herbman-McLean  Company,  Cleve- 
land, Ohio. 

File<l   February    15,    1935.      Sf>rial   No.   361,416.      PUB- 
LISHED JULY  16,  1935.     Class  46. 

328.282.  RANGE  BOILERS.  General  Wateb  Heater 
Cobpobation,  Los  Angeles,  Calif. 

Filed    February    12.    1935.      Serial   No.    361,314.      PUB- 
LISHED JULY  16,  1935.     Class  34. 

328.283.  CIGARS,  CIGARETTES,  AND  CUT  TOBACCO. 
Tarticulares,  S.  a.,  Habana,  Cuba. 

FilcHl    February    8.    1935.      Serial   No.    361,181.      PUB- 
LISHED JULY  16,  19.35.     Class  17. 

328.284.  NOXACID    TOOTH    POWDER    BRUSH.      Nox- 
AciD  I>AB0BAroBiK8,  INC.,  Newark,  N.  J. 
ratobies.  Inc.,  Newark,  N.  J. 

Flle<l  May  4.   1935.     Serial  No.  364,552.      TUBLISHED 
JULY   10,   1935.     Class  119. 

328.285.  AIXrOHOLIC  CORDIALS  AND  LIQUEURS. 
L.  E.  Juno  &  Wulff  Company,  Inc.,  New  Orleans,  La. 

Filed  May  6.  1935.     Serial  No.  364,683.     TUBLISHED 
JULY  16,  1935.     Class  49. 

328.286.  WHISKEY.  M.  H.  Pbice  &  Company,  Los  An- 
geles, Calif.,  assignor  to  M.  H.  Pi  ice,  Los  Angeles, 
Calif. 

Filed  May  0.  1935.     Serial  No.  364,592.     PUBLISHED 
JULY  16,  1935.     Class  49. 
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828.287.  SALTED  ANCHOVIES.  FILETS  OF  ANCHO- 
VIES IN  OLIVE  OIL,  AND  OLIVES  STUFFED 
WITH  ANCHOVIES  PRESERVED  IN  SALT  BRINE. 
La  Pisqceba  dkl  Nortk  db  EspaSa,  8.  A.,  Coranna. 
Spain. 

Filed  May  7.  1935.     Serial  No    364,631.     PUBLISHED 
JULY  16,  1936.     Class  46. 

828.288.  CANDY.  Gladi  Candt  Compamt,  Salt  Lake 
City,  Utah. 

Filed  April  13,  1935.     Serial  No.  363.708.    PUBLISHED 
JULY  16,  1935.     aa.«i8  46. 

328.289.  EN.VMKLED  METAL  HOLLOW  WARE  FOR 
CULIN.VHY  .\.ND  KITCHEN  PURPOSES.  THB 
MOOHE  E.NAMEL1N0  A  Mro.  CO..  WcPt  Lafayette.  Ohio. 

Flle^l   May  7.   19.35.      Serial  No.  364,635.     PUBLISHED 
JULY  I'j.  1935.     CTa»8  13. 

328.290.  UNDERWEAR  FOR  WOMElN.  Strctwbah 
KHiTTiNO  Company.  Minneapoll8,  Minn. 

Filed  -\prll  1.3,  193.->.     Serial  No    363,727.     PUBLISHED 
JULY  2,  1935.     Clnag  39. 

328.291.  FOOD  PRODUCTS  FOR  DOGS.  VICTORY  Pack- 
ing Company.  Oakland,  Calif. 

Filed  April  13.  1935.     Serial  No.  363.731.     PUBLISHED 
JULY  16,  1935.     Class  46. 

328.292.  FRESH    CITRUS    FRUITS,    FRESH    DECIDU- 
OUS     FRUITS,      FRESH      VEGETABLES.      DRIED 
FRUITS,       FRESH       GRAPES.       FRESH       CANTA 
LOUPES.      Sam    E.    Fcsco.    doln?  bu.slness   as   S.    E. 
Fu.«Jco  Fruit  Co..  Los  AnReles.  Calif. 

FUed  April  15,  1935.     Serial  No.  363,752.     PUBLISHED 
JULY  16.  1935.     Cla.s8  46. 

32S,293      UNDERWE.\R  FOR   MEN  AND  BOYS.     Globe 
Kmttiso  Works,  Omnd  Rapids,  Mich. 
Filed  April  15.  1935.     Serial  No.  363,756.     PUBLISHED 
JULY  2.  1935.     Cla.«8  39. 

328,294.      VEGETABLE    JUICES    AND    MIXTURES    OF 

VEGET.^HL?:    .\M>    FRUIT   JUICES.      Cokstantinb 
FOLTis.  New  York.  N.  Y. 
Filed  April  22.  1935.     Serial  No.  364,057.     PUBLISHED 
JULY  16,  1935.     Cla«.s  46. 

828.295        L.VDIES'       AND       MISSES'      FROCKS       AND 
/  DRESSES.     JOSEPH  S.  COHE.N  &  Sons  Co.  I.nc,  New 

York,  N.  Y. 
Filed  April  23.  1935.     Serial  No.  364.089.     PUBLISHED 
JUNE  25.  1935.     Class  89. 


# 


328,296       GARMENTS — NAMELY,      DRESSES,      COATS. 

AND  SKIRTS  FOR  WOMEN  AND  CHILDREN.     J.  A. 

LiviNGST<iN  Incorporated,  New  York,  N.  Y. 
Filed  April  23,  193.^.     Serial  No.  364,101.     PUBLISHED 
JUNE  25,  1935.     CTass  39. 

328.297.  TABLETS  FOR  PAIN,  HEADACHES.  DYS- 
MENORRHEA AM)  THE  LIKE.  AND  FOR  A  ME 
DICINAL  OINT.ME.NT  FOR  CHEST  COLDS. 
SPRAINS.  RHEUMATIC  PAINS,  CONGESTION  OF 
THE  PLETR.\L  CAVITY.  COUNTERIRRITANT 
AM>  THE  LIKE.  Philip  Ghabel.  doing  busiaess  as 
Grabel's  Laboratories,  New  Rochelle.  N.  Y. 

Filed  April  25.  19:55.     Serial  No.  364.181.     PUBLISHED 
JULY  16,  1935.     Cla.ss  6. 

328.298.  MINCED  SMITHFIELD  HAM.     C  H.  Lbavbll, 
Washington.  D.  C. 

Filed  April  25.  1935.     Serial  No.  364.185.     PUBLISHED 
JUNE  4,  1935.     Class  46. 

3-'8.290  REFRACTORIES  AND  OTHER  STRUCTURAL 
SPECI.\LTIES— NAMELY,  CONCRETE  ACCELER- 
ATORS AND  HARDENERS:  ASPHALT  COMPOSI- 
TIONS :  AND  WATERPROOFERS,  ASPHALTIC, 
METALLIC.  INTEGRAL  AND  SURFACE.  G.  F. 
Sttrve  a  Sons,  Limited.  Bfantford,  Ontario,  Can- 
ada 
Filed  April  25,  1935.     Serial  No.  364.203.     PUBLISHED 

JULY  16.  1935.     Class  12. 


328.300.  ENGINE  AND  MACHINERY  PACKINGS 
MADE  OF  ASBESTOS  AND/OR  CANVAS  WITH 
BUBBER  AND/OR  METAL,  USEiD  FOR  PREVENT- 
ING THE  ESCAPE  OF  STEAM  OR  OTHER  FLUID 
OR  VAPOR  BETTWEEN  THE  WORKING  PARTS. 
AND  FOR  INSERTING  BETWEEN  STATIONARY 
JOINTS.  The  Beldam  Packing  k  Rtbheb  Co., 
Limited.  London,  England. 
Filed  April  26,  1936.     Serial  No.  364,219.     PUBLISHED 

JULY  16.  1935      Class  35 

328,801.  EiNGlNE  AND  MACHINERY  PACKINGS.  AND 
JOINTINGS,  MADE  OF  ASBESTOS  AND/OR  CAN- 
VAS WITH  RUBBER  AND/OR  METAL,  USED  FOR 
PREVENTING  THE  ESCAPE  OF  STEAM  OR 
OTHER  FLUID  OR  VAPOR  BETWEEN  THE  WORK- 
ING PARTS,  AND  FOR  INSERTING  BETWEEN 
STATIONARY  JOINTS.  The  Beldam  Packing  Ac 
Rubber  Co.,  limited,  London.  Bngland. 
Filed  April  26,  1935.     Serial  Nu.  364.220.     PUBLISHED 

JULY  16,  1935.     aa»<8  36. 

828.302.       MACHINE      FOR      AER.\TING      GRANULAR 

MATERIAL    PARTICULARLY    USED    IN    SAND    IN 

FOUNDRIFS.      The    jBrvRET    Mancfactubino    Com- 

paky.  Colnmbus,  Ohio. 

Filed  AprU  26,  1986.     Serial  No.  364.282.     PUBLISHED 

JULY  16,  1935.     Class  23. 

328.808.  CANE  AND  MAPLE  SUGAR  SYRUP,  CORN 
SYRUP.  WHITE  SYRUP,  MOLASSES.  AND  SOR- 
GHUM FOR  TABLE  AND  BAKING  USE:  APRICOT. 
STRAWBERRY.  PEACH.  PINEAPPLE.  RED  RASP- 
BERRY CHERRY.  BLACKBERRY.  .\ND  DAMSON 
PKESKKVES;  CURRANT  JELLY.  .\1'I'LB  BUTTER. 
RASPBERRY  JELLY.  PLUM  JELLY.  GRAPE 
JELLY.  PBIANUT  BUTTER.  MLNT  JELLY.  AND 
APPLE  JELLY.  AMERICAN  Syrlp  k  SoBOHDM  CO., 
St.  Louis.  Mo. 
Filed  April  29,  1935.     Serial  No.  864.319.     PUBLISHED 

JULY  16.  1935.     Class  46. 

.328.304.  HAND  CLEANER.     The  Ccdahy  Packing  Com- 
pant,    doinj?    business    as   The    Cudahy    8o»p    Works, 
Chicago,  HI. 
Filed  April  27.  1935.     Serial  No.  364.281.     PUBLISHED 

JULY  16.   1935.     Class  4 

328.305.  SHOE  POLISH.  MOrbison-atlas  Products. 
Inc..  Chicago.  111. 

Filed  Ap  11  29,  1936.     Serial  No.  864.848.     PUBLISHED 
JULY  2.  1985.     CTass  4. 

328.306.  COFFEE.  H.  L.  Caflan  AMD  Co..  Inc.,  Balti- 
more, Md 

Filed  April  30.  1935.     Serial  No.  364.870.     PUBLISHED 
JULY  16.  1935.     Class  46. 

328.307.  CLEANING  COMPOUND  FOR  GLASS.  AtlaS 
SuFpLY  Company.  Newark.  N.  J. 

Filed  May  1.  1935.     Serial  No.  364.410.     PUBLISHED 
JULY  2.  1985.     Class  4. 

328.308.  SOAPS.  I>)CKwood  Brack btt  Co..  Boston. 
Man. 

Filed  May  2.  1935.     Serial  No.  864.480.     PUBLISHED 
JULY  2.  1986.    CTass  4. 

328.309.  BLACKING  USED  IN  THE  MANUFACTURE 
AND  REPAIR  OF  BOOTS  AND  SHOES.  Boston 
Blacking  k  Chimical  Co.,  Boston,  Mass. 

Filed  May  4,  19.35.     Serial  No.  864,535.     PUBLISHED 
JULY  16,  1935.     Class  4. 

328.310.  SAFETY  RAZOR  BLADES.  OTTO  Roth,  Inc.. 
Newark.  N.  J. 

Filed    December   19.    1934       Serial    No.    359.482.      PUB- 
LISHED FEBRUARY  26.  1935.     CTass  28. 
328,811.      LIQUID   WAX    USED    AS    A    CLEANER    AND 
POLISHIN(;     CO.MPOUND    IN     ONE    OPERATION. 
Marlon  D.   Hadsir,   Detroit,  Mich. 
Filed    January    3.    1985.      Serial    No.    869,888.      PUB- 
LISHED JULY  16,  1936.     Class  16. 

328.812..    SEAT  PADS  AND  COVERS.     American  Cover 
Corporation,  St.  Louis,  Mo. 
Filed    January    17,    1936.       Serial    No.    360.3.39       PUB- 
LISHED JULY  16.  1935.     Class  82. 
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828.813.  BREAD.  August  Clembns  Thomatkb,  Cincin- 
nati. Ohio. 

Filed    February   28,    1935.      Serial   No.    862,000.      PUB- 
LISHED JULY  16,  1936.     CTasa  48. 

828.814.  CHAINS  AND  OTHER  JEWELRY  OF  PRE- 
CIOUS METALS  FOR  PERSONAL  WEAR  NOT  IN- 
CLUDING WATCHES.  JACOB  RoSBNriLD.  doing 
business  as  Arrow  Chain  Mfg.  Co.,  New  York,  N.  Y. 

Filed    March     1,     1935.      Serial     No.     362,048.      PUB- 
LISHED JULY  16,  1935.     Class  28. 

828.815.  WETTING  AGEINTS  FOR  USE  IN  REDUCING 
THE  FACIAL  TENSION  BETWEEN  LIQUIDS  AND 
SOUD8  OR  BETWEEN  TWO  IMMISCIBLE  LIQ- 
UIDS. AMERICAN  CVANAMID  &  CHB.MICAL  CORPORA- 
TION, New  York,  N.  T. 

Filed  March  2,  19.35.     Se;ial  No.  862,062.     PUBLISHED 
APRIL  23.  1935.     Class  6. 

828.316.  FRICTION  TAPE  AND  RUBBER  INSULATING 
TAPE,  ALSO  IDENTIFIED  AS  SPLICING  COM- 
POUND.    Jenkins   Bros..   New   York.  N.   Y. 

Filed    March    19,     1935.      Serial     No.     362,741.      PUB- 
LISHED JULY  16,  1935.     Class  21. 

328.317.  RUG  AND  CARPET  CLEANER.  Leslik  W. 
Taylor.  Indianapolis,  Ind. 

Filed   February   20.    1935       Serial   No.   862,157.      PUB- 
LISHED JULY  16.  19.^5.     Class  4. 

828.318.  WHISKY.  Booth's  Distilleries  Limited,  Lon- 
don, England. 

Filed    March     12,     1935.      Serial     No.     862,401.      PUB- 
LISHED JULY  16,  1935.     Class  40. 

828.319.  CANDY.  Thi  Sweets  Company  or  Amcrica, 
I.NC.  New  York.  N.  Y. 

Filed    March     18.     19:i6.      Serial     No.     362.716.      PUB- 
LISHED JULY  16.  1936.     Class  46. 

328.320.  WHISKEY.  GIN.  RUM.  BRANDY.  AND  ALCO- 
HOLIC CORDIALS.  Jacob  Knglandbr,  doing  busi- 
ness as  Federal  Products  Co.,  Newark,  N.  J. 

Filed     March     22.     1986.      Serial     No.     362,872.      FUB 
LISHED  JULY  16.  1935.     Class  49. 

828.821.  CARD  GAME.  Myrtlk  P.  BUCKLEY,  Portland. 
Oreg. 

Filed    March     26.     1935.      Serial    No.     862,940.      PUB 
LISHED  JULY  16.  1935      Class  22. 

828.322.  THERMOSTATS  FOR  CONTROLLING  OIL 
BURNERS.  GAS  BURNERS.  AND  OTHER  HEAT- 
ING APPARATUS.  Penn  Electric  Switch  Co..  Des 
Moines.  Iowa. 

Filed  Jnne  18.  1934.     Serial  No.  852.836.     PUBLISHED 
AUGUST  14.  1934.     Class  26. 

828.323.  FINE  CHAMPAGNE.  Andr«  Wisner.  Paris. 
France. 

Filed  May  16.  1934.     Serial  No.  361.441.     PUBLISHED 

AUGUST  28,  1934.     CTass  47. 

828.824.      WAX    PAPER,    WRAPPING    PAPER,    CORRE- 
SPONDENCE  AND   MAILING    ENVELOPES,    BOOK 
COVERS.      The   Racqcetti   River    Paper  Company, 
Potsdam,  N.  \'. 
Filed  June  20.  1934.     Serial  No.  362.923.     PUBLISHED 

JULY  16,  1935.     Class  37. 

828.325.     RAW  OR   UNPOPPED  POP  CORN.      John  W. 
Steele.  Mlddlebury,  Ind. 
Filed  June  29,  1934.     Serial  No.  .153,860.     PUBLISHED 

JULY  16,  1936.     Class  46. 

828.326       COSMETIQUES — NAMELY.    TONIC    CREAMS, 
LIQUID   BLEACHES.   BEAUTY    CREAMS.   ASTRIN 
GENT  I^OTION.  TONING  LOTION.  TISSUE  CREAM. 
FOUNDATION    CREAM.    TALCUM    POWDER.    PER 
FUMES,    TOILET    WATER,    FACE    POWDER,    AND 
CLEANSING  CRE.\M.     CosMrnqiE  Laboratories  or 
AMKRiOA.  Portland.  OreR. 
Filed  July  23.  1934.     Serial  No.  864.192.     PUBLISHED 

JULY  16,  1935.     Class  6. 

828.327.     SOAP.    THE  Getz-All  Pbodtjcts  Co.,  Portland. 
OreR. 
Filed  July  23,  1934.     Serial  No.  364.204.     PUBLISHED 

JULY  2.  1936.     Class  4. 
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828.328.  PAPER    CUPS    AND    PAPER    CONTAINERS. 

Lily-Tulip  Cup  Cobpoeation,  New  York.  N.  Y. 
Filed    Angu.-t    8.    1934.      Serial    No.     364.763.      PUB- 
LISHED JULY  16.  1935.     Class  2. 

828.329.  WINES.     ANDRft  WiSNBR.  Paris,  France. 

Filed  March  3,  1934.     Serial  No.  348,152.     PUBLISHED 
JULY  17.  1934.     Class  47. 

328.330.  TERPENE  HYDROCARBON  SOLVENT  FOR 
USE  IN  ALL  PROCESSES  AND  COMPOUNDS  US- 
ING TURPENTINE.  SUCH  AS  PAINTS.  VAR- 
NISHES, ENAMELS,  PROTECTIVE  COATINGS, 
RUBBER  PROCESSING  AND  CLEANING  COM- 
POUNDS, ETC.  Hercules  Powder  Company.  Wil- 
mlnpton,  Del. 

Filed  June  8,  1936.     Serial  No.  366.944. 
JULY  16,  1935.     CTass  16. 

328.331.  MAGAZINES.      Association    Of 
Leagues  of  America,  Inc..  New  York, 

Filed  June  8,  1935.     Serial  No.  365,926. 
JULY  16,  1935.     CTass  38. 

328.332.  SILVER  PLATED  FLAT  WARE  FOR  TABLB 
USE  AND  THE  LIKE.  International  Silver  Com- 
pany, Merlden  Conn, 

Filed  June  7.  1935.     Serial  No.  365,887.     PUBLISHED 
JULY  16,  1986.     Class  28. 

328.333.  BOXES,  CARTONS.  AND  WRAPPERS  MADE 
OF  CARDBOARD,  FIBREBOARD.  OR  PAPER.  In- 
ternational Mailing  Tube  and  Wrapper  Company, 
Long  Island  City,  N.  Y. 

Filed  June  7.  1935.     Serial  No.  365,886.     PUBLISHED 
JULY  16,  1935.     Class  2. 

328.334.  SI'BCIAL  PROCESS  LIGHT-WEIGHT  CLAY- 
WARE  USED  BY  THE  BUILDING  TRADE  FOR 
BLOCKS,  TILES,  AND  THE  LIKE.  The  VVhitacbb 
Bnginkbrimo  Company,  Chicago,  111. 

Filed  June  6,  1935.     Serial  No.  866.863.     PUBLISHED 
JULY  16,  1935.     Class  12. 

328.335.  MONTHLY  PERIODICALS.  Electro  Mbtal- 
lcroical  Company.  Niagara  Falls,  N.  Y. 

File<i  June  6,  1935.     Serial  No.  365.841.     PUBLISHED 
JULY  16.  1935.     Class  38. 

328.336.  GOLF  BALLS.  Dunlop  Rubber  Company,  Lim- 
ited, Fort  Dunlop,  Erdlngton.  Birmingham.  England. 

Filed  June  5.  1935.     Serial  No.  365.798.      PUBLISHED 
July  16,  1935.     Class  22. 

328.337.  TOY  METAL  CONSTRUCTION  OUTFITS. 
Terby  B.  Morehouse,  New  Haven.  Conn. 

Filed  June  4,  1935.      Serial  No.  365,773.     PUBLISHED 
JULY  16,  1936.     Class  22. 

328.338.  READY-MIXED  PAINTS.  Indianapolis  Paint 
k  Color  Co.,  Indianapolis.  Ind. 

Filed  June  3,  1935.     Serial  No.  365,732.     PUBLISHED 
JULY   16,  1935.     Class  16. 

328.339.  COMBINATION  ICE  CREAM  AND  CAKE  CON- 
FECTION. Target  Roll  Corporation,  Grand 
Rapids,  Mich. 

Filed  May  31,  1935.     Serial  No.  365,671.     PUBLISHED 
JULY  16,  1935.     Class  46. 

828.340.  FRESH  VEGETABLES.  Saunas  Valley  Vbob- 
table  Exchange,  Salinas,  Calif. 

Filed  May  31,  1935.     Serial  No.  365,666.     PUBLISHED 
JULY  16,  1935.     Class  46. 

328.841.  WHISKEY.  GIN,  RUM,  CORDIALS.  BRANDT, 
AND  LIQUEURS.     F.  H.  Jackman  Co.,  Boston,  Mass. 

Filed  May  31,  1935.     Serial  No.  365,620.     PUBLISHED 
JULY  16,  1936.     Class  49. 

.S28.342.  WHISKEY.  GIN.  RUM.  CORDIALS,  BRANDT, 
AND  LIQUEUR.     F.  H.  Jackman  Co.,  Boston.  Maaa. 

Filed   May  31.  19.35.     Serial  No.  365.628.     PUBLISHED 
JULY  16.  1935.     Class  49. 

328,843.     INSTRUMENT  FOR   RIOCORDING   HUMIWTT 
AND  TEMPERATURE.    JULiEN  P.  Fbibi  k  Sons,  Inc., 
Baltimore.  Md. 
Filed  May  31.  1935.     Serial  No.  365.620.     PUBLISHED 
JULT  16,  19.35.     Class  26. 
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828.344.  MOPS.  Waltbb  C.  Elt,  doing  business  as  Sulli- 
van Bru.«h  &  Mop  Company,  Terre  Haute,  Ind. 

Filed  May  31,  1935.     Serial  No.  365,610.     PUBLISHED 
JULY  16,  1935.     Class  29. 

828.345.  SAFETY  RAZORS  AND  S.VFETY  RAZOR 
BLADES.  Co.VTiNENTAL  Bladb  Cobporatiu.n,  Brook- 
lyn, New  York. 

Filed  May  31,  1935.     Serial  No.  365,604.     PUBLISHED 
JULY  16.  1935.     Clasa  23. 

828.346.  CIGARS.  CIGARETTES.  SMOKING  TOBACCO. 
CHEWING  TOBACCO.  AND  SNUFF.  Baowx  k  Wil- 
liamson Tobacco  Cohpobation,  Louisville.  Ky. 

Filed  May  31.  1935.     Serial  No.  365,596.     I'UBLISHED 
JT'LY  16,  1935.     Clasg  17. 

328.347.  FARM  SEEDS.  SiOUX  CiTT  SXBO  COMPANY, 
Sioux  City,  Iowa. 

Filed  May  29,  1935.     Serial  No.  365,578.     PUBLISHED 
JULY  1(5,  1935.     Clasa  1. 

828.348.  DISTILLED  ALCOHOLIC  LIQUORS,  AND 
MORE  PARTICULARLY  RUM.  I^uebto  Rico  Dis- 
tilling CojiiPANT,  Arecibo,  Puerto  Rico. 

Filed  May  29,  1935.     Serial  No.  365,575.     PUBLISHED 
JULY  16,  1935.     Class  49. 

328.349.  WIRE  FOR  ELECTRICAL  APPARATUS. 
SiRiAN  Wire  and  Co.ntact  C'ompant,  Newark,  N.  J. 

Filed    March    27.    1935.       Serial    No.     363,068.      PL'B- 
LISHED  .JULY  16,  1935.     Class  21. 

828.350.  ARTIFICIAL  TEIXTILE  FIBRES  IN  STAPLES. 
Thb  SocietA  ANONIMA  SnIA-Vi8C08A,  SOCIETl  Na- 
sioNALE  Indlstbia  Applicasioni  ViscdSA.  TurIn,  Italy. 

Filed     March     28,     1935.       Serial    No.    363,124.       PUB- 
LISHED JULY  16,  1935.     Cla.ss  1. 

828,351      ARTIFICIAL  TEXTILE  FIBRES  IN  STAPLES. 
Thb    SocietA    Anonima    Snia-Viscosa,    SocietA   Na- 
iiONAiE  IvDCSTBiA  APPLiCAziONi  V'iscosA.  Turin,  Italy. 
F11e<i     March    28.    1935.       SerUl    No.    363,125.      PUB- 
LISH P:d  JULY  16,  1935.     Class  1. 

328. 35L'.     CIGARS.     Websteb  Eisenlohh  Inc.,  New  York, 
N.  Y. 
Piled    March    28.    1935.      Serial    No.    363,132.      PUB- 
LISFIED  .JULY  16,  1935.     Class  17. 

828.3,S.H.      .MtrrAL    PIPES    AND    TUBES;    CONNECTINQ 
UNIONS  AND  NIPPLES  FOR  PIPES  AND  TUBES; 
AND    ALL    FITTINGS    FOR    PIPES.    TUBES    AND 
PIPE  LINES.     Hugo  Wcbzbcbgeb,  Paris.  France. 
Filed     March    29,    1935.      Serial    No.     363.193.      PUB- 
LISHED JULY  16,  1935.     Class  13. 

328.354.  PNEUMATIC  RUBBER  TIRES  AND  TUBES 
FOR  VEHICLE  WHEELS.  The  Phabis  Tibb  and 
RrBBEH  Company,  Newark,  Ohio. 

Filed  April  1,  1935.     Serial  No.  363.294.     PUBLISHED 
JULY  16.  1935.     Class  35. 

828.355.  SAUSAGE.  Eastebn  Farm  Meat  Proddcts 
Ltd..  Orange,  Calif. 

Filed  May  2,  1933.     Serial  No.  337,387.     PL^BLISHED 
JULY  16,  1935.     Class  46. 

328.356.  SHAVING  CREAM.  Abbaham  A.  Obstbkich, 
doing  business  as  Travis  Co.,  New  York,  N.  Y. 

Filed  May  18.  1933.     Serial  No.  337.977.     PUBLISHED 
JULY  18,  193.'!.     Class  4. 

828.357      BRANDY.  GIN,  WHISKEY.  AND  OTHER  POT- 
ABLE   DISTILLED    SPIRITS.      United    Distillebs 
Corporation-,  New  York.  N.   Y. 
Filed    October    2.     1933.       Serial    No.    342.086.       PUB- 
LISHED DP^'EMBRR  12.  1933.     Class  49. 

828.358.  WINES.  Jcillabd,  Incobpobatbd,  San  Fran- 
cisco. Calif. 

Filed     October    13,    1933.       Serial    No.    342,436.       PUB- 
LISHED DECEMBER  19,  1933.     Claas  47. 

328.359.  WINES.  Fbcit  Industbies,  Ltd.,  Los  Angeles, 
Calif  .  fln<l  New  York.  N.  Y. 

Filed    December    7,    1933.      Serial    No.    344,590.      PUB- 
LISHED JANUARY  16.  1934.     Class  47. 
328,3«0       WI.NES.      Pedro   D  )Mkcq   t   Cia..   Jere*   de   la 
Frontera,    Spain. 

Filed    Janu.iry    12.    1934.      Serial    No.    345,044.      PUB- 
LISHEID  JULY  16.  1935.     Class  47. 


328.361.  WINES.     AndbE  Wisneb,  Paris,  France. 
Piled  March  3,  1934.     Serial  No.  848,153.     PUBLISHED 

JULY    17,    1934.      Class  47. 

328.362.  WINES.     Andb«:  Wisneb,  Paris,  France. 
Mled  March  3,  1934.     Serial  No.  348,154.     PUBLISHED 

NOVEMBER  13,  1934.     Class  47. 

328,863.  LINEN  HOSE.    Chas.  Nibdnxb's  Sons  Company, 
Maiden,  Mass. 
Filed  May  25.  1935.     Serial  No.  846,890.     PUBUSHED 
JULY  16,  1936.     aasa  80. 

328.364.  GIN.  WHISKEY.  AND  BRANDY.  Walker's  or 
Boston,  Inc.,  Boston,  Mas«. 

Filed  May  26,  1935.     SerUl  No.  805,408.     PUBLISHED 
JULY  16.   1936.     Class  49. 

328.365.  GIN.  WHISKEY.  AND  BRANDY.  Walkeb'h  or 
Boston,  Inc.,  Boston.  Mass. 

Filed  May  25.  1935.     Serial  No.  365,409.     PUBLISHED 
JULY  16,  1986.     Class    49. 

328.368.  GIN.  WHISKEY,  AND  BRANDY.  Walker's  or 
Boston,  Inc.."  Boston.  Mass. 

Piled  May  26,  1935.     Serial  No.  365,410.     PUBLISHED 
JULY  16.  1935.     Class  49. 

328.367.  WEATHER-STRIPS.  Amebican  Metal  Ws.^TH- 
EB  Stbip  Company,  Grand  Rapids,  Mich. 

Piled  .May  27.  1935.     Serial  No.  365,434.     PUBLISHED 
JULY  16,  1985.     Class  12. 

328.368.  WRENCHES.  The  Bhidokport  Hardwabe  Mak- 
irAcn-BlNo  Corpob.*tiov,  Brldneport,  Conn. 

Piled  May  27,  1935.     Serial  No.  306,437.     PUBLISHED 
JULY   16.   1935.      Class  23 

328.369.  GRAPES.  Cella  Fbuit  Company,  Lodl.  Calif., 
and  New  York.  N.  Y. 

Filed  May  27.  1935.     Serial  No.  865.440.     PUBLISHED 
JULY   16.   11*35.     Class  46. 

328.370.  WHISKEY.  GIN.  RUM.  BRANDY.  AND  ALCO- 
HOLIC CORDIALS.  Contine.ntal  Distilling  Cob- 
pobation.  Philadelphia.  Pa. 

Piled  May  27.  1935.     Serial  No.  365.442.     PUBLISHED 
JULY  16.   1935.     Class  49. 

328.871.       COLUMNS    PUBLISHED    IN    NEWSPAPERS, 

MAGAZINES.        AND        OTHER         PERIODICALS. 

Fbances     M.     Kelly,     doing    business    as     Frandne 

Market,  Philadelphia.  Pa. 

Piled  May  27,  1935.     Serial  No.  365.459.     PUBLISHEID 

JULY   16,    1935.      Class  38. 

328.372.  WHISKEY.  .McKesson  ft  R.)BB1N8,  Incobpo- 
bateo,  Bridgeport  an<l  Fairfield.  Conn. 

Mle<l  May  27,  1935.     Serial  No.  366.469.     PUBLISHED 
JULY   10,   1935.     aass  49. 

328.373.  WHISKEY.  Oldbtymb  Distillebs,  Inc.,  New 
York.  N.  Y. 

PUed  May  27,  1935.     Serial  No.  306.470.     PUBLISHED 
JULY  16,  1935.     Class  49. 

328.374.  LOi'K  NUTS.  Rbnchtitk  Spring  Not  Compant, 
San  Pranclsco.  Calif. 

FUed  May  27.  1935.     Serial  No.  365,481.     PUBLISHED 
JULY   16,    1935.      Class  18. 

328,376.     WINE.     Roma  Wine  Compakt,  Inc.,  New  York, 
N.  Y.,  and  Lodl,  Calif. 
Filed  May  27.  1935.     Serial  No.  365.482.     PUBLISHED 
JULY   16.   1035.      nass  47. 

328.376.  LADIES*  HANDBAGS,  POCKBTBOOK8. 
PURSES.  BILLFOLDS,  WALI.ETS,  AND  PORTFO- 
LIOS. Bernard  Stembeb.  doing  business  as  Del  Ve, 
New    York.    N.    Y, 

Filed  May  27.  1936.     Serial  No.  865,487.     PUBLISHED 
JULY  16.   1935.     Class  3. 

328.377.  DRUMS.  COR.NETS.  TRUMPETS,  BUGLES. 
TROMBONES.  ALTO  HORNS.  BARITONE  HORNS. 
BASS  HORNS.  CLARINETS,  OBOES,  FLUTES. 
GUITARS.  BANJOS,  UKULELES,  HARMONICAS. 
AND  ACCESSORIES  FOR  BR\SS  BAND  AND 
WOOD  WIND  INSTRUMENTS.  The  Fred.  Gbetsch 
Mrc.  Co  .  Brooklyn,  N.  Y. 

Filed  .May  28.   19.36.     Serial  No.  366.616.     PUBLISHED 
JULY  16.  1935.     Class  36. 
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328.378.  DI8TILIJ:d  WHISKEYS.  The  Old  Dixie  Dis- 
tilling Company,  Inc.,  Richmond.  Va. 

Piled  May  28,  1036.     Serial  No.  866.624.     PUBLISHED 
JULY  16.  1035.     Class  49. 

828.379.  DISTILLED  WHISKEYS.  The  Old  Dixie  Dis- 
tilling Company,  Inc.,  Richmond,  Va. 

Piled  May  28.  1935.     Serial  No.  365.626.     PUBLISHED 
JULY   16.   1935.     Class  49. 

828,880.      WATCH     CASES.    WATCHES.    AND    WATCH 
MOVEMENTS.     The  Grtjen   Watch  Company,  Cin- 
cinnati. Ohio. 
PUed  May  29,  1936.     Serial  No.  365,560.     PUBLISHED 

JULY  16.  1935.     Class  27. 

328.381.  FTCRTIUZBR.  Walter  E.  Lenk,  doing  business 
as  Belmont  Gardens,  Belmont,  Mass. 

Piled  May  29,  1935.     Serial  No.  365.570.     PUBLISHED 
JULY   16.  1035.     Class  10. 

828.382.  LIQUID  AND  PASTE  PAINTS.  PAINT  PRIM- 
ERS. PAINT  ENAMELS.  AND  LACQUERS.  PiTrS- 
BiBGH  PI.ATE  Glass  Company,  Pittsburgh.  Pa. 

Filed  May  29.  1936.     Serial  No.  365,574.     PUBLISHED 
JULY    16.   1935.     Class   16. 
828.888.     WINES.     Andb£  Wisneb.  Paris.  Prance. 

Flle<l  March  3.  1934.     Serial  No.  348,151.    PUBLISHED 
JULY  17.  1934,     Class  47. 

828.384.  WINE5S.     .\NDRft  Wisner.  Paris.  France. 
Piled   February   20.    1934.      Serial    No.   347.669.      PUB- 
LISHED JUNE  5.  1934.     Class  47. 

828.385.  CANNED  FRUITS.  Gresham  Berby  Gkower.s, 
Inc.,  Gresham.  Oreg. 

Piled  March  27.  1935.    Serial  No.  363.049.    PUBLISHED 
JULY    16.   1935.     Class  46. 

828.386.  CANNED  FRUITS.  Gbesham  Bebby  Gbowbbs, 
Inc.,  Gresham.  Oreg. 

Filed    March    27.    1935.      Serial    No.    363,048.       PUB- 
LISHED JULY  10.  1935.     Class  46. 

828.387.  DETERGENT  BEING  A  CLEANSING  AND 
WATER  SOFTENING  COMPOUND  POR  INDUS- 
TRIAL OR  DOMESTIC  USE,  PARTICULARLY  FOR 
THE  MANUAL  WASHING  OP  DISHES.  FLOORS. 
AND  THE  LIKE.     Caloon.  Inc.,  Pittsburgh.  Pa. 

Filed   November   28.   1934.      Serial   No.   368.720.     PUB- 
LISHED JULY  2.  1936.     Cla.ss  4. 

828.388.  DETERGENT  BEING  A  CLEANSING  AND 
WATER-SOFTENING  COMPOUND  FOR  INDUS- 
TRIAL OR  DOMESTIC  T'SE  PARTICULARLY  FOR 
WASHING  AND  CLEANSING  DAIRY  AND  MILK 
HANDLING  EQUIPMENT.  Calgon,  Inc..  Pittsburgh, 
Pa. 

Filed   November  28.    1934.     Serial  No.  858,719.     PUB- 
LISHED JULY  2,  1935.     Class  4. 

828.389.  RUBBER-COATED  SWITCH  LEVERS.  ARMA- 
TURES. THERMOCOUPLES  AND  BATTERY  BOXES. 
The  B.  F.  Goodrich  Company,  New  York.  N.  Y..  do- 
ing business  as  Miller  Rubber  Products  Company, 
Akron,  Ohio. 

Filed   November  24.   1934.      Serial  No.   368,691.     PUB- 
LISHED JULY  16,  1935.     Class  21. 

828.390.  SCISSORS  AND  SHEARS.     The  Clatton  Mano- 

FACTUBING    COMPANY,   Bristol.    COHB. 

Filed   November   19.   1934.      Serial   No.   358.418.      PUB- 
LISHED JULY  16.  1935.     Class  23. 

828.391.  EDIBLE  COMPOSITION  (HAVING  PRACTI- 
CALLY NO  FOOD  VALUE)  OF  MINERAL  OIL  AND 
OTHER  NON  FATTENING  INGREDIENTS  USED 
AS  A  BUTTER  SUBSTITUTE:.  E.  G..  A  SPREAD  FOR 
BREAD.  CRACKERS.  ETC.,  OR  AS  A  SUBSTITUTE 
FOR  MAYONNAISE.  Ellis-Foster  Company,  Mont- 
rlair.  N.  J. 

Filed    October    12.    1934.      Serial    No.    367.048.      PUB- 
LISHED JULY  16.  1935.     ClafS  46. 

328.392.  CANNED  TOMATOES  AND  CANNED  TOMATO 
PASTE.     LoBENzo  Zkbillo.  Rlverbank.  Calif. 

Filed  July  10.  1984.     Serial  No.  363,741.     PUBLISHED 
SEPTE.MBER  11,  1934.     Clasps  46. 


328,398.        POULTRY     AND     STOCK     WORMER     AND 
TONIC  AND  A  STOCK  SPRAY.     Amebican  Bbautt 
Five.  Nashville,  Tenn. 
Filed    August    31,    1934.      Serial    No.    356,664.      PUB- 
LISHED JULY  16,  1935.    Class  6. 

328.394.  WINES.  Th.  J.  Dubos  A  FiLS  Fbkbes,  Bordeaux, 
France. 

Filed  July  5.  1934.     Serial  No.  363.606.      PUBLISHSa) 
AUGUST  28,  1934.     Class  47. 

328.395.  WINES.  TH.  J.  DuBOS  A  PiLS  Fbebks,  Bor- 
deaux. France. 

Filed  July  5.  1934.     Serial  No.  363,605.     PUBLISHED 
AUGUST  28,  1934.     Class  47. 

328.396.  OLIVE  OIL.     ANTONio  Cobbao,  New  York.  N.  Y. 
Filed    August    23,    1934.      Serial    No.    365.352.      PUB- 
LISHED JULY  16,  1935.     Class  46. 

328.397.  PLASTIC  CEMENTITIOUS  MATERIAL  FOR 
MOUNTING  GLASS  IN  METAL  OR  OTHER 
FRAMES  AND  FOR  CEMENTING  JOINTS  IN  ALL 
STRUCTURES  SUBJECT  TO  DAMPNESS  OR 
MOISTURE.  Pecoba  Paint  Company,  Philadelphia, 
Pa. 

Filed  May  16,  1936.     Serial  No.  365,001.     PUBLISHED 
JULY  16,  1935.     Class  12. 

328.398.  CLELANING  PREPARATION  POR  THB 
HANDS.  The  TAT  Company,  PeeksklU,  N.  Y.,  and 
Cocoa,  Fla. 

Piled  May  17.  1935.     Serial  No.  365,046.     PUBLISHED 
JULY  16,  1935.     Cla8.s  4. 

328.399.  LOCK  WASHERS.  SCREWS.  LOCK  NUTS,  AND 
LOCKING  DEVICES  FOR  SCREW  AND  RIVET- 
TYPE  FASTENERS  IN  GENERAL.  Illinois  Tool 
WoBKS,  Chicago.  111. 

Filed  May  20.  1935.     Serial  No.  365,135.     PUBLISHED 
JULY  16.  1935.     Class  13. 

328.400.  GIN.    E.  L  Spellman  Co.,  Inc.,  New  York,  N.  Y. 
Filed  May  20,  1935.     Serial  No.  365,171.     PUBLISHED 

JULY  16,  1936.     Class  49. 

328.401.  LIQUID  PHARMACEUTICAL  PREPARATION 
USED  AS  A  SKIN  LOTION  OR  AS  A  PROTECTIVE 
AND  ANTISEPTIC  COATING  FOR  CUTS.  BRUISES, 
BURNS,  AND  OTHER  AFFECTIONS  OF  THE  SKIN. 
McNeil  Labobatobies,  Inc.,  Philadelphia.  Pa. 

Filed  May  21,  1936.     Serial  No.  365,207.     PU*BLISHKD 
JULY  16,  1935.     Class  6. 

328.402.  GI.N.      Oldetvmb  Distillebs,  Inc.,  New  York, 

N.  y. 

Filed  May  21.  19.35.     Serial  No.  365.208.     PUBLISHED 
JULY  16,  1935.     Class  49. 

328.403.  GIN.  Oldettme  Distillebs,  Inc.,  New  York, 
N.  Y. 

Filed  May  21.  1935.     Serial  No.  365,210.     PUBLISHBD 
JULY  16.  1936.     Cla.s8  49. 

328.404.  NOSE  PADS  FOR  EYEGLASS  AND  SPECTA- 
CLE FR.\MES.  ABTCBArr  Optical  Co.  Inc.,  Roches- 
ter. N.  Y. 

Piled  May  22,  19.35.     Serial  No.  365.239.     PUBLISHED 
JULY  16,  1935.     Class  26. 

328,406.    CIGARS.     Habrt  Blum's  Natdbal  Bloom  Inc., 
New  York.  N.  Y. 
Piled  May  22.  1935.     Serial  No.  365,243.     PUBUSHED 
JULY  16,  1935.     Class  17. 

328.406.  CIGARS.  Habby  Blum's  Natubal  Bloom  Inc., 
New  York,  N.  Y. 

Filed  May  22,  1936.     Serial  No.  365,244.     PUBLISHED 
JULY  16,  1935.     Clas.s  17. 

328.407.  GIN  AND  WHISKY.  John  David,  New  York, 
N.  Y. 

Piled  May  22.  1935.     Serial  No.  366,247.     PUBLISHBD 
JULY  16.  1935.    Class  49. 

328.408.  SOLUTION  USED  IN  ETCHING  OFFSET 
LITHOGRAPHING  METAL  SHini:TS.  Sanun  Orr- 
set  Press  Mfg.  Corp.,  New  York.  N.  Y. 

Filed  May  22,  1936.     Serial  No.  365.269.     PLT5LISHBD 
JULY  16,  1935.     Class  6. 
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828.4(19        STKERINO     GEARS. 
t'OMPANY,  New  York,  N.  Y. 
F11«l  May  23.   1935.     Serial  No.  365,296. 
JULY   16.  iy35.     riA.'?8  19. 

328.410.  GIN 
Minn 

Filed  Miiy  23.  1935.     Serial  No.  365.299.     PUBLISHED 
JULY  1«.  1935.     Clags  49. 

828.411.  BRANDY  Roma  Wini  COMPAnt,  INC.,  New 
York.  N.  Y..  aud  Lodl,  Calif. 

Filed  May  :'3,    1935       Serial  No.  365,311.     PUBLISHED 
JULY   16.  19a5.     Class  49. 

528.412.  GIN.  THB  Distiixbrs  Compakt,  Limitsd,  Lin- 
den. N    J  .  and  .N>w  Yi>rk,  N.  Y. 

Filed  May  24,  ly35.     Serial  No.  365,328.     PUBLISHED 
JULY    16,    1935.      Class  49. 

828.413.  GIN.  Thh  MmLL.Kas  Company,  Limitsd,  Lin- 
den.  N.  J  ,  and   N>w   York,  N.   Y. 

Filed  May  .'4.   1935      Serial   No.  365.329.     I'UBHSHED 
JULY   16.   1935.      Cla.t8  4!' 

828.414.  CARD  INDEXES.  The  McBe«  Pompant, 
Athens,  Ubio 

Fne«l  May  24.  1935.      Serial  No.  366,341.     PUBLISHED 
JULY   16.   1935      rias.s  :!T 

828,415       WHISKEY       McKMSov    &    Robbi.ms,    Incohpo- 
»AT»o,  Brldupport  and  Fairfield,  Conn. 
Filed  May  J4.   1935.     Serial  No.  365,343.     PUBLISHED 
JULY    16,    ly.io.      Class   49. 

828,416.     TUILET  SEATS.     EucmiC  Stbam   ST»RiLiziJfO 
COMPANY,  INC  ,  Sew  York,  N.  Y. 
Filed  May  25.   19.<5.      Serial  No.  366,372 
JULY    16.    193.'.       Class    13. 

328,417       FLUID    MILK    AND   CREAM. 
IXC  .  Ozone  Park.   N    Y. 
Filed   May  4.   1935       Serial   No.  364,539 
JULY   16.   1935.      Cla.'W  46. 

828.418.     CORDI.XLS  OR  LIQUEURS.     AHTHCE  V.  Stans- 
r»LD,  (l.iin«  ()u.siuess  an   \.   V.   Stansfeld  &    Company, 
New    York,   N.    Y. 
Filed  May   13.  1935.      Serial  No.  364.893. 
JULY    16,    19;i5.      Class    49. 

828.419  ICECREAM     CONFECTIONS. 
NiKLASo.v,    Washington,    D.    C. 

Filed  May   1  ?,   1935.      Serial  No.  364,884. 
JULY   16.   19:55      Clasa  46. 

828.420  Al'E'ARATUS  FOR  RSCOBDING  THE  DEVIA- 
TKt.N  UF  .\.  WELL  HoLB  FROM  THE  VERTICAL. 
TECHNICAL  Oil  Tool  Corporation,  Ltd.,  West  Holly- 
wood. Calif 

riled  May  11.   1935      Serial  No.  364.840.     PUBLISHED 
JI'LY  16.   1935.     Class  26. 

528,421.      COGNAC.      PiCK»»-LiNz   mpORT««8,   INC.,  New 
York.   N.  Y. 
Filed  May  11,  1935.     Serial  No.  364.833.     PUBLISHED 
JULY  16.  1935.     Claaa  49. 

328,422       STEEL    WOOL.      EAOLb   STK»L    WOOL  COMPaNT, 
Chicago,   111. 
Filed  May  11.  1935.     Serial  No.  364,813.     PUBLISHED 
JULY  9,  1935.     Class  4 


PUBLISHED 

Dairt    Skalkd, 

PUBLISHED 


rUBLISHKD 

Claksnci    R. 
PUBLISHED 


328,423.      WHISKEY 
York.   N.   Y. 
Filed  May  li».   1935.     Serial  No.  364,787. 
JULY  16.  1935.     CUu  4». 


I'enn-Mabtland  Cohpobation,  New 

PUBLISHED 


V 


828.424.  WHISKEY.  O.  F.  HBUBLliN  &  B«o.,  Hartford. 
Conn. 

Filed  May  10,  1936.     Serial  No.  364,779.     PUBLISHED 
JULY  16.  1936.     Clasa  49. 

328.425.  ALCOHOLIC  CORDIAL.  G.  F.  HlOBLliN  ft 
HHo  .   Hartford,  Conn, 

Filed  May   10.  1935.      Serial  No.  364,777.     PUBLISHED 
JULY   16,   1935      Claaa  49 

328.426.  CAK1-:S.     S    Gimfibt  Co.  Inc.,  Brooklyn,  N.  Y 
Filed  May  10,  1935.     Serial  No.  864,778.     PUBLISHED 

JULY   16,    1935       Class  46. 

828.427.  i'KRFUMES,  TOILET  WATBR8,  FACE  AND 
TOILET  POWDERS,  POWDER  AND  ROUGE  COM- 
PACTS, ROI  <;KS  I.irSTlCKS.  BATU  salts,  LO- 
TIONS FOR  ITIK  SKIN  AND  HAIR,  AND  SACHETS. 
Cabon  Cokiuration,  New  York,  N.  Y. 

Filed  May  lu,  1935.     Serial  No.  364,761.     PUBLISHED 
JULY   16,    1935.     Class  6. 

328.428.  COVER  PAPER,  BOND  PAl  ER,  ENAMELED 
BOOK  rAI'ER,  LFDC.ER  PAPER.  WR1TIN(5  FAIER.. 
DRAWIN<;  I'AI'ER.  LlTilO<;R.\I'H  TATER.  AN- 
NOUNCEMENT AND  GREETING  CARI'S.  r.\I'ER 
FOR  BOX  COVERING,  \NO  UNTO.VTED  HOOK. 
COATED  A.ND  UNCOATKD  BLANKS  Hhu>nkb 
Smith  A  Company,  chicHtf...  in 

Filed  May   10,  1935.     Serial  No.  364.757.     PUBLISHED 
JULY  16,  1936.     Class  87. 

328.429.  HOSIERY  FOR  WOMEN.  COOPBB,  WBU^  & 
CoMPA.vi,   St.    Joseph,    Mich. 

Piled  May  9,   1935.     Serial  No.  364.716.     PUBUSHED 
JUNE  25,    1935.     Class  39. 

328.430.  SHAVING  CRKAM,  SHAVING  POWDER,  SHAV- 
ING PASTE,  AND  SHAVING  SOAP  IN  STICK  FORM. 
AKCBtCAii  Safety  Razob  Cobpobation,  Brooklyn. 
N.  Y. 

FUed   May  8.  1936      Serial  No.  364.664.     PUBLISHED 
JULY  9.   1936.      Clasa  4. 

328.431.  VAGINAL  JELLY.  THB  KNox  COMPANT,  Kansas 
City.  Mo. 

Flk'd  May  IG,  1935.     SerUl  No.  364,994.     PUBLISHED 
JULY    16.   1935.      Class  6. 

328.432.  MUSICAL  INSTRUMENTS— -NAMELY,  KEY- 
BOAKli  INSTRIMKNIS  FOR  PRODUCING  PIPE 
ORGAN  TONES  THROUGH  ELECTRONIC  MEANS. 
B^'BRETr  PIANO  COMPANY,  Chicsgo,  HI.,  and  South 
Haven,   Mich. 

Filed  May  16,  1935.     Serial  No.  364,990.     PUBLISHED 
JULY  16,  1936.     ClBSB  36. 

028.433.  FIRE  RESISTING  CEMENT  FOR  FORMING 
FURNACE  LININGS.  Plibeko  JOINtlbss  Kirebkick 
COMPANT,  Chicago,   lU. 

Filed  May  15,  1935.     Serial  No.  864,970.     PUBLISHED 
JULY  16.   1935.     Class   12. 

328.434.  TOILET  LOTION.  Howabd  S.  Gbotb.  Los  An- 
geles, Calif. 

Filed  May  15,  1936      Serial  No.  364,968.     PUBUSHED 
JULY   16,  1935.     Class  6. 

328.435.  STRINGS  FOR  TENNIS  AND  OTHER  RACK- 
ETS.     C.  Salamno  ft  Sons,  Inc.,  Chelsea.  Mass. 

Filed  May  14.  1936.     Serial  No.  864.981.     PUBLISHED 
JULY  16,    1935.     Class  22. 

328.436.  PAPER  NAPKINS.  Daniblb  Manufactubino 
Company,   Rhinelander,    Wis. 

Filed  June  10,  1935.     Serial  No.  366.904.     PUBLISHED 
JULY  16,  1935.     CUss  37. 


aT 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


328.437.  (CLASS  22.  GAMES.  TOYS.  AND  SPORTING 
GOODS.)  John  Nelson,  doing  business  as  Louis  John- 
son Co..  Chicago,  111.  Filed  July  26.  1935.  Serial  No. 
367,730. 


^0 


u^sotis 


SILVER 


M//V/Voj^ 


For  Artificial  Fish  Lures. 
CUims  use  since  1923. 


828.438.  (CI>ASS  39.  CIX)THING.)  Amebican  Hosiery 
Mills,  Indianapolis,  Ind.  Filed  July  11,  1935.  Serial 
No.  367,145. 

For  Hosiery. 

Claims  use  since  Sept.  15.  1932. 


828.439.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) T.  P.  Taylob  ft  Company,  Incobpobated, 
Lo«lsvllle,  Ky.     Filed  July  5,  1985.     Serial  No.  367.006. 

OLD 

PICKETT 


For  Whiskey. 

CUims  use  since  1905. 


328.440.  (CLASS  42.  KNITTED,  NETTED,  AND  TEX- 
TILE FABRICS.)  Neva-Wet  Cobpobation  or  America, 
New  York.  N.  Y.  Filed  June  22,  1985.  Serial  No. 
866,628. 

Resist  to -Tarnish 

For  Woven,  Knitted,  and  Netted  Piece  Goods  Made  of 
Metal  Foil.  Thread,  or  Wire  Combined  with  Cotton,  Silk, 
or  Rayon  ;  Draperies ;  Metal  Ribbons  and  Laces  Sold  by 
the  Yard  or  Bolt :  Metal  Brocade  and  Tinsel  Piece  Goods. 

Claims  use  since  May  16,  1984. 


328.441.  (CL-^SS  13.  HARDWARE  AND  PLUMBING 
AND  8TE1AM-F1TTINQ  SUPPLIES.)  Cabteb  Pbodccts 
Cobpobation,  Cleveland.  Ohio.  Filed  Jane  17,  1986. 
Serial  No.  866.264. 


O^l 


K^njyo 


rau 


For  Spray  Nossles. 

Claims  use  since  Apr.  10,  1934. 


328,442.  (CLASS  39.  CLOTHING.)  The  StandaW) 
Oveball  Company,  Baltimore,  Md.  Filed  Jan.  21,  1985. 
Serial  No.  360,602. 


For  Men's  Dress  ShirtB. 
Claims  use  since  Jan.  1,  1P30. 


328,443.  (CLASS  39.  CLOTHING.)  Coopeb.  Wells  ft 
Company,  St.  Joseph.  Mich.  Filed  Dec.  20,  1934.  Serial 
No.  359.507 

SHADO-LESS 

For  Hosiery  for  Women. 
Claims  use  since  July,   1934. 


828,444.  (CLu\SS  89.  CLOTHING.)  Abkwbight  Meb- 
CHANDisiNo  Cobpobation,  New  York,  N.  Y.  Filed  Dec. 
19.  1984.      Serial    No.    359.454 

ARKWRIGHT 

For  Men's,  Women's  and  Children's  Underwear,  Suits, 
HatB,  Shoes  of  Leather,  Fabric  and/or  Combinations 
Thereof,  Blouses,  Bathing  Suits.  Sweaters,  Pajamas,  and 
Bathrobes. 

Claims  use  since  Oct.  16.  1925. 


328,446.  (CLASS  22.  GAMES.  TOYS.  AND  SPORTING 
GOODS.)  THE  WoRTHiNOTO.N  BALL  COMPANY,  ESyrlB, 
Ohio.     Filed  Aug.  25.  1934.     Serial  No.  355,455. 

HYDRAULIC 


For  Golf  Balls. 

Claims  use  since  Aug.  16,  1934. 


328,446.  (CIJVSS  39.  CLOTHING.)  McCrBBACH  Oboan- 
IZATION  INCORPOBATED,  New  York,  N.  Y.  Filed  Aug.  18, 
1934.     Serial  No.  355,149. 


For  Men's  Neckties. 

Claims  use  since  Aug.  13,  1934. 


328,447.  (CLASS  39.  CLOTHING.)  Dcbe  Undeboak- 
MENT  Co.  Inc.,  New  York.  N.  Y.  FUed  Aug.  14,  1984. 
Serial  No.   354.982. 

TU-SEME 

For  Women's  Underparments — Namely,  Nightgowns, 
Pajamas.  Slips.  Petticoats.  Chemises,  Panties,  Bloomers, 
Underdrawers.   Brasslferes,  and  Bandeaui. 

Claims  use  since  Aug.  6,  1934. 
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328.448.  (CI^VSS  43.  THREAD  AND  YARN.)  Bkldino 
Heminwat  CX>mpant,  doing  business  as  Belding  Hemin- 
way  Cortlcelll.  New  York.  N.  Y.  Filed  July  6,  1984. 
Serial  No.  353.560. 


SILKNIT 


For  Thread  and   Yarn. 

Claims  uae  since  June  27,  1934. 


3j8,449.  (CLASS  39.  CI>OTniNO.)  Beab  Braxd  Ho- 
siery Co..  Kankakee  and  Chicago,  HI.  Piled  July  2.  1934. 
Serial  No.  353.425. 


ETON 


For  Hosiery. 

Claims  use  since  Jane  20,  1934. 


828.450.  (CLASS  42.  KNITTED.  NETTED,  AND  TEX- 
TILE FABRICS.)  Stbal'88  Textiles.  Inc..  New  York, 
N.  Y.     Filed  Mar.  7.  1934.     SerUl  No.  348,298. 

DotonDot 

tor  Woven  CoUoii  uinl  Ua^nn  i'li-er  Ouoilit. 
Claims  use  lince  Dec.  14,  1033. 


328.451.  (CLASS  39.  CLOTHING.)  Thi  Scholl  Mro 
Co..  IMC,  Chicago,  111.  Filed  Nov.  24,  1933.  Serial  No. 
344.115. 


For  Stocking  Protector. 
Claims  aae  sIdcc  Dec.  1,  1031. 


TRADE-MARK  REGISTRATIONS  RENEWED 


102,033.  CERTAIN'  NAMED  ELECTRICAL  APPARATUS 
AND  SUPi  LIK.-.  Registered  January  26,  1915.  Bhioos 
it  Sthatton  Co.  Renewed  January  20,  1935,  to  Brlggs  & 
Stratton  Corporation,  Milwaukee,  Wis.,  a  corporation  of 
Delaware,  a<saignee. 

104.752.  A  F.\CE  POWDER.  Registered  June  15.  1915. 
William  L.  Schultz,  Brcoklyn,  N.  Y.,  and  Paris.  France. 
Renewed  June  15,  1935.  to  Llghtfoot  Schultz  i'ompany. 
New  York,  N.  Y.,  a  corporation  of  New  York,  assli^nee. 

105.4.''.2  ROOF  COVERING.  Registered  July  27.  1915. 
Warren  Ehbet  Company,  I'hlladelphla.  Pa.,  a  corpora- 
tion of  i'ennsylvanla.     Renewed  July  27.  1935. 

105.524.  KIDNEY-PILLS.  Registered  August  3.  1915. 
Adolto  E.  Besosa.  Renewed  August  3.  1935,  to  A.  E. 
Bc^sosa  &  Co.  Inc.,  New  York.  N.  Y.,  a  corporation  (  f 
New  York,  assignee. 

105.643.  CIDER,  GINGER  ALE,  GRAPE-JIICE.  IRUIT- 
JUICES.  SODA-F-OUNTAIN  BEVERAGES.  POP.  OR- 
ANGE-JUICE. MINERAL  WATER.  Reglsterid  August 
10,  11)15.  Berda.n  and  Company.  Renewed  August  10. 
1935.  to  The  Berdan  Company.  Toledo,  Ohio,  a  corpora- 
tion of  Ohio,  assignee. 

105.767  YARN,  THREAD.  AND  TWINE  AND  WOUND 
PACKAGES  THEREOF.  Registered  August  17,  1915. 
HENRY  L.  tiffany,  South  Dartmouth  and  New  Bedford, 
Mass.      Renewed  August   17,   1935. 

KJ6.063.  BUTTER  Registered  September  21.  1915. 
Speingfield  ("heamery  CO.,  Sprlncfleld,  Mo.,  a  c<  rpo ra- 
tion of  Missouri.     Renewed  September  21.  1935. 

106.108.  rOWHERKI)  WAX.  PREPARED  WAX.  WOOD- 
DYE.  P.ASTE  WOOD  FILLER.  VARNISH  REMOVER. 
AND  FLOOR  CLEANER  Registered  October  12.  1915. 
8.  C.  JOHNSON  &  SON  Renewed  October  12,  1935.  to 
S.  C.  Johnson  A  Son,  Inc.,  Racine,  Wis.,  a  corporation 
of  Wisconsin,   assignee. 

106.112.  CORN-GRINDERS,  CORN-MILLS,  AND  COF- 
FEE-Mir.I.H  Retcisterpd  October  12.  1915.  Landers. 
Fa.^av  k  Cl.\bk,  New  Britain.  Conn.,  a  corporation  of 
Connecticut.     Renewed  October  12,  1935. 


106.131.  CERTAIN  NAMED  MEASI  RING  AND  SCIEN- 
TIFIC APPLIANCES  AND  PARTS  THEREOF.  Regis- 
tered October  12.  1915.  Cabl  Zeiss,  Jena.  Germany. 
Renewed  October  12.  1935.  to  The  Chemical  Foundation. 
Incorporated,  Wilmington.  Del.,  and  New  York.  N.  Y..  a 
corporation  of  Delaware,  asal^ee  by  mesne  assignments. 

106.132.  CERTAIN  NAMED  MEASURING  AND  SCIEN- 
TIFIC APPLIANCES  AND  PARTS  THEREOF.  Regis- 
tered October  12,  1915.  Cahl  Zeiss,  Jena.  Germany. 
Renewed  October  12,  1935,  to  The  Chemical  Foundation. 
Incorporated,  Wilmington.  Del.,  and  New  York,  N.  Y.,  a 
corporation  of  Delaware,  assignee  by  mesne  assignments. 

106.213.  REMEDIES  FOR  CERTAIN  NAMED  DISEASES. 
Registered  October  19.  1915.     Che.mischs  Fabkik  Reis- 

HOLZ  GESKLLSCHArr  MIT  BEScHH.CNKTBR  HaFTUNO,  DuS- 
seldorf-RelshoIz,  Germany.  Ren(we<l  October  19,  1935. 
to  Tlie  i'heinlcal  Foundation.  Incoriwrated.  Wilmington, 
Del.,  and  New  York,  N.  Y.,  a  corporation  cf  Delaware, 
assignee  by  mesne  assignments. 

106,248.  ARTIFICIAL  CORUNDUM.  Registered  October 
19,  1915.  EiNST  MOTAT,  orrenbach-on-the  Main,  Ger- 
many. Renewed  October  19.  1935,  to  The  Chemical 
Foundation,  Incorporated.  Wilmington,  Del.,  and  New 
York,  N.  Y.,  a  corporation  of  Delaware,  assignee  by 
mesne  assignments. 

106.273.       READY      ROOFING.      ROOFING-FELT.     AND 
ROOFING  CEMENT.       Registe  ed     October     1».     1915 
Warren  Ehbet  Company,  Philadelphia.  Pa.,  a  corpora 
tlon  of  Pennsylranla.     Renewed  October  19.  1935. 

106.278.  FERTILIZERS.  Registered  October  19.  1915. 
AiE.XANDRiA  FKBTiLizEB  k  CHEMICAL  CO.,  Alexandria, 
Va.  Rent  wed  October  19.  1936,  to  The  American  Agri- 
cultural Chemical  Company,  New  York,  N.  Y.,  a  corpora- 
tion of  Delawflre,   a^siiniee  by  mecne  assignments. 

106.382.  L.^DDERS.  Registered  October  19.  1916.  TH« 
.JOHN  S.  TiLLET  Ladders  Co  ,  inc.,  Watervllet.  N.  Y..  a 
corporation  of  New  York.     Renewed  October  19.  1936. 
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106.473.     CERTAIN  NAMED  PHOTOGRAPHIC  APPARA- 
TUS  AND   SUPPLIES.      Registered   October    19,    1915. 
Nm  Photograph iscHE  Gesellschaft  aktibngbsell- 
SCHAIT.  Hteglltz,  near  Berlin,  Germany.     Renewed  Octo- 
ber 19,  1935,  to  The  Chemical  Foundation,  Incorporated, 
Wilmington,  Del.,  and  New  York,  N.  Y.,  a  corporation 
of  Delaware,  assignee  by  mesne  assignments. 
106,793.       LUBRICATING-GREASES    AND     LUBRICAT- 
ING-OILS    FOR    MACHINERY,    ENGINES,    MOTORS, 
AND  DYNAMOS.     Registered  October  26,   1915.     New 
YOBK  Lubricating   Oil  Company,  New  York,  N.  Y..  a 
corporation   of  New  York.     Renewed  October  26,  1935. 
106.877.     ALUMINUM.  MAGNESIUM.  AND  ALUMINUM 
MAGNESIUM  ALLOYS.     Registered  November  2,  1915. 
Maonauum-1ndubtbi»-G«8ell8CHAft   m.    b.    H.,   Lank- 
wltx,  near  Berlin,  Germany.    Renewed  November  2,  1935, 
to  The  Chemical  Foundation,  Incorporated,  Wilmington, 
Del.,  and  New  York.  N.  Y.,  a  corporation  of  Delaware, 
assignee  by  mesne  assignments. 
107,012.     LIQUID   SOAP.   SOAP  POWDER,  CLEANSER. 
AND  SWEEPING   COMPOUND.     Registered   November 
9.  1915.     Theo.  B.  ROBIBTBON  SOAP  Co.     Renewed  No- 
vember 9.   1935.  to  Theo.  B.  Robertson   Products  Com- 
pany, Chicago,  111.,  a  corporation  of  Illinois,  by  change 
of  name. 
107.058.      INFANTS*    SHOES    OF    BOTH    CLOTH    AND 
LEATHER.     Registered  November  9.  1915.     Geobgb  W. 
Chesbbocoh,   Rochester.  N.   Y.     Renewed  November  9, 
1935. 
107.076.     PHOTOGRAPHIC  CAMERAS.      Registered   No- 
ember  9,    1915.      LEVT-ROTH   G.    M.   b.   H..  Berlin,   Ger- 
many.     Renewed   November  9,    1935,    to   The   Chemical 
Foundation,   Incorporated,    Wilmington,   Del.,   and   New 
York.    N.    Y.,   a   corpjratlon   of   Delaware,   assignee   by 
mesne  Sisignments. 
107,098.     ANTISEPTICS  FOR  INTERNAL  AND  EXTER 
NAL  USE.     Regi^tered  November  9,  1916.     DB.  Eduard 
RiTSBBT,     Frankfort-on-the-Main.     Germany.     Renewed 
November  9.  1935.  to  The  Chemical  Foundation,  Incor- 
porated. Wilmington,  Del.,  and  New  Yo'k,  N.  Y..  a  cor- 
poration of  Delaware,  assignee  by  mesne  assignments. 
107,398.      CONETUBES       FOR       RECEIVING       YARN. 
THREAD,     AND    TWINE    IN    WOUND    CONDITION. 
Regl  tered    November    23,    1915.      Henbt    L.    Tiftany. 
South    Dartmouth   and    New   Bedford,    Mass.      Renewed 
November  23,  1936. 
107,489.     HYPNOTIC  AND  SEDATIVE  PREPARATIONS. 
Registered  D?cember  7.  1915.     Fabbwerke  vobm.  Meis 
TEB   Licics  St  BrLning,  Iloch:t-on  the-Maln,   Germany. 
Renewed   December  7,   1935,   to  The  Chemical  Founda- 
tion,   Incorporated,    Wilmington,    Del.,    and    New    York. 
N.   Y.,   a   torporatlon   of  Delaware,   assignee   by   mesne 
as^ignment8. 
107,582.       LARD,      BACON,      HAMS,      BOILED      HAMS, 
CANNED  AND  FRESH  FRUITS.     Reglste.ed  December 
14.  1915.     Ogden   Packing  &,  Provision  CO.     Renewed 
December  14,   1935,   to  The  American   I'acking  &  Pro- 
vision  Company,  Ogden,   Utah,  a  corporation   of  Utah, 
assignee. 
107,880.      SOAPS   AND   SOAP   CHIPS.      Registered   Jan- 
uary 4.   1916.     COLGATE  A  Co..  Jersey  City.  N.  J.,  and 
New  York,  N.  Y.     Ren.  wed  January  4,  193U.  to  Colgate- 
Palmolive- Peet  Company,  Jersey  City,  N.  J.,  b  corpora- 
tion of  Delaware,  assignee. 


108.165.     COLD  CREAM.     Registered  January  18,   1916. 
Richard  Hddnut.   New  York,   N.   Y..  B  corporation  o^^ 
New  Yolk.     Renewed  January  18.  1936. 

108,256.  ROUGH  QUARRIED  ROCKS.  SLABS.  AND 
MARBLE.  Registered  January  25.  1916.  Mobetti- 
Harrah  Marble  Co..  Sylacauga.  Ala.,  a  corporation  of 
Alabama.     Renewed  January  25,  1936. 

108.359.  SALVE  FOR  CROUP.  PNEUMONIA.  *C.  Reg 
littered  February  1,  1916.  Brame  Dri'O  Company,  North 
Wilkesboro.  N.  C.  Renewed  February  1,  1936,  to  Brame 
Chemical  Company,  Asheboio,  N.  C,  a  corporation  of 
North  Carolina,  a  signee  by  mesne  assignments. 

108,868.  COFFEE  AND  CHICORY  COMPOUND.  Reg- 
istered February  1,  1916.  Merchants  Coffee  Co.  or 
New  Ohleanb.  Ltd.,  New  Orleans,  La.,  a  corporation 
of  Louisiana.     Renewed  February  1,  1936. 

108.371.  CEUtTAIN  NAMED  SURGICAL  DRESSINGS. 
Registered  February  1,  1916.  Skabuht  &  Johnbok, 
East  Orange,  N.  J.,  and  New  York,  N.  Y..  a  corporation 
of  New  Jersey.     Renewed  February  1.   1936. 

108.372.  CERTAIN  NAMED  SURGICAL  DRESSINGS. 
Registered  February  1.  1916.  Seabuby  &  Johnson, 
East  Orange.  N.  J.,  and  New  York.  N.  Y..  a  corporation 
of  New  Jersey.     Renewed  February  1,  1936. 

108.378.  BAKING-POWDER  AND  CREAM  TARTAR. 
Registered  February  8.  1916.  Allen  k  Lewis.  Re- 
newed February  8.  1936.  to  General  Grocery  Company, 
Inc.,  Poitland,  Oreg.,  a  corporation  of  Oregon,  assignee. 

108,404.  OUTER  ONE-PIECE  GARMENTS  OR  SUITS 
FOR  CHILDREN.  Regi^ tered  February  8,  1916.  Levi 
Strauss  k  Company,  San  Francisco.  Calif.,  a  corpora- 
tion of  California.     Renewed  February  8,  1936. 

108,511.  WOOLEN  AND  MOHAIR  PIECE  GOODS  AND 
PIECE  GOODS  OF  CERTAIN  NAMED  COMBINA- 
TIONS. Registered  February  15.  1916.  Goodall 
Worsted  Co.,  Sanford,  Maine,  and  New  York,  N.  Y. 
Renewed  Februaiy  15,  1936.  to  Goodall  Worsted  Com- 
pany, Sanfo.d,  Maine,  a  corporation  of  Maine. 

108,523.  COTTON-WARP  WORSTED  LININGS.  Reg- 
istered February  15,  1916.  Lesher.  Whitman  k  Co. 
Inc.,  New  York,  N.  Y.  Renewed  February  15.  1936,  to 
Goodall  Worsted  Co.,  Sanford,  Maine,  a  corporation  of 
Maine,  successor. 

108.624.  CERTAIN  NAMED  PIECE  GOODS  AND 
DRESS  FABRICS.  Registered  February  16.  1916. 
Lksuer.  Whitman  k  Co.  Inc.,  New  Yoik,  N.  Y.  Re- 
newed February  15,  1936.  to  Goodall  Worsted  Co.,  San- 
ford. Maine,  a  corpocatlon  of  Maine,  successor. 

108.535.  OLIVE  OIL  AND  MACARONI.  Registered  Feb- 
ruary 15,  1916.  ANDREA  Russo.  Renewed  February  15, 
1938.  to  A.  Rus;o  k  Co.,  Chicago,  111.,  a  corporation  of 
Illinois,  t-uccestor. 

108,551.  CERTAIN  NAMED  DENTAL,  MEDICAL.  AND 
SURGICAL  APPLIANCES.  Registered  February  16, 
1916.  Fabriqub  de  Machines  "Mikron"  S.  A.,  Mad- 
retsch,  near  Blel,  Switzerland,  a  joint  stock  company 
of  Switserland.      Renewed  Febiuary   15.  1936. 

108,676.  ASPHALTUM.  Registered  February  15,  1916. 
Standard  Oil  Company,  Richmond,  Calif.  Renewed 
February  15.  1936,  to  Standard  Oil  Company  of  Cali- 
fornia. Wilmington.  Del.,  and  San  Francisco,  Calif.,  a 
corporation  of  Delaware,  assignee. 


LABELS 

REGISTERED  SEPTEMBER  24,  1935 


46,860.— TiMc;  TRUE  MARK  BRAND  TYPEWRITER 
RIBBON.  For  Typewriter  Ribbons.  Ames  Supply 
Co.,  Inc.,  Chicago,  lU.     Published  June  1,  1934. 

46,361.— r«Ie.-  CALIFORNIA  BELLE.  For  Sherry.  K. 
AuAKKLiAN,  Inc.,  doing  business  as  Madera  Winery. 
Madera,  Calif.     Published  July  19,  1935. 


46,362— rtt/*-;  BIRELEYS.  For  Dairy  Orange  Juice. 
BiRELEY's  INC.,  Los  Angeles,  Calif.  Published  July  1, 
1935. 

46.363.— Tiflc;  BONDS  SWEET  MIXED  PICKLES.  For 
Sweet  Mixed  Pickles.  Bond  Pickle  Company,  Oconto, 
Wis.     I'ui'lished  June  28,  1935. 
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46.364— 7^ti«;  FAMOUS  PIONEER  BBKR  For  Beer. 
Thi  Bbidgxport  Brcwi.no  Co.,  Brldjfeport,  Conn. 
Published  Au^.  13.  1935. 

46,365— r«<«.  DKIvCOREMY  SERVICE  PARTS.  CON- 
DENSER PAt  KA»;e.  For  Condensers.  Dklto  Remt 
CouPoaATM.s,  Anderson,  Ind.     Published  May  5,   1933. 

46,366.— Title.  FLEISCHMANN'S.  For  Sloe  Gin.  Thb 
FLCI8CHMANM  DiSTiLLiNfj  CoupoBATiON,  New  York. 
N.  Y.     Published  July  29.  1936. 

46,367.— THtle;  REGAL.  For  Ice  Cream.  Fossslman 
CatrAMBBT  CoMPA.NT,  Pasadena.  Calif.  Published  July 
26,  1935. 

46,368.— Title.  GILBERT  ERECTOR  SKYSCRAPEB  SET. 
For  Toy  Construction  Sets.  Thc  A.  C.  Oilbcbt  Com- 
PA.NT,  Baltimore,  Md.,  and  New  Haven.  Conn.  Pub- 
lished June  13.  1935. 

46.:i69.— T«I«;  JEWEL  T  PBiANUT  BUTTER.  For  Pea- 
nut Butter.  Jewkl  T«a  Co.,  Inc.,  Central  Valley, 
N.  Y.,  and  Barrlngton,  111.  Published  November  16. 
1933. 

46.370— Tifl*-;  JEWEL  T  MAYONNAISE.  For  Mayon- 
naise. Jkwbi.  Tea  Co..  Inc..  Central  Valley,  N.  Y., 
and   Harrington.    HI.      Published   January    >'4,    1934. 

46,371— TirJe.-  JEWEL  T  TOOTH  P.\STE.  For  Tooth 
Paste  Jewel  Tea  Co.,  Inc.,  Central  Valley.  N.  Y.. 
and    Barrintrton,    111.      Published    March    15,    1»34. 

46.372  -  Tit/e.  JEWEL  JELL.  For  Gelatin  Dessert. 
Jewel  Tea  Co.,  Inc.,  Central  Valley.  N.  Y..  and 
Barrlngton,  III.      Published  November  16,  1933. 

46,373.  — Tttte:  KEMPS  CREAM  FT'DGE.  For  Cream 
Fudse  Candy  Filled  With  Walnuts.  E.  F.  Kcmp,  Inc., 
Somervllle,  Mass.     Published  August  20,  1935. 

46.374  —Titte.  KEMPS  CRE.X.M  TENUCHE.  For  Cream 
Penuche  Candy  Filled  With  Walnuts.  Ei.  F.  Kemp, 
Inc.,  Somervllle,  Mass.     Published  August  20.  1935. 

46,375.  — r«I«;  LIPTON  EIGHT  INDIVIDUAL  TEA  BAGS 

(RED  AND  VELlX)Wi  For  Tea.  Thomas.!  Lipton, 
Inc.,  Hobokeii,  .\  J  ,  «  hicago.  111.,  and  San  Francisco, 
Calif.     Published  .May  15,  1935. 

46.376— Tif/e  LIPTON  TWENTY  INDIVIDUAL  TEA 
BAGS  (YELLOW  AND  RED).  For  Tea.  Thomas  J. 
Lipton,  I.nc..  Hoboken,  N.  J..  Chicago,  111.,  and  San- 
Francisco,  Calif.     Published  May  15.  1935. 

46,377.— r«te;  LOBWELL.  For  Electric  Heating  Pads. 
LoBL  Mro.  Co.,  Mlddleboro,  Mass.  Published  August 
24,  1934. 


46.878.— r<«Ie.-  PABLUM.  For  Pre-Cooked  Cereal.  Mead 
Johnson  k  Company,  BvansTllle.  Ind.  PuMlahed  July 
1.  1935. 

46.379.— T«Je.-  COMPACT  POOD  WRAP.  For  Inner  Wrap- 
ping Paper  for  Butchers.  Grocers,  DellcatesitenB,  and 
Bakers.  .Minerva  Wa.x  Paper  CO.,  Minerva,  Ohio. 
Published  August  1.  1935. 

46,380— T<fJ«.-  MORRELL  PRIDE  MEATS.  For  Meats. 
John  Morrei.l  &  Co.,  Ottumwa,  Iowa.  Published 
AujcQSt  1.  1935. 

46.381.— Title:  RELIANCE.  For  ColTee.  National 
Grucert  Company,  doing  business  as  Reliance  Pure 
Foods.   Seattle.   Wash.      Published  July   31.    19.35. 

46.382.— TMJe.-  HIELAND  LASSia  For  Fresh  Cherries. 
PACiric  t'RDiT  &  Produce  Co..  Seattle.  Wash.  Pub- 
lished June  14,  1935. 

46.383.— T«/e.-  CLDB-LITHIA.  For  A  Soft  Drink.  Dr. 
I'epper  Company.  Dallas,  Tex.  I>ublished  August  8, 
1935. 

46.384.— rtlto:  KOOL-AID.  For  Prepared  Powder  for 
MakinK  Soft  Drinks  and  Ice  Cream  Sherbet  Pekki.ns 
l'H.-i,i.T8  CO.,  Chicago.  HI.  Published  January  2, 
1935. 

46,385— Ti/Ze.-  KOOL-AID.  For  Prepared  Powder  for 
Making  Soft  Drinks  and  Ice  Cream-Sherbet.  Perkins 
Proodcts  Co.,  Chicago,  111.  IMbllshed  January  2. 
19S5. 

46,386— T<tJe.  CREAM  OF  NATURE  PRODUCTS.  For 
Hair  and  Scalp  and  Skia  Cultores.  Provbm  ProdcctI 
Co.,   Bakersfleld,    Calif.      Published    June   25.    1986. 

46.387.— Tifle.  KORN  KOUNTRY.  For  Sllce<l  Bacon. 
The  Rath  Pacbino  Company,  Waterloo,  Iowa.  I*ub- 
lished  October  15,  1984. 

46,388— rirl«;  RUSSIAN  DIABETIC  TEA.  For  Russian 
Diabetic  Tea.  Yacob  A.  Sabois,  M.  D.,  Cleveland, 
Ohio.     Published  August  3,  1935. 

46.389 —T«I«;  SWANPRUF.  For  Bleaches,  Dyes,  and 
Finishes.  The  Sta.ndabd  Bleacuebx  and  Pbintino 
Co..  Carlton  Hill.  East  Rutherford.  N.  J.  Published 
July  30.  1935. 

46,390— Tttl«.-  JUNIOR  METAL  WORKING  SHOP.  For 
Metal  Working  Tools  for  Educational  and  Amasement 
I'urposes.  Walteb  B.  Wilson,  doing  business  as 
Kolorkraft  Company,  Detroit,  Mich.  Published  Au- 
SUBt  27,  1934. 

46,891.— r«ie.  WRIGLEYS  SPEARMINT.  For  Chewing 
Gum.  Wm.  Wbiuley  Jb.  Company,  Chicago.  111.  Pub- 
Ujihed  August  12.  1935. 


PRINTS 

REGISTERED  SEPTEMBER  24,  1935 


1&.398.— Title:  EFFICIEff^CY  WITH  BCONOMY  For 
Motor  Duplex  Auxiliary  Atomizers.  Ddplex  Motob 
Dbveiofment  Corpobation,  Springfield,  N.  J.  Pub- 
llsheil  .May  15.  1935. 

15,399.— T«I«.-  BETTY  CROCKER  WILL  GIVE  $2,500 
In  Cash  Fr^e :  For  Cale  Flour.  General  Mills, 
Inc.,  Minneapolis,  Minn.     Published  August  16.  1935. 

15,400.— Tttte;  SANDWICHES  MAKE  THE  PICNIC  !     For 

Bread.      General    Mills,    Inc.,    Minneapolis.    Minn. 

Published  April  8,  1936. 
15,401— T«I«.-    AMAZON.      For    Electric    Heatln«    Pads. 

LOBL  Mro.  Co.,  Mlddleboro,  Mass.     Published  August 

14,  1934. 


15,402.— r«l«:  RAMCO  MOTOR  OVERHAUL.     For  Piston 
Rings    and    Piston    Skirt    Expanders.      RAMsrr    Ac- 

CE.SSORIRH     MANfFACrrRINO     COBPOBATtON,     St.      LoUiS, 

Mo.     Pubilsbed  August  12,  1936. 


15.403  —T^I*-.-  THE  PIPE  WITH 
STRIPE.  For  Pipe.  James  J. 
N.  Y.     Published  July  1.  1935. 


THE     FOOTRULB 
Sheeban.  Brooklyn, 


15.404.— Title:  35  MILLION  TONS  OF  EXPERIENCE 
BACK  OF  EVERY  BAG.  For  Fertiliser.  Viroinia- 
Cabolina  Chemical  Cobpobation.  Richmond.  Va. 
Published  Aurust  1.  1935. 


REISSUES 

SEPTEMBER  24,  1935 


19.712 
BLEACHING  AGENT  AND  PROCESS  OF  PRE- 
PARING  BLEACHED  BREAD  DOLGH 
Louis  W.  Haas,  Chicago,  lU.,  assignor,  by  mesne 
assignmenU,  to  J.  R.  Short  Milling  Company, 
Chicafo.  111.,  a  corporation  of  Illinois 
Original  No.  1.957.334,  dated  May  1,  1934,  Serial 
No.   498.837,   November  28,    1930.      Application 
for  reissue  August  3,  1935.  Serial  No.  34,643 
6  Claims.     (CL  99— 10) 


3.  The  process  of  bleaching  flour  comprising 
Incorporating  with  unbleached  flour  and  other 
Ingredients  to  form  a  dough  batch  a  carotin  de- 
colorizing agent  derived  solely  from  vegetable 
origin,  and  subjecting  the  batch  to  high  speed 
agitation  in  a  closed  container  and  in  the  pres- 
ence of  positively  introduced  oxygen. 


19.713 

AIRCRAFT 

Donald  A.  Hall,  San  Diero,  Calif. 

Orirlnal   No.    1.895,458.  dated  January   31,    1933, 

Serial  No.  384.592.  August  9.  1929.    Application 

for  reissue  January  30,  1935.  Serial  No.  4,121 

36  Claims.     iCL  244 — 29) 


1.  In  an  airplane  construction,  a  body,  a  fixed 
-wing  unit  located  forward  on  said  body,  said 
wing  unit  having  a  stable  center  of  pressure  mo- 
tion of  air  lift  and  having  the  angle  of  incidence 
reducing  from  a  maximum  at  the  body  to  a  mini- 
mum at  the  wing  tips,  a  controllable  wing  located 
aft  on  said  body,  means  for  pivoting  said  aft 
located  wing  about  an  axis  located  substantially 
\nithin  the  zone  of  the  normal  center  lines  of 
pressure  of  air  force  of  said  wing,  said  aft  wing 
being  arranged  with  a  substantially  neutrally 
stable  center  of  pressure  motion  within  a  rela- 
tively small  range  of  the  normal  angle  of  attack 
and  an  unstable  center  of  pressure  motion  at 
extreme  angles  of  attack,  means  for  controlling 
the  motion  of  said  pivoted  aft  wing  about  said 
axis  thereof,  and  means  provided  by  locating  the 
■center  of  gravity  of  said  airplane  substantially 
aft  thereof  for  providing  a  reasonably  high  unit 
lift  on  said  controllable  wing  without  longitudi- 
nal instability,  the  combination  of  said  wing  unit 
and  .said  controllable  wing  producing  non-stall- 
ing flight  characteristics  and  giving  full  control 
In  the  usual  stalling  attitude  of  said  airplane. 


19.714 
PHOTOPHONOGRAPHIC  APPARATUS 
Allen   Shoup,   Oaklyn.   N.   J.,   assignor   to   Radio 
Corporation    of    America,    a    corporation     of 
Delaware 
Original  No.  1,974.900,  dated  September  25,  1934, 
Serial  No.  636.803.  October  8,  1932.    Application 
for  reissue  June  26.  1935,  Serial  No.  28.590 
4  Claims.     (CI.  179—100.3) 


5Slt  g 


4.  The  method  of  controlling  the  volume  of 
sound  reproduction  for  photophonographic  appa- 
ratus comprising  the  step  of  varj'ing  both  the 
electrical  and  the  luminous  excitation  of  a  photo- 
electric cell  simultaneously  in  the  same  direction. 


19.715 
COMBINED  RECIPROCATING  ENGINE  AND 

TURBINE 

Hans  Wach.  Kilchberg- Zurich.  Switzerland 
Original  No.  1.764.061,  dated  June  17.  1930,  Serial 
No.  100.070,  April  6.  1926.    AppUcatlon  for  re- 
Issue  February  23.  1933,  Serial  No.  658,047.    In 
Germany  February  12,  1926 

16  Claims.     (CI.  60—21) 


tv 


ar."  vcu 


4.  In  combination,  a  reciprocating  steam  en- 
gine, a  drive  shaft  operatively  connected  thereto, 
a  steam  turbine,  means  comprising  a  fluid  cou- 
pling adapted  to  be  supplied  with  fluid  to  oper- 
atively connect  said  steam  turbine  with  said 
drive  shaft  and  adapted  to  have  fluid  exhausted 
therefrom  to  disconnect  said  turbine  from  said 
drive  shaft,  a  conduit  connecting  said  reciprocat- 
ing steam  engine  with  said  turbine  for  directing 
exhaust  steam  from  the  former  to  the  latter,  a 
valve  controlling  the  supply  of  exhaust  steam 
from  said  engine  to  said  turbine,  and  a  single 
means  simultaneously  controlling  both  the  op- 
eration of  said  valve  and  the  flow  of  fluid  to  and 
from  said  fluid  coupling. 


705 


PATENTS 

GRANTED  SEPTEMBER  24,  1935 


2.015,055 
CONTROL  VALVE 
James  L.  Adams,  Jr..  Youngstown,  Ohio 
Original  application  December  8.  1933.  Serial  No. 
701,456.    Divided  and  this  appUcation  Septem- 
ber 6,  1934.  Serial  No.  742,945 

10  CUims.     (CI.  137—139) 


1.  In  a  double-acting  fluid  control  valve,  a 
horizontally  and  progressionally  rotatable  hol- 
low ball  valve  element,  of  the  nearly  floated  type. 
a  stationary  enclosing  shell  providing  therebe- 
tween at  the  full  "open"  position  of  valve  a  sub- 
stantially stream-line  and  nearly  straight-line 
passageway  for  the  operative  fluid,  said  passage- 
way being  of  substantially  constant  cross  section 
throughout,  two  ring  type  seating  gaskets,  one  lo- 
cated on  each  side  of  the  said  shell  considered 
longitudinally  thereof,  and  a  power  means  opera- 
tive to  close  said  valve  alternately  on  each  of 
said  two  gaskets,  under  continuous  velocity  con- 
trol. 


2.015,056 
MACHINE  FOR  MAKING  BITUMINOUS 
EMLXSIONS 
Joe   L.  Barnes,   Tulsa,   Okla..   assignor   to   L.   R. 
MacKenzie  Incorporated,  Tulsa.  Okla.,  a  cor- 
poration of  Delaware 
Application  August  28.  1933,  Serial  No.  687.174 
9  Claims.     (CI.  259—9) 


1.  In  a  machine  for  making  bituminous  emul- 
sion, a  container  for  bitumen,  an  emulsifying  unit, 
a  pipe  line  from  the  container  to  the  unit,  a  pump 
in  the  pipe  line,  a  by-pass  pipe  from  the  pump 
back  to  the  container,  a  by-pass  valve  In  said  by- 
pass pipe,  a  regulating  valve  for  regulating  the 
flow  of  bitumen  from  the  container  arranged  In 
said  pipe  line  between  said  pump  and  said  unit  so 
that  bitumen  may  be  caused  to  flow  from  the  con- 
tainer only  lo  the  pump  and  back  through  said  by-  ; 
pass  pipe  and  valve   to   the  container  or   only  I 
through  the  pump  and  the  regulating  valve  to  | 
the  unit,  or  through  the  pump  and  partly  through 
the  by-pass  pipe  and  valve  back  to  the  container  i 

7(m 


and  partly  through  the  regulating  valve  to  the- 
unit,  and  means  for  indicating  the  temperature  of 
the  bitumen  passing  through  the  pump. 


2.015,057 
TRANSMISSION 

Arthur  L.  Boisvert.  Keene,  N.  H. 

Application  March  23,  1935.  Serial  No.  12,72i 

3  Claims.     (CI.  74—202) 

JL'l i    I 
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1.  In  a  machine  of  the  class  described,  a  rotat- 
able spindle  having  a  frusto  conical  disk  of  rubber 
affixed  thereon,  of  a  shaft  mounted  for  rotation 
and  arranged  at  right  angles  to  the  spindle,  a 
friction  disk  assembly  mountea  on  the  shaft  for 
rotation  therewith  and  also  for  axial  movement 
along  the  shaft  and  relative  thereto,  said  fric- 
tion disk  assembly  Including  a  hub  and  a  pair  of 
spaced  apart  frusto  conical  disks  flxed  thereon  for 
selective  engagement  with  the  spindle  disk;  a 
sprmg  keeper  member  secured  in  flxed  position 
on  said  shaft,  and  stop  means  on  the  respective 
opposite  ends  of  said  spring  member  for  engage- 
ment with  the  respective  ends  of  the  disk  assembly 
for  releasably  retaining  a  selected  disk  of  said  as- 
sembly engaged  with  the  spindle  disk. 


2.015,058 

PROCESS  OF  TREATING  ANIMALS 

.Albert  W.  Bruce,  Ottumwa.  Iowa 

Application  October  17,  1932.  Serial  No.  638.101 

10  Claims.     (CI.  17 — 45) 


1.  A  process  of  preparing  animals  cons  stln^ 
in  suspending  the  animal.s  and  positively  retain- 
ing them  stretched  to  minimize  their  muscular 
movement  in  a  body  of  water  and  rapidly  mov- 
ing the  body  of  water  alternately  in  opposite 
vertical  direct  ons. 


2  015.059 
COMBUSTION   TURBINE 
Johannes  Christiansen.  Sorup-Schauby.  Germany, 
assignor  of  one-half  to  Alfred  Oberle,  Wash- 
ington. D.  C. 
Application  February  27.  1933.  Serial  No.  658.872 
In  Germany  February  28.  1931 
5  Claims.     (CI.  253 — 134) 
1.  A  turbine  rotor  provided  with  a  casing  and 
semicircular  shaped  blades  forming  a  single  chan- 
nel for  the  passage  of  the  driving  fluid  said  blades 
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being  formed  with  sinuous  surfaces  and  so  situ- 
ated that  the  driving  fluid  impinges  substantially 

4^' 


only  on  concave  portions  of  the  sinuous  surface 
of  the  propeller  blades. 

2,015.060 

THREAD   CLEANER 

Peter  Daugert.  Wilkes-Barre.  Pa. 

AppUcation  February  18.  1933.  Serial  No.  657,450 

8  Claims.     (CI.  28—68) 


1.  A  bracket  comprising  a  block  having  a  re- 
cess, a  pair  of  cleaning  plates  in  the  recess  and 
formed  with  opposed  cleaning  edges  normally  in 
spaced  relation,  said  bracket  further  comprising 
a  plate  to  an  Intermediate  portion  of  which  the 
block  is  connected,  means  on  the  plate  for  secur- 
ing the  same  to  a  traverse  bar.  a  thread  guide  on 
the  plat€,  eccentrically  adjustable  mounting 
means  for  the  thread  guides  for  aligning  said 
thread  guide  and  the  space  between  the  cleaning 
plates,  said  mounting  means  being  rotatably  sup- 
ported in  an  opening  In  said  plate. 


2.015061 

VALVE   SPRING  COMPRESSOR  AND  LOCK 

Bruce  W.  Baughman.  Osborn,  Ohio 

Application  November  7.  1933,  Serial  No.  697,008 

5  Claims.     (CI.  29—86.3) 

<Granted    under    the   act   of  March    3,   1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


press  the  valve  spring  thereof  and  correspond- 
ingly relieve  the  push  rod  thereof  comprising 
a  fitting  adapted  for  engagement  at  one  end  with 
the  valve  extremity  of  said  rocker  arm.  and  an 
adjustable  means  pivotally  connected  to  the  oth- 
er end  of  said  fitting  and  adapted  to  engage  a 
flxed  part  of  said  engine  for  locking  said  rocker 
arm  against  rotation  toward  said  push  rod. 


2.015.062 

METHOD  FOR  PRODUCING  COLORED 

SALTS 

Charles    Smith    Benjamin,    East    Orange,   N.    J., 
assignor  to  General  Chemical   Company,  New 
York.  N.  Y..  a  corporation  of  New  York 
No  Drawing.     Application  July  30,  1931, 
Serial  No.  554.080 
2  Claims.     (CI.  23— 88) 
1.  The  process  of  producing  colored,  water  in- 
soluble insecticidal  salts  which  comprises  form- 
ing from  a  solution  a  water  insoluble  precipitate 
of  the  salt,  separating  the  precipitated  salt  from 
the  bulk  of  said  solution,  forming  a  solution  of  a 
water  soluble  dye,  addmg  said  dye  solution  to  the 
precipitated  salt  while  the  salt  is  still  damp  after 
the  separating  operation,  and  then  drying  the 
colored  salt. 


2,015.063 
ELECTRIC  CABLE 
Charles  E.  Bennett,  Paterson.  N.  J.,  assignor  to 
The  Okonite-Callender  Cable  Company,  Incor- 
porated. Paterson,  N.  J.,  a  corporation  of  New 
Jersey 

Application  July  29,  1931.  Serial  No.  553  714 
1  Claim.     (CI.  173—264) 


1.  A  tool  adapted  to  be  applied  to  the  rocker 
arm  of  an  Internal  combustion  engine  to  com- 


The  method  of  improving  the  dielectric  prop- 
erties of  an  oil  filled  electric  cable  of  the  solid 
stranded  conductor  type,  which  method  comprises 
maintaining  a  body  of  insulating  liquid  under  a 
minimum  pressure  of  approximately  five  atmos- 
spheres  In  contact  with  the  exterior  surface  of 
the  psrmeable  Impregnated  insulating  envelope 
surrounding  the  cable  conductor,  while  prevent- 
ing longitudinal  flow  of  the  liquid  Insulating  me- 
dium of  the  cable  along  the  Interior  of  the  con- 
ductor, to  impose  pressure  on  the  insulating  liquid 
In  said  envelope  which  Is  confined  to  a  direction 
Inwardly  radially  of  the  insulating  envelope  of 
the  cable  conductor,  said  pressure  promoting 
maintenance  of  the  permeable  insulating  en- 
velope of  the  conductor  filled  with  impregnating 
liquid  and  Increasing  the  dielectric  strength  of 
the  impregnating  liquid  of  the  insulating  en- 
velope. 

2.015064 
SOLE  FITTING  MACHINE 

Frederic   E.  Bertrand.  Lynn,  Mass..   assignor  to 
United  Shoe  Machinery  Corporation,  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
Application  March  7.  1933,  Serial  No.  659,940 

96  Claims.     (CI.  12—27) 
1.  In  a  sole  fitting  machine,  in  combination, 
an  oscillatory  knife  movable  about  an  axis  inter- 
secting the  plane  of  a  sole  being  fed  to  the  knife 
and  located  at  one  side  of  the  line  of  feed  of  the 
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8cie.  a  second  oscillatory  knife  movable  about 
an  axis  located  at  the  opposite  side  of  said  line 
of  feed,  the  knives  being  adapted  to  cut  each 
with  a  drawing  action  on  its  backward  stroke, 


and  means  for  feeding  the  sole  against  each 
knife  while  the  knife  Is  moving  backwardly  to 
cut  the  sole  and  for  feeding  the  sole  with  each 
knife  during  the  forward  or  non-cutting  stroke 
of  the  knife. 

2.015,065 
PROCESS  FOR  THE    SYNTHESIS   OF 
ORGANIC  COMPOUNDS 
Gilbert  B.  Carpenter,  Wilmin«:ton.  Del.,  aasisnor 
to  E.  I.  da  Pont  dc  Nemours  &  Company,  Wil- 
minrton.  Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  Jane  20,  1931, 
Serial  No.  545.857 
9  Claims.     (CI.  260— 116) 
1.  In    a   process   for    the   preparation   of   ali- 
phatic carboxylic  acids  from  oleflnic  hydrocar- 
bons,  steam,    and   carbon    monoxide,    the    step 
which  comprises  effecting    the  reaction  in   the 
presence  of  an  inert  gas. 

6.  In  a  process  for  the  preparation  of  aliphatic 
carboxylic  acids  from  an  oleflnic  hydrocarbon, 
steam,  and  carbon  monoxide,  the  step  which 
comprises  effecting  the  reaction  in  the  presence 
of  a  catalyst  non-volatile  under  temperature  of 
the  reaction  selected  from  the  group  consisting 
of  an  acid  of  phosphorus,  boron,  and  arsenic. 


2.015.066 

MACHINE  FOR  OPERATING  UPON  SHEET 

MATERIAL 

Roy  W.  Camminfs,  Beverly,   Mass.,  assignor  to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  May  18,  1931,  Serial  No.  538.154 

36  Claims.     (CI.  164—12) 


8.  A  machine  for  operating  upon  sheet  ma- 
terial, comprising  a  frame,  a  cutting  block  and  a 


rotary  cutter  mounted  In  the  frame,  means  for 
causing  operation  of  the  cutting  block  and  die  to 
force  sheet  material  into  the  die  thereby  to  form 
a  blank,  means  for  moving  the  die  from  operative 
position  relatively  to  the  cutting  block  past  the 
cutter,  and  means  for  partially  ejecting  the  blank 
from  the  die  to  present  the  blank  to  the  cutter  for 
an  operation  upon  the  blank  as  the  die  is  moved 
past  the  cutter. 


2.015.067 
TEXTILE   MATERIAL 

Camille  Dreyfus,  New  York.  N.  Y..  and  William 
Whitehead  and  Herbert  E.  Martin.  Cumberland, 
Md.,    assignors     to    Celanese    Corporation    of 
America,  a  corporation  of  Delaware 
No  Drawing.     .Application  March  27,  1929, 
Serial  No.  350.434 
7  Claims.     (CI.  28 — 1) 
1.  Textile    material   containing   cellulose   ace- 
tate of  an  acetyl  value  of  substantially  40  to  48%. 


2.015.068 
CUTTER 
John   Edfar.  Rockford.   111.,  assignor   to  Barber- 
Colman  Company,  Rockford.  111.,  a  corporation 
of  Illinois 
Original    application    July    9,    1928.    Serial    No. 
291,161.     Divided  and  this  application  Novem- 
ber 7,  1930.  Serial  No.  493.9.36 

9  Claims.     (CI.  29—103) 


*^v 
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4.  A  generated  cutter  of  the  hob  type  having 
a  plurality  of  longitudinal  gashes  and  one  or  more 
generated  helical  grooves  intersecting  said  gashes 
to  form  one  or  more  threads  comprising  a  plu- 
rality of  radially  reheved  generated  teeth  con- 
jugate to  the  form  to  be  produced  thereby  so  that 
during  successive  sharp3nings  by  grinding  the 
radial  faces  of  the  teeth  the  tooth  contour  will 
vary  as  the  diameter  varlos  but  will  remain  con- 
jugate to  the  predetermined  shape. 


2,015.069 
WORM  AND  WORM  WHEEL  GE.AR  ASSEMBLY 
AND  THE   PRODUCTION  THEREOF 
Frank  V.  Elbertz,  Lake  Orion.  Mich. 
Application  January  10.  1933,  Serial  No.  651  029 
24  Claims.     (CI.  74 — 458 1 
1.  In  the  production  of  worm  and  worm  wheel 
assemblies   to  provide   a  differential   ratio   rela- 
tion therebetween,  the  method  which  consists  In 
creating  a  tangenry  relation  between  the  worm 
and  worm  wheel  of  the  order  of  enveloping  cir- 
cles by  establishing  within  the  limits  of  the  thread 
zone  of  the  worm  a  point  of  tangency   of   the 
thread   pitch   line   of   the  worm   and   the   tooth 
pitch  circle  of  the  wheel,  developing  angles  of 
tangency  of  such  pitch  line  and  pitch  circle  to 
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conform  to  the  similar  angles  of  the  pitch  circles 
respectively  of  the  annular  gear  and  spur  gear  of 
an  internal  gear  differential  assembly  having  the 
desired  differential  ratio  relation,  and  develop- 


ing the  differential  ratio  relation  between  worm 
and  worm  wheel  by  producing  the  characteristics 
of  the  differential  relative  movements  of  such 
spur  and  annular  gears  during  generation  of  a 
member  of  the  assembly. 


2,015.070 
VALVE   STEM   FOR    PNEUMATIC  TUBES 
Harry   M.   Flint,  Denver,  Colo.,  assignor   to  The 
Gates  Rubber  Company.  Denver,  Colo.,  a  cor- 
poration of  Colorado 
Application  September  18.  1933,  Serial  No.  689,932 
5  Claims.     (CI.  152—12) 


means  to  move  the  said  head  into  the  chamber  to 
a  predetermined  position  while  the  said  respec- 


:     -f 


1.  In  a  tubular  valve  stem  of  the  type  employed 
in  connection  with  pneumatic  tubes  and  which  is 
provided  at  its  inner  end  with  a  head  that  is 
located  within  the  tube  and  which  engages  the 
inner  surface  of  the  tube,  the  valve  stem  having 
an  opening  that  extends  through  the  head,  a 
deflector  attached  to  the  head  and  provided  with 
means  for  changing  the  direction  of  steam  and  for 
directing  it  tangentially  during  the  steam  curing 
operation  whereby  a  high  velocity  circulation  of 
steam  will  be  set  up  that  prevents  condensed 
steam  from  separating  and  collecting  at  the  low- 
est point. 

2.015.071 

COMBINATION  BAG   FILLING  MECHANISM 

Louis  Hirschhom  and  Hans  Irmscher.  New  York, 

N.   Y..  assignors  to  Millie  Patent   Holding  Co. 

Inc.,  New  York,  N.  Y.,  a  corporation   of  New 

York 

Application  June  24.  1932,  Serial  No.  619.061 
3  Claims.     (CI.  221— 107) 

1.  A  measuring  device  comprising  a  rotatable 
member  formed  with  diametrically  spaced  cham- 
bers, a  bar  having  heads  formed  at  the  ends 
thereof  and  mounted  slidably  In  the  chambers, 
means  to  rotate  the  member  into  a  receiving  posi- 
tion, positive  means  to  move  a  head  to  the  outer 
end  of  its  chamber  before  the  said  chamber  is 
positioned  in  its  receiving  position,  means  to  lock 
the  member  in  a  receiving  position,  and  positive 


tive    chamber    remains    in    the    said    receiving 
position. 

2,015.072 
REGULATION  OF  EXPLOSION  TURBINE 
PLANTS 
Hans  Holzwarth,  Dusseldorf,  Germany,  assignor 
to  The  Holzwarth  Gas  Turbine  Co.,  San  Fran- 
cisco, Calif.,  a  corporation  of  Delaware 
Application  December  30,  1931,  Serial  No.  583,880 
In  Germany  January-  2,  1931 
15  Claims.     (CI.  60 — 49) 


1.  The  method  of  regulating  explosion  turbine 
plants  which  include  an  explosion  turbine  hanng 
one  or  more  constant  volume  explosion  chambers, 
a  compressor  for  delivering  compressed  air  to 
said  explosion  chamber  or  chambers,  and  a  ma- 
chine for  driving  said  compressor  mounted  inde- 
pendently of  the  turbine,  said  method  compris- 
ing varying  the  pressure  of  the  air  delivered  by 
the  compressor,  maintaining  unchanged  through- 
out the  range  of  regulation  the  volume  of  charg- 
ing air  delivered  per  unit  of  time  by  said  com- 
pressor, measured  at  the  pressure  and  tempera- 
ture at  which  it  is  delivered  into  the  explosion 
chambers,  by  maintaining  constant  the  cycle  fre- 
quency and  the  number  of  explosion  chambers  in 
operation,  and  varying  the  supply  of  fuel  in  re- 
lation to  the  change  in  the  pressure  of  the  air 
to  keep  substantially  constant  the  ratio  of  fuel 
to  air  in  the  explosive  charges  introduced  into 
the  chambers. 

8.  An  explosion  turbine  plant  comprising  an 
explosion  turbine  including  a  rotor  and  one  or 
more  constant  volume  explosion  chambers  hav- 
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tng  Inlet  and  outlet  valves,  a  compressor  for  deliv- 
ering compressed  air  to  said  explosion  chamber 
or  chambers  mounted  independently  of  said  ex- 
plosion turbine,  mechanism  for  feeding  fuel  into 
said  chambers,  a  timing  device  for  operating  the 
valves  of  said  chambers,  means  for  driving  said 
timing  device  at  uniform  speed  and  thereby  ef- 
fect operation  of  said  chambers  at  constant  cycle 
frequency,  a  machine  for  driving  said  compres- 
sor, means  responsive  to  the  speed  of  the  explo- 
sion turbine,  mechani.sm  controlled  by  said  last- 
mentioned  means  and  associated  with  the  com- 
pressor for  varying  the  pressure  of  the  air  de- 
livered by  the  compressor  while  the  cycle  fre- 
quency and  the  number  of  explosion  chambers 
in  operation  are  maintained  constant  to  keep 
constant  the  volume  of  air  supplied  by  the  com- 
pressor, measured  at  the  pressure  and  tempera- 
ture at  which  It  is  charged  into  the  explosion 
chambers,  and  means  for  regulating  said  fuel 
feeding  mechanism  to  maintain  constant  the 
ratio  of  fuel  to  air  in  the  explosive  charges. 


2,015.073 
PROCESS   OF   HYDRATING   OLEFINES 

George  Frederick  Horsley.  Norton-on-Tees,  Eng- 
land, assignor  to  Imperial  Chemical  Industries 
Limited,  a  corporation  of  Great  Britain 
No  Drawing.  Application  September  26.  1933. 
Serial  No.  691.078.  In  Great  Britain  October 
5    1932 

4  Claims,  id.  260— 156) 
1.  A  process  for  the  catalytic  hydration  of  un- 
saturated hydrocarbons  in  which  a  catalyst  is 
employed  comprising  essentially  a  metaphos- 
phate  of  a  divalent  metal  associated  with  the 
metaphosphate  of  a  trivalent  metal  in  the  ratio 
of  one  molecular  proportlcn  of  divalent  phos- 
phate to  one  to  two  molecular  proportions  of 
trivalent  phosphate. 


2.015.074 

MANUFACTCRE  OF  WELDING  ROD  OR  WIRE 

Owen    L.    Howland,    Maywood,    III.,    assignor,   by 

mesne    assignments,    to    I'na    Welding.    Inc., 

Cleveland,  Ohio,  a  corporation  of  Delaware 

Application  January  24.  1931.  Serial  No.  510,888 

Renewed  November  22.  1934 

15  Claims.     (CI.  219 — 8) 


11.  The  method  of  makmg  welding  wire,  con- 
sisting of  applying  a  coating  of  flux  to  a  rod,  then 
removing  portions  of  the  flux  from  a  plurality 
of  clearly  defined  zones  therealong  to  provide 
zones  for  electrical  contact  extending  therealong. 


2.015.075 

CONTINUOUS  MOTION  RECEPTACLE  FOR.M- 

ING  AND  FILLING  MACHINE 

Walter  M.  Ingram.  New  York.  N.  Y.,  assignor  to 

MiUie  Patent  Holding  Co.  Inc.,  New  York,  N.  Y., 

a  corporation  of  New  York 

Application  May  17.  1933.  Serial  No.  671,555 
15  Claims.     (CI.  226— 56  i 

1.  A   receptacle  forming  device   comprising  a 
carrier,  means  to  move   the  carrier,  receptacle 


supporting  means  on  the  carrier,  means  to  sup- 
ply material  to  the  supporting  means,  a  sewing 
machine  through   whicli  the  supporting   means 


'[■^■i-i]l-~ 


moves  the  material  to  form  a  reseptacle,  and 
means  on  the  supporting  means  to  evert  and 
fill  the  receptacle. 


2.015,076 

CENTRIFUGAL   SEPARATOR 

Jean  Loumiet  et  Lavigne,  Playa  de  la  Teja, 

Itabo,  Cuba 

Application  October  10,   1933,  Serial  No.  692,947 

in  (  uba  April  25,  1933 

6  Claims.     (CL  183—82) 


1.  In  an  apparatus  for  separating  entrained 
liquid  from  a  gas,  in  combination,  a  spiral  coll 
through  which  the  mixed  fluids  may  be  propelled 
to  develop  a  centrifugal  separating  component, 
said  roll  being  of  non-cirrular  cross  section  and 
provided  at  the  lower  outer  side  thereof  with  a 
trough  toward  which  the  entire  outer  wall  slopes 
in  a  downward  and  outward  direction. 


2,015,077 
ESTERS  OF  HIGHER  ALIPHATIC  ALCOHOLS 
Walter  E.  Lawson,  Wilmington.  Del.,  assignor  to 
E,   I.  du  Pont  de  Nemours   &   Company,  Wil- 
mington. Del.,  a  corporation  of  Delaware 
No  Drawing.    .Application  October  14.  1932, 
Serial  No.  637.781 
9  Claims.     iCl.  260— 103) 
1.  A  neutral   polycarboxylic   acid   ester  of  an 
alcohol  having  at  least  six  carbon  atoms,  .said  alco- 
hol being  obtainable  from  the  catalytic  hydroge- 
natlon  of  carbon  oxides  and  being  taken  from 
the  class  consi.stinK  of  2.4.dimethyl-l-pentanol.  4- 
methyl-1-hexanol.      2,4,dlmethyl-l-hexanol.      5- 
methyl-1-heptannl.   4.6  dimethyl-1-heptanol,   2,6, 
dlmethyl-1-octanol.  2,4,6.trimethyl-l-octanol,  2- 
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ethyl-4-6-dlmethyl-l-octanol,  2,4,6,trimethyl-l- 
decanol,  2.4,6,8,tetramethyl-l-decanol.  2-methyl- 
1-pentanol.  3-methyl  -  2  -  hexanol,  3-methyl-2- 
heptanol.  5-methyl-3-octanol,  and  3-ethyl-2- 
nonanol. 


2,015.078 
COATING  COMPOSITION 
Walter  E.  Lawson,  Wilmington,  Del.,  assignor  to 
E.  I.  du  Pont  de  Nemours   &   Company,  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  October  14,  1932, 
Serial  No.  637,782 
17  Claims.     (CL  134—79) 
1.  A  composition  containing  a  cellulose  deriva- 
tive, and  a  carboxylic  acid  ester  of  a  branched 
carbon   open   chain   primary   alcohol   having   at 
least  six  carbon  atoms,  said  alcohol  being  taken 
from    the    class    consisting    of    2,4-dimethyl-l- 
pentanol,     4-methyl-l-hexanol,     2,4-dimethyl-l- 
hexanol,     5-methyl-l-heptanol.    4,6-dlmethyl-l- 
heptanol,   2,6-dimethyl-l-octanol,   2,4,6-trimeth- 
yl  -1-  octanol.      2-ethyl-4-6-dimethyl  -1-  octanol, 
2.4,6-trlmethyl-l-decanol.    2,4.6,8-tetramethyl-l- 
decanol,  and  2-methyl-l-pentanol. 


2,015,079 
FOUTIING   SPOUT  ATTACHMENT  FOR  CANS 

Charles    F.    Lindeburg.    Upper    Montclair,   N.   J., 
assignor  to  American  Can  Company.  New  York, 
N.  Y..  a  corporation  of  New  Jersey 
AppUcation  January  31,  1934,  Serial  No.  709,132 
11  CUims.     (CL  221—23) 


/7 


^ ' 


1.  A  pouring  spout  attachment  for  a  can  com- 
prising an  expansible  band  to  encircle  the  side 
walls  of  a  can,  a  spout  pivotally  mounted  on  said 
band  and  adapted  to  pierce  the  end  wall  of  the 
can.  and  means  actuated  upon  movement  of  said 
spout  in  the  direction  to  pierce  the  can,  for  con- 
tracting said  expansible  band  into  gripping  en- 
gagement with  the  can. 


2.015.080 
SULPHUR  REMOVAL  FROM  HYDROCARBON 

OILS 
William  M.  Mallsoff,  Philadelphia.  Pa.,  assignor 
to    The    Atlantic    Refining    Company,    Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
Application  December  9.  1930.  Serial  No.  501,039 
12  Claims.     (CL  196— 27) 
1.  In  a  process  for  removing  sulphur  from  hy- 
drocarbon oils,  the  step  which  comprises  contact- 

458  O.  O. 


ing   the  sulphur-containing  oil  with  aluminum 
sulphide,  said  contact  being  effected  at  a  tem- 


*c>. 


-j3 


perature  above  300°  C.  and  in  the  absence  of  hy- 
drogen introduced  from  an  extraneous  source. 


2,015.081 

HOSE  COUPLING 

Robert  D.  McElhany  and  James  Borrowman, 

Beacon.  N.  Y. 

Application  June  1.  1933,  Serial  No.  673.809 

16  Claims.     (CL  285 — 84) 


1.  A  coupling  of  the  character  described  com- 
prising a  rigid  outer  tubular  member,  a  rigid  in- 
ner tubular  member,  and  a  deformable  tubular 
member  on  said  rigid  inner  member  adapted  to 
receive  the  end  of  a  hose;  said  deformable  mem- 
ber, when  annularly  expanded,  serving  to  press 
the  portion  of  the  hose  thereon  against  said  outer 
tubular  member  to  effect  a  fluid  tight  joint  be- 
tween the  parts. 


2.015,082 
ELECTRIC   WAVE   TRANSLATING    SYSTEM 
Stanley  T.  Meyers.  East  Orange,  N.  J.,  assignor  to 
Bell     Telephone     Laboratories.     Incorporated, 
New  York,  N.  Y.,  a  corporation  of  New  York 
Application  December  31.  1930.  Serial  No.  505,802 
Renewed  December  14.  1933 
6  Claims.     (CI.  179—171) 
1.  A  circuit  comprising  a  vacuum  tube  device, 
means  for  transmitting   to   said   device   funda- 
mental   waves    which    produce    distortion    com- 
ponents in  said  device,  a  vacuum  tube  amplifier 
for   transmitting    the   fundamental   waves   sub- 
stantially without   distortion   and   opposing   the 
waves  so  transmitted  against  waves  transmitted 
through  said  device,  said  amplifier  having  such 
transmission  efficiency  and  phase  shift  that  the 
fundamental    waves    transmitted    therethrough 
neutralize  the  fundamental  component  of  the  op- 
posed distorted  waves  from  said  device  and  there- 
by yield  the  distortion  components  without  fun- 
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damental   waves,  and  means  for  cau?ing  these 
isolated    distortion    components    to    reduce    the 


ifrl!  vXl-J  ^Y^  r^  rr^T^ 


amplitude  of  distortion  components  delivered  by 

said  circuit. 


2.015.083 
SYNTHETIC   RESIN    AND   METHOD   OF 
PREPARING    THE    SAME 
William  Henry  Moss.  Cumberland.  Md.,  assignor 
to  Celanese  Corporation  of  America,  a  corpora- 
tion of  Delaware 

No  Drawing.     Application  November  7,  1929, 
Serial  No.  405.536 
3  Claims.      iCl.  260 — 2) 
1.  Method    of    preparing    a    synthetic    resin 
which    comprises    reacting    approximately    four 
molecular  proportions  of  acetone  with  approxi- 
mately one  molecular  proportion  of  resorcin  in  the 
presence  of  a  relatively  large  amount  of  strong 
acid  as  catalyst  at  a  temperature  of  about  50'  C. 
to   produce  a  liquid  condensation  product,  and 
heating  said  product  at  60'  to  70'  C.  for  at  least 
one  hour. 


2,015.084 

STRUCTURAL  UNIT   WITH    VEINED 

SURF.ACE 

Walter   McQuade.   Port   Washington.   N.   Y.,   as- 
si«rnor    to    Johns-Manville    Corporation,    New 
York.  N.  Y.,  a  corporation  of  New  York 
Application  May  7.  1932.  Serial  No.  609.851 
4  Claims.     iCl.  108—8) 


JO- 


1.  A  rigid  structural  unit  comprising  a  matrix 
and  colored  particles  embedded  therein,  the  said 
particles  bemg  more  concentrated  in  certain  elon- 
gated areas  than  in  other  parts  of  the  unit  and  the 
said  areas  being  of  lesser  width  than  the  interven- 
ing areas  and  being  adapted  to  facilitate  drain- 
age. 


2,015.085 

METHOD  OF  THERMOLIZING  CARBONIZ- 

ABLE   MATERIALS 

Alfred  Oberle.  Washinsrton.  D.  C. 

Application  May  14.  1930.  Serial  No.  452.482 

10  Claims.  (CI.  202 — 18) 
1.  A  method  of  thermolizing  solid  carbonizable 
material  which  comprises  passing  a  stream  of  in- 
timately admixed  solid  carbonizable  material  and 
hot  liquid  metal  through  a  thermolizing  zone, 
withdrawing  said  stream  of  intimately  admixed 
material  and  hot  liquid  metal  from  the  thermoliz- 
ing zone  and  introducing  said  admixed  stream  of 


material  and  hot  liquid  metal  into  an  enlarged 


zone,  and  recovering  coke  and  volatile  by-prod- 
ucts. 


2.015,086 
PRINTING  MACHINE  FOR  TUBULAR 
BODIES 
Horace   J.   Paynter.    Maplewood,    and   .Arthur   E. 
Bumpus,  Union.   N.  J.,  assif^nors  to  American 
Can  Company.  New  York.  N.  Y.,  a  corporation 
of  New  Jersey 

Application  May  27.  1929.  Serial  No.  366.114 
25  Claims.     (CI.  101—38) 


^j 


1.  An  apparatus  for  printing  tubular  container 
bodies  comprising  in  combination,  a  supporting 
frame,  a  chuck  frame,  a  sleeve  carried  by  said 
chuck  frame,  an  expanding  chuck  carried  by  said 
sleeve  and  adapted  to  engage  the  inside  of  a  con- 
tainer body,  said  chuck  frame  being  hinged  on  a 
line  parallel  with  the  axis  of  said  chuck,  printing 
means  positioned  adjacent  said  chuck  and 
adapted  to  transfer  a  printing  design  to  a  con- 
tainer body  held  on  the  chuck,  and  means  for 
moving  the  chuck  frame  on  its  hinged  connection 
to  position  said  container  body  into 
engagement  with  the  printing  means 


printing 


2.015.087 
WIRE  CLOTH  SUPPORTING  AND 
ATTACHING   MEANS 
Harold   Robert  Rafton,  Andover.  Ma-ss..  assif^nor 
to  Rafton  Enffineerinu  Corporation,  a  corpora- 
tion of  Massachusetts 
Application  November  3.  1932.  .Serial  No.  641  056 
12  Claims.     (CI.  209 — 403) 
1.  In  a  vibratory  screening  device,  a  substan- 
tially planiform  screening  element,  an  attach- 
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ment  therefor  spaced  from  the  screening  area  of 
said  scieening  element  and  elastic  means  flex- 
ibly connected  to  said  screening  element  with  ex- 
tension therebeyond,  said  extension  forming  the 


»^ 


/o 


^ 


sole  connection  between  said  attachment  and  an 
edge  portion  of  said  screening  element,  said 
screening  element  terminating  in  spaced  relation 
to  said  attachment  and  relatively  movable  with 
respect  thereto. 


2,015.088 

POLYBASIC   ACID   ESTER  OF   HIGHER 

.ALCOHOLS 

Ebenezer  Emmet  Reid,  Baltimore.  Md.,  assig^nor 
to  E.  I.  du  Pont  de  Nemours  &  Company,  Wil- 
mingrton,  Del.,  a  corporation  of  Delaware 
No  Drawing.    .Application  October  14,  1932, 
Serial  No.  637,784 
11  Claims.     (CI.  260—103) 
1.  A  mixture  of  poly -carboxy lie  acid  esters  con- 
taining the  following  nucleus: 


COORi 


(CODY), 

in  which  R  is  a  polyvalent  radical,  Ri  is  a  satu- 
rated branched  carbon  open-chain  primary  alkyl 
radical  containing  at  least  six  carbon  atoms,  Y  is 
hydrogen  or  a  hydrocarbon  radical  and  x  is  at 
least  one,  said  mixed  esters  being  prepared  from  a 
mixture  containing  largely  primary  branch  chain 
alcohols  of  six  to  fourteen  carbon  atoms. 


2.015.089 

FISH  CANNING   MACHINE 

Walter  E.  Rooney,  Bellingham.  Wash.,  assignor  to 

American  Can   Company,  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  April  16,  1932.  Serial  No.  605,716 

17  Claims.     (CI.  226—101) 


Q^) 


1.  In  a  fish  canning  machine,  the  combination, 
of  a  horizontal  feeding  tunnel  having,  a  fixed 
outer  part  provided  with  a  discharge  opening  at 
one  end  and  an  oscillatory  part  having  a  floor 
for  supporting  the  fish,  a  turret  having  a  vertical 
axis  and  rotatively  disposed  adjacent  the  dis- 
charge end  of  said  tunnel,  a  plurality  of  measuring 
chambers  carried  by  said  turret,  means  for  bodily 
moving  the  oscillatory  part  of  said  turmel  in  time 
with  the  movement  of  a  measuring  chamber  to 
position  its  discharge  opening  in  registration  with 
a  said  measuring  chamber,  and  instrumentalities 
carried  on  said  tunnel  for  advancing  cut  fish 
through  said  tunnel  and  out  of  5aid  discharge 
opening  and  into  said  measuring  chamber  while 
the  tunnel  opening  and  the  chamber  are  in  reg- 
istration. 


2,015,090 
MANUFACTURE  OF  SHOE  UPPERS 

Harold  L.  Sawyer.  Lynn,  Mass.,  assignor  to  United 
Shoe  Machinery  Corporation,  Paterson,  N.  J., 
a  corporation  of  New  Jersey 
Application  June  12.  1933.  Serial  No.  675,375 
13  Claims.     (CI.  12—146) 


3Z      3« 


1.  That  improvement  in  methods  of  preparing 
a  closed  shoe  upper  for  the  operation  of  as- 
sembly upon  its  last  which  consists  in  imparting 
to  the  forepart  of  a  lined  shoe  upper  having  in- 
active cement  between  the  layers  of  the  upper 
a  shape  approximating  that  which  it  is  to  have 
in  the  completed  shoe,  and  subjecting  the  upper 
while  so  shaped  to  heat  and  pressure  thereby 
activating  the  cement  and  securing  the  lining 
and  upper  together. 


2,015,091 
MAGNETO 
Malcolm  E.  Spohn.  Sidney,  N.  Y.,  assignor  to  The 
Spohn  Corporation,  Norwich,  N.  Y.,  a  corpora- 
tion of  Delaware 
Application  August  14.  1934.  Serial  No.  739,728 
18  Claims.     (CI.  171—252) 
_r 


8.  A  squirrel-cage-like  rotor  for  a  magneto 
comprising  a  plurality  of  rod-like  permanent 
magnets  uniformly  spaced  about  and  substan- 
tially parallel  to  the  axis  of  the  rotor  and  ar- 
ranged with  their  like  poles  at  the  same  end  of 
the  rotor,  rings  of  magnetic  material  connect- 
ing said  magnets  at  their  respective  polar  ends, 
a  bearing-engaging  central  structure  and  non- 
magnetic material  connecting  said  magnets  with 
said  central  structure. 


2.015.092 
SANITARY  WASHABLE  FLY  SWATTER 

Carl  E.  Turnquist.  San  Gabriel.  Calif. 

Application  May  15,  1933,  Serial  No.  671.083 

6  Claims.     (CL  43— 137) 

1.  In  a  fly  swatter,  a  swatter  body  composed  of 
layers  of  flexible  material,  a  cover  of  washable 
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material   surrounding   said   material,  peripheral 
means  for  distending  said  body,  means  internally 


of  said  cover  for  adding  to  the  rigidity  and 
flexibility  of  said  body,  and  meaas  connected  to 
said  body  for  manipulating  said  swatter. 


2.015.093 

IRONING  DEVICE 

Edward  Walker  and  Harry  Crickler.  Santa  Ana, 

Calif.;  said  Crickler  assigmor  to  said  Walker 

AppUcation  March  19,  1934,  Serial  No,  716,284 

15  Claims.     (CI.  68— 9) 


1.  Tn  an  Ironing  device  for  flat  work  pieces, 
means  forming  a  supporting  surface  upon  which 
a  work  piece  to  be  ironed  may  be  placed,  and 
means  for  feeding  flat  work  pieces  to  said  sup- 
porting surface  with  transverse  center  lines  of 
said  work  pieces  aligned  with  predetermined 
transverse  center  lines  of  said  supporting  sur- 
face. 


2.015,094 
PRODUCTION  OF  KETONES 
James  William  Woolcock,  Mannheim -Kaefcrtal, 
Germany,  amirnor  to  Imperial   Chemical  In- 
dustries Limited,  a  corporation  of  Great  Britain 
No  Drawinir.     AppUcation  Aamst  2,  1933.  Serial 
No.  683,320.    In  Great  BriUin  June  14,  1929 

1  Claim.  (CI.  260—134) 
The  process  which  comprises  jmssing  an  iso- 
propanol -water  binary  constant-boiling  mixture 
together  with  air  in  the  proportion  of  about  63.5 
grams  of  said  Isopropanol -water  mixture  to  about 
1.78  cubic  feet  of  air.  through  a  metallic  silver 
catalyst  consisting  of  a  multiple  number  of  pieces 
of  silver  gauze  at  a  temperature  of  about  656'  C. 
and  recovering  the  acetone  formed. 


2.015.095 
JAIL  LOCK   AND  THE  LIKE 

Folger  Adam,  Joliet,  111. 

Application  July  15.  1932.  Serial  No.  622,794 

Renewed  February  20,  1935 

18  Claims.     (CI.  189—8) 

''-ii' 


1.  In  a  device  of  the  clasi  described  the  com- 
bination of  a  slidable  gate,  a  ratchet  bar  con- 
nected thereto  and  provided  with  ratchet  teeth, 
means  for  successively  engaging  the  teeth  as  the 
gate  is  closed,  a  travel  bar  connected  to  said 
ratchet  bar  and  having  a  supporting  surface,  a 
vertically  movable  locking  bar  provided  with 
latch  openings,  latches  on  the  gate  adapted  to 
enter  the  openings  of  the  locking  bar  when  said 
bar  is  raised,  a  supporting  element  connected  to 
the  locking  bar  and  travelling  on  the  travel  bar. 
the  travel  bar  being  so  related  to  the  sliding 
movement  of  the  gate  that  during  the  closing 
operation  the  locking  bar  is  raised  to  bring  the 
latch  openings  thereof  into  registry  with  the 
latches  on  the  gate,  and  the  travel  bar  being  so 
formed  as  to  permit  return  downward  of  the 
locking  bar  when  the  gate  is  fully  closed  with 
the  latches  extending  through  the  openings  of 
the  locking  bar.  substantially  as  described. 


2.015.096 

TRANSMISSION   MECHANISM 

Emll  Anderson,  Briarcliff  Manor.  N.  Y. 

Application  October  9.  1931.  Serial  No.  567.840 

26  Claims.     (CI.  74— 337) 


26  In  combination,  a  driven  shaft,  a  rotatable 
clutch  control  ring  mounted  on  said  shaft,  torque 
responsive  means  coacting  between  said  driven 
shaft  and  ring  to  move  the  ring  to  a  plurality  of 
positions  circumferentially  on  said  shaft,  a  plu- 
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rality  of  drive  elements  arranged  to  be  clutched 
to  said  driven  shaft  in  various  positions  of  said 
clutch  ring  on  the  driven  shaft,  and  selective 
means  controlled  by  said  ring  and  disposed  be- 
tween the  driven  shaft  and  drive  elements  for 
clutching  said  parts  together. 


2.015,097 
METHOD   AND   .^PPARATLS   FOR   SHAPING 

EDIBLE    PRODUCTS 
Harvey    T.    Bowman    and    John    Albert    Buser, 
Lebanon.  Pa.,  assignors  to  Mitre  Box  Corpora- 
tion,   Lebanon,    Pa.,    a   corporation    of    Penn- 
sylvania 
Application  March  13,  1933,  Serial  No.  660,450 
5  Claims.     (CI.  107—19) 


1  A  form  for  shaping  baked  products  compris- 
ing a  base  frame,  said  frame  including  a  top  wall 
and  supporting  side  walls  adapted  to  rest  on  the 
baking  surface,  said  top  wall  having  an  opening 
therein  shaped  to  resemble  the  contour  of  the 
product  to  be  formed,  and  a  strip  of  material 
removably  positioned  within  said  opening  and 
providing  a  retaining  wall  within  which  the  prod- 
uct is  baked. 

2,015.098 

COVER  FOR  FIREARM  SIGHTS 

Frank  F.  Burton.  Mount  Carmel.  Conn.,  assignor 

to  Winchester  Repeating  Arms  Company.  New 

Haven.  Conn.,  a  corporation  of  Maryland 

Application  October  16.  1933.  Serial  No.  693,751 

3  Claims.     (CI.  33 — 47) 


ty  *T3 


1.  The  combination  with  a  sight-supporting 
fire-arm-member  having  a  pair  of  complementary 
spaced-apart  coupling-grooves,  one  at  least  of 
which  has  a  retaining-recess  intersecting  it;  of 
a  resilient  sight-cover  of  substantially  U-shaped 
form  in  cross-section,  the  respective  opposed  ter- 
minal edges  of  which  are  adapted  to  enter  the 
said  coupling-grooves  to  stabilize  the  sight-cover 
on  said  firearm-member;  and  a  retaining-projec- 
tion  rigid  with  and  extending  from  at  least  one 
of  the  said  terminal  edges  of  the  said  sight -cover 
for  entry  into  and  yielding  retention  in  said  re- 
taining-recess by  the  resiliency  of  the  sight- 
cover  itself  to  yieldingly  hold  the  sight-cover  In 
place. 


2.015.099 

PURIFICATION  OF  MALE  SEXUAL  HORMONE 

PREPARATIONS 

Adolf  Butenandt,  Gottingen.  Germany,  assignor 

to  Schering-Kahlbaum  A.  G..  Berlin,  Germany 

No  Drawing.    Application  October  18.  1932.  Serial 

No.  638,390.    In  Germany  October  23,  1931 

5  Claims.  (CI.  167—74) 
1.  In  the  process  of  purifying  preparations  con- 
taining the  male  germinal  gland  hormone,  the 
steps  comprising  treating  such  preparations  with 
a  solution  of  hydrochloric  acid  in  absolute  alcohol 
removing  the  acid,  adding  benzene,  adding  to  the 
benzene  solution  a  water  immiscible,  saturated, 
low-boiling,  liquid  hydrocarbon  of  the  aliphatic 
and  cyclo-aliphatic  series  in  excess,  removing  the 
precipitate  and  extracting  the  solution  with  a 
dilute  organic  solvent. 


2,015.100 

FREIGHT    HANDLING    DE^^CE 

Harold  A.  Cederstrom.  Minneapolis.  Minn. 

Application  June  6.  1935,  Serial  No.  25.252 

20  Claims.     (CI.  280 — 33.1) 


1,  A  freight  carrying  trailer  having  in  combi- 
nation a  frame,  a  pair  of  wheels  connected  to  said 
frame  for  extension  downwardly  and  for  retrac- 
tion upwardly  relative  thereto,  a  support  con- 
nected to  said  frame  in  longitudinally  spaced  re- 
lation from  said  wheels  for  extension  downward- 
ly and  for  retraction  upwardly  relative  to  the 
frame,  a  hitch  connection  mounted  on  said  frame 
and  means  for  extending  and  retracting  said 
wheels  and  said  support  relative  to  said  frame. 


2,015.101 

TERMINAL  FIXTURE  APERTURE 

INDICATOR 

Edna  W^  Dieckmann.  Orange.  N.  J. 

Application  August  16.  1933,  Serial  No.  685,317 

1  Claim.     (CI.  173 — 343) 


aro' 


In  combination  with  an  electrical  fixture  hav- 
ing aligned  parallelly  extending  apertures  formed 
therein  for  reception  of  complemental  members, 
means  for  indicating  a  definite  angle  at  which  the 
apertures  are  placed  comprising  a  strip  having 
tapering  ends  and  outwardly  fiared  middle  of  a 
color  contrasting  to  the  fixture,  said  strip  being 
adapted  to  have  a  linear  geometrically  shap>ed 
form,  an  enlargement  on  said  strip,  said  enlarge- 
ment passing  thru  the  center  lines  of  said  aper- 
tures, said  strip  extending  parallel  to  said  aper- 
tures between  the  latter  and  said  strip  being  iri- 
descent or  luminous. 
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2.015,102 

TUNNEL   LINING 

David  Cuff  Doig:,  Whetstone.   London.   Eneland, 

assignor    to    Sika-Francois    Limited.    London, 

England 

AppUcatlon  February  5,  1934.  Serial  No.  709.833 

In  Great  Britain  February  11,  1933 

13  Claims.     (CL  61 — 45) 


/0» 


3.  Means  for  diverting  and  removing  water  en- 
tering through  the  joints  between  the  inwardly- 
directed  abutting  flanges  of  tunnel  and  like  sec- 
tional linings,  said  means  comprising  impervious 
filling  material  laid  against  each  lining  section 
between  the  flanges  thereof  and  extended  beyond 
said  flanges  so  as  to  leave  recesses  in  which  said 
joints  lie.  a  layer  of  facing  material  bridging  said 
recesses  so  as  to  form  thereof  channels  open  to 
said  joints,  and  channel  section  metal  strips  lining 
said  recesses  and  bridging  said  channels. 


2,015.103 
PROCESS   OF   TREATING    F.^BRICS   AND 
PRODUCT   THEREOF 
Camille  Dreyfus.  New  York,  N.  Y.,  and  William 
Whitehead,  Cumberland,  Md..  assiimor«  to  Cela- 
nese  Corporation  of  America,  a  corporation  of 
Delaware 

No  Drawing.     Application  November  7.  1931, 
Serial  No.  573,719 
6  Claims.     (CI.  91—68) 
1.  Method  of   improving   the  wearing  proper- 
ties of  a  textile  fabric  containing  yarns  of  an  or- 
ganic derivative  of  cellulose  while  retainmg  its 
textile   character   and   the   individuality   of    the 
yarns,  which  comprises  impregnating  said  fabric 
with  a  solution  of  a  partially  polymerized  vinyl 
compound  having  a  concentration  of  0.5  to  5% 
in  a  solvent  therefor,  the  fabric  retaining  0.25  to 
5.0%  of  its  weight  of  the  vinyl  compound. 


2.015.104 

MANUF.ACTURE     OF     ORGANIC     Sl^STITU- 

TION   DERIVATIVES   OF   CELLULOSE 

Henry  Dreyfus,  London,  England 

No    Drawing.     .Application    November    12.    1930. 

Serial  No.  495.137.    In  Great  Britain  December 

2    1929 

15  Claims.     (CI.  260—101) 
1.  Process  for  the  production  of  new  cellulose 
derivatives,    which    comprises   treating    cellulose 
with    halogen    containing     substitution     agents 
which  contain  the  radicle 

-C     C  :  N 


2,015,105 

HYDRATION  OF  OLEFINES 
Henry  Dreyfus,  London,  England 
No  Drawing.    Application  October  17,  1932,  Serial 
No.   638,180.     In   Great  Britain   November   2. 
1931 

12  Claims.     (CI.  260—156) 
1.  Process  for  the  manufacture  of  hydration 
products  of  oleflnes,  which  comprises   bringing 


an  oleflne  Into  contact  simultaneously  with  an 
acid  selected  from  the  group  which  consists  of 
mineral  acids  of  low  volatility  and  acid  organic 
derivatives  thereof,  and  with  an  ester  of  a  mineral 
acid  of  low  volatility  with  an  alcohol  containing  a 
plurality  of  hydroxyl  groups. 


2,015,106 
SAFETY   STOP  MECHANISM  FOR  KNITTING 

MACHINES 

Gustav   Gastrich,   Wyomissing.    Pa.,   assignor   to 

Textile    Machine    Works.    Wyomissing.    Pa,,    a 

corporation  of  Pennsylvania 

Application  December  5.  19.30,  Serial  No.  500.246 

15  Claims.     (CI.  66— 157) 


15.  A  knitting  machine  comprising  actuating 
means,  a  plursility  of  members  normally  actuated 
by  said  means  in  given  time  relation  to  each  other, 
electro-responsive  means  for  controlling  the  op- 
eration of  said  members,  and  means  including 
elements  carried  by  said  members,  respectively, 
and  responsive  to  variation  of  said  time  relation 
for  controlling  the  circuit  of  the  electro-respon- 
sive means  in  response  to  variation  in  the  time- 
related  actuation  of  said  members. 


2.015.107 
POWER  TRANSMISSION 
Otto   W.   Greene,   Elyria.   Ohio,  assignor  to   The 
Guardianair  Corporation.  Elyria.  Ohio,  a  cor- 
poration of  Ohio 

Application  March  7,  1931,  Serial  No.  520,872 
32  Claims.     (CL  74—245) 


1.  In  an  endless  belt  type  transmission  device, 
a  belt  composed  of  a  plurality  of  parallel  bands  of 
resilient  metal  disposed  adjacent  to  each  other 
transversely  of  the  belt,  a  plurality  of  teeth  dis- 
posed on  the  Inside  of  the  belt  in  spaced  relation 
longitudinally,  the  teeth  comprising  each  a  plu- 
rality of  outwardly  divergent  pockets  spaced 
transversely  of  the  belt  and  dispo.sed  respectively 
under  the  bands,  alternate  teeth  longitudinally 
of  the  belt  being  secured  to  alternate  bands  trans- 
versely of  the  belt  by  longitudinally  spaced  loops 
permanently  formed  In  the  bands  projected  in- 
wardly into  the  pockets  and  pins  projected 
through  the  closed  ends  of  the  loops. 
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2,015,108 
AXLE   DRIVE  LUBRICATING  MEANS 
George  W.  Harper,  Cleveland,  Ohio,  assignor  to 
The  Columbia  Axle  Company,  Cleveland,  Ohio, 
a  corporation  of  Ohio 

Application  June  9,  1932,  Serial  No.  616,193 
21  CUims.     (CL  184—11) 


1.  In  combination  with  an  axle  drive  gearing 
mechanism  of  the  type  comprising  an  outer  sta- 
tionary housing  and  an  inner  rotatable  housing 
supported  on  and  driven  by  a  ring  gear  and  con- 
taining power  transmitting  mechanism  includ- 
ing a  difTerentlal  gear  mechanism,  a  supply  of 
fluid  lubricant  in  the  outer  housing  adapted  to 
be  raised  to  an  elevation  above  normal  by  the 
rotation  of  external  portions  of  the  inner  housing 
therethrough,  a  collecting  device  on  the  inner 
wall  of  the  outer  housing  for  collecting  lubricant 
from  the  rotary  inner  housing  and  comprising 
a  lubricant  gravity  flow  outlet,  a  stationary  re- 
ceptacle supported  by  the  main  housing  and  dis- 
posed to  receive  lubricant  from  the  outlet,  and 
conducting  means  for  conducting  lubricant  from 
the  receptacle  by  gravity  to  the  interior  of  the  in- 
ner housing  at  a  point  relatively  near  its  rota- 
tional axis,  whereby  the  lubricant  may  flow  Into 
the  inner  housing,  the  Inner  housing  being  rotat- 
able relative  to  the  mechanism  enclosed  therein 
and  formed  to  cause  lubricant  flowing  thereinto 
to  accumulate  by  centrifugal  force  upon  inner 
wall  portions  thereof  to  a  predetermined  depth  at 
which  the  gear  mechanism  therein  may  sweep 
therethrough  and  be  lubricated  thereby,  and  the 
inner  housing  having  an  outlet  through  which 
lubricant  above  the  predetermined  level  may  flow 
out  of  the  inner  housing  and  back  into  the  outer 
housing.  

2.015.109 

TOOL 

Roy  Wilson  Hays.  South  Bend.  Ind. 

Application  November  20.  1933,  Serial  No.  698,847 

5  Claims.     (CI.  97—227) 


the  blades  are  separated  to  a  position  in  which 
the  edges  of  the  blades  are  adjacent  to  each  other 
and  in  which  the  blades  form  a  pocket  between 
them,  a  rod  to  which  said  blades  are  secured,  a 
handle  for  said  rod,  and  means  for  holding  said 
movable  blade  selectively  in  either  its  separated 
or  its  adjacent  position,  said  means  comprising  a 
wire  connected  to  said  movable  blade  and  extend- 
ing to  a  point  adjacent  to  said  handle. 

2,015.110 
METHOD  FOR  CRACKING  OIL  WITH  ACCU- 
MULATION UNDER  PRESSURE 
Charles  A.  Hillman,  East  Orange,  N.  J.,  assignor 
to  Standard  Oil  Development  Company 
Application  April  20,  1931,  Serial  No.  531,312 
2  Claims.     (CI.  196—48) 

13 


1.  An  implement  of  the  character  described 
comprising  a  relatively  fixed  blade,  a  relatively 
movable  blade  movable  from  a  position  in  which 


1.  In  the  cracking  of  naphtha  the  improve- 
ment which  comprises  supplying  the  naphtha  in 
the  preheated  condition  to  an  accumulating  zone, 
passing  a  portion  of  condensed  cracked  oil  va- 
pors thereinto  from  a  fractionating  zone,  with- 
drawing oil  from  the  accumulating  zone  and  pass- 
ing it  through  an  elongated  narrow  heating  zone 
where  it  is  heated  to  cracking  temperature,  di- 
gesting the  heated  oil  in  an  enlarged  digesting 
zone  while  maintaining  the  heating  and  digesting 
zones  under  high  pressure,  passing  the  hot  fluid 
from  the  digesting  zone  into  a  tar  separating 
zone,  separately  removing  liquid  tar  and  oil  va- 
pors from  the  separating  zone  and  fractionating 
the  removed  oil  vapors  in  said  fractionating  zone 
to  obtain  a  condensate  and  a  vapor,  condensing 
the  vapor  in  a  condensing  zone,  and  maintaining 
a  substantially  higher  pressure  in  the  accumulat- 
ing zone  than  in  the  fractionating  zone. 

2,015,111 
APPARATUS   FOR   EXTRn)ING   METALS 

Conrad  C.  Jacobson,  Glen  Ridge,  N.  J.,  assignor  to 
John  Robertson  Co.,  Inc.,  Brooklyn,  N.  Y.,  a 
corporation  of  New  York 

Application  February  16,  1934,  Serial  No.  711.466 
6  Claims.     (CL  22—79) 


1.  A  device  of  the  character  described,  compris- 
ing a  source  of  molten  metal,  a  source  of  non- 
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oxidizing  gas  and  a  delivery  chute  having  at  Its 
discharge  end  a  spaced  encircling  sleeve  provid- 
ing a  discharge  nozzle  for  the  chute  with  con- 
centric bores,  said  chute  having  connections  with 
both  the  source  of  molten  metal  and  ihe  source 
of  non-oxidizing  gas,  said  latter  connection  being 
such  that  gas  may  be  supplied  and  discharged 
from  either  of  the  concentric  bores  of  the  nozzle. 

2,015.112 

APPARATUS   FOR  MULTIPLE   METER 

FNSTALLATION 

Ernest  G.  Johansson,  Watertown,  Mass.,  assignor 
to  The  Palmer  Electric  Sc  Manufacturing  Co., 
Waltham,  Mass.,  a  corporation  of  Massachu- 
setts 

Application  November  12.  1934,  Serial  No.  752.668 
2  CUims.      (CI.  247—2) 


1.  In  a  trough  for  insulated  service  wires,  for 
use  with  a  cover  with  a  plurality  of  openings  large 
enough  to  permit  free  access  to  service  wires 
therein  and  having  electrical  apparatus  including 
wire-clamping  terminals  removably  mounted  in 
each  said  opening  in  a  predetermined  location, 
means  including  indicia  permanently  associated 
with  said  trough  as  a  part  of  the  manufacturing 
operation  for  indicating,  when  said  apparatus  is 
not  in  said  predetermined  location  in  said  trough, 
the  portions  of  Insulation  to  be  stripped  from  said 
wires  so  that  the  stripped  portions  register  with 
said  terminals  when  replaced  in  said  predeter- 
mined location  in  said  trough. 

2,015.113 
LINGERIE  CLASP 
Samuel  C.  Johnson.  Wolf  Summit,  W.  Va.,   as- 
signor   to    Flora    E.    Johnson.    Wolf    Summit, 
W.  Va. 
Application  January  29.  1934.  Serial  No.  708.787 
3  Claims.     (CI.  24—73) 


1.  A  garment  clasp  comprising  a  fabric  portion 
and  a  clasping  element  made  of  resilient  wire, 
said  wire  having  a  coiled  base  portion  which  is 
attached  loosely  by  a  loop  formed  in  said  fabric 
portion  and  a  clasping  arm  extending  from  each 
end  of  said  coiled  portion,  thus  permitting  said 
arms  to  assume  a  recumbent  position  after  the 
clasp  has  been  attached  to  the  part  to  be  held 
in  place  thereby. 

2.015.114 
BOLDING    STRUCTUTRE 

George  D.  Kellogg.  Pelham  Manor,  N.  Y.,  assignor 
to  Johns- Manville  Corporation.  New  York. 
N.  Y.,  a  corporation  of  New  York 

Application  December  26.  1931.  Serial  No.  583.166 
2  Claims.     fCl.  108 — 13 1 
1.  A   structure   suitable    for    use   as    an   outer 

member  of  a  building  comprising  large,  rigid  im- 


perforate metal  sheets,  each  with  a  plurality  of 
spaced  apart  approximately  parallel  inwardly  ex- 
tending reenforcing  ribs  provided  on  their  sides 
with  fastening  means  adapted  to  be  projected  be- 


yond the  said  sides,  in  the  direction  of  the  panels 
and  to  engage  the  edges  of  panels,  and  panels 
of  thermal  insulating  material  maintained  in  po- 
sition between  the  said  ribs  and  engaged  by  said 
fastening  means. 


2,015,115 
AROMATIC  ETHER  OF  GLYCOL 
Lucas   P.    Kyrides,    St.    Louis,    Mo.,    assignor    to 
National  Aniline  &   Chemical  Company,  Inc., 
New  York,  N.  Y.,  a  corporation  of  New  York 
No  Drawing.    Application  February  21,  1930, 
Serial  No.  430.445 
1  Claim.     (CI.  260 — 150 1 
As  a  new  product,  a  monohydroxyethyl  ether 
having  the  following  probable  formula:   » 

OH 


A 


-O-CHt-CHr-OH 


said  product  being  soluble  In  water,  ether  and 
benzene,  and  having  a  melting  point  of  about 
83. r  to  83.4°  C,  and  a  boiling  point  of  about 
214'  C.  at  a  pressure  of  20  mm. 


2,015.116 
AUTOMATIC  GEAR  SHIFTER  FOR  AUTOMO- 
BILE TRANSMISSIONS 

Aldo  Lazzarini.  Flushing.  N.  Y. 

AppUcation  January  7.  1935,  Serial  No.  602 

15  Claims.     (CI.  74—336.5) 


7,  In  a  gear  transmission  an  automatic  shift- 
ing mechanism  comprising  a  base-plate  having  a 
zig-zag  cut-out  pattern;  three  slidable  plates  sup- 
ported by  said  base-plate;  a  shifting  fork  at- 
tached to  each  of  two  of  the  said  slidable-plates;  a 
reversing  connection  between  the  third  shdable- 
plate  and  one  of  the  two  fork-carrying  plates;  a 
shifter-pin  guided  within  the  zig-zag  cut-out  pat- 
tern, and  successively  operating  said  three  slida- 
ble-plates;  an  oblique  cross-slide  base  to  which 
said  shifter-pin  i.s  secured;  a  main  sliding  carrier- 
plate  supporting  said  oblique  cross-slide  base, 
and  means  to  automatically  operate  said  sliding 
carrier-plate  in  one  direction  or  the  oppasite.  ac- 
cording to  the  increase  or  decrease  of  the  speed 
of  the  driven  vehicle. 
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2,015.117 

LABEL 

Floyd  Matthews,  Fairlawn,  N.  J. 

Application  October  18,  1934,  Serial  No.  748.939 

3  Claims.     (CI.  40—20) 


J     J      r 


2.  A  label  comprising  a  foldable  sheet,  and 
draw  srtrings  having  their  end  portions  anchored 
to  certain  of  the  marginal  portions  of  said  sheet, 
said  draw  strings  further  being  slidably  con- 
nected to  said  sheet  at  points  inwardly  of  said 
certain  marginal  portions  for  folding  said  certain 
marginal  portions  on  said  sheet. 


2,015.118 
CARD  TABLE 

Charles  W.  Mayer.  Rochester,  N.  Y. 

AppUcation  May  31,  1933,  Serial  No.  673,643 

2  Claims.     (CI.  273— 136) 


1.  A  playing  card  table  having  a  top  and  leg 
construction  adapted  to  be  used  by  a  card  player, 
said  top  being  provided  with  a  crowned  and 
dome-shaped  elevated  central  portion  symmetri- 
cally di-sposed  with  regard  to  the  edges  of  the 
table,  whereby  said  cards  may  be  most  readily 
manipulated  and  lifted  from  the  table,  said  table 
belnR  of  square  shape  and  said  elevation  being 
spaced  sufficiently  from  the  adjacent  edges  of  the 
table  to  leave  a  depressed  stacking  space  imme- 
diately in  front  of  the  player,  and  the  height  of 
said  elevated  portion  above  the  edge  of  the  table 
being  about  the  thickness  of  a  finger. 


2.015,119 
LALT^DRY  CONTAINER 

Norman  S.  McEwen,  Nashville,  Tenn..  assignor  to 

Callaway  Mills.  Lagrange,  Ga..  a  corporation  of 

Georgia 

Application  January  10.  1935.  Serial  No.  1,090 
2  Claims.     (CI.  150— 1) 

1.  A  laundry  washing  receptacle  comprising  a 
main  network  bag  for  large  articles,  and  an 
auxiliary  network  pocket  at  one  side  of  the  main 
receptacle  for  containing  small  articles,  a  portion 
of  the  network  wall  of  the  main  bag  constituting 
a  wall  of  the  auxiliary  pocket  and  being  located 


with  its  top  substantially  flush  with  the  top  of  the 
main  bag  whereby  a  single  fastener  may  hold  the 


■^29*7 


tops  of  both  the  main  bag  and  auxiliary  pocket 
closed  when  their  edges  are  gathered. 


2,015,120 
FORMING  ATTACHMENT 
Frank  H.  Mussler,  Stratford,  Conn.,  assignor  to 
The  Bullard  Company,  a  corporation  of  Con- 
necticut 
Application  October  13,  1934.  Serial  No.  748.173 
14  Claims.     (CI.  82—16) 


1.  In  a  metal  turning  machine,  a  forming  at- 
tachment including  a  pair  of  rectilinearly  mov- 
ing bodies,  one  carrying  the  other,  power  means 
for  independently  driving  either  of  said  bodie? 
and  an  inter-connecting  means  carried  thereby 
for  moving  one  body  in  response  to  power  drive 
of  the  other  body. 


2.015,121 
LOCKING  DEVICE 

Frank  H.  Mussler.  Stratford,  Conn.,  assignor  to 
The  Bullard  Company,  a  corporation  of  Con- 
necticut 
AppUcation  October  25,  1934.  Serial  No.  749.945 
5  Claims.     (CI.  90 — 37) 


- — ^^^ '- 


1.  In  a  device  of  the  character  described,  a  piv- 
otally  mounted  locking  arm.  an  operator  therefor 
and  adjustable  means  between  said  arm  and  oper- 
ator variable  to  adjust  the  movement  of  the  arm 
In  response  to  movement  of  the  operator,  said 
operator  including  a  pivoted  member  for  moving 
said  arm  and  a  reciprocating  member  for  moving 
I  said  pivoted  member. 
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2.015.122 

COUPLING  FOR  TRACTOR   AND  TRAILER 

L'NITS   OF  MOTOR  VEHICLES 

Oliver  Danson  North  and  Percy  Garibaldi  Hugh. 

London,  Eng:land,  assignors  to  Scammell  Lorries 

Limited,  London,  England 

AppUcation  November  7,  1933.  Serial  No.  696.938 

In  Great  Britain  November  10.  1932 

7  Claims.     (CI.  280— 33.1) 


6.  In  a  combined  tractor  and  trailer,  coupling 
mechanism  comprising  ramps  on  the  tractor  and 
runners  on  the  trailer  adapted  to  travel  up  said 
ramps,  a  foldable  front  wheel  frame  on  the  trailer, 
means  for  bracing  said  frame  in  the  trailer  sup- 
porting position,  means  for  locking  and  releasing 
said  bT-acing  means,  two  abutments  relatively 
movably  carried  by  said  frame  and  an  abutment 
carried  by  the  tractor  adapted  to  successively  en- 
gage the  two  abutments  carried  by  the  frame 
whereby  the  first  engaged  abutment  of  the  trailer 
Is  actuated  to  unlock  said  bracing  means  and  the 
other  is  engaged  and  actuated  to  effect  folding 
of  said  brsiclng  means. 


2,015,123 

BLOOD  TRANSFUSION  APPARATUS 

Samoel  PenneU.  New  York,  N.  Y. 

Application  May  11,  1934,  Serial  No.  725,067 

14  Claims.     (CL  103—149) 


.  I      fc,<,»m  «■■■ *  »  I  I  ■  .^  ■■  r,  ■  i  >  I  fc 
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1.  In  a  blood  transfusion  apparatus,  a  rubber 
tube  through  which  the  blood  is  to  be  fed  from  a 
donor  to  a  recipient,  a  worm  arranged  in  par- 
allel relation  alongside  of  the  tube,  means  for 
pressing  the  tube  into  direct  contact  with  the 
worm,  means  for  rotating  the  worm  to  impart  a 
peristaltic  movement  to  the  tube,  and  means  for 
continuously  lubricating  the  tube  surface  with 
which  the  worm  contacts. 


2.015.124 
COMPRESSOR  AND  VACUUM  PUMP 
Cesar    Pfeiffer,    Asnieres,    France,    assignor    to 
Fuller  Company,  Catasanqaa,  Pa.,  a  corpora- 
tioB  of  Delaware 

AppUcation  March  1.  1934.  Serial  No.  713,468 

In  France  March  16,  1933 

3  CUims.     (CI.  230—153) 

1.  A  rotary  compressor  of  the  multi-vane  type. 

comprising  the  combination  of  a  cylinder  having 


intake  and  discharge  ports  communicating  there- 
with substantially  on  opposite  sides,  a  rotor  ar- 
ranged eccentrically  therem  to  provide  a  cres- 
cent-shaped space  between  its  surface  and  the 
wall  of  the  cyhnder,  the  rotor  being  provided 
with  narrow,  longitudmal  slots  oppositely  ar- 
ranged in  pairs,  thin  vanes  carried  In  the  rotor 
slots,  the  vanes  being  outwardly  movable  on 
the  discharge  side  of  the  cylinder,  the  rotor 
being  provided  with  at  least  two  diametrical  bores 
between  each  pair  of  opposite  slots,  the  bores 
communicating  with  said  slots,  and  having  a  di- 
ameter greater  than   the  width  of  the  slots  a 


depth  less  than  the  diameter  of  the  rotor  to  pre- 
vent excessive  leakage  through  the  bores,  oppo- 
site pairs  bemg  drilled  from  opposite  sides  of  the 
rotor  and  spaced  equldistantly  from  the  ends 
thereof,  solid,  cylindrical  push-rods  of  greater 
thickness  than  the  vanes  movable  in  the  bores, 
and  abutting  the  faces  of  the  vanes  to  cause  each 
Inwardly  moving  vane  to  push  its  opposite  out- 
wardly to  overcome  forces  tending  to  retain  the 
latter  in  Its  slot,  the  push-rods  likewise  prevent- 
ing material  loss  of  contact  of  the  Inwardly  mov- 
ing vanes  with  the  cylinder,  due  to  the  effect  of 
pressure  on  the  surface  of  its  outer  edge. 


2,015,125 
HYGROMETER 

Herbert  Spencer  Polin,  Port  Washington,  Long 
Island,  N.  Y.,  assignor  to  Polin.  Inc.,  New  York, 
N.  Y.,  a  corporation  of  Delaware 

Application  January  11.  1934.  Serial  No.  706.306 
4  Claims.     (CI.  175—183) 


^I 


1.  A  device  for  measuring  the  moisture  content 
of  a  fluent  atmosphere,  comprising,  a  pair  of  elec- 
trodes spaced  by  a  single  section  of  electrically 
non-conducting  material,  Impervious  to  moisture, 
said  material  having  a  smooth,  hygroscopic,  con- 
tinuous surface,  an  electronic  tube  having  an  an- 
ode, a  cathode,  and  a  grid,  an  electrical  path  in- 
cluding a  voltage  source  and  said  cathode  and 
grid,  adapted  to  pass  between  said  spaced  elec- 
trodes, a  current  determined  by  moisture  content 
of  said  gas,  and  means  responsive  to  the  anode 
current  of  said  tube  for  indicating  said  moisture 
content. 


MBEB  24, 1935 


U.  S.  PATENT  OFFICE 


721 


2.015,126 
VALVE   STRUCTURE 

John  R.  Replogle.  Detroit.  Mich.,  assignor,  by 
mesne  assignments,  to  Copeland  Refrigeration 
Corporation.  Mount  Clemens.  Mich.,  a  corpora- 
tion of  Michigan 

Application  June  9,  1932,  Serial  No.  616,274 
1  Claim.     (CL  230—221) 


In  a  device  of  the  type  described,  in  combina- 
tion, a  piston  having  a  recess  in  the  head  thereof, 
a  pair  of  concentric  valve  seats  formed  on  the 
bottom  of  said  recess,  said  head  having  openings 
therethrough  between  said  seats,  said  head  hav- 
ing an  opening  therethrough  centrally  of  said 
seats,  a  bolt  fixed  in  the  last  mentioned  opening 
and  having  a  head  above  the  head  of  said  piston, 
and  a  disc  valve  mounted  on  said  bolt  for  axial 
movement  between  said  head  of  said  bolt  and 
said  seats,  said  disc  valve  being  receivable  In  said 
recess  and  when  in  contact  with  said  seats  being 
disposed  below  the  plane  of  the  outer  surface  of 
said  piston  head. 


2.015.127 
PLANT  FOR  (  ONVEYING  LIQUIDS 

Emil  Rieger.  Aalen,  Germany 

Application  January   13.  1933.  Serial  No.  651,517 

In  Germany  January  18.  1932 

1  Claim.     (CL  103—236) 


In  a  plant  for  conveying  milk  and  liquid  milk 
products,  in  combination,  a  pair  of  vacuum  tanks 
for  receiving  a  portion  of  the  liquid  to  be  con- 
veyed, the  capacity  of  each  tank  being  small  as 
compared  with  the  amount  of  liquid  to  be  con- 
veyed per  hour,  a  vacuum  pump,  a  pulsator  cas- 
ing subdivided  into  an  inner  suction  chamber  and 
two  outer  suction  compartments  at  opposite  sides 
of  said  chamber  and  connected  thereto  at  their 
Inner  ends,  while  their  outer  ends  are  open  to 
atmosphere,  a  pipe  connecting  said  suction  cham- 
ber to  said  pump,  a  pipe  connecting  each  suction 
compartment  to  the  upper  portion  of  the  corre- 
sponding tank,  an  inner  slotted  valve  plate  in  each 
suction  compartment  between  the  compartment 
and  the  suction  chamber,  an  outer  slotted  valve 
plate  at  the  outer  end  of  each  suction  compart- 
ment, a  rotary  slotted  valve  on  each  inner,  and  a 
rotary  slotted  valve  on  each  outer  valve  plate. 


means  operatively  connected  to  said  pump  for 
rotating  said  valves,  a  rising  pipe,  a  branch  pipe 
connecting  said  rising  pipe  to  each  tank,  an  in- 
wardly opening  check  valve  at  the  opening  of  said 
branch  pipe  in  each  tank,  an  outlet  at  the  bottom 
of  each  tank,  an  outflow  pipe  connected  to  said 
outlets,  and  a  check  valve  opening  in  the  direc- 
tion of  outflow  in  each  outlet. 


2,015,128 

TWIST  SETTING  MEANS  FOR  RUFF  CORD 

MAKING  MACHINES 

Herman  P.  Ruf,  New  York,  N.  Y. 

Application  January  18.  1935,  Serial  No.  2,327 

2  Claims.     ;CL  117—49) 


r- 


^ 


1.  A  cord  making  machine,  including  a  cord 
making  unit  comprising  a  quill  for  a  cord,  a  flier 
coaxial  with  the  quill,  the  latter  and  the  flier 
being  rotatable  at  different  speeds,  a  cord  pulling 
roller  associated  with  the  quill  and  the  flier  for 
turning  at  a  speed  according  to  a  difference  in 
the  speeds  of  rotation  of  the  quill  and  the  flier. 
and  setting  means  for  setting  the  relative  speeds 
of  the  quill  and  the  flier,  including  gears  con- 
nected respectively  to  the  quill  and  the  flier,  and 
a  gear  train  interconnecting  said  gears,  said  gear 
train  being  laterally  positioned  relative  to  said 
gears  and  being  adapted  to  have  one  of  the  gears 
thereof  removed  and  interchanged  with  gears  of 
different  diameters,  and  means  for  operatively 
mounting  the  interchangeable  gears  of  different 
diameters  with  their  centers  at  correspondingly 
different  points. 


2.015,129 
STRUCTURAL  ASSEMBLY 

Paul  A.  Voigt.  Ozone  Park,  and  Aaron  E.  Shultis, 
Yonkers.  N.  Y.,  assignors  to  Johns-Manville 
Corporation,  New  York.  N.  Y.,  a  corporation  of 
New  York 

Application  September  9.  1932.  Serial  No.  632,292 
5  Claims.     tCL  108—33) 


1.  A  structural  assembly  comprising,  in  com- 
bination, corrugated  overlapping  covering  sheets, 
a  support  therefor  including  a  flange  and  web 
member,  spring  clip  fastening  means  having  a 
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leg  of  the  clip  engaging  the  side  of  the  said  flange 
opposite  the  covering  sheets  and  another  longer 
leg  of  the  clip  engaging  the  flange  adjacent  to  ihe 
covering  sheets  and  engaging  also  the  edge  of 
the  web  member  of  the  support  opposite  the  flange 
thereon,  and  means  securing  the  covermg  sheets 
to  the  clip,  the  said  longer  leg  of  the  clip  in- 
cluding a  portion  in  spring  engagement  with  the 
under  surface  of  a  covering  sheet  and  a  stiffening 
springy  portion  extending  to  the  said  flange  from 
the  portion  of  the  clip  in  engagement  with  the 
said  sheet. 

2.015.130 
VACUUM-OPERATED    MEANS    FOR    TREAT- 
ING INSECT  BITES  AND  THE  LIKE 

Harold  S.  White.  South  Bend,  Ind. 

Application   April   13.   1934.  Serial   No.   720.443 

1  Claim.     (CI.  128 — 297  J 


/^     JO 


An  insect  bite  treating  device  for  attachment 
to  the  intake  manifold  of  an  internal  combustion 
engine  automobile  which  comprises,  in  combina- 
tion, an  elongated  tube  adapted  for  connection 
with  said  intake  manifold  at  a  point  within  the 
engine  compartment  of  the  automobile  and  ex- 
tending into  the  passenger  compartment  of  the 
automobile,  a  valve  in  said  tube  adjacent  the  point 
of  said  connection  whereby  the  amount  of  suction 
communicated  to  the  tube  from  the  intake  mani- 
fold may  be  regulated  to  a  predetermined  de- 
gree, control  means  for  said  valve  operable  from 
within  the  pstssenger  compartment  of  the  auto- 
mobile, a  support  for  said  elongated  tube  to  store 
the  same  when  not  in  use,  and  a  cup  carried  by 
the  free  end  of  said  elongated  tube,  said  cup 
being  adapted  to  engage  the  insect  bite  area  and 
supply  suction  thereto. 

2.015.131 
STARTER  GEARING 

Maurice  P.  Wliitney.  Elmira,  N.  Y..  assignor  to 
Eclipse    Machine    Company.    Elmira    Heifhts, 
N.  Y..  a  corporation  of  New  York 
Application  June  14.  1933.  Serial  No.  675,741 
15  Claims.     (CI.  74—7) 


»^4*'«»a?^» 


1.  In  an  engine  starter,  a  power  shaft,  a  hol- 
low screw  shaft  flxed  thereto,  a  friction  clutch 
having  a  threaded  connection  with  the  screw 
shaft,  a  member  movably  mounted  on  the  power 
shaft  to  engage  and  drive  a  member  of  the  engine 
to  be  started,  connections  including  a  barrel 
member  for  actuating  the  engine  driving  mem- 
ber from  the  clutch,  a  stop  member  on  said  screw 
shaft,  and  a  compression  spring  on  the  screw 
shaft  between  the  clutch  and  stop  member  ar- 
ranged to  be  compressed  therebetween  by  further 
movement  of  the  clutch  on  the  screw  shaft  after 
the  engine  driving  member  has  been  moved  to 
operative  position. 


2.015.132 
VULCANIZED  FIBER 
James  H.  Youn^.  Arden.  Del.,  assig^nor  to  E.  I. 
du  Pont  de  Nemours  &  Company,  Wilmington, 
Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  November  13.  1934, 
Serial  No.  752,888 
5  Claims.     (CI.  92— IS) 
1.  A  process  for  making  vulcanized,  flber  which 
comprises  treating  chemical  wood  pulp  having  a 
viscosity  of  about  700  to  about  1200  centipoises 
with  a  mercerizing  agent  under  conditions  which 
produce  a  mercerized  flber  having  not  less  than 
25  seconds  and  not  more  than  55  seconds  free- 
ness,  cutting   the  flbers   to  reduce   the  freeness 
within  the  range  of  about  160  to  about  250  sec- 
onds, forming  the  cut  flbers  into  paper,  and  treat- 
ing the  paper  with  a  gelatinizing  agent. 

2.015,133 

PHOTO-ELECTRIC   TUBE 

Wilhelm  Barsties.  Berlin.  Germany,  assignor  to 

Albert  Patin.  Berlin -Wilmersdorf,  Germany 

Application  November  5,  1931,  Serial  No.  573,281 

In  Belgium  December  9,  1930 

4  Claims.     (CI.  250—27.5) 


1.  A  gas  fllled  photo-electric  tube  comprising 
a  light  sensitive  cathode  of  extended  superficial 
area  and  an  anode  consisting  of  a  very  thin 
band  positioned  opposite  said  cathode  and  hav- 
ing its  thin  edge  turned  toward  said  cathode. 

2.015.134 
WELT   COATING   MACHINE 
Arthur  Bates  and  John  Henry  Brown,  Leicester, 
England,  assignors  to  United  Shoe  Machinery 
Corporation,  Paterson,  N.  J.,  a  corporation  of 
New  Jersey 
Application  November  10.  1932.  Serial  No.  642,072 
In  Great  Britain  December  1.  1931 
26  Claims.     (CI.  91—50) 


1.  A  machine  for  coating  a  strip  of  welting 
having,  in  combination,  applying  means  for  pil- 
ing a  coating  substance  on  a  strip  of  welting, 
means  arranged  to  feed  the  str.p  laterally  past 
the  applying  means,  a  width  gage  for  prevent- 
ing the  spread  of  the  coating  substance  width- 
wise  of  the  strip,  and  a  scraper  for  controlling 
the  quantity  of  coating  substance  to  be  left  on 
the  strip. 

2.015.135 
VALVE  MECHANISM  FOR  INTERNAL 
COMBUSTION  ENGINES 
George  W.  Brady,  Anderson,  Ind. 
Application  April  24,   1934,   Serial  No.  722,204 
5  Claims.     (CI.  123—90) 
1.  In  an  internal  combustion  engine  embody- 
ing overhead  valves,  operating  mechanism  for  ♦^he 
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valves  positioned  laterally  thereof  to  shorten  the 
overall  dimensions  of  the  engine,  and  including  a 
tensloned  rocker  arm  for  seating  the   valve,  a 


bearing  for  said  rocker  arm.  a  lever  pivoted  on 
the  rocker  arm  bearing  and  engaged  with  the 
valve  stem  for  unseating  the  valve  and  lifting 
means  operatively  engaged  with  the  lever. 


2,015,136 

YARN  SUPPLYING  MEANS  FOR  KNITTING 

MACHINES 

Thomas  Charles  Bromley  and  Arthur  Shortland, 
Leicester.  England,  assignors  to  IV^ellor  Bromley 
and   Company   Limited,  Leicester.   England,   a 
British  company 
Application  December  14,  1934,  Serial  No.  757,506 
In  Great  BriUin  November  15.  1933 
9  Claims.     (CL  66—140) 


1.  In  a  knitting  machine,  a  series  of  needles 
and  yarn  supplying  mechanism,  which  includes 
means  for  holding  yarns  in  a  non-feeding  inert 
position,  means  for  moving  said  holding  njeans 
substantially  tangential  to  the  needle  circle,  a 
yarn  picking  device  constructed  and  movably  ar- 
ranged so  as  to  enable  it  to  selectively  take  yarns 
from  the  non -feeding  position  to  the  needles  of 
such  series  and  means  for  operating  the  said  de- 
vice.   

2.015.137 
VARNISH 

Robin  Bruce  Croad,  Liverpool.  England,  assignor 
to  Howroyd,  McArthur  and  Company  Limited, 
Liverpool.  England,  a  British  company 

No  Drawing.  Application  September  8.  193S, 
Serial  No.  688.699.  In  Great  Britain  September 
13   1932 

5  Claims.     (CI.  134—26) 
1.  The  process  of  producing  oil-soluble  resins 

which  consists  in  condensing  about  two  molecules 


of  a  phenol  with  one  molecule  of  formaldehyde  in 
presence  of  an  aqueous  solution  which  is  faintly 
alkaline  to  Alizarin  Red  S.  and  heating  the  con- 
densation product  with  a  fatty  oil. 


2,015,138 

CHAIR 

Benjamin  H.  Drake,  Stockton,  Calif. 

AppUcation  February  17,  1934,  Serial  No.  711,760 

6  Claims.     (CI.  155—77) 


1.  A  chair  including  a  seat  frame  having  front 
legs  rigid  therewith,  a  sub-frame  separate  from 
said  seat  frame  extending  lengthwise  of  and  under 
the  same  and  having  floor  engaging  elements  at  its 
back  end,  a  pivot  connection  between  the  frames 
disposed  so  that  the  seat  frame  may  tilt  down 
to  the  back  from  a  predetermined  normal  posi- 
tion about  the  point  of  engagement  of  the  front 
legs  with  the  floor  as  an  axis,  whereby  the  sub- 
frame  will  also  be  lowered  and  shifted  back, 
spring  means  between  the  frames  yieldably  re- 
sisting such  movement,  and  releasable  locking 
means  to  prevent  such  movement. 


2.015.139 

SCREEN  PLATE   FOR  PAPER  MAKING 

MACHINES 

Frank    Dustan.    Fitchburg,    Mass.,    assignor    to 

WilUam  A.  Hardy  &  Sons  Co..  Fitchburg.  Mass., 

a  corporation  of  Massachusetts 

Application  May  3,  1934,  Serial  No.  723,759 

3  Claims.      (CI.  92 — 30) 


1.  A  screen  plate  comprising  a  series  of  lon- 
gitudinal sections  of  slitted  sheet  material  hav- 
ing integral,  vertical,  downwardly  extending  side 
flanges  spot  welded  together,  side  sills  welded  to 
the  outer  side  flanges,  and  fllling  blocks  welded 
into  the  end  of  each  section  between  its  flanges. 


2,015,140 

SCREEN  PLATE   FOR  PAPER  MAKING 

MACHINES 

Frank    Dustan.    Fitchburg,    Mass..    assignor    to 

William  A.  Hardy  &  Sons  Co..  Fitchburg.  Mass., 

a  corporation  of  Massachusetts 
Original    application    May    3.    1934.    Serial    No. 

723,759.     Divided  and  this  application  October 

3,  1934,  Serial  No.  746,687 

3  Claims.     (CI.  92 — 30) 

1.  As  an  article  of  manufacture,  a  screen  plate 
comprising  a  series  of  slitted  channel  plates  of 
thin  strong  non-corrosive  metallic  material,  each 
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sheet  extending  across  the  plate,  their  adjacent 
flat  edges  being  butted  togethei'  and  their  side 
edges  extending  downwardly,  cross  strips  under 
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1  m  i 
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'ill- 


the  jo.nts  between  adjacent  plates  and  welded  to 
them,  and  side  sills  welded  to  the  down  turned 
side  edges.         

2.015,141 

SCREEN   PLATE   FOR  PAPER  MAKLNG 

MACHINES 

Frank    Dustan.    Fitchburg,    Mass..    assigmor    to 
William  A.  Hardy  &  Sons  Co.,  Fitchburg,  Mass., 
a  corporation  of  Massachusetts 
Application  October  3,  1934.  Serial  No.  746,688 
4  Claims.     (CI.  92 — 30) 


JO- 


o 


jlf  j^  .-^     _<        ^i  y^  ■'■?  js- 

1.  As  an  article  of  manufacture,  a  screen  plate 
for  the  purpose  described,  comprising  a  pair  of 
side  sills,  a  pair  of  end  pieces,  a  plurality  of  sec- 
tions of  sheet  metal,  each  provided  with  two 
downwardly  extending  flanges  arranged  trans- 
verse to  the  long  dimensions  of  the  screen  plate, 
said  side  sills  having  notches  cut  from  one  side  to 
the  other  in  which  said  flanges  are  located,  the 
channel  members,  of  which  the  sections  are  made 
up.  having  their  vertical  flanges  welded  together 
side  by  side  and  extending  to  the  outer  sides  of  the 
sills  and  welded  thereto. 


2.015.142 
CITROUS   FRUIT   SERVER 
Henry  Hargreaves.  Providence.  R.  I.,  assignor  to 
Harrreaves  and  Marshall.  Providence.  R.  I.,  a 
firm  composed  of  Henry  Hargreaves  and  George 
Marshall 

Application  April  19.  1935.  Serial  No.  17.226 
4  Claims.     (CI.  100 — 41) 


2.  A  lemon  slice  squeezer  comprising  a  base 
having  a  top  wall  provided  with  a  recess  therein,  a 
pair  of  plate  members  resiliently  connected  and 
movable  toward  each  other  to  compress  a  slice  of 


lemon  placed  therebetween,  and  means  for 
mounting  and  securing  said  plate  members  in  said 
recess. 


2.015.143 
HYDRAULIC    TRANSMISSION    FOR    MINING 

MACHINES 

Morris  P.  Holmes.  Claremont,  N.  H.,  assignor  to 
Sullivan  Machinery  Company,  a  corporation  of 
Massachusetts 

Application  April  12.  1930.  Serial  No.  443.865 
31  Claims.     (CI.  192— 61) 


1.  In  a  mining  machine  feeding  mechanism, 
the  combination  of  a  driving  element,  a  driven 
element,  and  a  fluid  controlled  transmission 
mechanism  in  the  drive  between  said  elements 
including  a  rotatable  casing  for  containing  fluid, 
gearing  within  said  casing,  said  gearing  embody- 
ing an  Internal  driven  gear  and  orbitally  moving 
driving  gears  meshing  with  said  driven  gear  for 
driving  the  latter,  means  having  arcuate  surfaces 
for  sealing  the  edges  of  certain  of  the  teeth  of 
said  orbitally  moving  gears,  fluid  passage  means 
including  passages  for  supplying  fluid  to  and 
passages  for  discharging  fluid  from  the  teeth  of 
said  gears,  and  means  for  controlling  the  flow  of 
fluid  through  said  fluid  supply  and  discharge 
passages  to  vary  the  speed  ratio  of  the  driving 
and  driven  elements. 


2.015.144 

SOLDERLESS  BATTERY  CABLE  GRIP 

Charles  E.  Hoover,  Lancaster,  Pa. 

Application  June  8.  1933,  Serial  No.  674,956 

3  Claims.     (CI.  173—269) 


1.  A  battery  cable  terminal  comprising  a  body 
having  a  longitudinal  Wire  receiving  chamber 
which  is  provided  with  straight  side  walls,  a  top 
and  a  V-shaped  bottom  wall,  said  body  having 
a  flared  entrance  to  said  chamber,  said  body 
having  a  threaded  bore  of  greater  diameter  than 
the  width  of  said  longitudinal  chamber,  the  axes 
of  said  bore  and  chamber  intersecting  one  an- 
other, said  body  having  a  concaved  seat  at  the 
inner  end  of  said  threaded  bore  below  the  level 
of  said  longitudinal  chamber,  a  screw  plug  fit- 
ting said  threaded  bore  and  having  an  end  to 
cooperate  with  said  seat,  said  seat  having  a  pro- 
tuberance and  said  plug  having  a  recess  to  co- 
operate with   said  protuberance. 
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2,015.145 
ESTER     DERIVED    FROM     HYDROGENATED 

CASTOR  OIL 
Leo  P.  Hubbuch.  Wilmington,  Del.,  assignor  to 
E.  I.  du  Pont  de  Nemours  &   Company,  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  April  11,  1932, 
Serial  No.  604,670 
13  Claims.     (CI.  260—103) 
1.  An  ester  of  an  alcoholysis  product  obtained 
by  heating  together  a  polyhydric  alcohol  and  a 
hydrogenated  castor  oil  consisting  essentially  of 
12-hydroxystearin,  said  ester  being  one  in  which 
substantially   all   the  alcoholic  hydroxyl  groups 
of  said  alcoholysis  product  are  esterifled  by   a 
monocarboxylic  acid. 


2.015.146 

MACHINE   FOR   OPERATING   UPON  THE 

SOLES    OF   SHOES 

John   L.    Jones.   Weymouth,   Mass.,   assignor   to 

United  Shoe  Machinery  Corporation,  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  May  10,  1933,  Serial  No.  670,321 

21  Claims.     (CL  12—18) 
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1.  In  a  machine  for  operating  upon  the  soles 
of  shoes  of  different  types,  a  movable  feeding 
member  for  contact  with  a  sole,  a  movable  car- 
rier, and  a  feeding  device  belonging  to  a  group 
of  Interchangeable  feeding  devices  arranged  for 
mounting  individually  upon  the  carrier  at  the 
opposite  side  of  the  sole  from  the  movable  mem- 
ber and  cooperating  with  said  member  to  feed 
the  work,  said  feeding  device  being  arranged  for 
operation  upon  a  type  of  shoe  different  from  those 
upon  which  other  devices  of  the  group  are  to  op- 
erate. 


•  2,015.147 

COL^^TING  DEVICE 

Ralph    F.    Knight.    Beverly,    Mass.,    assignor    to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  March  15,  1933,  Serial  No.  660,895 

2  Claims.     (CI.  235 — 98) 


2.  A  counting  device  having,  in  combination, 
an  open  bottomed  supporting  frame,  a  counter 


loosely  secured  to  said  frame,  said  counter  being 
provided  with  counting  disks  mounted  for  rota- 
tion in  said  counter  and  a  shaft  arranged  to  be 
rotated  to  operate  the  counting  disks,  a  yield- 
able  pad  interposed  between  said  frame  and  said 
counter,  an  arm  secured  to  said  shaft,  a  cross 
bar  secured  to  said  arm,  a  plurality  of  resilient 
fingers  secured  to  said  cross  bar,  said  arm  and 
said  fingers  being  normally  disposed  in  a  sub- 
stantially horizontal  position  to  receive  articles 
to  be  counted  and  arranged  to  be  depressed  by 
the  weight  of  the  articles  a  distance  suflicient  to 
rotate  said  shaft  to  operate  the  counting  disks 
and  to  permit  the  articles  to  slide  off  of  said 
fingers  and  into  a  receptacle,  and  a  spring  se- 
cured to  said  counter  and  to  said  shaft  to  return 
said  arm  and  said  fingers  into  substantially  hori- 
zontal position. 


2.015.148 

BOX-PART  AND  BLANK   THEREFOR 

Cutler  D.  Knowlton,  Beverly,  Mass..  assignor  to 

Hoague-Spragiie  Corporation.  Lynn,   Mass..   a 

corporation  of  Massachusetts 

Application  December  8,  1933.  Serial  No.  701,511 

5  Claims.     (CI.  229 — 32) 


1.  A  box-part  comprising  a  body-portion,  pairs 
of  opposite  walls  projecting  therefrom,  and  pairs 
of  corner-laps  extending  toward  each  other  from 
the  ends  of  one  pair  of  walls,  said  corner-laps  be- 
ing located  inwardly  from  the  ends  of  the  pair  of 
walls  to  which  they  are  attached  to  furnish  re- 
cesses, the  other  pair  of  walls  lying  in  said  re- 
cesses with  their  outer  surfaces  substantially  in 
the  plane  of  the  junctures  between  the  associated 
walls  and  the  corner-laps. 


2.015.149 
PIN 

Stanley  S.  Krzeminski.  Hartford.  Conn. 

Application  March  27,  1934.  Serial  No.  717,623 

6  Claims.     (CL  24—150) 


1.  A  pin  comprising  a  straight  shank  having  a 
pointed  end.  a  resilient  guard  coacting  therewith, 
and  a  loop  connecting  the  shank  and  guard  and 
constituting  a  finger  piece,  said  guard  being  dis- 
posed at  an  angle  to  the  shank  and  having  its  free 
end  terminating  near  the  pointed  end  of  the  shank 
and  defiected  laterally. 


2.015.150 
AIRCRAFT 

John  S.  Maxwell.  Fullerton.  Calif. 

Application  July  25.  1932.  Serial  No.  624,528 

18  Claims.     (CL  244 — 25) 

1.  An  aircraft  including,  a  fuselage,  a  tiltable 
wing  extending  therefrom,  propellers  carried  by 


726 


OFFICIAL  GAZETTE 


8kptembek24,  1935 


said  wing  and  disposed  forwardly  thereof,  where- 
by the  slipstream  therefrom  passes  over  and 
around  said  wing,  and  guide  vanes  disposed  be- 


tween said  propellers  and  said  wing  for  counter- 
acting the  twisting  action  of  the  slipstreams  of 
said  propellers. 

2,015.151 

BREAST- SUPPORTER 

Henri  Moity.  Paris.  France 

AppUcaUon  July  5,  1933.  Serial  No.  679.124 

In  France  July  19.  1932 

6  Claims.     (CI.  2 — 42) 


1.  A  breast-supporter  comprising  a  main  piece 
of  fabric,  two  pockets  adapted  to  contain  the 
breasts,  guides  mounted  on  the  edges  of  the  said 
pockets  along  one  side  of  the  latter  and  on  their 
lower  periphery,  two  cords  contained  in  the  said 
guides  in  such  manner  as  to  slide  therem.  said 
cords  being  attached  to  the  main  piece  of  fabric, 
and  two  shoulder  straps  attached  to  the  said  piece 
of  fabric,  each  of  the  said  shoulder-straps  being 
attached  to  the  corresponding  sliding  cord. 

2,015.152 
PASTE  TUBE  CLOSURE 

Louis  W.  Ncsseltre,  Lockport.  N.  Y. 

Application  February  9.  1935.  Serial  No.  5,807 

3  Claims.     (CI.  221 — 60) 


9      ,'0  '7 


1.  In  a  collapsible  tube,  a  neck,  an  upstand- 
ing wall  on  the  neck,  a  pair  of  closures  rockably 
connected  to  the  neck  arranged  In  converging 
relation  from  the  ends  of  the  upstanding  wall. 
each  of  said  movable  sections  being  provided 
with  a  top  portion  the  edges  of  which  abut  to- 
gether to  form  a  closure  for  the  neck,  the  neck 
being  provided  with  a  triangular  shaped  opening 
therein,  and  a  gear  connection  between  the  said 
movable  sections. 


2,015,153 
WIRE  PACKAGE 

Edouard  A.  Nicollet,  New  York.  N.  Y..  assismor  to 
Paramount  Wire  Co.  Inc.,  New  York,  N.  Y.,  a 
corporation  of  New  York 
AppUcation  May  1,  1935.  Serial  No.  19.315 

5  Claims.     (CI.  206 — 59) 
1.  The  combination  with  a  coil  of  wire  having 
binding  wires  at  diametrically  disposed  points  of 


the  coil,  each  of  the  binding  wires  surrounding 
the  convolutions  of  the  coll  at  the  point  at  which 
the  binding  wire  is  applied;  of  a  flat  card  having 
end  portions  embedded  in  the  coil  at  opposite 


points  thereof  with  a  material  portion  of  the  wire 
on  each  side,  and  having  notches  in  Its  sides 
wherein  the  binding  wires  are  located  and  to  fa- 
cilitate the  tying  of  said  coil  of  wire. 


2.015.154 
APPARATUS  FOR  MAKING  BEARINGS 
John  V.  O.  Palm,  Cleveland  HeighU.   Ohio,  as- 
signor to  The  Cleveland  Graphite  Bronze  Com- 
pany, Cleveland,  Ohio,  a  corporation  of  Ohio 
Original  appUcation  October   1.  1930.  Serial  No. 
485.695.    Divided  and  this  application  August  4, 
1933,  Serial  No.  683,643 

3  Claims.     (CI.  207—11) 


1.  In  an  apparatus  for  manufacturing  strip 
bearing  material,  the  combination  of  a  heating 
chamber,  a  reservoir  disposed  within  said  cham- 
ber for  containing  a  pool  of  molten  bearing  metal, 
said  reservoir  having  a  bottom  wall  and  end  walls, 
an  entrance  and  an  exit  opening  for  the  passage 
of  a  backing  metal  strip  between  said  bottc«n  wall 
and  said  end  walls,  whereby  the  under  side  of  the 
strip  contacts  with  said  bottom  wall. 


2.015.155 

TELEGRAPH    SYSTEM 

Wilton    T.    Rea,    Flushing.    N.    Y..    assignor    to 

American  Telephone  and  Telegraph  Company, 

a  corporation  of  New  York 

AppUcation  June  1.   1934.  Serial  No.  728,611 

6  Claims.     (CI.  178 — 5) 


1.  In  a  facsimile  telegraph  transmitter  for 
transmitting  symbols  over  a  telegraph  channel, 
a  plurality  of  cams  for  transmitting  telegraph 
current  impulses  representing  portions  of  sym- 
bols and  a  plurality  of  transmitting  brushes  in- 
dividual to  each  of  .said  cams  for  transmitting  the 
various  portions  of  said  symbols  represented  by 
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said  Impulse  transmitting  cams,  and  means  for 
selecting  and  connecting  said  cams  and  brushes 
to  a  telegraph  channel  In  accordance  with  the 
symbols  to  be  transmitted  thereover. 

2.015,156 
ELECTRICAL  RELAY 

Louis  E.  Richmond,  Shelby,  Ohio,  assignor  to  The 
Autocall  Company.  Shelby,  Ohio,  a  corporation 
of  Ohio 

Application  November  17.  1932,  Serial  No.  643,064 
9  CUims.     (CI.  200 — 87) 


1.  In  an  electric  relay,  the  combination  of  an 
electrically  energized  magnetic  field,  a  chamber 
of  insulating  material  defining  an  enclosed  space 
in  said  magnetic  field,  magnetic  cores  extending 
into  the  interior  of  said  chamber  and  spaced  apart 
from  each  other,  a  plurality  of  balls  composed  of 
material  having  a  low  magnetic  retentivity  re- 
tained within  said  chamber  and  normally  occu- 
pying a  portion  of  the  space  between  said  cores, 
said  balls  being  adapted  to  be  moved  by  the 
magnetomotive  force  of  said  magnetic  field  to 
bridge  the  space  between  said  terminals  in  mutual- 
ly contacting  relationship,  and  means  for  adjust- 
ing the  relative  position  of  said  chamber  with  re- 
spect to  said  magnetic  field. 

2.015.157 

COMBINATION  GARMENT 

Philip  H.  Robbins.  New  York,  N.  Y. 

Application  December  7.  1932,  Serial  No.  646,192 

.  2  Claims.     (CI.  2 — 30) 


1.  In  a  combination  garment,  a  corset  formed 
of  front,  sides  and  back  portions,  a  brassiere 
formed  of  front,  sides  and  back  portions,  the  bot- 
tom of  the  front  portion  of  the  brassiere  being 
fixed  throughout  to  the  top  of  the  front  portion  of 
the  corset,  the  brassiere  having  its  sides  and  back 
portions  of  greater  height  than  its  front  portion 
and  its  back  portion  of  greater  height  than  the 

458  O.  G.-  -48 


portions  of  the  sides,  said  brassiere  having  the 
portions  of  its  sides  and  back  free  of  connection 
throughout  to  the  portions  of  the  sides  and  back 
of  the  corset,  said  brassiere  having  the  pwrtions 
of  its  sides  and  back  depending  below  the  tops  of 
and  loosely  encompassing  the  upper  parts  of  the 
portions  of  the  sides  and  back  of  the  corset,  said 
brassiere  having  the  bottom  edge  of  its  back 
portion  formed  with  an  intermediate  part  and  a 
pair  of  oppositely  disposed  upstanding  outwardly 
inclined  outer  parts  merging  at  their  lower  ends 
into  the  ends  of  said  intermediate  part  and  at 
their  upper  ends  into  the  bottom  edges  of  the 
brassiere  side  portions,  and  a  pair  of  spaced  up- 
standing oppositely  Inclined  resilient  straps  hav- 
ing their  upper  ends  anchored  to  the  bottom  edge 
of  the  back  portion  of  the  brassiere  inwardly  ad- 
jacent to  the  pomt  of  mergence  of  said  horizontal 
part  with  said  inclined  parts  and  having  their 
lower  ends  anchored  to  the  points  of  cormection 
between  the  portions  of  the  sides  and  back  of 
the  corset,  said  strains  having  their  lower  ends 
arranged  outwardly  adjacent  with  respect  to 
their  lower  ends^ 

2,015,158 
BOTTLE  TAP 

Heyman  Rosenberg.  New  York,  N.  Y. 

AppUcation  July  21,  1932.  Serial  No.  623,887 

1  Claim.     (CL  225—22) 


In  bottle  tapping  valves,  the  combination  of  a 
sleeve  having  a  reduced  intermediate  portion  of 
its  bore  and  enlarged  terminal  portions  of  its 
bore  providing  shoulders  at  the  ends  of  the  inter- 
mediate portion,  a  valve  seat  engaging  one  of  said 
shoulders,  a  sealing  gasket  engaging  the  other 
shoulder,  a  valve  movably  engaging  the  valve 
seat,  a  valve  stem  carrying  the  valve  and  extend- 
ing through  and  in  pressure-tight  engagement 
with  the  gasket,  a  thumb  button  at  the  free  end 
of  the  valve  stem,  a  spring  between  the  thumb 
button  and  the  gasket  surrounding  the  valve 
stem,  and  bottle  cap  penetratlhg  means  extend- 
ing from  the  sleeve  and  having  a  port  leading  to 
the  said  reduced  portion  of  the  bore  of  the  sleeve. 

2,015.159 
FASTENER 

Heyman  Rosenberg,  New  York.  N.  Y. 
Original    application   June    17.    1930,    Serial   No. 

461,761.  now  Patent  No.  1,912,099.    Divided  and 

this    appUcation   March    25,    1933,    Serial    No. 

662,793 

2  Claims.     (CI.  85 — 44) 

1.  A  fastener  for  sheet  metal  work  and  other 
material  comprising  a  body  having  an  integral 
forming  tool  at  its  entering  end  portion  for  form- 
ing a  substantially  cylindrically-shaped,  tubular 
burr  of  sheet  metal  upon  penetrating  a  sheet  of 
metal  under  the  force  of  a  hammer  blow  delivered 
to  the  fastener,  said  tool  comprising  an  entering 
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tip  and  a  substantially  cylindrical  shank  of  a 
length  greater  than  its  thickness,  the  body  hav- 
ing a  rib  outward  of  the  tool  extending  In  the 
general  direction  of  the  length  of  the  body  and 
outstanding  laterally  of  the  body  a  distance  suffi- 
cient to  overhang  the  extended  lines  of  the  cylin- 
drical portion  of  the  tool  and  being  proportioned 
to  substantially  uniformly  overhang  said  extend- 


ed lines,  and  being  thus  positioned,  when  the  fas- 
tener is  advanced  beyond  the  engagement  of  the 
tool  with  the  sheet  of  metal,  to  enter  the  material 
of  the  walls  of  the  substantially  cylindrical  burr 
formed  by  the  tool,  the  tool  and  rib  being  hard- 
ened sufficiently  for  entering  metal,  such  as  soft 
Iron  or  soft  steel,  substantially  without  injury  to 
the  tool  or  rib. 


2,015.160 
ELECTRIC  RAZOR  AND  BLADE  THEREFOR 

Saul  Shaler,  Lone:  Island  City.  N.  Y.,  assigrnor  to 

Tark  Electric  Razor  Co..  Inc..  Long  Island  City, 

N.  Y..  a  corporation  of  New  York 

Application  November  22.  1932.  Serial  No.  643,912 

In  Great  Britain  Jane  6.  1933 

26  Claims.     (CI.  30—12) 


4.  A  razor  comprising  a  handle,  an  electro- 
magnetic coil  in  said  handle,  a  ferrule  enclosing 
the  coil  within  the  handle,  said  coil  having  a  core 
extending  into  the  ferrule,  a  cap  engaging  the 
ferrule,  a  blade  holder  carried  by  the  cap  and  a 
spring  influenced  armature  carried  by  the  cap 
and  positioned  thereby  in  magnetically  responsive 
relation  to  the  core  of  the  coil. 

2.015.161 
AZODYESTL'FF 
Hugo  Schweitzer.  Leverkiisen-Wiesdorf,  and  Ger- 
hard Schrader,  Opladen.  Germany,  assiirnors  to 
General  AniUne  Works.  Inc..  New  York,  N.  Y.,  a 
corporation  of  Delaware 
No  Drawing.    Application  August  12.  1933.  Serial 
No.  684,924.    In  Germany  September  9.  1932 

5  Claims.     (CI.  260 — 86) 
1.  Azodyestuffs  of  the  general  formula: 


[' 


a 

J 


NH— CO— CH-« 
I 
N 


compound  which  is  attached  to  the  imino  group 
by  a  carbon-linkage,  ac  stands  for  an  acyl  radi- 
cal and  R  stands  for  the  radical  of  a  dlazotized 
aminothiazole  sulfonic  acid  compound,  being  In 
form  of  their  alkali  metal  salts  generally  yellow 
to  brown  substances  which  are  soluble  in  water 
and  dyeing  cellulosic  fibres  generally  yellow 
shades  of  good  fastness  to  light  which  are  un- 
affected by  brightening  and  which  can  be  dis- 
charged to  a  pure  white. 


2,015,162 

CENTRIFLGAL   FILTERING   AND 

CLARIFYING   APPARATUS 

Paul  D.  Smith  and  David  H.  Clary,  Minneapolis. 

Minn. 

Application  February  13,  1933.  Serial  No.  656.423 

9  Claims.     (CI.  210 — 63) 


4.  In  a  device  of  the  class  described,  a  ro- 
tatable  drum  assembly  having  an  inner  fluid  re- 
ception compartment,  an  outer  clarifying  com- 
partment, a  bed  of  clarifying  material  in  the 
outer  compartment,  said  drum  assembly  having 
in  its  shell  a  passage  through  which  fluid  in  the 
outer  compartment  may  escape  after  having 
passed  through  the  bed.  a  porous  filtering  ma- 
terial covering  the  passage,  and  fastening  means 
detachably  securing  the  filtering  material  to  the 
drum  assembly  for  removal  therefrom  without 
disturbing  the  drum  assembly  or  the  bed. 


2.015.163 
SWITCHING   APPARATI'S 

Gottlieb  Steiner.  Solothurn.  Switzerland,  a.ssignor 
to  Scintilla  Aktiengesellschaft,  Solothurn, 
Switzerland 

Application  April  9,  1931.  Serial  No.  528.992 

In  Germany  March  10.  1930 

4  Claims,     i  CI.  123— 148) 


wherein  T  stands   for  the  radical  of  a  thiazole 


1.  In  a  switching  apparatus  for  controlling  the 
ignition  circuits  of  the  booster  and  working  mag- 
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netos  of  aeroplane  engines,  in  combination  ter- 
minal bolts,  a  common  short  circuiting  switch 
structure  centrically  arranged,  separate  switch 
structures  disposed  around  the  latter,  said  ter- 
minal bolts  being  electrically  connected  to  said 
common  short  circuiting  switch  structure  and 
said  separate  switch  structures,  an  insulating  cas- 
ing plate,  a  common  current  conducting  bus-bar 
fixed  to  said  insulating  casing  plate,  said  switch 
structures  being  journalled  in  said  bus  bar,  a 
casing  ring,  a  high  tension  distributor  switch 
structure  arranged  between  two  of  said  separate 
switch  structures  Inside  said  casing  ring,  a  cas- 
ing cover  enclosing  all  of  said  switch  structures. 


2,015.164 
METHOD  AND   APPARATUS   FOR  FILLING 
(JRANULAR    MATERIAL    INTO    MOVING 
CONTAINERS 

Albert  R.  Thompson.  San  Jose,  Calif.,  assignor  to 

Food  Machinery  Corporation,  San  Jose.  Calif. 

Application  May  7.  1930,  Serial  No.  450.579 

38  Claims.     (CI.  226—22) 


1.  An  apparatus  for  measuring  and  filling 
granular  material  into  positioned  containers  com- 
prising means  for  moving  containers  to  and  away 
from  filling  means,  filling  means  comprising  an 
Inclined  rotating  hopper  for  carrying  a  supply  of 
granular  material,  means  in  said  hopper  for  iso- 
lating said  material,  means  associated  with  said 
hopper  for  engaging  and  moving  containers,  a 
fixed  inclined  pathway  adjacent  said  hopper  over 
which  said  containers  are  moved,  a  wall  of  said 
hopper  having  a  series  of  ports  for  connecting  the 
containers  in  succession  with  the  supply  of 
granular  material  In  said  hopper  whereby  as  said 
hopper  revolves  and  moves  said  containers  ove» 
said  pathway  material  will  flow  into  each  con- 
tainer as  it  passes. 

34.  A  method  of  filling  containers  with  uni- 
form graded  charges  of  material  consisting  in 
moving  containers  over  a  predetermined  path 
with  open  ends  exposed  and  during  their  travel 
contacting  with  a  supply  of  isolated  material 
to  become  completely  filled  therefrom,  partially 
covering  the  open  ends  of  the  filled  containers 
in  succe.ssion  while  tipping  them  to  spill  a  pre- 
determined amount  of  material  therefrom  to 
leave  a  uniform  graded  charpe  In  each  container. 


2.015.165 
GOLF  BALL 

Douglas  Frank  Twiss.  Wylde  Green.  Frederick 
Arthur  Jones,  Birmingham,  and  Ernest  William 
Allen.  Knowle,  England,  assignors  to  Dunlop 
Rubber  Company.  Limited,  Birmingham,  Eng- 
land, a  corporation  of  Great  Britain 

No  Drawing.  Application  November  28.  1933, 
Serial  No.  700,078.  In  Great  Britain  November 
29   1932 

10  Claims.     (CI.  91—68) 
1.  A  golf  ball  having  a  gutta  contain  ng  cover 

the  outer  surface  of  which  is  halc^enated. 

2.015.166 

DEVICE  FOR  CURLING  HAIR 

Charles  K.  Thau,  Brooklyn,  N.  Y. 

AppUcation  October  18.  1934.  Serial  No.  748,778 

14  Claims.     (CI.  132 — 41) 


^a 


1.  In  a  hair  curling  device,  in  combination,  a 
supporting  member,  a  retaining  member,  a  fixed 
arm  carried  by  said  retaining  member,  a  clamp- 
ing arm  pivot  ally  carried  by  said  retaining  mem- 
ber and  capable  of  abutment  upon  said  fixed  arm, 
resilient  means  adapted  to  cause  abutment  be- 
tween said  clamping  arm  and  said  fixed  arm  in 
normal  position,  means  whereby  said  clamping 
arm  may  be  removed  from  abutment  upon  said 
fixed  arm,  a  locking  arm  pivotally  carried  by 
said  supporting  member  and  a  member  carried 
by  said  locking  arm  capable  of  retaining  said 
locking  arm  in  spaced  practically  parallel  posi- 
tion with  said  fixed  arm. 

2.015,167 

REFRIGERATION 

Gordon  Vamey.  Bradenton.  Fla. 

AppUcation  September  5,  1931.  Serial  No.  561,456 

19  Claims.     (CI.  62 — 104) 
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1.  In  a  refrigerating  apparatus  including  a  re- 
frigerating chamber  an  article  receivable  in  and 
adapted  to  be  passed  through  said  refrigerating 
chamber,  the  space  between  the  inner  walls  of 
said  chamber  and  said  article  being  filled,  in 
part,  with  a  plurality  of  liquids  of  high  heat  con- 
ductivity and  of  differing  specific  gravities. 

2.015.168 

REFRIGERATION 

Gordon  Vamey,  Bradenton.  Fla. 

Application  September  5.  1931.  Serial  No.  561.457 

14  Claims.     (CI.  62—104) 

f 


1.  As  a  refrigeration  apparatus,  a  refrigerat- 
ing chamber,  a  film  of  substantially  static  heat 
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conductive  liquid  filling  the  base  of  said  chamber, 
a  carrier  passing  through  said  chamber  and  con- 
tacting with  said  liquid. 


2,015.169 
CARBON  >aCROPHONE 
Roelof  Vermenlen.  Eindhoven,   Netherlands,   as- 
siirnor  to  Radio  Corporation  of  America,  a  cor- 
poration of  Delaware 
AppUcation  January  25,  1930.  Serial  No.  423.324 
In  the  Netherlands  March  2.  1929 
3  Claims.     (CI.  179 — 122) 

•  M  " 


1.  A  carbon  microphone  comprising  a  pair  of 
chambers  separated  by  a  wall,  an  aperture  in 
said  wall  for  providing  communication  between 
said  chambers,  a  piece  of  flexible  material  cov- 
ering said  aperture,  carbon  granules  and  elec- 
trodes in  one  of  said  chambers,  a  diaphragm  on 
the  opposite  side  of  the  chamber  from  said  aper- 
ture for  transmitting  sound  wave  pressure  va- 
riations to  said  carbon  granules,  and  means  for 
permitting  atmospheric  pressure  to  vary  the 
pressure  in  the  other  chamber. 


2.015,170 

APPARATUS  FOR  AND  METHOD   OF 

ILLUMINATING  SURFACES 

Richard  J.  Ward,  Los  Anireles.  Calif.,  assigrnor  to 

Multiraylite,  Inc.,  a  corporation  of  California 

Application  February  9,  1934.  Serial  No.  710,504 

7  Claims.     (CI.  40 — 130i 


1.  An  apparatus  for  illuminating  surfaces  com- 
prising a  frame  having  a  panel  bearing  an  artistic 
design  formed  with  a  paint  or  the  like  containing 
elements  which  when  subjected  to  rays  of  shorter 
wave  length  than  the  rays  of  the  visible  spectrum 
will  radiate  the  different  colors  of  said  design,  a 
mercury  vapor  lamp  arranged  at  a  margin  of 
said  panel,  and  embodying  a  quartz  tube  im- 
pregnated with  an  element  for  filtering  rays  from 
said  lamp  so  as  to  project  upon  said  panel  only 
rays  of  predetermined  wave  length,  and  a  re- 
flector adjacent  said  source  of  light  and  pro- 
vided with  an  etched  reflecting  surface,  for  diffus- 
ing the  rays  reflected  therefrom. 


2.015.171 
SUCTION    CLEANER 
Harry  B.  White,  Canton.  Ohio,  assimor  to  The 
Hoover  Company.  North  Canton,  Ohio,  a  cor- 
poration of  Ohio 

AppUcation  Aufust  3.  1933.  Serial  No.  683,419 
11  Claims.     (CI.  15 — 183) 


2.  In  a  rotary  agitator  for  a  suction  cleaner,  a 
body,  an  elongated  seat  in  said  body,  a  brush  in- 
cluding a  rigid  back  having  bristles  therein,  said 
seat  overhanging  one  end  of  said  back,  and  a 
manually  adjustable  screw  carried  by  said  body 
and  extended  Into  said  seat  into  contact  with  a 
cam  surface  on  said  back  at  the  opposite  end 
thereof  to  force  said  back  under  the  overhanging 
portion  of  said  seat  and  oppose  its  outward  dis- 
placement at  said  point  of  contact. 


2.015.172 
INDIRECTLY  HEATED  CATHODE 
Erich  Wie^and,  Hohen  Neuendorf.  Germany,  as- 
signor to  Allfemeine  Elektricitats-Gesellschaft. 
Berlin.  Germany,  a  corporation  of  Germany 
No  Drawing-    Application  April  5.  1933,  Serial  No. 
664.663.    In  Germany  December  21,  1931 
4  Claims.     (CI.  250 — 27.5) 
1.  An  indirectly  heated  cathode  for  an  electron 
discharge  device  comprising  an  electron  emitting 
sleeve  member  having  disposed   therein  an    in- 
sulating core  member  consisting  substantially  of 
one  or  more  aluminum -oxides  of  the  spinel  type. 

2.015.173 
UNITING  METAL  PARTS 
Orrin   E.   Andrus.   Milwauliee.   Wis.,   assignor    to 
A.   O.   Smith  Corporation,   Milwaukee.   Wis.,  a 
corporation  of  New  York 

Application  June  17.  1933.  Serial  No.  676.271 
4  Claims.     (CI.  219—10) 
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1.  The  method  of  joining  a  corrosion  resistive 
alloy  sheet  to  a  metal  plate  which  comprises  first 
welding  to  said  alloy  sheet  throughout  its  extent 
a  sheet  of  metal  which  is  suitable  for  joinder 
with  the  metal  plate  by  progressive  resistance 
spot  welding  without  the  formation  of  detri- 
mental oxides  between  Itself  and  the  plate  as 
the  welding  progresses,  placing  the  abive  com- 
bined sheets  upon  the  plate  with  the  added  sheet 
in  contact  with  said  plate,  and  uniting  said 
sheets  with  said  plate  by  the  progressive  applica- 
tion of  resistance  spot  welding  therebetween  p.t 
close  and  contiguous  pwints. 
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2.015174 
AIR  CLEANER 

Herman  B.  Anglemyer,  Detroit.  Mich. 

Application  February  9,  1934.  Serial  No.  710,427 

15  Claims.     (CI.  183 — 15) 


2.  An  air  cleaner  comprising  a  chamber  having 
in  its  upper  portion  an  air  filtering  mass  present- 
ing a  multiplicity  of  interstices,  said  chamber 
being  adapted  to  contain  a  quantity  of  liquid,  the 
level  of  which  is  spaced  below  the  filtering  body, 
said  chamber  having  an  air  inlet  between  the 
liquid  level  and  filtering  body,  and  an  air  outlet 
above  the  filtering  body,  means  comprising  walls 
forming  an  air  passageway  generally  of  U  shape 
with  the  bight  portion  of  the  U  positioned  below 
the  liquid  level,  said  passageway  opening  at  a 
point  between  the  liquid  level  and  the  filtering 
mass,  the  walls  forming  the  air  passageway  hav- 
ing one  or  more  apertures  therein  located  substan- 
tially at  the  bight  portion  of  the  U  and  below  the 
liquid  level,  and  a  partition  member  extending 
from  the  said  open  end  of  the  passageway  substan- 
tially to  the  said  filtering  body  serving  to  direct 
fiow  of  air  into  a  portion  only  of  said  filtering  body 
and  to  form  a  passageway  from  another  portion 
of  the  filtering  body  to  the  part  of  the  casing 
containing  the  liquid. 

2.015,175 
MODULATED    CARRIER    WAVE    SYSTEM 

William  Theodore  Ditcham,  Chelmsford,  England, 
assiirnor  to  Radio  Corporation  of  America,  a 
corporation  of  Delaware 

AppUcation  June  29.  1933,  Serial  No.  678,139 

In  Great  Britain  July  22.  1932 

5  Claims.     (CI.  179— 171) 
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1.  In  combination  a  source  of  constant  fre- 
quency carrier  frequency  oscillations,  a  pair  of 
energy  transferring  circuits,  each  including  se- 
ries Inductances  shunted  by  a  tuning  capacity, 
a  coupling  between  said  source  of  carrier  fre- 
quency oscillations  and  each  of  said  energy  trans- 
ferring circuits,  a  load  circuit  coupled  to  receive 
energy  from  both  of  said  energy  transferring  cir- 
cuits, the  sense  of  the  variou.s  couplings  being 
such  that  energy  is  transferred  to  the  load  cir- 
cuit in  a  differential  manner,  a  pair  of  thermionic 
valves,  each  having  its  output  circuit  associated 
with  a  different  one  of  the  energy  transferring 
circuits  so  as  to  control  the  natural  frequency 
thereof,  and  means  for  applying  modulating  po- 


tentials to  the  Input  circuits  of  said  modulating 
valves  in  phase  opposition  whereby  opposite  si- 
multaneous control  of  said  energy  transferring 
circuits  is  obtained  substantially  as  described. 

2.015.176 
PORTABLE  STRUCTURE 

Arthur  Ebenhack,  New  York,  N.  Y. 

Application  January  31.  1935,  Serial  No.  4,221 

8  Claims.     ICL  20—2) 


1.  A  portable  theatre  comprising  a  center  floor, 
end  floor  extensions  hinged  thereto,  and  side  floor 
extensions  hinged  to  the  sides  of  the  center  floor 
and  the  end  floor  extensions;  the  width  of  the 
center  floor  being  suflBciently  greater  than  that  of 
the  end  floor  extensions  so  that  when  the  side 
floor  extensions  are  brought  to  position  at  right 
angles  to  the  said  center  floor  and  end  sections 
each  end  extension  with  side  extensions  attached 
can  collapse  within  the  boundaries  of  the  center 
floor  with  side  extensions  attached  to  form  a  flve 
sided  box  structure  with  the  top  side  open. 

2.015.177 
SOLDERLESS  CONNECTER 

Harrison  J.  L.  Frank.  Detroit,  Mich..  assi>?mor  to 
Bulldog    Electric    Products   Company.    Detroit, 
Mich.,  a  corporation  of  West  Virginia 
Application  Augrust  4,  1934,  Serial  No.  738.448 
8  Claims.     (CL  173—259) 


4.  A  cable  terminal  connecter  comprising  a 
strap  bent  to  provide  a  U  having  opposite  sides 
and  a  bight,  tongues  cut  from  said  sides  to  pro- 
vide alined  apertures  therein  and  bent  inwardly 
of  the  U  at  different  levels  to  provide  clamping 
parts  which  may  receive  between  them  a  cable 
terminal  passed  through  the  alined  apertures  of 
the  connecter  sides,  one  of  the  tongues  bridging 
the  connecter  sides  so  that  both  sides  form  abut- 
ments for  this  toneue. 

2.015.178 

METHOD   FOR   THE    STABILIZATION   OF 

ELECTROMAGNETIC  OSCILLATIONS 

Alexander   Frum,   Berlin.   Germany,    assignor   to 
Telefunken    Gesellsrhaft    fiir    Drahtlose    Tcle- 
graph-e  m.  b.  H..  Berlin,  Germany,  a  corpora- 
tion of  Germany 
Application  December  8,  1933.  Serial  No.  701.475 
In  Germany  November  12    1932 
5  Claims.     (CI.  250—36) 
1.  A  frequency  stabilizing  .system  comprising,  in 
combination,  an  electron  discharge  device  oscil- 
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lation  generator  having  input  and  output  circuits. 
a  pair  of  impedances  which  respond  differently 
to  changes  in  frequency  connected  in  series  in  said 
output  circuit  and  so  designed  as  to  normally  pro- 
duce voltages  which  differ  in  phase  relative  to  one 
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another  z.  predetermined  amount,  and  means  cou- 
pled to  said  input  circuit  responsive  to  differences 
in  phase  of  said  voltages  from  said  predetermined 
amount  produced  in  said  impedances  for  restor- 
ing said  normal  phase  displacement. 


2.015.179 
SKIN  CLEANSING  AND  PURIFYING  CREAM 
G«orre  McGraw,  Queens  Villaire,  N.  Y..  assirnor 
to  The  Oakland  Chemical  Company.  New  York. 
N.  Y.,  a  corporation  of  New  York 
No  Drawing.    Application  August  15,  1930,  Serial 
No.  475.641.     Renewed  January  24,  1935 
4  Claims.     (O.  167—91) 
1.  An  ingredient  for  a  stable   skin  cleansing 
and  purifjring  cream  comprising  hydrogen  perox- 
ide carried  by  a  fatty  mixture  of  the  esters  of 
isocholesterin    and    oxycholesterin    with    oleic, 
myristinic  and  camaubic  acids. 


2.015.180 
CONCENTRATION  OF  FORMALDEHYDE 
Rudolph  L.  Hasche,  Whitefish  Bay,  Wis.,  assirnor 
to  A.  O.  Smith  Corporation,  Milwaukee,  Wis.,  a 
corporation  of  New  York 
No  Drawing.    Application  November  25,  1932, 
Serial  No.  644.276 
8  Claims.     (O.  202—57) 
1.  The  method  of  concentrating  solutions  of 
formaldehyde  in  water  which  comprises  raising 
the  boiling  point  of  the  solution  to  temperatures 
which  will   decompose  the  polymers  therein  by 
adding  one  of  the  materials  of  the  group  con- 
sisting of  calcium  chloride,  magnesium  chloride 
and  zinc   chloride,    boiling    to  vaporize   formal- 
dehyde,   condensing   the   vapor,    and   combining 
the  first  portions  of  condensate. 


to  be  opened  by  air  pressure  arriving  through 
said  high  pressure   valve,  said  flow   valve  con- 


2.015.181 
DRI\'ER'S    BRAKE    VALVE    FOR    COM- 
PRESSED AIR  BRAKES 

Friedrich  Hildebrand.  Lankwitz.  Berlin,  and 
Ernst  Moller.  Karlshorst,  Berlin.  Germany,  as- 
signors to  Knorr-Bremse  Aktiengesellschaft. 
Lichtenberg.  Berlin,  Germany,  a  joint-stock 
company  of  Germany 

Application  August  10.  1934,  Serial  No.  739,198 

In  Rumania  June  23.  1934 

12  Claims.     (CI.  303— 54) 

1.  In   a   driver's   valve   for   a   compressed   air 

brake,  connections  with  a  source  of  compressed 

air  and  with  a  brake  pipe,  a  pressure  regulator 

operable  by  a  rotary  lever,  a  pawl  on  said  lever. 

a  filling  impulse  valve  operated  by  the  pawl  and 

adapted   to  be  opened   by   pressure   applied   on 

said   pawl,   a  high-pressure  valve   controlled   by 

said  filling  impulse  valve,  a  flow  valve  adapted 


trolling   communicat.on   between   the   source   of 
compressed  a  r  and  the  brake  pipe. 


2,015.182 
CONTROLLING  DEVICE  FOR  THE  DRAINAGE 
OF  THE  STEAM  CYLINDER  IN  AN  AUXIL- 
IARY PLANT  OF  A  LOCOMOTIVE 
Ladislav     Hladik,     Pilsen.     Ciechoslovakia.     as- 
signor   to   Limited    Company    formerly    Skoda 
Works,  Plzen,  Prague,  Czechoslovakia,  a  corpo- 
ration of  Czechoslovakia 
Application  February  23,  1933,  Serial  No.  658.043 
In  Czechoslovakia  March  23.  1932 
2  Claims.     (CI.  277— 4) 


1.  In  an  apparatus  for  the  purposes  spec  fled, 
two  three-way  cocks,  an  operating  lever  mounted 
on  the  flrst  cock,  a  first  hand  operated  lever 
having  two  end  positions,  a  rod  interconnecting 
said  levers,  a  second  hand  operated  lever  mount- 
ed on  the  second  cock,  a  lug  projecting  from  the 
second  hand  lever,  a  projection  on  said  rod  en- 
gaging said  lug  only  in  certain  relative  positions 
of  said  lug  and  projection  but  free  to  move  with 
respect  thereto,  whereby  upon  the  movement  of 
the  flrst  hand  lever  into  one  position  the  flrst  cock 
is  operated  but  the  second  cock  is  not  operated 
by  said  rod.  and  upon  the  movement  of  the  flrst 
hand  lever  into  the  second  position  the  projec- 
tion on  the  rod  will  engage  the  lug  on  the  second 
hand  lever  and  rotate  through  it  the  second  cock 
from  the  position  into  which  it  may  have  been 
moved  by  the  second  hand  lever  into  its  normal 
position,  the  leverage  on  the  elements  being  such 
that  the  flrst  hand  lever  cannot  be  moved  Into 
the  flrst  end  position  by  the  actuation  of  the 
second  hand  lever. 


2,015,183 
SELF- SYNCHRONOUS  AUTOMATIC  PILOT 

Frederick  S.  Hodgman,  Glen  Rock.  N.  J.,  assignor 

to  Sperry  Gyroscope  Company.  Inc..  Brooklyn. 

N.  Y..  a  corporation  of  New  York 

!    Application  October  27.  1931.  Serial  No.  571.475 

7  Claims.     (CI.  172—282) 

5.  In  an  automatic  steering   device,  a  master 

compass  actuated  controller,  a   relay  motor  ex- 

1   cited  therefrom,  relay  contacts  actuated  by  said 
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motor,  a  main  steering  motor  actuated  from  s£dd 
contacts,  and  a  weather  adjustment  for  varying 


at  will  the  speed  at  which  said  relay  motor  is  ac- 
tuated from  said  controller. 


2.015.184 

WELDING  MACHINE 

Durward    K.    Hopkins,    Peoria,    III.,    assignor    to 

Micro  Products  Company,  Peoria.  111. 

Application  December  6.  1933,  Serial  No.  701,134 

6  Claims.     (CI.  219 — 4) 


1.  A  welding  machine  having  in  combination 
dual  gripping  mechanisms  electrically  Insulated 
from  each  other  and  movable  relative  to  each 
other,  means  for  supplying  electric  current 
thereto,  the  gripping  mechanisms  adapted  to  grip 
materials  in  spaced  relation  and  to  be  moved 
to  bring  said  materials  into  physical  contact, 
manually  operable  diflerential  means  for  grip- 
ping the  materials  in  an  equalized  manner,  means 
abutted  by  one  of  said  gripping  mechanisms  for 
moving  the  same  relative  to  the  other  and  ad- 
justable automatic  means  for  controlling  the  ex- 
tent and  speed  of  said  movement. 


2.015.185 
ELECTRON  Tl'BE  CIRCUIT  SCHEME 

Gunther  Jobst.  Berlin.  Germany,  assignor  to  Tele- 
funken  Gesellschaft  fur  Drahtlose  Telegraphic 
m.   b.   H.,  Berlin.   Germany,   a   corporation  of 
Germany 
Application  June  2,  1933.  Serial  No.  674.048 
In  Germany  February  11.  1932 
7  Claims.     (CI.  179—171) 
1.  A  circuit  arrangement  comprising  a  vacuum 
tube  having  a  cathode,  a  plate,  a  flrst  grid  lo- 


cated adjacent  said  cathode  and  arranged  to 
regulate  the  number  of  electrons  emanating  from 
said  cathode,  means  for  applying  a  positive  po- 
tential to  said  grid,  a  second  grid  located  be- 
tween said  flrst  named  grid  and  said  anode, 
means  for  applying  a  constant  positive  potential 
to  said  second  grid  which  is  greater  than  that 
applied  to  said  first  grid  whereby   said  second 


grid  controls  the  velocity  of  the  electrons  pass- 
ing through  said  first  grid,  a  signal  control  grid 
located  adjacent  said  plate,  and  means  connected 
to  said  control  grid  arranged  to  apply  a  negative 
bias  voltage  thereto,  the  means  for  applying  a 
potential  to  the  second  grid  being  arranged  to 
maintain  its  potential  constant  during  variation 
of  the  voltage  of  said  signal  control  grid. 


2.015.186 

FINGER  SAFETY  GUARD  AND  ASSISTANT 

Anthony  A.  Kauzor.  Pittsburgh.  Pa. 

AppUcation  September  30.  1932.  Serial  No.  635.689 

2  Claims.     (CI.  20— 16) 


2.  A  guard  for  a  door  comprising  a  strip  of 
rigid  metal  of  a  length  to  extend  along  a  door- 
way at  the  side  thereof  to  which  a  door  is  hinged, 
said  strip  being  curved  transversely  to  define  a 
concavo-convexed  scroll  formation  in  cross  sec- 
tion and  along  one  side  having  an  outstanding 
attaching  flange  adapted  to  be  secured  against 
a  jamb  post  of  a  doorway  to  mount  the  strip  in 
overlapping  relation  to  the  hinged  side  of  a 
closed  door  with  the  concaved  surface  of  the 
strip  facing  the  door  and  the  free  side  edge 
portion  of  the  strip  spaced  an  appreciable  dis- 
tance from  a  closed  door. 


2,015.187 
PACKAGE  ASSEMBLING  MACHINE 

Karl  H.  Mayer,  Bronx^nlle,  N.  Y..  assignor,  by 
mesne  assignments,  to  Standard-Knapp  Corpo- 
ration. New  York 

Application  December  13.  1930.  Serial  No.  502,154 
10  Claims.     (CI.  198— 34) 


1.  In  an  apparatus  of  the  class  described,  the 
cortibinatlon  of  a  conveyor  for  advancing  groups 
of  articles,  a  second  conveyor  arranged  adjacent 
the  flrst  said  conveyor  for  continuing  the  ad- 
vance of  said  articles,  the  articles  in  each  of  said 
groups  being  irregularly  arranged  on  the  con- 
veyor, and  means  at  the  junction  of  said  convey- 
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ors  for  arranging  and  spacing  the  articles  of  each 
group  as  advanced  from  one  conveyor  to  the 
other  into  a  line  of  uniformly  spaced  identically 
arranged  su-ticles. 


2.015.188 
CAR  UNDERFRAME 

John  E.  Mahlfeld.  Scarsdale.  N.  Y. 

AppUcation  March  18,  1932,  Serial  No.  599.619 

12  Claims.     (CI.  105—256) 


3 


yy,  ny,^^,      >     "H 


1.  In  a  railway  car  underframe,  a  center  sill 
element,  and  a  floor  inclined  downwardly  and 
outwardly  from  said  element,  the  outer  edge  of 
the  portion  of  said  floor  over  the  car  trucks  ter- 
minating substantially  beneath  the  side  of  the 
underframe,  and  the  outer  edge  of  the  portion  of 
said  floor  between  the  car  trucks  terminating 
intermediate  the  side  of  the  underframe  and  said 
element. 


2.015,189 
MODLXATION  CIRCUIT  ARRANGEMENT 
Mendel  Osnos,  Berlin,  Germany,  assig^nor  to  Tele- 
funken  Gesellschaft  fiir  Drahtlose  Tele^raphie 
m.   b.   H.,  Berlin,   Germany,   a  corporation   of 
Germany 

Application  Jaly  13,  1933,  Serial  No.  680J206 
In  Germany  July  1,  1932 
SCUims.     (CI.  179— 171) 


1.  Means  for  producing  high  frequency  oscilla- 
tions comprising  a  thermionic  tube  having  its 
anode  connected  to  its  cathode  by  way  of  a  res- 
onant circuit  including,  a  parallel  inductance 
and  capacity,  and  its  control  grid  connected  to 
its  cathode  by  way  of  an  impedance,  said  elec- 
trodes being  energized  to  produce  sustained  oscil- 
lations in  said  tube  and  circuits  due  in  part  to 
the  capacity  within  the  tube  between  the  control 
grid  and  anode  electrodes,  means  for  determining 
the  frequency  of  the  oscillations  developed  and 
for  modulating  the  same  compnsing  a  piezo-elec- 
tric  crystal  and  a  microphone  in  series  between 
the  control  grid  and  cathode  of  said  tube,  and 
a  resonant  circuit  connected  in  parallel  with  said 
microphone. 


2,015.190 
CAR  UNDERFRAME 
Harry  M.  Pflarer.  St.  Loais,  Mo.,  assignor  to  Gen- 
eral Steel  Castings  Corporation,  Granite  City, 
111.,  a  corporation  of  Delaware 
AppUcation  March  18,  1932.  Serial  No.  599.650 
10  Claims.     (CI.  105 — 256 1 
1.  In  a  railway  car  underframe.  bolsters,  a  cen- 
ter sill  structure  between  said  bolsters  consisting 
substantially   exclusively    of    inverted    V-shaped   i 
cross-section  of  sufficient  cross-sectional  area  to   I 
constitute  the  main  force  transmitting  member  of 
the  underframe,  and  cross  beams  extending  across  i 


the  underframe  and   increasing  in  depth  from 
their  ends  inwardly  and  bracing  the  sides  of  said 


center  sill  structure  and  carrying  the  load  at  the 
sides  of  the  car  to  said  center  sill  structure. 


2,015.191 
CONTROL  FOR   COUPLING   DEnCES 
Russell  Merles  Planck,  Jackson.  Mich.,  assignor, 
by  mesne  assignments,  to  Radio  Corporation  of 
America,  New   York,   N.   Y.,  a   corporation  of 
Delaware 
Application  August  15,  1931.  Serial  No.  557.312 
13  Claims.     (CL  250—20) 


1.  In  radio  sets,  a  vacuum  tube  having  an  input 
and  an  output  circuit,  a  series  of  coils,  each  one 
of  which  Is  coupled  to  the  next  succeeding  coll 
of  the  series,  and  switch  means  for  connecting 
the  input  circuit  to  each  of  said  coils  in  rotation 
and  for  connecting  the  output  circuit  through 
an  adjacent  coupled  coil  as  a  feed  back  between 
said  circuits. 


2,015.192 
POWER  BRAKE  AND  CLUTCH 

Robert  C.  Russell,  Dallas,  Tex.,  assignor  to  Engi- 
neering Corporation,   Grand   Rapids,  Mich.,  a 
corporation  of  Delaware 
Application  March  11.  1932.  Serial  No.  598.160 
37  Claims.     (CI.  192 — 3) 


1.  An  automotive  control  comprising  a  pedal 
means  adapted  to  be  actuated,  a  servo-motor  op- 
eratively  connected  with  the  pedal  means,  a  mo- 
tive-fluid line  including  a  control  valve  connected 
with  the  servo-motor,  a  manual-control  device 
operatlvely  connected  with  the  valve  by  which  an 
operator  opens  said  valve  to  energize  the  servo- 
motor to  actuate  the  pedal  means,  automatic 
means  operated  by  movement  of  the  servo-motor 
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to  automatically  urge  the  valve  toward  closed 
position,  means  by  which  an  operator  follows 
up  the  movement  of  the  automatic  means  to  pre- 
vent the  latter  from  closing  the  valve,  and  means 
to  provide  a  constantly-varying  ratio  of  move- 
ment relatively  between  the  manual  control  and 
the  device  and  the  pedal  means. 


2.015.193 
METHOD  OF  MAKING  A  SHEET  METAL 
BARREL 
Daniel  J.  Reed,  Milwaukee,  Wis.,  assignor  to  A.  O. 
Smith  Corporation,  Milwaukee,  Wis.,  a  corpora- 
tion of  New  York 
Application  October  14,  1933.  Serial  No.  693.531 
2  Claims.     (CI.  113—120) 


1.  In  the  manufacture  of  sheet  metal  barrels 
having  a  substantially  cylindrical  body  portion 
and  an  end  head,  the  steps  comprising,  inserting 
the  head  to  its  final  position  in  the  body  portion, 
forming  a  shoulder  in  the  body  portion  against 
the  corner  of  the  head,  and  welding  the  head  to 
the  shoulder  to  provide  a  fluid-tight  joint. 


2,015,194 

RESILIENT   RAIL  FASTENING 

Max  Rtiping,  Munich.  Germany 

Application  July  28,  1933,  Serial  No.  682,558 

In  Germany  April  15,  1933 

7  Claims.     (CI.  238 — 349) 


•  f- 


1.  Resilient  fastening  for  securing  railway  rails 
to  wooden  sleepers,  comprising  a  resilient  clamp 
having  a  shank  of  substantially  the  same  length 
and  cross  section  as  a  ra  1  spike,  said  clamp  con- 
sisting of  a  plurality  of  substantially  parallel 
spring  metal  bands  superimposed  in  the  shank 
and  upper  portion  of  the  clamp,  the  shank  pro- 
jecting in  a  perforation  of  the  sleeper  and  the 
upper  portion  being  curved  towards  the  rail  and 
engaging  with  its  end  the  flange  of  the  rail. 


2.015.195 
AIR  INSULATED   HEATER 

Rvan  Sadwith,  Newark.  N.  J. 

Application  October  5.  1931.  Serial  No.  567,002 

1  Claim.     (CI.  126—110) 

A  unit  heater  comprising  an  outer  casing  having 
inner  and  outer  walls  in  spaced  relationship, 
means  for  maintaining  the  walls  in  spaced  rela- 
tionship, said  spacing  means  at  the  top  of  the  cas- 
ing having  openings  to  the  atmosphere  and  to 
the  space  between  the  walls,  a  combustion  cham- 
ber, an  air  chamber,  said  spaced  walls  surround- 
ing said  combustion  chamber  and  said  air  cham- 
ber, said  spaced  walls  having  a  communicating 
opening   to  said   combustion   chamber   whereby 


the  air  entering  through  said  openings  in  said 
spacing  means  at  the  top  of  the  casing  will  ab- 
sorb the  heat  from  the  walls  in  its  passage  there- 
through into  the  combustion  chamber,  a  heat  in- 
terchanger,  said  combustion  chamber  communi- 
cating with  said  heat  interchanger    for    inter- 


changing the  heat  of  the  combustion  gases  and 
fresh  air  and  air  from  the  space  between  said 
walls,  said  heat  interchanger  communicating  with 
said  air  chamber,  a  fresh  air  passage  through 
said  spaced  walls  to  said  heat  interchanger,  means 
for  separately  delivering  the  heated  air  and  the 
products  of  combustion  from  the  heater. 


2.015.196 
CONSTAN-r  SPEED  WINDER 

Eugene  P.  Searing.  Hawthorne,  N.  J. 

Application  April  12,  1934.  Serial  No.  720.168 

7  Claims.     (CL  242—18) 


1.  Winding  mechanism  comprising  a  rotary 
driving  element  and  a  rotary  driven  element  on 
which  to  form  the  wound  mass  each  of  which  ele- 
ments is  rotatable  around  an  axis  penetrating 
such  element  and  the  driving  element  having  con- 
tact with  an  end  face  of  the  driven  element,  one 
element  being  movable  to  vary  the  distance  be- 
tween the  axis  of  the  driven  element  and  the  driv- 
ing element,  means,  actuated  by  the  growing 
wound  mass,  to  move  the  movable  element,  means 
to  retain  the  movable  element  when  so  moved  in 
the  position  to  which  it  is  moved,  and  supporting 
structure  for  said  elements  and  means. 


2.015.197 
HOPPER   CAR 
Charles  S.  Shallenberger  and  Charles  F.  Frede, 
St.  Louis,  Mo.,  and  Harrison  Hoblitrelle.  Wynne- 
wood.  Pa.,  assignors  to  General  Steel  Castings 
Corporation.  Granite  City,  111.,  a  corporation  of 
Delaware 
Application  March  24.  1933.  Serial  No.  662.494 
8  Claims.     (CI.  105 — 249) 
4.  In  a  railway  hopper  car,  a  sill  member,  a 
hopper  having  a  web  extending  angularly  about 
an  upwardly  and  laterally  facing  corner  of  said 
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sill,  there  being  perforations  in  said  hopper  web 
adjacent  said  corner,  and  welding  material  filling 


A9 


said   perforations   and  projecting   therefrom  to 
support  said  hopper  web  spaced  from  said  corner. 


2.015.198 
BALL  BEARING 
Donald  G.  Smellie,  Canton.  Ohio,  assignor  to  The 
Hoover  Company,  North  Canton,  Ohio,  a  cor- 
poration of  Ohio 

Application  July   17.  1930.  Serial  No.  468.557 
3  Claims.     (CI.  308— 187) 


V    3»      *»    ^?    »* 


1.  A  self-contained  unitary  bearing  comprising 
an  inner  race  ring,  an  outer  race  ring  compris- 
ing a  circular  ring  and  two  outwardly  opening 
cups  positioned  at  the  sides  thereof,  balls  posi- 
tioned Ijetween  said  inner  and  said  outer  race 
rings,  a  seal  positioned  in  one  of  said  cups  and 
an  overlying  gasket  having  at  one  end  a  radially 
extendng  portion  adjacent  one  of  said  cups  pro- 
viding a  closing  wall  for  said  seal,  said  gasket 
being  swaged  inwardly  at  its  opposite  end  and 
serving  to  maintain  said  outer  race  ring  and  said 
seal  in  assembled  relation. 


2.015.199 

TOBACCO  CONTAINER 

Lucien  D.  Sparks  and  Matthew  J.  Levitt, 

Minneapolis.  Minn. 

Application  June  5.  1933.  Serial  No.  674,408 

6  Claims.     iCl.  206 — 41) 


3.  A  tobacco  container  comprising  an  inner 
envelope  disposed  within  an  outer  envelope,  said 
outer  envelope  including  a  front  member  and  a 
back  member,  a  swingable  closure  flap  extending 
outwardly  from  the  free  edge  of  one  of  said 
members  and  a  narrow  flap  extending  from  the 
free  edge  of  the  other  of  said  members,  said  nar- 
row flap  being  reversely  folded  to  form  a  sealing 
edge  at  the  fold  therein,  said  inner  envelope  ex- 
tending outwardly  beyond  said  sealing  edge  and 
having  an  open  outer  end.  the  medial  portion  of 


the  upper  edge  of  the  side  of  said  inner  envelope 
adjacent  said  closure  flap  being  secured  to  said 
closure  flap  whereby  swinging  of  said  closure  flap 
to  its  closing  position  will  cause  the  outer  portion 
of  said  inner  envelope  to  be  folded  over  said  seal- 
ing edge  and  swinging  of  said  closure  flap  to  its 
open  position  will  swing  the  outer  portion  of  said 
inner  envelope  to  its  unfolded  position. 


2.015,200 
ROTARY  PUMP 

Willem  Lodewijk  Joost  Spoor,  Amsterdam, 

Netherlands 

Application  January  6.  1932,  Serial  No.  585,072 

In  the  Netherlands  January  12,  1931 

3  Claims.     (CI.  103 — 96) 


1.  Rotary  pump  comprising  an  Impeller  lined 
at  the  periphery  with  vanes  and  a  casing  en- 
closing the  said  Impeller  with  a  substantially 
liquid  tight  running  fit  and  having  open  guide 
passages  arranged  laterally  of  the  impeller,  said 
guide  passages  extending  oppasite  the  vanes  of 
the  impeUer  for  the  greater  part  of  a  circle  but 
having  two  dead  ends,  inlet  and  outlet  openings 
being  provided  laterally  of  the  impeller  in  the 
casing  and  lying  radially  inward  of  the  guide 
passages  and  within  the  reach  of  the  annular 
area  occupied  by  the  vanes  on  the  side  face  of 
the  impeller,  the  height  of  the  said  vanes  calcu- 
lated in  a  radial  direction  being  greater  than  the 
width  of  the  guide  passages  in  the  casing  also 
calculated  in  a  radial  section,  the  radial  cross 
f'  'ctions  of  the  guide  passages  being  shaped  in 
conformity  with  the  movement  of  the  liquid 
taken  in  a  radial  plane,  said  passages  being  tri- 
angular in  shape  adjacent  the  inlet  and  having 
the  greatest  depth  near  the  outer  periphery  of 
the  impeller  and  gradually  changing  to  a  semi- 
circular shape  adjacent  the  outlet,  the  bottom  of 
the  passage  being  rounded  even  throughout  the 
triangular  portion. 


2,015.201 

PRECIPITATING   BATH   FOR   \^SCOSE 

FILAMENTS 

Johann  Joseph  Stockly  and  Aujrust  Brotz.  Tel- 
tow- Seehof,     Germany,     assigrnors     to     North 
.American  Rayon  Corporation,  New  York.  N.  Y., 
a  corporation  of  Delaware 
No  Drawing.     Application  July   15,   1930.   Serial 
No.  468.197.     In  Germany  July  15,  1929 
3  Claims.     (CI.  18— 54) 
2.  In  a  process  for  the  manufacture  of  artificial 
filaments,  yarns,  threads,  etc.,  from  a  viscose  solu- 
tion, the  steps  of  preparing  a  normal  viscose  solu- 
tion, and  spinning  it  Into  a  bath  containing: 

Per  cent 

Sulphuric   acid 8.25  to  10.71 

Sodium  sulphate 18.75  to  19.82 

Zinc  sulphate 0.825  to     1.98 

and  then  washing,  after-treating  and  drying  the 
filaments,  yarn.  etc..  in  an  unstretched  condition. 


Sk 
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2.015.202 

METHOD  OF  FORMING  BOXES 

John  S.  Stokes.  Huntingdon  Valley.  Pa,,  assignor 

to  Stokes  and  Smith  Company,  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

Application  January  14,  1932.  Serial  No.  586,530 

38  Claims.     (CI.  93—43) 


^ 


1  The  method  of  making  a  box  which  com- 
prises flattening  sheet  material  upon  a  conveyor 
surface,  moving  a  scored  blank  adapted  to  form 
at  least  two  box  panels  along  a  path  into  ad- 
hesive, registering  engagement  with  the  sheet 
material  flattened  upon  said  surface,  at  a  point 
in  said  path  bending  the  blank  along  its  scor- 
ing and  conveying  the  blank  and  attached  sheet 
material  by  said  surface  toward  a  box-forming 
station. 

2.015,203 

MOWING  MACHINE 

Svante  Svensson,  Tidavad.  Sweden 

Application  April  25.  1935,  Serial  No.  18,192 

In  Sweden  December  22,  1933 

1  Claim.     (CL  56—314) 


In  mowing  machines  of  the  type  which  com- 
prises a  frame,  a  cutting  mechanism  and  an 
outer  sliding  shoe,  and  an  adjustable  member 
for  raising  and  lowering  said  mechanism  rela- 
tively to  the  ground  and  a  swath  board  attached 
to  the  outer  sliding  shoe  of  said  cutting  mecha- 
nism, the  combination  of  a  support  carried  by 
the  frame,  a  lever  mounted  on  said  support,  mem- 
bers connecting  the  ends  of  said  lever,  one  end 
to  the  swath  board  and  one  end  to  the  adjusting 
member,  whereby  upon  raising  the  cutting  mech- 
anism the  swath  board  will  also  be  raised. 

2.015.204 

WATER-INSOLCBLE    AZO-DYESTUFF   AND 

FIBER  DYED   THEREWITH 

Hans  Thomae.  Frankfort-on-the-Main.  August 
Modersohn.  Cologne  -  Mulheim-on-the-Rhine, 
Fritz  MuUer,  Frankfort-on-the-Main.  and 
Friedrich  Muth.  I^everkusen-I.  G.  Werk,  Ger- 
many, assignors  to  General  Aniline  Works.  Inc., 
New  York.  N.  Y..  a  corporation  of  Delaware 
No  Drawing.  Application  November  19.  1932. 
Serial  No.  643,528.  In  Germany  November  24, 
1931 

10  Claims.     (CI.  260—95) 
1.  The  water-insoluble  azo-dyestuffs  of  the  fol- 
lowing general  formula: 

N=N— X 


/V^ 


,0H 


aromatic  amine  selected  from  the  group  consist- 
ing of  l-amino-5-chlorophenyl-2-alkyl-sulfone 
and  1  -  amino  -  5  -  trifluormethylphenyl-2-alkyl- 
sulfone  and  R  represents  a  radical  of  the  benzene 
or  naphthalene  series,  dyeing  golden-yellow  to 
orange  shades  and  being  distmguished  by  their 
good  fastness  properties,  particularly  by  their 
good  fEistness  to  ironing  and  to  light. 


\y\y^C  O-NH-R 

wherein  X  stands  for  the  radical  of  a  dlazotized 


2,015.205 

WATER  TIGHT  METAL  CONTAINER, 

RECEPTACLE,  AND  BOX 

Thomas  T.  Tucker,  Atlanta,  Ga. 

Application  May  5,  1934.  Serial  No.  724.119 

2  Claims.     (CI.  220—94) 


1.  A  container  of  sheet  material  comprising  a 
bottom,  side  and  end  walls,  said  side  and  end 
walls  being  provided  with  outstanding  marginal 
flanges,  laterally  spaced  reinforcing  straps  se- 
cured to  and  extending  along  the  bottom  and  end 
walls  of  the  container,  certain  of  said  straps 
terminating  immediately  beneath  the  flanges  of 
the  end  walls,  in  loops  forming  at  each  end  of 
the  container  a  pair  of  handles. 


2.015.206 

ANTIFRICTION  BEARING  rsil 

Miller  S.  Tyson,  Canton,  Ohio,  assignor  to  Marcus 

T.  Lothrop,  Canton.  Ohio;  Margaret  F.  Lothrop 

executrix  of  said  Marcus  T.  Lothrop.  deceased 

Application  October  17.  1934,  Serial  No.  748,568 

2  Claims.     (CI.  308— 187) 


/« 

'S  W^  ' 
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^^ 

1.  A  taper  roller  bearing  comprising  concentric 
cone  and  cup  elements  having  conical  roller  en- 
gaging surfaces,  a  plurality  of  tapered  rollers  dis- 
posed between  said  surfaces,  a  roller  retainer  dis- 
posed within  the  pitch  line  of  the  rollers  to  hold 
the  rollers  within  the  cup  element  prior  to  the 
assembly  of  the  cone  element  thereto,  a  grease 
sealing  plate  carried  by  said  cup  element  at  the 
end,  of  smaller  internal  diameter,  and  a  second 
annular  grease  sealing  plate  carried  at  the  oppo- 
site end  of  said  cup  element  and  having  its  inner 
peripheral  edge  surrounding  said  cone  element 
in  relatively  closely  spaced  relation  whereby  to 
permit  withdrawal  of  said  cone  element  to  per- 
mit inspection  of  said  rollers  without  disas- 
sembly of  said  cup  element,  rollers,  retainer  and 
sealing  plates. 
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2.015^07 
PROCESS   OF   VULCANIZING   RUBBER 
Sidney  L.  WeUer,  Evansion,  111.,  assi«rnor  to  E.  I. 
du  Pont  de  Nemours  A  Company,  Wilmington, 
DeL,  a  corporation  of  Delaware 
No  Drawing.    Application  November  8.  1933, 
Serial  No.  697.110 
11  Claims.     (CI.  18 — 47) 
1.  In  the  fabrication  of  a  rubber  article  by  in- 
serting said  article  in  a  mold  wherein  it  is  sub- 
jected to  elevated  temperatures,  the  step  which 
comprises  interposing  between  the  contacting  sur- 
faces of  said  article  and  the  mold  the  salt  of  a 
polybasic  acid  ester  of  an  alcohol  having  from  6  to 
20  carbon  atoms. 


2,015.208 

APPARATUS  FOR  TESTING  METAL 

CONTAINERS 

John    F.   Werder.   Lakewood,   Ohio,    assigrnor   of 

one-half    to    Edmund    Rogers,    Sooth    Euclid, 

Ohio 
Application  January  10.  1931.  Serial  No.  507.930 
3  Claims.     (CI.  73— 51  j 


m^ 


1.  Testing  apparatus  for  a  metal  container  of 
the  tjrpe  having  a  valve  body,  said  apparatus  com- 
prising a  pressure  supply  line,  extendable  tubular 
means  affording  communication  between  said 
pressure  supply  line  and  the  valve  body  and  con- 
tainer, means  for  connecting  said  tubular  means 
with  said  valve  body,  said  tubular  means  having 
a  port  so  located  that  when  said  tubular  means 
is  in  withdrawn  position,  said  port  is  open  to  the 
outside  atmosphere,  and  when  said  tubular 
means  is  in  extended  position,  said  port  is  in 
communication  with  said  pressure  supply  line  so 
as  to  permit  application  of  pressure  to  the  con- 
tainer, whereby  successive  containers  may  be 
applied  to  and  removed  from  said  tubular  means 
when  in  withdrawn  position  and  the  container 
may  be  subjected  to  pressure  only  when  in  ex- 
tended position,  said  parts  being  so  constructed 
and  arranged  that  the  container  will  be  substan- 
tially removed  from  the  normal  manipulating  po- 
sition of  the  hands  of  the  operator  during  the 
application  of  pressure  to  the  container. 


input  blade  to  one  end  of  both  colls,  a  connec- 
tion from  the  other  end  of  each  coil  to  an  out- 
put receptacle  contact,  a  direct  connection  from 
the  other  blade  contact  to  another  output  con- 
tact, and  a  plurahty  of  additional  output  contacts 
connected  to  Intermediate  points  on  the  arma- 
ture resistance  coll. 


2.015.209 
RESISTANCE   ADAPTER 
Howard  A.  Whiteside.  New  York.  N.  Y. 
Application  September  28,  1929.  Serial  No.  395,979 
Renewed  February  7.  1935 
7  Claims.     (CI.  201 — 48) 
5.  A  combined  adapter  and  resistance  for  mo- 
tors, comprising  a  field  resistance  coil  wound  on  a 
support,  an  armature  resistance  coll  wound  on 
a  support,  end  plates  to  which  the  coil  supports 
are  attached,  a  two-blade  input  tap  carried  by 
one  end  plate  a  multiple  outlet  receptacle  carried 
by  the  other  end  plate,  a  connection  from  one 


7.  In  a  device  of  the  class  described,  two  cores, 
a  coil  on  each  core,  each  coil  being  adapted  to 
withstand  lighting  circuit  potential  without  over- 
heating, a  plug  having  a  terminal  by  which  l)oth 
coils  are  connected  to  one  side  of  the  line,  and 
an  output  receptacle  having  contacts  separately 
connected  to  both  colls  and  another  contact  con- 
nected with  the  other  terminal  of  the  plug. 


2.015.210 
CENTRIFUGAL  FAN 

Ernst  Witxel,   Racine.  Wis.,  assignor    to   Younc 

Radiator  Company.  Racine.  Wis. 

Application  October  13.  1934.  Serial  No.  748,177 

3  Claims.     (CI.  230—128) 


1.  A  centrifugal  device  of  the  class  described, 
comprising  a  rotor,  a  housing  and  an  outlet  there- 
for, having  a  slightly  greater  depth  and  width 
than  the  diameter  and  length  of  said  rotor  the 
side  in  direction  of  rotation,  forming  a  ledge,  a 
cut-out  positioned  on  said  ledpre  and  adapted  to 
divide  and  direct  the  air  or  liquid  into  diverging 
paths,  said  cut-out  having  means  to  be  removably 
attached  to  said  outlet  whereby  when  removed, 
said  rotor  may  be  removed  from  said  housing 
through  said  outlet. 


2.015.211 
GLASS  FEEDING  DEVICE 
John  Thomas  Wood.  Sale.  En«rland 
Application  December  1.  1932.  Serial  No.  645.285 
In  Great  Britain  December  11,  1931 
7  Claims.     (CI.  49 — 55) 
1.  In  glass  feeding  machines  the  combination 
of  a  fixing  rod.  a  plunger  having  a  flange  formed 
thereon,  a  detachable  clamp  for  adjustably  se- 
curing the  fixing  rod  to  the  plunger,  means  for 
centralizing  the  plunger  with  the  outlet  of  the 
feeder,  said  means  comprising  a  number  of  slides 
working  In  a  corresponding  number  of  slide  hold- 
ers, one  of  the  slide  holders  being  provided  with 
a  pair  of  bifurcated  lugs  in  which  are  pivoted 
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a  pair  of  double  ended  levers,  the  lower  enlarged 
ends  of  each  of  said  levers  being  adapted  to  grip 
the  periphery  of  the  plunger  below  the  flange 
form  thereon,  the  upper  ends  of  the  said 
levers  being  thrust  outwards  by  springs  work- 
ing against  slidable  collars  mounted  upon  hori- 
zontal pins  wh  ch  in  turn  are  secured  to  pro- 
jections formed  on  the  bifurcated  lugs,  and  means 
for  securing  the  slides  in  a  fixed  position,  as  set 
forth. 


4.  In  glass  feeding  machines  including  an  out- 
let orifice,  a  plunger  operating  therein  and  a 
piston  rod  attached  to  said  plunger,  means  for 
automatically  regulating  the  stroke  of  said  plung- 
er for  delivering  different  predetermined  weights 
of  glass  from  said  orifice  comprising  a  stop  fixed 
to  said  piston  rod  and  a  movable  stop  mounted 
on  said  piston  rod  for  movement  relative  there- 
to, an  operating  cylinder  actuated  by  compressed 
air,  a  piston  in  said  cylinder,  and  means  for 
transmitting  the  movements  of  said  piston  to 
the  movable  stop. 

6.  In  glass  feeding  machines  including  a  fore- 
hearth  having  an  outlet  therein,  and  a  plunger 
operating  in  the  outlet  of  said  forehearth.  means 
for  regulating  the  temperature  of  the  glass  feed- 
er comprising  burners  for  heating  said  fore- 
hearth,  a  plurality  of  valves  supplying  air  and 
fuel  to  the  burners,  flues  opening  into  the  fore- 
hearth,  dampers  positioned  in  the  flues,  operat- 
ing cylinders  connected  to  said  valves  and  damp- 
ers, a  plurality  of  double-acting  valves  adapted 
to  supply  compressed  air  to  said  operating  cyl- 
inders, a  pyrometer  positioned  in  the  forehearth, 
and  solenoids  operatlvely  connected  to  said  dou- 
ble-acting valves  and  energized  by  electrical  cir- 
cuits connected  to  said  pyrometer,  whereby  the 
temperature  is  maintained  between  a  predeter- 
mined maximum  and  minimum. 


2.015.212 
DEVICE   FOR  THEHYDRAIXIC    TRANSMIS- 
SION OF  POWER 
John  Murray  Beaumont,  Huddersfield,  England 
Application  December  23.  1932.  Serial  No.  648,677 
In  Great  Britain  December  23,  1931 
1  Claim.     (CI.  60—54) 
A  hydraulic  clutch  of  the  class  described  com- 
prising a  two  part  housing  supported  in  aligned 
bearings,  a  peripheral  internally  bladed  ring  dis- 
posed between  and  secured  to  the  two  parts  of 
the  housing,  a  bladed  driving  member  disposed 
In  one  part  of  the  housing  at  one  side  of  said 
bladed  ring  and  immediately  adjacent  the  same, 
a  drive  shaft  supporting  said  bladed  drive  mem- 
ber, said  housing  providing  an  end  thrust  bear- 


ing and  a  stuffing  box  for  said  drive  shaft,  both 
said  bearing  and  said  stuffing  box  being  disposed 
concentrically  with  said  housing  supporting  bear- 
ing a  bladed  driven  member  in  the  other  part  of 
the  housing  at  the  opposite  side  of  said  bladed 
ring  and  immediately  adjacent  the  same,  a  drive 
shaft  carried  by  said  second  part  of  the  housing 
and  supporting  said  driven  member,  a  thrust 
bearing  and  stuffing  box  for  said  driven  shaft 
similar  to  said  first  described  thrust  bearing  and 


stuffing  box.  a  brake  element  positioned  to  en- 
gage the  periphery  of  said  internaJy  bladed  ring 
to  vary  the  speed  of  rotation  of  the  same,  and 
the  blades  of  said  ring  being  rearwardly  inclined 
in  the  direction  of  the  bladed  driven  member 
whereby  the  speed  imparted  to  the  driven  mem- 
ber is  varied  when  the  speed  of  rotation  of  said 
ring  is  varied  by  said  brake  and  whereby  the 
driven  member  will  be  reversed  when  the  bladed 
ring  is  stopped  by  said  brake. 


2.015.213 
PRESS    FOR    OLEAGINOUS    MATERIAL 

Eugene  V.  Breitenbach.  Milwaukee.  Wis.,  assifirnor 
of   one-half   to   Hunter   Goodrich,   Milwaukee, 
V^is 
AppUcation  December  11,  1931.  Serial  No.  580.289 
8  Claims.     (CL  100—39) 
*\ 


1^  «iAk^   ' 


1.  In  a  press  of  the  character  described,  a 
first  fixed  frame  having  a  flat  face,  a  second 
fixed  frame  mounted  in  spaced  parallel  relation 
to  said  first  frame,  a  shaft  connecting  the  frames, 
a  movable  member  mounted  to  turn  about  the 
axis  of  said  shaft  and  disposed  between  said 
frames  with  one  face  in  flat  engagement  with 
the  fiat  face  of  the  first  frame,  said  movable 
member  having  a  plurality  of  circumferentially 
spaced  transverse  openings  closed  at  one  side  by 
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the  flat  face  of  the  first  frame,  a  punch  mov- 
ably  disposed  In  each  of  said  openings  to  press 
material  received  therein  against  the  flat  face  of 
the  first  frame,  an  annular  cam  carried  by  the 
second  frame,  a  cam  follower  carried  by  each 
punch  to  ride  on  said  cam  as  the  movable  mem- 
ber turns  about  the  axis  of  the  shaft,  said  cam 
being  formed  to  force  the  punches  toward  the 
flat  face  of  the  first  frame  as  the  movable  mem- 
ber turns,  said  first  frame  having  an  outlet  open- 
ing with  which  the  openings  successively  align 
and  through  which  the  compressed  material  is 
ejected  from  the  openings,  and  ejecting  means 
comprising  a  spring  pressed  plunger  mounted  in 
the  annular  cam  to  be  engaged  by  the  cam  fol- 
lov^ers  as  they  ride  thereover,  said  plunger  being 
depressed  against  the  action  of  its  sprmg  by  the 
followers  and  being  released  to  push  the  punches 
toward  the  first  frame  to  expel  the  material  from 
the  openings  as  the  openings  align  with  the  out- 
let opening  in  the  first  frame. 


2.015.214 
AIR  BRAKE 
Charles  A.  Campbell,  Watertown.  N.  Y..  assignor 
to  The  New  York  Air  Brake  Company,  a  cor- 
poration of  New  Jersey 
AppUcation  October  8.  1931.  Serial  No.  567,699 
3  CUims.     (CI.  303—13) 


1.  The  combination  of  a  distributing  valve,  hav- 
ing a  release  connection  and  an  application  con- 
nection; a  plurality  of  brake  valves  of  the  Inde- 
pendent type,  each  serving  In  running  position  to 
connect  two  release  passages  for  exhaust  flow,  and 
serving  in  application  position  to  supply  air  under 
pressure  to  an  application  passage:  means  con- 
necting said  application  passages  of  the  various 
Independent  valves  in  parallel  with  each  other  to 
said  application  connection;  and  means  connect- 
ing said  release  connection  of  the  distributing 
valve  through  said  release  passages  of  the  various 
independent  valves  in  series. 


2.015.215 

TILTING  MECHANISM  FOR  VENETIAN 

BLINDS 

Stanley  E.  CampbeU.  Safinaw.  Mich.,  assizor  to 
Germain   Manufacturing    Company.    Saginaw, 
Mich.,  a  corporation  of  Michigan 
AppUcation  May  18.  1935.  Serial  No.  22.137 

6  Claims.  (CI.  156 — 17) 
1.  Means  for  tilting  the  rail  of  a  Venetian 
blind,  comprising  a  stationary  housing  and  a 
cable-actuated  threaded  bolt,  cable  retaining 
means,  bearings  on  said  housing  so  constructed 
and  arranged  as  to  support  said  bolt  for  axial 


rotation,  a  screw  on  the  housing  adapted  to  cre- 
ate variable  amounts  of  lengthwise  pressure  of 
said  bearings  agamst  said  bolt  in  such  a  manner 
as  to  frlctlonally  regulate  the  resistance  of  the 
bolt  to  such  cable  actuation,  a  threaded  rider 
on  said  bolt,   a   guide   member  carried   by  the 


housing  and  constraining  said  rider  against  un- 
due rotation,  a  rack  on  said  rider  extending 
lengthwise  of  said  bolt,  a  pinion  meshing  with 
said  rack,  a  spindle  for  said  pinion  projecting 
beyond  a  side  wall  of  the  hoaslng.  spindle  bear- 
ings in  the  housing,  and  a  clutch  device  on  the 
spindle  engaging  said  rail. 


2,015,216 
EMBOSSING  MACHINE 

Alfred  Augustus  Thomas  Creser, 

Richmond,  England 

Application  December  8.   1934.  Serial  No.  756.700 

In  Great  Britain  December  12.  1933 

18  Claims.     (CI.  41— 7) 

.J 


=^yiT^ 


9.  A  hand-operated  embossing  machine  having 
co-operating  and  vertically  disposed  male  and 
female  die  elements,  the  male  element  being  fixed 
and  the  female  element  being  movable,  a  hand- 
lever  for  depressing  said  female  die  element  for 
the  embossing  operation  to  cause  the  material 
treated  to  remain  on  said  male  element,  a  carrier 
for  a  color  ribbon  and  a  backing  for  said  ribbon, 
parallel  rods  mounted  on  the  carrier  and  guided 
in  holes  in  said  female  element,  and  a  hand-op- 
erated control  lever  for  sliding  said  rods  through 
said  female  die  element  to  bring  said  ribbon  and 
backing  from  an  Inoperative  position  to  a  posi- 
tion immediately  below  said  female  die  element. 


2.015.217 
METHOD  BASED  UPON  THE  I  SE  OF  VIBRA- 
TIONS AND  APFARATCS  THEREFOR 
Marcel  Deniau.  Paris.  France 
Application  NoTcmber  28.  1927.  Serial  No.  236.345 
In  France  December  8,  1926 
6  Claims.     (CI.  25 — 1) 


2.  Process  for  the  vibration  of  concrete  or  of  a 
material  similar  to  concrete,  by  means  of  a  vibrat- 
ing body  in  contact  with  the  said  material,  this 
process  being  characterized  in  that  the  said  body 
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Is  Immersed  at  least  partially  in  the  said  material, 
that  a  vibratory  power  sufficiently  high  for  lique- 
fying the  pasty  surrounding  material  is  applied 
thereto,  that  fresh  material  is  gradually  added  on 
to  the  material  already  vibrated,  and  that  the  said 
vibrating  body  is  allowed  to  rise  with  the  level  of 
the  material. 


2.015.218 
MOTOR  PROPELLED  CULTTVATOR 

Leon  Dufour,  Versoix.  Switzerland 

Application  October  13,  1934.  Serial  No.  748,238 

In  Switzerland  September  18,  1934 

4  Claims.     (CI.  180—19) 


1.  In  a  change  speed  gear  for  motor  propelled 
cultivators  or  small  tractor  having  two  traction 
wheels,  a  driving  axle  connecting  the  two  wheels, 
two  sleeves  freely  rotatable  on  said  axle  interme- 
diate the  two  traction  wheels,  one  of  the  sleeves 
being  loosely  mounted  within  the  other  sleeve, 
one  of  the  ends  of  each  sleeve  being  provided 
with  a  coupling  disk,  the  two  disks  being  situated 
adjacent  to  each  other  and  to  the  wheel  hub  of 
one  of  the  traction  wheels,  means  for  selectively 
coupling  one  or  the  other  of  said  disks  to  said 
wheel  hub.  a  motor  actuated  drive  shaft,  and  two 
trains  of  continuously  meshing  gear  wheels  hav- 
ing different  transmission  ratios  for  operatively 
connecting  the  drive  shaft  to  both  said  sleeves. 


2,015.219 
METHOD  OF  FORMING  GLASSWARE 
David  E.  Gray,  Coming,  and  Walter  C.  Weber, 
Coopers    Plains,    N.    Y.,    assignors    to    Corning 
Glass  Works,  Corning.  N.  Y.,  a  corporation  of 
New  York 

Application  May  31.  1934.  Serial  No.  728,446 
3  Claims.     (CI.  49—39) 


1.  The  method  of  forming  glassware  which  in- 
cludes flowing  molten  glass  downwardly  over  a 
former,  rotating  the  former  about  its  vertical  axis 
to  cause  symmetry  of  distribution  of  the  glass  on 
the  former  and  cooling  the  former  in  selected 
areas  to  control  the  thickness  of  the  glass. 


2.015.220 

CHOPPING  BLOCK  SCRAPER 

Harry  E.  Harkin.  Ridgefield  Park.  N.  J. 

AppUcation  August  25.  1934.  Serial  No.  741,383 

6  Claims.     (CI.  144— 115) 


1.  A  dressing  or  scraping  tool  of  the  class  de- 
scribed, having  a  cutting  disc  with  integral  sharp 
cutting  prongs  uniformly  projecting  from  one 
side  thereof,  a  diametrical  ridge  on  the  back  side 
of  the  disc,  a  rotating  member  for  attachment 
to  said  disc  containing  means  cooperating  with 
the  ridge  on  the  disc  so  constructed  and  ar- 
ranged that  upon  assembly  for  operation  the 
cutting  disc  is  locked  in  operative  position,  and 
after  operation  permitting  ready  removal  for 
replacement  or  repair. 


2,015.221 
APPARATUS  USED  IN  DRAWING  YARN 
VERTICALLY  FROM   BOBBINS 
Conrad    Herrmann,    Wuppertal-Elberfeld.    Ger- 
many, assignor  to  North  American  Rayon  Cor- 
poration. New  York,   N.  Y.,   a  corporation  of 

Application  March  24,  1933.  Serial  No.  662,419 

In  Germany  April  13.  1932 

2  Claims.     (CI.  242—128) 

L 
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1.  In  combination,  a  spool  having  flanges  at 
each  end.  one  of  said  flanges  being  smaller  than 
the  other,  said  smaller  flange  fitting  within  an- 
other larger  flange,  the  last-named  flange  being 
integrally  attached  to  a  tube  insert,  which  tube 
insert  has  a  slidable  flt  within  the  spool  body, 
and  a  table  having  centering  means  for  position- 
ing said  spool  and  other  means  for  raising  said 
tube  Insert  and  flange  integral  thereto. 


2.015,222 
LAMP  DISPLAY  CONTAINER 
Jay  B.  Hinson,  Hartsdale,  N.  Y..  assignor  to  Leo 
H.  Fuller.  Inc.,  Long  Island  City,  N.  Y.,  a  cor- 
poration of  New  York 

AppUcation  April  SO.  1931.  Serial  No.  533.910 

Renewed  February  16.  1935 

6  Claims.     (CI.  206—79) 

1.  A  display  device  comprising   a   support  of 

sheet  material  of  substantial  thickness  and  stiff- 
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ness  and  arranged  for  support  In  projected  rela- 
tion to  the  sheet  material  of  an  incandescent 
lamp  or  other  article  provided  with  a  threaded 
base  of  general  circular  configuration,  said  dis- 
play device  having  an  aperture,  the  material  at 
a  portion  of  the  edge  of  the  aperture  being  lo- 
cated at  one  end  of  a  radius  of  curvature  greater 
than  the  radius  of  curvature  of  the  base  of  the 
article,  the  material  at  another  edge  portion  of 
the  aperture  being  located  at  one  end  of  a  radius 


r~4 


of  curvature  less  than  the  radius  of  curvature 
of  the  base  of  the  article,  the  material  at  said 
second-named  edge  portion  being  slitted  at  a 
plurality  of  locations  to  afford  displacement  of 
the  same,  whereby  upon  insertion  of  the  screw- 
threaded  base  of  the  article,  the  material  at  the 
first-named  edge  portion  of  the  aperture  serves 
to  non-yieldably  support  the  article  and  the 
edge  portion  of  the  second-named  portion  of  the 
aperture  serves  to  yieldably  support  the  article. 


2,015.223 
RECOVERY   OF   ETHYLENE 
G«orffe    Frederick    Horsley,    Norton    Hall,    The 
Green,   Norton -on -Tees,   Eni^land,   assignor   to 
Imperial  Chemical  Industries  Limited,  a  corpo- 
ration of  Great  Britain 
No  Drawing.    Application  October  12.  1932.  Serial 
No.  637,557.    In  Great  BriUin  October  13,  1931 

2  Claims.  (CI.  260—170) 
1.  A  cyclic  process  for  enriching  in  ethylene  a 
gas  mixture  comprising  ethylene  and  propylene, 
which  comprises  washing  said  gas  under  pressure 
with  a  mineral  oil  fraction  approximating  to 
kerosene  and  the  entire  fraction  boiling  above 
200"  C,  separating  the  used  mineral  oil  from  the 
undissolved  gases,  releasing  the  pressure  on  said 
used  oil  in  stages,  collecting  separately  the  gases 
evolved  in  each  stage,  recompressing  the  gases 
evolved  in  the  first  stage  and  joining  them  with  a 
further  portion  of  the  original  gas  mixture  prior 
to  the  washing  step. 


2.015,224 
SHOE  TREE 
Bernard  F.   Horstinir,  Chicago,   111.,   assismor   to 
Simplex  Shoe  Tree  Co.,  Chicago,  111.,  a  corpo- 
ration of  Illinois 
Application  August  24,  1932.  Serial  No.  630,191 
3  Claims.    (CI.  12—128.1) 
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1.  A  shoe  tree  comprising  heel  and  toe  portions, 
spring  means  composed  of  a  wire  coiled  to  pro- 
vide a  spring  and  hand  gripping  members,  said 
members  being  bent  outwardly  and  extended  for 
attachment  to  said  portions,  and  a  link  encircling 
said  members  and  located  in  the  bights  formed 
by  the  bending  of  said  members,  the  bights  being 
shaped  substantially  as  recesses  for  receiving  the 
ends  of  the  link  and  maintaining  the  latter  in 
position. 


2.015.225 
AZO-DYESTUFFS 

Herbert  Kracker  and  Richard  Schmid.  Frank- 
fort-on-the-Main-Hochst,  Germany,  assignors 
to  General  Aniline  Worlu.  Inc..  New  York, 
N.  Y.,  a  corporation  of  Delaware 

No  Drawing.  Application  November  26,  1934, 
Serial  No.  754,911.  In  Germany  December  1, 
1933 

4  Claims.     (O.  260—87) 
1.  The  azo-dyestuffs  of  the  following  general 

formula: 


N 

N  C-OH 

R— C C— N=N-Ri 

wherein  R  and  Ri  stand  for  radicals  of  the  ben- 
zene or  naphthalene  series,  at  least  one  of  which 
contains  at  least  one  substituent  of  the  group  con- 
sisting of  sulfonic  acid  and  carboxylic  acid  groups, 
and  wherein  Ra  represents  a  radical  of  the  ben- 
zene, naphthalene  or  dlphenyl  series,  dyeing  wool 
from  an  acid  bath  yellow  to  red  tints  of  very 
good  fastness  properties. 


2  015  2''6 
COMPLEX    METAL   COMPOUND    OF    ORTHO 

HYDROXYAZO  DYESTUFFS 
Fritz   Lange,   Lndwigshafen -on -the -Rhine,   Ger. 
many,  assignor  to  General  Aniline  Works,  Inc., 
New  York.  N.  Y.,  a  corporation  of  Delaware 
No  Drawing.     Application  March  8,  1934,  Serial 
No.  714.738.    In  Germany  March  11.  1933 
8  Claims.     (CI.  260—12) 
1.  The  process  of  producing  complex  chromium 
compounds  of  ortho- hydroxy azo  dyestuffs.  which 
comprises  treating  an  azo  dyestuff  containing  an 
alkoxy  group  in  ortho-position  to  the  azo  group, 
with  a  trivalent  chromium  salt  of  an  aromatic 
sulphonic  acid  under  conditions  under  which  a 
splitting  off  of  the  alkyl  radicle  from  the  azo 
dyestuff  takes  place. 


2.015.227 

CARPET    STRETCHER 

William  E.  Leopard,  Jacksonville.  Fla. 

Application  December  15.  1934.  Serial  No.  757,713 

4  Claims.     (CI.  45 — 89) 


1.  A  carpet  stretching  device,  comprising  an 
elongated  body,  a  head  carried  at  one  end  of  the 
body,  pointed  elements  carried  by  the  head  for 
engaging  a  carpet,  a  pad  member  at  the  opposite 
end  of  the  body  from  the  head  against  which 
the  knee  may  be  forced,  and  a  second  pad  adja- 
cent said  first  pad  upon  which  the  said  knee  may 
be  supported. 


2.015,228 
WRAPPING   MACHINE 
Knut  E.  Y.  Undberg,  Snndbyberg,  Sweden,  as- 
signor to  Erik  Dahlberg.  Stockholm.  Sweden 
Application  December  22,  1933.  Serial  No.  703,653 
In  Sweden  December  23.  1932 
7  Claims.     (CI.  93—2) 
1.  A  wrapping  machine  comprising  two   sta- 
tionary tables  separated  by  a  movable  table  for 
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the  article  to  be  wrapped,  a  support  secured  to 
the  table  and  projecting  at  its  ends  beyond  the 
ends  of  the  table,  movable  folding  means  mount- 
ed on  the  ends  of  the  support  at  the  ends  of  the 
table  to  fold  the  ends  of  a  wrapper  disposed  on 
said  movable  table,  means  to  move  said  folding 
members,  means  to  lower  the  movable  table, 
means  to  fold  the  one  of  the  longitudinal  edges  of 
the  wrapper  on  the  movable  table  rearwards  upon 
the  article  to  be  wrapped,  and  to  remove  said  ar- 
ticle  when   partially   wrapped   laterally   off   the 


movable  table,  a  low  level  table  in  level  with 
the  lowest  position  of  the  movable  table  to  receive 
the  partially  wrapped  article  when  pushed  off 
the  movable  table,  a  roller  yieldmgly  supported 
at  a  distance  above  said  low  level  table  sc  as  to 
permit  the  article  under  treatment  to  forcibly 
pass  below  said  roller  when  pushed  off  the  mov- 
able table,  and  a  series  of  weighty  members  pro- 
vided above  the  low  level  table  behind  said  roller 
so  as  to  act  upon  the  wrapped  article  when  pushed 
along  said  low  level  table. 


2,015,229 
TAPERED   ROLLER  BEARING  UNIT 

Marcus  T.  Lothrop  and  Miller  S.  Tyson,  Canton, 
Ohio;    said   Tyson    assignor   to   said   Lothrop; 
Margaret  F.  Lothrop  executrix  of  said  Marcus  T. 
Lothrop,  deceased 
Application  October  16.  1934,  Serial  No.  748,492 
12  Claims.     (CI.  308—218) 


1.  A  tapered  roller  bearing  comprising  concen- 
tric cone  and  cup  elements  having  conical  roller 
engaging  surfaces,  said  rollers  having  head  por- 
tions cooperatively  engaged  with  the  end  face  of 
least  diameter  thereof  and  relatively  close  to 
the  line  of  the  roller  engaging  surface  thereof 
to  prevent  axial  movement  of  said  rollers  in  a 
direction  away  from  the  apex  of  the  bearing,  a 
plurality  of  spaced  tapered  rollers  between  said 
surfaces,  a  tapered  free  floating  non-loaded  roller 
4S8  o.  o. — 49 


cage  having  a  wall  of  relatively  thin  thickness  as 
compared  with  the  average  diameter  of  said 
rollers,  having  spaced  roller  receiving  slots  there- 
in, and  means  for  supporting  said  cage  upon  wear 
of  the  bearing  parts  to  prevent  binding  between 
said  rollers  and  the  sides  of  said  slots. 


2,015.230 

ROLLER  BEARING 

Marcus  T.  Lothrop,  Canton,  Ohio;  Margaret  F. 

Lothrop  executrix  of  said  Marcus  T.  Lothrop, 

deceased 

Application  October  16,  1934.  Serial  No.  748,493 

5  Claims.     (CI.  308—214) 


1.  A  taper  roller  bearing  comprising  concentric 
cone  and  cup  elements  having  conical  roller  en- 
gaging surfaces,  the  outer  periphery  of  said  cone 
element  and  the  inner  periphery  of  said  cup  ele- 
ment being  unobstructed  from  end  to  end.  and  a 
plurality  of  tapered  rollers  disposed  between  and 
in  contact  with  said  surfa,ces,  each  of  said  rollers 
having  a  flange  at  its  smaller  end  provided  with  a 
spherical  face  facing  one  of  said  elements  and 
engaging  a  substantially  radial  surface  thereof  at 
a  point  relatively  close  to  the  line  of  the  conical 
surface  of  the  element  with  which  it  is  engaged. 


2.015.231 

AUTOMOBILE  HEATER 

Mathew  J.  Marty  and  Richard  H.  Hausse, 

Chicago.  III. 

AppUcation  December  7,  1934.  Serial  No.  756,423 

12  Claims.     (CL  257—137) 


3.  An  automobile  heater  comprising  a  radia- 
tor structure,  a  lateral  member  projecting  there- 
from, a  support  through  which  said  member  ex- 
tends, and  means  for  securing  said  member  to 
said  support  said  means  consisting  of  nuts 
screwed  upon  said  member  on  opposite  sides  of 
the  support,  a  washer  next  each  nut.  rocker  ele- 
ments having  flat  portions  that  engage  said  sup- 
port, said  elements  having  curved  portions  that 
engage  said  washers,  washers  on  said  member  on 
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each  side  of  and  engaging  said  support,  and 
rocker  elements  having  flat  portions  that  engage 
Mtid  nuts,  said  elements  having  curved  portions 
that  engage  said  washers. 


2.015.232 

HAND  LUGGAGE 

Joseph  Peshek,  Racine,  Wis.,  assignor  to  Wheary 

Trunk  Company,  Racine,  Wis.,  a  corporation  of 

Wisconsin 

AppUcaUon  December  19.  1934,  SeHal  No.  758,151 

22  Claims.     (CI.  190 — 41) 


1.  In  a  hand  luggage  case  having  hingedly  con- 
nected sections,  a  garment  supporting  structure 
having  means  to  hold  garments  longer  than  any 
dimension  of  the  case  without  wrinkling,  sup- 
porting means  for  said  structure  carried  by  one 
section  of  the  case  near  opposite  edges  of  its  open 
side,  and  means  on  the  garment  supporting  struc- 
ture near  opposite  ends  thereof  detachably  en- 
gageable  with  said  supporting  means  so  as  to  al- 
low swinging  movement  of  the  garment  support- 
ing structure  about  either  of  two  axes  one  near 
each  end  thereof  to  and  from  upright  positions 
above  either  of  said  opposite  edges  of  the  open 
side. 


2,015.233 
SEAL  FOR  BEARING  HOUSINGS 
George  T.  Pfleger,  Los  Angeles,  Calif.,  assignor  to 
United  States  Electrical  Manafactarin^  Com- 
pany,   Los    Angeles,    Calif.,    a    corporation    of 
California 

AppUcation  May  22,  1933,  Serial  No.  672.150 
5  Claims.     (CI.  286—7) 


1.  In  a  device  for  sealing  a  shaft  in  a  bearing 
housing,  a  metal  ring  in  sealing  relation  w.th  the 
shaft  and  with  the  housing  but  with  sufficient 
axial  EUid  radial  clearance  to  permit  substantial 
movement  In  both  directions,  and  means  to  pre- 
vent rotation  of  the  ring  with  respect  to  the 
housing. 


2,015je34 
CHEMICAL  PRODUCT  AND  PROCESS   FOR 
PRODUCING  SAME 
Ernest    Rodman,   Marshailton,   Dei.,   assignor  to 
E.  I.  du  Pont  de  Nemours  &  Company,  Wil- 
mington. Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  December  23,  1933, 
Serial  No.  703,847 
7  Claims.     (CI.  106 — 23) 
1.  A  rubber  composition  containing  a  pigment 
and  a  dispersing  agent  selected  from  the  group 
consisting  of  aliphatic  dihydrlc  and  aliphatic  tn- 
hydric    alcohols    containing    at    least    8    carbon 
atoms. 


2.015.235 
PRISMATIC    UGHT    CONTROLLING    DEVICE 

AND  METHOD  OF  MAKING  THE  SAME 

Thomas    W.    Rolph.    Newark,    Ohio,    assignor    to 

Holophane  Company,  Inc.,  New  York.  N.  Y.,  a 

corporation  of  Delaware 

Application  November  3,  1933,  Serial  No.  696.484 

13  Claims.      (CI.  240—103) 


0 


1.  A  prismatic  light  controlling  device  carrying 
prisms  on  its  inner  or  light  incident  surface 
whereby  light  Is  directed  toward  its  outer  surface 
at  angles  such  that  the  light  is  redirected  by 
said  outer  surface,  the  prism  surfaces  at  which 
the  light  enters  carrying  corrugations  which 
spread  the  light  in  directions  parallel  to  the 
prisms,  the  angles  t)etween  the  inner  and  outer 
surfaces  being  such  that  reflection  of  a  large  part 
of  the  light  occurs  at  the  outer  surface. 


2,015,236 

FOLDING  TABLE 

Charles  W.  Sadenwater.  Saginaw,  Mich.,  assignor 

to  Saginaw  Manufacturing  Co..  Saginaw,  Mich., 

a  corporation  of  Michigan 

Application  December  8.  1934.  Serial  No.  756.633 

5  Claims.     (CI.  68 — 10) 


4.  Means  for  releasably  securing  the  front  leg 
memt)er  and  the  rearward  brace  member  of  a 
folding  ironing  table  to  each  other  and  to  the 
table  top.  comprising  spaced  bearing  members 
secured  to  the  under  side  of  said  top  and  pre- 
senting ahned  aipertures.  a  pintle  adapted  to  be 
removably  inserted  by  sidewise  movement  into 
said  apertures,  one  of  said  members  being  re- 
leasably secured  to  the  pintle,  the  other  member 
being  fixed  thereto. 


I 


2.615,237 

FOLDING    TABLE 

Charles  W.  Sadenwater,  Sa^rinaw,  Mich.,  assignor 

to  Sacinaw  Manufacturing  Co.,  Sa^naw.  Mich., 

a  corporation  •#  Michigan 

ApplicaUon  December  8,  1934.  Serial  No.  756,634 

4  Claims.    (CI.  68— 10) 


1.  In  a  folding  table  having  a  top,  rear  legs,  a 
central  front  leg.  tie  members  connecting  said 
rear  and  front  legs,  and  a  co-operating  rearward 
brace  member,  interlocking  means  detachably 
securing  said  parts  together,  comprising  in  com- 
bination, bearing  members  secured  to  the  under 
side  of  said  top  In  spaced  relation  and  having 
alined  pin-receiving  slots  parallel  with  the  top 
and  pintle-receiving  slots  perpendicular  thereto, 
a  transverse  pin  fixed  to  the  front  leg  and  slid- 
ingly  mounted  in  said  slots  for  limited  movement 
lengthwise  of  the  top.  said  leg  having  a  lateral 
slot  In  its  rearward  face,  a  pintle  fixed  to  said 
rearward  brace  member  and  releasably  received 
in  the  slots  of  said  bearing  members  in  alinement 
with  the  slot  of  the  leg. 

2.015.238 
RACKET  STRING  TIGHTENING  MACHINE 

Joseph  Saladino,  Reading,  Mass. 

Application  July  30.  1934.  Serial  No,  737,562 

8  Claims.     (CL  273—73) 


1.  A  racket  string  tightening  machine  compris- 
ing in  combination,  supporting  means  adapted 
to  support  the  racket  to  be  strung,  mechanism  In 
juxtaposition  to  said  means  adapted  upon  actua- 
tion to  tighten  a  string  in  a  racket,  and  instru- 
mentalities connected  to  and  adapted  upon  ac- 
tuation to  actuate  said  mechanism  to  thereby 
tighten  said  string  said  supporting  means  em- 
bodying a  support  for  the  racket,  clamping 
means  to  hold  the  racket  fast,  and  an  insert 
holder  supported  by  said  support,  and  sulapted  to 
receive  said  clamping  means,  said  clamping 
means  embodying  members  adapted  to  pass 
through  said  insert  holder  and  engage  with  said 
support  to  thereby  hold  the  racket  to  be  strung 
in  said  insert  holder. 


2.015.239 
NEW  COMPOSITIONS  OF  MATTER 
Walther     Sehrauth,    Beriin-Dahlem. 

assignor  to  E.  I.  du  Pont  de  Nemours  A  Com- 
pany. Wilmingrton,  Del.,  a  corporation  of  Dela- 
ware 
No  Drawing.     Application  July   11,   1933,   Serial 
No.  679,851.    In  Germany  July  12, 1927 
3  Claims.     (CL  167—94) 
1.  A  composition  of  matter  comprising  a  p)er- 
fume  and.  as  a  fixative  therefor,  an  ester  of  a 
hexahydrophthalic  acid. 


2.015,240 

THERMALLY  ACTUATED  PUMP 

Edward   Scott- Snell   and  William   Ross   Gibson, 

London.    England,    assignors    to    International 

Oil  Lamp  and  Stove,  Limited,  London,  England 

Application  May  18,  1934.  Serial  No.  726,362 

In  Great  Britain  July  11.  1933 

6  Claims.     (CL  103—255) 


J^^ 


1.  A  thermally  actuated  pump  of  the  kind  indi- 
cated including  a  generator  comprising  a  heated 
portion  having  a  considerable  heating  surface  but 
small  volumetric  capacity  and  an  unheated  pot- 
tion.  unrestricted  conduits  between  said  portions, 
a  cool-inlet  duct,  an  outlet  duct  for  pumped  li<juid, 
a  connection  from  one  end  of  the  unheated  pcff- 
tion  to  said  duct,  a  vapor  outlet  duct  and  a  con- 
nection tiierefrom  to  the  other  end  of  said  cool- 
inlet  duct  whereby  a  progressive  though  intermit- 
tent forward  movement  of  liquid  is  produced  in 
said  unheated  portion. 


2  015.241 
OPHTHALMIC  LENS 

Nathaniel   Singer.  New  Y^ork,  N.  Y.,  assignor  ts 

Optical  Research  Corporation,  New  York,  N.  Y., 

a  corporation  of  New  York 
Original    application    July    18,    1933,    Serial    No. 

681,000.     Divided  and  this  application  May  6. 

1935,  Serial  No.  20.007 

2  Claims.     (CI.  88— 54) 


1.  A  fused  ophthalmic  lens  made  from  a  plu- 
rality of  pieces  of  optical  glass  of  different  light 
absorptive  properties,  said  lens  comprising  a  main 
portion  of  glass  which  is  transparent  and  which 
has  a  central  portion  of  sufficient  area  that 
direct  vision  normally  will  occur  therethrough 
and  which  is  surrounded  by  an  area  of  glass  of 
less  thickness  than  said  central  portion,  a  ring  of 
glass  which  is  transparent  and  through  which 
vision  may  occur  but  which  has  inherently  in 
the  glass  thereof  higher  light  absorptive  proper- 
ties than  the  glass  of  said  central  portion  super- 
imposed and  fused  on  the  area  of  glass  which 
surrounds  said  central  portion  and  which  is  of 
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less  thickness  than  the  central  portion,  the  ring 
of  glass  surrounding  said  central  portion  and 
protecting  it  from  strong  rays  of  light  striking 
upon  or  adjacent  the  edge  of  the  lens,  the  top 
surface  of  the  ring  of  glass  being  a  continuation 
of  the  corresponding  surface  of  said  central  por- 
tion. 

2,015.242 
METHOD  OF  MANUFACTURING  PRODUCTS 

FROM  COTTON  SEED  SOLIDS 

Henry  M.   SUdt,  Glendale.  Calif.,  assirnor.  by 

mesne   assignments,   to   Refining,   Inc.,    Reno, 

Nev.,  a  corporation  of  Nevada 

AppUcation  March  6,  1933,  Serial  No.  659,690 

3  Claims.     (CI.  18 — 47.5) 


1.  A  method  of  making  a  formed  product  ca- 
pable of  replacing  formed  phenolic  condensa- 
tion products  for  many  purposes,  which  com- 
prises: preparing  a  substantially  homogeneous 
mass  from  cotton  seed  solids  having  substan- 
tially the  original  protein  content  solely  by  me- 
chanically kneading  said  solids  in  the  presence 
of  a  solvent  for  said  protein ;  drying  the  mass  re- 
sulting from  said  kneading;  reducing  the  dried 
mass  to  a  divided  material;  and  compacting  a 
quantity  of  said  divided  material  under  heat  and 
pressure  to  form  a  relatively  dense  body. 

2.015.243 

GAS  PRESSURE  STABILIZER 

Thomas  J.  Stephens,  Brooklyn,  N.  T. 

ApplicaUon  Anrust  31.  1932,  Serial  No.  63i;S97 

8  Claims.     (CI.  230—22) 


ering  gas  under  pressure  to  continuously  fill  the 
remainder  of  said  reservoir,  means  for  intermit- 
tently releasing  gas  from  said  reservoir,  a  con- 
duit establishing  communication  with  the  liquid 
content  of  said  reservoir  for  confining  a  vertical 
column  of  said  liquid  raised  by  the  pressure  of 
said  gas  upon  said  liquid,  and  means  for  balanc- 
ing the  resultant  coactlng  gas  and  liquid  pres- 
sures at  a  pre-determined  degree. 


2.015.244 

LIME  SLAKER 

Harry  C.  Stockdale.  Ravenna.  Ohio,  assignor  to 

Food  Machinery  Corporation,  San  Jose,  Calif., 

a  corporation  of  Delaware 

AppUcaUon  December  9,  1932,  Serial  No.  646,455 

2  Claims.     'CI.  23—287) 


1.  An  apparatus  for  slaking  lime  comprising 
a  mixing  drum,  a  vertically  disposed  hollow  mix- 
ing shaft  extending  centrally  therewlthin  and 
terminating  short  of  the  drum  bottom,  means 
for  rotatably  supporting  said  mixing  shaft,  mix- 
ing blades  extending  horizontally  from  said  shaft 
within  the  drum  and  in  vertically  spaced  relation 
to  the  drum  bottom,  a  second  shaft  Joumalled 
within  said  mixing  shaft  and  rotatable  inde- 
pendently thereof,  said  inner  shaft  projecting 
beyond  the  lower  end  of  the  mixing  shaft,  a 
scraper  blade  extending  horizontally  from  the 
lower  end  of  said  inner  shaft  and  in  scraping 
engagement  with  the  drum  bottom,  said  mixing 
shaft  being  freely  slidable  over  said  inner  shaft 
to  permit  said  mixing  blades  to  be  lifted  away 
from  the  scraper  blade  for  releasing  lumpy  ma- 
terial wedged  therebetween,  and  independently 
operable  means  associated  with  said  shafts  for 
operating  either  of  them  independently  of  the 
other. 


1.  A  gas  pressure  stabilizer  comprising  a  reser- 
voir partially  filled  with  liquid,  a  pump  for  dellv- 


2,015.245 

SPREADER 

Starley    S.    Swanson.    Moline.    111.,    assifnor    to 

Deere  A  Company,  Moline,  111.,  a  corporation 

of  IlUnols 

AppUcation  Jaly  12.  1933,  Serial  No.  680,041 

5  Claims.     (CI.  275—6) 

1.  A  wide  spread  device  for  manure  spreaders 

comprising  a  drum,  and  two  oppositely  directed 

helicoid  vanes  of  like  dimensions  on  said  drum. 

the  inner  and  outer  ends  of  both  vanes  being 
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disposed  in  the  same  axial  plane  and  on  the  same 
side  of  the  axis  of  the  dnmi,  whereby  said  wide 


^r'^ 


spread  device  is  statically  and  dynamically  bal- 
anced. 


2.015,246 

WELDING  OUTLET 

Edward  Hall  Taylor,  Oak  Park.  111. 

Application  December  26.  1933.  Serial  No.  703,910 

2  Claims.     (CI.  28S— 106) 


1.  In  combination,  a  pipe  provided  with  an 
opening  through  its  wall,  and  a  fitting  provided  at 
one  end  with  an  element  fitting  snugly  within  said 
opening,  said  fitting  having  an  exterior  shoulder 
contacting  the  exterior  surface  of  the  pipe  about 
the  opening  and  curved  toward  the  other  end  of 
the  fitting  and  formed  to  provide  a  saddle  ap- 
proximating the  curvature  of  the  outer  surface 
of  the  pipe,  said  shoulder  being  welded  to  said 
pipe,  said  element  corresponding  in  length  to  the 
wall  thickness  of  the  pipe  and  having  its  end  dis- 
posed within  said  opening  of  the  same  curvature 
as  the  inner  end  of  the  latter,  the  body  of  the 
fitting  having  a  cylindrical  bore  and  the  inner 
surface  of  said  element  being  fiared  inward  of 
the  pipe  and  defining  a  passage  converging  out- 
ward of  the  pipe  and  merging  into  the  bore  of  the 
body  of  the  fitting. 


2,015,247 
DRAWING  BOARD  CLAMP 

Stephen  Tindal.  Carnoustie.  Anmis,  Scotland 
Application  January  25.  1933.  Serial  No.  653.530. 
Renewed  April  26,  1935.    In  Great  Britain  Feb- 
ruary 1,  1932 

1  Claim.     (CI.  45—131) 


^n 


A  clamping  device  attached  to  a  drawing  board 
for  securing  paper  comprising  a  guide  strip  at- 
tached to  the  board,  which  determines  the  posi- 


tion of  the  paper,  an  adjustable  clamp  provided 
with  view  holes  on  its  front  edge  to  expose  the 
guide  strip  and  the  adjacent  edge  of  the  paper, 
and  means  adapted  to  hold  said  clamp  firmly 
In  position. 

2,015.248 

LOCK 

Lewis  E.  Williams,  Long  Beach.  Calif. 

Application  February  3,  1933,  Serial  No.  654.973 

13  ChUms.     (CI.  70—91) 


1.  In  a  lock,  the  combination  of  a  casing,  a 
bolt  mounted  to  slide  in  the  casing,  a  rotataWe 
handle  mounted  for  lateral  movement  at  one  side 
of  the  casing,  for  sliding  the  bolt,  a  spring  for 
urging  the  bolt  to  its  locking  position,  means 
actuated  by  the  rotation  of  the  handle  for  latch- 
ing the  bolt  in  its  locking  position,  and  key-con- 
trolled means  on  the  opposite  side  of  the  casing 
from  said  handle  for  controlling  said  last-named 
means  to  permit  movement  of  the  bolt  to  Its 
unlocked  position. 


2,015.249 

APPARATUS  FOR  MEASURING  THE  FLOW 

OF  A  FLUID 

Matthew  E.  Benesh,  Cicero,  111.;  dedicated  to  the 

People  of  the  United  States  of  America 

Application  May  24,  1933,  Serial  No.  672,638 

13  Claims.     (CI.  73 — 68) 


1,  Apparatus  for  measuring  the  flow  of  a  main 
mass  of  fluid  comprising,  in  combination,  means 
for  withdrawing  a  part  of  said  main  mass,  means 
for  effecting  a  heat  change  in  said  main  mass 
and  said  part  in  a  predetermined  ratio,  means 
for  controlling  the  flow  of  said  part  to  equalize 
the  temperature  change  of  said  main  mass  and 
said  part,  and  means  for  measuring  the  flow  of 
said  part. 

2,015,250 

CLOTTING   MACHINE 

Fredrick  W.  Billker,  Milwaukee,  Wis. 

Application  August  29.  1932,  Serial  No.  630,753 

13  Claims.     (CI.  29 — 69) 

9.  In  combination,   a  frame,  a  rotary  cutter 

journaled  in  said  frame,  a  work  support  having 

a  section  disposed  at  one  side  of  said  cutter  and 

'  movable  out  of  the  plane  of  support  of  the  work  to 
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open  a  gap  in  said  support,  and  a  slug  discharge 
chute  secured  to  said  frame  adjacent  to  the  gap 


and  extending  downwardly  and  laterally  away 
from  said  cutter. 


2.915,251 
SPACE  HEATER 
Gc*rce  Browning,  Wilmette,  111.,  aasifnor  to  Chi- 
eaco  Flexible  Shaft  Company,  Chicago,  IlL,  a 
corporation  of  Illinois 

Application  March  12,  1934.  Serial  No.  715,111 
4  Cfaiims.     (CI.  21»— 39) 


1.  The  combination  in  a  space  heater  of  a  cas- 
ing having  a  discharge  opening,  a  heating  coll 
adjacent  said  opening,  a  fan  for  passing  air  over 
said  coll  and  through  said  opening,  and  a  fuse  for 
conducting  electric  current  to  the  coil  located 
substantially  over  the  center  of  the  coil  adapted 
to  melt  upon  a  predetermined  rise  in  temperature. 


2,015.252 
COATING 
Edmond   H.   Bncy,   Waukegan.   111.,    assigrnor,   by 
mesne  ass'fnments.  to  Atlas  Powder  Company, 
Wolf  Lake,  111.,  a  corporation  of  Delaware 
No  Drawing.     Application  Jane  6,  1932, 
Serial  No.  615,765 
10  Claims.     (CI.  106— 37) 
1.  The  method  of  forming  a  plastic  mass  for 
moiilding  work  from  an  emulsion  coating  com- 


position of  nitrocellulose  and  an  alkaline  solution 
of  casein  which  comprises  drying  said  composi- 
tion, pulverizing  said  composition,  and  treating 
said  composition  with  a  solvent  plasticizer  for 
nitrocellulose. 


2,015.253 

GOLF  CLL^ 

Alfred  E.  Buhrke  and  Allen  F.  Heeter,  Chicago, 

111.;  said  Heeter  assignor  to  said  Buhrke 

Application  Aumst  16,  1932.  Serial  No.  629.064 

15  Claims.     (CI.  273— 80) 


1.  The  combination  in  a  golf  club  of  the  wood 
head  type  of  a  club  head  provided  with  an  in- 
tegral, elongated  neck  or  shank,  there  being  a 
shaft  bore  extending  through  said  neck  or  shank 
and  into  the  club  head,  a  metallic  shaft  adapted 
to  be  seated  in  said  shaft  bore,  means  for  locking 
said  shaft  to  the  laody  portion  of  the  club  head 
to  prevent  withdrawal  therefrom  and  rotation  in 
relation  thereto,  the  neck  or  shank  of  the  club 
head  being  tapered  from  the  head  portion  there- 
of toward  the  outer  extremity  of  said  neck  or 
shank  and  adjacent  the  end  thereof  being  pro- 
vided with  an  integral  short,  substantially  cylin- 
drical portion,  a  metallic  ferrule  having  an  in- 
terior tapering  bore  with  an  outer  and  upper 
substantially  cylindrical  portion  whereby  said 
metallic  ferrule  Is  adapted  to  closely  surround 
the  end  of  said  tapered  and  said  cylindrical  por- 
tions of  the  neck  or  shank  with  a  part  thereof 
extending  peripherally  around  and  slightly  above 
the  upper  cylindrical  extremity  of  the  shank,  a 
second  metallic  ferrule  secured  to  the  metallic 
shaft  and  being  provided  with  a  peripheral  up- 
wardly recessed  seat  adapted  to  engage  the  said 
upper  peripheral  extremity  of  the  first  metallic 
ferrule  when  the  said  shaft  with  its  attached 
metallic  ferrule  is  inserted  in  the  bore  of  the 
shank  of  the  club  head,  and  an  upwardly  ta- 
pered sleeve  of  proxylin  fixed  upon  the  said  shaft 
above  the  said  second  metallic  ferrule  on  the 
shaft  and  in  supporting  abutting  engagement 
therewith,  the  abutting  surfaces  of  said  sleeve 
and  the  said  second  metallic  ferrule  on  the  shaft 
being  of  substantial  extent  radially  and  the  abut- 
ting portions  of  the  aforesaid  metallic  ferrules 
mounted  upon  and  secured  to  the  shaft  and  to  the 
shank  of  the  club  head  respectively  being  adapted 
to  have  a  swivelling  function  to  permit  torsional 
movement  of  the  shaft  in  relation  to  the  club 
head  within  the  adjacent  portion  of  the  neck  or 
shank  and  above  the  location  of  Its  said  locking 
securement  to  the  club  head. 
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2.015.254 

PROCESS  OF  PURIFYING  HIGH-BOILING 

MINERAL    ACIDS 

Johan    Ferdinand   Maurits    Caudri.    Amsterdam. 

Netherlands,    assigrnor    to    Shell    Development 

Company.  San  Francisco,  Calif. 

No  Drawing.    Application  October  10.  1922,  Serial 

No.  637,207.    In  the  Netherlands  June  14,  1932 

7  Claims.  (CL  23—172) 
1.  The  process  of  oxidizing  organic  matter 
and  carbon  present  in  a  high-boiling  mineral 
acid,  comjyrising:  subjecting  the  high  boiling 
mineral  acid  to  the  oxidizing  action  of  an  oxy- 
gen-containing fluid  at  an  elevated  temperature 
in  the  deliberate  presence  of  an  oxidation  cata- 
lyst containing  a  member  of  the  group  consist- 
ing of  selenium  and  tellurium  present  in  a  quan- 
tity In  excess  of  that  which  may  have  been  pres- 
ent in  the  acid  when  prepared. 


2.015,255  •  -"    -'\*f. 

POST-OPERATIVE   BINDER  AND 

SUPPORTING  BELT 

Leonard  L.  Charpier  and  Earl  D.  Huntington, 

Chicago,  111. 

Application  September  29, 1933,  Serial  No.  691,470 

1  Claim.     (CI.  128—155) 


A  post -operative  and  ambulatory  binder  and 
belt,  comprising  an  integral  rubber  strip  adapted 
to  be  positioned  about  the  body  of  the  wearer,  and 
ventilating  and  non-slipping  elements  integral 
with  the  strip,  said  elements  Including  integral 
ridges  and  beaded  ventilating  openings  associated 
with  the  ridges,  and  reinforcing  means  adapted  to 
be  used  with  the  strip,  said  reinforcing  means 
comprising  a  semi-resilient  length  of  metal 
adapted  to  be  removably  associated  with  the 
binder  and  belt,  said  length  of  metal  having  in- 
tegral button-like  extensions  thereon  adapted  to 
be  fitted  into  the  ventilating  openings  in  the 
binder  and  belt,  and  Integral  adjustable  fastening 
means  therefor,  said  means  including  integral 
flaps  of  different  lengths,  one  of  said  flaps  being 
considerably  longer  than  the  other  flaps  and 
adapted  to  be  passed  between  the  legs  of  the 
wearer,  with  auxiliary  means  for  fastening  the 
end  of  said  flap  in  desired  supporting  position, 
and  cooperative  fastening  means  on  the  other 
flaps  and  strip. 


2,015,256 
FOOD  PRODUCT 
Forest    H.    Clickner.    Chicago,    111.,    assignor    to 
Kraft-Phenix  Cheese  Corporation,  Chicago,  111., 
a  corporation  of  Delaware 

No  Drawing.    Application  May  12,  1934, 
Serial  No.  725.346 
3  Claims.     (CI.  99— 11) 
1.  Th6  improvement   in  the  art  of  drying   a 
normally  solid    cheese  which   consists  in   com- 
minuting the  cheese,  heating  and  agitating  the 
same  In  the  presence  of  added  water,  sufficient 
heat,  agitation  and  water  being  employed  to  pro- 
duce   a    smooth    emulsion    capable,    while    still 
heated,  of  being  forced  through  the  nozzles  of 
the   spray-drying   equipment,    and   then   spray- 
drving  the  mixture  to  convert  the  same  into  a 
dry  powder  containing  not  more  than  about  3 
per  cent  moisture. 


2,015,257 
CHEESE  FILLING  FOR  BAKERY  PRODUCTS 

Forest  H.  Clickner,  Chicago,  111.,  assig^nor  to 
Kraft-Phenix  Cheese  Corporation,  Chicago. 
111.,  a  corporation  of  Delaware 

No  Drawing:.    Application  May  12,  1934, 
Serial  No.  725.347 
14  Claims.     (CI.  99—11) 
1.  A   food   compound   useful   as    a   filling   for 
bakery   products,   comprising    a    dry    edible    fat 
which  is  solid  at  room  temperature,  a  commi- 
nuted,   substantially    anhydrous   cheese,    and    a 
stiffening   filler,  said  compound   containing   not 
more  than  about  one  per  cent  of  moisture. 


2.015,258 

CHEESE  FLAVORING   AND  METHOD  OF 

PRODUCING  THE  SAME 

Forest  H.  Clickner,  Chicago,  III.,  assignor  to 
Kraft-Phenix  Cheese  Corporation,  Chicago, 
111.,  a  corporation  of  Delaware 

No  Drawing.     Application  May  20,  1935, 
Serial  No.  22,439 
11  Claims.     (CL  99 — 11) 
4.  A  food  compound  comprising  a  carrier  con- 
sisting of  a  dry  edible  fat  which  is  solid  at  room 
temperature,  and  a  comminuted  cheese  having 
a  distinct  cheese  flavor,  said  compound  having 
a  moisture  content  sufficiently  low  that  tendency 
of  the  fat  content  to  saponify  in  the  presence  of 
alkali  will  be  substantially  negligible. 


2,015.259 

METAL  WEATHER   STRIP 

Oscar  Dahl,  Chicago.  111. 

Application  May  10,  1935,  Serial  No.  20,734 

4  Claims.     (CL  20—69) 


1.  In  combination  with  a  casement  window 
having  a  rabbet  in  its  lower  portion  and  a  sill  stop 
adapted  to  be  engaged  by  said  rabbet,  a  weather- 
strip consisting  of  a  resilient  strip  of  metal  one 
margin  of  which  provides  an  attaching  flange 
that  is  anchored  to  the  window  above  the  rabbet 
and  is  bent  at  its  lower  edge  to  provide  a  down- 
wardly sloping  flexible  water-shed  extending 
away  from  the  anchoring  flange,  a  substantially 
vertical  drip  apron  depending  from  the  outer 
edge  of  and  at  an  angle  to  said  water-shed,  and 
a  freely  flexible  sealing  tongue  supported  solely 
by  and  projecting  from  the  lower  edge  of  said 
drip  apron  into  said  rabbet,  the  plane  of  said 
tongue  normally  Intersecting  the  horizontal 
plane  of  the  upper  face  of  said  stop  whereby  a 
closing  movement  of  the  window  causes  said 
tongue  to  flex  upwardly  and  bear  against  the 
upper  surface  of  said  stop. 


2,015,260 

PROCESS  FOR  BREAKING  PETROLEUM 

EMULSIONS 

Melvin  De  Groote,  St.  Louis,  Mo.,  assignor  to 
Tretolite  Company.  Webster  Groves,  Mo.,  a 
corporation  of  Missouri 

No  Drawing.    Application  May  9,  1935, 

Serial  No.  20,629 

11  Claims.     (CI.  196 — 4) 

1.  A  process  for  breaking  petroleum  emulsions 

of  the  water-in-oil  type,  which  consists  in  sub- 


750 


OFFICIAL  GAZETTE 


SKPTEMBEB24,  1935 


jecting  the  emulsion  to  the  action  of  a  demulsl- 
fying  agent  comprising  an  adsorbed  combination 
of  a  finely-divided,  normally  inert,  water-insol- 
uble, inorganic  solid  and  a  polar,  surface-active, 
water-soluble,  sulfo,  organic,  chemical  compound, 
said  organic  compound  being  characterized  by 
the  fact  that  its  alkaline  earth  salts  are  water- 
soluble,  and  also  characterized  by  the  fact  that 
its  molecular  weight  is  within  the  range  of  the 
approximate  limits  of  150-450,  and  said  adsorbed 
combination  of  organic  and  inorganic  compounds 
being  obtained  by  formation  of  the  inorganic  sub- 
stance by  metathesis  in  presence  of  the  organic 
compound. 


2.015.261 
DIAPHRAGM  FOR  CAMERAS 

Leopold  Eckler,  Binirhainton.  N.  Y.,  assignor  to 
Afffa  Ansco  Cori>oration.  Binrhamton.  N.  Y..  a 
corporation  of  New  York 

Application  December  12,  1932,  Serial  No.  646.775 
5  Claims.     (CI.  95 — 81.5) 


1.  In  combination,  a  photographic  camera,  an 
adjustable  diaphragm  provided  with  a  relatively 
small  aperture  and  a  relatively  large  aperture, 
and  a  light  filter  carried  by  said  diaphragm  and 
covering  said  last  named  aperture. 


2.015,262 

FISH-HOLDING  IMPLEMENT 

Ray  C.  FlacK  and  Adelbert  C.  Wood,  Sr., 

Brewerton.  N.  Y. 

Application  Jane  28.  1934.  Serial  No.  732,809 

6  Claims.     (CI.  17 — 8) 


5.  An  Implement  for  holding  a  fish  comprising 
a  pair  of  levers,  each  of  said  levers  having  one 
end  portion  provided  with  a  handle  and  the  other 
end  thereof  formed  with  a  gripping  surface,  a  pin 
pivotally  connecting  said  levers  to  each  other 
whereby  the  gripping  surfaces  may  be  moved 
relatively  to  each  other  toward  and  from  the  open 
position  and  a  prong  pivotaUy  mounted  on  said 
pin  to  extend  outwardly  therefrom  between  the 
gripping  surfaces  In  cooperative  relation  there- 
with and  for  swinging  movement  intermediate 
said  gripping  surfaces. 


2,015,263 
STOCK   LINE   RECORDER 
Gordon  Fox  and  Arthur  J.  Whitcomb,  Chicago, 
ni.,  assimors  to  Freyn  Enrineerinr  Company, 
Chicairo,  El.,  a  corporation  of  Maine 
AppUcation  September  24.  1928,  Serial  No.  308,116 
14  Claims.     (CI.  33 — 125) 
1.  In  combination,   a  suspended  test  member, 
electric  mains,  an  electric  motor  adapted  to  be 
connected    to    said    mains,    power    transmitting 
means  between  said  motor  and  said  test  mem- 
ber, for  raising  said  test  member,  brake  means 
for  said  motor  biased  to  braking  relationship  with 


said  motor,  electrical  control  means  controlling 
said  brake  means  for  controlling  the  dropping  of 
said  test  member,  means  for  controlling  the  volt- 
age impressed  upon  said  motor  from  said  mains 


while  the  rotor  of  said  motor  is  being  driven 
due  to  the  dropping  of  said  test  member,  and 
means  responsive  to  changes  in  the  generating 
functicms  of  said  motor  for  controlling  said  volt- 
age controlling  means. 


2,015.264 

APPARATUS    FOR    IRRADIATION 

Richard  Mason  Fraps,  Chicaf  o.  111. 

Application  September  16,  1932,  Serial  No.  633,409 

1  Claim.     (CI.  99—2) 


In  an  apparatus  for  subjecting  liquid  material 
directly  to  solar  radiation,  a  container  for  the 
liquid  to  be  treated  and  a  separate  container  to 
receive  the  liquid  after  treatment,  together  with 
an  endless  belt  extending  from  one  container  to 
the  other  and  means  on  which  said  belt  is  guided 
for  travel,  said  means  serving  to  support  a  com- 
paratively extensive  area  of  said  belt  in  a  plane 
substantially  perpendicular  to  the  direction  of 
incident  solar  rays;  and  one  container  being  suf- 
ficiently independent  of  the  other  to  permit  ad- 
Justing  It  for  maintaining  the  perpendicular  rela- 
tion of  said  belt  to  the  sun's  rays  throughout  a 
period  of  exposure  thereto. 


2.015.265 
CELL  FOR  TREATING  MATERIAL  BY 
IRRADIATION 
Richard  Mason  Fraps.  Tucson.  Arts. 
AppUcation  September  19.  1932,  Serial  No.  633.791 
3  Claims.     (CI.  99—2) 
1.  In  a  device  for  irradiating  materials  by  sun- 
light, a  concentrating  refiector  and  a  cell  adapted 
to  contain  the  material  to  be  treated,  said  cell 
including    a  portion  positioned   in   the   zone  of 
maximum  concentration  of  radiation  of  said  re- 
fiector. and  a  storage  portion  positioned  out  of 
said  zone  extending  through  an  aperture  in  the 
refiector  together  with  two  passages  connecting 
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said  portions  of  the  cell  to  provide  for  continuous 
circulation  of  fiuid  material  therethrough,  and 


mechanical  means  mounted  within  the  cell  adapt- 
ed for  forcibly  maintaining  such  circulation. 


2.015.266 

WATER  HEATING   MEANS 

Rudolph  M.  Gerer.  Milwaukee.  Wis. 

AppUcation  March  24,  1934,  Serial  No.  717.238 

2  CUlms.     (O.  158—99) 


m  ■ 


1.  A  water  heater  burner  having  a  separable 
section  supporting  a  vertical  column  having  a 
bore  therethrough,  inclined  air  inlets  piercing 
said  section  to  directionally  affect  a  fuel  jet  from 
a  tip  axially  disposed  to  the  column  and  closely 
adjacent  said  inlets,  a  draft  apron  shielding  said 
inlets,  a  chamber  flaring  from  a  restricted  diame- 
ter surrounding  said  fuel  jet  to  a  major  diameter 
coincident  to  the  bore  of  said  column,  an  ex- 
panded formation  fashioned  in  said  section  below 
said  inlets,  and  an  integral  terminus  of  said  sec- 
tion arranged  to  support  said  burner  on  a  fuel 
supply  tube. 

2,015.267 

THERMOSTATIC  CONTROL  FOR  FLUID 

METERS 

Albert  J.  Granberg,  Berkeley.  Calif..  assigTior  to 
Ralph  N.  Brodle  Company,  Oakland.  CaUf.,  a 
corporation  of  California 
AppUcation  Aujrust  2,  1933.  Serial  No.  683.315 
5  Claims.     (CI.  73— 30) 
1.  In    a    fluid    meter    comprising    a   metering 
chamber  and  a  reciprocable  piston  in  said  cham- 


ber, a  casing  adjacent  said  chamber,  means  form- 
ing fluid  communication  between  said  casing 
and  said  chamber  whereby  said  casing  will  con- 
tain fluid  of  the  same  temperature  as  the  fluid 
in  the  chamber,  a  thermostatic  element  in  said 
chamber,    means   connecting   said    thermostatic 


clement  with  said  piston  whereby  the  stroke  of 
the  piston  will  be  varied  upon  variations  in  tem- 
perature of  the  fluid,  and  means  for  imparting 
revolving  movement  to  said  element  in  said  cham- 
ber to  cause  circulation  of  the  fluid  through  the 
chamber. 

2.015,268 
METHOD       AND       MEANS       OF       SECLTIING 
END    READILY    DETACHABLE    OF   COILED 
GLTMMED  TAPE 

Annin?  S.  Hammond,  Portland,  Oreg.,  assignor  to 
Western    Waxed    Paper    Company.    Oakland. 
CaUf.,  a  corporation  of  CaUfomia 
AppUcation  March  7,  1934,  Serial  No.  714,529 
5  Claims.     (CI.  206—58) 


1.  In  combination  with  a  roll  of  gummed  tape, 
means  for  detachably  securing  the  free  end  of  the 
tape  in  place,  such  means  comprising  a  narrow 
strip  of  fabric  interposed  between  said  free  end  of 
the  tape  and  the  body  of  the  roll;  one  face  of  said 
strip  being  provided  with  adhesive  for  fastening 
said  face  in  its  entirety  on  the  body  of  the  roll. 


2.015.269 
ELEVATOR  DOOR  GLIDE 
Ralph  L.  Henry,  Detroit,  Mich.,  assignor  to  Hen- 
rite    Products    Corporation,    Ironton.    Ohio,    a 
corporation  of  Ohio 
AppUcation  February  11,  1931.  Serial  No.  515,034 
4  Claims.     (CL  16—93) 
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2.  In  a  guide  for  attachment  to  a  sliding  door 
comprising,  a  guide  shoe  having  a  narrow  body 
'  portion  and  enlarged  head  portions  formed  inte- 
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gral  with  the  ends  of  said  body  portion,  said  head 
portions  being  apertured  for  attaching  the  same 
to  a  door  and  having  supporting  recesses  formed 
therein,  a  cooperative  guide  shoe  having  project- 
ing end  portions  extending  into  said  supporting 
recesses,  whereby  saud  cooperative  guide  shoe  is 
supported  upon  said  first  mentioned  guide  shoe. 
and  spring  means  interposed  between  said  guide 
shoes  for  urging  the  same  with  mutually  balanced 
pressures  away  from  each  other. 


2.015.270 
ELEVATOR  DOOR  GUIDE 
Ralph  L.  Henry,  Detroit.  Mich.,  assi«rnor  to  Hen- 
rite   Products    Corporation.    Ironton.    Ohio,   a 
corporation  of  Ohio 

Application  March  8.  1932,  Serial  No.  597,464 
5  Claims.     (CI.  16 — 93) 


1.  A  sliding  door  guide  adapted  to  ride  In  a 
door  guide  groove,  said  door  guide  comprismg.  a 
body  member  arranged  to  be  fixedly  secured  to 
the  bottom  of  a  door  for  projecting  into  the 
guide  groove  thereof,  said  body  member  having 
a  recess  extending  transversely  inwardly  from 
one  side  thereof,  said  recess  being  open  at  its 
top,  said  body  member  being  formed  with  a 
bottom  wall  underlying  said  recess,  a  guide  mem- 
ber positioned  within  said  recess  and  resting 
upon  said  bottom  wall,  and  spring  means  posi- 
tioned within  said  recess  and  interposed  between 
said  body  and  said  guide  member  for  urging  said 
guide  member  outwardly  into  engagement  with 
the  side  of  the  door  guide  groove. 


2.015,271 

CAN  PUNCTURING  DEVICE 

FranJt  F.  Hosmer.  Glendale,  Calif. 

Application  Angust  27.  1934.  Serial  No.  741.562 

2  Claims.     (CI.  164 — 120) 


1.  A  can  puncturing  device,  comprising  a 
straight  body  member,  one  end  of  which  is  bent 
to  form  a  foot  that  occupies  a  plane  a  few  degrees 
past  a  plane  at  right  angles  to  the  plane  occupied 
by  said  body  member,  a  plate  arranged  to  slide 
lengthwise  on  said  body  member,  means  for 
clamping  said  plate  to  said  body  member  in  differ- 
ently adjusted  positions,  a  bar  hinged  to  said 
plate,  a  can  puncturing  instrumentality  carried 


by  said  bar  and  the  free  end  of  which  bar  when 
folded  against  the  straight  body  member  engages 
the  inner  face  of  the  slightly  inclined  foot. 


2,015.272 

COMPOSITE  MOTION  PICTIHES 

Fred  V\.  Jacliman,  Beverly  Hills,  CaUf..  assignor 

to  Warner  Bros.  Pictures,  Inc.,  New  Y'ork.  N.  Y., 

a  corporation  of  Delaware 

Application  May  6.  1931.  Serial  No.  535,506 

3  Claims.     (CI.  88 — 16) 


1.  An  arrangement  for  photographically  com- 
bining on  one  negative  film  a  foreground  action 
scene  and  a  previously  photographed  background 
scene,  said  arrangement  comprising  a  motion 
picture  camera  wherein  the  negative  film  is  ex- 
posed to  incoming  light  which  first  traverses  a 
colored  transparency  of  the  background  scene, 
said  transparency  having  the  same  color  value 
throughout,  said  camera  comprising  means  for 
traversing  said  negative  film  and  said  transpar- 
ency at  the  same  speed,  a  background  situated  in 
the  field  of  view  of  said  camera,  an  opaque  action 
disposed  between  said  camera  and  said  back- 
ground, means  for  illuminatmg  said  action  with 
light  of  substantially  the  same  color  as  that 
of  said  transparency,  said  background  being  of 
a  color  which  is  substantially  complementary 
to  the  color  of  said  transparency,  and  means 
for  illuminating  said  background  with  unfiltered 
light,  including  light  of  the  color  of  the  back- 
ground. 


2.015.273 
PISTON  SPREADER 

Charles  E.  Johnson.  North  Muskeg:on,  Mich.,  as- 
signor to  Sealed  Power  Corporation.  Muskegon, 
Mich.,  a  corporation  of  Michigan 

Application  December  10,  1934,  Serial  No.  756,723 
4  Claims.     iCl.  309—12) 


w?A»w/fMJ^z7m>m^ 


1.  A  spreader  of  the  class  de.scribed  compris- 
ing, a  curved  body  member  of  substantially  cy- 
lindrical shape  having  two  projections  extending 
substantially  in  parallelism  therefrom,  integral 
spring  means  extending  Inwardly  from  said  cy- 
lindrical body,  said  body  t>eing  free  to  expand 
and  contract  through  said  integral  spring  means, 
and  extension  means  cooperatively  associated 
with  said  integral  spring  means  for  the  purpose 
described. 
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2,»15,274 

SCREEN    DEVICE    FOR   POWER   SPRATS 

AND  THE  UKE 

Howard     Milton     Johnston.     Toronto.     Ontario, 

Canada,  assignor  to  Massey- Harris  Company, 

Limited.  Toronto.  Ontario.  Canada 

Application  July  9,  1934,  Serial  No.  734,355 

3  CUims.     (CI.  210—170) 


1.  A  device  of  the  character  described  com- 
prising in  combination  a  hollow  screen  housing 
with  supporting  legs  thereon,  a  shoulder  within 
said  housing,  a  screen  resting  on  said  shoulder, 
a  base  plate  removably  mounted  on  said  legs 
providing  a  circumferential  opening  to  said  hous- 
ing below  the  screen  and  a  protection  for  the 
screen,  and  a  spring  member  freely  supported  by 
said  plate  and  contacting  substantial  portions  of 
said  screen  to  support  it  in  place  against  said 
shoulder. 


2.015.275 

PORTABLE  TABLE  FOR  JIG  SAWS 

Frederick  H.  KcUey.  Franklin,  N.  IL,  assignor  to 

G.  W.  Griffin  Co..  Franklin.  N.  H.,  a  corporation 

of  New  Hampshire 

Application  August  29,  1934,  Serial  No.  741,955 

1  Ctahn.     (CI.  143—70) 
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2.015.276 
ELECTRIC    CORD   CONNECTER 

Louis  Lndwig.  Brooklyn,  N.  Y. 

Application  March  27,  1934.  Serial  No.  717,5*9 

2  Claims.     (CL  173—332) 


1.  A  cord  connecter  comprising  an  insulating 
cap  having  an  interior  recess  for  electric  wires 
and  a  central  opening  through  which  these 
wires  pass,  a  yoke  made  of  insulating  material, 
a  pair  of  contact  blades  having  wire  connecting 
means,  said  contact  blades  and  said  yoke  secured 
to  the  insulating  cap  by  the  same  fastening 
means,  an  insulating  housing  having  openings  in 
one  end  for  receiving  a  pair  of  contact  prongs, 
recesses  formed  in  said  housing  into  which  said 
contact  blades  fit,  an  opening  formed  axiaUy  in 
the  housing,  and  a  screw  passed  through  said 
opening  and  threaded  in  a  hole  in  the  yoke  for 
securing  the  housing  to  the  cap. 


2,015.277 
INSIDE    CASING   CUTTER 

Otis  J.  McCullough,  Huntington  Park.  CaUf. 

Application  October  30,  1933.  Serial  No.  695,836 

5  Claims.     fCl.  81—195) 


A  saw  table  comprising  an  elongated  portable 
table  element,  means  removably  carried  by  the 
table  element  at  one  end  thereof  to  clamp  it  to 
the  edge  of  a  shelf,  a  two-part,  lengthwise- 
adjustable  supporting  leg  pivoted  to  said  table 
element  near  the  other  end  thereof,  the  two  parts 
of  the  leg  being  separable,  a  pair  of  guiding  mem- 
bers secured  to  the  upper  section  of  said  support- 
ing leg.  said  table  element  having  an  aperture 
between  its  outer  end  and  said  leg,  a  C-shaped 
saw  frame  having  a  saw  blade  extending  through 
said  aperture,  a  handle  member  secured  to  the 
saw  frame  and  extending  through  and  guided  by 
the  guiding  members  and  also  freely  rotatable 
therein,  the  central  portion  of  said  handle  mem- 
ber being  of  an  enlarged  diameter  and  forming 
a  hand-hold  portion  which  co-operates  with  the 
guiding  members  to  limit  the  reciprocating  move- 
ment of  the  saw  frame. 


1.  A  casing  cutter  comprising  a  body,  a  man- 
drel slldably  keyed  in  the  body,  a  stem  extending 
downwardly  from  the  body  and  detachably  con- 
nected thereto  so  that  upon  detachment  the  body 
may  be  lowered  relatively  to  the  stem,  means 
engageable  with  the  casing  for  holding  the  stem 
stationary  for  purposes  of  detachment,  means 
providing  slip  ways  rotatable  relatively  to  the 
body,  slips  in  the  slip  ways,  means  on  the  stem 
operable  to  effect  expansion  of  the  slips  when 
the  body  and  slip  way  providing  means  are 
lowered  relatively  thereto,  and  cutting  means  on 
the  body  engageable  by  the  mandrel  adapted  to 
be  expanded  thereby,  said  mandrel  presenting 
inclined  and  vertical  stirfaces  both  of  which  are 
engageable  with  the  cutting  means,  said  man- 
drel having  a  threaded  portion  projecting  up- 
wardly from  the  body,  a  nut  threaded  on  to  said 
threaded  portion,  and  means  c«i  the  nut  for  frlc- 
tionally  engaging  the  casing. 
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2.015.278 
CARTON 

Frank  J.  Meyer.  Floral  Park.  N.  Y..  assiinior  to 
P.  L,  Andrews  Corporation.  Brooklyn.  N.  Y.,  a 
corporation  of  New  York 
Application  March  18,  1933.  Serial  No.  661.463 
6  Claims.     (CI.  229 — 27) 


^    »t 


1.  A  carton  blank  of  cardboard  or  other  suit- 
able material  and  formed  to  include  different 
portions  of  a  multiple  compartment  carton,  said 
blank  comprising;  a  main  comptu'tment  back  por- 
tion, a  side  portion  adjacent  one  latertU  edge  of 
said  bcu:k  portion,  a  main  compartment  front 
portion  adjacent  the  lateral  edge  of  said  side 
portion  opposite  to  said  back  portion,  an  attaching 
flap  adjacent  the  outer  edge  of  said  front  portion, 
and  a  side  portion  adjacent  to  the  other  lateral 
edge  of  said  back  portion;  an  auxiliary  compart- 
ment side  portion  adjacent  the  outer  edge  of 
last  said  main  compartment  side  portion,  an 
auxiliary  compartment  front  portion  adjacent  Its 
side  portion,  a  second  side  portion  adjacent  the 
opposite  side  of  said  auxiliary  compartment  front 
portion  with  an  attaching  flap  adjacent  the  outer 
edge  thereof;  cover  flaps  adjacent  said  portions, 
including  a  cover  flap  at  one  edge  of  said  blank 
contiguous  to  said  auxiliary  compartment  front 
portion  and  having  an  outline  similar  to  that 
defined  by  said  front,  back  and  lateral  portions  of 
both  said  compartments  when  arranged  to  form 
the  completed  carton. 


2.015^79 

DEFROSTING 

Leslie  H.  Middleton,  Adrian,  Mich.,  assignor  to 

Scbwane  Electric  Company,  Adrian,  Mich.,  a 

corporation  of  Michigan 

Application  November  21,  1932,  Serial  No.  643.685 

1  Claim.    (CL  21»— 19) 


yr 


A  ray  generator   unit   for   moisture   removal 
from  a  transparency,  said  unit  comprising  a  pro- 


jector, a  link,  a  bracket  having  a  mounting  pad, 
a  pin  through  the  bracket  extending  in  a  slant- 
ing direction  relatively  to  the  plane  of  the  trans- 
parency, said  pin  being  effective  for  mounting 
the  link  with  the  bracket,  and  a  ball  and  socket 
frictional  joint  connection  between  the  link  and 
the  projector. 


2.015.280 

BED  ACCESSORY  SUPPORT 

Buichi  Morlshita,  Los  Angeles,  Calif. 

AppUcation  June  17,  1933,  Serial  No.  676,355 

5  Claims.      (CI.  45 — 82) 


1.  In  a  support,  a  frame,  extensions  slidable 
in  said  frame,  a  central  adjustable  clamping  de- 
vice slidable  on  said  frame,  and  clamping  devices 
slidable  on  said  extensions. 


2.015.281 

CLOTHES  HANGER 

Jeannette  Obrow,  New  York,  N.  Y. 

AppUcation  February  12,  1934.  Serial  No.  710.862 

2  Claims.     (CI.  223 — 93) 


1.  In  a  hanger  of  the  class  described,  a  hanger 
bar  and  suspension  means  therefor.  Angers  piv- 
otedly  mounted  within  said  bar.  each  of  said 
fingers  having  an  integral  portion  extending  in 
the  direction  of  said  suspension  means  adapted 
to  be  actuated  by  the  hand,  and  a  compression 
spring  seated  in  said  bar  beneath  each  of  said 
integral  portions  adapted  to  be  compressed  when 
said  integral  extension  portions  are  operated. 


2,015,282 

METHOD  OF  PRODUCING  ANTIRACHITIC 

SUBSTANCES 

Angnst  J.  Pacini,  Chicago,  111.,  assignor  to  Ameri- 
can Research  Products  Inc.,  Minneapolis, 
Minn.,  a  corporation  of  Delaware 

No  Drawing.    Application  April  7,  1934, 
Serial  No.  719.532 
6  Claims.     (CI.  167—81) 
1.  The  process  of  treating  activatable  material 
to  impart  thereto  the  anti-rachitic  (vitamin  D> . 
property  which  comprises  exposing  the  same  to 
radiations     from     naturally     radio-active    sub- 
stances. 
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2.015,283 

CONTAINER 

William  H.  Pashley  and  Leland  W.  OUver, 

New  York,  N.  Y. 

Application  June  29,  1933,  Serial  No.  678,202 

4  Claims.     (CI.  206 — 65) 


1.  A  light  weight  shipping  compartment  con- 
tainer comprising  walls  made  of  flexible  fibrous 
material  and  strengthened  by  corrugations  within 
the  structure  of  said  material,  the  wall  structure 
of  the  container  having  a  fireproofing  material 
impregnating  the  same,  a  plurality  of  the  com- 
partments being  so  shaped  and  dimensioned  as  to 
house  neatly  rolls  of  cinematographic  film. 


2.015.284 

GAME 

Francis  L.  Phelan.  Cambridge.  Mass. 

Application  May  9,  1934.  Serial  No.  724,659 

4  Claims.     (CI.  273—89) 


1.  A  ball  game  comprising  a  batter's  box,  a  bat 
plvotally  mounted  at  said  box.  means  for  manual- 
ly controlling  said  bat,  a  stationary  chute  for  de- 
livering a  ball  to  said  box  having  convex  ball- 
engaging  sides  and  a  bottom,  the  space  between 
said  sides  being  large  enough  that  the  ball  may 
engage  the  bottom  and  a  single  side  in  rolling 
down  said  chute,  and  a  plurality  of  stops,  at 
different  distances  from  and  at  different  angles 
to  said  batter's  box,  each  having  an  opening  to 
receive  said  ball,  said  stops  comprising  substan- 
tially the  only  ball  obstructions  on  the  playing 
field  and  having  various  reward  and  penalty 
values. 


2.015.285 

STOKER 

Roland    P.    Place.    Midland,    Mich.,   assignor    to 

Roland  P.  Place  Company,  Midland,  Mich.,  a 

corporation  of  Michigan 

Application  August  17,  1931.  Serial  No.  557,447 

5  Claims.     (CI.  110—104) 


3.  A  stoker  of  the  class  described  including  an 
adjustable  base,  a  fuel  housing  mounted  thereon. 
a  U-shaped  agitator  mounted  therein,  means  for 
causing  the  oscillation  of  the  agitator,  means  for 
adjusting  the  stroke  thereof,  a  fan.  an  air  passage 
leading  from  said  fan  to  a  furnace  and  open  to 
said  housing,  the  agitator  being  adapted  to  feed 
fuel  to  said  air  passage,  and  an  automatic 
damper  interposed  between  said  fan  and  fuel 
housing  and  adapted  to  be  opened  by  the  air  cur- 
rent from  the  fan. 


2.015.286 
MINING  MACHINE 

Charles  A.  Pratt.  Chicago.  111.,  assignor  to  Good- 
man Manufacturing  Company,  Chicago,  III.,  a 
corporation  of  Illinois 

Application  June  15,  1932,  Serial  No.  617.273 

Renewed  April  6.  1934 

20  Claims,     t  CI.  262— 30) 


1.  In  a  mining  machine,  a  main  frame  adapted 
to  rest  upon  and  slide  over  the  mine  bottom,  a 
motor  disposed  rearwardly  of  said  frame  and  in- 
cluding a  vertically  disposed  armature  shaft,  a 
pinion  on  said  shaft,  cutting  mechanism  driven 
by  said  pinion  and  carried  by  said  frame  in  ad- 
vance of  said  motor  and  including  a  forwardly 
projecting  chain  carrying  cutter  bar,  feeding 
mechanism  carried  by  sa'd  frame  forwardly  of 
said  motor  and  including  a  feed  operating  mem- 
ber adapted  to  cooperate  directly  with  a  flexible 
feeding  member  and  truck  driving  mechanism 
driven  by  said  motor  including  a  truck  driving 
element  carried  by  said  motor  for  selective  en- 
gagement with  said  pinion  and  disposed  for  ro- 
tation about  a  vertical  axis. 
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COLLAPSIBLE  TUBE 

Joseph  B.  Boerif ,  Chicago.  111. 

ApplicaUon  Jaly  21.  1933.  Serial  No.  681.449 

3  Claims.     (CI.  221—60) 


3.  In  a  collapsible  tube  having  an  open  end.  a 
closure  assembly  therefor  comprising  a  pair  of 
coaxial  hollow  caps  nested  one  within  the  other, 
the  inner  of  said  caps  having  a  skirt  portion  ex- 
tending outside  of  the  outer  of  said  caps,  said 
skirt  portion  having  a  peripheral  flange  adapted 
to  be  secured  in  said  open  end.  said  skirt  portion 
having  an  outlet  port  Uierein.  pivot  means  rotat- 
ably  securing  the  outer  of  said  caps  coaxially 
to  the  inner  of  said  caps,  the  outer  of  said  caps 
being  provided  with  a  skirt  portion  bearing  on  said 
peripheral  flange  and  having  a  port  registerable 
with  said  outlet  port,  and  means  for  limiting  the 
rotation  of  the  outer  cap. 


2,015.288 
MOISTLTtE   CONDENSER   FOR 

COMPRESSED  AIR 
Joseph  J.  Rosen,  Davenport.  Iowa 
Sabstitute  for  applicaUon  Serial  No.  517.906,  Feb- 
ruary 24,  1931.    This  appUcation  July  15.  1935, 
Serial  No.  31,448 

4  CTaims.     (CI.  257—29) 


1.  In  a  structure  of  the  general  nature  indi- 
cated for  use  in  combination  with  a  compressed 
air  reservoir  and  an  air  hammer,  a  tubular  mem- 
ber having  an  air  admission  pipe  extending 
through  one  end  thereof  and  delivering  com- 
pressed air  from  the  reservoir  to  the  other  end  of 
the  tubular  member,  a  pipe  leading  from  the  end 
of  the  tubular  member  opposite  that  to  which  the 
compressed  air  is  delivered,  said  pipe  extending 
into  another  tubular  member  and  carrying  air 
from  the  first  member  to  the  second  one,  a  pipe 
carrying  air  from  a  part  of  the  second  tubular 
member  which  is  remote  from  the  point  of  de- 
livery of  air  thereto,  and  baffle  means  within  said 
tubular  members  and  mounted  therein  so  that  the 
air  may  circulate  between  the  edges  of  the  baffles 
and  the  interior  walls  of  the  tubular  members, 
said  baffles  having  perforations  therethrough  for 
the  passage  of  air  in  its  course  of  travel  from  the 
tank  to  the  air  hammer,  and  means  for  with- 
drawing from  the  tubular  members  any  water 
condenser  therein. 


2.015.289 

TEMPERATURE  CONTROL  DEVICE 

Howard    W.    Royce.    Chicairo,    III.,    araignor 

Frank  B.  Thacher,  Chicago.  111. 

ApplicaUon  July  18.  1932.  Serial  No.  623,135 

10  Claims.     <  CI.  236 — 68 ) 


to 


10.  In  combination,  a  heater  for  a  space  to  be 
heated,  a  thermostat  for  regulating  said  heater, 
a  burner  for  heating  said  thermostat,  a  line  for 
.supplying  fuel  to  said  burner  in  quantity  to  main- 
tain a  relatively  restricted  pilot  flame  at  the 
burner,  a  second  fuel  .supply  lino  for  said  burner, 
a  valve  lor  said  second  fuel  .supply  line,  a  thermo- 
stat subject  to  the  temperature  of  the  space  to  be 
heated  and  operating  the  valve  for  said  second 
fuel  supply  line  to  different  regulating  positions 
Intermediate  full  open  and  full  clo.sed  positions 
with  variations  in  the  temperature  of  .-^ald  space, 
and  thermal  sensitive  means  operated  by  the  heat 
developed  by  the  heater  for  closing  .said  second 
fuel  supply  line  when  the  heater  reaches  a  pre- 
determined temperature. 


2.015.290 
CONTAINER  FOR   ASFH.ALT 

James  McConnell  Sanders,  London.  Eni^land 

No   Drawing.     Application   April   3.    1933,    Serial 

No.  664.200.     In  Great  Britain  April  13,  1932 

7  Claims.     (CI.  91— 68 > 

1.  A  method  of  treating  the  interior  surfaces  of 
metal  containers  destined  to  contain  a.sphalt. 
which  consists  in  applying  to  the  interior  surfaces 
of  a  metal  container  a  liquid  film  consisting  of 
aqueous  solutions  of  a  salt  of  the  group  consisting 
of  the  alkali-metals  including  ammonium,  the 
alkaline  earth  metals  and  iron,  aluminum,  zinc, 
manganese  and  magnesium,  said  fllm  having  an 
adhesion  tension  for  the  interior  surfaces  of  said 
metal  container  greater  than  the  cohesion  tension 
of  the  fllm  for  Itself  and  having  an  adhesion  ten- 
sion for  the  surfaces  of  a.sphalt  less  than  the  co- 
hesion tension  of  the  fllm  for  itself. 


2.015.291 
CLOSITRE  AND  HANGER 
Albert  A.  Schulte.  Norwood.  Ohio 
Application  Anmist  4.  1933.  Serial  No.  683,611 
3  Claims.     (CI.  221 — 60) 
1.  A  closure  and  hanger  for  a  container  having 
a  threaded  neck  and  a  mouth,  said  closure  and 
hanger  including  a  part  arranged  to  be  received 
about  the  neck  and  having  fastening  means  co- 
acting  with  the  threads  of  the  neck,  and  a  mem- 
ber  having   pivotal   connection   with    said   part 
and   including   a   closer    for   the   mouth   and   a 
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hanger  for  said  container  in  angular  relation  to 
each  other,  with  said  pivotal  connection  in  the 
angle  t>etween  said  closer  and  said  hanger,  and 
so  arranged  that  said  hanger  extends  above  the 


mouth  when  said  part  is  received  about  the  neck, 
said  hanger  arranged  to  suspend  the  container 
with  closing  force  exerted  upon  said  closer  toward 
said  mouth  by  the  weight  of  the  container. 


2.015.292 
REFRIGERATOR  CABINET  SUPPORT 
Sylvester  M.  Schweller,  Dayton.  Ohio,  assifrnor, 
by  mesne  assignments,  to  General  Motors  Cor- 
poration, a  corporation  of  Delaware 
Application  January  28,  1933.  Serial  No.  654.049 
2  Claims.     (CI.  311— 109) 


us 


2.  A  supporting  plate  having  a  means  for  re- 
ceiving a  caster,  said  supporting  plate  also  being 
provided  with  a  glide  and  having  a  retaining 
means  for  connecting  a  leg  thereto,  said  means 
for  receiving  a  caster  and  said  retaining  means 
being  constructed  and  arranged  to  selectively  re- 
ceive a  caster  and  a  leg. 


2.015.293 
GAME  DEVICE 

Kenneth  C.  Shyvers.  Chicago.  III. 

Application  May  2,  1935,  Serial  No.  19,363 

14  Claims.     <C1.  273—121) 

1.  In  a  game  apparatus,  the  combination  of  a 
movably  mounted  member,  means  for  moving 
said  member  and  means  for  arresting  movement 
of  said  member  including  a  projectible  object  a 
member  having  a  playing  surface  onto  which  said 
object  is  causod  to  be  projected,  and  means  dis- 


posed on  said  playing  surface  in  the  path  of  travel 
of  said  projectible  object  for  rendering  said  arrest- 

-Vli —  'JMA 


ing  means  effective  by  impact  of  said  projectible 
object  with  said  last  mentioned  means. 


2.015.294 
LID  FOR  BEER  CRATES 

Edgar  Russell  Stein,  Martins  Ferry.  Ohio 

Application  June  12.  1934.  Serial  No.  730,327 

1  Claim.    (CL  217—563 


As  a  new  article  of  manufacture,  a  flat,  elon- 
gated, relatively  thick  and  rigid  sheet  of  beer 
mat  stock  providing  a  beer  case  cover  having 
a  pair  of  end  flaps  foldable  downwardly  to  cover 
the  hand  holes  of  a  beer  case,  and  also  having 
a  plurality  of  individual  coaster  mats  between 
said  flaps,  and  partially  severed  from  the  sheet 
by  cuts  extending  inwardly  from  one  face  only 
of  the  sheet  so  that  normall>'  the  sheet  remains 
intact,  but  the  mats  may  be  readily,  either  sin- 
gly or  in  groups,  optionally,  detached  from  the 
sheet  by  tearing  along  the  cuts,  said  sheet  pre- 
senting a  smooth,  unbroken  and  uncut  surface 
on  the  face  thereof  opposite  to  the  cuts. 


2.015.295 

ELECTRIC  T.ABLE  STOVE 

Georgfe  Steingruber,  Huntsville,  Ala. 

AppUcation  June  2.  1930.  Serial  No.  458,941 

•    2  Claims.     (CI.  219—37) 


1,  The  combination  with  a  drawer  having  ver- 
tical  sides,  of   an  electric   stove   having   a   top 
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adapted  to  rest  on  the  upper  edges  of  said  sides, 
said  top  having  flanges  engaging  over  th€  sides 
of  said  drawer,  whereby  it  is  held  against  lateral 
displacement. 


2.015.296 

WATER  HEATER 

Peter  Swan.  Portland.  Oreg. 

Application  March  5.  1934,  Serial  No.  713,988 

4  Claims.     (CI.  122— 170) 


3.  A  water  tube  unit  for  water  boilers  compris- 
ing, a  vertically  disposed  cylinder  containing  a 
series  of  superposed  chambers  separated  by  hori- 
zontally disposed  partitions,  a  series  of  helical 
water-tubes  connecting  said  adjacent  chambers, 
and  relatively  small  ports  cormecting  said  adja- 
cent chambers  together  through  said  horizontal 
partitions  to  provide  for  the  egress  of  gaseous 
accumulations. 


2  015,297 

FOOD  PRODUCT  AND  METHOD  OF 

MANUFACTURE 

Charles  H.  Vort,  Philadelphia,  Pa.,  assiirnor  to 

Modem  Food  Process  Company,  Philadelphia, 

Pa.,  a  corporation  of  Delaware 
No  Drawing.    Application  September  19,  1932, 
Serial  No.  633.921 
4  Claims.     (CI.  9»— 8) 

1.  A  cooked  meat  product  in  molded  form  com- 
prising relatively  large  pieces  of  cured  ham;  com- 
minuted portions  of  the  hock  and  p)elvic  parts 
of  the  ham  substantially  filling  the  voids  between 
said  large  pieces,  and  a  protecting  skin  of  caul 
fat  intimately  united  with  the  normally  visible 
outer  surfaces  thereof. 

3.  The  method  of  forming  a  meat  product  con- 
sisting of  a  mixture  of  pieces  of  meat  of  sub- 
stantial size  and  meat  particles  in  cc«nniinuted 
form  filling  the  voids  between  the  large  pieces 
of  meat,  which  comprises  stuflflng  the  mixture 
into  a  mold  lined  with  a  layer  of  parchment  and 
a  layer  of  caul  fat.  and  cooking  the  mixture  un- 
der pressure  in  the  lined  mold. 


2.015,298 
EXERCISER 
Harry  C.  Weaver.  San  Gabriel,  Calif.,  assignor,  by 
direct  and  mesne  assignments,  to  William  E. 
Sharp,  Chicago,  111.;  Minnie  E.  Sharp  execu- 
trix of  the  estate  of  said  Sharp,  deceased 
AppUcation  Augnsi  27,  1928.  Serial  No.  302.177 
11  Claims.     (CI.  128— «3) 
1.  In  an  exercising  machine,  the  combination 
of:   an  engaging  member  adapted  to  contact  a 


portion  of  the  anatomy  of  a  person;  a  rod  pro- 
viding arms,  said  arms  being  adapted  to  be  asso- 
ciated with  said  engaging  member;  a  connecting 
arm  non-rota tably  attached  to  said  rod;  a  shaft 
adapted  for  rotating,  the  axis  of  said  shaft  being 
substantially  parallel  to  the  axis  of  said  rod;  a 
link,  one  end  of  which  is  rotatably  attached  to 


said  connecting  arm  and  the  other  end  of  which 
is  associated  with  said  shaft  eccentric  to  the  axis 
of  rotation  of  said  shaft;  means  associated  with 
said  shaft  for  counterbalancing  purposes,  and 
means  for  rotating  said  shaft  for  moving  said 
link  and  Imparting  oscillating  motion  to  said  con- 
necting arm.  said  rod  and  said  engaging  member. 


2.015,299 
CENTERING  DEVICE  FOR  CORN  CUTTING 
MACHINES 
Henry  J.  Wheeler,  Buffalo,  N.  Y.,  assizor  to  Food 
Machinery  Corporation,  San  Jose,  Calif.,  a  cor- 
poration of  Delaware 

AppUcation  July  SO.  1932,  Serial  No.  626,613 
6  Claims.     (CI.  130— 9) 


1.  An  apparatus  for  cutting  green  com  com- 
prising a  frame  work,  ear  feeding  means,  kernel 
cutting  means  and  guide  and  centering  means, 
the  guide  and  centering  means  including  a  plural- 
ity of  members  having  their  outer  ends  pivoted 
to  said  frame  work  and  their  inner  ends  pivoted 
to  an  equalizing  means  said  equalizing  means 
Including  a  yielding  device  and  radial  slide  mem- 
bers, said  yielding  device  tending  to  hold  said 
centering  members  in  a  predetermined  neutral 
Ix)sition. 

2.015.300 

POWER  TRANSMISSION  SYSTEM 

Cyril  Dell.  Berkhamsted,  and  Herbert  Loais  Read, 

Herincton  Grove.  Hatton  Mount,  Enfland 

Application  July  17.  1934.  Serial  No.  735.684 

In  Great  Britain  February  28,  1933 

9  Claims.     (O.  74—293) 

1.  A  power  transmission  device  comprising  a 

differential  gear  having  a  primary,  a  secondary 
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and  a  tertiary  member,  a  fluid  coupling  including 
a  power  driven  primary  element,  a  secondary 
element  and  a  vane  wheel,  the  latter  being  in- 
terposed between  said  primary  and  secondary 
elements  to  be  acted  upon  by  fluid  issuing  from 
the  driven  primary  element  prior  to  the  fluid  act- 
ing upon  the  secondary  element,  a  torque  trans- 
mitting connection  between  the  secondary  ele- 


ment  of  the  coupling  and  one  of  the  members  of 
the  differential  gear,  a  torque  transmitting  con- 
nection between  the  vane  wheel  and  another  of 
the  members  of  the  gear,  and  a  driving  connec- 
tion between  the  third  member  of  the  gear  and 
the  load,  the  primary  element  of  the  fluid  coupling 
being  adapted  to  drive  the  differential  gear  solely 
through  the  fluid  of  the  coupling. 


2.015.301 

BUBBLE  BLOWER 

Arthur  L.  Delvaux,  Los  Angeles,  Calif. 

Application  March  27.  1934,  Serial  No.  717,656 

1  Claim.     (CI.  46—31) 


In  a  device  of  the  character  described,  a  con- 
tainer, a  cap  secured  to  said  container,  a  tubular 
member  secured  to  said  cap,  the  interior  of  said 
tubular  member  communicating  with  the  interior 
of  said  container,  mouth  pieces  carried  upon  op- 
posite ends  of  said  tube,  one  of  said  mouth  pieces 
having  a  countersunk  bore  therein,  said  tube 
having  constricted  portions  formed  adjacent  each 
of  said  mouth  pieces,  said  container  adapted  to 
hold  therein  a  saponaceous  fluid  and  serving  as 
a  hand-hold  for  the  bubble  blower. 


2.015,302 
BINDING   STRIP 

Walter  Enorh.  New  York,  N.  Y..  assignor  to  A. 
Kimball  Company.  New  York.  N.  Y.,  a  corpora- 
tion of  New  York 
Application  May  28.  1934.  Serial  No.  727,954 

1  Claim.  (CI.  281— 28) 
Binder  strip,  comprising,  in  combination,  a  plu- 
rality of  strips  of  material  extending  lengthwise 
thereof  and  having  adjacent  parallel  edg^s  sepa- 
rated by  a  space,  a  covering  strip  secured  to  both 
of  said  strips  and  connecting  the  same  together 
in  spaced  relationship,  a  metal  strip  located  be- 

458  O.  O.— 60 


tween  said  covering  material  and  each  of  said 
first  named  strips,  said  first  named  strips  each 

4 


having  a  surface  coated  with  adhesive  for  attach- 
ment to  the  article  to  be  bound. 


2.015.303 
SAFETY  ATTACHMENT  FOR  WRINGERS 

Morris  Feldnian,  Baltimore,  Md. 

Application  February  28,  1934,  Serial  No.  713.411 

Renewed  July  15.  1935 

1  Claim.     (CI.  68 — 32) 


In  a  wringer  including  a  pressure  roll  and  a 
drive  roll  and  means  for  releasing  the  pressure 
from  the  pressure  roll;  a  pair  of  auxiliary  rolls, 
one  of  said  rolls  being  an  idler,  the  other  roll 
being  vertically  movable,  guide  means  for  moving 
the  last  mentioned  roll  toward  the  pressure  roll 
to  engage  the  latter  when  the  former  is  moved 
vertically,  and  means  engaged  by  the  said  ver- 
tically movable  roll  for  actuating  the  said  pressure 
releasing  means  of  the  pressure  roll. 


2.015.304 

ELECTROTYPING  AND  PLATING 

APPARATUS 

Theodor  F.  Frase.  Los  Angeles.  Calif. 

Application  April  19.  1932,  Serial  No.  606,203 

7  Claims.     (CI.  204—5) 


MS  M 


1.  In  an  apparatus  of  the  class  described,  a 
reservoir  for  holding  a  bath  having  a  central 
raised  portion  for  bearing  purposes  at  point  out- 
side of  the  bath,  a  conductor  mounted  on  the 
top  edge  of  the  reservoir,  means  for  supporting 
parts  to  be  plated  on  the  conductor  and  so  as 
to  be  suspended  in  the  bath  to  form  the  cathodes 
of  the  apparatus,  a  rotor  having  a  supporting 
head  above  said  raised  portion  and  having  op- 
erating means  extending  downwardly  through  the 
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raised  portion  to  a  point  below  the  reservoir,  said 
bead  being  provided  with  radial  grooves  of  a 
cross  section  wider  near  the  top  and  narrower 
near  the  bottom,  metal-supplying  anodes  remov- 
ably mounted  in  said  grooves  with  arms  extend- 
ing radially  from  said  head  and  having  por- 
tions formed  to  be  disposed  for  tangential  and 
up  and  down  stirring  in  the  bath,  and  means 
for  supplying  an  electric  current  to  said  head 
and  said  conductor. 


2,015^05 

COMBINED  AWNING  AND  STORM  SHUTTER 

Frank  O.  Grayson,  Coral  Gables,  Fla. 

Application  March  6.  1935.  Serial  No.  9,586 

6  Claims.     (CI.  189 — 55) 


1.  In  combination  with  a  window  disposed 
rearwardly  of  an  opening  formed  in  a  wall  of  a 
building,  a  combined  awning  and  shutter  com- 
prising an  awning  and  shutter  element,  brackets 
to  which  the  upper  porticMi  of  said  awning  and 
shutter  element  is  movably  attached,  said  brack- 
ets being  disposed  partially  outside  and  partial- 
ly within  the  window  opening  and  being  adapted 
to  support  the  upper  end  of  said  awning  and 
shutter  element  in  a  position  outside  of  the  win- 
dow opening  when  said  element  serves  as  an 
awning  and  in  a  position  within  the  window  open- 
ing when  said  element  functions  as  a  shutter. 


2,915.306 

BOOK  COVER 

Max  H.  Gronaaer,  Memphis.  Tenn. 

Application  November  3.  1934.  Serial  No.  751.399 

11  Claims.     (CI.  281— 37) 


11.  In  combination,  a  note  paper  binder  and 
a  hinged  rigid  cover  therefor,  said  cover  being 
normally  inclined  away  from  the  binding  means 
when  opened  on  a  level  surface,  said  cover  in- 
creasing in  thickness  from  its  rear  edge  to  Its 
front  edge  sufficient  to  compensate  for  the  in- 
clination of  the  cover  and  to  provide  a  level  sup- 
port for  note  paper  resting  upon  the  opened 
cover. 

2.015,307 

ROTARY  PUMP.  COMPRESSOR,  OR 

DRIVEN  MOTOR 

James  M.  Hand.  Shnbuta,  Miss. 

Application  January  17.  1933.  Serial  No.  6StJt22 

20  Claims.     (CI.  103— 137) 

1.  In   a  rotary   pump,   compressor,   or   driven 

motor  consisting  of  two  compartments  the  com- 


bination of  a  rotor  and  a  stator  arranged  eccen- 
trically to  each  other  with  a  clearance  between 
them,  a  single  pair  of  gates  on  said  rotor  divid- 
ing the  space  between  the  stator  and  rotor  al- 
ways into  only  two  compartments,  said  rotor  be- 


ing provided  with  recesses  on  each  side  of  the 
gates  joining  points  on  the  circumference  thereof 
to  permit  free  flow  of  fluid  within  each  compart- 
ment even  past  the  point  of  least  clearance  of 
the  rotor  and  stator. 


2.015.308 

BRACELET  FASTENER 

Friti  Heer,  Jr.,  Pforzheim,  Germany 

Application  August  31,  1933,  Serial  No.  687,670 

In  Germany  March  22,  1933 

4  Claims.     (CI.  24 — 78) 

rr 


y  ^/  ^  I  A 


1.  In  a  fastener  for  bracelets  composed  of  two 
portions  extending  one  over  the  other,  a  slide 
comprising  in  combination  a  U-shaped  member 
riding  on  the  inner  bracelet  portion,  a  hinge  pin 
mounted  In  the  side  walls  of  said  member,  a  flap 
mounted  on  said  pin  and  consisting  of  a  two- 
armed  lever  the  shorter  arm  of  which  is  con- 
structed as  a  pressure  bar  adapted  when  said 
flap  is  depressed  to  press  against  the  inner  brace- 
let portion  guided  along  the  bottom  of  said  mem- 
ber and  thus  fix  the  slide  on  the  inner  bracelet 
portion,  a  rod  fixed  in  the  side  walls  of  said 
member  at  about  the  same  height  as  said  pin  and 
near  the  end  of  said  member  remote  from  said 
flap  In  depressed  position,  and  means  for  con- 
necting the  outer  bracelet  portion  to  said  rod. 
said  means  consisting  of  a  detachable  lock 
adapted  to  be  disengaged  from  said  rod  for  re- 
moving the  bracelet  from  the  wrist  and  to  be 
hooked  on  to  said  rod  for  closing  the  bracelet 
on  the  wrist. 


2.015.309 
AUTOMATIC      STARTING      A.ND      STOPPING 
APPARATUS  FOR  A  DIESEL  ENGINE 
Tomehiko  Irarashi,  Osaka.  Japan 
Application  Janaary  17,  1935.  Serial  No.  2.313 
In  Japan  February  16.  1934 
7  CUims.     (CI.  123— 179) 
1.  An  automatic  starting  and  stopping  appa- 
ratus for  a  Diesel  engine  comprising  a  motor,  a 
magnetic     coupling,     a     circuit-opening     device 
which  is  mechanically  connected  with  the  motor 
and  is  driven  by  the  latter  through  intermedia- 
tion of  the  magnetic  coupling  for  selectively  open- 
ing the  circuits  which  control   rotation  of  the 
motor  and  magnetization  of  the  coupling,  a  valve- 
controlling   shaft   mechanically   connected   with 


the  circuit-opening  device  for  operation  of  the 
compressed  air  and  fuel -oil  pump  of  tlie  engine, 
a  timing  device  which  closes  a  circuit  of  the  motor 


when  the  engine's  speed  gets  to  a  pre -determined 
one.  and  a  means  for  actuating  the  motor  and 
magnetizing  the  coupling  by  co-operation  of  the 
circuit-opening  device. 


2,015.310 
VEHICLE  BOGIE  CONSTRUCTION 

Henri  Wouter  JonkhofT,  Dnsseldorf,  Germany 

Application  August  7.  1934,  Serial  No.  738.854 

6  Claims.     (CI.  280—33.5) 


1.  In  combination,  a  vehicle  body,  a  cross  beam 
carried  by  said  body,  a  pair  of  frames  pivoted 
to  said  cross  beam  near  opposite  ends  thereof, 
respectively,  wheel  supporting  means  carried  by 
each  frame,  and  a  front  and  a  rear  wheel  on 
each  supporting  means,  the  front  wheels  being 
plvotally  mounted  on  said  supporting  means  for 
steering  movement. 


2.015.311 
VEHICLE  BOGIE  CONSTRUCTION 

Henri  Wouter  JonkhofT.  Dusseldorf.  Germany 

Application  August  28,  1934,  Serial  No.  741,858 

10  CUims.     (CL  280—81) 


5.  A  bogle  comprising  a  body  rotatable  about 
a  vertical  axis,  a  single  arm  extending  forwardly 
from  said  body  and  pivoted  thereto  for  vertical 
swinging  movements,  a  pair  of  arms  extending 
rearwardly  from  said  body  and  pivoted  thereto 
for  vertical  swinging  movements,  spring  means 
between  said  arms  resisting  upward  swinging 
movements  thereof,  a  wheel  mounted  on  each 
rearwardly  extending  arm.  and  a  pair  of  wheels 
mounted  on  said  forwardly  extending  arm  for 
angular  steering  movements. 


2.015.312 
CIGARETTE  ROLLER 
John  A.  Kappelcr,  Dayton,  Ohio 
Application  February  3.  1932,  Serial  No.  596,593 
10  Claims.     (CI.  131—5) 
1.  In  a  cigarette  roller,  a  mold  comprising  rela- 
tively movable  parts  for  compressing  tobacco  into 


cylindrical  form,  a  pair  of  spaced  pins  extending 
longitudinally  through  the  mold  for  rotating  the 

% 
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compressed  form  of  tobacco,  and  means  for  ro- 
tatably  supporting  both  ends  of  the  pins. 


2,015,313 
TRACTOR-TRAILER  COLT»LING   DE\TCE 

Edmund  P.  Kinne.  .\lliance.  Ohio,  assignor  to 
American  Steel  Foundries,  Chicago.  111.,  a  cor- 
poration of  New  Jersey 

Application  May  14,  1932.  Serial  No.  611,261 
55  Claims.     (CI.  280—33.1) 


^A^ 
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3.  A  device  for  coupling  vehicles,  comprising 
a  member  associated  with  one  of  said  vehicles,  a 
coupler  associated  \^ith  the  other  of  said  vehicles 
for  receiving  said  member,  said  coupler  being 
movable  during  coupling  and  uncoupling  of  said 
vehicles,  and  means  automatically  controlled  by 
said  coupling  for  locking  said  coupler  in  coupled 
position  during  coupling  of  said  vehicles,  said 
means  acting  to  limit  movement  of  said  coupler 
during  uncoupling  thereof. 

40.  In  a  vehicle,  the  combination  of  a  coupler 
including  a  movable  coupling  element,  a  lock 
for  holding  said  coupler  in  its  coupled  position, 
and  means  engaging  with  said  lock  for  moving 
said  lock  into  an  unlocked  position  and  for  hold- 
ing said  lock  in  a  lock-set  position  whereby  said 
coupler  may  be  uncoupled  at  will,  said  means  be- 
ing released  f'-om  its  engagement  with  said  lock 
upon  movement  of  said  lock  by  said  coupling  ele- 
ment during  uncoupling. 


2.015,314 

MIRROR    BASIS    DIST.^NCE    METER  WITH 

VIEW  FINDER 

Heinz  Kiippenbender  and  Martin  Nowicki.  Dres- 
den, Germany,  assignors  to  Zeiss  Ikon  Aktien- 
gesellschaft  Dresden.  Dresden.  Germany 
Application  January  20.  1934,  Serial  No.  707.558 
In  Germany  January  25,  1933 
2  Claims.     (CI.  88—2.4) 
1.  A  combined  distance  meter  and  view  finder 
for  photographic  cameras,  comprising  in  combi- 
nation an  inclinable  distance  meter  casing,  means 
for  adjusting  the  distance,  means  for  varying  the 
direction  of  view  of  the  view  finder  simultaneous- 
ly with  the  adjusting  of  the  distance  and  in  cor- 
respondence with  the  adjusted  distance,  a  cam 
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disc  for  actuating  the  distance  adjusting  means, 
a  cam  disc  for  actuating  means  adapted  to  com- 


pensate the  parallax,  a  common  axle  for  both  cam 
discs,  and  means  for  turning  this  axle. 


2.015.315 
AUTOMOBILE   ATTACHMENT 

Fred  Whitlock  McMackin.  Roanoke,  Va. 

Application  October  23,  1933.  Serial  No.  694.910 

1  Claim.     iCl.  4—167) 


An  automobile  attachment  comprising  a  verti- 
cally arranged  casing  havmg  the  front  thereof 
open,  vertically  arranged  flanges  in  said  casing 
and  located  adjacent  the  front  thereof  and  hav- 
ing portions  bent  angularly  and  extending  to- 
wards the  rear  of  the  casing  adjacent  the  latter's 
upper  end.  a  reservoir  slidably  engaging  said  por- 
tions of  the  flanges  and  normally  located  in  the 
casing  and  closing  a  portion  of  the  front  of  said 
casing,  a  drain  valve  for  said  reservoir,  a  cover 
hinged  to  the  casing  for  cooperating  with  the  res- 
ervoir in  closing  the  front  of  said  casing  by  abut- 
ting the  reservoir  and  the  vertically  arranged 
flanges  and  providing  a  support  for  a  wash  basin, 
and  a  drain  connected  to  said  casing. 


2.015,316 
RADIO  SET  TESTER 

John  H.  Miller,  East  Orange.  N.  J.,  assizor  to 
Weston     Electrical     Instrument     Corporation, 
Newark.  N.  J.,  a  corporation  of  New  Jersey 
Application  October  23,  1933.  Serial  No.  694.855 
10  Claims.     (CI.  250— 20) 
1.  In  testing  apparatus,  the  combination  with 
a  main  unit  including  a  measuring  instrument 
and  a  plurality  of  pin  jacks  adapted  to  be  con- 
nected to  said  instrument,  of  a  transfer  unit  re- 
movable as  an  entity  from  and  having  means  for 
mechanically  attaching  the  same  to  said  main 
unit,  said  transfer  unit  comprising  a  tube  socket 


and  a  plug  having  the  same  number  and  ar- 
rangement of  terminals  and  prongs  respectively, 
and  circu't  connections  including  pin  jacks  be- 
tween each  pair  of  corresponding  terminals  and 


plugs;  and  a  pair  of  flexible  leads  having  pin 
terminals  for  establishing  desired  connections 
between  the  pin  jacks  of  said  main  unit  and  said 
transfer  unit. 


2,015.317 

CATTLE   Gl'ARD 

Edward  C.  RoRers.  Riverside.  Tex. 

Application  March  6,   1934.   Serial  No.  714,327 

6  Claims.     (CI.  256—14) 


li 
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-i-jJUillJIJimiilUBMiUMI 


6.  The  combination  with  a  railroad  track  em- 
bodying a  pair  of  spaced  parallel  rails  of  a  cattle 
guard  grating,  and  swingable  suspension  means 
rockably  connecting  the  grating  solely  with  one 
of  the  track  rails  whereby  the  grating  may  expand 
and  contract  with  the  rail. 


2.015.318 
PILOT  LIGHT  CONTROL 
Emil  W.  Schnepp.  Colton.  and  Louis  W    Srhnepp, 
San  Bernardino.  Calif. 
Application  February  6.  1933.  Serial  No.  655.302 
1  Claim.     (CL  158—117.1) 
The  combination  with  a  pas  burner  and  a  pilot 
light,  of  a  plug  seated  in  the  lower  portion  of  said 
burner,  said  plug  being  provided  with  a  gas  inlet 
oriflce,  the  upper  portion  of  the  wall  of  th°  burner 
being  provided  with  an   opening,  a  stuffing  box 
surrounding  said  opening  and  located  on  the  ex- 
terior of  the  burner,  a  body  of  resilient  fibrous 
flre-proof  material  contained  within  said  stuffing 
box.  an    L-shaped  thermostatic  member  having 
the  upper  portion  of   its  vertical   leg  secured  to 
the  upper  portion  of  the  burner  and  positioned 
adjacent    said   pilot   light,   the   horizontal   leg   of 
which  thermostatic  member  extends  through  said 
stuffing   box.    the    openings   in    the    wall    of   the 
burner  and  in  the  outer  wall  of  the  stuffing  box 
being  larger  than  the  cross  sectional  dimensions 
of  said  thermostatic  member,  a  screw  seated  in 
that    portion  of  the  thermostatic   member  that 


Septembeb  24, 19S5 


U.  S.  PATENT  OFFICE 


763 


projects  Into  the  burner,  a  rod  depending  from 
said  screw  and  extending  through  the  gas  inlet 
orifice  in  the  lower  portion  of  the  burner  and  a 


.fa 


closure  carried  by  the  lower  portion  of  said  rod 
and  adapted  to  rest  upon  the  seat  at  the  lower 
end  of  said  gas  inlet  orifice. 


2.015,319 

GARMENT  HANGER 

Gertrude  M.  Schott.  Fond  du  Lac,  Wis. 

AppUcation  October  3,  1934.  Serial  No.  746,723 

4  Claims.     (CL  223 — 93) 


1.  A  garment  hanger  having  a  suspending 
hook,  two  garment  supporting  rods  diverging 
downwardly  from  said  hook,  and  a  horizontal 
rod  connected  to  the  lower  ends  of  said  diverging 
rods,  and  a  garment-holding  wire  having  two 
spaced  substantially  vertical  arms  connected  at 
their  lower  ends  to  said  horizontal  rod,  said 
garment-holding  wire  having  two  oppositely  pro- 
jecting longitudinal  arms  secured  to  the  upper 
ends  of  said  vertical  arms,  said  longitudinal  arms 
being  provided  with  lateral  portions  overlying 
said  diverging  rods  to  hold  a  garment  upon  the 
same,  said  longitudinal  arms  being  upwardly 
swingable  by  pressing  said  vertical  arms  together, 
said  vertical  arms  being  positioned  for  joint  grip- 
ping in  one  hand. 


arms  connected  to,  and  extending  in  opposite  di- 
rections from  the  upper  end  of  said  rod  for  being 
vibrated  thereby,  and  a  belt  adjustably  associated 


2015.320 

EXERCISER 

William  E.  Sharp.  Chicapo.  Ill  :  Minnie  E.  Sharp 

executrix  of  th»  estate  of  said  Sharp,  deceased 
Application  December  12  1928  Serial  No.  325,538 
9  Claims.  (CI.  128—63) 
1.  In  an  exercising  machine,  a  base,  a  casing 
extending  upwardly  from  said  base  and  enclosing 
an  upright  rod  mounted  for  oscillation  about  its 
axis  and  power  means  for  vibrating   said  rod. 


with  said  arms  for  Imparting  massage  to  a  per- 
son standing  on  said  base,  that  portion  of  said 
base  upon  which  the  person  stands  sloping  away 
from  the  housing  for  the  purpose  described. 


2.015.321 

CANOPY  FRAME 

Hilary  S.  Shelton,  Winston -Salem,  N.  C. 

Application  April  19,  1935,  Serial  No.  17,328 

5  Claims.     (CL  135 — 4) 

■IS 

33 


1.  A  frame  for  a  tent  or  canopy  including  a 
plate,  a  screw  threaded  therein,  members  hing- 
edly  connected  to  the  plate  and  radiating  there- 
from, an  endless  detachable  connection  between 
the  outer  ends  of  the  members,  and  a  detachable 
connection  between  the  outer  ends  of  the  mem- 
bers and  the  screw,  said  screw  being  rotatable  in 
the  plate  to  place  all  of  the  connecting  members 
under  tension. 


2.015,322 
CODE  FINDING  KEY 

Reuben  Simon.  Detroit,  Mich. 

Application  July  10,  1934,  Serial  No.  734,452 

1  Claim.     (CI.  70—9) 


C*f»,^(f.^ 


A  code  finding  key  for  the  purpose  specified 
having  a  plurality  of  notches  for  coaction  with 
the  tumblers  of  a  lock,  the  number  of  said  notches 
being  less  by  one  than  the  number  of  said  tum- 
blers and  the  notches  being  twice  as  wide  as  said 
tumblers  to  permit  longitudinal  movement  of  the 
key.  and  a  cam  carried  by  the  key  and  formed  to 
engage  the  remaining  tumbler  Initially  when  the 
notches  of  the  key  first  release  the  tumblers  in 
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the  inward  motion  of  the  key  into  the  lock,  the 
cam  bemg  further  formed  to  move  the  remaining 
tumbler  to  a  releasing  position  upon  further  lon- 
gitudinal movement  of  the  key  equal  to  the  width 
of  a  tumbler. 


by  high  frequency  for  energizing  the  lamp  and 


2,015,323 
PRINTING  TELEGRAPH   SYSTEM 

Fred  John  Singer.  Rockville  (  entre.  and  Burdette 
Stevens  Sweiey.  Floral  Park,  N.  Y.,  assignors  to 
American  Telephone  and  Telegraph  Company, 
a  corporation  of  New  York 
Application  July   3,  1934.   Serial  No.  733.638 
5  Claims.     (CI.  178 — 4) 


CALLINC  SU»sa)l»£M 


1.  A  printing  telegraph  system  comprising   a 
calling  station,  a  called  station,  a  line  circuit  in- 
terconnecting said  stations,  a  printer  and  a  driv- 
ing motor  therefor  at  each  of  said  stations,  said 
printer  comprising  a  plurality  of  type  bars  re- 
spectively responsive  to  combinations  of  signal 
impulses  incoming  over  said  line  circuit;  a  me- 
chanically started  answer-back  device  attached 
to  each  of  said  printers  and  responsive  to  the 
operation  of  a  certain  one  of  said  type  bars,  said 
device  comprising  a  mechanical  linking  arrange- 
ment connected  to  said  printer  and  arranged  to 
operate  in  response  to  the  operation  of  said  cer- 
tain one  type  bar.  a  single  pair  of  contacts  con- 
nected In  series  in  said  line  circuit,  a  rotatable 
shaft  arranged  to  be  driven  by  said  motor,  a  sin- 
gle normally  locked  disc  frictionally  engaged  to 
said  shaft,  directly  controlled  by  said  linking  ar- 
rangement and  arranged,  when  released  to  ro- 
tate  continuously   through   one    revolution   and 
then  stop,  a  plurality  of  elements  mounted  on  the 
periphery  of  said  disc,  and  arranged  when  said 
disc  is  rotated  to  alternately  open  and  close  said 
contact  pair  for  transmitting  over  said  line  cir- 
cuit to   the  calling  station   in   a   predetermined 
order  a  series  of  signal  impulse  groups  respec- 
tively corresponding  in  code  to  the  digits  of  the 
called  number  of  the  printer  to  which  the  de- 
vice is  attached,  and  means  controlled  from  the 
calling  station  for  effecting  the  operation  of  the 
printer  and  motor  at  the  called  station  and  for 
releasing  said  disc. 


2.015.324 
ELECTRIC  LAMP 

Charles  G.  Smith,  Medford,  Mass.,  assignor,  by 
mesne  assinunents,  to  Raytheon  Manufactur- 
ing Company,  Newton,  Mass..  a  corporation  of 
Delaware 

Application  July  3.  1929,  Serial  No.  375.635 
Renewed  December  30,  1932 
18  Claims.     (CL  176 — 122) 
1.  An  induction  lamp  comprising  an  exhausted 

container  having  a  gas  at  a  reduced  pressure. 

means  comprising  a  coil  adapted  to  be  excited 


means  for  changing  the  portion  of  the  lamp  ex- 
cited. 

2.015.325 
VACUL^M  TL^E 

Percy   L.    Spencer.   Medford,   Mass..   assignor   to 
Raytheon  Production  Corporation,  Cambridge, 
Mass.,  a  corporation  of  Delaware 
Application  June  3.  1929.  Serial  No.  367.948 
3  Claims.     (CL  250—27.5) 


3.  A  cathode  adapted  to  become  electron- 
emitting  having  a  coating  which  consists  essen- 
tially of  alkali  earth  metal  carbonate  and  a  silver 
stabilizing  medium. 

2.015.326 

MACHINE  FOR  INSERTING  BRISTLES 

IN  FERRILES 

Anton  Steidle.  Arlington,  Mass. 

ApplicaUon  July  27.  1932.  Serial  No.  624,974 

10  Claims.     I  CI.  300—4) 


1.  A  machine  of  the  character  de.soribed  com- 
prising a  support  for  a  quantity  of  bristles;  means 
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to  carry  a  bunch  of  bristles  from  said  quantity 
into  position  to  enter  a  ferrule;  a  slide;  two  jaws 
pivotally  mounted  on  the  slide  and  being  interior- 
ly recessed  to  receive  and  carry  a  ferrule  between 
them:  means  to  move  said  slide  and  jaws  in  one 
direction  to  bring  a  ferrule  into  outside  engage- 
ment with  said  bunch;  means  to  open  said  jaws 
when  the  ferrule  is  in  such  engagement;  and 
means  to  move  the  slide  and  jaws  in  the  opposite 
direction. 


verse  portions  and  projecting  below  substantially 
horizontal  tubular  elements  to  provide  support 


2.015.327 
ELECTRON  DISCHARGE  DEVICE 
Harold  A.  Wheeler.  Great  Neck.  N.  Y  ,  assignor  to 
Hazeltine  Corporation,  a  corporation  of  Dela- 
ware 
Application  January   30.  1933.  Serial  No.  654,327 
5  Claims.     iCl.  250—27) 


1.  An  electron  discharge  device  adapted  to 
function  as  a  bias  controlled  signal  translating 
device  comprising  a  closed  evacuated  vessel  con- 
taining a  centrally  located  cathode,  at  least  three 
substantially  concentric  cylindrical  grid-like  elec- 
trodes surrounding  said  cathode  and  being  of 
succeedingly  increasing  diameters,  and  a  cylindri- 
cal plate  surrounding  said  electrodes,  the  third 
from  the  cathode  of  said  electrodes  having  non- 
uniform grid  spaclngs  and  having  impressed 
thereupon  a  negative  potential,  and  the  second 
from  the  cathode  of  said  electrodes  having  im- 
pressed thereupon  a  positive  potential,  whereby 
electrons  drawn  from  said  cathode  form,  in  effect, 
a  virtual  cathode  between  said  second  and  third 
electrodes,  the  non-uniform  grid  spaclngs  of  said 
third  electrode  serving  to  permit  a  wide  range 
of  bias  voltage  to  be  applied  thereto  without 
causing  signal  distortion  and  without  interfering 
with  the  normal  action  of  the  innermost  two 
grid-like  electrodes. 


2.015.328 
SUPERHEATER    SUPPORT 

Wilfred  R.  Wood,  London,  England,  assignor  to 
International  Combustion  Engineering  Corpo- 
ration.   New    York.    N.    Y..    a    corporation    of 
Delaware 
Application  May  6.  1931.  Serial  No.  535.362 

9  Claims.  (CL  122 — 478) 
1.  A  superheater  having  substantially  horizon- 
tally disposed  multi-tubular  elements  having  por- 
tions arranged  in  vertically  superimposed  rela- 
tionship, portions  of  the  elements  being  extended 
transversely  to  and  disposed  between  said  multi- 
tubular elements  and  serving  as  a  supporting 
means,  and  clips  or  lugs  fsistened  to  said  trans- 


therefor  with  freedom  for  movement  to  compen- 
sate for  expansion  and  contraction. 


2,015.329 

PORTABLE  CUTTING  OR  WELDING 

APPARATUS 

James  L.  Anderson,  Closter.  N.  J.,  assignor  to  Air 

Reduction  Company,  Incorporated.  New  York, 

N.  Y..  a  corporation  of  New  l^ork 

AppUcation  .August  13.  1932.  Serial  No.  628,663 

19  Claims.     (CI.  266 — 23) 


1.  A  machine  for  cutting  or  welding  metals, 
comprising  a  wheeled  torch  carriage;  a  contact 
f£tce  at  one  side  of  the  carriage  near  its  forward 
end;  another  contact  face  on  the  same  side  of  the 
carriage  near  its  rearward  end,  the  line  of  con- 
tact of  the  faces  with  a  vertical  guide  surface 
being  at  an  angle  to  the  plane  of  rotation  of  the 
wheels  so  that  when  said  faces  contact  with  a 
vertical  guide  surface  the  carriage  will  tend  to 
travel  at  an  angle  toward  the  guide  surface. 


2.015.330 

CUTTING  OR  WELDING  MACHINE 

James  L.  Anderson,  Closter,  N.  J.,  assignor  to  Air 

Reduction  Company.  Incorporated,  New  York, 

N.  Y..  a  corporation  of  New  York 

Application  May  13.  1933.  Serial  No.  670.848 

6  Claims.  (CI.  266—23) 
1.  A  machine  of  the  character  described  ha\nng 
a  column,  a  two-part  jointed  arm.  one  portion  of 
which  is  pivoted  on  said  column  while  the  other 
portion  is  adapted  to  carry  a  torch  and  a  tem- 
plate-follower in  vertical  alinement.  a  recurved 
overhanging  arm  fixed  to  the  outer  portion  of  said 
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jointed  arm  and  adapted  to  carry  a  tracer  like- 
wise in  vertical   alinement  with  the  torch,  and 


-  *  ^ 

means  for  supporting  either  a  template  or  a  pat- 
tern table  on  the  upper  portion  of  said  column. 


2.015.331 
WINDING  GEAR 
Stewart  F.  Annlnfton.  Willoughby,  and  George  E. 
Armington,    South   Euclid,   Ohio,   assignors    to 
The  Euclid  Road  Machinery  Company,  Euclid, 
Ohio,  a  corporation  of  Ohio 
Application  December  12.  1933,  Serial  No,  702,018 
16  Claims.     (CI.  298 — 35) 

B 


1.  In  a  trailer  vehicle  having  dumping  means 
and  retracting  means  therefor,  operating  means 
for  said  retractmp  means  and  associatable  with 
a  draft  vehicle  to  which  said  trailer  vehicle  may 
be  hitchtd.  to  cause  step  by  step  operation  of 
said  retracting  means  dependent  upon  relative 
angular  motion  between  said  vehicles,  said  op- 
erating means  having  unidirectional  driving  con- 
nection with  said  retracting  means  for  the  pur- 
pose, operator-controlled  means  for  initiating 
the  effectiveness  of  ?aid  connection,  to  initiate 
the  retracting  operation,  and  means  associated 
with  said  dumping  means  for  terminating  the 
effectiveness  of  said  connection  automatically 
dependent  upon  completion  of  the  retractmg 
operation. 


2,015,332 
HYDRAULIC    MACHINE 

Johannes    Baumann,    Heidenheim-on-the-Brenz, 
Wurttemberg,     Germany,    assignor    to    J.    M, 
Voith,  Heidenheim-on-the-Brenz,  Germany,  a 
copartnership  composed  of  W'alther  Voith,  Her- 
mann Voith,  and  Hanns  Voith 
.Application  January  9,  1934.  Serial  No.  705,857 
In  Germany  January  10,  1933 
1  Claim.     (CI.  253 — 148) 
An  impeller  comprising  a  hub.  a  plurality  of 
movable  blades  projecting  from  the  hub,  a  trun- 
nion formed  on  each  blade,  means  for  joumalling 
the  trunnions  in  said  hub.  a  collar  formed  on  the 
outer  portion  of  each  trunnion,  a  recess  formed 
in  the  hub  for  said  collar,  a  cantilever  Inner  por- 
tion formed  on  the  body  of  each  blade  adiacpnt 
said    collar,    spaced    arms    projecting    outwardly 
from  the  cantilever  inner  portion,  one  of  said 


arms  constituting  the  entrance  edge  of  the  blade 
and  the  other  arm  constituting  the  discharge  edge 
of  the  blade,  a  beam  connecting  the  extremities 
of  said  arms  and  constituting  the  outer  peripheral 
edge  of  each  blade,  a  plurality  of  diverging  radi- 
ally disposed  beams  extending  from  the  mner 
portion  of  each  blade  outwardly  to  said  outer 


peripheral  edge,  a  plurality  of  substantially  cir- 
cumferentially  arranged  beams  disposed  between 
each  of  said  radially  disposed  beams  and  extend- 
ing from  the  entrance  edge  to  the  discharge  edge 
of  each  blade,  and  plates  superposed  on  said 
beams  and  constituting  respectively  the  pressure 
and  non-pressure  sides  of  the  blade. 


2.015,333 
DISPENSING  DEvic  E  FOR  COLLAPSIBLE 

TUBES 

Frank  M.  Becker,  Sinking  Spring,  Pa. 

Application  .\pril  4.  1935,  Serial  No.  14,596 

9  Claims.     (CI.  221—60) 


1.  A  dispensing  device  comprising  a  casing  hav- 
ing means  at  one  end  for  attachment  to  the 
threaded  neck  of  a  collapsible  tube,  an  opening 
at  the  other  end.  means  comprising  angularly 
movable  plates  normally  closing  said  opening, 
dispensing  means  normally  within  said  casing, 
and  means  for  simultaneously  uncovering  said 
openmg  and  protrudmg  the  end  of  said  dispens- 
ing means  therefrom. 


2  015  334 
COMBINATION  ASH  RECEPTACLE  AND 
LIGHTER  UNIT 
Max  E.  Bernhardt.  New  York,  N.  Y. 
Application  October  3.  1933,  Serial  No.  691,964 
3  Claims.     iCl.  175—296) 
1.  In  an  article  of  the  class  described,  a  metal- 
lic wick  holder,  a  pair  of  longitudinally  aligned 
conductor  terminals,  and  a  pair  of  insulator  plates 
arranged,  one  on  each  side  of  said  conductor  ter- 
minals and  in  parallel  relation  with  the  longi- 
tudinal alignment  of  the  terminals,  said  plates 
having  their  upper  edges  so  constructed  and  ar- 
ranged with  respect  to  said  conductor  terminals 
as  to  position  the  metallic  wick  holder  in  con- 
tact with  said  terminals  when  the  holder  is  dis- 
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posed  longitudinally  upon  the  edges  of  said  plates 
and  to  produce,  when  the  holder  is  drawn  longi- 
tudinally along  the  said  edges,  a  rapid  disen- 


gagement and  separation  of  the  holder  from  one 
of  said  conductor  terminals  to  cause  an  effective 
sparking  between  the  holder  and  the  disengaged 
conductor  terminal  for  igniting  the  wick. 


2.015,335 
ADJUSTABLE  CHAIR 

Louis  Blumenthal.  Brooklyn,  N.  Y. 

Application  October  10.  1934.  Serial  No.  747,675 

7  CUIms.    (CI.  155—117) 


1.  A  folding  chair  comprising  a  pair  of  in- 
ner legs  and  a  pair  of  outer  legs,  each  inner  leg 
being  pivoted  to  its  adjacent  outer  leg  at  a  point 
intermediate  their  ends,  stop  means  for  said  legs, 
a  seat  pivotally  mounted  between  the  upper  ends 
of  one  of  said  pairs  of  legs,  a  back  frame  having 
its  lower  portion  fixedly  pivotally  connected  to 
the  other  of  said  pairs  of  legs  adjacent  the  up- 
per portions  thereof  and  having  a  portion  in- 
termediate its  ends  connected  to  said  last  named 
pair  of  legs  by  means  providing  for  limited  move- 
ment of  said  back  frame  relative  to  said  last 
named  legs  and  means  running  from  the  rear 
portion  of  said  seat  to  the  upper  portion  of  said 
back  frame  comprising  a  flexible  member  where- 
by movement  of  one  of  the  said  seat  or  back 
frame  causes  movement  of  the  other. 


2,015.336 

COKING   OF  AGGLOMERATES 

Earl  H.  Bunce.   Palmerton,  Pa.,  assignor  to  The 

New  Jersey  Zinc  Company,  New  York,  N.  Y.,  m 

corporation  of  New  Jersey 

.Application  October  9,  1933.  Serial  No.  692,770 

11  Claims.     (CI.  75—65) 


A^i    .r i"i  I '■ 
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oxidizing  gases  transversely  through  a  column  of 
briquets  in  a  vertical  coking  chamber  provided 
with  a  heat  insulated  charging  extension  at  the 
top,  the  improvement  which  comprises  maintain- 
ing the  said  charging  extension  hot  by  diverting 
hot  gases  upwards  therethrough  by  applying  suc- 
tion thereto  and  subjecting  briquets  introduced 
into  said  heat  insulated  charging  extension  to 
sudden  neat  with  said  diverted  hot  gases. 


2,015.337 

TROUSERS 

Harry  C,  D'Annunzio,  Rochester,  N.  Y..  assignor 

to  Fashion   Park   Manufact-uring   Corporation, 

Rochester,  N.  Y.,  a  corporation  of  New  York 

Application  November  24,  1933,  Serial  No.  699,480 

2  Claims.     (CI.  2—237) 


1.  In  a  pair  of  trousers  an  elastic  tight  fitting 
waist  portion  comprising  a  waistband,  the  rear 
part  of  which  is  made  of  regular  trouser  fabric 
set  in  on  the  bias,  the  trousers  being  shirred  at 
the  upper  edge  in  the  rear  and  secured  to  the 
lower  edge  of  the  said  bias  waistband,  and  a 
second  waistband  of  rubber  material  secured  to 
the  inner  face  of  the  bias  waistband. 


2.015.338 
BOILER   INSTALLATION 
William  L.  De  Baufre.  Orange.  N.  J.,  assignor  to 
International  Combustion   Engineering  Corpo- 
ration,   New    York,    N.    Y.,    a    corporation    of 
Delaware 

Application  June  29,  1929,  Serial  No.  374.716 
10  Claims.     (CI.  122—235) 


1.  In  the  method  of  coking  briquets  containing 
a  coking  agent  by  passing  hot  substantially  non- 


1.  In  combination,  a  bent  tube  boiler  including 
a  lower  mud  drum,  front,  middle,  and  rear  upper 
steam  and  water  drums,  front,  middle,  and  rear 
banks  of  connecting  tubes,  the  tubes  of  the  front 
and  middle  bank  being  arranged  so  that  both 
the  front  and  middle  upper  drums  are  connected 
to  the  mud  drum  by  tubes  in  both  the  front  and 
middle  banks;  a  combustion  chamber  located  in 
front  of  and  beneath  said  boiler:  boiler  tubes 
defining  combustion  space  of  said   combustion 
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chamber:  upcomer  means  from  said  boiler  tubes 
to  both  the  front  and  middle  upper  drums;  and 
downcomer  means  from  the  mud  drum  to  said 
boiler  tubes. 

2  015  339 
METHOD   OF  MAKING  A  HOLE  SAW 

Robert  W.  Ellinsham,  Springfield,  Mass..  assigrnor 
to  The  Black  &  Decker  Manufacturing  Com- 
pany. Towson.  Md.,  a  corporation  of  Maryland 
Application  June  3,  1931.  Serial  No.  541,808 
3  Claims.     (CI.  76 — 112) 


_wii^. 


I 


^.^' 


1.  The  method  of  constructing  a  hole  saw 
which  consists  in  forming  a  cup  by  drawing  from 
cold  rolled  stock,  rabbeting  the  edge  of  the  cup 
to  form  a  circumferential  seat,  forming  a  saw 
blade  of  a  strip  of  high  speed  steel,  the  strip  hav- 
ing a  toothed  edge,  and  a  rabbeted  edge,  bending 
the  blade  in  the  form  of  a  ring  and  inserting  the 
rabbeted  edge  of  the  blade  in  the  seat  formed  in 
the  cup,  and  securing  the  blade  to  the  cup. 


2,015.340 
REENFORCED   CONCRETE  ROAD 
CONSTRUCTION 
Albert  C.  Fischer,  Chicago,  111.,  assignor  to  The 
Philip  Carey  Manufacturing  Company,  a  cor- 
poration of  Ohio 
Application  November  29,  1926.  Serial  No.  151.412 
10  Claims.     (CI.  94— 18) 


k--< 


3.  In  a  concrete  road,  sections  of  grill  work 
embedded  horizontally  in  the  concrete,  sockets 
projecting  from  the  confronting  ends  of  the  grill 
work  sections,  reenforcing  bars  inserted  In  said 
sockets  and  bridging  the  space  between  the  grill 
sections,  and  a  separating  strip  supported  by  said 
bars  substantially  intermediate  the  ends  thereof. 


2,015,341 

COMBINATION  SHIPPING   BOX  AND 

FEEDER 

Robert  A.  Gorsuch,  Gambler,  Ohio,  assignor  to 
The  Congor  Mfg.  Company,  Gambler.  Ohio,  a 
corporation  of  Ohio 

AppUcation  October  15,  1931,  Serial  No.  568,976 
3  Claims.     (CI.  119—19) 


1.  A  chick  box  having  an  upwardly  open,  U- 
shaped  score  line  in  a  side  wall  thereof,  said 
box  being  provided  in  some  region  thereof  with 
one  or  more  partially  cut  portions  which  may 
be  conveniently  removed  and  employed  for  hold- 
ing the  material  defined  by  said  first  mentioned 
area  when  the  same  Is  pushed  out  of  its  normal 
position  to   form  a   feeding   opening. 


2.015.342 

AWNING 

.Mauritz  C.  Indahl.  Rydal.  Pa. 

Application  June  6,  1934.  Serial  No.  729,221 

18  Claims.     (CI.  156— 15) 


1.  An  awning,  comprising  a  plurality  of  sub- 
stantially parallel  longitudinal  strips  fastened  to 
form  a  slotted  structure,  transverse  supports  at  a 
distance  apart  and  sloping  downwardly  from  the 
rear  to  the  front  end  of  the  awning  structure  and 
sustaining  the  slotted  structure,  .said  transverse 
supports  comprising  spacing  members  for  holding 
the  parallel  awning  strips  In  spaced  relation,  and 
clamping  bolts  for  applying  pressure  transversely 
to  the  length  of  the  parallel  longitudinal  strips 
and  also  clamping  the  said  strips  and  spacing 
members  alternately  along  said  bolts,  whereby  all 
of  the  parts  cooperate  to  form  a  self-sustaining 
unitary  slotted  awning  structure. 


2  015  343 
STOPPER  FOR  DISPENSING  SPOCTS 

Clarence  S.  Jackson.  Brooklyn,  N.  Y..  assignor  to 
William  R.  Warner  &,  Co.  Inc.,  New  York.  N.  Y., 
a  corporation  of  Delaware 
AppUcation  .\pril  23.  1935.  Serial  No.  17,854 
5  Claims.     (CI.  221—8) 


i« 


1.  A  pouring  seal  stopper  comprising  a  head 
portion  and  an  interrupted  thread  portion,  both 
said  portions  being  joined  together  by  a  neck  por- 
tion of  lesser  dimension  than  either  the  head 
portion  or  said  thread  portion,  said  Interrupted 
thread  portion  providing  a  plurality  of  pouring 
passages  between  the  bottom  of  said  thread  por- 
tion and  the  valve  seat  portion,  said  neck  portion 
providing  a  guttering  groove  into  which  said 
pouring  passages  empty,  at  their  upper  ends, 
thereby  to  unify  the  stream  of  poured  material, 
when  pouring. 


2.015.344 
PICTURE  AND  SOl'ND  REPRODUCTION 
Wilho  A.  Kosken.  Richmond  Hill.  N.  Y.,  assignor 
to  Wilho  A.  Kosken.  Inc.,  a  corporation  of  New 
York 

Application  May  31,  1930.  Serial  No.  458.783 

Renewed  February  16.  1935 

12  Claims.     (CI.  88 — 16.2) 

10.  In  picture  and  sound  projecting  apparatus 

of  the  class  described  employing  a  continuously 

operated  film  Including  a  sound  track  arranged 

adjacent  the  picture  Images  on  said  film  with  the 
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sound  record  in  said  track  arranged  in  opp>osed 
relation  to  and  In  synchronism  with  the  picture 
representation  of  such  sound,  a  single  source  of 
light,  means  for  projecting  independent  light 
beams  from  said  source  through  the  picture  sec- 
tion of  the  film  and  through  said  sound  track. 


/*        u 


a  photoelectric  cell  onto  which  the  beam  of  light 
projected  through  the  sound  track  is  adapted  to 
pass,  said  means  comprising  an  elongated  quartz 
rod,  one  end  of  which  Is  arranged  adjacent  and 
exposed  to  the  light  source  whereby  a  light  beam 
will  project  into  and  longitudinally  through  said 
rod  and  onto  the  sound  track  of  the  film. 


2.015.345 
ALLOY 
Robert   H.    Leach.   Fairfield,   Conn.,   assignor   to 
Handy  &,  Harman.  New  York.  N,  Y.,  a  corpora- 
tion of  New  York 

No  Drawing.     Application  February  5,  1935, 

Serial  No.  5,054 

7  Claims.     (CL  75 — 1) 

1.  An  alloy  which  consists  of  silver  from  about 

30%   to  about  60%,  copper  from  about  12%  to 

about  357c,  zinc  from  about  5%  to  about  20%, 

cadmium   from   about   5%    to   about   20%,   and 

nickel  from  about  1%  to  about  3%. 


METHOD 


2,015.346 
CONTINUOUS   FILM    PROCESSING 
AND  APPARATUS 

Charles  L.   Lootens.  Yonkers,  N.  Y.,  assignor  to 

Cinema    Patents    Company.    Inc.,    New    York« 

N.  Y.,  a  corporation  of  New  York 

Application  November  4,  1932.  Serial  No.  641,247 

Renewed  June  3.  1935 

25  Claims.     (CI.  95 — 94) 


3.  A  film  treating  apparatus  comprising:  a 
printer,  a  developing  machine  In  operating  con- 
junction therewith  arranged  to  process  film 
printed  on  the  printer  without  Intermediate  re- 
winding of  the  film,  and  a  speed  control  increas- 
ing or  decreasing  without  manual  Intervention 
the  operating  speed  of  the  printer  to  insure  an 
uninterrupted  supply  of  film  to  the  developing 
machine  notwithstanding  occasional  stopping  of 
the  printer. 


2,015.347 
PROCESS    FOR    TRE.^TING    LIQODS    WITH 
GASES     OR     VAPORS     AND     APPARATUS 
THEREFOR 

Martin  Luther  and  Karl  Goetre.  Mannheim.  Ger- 
many, assignors  to  I.  G.  Farbenindustrie  Ak- 
tiengesellschaft.  Frankfort-on-the-Main,  Ger- 
many, a  corporation  of  Germany 
Application  August  11.  1928.  Serial  No.  298,938 
In  Germany  August  20.  1927 
5  Claims.     (CI.  196—142) 
4.  The  process  of  oxidizing  organic  compounds 
selected  from  the  group  consisting  of  oils,  fats. 


waxes  and  hydrocarbons  in  the  liquid  phase,  which 
comprises  introducing  the  said  liquid  initial  ma- 
terial together  with  an  oxidizing  gas  at  the  bottom 
of  a  first  reaction  vessel  provided  ^\ith  a  substan- 
tial mass  of  filler  bodies,  thereby  forming  a  foam 
from  said  liquid  material  and  said  oxidizing  gas, 
lifting  the  resulting  foam  by  means  of  said  oxidiz- 
ing gas,  leading  it  off  near  the  top  of  the  said  vessel 


»Trp/»ftf  for- 


to  the  bottom  of  at  least  one  further  reaction 
vessel  of  the  aforesaid  kind,  through  a  structure 
interposed  between  the  several  reaction  vessels, 
and  in  which  structure  the  temperature  of  the 
treated  material  is  adjusted  to  the  reaction  con- 
ditions desired  in  the  following  vessel,  the  re- 
action being  carried  on  in  the  said  further  re- 
action vessel  or  vessels  in  substantially  the  same 
manner  as  in  the  said  first  reaction  vessel. 


2,015.348 
INTERLOCKING  RELAY 

Paul  N.  Martin,  Swissvale,  Pa.,  assignor  to  The 
Union  Switch  &  Signal  Company,  Swissvale, 
Pa.,  a  corporation  of  Pennsylvania 

Application  December  30,  1933.  Serial  No.  704,650 
19  Claims.     (CL  200— 98) 


1.  An  interlocking  relay  comprising  two  elec- 
tro-magnets, two  armatures  one  controlled  by 
each  electromagnet,  a  movable  locking  dog.  means 
attached  to  one  armature  for  at  times  moving 
said  dog  from  a  first  position  to  a  second  position 
and  for  at  other  times  partly  returning  said  dog 
to  its  first  position,  and  means  attached  to  the 
other  armature  and  cooperating  with  said  dog  for 
restricting  the  movement  of  said  other  armature 
when  said  dog  occupies  its  second  position. 


2,015,349 

WALL-HUNG  TOILET  FITTING 

WMIliam  P.  McArthur.  Los  Angeles.  Calif. 

Application  May  26.  1934.  Serial  No.  727.666 

2  Claims.     (CI.  4—252) 


1.  A  toilet  fitting  comprising  an  outlet  duct, 
a  toilet  carrier  plate  and  a  vent  fitting  all  formed 
in  one  piece,  said  carrier  plate  being  provided 
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with  an  opening  for  a  flush  valve  connection  to 
the  toiJet  bowl  carried  by  said  carrier  plate,  and 
said  vent  fitting  being  offset  with  relation  to  said 
opening. 


2,015.350 

BOILER 

Lewis  J.  Mitchell  and  John  A.  Morrison,  Warren, 

Ohio;  said  Morrison  assignor  to  said  Mitchell 

AppUcation  May   3,   1934,  Serial  No.  723,698 

6  Claims.     (CL  122— 234) 


t  i  j-nl 


1.  In  combination  with  a  boiler,  a  jacket  spaced 
from  and  surrounding  the  boiler,  heating  means 
at  one  end  of  the  jacket  and  a  gas  discharge  out- 
let at  the  other  end  of  the  jacket,  deflectors  hav- 
ing angular  end  portions  attached  to  the  boiler 
and  angular  outer  portions  contacting  at  their 
lower  edges  with  the  jacket  for  directing  all  of 
the  gases  against  the  boiler. 


2.015,351 
COIN  CONTROLLED  MECHAN^SM 

Louis  H.  Morin.  Bronx,  N.  Y.,  assignor  to  Pack- 
Morin.  Inc.,  New  York,  N.  Y..  a  corporation  of 
New  York 

Application  November  18.  1933,  Serial  No.  698,598 
22  Claims.      iCl.   194—55) 


1.  Coin    controlled    mechanism    comprising   a 

manually  oscillatable  drivine  member,  an  elon- 
gated coin  carriage  longitudinally  reciprocated 
thereby,  a  driven  member  rotatable  coaxially  with 
said  driving  member,  coupling  mr-ans  for  posi- 
tively coupling  the  driven  member  to  the  manu- 
ally operable  member,  and  intermediate  trigger 
means  re<^ponsive  to  movement  of  a  coin  on  the 
coin  carriage  for  making  the  aforesaid  coupling 
means  effective. 


2.015,352 
HUB  CAP  OR  THE  LIKE 

James  S.  Reid,  Shaker  Heights,  Ohio,  assignor  to 
The  Reid  Products  Company,  Cleveland.  Ohio, 
a  corporation  of  Ohio 
AppUcation  August  30.  1933,  Serial  No.  687,393 
2  Claims.     (CL  301—108) 


1.  A  hub  cap  for  the  centrally  disposed  opening 
in  the  end  face  of  a  wheel  hub,  said  hub  cap  com- 
prising a  generally  flexible  face  plate  of  molded 
rubber,  and  means  secured  thereto  for  releasable 
locking  connection  with  such  a  wheel  hub  end 
face,  the  marginal  portion  of  said  hub  cap  face 
plate  being  adapted  to  cover  at  least  a  part  of  the 
wheel  hub  end  face  around  the  opening  therein 
and  said  locking  means  being  adjacent  but  spaced 
from  the  outer  edge  of  said  hub  cap  face  plate  and 
being  adapted  to  extend  into  the  opening  of  said 
wheel  hub  end  face. 

2.015,353 
CREAM   REMOVER 

Frederick  H.  Schmitt.  Cleveland.  Ohio,  assignor 
of  one-half  to  Benjamin  Deland.  South  Euclid. 
Ohio 

Application   July   5.   1932.   Serial  No.  620,927 
2  Claims.       CI.  210—51.5) 


1.  A  device  for  permitting  the  removal  of  cream 
from  a  milk-contaming  bottle,  said  device  com- 
prising a  flexible  disc  foldable  to  enable  It  to  be 
passed  through  the  neck  of  such  a  bottle  and 
adapted  to  automatically  a.ssume  an  unfolded 
form  whe^i  positioned  at  the  cream  line  in  said 
bottle,  a  stem  for  said  disc  having  spaced  abut- 
ments thereon,  said  disc  being  slidably  mounted 
on  said  stem  between  said  abutments,  and  a 
clamping  member  slidable  on  said  stem  above  said 
disc  and  adapted  to  be  positioned  to  secure  said 
disc  in  substantially  liquid-tight  position  in  said 
bottle  at  the  cream  line  therein, 

2,015.354 
AT'TOMATTC   MATCH  LIGHTER 

Christian  C.  Severin.  I'nadilla,  Nebr. 

Application  August  21,  1934.  Serial  No.  740.846 

5  Claims.       CI.  312—82) 

1.  In  an  automatic  match  lighter,  a  ba.se  hav- 
ing a  groove  for  receiving  matches,  means  adapt- 


ed to  act  against  the  rear  extremity  of  a  match 
for  forcibly  ejecting  the  match  In  the  direc- 
tion of  the  length  of  the  groove,  a  match  light- 
ing member  interposed  in  the  path  of  the  match 


whereby  the  match  will  be  ignited  by  impact 
against  s-aid  match  lighting  member  and  clamp- 
ing means  between  the  lighting  member  and  the 
base  for  releasably  holding  the  match. 


2,015.355 
DEDCSTING   APPARATUS 

Norman  L.  Snow,  New  Canaan,  Conn.,  and  Harry 
E.  Brelsford,  Birmingham,  Mich.,  assignors  to 
Diamond  Power  Specialty  Corporation,  Detroit, 
Mich.,  a  corporation  of  Michigan 
Application  March  25.  1932,  Serial  No.  601.198 
25  Claims.     (CL  183—8) 


2.  In  an  apparatus  of  the  class  described,  a 
cylindrical  porous  element  vertically  disposed  in 
a  gas  passage,  a  reservoir  disp>osed  above  said  tu- 
bular porous  element,  said  reservoir  having  an 
outlet  communicating  with  the  upper  end  of  said 
porous  element  and  having  an  inlet  by  which 
water  may  be  supplied  to  said  reservoir,  a  filter 
bed  within  said  reservoir  disposed  between  the 
said  inlet  and  outlet  openings,  and  means  asso- 
ciated with  said  reservoir  for  discharging  a  cleans- 
ing fluid  through  said  filter  bed  in  a  direction 
counter  to  the  normal  flow  of  water  therethrough 
for  cleansing  said  filter  bed. 


2,015.3.56 

BRAKE  SHOE  ADJUSTING  TOOL 

Matt  B.  Thurber.  Tecumseh,  Nebr. 

Application  June  20.  1934.  Serial  No.  731,528 

4  Claims.  iCl.  33—180) 
1.  An  adjusting  tool  for  brake  shoes  compris- 
ing a  clamp  for  disposition  on  a  wheel  axle  or 
spindle  as  the  case  may  be,  a  reach  rod  slidably 
and  adjustably  mounted  on  the  clamp,  a  head  on 
one  end  of  the  reach  rod.  and  a  gage  rod  sUd- 
ably  and  adjustably  mounted  on  the  head,  and 
said  head  comprising  a  pair  of  complemental 
block  members  having  lapping  tongues,  a  pivot 
bolt  extending  through  the  tongues  and  connect- 


ing the  blocks  of  the  head,  one  of  the  blocks  of 
the  head  being  secured  to  the  reach  rod,  and  the 


other  of  the  blocks  of  the  head  supporting  the 
aforementioned  gage  rod. 


2.015,357 
VEHICLE  LIFT 

Ira  A.  Weaver,  Springfield,  111.,  assignor  to 
Weaver  Engineering  Company,  Springfield,  111., 
a  corporation  of  Illinois 

Application  June  24,  1933,  Serial  No.  677,413 
19  Claims.     (CL  214—1) 


5.  In  a  vehicle-lift  having  a  saddle  adapted  to 
support  the  rear  portion  of  the  vehicle  by  en- 
gagement with  its  rear-axle  assembly  and  means 
to  raise  and  lower  said  saddle  and  thereby  elevate 
and  lower  said  portion  of  the  vehicle  correspond- 
ingly, the  combination  of  stationary  wheel -lo- 
cating seats  below  the  floor  or  ground  level  on  op- 
posite sides  of  and  in  alignment  with  said  saddle 
and  adapted  to  receive  the  rear  wheels  of  the  ve- 
hicle to  align  its  rear-axle  assembly  with  said 
saddle. 


2,015.358 

FOOD  REMOVING  MEANS  FOR  COOKING 

MACHINES 

Eric   R.   Brokvist.   Brooklyn.   N.   Y..   assignor   to 

Harrv  Russell  Brand,  New  York.  N.  Y. 

Application  February  28.  1933.  Serial  No.  658.954 

6  Claims.     (CL  107—7) 
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1.  A  peel  comprising  a  flexible  metallic  plate, 
and  ribs  on  the  upper  face  of  the  plate  and  ex- 
tending in  a  front  to  rear  direction,  each  rib 
being  formed  with  a  slot  extending  longitudinally 
thereof. 
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2,015.359 
PLY-WOOD,  LAMINATED  PAPER  BOARD.  OE 

SIMILAR  COMPOSITE   ARTICLE 
John    D.    Carter.    Lansdowne.    Pa.,    assignor    to 
Philadelphia    Quartz    Company,    Philadelphia, 
Pa.,  a  corporation  of  Pennsylvania 

No  Drawing:.    Application  April  4,  1933, 

Serial  No.  664.335 

8  CUims.     (CI.  154 — 40) 

1.  The  method  of  maiting  ply- wood,  laminated 

paper  board  or  similar  composite  articles  which 

includes  treating  a  ply  with  an  alkali  restraining 

solution  and  uniting  the  plies  with  a  silicate  qf 

soda  adhesive. 


2.015.360 
PROCESS  AND  ME.ANS  FOR  PRODUCING 
CARBON  BLACK 
Reginald    H.     Eagles,    Hastings-on-the-Hodson, 
N.  Y.,  assignor,  by  mesne  assignments,  to  J.  M. 
Haber  Corporation,  Borger,  Tex.,  a  corporation 
of  Delaware 
Application  December  11.  1931.  Serial  No.  580,321 
4  Claims.     (CI.  134 — 60) 
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2.  Carbon-black  process  which  comprises 
burning  a  carbonaceous  gas  with  production  of 
fine  particle  carbon-black  suspended  in  the  gas- 
eous products  of  combustion;  delivering  the  gas- 
eous products  of  combustion  and  the  suspended 
carbon-black  particles  through  a  screen  and  Into 
a  relatively  cool,  diluting  stream  of  Inert  gas 
serving  to  cool  and  dilute  the  gaseous  products 
sufficiently  to  inhibit  the  agglomeration  of  the 
carbon-black  particles. 


2.015.361 

GARBAGE  FTLL 

John  P.  Holland,  San  Francisco,  Calif. 

Application  July  3.   1934,  Serial  No.  733,587 

4  Claims.     (CI.  61—35) 

■it 


1.  A  method  of  filling  low  lands  which  consists 
of  dumping  a  layer  of  garbage  containing  a  large 
percentage  of  paper  material.  socUcing  the  layer 
with  water,  compressing  the  layer  to  about  one- 
half  of  Its  original  thickness,  applying  a  coating 
of  heavy,  viscous  oil  to  the  compressed  layer,  so 
as  to  penetrate   the  layer  and  leave   a  coating 


thereof  on  top.  and  proceeding  In  the  same  man- 
ner with  other  layers  until  the  desired  level  is 
attained. 


2,015,362 
STEAM  BOILER 
David  S.  Jacobus,  Montclair,   N.  J.,  and  Robert 
K.  Behr,  Mount  Vernon,  N.  Y.,  assignors  to  The 
Babcock  &  Wilcox  Company,  Newark.  N.  J.,  a 
corporation  of  New  Jersey 
Application  December  1,  1932,  Serial  No.  645.162 
25  Claims,     (CI.  122—299) 


1.  A  steam  boiler  comprising  a  combustion 
chamber,  a  horizontally  inclined  bank  of  steam 
generating  tubes  arranged  across  the  path  of  the 
heating  gases  leaving  said  combustion  chamber, 
a  horizontal  transverse  .steam  and  water  drum 
positioned  a  substantial  distance  above  the  up- 
permost point  of  steam  generation  in  said  tube 
bank,  uptake  and  downtake  circulators  connect- 
ing said  drum  to  opposite  ends  of  said  tube  bank 
and  providing  a  rapid  natural  fluid  circulation 
between  said  drum  and  tube  bank  and  respective- 
ly defining  the  front  and  rear  walls  of  the  upper 
portion  of  said  boiler,  a  partition  extending  in- 
wardly and  upwardly  from  the  rear  wall  of 
said  boiler  and  dividing  the  space  above  said 
tube  bank  and  between  said  circulators  Into 
successive  upflow  and  downflow  heating  gas 
passages  arranged  in  series,  a  row  of  parti- 
tion-supporting tubes  extending  upwardly  from 
said  downtake  headers  in  heat  absorbing  re- 
lation with  said  partition  and  having  their 
upper  ends  connected  to  said  drum,  a  bank 
of  fluid  heating  tubes  positioned  In  said  upflow 
gsis  passage  between  said  uptake  circulators  and 
said  partition-supporting  tubes,  and  a  second  bank 
of  fluid  heating  tubes  positioned  in  said  down- 
flow  gas  passage  between  said  partition-support- 
ing tubes  and  .said  downtake  circulators,  the  tubes 
In  each  of  said  last  mentioned  banks  having 
looped  Inner  portions  supported  on  said  parti- 
tion-supporting tubes. 


2.015,363 

ELECTRICAL   MUSICAL  INSTRUMENT 

Armand  F.  Knoblangh.  Cincinnati,  Ohio,  assignor 

to  The  Baldwin  Company,  Cincinnati,  Ohio 
Application  February  9,  1933.  Serial  No.  655,971 
5  Claims.      (CI.  179—1) 
1.  In  an  electrical  musical  Instrument,  a  vibra- 
tory magnetic  sonorous  body;  a  means  for  mag- 


netizing said  body,  including  In  said  means  a  coll 
of  wire;  a  source  of  direct  current;  and  automatic 


time  delay  means  for  connecting  said  source  and 
said  coil. 

2,015,364 

METHOD  OF  AND  APPARATUS  FOR 

LTTLIZING  VAPOR 

Rudolf  M.  Ostermann,  Kenilworth.  111.,  and  Hans 

Osiermann.  Munich.  Germany,  assisrnors  to  The 

Superheater  Company,  New  York.  N.  Y. 

Application  September  21.  1932.  Serial  No.  634,194 

4  Claims.     (CL  103— 264) 
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3.  The  combination  with  the  water  supply  and 
the  water  and  steam  combining  means  of  an  in- 
jector of  a  steam  nozzle  for  delivering  steam  thru 
said  means  and  means  for  ionizing  steam  deliv- 
ered by  said  nozzle. 


2.015.365 
CLOTHES   WRINGER 

William  F.  Peters  and  David  L.  Todd, 

Dayton,  Ohio 

AppUcation  March  13,  1934,  Serial  No.  715,307 

2  Claims.     (CI.  68 — 32) 


1.  In  a  clothes  wringer  of  the  type  described, 
spaced  end  frame  members,  a  lower  pressure 
roller  journalled  between  said  end  frame  mem- 
bers, a  second  pressure  roller  journalled  between 
said  end  frame  members,  oppositely  disposed,  con- 
nected arched  flat  springs  between  the  end  frame 
members,  a  bracket  member  projecting  outwardly 
from  each  side  of  said  end  frame  members,  an 
endless  conveyor  belt  passing  around  said  bracket 
members  and  between  .said  pressure  rollers,  and 
a  second  endless  belt  passing  between  said  pres- 
.sure  rollers  and  above  said  springs  to  prevent 
the  clothes  from  wrapping  around  said  second 
rollers. 


2.015.366 
SLL^CE  GATE 

Erwin    B.    Philips,    Kenton.    Ohio,    assignor    to 
Philips  Si  Da  vies,  Inc..  Kenton,  Ohio,  a  corpora- 
tion of  Ohio 
Application  July  9,  1934.  Serial  No.  734,334 
5  Claims.      (CL  61—28) 


1.  In  combination,  a  sluice  gate  supported  for 
raising  and  lowering  along  the  face  of  a  dam  rel- 
ative to  a  sluiceway,  means  for  guiding  the  sluice 
gate  to  a  closed  or  open  position  with  respect  to 
the  sluiceway,  said  means  including  a  set  of 
wheels  carried  by  the  gate  at  each  side  thereof, 
a  set  of  roller  trains  carried  by  the  gate  at  each 
side  thereof,  wheel  tracks  mounted  on  the  face 
of  the  dam  extending  from  a  point  a  consider- 
able distance  above  the  sluiceway  to  a  point  ad- 
jacent the  sluiceway,  roller  train  tracks  mounted 
on  the  face  of  the  dam  extending  from  a  point 
adjacent  the  lower  ends  of  said  wheel  tracks  to 
a  point  adjacent  the  lower  edge  of  the  sluiceway, 
said  wheels  on  the  gate  being  disposed  outside  of 
the  roller  trains  on  the  gate  and  said  wheel 
tracks  being  spaced  apart  a  slightly  greater  dis- 
tance than  the  roller  train  tracks  so  that  the 
gate  and  the  roller  trains  carried  thereby  will 
pass  between  the  wheel  tracks,  and  means  car- 
ried on  each  side  of  the  gate  adapted  to  contact 
with  the  inner  and  under  side  of  the  tracks  to 
prevent  the  gate  from  leaving  the  tracks. 


2,015.367 

SPARK  ARRESTER 

Victor  Richard,  Wentworth  County.  Ontario, 

Canada 

AppUcation  May  29,  1935.  Serial  No.  24,050 

1  Claim.     (CI.  183—15) 


In  a  device  of  the  class  described.  In  combina- 
tion with  an  exhaust  flue,  of  a  combined  exhaust 
gas  receiving  chamber  and  water  sump,  said 
I  chamber  being  in  communication  with  the  mouth 
of  said  flue,  a  spaced  jacket  on  said  chamber,  ex- 
haust gas  escape  flues  extending  from  said  cham- 
ber through  said  jacket  to  the  outside,  means  in 
said  chamber  adapted  to  deflect  the  flow  of  ex- 
haust gas  from  the  mouth  of  said  exhaust  flue 
to  the  surface  of  the  water  in  said  sump  in  a  di- 
rection away  from  said  escape  flues. 
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2,015.368 

ADVERTISING  LAYOUT   BOARD 

Oscar  F.  Ryan,  Huntington,  W.  Va. 

Application  December  9,   1933.  Serial  No.  701,683 

10  Claims,     i  CI.  45— 131) 


1.  In  drafting  apparatus,  a  base  structure,  a 
layout  board  pivotally  mounted  and  supported  in 
elevated  position  at  one  end  thereof  from  said 
base,  the  opposite  end  of  said  board  engaging  and 
supported  on  the  adjacent  end  of  said  base,  said 
engaged  ends  of  the  board  and  base  forming 
paper  gripping  jaws  adapted  to  secure  a  strip  of 
paper  extended  therethrough,  support  means  at 
the  under  side  of  the  elevated  end  of  said  board 
for  rotatably  mounting  a  roll  of  paper  beneath 
and  transversely  of  the  board,  and  paper  strip 
guiding  means  at  opposite  ends  of  the  board  for 
receivmg  the  strip  paper  from  said  roll  extended 
downwardly  across  the  upper  side  of  said  board 
to  said  gripping  jaws. 


2.015.369 

PIPE 

John  C.  Shotton.  Lakewood,  Ohio 

Application  .March  8.  1933.  Serial  No.  660.025 

4  Claims.     (CI.  131—12) 


1.  A  pipe  comprising  a  bowl  and  a  stem,  the 
said  pipe  being  provided  with  a  bore  section  ex- 
tending through  the  said  stem  from  the  outer  end 
thereof  to  a  point  adjacent  to  the  bottom  of  the 
bowl  and  having  a  second  bore  section  of  slight- 
ly greater  diameter  than  the  first  bore  section 
and  a  third  bore  section  of  substantially  the  same 
diameter  as  the  second  bore  section  and  extend- 
ing through  the  wall  of  the  bowl  opposite  said 
stem,  the  upper  portions  of  the  second  and  third 
t)ore  sections  intersecting  the  opposite  sides  of 
the  bowl,  above  the  bottom  thereof,  a  metallic 
tube  mounted  in  the  second  and  third  bore  sec- 
tions and  projecting  above  the  bottom  of  the  cav- 
ity of  the  bowl  and  provided  with  one  or  more 
openings  in  the  upper  portion  thereof  communi- 
cating with  the  cavity  of  said  bowl,  the  said  tube 
having  an  internal  diameter  substantially  the 
same  as  the  diameter  of  the  first  bore  section, 
thereby  to  permit  a  cleaner  to  be  projected  en- 
tirely through  the  said  bore  section  and  tube,  a 
removable  closure  for  the  outer  end  of  said  tube, 
a  second  tube  rotatably  and  removably  mounted 
with  respect  to  the  first  mentioned  tube  and  hav- 
ing one  or  more  openings  adapted  to  be  brought 
into  registry  with  the  opening  or  openings  in  the 
first  mentioned  tube,  said  second  tube  having  a 
head  of  a  diameter  greater  than  the  first  tube 
abutting  the  outer  end  of  the  first  tube  and 
formed  of  the  second  tube  material,  said  heads 
being  perforated  and  a  damper  rotatably  secured 
to  the  head  and  having  openings  therein  adapted 
to  register  with  the  openings  in  the  head. 


2.015.370 
COMBINED  SHUTTER  AND  AWNING 

Edwin  Terry.  Miami,  Fla. 

Application  December  7,  1934,  Serial  No.  756.520 

3  Claims.     iCl.  20— 59) 


1.  In  an  awning  the  combination  of  a  one- 
piece  rigid  body-portion  hinged  by  Its  upper  end 
to  a  support,  an  elevating-brace  pivoted  at  one 
end  to  the  support  at  a  point  below  the  hinge 
of  the  body-portion  and  swingingly  engaging  the 
body-portion  with  its  other  end.  and  resilient 
means  one  end  of  which  is  connected  to  the  upper 
part  of  the  body-portion  and  the  other  end  of 
which  is  connected  to  the  swinging  end  of  the 
elevating-brace  the  resilient  means  being  of 
such  a  length  that  it  is  put  under  tension  when 
the  swinging  end  of  the  elevating-brace  is  lower 
than  the  pivoted  end  of  the  elevating-brace 
whereby  the  contraction  of  the  resilient  means 
draws  the  swinging  end  of  the  elevating-brace 
outwardly  and  upwardly  and  pushes  the  lower 
end  of  the  body-portion   outwardly. 


2.015.371 
SIDE   DOOR  CONSTRICTION 
Kenneth    J.    Tohin.    Chicaxro.    111.,    assignor,    by 
mesne  assiijnments,  to  The  Younfstown  Steel 
Door  Company,  Cleveland,  Ohio,  a  corporation 
of  Ohio 
Application  February  1,  1932,  Serial  No.  590.022 
13  Claims.     (CI.  20—22) 


8.  An  auxiliary  sliding  car  door  for  the  double 
door  construction  of  automobile  freight  cars  com- 
prising a  jamb  mounted  for  swinging  movement 
in  a  plane  parallel  to  said  door  upon  the  interior 
forward  margin  of  said  door. 
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2.615.372 

WEATHER  STRIP 

James  M.  Yates,  Cookeville,  Tenn.,  assignor  of 

one-half  to  Worth  Bryant  and  one-fourth  to 

D.  C.  Wilhite.  both  of  Cookeville,  Tenn. 

Application  September  8,  1934,  Serial  No.  743.249 

2  Claims.     (CI.  20 — 68) 


/-f- 


■  — -" — »rfm9WW9^9^*  ■  / 


1.  A  device  of  the  character  described  designed 
for  Insertion  in  a  recess  in  an  edge  of  a  closure, 
an  elongated  body  designed  to  position  in  said 
recess  and  consisting  of  a  rigid  portion  and  a 
yleldable  p)ortion,  said  yleldable  portion  being 
directed  outwardly  from  the  recess,  a  pair  of 
spring  members  attached  to  the  rigid  portion  of 
the  body  at  the  ends  and  constituting  means  for 
supporting  the  body  within  the  recess,  a  roller 
bearing  carried  by  the  rigid  portion  of  the  body 
mjdway  of  its  ends,  a  substantially  U-shaped 
element  having  the  outer  side  of  one  leg  bowed 
outwardly  to  form  a  cam  surface  which  con- 
tacts said  roller  bearing,  means  pivotally  securing 
the  free  end  of  that  side  of  the  U -element  which 
contacts  the  roller  and  maintaining  the  element 
in  the  recess  with  the  legs  of  the  element  lying 
one  over  the  other  above  and  in  the  vertical  plane 
of  said  body,  and  a  reciprocably  mounted  bar 
pivotally  attached  at  one  end  to  the  free  end  of 
the  opposite  side  of  the  U-shaped  element,  said 
bar  having  its  other  end  normally  extended  from 
an  end  of  the  recess  for  contact  with  a  frame 
into  which  the  closure  may  be  moved. 


2.015.373 
SAW  HANDLE  STRUCTLUE 

James  N.  Alexander,  Birmingham,  Ala. 

Application  December  18.  1933.  Serial  No.  703,020 

Renewed  February  26,  1935 

4  Claims.     (CI.  145—35) 


1.  A  metallic  saw  handle  of  integral  construc- 
tion comprising  a  bifurcated  blade  engaging  sec- 
tion integrally  formed  from  the  metal  of  the 
handle,  a  hand  engaging  portion  formed  integral- 
ly with  the  bifurcated  blade  engaging  section,  a 
divided  lubricant  reservoir  within  the  handle,  the 
dividing  wall  thereof  operating  as  a  structural 
brace  behind  the  bifurcated  blade  engaging  sec- 
tions, means  at  the  forward  edge  of  the  handle 
and  in  communication  with  the  reserevoir  to  di- 
rect the  lubricant  upon  the  working  area  of  the 
blade,  spray  means  operating  on  each  side  of  the 
divided  parts  of  the  reservoir  for  controlling  the 
ejection  of  the  lubricant  on  one  face  only  of  the 
blade,  the  blade  engaging  section  being  provided 

458  O.  G.— 51 


with  sunken  areas  and  means  to  hold  the  blade 
in  the  section,  and  wing  bolts  in  said  areas  to 
hold  the  blade  of  the  saw,  the  depth  of  the  sunken 
areas  being  such  as  to  completely  submerge  the 
wing  bolts  below  the  level  of  the  metal  around 
the  edge  of  the  depression. 

2,015,374 
SUCTION   OPERATED   DEVICE    FOR    SPARK 

CONTROL 

Avery  S.  Baker,  Monaca,  Pa. 

Application  March  17,  1932,  Serial  No.  599,555 

1  Claim.     (CI.  60—62.6) 


The  combination  of  a  casing,  a  source  of  suc- 
tion, a  diaphragm  mounted  in  the  casing,  a  sleeve 
threadably  mounted  in  one  end  of  the  casing  for 
adjustment  toward  and  away  from  the  dia- 
phragm, a  rod  fixed,  at  an  intermediate  point,  in 
the  diaphragm  and  having  one  end  portion  slid- 
ably  engaged  in  the  sleeve,  said  rod  extending 
slidably  through  the  other  end  of  the  casing, 
means  operatively  connecting  the  rod  to  a  de- 
vice to  be  actuated,  a  spring  encircling  the  rod 
and  having  one  end  engaged  with  the  sleeve  and 
its  other  end  engaged  with  the  diaphragm  for 
actuating  said  diaphragm  in  one  direction,  said 
one  end  of  the  casing  having  an  armular  cham- 
ber therein  concentric  with  the  sleeve  and  com- 
municating with  said  casing,  a  conduit  connect- 
ing the  chamber  with  the  source  of  suction  for 
actuating  the  diaphragm  in  the  opposite  direc- 
tion by  suction,  an  adjustable  stop  screw  thread- 
ably  mounted  in  the  sleeve  and  engageable  with 
the  rod  for  limiting  movement  of  the  diaphragm 
in  said  opposite  direction,  and  valve  controlled 
means  establishing  communication  between  the 
annular  chamber  suad  the  atmosphere. 

2,015,375 
SUGAR  REFINING 

Herman    F.    Bomonti,    Honolulu.    Territory    of 
Hawaii,  assignor  to  Bomonti  &  Company,  Ltd., 
Honolulu,  Territory  of  Hawaii 
AppUcation  May  16,  1933,  Serial  No.  671,419 
4  Claim*.     (CI.  127—48) 


1.  A  process  for  clarifying  sugar  solutions 
which  comprises  flocculating  the  impurities  of 
sa'd  solution  by  means  of  aluminum  oxychlorlde. 
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2.015,376 

FASTENER  DEVICE 

Frank  A.  Brodhead,  Atlantic  City,  N.  J. 

Application  March  5,  1935.  Serial  No.  9,484 

7  Claims.     (CI.  24—209) 


1.  A    fastener   device   of    the   class    described, 
comprising  a  horizontal  body  having  an  attach- 
ing shank  at  one  end  and  an  open  cross  slot  at 
its  other  end.  a  locking  head  member  having  a 
pin  and  slot  connection   with  the  body  in  the 
cross  slot  thereof,  said  head  member  having  a 
thickness  dimension  less  than  the  width  between 
the  inner  side  walls  of  the  open  cross  slot,  the 
slot  in  the  head  member  extending  longitudinally 
at  one  end  thereof  and  bemg  disposed  to  permit 
free  swinging  and  sliding  movement  in  the  slot 
of  the  body  when  in  unlocked  position,  the  head 
member  being  adapted  to  depend  from  its  pin 
connection  when  in  said  unlocked  free  swinging 
condition  and  shiftable  into  alignment  with  the 
body  to  permit  insertion  through  an  eyelet  of  an 
awning  or  the  like  to  be  hung  on  the  fastener 
and  then  swingable  about  the  pin  connection  to 
vertical  position  above  the  body  to  freely  gravi- 
tate vertically  into  locking  position  transverse  to 
the  body,  the  inner  edge  of  said  head  member 
when  in  the  locking  position  cooperating  with  the 
closed  side  of   the  slot  in  the  body  to  prevent 
swinging  movement  of  the  head  member  in  said 
locked  position^ 

2,015.377 
BATH  SHOWER  DEVICE 

Austin  Callander,  Los  Anfeles.  Calif. 

Application  June  28,  1934.  Serial  No.  732.908 

10  Oaims.     (CI.  4—157) 


8.  A  shower  bath  appliance  of  the  character  de- 
scribed comprising  a  hollow  body  formed  with 
multiple  channels,  and  a  water  inlet  communicat- 
ing with  one  of  said  channels,  the  body  being  fur- 
ther formed  in  one  face  with  perforations  com- 
municating with  said  channels. 

2.015.378 

SCREEN  LADDER  JACK 

Roy  A.  Davis.  San  Antonio,  Tex. 

AppUcation  August  4.  1934.  Serial  No.  738.564 

2  Claims.     (CI.  2*R— 210) 


bar,  a  T-shaped  outer  end  portion  Integral  with 
the  bar  and  disposed  at  right  angles  to  the  length 
of  the  bar  and  adapted  to  engage  the  lower  edge 
of  an  article  to  hold  the  article  from  sliding  ofT 
of  the  bar,  and  a  clamping  means  carried  by  the 
other  end  of  the  bar  for  detachably  mounting  the 
bar  on  the  stepladder. 


2.015.379 

DRY  CELL  AND  SEAL  THEREFOR 

Cyril  P.  Deibel.  Lakewood.  Ohio 

Application  June  19.  1934.  Serial  No.  731,320 

3  Claims.     (CI.  136—133) 


/fi* 


1.  A  dry  cell  comprising  a  metal  container,  a 
mass  of  depolarizing  mix  and  an  electrode  ar- 
ranged within  said  container  and  insulated  there- 
from, a  layer  of  sealing  material  covering  the 
said  mass  of  mix  and  bonded  with  said  contain- 
er and  electrode,  a  metal  cover  plate  mechanical- 
ly fastened  to  the  upper  end  of  said  container 
and  extending  over  said  mass  of  mix  and  having 
an  opening  therein  through  which  the  electrode 
extends,  the  edges  of  said  opening  being  deflect- 
ed inwardly  and  embedded  in  said  layer  of  seal- 
ing material, 

2.015.380 

STEAM   ENGINE   VALVE   GEAR 

Walter  W.  Dooley.  Knoxville,  Tenn. 

AppUcation  July  9,   1934.   Serial  No.  734,340 

1  Claim.     (CI.  121—163) 


1.  A    means    for    supporting    sashes    or    like 
articles  on  a  stepladder.  comprising  an  elongated 


Reversing  mechanism  for  distributing  valves  of 
steam  engines  comprising  a  drive  wheel  operative 
gear,  a  sildable  control  rod,  a  worm  having  a 
polygonal  opening  therethrough,  a  rotatable  shaft 
having  a  polygonal  cross  sectional  portion  for  dis- 
position through  said  worm  along  which  the 
worm  is  slidable.  a  yoke  carried  by  the  control 
rod  and  engaged  with  the  worm,  said  slidable  con- 
trol rod  being  operative  to  shift  said  worm  on  the 
shaft,  and  actuating  means  responsive  to  the 
rotation  of  the  shaft  for  regulating  a  distributing 
valve  with  which  it  \&  connected. 
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2.015,382 

METHOD  OF  MAKING  WASTE  AND 

DESK  BASKETS 

Lynde  De  F.  Hokerk.  Utica.  N.  Y. 

Application  December  10.  1934,  Serial  No.  756,906 

3  Claims.     (CI.  93—39) 


1.  The  herelndescribed  method  of  manufactur- 
ing an  oval  shaped  waste  or  desk  basket,  which 
consists  in  utilizing  body  forming  inner  and  outer 
layers  of  material  of  such  length  that  the  ends 
of  each  will  abut,  when  the  layers  are  in  circum- 
jacent relation,  the  outer  layer  being  somewhat 
wider  than  the  inner  layer  so  that  it  projects 
at  one  edge  beyond  the  corresponding  edge  of 
the  inner  layer  and  forms  an  extension  of  a  single 
layer,  coating  the  inner  surface  of  the  outer  layer 
Including  its  said  extension  with  an  adhesive, 
forming  a  cylindrical  body  with  the  two  layers 
in  face  to  face  relation  and  adhering  to  one  an- 
other and  the  joint  of  the  abutting  ends  of  the 
Inner  layer  exposed  interiorly  of  the  body,  apply- 
ing an  additional  fastening  means  to  the  abut- 
ting ends  of  the  outer  layer,  fitting  a  previously 
shaped  oval  base  or  bottom  piece  within  the  ex- 
tension of  the  outer  body  layer  and  at  the  same 
time  orienting  said  member  by  alining  a  mark 
at  its  edge  with  the  joint  of  the  inner  body  layer, 


2.015.381 
PROCESS   OF   PRODUCING   UGHT  WEIGHT 
AGGREGATE       AND       THE       PRODUCT 
THEREOF 

Charles  Knox  Harding,  deceased,  late  of  Los 
Angeles.  Calif.,  by  Mabel  T.  Harding.  San 
Diego,  Calif.,  administratrix;  said  Charles  Knox 
Harding,  assignor,  by  mesne  assignments,  of 
one-half  to  William  F.  MacGlashan,  Pasadena, 
Calif. 
No  Drawing.  Continuation  of  applications  Serial 
No.  375.585,  July  2.  1929.  and  Serial  No.  426.182. 
February  5,  1930.  This  application  September 
28,  1934.  Serial  No.  746.018.  In  Canada  July 
30   1932 

22  Claims.  (CT.  25—156) 
1.  The  process  of  producing  light  weight  ag- 
gregate which  comprises  dividing  a  batch  of  ex- 
pansible, fusible  raw  ceramic  material  into  rela- 
tively small  pieces,  coating  the  exterior  surfaces 
of  said  pieces  with  a  refractory  material  and  sub- 
jecting the  coated  pieces  in  bulk  condition  while 
in  contact  with  other  pieces  to  the  action  of  hot 
gases  until  the  temperature  of  the  fusible  and 
expansible  bodies  of  individual  pieces  Is  raised 
to  effect  the  fusing  and  expanding  of  the  pieces 
while  cllnkering  of  the  bulk  is  avoided  by  the  re- 
fractory coatings. 


pressing  said  bottom  inwardly,  axially  of  the  body 
against  the  adjacent  edge  of  the  inner  layer 
while  the  adhesive  coating  of  the  outer  layer  is 
sufficiently  tacky  for  the  edge  of  the  bottom  mem- 
ber to  drag  a  portion  of  said  adhesive  therewith 
to  insure  its  adherence  to  the  said  edge  of  the 
inner  layer  as  well  as  to  the  inner  surface  of 
the  extension  of  the  outer  layer,  appljang  a  re- 
inforcing strip  internally  against  the  extension 
of  the  outer  layer  in  adherence  therewith  by 
reason  of  the  remaining  adhesive  thereon  and  of 
a  width  to  extend  from  the  bottom  member  to 
the  free  edge  of  said  extension,  and  inserting  a 
removable  oval  template  within  the  open  end  of 
the  body  and  orienting  the  same  by  alining  a 
mark  at  Its  edge,  corresponding  to  the  mark  of 
the  bottom  member,  with  the  joint  of  the  Inner 
body  layer,  and  finally  permitting  the  box  to  dry 
before  removing  said  template. 


2.015,383 
REPEATEDLY  IG^^TIBLE  MATCH 

Rudolf  Konig  and  Zoltan  Foldi,  Budapest,  Hun- 
gary, assignors  to  Svenska  Tandsticks  Aktie- 
boIag(t.  Jonkoping,  Sweden,  a  limited  company 
of  Sweden 

Application  June  1,  1932,  Serial  No.  614,792 
In  Hungary  June  8.  1931 
6  Claims.     (CI.  52 — 27) 


1.  A  repeatedly  ignitible  match  capable  of  be- 
ing readily  extinguished,  comprising  an  easily  ig- 
nitible base  mass,  having  the  property  of  burning 
at  a  slow  rate  of  combustion  without  leaving  any 
substantial  ash  residue,  and  a  separate  inner  lon- 
gitudinal core  of  an  igniting  mass  completely  sur- 
rounded by  said  base  mass,  the  said  core  contain- 
ing a  quantity  of  active  substances  of  one  kind 
sufficient  to  ensure  ignition  upon  the  match  being 
struck  against  a  prepared  surface,  and  also  con- 
taining small  quantities  of  other  substances  form- 
ing a  safety  match  composition  together  with  the 
active  substances  of  the  said  first  kind. 


2.015.384 

PROCESS  FOR  PREPARING 

SUPERPHOSPHATE 

Sven  Gunnar  Nordengren,  Landskrona,  Sweden, 

assignor    to    Aktiebolaget    Kemiska    Patenter, 

Landskrona.  Sweden 

AppUcation  June  27.  1934,  Serial  No.  732.559 

In  Sweden  June  29.  1933 

2  Claims.      (CI.  71—7) 


M^^trrH  oV 


1.  The   process   of  preparing   superphosphate 
which  comprises  mixing  phosphate  rock  with  sul- 
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phuric  acid  in  such  proportions  and  under  such 
conditions  as  to  convert  the  entire  P2O5  content  of 
the  phosphate  rock  into  free  phosphoric  acid  and 
thereupon  mixing  the  resulting  unseparated  reac- 
tion products  containing  phosphoric  acid  and  cal- 
cium sulphate  with  phosphate  rock  in  amount 
sufficient  to  react  with  the  phosphoric  acid  to  pro- 
duce monccalclum  phosphate  and  yield  a  flnal 
product  containing  calcium  sulphate  and  mono- 
calcium  phosphate  in  the  ratio  found  in  super- 
phosphate. 

2.015,385 
COMPOSITION  OF  MATTER 
Ernest  W.  Reid.  Pittsburf  h.  Pa.,  assirnor  to  Car- 
bide and  Carbon  Chemicals  Corporation,  a  cor- 
poration of  New  York 
No  Drawing.     Application  September  23,  1931, 
Serial  No.  564,707 
3  Claims.     (CI.  106 — 40) 
1.  Composition  of  matter  containing  cellulose 
acetate  dissolved  in  a  solvent  consisting  of  a  mix- 
ture of  bis-beta-chloroethyl  ether  and  ^  ethoxy 
ethyl  alcohol. 

2  015  ^86 
SOUND  RECORDING  APPARATUS 

l>rank  E.  Runge,  Oaklyn,  and  Arthur  G.  Zimmer- 
man. Westmont.  N.  J.,  assignors  to  Radio  Cor- 
poration of  America,  a  corporation  of  Delaware 
AppUcation  August  31,  1933,  Serial  No.  687,554 
4  Claims.     (CI.  274— 5) 


1.  Photophonographlc  apparatus  including  a 
vibratable  mirror  spindle,  a  bearing  member  pro- 
vided with  a  spherical  bearing  surface  and  sup- 
porting one  side  of  said  spindle,  a  base  supporting 
said  member,  and  means  for  adjusting  said  bear- 
ing member  about  the  center  of  said  surface. 


2.015.387 

SIREN 

Georfe  J.  Seiss.  Toledo.  Ohio 

AppUcation  April  25.  1934.  Serial  No.  722,335 

5  Claims.     (CI.  116—147) 


ing  screw  propeller  vanes  struck  up  from  the 
bottom  of  the  sa  d  propeller  member  and  in- 
wardly extending  vanes  protruding  from  the  wall 
of  the  propeller  member  and  operative  to  propel 
air  radially,  the  wall  of  the  propeller  member 
having  openings,  the  openings  of  the  propeller 
member  and  the  portions  of  the  propeller  mem- 
ber between  its  openings  operative  to  alternately 
open  and  close  the  openings  of  the  shell,  and 
means  for  driving  the  said  propeller  member. 


2.015.388 

TREATMENT  OF  CEREALS  FOR  ANIMAL 

AND  HUMAN  CONSUMPTION 

David  Idwal  Thomas.  Penyrraif,  Wales 

AppUcation  May  11.  1931.  Serial  No.  536.487 

In  Great  BriUin  November  20.  1930 

10  Claims.     I  CI.  99— 11) 


1  The  process  for  the  treatment  of  cereals  for 
human  and  animal  consumption  which  consists  in 
a  preliminary  cleansing  process,  a  rolling  process 
to  produce  a  flake.  i>assing  the  flakes  flatwise  to 
a  further  rolling  operation  which  destroys  by 
crushing  ova  or  larvse  contained  In  the  cereal  and 
the  immediate  delivery  of  the  finally  crushed  prod- 
uct to  a  heat  sterilizing  device  in  which  said  prod- 
uct is  maintained  in  continuous  movement  and 
in  which  moisture  is  removed  as  liberated,  the 
temperature  of  the  heat  sterilization  device  be- 
ing kept  below  that  which  is  excessively  destruc- 
tive to  the  vitamin  content  of  said  cereal. 


1.  In  a  siren,  a  cylindrical  shell  having  a  plu- 
rality of  openings,  a  cylindrical,  cup-shaped  pro- 
peller member  located  within  the  shell  and  hav- 


2.015.389 
REFRIGERATOR   SHELF 

John    B.    Whitted.    Evanston.    111.,    assignor    to 
Stewart-Warner   Corporation.   Chicago.   111.,   a 
corporation  of  Virginia 
AppUcation  December  18.  1933.  Serial  No.  702,879 
10  Claims.     (CI.  211—153) 
1.  In  a  refrigerator,  a  shelf  support  comprising 
a  frame,  thrust  means  at  each  side  of  said  frame 
reslliently  urged  outwardly  with  respect  to  said 
frame  for  engagement  with  the  side  walls  of  the 
refrigerator  and  adjustable  means   for  limiting 
the  Inward  movement  of  said  means  with  respect 
to  said  frame  for  locking  said  shelf  support  in 
position  within  said  refrigerator. 

8.  In  a  refrigerator  having  Indented  portions 
upon  imperforate  side  walls  of  a  food  containing 
compartment,  a  shelf  support  therein  having  ex- 
tensible convex  members  suitable  for  engagement 
with  said  indented  portions,  a  shelf  carried  by 
and  sUdable  with  respect  to  said  support  and 
rollers  rotatable  on  vertical  axes  for  mounting 
said  shelf  on  said  shelf  support,  said  rollers  hav- 
ing means  to  prevent  vertical  displacement  of 
said  shelf  with  respect  to  said  shelf  support. 

9.  In  a  refrigerator  food  compartment,  a  series 
of  spool-shaped  rollers  mounted  In  said  compart- 
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ment  and  at  each  side  thereof  for  rotation  on 
vertical  axes,  a  shelf  slidably  mounted  in  said 
compartment  between  the  flanges  of  the  rollers 


at  each  side  of  said  compartment,  whereby  said 
shelf  is  supported  by  the  lower  flanges  of  said 
rollers  and  is  held  against  tipping  by  the  upper 
flanges  of  said  rollers. 


2,015,390 

UNIVERSAL  JOINT 

VUlor   P.  WUliams.  Baltimore.   Md.,   assignor  to 

Estelle  P.  WiUiams,  Baltimore,  Md. 

AppUcation  April  5.  1934,  Serial  No.  719,211 

23  Claims.     (CL  64—91) 


?^>-^*^^^^4S^ 


1.  A  universal  joint  comprising  a  housing  mem- 
ber, a  hollow  ball  member  of  substantial  uniform 
wall  thickness  throughout,  a  ball  stem  extending 
axially  interiorly  of  said  ball  member  and  secured 
at  one  end  to  said  ball  member,  said  ball  stem 
along  the  length  thereof  located  within  said  ball 
member  being  spaced  therefrom  on  each  side  of 
a  diametrical  plane  thereof  intersecting  at  right 
angles  the  axis  of  said  ball  stem. 


2,015,391 
STRETCHER 

Charles  Nathaniel  Anderson.  Grand  Island,  Nebr. 

Application  Aurust  16,  1934.  Serial  No.  740.067 

2  Claims.     (CI.  5 — 82) 
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2.  A  stretcher  comprising  a  bed  having  a  plu- 
rality of  longitudinally  spaced  side  pockets  adja- 
cent the  edges  thereof,  said  pockets  having  open- 
ings to  provide  access  thereto,  and  said  bed  hav- 


ing hand  openings  adjacent  the  inner  side  of  said 
pockets,  handles  in  said  pockets,  and  a  lip  on 
each  pocket  opening  adapted  to  normally  engage 
the  adjacent  end  of  the  resjjective  handle. 

2.015,892 
MANUFACTURE    OF    ARTIFICIAL    THREADS 
Thomas  F.  Banigran,  Richmond,  Va..  assis:nor  to 
Du  Pont  Rayon  Company,  New  York,  N.  Y.,  a 
corporation  of  Delaware 

No  Drawing.    AppUcation  February  27,  1931,  v 
Serial  No.  518.911 
12  Claims.     (CI.  18—54) 
1 .  The  method  of  preparing  an  artificial  thread 
which   comprises   winding   a  moist  contractible 
thread  on  a  bobbin,  drying  the  thread,  re-wind- 
ing the  thread  an  another  bobbin  with  twisting, 
moistening,  and  drying. 

2.015,393 
KNOCK -DOlWN  CONTAINER 
Ronald    I.    Drake.    Appleton,    and    WiUiam    K. 
Andrew,  Wauwatosa.  Wis.,  assignors  to  Mara- 
thon Paper  Mills  Company.  RothschUd,  Wis.,  a 
corporation  of  Wisconsin 
AppUcation  November  17.  1934,  Serial  No.  753,422 
17  Claims.    (CL  229—5.5) 


--^r' 


1.  In  a  container  of  the  class  described,  the 
combination  of  a  tubular  body,  a  locking  strip  sur- 
rounding the  end  of  the  body  and  provided  with 
a  plurality  of  spaced  locking  slots  formed  there- 
in, each  slot  being  enlarged  at  the  receiving  end 
and  restricted  toward  the  locking  end.  and  a  stiff 
metallic  edge  ring  of  dimensions  to  embrace  the 
locking  strip  and  provided  with  a  plurality  of 
offset  dog  ears  adapted  to  enter  the  locking  slots 
at  the  enlarged  ends  thereof  and  adapted  by  a 
screwing  motion  of  the  ring  to  bring  the  dog  ears 
into  locking  relation  with  the  restricted  portions 
of  the  slots. 

2.015,394 

METHOD  OF  FORMING  A  SPRAY  PIPE 

WilUam  F.  Dray,  East  Providence,  R.  I.,  assirnor 

to  Da  vol  Rubber  Company,   a  corporation   of 

Rhode  Island 

AppUcation  March  30.  1934,  Serial  No.  718,253 

1  Claim.     (CI.  18—55) 


The  method  of  forming  a  spray  pipe  having  a 
fluid  passageway  therethrough,  said  passageway 
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including  a  helical  channel  of  predetermined 
width  positioned  around  a  longitudinal  axis  and 
a  passage  of  greater  cross-section  than  the  helical 
channel  adjacent  thereto  and  positioned  in  the 
extension  of  said  longitudinal  axis,  comprising 
the  steps  of  molding  the  article  about  a  solid 
core  having  a  corresponding  helical  section  posi- 
tioned about  a  longitudinal  axis  and  deeply  un- 
dercut to  form  a  substantially  closed  helical  chan- 
nel in  the  molded  article  and  also  a  section  of 
larger  cross-section  adjacent  thereto  and  posi- 
tioned in  the  extension  of  the  longitudinal  axis 
thereof,  and  withdrawing  the  core  by  withdraw- 
ing the  section  through  the  helical  channel,  the 
helical  channel  being  distorted  during  said  with- 
drawal. 


2.015,395 
SPRAY  PIPE 
William  F.  Dray.  East  Providence.  R.  I.,  assignnor 
to  Davol  Robber  Company,  a  corporation  of 
Rhode  Island 
Onffinal  appUcation  March  30.  1934,  Serial  No. 
718,253.    Divided  and  this  application  July  27, 
1934,  Serial  No.  737JJ30 

3  Claims,    i  CI.  299—114 ) 


-1$ 


1.  A  molded  one  piece  article  having  a  fluid 
passageway  comprising  a  helical  channel  and 
linear  portions  on  each  side  thereof. 


2.015.396 

VALVE 

Alfred  E.  Drissner,  South  Eoclid,  Ohio,  assigrnor, 

by  mesne  assigrnments,  to  Sears,  Roebuck  and 

Co.,  Chicaf  o.  111.,  a  corporation  of  New  York 

Application  June  17,  1933.  Serial  No.  676,275 

5  Claims.     (CI.  251— 9j 


jie 


1.  A  valve  comprising.  In  combination,  a  hol- 
low body  having  an  inlet  passage  in  one  side,  an 
open  side  opposite  said  inlet  passage  and  a  notch 
in  a  third  side  located  between  the  two  first  men- 
tioned sides,  a  spring  washer  mounted  in  said  open 
side  and  having  a  notch  registering  with  the  first 
mentioned  notch,  and  a  movable  unitary  element 
constituting  a  valve  member  and  a  spout  having  a 
continuous  passage  therethrough,  the  vaJve  mem- 
ber being  located  within  said  body  and  the  spout 
projecting  out  through  said  notches  when  in  one 
position,  said  valve  member  being  spherical  In 
form  and  being  held  by  said  spring  washer  in 
abutment  about  the  inner  end  of  said  Inlet  pas- 
sage,  said   unitary    element   being   rotatable   to 


swing  said  spout  from  one  position  to  another  in 
said  notches  and  to  carry  the  passage  through  said 
unitary  element  into  and  out  of  registry  with  said 
inlet  passage. 


2.015.397 
MIXING  AND  KNEADING  MACHINE 

Eug:en  Eppler,  Stuttgrart,  Germany.  assig:nor  to 

Baker  Perkins  Company,  Inc.,  Sagrinaw,  Mich., 

a  corporation  of  New  York 

AppUcation  February  6.  1935.  Serial  No.  5.175 

In  Germany  June  22.  1934 

2  Claims.     (CI.  259—85) 


1.  In  a  mixing  machine  Including  a  rotatable 
bowl  with  an  annular  trough  having  therein  sta- 
tionary arms  for  scraping,  kneading  and  turning 
the  material  being  worked,  in  combination,  a  cen- 
trally disposed  upright  guiding  mandrel  in  said 
bowl,  a  weighted  freely  rotatable  member  movable 
up  and  down  in  said  trough  adjacent  said  man- 
drel, a  stop  arm  projecting  Into  the  trough,  the 
lower  part  of  said  arm  presenting  a  rearwardly 
and  upwardly  directed  face  adapted  to  be  engaged 
by  said  weighted  member  during  the  rotation  of 
the  bowl. 


2.015.398 

WATERGLASS  VALVE 

Henry  Furtnev.  St.  Paul.  Minn. 

AppUcation  February  13.  1931.  Serial  No.  515,482 

8  Claims.     (0.251—134) 


3.  A  valve  for  steam  boiler  water  gauges  com- 
prising, a  ring-like  valve  member,  a  seat  for  re- 
ceiving said  valve  member,  a  plunger  for  oper- 
ating said  valve  member,  spring  means  for  mov- 
ing said  valve  member  Into  open  position,  lever 
means  for  moving  said  plunger  to  close  said  valve 
member  and  compressing  said  spring,  a  locking 
lever  adapted  to  straddle  said  means,  means  co- 
operable  between  said  levers  to  lock  the  same  in 
valve  clased  position,  and  means  .secured  to  one 
of  said  levers  for  remotely  operating  said  valve 
member. 


2.015.399 
ELECTRIC   SWITCH 
Frank  A.  Grothe.  North  Canton,  Ohio,  assignor 
to  The  Hoover  Company,  North  Canton,  Ohio, 
a  corporation  of  Ohio 
Application  October  26,  1934,  Serial  No.  750.043 
13  Claims.     (CI.  200 — 68) 
1.  A  manually  operable  electric  switch  Includ- 
ing a  plurEiJity  of  stationary  contacts,  a  contact 
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track  connecting  said  stationary  contacts,  a  mov- 
able contact  adapted  to  seat  selectively  on  said 
stationary  contacts  and  to  move  on  said  track 
therebetween,  a  cam  track,  the  distances  between 
said  contact  track  and  said  cam  track  being  a 
minimum  at  said  stationary  contacts,  a  cam  fol- 


J-n 


lower  adapted  to  move  on  said  cam  track,  means 
resillently  drawing  said  movable  contact  and 
said  cam  follower  together,  and  manually  oper- 
able means  to  move  said  cam  follower  to  cause 
said  movable  contact  to  move  on  said  contact 
track. 


2,015.400 
GRAIN  SEPARATING  MACHINE 
Charles   C.   In^raham,   Minneapolis.   Minn.,   as- 
sig^nor  to  Hart-Carter  Company,  Peoria,  111.,  a 
corporation  of  Delaware 

Application  June  27,  1934.  Serial  No.  732.611 
5  Claims.     (CI.  209—95) 


field    impulse,    and    determining    the    time-in- 
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1.  In  a  machine  of  the  kind  described,  an  in- 
ternally pocketed  rotary  drum  through  which  the 
material  to  be  separated  is  arranged  to  be  passed, 
a  catch  trough  mounted  in  said  drum,  a  collar  at 
one  end  of  said  drum  to  which  the  delivery  end 
of  said  trough  is  secured,  an  annular  gear- 
equipped  member  mounted  on  said  collar  and 
secured  to  the  delivery  end  of  said  drum,  a  power- 
driven  shaft  extended  axially  through  said  drum 
and  through  said  trough  and  to  which  said  drum 
Is  secured  at  Its  receiving  end,  said  shaft  hav- 
ing a  spiral  conveyor  working  in  said  trough,  said 
collar  having  a  passage  for  the  discharge  of  stock 
from  said  trough,  of  a  spiral  distributing  con- 
veyor having  a  shaft  hung  from  and  working  be- 
low said  trough  near  the  bottom  of  said  drum 
and  provided  with  a  pinion  driven  from  the  gear 
of  said  annular  drum-connected  member. 


2.015.401 

METHOD  FOR  DETERMINING  UNDER- 

GROl'ND  STRUCTl'RE 

John  J.  Jakosky,  Los  Angeles.  Calif. 

Application  May  15,  1933,  Serial  No.  671.099 

29  Claims.  (CI.  175—182) 
1.  The  method  of  determining  the  nature  of 
the  sub-surface  which  comprises  creating  an  elec- 
trical disturbance  In  the  earth,  of  short  duration 
and  high  intensity,  so  as  to  produce  In  the  region 
of   said   disturbance    a   sudden   electromagnetic 


tegrated  effect  of  said  impulse  at  a  known  posi- 
tion. 

2,015.402 

o\t:rhead  door  construction  for 
garages  and  other  bctldings 

Karl  Erhard  Johanson,  Bedford  Park,  HI. 

Application  February  1,  1932.  Serial  No.  590,199 

5  Claims.     (Cl.  20—20) 


1.  In  an  overhead  door  of  the  character  de- 
scribed, a  sectional  door,  rollers  on  the  sides  of 
the  Intermediate  and  bottom  portion  of  the  door, 
a  pair  of  guides  located  respectively  at  opposite 
sides  of  the  door  and  adapted  to  engage  said 
rollers  for  guiding  said  intermediate  and  bottom 
portion  of  the  door  to  open  and  closed  positions, 
a  horizontal  shaft  journalled  on  the  upper  sec- 
tion of  the  door,  rack  members  extending  rear- 
wardly at  right  angles  to  said  shaft  and  located 
adjacent  the  ends  thereof,  toothed  wheels 
mounted  on  the  ends  of  said  shaft  and  engaging 
said  racks,  means  for  positively  driving  said  shaft 
so  as  to  cause  said  toothed  wheels  to  travel  along 
said  rack  members,  and  graduated  counter- 
balancing means  associated  with  said  shaft  for 
sustaining  the  unsupported  weight  of  the  door 
as  the  door  moves  to  open  and  closed  positions. 

2,015.403 
APPARATUS    FOR    PREVENTING    TWISTING 

OF  FLEXIBLE  ELECTRIC  CORDS 

Alfred  W.  Kiddle,  New  York,  N.  Y.;  Alfred  M.  F. 

Kiddle  and  George  H.  Halbert  executors  of  said 

Alfred  W.  Kiddle,  deceased 

Application  August  11,  1933,  Serial  No.  684,645 

2  Claims.     (CL  24—135) 


1.  A  device  of  the  class  described  comprising 
a  body  portion  having  a  U-shaped  groove  formed 
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therein  to  receive  a  bight  in  the  cord,  the  legs 

of  the  U  extending  parallel  for  a  substantial  dis- 
tance and  so  spaced  a^  to  retain  the  legs  of  the 
bight  in  spaced  relation  from  the  point  of  ap- 
plication to  the  terminals  of  the  legs  of  the  bight, 
thereby  to  prevent  twisting  of  the  legs  of  the  bight 
about  each  other. 


2,015,404 
APPARATUS    FOR    PREVENTING    TWISTING 

OF  FLEXIBLE  ELECTRIC  CORDS 

Alfred  W.  Kiddle.  New  York.  N.  Y.;  Alfred  M.  F. 

Kiddle  and  George  H.  Halbert  executors  of  said 

Alfred  W.  Kiddle,  deceased 

Application  Au^st  31,  1934.  Serial  No.  742,287 

5  Claims.     (CL  24—129) 


j- 


Jt 
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1.  A  device  of  the  class  described  comprising 
an  integral  block  provided  with  a  bore  adjacent 
opposite  edges  of  the  block  and  extending  length- 
wise of  the  block,  the  outer  wall  of  each  bore 
being  resilient  and  split  lengthwise  of  the  bore 
to  permit  of  the  insertion  of  the  legs  of  a  bight 
in  a  cord  said  bores  extending  parallel  to  each 
other  and  being  so  spaced  as  to  retain  the  legs 
of  the  bight  in  spaced  relation  from  the  termi- 
nals of  the  legs  of  the  bight  to  the  point  of  ap- 
plication of  the  device  thereby  to  prevent  twist- 
ing of  the  legs  of  the  bight  about  each  other. 


2,015.405 
IGNITER   FOR   GAS    BURNERS 

Oscar  J.  Leins,  Milwaukee,  Wis.,  assigrnor  to  Mil- 
waukee   Gas    Specialty    Company,    Milwaukee, 
Wis.,  a  corporation  of  Wisconsin 
AppUcation  July  28,  1930,  Serial  No.  471,180 
8  Claims.     (CL  158— 115) 


1.  In  combination,  a  gas  burner,  means  for 
maintaining  a  constant  pilot  flame,  a  torch  head 
spaced  laterally  of  said  burner,  a  conduit  support- 
ing said  head  and  fed  from  said  burner,  said  head 
having  two  ports,  one  directed  toward  said  burner 
and  one  directed  toward  said  pilot  flame,  and 
means  for  directing  gas  from  the  port  directed  to- 
ward the  pilot  flame  to  said  pUot  flame  and  the 
flame  back  from  said  pilot  flame  to  said  torch 
head,  said  means  shielding  said  torch  head. 


2.015.406 
GENERATION  OF  TOXIC  GAS 
Paul  L.  Marill.  Joseph  W.  Dunning,  and  Ivan  L. 
Ressler.  Niagara  Falla,  N.  Y.,  assignors  to  E.  I. 
du  Pont  de  Nemours  &  Company,  Inc.,  Wil- 
minipton.  Del.,  a  corporation  of  Delaware 
No  Drawing:.     Application  May  18,  1932. 
Serial  No.  612,151 
7  Claims.     (CI.  167—35) 
1.  A  process  for  the  generation  of  hydrocyanic 
acid   comprising   mixing   together   water,   metal 
cyanide,  a  metal  salt  the  base  of  which  forms  an 
unstable  cyanide  and  a   pulverulent  solid  inert 
material  adapted  to  promote  the  formation  of  a 
relatively  soft,  friable,  solid  residue. 


2.015,407 

SANITARY  NAPKIN  AND  THE  LIKE 

Catherine  L.  Matthews.  Little  Rock.  Ark. 

AppUcation  May   19,  1933.  Serial  No.  671.804 

1  Claim.     (CI.  128—290; 


An  absorbent  member  for  a  sanitary  bandage 
comprising  a  flat,  relatively  elongated  flexible  pad 
of  absorbent  material,  of  substantially  uniform 
thickness  throughout  its  width  and  length,  and 
a  flexible,  impervious  element  opposing  one  face 
thereof,  said  element  being  of  substantially  equal 
width,  but  of  less  length  than  said  pad,  and  dis- 
posed approximately  centrally  of  the  length 
thereof,  leaving  substantially  equal  length  tab 
portions  extending  therebeyond.  the  marginal 
edges  of  said  element  being  secured  to  said  pad, 
as  by  stitching,  whereby  to  secure  said  Impervious 
element  against  displacement,  and  against  curl- 
ing of  the  side  and  end  edges  thereof,  said  ele- 
ment in  width  leaving  the  side  edges  of  said  ab- 
sorbent pad  free  to  perform  their  absorbent  func- 
tions, and  in  length  leaving  the  tab  portions  of 
said  pad  free  for  ready  attachment  as  to  sup- 
porting devices,  sa'd  tab  portions  being  available 
as  a  portion  of  the  absorbent  surface. 


2,015.408 
OLEATE  OF  BENZYL  CARBINAMINES 
Fred  P.  Nabenhaner,  Philadelphia,  Pa.,  assUnor 
to  Smith,  Kline  A  French  Laboratories,  Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
No  Drawing.     Application  January  23,  1931, 
Serial  No.  510.768 
3  Claims.     (CI.  260— 112) 
1.  A  benzyl  alkyl  carbinammonlum  oleate  hav- 
ing the  following  structural  formula; 

NHiOOCCiiHa 

I 

CiHicnt-c-x 

in  which  X  is  an  alkyl,  an  aryl  or  an  alphyl  group 
or  hydrogen. 


2.015.409 
FRUIT   FEEDING   AND   SLICING   MACHINE 
John  W.  Pease.  Rochester.  N.  Y. 
Orifdnal   application   December   19.    1930.   Serial 
No.     503.496.      Divided    and    this    application 
August  15.  1931.  Serial  No.  557.342 
9  Claims.     (CI.  146 — 40) 
3.  The  combination  with  a  cutting  head  em- 
bodying  a  fruit  holder  and  a  knife  associated 
therewith,  one  of  which  is  rotatable  relatively  to 
the  other,  of  a  fixed  slicing  device  arranged  tn 
an  offset  position  relatively  to  the  axis  of  the 
head,  and  a  transfer  device  adapted  to  receive 
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a  fruit  from  the  head  and  reversely  movable  in 
an  arcuate  path  from  a  position  in  alinement 


tS 


with  the  latter  to  one  in  alinement  with  the  slic- 
ing device. 


2.015.410 

VIBRATING   SYSTEM 

Harold  R.  Prescott.  Ponca  City.  Okla..  assigrnor  to 

Continental  Oil  Company,  Ponca  City,  Okla.,  a 

corporation  of  Delaware 

Application  February  5,  1934,  Serial  No.  709,897 

5  Claims.     (CI.  84 — 409) 


1.  A  vibrating  system  comprising  in  combina- 
tion a  base,  a  vibrating  member  mounted  on 
said  base,  electro-magnetic  means  for  vibrating 
said  member  mounted  on  said  base,  said  mag- 
netic means  being  positioned  at  predetermined 
distance  from  said  vibrat  ng  member,  said  vibrat- 
ing member  and  said  base  having  coeflQcients  of 
linear  expansion  such  that  a  change  in  temper- 
ature will  change  said  predetermined  distance 
to  compensate  for  the  change  in  frequency  occa- 
sioned by  the  thermo-elastic  coefficient  of  said 
vibrating  member  whereby  the  frequency  of  the 
vibrations  of  said  vibrating  member  is  rendered 
substantially  independent  of  changes  in  temper- 
ature. 


2.015.411 

MONEY  COLLECTOR  FOR  AUTOMATIC 

REFRIGERATORS.  ETC. 

Herbert  E.  Riley,  New  York.  N.  Y. 

Application  December  11.  1931.  Serial  No.  580.308 

10  Claims.     (CI.  194 — 6) 

1.  Refrigeration  control  apparatus  comprising 

an  electric  time  clock  having  a  case,  a  detachable 

coin  actuated  switch  unit  having  a  member  driven 


by  the  clock,  a  collecting  bank  removably  mounted 
in  the  clock  case  and  receiving  coins  from  the 
switch  unit,  and  a  switch  in  circuit  with  the  coin 


19 
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actuated  switch  unit  and  actuated  by  the  bank, 
said  electric  time  clock  being  operable  after  said 
coin  actuated  switch  unit  has  been  removed. 


2.015.412 
MACHINERY  BASE 
Frank  G.  Rose.  Chicagro.  111.,  assig^nor  to  United 
States  Gypsum  Company,  Chicago,  III.,  a  cor- 
poration of  Illinois 
Application  Auinist  8.  1934,  Serial  No.  738,893 
4  Claims.     (CI.  248—201 


2.  In  a  resilient  machinery  base,  a  plurality  of 
structural  members  arranged  in  spaced  pairs 
around  the  periphery  of  a  machinery  platform, 
and  a  plurality  of  resilient  units  removably  se- 
cured between  each  pair  of  structural  members. 
said  units  being  connected  to  vertically  extend- 
ing parts  on  said  members  so  as  to  be  removable 
from  said  members  by  vertical  movement  for  in- 
spection and  repair. 


2.015.413 

QU^CK  oPE^^NG  carton 

Donald    A.    Snyder.    Neenah,    Wis.,    assijrnor    to 
Marathon   Paper   Mills    Company,  Rothschild, 
Wis.,  a  corporation  of  Wisconsin 
Application  October  12.  1934.  Serial  No  747,995 
10  Claims.     (CI.  229— 16) 


1.  A  folded  cardboard  carton  comprising  a 
bottom  and  opposite  side  members  connected  to- 
gether by  overlapping  flaps  including  an  outer 
side  flap,  a  narrow  strip  of  adhesive  connecting 
the  overlapping  surfaces  of  the  flaps  when  as- 
sembled, and  adhering  to  the  inner  face  of  the 
outer  side  flap  along  a  strip  near  its  longitudinal 
center  to  a  point  near  the  bottom  of  the  carton 
and  extending  therefrom  at  an  angle  to  the  outer 
lower  corner  of  the  outer  side  flap,  and  a  spot 
of  adhesive  connecting  the  outer  upper  comer 
of  the  outer  side  flap  to  the  flap  beneath  and 
adapted  to  be  broken  by  a  pull  on  the  outer  flap. 
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2.015.414 
HYDRAULIC   INDEXING   MECHANISM 
Amos  P.  Steiner  and  Harold  E.  Balsiger,  Waynes- 
boro, Pa..  assis:nors  to  Landis  Tool  Company, 
Waynesboro,  Pa.,  a  corporation  of  Pennsylvania 
Application  .August  29.  1929.  Serial  No.  389,278 
31  Claims.     (CI.  51—72) 


1.  In  a  cam  grinding  machine  having  a  grind- 
ing wheel,  a  work  carriage,  a  work  rotating  motor, 
means  for  indexing  the  work  carriage  to  position 
the  work  before  the  grinding  wheel,  means  for 
timing  the  indexing  operations  comprising  a  fluid 
motor,  a  constantly  open  pressure  fluid  line  to 
said  motor,  means  for  locking  the  work  carriage 
in  indexed  position,  means  operated  by  said  motor 
for  releasing  the  locking  means,  and  means  oper- 
ated by  the  said  motor  for  slowing  down  the  work 
rotating  motor  just  prior  to  the  release  of  the  said 
locking  means,  substantially  as  set  forth. 


2,015.415 
ARC  WHEEL  MACHINE 
Amos  P.   Steiner,  Waynesboro,   Pa.,  mssiirnor   to 
Landis  Tool  Company,  Waynesboro,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  Aurnst  18.  1932.  Serial  No.  629.373 
3  Claims.     (CI.  219—1) 


1.  A  machine  of  the  kind  described  compris- 
ing a  work  support  adapted  to  accommodate 
cylindrical  work,  means  for  rotating  the  work, 
means  for  maintaining  the  work  in  circuit  with 
a  source  of  electrx  current,  a  wheel  base,  a  shaft 
mounted  in  said  base,  a  hub  mounted  on  said 
shaft,  an  electrically  conductive  wheel  mounted 
on  said  hub  and  insulated  from  said  shsif t,  means 
for  maintaining  said  wheel  in  circuit  with  the 
said  source  of  electric  current  to  create  an  arc 
between  the  periphery  of  the  wheel  and  the  pe- 
riphery of  the  work,  substantially  as  set  forth. 


2.015.416 
METHOD  OF  MAKING  CORRUGATED 
ASBESTOS  SHEETING 
Edward  A.  Toohey.  Somerville.  and  John  C.  Ker- 
shaw, Dunellen,  N.  J.,  assig^nors  to  Johns-Man- 
ville  Corporation.  New  Y'ork,  N.  Y.,  a  corpora- 
tion of  New  York 
Application  October  10,  1931.  Serial  No.  568,036 
6  Claims.     (CI.  154 — 33) 


1.  The  providing  of  irregularities  of  surface  of 
a  thick  sheet  of  composited  and  integrally  united 
felts  by  a  method  which  includes  the  step  of  press- 
ing to  shape  a  sheet  of  the  type  described  that 
has  a  smaller  proportion  of  moisture  on  the  sur- 
face than  in  the  mterior  of  the  sheet. 


2.015.417 

CATHODF 

Paul  G.  Weiller.  Bloomfleld.  N.  J.,  assignor,  by 

mesne   assiiniments,   to   Radio   Corporation   of 

America,  a  corporation  of  Delaware 

Application  December  13.  1930.  Serial  No.  502.036 

7  Claims.     iCL  250—27.5) 


4.  A  cathode  structure  for  thermionic  dis- 
charge tube  comprising  a  core  provided  with 
regular  elevations  of  substantially  equal  height 
to  the  thickness  of  said  core,  said  core  and  said 
elevations  being  uniformly  coated  with  electron 
emitting  material  and  the  spacing  of  said  eleva- 
tions being  such  to  provide  substantially  equal 
exposed  emitting  surfaces  of  said  core  and  said 
elevations. 


2.015.418 
ELECTRIC  PLIG  CONNECTER 
Hugo    H.    Wermine,    Chicago.    111.,    assignor    to 
Belden  Manufarturins:  Company.  Chicago,  111., 
a  corporation  of  Illinois 

Application  June  25.  1930,  Serial  No.  463,764 
5  Claims.     (CI.  173 — 361) 


&Muiewr  mn 


2.  In  a  plug  connecter,  the  combination  of  a 
body  part  having  a  chamber  in  one  end,  a  plug 
part  insertable  into  said  chamber  in  Interfltting 
relation  with  said  body  part,  said  parts  having 
interlocking  means  for  maintaining  the  parts  in 
assembled  relation  and  one  of  said  parLs  being 
formed  of  resilient  material  so  as  to  permit  the 
parts  to  be  repeatedly  as.sembled  and  disa.s.sembled, 
a  contact  prong  extending  through  and  removably 
mounted  In  said  plug,  an  inner  end  portion  of 
said  contact  prong  being  bent  laterally  to  engage 
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the  Inner  end  of  said  plug  to  prevent  outward 
displacement  of  said  prong,  and  interfltting  means 
formed  integral  with  said  plug  and  body  for  lock- 
ing said  parts  against  relative  rotation. 


2.015,419 

SHIPPING  AND  STORAGE  CONTAINER 

Arthur  G.  Ceely,  Longmeadow,  Mass..  assig:nor  to 

The    Fiberloid    Corporation.    Indian    Orchard, 

Mass.,  a  corporation  of  Massachusetts 

Application  January  19,  1935.  Serial  No.  2.556 

4  Claims.     (CI.  229 — 6) 


1.  A  shipping  container  of  the  class  described 
comprising,  an  inner  tray  member  having  a  rec- 
tangular substantially  flat  bottom  wall  and  sub- 
stantially vertical  side  and  end  walls  of  approxi- 
mately equal  height  extending  upwardly  from 
the  marginal  edges  of  saad  bottom  wall,  a  rec- 
tangular reinforcing  frame  consisting  of  joined- 
together  side  and  end  walls  approximately  the 
same  height  as  said  side  and  end  walls  of  the 
tray  member,  said  side  and  end  walls  of  the 
frame  being  disp)osed  closely  adjacent  the  outside 
of  the  side  and  end  walls  respectively  of  the  tray 
member,  a  rectangular  cover  member  including 
a  substantially  flat  up>per  wall  and  side  and  end 
walls  extending  downwardly  from  the  marginal 
edges  of  said  upper  wsdl,  said  side  and  end  walls 
of  the  cover  member  being  disposed  closely  ad- 
jacent the  outside  of  tlie  side  and  end  walls  re- 
spectively of  the  frame,  and  binding  means  asso- 
ciated with  said  tray  and  cover  members  whereby 
said  frame  is  held  between  the  side  and  end 
walls  of  the  cover  and  tray  members  with  the 
upper  marginal  edges  of  the  frame  in  abutment 
with  the  inside  of  the  upper  wall  of  the  cover 
member. 

2,015,420 
METHOD   OF   CRACKING   OIL  IN  THE 
VAPOR  PHASE 
Charles  T.  Chave.  New  York,  and  Hermann  C. 
Schutt,  North  Tarrytown,  N.  Y.,  assignors  to 
Gyro  Process  Company.  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
Application  February  16,  1935,  Serial  No.  6,838 
11  Claims.     (CI.  196 — 60) 


1.  The  method  of  cracking  hydrocarbon  oil  in 
order  to  convert  high  boiling  hydrocarbons  into 
lower  boiling  hydrocarbons  which  includes  the 
steps  of  subjecting  hydrocarbon  oil  to  mild  crack- 
ing conditions  to  break  its  viscosity  by  decompos- 
ing some  of  the  high  boiling  hydrocarbons,  flash- 
ing the  oil  from  the  viscosity  breaking  step  into 
vapors  and  unvaporized  oil  In  a  flrst  evaporating 
done    maintained    under    pressure,    separately 


withdrawing  the  unvaporized  oil  from  said  evapo- 
rating zone  and  flashing  it  into  vapors  and  un- 
vaporized oil  in  a  second  evaporating  zone  main- 
tained at  a  pressure  lower  than  said  flrst  evaporat- 
ing zone,  withdrawing  said  last  mentioned  un- 
vaporized oil  from  the  process,  separately  with- 
drawing said  last  mentioned  vapors  from  the 
second  evaporating  zone,  fractionating  said  va- 
pors in  a  fractionating  zone,  withdrawing  reflux 
condensate  from  said  fractionating  zone,  heating 
said  reflux  condensate  to  vaporizing  temperatures, 
and  flashing  the  heated  reflux  condensate  into 
vapors  and  unvaporized  oil  in  said  first  evaporat- 
ing zone,  withdrawing  the  vapors  from  said  flrst 
evaporating  zone  and  subjecting  the  same  to  vapor 
phase  cracking  conditions,  inhibiting  the  cracking 
reaction  by  contacting  the  reacting  vapors  with 
a  cool  hydrocarbon  oil,  separating  the  products 
of  the  Inhibiting  step  into  vapors  and  unvapyorized 
oil.  withdrawing  said  unvaporized  oil  from  the 
process,  separately  withdrawing  the  vapors,  frac- 
tionating the  vapors  in  said  fractionating  zone, 
withdrawing  vapors  from  the  fractionating  zone 
and  condensing  the  same  to  recover  low  boiling 
hydrocarbons. 

2.015.421 
ATTACHMENT  PLUG 

Reuben  Eckstein,  Bronx,  and  Max  Polls,  Brook- 
lyn, N.  Y.,  assignors  to  Deal  Electric  Co.  Inc., 
Brooklyn,  N.  Y.,  a  corporation  of  New  York 

Application  December  2,  1931,  Serial  No.  578,428 
7  Claims.    (CI.  173—361) 


4.  A  plug  blade  made  of  a  single  strip  of  metal 
having  portions  folded  over  into  contact  with 
one  another,  one  of  said  portions  having  a  tongue 
formed  with  teeth  on  the  opposite  edges  thereof, 
.said  other  portion  having  an  end  portion  bent 
away  from  said  flrst  portion  and  formed  with  a 
screw  threaded  opening. 

7.  An  attachment  plug  comprising  an  insulat- 
ing body  and  a  pair  of  plug  blades  attached  to 
said  body,  each  having  a  flat  elongated  portion 
extending  away  from  said  bod\-  and  adapted  to 
be  received  in  a  socket  opening,  and  a  flat  por- 
tion inclined  to  .said  flrst  portion  and  making  an 
obtuse  angle  therewith,  .<;aid  second  portion  hav- 
ing a  screw  threaded  opening,  and  a  binding 
screw  screwed  to  said  opening,  the  head  of  said 
screw  being  disposed  on  the  side  of  said  second 
portion  adjacent  the  first  portion  and  being  mov- 
able away  from  said  first  portion  as  the  screw  is 
uijscrewed. 

2.015.422 
SPARE  WHEEL  MOUNTING  STRUCTURE 

Clarence    M.    EUenberger,    John    E.    Blank,    and 
Bearl  O.  Prentice,  Jackson,  Mich.,  assignors  to 
Ryerson  &  Haynes,  Inc.,  Jackson.  Mich.,  a  cor- 
poration of  Michigan 
Application  May  9.  1933,  Serial  No.  670,132 

18  Claims.     (CI.  224—29) 
1.  In  a  spare  wheel  mounting  structure,  the 

combination  with  a  surface  against  which  the 
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hub  of  the  wheel  abuts,  a  flxed  member  extend- 
ing outwardly  from  said  surface  to  receive  only 
the  upper  portion  of  the  hub  and  having  means 
thereon  to  restrain  the  same  against  movement 


normal  to  said  surface,  and  an  oscillatable  cam- 
ming mechanism  likewise  extending  outwardly 
from  said  surface  engaging  only  the  lower  portion 
of  said  hub  to  restrain  movement  of  said  hub  in 
any  plane. 

2,015.423 
HYDRAULIC  PUMP  OR  MOTOR 
Ralph  E.  Flanders.  Springfield.  Vt.,  asslirnor  to 
Jones  Si  Lamson  Machine  Company.   Spring- 
field, Vt.,  a  corporation  of  Vermont 
Application  December  14,  1931.  Serial  No.  580,849 
1  Claim.     (CI.  103—162) 


A  fluid  pump  or  motor  comprising  a  rotatable 
cage  having  bores  therein  parallel  to  the  axis  of 
rotation  of  the  cage,  a  plunger  reciprocable  in 
each  said  bore,  a  swash  plate  rockable  on  an  axis 
perpendicular  to  said  axis  of  rotation,  a  ring  ro- 
tatably  mounted  on  said  plate,  said  rmg  having 
contact  elements  for  engagement  with  respective 
plungers,  means  for  rotating  said  cage  and  ring 
in  synchronism,  and  means  for  rockably  adjusting 
said  swash  plate,  said  adjusting  means  including 
an  operating  shaft  and  a  Geneva  movement  con- 
nection between  said  shaft  and  said  plate,  said 
connection  being  so  arranged  that  movement  of 
said  shaft  results  in  varying  rocking  movement 
of  said  plate,  the  rate  of  such  rocking  movement 
being  minimum  when  the  plane  of  said  plate  Is 
perpendicular  to  the  axis  of  rotation  of  the  cage. 


2,015.424 
PROCESS    FOR     SURFACING     ELECTRODES 
FOR  ELECTRICAL-DISCHARGE  TUBES 
Albert  C.  Forst.  Alameda.  Calif. 
No  Drawing.     Application  July  26.  1932, 
Serial  No.  624.909 
2  Claims.     (O.  176—126) 
2.  An  electrode  for  gaseous  electrical  discharge 
tubes  of  neon  and  the  like  comprising,  an  alu- 
minum member  having  a  base  surface  coating  of 
a  fused  layer  of  aluminum   oxide,  and  an  outer 
layer  of  a  fused  vitreous  substance. 


shaped  housing  mounted  thereon,  a  resistor  ele- 
ment mounted  in  said  housing,  insulation  means 
Interpased  between  said  housing  and  said  re- 
sistor, a  bracket  carried  by  said  sleeve,  two  nor- 
mally separated  metallic  switch  members  mount- 
ed on  said  bracket,  insulation  means  between  said 
bracket  and  said  switch  members  and  also  be- 
tween said  two  switch  members,  a  shaft  mounted 


within  said  sleeve  for  rotation  and  endwise  move- 
ment, a  contact  arm  secured  to  said  shaft  and  In 
engagement  with  said  resistance  element,  one  end 
of  said  .^haft  being  in  constant  engagement  with 
one  of  said  switch  members  and  said  member 
having  a  sufBclent  degree  of  flexibility  to  move 
said  shaft  to  Its  normal  position  after  it  has  been 
displaced  endwise  to  operate  said  switch. 


2.015.426 

METHOD  OF  MOLDING  ARTICLES  FROM 

PLXP  MATERIAL 

Arthur  C.  Gough,  Fitchburg.  Mass.    assignor  to 

Charles  F.  Cowdrey.  Jr..  Fitchburg.  Mass. 
Original   application   March   3.    1933,    Serial   No. 
659,470.     Divided  and  this  application  October 
18,  1933,  Serial  No.  694,048 

4  Claims.     (CI.  18 — 59) 


2.015,425 
RADIO  CONTROL 
John  Q.  Gaubert.  Dayton,  Ohio,  assignor  to  Gen- 
eral Motors  Radio  Corporation.  Dayton,  Ohio, 
a  corporation  of  Ohio 
AppUcation  March  2.  1931.  Serial  No.  519,351 

1  Claim.     (CI.  201—55) 
A  dual  control  device  for  a  radio  Instrument 
comprising  in  combination,  a  hollow  sleeve,  a  cup 


4.  The  method  of  making  a  closure  for  con- 
tainers which  consists  in  molding  cup  shaped 
outer  member  and  a  similar  cup  shaped  inner 
member  each  with  a  depending  skirt,  forming  a 
central  bulge  on  each  of  said  members  extending 
within  the  confines  of  their  respective  skirts,  as- 
sembling the  two  members  in  superposed  relation, 
then  subjecting  the  assembled  inner  and  outer 
members  to  pressure  to  unite  the  two  while  the 
pulp  material  Is  in  a  wet  or  moist  condition,  and 
subjecting  the  bulges  of  both  members  to  a  re- 
verse bulge  bending  pressure  to  form  a  sealing 
rib  of  double  ply. 


2.015.427 
TRACTOR  LUG 

Herman  Griebat.  Lodi.  Calif. 

Application  May  17,  1935.  Serial  No.  21,999 

6  Claims.     (CI.  301 — 44) 

1.  A  traction  device  for  a  wheel  nm  comprising 
a  lug  having  opposed  faces  transversely  of  the 
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wheel  and  an  opening  extending  therethrough 
from  face  to  face  clrcumferentially  of  the  wheel, 
a  single  U-shaped  retaining  bar  having  a  rela- 
tively long  cross  member,  said  bar  extending  cir- 

1 


cumferentially  of  and  being  mounted  on  the  rim 
of  the  wheel  with  said  cross  member  projecting 
through  the  opening  in  the  lug.  and  a  resilient 
pad  disposed  between  the  lug  and  the  rim. 


2,015,428 
AITOMATIC  PIN -SETTER 

Ernest  Hedenskoog,  Muskegon.  Mich.,  assignor  to 
The  Brunswick-Balke-CoUendcr  Company, 
Chicago.  III.,  a  corporation  of  Delaware 

Application  December  14,  1931,  Serial  No.  580,835 
22  Claims.     (CI.  273 — 43) 


1.  An  automatic  bowling  pin  setter.  Including 
means  for  depositing  a  set  of  pins  on  an  alley, 
removing  fallen  pins  and  replacing  any  upright 
pins,  and  a  conveyor  for  deliver-ng  fallen  pins  In 
horizontal  position  from  the  pit  to  the  setting 
mechanism,  said  conveyor  including  a  pair  of  al- 
ternately operating  reciprocating  elevator  plat- 
forms, together  with  means  at  the  players'  end 
of  the  alley  for  selectively  instigating  the  opera- 
tion of  the  pin  setting  or  removing  means. 


R2  for  a  radical  of  the  benzene,  naphthalene  or 
diphenyl  series,  and  wherein  at  least  one  of  the 
radicals  R  and  Ra  contains  at  least  one  substitu- 
ent  of  the  group  consisting  of  sulphonic  acid  and 
carboxylic  acid  groups,  dyeing  wool  from  an  acid 
bath  yellow  to  red  tints  of  very  good  fastness 
properties. 

2,015,430 
INVOLUTE  SPLINE   SHAFT 
Joseph  L.  Matthews.  Highland  Park,  and  Aage 
C.  C.  Hansen,  Lindeneau,  N.   J.,  assignors  to 
International  Motor  Company,  New  York,  N.  Y., 
a  corporation  of  Delaware 
Application  March  2,  1935,  Serial  No.  9,002 
1  Claim.     (CI.  64—29) 


2.015,429 
AZO-DYESTUFFS 
Herbert   Kracker   and   Richard    Schmfd,  Frank - 
fort-on-the-Main-Hochst.  Germany,  assignors 
to    General    Aniline    Works,    Inc.,    New    York, 
N.  Y.,  a  corporation  of  Delaware 
No    Drawing.      Application    November    26.    1934, 
Serial  No.  754,912.     In  Germany  December  1, 

1933 

4  Claims.     (CI.  260—87) 

1.  The  azo-dyestuffs  of  the  following  general 
formula: 

Xi 


N  C— OH 

R-C Ln=N-Ri 

wherein  R  stands  for  a  radical  of  the  benzene  or 
naphthalene  series.  Ri  for  hydrogen  or  methyl, 


A  shaft  having  involute  spline  teeth  formed 
thereon  and  full  circular  rounded  fillets  between 
the  teeth,  the  angle  between  the  sides  of  two 
adjoining  splines  being  relatively  large  and  vari- 
able, the  surfaces  of  the  fillets  at  the  points  at 
which  the  fillets  merge  with  the  involute  surfaces 
being  tangent  with  the  said  involute  surfaces,  and 
the  tooth  contour  being  such  that  the  extension  of 
the  component  of  the  driving  force  normal  to  the 
face  of  the  tooth  at  any  point  of  the  active  part 
of  the  involute  tooth  part  intersects  the  portion 
of  the  root  circumference  of  the  spline  shaft  be- 
neath such  tooth. 


2.015.431 

PHOTOMETRIC  DE\TCE 

Oran  T.  Mcllvaine.  St.  Charles,  111.,  assignor  to 

Mcllvaine  Patent  Corporation,  St.  Charles,  111., 

a  corporation  of  Illinois 

Application  November  22.  1933.  Serial  No.  699,126 

6  Claims.     (CI.  88—23) 


4.  In  a  radiometer,  a  hollow  case,  a  photo- 
electric cell  in  the  form  of  a  flat  plate  carried  in 
said  case  parallel  to  one  of  the  side  walls  thereof, 
an  electric  current  measuring  device  electrically 
connected  to  the  elements  of  said  cell,  said  in- 
strument having  an  indicating  hand  movable 
across  the  face  of  said  plate,  and  a  light  transmit- 
ting cover  forming  a  wall  of  said  case  over  said 
plate  and  having  markings  thereon  located  in 
cooperative  relation  with  respect  to  the  indicat- 
ing hand  of  said  instrument  and  constituting  the 
indicating  dial  thereof. 
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2,015.432 
LANTERN 
Carl  Metz,  Philadelphia,  Pa.,  assigrnor,  by  mesne 
assignments,  to  Frederick  McOwen,  Philadel- 
phia, Pa. 
Application  August  16.  1932.  Serial  No.  629,028 
Renewed  March  2.  1935 
5  Claims.     iCl.  240 — 38) 


1.  A  lantern,  having  a  lamp  font,  said  lantern 
including  In  combination,  a  lamp  font  receptacle, 
comprising  an  outer  cylindrical  wall,  an  inverted 
cap  closing  the  bottom  of  said  wall,  a  globe  seat- 
ing member,  attached  to  the  upper  part  of  said 
wall,  and  extending  down  as  a  receptacle  wall 
within  the  same  to  fit  around  said  lamp  font,  a 
skirt  portion  to  said  cylindrical  wall  spaced  from 
the  said  receptacle  wall,  a  bottom  portion  to  said 
cap,  a  cylindrical  baffle  wall  between  said  outer 
cylindrical  wall  and  said  font,  separating  the 
space  therebetween  Into  two  cylindrical  spaces, 
concentric  with  said  font,  one  space  being  on  the 
Inside  and  the  other  on  the  outside  of  said  baffle 
wall,  said  baffle  wall  being  in  contact  above,  with 
said  outer  cylindrical  wall,  and  t)eing  In  contact 
below  with  a  portion  of  said  cap,  there  being  air 
openings  in  said  outer  cylindrical  wall,  in  said 
baffle  wall,  and  in  said  globe  seating  member,  the 
openings  in  said  baffle  wall  being  positioned  in  its 
lower  portion,  the  openings  in  said  outer  cylin- 
drical wall  being  above  the  openings  in  said 
baffle  wall,  and  the  openings  in  said  skirt  por- 
tion, of  said  globe  seating  member,  being  in  the 
upper  part  of  said  skirt  portion,  above  said  font, 
resting  within  said  receptacle. 


2,015,433 

ANCHOR  PLATE  FOR  FENCE  POSTS 

Carl  W.  Meyers,  Yoanj^stown,  Ohio,  assi^mor  to 

Republic  Steel  Corporation,  Youngrstown,  Ohio, 

a  corporation  of  New  Jersey 

AppUcation  March  22,  1934,  Serial  No.  716,795 

8  Claims.     (CI.  189—29) 


1.  A  fence  post  comprising  a  metal  bar  having 
a  face  plate  provided  with  a  longitudinally  ex- 
tending depressed  portion  and  a  reinforcing  web 
projecting  at  substantially  right  angles  there- 
from, said  web  being  formed  with  a  longitudinal 
slot  in  the  lower  region  of  the  post,  and  an 
anchor  plate  positioned  in  said  slot  and  depressed 
on  each  side  thereof  to  conform  to  the  contour 
of  the  face  plate. 


2.015.434 

OIL  HOT  WATER  HEATER 

Harry  B.  Miller.  Syracuse.  N.  Y. 

.\pplication  October  27.  1933.  Serial  No.  695.491 

1  Oaim.     (CI.  122—23) 


An  oil  hot  water  heater  comprising  a  base,  a 
water  jsicketed  dome-shaped  top  on  the  base,  a 
burner  in  the  base  in  position  to  heat  the  jacketed 
top.  an  outlet  conduit  for  the  products  of  com- 
bustion extending  downward  from  within  the  top 
and  having  a  chimney  connection  below  the 
jacketed  top.  the  outlet  conduit  being  open  at 
its  side  toward  the  Inner  wall  of  the  top.  where- 
by the  products  of  combustion  passing  through 
the  outlet  come  In  heat  conducting  contact  with 
the  wall  of  the  jacket,  the  top  having  a  cold 
water  inlet  in  its  side  wall  and  a  hot  water  outlet 
In  its  top  wall,  the  outlet  conduit  for  the  products 
of  combustion  being  arranged  to  confine  the 
products  of  combustion  against  the  portion  of 
the  wall  of  the  top  adjacent  the  cold  water  in- 
let, the  greater  portion  of  the  inner  wall  of  the 
dome-shaped  top  being  exposed  to  the  products 
of  combustion  before  they  pass  through  the  out- 
let. 


2.015,435 
VEHICLE   TIMED   AUTOMATIC   TRAFFIC 

SIGNAL 

Charles  W.  Neill,  Syracuse,  N.  Y.,  assignor  to 
Crouse-Hinds  Company,  Syracuse,  N.  Y.,  a  cor- 
poration of  New  York 

Application  June  13.  1930.  Serial  No.  461,010 
7  Claims.     (CI.  177—337) 


WMi 


1.  A  traffic  signal  for  directing  traffic  at  the 
intersection  of  two  highways.  Including  signals 
normally  indicating  go  to  one  highway  and  stop 
to  the  other,  and  means  for  shifting  and  reshif ting 
said  signal  Indications  to  the  respective  highways, 
said  shifting  mechanism  including  first  and  sec- 
ond vehicle  actuated  means  located  in  one  of 
said  highways,  and  arranged  to  be  successively 
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actuated  by  traffic  approaching  the  intersection 
on  said  highway,  signal  switching  mechanism 
operable,  upon  actuation  of  the  first  vehicle  actu- 
ated means,  to  move  in  one  direction  from  initial 
position  to  reverse  said  signal  indications  and 
operable,  upon  actuation  of  the  second  vehicle 
actuated  means,  to  move  in  reverse  direction  to 
reshif  t  said  signal  indications  back  to  normal  and 
maintain  said  Indications  in  reshlfted  position  a 
predetermined  minimum  length  of  time  before 
said  signals  can  again  be  shifted  from  original 
position. 


2.015,436 

GRAVITY   FEEDER 

Bernhard  Nemes  and  Bernard  Gluck, 

New  York,  N.  Y. 

Application  March  30,  1934.  Serial  No.  718,177 

1  Claim.     kC\.  103—222) 


An  accumulator  for  oil  burners  comprising  a 
vertically  positioned  cylinder  of  considerable 
height,  a  base  in  which  said  cylinder  is  mounted, 
inlet  and  outlet  connections  in  said  base  and 
communicating  with  said  cyhnder,  a  check  valve 
in  said  inlet  cormection  preventing  fluid  from 
said  cylinder  flowing  backward  therethrough,  a 
check  valve  in  said  outlet  connection  preventing 
fluid  flowing  from  the  connection  back  into  the 
cylinder,  said  valves  positioned  in  close  proximity 
to  the  lower  end  of  the  cylinder  eliminating 
storage  of  fluid  in  said  connections,  a  piston  in 
said  cylinder,  a  closure  for  the  upper  end  of 
said  cylinder  having  a  relatively  long  bearing 
extending  upward  from  the  upper  end  of  said 
cylinder,  an  overflow  connection  for  leakage  past 
said  piston  communicating  with  the  upper  end 
of  said  cylinder  through  said  closure,  a  piston 
rod  connected  to  said  piston  and  extending  up- 
ward through  said  bearing,  said  piston  rod  being 
comparatively  smaller  than  the  piston  and  cylin- 
der, a  packing  gland  at  the  upper  end  of  said 
bearing,  a  spider  on  the  upper  end  of  said  piston 
rod  positioned  a  sufficient  distance  from  the  up- 
per end  of  the  bearing  to  permit  the  piston  to 
travel  to  the  lower  end  of  the  cylinder,  rods 
extending  downward  from  said  spider,  and 
weights  removably  supported  on  said  rods,  said 
weights  provided  in  sections  and  adapted  to  be 
removed  and  replaced  to  adjust  the  load  on  the 
piston,  said  cylinder  having  a  key  on  the  outer 
surface  thereof  corresponding  with  a  groove  In 
the  weights  to  locate  the  position  of  the  weights, 
and  said  weights  having  projections  extending 
therefrom  adapted  to  engage  a  starting  and  stop- 
p!ng  switch. 


2,015,437 

MACHINE  FOR  APPLYING  METALLIC 

FASTENERS  TO  ENVELOPES 

Abraham  Novick.  Flushing:,  N.  Y.,  assigmor  to 
United  States  Envelope  Company,  Sprinyfleld, 
Mass.,  a  corporation  of  Maine 

Application  January  11,  1933,  Serial  No.  651,193 
12  Claims.     (CI.  1—2) 


1.  In  a  machine  of  the  class  described,  the  com- 
bination with  means  for  intermittently  feeding 
a  continuous  metallic  strip  comprising  tongue  and 
prong  fasteners  connected  prong  to  prong,  means 
for  severing  flat  fastener  blanks  one  by  one  from 
said  strip,  means  for  bending  prongs  on  each  sev- 
ered blank,  and  a  movable  delivery  chute  for  the 
fasteners,  of  means  operating  in  unison  for  trans- 
ferring a  severed  flat  blank  from  the  severing 
means  for  operation  upon  by  Faid  prong  bending 
means  and  for  transferring  a  fastener  with  bent 
prongs  from  the  prong  bending  means  to  said 
chute. 


2.015.438 

TOY  STE.^M  ENGINE 

Benjamin  H.  Smith.  Bloomfield,  N.  J. 

Application  January  26,  1932.  Serial  No.  588,940 

Renewed  January  29.  1935 

8  Claims.     (CI.  219—38) 


1.  A  metallic  st^am  boiler  constituting  a  part 
of  a  toy  steam  plant  or  the  like  for  supplying 
steam  to  impel  the  same,  comprising  a  pressure- 
tight  chamber  to  hold  a  steam  generating  fluid 
and  steam  under  pressure,  a  helical  resistor  coil 
extending  through  said  chamber  having  turns 
adapted  to  be  immersed  in  said  fluid  below  its 
normal  operating  level  and  to  be  exposed  thereto, 
and  external  electric  terminal  connections  to 
the  ends  of  said  coil  insulated  from  each  other 
for  supplying  to  said  coil  electric  current  to  heat 
the  coil  and  generate  steam  from  the  fluid,  said 
terminal  connections  supporting  the  ends  of  said 
coil,  and  said  coil  being  sufficiently  rigid  to  stay 
in  position  and  prevent  conducting  contact  be- 
tween the  turns  during  movement  of  the  boiler 
chamber. 
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2.015.439 
LOADING  APPARATUS  FOR  CHUCKS 
William  D.  Schmidt,  Worcester,  Mass.,  assignor 
to  The  Heald  Machine  Company.  Worcester, 
Mass.,  a  corporation  of  Massachusetts 
Original    application    May    31.    1929.    Serial    No. 
367,449.  now  Patent   1.915.005.  dated  June  20. 
1933.     Divided  and  this  application  October  4, 
1932,  Serial  No.  636,196 

5  Claims.     (CI.  29—88.2) 


1.  In  apparatus  of  the  class  described,  a  trans- 
ferrer device  comprising  a  generally  cylindrical 
member,  flat  springs  located  in  depressions  in 
said  member,  a  connecting  device  at  one  end  of 
said  member,  whereby  said  transferrer  may 
resiliently  hold  a  plurality  of  annular  workpieces 
in  accurate  alinement  and  be  connected  to  a 
member  in  a  chuck  and  a  handle  at  the  opposite 
end  of  said  member. 


2.015,440 

FINISHING   OF   ARTIFICIAL  LEATHER 

Milton  O.  Schur  and  Benjamin  G.  Hoos,  Berlin, 

N.   H.,    assignors    to   Brown   Company.   Berlin, 

N.  H.,  a  corporation  of  Maine 

AppUcation  April   11.  1932,   Serial  No.  604,644 

4aaims.     iCl.  41— 33) 


1.  A  method  which  compri-es  spraying  a  non- 
aqueous printing  Ink  on  a  transfer  paper  to  form 
a  film  thereon,  spraying  a  latex-and-glue  mix- 
ture on  said  film  to  deposit  a  skin  thereon,  dry- 
ing said  film  and  skin,  insolubllizing  the  glue  con- 
tent and  vulcanizing  the  rubber  content  of  said 
skin,  superposing  said  preformed  skin  and  film 
under  heat  and  pressure  while  carried  by  said 
paper  backing  on  a  rubber-impregnated  fibrous 
foundation  to  cau-e  a  bonding  of  said  skin  and 
film  to  said  foundation,  and  removing  said  paper 
backing. 


2.015.441 
FINISHING   OF   ARTIFICIAL  LEATHER 
Milton  O.  Schur  and  Benjamin  G.  Hoos.  Berlin, 
N.   H..   assignors   to   Brown    Company.   Berlin, 
N.  H..  a  corporation  of  Maine 
Application  January  27,  1933.  Serial  No.  653.854 
14  Claims.      (CI.  91—68) 
9.  A  method  of  finishing  artificial  leather  com- 
prising a  rubber-impregnated  felted  fibrous  base, 
which  comprises  applying  to  the  surface  of  such 
leather  a  skin  comprising  a  primary  coat  contain- 


ing latex.  Rlue.  and  glycerine  and  a  secondary 
coat  containing  glue  and  glycerme  while  restrict- 
ing said  skin  to  a  thickness  ranging  from  about  6 


to  18  grams  per  square  foot,  and  tanning  the  glue 
content  of  said  coats  carried  by  said  artificial 
leather. 

2,015.442 
BEACON  LIGHT 

Abraham  Sprung.  New  York,  N.  Y. 

Application  November  20.  1934.  Serial  No.  753,830 

5  Claims.     (CL  240—11.4) 


2.  In  a  beacon  light,  a  rectangular  continuous 
reflecting  device  having  each  of  its  sides  in  the 
shape  of  an  elongated  concave  reflector,  each  re- 
flector comprising  two  similar  sections  removably 
clamped  together  along  the  longitudinal  center 
line  of  the  reflector,  both  of  said  sections  re- 
flecting light  in  the  same  general  direction,  and  a 
continuous  luminous  tube  encircling  the  rectan- 
gular reflecting  device,  said  tube  being  positioned 
at  the  foci  of  the  reflectors. 

2.015,443 
DRY  CLEANING  APPARATUS 

Frederick    Guy    Still.    Hatton    Garden,    London. 
England,  assignor  to  W.  M.  Still  &.  Sons.  Lim- 
ited, London,  England 
Application  March  30,  1934.  Serial  No,  718.161 
In  Great  Britain  January  18,  1934 
1  Claim.     (CL  68—18) 


Dry  cleaning  apparatus  of  the  kind  compris- 
ing a  clothes-containing  basket  mounted  to  be 
movable  about  a  horizontal  axis  within  a  liquid- 
containing  casing  wherein  th^  basket  has  longi- 
tudinally extending  perforated  zones  in  Its  cir- 
cumferential wall  separated  by  imperforate  por- 
tions of  the  wall  and  has  Imperforate  clothes- 
lifting  plates  extending  radially  Inwards  from 
said  imperforate  portions  and  terminating  short 
of  the  axis  of  the  basket,  whereby  the  clothes 
can  slip  off  the  plates  into  the  liquid  in  the  bot- 
tom of  the  basket. 
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2.015.444 

AEROPLANE 

Frank  Tupta.  Cleveland.  Ohio 

Application  August  12,  1932.  Serial  No.  628,493 

7  Claims.     (CL  244—29) 


2.  In  an  aeroplane,  a  fuselage  having  a  bottom 
cavity  intermediate  of  its  ends,  a  wing  pivoted  In 
the  sides  of  said  fuselage,  normally  withdrawn 
Into  said  cavity  and  provided  with  a  central  por- 
tion, said  central  portion  being  positioned  when 
opened  to  serve  as  a  drag  for  said  plane. 


2,015.445 
PROCESS  OF  AND  APPARATUS  FOR   SHAP- 
ING SHEET  RLTBBER  OR  THE  LIKE 
John    M.   Bierer,   Newton,   and   George   E.    Apcl, 
Belmont.   Mass.,   assignors    to    Boston    Woven 
Hose  and  Rubber  Company,  Cambridge,  Mass., 
a  corporation  of  Massachusetts 
Application  December  18,  1934.  Serial  No.  758.052 
19  Claims.     (CI.  18 — 4) 


« « " 


n      „  — 


1.  A  method  of  shaping  sheet  rubber  or  the 
like,  consisting  of  bending  an  edge  portion  of  the 
sheet,  pulling  it  through  a  passage  confining  said 
portion  to  the  desired  size  and  shape,  and  per- 
manently setting  it  to  said  size  and  shape  by  the 
application  of  heat  thereto  as  it  is  pulled  through 
said  passage. 


2.015.446 
STABLE  DI-CALCIUM  SILICATE  REFRAC- 
TORY COMPOSITION 
Arthur   Tregoning    Cape   and    Kiel   B.    Bowman, 
Massillon.   Ohio,    assignors,   by    mesne   a.ssign- 
ments.  to  Republic  Steel  Corporation,  Youngs- 
town.  Ohio,  a  corporation  of  New  Jersey 
No  Drawing.    Application  March  9,  1931, 
Serial  No.  521.383 
3  Claims.     (CI.  106—9) 
1.  A    stabilized    silicate    refractory    substance 
containing  between  about  65  7r  and  95%  of  lime, 
silica  combined  with  a  portion  of  the  lime  In  the 
form  of  di-calcium  silicate  and  between   about 
^2%  and  10%  of  a  phosphate  capable  of  stabiliz- 
ing the  dl-calcium  silicate. 


2.015,447 
METALLIC  FRAME 

Martin  Esser,  Cleveland,  Ohio,  assignor  to  John 

Harsch  Bronze  Foundry  Co..  Cleveland,  Ohio,  a 

corporation  of  Ohio 

Application  July  21,  1933.  Serial  No.  681,489 
8  Claims.     'CI.  189—75) 

1.  In  a  frame  assembly  of  the  class  described, 
a  marginal  rail  having  a  longitudinal  slot  therein, 
a  plate  for  anchoring  the  rail  to  a  wall  mounted 
for  lateral  adjustment  within  said  slot,  a  rib  upon 
said  plate  disposed  to  limit  the  outward  adjust- 

458  0.  O.— 52 


ment  thereof,  and  means  to  lock  the  plate  in  its 
outwardly  adjusted  position  in  engagement  with 


the  wall  of  the  building  In  which  the  door  or  win- 
dow is  to  be  installed. 


2,015,448 
WINDOW  SASH  CONSTRUCTION 
Martin  Esser,  Cleveland,  Ohio,  assignor  to  John 
Harsch  Bronze  Foundry  Co.,  Cleveland,  Ohio,  a 
corporation  of  Ohio 

Application  July  21,  1933,  Serial  No.  681.490 
6  Claims.     (CI.  189—67) 


1.  A  window  comprising  a  frame,  side  rails,  a 
frame  top  rail,  spaced  parallel  ribs  formed  In 
said  top  rail  and  having  sealing  surfaces  lying  in 
an  upwardly  Inclined  plane,  a  sash  pivotally  and 
reciprocably  mounted  upon  said  side  rails  and 
having  an  upper  rail  coacting  with  said  top  rail 
to  form  a  complete  sealed  frame  member  when 
the  sash  is  closed,  fianges  in  the  upper  rail  of 
said  sash  having  upwardly  inclined  sealing  sur- 
faces disposed  for  abutting  engagement  with  the 
sealing  surfaces  of  said  ribs  when  the  sash  is  os- 
cillated into  its  closed  position  and  a  depending 
flange  in  said  frame  top  rail  disposed  to  overlie 
the  abutting  surfaces  of  the  outer  engaging  rib 
and  flange,  said  frame  top  rail  being  formed  with 
an  arcuate  groove  in  the  face  thereof  to  permit 
oscillatory  movement  of  the  sash. 


2,015.449 

FLUID  PRESSI'KE  ACTI'ATED  DEVICE 

Frederick  G.  Folberth  and  William  M.  Folberth, 

Cleveland.  Ohio 
Application  January  11.  1932.  Serial  No.  585,818 
14  Claims.     (CI.  192 — 13) 
1.  The  combination  with  fluid  pressure  actu- 
ated brake  mechanism  having  a  control  valve,  of 
fluid  pressure  actuated  means  for  imparting   a 
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closing  movement  to  said  valve  after  its  initial 
opening  movement  and  fluid  pressure  actuated 


means  for  resisting  further  opening  movement  of 
said  valve. 


2.015.450 

AUTOMOTIVE  VEHICLE  CONTROL 

APP4RATL'S 

Frederick  G.  Folberth  and  William  M.  Folbcrth, 

Cleveland,  Ohio 

ApplicaUon  May  17.  1932,  Serial  No.  611,854 

12  Claims.     iCL  121—38) 


1.  In  a  valve  for  controlling  the  connections 
between  a  brake  actuating  cylinder  and  a  source 
of  fluid  pressure,  a  closure  member,  a  movable 
seat  adapted  to  engage  said  closure  member,  said 
seat  being  secured  to  a  relatively  flexible  dia- 
phragm, means  for  supporting  said  relatively 
flexible  diaphragm  at  the  outer  periphery  thereof 
and  a  relatively  inflexible  disc  member  supported 
at  its  outer  periphery  adjacent  to  and  on  one 
side  of  said  relatively  flexible  diaphragm. 


2,015.451 

APPARATUS  FOR  CH.^RGING  FURNACES 

Emil  Gerlach,  Dusseldorf,  Germany,  assigrnor  to 

Oemair-Elektrostahl,      Gesellschaft     mit      be- 

schrankter  Haftung,  Dusseldorf,  Germany 

Application  July  29.  1933.  Serial  No.  682.762 

In  Germany  Au«rust  6,  1932 

4  Claims.     (CI.  214—18) 


1.  A  container  for  introducing  charges  Into 
furnaces,  and  more  particularly  electric  arc  fur- 
naces, from  above,  the  furnace  cover  plate  being 
removed,  comprising  a  hollow,  open-ended  body, 
and  a  closure  member  or  base  consisting  of  a  plu- 
rality of  flexible  and  deformable  strips  of  metal 
connected  to  the  lower  edge  of  the  body  and  of  a 


length  such  that  the  free  ends  of  oppositely  dis- 
posed strips  may  meet,  and  means  for  releasably 
securing  together  the  free  ends  of  the  said  strips 
for  the  support  by  the  strips  of  the  charge  in  the 
container,  the  said  means  releasing  the  strips  one 
from  the  other  when  the  container  is  within  the 
furnace  and  the  said  strips  being  withdrawn  from 
beneath  the  charge  without  disturbance  of  the 
charge  on  the  withdrawal  from  the  furnace  of  the 
container. 

2,015.452 
MECHANISM  FOR   REMOVING  BURRS 
FROM  TUBES.  ETC. 
David  E.  Jenkins  and  Frank  J.  Schaeffer.  Youngrs- 
town,  Ohio,  assignors  to  Republic  Steel  Corpo- 
ration, Youngstown,  Ohio,  a  corporation  of  New 
Jersey 

Application  July  15.  1933,  Serial  No.  680,546 
11  Claims.     (CI.  90—24) 


1.  In  a  mechanism  for  removing  the  burr  from 
the  welded  seam  of  a  traveling  pipe,  a  cutting 
tool  and  a  pivotal  support  therefor,  means  en- 
gageable  with  the  support  and  operative  to  urge 
the  tool  to  a  position  above  its  cutting  position, 
and  means  cooperative  with  the  support  and  en- 
gageable  with  the  pipe  to  hold  the  tool  in  cutting 
position,  whereby  when  a  length  of  pipe  clears 
the  burr-removing  mechanism  the  tool  moves  out 
of  cutting  position  to  provide  clearance  for  the 
end  of  an  incoming  length  of  pipe. 

2.015.453 
SHOCK   ABSORBER 
Carl  H.  Kindl  and   Edwin   F.  Rossman.  Dayton, 
Ohio,  assignors,  by  mesne  assignments,  to  Gen- 
eral   Motors    Corporation,    Detroit,    Mich.,    a 
corporation  of  Delaware 

AppUcaUon  June  21,  1933.  Serial  No.  676,776 
15  Claims.     (CI.  188 — 88) 


rjti^-^ 


15.  A  hydraulic  shock  absorber  adapted  to  re- 
sist the  movement  between  two  relatively  mov- 
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able  members;  means  for  circtriating  fluid; 
spring-loaded  fluid  flow  control  devices;  a  stor- 
age chamber  for  receiving  and  storing  fluid  un- 
der pressure;  pressure  actuated  means  for  adjust- 
ing the  spring  pressure  on  certain  of  said  fluid 
flow  control  devices;  and  means  rendered  effective 
by  accelerations  in  the  movement  of  the  rela- 
tively movable  member  to  which  the  shock  ab- 
sorber is  attached  to  connect  the  control  device 
adjusting  means  with  the  storage  chamber. 


2.015.454 
LOCKING  DEVICE 
William  H.  Maynard,  Winooski,  Vt.,  assignor  to 
Porter  Screen  Company,  Winooski,  Vt.,  a  cor- 
poration of  Vermont 
Application  October  6,  1933.  Serial  No.  692,503 
38  Claims.    (CL  156 — 38) 


1.  In  an  extensible  structure  comprising  sec- 
tions relatively  movable  for  adjustment  as  to  size, 
one  of  said  sections  having  a  groove,  a  locking 
device  mounted  for  pivotal  movement  between 
the  sections  and  having  a  locking  part  adapted 
to  secure  said  sections  against  relative  move- 
ment, said  locking  device  being  movable  to  an 
unlocked  position  wherein  the  locking  part  is 
slidably  disposed  in  said  grocr\'e. 


2.015,455 

APPARATUS  FOR  PACKING  FRUIT 

Edward  F.  Meer,  Monrovia.  Calif. 

Original    application    June    24,    1929,    Serial   No. 

373.098.     Divided  and  this  application  May  18, 

1931,  Serial  No.  538,174 

11  Claims.     (CI.  100—57) 


^•    ^^  f 


11.  In  a  cover  pressing  device  the  combination 
of:  a  nailing  table  adapted  to  receive  a  box; 
cover  pressing  means  mounted  to  engage  op- 
posite ends  of  a  cover  placed  over  said  box;  means 
for  causing  relative  vertical  movement  between 
said  table  and  said  cover  pressing  means  to  press 
said  cover  onto  said  box  in  position  for  nailing 
thereto:  a  gathering  member  mouted  for  move- 
ment inwardly  to  engage  produce  overlying  a  wall 
of  said  box  and  shift  said  produce  bodily  and 
completely  Inwardly  from  over  said  wall,  said 
gathering  member,  while  engagmg  the  product 


to  said  gathering  operation,  traveling  along  a 
substantially  horizontal  path  extending  inwardly 
over  said  vertical  wall  a  close  distance  thereabove, 
said  gathering  member  while  engaging  said  prod- 
uce, having  not  more  than  a  relatively  slight 
vertical  movement  relative  to  said  box  and  In  its 
inwardmost  position  entirely  overlying  said  wall; 
and  means  for  automatically  actuating  said 
gathering  member  as  aforesaid,  in  timely  relation 
with  said  vertical  movement  so  that  the  gather- 
ing movement  of  said  gathering  member  is  com- 
pleted before  the  lid  is  brought  forcibly  down- 
wardly against  the  produce. 


2,015,456 
WINDOW  LATCH 

Adrien  R.  Mellor,  Beaamont,  Calif. 

Application  August  10,  1933,  Serial  No.  684,574 

1  Claim.     (CI.  292—169) 


P 


1 


A  latch  member,  comprising  a  housing  having 
an  end  wall  provided  witii  an  opening  for  the 
entrance  of  a  keeper  stud,  a  latch  plate  slidably 
mounted  on  said  end  wall  and  over  said  opemng, 
and  having  an  opening  therein  to  aline  with  the 
opemng  in  the  wall,  an  angularly  related  flange 
on  said  plate,  an  expansible  spring  engaging  said 
flange  to  normally  hold  the  plate  in  latching 
position,  a  partition  in  said  housing  having  an 
offset  providing  a  shoulder  to  engage  said  flange 
and  limit  the  movement  of  said  plate  to  latching 
position,  a  shaft  rotatably  mounted  in  said  parti- 
tion and  end  wall,  and  a  cam  on  said  shaft  to 
engage  the  latch  plate  and  move  it  against  the 
tension  of  said  spring  with  the  opening  therein 
alined  with  the  opening  in  the  end  wall. 


2,015,457 

PROCESS  FOR  M.\NT'FACTniING  A  RELIEF 

BY  THE  AID  OF  PHOTOGRAPHY 

Isao  Morioka,  Meguro-Ku,  Tokyo,  Japan 

Application  February  20,  1933,  Serial  No.  657,721 

In  Japan  March  2,  1932 

3  Claims.     (CI.  41-25) 


1.  A  process  for  the  manufsicture  of  a  relief  of 
an  object  comprising  projecting  a  large  number 
of  line  shadows  upon  the  object,  at  which  object 
the  angle  is  acute  between  the  direction  of  a  pro- 
jecting light  and  the  axis  of  the  lens  of  a  camera, 
making  a  plurality  of  sheets  of  pictures  of  said 
object  with  the  line  shadows  projected  thereon, 
cutting  each  of  said  sheets  along  a  series  of  non- 
successive  lines,  separated  by  a  predetermined 
number  of  spaces,  each  number  of  the  series  along 


794 


OFFICIAL  GAZETTE 


September  24,  II 


which  one  sheet  is  cut  being  one  space  from  the 
corresponding  number  of  the  series  next  to  that 
series  and  assembling  and  binding  together  the 
strips  thus  obtained  in  the  original  order  of 
curved  lines. 

2.015.458 

MINE  DOOR  STRUCTURE 

Boyd  Mallins  and  Arthur  Randolph  Brown, 

Keystone,  W.  Va. 

AppUcation  September  5.  1934.  Serial  No.  742.842 

6  CUims.     (CI.  24&— 304) 


1.  In  a  structure  of  the  class  described,  a  fixed 
vertical  support,  a  sleeve  mounted  for  oscillation 
on  said  support,  a  door  attached  to  said  sleeve, 
bumpers  on  said  door,  said  sleeve  being  provided 
with  headed  studs,  a  guide  arm  having  yoke  mem- 
bers pivotally  connected  with  said  studs  to  cause 
the  arm  to  swing  in  a  horizontal  plane  and  to 
allow  it  to  have  vertical  movement  as  well,  said 
arm  b?:ng  provided  with  an  anti-friction  roller, 
and  a  pair  of  relatively  stationary  guide  rails  with 
which  said  roller  cooperates. 


2.015.459 
TIRE  AND  METHOD  OF  MAKING  THE  SAME 

Alvin  J.  Mosselman.  Cayahofa  Fails.  Ohio 

Application  September  5.  1933.  Serial  No.  688,232 

18  Claims.     (CI.  154—14) 


15.  The  method  of  building  a  tire  which  com- 
prises forming  a  carcass  embodying  a  cord  fab- 
ric, and  subjecting  the  carcass  to  inflation  so 
controlled  as  to  effect  compensated  contraction 
of  its  rim-engaging  periphery  and  expansion  of 
its  tread  portion  to  the  desired  size. 


2.015.460 
INDEX  DE\^CE 
Benjamin  G.  Rand,  North  Tonawanda.  and  Ells- 
worth G.  Layer,  Kenmore,  N.  Y.,  assigrnors  to 
Remington  Rand  Inc..  Buffalo.  N.  Y. 
Application  April  12,  1932,  Serial  No.  604.808 
16  Claims.     (CI.  12»— 16) 


file  tray  for  receiving  and  supporting  said  frame 
members  on  edge,  and  means  in  said  tray  pivot- 
ally  receiving  and  holding  the  lower  ends  of  said 
frame  members  In  predetermined  spaced  relation 
relative  to  each  other  and  operable  to  vary  the 
spacing  between  said  frame  members 


2,015.461 
PAPER  FASTENER 

Benjamin   G.    Rand.    North    Tonawanda,   N.   Y. 

assig^nor  to  Remington  Rand  Inc..  Buffalo.  N.  Y. 

Application  April  6.  1934.  Serial  No.  719,263 

4  Claims.     (CI.  24—153) 


1.  In  a  filing  device,  a  series  of  frame  members 
for  supporting  a  plurality  of  index  elements,  a 


1.  In  a  paper  fastener,  a  keeper  formed  of  a 
relatively  long  and  narrow  strip  of  stiff  sheet 
material,  said  strip  being  formed  in  each  end 
portion  with  a  transverse  prong  receiving  slot, 
an  opening  formed  in  one  end  of  said  strip  be- 
tween the  end  and  the  prong  receiving  slot,  and 
a  resiliently  flexible  cover  strip  pivoted  at  one 
end  to  the  opposite  end  of  said  keeper  strip 
and  having  the  free  end  engageable  in  said  open- 
ing by  flexing  said  cover  strip  to  engage  said 
free  end  in  said  opening,  said  cover  strip  coop- 
erating with  said  keeper  to  retain  prongs  in  sub- 
stantial contact  with  the  face  of  the  keeper. 


2.015,462 

MACHINE  FOR   HOT-FORGING.   PRESS  AND 

DIE-CASTING  OF  METALS 

Bruno  Saclia,  Vienna,  Austria,  a-ssitrnor  to  Nathan 

Forcings    and     Machining    Corporation,    New 

York.  N.  Y.,  a  corporation  oi  New  York 

Application  November  2,  1934.  Serial  No.  751.120 

In  Austria  July  28.  1933 

6  Claims.     (CI.  29 — 33) 


1.  The  process  of  making  metal  articles  by 
successive  die  casting  and  hot  pressing  comprising 
the  steps  of  maintaining  complemental  dies  under 
closing  pressure  with  a  removable  spacing  ele- 
ment between  said  dies,  injecting  molten  metal 
into  said  mold  members  under  pressure,  opening 
said  dies  after  the  metal  has  solidified  and  while 
still  at  a  temperature  suitable  for  hot  pressing, 
removing  the  spacing  element,  and  compressing 
said  casting  by  subjecting  the  dies  to  hydraulic 
pressure. 

6.  An  apparatus  of  the  kind  descril>ed  com- 
prising a  frame,  an  upper  and  a  lower  cylinder 
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carried  thereby,  a  piston  In  each  cylinder  operable 
by  hydraulic  pressure,  a  table  fixedly  carried  by 
said  frame,  said  table  having  a  vertical  passage 
therethrough,  the  lower  piston  having  a  piston  rod 
entering  said  passage,  a  lower  mold  member  fixed 
on  said  table  and  having  a  passage  in  registry 
with  the  passage  in  .said  table,  the  upper  piston 
having  a  piston  rod  projecting  downwardly  from 
said  upper  cylinder,  a  complemental  upper  mold 
member  carried  by  said  upper  piston,  and  means 
whereby  the  cavity  of  said  mold  members  may  be 
enlarged  during  the  casting  operation  and  re- 
duced at  the  completion  of  the  castmg  operation, 
thereby  permitting  the  use  of  said  dies  for  a  hot 
pressing  operation  immediately  upon  completion 
of  the  castmg  operation. 


2.015.463 
PRESSER-FOOT  FOR   SEWING  MACHINES 

Rudolph   J.    Sailer,  Townley,   N.   J.,   assignor   to 
The    Singer    Manufacturing    Company,    Eliza- 
beth. N.  J.,  a  corporation  of  New  Jersey 
ApplicaUon  July  26.  1933.  Serial  No.  682.170 
9  Claims.     (CI.  112—235) 


1.  A  presser-foot  for  sewing  machines,  com- 
prising a  shank,  a  rigid  sole-portion  carried 
thereby  and  having  an  upturned  toe  at  its  front 
end,  a  second  sole-portion  also  carried  by  said 
shank  and  hinged  to  the  rigid  sole-portion  for 
movement  about  an  axis  extending  from  front 
to  rear  of  the  rigid  sole-portion,  and  means  for 
adjusting  said  second  sole-portion  to  different  an- 
gular positions  relative  to  said  rigid  sole-portion. 


2,015.464 

SEPARATOR 

Eugene  Camille  Saint-Jacques,  Paris.  France 

AppUcation  July  26,  1934.  Serial  No.  737.033 

In  France  August  10.  1933 

1  Claim.     (CI.  183—83) 


Distribution  device  for  cyclones,  separators 
turbulence  furnaces,  and  like  apparatus,  compris- 
ing in  combination  a  cylindrical  chamber,  a  con- 
duit opening  tangentially  into  said  chamber  ad- 
jacent the  top  thereof  for  the  introduction  of  the 
mixture  Into  the  apparatus,  an  inverted  cone  di.s- 
posed  about  the  same  axis  as  the  cylindrical 
chamber  and  having  its  base  connected  to  the 


open  base  of  the  cylindrical  chamber,  an  open- 
ing at  the  bottom  of  said  inverted  cone  for  the 
removal  of  the  particles  of  the  mixture,  a  right 
cone  in  the  interior  of  the  cylindrical  chamber 
with  its  base  approximately  at  the  half  height  of 
the  said  chamber,  an  opening  at  the  apex  of  the 
right  cone,  an  outlet  conduit  connected  to  said 
op  ning  through  which  the  gaseous  fluid  of  the 
mixture  may  be  discharged,  and  vanes  between 
the  base  of  the  right  cone  and  the  wall  of  the  cylin- 
drical chamber,  said  vanes  being  curved  down- 
wardly and  inwardly  towards  the  axis  of  the  cylin- 
drical body  in  the  same  direction  of  rotation  as 
that  of  the  incoming  mixture. 


2.015,465 

CLOSURE    FOR   METAL   CONTAINERS 

George  W.  Todd,  Youngstown.  Ohio,  assignor  to 

The  Petroleum  Iron  Works  Company  of  Ohio, 

Sharon.  Pa.,  a  corporation  of  Ohio 

Application  November  13.  1930.  Serial  No.  495,476 

1  Claim.     (CI.  220— 39) 


The  combination  of  a  plug  fitting  and  a  plug 
having  threaded  engagement  therewith,  the  plug 
and  fitting  presenting  abrupt  annular  shoulders 
to  cooperate  with  an  interposed  sealing  disk  to  be 
compressed  in  the  threaded  action  of  the  plug, 
the  fitting  having  an  annular  part  extending  be- 
yond the  outer  plain  surface  of  the  plug  when 
the  latter  is  seated,  the  inner  margin  of  the  ex- 
tended portion  of  the  fitting  having  a  recessed 
portion  arranged  wholly  beyond  the  peripheral 
margin  of  the  plug,  a  sealing  disk  seated  in  said 
recess  and  bearing  on  the  plain  outer  surface  of 
the  plug,  a  cap  overlying  and  bearing  through- 
out on  the  surface  of  the  letter  sealing  disk  and 
having  edge  interlocking  with  the  outer  surface 
of  the  fitting,  and  a  ring  bearing  on  the  cap  and 
overlying  and  interlocking  with  the  cap  in  that 
portion  engaged  with  the  fitting. 


2.015.466 
ICE  TRAY  RELEASE  MECHA^^SM 
Jens  Touborg  and  Aage  M.  Jacobsen,  Greenville, 
Mich.,  assignors  to  Gibson  Electric   Refriger- 
ator Corporation.  Greenville,  Mich.,  a  corpora, 
tion  of  Michigan 
Application  April  5.  1935.  Serial  No.  14,900 
6  Claims.     (CI.  62—108.5) 


-'■«■    /j>- 


1.  Apparatus  of  the  character  described,  in- 
cluding ;  a  shelf  adapted  to  lie  within  the  freezing 
zone  of  a  refrigerator,  said  shelf  having  a  sub- 
stantially plane  upper  surface  adapted  to  support 
an  ice  tray;  means  for  maintaining  the  front  end 
of  said  tray  in  substantial  alignment  with  the 
front  end  of  said  shelf;  and  an  apron  depending 
from  the  front  edge  of  said  shelf,  said  apron 
being  pivotally  mounted  on  said  shelf  and  having 
a  portion  adapted  to  engage  the  front  end  of  said 
tray  upon  movement  of  said  apron,  whereby 
movement  of  said  apron  lifts  the  front  end  of  .'^aid 
tray  from  contact  with  said  shelf. 
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2.015.467 

FILTERING  OR  STRAINING  APPARATUS 

WiUiam  Robert  Beldam.  London,  England 

Application  February  23.  1933.  Serial  No.  658.173 

In  Great  Britain  March  2.  1932 

11  Claims.     (CI.  210— 167) 


1.  Fluid  filtering  or  straining  apparatus  of  the 
kind  specified,  comprising  a  straining  chamber,  a 
atxaining  medium  within  said  chamber  through 
which  medium  the  fluid  normally  flows  in  one 
direction,  and  a  pump  of  the  oscillatory  vane  type 
disposed  within  said  chamber  for  pumping  fluid 
through  said  straining  medium  in  the  reverse  di- 
rection and  consisting  of  a  vane  oscillatable  in 
relation  to  a  second  vane. 


2.015,46S 

CARBON  PILE  REGULATOR 

Arthur    James    Stephen    Brown,    Bromley,    and 

Aubrey   Laurence  Ash,  Thorpe   Bay.  England. 

assignors    to    J.    Stone    &    Company    Limited. 

Deptford.    England,    a    corporation    of    Great 

Britain 

ApplicaUon  October  4.  1934.  Serial  No.  746.89« 

In  Great  Britain  July  28.  1933 

7  Claims.     (CI.  171— 229) 


^..^--Mt  Ssr 
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2.015.469 
CONCEALED    ANTI8IPHON    LAVATORY    AND 

SINK  TRAP 

James  F.  Church.  Winthrop.  Maine 

AppUcaUon  August  16.  1934.  Serial  No.  740,156 

1  Claim.     (CI.  182—7) 


los    Ji 


1.  Elect.-o-magnetic  regulator  adapted  for  reg- 
ulating In  different  ways  at  different  stages  of 
the  regulation,  comprising  a  single  carbon -pile 
resistance,  two  magnet  systems  having  inde- 
pendent excitation  windings  and  independent  ro- 
tors, spring  systems  respectively  connected  with 
the  said  rotors  and  matched  with  and  opposing 
the  said  magnet  systems,  and  Independent  pres- 
sure-controlling means  for  the  said  resistance 
each  operatively  connected  with  one  of  the  said 
rotors  and  each  engageable,  one  at  a  time,  with 
said  carbon-pile  resistance  for  the  sole  control  of 
the  said  resistance  over  one  stage  of  the  regula- 
tion. 


A  trap  of  the  class  described  adapted  to  be 
located  in  a  wall  having  a  chamber  member,  an 
inlet  pipe  for  said  chamber  member  communi- 
cating therewith  adjacent  the  base  of  the  cham- 
ber member,  an  outlet  pipe  for  said  chamber 
member  communicating  therewith  at  substan- 
tially the  top  of  the  chamber  member,  said  inlet 
pipe  having  a  portion  extending  forwardly  for 
connection  to  a  drain  from  a  sink  or  the  like,  said 
chamber  having  a  drain  plug  device  extending 
forwardly  therefrom  adjacent  its  base,  said  inlet 
pipe  and  drain  plug  device  opening  in  substan- 
tially the  same  plane  at  the  front  of  the  trap, 
said  parts  being  in  one  piece,  and  external  screw- 
threads  on  the  terminals  of  each  of  said  pipes. 

2.015.479 

MASONRY  STRUCTURE  WITH  JOINTS 

Edwin  B.  Gates.  Mertztown,  Pa.,  assignor  to  The 

Atlas  Mineral  Products  Company.  Mertitown, 

Pa.,  a  corporation  of  Pennsylvania 

Application  June  9.  1933.   Serial  No.  675.050 

8  Claims.      (CI.  72—14) 


6  The  method  of  constructing  a  corrosion  re- 
sistant brick  structure,  which  structure  comprises 
building  units  of  a  plurality  of  bricks  primed  with 
adhesive  cement  and  separated  by  resilient  strips 
of  resilient  material,  assembling  a  plurality  of 
said  units  and  separating  strips  of  resilient  ma- 
terial to  provide  an  expansion  joint  extending 
through  the  structure,  and  completing  the  struc- 
ture from  bricks  set  in  rigid  cement. 

2.015.471 
PLANT  PROTECTOR 
John   W.    Genult,    Huntington    Park,   Calif.,    as- 
signor to  California  Fruit  Wrapping  Mills.  Inc., 

Pomona.  Calif.  »«^  «,• 

Application  July  25.  1934.  Serial  No.  736,916 

4  Claims.     (CI.  47— 26) 

1    As  a  new  article  of   manufacture,  a  plant 
protector  comprising  a  spirally  rolled  sheet  of 
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tough  stock  paper  of  wide  width  adapted,  when 
unrolled,  to  be  extended  longitudinally  of  a  row 
of  plants  at  one  side  thereof  with  one  long  edge 
of  the  sheet  resting  upon  the  ground,  and  to  one 
side  of  which  sheet,  linear  reinforcing  strips  of 
flexible  non-metallic  material  are  secured  in  posi- 
tions to  protect  the  long  edges  of  the  strip,  and 
means  for  anchoring  the  sheet  to  a  propping 


structure  when  the  sheet  is  unrolled  and  extended 
in  the  manner  aforestated,  and  comprising  lengths 
of  flexible  material,  each  having  an  end  secured 
between  the  sheet  and  an  adjacent  one  of  the  re- 
inforcing strips  and  an  end  projecting  from  the 
adjacent  long  edge  of  the  sheet  a  sufflcient  dis- 
tance to  enable  same  to  be  tied  to  the  propping 
structure.  

2.015.472 
LOOP-TAKER  FOR  SEWING  MACHINES 
Herbert  J.  Goosman,  Elizabeth.  N.  J.,  assignor  to 
The    Singer    Manufacturing    Company,    Eliza- 
beth, N,  J.,  a  corporation  of  New  Jersey 
AppUcaUon  October  10,  1933.  Serial  No.  692,934 
22  Claims.     (CI.  112—228) 


I  A  circularly  movable  loop- taking  means  for 
sewing  machines  includ  ng  a  cup-shaped  body 
provided  with  an  annular  raceway  radially  yield- 
able  to  undue  obstructions  during  the  operation 
of  the  sewing  machine,  and  a  thread -carrying 
element  journaled  in  said  raceway. 


2.015.473 

BAG  AND  SACK  CLOSING  DEVICE 

Gilbert  Hankel.  Grant.  Nebr. 

Application  April  12.  1934.  Serial  No.  720.339 

3  Claims.      (CI.  150—6) 


members  adapted  tx)  be  mounted  In  the  mouth 
of  a  bag  and  capable  of  moving  to  a  pKJsition  to 
op)en  or  close  the  mouth  of  a  bag,  a  pin  carried 
by  one  of  said  members,  an  eccentric  locking  de- 
vice engaging  said  pin  for  drawing  the  members 
to  a  closed  p>osition,  and  guiding  means  carried 
by  one  member  and  engaging  said  pin  for  holding 
said  pin  and  members  against  lateral  shifting 
movement  and  in  contact  with  said  cam  locking 
member  as  the  eccentric  locking  device  draws 
said  pin  and  members  to  a  closed  position. 


2,015.474 
INDICATING  INSTRUMENT 
Howard    J.     Hartley,    Lansdale.    and    Emerson 
Aschenbach.     Sellersville,     Pa.,     assignors     to 
United    States    Gauge    Company,    New    York, 
N.  Y..  a  corporation  of  Pennsylvania 
AppUcation  May  3.  1934.  Serial  No.  723,750 
12  Claims.     (CI.  171—95) 


5.  In  an  electrical  Indicating  instrument;  a 
plurality  of  axially  aligned  colls,  a  pointer  system 
having  an  armature  adapted  to  rotate  within  said 
coils,  means  for  continuously  energizing  one  of 
said  coils  to  produce  magnetic  lines  of  force  to 
influence  said  armature,  means  to  variably  ener- 
gize another  of  said  coils  to  oppose  the  influence 
of  said  continuously  energized  coil,  said  armature 
having  a  plurality  of  arms  arranged  at  an  angle 
to  each  other,  whereby  said  continuously  ener- 
gized coll  exerts  a  greater  influence  on  said  arma- 
ture at  the  zero  position  of  said  pointer  system 
and  said  variably  energized  coil  exerts  a  greater 
influence  on  said  armature  at  the  full  position 
of  said  pointer  system. 


2.015.475 
SPECTACLE  GOGGLES 
Max  Helfenstein,  Lucerne.  Switzerland,  assignor 
to    Schwelzerische   Unfallversicheruncsanstalt, 
Lucerne.  Switzerland 

Application  May  21.  1934.  Serial  No.  726.797 

In  Switzerland  February  14.  1934 

5  Claims.     (CL  2 — 14) 


1.  A  bag  closing  device  of  the  clsiss  described 
comprising   a   plurality   of   pivotally   cormected 


1.  In  spectacle  goggles  in  combination  eye  cups 
of  compressed  material,  the  rearward  edge  of 
each  of  said  eye  cups  being  curved  to  conform  to 
the  part  of  the  face  of  the  wearer  against  which 
said  rear  edge  comes  to  bear,  an  outwardly  pro- 
jecting bead  on  said  edge  providing  a  broadened 
bearing  surface  for  the  respective  eye  cup,  a 
groove  provided  in  the  side  wall  of  each  eye  cup, 
said  side  walls  each  having  a  laterally  exteriorly 
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disposed  notch  for  the  reception  of  the  ear  straps 
of  correcting  eye  glasses  as  well  as  a  recess  sit- 
uated above  said  notch  and  extending  to  the 
bottom  of  said  groove,  a  wire  frame  received  in 
said  grooves  and  detachably  interconnecting  said 
eye  cups,  lateral  staples  provided  on  said  wire 
frame,  and  an  elastic  fastening  band  for  secur- 
ing the  goggles  on  the  head  of  the  wearer  at- 
tached to  said  staples. 


2,015.476 
ELECTRIC  CABLE 
Philip  Vassar  Hunter,  London,  England,  assignor 
to   Callender's   Cable   and   Construction  Com- 
pany Limited,  London,  England,  a  British  com- 
pany 
Application  March  24,  1932,  Serial  No.  600.881 
In  Great  BriUin  April  2,  1931 
6  Claims.     (CI.  173—266) 


4.  An  electric  cable  comprising  a  conductor,  In- 
sulation around  the  conductor,  a  lead  sheath  en- 
closing the  insulation,  said  insulation  being  such 
that  under  working  conditions  internal  pressure 
will  be  exerted  on  the  lead  sheath  of  sufficient 
strength  to  distend  the  sheath  permanently  if  It 
Is  unsupported,  reinforcement  for  the  lead  sheath 
supporting  It  against  such  pressure,  said  rein- 
forcement consisting  of  smooth  strips  of  paper 
smoothly  and  tightlv  applied  to  the  sheath  heli- 
cally under  tension  in  superimposed  layers  to  the 
necessary  thickness,  and  an  outer  covering  of 
suitable  material  placed  over  the  paper  reinforce- 
ment to  protect  it  against  mechanical  damage 
and  moisture. 


2,015,477 
SPARK  PLUG  SHIELD 

Roy  T.  Hurley,  Dobbs  Ferry,  N.  Y.,  assignor,  by 
mesne  assignments,  to  Bendix  Aviation  Cor- 
poration, South  Bend.  Ind.,  a  corporation  of 

Application  April  21,  1934.  Serial  No.  721,819 
5  Claims.     ( a.  123— 169) 


1.  A  radio  shield  for  spark  plugs  comprising 
a  cap,  a  mass  of  insulation  material  moulded  in 
said  cap  adapted  to  receive  an  electrical  conduc- 
tor and  means  establishing  electrical  connection 
between  the  e'ectrlcal  conductor  and  the  spark 


plug,  said  insulation  material  terminating  with- 
in said  cap  above  the  spark  plug  and  free  from 
the  side  walls  of  the  cap.  the  mass  of  insulation 
material  having  a  downwardly  projecting  annu- 
lar rib  surrounding  said  electrical  connection. 


2.015,478 

SECTIONAL  DOOR 

Le  Roy  Howard  Kiesling,  Brooklyn,  N.  Y. 

Application  January  24.  1935,  Serial  No.  3.304 

6  Claim.s.      C\  ?0— 20^ 


'J 


1.  A  construction  for  sectional  doors  openable 
upwardly  and  Inwardly  from  closed  position, 
comprising.  In  combination,  a  substantially  ver- 
tical door  jamb  against  which  the  door  contacts 
when  closed,  a  track  spaced  inwards  of  the  jamb 
and  inclined  upwardly  relatively  away  from  the 
jamb,  and  thereabove  curved  and  extended  in- 
wardly, and  a  door  comprising  a  plurality  of 
articulated  horizontal  sections  adapted  to  shift 
under  guidance  of  said  track  for  opening  and 
closing  the  door;  said  door  having  a  series  of 
hanger  devices  each  consisting  of  the  follow- 
ing, a  pair  of  bearings  fixed  to  a  door  section,  an 
axle  arranged  horizontally  In  said  bearing  pair 
and  held  against  rotation  and  projecting  at  both 
ends  beyond  the  sides  of  the  door,  each  such  pro- 
jecting axle-end  having  a  head  or  disk  fixed 
thereon  against  rotation  and  adapted  to  engage 
and  travel  along  said  track:  the  said  bearings 
being  of  such  similar  dimensions  that  the  axes 
of  the  several  axles  lie  substantially  in  a  common 
plane  parallel  to  the  closed  door,  and  the  several 
pairs  of  ncn-rotatable  heads  being  of  substan- 
tially equal  diameter  but  mounted  on  the  re- 
spective axles  in  varying  positions  such  that  their 
centers  lie  in  a  common  plane  parallel  to  the 
track  when  the  door  Is  closed. 


2.015,479 

SANDAL 

Harry  Koommian,  Bronx.  N.  T. 

AppUcation  March  5.  1935.  Serial  No.  9,478 

2  ru»ms.     (CI.  36—11.5) 


2.  A  sandal  having  a  sole,  .straps  arranged  In 
pairs  spaced  longitudinally  of  the  sandal,  each  of 
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the  straps  of  each  p>air  having  an  end  connected  to 
the  sole  with  the  points  of  connection  for  each 
pair  disposed  opposite  each  other,  said  straps 
being  positioned  to  extend  over  the  instep  and  toe 
portions  of  a  wearer's  foot,  a  fastening  element 
attached  to  the  free  end  of  one  strap  of  each  pair, 
said  fastening  element  adapted  to  engage  the  free 
end  of  the  other  strap  of  each  pair,  and  an  in- 
step strap  having  one  end  secured  to  the  forward 
end  of  the  sole  and  being  provided  with  spaced 
pairs  of  slits  through  which  the  free  ends  of  said 
straps  extend  from  underneath  the  instep  strap 
with  the  said  fastening  elements  overlying  said 
instep  strap. 


2.015.480 
CARD     INDEX     SYSTEM     FOR     KEEPING 
RECORDS  IN  A  VISIBLE  OR  HORIZON- 
TAL WAY 

Otto  Lampertz.   Dresden.   Germany,   assignor  to 

Remington  Rand  Inc.,  Buffalo,  N.  Y. 

Application  June  15,  1929.  Serial  No.  371,153 

In  Germany  June  18.  1928 

5  Claims.     (CL  129— 16.7) 


3.  In  an  Index  device,  a  pair  of  superimposed 
members  connected  at  one  margin,  means 
mounting  one  of  the  members  by  one  of  its  ad- 
jacent margins  for  hinging  movement,  and  a 
journal  sheet  slidably  mounted  between  said 
members  and  engaging  the  connected  portions 
thereof  for  guided  movement. 


2.015.481 
MANUFACTURE   OF  MOLDED   ARTICLES 
Victor    Lefebure.    London.    England,   assignor   to 
Imperial  Chemical  Industries  Limited,  a  corpo- 
ration of  Great  Britain 
No  Drawing.     AppUcation  June  17,  1932,   Serial 
No.  617.859.     In  Great  Britain  June  23,  1931 

3  Claims.  (CI.  106 — 34) 
1.  A  water  resistant  molded  article  having  a 
high  inherent  structural  strength  enabling  It  to  be 
used  as  a  unit  in  constructions,  said  article  hav- 
ing an  internal  cellular  structure  including  bub- 
ble-like voids  and  being  composed  of  a  set  calcium 
sulphate  plaster  of  the  accelerated  mineral  an- 
hydrite type  containing  enough  of  a  soluble 
accelerator  to  catalyze  the  set  of  anhydrite  within 
a  reasonable  period  but  not  enough  to  leave  In  the 
set  article  any  substantial  amount  of  material 
which  can  be  leached  out  with  water. 


2,015,482 
METHOD    OF    EFFECTING    METAL-REFRAC- 
TORY   JOINT    AND    JOINTS     RESULTING 
THEREFROM 

Julius   Edgar  Lllienfeld.   Winchester,    Mass..   as- 
signor to   Ergon   Research   Laboratories.   Inc., 
Maiden,  Mass.,  a  corporation  of  Delaware 
Application  June  29,  1932.  Serial  No.  620,050 

17  Claims.  (CL  49—81) 
1.  The  method  of  welding  aluminum  to  a  slli- 
cious  refractory,  which  comprises  heating  the 
refractory  at  the  area  to  be  welded  to  a  tempera- 
ture greatly  exceeding  the  melting  temperature 
of  the  aluminum,  applying  to  the  exterior  sur- 
face of  the  metal  area  to  be  welded  an  agent 
for  producing  an  envelope  over  the  molten  alumi- 
num and  adapted  to  facilitate  the  wetting  of 


the  refractory  thereby,  heating  the  aluminum 
and  placing  it  in  contact  with  the  refractory, 


and  raising  the  temperature  of  the  aluminum 
to  flow  it  upon  the  highly  heated  refractory. 


2,015,483 
METAL-REFRACTORY  JOINT 
Julius  Edgar  Lilienfeld,  Winchester,   Mass.,   as- 
signor to   Ergon   Research  Laboratories,   Inc., 
Maiden,  Mass.,  a  corporation  of  Delaware 
Application  June  29,  1932,  Serial  No.  620,051 
4  Claims.      (CI.  49—81) 


1.  The  herein  described  welded  unit  comprising 
a  plurality  of  bodies,  one  a  slllcious  refractory, 
the  other  of  a  metal  of  the  group  comprising 
aluminum  and  magnesium,  each  body  of  pre- 
formed Individual  shai>e,  and  an  intermediate 
transition  bond  of  slUcized  metal  providing  molec- 
ular contact  between  a  mass  of  the  said  metal 
small  as  compared  to  the  total  mass  of  the  metal 
body  and  the  said  refractory. 


2,015,484 
METHOD  OF  EFFECTING  METAL- GLAZED- 
REFRACTORY  INSULATOR  JOINT  ANT) 
JOINTS  RESULTING  THEREFROM 

Julius  Edgar  Lilienfeld,  Winchester,   Mass.,  as- 
signor to  Ergon   Research  Laboratories,  Inc., 
Maiden,  Mass.,  a  corporation  of  Delaware 
Application  June  29.  1932.  Serial  No.  620,052 
10  Claims.     (CI.  49 — 81) 


1.  The  method  of  effecting  a  welded  joint  be- 
tween aluminum  and  a  silicious  insulating  re- 
fractory, which  includes  glazing  the  refractory, 
then  welding  the  aluminum  to  the  glazed  coating 
by  heatmg  the  glazed  refractory  to  a  temperature 
greatly  exceeding  the  melting  temperature  of  the 
aluminum,  applying  to  the  exterior  surface  of  the 
metal  area  to  be  welded  an  envelope  producing 
agent,  heating  the  aluminum  and  placing  it  in 
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contact  with  the  refractory,  and  raising  the  tem- 
perature of  the  aluminum  to  flow  it  upon  the 
highly  heated  refractory. 


2.015.485 

FIREPLACE 

Arvid  Lindberg.  Lima,  Ohio 

Application  June  28,  1933,  Serial  No.  678.080 

1  Claim.     (CI.  219—34) 


A  fireplace  stove  comprising  a  vertically  ar- 
ranged casing  having  a  rear  extension  of  less 
height  than  the  casing,  said  extension  to  be  posi- 
tioned in  a  fireplace,  said  casing  having  a  flat 
top  provided  with  openings,  said  casing  having  a 
large  opening  in  its  front  part  the  lower  end  of 
which  is  spaced  from  the  bottom  of  the  casing, 
and  said  casing  having  a  smaller  opening  in  its 
front  part  located  below  the  large  opening,  a  door 
for  controlling  the  smaller  opening  and  having 
Its  upper  edge  hinged  to  the  front  of  the  casing 
slightly  above  said  lower  opening,  a  closure  mem- 
ber for  the  large  opening,  a  hollow  base  member 
resting  on  the  bottom  of  the  casing  and  having 
openings  in  its  side  walls,  said  base  member  being 
spaced  from  the  rear  wall  of  the  extension,  a 
vertically  arranged  concavo-convex  member  sup- 
ported by  the  base  member  and  located  in  rear 
of  the  large  opening  with  its  concave  side  facing 
said  large  opening  and  its  rear  side  slightly  spaced 
from  the  extension,  electric  heating  members 
supported  on  the  concave  side  of  said  member  and 
a  sheet  of  heat  non-conducting  material  supported 
by  the  rear  wall  of  the  extension  in  spaced  rela- 
tion therefrom  and  located  in  rear  of  the  concavo- 
convex  member  and  extending  above  and  below 
the  same. 


2.015.486 
BOTTLE   LIFTING   DEVICE 
Frederick  E.  Llnfesty.  Klamath  Falls,  Oreg. 
Application  March  26.  1934,  Serial  No.  717,473 
1  Claim.     (CI.  294 — 115) 
In  a  device  of  the  character  described  a  tu- 
bular member,  a  cross  piece  secured  to  said  tu- 
bular member,  a  pair  of  arms  pivoted  to  the  outer 
ends  of   said   cross   piece   and   having   gripping 
yokes   at   their   lower  ends,   angle   brackets   se- 
cured to  said  arms,  a  plunger  extending  through 
said    tubular    member    suid    having    a    pusher 
arranged    at    Its    lower    end,    said    pusher    be- 
ing substantially  U-shaped  in  cross  section  and 
adapted  to  contact  the  inner  ends  of  said  angle 
brackets  along   their  top  edges   and   their   side 
edges  to  cause  the  expanding  movement  of  said 


arms,   and   a  spring  connecting  said  arms  to- 
gether   to   cause   their   retraction   toward   each 


;CZ.Jf^;^^ 


other  whereby  an  object  may  be  gripped  between 
the  gripping  yokes  thereof. 


2.015.487 
REVERSIBLE      EXP.\NSION      MEANS      FOR 
INTERCHANGEABLE     CONDENSER     AND 
EVAPORATOR  FT'NCTIONS 
Arthur   S.  Locke,   Philadelphia.  Pa.,   assifnor   to 
Baldwin -South  war  k  Corporation,  a  corporation 
of  Delaware 
ApplicaUon  December  29,  1933,  Serial  No.  704,421 
7  Claims.     (CI.  62 — 115) 


fc^^ 


1.  A  refrigerating  system  comprising,  In  com- 
bination, a  pair  of  complementary  heat  exchange 
elements,  a  plurality  of  refrigerant  expansion  de- 
vices, one  for  each  of  said  heat  exchange  ele- 
ments, said  devices  having  provision  whereby  they 
are  alternatively  operative  to  allow  free  flow  of 
refrigerant  through  one  and  restricted  flow 
through  the  other  automatically  In  accordance 
with  the  direction  of  refrigerant  flow  from  one 
heat  exchange  element  to  the  other  element. 


2,015.488 

CONCRETE   PLANT 

Takeo  Manabe.  Iriarai-Machi,  Ebara-Gan. 

Tokyo- Fu.  Japan 
AppUcation  July  18.  1932.  Serial  No.  623.228 

2  Claims.  (CL  83—73) 
1.  A  concrete  plant,  comprising  a  frame,  a 
coarse  and  fine  aggregate  batcher  unit  on  one 
side  of  the  frame  for  measuring  the  aggregate, 
and  on  the  other  side  of  the  frame  a  tank  for 
mixing  and  agitating  cement  and  water,  a  hy- 
drating  basin  for  promoting  the  action  of  hydra- 
tion of  cement  and  at  the  same  time  storing 
therein  the  cement  paste  in  order  to  make  the 
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operation  continuous,  and  a  cement  paste  meas- 
uring and  supplying  vessel,  which  is  provided  with 
a  cylindrical  side  wall  made  of  flexible  water- 
proof material,  and  supporting  rings  running 
parallel  to  one  another  surrounding  the  said  wall 


adapted  to  change  the  height  of  the  wall,  suit- 
able transmission  mechanism  provided  at  the 
bottom  of  the  vessel  adapted  to  give  an  upward 
and  downward  motion,  thus  causing  the  contents 
of  the  vessel  to  change  at  will. 


2,015.489 
AIR  CONT)ITIONING  FOR  CARS 

Frank  O.  Mar&hall,  Chicago,  111.,  assignor  to 
Pullman  Car  and  Manufacturing  Corporation, 
Chicago.  111.,  a  corporation  of  Delaware 

Application  November  9.  1932.  Serial  No.  641,823 
7  Claims.     (CI.  62— 139j 


1.  In  apparatus  for  cooling  air  in  a  passenger 
car.  a  treatment  chamber  between  deck  sides,  an 
Inlet  and  an  outlet  through  the  deck  side  ccMinect- 
ing  the  chamber  with  the  outside  air.  means  for 
sending  a  copious  draft  of  outside  air  through  the 
chamber,  a  heat  exchanger  comprising  thin 
walled  tubes  traversing  the  chamber,  and  expos- 
ing large  surface  areas  to  the  draft,  means  for 
spraying  the  tubes  with  water,  and  means  for 
sending  a  current  of  air  through  the  tubes  Into 
the  car. 


2.015.490 
SEPARATOR  FOR  HEAT  EXCHANGERS 

Raymond  C.  McAllister.  Painted  Post.  N.  ¥.,  as- 
signor to  Ingersoll-Rand  Company,  Jersey  City, 
N.  J.,  a  corporation  of  New  Jersey 

Application  November  8.  1934.  Serial  No.  752.005 
6  Claims.     (CL  257—29) 
1.  In  a  separator,  the  combination  of  a  heat 

exchanger  having  inlet  and  outlet  openings  for 

pressure  fluid,  a  casing  to  receive  the  discharge 


output  of  the  heat  exchanger,  and  means  over- 
lying the  outlet  opening  for  deflecting  the  fluid 


issuing  therefrom  to  dynamically  project  mois- 
ture from  the  fluid  stream  into  the  casing. 


2,015,491 

PHOTOGRAPHIC    OBJECTIVE   HAVING  AN 

IRIS   DIAPHRAGM 

Willy  Merte.  Jena,  Germany,  assignor  to  the  firm 

Carl  Zeiss,  Jena.  Germany 

AppUcaUon  March  15.  1934,  Serial  No.  715,670 

In  Germany  March  16.  1933 

1  Claim.      (CI.  95—64) 


X-^ 


In  a  photographic  objective  an  iris  diaphragm, 
this  diaphragm  containing  a  plurality  of  Isaninse 
and  two  annular  bodies  which  are  concentric  to 
the  optical  axis  of  the  objective  and  next  to  each 
other  in  the  direction  of  this  axis,  at  least  one  of 
these  bodies  being  rotatable  about  the  said  axis, 
those  surfaces  of  the  two  bodies  which  face  each 
other  being  inclined  relatively  to  the  optical  axis 
of  the  objective,  one  end  of  each  lamina  being  at- 
tached to  the  inclined  surface  of  one  body  and  the 
other  end  of  each  lamina  being  attached  to  the 
Inclined  surface  of  the  other  body,  so  that  rota- 
tions of  the  said  bodies  relatively  to  each  other 
not  only  vary  the  aE)erture  of  the  diaphragm  but 
also  displace  in  the  direction  of  the  optical  axis 
the  plane  of  the  ditphragm  aperture,  which  Is 
at  right  angles  to  said  axis. 


2,015,492 
CARDING  CONSTRUCTION  FOR  BELT 
LACING  HOOKS 
Charles  Messinger.  Jamaica,  N.  Y. 
Application  March  16.  1933.  Serial  No.  661.101 
10  Claims.     (CI.  1—56) 
1.  A  belt  hook  carding  construction,  compris- 
ing in  combination  with  a  flexible  carding  base 
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including  upwardly  extending  sides  with  free  top 
edges,  a  separate  flexible  carding  head  forming 
a  top  cover  extending  across  and  covering  said 
free  top  edges,  the  sides  and  cover  having  open- 
ings of  uniform  spacing  in  which  hooks  can  be 
placed  with  their  legs  extending  exteriorly  of  the 
sides  and  through  the  cover  to  afford  connections 


between  the  sides  and  cover  so  as  to  be  held 
against  displacement  by  the  parts  which  they 
connect,  the  sides  being  effective  as  abutments 
for  portions  of  the  inner  faces  of  the  legs  while 
the  cover  serves  as  abutments  for  portions  of 
the  outer  faces  thereof  and  with  the  cover  in 
frictional  bearing  contact  with  said  free  top  edges 
to   give  stability   to  the  whole  assembly. 

2,015.493 
UQUID  CONTROL  MECHANISM 

ClifTord  Morrow,  Canton.  Ohio,  assi^rnor  to  The 
H.  H.  Miller  Indastries  Company.  Canton,  Ohio, 
a  corporation  of  Ohio 

Application  November  30.  1931.  Serial  No.  578.227 
5  Claima.     iCI.  62 — 2) 


W   -J-3 


1.  In  apparatus  of  the  class  described,  the 
combination  of  a  chamber  for  a  liquid,  a  supply 
pipe  leading  to  said  chamber,  a  magnetically  op- 
erated valve  in  said  pipe  exteriorly  of  said  cham- 
ber, a  float  In  said  chamber,  a  connection  be- 
tween said  float  and  a  wall  of  said  chamber  per- 
mitting said  float  to  rise  and  fall  with  the  level 
of  the  liquid,  said  connection  comprising  a  re- 
silient hollow  member  suppKjrted  at  Its  outer  end 
on  and  extending  through  one  wall  of  said  cham- 
ber and  carrying  the  float  on  its  inner  end.  and 
circuit  closing  means  carried  by  said  float  hav- 
ing electrical  connection  with  the  coll  of  the  said 
valve  operating  means  and  arranged  to  be  actu- 
ated by  the  rise  and  fall  of  said  float,  the  electri- 
cal connection  to  and  from  said  circuit  closing 
means  leading  through  said  hollow  member  to 
the  exterior  of  said  chamber. 

2,015,494 

DISTRIBUTOR  HEAD  FOR  STOKERS 

WilUam  C.  Peyton.  New  York,  N.  Y.,  assignor  to 

The  Standard  Stoker  Company.  Incorporated, 

a  corporation  of  Delaware 

Application  July  24,  1931.  Serial  No.  552.867 

4  Claims.     (CI.  110 — 101) 
1.  A  pressure  fluid  distributor  head  comprising 
a  hollow  plate-like  body  member   and  a   hood 


member,  said  body  member  being  provided  with 
bottom,  top,  side  and  end  walls,  a  plurality  of 
chambers  in  said  body  member  including  parti- 
tion walls  separating  said  chambers  extending 
between  said  bottom  and  top  walls,  said  top  wall 
being  provided  with  a  series  of  passages  communi- 
cating with  said  chambers,  each  pa-tsage  being  of 
less  cross- sectional  area  than  that  of  the  cham- 
ber with  which  it  communicates  said  hood  mem- 
ber being  provided  with  a  series  of  passages  ex- 
tending upwardly  therein  and  having  jet  open- 
ings communicating  with  and  arranged  at  sub- 


/S3    »»       M 

stantially  right  angles  with  said  passages  therein, 
said  first  and  second  named  series  of  passages  be- 
ing arranged  to  be  in  register  with  each  other  so 
as  to  form  a  series  of  continuous  passages,  the 
adjacent  faces  of  said  body  member  and  said 
hood  member  being  provided  with  means  where- 
by said  adjacent  faces  may  be  interfltted  with 
each  other  to  provide  a  joint  for  each  of  said 
passages,  the  aforesaid  means  including  nipples 
on  the  adjacent  face  of  one  of  said  members  and 
seats  in  the  adjacent  face  of  the  other  member 
receiving  the  nipples,  and  means  for  securing  said 
hood  member  to  said  body  member. 


2.015.495 

POLISmNG  MACHINE 

Theodore  F.  Phillppi,  East  St.  Louis,  HI. 

Application  July  26,  1933.  Serial  No.  682,192 

7  Claims.     (CI.  51—100) 


6.  A  polishing  machine  comprising  a  recipro- 
cating ctirriage,  a  polishing  element,  a  work  table 
mounted  on  said  carriage  for  movement  trans- 
versely thereof,  a  cross-bar  mounted  on  said  car- 
riage for  sliding  movement  transversely  thereof, 
an  adjustable  stop  member  on  one  end  of  said 
cross-bar.  and  a  spring  connection  between  the 
other  end  of  said  cross-bar  and  said  carriage  for 
holding  said  stop  member  in  abutting  relation  to 
said  carriage. 


2.015.496 
INFANT  FOOD 
Washington  Piatt,  Syracuse,  N.  Y..  assiirnor  to 
The  Borden  Company.  New  York,  N.  Y.,  a  cor- 
poration of  New  Jersey 
AppUcation  January  3.  1933.  Serial  No.  649,785 
4  Claims.     (CI.  99— 14) 


7^ 


\    f      iiiir    I  I 


1.  A  process  for  preserving  human  breast  milk 
in  the  form  of  a  compact  wafer  and  suitable 
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for  use  In  Infant  feeding,  comprising  placing  it 
in  shallow  trays  which  are  in  direct  contact  with 
sohd  carbon  dioxide  and  rapidly  cooling  the  sides 
and  middle  of  the  body  of  milk  to  freeze  it  and 
retain  its  natural  emulsion  and  digestibility  by 
infants,  after  it  has  been  thawed  and  warmed 
to  feeding  temperature. 


2.015.497 

CORN  PAD 

William  M.  SchoU,  Chicagro,  III., 

Application  September  28, 1933.  Serial  No.  691,297 

1  CUim.     (CL  128—153) 


A  composite  article  for  the  treatment  of  calll 
and  the  like,  including  a  pair  of  members  of 
different  sizes,  each  of  said  members  being  in 
the  form  of  a  pad  and  each  having  a  backing 
element  of  fabric  the  undersurface  of  which  is 
impregnated  with  a  flller  Impervious  to  medica- 
ments used  in  calll  treatment,  the  outer  surface 
of  the  fabric  being  uncoated  and  in  its  natural 
state,  the  smaller  of  said  members  having  a  me- 
dicament on  the  undersurface  thereof,  the  larger 
of  said  members  having  a  coating  of  adhesive  on 
the  undersurface  of  said  impervious  flller.  and  a 
cushioning  element  on  said  coating  of  adhesive 
and  having  a  recess  therein  housing  the  smaller 
of  said  members,  said  cushioning  element  also 
having  an  undercoating  of  adhesive,  whereby  the 
clean  outer  surface  of  the  backing  of  the  smaller 
member  adheres  to  the  adhesive  coating  of  the 
backing  of  the  larger  member  to  hold  the  com- 
posite article  in  place  and  the  clean  outer  sur- 
face of  the  backing  of  the  larger  member  will 
remain  free  from  the  clothing  of  a  user,  said 
members  being  adapted  for  merchandizing  as 
separable  units  because  the  impyervious  coating 
on  the  smaller  member  is  adapted  to  protect  said 
member  against  deterioration  of  its  medicament. 


2.015.498 
GLOW-DISCHARGE  LAMP 
Friti  Schroter  and  Otto  Schriever,  Berlin,  Ger- 
many, assigmors  to  Telefunken  Gesellschaft  fiir 
Drahtlose  Telegraphic  m.  b.  H.,  Berlin,  Ger- 
many, a  corporation  of  Germany 
Application  June  26,  1928,  Serial  No.  288,326 
In  Germany  July  8,  1927 
2  Claims.     (CI.  176 — 124) 


signals  to  be  recorded  across  said  cathode  and 
auxiliary  electrode,  and  a  source  of  constant  po- 
tential connected  between  said  anode  and  cathode 
whereby  signal  potentials  to  be  recorded  are  con- 
verted into  light  intensities  of  values  varying  in 
proportion  to  the  strength  of  received  signals. 


1.  In  a  glow  lamp  construction,  an  anode  mem- 
ber having  a  central  opening  therein,  a  spiral 
cathode  member  arranged  concentric  with  the 
opening  in  said  anode  member,  an  evacuated 
chamber  enclosing  both  said  anode  and  cathode 
members,  means  for  heating  the  said  cathode 
member,  a  diaphragm  serving  as  an  auxiliary 
electrode  positioned  between  said  anode  and  cath- 
ode members,  an  insulating  medium  on  the  sur- 
face of  said  diaphragm  toward  said  cathode, 
means  for  biasing  said  auxiliary  electrode  with  a 
constant  source  of  potential,  means  for  impressing 


2.015,499 
GOLD  ALLOY 
Joseph  Kent   Smith,  Detroit,  Mich.,  assirnor  to 
The  Ber>ilium  Corporation,  New  York,  N.  Y., 
a  corporation  of  Delaware 
No  Drawing.    Application  December  22,  1931, 
Serial  No.  582,654 
2  Claims.     (CI.  75—1) 
1.  An  alloy  composed  of  gold  and  beryllium,  the 
latter  being  present  in  amounts  from  .2%  to  5%. 


2,015.500 

PROCESS  FOR  PREPARING  WETTING 

AGENTS 

Walther  Schrauth,  Berlin -Dahlem,  Germany,  as- 

sig^nor,  by  mesne  assigrnments.  to   "Unichem" 

Chemikalien   Handels  A.-G.,   Zurich,   Switxer- 

land,  a  corporation  of  Switzerland 
No    Drawing:.      Application    January    24,    1934, 

Serial  No.  708,075.     In  Germany  January  30, 

1933 

24  Claims.     (CI.  252—1) 

4.  The  manufacture  of  washing,  cleansing, 
wetting-out  and  emulsifying  agents  character- 
ized by  the  conjoint  sulfonation  of  an  aliphatic 
compound  selected  from  the  group  consisting  of 
the  primarj'  aliphatic  alcohols  having  8  or  more 
carbon  atoms  in  the  molecule,  the  ethers  of 
these  alcohols  with  the  same  or  other  primary 
aliphatic  alcohols,  the  esters  of  these  alcohols 
with  primary  aliphatic  carboxylic  ac  ds,  primary 
aliphatic  carboxylic  acids  having  8  or  more  car- 
bon atoms  in  the  molecule  and  the  esters  of 
these  acids  with  primary  mono-  and  poly-hydric 
aliphatic  alcohols,  and  of  an  aromatic  hydrocar- 
bon without  the  formation  of  condensation  prod- 
ucts between  both  components. 

6.  The  manufacture  of  washing,  cleansing, 
wetting-out  and  emulsifying  agents  character- 
ized by  the  conjoint  sulfonation  of  primary  ali- 
phatic alcohol  having  12  to  18  carbon  atoms  in 
the  molecule  and  of  an  aromatic  hydrocarbon 
at  a  temperature  of  the  order  of  —5  to  -f-5°  C. 
without  the  formation  of  condensation  products 
between  both  components. 


2,015.501 

ROTARY  MACHINE  OR  ENGINE 

Otto  Sorgre,  Berlin,  Germany 

Application  July  5.  1934.  Serial  No.  733,847 

In  Germany  February  24.  1932 

6  Claims.     (CI.  103 — 136) 


1.  A  rotary  machine,  comprising  a  stationary 
casing,  a  rotary  cylindrical  body  arranged  eccen- 
trically therein  and  having  a  slot  extending  dia- 
metrically through  it.  diametrically  opposite 
blades  radially  shiftable  in  the  end  portions  of 
said  slot,  blade  guide  members  extending  from 
the  blades  into  said  slot  from  the  oppositely  lo- 


804 


OFFICIAL  GAZETTE 


Septembeb  24, 19SB 


cated  blades  towards  one  another  and  alternating 
with  one  another,  the  blade  guide  member  por- 
tions located  counter  to  the  appertaming  blade 
on  the  opposite  side  of  the  axis  of  the  rotary 
body  constituting  counter-poises  for  the  respec- 
tive blade. 


2.015,502 

BLOWER 

William    E.    Trumpler,    Easton,    Pa.,   assignor   to 

In«rersoll-Rand  Company,  Jersey  City,  N.  J.,  a 

corporation  of  New  Jersey 

Application  September  28.  1933,  Serial  No.  691,299 

2  Claims.     (CI.  230— 115) 


■^'.J^^^J^ 


1.  A  multi-stage  blower,  comprising  a  plurality 
of  impellers,  each  having  a  diffusor  chamber,  a 
diaphragm  between  adjacent  impellers  and  hav- 
ing a  passage  to  afiford  communication  between 
a  preceding  and  a  succeeding  diffusor  chamber, 
and  annular  valve  means  threadedly  engaged  in 
the  diaphragm  for  controlling  the  passage  and 
to  form  a  clcsiire  for  the  outlet  openings  of  the 
Impeller  between  such  preceding  and  succeeding 
diffusor  chambers. 


2,015,503 
STOKER  MECHANISM 

Edwin  Archer  Turner,  New  York,  N.  Y.,  assigmor 
to  The  Standard  Stoker  Company.  Incorpo- 
rated, a  corporation  of  Delaware 

Oriirinal  application  Jane  12,  1926,  Serial  No. 
115.623.  Divided  and  this  application  May  2, 
1930,  Serial  No.  449,098 

2  Claims.     (CI.  110— 101) 


1.  In  combination,  a  firebox  having  a  wall  with 
an  (HJening  therein,  a  stoker  fuel  conduit  includ- 
ing a  casing  mounted  more  nearly  vertical  than 
horizontal  externally  of  the  firebox  and  being  ap- 
proximately straight  along  its  medial  longitudinal 


center  line,  a  terminal  portion  comprising  an  el- 
bow, said  elbow  forming  a  continuation  of  said 
casing  and  having  its  upper  wall  longitudinally 
curved  towards  the  opening  in  said  firebox  wall, 
said  terminal  portion  also  comprising  a  fuel  dis- 
tributing member  in  the  opening  in  said  firebox 
wall  having  a  fuel  receiving  surface  extending 
forwardly  from  th^  lower  forward  edge  of  said 
elbow  means  at  the  rear  of  said  fuel  distributing 
member  adjacent  the  lower  forward  edge  of  said 
elbow  for  projecting  fuel  across  said  fuel  receiv- 
ing surface  into  the  firebox,  a  conveyer  screw 
mounted  in  said  fuel  conduit  and  terminating 
therein  at  its  upper  end  below  the  lower  edge  of 
the  curving  upper  wall  of  said  elbow  and  below 
the  lower  forward  edge  of  said  elbow  a  distance 
suflBcient  to  permit  a  core  of  fuel  to  form  in  and 
fill  a  portion  of  said  conduit  above  said  screw, 
said  curving  upper  wall  having  a  radius  of  curva- 
ture not  less  than  half  the  diameter  of  said  cas- 
ing whereby  the  core  of  fuel  advanced  by  said 
screw  will  be  directed  forwardly  through  said 
elbow  onto  the  fuel  receiving  surface  of  said  dis- 
tributing member  Immediately  in  front  of  said 
fuel  projecting  means. 


2.015.504 

ELECTRIC   PLUG 

Joseph  Walker.  Topeka.  Kans. 

Application  April  19.  1932,  Serial  No.  606.114 

1  Claim.     (CI.  173—332) 


In  an  electric  plug.  In  combination  with  a  prin- 
cipal plug  for  laundry  irons  or  the  like,  the  plug 
comprising  a  casing  and  a  pair  of  electric  contact 
members  secured  therein;  of  a  link  and  means  to 
secure  one  end  thereof  to  one  of  the  contact  mem- 
bers, the  free  end  of  the  said  link  extending  out- 
ward from  the  casing,  and  another  link  and  means 
to  secure  one  end  thereof  to  the  other  contact 
member,  the  free  end  of  the  last  said  link  being 
concealed  within  the  casing,  the  said  links  con- 
verging toward  the  free  ends  thereof;  of  an 
auxiliary  plug  comprising  a  base  and  grip  portion 
connected  and  having  a  pair  of  prongs,  one  end 
of  each  prong  secured  in  the  base,  one  prong  out- 
wardly extending  from  the  base,  the  other  prong 
concealed  within  the  base  and  each  prong  being 
connected  with  an  electric  circuit,  and  being  so 
arranged,  the  projecting  prong  and  said  project- 
ing links  will  contact  with  their  respective  con- 
cealed prong  and  said  concealed  link  when  the 
auxiliary  and  principal  plugs  are  connected 
thereby. 


2,015.505 

SANITARY  POCKET  THERMOMETER 

STERILIZER 

Abraham  Warshawsky,  Brooklyn,  N.  Y. 

Application  February  15,  1935.  Serial  No.  6,649 

6  Claims.     (CI.  206—165) 

1.  A  sanitary  pocket  thermometer  sterilizer, 
comprising  a  substantially  tubular  casing  with  a 
detachable  cover,  a  lining  container  having  an 
open  top  and  engaged  in  said  casing  for  holding 
sterilizing  liquid,  a  plug  for  engaging  in  the  top 
of  said  lining  casing  and  having  a  hole  extended 
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from  the  top  to  the  bottom  for  holding  a  ther- 
mometer intermediate  of  its  end.  a  clip  located 
above  said  plug  and  having  an  aperture  adapted 
to  grasp  said  thermometer,  resilient  means  con- 
nected with  said  clip  and  casing  for  urging  said 


f\J- 


clip  Into  its  grasping  position,  a  top  clip  mounted 
on  said  casing  and  formed  with  a  niche  adapted 
to  steady  the  top  end  of  said  thermometer,  and 
resilient  means  acting  between  said  casing  and 
top  clip  for  urging  said  top  clip  into  its  steadying 
position. 

2.015.506 
THERMIONIC  V.ALVE  CIRCUITS 
Peter  William  Willans.  Towcester,  Eng;land.  as- 
sirnor  to  Radio  Corporation  of  .America,  a  cor- 
poration of  Delaware 
Application  September  21.  1923,  Serial  No.  663,986 
Renewed    June    24.    1932.      In    Great    Britain 
October  4,  1922 

4  Claims.     (CI.  179— 171) 


1.  An  amplifying  system  including  a  plurality 
of  three  electrode  tubes  each  comprismg  an  an- 
ode, a  cathode  and  a  control  electrode,  a  circuit 
connecting  the  anode  and  cathode  of  each  tube 
including  a  direct  current  source  of  energy  and 
a  resistance  in  series  common  to  all  tubes,  means 
for  connecting  the  control  electrodes  of  each  tube 
to  pwints  on  the  resistance,  and  a  by-pass  con- 
denser shunting  said  resistance  and  energy  source, 
said  condenser  being  adapted  to  by-pass  high  fre- 
quency currents. 


2,015,507 
ENVELOPE  SEALING  MACHINE 

Schuyler  Arnold,  Rochester,  and  Frederick  Statt, 
Coidwater.  N.  Y.;   said  Statt  assij:nor  to  said 
Arnold 
AppUcation  March  7.  1935.  Serial  No.  9,814 
20  Claims.     (CI.  120—6) 
1  'ti  „  j»^  ■'i 
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1.  In  a  sealing  machine  of  the  character  de- 
scribed, the  combination  with  a  frame,  of  a  pair 
of  parallel  conveyors  for  jointly  carrying  envelopes 


along  a  given  path,  gumming  and  folding  devices 
for  the  envelope  flaps  arranged  adjacent  to  a  con- 
stant unit  of  the  pair,  and  means  for  adjusting 
the  other  unit  toward  and  from  the  constant  unit. 


2,015.508 

GAME    APPARATUS 

Raymond  E.  Ashley.  Waban.  Mass. 

Application  November  1,  1934.  Serial  No.  750,971 

9  Claims.     (CL  273—95) 


1.  Game  apparatus  adapted  for  commercial 
distribution  comprising,  in  combination,  a  plu- 
rality of  playing  cups,  and  an  object  ball,  said 
cups  being  of  a  shape  and  size  to  receive  and 
loosely  confine  the  ball,  and  said  bail  having  a 
size  loosely  conforming  it  to  the  interior  of  the 
cups  and  being  of  such  light  weight  that  it  may 
be  transferred  between  confined  position  in  one 
cup  and  similar  position  in  another  cup  under 
the  lifting  and  propelling  action  of  a  player's 
breath. 


2,015,509 
HARD  TANTALUM  AND  METHOD  OF 
HARDENING 
Miner  M.  Austin.  Highland  Park.  111.,  assignor  to 
Fansteel  Products  Company.  Inc.,  North  Chi- 
cago. III.,  a  corporation  of  New  York 
Application  February  28.  1931.  Serial  No.  519,177 
10  Claims.     (CI.  148— 16) 


=5^ 


1.  A  method  of  gas  hardening  a  hard  refractory 
metal  from  the  group  consisting  of  tantalum  and 
columbium,  by  causing  the  hard  refractory  metal 
to  absorb  a  hardening  constituent  of  air,  which 
comprises  degasifying  said  refractory  metal  by 
heating  it  at  a  reduced  pressure  to  from  1200'  to 
1400°  C,  supplying  air  to  said  hard  refractory 
metal,  heating  said  hard  refractory  metal  to  the 
absorbing  temperature  for  a  hardening  constitu- 
ent of  air  whereby  to  cause  absorption  thereof 
by  said  hard  refractory  metal,  and  continuing 
such  heating  of  such  hard  refractory  metal  to 
cause  said  constituent  of  air  to  penetrate  into 
said  hard  refractory  metal  whereby  to  harden 
it  throughout. 

8.  A  hard  article  of  manufacture,  comprising 
tantalum  and  air.  the  air  being  substantially  uni- 
formly distributed  throughout  the  tantalum  in 
the  proportion  of  about  1000  cubic  centimeters  of 
air  to  1000  grams  of  tantalum. 
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2.015.510 
MLXTIPLE    COPY    RACK 
Harry  M.   Biele.   Hollis.    N.   Y..   assigrnor  to   The 
Associated  Press,  New  York,  N.  Y.,  a  corpora- 
tion of  New  York 
Application  February  7,  1933.  Serial  No.  655.583 
11  Claims,     (CI.  197—133) 


I.  The  combination  of  an  automatic  typewrit- 
ing device,  a  plurality  of  supply  rolls  of  paper 
for  said  device,  webs  of  paper  from  each  of  said 
rolls  adapted  to  be  fed  simultaneously  into  said 
device,  means  for  separating  said  webs  into 
groups  before  t>eing  fed  into  said  device,  means 
acting  independently  on  each  of  said  groups  to 
maintain  said  webs  in  a  slack  condition. 

II.  The  method  of  feedmg  paper  from  a  plural- 
ity of  supply  rolls  into  an  automatic  printer  which 
comprises  locating  said  paper  supply  rolls  in  a 
horizontal  position  so  they  are  substantially 
aligned  with  the  printer  carriage  only  when  said 
carriage  is  in  position  to  begin  a  new  line,  so  that 
the  effect  of  unreeling  means  associated  with  said 
supply  rolls  is  combined  with  the  effect  of  the 
carriage  spacing  mechanism. 


2015.511 
COMPOUND  CYTJNDER 

Herbert  C.  Bowen,  Detroit.  Mich.,  assifcnor  to 
Hydraulic  Brake  Company,  Detroit,  2VIich..  a 
corporation  of  California 

Application  April  22,  1932.  Serial  No.  606,784 
12  Claims.     ( CI.  60—54.6 ) 


Inder  connected  to  said  conduit  for  supplying 
fluid  thereto,  a  high  pressure  cylinder  discharg- 
ing into  said  low  pressure  cylinder  and  communi- 
cating with  said  conduit  only  through  said  low 
pressure  cylinder,  pistons  in  said  cylinders,  a 
valved  connection  between  said  cylinders,  and 
means  for  operating  said  pistons. 


2.015.512 
APPARATUS   FOR    WASHING   OR   TREATING 

FRITT  AND  THE   LIKE 

Ernest    M.    Broirden    and    Ronald    R.    Broaden. 

Pomona,  Calif.,  assi|:nor8  to  Brojfdex  Company, 

Winter  Haven.  Fla..  a  corporation  of  Florida 

Application  June  13.  1932.  Serial  No.  616.974 

7  Claims.     (CI.  146 — 202) 


"  X 


•0   M  m  » 


1.  Apparatus  for  treating  fruit  and  the  lite 
comprising  the  comb  nation  with  a  soaking  tank 
arranged  to  receive  fruit  at  one  end  and  to  dis- 
charge It  at  the  other  end.  of  a  washer  mounted 
substantially  directly  over  said  tank  with  its 
fruit-receiving  end  facing  in  the  direction  of  the 
discharge  end  of  said  tank,  a  sloping  elevator  of 
the  endless  type  having  its  intake  In  said  tank 
near  and  facing  the  discharge  end  thereof  and 
having  its  delivery  end  operatively  adjacent  the 
receiving  end  of  said  washer,  means  in  said  tank 
to  guide  fruit  in  its  travel  toward  the  discharge 
end  of  said  tank  to  a  path  of  travel  out  of  en- 
gagement with  said  elevator  around  the  same  to 
its  intake,  and  means  in  said  tank  to  reverse  the 
direction  of  travel  of  said  fruit  after  it  has  cleared 
said  elevator  so  as  to  advance  the  same  to  the  in- 
take of  said  elevator. 


2,015.513 

ILLT-MINATED  Al  TO   LICENSE   PLATE 

Alberto  C.  Caiati.  Brooklyn.  N.  Y. 

Application  December  8,  1934,  Serial  No.  756,624 

4  Claims.     (CL  40—133) 


1.  In  a  hydraulic  system  of  the  cla.ss  described, 
the  combiiiaUon  of  a  conduit,  a  low  pressure  cyl- 


1.  A  sign  comprising  a  casing,  a  vertically  dis- 
posed front  colored  plate  having  embossed  in- 
dicia thereon,  the  said  indicia  having  portions 
thereof  cut  out  to  provide  a  stenciled  outline  of 
the  characters  within  the  embossing,  a  rear  wall 
on  the  said  casing,  a  rear  colored  plate  support- 
ed on  the  said  wall  and  spaced  from  the  front 
plate,  an  upper  housing,  indicia  centrally  located 
on  the  front  wall  thereof,  a  colored  extension  on 
the  second  plate  extending  into  the  upper  hous- 
ing, a  compartment  forming  closure  member  at 
each  end  of  the  upper  housing,  transparent  panes 
at  the  bottom  and  inner  sides  of  the  said  closure 
members  and  lighting  means  in  each  of  the  com- 
partments for  the  purpose  specified. 
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2,015.514 

DEVICE  FOR  THE  CONTROL  OF  MOTION  OF 

MOVABLE  BLADES  ON  BLADE  WHEELS 

Josef  Ehrhart.  Heidenheim-on-the-Breni,  Ger- 
many, assig:nor  to  Voith- Schneider  Propeller 
Company.  New  York,  N.  Y.,  a  corporation  of 
New  York 

Application  March  23.  1935.  Serial  No.  12,670 
In  Germany  March  26.  1934 
11  Claims.     (01.  170—148)  *«*" 


r.     Xj 
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1  A  device  for  the  control  of  motion  of  mov- 
able blades  on  blade  wheels,  in  which  the  blade 
axes  are  substantially  parallel  to  the  axis  of  the 
blade  wheel,  blade  controlling  means  for  a  blade 
wheel  having  blades,  including  a  steering  center 
plate  rotating  with  said  blade  wheel  and  shift- 
able  in  any  direction  in  a  plane  perpendicular 
to  the  axis  of  the  blade  wheel  from  a  position  con- 
centric and  corresponding  with  zero  pitch  of  the 
blades  to  a  position  eccentric  to  said  axis,  and 
connecting  means  between  said  steering  center 
plate  and  each  blade  including  a  rod  for  each 
blade  pivoted  to  said  steering  center  plate,  guide 
means  for  said  rod  for  guiding  the  same  in 
straight  line  movement  for  controlling  the  angu- 
lar motictti  of  the  blade. 


2.015.515 
REFRIGERATING   APPARATUS 

Gordon    M.    Evans.    Detroit.    Mich.,    assij^nor    to 
Kelvinator  Corporation.  Detroit.  Mich.,  a  cor- 
poration of  Michijcan 
Application  October  26,  1933.  Serial  No.  695,233 
1  Claim.     (CI.  286—11) 


In  a  compressor,  or  the  like,  having  a  casing 
and  a  shaft  passing  through  an  opening  in  said 
casing,  a  sealing  joint  for  sealing  said  opening, 
said  sealing  joint  having  a  rotatable  sealing 
surface,  a  non-rotatable  element  having  a  seal- 
ing surface,  a  flexible  bellows  sealed  to  said  cas- 
ing and  non-rotatable  element,  and  means  for 
yieldingly  urging  one  of  ssdd  sealing  surfaces 
toward  said  other  sealing  surface.  Including  at 
least  three  equal  spaced  bearings  carried  by 
said  non-rotatable  element,  a  thrust  member 
bearing  on  said  bearings  and  a  single  spring 
arranged  so  as  to  tend  to  force  said  thrust  mem- 
ber into  engagement  with  said  bearings  to  urge 
said  non-rotatable  element  toward  said  rotatable 
sealing  surface. 

458  o.  o.— 6.3 


2.015.516 
ITEM  REGISTER  FOR  WRITING -ADDING 
MACHINES 
Harry  A.  Foothorap,  Harrisburg.  Pa.,  assigmor,  by 
mesne     assig:nments,     to     Underwood     Elliott 
Fisher  Company,  New  York,  N.  Y.,  a  corpora- 
tion of  Delaware 
Application  December  31,  1930.  Serial  No.  505.905 
9  Claims.     (CI.  235 — 144) 


1.  The  combination  with  a  series  of  number 
wheels  and  a  series  of  carrying  devices,  of  trans- 
fer restoring  mechanism  op>erative  to  reset  the 
carrying  devices,  a  zero  setting  segment  operative 
W)  reset  the  wheels  to  zero,  a  zero  setting  lever 
cooperating  with  the  transfer  restoring  mech- 
anism to  reset  the  carrying  devices,  and  means 
operatively  connecting  the  zero  setting  lever  with 
the  segment  for  operation  of  the  latter  after  the 
carrying  devices  have  been  reset. 

2015.517 

SHOVEL 

Sven  W.  Fransson,  Newark,  N.  J. 

Application  February  20,  1934.  Serial  No.  712.235 

1  CUim.      (CI.  306— 18> 


»■ 


7, 


/; 


In  a  shovel,  the  combination  of  a  handle  hav- 
ing a  perforation  in  its  lower  end.  a  sleeve  about 
the  sEiid  lower  end  and  having  a  hole  with  flanged 
edges  at  the  perforation  of  the  handle,  a  shovel 
with  a  pick  at  one  end  and  having  a  midway  hole 
with  flanged  edges  to  enter  the  sleeve  hole  and 
form  trunnions,  a  pivot-bolt  to  enter  the  holes 
and  perforation,  ears  on  the  shovel  adjacent  the 
trunnions,  and  a  ferrule  sliding  on  the  sleeve  and 
adapted  to  encircle  the  pick  or  the  said  ears. 

2.015.518 

ARTICLE  OF  Fl'RNITUTlE 

Andrew  D.  Fuller.  Boston.  Mass. 

Application  Aujrust  31.  1933.  Serial  No.  687.594 

6  Claims.     (CI.  45—70) 

2.  An  article  of  furniture  comprising  a  frame; 

two  walls  pivotally  connected  to  the  frame;   a 
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shelf  pivoted  to  one  of  said  walls  to  swing  about 
a  horizontal  axis;  means  to  hold  said  shelf  In 
raised  position  when  desired;  another  shelf  piv- 
oted to  the  other  of  said  walls  to  swing  about  a 

^  J  H  or. 


horizontal  axis,  the  latter  axis  being  substantially 
lower  than  the  first-mentioned  axis  in  order  to 
provide  two  shelves  at  different  heights;  and 
means  to  hold  said  other  shelf  in  raised  position 
when  desired. 


2.015.519 

VISIBLE   INDEX    CARD    HOLDER 

Roland  A.  Furlong,  Rochester,  N.  Y..  assignor  to 

The  Yawman  8t  Erbe  Manufacturing  Company, 

Rochester,  N.  T.,  a  corporation  of  New  York 

Application  December  15,  1932,  Serial  No.  647.325 

1  Claim.     (CI.  129—16.7) 


jg.-^ 
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An  index  card  holder  for  receiving  and  expos- 
ing a  major  portion  of  at  least  one  face  of  an 
index  card  comprising  a  flat  card  forming  a  base 
member,  a  shallow  pocket  formed  at  one  edge  of 
said  base  member  by  a  strip  attached  at  said  edge 
of  said  base  member  and  along  two  adjacent  sides 
to  form  a  pocket  closed  on  three  sides  for  re- 
ceiving and  holding  an  index  card  against  dis- 
placement except  in  one  direction,  flexible  hinge 
members  attached  to  the  base  member  at  the 
edge  opposite  the  said  Docket  to  support  the  index 
card  holder,  and  a  narrow  hinged  flap  attached 
to  the  base  member  and  to  the  hinge  members  at 
the  hinged  edge  to  cover  only  an  edge  of  an  Index 
card  and  hold  said  index  card  in  place  but  per- 
mit ready  removal  by  raising  the  hinged  flap, 


2,015.520 
LIGHT-SENSITIVE    TUBE 

Heinrich    Hermann   Geffcken    and    Hans   Rudolf 
Richter,  Leipzig,  Germany,  assignors  to  Radio 
Patents  Corporation,  New  York,  N.  Y.,  a  corpo- 
ration of  New  York 
Application  July  25.  1930,  Serial  No.  470,689 

In  Germany  July  29.  1929 

4  Claims.     (CI.  250—27.5) 


^/ 


2.  A  photoelectric  tube  comprising  an  envelope, 
a  window  therein  for  passing  controlling  light 
rays,  a  cathode  consisting  of  a  coating  of  light 
sensitive  substance  covering  substantially  the  en- 
tire inner  surface  of  said  envelope  excepting  said 


window,  a  cooperating  anode  within  said  envelope 
and  dispersing  means  structurally  incorporated 
in  said  tube  for  uniformly  distributing  incident 
light  rays  over  said  cathode. 


2.015.521 

PIPE 

Silvio  Gaida,  Hudson  Heights.  N.  J. 

AppUcatlon  April  6,  1935,  Serial  No.  15,072 

6  Claims.     (CI.  131—12) 


1.  A  cool  molstless  pipe,  comprising  a  pipe 
bowl  and  stem,  a  mouthpiece  for  the  stem,  an 
aluminum  coupling  element  between  the  pipe  and 
stem  for  joining  these  parts  separably  together 
and  supporting  an  aluminum  tubular  element 
extending  to  the  base  of  the  stem  and  formed 
with  a  longitud-nal  slot  having  a  bottom  end 
communicating  with  the  bowl,  and  a  glass  tube 
non-rotatively  mounted  through  said  coupling 
element  and  into  said  tubular  element  and  hav- 
ing a  closed  end  adjacent  said  bowl  and  an  open- 
ing communicating  with  the  top  end  of  said  lon- 
gitudinal slot. 


2.015.522 
RIFFLE  TROUGH 

Alfred  O.  Hoffman,  Oakland.  Calif. 

Application  December  16,  1931,  Serial  No.  581.319 

9  Claims.     (CT.  209— 205) 


S^r     ::: 


1.  In  a  riffle  trough,  a  riffle  structure  comprising 
a  bottom  portion  formed  of  sheet  metal  to  pro- 
vide collecting  grooves  extending  transversely  of 
the  trough,  longitudinal  side  members  of  the 
trough  engaging  said  bottom  portion  at  the  ends 
of  said  grooves  and  presenting  faces  of  yielding 
material  thereagainst.  tension  rods  cooperative 
between  said  side  members  to  clamp  said  bottom 
portion  between  them  for  embedding  the  side 
edges  of  the  bottom  portion  in  said  faces  to  seal 
the  groove  ends,  a  supporting  base  beneath  said 
trough  and  in  spaced  relation  therefrom,  and 
plates  of  resilient  material  extending  upwardly 
from  said  base  and  directly  carrying  said  side 
members. 


2.015.523 
METHOD     OF     GENERATING     TXTRARADIO 
FREQUENCY   SOUND-MODULATED   OSCIL- 
LATIONS 
Waldemar  Ilberg.  Berlin,  Germany,  assignor  to 
Telefunken    Gesellsrhaft    fur    Drahtlose    Tele- 
graphic m.  b.  H..  Berlin,  Germany,  a  corpora- 
tion of  Germany 
Application  October  22.  1932.  Serial  No.  639.0.'il 
In  Germany  December  12.  1931 
3  Claims.     (CI.  250—36) 
1.  The  combination  with  an  electron  discharge 
device  oscillator  having  an  anode,  cathode,  and 
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control  electrode  and  means  for  maintaining  said 
control  electrode  at  a  high  positive  potential  rela- 
tive to  said  cathode  and  anode  for  the  generation 
of  oscillations,  of  another  electron  discharge  de- 
vice connected  in  series  with  the  control  electrode 


of  said  first  device,  and  a  keyer  in  circuit  with 
said  other  device  for  automatically  interrupting 
the  passage  of  current  in  said  second  device  peri- 
odically at  an  audio  frequency  rate,  whereby  the 
oscillations  generated  by  said  first  device  are  also 
interrupted. 

2.015,524 

SMOKER'S  NOVELTY 

Clyde  R.  Johnson.  Princeton,  N.  J. 

Application  October  9.  1934,  Serial  No.  747,533 

2  CUims.     (CI.  206—38) 


1.  A  smoker's  novelty  comprising  a  case  par- 
titioned into  separable  compartments,  one  com- 
partment containing  an  absorbent  material  and 
having  a  detachable  cap.  another  compartment 
containing  a  cigarette  holder  substantially  im- 
mersed in  ethyl  alcohol,  a  rod  attached  to  the 
compartment  containing  the  absorbent  material 
and  so  placed  as  to  restrain  the  movement  of  the 
holder  in  the  closed  case,  and  a  hook  at  the  end 
of  the  rod  for  use  In  transferring  the  holder  to 
and  from  the  open  case  and  in  applying  the  ab- 
sorbent material  to  dry  the  holder. 


2.015.525 
PORTABLE  COMPRESSOR 
Joseph  W.  Jones  and  Ellsworth  C    Cowles.  Corn- 
ing. N.  Y.,  assignors  to   Ingersoli-Rand   Com- 
pany, Jersey  City,  N.  J.,  a  corporation  of  New 
Jersey 
Application  May  11,  1934.  Serial  No.  725,053 

5  Claims.  (CI.  230—33) 
1  A  portable  compre.ssor  outfit,  comprising  a 
main  frame  having  side  members  and  transverse 
members,  a  compressor  supported  by  the  main 
frame  a  storage  receiver  affixed  with  one  end  to 
one  of  the  members,  means  for  pivotally  connect- 


ing the  other  end  of  the  storage  receiver  to  an- 
other member,  and  means  for  conveying  the  di»- 


charge  output  of  the  compressor  to  the  storage 
receiver.  

2.015.526 

STOKER 

Paul  A.  Ketchpcl.  Bergenfleld,  N.  J.,  assignor  to 

The  Standard  Stoker  Company,  Incorporated, 

a  corporation  of  Delaware 

Application  November  2.  1931.  Serial  No.  572,610 

4  Claims.     (CI.  110 — 101) 


1.  In  combination  with  a  furnace  having  a 
front  wall,  sidewalls  and  a  grate  surface  of 
greater  width  than  depth,  a  fuel  bunker,  a  single 
fuel  admission  opening  in  each  of  said  sidewalls 
adjacent  said  furnace  front  wall,  a  pair  of  fuel 
transfer  conduits  at  opposite  sides  beneath  and 
communicating  with  the  fuel  bunker,  a  pair  of 
riser  conduits  extending  upwardly  and  forwardly 
from  the  forward  ends  of  said  transfer  conduits 
to  points  adjacent  the  tops  of  said  openings,  each 
of  said  riser  conduits  terminating  in  a  downward- 
ly and  inwardly  curving  elbow,  each  of  said  el- 
bows extending  into  a  respective  opening,  a  screw 
in  each  of  said  transfer  conduits  advancing  fuel 
to  said  riser  conduits,  a  screw  in  each  of  said 
riser  conduits  for  elevating  fuel  to  said  elbows, 
and  a  fuel  distributing  plate  arranged  at  each  of 
said  openings  to  receive  the  fuel  dropped  by 
gravity  through  said  elbows. 

2,015.527 
EYE-PIECE    HAVFNG    OPTICAL    MEMBERS 
THAT     CONSIST    OF    A    LENS     SYSTEM 
AND  A  PRISM  SYSTEM 

Albert  Konig.  Jena.  Germany,  assignor  to  the  firm 

of  Carl  Zeiss,  Jena,  Germany 

Application  May  10.  1935,  Serial  No.  20.707 

In  Germany  May  14.  1934 

3  Claims.      (CI.  88-57) 

1.  An  eye-piece,  especially  for  use  In  binocular 

telescopes,  the  optical  members  of  this  eye-piece 

consisting  of  a  lens  system  and  a  prism  system, 

the   said   lens   system   consisting    of   a   front,   a 

median   and  a  rear  part,  the  said  parts  being 

separated  from  each  other  by  spaces  of  air,  the 
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said  prism  system  being  disposed  in  the  space 
of  air  between  the  front  and  the  median  of  the 
said  parts  and  having  two  reflecting  surfaces,  the 
said  front  part  consisting  at  least  of  a  diverging 
lens  and  having  an  absolute  focal  length  which 
is  at  least  equal  to  the  focal  length  of  the  entire 
lens  system  and  at  most  equal  to  twenty  times 
this  focal  length,  the  said  median  part  consisting 
at  least  of  a  converging  lens  and  having  a  posi- 
tive focal  length,  the  absolute  focal  length  of 
this  median  part  being  at  least  equal  to  half  the 
focal  length  of  the  entire  lens  system  and  at  most 


equal  to  three  times  this  focal  length,  the  said 
rear  part  consisting  of  a  plurahty  of  lenses,  the 
reciprocal  focal  length  of  this  part  being  greater 
than  seven  tenths  of  the  negative  reciprocal 
focal  length  of  the  entire  lens  system  and  smaller 
than  three  tenths  of  the  positive  reciprocal  length 
of  this  lens  system,  the  focal  lengths  of  at  least 
two  pairs  of  neighbouring  lens  surfaces  of  the 
said  rear  part  being  negative,  and  the  absolute 
front  intersectional  distance  of  this  part  being 
at  least  equal  to  eleven  tenths  of  the  absolute 
focal  length  of  this  part. 


2,015.528 
INTERMITTENT  FEED  MECHANISM 
Iner  J.  Larson,  Oaklyn.  N.  J.,  assimor  to  Radio 
Corporation  of  America,  a  corporation  of  Dela- 
ware 

AppUcation  August  26,  1933.  Serial  No.  686,873 
3  Claims.     (CI.  88 — 18.4) 


1.  Intermittent  feed  mechanism  comprising  a 
plvotally  mounted  film  actuating  arm  rigid  in  the 
direction  of  film  feed  and  flexible  In  the  perpen- 
dicular direction,  a  spring  flexing  said  arm  away 
from  the  film,  a  cam  for  flexing  said  arm  toward 
the  film,  and  a  coaxially  pivoted  arm  connected 
to  the  flirst  arm  for  actuating  said  arm  atwut  a 
pivot. 

2.015  529 

PROCESS  OF  TREATING  HYDROCARBON 

PRODUCTS 

William  LeUemann,  Newaric,  N.  J. 

AppUcaUon  May  15,  1934.  Serial  No.  725,703 

Renewed  Aarvst  23,  1935 

3  Claims.     (CI.  196 — 52) 

1.  A  process  for  the  continuous  treatment  of 
relatively  high  boiling  hydrocarbon  mixtures  to 
obtain  relatively  lower  boiling  hydrocarbons  suit- 


able as  gasolene,  automobile  or  engine  fuel  of 
high  octane  number,  comprising  mixing  the  raw 
stock  with  powdered  aluminum  in  proportion  of 
about  3  ounces  to  one  barrel  of  stock,  introduc- 
ing the  mixture  into  a  still  heated  from  under- 
neath, bringing  the  temperature  of  said  still 
to  a  temperature  of  about  800  F..  then  introduc- 
ing continuously  nltrosyl  chloride  into  said  still 


in  the  proportion  of  about  one  pound  said  nl- 
trosyl chloride  per  100  gallons  raw  stock,  con- 
tinuing the  addition  of  raw  stock  containing  lime 
and  nltrosyl  chloride  addition  for  an  indeter- 
minate period,  meanwhile  leading  off  the  frac- 
tions of  relatively  lower  boiling  points  and  con- 
densing the  same,  substantially  as  herein  de- 
scribed. 

2,015.530 
METHOD    OF    AND    APPPARATUS    FOR    THE 
PRODUCTION  OF  GOODS  OF  RUBBER  OR 
SIMILAR  MATERIAL 

Evelyn    William    Madce.    Stockland    Cireen.    Bir- 
min8:ham,  England,  assiirnor  to  Dunlop  Rubl>er 
Company.  Limited.  London,  England,  a  British 
corporation 
Application  September  14.  1934.  Serial  No.  743,963 
In  Great  Britain  December  20,  1929 
7  Claims.     (CI.  18 — 39) 


7.  A  mold  of  the  type  described  having  a  pair 
of  plates  having  spaced  plane  surfaces  and  hav- 
ing border  areas  slightly  displaced  Into  relative 
grooves  and  ridges  to  form  retaining  anchorages 
at  and  throughout  said  borders, 

2.015,531 

ROLL  COATING   MACHINE 

William  J.  Montgomery,  Hamilton.  Otiio,  assiiTior 

to  The  Champion  Paper  and  Fibre  Company, 

Hamilton.  Ohio,  a  corporation  of  Ohio 

ApplicaUon  Jaly  25,  1932,  Serial  No.  624,589 

5  Claims.      (CL  91 — 48) 


1.  In  a  web  coating  machine,  the  combination 
with  a  doctor  roll  and  a  cooperating  web  carry- 
ing roll  and  means  for  driving  these  rolls  In  the 
same  angular  directions,  of  means  for  applying 
cleaning  liquid  across  the  whole  length  of  the 
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carrying  roll  and  means  to  remove  substantially 
ail  of  the  liquid  thus  applied  prior  to  contact 
with  the  web. 

2,015,532 

GARMENT 

Fred  C.   Rickert.   Springfield,  Mass.,   assignor  to 

The  Taylor  Bramley  Company,  Inc..  Chicopee 

Falls.  Mass.,  a  corporation  of  Massachusetts 

AppUcation  January  19,  1935,  Serial  No.  2,547 

2  Claims.      (CI.  2—78) 


1.  An  undergarment  of  the  class  described  com- 
prising In  combination,  a  front  section  of  a  cer- 
tain length,  a  back  section  of  less  length  than  the 
front  section  secured  to  the  opposite  sides  of  the 
upper  part  thereof  to  form  a  garment  body,  a 
posterior  flap  of  less  length  than  said  front  sec- 
tion secured  to  the  opposite  sides  of  the  lower 
part  of  said  body  and  having  an  upper  free  por- 
tion overlapping  the  lower  part  of  said  back  sec- 
tion, a  stretchable  member  secured  to  the  upper 
marginal  edge  portion  of  said  F>osterior  flap  so 
as  to  extend  transversely  of  said  garment  body, 
and  garter-attaching  members  secured  to  the 
opposite  ends  of  said  stretchable  member  to  serve 
as  extensions  thereof,  said  garter-attaching 
members  being  In  the  form  of  loops  of  relatively 
non-stretchable  material  secured  to  said  garment 
body  and  turned  downwardly  upon  and  secured  to 
themselves.       

2,015.533 
COMPOSITION   FOR   MOTHPROOFING 

Richard  M.  Ritter.  Elkins  Park.  Pa. 

No  Drawing.     Application  March  16.  1932, 

Serial  No.  599.349 

8  Claims.     (CI.  167—37) 

8.  A   mothproofing   composition   comprising   a 

sul>stance  selected  from  the  group  consisting  of 

brucine  anlllde  and  Its  salts. 

2,015,534 
FILTER  SYSTEM  FOR  MERCLTIY-ARC 
RECTIFIERS 
Herbert    A.    Rose.    Pittsburgh,    Pa.,    assignor    to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany,  East   Pittsburgh,   Pa.,   a   corporation  of 
Pennsylvania 

AppUcation  May  27,  1933,  Serial  No.  673,204 
5  Claims.     (CI.  178 — 44) 


comprising  a  harmonic  shunt  across  said  circuit, 
a  winding  in  series  with  said  circuit,  a  core  In 
said  winding  and  means  In  said  core  for  varying 
the  Inductance  of  said  winding  with  variation  of 
load  current. 


2,015.535 
CUTTING  INSTRL^MENT 

Elmer  P.   Sacrey,   Liverpool.  N.   Y.,  assignor   to 
Syracuse  Toolectric  Mfg.  Corp..  Syracuse,  N.  Y., 
a  corporation  of  New  York 
ApplicaUon  March  31,  1934.  Serial  No.  718.456 
14  Claims.     (CI.  128—317) 


1.  In  a  cutting  instrument,  a  body,  a  reversely- 
movable  tool  holder  mounted  in  the  body  and 
means  for  actuating  the  tool  holder,  the  tool 
holder  having  vibration  balancing  means,  in  addi- 
tion to  the  actuating  means,  embodied  therein 
and  self-contained  therewith. 


1.  A  filter  system  for  a  variable  load  direct  cur- 
rent circuit  supplied  by  a  vapor  electric  device. 


2.015.536 
SINTERED  HARD  METAL  ALLOY 

Karl    Schrotcr,    Berlin -Lichtenberg,    Kurt    Arte, 
Berlin-Lichterfelde-Ost,    Kurt    Moers,    Berlin- 
Steglitz,  and  Hans  WolflT,  Berlin,  Germany,  as- 
signors,   by    mesne    assignments,    to    General 
Electric  Company.  Schenectady,  N.  Y.,  a  corpo- 
ration of  New  York 
No  Drawing.     Application  March  24,  1932,  Serial 
No.  601,042.    In  Germany  July  18,  1931 
10  Claims.     iCl.  75—1) 
1.  An   alloy   consisting    substantially  of   60   to 
85%  tungsten  carbide,  about  10  to  30%  of  titani- 
um compound  from  the  group  titanium  carbide, 
titanium  nitride,  titanium  boride.  and  an  appre- 
ciable amount  up  to  about  25%  of  metal  from  the 
iron  group. 

2,015.537 
PROTECTIVE  SYSTEM  FOR  VAPOR 
ELECTRIC  CONVERTERS 
Daniel   Silverman,  Wilkinsburg,  Pa.,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany,  East  Pittsburgh,  Pa.,   a  corporation  of 
Pennsylvania 
Application  March  29,  1934,  Serial  No.  718.095 
7  Claims.     (CI.  175 — 363) 
1.  A  converter  system  comprising  an  alternat- 
ing current  system,  a  direct  current  system,  a 
plurality  of  make-alive  type  valves  for  transfer- 
ring energy  between  said  systems,  a  make-alive 
electrode  in  each  valve,  a  connection  from  said 
make-alive  electrode  to  the  anode   of  the  con- 
verter valve,  an  auxiliary  valve  in  said  connec- 
tion, a  relay  responsive  to  fault  in  said  converter, 
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a  grid  In  said  auxiliary  valve  and  means  ener- 
gized by  said  relay  for  impressing  blocking  po- 


tential on  said  grids  for  interrupting  current  flow 
to  said  make-alive  electrode. 


2.015^38 
VAPOR  ELECTRIC  CONVERTER 
Daniel  Silverman,  Wilkinsburf .  and  L«on  R.  Lud- 
wig,   Forest  Hills,   Pa.,   assignors   to   Westing- 
hovne    Electric    A    Manufacturing    Company, 
East  Pittsburgh,  Pa.,  a  corporation  of  Penn- 
sylvania 
Application  March  29.  1934,  Serial  No.  718.096 
10  Claims.     (CL  175—363) 


8.  An  electric  conversion  system  comprising  a 
transformer  having  six  phase  terminals,  six 
make-alive  type  valves  connected  to  said  phase 
terminals,  h  make-alive  electrode  in  each  valve 
for  controlling  the  conductivity  thereof,  a  source 
of  triple  harmonic  potential  comprising  an  open 
delta  winding,  an  exciting  transformer  fed  from 
said  source  connections  for  impressing  the  poten- 
tial of  said  exciting  transformer  on  the  make- 
alive  electrodes,  said  connections  comprising  grid 
controlled  valves  in  series  with  each  make-alive 
electrode,  each  of  said  grids  being  controlled 
from  a  phase  of  the  converter  other  than  that 
with  which  it  is  associated. 


2.015,539 
^~  REGULATING  SYSTEM 

—Stephen  A.  Staege,  PitUburgh.  Henry  W.  Reding, 
Forest  HiUa,  and  John  F.  Peters,  Edgewood,  Pa., 
aasignors  to  Westinghoase  Electric  &   Manu- 
facturing Company,  East  Pittsburgh,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  November  25.  1933.  Serial  No.  699.750 
8  Claims.     (CI.  172 — 293) 
4.  A   speed -regulating   system   for   a   rotating 
machine   comprising,  in  combination,   a  source 
of  master  alternating-current  voltage,  a  source 
of  pilot  voltage  having  a  frequency  proportional 
to  the  machine  speed,  a  circuit  for  interconnect- 
ing said  two  sources,  speed-adjusting  means  for 
the  machine  comprising  an  electronic  tube,  and 


means  responsive  to  the  current  flowing  in  said 
circuit  for  impressing  upon  said  tube  a  control 


<^: 


,i1     .^MJff'" 


y 


AC   (■ 


potential  which  varies  with  the  phase  displace- 
ment between  the  voltages  of  said  two  sources. 


2,015,540 

KNITTING  MACHINE 

Ernest  Tither.  Philadelphia.  Pa.,  assignor  to  The 

Vogue   Silk   Hosiery   Co.,   Philadelphia,    Pa.,  a 

corporation  of  Pennsylvania 

Application  December  28,  1934,  Serial  No.  759.477 

1  Claim.     (CI.  66—110) 


In   a  flat   knitting  machine,  the  combination 
of  a  bank  of  upright  spring-beard  needles  ar- 
ranged in  rectilinear  alignment  with  each  other, 
and  uniformly  spaced  with  re.spect  to  each  other, 
and  adapted  for  vertical  reciprocation  in  unison 
with  each  other,  a   thread  carrier  adapted   for 
traversing  longitudinally  of  the  bank  of  needles, 
with  its  thread-discharge  point  at  a  fixed  height, 
and  to  discharge  thread  across  the  front  of  said 
needles  at  a  fixed  height  or  level,  corresponding 
to  the  height  or  level  of  the  discharge  point  of 
the  thread  carrier,  a  bank  of  forming-sinkers  and 
a  bank  of  dividers  arranged  for  horizontal  slid- 
ing movement  transversely  of  the  needle  bank, 
with     the    forming-sinkers    and    dividers    being 
aligned  with  the  alternate  spaces  between  adja- 
cent needles,  means  for  advancing  the  forming- 
sinkers  In  succes.slon  In  a  position  slightly  lag- 
ging after  the  thread  carrier,  while  the  dividers 
are  retracted  in  an  inoperative  position,  and  a 
catch-bar   for   advancing   the   dividers  simulta- 
neously after  all  the  forming-sinkers  have  been 
advanced,    and    for    retracting    the   dividers   si- 
multaneously, said  catch-bar  being  In  constant 
engagement  with  the  dividers  and  being  adapted 
to  engage  the  forming-sinkers  in  its  outermost 
or  advanced  position,  and  to  retract  said  form- 
ing-sinkers  in   umson  with  each  other   and  si- 
multaneouslv  with  the  retraction  of  the  dividers, 
and  to  release  or  disengage  the  forming-sinkers 
in  its  retracted  position;— the  upper  nibs  of  the 
forming-sinkers  being  above  the  discharge  end  of 
the  thread  carrier  and  said  forming-sinkers  hav- 
ing recesses  in  their  upper  edges  immediately  aa- 
jacent  the  upper  nibs  in  their  smklng  ends,  with 
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the  bottom  of  the  recess  below  the  level  of  the 
thread-discharge  point  of  the  thread  carrier, 
thereby  to  permit  the  free  and  uninterfered 
traverse  of  the  thread  carrier  in  both  the  ad- 
vanced position  of  the  forming-sinkers  as  well 
as  In  the  retracted  position  of  the  forming  sink- 
ers. 


2.015.541 
HOSE  COLTLING 
Albert  J.  Weatherhead,  Jr.,  Cleveland.  Ohio,  as- 
signor to  The  Weatherhead  Company,  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
Application  January  3,  1933,  Serial  No.  649,833 
1  Claim.     (CI.  285— 86) 


XI    /f 


In  a  device  of  the  character  described,  a  cou- 
pling memt)er  having  a  body  portion,  a  cylin- 
drical nipple  projecting  from  the  body  portion 
and  adapted  to  extend  within  a  non-metallic 
hose,  the  external  diameter  of  the  nipple  being 
substantially  uniform  throughout  its  entire  length 
and  being  substantially  equal  to  the  internal 
diameter  of  the  hose,  said  body  portion  having 
a  fiat  radial  wall  adjacent  the  base  of  the  nipple 
adapted  to  engage  the  end  of  the  hose,  an  in- 
tegral sleeve  projecting  from  the  body  portion 
and  concentric  with  the  nipple  and  adapted  to 
surround  the  outer  surface  of  the  hose,  said  sleeve 
having  a  continuous  substantially  cylindrical 
inner  surface  of  substantially  uniform  diameter 
throughout  its  length  and  substantially  equal  to 
the  external  diameter  of  the  hose,  an  externally 
threaded  portion  adjacent  the  body  portion  of 
the  coupling,  and  a  deformable  portion  extend- 
ing beyond  the  threaded  portion,  in  combination 
with  a  clamping  nut  having  threads  adapted  to 
engage  the  externally  threaded  portion  of  the 
sleeve  and  an  internal  cam  surface  adapted  to 
engage  the  sleeve  to  deform  said  portion  in- 
wardly to  compress  the  hose  between  the  sleeve 
and  the  nipple  and  to  urge  the  material  of  the 
hose  toward  said  radial  wall  upon  relative  rota- 
tion between  said  nut  and  the  coupling  member. 


2.015.542 
MEANS   FOR   TEMPORARILY  CLOSING   THE 
CHANNELS  IN  HOLLOW  CONDUCTORS  OF 
FLOD   FILLED  CABLES 

Bruno  Zeiss,  Copenick-Wendenschloss.  Germany, 
assignor  to  General  Electric  Company,  a  cor- 
poration of  New  York 
AppUcation  March  16.  1932,  Serial  No.  599,271 
In  Germany  March  18.  1931 
4  Claims.     (CI.  173—268) 


length  greater  than  the  distance  between  the 
seats  so  that  when  the  heads  are  brought  into 
engagement,  the  rods  automatically  open  the 
valves,  and  a  means  earned  by  one  of  the  heads 
and  engaging  the  other  for  positively  uniting 
them. 


1.  A  cable  joint  comprising  lengths  of  insulated 
stranded  conductors,  each  having  a  central  chan- 
nel filled  with  fluid  Insulation,  a  connector  for  the 
conductors  comprising  a  pair  of  cooperating  tu- 
bular members,  each  having  a  head  and  a  tube 
of  less  diameter  than  the  head  projecting  into  the 
channel  for  supporting  the  strands  of  the  con- 
ductor, the  heaa  and  tUbe  oeing  integral,  a  vaive 
seat  at  the  inner  enclosed  end  of  each  tube,  valves 
adapted  to  be  held  on  their  respective  seats  by 
the  fiuid  contained  in  the  channels,  rods  located 
within  the  tubes  and  heads  having  a  combined 


2.015,543 

INTERLOCKED    EXPLOSIONPROOF    SWITCH 

HOUSING  AND  PLUG  RECEPTACLE 

Carl  H.  Bissell.  Syracuse,  N.  Y.,  assignor  to 
Crouse- Hinds  Company,  Syracuse,  N.  Y.,  a  cor- 
poration of  New  York 

Application  July  21,  1933,  Serial  No.  681,547 
3  Claims.     (CL  200—50) 


.SM 


1.  The  combination  of  an  explosion  proof  switch 
housing  provided  with  a  detachable  receptacle 
housing,  a  receptacle  mounted  in  said  receptacle 
housing  and  a  plug  slidable  axially  into  and  out 
of  said  receptacle  housing  into  and  out  of  en- 
gagement with  said  receptacle,  a  switch  mounted 
in  the  switch  housing,  a  cover  detachably  secured 
to  the  switch  housing,  a  switch  actuating  mem- 
ber joumalled  in  the  cover  and  having  one  end 
extending  outwardly  through  the  cover  toward  the 
receptacle  housing,  and  being  operable  to  actu- 
ate the  switch  to  on  and  off  positions,  the  re- 
ceptacle housing  being  provided  with  an  exten- 
sion on  one  side,  a  latch  member  rotatably 
mounted  in  said  extension  on  an  axis  extending 
transversely  of  the  plug  and  receptacle,  one  end 
of  said  latch  member  extending  into  the  recep- 
tacle housing  and  being  engageable  by  the  plug 
when  inserted  in  the  housing,  the  outer  end  of 
said  latch  member  cooperating  with  the  outer 
end  of  the  switch  actuating  member  to  prevent 
actuation  of  the  same  after  the  plug  has  been 
withdrawn  from  the  receptacle,  and  to  prevent 
withdrawal  of  the  plug  from  the  receptacle  after 
the  switch  actuating  mechanism  has  been  ac- 
tuated into  on  position. 


2.015.544 
SWITCH  MOUNTING 
Carl    H.    BJssell.    Syracuse.    N.    Y..    assignor    to 
Crouse-Hinds  Company.  Syracuse,  N.  Y.,  a  cor- 
poration of  New  York 
Application  July  21.  1933.  Serial  No.  681.548 

4  Claims.  (CI.  247—20) 
1.  An  electrical  conduit  fitting  formed  with  an 
opening  in  one  side  thereof,  a  cover  for  said  OF>en- 
Ing.  an  electric  switch,  a  support  member  secured 
to  the  switch  and  having  portions  partially  over- 
lapping the  margin  of  the  fitting  about  the  open- 
ing, the  cover  being  formed  with  an  annular  mar- 
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gin  of  less  width  than  the  margin  of  the  fitting 
about  the  opening,  the  top  portion  of  the  cover 
coacting  with  the  support  member  to  move  said 


member  toward  the  fitting  when  the  cover  Is 
secured  to  the  fitting,  and  means  for  detachably 
securmg  the  cover  to  the  flttmg. 


2.015.545 
THERMOSTATIC  DEVICE 
Edward  Bletz.  Lexington,  and  Lewis  J.  Greena- 
walt.   Mansfield,  Ohio,  assignors   to   Westing - 
house    Electric    &    Manufacturing    Company, 
East  Pittsburgh,  Pa.,  a  corporation  of  Penn- 
sylvania 
Application  August  25,  1933.  Serial  No.  686.758 
5  Claims.     (CI.  200 — 138) 


1.  In  a  temperature-responsive  switch,  the 
combination  of  a  base,  contact  members  insu- 
latedly  fixed  thereon,  a  stud  extending  through 
said  base,  a  snap-acting  bimetallic  disc  centrally 
mounted  at  one  end  of  said  stud,  a  ring  member 
supported  from  the  rim  of  said  disc  at  a  plurality 
of  peripherally-spaced  points,  contact  members 
mounted  upon  said  ring  member  and  adapted  to 
cooperatively  engage  said  first-mentioned  contact 
members,  and  means  adapted  to  directly  act  upon 
said  ring  member  for  restricting  the  distance 
which  said  member  may  be  moved  by  said  disc 
away  from  the  switch  base. 


2,015.546 
IMPLXSE  COUPLING  FOR  MAGNETOS 
William  F.  Borgerd.  Chicago.  111.,  assignor  to  In- 
ternational Harvester  Company,  a  corporation 
of  New  Jersey 
AppUcation  July  20,  1933.  Serial  No.  681,324 

15  Claims.  (CI.  123 — 149) 
1.  In  a  magneto  having  a  frame  structure  and 
in  combination  therewith,  an  armature  shaft,  an 
accelerating  member  mounted  on  said  shaft,  a 
driving  member  therefor,  resilient  connecting 
means  between  said  driving  member  and  said 
accelerating  member,  stop  means  for  said  accel- 
erating member  including  a  pawl  pivoted  on  the 
frame  structure,  means  operated  by  the  driving 
member  for  disconnecting  said  pawl,  a  latch 
mounted  on  the  frame  structure  operative  to 
engage  and  hold  the  pawl  out  of  operative  posi- 


tion upon  a  predetermined  angular  movement  of 
said  pawl  away  from  the  accelerating  member, 
and  means  carried  by  one  of  the  rotating  mem- 


bers operable  to  release  said  latch  upon  a  pre- 
determined minimum  speed  of  rotation  of  one 
member  of  the  accelerating  means. 


2.015.547 

CONVERTIBLE  BODY 

Raymond  L.  Carr.  Boston.  Mass. 

Application  June  15,  1929.  Serial  No.  371  162 

19  CUims.     (CI.  296 — 15) 


1  In  a  vehicle,  a  body  wall  comprising  two 
Ixxly  wall  sections  each  of  which  provides  a 
pocket,  a  closure  panel  movable  out  of  each  pocket 
to  a  raised  position  thereabove,  said  panels  having 
edge  portions  in  mutual  engagement,  the  pockets 
having  openings  to  permit  the  engagement  of 
these  edge  portions  when  thp  panels  are  lowered, 
resilient  means  supporting  one  of  the  panels  and 
holding  Its  edge  in  yieldable  engagement  with 
that  of  the  other  panel,  said  resilient  means  com- 
prising a  spring  connected  to  the  bottom  of  the 
corresponding  panel,  a  guide  element  In  the  pock- 
et with  which  the  spring  is  slidably  associated, 
said  spring  and  element  being  arranged  to  prevent 
any  substantial  longitudinal  movement  of  the 
panel  through  the  opening. 


2.015.548 
SPOOL  RACK 
Ralph  H.  Carter.  Johnson  City.  Tenn..  assignor 
to   North    American   Rayon   Corporation.    New 
York,  N.  Y..  a  corporation  of  Delaware 
Application  August  18.  1932.  Serial  No.  629.376 
13  Claims.     (CI.  242 — 130) 
3.  In   a    spool    transporting    rack,    a    box-like 
frame,  a  grille  disposed  along  the  vertical  me- 
dian axis  thereof  comprising  a  plurality  of  metal- 
lic strips  extending  horizontally  of  said  frame 
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bent  In  zig-zag  form,  adjacent  strips  having  their 
bends   adjacent,    rods   connecting   the    adjacent 

^f — J  -   -Jjtf 


bends,  and  spool  holders  secured  to  the  ends  of 
said  rods. 


2.015,549 

POTATO    HARVESTER 

William  C.  Dwyer  and  Lewis  E.  Smith.  Auburn, 

N.    Y..    assignors    to    International    Harvester 

Company,  a  corporation  of  New  Jersey 

Application  December  1,  1933,  Serial  No.  700.520 

32  Claims.     (CL  55—135) 


T  a^->. 


1.  In  a  potato  digger  having  a  wheel  supported 
main  frame  and  in  combination,  a  digger  unit 
mounted  on  said  frame,  a  shaking  conveyer  ex- 
tending upwardly  from  said  digger  unit,  a  stone 
and  potato  separating  conveyer  mounted  on  said 
main  frame,  means  for  driving  said  conveyers, 
and  means  for  operating  the  separating  conveyer 
independently  of  the  shaking  conveyer  whereby 
an  excess  of  material  may  be  removed  from  the 
separating  conveyer  without  adding  more  ma- 
terial thereto  from  the  shaking  conveyer. 


2.015.550 

FOLDING  DEVICE  USING  THE  PHOTO 

GLOW  TL^ES 

Robert  S.  Elberty.  Jr..  Wilkinsburg,  Pa.,  assignor 
to  Westinghouse  Electric  &.  Manufacturing 
Company,  a  corporation  of  Pennsylvania 

Application  February  28.  1931.  Serial  No.  519,097 
11  Claims.     (CI.  270 — 68) 


second  conveyor,  said  conveyors  being  so  disposed 
that  said  sheet  of  material  is  transferred  from 
said  first  conveyor  to  said  second  conveyor,  and 
photo-sensitive  means  for  reversing  the  direction 
of  motion  of  said  second  conveyor  after  a  pre- 
determined length  of  said  sheet  has  been  trans- 
mitted from  said  first  conveyor  to  said  second 
conveyor. 


2.015.551 
DISCHARGE  DEVICE  PROTECTION 
Arnold  Edler,  Berlin -Siemensstadt,  and  Wilhelm 
Brockmann.  Berlin-Charlottenburg.  Germany, 
assignors  to  Westinghouse  Electric  &  Manufac- 
turing Company,  East  Pittsburgh,  Pa.,  a  cor- 
poration of  Pennsylvania 

AppUcation  June  27.  1934,  Serial  No.  732,706 

In  Germany  June  30,  1933 

4  Claims.     (CI.  175— 363) 


3.  A  control  system  for  a  vapor  electric  device 
comprising  control  electrodes  associated  with  said 
device,  a  source  of  control  potential,  means  for 
successively  applying  said  control  potential  to 
said  electrodes,  an  arc  discharge  device  in  series 
with  said  means,  a  capacitor  charged  by  said  arc 
discharge  device  and  means  responsive  to  an 
abnormal  current  condition  In  the  vapor-electric 
device  for  discharging  said  capacitor  and  block- 
ing current  flow  through  said  arc  discharge 
device. 


2.015,552 

WRAPPER  PRINTING  AND  ADDRESSING 

MACHINE 

Harmon  P.  Elliott.  Watertown.  Mass. 

AppUcation  December  30,  1933.  Serial  No.  704,659 

38  Claims.     (CI.  101—58) 


1    Sheet-folding  apparatus  comprising  a  con- 
veyor for  transmitting  a  sheet   of   material,  a 


1.  A  wrapper  printing  and  addressing  machine 
comprising  means  for  advancing  a  web  of  paper, 
means  for  applying  the  same  printed  data  and 
different  addresses  to  successive  wrapper  blanks. 
adjustable  means  for  changing  the  lengths  of  the 
printed  and  addressed  wrappers,  and  means  for 
changing  the  relation  between  the  printed  data 
and  addresses  on  the  wrappers. 

21.  In  an  addressing  machine  means  for  mov- 
ing   a    succession    of    address    bearing    devices 
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through  a  printing  position,  printing  means  for 
printing  from  said  devices,  means  operated  by 
said  printing  means  for  applymg  a  distmguishing 
mark  to  said  devices,  and  means  controlled  by 
said  devices  for  disabling  at  the  same  time  both 
said  printing  means  and  said  mark  applying 
means  to  prevent  the  operation  of  both  means 
on  said  selected  devices. 

25.  A  wrapper  printing  and  addressing  ma- 
chine, comprising  means  for  applymg  different 
addresses  to  successive  wrapper  blanks,  printing 
means  for  printing  data  on  successive  wrapper 
blanks,  and  means  for  applying  different  distin- 
guishing marks  in  different  distinguishing  loca- 
tions on  selected  wrapper  blanks. 


2.015.553 
CONTROL  APPARATTS 
Donald  W.  Exner,  Irwin,  Pa.,  assiirnor  to  West- 
inshoose  Electric  &.  Manufacturinir  Company, 
East  Pittsburgh.  Pa.,  a  corporation  of  Pennsyl- 
vania 

AppUcation  July  19.  1934.  Serial  No.  735.991 
7  Claims.     (CI.  74 — 565) 


ig.  a,  la  I? 


v-t-< 


1.  In  a  controller,  in  combination,  a  controller 
shaft,  a  handle  pivotally  mounted  on  the  shaft, 
projecting  lugs  on  the  handle,  and  stop  members 
so  disposed  to  engage  the  lugs  that  it  is  necessary 
to  alternately  raise  and  lower  one  end  of  the 
handle  in  order  to  rotate  the  shaft. 


2.015.554 
MAGNETIC  WEDGE 

Frederick  E.  Fisher.  Scotia,  N.  Y.,  assignor  to 
General  Electric  Company,  a  corporation  of 
New  York 

Application  December  8,  1933,  Serial  No.  701.467 
11  Claims.     (CI.  171—206) 


gitudinally  of  said  wedge,  placing  a  longitudinal 
member  in  said  recess,  and  securing  said  member 
in  said  recess  by  deforming  the  sides  of  said  re- 
cess to  grip  said  member. 


1.  A  magnetic  wedge  having  a  plurality  of  lami- 
nations extending  transversely  of  the  length  of 
said  wedge,  said  laminations  comprising  folds  of 
a  strip  of  magnetic  material  and  having  a  recess 
extending  longitudinally  of  said  wedge,  and 
means  for  providing  a  unitary  construction  In- 
cluding a  member  arranged  in  said  recess  and 
secured  to  the  edges  of  said  laminations  for  re- 
taining said  laminations  in  assembled  relation. 

8.  The  method  of  constructing  a  magnetic 
wedge  which  comprises  the  steps  of  arranging  a 
plurality  of  laminations  extending  transversely 
of  said  wedge  and  having  a  recess  extending  Ion-  i 


2,015,555 
LOAD  CONTROL  SYSTEM 
Lawrence  L.  Fountain,  Wilkinsburg.  Pa.,  assifnor 
to    Westinffhouse    Electric    8i    Mannfacturinc 
Company,  East  Pittsburgh,  Pa.,  a  corporation 
of  Pennsylvania 

Application  April  14,  1934,  Serial  No.  720,619 
7  Claims.     (CI.  290 — 4) 


1.  In  combination,  a  plurality  of  electrical 
generators  operating  in  parallel  circuit  relation, 
individual  prime  movers  for  driving  the  several 
generators,  means  associated  with  each  prime 
mover  for  varying  the  power  input  thereto,  means 
responsive  to  a  regulated  quantity  resulting  from 
the  operation  of  said  generators  for  controlling 
the  power  input  to  said  prime  movers,  and  means 
responsive  to  load  unbalance  between  said  sev- 
eral generators  for  selecting  certain  of  said  gener- 
ators only  to  respond  to  specific  variations  In 
power  input. 


2.015,556 
REGULATOR   SYSTEM 
Lawrence  L.  Fountain,  Wilkinsburg.  Pa.,  assignor 
to    Westinghouse    Electric    &    Manufacturing 
Company,  East  Pittsburgh,  Pa.,  a  corporation 
of  Pennsylvania 

Application  April  14,  1934,  Serial  No.  720,620 
4  Claims.     (CI.  290 — 40) 

J- 


— ormrb — i-^\'^'^^\-i 


1.  In  a  generating  system  wherein  a  load-cir- 
cuit is  supplied  by  an  electrical  generator  driven 
by  a  prime  mover  having  a  substantially  con- 
stant power  Input,  means  for  maintaining  a  sub- 
stantially constant  frequency  and  voltage  on  the 
generator  comprising  a  static  power  consuming 
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device  connected  to  be  energized  from  said  gen- 
erator, and  static  means  responsive  to  the  cur- 
rent in  said  load  circuit  for  so  varying  the  jwwer 
consumed  by  said  power  consuming  device  as  to 
maintain  a  substantially  constant  electrical  load 
on  said  generator. 


2.015,557 

FLIER   FOR   SPINNING   MACHINES 

Henry  C.  Herr  and  Harvey  E.  Herr,  Buffalo,  N.  Y., 

assignors    to    Herr    Manufacturing    Company, 

Inc.,  Buffalo,  N.  Y.,  a  corporation  of  New  York 

AppUcation  April  27,  1934,  Serial  No.  722,662 

13  Claims.     (CI.  117—26.5) 


1.  A  flier  for  splrming  machines,  comprising 
a  hub,  one  or  more  flier  wires  projecting  from  one 
side  of  said  hub,  and  a  member  projecting  from 
the  diametrically  opposite  side  of  said  hub  and 
having  an  air  impact  face  extending  generally 
in  a  circumferential  direction  for  generating  a 
force  counter  to  that  of  the  centrifugal  force  of 
the  wires  when  the  flier  is  in  motion. 


2.015.558 

FLIER  FOR  SPINNXNG   MACHINES 

Henry  C.  Herr,  Buffalo,  N.  Y..  assignor  to  Herr 

Manufacturing  Company,  Inc.,  Buffalo.  N.  Y., 

a  corporation  of  New  York 

Application  October  29.  1934,  Serial  No.  750,463 

18  Claims.     (CI.  117—26.5) 


.M  ^A, 


1.  A  flier  for  spinning  machines  and  the  like, 
comprising  a  flier-wire  body  adapted  for  applica- 
tion to  a  bobbin-spindle,  a  brake -carrying  mem- 
ber disposed  beneath  and  structurally  indepen- 
dent of  said  body  and  having  a  brake  element 
hinged  thereto  for  movement  into  and  out  of 
frictional  contact  with  the  bobbin,  and  means 
for  connecting  said  brake-carrying  member  with 
said  body. 


2.015.559 

SEPARABLE    BUTTON 

William  W.  Holm,  Fort  Scott.  Kans. 

Application  May  21,  1934.  Serial  No.  726,651 

4  Claims.     (CI.  24 — 109) 

J       /o  S 


1.  In  a  separable  button,  a  shank  having  at  one 
end  an  enlargement  and  having  a  portion  oblong 
in  cross  section  extending  from  said  enlargement 
and  adapted  for  insertion  to  one  position  In  a 
button-hole  and  held  thereby  from  turning,  a  cap 
revoluble  to  and  from  a  locking  position  on  the 
other  end  of  said  shank  and  to  a  position  in  which 


It  is  detachable  therefrom,  and  releasable  means 
for  holding  said  cap  in  said  locking  position,  said 
cap  having  on  its  outer  side  a  symbol  disposed  for 
proper  display  only  when  said  cap  is  in  said  lock- 
ing position  and  said  shank  is  in  said  one  posi- 
tion in  the  button-hole. 


2.015.560 

FOLDING    STOOL 

Carlo  lafrate.  Detroit.  Mich. 

Application  January  2.  1934.  Serial  No.  704,936 

1  Claim.     (CI.  155—149) 


*"  / 


A  stool  of  the  character  described  comprising 
two  pairs  of  hub  members  arranged  in  spaced  re- 
lation and  having  pairs  of  laterally  spaced  open- 
ings therethrough,  a  transverse,  rectangular 
brace  extending  between  the  pairs  and  having  at 
each  end  a  pair  of  laterally  spaced  cylindrical 
pivot  pins  adapted  to  project  through  said  open- 
ings, a  pair  of  upper  U  shaped  members  each  hav- 
ing two  vertical  legs  swingably  mounted  upon  said 
pivot  pins  and  connected  at  their  free  ends  by 
transver.:e  memberi,  a  flexible  seat  member  con- 
necting said  transverse  members,  a  pa^r  of  lower 
U-shap?d  members  each  having  two  vertical  legs 
swingably  mounted  upon  said  pivot  pins  and  con- 
nected at  their  free  ends  by  transverse  members 
adapted  to  rest  upon  a  supporting  surface,  the 
vertical  legs  and  transverse  members  of  the  lower 
U-shaped  members  being  shorter  than  those  of  the 
upper  U-shaped  members  whereby  said  lower 
members  may  be  swung  about  their  pivot  pins 
so  as  to  lie  in  the  same  respective  planes  as  their 
corresponding  upper  members,  bracing  means  for 
maintaining  the  stool  In  stable  open  position,  and 
means  for  holding  said  hub  members  against 
rotary  movement,  said  last  named  means  com- 
prising rigid  vertical  members  upon  each  of  said 
pairs  of  pivot  pins,  and  pairs  of  toggle  links  posi- 
tioned above  said  pivot  pins  and  connecting  one 
adjacent  vertical  leg  of  each  of  said  upper  U- 
shaped  members  to  the  respective  adjacent  rigid 
vertical  member. 


2,015.561 
SWTTCH   MECHA^^SM 
Oliver  S.  Jennings,  Mansfield,  Ohio,  assignor  to 
Westlnghouse  Electric  &  Manufacturing  Com- 
pany.  East   Pittsburgh,   Pa.,   a   corporation   of 
Pennsylvania 
Continuation   of  application   Serial   No.   606.565, 
December  13.  1922.    This  application  December 
16.  1931.  Serial  No.  581.320 

16  Claims.     (CI.  200—144) 
1.  In  a  circuit  interrupter,  means  to  establish 
an  arc.  arc  extinguishing  means  for  said  arc  com- 
prising a  plurality  of  metal  plates  having  open 
spaces  therebetween,  one  or  more  of  said  plates 
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having  openings  extending  therein  from  one  edge: 
thereof  and  being  of  iron  for  moving  said  arc' 


^ 


in  said  plates  and  retaining  it  therein  until  ex- 
tinguished. 


2,015.562 

WINDING  WITH  TWO  PARALLELS 

PER  POLE 

Lee  A.  Kilfore,  Forest  Hills,  Pa.,  assignor  to  West- 
inyhoase  Electric  &  Manufacturing  Company, 
East  Pittsburgh,  Pa.,  a  corporation  of  Pennsyl- 
vania 

AppUcaUon  April  12.  1934.  Serial  No.  720.220 
15  Claims.     (CL  171—206) 


1,  A  dynamo-electric  machine  having  an  alter- 
nating-current winding  and  a  multi-slot  core 
therefor,  said  winding  having  a  plurality  of 
phase-belts,  each  phase-belt  comprising  a  plural- 
ity of  parallel -connected  circuits  in  different  slots, 
each  circuit  comprising  a  plurality  of  coils  con- 
nected in  series,  each  coil  having  two  coil-sides 
each  of  the  coil-sides  of  any  given  circuit  lying 
in  a  different  slot,  the  number  of  coil-sides  in  each 
of  said  parallel-connected  circuits  being  the  same, 
and  the  disposition  of  the  coil-sides  with  respect 
to  the  central  axis  of  each  phase-belt  being  such 
as  to  produce  substantially  the  minimum  possible 
voltage  difference  between  the  resultant  gener- 
ated voltages  in  the  circuits  connected  together  in 
parallel. 


2.015.563 
DISCHARGING  MECHANISM  FOR 
FERTILIZER  DRILLS 
George    M.    Kriegbaum    and    David    M.    Morris, 
Richmond,    Ind.,    assignors     to    International 
Harvester    Company,    a    corporation    of    New 
Jersey 

AppUcation  June  8.  1933.  Serial  No.  674.933 
10  Claims.     (CI.  221—130) 


1.  In  a  hopper  discharging  mechanism,  the 
combination  with  a  fertilizer  feed  wheel  having 
a  circular  hub  with  sweep  arms  radiating  there- 
from and  adapted  to  pass  over  the  discharge 
opening  of  a  hopper,  of  a  removable  feed  reduc- 


ing ring  surrounding  the  hub  and  formed  with 
shoulders  engaged  by  the  arms,  said  ring  being 
of  less  width  than  the  length  of  the  arms  so  that 
the  ends  of  the  arms  project  beyond  the  rim. 


2.015.564 
ELEVATOR   DISPATCHING   SYSTEM 
Frank  E.  Lewis.  East  Pittsburgh.  Pa.,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 
Application  August  25,  1927.  Serial  .No.  215,392 
23  Claims.     (CI.  187—29) 


1.  In  an  elevator  system  comprising  a  plurality 
of  cars  operable  from  a  terminal  in  the  order 
of  their  arrival,  a  door  for  each  of  said  cars, 
means  individual  to  each  car  for  opening  its  as- 
sociated door,  means  individual  to  each  car  for 
closing  its  associated  door,  and  means  responsive 
to  the  arrival  of  any  of  said  cars  at  a  certain  ter- 
minal and  to  the  closing  of  its  door  while  at 
said  terminal  for  thereafter  maintaining  its  door 
closed  until  the  departure  from  said  terminal  of 
all  prior  cars. 


2.015.565 
DEVICE  FOR  OPENING  TOPS  OF  BOTTLES 

AND  JARS 
Edgar  O.   Loeber,  Cleveland,  Ohio,   assignor,   by 
direct  and  mesne  assignments,  of  one- half  to 
The  Rulo  Company,  Cleveland.  Ohio,  a  corpora- 
tion   of    Ohio,    and    one-half    to    Robert    U. 
Jamison,  Cleveland.  Ohio 
Application  September  7,  1933.  Serial  No.  688.473 
6  Claims.     (CI.  81—3.1) 


•  .« 


1  A  device  for  removing  caps  from  containers 
comprising  a  hollow,  normally  elongated  member 
formed  of  elastic  material  and  having  end  walls 
curved  on  different  rad.i  and  converging  side 
walls  integrally  connected  to  said  end  walls,  the 
inner  surfaces  of  said  end  walls  and  side  walls 
being  smooth  throughout  their  entire  area. 


2.015.566 
APPARATUS    FOR   CLEANING   COILS 
Le  Roy  D.  Lowry.  Detroit,  Mich. 
Application  September  29.  1933.  Serial  No.  691.435 
8  Claims.     (CI.  225 — 13) 
1    Apparatus  of  the  character  described  com- 
prising, a  fluid  pump,  a  source  of  fiuid.  said  pump 
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having  an  intake  communicating  with  said  source 
of  fluid  through  a  three-way  valve,  a  detergent 
solution  tank  communicating  with  said  intake 
through   said   three-way   valve,  said    three-way 


valve  operable  to  place  either  the  detergent  solu- 
tion tank  or  the  source  of  fluid  in  communica- 
tion with  the  pump,  a  by-pass  provided  with  a 
valve  connecting  the  intake  and  the  outlet  of  the 
pump. 


2.015.567 
APPARATUS   FOR  CLEANING  COILS 

l^  Roy  D.  Lowry.  Detroit,  Mich. 

Application  March  16.  1934.  Serial  No.  715,798 

12  Claims.     (CI.  225—13) 


1  Coil  cleaning  apparatus  including,  in  com- 
bination, a  liquid  cleaner  tank,  a  pump  com- 
municating therewith,  a  fluid  discharge  line  lead- 
ing from  the  pump  adapted  to  be  placed  in  com- 
munication with  a  coil,  a  sponge  carrier  in  said 
line  comprising  a  rotatable  barrel  having  a  plu- 
rality of  tubular  chambers  adapted  upon  rotation 
of  the  barrel  to  be  brought  successively  into 
registration  for  cleaning  fluid  to  flow  through  in 
Its  travel  through  the  line,  cleaning  sponges  in 
certain  of  said  chambers,  a  fluid  return  line  lead- 
ing to  the  tank,  sponge  discharge  mechanism  in 
said  line  operable  to  discharge  sponges  from  the 
fluid  stream  passing  therethrough  without  inter- 
rupting the  flow  of  the  cleaning  fluid  through  the 
line. 


2.015,568 

FLOOR  CONSTRUCTION 

Edward  H.  McClintock.  West  Springfield.  Mass. 

Application  March  23.  1935.  Serial  No.  12.565 

15  Claims.     (CI.  20— 6) 
1.  A  floor  construction,  comprising,  spaced  sup- 
ports, a  plurality  of  floor  boards  laid  side  by  side 
In  abutting  relation,  a  sheet  metal  member  under- 
lying said  boards  and  spanning  the  space  between 


said  supports  and  supported  from  the  latter,  and 
a  plurality  of  webs  of  sheet  metal  fixed  to  said 


member  and  upstanding  therefrom,  each  said  web 
secured  along  its  upper  edge  to  a  floor  board. 


2.015.569 
SKATE 

Glendon  M.  Pomeroy.  Worcester.  Mass..  assignor 
to  Matthews  Manufacturing  Company.  Worces- 
ter, Mass.,  a  corporation  of  Massachusetts 
Application  June  21.  1934,  Serial  No.  731,693 
2  Claims.     (CI.  208 — 173) 


.A' 


.4. 


1.  As  an  article  of  manufacture,  a  shank  piece 
for  a  skate  consisting  of  a  sheet  metal  piece 
having  its  longitudinal  edges  in  the  form  of 
hollow  substantially  cylindrical  beads  extending 
the  length  of  the  shank  piece. 


2.015.570 

CATHODE  RAY  PHOTOGRAPHIC 

APP.ARATUS 

Camil  A.  Sabbah  and  Paul  M.  Gray,  Schenectady, 

N.  Y.,  assignors  to  General  Electric  Company, 

a  corporation  of  New  York 

Application  December  1.  1930.  Serial  No.  499.297 

5  Claims.     (CI.  250—27.5) 


1.  Cathode  ray  photographic  apparatus  com- 
prising a  cathode  ray  tube  having  a  cathode  and 
a  main  anode  and  end  wall  comprising  a  plu- 
rality of  separate  insulated  transverse  paths  of 
relatively  high  conductivity,  said  tube  having 
means  for  laterally  deflecting  the  cathode  ray 
Impinging  on  said  end  wall  in  accordance  with  a 
received  signal,  and  an  external  auxiliary  anode 
separated  therefrom  by  an  open  air  space  adapted 
to  receive  a  light  sensitive  member. 


2,015.571 
AIR  HEATING   APPARATUS 
Burton    E.    Shaw.    Southwick.    and    Richard    E. 
Nest.    West    Springfield.    Mass..    assignors    to 
Gilbert    &    Barker    Manufacturing    Company, 
West  Springfield.  Mass.,  a  corporation  of  Mas- 
sachusetts 
Application  July  21,  1934.  Serial  No.  736,290 

4  Claims.     (CI.  126—99) 
1.  In  an  air  heating  apparatus,  a  casing  having 
near   the   lower   p>art   thereof   an   inlet   for   the 
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air  to  be  heated  and  near  the  upper  part  there- 
of an  outlet  for  the  heated  air;  a  fan  for  causing 
air  to  flow  into  the  inlet,  upwardly  in  the  casing 
and  outwardly  through  said  outlet;  a  radiator 
unit  located  within  said  casing  and  including  a 
pipe  for  conducting  hot  gases  and  extending  sub- 
stantially horizontally  across  the  path  of  the  up- 
wardly flowing  air.  said  pipe  having  exteriorly 


/    (S)   o   o    \^. 
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an  upper  portion  in  the  cross  sectional  form  of 
an  inverted  V  and  a  lower  portion  in  the  cross 
sectional  form  of  an  arc  connecting  the  free  ends 
of  the  inverted  V-shaped  portion,  and  a  baffle  on 
each  side  of  said  upper  portion  to  direct  the  up- 
wardly flowing  air  after  it  has  been  divided  by 
the  lower  portion  of  the  pipe  into  smoothly  flow- 
ing streams  along  the  upwardly  converging  walls 
of  said  upper  portion. 


2,015,572 
OIL  BURNER 

Leolyn   F.    Spear,   Westfleld,    Mass.,   ass^nor   to 
Gilbert    &    Barker    Manufacturini;:    Company, 
West  Sprinirfleld,  Mass.,  a  corporation  of  Mas- 
sachusetts 
Application  July  2,  1932,  Serial  No.  620.640 
2  Claims.     (CL  158—76) 


1.  In  an  oil  burner,  a  tube  through  which  air  to 
support  combustion  is  supplied,  a  vaiveless  pres- 
sure-atomizmg  nozzle  positioned  adjacent  the 
outlet  end  of  said  tube  for  spraying  oil  to  b^  mixed 
with  the  air.  the  outlet  end  of  the  tube  and  nozzle 
being  exposed  to  the  heat  of  the  combustion 
chamber  and  subjected  to  heat  reflected  back 
therefrom  for  an  interval  after  the  burner  stops, 
and  means  for  rapidly  conducting  heat  away  from 
the  nozzle  and  dissipating  it  by  radiation  to  the 
surroundine;  air  in  said  tube  said  means  compris- 
ing a  member  supporting  at  one  end  the  nozzle 
and  extending  rearwardly  in  said  tube  for  a  sub- 
stantial distajice  exposed  to  the  air  in  said  tube, 
said  member  having  relatively  high   heat  con- 


ductivity and  relatively  large  cross  sectional  area 
to  effectively  conduct  the  heat  and  a  relatively 
large  surface  area  exposed  to  the  air  in  said  tube, 
an  oil  supply  conduit  connected  to  said  member 
near  its  rearward  end.  said  member  having  a  sin- 
gle, very  small  oil  feed  channel  of  capillary  pro- 
portions relatively  to  said  conduit  for  intercon- 
necting said  conduit  and  nozzle  and  for  mini- 
mizing the  volume  of  residual  oil  present  in  the 
heat  conducting  member  when  the  burner  is  shut 
off.  the  heat  conducting  and  heat  radiating  char- 
acteristics of  said  member  being  such  as  to  pre- 
vent substantial  expansion  of  said  residual  oil. 


2.015.573 
AUTOMATIC  SELECTING  AND  LOADING 

DEVICE 

Silas  A.  Strickland,  Detroit.  Mich. 

Application  December  7,  1931,  Serial  No.  579,641 

37  Claims.     (CI.  209— 75) 


^ar 


21.  In  assorting  mechanism  for  elongated  ta- 
pered objects  and  wherein  the  objects  are  assort- 
ed dimensionally  into  accepted  and  rejected 
classes,  means  for  establishing  a  travel  path 
through  which  the  objects  travel  Individually, 
means  for  delivering  objects  to  the  travel  path 
in  endwise  direction,  individual  stations  in  such 
path  for  successively  testing  the  length  and  di- 
ameter dimensions  of  each  object  relative  to  pre- 
determined standards  of  such  dimensions,  the 
travel  path  to  and  from  said  stations  beintc  op- 
erative to  maintain  the  object  constantly  in  such 
endwise  direction  during  object  advance,  each 
station  having  means  for  moving  the  object  in 
the  path  transversely  of  the  direction  of  length  of 
the  object  and  for  applying  the  test  during  such 
transverse  movement,  and  outlet  from  the  path 
at  each  station  and  to  which  the  testing  means 
delivers  rejected  objects,  and  means  active  in 
the  path  for  causing  succe.ssively-tested  accepted 
objects  to  be  delivered  from  the  path  with  sim- 
ilar ends  of  the  objects  as  the  advance  end. 


2.015.574 

TRANSFT'SION  DE\^CE 

Paul  A.  Webb,  Plttsbunrh.  Pa. 

Application  April  30,  1935.  Serial  No.  19,048 

5  Claims.  (CI.  103— 149 1 
1,  Apparatus  for  tran.sferrlng  fluid  comprising 
a  support  having  a  cylindrical  surlace,  a  conduit 
having  a  receivine  and  a  discharge  end,  a  por- 
tion of  which  conduit  Is  supported  on  the  cylin- 
drical surface  of  said  support,  a  roller  mounted 
for  angular  movement  around  the  outer  cylindri- 
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cal   portion   of  the   tubing   in   intimate  contact 
therewith,  and  valve  mechanism  for  closing  the 


lumen  of  the  tubing  when  the  roller  is  out  of 
engagement  with  its  cylindrical  surface  portion. 


2.015,575 
HARVESTER 
Albert  B.  Welty.  Moline.  111.,  assiipnor  to  Interna- 
tional   Harvester   Company,   a    corporation   of 
^cw  Jcrscv 

Application  June  29,  1934.  Serial  No.  733,003 
17  Claims.     (CI.  56— 122) 


therefor,  and  means  for  carrying  said  chute  on 


1.  In  a  harvester,  a  body,  a  harvester  adjust- 
ably connected  thereto  comprising  a  platform 
and  an  elevator,  and  means  operable  from  the 
body  and  connected  to  the  elevator  for  adjust- 
ing said  harvester. 


2.015.576 
BAG  CHUTE  FOR  HARVESTER  THRESHERS 

Albert  B.  Welty.  Moline.  111..  assig:nor  to  Inter- 
national Harvester  Company,  a  corporation  of 
New  Jersey 
Application  June  29,  1934,  Serial  No.  733,004 

16  Claims.     tCl.  56 — 122) 
1.  In  a  machine  of  the  class  described,  the  com- 
bination of  an  inclined  chute,  supporting  means 


the  supporting  means  for  bodily  shifting  move- 
ment. 


2,015.577 
RAILWAY  TRACK  CIRCUIT  APPARATUS 

Harold  G.  Witmer.  Pittsburgh,  Pa.,  assignor  to 
The  Union  Switch  &  Signal  Company,  Swiss - 
vale,  Pa.,  a  corporation  of  Pennsylvania 

Application  November  9.  1934.  Serial  No.  752,291 
14  Claims.     (CI.  246 — 34) 


1.  In  combination  with  a  section  of  railway 
track  and  a  source  of  periodic  current  connected 
across  the  traffic  rails  of  the  section,  a  direct 
current  relay,  a  circuit  network  comprising  four 
arms  two  successive  arms  of  which  each  include 
an  asymmetric  unit  and  two  successive  arms  of 
which  each  include  a  condenser,  means  for  sup- 
plying the  periodic  current  from  the  traffic  rails 
across  the  terminal  common  to  the  two  arms  in- 
cluding the  asymetric  units  and  the  terminal  com- 
mon to  the  two  arms  including  the  condensers, 
means  for  connecting  the  winding  of  said  relay 
across  the  terminal  common  to  an  arm  including 
one  asymmetric  unit  and  the  arm  including  one 
condenser  and  the  terminal  common  to  the  arm 
including  the  other  asymmetric  unit  and  the  arm 
including  the  other  condenser,  and  a  traflBc 
governing  armature  controlled  by  said  relay. 


9  n-i  c   C""}! 

1-  (PARAMETHOXY PHENYL)  -2- METHYL- 
AMINOPROPANE  AND  ITS  ACID  ADDI- 
TION SALTS 

Gordon  A.  Alles,  Monterey  Park.  Calif. 
No  Drawing.    Application  April  21,  1933, 
Serial  No.  667.196 
4  Claims.     (CI.  260—128) 
1.  The  chemical  compounds   l-(paramethoxy- 
phenyl)-2-methylaminopropanes    of    the    group 
consisting  of  l-'paramethoxyphenyl) -2-methyl- 
aminopropane  and  the  acid  addition  salts  of  l- 
(  paramethoxyphenyl) -2-meLhylaminopropane. 
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2.C15.579 
1- (PARAHYDROXYPHENYL) -2-METHYLAMI- 
NOPROPANE     AND     ITS     ACID     ADDITION 
SALTS 

Gordon  A.  Alles.  Monterey  Park.  Calif. 

No  Drawing:.     Application  April  21,  1933. 

Serial  No.  667,197 

4  Claims.     ( CI.  260—128 ) 

1.  The   chemical  compounds   l-<parahydroxy- 

phenyl) -2-methylaminopropanes    of    the    proup 

consisting  of   1- '  parahydroxyphenyl )  -2-methyl- 

aminopropane  and  the  acid  addition  salts  of  1- 

'  parahydroxyphenyl)  -2-methylaminopropane. 


2,015.580 
1-  (PARAHYDROXYPHENYL)  -2-  DIMETHYL- 
AMINOPROPANE  AND  ITS  ACID  ADDITION 
SALTS 

Gordon  A.  Alles.  Monterey  Park,  Calif. 

No  Drawing.    Application  April  21,  1933. 

Serial  No.  667,198 

4  Claims.  (CI.  260—128) 

1.  The  chemical  compounds  1- <  parahydroxy- 
phenyl) -2-dimethylaminopropanes  of  the  group 
consisting  of  l-( parahydroxyphenyl)  -2-dimethyl- 
aminopropane  and  the  acid  addition  salts  of  1- 
1  parahy  droxjrpheny  1 )  -2-dimethylaminopropane. 


2.015,581 
PULVERIZER  HAMMER 

James  W.  Armour,  Worcester,  Mass..  assignor  to 
Riley  Stoker  Corporation.  Worcester.  Mass.,  a 
corporation  of  Massachusetts 

AppUcation  September  16,  1932,  Serial  No.  633,407 
2  Claims.     (CL  83—11) 


3h- 


1.  A  pulverizer  hammer  comprising  a  body  por- 
tion and  a  supporting  lug  projecting  inwardly 
therefrom,  the  body  portion  being  Z-shaped  in 
cross-section  and  flaring  outwardly  in  a  radial 
direction. 


2.015,582 

MOP  HOLDER 

Roy  J.  Badffley,  Converse,  Ind. 

Application  March  14.  1934.  Serial  No.  715.507 

2  Claims.     (CL  15 — 147) 


thick  rubber,  a  thin  portion  to  form  a  hinge  about 
the  central  portion  of  said  body  member,  and  said 
body  member  having  an  open  forward  end  por- 
tion adapted  to  be  expanded  and  turned  back 
around  the  central  portion  of  the  body  member 
where  it  is  adapted  to  be  automatically  retained 
for  permitting  the  insertion  of  a  mop  swab  there- 
in after  which  It  may  be  turned  forward  to  its 
normal  position  for  grasping  said  mop  swab, 
ridges  formed  around  and  projecting  Inwardly 
from  the  Interior  wall  of  said  open  end  portion 
of  the  body  member  for  engaging  the  mop  swab, 
and  means  to  secure  a  handle  on  the  rear  end  of 
said  body  member 


2.015.583 

CLEANING    MACHINE 

Alfred  Bartsch,  Markkleeberf,  Germany 

Application  April  23.  1935.  Serial  No.  17.779 

In  Germany  October  24.  1932 

4  Claims.     (CL  IS— 7) 


4  A  machine  of  the  class  described  comprising 
conveyor  means  to  advance  sheet  material  in  its 
own  plane,  suction  nozzles  having  mouths  dis- 
posed adjoining  the  path  of  said  material,  said 
nozzles  being  arranged  upon  opposite  sides  of  the 
path  of  said  material,  and  brush  elements  asso- 
ciated with  the  mouths  of  the  nozzles  and  ar- 
ranged to  brush  the  material  and  so  that  their 
bristles  are  cleaned  by  the  suction  from  the  noz- 
zles, and  means  to  reciprocate  the  nozzles  and 
brush  elements  transversely  of  the  path  of  the 
material,  whereby  both  faces  of  the  material 
may  be  brushed  and  cleaned  by  suction  and 
whereby  the  brushes  may  be  cleaned  by  suction. 


2.015.584 
PLANTING    ATTACHMENT   FOR    TRACTOR 
CULTIVATORS 
Bert  R.  Benjamin.  Oak  Park.  111.,  assirnor  to  In- 
ternational Harvester  Company,  a  corporation 
of  New  Jersey 
Application  Aufust  20.  1934.  Serial  No.  740.623 
6  Claims.     (CI.  111—84) 


1.  A  mop  holder  Including  a  hollow  globular 
body  member  formed  entirely  of  comparatively 


1.  A  planting  device  comprising  a  wheeled  sup- 
porting structure,  a  beam  adjustably  connected 
to  said  structure,  a  pair  of  laterally  spaced  stand- 
ards secured  to  said  beam,  and  a  narrow  plant- 
ing unit  positioned  between  said  standards  and 
secured  thereto. 
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2.015.585 
PISTON  SEALING  MEANS 

Roberi  I.  Bodenlos,  Cleveland,  Ohio,  assignor  to 
The  American  Ship  Building  Company,  Cleve- 
land, Ohio,  a  corporation  of  New  Jersey 

Application  February  20,  1933,  Serial  No.  657,493 
5  Claims.     (CL  309 — 47) 


1.  A  sealing  ring  of  the  character  described 
comprising  a  metallic  body  having  the  ends  there- 
of in  adjacent  aligned  relation  with  a  clearance 
space  therebetween,  said  ring  having  a  groove  in 
a  face  thereof  communicating  with  said  clear- 
ance space,  and  a  member  spanning  the  joint 
formed  by  said  ring  ends,  said  member  having  a 
pressure  fluid  equalizing  passage  therethrough 
communicating  with  said  clearance  space. 


2.015,586 
PROTECTIVE   SYSTEM 
Maurice  W.  Brainard.  Los  Angeles,  Calif.,  assignor 
to    Westinghouse    Electric    &.    Manufacturing 
Company,  East  Pittsburgh,  Pa.,  a  corporation  of 
Pennsylvania 
Application  September  30.  1932,  Serial  No.  635,548 
7  Claims.     (CI.  175—294) 


1.  In  protective  apparatus  for  an  electric  cir- 
cuit, a  circuit  breaker  having  a  trip  coil,  means  for 
energizing  said  trip  coil  in  accordance  with  a  re- 
sultant sum  of  a  voltage  condition  of  said  circuit 
and  a  current  condition  thereof,  and  relay  means 
responsive  to  an  abnormal  condition  of  said  cir- 
cuit for  controlling  said  last-mentioned  means, 
whereby  adequate  power  is  available  for  energiz- 
ing said  trip  coil  under  fault  conditions  involving 
low  values  of  current  and  under  fault  conditions 
Involving  low  values  of  voltage  and  high  values  of 
current. 


2,015.587 

POWER    IMPLEMENT 

Owen  J.  Bready.  Cleveland.  Ohio 

Application  November  2.  1933.  Serial  No.  696.407 

6  Claims.     (CI.  180—17) 

^2. 


1.  In  a  power  driven  implement  the  combina- 
tion of  a  frame  having  an  axle  shaft  thereon,  a 
motor  on  said  frame,  a  traction  wheel  and  a  pow- 
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er  wheel  having  telescoping  hub  portions  ar- 
ranged for  rotation  on  said  shaft,  a  tool  con- 
nected with  said  frame,  means  operatively  con- 
necting said  motor  with  said  power  wheel  for 
driving  the  latter,  means  carried  by  one  of  said 
wheels  and  movable  into  engagement  with  the 
other  wheel  for  establishing  a  driving  connec- 
tion therebetween,  and  manually  operable  means 
for  selectively  controlling  the  last  mentioned  con- 
nection including  a  substantially  frustCKConical 
cam  disposed  around  said  telescoping  hub  por- 
tions and  shiftable  thereedong  for  actuating  the^ 
movable  means. 


2.015.588 

SLEEPING   BAG 

Frederick  Lee  Brown.  Greenfield,  Ohio,  assignor 

to    The    American    Pad    &    Textile    Company, 

Greenfield,  Ohio,  a  corporation  of  Ohio 

Application  August  29,  1934.  Serial  No.  741.903 

7  Claims.     (CL  5—343) 


7.  In  a  sleeping  bag  the  combination  of  a  bag 
body,  a  canopy  attached  at  one  end  of  the  body, 
mosquito  netting  attached  transversely  of  the  up- 
per surface  and  laterally  of  the  bag  body,  flexible 
stripping  attached  by  a  longitudinal  edge  there- 
of to  the  edge  portions  of  the  canopy,  closure 
means  on  the  free  portions  of  said  stripping  and 
on  the  underlying  portions  of  the  canopy  surface, 
and  cooperating  closure  means  on  the  unattached 
edge  portions  of  the  mosquito  netting  whereby 
an  insect  proof  enclosure  may  be  formed  in  asso- 
ciation with  the  adjacent  end  of  the  bag  body. 


2.015,589 

GARMENT 

Benjamin  Cahn.  Far  Rockaway,  N.  Y. 

Application  January  30,  1935,  Serial  No.  4,039 

2  Claims.     (CL  2 — 80) 


1.  A  self  adjustable  garment  comprising  a  lower 
garment  part  and  an  attached  upper  front  gar- 
ment part,  a  single  strap  having  its  intermediate 
portion  slidably  connected  to  the  top  of  said  up- 
per front  garment  part,  the  free  ends  of  said 
strap  extending  rearwardly  and  crossed  at  the 
back,  and  loops  secured  to  the  waist  portion  of 
the  garment  adjacent  the  sides  thereof  through 
which  the  resp>ective  free  ends  of  said  strap  pass  to 
facilitate  passage  of  the  free  ends  across  the  front 
of  the  garment  and  the  connection  of  said  free 
ends  at  the  front. 
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2.015.590 
TERMINAL 
Gerald  F.  Cavanagh.  Cleveland,  and  Howard  W. 
Schultz,  Lakewood.  Ohio.  assig:nors  to  The  Ohio 
Rubber  Company.  Cleveland.  Ohio,  a  corpora- 
tion of  Ohio 

Application  April  23.  1930.  Serial  No.  446,533 
4  Claims.     (CI.  173— 328) 


1.  A  terminal  fitting  for  electrical  conductors 
comprising  a  body  member  formed  of  soft  rubber 
and  having  a  socket  therein,  said  body  member 
being  provided  with  a  resilient  skirt  forming  the 
side  wall  of  the  socket  and  with  a  recess  com- 
municating with  and  formed  in  the  bottom  wall 
of  said  socket,  a  contact  element  mounted  in  said 
recess  and  lying  wholly  below  said  bottom  wall, 
a  second  body  member  formed  of  insulating  ma- 
terial and  shaped  to  substantially  fill  said  socket, 
said  second  body  member  being  gripped  by  said 
resilient  skirt  whereby  the  second  body  member 
is  removably  retamed  in  said  socket  and  contact 
means  carried  by  said  «^econd  body  member  in- 
cluding a  part  projecting  from  said  second  body 
member  at  one  side  thereof  and  extending  into 
said  recess  and  detachably  engaging  the  first  men- 
tioned contact  element  and  another  part  accessi- 
ble at  the  other  side  of  said  second  body  member 
and  electrically  connected  with  said  projecting 
part. 


2,015.591 
CONTROL  CIRCtlT 
Ellsworth  D.  Cook.  Flushing.  N.  Y..  assignor  to 
General    Electric    Company,    a    corporation   of 
New  York 
OrUinal  application   August   8.    1928.    Serial   No 
298.321.  now  Patent  No.  1.876.449.    Divided  and 
this  application  December  1,  1931.   Serial  No 
578,391 

12  Claims.     (O.  177—352) 


3.  In  combination,  a  power  transmission  line 
Including  a  pluraUty  of  circuit  interrupters, 
means  for  actuating  each  interrupter  in  com- 
bined response  to  energy  received  over  said  line 
rrom  a  certain  direction  and  to  the  operating 
condition  of  the  line  in  the  direction  opposite 
to  that  from  which  energy  is  received,  said  means 
including  means  for  supplying  continuous  carrier 
current  to  the  line  during  the  period  required 
lor  operation  of  said  last  means  for  transmission 


In  the  direction  from  which  energy  is  received 
and  means  responsive  to  said  carrier  current  for 
mdicating  the  operation  of  said  interrupters 


2,015.592 
VALVE   STEM 

John  C.  Crowley.  Cleveland  Heights.  Ohio,  as- 
signor to  The  Dill  Manufacturing  (  ompany, 
Cleveland.  Ohio,  a  corporation  of  Ohio 

Application  November  16.  1928.  Serial  No.  319,854 
1  Claim.     (CI.  152 — 12) 


1 

W-rf 
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A  valve  stem  comprising  two  stem  parts,  one 
of  said  parts  having  an  Internal  bore  extending 
therethrough  and  being  provided  with  a  head 
at  one  end  and  with  a  reduced  portion,  a  pack- 
ing arranged  on  said  reduced  portion,  the  other 
of  said  parts  being  tubular  and  telescoping  upon 
the  first  named  part,  means  for  receiving  a 
valve  insldes  arranged  in  one  end  of  said  second 
named  part,  a  nut  swivelly  connected  to  the  op- 
posit*  end  of  said  second  named  part  and  co- 
operating with  external  threads  on  the  first 
named  part  to  secure  said  parts  together  and  a 
spreader  plate  swivelly  connected  with  sa*d  nut 
and  movable  with  the  second  named  part  as  a 
imit. 


2.015.593 
MANtTACTCRE  OF  ADSORBENTS 
Ralph  B.  Derr.  Oakmont.  Pa.,  assignor  to  .Alumi- 
num Company  of  America.  Pittsburgh,  Pa.,  a 
corporation  of  Pennsylvania 
No  Drawing.    Application  February  24,  1932, 
Serial  No.  594.970 
8  Claims.      (CI.  252—2) 
1.  The  method  of  activating  material  contain- 
ing major  quantities  of  hydrated  alumina  com- 
prising wa.shing  the  material  with  a  solution  of 
an   acid,   heating   the   thus   treated  material   to 
remove    therefrom    chemically    bound    and    me- 
chanically  held   water,   and    withdrawing   from 
the  material  vapors  formed  by  said  heating  suf- 
ficiently rapidly  and  in  such  manner  as  to  reduce 
subsequent  adsorption  of  the  vapors  by  the  ma- 
terial. 

4.  The  method  of  activating  alumina-contain- 
ing matenal  comprising  washing  the  material 
with  a  solution  of  an  acid,  placing  a  mass  of 
said  acid-washed  material  in  a  closed  chamber 
heating  the  material  to  a  temperature  of  over 
about  250  and  below  about  800^  C  while  simul- 
taneously producing  in  said  chamber  a  partial 
vacuum  whereby  the  vapors  created  by  said  heat- 
ing are  rapidly  removed  from  contact  with  said 
material. 
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2.015.594 
MOTOR   CONTROL    SYSTEM 
William   F.   Fames,    Edgewood.   Pa.,  assignor   to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 
Application  February  15,  1930.  Serial  No.  428,648 
5  Claims.     (CM72— 239)     , 


■     .. 


4.  In  a  motor-control  system,  a  main  motor, 
a  generator,  electrical  conductors  completing  a 
circuit  including  the  armatures  of  said  motor 
and  said  generator,  a  rotating  element,  an  aux- 
iliary motor  for  driving  said  element,  a  braking 
device  for  said  auxiliary  motor,  means  including 
said  braking  device  for  varying  the  speed  of  said 
auxiliary  motor,  a  second  rotating  element,  means 
for  driving  said  second  element  at  a  speed  pro- 
portional to  the  speed  of  said  main  motor,  and 
means  responsive  to  differential  rotation  of  said 
rotatmg  elements  for  controlling  the  excitation 
of  said  generator  to  maintain  a  predetermined 
ratio  between  the  speeds  of  said  main  motor  and 
said  auxiliary  motor. 


2.015.595 

MACHINE  FOR  MAKING  NUTS 

Lee  A.  Frayer,  Kent.  Ohio,  assignor  to  Roy  H. 

Smith.  Kent.  Ohio 

Application  June  7,  1930.  Serial  No.  459.656 

20  Claims.     (CL  10—75) 


1.  In  a  machine  of  the  class  described,  a  plu- 
rality of  blank  forging  dies  provided  with  pro- 
gressively smaller  apertures  extending  through 
the  dies  adapted  to  have  work  blanks  moved 
therethrough,  a  corresponding  number  of 
punches  adapted  to  slide  in  said  dies,  each  of 
said  punches  being  provided  with  an  arbor  adapt- 
ed to  fit  a  hole  in  the  blank,  means  for  advanc- 
ing said  punches  into  said  dies  in  timed  relation 
to  move  the  blanks  through  the  dies,  and  means 
for  transferring  blanks  expelled  from  certain  of 
said  dies  to  the  next  succeeding  dies  in  the  interim 
between  successive  strokes  of  said  punches. 


2.015.596 

METHOD  OF  MAKING  NUT  BLANKS 

Carl  L,  Harvey  and  Lee  A.  Frayer.  Kent.  Ohio, 

assignors  to  Roy  H.  Smith.  Kent.  Ohio 

Application  June  22,  1933,  Serial  No.  677.098 

20  Claims.     (CL  10— 86 J 


1.  The  method  of  making  nut  blanks  which 
comprises  cutting  a  bar  of  stock  to  length  to  pro- 
vide approximately  the  correct  amount  of  metal 
required  for  a  desired  nut  blank,  shaping  said 
length  in  a  die  by  piercing  the  ends  of  the  length 
and  thereby  expanding  said  ends  while  an  inter- 
mediate portion  of  said  length  is  confined,  and 
then  expanding  the  reduced  portion  to  provide 
the  blank  with  a  substantially  uniform  cross- 
section. 


2.015.597 
LABEL  WIPING  DE\7CE 

Carl   Holm,   Worcester.  Mass..   assignor  to   Eco- 
nomic Machinery  Company.  Worcester,  Mass., 
a  corporation  of  Massachusetts 
Application  August  23,  1934.  Serial  No.  741,136 
5  Claims.     (CL  216 — 54) 

'^ 

■  S3 


5.  In  a  labeling  machine,  the  combination  of  a 
slide,  means  for  directly  moving  said  slide,  a 
pivoted  wiper  carried  by  the  slide,  a  stationary 
cam.  and  means  carried  by  the  wiper  for  engag- 
ing the  cam  surface  for  swinging  the  wiper  into 
oi>erative  position  when  the  first  named  means 
moves  the  slide  in  one  direction. 


2,015.598 
CIRCUIT  BREAKER 
Hans  Langfritz,  Schwabach.  (ierraany,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 
Application  March  18.  1931,  Serial  No.  523,495 
In  Germany  March  18.  1930 
7  Claims.     (CL  200— 88i 


1.  A  circuit  breaker  comprising  an  insulating 
base  having  a  recess  in  its  underside,  a  contact 
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member  disposed  on  the  outer  side  of  the  base,  an 
arc  chute  having  side  walls  disposed  at  opposite 
sides  of  the  contact  member,  a  movable  contact 
member  movable  within  the  arc  chute  and  engag- 
ing the  first  contact  member,  and  a  blowout  mag- 
net of  U -shape  having  Its  pole  pieces  extending 
through  the  base  and  substantially  parallel  with 
the  said  side  waUs  and  having  its  winding  disposed 
in  the  said  recess,  and  an  armature  movable  to 
a  position  bridging  across  the  end  portions  of 
said  U-shaped  blowout  magnet  to  trip  the  breaker. 


2.015.599 

EXTENSION   TABLE 

L«o  W.  Lawrence.  Winston- Salem,  N.  C. 

ApplicaUon  July  10,  1933.  Serial  No.  679.757 

10  Claims.     (CI.  311— 73) 


1.  An  extension  table  having  a  framework,  a 
pair  of  parallel  spaced  channel  members,  U- 
shaped  in  cross-section  and  having  their  upper 
edges  intumed  to  partially  close  the  open  side 
thereof,  a  bracket  mounted  for  movement  in  the 
end  portions  of  each  of  the  channel  members,  the 
brackets  having  an  enlarged  portion  on  the  lower 
portion  thereof  which  is  larger  than  the  open  side 
of  the  channel  members,  a  roller  mounted  in  the 
lower  portion  of  each  of  said  brackets,  means  for 
securing  a  pair  of  said  brackets  to  a  portion  of 
the  table  top,  each  of  said  brackets  having  se- 
cured thereto  an  extended  rack  member  extend- 
ing along  the  inner  sidewalls  of  the  channel  mem- 
bers and  beneath  the  inturned  upper  edges,  a 
pinion  mounted  in  said  channel  members  and 
having  engagement  with  a  pair  of  said  racks. 


2.015.600 
GENERATOR 
Bennett  M.  Leece,  Cleveland.  Ohio,  assignor  to 
The  Leece-Neville  Company.  Cleveland,  Ohio,  a 
corporation  of  Ohio 

AppUcation  August  1.  1933.  Serial  No.  683.153 
11  CUims.     (CI.  171—229) 


i:s^ 


1.  In  combination,  a  generator  having  connec- 
tions enabling  the  same  to  operate  as  a  non-regu- 
lated machine,  a  vibrating  voltage  regulator  unit, 
and  cooperating  means  on  the  generator  and  reg- 
ulator unit  whereby  the  latter  is  adapted  to  be 
applied  to  the  generator  to  automatically  con- 


vert It  to  a  voltage  regulated  machine  and  Is  re- 
movable therefrom  for  automatically  converting 
it  to  one  functioning  as  a  non-regulated  ma- 
chine. 


2.015.601 

COLLAPSIBLE  CONTAINER 

Benno  B.  Leustif ,  Cleveland.  Ohio,  assiirnor  to  The 

Self  Sealinf  Cap  Company,  Cleveland.  Ohio,  a 

corporation  of  Ohio 

AppUcation  October  6,  1931.  Serial  No.  567,231 

6  Claims.     (CI.  221—60) 


I 


o 


-/ 


1.  The  combination  with  a  collapsible  con- 
tainer having  a  neck  at  one  extremity  formed 
with  one  or  more  discharge  orifices,  of  a  closure 
cap  having  a  discharge  orifice  at  one  end  thereof, 
and  a  flange  at  its  opposite  end.  a  spring  fitting 
over  said  closure  cap,  and  means  for  retaining 
said  spring  and  cap  in  assembled  position  on  said 
neck,  said  retaining  means  serving  as  an  abut- 
ment at  one  end  for  said  spring  and  at  its  op- 
posite end  engaging  said  neck. 


2,015.602 

SELF-SEALING  CAP  FOR  COLLAPSIBLE 

CONTAINERS 

Benno  B.  Leostir,  Cleveland,  Ohio 

Application  January  27.  1933.  Serial  No.  653.895 

17  Claims.     (CL  221—60} 


1.  In  combination  with  a  collapsible  contain- 
er having  a  reduced  neck  portion  at  the  ex- 
trusion extremity  thereof,  a  self -sealing  cap  as- 
sembly comprising  a  valve  cap,  resilient  means 
for  normally  urging  said  cap  to  sealing  position, 
and  means  having  a  press  fit  over  said  neck  por- 
tion for  holding  the  resilient  means  in  operative 
position  with  respect  to  the  valve  cap  when  the 
latter  is  forced  from  its  seat  and  also  for  hold- 
ing the  assembly  in  position  on  said  neck  portion. 


2.015.603 
METHOD  OF  CLEANING   ABRASIVE 
SURFACES 
Claude  A.  Maris,  Indianapolis.  Ind..  assirnor  of 
one-half  to   Georire   P.  Kimmel.   Washington, 
DC. 
Application  December  13.  1932.  Serial  No.  647.029 
2  Claims.     (CL  15—269) 
2.  The  method  of  cleaning  abrasive  material 
which  consists  in  pressmg  a  rubber  body  against 


Septemueb24,  1935 


U.  S.  PATENT  OFFICE 


827 


the  moving  abrading  surface,  the  rubber  body 
having  such  softness  and  consistency  that  it  will 


/  > 


adhere  to  foreign  matter  on  and  embedded  in  said 
surface  and  remove  the  same  therefrom. 


2,015,604 
PORTABLE  JIB  CRANE 

Mario  Molinelli,  Milan,  lUly 

Application  March  24.  1932,  Serial  No.  601,013 

In  Italy  March  27.  1931 

11  Claims.     (CI.  212 — 49) 


^^^W^ 


1.  In  a  portable  crane,  comprising  a  hoisting 
rope,  rails,  a  counterweight  slidable  along  said 
rails,  a  motor  driving  said  counterweight  and  a 
differential  controller  for  said  motor,  a  mecha- 
nism connected  with  said  hoisting  rope  and  said 
counterweight  and  adapted  to  exert  upon  said 
differential  controller  efforts  proportionate  to  the 
momenta  of  the  load  on  said  hoisting  rope  and  of 
the  said  counterweight. 


2.015.605 
METAL  SEAL  AND  PROCESS  OF  MAKING 

Charies  S.  Price.  HoUis.  N.  Y. 

AppUcation  September  24.  1928.  Serial  No.  307.990 

Renewed  September  13,  1933 

14  Claims.     (CI.  154—2) 


1.  The  process  of  making  metal  characters  and 
the  like  for  attachment  to  various  materials  com- 
prising coating  a  metal  strip  with  an  oil  varnish, 
drying  said  coat,  applying  liquid  glue  to  the  var- 
nish coat,  drying  the  glue,  forming  characters  on 
the  metal,  and  severing  said  characters  one  from 
the  other. 

2015.606 
PROCESS  FOR  PRODUCING  FATTY  ESTERS 
Harvey    D.    Royce.    Savannah,   Ga.,    assig:nor    to 
The  Southern  Cotton  Oil  Company.  New  Or- 
leans. La.,  a  corporation  of  New  Jersey 
No  Drawinjf.     AppUcation  July  21,  1934, 
Serial  No.  736  438 
7  Claims.     (CI.  87— 12) 
1.  The  process  of  producing  fatty  esters  which 
comprises  heating  at  a  temperature  of  200*  C.  to 
250'  C   a  mixture  of  neutral  fatty  trl-glycerldes. 
a  polyhydrlc  alcohol  and  pre-formed.  incomplete- 
ly esterlfled  fatty  esters  of  polyhydrlc  alcohols. 


2.015,607 
PARKING    STALL   FOR    ^THICLES 

La  Delphia  Shinn,  Albuquerque.  N.  Mex. 

AppUcation  June  19.  1933.  Serial  No.  676,565 

13  Claims.     (CI.  194—1) 


8.  A  parking  stall  for  a  vehicle  comprising  a 
normally  open  gate,  means  for  locking  the  gate  in 
closed  position,  a  treadle  member  operated  by  a 
vehicle  entering  the  stall  for  closing  the  gate,  a 
second  treadle  member  operated  by  the  vehicle 
leaving  the  stall  for  actuating  the  locking  means 
to  release  the  gate,  coin  or  token  controlled  means 
for  freeing  the  second  treadle  member,  register- 
ing mechanism  for  registering  the  amount  of  time 
the  vehicle  stays  in  the  stall,  means  operated  by 
the  first  treadle  member  for  throwing  such  means 
into  operation,  means  operated  by  the  second 
treadle  member  for  moving  the  registering  mech- 
anism out  of  operation,  means  operated  by  said 
second  treadle  member  for  returning  the  regis- 
tering mechanism  to  zero  position,  a  lock  for  pre- 
venting movement  of  the  second  treadle  mem- 
ber by  a  vehicle,  and  manually  operated  means 
for  retracting  the  said  lock  and  coactive  with  the 
coin  or  token  controlled  means. 


2015.608 
ELASTIC  STOCKING 

Charles  E.  Southwick,  Jr..  Camden.  N.  J.,  assiirnor 
to  William  H.  Horn  &  Bro.,  Incorporated.  Phil- 
adelphia. Pa.,  a  corporation  of  Pennsylvania 
AppUcation  May  15,  1935.  Serial  No.  21,676 
4  Claims.     (CL  66—189) 


1.  A  knitted  elastic  bandage  comprising  suc- 
cessive courses  of  stitches  forming  two  series  of 
wales  on  opposite  faces  respectively  of  the  fab- 
rc  and  connected  by  cross  threads  extending 
through  the  fabric  from  face  to  face  thereof  at 
a  predetermined  number  of  said  courses  in  one 
area  of  the  fabric  and  at  a  lesser  number  of 
courses  in  an  adjacent  area  of  the  fabric  with 
elastic  strands  disposed  in  the  fabric  intermedi- 
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ate  said  face  wales  and  secured  in  predetermined 
relation  to  each  other  in  the  general  plane  of 
the  fabric  by  sa.d  cross  threads,  causing  a  wale- 
wise  foreshortening  of  the  fabric  in  the  second 
named  area  relative  to  the  first  named  area. 


2.015.609 
METHOD   OF   MAKING   NEEDLES 
Harry   Swinglehurst,   Orange,   N.   J.,   assignor  to 
Scott    &    Williams,    Incorporated.    New    York, 
N.  Y.,  a  corporation  of  Massachusetts 
Original   application   August   1,    1933,   Serial  No. 
683,227.     Divided  and  this  application  June  3, 
1935.  Serial  No.  24,730 

4  Claims.     (CI.  163—5) 


1.  Steps  In  the  method  of  forming  a  needle 
from  a  wire  blank  of  uniform  diameter  comprising 
reducing  the  diameter  of  the  blank  above  the  por- 
tion from  which  the  butt  is  formed,  bending  the 
blank  to  form  the  butt  and  bending  the  blank 
adjacent  the  butt  to  form  an  offset  portion  com- 
prising sections  of  different  diameters. 


2.015.610 

MEANS  FOR  THERMALLY  GE>fERATING 

ELECTRICITY 

Edgar  Underwood.  Gary,  Ind. 

Application  December  22.  1932.  Serial  No.  648.513 

2  Claims.     (CI.  136 — 4) 


1.  In  a  thermoelectric  generating  system  of  the 
character  described,  a  combustion  chamber,  a 
burner  positioned  in  the  combustion  chamber,  an 
insulating  board  forming  an  upper  portion  of  the 
boundary  of  said  chamber,  a  plurality  of  metal 
thermocouple  strips  operatlvely  connected  to- 
gether to  form  a  thermopile  extending  through 
the  board  and  having  hot  junctions  projecting 
Into  the  combustion  chamber,  and  having  their 
cold  junctions  extending  above  said  board,  a  plu- 
rality of  metal  supporting  and  heat  radiating 
means  directly  connected  to  said  cold  junctions 
for  supporting  said  thermocouple  strips  in  posi- 
tion, means  for  supporting  said  supporting  and 
heat  radiating  means,  means  for  passing  an  air 
stream  around  the  cold  junctions  and  the  sup- 
porting and  radiating  means,  slotted  funnel  tube 
means  for  separating  said  air  stream  into  a  major 


air  stream  and  a  minor  air  stream  and  for  reduc- 
ing the  cross  sectional  area  of  the  major  air- 
stream,  means  for  passing  said  minor  air  stream 
around  said  major  air  stream,  and  metal  heat 
radiating  means  secured  to  said  slotted  funnel 
tube  means,  and  projecting  within  and  without 
said  funnel  tube  means  for  conducting  heat  from 
said  major  air  stream  to  said  minor  air  stream 
and  conveyor  means  for  passing  said  minor  air 
stream  into  said  combustion  chamber. 


2,015.611 
FUEL  NOZZLE  FOR  OIL  Fl  RNACES 

August  Wettstein,   Baden,   Switzerland,   assignor 

to    .Aktiengesellschaft    Brown.    Boveri    &    Cie., 

Baden.  Switzerland,  a  joint-stock  company 

Application  October  23.  1934.  Serial  No.  749.595 

In  Germany  November  4.  1933 

8  Claims.     (CI.  299—150) 


^-j^ 


1.  A  burner  comprising  a  plurality  of  telescoped 
nozzles,  each  nozzle  including  an  apertured  sleeve 
termmating  in  an  atomizer  head  and  a  valve 
plunger  adjustable  within  the  sleeve  to  control 
the  delivery  of  fuel  through  the  apertures  thereof, 
the  sleeve  and  atomizer  head  of  an  inner  nozzle 
constituting  the  valve  plunger  of  an  adjacent 
outer  nozzle,  the  apertures  in  said  sleeves  com- 
prising a  plurality  of  tangential  fuel  passages  ax- 
lally  spaced  apart  along  said  sleeves  whereby  said 
fuel  passages  may  be  progressively  opened  by 
axial  displacement  of  said  valve  plungers. 


2.015.612 
TRAFFIC   SIGNAL 

Charles  Adler,  Jr.,  Baltimore,  Md. 

Application  January  13.  1932,  Serial  No.  586.420 

7  Claims.     (CL  177—337) 


^r  m 


1.  A  signal  system  for  intersecting  traffic  lanes 
having  a  right-of-way  signal  indication  for  sepa- 
rate display  to  said  lanes,  means  actuated  by 
traffic  on  one  lane  to  display  the  right-of-way  to 
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that  lane,  and  means  actuated  by  the  sound  of 
traffic  on  the  lane  having  the  right-of-way  for 
maintaining  such  right-of-way  so  long  as  such 
sound  actuates  the  last  said  means. 


2.015.613 

TOOL 

Jacob  Baumgarten.  Brooklyn.  N.  Y.,  assignor  of 

50  per  cent  to   Saltser  &   Welnsier.  Inc.,  New 

York.  N.  Y..  a  corporation  of  New  York 

Application  May  4,  1935,  Serial  No.  19,896 

1  Claim.     (CL  81—71) 


In  a  device  of  the  kind  described  comprising  a 
flat  bar,  curved  projections  at  opposite  ends  of 
the  bar  and  extending  in  opposite  diiections  from 
each  other  at  an  obtuse  angle  with  respect  to  the 
bar,  a  screw  driver  blade  projecting  laterally  from 
the  bar  and  adjacent  one  end  thereof  and  being 
in  the  same  plane  therewith,  said  blade  extending 
transversely  to  the  curved  projections,  the  blade 
tap>ering  outwardly  from  the  bar  toward  its  free 
end  and  being  provided  at  its  free  end  with  a  re- 
duced portion  forming  limiting  shoulders  where- 
by the  side  of  the  bar  and  a  tapering  side  of  the 
blade  act  as  a  finger  rest  when  the  device  is  in 
use. 


2.015.614 

FLUSH  TANK  BULB  OR  VALVE 

Joseph  C.  Burnes,  Eddystone.  Pa. 

Application  October  3.  1934.  Serial  No.  746.738 

1  Claim.      (CI.  4—56) 


A  flush  tank  bulb  comprising  a  hollow  semi- 
spherical  shaped  body  having  a  convexed  top.  a 
hollow  pilot  tip  having  an  opening  at  its  apex 
and  a  tubular  neck  joining  the  pilot  with  the 
said  body  in  spaced  relation  to  each  other  and 
establishing  communication  therebetween,  the 
body  being  formed  with  openings  concentrically 
with  respect  to  said  neck. 


2,015,615 

FENCE  GUARD 

Frank  F.  Caplinger.  New  Vienna.  Ohio 

AppUcation  June  27,  1935,  Serial  No.  28,732 

2  Claims.     (CL  256—11) 


1.  A  supporting  bracket  for  a  guard  wire  for 
a  fence  comprising  a  strap  of  metal  substantial- 
ly in  the  form  of  a  right  triangle,  the  altitude 
arm  and  the  hypothenuse  arm  having  their  outer 
extremities  free,  the  base  member  of  the  bracket 
engaging  a  fence  post  when  the  bracket  is  in  work- 
ing position,  the  guard  wire  being  received  be- 
tween the  outer  end  portions  of  the  arms,  means 
disposed  through  the  outer  end  portions  of  the 
arms  for  adjusting  the  same  to  compensate  for 
guard  wires  of  different  thicknesses  and  to  stop 
movement  of  the  guard  wire  inwardly  of  the 
bracket,  one  of  the  arms  having  a  lip  to  stop 
movement  of  the  guard  wire  outwardly  of  the 
bracket. 


2.015,616 

SAFETY  FASTENER  FOR  NECKLACES  AND 

OTHER  CHAINS 

Arthur  W.  Clark.  I'pper  Darby.  Pa. 

Application  August  9.  1934.  Serial  No.  739,164 

3  Claims.     (CL  24 — 239) 

1.  A  safety  fastener  comprising  a  link  rectangu- 
lar in  cross  section,  a  pair  of  telescopically  united 
sleeves  housing  said  link  and  having  remote  closed 
ends  provided  with  rectangular  openings  for  the 
passage  of  the  link  therethrough,  a  coil  spring 
surrounding  the  link  and  having  its  end  convolu- 
tions engaging  the  closed  ends  of  the  sleeves  for 
urging  the  latter  apart,  a  hook  formed  on  one 
end  of  the  link,  an  eye  formed  on  the  opposite 
end  thereof  and  together  with  the  hook  being 
disposed  exteriorly  of  the  housing  and  the  closed 
end  of  one  sleeve  having  an  additional  opening 
therein  to  normally  receive  the  extremity  of  the 
hook. 


2,015.617 

CLIP 

Ferdinand  C.  Claudius.  Philadelphia,  Pa. 

Application  September  8,  1932.  Serial  No.  632.220 

5  Claims.     (CI.  128 — 346) 


4.  A  nose  clip  comprising  supporting  arms  hav- 
ing pad  members,  and  means  retaining  said  arms, 
said  retaining  means  engaging  the  arms  so  as 
to  permit  each  of  said  elements  to  slide  with  re- 
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spect  to  the  other  two  and  to  provide  a  three 
point  contact  between  the  arms  and  the  retain- 
ing means  when  said  pads  are  pressed  against  the 
nose  to  close  the  nostril. 


2,015.618 
RUBBER  MIXING  OR  PREPARING  MACHINE 

Rupert  Thomas  Cooke,  London,  England,  assignor 
to  Francis  Shaw  and  Company  Limited,  Brad- 
ford, Manchester,  England,  a  British  company 
Application  May  2,  1935.  Serial  No.  19,528 
In  Great  Britain  June  14.  1934 
6  Claims.     iCL  18— 2  j 


6.  Rubber  preparing  machinery  comprising  a 
casing  formed  with  two  partially  circular  troughs 
two  rollers  rotatably  mounted  in  said  casing 
and  formed  with  raised  surfaces  in  the  form  of 
spirals  extending  substantially  from  end  to  end 
of  the  rollers  and  of  comparatively  large  area  the 
peripheral  face  of  said  raised  area  being  sub- 
stantially concentric  with  the  axis  of  the  rollers 
for  the  whole  or  major  portion  of  its  area  and 
with  the  circular  walls  of  the  casing  and  ex- 
tending substantially  to  the  reduced  diameter 
of  the  body  part  of  the  rollers  said  body  part  also 
being  substantially  concentric  with  the  axis  there- 
of the  arrangement  being  such  that  the  outer  pe- 
riphery of  said  raised  portions  in  their  passage 
across  the  body  part  of  the  adjacent  roller  exerts 
a  milling  action  on  the  plastic  mass  whilst  the 
contour  of  the  raised  portion  produces  a  kneading 
action  the  contour  of  the  raiseid  portion  being  such 
as  to  exert  an  impelling  action  on  the  plastic  mass 
to  traverse  it  endwise  of  the  casing  and  to  re- 
present it  to  the  action  of  the  rollers,  the  casing 
being  provided  with  an  Inlet  hopper  at  the  top  and 
an  outlet  door  at  the  bottom,  sutwtantially  as  de- 
scribed. 


2.015,619 
ELECTRICAL   APPARATUS 
Herbert  J.  Crabbs,  Wilkinsbarf ,  Pa.,  assignor  to 
Westinghonse  Electric  &  Manufacturing  Com- 
pany. East  Pittsburgh.   Pa.,  a   corporation   of 
Pennsyiyania 
AppUcation  July  8,  1932.  Serial  No.  621,439 
11  Claims.     (CI.  173 — 324) 
2.  In  electrical  apparatus,  two  relatively  mov- 
able members  of  conducting  material,  and  an  ex- 
tensible conducting   means  for  electrically  con- 
necting said  members  at  all  times,  said  conduct- 
ing means  comprising  a  plurality  of  flexible  con- 
ductors which  are  interwoven  into  a  substantially 
tubular    form,    said    tubular    conducting    means 
having  a  plurality  of  annular  pleats,  disposed  sub- 


stantially normal  to  the  axis  of  said  tubular  con- 
ducting means,  for  maximizing  the  ratio  between 


the  extended  length  and  the  contracted  length  of 
said  conducting  means. 


2,015  620 

TIE   RACK 

Lawrence  F.  Cuthbert,  Ogdensburg,  N.  Y.,  assignor 

to  The  Newell  Mfg.  Co.,  Ogdensburg,  N.  Y.,  a 

corporation  of  Maine 

Application  September  19,  1933.  Serial  No.  690.157 

3  Claims.     (CI.  211—96) 


1.  In  a  hanger  of  the  class  described,  a  hanger 
bar.  a  bar  supporting  bracket  having  upper  and 
lower  lugs  provided  with  vertically  aligned  cir- 
cular openings,  an  integral  square  pintle  member 
on  said  bar  mounted  in  the  circular  openings  of 
the  lugs  permitting  pivotal  movement  of  the  bar, 
and  a  pin  piercing  the  square  pintle  member  and 
resting  upon  the  upper  lug  and  supporting  the 
hanger  bar  above  and  in  spaced  relation  with  the 
same. 


2.015.621 

CHANGE  MAKING  AND  DELIVERING 

DEVICE 

Morris  Dorman,  Baltimore,  Md. 

AppUcation  March  2,  1934,  Serial  No.  713.737 

12  Claims.     (CI.  194 — 91) 


^tf 


1.  In  a  change  making  device,  an  inserted  coin 
receiving  chute  having  a  normal  open  intake  end 
and  being  closed  at  its  other  end,  said  chute  hav- 
ing its  inner  side  provided  with  spaced  outlets 
for  the  discharge  of  the  coins  Inserted  therein, 
pusher  mechanisms  extending  into  said  chute 
from  the  outer  side  of  the  latter,  operating  trans- 


versely of  said  chute  and  coacting  with  said 
outlets  for  discharging  the  inserted  coins,  a  bodily 
shiftable  pivoted  spring  controlled  coin  conduct- 
ing chute  bodily  slidable  spring  and  inserted  coin 
controlled  expelling  mechanisms  for  receiving  the 
inserted  coins  from  the  receiving  chute  and  for 
expelling  them  into  the  conducting  chute,  change 
deliverers  connected  to,  bodily  movable  with  and 
operated  from  all  but  one  of  said  expelling  mech- 
anisms for  transporting  the  change  to  be  de- 
livered, a  change  delivering  chute  common  to  and 
for  receiving  the  change  from  said  deliverers,  said 
conducting  chute  normally  opening  into  the  dis- 
charge end  of  said  delivering  chute,  operating 
means  for  the  pusher  mechanisms  and  the  expel- 
ling mechanisms,  and  conducting  chute  shifting 
means  arranged  in  the  path  of  the  change  being 
transported  by  said  deliverers  and  shifted  by  the 
change  in  the  deliverers  prior  to  the  reception 
of  the  change  by  the  delivery  chute  for  shifting 
said  conducting  chute  from  its  normal  position. 


2015622 

DOORSTOP 

Anton  Evulich.  Oakland.  Calif. 

Application  September  11,  1934.  Serial  No.  743.598 

2  Claims.     iCl.  16 — 86) 


1.  A  door  check  comprising  a  substantially  cup- 
shaped  member  of  resilient  material  adapted  to 
be  attached  to  a  door  at  its  closed  end  and  having 
its  open  outer  end  flaring,  the  walls  of  said  mem- 
ber gradually  decreasing  in  thickness  from  its 
closed  end  to  its  outer  end.  a  plug  of  resilient  ma- 
terial formed  with  a  base  adapted  to  be  attached 
to  the  door  frame,  said  plug  tapering  from  its  at- 
tached end  to  its  free  end  and  having  a  chamber 
therein  opening  out  through  the  small  end  and  a 
passage  connecting  the  chamber  with  the  atmos- 
phere. 


2.015.623 

OPTICAL  BENCH 

•Abraham  J.  Ginsberg,  New  York,  N.  Y. 

Application  May  25,  1933,  Serial  No.  672,890 

3  Claims.      (CI.  88 — 23) 


1.  An  optical  bench  including  a  plurality  of 
rods  supported  one  above  the  other,  recessed  sup- 
ports receiving  the  rods,  each  of  said  supports 
having  recesses  in  the  walls  of  the  first  mentioned 
recesses,  a  plate  movable  onto  and  out  of  said 
last  mentioned  recesses,  and  a  set  screw  projected 
through  a  screw  threaded  opening  in  the  plate 
and  adapted  to  engage  one  of  the  rods  to  clamp 
them  in  the  support. 


2.015.624 
HEATER    SWITCH   ANT)    CIRCUIT 
Samuel  A.  Griswold,  Wethersfield.  Conn.,  assignor 
to  The  Arrow-Hart  «&  Hegeman  Electric  Com- 
pany, Hartford,  Conn.,  a  corporation  of  Con- 
necticut 
Application  October  8,  1932.  Serial  No.  636.931 
10  Claims.     (CI.  219—20) 


I  i»—      r— 


1.  In  an  electric  circuit,  a  pair  of  supply  lines, 
a  plurality  of  resls'ance  units  each  comprising  a 
plurality  of  resistance  elements,  in  combination 
with  means  for  connecting  the  elements  of  each 
of  said  units  In  multiple  or  in  series  and  for  estab- 
lishing the  connections  to  connect  the  elements 
of  one  unit  in  series  or  multiple  when  the  elements 
of  the  remainder  are  disconnected  or  are  con- 
nected in  any  way  but  in  multiple,  and  for  isolat- 
ing each  unit  completely  from  the  supply  lines 
when  its  switch  is  in  position  to  break  the  circuit 
through  it,  said  means  comprising  a  pair  of 
switches  each  having  a  plurality  of  long  and  short 
stationary  contacts,  connections  interconnecting 
said  switches  and  said  elements  and  supply  lines, 
and  movable  contsicts  in  said  switches  with  long 
and  short  blades  for  selectively  engaging  the  sta- 
tionary contacts. 


2.015.625 

CONTAINER  CLOStTlE 

Lee  S.  Harrison.  New  Orleans.  La. 

AppUcation  February  20,  1933,  Serial  No.  657,696 

Renewed  April  8.  1935 

6  Claims.     (CI.  229 — 44) 


■it 


1.  The  combination  with  a  carton  having  a 
hinged  cover,  of  a  flap  cut  out  of  said  cover,  a 
second  flap  cut  out  of  the  walls  of  the  carton 
intermediate  the  top  and  bottom  thereof,  there 
being  openings  located  at  the  ends  of  each  flap, 
and  a  resilient  band  arranged  interiorly  of  the 
carton  and  extending  through  said  openings. 


2.015.626 
HYDRALXIC    TRANSMISSION    APPARATUS 

Albert  Richard  Norman  Heath.  London.  England, 
assignor  of  one-half  to  Maxwell  Hicks,  London, 
England 
Application  January  24.  1934.  Serial  No.  708.157 
In  Great  Britain  February  7,  1933 
19  Claims.     (CL  74 — 260) 
1.  Hydraulic  power  transmission  apparatus  in- 
cluding in  combination  driving  and  driven  mem- 
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bers.  an  annular  working  chamber  containing 
liquid  and  arranged  concentric  with  the  axis  of 
rotation  of  the  driving  and  driven  members  and 
containing  parts  on  the  driving  and  driven 
members  within  the  said  working  chamber  be- 
tween which  parts  the  liquid  transmits  the  power 
from  the  driving  to  the  driven  member,  at  least 
one  receiving  chamber  which  rotates  about  the 
said  axis  and  communicates  with  the  working 
chamber,  each  receiving  chamber  extending  ra- 
dially inwards  to  a  point  whose  radial  distance 
from  the  axis  of  rotation  is  less  than  that  of  the 
inner  circumference  of  the  working  chamber,  a 
displacer  member  in  each  receiving  chamber  and 
movable  therein  radially  outwards  with  respect 
to  the  axis  of  rotation  to  cause  displacement  of 
liquid  from  the  receiving  chamber  into  the  work- 
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ing  chamber  and  radiallv  inwards  to  allow  liquid 
to  flow  under  the  action  of  centrifugal  force 
from  the  working  chamber  to  the  receiving 
chamber,  thereby  controlling  the  quantity  of 
liquid  In  the  working  chamber,  the  inner  end  of 
each  displacer  member  when  in  Its  outermost  po- 
sition lying  at  a  radial  distance  from  the  axis  of 
rotation  not  greater  than  that  of  the  said  inner 
circumference  of  the  working  chamber,  thereby 
ensuring  that  no  liquid  will  flow  into  the  space 
vacated  by  the  displacer  member  during  its  out- 
ward movement  and  that  substantially  the  whole 
of  the  liquid  displaced  due  to  such  outward 
movement  of  the  displacer  member  is  caused  to 
enter  the  working  chamber,  reduction  of  the 
quantity  of  liquid  in  the  working  chamber  taking 
place  in  accordance  with  the  inward  radial 
movement  of  the  displacer  member. 


AIRCRAFT 


2.015.627 
AND   ARTILLERY   OBSERVATION 
INSTRL^MENT 
Fritz  A.  Hug:,  Berkeley,  Calif.,  assigrnor  to  Firm  of 
Hug:  Brothers.  St.  Gallen.  Switzerland 
AppUcation  April  20.  1934,  Serial  No.  721,608 
In  Germany  April  27,  1933 
14  Claims.     (CI.  33 — 69 1 
1.  In  an  instrument  of  the  character  described, 
said  instrument  having  an  axis,  means  for  sup- 
porting an  exchangeable  map  in  position  relative 
to  the  axis  of  the  instrument  conforming  to  the 
geographical  position  of  the  instrument  on  the 
ground,    a   scale    arm    detachably    and   pivotally 
mounted  In  an  offset  position  on  the  axis  of  the 
Instrument  for  movement  over  the  map  parallel 
thereto,    and    parallel     to    the    diametral    line 
through  said  axis,  said  scale  arm  having  a  hand 
adjustably  mounted  therealong  and  extending  to 


said  diametral  line,  said  scale  arm  having  grad- 
uations representing  units  of  measure  for  ad- 
justing said  hand  to  a  position  on  said  map  corre- 
sponding to  the  horizontal  distance  from  the  sta- 
tion of  the  instrument  to  the  object  of  observa- 
tion, said  position  of  adjustment  being  derived 
from  the  data  of  observation,  and  thus  indicat- 
ing Immediately  the  geographical  position  of  the 
object  of  observation  on  or  above  a  terrestrial  or 
marine  point  on  the  map. 


7.  In  a  device  of  the  type  described,  an  optical 
observation  instrument,  an  arm,  means  for  de- 
tachably fixing  said  optical  instrument  to  said 
arm,  said  arm  being  turnable  about  the  vertical 
axis  of  the  device  and  also  about  a  horizontal 
axis,  means  for  indicating  the  horizontal  and 
vertical  angles  through  which  said  optical  instru- 
ment is  displaced  when  aiming  at  an  object,  said 
optical  instrument  having  a  sight  groove  for  easy 
and  quick  finding  of  the  object  within  the  field 
of  vision  of  the  optical  instrument,  a  tripod,  a 
circular  plate,  a  circular  map  exchangeably  sup- 
ported on  said  plate  and  having  the  geograph- 
ical position  of  the  device  as  its  centre,  means 
for  fixing  said  plate  rigidly  to  said  tripod  in  any 
adjusted  position,  a  ring  provided  with  circular 
graduations,  means  for  guiding  said  ring  at  the 
circumference  of  said  plate,  a  clamp-screw  and 
a  removable  key  for  locking  said  ring  to  said 
plate,  said  key  being  removable  from  assembled 
position  only  when  said  ring  is  locked,  a  scale 
arm  turnably  arranged  about  the  vertical  axis  of 
the  device  and  situated  above  said  map  and  grad- 
uated into  units  of  length  corresponding  to  the 
scale  of  the  map,  and  an  indicator  adjustable 
along  said  scale  arm  and  adapted  to  be  set  to  the 
horizontal  distance  obtained  by  the  data  of  ob- 
servation. 


2.015.628 
CIGARETTE   CASE 

Kunzo  Kanai.  Rosier.  Wyo. 

AppUcation  September  27.  1934.  Serial  No.  745,811 

2  Claims.     (CI.  312—78) 

1.  A  cigarette  case  as  set  forth,  comprising  a 
relatively  thin  container  open  along  one  edge 
thereof,  guide  means  on  opposite  sides  of  the 
open  edge,  an  elongated  plate  slidable  in  said 
grooves  and  having  a  longitudinally  extending 
opening  therethrough,  laterally  projecting  lugs 
integral  with  the  plate  to  facilitate  withdrawal 


of  the  plate  from  the  grooves,  ejecting  means 
in  the  lower  portion  of  the  container  for  eject- 
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Ing  cigarettes  singly  and  means  for  detachably 
supporting  the  container  in  a  vertical  position. 

2,015,629 
EXCAVATING  MACHINE 

Samuel  Lippincott  Griswold  Knox, 

Englewood,  \.  J. 

Application  July  3.  1933,  Serial  No.  678  969 

22  Claims.     (CL  214—135) 


1.  In  apparatus  of  the  character  described  in 
combination,  a  supporting  structure,  a  boom  sup- 
ported In  an  inclined  position  upon  said  struc- 
ture, a  shipper  shaft  operatively  related  to  the 
boom  and  mounted  adjacent  the  extreme  upper 
end  thereof,  a  dipper  handle  under  the  control  of 
said  shipper  shaft  and  carrying  at  its  lower  end 
a  dipper,  a  hoisting  rope  operatively  attached  to 
said  dipper  and  extending  to  hoisting  machinery 
a  sheave  over  which  said  hoisting  rope  passes' 
and  a  sheave  mounting  flexibly  connected  to  the 
extreme  upper  end  of  the  boom  and  operative  to 
position  said  sheave  beyond  said  extreme  upper 
end  of  the  boom. 


2.015.630 
SLICING  MACHINE 

Fiennes  Thomas  Lambert.  Wandsworth, 
London.  Eng:land 
Apphcation  March  2.  1933.  Serial  No.  659  385 
In  (ireat  Britain  March  8.  1932 
5  Claims.     (CI.  146 — 102) 
1.  In  a  slicing  machine  having  a  knife  a  recip- 
rocatmg  feed  table,  means   for  advancing  said 
table  transversely  in  relation  to  said  knife  and  a 
holder  for  the  substance  to  be  sliced,  means  car- 
ried by  said  feed  table  for  supporting  said  holder 
said  supporting  means  including  a  vertical  pivot 
for  said  holder  and  said  holder  being  adjustable 
angularly  around  said  pivot,  screw  mechanism 
including  a  rotatable  screw  mounted  upon  said 


supporting  means  and  a  travelling  nut  engaged 
upon  said  screw,  a  link  connecting  said  travelling 
nut  to  said  holder  and  adapted  to  turn  said  holder 


angularly  around  said  pivot,  and  means  for  oper- 
ating said  screw  mechanism  In  relation  to  the 
reciprocation  of  said  feed  table. 

«^™,  2,015,631 

METHOD  AND  APPARATUS   FOR  MAKING 

SANITARY  PAD  SHIELDS 

Abraham  N.  Spanel.  Rochester,  N.  Y. 

Apphcation  September  5,  1933,  Serial  No.  688.122 

13  Claims.     (CL  18 — 41) 


cr^ 


13.  A  form  for  making  sanitary  pad  shields 
which  comprises  an  oblong  body  portion  having 
rounded  corners,  a  part  of  flattened  elliptical  out- 
line rising  abruptly  from  one  side  face  of  said 
body  portion,  and  a  neck  projecting  from  the 
lower  end  of  said  body  portion,  said  neck  terminat- 
ing in  an  abrupt  edge. 

^^r^  2.015.632 

METHOD  OF  MAKING   DIPPED   RI^BBER 
ARTICLES 

Abraham  N.  Spanel,  Rochester,  N.  Y. 

Apphcation  October  31,  1933.  Serial  No.  696,037 

15iClaims.     (CI.  18 — 58) 


/<f' 


/^ 
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1.  The  method  of  making  rubber  articles  hav- 
at  least  one  reinforced  edge  which  comprises  uti- 
lizing a  form  having  a  reinforcement-generating 
recess,  said  recess  being  defined  by  the  junction 
of  two  surfaces  of  the  form  converging  toward 
each  other,  one  of  said  surfaces  being  an  article- 
generating  surface  of  the  form  and  being  devoid 
of  any  abrupt  edge  In  the  region  of  said  junc- 
tion, dipping  said  form  into  an  aqueous  dispersion 
of  rubber  to  apply  a  coating  of  the  rubber  dis- 
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persion  thereon,  holding  the  form  during  the  set- 
ting of  the  rabber  thereon  with  said  reinforce- 
ment-generating recess  at  such  position  that  a 
region  of  rubber  dispersion  of  greater  thickness 
than  that  of  the  adjacent  coating  is  retained 
within  the  recess  mainly  by  surface  tension,  dry- 
ing said  coating,  and  removing  the  coating  from 
the  form. 

2.015.633 
CIRCUIT  BREAKER 

Hiller  D.  Dorfman,  Mansfield.  Ohio,  assiimor  to 
Westin^house  Electric  &  Manafacturinf  Com- 
pany. East  Pittsburgh,  Pa.,  a  corporation  of 
Pennsylvania 

Application  July  12,  1933.  Serial  No.  680.048 
17  Claims.      (CI.  200—116) 


7.  In  a  circuit  interrupter,  a  switch  member  for 
opening  and  closing  the  circuit,  means  for  biasing 
said  switch  member  to  the  open  position,  a  pivoted 
latch  for  releasably  restraining  said  switch  mem- 
ber in  the  closed  position  against  the  force  of  said 
biasing  means,  an  electro-responsive  device  in- 
cluding a  bimetallic  member  for  releasing  said 
latch,  a  pivotally  mounted  member,  intermediate 
said  electro-responsive  device  and  said  latch  upon 
which  the  force  of  said  switch  member  biasing 
means  acts,  said  bimetallic  member  being  adapted 
to  engage  said  intermediate  member  to  release  said 
latch,  spring  means  biasing  said  intermediate 
member  against  movement  by  said  bimetallic 
member,  and  means  for  rendering  said  spring 
biasing  means  for  said  intermediate  member  in- 
effective when  said  member  has  been  moved  sufQ- 
ciently  to  release  said  latch. 

2.015.634 

ROTARY  DRIIXING   APPARATUS   AND 

METHOD 

Zeb  A.  Dyer,  Lone  Beach.  Calif. 

AppUcation  May  1,  1924,  Serial  No.  710,280 

19  Claims.     (CI.  25^^-19) 


13.  An  organization  of  the  general  character 
described,  comprising:  rotatable  means  for  pay- 


ing out  and  taking  up  a  cable  which  Ls  subject  to 
a  variable  tension;  and  means,  responsive  to 
variations  in  said  tension,  for  positively  so  rotat- 
ing said  rotatable  means  in  either  of  two  direc- 
tions as  to  maintain  said  tension  within  prede- 
termined limits. 


2.015,635 
GROOVING    DEVICE 
William  F.   Errif.   Philadelphia,   and   Georfe  M. 
Pfundt,    Churchvilie.    Pa.,    assisnors    to    Peco 
Manufacturing  Corporation.  Philadelphia,  Pa.» 
a  corporation  of  Pennsylvania 
AppUcation  September  13.  1934.  Serial  No.  743.86& 
21  Claims.      (CI.  82—1) 


^. 


1.  In  a  cross  groover  the  combination  of  a 
frame,  a  holder  member  on  the  frame,  a  recipro- 
cative  cutter-bearing  element  pivotally  carried 
by  the  holder  member,  and  angular  stops  on  the 
holder  member,  and  radial  projections  axially  ad- 
justable of  the  bearing  element,  said  stops  and 
radial  projections  having  Inclined  coactive  slopes 
for  variably  regulating  and  limiting  the  swing  of 
the  cutter-bearing  element,  and  also  for  locking 
said  element  in  a  definite  diametric  direction. 


2.015.639 
STORAGE  BATTERY  PLATE 
John  A.  Hamilton,  Philadelphia,  Pa.,  assignor  to 
The  Electric  Storage  Battery  Company.  Phila- 
delphia, Pa.,  a  corporation  of  New  Jersey 
AppUcation  Aagust  27.  1932.  Serial  No.  630,620 
5  Claims.     (CI.  136—55) 


a 


ITTfTI 


^' 


1.  A  storage  battery  plate  comprising  a  grid 
of  metal  having  separated  bottom  portions,  ac- 
tive material  on  said  grid,  a  permeable  envelope 
of  insulating  material  surrounding  the  lateral 
sides  of  the  active  material,  and  a  bottom  bar 
of  acid-resisting.  Insulating  material  gripping 
and  connecting  the  bottom  portions  of  said  grid 
and  closing  and  connecting  the  bottom  portion 
of  and  united  integrally  with  said  envelope. 
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2.015.637 
CINEMATOGRAPHIC  APPARATUS 
Clinton  R.   Hanna.   Pittsburgh,   Pa.,  assignor   to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 
Original    appUcation    April    4.    1930,    Serial    No. 
441.583.     Divided  and  this  application  January 
6.  1933.  Serial  No.  650,408 

2  Claims.     (CI.  88—17) 


1.  A  film  gate  assembly  comprising  a  support- 
ing plate,  an  aperture  plate  mounted  on  said 
supporting  plate,  a  plurality  of  longitudinally 
tensioned  shoe  straps,  a  supporting  bracket  for 
said  shoe  straps  pivotally  mounted  on  said  sup- 
porting plate  adjacent  to  said  aperture  plate,  a 
stud  mounted  on  said  bracket  for  manually  piv- 
oting said  bracket  and  a  block  mounted  on  said 
supporting  plate  in  proximity  of  said  aperture 
plate,  said  block  to  engage  said  stud  on  one  side 
to  maintain  said  tensioned  shoes  in  engagement 
with  said  aperture  plate  and  to  engage  said  stud 
on  the  opposite  side  to  maintain  said  shoes  out  of 
engagement  with  said  aperture  plate. 

2.015.638 

TRANSMISSION  GEAR 

Hans  Kohn,  Stoetten  O.  A.  Geislingen.  Germany 

AppUcation  September  8.  1933.  Serial  No.  688.668 

In  Germany  September  13,  1932 

19  Claims.     (CI.  74— 283) 


«1?^ 


ft 


1.  In  an  apparatus  of  the  class  described,  a 
driven  shaft,  a  variable-speed  gear  comprising  a 
differential  gear  and  an  epicycllc  gear  including 
at  least  two  continuously  interengaging  wheels, 
both  said  gears  being  connected  to  said  driven 
shaft,  means  whereby  said  epicycllc  gear  acts  on 
part  of  said  differential  gear,  and  means  whereby 
said  two  Interengaging  wheels  are  respectively  di- 
rectly and  Indirectly  acted  upon  by  the  resistive 
torque  of  the  driven  shaft,  said  epicycllc  gear 
being  adjustable  so  that  its  wheels  roll  with  re- 
spect to  one  another  according  to  the  eccentricity 
of  the  adjustment  of  said  interengaging  wheels 
whereby  said  driven  shaft  may  be  rotated  at  a 
speed  that  is  continuously  variable  within  limits. 

2.015.639 

TABLE -TURNING    ME^HA^^SM 

Leon  D.  Titus,  Port  Arthur,  Tex.,  assignor  to  The 

Texas  Company,  New  York,  N.  Y..  a  corporation 

of  Delaware 

AppUcation  May  31.  1933.  Serial  No.  673.610 

8  Claims.     (CI.  74 — 84) 
1.  In  a  movable  article  support,  a  table,  a  piv- 


otal support  for  said  table,  an  operating  member 
movable  with  said  table,  a  stationary  element 
formed  with  a  slot  therein,  a  pin  formed  on  said 
operating  member  and  adapted  to  engage  in  the 
slot  in  the  stationary  element  for  initiating  the 


rotation  of  said  table,  means  for  advancing  the 
table  and  the  operating  member  relative  to  the 
stationary  element  to  bring  them  into  operating 
position,  and  additional  means  for  performing  the 
intermediate  stages  of  turning  said  table. 


2,015640 

COIN  CONTROLLED   APPARATUS 

Thomas  W.  B.  WatUng.  Chicago,  lU. 

AppUcation  July  19,  1934,  Serial  No.  735,935 

11  Claims.     (CI.  194—98) 


1.  A  device  of  the  class  described  comprising  a 
casing,  coin-controlled  operating  mechanism  in 
said  casing,  a  coin  chute  having  a  circular  guide- 
way  through  which  the  coins  travel  for  display 
purposes,  a  conveyer  wheel  offset  from  the  plane 
of  said  guideway  and  having  circumferentially 
spaced  fingers  projecting  laterally  into  said  guide- 
way  for  engagement  with  the  rims  of  the  coins, 
and  means  for  intermittently  rotating  said  wheel 
to  advance  all  of  the  coins  in  said  guideway  step- 
by-step. 


2.015.641 

ELECTRICAL  WATER  HEATING  UNIT 

Gus  L.  Colbie.  Brooitlyn,  N.  Y. 

Application  September  25.  1933.  Serial  No.  690.803 

8  Claims.      (Ci.  219 — 38) 

1.  An  electrical  heating  unit  especially  suitable 

for  use  in  steam  boilers  comprising,  in  combina- 
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tion,  an  elongated  steamtight  envelope  closed  at 
one  end  and  having  thin  walls  of  corrugated  cross 
section  in  planes  extending  transversely  of  said 
envelope,  a  resistor  extending  longitudinally  of 
the  interior  of  said  envelope,  and  electrical  in- 
sulating means  for  supporting  the  free  ends  of 
said  resistor  mounted  on  and  closing  the  other- 


wise  open  end  of  said  envelope,  together  with 
skeleton  insulating  means  for  supporting  the  re- 
sistor within  said  envelope  spaced  away  con- 
siderable distances  from  the  corrugated  walls 
thereof;  whereby  free  access  to  the  inner  sur- 
faces of  said  corrugated  walls  is  afforded  for 
currents  of  air  heated  by  said  resistor  when  cur- 
rent is  passed  therethrough. 


2,015,642 

METHOD  FOR  TREATING  LIMESTONE 

Robert    S.    Walker,    Bellefonte,    Pa.,    assiirnor    to 

Electro  Lime  &  Ice  Corporation,  WiIming:ton, 

Del.,  a  corporation  of  Delaware 

Application  July  28,  1931.  Serial  No.  553.583 

Renewed  June  12,  1934 

22  Claims.     (CL  263— 53) 


1.  The  method  of  treating  calcium  carbonate 
material  to  obtain  pure  carbon  dioxide  which 
consists  in  positioning  the  material  in  a  closed 
furnace  above  an  electric  heating  chamber,  ex- 
hausting the  air  from  the  furnace,  preheating  the 
material,  passing  the  material  through  the  heat- 
ing chamber  in  a  thin  stream,  and  removing  the 
liberated  pure  carbon  dioxide. 


2.015.643 
HOT    AIR   HEATER 
Carl    A.    Schmidt.    St.    Paul,    Minn.,    assigrnor    to 
Ashco  Corporation.  St.  Paul.  Minn.,  a  corpora- 
tion of  Minnesota 
AppUcation  September  20,  1930.  Serial  No.  483.283 
Renewed  June  15.   1934 
2  Claims.     (CL  257—241) 


1.  A  header  for  motor  vehicles  comprising,  a 
cast  iron  radiator  having  a  seiles  of  heat  dispens- 
ing fins  projecting  therefrom,  an  intake  com- 
partment leading  along  longitudinally  of  said 
radiator,  an  exhaust  compartment  extending  lon- 
gitudinally of  said  radiator  and  connecting  with 
said  intake  compartment  at  the  back  thereof, 
means  for  connecting  said  radiator  to  a  source 
of  heat  of  an  internal  combustion  engine,  a  cas- 
ing spaced  about  said  radiator,  brackets  for  sup- 
porting said  casing  to  the  internal  combustion 
engine,  a  downwardly  projecting  air  intake  hood 
mounted  on  said  casing  closely  adjacent  to  the 
air  circulating  fan  of  the  Internal  combustion 
engine,  and  a  hot  air  tube  leading  from  said 
casing  into  the  motor  vehicle  body  to  heat  the 
same. 


2,015.644 

ATTACHING   MEANS   FOR   REMOVABLE 

DENTAL   BRIDGES 

EuKrene  F.  Meier,  Huntinjfton.  N.  Y. 

Application  February  23.  1933,  Serial  No.  658,161 

3  Claims.     (CL  32—5) 


1.  An  attaching  device  for  removable  dental 
structures,  including  a  female  member  havmg  an 
elongated  pocket  and  having  a  slot  in  one  of  the 
side  walls  in  which  a  portion  of  a  male  member 
may  move,  and  a  male  member  including  an 
anchoring  portion,  a  cross  head  thereon,  having 
an  arcuate  entering  end  and  a  U-shaped  member 
of  circular  cross  section  havmg  its  loop  portion 
only  attached  to  the  bottom  or  entering  end  of 
said  crass  head  and  the  arms  of  said  U-shaped 
member  extending  upwardly  adjacent  the  oppo- 
site ends  of  said  cross  head,  said  arms  being  re- 
silient and  adapted  to  engage  the  end  walls  of 
said  pocket  of  the  female  member  to  frictionally 
hold  the  male  and  female  members  for  the  pur- 
pose of  removably  retaining  the  dental  structure. 


2,015.645 

VISE 

Robert  S.  Chase,  Charles  D.  Luce,  and  Thomas  A. 

Amott.  Honolulu.  Territory  of  Hawaii 

Application  May  15.  1934.  Serial  No.  725,774 

9  Claims.      iCl.  81—17) 
1.  A  vise  including  fixed  and  movable  jaws  re- 
spectively   having    clamping    faces,    yoke   means 
having  arms  connected  to  the  movable  jaw  and 
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projecting  forwardly  therefrom  toward  the  fixed 
jaw,  said  arms  being  laterally  spaced  to  provide 
a  work  receiving  opening  and  said  fixed  jaw  hav- 
ing a  body  portion  provided  with  guldeways  for 
slidably  receiving  said  arms,  and  mechanism  as- 


soclated  with  the  fixed  jaw  for  cooperating  with 
said  yoke  means  to  cause  the  movable  jaw  to  ap- 
proach the  fixed  jaw,  the  portion  of  the  yoke 
means  cooperable  with  said  mechanism  being 
movable  away  from  the  clamping  surface  of  the 
fixed  jaw  as  said  jaws  approach  each  other. 


2,015,646 
POLISHING    WHEEL 
Foster  F.  Hillix.  Lakewood,  Ohio,  assigmor  to  The 
United  States  Platers  Supply  Company,  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
Application  March  22.  1933.  Serial  No.  662,063 
3  Claims.     (CL  51—190) 


1.  A  polishing  wheel  comprising  a  rotatable 
hub  member  and  a  plurality  of  laminae  supported 
thereby  so  as  to  project  beyond  the  hub  member 
in  substantially  radial  planes  with  the  planes 
Intersecting  at  substantially  the  axis  of  rotation, 
the  outer  edges  of  the  free  ends  of  the  laminae 
constituting  the  working  surfaces,  said  laminae 
being  made  of  relatively  stiff  tough  paper  and 
their  outer  projecting  portions  being  free  to  flex 
In  a  circumferential  direction  but  being  substan- 
tially non-yielding  in  other  directions. 


2.015.647 
MOLDING  APPARATUS 

Milton  H.  Martindell,  Trenton,  N.  J.,  assignor  to 
Jos.  Stokes  Rubber  Company,  Trenton.  N.  J., 
a  corporation  of  New  Jersey 

Application  February  24,  1933.  Serial  No.  658.415 
11  Claims.     (CL  18 — 17) 


1.  In  apparatus  for  molding  battery  box  cover 
members  having  terminal  post  bushings  therein 
initially  provided  with  protective  webs  overlying 
at  least  a  portion  of  the  bushing  bore,  a  top 
and  bottom  mold  plate  having  complementary 
recesses  therein  and  movable  relatively  with  re- 
spect to  each  other,  a  set  of  spindles  slidably 
mounted  in  one  of  said  mold  plates  and  arranged 
to  abut  the  adjacent  face  of  the  protective  webs 
of  the  bushings,  another  set  of  spindles  slidably 
mounted  in  the  other  mold  plate,  said  spindles 
each  having  a  cutting  edge  at  the  periphery  of 
their  ends,  and  means  operable  during  the  mold- 
ing operation  to  actuate  the  second  set  of  spindles 
and  cause  the  cutting  edge  to  shear  the  protective 
webs  from  said  bushings  against  the  abutment 
afforded  by  the  first  set  of  spindles  and  form 
openings  in  the  bushings  of  substantially  the  same 
diameter  as  the  bore  for  the  reception  of  terminal 
posts. 


2.015.648 

METHOD  AND  APPARATI  S  FOR  MAKING 

DIPPED   RUBBER   ARTICLES 

John  R.  Gammeter.  Akron,  Ohio,  assignor  to  In- 
ternational     Latex      Corporation,      Rochester, 
N.  Y.,  a  corporation  of  New  York 
Application  July  11,  1931.  Serial  No.  550,165 
21  Claims.     (CL  18 — 41) 


11.  A  form  for  making  deposited  rubber  arti- 
cles with  thickened  edges,  said  form  having  an 
abrupt  edge  flush  with  the  surface  thereof,  said 
edge  being  developed  by  the  intersection  of  planes 
defining  the  main  surface  of  the  form  whereby 
the  rubber  may  accumulate  on  the  main  surface 
of  the  form  at  one  side  of  said  abrupt  edge. 
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96  952 
DESIGN  FOR  A  HEATING  STOVE 
Wilbur    Henry    Adams    and    Charles   J.    Kessler. 
Cleveland  Heights,  Ohio,  assig^nors  to  Perfec- 
tion  Stove  Company,  Cleveland.  Ohio,  a  cor- 
poration of  Ohio 

Application  June  20.  1925,  SeHal  No.  57,358 
Term  of  patent  14  years 


The  ornamental  design  for  a  heating  stove,  as 
shown. 


96,953 
DESIGN  FOR  A  HEATING  STOVE 
Wilbur   Henry    Adams    and    Charles    J.    Kessler, 
Cleveland  Heights,  Ohio,  assignors  to  Perfec- 
tion  Stove  Company.  Cleveland,  Ohio,  a  cor- 
poration of  Ohio 
Application  June  20,  1935,  Serial  No.  57.359 
Term  of  patent  14  years 


96.954 
DESIGN  FOR  A  DRUM  SECTION  FOR 
HEATING   STOVES 
Wilbur   Henry   Adams,  Cleveland   Heights.  Ohio, 
assignor  to  Perfection  Stove  Company,  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
AppUcation  June  20,  1935.  Serial  No.  57.360 
Term  of  patent  14  years 


The    ornamental    desipn    for    a    drum   section 
for  heating  stoves,  as  .shown  and  described. 


96  955 

DESIGN  FOR  LACE 

Leon  Bimbaum.  New  York,  N.  Y. 

Application  August  27.  1935.  Serial  No.  58.315 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  heating  stove,  as 
shown  and  described. 

838 


The  ornamental  design  for  lace,  substantially 
as  shown. 
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96.956 
DESIGN  FOR  A  LACE 

George  D.  Boysen,  Philadelphia.  Pa. 

Application  August  27.  1935.   Serial  No.  58,316 

Term  of  patent  3'  •.>  years 


96,959 
DESIGN   FOR   A  LADY'S   SWEATER 

Bernard  Epstein,  New  York.  N.  Y. 

Application  August  23.  1935.  Serial  No.  58.248 

Term  of  patent  3^  -2  years 


The  ornamental  design  for  a  lace,  substantially 
as  shown. 

96.957 
DESIGN  FOR  AN  INSECT  ELECTROCUTOR 

Claude  E.  Canning.  Wilmette,  111. 

Application  July  8,  1935.  Serial  No.  57.566 

Term  of  patent  7  years 


The  ornamental  design  for  a  lady's  sweater, 
substantially  as  shown. 


96.960 

DESIGN  FOR  A  DRESS 

Maurice  Extract.  New  York.  N.  Y. 

Application  August  23.   1935.  Serial  No.  58.244 

Term  of  patent  3^2  years 


The  ornamental  design  for  an  insect  electro- 
cutor.  as  shown. 

96  958 

DESIGN  FOR  A  SADIRON  STANT) 

Stanley    A.    Duvall.    Edinburg.    Tex.,    assignor  of 

one-half  to  Laura  V.  Ruffin,  Louisville.  Ky. 

Application  July  27,  1935.  Serial  No.  57.833 

Term  of  patent  7  years 


j£^j 


The  ornamental  design  for  a   sadiron   stand, 
as  shown. 

458  O.   G.— 55 


The  ornamental  design  for  a  dress,  substan- 
tially as  shown. 


96.961 

DESIGN  FOR  A  DRESS 

Maurice  Extract,  New  York.  N.  Y. 

Application  August  23,  1935.   Serial  No.  58.245 

Term  of  patent  3^  j  years 


The  ornamental  design  for  a  dress,  substan- 
tially as  shown. 
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96.962 

DESIGN  FOR  A  DRESS 

Maurice  Extract,  New  York.  N.  Y. 

Application  Augrust  26,   1935,  Serial  So.  58.292 

Term  of  patent  3 '  -z  years 


96.964 
DESIGN     FOR     AN     OIL     Bl  RNER     PIMPING 

AND  CONTROL  I'NIT 
Edfar  Bartram  Frame.  Philadelphia.  Pa.,  assignor 
to  Monarch  Manufacturing  Works.  Inc.,  Phila- 
delphia. Pa.,  a  corporation  of  Delaware 
Application  June  6.  1935,  Serial  No.  57.167 
Term  of  patent  7  years 
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96  966 

DESIGN  FOR  A  COCKTAIL  SHAKER 

CLOSURE 

Edwin    W.    Fucrst,     Toledo.    Ohio,    a.ssiinior    to 

Owen.s- Illinois  Glass  Company,  Toledo,  Ohio,  a 

corporation  of  Ohio 

Application  July  26.  1935.  Serial  No.  57,813 

Term  of  patent  14  years 


The  ornamental   design  for  a  dress,  substan- 
tially as  shown. 


96,963 
DESIGN   FOR   A  DRESS 

Maurice  Extract.  New  York.  N.  Y. 

Application  August  27,  1935,  Serial  No.  58,314 

Term  of  patent  3 !  z  years 


The  ornamental  design  for  an  oil  burner  pump- 
ing and  control  unit,  as  shown. 


96,965 
DESIGN  FOR    A   (  OC  KTAIL   SHAKER 

Edwin     VV.     Fuerst,     Toledo,     Ohio      assignor     to 
Owens-Illinois  (;i.is.s  Compain    lOledo.  Ohio,  a 
corporation  of  Ohio 
Application  July  26,  1935    Serial  No.  57,812 
Term  of  patent  14  years 


96.968 

DESIGN  FOR   A   DRESS 

Abraham  Greenspan.  New  York.  N.  Y. 

Application  Aug^ust  20.  1935.  Serial  No.  58.207 

Term  of  patent  S^j  years 


The  ornamental  design  for  a  dress,  substantial- 
ly as  shown,  and  described. 


The  ornamental  design  for  a  cocktail  shaker 
closure  substantially  as  shown. 


96,967 

DESIGN   FOR   A  DRESS 

Abraham  Greenspan.  New  York,  N.  Y. 

Application  Augrust  19.  1935,  Serial  No.  58,195 

Term  of  patent  3Vi  years 


The  ornamental  design  for  a  dress,  substantially 
as  shown,  and  described. 


96.969 
DESIGN   FOR   A  DRESS 

Abraham  Greenspan.  New  York.  N.  Y. 

Application  August  21.  1935.  Serial  No.  58,222 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  cocktail  shaker 

substantially  as  shown. 


The  ornamental  design  for  a  dress,  substantial- 
ly as  shown,  and  described. 


The  ornamental  design  for  a  dress,  substantially 
as  shown,  and  described. 


i 


842 


OFFICIAL  GAZETTE 


Skptembeb24,  1 


96,970 
.  DESIGN  FOR  A  KNITTED  DRESS 

Joseph  Guttman,  New  York,  N.  Y. 

Application  August  21,  1935,  Serial  No.  58,220 

Term  of  patent  3^':  years 


u 


The  ornamental  design  for  a  knitted  dress,  sub- 
stantially a,s  shown. 


96,971 

DESIGN  FOR  A  KNITTED  DRESS 

Joseph  Guttman,  New  Y'ork,  N.  Y. 

Application  August  22,  1935,  Serial  No.  58,242 

Term  of  patent  3'.>  years 


The  ornamental  design  for  a  knitted  dress,  sub- 
stantially as  shown. 


96,972 

DESIGN  FOR  A  KNITTED  DRESS 

Joseph  Guttman,  New  York,  N.  Y. 

Application  August  22,  1935,  Serial  No.  58,243 

Term  of  patent  ZVo  years 


The  ornamental  design  for  a  knitted  dress,  sub- 
stantially a.s  shown,  and  described. 


96.973 

DESIGN  FOR  A  KNITTED  DRESS 

Joseph  Guttman,  New  York.  N.  Y. 

.Application  August  23,  1935,  Serial  No.  58,249 

Term  of  patent  3'i  years 


LJ 


The  ornamental  design  for  a  knitted  dress,  sub- 
stantially as  shown,  and  described. 


96,974 
DESIGN   FOR   A   PIANO   C  ASF 

Carl  L.  Haddorff,  Rockford.  111. 

Application  May  10.  1935,  Serial  No.  56,770 

Term  of  patent  14  years 


The  ornamental   design  for  a  piano  case,   as 
shown  and  described. 
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96.975 

DESIGN  FOR  A  PIANO  CASE 

Carl  L.  Haddorft.  Rockford,  III. 

Application  May  10.  1935.  Serial  No.  56,771 

Term  of  patent  14  years 


The  ornamental   design  for  a  piano  case  as 
shown. 


96.976 
DESIGN  FOR  A  PIANO  CASE 

(  arl  L.  Haddorff,  Rockford.  111. 

Application  May  10.  1935,  Serial  No.  56,772 

Term  of  patent  14  years 


The  ornamental  design   for   a  piano  case  as 
shown  and  described. 


96.977 

DESIGN  FOR  A  PIANO  CASE 

Carl  L.  Haddorflf,  Rockford,  111. 

Application  May  10,  1935,  Serial  No.  56,773 

Term  of  patent  14  years 


The   ornamental  design  for  a  piano  case  as 
shown. 


9B  978 

DESIGN  FOR  A  PIANO  CASE 

Car!  L.  Haddorff,  Rockford,  111. 

Application  May  10.  1935.  Serial  No.  56.774 

Term  of  patent  14  years 


The  ornamental  design  for  a  piano  case   as 
shown. 


96.979 

DESIGN  FOR  A  PIANO  CASE 

Carl  L.  Haddorflf.  Rockford.  111. 

Application  May  10,  1935,  Serial  No.  56.775 

Term  of  patent  14  years 


The  ornamental  design   for   a  piano  case   as 
shown. 

96  980 

DESIGN  FOR  A  PIANO  CASE 

Carl  L.  Haddorff.  Rockford.  111. 

Application  .-Xugust  1.  1935.  Serial  No.  57.905 

Term  of  patent  14  years 

^1 _-^— 5     I      ^j     I 


i^:-"t: 


u 


<£: 


The  ornamental   design  for  a  piano  case,  as 
shown  and  described. 
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96,981 

DESIGN   FOR  A  TEXTILE  FABRIC 

Aag^ust  Hafner,  Flashing.  N.  Y. 

Application  August  16,  1935.  Serial  No.  58.146 

Term  of  patent  .3 '  _>  years 


.  ••;.•» 


f'v    .V-^ 


The  ornamental  design  for  a  textile  fabric  sub- 
stantially as  shown. 


96,982 

DESIGN    FOR    AN    ASH    STAND 

Charles  Hardy,  New  York.  N.  Y. 

Application  July  2,  1935,  Serial  No    57.486 

Term  of  patent  7  years 


The  ornamental  desagn  for  an  ash  stand  sub- 
stantially as  shown. 


96  983 

DESIGN    FOR    AN    ASH    STAND 

C  harles  Hardy,  New  York.  N.  Y. 

Application  July  2.  1935,  Serial  No.  57,487 

Term  of  patent  7   years 
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96  985 
DESIGN  FOR  A  SHOE 

Jacob   A.  Izenstatt.  Roxbury.   Mass..   assi8:nor  to 
Jay  Shoe  Manufacturing  Company.  Marlboro, 
Mass. 
Application  February  5.  1935,  Serial  No.  55,253 
Term  of  patent  3Vi  years 


The  ornamental  design  for  an  ash  stand  sub- 
stantially as  shown. 


96,984 

DESIGN  FOR  A  CIGARETTE  CASE  OR 

SIMILAR  ARTICLE 

Herbert  H.  Harris.  New  York.  N.  Y. 

Application  June  27,  1935.  Serial  No   57  426 

Term  of  patent  7  years 


The  ornamental  design  for  a  shoe  as  shown. 


96  QR6 

DESIGN  FOR  A  CARD  TABLE 

Isaac  F.  Jewell.  Taylorsvillc.  Ky. 

Application  June  25.  1935.  Serial  No.  57,397 

Term  of  patent  14  years 


o 


The  ornamental  design  for  a  cigarette  case  or 
similar  article,  substantially  as  shown. 


96.987 

DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Nathan  Kenneth  Kean.  New  York.  N.  Y. 

Application  August  5.  1935.  Serial  No.  57.945 

Term  of  patent  3' .  years 


The  ornamental  design  for  a  shoe  or  similar 
article  substantially  as  shown. 


96.988 

DESIGN  FOR  A  WHISTLING  TEAKETTLE  OR 

SIMILAR  ARTICLE 

Clarence  S.  Keating,  Evanston.  III.,  assignor  to 
Kewaskum  Aluminum  Co..  a  corporation  of 
Wisconsin 

Application  March  8.  1935.  Serial  No.  55.781 
Term  of  patent  7  years 


TTie  ornamental  design  for  a  card  table,  as 

shown. 


The  ornamental  design  for  a  wMittng  tea- 
kettle or  similar  article,  as  shown. 
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96  989 
DESIGN    FOR    A   GLASS    BOTTLE 

Lawrence   J.   Kihn.    Pittsburgh.    Pa.,    assignor   to 
J.  T.  &   A.  Hamilton  Company,  a  corporation 
of  Pennsylvania 
App<ication  June  26.  193.5    Serial  No.  57,401 
Term  of  patent  3!;:  years 


The  ornamental  design  for  a  glass  bottle  sub- 
stantially as  shown. 


96,990 
DESIGN   FOR   A 

Andrew    S.   Knapp,    St.    Louis 
Knapp- Monarch    Company, 
corporation  of  Missouri 
Application  May  21,  193.5,  Serial  No.  56,952 
Term  of  patent  14  years 


JIG 

Mo.,    assignor    to 
St.    Louis,    Mo.,   a 


The  ornamental  design  for  a  jug  substantially 
as  shown. 


96.991 
DESIGN   FOR   A   LAMP   BASK    OR    SIMILAR 

ARTICLE 
Harry    M.    I^xer.    New    York,   N.    Y..    a.ssignor    to 
Idealite.   Inc..   New   York.  N.  Y.,  a  corporation 
of  New  Jersey 

Application   June  20.   1935.  Serial  No.  57.353 
Term  of  patent  3Vi  years 
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96  993 

DESIGN  FOR   A  TEXTILE  FABRIC    OR 

SIMILAR    ARTICLE 

Jean  L.  Lien,  New  York.  N.  Y..  assignor  to  A.  W. 

Baylis  (  o  .  New  York,  N.  Y. 

Application  August  10,  1935,  Serial  No.  58,068 

Term  of  patent  3V2  years 


The  ornamental  design  for  a  lamp  base  or  sim- 
ilar article  as  shown  and  described. 


96.992 
DESIGN    FOR   A   LAMP   BASF 

ARTICLE 
Harry    M.    Laxer.    New    York,   N.   Y., 
Idealite.   Inc..   New   York,  N.  Y.,  a 
of  New  Jersey 
Application  June  20    1935.  Serial  No.  57,354 
Term  of  patent  3Vi  years 


OR    SIMILAR 


assignor    to 
corporation 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  as  shown  and  described. 


96.994 
DESIGN  FOR  A  TOY  DUCK 

Edward  McCandlish,  Plymouth.  Mich. 

Application  January  25,  1935,  Serial  No.  55,048 

Term  of  patent  7  years 


The   ornamental   design   for   a  lamp  base  or 
similar  article  as  shown  and  described. 


The   ornamental   design   for   a   toy   duck,   as 
shown. 


96.995 

DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Samuel  Meyer,  New  York.  N.  Y. 

Application  July  8,  1935,  Serial  No.   57.562 

Term  of  patent  3V4  years 


The  ornamental  design  for  a  shoe  or  similar 
article  substantially  as  shown. 

96.996 
DESIGN  FOR  A  PIANO 
Georgre   Laurence    Miller.    Philadelphia.    Pa.,    as- 
signor to  Lester  Piano  Company,  a  corporation 
of  Pennsylvania 
Application  July  1.  1935.  Serial  No.  57,478 
Term  of  patent  7  years 


The  ornamental  design  for  a  piano,  substan- 
tially as  shown^ 

96,997 
DESIGN  FOR  A  PIANO 

George   Laurence    Miller.    Philadelphia.    Pa.,    as- 
signor to  Ivester  Piano  Company,  a  corporation 
of  Pennsylvania 
Application  July  5.  1935.  Serial  No.  57,528 
Term  of  patent  7  years 


The  ornamental  design  for  a  piano,  substan- 
tially as  shown. 
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M.998 
DESIGN  FOR  A  TEXTILE   FABRIC    OR   SIMI- 
LAR ARTICLE  OF  MANUFACTURE 
Kalman    I.  Ostow,   Brooklyn,   N.   Y'..    assigmor   to 
Concord  Fabrics,  New  York.  N.  Y.,  a  copartner- 
ship composed  of  Kalman  I.  Ostow  and   Louis 
Kalman 
Application  July  9    1935,  Serial  No.  57,576 
Term  of  patent  3^>  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  substantially  as 
shown. 


96,999 
DESIGN   FOR  A  BUCKLE 

Solomon  Putman,  Newark,  N.  J. 

Application  August  1,  1935,  Serial  No.  57,888 

Term  of  patent  3^  j  vears 


97,000 
DESIGN    FOR   A   BU(  KLE 

Solomon  Putman,  Newark,  N.  J. 

Application  August  1.  1935.  Serial  No.  57,889 

Terra  of  patent  3^3  years 


97.002 
DESKiN  FOR  A  DISPENSINCi  DEVICE 

.Archie  V.  Shipman,  Los  Angeles,  Calif. 

Application  July  22.  1935.  Serial  No.  57,777 

Term  of  patent  7  years 


The  ornamental  design  for  a  buckle  as  shown. 


97.001 
DESIGN  FOR   A   SHUFFLE-BOARD  GAME 

DEVICE 

Theophile  Reichard,  Alameda,  Calif. 

Application  October  30.  1934.  Serial  No.  53.819 

Term  of  patent  7   years 


97.005 

DESIGN  FOR  A  LADY'S  COMBINATION 

BRASSlfeRE   AND  TRUNKS 

Jules  Chase.  New  York.  N.  Y. 

Application  April  25,  1934.  Serial  No.  51,510 
Term  of  patent  14  years 


The  ornamental  design  for  a  dispensing  device 
as  shown  and  described. 


97.003 

DESIGN  FOR  AN  ELECTRIC  HEATER 

CASING 

George  Steingruber,  Huntsville,  Ala. 

Application  June  24,  1935.  Serial  No.  57,390 

Term  of  patent  7  years 


'^^ 


The  ornamental  design  for  an  electric  heater 
casing,  substantially  as  shown  and  described. 


97.004 
DESIGN  FOR  A  SHOE 

Harry  E.  Williams,  St.  Louis,  Mo. 

Application  February  15.  1935.  Serial  No.  55,440 

Term  of  patent  SVz  years 


The  ornamental  design  for  a  shuffle-board  gamp 
The  ornamental  design  for  a  buckle  as  shown.  ;  device,  as  shown. 


The  ornamental  design  for  a  lady's  combina- 
tion brassiere  and  trunks,  as  shown. 


97.006 
DESIGN  FOR  A  JEWELRY  DISPLAY  CASE 

Leo  Flier.   Brooklyn,  N.  Y. 

Application  May   16.   1935.   Serial  No.   56,869 

Term  of  patent  7  years 


The  ornamental  design  for  a  jewelry  display 
case,  substantially  as  shown  and  described. 


97,007 
DESIGN  FOR  A  DRESS 

Joseph  Greenberg.  New  York.  N.  Y. 

Application  August  28.  1935,  Serial  No.  58,336 

Term  of  patent  3^:  years 


The  ornamental  design  for  a  shoe,  as  shown. 


The  ornamental  design  for  a  dress,  substan- 
tially as  shown,  and  described. 
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97,008 

DESIGN  FOR  AN  AEROPLANE 

Vernon  Ray  Grom,  Buffalo.  N.  Y. 

Application  July  18.  1935,  Serial  No.  57,714 

Term  of  patent  .1'  .•  years 


97  010 
DESIGN  FOR   A   BREAD  WRAPPER 

Elsmore  D.  Lake,  Oakland,  ("alif.,  assiunor  to 
Langendorf  Inited  Bakeries,  Incorporated, 
Oakland,  Calif 

Application  Julv   18.   1935.  Serial  No.  57,712 
Term  of  patent  3V^  years 
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97.012 

DESIGN  FOR  A  LAMP  BASE  OR  SIMILAR 

ARTICLE 

Harry   M.   Laxer,   New    York.  N.  Y.,  assignor  to 

Idealite.  Inc.,  New  York,  N.  Y„  a  corporation 

of  New  Jersey 

Application  June  20.  1935,  Serial  No.  57,352 

Term  of  patent  3V^  years 


The  ornamental  design  for  an   aeroplane,  as 

shown. 


97.009 

DESIGN   FOR   AN  AUTOMOBILE    SIGNAL 

LAMP  CASING 

Louis  G.  Kailer  and  Jefferson  C.  Gibson, 

Chicago.  III. 

Application  December  6.  1934.  Serial  No.  54,318 

Term  of  patent  3'  .•  years 


The  ornamental  design  for  a  bread  wrapper, 
as  shown. 


The  ornamental  design  for  an  automobile  sig- 
nal lamp  casing,  as  shown. 


97,011 

DESIGN  FOR  A  LAMP  BASF  OR  SIMILAR 

ARTICLE 

Harry    M.    Laxer.    New    York.  N.  Y.,   assignor   to 

Idealite,  Inc..  New  York.  N.  Y.,  a  corporation 

of  New  Jersey 

Application  June  20.  1935.  Serial  No.  57,351 

Term  of  patent  3V^  yean 


97.014 

DESIGN  FOR  A  BISEAT  AIRCRAFT  CHAIR 

Lewis   C.    McCarty.    Jr..    Towson.   and    Drew    M. 

Helwig.  Baltimore.  Md..  assignors  to  The  Glenn 

L.  Martin  Company,  Baltimore.  Md. 

Application  August  18.  1934,  Serial  No.  52,989 

Term  of  patent  7  years 


The  ornamental  design  for  a  biseat  aircraft 
chair  substantially  as  shown  and  described. 


The  ornamental  design  for  a  lamp  base  or  sim- 
ilar article  as  shown  and  described. 


97.013 

DESIGN   FOR    A   FOOTED   TLTVIBLER  OR 

SIMILAR   ARTICLE 

Robert  S.  Lazenby.  Tampa,  Fla. 

Application  April  22.   1935,  Serial  No.  56,489 

Term  of  patent  7  years 


The    ornamental    design    for   a   lamp 
similar  article  as  shown  and  described. 


base   or 


The  ornamental  design  for  a  footed  tumbler 
or  similar  article  substantially  as  shown  and  de- 
scribed. 


97.015 

DESIGN  FOR  A  TRISEAT  AIRCRAFT  CHAIR 

Lewis    C.    McCarty.    Jr..    Towson.   and*  Drew    M. 

Helwig.  Baltimore.  Md..  assignors  to  The  Glenn 

L.  Martin  Company.  Baltimore.  Md. 

Application  October  5.   1934.  Serial  No.  53,499 

Term  of  patent  7  years 


The  ornamental  design  for  a  triseat  aircraft 
chair  substantially  as  shown  and  described. 
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97.016 

DESIGN  FOR  AN  APRON 

Ada  Qninn,  Ofden.  LUh 

AppUcaUon  December  31.  1934.  Serial  No.  54,650 

Term  of  patent  3U  years 


97,019 
DESIGN   FOR   A   MOTORCYCLE 

Frank  H.  Sedlvy.  Verdi^re.  Nebraska 

AppUcatlon  May  16.  1935.  Serial  No.  56,867 

Term  of  patent  14  years 


The  ornamental  design  for  an  apron,  as  shown. 


97,017 

DESIGN  FOR   AN   APRON 

Ada  Quinn.  Ogfden.  I  tab 

Application  May  4,   1935.  Serial  No.  56,694 

Term  of  patent  3' j  years 


The  crnamental   design  for  a  motorcycle,  as 
shown. 


97  020 

DESIGN  FOR   A   SIIT 

Abraham  Sisseiman,  New  York   N   Y. 

Application  August  13,  1935    SeHal  No.  58,098 

Term  of  patent  3'  i  years 


The  ornamental  design  for  an  apron,  as  shown. 


97,018 
DESIGN  FOR   AN  APRON 

Ada  Quinn.  Garden.  Itah 

Application  May  4.  1935.  Serial  No.  56,696 

Term  of  patent  3'  j  years 


The  ornamental  design  for  an  apron,  as  shown 


The  ornamental  design  for  a  suit,  substantially 
as  shown. 


I 


97,021 

DESIGN  FOR  A  DOLL  LAMP 

Caroline  M.  Terrell  and  Louis  Binder, 

New  York,  N.  Y. 

Application  March  6.  1935,  Serial  No.  55,749 

Term  of  patent  3^  years 


/li  y^ 


^ 


The  ornamental  design  for  a  doll  lamp,  sub- 
stantially as  shown  and  described. 

97.022 
DESIGN   FOR    A    COMBINATION   SACCEPAN 

Jerome  A.  Wajrner,  Sidney,  Obio  as^iKnor  to  The 
Warmer  Manufacturing:  C  ompany,  Sidney,  Ohio, 
a  corporation  of  Ohio 

Application  July  22,   1935,  Serial  No.   57,778 
Term  of  patent  7  years 


The  ornamental  design  for  a  combination  sauce 
pan,  as  shown. 

97.023 

DESIGN  FOR  LA(  E 

James  W.iterfield.  Philadelphia.  Pa.,  assignor  to 

Quaker  Lace  (ompany  Inc..  Philadelphia.  Pa. 

Application  April   2G.   1935.  Serial  No.  56,564 

Term  of  patent  3H  years 


//Ail  mm 

The  ornamental  design  for  lace  substantially  as 
shown  and  described. 


97.024 

DESIGN  FOR  LACE 

James  Waterfieid.  Philadelphia.  Pa..  assigTior  to 

Quaker  Lace  Company  Inc..  Philadelphia.  Pa. 

Application  April  26.  1935,  Serial  No.  56,565 

Term  of  patent  3^::  years 


The  ornamental  design  for  lace  substantially 
as  shown  and  described. 


97.025 

DESIGN  FOR  LACE 

James  Waterfield,  Philadelphia.  Pa.,  assignor  to 

Quaker  Lace  Company  Inc.,  Philadelphia.  Pa. 

Application  April  26.   1935.  Serial  No.  56,566 

Term  of  patent  SYz  years 


The  ornamental  design  for  lace  substantially  as 
shown  and  described. 


'"'"-•'■"-"'^-■*"*"' 
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97.026 
DESIGN  FOR  LACE 

James  Waterfield,  Philadelphia.  Pa.,  assignor  to 

Quaker  Lace  Company  Inc..  Philadelphia,  Pa. 

Application  April  26,  1935,  Serial  No.  56.567 

Term  of  patent  3'  2  years 


The  ornamental  design  for  lace  substantially  as 
shown  and  described. 


97,028 

DESIGN   FOR   A   BLOI'SE 

Rose  A.  Weis.s.  New  York.  N.   Y. 

Application  Ausrust  16.  1935.  Serial  No.  58.148 

Term  of  patent  3'.'  years 


97,030 
DESIGN  FOR  AN  AUTOMOBILE  HEATER 
Carl   IL   Will   and   Henry   W.    Fink,   Minneapolis, 
Minn.,  assignors  to  Tropic-.\ire,   Incorporaied, 
Minneapolis.  Minn.,  a  corporation  of  Delaware 
Application   July    17.    193.'),    Serial  No.   57,706 
Term  of  patent  7  years 


The  ornamental  design  for  an  automobile  heat- 
er, substantially  as  shown. 


97,027 

DESIGN  FOR  LACE 

James  Waterfield.  Philadelphia.  Pa.,  assigrnor  to 

Quaker  Lace  Company  Inc.,  Philadelphia.  Pa. 

Application  April  26,   1935.  Serial  No.  56,568 

Term  of  patent  3'  .>  years 


The  ornamental  design  for  a  blouse,  substan- 
tially as  shown. 


97,029 
dtSIGN   FOR   A    SALT    AND   PKPPFR    RECEP- 
TACLE  OR    SIMILAR    ARTK  LE 
Richard  M.  West.  Columbus,  Ohio 
Application   July   18.    1935.    Serial   No.   57,720 
Term  of  patent  7  yean? 


97,031 
DESIGN  FOR  A  TRAY 

Everett  Worthingrton.  Chicago.  III.,  assijrnor  to 
McGraw  Electric  Company.  C  hicago.  111.,  a  cor- 
poration of  Delaware 

Application  July   27.   1935.   Serial  No.  57,826 
Term  of  patent  3H  yean 


u* 


va^ 


The  ornamental  design  lor  a  tray  as  shown 
and  described. 


97,032 

DESIGN  FOR  AN  AUTOMOBILE  RADIATOR 

ORNAMENT    OR   SIMILAR   ARTICLE 

George  E.  Curtiss  and  Chris  J.  Klein.  Detroit, 
Mich.,  assignors  to  Ternstedt  Manufacturing 
Company.  Detroit,  Mich.,  a  corporation  of 
Michigan 

Application  August  8.  1935,  Serial  No.  58.020 
Term  of  patent  7  years 


<^gE^^^^ 


The  ornamental  design  for  an  automobile  ra- 
diator ornament  or  similar  article  substantially 
as  shown  and  described. 


97,033 

DESIGN  FOR  A  TEXTILE  FABRIC 

Harold  I.  Kronthal.  New  York.  N.  Y. 

Application  September  5,  1935,  Serial  No.  58,436 

Term  of  patent  SVa  years 


The  ornamental  design  for  a  textile  fabric, 
substantially  as  shown. 


45s  o.  O.— 5G 


The  ornamental  design  for  lace  substantially  as 
shown  and  described. 


The  ornamental  design  for  a  salt  and  pepper 
receptacle  or  similar  article,  sis  shown. 
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Abbey-Scherer  Company,  The,  El  Monte,  Calif.  Tennis 
nets.     Serial  No.  867.521;  Oct.  1.     Class  22. 

Acme  Electric  &  Manufacturing  Company,  The,  Cleyeland, 
Ohio.  Electric  transformers.  Serial  No.  367,484  ;  Oct. 
1.    Class  21. 

Akhtar,  Jamil,  doing  business  as  Taj  Perfume  Co.,  De- 
troit, Mich.  Perfumes,  soapless  shampoo,  face  powder, 
etc.     Serial  No.  361,494 ;  Oct.  1.     Class  6. 

Alcatraz  Company,  Inc.,  The,  Richmond,  Va.  Paints,  and 
paint  oils.     Serial   No.   359,422;   Oct.   1.      Class   16. 

American  Drug  &  Chemical  Company,  Mlnneapolli^,  Minn. 
Antiseptic  and  germicidal  preparation.  Serial  No. 
367,277  ;  Oct.  1.     Clas.s  6. 

Apfel,  M.,  &  Bro.,  Inc..  New  York,  N.  Y.  Ladies'  hats. 
Serial  No.  368.505;  Oct.  1.     Class  39. 

Aronab  Products  Co.,  San  PranclFCO,  Calif.  Prophylactic 
membranous  articles.  Serial  Nos.  867,522-8 ;  Oct.  1. 
Class  44. 

B  S  Hat  and  Cap  Company.      (See  Spiegel,  Bennv.) 

Baker,  David  C,  doing  busine8.<«  as  Baker  Alki  Cfompany, 
New  York.  N.  Y.  Dental  paste.  Serial  No.  367,280; 
Oct.  1.     Class  6. 

Baliantlne,  George,  &  Son.  Limited,  Glasgow,  Scotland. 
Whisky.     Serial   No.  366.547  ;  Oct.   1.     Class  49. 

Barteldes  Seed  Comnsny,  The.  Lawrence,  Kans.  Bird 
seed.     Serial  No.  .161,601;  Oct.  1.     Class  46. 

Big  Five  Grocers  Incorporated,  doing  business  as  West 
Hlver  Distributors,  New  York,  N.  Y.  Canned  vegetables. 
Serial  No.   360.164  ;  Oct.   1.     Class  45. 

Bohemian  Distributing  Co.  Ltd..  Los  Angeles,  Calif. 
Wlilskey      Serial  No.  866,508;  Oct.  1.     Class  49. 

Burton-Dixie  i'orporatlon,  Chicago,  111.  Bed  springs. 
Serial   No.   365,983;  Oct.   1.      Class  32. 

Butler  Brothers,  Chicago,  in.  Shoes.  Serial  No.  368,167  ; 
Oct.  1.     ClasK  39. 

California  Prune  A  Apricot  Growers  Association,  San 
Jose,  Calif.  Dried  fruits.  Serial  No.  367,818;  Oct.  1. 
Class  46. 

Campion,  Ef'ward  J.,  Newark,  N.  J.  Non-electrical  hair 
curlers.     Serial  No.  .•]fi7.284  ;  Oct.  1.     Class  40. 

Carl-Mlchael-Lee.  Incorporated,  Baltimore,  Md.  Cos- 
metics.    Serial  No.  .?fi.''..839 :  Oct.  1.     Class  6. 

Carrlngton,  R.  R..  &  Sons  Limited.  Stockport.  England. 
Hat.s.     Serial  No.   .^67,958;  Oct.   1.     Class  39. 

CaKtillan  Products  Corp..  Ix>s  .Angeles.  Calif.  Complexion 
soap.     Serial  No.  366.402  :  Oct.  1.     Class  4. 

Chanel.  Inc..  New  York.  N.  Y.  Perfume.  Serial  No. 
367.494  :  Oct.  1.     Class  6. 

Channlng.  Charles  E.,  doing  business  as  Edso  Labora- 
tories. Washinjrton.  D.  C.  Cleaning  powder  for  dental 
plates,  etc.     Serial  No.  .^68.632;  Oct.  1.     Ctass  4. 

Chant*  ur.  Roy,  Inc.,  New  York,  N.  Y.  Astringents,  astrin- 
gent cerates,  bleach  and  beauty  creams,  etc.  Serial  No. 
366.315:  Oct.  1.     Class  6. 

Cloister  Company.  The.  Chicago.  111.  Sloe  gin  liqueur. 
Serial  No.   .368,030;   Oct.   1.     Class  49. 

Columbia  Distilling  Co      (See  Tonkin  Distributing  Co.) 

Culley.  Robert  M.,  doing  business  as  Safewav  Tire  Patch 
Manufacturing  Company.  South  Gate,  Calif.  Tire 
patches.     Serial  No.  368.251  ;  Oct.  1.     Class  35. 

Delshlre  Corporation.  Chicago,  111.  Filters.  Serial  No. 
366,462:  Oct.  1.     Class  31. 

Drrmosed  La»»oratory.     (See  Lange.  Wm.  A.) 

F^astern  Oiitflttlnj;  Co.  of  Los  Angeles.  Cal..  Los  Angeles. 
Huntington  Park.  Belvedere,  Pasadena,  and  Long 
Bench.  Calif.  Electric  vacuum  cleaners.  Serial  No. 
368.293:   Oct.    1.      Class  21. 

Eckert  Richmond  Co.,  New  York.  N.  Y.  Needles  (ma- 
chine), knives,  nail  pullers,  nailing  pincers.  Serial  No. 
365.874  ;    Oct.    1.      Class    23. 

Edso  Laboratories.      (See  Channlng,  Charles  E.) 

Electro  String  Instrument  Corporation.  I^os  Angeles, 
Calif.  Stringed  musical  Instruments  and  strings  for 
musical  Instruments.     Serial  No.  363,493  ;  Oct.  1.    Class 

m. 

Elmira  Tobacco  Company.  Inc.,  Elmira.  N.  Y.  Whiskey. 
Serial  No.  368.068:  Oct.  1.     Class  49. 

Enzo-Jel  Company.  The.  Sheboygan.  Wis.  Maltless  bev- 
erages and  powders  and  svrups  for  making  same.  Se- 
rial  No.   306,f>58:    Oct.    1.      Class   45. 

Eu-Ca-Lex  Laboratory.     (See  Hlrschle.  Arthur  J.) 

Brans  Rubber  Products  Company.  Detroit.  Mich.  Inner 
tubes  for  automobile  tires.  Serial  No.  354,371 ;  Oct.  1. 
Class  36. 

Famous  IMstrlbutlng  Corporation,  New  York,  N.  Y.  Whis- 
key.    Serial  No.   368.657:  Oct.   1.     Class  49. 

Feldstein.  Isidore,  doing  business  as  Morris  Feldstein  & 
Son.  New  York,  N.  Y.  Cut  sole  leather.  Serial  No. 
303.407:    Oct.    1.      Class    1. 

Fellows  Medical  Manufacturing  Company.  Inc.,  New  York, 
N.  Y.     Aperient.      Serial  No.  367,122  :  Oct.  1.     Class  6. 

Ferris,  W.  Bigelow,  Columbus,  Ohio.  Gasoline  and  lubri- 
cating oils  and  also  a  mixture  of  alcohol  and  liquid 
hydrocarbon  fuels.  Serial  No.  367,158 ;  Oct.  1.  Class 
15. 


Fleming,  Edmond  C,  Detroit.  Mich.  Periodical  Serial 
No.  367.896;  Oct.   1.     Class  38. 

Folsom,  H.  k  D.,  Arms  Co.,  The,  New  York,  N.  Y.  Fish- 
ing rods,  reels,  lines,  etc.  Serial  No.  366,843;  Oct.  1. 
Class  22. 

Frederick  &  Nelson.     (See  Marshall  Field  &  Company.) 

Fruit  Industries,  Ltd.,  Los  Angeles,  Calif.  Wines.  Serial 
No.  367,391  ;  Oct.    1.     Class  47. 

Fruit  Industries.  Ltd..  Los  Angeles,  Calif.  Brandy.  Se- 
rial  No.   368.066;   Oct.   1.     (Jlass   49. 

Gardner  Wire  Co.,  Chicago,  111.  Weather-strips  and  strips 
for  sealing  windows,  doors,  and  similar  openings.  Se- 
rial  No.    365.695;   Oct.   1.      Class   12. 

Garlichs,  Edwin  A.,  doing  business  as  Garlichs  Wonder 
Mineral,  San  Francisco.  Calif.  Soluble  crystalline  pow- 
der.    Serial  No.  362  818;  Oct    1.     Class  6. 

Gem  Products  Sales  (Jompany,  Camden,  N.  J.  Washing 
compound.     Serial  No.  367,097;  Oct.  1.     Class  4. 

General  Beauty  Products  Company.      (See  Schoen,   Philip 

Goldstein,  William,  New  York,  N.  Y.  Shoes.  Serial  No. 
364.668  ;  Oct.  1.     Class  39. 

Golf  Ball,  Inc.,  Chicago,  111.  Golf  balls.  Serial  No. 
o68,602:   Oct.    1.      Class   22. 

Goodrich,  B.  F.,  Company,  The.  doing  business  as  Miller 
Rubber  Products  Company,  Akron,  Ohio,  and  New  York, 
N.  Y.  Rubber-covered  screens,  curtain  weights,  brack- 
ets, etc.     Serial  No.  358,590;  Oct.  1.     Class  13. 

Grainger,  W.  B.,  Packing  Co.,  Salinas.  Calif.  Fresh 
vegetables.     Serial  No.  367,297  ;  Oct.  1.     Class  46. 

Grant  Paper  Box  Company,  Pittsburgh,  Pa.  Moistnre- 
proof  paper  board.     Serial  No.  364,957  ;  Oct.  1.     Clasa 

Graves.  C.  H.,  &  Sons  Company,  Boston,  Mass.  Whiskey. 
Serial  No.  368,178  ;   Oct.    1.      Class  49. 

Greater  New  York   Bedding  Co.      (See  Llpps,  Morris.) 

Gretsch.  Fred..  Mfg.  Co..  The.  Brooklyn.  N.  Y.  Banjos, 
guitars,  ukuleles,  etc.  Serial  No.  354,290;  Oct.  1. 
(Tlass  36. 

Griffith  Laboratories,  Inc.,  The.  Chicago,  HI.  Curing  salt 
composition.      Serial  No.  345,155  :  Oct.   1.     Class  6. 

Hammond  Paint  &  Chemical  Co.,  Inc.,  The,  Beacon,  N.  T. 
Insecticides.     Serial  No.  367,534  ;  Oct.  1.    Class  6. 

Hawaiian  Pineapple  Company,  Ltd.,  Honolulu,  Hawaii,  and 
San  Francisco,  Calif.  Canned  pineapple.  Serial  No. 
367.924;    Oct.    1.      Class   46. 

Hindustan  Art  Company,  Inc..  New  York.  N.  Y.  Hand 
woven  silks,  woolens,  and  cottons.  Serial  No.  367,160  ; 
Oct.  1.     Class  42. 

Ilirschle,  Arthur  J.,  doing  business  as  Eu-Ca-Lex  Labora- 
tory, Springfield,  111.  Preparation  for  colds,  sprains, 
bruises,  etc.      Serial  No.  364,870  ;   Oct.   1.     Class  6. 

House.  Cnas.  W..  &  Sons.  Unlonville,  Conn.  Woolen  piece 
goods.     Serial  Nos.  366,909-10  ;  Oct.  1.     Class  42. 

Hygienic  Supplies  Corporation,  Albany,  N.  Y.  Analgesic 
tablets,  aromatic  spirits  of  ammonia,  astringent  mouth 
wash.  etc.     Serial  No.  367.761  ;  Oct.  1.     Class  6. 

Industrial  Chemical  Sales  Company,  Inc..  doing  business 
as  Nuchar  Laboratories,  New  York,  N.  Y.  Activated 
carbon  for  medicinal  use.  Serial  No.  364,581  ;  Oct.  1. 
Class  6. 

International  Silver  Company,  Merlden,  Conn.  Unplated 
base  alloy  table-ware.  Serial  No.  366,626 ;  Oct.  1. 
Class  23. 

Johnson,  Charles  C,  doing  business  as  Johnson  Labora- 
tory, New  York,  N.  Y.  Antiseptic  preparations,  and 
preparations  for  treatment  of  athlete  s  foot  and  ring- 
worm.    Serial  No.  362,577  ;  Oct.  1.     Class  6. 

Johnson  Oil  Refining  Company,  Chicago,  111.  Insecticide. 
Serial  No.   364.044  :   Oct.  1.     Class  6. 

Kadane-Brown  Inc.,  Dallas,  Tex.  Sandwich  spread.  Se- 
rial  No.   368.106;   Oct.   1.      Class  46. 

Kas-Mo  Remedy  Co..  Port  Arthur.  Tex.  Antiseptic  salve. 
Serial  No.  356,808;  Oct.   L     Class  6. 

Kelman,  David  J.,  New  York,  N.  Y.     Steel  wool  or  woven 
metal    cleaners    for    metalware. 
Oct.  1.     Class  4. 

Kildrout  Limite<l.  London,  England. 
367,609;    Oct.    1.      Class   23. 

Lange,  Wm.  A.,  doing  business  as  Dormosed  Laboratory, 
New  York,  N.  Y.  Sedative,  hypnotic,  and  analgesic 
preparation.     Serial  No.  364.141  ;  Oct.   1.     Class  6. 

Lee,  Frank  II..  Company,  The,  Danbury,  Conn.  Hats. 
Serial  No.   368,299;  Oct.   1.     Class  39. 

Lees.  Milton  H.,  doing  business  as  Westco  Liquor  Prod- 
ucts Company.  San  Francisco,  Calif.  Whiskies,  Se- 
rial   No.   368.108;   Oct.    1.      Class    49. 

Le  Tourneau,  R.  G.,  Inc.,  Stockton,  Calif, 
carrying  trailers.      Serial   No.   366,254 ; 
19. 

Lewel  Mfg.  Co.,  Inc.,  New  York,  N.  T.  Foundation  gar- 
ments and  girdles.  Serial  No.  368,180;  Oct.  1.  Class 
39. 

Lewis,  Samuel,  Co.,  Inc..  New  York.  N.  Y.  Sponges  made 
of  woven  copper.     Serial  No.  364,634  ;  Oct.  1.     Class  4. 
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Dumping  earth 
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LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20,  1905,  Sec.  6,  aa  amended  Whr.  2,  1907) 


Lilly,  Eli.  and  Company.  Indianapoll.s,  Ind.  Single  rac- 
clnation  of  smallpox  vaccine.  Serial  No.  367,199  ;  0«t. 
1       Class  6. 

Lilly.  Ell,  and  Company.  IndiaaapolU,  Ind.  Fire  vac- 
cinations of  smallpox  vaccine.  Serial  No.  367,200;  Oct. 
1.     aass  6. 

LiDfM,  Morris,  New  York.  N.  T.,  doing  kuainess  as  Orcatez 
New  York  Bedding  Co.  Upholstered  coociiet,  chairs, 
and  mattresses,  and  springs  and  apholstery  used  foe 
the  tame.      Serial  No.  a64,!tQ6  ;  Oct.   1.     Class  32. 

Lorraine  Maniifarturing  Company.  I'awtucket,  E.  I.,  and 
New  York.  N.  Y  Textile  tabrics.  Serial  No.  367.201  : 
Oct.    1.      Class  42. 

Manhattan  .shirt  lonipanv.  The,  New  York,  N.  T.  H»nd- 
ker -hiefs.     Serial  No.  3«8,230  ;  Oct.  1.     Clam  42. 

Manhattan  Shirt  Company.  The,  New  York,  N.  Y.  Pa- 
Jamas.     Serial  No.  3rt8,234  ;  Oct.  I.     CJass  3» 

Marshall  Field  &  Company,  doing  bushiess  as  Frederick  k 
Nelson,  Chica;,'o.  111.  Candlea.  Serial  No.  307,961  ; 
Ot.   1.      Class  46 

Maryland  Whiskey  Dtatributinjr  CoBMBy.  Baltimore,  Md. 
Whi-k^y.  gin,  rum.  etc.  Serial  No.  368,728;  Oct.  1. 
Class   49. 

May  Department  Stores  Company,  The,  St.  Louis.  Mo. 
Hosiery  and  men's  and  boya'  ahlrta.  Serial  No.  360.953  ; 
Oct.  1.     Clas.s  39. 

Meeter'a,  Inc.,  Lansing,  IlL  Saner  kraot  'nice.  Serial 
No.   367.400:   Oct.   1.      Cla.sg  48. 

Merck  k.  Co..  Inc.,  Rahway.  N.  .1.  Therapeutically  active 
compound  comprising  crystalline  vitamia  B.  Serial 
No.    367.615 :    Oct.    1.      Class    6. 

Merrell,  Wm.  S..  Company,  The,  Cincinnati,  Ohio.  Laxa- 
tive.    Serial  No.  367,900  ;  Oct.  1.     Class  6. 

Meyer  Bros.  Shoe  Co  .  Inc.,  Brooklyn,  N.  Y.  Shoes.  SJe- 
rlal   No.    3t56.99«:   Oct.   1.      Claas   .39. 

MlclieL^on,  Oliver.  Saginaw.  Mich.  Ironing  boards.  Se- 
rial   No.    368.662;    Oct.    I.      Class   24. 

Maier.  John,  Pittsburgh,  Pa.  Pipe  swing  Joint*.  Serial 
No.    .307.309:   Oct.    1.      Clas-i    13. 

Miller  Ruhber  Products  Company.  (See  Goodrich,  B.  F., 
Company,   The.) 

Morrell,  John.  &  Co.,  Ottumwa.  Iowa.  Shortening.  Se- 
rial   No.    .367,204;   Oct.    1.      Claas    46. 

Municipal  Shoe  Co.,  Inc.,  Brooklyn,  N.  Y.  Footwear. 
Serial    .No.   367.441;    Oct.   1       Class   39. 

Mutual  Packing  Co..  El  Ceatro.  Calif.  F^esh  vegetables 
and  melons.     Serial   No.  386.021  :  Oct.    1.     CTasa  46. 

Na-Stim  Laboratories.     (See  Wherry.  Curtis  A.) 

National  Copp»»r  Store  Fronts  Company,  Boston,  Ma^s. 
Plate  glast*  mountings.  Serial  No.  367,728 ;  Oct.  1. 
Cla.ss  12 

National  Remedy  Company,  Inc.,  New  York,  N.  Y.  Prep- 
aration for  the  scaJp  and  hair.  Serial  No.  368,004; 
Get.  1.     Class  6. 

Neumode  Hosierv  Co.,  Kankakee  and  Chicago,  III.  Ho- 
siery.    Serial  No.  .367.908  ;  Oct.  1.     CHass  39. 

Newman.  Sophie.  Philadelphia,  Pa.  Raaor  blades.  Se- 
rial   No.    367,619;    Oct.    1.      Class    23. 

Norcroes.  C,  S.,  and  Sons,  Ba.'»hnell,  111.  Weed  pullers. 
Serial  No.  368.046;  Oct.  1.     Claw  23. 

Nnchar  Laboratories.  (See  Industrial  Chemical  Sales 
Company    Inc  ) 

O'Donnell  Shoe  Company,  8t.  Paul.  Minn.  Boots,  shoes, 
and  slippers.      ,*»erial  Nos.   364.8«5-6  :  Oct.  1.      Class  39. 

Officers  and  Committee  of  the  Inoculation  Department, 
St.  Mary's  Hospital,  London.  England.  Vaccines  for 
human  use      Serial  No.  365.263  ;  Oct.  1.     Class  6. 

Old  Dixie  Distilling  Company.  Inc.  Richmond.  'Va. 
Straight  eorn  whir«kev.  Serial  No.  .368.1'69  ;  Oct.  1. 
Class  49. 

Oldetyme  Distillers.  Inc,  New  York,  N.  Y.  Whiskey. 
Serial  Nos.   368.755-6;  Oct.  1.     Cla.ss  49. 

Old  Joe  Distilling  Company.  Lawrencehurg,  Ky.  Whis- 
keys.    Serial  No.  •^67.936  :  Oct.  1.     Class  49. 

Old  Town  Woolen  Company.  Inc.,  Old  Towne,  Maine. 
Piece  goods.     Serial  No.  368,076:  Oct.   1.     Class  42. 

Pacific  Grape  Products  Company.  Modesto,  Calif.  Canned 
fruits.      Serial    No.    367.803;    Oct.    1.      Class   46. 

Packard  Paint  &  Varnish  Co.,  Boston.  Mass,  Paints, 
stains,  and  euanels.  Serial  No.  367,573 ;  Oct.  1  ; 
Class  16. 

Paper  Supply  Company.  Los  .Xngeles.  Calif.  Decorative 
aini  transparent  cellulose  paper  wrapping.  Serial  No. 
367..313  ;    Oct     1.      Class    37. 

Paper  Supply  Company,  lx)8  Angeles,  Calif.  Tying  rib- 
bons.    Serial   No.   367,.Tl4  ;  Oct.   1.      Class   37. 

Peer  Electric  Co.  Inc.,  Long  Island  City,  N.  Y.  Electrical 
appliances.      Serial  No.   367.680;  Oct.  1.     Class  21. 

Perma-Lustre  Laboratories,  Inc.,  Portland,  Oreg.  Aatq- 
moMle  polish.     Serial   No.  .366.4:^1  ;  Oct.   1.     Class  16. 

Phoenix  Ho.^iierv  Compnny.  Milwaukee.  Wis.  Hosiery.  Se- 
rial No.  307,735  ;  Oct.   1.      Class  .39 

Polar  Ware  Company,  Sheboygan.  Wis.  Pots,  pans,  ket- 
tles, percolators,  etc.  Serial  No.  365,354  ;  Oct.  1. 
Clas.s    13. 

Portage  Shoe  Manufartnrlng  Co..  Milwaukee,  Wis.  Men's 
leather  shoes      Serial  No.  341,211  ;  Oct.  1.     Class  39. 

Pottstown  Knitriiit;  Mills,  Inc..  Pottstown.  Pa.  Under- 
wear and  polo  shirts.  Serial  No.  366,732;  Oct.  1. 
Claas  '>9. 


Prince  Matchabelll  Perfumery.  Inc..  New  York,  N.  T. 
Lipsticks,  eyebrow  pencils,  deodorants,  etc.  Serial  No. 
365,708;  Oct.   1.     Class  0. 

Public  Ladgvr,  Inc.,  Philadelphia  Pa.  Newspaper  syndi- 
cated cartoon  feature.  Serial  No.  366.327 ;  Oct.  1. 
Hass  38. 

Public  Ledger,  Inc.,  I>hlladelphia.  Pa.  Newspaper  ayadl- 
cated  Column  feature  Serial  No.  366,3;i8 ;  Oct.  1. 
Class  38 

I*ubllc  Ledger,  Inc,  PhUadelphla.  Pa.  Newspaper  syndi- 
cated cartoon  feature.  Serial  Nos.  366,339-40  ;  Oct.  1. 
Class  38. 

Public  Ledger.  Inc.,  Philadelphia,  Pa.  Newspaper  syndi- 
cated column  feature.  Serial  Ns.  366  341  .  Oct  1. 
Class   38. 

Public  Ledger.  Inc.,  Philadelphia,  Pa.  Newspaper  syndi- 
cated coluutn  feature.  Serial  No.  366,343 ;  Oct.  1. 
Class  38. 

I'ubllc  Ledger.  Iffc.,  Philadelphia,  Pa.  Newspaper  syndi- 
cated cartoon  feature.  Serial  No.  3«6,.344  ;  Oct.  1. 
Class  38 

Ray-Ser  Dyeing  Comuany.  Chattanooga,  Tenn.  Yarns 
and  threa<l.     Serial  No.  364.698  ;  Oet.  1.     Class  43. 

Remington  Arms  Company.  Inc.,  Bridgeport,  (!snn.  Am- 
muultloB.     Serial   No.   .•{66,582;  Oct.   1.     Class  ». 

Reno.  Rlrliard  H.,  Munlth,  Mich.  Onions.  Serial  No. 
366,733;   Oct.    1.      Class   46. 

Reo  Chemical  Corporation.  Newark.  N.  J.  Rubbing  alco- 
hol.    Serial  No.  367,834  ;  Oct.  1.     Class  6. 

Replacement  Unit  Co..  ClcTeland.  Ohio.  Automotive 
clutch  plates,  discs,  and  clutch  pressure  plates.  Serial 
No.   366,961  :   Oct.    1.      Class   2.1. 

Rev-O-Noy  Co.,  Chicago.  lU.  CosoMtlcs  used  to  cover 
scars,  moles,  freckles,  etc.  Serial  No.  366.43Q  ;  Oct.  1. 
Class  6 

Reynolds  Corporation.  .New  York,  N.  Y.  Aluminum  paint. 
Serial   No.  367,776;   Oct.    1.      Class  16. 

Richardson  Corporation,  Rochestsr,  N.  Y.  Cut  pieces  of 
pineapple  canned  in  «yrup.  Serial  No.  367,684;  Oct.  1. 
Class  46. 

Riedel-de  Haen.  Inc.,  New  Y'ork,  N.  Y.  Preparation  used 
as  hypnotic  sedative  and  anesthetic.  Serial  No. 
366,218;  Oct.  1.     Class  6, 

Rochester  Button  Company,  Rochester,  N.  Y.  Buttons, 
buckles,  and  belt  sUdes.  Serial  Ns.  369,184 ;  Oct.  1. 
Class  40. 

RolUnsoB  Haiah  Textile  Corporation,  New  York,  N.  T. 
Cotton  pile  fabrics.  Serial  No.  367,836  ;  Oct.  1.  CUss 
42. 

Ro.-s,  Sydnev.  Co..  The.  Newark.  N.  J.  Toilet  prepara- 
tions antl  pharmaceutical  preparations.  Serial  No. 
367..'545  ;  Oct.  1.     Class  6. 

Ross.  Sydney.  Co.,  The.  Newark,  N.  J.  Preparation  for 
the  prevention  and  treatment  of  constipation.  Serial 
No.  367.808:  Oct.   1.     Class  6. 

Roth  Silk  Undergarment  Co..  Inc..  New  York,  N.  Y. 
I>adles'  silk  underwear  and  sllpa  Serial  No.  368,432  ; 
Oct.  1.     Class  .39. 

Rough  Wear  nothing  Co..  Inc.,  Mlddletown,  Pa.,  and 
New  York,  N.  Y.  Leather  and  cloth  coats,  shirts, 
Jackets,  etc.     Serial  No.  366J76  ;  Oct.   1.     CUss  39 

Royal  Piston  Ring  Co.,  Inc..  Bath.  N.  Y.  Piston  rings. 
Serial   No.   366,644  ;   Oct.    1.     Class  35. 

Rubin-Meltzer  «.'orporatlon.  New  York,  N.  Y.  Underwear, 
pajamas,  and  sweaters.  Serial  No.  368,433  ;  Oct.  1. 
Class  39. 

Romar  Hat  Company.     (See  Wlrth,  E.  J.) 

Rytex  Company,  The.  Indlanapolia  Ind.  Calling  cards 
and  wedding  stationery.  Serial  No.  363,603 ;  Oct.  1. 
Class  38. 

Safeway  Tire  Patch  Manufacturing  Company.  (See  Cul- 
ley,  Robert  M.) 

Sanlln  Offset  Press  Mfg.  Corporation,  New  York,  N.  Y. 
Writing  paper  sheets.  Serial  No.  361,220;  Oct.  1, 
Class  37. 

Scheldt,  .\dam.  Brewing  Company,  Norristown,  Pa.  Beer. 
Serial   Nos.    3<M,737-8  ;   Oct.    1.      Class  48. 

Schoen,  Philip  B.,  doing  business  as  General  Beaut v  Prod- 
ucts Company.  Chicago,  III.  Pads  to  protect  the  hair 
in  permanently  waving  the  hair.  Serial  No.  366,301; 
Oct.   1.     Class  44. 

Schwars,  Max.  Textile  Corporation,  New  York,  N.  Y.  Pile 
fabrics.      Serial  No.  368.1:40:  Oct.   1.     Class  42. 

Selnsbeimer,  II  \.  Company.  The,  Cincinnati,  Ohio. 
Men's  suits  and  overcoats.  Serial  Ns.  368,152  ;  Oct.  1. 
Class  39 

Shamel  Corp..  New  Y^ork.  N.  Y.  Deodorants,  disinfsc- 
tants.     Serial  No.  367,586;  Oct.   1.     Class  6. 

Shaw,  Alex,  D..  4  Co.,  Inc..  .New  York,  N.  Y.  Wines. 
Serial  No.  .365.272:  Oct.  1.     Class  47. 

Shokeno  Company.  Chicago,  III.  Projection  slide  and 
holder.     Serial  No.  .368.460:  Oct.  1.     Class  26. 

Socony-Vacnum  Oil  Conii>any,  Incorporated,  New  York, 
N.  Y.  Textile  lubricating  oil.  Serial  No.  366,242; 
Oct.   1.     Class  6. 

Spiegel,  Benny,  doing  business  as  B  S  Hat  and  Cap  Com- 
pany, New  York,  N.  Y.  Men's  and  boys'  hats  and 
caps.     Serial  No.  .155.547  ;  Oct.  1.     Class  39. 

SUndard  Milling  Company.  New  York,  N.  Y.  Wheat 
flour,  whole  wheat  flour,  gray  shorts  and  wheat  screen- 


ings 


r.  Whole  wheat  nour,  gray  snorts  an^i  wheat 
.  etc.     Serial  No.  .368,156;  Oct.  1.     Class  46 


LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20,  1905,  Sec.  6,  as  amended  Mar.  2.  1907] 
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Stelnfeld.  Max  S..  Brooklyn,  N.  Y.  Ink  and  stain  remov- 
er and  lip  stain  remover.  Serial  No.  362,6^7  ;  Oct.  1. 
Class  6. 

Stuflebeme  Bros  ,  Itasca.  Tex.  Seeds.  Serial  No.  365,604  : 
Oct.  1.     CTass  1. 

Sussberg  &  Peisberg,  Inc.,  New  York,  N.  Y.  Silk  piece 
goods.     Serial  No.  368.312;  Oct.  1.     Class  42. 

Sydney  Ross  Co.,  The,  Newark,  N.  J.  Soap  and  shaving 
cream.      Serial  No.  367.625  ;  Oct.  1.     Class  4. 

Taj  Perfume  Co.      (See  Akbtar,  Jamil.) 

Taylor.  G.  Dolores,  doing  business  as  Twinkle  Products 
Company,  Elmira,  N.  Y.  Eye  wash.  Serial  No.  365,319  ; 
Oct.  1.     Class  6. 

Thayer  McNeil  Company,  Boston  Mass.  Boots  and  shoes. 
Serial    No.    368,364i  •   Oct.    1.      Class  3^. 

Tonkin  Distributing  Co.,  doing  business  as  Columbia  Dis- 
tilling Co  ,  San  Francl.sco,  Calif.  Whiskey.  Serial  No. 
357,150 :    Oct.    1.      Class   49. 

Twinkle  Products  Company.      (See  Taylor,  G.  Dolores.) 

Ucoline  Proiiucts  Co..  Chicago.  111.  Medidne  and  phar- 
maceutical preparation.  Serial  No.  366.588 ;  Oct.  1. 
Class  G. 

Universal  Hat  Works.  Linden,  N.  J.  Hats.  Serial  No. 
368,169 ;    Oct.    1.      Class    30. 

Vac-Made  Foods  Corporation.  (Chicago,  111.  Chocolate 
flavored  malted  milk.  Serial  No.  365,176;  Oct.  1. 
Class  46. 

Vandermyn,  .\rmand  J.  P..  Los  Angeles.  Calif.  Maltless 
beverage.     Serial  No.  365.223;  Oct.  1.     Class  45. 

Van  Dyk.  James.  Co.  Inc.,  New  York  and  Brooklyn,  N.  Y. 
Tea.     Serial   No.  367,842  ;  Oct.    1.     Class  46. 

Vega  Manufacturing  Corporation,  Wilmington,  Del.,  and 
Port  Huron,  Mich.  Insulated  wire  and  cable,  electric 
insulating  compounds,  etc.  Serial  No.  331,349;  Oct.  1. 
Class  21. 


Vlmay  Chany,  Inc.,   Los   Angeles.   Calif.     Face  and  hand 

creams,    face   and   hand   lotions,   perfoimes,   etc.      Serial 

No.    367,690;    Oct.    1.      Claas   6. 
Walla    Walla    Canning    Company,    Walla    Walla,    Wash. 

Canned  fruits  and  vegetables.     Serial  No.  361,586;  Oct. 

1.     Class  46. 

Walla  Walla  Canning  Company,  Inc.,  Walla  Walla,  Wash. 

Canned  vegetables.     Serial  No.  366,843;  Oct.  1.     Class 

46. 
Westco  Llqnor  Products  Company.     (See  Lees.  MUton  H.  > 
Western  States  Mfg.  Co.,  Sioux  City,  Iowa.     Sheet  rubber 

tire  patching  material  and  tire  repair  kits.     Serial  No. 

346.364  ;    Oct.   1.     Class  35. 

West  River  Distributors.  (See  Big  Five  Grocers  Incorpo- 
rated.) 

Wherry,  Curtis  A.  doing  business  as  Na-Stim  Labora- 
tories, Los  Angeles,  Calif.  Preparation  for  treatment 
of  hair  fever,  pollen  asthma,  lieaa  colds,  etc.  Serial  No. 
367,089  ;  Oct.  1.     Class  6. 

Whitman,  Stephen  F.,  &  Son,  Inc.,  Philadelphia,  Pa.  Can- 
dy.    Serial  No.  366,892  ;  Oct.  1.     Claas  46. 

W^iegand.  Edwin  L..  Company.  Pittsburgh,  Pa.  Tempera- 
ture indicators,  electric  meter  testing  apparatus,  and 
thermostats.     Serial  No.  368,467;  Oct.  1.     Class  26. 

Winder  Manufacturing  Company,  Winder,  Qa.  Overalls. 
Serial   No.  353.421  ;  Oct.   1.     Class  39. 

Wlrth,  E.  J.,  doing  business  as  Rnmar  Hat  Company, 
Seattle,  Wash.  Hats.  Serial  No.  368,016;  Oct.  1. 
Class  39. 

Zacher,  Samuel,  Philadelphia,  Pa.  Paper  and  paper  prod- 
ucts.    Serial  No.  365,416 ;  Oct.  1.     Class  37\ 

Zoberoo,  Juan  R.,  Buenos  Aires,  Argentina.  Blades  for 
safety  raaors.     Serial  No.  366,497  ;  Oct.  1.     Class  23. 
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.\alders,  Henry  J.,  Callstoga,  Calif.  Therapeutic  mud 
packs.  328.682;  Oct.  1;  Serial  No.  .304,083;  published 
July   16,   19.35.     ClHBs  «. 

Advance  Engineering  Corporation,  Ihincannen,  Pa.  Lead 
all«y  Solder  of  low  melting  point  and  wide  elastic 
range  328,710;  Oct.  1:  Serial  No.  364,368;  published 
July   23.    1935.     Class   14. 

Air  Reduction  Sales  Company.  New  York.  N.  Y.  Torches 
or  bIowi)ipes.  and  machines  for  welding  and  cutting 
metals,  acetvlene  generators,  etc.  328.52^  ;  Oct.  1  ;  Se- 
rial No,  8(V4.502  ;  published  July  23.  1935.     Class  34. 

American  Beauty  Five,  Nashville,  Tenn.  Poultry  and 
stock  wormer  and  tonic  and  a  stock  sprav.  328.628  ; 
Oct.  1  ;  Serial  No.  358,654  ;  published  July  16,  1935. 
Class  6. 

American  Cover  Corporation,  St.  Louis,  Mo.  Seat  pads 
and  covers.  ,328,734;  Oct.  1;  Serial  No.  360,840;  pub- 
lished July  23.   1935.     Class  32. 

American    Machine    and    Metals,    Inc.,    New    York.    N.    T. 

Permanent    wave    machines,    electric    hair    dryers,    and 

permanent   waving  curling  rods    etc.     328.629  ;  Oct.  1  ; 

Serial  No.  363,735  ;  uubllshed  July  23.   1935.     Class  44. 
American   Zinc  Sales  Company,   St.  Lonis,  Mo.     Zinc  sal- 

flde.      328,666 ;    Oct.    1  ;    Serial   No.   364,849 ;    published 

July  23,  1935,     Class  6. 
Angus.   James  T..   doing   busine.s.^  as  J.   T.   Angus  Jc  Co., 

Caldwell,    Ohio.      Shoe    cleaning    com^y>und»      328.474 ; 

Oct.   1  :   Serial   No.   365,435 ;   pubUshel  July    23,   1986. 

Cla«8  4. 
A»ocUte   British    Mfrs.     (See  Flnck,   Miles   L. 
Atlas    Mills.    Inc.    .New    York,    N.    Y.      Silk    piece    goods. 

828,609-in :   Oct.    1  ;   Serial   Nos.   365,240-1 ;   published 

Jtiljr  23,  1935.     Class  42. 
Atlis  Mills.   Inc..   New   York,  N.   Y.      Piece   goods  of   silk 

and/or    rayon,      32H.5S2 :    Oct.    1  ;    Serial    No.    365.592 ; 

published    July    i^.    19.35.       Class    42. 
Atlas    I'nderwear    Company,    The,    Piqua,    Ohio.      Under- 
wear,    32S.098;  Oct,   1:   Serial  No.   363,310;   published 

July  16.  19.3.'5.     Class  .39. 
Ault-Williamson  Shoe  Co.,  Ellsworth,  to  Ault-Willlarason 

Shoe     Company,     Auburn,     Maine.       Boots     and     shoes. 

106..303  ;   renewed   Oct,    l6,   1936. 

Atttopoint  Comi>«nv,  Chicago,  111.  Fountain  pens  and 
mechanical   p.-ncils,      328,7<  1  ;  Oct,   1.     Class   37, 

B.  V.  D.  Company,  Inc.,  The.  Baltimore,  Md.  Bathing 
suits.  .328.663  ;  Oct.  1  :  Serial  No.  364,809  ;  published 
July   16.   1935.     Class  39. 

B.  V.  D.  Company.  Inc..  The.  Baltimore,  Md.  Bathing 
suits  and  beaehwear.  ,328.687  ;  Oct,  1  ;  Serial  No. 
364,170;  published  July  9,  1936.     Class  89. 

Baer  ii  Wilde  Co  .  The.  AttJeboro,  Mass.  Belts,  sus- 
penders, and  garters.  828,628 :  Oct.  1  ;  Serial  No. 
363.739;    published   July    16.   19.'{5.     Class  39. 

Ballstreri.  August,  doing  business  as  Ballstreri  Italian 
Rose  Co.,  Milwaukee.  Wis.  Shampoo  preparations  and 
hair  tonic.  328.606  ;  Oct.  1  :  Serial  No.  366,019  ;  pub- 
lished July  23,  1936.     Class  6. 


Baltische  Liqueurfabrlk  Otto  von  Blanckenhagen-.^llasch, 
Mecklenburg,  Germany.  Kummel.  328,7^ ;  Oct.  1. 
Class  49. 

Barber  Photographic  Co.,  Newark,  N.  J.  Photographic 
prints.      328.772 ;    Oct.    1.      Class    38. 

Bare,  J,  V.  doing  business  as  Rancho  Del  Oso  Winery, 
Lodl,  Calif.  Wines.  328,611  ;  Oct.  1  ;  Serial  No. 
365,057  ;  published  July  23,   1935.     Class  47. 

Barker  Products.  Montclair,  N.  J.  Preparations  for  use 
in  the  care  and  treatment  of  dogs.  328,499  ;  Oct.  1  ; 
Serial   No,  36.'), 367  :  published  July  23,   1»35.     Class  6. 

Barlow  &  Seellg  Mfg.  Co.,  Ripon.  Wis.  Washing  ma- 
chines. 328.536  ;  Oct.  1  :  Serial  No.  363,379  ;  published 
July  23,   1935.     Class  24. 

Barrel!,  William  L.,  Company,  New  York,  N.  Y.  Cotton 
piece  goods.  328.699  ;  Oct.  1  :  Serial  No.  363,314  ;  pub- 
lished July  16,    1935.      Class  42. 

Beckman.  Lewis,  doing  business  as  L.  Beckman  &  Co., 
Philadelphia.  Pa.  Chewing  gum  containing  medica- 
ments for  the  treatment  of  cou^s.  328,770;  Oct.  1. 
Class  6. 

Binney  4  Smith  Co.,  New  York,  N.  Y.  Preparation  and 
compound  for  electrical  purposes.  328.645 ;  Oct.  1  ; 
Serial  No.  365,872:  published  July  23,  1936.     Class  21. 

Blsset.  John,  &  Company.  Limited,  Aberdeen,  Scotland. 
Whisky.  328.665-6 :  Oct.  1  ;  Serial  Nos.  362,288-9 ; 
published   July  23.   1935.     Class  49. 

Blatter,    Titus.    &    Company,     New    York.    N.    Y.      Piece 

foods  and  draperies  made  therefrom.     328,563  :  Oct.  1  ; 
-erial  No.  3G2.386  :  published  Julv  16.  1935.     Class  42. 
Blum.    Philip,    *  Company,    Inc.,    Chicago.    111.      Whlskev, 

gin,    rum,   etc.      328.453 :    Oct.    1  ;    Serial    No.    366,26f : 

published    July    23,    19.35.      Class  49. 
Boston    Knitting   Mills.    Inc..   Newton.    Mass.      Boys'   and 

mens    shorts.      328,612;    Oct.    1;    Serial    No.    365,058; 

published  July   16,   1935.     Class  39. 
Bradshaw,    William    R,.    New    York.    N.    Y.      Piece   goods, 

32S.584  :    Oct.    1  ;    Serial    No.    353,166 ;    published    July 

23,   1935.     aass  42. 
Brandfon,    Jacob,    doing    business    as    Brandfon     Photos, 

Brooklyn,  N,  Y.     Portraits  and  commercial  photographs. 

328,76^;  Oct.   1.     Class  38. 
Breneman,  Chas.  W.,  Co.,  The,  Cincinnati,   Ohio,     Window 

shades,      .328,599-600 :    Oct.    1  ;    Serial   Nos.    352,344-5 ; 

published  July  23.   19,35.     Cla*JS  .32. 
Brod,  Meyer,  doing  business  as  Brodmoor  Frocks,  Chicaco, 

111.     Women's  wearing  appareL      328.501  ;   Oct.    1  ;    Se- 
rial No.  865,346  ;  publLshed  July  16.  1936.     CUss  39. 
Brodmoor   Frocks.      (See  Brod,  Meyer.) 

Brown     Company.     Inc..    The,    New    York.    N.    Y.       Slips. 

328.701 :  Oct.  1  ;  Serial  No.  364,224  ;  published  July  9, 

19.35.     Class  .39. 
Brows  k  Jacobson,  Inc..   New  York,   N.  T.      Women's  and 

children's  coats.     328.558  ;   Oct.  1  :  Serial  No.  362,724  ; 

published    July    16.    1935.      Class   39. 
Bullard  Co..   The,   Bridgeport,   Conn.      Machine  tools   and 

cutters  therefor.     328.535  ;  Oct.  1  :   Serial  No.  363,450 ; 

published    July    23,    1936.      Class   23. 
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California  Perfume  Company,  Inc.,  New  York,  N.  Y.  Per- 
fumes. 328.606-8  ;  Oct.  1  ;  Serial  No8.  365,023-0  ;  pub- 
lished July  23,   1935.     Class  6. 

Callanan.  L.  J..  &  Co..  Inc..  New  York.  N.  Y.  Brandy. 
328.549:  Oct.  1  ;  Serial  No.  362,900;  published  July  23, 
19.i5.     Class  49. 

Campbell,  Betty,  New  York,  N.  Y.  Cut  out  dolls. 
328.602  ;  Oct.  1  ;  Serial  No.  366,401  ;  published  July  23, 
1935.      Class  22. 

Campbell  Company.  New  York,  N.  Y.  Cotton  piece  goods. 
328,747  ;  Oct.  1  ;  Serial  No.  364,616 ;  published  July  9. 
19.-?5.     Class  42. 

Campbell  Shoe  Manufacturing  Compj  v.  The,  Littlestown, 
Pa.  Soles  for  boots  and  slioes.  328.532  ;  Oct.  1  :  Se- 
rial No.  363,694  :  published  July  2,  1935.     Class  39. 

Carbide  and  Carbon  Chemicals  Corporation,  New  York, 
N.  Y.  Solids  or  solutions  for  general  use  in  the  in- 
dustrial arts  for  sizinK.  stiffening,  etc..  surfaces  and 
porou.s  materials.  328.667  ;  Oct.  1  ;  Serial  No.  304,853  ; 
publitihed  July   16,  1935.     Class  6. 

Carborundum  c  ompany.  The.  Niagara  Falls,  N.  Y.  Arti- 
ficial abrasive  grains.  328.503 ;  Oct.  1  ;  Serial  No. 
365,326  ;  published  July  23.  1935.    Class  4. 

Carson,  I'irie,  Scott  A  Co..  assignor  to  Carson  Plrle  Scott 
&  Company.  Chicago.  111.  Crochet-cotton.  105.938-9  ; 
renewed   Aug.    31,    1935. 

Celanese  Corporation  of  America,  New  York,  N.  Y.  Piece 
goods  of  cellulose  derivatlTes.  328.677  ;  Oct.  1  ;  Serial 
No.  364.915:  published  July  9.   1935.     Class  42. 

Centadrink  Filters  Co.  Inc..  to  Puro  Filter  Corporation 
of  America.  New  York.  N.  Y.,  successor.  Slot-machines 
for  vending  plain  or  aerated  water.  107.902  ;  renewed 
Jan.  4,  1936. 

Central  Hat  Co.  Inc.,  New  York.  N.  Y.  Women's  hats. 
328.490  :  Oct.  1  :  Serial  No.  361,382  ;  published  July  9. 
1935.      Class   39. 

Chamberlain.  F.  B.,  Co..  St.  Ix)uls.  Mo.,  to  F.  B.  Cham- 
berlain Company.  East  St.  Louis.  111.,  and  St.  Louis.  Mo. 
Chick   and    hen    feed.      108.466:    renewed   Feb.    8.    1936. 

Chamberlain,  F.  B..  Company,  East  St.  Louis,  111.,  and 
St.  r»uis.  Mo.  Maltless  concentrates  for  making  soft 
drinks.  328.5S1  :  Oct.  1  ;  Serial  No.  365.600 ;  published 
July  23,   1935.     Class  45. 

Charney,   Abraham.    New    York,    N.    Y.      Yarns.      328,644  ; 

Oct.    1  ;    Serial   No.    365.873 ;    published   July   23,    1935. 

Class  43. 
Chemical   Indi'stries  Corporation.   Indianapolis,   Ind.     Col- 
loidal   Iron    ingredients.      328.729 ;    Oct.    1  ;    Serial    No. 

359,502  :   published  July   16,  1935.     Class  6. 
Cheney    Brothers.    New    York.    N.    Y.      Pile    fabrics,    silk 

fabrics,  and  woolen  fabrics  in  the  piece.     328.531  ;  Oct. 

1  :  Serial  No.  363.703  ;  published  June  25,  1935.     Class 

42. 

Chicago  Musical  Instrument  Co.,  Chicago,  111.     Amplifiers 
.  for   public    address    sy.stems.      328.6(K) :    Oct.    1  ,    Serial 

No.  364.046;  published  Julv  23,  19.35.     Class  21. 
Clark.   James.    Distilling   Corporation,   Jersey   City.    N.    J. 

Gin.      .328.518;   Oct.    1;    Serial   No.    364,532;    published 

July  23.  193.'>.     Class  1. 
Cloister  Co..  The.   Chicago,  111.      Sloe  gin.     328.635  ;   Oct. 

1  :  Serial  No.   365.991  ;  published  July  23.  1935.     Class 

49. 

Cohen  Bros.  Fur  Mfgr's  Corp..  New  York.  N.  Y.  Fur 
coats,  fur  wraps,  fur  collars,  etc.  328.704  ;  Oct.  1  ;  Se- 
rial No.  364.2.1  ;  published  July  16.  19.35.     Class  39. 

Cohen.  Joseph  S..  k  Sons  Co.  Inc.,  New  York,  N.  Y.  Frocks 
and  dresses.  328,482;  Oct.  1;  Serial  No.  361.505;  pub- 
lished  March  26.   1935.     Class   39. 

Cohn  &  Kosenberger.  Inc..  New  York,  N.  Y.  Compacts, 
vanities.  328,711:  Oct.  1;  Serial  No.  364,378;  pub- 
lished  July   23,    1935.     Class  28. 

Colcombet    Francois    A    Cle.     Soci«it<^    Anonyme,    Etienne. 

France.      Silk    fabrics    In   the    piece.      328.524 ;   Oct.    1  ; 

Serial  No.  364.469  :  published  July  23,  1935.     Class  42. 
Columbia  Mills,   Inc.  The.    New  York,  N.  Y.     Brackets  for 

Venetian  blinds.     328.6.37;  Oct.   1;  Serial  No.  365.971; 

publlshe<l    July    23.    1935.      Class    32. 
Continental  Can  Company.  Inc..  N^w  York.  N.  Y.     Metal 

cans.     328.63:V-4  :   «»ct.   1;   Serial   Nos.  363,977-8;   pub- 

li8he<l  July  23,  1935.     Class  2. 
Continental     Distilling     Corporation. 

Whiskey.      328.598  :    Oct.    1  ;    Serial 

lished  .^uly   23.   1936.      Oass  49. 
Continental      Distilling     Corporation. 

Whiskey,    sin,    rum,    etc.      328.757  ; 

366.316  :   published   July  23,   1935. 
Continental      IMstllling     Corporation, 

Whisky,    gin.    rum,    etc.      328,758 ; 

306.317  :'publlshed  July  23,  1935. 
Cooper    &   Cooper,    Inc., 

blades.     328,613  ;  Oct 
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No. 


Philadel 
Oct.    1  : 
Class   49. 

riiiladelphia. 
Oct,    1  :    Serial 
Class  49. 
Brooklyn,    N.    Y       Safety    rasor 
1  :  Serial  No.  365,000  ;  published 
July  23.  1935.     CUss  23. 
Corn     Product     Refining     Company,     New     York,     N.     Y. 
Starch.     328.657  ;  Oct.  1  ;  Serial  No.  364,717  ;  published 
July   16,  1935.      Class  6. 

Coyle.  Joseph.  Chicago.  111.  Sweaters  and  Jackets  and 
so-called  clown  suit  ensembles,  etc.  328,480  ;  Oct.  1  ; 
Serial   No.  3.^7.542:   published   Feb.   19.    1935.      Class  39, 

Crampton-Farley  Brass  Co..  Kansas  City,  Mo,  Floor 
drains  and  traps.     108.548  ;  renewed  Feb.  15.   1936. 

Crescent  Heverage  Co.  Inc.,  Newark.  N.  J.  Dry  martini 
cocktail  328.4.^2:  Oct.  1:  Serial  No.  366.267;  pub- 
lished July  23,  1935.     Class  49. 


Crown  Fabrics  Corporation.  New  York,  N.  Y.  Cotton. 
silk,  and  rayon  fabrics  In  the  piece.  328,666 ;  Oct.  1 ; 
Serial  No.  362.807  ;  published  July  2.   1936.     Class  42. 

Crutctier,  T.  M,.  Dental  Depot.  Inc.,  Louisville,  Kv.  An- 
esthetics and  anesthetic  solutions.  328,684 ;  Oct.  1  ; 
Serial    No.   364,178;  published  July   16,   1936.     Class  4. 

Curtis  Lighting.  Inc..  Chicago,  111.  Metal  reflectors. 
328.475;  Oct.  1:  Serial  No.  365.444;  published  July 
23.  1935.     Class  34. 

Dalton  Hat  Co..  Inc.,  Yonkers.  N.  Y.  Men's  hats  and 
cloth  caps.  328.678 ;  Oct.  1  ;  Serial  No.  864,916 ;  pub- 
lished July  23,   1935.     Class  39. 

Dandrea,  Capozii  k  Co.,  LandlsvlUe,  N.  J.  .Canned  vege- 
tables. 328.650  ;  Oct.  1  ;  Serial  No.  365,795  ;  published 
July  23.   1935,     Class  46. 

Daugnerty.  Geo.  8..  Company,  Pittsburgh,  Pa.  Canned 
and  bottled  vegetables  and  fruits.  105.292;  renewed 
July   13.   1935. 

Daugherty.  Geo.  8..  Company.  Pittsburgh.  Pa.  Canned 
and  bottled  vegetables  and  fruits.  106,342 ;  renewed 
July  20.  1935. 

Degea  .\ktienKesellschaft  (.\uergesell8chaft).  Berlin.  Ger- 
many. Diving  apparatus.  328.632  ;  Oct.  1  ;  Serial  No. 
365.664  ;  pabllshed   July   23.   1935.     Class  23. 

De  Gouras.  Paul,  doing  business  as  P.  D.  O,  Laboratories. 
Atlanta.  Ga.  Insecticides.  328.523  ;  Oct.  1  ;  Serial  No. 
364.471  ;  published  July  16.   1935.      Class  6. 

Dey  Brothers  &  Co..  Syracuse.  N.  Y.  Ladles'  underwear, 
hosiery,  shoes,  and  gloves.  328,626 ;  Oct.  1  ;  Serial  No. 
319,017  ;  published  May  22.  1934.     Class  39. 

Dodge.  M.  Hartley.  New  York.  N.  Y..  assignor,  by  mesne 
a.ssignments.  to  Remington  Arms  Company.  Inc..  Bridge- 
port. Conn.  I>ubriratlng  oils  and  rust-preveotives. 
108.422-3;   renewed   Feb.  8,   1936. 

Donovan.  F.  C,  Inc..  Boston.  Mass.  Leather.  328.614-16 : 
Oct.  1  ;  Serial  Nos.  365,067-8 ;  published  July  23, 
1935.     Class  1. 

Drake,  McGee  k  Hallsted.  Inc.,  New  York.  N.  Y.  Alloys. 
328.554  ;  Oct.  1  ;  Serial  No.  362.897  ;  published  July 
16.   1935.     Class   14. 

Dri-Cess   Co.,    Los   Angeles,    Calif.      Emulsion    for   water- 

§  roofing  and    stain-proofing    fabrics.      328.681  ;   Oct.    1  : 
erlal   No.   .364.951  ;   published   July   16.    19.35.     Class  6. 
Driscoll    Food    Products    Co.,    Cincinnati,    Ohio.       Potato 
chips,  pretzels,    noodles,    etc.      328,700 ;   Oct.    1  ;    Serial 
No.  363,316  :  published  July  23,  19.35.     Class  46. 

Dublin    Creamery    Company,    Inc.,    Dublin,    Tex.      Butter 

328,668 :    Oct.    1  :    Serial    No.    364,864 ;    published    July 

23,   1935.     Class  46. 
Dunbrooke    Hat    Corpoiatlon,    New    York.    N.    Y.      Indies' 

hats.      328,517:   Oct.    1:    Serial    No.    304,540;   published 

July  23,   1935.     Class   39. 
Empire  Distilling  Corporation,  Philadelphia.  P*.     Neutral 

spirit .s — alcohol  190  proof.     328.664  ;  Oct.  1  ;  Serial  No. 

302.354;  published  July  23.  1935.     Class  49. 
English  China  Clays  Sales  Corporation,  New  York,  N.  Y, 

Clay.      328.498  ;  Oct.    1  ;  Serial    No.   366.376  ;   published 

July  9.  1935.     Class  1. 
Erianger,    N.,    Blumbart    k    Co..    Inc..    New    York.    N.    Y. 

Fabrics.      328,543 :    Oct.    1  ;    Serial    No.    364,963 ;    pub- 
lished  July   16,   1985.      Class  42 
Everlastlk,    Inc.,    Chelsea,    Mass.,    assignor   to    S.    Rauh   k 

Company,  New  York,  N.  Y,     Anklets.     328.486:  Oct.   1; 

Serial  No.  ."60,767  ;  published  Apr.  9.   1936.     Class  39. 
Excello    Fabrics.    Inc..    .New    York.    N.    Y,       Piece    goods. 

328.616;  Oct.  1  ;  Serial  No.  366.072;  published  July  28, 

1935.      Class  42. 

Exhibit  Supply  Company    The.  Chicago.   111.      Amusement 

apparatus,     328.580;  Oct.  1;  Serial   No.  365.614;   pub- 

llshe<l  July   23,   19.35.      Class   22. 
Exhibit   Supply  Company,  The,  Chicago,   111.     Amusement 

apparatus,     328.749-61  ;  Oct.  1  ;  Serial  Nos.  366.273-6 ; 

published  July  23,  1935.     Class  22. 
Falrbank,  N.   K..  k  Co..    Chicago.   Ill,,  assignor,  bv  mesne 

as-signments,  to  Gold  Dust  Corporation.  New  York.  N.  Y. 

Laundry  and  toilet  soap.      12.867  ;  re-renewed  Dec.  16, 

19.35. 

Faultless  Rubber  Company,  The,  Ashland,  Ohio.  Hot 
water  bottles  and  syringes,  328.476 ;  Oct.  1  ;  Serial 
No.  365,515  ;  published  July  16.  19.35.     Class  44. 

Fauss,  Chas.,  Jr..  doing  business  as  Charles  Fauss  Jr.  k 
Co..  Newport,  Ky.  Whiskey,  gin.  rum,  etc,  328.467 ; 
Oct.  1  ;  Serial  No.  366.088 ;  published  July  23,  1935. 
Class  49. 

Feltman  k  Cnrme  Shoe  Stores  Company.  The.  Chicago, 
111.  Shoes.  328.748;  Oct.  1  ;  Serial  No.  364.621  ;  pub- 
lished  July   9.    1936.      Class   39. 

Feshbacb  k  Ackerman.  Inc.  New  York.  N.  Y,  Fur  skins. 
328,508:  Oct.  1:  Serial  No.  365,250;  published  July 
23.  1936      Class  1. 

Flalkoff,  Jacob,  doing  business  as  Molka  Wines  Co.,  New 

Jlork,    N.    Y.      Wines.      328.511;    Oct.     1;     Serial    No. 
65.194  :  published  July  23.   1935.     Class  47. 
Finch,    Joseph    S,,    k   Company,    Schenley,    Pa.      Whiskey, 

gin.    rum.   etc,      328,040:    Oct.    1;    Serial    No.    366,936; 

published    July    23.    1935       Class    49. 
Finch,  Miles  L.,  doing  business  as  Associate  British  Mfrs., 

New   York,   N,   Y.     Woolen  piece  goods.     328,563 ;   Oct. 

1  ;  Serial  No.  362,901  ;  published  July  23,  19.35.     Class 

42, 
Flnchley  Inc.,  New  York,  N,  Y.     Men's  suits  and  raincoats 

of  silk.     328,722:  Oct.  1  ;  S<^rial  No.  361,955;  published 

July  16.  1935.     Class  38. 


Fisch.  Max,  Michigan  City,  Ind.  Medicine.  328,538; 
Oct.   1  ;    Serial   No.   363.319 ;    publiabed    July    23,    1935. 

Flntex  Corporation,  The.  Cleveland.  Ohio.  Suits  and  trou- 
sers. 328,625 ;  Oct.  1  ;  Serial  No.  344,628 ;  published 
July    9,    1936.      Class   39. 

Flexeal  Co..  Inc..  The.  New  York  N.  Y.  Textile  cenients. 
328..'i66:  Oct.  1;  Serial  No.  302,793;  published  July  23, 
1936.     Class  6.  ^.       .      ,,    «w.         *w 

Forest  City  Rubber  Company,  The,  Cleveland,  Ohio.  Ab- 
sorbent cotton,  gauze  bandages  adhesive  plaster  and 
tape.  328,732;  Oct.  1;  Serial  No.  360,171;  published 
Mar.  19,  1935.     Class  44,  „       ,.         „         r^   m 

Freeland  Spool  and  Bobbin  Corp.,  Haielton,  Pa.  QuUls, 
spools,  and  bobbins.  328,537  ;  Oct.  1  ;  Serial  No. 
363,320:  published  July  23,  1935.     Class  2.1. 

Fulton  Bag  k  Cotton  Mills.  Atlanta,  Oa.  Handbags. 
328  521;  Oct.  1;  Serial  No.  364,476;  published  July 
23.  'l985.     Class  3.  „        ^       ,.  ^. 

Fulton  Bag  &  Cotton  Mills.  Atlanta.  Ga.  Furn  ture  pads. 
328  522*  Oct.  1;  Serial  No.  364.475;  published  July 
23,    1936.      Class   50.  ^  ^ 

Genco,  Inc.,  Chicago.  111.  Amusement  apparatus. 
328  752 ;  6ct.  1  ;  Serial  No.  366,277  ;  published  July 
23,    1935.      Class   22.  ,        „     ^    vt    -e      t^     ♦!    , 

General  Cosmetics  Corporation,  New  York  N  Y.  Dusting 
and  talcum  powder,  bath  salts,  b«th  oil,  etc.  328,«>8  . 
Oct.    1:    Serial    No.   364,718;    published   July   23,    1936. 

f  1  a  as     A 

General  Pharmacal  Company,  The,  Cincinnati  Ohio. 
Medicinal  and  pharmaceutical  preparations.  328,<05 . 
Oct.    1;    Serial   No.   364,286;    published   July    16,    1935. 

Class  6 
General      Shoe     Corporation,     Nashville,     Tenn.        Shoes. 

328,712:  Oct.  1;  Serial  No.  364,419;  published  July  2, 

1935.     Class  39.  ^,     ,      ,  ^.  ,  __„  ___ . 

Gerson,  Sam.  Philadelphia,  Pa.     Men  s  clothing.     328,552. 

Oct.   1  ;   Serial    No.  362,915 ;    published  July    16,    1936. 

Olftss  39 
Gerson,  Sam,  Philadelphia,  Pa.     Mens  clothing.     328.559  ; 

Oct.    1  ;    Serial   No.    362,677  ;   published   July    16.    1936. 

Class  39 

Glttleman.  Benjamin,  doing  business  as  The  Lincoln  Shoe 
Products  Mfg.  Co..  Providence,  R.  I.  Shoe  polish  and 
shoe  cleaners.  328.733;  Oct.  1;  Serial  No.  360.225. 
published  July  23.  1935.      Class  4      ,^      _   ,^  ,  _^, 

Glanzrock,  Chas.,  k  Co.,  New  York.  N.  Y-^  Suits  and  over- 
coau  328.617:  Oct.  1;  Serial  No.  366.077;  published 
July  9.   1935.     Class  39.  ».„,,./-. 

Gold  Dust  Corporation.     (See  Falrbank,  N.  K.,  k  Co.,  as- 

Gold^S-ri.  Nat  D..  doing  business  as  Sunset  Distilling  Com- 
pany, Not  Inc..  Chicago.  111.  Cordials,  sloe  gin,  gin.  «*« 
328;464  ;  Oct.  1  ;  Serial  No.  366,094  ;  published  July  23. 

Goldenbro  Fabrics',  Inc..  New  York.  NY  Lace  piece 
goods.  328.716;  Oct.  1;  Serial  No.  363,047;  published 
July   23,  193.^».     Class  42.  ^     w     m     v        enb 

Goldstein  Wilkius  Corporation  New  York,  N.  Y.  Bint 
piece  goods.  328.739  ;  Oct.  1  ;  Serial  No.  350,419  ,  pub- 
lished July   16.   1935.     Class  42  Tr„„ia«H 

Oosnell     John,    k    Company.    Limited,    London.    England 
ISap  and  soap  powder  for  the  toilet.     107.783  ;  renewed 
Dec.   28.    1935. 

Gourguechon,  Jean  A.,  doing  business  as  Imperator.  Not 
Inc.  Chicigo,  111.  Permanent  hair  '^'Vlng^  solution. 
328.669:  Oct.  1  ;  Serial  No.  364,868:  published  July  23. 

r.rln^^b  SI*"!  Co   Inc     New  York.  N.  Y.     Textile  fabrics. 
^"28:550r6ct.r:  Serial  NO.  362:961;   published  July  2. 

Grl?8man^Muli?^Co.,  Cleveland.  0?«%^.S.t^l  "*[».°%«  rUl 
stringed  musical  instruments.  ^28  743  .Oct.  1  .  berial 
N"«i8.208;  published  July  23    19^5.     Class  36 

Gudebrod  feros.  Silk  Company.  Philadelphia  a  /nrea^Js. 
328  719  :  Oct.  1  :  Serial  No.  362,086  ;  published  July  9. 
1938.     Class  43. 

Hahlo  k  Solomon  Inc..  New  York,  N.  Y.  Cotton  and 
rayon  clothing  linings.  328  562  ;  Oct.  1  ;  Serial  No. 
362.420  ;  published  July  9.  1936.     Class  42. 

Hammond  Paint  k  Chemical  Co  Inc.  Beacon.  N.  Y.  In- 
secticides.    828.767  :  Oct.  1.     Class  6.  -.     , 

Hanson-Van  Winkle-Munnlng  Company.  MatawanN.  J. 
Metal  ball  anodes  and  cages  for  said  ball  anodes. 
328,639-  Oct.  1  ;  Serial  No.  365.940;  published  July  23, 

Hari^son.  jSe5V     Youngstown.  Ohio      ^^^%{2^.  °*5: 

chandlse.      328.477;    Oct.    1;    Serial  No.    365.51 «,    pub- 
lished July  28.  1936.     Class  2.  ^     .        ,         v--™ 
Harmonica   tUstrlbution    Corporation    of    America.    New 

York     N     Y        Mouth    harmonicas,    harmonica    bodies. 

Sds.  casings,  etc.    328,601  :  Oct.  1  ;  Serial  No.  362,486  ; 

published  July  23.  1935.     Class  36. 
Harmonica    Distribution     Corporation    of    America.    New 

York     N     Y        Mouth    harmonicas,    harmonica    bodies. 

r^s     casings    Ttc.      328.687-90 ;    Oct.    1  :    Serial    Nos. 

352  48^1  "published  July  23.  1935.     Class  36^ 
Harmonic^    Distribution     Corporation    of    America     New 

York     N      Y        Mouth    harmonicas,    harmonica    bodies. 

r^i.    cksings     etc.       328.591  ;     6ct.     1  ;     Serial     No. 

35?4^86rpubllshed  July  23.   1935      Class  36. 
Hat  Cori»oratlon   of  America    Norwalk,  Conn       Felt  hats 

for  men      328.730 ;    Oct.    1  ;   Serial   No.    8o9,583 ,   puD 

lished   July  2,    1935.     Class   39. 
469  O.  Q.— 13a 


Hearst  Enterprises,  Inc.,  New  York,  N.  Y.  Newspaper 
column   or  section.      328,764  ;   Oct   1.      Class  38. 

Herr  &  Company,  Lancaster,  Pa.  Door  hinges  and  enamel 
ware.     108.001;  reuewtd  Feb.  15,  1930. 

Hershey  Creamery  Company.  Harnsburg.  Pa.  Ice  cream 
and  evaporated  milk.  328.679;  Oct.  1:  Serial  No. 
364.918;  published  July  23.  1936.     Class  46. 

HoUander's  Auto  Stores,  York,  Pa.  Electric  storage  bat- 
teries. 328.649  ;  Oct.  1  ;  Serial  No.  365,804  ;  published 
July  23.  1935.     Class  21.  ^       ^^    ^ 

The.      (See   Long.  W.   E..  Co.,  The.) 
Inc.     Chicago.    111.       Intravenous    and 
siibcutaneo'us    solutions.      328,691  ;    Oct.    1  ;    Serial    No. 
304,061  ;  publishfri.  July   16,   1936.     Class  0. 

Hunt  Barkelew  Co.  inc.,  Watsonville.  Calif.  Fresh  vege- 
tables. 328,577  :  Oct.  1  ;  Serial  No.  305,624  ;  published 
July  23,  1935.     Class  46. 

Hunter  Baltimore  Kye  Distillery,  Inc.  Baltimore,  Md. 
Whlskev.  3-28.457;  Oct.  1;  Serial  No.  360,199;  pub- 
lished July  23.  1935.     Class  49. 

Ide    A    11..  k  Co.,   Inc..  Troy,  N.  Y.     Shirts    collars,  and 
'         "••?---•    -      •  -      g^rial  No.   364,3^9;  published 

(See    Phoenix    Flour 


Holsum    Bakery,   1 
Hospital    Liquids, 


cuffs.      328,706  ;  Oct.   1  :    i 
July  10,   1935.     Olass  39. 


Brunswick.    N.    J. 
No.   304.629;    pub- 


Y.     After  shaving  lotion. 
365,378 ;    published    July 


Igleheart    Brothers,    Incorporated. 

Mill,  assignor.)  „       ^  v.         t  »  ^ 

Imperator.  Not  Inc.     (See  Gourguechon,  Jean  A.) 
Independent  Lock  Company,  Fltchburg,  Mafis.     Locks  and 
lock   sets.     328,548:   Oct.   1;   Serial  No.   306.010;   pub- 
lished July  23,   1935.     Class  25.  ,  w   xi    t     w^ 
Interwoven  Stocking  Company,  New  Brunswick,  N.  J      Ho- 
siery.     328.519  ;  Oct.   1  ;  Serial  No.  364.512  ;   published 
July   16.  1935.     Class  39. 
Interwoven    Stocking    Company.    New 
Hosiery.      328.652 ;    Oct.    1  ;    Serial 

lished  July  9,  1935.      Class  39.  .  w     xi      t 

Interwoven  Stocking  Company,  New  Brunswl^ck  N  J. 
Hosiery.  328.670-1  ;  Oct.  1  ;  Serial  Nos.  364,872-3 ; 
published  July  9,. 1935.     Class  39.  „     ,.       „ 

Iris  Type  G.  m.  b.  H..  Schoneberg.  near  Berlin,  Germany. 
Metal  types  for  the  following  devices  and  apparatuses ; 
printing  devices,  polygraphs,  etc.  328,544  :  Oct  1  ;  Se- 
rial No.  364.138;  puBlished  July  ^3.  193d.  Claw  14. 
J.  G.  Comfort  Company,  New  \ork,  N.  Y.  Comforts, 
blankets,  bedspreads,  etc.  328,609  ;  Oct.  1  ;  Serial  No. 
.365,020  ;  publisheJ  July  23,  1936.  Class  42 
Jablow  1  .  k  Co.,  Inc.,  Philadelphia,  Pa.  Men  s  and 
boys'  clothing  328,6^;  Oct.  1;  Serial  No.  364,100; 
pukisbed  July  9,  1936.     Class  39.  . 

Jacobowitz.  Isaac,  New  York,  N-^J-  /arn.  328, «02. 
Oct  1  :  Serial  ko.  364,231 ;  published  July  23,  1935. 
Class  43.  ^    ^, 

Jaffee.  Louis  J.,  New  York,  N. 
828.497 ;    Oct.    1  ;    Serial   No. 

23,  1935.     Class  6.  _^,  ,,,        _,        ,    „ 

Johnson    Oil    Refining   Company.    Chicago,    111       Cleaning 
fiuid        328,738 ;     Oct.     1  ;     Serial    No.     349.834  ;     pub- 
lished July  23.  1936.     Class  4. 
Johnson    Service  Company.   Milwaukee.  Wis.      Devices  for 
controlling  and  simultaneously  recording  dry  bulb  tem- 
peratures and  wet  bulb  temperatures,  etc.    328,721  ;  Oct 
1-  Serial  No.  361,967  ;  pubUshed  July  23,  1935.     Class 
26. 
Johnson    Sheet    Metal   Works     Inc..   The     Richmond     Ind 
Burial    vaults.      32«  631  ;    Oct.    1  ;    Serial    No.    3o6,889  , 
published  July  23,  1935.     Class  2. 
Jonnson-Stephens  k  fehinkle  Shoe  Company,  St.  Louis.  Mo. 
Shoes.     328,672;  Oct.  1;  Serial  No.  364,8*4;  published 
July  16.  1935.     Class  39.  ,  v^        „  ^     « 

Johnson  Wholesale  Perfume  Co.    Inc..  New  Haven    Conn. 
Whiskey.      328,694;    Oct.    1;    Serial   No.    363,219;    pub- 
lished July  23,  1936.     Class  49 
Kareten    A.   A   fa..   New   York,    N.   Y.      Bottled   milk   and 

cream'.      328,765;   Oct.    1.      Class   46, 
Kelco    Company,     ^an     Diego,    Calif.       Alginate    product. 
328.720 ;    Oct.    1  :    Serial   N^o.    362,029 ;    published   Apr. 
23.  1935.     Class  6.  ^  ,  ^      tt  n  „„ 

Kellogg    Toasted    Corn    Flake    Co.,    assignor    to    Kellogg 
Company,    Battle    Creek.    Mich.      Toasted    corn    flakes, 
toasted     wheat     biscuits,     and     toasted     wheat     fiakes. 
107,072  ;   renewed   Nov.  9,    1935. 
Kelly    Liquor    Compahy.    Minneapolis     Minn        Whiskey. 
328  636;   Oct.    1;    Serial   No.    365,972;   published    July 
r»o  '1935      Class  49. 
Koen'lB    Harry  D.,  doing  business  as  Swan   Luxuries  Co.. 
New   York    N    "y.      Face   powder,   lip   stick,   rouge,    etc. 
328.735 :    6ct.    1 ;    Serial   No.    360,594 :    published   July 
2^  '1935      Class  6 
Kresge    S    S.,  Company,  Detroit,  Mich.     Infants'  hosiery. 

108.066;    renewed   Jan.    11.    1936.         , ,  _  . 
KrlBtel-Krome  Co.      (See  Steeple    Reginald  C.) 
linp  Brvant    Inc     New  York,   N.   Y.     Women's  wearing 
apparel      V8^^703r  Oct.    1;    Serial    No.    364,234;    pub- 
lished July  16,  1935.     Class  39. 
Lansburgh  k  Bro.,  Washington.  D.  C     Footwear.    328..>33  ; 
Oct.   1;   Serial   No.   303,660;    published   July   16,    1936. 

T>.?*  Al5*  J  Chicago.  111.  Hosiery.  328,619  :  Oct.  1 ; 
Serial  No  '365  139:  published  July  9,   19^6.     Class  39. 

Levf  Charles  K..  Minneapolis,  Minn.  Disinfectant  Uq- 
uU      105,821  ;  renewed  Aug.  17,  1935.  ^     j     .     «# 

Lilly-  Ell.  ind  Company,  Indianapolis,  Ind.  Troducls  of 
iii^^onrtsrv  amvl  allyl  barbituric  add  and  the  sodium 
«U8  ?hereof  328'6^2  ;  Oct.  1  .^Serial  No.  364.805  ;  pub- 
lished July   23,   1685.     Class  6. 
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LUy  Mills  Com;)any,  Shelby,  N.  C.  Cotton  sewing  thread, 
crochet  and  knitting  yarn.  328,673  ;  Oct.  1  ;  Serial  No. 
364,879;  published  July  9,    1935.     (JIasa  43. 

Lily  Mills  Company,  Shelby,  N.  C.  Crochet  and  knitting 
yarn  and  tutting  yarn.  328.674;  Oct.  1;  Serial  No. 
364,880;  publi*hed  July  23,  1635.     Class  43. 

Uly  Mills  Company,  Shelby,  N.  C.  Crochet  and  knitting 
cotton  yarn.  328,713  ;  Oct.  1  ;  Serial  No.  364,423  ;  pub- 
lished July  16.   1935.     Class  43. 

Lincoln  Shoe  Products  Mtg.  Co..  The.  (See  Glttleman, 
Benjamin.  > 

Link  Manufacturing  Company,  Inc.,  Gary,  Ind.  Recepta- 
cle for  attachment  to  a  golf  bag  or  the  user's  wearing 
apparel.  328.620 ;  Oct.  1  ;  Serial  No.  365,140 ;  pub- 
lished   July    -'3,    1935.      ClasM    3. 

Liquor  Dealers  Supply  Company,  Chicago,  III.  Gin, 
whiskey,  and  brandy.  328,458;  Oct.  1;  Serial  No. 
366,158;  published  July  23,  1935.     Class  49. 

Liquor  Dealers  Supply  Company,  Chicago,  111.  Gin, 
whiskey,  and  brandy.  a2s,4oi>-60  ;  Oct.  1;  Serial  Nos. 
366.154-5  ;  published  July  23,  1»35.     Class  49. 

Liquor  LH>al»Ts  Supply  Company,  Chicago,  111.  Gin,  whis- 
key, and  brandy.  328.465  ;  Oct.  1  ;  Serial  No.  366,162  ; 
publlshe.J    July    23,    1935.      Class    49. 

Liquor  Dealers  supply  Co.,  Chicago,  111.  Whiskey. 
328,576;  Oct.  1;  Serial  No.  365,tS3 ;  published  July 
23,  1935.     CUsa  49. 

Long,  W.  E.,  Co.,  The,  doing  business  as  The  Holsum  Bak- 
ery, Chka^o,  111.  Hread  und  concentrated  prune  Juice. 
328,727  ;  Oct.  1  ;  Serial  No.  365,141  ;  published  July 
23,  1935.     Class  46. 

Lowe,  Joe,  Corporation.  New  York,  N.  Y.  Whole  wheat 
bread  with  fruit  added,  prepared  bread  mixes,  prepared 
cake  mixes,  etc.  328,525  ;  Oct.  1  ;  Serial  No.  363.872  ; 
published  July   23.   1935.      Class  46. 

Lowe,  Joe.  Coriwration,  New  York.  N.  Y.  Prepared  bread 
mixes,  prepare<l  biscuit  flour  mixes,  prepared  cookie 
mixes,  etc.  328,526  ;  Oct.  1  ;  Serial  No.  363,871  :  pub- 
lished Julv   23,   1936.      Class  40. 

Lynchburg  Hosiery  Mills,  Inc.,  Lynchburg,  Va.  Men's  ho- 
siery. 328,621  ;  Oct.  1  ;  Serial  No.  365,142  ;  published 
July    16.    1935.     Class  39. 

Lynndale  Distillery  Company,  Louisville,  Ky.  Whiskey 
gin.  rum,  etc.  328,547;  Oct.  1;  Serial  No.  366,015; 
published    July    23.    1935.      Class   49. 

MacEachen,    Mary    C,   doing   business   as    S.    G.    Sheperd, 

Maumee,  Ohio,  and  Fort  Thomas,  Ky.     Textile  diapers. 

328.736;  Oct.  1;  Serial  No.  361,825;  published  July  2, 

1935.     Class  42. 
Macomb    Candy    Company,    Detroit.    Mich.      Candy    bars. 

328,655 ;    Oct.    1  ;    Serial    No.    364,676 ;    published    July 

23.    1935.      Class   46. 
Man  Store,  The.      (See  Zageir,  Coleman.) 
Manhattan  Shirt  Company.  The,  New  York,  N.  Y.     Neck 

ties.      328,541;    Oct.    1;    Serial   No.   363,934;    published 

July  9.  1936.     Class  39. 

Manhattan  Shirt  Co..  The.  New  York,  N.  Y.  Negligee 
shirts.  328,624  :  Oct.  1  ;  Serial  No.  344,791  ;  published 
July   16.   1935      Class  39. 

Manufacturers'  Factory  Showroom.  (See  Van  Nauker. 
Glenn  E.) 

Marathon  Oil  Company.  (See  Riverside  Oil  Company,  as- 
signor. ) 

Margulies,  Larry  J..  New  York.  N.  Y.  Piece  goods. 
328.486;  Oct.  1;  Serial  No.  360,970;  published  July 
23.    1935.      Class  42. 

Markham  Storm  Co.  Inc.,  Salinas,  Calif.  Fresh  vegetables. 
328,574-t;  Oct.  1  ;  Serial  Nos.  365,637-8 ;  published 
July  23,  1935.     Class  46. 

Marshall  Field  &  Company.  Chicago.  111.  Sanitary  nap- 
kins. 328,578-9  ;  Oct.  1  :  Serial  Nos.  365,617-18  ;  pub- 
lished  July   23.   1935.      Class  44. 

Martocello.  Joseph  A.,  doing  business  as  Jos.  A.  Marto 
cello  k  Co.,  Philadelphia,  Pa.  Ice  cube  cutting  device. 
328,540 ;  Oct.  1  ;  Serial  No.  363,935 ;  published  July 
23    1935       Class  23 

Marvel  Oil  Co.,  Inc.,  Philadelphia,  Pa.  Lubricating  oil. 
328,630 ;  Oct.  1  ;  Serial  No.  356,075  ;  published  May 
28,  1935.     Class  15. 

McKay.  W.  E..  &  Co.,  Inc.,  New  York.  N.  Y.  Cotton  piece 
goods.  328.502  ;  Oct.  1  :  Serial  No.  365,342  ;  published 
July   16,   1935.     Class  42. 

McKesson  A  Robbins,  Incorporated,  Bridgeport  and  Fair- 
field, Conn.  Concentrated  food  drink.  328,463 ;  Oct. 
1  ;  Serial  No.  366,106  ;  published  July  23,  1935.  Class 
46. 

Menasha  Products  Company,  The,  Menasha.  Wis.  Re- 
ceptacl*>s  of  pulp.  328,462  ;  Oct.  1  ;  Serial  No.  366.108  ; 
published  July  23,  1935.     Class  2. 

Merchants  Service  Corp.,  Chicago,  III.  Canned  food  for 
dogs,  cats,  and  other  animals.  328.745;  Oct.  1;  Serial 
No.  358.850  ;   published  Jan.    15,  1935.     Class  46. 

Merrell,  Wm.  S.,  Company,  The,  Cincinnati,  Ohio.  Medic- 
inal salve  for  eczema.  328,583  ;  Oct.  1  :  Serial  No. 
365,571  ;   published    July   23,    1935.      CUss  6. 

Messing  Bakeries  Incorporated.  (See  Specialty  Baking 
Company,    assignor.) 

Milano  ^^lrniture  Co.  Inc.,  Chicago,  111.  Furniture. 
328,542  ;  Oct.  1  ;  Serial  No.  364.999 ;  published  July 
23.  1935.     Class  32. 

Mohawk  Liqueur  Corporation,  Detroit,  Mich.  Alcoholic 
bitters,  brandy,  cocktails,  etc.  328.481  ;  Oct.  1  ;  Serial 
No.  349,055  ;  published  June  12.  1934.     Class  49. 


Mohawk  Liqueur  Corporation.  Detroit.  Mich.  Rum. 
328.567  :  Oct.  1  :  Serial  No.  366.739 ;  published  July  23. 
1035.      Class  49. 

Mohawk  Liqueur  Corporation.  Detroit.  Mich.  Alcoholic 
bitters  brandy,  cocktails,  etc.  328,596:  Oct.  1;  Serial 
No.  350.591  ;  published  July  10,   1934.     (Hass  49. 

Molka    Wines  Co.      (See  Flatkoff    Jacob.) 

Moutmartin.  Guy,  Paris.  France.  Electric  light  bulbs, 
globes,  light  diffusing  globes,  etc.  328.491  ;  Oct.  1  ; 
Serial  No.  361,432  ;  published  July  23,  1935.     Class  21. 

Moore  Corporation,  The,  Joliet,  111.  Gas  stoves  and 
ranges.     328,773;   Oct.   1.     Class  34. 

National  Colortype  Company,  The  Bellevue.  Ky.  Light 
reflecting  devices  and  signals  and  signs  made  tberewlth. 
328.607;  Oct.  1:  Serial  No.  365.261;  published  July 
23.  1935.     Class  50. 

National  Mineral  Company,  Chicago,  111.  Permanent  wave 
solution.  328,692;  Oct.  1;  Serial  No.  365,152;  pub- 
lished  July    23,    1935.      Class   6. 

National  Mineral  Company,  Chicago,  lU.  Hair  waving 
lotions  and  hair-waving  oil.  328,593  ;  Oct.  1  ;  Serial  No. 
365,158;   published  July   23,    1935.      Class  6. 

National  Mineral  Company,  Chicago,  III.  Hair  waving  so- 
lution. 328,629  ;  Oct.  1  ;  Serial  No.  366,359  ;  published 
July    16    1935.      Class  6. 

National  Regulator  Co..  Chicago.  111.  Diaphragm  valves. 
108.341  ;    renewed    Feb.    1.    1936. 

Nedlck's  Stores.  Inc.,  New  York.  N.  Y.  Pressed  com- 
minuted meat  product.  328,707-8  ;  Oct.  1  ;  S«»rial  Nos. 
364.351-2;    published   July   23.    1936.      Class   46. 

Neustadtl,  Victor.  Inc..  New  York.  N.  Y.  Beer.  328,610; 
Oct.  1  ;  Serial  No.  365.041  ;  published  July  23.  1936. 
Class  48. 

O'Bryan  Brothers,  Incorporated.  Nashville.  Tenn.  Men's 
outer  wear.  328.478  ;  Oct.  1  ;  Serial  No.  365,627  ;  pub- 
lished July   16.    1935.      Class  39. 

Oldetyme  Distillers,  Inc..  New  York.  N.  Y.  Whiskey. 
328.469 ;  Oct.  1  ;  Serial  No.  3ti6.065  ;  published  July 
23,    1935.      Class  49. 

Oldetyme  Distillers.  Inc..  New  York,  N.  Y.  Whiskey. 
328.673;  Oct.  1;  Serial  No.  365,649;  published  July 
23.  19o5.     Class  49. 

Olympia  Brewing  Company.  Olvmpia.  Wash.  Fruit  bev- 
erages.     108,261  ;    renewed   Jan.    25,    1936. 

Orona  Mfg.  Co.,  Boston.  Mass..  to  Orona  Manufacturing 
Co.,  Cambridge,  Mass.  Metal-polishes.  105,b6&'6;  re- 
newed Aug.  24.  1935. 

Overland  I'etroleum  Corporation  Glendale.  N.  Y.  Gaso- 
lene. 328,496 ;  Oct.  1  ;  Serial  No.  365,391  ;  published 
July   16,   1935.     Class   15. 

P.  D.  G.  Laboratories.     (See  l>e  Gouras,  i'aul.) 

Pacific  Mills,  Lawrence  and  Boston.  Mass.  Woolen  piece 
goods.  328,685  ;  Oct.  1  ;  Serial  No.  364,192  ;  published 
June  25.  1935.     Class  42. 

Packard  Paint  &  Varnish  Co.,  Boston^  Mass.  Paints, 
stains,  and  paint  enamels.     328,766;  Oct.  1.     Class  16. 

Padco.  Incoriiorated.  New  York.  N.  Y.  Cleaning  and 
polishing  pads  and  materials.  328.018;  Oct.  1;  Serial 
No.  365.0'Jl  ;  published  July  23.   1935.     Class  4. 

Paragon  Uniform  Corporation,  New  York.  N.  Y.  Clothing 
328.693;  Oct.  1;  Serial  No.  363,137;  published  July 
9,  1935.     Class  39.  ' 

Park  k  Tilford  Distillers,  Inc..  New  York,  N.  Y.  Whis- 
key. 328.466 ;  Oct.  1  ;  Serial  No.  366.209 ;  published 
July  23.  1936.     Class  49. 

Parker  Brothers,  Inc.,  Portland,  Maine,  and  Salem,  Mass 
Card  game.  ;i28,516  ;  Oct.  1;  Serial  No.  366,740;  pub- 
lished  July   23,   1936.      Class  22. 

I'enn  Electric  Switch  Co..  Des  Moines,  Iowa.  Clock-op- 
erated thermostats.  328,686 ;  Oct  1  ;  Serial  No 
352,836:  published  Aug.    14.    1934.     Class  26. 

Penney,  J.  C,  Company.  Wilmington  Del.,  and  New 
York,  N.  Y.  Mattress  protectors  and  mattress  covers. 
328.615;  Oct.  1;  Serial  No.  366,163;  published  July 
23,  1935.     Class  42.  '         •    ^  J 

Penney,  J.  C,  Company,  Wilmington,  Del.,  and  New 
York,  N.  Y.  Blankets.  328,680;  Oct.  1;  Serial  No 
364,930;   published  July   23,    1935.      Class  42. 

Pepperell  Manufacturing  Company,  Boston,  Mass.  Textile 
fabrics.  328,740  ;  Oct.  1  ;  Serial  No.  36C),438 ;  published 
July   2,   1935.     Class  42. 

I'eppereli  Manufacturing  Company,  Boston,  Mass.  Tex- 
tile fabrics  and  bed  coverings.  328.741-2  ;  Oct  1  '  Se- 
rial Nos.  350  439-40;  published  July  2.  1936.     Class  42 

Phillips-Jones  Corporation  New  York.  N.  Y.  Collars  and 
negligee  shirts.  328.714-15;  Oct.  1;  Serial  Nos. 
364.441-2;   published  July   9.   19.'{6.      Class  39 

Phoenix  Flour  Mill.  Evansville,  Ind..  assignor  to  Igle- 
heart  Brothers.  Incorporated.  New  York,  N.  Y  Wheat- 
flour.     105.963:  renewfKl  Au>;.  31.  1936. 

Pleezlng.  Inc..  Chicago.  111.  Mushrooms,  corn  syrup  pota- 
to chips,  etc.  328.597;  Oct.  1;  Serial  No.  350  709; 
published    July    23,    1935.      Class    46. 

Powells.  New  York.  N.  Y..  assignor,  by  mesne  assignments 
to  Squirrel  Brand  <'ompany.  Cambri<lge,  Mass.  CandT 
106,081  ;    renewed    Oct.    5.    1935. 

Price  Battery  Coriwratlon,  doing  business  as  Road  Klnir 
Battery     Co..     Philadelphia.     Pa.        Storage     batteries 

^^^•?S?i   ^?J,    1  =  ..?*^*«1    ^o-   366.957;   published    July 
23.    1936.      Class    21. 

Prior.    John,    doln^    business    as    Shawmut    Products    Co 

New  York,  N.  \.     Electric  storage  batteries.     328  718- 

Oct.      1:   Serial  No.  362.126;  published   July  23.   1936* 

Class  21. 
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l'iogre6sive  Silk  Finishing  Co.,  Uoboken,  N.  J.  Water- 
proofing process.  328,488  ;  Oct.  1 ;  Serial  No.  361.297  ; 
published  July   16.  1936.     Class  6. 

Puro  Filter  Corporation  of  America.  (See  Centadrlnk 
Filters  Co.  Inc.) 

Quality  Shirt  Manufacturing  Company.  The,  Fort  Worth. 
Tex.  Work  shirts,  pants,  over  alls.  etc.  328,623  ;  Oct. 
1;  Serial  No.  347,456;  published  July  23,  1935.  Class 
39. 

RCA  Victor  Company,  Inc.,  assignor  to  RCA  Manufac- 
turing Company,  Inc.,  Camden,  N.  J.  Radio  receiving 
sets,  kits  for  radio  receiving  sets,  accessories,  and  parts. 
328.744  ;  Oct.  1  ;  Serial  No.  368,497  ;  pubUshed  Jan.  8. 
1935.      Class  21. 

Radium  Luminous  Corporation,  New  York,  N.  Y.  Self- 
luminous  materials  and  containers  therefor.  328,603 ; 
Oct.  1;  Serial  No.  365.002;  published  July  23,  1935. 
Class   6. 

Ramshead  Distilling  Co.,  Chicago,  111.  Whiskey  and  eln. 
328,728;  Oct.  1;  Serial  No.  358,857;  published  Mar. 
26,    1935.      Class  49. 

Hancho  Del  Oso  Winery.     (See  Bare,  J.  V.) 

Hand  Rubber  Company,  Inc.,  Brooklyn,  N.  Y.  Baby  pants 
and  bibs.  328,557  ;  Oct.  1  ;  Serial  No.  362,754  ;  pub- 
lished July  16,  1935.     Class  39. 

Rare  Chemicals.  Inc.,  Nepera  Park,  N.  Y.  General  sys- 
tem tonics,  blood  builders,  etc.  328,483  ;  Oct.  1  ;  Serial 
No.  361, 57N;   published  July  23,   1936.     Class  6. 

Remington  Arms  Company,  Inc.  (See  Dodge,  M.  Hartley, 
assignor.) 

Republic  Rubber  Company.  The,  Youngstown,  Ohio.  Belt- 
ing of  cotton  and  rubber.  107,984  ;  renewed  Jan.  4, 
1936. 

Riverside  Oil  Company,  Pittsburgh,  Pa.,  assignor,  by 
mesne  assignments,  to  Marathon  Oil  Company  Tulsa, 
Okla.  Petroleum,  kerosene,  gasolene,  etc.  108,754  ;  re- 
newed Feb.   22,   1936. 

Road  King  Battery  Co.      (See  Price  Battery  Coiporatlon.) 

Roberti  Bros.,  assignor  to  Robertl  Bros.,  Los  Angeles. 
Calif.     Mattresses.      108,348;  renewed  Feb.   1,  1936. 

Rock-Ola  Manufacturing  Corporation,  Chicago,  111. 
Amusement  apparatus.  328,753-5  :  Oct.  1  ;  Serial  Nos. 
366,294-6;    published  July   23,   1935.      Class  22. 

Rock-Ola  Manufacturing  Corporation.  Chicago,  111. 
Amusement  apparatus.  328,756 ;  Oct.  1  ;  Serial  No. 
366,298  ;  published  July  23,  1935.     Class  22. 

Roma  Wine  Company,  Inc..  Lodl,  Calif.,  and  New  York, 
N.  Y.  Brandy.  328.642-3  ;  Oct.  1  ;  Serial  Nos. 
365.897-8  ;   published  July   23.   1935.     Class  49. 

Romano,  Charles  G..  doing  business  as  Charles  G.  Romano 
&.  Co..  New  York.  N.  V.  Wines.  328,622;  Oct.  1:  Se- 
rial No.  347.697  :  Dublished  Apr.  17.  1934.     Class  47. 

Ro8ent>ei 
Oct 
Class  49 

Ross.  Will.  Inc.,  Milwaukee.  Wis.  Surgical  rubber  goods, 
surgical  glass  ware,  surgical  enamel  ware,  etc.  328,614  ; 
Oct.  1;  Serial  No.  366,166;  published  July  23,  1935. 
Class  44. 

Rykoff,  S.  E..  ft  Company,  Los  Angeles,  Calif.  Whiskey, 
gin,  rum,  etc.  328,530  ;  Oct.  1  ;  Serial  No.  363,720  ;  pub- 
lished July  23,  1935.     Class  49. 

Saks  ft  Company,  New  York,  N.  Y.  Women's  sport  hats. 
328,656  ;  Oct.  1  ;  Sewal  No.  364,687  ;  published  July  16, 
1935.      Class   39. 

Salinas  Valley  Vegetable  Exchange,  Salinas,  Calif.  Fresh 
vegetables.     328.572  ;  Oct.   1  ;   Serial  No.  366.667  ;  pub- 


Co.,  New  lork,  >.    i.      wines.     iJi:a,oz^  ;  wci.  i;  oe- 
11  No.  347,697  :  published  Apr.  17.  1934.     Class  47. 
■nberger,   A..    Kansas   City.    Mo.      Whiskey.      328,726; 
•t.   1  ;   Serial   No.   366.027 ;   published   July   23,   1935. 


(See    Witterscheln, 


Bgl 

llshed  July  23.  1935.     Class  46 
Sanaveue    Manufacturing    Company 

Minnie  L.) 
Sanitary    Grocery    Company,    Incorporated.    Washington. 

D    C.      Dressed   poultry.      328.492 ;   Oct.    1  ;   Serial   No. 

;i65.214  :  published  July  23.  1935.     Class  46. 
Saulin   Offset    Press   Mfg.   Corp..   New   York.   N.    Y.      Solu- 
.tlon    for    preserving   offset   lithographing   metal    sheets. 

;i28.504  ;    Oct.    1  ;    Serial    No.    365,271;    published    July 

23    1935      Class  6. 
Sanli'n  Offset  Press  Mfg.  Corn.,  New  York,  N.  Y.     Solution 

for      cleaning     offset      lithographing      Inking      rollers. 

328.505  ;  Oct.  1  ;  Serial  No.  365,270  ;  published  July  23, 

1935.     Class  6. 
Sanlin  Offset  Press  Mfg.  Corp.,  New  York,  N.  Y.     Solution 

for     cleaning     offset     lithographing     rubber     blankets. 

328.606 :    Oct.    1  :    Serial    No.    365,268 ;    published    July 

23,  1935.     Class  6. 
Sazerac   Company,   Incorporated.   New  Orleans.  I.A.     Gin. 

328.454-6 ;    Oct.    1  ;    Serial   Nos.   366.213-14 ;    published 

July  23.  1935.     Class  49. 
Scherl    ft  Roth.    Inc.,   New   York.    N.    Y.      Mu.sical   instru- 
ments.    328.725;  Oct.  1:  Serial  No.  362.093;  published 

July  23,  1936.     Class  36. 
Schliemann's,    Ernst,    Export-Ceresln-Fabrlk,    Gesellschaft 

mit  beschrfinkter  Haftung,  Hamburg,  Germany.    Ceresin. 

104,157-8;    renewed   May   4.    1935. 
Schneider,    Jos.    A.,    doing   business    as    Jos.    Schneider   ft 

(i:o.,  Optische  Werke,    Kreuznaoh.    Rhineland,   Germany. 

Optical    photographic    lenses,    field-glasses,    prisms,    etc. 

328  527  :    Oct.    1  ;    Serial    No.    363,784  ;    published    July 

23,   1935.      Class   26.  „       ,    .,     . 

Schneierson.   I..   &   Sons,    Inc..   New  York.   N.   Y.      Ladles 

chemises,  princess  slips,  bloomers,  etc.     328.546  ;  Oct.  1  ; 

Serial  No.  364.198;  published  July  9.   1936.     Class  39. 
Sebo    Shoe    Co..    Chicago.    111.      Shoes.      328,675 :    Oct.    1  ; 

Serial  No,  364,888 ;  published  July  16,  1935.     Class  39. 


Seebacb,  Edwin,  doing  business  as  Edwin  Seebacb  Com- 
pany, New  York,  N.  Y.  Essential  oils  and  aromatic 
chemicals  for  perfuming  purposes.  328,746 ;  Oct.  1  ; 
Serial  No.  364,597  ;  published  July  16,   1936.     Class  6. 

Selby  Shoe  Company,  The,  Portsmouth,  Ohio.  Women's 
shoes.  328,676  ;  Oct.  1  ;  Serial  No.  364,889  ;  published 
July  16,  1935.     Class  39. 

Senack  Shoe  Company,  St.  Louis,  Mo.  Shoes.  328,659 ; 
Oct.  1;  Serial  No.  364,740;  pubUshed  July  16,  1936. 
Class  39 

Sensation  Cosmetic  Co.  Inc.,  New  York,  N.  Y.  Facial 
liquid  powder.  328,568;  Oct.  1;  Serial  No.  365,709; 
published  July  23,  1935.     Class  6. 

Shaw,  Alex  D.,  ft  Co.,  Inc.,  New  York.  N.  Y.  Sherry. 
328.487  ;  Oct.  1 ;  Serial  No.  361,125  ;  published  July  23, 
1935       Class  47 

Shaw,  Alex  D.,  ft  Co.,  Inc.,  New  York,  N.  Y.  Wines. 
328.723;  Oct.  1;  Serial  No.  361.823;  published  July 
23.  1935.     Class  47. 

Shawmut  Products  Co.      (See  Prior,  John.) 

Sheperd,   S.   G.      (See  MacEachen,  Mary   C. ) 

Shillmau,  A.  ft  H.,  Company,  Inc.,  Baltimore.  Md.  Yarns 
and  threads.  328,479  ;  Oct.  1  ;  Serial  No.  365,530  ;  pub- 
lish'^ July   16,   1936.     Class  43. 

Sho-Form  Brassiere,  Inc..  Los  Angeles,  Calif.  Brassieres, 
corsets,  girdles,  etc.  328,534 ;  Oct.  1  ;  Serial  No. 
363.526;  published  July  2.  1935.     Class  39. 

Silver  Creek  Liquor  Company,  St.  Louis,  Mo.  Whiskies. 
328,648 ;  Oct.  1  ;  Serial  No.  366,825 ;  published  July  23, 
1935      Class  49 

Simon,  J.,  ft  Sons,' Inc.,  St.  Louis,  Mo.  Whiskey.  328,585; 
Oct.  1  ;  Serial  No.  353,154 ;  published  Sept.  25.  1934. 
Class  49 

Sinclair  Refining  Company.  New  York,  N.  Y.  Lubricat- 
ing oils  and  greases.  328,500 ;  Oct.  1 ;  Serial  No. 
365,359  ;  published  July  16.  1935.     Class  15. 

Sing  Wo  Kee  ft  Co.,  San  Francisco,  Calif.  Fresh  vege- 
tables. 328.641  ;  Oct.  1  :  Serial  No.  366,901  ;  published 
July  23,  1935.     Class  46. 

Slater,  J.  ft  J.,  Inc.,  New  York,  N.  T.,  and  Washington, 
D.  C.  Shoes.  328,495 ;  Oct.  1 ;  Serial  No.  365,394 ; 
published    July    23,    1935.      Class   39. 

Smith  Alexander,  ft  Sons  Carpet  Company,  Yonkers, 
N.  Y.  Wool  carpets  and  wool  rugs.  32«,664 ;  Oct.  1  ; 
Serial  No.  364,839;  published  July  23,  1935.     Class  42. 

Soap  Luke  Products  Corporation  Seattle,  Wash.  Con- 
centrates of  mineral  waters.  328,489  ;  Oct.  1  ;  Serial 
No.  361,373  ;  published  Apr.  16,  1935.     Class  6. 

Socony-Vacuum  Oil  Company,  Incorporated.  (See  Stand- 
ard Oil  Company  of  New  York.) 

Socony-Vacuum  Oil  Company,  Incorporated,  New  York, 
N.  Y.  Insecticides  and  disinfectants.  328,539  ;  Oct.  1  ; 
Serial  No.  363,950  ;  published  July  23,   1935.     Class  6. 

Specialty  Baking  Company,  assignor,  by  mesne  assign- 
ments, to  Messing  Bakeries  Incorporated,  Brooklyn, 
N.   Y.      Bread.      108,498 ;   renewed  Feb.   8,   1936. 

Spindell,  Isaiah  F.,  doing  business  as  Spindell  Surgical 
Co.,  Lynn,  Mass.  Surgical  belts.  328,461  ;  Oct.  1  ;  Se- 
rial  No.   366,121  ;   published   July   23     1935.      Class  44. 

Squibb,  E.  R.,  ft  Sons,  New  York,  N.  Y.  Antiseptics  and 
germicides.  328,686  ;  Oct.  1  ;  Serial  No.  364,143  ;  pub- 
lished  July   16.    1936.      Class   6. 

Squirrel  Brand  Company.     (See  Powells,  assignor.) 

Standard  Oil  Company  of  California,  Wilmington,  DeL, 
and  San  Francisco,  Calif.  Lubricating  oils.  328,769  ; 
Oct.  1  ;  Serial  No.  365,746 ;  published  July  16,  1935. 
Class  16. 

Standard  Oil  Company  of  New  York,  by  change  of  name 
to  Socony-Vacuum  Oil  Company,  Incorporated,  New 
York,  N.  Y.  White  mineral  oil  for  use  in  the  treatment 
of  constipation.     106,617  ;  renewed  Oct.  19.  1935. 

Standard  Oil  Company  of  New  York,  by  change  of  name 
to  Socony-Vacuum  Oil  Company,  Incorporated,  New 
York.  N.  Y.  Lubrlcatlng-oU.  107,106;  renewed  Nov. 
9    1935 

Stafllne  inc..  Harvard,  III.  Metal  stalls,  curb  clamps, 
stanchions,  etc.  328,724  ;  Oct.  1  ;  Serial  No.  361,697  ; 
published   July   23,    1935.     Class    13. 

S*«  Pierre  Smirnoff  F'»,  Incorporated,  New  York.  N.  Y. 
Vodka.  328.694  ;  Oct.  1  ;  Serial  No.  350,483  ;  published 
Julv  23,  1935.     Class  49. 

Steeple.  Reginald  C,  doing  business  as  Kristel-Krome  Co., 
San  Francisco,  Calif.  Christmas  tree  ornaments. 
328.560 ;  Oct.  1  :  Serial  No.  362,639 ;  published  July  23, 
1935.     Class  50. 

Stevenson's  Moygashel  Linens,  Limited,  New  Y'ork,  N.  Y. 
Linen  piece  goods.  328,653 :  Oct.  1  ;  Serial  No. 
364,642  ;  published  July  23,  1936.     Class  42. 

Stowe-Woodward,  Incorporated.  Newton  Upper  Falls, 
Mass.  Golf  balls.  328,731  ;  Oct.  1  ;  Serial  No.  359,868 ; 
published    July    23.    1935.      Class   22. 

Style  Art  Clothes.  Inc..  New  York  N.  Y.  Men's  coats. 
328.688 :  Oct.  1  ;  Serial  No!  363,959 ;  published  July 
16,   1935.     Class  39. 

Sunset  Distilling  Company,  Not  Inc.  (See  Goldberg, 
Nat  D.) 

Swan  Luxuries  Co.      (See  Koenig,  Harry  D.) 

Swift,  M.,  ft  Sons,  Incorporated,  Hartford.  Conn.  Em- 
bossing gold  in  sheet  and  roll  form.  328,774  ;  Oct.  1. 
Class  14. 

Symington    Company,    The.   New    York,   N.    Y.      Nests   of 
'springs  for  railway  trucks.     328,775;  Oct.  1.     Class  19. 

Syracuse  Smelting  Works.  Brooklyn,  N.  Y.  Babbitt  metal. 
108,679 ;   renewed   Feb.   16,   1936. 
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Thomas  &  Marcus,  Inc.,  New  York,  N.  T.  Women's 
chemises,  panties,  brassieres,  and  slips.  328,602  ;  Oct. 
1;  Serial  No.  364,076;  published  July  16,  1935.  Class 
39 

Thomson,  J.  O.,  ft  Co..  Ltd.,  Lelth,  Scotland.  Whisky. 
328.696-7  ;  Oct.  1  ;  Serial  Nos.  363,804-5 ;  published 
July  23.   1935.     Class  49. 

Town  House  Corporation,  Heno,  Nev.  Cocktails.  328,760  ; 
Oct.  1  ;  Serial  No.  365,751  ;  published  July  23.  1935. 
Class  49. 

Trower  &  Sons  Limited,  London,  England.  Scotch  whis- 
ky. 328.561;  Oct.  1:  Serial  No.  362,448;  published 
July   23,    1935.     Class  49. 

Tuligiowicz.  Joseph,  Maplewood,  N.  J.  Laxative  and 
tonic  preparation.  328,604  :  Oct.  1  ;  Serial  No.  366,009; 
published  July  23,   1935.     Class  6. 

Turner  &  Seymour  Manufacturing  Co.,  The,  Torrington, 
Conn.      Egg  beat fTs.      1U8.118;    renewed   Jan.    18,    1936. 

Turner  k  Seymour  .Manufacturing  Co.,  The,  Torrington, 
Conn.      Egg  beaters.      108.318  ;    renewed   Jan.    25,    1936. 

Union  Oil  Company  of  California.  Los  Angeles,  Calif. 
Glass  cleaner  and  polish.  328,494  ;  Oct.  1  ;  Serial  No. 
365.405;   published  July   23,   1935.     Class  4. 

United  Laboratories.  Ltd.,  Pasadena,  Calif.  Concentrat- 
ed dietary  supplement.  328,513 ;  Oct.  1  ;  Serial  No. 
365,174;   publi.shed   July   23,   1935.      Class  6. 

United  Spirit  &  Wine  Import  Corp.,  New  York,  N.  Y. 
Rum.  328,761;  Oct.  1;  Serial  No.  365,753;  published 
July  23,  1935.     Class  49. 

Universal  Optical  Corporation,  Providence,  R.  I.  Spec- 
tacle temples.  328,647"  Oct.  1;  Serial  No.  365,862; 
published    July    23     1935.      Class    26. 

Van  Nauker,  Glenn  E.,  doing  business  as  Manufacturers' 
Factory  Showroom,  Detroit.  Mich.  Refrigerators. 
328,571  :  Oct.  1  ;  Serial  No.  365,676;  published  Juljr  23, 
1935.     Class  31. 

Veralin,  Inc.,  Chicago,  111.  Antiseptic,  germicide,  deodo- 
rant, etc.,  tablets.  328.695;  Oct.  1  ;  Serial  No.  363,246; 
published  July  16,  1935.     CUss  6. 

Vita-Ray  Corporation,  The,  Lowell,  Mass.  Cosmetic 
creams.  328.654;  Oct.  1  ;  Serial  No.  364,647;  published 
July  16.  1935.     Class  6. 

Wagner.  Feller  A  Co.,  New  York,  N.  Y.  Fur  coats  and 
neckpieces  fur  caps,  hats,  and  muffs.  328.689 ;  Oct. 
1  ;  Serial  No.  364.033  ;  published  July  23,  1935.  Class 
39. 

Wamsutta  Mills,  New  Bedford,  Mass.  Cotton  piece  goods, 
nlUow  cases,  and  sheets.  328.717  ;  Oct.  1  ;  Serial  No. 
!i63.077  ;   published   June   25,    1935.      Class  42. 

Washington  Wholesale  Liquor  Corp.,  Washington.  D.  C. 
Whiskey.  328.570 :  O-t  1  :  Serial  No.  365,677 ;  pub- 
lished  July   23,    1936.      Class   49. 

Watson  Park  <"ompany,  Boston,  Mas.s.  Chemical  prepara- 
tion for  bleaching  or  stripping  colors  and  colorins<  mat- 
ter from  textile  fibres,  etc.  328,660;  Oct.  1:  Serial 
No.   364,797  :   publi.shed   July   23,   1935.      Class  6. 

Watson-I'ark  Company,  Boston.  Mass.  Chemical  prepara- 
tion for  use  in  destroying  or  neutralizing  objectionable 
o<lnr8  In  fabrl.s.  32.S.R61  ;  Oct.  1  ;  Serial  No.  364,798  ; 
publish.'d  July  23,  1935.     Class  6. 

Wayne     Knitting     Mills,     Fort     Wayne,     Ind.       Hosiery. 
328.045  ;  Oct.   1  ;  Serial  No.  364,108  ;  published  July  16, 
1935.     CUss  89. 


Weeks,  D.,  4  Company,  Des  Moines,  Iowa.  Preparation  for 
colds.  328.709;  Oct.  1;  Serial  No.  364,364;  published 
July  23,  1936.     Class  6. 

Weideman  Co.,  The,  Clev?land,  Ohio.  Whiskey  and  alco- 
holic cordials.  328.596 ;  Oct.  1  ;  Serial  No.  360.662  ; 
published  July  3,  1934.     Class  49. 

Weller,  W.  L..  &  Sons,  Incorporated.  LoulsTllle.  Ky.  Whis- 
key. 328.470-1  ;  Oct.  1  ;  Serial  Nos.  366.04^6 ;  pub- 
lished July  23    1936.     Class  49. 

West  Penn  Distilling  Co..  Inc..  New  Kensington.  Pa.  Whis- 
key. 328,466;  Oct.  1;  Serial  No.  866,129;  publUhed 
July  23,  1936.     Class  49. 

Western  Vegetable  Distributors,  Denver.  Colo.  Fresh 
vegetables.  828.762  ;  Oct.  1  ;  SerUI  No.  366.780  ;  pub- 
lished July  23,  1935.     Class  46. 

Wight.  I-'rank  L..  Distilling  Co..  The,  I^reley  and  Balti- 
more. Md.  Whiskey,  gin.  brandy,  etc.  328.468  ;  Oct.  1  ; 
Serial  No.  386,078  ;  published  July  23.  1935.     Clasa  49. 

WUbur  Suchard  Choiolate  Company.  Lltlta.  Pa.  Chocolate 
nut  bars.  328,627  ;  Oct.  1  ;  Serial  No.  356,864  ;  pub- 
lished July  23.  1935.     Class  46. 

Will  k  Baumer  Candle  Co..  Inc..  Syracuse.  N.  Y.     Candles. 

328  472 ;  Oct.  1  ;  Serial  No.  866,420 ;  published  July  16, 

1936.     Class  15. 
Win  *  Baumer  Candle  Co.,  Inc.,  Syracuse.  N.  Y.     Candles. 

328.473;  Oct.  1  ;  Serial  No.  365.422;  published  July  16. 

19;i5.      Class   15. 

Will  &  Baumer  Candle  Co.,  Inc..  Syracuse,  N.  Y.     Candles. 

?i:§v*®^i,^<^*    1:  SerUl  No.  366.419;  published  July  16, 
1935.     Class  15. 

Williamson  Candy  Company,  Chirago.  in.  Malted  milk 
preparation.  328.569;  Oct.  1  ;  Serial  No.  365,679;  pub- 
lished July  23.  1935.     Class  46.  -        '  v 

WlUs.  Child  H..  Detroit.  Mich.  Abnormal  alloy  steels.  In 
Ingots,  castings,  and  forgings  32M,651  ;  Oct.  1  ;  Serial 
No.  365.782  ;  published  Julv  23.  1935.     Class  14 

Winsted  Hoslerv  Company.  The,  Wlngted,  Conn,  knit  un- 
derwear and  half-hose.     108,626;  renewed  Feb.  15,  1936. 

Wltterschein,  .Minnie  L.,  doing  business  as  Sanavene  Manu- 
facturing i^'ompany.  St.  ImuU,  Mo.  Liquid  chemical 
cleaning  preuaration  for  rugs  and  upholstery.  328  665  • 
Oct.  1  ;  Serial  No.  364,844  ;  published  July  23,  1935. 
Class  4. 

Wolaey  Limited,  Leicester,  England.  Stockings,  socks, 
knickers  etc  328  484  ;  Oct.  1  :  Serial  No.  360,657 ; 
published  July  2.  19.35.     Class  39. 

Wurlltzer.  Rudolph,   Manufacturing  Company,  The.  North 

Tonawanda.    N.    Y.      IHionographs.      328.646;    Oct.    1; 

Serial  No.  365.864  ;  publlshtnl  July  23.  1936.  Class  36 
iale   A.   Towne    Manufacturing   Company.   The.    Stamford 

eonn.  Motor  driven  trucks.  328.768  :  Oct.  1.  Class  19' 
Yelvington.  C.  1)  ,  Bunnell,  Fla.     Salves  for  piles.     328  551  • 

Oct.    1:    Serial    No.    362,282;    published    July    23.    1936 

Class  6. 

Yu  Kan  Company,  Inc.,  Detroit,  Mich.  Preparations  for 
^^^''^^^n  ,?28.512:  Oct.  1  ;  Serial  No.  365, 1  §5  ;  publisheil 
July  23.  1935.     Class  6. 

Zageir.  Coleman,  doing  business  as  The  Man  Store.  Ashe- 
vuie.  N.  C.  Suits,  overcoats,  topcoats,  etc.  328  737  • 
Oct.  1  :  Serial  No.  361.650  ;  published  July  9,  1935.    Class 

Ov. 
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Allen.  W.  G.  P..  doing  business  as  Northwest  Evergreen 
Company.  Bremerton,  Wash.  Hiawatha  Evergreen.  For 
p:ver4.Teens.      46.302  ;   Oct.   1. 

Atlantic  Blending  (^ompany.  Juincy,  Mass.  MoRevs.  For 
Graphited  Oil.      46.393;  Oct.   1. 

Bronte     rhanipagne    &    Wine    Co.,     Inc.,    Detroit.    Mich. 
Corslcan      For  Tokay  Wine.     46.394  ;  Oct.  1. 

California  Frtiit  Salrs  Co.     (See  Hanson.  Arthur  N.) 

Canava  Cigar  (dmpany,  Chicago,  111.  Canava.  For  Cigars. 
46.395  ;    Oct.   1. 

E>ohrv  Flour  Mills,  Inc..  Yukon.  Okla.  Dobry's  Best.  For 
Flour.     46,396;  Oct.  1. 

Dobry  Flour  Mills.  Inc.,  Yukon.  Okla.  Dobry's  Sunsweet. 
For   Flour.      46,397  ;    Oct.    1. 

Dobry  Flour  Mills,  Inc.,  Yukon,  Okla.  Dobry's  Best  of 
the  West.     For  Flour.     46.398;  Oct.   1.        ^ 

Dobry  Flour  Mills,  Inc..  Yukon,  Okla.  Dobry^  Sweetheart 
of  the  West.     For  Flour.     46.399  ;  Oct.  1. 

Elk.  Jacob  L  .  doing  business  as  Elk  Importing  Co..  Cleve- 
land. Ohio.  Ohio  State.  For  American  Blended  Scotch 
Whiskey.      46.400:   Oct.    1. 

Elk.  Jacob  L..  doing  business  as  Elk  Importing  Co..  Cleve- 
Inad,  Ohio.  Elk's  Choice  of  Pennsylvania.  For  Straight 
Rye   Whiskey.     46.401  :    Oct.    1. 

Gardner  Wire  Co.,  Chicago,  III.  Firm-Flex.  For  Weather- 
strips.    46.402:   Oct.   1. 

Gosse,  F.  A..  Company,  Seattle.  Wash.  Pacific  King.  For 
Canned   Salmon.      46,403  ;   Oct.    1. 

Gum.  Inc.,  Philadelphia,  Pa.  Pip  Bubble  Gum.  For  Bubble 
Chewing  Gum.     46.404  ;  Oct.  1. 

Gum.  Inc..  Philadelphia,  Pa.  Bub  Bubble  Gum.  For  Chew- 
ing Gum.     46,405  ;  Oct.  1. 

Hanson,  .\rthur  N..  doing  business  as  California  Fruit  Salts 
Co..  Atlantic  Highland^".  N.  J.  California  Fruit  Salts. 
For  Fruit  Salts.     46,406;  Oct.  1. 


Hartz   Mountain   Products   Inc..    New   York,   N    Y       Hartz 

,,V'"."^\'"-     ^°'"  ^an"»«-y  Air  Cleane«l  Bird  Gravel  with 
Bird  CharcoaL     46,407  ;  Oct.   1. 
Hens  A  Kell^  Company,  BufTalo,  N.   Y.     Amsterdam  Fine 
Sheets.     For  Sheets.     46.408;  Oct    1 

""*ugir.*^t6,WJ9  ;•  Oc^t'T.'  ^^"''-     "'^'"'^  ^"  ^"*"-     ^°' 

Independent  Grocers  Alliance  Distributing  Company.  Chl- 
cago.   III.      IGA.      For  Condlm.-nt».      46.410-11      Oct     1 

Independent  Grocers  Alliance  Distributing  Comnanv  Chi- 
cago,  III.      IGA.      For  Splce.s.      48,412;   Oct     1         '' 

La  Fain  Sales  Co..  Buffalo,  N.  Y.  Cellowave.  For  Fluid 
Used  In  Setting  Waves  In  Women's  Hair.     46  413     Oct    1 

Upton.  Thomas  J.,  Inc.,  Hoboken.  N.  J.,  Chicago  III  and 
.?.?  ^ranc'sfo.  Calif.  Llpton  Black  A  Green  Mixed  Tea 
(Black  &  Green).      For  Tea.     46,414:   Oct    1 

^v'^'  o-  F'r  ^» ••  T?*'  ^i'V?/"'^'^  Williams  Raisin  Bread. 
For  Raisin  Bread.     46,415;  Oct.  1 

^Vfl".,^*''''^  Company,  Tampa,  Fla.  Marco.  For  Cigars. 
4o,4iD  :  Oct.  1. 

Mendenhall.  A.  W    Company,  Kansas  City.  Mo.     Red  Wing 
w^"!L^r"^      for  Bathroom  Tissue.      40.417 ;   Oct     1 
Monch    Theodore  A.,  doing  business  as  T    A.   Moncii    'st 

LouK    Mo.      Tropical    Bitters.      For   Bitters.      46  418- 

Oct.  1. 
Neva- Wet  Corporation  of  America.  Inc.,   New  York    N    Y 

46  419  M)ct'"'l  ^"''"    *    ^"'"''''    ^"''^       ^"^    Garments! 
Northwest  Evergreen  Companv.      (See  Allen    WOP) 
Orange-Crush  Bottling  Company.  Rock  Island,  in   "  77  Su- 

P.w"""  i^'^"''     J'"'!   ?    ^''""''    ''^    Grapefruit    and    Other 
CItrna  Flavors  Fruit  Add.  Crystal  Cane  Sugar  Syrup  and 
Sparkling    <'arbonate<l    Water.      46  420-    Oct     1. 
Polk      Miller      Products      Corporation.       RIchiiinnd.      V«. 
Sergeant  s.     For  a  Liniment  for  Dogs.     46  421  •  Oct    1 


Polk  Miller  Products  Corporation,  Richmond,  Va. 
Srg^nts       For    Sacoptlc    Mange    Medicine    for    Dogs. 

4 A  4 22  *   Oct     1 

Polk      Miller      Products      Corporation,      R|chmond.      Va 
Sergeant's.     For  a  Powder  f«^r  Killing  Fleas    Lice,  and 
Ticks  on  Dogs,  Cats.  Foxes,  and  Birds.     46,423  .  Oct    l. 

Rtcker    Hiram    A  Sons.  South  Poland  S"^  Po'*"*)  Spring 
ISouth  Poland.  Mc.     Poland  Mineral  Sorng  Water.     For 
Carbonate<l  Mineral  Spring  Water.     ^^6.4-;4     Oct    1. 

Rlcker.  Hiram  A  Sons,  South  Volfind  and  1  o'«"°^°P""«: 
South  Poland,  Me.     Poland  Mineral  Spring  \N  ater.     For 

8.  m"'"  CorporJfion' h^eiand.  Ohio.  Smaco  O^otene 
in  Oil.     For  a  Solution  of  Carotene  in  Cottonseed  Oil. 

R  *M*'a  'CoTDoVation.  Cleveland.  Ohio.  Smaco  Carotene 
With  Vitamin  D  Concentrate  In  OIL  For  a  Solution  of 
CarStene  in  Cottonseed  Oil  Plus  the  Vlfaraln  D  Concen- 
trate of  Cod  IJver  on  In  On.     46,427-8  ;  Oct.  1. 

S.  M  A  Co*;joration.  Cleveland.  Ohio.  Smaco  Carotene 
In  on.      P'or  a   Solution  of  Carotene   In  Cottonseed  OIL 

46.429;  Oct.   1.  „        ™^        .  r>-i.»       r<oi.rv 

Schilling.  A.,  A  Company.  San  Francisco.  CaUf.  Celery. 
For  Celery   Seed.     46,430  :  Oct.   1. 

Schilling.    A.    A    Company.    »«",  ^«"<^'«T«  a^?  •  net    t 

marv  Leaves.     For  Rosemary  I^nves      46.431  .  0«-  l- 
Schilling    A..   A   Company.    San    Francisco.   Calif.      Poppy. 

For  Poppy  Seed.     46.432  ;   Oct.   1.  t>,„uii„„ 

Schllling.T  A  Company    San  Francisco    Calif.     Pickling 

Whole  Spice.     For  Pickling  Spices      46.433  .  Oct    1. 
Scldlllng.  A..  A  Company.  San  Franelsco.  CaHf.     Oregano. 

For  Oregano  Leaves.     46.4.34;  Oct.  1. 
Schilling.    A..   A   Compan.v     San    I'/a"^'??^^^^"'"-      "^"P*" 

(^hinies.     For  Japan  Chilllw^.      46,435  ;  Oct.   1. 
Schilling,    A..    A    Company.    S«n    Francisco.    Calif.      Bay 

Leaves        For    Bay    Leaves.       46.436:    Oct.     i. 
Schnnne.A..  A  Company.  San  Franclsct).  CaUf.     Caraway. 

For  Caraway  Seed.     46.437  ;  Oct.   1.  r-  ..i.^^^ 

Schilling   A     A  Company.  San  Francisco.  Calif.    Coriander. 

For  Coriander  Seed.     46.438  :  Oct.  1.  nni  H*«l 

Schilling,  A  .  A  Companv.  Snn  Francisco.  Calif.     Dill  Seed. 

gchnUne    .\  !^  A  Company.   San   Francisco,   Calif.      Cloves. 

For  Cloves.      46.440:    Oct.   1       „  .  ^  ,,,        .„,.. 

ScMlllng.   A.,   A   Company,    San    Francisco,   Calif.      Anise. 

For  Anise  Seed.     46.441  :  Oct^.  ai,,^i„« 

Schilling    A     A  Companv.  San  Francisco,  Calif.      Allspice. 

Schinm^g.'t' A  CouimJ./'^k^^  Calif.     Paprika. 

Schimng^^A  .  A  Companv.  Ssn  Francisco,  Calif.     Cardamon. 
For  Cardamon.     46,444  ;  Oct.  1. 

Schilling.    A..   A    Company     »«"  „^a"''Vi*^?'  i^"     ' 
T'owder.     For  Chill  Powder.     46.445  :  Oct    1. 

Schining.  A.,  A  Company.  Snn  Francisco.  <  aUf.     Cinnamon. 
For  Cinnamon      46,446;  Oct.   1. 


Schilling,  A.,  A  Company,  San  ,^a°:El*<^0'  ^alif.  ChUi 
Teplnes.     Wr  Chili  Teplnes.      46,447  ;   Oct.  1. 

Schilling,  A.,  A  Company.  San  Francisco,  Calif.  Thyme. 
For  Thyme.     46,448 ;  Oct.  1.  ^  „,       „ 

Schnilng  A.,  A  Company,  San  Francisco,  CaUf.  tiage. 
For  Sage.     46,449  ;   (5ct.  1. 

Schilling,  A.,  A  Company,  San  Francisco.  CaUf.  Hun- 
garian   Paprika.       For    Hungarian     Paprika.       46,4&u , 

Schilling,  A..  A  Company.  San  Francisco,  Calif.     Marjoram. 

For  Marjoram.     46.451  .Oct.  1.  r^..„.„„* 

Schilling,  A.,  A  Company,  San  Francisco,  Calif.     Cayenne. 

For  Cayenne.     46,452 ;  Oct.  1-    ^     _,  _  ,,, 

SchUllng,   A.,    A   Company.    San    Francisco,   Calir. 

For  Mace.     46,453  ;  Oct.  1. 
Schilling     A..  A  Company.   San   Francisco,   Calif. 

For  Jamaica  Ginger.     46,454  ;  Oct.  1. 
Schining,  A..  A  Company.   San  Francisco.  Calif. 

For  Black  Pepper.     46,455;  Oct.  1. 
Schilling.  A.,  A  (Jompany,  San  Francisco,  CaUf 

For  Nutmeg.     46.456  ;  Oct    1. 
Schilling,   A..   A   Company,   San    Francisco.   Calir. 

Powder.     For  Curry  Powder.     46.457  ;  Oct.  1. 

Schilling,  A.,  A  Company.   San   Francisco,   Calif. 

For  (5umin.     46.458;  Oct.  1.    ^       .  _  ,,- 

Schilling.   A..  A   Company.  San  Francisco,  Calif. 

Powder.     For  Baking  Powder.     46,459  :  Oct.  1. 

Schilling,   A..  A  Company,  San   Francisco,  CaUf. 

Tea.     For  Tea.     46.460  ;  Oct.  1. 
Schining,   A.,   A   Company,    San   Francisco,   CaUf. 

Tea.      For  Tea.   46,461  ;   Oct.    1. 
Schilling,   A..  A   Company.   San   Francisco,   Calif. 

For  Ground  Coffee.     46,462  :  Oct^. 
Schilling,    A.,    A    Company,    San    Francisco,    CaUf. 

CoflPee.     For  Coffee.     46,463  :  Oct.   1.  «     „v 

Schining,  A..  A  Company.  San  Francisco.  Calif.      English 

Breakfast  Tea.      For  Tea      46^64  :  Oct.  1.  ^„„„^ 

Schilling.  A.,  A  Company.  San   Francisco.  Calif.     Orange 

Pekoe  and  Pekoe  Tea.     For  Tea.     46.465;   Oct.   1. 
Snider  Packing  Corporation.  Rochester.  N.  Y.     Food  News. 
For  Canned  Peas.     46.466:  Oct.  1.  ^^  ^   ,   .     x>^. 

Southern  Kitchens.  New  York.  N.  Y.     Cora  Virginia  s  Pot 

Likker.     For  Pot-Uquor.     46  467  ;  Oct    1. 
Speaker,  J.   W.,  Corporation.   Chicago,  HI.      Speaker  Hot- 
Patch   Vulcanizing  Fnlt.      For  Vulcaniring  Devices   for 
Tires  and  Tubes.     46.468  ;  Oct.  1. 
Ulmer  Phnrmacal  Company.  Minneapolis    Minn.     Cnlofaf- 
geslc       For  Mild   Counter-irritant   and   Analgesic   Oint- 
ment.     46.469:   Oct.   1. 
rimer    Pharmacal    Company.    Minneapolis.    Minn. 
Caine       For  Benzocaine   and   Benzoic    Compound 
thetlc   Cream.      46.470 ;    Oct     1. 
Ulmer    Pbarmacal    Company,    Minneapolis.    Minn. 

dine      For  Organic  lonine  Ointment.     46.471  :  Oct 
Worcester    Paper   Box    Mfg.    Co..    Worcester.    Mass 
luxe  Custom  Made.     For  Shoes.     46,472 ;  Oct.  1. 


Mace. 

Ginger, 

Pepper. 

Nutmeg. 
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Oolong 

Japan 

Coffee. 
Drip 


Ben- 
Anes- 

Cera- 
1. 
De- 


LIST  OF  REGISTRANTS  OF  PRINTS 


DTlllnsky.  Abraham.  Boston.  Mass.  C.  I-  Rf^ji  ^^P^Sjl 
Corrective  Shoes— Featured  Support— Natural  Comfort. 
For   Shoes.      15.405;    Oct.    1.  „     -„  \ 

Fern  Andra  Company.  The.      (See  Koenlg.  Henry.) 

Koenlg,  Henry,  doing  business  as  The  Fern  Andra  Com- 
pany Chicago,  in.  Fern  Andra.  Beauty  is  Its  f^^^P.^'^; 
cuse  for  Being.  For  Beauty  Preparations.  1...406 , 
Oct.  1. 

Malson  Blanche  Company,  New  Orleans.  TjS^  V^lf^V'. 
Plan       For    Department    Store    Merchandise.      15,407  . 

Oct.    1.  .        ,„u 

Meier.  Edwin  F..  New  Rochelle,  N.  Y  What-Are-They- 
Saylng  Contest.      For  Meat    Products.      16.408.   Oct.    1. 


Noble,  F.  H.,  A  Co..  Chicago,  HI.  The  Royal  Church  School 
Award  Pins.     For  Ornamental  Pins.     l^-^O^  ^  9^*  J-  ^ 

Nu-Deal    Paint   A  Varnish    Co..   Lrmg   Island    City,    NY 
Nu-Deal    Product.       For    Flat    White    Paint.       15,410; 

Schofi  Mfg.  Co..  Inc..  The.  Chicago  111.  New  De  Luxe 
Dr  SchoU's  Zino  Paf'a.  For  Pads  for  Stopping  Shoe 
Pressure.  Preventing  Sore  Toes  and  Blisters,  and  Re- 
moving Corns.     15.411  :  Oct.  1.  ,„     .         ™,  vi 

Sc"waha?her  Bros.  &  Co.  Inc  ^;«t«fi  .^"^x,  ^able 
Treats      For  Canned  Food  Products.     15.412,  Oct.  l. 

wJt'krnsSaU  Company.  Watkins  Glen  NY  Watklns 
Brand  Salt  Flows  Freely  as  Water.  For  Salt.  lo,413  . 
Oct.  1. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS   1 

Clay.  English  China  Clavs  Sal"  Corporation^  ^qI^*®®  ' 
Oct.  1  :  Serial  No.  365,S7fl  ;  published  July  »•  1935. 

Leather  F.  C.  Donovan.  Inc.  328.614-15  :  Oct.  1  ,  Se- 
rial Nos.  365.067-8:  published  July  23,  1935 

Skins  Fur.  Feshbach  A  Ackerman  Inc.  328  508 .  Oct. 
l;  Serial  No.  365,250  ;  published  July  23.  1935. 

CLASS  2 

Cans  Metal.  Continental  Can  Company  328.6.33-^: 
Oct.  1  "serial  Nos.  353.977-8  ;  published  July  23,  1935. 

rnses  for  merchandise.  Metal  and  glass  carrying.  J.  W. 
Harbhi^n       .328.477  :   Oct.   1  :    Serial    No.   365,517  ;    pub- 

Recepfa.lis'^fpufp^.-  Menasha  Products  Company^ 
.328  46'2:    Oct.    1;    Serial    No.    366.108:    published   July 

VauUs^Ssl.  Johnson  Sheet  Metal  Works  Inc  ^,l^J^^  ' 
Oct    1  ;  Serial  No.  355.889  ;  published  July  23.  1936. 


CLASS  3 
Handbags.     Fulton  Bag  &  Cotton  MiUs      328  521 ;  Oct.  1 ; 

Serial  No.  364,476:  published  July  23.  1935. 
Receptacle  for  attachment  to  a  golf  bag  o't^e  user  s  wear- 
ing apparel.     Link  Manufacturing  Conjpany      328.620, 
Oct.  1  ;  Serial  No.  365.140  ;  pubUshed  July  23.  1936. 

CLASS  4 
Abrasive     grains,      ArtlflclaL        Carborundum      Companv. 
328  503    Oct    i  ;  Serial  No.  365.326 ;  published  July  25, 

lishe'l  July  23.   1935. 


Cleaning  compounds.   Shoe.     J.  T.  Adkus-     328.474  ;  Oct. 

1  :    Serial   No.  .3R5.435  ;    published  July   23,   1935. 
Cleanlnif  fluid      Johnson  Oil  Refining  Company.     328.738; 

Oct.   1  ;   Serial   No.  349,834  :  publl.««hed  July  23,   1936. 
Cleaning    preparation    for    rugs    and    uphol.stery.       M.    L. 

Wltter<^rhein.      32'<.665 :    Oct.    1;    Serial    No.    364,844: 

published  .July  23,  19.36. 
Polish  and  .shoe  cleaners.   Shoe.      B.   Oittleman.      328.733  ; 

Oct.  1;  Serial  No    ?60,22.'>  :   published   Julv  23.  1935. 
Poli.Hhea.    Metal       Orona    Mfg.    Co.      105.865-6:    renewed 

.\iiC.    24,    1935. 
Soap.      N.    K.    Falrbank   &  Co.      12,857 ;    re-renewed    Dec. 

15,  1935. 
Soap   and   soap   powder    for    the   toilet.      John    Gosnell    & 

Company.     107,783  ;  renewe«l  Dec.  28,  1936. 

CL.\SS  6 

Cements.  Textile.  Fleieal  Co.  328.566 ;  Oct.  1  :  Serial 
No.   362,793;   pubU.shed  July   23,   1936. 

CLASS  6 

Alginate  product.  Kelco  Company.  328.720 ;  Oct.  1  ;  Se- 
rial No.  362.029  :  published  Apr.  23,  1935. 

Antiseptic,  germicide,  deodorant,  etc..  tah'ets.  Veralln, 
Inc.  328.695:  Oct.  1:  Serial  No.  363.246:  published 
July   16,  1935. 

Antiseptics  and  germicides.  E.  R.  Squibb  h  Sons. 
328.686;  Oct.  1  ;  Serial  No.  364,143;  published  July  16, 
1935. 

Chemical  preparation  for  bleaching  or  stripping  colors 
and  coloring  matter  from  textile  fibres,  etc.  Watson- 
Park  Company.  328.660;  Oct.  1;  Serial  No.  364.797; 
published  July  23.   1935. 

Chemical  preparation  for  use  In  destrovlng  or  nentrallz- 
ing  objecflonnble  odors  In  fabrics.  Watson-Park  Com- 
pany. 328.B«i  ;  Oct.  1;  Serial  No.  364.798:  published 
July  23.    193.5. 

Colloidal  Iron  ingredients.  Chemical  Industries  Corpora- 
tion. 328.729  :  Oct.  1  ;  Serial  No.  359,502  :  published 
July   16.   1935. 

Concentrates  of  mineral  waters.  Soap  I.«ke  Products  Cor- 
poration. 328.489:  Oct.  1;  Serial  No.  381,373:  pub 
llshed    Apr.    16,    19.35. 

Creams.  Cosmetic.  Vita-Ray  Corporation.  .328.654  :  Oct. 
1:   .Serial  No    364,647;   published   July   16.    19.35. 

Dietary  supplement.  Concentrated.  Unlte<1  Laboratories. 
Ltd.  328  513;  Oct.  1;  Serial  No.  365,174;  published 
Julv    23.    1935. 

Disinfectant  liquid.  C.  K.  Levy.  105.821  ;  renewed  Aug. 
17.  19.35. 

Emulsion  for  wat*>r  nrooflnu  and  stain-nrooflng  fabrics 
nn  Ceaa  Co.  32«  681  ;  Oct.  1  ;  Serial  No.  364,951  ;  pub- 
lished   July    16     1935. 

E.ssential  oil"  and  aromatic  chemicals  for  oerfum'ng  nnr- 
poses.  E  SeehB'-b.  328.741  ;  Oct.  1  :  Serial  No.  364.597  ; 
published  July  16.  1935. 

Gum  containing  medicaments  for  the  treatment  of  coughs. 
Chewlnor.      I*  Beckraan.      328  770;  Oct.   1. 

Ilalr  w>»vlng  lotions  and  oM.  Nationsl  Mineral  Comnanv 
3-^s  593  :  Oct.  1  :  Serial  No.  .365,158  ;  published  July  23, 
103.5. 

Hal-  waving  solution.  Nat<on»»1  Mln»«ral  Comnanv 
.•^2«629;  Oct.  1;  Serial  No.  356.3.59;  published  July  16. 
1935. 

Ha'r    wnvlne   solution.    Permanent         .7.     A     Oonrr'lechon 
32««  »^69  :  Oct.   1  :  Serial  No.  364.868  ;  published  July  23. 
1 9.3.'> 

Insecticides.  P.  De  Oonras.  .328  523  ;  Oct.  1  ;  Serial  No 
364.471:   published  Julv   16.   1935. 

Inopcticldes.  Hammond  Paint  &  Chemical  Co.  328.767; 
Oct.   1. 

Insecticides  and  disinfectants.  Socony-Vacnum  Oil  Com- 
pany. 328.539;  Oct.  1;  Serial  No.  363,950;  published 
.Tulv  23.  1935. 

Laxative  and  tonic  preparation.  J.  Tuliglowici:  328  604  • 
Oct.    1:   Serial   No    365  000:   published   Jnlv  23    1935 

Lotion.    After    shaving       L     J     JaTee       32«<  407  •    Oct     1- 

Serial   No.    365.378  :   published    July  2.3.    1935. 
Medicinal  and  pharmacputical  preparations.    General  Phar- 
macal  fomnnny       32S  705  ;  Oct.   1;   Serial   No    364  285- 
pnhll.shed    Jnlv    16,    1035. 

Medicine.     M    Fls-b      ^''«,.538  ;  Oct.  1  :  Serial  No.  363,319: 

nublished  Jnlv  23,   1935. 
Ol'  for  use  in  the  treatment  of  constipation    White  mineral 
Sfandsrd  Oil  Company  of  New  York.     106.517:  renewed 
Oct     19.    1035. 
Perfumes      California  Perfume  Pnmpanv      3^8  60«-S  ;  Oct 

1  :  S«>rinl  Nos   36.=;  023-5  :  puMished  Julv  23    1935 
pprman""t    wave    solution        National    Mineral    Company 
;^«"i»2:   Oct.    1  :  Serial  No    .365.152;  published  Julv  23. 

Poiiltrv  and   stork   wormer  and   tonic  and  a   sto-'k  spray 

Ameriran    Rpanfv    Five.       32S.«28  •    Oct     1"    Serial    No" 

356  654  :    published   July   16.    1935 
Powder,    hat^    salts,    t^ath    ol]     etc..    Dusting  and    taVum 

HpnernJ  Tosmetlcs  Cornoritlon.     *??«  658  •  Oct    1-  Serial 

No    304  71  a  :   ni)Hlt«v^o,i  .T„iv  23    1935 
Powdpr      FacinI     lionld         .Sensation     Cosmetic     Co      Inc 

^11^^  ■  ^^^^-  1  :  ^'^'•laJ  ^o    365.709  :  published   July  23! 

^°^'1''^,,"'^«  !"C^- «'■''""'*      ''♦'^-     ^»C?        H.     D      Koenlg. 
19.3.5       ■  '  ^"    360.594  ;  published  July  23, 


I 


Preparation   for  colds.      D.  Weeks  ft  Company.     328,709  ; 

Oct.  1  :  Serial  No.  364.364  :  published  July  2.^,  19.36. 
Preparations    for   obealtv.      Yu    Kan    Company.      328.612; 

Oct.   1:   Serial   No.   365.185:   published  July  23.   19.35. 
Preparations  for  use  In   the  care  and   treatment    of  dogs. 

Barker  Products.     328.499  ;  Oct.  1  ;  Serial  No.  366.367  ; 

published  July  23.  1935. 
Products  of  secondary  amyl   allvl   barbituric   acid   and   the 

sodium  salts  there-if      Ell  Llllv  and  Company.     328.662: 

f^t.  1  :  Sertal  No    .364,805  :  published  July  23.  1935. 
^\\T   '"'■   «"<^««'nia.    Medicinal.      Wm.    S.    Merrell    Company. 

328  583  ;  Oct.  1  ;  Serial  No.  365.671  :  published  July  23, 

1935. 
Salves  for  piles.     C.  D.  Yelvtngton.     328  .551  :  Oct.  1  ;  Serial 

No.   362,282  :  published  July  23.   1035. 
Self-luminous  materials  and  containers  therefor.      Radium 

Luminous    Torporafion.       328.803;    Oct.     1;    Serial    No 

366.002:   published   July   23.    1936. 
Shampoo    preparations    and     hair    tonic.       A      Rallstreri 

328.605  ;  Oct.   1  ;  Serial  No.  366,019  ;  publlghed  July  23, 

1936. 
Solids  or  solutions  for  general  use   In    the  Industrial  arts 

for  sizing,  stiffening,  ^tc.  surfaces  and  porous  materials. 

Carbide  and   Carbon   Chemicals  Corporation       .328  667- 

Oct.   1:   Serial  Na    364.8.53:   published  Julv   16.   19.35 
Solution    for   cleaning   offset    lithographing    Inking   rollers. 

Sanlln  Offset  Press  Mfg    Corp.     328  ,505  ;  Oct    1  -  Serial 

No.  365.270:  published  Julv  23.  1935. 
Solution  for  cleanlns;  ofTset  lithographing  rubber  blankets 

Sanlln  Offset  Press  Mfs    Corp       32«  506 :  Oct.   1  ;  Serial 

No.  365.268  :  published  July  23    1935 
Solution   for  preserving  offset  llthojrraphlng  metal   sheets 

Sanlln  Offset  Press  Mfg.   Corp.     32*<  .'04  •  Oct    1  •  Serial 

No    .365.271  :    published   July  23.   19.3.5. 
Solutions,      Intravenous      and      subcutaneous  Hospital 

Liquids    Inc.     32S.691  ;  Oct.  1  ;  Serial  No.  364.061  ;  pub- 
lished July  16.   10.35. 
Starch.     Corn  Pro<hicts  Refining  Company      328  657-  Oct 

1;   Serial   No.  364,717:   published  July  16.   1935 
Therapeutic  mud  packs.     H.   J.   Aalders      .328  682;  Oct.  1: 

Serial  No.  364.083:  published  Julv  16.  1936 
Tonics,  blood  builders,   etc..  General  system.      Rare  Chem- 

r"J"-.  l"<;      328.483;   Oct.    1:    Serial   No.    361.578;    pub- 

llshed  July  23.  1035. 
Waterproofing    process.      Progressive    Silk    Finishing    Co 

328  488:  Oct.  1  ;  Serial  No.  361.297:  published  July  16; 

1935. 
Zinc   sulfide.      American    Zinc    Sales    Company.      328  606- 

Oct.  1;  Serial  No.  364.849;  published  July  23.   1935 

CLASS  IS 

Door  hingei  and  enamel  ware.     Herr  A  Company.     108  601  • 

renewed    Feb.    15.    19.36. 
^'"JAU"- A"*^    traps.    Floor        Crampton  Farley    Brass    Co. 

108.548:  renewed  Feb.  15.  19.36. 
Stalls,  curb  damns,  stanchions,  etc..  Metal.     StarHne  Inc 

328  724:  Oct.  1:  Sertal  No.  .361,697;  published  July  23! 

1930. 

CLu\8S   14 

Alloy   steals.    In   ingots,  castings,  and   forgin?s.   Abnormal 

M  k":,  TV"  oi*-^;?""  •  ^"^    '  '  ''*«'''ial   No.  .366.782:  put. 

llshed   July  23.   19.35 
Alloys.     Drake.  McOee  k  Ha  listed.   Inc      328  554  ;  Oct     1  - 

Serial  No.   362.897:  pub]lshe<l  July  16.  19.35 
Embossing  gold  In  sheet  and  roll  form.     M.  Swift  ft  Sons 

Incorporated.     328.774;  Oct.  1. 
Metal.  Babbitt      Syracuse  Smelting  Works.      108.579;   re- 
newed Feb.  15.  1036. 
Solder.    I>«ad    alloy.       Advance    Engineering    Corporation 

•}28J10:  Oct.  1  :  Serial  No.  364.368:  published  July  23. 

1935. 
Types  for  the  following  devices  and  apparatuses  :  prlntin" 

devices,  printing  machines,  polygraphs,  etc..  Metal      Trls- 

Type  G.  m.  h.   H.     .32^  .544  :  Oct.  1  ;  Serial  No.  .364.138; 

pobllshed  July  23,  1936. 

CLASS   15 

Candles.  Will  ft  Banmer  Candle  Co.  328.472;  Oct  1- 
Serial  No.  .365.420:  published  Julv  16.  19.35. 

Candles.  Will  ft  Baumer  Candle  Co.  328  473;  Oct  1; 
Serial   No.    865.422:   published  Julv    16.   1935 

Candles.  Will  ft  Baumer  Candle  Co.  328  498  :  Oct  1  : 
Serial   No.   365.410  :   published   Julv   16.   1935 

Ceresln.  Ernst  Schl'emann's  ExportCeresin  Fabrlk. 
•  xesellschaft  mit  besrhrftnkter  Haftung.  104  157  8  •  re- 
newed May  4.  1935.  .      '       . 

Gasolene  Overland  Petroleum  Corporation.  328  496: 
Oct.    1  :    Serial  No.   365..391  ;  published  Julv   16    193.'). 

Oil.  Lubricating.  Marvel  Oil  Co.  328.630  ;  Oct.  1  ;  Serial 
No.  356.075  :  published  May  28.  1935 

Oil.  Lubricating.  Standard  Oil  Company  of  New  York 
107.106:  renewed  Nov.  9,   1935. 

Oils  and  greases.  Lubricating.  Sinclair  Refining  Company. 
328^500:  Oct.  1  :  Sertal  No.  .365,.359  :  published  July  16. 
1936. 

Oils  and  rust-preventiyes,  Lobrlcatlng.  M.  H.  Dodge 
108,422-3:    renewed    Feb.    8.    1936. 

Oils     Lubricating.      Standard    Oil   Company   of  Call'ornla 

^1^1^^^    ^^^-    ^  •    ^'"'"''•l    N"-    365,746 :  ■  publlsheo    Ju.y 
In.    1935. 

Petroleum,  kerosene,  gasolene,  etc.  Riverside  Oil  Company. 
108,754  ;  renewed  Feb.  22.  1936. 
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Packard    Paint    ft 


Symington   Com- 


CLA8S  16 

Paints,    stains,    and    paint    enamels. 
Varnish  Co.     328,766;   Oct.   1. 

CLASS  19 

Springs   for   railway   trucks.   Nests   of. 

pnny.      .328.775;    Oct.    1.  ,.,*./-  ^ 

Trucks.  Motor  driven.  Yale  ft  Townc  Manufacturing  Com- 
pany.     328.768;   Oct.    1. 

CLASS  21 

Amplifiers  for  public  address  systpms  .^h'^'K"  „^"«*/*! 
Instrument  Co.  .328.690;  Oct.  1;  Serial  No.  364.046. 
published   July   23,    1936.  „.,»,,,      it.« 

Anodes  and  cages  for  said  ball  anodes.  Metal  ball.  Han- 
son-Van Winkle  Munnlng  Company.  ^28.639  .  Oct.  1  , 
Serial  No.  .365.940  :  published  July  23.   1935. 

Batteries.  Electric  storage.  Hollander  s  .4 uto  Stores. 
.328.649  ;  Oct.  1 ;  Serial  No.  365,804  ;  published  July  23, 

Batteries.   Electric  storage.      J.   Prior.      328,718;   Oct.   1; 

Serial  No.  302.126:  published  Julv  23,  19.i5       _^_  .„  . 
Batteries.  Storage.     Price  Batterv  Corporation      -^-^  «38  , 

Oct    1  •  Serial  No.  365.957;  published  July  23    1935. 

Electiie  light  bu">"  „j'"»>r8-  »?b^  "^'If^f  °/v^*°^fl"i' ilo*^: 
G    Montmartln.     328.491  ;   Oct.   1  ;  Serial  No.  361,432  , 

published  July  23.  1935.    .         ,        ,     ,  „      -m^ 

Preparation  and  compound  f"r  f^*'^/ rlC,*!  P"':PO*"'i'«_  J;'^: 
ney  ft  Smith  Cc.  S28.645  ;  Oct.  1  :  Serial  No.  365,872  , 
published  July  23,  1935.     ^  ^^  ,   ,  ._     ,^ 

Radio  receiving  sets,  kits  for  radio  receiving  Bfts.^  ac- 
cessories and  parts.  RC  \  Victor  Company  328.44, 
Oct    1  ;  Serial  No.  358.497  ;  published  Jan.  8,  1935. 


CLASS  22 

Amusement      apparatus.         Exhibit       Supply      <^on\Pajp-^- 
328.T45^51  :   Oct.    1  ;    Serial   Nos.   :^66.2T'3-6  ;    published 
July  23    1935 
Amusement  ai>paratus.     C.enco,  Inc.  „  328  752  ;  Oct.  1  :  Se- 
rial No.  .366.277  ;  published  July  23,  1935. 
Amusement    apparatus.      Rock-Ola    Manufacturing    Corpo- 
ratl.in.     328.753-^5:  Oct.  1;  Serial  Nos.  366.294-6;  pub- 
Amusement  ''apparatus.      Rock-Ola    Manufacturing    <;'prpo- 
ratlon      328  750;  Oct.  1  ;  Serial  No.  306.298;  published 

AmuMment ^device.      Kxhibit   Sapply   Company      ^d%K^ ' 
Oft    1  :  Serial  No.  .365.614:  published  July  23,  1936. 

Dolls    Cut    out.      B.    Campbell.      328  «02  =    Oct.    1;    Serial 
No    366.401:   published   July   23.    lO-^S-  ^^     ^*    ,     o 

Game.  Card.     Pa'rker  brothers    Ino      328.516 ;  Oct.  1;  Se- 
rial No.  .365.740  ;  published  July  2.3.  19.3.5 

Golf    balls.       Stowe- Woodward.     Incorporated.       328.731  , 
Oct.  1  ;  Serial  No.  889.868  ;  published  July  23,  1935. 

CLASS  23 

Beaters.    Egg.      Turner    ft    Seymour    Manufacturing    Co. 

108.118:  renewed  Jan.  18.  1036.  ,.  ,  .  ,  -,^ 
Beaters.    Egg.       Turner    ft     Seynmur    Manufacturing    lo. 

108.318:  renewed  Jan.  26.  1036.  ,,  ^  ,^  ,  ,  _  ,, 
Diving   apparatus.      Degea    Aktlengesellschaft    (Auergepell 

Bchaft)        328.632  ;    Oct.    1  :    Serial    No.    366.664 ;    pub 

llshed  July  23.  19:^5.  ,  .  „  ^  „  oocj  njn  •  Oct 
Ice  cut)e  cutting  device      J.   A    Mn/toc.aio       328  540,  Oct. 

1  :  Serial  No.  363.935  ;  published  Jul.v  23    1035 
Machine  tools  and  '""♦ters  therefor     Bullard  Co     fnoV^^'^ ' 

Oct.  1  ;  Serial  No.  363,450  ;  published  July  23    1935 
Machines  for  vending  plain  or  «erated  water.  Slot.     Centa- 

drink   Kilters  Co.   Inc.     107.902:   renewed  Ja"-  4.   1036. 
Quills    spools,    and   bobbins.      Freeland    Spo^^l   and    Bobbin 

Corp.     328,537  ;   Oct.    1  :  Serial   No.  .363.320  ;   published 

Ral."!-^  blades,   'safety.      Cooper   *    f?«n%-    In''^-    ^1%^^' 
Oct.  1  ;  Serial  No.  :5G5,060 ;  published  July  23,  1935. 

CLASS  24 

washing  machines.  Barlow  ft  Seellg  Mfg.  Co  328  536; 
Oct.  l;  Serial  No.  363.379;  published  July  J3.  1935. 

CI^SS  25 

'^i  m's"'  oir'i  r^Jr,..  '?.r'»'ift!«  :'-"pu'imS3"^Sf, 

='■  ■'»''•  CLASS  26 

Devices  for  controlling  and  simultaneously  recording  dry 
bulb  temperatures  and  wet  bulb  temperatures,  etc  John- 
son Serflce  Company.  .328.721  :  Oct.  1  :  Serial  No. 
361.967  ;   published   July   23,   1935.       .     ,       .     .    „,„„v,^ 

Lenses,  field-glasses,  prlsms,  etc..  Optical  photographic 
J  K  Schneider.  328  527;  Oct.  1:  Serial  No.  ^63.784. 
published   July    23,    1935.  ^     .     .       ^  4..^„ 

Spectacle      temples.         UnlyerFal      Optical      Corporation. 

^28  647  ;  Oct    1  ;  Sertal  No.  365.861f :  published  July  23, 

Thermostats  Clock  operated.  Penn  Electric  Switch  Co. 
328.586;  C.-t.  1:  Serial  No.  .352.836;  published  .\ug,  14, 

^^^'*-  CLASS  28 

Compacts,  vanities.  Cohn  A  Rosenberger.  Inc.  328,711 : 
Oct.  1  :  Serial  No.  364.378:  published  July  -i^-  l^P  - 

Refrigerators.  G.  E.  Van  Nauker.  ^328.671  ;  Oct.  1  ;  Se- 
rial No.  365,675  ;  published  July  23,  1936. 


CLASS  32 

Brackets     for    Venetian     blinds.       Columbia     Mills.     Inc. 

328  6.37:    Oct     l;    Sertal    No.    365.971;    published    July 

03  'i936 
Fu'rn'lture.     Mllano  Furniture  Co    Inc      328  642  ;  Oct.  1  : 

Serial  No.  364.999  ;  published  July  23,  1935.  ^    „  ^      , 
Mattresses.      Robert!    Bros.       108.348:    renewed    Feb.    1. 

Seat  pads  and  covers.  American  Cover  Corporation.. 
328.734 ;  Oct.  1  ;  Serial  No.  360,340  ;  published  July  23, 

Whfdow  shades.  Chas.  W.  Breneman  Co  328.599--6(K) : 
Oct.  1  ;  Serial  Nos.  352,344-5  ;  published  July  23.  1935. 

CLASS  34 

Reflectors,  Metal.     Curtis  Lighting,  Inc.     328,476 ;  Oct.  1  ; 

Serial  No.  365,444  ;  published  JuW  23,  1935. 
Stoves  and   ranges.   Gas.      Moore   Corporation,      sza.tld. 

Torches  or  blowpipes,  acetylene  generators,  etc.  Air  Re- 
duction Sales  Company.  328.520 ;  Oct.  1  ;  Serial  No. 
364.602;  published  July  23,   1935.  ,^00^, 

Valves.  Diaphragm.  National  Regulator  Co.  108,rf41 ,  re- 
newed  Feb.   1,   1936. 

CLASS  36 

Belting.  Republic  Rubber  Company.  107,984;  renewed 
Jan.  4,  1936. 

CLASS  36 

Harmonicas,  harmonica  bodies,  reeds,  casings,  etc.,  Mouth. 

Harmonica      Distribution      Corporation      of      America. 

328  587-90 ;  Oct.  1 ;  Serial  Nos.  352,488-91  ;  published 

July  23,  1935.  .  *      w     *i. 

Harmonicas,  harmonica  bodies,  reeds,  casings,  etc.,  Mouth. 

Harmonica      Distribution      Corporation      of      America. 

328.591  ;  Oct.  1 ;  Sertal  No.  352,486  ;  published  July  23. 

Harmonicas,  harmonica  bodies,  reeds,  casings,  etc.,  Mouth. 
Harmonica  Distribution  Corporation  of  America. 
328  601;  Oct.  1;  Serial  No.  352,485;  published  July  23, 

Musical  instruments.  Schert  ft  Roth  Inc  328.725 ;  Oct. 
1  ;  Serial  No.  362,093  ;  published  July  2i,  1935. 

Phonographs.  Rudolph  Wurlitzer  ManufaCturtng  Com- 
pany.    028.646 ;  Oct.  1  ;   Sertal  No.  365.864 ;  published 

Strings  for  stringed  musical  Instruments.  Steel.  GroM- 
man  Music  Co.  328.743  ;  Oct.  1  ;  Sertal  No.  358,208  ; 
published  July   23,   1935. 

CLASS  37 

Pens  and  mechanical  pencils,  Fountain.  Autopolnt  Com- 
pany.    328,771  ;  Oct.  1. 


CLASS  38 

Newspaper  column   or   section.     Hearst  Enterprtses,   Inc. 

328,764;    Oct.    1.  ^  t      d  ^^At^r^ 

Portraits    and     commercial     photographs.      J.    Brandton. 

328,763;    Oct.    1.  ,„^   ^  u,     r.        qoo  779  • 

Prints.  Photographic.    Barber  Photographic  Co.    3-J8,77^ , 

^'^^'  ^'  CL.\SS  39 

Vnklets.     Evertastik.   Inc.     328,485;   Oct.    1;    Serial   No. 

360,767  :    published    Apr.   9.    1935. 
Apparel.  Women  s  wearing.     M.  Brod.      •i-»iO"l  •  ^^r    1  , 

Serial  No.  365.346  :  published  July  16,  1935. 

^^J!r8.5.^8"?0^-f  "•;  S*e?lil  ^rf6li,739rpuhlLe?%y  S 

Boi^fand    shoes.      Ault-WiUlamson    Shoe   Co.      106.393; 

Hrn?strres  Vofse^t^'  Jfrdles,  etc.     Sho-Form  Brassiere.  Inc. 
32^4;  Oct.  iVseriaT^^^^  published  July  2, 

ChemTses.  panties,  brassieres  and  slips.    Tliomas  &  Marcus 
Inc.     328,692  ;   Oct.   1  ;   Serial  No.   364,076 ,   publlsnea 

Phemfses  '  princess     slips,     bloomers,     etc..     Ladies'.       I. 
^  Ichnel^rson  Tlons.  Inc.     328  546;  Oct.   1;   Serial  No. 

364,198  ;  published  July  9.  1935. 
Clothing.    Para::on  Iniform  Corporation.    328.698  .  Oct.  1  . 

Serial  No.  363,137  :  published  July  9.  1&35.  ,  ,  ^'^ 

Clothing    Men's.     S.  Gerson.     328.5^2  ;  Oct.  1  ;  Serial  No. 

362,915:  published  July  16.  1985. 
Clothing.  Mens.     S.  Gerson.     328  569;  Oct.  1.  Sertal  No. 

362.677:  published  July  16.  1935.  oor  as^  • 

Clothing.   Mens   and    boys'       I.    Jablow   ft   Co.      328.683. 

Oct.  1;  Sertal  No.  364.100;  published  July  9.  1935. 
Coats  and  neckpieces,  fur  c^ps.  hats  and  muffs   F\ir.\Nag- 

ner   Feller  ft  Co.     328.689  ;  Oct.  1 ;  Sertal  No.  364,0<J3  , 

published  July  23,  1935.  ,        ^  ^>  >,.„    »..«« 

Coats     fur    wraps,    fur    collars,    etc..    Fur.      Cohen    Bros. 

Tu;  Mfgr's  Corp.     328.704  ;  Oct.  1  ;  Sertal  No.  364,271  ; 

published  July  16.  1935. 
Coats,  Men's.     Stvle  Art  Clothes    Inc      328  688,  Oct.   1. 

Sertal  No.  363,959  ;  published  July  16.  1935. 
Coats,  Women's  and  children's      Brows  *  Ja^obson.   Inc. 

328.558;  Oct.  1:  Serial  No.  362,724;  published  July  16. 

1935. 
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Collars  and   negligee   shlrtB.      Phillips  Jones   Corporation. 
328.714-5 :    Oct.    1  ;    Serial    Nos.    364.441-2 ;    published 
Jnly  9.  1935. 
Footwear.      lansburirh    A    Bro.      328.5S3 ;    Oct.    1:    Serial 

No.  363, 560:   published  July  16.   1985. 
Frocks  and   dresses.      Joseph    S.    Cohen    &   Sons   Co.    Inc 
328.482 ;    Oct.    1  ;    S«-rial    No.    361,505 ;    pubUshed    Mar. 

28.  1935. 
Hats  and  cloth   caps.   Men's.      Dalton    Hat  Co.      328.678; 
•     Oct.   1  :  Serial  No.  364,916:  published  July  23,  1935. 
Hats  for  men.  Felt.     Hat  Corporation  of  America.     328.730  : 

Oct.  1  :  Serial  .No.  :i5Q.r>H:i  ;  published  July  2.  1935. 
Hats,    Ladies'.      Duuhruoke    Hat    Corporation.      328  517; 

Oct.   1;   Serial   No.   364.. '.40  :    publl.shed  July  2.3,   1935 
Hats,  Women's.     Central  Hat  Co.   Inc.     32«.490 ;  Oct.   1; 

Serial   No.  361.382  ;  published  July  9.   1935. 
Hats.  Women's  sport.     Saks  &  Company.     .S2S.656  ;  Oct.  1  ; 

Serial  No.  364,«S7  ;  published  July  16,  ig.^.'.. 
Hosiery.      Interwoven    Stooklntr  Company.      3'J8  519  ;   Oct 

1  :  Serial  No.  364.512;  published  July  16.  19.35. 
Hosiery.     Interwoven  Stocking  Company.     328,652  ;  Oct   1  ; 

Serial  No.  364.829  ;  published  Jnlv  9.  19.35. 
Hosiery.     Interwoven  Stocking  Company.     328.670-1  :  Oct 

1  ;    Serial    Nos.   364.872-3  :   published   July  9.    19.35 
Hosiery.     A.  J.  Leff.     328,619  :  Oct.  1  ;  Serial  No.  366.139  ; 

publLshed  July  9.  19.35. 
Hosiery.     Wayne  Knitting  Mills.     .32S. . 545  ;  Oct.  1  :  Serial 

No.  364,108:  published  July  16.   1935. 
Hosiery.    Infants'.      S.    S.    Kres?e  Company.      108,056:   re- 
newed Jan.  11,  1936. 
Hosiery,  Men's.     Lvnchbure  Hosiery  Mills.  Inc.     328,821  ; 

Oct.    1:    Serial    No.    365.142:    published    July    16.    19,35 
Neckties..     Manhattan   Shirt  Company.     32R  .541  ;  Oct    1- 

Serial    No.    363.934  ;    published    July    9.    19.35. 
Outer     wear.     Men's.       O'Bryan     Brothers,     Incorporated 

328.478 :    Oct.    1  ;    Serial    No.    365.527  ;    published    July 

16.    19.35.  ' 

Pants  and  blhs.  Baby.     Rand  Rubber  Company.     328  557; 

Oct.  1  :  Serial  No.  .362.754  :  published  July  16.  19.35 
Shirts,  collars,  and  cuffs.     A.  H.  Ide  &  Co.     32R  706  ;  Oct   1  • 

Serial  No.  364,339  :  published  July  16,  1935 
Shirts.  Negligee.     Manhattan  Shirt   Co.     32«.624  ;  Oct    1  ; 

Serial   No    344.791  :   published  July    16.   1935 
Shirts,  pants,   ovor-alls.  etc..  Work.     Quality  Shirt  Manu- 

faoturlne  CoTipany.    32.si  623  ;  Oct.  1  ;  Serial  No.  .347,456  ; 

published    July    23,    193.5. 
Shoes.     Feltman  A-  t'urme  Shoe  Stores  Company      .328  748  • 

Oct.  1  :  Serial  No.  364,621  :  published  July  9.   1935' 
Shoes.     General  Shoe  Corporation.     32«<,712  ;  Oct    1  ;  Serial 

No.   .364.419:   published  July   2.   19.35. 
Shoes.       Johnson-Stephens     A      Shlnkle     Shoe     Company 

32S.672  ;  Oct.  1  :  Serial  No.  .364,874  ;  published  July  IQ. 

1935. 

Shoes.      Sebo    Shoe    Co.      328,675 :    Oct.    1  ;    Serial    No 
364,888;    published    July    16.    1935. 

Shoes.      Senack    Shoe   Company.      328.659 ;    Oct.    1  ;    Serial 
No.  364,740;  published  July  16,  1935. 

Shoes.     J.  ft  J.  Slater.   Inc.     328.495  ;  Oct.   1  ;  Serial  No 
365,394  ;   published  July   23.   1935. 

Shoes.  Women's.     Selby  Shoe  Comoany.     328  676 :  Oct    l' 
Serial  No.    384.889:    published   July   16.    1935 
„li";.-?°-^^'    ^"''    Men's.       Boston    Knittinir    Mills.    Inc 
^2«;fll2  ;  Oct.  1  ;  Serial  No.  365.058  ;  published  July  16. 

Slips.      Brown    Company.      328.701  ;    Oct.    1  ;    Serial    No 

.364.224  :  published  July  9.  19.35. 
Soles  for  boots  and  shoes.     Camnbell  Shoe  Manufacturing 

Company       328^432  :    Oct.    1  :    Serial    No.    363.694  ;    pub 

lishe<l    Jtilv    2.    1935.  '^ 

Sto' kintrs.  so.-ks.  knlrkers,  etc.     Wolsev  Limited      328  484  • 

Oct.    1:    .Serial    No.    360.6.57:    published   July    2     19.35      ' 
Suits     and     beachwenr.     Bathine        B.     V      D      Company 

•^28  687;   Oct.   1;    Serial  No.  364,170;  published  July  2. 

XTtoo, 

Suits  and  overcoats.     Chas  Clanzrock  &  Co.     328  617  •  Oct 

1  :  Serial  No.  365.077  :  published  Julv  9,   19.35 
Suits  and  raincoats  of  silk    Men's      Pinohley  Inc      3''8  722  • 

Oct.  1  :  Serial  No.  361.9.')5  :  published  Julv  16    19.35* 
Suits  and  trousers.     Flntex  Corporation.     328  625-  Oct    1  • 

Serial    No    .'?44,.'i28  :   published   July  9.    1935  "      * 

Suits.    Bathing.       B.    V.    D.    Company.      328  R«3  •    Oct     1  • 

Serial   No.   364.809;   published  July   16,    19.35  " 

Suits,  overcoats,  topcoats,  etc.     C.  Zatrelr      328  7,37-  Oct   1  • 

Serial   No.   .361.6."6:   published   July   9,   1935 
Sweaters  and  Jackets,  and  sn-called  clown  suit  ensembles 

etc.      J,    Cnvle       32*!, 480:    Oct.    1;    Serial    No     .357  54'' ' 

ptiblished  Feb    19    1935.  -*o<.oi>, 

Tnderwear.     Atlas  T'nderwear  romoanv      328  fiftfi  •  Oct    1- 

Serial  No.   363.310:   published  July  16     19.35         ' 
^'"^^-^o^o^  ^""^  half  hose.  Knit      Wlnsted  Hosiery  Company. 

108.626:  renewed  Feb.   15.    ]ft.-?6  umta.ijr. 

rnderwear,  hosiery    ^shoes  and  L-loves,  Ladles'      Dey  Brotb- 

h"k  t  "w        o^^  r^oV    ^^^     ^  :    '^"■■'^J   ^o-   319.017  ;    pub- 
lished May  22,   19.34. 

CLASS   42 

Bl.inkets.        J     C.    Pennev    Pompnav.        328.680;    Oct     1* 

Serial   No     364  930:   published    Julv   23,    10.^5 
Carpets   ami    wool    ruirs     Wool.      Alexander   Smith    A   Sons 

"rJM  ^."'?P,""X,     328  664  ;  Oct.  1  ;  Serial  No.  364.839  ; 
puMlsh»^d  Julv  23,   1935. 
Con:forts,   blankets,  bedspreads,  etc.     J.  G.  Comfort  Com- 
Uly   '>:i     Vr[? '   ^*    ^'    ^"'*'   ^'*-   •'^^'^•<^26:    published 


Cotton  piece  goods.     William  L.  Barrel  Company      328,699  ; 

Oct.  1  ;  Serial  No.  36.3,314;   published  July   16.   1935 
^-otton   piece   goods.      Campbell    Company.      328  747-    Oct 

1;  Serial  No.  .•164,616:  p>i!)lished  July '9,  1935 
totton   piece   (roods,   pillow   cases,   and    sheets.      Wamsutta 

?une-  25    r9??5^  :   Oct.   1  ;   Serial   No    363.077  ;   published 
Cotton,  silk,  and  rayon  fabrics  In  the  piece.     Crown  Fabrlm 

Mffi"j'J,';"  2  'ii"4"  '■  '"''■ '  ■  ^"*'  ■'"■°-  "''■''°'  ■■  -"" 

o''!^*,  ^.^    Erianger.   Blumgart  k  Co.     328.543;  Oct    1' 
Serial  No.  364.953:  published   July  16.  1935^ 
Fabrics    m    the    piece.    I'lle.    silk,    and    woolen.      Cheney 

"rS"/une'??:''r9i5^^-    '■    '^"''^^   ^'^   ^^'^^^  =  ""^ 
Cotton   piece   goods.      W.    E    McKay   k  Co.      328  502  -   Oct 

1:  Serial  No.  366.342;   published  July   16    1935      ' 
Lace  piece  goods.     Ooldenbro  Fabrics.   Inc    *  328  716  •  Oct 
1;  Serial   No.  .363.047;  published  July  23,  1935 
27  ^-i'-^s/KT^'^  StV^^n"""'"  MoygaiOiel  Linens.   Llmlf- 
July   2.3     1935.  ^*-    ^  '    ^"'"^    ^**'    ^^'^*- '    Published 

^'*?i°.*"'  i^fi'i.po  »n^    r«7°°o<^'"'*>'"»-      "■^'lo   *   Solomon 

Ju^y  9    ig-ls    •    ^-    ^*    ^'■**'    ^"^     362.420;    published 

.Mattress    protectors    and    mattress    covers.      J     C     Pennev 

Piece  goods.  Celanese  Corporation  of  America.  .328  677- 
Oct.   1  :    Serial   No.   364.915:  published   July  9.    1935       ' 

IMece  goods  Excello  Fabrics,  Inc.  328.616;  Oct  1  •  Se- 
rial No.  .365,072:  published  Julv  23    19.35 

llece  goods.  L.  J.  Margulles.  "328.486;  Oct  1-  Serial 
No.    360,970:    publishedf  July    23.    19.35 

Piece  goods  and  draperies  macJe  therefrom.     Titus  Blatter 

U^^'i'K  if  JsT^' =  ''''•  '''^'''''  -"^'^  ^«--«»«=  P"^ 

^^7o%  /i*.?^"^/  ""^  ^"'',^(''1.  "yo"-  Atlas  Mills.  Inc. 
16    1935  '  ■'    ^"^     'i65.592  ;    publl.shed    July 

Silk  fabrics  In  the  piece.  Colcombet  Francois  &  Cle  So- 
^'^Ku  K  "T"/?''  oo3'8.524  ;  Oct.  1:  Serial  No.  364.469; 
published  July   23.    1935  »^r^,••^t^  , 

Silk  P'T"*;. goods.     Atlas  Mills.   Inc.     328..5O9-10  ;   Oct.  1: 

Serial   Nos.  365,240-1  ;   published  July  23.   19.35 
Silk  piece  »roods     Goldstein  Wllklns  Corporation     328  739- 
r^  ^S.\    1:  Serial  No.  350.419;  published  July   16.  19,35        ' 
Textile  fabrics.     D.  H.  Grant  &  Co.  Inc.     328  550  •  Oct    1- 
Serial  No,  .362,961  ;  publlsb~l  July  2    1935  ' 

"^^ooo^.,.'"^'^"-.  PpPP«'rell  Manufacturing  Company. 
328.740;  Oct.   1;  Serial  N...  350.438;  published  July   2. 

Textile  fabrics  and  bed  coverings.  Pepperell  Manufactur- 
ing Company  328.741-2 ;  Oct.  1  ;  Serial  Nos 
3.50.439-tO;    published    Julv   2.    1935 

Woolen  piece  goods.  M.  L.  Finch.  328,553;  Oct.  1;  Se- 
rial No.  362.901  ;  published  July  23.  1936 

Woolen  piece  goods.  Pacific  Mills.  328,685  :  Oct  1  -  Se- 
rial No.  364.192;  published  June  25,  1935       "^'-   *  '  »* 

CLASS  43 

Crochet-cotton.  Carson.  Plrle,  Scott  &  Co.  105  038-9- 
renewed  Aug.  31,   1935.  iuj,»oo-i» , 

^^^Mm*^'  ^'■"*^^*'*   *°''oo'^o  !."'"«  y*™'   '^'otton   sewing.      Lily 

^Yrs^ri«^^;?'"^,f,?o8«6^^"purhc:dT.rn-  i9l«-'^^=  ^^• 

''"Shllshirrt'ly '  23.  'SI''  '•  ""''■  '  •  «"**'  •^•"-  ^«^'231 ; 
.  Yarn   and   tufting  yarn.  Crochet  and  knitting.     Lily  Mills 

In.    ly.'So. 

^""km  K^^^''i''^"''^o  •'^28  644:  Oct.  1  ;  Serial  No.  365.873: 
published   July    23.    1935.  .o«o. 

Farns  and  threads.  A.  &  H.  Shtllman  Company.  328  479- 
Oct.  1;  Serial  No.  365.530;  published  July  16.  1935. 


CLASS  44 


Absorbent   cotton    gau»e   bandages,   adhesive,   plaster   and 
tape.      Forest  City  Rubber  Company       328  75  ' 
Serial  No.  360.171;  published  Mar.   19,  1935. 


Oct,   1  ; 


Hot  water  hottles  and  syringes.  Faultless  Rubber  Com- 
?ur/l6    1935     •        *•    ^  '   ^"'*'   ^"^     •"^^•'^^^  •   Published 

Permanent  wave  machines,  electric  hair  dryers  and  oer- 
'"^"^"/.'^*^l°'^    curling    rods.    etc.      American    Macldne 

Sanitary  napkins.  Marshall  Field  k  Company  .328  578-9- 
?935  ^'  '*^    ''*''^*'    365.617-18;    published    jdly    23; 

Surgical  belts.  I.  F  Splndell  328.461  :  Oct  1  -  Serial 
N-o.    .366.121:    published   July    23.    1935 

Surgical  rubber  ^oods  surgical  glass  ware,  surgical  enamel 
ware  etc  Will  Ross.  Inc.  328.514;  Oct  1-  Serial 
No.  365.166  :    published   July   23,    1936.  ' 


« 
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CI^SS  45 

Beverages.  Fruit.     Olvmpla   Brewing  Company.     108,261  ; 

renewed  Jan.  25,  l936. 
Maltless    concentrates    for    making    soft    drinks.       F.    B. 

Chamberlain    Company.      328,681  ;    Oct.    1  ;    Serial    No. 

865,600;   published  July  2.3.   1935. 

CI.A8S  46 

Bread.  Specialty  Baking  Comi»any.  108,498:  renewed 
Feb.  8,  1936. 

Bread  and  concentrated  prune  Juice.  W.  E.  Long  Co. 
328.727  ;  Oct.  1  ;  Serial  No.  365.141  ;  published  July  23. 
1936. 

Bread  mixes,  pr«  pared  biscuit  flour  mixes,  prepared  cookie 
mixes,  etc..  Prepared,  Joe  Lowe  Corporation.  828.526; 
Oct.  1  :  Serial  No.  .3(13,871  :  published  July  23,  19.36. 

Bread  with  fruit  added,  prepared  bread  mixes,  prepared 
cake  mixes,  etc..  Whole  wheat,  Joe  Lowe  Corporation 
328.625  :  Oct.  1  ;  Serial  No.  363,872  ;  published  July  23 
19.35.  ^     „ 

Butter.  Dublin  Creamery  Company.  328,668  ;  Oct.  1 :  Se- 
rial  No.  364.864  ;  published  July  23.   1935. 

Candy.     Powells.     106.081  ;  renewed  Oct.  5,  1935. 

Candy  bars.  Macomb  Candv  Company.  328.655  ;  Oct.  1  ; 
Serial  No.  364.675  :  published  July  23,  1935. 

Canned  and  bottled  vegetaldes  and  fruits.  Geo.  S. 
Daugherty  Company.      105.292  ;  renewed  July  13.  1935. 

Canned  and  lK)ttled"  vecetnbles  and  fruits.  Geo.  S. 
Daugherty  Company.      105.342  ;   renewed  July  20,   1935. 

Canned  food  for  doi:.s  and  cats  and  other  animals.  Mer- 
chants Service  Corp.  328,745 ;  Oct.  1  ;  Serial  No. 
358,850;    published    Jan.    15,    1935. 

Canned  vegetables.  Dnn<lrea,  Capoizl  k  Co.  328,650; 
Oct.  1  ;  Serial  No.  3»5.'..795  ;  published  July  23.  1935. 

Chocolate  nut  bars  Wilbur-Suchard  Chocolate  Company. 
328.627  ;  Oct.  1  ;  Serial  No.  366,854  ;  published  July  23, 
1935. 

Corn  flakes,  wheat  biscuits,  and  wheat  flakes.  Toasted. 
Kellogg  Toasted  Corn  Flake  Co.  107,072 ;  renewed 
Nov.    9.    1935. 

Feed  Chick  and  hen.  F,  B.  Chamberlain  Co.  108,466; 
renewed   Feb.    8.   1936. 

Flour,  Wheat.  Phoenix  Flour  Mill.  105,963;  renewed 
Aug.   31.   1935. 

Food  drink.  Concentrated.  McKesson  ft  Robblns.  Incor- 
porated. .328.463;  Oct.  1;  Serial  No.  .366.100;  pub- 
lished July  23.  1936. 

Ice  cream  and  evaporated  milk.  Hershey  Creamery  Com- 
pany. 328.679  ;  Oct.  1  :  Serial  No.  364,918  ;  published 
Julv  23    19'>5 

Meat  product.  I'ressed  comminuted.  Nedlck's  Stores.  Inc. 
328  707-8  ;  Oct.  1  ;  Serial  Nos.  3»4, 351-2  ;  published 
July  2.3,    1935. 

Milk   and   cream.    Bottled.      A.    k   H.    Karsten.      328,765; 

Milk    nreparatlon.    Malted       Williamson    Candy    Company. 

328.569 :    Oct.    1  ;    Serial   No.    365.679 :    published   July 

23    19.'15 
MiTshrooms,  corn  syrup,  potato  chips,  etc.     Pleezlng    Inc. 

328  597  ;  Oct.  1  ;  Serial  No.  350,709  :  published  July  23. 

Potato  chips,  pretxels,  noodles,  etc.  DrlscoU  Food  Prod- 
ucts Co  328.700:  Oct.  1;  Serial  No.  363,316;  pub- 
lished  July   23,    1935. 

Poultry,  Dressed.  Sanltarv  Grocery  Company.  328  492  ; 
Oct.  1  ;   Serial  No.   365.214  :   published  July  23.   19.3.V_ 


■Veretables,    Fresh.      Salinas    Valley    Vegetable    Exchancre. 

.328  572  ;  Oct.  1  ;  Serial  No.  36.''..667  :  published  July  23, 

1985. 
Vegetables,  Fresh.      Sins  Wo  Kee  ft  Co.      328.641  ;  Net.   1; 

Serial  No.   36.">.!Mtl  ;   nnbllshed  July  23.   1935. 
Vegetables.      Fresh.        Western      Vetretable      Distributors. 

328.762  ;  Oct.  1  ;  Serial  No.  365.780  :  published  July  23. 

1935. 

CLASS   47 

Sherry.     Aled  D.  Shaw  ft  Co.     328.487 :  Oct.  1  ;  Serial  No. 

361,125:  published  Julv  23.  19.35. 
Wines.     J.  V.  Bare.     328.611  ;  Oct.  1;  Serial  No.  365,057: 

published  Julv  23,  19.35. 
Wines.     J.  Flalkoff.     328  511  :  Oct.  1  ;  Serial  No.  365.194  : 

nubllshed  July  23,  193.5. 
Wines.       C.    G     Romano.       328.622 ;    Oct.     1  ;    Serial    No. 

.347.697:   published   Apr.    17.   1934. 
Wines.     Alex  D,  Sbaw  ft  Co.     ,328.723  ;  Oct.   1  ;  Serial  No. 

.361.823  published  July  23.  19.35. 

CLASS   48 

Beer.  Victor  Neustadtl.  Inc.  328.610;  Oct.  1  ;  Serial  No. 
365.041  ;  published  July  23.  1935, 

CLASS   49 

Alcoholic  bitters,  br.indv.  cocktails,  etc.  Mohawk  Liqueur 
Corporation.  328  .595  ;  Oct.  1  :  Serial  No.  .3.50.591  ;  pub- 
Ushed July  10.  1934. 

Bitters,  brandy,  cocktails,  etc..  Alcoholic.  Mohawk  Liqueur 
Corporation.  828  481  :  Oct.  1  ;  Serial  No.  349.055  :  pub- 
lished June  12,  1934. 


Brandy.    L.  J.  Callanan  ft  Co.     328.549  ;  Oct.  1 :  Sertal  No. 

362,990;  published  July  23,  1935. 
Brandy.     Roma  Wine  Company.     .328.642-3  ;  Oct.  1 ;  Serial 

Nos.  365,897-8  ;  published  July  23,  1935. 
Cocktails.      Town    House    Corpora  Ion.      328.760;    Oct.    1; 

Serial  No.  365,751  ;  published  July  23,  1935. 
Cordials,  sloe  gin.  gin.  etc.     N.  D.  Goldberg.     328.464  ;  Oct. 

1 ;  Serial  No.  366.094  ;  published  July  23.  1935. 
Gin.    James  Clark  Distilling  Corporation.    ,328,518  ;  Oct.  1  : 

Serial  No.  364.532  ;  published  July  23,  1935. 
Gin.      Saierac  Company.      328.454-5  :   Oct   1.   Serial  Nos. 

366.213-4  ;   pubUshed   July   23,   1936. 
Gin.    Sloe.       Holster    Co.       328.635 :    Oct.    1 ;    Serial    No. 

365,991  ;   published   July   23.  1935. 
Gin,   whl^kev,   and  brandv.      Liquor  Dealers  Supply   Com- 
pany,    328  4.58;  Oct.  1;   Serial  No.  366,158;   published 

July  23,  1936. 
Gin,   whiskey,  and  brandy.      Liquor   Dealers  Supply  Com- 
pany.    .328.4.59-60  :  Oct.  1  ;  Serial  Nos.  366,154  5;  pub- 
lished July  23,  193.'-. 
Gin,  whiskey,  and  brandy.      Liquor  Dealers  Supply  Com- 
pany.    328.465;   Oct.   1;  Serial  No.  366.152;   published 

July  23,  193.5. 
Kummel.      Baltische    Lloueurfabrlk    Otto    von    Blancken- 

hagen-Allasch,     328,769  ;  Oct.  L  „„o  .^o 

Martini   cocktail,  Drv.      Crescent  Beveraee   Co.      .3'j8.452  : 

Oct.  1:  Serial  No.".366.267  ;  published  July  23.  is35. 
Rum.      Mohawk    Lioueur   Corporation.      328.567  ;    Oct.    1  : 

Serial  No.  365,7.39  :  published  July  23,  19.35. 
Rum.    United  Spirit  k  Wine  Import  Corp.    328.761  ;  Oct.  1 : 

Serial  No.  365,753  :  published  July  23.  1935. 
Spirits — alcohol    190    proof.    Neutral.      Empire    Distilling 

Corporation.     328.564  ;  Oct.  1  ;  Serial  No.  362.3.54  ;  pub- 
lished .Tuly  23,  1935.  ^       „„„  ,^^ 
Vodka.     S»«  Pierre  Smirnoff  F",  Incorporated.     328.594; 

Oct.  1;  Serial  No.  .350.483:  published  July  23.  1935. 
Whiskey.      Continental    Dlstllllnc    Corporation.      328.598 ; 

Oct.   1  ;   Serial  No.  3.50.927  :  published   July  23,   1935. 
Wblskev,     Hunter  Baltimore  Rve  Distillery.  Inc.     328.467  ; 

Oct.  1;  Serial  No.  .366.199:  published  July  23.  1936. 
Whiskey.     Johnson  Wholesale  Perfume  Co.     328.694  ;  Oct. 

1:  Serial  No.  .363.219:  published  .Tuly  23.  1935. 
Whiskev.     Kelly  Liquor  Company.     328.636  ;  Oct.  1  ;  Serial 

No.  365,972  ;'  published  July  23,  1936. 
Wlilskev.      Liquor   Dealers    Supply   Co.      328  576  ;    Oct.    1 ; 

Serial  No.  365.633;  published  July  23,  1935. 
Wblskev.       nidetvme    Distillers.    Inc.       328  469 ;    Oct.    1  ; 

Serial   No.  366.065  :  published  July  23.  1935, 
Whiskev.       Oldetvme    Distillers,     Inc.       .328.573;    Oct.    1; 

Serial  No.  365.649  :  published  July  23.  1935. 
Whiskey.     Park  A  Tllford  Distillers.  Inc.     328.456:  Oct.  1  ; 

Serial  No.  366.209  ;  published  Julv  23.  1935. 
Wblskev.      A    Rosenbereer.      328.726 ;    Oct.    1  ;    Serial    No. 

.366.027:   published   Julv  23,   1935. 
Whiskev.     T.  Simon  &  Sons.  Inc.     328.585  ;  Oct.  1  :  Serial 

No.  3.53,154:  published  Sept.  25,  19.34. 
Wblskev.     Washinsrton   Wholesale  Liquor  Corp.      328,570; 

Oct.  1  :  Serial  No.  .365  677  ;  published  July  23.  1935. 
Whiskev.     W.  L.  Weller  k  Sons.  Incorporated.     328.470-1  : 

Oct    1  ;  Serial  Nos.  366.044-5  ;  published  July  23.  1935. 
Whiskev.      West    Penn    Distilline    Co.      328.466:    Oct.    1; 

Serial  No.  366.129:  published  Julv  2.3,  1935. 
Wblskev  and  alcoholic  cordials.     Weldeman  Co.     328.596  ; 

Oct.  1  ;  Serial  No.  3.50.552  :  published  July  3.  19.34. 
Whiskey  and  gin.     Ramshead  Distilling  Co.     .328,728  :  Oct. 

1  :  Serial  No.  .358.857;  published  Mar.  26.  1935. 
Wl>lskev.  gin.  brandv.  etc.     Frank  L.  Wight  Distilline  Co. 

328.468  ;  Oct.  1  ;  Serial  No.  366.078  ;  published  July  23, 

19.35. 
Whiskev.  srln.  rum.  etc     Philip  Blum  k  Company.     .328,463  ; 

Oct.  1  :  Serial  No.  366.257  :  published  July  23,  1935. 
Wblskev.  ijln.  rum.  etc.     Continental  Distilline  Corporation. 

328.757  ;  Oct.  1  :  Serial  No.  366,316  ;  published  July  23, 

1935. 
Wblskev,  gin.  rum.  etc     C.  Faufiz,  Jr.      328.467  ;  Oct.   1  ; 

Serial  No.  366.088;  published  July  23.  19.35. 
Whiskev.    cln.    rum,    etc.      Joseph    S.    Finch    k   Company. 

328.640 :    Oct.    1  ;    Serial    No.    365.935 ;    published    July 

23.  1935. 
Wblskev.    gin.    rum.    etc      Lvnndale    Distillery    Company. 

328.547  :  Oct.  1 :  Serial  N«.  366.015  ;  pubUshed  July  23, 

1935. 
Whiskey,  gin.  rum.  etc     S.  E.  Rykoff  ft  Company.  328..530 ; 

Oct.  1  ;  Serial  No.  363,720  ;  published  Julv  23,  1935. 
Whiskies.     Silver  Creek  Liquor  Comoanv.     328,648  :  Oct.  1  ; 

Serial  No.  365.825  :  pubUshed  July  23.  1935. 
Wblskv.      John    Blsset    ft   Company       328.565-6 :    Oct.    1  : 

Serial   Nos    362.288-9  :  published    July  23.   1935. 
Whlskv.     T.  G.  Thomson  ft  Co.     328.606-7  ;  Oct.  1  ;  Serial 

Nos."  363  .304-6  ;  published  July  23.  1935. 
Whisky,    gin,    rum.    etc.      Continental    Distilling   Corpora- 
tion.    328.758 :  Oct.   1 ;   Serial  No.   366,317 :   published 

July  23.   1935. 
Wblskv.  Scotch.     Trower  ft  Sons  Limited.     328.561  ;  Oct.  1  ; 

Sfcrlal  No.  362,448  ;  published  July  23.   1935. 
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Furniture  pads  Fulton  Bag  ft  Cotton  Mil's,  328.622 ; 
Oct.  1  :  Sertal  No    364.475  :  putiUshed  July  23,  1935. 

Light  reflecting  devices  and  signals  and  slsns  made  there- 
with. National  Colortvpe  Company.  328.507  ;  Oct.  1  : 
Serial  No.  36,5  261  :  published  -TuIv  28    1935. 

Ornaments.  Christmas  tree.  R  C  Steeple.  328  .'60 : 
Oct.  1  :  Serial  No.  362.689  ;  pubUshed  July  23.  1935. 


LIST  OF  LABELS 


Allspice.  For  Allspice.  A.  SchilUnc  &  Company.  46.442; 
Oct.  1. 

Amstprdam  Fine  Sheets.  For  Sheets.  Hens  &  Kelly  Com- 
pany.    46.408;   Oct.   1. 

Anise"  For  Anise  Seed.  A.  Schilling  k  CT»mi>«ny. 
46.441  :   Oot.   1. 

Baking  I'owflpr  For  Baking  Powder.  A.  Schilling  &  Com- 
pany      4R  459  ;   Oct.    1. 

Bav  I>'aves  For  Bay  Leaves.  A.  Schilling  k  Company. 
46.436  ;  Oct.  1. 

Ben  Caine.  For  Benzocaine  and  Ben«olc  Compound  An- 
esthetic Cream.  Ulmer  Pharmacal  Company.  46.470 ; 
Oct.  1. 

Bub  Bubble  Gum.     For  Bubble  Chewlng-Gum.     Gum,  Inc. 

46.405  :  Oct.  1. 

California   Fruit  Salts.     For  Fruit  Salts.     A.  N.  Hanson. 

46.406  ;  Oct.   1. 

Canava.      For  Cigars.     Canava   Cigar   Company.     46.395; 

Oct,  1. 
Carawav.     For  Caraway  Seed.     A.  Schilling  k  Company. 

46  4'^7;  Oct.  1. 
Carilamon.      For    Cardamon.      A.    Schilling    k    Company. 

46.444  ;  Oct.   1. 
Cayenne.    For  Cayenne.    A.  Schilling  4  Company.    46,452  ; 

Oct.  1. 
Celery.       For    Celery     Seed.       A.    Schilling    k    Company. 

46,430;  Oct.  1. 
Cellowave.     For  Fluid  Used  in  Setting  Waves  In  Women's 

Hair.     La  Fain  Sales  Co.     46,413;  Oct.  1. 
Ceradlne.      For    Organic    Iodine   Ointment.      Ulmer   Phar- 
macal Company.     46,471  ;   Oct.    1. 
rhlil    Powdpr       For  Chili    Powder.     A.    Schilling  k  Com- 
pany     46.445  ;  Oct.  1. 
Chill   Tppines.      For  Chill  Tepines.      A.   Schilling  k   Com- 
pany.     46,447  ;   Oct.    1. 
Chloralg(e8ic.      For    Mild    Counter-irritant    and    Analgesic 
Olntmftnt.     Ulmer  Pharmacal  Company.     46.469;  Oct.  1. 
Cinnamon.      For    Cinnamon.      A.    Schilling    k    Company. 

46.446:  Oct.  1. 
Cloves.      For  Cloves.      A.    Schilling   k  Company.     40,440 ; 

Oct.  1. 
Coffpe        For    Ground    Coffee.       A.    Schilling    &    Company. 

46.462  :  Oct.  1. 
Cora    Viri.inla'8    Pot   Likker.      For   Pot-Liquor.      Southern 

Kitchens.      46,467;    Oct.    1. 
Corian<Ier       For    Coriander    Seed.      A.    Schilling    k    Com- 
pany     46.438:  Oct.  1. 
Corsican.      For  Tokav  Wine.     Bronte  Champagne  &  Wine 

Co.     46.394  :   Oct.   1. 
Cnmln.      For  Cumin.      A.   Schilling  k  Company.     46.458 ; 

Oct.  1. 
Curry  Powder.     For  Curry  Powder.     A.  Schilling  C^ova- 

pany.     46,457;  Oct.  1. 
Deluxe  Custom  Made.     For  Shoes.     Worcester  Paper  Box 

Mfg.  Co.     46.472;  Oct.  1. 
Dill     Seed^      For    Dill    Seed.       A.    Schilling    k    Company. 

46,439  :>Oct.  1. 
DobrvB     Best.       Tor    Flour.       Dobry     Flour     Mills.     Inc. 

46.396:   Oct.  1. 
Dobry's  Best  of  the  West.     For  Flour.     Dtibry  Flour  Mills. 

Inc.     46.398;   Oct.    1. 
Dobry's   Sunsweet.      For   Flour.      Dobry   Flour  Mllis,   Inc. 

46,397  ;  Oct.  1. 
Dobrv's  Sweetheart  of  the  West.     For  Hour.     Dobry  Flour 

Mills.   Inc.     46.399  ;   Oct.   1. 
Drip     Cnffpe.       For     Coffee.       A.     Schilling    k    Company. 

46.463;   Oct.  1. 
Eak'»  Choice  of  Pennsylvania.     For  Straight  Rye  Whiskey. 

J.   L.   Elk.     46,401  ;   Oct.    1. 
English    Brpakfast   Tea.      For  Tea.      A.    Schilling  k  Com- 
pany.     46.4r>4;   Oct.   1. 
Firm-Flex.       For     Weather-Strlps.       Gardner     Wire     Co. 

46,402;  Oct.   1. 
Food  News.     For  Canned  Peas.     Snider  Packing  Corpora- 
tion.    46.466  :  Oct.  1. 
Olncer.     For   Jamaica  Ginger.      A.   Schilling  k  Company. 

46,454;  Oct.   1. 
Hartz  Mountain.     For  Sanitary  Air  Cleaned  Bird   Gravel 
with    Bird    Charcoal.      Hartz    Mountain    Products    Inc. 
46,407  :  Oct.   1 
Hiawatha    Evercreenfi.     For  Evergreens.     W.  G.   P.   Allen. 
46.  ',02  :   Oct.   1. 


Hungarian   Paprika.     Per  Hungarian   Paprika.     A.   Schil- 
ling k  Company.     46,450;   Oct.    1. 
IGA.       For    CondlmentH.       Independent    Grocers    Alliance 

Distributing   Company.      46,410-11;    Oct.    1. 
IGA.      For  Spices.     Independent  Grocers  Alliance  Distrib- 
uting  Company.      46,412  ;    Oct.    1. 
Japan  Chillies.     For  Japan  Chillies.     A.  Schilling  k  Com- 
pany.    46.435;  Oct.  1. 
Japan  Tea.     For  Tea.     A.  Schilling  k  Company.     46.461; 

Oct.  1. 
Llpton  Black  k  Green  Mixetl  Tea   (Black  k  Green).     For 

Tea.     Thomas  J.  Lipton.  Inc.     46.414;  Oct.   1. 
Mace.      For    Mace.      A.    Schilling    &    Company.      46.453; 

Oct.  1. 
Marco.      For    Cigars.      Marco    Cigar    Company.      46.416; 

Oct.  1. 
Marjoram.       For    Marjoram.      A.    Schilling    &    Company. 

46.451  ;  Oct.  1. 
Mixing  Bar  Sugar.     For  Sugar.     J.   Hilgert,  Jr.     46.409; 

Oct.  1. 
MoRevs.      For   Graphited    Oil.      Atlantic    Blending    Com- 
pany.    46,393;  Oct.  1. 
Nutmeg.     For  Nutmeg.     A.  Schilling  k  Company.     46,456  ; 

Oct.  1. 
Ohio    State.       For    American     Blended     Scotch     Whiskey. 

J.  L.  Elk.    46,400;  Oct.  1. 
Oolong  Tea.     For  Tea.     A.  Schilling  ft  Company.     46,460  ; 

Oct.  1. 
Orange  Pekoe  and   Pekoe  Tea.     For  Tea.     A.   Schilling  k 

Company.      46.465;  0<t.    1. 
Orecano.     For  Oregano  Leaves.     A.  Schilling  k  Company. 

46.434  ;  Oct.  1. 
Pacific  King.     For  Canned  Salmon.     F.  A.  Gosae  Company. 

46.403;  Oct.   1. 
Paprika.     For  Paprika.     A.  Schilling  ft  Company.     46,443  ; 

Oct.  1. 
Pepper.      For    Black    Pepper.      A.    Schilling    ft    Company. 

46.455:   Oct.  1. 
Pickling  Whole  Spice.     For  Pickling  Spices.     A.  Schilling 

ft  (^ompany.     40,4.33;  Oct.   1. 
Pip  Bubble  Gum.     For  Babble  Chewing  Gum.     Gum.  Inc. 

40.404  ;  Oct.   1. 
Poland    Mineral    Spring   Water.      For   Carbonated    Mineral 
Spring  Water.      Hiram  Rlcker  ft  Sons.     40.424;  Oct.   1. 
Poland  Spring  Ginger  .Vie.     For  Ginger  Ale.     Hiram  Kicker 

ft  Sons.     46.425;  Oct.  1. 
Poppy.       For     Poppy     Seed.       A.     Schilling    ft    Company. 

46,432;   Oct.   1. 
Red    Wing    Silk    Tls.sue       For    Bathroom    Tissue.      A.    W. 

Mendenhall  Company.     46.417;   Oct.   1. 
Rosemary  Leaves.     For  Rosemary  Leaves.     A.  Schilling  ft 

Company.     46,431;   Oct.   1. 
Sage.      For    Sage.      A.    Schilling    ft    Company.       46.449 ; 

Oct.  1. 
Sergeant's.     For  a  Liniment  for  Dogs.     Polk  Miller  I'rd- 

ucts  Corporation.     46.421  ;  Oct.   1. 
Sergpanfs.      F'or   a    Powd«»r    for    Killine    Fleas.    Ll<  p.    and 
Ticks   on    Dogs.    Cats,    Foxe^.    and    Birds.      Pidk    Millpr 
Products  Corporation.     46,423;   Oct.   1. 
Seargpant's.       For    Sarcoptic    Mange    Me<llclne    for    Dor«. 

Pnlk   Miller    Products  Corporation.     46,422  ;   Oct.    1 
77  Supreme  MIxpr.     For  a  Blend  of  Grapefruit  and  Other 
Citrus    Flavors    Fruit    Acid,    i'rystal    Cane    Sugar   Syrup 
and    Sparkling    Carbonated    Water.      Orange-Crush    Bot- 
tling   Company.      46.420;    Oct.    1. 
Sheds  Water  Like  a   Duck's  Back.     For  Garments.     Neva- 
Wet  Corporation   of   America,    Inc.     46,419;    Oct.    1. 
Smaco  Carotene   In    Oil.      For   n   Solution    of  Carotene   In 
Cottonseed  Oil.     S    M.   A.  Corporation.     46,426;  Oct.   1. 
Smaca  Carotene  In  Oil.     For  a  Solution  of  Carotene  In  Cot- 
tonseed  Oil.      S.    M     .v.    Corporation.      46,4'29 ;    Oct.    1. 
Smaro  Carotene  with  Vitamin  I>  Concentrate  in  OH.     For 
a    Solution    of    Carotene    In    Cottonseed    OH    Plus    the 
Vitamin  D  Concentratp  of  Co«l  Liver  Oil  In  Oil.     S.  M.  A. 
Corporation.      46,427-8;    Oct.     1. 
Speaker    Hot  Patch    Vulcanizing    Unit.      For    Vulcanizing 
Devices  for  Tires  and   Tubes.     J.   W.   Speaker  Corpora- 
tion.    46.468:  Oct.  1.  .„  ..„ 
Thvme.     For  Thyme.     A.  Schilling  ft  Company.     46,448  ; 

Tropical    Bitters.      For    Bitters.      T.    A.    Monch.      46.418; 

Williams  Raisin  Bread.     For  Raisin  Bread.     W.   E.  I>ong 
Co.      46.415;   Oct.    1. 


LIST  OF  PRINTS 


C.  L.  R^-pd  Shoe  Co.  Corrective  Shoes— Featurpil  Support — 
Natural   Comfort.      For   Shoes.      A.    Dyllinsky.      15.405; 

Fern  Andra.  Rpaiirv  Is  Its  Own  Excuse  for  Beins.  For 
Bpaiity    F'rprarations        IT     Koenig.      15,406:    Oct.    1. 

New  DeLuxp  Iir  Sohr  Us  Zin..  Pads.  For  Pads  for  Stop- 
ping iihnf  F'rpsstirp.  Preventing  Sore  Toes  and  Blisters, 
and  Rpmnving  Corns.    Schnll   Mfg.  Co.     15.411  ;   Oct.    1. 

Nu-Deal  Product.  For  Flat  White  Paint.  Nu-Deal  Paint 
ft   Varnish   Co.      15.410:    Oct.    1. 


Table  Treats.     For  Canned  Food  Products.     Schwabacher 

Bros,  ft  Co.  Inc.     15.412  :  Oct.  1. 
The  Royal  Church  School   Award   Pins.      For  Ornampntal 

Pins.      F.   H.   Noble  A  Co.      15,409  ;  Oct.    1. 
Tlmepay      Plan.      For     Department     Store     Merchandise. 

Ma'son   Blanche  Comnany.      15.407  ;  Oct.    1. 
Watkins   Brand    Salt    Flows   Freely   as    Water.      For    Salt. 

Watkins  Salt  Company.     15,413;  Oct.  1. 
What-Are-Thev-Savlng  Contest.      For  Meat  Products.      E. 

F.  Meier.     15,408;  Oct.  1. 
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LIST  OF  REISSUE  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  Ist  DAY  OF  OCTOBER,  1935 

Sloa. — Arranged  in  accor<lan(v  with  the  first  signlflcant  character  or  word  of  the  name  (in  accordance  with  city  and 

telephone  directory  practice). 


Birkenmnier,  Theodore,  aafirnor  to  W.  N.  Matthews  Cor- 
poration, St.  Louis.  Mo.     Connecter.     19,716;  Oct.  1 

IJpham,  Harvev  J.,  Creamery,  Pa.  Electric  cooking  appli- 
ance.    19,717;  Oct.  1. 


Matthews,  W.  N.,  Corporation.      (See  Birkenmaier,  Theo- 
dore, assignor.) 


LIST  OF  PLANT  PATENTEES 


Ater.  James  M.,  Chula  Vista.  Calif.     Sport  of  citrus  fruit. 
142;  Oct.  1. 


Barrows.  Earle  M.,  Minneapolis,  Minn.     Agrostls  stolonl- 
fera.      143;  Oct.   1. 


LIST  OF  DESIGN  PATENTEES 


Auburn   Automobile  Company.      (See  Buehrig,  Gordon  M., 

nsalgnor.) 
Basslck  Company,  The.      (See  Martin.  Raymond  HA 
Beaumont,    William     H.    and     William     N.       (See    Kraus, 

Henry.) 
Belolt  Dairv  Co.      (See  McGulre.  Daniel  S..  assignor.'* 
Benjamin,    Benjamin,     Freeport.    N.    Y.       Shoe.       97,034 ; 

Oct.  1. 
Blatz.     Warren    D.,    Bridgeport,     Conn.       Slide     fastener. 

97.035:  Oct.   1. 
Blum.    Theodore    S..    New    York,    N.    Y.      Textile    fabrics. 

97.111  :  Oct.   1. 
Botany    Worsted    Mills.       (See    Schumacher,    Albert,    as- 
signor.) 
Huehrlg,  Gordon  M..  assignor  to  Auburn  Automobile  Com 

pany.    Auburn.    Ind.      Combined    Be7el,    dial,    and    hand^ 

for  a  clock  or  similar  article.     97,036  :  Oct.  1. 
Burcpss    Nathaniel  E  .   New  York.  N.   Y.      Textile  fabric. 

97.0.37;  Oct.  1. 
Cohn.   Jack.    New   York.   N.  Y.     Audiphone  ear  drum   pro- 
tector   for    bathers.      97.038;    Oct.    1. 
Cownn.  R.  Guy.  assignor  to  Pass  ft   Sevmour.  Inc  .   Svra- 

cuse.  N.  Y.     Porcelain  lighting  fixture.     97.039:  Oct.  1. 
Da  v.    George    J..    Buffalo,    N.    Y.      Oven    heat    Indicator. 

Ji7.040:   Oct.   1. 
Desner.  Michael  S..  asxlfnor  to  Owens  Illinois  Glass  Com- 
pany. Toledo.  Ohio.     Fish  Jar.     97.041  ;  Oct.  1. 
Drake.    Stoney.    At'anta.    (Ja..    as.s|gTior    to    Optic    Liquid 

Measures.    Inc..    Norfolk.    Va.      Liquid    dispensing    rack. 

97.042;  Oct    1. 
Duncan   ft  Miller  Glass  Companv.      (See  Mav.   Robert   A.) 
Ellington.  Ferdinand  W..  New  York.  N.  Y.     Shoe.     97.043  ; 

Oct.  1.  ■ 

Epstein.    Bernard.    New    York,    N.     Y.       Ladv's    sweater. 

^7.04 4  :  Oct.  1. 
Ex'^elsior  Stove  and   Manufacturing  Co.      (See  Heldbreder. 

Herman    H.,  assignor.) 
Forsch.     Lawrence     H..     Shaker     Heights,    Ohio.       Lndv's 

cloak.     97,045;  Oct.   1. 
Forstmnnn.    Curt    E.,    Montclalr,    N.    J.      Textile    fabric. 

97,040  ;  Oct.  1. 
Franklin    Die  Casting  Company.      (See    Slemund,    Herbert 

A.,  assignor.) 
Freysinger.  John   B..   assignor   to  North  ft  Judd   Manufnc- 

turlne  Company.  New  Britain.  Conn.     Buckle.     97,047  ; 

Oct.  1. 
Freysinger.  John  B.,  assignor  to  North  ft  Ju''d  Manufac- 
turing ComiMiny,  New  Britain,  Conn.     Buckle.     97.048 ; 

Oct.  1. 
Freysinger.  John   B..  a.«signor  to  North  ft   Judd   Manufac- 
turing Company.  New  Britain.  Conn.     Buckle.     97.049  ; 

Oct.  1. 
Freysinger.  John  B..  asslenor  to   North  ft  Jn''d  Mamif.ic- 

turlng  Company.  New  Britain.  Conn.     Buckle.     97.050; 

Oct.  1. 
Freysinger.  John  B..  assignor  to  North  ft  Ju^'d  Ma"u'''c- 

turlng  Company.  New  Britain,  Conn.     Buckle.     97.051  ; 

Oct.  1. 
(Joodman,    Abraham,    New    York.    N.    Y.      Dress.      97.052 ; 

Oct.  1. 
Hafner.  August.  Flushing.  N.  Y.     Textile  fabic.     97.053; 

Oct.   1. 
Hflfner.  Augu<^t.  Flushing,  N.  Y.     Textile  fabric.     07,054; 

Oct.  1. 
Hafner.  August,  Flushing.  N.  Y.     Textile  fabric.     97.0.55; 

Oct.  1. 
Hafner.  August.  Flushing.  N.  Y.     Textile  fabric.     97.056: 

Oct.  1. 
Hafner.  August,  Flushing,  N.  Y.     Textile  fabric.     97.057: 

Oct.  1. 


Hafner.  August,  Flushing.  N.  Y.     Textile  fabric.     97.0.'>8 ; 

Oct.  1. 
Haley,   James    R.,    New    York,    assignor   to    Welbllt    S»ove 

Company.    Inc.,   Maspeth,    N.    Y.      Range   or    similar   ar- 
ticle.    97,059  ;  Oct.   1. 
Haley.   James    R..    New    York,    assignor   to   Welhllt    Stove 

Company.  Inc.,  Magpeth,  N.  Y.    Range  or  similar  article. 

97.060;  Oct.  1. 
Ilalvorsen.  Olaf.  Chicago.  111.     Covering  for  a  billfold  or 

similar  article.     97.061  ;  Oct.  1. 
Hazel-Atlas    Glass    Company.       (See    Smith.    Frusier.    as- 
signor.) 
Hazel-.\tlas  Glass  Company.      (See  Spence.  James  K.,  as- 
signor.* 
Hedln.    Harriet,    Chicago,   assignor   to    Reliance    Manufac- 
turing Company,   Chicago,    111.      Sport  Jacket.      97.062; 

Oct.  1. 
Heldbreder.    Herman   H..   assignor  to  Excelsior   Stove   and 

Manufacturing  Co.,  Qulncy.  111.     Corner  range.     97,063  ; 

Oct.  1. 
Heldbreder,   Herman   H..   assignor  to  Excelsior  Stove  and 

Manufacturing  Co  .  Quincy,  111.     Range.     97,064:  Oct.  1. 
Heldbreder.   Herman   if.,   assignor   to   Excelsior   Stove  and 

Manufacturing  Co..  Quincy.  111.    Range.    97.065:  Oct.   1. 
Hci'ibreder.   Herman    H..  assignor  to   Excelsior  Stove  and 

Manufacturing  Co..  Ouincy.  111.     Ranee.     97.066:  Oct.  1. 
Heldbreder.    Herman    H..   assignor  to   Excelsior   Stove  and 

Manufacturing  Co.,  Quincy.  111.     Ranee.     97.067  ;  Oct.  1. 
Heldbreder.   Herman    H..   assignor  to   Excelsior  Stove  and 

Manufacturing  Co..  Quincv.  111.    Ranee.    97.068:  Oct.   1. 
Hiblebrand.  Otto  G..  Cleveland,  Ohio.     Wall  brr.cket  lamp. 

97,069;  Oct.  1. 
Horn,    Harry    J.,    assignor    to    Motor    Wheel   Corporation. 

Lansing.  Mich.     Wheel.     97,070:  Oct.   1. 
Jaccarlno,  Concetfa.  New  York.  N.  Y..  a.^slcnor  to  C.  H.  D. 

Robblns  Co..  Inc.     Dress.     97.071  :  Oct.   1. 
Kellogg.   Spencer,  ft  Sons.  Inc.      (See  Strner.   Norman  F., 

as.signor.) 
Klein.    Adolf.    New  York.    N.    T.      Piano.      97.072:   Oct.    1. 
Kramer,    Arthur    L..    Dallas.    Tex.      Round    ash    trav    or 

similar  article.     97.073  :   Oct.   1. 
Kramer.    Arthur    L..    Dallas.    Tex.      Covered    cigarette    re- 
ceptacle or  similar  article.     97,074:  Oct.   1. 
Kraus.    Henry,    assignor  to   W.   H.    and    W.    N.    Beaumont. 

Mount     Vernon.      N.     Y.        Window-curtain      ensemble. 

97.075;  Oct.  1. 
La   Lumiere.   Ernest  J.   B.,    Cranston.    R.    1.      Advertising 

vehicle      97.076;  Oct.  1. 
Langen.   Hermann,  Cologne,  Germany.      Inkwell.     97,077; 

Oct.  1. 
Lord.   Oswald   B..   New   York.    N.   Y.      Backgammon   game 

board.     97,078  ;  Oct.   1. 
Madvic.   Gunnar.  Alameda.   Calif.      Holder  for  shakers   or 

the  like.     97.079:  Oct.   1. 
Martin.  Raymond   H..   assignor  to  The  Basslck  Company, 

Bridgeport.  Conn.     Drawer  pull.     97.080;  Oct.    1. 
Martin.  Raymond   H..   assignor  to  The   Basslck   Company. 

Bridgeport.  Conn.     Drawer  pull.     97.081  :  Oct.  1. 
May.  Robert  A.,  assignor  to  Duncan  ft  Miller  Glass  Com- 
pany. Washington.  Pa.     Article  of  glassware  or  similar 

article.     97.082:   Oct.    1. 
McFvoy.  Andrew.  Great  Neck.  N.  Y.     Tire.     97.083;  Oct.  1. 
McGraw   Electric   Company.      (See  Worthlngton.    E..    and 

Williams,  assignors.) 
McGulre.  Daniel  S.,  assignor  to  Belolt  Dairy  Co.,  Chicago, 

HI.      Milk   truck.      97.084  :   Oct.    1. 
Menc.    Arthur.    Cleveland.    Ohio.      Electric    hand    mirror. 

97.0«r>:  Oct.  1. 
Mintz.    Abraham,    Madison.    Wis.      Combination    desk    and 

chair.     97.086;  Oct.   1. 
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Molr,  Vincent  J.     (See  Stanley,  H.,  and  Molr.) 

Morall,  Charles,  New  York,  X.  Y.     Shoe.     97,087  ;  Oct.  1. 

Moral!,  Charles,  New  York.  N.  Y.     Sho«.     97,088:  Oct.  1. 

Motor  Wheel  Corporation.  (See  Horn,  Harry  J.,  *»- 
signer. ) 

National  Lock  Co.      (See  North,  Edwin  W.,  assignor.) 

Nelson.  Ernest  E.  H.,  Hot  Springs  National  I'ark,  Ark. 
Catafalque.     97.089;  Oct.  1. 

Nemeth,  Steffen  P.,  Chicago,  111.  Airplane.  97,090 ; 
Oct.  1. 

North.  Edwin  W.,  assignor  to  National  Lock  Co.,  Rock- 
ford,    III.      Illuminated   mirror.      97,091  ;   Oct.    1. 

North  &  Judd  Manufacturing  Company.  (See  Freysinger, 
John   B.,  asslcnor.) 

Optic  Liquid  Measares,  Inc.  (See  Drake,  Stoney,  as- 
signor.) 

Owens-Illinois  Glass  Company.      (See   Desaer,   Michael   S., 

Pan  A   Seymour,    Inc.      (See   Cowan,   R.   Guy.  assignor.) 

Plauch^.  LMa  H.,  New  Orleans,  La.  Rag  doll.  97,092; 
Oct.   1. 

Railway  Utility  Company.  (See  Wilier,  Nicholas  L.,  as- 
signor.) 

Ran.  Melvln  C,  Milwaukee,  VVl.>«.  Hower  receptacle. 
97.093  ;  Oct.  1. 

Reliance  Manufacturing  Company.  (See  Hedin,  Harriet, 
assignor,  i 

Robbins,  C.  H.  D.,  Co.  (See  Jaccarino,  Concetta.  as- 
signor. ) 

Robinson,  Joseph,  New  York,  N.  Y.  Nonelectrical  vapor- 
iser.    97.094  ;  Oct.  1. 

Saaf,  Dirk  G.,  Chlcajjo.  111.     Reflector.     97,095;  Oct.  1. 

SaKer,  Abraham,  Chicago,  111.  Finger  ring.  97,096; 
Oct.  1. 


Schamacher,    Alt>ert,    assignor    to    Botany    Worsted    Mills, 

ra.oaaic,  N.  J.     Textile  fabric  or  similar  article  of  manu- 
facture.     97.097  ;   Oct.    1. 
Schurmann,  Frederick  A..  Brooklyn,  N.  Y.     Display  stand 

for  potted  plant*.     97.098;  Oct.  1. 
Scarlock,    Lewis   H.,   Chicago,    111.      Food   container    unit. 

97.099;  Oct.  1. 
Slemund,    Herbert    .\..   assignor   to    Franklin    Die    Casting 

Company,  Chicago,  III.     Ship  model  ornament.     97,100  ; 

Oct.  1. 
Sinke,   John,   Chicago.   HI.     Cap  for   the  gas   tank   of  an 

automobile.    07,101  ;  Oct.  1. 
Smith.    Frasier,   assignor   to    Hazel-Atlas   Olaaa   (2ompany, 

Whe.'lliik:    W.  Va.     Jar.     97.102;   Oct.   1. 
Spence.  James  E..  assignor  to  Hasel-Atlas  Glass  Company, 

Wheeling,  W.  Va.     Tumbler.     97.103;  Oct.  1. 
Stanley,   Harry,   Rocky   River,   and  V.   J.    Molr.   Cleve!and 

Heights,    Ohio.      Musical    instrument    bridge,   or    similar 

article.     97.104  ;  Oct.   1 
Steuer,    Norman    F.    San    Francisco.    Calif.,    assignor    to 

Spencer   Kelloisg    &    Sons,    Inc..    Buffalo,    N.    Y.      Bottle 

97.105;  Oct.  1. 
Wilier.  Nicholas  L..  atalgnor  to  Rallwav  Utility  Company, 

Chicago.  111.     Car  ventilator.     97, 106;  Oct.  1. 
Williams,  Flndley.      (See  Worthlnirton,   E..  and  Williams.) 
Wise,  Jacob  H..  Chicago.  111.     Monument      97,107;  Oct.  1. 
vVorthington.  Everett,   and   F.   Williams,  assignors  to  Mc- 

Graw     Electric     Company,    Chicago,     111.       Glass    dish. 

97,108;  Oct.  1. 
Worthington,    Everett,   and   F    Williams,  assignors  to   Mc- 

(;raw     Electric    Company.     Chicago,     111.       Glass    dish. 

97,109  ;  Oct.  1. 
Zadek,  Arthur,  New  York.  N.  Y.     Thermometer.     97,110-, 

Oct.  1. 


LIST  OF  PATENTEES 


TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  1st  DAY  OF  OCTOBER,  1935 

Nora. — Arranged  In  accordance  with  the  first  significant  character  or  word  of  the  name  (in  accordance  with  city  and 

telepnone  directory  practice). 


Abraham,  Manfred,  Berlin,  Germany.  Electrically  heated 
sterilising  and  cooling  apparatus  adapted  to  be  used  as 
an  Ice  box.     2,015,775;  Oct.  1. 

Acme  Steel  Company.     (See  Pazton,  Hale,  assignor.) 

Adams,  Carl  S.,  assignor  of  one-half  to  Clinton  A.  Glenn, 
Minneapolis,  Minn.  Train  order  delivery  device. 
2,015,988;  Oct.   1. 

Adlake  Company,  The.  (See  Hamm,  William  S.,  as- 
signor.) 

Adslt,  Charles  G.,  Des  Moines,  Iowa.  Valve  structure. 
2,016,915;  Oct.  1. 

Ahlqvist,  Harald,  Rye,  N.  Y.  Lixiviator  and  method  of 
leaching.      2.015,832 ;   Oct.    1. 

Aitken,  Andrew  W.     (See  Grelner,  C.  F.,  and  Aitken.) 

Aktiebolaget  Svenska  Kullagerfabriken.  (See  Palmgren, 
Nils  A.,  assignor.) 

Aktlengesellschaft  Brown  Boveri  k  Cie.  (See  Kern,  Er- 
win,  assignor.) 

Aldeborgh,  Erik  H.,  and  A.  H.  Emery,  assignors  to  Stand- 
ard Gage  Company,  Inc.,  Poughkeepsie,  N.  Y.  Ninety 
degree  dial  indicator.     2  015,986  ;  Oct.  1. 

Alden,  Herbert  W.,  and  L.  R.  Buckendale,  assignors  to 
The  Tlmken-Detroit  Axle  Company,  Detroit,  Mich. 
Slack  adjusting  mechanism.     2,015.881  ;  Oct.  1. 

Alexander,  Richard  B.,  et  al.  (See  Sunnard,  Benjamin 
F.,  assignor.) 

Allen.  Joseph  W..  assignor  to  Eclipse  Aviation  Corpora- 
tion, East  Orange,  N.  J.  Brush  operating  mechanism. 
2,016,189  ;  Oct.  1. 

Allman    J.  J.      (See  Herman.  James  H..  assignor.) 

Aluminum  Company  of  America.  (See  Heiser,  Harold  W., 
a8«ignor. ) 

Aluminum  Cooking  Utensil  Company,  The.  (See  Matter, 
J.    K.,   and    Welnclerl,   assignors.) 

Aluminum  Plant  and  Vessel  Company  Limited,  The.  (See 
Sellgman.  R.,   Croaby.  and  Goodipan,  assignors.) 

AmelL  Patrick,  Honolulu,  Territory  of  Hawaii.  Musical 
top.      2,015.649;  Oct.   1. 

American  Armament  Corporation.  (See  Miranda,  Ignacio 
J.,  Hssignor.) 

American  Cyanamld  &  Chemical  Corporation.  (See  Davis, 
Clarke  F..  assignor.) 

American  Cyanamld  ft  Chemical  Corporation.  (See  Mer- 
rill, Wallace  D.,  assignor.) 

American  Cyanamld  Company.  (See  Bradley,  Theodore 
F.,   assignor.)  „        „       ._ 

American  Fork  ft  Hoe  Company,  The.  (See  Stephens, 
Harry  8.,  assignor.)  _^ 

American  Laundry  Machinerv  Company,  The.  (See  John- 
fwn,   George  W.,  assignor.)  „      ^  ^  »       -    ^ 

American  Stove  Company.  (See  Stockstrom,  A.,  and 
Kosky,  assignors. )  ^    y^  ^ 

American  Tar  Products  Co.  Inc.  (See  Rhodes,  E.  O.,  and 
ntipatrick.    assignors.)  ^         _  ,o       d     * 

American  Telegraph  and  Telephone  Company.  (See  Best, 
Fred  H.,  assignor.) 

American  Telephone  and  Telegraph  Company.  (See 
Greene,  M.,  Iialligan,  and  Wagner,  assignors.) 

American  Wllderman  Porous  Ebonite  Company.  The.  (See 
Wllderman,    Meyer,    assignor.)  . 

Anderson,  Bert  J.,  Hammond,  Ind.  Backbone  for  a  veloci- 
pede.    2,015,833;  Oct.  1.  ^    ^     ,.  ^. 

Anderson,  Eugene  R.,  Columbus,  Ohio.  TraflQc  light  con- 
trol.    l016,220;  Oct.  1. 

Andrews,  Chami)e  S.,  North  Chattanooga.  Tenn..  assignor 
to  Box  Blank  Corporation.  New  York,  N.  Y.  Dispensing 
container.      2,016.653;    Oct.    1.  „       „ 

Andrews  Worm  Transmission  Corporation.  (See  Ream, 
Fay  W.,  assignor.) 

Apex  Paper  Products  Corporation.  (See  Von  Sydow,  R. 
W.,  and  McCoy,  assignors.)  ^     ,       r,    tt.v 

Arey,  Fred  C,  Oak  Park.  111.,  assignor  to  De  Los  E.  Hlb- 
ner,  Jr.,  Du  Bols,  Pa.,  assignors  to  Vulcan  Soot  Blower 
Corporation.  Union  between  conduits  or  other  mem- 
bers.    2.010.2C2;   Oct.    1. 

Ashworth,  Fred,  Wenham,  Mass.,  assignor  to  United  Shoe 
Machinery  Corporation,  Paterson,  N.  J.  Sewing  ma- 
chine.    2.015.654;  Oct.  1.  „   .     ^  ov 

Ashworth,  Fred.  Wenham.  Mass.,  assignor  to  United  Shoe 
Machinery  Corporation,  Paterson,  N.  J.  Sewing  ma- 
chine.     2,016,655;   Oct.   1.  ^.     ,        . 

Autotyre  Company,  The.     (See  Mosgrove,  Charles  A.,  as- 

Babcock  ft  Wilcox  Company,   The.      (See  Trainer,  J.  E., 

and   Roger,   assignors.) 
Baggalpy,  John  H.      (See  Marsh.  F.  S.,  and  Baggaley.) 
Italley  Meter  Company.      (See  Ryder.  John  D^  assignor.) 
Banker    Oscar  H.,  assijrnor  to  New  Products  Corporation. 

Chicago,       111.        Transmission       control       mechanism. 

2,015,834  ;  Oct.  1. 


Bannister,   Clvde  E.,  Akron,   Ohio.     Well  drilling  device. 

2.016.066  ;  Oct.  1. 

Bannister,  Clyde  E.,  Akron,  Ohio.     Well  drilling  apparatus. 

2.016.067  ;  Oct.  1. 

Bannister,  CTyde  B.,  Akron,  Ohio.  Earth  boring  device. 
2,016,068 ;  Oct.  1. 

Bard,  Joseph,  Hartford,  Conn.  Registering  device  for 
printing  presses.     2,016.221  ;  Oct.  1. 

Barr,  Clarence  D.,  and  S.  D.  Moxley,  Birmingham,  Ala., 
assizors  to  Sand  Spun  Patents  Corporation,  New  York. 
N.  Y.  Charging,  weighing  and  controlling  mechanism 
for  casting  machines.     2.015,776  ;  Oct.  1. 

Bashlin,  William  M.,  assignor,  by  mesne  assignments,  to 
A.  J.  Schell,  administrator  of  the  estate  of  W.  M.  Bash- 
lin, Grove  City,  Pa.     Climbing  hook.     2.016.249  ;  Oct.  1. 

Bassett.  Harry  P.,  Philadelphia,  Pa.  Catalytic  production 
of  sulphur  trloxide.     2.016,222  ;  Oct.  1. 

Bates,  Mortimer  F.,  assignor  to  Sperry  Gyroscope  Com- 
pany. Inc.,  Brooklyn,  N.  Y.  Directional  gyroscope. 
2,015,650  ;  Oct.  1. 

Bauer,  Perry  8.,  Chicago,  111.  Front  wheel  Indicator. 
2.015.835;  Oct.  1. 

Bayer,  Hugo  F.,  La  Grange,  111.,  assignor  to  Continental 
Can  Company,  Inc.,  New  York,  N.  Y.  Feeding  mecha- 
nism for  can  making  machines.     2.016,987  ;  Oct.   1. 

BazEoni,  Lewis  J.,  Swampscott,  Mass.,  assignor  to  United 
Shoe  Machinery  Corporation,  Paterson.  N.  J.  Covering 
articles.     2.015,656;  Oct.  1. 

Bechmann,  Rudolf,  H.  O.  Roosen.^tein.  and  H.  Eilstermann, 
assignors  to  Telefunken  Gesellschaft  ftir  Drahtlose  Tele- 
graphic m.  b.  H..  Berlin,  Germany.  Quartz  crystal  os- 
cillator.    2.015.8^6  ;  Oct.  1. 

Becker,  Joseph,  O'Hara  Township,  Allegheny  County,  Pa., 
assignor  to  The  Koppers  Company  of  Delaware.  Coking 
retort  oven.     2,015,657  ;  Oct.  1. 

Beese,  Norman  C,  Verona.  N.  J.,  assignor  to  Westinghouse 
Lamp  Company.     EHectric  switch.     2,016,131  ;  Oct.  1. 

Behr,  Leo,  assignor  to  Leeds  ft  Northrup  Company,  Phila- 
delphia, Pa.     Impedance  box.     2,015.651  :  Oct.  1. 

Belding,  Guy  A.,  Geneva,  Ohio.  Windmill.  2,016,777  ; 
Oct.   1. 

Bell  ft  Howell  Company,  The.  (See  Mayer,  Edwin  O.,  as- 
signor.) 

Bendlx  Aviation  Corporation.  (See  Bragg,  Caleb  S.,  as- 
signor.) 

Bendlx  Aviation  Corporation.  (See  Chandler,  Milton  E., 
assignor.) 

Bendlx  Aviation  Corporation.  (See  Hniit,  Scott  F.,  as- 
signor.) 

Bendlx  Aviation  Corporation.  (See  Robbins,  A»or  D.,  as- 
signor. ) 

Bendlx  Aviation  Corporation.  (See  Roth,  Harris  C,  as- 
signor.) 

Bendlx  Brake  Company.     (See  Bittner.  John,  assisrnor.) 

Bendlx  Brake  Company.  (See  Delahaye,  Walter  H.,  as- 
signor.) 

Bendlx  Brake  Company.  (See  Linsley,  Douglas  F.,  as- 
signor.) 

Bendlx  Brake  Company.      (See  Rosner,  Adolph,  assignor.) 

Bendlx  Products  Corporation.  (See  Burton,  Harry  E., 
assignor.) 

Bendlx  Westinghouse  Automotive  Air  Brake  Company. 
(See  Johnson,  Stephen,  Jr.,  assignor.) 

Benner,  Raymond  C.,  G.  J.  Easter  and  J.  A.  Boyer,  as- 
signors to  The  Carborundum  Company.  Niagara  Falls, 
N.  Y.  Silicon  carbide  refractory  and  the  manufacture 
thereof.    2,015,778  ;  Oct.  1. 

Bergner.  Kurt.  Taucha  near  Leipzig,  assignor  to  "Rodas" 
Maschlnen-Fabrlk  Roderick  W.  Home.  Taucha  near 
Leipzig,  Germany.  Device  utilized  in  conjunction  with 
sheet  printing  presses  for  spraying  the  printed  sheets 
with  liquid  paraflin  or  the  like.     2,015.652;  Oct.  1. 

Bergsllen.  Herman,  Anoka,  Minn.  Adjustable  standard 
for  stools.     2,016,132  ;  Oct.  1. 

Best,  Fred  H.,  Westfleld.  N.  J.,  assignor  to  American 
Telephone  and  Telegraph  Company.  Transmission 
measuring  system.     2,0l5.779  ;  Oct.  1. 

Bethlehem  Steel  Company.  (See  Geer,  Harry  R.,  as- 
signor.) 

Bevthan.  Carl  A.,  assignor  of  one-third  to  G.  B.  Wlllcox, 
feaglnaw,  Mich.     Self-cleaning  rake.     2.016.263;  Oct.  1. 

Bezzenberger,  Frederick  K..  Cleveland  Heights,  assignor 
to  The  Stratmore  Company,  Cleveland,  Ohio.  Forming 
abrasive  articles.     2,016,668;  Oct.  1. 

Bigelow-Sanford  Carpet  Co.  (See  Fuge,  W.  C.  and  Rush, 
assignors.) 

Blrnholz.  James,  Berlin.  Germany,  assignor  to  Oxford 
Varnish  Corporation,  Detroit,  Mich.  Decorating  arti- 
cles.   2,016,659  ;  Oct.  1. 
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Bittner,  John,  assignor  to  Bendlx  Brake  Company,  South 
Bend,   Ind.     Brake.      2,015.704  ;  Oct.   1. 

Black,  Lloyd  V.     (See  Miller.  R.  A.  and  Black.) 

Black,  Normau  F.,  and  J.  A.  Tllton,  Baton  Rouge,  La.,  as- 
signors to  Standard-!.  O.,  Company,  l^rodiiclng  tiighly 
refined  antidetonation  motor  fuel.     l», 015. 703  ;  Oct.  1. 

Blakeslee,  G.  S.  k  Co.     (See  Messlor,  Harry  P.,  a8.siKnor. ) 

Blau,  Lugwlg  W.,  Houston,  Tex.,  a8^<ignor  to  Standard  OH 
Development  Company.  Multit<taKe  flltt>r.  I',ul6,2ti4  ; 
Oct.   1. 

Blest,  Minot  C,  Avalon,  assignor  to  Pressetl  Steel  Car 
Company,  Pittsburgh,  Pa.  Car  construction.  2,015,780  ; 
Oct.   1. 

Blocher,  Samuel  S.,  York,  assignor  of  one-half  to  N.  Jac- 
ques, Knox,  N.  Dak.  Crescent-shape  two-edge  hoe. 
2.015,916;   Oct.   1. 

Blumenfeld,  Slegmund,  New  York,  and  Pasquale  LoCascio, 
Brooklyn,  N.  V.     Lock.     2,015,660  ;  Oct.  1. 

Bobroff,  Bornett  L.,  Karine.  Wis.  Signal  light  for  automo- 
tive vehicles.  2,015.917  ;  Oct.  1. 

Bock,  Charles  L..  assignor  to  A.  Hoffman.  Chicago.  lU. 
Fluid  checking  device.     2,015,837;  Oct.    1. 

Boeing  Airplane  Company.  (See  Canney,  Frank  R.,  as- 
signor.) 

Boeing  Airplane  Company.  (See  Egtveilt.  Claire  L.,  as- 
BigQor.) 

Bommer,  Erail.  deceased.  Brooklyn,  N.  Y.,  Q.  Bommer, 
J.  F.  Voelkel,  and  C.  F.  Gehrmann,  executors.  Door 
check  and  closer.     2.015,988  ;  Oct.  1. 

Bommer,  Emil.  decea.sed,  Brooklyn,  N.  Y.,  G.  Bommer, 
J.  F.  Voelkel.  and  C.  F.  Gehrmann,  executors.  E)oor 
check  and  closer.     2,015.989  ;  Oct.  1. 

Bommer.  Gustave.  executor  et  al.     (See  Bommer,  Emll.) 

Bond  Manufacturing  Corporation.  (See  Gravely,  J.  S., 
and  Kersey,  a.ssignors.) 

Booman.  John  A.,  (jueens  Village,  N.  Y.  Automatic  cut- 
ting machine.     2.015,990  ;  Oct.  1. 

Booth,  Earl  C.      (See  Noblitt.  Q.  G..  Booth  and  Ludlow.) 

Borden,  Perry  A.,  Waterburj-,  Conn.,  and  H.  W.  Moss, 
Detroit,  Mich.,  assignors  to  The  Bristol  Company,  Wa- 
terbury.  Conn.  Temperature  measuring  and/or  control 
apparatus.     2,015.838:  Oct.  1. 

Bosau,  Charles,  et  al.  (See  Teckemeyer,  John  F.,  F.  W., 
and  G.  A.,  assignors.) 

Boston  .Machine  Works  Company.  (S«e  Holmes,  Raymond 
J.,  assignor.) 

Boutry.  Pierre.  Fives-Lille,  assignor  to  Soci6t4  Anonyme 
dite  "Filatures  Boutry-Droulers,"  Five.s-Lllle.  France. 
Spinning  or  twisting  machine.      2.016.190;  Oct.   1. 

Boutwell,  Clarence  E..  Birmingham.  Ala.  Duplicating 
machine.     2.016.166:  Oct.  1. 

Bowers,  John  F..  Harrlsburg.  Pa.,  assignor  to  Harrisburg 
Steel   Corporation.      Liqueticr  tank.      2,016.223:   Oct.    1. 

Bowles,  Sherman  F.,  San  Antonio.  Tex.  I'iiw.  2,015,781  ; 
Oct.   1. 

Box  Blank  Corporation.  (See  Andrews,  Champe  8.,  as- 
signor.) 

Boyd  Corporation,  The.  (See  Fleming,  Howard  B.,  as- 
signor.) 

Boyer.  John  A.      (See  Benner.  R.  C,  Easter  and  Boyer.) 

Brabant,  Leo  B.,  Detroit,  Mich.  Gas  cock  or  the  like. 
2.015,918:  Oct.  1. 

Bradley.  Theodore  F.,  Westfleld,  N.  J.,  assignor  to  Ameri- 
can Cvanamid  Company.  New  York,  N.  Y.  Preparation 
of  synthetic  resins.     2,015,661  :  Oct.  1. 

Bragg,  Caleb  S..  Palm  Beach,  Fla.,  assignor  to  Bendlx 
Aviation  Corporation,  South  Bend,  Ind.  Steering  mech- 
anism.    2.015,705  :  Oct.  1. 

Brant  ford  Roofing  Company.  (See  Goodwin,  Ernefit,  as- 
signor.) 

Breeler.  Walter  R.,  Troy,  assignor  to  Ludlum  Steel  Co., 
Watervllet.  N.  Y.  Alloy  steel  for  internal  combustion 
engine  valves  and  associated  parts.     2.015,991  ;  Oct.  1. 

Breuers.    Wllhelm.    Ludwlgshafen-on-the-Rhine,    German 
assignor    to    I.    G.    Farbenindustrie    Aktlengesellscha 
Frankfort-on-the-Main.    Gt-rmany.      Production    of   con- 
version products  of  rubber.     2.016.102  ;  Oct.  1. 

Brewer.  Oscar  G..  St.  Marys,  Mo.  Automatic  tire  inflater. 
2,015.882  :  Oct.  1. 

Bridges,  Edward  G.,  Anderson,  Ind..  assignor  to  Lynch 
Corporation.  Glassware  forming  machine.  2.015,662  ; 
Oct.   1. 

Briles,  I^irkin,  Chico,  Chlit.  Pipe  wrench.  2,015.782 : 
Oct.   1. 

Bristol  Company.  The.  (See  Borden.  P.  A.,  and  Moss,  as- 
signors.) 

Bristol  Company.  The.     (See  Kerr,  William  J.,  assignor.) 

Brltton,  Rex  O..  Port  Angeles.  Wash.  Log  barker  or  peeler. 
2.016.069:  Oct.  1. 

Brockman,  Oscar,  Louisville,  Ky.  Repair  sole  for  shoes. 
2.016.070     Oct.  1. 

Broder,  Hans,  Zurich.  Switzerland.  Call  control  appa- 
ratus for  antomatJc  telephone  plants.     2.015,783  :  Oct.  i. 

Brooks.  Benjamin  T..  (Jreenwich,  Conn.,  assignor,  by  mesne 
assignments,  to  Standard  .Alcohol  Company,  Wilming- 
ton. Del.     Making  alkvl  halides.     2,015,706;  Oct.  1. 

Brown  Bnu  Filling  Macnlne  Company,  The.  (See  Green- 
law.  Burpee  D..  assignor.) 

Brown  Fayro  Company,  The.  (See  Warmoth.  George  W.. 
assignor.) 

Brown  Instrument  Company,  The.  (See  Brown,  Richard 
P..  assignor.) 

Brown,  John  E..  and  A.  B.  Clark,  assignors  to  Wlllard 
Storage  Battery  Company,  Cleveland.  Ohio.  Feeding 
means  for  gri<)  pasting  machines.     2,016,031  ;  Oct.  1. 


Vt: 


Brown.  Raymond  L..  Harwinton.  Conn.,  assignor,  by  mesne 
assignments,  to  General  Motors  Corporation.  Detroit, 
Mich.     Bearing  mounting.     2.015.784;  Oct.   1. 

Brown,  Richard  P.,  assignor  to  Tlie  Brown  Instrument 
Company.  Philadelphia,  Pa.  Compensated  flow  meter. 
2.015,839  :  Oct.  1. 

Bruce.  Robert  N.  B.  D.  (See  GrifHth,  R.  H..  Bruce,  and 
Hill.) 

Bruuuer,  Georges,  Zurich,  Switzerland.  Tool  holder  for 
two-way  planing.     2.015.919  ;  Oct.  1. 

Brunt  and  Company.     (See  Hans,  T..  and  Raney.) 

Brunt,  J.  P.     (See  Hans,  T..  and  Raney,  assignors.) 

Buckendale.  Ijiurence  R.  (See  Alden.  H.  W..  and  Buck- 
endale.) 

Buckeye  Steel  Castings  Company,  The.  (See  Johnson.  Q. 
T.,  and  Wolfe,  assignors.) 

Budd  Wheel  Company.  (See  Weightman.  William  A.,  as- 
signor. ) 

Buffalo  Foundry  k  Machine  Co.  (See  Kermer.  Mar. in  J., 
assignor.) 

Buffalo  Springfield  Roller  Co.,  The.  (See  Grelner,  C.  F., 
and  Aitken,  assignors.) 

Bukletlsh,  Vincent.     (See  lisak,  I.,  and  Bukletlsh.) 

Bukolt,  Roman  B..  Stevens  Point,  Wig.  Weatherproof 
tank  closure.     2,016.224  ;  Oct.  1. 

Bukolt,  Roman  B.,  Stevens  Point.  Wis.  Making  closure 
parts  to  eliminate  waste.     2.016,225  ;  Oct.  1. 

Bulova.  Ard^.  assignor  to  Bulova  Watch  Company,  Inc , 
New  York,  N.  Y.     Clock.     2,015,843  ;  Oct.  1. 

Bulova    Watch  Company.      (See  Bulova.  Ard4.   assignor.) 

Burch,  Joseph  J.,  Warren.  Ohio.  Closure  for  collapsible 
tubes.     2,015.992;  Oct.  1. 

Burdlck.  K<lson  C.      (See  Spohn.  Malcolm  E.,  assignor.) 

Burgess  Battery  Company.  (See  Glrard.  Lamont  B.,  as- 
signor.) 

Burke,  Paul,  assignor  to  Worthwest  Engineering  Corpora- 
tion, Green  Bay,  Wis.  Dipper  door  control.  2.016.032; 
Oct.  1. 

liurpee.  John  II.     (See  Foster.  BJ.  B..  and  Burpee.) 

Burton.  Elizabeth,  executrix.     (See  Burton.  Harry  E  ) 

Burton,  Harry  E.,  Chicago,  111.,  deceased.  E.  Burton,  ex- 
ecutrix, assignor  to  Bendlx  Products  Corporation,  South 
Bend,   Ind.     Brake  mechanism.      2,015.741  ;  Oct.  1. 

Butler,  Arthur  C.  Loudon,  England.  Holder  for  cigarettes 
or  the  like.     2.016,071  ;  Oct.  1. 

Byer,  Leonard  J..  Newton.  Mass.  Sock  and  making  the 
same.     2,015.844  ;  Oct.  1. 

CMC  Corporation.     (See  Moreno.  Gabriel  O.,  assignor.) 

Cadwell.  Edwin  B..  Chicago,  III.,  and  A.  B.  Webb.  Mil- 
waukee. Wis.,  said  Webb  assignor  to  said  Cadwell. 
Method  of  and  apparatus  for  preparing  paving  compo- 
sitions.    2.015.707  ;  Oct.   1. 

Calcott.  William  S..  Pennsgrove,  N.  J.,  and  H.  W.  Daudt 
NVilmlngtou,  Del.,  assignors  to  E.  I.  du  Pont  de  Nemours 
&    Company,    Wilmington,    Del.      Production     of    alkyl 
halides.     2,016,072  ;  Oct.  1. 

Camp,  Frank  W.,  assignor  of  fifteen  per  cent  to  J.  Liber- 
man.  San  Francisco.  Calif.,  and  ten  per  cent  to  B.  B. 
Stimmel.      Blasting  apparatus.      2.016.250;   Oct.    1. 

Campanella.  John.     (See  Locke.  J.  A.,  and  Campanella.) 

Campbell.  Augustine  W.,  L>etroit,  Mich.  Container  cap 
construction.     2,015,840;  Oct.  1. 

Campbell-Buchanan  Corporation.  (See  CTampbell.  Leon  J.. 
assignor.) 

Campbell,  Charles  A..  Watertown.  N.  Y..  ashignor  to  The 
New  York  Air  Brake  Company.  .\lr  brake.  2.015.7.86  ; 
Oct.  1. 

Campbell.  Leon  J..  Buchanan.  Mich.,  assignor  to  Campbell- 
Buchanan  Corporation,  Chicago,  111.  Clutch  mechanism 
and  control  for  change  speed  transmissions.  2,015  841  : 
Oct.  1. 

Canada  Trust  Company.  The.  executors  and  trustees  et  al. 
(See  Clark.  J.  M..  and  Ford.) 

Canney.  Frank  R..  assignor  to  Boeing  Airplane  Company, 
Seattle,  Wash.  Retractable  landing  gear.  2.015,920; 
Oct.  1. 

I'arborundum  I'ompany,  The.  (See  Benner,  R.  C.  Baster, 
and  Boyer,  ass'gnors. ) 

Carborundum  Company,  The.  (See  Prev,  Arthur  H.  as- 
signor.) 

Carborundum  Company,  The.  (See  Geiger,  Charles  F.. 
assignor.) 

Carcano,  Battista.  San  Diego,  Calif.  Hose  connection. 
2.015,786:  Oct.  1. 

Carlile  &  Doughty,  Incorporated.  (See  Doughty,  Leon  A., 
assignor.) 

Carlson,  HJalmar  E.,  Brooklyn,  N.  Y.,  assignor  to  Inter- 
national Cigar  .Machinery  Company.  Automatic  tobacco 
feed  for  cigar  machines.     2,016.107:  Oct.  1. 

Carlson.  James  E..  Galveston,  Tex.  Generator.  2.016.888- 
Oct.  1. 

Carlson.  Oscar  F..  assignor  to  Deere  k  Company.  Moline. 
III.     Tractor  pushed  implement.     2.015,708;  Oct.  1. 

Carter,  Otis  E..  assignor  of  one-third  to  E.  L.  English, 
Santa  Monica.  Calif.  Holder  for  sadirons.  2.015.921 ; 
Oct.  1. 

Caterpillar  Tractor  Co.  (See  Eberhard.  Harmon  S.,  as- 
signor.) 

Caterpillar  Tractor  Co.     (See  Wold.  Carl  O..  assignor.) 

Central  United  National  Bank,  trustee.  (See  Pierce,  Har- 
vey T.,  assignor.) 

Central  United  National  Bank,  as  trustee.  (See  Wheel- 
barger,  Albert  S.,  assignor.) 

(Tbambless,  Brsyl  F.,  assignor  of  one-half  to  J.  W.  Fay. 
Chicago,  111.     Screen  securing  means.    2.015,663 ;  Oct.  l! 


Chandler,  George  E.,  Gardner,  assignor  to  Heywood-Wake- 
fleld  Company,  Boston,  Mass.  Reclining  chair. 
2.010,133;  Oct.  1. 

Chandler,  Milton  E.,  assignor  to  Bendlx  Aviation  Corpora- 
tion, South  Bend.  ind.     Carburetor.     2,015,709  ;  Oct.  1. 

Chemische  Fabrlk  GrUnau  Landhoff  &  Meyer  .Aktlengesell- 
schaft.     (See  Sommer.  Fritz,  assignor.) 

Cherry,  Oscar  A.,  assignor  to  Economy  Fuse  k  Manufac- 
turing Co.,  Chicago,  111.  Hot  molding  composition  con- 
taining a  fabric  tiller  and  producing  same.  2,015,711  ; 
Oct.  1. 

Chesler,  Abraham  E.,  Brooklyn,  N.  Y.  Compact. 
2,015,712  ;  Oct.  1. 

Chesterfield  Tube  Company  Limited,  The.  (See  Marsh,  F. 
S.,  and  Ba>:galey,  assignors.) 

Chott,  Edward  L.,  assignor  of  one-half  to  H.  J.  Chott.  Chi- 
cago. 111.  Dental  aligning  and  testing  device. 
2.016,103;  Oct.  1. 

Chott.  Hugo  J.      (See  Chott.  Edward  L..  assignor.) 

Christenseu.  Aage,  Copenhagen,  Denmark.  Furnace  with 
grate  for  combustion  of  refuse  of  any  kind.  2,015,842  ; 
Oct.  1. 

Christian.  John  B.  et  al.     (See  Herring.  Jesse  B.,  assignor.) 

Christofferson,  Charles,  assignor  to  Universal  Air  Filter 
Corporation,  Duluth,  Minn.  Air  filter.  2.016,033; 
Oct.  1. 

Chrysler  Corporation.  (See  Hansen,  W.  C,  and  Webb, 
assignors.) 

Chrysler  Corporation.     (See  Lee,  Roger  K.,  assignor.) 

Chrysler  Corporation.      (See  Snow.  Robert  R.,  assignor.) 

Clmatool  Company.  The.     (See  Martin.  Ray  I.,  assignor.) 

Clark,  .\ldle  B.     (See  Brown,  J.  E.,  and  Clark.) 

Clark,  David  M.,  Worcester,  Mass.  Elastic  fabric. 
2.016,168;  Oct.  1. 

Clark,  i-red  I..  Oklahoma  City,  Okla..  assignor  to  Frlck 
Company,  Waynesboro,  Pa.  Adjustable  bracket  for  the 
air  tube  of  an  Ice  can.     2.016,073  ;  Oct.  1. 

Clark.  John  M.     (See  Ford.  I.  D.,  and  Clark.) 

I  laik.  Joun  M.,  Detroit,  Mich.,  and  I.  D.  Ford,  deceased, 
Riseland,  Ontario,  by  V.  M.  Ford.  Roseland,  and  The 
Canada  Trust  Company,  London,  Ontario,  Canada, 
executors  and  trustees,  assignors  to  Universal  Button 
Fastening  &  Button  Company,  Detroit,  Mich.  Button 
manufacture.      2,016,240;    Oct.     1. 

Clark,  John  M.,  Detroit,  Mich.,  and  I.  D.  Ford,  deceased, 
Roseland,  Ontario,  by  The  Canada  Trust  Company,  Lon- 
don, Ontario,  and  V.  M.  Ford,  Roseland,  Ontario,  Canada, 
txeciitors  and  trustees,  assignors  to  Universal  Button 
Fastening  &  Button  Company,  Detroit,  Mich.  Button. 
2,016.241  ;  Oct.  1. 

Clark  Thread  Company,  The.  (See  Nunan,  Thomas  J.,  as- 
signor.) 

Clausen,  Jens.  Harrlsburg.  Pa.,  assignor  to  Uarrisburg 
Steel  Corporation.  Liquefier  tank  and  sealing  same. 
2.016.220  ;  Oct.  1, 

Clausen,  Jens.  Harrlsburg,  assignor  to  Harrlsburg  Steei 
Corporation.     Liquelier  tank.     2.016,227  ;  Oct.  1. 

Clausen,  Jens,  Harrlsburg,  Pa.,  assignor  to  Harrlsburg 
Steel  Corporation.  Tank  construction.  2,016,228 ; 
Oct.  1. 

Ck  veland  Rock  Drill  Company,  The.  (See  Curtis,  John  C, 
as.  igJior.) 

Cochran,  Walter  L.,  et  al.  (See  Stannard,  Benjamin  F., 
assignor.) 

Cole,  John  E.      (See  Dahlen.  M.  A.,  and  Cole.) 

Columbia  Ribbon  and  Carbon  Manufacturing  Company. 
(See   Dixon,    Lewis   M.,   assignor.) 

Compo  Shoe  Machinery  Corporation.  (See  Smith,  John  F., 
assignor.) 


Conord,  Herbert  C.  Brooklyn,  assignor  to  Trans-Lux  Day 
Screen    Corporation,    New    Y< 
Projection   system.      2,016,034;   Oct.    1 


light    Picture 


ork,    N. 
(See  Fawkes,  C.   E., 


Container   Corporation  of  America, 
and  Mackenzie,  assignors.) 

Continental  Can  Company.     (See  Bayer,  Hugo  F.,  assignor.) 

Continental  Motors  Corporation.  (See  Vincent,  Edward 
T.,  assignor.) 

Contlnenza.  Joseph,  St.  Paul,  Minn.  Tire  valve  core. 
2,016,074  ;   Oct.    1. 

Conway,  James  V.      (See  Owler,  T.  D.,  and  Conway.) 

Cooley.  Austin    G.,  Cambridge,  Mass.,  assignor,  by  mesne 
assignments,  to  Radio  Corporation  of  America.     Synchro 
nlzlng  apparatus   for  phototelegraphy,  etc.      2,015,742  ; 
Oct.  1. 

Cooper,  Will,  Morton  Grove,  and  J.  Dunlop,  Park  Kidge, 
111.,  said  Dunlop  assignor  to  Westlnghou.se  Electric  Ele- 
vator Company,  Chicago,  111.  Moving  stairway. 
2,016,104  ;    Oct.    1. 

Cordova,  Joaquin  P.,  Lomas  de  Chapultepec.  Mexico.  Sec- 
tional cable  suspension  assembly.     2,016,191  ;  Oct.  1. 

Cornell.  Ellas  S..  Kvanston,  and  C.  A.  Koerner,  assignors 
to  The  I>elta-Star  Electric  Campany,  Chicago.  III.  Sec 
ondnrv   plug  switch.     2.015.710;    Oct.   1. 

Coxhead.  Ralph  C,  Corporation.  (See  Resch,  Henry,  as 
signor.)  ^ 

Crago.  Arthur,  Mulberry,  Fla..  and  H.  C.  Motsinger.  Pu- 
laski, Tenn.,  assignors  to  Phosphate  Recovery  Corpora- 
tion, New  York.  N.  Y.  I'oncentration  of  barfte  bearing 
materials.     2.016.105;  Oct.  1. 

Craig,  Palmer  M.      (See  Ward.  A.  K..  and  Craig.) 

Crosby.  William  E.  (See  Seligman.  R.,  Crosby,  and  Good- 
man.) 

(?udnev.  John  F..  Buffalo,  N.  Y.  Self -supported  lipped 
ledge    seat.      2,015,884  ;   Oct.    1. 


Culver,  Edward,  Crouch  End,  Loudon,  assignor  to  United 
Kingdom  Optical  Company,  Limited,  Mill  Hill,  London, 
England.      Polishing   machine.      2,016,134 ;   Oct.    1. 

Cummlugs,  Tom,  Brooklyn,  assignor  to  General  Chemical 
Company,  New  York,  N.  Y.  Making  a  catalyst. 
2,016,135;   Oct.   1. 

Curtis,  John  C,  assignor  to  The  Cleveland  Rock  Drill  Com- 
pany, Cleveland,  Ohio.  1-eediug  mechanism  for  rock 
drills.      2,015,922;   Oct.   1. 

Dahlberg,  Arthur  O.,  Madison,  Wis.  Fountain  pen. 
2,016,106;   Oct.   1. 

Dahlen,  Miles  A.,  and  J.  E.  Cole,  assignors  to  £.  I.  du  Pont 
de  Nemours  &  Company,  Wilmington,  Del.  Azo  dye  and 
its  preparation.     2,015,743  ;  Oct.  1. 

Daimler-Benz  Aktiengesellschaft.  (See  Schlldknecht, 
Helnrlch,  assignor.) 

Daimler-Benz  Aktiengesellschaft.  (See  Wagner,  Max,  as- 
signor.) 

Diillenbach,  Walter,  Berlln-Charlottenburg,  assignor  to  N. 
V.  Machlnerieen-eu  Apparaten  Fabrleken  "Meaf, 
Utrecht,  Netherlands,  rroduciug  a  source  of  light. 
2,015,885  ;  Oct.  1. 

Daudt,  Herbert.      (See  Calcott.  W.  S.,  and  Daugt,  A.) 

Daudt,  iiert>ert  W.,  assignor  to  E.  I.  du  Pout  oe  Nemours 
k  Company,  Wilmington,  Del.  Organic  halides. 
2,010,075  ;  Oct.  1. 

Davis,  Charles  H.,  Jr.,  deceased,  by  J.  T.  Fitxsimmons, 
administrator,  Anderson,  Ind.,  a^Bignor,  by  mesne  as- 
signments, to  General  Motors  Corporation,  Detroit, 
Mich.     Ignition  apparatus.     2,016,076  ;  Oct.  1. 

Davis,  Clarke  F.,  Short  Hills,  N.  J.,  assignor,  by  mesne 
tthsignments,  to  American  Cyanamid  k  Chemical  Cor- 
portion.     Snap  locking  slab.     2,015,744  ;   Oct.  1. 

Davis,  Ernest.  Syracuse,  assignor  to  The  Prosperity  Com- 
pany Inc.,  Syracuse,  N.  Y.  Garment  or  Ironing  press. 
2,016,130;   Oct.  1. 

Davis,    Harold  G.,  Denver,  Colo.     Hose  valve  and  nozzle. 

2.015.923  ;    Oct.    1. 

Davis    Welding   k    Manufacturing   Company,    The.      (See 

Lincoln,  John  G.,  assignor.) 
I>aynite  Highway  Marker  Co.,  The.     (See  Miller,  James  M., 

assignor.) 
Dayton  Rubber  Manufacturing  Company,  The.     (See  Freed- 

lander,    Abraham   L.,   assignor.) 
Decker,  Harry   R.,  Houston,  assignor  of  one-half  to  M.   E. 

Stewart,      Harris     County,     Tex.        Casing      protector. 

2.016.(/77  ;  Oct.  1. 
Deere  k  Company.     (See  Carlson,  Oscar  F.,  assignor.) 
De  Javanikes,  Francis  J.,  New  York,  N.  Y.     Fireman's  pro- 
tector.    2.016,137  ;  Oct.   1. 
Delahaye,  Walter  H.,  Ottawa,   Ontario,   Canada,   assignor 

to  Bendlx  Brake  Company,  South  Bend,  Ind.     Automo 

bile  brake.     2,015,713  ;  Oct.  1. 
De  Laval  Steam  Turbine  Company.     (See  Kennedy,  Frank 

W.,  assignor.) 
De   Lhorbe,   William   E.,   Oregon,   IlL     Greenhouse   bench. 

2.015.924  :  Oct.  1. 

Del  Mar,  William  A.,  Greenwich,  Conn.,  assignor  to  Hablr- 

shaw  Cable  k  Wire  Corporation.  New  York,  N.  Y.   Cable. 

2,015,714;  Oct.  1. 
Delta  Manufacturing  Company,  The     (See  Tautz,  Herbert 

E.,  assignor.) 
Delta  Star  Electric  Company,  The.      (See  Cornell,  E.   S., 

and  Koerner,  assignors.) 
Demyttenaere,  Marcel  E.,  West  Springfield,   Mass.     Lamp 

wrench.     2.016,078;  Oct.  1. 
D^ri,  Max,  Meran,  Italy.     Electrical  system.     2,015,745 ; 

Oct.  1. 
Deuel,  Clyde  E.,  and  C.  A.  Loomans,  Stevens  Point,  Wis. 

Disposable  towel  bib.     2,016,079 ;  Oct.  1. 
De   Wees,   Russell   J.,  Dallas,  Tex.     License  plate  holder. 

2,016,080  ;  Oct.  1. 
De  Wolf,    Marls  E.,  Spencer,  Iowa.     Trough.     2,015,925; 

Oct.  1.  „ 

Dlascope  Corporation   Ltd.      (See   Forde,  Thomas  H.,   as- 
signor.) 
Diesbach,  Fritz  G.,   assignor  to    Krauth    k  Bennlnghofen, 

Hamilton,     Ohio.       Autographic     register.       2,016,242 ; 

Oct.  1. 

Dietrich,  Karl,  Hanover,  Germany.  Coin-freed  locking  de- 
vice for  typewriters.     2,015.787  ;  Oct.  1. 

Dlght,  Sidney  R..  Haslar,  Gosport,  England,  assignor  to 
G.  &  J.  Weir,  Limited.  Glasgow.  Scotland.  Boiler  feed 
water  regulator  and  like  apparatus  for  regulating  liquid 
levels.      2,016,229;  Oct.   1.  ».      ,,  ,  . 

Dimm,    Charles  M.      (See  Mallett,  John  P.,  assignor.) 

Dixon,  Lewis  M.,  Bloomfield.  N.  J.,  assignor  to  Columbia 
Ribbon  and  Carbon  Manufacturing  Company,  Inc.,  Glen 
Cove,  N.  Y.  Package  and  making  same.  2,016,138; 
Oct.  1. 

Doane,  Leroy  C,  assignor  to  The  Miller  Company,  Merlden, 
Conn.     Disconnecting  holder.     2,015,715  ;  Oct.  1. 

Doherty,  Wilfred  T.,  Houston.  Tex.,  assignor  to  Standard 
Oil  Development  Company.  Cleaning  composition. 
2.016,265;    Oct.    1.  „      „ 

Dohren.  Oscar,  Springfield  Gardens,  N.  T.  Button  and 
loop  clasp.     2,016,192 ;  Oct.  1.  ^  ^     ,..      . 

Doughtv.  Leon  A.,  Glenside.  Pa.,  assignor  to  Carlile  k 
Doughty,  Incorporated.     Battery  container.     2,015,746; 

Downing,  Frederick  B..  Carneys  Point.  N.  J.,  and  H.  W. 
Walker.  Wilmington.  Del.,  assignors  to  K.  I.  du  Pont 
de  Nemours  k  Company.  Wilmington,  Del.  Acid  inhibit- 
ing agent.     2,016,035;  Oct.    1. 
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Downing,  John,  assignor  to  Reading  Hardware  Corpora- 
tion, Reading.  Pa.  Lawn  mower  conatructloti.  2,016,230  ; 
Oct.  1. 

Drake,  Frank  8..  Ft.  Thomas.  Ky.  Universal  rolling  win- 
dow screen.     2.015.993;   Oct.  1. 

I>r!ike,  John  L..  assiKO'T  to  Libhey-Owens-Ford  Glass  Com- 
pany, Toledo.  Ohio.  Roll  construction.  2,015,747  ; 
Oct.  1. 

Dunlop,  James.     (See  Cooper,  W..  and  Dunlop.) 

D«  Pont.  E.  I.,  de  Nemours  k  Company.  (8««  Calcott,  W. 
S..  and  r>audt.  assignors.) 

Du  Pont.  R  I.,  de  Nemours  &.  Company.  (See  Dahlen.  M. 
\..  and  Cole,  asaignors.) 

Du  Pont.  E.  I  .  de  Nemours  &  Company.  (See  Daudt,  Her- 
bert W..  as.slgnor.) 

Du  Pont,  E.  I  .  dp  Nemours  &  Company.  (See  Downing, 
F.   B..  and  Walker,  assignors.) 

Du  Pont,  E.  I  ,  dp  Nemours  &.  Company,  The.  (See  Gilbert, 
Harvey  N.,  as&lgnor. ) 

Du  Pont.  E.  I.,  de  Nemours  &  Company.  (See  Graves, 
Oorsre  De  W..  assignor.) 

Du  Pont.  E.  I.,  de  Nemours  &  Company.  (See  Izsak.  A., 
and    F'unk.   assignors.) 

Earnnhaw.  •;eorge  K.,  assignor  to  Eiirnshaw  Kuittlng  Com- 
pany. Newton.  Mass.     T'ndergarment.     2,016.266;  Oct.  i. 

Karn»*ha\v  Knitting  Company.  (See  Earnshaw.  George  F., 
assignor. )  .  «  v 

Baxter.  George  J.     (See  Benner.  R.  C.  Easter,  and  Boyer.) 

Katon  Charles  F..  West  Newbury,  assignor  to  Perfection 
Markt-r  Company.  Cambridge,  Mass.  Mark\ng  machine. 
2  015  994  ■  O^t    1. 

Elirhar'd.  Harmon  S..  assignor  to  Caterpillar  Tractor  Co., 
San  Leandro.  Calif.     Tractor.     2,015.886  ;  Oct.  1. 

Eclipse  Aviation  Corporation.     (See  Allen,  Joseph  W.,  as- 

EcUpsp  Aviation  Corporation.  (See  McNeil,  Charles  I., 
assignor. »  „       „  «*   i     i       t> 

Eclipse   Machine  Company.      (See  Ferguson.  Malcolm  P., 

Eclipse    Machine  Company.      (See  Lafltte,  Theodore   J-B., 

Economic    Machinery    Company.       (See    Holm.    Carl,    as- 

Bconomy  Fuse  &  Manufacturing  Co.  (See  Cherry.  Oscar 
A..   a.«*«lgnor.)  »,     ,  .  *     t»    ji 

Eddison.  (lifTord,  East  Orange.  N.  J.,  assignor  to  Radio 
Corporation  of  America.  Coating  Iron  with  carbon. 
2.016,139;  Oct.  1.  ,  .  x 

Edelmann,  E..  &  Co.      (See  Edelmann,  I^  assignor.) 

Edelmann.  I>eo.  assignor  to  E.  Edelmann  &  Co..  Chicago. 
Ill  Thermometer  housing  for  thermo  hydrometers  and 
the   like.      2.016.193  :   Oct.    1. 

Eek  Thorlelf  Oslo.  Norway,  assignor  to  Kockums  Mekan- 
iska  Verkstads  Aktiebolag.  M.ilmo.  Sweden.  Fuel  in- 
jection means  for  compressorless  Internal  combostlon 
engines.      2.015,887  ;   Oct.    1. 

Ejtvedt  Claire  L..  assignor  to  Boeing  Airplane  Company, 
Seattle  Wash.  Fire  preventing  and  extinguishing  sys- 
tem for  aircraft.     2.015.995;   Oct.  1. 

Eichacker.  Homer  A.,  assignor  to  Vonnegnt  Hardware 
Company.  Indlapolia,  Ind.  Double  door  coordinator. 
2.015.996:  Oct.  1. 

Elchstadt.  Karl.  Berlin  Charlottenburg.  Germany,  assignor 
to  Oxford  Varnish  Corporation,  Detroit,  Mich.  Decorat- 
ing articles.     2.015.664  :  Oct.  1. 

Eitren  August  D.,  Rorkville  Centre.  N.  Y..  assignor  to 
Simplex  Pattern  Projection  Corporation,  New  York, 
N    Y      Dl'^play  device.     2.01.';. 665;   Oct.   1. 

Ek.«<tran(l    Alfred  E.     (See  Schribner.  R.  B..  and  Ekstrand.) 

Elder    Frank  R.      (See  L^Rooue,   H.  B..  and  Elder.) 

Fills    Lambert  A..  Laurel.  Del.     Ball.     2.016.0R1  ;  Oct.  1. 

Flrod  Henry  E..  San  Benito.  Tex.  Refrigerating  unit. 
2,016.082  ;  Oct.  1. 

Flson  Emannel  J..  Chicago.  111.  Supporting  bracket. 
2.015.845  ;  Oct.  1.  „     «  *  .  ^ 

El'^termann.  Herbert.  fSee  Bechmann.  R.,  Roosensteln,  and 
Elstermann.)  .  ^ 

F.merv    Alfred  H.     (See  Aldeborgh,  E.  H..  and  Emery.) 

Empire  Trust  Company,  trustee.  (See  Kesty,  Carl  C, 
assignor.)  .     _ 

English,  Ernest  L.     (See  Carter.  Otis  E..  assignor.) 

Ensign.  Harris  N..  Los  Angeles,  and  H.  A.  Hanson,  West 
Los  Angeles,  assignors  to  Paramount  Productions,  Inc., 
Ixw  An»:eles.  Calif.  Motion  picture  film  propelling 
means.     2.016.0S3  :  Oct.   1. 

Entwlstle.  James  L.  (See  Woodruff.  L.  F..  and  (Rose. 
assignor).)  ^       ,     ,  ».      „ 

F:qulpment  Specialties  Company.  (See  Lundvall.  John  S.. 
as.slgnor.) 

Equitable  Pap^r  Rag  Co.     (See  Poppe.  George  W.,  assignor.) 

Erba  Aktiengesellschaft.  Fabrlk  Chemlscher  Prodnkte. 
(See    Mflller,     Adalbert,    as.-lgnor.» 

Erba  Aktiencesellschaft.  Fabrlk  Chemlscher  Prodnkte. 
(See   Mflller.   A.,   and    Stenzlnger,   assignors.) 

Evans.  E>lwln  R.,  Cleveland.  Ohio.  Construction  for  ve- 
hicle brakes.     2.015.716;  Oct.  1. 

Ewald.  Mark.  Olympla.  Wash.,  assignor  to  Special  Eoulo- 
ment  Company.  Portland.  Oregon.  Peeling  machine  and 
process.      1.015.666:    Oct.    1. 

Falk  Corporation.  The.  (See  Schmltter.  Walter  P..  as- 
signor i 

Fallen.  Frank  .T      (Sep  StupakofT.  S.  H.,  Fallon,  and  Suter.) 

Falthanser.  Wlllv.  Munich,  Germany,  Expanding  closing 
capsule  for  bottles  and  other  containers.  2  015.848; 
Oct.  1. 


Fausett.  Floyd.  Greenwood,  assignor  to  Supreme  Instru- 
ments Corporation,  Greenwood.  Miss.  Testing  oscillator. 
2.016.084;   Oct.   1. 

Fawkes.  Charles  E.,  Chicago  III.,  and  C.  M.  Mackenile, 
Wabash,  Ind.,  assignors  to  Container  Corporation  of 
America,  Chicago,  111.  Paper  coating  procesn.  2,016,086; 
Oct.   1. 

Fay,  Joseph  W.      (See  Chambless,  Ersyl  F..  assignor.) 

Fee.  Thomas  Arthur,  Jr.  assignor  to  Gasoline  Energy 
Distributors  Limited,  Vancouver,  British  Columbia,  Can- 
ada.     Liquid  metering  device.     2.015,997;   Oct.   1. 

Ferguson.  Malcolm  P..  assignor  to  Eclipse  Machine  Conr- 
pany,  Elmlra.  N.  Y.  Engine  starter  control.  2.016,231  ; 
Oct.  1. 

Ferrara,  John,  Brooklyn.  N.  Y.  Hand-bag  construction. 
2  015.888;  Oct.  1. 

Hneman.  Saul  1.,  Cleveland,  Ohio.  Artificial  grass  mat. 
2,015.889;    Oct.    1. 

Fisher.  Ernest  F..  St.  Louis.  Mo.  Apparatus  for  cooling 
liquids.     2.016.086;  Oct.  1. 

Fits  Gerald,  Alan  S.,  Wynnewood,  Pa.  Photo-electric 
system.     2.016.036:  Oct     1. 

Fitzpatrick.  James  C.  (See  Rhodes,  BL  O..  and  Fltz- 
patrick. ) 

Fltzsimmons,  John  T.,  administrator.  (See  Davis,  Charles 
H..    Jr.) 

Flameking  Company.      (See   Molr.    Charles   J.,   assignor.) 

Flanlgan.  John  (J.,  executor.  (See  Oeiaghty,  John  P..  as- 
signor.) 

Fleming.  Howard  B..  Scarboro,  assignor  to  The  Boyd  Cor- 
poration, Portland,  Maine.  Tull  gate  release.  2,016,267  ; 
Oct.  1. 

Fleming.  Wilfred  K.,  Canton,  and  R.  L.  Hasklns,  Boston. 
Mass.    Radio  Interference  eliminator.    2.015.667  ;  Oct.   1. 

Florman,    Irving.      (See   Nyden,    Robert,   asHlgnor.) 

Floyd,  Harry  T..  St.  Louis,  Mo.  Casket  truck.  2,016,232  ; 
Oct.  1. 

Forbes  Lithograph  Manufacturing  Company.  (See  O'Keefe. 
Carroll  J.,  assignor. ) 

Ford,  Ira  D.     (See  Clark.  J.  M..  and  Ford.) 

Ford.  Ira  D,.  RoS4>land,  Ontario.  Canada,  and  J  M.  Clark, 
assignors  to  Universal  Button  Fastening  &  Button  Com- 
pany. Detroit.  Mich.  Button  manufacture.  2.016.238" 
Oct.  1. 

Ford  Ira  D..  Roseland.  Ontario.  Canada,  and  J.  M.  Clark, 
assignors  to  Universal  Button  F'astening  &  Button  Com- 
pany. Detroit,  Mich.  Manufacture  of  buttons. 
2.016.239  ;  Oct.  1. 

Ford.  Violet  M..  executor  and  trustee  et  al.  (See  Clark, 
J.  M..  and  Ford.) 

Forde,  Thomas  H.,  assignor  to  Diascope  Corporation  Lti., 
San  Francisco,  Calif  Electric  furnace.  2.015.926; 
Oct.  1. 

Foreau.  Ren^.  assignor  to  Socl#t*  Anonyme  des  Anclens 
Etabllssements  .V.  Chanard.  Ruell  (Seine  and  Otse), 
France.      Suction   apparatus.      2.015.998;    Oct.    1. 

Forsberg.  Harold  S.,  Stratford,  Conn.  Saw  handle. 
2.016,107;  Oct.  1. 

Foster,  Eugene  B..  and  J.  H.  Burpee,  Belllngham.  Wash. 
Retort  door  and  locking  the  same.      2.015.788;  Oct.    1. 

Fox,  John  H..  and  H.  8.  Helchert.  Pittsburgh.  Pa.,  as- 
signors to  Pittsburgh  P!ate  Glass  Company.  Double 
glazed    window   construction.      2.015.789;    Oct.    1. 

Frank.  Curt  P..  Plattsburg,  N.  Y.  Tube  cap.  2.0!5.?OG; 
Oct.    1. 

Eraser,  William  F..  Victoria.  British  Columbia.  Canada. 
Headlight  controlling  device.     2.016.243;  Oct.  1 

Fre<lln.  Olaf  E..  Minneapolis.  Minn.  Shelving  device. 
2.016.194:  Oct.   1. 

Freedlander.  Abraham  L.,  assignor  to  The  Dayton  Rubber 
Manufacturing  Company,  Dayton.  Ohio.  Belt.  2,016.140; 
Oct.  1. 

Freeland.  Claude  L.,  Bristow.  Okla.  Nut  lock.  2,016,000  ; 
Oct.  1. 

Frick    Company.      (See  Clark.   Fred    I.,   assignor.) 

Frick    Company.      (See    Small,    Norman    M.,    assignor.) 

Frollch,  Per  K..  Roselle.  N.  J  .  assignor  to  Standard  Oil 
Development  Company.  Producing  pour  Inhibitors. 
2,015,74«;  Oct.  1. 

Frosted  Wool   Process  Company.      (See  Greenleaf,  Robert 
M..  asslcnor.) 
•  Fuge.  William  C.  and  J.  W.  Rush,  assignors  to  Blgelow 
Sanford   Carpet   Co..    Inc.   Thompsonvllle.   Conn.      Tuft 
pile  fabric  loom.     2.016.001  :  Oct.   1. 

Fuglt.  Carl  A..  Alhambra,  Calif.  Orchard  heater. 
2.016.002;  Oct.  1. 

Fuller.  Frederick  L..  West  Orange.  N.  J.,  assignor  to  The 
National  Cash  Register  Company.  Dayton.  Ohio.  Cash 
register.      2.015,749;   Oct.    1. 

Funk,  Forest  J.      (See  Izsak.  A.,  and  Funk.) 

Gaede.  Samuel  A..  I»s  Anzeles,  Calif.  Convertible  breast 
and  bench  drill.     2.015.790;  Oct.   1. 

Oantvoort.  John  M..  Sewlckley.  Pa.  Humidifier. 
2.016.003;  Oct.  1. 

Garrett.  Francis  A,,  assignor  to  I/»yland  Motors  T,lmlted. 
Levland.  England.  Control  gear  for  electrically  driven 
vehicles.      2.016,087;    Oct.    1. 

Gas  IJght  &  Coke  Company.  The,  (See  Griffith.  R.  H.. 
Bruce,  and  Hill    a«s|i.'noni,) 

Gasoline  Eners:y  I>1«trlt)utors  Limited.  (See  Fee.  Thomas 
A..  Jr..  assignor.) 

Gav.  Frazer  W..  Newark,  N.  J.,  assignor  to  General  Cable 
Corporation.  New  York.  N.  Y.  Electric  cable  Installa- 
tion.    2.016.004  ;  Oct.  1. 
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Qeer,  Harry  R.,  Westmont.  Pa.,  assignor  to  Bethlehem 
Steel  Company.     Rolling  mill  guide.     2,016.141  ;  O^t.  1. 

Gebrmanu,  Charles  F.,  executor,  et  al.  (See  Rommer, 
Emll.) 

Oelger,  Charles  F.,  Metuchen.  N.  J.,  assignor  to  The  Car- 
borundum Compan>,  Niagara  Falls,  N.  Y.  Manufacture 
of  ceramic  ware.      2.015.750;   Oct.    1. 

Gelst,  Sadie  R.,  Brooklyn.  N.  Y.  Producing  fluffed  cord 
border  for   fabrics.     2,015  847;  Oct.   1. 

Gelstharp,  Fre<!erick.      (See  Miller,  R,  A.,  and  Gelstharp.) 

Gelstharp.  Frederick,  and  W.  O.  Koupal,  Tarentum.  Pa. 
assignor  to  Pittsburgh  Plate  Glass  Company.  Appara 
tU8  for  making  flat  gla^s.     2,015,791  ;  Oct.  1. 

General  Aniline  Works.  Inc.  (See  Kranzleln,  O.,  Greune, 
and  Thlele.  assignors.) 

General  Cable  Corporation.  (See  Gay,  Frazer  W.,  a» 
signor.) 

General  Cable  Corporation.  (See  Emmons,  Donald  M 
assignor.) 

General  Chemical  Company.  (See  Cummings,  Tom,  as 
signor.) 

General  Conveyers  Limited.  (See  Needham,  John  T..  as 
signor. ) 

General  Electric  Company.  (See  La  Pierre,  C.  W.,  Mead 
and  Menger,  assignors.) 

General  Electric  Company.  (See  LaRoque,  H.  B.,  and 
Elder,    assignors.) 

General  Electric  Company.  (See  Leach,  Edward  A.,  as- 
signor.) 

General  Electric  Company.  (See  MUller,  Robert  H.,  as- 
signor. ) 

General  Electric  Company.  (See  Held,  Eugene  H.,  as- 
signor.) 

General  Electric  Company.  (See  Rowe,  William  H.,  as- 
signor.) 

General  Motors  Corporation.  (See  Brown,  Raymond  L., 
assignor.) 

General  Motors  Corporation.  (See  Davis,  Charles  H.,  Jr., 
assignor.) 

General  Motors  Corporation.  (See  Smith,  Harry  F.,  as- 
signor.) 

Geraghty,  John  P.,  deceased,  Jersey  City,  N.  J.,  John  G. 
Flanlgan,  executor.  Starting  control  system  for  auto- 
mobile   engines.      2  015.792  ;    Oct.    1. 

Glannasca.  Ettore.  New  York,  N.  Y.  Dog  basket. 
2,016.005:  Oct.   1. 

Gilbert,  Harvey  N.,  Niagara  Falls,  N.  Y.,  assignor  to  The 
E.  I.  du  Pont  ae  Nemours  &  Companv,  Incorporated, 
Wilmington,  Del.  Manufacture  of  alkali  metal  cya- 
nides.    2,015,668;  Oct,  1. 

GlUeland.     Samuel    G.,    Parsons.    Kans.      Heating    drum. 

2.015.793  ;  Oct.  1. 

Gillette  Safety  Razor  Company.  (See  Lambert,  (Jerard 
B.,   assignor.) 

Gilmore.  Chace  D..  assignor  to  Peerless  Springs,  Incorpo- 
rated, West  Chester,  Pa.  Machine  for  Joining  up- 
holstery   springs.      2.()15,927;    Oct.    1. 

Gllstrap,  Louisa  M,      (See  Gray,  Reo  D.,  assignor.) 

Qlrard,  Lament  E.,  assignor  to  Burgess  Battery  Com- 
pany,  Madison,   Wis.     Dry  cell.      2,(316,108  ;   Oct.   1. 

Glenn.  Clinton  A.      (See  Adams,  Carl  S.,  assignor.) 

Globe- Wernicke  Company,  The.  (See  Schmitz.  Fred  A., 
assignor  ) 

Goldstein,  Morris  E.,  Cheyenne,  Wyo.  Combined  flash- 
light and  tool  holder.     2,015.928;  Oct.  1. 

Goodman,  Hugh  F.  (See  Sellgman.  R.,  Crosby,  and  Good- 
man.) 

Goodrich.  B.  F.,  Company.  The.  (See  Semon,  Waldo  L., 
assignor.) 

Goodwin.  Ernest,  assignor  to  Brantford  Roofing  Company, 
•  Limited,  Brantford.  Ontario,  Canada.  Dipping  asphalt 
shingles.      2.015.929:   Oct.   1. 

Gottachalk.  Hubert,  New  York,  N.  Y.  Clutch  disk. 
2,016,89();  Oct.  1. 

Gravely,  Jnlian  S.,  and  L.  N.  Kersey,  assignors,  by  mesne 
assignments,  to  Bond  Manufacturing  tTorporation.  Inc., 
Wilmington,  Dal.  Apparatus  for  decorating  bottles. 
Jars,  cans,  and  like  articles.    2,015.669;  Oct.  1. 

Graves.  George  D.,  assignor  to  E.  I.  du  Pont  de  Nemours  & 
Company.  Wilmington,  Del.  Catalytic  process  for  pro- 
ducing allcycUc  ketones.     2,015,761  :  Oct.  1. 

Gray,  Reo  D..  assignor  of  one-fourth  to  L.  M.  Gllstrap. 
Portland,       Oreg.  Self-sealing       collapsible       tube. 

2.015.794  :   Oct.   1. 

Greene,  Morrill,  Rldgewood,  B.  J.  Halllgan.  West  Orange, 
N.  J.,  and  H  Wagner,  Jr..  Port  Washington,  N.  Y,,  as- 
■Ignort  to  .^nlerlcan  Telephone  and  Telegraph  Com- 
pany.       Mounting      for      telephone      coin      collectors. 

2.016.795  :  Oct.   1. 

Greenlaw.  Burpee  D.,  assignor  to  The  Brown  Bag  Filling 

Machine     Company,     Fltchburg,     Mass,       Stock     feeding 

nrechanlsra  for  packaging  machines.     2.015,892;  Oct.  1. 
Greenleaf,    Robert    M  ,    Los    .\ngele8,    Calif.,    assignor    to 

Frosted    Wool    Process   Company.      Drying   clean    wool. 

2,015. S93  :   Oct.  1. 
Greenleaf.    Robert    M.,    Los    Angeles,    Calif,,    as.signor    to 

Frosted  Wool  Process  Company.     Apparatus  for  remov 

Ing  extraneous  matters  from  wool.     2.015,894  ;  Oct.   1 
Gregory     Ell    K..    Brooklyn,    N.    Y.,    assignor    to    Spencer 

Thermostat  Company      Thermostat.     2,016,244  ;  Oct.  1. 
Gregory.  Pete  F..  Newton,   Iowa.     Folding  Ironing  board. 

2.016,195;  Oct.  1. 
Grelner,  Carl  F.,  and  A.  W.  Altken.  assignors  to  The  Buf- 

falo-Sprinirflel''    Roller    Co.,    Springfield,    Ohio.       Read 

roller.      2.015.891  ;    Oct.    1. 
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Greune.  Heinrlch.  (See  Kranzleln,  G.,  Qrenne,  and 
Thiele.) 

GrIflJth,  Francis,  Passaic,  N.  J.  assignor  to  The  Western 
Union  Telegraph  Company,  New  York,  N.  Y.  Conveyer 
transfer.     2,016,268  ;   Oct.   1. 

Grifiith,  Roland  H.,  R.  N.  B.  D.  Bruce,  and  S.  G.  HIU. 
London.  England,  assignors  to  The  Gas  Light  &  Coke 
Company,  Westminster,  England.  Hydrogenation  of 
cai-t>onaceous  materials.     2,016,169;  Oct.  1. 

Groble,  William  C,  assignor  to  Mueller  Co.,  Anderson. 
Ind.     Fluid   pressure   regulator.      2,015.930;   Oct.    1. 

Groble,  William  C,  Anderson,  Ind.,  assignor  to  Mueller 
Co.,  Decatur,  111.  Loading  device  or  attachment  for 
fluid  pressure  regulators,      2.016,931  ;  Ott.   1. 

Gruber,  Ludwig,  Zurich,  Switzerland.  Automatic  closure 
for   collap.sible   tubes.      2,016,037;    Oct.    1. 

Guenther.  Fritz,  Lutlwlgsliafen-on-the-Rhine,  assignor  to 
I.  G.  Farbenindustrle,  Aktiengesellschaft,  Frankfort-on- 
the-Main,  Germany.  Sulphuric  ester  of  mono-acetals. 
2,016,10J);  Oct,  1. 

Guinot,  Henri  M.      (See  Rlcard    E.,  Gulnot,  and  Parant.) 

Gulf  Research  &  Development  Corporation.  (See  Muskat, 
Irving    E.,    assignor.) 

Hablrshaw  Cable  A  Wire  Corporation.  (See  Del  Mar,  Wil- 
liam A.,  assignor. ) 

Hagbo,  Lars  E.,  Seattle,  Wash.  Wrench.  2,016,895; 
Oct.  1. 

Hall.  Thomas  W.,  and  A.  Leggett,  assignors  to  E.  R.  ft  F. 
Turner  Limited,  Ipswich,  England.  Shaking  mecha- 
nism.     2^016,00(1  ;   Oct.   1. 

Ilalligan.  Burdette  J.  (See  Greene,  M.,  Halllgan,  and 
\»'agner.) 

Hamilton,  Alexander  K.  (See  Mlkaelson,  E.  W.,  and 
Hamilton.) 

Uamm.  William  S..  Elkhart,  Ind.,  assignor  to  The  Ad- 
lake  Company,  Chicago,  111.  Curtain  fixture.  2,015,848; 
Oct.   1. 

Hammond,  John  H.,  Jr..  Gloucester,  Mass.  Photo-electric 
detonator  controlled  by  searchlight.     2,015.670  ;  Oct.  1. 

Handfield  Albert,  Montreal,  Quebec,  Canada.  Sash  fas- 
tener.    2,016,196;  Oct.   1. 

Hanks,  Marshall  W.,  Madison,  Wis.  Liquid  conductor 
heater.       2,015,671  ;    Oct.    1. 

Hanks,  Marshall  W.,  and  G.  H.  Nelson,  assignors  to 
llankscraft  Company,  Madison,  Wis.  Liquid  conductor 
heater.      2,015.672  ;   Oct.    1. 

llankscraft  Company.  (See  Hanks,  M.  W.,  and  Nelson, 
assignors.) 

Ilanlan.  Frederick,  assignor  to  H.  B.  Sherman  Manufac- 
turing Company.  Battle  Creek.  Mich.  Solderless  con- 
nector lug  for  cables  and  the  like.     2,015.896 ;  Oct.  1. 

Hanover,  A.  L.  (Sae  Johnson,  M.  W.,  and  Lester,  as- 
signors.) 

Hanratty,  Arthur  D.,  San  Francisco.  Calif.  Combination 
fuel    and    brake   control    means.      2,015,717 ;    Oct.    1. 

Hans,  Thomas,  and  C.  E.  Raney,  assignors  to  J.  P.  Brunt, 
doing  business  as  Brunt  and  Company,  Chicago,  111. 
Waterpnofing  composition  and  making  and  applying 
the   same.      2,015,796;   Oct.    1. 

Hansen,  Wray  C,  Detroit,  and  E.  F.  Webb,  Highland 
Park,  Mich.,  assignors  to  Chrysler  Corporation,  De- 
troit, Mich.  Windshield  wiper  control  mechanism. 
2.016,142;   Oct.   1. 

Hanson,  Harrv  A.     (See  Ensign.  H.  N..  and  Hanson.) 

Hardies,  Charles  H.,  Southgate,  Calif.  Valve.  2,015,849; 
Oct.   1. 

Hargrave,  John  M.,  Cincinnati,  Ohio.  Screw.  2,016.088; 
Oct.  1. 

Harrlsburg  Steel  Corporation.  (See  Bowers,  John  F.,  as- 
signor.) 

Harrisburg  Steel  Corporation.  (See  Clausen,  Jens,  as- 
signor.) 

Harrod,  Lewis  C,  Valley  Stream,  N.  Y.  Bilge  water 
eductor.      2,016,850;    Oct.    1. 

Hart,  George  T.,  Jr.     (See  Wlnkley,  E.  E.,  and  Hart.) 

Hartlg,  Henry  E.,  Robbin.sdale,  assignor  of  one-half  to 
H.  ^.  Wilcox,  Minneapolis,  Minn.  Fluid  meter. 
2,015.933:    Oct.    1. 

Hartley,  Thomas  W.,  Seisdon,  near  Wolverhampton,  Eng- 
land. Machine  for  straightening  rods  or  pipes. 
2,016,038;  Oct.  1. 

Ilartman  Trunk  Company.  (See  Ritter,  Julius,  Jr.,  as- 
signor.) 

Harvey,  Theodore  C,  Ptlladelphia,  Pa.  Dump  wagon. 
2.016,143  ;  Oct.  1. 

Hasklns,  Rupert  L.      (See  Fleming,  W.  K  .  and  Hasklns  > 

HasBon,  Horace  J.,  Cleveland,  Ohio.  Method  of  making 
plowshares.     2.016,089;    Oct.   1. 

Haufon.  I'aul  S..  Atlanta,  Ga.  Mechanical  pencil, 
2.015,673;  Oct.  1. 

Hayes.  Hnrvev  C,  Washington.  D.  C.  Sound  receiver. 
2.016,674  :  Oct.  1. 

Havs.  Clifton  E..  assignor  of  one-tbird  to  W.  W.  Orswell. 
one-sixth  to  M.  A.  Sutcllffe.  Pawtucket.  and  one-sixth  to 
A.  A.  Sutcl'ffe.  Llnco'n.  R.  I.  Color  and  shade  com- 
parator.   .2.015,675;  Oct.  1. 

Helchert,  Herman  S,      (See  Fox.  J.  H.,  and  Helchert.) 

Helchert,  Herman  S.,  Pittsburgh,  Pa.,  assignor  to  Pitts- 
burgh Plate  Glass  Company.  Apparatus  for  removing 
plaster  from  plate  glass  tables.     2.015.797;  Oct.  1. 

Helser.  Harold  W..  East  St.  Louis.  111.,  assignor  to 
Aluminum  i'omnany  of  America.  Pittsburgh,  Pa. 
Cement,     2.015.676;  Oct.  1, 

Helsser.  Otto  E..  Minocqua  Wis.  Machine  for  cleaning 
golf  balls  or  the  like.     2,016.110;  Oct.  1. 
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Heitlage,  Henry,  8t.  B«rnHrtl.  anHijnior  to  The  Procter  & 

Ganible    Company,    Cincinnati.    Ohio.      Method    of    and 

apparatus  for  handling   and  titampiug  plastic   material. 

2,015,798;  Oct.  1. 
Helen,  Jacob   L.,  Kiofta,   Norway.     Radiator.     2,016,007  ; 

Oct.  1. 
Henderson,  John  C,  New  York.  N.  Y.     Laminated  glass. 

2,016,245;  Oct.  1. 
Henry,    Nelson    B.,   Columbus,   Ga.     Handling,    conveying, 

and      treating      bulk      flbroas      and      other      materials. 

2.016.008  ;  Oct.   1. 
Hepburn,  William  M.,  assignor  to  Surface  Combustion  Cor- 
poration. Toledo.  Ohio,      (las  burner.     2,015,934  ;  Oct.  1. 
Herlach,    Fritz       (See  Rakula,  T.,  and   Herlach.) 
Herman,  James  H.,  assignor  of  one-tenth  to  J.  .7.  Allman, 

Austin,  Tex.     Sandwich  making  apparatus.     2,016,233; 

Oct.  1. 
Herrick,   Henry   N.,   Berkeley,   and   W.    G.   Miller,   Albany, 

assignors  to  Standard   Oil  Company  of  California,   San 

Francisco.    Calif.      Pressure    and    temperature    recorder. 

J,U1^),^51  :  0«  t.   1. 
Herring,  Jesse  B.,  assignor  of  forty-nine  per  cent  to  R.  D. 

Smith  and  J.  B.  Christian,  Dallas,  Tex.      Head  lamp  for 

vehicles.      2.015.935  ;  Oct.  1. 
Heywood- Wakefield  Company.      (See  Chandler,  George  B., 

assignor. ) 
Heywood-Wakpfleld    Company.      (See    Owler,    T.    D.,    and 

Conway,  assignors.) 

Hlbner.  De  Los  E.,  Jr.      (See  Arey.  F.  C,  and  Hibner.) 
Hlggins,  Fred  P.      (Sef>  I'arker.  John   R.,  assignor.) 
Higley,     Frank     R..     Cleveland     Heights,     Ohio.     Paving 

means.      2.0ir),H97  ;  Oct.  1. 
Hill,      Alfred      E.,      Detroit,      Mich.      Electrical      circuit. 

2,016.144  :  Oct.   1. 
HUl.  Samuel  G.      (See  Griffith.  R    H..  Bruce,  and  Hill.) 
Hiller,  Charles,  Jr.      (See  Knox.  H.  A.,  and  UiUer.) 
Hlrschhorn.    Louis,   and    H.    Irm-cher.    assignors    to    Millie 
Patent   Holding  Co.  Inc..  New  York,  N.  Y.     Cloth  feed- 
ing   mechanism     for     comt>ination     tea    bag    machines. 
2.015.852;   Oct.   1. 

Hitchcock.  William  J  ,  Scotia.  N.  Y.     Gas  discharge  lamp, 

especially  mercury  lamp.      2.016,111;  Oct.  1. 
Hoffman,  Andrew.      (See  Bock,  Charles  L..  assignor.) 
Hoffmann,       Theo<lor,       Berlln-Relnickendorf,       (iermany. 

Press     button     control     for     elevators     and     the     like.    , 

2,015.7'.t9  ;  Oct.   1.  I 

Hokonson.    Albert.    Co^hlan.    British    Columbia,    Canada. 

Log  barker       2.015.936;  Oct.  1. 
Hollinesworfh.       Lemuel,       Oakland.       Ark.      Bookstand.i 

2.016.197;  Oct.  1 
Holm.    Carl,    assignor    to    Economic    Machlnerv    Company. 

Worcester.      Mass.      Label     wiping     device."   2,015,800; 

O  t.   1. 
Holmes.  Morris  P..  Claremont.  N.  H.,  assignor  to  Sulliyan 

Machinery    Company.      Drilling    apparatus.     2,015,677 ; 

O^t.    1. 

Holmes.  Raymond  J.,  assignor  to  Boston  Machine  Works 
Company.  Lynn,  Mass.  Tombined  seam-pressing  and 
tape  applying  machine.      2.015,932;  Oct.  1. 

Ho'sman.  Isidore.  Portland.  Oreg.  Illuminated  motor 
driven  endless  hand  slirn.      2,015,937  ;  Oct.  1. 

Honklns.  Edwin,  New  York.  N.  Y.  Automatic  contlnuator. 
2.oi-).718  ;  Oct.  1. 

Howald.  Arthur  M..  Pittsburgh.  Pa.,  assignor  to  Toledo 
Synthetic  Prod-cts.  Inc.,  Toledo,  Ohio.  Resin  and  mak- 
ing it.     2,016,198;  Oct.  1. 

Hownid,  Arthur  M  .  Pittsburgh.  Pa.,  assignor  to  Toledo 
Synthetic  Products,  Inc..  Toledo.  Ohio.  Drying  re- 
action product  of  ureas  and  aldehydes.  2,016,199 ; 
Oct.  1. 

Howard,  Eugene  IL,  Washington,  D.  C.  Dispensing  de- 
vice.     2.016.200:   Oct.   1.  k-         » 

Hudson.  Samuel  M..  Baltimore,  Md.  Pipe  coating  ma- 
chine.     2.016,201  ;  Oct.   1. 

Huffman.  Marvin  C.  Claremont,  N.  H.,  assignor  to  Snlll- 
^Hti  Machinery  Companv.  Rock  drill.  2.015,678; 
Oct.  1. 

Hifhcs-Mitchell  Processes.  Incorporated.  (See  Mitchell 
Thomas  .\  .  assignor.)  ' 

Hir-'hes,    Ralph    C.    assignor    to    Reynolds    Gas    Regulator 

o?.;«  A".''*'!^"-      '"^        ^*'"<^      regulator      attachment. 
..J.oio. J34  :  Oct.   1. 

^'J,'"nV4'Q9e'.'^^^"'^  ^'  *I""8*on.  Tex.      Air  lift  apparatus. 

Hummel.  William  E  .  Santa  Barhara.  Calif.  Target  past- 
ing device.      2.016.090;  Oct.  1. 

Hunt.  Scott  F.  assignor  to  Bendix  Aviation  Corporation, 
South  Bend,   Ind       Carburetor.      2.01."t752-  Oct     1 

Hunt.  Scott  F  .  a'^slgnor  to  B  ndlx  Aviation  Corporation, 
South   Bend.   Ind.      Carburetor.      2.015  7,^.3  ■   Oct     1 

Huntpr  John  G.  Columbus.  Ohio.  Combination  telephone 
st'nd    and    telephone    directory    secretary.      2.015.679; 

Hnrrell  Rlm^r  S..  Redwood  Cltv.  Calif  .  assignor  to  John.s- 
Manville  Corporation.  Now  York.  N  Y  Thermal  insu- 
lation and  making  the  same.      2  016  0.39-  Oct    1 

^  TvuJ'^?'"^"'",'^"''*'"'.*"  -^ktiengeseilschaft.  '  (See  Breners 
Wlinelm.  nsslcnor  ) 

I.  G  Farhenlndiistrle  Aktienge.sellschaft.  (See  Guenther 
rrltz,  .TSsignor  >  >  i    , 

fni"'"^Jr'   J^''^'*'''       '^^  Trotter.  George  C,  assignor.) 
Inger«.oIl.Rand    Company.      (See   Smith,    William    A      8r 
assignor. )  ,  a  ^    a.,    or^ 


Ingram.  Waiter  M.,  assignor  to  Millie  Patent  Holding 
Co.,  Inc.,  New  York,  N.  Y.  Bag  filling  mechanism. 
2,015.853;  Oct.   1. 

Ingram,  Walttr  M.,  assignor  to  Millie  Patent  Holding  Co.. 
Inc..  New  York,  N.  Y.      Nontangling  tea  bag.      2.015,854  ; 

International  Cigar  Machinery  Company.  (See  Carlson, 
Hjalmar  E.,  assignor.) 

International  Cigar  Machinery  Company.  (See  Neumair, 
Joseph  A.,  assignor.) 

Irany,  Ernest  P..  Shawlnigan  Falls.  Quebec,  assizor  to 
Sliawtnigan  Chemicals  IJmlted.  Montreal.  Quebec, 
Canada.  Polyvinyl  resinous  composition  and  making 
wime.     2.016.202;  Oct.  1. 

Irmscher,  Hans.      (See  Hlrschhorn,  L..  and  Irmscher.) 

Irvln,  Leslie  L..  Letchworth,  Herts.  England,  assignor  to 
Irving  Air  Chute  Company,  Inc..  Buffalo,   N.  Y.     Para 
chute  apparatus.     2.016,235  ;  Oct.  1. 

Irvln,  Leslie  L.,  Letchworth,  Herts,  England,  assignor  to 
Irving  Air  Chute  Company,  Inc..  Buffalo,  N.  Y.  Para- 
chute apparatus.     2,010,236;  Oct.  1. 

Irving  Air  Chute  Company.  (Bee  Irvln.  Leslie  L.,  as- 
signor.) 

Irving,  Kllery,  East  Orange.  N.  J.,  assignor  to  The  West- 
ern T'nlon  Telegraph  Company,  New  York,  N.  Y. 
Carrier  for  pneumatic  tube  systems.     2,016,208  ;  Oct.  1. 

Iisak.  Altxander.  Central  Park,  N.  J.,  and  F.  J.  Funk, 
assignors  to  E.  I.  du  Pont  de  Nemours  &  Company, 
Wllminjfton,  Del.  Producing  butyl  alcohol  and  acetone. 
2,016,112  ;  Oct.  1. 

Irsak,  Ignacio,  and  V.  Bukletlsh.  Chicago,  111.  Folding 
wing.     2,015.898;  Oct.  1. 

Jackson.  Corwill,  Chicago,  111.  Tamping  machine. 
2,015.899  ;  Oct.  1. 

Jacques.  Nelson.      (See  BKuher,  Samuel  S  ,  assignor.) 

Jarvis.  Hilda  P.,  administratrix.  (See  I'rlce.  John  R.. 
assignor  ) 

Joaquin    Nathan   E.      (See  Praetorlua,  E..   and  Joaquin.) 

Johns-Manvllle  Corporation.  (See  Hurrell.  Elmer  8.. 
assignor.) 

Johnson,  Frank  W..  South  Pasadena,  and  II  H  Patterson 
Los  Angeles.  Calif.     Case.     2,016.009:  Oct.   1 

Johnson,  (Jeorge  T.,  and  II.  H  Wolfe,  assignors  to  The 
Buckeye  Steel  Castings  Company,  Columbus,  Ohio. 
Car  coupler  mechanism.      2,016,2.37  ;  Oct.  1. 

Johnson.  George  W.,  Cincinnati,  assignor  to  The  American 
Laundry  Machinery  Company,  Norwood.  Ohio.  Auto- 
matic tall  clamp  for  presses.     2,015,90<» ;  Oct    1 

Johnson,  Minor  W.,  and  J.  J.  Lester.  Nashville,  Tenn  . 
assignors  of  one  half  to  said  Lester  and  one-half  to 
^OlR^fta  ^^n"*'^*''"'       "°'^*''      'or      toothpaste      tubes. 

Johnson.  Stephen.  Jr..  assignor  to  Bendix  Westln.Tbouse 
Automotive  Air  Brake  Company,  Pittsburgh,  Pa  Com- 
pressor  unloading   nurhanism.      2.015.801  ;    Oct     1 

Justus.  Homer  R.  Kansas  City.  Mo.  Pressure  operated 
circuit  controller.     2.015,930:    Oct.    1. 

Kalman  Steel  Corporation.  (.S«m'  White,  William  E..  as- 
signor.) 

Karlson,  Alfred  F.,  North  I,#omlnster,  a.'^slgnor  to  Parks- 
Cramer   Company,    Boston.    .Mass.      Method   an<l   appara- 

""^.^"L^,**^'!^'^  *"<^  homldlfying  the  air  of  an  enclosure, 
^.uio.oyi  ;  Oct.  1. 

Karlson,  Gustav  V.,  Elisabeth,  N.  J.  Light  signal  appa- 
ratus.     2.016.145 :  Oct.   1.  "  >-  yt 

Kavanangh,     Robert     H,     Bangor.     Maine.     Ornamenting 

^  surfaces  by  a  sand  blast.      2.016.092;  Oct.  1. 

Keller.  Algot  B..  Menomonie.  Wis.  Apparatus  for  rebor- 
Ing  engine  bearings.     2, 01,".. 940;   0<-t    1 

Kelley,  Isaac  D..  Jr.  (See  Umbert.  M.  L.'  J.,  and  Ijitham, 
assignors.)  ' 

Kemof  l-^ank  J.  Chicago.  111.  Necktie  holder.  2,016  010- 
Oct.   1. 

Kennedy,  Frank  W.,  assignor  to  De  I.aval  Steam  Turbine 
Company,  Trenton,  N.  J.  Power  transmission  and  re- 
claiming mechanism.     2,016.040:  Oct    1 

'^TeVlAV"'2!oHJ.Oir;  Ji««'--,C'«"'^^1-  Kngland.     Wireless 

Kermer  Martin  J.,  assignor  to  Buffalo  Foundry  &  Machine 
Co..  Buffalo.  N.  Y.     Evap<^rator.     2.015,»W0  ;  Oct.  1 

Kern,  Erwln  Wettlngrm,  Switzerland,  assignor  to  Aktien- 
geseilschaft  Brown  Boverl  k  Cle.  Baden.  Switzerland, 
Klectrlc  current   converting  system.      2  016  012     Oct    1 

Kerr,  Willjam  J  .  assignor  to  The  Bristol  Company'    Water- 

Vi^^J'-,    -"°"-      Automatic    control     system.      2.015  855; 
Oct.   1.  ' 

Kersey,  Leon  N.( See  Gravelv,  J.  8..  and   Kersey.) 
Kesty,   Carl   C     Bloomsburg,   Pa.,  assignor,   by    mesne  as- 
signments   to  Lmpire  Trust  Company    New  York    N    Y 

.rl^      ooi^"Sc-."'V5?\'"''V"   ^"'   making    hollow   ceramic 
ware.      J. 015. 6X1  ;   Oct     1 

Kllgore    Mfg.    Company.   The.     '(See    Watklns.    Henry    B  . 

assignor.)  '        ' 

Klllefer      .Vfannfacturlng      Corporation.         (See      Thomas, 

Thomas  M..  assignor.) 
Klmbair  A..  Compan.v      (See  Marsh.  Alonro  K..  assignor.) 
King     Harvey,    and    L.    Wvse.    Archbold.    Ohio.      Potato 

sorting  and  weighing  machine.     2.016.204;  Oct    1 

•"ol5'o41^^0ct*'^    "■     ^''"'*'^'"^-     Ky-       f^fth     wheeL 

KlFesratii.   Victor  W.,    South  Bend.  Ind.,  assignor  to  The 

2oT5  682^oJt    J '"■P""""''""-      Chicago       111.        Vehicle. 
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Knox,  Harry  A.,  Davenport,  Iowa,  and  C.  Hiller,  Jr., 
8t.  Ijouis,  Mo.  Track  for  track-laying  vehicles. 
2,016,683;  Oct.  1. 

Koch,  Felix,  Bellevue,  assignor  to  Pres8e<l  Steel  Car  Com- 
pany. McKees  Rocks.  Pa.  Car  construction.  2.015.802; 
Oct.  1. 

Kockums.  Meckanlska  Verkstads  Aktiebolag.  (See  Eek, 
Thorleif.   assignor.) 

Koenlg,  Elmer  E.,  Garfield  Heights,  and  Q.  M.  Mills. 
Cleveland  Heights,  assignors  to  The  Mills  Company. 
Cleveland.   Ohio.      Filler  unit.      2,016,754;   Oct.    1. 

Koerner,  Charles  A.      (See  Cornell,   E.   S..   and  Koerner.) 

Konheim,  Harvey  S..  New  York,  N.  Y.   Shoe  last.  2,016,146  ; 

Koopeti,  Nathan.  Mattapan.  assignor  of  one-half  to  A.  S. 
Lerenson,   Roxbury,   Mass.     Buckle.     2,016.041  ;  Oct.    1. 

Koppers  Company  of  Delaware,  The.  (See  Becker,  Joseph, 
assignor.)  ^  x-     .     x 

Kosky,  John  G.      (See  Stockstrom.   A.,  and  Kosky.) 

Koupal.  Walter  G.      (See  GeJstharp.  F..  and  KouPaL) 

Krilnzlein.  Ge<irg.  and  H.  Greune  and  M.  Thiele.  Frankfort- 
on-the-Maln  Germany,  assignors  to  General  Aniline 
Works.  Inc..  New  York.  N.  Y.  Dvestuffs  of  the  oxaiine 
series  and  their  production.     2,016.013  ;  Oct.   1. 

Krauth  &  Benulnghofen.  (See  Dlesbach,  Frlta  G.,  as- 
signor.) 

Kuckhoff.  John  C.  Syracuse.  N.  Y.  Typewriter  ribbon  spool. 
2.016.205;  Oct.  1. 

Ij»  Fltte.  Theodore  J-B  .  Paris.  France,  assignor  to  Eclipse 
Machine  Companv.  Elmlra,  N.  Y.  Starting  mechanism. 
2.015,684  ;  Oct.    1.  ^.., 

Lambert.  Gerard  B..  Princeton.  N.  J.,  assignor  to  Gillette 
Safety  Rasor  Company,  Boston,  Mass.  Safety  ra«or. 
2.015.901  ;  Oct.  1.  ^     ,      .  o. 

fjimbert  Marlon  L.  J..  St.  Ix)uiB.  and  C.  Latham.  St. 
Louis  County,  assignors  of  one-third  to  I.  D.  Kelley, 
Jr.,    St.    Louis.    Mo.      Compressed  air   gun.      2,016.118; 

LandTOck.  P.iul.  Rochester,  N.  Y.,  assignor  to  Photostat 
Corporation.  Providence.  R.  I.  Photographic  copying 
machine.     2,015.803;  Oct.  l._     ^        „,        .      ^   .    .  . 

Lang.  Anthonv  L..  Seattle.  Wash.  Electric  hot-pUte. 
2.016.850;  Oct.  1. 

Iji  Pierre.  I'ramer  W..  M.  8.  Mead,  and  F.  B.  Menger, 
Schenectady.  N.  Y..  assignors  to  General  Electric  Com- 
pany.    Electric  valve  tripping  circuit.     2.016.147  ;  Oct.  1. 

La  RoQue.  Harold  B..  Scotia,  and  F.  R.  Elder,  Schenectady, 
N  Y..  assignors  to  General  Electric  Company.  Control 
system.      2.016.148;   Oct.    1.  .  ,    .^        s 

Lathain.  Calvin.      (See  Lambert.  M.  L.  J.,  and  Latham.) 

Leach.  Edward  A.,  Schenectady,  N.  Y..  assignor  to  Gen- 
eral Electric  Company.      Indicating  device.     2.016,149; 

Iye<lerer,  Ernest  A.     (See  Marden.  J.  W.,  and  Lederer.) 
l.ee    Roger  K..  Highland  Park,  assignor  to  Chrysler  Corpo- 
ration, Detroit,  Mich.   Tire  and  rim  assembly.   2.016.150; 
Oct.    1. 
Leeds  &  Northrup  Company.      (See  Behr    L#o,  assignor.) 
Le  P'ebvre.  Charles  W..  Chicago.  111.     Window  sash  and  the 

like.    2.016.206;  Oct.  1.  ,  ,         ..  . 

I.eggett,  Arthur.      (See  Hall,  T.  W.,  and  I^ggett.) 
I>>nnox    Furnace   Company.      (See    Norrls.   John    W..   aa 
signor. )  ,  ^  , 

Leo.  Albert.   Chicago.  111.      Apparatus  for  and   process  of 

preparing  a  jelly  product.     2,015.^57;  Oct.  1. 
Lester.  James  J.      (See  Johnson.  M.  W..  and  Lester.) 
Levene.    George.    Norwood.    Mass..    assignor    to    Westing- 
bouse  X-Ray   Companv.   Inc.,    Long    Island   City.    N.    Y, 
I'hMntoscope.      2.016.151  ;   Oct.    1-        ,,     ^ 
Tievenson.  Abraham  S.      (See  Koopetx.  Nathan,  assignor.) 
I^vlton,  Isldor,  assignor  to  I.evlton  Manufacturin"  Com- 
pany.   Brooklyn.    N.    Y.      Electric    outlet.      2.015,868; 

Oct.   1.  ,c      ^      .^ 

I.rf'viton  Manufacturing  Company.  (See  Levlton,  Isldor.  as- 
signor.) 

I^wis.  Loran  L..  et  al.  (See  Teckemeyer.  John  F.,  F.  W., 
and  G.   A.,  assignors.)  ^  ^ 

I^ewls.  M11.-S  J..  Long  Beach.  Calif.  Well  bore  deflecting 
tool.     2.016.042  ;  Ot.  1.      „       ^  ^     „         .      . 

Leyland  Motors  Limite<l.  (See  Garrett,  Francis  A.,  as- 
signor.) ^  ,-■  ,r^       .  ,     t.        T 

Libbey-Owens-Ford  Glass  Company.      (See  Drake.  John  L.. 

IJbbey'owens-Ford  Glass  Company.  (See  Louvlaux.  Raoul 
J.,  assignor  J  ,^      ^     ,      ,,.    ,     » 

Llbbev-Owens-Ford  Glass  Company.  (See  Rosin,  Edwin  A.. 
and  Stebbins.  assignors.)  „       ,   „  ,  . 

Liherman.  Joseph,  et  al.     (See  Camp,  Frank  W..  assl.'nor.) 

Lincoln.  John  G..  Aurora,  assignor  to  The  Davis  Welding 
and  Manufacturing  Company.  Cincinnati.  Ohio.  Weld- 
ing  apparatus.      2.016,043;    Oct.    1. 

Llndenberg,  Theodore,  Columhus  OMo.  Antlvibratlon 
apparatus  for  motor  vehicles.  2.016.207  :  Oct.  1. 

Linsley  Douglas  F.  Sound  Beach.  Conn.,  assignor  to  Ben- 
dix Brake  Company,  South  Bend,  Ind.  Brake. 
2,015,710;  Oct.  1.  .  .,     „  ^     , 

iM  Cascio.  Pasquale.  (See  Blumenfeld  S..  and  Lo 
Cascio  ) 

I>ocke  Hosiery  Mills.      (See  Locke.  J.  A.,  and  Campanella, 

assignors.)  .  _    ^  ,.      ..^ 

locke    John  A  .  Phlladelr>hla.  and  J.  Campanella.  Trevose. 

as-slgnors    to    Locke    Hosiery    Mills.    Philadelphia.     Pa. 

Srop  motion  for  knitting  machines.     2.016.208;  Oct    L 
Iftfgren    Carl  A.,  Linkoping,  Sweden.     C»^ange-over  switch 

for  di'rectlon  Indicators.     2,015,942 ;  Oct.  1. 


Loses.  Albert  C.  Madera,  Calif.  Composition  for  treating 
leather  goods  and  method  of  applying  same.  2,015,943 ; 
Oct.   1. 

Logotheton  Cleanthe,  New  York,  N.  Y.  Bobpin.  2.016.209-. 
Oct.  1. 

Loomans.  Clarence  A.      (See  Deuel.  C.  E..  and  lAJomans.) 

Louviaux.  Raoul  J.,  assignor  to  Libbey-Oweus-Ford 
tilass  Company,  Toledo,  Ohio.  Edge  grinding  apparatus. 
2,015,720  :  Oct.  1  . 

Ludlow,  Edmund.  (See  Noblltt.  Q.  G.,  Booth,  and  Lud- 
low. ) 

Ludlum  Steel  Co.      (See  Breeler.  Walter  R..  assignor.) 

Lummus  Cotton  Gin  Company,  The.  (See  Mulrhead,  Al- 
fred R..  assignor.) 

Lundvall,  John  S..  assignor  to  Equipment  Specialties  Com- 
pany. Chicago,  111.     Ice  bunker.     2.015.902  ;  Oct.  1. 

Lynch  Corporation.      (See  Bridges,  Edward  G..  as.slgnor.) 

Lyon.  George  A..  Allenhurst.  N.  J.  Ornamental  wheel  disk. 
2.016.251  :  Oct.  1. 

Lyon   Incorporated.      (See  Lyon,  George  A.,  assignor.) 

Lyon.  George  A.,  Allenhurst.  assignor  to  Lyon  Incorporat- 
ed, Asbury  Park,  N.  J.  Cover  for  spare  tires  of  automo- 
biles.    2.015,944  ;   Oct.   1. 

Lytle.  Arthur  R..  Flushing.  N.  Y..  assignor  to  Oxweld 
Acetylene  Company.  Filler  material  for  welding. 
2.015.859  ;  Oct.  1. 

MacDonald,  John  P.,  Ottawa.  Ontario,  Canada.  Stairs. 
*'  015  945  ■  Oct    1 

MjTckenzle.  Colin  M.      (See  Fawkes.  C.  E..  and  Mackenzie.) 

Mackenzie,  Francis  W.,  assignor  to  The  Sheffield  Machine 
and  Tool  Company.  Dayton.  Ohio.  Visual  comparator. 
2.016.014;  Oct.  1. 

Magee.  Norman  H.  and  J.  A.  Patterson.  Jr.,  Philadelphia, 
Pa.,  assignors  to  John  M.  Maris  Company,  Inc.  (Color- 
ing etchings  on  glassware.     2.015.903  ;  Oct.  1. 

Mallett.  John  P.,  Elizabeth,  N.  J.,  assignor  to  Charles  M. 
Dlmm.  Garden  City,  N.  T.  Making  oU-gas.  2,016,170; 
Oct.   1.  ,    , 

Mallory.  Marion.  Detroit,  Mich.  Condenser  control  de- 
vice.    2.016.094  ;  Oct.  1. 

Mann.  Earl  L.,  Keese,  Mich.  Perspiration  absorber. 
2.016.210:  Oct.  1. 

Maiden.  John  W..  and  K.  A.  Lederer.  East  Orange,  N.  J., 
assignors  to  WestlnghoMge  Lamp  Company.  Electrom 
discharge  device  wit'  Indirectly  heated  cathode. 
2.016.152  ;  Oct.  1. 

Marden.  William  L..  Jackson  Heights,  assltraor  to  Nep- 
tune Meter  Company.  New  York.  N.  Y.  Liquid  storage 
and  metering  svstem.     2.015.946  :  Oct.  1. 

Maris,  John   M.    Company.      (See  Magee.  N.   H.  and  Pat-^ 
terson.  aspignors. ) 

Mark,  Ovid  E.,  San  Diego,  Calif.  Gear  shifting  mecha- 
nism.    2.016.016;  Oct.  1. 

Marks.  Henry  C.     (See  Schmelkes.  F.  C.  and  Marks.) 

Marquis.  Che^ter.  et  al.  (See  Teckemeyer,  John  F..  F.  W., 
and  G.  A.,  assignors.) 

Marsh.  Alonzo  K..  Summit.  N.  J.,  assignor  to  A.  Kimball 
Company.  New  York.  N.  Y.  Control  device  for  machines. 
2.015.947;  Oct.  1.  ^  ^  ,^    ^ 

Marsh,  Frank  S.  and  J.  H.  Baggaley.  Chesterfield.  Eng- 
land, assignors  to  The  Che.sterfield  Tube  Company 
Limited.  Chesterfield.  England.  I'ortable  container  tor 
compre.s8ed  gases.     2.015.904;  Oct.  1. 

Marti.  Fritz.  La  Chaux  de  Fonds,  Switzerland.  Shock- 
proof     bearing,     particularly     for     clock     mechanisms. 

2.015.905:  Oct.  1.  ^  „       .,       , 

Martin    Brothers    Electric   Company,   The.      (See   Martin, 

Wendell  L..  assignor.)  _,        ^,   „      ^. 

Mat  tin,  James  V..  Martindale,  Garden  City,  N.  Y.    Elastic 

tire.     2.016.095;  Oct.  1. 
Martin.   Ray    I.,   assignor,  by  mesne  as.'-iguments,  to  The 

Cimatool     Company.     Dayton.     Ohio.       Machine     tooL 

2.015.685;  Oct.  1.  ^^      .-       .       «     .». 

Martin.  Wendell  L..  assignor  to  The  Martin  Brothers 
Electric  Company.  Cleveland.  Ohio.     Drter.     2.016.096; 

Martinelio.  Rudolph,  assignor  to  Radio  Steel  &  Mfg.  Co., 
Chicago.   111.      Bolster  construction.     2.015.948;   Oct.   1. 

Matter,  James  K..  and  J.  T  Welnrlerl,  assigno  s  to  The 
Aluminum  Cooking  Utensil  Company,  New  Ken  ington. 
Pa      Base  for  objects  and  attaching  same.     2,016.171 ; 

Maw  Frank  J.  Ingleslde.  Port  Nelson.  Ontario.  Canada. 
Slide  for  testing  liquids.     2.015,949;  Oct.  l.„    ^,     ^ 

May  Russell  P  .  Woodhurv.  N.  J.,  asslt-nor  to  Radio  Cor- 
poration of  America.     Film  reel.     2.015.860;  Oct.  1. 

Maver  Edwin  G..  assi.'nor  to  The  Bell  &  Howell  Company, 
Chicago    111.     Phototrraphlc  camera.     2.015.950;  Oct.  1. 

Mazzoco  John.  Trinidad,  Colo.  Sauei  kraut  machine. 
2.016.114  ;  Oct.  1. 

McAtee.  Bernard  M.,  et  al.  (See  McAtee,  Matthew  J.,  as- 
signor.) .  ^  ,  ..X.    A.       T*      -KM      »«- 

McAtee  Matthew  J.,  assignor  of  one-fourth  to  B.  M.  Mc- 
Atee and  P  B.  McAtee.  Denver,  Colo.  Anchoring  de- 
vice.' 2.015  951  ;  Oct.  1. 

McAtee.  Patrick  B..  et  al. 
signor.) 

McCah''.    Ira    E..    Chicago. 
2  015.952:  Oct.  1. 

McClintock.   O.  B.,  Company. 

Mc*rov'^"Fdwird  J.     (See  von  Sydow\  R.  W     and  MfCovv) 
McDowell.  Thomas  E..  assignor  to  J^e  Py'e-National  Com- 
panv, Chicago,  111.     Connecter.     2,015,953 :  Oct   1. 


111. 


(See  McAtee,  Matthew  J.,  as- 
Electrlc   circuit    controL 
(See  O'Kieffe.  Charles  D., 
R. 
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McKJarry.  James  J.,  assixnor  to  Nlasara  Machine  &  Tool 
Works,  Hiiffalo.  N.  Y.  Method  and  apparatus  for  form- 
ing a  iieam  in  a  barrel  or  the  lll<e.     2.<J15.8U4  ;  Oct.   1. 

Mc<Julnne>8.  Bernard  A.,  Belmont,  Mass.  Window  grat- 
ing     2.016,044  ;  Oct.   1 

Mcllvain«^Oran  T..  asulgnor  to  Mcllvaine  Patent  Cor- 
poratiof)i<8t.  Charles,  111.  Gaseous  distharg.-  ap[>aratus. 
2.016.172;  Oct.  1. 

Mcllvaiuj  Patent  Corporation.  (See  Mcllvaine,  Oran  T., 
as.vlgnor. ) 

M'-Manon.  William,  Lldcombe,  near  Sydney,  New  South 
Walf.s.  Australia.     Woodboilng  tool.     2,015.(586;  Oct.  1. 

MiNamara.  John  T.,  assignor  to  Milton  Bradley  Company, 
SpriDiirteld,    Mass.      Shutthi-ock.      2.0l«.252  ;    Oct.    1. 

McNeil.  Charles  I..  Bloomfleld.  as.  igoor,  bv  mesne  assign- 
ments, to  Kcllp.-.e  Aviation  Corporation.  Kast  Orange, 
N.  J.  Brush  mechanism  for  dynamo-electric  machines. 
2.016.17;{  ;  Oct.  1. 

McWhirter,  t:arl  J.,  Seattle,  Wash.  Toothbrush. 
2j016,15.1  ;  Oct.  1. 

McWhirter.  William  C.  Wilklnsburg.  assignor  to  The 
Union  Switch  &  Signal  Company.  Swissvale,  Pa.  Re- 
silient coupling.     2.01(3.154  ;  Oct.  1. 

Mead.  Milton  S.  (3ee  La  Pierre.  C.  W.,  Mead,  and  Men- 
ger.) 

Means,  Louis  E.,  and  L.  C.  Means,  Natick,  Mass.  Lunar 
calendar.     2,015,805  :  Oct.  1. 

Means,  Lutetta  C.     (See  Means,  Louis  E.,  and  L.  C.) 

Menger,  Adolf.  Krefeld-Bockum,  Germany,  assignor,  by 
mesne  assignments,  to  Unyte  Corporation,  New  York, 
N    Y       Kffecting  adhesion.     2,015.806;   Oct.   1. 

MeniTPr.  Francis  B.  (See  La  Pi'rre.  C.  W.,  Mead  and  Men- 
ger  ) 

Mercury  Manufacturing  Company.  (See  Schroeder,  Wil- 
liam, assignor.) 

Merrill.  Wallace  D.,  Sierra  Madre,  Calif.,  assignor,  by 
mesne  a.ssignments,  to  American  Gyanamid  4  Chemical 
Corporation.      Fumigating  pump.      2,015.723  ;   Oct.   1. 

Merritt.  Matthew  M.,  Middleton.  assignor  to  The  Tanning 
l'roc^8.s  Company.  Boston  Mass.  Machine  for  use  In 
treating  hides,  ^klns,  leather,  and  other  similar  pieces 
of  work.     2.015.755;  Oct.  1. 

Messlor,  Harrv  P.,  Trenton,  N.  J.,  assignor  to  G.  S.  Blakes- 
lee  &  Co..  Cicero,  111.  Dishwashing  machine.  2.010.115  ; 
Oct.    1. 

Meyer.  Herman  B..  Chicago,  111.  Lighting  fixture. 
2.015,724 -Oct.  1. 

MlkaelsoQ.  Ei  ik  W..  Elaston.  Pa.,  and  A.  K.  Hamilton, 
Chicago,  111.,  assignors  to  Treadwell  Engineering  Com- 
pany, Kaston,  Pa.     Rolling  mill.     2.01«.O16;  Oct.  1. 

Milhening.  Frank,  a.ssignor  to  J.  Mllhening,  Inc.,  Chicago, 
111.     Jewel  tK)x.     2,018.116;  Oct.  1. 

Milhening.   J.,    Inc.      (See   Milhening,    Frank,    assignor.) 

Miller  Company.   The.      (See  Doane,    Leroy  C,  assignor.) 

Miller,  James  M..  assignor  to  The  Daynlte  Highway  Mark- 
er Co.,  Kiowa,  Kans.  Highway  marker.  2.015,721  ; 
Oct.   1. 

Miller.  Robert  A.  and  L.  V.  Black.  Tarentum,  Pa.,  asslgrnors 
to  IMttsburgh  Plate  Glass  Company.  Apparatus  for  case 
hardening  gla.ss.     2.015.807  ;  Oct.  1. 

Miller,  Robert  A.,  and  F.  Oelstharp,  Tarentum,  Pa.,  as- 
signors to  Pittsburgh  Plate  Glass  Company.  Double 
window  construction.     2,015.808;  Oct.   1. 

Miller,  Walter  (i.   (    See  Herrlck.  H.  N.  and  Miller.) 

Millie  Patent  Holding  Co,  "See  Ingram.  Walter  M.,  as- 
signor. ) 

Millie  Patent  Holding  Co.  Inc.  (See  Hirschhom,  L..  and 
Irmscher.  a.sslgnora.) 

Mills  Company,  The.  (See  Koenlg,  E.  E.  and  Mills,  as- 
signors. ) 

Mills,  George   McK.      (See  Koenlg.   E.  E.,  and  MlllsJ 

Milton  Bradley  Company.  (See  McNamara,  John  T.. ^as- 
signor.) 

Miranda.  Ignaclo  J.,  assignor  to  American  Armament 
Corporation.  New  York,  N.  Y.  Aircraft  armament. 
2.01f).211  ;  Oct.  1. 

Mitchell.  John  E  ,  Dallas.  Tex.  Cotton  distributing  and 
receiving  system.     2,015.954  ;  Oct.  1. 

Mitchell.  Joseph  F.     (See  Pltyo,  A.  F.,  and  Mitchell.) 
Mitchell.    Thomas    A.,    assignor    to    Hughes-Mitchell    Proc- 
esses, Incorporated,  Denver,  Colo.     Ore  treatment  appa- 
ratus.    2.015.687  ;  Oct.  1. 
MiterefT.     Sergei     D.,     Petersburg,     Va.      Control     device. 

2.015.861  ;  Oct.  1. 

Mltereff.    Sergei    D.,    Petersburg.    Va.      Automatic    pilot. 

2.015.862  ;  Oct.  1. 

Molr,  Charlfs  J.,  assignor  to  Flameklng  Company.  Ircor- 
porateil.  New  York,  N.  Y  Apparatus  for  burning  solid 
carbonaceous    fuel.      2.01.'). 758  :    Oct.    1. 

Moore.  Earl  E..  Chicago.  111.  Magnetic  piling  and  unpil- 
Ing  apparatus.     2.015.809:  Oct.  1. 

Moreno,  Gabriel  G.,  Los  Angeles,  Calif.,  assignor  to  C  M  C 
Corporation.  New  York.  N.  Y.  Reflector  for  cinemato- 
graphic purposes.     2.015.722  :  Oct.  1. 

Morgan.  George  A.,  assignor  to  Sanford  Mills.  Sanford, 
Maine  Warp  pile  fabric  and  mnklng  same.  2,015,810; 
Oct.    1. 

Morrison,  Wlllard  I*,  Lake  For?8t,  111.     Automobile  door. 

2.016.174  ;  Oct.  1. 
Mo  ton,  Henry  E.,  Muskegon  Heiehts.  Mich.     Doable  ram 

fla.8h  removing  machine.     2.015.965;  Oct.  1. 
Mos^ley,  Tomllnson  I..  Sr n  Francisco,  Calif.     Hair  drying 

apparatus.     2,015.956  ;  Oct.  1. 


Mosgrove,  Charles  A.,   Waterbury,  anignor  to  lue  Auto- 

^V,,\^k'S^^A  Incorporated.  Oakvllle,  Conn.     Slide  loop. 
^,Uio,ot>3  ;  Oct.   1. 

Moss    Illbbert  W.     (See  Borden,  P.  A.  and  Moss.) 

-Motslnger,  Uany  t:.     (See  Crago,  A.  and  MotMrger.) 

Moultou.    itollln    H..    Berwyn,    III.,    assignor    to    National 

oi'.^'i'^Sl'^"  ^'^mpauy.  New  York,  N.  Y.     Shock  absorber. 
J,015,75<  ;  Oct.   1. 

Mouiton.    RoUln    H.,    Berwyn,    111.,    assignor    to    National 

..  Ht^'^ro "-'  jlr'orapany.  New  York.  N.  Y.     Shock  absorber. 

2,015,758  ;  Oct.  1. 
Moultou.    KoMlu    H  .    Beruyn.    III.,    assignor    to    National 

lueumaflc  Company,  New   York,  N.   Y       Shwk  absorber. 

-'.Olo,(59  ;  Oct.  1. 

Moxley.  Stephen  I).      (See  Barr,  C.  D..  and  Moxley.) 
-Mueller  Co.      (See   Groble,   William   C.   atsiguor  ) 
Mulrhead.  Alfred  R.,  assignor  to  The  I>ummus  Cotton  Gin 
Company,    Columbus,    (ia.      Cotton    handling   appaiatus 
2,010,017;  Oct.   1  FF»  •i"». 

Mulder.  Henry  H.      (See  Mulder.  John  H  ,  and  H    H  ) 
Mulder.  John   H..  Atlanta.  Ga..  and   II.   H.  Mulder    Mich- 
igan City.  Ind.     Seat  bottom  tor  furniture.     2,016,018; 
Oct.  1. 


er 


MQller.  Adnibert.  and  T.  Stenzinger.  Augsburg  Germany 
a.-slgnors  to  E  l.a  Aktlengisellschaft.  Kabrik  Chemlschei 
Produkte,  Zurich,  Swltxerland.  Processing  of  textiles 
2.015.864  ;  Oct.  1. 

Mftllor.  Adall)ert.  Augslmrg.  Gerouiny,  amlguor  to  Erba 
Aktleiigesellschaft.  Kabrik  Cliemlsiber  Produkte  Zulch 
Switzerland      Treatment  of  textiles.     2.015. 8«5 ;   Oct    l' 

Muiler,  Rolnrt  II..  Berlin,  (iermany,  aiwlgiior  to  General 
Electric    Company.       Electrical    Insulation.      2.016.155; 

Munters.  Carl  G..  Stockh<rfm.  Sweden.  Heat  insulation 
2.0115.045  ;  Oct.   1. 

Muntz.  Eric  P.,  Hamilton.  Ontario.  Canada.  Tie  for  con- 
crete  form   work.      2,016,117;    Oct.   1. 

Murphy,  Everett  E..  Newburvport,  Mass..  assignor  to  United 
Shoe  Machinery  Corporation.  Putersou,  N.  J.  Insole  and 
making   insoleK.     2.015.760  ;   Oct.   1. 

Muro,  Haul  D..  Habaua,  Cuba.  Closing  device  or  cover 
2.015,761  ;  Oct.   1. 

Muskat    Irving   E..   Pittsburgh.   Pa.,  assignor   to   Gulf   Re- 
search   &    Develojvment    Corporation.    Wilmington,    l»el 
Sele«tlve     shutting     <.ff    of     water     flow     In     oil     wells 
2(tl«,118;    l>ct.   1. 

Muvrln.  John,  Chicago,  IlL     Windshield  heater.     2,016,019 
t)ct.   1 

N.  V.  Internationale  Alfol  MaatschapplJ.  (See  Schmidt. 
Ernst,  assignor.) 

N.  V.  Marhlnenerleen-en  Apparaten  F>ibrleken.  "MeaT'. 
(See  liiilleuliach,  \Nalter.   assignor.) 

Napier.  D.,  A  Son  limited.  (See  VIgers,  Ronald  W,  as- 
signor.) 

National  Cash  Register  Company,  The.  (See  Fuller.  Fred 
erick    L..   assignor.) 

National  Electrical  Supply  Company.  (See  Schofleld,  Sam- 
uel T..  assignor.) 

National  Pneumatic  Company.      (See  Mouiton,  Rollln  H., 

assignor. ) 
National   Wood   Products  Co.      (See   Nielsen,    Herman  C, 

assignor.) 
Neal.  J    O.      (See  Neal.  L.   B.,  and  Stoner,  artslgnors.) 
Neal.  Lillle  B..  and  B.  M.  Stoner.   Bremerton,  assignors  to 

J.  O.  Neal,  Port  Orchard,  Wash.     Safety   device  for  the 

prevention  of  overloading  cranes  and  the  like.   2,015.067  ; 

Oct.  1. 

Needham.  John  T..  North  Plalnfleld.  N.  J.,  assignor  to  Gen- 
eral Conveyors  Limited,  Montreal,  Quebec.  Canada. 
Pneumatic  dispatch   tube  apparatus.     2.015.958;  Oct    J 

Needham.  John  T,  North  Plalnfleld.  N.  J.,  assignor  to 
General  Conveyers  Limited.  Montreal.  Quebec.  Canada. 
Pneumatic  dl.-patch  tube  apparatus.     2.015,959;  Oct    1. 

.Nelson.  George  H.      (Sec  Hanks.  M.   W..  and  Nel«on.) 

.Nelson.  Christ  B.,  Cleveland,  Ohio.  Toaster.  2.015.H11; 
Oct.  1. 

Nelson,  Christ  B.,  Cleveland.  Ohio.  Toaster.  2.015,812  : 
Oct.  1. 

-Neptune  Meter  Company.  (See  Marden.  William  L..  a»- 
slgnor.) 

Neui.ialr.  Joseph  A..  Hollls.  N.  Y.,  assignor  to  Inte-nntlonal 
Cigar  Machinery  Company.  Duplex  cigar  transfer. 
2.010.156;    Oct.    1. 

New  Products  Corporatloii.  (See  Banker,  Oscar  H.,  as- 
signor.) 

-New  York  Air  Brake  Company,  The.  (See  Campbell, 
Charles  A.,  assignor.) 

Ney,  .Mfred  M.,  St.  Joseph,  Mich.,  nsaignor  to  The  Steel 
Wheel  Corporation,  Chicago.  III.  Drive  mechanism. 
2,015. as.s  :  Oct.  i. 

Niagara  Machine  k  Tool  Works.  (See  McGarry,  James  J., 
assignor  ) 

Nielsen.  Herman  C.  Detro4t,  Mich.,  assignor  to  National 
Wood  Products  Co.  Wood  block  flooring.  2,015.81.1; 
Oct.  1. 

Nielson,  Niels.  Prederlksberg,  near  Copenhagen.  Denmark, 
assignor  to  F.  !>.  Smldth  k  Co.,  New  York.  N.  Y.  Man- 
ufacture of  cement.     2.015,866:  Oct.   1. 

Noack,  Karl.  Berlin  Borsiewalde.  Germany.  New  process 
for  lubricating      2.015.867:  Oct.    1. 

N'oblltt,  QuIntin  O..  E.  C.  Booth,  and  B.  Ludlow,  assUnors 
to  NobllttSparks  Industries,  Inc.,  Indianapolis,  Ind. 
Muffler.     2,016,253  ;  Oct.  1. 


Noblltt.  Qulntln  G.,  B.  C.  Booth,  and  E.  Ludlow,  assignors 
to  -Voblitt-Sparks  Industries,  Inc..  Indianapo-llSi,  Ind. 
Muffler.      2.016.254  ;   Oct.   1. 

Noblltt  Sparks  Industries,  Inc.  (See  Noblltt,  Q.  G.,  Booth, 
and   Ludlow,  assignors.) 

Nofrango  Limited.  (See  Waller,  James  H.  de  W.,  as- 
signor.) 

Norman.  Edwin  T.     (See  Weckerly.  H.  D.  G..  and  Norman.) 

Norrls.  John  W.,  assignor  to  Ijennox  Furnace  Company. 
Marshalltown,  Iowa.  Furnace  construction  and  control 
means   therefor.     2.015.000  ;  Oct.  1. 

Northwest  Engineering  Corporation.  (See  Burke,  Paul, 
assignor.) 

Nunan,  Thomas  J..  Summit,  assignor  to  The  Clark  Thread 
Company,  Nev^ark.  N.  J.  Spooling  machine.  2,016,046  ; 
Oct.  1. 

Nyden,  Robert.  Long  Island  City,  assignor  to  Irving  Flor- 
man.  New  York.  N.  Y.  Combined  cigarette  case  and 
lighter.     2,016.020;  Oct.  1. 

Nyqulst.  August  R..  Roseau.  Minn.  Electrode  for  arc 
welding.     2.015.814;  Oct.   1. 

O'Connell,  Harold  V..  New  York.  N.  Y.  Exhalatory  con- 
troller for  Inhalers.     2.016.212  ;  Oct.  1. 

Odell.  William  W..  assignor  of  one-half  to  H.  Rosenthal, 
New  York.  N.  Y.  Apparatus  for  dispensing  liquids. 
2,016,689;    Oct.    1. 

O'Keefe.  Carroll  J..  Boston,  assignor  to  Forbes  Llthof?raph 
Manufacturing  Company.  Chelaea.  Mass.  Razor  blade 
package.      2,016,255;  Oct.    1. 

O'Keefe,  Carroll  J..  Boston,  assignor  to  Forbes  Lithograph 
Manufacturing  Company.  Chelsea,  Mass.  Bo>x  for  rasor 
blades.     2,01(r,2.'>6  ;  Oct.   1. 

O'Kleffe,  Charles  D.,  assignor  to  O.  B.  McCllntock  Com- 
pany. Minneapolis,  Minn.  Bullet-resisting  structure. 
2.015,808:  Oct.   1. 

Orswell.  William  W..  et  al.  (See  Hays.  Clifton  E..  as- 
signor.) 

Owler.  Thomas  D..  and  J.  V.  Conway.  Chicago.  111.,  as- 
signors to  Ilevwood-Wakefleld  Company.  Boston,  Mass. 
Car  seat  mechanism.     2.016,119;  Oct.  i. 

Oxford  Varnish  Corporation.  (See  Blrnholz.  James,  as- 
signor.) 

Oxford  Varnish  Corporation.  (See  Elcbgtfidt.  Karl,  «8- 
slgnor.) 

Oxweld  Acetylene  Company.  (See  Lytle,  Arthur  R.,  as- 
signor.) 

Packle.  John  W..  Green  Villag»'.  N.  J.,  assignor  to  Standard 
Oil  Development  Company.  Internal  stripiter  for  bubble 
towers.      2.015.725;   Oct.   1. 

Palmgren.  Nils  A.,  assignor  to  Aktieholaget  Svenska  Kul- 
lagergabrlken,  Gottenborg.  Sweden.  Universal  plain 
bearing      2.010.021  ;  Oct.    1. 

Paramount  Production.  Inc.  (See  Ensign,  11.  N.,  and  Han- 
son, assignors.) 

Parant.  Andr«  M.      (See  RIcard.  E..  Guinot.  and  Parant.) 

Parker,  John  R..  assignor  of  one-half  to  P.  P.  Higgins, 
Toronto.  Ontario.  Canada.  Clasp  for  garment  supporters. 
2  010  175;  Oct.  1. 

Parks-Cramer  Company.  (See  Karlson.  Alfred  P..  as- 
signor.) 

Parsons.  Daniel  E..  Knoxville.  Tenn.  Automobile  server. 
2.016.097  ;    Oct.    1. 

Pasin.  Antonio,  assignor  to  Radio  Steel  &  Mfg.  Co.,  Chi- 
cago.   111.     Coaster  wagon.      2.015.726 ;    Oct.   1. 

Patterson,  Hnrold  H.  (See  Johnson.  F.  W.,  and  Patter- 
son.) 

Patterson,  John  A..  Jr.  (See  Magee.  N.  H.,  and  Patterson, 
Jr.) 

Paxton.  Hale,  Santa  Ana.  Calif.,  assignor  to  Acme  Steel 
Company.  Chicago.  111.  Strap  for  overflUed  boxes. 
2.018.213;  Oct.  1. 

Pavne.  Ralph  W..  Washington,  D.  C-.  assignor  to  The  Rail 
Joint  Company.  New  Y'ork.  N.  Y.  Insulated  rail  joint. 
2.010.214  ;  Oct.  1. 

Peerless  Springs,  Incorporated.      (See  Gilmore,   Chace  D., 

assignor.) 
Peerless  Wire  Goods  Company.     (See  Schilling.  Ernest  H., 

assignor.) 
Peltzer.    Victor   H.,   assignor   to   Soci^t*   "Dualls".    Paris, 
France.     Block  for  correspondence.     2,015,900;   Oct.   1. 
Perfection  Marker  Company.      (See  Eaton,  Charles  F.,  as- 
signor.) 

Perrln.  Ren4.  assignor  to  Socl^*  d'Electrochlmie  d'Elec- 
trometallurgle  et  des  Aclerles  Electrlques  d'Uglne.  Paris. 
France.     Manufacture  of  Iron  alloys.     2,015.690  ;  Oct.  1. 

Perrln.  Rentf.  assignor  to  Socl^t*  d'Electrochlmie  d'Elec- 
fronietallurgie  et  des  Aclerles  Elerflques  d'Uglne.  Paris, 
France.  Treatment  of  metals  with  slags.  2.015,691 ; 
Oct.  1. 

Perrln.  Ren4.  assignor  to  Rocl^t*  d'ElectrocMmle  d'BJlec- 
trometallurgle  et  des  Aclerles  Electrlques  dUgine,  Pari^ 
France.     I^ephosphorlzlng  steel.     2  015.602  ;  Oct.  1. 

Perrln,  Ren^,  assignor  to  Socl^t^  d'Electrochlmie  d'Elec- 
trometallurgle  et  des  .\cleries  Electrlques  d'Uglne,  Paris, 
France.     Purifying  copper.     2.015.69??  ;  Oct.  1. 

Petnel.  Joseph  A..  Jersey  City,  N.  J.  Dial  telephone  finger 
wheel.      2,015.094;    Oct.    1. 

Peuker,  F'ranz.  and  K.  Rathke.  Darmstadt,  assignors  to 
Carl  Schenck,  Elsenglefsorei  k  Maschlnrnfabrlk  Darm- 
stadt, G.  m.  b.  II.,  Darmstadt,  Germany.  Automatic 
scale.     2  010.098:  Oct    1. 

Phlllppl,  Edward  H.,  Evanston,  111.  Advertising  device. 
2,016.022;  Oct.  1. 

Phosphate  Recovery  Corporation.  (See  Crago,  A.,  and 
Motslnger,  assignors.) 


Photostat   Corporation.      (See  I.Androck,    Paul,   assignor.) 

Pierce,  Harvey  T.,  Dayton,  assignor,  by  mesne  assign- 
ments, to  Central  United  National  Bank,  Cleveland, 
Ohio.  Electrically  operated  flag  shaft  throwing  mecha- 
nism.    2,015,961  ■  Oct.  1. 

Pietzuch,  Joseph,  St.  Louis,  Mo.  Orthopedic  shoe  heel. 
2,016,215;  Oct.  1. 

Pike.  Eugene  W.,  Sr.,  Arlington,  N.  J.  Moistening  device. 
2.016.216;  Oct.   1. 

Pittsburgh  Plate  Glass  Company.  (See  Fox,  J.  H.,  and 
Ueicbert,  assignors.) 

Pittsburgh  Plate  Glass  Company.  (See  Gelstharp,  P..  and 
Koupal,  assignors.) 

Pittsburgh  Plate  Glass  Company.  (See  Helchert,  Herman 
S.,  assignor.) 

Pittsburgh  Plate  Glass  Company.  (See  Miller,  B.  A.,  and 
Black,  assignors.) 

Pittsburgh  Plate  Glass  Company.  (See  Miller,  R.  A.,  and 
Gelstharp.  assignors.) 

Pittsburgh  Plate  Glass  Company.  (See  Toney,  Edward  P., 
assignor.) 

Pittsburgh  Plate  Glass  Company.  (See  Watt,  John  A., 
assignor.) 

Pltyo.  Albert  F.,  Clifton,  and  J-  P.  Mltdiell,  Parslppany. 
assignors  to  The  Tri-State  Tool  Company,  Inc.,  Newark. 
N.  J.  Container  cover  and  material  therefor. 
2,015,907;  Oct.  1. 

Poppe,  George  W.,  assignor  to  Dquitable  Paper  Bag  Co., 
Inc.,  Brooklyn,  N.  Y.  Pinch  bar  mechanism  for  bag  ma- 
chines.    2.016.047;  Oct.  1. 

Praetorlus,  Edward,  and  N.  D.  Joaquin,  assignors  of  one- 
third  to  J.  E.  Stewart,  Los  Angeles,  Calif.  Acoustic 
switch.     2,015,962  ;  Oct.  1. 

Press,  David,  Chicago,  111,  Curtain  hanger.  2,015,815; 
Oct.  1. 

Pressed  Steel  Car  Company.  (See  Blest,  Mlnot  C,  a»- 
signor. ) 

Pressed  Steel  Car  Company.     (See  Koch,  Pellx,  assignor.) 

Pressed  Steel  Car  Company.  (See  Suckfleld,  George  A., 
assignor.) 

Pressentln.  Herbert  G.,  Madison,  Wis.  Wheel  construc- 
tion.    2.016.048  ;  Oct.  1. 

Prey,  Arthur  H.,  assignor  to  The  Carborundum  Company. 
Niagara  Falls.  N.  Y.  Rotary  bonded  abrasive  articles. 
2,015.727  ;  Oct.  1. 

Price.  John  K-.  and  S.  J.  Shehan.  Yukon.  Okla.  Picker- 
roll  adjustment.     2.016.024;  Oct.  1. 

Price.  John  K..  deceased,  Charlottesville.  Va..  H.  P.  Jarvis. 
administratrix.  Spark  control  for  internal  combustion 
engines.     2,016,02.'<;  Oct.  1. 

Prltchett.  Elbert,  Grayville.  III.  Animal  trap.  2.016.049 : 
Oct.  1. 

Procter  &  Gamble  Company,  The.  (See  Heltlage,  Henry, 
assignor.) 

Prosperity  Ck>mpany  Inc.,  The.  (See  Davis,  Eh-nest,  as- 
signor.) 

Pulvermacher.  Ernst.     (See  Schowalter.  Peter,  assignor.) 

Pulz,  Artur.  assignor  to  firm  Carl  Zeiss.  Jena.  Germany. 
Support  for  portable  optical  instruments.  2.015.869 ; 
Oct.  1. 

Pyle-National  Company,  The.  (See  McDowell,  Thomas  K., 
assignor.) 

Pyzel,  Daniel,  4th.  Hollywood,  Calif.  Mirror.  2,015.816 ; 
Oct.  1. 

Quackenbush,  H.  M..  Inc.  (See  Quackenbush.  Paul  H..  as- 
signor.) 

Qu:ickenbush,  Paul  H..  assignor,  by  mesne  assignments, 
to  H.  M.  Quackenbush,  Inc..  Herkimer,  N.  Y.  Nut 
cracker  and  making  the  same.     2.016.050;  Oct.  1. 

Quisling.  Sverre.  Madison,  Wis.  Combined  preparin';  frame 
and  printing  device.     2.015.762;  Oct.  1. 

Rader.  Bllsha  L..  Coeur  d'.\lene.  Idaho.  Salvaging  equip- 
ment.    2,015.963  ;  Oct.  1. 

Radio  Corporation  of  America.  (See  Cooley,  Austin  G., 
assignor.) 

Radio  Corporation  or  America.  (See  Eddlson,  ClUTord, 
assignor.) 

Radio  Corporation  of  America.  (See  May,  Russell  P.,  as- 
signor.) 

Radio  Corporation  of  America.  (See  Seeley,  Stuart  W., 
assignor.) 

Radio  Corporation  of  America.  (See  StupakolT,  S.  H^ 
Fallor,  and  Suter,  assignors.) 

Radio  Corporation  of  America.  (See  Ward,  A.  K.,  and 
Craig,  assignors.) 

Radio  Corporation  of  America.  (See  Webster,  William  8., 
assignor.) 

Radio  Corporation  of  America.  (See  Wlnchell.  .\rthur  B., 
assignor.) 

Radio  Steel  k  Mfg.  Co.  (See  Martlnello.  Rudolph,  as- 
signor.) 

Radio  Steel  k  Mfg.   Co.      (See  Pasln.  Antonio,  assignor.) 

Ratruln.  Georges  A..  Lyon,  assignor  to  "Soclete  Lumlfere'  , 
Paris.  Prance.  Production  of  cinematographic  films. 
2,016,217;  Oct.  1. 

Rail  Joint  Company,  The.  (See  Payne,  Ralph  W.,  as- 
signor.) 

Rakula,  Theodor.  and  P.  Herlach,  assignors  to  Waffenfabrlk 
Solothurn  A.  G..  Solothurn.  Switzerland.  Automatic 
firearm.     2.015.908  :  Oct.  1. 

Rand,  Monte  C,  Mount  Horeb,  Wis.  Music  container. 
2.016,176;  Oct.  1. 

Randall,  James  W.  H..  New  York.  N.  Y.  Fire  kindler. 
2.015,964  ;   Oct.  1. 
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Ranev.  Charles  E.     (S«e  Hana.  T.,  and  Raney.)  ' 

Rathke,  Kurt.      (See  Peuker.  F..  aod  Rathke.) 

Readiuif  Hardware  Corporation.  (See  Downing,  John, 
an^ignor.  i 

Rpam.  hay  W.,  Sheridan,  Wye,  assignor  to  Andrews  Worm 
TransmlHsion  Corporation.  TransmisBion  m^^cbanlBm. 
J. 016, 177  ;  Oct.  1. 

Reid.  Eugene  H..  Schenectady,  N.  Y.,  assignor  to  General 
Electric  Company.  Vapor  pressure  control  means. 
2.016.120:  Oct.  1. 

Rfliance  Regulator  Corporation.  (See  Thrall,  Walter  I., 
as-slgnor. » 

Resch.  Henry,  Rayonne,  .\.  J.,  assiirnor,  by  mesne  assign- 
ments, to  Ralph  C.  Coxhead  Corporation.  New  York,  N.  Y. 
I*ap»T    fppding  mechanism.      2.01.").72«  ;   Oct.    1. 

Re.  William  C,  (ilendale.  N.  Y.  Presser  foot  for  shoe 
stit(hitu'  machines.     2.015,965;  Oct.  1. 

Reynolds  (;a3  Regulator  Co.  (See  Hughes,  Ralph  C,  as- 
signor. ) 

Rhodos,  Edmund  O.,  and  J.  C.  Fltepatrlck,  Pittsburgh,  Pa.. 
assiirnors  to  American  Tar  Products  Co.  Inc.  Coking 
cartvinJEable  materials  and  recovering  vapors  and 
gases  resulting  therefrom,     2,016.051  :  Oct.  1. 

Rlcard.  Elol,  \l  M  Gulnot,  and  A.  M.  Parant.  assignors, 
by  mesne  a.ssk'nments,  to  Socl^t4  .\nonyme  :  Dsines  de 
Melle.  .Melle,  France.  Process  and  apparatus  for  con- 
centrating and  esterifyliig  aliphatic  acids.  2,015,870  ; 
Oct.  1. 

Rice,  Barton  k  Fales,  Incorporated.  (See  Vedder,  John  W., 
as.sisnor  ) 

Rlddock.  Charles  .Nf  .Vndover,  assignor  of  one-half  to  M. 
H.  Rourke,  Boston.  Mass.  Sole  and  heel  for  boots  and 
shoes,     2,016,178  ;  Oct.  1. 

Rltter.  Julius,  Jr.,  assignor  to  Hartmann  Trunk  Company, 
Racine.  Wis.     Garment  carrying  unit.     2,016,966  ;  Oct.  1. 

RItthamel,  John  J..  Chicago,  111.  OU  burner.  2,015,909: 
Oct.  1. 

Robbing,  Azor  D.,  New  York.  N.  T.,  assignor  to  Bendlx 
.\vlatlon  Corporation.  South  Bend,  Ind.  Actuating 
means  for  friction  disks,     2.015,729  :  Oct.  1. 

"Rr>das"  Maschinen  Fabrlk  Roderick  W.  Home.  (See 
Bergner,  Kurt,  assignor.) 

Roeder,   Frlti.  Berlin,  Germanv.     Combined  paper  punch- 
ing an'l   foldinK  macMne.     2,016  052;  Oct.   1. 
Roger,  John  1'.      i  See  Trainer,  J.  B.,  and  Roger.) 
Roosensiin.    Mans    O.       (See    Bechmann.    R.,    Roosenstein. 

and  Elstermann. ) 
Ro«ber»{er.  Max,  Newark,  N.  J.     Tufting  device.    S.016,157  ; 

Oct.  1 
Rose,  Edwin  L.     (See  Woodruff,  L.  F.,  and  Rose.) 
Rosenq%i'<t,    Viktor,   Bryn   -\thyn,  Pa.      Cooling  system  for 

enirines,     2.016.179  ;  Oct.  1. 
Rosenthal.   Henry.      (See  Odell.    William  W,,  assignor.) 
Rosin,  Edwin  A  .  and  A,  H.  Stebblns.  assignors  to  I.lbbey- 
(twens  Ford  Glass  Company.  Toledo,  Ohio.     Sheet  glass 
inspection  apparatus,     2,015.7.30;  Oct.   1. 
Rosner,   Ailolpn.   Rockton,   111.,    assignor,  by   mesne  assign- 
ments,   to    Bendlx    Brake    Company,    South    Bend.    Ind. 
Manufacture   of    brake    shoes   and    the   like,      2.015.763  ; 
Oct.  1. 

Ross.  John  D.,  Brewer,   Maine.     Rotary  atomizer  and  gas 

mixer      2.015.871  ;  Ot.  1. 
Roth,  Harris  C,  assignor  to  Bendix  Aviation  Corporation. 

South  Bend,  Ind.     Brake  indicating  device.     2,015,731  : 

Oct.  1 
Rourke    Michael   H.      (See  Riddock.  Charles  M.,  asslgTior.) 
Rowe,  Willhtm   H.,  (Tllftondale.  Mass.,  assignor  to  General 

Electri--  Company       I>amp  socket.     2.016.121  ;  Oct.  1 
Rush.  James  W       (See  Fuge,  W.  C.  and  Rush) 
Ruske.     Albert     F.     W.,    San    Francisco,    Calif.      Bearing. 

2.015,872;   Oct.   1. 

Ryder,  John  D.,  Cleveland.  Ohio,  assignor  to  Bailey 
Meter  Company.  Motor  control  circnit.  2,015.967  : 
O.'t.    1, 

Ryder,  John  D..  Cleveland.  Ohio,  assignor  to  Bailey  Meter 
Company.  Measuring  and  controlling  apparatus. 
2,015.968:  Oct.  1.  o         K*- 

Sand  Spun  Patents  Corporation.  (See  Barr,  C.  D.,  and 
Moxley.  assltrnors.) 

Sandln,  .Jerome,  Forest  FTllls,  Pa.,  assignor  to  Westlng- 
hou-j»'  Electric  A  Manufacturing  Company.  Fuse  cut- 
out.     1', 016,099  ;    Oct.    1. 

Sanford   Mills.      (See  Morgan,  George  A.,  assignor.) 

Sapp.  Baxter  B..  Raleigh,  N.  C.  Highway  marker, 
2.015.695:  Oct.  1. 

Schaeffer.  William  G..  Rochester,  N.  Y.  Pocket  parse. 
2.016,053  :  Oct,  1, 

Schell,  A,  J.,  administrator.  (See  Bashlin,  William  M,, 
assignor.) 

Schenck.  Carl,  Elsenglesserei  k  Maschinenfabrlk  Darm- 
stadt. G.  m.  b.  H.  (See  Peuker,  F,,  and  Rathke,  a»- 
jdgnors,) 

SchiMknecht,  Helnrlch,  Gaggenau,  assignor  to  Daimler- 
Benz  Aktlengesell.Nchaft.  Stuttgart-Unterturkhalm,  Ger- 
many.     Rear  axle  gear  casing.     2,015,969  :  Oct,  1. 

Schllllni.',  Ernest  H..  assignor  to  Peerless  Wire  Goods 
Company.  Inc.,  Lafayette,  Ind.  Wire  basket  and  divider 
for  the  same,     2.016,246  :  Oct.   1. 

Schlmmel,  P'ridolin.  Faribault,  Minn.  Display  and  ship- 
ping   calilnet.      2, 01."). 910;    (Jet.    1. 

Schlumberger.  Conrad,  Paris,  France.  Apparatus  for 
sampling  the  rock  in  bore  holes.     2,015,873  ;  Oct.  1. 


Schmelkes,  Frans  C.  Bloomfleld,  and  H.  C.  Marks,  ••• 
signers  to  Wallace  &  Tieman  Products,  Inc.,  Belleville. 
N.     J.        Manufacturing     n-chloro-aco-dicurbunamidines. 

2.016.257  ;  Oct.  1. 

Schmld.   Joseph,      (See  Wise.   R.   J.,   and   Schmid.) 
Schmidt.  Ernst,  Dansig,  Free  City  of  Danzig,  assifnor  to 

N,    V.    Internationale    .\lfol    MaatschappiJ.    Amsterdam, 

Netherlands.        Heat     Insulation     for     wall     structures. 

2,015,817  ;   Oct.   1 
Schmidt,  John   H.,  Bloomfleld,  N.  J.     Artificial  resin  com- 

i)08ltlon.      2,016.180:    Oct.   1. 
Schmidt,  Otto,   New  York.  N.  Y.     Tremolo  devl«-e  for  oc- 

cordlons.      2,016,122;   Oct.    1. 
Schmitter,   Walter  P.,  assignor  to  The   Falk  Corporation. 

Milwaukee,       Wis.  Variable       speed       transmission. 

2.016,218;  Oct.  1, 
Schmitz,    Fred    A.,    Cincinnati,    assignor    to    The    (ilobe- 

Wernicke       Company,       Norwood,       Ohio.         BnveloDe. 

2.016.258  ;   Oct.   1. 

Schmitz,    Fred    A..    Cincinnati,    assignor    to    The    Olobe- 

Wernicke     Company,      Norwood,      Ohio.        Index      tab. 

2,016,269;  Oct.    1. 
Schoene,     Josef,     Berlin.    Germany.       Injection     ByrlnKe^ 

2.015.970;   Oct.   1. 
Schofleld,  Samuel  T„  assignor  to  National  Electrical  8np- 

plv     Comi)any,     Washington,     D.     C,       Electric    switch. 

2,014,874-   Oct.   1. 
SchOnfeld,    Paul,    Chemnitz,    Germanv.       Manufacture    of 

ribbed  warp   fabric.      2,015,818;  Oct.   1. 
Schorr,       Wallace.       Mornlngside.       Minn.         Aquarium. 

2.016,123;  Oct.  1. 

Schowalter,    Peter.   Hagen,   assignor   to    E.    Pulvermacher, 

Hagen-Haspe,  Germany.    Box-shaped  spring.    2,015,820; 

Oct.  1. 
Schroeder,    William,    assignor    to    Mercury    Manufacturing 

Company,    Chicago.    111.      Gasoline    tractor.      2,015,911  ; 

Oct.   1. 
Schwarzkopf.  Erich,  Jackson  Heights,  N.  Y.     Thermo-mag- 

netically  actuate<l  source  of  power.     2,016,100;  Oct.  1. 
Scrlbner,    Romeyn    B.,    Rye,  ancl  A.   E.    Ekstrand,   Tolten- 

▼llle,    Staten    Island.    N.     Y.,    assignors    to    Thomaston 

Laboratories,    Inc.,     New    York,     N.     Y,       Light     valve. 

2016,026;  Oct.  1. 
Seeley,    Stuart    W.,    Ja<kson,    Mich.,    assignor,    by    mesne 

assignments,    to    Radio    Coriwration    of    America,    New 

York.  N.  Y.     Condenser  with  temperature  compensation. 

2,015.732;  Oct.  1. 

Seligman.  Richard,  Wimbledon,  W.  E.  Crosby,  Coombe 
Lane.  Kingston,  and  U.  F.  Goodman,  Barnes.  London, 
assignors  to  The  .Vluminltim  Plant  and  Vessel  (.'ompany 
Limited,  Wan<l8wortb,  England.  Heat  exchange  ap- 
paratus and   mounting  therefor.      2.015.819  :   Oct.    1. 

Semon.  Waldo  L.,  Sllverlake  Village,  Ohio,  assignor  to  The 
B.  F.  Goodrich  Company,  New  York,  N.  Y.  Preparing 
antl  oxiilants.      2.015,696;    Oct.    1.  •-      • 

Sentell,  Melvln  D.,  Chattanooga.  Tenn.  Pneumatic  mat- 
tress.    2.016.054:   Oct.    1. 

Shalita,  PIncus.      (See  Trepte.  A.  H.  C.  and  Shalita) 

Sharp.  Petrea  C.  Bashaw.  Alberta.  Canada.  Embroidery 
kit.      2.016.181  ;    Oct.    1. 

Sharpe,  John  S..  Haverford.  Pa.  Transmission.  2.016,182; 
Oct.  1. 

Shawlnigan  Chemicals  Limited.  (See  Iraay,  Ernest  P„ 
assignor. ) 

Shefflelii  Machine  and  Tool  Company,  The.  (See  Mac- 
kenzie,  Francis   W.,   assignor.) 

.*<hehan.    ,'<anniel    J.       (.See    I'rice,   J.    E  ,   and    Shehan.) 

Shelmire,  Stanley  R,,  as^lgnor  to  Standard-Trump  Bros. 
Machine  Company,  Wilmington,  Del.  Knitting  ma- 
chine      2,016.0.1,'.  ;   Oct.    1. 

Sherman.  M  B  Manufacturing  Company,  (See  Hanlan 
Fre<lerick,   assignor.) 

Shinkle,  S«'aph«s  I).,  Passaic,  N.  J.,  assignor,  by  mesne 
assignments,  to  Cntted  States  Rubber  Company,  New 
York,  N.  Y.  Plastic,  elastic  material  and  making  the 
same.     2,016,026;   Oct.    1. 

Shinkle,  Seaphes  D.,  Passaic,  N,  J.,  assignor,  by  mesne 
assignments,  to  T  nlted  States  Rubber  «"ompany  New 
York.  N  Y.  Composition  comprising  rubber  and  plas- 
tic elastic  material      2,016,027;  Oct.  1. 

Sllex  Company,  The.      (See  Wolcott.  Frank  E.,  assignor) 

Sill.  George  Z  .  Philadelphia.  Pa.  Ash  dust  eliminator. 
2,015,971  :  Oct.   1. 

Simmons,  I>onald  M.,  assignor  to  General  Cable  Corpora- 
tion, New  York,  N.  Y.  Electrical  Installation.  2,016,247  ; 
Oct.  1. 

Simonsson,  Ladvlg  H,,  Stockholm.  Sweden,  Joint  for 
artificial    limbs.      2,015,821  ;    Oct.    1. 

Simplex  Pattern  Projection  Corporation.  (See  Eitzen, 
August  D.,   assignor.) 

Sloan,  F'rancis  P.,  Scarsdale,  N.  Y.  Preparation  of  con- 
crete   floorings    to    receive    topping    layers.      2,016,875; 

Small.  Norman   M.,  assignor  to  Frlck  Company,   Waynes- 
boro, Pa.     Liquid  circulating  system.     2,016,056  ;  Oct.  1 
Smidth,  F.  L.,  &  Co,     (See  Nielsen,  Niels,  assignor.) 
Smith,    Harry    F.,    Dayton    Ohio,   assignor,    by    mesne   as- 
signments, to  General  Motors  Corporation.     Gas  burner. 

Smith,  John  F..  Quincy,  Mass.,  assignor  to  Compo  Shoe 
Machinery  Corporation,  New  York,  N  Y.  Air  control 
mechanism  for  shoe  presses.     2.015,764  ;  Oct.  1. 

Smith,  Ray  D.  et  al.      (See   Herring,  Jesse  B  ,  assignor.) 
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Batth,  William  A..  8r,.  Athens,  Pa,,  assignor  to  TnpersoU- 
Band  Company,  Jersey  City,  N.  J.  Valve  mechanism 
for  rock  drills.     2,016,124;  Oct.  1. 

Snow.  Robert  R.,  Holly,  assignor  to  Chrysler  Corporation, 
Detroit,    Mich.      Drying   apparatus.     2,016,125:   Oct.    1. 

Sobat.  Dane  M..  Drumheller.  Alberta,  Canada.  Mine  door 
operator.      2.016,057;  Oct.   1. 

Socl<^t6  Anonyme  Dite  Filatures  Boutry-Droulers,  (bee 
Boutry,  Pierre,  assignor.)  ^^        ,,,       ^     „ 

SocK^te  Anonyme:  Usines  De  Melle.  (See  Ricard,  L., 
Ouinot,    and    Parant,    assignors.) 

Society  Anonyme  dea  Ancieus  Etablissements  A.  Chanard. 
(See   Foreau.    Ren^,   assignor.) 

8oci4t6  d'Electrochlmle  d  Klectrometallurgle  et  des 
Aclerles  Electrlques  dUglne.  (See  Perrin,  Rene,  as- 
signor.) 

Soci^te  "Dualls".      (S«'e  Peltzer    Victor   II.,  assignor.) 

"Societe  Lumifere".      (See   Raguin.  Georges   A.,   as-signor.) 

SMeigren,  Andreas  B.,  Gavle,  Sweden.  Arrangement  for 
mixing  two  different  substances.     2,015,S>72  ;  Oct.  1. 

Sommer,  Fritz  Charlottenburg,  mar  Berlin,  assignor  to 
Chemische  Fabrik  Grdmau  Landhoff  &  Meyer  Aktlen- 
gesellschaft,  GrUnau.  near  Berlin,  Germany.  Treating 
high  molecular  spllt-<.ff  products  of  albumin  with  higher 
fatty  a<ld  chlorides,  and  product  of  said  method. 
2,015,912;  Oct.  1.  „        «      ,.,     »t     w       - 

Special    Equli)ment    Company.       (See    Ewald,    Mark,    as- 

Spencer  Thermostat  Company.     (See  Gregory,  Eli  E.,  as- 

Sperry   Gyroscope   Company.      (See    Bates,    Mortimer    F., 

Assignor.)  ^  ».  ,,  *     B.    ^ 

gpohn,  Malcolm  E.,  Sidney,  assignor  of  one-half  to  EC. 

Burdlck,     Balnl)rldge,     N,     Y.        Magneto.        2,015,69 <  ; 

Staley.  Harrison  L.,  Martinsville,  Ind.     Boiler-tube  clean- 
er.     2.016,973:  Oct,   1.  „     .       .      m 
Standard  Alcohol  Company,      (See  Brooks,   Benjamin   T., 

Standard   Gage    Company,      (See   Aldeborgh,    E.    H.,   and 

8tfnTa7d.  L  a  Company,  i^  Black.  N.  F..  and  Tllton, 
assignors.)  ^^      ,,       ,  ,     ti    vi 

Standard  Oil  Company  of  California.  (See  Herrick,  U.  N., 
and   Miller,  assignors.)  r     i    i„ 

Standard  Oil   Development  Company.      (See  Blau.  Ludwlg 

W.,   assignor.)  /o       i^  .      »^    xrn 
Standard  Oil  Development  Company.  (See  Dolierty,  Wil- 
fred T.,  assignor.)  .^        -c     n^i      u^,. 
Standard   Oil    Development   Company.  (See   Frollch,    Per 

K.,  assignor.)  ,„       „     ,•       t  k.. 

Standard  Oil  Development  Company.      (See  Packle,  John 

Standard      OH     Development     Company.       (See     Sydnor. 

Han>ld.  assignor.)  a'i„„i„„ 

Standard     oil     Development     Company.      (See     winning, 

Carl,  assignor.)  „  ,^,^,1.11- 

Standard  Trum  Bros.  Machine  Company.      (See   Shelmire. 

Stanley  R.,  assignor.) 
Stannard,    Benjamin   F,,    Los   Angeles.   Calif.,   asslpor   of 

one-half  to  W    I...  Cochran,  Seattle,  and  one-half  to  R.  E. 

Alexander,       Mount      Vernon.      Wash,      'loy      vehicle. 

Stafkey     Sh'lrlevL..   Parkersburg,   W.   Va.     Necktie   con- 
struction.    2.010,126:  Oct.  1.  .,o*,Ki=^ 
gtebhins.  Alden  H.      (See  Rosin.  B,  A     and   Stehhins.) 
Steel  Wheel  Corporation,  The.      (See  Kllesrnth,  Mctor  W.. 

■  uglffftor  )  ^ 

steel  Wheel  Corporation,      (See  Ney.  Alfred  M„  assignor.) 
Stefancln,      Joseph      J..      Kingston,      Pa.      Float      valve. 

2.016.183  :  Oct.  1  „  „ 

Stelner       Kurt.       iuunich,      Germany.      Reflex      camera. 

2,016.058  ;  Oct.  1. 
Stenrlnger,   Tbeodor.      (See  MOIler.   A.,   and    Stenzlnger.) 
Stephens,  Harry   8.,   Atlanta,  Ga..   assignor  to  The   Amer- 
ican   Fork    k    Hoe    Company,    Cleveland,    Ohio.       Golf 

Stevens.  Freilerick  A..  Providence,  R.  I.     Tag.     2,016.059 : 

0<t    1 
Stewart.  John  E.      (See  Praetorlus.  E.,  and  Joaquin,  as- 

Stewart.  Mellie  K.      (See  Decker.  Harry  R..  assignor.) 
Stimmel,   Bernard   B.,  et  al.      (See  Camp.    Frank   W..   ns- 

Stockstrom.  Arthur.  St  Louis.  Mo  .  and  J.  O.  Kosky.  as- 
signors to  American  Stove  Company,  St.  Louis,  Mo. 
Pilot  light.      2,015.766  :  Oct.  1.  „  .     ^. 

Stokes.  F,  J..  Machine  Company.  (See  Strauch,  Claues 
B.,  assignor.) 

Stoner.  Blanche  .M.      (See  Neal.  L.  B.,  and  Stoner.) 

Strntmore  Company.  The.  (See  Bezzenberger,  Frederick 
K„  assignor.) 

8trflU(h,  (^lauss  B.,  New  York,  N.  Y..  assignor,  by  mesne 
assignments,  to  F,  J,  Stokes  Machine  Company.  Phila- 
delphia, Pa.      Apparatus  for  coating.     2,016,060  ;  Oct.  1. 

Strutzel,  John  D.,  Maywood,  HI.  Dispensing  beverages. 
2,015.765;  Oct.  1. 

Stuart,  Rimer  H,      (See  Sure,  B.,  and  Stuart.)  __ 

Stupakoff.  Semon  H.,  F.  J.  Fallon,  and  S.  G.  Suter.  Pitts- 
burgh. Pa.,  assignor,  by  mesne  assignments,  to  Radio 
Corporation  of  America,  New  York.  N,  Y.  Insulator 
element   and   manufacture   thereof.     2.016,028:    Oct.    1. 

Submarine  Signal  Company.  (See  Williams.  Robert  L.. 
assignor.) 


Suckfleld.  (Jeorge  A.,  Avalon.  assignor  to  Pressed  Steel 
Car  Company,  -McKees  Rocks,  Pa.  Car  construction. 
2,015,767  ;  Oct.  1. 

Sullivan  Machinery  Company.  (See  Holmes,  Morris  P^ 
assignor.) 

Sullivan  Machinery  Company.  (See  Huffman,  Mervin  C, 
assignor^ 

Sulprizlo,  Deuta,  Oakland.  Calif.  Piston  mold  apparatus. 
2,015,975;  Oct.   1. 

Supreme  Instruments  Corporation.  (See  Fausett,  Floyd, 
assignor.) 

Sure,  Barnett,  Fayettevllle.  Ark.,  and  E.  H.  Stuart.  India- 
napolis, Ind.,  said  Stuart  assignor  to  said  Sure.  Extrac- 
tion and  concentration  of  vitamins.     2.015,876;  Oct.  1. 

Surface  Combustion  Corporation.  (See  Hepburn,  William 
M.,  assignor.) 

Sutcllffe,  Adam  A.,  et  al.  (See  Hays,  Clifton  E.,  as- 
signor.) 

Sutcllffe,  Marcus  A.,  et  al.  (See  Hays,  Clifton  E.,  as- 
signor.) 

Suter,    8amael    G.      (See    Stupakoff,    S.    H.,    Fallon,    and 

Sweeper- Vac  Companv.      (See  Wnssall,  Allen  D..  assignor.) 

Sydnor     Harold,    Elizabeth,    N.   J.,    assignor    to    Standard 

Oil    £)evelopment   Company.     Cracking   oil.     2,015,733; 

Tanning  Process  Company,  The.  (See  Merritt,  Matthew 
M.,  assignor.)  _  ,       ^,        .     ^  _, 

Tautz  Herbert  E.,  assignor  to  The  Delta  Manufacturing 
Company.  Milwaukee,  Wis.  Sectional  jointer  fence. 
2.015,734;  Oct.  1.  _     .  t  ».      »< 

Teckemeyer.    Frederick    \^ .      t  See    Teckemeyer,    John    F., 

F.  W..  and  G.  A.)  ^       ^    ,  ,  u     =-     it   w 

Teckemeyer.  George  A.      (See  Teckemeyer,  John  F.,  F.  Vi ., 

and  G.  A.) 
Teckemeyer,  John  F..  F,  W.  Teckemeyer,  and  G.  A.  Tecke- 
meyer. assignors  of  twenty  two  per  cent  to  L.  L.  I.*\vls. 
five  per  cent  to  C.  Bosau.  two  per  cent  to  C.  Marquis, 
and  five  per  cent  to  N.  R.  Ward.  Pittsburgh.  Pa.  Gas 
producing  apparatus  of  the  liquid  contact  type. 
2,016,184:  Oct.  1.  ^,        _,  ^.  ^_ 

Telefunken  Gesellschnft  fUr  Drnhtlose  Telepraphle  m.  b,  H. 
(See   Bechmnnn,  R.,    Roosenstein,   and   Elstermann,  as- 
signors.) _  ,„   .        ^     • 
Thiberge    Paul   L.   A.,   Nanterre,   France.     Mixing  device. 

2.016,001 ;  Oct.  1.  _     ^  .„,»..,. 

Thlele,  Max.      (See  Kranzleln,  G.,  Greone,  and  Thiele.) 
Thomalla,      Theo,      SoUngen.      Germany.      Safety      lock. 

2.015,735;  Oct.  1.  .  ,  .    »..„  , 

Thomas,  Thomas  M„  Huntington  Park,  assignor  to  Klllefer 

Manufacturing    Corporation.    Ltd..    Los    Angeles,    Calif. 

Direct  connected  implement.      2,015,823  ;  Oct.  1. 
Thomaston   Laboratories.   Inc.      (See  Scrlbner.  R.  B.,  and 

Ekstrand,  assignors.) 
Thompson.    Harold    E.      (See    Thompson,    Victor    1.,    a»- 

Thompson,   Roy    S..    Bay    Village,   Ohio.     Rafter   painter. 

2.015.768;  Oct.  1.  .  .    ^       ,^ 

Thompson   Victor  T..  Moutevista.  Colo.,  assignor  to  Harold 

E.    Thompson,    Camus,    Wash.     Revolving   paper   knife. 

2,015,877:  Oct.  1.  „     .      . 

Thomson,  James  F..  Falkirk.  Scotland.     Projection  screen. 

2.016.185;  Oct.  1. 
Thrall,   Walter   I..  Alhambra,    assignor,    by   mesne  assign- 
ments    to    Reliance   Regulator    Corporation,    Alhambra. 

Calif.'    Pressure  regulator.     2.015,977;  Oct.  1. 
Tiffany,  Frank  E,.  assignor  to  Tiffany  Technical  Corpora- 
tion.     I.«8     Angeles,      Calif.      Safety      switch      plate. 

2.015.698;  Oct.  1.  • 
Tiffany  Technical  Corporation.      (See  Tiffany,    Frank   E., 

assignor.) 
Tllton.  Joshua  A.      (See  Black.  N,  F.,  and  Tllton.) 
Tlmken-Detroit  .\xle  Company,  The.      (See  Alden,  H.  W., 

and  Bnckendale,  assignors.) 
Toledo    Synthetic    I'ruduits,    Inc.      (See    Howald.    Arthur 

M.,  assignor.)  .  «...-.. 

Toney,  Edward  F..  Pittsburgh.  Pa.,  assignor  to  Pittsborgh 

Plate     Glass     Company.      .Store     front      construction. 

2.016,769;  Oct.  1. 
Towne.    Charles    A.,    Des    Moines.    Iowa.     Apparatus    for 

drawing     tabs     from     uddressograph      plate      carriers. 

2.016,101  :  Oct,  1. 
Trainer.  James  K..  Falrlawn.  and  J.  P.  Roger.  Barberton, 

Ohio,    assignors    to    The    Babcock    &   Wilcox    Company. 

Bavonne,  N.  J.      Furnace      2.015.699:  Oct.  1. 
Trans-Lux    Daylight    Picture    Screen    Corporation.      (See 

Conord.  Herbert  C.  assignor.) 
Treadwell  Engineering  Company.      (See  Mikaelson,  E.  W., 

and  Hamilton,  assignors.) 
Trente.  Alfred  H.  C  and  P.  Shalita,  Los  Angeles,  Call'. 

Table.      2.015,976:  Oct.    1. 
Trl    State   Tool   Company,    The.      (See   PItyo,   A.   F.,    and 

Mitchell,  assignors.) 
Trompeter,  David.  New  York.  N.  Y.     Garbage  and  irilscel- 

laneous  refuse  receptacle.     2.015.H24  ;  Oct.  1. 
Trotter.  George  C.  assignor  to  Illinois  Tool  Works,  Chi- 
cago.    111.     Coupling    and    driving    device.     2.01.'5.878: 

Oct.  1. 
Tureotte,  Joseph   A.,  Montreal,  Quebec.  Canada.     Rotary 

brush.     2.016.219:  Oct.  1. 
Turlev.    Harold  G..   Moorestown.    N.   J.     Unhainng   hides 

and  skins.     2.016,260;  Oct.  1. 
Turner.    K.    R.    k    F..    Limited.      (See   Hall,    T.    W..    and 

Leggett.  assignors.) 
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Twente,     Herbert     H..     Independence,     Mo.      Convertible 

wagon  bed.      2.015.879;  Oct.  1. 
Dhl.     Ucnry     \V.,     l>obb8     Ferry,     \.     Y.     Safety     razor. 

2.015.8J5  ;  Oct.  1. 
Union     Switch     i     Signal     Company.      (See     McWhlrter, 

William   C,  a8.siKnor.) 
Cnitfvl  Kinffdom  Optical  Company.      (See  Culver,  Bdward, 

asuicDor  ) 
T'nittd    Sh.).'     Machinery    Corporation.      (See    Ashworth, 

Kred.  astii;:ni!r.) 
Unlfpd  .*^ho^  Ma<hlnery  Corporation.      (See  Bazzonl,  Lewia 

J.,  as-slgnor  ) 
United      Shoe      Machinery     Corporation.      (See      Murphy, 

Everptt   E..   assignor.) 
fnitpd  Shoe  Machinery  Corporation.      (See  Wlnkley,  E.  tl., 

and  Hart,  assi^^nors.) 
United    Stat»s    iiubber   Company.      (See    Shinkle,    Seaphes 

I'..  a,«!si;4nor  ) 
Tniversal    .Air    Filter    Corporation.      (See    ChriBtofferson, 

Charles,  assiiiiior.  i 
Universal    Button    Fast,  jlng    k.    Button    Company.       (See 

'lark,  .1.  M  .  and  Ford,  assignors.) 
Universal    Button    Fa-tcnlnc    &    Button    Company.       (See 

Fo'il.  I.   I>  ,  and  Clark,  assignors.) 
Unyte  Corpuraflon.      ^See  .Menkier,  Adolf,  assignor.^ 
Vail.   Charles   H  .   .lohnstown.   N.  Y.     Leather  dyeing  ma- 
chine.    2.()lfi.l.>*t5  :  Oct    1. 
Van<lervoort.    Francis    M      assiznor   to   The    White    Motor 

Comnauy,    Cleveland.   Ohio.      Change  gpeed   mechanism. 

2,01.1736  :  n,-t.  1, 
Vartanian,     Martin.     New    York,     N.     Y.      Spray    device. 

2,016.158  ;  Oct.  1. 
Vassakos,     I>»onidas    A..     New    York,    N.    Y.       Automatic 

photoirrai.h   studio.      2.016.029;   Oct.   1. 
Veddpr     .lonn    W  ,    assisnor   to    Rice.    Barton   St  Fales,   In- 
corporated.   Worcester,    .Mass.      Fitting    gear    for   color 

printint:  machine^,      2.015.770;  Oct.   1. 
Verelni^te    StaMwerke   Aktiengesellscbaft.       (See   Wlllner, 

Kurt,  assiunor. ) 
Vickers,  Richanl   N  .  Smackover.  .\rk.     Positive  lock  wrLst 

pin    and    crank.      2  015.978;    Oct.    1. 
Viiiers.   [{onnld   W  .   as-signor  to  D.   Napier  k  Son  Limited. 

I>t)ndon.    England.      Admission    apparatus    for    Internal 

combuf^tlon    engines    of    the   liquid    fuel   Injection    type. 

2.016.062;  Oct.  1. 
Vincent.  Edward  T..  asslirnor  to  Continental  Motors  Cor- 
poration, Detroit.  Mich.     Engine.     2.015,826  :  Oct.  1. 
Vincent,     Joseph,     Pittsburgh,     Pa.     Sled     runner     shoe. 

2.01*5.187  :  Oct.  1. 
Voelkel.  .John  F  .  executor  et  al.     (See  Bommer,  Emil.) 
Vonnetjut  Hardware  Company.     (See  Elcbacker,  Homer  A., 

assignor, ) 
Von  Sydow.  Rudolf  W.,  and  E.  J.  McCoy,  asaltmors  to  .\pex 

I'ap.r    I'rnducts    Corporation.    Saginaw,    Mich.      Bottle 

capping   machine.      2.015.913:    Oct.    1. 
Vulcan    Soot   Blower  Corporation.      (See  Arey,  F.   C.  and 

Hlbnt-r.  assignors.) 
WafTenfabrik  Solothum  A.  G.      (See  Rakula.  T  .  and  Her- 

lach,  assignors.) 
Wagner,  Max,  Stuttsrart.  assignor  to  Daimler  Benz  Aktien- 

ge<.'lls(  haft,    StutteartUnterturkhelm.    Germanv.      Mo- 
tor vehirie.     2.015.700;  Oct.  1. 
Wv.'ner.    Richard,    Jr.       (See    Greene,    M.,    Halllgan    and 

Wagn-r.) 
Wahlmark.    Gunnar   A..    Rockford.    111.      Seal   for   pumps. 

2,015,970  :  Oct.  1. 
Walker.  Charles  E  .  CatskUl.  N.  Y.    Brick  mold.    2,015.980  ; 

Oct.    1. 
Walker.   Herbert  W       (See  Downing.  F.   B..  and   Walker.) 
Watlac."  A  Tiernan   Products.  Inc.      (See  Srhmelkes,  F.  C. 

anrl    Maks.  assignors.) 
Wall'T     .Janu--    H     deW..    assitnior    to    Xofrango    Limited, 

Dublin    Ir'sh  Free  State.     Constructing  canals  and  the 

like      2. 01.-, 77 1  :  Oct,  1. 
Ward,    .\lh.rt    K       Audibon.    and    P,    M.    Craig.    Camden. 

N     J  .   assignors  to   Uadio  Corporation  of  America.     Al- 
ternating  current    microphone   transmitter.      2,015,827  ; 

Oct.    1. 
Ward.  Norva!  R,.  et  al.      (See  Teckemeyer,  John  F.,  F.  W., 

and  G    .V  .  assignors,  i 
Warmoth,     George    W..     Indianapolis.     Ind,,    assignor,     by 

mesne     assignments,     to     The     Brown  Fayro     Company. 

Joiinstowii     Pa       .Apparatus  for  coating  aggregate  with 

binding  materlMl,     2.01rt  159;  Oct.  1 
Was- all.     .\ll<n     D.,    assignor    to    Sweeoer-Vac    Company, 

Woreester.   Mass.      Vacuum   cleaner.     2.015.772;   O.t,   i. 
Watkins.  H^nrv  B.,  Columbus,  assignor  to  The  Kilgorf  Mfg. 

Company,      \Vesterville,      Ohio.      Projector,      2,010.188: 

Oct,    1, 
Watt.  .John  A  .  Clarksburg,  W.  Va.,  assignor  to  Pittsburgh 

Plate    Glass    Company.      Apparatus    for    making    sheet 

glass,     2.015,77.'}  :  Oct.  1. 
Webb.  .Vrtbnr  B       (See  Cadwell.  E.  B..  and  Webb.) 
Wpbh    Edmond  F.      (See  Hansen.  W.  C.  and  WVbb.) 
Webste-,    Wiliam    S..    Palmyra,    N.    J.,   assignor   to    Radio 

Corporation     of     America.      Aircraft     direction     Inder. 

2.0 15.828  ;  Oct.  1. 
Weckerly.  Hugh  D.  G..  and  B.  T.  Norman,  San  Deigo,  Calif. 

Skvli-ht    construction.      2.015.774;    Oct.    1. 
Weightman.   William  A..   Detroit.  Mich.,   assignor  to  Budd 

Whep|    Company,    Philadelphia,    Pa.      Cam    escapement 

welding    machine.       2.015,914  ;    Oct.    1. 
Weiler    F>lward  G.,  Columbus.  Ohio.     Vending  apparatus. 

2.016.127  :  Oct.  1. 


Welnilerl,  Joaeuh  T.      (See  Matter.  J.  K.,  and  Weinilerl.) 

Weir,  O.  &  J..  Limited.      (See  DIght,  Sydney  K.,  at^slgnor.) 

Welfleld.  Henry  S.,  San  Frantiaco.  Calif.  Electrical  fix- 
ture.    2.015.981  :  Oct.  1. 

Western  Union  Telegraph  Company,  The.  (See  Griffith, 
Francis,  assignor.) 

Western  Ini  ;.  Telegraph  Company,  The.  (See  Irving, 
Ellery,  ,i>si.no-.) 

Western  Inion  Telegraph  Company,  The.  (See  Wife,  R, 
J.  and  Schmid.  as^iguurs.> 

Westii,ghou.-e  Electric  Elevator  Company.  (See  Dunlop, 
lames,  assignor.) 

\\  .'Still ghouse  Electric  ft  Manufacturing  Company.  (See 
Saiiilin.  Jerome,  assignor.) 

Westlnghouse  Lamp  Company.  (See  Beese,  Norman  C, 
as  ignor.) 

Westlnghouse  Lamp  Company.  (See  Mardcn,  J.  W.,  and 
Lederer,  assignors. ) 

Westlnghouse  X-Ray  Company.  (See  Levene,  Oeorge,  as- 
signor.) 

Wheelbarger,  Albert  S.,  Dayton,  a>signor,  by  mesne  as- 
signments, to  Central  United  National  Bank.  Cleveland, 
Ohio,  as  trustee.  Transfer  mechanism  for  a  totalizer. 
2,015,701  ;  Oct.  1. 

White,  Edward  T.,  RockvlUe  Center.  N.  Y.  Pieaddre.ssed 
envelope  folder.     2,016.06.^:  Oct.  1. 

White,  Jerse  M.,  Philadelphia.  Pa.  Brake  shoe.  2,015,829  ; 
Oct.   1. 

Wbke  Motor  Company,  The.  (See  Vandervoort,  Francis 
M  ,  assignor.) 

White,  William  E.,  Bethlehem,  Pa.,  assignor  to  Knlman 
Steel  Corporation.     Reenforclng  bar.     2,016,128;  Oct.  1. 

Wlerk,  Nick,  Oakland,  Calif.  Draft  eliminator.  2,010,160; 
Oct.   1. 

Wilcox,  Hugh  B.      (See  Hartig.  Henry  E..  assignor.) 

Wllderman,  Meyer,  Monte  Carlo,  Monaco,  as-slgnor  to  Tne 
Amerlcnn  Wllderman  Porous  Ebonite  Company.  Inc.. 
Philadelphia,  i'a.  Flltercandle  for  artificial  silk  and 
process  of  filtering  artificial  silk  solution.  2,016,161  ; 
Oct.   1. 

Wllderman,  Meyer,  Monte  Carlo.  Monaco,  assignor  to  The 
American  Wllderman  Porous  Ebonite  Company,  Phila- 
delphia,   Pa.      Porous  diaphragm.      2,016,162;   0<  t.    1. 

Wllderman,  Meyer.  Monte  Carlo,  Monaco,  assignor  to  The 
American  Wllderman  Porous  Ebonite  Company,  Phila- 
delphia,   Pa.      Filter.      2,016,163;   Oct.    1. 

Wlllard  Storage  Battery  Company.  (See  Brown,  J.  E.  and 
Clark,  assignors.) 

Wlllcox,  George   R.      (See  Beythan.  Carl  A.,  assignor.) 

Williams.  Harry  D.,  Seattle,  Wash.  Fin  radiator. 
2,016,164;  Oct.  1. 

Williams,  Robert  L.,  Newton,  assignor  to  Submarine  Signal 
Company,  Boston,  Mass.  Method  and  apparatus  for 
measuring  distances  and  depths.     2,015,702  ;  Oct.    1. 

Williamson. Marshall  I.,  Edgewater,  N.  J.  Three  dimen- 
sional display  means.     2.016.129  ;  Oct.   1. 

Wlllner.  Kurt,  Munster  In  Westphalia,  assignor  to  the 
firm  Vereinigte  Stahlwerko  Aktiengeseilschaft.  Dussel- 
dorf.  Germany.     Iron  sheet  piling.     2,016,064;  Oct.  1. 

Wilson,  Russell  E.,  Cleveland.  Ohio.  Carbon  saver. 
2,016.065  ;  Oct.  1. 

Wlnchell,  Arthur  B..  Jackson.  Mich.,  assignor,  by  mesne 
assignments,  to  Radio  Corporation  of  America,  New 
York,  N.  Y.     Electric  phonograph.     2,015,737;  Oct.  1 

Winkley,  Erastus  E.,  and  G.  T.  Hart,  Jr..  Lynn,  Mass., 
assignors  to  United  Shoe  Machinery  Corporation,  Pater- 
son,  N.  J.     -Arpa  measuring  machine.     2,015.738;  Oct.  1. 

W^lnner.  Benjamin  J  ,  Chicago,  111.  Safety  means  for  ele- 
vators.    2.015,8.30:  Oct.  1. 

W^inning,  Carl.  Elizal>eth.  N.  J.,  assignor  to  Standard  Oil 
Development  Comjiany.  Wax  coating  composition. 
2,015,739  ;  Oct.  1. 

Winter,  John  R.,  Detroit,  Mich.  Grease  seal.  2,015,831  ; 
Oct.   1. 

Wise.  Raleigh  J.,  Plainfleld,  N.  J.,  and  J.  Schmid,  New 
York,  assignors  to  The  Western  Union  Telegraph  Com- 
pany, New  York,  N.  Y.  Telegraph  system.  2.016,261  ; 
Oct.   1. 

Wltzel,  Ernst,  assignor  to  Young  Radiator  Company.  Ra- 
cine, Wis.  Portable  electric  prowarmer  for  airship  en- 
gines.    2,015,982;  Oct.  1. 

Wol??JtT,  Frank  R,  West  Hartford.  Conn.,  assignor  to  The 
Silex  Company.     Coffee  maker.     2.015.983;  Oct.  1. 

Wold.  Carl  O.,  Minneapolis,  Minn.,  assignor  to  Caterpillar 
Tractor  Co..  San  Leandro,  Calif.  Road  machine. 
2.015.880;  Oct.  1. 

Wolfe,  llarrv   H.      (See  Johnson,  G.  T.,  and  Wolfe.) 
Wood.  Ce<  il  K  .  Green  Mountain  Falls,  Colo.     Temperature 

alarm  device      2,015.984;  Oct.  1. 
Woodruff,    L'luls    F..    Watertown.    and    E.    L.    Rose,    Cam- 
bridge,   Mass  .    said    Rose    assignor    to    J.    L,    Entwistle, 
Barringt'in.    K.    1.      Canl    shuttling   and   dealiUn   device. 
2.01*1.0.30  ;  Oct.  1. 
Worthtngton,    Charles   C,    Dnnfleld,    N.    J.      I-awn    mower. 

2.015,740:  Oct.  1. 
Wreu.    Vincent  T  ,   Lakevllle,  Minn.     Freight  loading  and 

unloading  winch  for  vehicles.     2,016,130;  Oct.  1. 
Wyse.  Leland.     (See  King,  H.,  and  Wyse.) 
Young  Radiator  Company.      (See  Wltzel.  Ernst,  assignor.) 
Z»'lss.  Firm  ("arl.      (See  Puis.  Artur,  assignor.) 
Zichermaii.     .Joseph,     New    York,    N.     Y.       Folding    table. 
2,01t).ltJ5  .  Oct.   1. 


LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  1st  DAY  OF  OCTOBER,  1935 

NOTM. — Arranged  in  accordance  with  the  first  significant  character  or  word  of  tbe  name  (In  accordance  with  city  and 

telephone  directory  practice). 


Connecter.     T.   BIrkenmaler.     19,716  ;  Oct.   1. 


Electric  cooking  appliance.     H.  J.  Liphaa.     19,717  ;  Oct.  1. 


LIST  OF  PLANT  INVENTIONS 


Agrostis  Btolonlfera.  E.  M.  Barrows.     143  ;  Oct.  1. 


Sport  of  citrus  fruit.     J.  M.  Ater.     142 ;  Oct.  1. 


LIST  OF  DESIGN  INVENTIONS 


Airplane.     8.  P.  Nemeth.     07.090;  Oct.  1. 

Aualphone    ear    drum    protector    for    bathers.      J.    Conn. 

97.0:58  ;  Oct.  1. 
Bottle.     N.   F.  Steuer.     97,105;  Oct.  1. 
Buckle.     J.   B.   Freysinger.     97.047-51  ;   Oct.   1, 
Cap  for  the  gas  tank  of  an  aatomoblle.     J.  Slnko.     97,101 ; 

Oct.  1  . 
Car  ventilator.     N.  L.  WUler.     97.106;  Oct.   1. 
Catafalque,     E.  E.  H,  Nelson.     97.089  ;  Oct.  1. 
Cloak,  Ladys.     L.  11.  Forscb.     97.045  ;  Oct.  1. 
Container  unit,   Food.      L.    II.   Scurlock.      97.099 ;   Oct.   1. 
Covering  for  a  billfold  or  similar  article.      O.   Halvorsen. 

97,061  ;  Oct.  1. 
Desk  and  chair.  Combination.     A.  Mlnti.     97.080;  Oct.  1. 
Dial  and   hands  for  a   clock   or  similar  article.  Combined 

bezel.     G.  M.  Buehrlg.     97,036;  Oct.   1.  ^^  ^ 

DIsb.  Glass.     E.  Worthington  and  F.  Williams.    97,108-9; 

Oct.  1. 
Doll,  Rag.     L.  H.  Plauch«.     97,092  ;  Oct.  1. 
Drawer  pull.     R.  H.  Martin.     97.080-1  ;  Oct.  1. 
Dress.     A.  Goodman.     97.052 ;  Oct.  1. 
Dress.     C.  Jaccarlno.     97,071  ;  Oct.  1. 
Finger  ring.     A.  Sager.     97.096;  Oct.  1. 
Flower  receptacle.     M.  C.  Ran.     97,093  ;  Oct.  1. 
Game  board.  Backgammon.     O.  B.  Lord.     97,078  ;  Oct.  1. 
Glassware    or    Kimilar    article.    Article    of.      R.    A.    May. 

97.082  ;  Oct.  1. 
Holder  for  shakers  or  the  like.    G.  Madvlg.    97,079  ;  Oct.  1. 
Inkwell.     H.  Langen.     97,077  ;  Oct.  1. 
Jacket.  Snort.     H.  Hedin.     97,062;  Oct.  1. 
Jar.     F.  Smith.     97,102  ;  Oct.  1. 
Jar.  Fish.     M.   S.  Desser.     97,041  ;   Oct.  1. 
Lighting  fixture.  Porcelain.     R.  G.  Cowan.     97.039  ;  Oct.  1. 
Liquid  dispensing  rack.     8.  Drake.     97.042  ;  Oct.   1. 
Mirror,  Electric  hand.     A.  Meng.     97.085;  Oct,   1. 
Mirror,  Illuminated.     E.  W.  North.     97,091  ;  Oct.  1. 
Monument.     J.  H.  Wise.     97.107  ;  Oct.  1. 


Musical  Instrument  bridge,  or  similar  article.     H.  Stanley 

and  V.  J.  Molr.     97.104  ;  Oct.  1. 
Ornament,  Ship  model.     H.  A.  Slemund.     97,100;  Oct.  1. 
Oven  heat  indicator.     G.   J.  Day.     97.040  ;  Oct.  1. 
Piano.     A.  Klein.     97,072;  Oct.  1. 
Range.     H.  H.  Heldbreder.     97,064-8  ;  Oct.  1. 
Range,  Corner.     H.  H.   Heldbreder.     97,063;  Oct.   1. 
Range    or    similar    article.       J.    R.     Haley.       97,059-60; 

Oct.  1  . 
Receptacle   or    similar   article.    Covered    cigarette.      A.    L. 

Kramer.     97.074  ;  Oct.   1. 
Refiector.      D.   G.   Saaf.      97.095  ;   Oct.    1. 
Shoe.     B.  Beniamln.     97,034  ;  Oct.  1. 
Shoe.     F.  W.  Ellington.     97.043;  Oct.  1. 
Shoe.      C.    Morall.      97.087-8;  Oct.   1. 
Slide  fasteners.     W.  D.   Blatz.     97,035;  Oct.  1. 
Stand    for    potted    plants,    Display.      F.    A.    Schurmann. 

97.098;  Oct.  1. 
Sweater.  Lady's.     B.  Epstein.     97.044  ;  Oct.  1. 
Textile  fabric.     T.  S.  Blum.     97,111  ;  Oct.  1. 
Textile  fabric.     N.  K  Burgess.     97,037  ;  Oct.  1. 
Textile  fabric.     C.  E.   Forstmann.     97,046  ;  Oct.   1. 
Textile  fabric.     A.  Hafner.     97.053-8;  Oct.  1. 
Textile    fabric    or    similar    article    of    manufacture.      A, 

Schumacher.     97.097  ;  Oct.  1. 
Thermometer.     A.  Zadek.     97,110;  Oct.  1. 
Tire.     A.  McB>roy.     97.088;  Oct.  1. 
Tray    or    similar    article.    Round    ash.      A.    L.    Kramer. 

97.073:  Oct.  1. 
Truck,  Milk.     D.  S.  McGulre.     97,084  ;  Oct  1. 
Tumbler.     J.  E.  Spence.     97,103  ;  Oct.  1. 
Vaporlter,   Nonelectrical.      J.    Robinson.      97,094;   Oct.    1. 
Vehicle.    Advertising.      B.    J.    B.    La    Lumlere.      97,076; 

Oct.  1. 
Wall  bracket  lamp.     O.  G.  Hlldebrand.     97,069  ;  Oct.  1. 
Wheel.     H.  J.  Horn.     97.070  ;  Oct.  1. 
Wlndow-curtaln  ensemble.     H.  Krans.     97,076  ;  Oct.   1. 
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LIST  OF  INVENTIONS 


i 


FOR  WHICH 

PATENTS  WERE  ISSU>:D  ON  THE  1st  DAY  OF  OCTOBER,  1935 

Note. — Anranjted  in  accordance  with  the  first  siKUificant  character  or  word  of  the  name  (in  accordance  with  city  and 

tciepnone  directory  practice). 


Abrasive  articles,  Forming.    F.  K.  Bezz^nberjter.  i!,ul5,658 

Oct.  1. 
Abra»iive  articles,  Rotary  bonded.     A.  H.  Prey.     2,015,727 

Oct.  1. 
Acid  inhibiting  agent.     F.  B.  Downing  and  H.  W.  Walker 

2.016.035  ;    Oct.    1. 
Acids,    Process   and   apparatus  for  concentratlnjr  and  ea- 

terlfying   aliphatic.      E.    Ricard,   H.   M.  Qainot,   and   A 

M.  Parant.     2,015,S70  ;  Oct.  1. 
Acoustic     switch.       E.     Praetorius    and    N.     B.     Joauuln 

2.015,962;    Oct.    1. 
Actuating    means    for    friction    disks.       A.     P.     Robbins 

2,015.729  ;  Oct.  1. 
Adheaion,    Effecting.      A.   Menjter.      2.015,806;   Oct     1. 
Admission    apparatus   for    internal    rombustloD    eni;in«-s  of 

the  liquid  fuel  Injection  type.     R.  W.  Vlgers.     2,016.062 

Oct.  1. 
Advertising   device.      E.    H.    Philippl.      2,016,022:    Oct.    1 
Aerial,   Wireless.      A.   F.   Kent.      2,6l6,011  :   Oct.    1. 
Aggregate    with   binding  material,  Ar>paratU8  for  coating 

G.  W    Warmoth.     2,016,159;  Oct.  1. 
Air  brake       C.   A.    Campbell.      2,015,785;    Oct.   1. 
Air    control    mechanism    for    shoe   presseti.      J.    F.    Smitb 

2,015,764  :    Oct.    1. 
Aircraft  armampnt.     I.  J.  Miranda.     2.016,211;    Oct.    1. 
Aircraft     dirfction    finder.      W.     S.     Webster.      2,05.828; 

Oct.  1. 
Air  filter      C.  Chrlstofferson.     2,016,033 :   Oct.    1. 
Air  lift  apparatn.x.     O.   .\.    Humason.     2.015,938;    Oct.    I. 
Air   of   an   enclosure,    Methods   and  apparatus   for   cooling 

and  hiimldifyliig  the.     A.  F.  Karlson.     2,016.091  ;  Oct.  1. 
Alcohol  and  acetone.    Producing   butyl.     A.    Izsak  and  F. 

J.  Funk.     2,016,112;  Oct.  1. 
Alkali    metal    cvanides,    Manufacture    of.      H.    N.    Gilbert. 

2,015.t)6«  ;    Oct.   1. 
Alkyl   halidos.  Making.     B.  T.  Brooks.     2,015.706;  Oct.  1. 
Alkyl    halides.   Productioii  of.      W.  8.   Calcott  and   H.  W. 

Daudt.      2,016.072:    Oct.   1. 
Anrhorlng  device.      M.  J.  McAtee.     2.015,951  :  Oct.   1. 
Animal    trap.       E.    Prltchett.      2,016.049;    Oct.    1. 
Antioxidants,  Prpparlng      W    I...  Semon.     2.015,696:  Oct.  1. 
Antivibration    apparatus  for    motor   vehicles.     T.   Liaden- 

berg.      2,016,207;    Oct.    1. 
Aqaarlam.     W.  Schorr.     2,016.123:  Oct.   1. 
Area  m»^a«nring  machine.     E.  E.  Winkley  and  G.  T.   Hart. 

.7r.      2,015,738  ;   Oct.    1. 
Articles.  Covering.     L.  J.  Bazzonl.     ?.01.').r,.-,6  .   Oct.  1. 
Articles.  Decorating.     .T.  Blrnholx.     2.015.659  ;  Oct.  1. 
.\rtl(le8.  Decorating.     K.  Elchstadt.     2.015  664:  Oct.  1. 
.V^h   dust    fliminator.      O     7.    Sill.      2,015.971  ;    Oct.   1. 
Atomizer  and  gas  mixer.  Rotary.     J.  D.  Ross.     2,016,871  ; 

Oct.  1 
Automobile  brake.      W.   11.    Delahaye.      2.0i.'..713:   Oct.   1. 
Automobile  server.      D.  E.   Parsons.      2,016,0<t7  :   Oot.   1. 
Axle    gear    casing.    Rear.      H.    Schlldknecht       2.015.969 ; 

Oct.  1. 
Backbone  for  a  velocipede.     B.  J.  Anderson.      2.015.8.33: 

Oct.  1. 
Bag  :    See — 

Nontangling  tea  hag. 
Bag  filling  meohnnlsm.     W.  M.  Inin-am.     2,015.853;  Oct.  1. 
Ball.      L.   A.  Ellis.      2.016.081  ;   Oct.   1. 
Bar  :    See — 

Rpenforclng  bar. 
Barite  bearing  materials.  Concentration  of.     A.  Crago  and 

H.    C.    Motsinuer.      2.016.105:   Oct.    1. 
Base  for  objeots  and  attaching  same.     .1.    K.   Matter  and 

J.  T.  Wpiiizierl.     2,016.171  ;   Oct.   1. 
Basket  and  divider  for  the  same.  Wire.      E.   H.   Schilling. 

2.016.246:    Oct.    1. 
Basket.   Dosr.      E.   Giannasca.      2.016.00.'> :   Oct.    1. 
Battery  container.     L.  A.  Doughty.     2.015.746;  Oct.  1. 
Bearing  :   Bee- — 

T'nlversal    pla'n    >>earing. 
Bearing.     A.  F.  W.  Ruske.     2.015,872  :  Oct.  1. 
Bearlnir,    particularlv    for   clock    mechanisms.    Shockproof. 

F.  Marti.     2,ni.';.905;  Oct.  1. 
Bearings.    Apparatus   for   reborlntr  engine.      A.    B.    Keller. 

2.01.'>,94O  ;   Oct.    1. 
Belt.     A.   L.   Freedlander.     2.016,140;   Oct.   1. 
Bench,  Greenhouse.     W.  E.  De  Lhorbe.     2,015.924  ;  Oct.  1. 
Beverages.  Dispensing.      J.  D.  Strutzel.     2. 01.'.. 765  :  Oct.  1. 
Blasting  apparatus.      F.   W.   Camp.      2.016,250;   Oct.    1. 
Block    for    correspondence.      V.    H.    Peltzer.      2.015.906 ; 

Oct.  1. 
Board  :    ■*>>? — 

Folrllns:  ironing  board. 
Boliriln.      C.    Logotheton.     2.016.209;   Oct.    1. 
Boiler-tube  cleaner.      H.   L.   Staley.     2,015.973  ;  Oct.   1. 
Bolster  construction.      R.   Martlnello.      2.015,948;   Oct.   1. 

XXX 


Bookstand.      L.   Hollingsworth.     2,016,197  ;  Oct.  1. 
Border  for   fabrics.   Producing  flnffed   cord.      8.    R.   Oclst. 

2.015.847;  Oct.   1. 
Bottle  capping  machine.    R.  W.  von  Sydow  and  E.  J.  McCoy. 

2,015.913;  Oct.  1. 
Bottles,  Jars.  cans,  and  like  articles.  Apparatus  for  decorat- 
ing.    J.  S.  Gravely  and  L.  N.  Kersey.     2,015.069  ;  Oct.  1. 
B«x  :  «^o — 

Impedanc-  box.  Jewel  box. 

Box  for  raxor  blades.    C.  J.  OKeefe.     2.016.256;  Oct.  1. 
B<ix  shaped  spring.     P.  Schowalter.      2,015,820;   Oct.    1. 
Bracket  :   Bee — 

Supporting   bracket. 
Bracket  for  the  air  tul)e  of  an  ice  can.  Adjustable.     F.  I* 

Clark.     2,016,073;  Oct.   1. 
Brake  :  Bee — 

Air  brake.  .\utomubile  brake. 

Brake.     J.  Bittner.     2.016.704  •  Oct.  1. 
Brake.      D.   F.   Linsley.      2.015,719:   Oct.    1. 
Brake  indicating  device.     H.  C.  Roth.     2.015,731  ;  Oct.  1. 
Brake  mechanism.      H.  K.   Burton.     2.015.741 ;  Oct.   1. 
Brake  shoe.    J.  M.  White.     2  015.829;  Oct.  1. 
Brake   shoes   and    the    like.    Manufacture   of.      A.    Rosner. 

2.015,763;  Oct.  1. 
Breast     and     bench     drill.     Convertible.       8.     K.     Qaede. 

2,015,790;  Oct.  1. 
Brick    mold.      C.    E.    Walker.      2,015.980;    Oct.    1 
Brush    mechanism    for    dynamo-electric   machines.      C.    I. 

McNeil.      2,016.173;    Oct.    1. 
Brush    operatlnj;    niechanlsm.      J.    W.    Allen.      2.016.189; 

Oct.  1. 

Brush.  Rotary.     J.  A.  Turcotte.     2.016.219  ;  Oct.  1. 

Buckle.      N.    Koopeti.      2,016.041;   Oct.    1. 

Bulk    fibrous    and    other    materials.    Handling,    conveying, 

and   treating.      N.   B.    Henry.      2,016.008;   Oct.    1. 
Bullet  resisting    structure.      C.    D.    O'Kleffe.      2,015,868: 

Oct.  1. 
Bn-ner :   Bee — 

Gas  burner.  Ollburner. 

Button.     J.  M.  Clark  and  I.  D.  Ford.     2.016.241  ;  Oct.  1. 
Button  and  loop  clasp.    O.  Dohren.     2.016,192;  Oct.  1. 
Button     manufacture.       J.     M.     Clark    and     I.     D.     Ford. 

2.016,240;  Oct.  1. 
Button     manufacture.       I.     D.     Ford     and     J.     M.     CUrk. 

2.016.238  ;    Oct.    1. 
Buttons,   Manufacture  of.      I.   D.    Ford   and  J.    M.    Clark. 

2,016.2:^9:    Oct.    1. 
Cabinet,  Display  and  shipping.     F.  Schlmmel.     2.016,910; 

Oct.   1. 
Cable.     W.  A.  Del  Mar      2,015,714  ;  Oct.  1. 
Cable  installation.  Electric.     F.  W.  Gay.     2,016,004  ;  Oct.  1. 
Cable    suspenislon    assembly,    Sectional.      J.    P.    CoMsra. 

2.016.191  :  Oct.  1. 
Calendar,    Lunar.      L.   B.    and    L.    C.    Means.      2,016.806; 

Oct.  1. 
Call    control    apparatus    for    automatic    telephone    plants. 

H.  Broder.     2.015,783;  Oct.   1. 
Camera,  Photographic.     E.  G.  Mayer.     2,016.950 ;  Oct.  1. 
Camera,    Heflex.      K.    Stelner.      2,016.058;    Oct.    1. 
Canals    and    the  like.   Constructing.      J.    H.    deW.    Waller, 

2,015.771  ;  Oct.  1. 
C?p,  Tube.     C.  P.  Frank.     2.016,999;  Oct.  1. 
Capsule  for  bottles  and  other  containers.  Expanding  clos- 
ing.    W.  Falthauser.     2.015,846:  Oct.    1. 
Car  construction.     M.  C.  Blest.     2.015.780:  Oct.   1. 
Car   construction.      F.    Koch.      2.015, «02  :    Oct.    1. 
Car  construction.     G.  A.  Suckfleld.     2,015,767:  Oct.  1. 
Car  coupler  mechanism.     O.  T.  Johnson  and  H.  H    Wolfe 

2.016,237  ;  Oct.  1. 

Carbon  saver.     R.  E.  Wilson.     2,016.065  ;  Oct.  1. 
Carbonaceous  materials.  Hydrogenatlon  of.     R.  H.  Orlfflth, 

R.   N.   B.   D.   Bruce,   and   S.    G.   Hill.      2,016.169;   Oct.    1. 
Carbonlsable     materials    and    of     recovering     vapors    and 

gases  resulting  therefrom.   Coking,      a   O.    Rhodes  and 

J.  C.  Flrzpatrlck.     2.016,051  ;  Oct.  1. 
Carburetor.     M.  R  Chandler.     2.015.709;  Oct.  1. 
Carburetor.      S.   F.   Hunt.      2.015.752-3.  ;  Oct.   1. 
Card   shuffling  and   dealing  devices.      L.   F.   Woodruff  and 

E.  L.   Rose.     2.016.0;{0;  Oct.   1. 
Carrier  for  pneumatic  tube  systems.    E.  Irving.     2,016,203  ; 

Oct.   1. 
Case.     F.   W.  Johnson   and  H.   H.   Patterson.      2,016  009  ; 

Oct.   1. 
Cash  register.     P.  L.  Fuller.     2,016,749  ;  Oct.  1. 
Casing  :  Bee — 

Axle  gear   casing. 
Casing   protector.      H.   R.    Decker.      2,016.077  ;   Oct.    1 
Catalyst.  Making  a.     T.  Cummings.     2,016,135  ;  Oct.   1. 
Catalytic  process  for  pn  ducing  alicycllc  ketones.    O.  De  W. 

Graves.      2.015,751  ;    Oct.    1. 


i 


Cement.     II.  W.  Heiser.     2,016.676;  Oct.  1. 

Cement.  Manufacture  of.     N.  Nielsen.     2.015.866;  Oct  1. 

Chair:  Bee — 
RecMning  "h-^lr 

Charging,  weighing,  and  controlling  mechanism  for  cast- 
ing machines.     C.  D.  Barr  and  8.  D.  Moxley.    2.016.776 ; 

Cigar  transfer.  Duplex.    J.  A.  Nenmair.    2.016,166  ;  Oct.  1. 
Cigarette     case     and     lighter,     Combined.       R.     Nyden. 

2,016.020:  Oct.  1. 
Circuit  control,  Eaectric.    I.  E.  McCabe.     2,016,952;  Oct.  1. 
Circuit     controller.    Pressure    operated.       H.    R.    Justus. 

2,015.939  ;  Oct.  1. 
Circuit,  Electrical.     A.  B.  Hill.     2.016,144;  Oct.  1. 
Circuit,  Motor  control.     J.  D.  Ryder.     2,015,967  ;  Oct.  1. 
Clamp    for    presses.    Automatic    tall.      G.    W.    Johnson. 

2.015.900;  Oct.  1.  „^,»,.„ 

Clasp  for  garment  supporters.     J.  R.  Parker.     2,016.176; 

Oct.  1. 
Cleaner  :  Bee — 

BolIer-tut>e    cleaner.  Vacuum   cle«iner. 

Cleaning  composition.     W.  T.  Dohertv.     2.016.266;  Oct.  1. 
Climbing  hook.     W.  M    Bashlln.     2,016,249;  Oct.  1. 
Caock.     A.  Bulova.     2.015.843  ;  Oct.  1. 
Closing  device  or  cover.     R    D.  Muro.     2.016.761 :  Oct.  1. 
Closure    for   collapsible    tubes.      J.    J.    Burch.      2,015.992; 

Oct.  1.  ,      ^     w 

Closure    for     collapsible    tubes,     Automatic.      L.    Gruber. 

2,016,037  ;  Oct.  1. 
Closure  parts  to  eliminate  waste.  Making.     R.  B.  Bukolt. 

2.016.225;  Oct.  1. 
Cloth    feeding    mechanism    for    combination    tea    bag    ma- 
chines.     L.    Illrscbhorn   and    H.    Irmscher.     2.016.862 ; 

Oct.  1. 
Clutch  disk.     H.  Gottschalk.     2.015.890;  Oct.  1. 
Clutch  mechanism  and  control  for  change  speed  transmis- 
sions.    L.  J.  Campbell.      2.015,841  :  Oct.  1. 
Coating,  Apparatus  for.     C.  B.  Straucn.     2.016.060  ;  Oct.  1. 
Cock  or  the  like.  Gas      I*  B.  Brabant.     2.016.918;  Oct.  1. 
Coffee  maker.     F.  E.  Wolcott.     2.01.5.983  ;  Oct.  1. 
Collapsible   tube.    Self-sealing.      R.    D.   Gray.     2.015.794 ; 

Oct.  1. 
Color  and   shade   comparator.      C.   E.    Hays.      2.015,676; 

Oct.  1. 
Compact.     A.  E.  Chesler.    2.016.712;  Oct.  1. 
Compensated  fiow  meter.     R.  P.  Brown.    2,015.839  ;  Oct.  1. 
Composition  comprising  rubber  and  plastic  elastic  material. 

8.  D.  Shlnkle.     2,016.027  ;  Oct.  1. 
Composition  for  treating  leather  goods  and  applying  same. 

A.  C.  Loges.     2.015.943;  Oct.  1. 
Compresstor     unloading     mechanism.        8.     Johnson,     Jr. 

2.015.801  ;  Oct.  1. 
Concrete  floorings  to  receive  topping  layers.     F.  P.  Sloan. 

2,016.876  ;  Oct.  1. 
Condenser  control  device.     M.  Mallory.     2,016.094  ;  Oct.  1. 
Condenser  with  temperature  compensation.     8.  W.  Seeley. 

2.015.7.32;  Oct.  1. 
Connecter.    T.  E,  McDowell.     2,016.968:  Oct.  1. 
Connection.  Hose.     B.  Carcano.     2.015.786:  Oct.  1. 
Connector    lug    for    cables    and    the   like,    Solderless.      F. 

Hanlan.     2,016.896;  Oct.  1. 
Construction  for  vehicle  brakes.     E.  R.  Evans.    2.015,716 ; 

Oct.  1. 
Container  :  Bee — 

Battery  container.  Music  container. 

Dispensing  container. 
Container  cap  construction.     A.W.Campbell.     2,015.840: 

Oct.  1. 
Container   for   compressed   gases.   Portable.      F.   8.   Marsh 

and  J.  H.  Baggalev.     2.015.901  :  Oct.  1. 
Contlnuator,  Automatic.     E.  Hopkins.     2.016.718;  Oct.  1. 
Control  device.     S.  D.  Mltereff.     2,015.861  ;  Oct.  1. 
Control   device   for  machines.      A.   K.   Marsh.      2.016.947; 

Oct.  1. 
Control     system.       H.    B.    LaRoque    and     F.    R.    Elder. 

2.016.148  :  Oct.  1. 
Control    system.    Automatic.      W.    J.    Kerr.      2,015.866; 

Oct.  1. 
Controller    for    Inhalers,    Exhalatory.      H.    V.    O'Connell. 

2.016.212;  Oct.  1. 
Conversion  prmiucts  of  rubber.  Production  of.     W.  Breuers. 

2,016.102  ;  Oct.  1. 
Conveyer  transfer.     F.  Griffith.     2016,268;   Oct.  1. 
Cooling   svstem    for  engines.     V.   Rosenqvlst.      2.016,179: 

Oct.  1. 
Copper.  Purifying.     R.  Perrln.     2,016,693;  Oct.  1. 
Cotton  distributing  and  receiving  system.     J.  E.  Mitchell. 

2.015.9.54;  Oct.  1. 
Cotton  handling  apparatus.     A.  R.  Mulrhead.     2.016,017  ; 

Oct.  1. 
Coin)ll"g  :   Bee — 

Resilient    cont>llng. 
Coupling  and  driving  device.     G.  C.  Trotter.     2.015,878; 

Oct.  1. 
Cover  and  material  therefor.  Container.     A.  F.  Pltyo  and 

J.  F.  Mitchell.     2.015.907  ;  Oct.  1. 
Cover    for    spare     tires    of    automobiles.      G.    A.    Lyon. 

2,015.944;  Oct.  1. 
Current  converting  system.  Electric.     B.  Kern.     2.016,012; 

Oct.  1. 
Curtain  fixture.     W.  S.  Hamm.     2.016.848;   Oct.  1. 
Curtain  hanger.     D.  Press.     2,015,816  ;  Oct.  1. 
Cutting  machine.  Automatic.     J.  A.  Booman.     2,016.990; 

Oct.  1. 
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Dental     aligning     and     testing     device. 

2,016.103  ;  Oct.  1.  ,    ^ 

Detonator  controlled  by  searchlght,  Photoelectric.      J.   H. 

Hammond.  Jr.     2,016,670 ;  Oct.  1. 
Device  utilized  in  conjunction  with  sheet  printing  presses 
for  spraying  the  printed  sheets  with  liquid  paraflin  or 
the  like.     K.  Bergner.     2,015,652  ;  Oct.  1. 
Dial    telephone   finger   wheel.      J.   A.    Petnel.      2,015,694 ; 

Oct.  1.  „     ^       . 

Diaphragm,  Porous.     M.  Wilderman.     2,016.162  ;  Oct.  1. 
Dipper  door  control.     P.  Burke.     2.016.032  ;  Oct.  1. 
Direct  connected  Implement.     T.   M.  Thomas.     2,015,823; 

Oct.  1. 
Disconnecting  holder.     L.  C.  Doane.     2.015.715  :  Oct.  1. 
Dishwashing  machine.     H.  P.  Messlor.     2.016.116  ;  Oct.  1. 
Dispensing  container.     C.  S.  Andrews,     i:. 016.653  ;  Oct.  1. 
Dispensing  device.     E.  H.  Howard.     2,016,200  ;  Oct.  1. 
Display  device.     A.  D.  Eitzen.     2,015,665;  Oct.  1. 
Display    means.    Three   dimensional.      M.    I.    Williamson. 

2.016,129;  Oct.  1. 
Distances  and  depths,  Method  and  apparatus  for  measur- 
ing.    R.L.Williams.     2.015,702  ;  Oct.  1. 
Door  and  locking  the  same.  Retort.     E.  B.  Foster  and  J.  H. 

Burpee.     2.015,788  ;  Oct.  1. 
Door,  Automobile.     W.  L.  Morrison.     2,016.174  ;  Oct.  1. 
Door  check  and  closer.     E.  Bommer.     2.015.988-9  ;  Oct.  1. 
Door  coordinator.  Double.     H.  A.  Elchacker.     2,015,996; 

Oct.  1. 
Door  operator,  Mine.     D.  M.  Sobat.     2.016.057  ;  Oct.  1. 
Draft  eliminator.     N.  WIerk.     2,016,160;  Oct.  1. 
Iirier.     W.  L.  Martin.     2,016,096  ;  Oct.  1. 
Drill  :  Bee^ 

Breast  and  bench  drill.  Rock  drill. 

Drilling  apparatus.     M.  P.  Holmes.     2,015.677  ;  Oct.  1. 
Drive  mechanism.     A.  M.  N»y.     2,015,688:  Oct.  1. 
Drum,   Heating.      S.  G.  Gllleland.      2.015,793;  Oct.   1. 
Dry  cell.     L.  E.  Girard.     2,016.108;  Oct.  1. 
Drying  apparatus.     R.  R.   Snow.     2.016,125;  Oct.   1. 
Duplicating  machine.     C.  E.  Boutwell.     2.016,166  ;  Oct.  1. 
Dye  and  its  preparation,  Azo.     M.  A.   Dahlen  and  J.  K. 

Cole.     2,015,743:  Oct.   1.  .  ,, 

Dyestuffs  of  the  oxazine  series  and  their  production.     U. 

Krftnzlein.  H.  Greune.  and  M.  Thlele.  2.016,013  ;  Oct.  1. 
Earth  boring  device.  C.  E.  Bannister.  2.016,068 :  Oct.  1. 
Edge    grinding    apparatus.     R.    J.    Louviaux.     2,015,720; 

Oct.  1. 
Elastic  fabric.     D.  M.  Clark.     2,016,168  ;  Oct.  1. 
Elastic   material   and    making   the   same.    Plastic.     8.    D. 

Shlnkle.     2,016,026  ;  Oct.  1. 
Electric  furnace.     T.  H.  Forde.     2.015.926;  Oct.   1. 
Electric  outlet.     I.  Levlton.     2,015.858;   Oct.   1. 
Electric  switch.     N.  C.  Beese.     2,016.131 ;  Oct.  1. 
Electric  switch.     8.  T.  Schofield.     2,015.874:  Oct.  1. 
Electrical   fixture.      H.  S.   Welfield.     2.015,981  ;   Oct.    1. 
Electrical     Installation.       D.     M.      Simmons.      2,016,247 ; 

Oct.  1. 
Electrical  Insulation.     R.   H.  Mttller.     2.016,165;   Oct.   1. 
Electrical    system.     M.   D6rl.     2,016,745 ;    Oct.   1. 
Electrode    for   arc   welding.     A.    R.    Nyquist.     2,015.814 ; 

Oct.  1.  ^    ^ 

Electron  discharge  device  with  indirectly  heated  cathode. 

J.  W.  Marden  and  E.  A.  Lcderer.     2.016.152  ;  Oct.   1. 
Endless  band  sign.  Illuminated  motor  driven.     I.  Holsman. 

2,016,937;  Oct.  1. 
Engine.      E.  T.  Vincent.      2,015,826  ;  Oct.   1. 
Envelope.      F.  A.  Schmitz.     2.016.258;  Oct.  1. 
Ester       of       mono-acetals,       Sulphuric.      F.       Guenther. 

2,016.109;  Oct.  1. 
Etchings  on  glassware.  Coloring.     N.  H.  Magee  and  J.  A. 

Patterson,  Jr.     2,016,903 ;  Oct.  1. 
Evaporator.     M.  J.  Kermer.     2.015.680  :  Oct.  1. 
Extraneous  matters  from   wool.  Apparatus  for  removing. 

R.  M.  Greenleaf.     2,016,894  ;  Oct.  1. 
Fabric  :  Bee — 

Elastic  fabric. 
Fabric    and    making    same.    Warp    pile.     G.    A.    Morgan. 

2.015.810:  Oct.  1.  „„,...-.. 

Fabric.     Manufacture     of     ribbed     warp.       P.     Schdnfeld. 

2,015,818;  Oct.  1. 
Fastener  :  Bee — 

Snsh  fastener. 
Feeding  means  for  grid  pasting  machines.     J.  B.  Brown 

and  A.  B.  Clark.     2.016,031  ;  Oct.  1. 
Feeding    mechanism    for    can    making    machines.     H.    F. 

Baver.     2,016.987  ;  Oct.  1. 
Feeding     mechanism     for     rock     drills.      J.     C.     Curtis. 

2.015.922  ;  Oct.  1. 
Fence,  Sectional  Jointer.     H.  E.  Tautz.     2.015.734  ;  Oct.  1. 
Fifth  wheel.      C.    H.  Klngham.      2.015,941  ;  Oct.    1. 
Filler    material    for    welding.     A.    R.    Lytle.     2,015.859: 

Oct.  1. 
Filler  unit.     E.  B.  Koenlg  and  G.  McK.  Mills.     2,016,764  ; 

Oct.  1. 
Film  reel.     R.  P.  May.     2,015,860:  Oct.  1. 
Films.    Production    of    cinematographic.     G.    A.    Raguln. 

2.016.217  :  Oct.  1. 
Filter:  Bee — 

Air  filter.  Multistage  filter. 

Filter.     M.  Wilderman.     2.016,163:  Oct.  1. 
Filtercandle    for    artificial    silk    and    process    of    filtering 

artificial     silk     solutions.     M.     Wilderman.     2,016,161  ; 

Oct.  1. 
Firearm,      Automatic.      T.      Rakula     and      F.      Herlach. 

2,015,908;  Oct.  1. 
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Fire  klndler.     J.  W.  H.  Randall.     2,015.964  ;  Oct.  1. 
Hreman's     protector.      F.     J.     ile     Javaiin^s.     2,016,137: 

Oct.  1. 
Fire    preventing    and    extinguishing    system    for    aircraft 

C.  L.  PiKtvedt.      2.015.995;  Oct.  1. 
Flag    shaft    tbrowUik'    mechanlam.    Electrically    operated 

h;   T.   Pierce.      2.015.961  ;  Oct.   1.  •  J       »^     «•     • 

Flashlight   and  tool    holder,   Combined.     M.   E.  Goldstein 

2.<>l,'i,92S  :    Oct.   1. 
Flash    removing    machine.    Double    ram.     11.    E.    Morton 

2,015,955  ;  Oct.  1. 

Float  valve.     J    J.  Stefancln.     2,016,188;  Oct.  1. 
h  oorlng,  Woo<l  block.      H.  C.  Nielsen.      2.015.813;  Oct.  1. 
Hud  checking  device.     C.  L.  Bo<k.      2,015.837:  Oct.  1. 
El"  3   ^^tP""       H    E.   Hartlg.      2.015.93^;   Oct.   1. 

rll     P^^^^^^     regulator.      W.     C.     Oroble.      2.015,930; 

^'°}^^J'  Preaddre«8ed  envelope.  BS.  T.  White.  2.016,063  ; 
Oct.  1. 

Folding  ironing  board.     P.  F.  Gregory.      2.016.195  ;  Oct.  1. 

J- oUlins   table.      J     Zlcherman.      2.016.165;  Oct     1 

Irame     and     printing     device.     Combined     preparing.     S. 

gnlsllng.      2,015,782  ;   Oct.  1.  «-      o. 

Front   wh.-el    induator       i'.   S.    Bauer.      2.015.835;   Oct.   1. 
fuel     and     brak.-     control     means,     Combination       A      D 

Hanratty.      2.015.717:  Ort.  1. 
i-uH.    Apparatus    for    burning    solid    carbonaceous.     C.    J 

ilo:r.      2.015,750;   Oct.   1. 

^".f-  J°J«<^tion  means  for  com  pressor  le«8  Internal  com- 
bust on  engines.     T.   Eek.     2.015.887:  Oct.    1. 

I'uel.   I  rodiicing  hlkfhly   refined  anti.letonation  lubrication 

Oct  1  ^^^^^    '°^    ^     '^"    ^"*"°-     2.015.703; 

Fumigating  pnmp.     W.   D.  Merrill.     2.015.723;   Oct    1 
Furnace  :  .SVr— 
Electric  furnace. 

*'"o^t**^l'     ^     ^'    '^™'°"    "°*^    '•    ^     Roger.     2.015.699; 

Furnace  construction  and  control  means  therefor      J    W 

Norria.      2.015,960;  Oct.   1. 
Furnace  with  grate  for  combustion  of  refuse  of  any  kind. 

A,  Christensen.     2.015.842  ;  Oct    1 
Fuse  cut  out.     J.  Sandln.      2.016,099  :  Get    1 
Garment  carrying  unit       J    Ritter.  .Tr.      2.016  P66-  Oct    1 
<.nrnient  or  ironing  pres.s.      E.   Davi.s.      2.016.136;   Oct'   l' 
Gas  burner.      W.  M.  Hephurn       2.015.9.34;   Oct    1  ' 

Oas  burner.      H    F    Smith.      2.015.822  •  Oct    1  ' 
Gas  producing  apparatus  of  the  liquid  contact  tvne      J    K 

r.   W..   and   *;     A     Teckemeyer.     2.016.184:    f)ct     1    '       ' 

^'*2.01ttl72'^-'o?t*T       *PP''''*f"«-       O         T.'      Mcllvalne. 
Gear  :  ser — 
Landing  eear. 

^2  o/rTfo  •''oa  ^Y'"^  machines,  Pitting.  J.  W.  Tedder. 
*^rVtt^''''''"oTe!o87"^'ocr'^l''  '*^*^'''*-  C-ontrol.  F.  A.  Gar- 
Bfn^AVo'^lTnS.  ^0^5^l^'oc?l''"^'=  ^^^-  ^• 
'^'rV'Kr%'ri5:"8T7;'"o?t^°l°«'      *•    ^-   ^'""  "^ 

'''Koupa^^*2%r5,m'rOct°^""'-  ""  ^^'^'^*^  "^  "^  «• 
^'*«^:_  iSpParat»9     for     making     sheet.       J.     A.     Watt. 

^.UIO,  i  t  •>  ',    Oct.    1 

'"'srebbir'^' 2.oi"sr"c^t.^'r^-  ^  ^-  "^'^^^  "^  ^-  «• 

Glass.    laminated.     J.   C.   Henderson.      2.016,245;   Oct     1 
GlasKWiire   forming  machine.      E.   G.    Bridges.     2,016,6'62 ; 

Golf  club.     H.  S.  Stephens.     2.016.218;  Oct    1 

Grating:.  Window      B.  A.  McGuinness.     2.016  0*4  •  Oct    1 

^"o  k/ ''?lP/^*?r1  ",'"■•     ^    ^    ^-  Lambert  and  C.  'Lathim." 
^.uio,ii,3 :  uct.  1. 

Gyroscope,  Directional.     M.  F.  Bates.     2.015.650;  Oct    1 
Hair  drying  apparatus.     T.  J.  Moaeley.     2.015.966  •  Oct'  l' 
Halldes,   Organic.      H.    W.   Daudt.     2.016.076  ;^t    1 
Hand-bag  construction.      J.    Ferrara.      2,015.888;    Oct.   1. 
rlandle  :  See — 

Saw  handle.  ^ 

Hanger  :  Kee — •  ' 

Curtain   hanger. 
Headlight  cnurrolllng  device.     W.  F.   Fraser.      2,016.243; 

Oct.  1 . 

Heat    exchange    apparatus    and    mounting    therefor       R 
Seligman.  W.  E.  Crosby,  and  H.  F.  Goodman.     2  015  819  ' 

Oct.    1.  ... 

Heat  insulation.     C.  G.  Munters      2,016.045;  Oct    1 
Heater  :  See — 

Lionid  conductor  heater.  Windshield  heater 

Orchard  heater. 
Heel.  Orthopedic  shoe.     J.  Pletzuch.     2.016.215;  Oct    1 
Hides  and   skins,    Unhalring.      H.   G.   Turley.      2,016.260; 

Oct.  1. 

Hoe.  Crescent-shape  two-edge.     S.  S.  Blocher.     2.015.916: 

Oct.  1. 
Holder  :  See-  - 

Disconnecting  holder.  Necktie  holder 

License  plate  holder. 
Holder  for  cigarettes  or  the  like.   A.  C.  Butler.      2,016,071  ; 

Oct.   1. 
Holder  for  sadirons.     O.  K.  Carter.     2,015.921  ;  Oct.  1. 


Holder   for   toothpaste  tubes.     M.   W.  Johnson  and  J.  J. 

Lester.      2,016,269;  Oct.  1. 
Hook  :  Bee — 

rilmhlng  hook. 
Hot  plate.  Klectrlc.     A.  L.  Lang.     2,015,866:  Oct.  1. 
Humitlitler      J.  M.  Gantvoort.     2.016.0<)3  ;  Oct.   1. 
Ice  bunker      J.    S.    Lundvall.     2.015.902;   Oct.   1. 
Ignition  apparatus.     C    H.  Davis.  Jr.     2.015,076;  Oct.  1. 
Impedance  box.     L.  Behr      2.016,651  ;  Oct    1. 
Index    fab       F    A.    Schnsitx.      2.016.259;   Oct.    1. 
Indicating  device.     E    A.  Leach.     2,016,149;  Oct.  1. 
Indicator :    See — 

Front   whe<»l  indicator. 

Ninety     degree    dial     indi- 
cator. 
Insole   and    making   insoles.      E.    E.    Murphy.      2,016,760; 

Oct.  1. 
Insulated  rail  joint.     R.  W.  Payne.     2,016,214;  Oct.  1. 
Insulation  and  making  the  same.  Thermal.     E.  S.  Hurrell. 

2,016,0.19  ;  Oct.   1. 
Insulation     for     wall     structures.     Heat.       K.     Schmidt. 

2,015,817;   Oct.    1. 
Insulator  element  and   manufacture  thereof.     8.   H    8tup- 

akoflr.  F.  J.  Fallon,  and  t<.  O.  Suter.     2.016.028;  Oct.  1. 
Iron    alloys.     Manufacture    of.       R.     Perrln.       2,015.690; 

Oct.  1. 
Inip    with    carbon,    Coating.       C.    Eddlson.      2.016,139; 

Oct.  1. 
Jelly  product.  Apparatus  for  and  process  of  preparing  a 

A.   Leo.     2,015,867;   Oct.    1.  »'»«»«. 

Jewel  box.     P.  Mllhenlng.     2,016,116;  Oct.  1. 
Joint  :  See — 

Inaulate<i  rail  Joint. 
Joint    for  artiflclal  limbs.      L.  H.    Slmonsson.      2,016,821  ; 

Kit    Embroidery      P.  C.  Sharp.     2^016,181;  Oct.   1. 
Knife.    Revolving    paper.      V.    T.    Thompson.      2.015,877; 

Knitting  machine.     S.  R.  Shelmire.     2,016.055;  Oct    1. 
I.abel    wiping   device.      C.    Holm.      2,015.800  ;   Oct.    1 
Lamp,    especially    mercury    Ump.    Gas    discbarge.      W.    J. 

Hitchcock.      2.010,111;    Oct.   1. 
Lamp    for    vehicles.    Head.      J.    B.    Herring.      2.015,985 ; 

I.^mp  wrench.      M.   E.   Demyttenaere.     2,016.078 ;   Oct     1 
LancJing    gear.    Retractable.      F.    R.    Canney.      2.015,020; 

Oct.  1. 
Leather  dyeing  machine.     C.   H.  ValL     2,016.186;  Oct    1 
Ledge     seat.      Self-supported      lipped.        J.      F.      Cudney. 
I        2,015,884  ;  Oct.  1. 
I    License  pUte  holder      R.  J.  De  Weea.     2,016,080;  Oct.  1. 
I    Lieht  :  Bee — 
I'ilot  light 

''*^*lI,/'^'',*"*'*™°*'^«    vehicles.    Signal.      B.    L.    Bebrofl. 
2.015.917  ;  Oct.  1. 

Light.  Producing  a  source  of.     W.  DiUenbach.     2,016,88S; 

G.     V.     Karlson.       2,016.145; 


B.     Ekstrand. 


Light    signal     apparatus. 

Oct.  1. 
Light     yalve.       R.     B.     Scrlbner    and    A. 

2.016.025;  Oct.  1. 
Lighting  fixture.     H.  B.  Meyer.     2.016.724  ;  Oct.  1. 
Llquefler  tank.     J.   F.   Bowers.      2.016.223  ;   Oct.  1 
Liquefler  tank.     J.  Clausen.     2,016,227  ;  Oct.   1 
Liquid    circulating    system.      N.    M.    Small.       2,016,066; 

Oct.   1. 
Liquid    conductor    heater.       M.    W.     Hanks. 

Oct.   1. 


2,016,871  : 


Uquld  conductor  heater.     M.  W    Hanks  and  G.  H.  Nelson. 

2.015.672;  Oct.  1. 
Liquid  metering  device.     T.  A.  Fee.  Jr.     2.015.997;  Oct.  1. 
Liquid    storage    and    metering    system.      W.    L     Marden 

2.015.946  :    Oct.    1. 
Liquids.  Apparatus  for  cooling.     E.  F.  Fisher.     2.016  086; 

Oct.  1. 
Lloulds.      Apparatus      for     dispensing.        W.      W.      Odell 

2,015.689 ;  Oct.  1.  *-         »  ^.     ^^uru. 

Llxivlator      and      method      of     leaching.        H.      Ahlqrlst. 

Loading   device   or   attachment   for  fluid   preasbre   regula- 
tors.     W.  C.   Groble.      2.015.931  ;   Oct.    1. 

Lock  :  Rec — 

Nut  lock.  Safety  lock. 

Lock.       8.    Blumenfeld    and     P.     Lo    Casclo.       2.015.660; 
Oct.  1. 

Locking  device  for  typewriters.   Coin-freed.      K.    Dietrich. 
2.015,787  :  Oct.  1. 

Log   barker.      A.    Hokonson.      2.015.936 ;    Oct     1 

Log  barker  or  peeler.     R,  O.  Brltton.     2.016.oi89  ;  Oct.  1 

Loom  :  Bee — 

Tuft  pile  fabric  loom. 

Lubricating,    New    process    for.     K.     Noack.     2,016,867; 
Oct.  1. 

Machine  for  cleaning  golf  balls  or  the  like.     O.  E.  Heisser. 
2.016,110  ;  Oct.  1. 

^"rflil'^*"nJ(2''  ^°'P*^*    upholstery   springs.      C.   D.   OUmore. 
2.U1 5,v£i  :  Oct.  1. 

Machine  for  straightening  rods  or  pipes.     T.  W.  Hartley. 

Machine    for    u.se    in    treating    hides,    aklns,    leather     and 
other  similar  pieces  of  work.     M^  M.  Merrltt.     2,015.765  ; 

Machine  tool.      R.   I.  Martin.     2.015.685;  Oct.  1 

o^,*'I'^^J?"'jl*   ■"'^   unpiling   apparatus.      B.    E.    Moore. 
2.015,809  ;  Oct.  1. 


. 


1. 
.  3ct.  1. 
D.    Byder. 

2.015,691  ; 
A.  K.  Ward 
Oct.  1. 


Magneto.     M.  E.  Spohn.     2^015.697  ;  Oct.   1. 
Marker,    Highway.      J.   M.   Miller.      2.016.721  ;   Oct.    1 
Marker,    Highway.      B.    B.    Sapp.      2.015.696;    Oct.    1, 
Marking   machine.      C.    F.    Eaton.      2.015.994;    Oct.    1 
Mat.  Artificial  grass.     8.   I.  Flneman.     2,015.889;  Oct. 
Mattn^Hs.  Pneumatic.     M.  D.  Sentell.     2,016,054  ;  Oct.  1 
Measuring     and     controlling     apparatus.       J. 

2.015,968;    Oct.    1. 
Metals  with  slags.  Treatment  of.     B.  Perrin 

Oct.   1. 
Meter  :  Bee — 

Compensated  flow  meter.  Fluid   meter. 

Microphone  transmitter.  Alternating  current. 

and  P.  M.  Craig.     2.016,827 :  Oct.  1. 
Mill  :  Bee— 

Rolling  mill. 
Mill  guide.  Rolling.  H.  R.  Geer.  2.016.141 
Mirror.  D.  Pyrel.  4th.  2,016.816 ;  Oct.  1-  ,  ^  . 
Mixing  device.  P.  L.  A.  Thlberge.  2.010.061  :  Oct.  1. 
Moistening  device.  E.  W.  Pike,  Sr.  2,016.216 ;  Oct.  1. 
Mold  :  Be« — 

Brick  mold.  ...-.,  ..         j 

Molding  composition  containing  a  fabric  filler  and  produc- 
ing   same.    Producing    hot.      O.    A.    Cherry.      2.015,711  ; 

Molecular  split-off  products  of  albumin  with  higher  fatty 
acid  chlorides,  and  product  of  said  method.  Method  of 
treating  high.     F.  Sommer.     2.015,912;  Oct.  1. 

Mounting,   Bearing.      R.    L.    Brown.      2.016.784  ;   Oct.    1. 

Mounting  for  telephone  coin  collectors.  M.  Greene,  B.  J. 
Halligan.  and  K    Wagner,  Jr.     2.015,796;  Oct.  1. 

Mower  constructlcu,   I-awn.     J.   A.   Downing.     2,016,230; 

Oct    1 
Mower,  Lawn.     C.  C.  Worthlngton.     2,015.740;  Oct.  1. 
Muffler.      Q.    G.    Noblltt.    E.    C.    Booth,    and    E.    Ludlow. 

2.016,263-4 ;  Oct.   1.  „    „       ^       , 

Multistage  filter.     L.  W.  Blau.     2.016,264  :  Oct.  1. 
Music  container.      M.    C.   Rand.      2.016.176;   Oct.   1. 
N-chloro-axo-dlcnrbonamldlnes,      Manufacturing.        F.      C. 

Schmelkes  and  II.  C.  Marks.     2.016.257:  Oct.    1. 
Necktie  construction.     8.   L   Starkey.     2.016.126;   Oct.   1. 
Necktie  bolder.     F.  J.  Kempf.     2.016.010;  Oct.  1. 
Ninety  degree  dial  indicator.     E.   H.  Aldeborgh  and  A. 

Emery.  2,015,986:  Oct.  1. 
Nontangling  tea  bag.  W.  M. 
Nnt   cracker  and    making   the 

2.016.050;   Oct.    1. 
Nut    lock.      C.    L.    Freeland. 
Oil  burner.     J.  J.   Ultthamel. 
OH.  Cracking.     H.  Sydnor.     2 
Oll-eas.   Making 
Orchard  heater 


U. 


Ingram.     2,016.864;  Oct.  1. 
same.      P.   H.  Quackenbush. 


2,016,000;   Oct. 
l015.90ft  ;  Oct. 
.015.733  ;  Oct.  1. 
J.   P.   Mallett.      2.016.170: 
C.  A.  Fuglt.     2.016.002  :  Oct 


sand  blast.     R.  H.  Kavanau.;h. 


Ore    treutnieut    apparatua.      T.    A.    Mitchell. 

Oct.    1. 
Ornamenting  surfaces  by  a 

2.016.092  :   Oct.    1. 
Oscillator.  Testing.     F.  Faosett. 
Oren.  Coking  retort.     J.  Becker. 
Package    and    making    same.      L 

Oct.  1. 
Painter.  Rafter.     R.  S 


Oct.  1. 
1. 

2.015.687 


2.016.0M  ; 
2.015.657  : 
M.    Dixon. 


Thompson.     2.015.768: 
C.  E.  Fawkes  and  C.  M. 


Oct   1. 

Oct.  1. 
2.016.138  ; 

:  Oct.  1. 

Mackenele. 


Paper  coating  process. 

2.018.085:   Oct.    1. 
Paper  feeding  mechanism.     IT.  Resch.     2.015.728:  Oct.  1. 
Paper    punching    and     folding    machine,     Combined.       F. 

Roeder.      2.016.052:   Oct.   1. 
Parachute  apparatus.     L.  I>.  Irvin.     2.016.236-6;  Oct.  1. 
Paving  compositions.  Method  and  apparatus  for  preparing. 

B     B.   Cndwell    and    A.    B.    Webb       2.015  707:    Oct.    1. 
Paving  means.     F.  R.  Hi^ley.     2.015,807  ;  Oct.  1. 
Peeling    machine    and    process.       M.    Ewald.      2.015.666; 

Oct.  1. 
Pen.  Fountain.     A.  O.  Dahll>erg.     2,016.106:  Oct.  1. 
Pencil.  Mechanical.     P.  8.  Hauton.      2  015.673;  Oct.  1. 
Perspiration  absorber.     E.  L.  Mann.     2  016  210;  Oct.  1. 
Phantoscone.     O.  I.ievene.     2.016.151  :  Oct.  1. 
PhonoKraph.  Electric.     A.  B.  Wlnchell.     2.015.737:  Oct    1. 
Photo-electric    svstem.      A.    8.    Pitt    Gerald.      2.016,036; 

Oct.   1. 
Photograph  studio.  Automatic. 

Oct.  1. 
Photographic  copying  machine. 

Oct.   1. 
Plcker-roIl    adinstroent.      J.    E. 

2.016.024  ;  Oct.   1. 
Picture    film    oropelling    means. 

and  H.  A.  Hanson.  2  016  08.'? 
Piling.  Iron  sheet.  K.  Willner. 
Pilot,  AutomaMc.  S.  D.  MiterefT. 
niot  lleht.     A.  Stockstrom  and 

Oct.    1. 
Pilot    regulator   attachment.      R 

Oct.   1. 
Pin    and    crank.    Positive    lock 

2.015  978;    Oct.    1. 
Pinch   bar   mechanism    for    bag 

2.016.047  :   Oct.    1. 
Pipe.      P    F    Bowles.     2  015.781  :   Oct. 
Pipe  coating  machine.     8.  M.  Hudson. 
Pipe   wrench.      L.    Brlles.      2.01.";  7«2  : 
Piston  mold  apparatus.     D.  Sulprlrio 


I*  .\.  Vassakos. 
P.  Landrock. 


2.016.020 
2.015.803 


Price   and    S.    J.    Shehan. 

Motion.      H.    N.    Ensign 
:  Oct.  1. 
2  016  064  :   Oct.    1. 
2.015  862:  Oct.  1. 
J.  O.  Kosky.     2.015.766; 


C.    Hughes, 
wrist.      B. 


2.016.234  ; 
N.    VIckers. 


machines.      G.    W.    Poppe. 


1 

2,016  201  ; 
Or'.   1 

2.016.976 


Oct.   1. 

Oct.  1. 
Plaster  from  pf-te  glass  tnhles.  Apparatus  for  removing. 

H.   S    Helchert.      2  016.797:  Oct.  1. 
Plastic  material.   Method  of  and   annarntus  for  handling 

nnd  stamping.      H.  Heitlage.     2,015.798;  Oct.  1. 


Plow  shares.  Making.     H.  J.  Hasson.     2.016.089  :  Oct.   1. 
Pneumntic    dispatch    tube    apparatus.     J.    T.    Needham. 

2.015,958-9;  Oct.  1. 
Polishing  machine.     R  Culver.     2,013,134;  Oct.  1. 
Pour    inhibitors,    Producing.     P.    K.    Frollch.     2,016,748; 

Oct.  1. 
Power    transmission    and    reclaiming    mechanism.     F.    W. 

Kennedy.     2,016,040  ;  Oct.  1. 
Press  :  Bee — 

Garment  or  Ironing  press. 
Press  button  control  for  elevators  and  the  like.     T.  Hoff- 
mann.     2,015,799  ;  Oct.  1. 
Presser    foot    for    shot    stitching    machines.     W.    C.    Be. 

2,015,965  ;  Oct.  1. 
Pressure  and   temperature   recorder.     H.   N.   Herrlck  and 

W.  G.  Miller.     2,015,851  ;  Oct.  1. 
Pressure  regulator.      W.  I.  Thrall.     2.015,977;  Oct.  1. 
Prewarmer    for    airship    engines.     Portable    electric.     K. 

Witxel.      2.015,982;  Oct.   1. 
Projection  screen.     J.  F.  Thomson.     2.016.185;  Oct.  1. 
IToJectlon  system.      H.  C.  Conord.     2,016,084;  Oct.  1. 
Projector,     h.  B.   Watkins.     2.016.188;  Oct.  1. 
Protector :  Bee — 

Ca-~ine  protector.  Fireman's  protector. 

Pump  :  See — 

Fumigating  pump. 
Purse.  Pocket.     W.  G.  SchaefTer.     2.016,053;  Oct.  1. 
Quartz   crystal   oscillator.     R.    Becbmann.    H.    O.   Roosen- 

steln,  and  H.  Elstermann.      2,015.836;  Oct.  1. 
Radiator.     J.  L.  Helien.     2,016,007;  Oct.  1. 
Radiator,  Fin.     H.  D.  Williams.     2,016.164;  Oct.  1. 
Radio  interference  eliminator.      W.  K.  Fleming  and   B.  L. 

Haskins.     2,015.667  ;  Oct.  1. 
Rake.    Self-cleaning.     C.   A.  Beythan.     2,016,263;   Oct.   1. 
Rasor  blade  package.     C.  J.  O'Keefe.     2.016.255:  Oct.  1. 
Uaior,  Safety.     G.  B.  Lambert.     2.015,901  ;  Oct.  1. 
Razor,  Safety.      H.  W.   Uhl.      2.015.825;   Oct.   1. 
Reaction  product  of  ureas  and  aldehyde,  Drying.     A.  M. 

Ho^vald.     2,010,199  ;  Oct.  1. 
Receptacle  :  See — 

Refuse  recentacle. 
Reclining   chair.     G.    E.    Chandler.     2,016,133;   Oct.    1. 
Recorder  :  See — 

Pres-sure  and  temp  rat « re 
recorder. 
Reel:  See- 
Film   reel. 
Rernforcing  bar.     TV.  E.  White.     2,016.128;   Oct.   1. 
Reflector   for   cinematograpblc   purposes.     G.   G.   Moreno. 

2,015.722;   Oct.    1. 
Refrigerating  unit.     H.  E.  Elrod.      2,016.082  ;  Oct.  1. 
Refuse  receptacle,  Garbage  and  miscellaneous.     U.  Trom- 

peter.     2,016.824  ;  Oct.   1. 
Register.  Autographic.    F.  G.  Dlesbacb.    2.016,242;  Oct.  1. 
Registering     device      for     printing     presses.      J.      Bard. 

2.016.221  ;  Oct.  1. 
Regulator  :  Bee — 

Fluid  pressure  regulator.  Pressure   regulator. 

Regulator  and  like  apparatus  for  regulatlne  liquid  levels, 

Boiler  feod  water.     S.  R.  Dight.     2,016,229;  Oct.  1. 
Resilient  (oupllng.     W.  C.  McWhlrter.     2.016.164  ;  Oct.  1. 
Resin  nnd  making  It.     A.  M.  Howald.     2.016,198  :  Oct.  1. 
Resin  composition.  Artificial.     J.  H.  Schmidt.     2,016,180 ; 

Oct.  1. 
Resinous  composition  and  making  same,  Polyvinyl.     K.  P. 

Irany.     2.016,202  ;  Oct.  1. 
Resins.      Preparation      of      synthetic.     T.      F.      Bradley. 

2.015  661  :  Oct.  1. 
Road  machine.     C.  O.  Wold.     2,015.880;  Oct.  1. 
Bond  roller.     C.  F.  Grelner  and  A.  W.  Aitken.     2.015,891  ; 

Oct.  1. 

Rock  drill.     M.  C.  Huffman.     2,015.678;  Oct.  1. 

l{o<k    In    bore    holes.    Apparatus    for    sampling    the.     C. 

Scblumberger.     2.015.873  ;  Oct.  1. 
Roll   construction.     J.   L.   Drake.     2.016.747;  Oct.   1. 
Roller  •  Bee — 

Road  roPer. 
Rollinc    mill.     E.    W.    Mikaelson    and    A.    K.    Hamilton. 

2.016,016;  Oct.  1. 
Safety   device    for   the    prevention   of   overloading    cranes 

nnd  the  like.     L.  B.  Neal  and  B.  M.  Stoner.      2.015,957  ; 

Oct.  1. 
Safety  lock.     T.  Thomalla.     2.015,735:  Oct    1. 
Saf'tv    means   for   elevators.     B.    J.    Winner.     2,015.8.30; 

(Vt.  1. 
Salvatring  equipment.     E.  L.  Rader.     2.015.963  ;  Oct.  1. 
Sandwich  making  apparatus.     J.  H.  Herman.     2,016,233; 

Oct.  1. 
Sash  and  the  like.  Window.     C.  W.  Le  Febvre.     2.016.206 ; 

Oct.  1. 
Snsh  fastener.      A.  Handfield.      2.016.196:  Oct.  1. 
Sauerkraut  machine.     J.   Mazzoco.     2.016,114:  Oct.   1. 
Saw  handle.     H.  S.  Forsberg.     2.016.107:  Oct.  1. 
Scole.  Automatic.     F.  Peuker  and  K.  Rathke.     2,016.098; 

Oct.  1. 
Screen  :  Ser — 

Protection  screen.  Window  screen. 

Screen     securing    means.     E.    F.     Chambless.     2.015,663 ; 

Oct.  1. 
Screw.     J.  M.  Harcrave.     2.016.088  ;  Oct.  1. 
Seal  for  pumps.     G.  A    Wahlmark.     2.015  979:  Oct.  1. 
Seal.  Grease.     J.  R.  Winter.     2.015.831  :  Oct.  1. 
Seam  In  a  barrel  or  the  like.  Method  and  apparatus  for 

forming  a.     J.  J.  McGarry.     2,015,804  ;  Oct.  1. 
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Seam  pressing  and   tape-applying  machine.  Combined.     B. 

J.  llulnips.     2,015.932;  Oct.  1. 
Seat :   Hee — 

Letlge  seat. 
Seat    botiom    for    furniture.      J.    H.    and    H.    H.    Mulder. 

2.016,018:  Oct.   1. 
Seat   mechanism.   Car.     T.  D.   Owler  and   J.   V.   Conway. 

2.016.119;  Oct.  1. 
Secondary  pluj?  switch.     E.  S.  Cornell  and  C.  A.  Koemer. 

2,015.710  ;  Oct.  1. 
Sewing  machine.      F.  Ashworth.     2.015.6r)4-5  :  Ott.  1. 
ShalclnK     mechanism.      T.     W.     Hall     and     A.     Leggett. 

2,016.006  :  Oct.  1. 
Shelving  device.     O.   E.  Fredln.     2,016,194  ;  Oct.  1. 
Shingles.     Dipping     asphalt.       E.     Goodwin.       2,015,929; 

Oct.  1. 
Shock  absorber.      R.   H,   Moulton.      2.015,757-9;  Oct.  1. 
Shoe   last.      H.  S.  Konheim.      2,016,146;  Oct.   1. 
Shuttlecock.     J.  T.  McNamara.     2,016,252;  Oct.  1. 
Sign  :  See — 

Endless  band  sign.  Fifth  wheel  sign. 

Silicon   carbide  rerractory  and   the  manufacture   thereof. 

R.  C.  Benner,  G.  J.  Easter  and  J.  A.  Boyer.     2,015,778 ; 

Oct.    1. 
Skylight  construction.     H.  D.  G.  Weckerly  and  E.  T.  Nor- 
man.    2.015.774  ;  Oct.  1. 
Slab.  Snap  locking.     C.  F.  Davis.     2,015.744  ;  Oct.  1. 
Slack  adJuFtint:  mechanism.     H.  W.  Alden  and  L.  R.  Buck- 

endale.     2.015.881  ;  Oct.  1. 

Sled  runner  shoe.     J    Vincent.     2.018,187;  Oct.  1. 

Slide  for  testing  liqnids.     P.  J.  Maw.     2.01.5,949;  Oct.  1. 

Slide  loop,      r    \     .Mosgrove.      2,015,863;  Oct.    1. 

Sock  and  makin.'  the  same.     L.  J.  Bver.     2.015.844  ;  Oct.  1. 

Socket.  Lamp.     W.  H.  Rowe.     2,016!l21 ;  Oct.  1. 

Sole    and     heel    for    boots    and     shoea.     C.    M.    Rlddock. 

2,016.178  :  Oct.  1. 
Sole  for  shoes.  Repair.     O.  Brockman.     2.016.070;  Oct.  1. 
Sorting  and  weighing  machine.  Potato.     H.  King  and  I^ 

Wyse.     2.016.204  ;  Oct.  1. 
Sound  receiver.     H.  C.  Hayes.    2.015.674  :  Oct.  1. 
Spark    control    fo-    Internal    combustion    engines.      J.    R. 

Price.     2.016.023  ;  Oct.  1. 

Speed       mechanism.       Change.         F.       M.       Vanderroort. 

2,015,736;  Oct.  1. 
Spe^l       tran.- mission.      Variable.         W.      P.      Schmltter. 

2.016.248;  Oct.  1. 
■  Spinning    or    twisting   machine.      P.    Boutry.      2,016,190; 

Oct.   1. 
Spool,    Typewriter    ribbon.      J.    C.    Kuckhoff.      2,016,205 ; 

Oct.   1. 
i5p')')llng  machine.     T.  J.   Nunan.     2,016.046  ;  Oct.  1. 
-Spray  device.     M.  Vartanian.     2,016.158;  Oct.  1. 
Sprinir  :    ^ee — 

BoT-sf'ap'vl  sprlne. 
.Stairs      J.  P.  MacDonald.     2.015,945;  Oct.  1. 
Stai'way.  Movins:.     W.  Cooper  and  J.  Dunlop.     2,016,104; 

Oct.    1. 
Stand    and    tel*'phone    directory    secretary.    Combination 

telephone.     ,J.  O    Hunter.     2.015.679;  Oct.   1. 
Standard  for  stools,  .Adjustable.     H.  Bergalien.     2,016,132  ; 

Oct.    1. 
Startpr    control.     PInclne.       M.    P.    Fer;ru80n.      2,016,231  ; 

Oct.    1. 
Starting    control    svstem    for   automobile   engines.      J.    P. 

Gerauhty.     2.015.792  ;  Oct.  1. 

Starting  mechanism.  T.  J  B.  I.aFltte.  2.015.684;  Oct.  1. 
Steel,  Depbosphorizlne  of.  R.  I'errln.  2,015.692  :  Oct.  1. 
Steel  for  Internal  combustion  enirine  valves  and  associated 

pa  fs.  Alloy      W    R.  Breeler.     2.015.991  ;  Oct.  1. 
St'HTini.r  m^-chnniam.     C.  S.  Brage.     2.015.705:   Oct.  1. 
Sterili7.ini:   and   cooling  apparatus   adapted    to   be  u'ed   as 

an  ic"  box.  Electrically  heatt^d.     M.  Abraham.    2,016.775  ; 

Oct.    1. 
Stock   feeding  mechanism  for  packaging  machines.      B.  D. 

Greenlaw.     2.015.892  :  Oct.  1. 
Stop  motion   for   knitting  machines.     J.  A.   Locke  and   J. 

Campanflla.     2.01R.208  ;  Oct.  1. 
Store  front  construction.     E.  F.  Toney.     2.015,769:  Oct.  1. 
St  ap  fur  uverflllPd  boxes.     H.  Paxton.     2,016,213;  Oct.  1. 
Stripper     for     bubble    towers.     Internal.      J.     W.     Packie. 

2.015.725  :  0<t.  1. 
Structural  members.  Repairing.    A.  R.  Knight.     2.016,093; 

Oct.    1. 
Substances.  .Xrrani-'ement  for  mixing  two  different.     A.  B. 

S5der2r»'n.      2.015.972:   Oct.    1. 

Suctinn  appnratus.     R.  Forean.     2.015.998:  Oct.   1. 
Slllp^^r  t'ioxide.  Catalytic  production  of.     H.  P.  Bassett. 

2  010.222  :  Oct.  1. 
Suppo  t     for     portable     optical     instruments.      A.     Pull. 

2.01.-.  «60  :  Oct.   1. 
Supporting  bracket.     E.  J.  Elson.     2,015.845  ;  Oct.  1. 
Switch  :  f!ee — 

.Acou«tlc  switch.  Secondiiry  plug  switch. 

f*l0/»tr''*  Qw'f/»h 
Switch   for  dlr<»ctlon   indicators.  Change-over.     C.  A.  L8f- 

gren.     2.015.942  :  Oct.  1. 
Switch   plat".   Safety.     F.  E.  TlfTany.     2.015.698:  Oct.   1. 
Synchronizine  apoaratus  for  photo-telegraphy,  etc.     A.  G. 

Coolry.     2  015.742  :  Oct.  1. 
Syringe,  Injection.     J.  Schoene.     2,015.970;  Oct.  1. 

Folding  tahl*-. 
Table.      A.    H     C     Trepte    and    P.    Shallta.      2,015,976 ; 
Oct.  1. 


Tabs    from    addreasograph    plate   carrieis.    Apparatus    for 

drawing.      C.   A.   Towne.     2.016,101  ;   Oct.    1. 
Tag.      F.   A.   Stevens.     2.016,059  ;  Oct.   1. 
Tail  gate  release.     H.  B.  Fleming.     2.016,267  ;  Oct.  1. 
Tamping  machine.     C.  Jackson.     2,016,899  ;  Oct.  1. 
Tank  :      et- — 

Liquefler  tank. 
Tank  and  sealing  same.  Liquefler.     J.  Clausen.     2,016,226  ; 

Oct.  1. 
Tank  construction.      J.  Clausen.     2.016,228  ;  Oct.   1. 
Target  pasting  device.     W.  E.  Hummel.     2,016,090;  Oct.  1. 
Telegraph  system.     R.  J.  Wise  and  J.  Scbmid.     2,016.261  : 

Oct.   1. 
Temperature    alarm    device.     C.     R.     Wood.      2.015,984 : 

Oct.   1. 

Temperature  measuring  and/or  control  apparatus.     P.  A. 

Borden  and  H.  W.  Moss.     2.016.838  ;  Oct.  1. 
Textiles,    Processing   of.      A.    MUUer    and    T.    Stenslnger. 

2,015,864-;  Oct.  1. 
Textiles,  Treatment  of.     A.  Milller.     2,016.865;  Oct.   1. 
Thermo-magnetlcally      actuated      source     of     power.       B 

Schwarrkopf.      2,016,100;    Oct.    1. 
Thermometer    housing    for    thermo-hydrometers    and    the 

like.     L.    Kdelmann.      2.016.193 ;  Oct.   1. 
Thermostat.     E.  E.  Gregory.     2.016,244;  Oct.  1. 
Tie   for  concrete   form   work.     Ei.   P.    Munti.     2,016,117; 

Oct.   1. 

Tire  and   rim  assembly.      R.  K.   Lee.      2.016.150 ;   Oct.   1. 
Tire,  Elastic.     J.  V.  Martin.     2.016,096;  Oct.  1. 
Tire  inflater.  Automatic.     O.  G.  Brewe. .    2.015.882  ;  Oct.  1. 
Tire  valve  core.     J.  Continensa.     2.016.074  ;  Oct.  1. 
Toaster.      C.   B.    Nelson.      2.015.811    12;   Oct.   1. 
Tobacco  feed  for  cigar  machines.  Automatic.     H.  E.  Carl- 
son.    2.016,167  ;  Oct.  1. 
Too)  :  Ser — 

Machine  tool.  Wood  boring  tool. 

Well  bore  deflecting  tool. 
Tool  holder  for  two-way  planing.     G.  Brunner.     2,015,919  ; 

Oct.  1. 
Toothbrush.      B.   J.   McWhlrter.     2.016.153;  Oct.   1. 
Top.   Musical.      P.   Amell.      2,015.649;   Oct.   1. 
Towel   bib.   Disposable.     C.   E.   Deuel  and  C.  A.  Loomaoi. 

2.016.O79:  Oct.  1. 
Toy  vehicle.     B.  F.  Stannard.     2.015.974  ;  Oct.  1. 
Track  for  track-laying  vehicles.     H.  A.  Knox  and  C.  Hiller, 

Jr.     2.015,683  ;  Oct.  1. 
Tractor.     H.  8.  Eberbard.     2.015.886:  Oct.  1. 
Tractor,   Gasoline.      W.    Schroeder.      2.016,911;    Oct.    1. 
Tractor    pushed    implement.      O.    F.    Carlson.      2,016,708 ; 

Oct.  1. 
Traffic  light  control.     E.  R.   Anderson.     2.016,220;  Oct.  1. 
Train   order   delivery   device.      C.    8.    Adams.      2.015.985; 

Oct.  1. 
Transfer  mechanism  for  a  totalicator.     A.  8.  Wheelbarger. 

2.015.701  ;  Oct.  1. 
Transmission.     J.  S.  Sharpe.     2.016.182;  Oct.  1. 
TrJtnsmNsion      control      mechanism.        O.      H.      Banker. 

2.015.834  :  Oct.  1. 

F. 


H.  Best.     2.015.779; 
2.016.177  ;  Oct.  1. 

2.016.122; 


Rush. 


Transmission  measuring  system. 

Oct.  1. 
Transmission  mechanism.     F.  W.  Ream 
Trap  :   Her — 

Tremolo  device  for  accordions.     O.   Schmidt 

Oct.  1. 
Trough.     M.  R  Pe  Wolf.     2.015.925  ;  Oct.  1. 
Truck.  Casket.     II.  T.  Floyd.     2.016.232  :  Oct.  1. 
Tul>e  :  8rr — 

CollnnsI'de  tube 
Tuft    pile    fabric   loom.      W.    C.    Fuge    and    J.    W 

2  016  001  ;  Oct.  1. 
Tufting  device.     M.  Rosberger.     2,016.157  :  Oct.  1. 
Undergarment.     G.   F.  Earnshaw.     2.016.266;  Oct.  1. 
Union  b»  tween  conduits  or  other  members.     F.  C.  Arey  and 

I).   E.    ilibner.  Jr.     2.016.262;   Oct.    1. 

Unlveral    plain    bearing.      N.    A.    Palmgren.      2.016.021 ; 

Oct.  1. 
Vacuum  cleaner.    A.  D.  Wassail.    2.015.772  ;  Oct.  1. 
Valve  :   ffee — 

F'oat   v<»'ve  L'ght   valve. 

Valve.    C.  H.  Hardies.     2.015.849  :  Oct.  1. 
Valve  and  noazle.  Hose.     H.  O.  Davis.     2.016.923  ;  Oct.  1. 
Valve    mec»>anlsm    for    rock    drills.      W.     A.    Smith.    Sr. 

2.016  124  :  Oct.  1. 
Valve  striicture.     C.  G.  Adslt.     2.015.915;  Oct.  1. 
Valve  tripping  circuit.  Electric.     C.  W.   La    Pierre.  M.  S. 

Mend,  and  F.  B    Menger.     2.016  147  ;  Oct.  1. 
Vapor  pressure  control  means.      E.   H.  Reld.     2.016,120; 

Oct.  1. 

Vehicle.     V    W.  Kllesrath.     2.016.682  ;  Oct.  1. 
Veblcle.  Motor.      M    Wagner.     2.015.700:  Oct.   1. 
Vending  apparatus.     B.  O    Weller.     2.016. 1?7  ;  Oct.  1. 
Visual  comparator.     F.  W.  Mackenile.      2.016.014:  Oct.  1. 
Vitamins.  Fxtraction  and  concentration  of.     B.  Sure  and 

E.  H    Stuart.     2.015.876:  Oct.  1. 
Wagon  be<l.  Convertible.     H.  H   Twente.    2.015.879  ;  Oct.  1. 
Wagon.  Coaster.     .A.  Pasln.     2.015  726  :  Oct.  1. 
Wagon.  Dump.     T.  C.  Harve".     2,016.143  :  Oct.  1. 
Wn-p.  Manufacture  of  ceramic.     C.  F.  Gelger.     2,015,750; 

Oct.  1. 
Ware.  Method  of  and  apparatna  for  maktnx  hollow  ceramic. 

C.   C.    KestV.      ?  ni5.f!81  :    Oct     1. 
Water  eductor,  Bilge.     L.  C.  Harrod.     2.015.860;  Oct.  1. 


Water  flow 
Muskat 


in  oil  wells.  Selective 
2,016.118;  Oct.  1 


shutting  off  of.     I.  E. 


Waterproofing  composition  and  making  and  applying 
-  ■         E.  Raney.     2,015.790:  Oct. 


the 


same.     T.  Hans  and  C.  E.  Raney.     2,015.790:  Oct.  1. 

Wax  coating  composition.     C.  Winning.     2,015,739;  Oct.  1. 

Weatherproof    tank    closure.      R.    B.    Bukolt.      2,016.224  ; 

Oct.  1. 
Welding  apparatus.     J.  G.  IJncoln. 
Welding   machine.    Cam  escapement. 
2,015.914  ;  Oct.  1. 

M.  J.  Lewis.     2.016,042  ;  Oct.  1. 
C.    E.    Bannister.      2,016,067 ; 


2.016,043:  Oct.  1. 
W.    A.   Welghtman. 


Well  bore  deflecting  tool. 
Well    drilling    apparatus 

Oct.  1. 
Well  drilling  device.     C.  E.  Bannister.   ^,016,066 ;  Oct.  1 
Wheel  :    see — 

Dial  telephone  finger 
wheel. 
Wheel  construction.     H.  0.  Pressentin. 


Wheel  disk.  Ornamental.     G.  A.  Lyon. 


2,016.048 
2,016,251 


Oct. 
Oct. 


Winch  for  vehicles.  Freight  loading  and  unloading.     V.  T. 

Wren.     2.016.130;  Oct.  1. 
Windmill.     G.  A.  Belding.     2.015.777  ;  Oct.  1. 
Window  construction.  Double.     R.  A.  MUler  and  F.  Gela- 

tharp.     2.015.808;  Oct.  1. 
Window  construction,  Double  glazed.     J.  H.  Fox  and  H.  8. 

Helchert.     2.015.789  ;  Oct.  1. 
Window  screen.  Universal  rolling.    F.  S.  Drake.    2,015,993  : 

Oct-  1-  ^     ^        , 

Windshield  heater.     J.  Muvrin.     2.016.019;  Oct.  1. 

Windshield  wiper  control  mechanism.     W.  C.  Hansen  and 

E.  F.  Webb.     2.016.142  ;  Oct.  1. 
Wing,    Folding.      I.    Izsak   and    V.    Bukletish.      2.015.898; 

Oct.  1.  ^     ^ 

Woodboring  tool.     W.  McMahon.     2.015,686  :  Oct.  1. 
Wool,  Drying  clean.     R.  M.  Grcenleaf.     2,015,893 ;  Oct.  1. 
Wrench  :    See — 

Lamp  wrench.  Pipe  wrench. 

Wrench.    L.  E.  Hagbo.    2,015,895  ;  Oct.  1. 
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ISSUED  OCTOBER  1,  1935 

Note. — First  number— =  claw,  second  number « subclass,  third  number  =^ patent  number 


2—      50: 

78: 

81: 

14«: 

153: 

171: 

278: 

5—    350: 

350: 

8—  19: 

9—  9: 
10—    170: 


13 


14— 
16— 


l«— 


18— 


30— 


30: 

51: 

135: 

146: 

18: 

21: 

23: 

93: 

104.14: 

106: 

255: 

53: 


54: 

55: 
17: 
65: 

37: 
55: 
M: 

74: 

8: 

1«: 

40.  5: 

50: 

50.4: 

60.5: 


22— 
23— 


07: 
71: 
75: 
79: 
79: 
174: 
234: 
2«9: 
24—  113: 
120: 
180: 
201 
245: 

1 

7: 

17: 

119 

156: 

30 

14: 

151: 

152. 1 

12 

06 

32 


25- 


27— 
28— 


30- 

32— 

33—  123 
147: 
172 
204 
12: 
24 
26: 
17: 
26 
32 
35 
60 
129 
16 
21 
30 
32 
115 
125 
126 
135 


34— 


36-- 
3fr- 


37— 
40- 


2,010,079 

2.  016,  200 

2.  010.  137 

2,016,120 

J,  016,  010 

2.016.210 

2,015.847 

:^  010, 064 

Z  010. 157 

2. 016. 180 

2.O1&903 

2,015.892 

%  015.  704 

2. 015, 932 

2.010.146 

2, 015, 760 

2.016.191 

2.016.110 

2,016,219 

2.  015,  797 

2. 015. 973 

2. 010.  158 

2.010.142 

2,016.989 

2,015,986 

2,015,837 

2,015,855 

2.015.711 

2.010.017 

Z  016, 024 

2.015.804 

2.015,954 

2, 010, 008 

2,015,813 

2,016.990 

2. 010. 019 

2. 010, 200 

2.015.709 

2, 015. 789 

2,015,806 

2,016.160 

2. 016, 044 

2.015,975 

2.  015.  776 

2.  015. 608 

2.016.222 

2,016,  135 

2.015,832 

2,016,241 

2.016,117 

2,015,863 

2.016.041 

2.016.175 

2,016.192 

2.015,899 

2,  015.  798 

2.015,681 

2, 015, 980 

2,015.750 

2,015,889 

2.016,OS9 

2, 016,  093 

2.015.763 

2,015,825 

2,015,901 

2,016,103 

2.  015,  738 

2,  016.  014 

2.  016, 986 

2,015,660 

2,016.125 

2.015.S98 

2.015.956 

2.  016.  151 

2.016,070 

2,016,178 

2.016,216 

2,  016,  249 

2,015,880 

2,016,259 

2, 016, 059 

2,016,022 

2. 015. 937 

2, 015,  805 

2,016,080 

2,016,129 

2,015,721 


41- 

10:   2,015,056 
2. 010,  261 

7»- 

S: 

20:   2,016,U0 

80- 

53: 

2,015,004 

50: 

39:   2,010,092 

8l_ 

91: 

41:  2,015,903 

143: 

42— 

4:   2,015,908 

84- 

370: 

43— 

01:   2,016,049 

86— 

9: 

44— 

41:   2.015,964 

87- 

5: 

46— 

60:   2,016,197 

9: 

40— 

32:   2,015.649 

88- 

1: 

47— 

18:  2,015,924 
69:  PI.  Pt.  143 
62:  PI.  Pt.  142 

14: 

48-- 

180:  2,016.871 

19.3: 

197:  Z016,  170 

24: 

49- 

5:  Z  015,  662 
14:  2,016.807 
17:  2.015,773 
33:  2,015.791 
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LIST  OF  TRADE-MARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
fAct  of  Feb.  20.  1905.  Sec.  6.  as  amended  Mar.  2.  19071 


AdrsBce  Appliance  Company,  Peoria,  111.  Coal  Btokers. 
Serial  No.  367.914  :  Oct.  8.     Class  34. 

Ahern.  Albert  M.,  doing  business  as  Noxlarva  Company. 
Sitnta  Monica.  Calif.  Insecticides.  Serial  No.  367,781  ; 
Oct.  8.     Class  6. 

Algoma  Plywood  A  Veneer  Company,  AUoma,  Wis.  Ply- 
wood.    Serial  No.  368,392-4  :  Oct.  8.     Class  12. 

Altman.  B.,  A  Co.,  New  York.  N.  Y.  Maids'  uniforms  and 
other  wearing  apparel  for  women,  misses  and  children. 
Serial  No.  367.429 ;  Oct.  8.     Class  30. 

Armstrong  I'ork  Products  Company,  Lancaster,  Pa.  Hard 
surfaced  floor  coverinKs  of  the  Unoleum-felt  base  type. 
Serial   No.   368,317  ;   Oct.    8.      Class  I'O. 

Artjay  Products  Company.     (See  Jaffe,  A.  Arthur.) 

Astoria  A  Puget  Sound  Canning  Company,  South  Bel- 
lingham,  Waab.  Canned  fish.  Serial  No.  368.021 ;  Oct. 
8.     Claaa  46. 

.\tlMs  Cliem.  Products  Co.     (See  Vandewater.  Jay.) 

Bak.  r  i;xtract  Company,  Springfield.  Mass.  Camphor. 
pirt.,  ric,  witch  hazel,  etc.  Serial  No.  367,985:  Oct.  8. 
t   ia->    H. 

Baker  Extrar!  <  - npany.  Springfleld.  Mass.  Root  beer  ex- 
tract.    StriHi    Ni     367.986:  Oct.  8.     Class  46. 

Baltimore  Wlu. legale  Grocery  Co..  Baltimore,  Md.  Pan- 
cake flour,  breakfast  cereals,  canned  fruits,  etc.  Serial 
No.  367.016  :  Oct.  8.     Claw  46. 

Baltimore  Wholesale  Grocery  Co..  Baltimore.  Md.  Canned 
fruita  and  Tegetablea.  SerUl  No.  867,017 :  Oct.  8. 
Claaa  46. 

Bamsilnll  on  Company.  Tulsa.  Okla.  Tlrea.  tubes,  tube 
repair  kits,  ana  self-vulcanlzlng  boots.  Serial  No. 
36S,31.'i ;  Oct.  8.     Claaa  35. 

Barrett  Company.  The.  New  York,  N,  Y.  Compositions 
comprising  bitumen  and  fibrous  material  for  use  In  con- 
structing and  rcpninuK  roofs.  Serial  No.  368.654; 
Oct.  8.     Class  12. 

Bay  Company.  The  Bridgeport,  Conn.  Absorbent  gauze. 
Serial  No.  362.938  ;  Oct.  8.     Claaa  44. 

Be«'be,  A.  M..  doing  business  as  A.  M.  Beebe  Company. 
San  I<>anclBco.  iaiif.  Canned  fruits,  canned  veKetable 
Jnices,  tomato  catsup.  Serial  No.  368.025;  Oct.  8. 
ClasK  46. 

Helleville  Chrddar  Cheeae  Limited.  Belleville,  Ontario. 
Canada.     Cheese.     Serial  No.  367.018  :  Oct.  8.     Class  46. 

Bennett  Mill*.  Inc.,  Philadelphia.  Pa.  Velvets  in  the 
piece.      Serial  No.  368.796  :  Oct.  8.     Class  42. 

Berger.  Clyde  D..  Gettysburg.  Pa.  Natural  mineral  wa- 
ter.    Serial  No.  868,835  ;  Oct.  8.     Class  45. 

Berger,  Ix>ul8  J..  A  Sons.  New  York,  N.  Y.  Hats  and  caps. 
Serial  No.   .164.810:  Oct.   8.      Clasa  39. 

Biaceglia  Brothers,  San  Jose,  Calif.  Wines.  Serial  Nos. 
S68.12:»-4 :    Oct.   8.      Class   47. 

Booth's  Distilleries  Limited.  London.  England.  Whisky. 
Serial   No.  362.400:   Oct.  8.     Class  49. 

Brogden.  Ernest  M..  New  Haven,  Conn.  Fibre-brnrd  pack- 
ing caars.  crates,  or  baskets.  Serial  No.  861.603;  Oct. 
8.    Class  2. 

Brown  Durrell  Co.,  Boston.  Mass..  and  New  York,  N.  Y. 
Hosiery.      Serial   No.   363,426;   Oct.  8.     Class   39. 

Canadian  Whiskevs,  Incorporated.  Rochester,  N.  Y. 
Straight  rye  whiskey,  straight  bourbon  whiskey,  and 
straight  Canadian  whiskey.  Serial  No.  353,561  ;  Oct. 
8.     Class  49. 

Chiarello.  Joseph,  doing  business  as  Petronella  Co..  Los 
Angeles,  Calif.  Skin  ointment.  Serial  No.  867,992 ; 
Oct.  8.     Class  6. 

Cincinnati  Garments  Inc..  Cincinnati,  Ohio.  Frocks.  Se- 
rial  No.   367.819 :    Oct.   8.      Clasa   39. 

Coeur  d'AIene  Hardware  A  Foundry  Co.,  Wallace,  Idaho. 
Ore  rarx      Serial  No.  364.328;  Oct.  8.     ClaPS  19. 

Cohen,  .Aaron,  doing  busineaa  as  Ramozlde  Process  Co., 
New  York.  N.  Y.  Rubber  preparation  which  is  applied 
to  skins  anil  furs  to  increase  their  effective  durability. 
Serial  .\<..   352.223;  Oct.   8.     Class  6. 

Cohn  Hall-Mnrx  Co..  New  York,  N.  Y.  Flat  woven  piece 
jtoods  of  sl'k.  linen,  cotton,  etc.  Serial  No.  .167.232; 
Oct.  8.     Class  42. 

Coty,  Inc..  Wilmington.  Del.  Face  powder,  talcum  pow- 
der, hath  powder,  etc.  Serial  No.  365,552:  Oct.  8. 
Class  6 

Cowan,  William,  doing  business  as  Cowan  Neckwear  Co.. 
New  York.  N.  Y.  Neckties.  Serial  No.  367,893:  Oct. 
8      Class  39 

Creco  Company,  Inc.,  Long  Island  City.  N.  Y.  Deodorizers, 
disinfectants.  Insecticides,  etc.  Serial  No.  832.403; 
Oct.  8.     CU88  6. 

Curtis,  David  doing  business  as  De-Ce  Products  Co.  of 
New  York.  New  York.  N.  Y.  Sealed  cartridges  contain- 
ing anaesthetic  solutions.  Serial  No.  848,818;  Oct.  8. 
Class  0. 

De-Ce  Products  Co.   of  New   York.      (See  Curtis.  David.) 

De  la  Guardia.  Bernardo.  New  York.  N.  Y.  Rum.  Serial 
No.  361.682;  Oct.  1.     Class  49. 

Dlsaton  Henry.  &  Sons,  Incorporated,  Philadelphia,  Pa. 
Files.'    Serial  No.  361.386;  Oct.  8.     Class  23. 
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Distillers  Brands,  Inc.,  Cincinnati,  Ohio.  Whiskey.  Se- 
rial No.  868,800 ;  Oct.  8.     Clasa  49. 

Doyle  Packing  Company,  Los  Angeles.  Calif.,  and 
Momence,  111.  Canned  dog  and  cat  food.  Serial  No. 
367,344  ;  Oct.  8.     Class  46. 

Ea^le  Pencil  Company.  New  York.  N.  Y.  Lead  pencils 
and  rubber  erasers.  Serial  No.  367,560;  Oct.  8.  Class 
37. 

Eagle-Picher  Lead  Company,  The.  Cincinnati.  Ohio. 
Lithopcne,  titanated  lithopone,  and  zinc  oxide  all  used 
as  a  paint  pigment.  Serial  No.  367,700  ;  Oct.  8.  Class 
16. 

Eastman  Kodak  Company,  Rochester,  N.  Y.  Screen  for 
use  in  photography.  Serial  No.  368.663 ;  Oct.  8.  Class 
26. 

Edgerton  Manufacturing  Company,  Inc..  Atlanta,  Ga. 
Medicated  salt  bricks  for  livestock,  horses,  etc.  Se- 
rial No.  265.122  ;  Oct.  8.     Class  6. 

Ellison.  John  B..  A  Sons.  Philadelphia,  Pa.  Fabric  for 
making  backs  of  men's  vests.  Serial  No.  368,372  ;  Oct. 
8      Class  42. 

Ely  &  Walker  Dry  Goods  Company.  St.  Louis,  Mo.  Hats 
and  caps.     Serial  No.  368,621  ;  Oct.  8.     Class  39. 

Enidol  Co..  Inc.,  Baltimore,  Md.  Cold  preparation.  Se- 
rial No.  367,9W  :  Oct.  8.     Class  6. 

Esterbrook  Steel  Pen  Manufacturing  Company.  The.  Cam- 
den, N.  J.  Pens.  Serial  No.  365,727 ;  Oct.  8.  Class 
37. 

Fairchild  Bros.  A  Foster,  New  Y'ork,  N.  Y.  Preparation 
made  from  okra  to  be  used  in  the  form  of  dry  powder. 
Serial  No.  868,330  ;  Oct.  8.     Class  6. 

Franklin  Rayon  Corporation.  Providence,  R.  I.  Dved 
thread  and  yarn.  Serial  No.  367,895 ;  Oct.  8.  Class 
43. 

Franklin  Simon  A  Co.  Inc.,  New  York,  N.  Y.  Dresses  and 
shoes.     Serial  No.  367,562;  Oct.   8.     Class  39. 

Franroae  Dress,  Inc.,  New  York,  N.  Y.  Ladles'  wearing 
apparel.     Serial  No.  367,716;  Oct.  8.     Class  39. 

Fruit  Industries.  Ltd.,  Los  Angeles,  Calif.  Wines.  Se- 
rial  No.   368,069;    Oct.   8.      Class  47. 

Gavllan  Citrus  Association.      (See   Holden,  Arthur  S.) 

Ginsberg,  Isaac,  A  Bros.,  New  York.  N.  Y.  Ladies'  dresses 
and  blouses.     Serial  No.  368.405  ;  Oct.  8.     Clasa  39. 

Gravymaster  Company,  Inc.,  Long  Island  City,  N.  Y.  Fla- 
voring extracts  for  soups,  sauces,  gravies,  etc.  Serial 
No.  367.505  ;  Oct.  8.     Class  46. 

Gristede  Bros.  Inc.,  New  York,.N.  Y.  Wines.  Serial  No. 
368,103;  Oct.  8.     Class  47. 

Hammond  Paint  A  Chemical  Co..  Inc..  The,  Beacon.  N.  Y. 
Insecticides.     Serial  No.  .167.565  ;  Oct.  8.     Class  6. 

Harlex  Limited,  London.  England.  Metallic  clips  and  fas- 
teners.    Serial  No.  .162.394  :  Oct.  8.     Class  13. 

HaSiCo  Inhalant  Company,  The.      (See  Schiff.  Loy  C.) 

Hillers,  Dr.,  Aktiengt'sellschaft  Nahr-  und  Heilmittelwerk, 
Grafrath,  Kreis  Solingen,  Germany.  Preparations  and 
compounds  in  form  of  drcps,  bonbons,  or  tablets.  Se- 
rial No.  358.053  ;  Oct.  8.     Class  6. 

Holden,  Arthur  S.,  ^^oing  business  as  Gavllan  Citrus  As- 
sociation. Arlington,  Calif.  Fresh  citrus  fruits.  Serial 
No.  365.199;  Oct.  8.     Class  40 

I.  Q.  Farbenindustrie  Aktiengesellschaft.  Frankfort-on-the- 
Main,  Germany.  Synthetic  balsams  and  plastlcizers  for 
acetyl  cellulose.     Serial  No.   368,035  ;  Oct.  8.     Class  6. 

Industrial  Chemical  Sales  Company,  Inc.,  New  York. 
N.  Y.  Activated  and  unactlvated  carbons  and  car- 
bonaceous materials.  Serial  No.  364,580  ;  Oct.  8.  Class 
31. 

Jaffe,  .\.  Arthur,  doing  business  as  Artjay  Products  Com- 
pany, Scranton,  Pa.  Cleaning  preparation.  Serial  No. 
368.375  :  Oct.  8.     Class  4. 

Johnston.  Robt.  A..  Co.,  Milwaukee,  Wis.  Candies.  Se- 
rial  No.    367.665 :    Oct.   8.      Class   46. 

K  A  O  Lakerv  Inc.,  Brooklyn,  N.  Y.  Bread  and  rolls. 
Serial  No.  367,667  ;  Oct.  8.     (Tlass  46. 

K-T-S  Products.     (See  Sheffield  Company.) 

Kahn.    David.    Inc..   North    Bergen,    N.    J. 

rubber  erasers,  etc.     Serial  No.  368.528 ;  Oct.  8. 
37. 

Karpen,  S..  A  Bros.,  Chicago,  111.  Mattresses  and  box 
cprings.     Serial  No.   368,281  :  Oct.   8.     Class  32. 

Kaylon  Incorporated,  New  York.  N.  Y.  Pajamas,  robes, 
shirts  and  underwear.  Serial  No.  369,994 ;  Oct.  8. 
Class  39. 

Kendall  Company,  The,  Walpole,  Mass  Interllnings  and 
stiffener  fabrics.     Serial  No.  361.057  ;  Oct.  8.     Class  42. 

Keystone  Steel  A  Wire  Company,  Peoria  (South  Barton- 
vllle).  III.  Metallic  bale  ties.  Serial  No.  367,073; 
Oct.  8.     Class  13. 

Kitchen  Products,  Inc.,  Chicago.  III.  Canned  vegetables. 
Serial  No.  368.136;  Oct.  8.     Class  46. 

Kroger  Grocery  A  Baking  Company,  The,  Cincinnati,  Ohio. 
Bacon.     Serial  No.  361.808  ;  Oct.  8.     Class  46. 

La  Resista  Corset  Company,  The,  Bridgeport,  Conn.  Cor- 
sets corselets,  girdles,  etc.  Serial  No.  367,796  ;  Oct.  8. 
Class  39. 
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Lever    Brotliers    Company,    Cambrldjre,    Mass.       Vegetable 

shortening.      Serial   Nos.  367,570-2  ;   Oct.  8.      Clasa  46. 
Lionel    Distilled    Products    Inc.,    Chicago,    111.      Whiskey. 

Serial  No.  366  285  :  Oct.  8.     (!'la88  49. 
Lorraine     Manufacturing     Company,     Pawtucket.     R.     I. 

Suits,   coats,    trousers,    hats.    etc.      Serial    No.    a67,075 : 

Oct.  8.     Class  39. 
Los  Angeles  Pharmacal  Co.     (S«€  Salazar,  Robert.) 
Lowe,   Joe.   Corporation.  New  York.  N.   Y.      Cod  liver  oil 

concentrate.     Serial  No.  .'^68,075  ;  Oct.  8.     Class  6. 
Lubricant  Companv,  The,  rieTeland.  Ohio.     Printed  charts 

concerning    lubrication    of    machinery,    etc.      Serial    No. 

368.262  :   Oct.  8.     Cla.«8  38. 
Maiden   Fair  Co.      (See  Weinberg,  Abe.) 

Maisnn  Joubert.  Inc.,  New  York.  N.  Y.  Astringents,  ••- 
tringorit  cerates,  bleach  creams,  etc.  Serial  No. 
o66,481  ;  Oct.  8.     Class  6.  j 

March  of  Time,  Inc.,  assignor  to  Time,  Incorporated,  New 
York,  N.  Y.  Motion  picture  films,  sound  fllnw.  com- 
bined sound  and  motion  picture  films,  etc.  Serial  No. 
365. 53S  :   Oct.  S.     rias.s  2»5. 

.Marquette  Cement  Manufacturing  Co.,  CbicMO.  111.  Dry 
cement,  dry  cement  and  sana,  and  miz>|K%s  of  dry 
cement,  sand,  and  aggregate.  Serial  No.  JL^i;.422  ;  Oct. 
8.     Claiss  12. 

Marshall  Field  k  Company,  Chicago,  111.  Silk,  cotton,  and 
woolen  piece  goods.     Serial  No.  367,195  ;  Oct.  8.     Class 

Martell    k    Co..    Cognac,    Prance.      Brandy.      Serial    No. 

366,062  ;  Oct.  8.     Class  49. 
Massenelll.  Samuel  E  ,  doing  business  as  The  S.  E    Mas- 

sengill  Company.  Bristol.  Teun.     Bactericide,   fungicide. 

astringent,   etc.      Serial   No.  366,771  •   Oct.   8.      Class  6. 
Mercer,   Willard   A.,  doing  business  as  Nutrolite  Mfg.  Co., 

Newton.      Irwa.        Antl-freeie      solution.        Serial      No. 

368.263  ;  Oct.  S.     Class  6. 

Mi8!*ouri  Portland  Cement  Company.  St.  Louis.  Mo.  Ma- 
sonry  cement.      Serial    No.    366.569;   Oct.   8.      Class    12. 

Missouri  Portland  Cement  Company,  St.  Louis  Mo.  High 
early  strength  Portland  cement.  Serial  No.  366,070 : 
Oct.  8.     Class  12. 

Mls.-ouri  Portland  Onient  Company.  St.  Louis.  Mo  Ma- 
sonry cement,      .s.rial  No.   366..'>.  1  :   Oct.   8.      Class   12 

Model  Brassiere  Co.,  Inc  ,  Brooklyn,  N.  Y.  Girdle,  bras- 
sieres, and  corset  brassldres.  Serial  No.  367,508  :  Oct 
8.     Cla.ss  ;^9. 

Mohawk  Liqueur  Corporation,  Detroit.  Mich.  Alcoholic 
cordials.     Serial  No.  308.942;  Oct.  8.     Class  49 

Morales,  Domin?o.  New  York.  N.  Y.  Bronchial  tcnlc.  Se- 
rial No.  "07.6]  8;  Oit.  8.     Oas-s  fi. 

Musher  Foundation  Incorporated.  New  York.  N.  Y.  Short- 
ening product.  Serial  Nog.  361,104-6;  Oct.  8.  Class 
46. 

Naamlooze  Vennootschap  Brandery-Distilleerdery-.\.  Daal- 
meyer.  Schiedam.  Netherlands.  Maltless  beverages, 
and  sviups  and  extracts  f(-r  making  the  same.  Serial 
No.  363. 3S4  ;  Oct.  8.     Class  46. 

National  Auxiliary  TTnlted  Spanish  War  Veterans.  Wash. 
in?ton.  D.  C.  Artificial  flowers.  S*>rial  No.  368.146; 
Oct.  8.     Class  40. 

National  Scientific  Publications.  Inc..  New  York,  N  Y 
Periodical.      Serial   No.   368.236;    Oct.    8.      Class   38 

New  Jerst-v  Zinc  Company.  The,  Newark,  N.  .7.  Trade 
paper.      Serial   No.   .•?fi8.;{79  :  Oct.  8.     Class  38. 

New  Jprsey  Zinc  Companv.  The  Newark,  N.  J  Trade 
paper.      Serial   No.    308,573  :    Oct.    8.      Class   38. 

Northmont  Hosiery  Corporation,  Reading.  Pa.  Hcsiery. 
Serial  No.   368.305  :  0«  t    8.     Class  39. 

Noilarv.i    Companv.      (See   Ahern.    Albert    M.) 

Nutrolite  Mf?.  Co      (See  Mercer,  Willard  A.) 

Ohio  Kiver  Refining  and  Terminal  Company.  Cincinnati. 
Ohio.  Motor  ]ul)ricatlng  oils  and  lubricating  greases 
Serial  Nos.  nos.140-7  :  Oct.  8.     Class  15 

Old  Mission  Pacl<ing  Corp..  Ltd..  San  Diego.  Calif.  Canned 
foo<*  pro<lU(  ts.     Serial  No.  365.212  :  Oct.  8.     Qass  46. 

Park  *  Tl'foTd  Distillers.  Inc..  New  York.  N.  Y.  Whiskey 
Serial  No.  368.182:  Oct.  8.     Class  49. 

Pate  Oil  Company.  Milwaukee.  Wis.  Lubricating  oils  and 
greases.     Serial  No.  ."67.679;  Oct.  8      Class  15 

Paul,  Haven  T.,  doin;:  business  as  The  Woodbury  Hospital 
and  Boarding  Kennels.  Portsmouth.  N.  H.  Dog  scan 
SerUl  No.  357.^^32 :   Oct.  8.     CUss  4.  f>         v 

Penlck  *  Ford  Ltd.  Incorporated,  New  York.  N.  Y.     Crys- 
tal   white    table    syrup.       Serial    No.    367.769 :    Oct     8 
Class  4';. 

Penick  k  Ford  Ltd.  Incorporated.  New  York,  N.  Y  Oolden 
table  syrup.     :<erlTl  No.  367.770:  Oct.  8.     Class  46. 

Penney.  J.  C  Company.  New  York,  N.  Y.  Ffocks.  Se- 
rial   No     ."08.006 :    Oft.    8.      Class    30 

Peter.-en.  Johannes  A.,  k  Co.,  Hamburg,  Germanv.  Winea 
Serial   No.  .'^42.490  :  Oct.  8.     Class  47. 

Petronella    Co.      (See   Chlarello,    Joseph.) 

Phillips  Petroleum  Company.  Bartlesvllle,  Okla.  Glass, 
metal,  and  porcelain  cleaner.  Serial  No.  364,832  ;  Oct 
8.     Class  4. 

Plymouth  Wholesale  Dry  Goods  Corporation.  New  York, 
N.  Y.  Dungarees,  overalls,  and  coats,  bathrobes,  etc. 
Serial  No.  364,018  ;  Oct.  8.     Class  39. 


Porter,  Cabell  B.,  doing  business  as  Porter  Products  Co.. 
Buffalo.  N.  Y.  Maltless  fruit  syrups  and  juices  for  soft 
drinks  and  as  mixers.  Serial  No.  366,335 ;  Oct.  8. 
Class  45. 

Ramozide  Process  Co.     (See  Coben,  Aaron.) 

Kath  Packing  Company,  The,  Waterloo,  Iowa.  Canned 
corn  beef  and  corned  beef  bash.  Serial  No.  306,369: 
Oct.   8.     Class  45. 

Rath  Packing  Company.  The,  Waterloo,  Iowa.  Pickled 
meat   loaf.      Serial   No.   356.870;    Oct.   8.     Class  46. 

Remington  Arms  Company,  Inc.  Bridgeport.  Conn.  Clay 
plgf-ons.     Serial   No.   306,493  ;  Oct.   8.     Class  22.  • 

Reynolds  Corporation,  New  York,  N.  Y.  Building  pap«'rs 
and  building  composition  sheet  materials.  Serial  No. 
387.775;    Oct.    8.      Class    11'. 

Reynolds  Wire  Co..  Dixon.  111.  Wire  cloth.  Serial  No. 
364,697  :    Oct.    8.      Class    13. 

Reynolds  Wire  Co.,  Dixon.  111.  Wire  cloth.  Serial  Nos. 
:T65.50O-l  ;  Oct.  8.     Class  13. 

Saks  k  Company,  New  York,  N.  Y.  Women's  sport  hats. 
Serial  No.  365.855  ;  Oct.  8.     Class  39. 

Saks  k  Company.  New  York.  N.  Y.  Shoes.  Serial  No. 
366.964 ;    Oct.    8.      Class    39. 

Salazar,  Robert,  doing  business  as  Ix)8  Angeles  Pharmacal 
Co.,  L«8  Angeles.  Calif.  Medicinal  preparation.  Se- 
rial No.  368,384  ;  Oct.  8.     Class  6. 

Salazar.  Rol)ert,  doing  business  as  I>os  .\ngeles  Pharmacal 
Co..    Los    Angeles.    Calif.      Liquid    preparation    for    the 
treatment  of  biliousness,  sour  stomach,   etc.     Serial  No 
368,380;  Oct.  8.     Class  6. 

Scbiir,  Loy  C.  doing  business  as  The  HaSiCo  Inhalant 
Company.  Asbvllle.  Ohio  Medicinal  Inhalant.  Serial 
No.  867,789  ;  Oct.  8.     Class  6. 

Schuler  Potato  Chip  Company.  Inc..  Rochester,  N  Y  Po- 
tato chips.     Serial  No    .Ulrt  376  ;  Oct    8.     Class  46 

SbefReld  Company,  doing  business  as  K-T  8  Products.  New 
York.  N.  Y.,  and  .New  London.  Conn.  Soaps  and  shnv- 
injf  creams.     Serial  No.  362,790;  0<  t.   8.     (Jlass  4. 

SheflJeld  Company.  The,  doing  business  as  K.  T.  S.  Prod- 
ucts   Co.,    New    York,    N.    Y.,    and    New    London,    Conn 
Shaving  cream.      Serial    No.    364,025  ;   Oct.   8.      Class   4. 

Silbermann,  Kohn  k  Wallc-nsteln.  Inc..  New  York,  N.  Y. 
Ladies'  Anger  rings  and  mountings  therefor,  earrings! 
m-ndants,    etc.      Serial   No     868.153 ;   Oct.   8.      CXurn   28 

Silvoline  Dental  Products  Co..  San  Francisco,  Calif. 
Chemical  compound  used  in  the  manufacture  of  den- 
tures.    Serial  No.  366,780  ;  Oct.  8.     Class  44. 

Specialty  Products  Corporation.  Harrlsbtirg.  Pa.  Deodo- 
rants an<l  powder  puffs  filled  with  toilet  powder.  Se- 
rial No.  368.387  ;  Oct.  8.     Class  6. 

8tan<lard  Oil  Company,  Whiting,  Ind..  and  Chicago,  III 
Petrolatum.     Serial    No.    302.491  ;   Oct.  8.     Class   A 

Steele-Wedeles  Company,  Chicago,  III.  Canned  dog  food. 
Serial    No.    367,216:    Oct.   8.      Class   46. 

Sutllff  k  Case  Co.,  Inc..  Peoria.  III.  Medicinal  tablets 
for  ute  in  the  elimination  of  worms  in  fowls.  Serial 
No.    367.209:    Oct.    8.      Class    6. 

Time,  Incorporated.      (See  March  of  Time,  Inc.) 

Toolcraft  Desien  Service.  Inc..  Milwaukee,  Wis  Tracings 
and  blueprints.      Serial   No.   367.633  ;   Oct.   8.      Class   88. 

Tremco  Manufacturing  Company,  The.  Cleveland.  Ohio. 
Damp  proofing  and  waterproofing  products  Serial  No. 
366.842:    Oct.   8.     Class   12. 

Ulmann,  Bernhard.  Co.  Inc..  New  York,  N.  Y.  Printed 
chart  for  initials,  monograms,  etc.  Serial  No.  368  24.''>  : 
Oct.  8.     Class  38 

Valley  Forge  Envelop,.  &  Paper  Companv.  Pbila<'elphia. 
Pa.  Printing  and  writinj;  papers.  Serial  No.  368.368  ; 
Oct.  8.     Class  37. 

Vandewater,  Jay  rtoin^  buslnefs  as  Atlas  Chem  Products 
Co..  Jersey  City.  N.  J.  Compound  In  powder  form 
u.sed  for  cleaning  purposes.  Serial  No.  867,843 ;  Oct. 
8.     Class  4. 

Vita  B  Corporation,  Mount  Vernon.  N.  Y  Elixir  con- 
taining vitamins  B  and  Cf.  Serial  No.  S68.,?69  ;  Oct  8 
Class  6. 

Weinberg,  .\be.  doing  business  as  Maiden  Fair  Co..  Allen- 
town.    Pa.      Underwear.      Serial    No.    368.278 ;    Oct.    8 
Class  39. 

Weisbaum  Bros.  Brower  Co..  The,  Cincinnati.  O''lo.  Neck- 
ties, mufflers,  pajamas,  etc.  Serial  No.  367.561  ;  Oct.  8. 
Class  39. 

White  Swan  Uniforms,  Inc.,  New  York.  N.  Y.  Nurses  uni- 
forms, dresses,  and  frocks.  Serial  No.  367.053  ;  Oct  8 
Class  39.  .  v/vi.  o. 

Wi'llams   Oil-O-Matlc    Heating   Corporation,    Bloomlngton. 
111.     Chemical  solvent  for  the  refrigerant  In  an  absoip- 
tlon   refrigerating  apparatus.      Serial  No.  367,814;  0<t 
8.     Class  6. 

Williams  Oil  O-Matlc  Heating  Corporation.  Bloomlngton, 
III.  Chemical  refrigerant  for  refrigeration  apparatus 
Serial    No,    307.815:   Oct.    8.     Class  6. 

Wimpfheimer.  A.,  k  Bro.  Inc..  New  York,  N.  Y.  Crush- 
resistant  velvets.     Serial  No.  307,982;  Oct.  8.     Class  42 

Woodhurv  Hospital  and  Boarding  Kennels,  The.  (See 
Paul.  Haven  T.) 

Yore  Hat  Shop.  Inc  .  New  York.  N.  Y.  Ladles'  hats. 
Serial   No    367.013 ;   Oct.  8.     Class  30. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


Adell  Pharmacal  Company.  Baltimore.  Md.  Preparation 
to  relieve  nasal  congestion,  dissolve  mucus,  and  as  a 
mild  antiseptic.  328.902  ;  Oct.  8  ;  Serial  No.  365.540 ; 
publisheil  July  30.  1935.     Class  6. 

Aktlebolaget  Kadius.  Tellusborg.  near  Stockholm,  Sweden. 
Stoves,  ligliting  lamps,  and  soldering  lamps.  328.785; 
Oct.    8  :    Serial   No.    355.655 ;    published    July   30,    1935. 

<^a«8  34.  ^  „.     .      u        «T. 

Aimanaris    Mineral    Springs    Company,    Waukesha.    Wis. 

Natural     mineral    water,     ginger    ale,     root    beer.    etc. 

328  819;  Oct.  8;  .^erial  No.  366,049;  published  July  30, 

1935.     Class  45.  ^,     „       ^ 

Amdur  Clothina:   Co..    Inc.    New   York,    N-  J.      Women  s. 

misses',  and  juniors'  coats  and  suits.     328,903;  Oct.  8; 

Serial  No.  365.541;  published  July  30,  1935.     Class  39. 
American  instilling  Company,  The.   Pekin,   111.      Whiskey. 

328.965  ;  Ot.  8  :  Serial  No.  366.796  ;  published  Aug.  6. 

1935.      Class  49.  _^        „  ,  , 

American     Distilling    Company.     The,     Pekin,     IB-    ,  Qln. 

328.906-8 :    Oct.    8 ;    Serial    Nos.    366,793-5 ;    published 

Aug.    6.    l'.>35.      Class  49.  x.     ,,      v      v 

American    Maize  Products    Company.     New     l^^^-^-^J; 

Edible    conversion    products    of   corn    starch.      •)^^8-'JJ'o, 

Oct.    8  :    Serial    No.    364,807  ;    published   July    30,    1935. 

Ames  Ruby,  doing  business  as  Sabine  Chemical  Company. 
Nederlnnd.  Tex.  Lotion  recommended  for  the  relief  of  ir- 
ritations of  the  skin.  328.850:  Oct  8 ;  Serial  No. 
362,550 ;    published    July    30,    1935.      Class    6. 

Anglo-Chinese  Eastern  Tradinir  Company.  Limited.  Tne^ 
London.  England.  Oils  derived  from  soya  beans  and 
hemp  seed  used  in  the  manufacture  of  soap.  •)^28.94><  . 
Oct.    8:    Serial   No.    364,655;    published    July    30.    1935. 

Class  4.  ,     mx, 

Anglo  Chinese  F^stern  Trading  Company,  Limited.  The, 
London.  England.  Meal,  flour,  and  cake  made  "«m  »«y« 
l)eans  and  meal  and  cake  made  from  hemp  seed.  „^28.949  : 
Oct.    8:    Serial    No.    364.656;    pu»>llshe<l    July    30.    1935. 

Class  46.  ^  .../-,      J  J 

Antrol  I^borntorles.  Inc..  Los  Angeles.  Calif.  Garden  and 
orchsrd  sprnv  pumps,  328.876:  Oct.  8  :  Serial  No. 
365.974  :   published    July   30.   1935.      Class  23 

Aver  k  McKinney.  to  Merldale  Dairies.  Inc.,  Phliadelpbla, 
'Pa..  successor.'  Butter,  cheese,  eggs,  etc.  104.589;  re- 
newed June  8.   1935. 

Baldwin  liaboratorles.  Inc.,  Saegertown,  Pa.  Prepara- 
tion for  killing  rats  and  mice.  328.904  :  Oct.  8  :  Serial 
No    305  542:    published   Julv  .30.    1935       Class  0 

Ball.  Robert  P..  Chattanooga.  Tenn.  Calculators.  „?128.839  : 
Oc'.    8:    Serial    No.    305.366:    published    July    30.    1935. 

Ballif  Dlstributln?  Company.  Portland.  Oreg  Wine. 
328  913 :  (Vt.  8 :  Serial  No.  366.718 ;  published  July 
.30.    19.3.">.      Class  47.  .      .  ^  , 

Bancraft.  Joseph  A  Sons  Co.,  Rockford.  Wilmln"ton,  Del. 
Book  cloth  328  905:  Oct.  8:  Serial  No.  365.543;  pub- 
lished JmIv  30.  1935.     Class  42.  ,       ^ 

Baron.  Andrev  .  Limited.  Manchester.  Entrland.  Scarves. 
3'>s  794  Oct.  8  :  Serial  No.  865.504  ;  published  July  23, 
19.35.      Class   39.  .     „       c^  .  . 

Baskind  Louis,  k  Co..  Inc..  Ne'w  York.  N.  Y  Shirts. 
328  867  :  Oct.  8  :  Serial  No.  363.196  ;  published  July  23, 

1935.  Class  39.  ^     .       ,      „     ^     „     r, 
Berger    Ilarrv.  doing  business  ns  Kosicusko  Products  Co., 

New   York  '  N.    Y.     Foods.      328.821  :   Oct.   8  :   Serial  No. 

.364  9S4  :  pubHsbed  Julv  30.   1935.     Class  46. 

Bernard  Dress  Mfg.  Co  Inc..  Buffalo,  N.  Y.  Women  s  and 
misse-j"  fr<.<ks  328  039:  Oct.  8:  Serial  No.  364.325: 
published  Jidv  23.  1935.     Class  39.  ,    ^.     . 

Bernstein,  I...  k  S  .  Incorporate<l.  New  York.  >«■  \„„La<^'P« 
panties  328.779:  Oct.  8:  Serial  No.  363,796;  pub- 
lished July  23.  1035.     Qass  39. 

Billings  A  Spenctr  Company.  The,  Hartford,  Conn 
Wrenches.  328.840  ;  Oct.  8  :  Serial  No.  365,368  ;  pub 
Hshed  July  30,  1936.     Class  23.  ^^     ^       ^   „   w  „ 

Bloominednle  BroB..  Inc..  New  York.  N.  Y.  Golf  balls. 
328  800-1  :  Oct  8  :  Serial  Nos.  361.498-9  :  published 
Aug.  6.  1935.     Class  22. 

Blum.  Philip,  k  Companv.  Inc..  doine  business  as  Chateaux 
Cordial  Company.  Chicago,  III.  Alcoholic  punches,  grena- 
dine, prepared  bl--'h  balls,  etc  32«.826  :  Oct.  8;  Serial 
No.  8(^5.117:  published  Aug.  6.  1935.     Class  49. 

Bodie-IIoover  Petroleum  Corporation.  Chica"-o.  111.  Lubri- 
cating oils  and  lubricatine  greases.  328  811:  (Vt.  8; 
Serial  No.  358.086:  published  Apr.  2.    1935.     Class  15. 

Boston  Shoe  Company.     (See  Smith.  Jack.) 

Brown.  Wrleht  k  Company.  New  York.  N.  Y.  WTiiskey. 
328  937  :  Oct.  8  ;  Serial  No.  364.212  ;  published  July  30, 

1936.  Class  49.  „         ,   - 
Buffalo   Pressed    Steel    Company,    Buffalo.    N.    Y.      Mufflers 

or  silencers  for  engines.  328968  :  Oct.  8  :  Serial  No. 
366  183  :  published  Julv  30.  1935.     CInss  23. 

Burroughs.  Edgar  Rice,  Inc.,  Tantana.  Calif.  Golf  balls, 
golf  baes.  Imseballs,  etc.  328,789:  Oct.  8;  Serial  So. 
842,578:  published  Aug.  6,  1935.     Class  22. 

Buscarlet  Glove  Company,  Inc.,  New  York,  N.  ^.  Glove 
laundry  soap.  828.864  ;  Oct.  8  ;  Serial  No.  863,579  ;  pub- 
lished Julv  30,   1935.     Class  4. 


!.* 


California  Perfume  Company,  Inc.,  New  York.  N.  Y.     Tal- 
cum   powder.      328.918;    Oct.    8;    Serial    No.    365,761; 
published  July  30,  1935.     Class  6. 
Callaway  Mills,  Larange.  Ga.     Bath  mats,  lid  covers,  stool 
covers,  etc.     328,807  ;  Oct.  8  :  Serial  No.  360,166  ;  pub- 
lished July  30,  1935.     Class  42. 
Calorgan  Pharmacal  Company.     (See  Johnson.  Claude  S.) 
Carter.  William,  Company,   The,   Needham   Heights,  Mass. 

Underwear,  nlirhtgowns,  pajamas,  etc.     328.815  :  Oct.  8  ; 

Serial  No.  367,190;  published  July  30,  1936.     Class  39. 
Champagne  Ayala  (Socl^t^  Anonyme^  Ay.  Marne.  France. 

Wines.     328.813  ;  Oct.  8  ;  Serial  No.  357,488  ;  published 
July  30.  1935.     Class  47. 
Chateaux  Cordial  Company.      (See  Blum,  Philip,  &  Com- 
pany.) 
Chicago   Rubber  Clothing  Company.   Racine,    Wis.      Rain- 
coats,  topcoats,   coats   for  firemen   and    policemen,    etc 

328.870 :  Oct.  8  ;  Serial  No.  363,744  ;  published  July  23. 

1935.     CI    is  39. 
Cincinnati      .eet  Metal  k  Roofing  Co..  The.  Cincinnati,  Ohio 

Galvanii    i  sheet  metal  roofing.     328.972  ;  Oct.  8.     Qass 

12. 
Clark,  J.  R.,  Company.  Minneapolis,  Minn.     Ironing  boards. 

328,936:  Oct.  8;  Serial  No.  364,049;  published  July  30, 

1935.      Class   24. 
Cleland     Simpson     Company,     Scranton,     Pa.        Hosiery. 

328,884  :  Oct.  8  :  Serial  No.  365,840  ;  published  July  23, 

1935.      Class  89. 
Cole  Chemical  Company,  Wilmington,  Del.,  and  St.  Louis. 

Mo.      Medicinal    preparation.      328.906 ;    Oct.    8 ;    Serial 

No.  365,550;  published  July  30.  1935.     Class  6. 
Collins  Dietz-Morris  Company,  Oklahoma  City.  Okla.     Malt 

beverages.     328.931;  Oct.   8;    Serial  No.   366.139;   pub- 
lished Aug.  6.   1935.     Class  48. 
Commercial  Solvents  Corporation,  New  York.  N.  Y.      De- 
natured alcohols.     328.858  ;  Oct.  8  ;  Serial  No.  363.270  ; 

published  July  30.  1935.     Class  6. 
Commercial  Solvents  Corporation.  New  York.  N.  Y.     Ethyl 

alcohol,  pure  commercial  ethyl  alcohol,  and  anhydrous 

ethyl   alcohol.      328.859  ;   Oct.    8 :    Serial   No.    363,271  ; 

published  July  80.  1935.     Class  49. 
Consolidated  Slipper  Corporation.  Bombay.  N.  Y.     Slippers. 

3-_>8.971  ;  Oct.  8  ;  Serial  No.  364,617  ;  published  July  30, 

1935.      Class  39. 
Container   Corporation    of   America.   Chicago.    III.      Paper 

cartons.      328.875 :    Oct.    8 :    Serial    No.    365,993 ;    pub- 
lished Ausr.  6.  1935.     Class  2. 
Continental     Distilling     Corporation,      Philadelphia,     Pa. 

Whlskev,    gin.    rum,    etc      328.834  ;    Oct.    8 :    Serial    No. 

305,280:  published  July  30,   1935.     Class  49. 
Corona    Corporation    of    California,     Ix>s    .\n?eles.    Calif. 

Cordials    and    kummel.      328.927 ;    Oct.    8 :    Serial    No. 

848,168:   publlshetl   Aug.   6.    1935.      Class   49. 
Cramp,  R.,  &  Sons.  Barkinside.  England.     Game.     328.940; 

Oct.    8 :    Serial   No.    364.380 ;    published    July   30.    1935. 

Class   22. 
Crookes  Lalwratories.  Incorporated.  The.  New  York,  N.  Y. 

Medicinal  preparations  and  pharmaceuticals.     328.855  ; 

Oct.    8 :    Serial   No.    362.954 ;   published   July   30,    1985. 

Class  6. 
CurrminL'.   W.   N..  dolnc  business  as  Sheehy  A  Cummlng, 

Watsonville.  Calif.     Fresh  vegetables.     328.908  :  Oct.  8  ; 

SerlHl  No.  365.605:  published  Julv  30,   1935.     Class  46. 
Curtis  Stephens-Embry  Co..  Reading.  Pa.     Shoes.     328.950: 

Oct.   8  :    Serial   No.    364.663 ;    published    July    30.    1935. 

Class  39. 
Deans,    Edward.    Importing    Co..    Inc..    New    York.    N.    Y. 

Whiskey.     328.788  :  Oct.  8  ;  Serial  No.  356,516  :  published 

Aug.  6,  193r>.     Class  49. 
Delrav  Corporation,  doine  business  as  Gifli  Foods  Corpora- 
tion,  San   Francisco.   Calif.      Canned   vegetables,   soups. 

liroth.   etc.      328.817;  Oct.   8:    Serial   No.    305.997  :    pnb- 

lishe<l  Julv  30.  1935.     Class  46. 
Derma-Lo,  Chicago.  III.     Astringents,  bleach  creams,  beauty 

creams,  etc     328,944  :  Oct.  8  :  Serial  No.  364.473  :  pub- 
lished July  30.  1935.     Class  6. 
De     Rothschild.     Baron     Henri.     Paris,     France        Wines. 

328.925  :  Oct.  8  ;  Serial  No.  347.628  ;  published  June  5, 

1934.     Class  47. 
Distillers  Distriouting  Corporation.  San  Francisco.  Calif. 

Brandv.     328.790 ;  Oct.  8  ;  Serial  No.  347.213  ;  published 

July  30.  1935.     Class  49. 
Doane,    Albert    C.   doing    business    as    Charles   R.    Doane, 

Brooklyn,   N.   Y.     Medicinal   tablets.      :^28  845 :   Oct.   8; 

Serial  No.  362.167:  published  Julv  30.   1935.     Class  6. 
Door  Company.    Inc.,   The.   New   York.   N.   Y.      Anparatus 

for  the  treatment  of  solids  suspended  in  liquids.    328.835  ; 

Oct.   8 :    Serial   No.   365,287 ;    published   Julv    30.    1935. 

Class  23. 
Elk,    Jacob    L.,    doing    business    as    Elk    Importing    Co., 

Cleveland,  Ohio.     Gin.  whiskey,  and  brandy.     328.841  ; 

Oct.   8 ;   Serial  No.   365,373 ;   published   Julv   30.    1935. 

Class  49. 
Elk.    Jacob    L..    doing    business    as    Elk    Importlnir    Co., 

Cleveland.  Ohio.     Gin.  whiskey,  and  brandv.     328.842: 

Oct.   8:    Serial  No.   366,375;   published   July    30.   1985. 

Class  49. 

m 


IV 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


Emolsol  Corporation,  The.  Chicago,  IlL  Compo8ltlon» — 
namely,  soap,  soap  substitutes,  etc.  328.930  ;  Oct.  8 ; 
Serial  No    :^52.164  ;    published  July  30.    1935.      Clasa   4. 

Enterprise  Manufacturing  Company,  The,  Akron.  Ohio. 
Fish  huoks  328.f»«.i  :  Oct.  8 :  Serial  No.  366,484 ; 
published  July  30,  1935.     Claaa  22. 

Esmond  Mills,  The.  New  York.  N.  Y.  Blankets  and 
blanket  materials.  .^2«.877  :  Oct.  8  ;  Serial  No.  365.932  : 
puhlishpil  July  30.  1935.     Class  42. 

European  Wine  Exporters  A  Growers  Agencies,  Inc.,  New 
York.  N.  Y.  Wine.  .^28,872  :  Oct.  8  ;  Serial  No.  365,449  ; 
published  July  30,  1936.     Class  47. 

European  Wine  Exporters  A  Growers  Agencies.  Inc.,  New 
York.  N.  Y.  Wine.  328.914  ;  Oct.  8  ;  Serial  No.  365.728  ; 
published  July  30.  1935.     Clasa  47. 

Exhibit  Supply  Company.      fSee  Meyer,  John  P.) 

Exhibit  Supply  Company.  The,  Chirauo,  111.  Coin  con- 
trolled amusement  apparatus.  328,962:  Oct.  8:  Serial 
No.   366..'>59  ;  published  Auz.   6.  10.35.     Class  22. 

Faness  Industries,  rhlcago.  111.  Brandies,  rock  and  rye, 
sloe  pin,  etc.  328.863 ;  Oct.  8 ;  Serial  No.  363,496 : 
publl8he<l   Ausr.  6.   1935.     Class  49. 

Ferber  Millinery  Co.  Inc..  New  York.  N.  Y.  Ladles'  hats. 
328.797:  Oct.  8;  Serial  No.  361.954:  published  July  30, 
193".      Class  39. 

Filler  Manufacturing  Company.  Dallas,  Tex.  Fried  food 
products.     328.974  :  Oct.  8.     Clas."  46 

Fischer.  J.  A..  Company.  Inc..  New  York  N.  Y.  Tunsrsten 
distributor  contact  points.  .'^2S.6;r>o  :  Oct.  8  :  Serial  No. 
363r,2S:  published   Julv  30     1935       Class  21. 

Flelschl  Emil.  A  Son.  New  York.  N  Y  E-rs.  328.919: 
Oct.  8-  Serial  No.  3r..'>,7fi5  :  publl.she<l  July  .10.  1936. 
Cl&sa  46. 

Frankfort  IMstlllerles,  Incorporated.  Louisville.  Ky.  Whis- 
key. 328,828 ;  Oct.  8 :  Serial  No.  365.195 ;  published 
Julv  30.   193.'S       Clasa   49. 

Grav.  Dorothy.  Bloomfleld.  N.  J.  Cream-like  toilet  prepara- 
tion. 328.854:  Oct.  8;  Serial  No.  362,918:  published 
Julv  30.  193.-       Class  6 

Ciffl  Foods  Corporation.      (See  Delray  Corporation.) 

Gillespie.  Chas.  H.,  A  Sons,  bv  change  of  name  to  OlHe^le 
Varnish  Company.  Jersey  City.  N.  J  Chemical  removers 
of  oll-contalnlng  preservatives.  108.200  :  renewed  Jan. 
18,   1936. 

Gorrell.  Talbot  J  H..  rioine  bu-^iness  ns  Skv  Hv  ly^born- 
torles.  Chlcatro  Heiir>its  111.  Solution  used  as  a  throat 
and  month  was^  328  832:  Ort.  8;  Serial  No.  366.231: 
publi8h»»d  July  30.   1935.     Class  6. 

Oreen.sDoon  Clothln.-  Co  Inc..  St.  Louis  Mo.  Men's  and 
l>ov«'  wearlnir  apparel  328.898:  Oct.  8;  Serial  No. 
364.769:    published    JuW    23.    19.35.      Class    39 

Grlstede  Bros.  Inc..  New  York.  N.  Y.  Dried  and  canned 
vegetables,  dried  fruits  Jellies,  etc.  328  «08  :  Oct  8  : 
Serinl  No.  360.270:  published   July  80.   1935.     Class  46. 

Hamburwr  Company  The,  Chicago.  111.  Cordials.  328,803  ; 
Oct.  8:  Serial  No  361.016;  published  Aug.  6.  1935. 
Class   49 

Harcourt-Creene  Co  .  San  Francisco,  Calif.  Canned  fmtt, 
ve?c*ahles.  and  flsb  328,776:  Oct  8;  Serial  No. 
366  002;   published   Jnly   30,    1935.      Class   46 

Harcourt-Greene  Co..  San  FranHsco,  Calif.  Canned  fruit. 
ye^et.TMfS.  and  fish  328  901-  Oct.  8;  Serial  No. 
366,003:  pubM.shed   July  30,   1935.      Class  46. 

Hart-Carter  Tomoanv,  Minneapolis.  Minn.  Grain  sep- 
arators 3''««932:  Oct.  «:  Serial  No.  366.146:  published 
Julv  .30    lO'^.'i       Class  23. 

Hartman  I.edf^n  Co..  Inc..  Philadelphia.  Pa  I,,«boratorT 
chemical  products.  3'>^  g«n  :  Oct.  S  :  Serial  No.  363.364  ; 
published   Julv  30    1935      Class  6 

Hat  Corporation  of  America.  Norwalk.  Conn.  Hats. 
328  879  :  Oct  8  ;  Sertal  No.  365.882  :  published  July  »0. 
1935.     Clasa  39. 

Haves  Distilleries.  Inc.  I/^s  An<?eles.  Calif  Whlskev. 
328  809  :  Oct.  8  :  Serial  No.  359.795  :  published  Aae.  6. 
193.";      rinss  49 

Health  Products  CorporaMon.  Newark,  N,  J,  Concentrate 
of  rrul  liver  oil  32«  T98  :  Oct.  8  :  Serial  No.  361.748  ; 
published  Apr.  23,   19.35      Class  6. 

Heerwngen.  I"anl  M..  dolne  business  as  Reerwaeen  .Aconsfic 
Decoration  Company.  Fayetteville  Ark.  .\coustic  sound- 
proof wall  structures,  panels,  vail  and  cellln?  hoards. 
t^tc.  328  S02:  Ort.  8:  Serial  No.  361.052:  published 
June  4.  1935.     Class  12. 

Hires,  Charles  E..  Comnanv.  The  Philadeli)hla.  Pa  Malt- 
]f9K  ronrentrates  In  liquid  form.  328  871  :  Oct.  8  •  Serial 
No.   363.767  :   published   Jnlv  .30.    1935.      Class  45 

Holland  Knmace  Company,  Holland.  Mlcb.  Coal  burning 
furnafes  328.825  :  Oct.  8  :  Sertal  No.  366.133  :  pub- 
lished -TnlT  30    1936.     Class  34. 

Hub  Clothing  House.  Ltd.,  The.  Honolulu.  Hawaii  Men's 
clothing.  828,862 :  Ort.  8 :  Serial  No.  362.682 :  pub- 
lished July  23.  1936.     Hass  39. 

Ilumoco  Corporation.  Ijoulsvllle.  Ky.  Cardboard,  paper 
and  tin  cartons  and  wrapnlng  for  merchandise.  328  92'' : 
Oct.  8 :  Serial  No.  352.738  :  published  July  30.  1935, 
Class  2. 

Ideal  Novelty  A  Toy  Company.  Brooklyn,  N.  Y.  Dolls,  cos 
fumes  for  dolls,  parts  of  costumes  for  dolls,  and  dolls' 
wl<rs.  328  814;  Oct.  8;  Serial  No.  367.464:  published 
July  30.  19.35.     nasB  22 

Jannarv  and  Wood  Comnanv,  Mavsvllle,  Ky.  Cotton  yarn. 
328  942  :  Oct.  8  ;  S«rial  No  364.421  ;  published  July  2. 
19.35.     Haas  43. 


Psyllium 
.352.441  ; 

Styptic 
366  202  : 


Johnson,  Claude  S.,  doing  business  as  Calorgan  Pharmaral 

Company,   Qasport,   N.    Y       Ointment   for   burns,    ulcers, 

lac»-ratlons,  etc.     3-s  90<»  :  Oct,  8  ;  Serial   No.  364.678  ; 

published  July  30,   1935,     Class  6. 
Jordeau,    Jean,    Inc,    South    Orange,    N.    J.      Astringents, 

astringent  cerstes.  bleach  creams,  etc.     328.897:  Oct.  8; 

Serial   No.   364.781  ;    i)ubllst)e<l   Julv   30.    1935.      Class   6 
Keep  Step  With  Youth  Co..  Des  Moines,  Iowa.    Face  powder, 

talcum  pow  der.  rouge,  etc.     328.928  :  Oct.  8  ;  Serial  No. 

3.^5.477  :   published  July   30,    19.35,      Class  6, 
Kerson.     Barney     B.,     North     Adams,     Mass        Medicines. 

328.945:  Oct.  8:  Serial  No.  .364.498:   published  July  .30. 

19.35.     Class  6. 
Keatner    Evaporator    and    Englneerlnz    Company    Limited, 

London.    England.      Parts    of    chemical    plants    made    up 

of  a   material   Incorporating   phenol   and    formaldehyde. 

328,894-5:    Oct,    8;    Serial    Nos,    364.822-3:    published 

July  30.    1935.      Class  23 
Kings     International     Incorporated,     Chicago,     111.       Mild 

brandy.     328,848;  Oct.  8;  Serial  No.  362.364;  published 

Au?.  6.   1936.     Class  49. 
Kosciusko  Products  Co.      (See  Berger.   Harry.  I 
L.    A    L.    Maniifacturinir    Company.    Dallas.    Tex.      Ladles' 

dresses,    coat.«     and   suits       328.790  ;    Oct.    8  ;    Serial    No. 

3«1.«!81  ;    r.ubllshed    July    .30,    19.35.      Class   39. 
I.aboratory  Specialty  Comnany.  Cincinnati.  Ohio. 

base  preparation.     328.783  :  Oct.  8  :  Serial  No 

piiblishe<l  Au.'    28.   1934.      Class  6. 
Lambert    Pharmacal   Company,   Wilmlnrton.    Del 

nbsorU>n'   cotton       .128  967:  Oct.  8:  Serial  No. 

published  Jnly  30    19.36      CtRSS  44 
I.«rsen  t'omnany.  The,  doing  business  as  The   Wm    Iwirsen 

rnnnlng  Co  .  Gre«»n  Bav,  Wis      Canned  fruits  and  vege- 
tables     328.806:  Oct    8:   Serial  No,  860.479:  published 

Mar,    12.   1935       Class   46. 
Ijizier,    J     F,    Manufacturing    Co.,    Inc..    St.    Louis     Mo. 

Maltless      extracts     and      eonoentrated      fruit      svrups. 

328  966:    Oct.    8:    Serial    No.    .306.364:    published    July 

.30,   19.35.      Cla.«w  46 
I>evv    Bros.    A    Adler    Roch  ster.    Incorporate*l.    Ro'-hester, 

N.   Y.      Men's  and  bovs'   suits       328,^43  :   O-t.   8  ;    Serial 

No.    366..380;    publlshwl    Julv    .30,    19.35,      Class    .39. 
Ix>gan   Garment    Company,   I^ian.    I'tah.      Suits,   dre—e*. 

coats,   etc.      328  784  ;   Oct.   8  ;   Serial   No.   364.444  :  pub- 
lished July  30,  19.35,     Class  SO 
Lyon,  A.,  Los  Angeles.  Calif      Whiskey.     328.8.53:  Oct.  8: 

Serial  No    362,744  :  published  May  7,  19.35.     Class  49, 
Maeee.    John    C      Water   Mill.    N.    Y       Potatoes.      328.891  : 

Oct.    8  ;    Serial    No     364,882  ;    published    Julv    .30,    1935. 

Class  46 
Main    Brothers    Box    A    Lumber    Co.     Karnak.    111.      Box- 

sbooks.      107.712:    renewp''    Dec.    21.    1936 
Manhattan   Shirt  Company.  The.  New  York.  V.  T,     Han<1- 

kerchlefs.      .328,873  :    Oct     8 ;    .S^rUl    No.    365,467 :    pub- 

llshed   July  30,   19.35.      Class   42 
Martell  A  Co,   Coenac.    France.      Brandy       328  888;   Oct, 

8;   Serial  No    365  809:   published   Jnlv  .30     1935.     C1«b« 

49. 

Martell  A  Co..  Comae.  France.     Brandy.     328.929:  Oct.  8; 

Serial  No   365  808  :  published  Julv  30    1035.     Class  49. 
Marvin.  S.  Stephen,  doing  business  as  Qutcook  Red  lentil 

Co..  San   Francisco    Calif.      Dried  fnilts,   tapioca,  pearl 

barl<*y,  etc.     328  973  ;  Oct.  8      Class  46. 
Marx,  lyouls,  A  rnmnanv.  New  York,  N.  Y      Toy  pistols  and 

revolvers       328  066  :    Oct     8  :    Serial    No.    366.236  :    putv 

llshed  Aug.   6.   19.35.     Class  22. 
McCutcheon.    James.    A    Co.,    New    York     N.    T,       Kmptv 

sachets,   ruffllnes.  edcrlngs.  t>tc.     328.805:  Oct    8:   Serial 

No.   360.572:    published    Julv   30.    193.5       Class   40. 
Merck  A   Co.    Inc  .   Rsbway,   N.  J.      Medicinal   prei^ratlon. 

328  911  ;  Oct.  8;    .Vrial  No.  366.704:  publlshwl  July  30. 

19.35.     Class  6. 

Merck  A  Co..  Inc..  Rahway.  N.  J.  Magnesium  peroxide 
tablets  328.912:  Oct.  8;  Serial  No.  .365.706;  published 
July  30    10,^^.     Class  6 

Merldalc  Dnlrl«*s,  Inc.      (See  Aver  A  McKlnney. ) 

Mcr-Mac  Pro<lncts  Company,   The,   Athens,   Tex.     Prepara- 
tion   for    use    as    a    hair    tonic    and    f'andruff    remover. 
328.818;  Oct.  8;  Serial  No    386.018;  published  Julv  30 
1935.      Class  6  k  .         . 

Mever.  John  F..  doinz  business  as  Exhibit  Suoply  Company. 
Chlcaeo,  111.  Coin  controlled  amusement  apparatus. 
328,812:  Oct  8;  Serial  No  .3.57,641:  published  Dec. 
11     1934       Class   22 

Meyers,  Lonls.  A  Son.  Inc  .  New  York  N  Y.  Fabric  and 
leather  glovfs  ,128  909  :  Oct  8  ;  Serial  No.  365  640  ; 
published  Julv  .10.  193.1       Cl«ss  39 

Midland  Distilleries.  Inc.  St  Lonls,  Mo  Alcoholic  irln 
liqueur  328  880:  Oct.  8:  Serial  No.  365.870;  published 
Jnlv   .30,   1936.      Class  49 

Mystic  Foam  Co.      (See  Sthnlbare.   Samuel.) 

Narrow  Fabric  Company,  The  West  Reading.  Reading. 
Pa  Hosiery  ton  elastic  braids  lace  elastic  braids,  and 
other  elastic  braids.  328.887  ;  Oct.  8 :  Serial  No 
366.811  ;  published  Julv  30,  19.36      Class  40. 

Nathan    Manufacturing   Company     New   York.    N     Y.      Me- 
chanical   lubricators   of   the    force    feed    tvpe       328  795; 
Oct.    8:    Serial    No.    .366.623;    published   Julv    .30,    1935 
Class  28. 

National  Mineral  Company,  Chicago,  III  Machines  for 
permanently  wavlnu  hair  and  equipment  328  786:  Oct. 
8;  Serial  No,  36e„361  :  published  Jnly  30,  1935.     Clas« 

Nelson.  Oscar,  Company,  Chicago,  111,  Whiskies.  328,975 ; 
Oct.  8.     Hass  49. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


N.    Y.         Whlskev. 
published  July  80, 

N.    Y.         Whiskey, 
published  July  30, 


NlxoD,  Bather  E..  doing  business  as  Nixon  Products  Com- 

paor,  Omaha,  Nebr.     Shampoo.     328,866;  Oct.  8;  Serial 

No.  363  636;  published  July  30,  1936.     Class  6. 
Oakland  Chemical  Company,  The,  New  Y'ork.  N.  Y.     Skin 

cream.     328,943  :  Oct.  8  ;  Serial  No.  364,436  ;  published 

July  80.  1935.     Class  6. 
O'Connor    A     Goldberg,     Chicago,     111.       Women's     shoes. 

328,938 ;    Oct.    8  ;    Serial    No.    364,240 ;    published    July 

30,   1935.      CUss   39. 
Oldetyme    Distillers,    Inc.,    New    York,    N.    Y.      Whiskey. 

328.836  ;  Oct.  H  ;  Serial  No.  366  304  ;  published  July  30, 

1936.     Class  49. 
Oldetyme    Distillers,    Inc.,    New    York, 

32H.883  :  Oct.  8  :  Serial  No.  366,852 

1935.     Class  49. 
Oldetrmc   Distillers,    Inc.,   New   York, 

328,886:  Oct.  8;  Serial  No.  865,814; 

1935.      Class  49. 
Olson,     Samuel,     Manufacturing    Ccmpany,     Chicago,    111. 

Conveying  machinery  of  the  character  of  store  service 

equipment.      .S28,933  ;   Oct.   8  :    Serial   No.   366,166 ;   pub- 
lished July  .30,  1936.     Class  23. 
Pacific  Produce  Distributors,   Inc.,  San  Jose,   Calif.    Fresh 

vegetables.     328.777;  Oct.  8;   Serial  No.  365,650;   pub- 

lishe<l  July  30.  1936.     Class  46. 
Packard  I'aint  A  Varnish  Co.,  Boston,  Mass.    Paints,  stains, 

and  paint  enamels.     328  976  :  Oct.  8.     Class  16. 
Packwell  Corporation.  The,  Oakland,  Calif.     Canned  fruits 

and    vegetables.      3^8.786  ;    Oct.   8  ;    Serial    No.   350,;552  ; 

published  July  30,  19.35.     Class  46. 
Padro    Vineyard    «'ompany,    doing   business   as   Val    Bros., 

Los  Anyeles,  Calif.      Brandy.     328,928;  Oct.   8;   Serial 

No.  365.776:  published  July  30,   1936.     Class  49. 
Panhanl  Oil   Corporation,   New   York,  N.   Y.      Lubacatlng 

oils  and  greases.     328.961  ;  Oct.  8  ;  Serial  No.  328  737  ; 

publi8l!e<l  Nov.  7.   19.33.     Class  15. 
Parfums  Revlllon,  Paris,  France. 

Oct.  8  :  Serial  Nos.  365,092-4  ; 

Class  6. 

Parker   Brothers.    Inc.,    Portland 


Cosmetics.     328.822-4 
published  July  30,  1935 


Me.,  and  Salem,  Mass. 
Board  game  played  with  movable  pieces.  328,961  ;  Oct. 
8  :  Serial  No.  366,637  ;  published  Aug.  6,  1935.     Class  22. 

PelUsson  IVre  A  Cle.  Cognac,  France.  Cognac.  328,861  ; 
Oct.  8;  Serial  No.  363,467;  published  July  30,  1936. 
Class  49. 

Penney,  J.  C,  Company,  Wilmington,  Del.,  and  New  York, 
N.  Y.  Shoes.  328,898  :  Oct.  8  ;  Serial  No.  364,830  ;  pub- 
lished Julv  30,  1935.     CUss  39. 

Perkins.  J.  M..  A  Company,  Inc..  New  York  N.  Y.  Silk 
piece  gooda.  328,94(1;  Oct.  8:  Serial  No.  364,501;  pub- 
lished July  30.  1935.     Class  42. 

Persson,  Wflbelm,  A.,  Stockholm,  Sweden.  Trouser  and 
skirt  waisfbJinds.  328.802;  Oct.  8;  Serial  No.  363.474; 
published  July  23,  1935.     Class  39. 

Plnaud  Incorporateil.  New  Y'ork  N.  Y.  Mascara,  pomades, 
and  like  products.  328  969-70  ;  Oct.  K ;  Serial  Nos. 
364,689-90  ;  published  July  30.  1936.     Class  6. 

Pittsburgh  Lectrodrver  Corporation.  Pltt»<burgb,  Pa.  Dry- 
ing apparatus.  328.866;  Oct.  8:  Serial  No.  363,118; 
published  July  30,   19.35.     Class  34. 

Plvmouili  Wholesale  Dry  Gcods  Corporation,  New  York, 
N.  Y.  Men's  and  Iniys'  pajamas,  suits,  pants,  etc. 
828.791  ;  Oct.  8  :  SerUl  No.  366,478  ;  published  July  80, 
1936.     Class  39. 

Plymouth  Wholesale  Dry  Goods  Corporation,  New  York, 
N.  Y.  Men's  and  boys'  dungarees,  overalls,  and  coats, 
etc.  328.892 ;  Oct.  8  ;  Serial  No.  364,835 ;  published 
July  30,  1935.     Class  39. 

Plymouth  Wholesale  l>ry  Gooda  Corporation.  New  York, 
N.  Y.  Mattresses.  328.930  ;  Oct.  8  :  Serial  No.  366,114  ; 
published    July    30,    1935.      Class    32. 

Qulcook  Red  Lentil  Co.     (See  Marvin,  S.  Stephen.) 

Rath  Packing  Company.  The,  Waterloo,  Iowa.  Canned 
corned  beef  hash.  328,787;  Oct.  8;  Serial  No.  366,377; 
published    July    30,    1936.      Class    46. 

Razalon  Coriwratlon,  New  York,  N.  Y.  Medical  prepara- 
tion. 328,837  ;  Oct.  8  ;  Serial  No.  366.307  ;  published 
July  20,  1935.     Class  6. 

Records     A     Goldsborough,     Inc.,     Baltimore,     Md.      Gin. 

328,844  ;    Oct.    8 ;    Serial    No.    363,616 ;    published    Aug. 

14,  1934.     Class  49, 
Rees   Mfg.    A   Sales   Corporation,    Kansas   City,    Mo.      Do- 
mestic press  ironers  and   parts  thereof.      328,960;  Oct. 

8  :  Serial  No.  366,580  ;  published  July  30,  1935.     Class 

24. 
Remington  Arms  Company,   Inc..   Bridgeport,  Conn.     Am 

munition.      328.9.54;   Oct.   8:    Serial    >fo.   366,833;    pub 

llshed  Aug.  6,  1936.     Class  9. 
Reo    Distillers.    Inc.,    Newark,    N.   J.      Whiskey.      328.868; 

Oct.    8  :    Serial   No.   363,667  ;    published   July   30,    1936. 

Class  49. 


St.  Claire  Brewlog  Co.,  doing  business  as  St.  Claire  Brew- 
ery   Co.,     San     Jose,     Calif.       Beer,     ale,     and     porter. 

328,952 :  Oct.  8;  Serial  No.  366.876;  published  Aug.  6. 

1935.     Class  48. 
St.  Claire   Brewing  Co.,    San   Jose.   Calif.      Beer  and  ale, 

328.964  ;  Oct.  8  ;  Serial  No.  366,443  ;  published  July  30, 

1935.     Class  48. 
St.  John,  Sylvester  L.,   Norwood,    Mass.      Shaving  cream. 

328,921  ;    Oct.    8 ;    Serial    No.    362,200 ;    published    July 

oO.  1935.     Class  4. 
Screw     Machine      Specialty     Company,     Pittsburgh,      Pa. 

Screw  machine  products.      328,851;  Oct,   8:   Serial  No. 

362.636  ;  published  July  30.  1936.     Class  1.3. 
Seaman  Paper  Company,  Chicago,  111.     Thermal  and  sound 

Insulating  paper   and   board.      328.934 ;    Oct.   8 ;    Serial 
*?  •  published  July  23,  1936.     Class  12, 


RlKhcofr,    Michael.    Plymouth,    Pa.       Medicine.      328.867 ; 

Oct.    8:    Serial    No.    363,640;    published   Julv   30.    1936. 

Class  6. 
Robinson   A  OoUnber,    New   York,   N.   Y.      Handkerchiefs. 

328  889  :  Oct.  8  ;  Serial  No.  348,931  ;  published  July  80. 

1936      Class  42. 
Rosenau  Bros.,  Inc..  Philadelphia,  Pa.     Children's  dresses. 

rompers,   and  plav-sults.     328.886 ;   Oct.   8 ;   Serial   No. 

366,819;  published  July  30.  1985.     Clars  .39. 
Rosin.      Nat.      Los      Angeles.      Calif.        I.adles'      dresses. 

S28.796 ;    Oct.    8 ;    Serial    No.    365,629 ;    published    July 

''I    19.36      Class  39 
Sabine  Chemical  Company.      (See  Ames,  Ruby.) 


No.  364,62^;  published' July  23, 1^36       

Seebach,   Edwin^   doing   bubiness  as   Edwin    Seebach    Com- 
pany,   New    York,    N.    Y.      Essential   oils    and   aromatic 

chemicals   for   perfuming    purposes.      328,890;    Oct.    8; 

Serial  No.  364  972  ;   published  July  30,   1935.     Class  6. 
Sevmour-Avery     Manufacturing     Company,     Chicago,     111. 

Slips.     328,804  ;  Oct.  8  ;  Serial  No.  360,799  ;  published 

July  30.   1935.     Class  39. 
Shaw,    Alex    D.,    A   Co.,    Inc..    New   York,    N.    Y.      Spirits. 

828,941  ;  Oct.  8  ;  Serial  No.  364,408  ;  published  Jcly  30, 

1935.     Class  49. 
Sheehy  A  Cumming.      (See  Cummlng,  W.  N.) 
Shlnn   Slstersj   The,  White  Sulphur  Springs,   W.   \*a,,   and 

Palm    Beach,    Fla.      Dolls   and    toy    animals.      328,874 ; 

Oct.    8 ;    Serial    No.    362,054 ;    pubUshed    Aug.    6,    1988. 

Class  22  •-  «5       . 

Sky-Hy  Laboratories.      (See  Gorrell,  Talbot  J.  H.) 
Smith,   Arthur    E.,   Los   Angeles,    Calif.      Syringes,    empty 

ampuls,  hypodermic  needles,  etc.     828,935 ;  Oct.  8  ;  Se- 
rial No.  364.027  :  published  July  30,  1935.     Class  44. 
Smith,    Jack,    doing    businetis    as    Boston    Shoe    Company, 

Los  Angeles,  Calif.     Shoes  and  slippers.     328,810 ;  Oct. 

8 ;  Serial  No.  358,669 ;  published  July  30,  1936.     Class 

39. 
Smith.    Kline    A    French    Laboratories,    Philadelphia,    Pa. 

Ferrous  sulphate  tablets.      328.816  ;   Oct.   8  ;  Serial  No. 

367.069;  published  Feb.  12,  1936.     Class  6. 
Soclete     A     Responsablllte     Limltee     Cointreau,     Angers, 

France.     Cordials  and  liqueurs.     328,869  :  Oct.  8  ;  Serial 

No.  363,671  ;  published  Aug.  6,  1935.     Class  49. 
Socl^t^    do    Domaine    de    Mouton    d'Armallhacq     (Socl6t6 

Anonyme),    Paris.    France.      Wines.      328.926;    Oct.    8; 

Serial  No.  347,669  ;  published   June  6,   1934.     Class  47. 
Sonneborn  Bros.,  Inc.,  New  York.  N.  Y.     Men's  outer  suits, 

overcoats,    and  topcoats.      828.829 ;    Oct.    8 ;    Serial   No. 

365.219  ;  published  July  .30.  1935.     Class  39. 
Spalding.  A.  G.,  A  Bros.,  New  York.  N.  Y.     Baseball  gloves. 

318.953:  Oct.  8;  Serial  No.  366.839;  published  Aug.  6, 

1935.     Class  22. 
Squibb,  E.  R.,  A  Sons.  New  York.  N.  Y.     Animals'  dietary 

supplements       containing       vitamins       and       minerals. 

328,847 :   Oct.    8 ;    Serial    No.   362.328 ;    published    July 

30    1936.     Class  46. 
Stablllmento    Chlmlco    Farmaceutlco    G.    Alberani    8.    A., 

Bologna,  Italy.     Powders  adapted  to  be  added  to  drink- 
ing   water    to    render    It    like    natural    mineral    water. 

328.924  ;  Oct.  8  ;  Serial  No.  347,625  ;  published  July  30, 

19.36.     Class  6. 
Stein.   Doblln   A   Co.   Inc.,  New  York.   N.   Y.      Lace   piece 

goods.     328,915  ;  Oct.  8  ;  Serial  No.  365,747  ;   published 

July  30,  1935.     Class  42. 
Stein,    George    F.,    Brewery,    Inc.,    Buffalo,    N.    Y.      Ale. 

328.959 ;    Oct.   8 ;    Serial   No.    366,680 ;    published   July 

30,  1935.     Class  48. 
Stevenson's  Moygashel  Linens,  Limited.  New  Y'ork,  N.  Y. 

Linen  piece  goods.     328.947  ;  Oct.  8  ;  Serial  No.  364,560 ; 

published    July    30,    1935.      Class    42. 
Stewart  Silk  Corooratlon,  E^ston.  Pa.     Silk  piece  goods. 

328,899 ;    Oct.   "8 ;    Serial    No.    364,742  ;    published    July 

30    1935.     Class  42. 
Sthulbarg.    Samuel,   doing   business  as   Mystic   Foam   Co., 

assignor,   by    mesne  assignments,    to   The   Mystic   Foam 

Company,    Cleveland,    Ohio.      Cleaning    preparation    for 

upholstery,  etc.     328,782  ;   Oct.   8  ;   Serial  No.  360,873  ; 

published  July   2,    1935.     Class  4. 
Stumpf,  Joseph  C,  Corporation,  New  York,  N.  Y.     Cloth. 

328.849 ;    Oct.    8 ;    Serial    No.    362,446  ;    published    July 

r^O.  1935.     Class  42. 
Syperlor  Handkerchief  Co.  Inc.,  New  York,  N.  Y.     Indl- 
i  vldual  packaged  handkerchiefs.     328.882  •  Oct.  8  ;  Serial 
J  No.  365.858;  published  July  30,  1935.     (Tlass  42. 
>f^ano   Laboratories.    Los   Angeles,   Calif.      Preparation   for 

soothing  and    healing   mucous   and    cutaneous   surfaces. 

328.778;  Oct.  8;  Serial  No.  363.765;  published  July  30, 

1935.     Class  6. 
Taylor,  K.,  Distilling  Company.  Incorporated,  The,  Frank- 
fort,    Ky.       Whiskey.       328.827  ;     Oct.     8 ;     Serial     No. 

365,173;   published   Aug.  6,   1935.     Class  49. 
Thomas.  C,  Stores,  Inc..  Minneapolis.  Minn.     Wheat  flour. 

328.881  :  Oct.  8  ;  Serial  No.  365.860  ;  published  July  30. 

1935.     Class  46. 
Thompson      Pro<'uctB,      Incorporated,      Cleveland.      Ohio. 

Bolts.     328,910  :  Oct.  8  ;  Serial  No.  366.673  ;  published 

July  .30.   1935.     Clasa   13. 
Ticker  Publishing  Company,  New  York,   N.  Y.     Financial 

publication.      Serial    No.    106,880;    renewed    Aug.    24. 

1935. 
Town  House  Corporation.  Reno.  Nev.     Cocktails.     328  916: 

Oct.  8 ;   Serial   No.   365,749 ;   published  July  30.   1935. 

Class  49. 
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Triner,  Joseph,  Corporation,   Chicago,   111.     Cordials,  slo* 

gin,    distilled    gin.    etc.      328.907;    Oct.    8;    Serial    No. 

365,585 ;    published    July    30,    1U35.      Class   49. 
Tripler.  F.  R..  &  Co.,   Inc..  New  York,  N.  Y.     Sport  shirts. 

3:J8,833  ;    Oct.    8  ;    Serial    No.    365,277  ;    published    July 

2.S,   1935.     Class  39. 

Tuliglowlcz,  Juseph.  doing  business  a.s  Joseph  Tullglowici 
A  Sons.  Newark,  N.  J.  Cereal.  328,846:  Oct.  8;  Se- 
rial  No.   362.277;    published   July    30,    1938.      Class   46. 

TudIsoo,  Hicbard  G.,  doing  business  as  R.  Q.  Tunison  Co., 
New  York,  N.  Y.  Sulphur  and  liver  blood  tonic. 
328.838  :  Oct.  8  ;  Serial  No.  365,360  ;  published  July  30, 
1935.     Class  6. 

Underwood  Elliott  Fisher  Company,  New  York,  N.  Y. 
Typewriting  machines  and  typewriting  machine  parts. 
328, 87H  ;  o<t.  8  ;  .Serial  No.  365,907  ;  published  July 
30.  1935.     Class  23. 

United  States  Rubber  Products,  Inc.  New  York,  N.  Y. 
Assembled  electrical  conductors.  328,820  ;  Oct.  8 ;  Se- 
rial  No.   366,077  ;   published  July   30,   1935.     Oasa  21. 


Universal  Brassiere  A  Justrite  Corset  Co.  Inc.,  New  York, 
N.  Y.  Corsets,  corselets,  girdles,  etc.  828,917  :  Oct. 
8  ;  Serial  No.  365,754  ;  published  July  SO,  1936,  Class 
39. 

Val  Bros.     (See  Tadre  Vineyard  Company.) 

Vandermyn,  Armand  J.  1'..  Los  Angeles,  Calif.  I..axallve. 
328,8.10  ;  Oct.  8  ;  Serial  No.  365,222 ;  published  July 
30.    1935.      Class  6. 

Walton,  Elwood  W.,  doing  business  as  Walton  Knitting 
Mills,  Hickory,  N.  C.  Hosiery.  :{28.7»3 ;  Oct.  8:  Se- 
rial  No.   365,495  ;    published    July   30,    1935.      Class    89. 

Weldeman  Co.,  Tlie.  Cleveland,  Ohio.  Brandy.  328,781  ; 
Oct.  8;  Serial  No.  300,614;  published  July  17,  1934. 
Class  49. 

Wpyauwega  Dairy  Prodacts  Company,  Weyauwe)?a,  Wis. 
Evaporated  milk.  828,831:  Oct.  8;  Serial  No  365,226; 
published  July  30,  1930.     Class  46. 

Willmark  Corporation,  New  York,  N.  Y.  Essential  oils, 
flavoring  extracts,  and  food  specialties,  etc.  328,792  ■ 
Oct.  8;  Serial  No  366,181;  publi.shed  July  30,  1936. 
Class  46. 


LIST  OF  REGISTRANTS  OF  LABELS 


Anestex  Laboratories  (De-Ce  Products  Co.  of  N.  Y.).    (See 

Curtis,  David.) 
Bird    &    Son,    Inc.,    East    Walpole,    Mass.      The    Windsor 

Shoe.     For  Shops.     46,473  ;  (Jet.  8. 
Brill,   H.  C,  Tompany,   Inc..  Newark.  N.  J.     Brill's  Liquid 

E  Ze*-   Fre^z       For   I'reparatlon   for   Making    Ice   Cream. 

46.474  :   Oct.  8. 
riuff  &  I'lrktrini,'    Ltd..  New  York.  N.  Y.     Rum  Castafia. 

For  a  StraUht  Rum.     46,475  ;  Oct.  8. 
Continental  Distilling  Corporation,  Philadelphia,  Pa.     Oak 

Grove.     For  lUendi'd  Whirtkey.     46,476  :  Oct.  8. 
Curtis,    David,    doinij    business    as    Anestex    Laboratories 

(De-Ce  Product.s  Co   of  N.  Y.i,  New  York,  N.  Y.    Anestex 

Novocain  and  Sub-Rln  and  Sall>;enin.     For  a  Local  Anes- 
thetic.    46.477  ;  Oct.  8. 
F.astern  Manufa'turtng  Co.     (See  Noonan,  Thomas  E. ) 
nelschi.  Emil.  &  Son.  New  York,  N.  Y.     Blue  Moon.     For 

Butter       46,478;    Oct.    8. 
Origg    C.    L..    St.    Louis,    Mo.      7-Cp.      For  a    Soft   Drink. 

46.479  ;  Oct.  8. 
Haymes,   L.    F..    Phoenix.   Ariz.      Red   I.4ibel  Graphamotor. 

For  a  Crank  Case  Lubricant.     46,480;  Oct  8. 
llavmes.   L.   F..   Phoenix,   Arii.      Red   Label  Graphamotor. 

^or  an  Upper  Cylinder  Lubricant.     46,481  ;  Oct.  8. 
Jpwel  Tea  Co.,  Inc.,  (Vntral  Valley,  N.  Y..  and  Barrlngton, 

111.       Jewel    T    Baking    Powder.      For    Baking    Powder. 

46,482  :  Oct.  8. 
Jpwel  Tea  Co.,  Inc.,  Central  Valley,  N.  Y.,  and  Barrlngton, 

III.     .Jewel  T  Pure  Cocoa.      For  Cocoa.     46  4^3:  Oct.   8. 
Jpwpl  Tea  Co.,  Inc.,  Central  Valley,  N.  Y..  and  Barrlnsrton, 

111.     Jewel  T  Graham  Crackers.     For  Graham  Crackers. 

46.484  :    Oct.    8. 
Johnson,  S.  C.  &  Son.  Inc..  Racine,  Wis.     Johnson's  Wood 

D.vp.     For  Wood  Dye.     46.485:  Oct.  8. 
Johnson.  S.  C.  &  Son,  Inc.,  Racine,  Wis.     Johnson's  Pre- 
pared Liquid  Wax.     For  Prepared  Liquid  Wax.     46.486; 

Ocr.   8. 

Johnson,  S.  C.  &  Son,  inc.,  Racine,  Wis.  Johnson's  Lino- 
leum Varnish.     For  Linolenm  Varnish.     46,487  ;  Oct.   8. 

Johnson,  S.  C  .  &  Son,  Inc.,  Racln*-,  Wis.  No-Buff  Floor 
Finish.      For  Liquid   Polish   for  Floors.     46.488  ;  Oct.  8. 

Johnson.  S.  C  .  A  Son,  Inc.,  Karhin»»,  Wis.  Johnson's  White 
Enamel      For  Whltf  Enam-l      46.489  :  Oct.  8. 

Johnson,  S.  C,  &  Son,  Ino  .  Racine,  Wis.  Professional 
Dance  Wax.     For  Dance  Wa.x      46.490 ;  Oct.  8 

Johnson,  S.  C,  A  Son,  Inc.,  Racine,  Wis.  Johnson's  Paste 
Paint  (Outside  White)  For  Paste  Paint  (Ontside 
White).  46,491  :  Oft.   <«. 

Kellogg  Companv.  Battle  Creek,  Mich  Kfdlogg's  Rice 
Krispies— Bohbv  Shaftoe — Told  bv  Kellozg's  Slnzlnc 
Ladv.  For  Ready  to-Eat  Rice  Cereal  Food.  46,492 ; 
Oct.  8. 

Kellogg  Company,  Battle  Creek,  Mich.  Kellogir's  Rice 
Kri>*piet< — (ioldilorks  and  the  Three  Bears — Told  by  Kel- 
loggs  Singing  Lady.  For  Read  to  Eat  Rice  Cereal  Food. 
46:493  ;  Oct.  8 

KellogK  Compaiiv.  Battle  Creek.  Mich.  Kellogg'a  Rice 
Krisple.s — The  Magic  Hen^Told  bv  Kello::g'a  Slnsrlne 
Lady.  For  Ready-to-Eat  Rice  Cereal  Food.  46.494  ; 
Oct.  «. 

Kellogg  Company.  Battle  Creek,  Mich.  Kellogg's  Rice 
Krispies — Rumpelsfllchen — -Told  bv  Kelloffe's  Sinking 
I^dy  For  Readv  fo  Eat  Rl(  e  Cereal  Food.  46.495; 
Oct.  8. 

Kellose  Company.  Battle  Creek.  Mich.  Kellogs's  Rice 
Krl.-»pip* — Wee  Willie  Winkle — Told  bv  Kellogg's  Sine 
Ing  Lady.  For  Ready-to-Kat  Rice  Cereal  Food.  46,496  ; 
Oct.  8. 

KelloKK  romoany.  Battle  Creek  Mich  Kellore's  Blce 
Krispies — Cinderella — Told  bv  Kellogg's  Sinulng  T.ady. 
For  Read-to-F^t   Rice  Cereal  Food.      46.497;  Oct.   8. 

r»s  Antrrlps  Brewing  Co..  Los  Angeles.  Calif.  Zobelein's 
Eastside  Beer  5»;^%.     For  Beer.     46,498;  Oct.  8. 


I^iwe,  Joe,  Corporation.  New  York,  N.  Y.  Revel  f^pumnnl. 
For  Ice  Cream  of  the  Spunionl  Type.     46.499  :  Oct.  8. 

Loye  Distributing  Co.      (See  Pack.  L.  D. ) 

Mannings.  Inc..  San  Francisco,  Calif.  Mannings  Iced 
Tea.     Fur  Tea.     46,500:  Oct.  8. 

Me<lusa  Portland  Cement  Company,  Cleveland,  Ohio. 
Me<lu8a  m-h  Early  Strenuth  Portland  Cement.  For 
("ement.      46.501  ;   Oct.   8. 

Midwest  Dairy  Pro^lucts  Co.,  Duquoin.  111.  Ritiy  Rich  Mid- 
west Ice  Cream.     For  Ice  Cream.     46,502  ;  Oct.  8. 

Midwest  l>airv  Products  Co.  DuQUoin,  111.  Midwest  Pure 
Cream   Ice  Oeam.     For  Ice  Cream.     46.503  ;  Oct.  8. 

Midwest  l>airv  Prodncts  Co.,  Duquoln,  111.  Midwest  Pure 
<  ream  Sherbet.     For  Sherbet.     46.504;  Oct.   8. 

Midwest  Dairy  Products  Co.,  Duquoln,  111.  Midwest 
Creamed  Olrl  Fashioned  Cottage  Cheese.  For  Cottage 
Cheese..     46.505  :  Oct.  8. 

National  Retailer-Owned  Grocers,  Inc..  Chicago,  III.  Shur- 
fine.     For  Coffee.     46.506  :  Oct.  8. 

National  Retailer-Owned  Grocers,  Inc.,  Chicago.  111.  Vik- 
ing.     For  Coffee.     46,507  ;   Oct.  8. 

National  Retailer-Owned  Grocer*  Inc.,  Chicago,  111.  De- 
Llsh-l's.      For   Coffee       46,50h  ;    Oct.    8. 

Noonan.  Thomas  K..  doing  business  as  Eastern  Manu- 
facturing Co..  Baltimore,  Md.  Bettar  Hand  and  House- 
hold  Soap.      For  Soap.     46.509  :  Oct.  8. 

Oregon  Worsted  Company.  Inc..  Portland.  Oreg.  Weave-A- 
Strlp.  For  Weaving  Sets  Consisting  of  Iland  Loom, 
Yarn   Shtittle.   Needle  and    Instructions.     46..M0:  Oct    8. 

Park.  L.  D..  doing  business  as  Love  Distributing  Co., 
Wleeling  W.  Va.  Blue  Bonnet  "Texas  Crystals.  For 
Mineral  Salts  Made  Ivv  Evaporation  fr<>m  Mineral  Water 
and  Known  to  the  Drug  Trade  as  Crystals  46.511  : 
Oct.   8. 

Palumbos  Lithography  A  Prlnterv,  Rochester.  N.  Y.  Path- 
finder. For  Mineral  Water  and  Pale  Dry  Ginger  Ale. 
46.512:  Oct.  8. 

Perkins  Products  Co..  Chicago.  III.  Kool  Aid  For  Pre- 
pared Powder  for  Making  Soft  Drinks  and  Ice  Cream- 
Sberl>et.     46.513:   Oct.  8. 

Rlchason,  Mrm.  M.  E..  St.  Ix)uls,  Mo.  Athex  for  Athlete's 
Foot.  For  a  Liquid  Solution  for  a  Disease  Known  as 
Athlete's  Food.     46.514  ;  Oct.  8. 

S.  M.  A.  Corporation,  Cleveland.  Ohio.  Smaco  Carotene 
with  Vitamin  D  Concentrate  in  Oil.  For  Solution  of 
Carotene  In  Cottonseed  Oil  IHiis  tire  VlUmln  D  Concen- 
trate of  Cod  Liver  Oil  In  Oil.     46.515;  Oct.  8 

Sclionbrunn.  S.  A.  A  Co..  Inc.,  New  York.  N.  Y.  Freshly 
Roasted  Coffee.     For  Coffee.     46.516 :  Ort.  8. 

Schutter-Johnson  Candy  Corporation.  Chicago.  HI.  Bit-O- 
Sweets.     For  Can<ly.     46.517  :  Oct.  8 

Sears.  Roehurk  and  Co..  Chicago  111.  Binmbersonnd  Moun- 
tain Peak  All  .New  Bleached  Cotton.  For  Bleached  Cot- 
ton Batting.      48. .".18:  Oct.  8. 

Standard  Bleacbery  and  Printing  Co..  T»'e,  Carlton  Hill. 
East  Rutherford,  N  J  Swanbac.  For  a  Water  Re- 
pellent.     46,519:    Oct.    8. 

Standard  Bleacherv  and  Printing  Co.  The,  Carlton  Hill. 
East  Rntherford.  N.  J.  Swanchlef  For  a  Handker- 
fhlef  Finish       4rt,r.20  ;  Oct.  8. 

Sutherland  Paper  Comp)anv.  Kalamazoo.  Mich  Home  Town 
Ice  Cream  No  488  A-B  I"  For  Ice  Cream  46  521- 
Oct.    8. 

Tlvoll  Brewing  Company.  Detroit.  MIrh.     Altes  Lager  Bier 
For  Beer      46.522  :  Oct.  8. 

Vogue  Mfg  Co  Newark,  N.  J.  Vogne  Duplex  Foundation 
Garment'i      For  Foundation  Garments      46.52.^  :  Oct.  8. 

Wanous.  JoHie  .\.,  Shampoo  Bag  ''ompany.  Inc..  Min- 
neapolis. Minn.  Wanous'  Shampoo-Bag  For  an  Herb 
!=!hampoo      46..%24  :  Oct    8. 

Winter.  J.  C.  A  Co..  Inc..  Re<l  IJon.  Pa  Winter's  Factory 
Specials.     For  Cigars.     46.525  :  Oct.  8 

Wrigley,  Wm..  Jr..  Company.  Chicago.  III.  Wrlgley's 
Juicy  Fruit  Chewing  Gum.  For  Chewing  Gum,  46  526; 
Oct.   8. 


'.  V 


LIST  OF  REGISTRANTS  OF  PRINTS 


American     Standard     Merchants     Inc^     Columbus,     Ohio. 

Bonded  Coals.     For  CoaL     10,414  ;  ()ct.  8. 
General  Mills,  Inc.,  Minneapolis,  Minn.    Try  This  if  Warm 

Weather  Has  Him    "Off  His  Feed  '.     For  Biscuit  Flour. 

15,415;   Oct.    8. 


Paint-Point  Products  Co.,  Brooklyn,  N.  Y.  Paint-Point 
Products  Co.  Stormbreaker  Boof.  For  Roofing  Mate- 
rials.    10,416;  Oct.  8. 


CLASSIFIED  LIST  OF  TEADE-MARKS  REGISTERED 


CLASS  2 

Boz-«llook8.     Main  Brother  Box  A  Lumber  Co.     107.712  ; 

wewed  Dec.  21,  1935. 
Cartons  and  wrappings  for  merchandise.  Cardboard,  paper. 

and  tin.     Uumoco  Corporation.     328.922  ;  Oct.  8  ;  Serial 

No.    362,7;i8 ;   published   July   30.    1935. 
Cartons,     i*aper.       Container     Corporation     of     America. 

328  875  ;    ()ct.    8  .  '  Serial    No.    865,993  ;    published    Aug. 

«.   1986. 

CLASS  4 

Cleaning  preparation  for  upholstery,  etc.  S.  Stliulbarg. 
328.782;  Oct.  8;  Serial  No.  30(),873 :  published  July 
2,  19.^5. 

Compositions — namely,  soap,  soap  substitutes,  etc.  Emul- 
sol  Corporation.  .328.920  ;  Oct.  8  ;  Serial  No.  352,164  ; 
published  July  30.    1935. 

Oils  derived  from  soya  beans  and  hemp  seed  used  in  the 
manufacture  of  soap.  Anglo-Chinese  Eastern  Trading 
Company.  328,948  ;  Oct.  8  ;  Serial  No.  364,655  ;  pub- 
lished July  30,  193.5. 

Shaving  cream.  8.  L.  St.  John.  328,921  ;  Oct.  8  ;  Serial 
No.   .S52  200  :   published   July   30,   19.35. 

Soap,  Olove  laundry.  Huscarlet  Glove  Company.  328.864  : 
Oct.  8:  Serial  No.  863,579;  published  July  30.  1936. 

CLASS  6 

Alcohols,    Denatured.      Commercial    SolTents    Corporation. 

828.868:  Oct.  8;  Serial  No.  363,270;  published  Julv  30, 

1936. 
Astringents,   astringent   cerates,  bleach  creama,  etc.    Jean 

Jordeau.  Inc.     328.897;  Oct.  8:  Serial  No.  364.781  ;  pub- 
lished July  30.  1935. 
Astringents,  bleach  creams,  beauty  creams,  etc.    Derma-Lo. 

328.944  :  Oct.  8  :  Serial  No.  864,473  ;   published  Julv  30. 

19.3.x 
Chemical     products,     Laboratory.       Hartman-Leddon     Co. 

328.860;  Oct.  8;  Serial  No.  863,364;  pubUshed  July  30, 

1935. 
Cod  liver  oil.  Concentrate  of  Health  Products  Corporation. 

328  798:  Oct.  8:  Serial  No.  .361.748;  published  Apr.  23, 

1935. 
Cosmetics.     Parfums  Revillon.     328.822-4  :  Oct.  8 ;  Serial 

Nos.    .365.092  4  :   published  Julv  30.   1935. 
Crenm.  Skin      Oakland  Chemical  Company.     328  943  ;  Oct. 

8.    Serial   No,    364,436;   published   July   30,    19.^5 
Ferrous  sulphate  tablets.     Smith.  Kline  A  French  Labora- 
tories.    328.816;  Oct.  8;  Serial  No.  307.069;  published 

Feb.  12.  1935. 
Ijixatlve      A.  J.  P.  Vandermyn.     328,830  ;  Oct.  8  ;  Serial 

No.  365.222  :  published  July  .30.  1935. 
Lotion    recommended   for   the    relief   of  irritations   of  the 

skin.      R.  Ames.     328.850;  Oct.  8;  Serial  No.  362.550: 

published   July   30.    1935. 
Magnesium  peroxide  tablets.     Merck  A  Co.   Inc..  328  912: 

Oct.  8;  Serial  No.  365,705;  published  July  .30,   1935. 
Mascara,    pomades,   and   like    products.      Plnaud    Incorpo- 

rnted      .^28,909   70  :  Oct.  8  ;  Serial  Nos.  364,589-90  :  pub 

lished  Julv  30,  193r.. 
Medical  preparation.     Rasalon  Corporation.     328.837  ;  Oct. 

8:  Serial  No.  S65,.^07  :  published  July  30.  1935. 
Medicinal  preparation.     Cole  Chemical  Companv.     328,906; 

Oct.  8  :  Serial  No.  366,550 ;  publlshefl  Julv  30,  1935. 
Medicinal  preparation.    Merck  A  Co.  Inc.    328.911  ;  Oct.  8  ; 

Serial   No.  365,704;   published  July  30,   19.35. 
Medicinal    preparations    and    pharmaceuticals.       Crookes 

Laboratories.  Incorporated.     328.855  ;  Oct.  8  ;  Serial  No. 

362.954  ;  published  Julv  30.   1935. 
Medicinal  tablets.     A.  C.  Doane.     328.845;  Oct.  8:  Serial 

No.  862.167  ;  published  Julv  30.  1935. 
Medicine.      M     Rishcoff.       328.867:    Oct.    8:     Serial    No. 

363.640  ;  published   Julv   80.    19.36. 
Medicines.      B.    B.    Kerson.      328,946;   Oct.    8;    Serial   No. 

.".64.498;   published   July   .30.    1935. 
Oils   and  aromatic  chemlc»'s   for  perfuming  purposes.   Es- 
sential       E      Seebacb.       .328,890:     Oct.     8;     Serial    No. 

364.072;    publ!s^ed  July   30.    1935. 
f)lntment  for  hnrns.   ulcers,   lacerations,  etc.     C.   S.  John- 
son.     328.900;    Oct.   8;    Serial    No.    364,0(73;    published 

July  30,  1930. 
Powder.  Ta'cum.     California  Perfume  Companv.     328.918; 

Oct.  8  :  Serial  No.  365.761  ;  published  July  SO.  1936. 
I'owder,    talcum    powder,    rouge,    etc..    Face'.      Keep   Step 

With  Yonth  Co.     328.928 ;  Oct.  8  ;  Serial  No.  355.477  : 

published    July    30,    1935. 


Powders  adapted  to  be  added  to  drinking  water  to  render 
It  like  natural  mineral  water.  Stabilimento  Chimico 
Farmaceutico  G.  Alberani  S.  A.  328,924  ;  Oct.  8  ;  Se- 
rial No.  347,625  ;  published  July  30,  1936. 

Preparation  for  killing  rats  and  mice.  Baldwin  Labora- 
tories, Inc.  328,904;  Oct.  8;  Serial  No.  366,642; 
published  July  30.  1935. 

Preparation  for  soothing  and  healing  mucous  and  cutane- 
ouM  surfaces.  Tano  Laboratories.  328.778 ;  Oct.  8 : 
Serial  No.  368,766 ';  published  July  30,  1935. 

Prejiaratlon  for  use  as  a  hair  tonic  and  dandruff  remover. 
Mt  r-Mac  Products  Company.  328.818  ;  Oct.  8  ;  Serial 
No.   366,018  ;   published   July   30,    1935. 

Preparation  to  relieve  nasal  congestion,  dissolve  mucus, 
and  as  a  mild  antlsep:ic.  Adell  Pharmacal  Company. 
328.902  ;  Oct.  8  ;  Serial  No.  365,640 ;  published  Julv  30, 
1936. 

Psyllium  base  preparation.  Laboratory  Specialty  Com- 
pany. 328,783  ;  Oct.  8  ;  Serial  No.  362,441  ;  published 
Aug.  28,  1934. 

Shampoo.  E.  E.  Nixon.  328,866;  Oct.  8;  Serial  No. 
363,636;  published  July  30,  1935. 

Solution  used  as  a  throat  and  mouth  wash.  T.  J.  H. 
Gorrell.  328,832  ;  Oct.  8  ;  Serial  No.  865,231  ;  published 
July  30,  1935. 

Toilet  preparation.  Cream-like.  Dorothy  Grav.  328,854  ; 
Oct.    8 ;    Serial    No.    362,918 ;    published   Julv   30.    1935. 

Tonic.  Sulphur  and  liver  blood.  K.  G.  Tunison.  328.888; 
Oct.  8 ;  Serial  No.  365,360 ;  published  July  30,  1936. 

CLASS  9 

Ammunition.  Remington  Arms  Companv.  828,964 ;  Oct. 
8 ;  Serial  No.  366,833  ;  published  Aug.  6,  1935. 


CLASS  12 


Seaman 


Insulating  paper  and  board.  Thermal  and  sound. 

Paper  Company.     328,934  ;  Oct.  8  ;  Serial  No.  364.022  ; 

published  July  23,  1935. 
Roofing.  Galvanlted  pheet  metal.     Cincinnati  Sheet  Metal 

A  Roofing  Co.     328.972  ;  Oct.  8. 
Wall    structures,    panels,    wall    and    celling    boards,    etc., 

Acoustic  soundproof.     P.  M.  Heerwagen.     328,802  ;  Oct. 

8;  Serial  No.  361.052;  published  June  4,  1935. 

CLASS  13 

Bolts.  Thompson  Products.  Incorporated.  328.910  ;  Oct. 
8 ;  Serial  No.  366,673 ;  published  Julv  30.  1935. 

Screw  machine  products.  Screw  Machine  Specialty  Com- 
pany. 328.851  ;  Oct.  8  ;  Serial  No.  362,636  ;  published 
July  30,  1935. 

CLASS  15 

Oils  and  greases.  Lubricating.  Bodie-Hoover  Petroleum 
Corporation.  328.811  ;  Oct.  8;  Serial  No.  368,086;  pub- 
lished Apr.  2.  1935. 

Oils  and  greases.  Lubricating.  Panhard  Oil  Corporation. 
328.951  ;  Oct.  8 ;  Serial  T^o.  328,737  ;  published  Nov.  7. 
19:^3. 

CLASS  16 

Chemical  removers  of  all  oll-contaluing  preservatives. 
Chas.  H.  Gillespie  A  Sons.  108,200;  renewed  Jan.  18. 
1936. 

Paints,  stains,  and  paint  enamels.  Packard  Paint  A  Var- 
nish Co.     328.976  ;  Oct.  8. 

CLASS  21 

Electrical  conductors,  .\ssembled.  United  States  Rubber 
Products.  Inc.  828.820 ;  Oct.  8 ;  Serial  No.  366.077  : 
published    July   30,    1935. 

Tungsten  distributor  contact  points.  J.  A.  Fischer  Com- 
pany, Inc.  328,865  ;  Oct.  8  ;  Serial  No.  363,628  :  pub- 
lished July   30,    1930. 

CLASS  22 

Amusement  apparatus.  J.  F.  Meyer.  328.812 ;  Oct.  8 ; 
Serial  No.  357.641  :  publl.shed  Dec.  11.  1934. 

.Xniusement  apparatus.  Coin  controlled.  Exhibit  Supplv 
Company.  328.962  ;  Oct.  8  ;  Serial  No.  366,559  :  pub- 
lished Aug.  6,  1935. 

Baseliall  gloves.  A.  G.  Spalding  A  Bros  328.953  ;  Oct.  8  ; 
Serial  No.  366,839  ;  published  Aug.  6.  1935. 

Dolls  and  toy  animals.  Shlnn  Sisters.  328.874  :  Oct.  8  ; 
Serial  No.  .362.054  :  published  Aug.  6.  1935. 
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IX 


DolJs,  costumes  for  dolls,  parts  of  costumt^s  for  dolls,  and 
doll8"   wigs.      Idea!    Novelty   &  Toy   Company.      328  S14 
Oct.  8:  Serial  No.  357.464;  published  July  30,  IDan. 

Fish  hooks.  Enterprise  ManufacturlnK  Company 
328,963;  Oct.  8;  Serial  No.  3«6,464  ;  published  July  30 

Game.  R.  Cramp  &  Sons.  328,940 ;  Oct.  8 ;  Serial  No 
364.380  :   nublished    Jnly   30.    l635. 

Game  played  with  movable  pieces.  Board.  Parker  Broth 
ers.  Inc.  32.S.9H1  ;  Oct.  8;  Serial  No.  366.637;  pub 
lished  Aug.  6,   1935. 

Golf  balls.     Bloomingdale  Bros.,   Inc.     328,800-1  ;  Oct.  8 
Serial  Nos.  361,498-9  ;  published  Aug.  6,  1936. 

Golf  balls,  golf  bags,  ba.seballs,  etc.  Edgar  Rice  Bur- 
roughs, Inc.  328.789  ;  Oct.  8  ;  Serial  No.  342,578  ;  pub- 
lished  Aug.    6,    1935. 

Toy  pistols  and  revolvers.  Louis  Marx  k  Company. 
328,966  ;  Oct.  8  :  Serial  No.  366,236 ;  published  Aug  6. 
1935.  .         .  f  t>      . 

CLASS  23 

Apparatus  for  the  treatment  of  solids  suspended  in  liquids. 
Dorr  Company.  328,835  ;  Oct.  8  ;  Serial  No  365,287  ; 
publl.shed   July   30,    1935. 

Conveying  machinery  of  the  character  of  store  service 
equipment.  Samuel  Olson  Manufacturing  Company. 
328.933;  Oct.  8;  Serial  No.  366.166;  published  July  30, 
1935. 

Lubricators  of  the  force  feed  type,  "Mechanical.  Nathan 
Manufacturing  Company.  328.795  ;  Oct.  8  ;  Serial  No. 
365,523;   published   July   30.    1935. 

Mufflers  or  silencers  for  engines.  BulTalo  Pressed  Steel 
Company.  328,968;  Oct.  8;  Serial  No.  366,183;  pub- 
lislied  July   30.   1935. 

Parts  of  chemical  plants  made  up  of  a  material  incorporat- 
ing phenol  and  formaldehyde.  Kestner  Evaporator  and 
Engineering  Company  Limited.  328,894-5;  Oct.  8;  Se- 
rial  Nos.   364,822-3  ;   publlshetl  July   30.   1935. 

I'umps.  Garden  and  orchard  spray.  Antrol  Laboratories, 
Inc.  328.876  ;  Oct.  8 ;  Serial  No.  365.974  ;  published 
July  30.    1935. 

Separators,  Grain.  Hart-Carter  Company.  328,932  •  Oct 
8;   Serial  No.  366.146;   published  July  30,  1935.     ' 

Typewriting  machines  and  typewriting  machine  parts 
rnderwi^)d  Elliott  Fisher  Company.  328,878;  Oct  8: 
Serial  No.  365.907  :  published  July  SO.  1935. 

Wrenches.  Billings  Sc.  Spencer  Companv  328  840'  Oct 
8  ;   Serial  No.  365,368  ;   published  July"  .lO,  1935. 

CLASS  24 

Ironers  and  parts  thereof.   Domestic  press.      Rees  Mfg    A 
Sales     Corporation.        328.960;      Oct.     8;      Serial     No 
366,580;   publishe*!   July  30.    1935. 

Ironing  boards.  J.  R.  Clark  Company.  328.936;  Oct.  8: 
Serial  No.  364.049  ;  published  July  30.  1935. 

CLASS  26 

Calculators.  R.  p.  Ball.  328.839;  Oct.  8:  Serial  No 
365.366  ;   published  July  30,   1936. 

CL.\SS  32 

Mattresses.  Plymotith  Wholesale  Drv  Goods  Corporation 
328.930;  Oct.  8;  Serial  No.  366.114;  published  July  30, 

CLASS  34 

'^"',jA5^r,-'*PP^'"*'"^  Pittsburgh  Lectrodryer  Corporation. 
328.806;  Oct.  8;  Serial  No.  363.118;  published  July  30, 

F'urnaces.  Coal  burning.  Holland  Furnace  Compj»ny 
328.825  :  Oct.  8  ;  Serial  No.  365,133  ;  published  July  SO. 
1935. 

Stoves,  lighting  lamps,  and  soldering  lamps.  .Aktlebola- 
gpt  Radius.  328.785  ;  Oct.  8  ;  Serial  No.  366,655  ;  pub- 
lished July  30.  1935.  *^ 

CLASS  38 

rulillcatlon.  Financial.  Ticker  Publishing  Comoany 
105,880^  renewed    Aug.    24.    1935. 

CLASS  39 
.Apparel.   Men's  and   b^vs'   wearing.      GreeMBoon  Clothing 
T.*?i      o'T^-^^^--    *^^*-    ^-    ^^^'«'    -^'o     364^89:    rubllshed 

Clothing.  Men  s.  Hub  Clothing  House,  Ltd.  328  852  • 
Oct.  8;  Serial  No.  362.682;  published  July  23.  193.'>'. 

Coats  and  suits.  Women's,  misses',  and  Juniors'  Amdar 
Clothing  Co.  328,903  ;  Oct.  8  ;  Serial  No.  365,541  ;  pub- 
lished   July    30.    1935.  ^ 

Corsets,  corselets,  girdles,  etc.  Universal  Brassiere  ft 
Justrite  Corset  Co.  Inc.  328.917;  Oct.  8:  Serial  No 
365.754  ;   publ|8he<I    July  30.   193K. 

Dre8.ses.  coats,  and  suits.  Ladles'.  L.  &  L.  Manufacturing 
Company  .'528.799  ;  Oct.  8  :  Serial  No.  361.681  ;  pulK 
lished  Julv  30.   19".o  •    v   "- 

Dresses.  Laffies'.  N.  Rosin.  328.796;  Oct.  8;  Serial  No 
36,%,.>29;   published  Julv  23.   19.35 

Dresses,  rompers  and  play-suits.  Children's.    Rosenan  Bros 

t"*^      Q^-^no^^'    ^*"^     ^'    ^^^'^^    -"^'0     365,819;    publlsheil 
July   oij,    IHoo. 

D'ln-arees,  overalls,  and  coats,  etc..  Men's  and  boys'  Ply- 
mouth Wholesale  Dry  Goods  Corporation.  328  892- 
Oct.   8;   Serial   No.   364.835;   published  July  30     193."      ' 


Frocks,  Women's  and  misses'  frocks.     Bernard  Dress  Mfg 
oo'  10?^'^^"'  ^^^-  ^''  8«*"*«1  ^'*'0.  364.326;  published  July 

^'^T!;"a  ^^J?*^    ^^^^    leather.      Louis    Meyers    h    Son.    Inc. 
;  aoK        •  ^*^*-  ®  •  S«r'*l  ^'o-  365.640  ;  published  July  30. 

Hats.      Hat    Corporation    of   America.      328,879;    Oct.    8: 

Serial  No.  365.882  ;  published  July  30.  1935 
""i"' r,^*^'^**        Ferbor   Millinery   Co.    Inc.      328.797;    Oct 

«;  Serial  No.  361,954;  published  July  30.   1935 
Hosiery.      Clelland    Simpson    Company.      328,884;    Oct    8* 

Serial   No.    365,840 ;    published  July   23.    1936  "       ' 

^°o''K'^i'A     ^    ^      Walton.      328,793;    Oct.    8;    Serial    No. 

365,495;   publl8he<l  July  30,   1935, 
I'alamas,    suits,   pants,   etc..    Men's  and   boys'.      Plymouth 

J^holesale    Drv    Goods    Corporation.      .328.791;    Oct     8; 

Serial  No.  365,478  ;  published   July  30,   1935 
Panties,  Ladies'.     L.  &.  S    Bernstein  Incorporated.     828  779  ; 

Oct.  8  :  Serial  No.  363,796  ;  published  July  23    1935 
Raincoats,  topcoats,  coats  for  firemen  and  policemen,  etc 

Chicago    Rubber   Clothing   Companv.      328  870;    Oct     8* 

Serial    No.    36;i.744 ;    published   Jnfy    23.    1935, 
Scarves      Andrew  Baron,  Limited.     328,794  ;  Oct.  8  :  Serial 

No.  305.504;  published  July  23,  1936 
Shirts.     Louis  Baskind  A  (^o.     328.867  ;  Oct.  8  ;  Serial  No 

363.19*5:   pubUsh^Hl  July  23.    1935.      '  ""'  °  '  ^"■'  ""*■ 
Shirts.    Sport.       F.    R.    Tripler    A    Co.      328.838;    Oct.    8; 

Serial  No.   365.277;  published  July" 23,  1036. 
Shoes.       Curtis,     Stephens-Embry    Co.       328.950:    Oct      8* 

Serial    No.    364.663  ;    published    July    .30.    1936 

i?''''o/v.oX^'*°?f7w^°°'P*">'      32H,893;  Oct.  8;   Serial 
No.  364.K,30;   published  July  30.   19.35. 

^^^l  ^^'^  slippers     J.  Smith      328.810  ;  Oct.  8  ;  Serial  No. 

358,659;   published  July  30,   19;<,- 
Shoes.  Women's     O'Connor  A  Goldberg.      328.938;  Oct.  8: 

Serial  No.  364,240;   published  July  ?50,   1935 
Slippers.       Con.sollclated     Slipper     t  orporatlon        328  971- 
„,Oct.  8;  Serial  No.  364.617;  published  Julv  30,  1935 
Slips.     Seymour  Avery   Manufacturing  Company.    328  804- 

Oct.  8;   Serial   No     .360,799;   published  July  30.   1935 

..  ?,;  ,*''"^"^-     <^o*t8-     «tc.       Logan     Garment     Company. 

iH^i;        •  ^*-*    **  •  ''**'■'"'  ^°    354.444  ;   publlahed  July  80. 

Suits,  Men's  and  boys'.  Levy  Bros.  A  Adler  Rochester,  In- 
corporated. 328.843;  Oct.  8;  Serial  No.  365.380;  pub- 
lished July  30.    1935 

Suits,  overcoats,  and  topcoats.  Men's  outer.  Sonneborn 
Bros  Inc.  328.829;  Oct.  8;  Serial  No.  .365.219;  pub- 
lished July  80,   1935 

Underwear,  nightgowns,  pajamas,  etc.  William  Carter 
Company^  '^28.815;  Oct.  8;  Serial  No.  367.190;  pub- 
lished July  30.   1936. 

Waistbands.  Trouser  and  skirt.  W.  A.  Persson  3''S  862  - 
Oct.  8:  Serial  No.  ;{fi.'{.474  ;  published  Jnly  23.   1985. 

CLASS   40 

Elastic  braids.  lace  elastic  braids,  and  other  elastic  braids, 
Iloslerv  top.     Narrow   Fabric  Company.     828.887  ;   Oct 
8;  Serial  No.  365.811  ;  published  July  .30.  19.35 

Sachets,  rufflings.  edgings,  .tc     Empty      Jam^s  McCutcheon 

July  30   1935*^  '  ^*^*"  ^  '  ^*'''*'        '  ^^^■^''^^  •   PUt^Hshed 

CLASS   42 

^'^Su^ilT  rP^  o*>^°V^  materials.  Esmond  Mills. 
328.877  ;  Oct.  8  ;  Serial  No.  365,932  ;  published  Julv  30. 
1H35. 

Cloth      Joseph  C.  Stumpf  Corporation.     328.849-   Oct    8* 

Serial   No.   362.446;   published    Julv   30.    19.35. 
Cloth    Book.     Joseph  Bancroft  A  Sons  Co       328.906;  Oct. 

8;  Serial  No.  3fi.';..'i43  :   published  July  .30.   19:t5 
Handkerchiefs.     Manhattan  Shirt  Company.     328  873  ;  Oct 

8;  Seria     No.  .36,'».467  ;   published  July  ,'5o.   19.35 
Handkerchiefs.      Robinson   A   Golluber.      328  889     Oct     8" 

Serial  No.  .348.!..';i  ;  published  July  30,  1935  ' 

"'V^*i*^J^°Jl^'*'  Superior  Handkerchief  Co.  Inc.  328  882- 
Oct.  8;  Serial  No.  365,8.58;   published  July  30    19.35 

Lace  g««;e  Roods  Stein.  Doblln  A  Co.  Inc.  328.915;  Oct. 
8:  Serlnl  No    365.747;   published   July  30    1935 

^o2  RiT  ?^''o  Stevenson's  Moy-ashel  Linens.  IJmlted. 
1935  ■  ^^*'^*^-  published  July  30, 

*'"/'>"««n7*:°^r''p'*'^'j°7x'r"-  ^tr  "**^  Call;,wav  Mills. 
328  807  ;  Oct.  8  ;  Serial  No.  360,166  ;  published  July  30 

Silk  piece  goods.     J.  M    Perkins  A  (  ompany.     328  946  •  Oct 
8:  Serial  No.  364.501  :  published  Jutv  30    1935 

Ant^  <f*  a^^T^?    v.^^''.,'!;'^''!.^'"'    '"""■Poratinn        .328.899: 
Oct.    8;    Serial    No.    304.712;    published    Jnly    .30,    1935. 


CLASS    43 


Yarn.   Cotton 


irn.    Cotton.       January    nnd    Wood    Companv       328  942- 
Oct.  8;  Serial  No.  .36-f,421  ;  published  July  2.  193^ 


CLASS    44 


^^^l^nT  ^?^^?°o  ^L'^Pt*';-  ^  r^ml.ert  Pharmacal  Company. 
1935  •         '*'  ^°-  '"^^^^OZ  ;   published  July  :\h. 


Machines  for  permanently  wavln-  hnir  and  equipment  Na 
tlonal  Mineral  (  ompanv.  328  786-  Oct  8  •  «J»rUi  v« 
3.56.361;   published   .Tulv   30    19.35  "   ^° 

Syringes.  ♦?£"r'fy  ampuls,  hypo.lermlc  needles,  etc.  A  E 
j"lv  30.    1936      =  ^-  ^'  ^'"•<'"  ^'o-  364,027;  pnbllshe; 


E 


CLASS   45 

Maltlens  concentrates  in  liquid  form.  Charles  E.  Hires 
Company.  328.871;  Oct.  8;  Serial  No.  363.757;  pub- 
lished July  30.  1936.  ,     ^ 

Maltless  extracts  and  concentrated  fruit  syrups.  J.  F. 
Luiier  Manufacturing  Co.  328.966 ;  Oct.  8  ;  Serial  No. 
366.364  ;  published  July  30.  1936. 

Mineral  water,  ginger  ale.  root  beer,  etc..  Natural.  Alma- 
narls  Mineral  Springs  Company.  328.819;  Oct.  8; 
Serial  No.  366.049  ;  published  .July  30,  1935. 

CLASS   46 

Butter,  cheese,   eggs.   etc.     Ayer  k  McKinney.     104.589  ; 

renewed  June  8,  1936.  „„„  „„_ 

Canned  corned  beef  hash.   Rath  Packing  Company.  328.787  ; 

Oct.  8  ;  Serial  No.  356.377  ;  published  July  80.  1936. 
Canned   fruit,   veget.ables  and    fish.      Harcourt-Greene   Co. 

828.776 ;    Oct.    8 ;    Serial   No.    366.002 ;    published   July 

30    1935 
Canned   fruit,   vegetables   and   flsh.      Harcourt-Greece  Co. 

328.901  ;    Oct.    8 ;    Serial    No.    366,003  ;    published    July 

Canned  fruits  and  vegetables.     Larsen  Company.    828.806; 

Oct.  8  ;  Serial  No.  300.479  ;  published  Mar.  12.  1935. 
Canned    fruits    and    vegetables.       Packwell     Corporation. 

.328.780;  Oct.  8;  Serial  No.  360,362;  published  July  30, 

1985. 
Canned  vegetables,  soups,  broth,  etc.     Delray  Corporation. 

328.817;    Oct.    8;    Serial    No.    .365.997;    published   Jnly 

30.  1936. 
CereaL        J.   Tullglowicz.        .328.846;   Oct.   8;   Serial   No. 

362.277  :  published  July  30,  1936. 
Dietary    supplements    containing    vitamins    and    minerals. 

Animals'.     E.  R.  Squibb  A  Sons.     328.847  :  Oct.  8  :  Serial 

No.  362.328;  published  July  80.  19.35. 
Edible    conversion    products    of    corn    starch.      American 

Maise-Prodncts  Company.     328.896;  Oct.  8;  Serial  No. 

364,807  ;  publlshetl  July  30.  1936, 
Eggs      Emll  Helschl  A  Son.     328  919  ;  Oct.  8  ;  Serial  No. 

.•76.-).765 ;  publishwl  July  30.  1936.  „        ^        „ 

Flour    Wheat.     C.  Thomas   Stores.   Inc.      328.881  ;  Oct.  8  ; 

Serial   No.   865,860;    published   July  30.    1935. 
Food    products.    Fried.      Filler    Manufacturing    Company. 

3'*8  974  ■  Oct    8 
Foods'     H."  Ber'ger.     328.821  ;  Oct.  8 ;  Serial  No.  364,984  ; 

published  July  30,  19.36.  „     „     „     _, 

Fnilts.   tapioca,   pearl  barley,  etc.,   Dried.      S.   S.   Marvin. 

328.973 ;  Oct.  8.  ^     ^  ,  ^  ,        , 

Meal,  flour,  and  cake  made  from  soya  beans  and  meal  and 

cake    made    from    hemp    see<l.      Anglo-Chinese    Eastern 

Trading  Company.     328,949  ;  Oct.  8  ;  Serial  No.  364.656  ; 

published  July  30,  1935. 
Milk    Evaporated.     Weyauwega  Dairy  Products  Company. 

32*^.831  ;  Oct.  8  ;  Serial  No.  365,226  ;  published  July  30. 

193!5.  „ 

Oils  flavoring  extracts  and  foods  specialties,  etc..  Es- 
sential.    Wlllmnrk  Corporation.     328.792  ;  Oct.  8  ;  Serial 

No.  366,181  ;  published  July  30.  193.''>. 
Potatoes       J.    C.    Maiee.      328.891  ;    Oct.    8 ;    Serial    No. 

364,882  ;  published  July  30.   1935. 
Vegetables,    dried    fruits.    Jellies,   etc..    Dried   and    canne<l. 

GriRte<le  Bros.  Inc.     ri28.808  ;  Oct.  8  ;  Serial  No.  .360.276  ; 

pubHshe<l  July  30.  1935.  ^       ^  ^        „ 

Vegetables.    Fresh.      W.    N.    Gumming.      328.908;    Oct.    8; 

Serial    No.    36."). 605  ;    published    July   30.    1935. 
Vegetables.     Fresh.       Pacific    Produce     Distributors.     Inc. 

328  777  ;  Oct.  8  ;  Serial  No.  365.660  ;  published  July  80, 

1935. 

CLASS  47 

Wine       BalUf    Distributing   Company.      328.913;    Oct.    8; 

Serial  No.  365.718;  published  July  30,  19.35, 
Wine.      European   Wine   Exporters   A  Growers,      Agencies, 

Inc       328.^72  ;    Oct.    8  ;    Serial    No.    365,449  ;    published 

Julv   .30.    1935. 
Wine       European    Wine    Eixporters    k   Growers    Agencies. 

Inc      328.914  ;   Oct.   8  ;    Serial   No.   365,728  ;   published 

July  80.  19.35. 
Wines.     Champagne  Avala   (Sock^t^  Anonyme).     328.813: 

Oct.  8  ;   Serial   No.   .357.488  ;   published  July  30.   1935. 
Wines.     Ban>n  II.  de  Rothschild.     .328.925;  Oct.  8;  Serial 

No.  347.628  :  published  June  5.  1934. 
Wines.       SocK^te    du     Domalne    ile    Mouton     d'Armailhaq 

(Soci<st4    Anonyme).       328.926:     Oct.     8;     Serial     No. 

347.659  ;  published  June  5.  1934. 


CLASS   48 


8: 


Ale.      George   F.    Stein   Brewery.    Inc.      328,959 ;    Oct 

Serial   No.  366,680;  published  July  30.   1935. 

Beer,  ale,  and  porter.     St.   Claire  Brewing  Co.  328,952  ; 

Oct.  8  :  Serial  No.  366.876  ;  published  Aug.  6.  1936. 

Beer  and  ale.      St.  Claire  Brewing  Co.     328,964  ;   Oct.  8  ; 

Serial  No.  366,443:  published  July  30.  1935. 

Malt  beverages.     Collins-Dlets-Morrls  Company.  328.931 ; 

Oct.  8  :  Serial  No.  366,139  ;  published  Aug.  6,  1936. 

CLASS   49 

Alcohol,   pure   commercial   ethyl   alcohol,   and    anhydrous 

ethyl  alcohol,  Ethyl.     Commercial  Solvents  Corporation. 

328.869  ;  Oct.  8 ;  Serial  No.  363,271  ;  published  July  30. 

1936. 
Brandies,  rock  and  rye.  sloe  gin.  etc.     Faness  Industries. 

328.863  ;  Oct.  8  ;  ^rial  No.  363.495  ;  published  Aug.   6, 

1935. 
Brandy.      Distillers    Distributing    Corporation.      328,790 ; 

Oct.    8 ;    Serial   No.    347.213 :    published    July   30.    19.35. 
Brandv.      Martell    A    Co.      328.888;    Oct.    8;    Serial    No. 

365.809  ;  published  July  30,  1935. 
Brandy.      Martell   &   Co  328.929 ;    Oct.    8 ;    Serial   No. 

365.808  ;  published  July  30,   1936. 
Brandy.      Padre    Vineyard    Company.      328.928:    Oct.    8: 

Serial    No.    365.776;    published    July    30.    1935. 
Brandv.       Weldman    Co.      .328.781;    Oct.    8;     Serial    No. 

350.614  :  published  July  17,  1934. 
Brandy,  Mild.    Kings  International  Incorporated.    .328.848  ; 

Oct.  8  ;  Serial  No.  362.364  ;  published  Aug.  6.  1935. 
Cocktails.      Town    House   Corporation.      328.916;    Oct.   8; 

Serial   No.    365.749  ;    published   July    30.    1935. 
Cognac.      Pellisson   Pere  A  Cie.      328.861  ;   Oct.   8  ;   Serial 

No.  303.467  :  published  July  30.  1935. 
Cordials.     Hamburger  Comnany.     328.803  ;  Oct.  8  :  Serial 

No.  361,01b,  published  Aug.  6,  1935. 
Cordials  and  kummel.     Corona  Corporation  of  California. 

.328.927;  Oct.  8;  Serial  No.  348,168;  published  Aug.  6. 

1936. 
Cordials  and  liqueurs.      Societe  A    Responsablllte   Llmltee 

Colntre.nu.      328.869  ;  Oct.   8  ;  Serial  No.   363.671  ;  pub- 
lished Aug.  6,  1935. 
Cordials,  sloe  gin.  distilled  pin.  etc.     Joseph  Trlner  Cor 

poration.      328.907  :    Oct.    8 ;    Serial    No.    365.586 ;    pub 

lished  July  30,  1935. 
Gin.     American   Distilling  Cor"pany.     328  956-8  :  Oct.   8 

Serial   Nos.   366,793-5:   pnbllnhed   Aug.   6.    1935. 
Gin.       Records    A    Goldsborou-jh.    Inc.      328.844  •    Oct.    8 

Serial  No.  353.615  :  published  Aug.  14.  1934. 
Gin  liqueur.  Alcoholic.     Midland  Distilleries.  Inc.     328.880 

Oct.  8;  Serial  No.  .365.870:  published  July  30.  1935. 
Gin,  whiskey,  and  brandy.     J.  I...   Elk.     328.841  ;  Oct.   8 

Serial   No.    365.373:   published    J"lv   .30.    1935. 
Gin,  whiskey,  and  brandy.     J.   L.  Elk.     328.842  :  Oct.   8 

Serial   No.    365.375;    published   July   30,    19.35. 
Punches,    L-renadlne.    prepared    hi^h   halls,    etc..   Alcoholic 

Philip  Blum  A  Company.     328.826  :  Oct.   8  ;   Serial   No 

365.117  :   published   Aug.   6.   1936. 
Spirits       Alex  D     Sh.iw  A   Co.      328  941;   Oct    8;   Serial 

No.  :{64.-»n8  :  published  Julv  .30.  1935. 
Whisker.     American  Distilling  Companv.     328.955  ;  Oct.  8  ; 

Serial  No.  366.796:  published  Aug.  6.  193.-. 
Whiskey.     Brown.   Wright  A  Comnany.      .328.937:  Oct.  8; 

Serial  No    364.212;   published   Julv   .30.   1935. 
Whiskey.      Edward    Deans    Imoortlnc   Co.      328  788 :    Oct. 

8;  Serial  No.  356  516;  published  Aug.  6.  1935. 
Whiskey.      Frankfort  DiBtllleries.   Incorporated.      328.828 ; 

Oct.  8;   Serial  No.   365  19.-);   published   Julv  30.   19.35. 
Whiskev.       Haves    Distilleries.     Inc.       328.809 :     Oct.    8 ; 

Serial    No.    359.795 :    published    Aug.    6.    1935. 
Whiskey.     A.  Lvon.     328.853  ;  Oct.  8  ;  Serial  No.  362.744 ; 

published  May  7.  1935. 
Whiskev.      Oldetvme    Distillers,    Inc.      328.8.36;    Oct.    8; 

Serial   No.    365.304  ;    published    July   30.    1935. 
Whiskev.       Oldetvme    Dl.<?tillrrs,    Inc.       328.883;    Oct.     8; 

Serial    No.   .365.852 :   published   July  30.   1936. 
Whiskev.      Oldetvme    Distillers.    Inc.      .328,886:    Oct.    8: 

Serial  No    .365  814:    published  July  .30.    1935. 
Whiskev.      Reo    Distillers.    Inc.      328.868 :    Oct.    8 :    Serial 

No.   .363.667  :   published   Julv   .30.   19.35. 
Whiskey.    K.  Tavlor  Distllllne  Company.     .328.827  :  Oct.  8; 

Serial   No    365,173:   published   Au?.    6.    19.35. 
Whiskey,   gin.    rum.   etc.     Contln<ntal   Distilling  Corpora- 
tion.    328.834  ;   Oct.   8  :   Serial   No.   365.286 ;   published 

Julv   30.    19.35. 
Whiskeys.     Oscar  Nelson  Company.     328.975:  Oct.  8. 


LIST  OF  LABELS 


Altes  I^Ager  Bier.  For  Beer.  Tivoli  Brewing  Company. 
46,622  :   Oct.   8. 

Anestex  Movocain  and  Sub-Rln  and  Sallgenln.  For  a 
Ix)cal  Anesthetic.     D.  Curtis.     46,477  ;  Oct.  8. 

Athex  for  Athlete's  Foot.  For  a  Liquid  Solution  for  a 
Disease  Known  as  .Vthlete's  Foot.  Mrs.  M.  E.  Rlcha- 
son.     46.514  :  Oct.  8. 

Bettar  Hand  and  Household  Scap.  For  Soap.  T.  E. 
Noonan.      46. .509  ;   Oct.   8. 

Pit-O-Sweets.  For  Candy.  Schutter-Johnson  Candy  Cor- 
poration.    46.517  ;  Oct.  8. 


Blue  Bonnet  Texas  Crystals.  For  Mineral  Salts  Made  by 
Evaporation  from  Mineral  Water  and  Known  to  the 
DniL'  Trade  as  Crystals.      L.   D.  Pack.     46.511  :  Oct.  8. 

Blue  Moon.  For  Butter.  Emll  Flelschl  A  Son.  46.478 : 
Oct.  8. 

Brill's  Liquid  E-Zee  Frees.  For  Preparation  for  Making 
Ice  Cream.      H.   C.   Brill   Company.      46,474  :   Oct.    8. 

De-Llsh-L"s.  For  Coffee.  National  Retailer-Owned  Groc- 
ers.  Inc.     46.508  :   Oct.  8. 

Freshlv  Roasted  Coffee.  For  Coffee.  8.  A.  Schonbrunn  A 
Co.  '  46.616  ;   Oct.   8. 


LIST  OF  LABELS 


^[■iA  [  /.UA'I 


Home  Town   Ice  Cream   No.  488  A-B-P.     For   Ice  Cream. 

butherland  Paper  Company.     46,521  ;  Oct.  8. 
Jewel  T  Baking  Powder.     For  Baking  Powder.     Jewel  Tea 

Co.,   Iijc.      46,482  ;   Oct.  8. 
Jewel  T  Graham  Crackers.     For  Qrabam  Crackers.     Jewel 

Tea   Co.     46  484;   Oct.   8. 
Jew*!  T  l*i]re  Cw'oa.     For  Cocoa.     Jewel  Tea  Co.     46,483; 

Uct.  s. 
Johnson's     Linoleum     Varnish.       For    Linoleum     VarnlBh 

S.  C    Johnson  4  Son,  Inc.     46,487  ;  Oct.  8. 
Johnson  s  paste  I'aint  (Outside  White).     For  Paste  Paint 

(Outside  White).     8.  C.  Johnson  &.  Son,   Inc.     46,491: 

Oct.  8. 
Johnson  9    Prepare*!    Liquid    Wax.      For    Prepared    Liquid 

Wax.     S.  C.  Johnson  A  Sou    Inc.     46,486;  Oct.  8. 
Johnsons    Whirp    Enamel.      For    White    Enamel.      8.    C 

Johnson   *  Stui.    Inc.      46,489;   Oct.  8. 
Joiinson  8  Wood  Iiye.     For  Wood  Dye.     8.  C.  Johnson  h 

Sun,    Inr       40.  tv.'i  .   Oct.  8. 
Kelloggs    Itlc^'    Knspies — Bobby    Shaftoe — Told    by     Kel- 

logg'3    Sini?iiij;    Lady.       For    Keady-to-Eat    Kice    Cereal 

Food.     Kt'l.OL'fcC  Company      4ti,492  ;  Oct.  8. 
Kf-llogg's  Rir»>  Krisiif.s — i ;oldllorkg  and  the  Three  B^ars— 

Told  by  Kellug..'  s  .^in«ink.'  I^dy.     For  Ready-to-Eat  Rice 

Ctrtal  hood       K-llo-if  Ciinpany.     46,493;   Oct.  8. 
KellogK  s    Rice    Krispies — Th«-    Magic    lien — Told    by    Kel- 

i' gx's    Singing     Lady.       tur    Ready-to-Eat     Rice    Cereal 

Food.     KeUogg  Company.     46,4i*4  :  Oct.  8. 
K»llo;,%''3    Rice    Krisp:e«— Rumpelstllchen — Told    by     Kel- 

logg's    Singing    Ijidy        For    Ready-to-Bat    Rice    Cereal 

Fuud.     Kellogg  Company.     4H.495  ;  Oct.  8. 
Kellugi;'s  Rice  Krlspies      W^e  Wlllip   Wjiikle  -Told  by  Kel- 
logg s    Singing    l^dy.       For    H.-M.ji  to  Lat     Rice    Cereal 

Fo<m1.     Kellogg  Company.     46.496  ;  Oct.  8. 
K-lioggs    Rice    Krlspies — Cinderella— Told    by    Kellogg'i 

Singing    I^dy.      For    Ready-to  Eat    Rice    Cereal    Food. 

Kellogg    Company.      46,497;    Oct.    8. 
Kool  Aid.      For  Prepared  Powder   for   Making  Soft   Drinks 

and  Ice  Cream-Siierbet.     Perkins  Products  Co.     46.813; 

Oct.   8. 

Mannings  Iced  Tea.  For  Tea.  Mannings,  Inc.  46,500 ; 
Oct.  8. 

Medusa  High  Early  Strength  Portland  Cement.  For 
Cement.  Meilusa  Portland  Cement  Company.  46.501  : 
Oct    S 

Midwest  Creame,!  Old  Fashioned  Cottage  Clieeae.  For 
Cottaixe  Cheese.  Midwest  Dairy  Products  Co.  46,505  ; 
Oct.  8. 

Midwest  Pure  Cream  Ice  Cream.  For  Ice  Cream.  Mid- 
west Dairy  Products  Co.     46,503  ;  Oct.  8. 


.Midwest  Pure  Cream  Sherbet.  For  Sherbet.  Midwest 
Dairy  Products  Co.     46,504  ;  Oct.  8. 

NoBuff  Floor  Finish.  For  Liquid  Polish  for  Floors. 
8.  C.  Johnson  4  Son.  Inc.     46,488  ;  Oct.  8. 

Oak  Orove.  For  Hlmded  Whiskey.  Continental  Distill- 
ing Corporation       40.478;  Oct.  8. 

Patliflnder.  For  .Mineral  Water  and  Pale  Dry  Ginger  Ale. 
I'alumbos    Lltliotir  i[ihy   and    I'rlntery.      46.512;    Oct.    8. 

Professional  Dance  Wax  For  l>ance  Wax.  8.  C.  John- 
son A  Son,  Inc.     46.490  ;  Oct.  8. 

Red  Label  Oraphamotor.  For  a  Crank  Case  Lubricant. 
L.  F.  Haymes.     46.480  ;  Oct.  8. 

Red  Label  Oraphamotor.  For  an  Upper  Cylinder  Lul>rl- 
cant.      L.  F.   Havmes.     46.481  ;  Oct.  8. 

Revel  Spumoni.  For  Ice  Cream  of  the  Spumoni  Type. 
Joe  Lowe  Corporation.     46.499  ;  Oct.  8. 

Ritxy  Rich  Midwest  Ice  Cream.  For  Ice  Cream.  Midwest 
Dairr    Products  Co.      46.502 ;   Oct.    8 

Rum  CastaAa.  For  a  Straight  Rum.  ClufT  &  Pickering, 
Ltd.     46,476  ;  Oct.  8. 

7-Up.      For  a   Soft   Drink.     C.   L.  Grigg.     46.479;  Oct    8 

Shurflne.  For  Coffee  National  Retailer-Owned  (Jrocers. 
Inc.     46,506;  Oct.  8. 

Slumbersound  Mountain    Peak    All   New    Bleached  Cotton. 

?'j?'LJi'**<^****'  '-'otton  Batting.     Sears,  Roebuck  and  Co. 

46,518  ;  Oct.  8. 
Smaco   Carotene   with    Vitamin    D.     Concentrate    in   Oil 

For   Solution   of   Carotene   in   Cottonaeed    Oil    Plus   the 

Vitamin  D  Concentrate  of  Cod  Liver  OH  In  Oil.     8.  M 

A.  Corporation.     46,515:  Oct.  8. 
Swanbac.      For  a    Water    Repellent.     Standard    Blencherv 

and   Printing  Co.      46,519  ;  Oct.  8. 
Swanchlef.      For      a      Handkerchief      Finish.       Standard 

Bleacherv  and  Printing  Co.     46,520;   Oct    8 
The     Windsor     Shoe.     F^r     Shoes.     Bird     ft     Son.     Inc. 

Viking.      For    Coffee.      National    Retailer  Owned    Grocers 

Inc.     46.507  ;  Oct.  8. 
Vogue    Duplex     Foundation    Garments.     For    Foundation 

Garment.^.     Vogue  Mfg.  Co.     46.523  ;  Oct.  8. 
Wanous'  Shampoo-Bag      For  an  Herb  Shampoo      Josie  A 

Wanous  Shampoo-Bag  Company.     46  524*  Oct    8 
Weave-A-Strlp.      For    Weaving    ^ts   Consisting   of    Hand 

Loom,  )arn  Shuttle,   Needle  and  Instructions.     Oregon 

Worsted  Company.     4e..'S10  :  Oct.  8 
Winter's  Factory  Specials.     For  Cigars.     J.  C.   Winter  4 

Co.     46,025  ;  Oct.  8. 
Wrigley's  Juicy  Fruit  Chewing  Gum       For  Chewing  Gum 

Wm.  Wrleley  Jr.  Company.     46..'526  ;  Oct.  8. 
Zohelelns   Kastside  Beer  6%%.     For  Beer.     Los  Angeles 

Brewing  Co.     46,498  ;  Oct    8. 


LIST  OF  PIUNTS 


Bonded  Coals.  For  Coal.  American  Standard  Merchants 
Inc.     16.414;  Oct.  8. 

Paint-Point  Products  Co.  Stormbreaker  Roof.  For  Roof- 
ing Materials.    Paint-Point  Products  Co.    15,416;  Oct  8 


Trv  This  if  Warm  Weather  Has  Him  "Off  his  Feed"      For 
Biscuit  Flour.     General  Mlll.s.  Inc.     15,415;  Oct.  8. 


LIST  OF  REISSUE  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  8th  DAY  OF  OCTOBER,  1935 

Non —Arranged  In  accordance  with  the  first  significant  character  or  word  of  the  name  (in  accordance  with  city  and 
.■..»„*.     «         6  telephone  directory  practice). 


Euth.  John  E.,  assignor  to  The   United  Autographic  Reg- 
ister   Company,    Chicago,    lU.      Web    aligning    device. 
.    19.718  ;  Oct.  8. 

Hall   laboratories.  Inc.      (See  Hall,   Ralph  E.,  assignor.) 


Hall.  Ralph  E.,  Mount  Lebanon,  assignor  to  Hall  Labo- 
ratories, Inc.,  Pittsburgh,  Pa.  Water  softening  and 
washing.     I9,tl9 ;  Oct.  8.  „       „     ^ 

United  Autographic  Register  Company,  The.  (See  Euth, 
John  E..  assignor.) 


LIST  OF  DESIGN  PATENTEES 


American    Hard  Rubber   Company.      (See  Carson.   Oswald 

B.,   assignor.)  „  ,„ 

Art  craft    Optical    Co.    Inc.      (See    Grom,    Henry    W.,    as- 

Baker  Furnitures  Factories,  Inc.  (See  Millington,  Wil- 
liam, assignor.)  ,  ,  •  ^ 

Bancroft  Walker  Co.     (See  Borda,  PasQualex,*f,^^l    o 

BIrnhaum.  I>eon,  New  York,  N.  Y.     Lace.     97,112;  Oct.  8. 

Blumenthal.  Sidney  &  Co.     (See  Todd.  Juanita,  assignor^ 

Borda,  Pasquale.  Brooklyn,  N.  Y..  assignor  to  BancroH 
Walker  Co.,  Waltham,  Mass.     Shoe.     97.113;  Oct.  8 

Brltx.   Maurice,   Chicago,   111.      Tie  rack.     9. ,114;   Oct.   8. 

Burns.  Erwin,  Los  Angeles,  and  H.  P.  Wlckersham  Hunt- 
ington I'ark.  Calif.     Crown  block.    97.115  ;  Oct.  8. 

Carson.  Oswald  B.,  Scarsdale.  assignor  to  American  Hard 
Rubber   Company,   New   York,    N.   Y.      Comb.      97,116, 

Chernow",  Michael.  Brooklyn,  N.  Y.,  assignor  to  Service 
Patents  Corporation.  Alphabet  for  forming  monograms 
or  the  like.     97,155 ;  Oct.  8.^,    ^  ^  *      a       .„ 

Chernow.  Michael,  Brooklyn.  N.  Y.,  assignor  to  Service 
Patents  Corporation.  Alph.Tbet  for  forming  monograms 
or  the  like.     97,166;  Oct.  8.  .      o       ,« 

Chernow.  Michael.  Brooklyn.  N.  \.,  assignor  to  Service 
Patents  Corporation.  Alphabet  for  forming  monograms 
or  the  like.     97.167  ;  Oct.  8. 

Chernow.  Michael.  Brooklyn,  N.  Y..  assignor  to  Service 
Patents  Corporation.  Alphabet  for  forming  monograms 
or  the  like.     97.16'< ;  Oct.  8.       ^   ^ 

Comprex    Oscillator    Corp.      (See    Rubens.    Harry    S..    as- 

CohS.^Davld,  Brooklyn.  N.  Y      Shoe.     97.117  ;Oct._8 
Cohen,  Joseph  H.,  Bridgeport,  Conn.     Fan  guard.    9., 118, 

Cowan    R.  Guy,  assignor  to  Onondaga  Pottery  Company. 

Syracuse,  N    Y.     Cup.     97.119 ;  Oct.  8. 
Crane  Co.      (See  Hauser.  George  D.,  assignor.)        „_,_. 
Croizat.    Madeleine,    New    York.    N.    Y.      Dress.      9*. 120; 

Cr?lzat.    Madeleine,    New    York,    N.    Y.      Dress.      97,121  ; 

Cwazka,  Charles  F.,  Jackson  Heights,  N.  Y.     Emblem  key. 

Da^niPll  *John  F..New  York,  N.  Y.    Combined  display  stand 

and  container  therefor.     97.123  ;  Oct.  8. 
D'Or  Studios.  Inc.      (See  Fuller.  James  H.,  assignor.) 
Downs    Marwood  A..  Muncie,  Ind.     Spoon  or  other  article 

of  flatware.     97,124;  Oct.  8.  ,       ,   ,^   t,,,, 

Elsenberg,   Charles   G.,   Jr  ,    Wauwatosa,   assignor   to   The 

Hell  Co..  Milwaukee,  Wis.     Dump  body  truck.     97,169  , 

Fe?dman,  Morris.  New  York.  N.  Y.     Knitted  textile  fabric. 

Finaiv^'.Vdolf.'New  York.  N.  Y.,  assignor  to  Alfred  Kohl- 
berg.  Inc.     Handkerchief.     07,126;  Oct.  8. 

Ford  Romy  F.,  New  York.  N.  Y.  Totem  pole  and  picture 
transposer    toy.      97.100;    Oct.    8. 

filler  James  H.,  assignor  to  O  Or  Studios,  Inc.,  Akron. 
Ohio.     Fruit  iMisket.     97.127;  Oct.  8. 

Gill   GUss  &   Fixture   Company.      (See  Regester,   Ramsay 

Goat    Radfo  Tube    Parts,    Inc.      (See   Staver,    Edward   F.. 

Ooat'^RadVo  Tube   Parts,    Inc.      (See   Staver.   E.   F..    and 

Hafecost.    assignors.) 
Grand  Rapids  Metalcraft  Corporation.      (See  Visser.  John. 

GroS^HeVry   W.,   assignor  to   Artcraft   Optical   Co    Inc 

Rochester,  N.  Y.  Bridge  for  eyeglasses.  9J.128  .  Oct  8. 
Hadlev   Donald  !>.,  assignor  to  The  Tanpan  Stove  Company, 

Mansfield.  Ohio.     Gas  range.     97,l2d  :  Oct.  8. 
Hafecost.  Frederick.      (See   Staver,   E    F..  and   Hafecost^) 
Hauser.   George  D.._  Utlca    N.  Y.,  fssj^por^o  Crane   Co 

Chicago.  111.  Boiler  or  furnace  Jacket.  97.13C  .  Oct.  8. 
Hell  Co.:  The.  (See  Elsenberg.  Charles  G..  Jr..  assignor.) 
Hemp    &    Companv    Corporation    Manufacturers    of    Sheet 

Metal  Goods.      (See  Hemp.  Joseph  L..  assignor.) 


Hemp,  Joseph  L.,  assignor  to  Hemp  &  Company  Corpora- 
tion Manufacturers  of  Sheet  Metal  Goods,  Macomb,  111. 
Heat   insulated  jug.      97,131  ;    Oct.    8. 

Heyer,  Benjamin  F.  W.,  Belleville,  N.  J.  Combined  test- 
ing and  charging  rack.     97,132  ;  Oct.  8. 

Heyer.  Benjamin  F.  W..  Belleville.  N.  J.  Rack  for  testing 
and  charging.     97,161  ;  Oct.  8. 

Hower,  Harry  C,  Chicago,  111.  Automobile  tire.  97,162  ; 
Oct.  8.  „  , 

Hunter,  John  P.,  East  Orange,  N.  J.,  assignor  to  Safe- 
guard. Inc.,  New  York,  N.  Y.  Keyboard  plate  for  check 
writers.     97,133;  Oct.  8. 

JaramiUo.  Roman.  El  Eito,  N.  Mex.  Automobile  seat 
slip.     97,134  ;  Oct.  8. 

Jaramillo  Roman.  El  Rlto,  N.  Mex.  Automobile  seat  slip. 
97.135 ;  Oct.  8.  ^        „ 

Julian  and  Kokenge  Company,  The.     (See  Stock,  Otto  F., 

Kilborne,  Robert  S.  Jr.,  Chappaqua,  N.  Y.     Shoe.     97,136; 

Kipp.  Karl.  East  Aurora.   N.  Y.     Table.     97.163  ;  Oct.   8. 

Koch,  Roderic  M.,  Evansvllle.  Ind.  Display  rack.  9i.l37; 
Oct.  8. 

Kohlberg,  Alfred.  Inc.     (See  Finaly.  Adolf,  assignor.) 

Leahy,  Daniel  E..  San  Francisco,  CaUf.  Razor  blade 
holder.     97,138;  Oct.  8. 

I.,evin,  Jacob.     (See  Root,  A.  S.,  and  Levin.) 

Maiden  Form  Brassiere  Company.  (See  Rosenthal,  Wil- 
liam, as.vignor. )  ..,   .     ,       . 

McCarthy.  Austin  L.,  Syracuse.  N.  Y.  Antiskid  device  for 
automobile  tires.     9'f,164 ;   Oct.  8.  „-..o« 

McFall,    Thurlow    E.,    Sparta.    Mich.      Trailer.      9 (,139; 

McFail.    Thurlow    E.,    Sparta,    Mich.      Trailer.      97,140: 

McFail.    Thurlow    E..    Sparta,    Mich.      Trailer.      97.141; 

Millington,  William,  assignor  to  Baker  Furniture  Fac- 
tories.   Inc..    Grand    Rapids,    Mich.      Supporting    base. 

97.142;  Oct.   8.  „,....,        r 

Nock.  Harold  E..  assignor  to  Towle  Manufacturing  Com- 
pany.  Newburyport,   Mass.      Spoon   or   article   of  analo- 
gous  nature.     97,143;    Oct.    8.  „     ^ 
Onondaga   Pottery    Company.      (See   Cowan,   R.    Guy,   as- 

rrat^°*Eion  G.     (See  Sander.  A   H.,  and  Pratt.) 

Regester,  Ramsay  G..  Philadelphia,  Pa.,  assignor  to  GUI 
Glass  A  Fixture  Company.     Sign.     97.165  :  Oct.  8. 

Richardson  Company.  The.  (See  Rieser,  Oliver  O.,  as- 
signor.) 

Rleser  Oliver  0.,  Oak  Park,  111.,  assignor  to  The  Rich- 
ardson Company.  Dockland.  Ohio.     Storage  battery  case. 

Root',    Albert*^  S.,' Miami.    Fla.,    and    J.    Levin,    Brooklyn. 

N.  Y.     Corner  store  front.     97,166;  Oct.  8. 
Rosenbloom.  Barney,  New  York,  N.  Y.     Textile  fabrlce  or 

similar    article.      97.145;    Oct.    8  i,  „     .„  „ 

Rosenthal,    William,   assignor   to  Maiden   Form   Brassiere 

Company,   Inc..   New  York,  N.  Y.     Brassiere.     97.167; 

Rothmann.  Philip  F.,  Brooklyn.  N.  Y.  Textile  fabric. 
97,168  ;  Oct.  8. 

Rubens,  Harry  S.,  Englewood.  N.  J.,  assignor  to  Comprex 
Oscillator  Corp.,  New  York,  N.  Y.  Transformer  hous- 
ing.    97,146;  Oct.  8.  ,  ^      „ 

Safeguard,   Inc.      (See  Hunter    John  P.,  assignor.) 

Sander  Alfred  H.,  Maplewood.  N.  J.,  and  E  G.  Pratt, 
New  York.  N.  Y.,  assignors  to  Smokador  Manufactur- 
ing Co.,  Inc.,  Bloomfleld,  N.  J.     Smoking  stand.     97.147  ; 

Segar,    Lee,    Troy.    Pa.      Folding    door    handle.      97,148 ; 

Service  Patents  Corporation.     (See  Chernow.  Michael,  as- 

Still^y.'^'J^alter  E..  Fairlawn^Ohlo  assignor  to  Wingfoot 
Corporation.   Wilmington.    DeL      Tire.      9.. 149;   Oct.   8. 
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Slote  A  Klein,  luc.      (See  Slote,  Reuben,  assignor.) 

Slote    Rt^uben.  Mount  V'ernon.   K.   Y..  assignor  to  Slote  A 

Klt'ii.,    Inc.      Belt   buckle.      97,150;   Oct    8 
SmokaiJor    .Manufacturing   Co.      (See    Sander,    A.    H      and 

t  ratt,    a-ssigu'irs  > 

^^r^'i'  ^'i-'l*'"'^,.'"  ■  ■'''^'^  '^^'■'^  ^'-  "^  •  asali?nor  to  Goat 
Kadio    Tube    Parts,    Inr-        Kailio    tube    shield.      97,151  ; 

Stayer,  E-iward  F.,  New  York,  and  F.   Hafecost.  Brooklyn 

;   K^  '  K^ff"","-  \Z,l'^^^  "'*'"'^  Tube  Parts,  Inc.     Radio 

tube   shield.      !»7,169  ;    Oct     8 

Steinman.  Clarence  J  .  St.  Louis.  Mo.  Power  unit  for 
food  preparing  devices.     97,170;   Oct    8 

Stock.  Otto  F  assignor  to  The  Julian  and  Kokenge  Com- 
pany, Columbus,  Ohio.     Shoe.     97.152;  Oct.  8. 


^*aM5gnfr7*   ^°°P»°y.   The.      (See    Hadley.   Donald   L.. 
Todd,   Juan ita,    Yonkerg.   a-ssignor   to   Sidney    Blumenthtl 

97.153':  fcV  8  ^'''^-    ^     ^       '^""'*    P"*'    '*'''■" 

Towle    Manufacturing   Company.      (See   Nock,    Harold    E., 

^*?!^L„^°!?"    a.-^.siKnor  to  (irand  Rapids  Metalcraft  Corpo- 
Oct    8'  Haplds,    Mich.      Auh    receiver.      97,171; 

^Si*'"*^""'    "^'^'^^   ^       ^^**  Burns,   Erwln,  and  Wlcker- 

Wlngfoot  Corporation.     (See  Shlrely.  Walter  E..  assignor.) 
Wolffs.    Slgmund    L.,    Chicago,    111.      Book    end.      97.154; 


LIST  OF  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  8th  DAY  OF  OCTOBER,  1935 

Xon. Arranged  In  accordance  with  the  first  significant  character  or  word  of  the  name  (In  accordance  with  city  and 

telepnone  directory  practice). 


Abrams,  Victor  R.,  Brunswick,  Ga.,  and  O.  A.  Hochwalt, 
Oakwood,  Ohio,  assignors  to  Sulflo  Corporation  of  Amer- 
ica, Boston,  Mass.  Lubricant  mixture.  2,016,632; 
Oct.  8. 

AbfrniMon.  John  H.  and  B.  C.  Swanson,  assignors  to 
Greenlee  Bros,  k  Co.,  Rockford,  111.  Flange  forming 
machine      2  016,785  ;  Oct.  8. 

Adams,  Frank  H.,  Oeveland  Heights,  assignor  to  The 
Cleveland  Hobblng  Machine  Company,  Cleveland,  Ohio. 
Turning  mathiue.     2,016,670;  Oct.   8. 

Aerial  Explorations  Inc.      (See  Smith.  Hale  G..  assignor.) 

Aetna  Standard  Engineering  Comi)an>,  The.  (See  Taylor, 
•  "larence  L..  assignor.) 

Atffa  .\n8CO  Corporation.     (See  WUmanns,  Q.,  and  Brunken, 

Alt  ken  William  J..  Chicago.  111.  Vehicle  handling  and 
storing  apparatus.     2.016,662  ;  Oct.  8. 

AJax  Manufacturing  Company,  The.  (See  Hoopes,  Pen- 
rose R..  assignor.) 

Akinuiff,  Nicholas  P.,  Richmond  Heights,  assignor  to  Mon- 
santo Chemical  Company.  St.  Louis,  Mo.  Separating 
phenolic  isomers.     2.016,848;  Oct.  8. 

Akron  Standard  Mold  Company,  The.  (See  Bostwlck, 
Henry  C,  assignor.) 

Aktlebolaget  Novltas.     (See  OhrstrOm,  Wllhelm,  assignor.) 

Aktienueselischaft  Brown  Boverl  A  Cie.  (See  Selts.  Oskar. 
assignor.)  _        ^ 

Alberg.   Henry.  Millstadt,  Hi.     Tongs.     2,016.356;  Oct.  8. 

Alexander.  Arthur  S.,  New  York,  N.  Y.  Rear  view  mirror. 
2,016.76.3  ;  Oct.   8. 

Allen-Bradley  Company.  (See  Wilms.  Gustar  O..  assign- 
or.) „ 

Allls-Chnlmers  Manufacturing  Company.  (See  Forrest,  F. 
R..  and  LIndau.  assignors.) 

Alsop.  Bertha  S.,  Scarsdale,  N.  Y.  Xether  garment. 
2. ()  16,. 'ins  :  Oct.  8. 

AMon.  I'aul  W.  (See  Meredith,  S.  C,  Alston  and  Wins- 
low.) 

Aluminum  Company  of  America.  (See  Isldln,  Benedict, 
assignor.) 

Amco  Incorporate*!.  (See  Paxton,  E.  W.,  and  Schmld, 
aaalgnors.) 

American  Anode,  Inc.     (See  Felkert.  Adrian  H..  assignor.) 

.\merican  Butumuls  Company.  (See  Watts,  VUas  E.,  as- 
signor.) 

American  Circular  I>oom  Company.  (See  Lut«.  George  A., 
Assignor. ) 

American  Cyanamid  Company.  (See  Kraus.  Wllhelm,  as- 
signor.) 

American  Laundrv  Machinery  Company,  The.  (See  Daly, 
Joseph    P.,   assignor.) 

American  Radiator  Company.  (See  Cornell,  Edward  S., 
Jr.,  assignor.) 

American  Seating  Company.  (See  Barrett.  (;ienn  J.,  as- 
signor.) 

American  Telenhone  nnd  Telegraph  Company.  (See 
Green.  Estill  I.,  assignor.) 

American  Telephone  and  Telegraph  Company.  (See  Ny- 
qulst.   Harry,  assignor.) 

Ames  Bnldwin  Wyoming  Co.  (See  Reiidy.  William  .\.. 
aaaiffnor.  > 

Anderson.  Charles  A..  New  Rochelle.  assignor  to  Gotham 
Pres«-ed  Steel  Corporation,  New  York.  N.  Y.  Window 
draft   shield.      2.016,764 :   Oct.    8. 

Anderson.  Cla.vton  A  Company.  (See  Markenxle.  Alex- 
ander S..  assignor.) 

Anderson.  Oustave  A..  Atfleboro.  Mass  .  assignor  to  I>ewls 
R.  Smith.  Receiver  Apco  Mo8sl)erp  Corporation.  I>oom 
beam.     2,016.633;  Oct.  8, 

Anderson.  Martin  J.,  assignor  to  Mathews  Conveyer  Com- 
pany, Bllwood  City,  Pa.  Live  roller  conveyer.  2.016.700  ; 
Oct.  8. 

Anderson.  Theodore  W.  (See  Moiling.  J.  P..  and  Ander- 
son.) 

Andes.   Peter    Cleveland.   Ohio.     Movable   wall   and   parti- 
tion.     2.016,882;  Oct.    S. 
.Andrews.    Archie   M       fSee    Ciullck.    Rus-ell    A.,   assignor.) 

AndrevR.    .\rchle   M        (See    Isenberg.    Stanley,    assignor.) 

Andrews,  Harold  K..  Stratford,  and  H.  J.  French.  Bridge- 

l»ort.  C'onn.     Paste  dispenser.     2.016.357  :  Oct.  8. 
.\pco  Mossberg  Corporation.      (See  Anderson,  (iustave  A., 
assignor.) 

.\pex  Electrical  Manufacturing  Company,  The,  as  trustee. 

(See  Kirby,  James  B..  assignor.) 
Arato.  Vlncenxo.  I'peksklll.  N.  Y.      Fuel  heating  or  vapor- 
izing attachment.     2.016  962;  Oct.  8. 
.\rdco  Mnnufacturlng  Company.      (See   Stern.  Charles,  as- 
signor.) 
Arroacost.  Wilbur  H.     (See  Powell.  J.  A.,  and  Armacost.) 


Arndt,  Melvin  J..  Irondequolt.  assignor  to  Stromberg-Carl- 
son  Telephone  Manufacturing  Company,  Rochester,  N.  T. 
Telephone   equipment.      2,016,475 ;    Oct.    8. 

Ami,  Hans,  Falkensee,  near  Berlin,  F.  Fischer,  Berlln- 
Cbarlottenburg,  and  K.  Rftntsch.  Berlin-Teltow.  Ger- 
many, assignors  to  Optlcolor  Aktlengesellschaft,  Glaros. 
Switzerland.  Printing  device  for  lenticulated  films. 
2.016,270;  Oct.  8. 

Arnold,  Arthur  W..  Portland.  Oreg.  Power  transmitting 
apparatus.     2.016,849  ;  Oct.  8. 

Arnold.  Moses  W..  assignor  to  Pee  Dee  Chair  Co.  Inc., 
Darlington.    S.   C.      Chair.      2,016.953;    Oct.    8. 

Arnold,  Thomas  C.  assignor  of  one-half  to  A.  Corry,  Qulncy, 
III.     Sealing  device.     2,016,826  ;   Oct.  8. 

Ash,  Charles  S..  and  E.  P.  Rolei^on.  assignors  to  California 
Packing  Corporation,  San  Francisco,  Calif.  Treating 
fruit  Juices.     2.016,584  ;  Oct.  8. 


Aspelund.  Carl  P..  Reykjavik.  Iceland.  Method  and  ap- 
paratus  for   dovetailing  articles   of   wood.      2,016,620 ; 

Atlantic  Refining  Company,  The.  (See  Ehlers.  Carl  H., 
assignor.) 

Atlas  Powder  Company.     (See  Bucy.  Edmond  H..  assignor.) 

Atwood.  Harrv  N..  South  Lyndeboro.  N.  H.  Built  up  com- 
posite cellukr  structure.      2.016,273;  Oct.   8. 

Bade.  Ervln  O.,  and  A.  D.  Miller,  Fort  Wayne,  Ind.  Il- 
luminated form.     2.016,794  ;  Oct.  8.  „        ^ 

Badser  Meter  Manufacturing  Company.  (See  Krueger, 
Kmil  M.,  assignor.)  „       „      ^        it       u  i> 

Barber  Asphalt  Company,  The.  (See  Hayden,  Harold  P., 
assignor.)  ,  ,  v  i»  * 

Barber,  William  J..  North  Adams,  assignor  of  one-half  to 
C.  Shugg,  WiUlamstown,  Mas.s.   Steam  boiler.    2.016,765  , 

Barnes,  Allen  L.,  Oak  Park,  assignor  to  Joseph  H.  Hln- 
shaw,  trustee,  Wilmette.  HI.  Camera  and  method  ot 
photography.     2.016,937;  Oct.  8. 

Barnes,  James  H..  Detroit,  Mich.,  assignor  to  Budd  Wh^l 
Company,   Philadelphia,  Pa.     Brake  dram.     2,016,883, 

Barnett.' Theodore  C.  (See  Riley.  R.  H.  T-  and  Bamett.) 
Bamstorff.  Carshen  H.,  Cuyahoga  Falls,  Ohio.     Automatic 

photograph  printing  machine.     2.016  811;  Oct .  8. 
Baron,   Charles   S..   Tiffin.    Ohio.      Container.      2,016,980, 

Barr,*Rov  A.  (See  Myers.  L.  R..  and  Mayer,  assignors.) 
Barrett  Companv.  The.  (See  Miller.  Stuart  P..  assignor.) 
Barrett.  Glenn  J.,  assignor  to  American  Seating  Company, 

Grand  Rapids.  Mich.     D^vk.     2.016.5*1  :  Oct    8 
Bartlebaush.  Benjamin  C,  Wheeling,  W.  Va.     Air  filter  for 

gas  heaters.     2.016.701  ;  Oct.  8. 
Bartlett.    .John    N..    Cleveland.    O!ilo.      Amusement    ride. 

Ba'sore^' Cleburne  a',  and  D.  T.  Jones.  Au'.urn.  assignors 
to  The  Chemical  Research  and  Develonment  Company, 
Birmingham.  Ala.  Fluxing  and  landing  composition 
for  use  In  welding  or  brazing.  2,016.585  :  Oct.  8. 
Basseches.  Jacob  T  (See  I^'vln  Michael,  a^f^^nof^],..  „ 
Bassett.  Hannah  G  .  Oklahoma  Citv.  pkla  Composition 
of  matter  for   nnd   method    of  treating  iron   and  steel. 

Bas'sick'  Compan.v.    The.       (See    Moore.    Raymond    G..    as- 

Bauer^^Harrv  I>akewond.  Ohio.  Structural  connecting 
meinber.     2.016.702:  Oct.  8. 

Baum.  Wilbrant  S  .  Kansas  Citv.  Mo.  Telephone  dial  il- 
luminator.    2.016.310:  Oct.   8.  e*.^i„, 

Baumann.  Paul,  I^udwlgshafen-on  the-Rhlue.  R.  Stadler. 
ZiegelhauFen.  and  E.  WJlllg.  Ludwlgshafen-on-the  Rhine, 
a'slgnors  to  I.  G.  Farbenlndustrle  Aktlengesellschaft, 
Frankfort-on  the  Main.  Germanv.  Chlorinated  o^nlc 
compounds  containing  substantial  amounts  of  acetylene 
tetrachloride.     2  016  57;' •  Oct.  8 

Bavmiller,  John  W..  Springfield.  Mass..  asslenor  to  Wil- 
liam C.  Geer.  Ithaca!  N.  Y.  Treatment  of  rubber  sur- 
faces.     2.016.736:  Oct.  8.  ^  ,„  . 

Beams.  .Tesse  W.      (See  Trotter.  H..  Jr     and  Beams.) 

BeatT    Clarence  L.      (See  Morris.  Frank  T..  assignor.) 

Beck  Carl  Vancouver  British  Columbia.  Canada.  Plumb 
bob  support.     2,016.573  ;  Oct.  8. 

Beck,  Charles  J.,  Philadelphia.  Pa.  Printing  surface 
holder      2.016.9.'4  :  Oct.  8. 

Becker  Heinrlch.  Hattingen-on-the-Ruhr.  Germany.  Cen- 
terless  cylindrical  grinding  machine.     2.016,4  (8  ;  Oct.  8. 

Becker  Julius  H..  San  Francisco,  assignor  to  The  Decora 
Manafacturlng  Company.  Inc..  Richmond.  Calif.  Pneu- 
matic pressure  gauge.      2.016.5H6  :  Oct.  8.  „^.„„,, 

Bocker.  Morris  W.  New  York.  N.  Y.  Si>ool.  2.016.311; 
Oct.  8. 
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Beckman.    Jacob    H.,    Oakland.    Calif. 
2.016.5S7  :   Oct.   8. 


Condenser     unit. 


Belknap,  William  L.,  Stratford,  Conn.  Device  for  flaring 
pipe.     L'.OIH  795  ;  Oct.  8. 

Belluche,  Frapy  R.,  assignor  to  Chrlstensen  Machine  Com- 
pany. Racine.  Wis.     Sheet  fe«der.     2,016,479  ;  Oct.  8. 

Bemis  Bro.  Bag  Company.  (See  Brady,  Charles  V.,  as- 
signor.) 

Benedek.  Elpk  Mount  Gilead,  Ohio.  Pump  2.016,812; 
Oct.  8. 

Bersrstrom,  Uunnar  A.,  Cranston.  R.  I.  Jewelry  catch. 
J  ("tlrt.H?7  :   Oct.  8. 

Berliner,  Henrv  A.  and  C.  De  Boer.  Washington,  D.  C,  as- 
signors to  The  Engineering  and  Research  Corporation. 
Sheet    metal    tdriuinK   macbine       2,ait),981  ;    Oct.   8. 

Bernard,  Auguste  L.,  Ruell-.Vlalmalson.  assignor  to 
••Fusion  Moteurs",  Kueil-Malmai;  on,  France.  Recipro- 
cating pump.     :.»,01«.f>JI  :  Oct.  8. 

Bertram.  Elly.      (See  Erdmann,  A.,  and  Bertram.) 

Biddle,  William  0.     (See  Corbln.  Elbert  A..  Jr.,  assignor.) 

Biitermann,  Peter  J.,  New  i'ork.  N.  Y.  Adjustable  table. 
2.01«.850  ;  Oct.  8. 

Black,  Alfred  S..  trustee.     (See  Moore,  Ralph  E.,  assignor.) 

Blai.kmun.  Clyde  W.,  N.  P.  Samantas,  and  A.  £.  Llnd- 
strom,  San  Francisco,  Calif.  Electric  automatic  Uuid 
heater.     2,016.368  :  Oct.  8. 

Blackwell.  William  v..  and  W.  E.  KeHer,  Charlotte,  N.  C. 
assignors  to  said  William  V.  Blackwell.  Cigarette  case. 
2.016,5;54  ;  Oct.  S. 

Blair,  James  li.,  Staten  island,  assignor  to  Chayes  Dental 
Instrument  Corporation.  New  York,  N.  Y.  Dental  hand- 
piece.     2,016,766  ;  Oct.  8. 

Bloom,  Edward,  Paterson,  N.  J.  Shuttle  tension. 
2.016.663;  Oct.  8. 

Bloore,  Ernest  J.,  and  W.  H.  T.  West,  assignors  of  one- 
half  to  The  Luckett  Loose  I^af.  Limited.  Toronto.  On- 
tario, Canada.     Temporary  binder.      2,016,588 ;    Oct.   8. 

Blumenthal,  Sidney  &  Co.  (See  Stolxenberg,  Frederick  W., 
assignor.) 

Bhimltin,  Alan  D.,  London,  and  H.  E.  Holman,  Claphnm 
Common,  London,  assignors  to  Colombia  Qraphophone 
Company,  Limite<l,  London.  England.  Moving  coil  elec- 
tromfH  hanical  device.      2,016,6'J2  :  Oct.  8. 

Bocjl  (.orporatlon.     (See  Born,  George  E..  assignor.) 

Bockmflhl,  Max.  W.  Krohs,  and  G.  Ehrhart  Frankfort-on- 
the-Main.  Germuuy,  assignors  to  Wiuthrop  Chemical 
Company,  Inc  .  New  York,  N.  Y.  Perhydrocarbazyi  com- 
pounds of  the  pyridine  and  quinoline  series.  2,016,480 ; 
0<-r.  ,s 

Bodlf.  Virgil  H  .  Newton,  Mass..  assignor  to  Hood  Rubfnr 
Company.  Inc  ,  New  York.  .\.  Y.  Multiple  colored  rubber 
label  and   the  like.     2.016.312;  Oct.   8. 

Bogaty.   Hermann   8..  af^signor  to  Proctor  &  Schwarti,  In- 
corporated,  PhlliHlelnhia.   Pa.     Blending  and   condition 
\ne   tobacco.     2,016,5.'?5:  Oct.  8. 

BonhOte,  <Jerald,  assignor  to  Society  of  Chemical  Indu.stry 
in  Basle,  Basel.  Switzerland.  Manufacture  of  aao  dve- 
sttifTs.     2,(»ir..7.'^7  :  Oct.  8. 

BonhOte.  Gerald,  assignor  to  Society  of  Chemical  Indastrv 
in  Basle.  Basel,  Switzerland.  Blue  azo-dyestuff 
2,016. 7:tH  :  Oct.  8. 

Boo^e,  James  E.,  asssignor  to  Krebs  Picrment  A  Color  Cor- 
poration, Newark,  N.  J.  Calcium  sulphate-zinc  sulphide 
pigment.     2.016,537  ;  Oct.  8. 

Bm>Ke.  Jamps  K  .  and  R.  S.  Radcliffe.  assignors  to  Krebs 
Pi^mpnt  k  Color  rorpnration,  Newark.  N.  J.  Producing 
lithopones  of  low  oil  absorption.     2.016,536:  Oct.  8. 

Boidt-n  Company.  The.     (See  Krotzer,  Henry  W..  assignor.) 

Borgman.  Joseph  .\.,  Lancaster.  Pa.  Swimming  glove 
2.oifi..->;?S :  Oct.  8.  »   I*        • 

Borg  Warner  Corporation.  The.  (See  Nutt.  H.,  and  Reed, 
assignor.) 

Born,  George  E..  as<^ignor  to  Bocjl  Corporation.  PittB- 
burgh.  Pa.  Tile  and  like  wall  construction.  2,016,918; 
Oct.   8. 

Rosch.  Robert,  Aktiengesell.<^chaft.  (See  Heinrlch,  H, 
and  Volt,  assignors.) 

Bostwlck.  Henry  C,  Coventry  Township,  Summit  Countv. 
assignor  to  The  Akron  Standard  Mold  Company,  .\kron, 
Ohio      Collapsible  tire  building  drum.     2,016,884  ;  Oct.  8. 

Boudin,  Edgard.  Brussels,  Belgium.  Speed  regulator  for 
internal    combustion    engine.      2.016.589;    Oct.    8. 

Boughton.  Willis  \  .  Cambridge,  a.'^signor  to  New  England 
Mica  i'o.,   Waltham,   Mass.      Re.«itralning  crystallization 
of  dissolved  inoriranlc  compound.s  In  concentrated  solu 
tions.     2.010.274  ;  0(  t.  8. 

Bouton,  Walter  S..  Baltimore,  Md.  Baffle  for  boiler  fur- 
nacf^s.     2,016.739  ;  Oct.  8. 

Bower,  .vlvin  L..  Pittsburgh,  Pa.  Place-card  tally. 
2.016.767  :  Oct.  8. 

Bower,    Frank  .\.      (See  deJahn,   Fredrlk   W..  assignor.) 

Boypr.  Francis  M.  Eustis,  Fla.  Filtering  device. 
2,016.740;  Oct.  8. 

Boyle,  A.  S..  Company,  The.  (See  Haight,  Auletes  C,  as- 
signor.)     ' 

Braband.  Carl.  Berlin.  Germany,  assignor  to  General 
Electric  Company.  Vapor  discharge  device.  2,016,885; 
Oct     8. 

Bradford.  William.  Hampstt'ad.  London.  Eneland.  as- 
signor to  Wico  Electric  Company,  West  Sprlnzfleld, 
Mass.    Maffnetof'lectric    machine.      2.016.982:   Oct.    8. 

Bradv.  Charles  V  ,  assignor  to  Bemis  Bro.  Bag  Company, 
St.    Louis     Mo.      Fastening.      2.016.851  ;   Oct.   8. 

Brassert,  Walter  O.,  Kalamazoo,  Mich.  Concrete  con- 
tainer wall.     2,016.886  ;  Oct.  8. 


Breaden,  Carroll  E.  and  C.  B.  Hasklns.  Dayton,  Ohio, 
assignors,  by  mesne  assignments,  to  International  Busi- 
ness Machlnea  Corporation,  New  York,  N.  Y,  8c«Ie 
look.     2,016.703  ;  Oct.  8. 

Breeie  Corporations.  Inc.  (See  Flynt,  Louis  W.  O.,  as- 
signor.) 

Brelsford,  Harry  E.,  Detroit.  Midi  ,  and  N.  L.  Snow,  New 
Canaan,  Conn.,  asslKnor  to  Diamond  Power  Specialty 
Corporation,  Detroit,  Mich.  Boiler  range  glass. 
2,016,481  :  Oct.  8. 

Brenn,  Carl  W..  Montclalr,  N.  J.  Foldinr  machine. 
2,016.539  ;  Oct.  8. 

Brewster.  Henry.  Long  Beach.  N.  Y.  Garment. 
2.010.664  :  Oct.  8. 

Brlggs  &  Stratton  Corporation.  (See  Jacobl,  Edward  N., 
assignor.) 

Brock.  Arthur  8..  and  C.  F.  Melnser,  Chicago.  111.,  as- 
signors, by  mesne  assignments,  to  Wallace  L.  Caldwell, 
Birmingham,  Ala.  Making  molded  products.  2,016.796: 
Oct.    8. 

Brooks,  James  D.,  assignor  to  Steel-Bound  Container  Cor- 
poration. St.  Petersburg.  Fla.  Basket  making  machine. 
2.016.623  ;  Oct.   8. 

Brown,  Luther  E..  Greggton.  Tex.  Rest.  2.016,482 ; 
Oct.   8. 

Brown,  Meade  J,  Greenville,  Mich.  Clotbearack. 
2.016,313  ;  Oct.  8. 

Brown.  Thomas  C,  San  Francisco,  ^'allf..  assignor  to 
Thomas  A.  Edison,  Incorporated,  West  Orance,  N.  J. 
Phonograph.     2.016,887  ;  Oct.  8. 

Brown,  William  Y.,  Charlotte,  assignor  of  part  interests 
to  W.  C.  Uoneycutt.  Black  Mountain,  and  R.  H.  Gar- 
land, Charlotte,  N.  C.  Lubrication  appaiatus. 
2,016.888  ;  Oct.  8. 

Brown.  William  Y..  Charlotte,  assignor  of  one  third  to 
W.  C.  Honeycutt.  Black  Mountain,  and  one-thlr4  to 
R.  H.  Garland,  Charlotte.  N.  C.  Control  means  for 
lubrication  apparatus.     2.016,889  ;  Oct.  8. 

Brownyer,  Nelson  R.,  assignor  to  The  Tlmkcn  Detroit 
Axle  Company,  Detroit,  Mich.  Car  wheel.  2,016.828; 
Oct.   8. 

Bruce.  Dayton  S.,  Amarillo,  Tex.     Device  for  underground 

watering  and  fertilising.     2.016,988;  Oct.   8. 
Brunkt-n,  Jobannes.      (See  Wilmanns.  G.,  and  Bruuken.) 
Bryan,  William  J..  Jr.      (See  Thomas.  Richard,  assignor.) 
Bryant,   Virgil  F.,   Mempnls,  Tenn.     Combination   bump^-r 

and  rack.     2,016,955  ;  Oct.  8. 
Bryce    James   W.,    Bloomfleld,    N.  J.,   astiignor.   by   mesne 
ast>ignments.    to    International    Business    Machines   Cor- 
poration,    New     York,     N.     Y.       Accounting     machine. 

2.016.704  ;  Oct.  8. 

Brycp,  James  W.,  Bloomfleld.  N.  J.,  assignor,  by  mesne 
as-slgnments,  to  International  Business  Machines  Cor- 
poration.   New    Y'ork,    N.    Y.      Automatic    card    punch. 

2.018.705  ;  Oct.  8. 

Buchet,  Conrad  R.,  Long  Beach,  assignor  to  Repeal  Brass 
Mff.  Co.,  Los  Angeles.  Calif.  Pump  locking  device. 
2.016.984  :  Oct.  8. 

Buckeye  Portable  Tool  Company.  The.  (See  Price,  W.  W. 
and  Rlpech.  assignors.) 

Bucknam,  Worthy  C.  Buffalo,  N.  Y.,  asslgnoi  to  The 
Llnde  Air  Products  Company.  Fluid  regulator. 
2,016  540;  Oct.  8. 

Bucy.  Edmond  H.,  Waukegan.  111.,  assignor  to  Atlas  Pow- 
der Company,  Wilmington,  Del.  Crystal  lacquer  coat- 
ing and  making  same.     2,016.314  ;  Oct.  8. 

Budd  Wheel  Company.  (See  Barnes.  James  H.,  as- 
signor.) 

Budd  Wlieel  Companv.     (See  Temple,  Robert  B  ,  assignor.) 

Buell,  Alber*  E..  and  W.  A.  Schulse,  assignors  to  Pnlllips 
I'ctroleum  "ompany.  BartlesvlUe.  Okla.  Desulphuriz- 
ing hyilrocarbons.     2.016.271  ;  Oct.  8. 

Buell,  Albert  E.,  and  W.  A.  St  hulae,  assignors  to  Phillips 
Petroleum  Company.  Bartleitvllle.  Okla.  Desulphuris- 
ing hydrocarbons.     2.016,'J72  ;  Oct.  8. 

Bulford,  Murray  N..  Warwick,  assignor  to  B.  B.  &  R. 
Knight  Corporation,  Providence,  R.  I.  Sizing  solution 
for  use  in  dressing  or  stiffening  warps  in  sheets  cold. 
2,016.813 ;  Oct.  8. 

Bulgarinl,  Maria  C.  R.,  Rome,  Italy.  Wrench.  2,016,624; 
Oct.   8. 

Burns.  Frank  S..  and  G.  M.  Helf,  Milwaukee,  Wis.  Lock 
valve.     2.016,797  ;  Oct.  8. 

Buseman,  Thomas  R..  Madi.son  Township.  Butler  County, 
Iowa.     Revolving  advertising  sign.     2.016,802  ;  Oct.  8. 

Bush.  Paine  L.,  Dallas,  Tex.  Book  hanger.  2,016.665  ; 
Oct.  8. 

Bu8.sing.  Elmer  J.,  assignor  to  The  Chicago  Dally  News. 
Inc..  Chicago,  111.  Finishing  rubber  roller.x.  2.016,590; 
Oct.   8. 

By^trlcky,  Joseph,  assignor,  by  mesne  assignments,  to 
Stewart-Warner  Corporation,  Chicago,  III.  Lubricating 
apparatus.     2,016.809  ;  Oct.  8. 

Calcott,  William  8.,  Pennsgrove,  N.  J.,  and  R.  0.  Clark- 
son,  assignors  to  E.  I.  duPont  de  Nemours  &  Com- 
pany. Wilmington.  Del.  Amino  derivatives  and  pre- 
paring them.     2.016.956  :  Oct.  8. 

Caldwell,  Wallace  L.  (See  Brock.  A.  8.,  and  Meinier, 
assignors.) 

California  Packing  Corporation.  (See  Ash.  C.  8.  and 
Roleson.  a.sslgnors. ) 

Calzonl.  .\lfredo.  Bologna.  Italy.  Revolving  piston  ma- 
chine.    2,016.316  :  Oct.  8. 
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Campbell,  Charles  A..  Watertown,  N.  Y..  atslgnor  to  The 
New  York  Air  Brske  Company.  Fluid  pressure  brake. 
2,016.541  ;  Oct.  8. 

Canal  National  Bank  of  Portland.  The.  (See  Randall. 
Walter  H..  assignor.) 

Carbo  Plaster  Limited.      (See  Case.  Gerald  O..  assignor.) 

Carl.' on,  Frederick  O.,  assignor  to  Master  Rule  Manu- 
facturing Co,  Inc..  New  York.  N.  Y.  Housing  and 
brake    for   steel    rules.      2.016,483;   Oct.   8. 

Carlson.  Oustaf,  Sayvllle  Long  Island.  N.  Y.  Lettering 
guide.     2.016.985  ;  Oct.  8. 

Carpenter,  Charles  R.      (See  Harper,  H..  and  Carpenter.) 

Cariler,  Milton  L..  Centralln,  Wash.  Hose  carriage. 
2,016.625  ;  Oct.  8. 

Carroll.  John  R.,  Urbana,  III.  Rigging  instrument. 
2,016,275:  Oct.  8. 

Case,  (jerald  O.,  Sevenoaks,  assignor,  by  mesne  assign- 
ments, to  Carbo  Plaster  Limited,  Westminster,  Eng- 
land.     Plaster   and   the   like.      2.016,986:    Oct.   8. 

Case,  J.  I..  Company.      (See  Rutter.  Alvnh  E..  assignor.) 

Celanese  Corporation  of  America.  (See  Howarth,  Wil- 
liam, asjiiguor.  I  .o       ,.  ,,         .         J 

Celanese  Coi  poration  of  America.  (See  Mellor,  A.  and 
Mann,  assignors.) 

Celanese  Coiporation  of  America.  (See  Riley.  R.  H.  J., 
and  Harnett,  assignors.)  „  ,.     .^       a, 

Celantse  Corporation  of  America.  (See  Schneider,  George, 
assignor.) 

Central  United  National  Bank,  as  Trustee.  (See  Sarlson, 
Philip,  assignor.) 

Chapln,  Charles  H.,  Chicago,  III.  Spring  controL 
2.016,591  ;  Oct.  8.  „         „.  . 

Chayes  Dental  lust,  ument  Corporation.  (See  Blair, 
James  H.,  assignor.)  .....         „     .      j        »,      . 

Cheadle,  Marlon  E..  Auckland,  New  Zealand.  Mowing 
muchlne.     2,016,987  ;  Oct.  8. 

Chemical  Research  and  Development  Company.  The.  (See 
Basore,  C.  A.,  and  Jones,  assignors.) 

Chenoweth,  Charles  C  Abilene,  Tex.  Signal  creating 
apparatus.     2,016.957  ;  Oct.  8.  ^  . 

Chesnut,  Dewey  L.,  Trenton.  N.  J.,  assignor  to  General 
Electric     Company.      Electrical     load     control     system. 

2.010.890  ;  Oct.  8.  „       .  „.  , 
Chicago   Daily   News.   Inc.      (See  Bussing.   Elmer   J.,   as- 

(ilgnor.)  , 

Chrlf^tensen.  Howard  H.,  San  Antonio,  Tex.  Automatic 
gas  cut-off.     2.016,484;  Oct.  8.  „  „     ^      «.       u  » 

Chilstensen  Machine  Company.  (See  Belluche,  Fiank  K., 
assignor.)  .-,../-. 

Chuck  Faw  Yap,  a8.>.lgnor  to  Western  Condensing  Com- 
pany, Petaluma.  Calif.  StablUzinp  milk  powder  and 
similar    c<dloldal   products.      2,016,592  ;    Oct.    S. 

Church  Walter  L..  Houston.  Tex.  Cementing  and  testing 
wells'.     2,016,919;  Oct.  8.    .         ^  m.,  /o 

Cincinnati  Butchers'  Supply  Company,  The.  (See 
Schmidt.  Oscar  C,  assignor.) 

Cineoolor   Inc.      (Se<-   Cresplnel,    William  T     assignor.) 

Cltlsens  Trust   Company.     (See   Replogle,   Daniel   ».,   as- 

Clar'L^'ijeorge  H.,  Long  Beach,  Calif.     Chllld's  toilet  seat. 

Clarke, '>redeHck.     Long    Island     City.     N.     Y.     Splint. 

2.016.958 :  Oct.  8.  ^^..^.     ,   ^ 

Clarke     Patrick   J..    Duluth,    Minn.     Child  s   indoor   elide. 

2.016.891  ;  Oct.  8.  ...,„, 
Clarkson.    John    L.,    et   al.      (See    Voelkel,    Elmer   G.,    as- 

Clarkson.  Richard  G.      (See  Calcott,  W.  8.,  and  Clarkson  ) 

Clarvoe  George  W..  Somervllle,  N.  J.,  assignor  to  Johns- 
Manville  Corporation.  Ne\v  York.  N.  Y.  Composition  of 
matter.     2.010.892 ;  Oct.  8.  „   .         ^ 

Cleveland,  Clarence  B.      (See  Gray.  Robert  D.,  assignor.) 

Cleveland.  Clarence  E.,  Sallna.  Kans.  Coloring  stone. 
2.016.593  :  Oct.  8. 

Cleveland  Mobbing  M/^-hine  Company.  The.  (See  Adams. 
Frank    H..    assignor.* 

Coates,  William  A..  Bowdon.  England,  assignor  to  Gen- 
eral Klectrlc  (^ompany.  Electric  circuit  breaker. 
2.016.893:  Oct.  8.  „  .       . 

Cobb  John  A..  Columbus.  Ohio  ,  assignor  to  Streeter-Amet 
Companv.  Chicago,  111.     Scale.     2.016,768:  Oct.  8. 

Cochran.  Ralf  S..  and  J.  R.  Moser,  assignors  to  Surface 
Combustion  Corporation,  Toledo.  Ohio.  Walking  beam 
furnace.     2.017.024  ;  Oct.  8. 

Colby,  Harold  L..  Milton,  assignor  to  E.  MacLeod,  West- 
wood,  F.  A.  Morrison.  Newton.  Mass.,  C.  MacLeod. 
Berwyn,  Pa..  L.  Soule.  Dedham.  and  S.  A.  Sargent,  Jr., 
NetHiham.  trustees,  doing  lusincss  as  Mason  Nellan- 
Rev'ulator  Company.  Boston.  Mass.  Compensating  at- 
tachment   for  pressure   coatrollers.      2,016,769;    Oct.    8. 

Cole,  .Arthur  M..  and  H.  J.  Rivers,  assignors  to  General 
Findings  and  Supply  Co.,  Altleboro,  Mass.  Collar  hold- 
er.    2,016.959  ;  (5ct.  8.  ^^ 

Collins,  Arthur  E..  Cuvahoga  Falls.  Ohio,  assignor  to  The 
B,  F.  Goodrich  Company,  New  York.  N.  Y.  Method  of 
and  apparatus  for  applying  a  coating  to  articles. 
2,016,816;  Oct.  8.  .     ., 

Columbia  Craphophone  Company.  (See  Blumleln.  A.  D.. 
and  Holman.  assignors.) 

Combustion  Engineering  Company.  (See  Llessenberg. 
Heinrlch.  assignor.) 

Commercial  Milling  Company.  The.  (See  Fisher,  P.  K.. 
and  Wichtner.  assignors.) 

Consolidated  .Mounting  snd  Finishing  Corp.  (See  Kat«, 
Samuel  J.,  assignor.) 


Rail- 


Constantinesco,  George,  Torver.  Coniston,  England, 
way  motor  wagon.     2,016,626:  Oct.  8. 

Construction  Materials  Patents,  Inc.  (See  Warner.  Leroy 
E.,  assignor. )  _^. 

Contl.  James  T.  F ,  Paris.  France.  Connecter,  partlcu- 
larlv  for  lamps  having  two  filaments.    2.016.853  ;  Oct.  8. 

Conti,'  John  D..  and  E.  M.  Farrls.  Philadelphia.  Pa.,  as- 
signors to  Sylvanla  Industrial  Corporation,  Fredericks- 
burg, Va.     Sealing  unit.     2,016,627  :  Oct.  8 

Continental  Can  Company.  (See  Cross,  Jack  M.,  as- 
signor.) 

Continental  Can  Company.  (See  Hodgson,  William  W., 
assignor.) 

Continental  Can  Company.  (See  Huffman,  Oscar  C,  as- 
signor.) ,,  „     .    „ 

Continental  Can  Company.  (See  Knop,  Paul  H.,  as- 
signor.) „  „         ^  „ 

Continental  Can  Company.  (See  Punte,  W.  F.,  and  Pease, 
Assliinors  ) 

Continental  Motors  Corporation.  (See  Meyer,  Andre  J., 
flBHifimor  \ 

Continental  Motors  Corporation.  (See  Tllley,  Norman  N., 
ftssis^DOi*  ) 

Continental  Motors  Corporation.  (See  Timian,  Harold 
H..  assignor.)  „      .     ,      , 

Cook  Earle  S,,  Wllklnsburg.  and  E.  R.  Fitch,  Irwin,  as- 
signors to  The  Westinghouse  Air  Brake  Company, 
Wilmerdlng,  Pa.  Fluid  pressure  brake.  2,016,«.O; 
Oct.  8. 

Cook.  Earle  S..  Wllklnsburg,  assignor  to  The  Westinghouse 
Air  Brake  Company.  Wilmerdlng,  Pa.  Fluid  pressure 
brake.      2.010.411  ;  Oct.  8.  „       ,  ^.     .,  „, 

Cooke,  Maurice  B..  New  York.  N.  Y.  Pyrolytlc  decomposi- 
tion of  hydrocarbons.     2.016,798  ;  Oct.  8.     ^  ^   ,.  ^ 

Corbln,  Elbert  A..  Jr.,  Grady vllle,  assignor  of  one-half  to 
W      C.     Biddle,     Lansdowne,     Pa.     Brake.     2,016,359 ; 

Oct.  8.  .  .       _. 

Cornell    Edward  S..  Jr..  Larchmont,  assignor  to  American 

Radiator     Company.     New     York.     N.     Y.      SlUcon-lron- 

phosphorus-copper  alloy.     2.017,025  ;  Oct.  8. 
Coriidan.    Michael    F.,    Chlcopee,    Mass.     Check    damper. 

2.016.485 ;  Oct.  8.  «,  „  .  v 

Corv.  Arthur.      (See  Arnold.  Thomas  C.  assignor.) 
(Tox'.  Laurence  R..  Greer.  S.  C.     Method  of  and  apparatus 

for      supporting      and      manipulating      loom      harness. 

2.016,543;  Oct.  8.  ^  .  » 

Crablll,  Frank  M.      (See  Pollock,   Fred  W..  assignor.) 
Crafts,  Curtis  S.,  Oak  Park,  assignor  to  The  Goss  Printing 

Press     Companv.     Chicago.     111.     Folding     mechanism. 

2.016,486  :  Oct.  8.  .... 

Cramer,    Albert    N..    asslenor.    by    mesne    assignments    to 

Owens  Illinois  Glass  Company,  Toledo,  Ohio.     Machine 

for      forming      tumblers      and      other      glass      articles. 

2,016.360;  Oct.  b.  .  *      ♦ 

Cramer,    .\lbert    N  ,    assignor,    by    mesne    assignments    to 

Owens  Illinois  Glass  Company.  Toledo,  Ohio.     Machine 

for  making  tumblers.     2.016.861  ;  Oct.  8. 
Cramer     Albert    N..    assignor,    bv   mesne    assignments,    to 

Owens  Illinois  Glass  Company,  Toledo.  Ohio.     Machine 

for  forming  hollow  glass  articles.     2.0l6..36r  :  Oct    8. 
Cramer    Albert   M  .   assignor   to   Horn   ft  Hardart  Baking 

Comnany.      Philadelphia.       Pa.      Valve      organization. 

2.016.413:  Oct   8. 
Cramer   Frank  W..  Youncstown.  Ohio,  assignor  to  Republic 

Steel'  Corporation.      Method   and  apparatus  for  electric 

welding.     2.016.414  :  Oct.  8. 
Cramer.   Stanley    S..    Haddon    Heights,   assignor   to   Radio 

Cf^ndenser   Company.    Camden.    N.    J.      Gearing    means. 

2.016.854:    Oct.    8  „       „        ,      ^     » ,w  _  ^ 

Crane  Company  of  Minnesota.      (See  Hougland,  Albert  C, 

assignor.) 
Cresplnel.    WllUnm    T..    Ix)s    Angeles.    Calif.,    assignor    to 

Clne<-olor   Inc.     Colored   photograph   and  making  same. 

2.016.666:  Oct.  8.  ^    ,     „      w 

Croalar.  Glenn  F..  assignor  of  one-half  to  W.  L.  Sanborn, 

Chicago,   111.     Coil  for  boilers.      2.016.276  :  Oct.  8. 
Cross,    Jack   M..   assignor   to   Continental    Can    Company. 

Inc     New  York.   N.   Y.     Container  for  bottles  and  like 

vessels       2.016.988:  Oct.  8. 
Crowell.    John    H..    Hnston.    Tex       Portable    earth    boring 

machine.     2.016.667 :  Oct.  8.  „       ,       „        . 

Crystal  Paper  Service  Corporation.      (See  Huntley,  Ernest 

R..  assignor.)  „  .   .  ,^.        „,x-„„/,« 

Cuiottl,  Louis.  Nedrow.  N.  Y.     Folding  table.     2.016.363  : 

Current.  Orlvlle  E..  and  A.  J  T5"rl.  Des  Moines,  Iowa. 
Chemical   sprinkler  unit.     2.016,668  :   Oct.   8. 

Daggett,  Clvde  C.  assignor  to  The  DeVilhIss  Company. 
Tol'do.  Ohio.     Atomizer.      2.016.544;  Oct.   8 

Dahl  Edward  T..  Randolph,  assignor,  hy  mesne  assign- 
ments to  E  Macleod.  Westwood.  F.  K.  Morrison.  New- 
ton. Mass..  C.  Macleod.  Berwyn.  Pa..  L.  Soule.  Dedham. 
and  S.  A.  Sargent.  .Tr..  Needham.  Mass..  trustees,  doing 
business  as  Mason-Nellan  Regulator  Company.  Boston. 
Msss.     Control  mechanism.     2  016,317  :  Oct.  8 

Dal-ite  Screen  Companv.      (See  Heck.  John  T..  assignor.) 

Dftllenbach.  Walter.  Berlin-Charlottenhurg.  Germany. 
Direct  current  converter.      2.016  628:  Oct.  8. 

Dalv.  George  F..  Johnson  City,  and  G.  Lowkrantz.  Endl- 
cott.  N.  Y..  assignor,  hv  mesne  assignments,  to  Inter- 
national Business  Machines  Comoratlon.  Npw  York. 
N.  Y.     Dnnllcatlnc  punch.      2.016.706:  Oct.    8. 

Dalv.  Joseph  P..  MlnnenpoMs.  Minn.,  asslenor  to  The 
American  Lanndrv  Machinery  Comnanv.  Cincinnati, 
Ohio.      Press  control  mechanism      2.016.415:  Oct.  8. 
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Davis.  Charles  H.,  Jr..  Anderson,  lud..  a8«i>cnor.  b.v  mesne 
a«8ii;umeut8.  to  General  Motors  Corporation,  Detroit, 
Mich.     Ignition  apparatus.     2.016.tJ69  :  Oct.  8. 

Davis,  Sam.  New  York,  N.  Y.  Detachable  crotch  girdle. 
2,016.990:  Oct.  8 

DeAndr^.  Zacarlas  M.,  Madrid,  Spain.  Arrangement  for 
transferring  trucks      2,016.629  :  Oct.  S 

Dearborn  Company,  The.  (See  Wokosln,  Louis  W.,  as- 
signor.) 

Dearinir.  Melville  C,  Palatine,  assijmor  to  Economy  Fui* 
A.  Manufarturlng  Company,  Chicago,  111.  Moldable 
urea-formaldehyde  reaction  products  and  prepariux 
same.      2.016.594  ;  Oct.  S. 

Dearing,  Melville  C.  Palatine,  assignor  to  Economy  Fuse 
&.  Manufacturing  Company.  Chicago.  111.  Water  insolu- 
ble urea  reaction  product  and  preparing  same. 
2,016,595  ;  Oct.  8. 

De  Bats,  Jean  H  L.,  East  Orange,  N.  J.  Blade  drawing 
die.      2,016.770:   Oct.    8. 

D«Bocr,  Christian.      (See  Berliner.  H.  A.,  and  DeBoer.) 

Decora  Manuf.icturing  I'ompany,  The.  (See  Becker 
Julius  H..  assignor.) 

Dederer.    Kichard.    Stuttgart.    Germany,    assignor    to    the 

firm  Kapital  &  Industriewerte  A.  G..  Basel.  Switzerland. 

Modlti.ation  of  the  electrically  driven   percussion  drill. 

2.016.829  ;  Oct.  8. 
De    Hymel,    Leo,     Pasadena,     Calif.     Grater.     2,016,596 : 

Oct.  8. 
DeJahn.  Fredrlk  W  ,  New  York,  assignor  to  F.  A.  Bower. 

Bayside.  N.  Y.     Apparatus  for  forming  nitrogen  oxides! 

2.016.810  ;  Oct.  8. 

DeKoning.     Arthur    E..    Portland,     Oreg.     Trimmer    Mw. 

Delta  Manufacturing  Company.  (See  Tautz,  Herbert  K.. 
assignor.) 

Design  fcinglneers.  Incorporated.  (See  Horwltt,  N.  U., 
and  KatchtT.  a.ssignors.) 

Detroit  Gasket  &  Mfg.  Co.  (See  Lledle,  Wilhelm.  as- 
signor.) ' 

DeVllblss  Company.  The.  (See  Daggett,  Clyde  C,  as- 
signor ) 

Diamond  Power  Specialty  Corporation.  (See  Brelsford. 
ti.  t..  and  Snow,  assignors.) 

^^2^)16545^^'' 8  "^  •   '"^  -^°«^'*"-   ^•"'-     ^a'nt  striper. 

Dlctaptione  Corporation.  (See  Lucarelle,  Joseph  M.  as- 
signor. ) 

Dietrich    LouLs  E.     (See  Duff.  J.  D..  and  Dietrich.) 

^S?-  T'"'^^'^'"^  ^  •  assignor  to  I.  F.  Laacks,  Inc.,  Seattle, 
Wash.     Ca.^eiti  glue.     2.016.707:  Oct.  8. 

Dillon,  Enos  L..  Butternut,  Wi.s.     Bait.     2.010.960;  Oct    8 

Dlnspel.  William  H.,  Bellrose  Manor,  N.  Y.  Pneumatic 
conveyer   tube.     2.016,800:   Oct    8 

Dlppel.  Cornelius  S.,  Woodcllff.  N.  J.,  assignor  to  Western 
Electric  Company.  Incorporated,  New  York,  N.  Y  Mak- 
ing a  pattern  r*>cord.     2,016.416;  Oct    8 

EMstlllers  Company  Limited.  The.  (See  Eyre.  J  V  and 
Langw»»ll.  assignors.) 

^^20%  364'  fv"    ^P'''"«^''<^'    ^"-      Rotary    sewing      hook. 

Doenges,  William  F,,  San  Antonio.  Tex.  Tumbler  for 
combination    locks.      2.016.487;    Oct.    8. 

Dollinger.  I>ewls  L..  assignor  to  Staynew  Filter  Corpora- 
tion.  Rochester.  N.  Y.     Air  filter.     2.016.991  ;   Oct    8 

Dollinger.  I^wis  L  .  assignor  to  Staynew  Filter  Corpora- 
tion.   Rochester.  .N.   Y      Air  filter      2.016,992:   Oct    8 

Dollinger.  I^ewls  L..  assignor  to  Staynew  Filter  Corpora- 
tion. Rochester.  N.  Y      Air  filter      2.016.99.S  :  Oct    8 

o?^,i'v^o*'77    ^-^    Bronson,    Mich.      Connecting    means. 
^.uio.Yw* :  Oct.   8. 

Dowlnsky.  Samuel.  N»w  York.  N.  Y.  Pressing  Iron  steam 
generator.      2.016.961  :    Oct.   8. 

Drake,  .Marion  L..  Cleveland  Heights.  Ohio  Tooth  clean- 
ing and   gum  stimulflting  device.     2  016  597-  Oct    8 

Droll.  .Joseph   W       (See  Olson.  Alex   H..  as.signor  ) 

Duff.  John  D.  Pittsburgh,  and  L.  E.  Dietrich.  Crafton 
la.,  assignors  to  P  Duff  k  Sons.  Inc.  Making  a  dehy- 
drated   flour    mix.      2.016.318;    Oct.    8 

Duff.  John  D  .  Pittsburgh,  and  L.  E.  Dietrich.  C-rafton    Pa 
assignors  to  P    Duff  &  Sons.  Inc.     Making  a  dehvdrated 
Hoar  mix.     2.016 .319  :  Oct.  8  «  .  ^ 

Duff.  John  D,  PittHburgh,  and  L.  E.  Dietrich.  Crafton, 
Fn.,  assignors  to  P  Duff  &  Sons.  Ino  Dehydrated  flour 
mix  .nnd  making  the  same.     2.016, .'^20  :  Oct    8 

Duff.  P.  k  Sons,  Inc.  (See  Duff.  John  D..  and  Dcltrich 
assignors.) 

Dumser.   I>>o  A.,  and  C.  J.   Srhroeder.  assignors   to  Sund- 

«*J^?2l— **'**''*'°*'     "^^ol      ^o-     Ro'kford.      III.        Lathe 
2, 016,365  ;    Oct.   8. 

Duncan,  Virgil.  Racine.  Wis.  Air  valve  2.016.801  •  Oct  8 
Tf  o  ''  *!;  iv  1*  Nemours  h  Company.  (See  Calcott, 
W.  S.,  and  Clarkson.  assignors,  i 

Du  Pont.  E.  I.,  de  Nemours  &  Corapnny.     (.See  Flint    R   B 
and  Salzberg,  assignors.)  •      •      . 

^.u^*'"^-  ^'  ^.-  ***  -"^emoars  A  Compmy.  (See  Koch,  Ar- 
thur L,  assignor.) 

^H:.^'^?'^-  ^,  '  •  ''^  Nemours  &  Companv.  (See  Schnlae, 
Ferdinand,  assignor.) 

Dyer.    John    B..    Pendleton.    Ind  .    assignor,    hv    mesne   as- 
signments,    to     General     Motors    Corporation.     Detroit 
-Mich.      (  ontrol    apparatus   for   Internal    cf.mbustion   en- 
gine*     2.016.417;  Oct.  8. 

Earl.  Arthur  J.     (See  Current.  O.  E..  and     Enrl.) 


(See   Bockmflhl,    M.,   Krohs,    and    Ehr- 


i!.t)erllng.  Charles   M..  and  R.   F.  Mitten.  Cleveland,  Ohio. 

Apparatus  for  and  method  of  filling  cartons   with   fuel 

briquettes.       2,016.418  ;    Oct.    8. 
Eckhurd.   William  K.,   Dunellen.   N    J.,  assignor   to  Irving 

Trust   Company,   permanent   trustee   for   R     Hoe  k  Co., 

Inc.,  New  \.)rk.  N.  Y.     Sheet  registering  mechnnl».m  for 

printing  machines.     2.016.277  ;  Oct.  8. 
Eckhaus,     Benjamin     S.,     Brooklyn.     N.     Y.       Container. 

Eclipse  Aviation  Corporation.  (See  Havill,  Clinton  H.. 
a.s.signor. ) 

Eclipse  Aviation  Corporation.  (See  Nardone,  R.  M  .  and 
Llnder,  asaiguors. ) 

I-k'iip.se  Aviation  Corporation.  (See  Wnseige,  Charles  R, 
assignor.) 

Kdipso  Machine  Company,  (See  Maurer.  Paul  il.,  as- 
signor.) 

Economy  F'use  and  Manufacturing  Company.  (See  Deor- 
ing,    Melville   C,    assignor.) 

Economy  Products.  Inc.  (See  Ward,  <;eorge  C,  Jr..  as- 
signor.) 

Edelmunn,   E..   k   Co.      (See  Edelmann.    I-eo,   assignor.) 

Eilelraann,  Leo,  assignor  to  K.  Edelmann  k  Co.,  Chicago. 
111.     Nozile  for   syringe  type  hydrometers.     2,010.830 ; 

Edison.  Thomas  A.,  Incorporated.  (See  Brown,  Thomas 
C,  assignor. ) 

Ehlers.  i  arl  11.,  Penfleld.  assignor  to  The  Atlantic  Refin- 
ing Company,  Philadelphia.  Pa.  Vent.  2,016,278; 
Oct.   o. 

Ehrhart.   Gustav. 
hart.) 

Eichenauer,  Conrad.  Louna,  near  Merseburg  Saule,  Ger- 
many, assignor,  by  mesne  assignments,  to  International 
Business  Machines  Corporation.  New  York.  N.  Y  Record 
(ompariug  and  posting  machine.     2.016,709;    Oct.   8. 

Elchner,  Edward  ft.,  Montcialr.  N.  J.,  assignor  to  Socony- 
Vi.cuum  Oil  (qmpany.  Incorporated.  New  York,  N.  Y. 
Tool  rack.     2.016,421  :  Oct.  8. 

Elj^inK,  Gustav.  Setaucus,  N.  J.  Carburetor.  2.016,771  ; 
Oct.  8. 

Elliott  Addressing  .Machine  Company.  The.  (See  Elliott 
Harmon  P.,  assignor./ 

Baiiott.  Harmon  P.  Watertown,  Mass.,  assignor  to  The 
Elliott  .Addressing  .Machine  Company.  Stencil  printing 
apparatus.      2.016,855:    Oct.    8. 

Elston.  Rue  R  Miuneapolla,  Minn.  Sander  for  motor 
vehicles.     2.010,419;  Oct.  8. 

Emel.jid   Company.      (See    Leeds,   Myron   P..  a.-signor. ) 

Engineering  and  Research  Corp«iration.  The.  (See  Ber- 
liner, H    .v..  and   DeBoer,  assignors.) 

Engint-erlug  and  Research  Corporation,  The.  (See  Geer 
Charles   I),   assignor.) 

Engst.  .Norh.  rt  K..  La  Grange.  Ill  ,  assignor  to  Weatirn 
Electric  Company,  Incorporated,  New  York.  N  Y 
Gauge.     2.016.420;  Oct.  8. 

Equipment  Spiclaltlea  Company.  (See  O'Connor,  Arthur 
F.  assignor.) 

Brdmann.  Albert,  and  E  Bertram,  Berlin,  as.-^ignors  to 
Richard  W^ber  k  «o,  /welgniederlassung  der  Flrnia 
I>ouis  .Soest  A  Co.  m.  b.  H  .  Dusseldorf  Reisholz  Ger- 
many. Heating  bath  for  hardening  of  steel,  especially 
tool  steel.      2,016,.321  ;  Oct.   8. 

^''i'me  279"'(>ct^  8  *  '     ^^**^''''°*"'     Sweden.        Fastener. 

Escalante,  Maximo.  Summit,  N.  J.  Combination  drafting 
Instrument.      2.016.489;   Oct.   8 

Everett,  Samuel  J  .  Thornton  Heath,  England.  Hypoder- 
mic syringe      L'.010.«,J1  ;  Oct.  8. 

Eyer,  Phlllpp.  Halberstadt.  Germany.  Producing  enam- 
eled  Iron  articles.     2.016,;<22  ;  Oct.  8. 

Byre,  John   V  ,  and  H    l^ngwell,  Epsom.   England,   assign- 
ors   to     The    Distillers    Company     Limited.     Edinburgh 
•>  mn""?'        Wa''J"K     an     a  Idol     condensation      product. 

Fantz.    Fred  C.      (See  Stockham,   Herbert  C.  assignor  ) 
Famham,    Paul    O..    Koonton.    .\.    J.,    assignor    to    Radio 

<'orporatlon    of    America.       .\utomatic    volume    control 

2.016.366  ;  Oct.  8. 
Farrens.    Albert    H  .    Lincoln.    Nebraska.   Q.    ».    Neal    and 

W    M    Stoner.  executors  of  said  A.  H.  Farrens,  deceased 

Wall   construction.      2.016.772 ;    Oct     8 
Farrla.    F^il    M        (See   Contl.   J     D  .   and    Farrls     V   i 
Farval    (Corporation.    Tbe.       (See    Jennings.    Aaron    J  .    as- 

slgnor.  I 
Fassett,    Weston    W..    Gonzales,    Calif.      Sampling    device. 

Fans.  Harold  T.,  Lynn.  Mass..  assignor  to  General  Elec- 
.t''<<'^"mp«n.v-        Temperature     compensation      device. 

Fay  Egan  Manufacturing  Company.  The.  (See  Schellen- 
bach.   William    L..   assignor  i 

Feglea  Constrtictlon  O-mpany.  (See  .Nemec,  F.  L.  and 
Patterson,  assignors  ) 

Felkert.  Adrian  H  .  assignor  to  American  .\node,  Inc  Ak- 
ron, Ohio.  Metho«l  of  and  apparatus  for  handling  rub- 
ber articles.     2,016.367  :  Oct.  8 

^*"o^,'l."2;  l'*'*^*  L..  Jollet,  111.  Carton  feeding  mechanism. 
2,016.814  :  Oct.  8. 

Ferris,  Walter,  assignor  to  The  Ollgenr  Company.  Milwau- 
kee.    Wis.       Self-feeding    hydraulic    press        2.016,710; 

^^o^it/on'l!?'"^"*'  o^  Lakewood,  Ohio.  Fluid  pump. 
^,VlV>,ni>2  ;   Oct.   8. 


LIST  OF  PATENTEES 


xvu 


Flege,  Henry  C,  Green  Bay,  Wis.  Cable  clamp.  2,016,856  ; 
Oct.  8. 

Field,  George  A.,  Minneapolis,  Minn.  Hinge  for  type 
casting  machines.     2,016,598;  Oct.  8. 

Flkentschcr.  Hans.  Ludwlgshafen-on-the-Rhine.  assignor  to 
I.  G.  Farbenlndustrie  Aktiengesellschaft.  Frankfort-on- 
the-Main,  Germany.  Production  of  mixed  polymerlea- 
tlon  products  from  vinvl  ethers.     2.016,490;  Oct.   8. 

FIschel.  Eduard.  Berlin-Charlottenburg.  assignor  to  Sie- 
mens Apparate  und  Maschlnen  G.  m.  b.  H..  Berlin,  Ger- 
many.    Self  steering   arrangement.     2.016.857  ;  Oct.    8. 

Fischer.  Fritz.      (See  Arnl.   H.,  Fischer  and  RflntBch.) 

Fisher,  Paul  K..  and  J.  H.  Wlchtner.  Detroit.  Mich.,  as- 
signors to  The  Commercial  Milling  Company.  Machine 
for  maintaining  constant  moisture  content  In  a  gran- 
ular material.      2.016,920  ;   Oct.   8. 

Fitch.  Ellcry  K.      (See  Cook.  E.  S.,  and  Fitch.) 

Fitch.  Ellery  R..  Eklgewoml.  Pa.,  assignor  to  The  Westing- 
house  Air  Brake  Companv.  Wllraerdlng.  Pn.  Fluid 
pressure  brake      l!. 016. 408:  Oct.   8. 

Fitch,  Ellery  R..  Edgewood.  assignor  to  The  Westlnghouse 
Air   Brake  Companv.    Wllmerdlng,   Pa.     Fluid   pressure 
brake.     2.010.409  ;  Oct.  8. 
Fleckensteln.  (ieorge  A..  Stratford.  Conn.,  assignor  to  The 
Singer  Manufacturing  Company.  Elizabeth.  N.  J.     Sew- 
ing machine.     2.016.938  ;  Oct.  8. 
Fleming.    William    B..    Columbus.    Ohio,    assignor    to    The 
Jeffrey   Manufacturing   Company.      Coupling   device  for 
sectional  conveyers.     2.016.994  :  Oct.  8. 
Flint.    Robert    B  .    and    P     L.    Saliberg.    Wilmington,    aa- 
slenors  to  E.  I.   du  Pont  de  Nemours  *  Company.  Wil- 
mington, Del      Producing  glucamines  and  related  prod- 
ucts.    2.016.962  :  Oct.  8. 
Flint.  Robert  B..  and  P.  L.  Salzberg.  Wilmington,  assignors 
to  E.   I.  du  Pont  de  Nemours   k  Company.  Wilmington. 
Del.      Product   comprising  glucamines  and   related    sub- 
stances.    2.016.963  :  Oct.  8. 
nynt.  Ix>uls  W.  O..  Kast  Orange,  assignor  to  Breexe  Cor- 
porations.    Inc..     Newark.     N.     J.       Tank     filler     cap. 
2.010  773:   Oct.  8. 
Food   Machinery  Corporation.      (See   Halt.  James  M..  aa- 

slgnor. » 
Foot  Norm  Inc.      (See  McCahan.  J.  H..  Fuller,  and  Sam- 

blanet,  assignors.) 
Ford.    Eugene    A..    Scarsdale.    assignor    to    International 
Business  Machines  Corporation.  New  York.  N.  Y.     De- 
vice for  feeding  and  sensing  record  sheets.     2.016.711  : 
Oct.  8.  ,     ^ 

Ford.      Patrick     E  .      Cedar      Rapids.      Iowa.        Doorlock. 

2.016.895  :   Oct.  8. 
Foresman.    Robert   A..   Moores.   Pa.,   assignor  to   Westing- 
house  Electric  and   Manufacturing  Company.     Ash  dis- 
posal apparatus.     2.016.323:  Oct.  8. 
Forrest.  Frank  R..  and  F.  I.  Llndau.  West  .\lli8.  assignors 
to  Allls-Chalmers  Manufacturing  Company.  Milwaukee, 
Wis.     Acid  pump.     2,017.026:  Oct.  8. 
Forrest.    Henry    0..    Teaneck.    N.    J.      Air    conditioning. 

2.017,027  :  Oct.  8. 
Frank.    Benjamin.    Bandoeng.    Java.    Dutch    East    Indies. 

Power  transmission  system.     2.016.632  :  Oct.  8. 
Frank.    Harrv    S..    New    York.    N.    Y.      Piston    structure. 

2  016.«96:  Oct.  8. 
Franke,  Paul  et  al.      (See  Mllller,  Rudolf,  assignor.) 
Frazer.   James   S  .    EarlvUle.    Md..   assignor,   by    mesne  as- 
signments, to  York  Ice  Machinery  Corporation.  York.  Pa. 
Heat  exchange  apparatus.     2.016.422:  Oct.  8, 
French.  Horatio  J.     ^See  Andrews.  H.  K..  and  French.') 
Frey,    Walter,   Quedlinburg.   Germany.      Needle   threader. 

2.016.423:  Oct.  «. 
Frevainger,  John  B..  assignor  to  North  A  Judd  Mannfactar- 
Ing  Companv.  New  Britain.  Conn.     Buckle.     2.016.712; 
Oct.  8. 
Frld^n.  John  H.,  Epst  Orange,  assignor  to  The  Sun  Tube 
Corporation.    Hillside.    N.   J.      Collapsible   tube   capping 
machine.     2.016.424  :  Oct.  8. 
Fritz,  Awald  R..  Michigan   City.  Ind.     Safety  razor  blade 

holder.     2.016.995  :  Oct.  8. 
Fuller.  Louis  J.      (See  McCahan.  J.  H..  Fuller,  and  Sam- 

blanet.)  ,      „ 

"Fusion-Moteura".       (See    Bernard.    Auguite    L.    R..    a»- 

■ignor.) 
Oabor.   Louis.   New  York.   N.  Y.     Cover   retaining  means. 

2,016,324  ;  Oct.  8. 
Gallon  Metallic  Vault  Company.  The.     (See  Smith.  Ralph 

El    assignor.) 
Galvln.  Cnarlea  E..  assignor  to   International  Steel  Wool 
Corporation.        Springfield,        Ohio.  Pressing       pad. 

2.016,718  :  Oct.  8. 
Garland,   Robert  H.,  et  aL      (See  Brown,  William  Y..  as- 
signor.) 
Garrett    Cecil  C.  and  E    A..  Lockwood.  assignors  to  High 
Point  Overall  Company,  High  Point.  N,  C.    Overall  gar- 
ment.    2,016,897  ;  Oct.  8. 
Gaskell  k  Chambers,  Limited.     (See  Weightman.  John  8.. 

aasignor.)  _,    ^ 

Gastrlch.    (instav.    assignor    to    Textile    Machine    Works. 
Wyomlssing,  Pa.     Point  structure  for  straight  knitting 
machines.     2.016.742  ;  Oct.  8. 
Gatke,     Thomas     L.,     Oak     Park,     111.       Brake     block. 

2.016.280  :  Oct.  8. 
Gaugler.  Rchard  S..   Dayton.  Ohio,  assignor,  by  mesne  as- 
signments, to  General  Motors  Corporation.     Refrigerat- 
ing apparatus.     2.016.368;  Oct.  8. 
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Geer,  Charles  D..  assignor  to  The  Engineering  and  Re- 
search Corporation,  New  Haven.  Conn.  Traffic  control 
system.     2.016.325  ;  Oct.  8. 

Geer.  William  C.     (See  Baymiller.  John  W..  assignor.) 

Geffrov.  Ralph  N..  Stockton.  Calif.  Implement  mounting 
trailer  for  tractors.     2.016.774  ;  Oct.  8. 

General  Aniline  Works,  Inc.  (See  Heyna.  H..  and  Huber. 
assignors.) 

General  Aniline  Works.  Inc.     (See  Kranzleln.  G..  Greune, 
and  Schulthels,  assignors.) 

General  Aniline  Works,  Inc.  (See  Ohlendorf.  Heinricb. 
assignor.) 

General  Aniline  Works,  Inc.  (See  Steindorff.  A.,  and 
Paquln.  assignors.) 

General  Electric  Company.  (See  Braband.  Carl,  as- 
signor.) 

General  Elecf'-lc  Company.  (See  Chesnut,  Dewey  L..  as- 
signor. ) 

General  Electric  Company.  (See  Coates.  William  A.,  as- 
signor.) 

General  Electric  Company.  (See  Fans.  Harold  T..  as- 
signor.) 

General  EJlectric  Company.  (See  Humberstone.  Joseph  H.. 
assignor.) 

General  Electric  Company.  (See  Murphy.  G.  F..  and 
Steiner.  assignors.)  ,„ 

General  Electric  Company.  (See  Rice.  Chester  W..  as- 
signor.) ^      ^ 

General  Electric  Company.  (See  Stafford,  John  K..  as- 
signor.) ,„ 

General  Electric  Company.  (See  Thomas.  Henry  P.,  as- 
signor.) 

General  Electric  Company.  (See  Van  Nordstrand.  Robert 
D..  assignor.)  „ 

General  Electric  Company.  (See  Whitney.  George  B..  as- 
signor.) 

General  Findings  and  Supply  Co.  (See  Cole.  \.  M..  and 
Rivers,  assignors.)  „     , 

General  Motors  Corporation.  (See  Davis.  Charles  H..  Jr.. 
assignor.) 

General  Motors  Corporation.  (See  Dyer,  John  B..  as- 
signor.) 

General  Motors  Corporation.  (See  Gaugler.  Richard  S.. 
assignor.^  ^  ^  , 

General  Motors  Corporation.  (See  Green.  Leonard,  as- 
signor.) 

General  Motors  Corporation.  (See  Patslg,  Alfred,  as- 
signor.) _     .       „  ™ 

General   Motors   Corporation.      (See   Poole.   Lora   B..   as- 
General    Motors    Corporation.      (See    Shippy,    L.    C.    and 
Holmes,  assignors.)  .^ 

General  Motors  Corporation.  (See  White.  John  W..  as- 
signor. I 

General  Rubber  Company.  (See  McGavack.  John,  as- 
signor.) 

Gerrard  Company.  The.     (See  Spoor.  Ivan  H..  assignor.) 

Ghlslaln,    Jean.    Downey,    Calif.       Sprinkler.      2.016.743; 

Glebei,     August     J.,     Detroit.     Mich.       Reflector     device. 

2,016.546  :  Oct.  8. 
Gleseler,     Kurt,     Breslau.     assignor     to     Oberschlesischer 

Berg-nnd    HQttenmannlscher    Vereln    E.    V..    Gleiwits. 

Germany.      Method   for   the  obtentlon   of  phenols   from 

coal  tars  and  lignite  tars.     2.016.633  ;  Oct.  8. 
Gilbert.  William   N..   Hudson   Heights.  N.  J.,  assignor,  by 

mesne  assignments,  to  International  Business  Machines 

Corporation.  New  York.  N.  Y.     Scale.     2.016.714  ;  Oct.  8. 
GlUen.      Phillip     J..      Greenwood.      Mass.        Track     tool. 

2.016.326:  Oct.  8.  ^     .  ,..         k 

GUmore,  Forrest  B..  Tnlsa,  Okla.     Producing  solid  carbon 

dioxide.     2.016.815:  Oct.  8.  _      _  ,.     .     w  ,      * 

Glngg.  Edwin  U..  San  Francisco.  Calif.     Welder  s  helmet. 

2.016.775:  Oct.  8.  ^     ,,  ,,     ., 

Goddard   Rol)ert  H..  Worcester.  Mass.     Cooling  combustion 

chambers.     2.016.921  ;  Oct.  8. 
Godsey,  Frank  W.,  Jr..  New  Haven.  Conn.,  assignor  to  The 

Safety  Car  Heating  k  Lighting  Company.      Method  and 

apparatus  for  electrical  control.     2.016.671  :  Oct.  8. 
Godsey.  Frank  W..  Jr..  New  Haven.  Conn.,  assignor  to  The 

Safety  Car  Heating  A  Lighting  Company.     Elertrlc  tiire 

delay" apparatus.     2.016.672:  Oct.  8.      „  ,     ,        ^  ^   , 
GoessUng.    Gerald    A..    St.    Louis.    Mo.      Printing    tubular 

celluloid  articles.     2.016.425  :  Oct.  8. 
Gooch.  Herbert  L  .  Coral  Gables,  Pla..  assignor  to  Josephine 

A.  Gooch.  Miami,  Fla.     Lawn  mower.     2.016.939  :  Oct.  8. 
Gooch.  Josephine  A.     (See  Gooch.  Herbert  L..  assignor.) 
Goodall   Worsted   Company.      (See  Nutter.   Frank    E..  as- 

Goodrlch.  B.  F..  Company.  The.  (See  Collins.  Arthur  E.. 
assicnor.)  _  ..,,.,..         ,«    tv         -i 

Goodrich.  B.  F..  Company.  The.  (See  Nathan.  T.  D..  and 
Merrill,  assignors.) 

Goodrich,  David  M.,  Mt.  Klsco.  N.  Y.  Wheel  and  tire  as- 
sembly.    2.016.776,;  Oct.  8.  ^  „    ,  ,    t 

Goost  Theodor.  Cologne-Mulhelm.  and  W.  Lommel.  Lever- 
kusen  Wiesdorf.  assignors  to  I.  G.  Farbeninductrie  .Ak- 
tiengesellschaft. Frankfort-on-the-Main.  Germany.  Puri- 
flcatlon  of  pyridine.     2.016.426  ;  Oct   8.  ^  ^,    « 

Goss  Printing  Press  Company.  The.  (See  Crafts,  Curtis  8., 
&B8lf?nor  ) 

Gossner,  BUwin  L.  E..  San  Francisco,  Calif.  Drapery 
display  device.     2.016,741  ;  Oct.  8. 

Gotham  Pressed  Steel  Corporation.  (See  Anderson.  Charles 
A.,  assignor.) 
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(ioald.  Edgar  R..  Brookllne,  Mass.  Vaporizer  In  atmos- 
phere of  electrically  charjjetl  raa.     2,016,491  :  Oct.  8. 

Government  and  the  People  of  The  United  States,  Dedicated 
to.      (See   Hardgrove,   Ralph   M.,  asfilgnor. ) 

Granat,  Joseph,  San  Francisco.  Calif.  Combined  engage- 
ment and  weddlni?  rlnes.     2,016,492  ;  Oct.  8. 

Grantham,  Frederick  G..  Kansas  City,  Mo.  I.4iwn  mower 
sharpener.      2.016,777  :   Oct.   8. 

Graves  Process  Inc.,  The.  (See  Graves,  Roy  V.,  as- 
signor.) 

Graves,  Roy  V.,  assignor  to  The  Graves  Process  Inc.,  Min- 
neapolis,   Minu.      Master    sheet.      2,016,599  ;    Oct.    8. 

Gray  Processes  Corporation,  The.  (See  Nlsaon.  Philip  8., 
assignor. ) 

Gray,  Robert  D..  Kansas  City,  assignor,  by  meane  assign- 
ments, to  Clarence  E.  Cleveland,  FSalina,  Kans.  Color- 
ing stone.     2,016,600;  Oct.  8. 

Green,  EstiU  I.,  East  Orange,  N.  J.,  assignor  to  American 
Telephone  and  Telegraph  Company.  Volume  range 
control.      2,016,427 ;    Oct.    8. 

Green,  Leonard.  Philadelphia,  Pa.,  assignor,  by  mesne  as- 
signments, to  General  Motors  Corporation,  Refriger- 
ating apparatus.     2,016,327  :  Oct.  8. 

Greenlee  Bros,  k  Co.  (See  Abramson,  J.  H.,  and  Swan- 
son,  assignors.) 

Grethe,  Theodor,  Hamburg.  Germany.  Producing  coffee 
free   from  caffeine      2.016.6.34  ;  Oct.   8. 

Greune,  Helnricb,  (See  Kranzlein,  G.,  Greune,  and 
Schulthels.) 

Grlffla,  Lawrence  W.  ( See  L<:)ncte«ux,  H.  J.,  Norton,  and 
Orlffl8. 

Gudmundsen.  Austin.  (See  Hasche,  R.  L.,  and  Godmund- 
sen. ) 

Gallck,  Rassell  A  .  Wlnthrop,  Mass..  asslstnor,  by  mesne 
assignments,  to  Archie  M.  Andrews,  New  York,  N.  Y. 
Lighter.      2  016,898;   Oct.   8. 

Gumprich.  William.     (See  Strachan,  T.  n.,  and  Gumprlch  ) 

Gntmann.  Ferdinand  A  Co.  (See  Waring.  Olaf  I  .  as- 
signor.) 

Haas,  Paul  C,  Menrton.  Mich.  Composite  bearing. 
2,016,493  ;  Oct.  8. 

Habla,  Alois.  Handsworth,  Birmingham,  England.  Brick 
and  tile  kiln.    2,016,996  ;  Oct.  8  . 

Haebler,  Theodor.      (See  Krflmer.  Oskar.  assignor.) 

Haglund,  Gnstaf.  assignor  to  Patentaktlebolajiet  GrSndal- 
Ram^n.  Stockholm.  Sweden.  Producing  sulphite  cellu- 
loae.     2,016,328  ;  Oct.  8. 

Hahn,  Conrad,  Essen-Ruhr,  Germany,  assignor,  by  mesne 
assignments  to  The  Kopperg  Company  of  Delaware, 
Pittsburgh.  Pa.  Direct  cooling  of  producer  gas. 
2.016,940 ;  Oct.  8. 

Halght.  Auletea  C,  New  York.  N.  Y.,  assignor  to  The  A.  S. 
Boyle  Company,  Cincinnati,  Ohio.  Making  molde*!  ar- 
tlles  from  wood  paste  or  the  like.     2,016,329  ;  Oct.  8. 

Halt,  James  M..  Alhambra.  assignor  to  Food  Machinery 
Corporation.  San  Jose.  Calif.  Automatic  oiler  for  deep 
well  turbine  pumps.     2.016,673  ;  Oct.  S. 

Hall,  Eklwln  S.,  New  Haven,  Conn.,  assignor  to  Reming- 
ton Rand  Inc.,  Buffalo,  N.  Y.  Typewriter  line  stop. 
2,016.922  ;  Oct.  8. 

Hall.  Eric  E,,  assignor  of  one-half  to  J.  H.  Jacobson, 
Chicago,    111.      Joint.      2,016.858 ;    Oct.   8. 

Hall,  Jamea  H.,  H.  Kay,  and  A.  Myers,  assignors  to  Hall 
k  Kay,  Limited,  Ashton-under  Lyne,  England.  Air  di- 
recting device  for  use  In  ventilating  or  other  air  sup- 
ply systems.     2,016,778  ;  Oct.  8. 

HaU  k  Kay.  Limited.  (See  Hall,  J.  H.,  Kay.  and  Myers, 
assignors.) 

Hallgren,  Matt  Q.      (See  Kenna,  R.,  and  Uallgren.) 

Mamasumi,  Matsujlro,  Sendai.  Japan.  Centrifugal  cast 
iron  pipe.     2,016.674  ;  Oct.  8. 

Hammack.  George  V.,  Kansas  City,  assignor  of  one-half  to 
J.  B.  Shryock,  Odessa,  Mo.  Refrigerating  cabinet. 
2,016,675  ;  Oct.  8. 

Hansen,  Christian  J  ,  Essen-Ruhr,  Germany,  assignor,  by 
mesne  assignments,  to  The  Koppers  Company  of  Dela- 
ware, Pittsburgh,  Pa.  Manufacture  of  dl-ammonlum 
phosphate  from  solution**  'Containing  ammonium  phos- 
phate.    2,018.816;  Oct.  8. 

Hanson.  Soren  S.,  assisrnor  of  forty  per  cent  to  W.  Olson. 
Brooklvn.  N.  Y.  Muffler  for  internal  combustion  engines. 
2.016.859  ;  Oct.  8. 

Hardgrove.  Ralph  M..  Westfleld,  N.  J.,  dedicated  to  The 
Government  and  the  People  of  The  United  States. 
Process  of  and  apparatus  for  measuring  redaction  In  size 
of  solids.     2,016,779:  Oct.   8. 

Hiirper,  Harry,  and  C.  R.  Carpenter,  Minneapolis,  Minn 
Coffe*>  making  machine.     2.018.281  ;  Oct.   8. 

Harris.  Carl  C,  Orange,  Mass.     Eraser.     2,01fl,715  ;  Oct.  8. 

Harsanyt,  Eugene.      (See   Wittenberg,   O.,  and   Harsanyl.) 

Hartborg,  Herman  L.  (.^ee  McDowell,  J.  T..  ITartbnr^. 
Rienks.  and  Maudru.) 

Hartlnger.  Hans,  assignor  to  Arm  :  Carl  Zeiss,  Jena,  Ger- 
many. Instrument  for  examining  convexly  curved  sur- 
face*.    2.016,780:  Oct.   8 

Hartke,  Frits,  assignor  to  Sanreschuti-Oesellschaft  m.  h. 
H..  Berlln-Altgllenlcke,  Germany.  Draining  cock. 
2.016.997  Oct.  8. 

Hartke.  Fritz,  assignor  to  Saureschuti  Osellschaft  m.  b. 
H.,  Berlln-Altgllenlcke,  Germany.  Straight  way  cock, 
2.016,998;  Oct.  8. 

Hanrel  Corporation,  The.  (See  Harvey,  Mortimer  T., 
assignor.) 


Harvey,  Mortimer  T.,  East  Orange,  N.  J.,  assignor  to  The 
Ilarvel  Corporation.  Distillation  of  marking  nut  shell 
liquid  and  products  therefrom.     2,016,282;  Oct.  8. 

Hasche,  Rudolph  I.^,  Milwaukee,  and  A.  Gudmundsen,  Wau- 
watosa.  Wis.     Unit  air  cooler.     2,016.428  ;  Oct.  8. 

Hasche.  Rudolph  L.,  Whitefish  Bay,  assignor  to  A.  O.  Smith 
Corporation,  Milwaukee,  Wis.  Apparatus  for  plastic 
molding.     2.016,860;   Oct.  8. 

Hasklns,  Clifford  B.     (See  Breaden,  C.  E.,  and  Haskins.) 

Havill,  Clinton  II..  South  Orange,  assignor  to  Eclipse  Avi- 
ation Corporation,  East  Orange,  N.  J.  Fluid  pump, 
J,016,83l  ;  Oct.  8, 

Hayden,  Harold  P.,  Woodbrldge,  N.  J.,  assignor  to  The 
Barber  Asphalt  Comoany.  Philadelphia,  Pa.  Roofing  and 
producing,     2,016,429;  Oct.  8. 

Haye.i.  Timothy  A.  J.,  Boston.  Mass.  Ignition  circuit. 
2.016.494  ;  Oct.  8. 

Hays,  Albert  B.     (See  Thomas,  II.  T.  .and  Hays.) 

Hasel-Atlas   Glass   Company.      (See   Wlesner.    Henry,   as- 


(See    Wheeler,    Harold    A,,    as- 


signor.) 

Hazeltlne    Corporation, 
slgnor. ) 

Heck,  John  T  ,  assignor  to  DaLlte  Screen  Company,  Inc., 
Chicago.  III.     Camera  support.     2.016,744  ;  Oct.  8. 

He<lman  Manufacturlni;  Company,  The.  (See  Slettevold, 
Ole,  assignor.) 

Held.  Jarob  B.,  assignor  to  Universal  Oil  Products  Com- 
pany, Chicago.  III.  Conversion  of  hydrocarbon  oils. 
2,016,781  :  Oct.  8. 

Helderke,  Relnhold  et  al.      (See  MUller.  Rudolf,  assignor.) 

Helnricb,  Hans.  Stuttgart,  and  W.  Volt.  Stuttgart  Bed, 
Tannstatt,  assignors  to  Robert  Bosch  Aktlengesellschaft, 
Stuttgart.  Germany.  Injection  noizle  for  self-igniting 
Internal  comhustlon  engines.     2,017,028  :  Oct    8 

Helf.   George   M.      (See   Burns,   F.    S.,   and    Helf.) 

Henkel  k  Cle..  G.  m.  b.  H.  (See  Hintermaler,  Anton, 
assignor. ) 

Henkel  k  Cle..  Gesellschaft  mit  beschrankter  Haftung.  (See 
Klrstshler,  A.,  and   Kaiser,  assignors.) 

Henn.  William  A..  E>-ansvlUe,  Ind.  Flush  tank.  2,016,635  ; 
Oct.   8. 

Henn,  William  A.,  Evansvllle,  Ind.  Toilet  bowl. 
2.016.636  :  Oct.  8. 

Henrv,  Charles  L.,  assignor  to  Ijee  C.  Moore  k  Companv. 
Inc.  Pittsburgh.  I'll  Ball  and  socket  bearing.  2  016  7ld  ; 
Oct.  8. 

Ilenpner.  John  W.  K.,  assignor  to  Louis  Marx  A  Company. 
New  York,  N.   Y.     Vehicle  toy.     2,016,782;  Oct.   8. 

Herlach.  Helnricb.  Berlln-Frohnau.  Germany,  assignor  to 
Haffenfabrlk  Solothurn  AG..  Solothurn.  Switzerland. 
Wheeled  gnn  carriage.      2.016.717:  Oct.  8 

Herrmann,  Karl  L..  South  Bend.  Ind,  Antifriction  bear- 
ing and  making  same.     2.016.923  :  Oct    8 

Herrmann.  Karl  L..  South  Bend,  In«l.  Antifriction  bear- 
ing.    2.016,924  :  Oct.  8. 

Hess.  Eugene  R.  Las  Cruces.  Calif.  Attachment  for  re- 
loading  tools.      2,016,676;   Oct.   8. 

Heyna.  Hans,  and  H.  Huber,  Frankfort  on  the-Maln,  Oer- 
n«any.  assignors  to  General  Aniline  Works,  Inc.,  New 
\^l^-^-  Y.  Water-insoluble  azo  dyestuffs.  2,018.495; 
Oct.   8. 

Hice.  John  W     Detroit.  Mich.,  assignor,  bv  mesne  asslgn- 

?^'?fl*;ol^°   P*"   ^orth    Company.      Car   loading    device. 
2.016.4.30  ;   Oct.   8. 

High  Point  Overall  Company.  (See  Garrett,  C.  C,  and 
Lockwood,  assignors  i 

Highway  Trailer  Company,  The.  (See  Wagner,  Charles  H.. 
assignor.) 

Hill.  Edward  G  ,  Chicago,  III  .  assignor  to  Hill  Engineer- 
ing (  orporatlon.  Rlrhmond,  Va.  Automatic  clutch  con- 
trol apparatus.     2.016,090  :  Oct    8 

Hill    Engineering    Corporation.       (See    Hill,    Edward    O 
assignor) 

Hinshaw  Joseph  H..  trustee.  (See  Barnes,  Allen  L..  as- 
signor.) 

Hintermaler   Anton,  assignor  to  Henkel  k  Cle..  G    m.  b    H 
Dusseldorf.  Oermanv.      Silicon  carboxylate  and   making 
the  same.     2.017,000;  Oct.  8. 

Hirche.  Willy,  I>»opoIdshaln.  near  Gorlltz,  assignor  by 
mesne  assignments,  to  F.  Rothernberg  Berlin  Ger- 
many.    Refrigerator.     2,016.637  ;  Oct    8 

"^5Tv",*/i.«'*,"'^^"  ^A  Cicero.  111.  Quilted  pad  and  the  Uke. 
2.016.601  ;   Oct.   8. 

Hobart    Manufacturing    Company,    The.       (See    Strachan 

T.    H..   and  Gumpfrlch.  asf<|gnor8  ) 
HochwaU.  Carroll  A      (See  Abroma,  V.  R..  and  Hochwalt  ) 
Hocking.  Ernest  L.  R  .  Wellington,  New  25ealand      Flexible 

coupling  for  vehicle  bogles.     2.017,001  ;  Oct   8 
Hodcman,  Willis  K.,  Jr„  Tauton,  Mass.     Dry  pipe  valve. 

Hoflgson,    William    W,    Chicago.    Ill  .    assignor    to    Conti- 
nental   Can    Company,    Inc.,    New    York,    N.    Y.      Metal 
container.     2.017,002  :  Oct.  8 
Hoe.  R.,  k  Co.     (See  Eckhard    William  K..  assignor  ) 
Hoe.  R..  k  Co.      (See  Huck,   William  F..  assignor  ) 
Hoe,   R.,  A  Co.      (See   liongee,    Frederick   G  ,  assignor.) 
Hoe.  R  ,  k  Co.     (See  Zuckern>an.  .\dnlph   M  ,  assignor  ) 
Hoffmann,     Otto,     Zurich,     Switzerland        Type     binding 

means.     2.016,432;   Oct.   8. 
Hofmann,   Edmund    as-xlgnor  to   H.   H,   Krueger,   Chicago, 
III.      Cover   for   heating   radiators.      2,016,431  ;    Oct     8 
Hogan,    Clark    H.,   Oklahoma   Citv.    Okla.      Manufacturing 

glass  containers  for  liquid.     2.016,439  ;  Oct    8. 
Holheck,  Austin  A.,   Lakewood,  and  II.  F    Holbeck,  CleTe- 
land,  Ohio.     Pulverizing  machine.     2,016,496;  Oct.  8. 
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ipany.      (See   Oberem,   William   C, 


Holbeck.  Austin  A  .  Lon«  Ijike,  Mich.,  and  H.  F.  Holbeck, 

Lakewood,     Ohio.       Pulverizing     machine.       2,016,497 ; 

Oct.  8. 

Holbeck,  Halvor  F.      (See  Holbeck,  Austin  A.,  and  H.  F.) 

HoUard.  .\ugU8te,  Paris.  France.     Treating  bronze  wastes 

for    recovering    copper,    tin,    lead,    and    precious    metals 

therefrom.      2,016,718;   Oct.   8. 

Holman,   Herbert   E.      (See   Blumlein,   Alan   D.,  and  Hol- 

man.) 
Holmes,  John  Q.     (See  Shlppy,  L.  C,  and  Holmes,) 
Honeycutt,   William  C,  et  al.      (See  Brown,  William   Y.. 

af^slgnor.) 
Hood  Rubber  Company.      (See  Bodle.  Virgil  H..  assignor.) 
Hood  Rubber  Company.      (See  Wentworth.  E.  A.,  and  Mc- 

Curdy,  as-signors.) 

Hoopes,  Penrose  R.,  Hartford,  Conn.,  assignor  to  The  AJax 

Manufacturing    Company,    Euclid,    Ohio.      Machine    for 

electrically   heating   metal  articles.      2,016,369 ;   Oct.   8, 

Hopewell,    Annie    F.,    Ottawa,    Ontario,    Canada.      Drain 

cleaning    device.      2,016,498 ;    Oct.    8. 
Hopff,   Helnricb.      (See  Kraenzleln^  G.,  and   Hopff.) 
Hopwood,  John  M.     (See  Smith,  George  W.,  assignor.) 
Horn  k  Hardart  Baking  Company.      (See  Cramer,  Albert 

M.,  assignor.) 
Horwitt,    Nathan    G.,    ossignor,    by   mesne   assignments   to 
Nathan   G.    Horwitt.   New   York.   N.   Y.      Picture   frame. 
2.016.941  :   Oct.   8. 
Horwitt,  Nathan  G.,  and  M.  Katcber,  assignors  to  Design 
Engineers.     Incorporated,     New    York,     N.     Y.       Picture 
frame.      2^16,942;   Oct.    8. 
Hotchlkiss,   E.  H.,  Company,   The.      (8e«  Vogel,   Max,  as- 
signor.) 
Hougland,  Albert  C,  assignor  to  Crane  Company  of  Min- 
nesota, St.  Paul,  Minn.     Driving  mechanism  for  chums. 
2,016,499;  Oct.  8, 
Howard,  Merton  W.,  at^signor  to  Pope  Machinery  Corpora- 
tion,     Haverhill,     Mass.        Skin      trimming      macnine. 
2,016,330;  Oct.  8, 
Howarth.    William,    Spondon,    near    Derby,    England,    as- 
signor to  Celanese  Corporation  of  America.      Sheddlng- 
mecbanism  of  circular  looms.     2,016,370;  Oct.  8. 
Huber,  Hans.      (See  Heyna,  H..  and  Huber.) 
Huck.  William  F.,  Richmond  Hill,  assignor  to  Irving  Trust 
Company,    permanent    trustee   for    R,    Hoe    A   Co.,    Inc., 
New  York,  N.  Y.     Mold  for  casting  stereotype  printing 
plates.     2.016.283;  Oct.   8. 
Hudson   Motor  Car  Company 

assignor.) 

Huey,    Harold    I.,    Saylesville.    and    W.    W.    Russell,    East 
Providence,   assignors   to    Sayles   Finishing   I'lants    Inc., 
Saylesville,  B.  I.    Viscose  coating  and  filling.    2,016,719  ; 
Oct.  8. 
Huff.  Lyman  C,  assignor  to  rnivcrsal  Oil  Products  Com- 
pany,   Chicago,    111.      Treatment    of    hvdrocarbon    oils, 
2,016,371  ;  Oct.  8. 
Huffman,  Oscar  C,  assignor  to  Continental  Can  Company, 
Inc.,    New    York,    N.    Y.      Preparing    a    dispensing    con- 
tainer.     2,016.964  :   Oct.    8. 
Huggins,  Bon,  Greenville,  S.  C,     Shuttle  check  for  looms. 

2,016,965  ;  Oct.  8. 
Humason.  Granville  A.,   Houston.  Tex.     Fluid  lift  pump. 

2,016,433;   Oct.   8. 
Humberstone,  Joseph   H^  Schenectady.  N.  Y.,   assignor  to 
GJeneral       Electric       (^ompany.         Welding       electrode. 
2,016,899  :  Oct.  8. 
Humberstone,  Joseph    II..  Schenectady,  N.  Y,,  assignor  to 
Oneral     Electric    Company.       Wire    coating    machine. 
2,016,900;  Oct,  8, 
Hume  Steel  Limited.     (See  Hume.  Walter  R..  assignor.) 
Hume,  Walter  B..   assignor  to  Hume  Steel   Limited,   Mel- 
bourne,    Victoria,     Australia.       Electric     arc     welding. 
2,017,003  ;  Oct.  8. 
Huntley.    Ernest    R..    assignor    to    Crystal    Paper    Service 
Corp<)ration,  Los  Angeles,  Calif.     Paper  cup.     2,016,434  ; 
Oct.  8. 
Huthslng.  Leo  B..  TjOB  Angeles,  Calif.     Timing  gear  silenc- 
er.    2,016,746;  Oct.  8. 
Htitt     Albert    E  ,    Pelham,   N.  Y.,   assignor   to   Pittsburgh 
Bquitable  Meter  Company,  Pittsburgh,  Pa.     Meter  mech- 
anism.     2,016,502;    (5ct.    8. 
Hyatt,    Leonard   and    O.    D.    Robbins,    San    Antonio,    Tex. 

Visible  oil  comparer.     2,016.832  ;  Oct.  8. 
Hydraulic  Brake  Company.      (See   Loweke,   Erwin   F.,  as- 
signor.) „       „ 
I.  G.  Farbenindustrle  Aktiengesellsrhaft.      (See  Baumano, 

P..    Stadler,    and    Willig,    assignors.) 
I.  G.  Farbenindustrle  Aktlengesellschaft.      (See  Fikentsch- 

er.    Hans,    assignor.)  „       „  „ 

I.  G.   Farbenindustrle  Aktlengesellschaft.      (See  Ooost,  T., 

and  Lommel,  assignoi-s.) 
I.    G.    Farbenindustrle    Aktlengesellschaft.      (See    Kraens- 

leln,  G.,  and  Hopff,  assignors.) 
Imperial    Chemical     Ir.dustrics     Limited.       (See     Plggott, 

Henry  A.,   assignor.) 
Individual   Drinking  Cup  Company.      (See  Seastrom,   Erik 

O.,   assignor.) 
Inertia    Devices,    Inc.       (See    Meglnnis,    Francis    R.,    as- 
signor.) .        _ 
Irgraham,  E  ,  Company,  The.      (See  Poole,  Arthur  B.,  a»- 

Inkset  Products  Inc.     (See  Wood,  Harold  P.,  assignor.) 
International      Business      Machines      Corporation.        (Bee 
Breaden.  C.  B.,  and  Hasklns,  assUrnort.) 


International  Business  Machines  Corporation.    (See  Bryce, 

James  W.,  assignor.) 
International  Bu8ine^8  Machines  Corporation,      (See  Daly, 

G.   F.,    and   Lowkrantz.   assignors.) 
International  Business  Machines  Corporation,     (See  Elch- 

enauer,  Conrad,   assignor.) 
international  Business  Machines  Corporation.     (See  Ford, 

Eugene   A.,    assignor.) 
International   Business  Machines   Corporation.      (See   Gil- 
bert, William  N.,  assignor,) 
Internatiunal  Business  Machines  Corporation.     (See  Knut- 

son,    Irving   B.,   assignor.) 
International  Business  Machines  Corporation,     (See  Mills, 

Albert    W.   assignor.) 
International     Business     Machines     Corporation.        (Se« 

Babenda,   Edward  J.,  assignor.) 
International      Bu^^iness      Machines      Corporation.        (See 

Sprecker,   Alfred  L.,   assignor.) 
International  Business  Machines  Corporation.      (See   Vun 

Peln,    Edward   J.,    assignor.) 
International  Cigar  Machinery  Company.     (See  Pedersen, 

Mathias,  assignor.) 
International     Steel     Wool     Corporation.       (See     Galvin. 

Charles  E.,  assignor.) 
Ireland,  Thomas  H.,  Rockrille  Center.  N.  Y.     Fluid  heater. 

2.016,746;  Oct.  8. 
Irving  Trust  Company,  permanent  trustee.     (See  Eckhard, 

Wililam  K.,  assignor.) 
Irving   Trust    Companv,    permanent   trustee.      (See    Huck, 

William   F.) 
Irving  Trust  Company,  permanent   trustee.      (See  Lcugee, 

FrtKlerick    G.,    assignor.) 
Irving  Trust  Company,  permanent  trustee.      (See  Zucker- 

man,   Adolph   M.,   assignor.) 
Isaly   Dairy  Company,  The.      (See  Jennings,   Samuel,  Jr., 

assignor.) 
Isenberg.  Stanley,  Chicago,  111.,  assignor  to  A.  M.  Andrtws. 
New  York,  N,  V.     Cigarette  lighter.     2.016,901  ;  Oct.  8. 
Isldin,    Benedict,   Cleveland,   Ohio,   assignor   to   Aluminum 
Company  of  America.  Pittsburgh,  Pa.   Wheel.   2.016,435  ; 
Oct.  8. 
Jackson,    Roland   T..   assignor   to  R.   k   W.    H.    Symington 
Companv  Limited.  Market  Harborough.  England,  a  com- 
pany  of   England.     Lever  buckle   or  slide.      2,016,783; 
Oct.  8. 
Jacobl,  Edward  N.,  a.-^signor  to  Briggs  &  Stratton  Corpora- 
tion, Milwaukee,  Wis,     Lock,     2,016,602  ;  Oct,  8. 
Jact)bson,  J.  H,      (See  Hall,  Erie  E.,  assignor.) 
Jahnke.  Harry,  Markesan,  Wis,     Lever  catch.     2,016.436  ; 

Oct.  8. 
James,  John  R.,  Storv  City,  Iowa.     Self  starting  motor  for 

Hlternating  currents.     2.016.603:  Oct.  8. 
Jecmenek.    Frank    H.,    Fayetteville,    Tex,      Drain    attach- 
ment   for  pumps  and   the  like.     2.016.638  :    Oct.   8. 
Jeffrey  Manufacturing  Company,  The.     (See  Fleming.  Wil- 
liam B.,  assignor.) 
Jeffrey  Manufacturing  Company,  The.     (See  Levin,  Nils  D., 

assignor.) 
Jennings,  Aaron  J.,  Battle  Creek,  Mich.,  assignor,  by  mesne 
a.<;signments,  to  The  Farval  Corporation,  Cleveland,  Ohio. 
Measuring  valve.     2.016,372  ;  Oct.  8. 
Jennings,  Samuel,  Jr..  Masury,  assignor  to  The  Isaly  Dairy 
Company,   Younestown,   Ohio.      Spoon  and   making  the 
same.      2,016.861  ;   Oct.    8. 
Jerome,  Edwin  R..  Cranston.  R.  I.,  as-signor  to  Victor  Ring 
Traveler   Company.      King  traveler      2.016.925 ;  Oct.   8. 
John.  Weslev  E..  Johannesburg,  Transvaal,  Union  of  South 
Africa.     Slodifving  the  transmitted  light  in  moving  lens 
cinematograph   machines.      2.016,803  ;  Oct.  8. 
Johns-ManvUle  Corporation.     (See  Clarvoe,  George  W'.,  as- 
signor.) 
Jones,  Daniel  T.      (See  Basore,  C,  A.,  and  Jones.) 
Jones,    Lloyd    T..     Berkeley,     Calif.       Luminescent    tube. 

2.016,437'^:  Oct.  8. 
Jo»<epowltz,  Adolph,  assignor  to  Jose  Equipment  and  Serv- 
ice Corporation.  New  York.  N.  Y.     Apparatus  for  empty- 
ing and  cleaning  beer  and  other  pipes.     2,016.926  :  Oct.  8. 
Joss   Equipment   and    Service  Corporation.      (See   Josepo- 

wltz,   Adolph,   assignor,) 
Junkers  k  Co.,  G.  m.  b.  H.     (See  Junkers,  Hugo,  assignor.) 
Junkers,   Hugo,   assignor   to    Junkers  k  Co..  G.  m.   b.   H., 
De.sau.  Germany.    Hot-water  system.     2,016,331  ;  Oct.  8. 
Kaln.  Clifford  H..   et   aL      (See  Richard,  Clement  C,   as- 
signor. ) 
Kaiser.  WUhelm  J.     (See  Klrstahler.  A.,  and  Kaiser,  i 
Kalle  A  Co.  Aktlengesellschaft.      (See  Volgt,  Wilhelm,  as- 
signor.) 
Kammerdiner,    James   A.      (See   McCullough,    Ira   J.,    as- 

Ka'pUal'^A   Industrlewerte  A.  G,      (See  Dederer,  Richard, 

flRflifDOr  \ 

Kaplan.  Albert  A.,  and  E.   Porcelain,   Bronx,  N.  T,     Ti« 

clasp.     2,016,747  ;  Oct.  8. 
Karmac,  Inc,     (See  Kamell,  Robert  D.,  assignor.) 
Karnell    Robert   D..   assignor  to  Karmac.  Inc..  Cleveland, 

Ohio.'    Signal  chime,     2,016.604  ;  Oct.  8, 
Katcber,  Morris.     (See  Horwitt,  N.  G..  and  Katcber  ) 
Katz    Samuel   J.,  assignor  to  Consolidated  Mounting  and 

Finishing  Corp..  New  York,  N.  Y.   Toy  pistol.   2.016,548; 

Katze-Miller,  Carlton  J.,  Milwaukee,  assignor  to  I  Ine  Ma- 
terial Company.  South  Mll\\aukee,  Wis.  Making  con- 
duits.    2.016,447  :  Oct.  8.  ,       , 

Kaufman.  William,  Mount  Vernon,  N.  Y.  Receptacle  clo- 
sure.    2,016.440  ;  Oct.  8. 
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Kay.  Herbert.     (See  Oall.  J.  H..  Kay.  and  Myer«.) 

Kealoha,  Ylan  K.,  New  York,  N.  T.  Finger  pick.  2.01«.438  ; 
Oct.  8. 

Kearney  k  Trecker  Corporation.  (See  Parsons,  Fred  A.. 
asslsnor.) 

Keeter,  William  E      (See  Blackwell.  W.  V..  and  Keeter.) 

Kelley.  Herbert  W..  Winchester,  assignor  to  I'nlon  Taste 
Company,  Med  ford,  Mass.  Glae  and  making  tbe  same. 
2,017,029:  Oct.   S. 

Kelley.  Philip  H..  Greenfield.  Mass.  Connecting  or  splic- 
ing device  for  wire*.     2.016,441  ;  Oct.   8. 

Kelsey-Hayes  Wheel  Company,  The.  (See  Sinclair,  Charles 
W..  assignor. ) 

Kempthorne,  James  L.,  Montclair,  N.  J.  Pump,  com- 
pres.^or.  nnd  the  like.     2,018,605  ;  Oct.  8. 

Kenna,  Richard,  and  M.  G.  Halleren.  Oakland,  Calif.  Gas 
dl.<*po8al  apparatus.      2,018.549  :   Oct.   8. 

Kennedy,  George  R..  Pittsburgh,  Pa.  Lubricator. 
2.016,373  ;  Oct.  8. 

Kenworthv.  I»u!e  C.  Stockton,  Calif.  Fuel  distributing 
unit   for  Diesel  engines.     2,016,503;  Oct.  8. 

Kilgus,  Alfred.  Stuttgart-Ober  Turkhe'm,  Germany.  Pro- 
duction of  ga<ies  bv  decomposition  of  aqueous  electro- 
lytes.    2.016  442;  6ct.  8. 

Kinker,  Clarence  C.  Alton,  111.,  ajwlgnor  to  Owens  Illinois 
(jiass  Companr,  Glassware  forming  machine.  2,018,374  ; 
Oct.  8. 

Klnnan,  Donald  H  .  assignor  to  Lennox  Furnace  Company, 
Inc.,  Syracuse.  N.  Y.  Automatic  heat  regulating  sys- 
tem      !?. 016,^05  :   Oct.  8. 

Kipnis.  Abraham,  Far  Rockaway.  N.  Y.  Uniting  conduits. 
1016.375  :  Oct.  8. 

Klrby.  James  11..  West  Richfield,  as'lsnor.  by  mesne  as- 
signments, to  The  Apex  Electrical  Manu'acturlng  Com- 
pany. Cleveland.  Ohio.  Filter  for  dry  cleansing  liquid. 
2.f>lR,.'S50  :  Oct.  8. 

Kirstahler.  Alfred.  Dusseldorf.  and  W  J  Kaiser.  Dus.<;el- 
dorf  B»nrath.  Germany,  assignors  to  the  firm  flenkel  & 
Cle,  Oesellschnft  mlt  heschrankter  Haftung.  Dusseldorf. 
Germany  Sulfuric  arid  derivative  of  organic  sulphur 
compounds.      2.017.004  :    Oct.    8. 

Klocke,  Wllllnm  II      (See  Plnney.  H.  H.,  and  Klocke.) 

Knfesner.  William  T..  Bronxvllle,  N.  T.  Attachment  for 
doors.     2.016.P62  :   Oct.   8. 

Knight.  B  B.  *  R.,  Corporation.  (See  Bulford.  Murray  N  , 
assignor.) 

Knight.  Julian  G..  Brooklyn,  N.  Y.  Outlet  box  and  the 
like.     2.016.284  ;    Oct.  8. 

Knop,  Paul  II..  Maywood.  111.,  assignor  to  Continental  Can 
Company.  Inc.,  .N'ew  York,  N  Y.  Easy-opening  dredg 
Ing  container.     2.016.966  ;  Oct.  8. 

Knurson.  Irving  B.,  Chicago.  III.,  as.slgnor,  by  mesne  as- 
signments, to  luternational  Business  Machines  Corpora- 
tion,  -New   York,  N.  Y.      Punch.     2,016,«s6:   Oct.   8. 

Koch.  Arthur  L.,  Upper  Darby,  I'a  as-^lgnor,  by  mesne 
assignments,  to  E.  I.  du  I'ont  de  Nemours  k  Company, 
Wilmington,  Del.     Cleaning  proce.ss.     2,016,376;  Oct.  8. 

Komarek  Oreavps  &  Company.  (See  Komarek,  Gustav. 
assignor.) 

Komarek,  Gustav.  assignor  to  KomarekGreaves  &  Com- 
pany. Chicago.  Ill  Brlquptte-maklng  apparatus. 
2.016,639:   Oct.  8. 

Komers,  I^.^er  C.  Beaver  Dam.  Wis.  Golf  bag  support. 
2.016,967  :  f)ct.  8.  "       ^^ 

Kopp«'ra  Company  ot  Delaware.  The.  (See  Hahn,  Conrad, 
assignor.) 

Koppers  Company  of  Delaware,  Tbe.  (See  Hansen.  Chrla- 
tlan  J.,  a.sslgnor.) 

Korte.  Alfred  C  ,  assignor  to  Metalcraft  Corporation,  St. 
Louis.   Mo.      Making  vehicle  wheels.      2,016.927  ;  Oct.  8. 

Kraenzlein,  Georg,  Hothstoo  the  Main,  and  II  Hopff.  Lud- 
wlgshafen-on-the-Rhlne,  a.sslgnors  to  I.  O  F"arbenindus- 
trie  .^ktlengesellschaft.  Frankfort  outhe-Maln,  Germany. 
Production  of  organic  sulpho  halides.     2.016,784  ;  Oct.  8. 

Krftmer,  Oskar.  I>eTpzig.  (iermany.  assignor,  by  mesne  as- 
signments, to  T.  Haebler.  New  York.  N.  Y.  Electro- 
deposition  of  chromium.     2.016.677;  Oct.  8. 

Kr«nxJeln,  Georg.  H.  Oreune,  and  W.  Schulthels.  Frank- 
fort-on  the-Main-Hochst,  Germany,  assignor  to  G*'neral 
Aniline  Works,  Inc..  New  York.  N.  Y.  Dvestuffs  of  the 
oxazlne  series  and   preparing  them       2.016.504  ;   Oct.   8. 

Kraus,  Wilhelm,  Vienna,  Austria,  assignor,  by  mesne  as- 
slgnment.s,  to  .\merlcan  Cvanamld  Company.  Manufac- 
ture of  condensation  products.      2.016,285  ;    Oct.   8. 

Krause,  0<x>rg.  Lubeck,  Germany.  Heat  exchanging  pipe. 
2.016.720  :  Oct.  8. 

Krebs  IMgnaent  &  Color  Corporation.     (  See  Booge,  James  E., 

assignor.) 
Krebs    Figment   &  Color  Corporation.      (See  Booge,  J.  E.. 

and  RadcllfTe.  assignors  ) 
Kreutser.  Karl.      (See  Schwarx,  A  ,  and  Kreutzer  ) 
Krohs,  Walter.     (See  BockmflhI,   M.,  Krohs,  and  Ehrhart.) 
Krotzer,  Henrv  W.,  Pleasantville.  assignor  to  The  Borden 

Company,     New     York,     N.     Y.       Refrigerated     vehicle. 

2.016.377  :  Oct.  8. 
Krueger,  Emll  M.,   assignor  to  Badger  Meter  Manufactur- 
•  Ing    Companr.    Milwaukee.    Wis.      Water    meter    cover. 

2,016,606  :  Oct.  8. 
Krueger.  Herl)ert  11.      fSee  Hofm.ann,  Edmund,  assignor.) 
Kunze,    Paul    W ,   Dresden,    (Jermany.      Obtaining   asphalt 

and  asphaltlike  substances   from   acid   resins   and   acid 

tar       2.016  721  :    Oct.    8. 
Kapec.     Joseph     F..     Lincoln.     Nehr        Detachable     sash. 

2.016,500  :  Oct.  8. 


Lacleod,  Eldon,  et  al.,  tru  teeit.  (See  Dahl,  Edward  T., 
assignor.) 

La  Grua,  James  C.  as.>«iKMor  to  National  Folding  Box  Com- 
pany, New  Haven,  l\nn.     Container.     2,016,86.3    Oct.  8. 

Lamson  Company.  T^e.  (See  Scanlan.  Josopb  M..  ••- 
slnor.) 

Landis,  Aaron.  Elizabeth,  N.  J.  ReTersible  framed  band 
bag.     2.016,551  ;  Oct.   8. 

Laofe,  Edward  H.,  Baltimore,  Md.  Automobile  control 
mechanism.     2,016  864  ;  Oct.  8. 

Langston,   Samuel  M.,  Co.      (See  Sleg,  Karl,   assignor.) 

Langwell.  Herbert.     (See  Eyre,  J.  V.,  and  Langwell.) 

Laucks,  I.  F..  Inc.     (See  Dike,  Theodore  W.,  assignor.) 

Lawlor,  Joseph  P..  Ames,  Iowa.  Drilling  wells. 
2.018.785:  Oct.  8. 

Lee,  Tboma.s,  Westfield,  N.  J.  Elevator  safety  deTlce. 
2.016.832  :  Oct.  8. 

Leeds.  Myron  P.,  Newark,  as-slgnor  to  Emelnld  Company, 
Arlington.  N.  J.     Reflector  device.     2.016..333  :  Oct.  8. 

Leflar.  Jerome,  assignor,  by  mesne  assignments,  to  The 
Master  Electric  Company.  Dayton.  Ohio.  Wheel  sup- 
port for  testing  apparatus.     2.018.943;  Oct.  8. 

Lehota,  Paul  R  .  Portland.  Oreg.     Weed  and  plant  puller. 

2.016.640  ;  Oct.  8. 

Lemalre,  Auguste  G..  Courtral.  Belgium.  Filter  fabric. 
2.016.786:  Oct.  8. 

Lennox  Furnace  Company.  (See  Klnnan,  Donald  H.,  as- 
signor.) 

Leonard.  James,  Rochester,  N.  Y.  Can  fllllog  machine. 
2,016.378  ;  Oct    8. 

Lerch,  William  (i  .  assignor  to  Master  Tire  and  Rubber 
Corporation,  Akron,  Ohio.  Bead  laying  mechanism. 
2.016,865  :  Oct.  8 

Levin,  .Michael,  Buffalo,  a.'^slgnor  of  one-fourth  to  J.  T. 
BasJM-ches.  New  York,  N.  Y.  Making  rubber  cellulose 
mixture    and    resulting  product.      2.016.286;   Oct.   8. 

Levin,  Nils  D.,  assignor  to  The  Jeffrey  Manufacturing 
Company,  Columbus,  Ohio.  Illumination  lamp. 
2,016.722;  Oct.  8. 

Levin.  Nils  D  .  assignor  to  The  Jeffery  Manufacturing 
Company,  lolumbus.  Ohio.  Conveying  and  loading 
mechanism.     2.017.005  :  Oct.  8 

Levltre,  Plus  L.,  Hatfield,  Masg.  Weighing  and  bagging 
machine.     2,016.443  :  Oct.  8. 

Lewyt,  Arthur,  New  York.  N.  T.  Morlng  sign.  2.018.748; 
Oct.   8. 

Llberson.  Frank.  Brooklyn.  N.  T.  Pulse  actuat<'d  switch. 
2.017.008  :  Oct.  8. 

Liedle.  Wilhelm,  Cannstatt.  Germany,  a.sslgnor,  by  mesne 
assignments,  to  Detroit  Gasket  A  Mfg.  Co.,  Detroit, 
Mich.      Packing   means.      2.017.007;   Oct.    8. 

Lles.-enberg.  Helnrlch,  New  York,  assignor  to  Combus- 
tion Engineering  Company,  Inc.,  New  York,  N.  Y.  Boil- 
er.    2.016  787;  Oct.  8. 

Lincoln.     Abe.     Eleetra,     Tex.      Oil    and     gas    separator. 

2.016.641  ;  Oct.  8. 

Lincoln,  Ab^^.  Eleetra,  Tex.  Oil,  water,  and  gas  sepa- 
rator.    2.018.642:  Oct.  8. 

LIndau,  Frederick  I.      (See  Forrest.  F.  R.  and  LIndau.) 

Llnde  .Air  Protlucts  Company.  The.  (See  Bucknam, 
Worthy  C,  a.sslgnor.) 

Under.   Francis.      (See  -Nardone,   R.  M..  and  Llnder.) 

Llndstrom.  .Mljert  E.  (See  Blackmun,  C.  W.,  Samantas 
and  Lindstrom.) 

Line  Material  Company  (See  Katie-Mlller.  Carlton  J., 
assignor.) 

Line  Material  Company.  (See  White,  Leonard  H.,  a^ 
Blgnor.) 

Lloyd.  William  IT..  I»ndon,  England.  Lifeguard  for  Te- 
hlcles.     2,016.833  ;  Oct.  8. 

Lockwood,  Eugene  A.     (See  Garrett,  C.  C.  and  Lockwood.) 

Lombardl,  Tarky.  Syracuse,  N.  Y.  Ash  spraying  derlce. 
2,016.928  :  Oct.  8. 

Lommel.  Wilhelm.  (See  Goost.  T.  and  Lommel,  as- 
signors ) 

Loncteaux.  Henry  J.,  J.  F.  Horton  and  L.  W.  Grlflls, 
Tonawanda,  assignors  to  Van  Raalte  Company,  North 
Tonawanda,  N.  Y.     Direct  warping.      2.017.008  ;  Oct.  8. 

Long,  Elmer  C.,  Detroit.  Mich.  Piston  for  Internal  com- 
bustion motors.     2,016,879  :  Oct.  8. 

Loomls,  Demetrius  P.,  Baltimore,  Md.  Tube  closure. 
2.016,678  ;  Oct.  8. 

Lougee,  Frederick  G..  New  Maiden,  England,  as.slgnor  to 
Irving  Trust  Company,  Permanent  Trustee  for  R.  Hoe 
k.  Co.,  Inc.,  New  York.  N.  Y.  Inking  mechanism  for 
printing    machines.      2.016.287;    Oct.    8. 

Loweke,  ErwIn  F.,  assignor  to  Hydraulic  Brake  Company, 
Detroit.  Mich.     Braking  mechanism.     2,016.288;  Oct.  8. 

Lowkranti,  Gunne.      (See  Daly,  G.  F.  and   Lowkrantz.) 

Lowndes.  Arthur,  Toronto,  Ontario,  Canada.  Centrifugal 
clutch.     2,016.648  ;  Oct.  8. 

Luhali,  Abraham.  Ventnor.  N.  J.  Identification  device 
for  toothbrushes.     2.018.644  ;  Oct.  8. 

Lubrication  Corporation,  The.  (See  Tear.  Harry  R.,  as- 
signor.) 

Lubrication  Corporation,  The.  (See  Watson.  John  A., 
assignor.) 

Lucarelle.  Joseph  M.,  Bridgeport,  Conn.,  assignor  to  Dic- 
taphone Corporation,  New  York,  N.  Y.  Recording  de- 
vice.    2,016.505:  Oct.  8. 

Lackett  Loose  Leaf.  Limited.  (See  Bloore.  E.  J.,  and 
West,  assignors.) 

Larie.  Harold  H..  La  Fayette,  Ind.,  assignor,  by  mesne 
assignments,  to  Utilities  Research  Commission,  Inc., 
Chicago,  III.     Welding  apparatus.     2.016,888  ;  Oct.  8. 
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Luta,  George  A.,  Cranford,  N.  J.,  a-algnor  to  American 
Circular  Loom  Company,  Inc.,  New  York,  N.  Y.  Weld- 
ing.    2.018.380;  Oct.  8.  _   „  .  ^     „ 

Mack  Edward  A..  Huntington,  W.  Va.,  assignor  to  Memco 
Engineeiing  k  Manufacturing  Co.,  Inc.,  Long  Island 
City,  N.  Y.  Device  for  attacnlng  leads  to  line  wires. 
2,016.749;  Oct.  8.  ..  ^,     * 

Mackenzie,  Alexander  S..  assignor  to  Anderson,  Clayton 
k  Company.  Houston,  Tex.  Baling  press  door  struc- 
ture.    2.016.444  ;  Oct.  8.  .       ,„       ,,  ,w       tt       i^ 

MacLeod,   Cameron,   Trustee  et   al.      (See  Colby,   Harold 

MacLeod.  Cameron,  Trustees  et  al.  (See  Dahl,  Edward 
T..  assignor.)  „  ,         ^  _,        , 

Maddox,  Nona  L..  Fresno.  Calif.  Screening  device  for 
automobiles.     2.016.845 :  Oct.  8.    _ 

Makurath,      Paul,      Philadelphia,      Pa.        Lawn      mower. 

2  016  9*^9  '  Oct    8 
Mal'uss,' Stanley,  and  I.  H.  Yadwln.  Newark,  N.  J.     Con- 
trolling  the   operation   of  picture   and/or  sound   Dims. 

2.016,506  ;  Oct.  8.  .,....- 

Mancinl.     Nlccol6,    Florence.    Italy.      Automatic    firearm. 

2.016,646;  Oct.  8.  ^        ^   w,      .     ..    .    .* 

Mancinl,   Niccoio.    Florence.    Itahr.      Detachable   feed   belt 

for  automatic  firearms.      2.016,750;   Oct.  8. 
Mann.    Ralph   J.      (See   MeUor.   A.  and  Mann.) 
Marble     James    E..    Delawanna.    N.    J.      Masonry    Joint. 
2,016.968:  Oct.  8  .  „    „,    o.  » 

Marchant,  William  D,  Liege,  Belgium,  and  R.  N.  Stewart, 
Kinlochmoldart,  Glenflnnan,  Scotland.  Iniectlon  appa- 
ratus for  fuel  for  Internal  combustion  engines. 
2.017.009  :  Oct.  8.  ^        ^,    „  .  ^ 

Marden,  William  L.,  Jackson  Heights,  N.  Y     assignor  to 
Neptune  Meter  Company.     Valve  controlling  means  for 
liquid  dhpenslng  systems.     2,016,807;   Oct.  8. 
Marx,  Ix)ul8  k  Company.     (See  Heppner,  John  W.  K.,  as- 

Mason    Neilan  Regulator    Company.      (See    Colby,    Harold 

L.,  assignor.)  ,„        ^^  . ,     <i,j        j 

Mnson-Nellan    Regulator    Company.       (See    Dahl,    Edward 

T  ) 
Masonlte     Corporation.      (See     Streeter,     Edwin     H..    as- 

Maisey.'^  Edward    T.,    Northport.    N.    Y.      Paper    novelty. 

2,016,445;  Oct.  8.  c       ,    ,-         t 

Master  Electric  Company.  The.     (See  Leflar,  Jerome,  as- 
Master*  Rule  Manufacturing  Co.  Inc.     (See  Carlson,  Fred- 
erick O  ,  assignor.)  ,o       t       w    toh 
Master  Tire  and    Rubber  Corporation.      (See  Lerch,  Wil- 
liam iJ.,  assignor.)  «  _*i      t 
Mathews  Conveyer  Company.      (See  Anderson,  Martin  J., 

MaTt'hS^Samuel  S.,  assignor  to  The  Ohio  Brass  Com- 
pany,      Mansfield.      Ohio.        Trolley      wire      support. 

Ma'udiu".  Joseph^' (See  McDowell,  J.  T..  Hartburg,  Rlenks 

and  Maudru.)  .  .._.,,  »»     ui 

Mauier     Paul    H.,    Elmlra,    assignor   to    Eclipse    Machine 
Company,  Elmlra  Heights.  N.  Y.     Semiautomatic  start- 
er control.     2,016.818:  Oct.  8  ^  ,.,      t    *     i  «v 
Mayer    Maurice  A.,   West   Los  Angeles.  Calif.     Interlock- 
ing jewelry  ornament.     2.016.679  ;  Oct.   8. 
Mayer.  Oscar.      (See  Myers.  L.  R..  and   Mayer.) 
Maytag  Company.  The.      (See  Mlkulasek,  John,  assignor.) 
Maytag    Company,    The.       (See    Snyder,    Howard    F.,    as- 

McBean^"  Robert  H.,  Falrview  Village,  Ohio  assignor  to 
Oxford  Varnish  Corporation.  Detroit,  Mich.  Surface 
decorating   machine.      2.016,868  ;   Oct.   8. 

McBurney,  James  E.,  Alton,  ill.,  a.sslgnor  to  Owens^Illl- 
nols   Glass   Company.     Coating  glassware.     2,016,381 ; 

McBurney.  James  E.,  Alton.  Ill  .  assignor  to  Owens  Illi- 
nois    Glass     Company.      Furnace     tank     construction. 

2,016,382 ;  Oct.  8.  ,      ,      ,     r-  „        w     ^^^  » 

McCahan,  John  H..  Canton.  Louis  J.  Fuller,  Massillon, 
and  H  L.  Samblanct,  Canton,  assignors  to  Foot  Norm, 
Inc.     Canton,     Ohio.      Foot     manipulating     apparatus. 

McComb,    Grace    M..    Chicago,    lU.      Artificial    Christmas 

tree.      2,016.334:   Oct.   8  ,        , 

McCreery.   Jesse.   Omaha,  Nebr.     Dry  cleaning  apparatus. 

2.016.552;  Oct.  8.  „^,„  „„„ 

McCrone,  George  A.,  Detroit.  Mich.    Fire  grate.    2,016,869  ; 

Oct.  8.  ,      ., 

McCullough,  Ira  J.,  Huntington  Park,  assignor  to  James 

A.     Knmmerdlner,     Los    Angeles,     Calif.       Rotary    jar. 

2.016.607:  Oct.  8.  „  „     ^     . 

McOurdv.  Rnlph  E.     (See  WentAvorth.  R.  A.,  and  McCurdy.) 
McDowell,  James  T.,  H.   L.  Hartburg,  G.  W.   Rlenks.  and 

J.   Maudru,   Denver,    Colo.     Storing  sugar.     2,016,608 : 

Oct.  8 
McFhII    Robert  J.,  Cherrvdale.  and  F.   H.  Roland.   Ashton 

Heights,  Va.     Electrically  controlled  valve  and  operat- 
ing the  same.     2.016.507;  Oct.  8. 
McGavack,  John,  Leonla.  N.  J  ,  assignor,  by  mesne  as^^lr^i- 

ments.   to  General   Rubber   Company,   New   York,   N.  Y. 

Manufacture  of  cnide  rubber.     2.016.335:  Oct.  8. 
McGMl,   Alrvc  U.      (See  McGlll.  Homer  T..  asslraor  ) 
McGlll.   Homer   T.,  assignor  of  one-half  to  A.   U.   McGill. 

Stuttgart.     Ark.       Cleaning     and     scouring     materia!. 

2.016  289  :  Oct.  8. 
McGuffln,  Charlie  L..  Ada.  Okla.,  Manifold  valve  for  slu.*h 

pumps.     2,017,033;  Oct.  8. 


McKlnney,     Sallle    B.,    Chattanooga.     Tenn.       Adjustable 

drier  and  stretcher  form.     2,016,969;   Oct.  8. 
McMartln,    William    B..    Hooslck    Falls,    assignor    to    The 
Noble  k  Wood  Machine  Company,  Hooslck  Falls.  N.  Y. 
Device  for  treaUng  paper  stock.     2,016.847  ;  Oct.  8. 
Meglnnlss,  Francis  fi..  assignor   to  Inertia   I>evice8,  Inc., 

Albany.  N.  Y.     Flash  Ump.     2,018,819;  Oct.  8. 
Meinzer,  Carl  F.      (See  Brock,  A.  S.,  and  Melnzer.) 
Melsel.  Charles  A.,  Milton,  and  G.  R.  Williams,  Brookline, 
assignors    to    Melsel    Press     Manufacturing    Company, 
Boston.  Mass.     Printing  press.     2.017,010:  Oct.  8. 
Melsel   Press   Manufacturing    Company.      (See   Meiael,    C 

A.,  and  Williams,  assignors.) 
Melwald,    Franz,    Vienna,    Austria.      Knitting    machine. 

2,016,870  ;  Oct.  8.  _     ^ 

Mellor.   Albert,    and   R.   J.    Mann,   Spondon,   near    Derby, 
England,  aKslgnors  to  Celanese  Corporation  of  America. 
Finishing  of  fabrics.     2,016.383  ;  Oct.  8. 
Memco    Engineering    k    Manufacturing    Co.       (See    Mack, 

Edward  A.,  assignor.)  ^    ^ 

Merchant,    Paul   W.,   Texarkana.   Tex.,   Contacting   hydro- 
carbon oil  with  a  liquid  reagent.     2,016,388  ;  Oct.  8. 
Meredith,  Sherman  C  San  Mateo.  P.  W.  Alston.  Concord, 
and    E.     T.     Wtnslow,    Saratoga,     Clallf..    assignors     to    • 
Spreckels  Sugar  Company.  San  Francisct),  Calif.     Meth- 
od   and    apparatus    lor    recovering    sugar.      2,016,609 ; 
Oct.  8. 
Merkenschlager,  Karl.  Nuremberg,  Germany.     Galvanlxinc 

apparatus.     2,016,446:   Oct.  8. 
Merrill.  Allan  B.     (See  Nathan,  T.  D.,  and  Merrill.) 
Merrythought  Limited.     (See  Rendle,  Clifton  J.,  assignor.) 
Metalcraft  Corporation.      (See  Korte,  Alfred  C,  assignor.) 
Meter    Improvement   Company.      (See    Nowlan,    John    B., 

assignor.) 
Meyer,  Andre  J.,  assignor  to  Continental  Motors  Corpora- 
tion. Detroit.    Mich.      Engine.     2.016.680:  Oct.   8. 
Meyer.  George  L.  N.,  Milwaukee.  Wis.    Bottling  carbonated 

beverages.     2.010.384  ;  Oct.   8. 
Meyer.   Wilfrted.  Berlln-Steglltz,  assignor  to  Patent-Treu- 
hand-Gesellschaft  fiir  Elektrische  Gluehlampen  m.  b.  H., 
Berlin.   Germany.      Manufacturing   electric   resiatancea. 
2.017.011  ;  Oct.  8. 
Midland  Steel  Products  Company,  The.     (See  Sneed,  John, 

assignor.) 
Mlkulasek.  John,  assignor  to  The  Maytag  Company,  New- 
ton, Iowa.     Combustion  engine.     2,016.337  :  Oct.  8. 
Miller,    Arthur    W.,    Jackson.    Mich.      Photographic    flash- 
light apparatus.     2,016,338;   Oct.  8. 
Miller.  Aubrey  D.      (See  Bade,  E.  O.,  and  Miller.) 
Miller,    Charles,    Long    Island    City,    N.    Y.      Turn    shoe. 

2.016.902;  Oct.  8. 
Miller.   Charles.   Long  Island  City,  N.   Y.     Covered  shank 

shoe.     2.016.903 :   Oct.  8. 
Miller.  George   E..   Cleveland   Heights,  Ohio.      Wind   stop. 

2.018.723  :  Oct.  8. 
Miller,  Stuart  P..  Scarsdale.  assignor  to  The  Barrett  Com- 
pany. New  York.  N.  Y.  Operation  of  coal  distillation 
plants.  2,016,751  :  Oct.  8. 
Mills,  Albert  W.,  East  Orange,  N.  J.,  asbignor.  by  mesne 
.■xsslpnmenta.  to  International  Business  Machines  Cor- 
poration. New  York,  N.  Y.     Perforated  record  card. 

2.016.681  ;  Oct.  8. 

Mills,  Albert  W..  Bast  Orange,  N.  J.,  assignor,  by  mesne 
assignments,  to  International  Business  Machines  Cor- 
poration.    New     York,     N.     Y.       Printing     mechanism. 

2.016.682  :  Oct.  8. 

MUmoe.  Michael  J.,  assignor  to  F.  B.  Redlngton,  Co., 
Chicago.  111.  Conveying  mechanism  for  wrapping  ma- 
chines.     2.016,820;  Oct.   8. 

Milne,  George  D.,  Oak  Park.  111.,  assignor  to  Western  Elec- 
tric Company.  Incorporated.  New  York.  N.  Y.  Elec- 
tromagnetic device  and  circuit  therefor.  2,018.448 ; 
Oct.  8. 

Mitten.  Raymond   F.      (See  Eberllng.  C.  M..  and  Mitten.) 

Moeller.  Isak.  New  Glasgow,  Nova  Scotia,  Canada.  Bolt. 
2.016,610:  Oct.  8. 

Mailing,  John  P.,  and  T.  W.  Anderson,  Kenosha,  Wis., 
assignors  to  Simmons  Company,  New  York,  N.  Y.  Fold- 
ing chair.     2.016,385:  Oct.  8. 

Monsanto  Chemical  Company.  (See  Aklmoff.  Nicholas 
P..  assignor.) 

Moore  Company.  The.  (See  Wundcrllch,  William  E.,  as- 
signor. ) 

Moore,  I^ee  C,  4  Company.  (See  Henry.  Charles  L.,  as- 
signor.) 

Moore.  Raloh  E..  assignor  to  Alfred  S.  Black,  trustee 
for  Oil  Well  Recovery  Corporation,  Hattiesburg,  Miss. 
Fishing  tool.     2  016.883  :  Oct.  8. 

Moore.  Raymond  G  ,  assignor  to  The  Bnsslck  Company. 
Bridgeport,   Conn.      Hood  catch.     2.016.608  :  Oct.  8. 

Morgnn,    David    H..   assignor   to   Troscon    Steel    Company. 

Youngstown,  Ohio.     Door  structure.     2.017.012:  Oct.   8. 
Morgan  A  Wright.      (See  Tuley.  William  F..  a'^slpnor.) 
Morrell.    Jacone   C..    assignor    to    Universal    Oil    Products 

Comnanv.  Chicago.  III.     Treatment  of  hydrocarbon  oils. 

2  018.339  :   Oct.  8. 
Morris.  Frank  T..  assignor  to  C.  L.  Beaty.  New  York,  N.  Y. 

Photoflash   device.      2  016.834  :   Oct.   8 
Morris.   John   P..    San   AntonI".  Tex.      Machine  for  eorru- 

gatlng   material    and    throndlnr    tie   cords    through    the 

co'-ruratlons  thereof.     2.016  2W>!  Oct    8. 
Morris.  Marlon  W..  a««l''n'ir  to  P-H-M  Ma'>"fac*urlng  Co., 

Logansport.   Ind.     Switch.     2.016.340;  Oct.   8. 
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Morrisun,  Fraak  A.,  trustee  et  al.  (See  Colby,  Harold  L.. 
assignor.) 

Morrison.  Frank  A.,  trustee  et  al.  (See  Dahl,  Edward 
T.,  assignor.) 

Morton.  Harold  8.,  St.  Paul,  asaismor  to  Stott  Briquet 
Company.  Inc..  St.  Paul,  Miun.  Control  with  Interceptor 
for   8tokf>r3.      2,016.553  ;   Oct.  8. 

Moser,  Jesse  R.      ( Se*>  Cochran,  R.  S.,  and  Moaer.) 

Motor  Wheel  Corporation.  (See  Nelson,  KnUl  A.,  as- 
signor.) 

Moy««ard,       Omer,        Brussels,        Belgium.  Carburetor. 

2.016.449  :    Oct.   8. 

Milller,  Rudolf,  assignor  to  P.  Franke  and  R.  Ueldecke, 
Brunswick,  Germany.  Film  feed  mechanism  for  photo- 
graphic roll  film  camera.s.      2.016.611;  Oct.  8. 

Multigraph  Tompany.      (See  Rowell,  George  S.,  assignor.) 

Murphv.  Gwrge  F..  Schenectady,  and  H.  C.  Stelner, 
Scotia,  N.  Y..  assignors  to  General  Electric  Compauy. 
Electric  discharge  device.      2.016.904;   Oct.   8. 

Myer.  Henry  C,  Denver,  Colo.  Railway  crosatio. 
2,016,724  ;   Oct.   8. 

Myers.  Alfred.      (See  Hall.  J.  H.,  Kay,  and  .Vfyers.) 

Myers,  Hubert  A.,  Toledo,  Ohio.  Method  and  machine 
for   printing   articles.      2.016.450;   Oit.   8. 

Myers.  I^eslle  R,.  Eagle  Rock,  and  O.  Maver,  assignors 
to  Roy  A  Barr.  Whittier,  Calif.  Brake  tool.  2.010,574  ; 
Oct.  8. 

Naidor.  George  P.,  New  York.  N.  T.  Slipper  and  mak 
Ing  same.     2,018.788  ;  Oct.  8. 

N.irdone,  Romeo  M..  and  F.  Linder,  assignors,  by  mesne 
asaignments,  to  Eclipse  Aviation  Corporation.  Bast  Or- 
ange,  .N    J.      Transmission       2.016.835;    Oct.   8. 

Nathan.  Tracy  D..  and  A.  B.  Merrill.  Akron,  Ohio,  assign- 
ors to  The  B.   F    Goodrich  Company,  New   York.   N    Y 
Applying   insulation    to    a    fluid   conduit   and  apparatus 
therefor.     2.016,905  ;  Oct.  8. 

National    Folding   Box    Company.      (See    La    Grua,    James 

C,  a.ssignor.) 
Nelma,    Joseph   C  .    East    Cleveland.    Ohio.      Coal    treating 

process   and    compound.      2.016,821  ;    Oct.   8. 
Nelson.    E<iwin    F.,    assignor    to    Universal    Oil    Products 

Company.  Chicago,  111.     Conversion  of  hydrocarbon  oils. 

2,016.H86:   Oct.   8. 
Nel.son.  Emtl  A.,  I.,ansing,  Mich.,  assignor  to  Motor  Wheel 

Corporation.      Brake   (Irum.      2,016.871  ;   Oct.   8. 
Nelson.     Wilbur    H..    Philadelphia,    Pa.      Condenser    awlrl. 

2,016.341  ;  Oct.  8. 

Nemec.  Frank  L..  Hopkins,  and  J.  I^atterson.  While  Bear. 
Minn.,  as-signors  to  Fegles  Construction  Company,  Lim- 
ited. Minneapolis.  Minn.  Apparatus  for  raising  con- 
crete forms.     2,016,575;  Oct.  8. 

Neptune  Meter  Company.  (See  Marden,  William  L.,  a.s- 
slgnor. ) 

Neuh.ius.  William  F..  Augusta,  Wis.  Egg  weigher. 
2.01fi,7«<9;  Oct.  8. 

New  England  Mica  Co.  (See  Booghton,  Willis  A.,  as- 
signor.) 

Newhart,  Harry  D..  San  Anselmo,  assignor  of  one-half  to 
Luke  E.  Robinson,  Ross,  Calif.  Disk  brake.  2,016,752  ; 
Oct.  8. 

Newport  Industries.  Inc.  (See  Palmer,  R.  C.  and  Powers, 
assignors. ) 

New  York  Air  Brake  Company.  The.  (See  Campbell, 
Charles  A.,  assignor.) 

New  York  Central  Railroad  Company.  The.  (See  Thomas. 
William  L.,  assignor.) 

Nichols.  Olive  B..  Chicago,  111.  Culinary  appliance. 
2.016,554  :  Oct.  8. 

Nichols.  William  T  ,  Rahwav,  N.  J.,  assignor  to  Westvaco 
Chlorine  Products.  Inc  .  New  York,  N.  Y.  Purification 
of  oarhon    tetrachloride       2.016,804  ;   Oct.   8. 

Niisson.  Wilhelm.  Sundsvall.  Swe<len.  Apparatus  for  the 
manufacture  of  cheese.      2.016.612;  Oct.  8. 

Nisson.  Philip  S..  Brooklyn,  assignor  to  The  Gray  Proc^ 
esses  Corporation,  Newark,  N.  J.  Sweetening  petro- 
leum oil.      2.016.342;  Oct.  8. 

Noble  &  Wood  Machine  Company,  The.  (See  MrMartIn, 
William  B.,  as-signor.) 

Noll.  Theobald  H  .  St  Albans,  N.  T.  Electrically  oper- 
ated  boiler.      2,016.291  :  Oct.  8. 

Nordbera  Manufacturing  Co.  (See  Talboys.  Henry  H., 
a.sslgnor. ) 

North  &  .ludd  Manufacturing  Company.  (See  Freyslnger, 
John  B..  assignor.) 

Norton  Company.      (See  Silven,   Herbert  A.,  assignor.) 

Norton.  Joseph  F.  (See  Ix)ncteaux.  H.  J.,  Norton,  and 
Grlffls.) 

-Nowlan.  John  B..  Cincinnati.  Ohio,  assignor  to  Meter 
Improvement  Companv  Fraud  prevention  means  for 
elertrlc  meters.      2,016.501  ;   Oct.   8. 

Nussbaum.  Melvln  H..  Balnbridge.  Ga.  Portable  service 
trny       2,016.970  ;   Oct.   8. 

N'ltt.    Harold,    and    H     V     Reed,    assignors,    bv    mesne   as- 
signments,   to    Bore  Warner    Corporation.    Chicago     111 
Friction   clutch.      2.016.451  ;   Oct.   8. 

^'"tter  Frank  E.,  assignor  to  Goodall  Worsted  Company, 
Sanford,  Maine  .Method  of  and  apparatus  for  spinning 
a  single  ply  yarn  comnrising  a  blend  of  animal  and 
vegetable  fibers.      2.016.387:  Ort    8 

Nye.  Norman  H  .  assignor  to  The  Vaughn  Machinery  Com- 

S^v^  ^^^'^"^*^^*^"       '^■"«-       <^fi'o       Winding       device. 
2,01 6. .^00  :  Oct.  8. 


Nye,  Norman  H.,  assignor  to  The  Vau.^hn  Machinery  Com- 
pany, Cuyahoga  Falls,  Ohio.  Spooling  device. 
2,016,510;  Oct.  8. 

Nyqulst,  Harry.  Mlllburn.  N.  J.,  assignor  to  American 
Telephone  and  Telegraph  Company.  Carrier  current 
channel  separation  system.      2,016,462  ;  Oct.  8. 

Oberem,  William  C,  assignor  to  Hudson  Motor  Car  Com- 
pany Detroit.  Mich.  Rear  nxle  assembly.  2,016.343; 
Oct.  8. 

Oberschlosischer  Berg-  und  HOttenmilnDlscher.  Verein  e.  V. 
(See  Gieseler,  Kurt,  assignor.) 

O'Connor,  Arthur  F.,  assignor  to  Equipment  Specialties 
Company.  Chicago,   111.     Brake  mechanism.     2.016.388; 

Ohio  Brass  Company,  The.  (See  Mattbes.  Samuel  S., 
assignor.) 

Ohleudorf.  Helnrirh,  Dessau  In  Anhalt,  Germany,  as- 
signor to  General  Aniline  Works.  Inc.,  New  York,  N.  Y. 
Water  Insoluble  axo  dyes  and  making  them.  2,016,944  : 
Oct.  8 

OhrstrOm.  Wilhelm,  assignor  to  Aktiebolaget  Novltas, 
Stockholm.    Sweden       Fastener.     2.017.013  ;    Oct.   8. 

Oilgear    Company,    The       (See    Ferris,    Walter,    assignor  ) 

Oil  Well  Recovery  Corporation.  (See  Moore,  Ralph  K., 
assignor.) 

Olney,  Benjamin,  assignor  to  The  Stromberg-Carlson  Tele- 
phone Manufacturing  Company,  Rochester.  N.  Y.  Loud 
speaker  structure  and  method  of  making  the  same. 
2,016,453  ;  Oct.  8. 

Olson.  Alex  H  ,  Evanston.  assignor  to  J.  W.  Droll.  Chi- 
cago. 111.  Spring  structure  for  mattresses  and  the  like. 
2.016.872  ;  Oct.  8. 

Olson.  William       (See  Hanson,  Soren  8.,  assignor.) 

Oppenhelnier,  Armancl  M..  New  York.  N.  Y.  Interlocking 
conne<ter  for  dental  use.     2,016,511  ;  Oct.  8. 

Opticolar  Aktleniresellachaft.  (See  Arnl.  H.,  Fischer,  and 
Hftntsrh.  assignors.) 

Orelup.  John  W..  Summit,  N.  J.  Stablllxer  for  gasoline. 
2.016,648;  Oct.  8 

Otis,  Harry  W..  South  Pasadena,  Calif.  Visible  auto- 
mobile   registration    card    and    key.      2.016.971  :    Oct.    8. 

Owens  Illinois  (Jlass  Company.  (See  Cramer.  Albert  K., 
assignor.) 

Owens-Illinois  Glas-s  Company.  (See  KInker.  Clarence  C, 
assignor  ) 

Owens-Illlnols  Glass  Company.  (See  McBurney.  Jame« 
E..  assignor.) 

OweDft-Illlnois  Glass  Company.  (See  Shllllnger.  Clare  B_ 
assignor  ) 

Owens-Illlnols  Glass  Company,  (See  Soubler,  I^eonard 
I'.,  assignor.) 

Owens-Illlnols  Glass  Company.  (See  Thomas,  Jolrn  H., 
assignor. ) 

Oxford  Varnish  Corporation.  (See  McBean,  Robert  H., 
a.sslgnor  ) 

Packard  Motor  Car  Company.  (See  Vincent.  Jessie  O.. 
assignor.) 

Package  Machinery  Company.  (See  Smith,  E.  L.,  and 
Wet«el,  asalgnors. ) 

Palmer,  Robert  C  .  and  P.  O  Powers,  asslenors  to  New- 
port Industries.  Inc..  Pensacola,  Fla.  Treatment  of 
oils  containing  tertiary  terpene  alcohols  and  products 
obtained  therebv.     2,016.576  ;  Oct.  8. 

Paquln,  Max.     (See  Stelndorff.  A  .  and  Paquin  ) 

Parker.  Henry  W..  assignor  to  Rogers  Radio  Tubes 
Limited.  Toronto.  Ontario.  Canada.  Thermionic  tube. 
2.016.649  :  Oct,  8. 

Parsons,  Fred  A..  Milwaukee,  assignor  to  Kearney  * 
Trecker  Corporation.  West  Allis.  Wis.  Machine  fool. 
2.016.565;  Oct.  8. 

Patentaktlebolaget   GrOndal  Ramtfn.      (See   Haglund,   Ous- 

taf.  assignor.) 

Patent  Treuhand-Gesellschaft  ftlr  Elektslsche  Qluehlampen 

m.  b.  H.      (See  Meyer,  Wilfred    assignor  ) 
Patterson.  James.      (See  Nemec.  F    I,.,  and  Patterson  ) 
ratilg.     AIfre<l.     Russelshelm-on  the  Main.    Germany     as- 
signor   to   General    Motors    Corporation.   Detroit     Mich 
Torsional  spring  system  for  vehicles.    2ni6  753'oct    8 
Pavelka.  Joseph,  et  al.      (See  Voelkel    Elmer  G  .  assignor  )" 
I'axton.    Blisha   W.,   and  A.   W.    8<'hmld.   Waahineton.   Pa., 
assignors  to  Amco,  Incorporated,  Pittsburgh,  Pa      Con- 
tinuous glass  melting  tank.     2.016,945  ;  Oct    8 
^*'2'or6'57'r'"o    ^8    I>nver,     Colo.     Gas     heater     valve. 
Pease,  Oliver  S.      (See  Punte.  W.  P..  and  Pease  ) 
Pedersen.    Mathlas.    Brooklyn.    N.    Y..    assignor    to    Inter- 

S^,2"«J/''??'"  Machinery  Company.     Cigar  enveloping. 
2,C)16.6.>0;    Oct.   8. 

Pee  Dee  Chair  Co       (.See  Arnold,  Moses  W.,  assignor.) 

'^ilJ*'K  ..*^'^*'°'"  ^  ""''  K.  T.  Penlck,  Houston,  Tex. 
Well  head.      2,016.454  ;  Oct.  8. 

Penlck.  Kirby  T       (See  Penlck.  Arthur  J.  and  K   T  ) 
Pennrlch     H>nry    (!:..    New    York.    N.    Y.     Cracking    large 

molecular    hydrocarbons.     2.016,681  :   Oct     8 
Perklt.  RJward  M..  Boston.  Mass.     Carton  and  making  the 

same.      2,016.754:   Oct.  8. 

''''2m6"79o"''oct^8"'*^  ^'*^'  ^'  '■     ^'«°»""«  apparatus. 

^'To76;613?Oct^8     ^"^'^     ^*°"-     ^°*°""     ^0"Pf^««>'- 
Petroleurn    Conversion    Corporation.      (See    Sachs,    Albert 

r  ..  assignor.) 
Phlllins    Petroleum    Company.      (See    Buell.    A.    K..    aod 

Schulxe.  assignors.) 
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Plggott.   Henry  A.,  Cheadle  Hulme.  England,   assignor  to 
Imperial     cLemical     Industries     Limited.     Heterocyclic 
nitrogen  compounds.     2,016.830  ;  Oct.  8. 
Pignatelll    d*    Aragon,    Ludovlc,    Nice,    France.     Target. 
2,016.989  :  Oct.  8.  ^,    „ 

Pilblad,  Eric  J.,  and  C.  C.  Strange,  Rockvilie  Center.  N.  Y. 
Brake  locking  device  for  motor  vehicles.  2.016,887 : 
Oct.  8  ,  ,    , 

Pink,  Clarence  E.,  Cambridge,  Md.  Spiral  fabric. 
2,017,014  ;  Oct.  8.  _     „ 

Pinnev.    Harrv    H.,   Cleveland   Heights.   Ohio,   and    W.   H. 
Klocke    Woodhaven.   N.  Y.     Liquid  container  and  mak- 
ing same.     2.016.512  ;  Oct.  8. 
IMatnil.   Joseph   C,   Meriden,   Conn.      Belting.     2,016,973 ; 

Oct.  8. 
Pittsburgh   Equitable  Meter  Company.      (See  Hutt,  Albert 

E.,  assignor.) 
I'oirette  Corsets,  Inc.      (See  Bobbins.  Philip  H.,  assignor.) 
Pollock.    Fred   W.,    assignor   of   one  half   to    F.   M.   Crabill, 

Eugene.  Oreg.     Bottle  opener.     2.016.613;  Oct.   8. 
Poole.  Arthur  B.,  assignor  to  The  E.  lugrabam  Company, 
Bristol,       Conn.      Time-Instrument      signal-mechanism. 
2,016.389  ;  Oct.  8. 
I'oole.  Lora  E^  Anderson,  Ind.,  assignor,  by  mesne  assign- 
ments,   to   General   Motors  Corporation,   Detroit,    Mich. 
Chuck.      2.016.652;  Oct    8. 
I'ope  Machinery  Corporation.      (See  Howard,  Merton  W., 

assignor.) 
Porcelain,  Emanuel.      (See  Kaplan.  A.  A.,  and  Porcelalc  ) 
Potts,  George  A..  Paterson.  and  J.  W.  Potts.  North  Cald- 
well. N.  J  ;  sairl  J.  W.  Potts  assignor  to  said  G.  A.  Potts. 
Clothesline  equipment.     2.016.873:  Oct.  8. 
Potts.  John  W.     (^See  Potts,  George  A.,  and  J.  W.) 
Powell,  James  A..  West  I..awn.  Pa.,  and  W.    H.  Armacost. 
New  York.  N.  Y. :  said  Armacost  assignor  to  The  Super- 
heater Company.     Deconcentrator.     2.016.556  :  Oct.  8. 
Powers,  Paul  O       (See  Palmer.  R.  C.  and  Powers.^ 
Price,   William    W..   and   C.   W.   Ripsch.   assignors  to   The 
Buckeye  Portable  Tool  Company.  Dayton.  Ohio.     Abra- 
sive machine.     2.016.726  ;  Oct.  8. 
Proctor    A    Schwarti.    Incorporated.       (See    Bogaty.    Her- 
mann S  ,  assignor.) 
I'roctor     &     Schwarts,     Incorporated.        (See     Schwarti, 

Walter  M.,  assignor  ) 
Prxvborowskl.      Stanislaus.     Buffalo.     N.     Y.       Radiator. 

2.016.822  :  Oct.  8. 
Punte.  William  F..  and  O.  S.  Pease.  Syracuse,  assignors  to 
Continental  Can  Company.  Inc.,  New  Y'ork.  N.  Y.     Can 
ot>ening  and  spout   forminc  device.     2.017.015:    Oct.  8. 
I'urdy,   Chester   .\..    Oak    Park,    111.,   assignor   to   Western 
Electric  Compauy.  Incorporated.  New  York.  N.  Y.     Ap- 
paratus   for    processing   electrical    devices.      2.016.455 ; 
Oct    8. 
Putnam.  Eleanor.  Oswego.   N.   Y.      Liquid   cooling  device. 

2  010  514  ;  Oct.  8. 
R-B  M   Manufacturing  Co.      (See  Morris.   Marion  W..  as- 
signor.) 
Rabenda.    Edward   J.,   Blnghamton.    assignor   to    Interna- 
tional Business  Machines  Corporation.  New  York.  N.  Y. 
Printing  mechanism.     2.016.684  ;  Oct.  8. 
Each.    Relnhold    R..    and    W.   E..   Detroit.   Mich.      Electric 

lamp  socket.     2.016.557  ;  Oct.  8. 
Rach.  William  E.     (See  Rach.  Relnhold  R.,  and  W.  E.) 
Radcllflfe,  Robert  S.     (See  Booge.  J.  E..  and  Radcllffe.) 
Radiant  Boiler  Corporation.      (See  Yoder.  Charles   B..  as- 
signor.) 
Radio  Condenser  Company.     (See  Cramer.  Stanley  S..  as- 
signor.) _ 
Radio  Corporation  of  America.      (See  Farnhnm.    Paul  O.. 

assignor.)  ,„ 

Radio  Corporation  of  America.      (See  Seeley,  Stuart  W.. 

assignor.) 
Radio  Corporation  of  America.      (See  Travis.   Charles,  as 

signor.)  ^        ..       , 

Ralph.  Frank  J  .  Thorpe  Bay.  Ehigland.     Coin-freed  amuse- 
ment apparatus.     2  017.016  ;  Oct.  8. 
Randall.    Walter    H..    Watervllle,    assignor,   by    mesne    as- 
signments,   to  The   C^nal    National    Bank   of   Portland. 
Portland.    Maine.      Apparatus    for   drying   molded    pulp 
articles.     2.017.017  :  Oct.  8. 
Rlntsch.  Kurt.      (See  Arnl.   H..  Fischer,  and  RSntsch.) 
Rarer.  (}eorge  H..  United  States  Army.  Fort  Benning.  Ga. 

Turret  mounting.     2.016.292  ;  Oct.  8. 
Rawetzkv,   Ix)uise.   gebr.   Koibler,   Berlin,   Germany.     Bust 
support  with  extended  body  portion.     2.016.614  :  Oct.  8. 
Uav,    Harold    C...    Ix)8    Angeles.    Calif.      Automobile   theft 

alarm.     2.016.516:  Oct.  8. 
Ravbestos  Manhattan.  Inc.     (See  Wales.  Earl  A.,  assignor.) 
Ravi,   Stanley   G..   Oakland.    Calif.      Stop  and   turn  signal 

device.     2.016.293  :  Oct.  8. 
Raynor.  John  S.,  Philadelphia,  Pa.     Building  construction. 

2.016.874  :  Oct.  8, 
Ready     William    A..    Brookline,    Mass..   assignor   to   Ames 
Baldwin  Wyoming  Co.,  Parkersburg,  W.  Va.     Manufac- 
ture of  shovels  and  like  tools.     2.017.0.30:  Oct,  8 
Rpdington    F.  B.,  Co.      (See  Mllmoe.  Michael  J.,  assignor.) 
Redrup.  Will  D..  Huntlnsrton.  Ind.     Burled  receptacle  and 

cover  construction.      2.016.668:  Oct.  8. 
Reed.  Harold  V.     (See  Nutt.  H..  and  Reed.) 
Reld    George  S.     (See  Stratton.  Ralph  F..  assignor.) 
Relman.    Clarence   K..    Newton,    and   F.    Wavland.   Salem. 

Mass      Tanning  skins  or  hides.     2,016.659;  Oct.  8. 
Reiner   Tbeodor.  Munich.  Germany.     Door  barring  device. 

2.016  653:  Oct.  8.  .„       o  t  v      t       t. 

Remac  Patents  Corporation.      (See  Spence.  John   L..  Jr.. 
assignor.) 


Remington  Rand  Inc.      (See  Hall.  Eklwln  S..  assignor.) 
Rendle,  Clifton  J..  Wellington.  Salop,  assignor  of  one-half 
to  Merrythought  Limited,  Loudon.  England.     Toy  ani- 
mal, doll,  puppet,  and  the  like.     2.017.023:  Oct.  8. 
Beo  Motor  Car  (Jompany.     (See  Thomas.  H.  T.,  and  Hays. 

assignors.)  ,  „ 

Repeal  Brass  Mfg.  Co.     (See  Buchet.  Conrad  R..  assignor.) 
Replogle,  Daniel  B  ,  Berkeley,  Calif.,  assignor  to  Cltisens 
Trust    Company,    Toledo,    Ohio.       .\lr-method     cleaner. 
2,016.294  ;  Oct,  8. 
Replogle,  Daniel  B..  Berkeley,  Calif.,  assignor  to  Cltliens 
Trust  Company.   Toledo.  Ohio.      Dust  collector  bag  for 
air-method  cleaners.     2,016.295  ;  Oct.  8. 
Republic  Steel  Corporation.     (See  Cramer.  Frank  W..  as- 
signor.) 
Research   Corporation.      (See   Wintermute,   Harry  A.,  as- 
signor.) 
Rettich.  Kurt.   Jackson.  Mich.     Ash  receiver.     2.016.660; 

Oct.  8. 
Reynolds,  George  M.,  Converse.  Ind.     Plow  share  attACh- 

ment.     2.016.578;  Oct.  8. 
Rice,  Chester  W..  Schenectady.  N.  i.,  assignor  to  General 
Electric  Companv.     Sound  wave  apparatus.     2,016.906  ; 
Oct.  8. 
Rice,  Chester  W.,  Schenectady.  N.  Y.,  assignor  to  General 
fiUectric  Company.     Sound  wave  apparatus.     2,016.907: 
Oct.  8, 
Bichrrd.  Clement  C,  assignor  of  one-third  to  O.  K.  Richard, 
and  one-third  to  C.  H.  Kain.  Detroit.  Mich.     Hydraulic 
mechanism  for  determining  the  path  of  movement  of  a 
tool  or  other  element.     2.016,931  :  Oct.  8. 
Richard,    Otis   K..  et  al.      (See  Richard,  Clement  C.  as- 
signor. ) 
Richards.    Harmon    L..    Canyon,    Calif.      Reenforclng   bar 

chair.     2,016.561  ;  Oct.  8. 
Richardson.  Lawrence,  Melrose.  Mass.     Locomotive  firebox. 

2.016.726:  Oct.  8. 
Richardson,  Maurice  F..   Berwyn.  Pa.     Valve.     2,016.390; 

Oct.  8. 
Rlenks.   George    W.       (See    McDowell.    J.    T..    Uartbnrg. 

Kienks,  and  Maudru.) 
Riley.  Edith  M.,  administratrix.     (See  Riley,  Henry.) 
Rllev.  Henry,  deceased,  Kearny,  N.  J.,  by  Edith  M.  Riley, 
administratrix,  Kearny,  N.  J,     Yeast.    2.016.791  ;  Oct.  8. 
Rllev,    Reginald    H.   J..    Spondon.   near   Derby,   and   T.   C. 
Barnett.  Breadsall.   near  Derby.  England,  assignors  to 
Celanese  Corporation    of  America.     Production  of  arti- 
ficial textUe  materials.     2.010,391  ;  Oct.  8. 
Ripsch,  Charles  W.      (See  Price,  W.  W..  and  Ripsch.) 
Rivers.  Henry  J.     (See  Cole.  A.  M..  and  Rivers.) 
Robbins.  Oorge  D.     (See  Hyatt,  L..  and  Robbins.) 
Robblns,  Philip  H.,  assignor  to  Poirette  Corsets.  Inc..  New 
York.      N.      Y.        Undergarment      for     women's     wear. 
2,016,516:  Oct.  8. 
Roberts.  Margaret.     (See  Skovorski.  John  R.,  assignor.) 
Robinson,  Luke  E.      (See  Newhart.  Harry  D..  assignor.) 
Roche.   Henrv  L.   R..  Paris,  assignor  to  Soci^t^  Anon.vme 
Etabllssements  Edoux-Samaln.  Paris,  France.    Despatch- 
ing    system     for     banks     of    elevators     and     the     like. 
2,016.615  :  Oct.  8.  ^ 

Rogers  Radio   Tubes.   Limited.      (See  Parker.  Henry   W.. 

assignor.) 
Roland.  Frank  H.     (See  McFall.  R.  J.,  and  Roland.) 
Roleson,  Edward  P.     (See  Ash.  C.  S..  and  Roleson.) 
Roos.  Carlisle  K.,  Fort    Dodge.   Iowa,  assignor  to  United 
States   Gypsum    Company.    Chicago.    III.      Ceraentltlous 
material.     2.017.022  :  Oct.  8. 
Rosborough.  William  McL..  Charlotte.  N.  C.     Making  cas- 
tellated or  slotted  nut  blanks  or   the  like.     2.016.296: 
Oct.  8. 
Roth.  Stewart  M..  Hagerstown,  Md.     Power  reverse  gear. 

2.016.727  ;  Oct.  8. 
Rothenberg.  E.     (See  Hlrche.  Willy,  assignor.) 
Routery.   Francis  T..   Klngsway.   Lambton   Mills.   Ontario. 
Canada.     Switch  mechanism  for  direction  Indicators  for 
motor  vehicles.     2.016.908;  Oct.  8. 
Rowell.    George    S..    CTeveland,    Ohio,    assignor    to    Multi- 
graph  Companv,  Wilmington,  Del.      Preparing  printing 
surfaces.     2.016,617  :  Oct.  8.  _  „  .     .  v 

Ruhrchemle    Aktiengesellschaft.      (See    Tramm,    Helnrlch. 

fissiffDor  ) 
Ruiwcll   Theron  M.,  Benton  Countv,  Oreg.     Portable  safety 

swimming  tank.     2,016,456  :  Oct   8. 
Russell,  William  W.     (See  Huey.  H.  I  .  and  Russell.) 
Rutter     Alvah    B..    Rockford.    Ill,,    assignor   to   J.    I.   Case 

Companv.  Racine.  Wis.     Plow.    2.016.618  ;  Oct.  8 
Sachs.   Albert    P..   Brooklyn,   assignor   to   Petroleum    Con 
version  Corporation.  New  York.  N.  1.    Cracking  naphtha 
and  heavier  oils  in  the  vapor  phase.     2,016. 2«7.  Oct.  8. 
Safety  Car  Heating  A  Lighting  Company,  The.      (See  God- 

sey.   Frank  W.,  Jr.,  assignor.) 
Sage.    Frederick    L.,    Chicago,    111.      Metallurgical    ladle. 

St.  Joseph  iron  Works.      (See  Schmidtke.  Albert   H.,  aa- 

SakeUarides,  Jean  O..  Athens.  Greece,  assignor  to  The 
Singer  Manufacturing  Company.  Elizabeth,  N.  J.  1  ro- 
ductlon  of  tufted  fabrics.     2.016,009  ;  Oct.  8. 

Salzberg,  Paul  L.     (See  Flint,  R.  B..  and  Salxberg.) 

Saraantas.  Nicholas  P.  (See  Blackmun,  C.  W.,  Samantas, 
and    Llndstrom.)  ,.  «  ^         ,    «     i-  n        a 

Samblnnet.  Herman  L.     (See  McCahan.  J.  H.,  Fuller,  and 

SanhSra"  William  L.     (See  Croslar,  Glenn  F.,  assignor.) 
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Sanders,  Charlan  E.,  San  Jose.  Calif.  Ladder.  2,016.792  ; 
Oct.  8. 

Sannlpoli,  Roger,  Detroit.  Mich.  Fruit  Jar  vise.  2.016.823  ; 
Oct.  8. 

Sargeat,  Sullivan  A.,  Jr..  trustee  et  al.  (See  Colby. 
Harold  L..  as^^ignor. ) 

Sargent,  SuUlran  A..  Jr.,  trustees  et  al.  (See  Dahl,  Ed- 
ward T.,  asslguor.) 

Sarison.  Philip,  Brooklyn.  N.  Y.,  assignor,  by  mesne  as- 
slgfimenrs.  to  Control  United  National  Bank,  Cleveland, 
Ohio,  trustee.  Automatic  taximeter  control.  2.016,457  ; 
Oct.  8. 

Sather,  Oliver  H.,  Chicago,  111.  Rotary  folding  mecha- 
nism.    :J.ui6,li98  ;   Oct.   8. 

Sauerstoff-Ceiitral  fur  Medlzlnlscbe-Zweke,  Dr.  Ernst  Sll- 
ten.      (See  Wentsel.   Hermann,  assignor.) 

Saureschutz-Gesellschaft  m.  b.  H.  (See  Uartke.  Frlti. 
assignor.) 

Sayles  Finishing  Plants,  Inc.  (See  Huey,  H.  I.,  and 
Russell,  assignors.) 

Scanlan.  Joseph  M..  Oreat  Neck,  assignor,  by  mesne  as- 
signments to  The  Lamson  Company,  Syracuse.  N.  Y 
Pneumatic  dispatch  system.     2  010,946:  Oct.  8. 

Schat.  Ane  P..  Utrecht.  Netherlands.  Installations  for 
handling  a  lifeboat.     2,016,838  ;   Oct.   8. 

Scbaab.  Otto,  Biel.  Switzerland.  Reenforced  concrete 
structure.      2.016,616  ;   Oct.   8. 

Schellenbach,  William  L.,  Wyoming,  assignor  to  The  Fay- 
Egan  Manufacturing  Company,  Cincinnati,  Ohio. 
Clutch.     2.016.806  ;  Oct.  8, 

Schiefersteln,  Georij  H  ,  Berlin.  (Jermany.  Mechanically 
oscillating  screening  apparatus.     2,016,972  ;  Oct.  8. 

Schlubach,  Hans.  Hamburg,  Germany  Decomposition  of 
highly  polymerized  carbohydrates.     2.016.617  ;  Oct.  8. 

Schmid,  Arthur  W.     (See  Paxton.  E.  W..  and  Schmld.) 

Schmidt.  Oscar  C  ,  assignor  to  The  Cincinnati  Butchers' 
Supply       Company,       Cincinnati,       Ohio.  Doorlatch. 

2,016.519  ;   Oct.  8 

Schmldtke.  Albert  H..  assignor  to  St.  Joseph  Iron  Works, 
St.  Joseph.  Mich.  Method  of  and  apparatus  for  mak- 
ing   rt'ceptacles.      2.016,562 :    Oct.    8. 

Schneider.  George.  Montclalr.  N.  J.,  assignor  to  Celanese 
Corporation  of  -America.  Ester  of  naphthcnlc  acid. 
2.016,392  ;  Oct.  8. 

Schoenberger.  Daniel  J.,  assignor  to  The  W.  J.  Schoen- 
berger  (Company,  Cleveland.  C*  lo.  Lighting  devices  for 
gas  burners.     2,018,839  ;  Oct.  8. 

Schoenberger.  W.  J.,  Company,  The.  (See  Schoenberger, 
Daniel  J.,  assignor.) 

Schroeder,  Clement  J.  (See  Dumser,  L,  A.,  and  Schroe- 
der. ) 

Schnbert,  Edward.  Chicago,  111.  Flush  valve  guide. 
2,016,840  ;    Oct.    8. 

Schultheis,  Werner.  (See  Kranslein,  Q.,  Qreune.  and 
Schultheis.i 

Schulze,  Ferdinand,  Waynesboro,  Va.,  assignor  to  E.  I.  du 
Pont  de  Nemours  4  Company,  Wilmington.  Del.  Carbo- 
hydrate derivative  and  making  the  same.  2,016,290  ; 
Oct.  8. 

Scbulze,  Walter  A.     (See  Beull,  A.  E^  and  Schulze.) 

Schulze,  William  H..  and  L.  H.  Wheeler,  assignors  to 
Stewart-Warner  Corporation,  Chlcairo,  111.  Vacuum 
pre'tsure  fuel   pump  svstem.     2,016,580  ;   Oct.    8. 

Schwalbe,  Franz  G..  Toledo,  Ohio.  Direct  heating  of  ma- 
terials In   furnaces.     2,016.458  ;  Oct.   8. 

Schwartz.  Walter  M  ,  assignor  to  Proctor  &  Schwartz.  In- 
corporated. Philadelpbia.  Pa.  Flatlron.  2,016,300; 
Oct.  8. 

Schwarr.  .\ugust,  and  K.  Kreutser.  assignors  to  J.  S. 
Staedtler.  Nurenberg,  Germany.  Improved  black  writ- 
ing   pencil    leads.      2,016,807 :    Oct.    8. 

Sciaky.  David.  Paris.  France.  Method  and  apparatus  for 
electric  resistance  welding  of  metals.  2.016,728 ; 
Oct.  8, 

Searls,  Wayne  S.,  Providence.  R.  I.,  assignor  to  Universal 
Optical  Corporation.  Oxford  eyeglasses.  2,016,685 ; 
Oct.  8. 

Seastrom,    Erik    G  ,   assignor   to   Indjvidual   Drinking   Cup 
Company,     Inc.,     Easton,     Pa. 
2,01  (.018:  Oct.  8. 

Fairfield,      Conn 
8. 

,  Jackson,   Mich., 
sig'nments.  to  Radio  Coriwratlon 
N    Y.     Automatic  bias  for  detectors  of  superheterodyne 
receivers.     2,017,019:  Oct.  8. 

Seeley.  Stuart  V^  .  Jackson,  Mich.,  assingor.  by  mesne  as- 
signments, to  Radio  Corporation  of  America,  New  York. 
N.  Y.  Negative  bias  for  audio  frequency  amplifiers. 
2,017,020  :   Oct.  8. 

Seitz,  Oskar.  assignor  to  .Aktiengesellschaft  Brown  Boverl 
k  Cie..  Baden.  Switzerland.  Electric  current  rectifier, 
2,016.808  :  Oct.  8. 

Shilllnger.  Clare  B  .  Toledo,  Ohio,  asslenor  to  Owens-Il- 
linol.s  Glass  Company.  Glassware  forming  machine. 
2.016. .'^93:    Oct,    8. 

Shippy,  I^'e  C.  Lockport,  N.  Y.,  and  J,  Q.  Holmes,  Ander- 
son, Ind  .  assignors,  by  mesne  assignments,  to  General 
Motors  Corporation.  Detroit.  Mich.  Fluid  nressure  op- 
erating means  for  boring   machines.     2, 016, 654  :   Oct.  8. 

Short.  Amy  H.,  Brooklyn,  N.  Y.  Collapsible  bog. 
2  016.520  :  Oct.  8. 

Shryock.    Joe    C.       (See    Hammack.    George    V,.    assignor.) 

Shagjr.   Carleton.      (See  Barber.   William   J.,   assignor.) 


Seat,      Jay      L., 

2.016,. "^01  ;   Oct. 
Seeley.   Stuart  W 


Edge     curling     device. 

Fire      extinguisher. 

assignor,  by  mesne  as- 
of  America.  New  York, 


Sleg,  Karl,  Philadelphia,  Pa.,  assignor  to  Samuel  M.  I^ng- 
ston  Co..  Camden,  N.  J.  Measuring  device.  2,010,581  : 
Oct.  8. 
Slegel,  Frank  G.,  Oakland,  Calif.  Automotive  time  pro- 
gram selector  for  radio  receiving  sets.  2,016.459: 
Oct.  8. 

Siemens  Appnrate  und  Maschlnen  O.  m.  b.  H.  (See 
Flschel.    Eduard.    assignor.) 

Sikorsky,  Igor  I..  Nichols.  Conn.,  assignor,  by  mesne  as- 
signments, to  United  Aircraft  Corporation.  Retractable 
shock  absorbing  strut.     2,016,394  ;  Oct.  8. 

Silven,  Herbert  A.,  assignor  to  Norton  Company.  Worces- 
ter. Mass.  Control  mechanism  for  grinding  machines. 
2.016,932;   Oct.   8. 

Slmmen,  Oscar,  Erlach,  assignor  to  the  firm  of  Sulzer 
Frftres  Socl4t6  Anonvme,  Wlnterthur,  Swltierland.  Two 
stroke    Internal   combustion    engine.      2,016,344  ;   Oct     8. 

Simmons  Company.  (See  Moiling.  J.  P.,  and  Anderson, 
asslKnors  ) 

Sinclair.  Charles  W.,  assignor,  by  mesne  assignments  to 
The  Kelsey-IIayes  Wheel  Company.  Detroit.  Mich,  (iov- 
er  plate  for  vehicle  wheels.     2,016,395  :  Oct.  8. 

Singer  Manufacturing  Company.  The.  (See  Fleckenstein. 
George  A,,  assignor.) 

Singer  Manufacturing  Company.  (See  Sakellarldes,  Jean 
G..  assignor.) 

Skoverski,  John  R.,  Berkeley,  assignor,  by  mesne  assign- 
ments, to  Marvaret  Roberts.  San  Francisco  Calif. 
Toaster.      2.016,655  ;  Oct.   8. 

Slettevold,  Ole  assignor  to  The  Hedman  Manufacturing 
Company,  Chicago,  111.  Differential  stop  mechanism 
for  check  writers.     2.016,345  ;  Oct.   8. 

Sloan.  William  E..  Chicago.  lU.  Hush  valve,  2.016,396; 
Oct.  8. 

Sloan,  William  K.,  Chicago,  111.  Flush  valve.  2,016.897  ; 
Oct.  8. 

Smith.  A.  O.,  Corporation.  (See  Uasche.  Rudolph  L.,  as- 
signor. ) 

Smith,  Elmer  L.,  Lougmeadow,  and  Carlton  Wetsel.  as- 
signors to  Package  Machinery  Company,  Springfield, 
Mass.     Wrapper  gluing  device.     2,016,933  ;  Oct.  8. 

Smith,  George  W..  Pittsburgh,  assignor  to  J.  M.  Hopwood. 
Dormont,  Pa.  Control  system  and  relay  device  there- 
for.    2,016.824  ;  Oct.  8. 

Smith,  Hale  G.,  Jackson  Heights,  assignor  to  Aerial  Ex- 
plorations Inc.,  New  York,  N.  Y.  Measuring  device. 
2,016.346  :    Oct.    8. 

Smith,  John  P..  assignor  to  The  Vlsklng  Corporation,  Chi- 
cago. 111.  Apparatus  and  method  for  preparing  sausage 
casings,   etc.      2,016.841  ;   Oct.   8. 

Smith,  Lewis  R.,  receiver.  (See  -Anderson,  Gustave  A.,  as- 
signor.) 

Smith,  Ralph  E.,  assignor  to  The  Gallon  Metallic  Vault 
Company,  Gallon,  Ohio.  Power  take-off  mechanism. 
2,016,934  ;  Oct.  8. 

Smith,  Richard  H.,  Jr.,  Hamilton,  Mass.  Oscillating 
piston  for  fluid  meters.     2.016.347  ;  Oct.  8.  . 

Smith,  Wallace  M.      (See  Stringer.  Roy,  assignor.) 

Sneed,  John,  Detroit,  Mich.,  assignor  to  The  Midland  Steel 
Pro«'ucts  Company.  Cleveland,  Ohio.  Vehicle  brake. 
2.016,875:  Oct.  8.  . 

Snow.  Norman  L.     (See  Brelsford.  H.  E..  and  Snow.) 

Snyder,  Howard  F..  deceased,  by  L.  Snyder,  assignor  to 
The  Maytag  Company,  Newton,  Iowa.  Washing  appara- 
tus.     :;, 016.348  :   Oct.   8. 

Snyder,  Lettle.  executrix.     (See  Snyder,  Howard  F.) 

Socl6t6  Anonyme  Ktabllssements  Edoux  Samain.  (See 
Rocbe,  Henry  L.  R.,  assignor.) 

Society  of  Chemical  Industry  In  Basle.  (See  BonhOte, 
Gerald,   assignor.) 

Socony-Vacuum  Oil  Company.  (See  Elchncr,  Iklward  B., 
assignor.) 

Soest,  Louis  &  Co.,  m.  b.  H.  et  al.  (See  Erdmann,  A.,  and 
Bertram,  assignors.) 

Solomon,  Harry,  New  York,  N.  Y.  Picture  and  mirror 
frame.     2,016,349  ;  Oct.   8. 

Sorensen,  Otto  A.,  Lakevlew,  N.  Y.  Valve  assembly. 
2.016,460:  Oct.  8. 

Souhler.  I.«onard  D..  Toledo,  Ohio,  assignor  to  Owens-Il- 
linois Glass  Company.  Glassware  .forming  machine. 
2,016,39S  :  Oct.  8. 

Soule,  Leslie,  trustee,  et  al.  (See  Colby,  Harold  L..  as- 
signor.) 

Soule.  L^^lle,  Trustees  et  al.  (See  Dahl,  Edward  T.,  as- 
signor.) 

Spence,  John  L..  Jr  ,  assignor,  by  mesne  assignments,  to 
Remnc  Patents  Corporation,  New  York,  N.  Y.  Film 
driving  means  for  round  recording  cameras.  2,016,656  ; 
Oct.  8. 

Spoor,  Ivan  II  .  T.jiGranBe,  assignor  to  The  Gerrard  Com- 
pany. Inc.,  Chicago.  III.  lioadlng  of  sewer-plpe.  build- 
ing tile,  etr  .  for  railway  e<iulpm«'nt.     2.016.461  ;  Oct.   8, 

Spracher,  Clifford  D.,  Long  Beach,  assignor  of  one-half  to 
W.  C.  Wheat.  Belvedere  Gardens.  Calif.  Line  spooler 
for  oil  field  draw  works.     2.016,7.^5:  Oct.  8. 

Spragu">,  Uohert  C  .  aa.slgnor  to  Sprague  Specialties  (^o.. 
North  Adams,  Mass.  Elertrolvtlc  condenser  and  cir- 
rn\t  arrsngement      2  016.302  ;  Oct    8. 

Sprague.  Robert  <"..  assignor  to  Sprague  Specialties  Com- 
pany, North  Adams.  Mass.  Electrolvtlc  condenser  and 
circuit  arrancement  therefor.     2.016, .303  ;  Oct,  8. 

Sprague  Sperlaltles  Co      ( See  Spragu<\  Rot>ert  C.,  assignor.) 

SpreckeN  SoKar  Company.  (See  Meredith,  S.  C,  Alston, 
and   Wlnslow.  assignors.) 


LIST  OF  PATENTEES 


XXV 


Sprecker,   Alfred  L.,  Freeport,   assignor,  by  mesne  assign- 
ments, to  International  Business  Machines  Corporation, 
New  York,   N.  Y.      Lock.      2,016.687  :   Oct.  8. 
Stadler.  Robert.     (See  Baumann,  P.,  Stadler,  and  Wllllg.) 
Staedtler,  J.  8.     (See  Schwarz,  A.,  and  Kreutzer,  assignors.) 
Staffnrd,   John   K..    Pittstleid,    Mass.,    assignor   to    (ieneral 
Electric     Company.       Protective     system.       2,016,911 ; 
Oct.  8. 
Sluynew   Filter   Corporation.      (See   DolUnger,   Lewis   L., 

assignor.) 
Steel-Bound  Container  Corporation.      (See  Brooks,  James 

D..  assignor.) 
Stein,   Aleck   H.,   assignor   to   Sterling   Shoe   Corporation. 

Haverhill,  Mass.      Insole.     2,016,522:  Oct.   8. 
Stelndorfl.    Adolf,    Frankfort  on  the-Main-Hochst.    and    M. 
I'Hguin,    Frank'^^rt-on-the-Main.    Germany,    assignors    to 
General  Aniline  Works,  Inc.,  New  York.  N.  Y.     Conden- 
sation products  of  the  cyanuric  series  and  preparing  it. 
2,016,521  ;  Oct.  g. 
Sttiner,  Harry  C.     (See  Murphy,  G.  F..  and  Stelner.) 
Stelljes,  Fred  I).,  assignor  to  T.  4  L.  Company  Incorporated, 

Newark.   N.  J.      Traveling    bag.     2,016,688;   Oct.  8. 
Stelter,  Walter  W.  P.,  Echo.  Minn.     Feeder  for  corn  shred- 
ders and  the  like.     2,016,910;  Oct.  8. 
Sterlliig  Shoe  Corporation.     (See  Stein,  Aleck  U..  assignor.) 
Stern,  Charles,  Jersey  City,  assignor  to  Ardco  Manufactur- 
ing  Company,    llobokeu,   N.    J.      Lubricant   distributor. 
2,016,974  ;  Oct.  8. 
Stern,    Charles,   Jersey  City,   assignor  to  Ardco  Manufac- 
turing Company,  Uoboken.  N.  J,     Rail  flange  lubricator. 
2.01C.975  ;   Oct.  8. 
Stern.  Charles,   Jersey  City,    assignor  to  Ardco  Manufac- 
turing Company,  Hoboken,  N.  J.     Rail  flange  lubricator, 
2,016,970:    Oct.   8. 
Stewart,  Robert  N.     (See  Marchant.  W.  D..  and  Stewart.) 
Stewart-Warner  Corporation.     (See  Bystrlcky,  Joseph,  as- 
signor, ) 
Stewart-Warner  Corporation.      (See  Schulze,  W.   H.,  and 

Wheeler,    assignors.) 
Stockham.  Herbert  C,  Birmingham,  Ala.,  assignor  to  F.  C. 
Fantz,  Webster  Groves,  Mo.     Return  bend  fitting  for  oil 
stills.     2,016,912  ;  Oct,  8. 
Stoff,     Wolfgang,      Berlin,     Germany.        Multlgrld      tube. 

2.016.399;  Oct,  8. 
Stokes   and   Smith   Company.      (See   Stokes,   John   8.,  a»- 

flgnor.) 
Stokes.   John   S.,    Huntington   Valley,   assignor   to   Stokes 
and  Smith  Companv.  Philadelphia,  Pa.     Box  making  sys- 
tem.    2,016,462;  Oct.  8. 
Stolzenberg.    Frederick    W.,    Shelton,    Conn,,    assignor    to 
Sidney  Blumenthal  k  Co..   Inc..  New  York.  N.  Y.     Rug. 
2.016.876  ;  Oct.   8, 
Stoner.  William  M..  executor  et  al.      (See  Farrens,  Albert 

H.,  assignor.) 
Stott     Briquet    Company.       (See    Morton,    Harold    S..    as- 
signor.) 
Strachan.  Thomas   H.,   Dayton.  Ohio,   and   W,    Gumprich, 
Brooklyn.    N.   Y..   assignors,   by    mesne   assignments,   to 
The  Hohart  Manufncturlng  Company,  Troy,  Ohio.     Slic- 
ing machine      2.016.689  ;  Oct.  8. 
Strang,  Alvtn  E.     (See  Strang,  Stephen  T.,  and  A.  E.) 
Strang.  Stephen  T..  and  A.  E.  Strang.  Canton,  Ohio,     Cord 

retriever.     2,016,935:   Oct.   8. 
Strange,  Charles  C.     (See  Ptlblad,  E.  J.,  and  Strange.) 
Stratton.  Ralph  F^.,  Wlnberrv.  assignor  of  one-half  to  O,  S. 
Reld.  Portland,  Oreg.    Vacuum  device.     2.017.031  ;  Oct.  8. 
Streeter-Amet   Company.      (See  Cobb,  John  A.,  assignor.) 
Streetor,    FMwin    H.,    Everett,   Wash.,   assignor,   by   mesne 
as.sigiiraents.    to    Masonite    Corporation,    Laurel,    Miss. 
Making  boards.     2.016.657  ;  Oct.  8. 
Stringer,  Rov.  assignor  of  one-half  to  W.  M.  Smith.  Plan- 
tagenet.    Ontario.    Canada.       Honey    uncapping    knife. 
2.016..%23  ;    Oct.    8. 
Stromberg  Carlson     Telephone     Manufacturing     Company, 

(Se»»  Arndt.  Melvln  J.,  as.^ignor.) 
Stromberg-Carlson     Telephone     Manufacturing     Company, 

The.      (See  Olney.   B'^njamln.  assignor.) 
Sulflo  Corporation  of  America.     (See  Abrams,  V.  R.,  and 

Hochwalt,  assignors.) 
Sulzer  Frdres  Society  .Knonyme.     (See  Simmen,  Oscar,  as- 
signor.) 
Sundstrand  Machine  Tool  Co.      (See  Dumser.  L.  A.,  and 

Schroeder,  asslirnors.) 
Sunnen,  Joseph,  Kirkw  ood.  Mo.     Bending  tool.     2.016.463  ; 

Oct.  8. 
Sun   Tube   Corporation,  The.      (See   Frld^n,   John   H.,   as- 
signor.) 
Superheater  Company,  The.      (See  Powell,  J.  A.,  and  Ar- 

macost.  assignor.) 
Surface   Comttustlon    Corporation.      (See   Cochran,   R.    8., 

and   Moser.) 
Svelnsson.    Lnnls,    Shamokln.    Pa.      Feathering   propeller. 

2.016.84'?  :  Oct.  8. 
Swanson,  Edwin  C.     (See  Abramson,  J.  H..  and  Swanson.) 
Sweet,  Andrew  D..  Portland,  Maine.     Insulator  for  kitchen 

ranges.     2  016,729:   Oct.   8 
Sylvanla   Industrial  Corporation.      (See  Contl,  J.  D..  and 

Farrls.   asj^lgnors.) 
Symington.   R.  A  W.  H.,  k  Company.     (See  Jackson,  Ro- 

'land  T..  assignor.) 
T.  ft  L.  Company  Incorporated.     (See  Stelljes.  Fred  D.,  as- 
signor.) 
Talhovs.    Henrv    H..    assignor   to   Nordherg    Manufacturing 
Co.!  Milwaukee.  Wis.      Portable   railway   track   grinder. 
2.016.877  :   Oct.  8. 


Talnagi,  Michael  N.,  Perth  Amboy,  N.  J.  Gasoline  nozzle. 
2.016,730;  Oct.  8, 

Tappan,  Wlllson  D.,  Rochester,  N.  Y.  Collapsible  tube 
closure.     2,016.618  ;  Oct,  8. 

Tautz,  Herbert  E.,  assignor  to  Delta  Manufacturing  Com- 
pany, Milwaukee,  Wis.     Ball  bearing  center.     2,016,843  ; 

Oct.  8.  „        .     ^  », 

Taylor,  Clarence  L.,  assignor  to  The  Aetna  Standard  En- 
gineering Company,  Youngstown,  Ohio.  Gathering  table, 
2,016,524  ;    Oct.    8. 

Taylor,  Hurley  M.,  Bloomlngton,  HI.  Tire  chain  connect- 
ing device.      2.016,756  ;    Oct.    8. 

Tear  Harry  R..  assignor  to  The  Lubrication  Corporation, 
South  Bend.  Ind.     Lubricating  device.    2,016.400  ;  Oct.  S. 

Temple,  Robert  B.,  Detroit.  Mich.,  assignor  to  Budd  Wh^l 
Company,  Philadelphia,  Pa.     Vehicle  wheel.     2,016.526 ; 

Tepper,  Thomas  W.,  Alturas,  Calif.    Bridle  bit.    2,017,021 ; 

Oct.  8. 
Texas  Company,  The.  (See  Trow,  Richard  F.,  assignor.) 
Texas  Harvest  Hat  Co.  (See  Uriwal.  Alfona,  assignor.) 
Textile  Machine  Works.  (See  Gastrlch.  Gustav,  assignor.) 
Thomas,  Henry  P.,  Schenectady,  N.  Y.,  assignor  to  Gen- 
eral Electric  Company.  Direction  responsive  system. 
2,016,977  ;  Oct.  8.  ,     ,.  ,  .     r, 

Thomas,  Henry  P..  Schenectady,  N.  \.,  assignor  to  Gen- 
eral   Electric    Company.      Electric    gauge.      2,016,978; 

Oct.  8.  „  ,         .         wi  V        - 

Thomas.  Horace  T.,  and  A.  B.  Hays,   Lansing,  Mich.,  as- 
signors   to    Reo    Motor    Car    Company.      Transmission 
mechanism.     2,016.360:    Oct.  8. 
Thomas.   Johannes    R.    W..    Dresden,    Germany.      Slipping 

coupling  device.     2.016,464  ;  Oct    8. 
Thomas.  John  H..  Newark.  Ohio,  assignor  to  Owens-Illinois 
Glass   Companv.      Caked    glass   wool    and   its    manufac- 
ture.    2.016,401  :  Oct.    8.  .        „    -,    „  T 
Thomas.  Richard,  assignor  of  one-half  to  W.  J.  Bryan,  Jr.. 
Los  Angeles,  Calif.     Film  gate  and  septum  for  project- 
ing machines.      2.016.690:  Oct    8.          „    ,    „  ,, 
Thomas,  Richard,  assignor  of  one-half  to  W.  J    Bryan,  Jr.. 
Los  Angeles,  Calif.     Apparatus  for  double  simultaneou.«^ 
projection.      2,016,691  ;    Oct.   8     ,.       .^    ,    „  -, 
Thomas   Hlohard,  assignor  of  one-half  to  W.  J.  Bryan,  Jr.. 
Los  Angeles.  Calif.     Illuminating  system  for  proJecUng 
motion  pictures  In  color.     2,016,692  ;  Oct.  8. 
Thomas.  William  L.,  Haverstraw,  N.  Y.,   assignor  to  The 
New  York  Central  Railroad  Company.     Doorway  struc- 
ture for  box  cars.     2,016,731  :  Oct.  8      ,      _,,      ^  .    ,.  , 
Thompson,  Edward  C,  Bound  Brook,  N.  J.     Plant  holder. 

2.016.732;  Oct.  8.  ^  .   .>. 

Thompson.    Fav    A.,    Colfax,    Iowa.      Grinding   apparatus. 

2.016.351  ;  Oct.  8.  .„„ 

Thompson.  John  P.,  Portland.  Oreg.  Wire  coupler. 
2.016.563;  Oct.  8.  „     ,      ,        „  .,     i         .k- 

Thurston.  Albert  P..  London,  England.  Reducing  the 
resistance  of  air  cooled  motors  and  like  ob.'^tructlons 
on   aircraft.     2.016,582 ;  Oct.  8.  ,  ,    „  ,         ^ 

TlUey.   Norman   N.,   assignor  to   Continental   Motors    Cor- 
poration,  Detroit,  Mich.     Engine  support.      2,016,693; 
Oct.  8. 
TImlan,   Harold  H.,  assignor  to  Continental  Motors  Cor- 
poration.   Detroit,    Mich.      Engine.      2.016.694  :    Oct.    8. 
TImlan    Harold    H..  assignor  to  Continental  Motors  Cor- 
poration. Detroit,  Mich.     Engine.     2.016,695;  Oct.  8. 
TImlan.    Harold   11.,  nsslgnor  to  Continental   Motors  Cor- 
poration, Detroit.  Mich,     Engine.     2.016.696:  Oct.  8. 
TImlan     Harold   H.,  assignor  to  Continental    Motors  Cor- 
poration, Detroit,  Mich.     Engine.     2.016,697;  Oct,  8. 
Tlmken-Detrolt  Axle  Company,  The.     (See  Brownyer,  Nel- 
son  R..  assignor.) 
Townsend,  John  S..  assignor  to  Wilson  k  Bennett  Mfg.  Co., 

Chicago,  111.     Clamping  device.     2,016,947  ;  Oct.  8. 
Tramm.    Helnrlch,    asslenor    to    Ruhrchemle    Aktiengesell- 
Bchaft.   Oberhausen-Holten.    Germany.      Chlorlnatlon    of 
hydrocarbons,      2.016,658;  Oct.  8.  „   ^,     ^ 

Travis,  Charles.  Philadelphia.  Pa.,  assignor  to    Radio  Cor- 
poration   of  America.     Positive  grid  push-pull  circuits. 
2,016,402  ;  Oct.  8. 
Traver  Bolt  Company.     (See  Tryon   William  A.,  assignor.) 
Trayer  Products  Incorporated.      (See  Tryon.    William  A., 

assignor.)  ^     .^     -^^ 

Trotter      Herbert.    Jr.,    Woodstock,     and    J.    W.    Beams. 
Charlottesville,     Va.        Air     conditioning.       2,016,825; 
Oct.  8. 
Trow,    Richard    F.,    Port    Arthur.    Tex.,    assignor    to    The 
Texas  Company.   New  York.   N.   Y.     Conversion   of  hy- 
drocarbon oil.     2,016.304  ;  Oct.  8. 
Trow.    Richard    F.,    Port    Arthur.    Tex.,    assignor    to    The 
Texas  Company,   New  York.   N.   Y.      Conversion   of   hy- 
drocarbon oils.     2,016.948:  Oct.  8. 
Trow,    Richard    F.,    Port    Arthur.    Tex.,    assignor    to   The 
Texas  Company,   New   York,   N.  Y.      Converting  hydro- 
carbon oils.     2,016  949;  Oct.  8. 
Trow.    Rlrhard    F..    Port    Arthur.    Tex.,    assignor    to    The 
Texas  Companv,  New  York.   N.  Y.      Conversion  of  hy- 
drocarbon oils'    2.016.950:  Oct.  8. 
Truscon    Steel    Company.      (See    Morgan.    David    H.,   as- 
signor.) 
Trussell.    Homer  A.,    Detroit,  Mich.      Fuel  system  for  In- 
ternal combustion  engines.     2.016..352;  Oct.  8. 
Tryon,    William    A.,    assignor    to    Trayer    Plolt    Company, 
inc.,     Elmirn,     N.     Y.       Wear     compensating     bearing. 
2,016,757  ;  Oct.  8. 
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Tryon.  William  A..  a>>i,!i  r  to  Trayer  l^roducts  Incor- 
porated, Elmira.  N.  i.  Automotive  spring  shackle  link. 
2.016,768;  Oct.  8. 

Tuley,  William  F..  Nutley.  N.  J.,  assignor  to  Morgan  & 
Wright,  Detroit.  Mich.  Treatment  of  rubber.  2,016,408  ; 
Oct.  8. 

TuU,  Walter  H.  S..  Hampstead,  England.  Last.  2.010,844  ; 
Oct.  8. 

Turner,  Dave,  Deg  Moines.  Iowa.  Rail  fastening  means 
2.018.845  :  Oct.    8. 

Treit,  Mltchel,  Taooma,  Wash.  Ore  crushing  machine. 
2.01fi.T9.? :  Oct.  8. 

T>(lpman,  Clarence  W.,  EDglewood,  Colo.  Internal  caliper 
uaui:''      2.016,659  ;  Oct.  8. 

Tyson   Miller  S  ,  Canton,  Ohio.    Roller  bearing.    2.016.526  ; 

iXt.   h. 

Union  Paste  Company.     (See  Kelley,  Herbert  W.,  assign 

or.) 
United   Aircraft  Corporation.      (See  Sikorsky,  Igor  I.,  as- 
signor ) 
United  St.ites  Gypsum  Company.     (See  Boos,  Carlisle  K., 

assignor,  i 
UnlT'^rsal   Oil   Products   Company.      (See   Held,  Jacob  B., 

assiifiior. ) 
Universal   Oil   Products  Company.      (See  Huff,  Lyman  C. 

assignor. ) 
Universal   Oil    Products   Company.      (See    Morrell,   Jacque 

C  ,  assignor,  i 
L'nlver.sal  Oil  Products  Company.     (See  Nelson,  Edwin  F., 

asslznor  ) 
Universal   Optical  Corporation.      (See    Searles,  Wayne  S., 

assljrnor. ) 
Upson  Compan.v    Tlie.     (See  Winshlp,  Itoss,  assignor.) 
Uriwal,   Alfons.   I.aredo,  Tex.,   assignor  to  Texas  Harveflt 

Hat  Co..  Lar-Hlo,  N.  i.     Decorating  straw  hats  and  the 

like.     2.0ir,.yi3  :  Oct.  8. 
Utilities   Research    t'ommlsslon.   Inc.      (See  Lurle.  Harold 

H.,  assignor. ) 
Van    Nordstranl,    Robert    D.,    Scotia,    N.    Y.,    as.oignor   to 

General  Electric  Company.     Furnace.     2,016,914  ;  Oct.  8. 
Van    itaalte    Company.      (See    Loncteaux,    H.    J„    Norton, 

and  (Jriffl>.  as.sii;nura.) 

Van  Segjjern,  U:\y  V  .  New  Brunswick,  N.  J.  Door  type 
heater   for   combustion   chaml)ers.      2.016.759:    Oct.   8. 

Vauchii  Ml  liinery  Company,  The.  (See  Nye,  Norman  H., 
aa.slsinur.  i 

Verdi.  Fred  J.,  Jackson  Heights,  N.  Y.  Hair  drier. 
12.01*5,91.')  :  Oct.  8. 

Vlckers.  Marry  F.,  Detroit,  Mich.  Making  valve  casings. 
LVOlc.sTs  ;  Oct.  8. 

Vi'  tor  Ring  Traveler  Company.  (See  Jerome.  Edwin  H., 
as.sikinor. ) 

Viets,  liirrv  A.,  Winsted,  Conn.  Qame  apparatus. 
L'.016,4ej.j  :"Oct.    8. 

Vincent,  Jesse  G..  Grosse  Polnte.  a.ssiiinor  to  Packard 
.Motor  *'ar  Company.  Detroit.  Mich.  Internal  combu.s- 
tion  t'li.'ine.     1'. 016. 879;  Oct.  8. 

Viskinjf  Corporation.  The.     (See  Smith,  John  P.,  assignor.) 

Voelkel,  Elmer  G.,  Pine  Lawn,  as-^ignor  of  one-half  to  J. 
Pavelka.  St  T.ouis.  Mo.,  and  onf'-half  to  J.  L.  Clarkson, 
Na.shvllie.    Ill        Loading    machine.      2,016.564;    Oct.    8. 

Voce!.  Max.  Frankfort-on-the-Maln,  Germany,  assignor 
to  The  E  H.  iiotchkiss  Company,  Norwalk,  Conn.  Sta- 
ple'.    :.'.01f?.4r56  ;  O'-t.  8. 

Volcht  Wilhelm.  a.<<8lKnor  to  Kalle  k  Co.,  Aktiengeseil- 
schaft,  Wiesbaden  Blebrich.  ^lermany.  Device  for  stor- 
ing and  afflxins  adhesive  strips.     2.016.527;  Oct.  8. 

Volt.    Willy.      (See    Ileinrlch.    H..   and   Volt.) 

Von  Peln.  Edward  J  .  Dayton,  Ohio,  assignor  to  Inter- 
national Kusini'ss  Machines  Corporation,  New  York, 
N.    Y.      Printing    srale.      2.016,098;    Oct.    8. 

Von  Toll,  Eric.  Columbu.s,  Ohio.  Means  for  illuminating 
stages    and    other   objects.      2,016,467:    Oct.    8. 

Waffenfabrik  Sololhuru  A.-G.  (See  Herlach,  Helnrich. 
a-olgnnr.) 

Wiiener.  Charles  H..  Washington,  D.  C,  assignor  to  The 
HiKhway  Trailer  Company,  Edgerton,  Wis.  Trailer  ve- 
hicle .-upiK)rt  and  locking  means  therefor.  2,016,468  ; 
Oct.  8. 

Waldschmldt,  Ernest.  Berlin.  Germany.  Producing  elec- 
tron bulbs  with  high  emission  cathodes.  2,016,699: 
Oct    s 

Wales.  F:arl  A.,  Cleveland.  Ohio,  assignor  to  Rnybestos- 
.Mantiattm.  Inc  ,  Bridgeport.  Conn.  Torque  transmit- 
ting  meihrtulsm.      2,016.305:   Oct.   8. 

Walker.  Brooks,  Piedmont  Calif.  Fuel  injection  system 
for   interna!    comimstion    en;:ines.      2.016.619;   Oct.    8. 

Ward.  George  C,  .Tr  .  Ventura,  assignor  to  Economy  Prod- 
not.s.  Inc..  Lo.s  .\n£:el»^s.  r'.illf.  Rotarv  spray  mechanism 
for  dishwa^her.^       I'.DItl.KMO:   Oct.   8. 

Waring,  Olaf  I  .  Flushing,  assignor  to  Ferdinand  Outmann 
A  Co.  Brooklyn,  N.  Y.  Container  closure.  2,016,936; 
Oct.    8. 

Warner,  I^eroy  E.,  Oakland.  Calif.,  assignor,  by  mesne 
a^siirnments.  to  Construction  Materials  Patents,  Inc. 
Pav.'ment  Joint    narking       2  016.404;  Oct.   8. 

Waseige,  Charles  R.  Rueil-Malmalson.  France,  assignor, 
hv  mt'sne  assignments,  to  E<  lip-'e  .Vvlation  Corporation. 
East  Orange  N  J.  Internal  combustion  engine. 
2,0]r,.84f>  :   Oct.  8 

Watson.  John  A  .  assignor  to  The  Lubrication  Corpora- 
tion, .South  Bend,  Ind  Lubricating  device.  2.010.405; 
Oct.   8. 


Watts,  Vilas  E.,  anslKnor  to  American  Bitumuls  Company. 

San  Francisco,  Calif.     Preparing  aggregates  and  tillers. 

2,016,306 ;  Oct.  8. 
Wayland.  Frank.     (See  Relman.   C.   K.,  and  Wayland.i 
Weber,  Richard,  ft  Co.      (See  Erdmann,  A.,  and   Bertram. 

assignors.) 
Weeks,  Walter  8.,  Berkeley.  Calif.      Apparatas  for  meas- 
uring  rate   of   cooling       2  016.660;   (Jet.    8. 
Welghtman,  John  8..  Dale   End.  Birmingham,  assignor  to 

(Jaskell    &.    Chambers.    Limited,    Blrmingbam,    England. 

Measuring  tap.      2.016.583;  Oct.  8. 
Welker,    Harry    L.,    Willlamsport,    Pa.      Dental    cleansing 

and  massage  device.     2.016.951  ;  Oct.  8. 
Welker.  Oscar  B..   Mlddletown,  Conn.     Skate.     2,016.406; 

Oct.  8. 
Wener.  Harold.  Herkimer,  N.   Y.     Ix)ck  hook.     2.016.783; 

Oct.  8. 
Wentworth.    Roland    A..    Waltham,    and    R.    E.    McCurdv. 

Wellesley.    as-signors    to    Hood    Rubber    Company.    Inc., 

Watertown.     Mass.        Battery     container.       2,016,916; 

Oct.  8. 
WentieU    Hermann,    Berlin,    Germany,   assignor   to   Pauer- 

stoff-Central  fur  Medlxlnlsche  Zweke.   Dr.  Ernst   Sllten. 

Spraying  liquid  materials.      2.016,407  ;  Oct.   8. 
West,  William  H.  T.      (See  Bloore.  E.  J.,  and  West.) 
Western    Condensing    Company.      (See    Chuck,    Faw    Yap, 

assignor. ) 
Western    Electric    Company.       (See   Dlppel.    Cornelius    8.. 

assignor. ) 
WesfMrn   Electric  Company.      (See  Engst,  Norbert  K.,  as- 
signor.) 
Western   Electric   Company.      (See  Milne,   George  D.,   ss- 

signor. ) 
Weste  n   Electric  Company.      (See  Purdy,  Chester  A.,  ss- 

slirnor.) 
Westlnghouse  Air  Brake  Company,  The.     (See  Cook,  K.  8. 

and  Fitch,  assignors.) 

Westlnghouse  Air  Brake  Company,  The.  (See  Cook.  Earle 
S.,  assignor.) 

Westlnghouse  Air  Brake  Company,  The.  (See  Fitch, 
BUery  R..  assignor.) 

Westlnghouse  Electric  and  Manufacturing  Company.  (See 
Foresman.  Rot>ert  A.,  assignor.) 

Weston,  Edward  F.,  Elizabeth,  assignor  to  Weston  Elec- 
trical Instrument  Corporation,  Newark,  N.  J.  Expo- 
sure metpr.     2.016.469;  Oct.  8. 

Weston  Elt'trical  Instrument  Corporation.  (See  Weston, 
Edwaru  E..  assignor.) 

Westvaco  Chlorine  Products,  Inc.  (See  Nichols,  William 
T.,  assignor.) 

Wetsel,  Carlton.      (See  Smith.   E.    I.,   and   Wetsel.) 
Wheat.  William  C.     (See  Spracher.  Clifford  D..  a.sslgnor.> 
Wheeler.  Harold  A.,  Great  Neck.  N    Y..  assignor  to  Hasel- 
tlne  Corporation.     Electron  discharge  device.   2.016.760  ; 
Oct.   8. 
Wheeler,  Leonard  H.     (See  Schulse.  W.  H.,  and  Wheeler.) 
White.    John    W..   Detroit,    Mich.,   assignor,   by   mesne   as- 
signments,    to     General     Motors     Coriwratlon.      Brake 
mechanism.      2.016,761  :   Oct.    8. 
White.    I<eonard    H  .    Kirmlnghsm,   Ala.,   assignor   to   Line 
Material    ronii>itn\     South   Milwaukee.    Wis.      Secondary 
rack   and    makinu    .-ume.      2.016,470;   Oct.   8. 
White.  Sanfurd  F...  Santa  Monica,  (Zailf.     Amasement  and 
skill  game      2.016.661  ;  Oct.  8. 

Whitney,  George  B..  Lynn,  Mass.,  assignor  to  General 
Electric  Company.  Fan-coolod  dynamo-electric  ma- 
chine.    2,0] «  917  :  Oct.  8. 

Wlchtner.   Jos«i.h  H.      (See  Fisher.  P.  K.  and  Wichtner.) 

Wico  Electric  Company.  (See  Bradford,  William,  as- 
signor.) 

WIesner.  Henry,  assignor  to  Hasel-Atlas  Glass  Company, 
Wheeling.  W.  Va.  iMosure  for  bottles.  Jars,  ana  the 
like.     2,016.307  :  Oct.  8. 

Wlllard.  George  T.,  Chicago,  111.  Railway  tie  pUte. 
2,016.565  ;  Oct.  8 

Williams.  George  R.      (See  Melsel,  C.   A.,  and  Williams.) 

Willig.  Erhard.     (See  Bauman.  P..  Stadler  and  Wllllg.) 

Wllmanns.  Gustav.  Wolfen  Krels,  Bltterfeld.  and  J. 
Brunken.  Dessau-ln-Anhalt,  Germany,  assignors  to  Agfa 
Ansco  Corporation.  Blnghamtun,  N.  Y.  Stabilizing  sil- 
ver  hallde  emulsions.      2.016.471  ;   Oct.   8. 

Wilms,  Gustav  O.,  assignor  to  Allen-Bradley  Company, 
Milwaukee,   Wis.      Switch.     2.016.472;   Oct.   8. 

Wilson  &  Bennett  Mfg.  Co.  (See  Townsend,  John  S.,  as- 
signor. > 

Wilson.  Charles  M..  Detroit,  Mich.  Combination  motor- 
ized work  and  machine  bench.     2.016,528;  Oct.  8. 

Wilson,  Egbert  A.,  Hayfleld.  Minn.  Milk  can  cover. 
2.016.979  :  Oct.  8. 

Wlndecker,  Robert  E..  Painesville.  Ohio.  Manufacture 
of   imrl'im    hvdrate.      2.016.529;   Oct.   8. 

Wlndecker.  Robert  E..  Painesville.  Ohio.  Manufacture  of 
barium  hvdrate.     2.016.530;  Oct.  8. 

Winding.  UfHu.  Heno,  Nev,  Toilet  silencer  pad. 
2.016.412  :  Oct.  8. 

Winshlp.  Ross,  assignor  to  The  Upson  Company.  Ix)ck- 
port.  N.  Y.  Fastening  means  for  building  material. 
2.01R.56fl  ;  Oct.  8. 

Wlnslow.  Edward  T.  (See  Meredith.  S.  C,  Alston  and 
Wln«low  1 

Wlntermiite.  Harrv  \..  Plalnfleld,  N.  J.,  assignor  to  Re- 
search Cor{)oration.  New  York,  N.  Y.  Electrical  treat- 
ment of  fluids.     2.016.531  ;  Oct.  8. 


Wlnthrop  Chemical  Company.  Inc.  (See  Bockmdhl,  M., 
Krohs  and  Ehrhart,  assignors.) 

Wltcoff.  Edward.  University  City,  Mo.  Advertising  dis- 
play stand.     2,016,473  ;  Oct.  8. 

Wittenberg,  Otto  and  E.  Harsanyl,  Budapest,  Hungary. 
Internal  combustion  motor.     2.016.734;  Oct.  8. 

Wokosln,  Louis  W..  Oshkosh.  Wis.,  assignor  to  The  Dear- 
born (^ompany,  Chicago,  lU.     Table.     2,016,358  ;  Oct.  8. 

Wood.  Harold  P..  Newton,  Mass.,  assignor  to  Inkset  Prod- 
ucts Inc.     Radiation  device.     2.016.474 ;  Oct.  8. 

Woodall  Industries  Incorporated.  (See  Zlnser,  Paul  R., 
assignor.)  „      ,  ., 

Workman,  Walter  J..  Lombard,  III.  Sewing  machine. 
2.016.364 ;  Oct.  8.  ^      „,  .  x 

Worth   Company,   The.      (See   Hlce.   John   W.,   assignor.) 

Wunderllch,  William  E..  assignor  to  The  Moore  Companv, 
Muncie.    Ind.      Cushion    spring    assembly.      2,017,032 ; 

WyUe.'  Robert,  Corvallis,  Oreg.     Roller  skate.     2,016.847  ; 

WvUle  John  W..  Franklin,  Mass.  Automatic  stopping 
device.     2,016.808  ;  Oct.  8. 


Yadwin,  Irving  H.     (See  Maluss,  S.,  and  Yadwln.) 
Yoder,   Charles  B.,   Brentwood,   Mo.,   assignor  to  Radiant 
Boiler     Corporation.      New     York.      N.     Y.       Furnace. 
2,016.762 ;  (5ct.  8.  .„  ,  e 

York  Ice  Machinery  Corporation.     (See  Frazer,  James  b., 

assignor.) 
Zeiss,   Carl.    (See  Hartinger,   Hans,  assignor.) 
Zlnser,    Paul    R.,   assignor   to    WoodaU    Industries   Incor- 
porated.   Detroit.    Mich.      Fabrication     of     composition 
fiber  board.     2.016.567  ;  Oct.  8. 
Zlnser.  Paul  R..  assignor  to  Woodall  Industries  Incorpo- 
rated   Detroit    Mich.     Forming  composition  fiber  board. 

2,016.568 :  Oct.  8.  „      .  „    ,   ^     .  .        r     « 

Zlnser,   Paul   R.,   assignor   to   Woodall   Industries.   Incor- 
porated,   Detroit,     Mich.     Die    and    its    manufacture. 
2.016,569 ;  Oct.  8.  „     „       ^   r-        y 

Zuckerman,  Adolph   M..   assignor  to  R.   Hoe  &   Co..   Inc., 
New    York.    N.    Y..    Irving   Trust    Company    Permanent 
Trustee.        Printing       and       associating       mechanism. 
2.016,809  ;  Oct.  8.  ...... 

Zucrow,  Maurice  J.,  Chicago,  lU.     Fuel  conditioning  and 
supply  system.     2.016,881  ;  Oct.  8. 


LIST  OF  REISSUE  INVENTIONS 

FOR   WHICH 

PATENTS  WERE  ISSUED  ON  THE  8th  DAY  OF  OCTOBER,  1935 

Note. — Arraaged  in  accordance  with  the  first  sijjnlticant  cliaracter  or  word  of  the  name   (In  accordance  with  city  and 

telephone  directory  practice). 


Water     softening    and     washing.      R.     E.     Hall.      19,719  ; 
Oct.    8. 


Web  aligning  device.     J.  E.  Buth.     19,718:  Oct.  8. 


LIST  OF  DESIGN  INVENTIONS 


Alphabet  for  forming  monograms  or  the  like.     M.  Cbernow. 

b7.ir,r>-8 :  Oct.  8. 
.Vntiskid    device    for    automobile    tires.      A.    L.    McCarthy. 

97,lt>4  :    Oct.    8. 
Ash  receiver.     J.  Vlsser.     97,171  ;  Oct.  8. 
Base.    Supporting.      W     Millinkftnn.      97,142;   Oct.   8. 
Basket,  F>uit.     J.   H.  F*uller.     97,127;  Oct.  8. 
Boiler  or  furnace  Jacket.      (}     V    Hauser.     97.130;  Oct.  8. 
Bo<xJ  end.     8.  L.  WolfTs      97.154  :  Oct.  8. 
Brassiere.     W.   Rosenthal.     97,167;  Oct.   8. 
Brldjfe   for   eyeirlasseK.      H     W     r.rom       97,128;   Oct.  8. 
Buckle.  Belt.     R.  Slote.     97.150  :  Oct.  8. 
Comb.     O.B.Carson.     97.116  ;  Oct.  8. 
Crown  block.      E.  Burns   antl   H.   V.    Wlckersham.     97,116; 

Oct.    8. 
Cap.     R.  G.  Cow.->n.     97,119:  Oct.  8. 
Display     rack.       R.     M      Koch.       97.137;    Oct.    8. 
Dre«8.      M.    Crolzat.      97.120-1  :    Oct.   8. 
Bmblem  key.     C.  F.  Cwaaka,     97,122  ;  Oct.  8. 
Folding  door   han<llf.      I.    S.«L',ir       '.it  14^      Oct.  8. 
Guard.  Fan.     J.   H.  Cohen.     97,118;  Oct.  8. 
Handlr^rchlpf       A     P'luulv       it?  l_'t;  ,   Ocr.  8. 
Jug,    Fleat    Insulated,      J.    L.    Hemp.      97.131  ;   Oct.   8. 
Keyboard  platt-  for  rhe<k  writers.     J.  P.  Hunter.     97,133  ; 

Oct.    >5. 
I.A(e,     L.  Blrnbaum.     97,112;  Oct.  8. 
Power  unir   for  food  preparing  devices.     C.  J.  Steinman. 

97.170  ;   Oct.   8. 
Ra'  k  for  testing  and  charging.     B.  F.  W.  Heyer.     97,161  ; 

Oct.   8. 
Raiiiie,  Gas.     D.  L.  Hadiey.     97.129;  Oct.  8. 
Razor  blade  holder.     D.   E.   Leahy.      97,138  ;  Oct.  8. 
Seat  «lii>    Automobile.     R.  JaramiUo.     97.134-5;  Oct.  8. 
Shield     Radio  tube.     E.   F.  Staver.     97.151  ;  Oct.  8. 


Shield.  Radio  tub*.     B.  F.  StaTer  and  F.  Hafecoat.     97,109  ; 

Oct.  8. 
Shoe.     V.  Borda.     97.113;  Oct.  8. 
Shoe.     D.  rohfn.     97,117;  Oct.  8. 
Shoe.     R    S    Kilborne,  Jr.     97.136;  Oct.  8. 
Shoe.     O.  F.  Stock.     97,152 ;  Oct.  8. 
Sign.     R.  G.  Regester.     97.165 ;  Oct  8. 
Smoking  stand.     A.  H.  Sander  and  E.  G.  Pratt.     97,147 

Oct.  8. 
Spoon  or  article  of  analogous  nature.     H.  £«.  Nock.    97,143 

Oct.  8. 
Spoon  or  other  article  of  flatware.     M.  A.  Downs.     97,124 

Oct.  8. 
Stand    and    container    therefor,    Combined    display.      J.    F. 

Daniell.     97.123 ;   Oct.  8. 
Storage  battery  case.     O.  O.   Rieser.     97.144  :  Oct.  8. 
Store  front.  Corner.      A.   8.   Root  and  J.  Lerln.     97,166; 

Oct.  8. 
Table.     K.   Klpp      97.163;    Oct.   8. 
Testing  and  charging   rack.  Combined.      B.    F.   W.   Heyer. 

97.132  ;  Oct  8. 
Textile  fabric.     P.   F.  Rothmann.     97.168 ;   Oct.  8. 
Textile  fabric.  Knitted.     M.  Feldman.     97.125;  Oct.  8. 
Textile  fabric  or  similar  article.     B.  Rosenbloom.     97,146: 

Oct.  8. 
Textile  pile  fabrto.     J.  Todd.     97.153  ;  Oct.  8. 
Tie  rack,     M.  Brltz      97.114  ;  Oct.  8. 
Tire.     W,  E.  Shivelv.     97.149  ;  Oct.  8. 
Tire.  Automobile     H.  C.  Hower,     97.162  ;  Oct.  8. 
Totem    pole    and    picture    transposer    toy.      R.    F.    Ford, 

97  160  ;  Oct    8 
Trailer.     T.  E.  McFall.     97,139-41  ;  Oct.  8. 
Transformer  housing.      H.  8.  Hvbens.      97.146  :   Oct.  8. 
Truck,  Dump  body.     C.  G.  IH— berg,  Jr.     97.159  ;  Oct.  8. 
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Abrasive    machine.       W.    W.    Price    and    C.    W.    Rlpsch. 

2.010.725;  Oct.  8.  ^        o 

Accounting   machine.      J.    W.    Bryce.      2.016.704  :    Oct.    8. 
Acid  derivative  of  organic  sulphur  compoands.  Sulphuric. 

A.  Klrstahler  and  W.  J.  Kaiser.     2.017.004  ;  Oct    8 
Acid  pump.     F.   R.   Forrest   and  F.   I.   Lindau.  2.017,026; 

Adhesive  strips.  Device  for  storing  and  affixing.     W.  Volgt. 

2,016.527  :  Oct.  8.  „«,«oi.«     ,>  .   o 

Adjustable  table.     P.  J.  Blttermann.     2.016,850 ;  Oct.  8. 
Advertising  display  stand.     E.  WltcoflT.     2.016.478  ;  Oct    8. 
Advertising  sign.  Revolving.     T.  R.  Buseman.     2,016,852  ; 

Oct.   8. 
Air  conditioning.     H.  0.  Forrest.     2,017,027  :  Oct.  8. 
Air   conditioning.      H.    Trotter,    Jr.,    and    J.    W.    Beams. 

2.01 6, 82f)  :   Oct.    R. 
Air   directing  device   for  use  in   ventilating  or   other  air 

supplv    systems.      J.    H.    Hall,    H.    Kay,   and    A.    Myers. 

2.016'.778;  Oct.  8. 
Air  filter.     L.  L.  Dollinger.     2.016,991-8  ;  Oct.  8. 
Air-method  cleaner.     D.  B.  ReploL-le.     2.016.294  ;  Oct.  8. 
Air  valve.     V.  Duncan.     2,016.801;  Oct.  8. 
Alarm.  Automobile  theft.     H.  G.  Ray.     2,016.615  ;  Oct.  8. 
Aldol  condensation  product.   Making  an.     J.  V.  Eyre  and 

H.  Langwell.     2,016.630;  Oct.  8.  «    „        ,      , 

Alloy.   SllTcon-lron-phosphorus-copper.     B.   8.   Cornell,  Jr. 

2.017,025;    Oct.    8. 
Amino  derivatives  and  preparing  them.     W.  S.  Calcott  and 

R,  G.  Clarkson.     2,016,956 ;  Oct.  8. 
Amnsement  and  skill  game.    S.  B.  White.    2,016,661 ;  Oct.  8. 
Amusement  apparatus.  Coin-freed.    F.J.Ralph.   2,017,016; 

Amusement  ride.     J.   N.   Bartlett.     2.016.476:   Oct.  8. 
Antifriction  l>earlng.     K.  L.  Herrmann.     2.016.924  ;  Oct.  8. 
Articles  of  wood.  Method  and  apparatus  for  dovetailing. 

C.  P.  Aspelund.     2.016,620;  Oct.  8. 
Ash    disposal    apparatus.      R.    A.    Foresman.      2.016,323 ; 

Oct-  8.  ^        „ 

Ash  recelTer.     K.  Rettlch.      2,016,560:  Oct.  8. 
Ash  spraying  device.     T.  Lombardl.     2,016,928  :  Oct.  8. 
Asphalt  and  asphaltlike  Kuh.sinnces  from   acid  resins  and 

acid  tar.  Obtaining.     P.  W.  Kunie.     2,016,721  ;  Oct.  8. 
Atomiser.     C.  C.  Daguett.     2.016.544:   Oct.  8. 
Attachment  for  reloading  tools.     E.  B.   Hess.     2.016.676  : 

Oct.  8. 
Automobile  control  mechanism.     E.  H.  Lange.     2,016,864  : 

Oct.  8. 
Axle  assembly.  Rear.     W.  C.  Oberem.     2.016.343:  Oct.  8. 
Aso-dyesfuff.  B'u.-.     G    llonhAte.     2.016.738  ;  Oct.  8. 
Aso-dyestufts,  Water-insoluble.     H.  Heyna  and  H.  Huber. 

2  016,495;  Oct.   8. 
Baffle  for  boiler  furnaces.   W.  8.  Bouton.  2.016,739;  Oct.  8. 
Bag :  See — 

Collapsible  bag.  Traveling  bag. 

Hand   bag.  »,.    _    ~ 

Bag  for  air  method   cleaners.  Dust  collector.      D.  B.  Rep- 

logle.      2.016.295  ;   Oct.    « 
Bait.     R   I*  Dillon.     2.016.960;  Oct.  8. 
Ball  and  socket  bearlnp.     C.  L.  Henry.     2,016.716;  Oct.  8. 
Rarinin     bvdrate.     Manufacture    of.      R.    K.    Wlndecker. 

2.016.r)2^-.30;   Oct.   8. 
I'.nskot  mnkin  '  rnachln*^      .T    P    T^rooVs       2.016.623  ;  Oct.  8. 
Hattery    container.      R.    A.    Wentworth    and    R.    R    Mc- 

PnrdT.     2.016.916:  Oct.  8. 
Road  laying  mechanism.     W.  O.  Lerch.     2.016,866;  Oct.  8. 
Bearing  :   f^ec — 

Antifriction  bearing.  Roller  bearing. 

Ball  and  socket  hearing.  Wear    compensating    bear- 

Composite  bearinc  ing. 

Bearlni:  and  ninklni:  same.  Antifriction.     K.  L.  Herrmann. 

2  016  92^  :   Oct     S 
Roaring  centrr.  Rail      H    E    TautK.     2.016.848:  Oct.  8. 
Relt  for  automatic  ftrparms.  Detachable  feed.     N.  Mancini. 

2.010,750  ;  Oct.   S 

Beltlnc      .1    C    Plstllli      2,016,973 ;  Oct.  8. 

Bench,  Combination   motorized  work  and  machine.      C.  M. 

Wilson.      2,016..')2S:    Oct.    8. 
Rending  tool       J     Sunnrn       2  018.463:   Oct.   8. 
Reveraires,      Boftlini;      carbonated.        G.      L.      N.      Meyer. 

2.016,384  ;   Oct.  8. 
Rlas  for  rlptectors  of  superheterodyne  receivers,  .\utomatlc. 

S    W    Seelcv      2,017.019;  Oct.  8. 
Binder.    Temporary.      E.    J.    Bloore   and   W.    H.    T.    Wert. 

2,016.588  ;  Oct.  8. 
Bit :  Bee — 

Bridle  bit. 
Blade  <lrnwlng  die.    J.  H.  L.  De  Bats.     2.016.7i0  :  Oct.  8. 
Block  :   e^ee — 

Brake  block. 
Board     Fabrication    of   composition    fiber.      P.    R.    Zin^er. 

2,016.507  :  Oct.  8. 


Board,  Forming  composition  fiber.    P.  R.  Zinser.   2,016,668  ; 

Oct.  8. 
Boards,  Making.     E.  H.  Streeter.     2,016,657 ;  Oct.  8. 
BoilPr  :  See — 

Electrically      operated      Steam  boiler. 
boiler. 
Boiler.     H.  Liessenberg.     2,016,787;  Oct  8. 
Bolt.     I.  Moeller.     2,016.610  ;  Oct.  8. 
Book  hanger.     P.  L.  Bush.     2.016.665 :  Oct.  8.  • 
Bowl,  Toilet.     W.  A.  Henn.     2.016,636;   Oct.  8. 
Box  making  system.     J.  S.  Stokes.     2,016,462  ;  Oct.  8. 

Brake :  See — 

Disk  brake.  Vehicle  brake. 

Fluid  pressure  brake. 
Brake.     E.  A.  Corbin.     2.016.359;  Oct.  8. 
Brake  block.     T.  L.  Gatke.     2,016.280 ;  Oct.  8. 
Brake  drum.     J.  H.  Barnes.     2.016.883  ;  Oct.  8. 
Brake  drum.     E.  A.  Nelson.     2.016.871  ;  Oct.  8. 
Brake  locking  device  for  motor  vehicles.     E.  J.  Pllblad  and 

C.  C.  Strange.     2.016.837 ;  Oct.  8.  „„     ^       o 

Brake  mechanism.     A.  F.  O'Connor.     2,016,388  ;  Oct.  8. 
Brake  mechanism.     J.  W.  White.     2,016,761  :  Oct.  8. 
Brake  tool.     L.  R.  Myers  and  0.  Mayer.     2  016,574  ;  Oct.  8. 
Braking  mechanism.     E.  F.  Loweke.     2.016.288  ;  Oct.  8. 
Bridie  bit.     T.  W.  Tepper.     2,017.021  ;  Oct.  8.     _.,-.... 
Briquette-making    apparatus.       G.    Komarek.      .^,01o,d3»  , 

Oct.  8. 
Bronse  wastes  for  recovering  copper,  tin,  lead,  and  previoua 

metals    therefrom.   Treating.      A.    HoUard.      2.016,718 : 

Oct.  8.  ^        „ 

Buckle.     J.  B.  Freysinger.     2,016.712;  Oct.   8. 
Buckle  or  slide.  Lever.     R.  T.  Jackson.     2,016.783 ;  Oct.  8. 
Building  construction.     J.  S.  Raynor.     2.016,874  ;  Oct.  8. 
Building    material.    Fastening    means    for.      B.    Winship. 

2,016,566;  Oct.  8.  .„..,* 

Bulbs  with   high   emission   cathodes.    Producing   electron. 

E.  Waldschmldt.     2.016,699  ;  Oct.  8. 
Bumper      and      rack,      Combination.       V.      F.      Bryant. 

2,016.955  ;  Oct.  8.  ,  ^ 

Bust  support  with  extended  body  portion.     L.   Raweaky. 

2,016,614  :  Oct.  8.  „  ^.„  ^„, 

Cabinet,     Refrigerating,     G.     V,     Hammack.     2,016,676; 

Oct.  8.  „        „ 

Cable  clamp      H.  C.  Fiege.     2,016,866;  Oct    8. 
Calcium    sulphate-xinc    sulphide    pigment.     J.    E.    Booge. 

2.016,637 ;  Oct.  8.  ^       „ 

Camera    and    method    of    photography.     A.    L.    Bamet. 

2,016,937 ;  Oct.  8.  ^        „ 

Camera   support.     J.   T.   Heck.     2,016,744  :   Oct.  8. 
Can  filling  machine.     J.   Leonard.     2.016.378  :  Oct.  8. 
Can  opening  and  spout  forming  device.     W.  F.  Pnnte  and 

O.  S.  Pease.     2,017,016  :  Oct.  8. 
Cap,  Tank  filler.     L.  W.  O.  Flynt.     2.016,773  ;  Oct.  8. 
Car  loading  dcN-ice.     J.  W.  Hice.     2.016,430;   Oct.  8. 
Car  wheel.     N.  R.  Brownyer.     2,016.828;  Oct.  8. 
CarlMhydrate     derivative     and     making     the     same.     P. 

SchuUe.     2.016.299:   Oct.  8.  ^      „ 

Carbohydrates,  Decomposition  of  highly  polymerlMd.     H. 

Schlubach.     2.016,617  :  Oct.  8. 
Carbon      dioxide.      Producing      solid.      F.      a      Gllmore. 

2.016.815;   Oct.   8.  .,    ^  . 

Carbon    tetrachloride.    Purification    of.     W.    T.    Mchola. 

2,016.804  ;  Oct.  8. 
Carburetor.     G.  Ei.sslng.     2,016,771  ;  Oct.  8. 
Carburetor.     O.  Moysard.     2,016.449  ;  Oct.  8. 
Card    and    kev.    Visible   automobile   registration.     H.    W, 

Otis.     2,016,971  ;  Oct.  8.  ^       „ 

Card,  Perforated  record.     A.  W.  Mills.     2,016,681 :  Oct    8. 
Carrier  current  channel  separation  system.      H.    Nyqulst. 

2,016.452  ;  Oct.  8. 
Carton  and  making  the  same.     E.  M.  Perklt.     2.016,764 ; 

Oft.  8.  _  „«,„„,. 

Carton  feeding  mechanism.     J.  L.  Ferguson.     2,016,814 ; 

Oct.  8. 
Cartons  with  fuel  briquettes.  Apparatus  for  and  method 

of  filling.     C.  M.  Eberllng  and  R.  F.  Mitten.     2.016,418 ; 

Oct.  8. 
Case  :  See — 

Cigarette  case. 
Casings,   etc..   Apparatus   and  method  for  preparing   sau- 
sage.    J.  P.  Smith.     2,016,841  ;  Oct.  8. 
Cast   Iron   pipe.   Centrifugal.     M.    Hamasumi.     2.016,674; 

Oct.  8. 
Catch.  Hood.     R.  G.  Moore.     2.016,508  ;  Oct.  8. 
Catch,  Jewelry.     O.  A.  Bergstrom.     2.016.827;  Oct.  8. 
Catch.  Lever.     H.  Jahnke.     2,016.486  :  Oct.  8. 
Cellular    structure.    Built-up    composite.     H.    N.    Atwood. 

2.016.273  :  Oct.  8. 
Celluloid    articles.    Printing    tubular.     O.     A.    Goessling. 

2.016.426 ;  Oct.  8. 
Cementltlous   material.     C.  K.   Roos.      2,017.022  :   Oct.  8. 
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Centrifugal  clutch.     A.  Lowndes.     2.016,643  ;  Oct.  8. 
Chain  connecting  device.  Tire.     H.  M.  Taylor.     2,016,756: 

Oct.  8. 
Chair :  See — 

Foldlnjf  chair.  Reenforolnjj  bar  chair. 

Chair.      .M.  W.  .Arnold.     2,016,953  :  Oct.  8. 
Cheese.   Apparatus   for  the  manufacture  of.     W.  Nllsson. 

2.016.612;  Oct.  8. 
Christmas    tree.    Artificial.     O.    M.    McComb.     2.016,334 ; 

Ott.  8. 
Chromium.  Electrodeposltlon  of.     O.  Krftmer.     2,016,677  ; 

Oct.  8. 
Chuck.     L.  E.  Poole.     2.016.652  ;  Oct.  8. 
Cigar    enveloping.     M.     Pedersen.     2,016,650:    Oct.     8. 
Cigarette    case.     W.    V.    Blackwell    and    W.     E.     Keeter. 

2,016, .^34;  Oct.  8. 

Electric.     W.     A.     Coates 


Circuit     breaker. 

Oct.  8. 
Circuits,  Positive 

Oct.  8. 
Clamp  :  See — 

Cable  clamp. 
Clamping  device. 


push-pull   grid.     C.  Travis. 


2,016,893; 
2,016,402  ; 


J.  S.  Townsend. 


A.  A.  Kaplan  and  E. 


2,016,947 
Porcelain. 


Oct.  8. 
2,016,747  : 


H. 


material. 

Dry.      J.      McCretry. 

L.  Koch.     2.016.376;  Oct. 
Jars,    and    the    like.      H. 


McGill. 

2,018,562; 

8. 
Wleaner. 


W.  Kaufman.     2.016.440;  Oct.  8. 
G.    A.    Potts    and    J.    W.    Potts. 


2,016,313  ;   Oct.  8. 

Friction  clutch. 

2,016,8(6;  Oct. 

Automatic.       E. 


8. 


O.      Hill. 


of.     S.     P.    Miller. 


Nelms. 


T.      Grethe. 
H.   Harper  and  C.  R.  Carpenter. 
D.    Blumlein 
8. 


Clasp.   Tie. 

Oct.  8. 
Cleaner  :  See- — 

Air-method  cleaner. 
Cleaning       ami       scouring 

2,018.28!>  ;  Oct.  8. 
Cleaning      apparatus, 

Oct.  8. 
Cleaning  process.      A 
Closure     for    bottles, 

2,016.307  ;  Oct.  8. 
Closure,  Keceptacle. 
Clothesline    equipment 

2,016,873  ;  Oct.  8. 
Clothesrack       M.   J.   Brown. 
Clutch  :   See — 

Centrifugal  clutch. 
Clutch       \V     L.    Schellenbach 
Clutch      control      apparatus, 

2,016  999  ;  Oct.  8. 
Coal     distillation     plants.     Operation 

2.016.751  :  Oct.  8. 
Coal     treating     process     and     compound. 

2.016.S21  ;  Oct.  8. 
Coating  to  articles.  Metho<l  of  and  apparatus  for  applying 

a.      A     E    Collins.     2.016,316:   Oct.   8. 
Cock.   Draining.      F.    Hartke.      2,016.997:   Oct.   8. 
Cock.   Straight   wnv.      F.   Hartke.     2,016.998;  Oct.  8 
Coffee      free      from      caffeine,      Producini: 

2.016,634  ;  Oct.  8. 
Coffee   making  machine 

2.016,281  ;  Oct.  8, 
Coii    electromechaniial    device,    Moving.     A 

and  H    E    Holman,     2,016.622;  Oct    8 
Coll    for  hollers.     G.   F.   Croslar.     2.016,276:  Oct. 
Collapsible  bag.     A,   H.  Short.     2,016.620;  Oct.  8 
Collar  holder.     A.  M.  Cole  and  H.  J.  Rivers.     2.016.969  ; 

Oct.  8, 
Combustion       chambers.      Cooling.       R.       H.       Goddard. 

Comhus'tlon   engine.     J.    Mlkulasek.     2,016,337 ;  Oct.   8. 
Compensating    attachments    for   pressure    controllers      H 

L    Colhy.      2  016.769  ;  Oct.  8. 
Composite  l>earing.      P.  C.   Haas.     2.016.493;  Oct.  8. 
Composition     of     matter.      G.     W,     Clarvoe.      2.016  802 ; 

Oct.  8. 

Composition  of  matter  for  and  method  of  treating  Iron 
and  steel.      H.   O    Rassett.     2.016.477:  Oct    8 

Concrete  structure,  Reenforced.  O.  Schaub.  2  016  618  • 
Oct.  8.  ... 

Condensation   product  of  the  cynnurlc  series  and  prepar- 

Inir  if      ,\    St*>ln<lnrff  an<l  M.  Paquln.    2.016,521  ;  Oct.  8. 
Condensation     products.     Manufacture     of.       W      Krano 

2.016.285  :  Oct.  8. 
Condenser  3wlrl.     W   B.  Nelson      2.016  341;  Oct   8 
Condenser  unit.     J.  H.  Beckmnn,     2,01(8.587-  Oct    8 
Conduits,  Making.     C.  J.  Katw?- .Miller      2.016  447'-  Oct    8 
Conduits.   Uniting.     A.  Klpnls.     2.016.375;  Oct    8 
Connecter    for    dental    use.    Interlocking.      A.   M.    ODt)en- 

heimer.     2  016  51 1  :  Oct.  8. 
Connecter,    particularly   for   lamps   having  two   filaments 

J.  T.  F.  f'ontl.     2.016.853  ;  Oct.  8. 
Connecting  means,     H.  A.  Douglas.     2.016,708:  Oct     8 
Connecting'  or   splicing  derlce  for  wires.     P.   H.   Keller 

2.01f5.441  :  Oct.  8.  ii.«icjr. 

Container :  See — 

Battery  container.  Metal  container. 

Dredglnc;  container. 
Container.     C.  S.  Baron.     2.016,080  :  Oct.  8 
Container.     B.   S.  Bckbaus.     2.016.488;  Oct.  8 
Container.     J.  C.  r>a  Grua.     2.016.863;  Oct.  8. 
Container  and   making  same.   Liquid.     H.   H.   Pinner  and 

W.  n.  Klocke.     2,016  512  :  Oct.  8. 
Container  closure.      O.  I.  Waring.     2.016,936;  Oct.  8. 
Container    for    bottles    and    like    vessels. 

2.016.988:  Oct,  «, 
Container,     Preparing    a    dispensing.       0. 

2.016.964  :  Oct.  8. 
Containers  for  liquid.  Manufacturing  glass. 

2.016.439:  Oct.  8. 
Control  apparatus  for  internal  combustion  engines. 

Dyer.     2.016,417  :  Oct.  8. 


J. 
C. 

C. 


M.    Cross. 

Huffman. 

H.  Hogan. 

J.  B. 


Control  mechanism.     E.  T.  Dahl.     2.016.317  •  Oct.  8. 
Control  mechanlHm  for  grinding  machines.     H.  A.  Silren. 

2.016,932  ;  Oct.  8. 
Control  srstem  and  relay  derlce  therefor.     G.  W.  Smith. 

2,016,824:  Oct.  8. 
Control    with    Interceptor    for    stokers.      II.    8.    Morton. 

2.016.558;  Oct.  8. 
Conveying     and      loading     mechanism.        N.     D.      Levin. 

2.017.005  :  Oct.  8. 
Conveying  mechanism  for  wrapping  machines.     M.  J.  Mll- 

moe.    2.016,820  :  Oct.  8. 
Cooler  :  See — 

Unit  air  cooler. 
Cooling.  Apparatus  for   measuring  rate  of.     W.  8.  Weeks. 

2.016,660;  Oct.  8. 
Cooling   of   producer  gas.   Direct.     C.   Hahn.      2.016,940: 

Oct.  8. 
Cord  retriever.     8.  T.  and  A.  B.  Strang.    2.016.985  ;  Oct.  8. 
Coupling  device  for  sectional  conveyers.     W.  B.  Fleming. 

2.016.994  :  Oct.  8. 
Coupling  device.  Slipping.     J.  R.  W.  Thomas.      2.016.464  ; 

Oct.  8. 
Coupling  for  vehicle  bogles.  Flexible.     E.  L.   R.   Hocking. 

2,017,001  ;  Oct.  8. 
Cover :  See — 

Milk  can  cover.  Water  beater  cover. 

Cover    for   heating    radiators.      B.    Hofmann.      2.016.431  : 

Oct.  8. 
Cover  plate  for  vehicle  wheels.    C.  W.  Sinclair.    2,016.396 ; 

Oct.  8. 
Cover  retaining  means.     L.  Oabor.     2.016.324  :  Oct.  8. 
Crystallization  of  dissolved   Inorganic  compounds   in  con- 
centrated   solutions.     Restraining.       W.     A.    Boughton. 

2.016.274  :  Oct.  8. 
Culinary  appliance.    0.  B.  Nichols.    2,016.664  :  Oct.  3. 
Cup  :  See — 

Paper  cup. 
Current   converter.    Direct.      W.    Dillenbach.      2.016.628; 

Oct.  8. 
Current  rectifier.  Electric.     O.  Sells.     2.018.808  :  Oct    8 
Cut-off.   Automatic  gas.     H.   H.   Chrlstensen.      2.016.484; 

Oct.  8. 
Damper.  Check.     M.  P.  Corrldan. 


J 

8 

and 
8. 

J.   H. 


2.016Ji86:  Oct.  8. 

and    W.    H.     Armacost. 


massage 
Blair 


Deconcentrator.      J.    A.    Powell 
2.016.666  ;  Oct. 

Dental    cleansing 
2.016,951  :  Oct. 

Dental  handpiece.     J.  H.   Blair.     2,018,766;  Oct.  8. 

Desk.     G,  J.  Barrett.     2.016,571  :  Oct.  8. 

Despatching  s.vstem   for  banks  of  elevators  and  the 
H,  L.  R.  Roche.     2.016.615  ;  Oct.  8. 

Dl-ammonium  phosphate  from  solutions  containing  am- 
monium phosphate.  Manufacture  of.  C.  J.  Hansen. 
2.016,816  ;  Oct.  8. 

Die:  See — 

Blade  drawing  die. 

Die  and  Its  manufacture.    P.  R.  Zlnser.    2.016.569:  Oct.  8. 


device.      H.    L.    Welker. 


like. 


O.  Slette- 


H.  P.  Thomas.     2.016,977 
2.018.762  :  Oct.  8. 


Oct.  8. 


Differential  stop  mechanism  for  check  writers 
void.     2.016.345  ;  Oct.  8. 

Direction  responsive  system 

Oct,  8. 
Disk  brake.     H.  D.  Newhart 
Dispenser  :  See — 

Paste  dispenser. 
Door  barring  device.     T.  Reiner.     2.016,668  ; 
Doorlatch.     O.  C.  Schmidt.     2.016,519;  Oct.  8 
Doorlock.     P.  E.  Ford.     2.016.896:  Oct.  8. 
Door  structure.     D.  H.  Morgan.     2.017.012:  Oct 
Door  structure.  Baling  press.     A 

Oct.  9. 
Doors,    .\ttachment    for.      W.    T. 

Oct.  8. 
Doorway     structure      for     box     cars. 

2.016.731  :  Oct.  8. 

Drafting      Instrument.       Combination. 

2.016.489:  Oct.  8. 
Drain  attachment  for  pumps  and  the  like. 

2.016.638  :  Oct.  8. 
Drain  cleaning  device.     A.  P.  Hopewell 


S.  Mackenzie 
Kniesner. 
W.     L, 


8. 
2.018.444  ; 

2,018.882  : 

Thomas. 


Drapery   display   device.      El.    L.'  E.   Gossner. 


M.       Escalante. 

F.  H.  Jecmeueek. 

2,016.498:  Oct.  8. 


Elasy-openlng. 


Oct.  ^. 
Dredging     container 

2.016.966  Oct.  8. 
Drier  :  See — 

Hair  drier. 
Drier  and   stretcher   form.   Adjustable. 

2,018.960  :  Oct.  8. 
Drill.    Modification    of   the  electrically 

R.  Dederer.     2.016.829  :  Oct.  8 


Driving     mechanism 
2.016.499:  Oct.  8. 

Drum,      Collapsible 
2.016.884:  Oct.  8. 

Dry  pipe  valve.      W. 


8.   B. 
driven 
for     churns.        A.     C. 


tire     building.       H.     C. 


2.018,741 
H.      Knop. 

McKinney. 

percussion. 

Hougland. 

Boat  wick. 


2,016.647  ;  Oct.  8. 
II.  Oblendorf. 


.^.j   ..'K-   .-w^.      ...  K.  Hodgman,  Jr.     «.,« 
Dyes  and  making  them,  Water-insoluble  azo. 

2,016.944  :  Oct.  8. 
Dyestuffs,  Manufacture  of  azo.      G.   Bonhdte.     2.016.737; 

Oct.  8. 
Dyestuffs   of  the  oxazine  series  and  preparing  them.     O. 

Krfinzleln.   II.   Greune.   and   W.   Schnlthels.      2.016.604; 

Oct.  8. 
Dynamo-electric    machine.    Pan-cooled.      O.    B.    Whitney. 

2,016.917  :  Oct.  8. 
Earth     boring     machine.      Portable.        J.      H.      Crowell. 

2,016.607;  Oct.  8. 


Edge  curling  device.     E.  G.  Seastrom.     2,017,018;  Oct.  8. 

E)gg  weigher.     W.  F.  Neuhaus.    2,016,789  :  Oct.  8. 

Eaectrlc  discharge  device.  G.  F.  Murphy  and  H.  C.  Stelner. 
2,016,904:  Oct.  8.  ^        „ 

Electric  gauge.     U.  P.  Thomas.     2.016.978;  Oct.  8. 

Electric  resistances,  Manufacturing.  W.  Meyer. 
2.017.011  ;  Oct.  8.  .„„,«.. 

Electrical  control.  Method  and  apparatus  for.  P.  W.  Goo- 
sey. Jr.    2.016.671  :  Oct.  8. 

Electrical  devices,  Apparatus  for  processing.  C.  A.  Purdy. 
2,016.455 ;  Oct.  8.  ,         ^.  . 

Electrical  load  control  system.  D.  L.  Chesnut. 
2,01rt.800;  Oct.  8, 

Electrically    operated    boiler.      T.    H.    Noll.      2,016,291 ; 

Electrode,     Welding.      J.     H.     Humberstone.      2,016,899; 

Electrolytic  condenser  and   circuit  arrangement  therefor. 

R.    C.    Sprague.      2,016.302-3  ;   Oct.    8. 
Electromagnetic  device  and  circuit  therefor.    O.  D.  Milne. 

2,016,448  ;  Oct.  8. 
Electron    discharge   device.      H.   A.   Wheeler.      2.016,760; 

0<^t.  8.  ^       „ 

Elevator  safety  device.     T.  Lee.     2,016.382  ;  Oct.  8. 
Engine  :  See — 

Combustion  engine.  Internal  combustion  engine 

Engine.     A.  J.  Meyer.     2.016.680  :  Oct.  8. 
Engine.     H.   H.  Timlan.      2.016.694-7  ;   Oct.   8. 
Engine  support.      N.   N.   Tllley.      2,016,693;   Oct.   8. 
Eraser.     C.   C.    Harris.      2.016,716;   Oct.   8, 
Ester     of     naphthenlc  acid.     G.     Schneider.     2.016.392 ; 

Oct.   8. 
Exposure  meter.     E.  P.  Weston.     2.016.469  :  Oct.  8. 
Eyeglasses,  Oxford.     W.  8.  Searles.     2,016,685  ;  Oct.  8. 
Fabric :  See — 

Filter  fabric.  Spiral  fabric. 

Fabrics.     Finishing    of.      A.    Mellor    and    R.     J.    Mann. 

2,016,883  :  Oct.  8. 
Fabrics .    Production     of     tufted.       J.     0.     Sakellarldes. 

2,016,909  :  Oct.  8. 
Fastener.     K.  A.  R.  Erfass.     2.018.279;  Oct.  8. 

Fastener.     W.  OhrstrSm.     2,017.013 ;   Oct.  8. 
Fastening.     C.  V.   Brady.     2.016.851  ;  Oct.  8. 
Feeder  :  See — 

Sheet  feeder. 
Feeder  for  corn  shredders  and  the  like.     W.  W.  P.  Stelter. 

2,016.910:  Oct.  8. 
Fillers,      Preparing     aggregates     and.        V.      B.      Watts. 

2,018,308;  Oct.  8. 
Film   driving  means   for  sound   recording  cameras.    J.    L. 

Spence.  Jr.     2.016.658;  Oct.  8. 
Film   feed  mechanism  for  photographic  roll  film   cameras. 

R.  MOller.     2.018,611  ;  Oct.  8. 
Film     gate    and     septum     for    projecting    machines.      R. 

Thomas.     2.016.690;  Oct.  8. 
Films.  Controlling  the  operation  of  picture  and/or  sound. 

S,   Malusa  and  I.  H.  Yadwln.     2,016.506;  Oct.  8. 
Filter  :  See — 

Air  filter. 
Filter   fabric.      A.   G.    I^malre.      2.016.786;    Oct.   8. 
Filter  for  dry  cleansing  liquid.     J.  B.  Klrby.     2,016,660  ; 

Filter' for  gas  heaters.  Air.     B.  C.  Bartlebaugh.     2,016,701  ; 

Oct.  8. 
Filtering  device.     F.  M.  Boyer.     2.016.740:  Oct.  8. 
Finger  pick.     Y.   K.   Kealoha.     2.016,438:  Oct.  8. 
Firearm.  Automatic.     N.  Mancinl,     2.016.646  ;  Oct.  8. 
Firebox.  Locomotive.     L.  Richardson.     2.016.728  :  Oct.   8. 
Fire  extinguisher.     J.   L.   Seat.     2.016.801  :   Oct.   8. 
Fishing   tool.      R.   E,   Moore.      2.018.688 :   Oct.  8. 
Fitting    for    oil    stills,    Return    bend.      H.    C.    Stockham. 

2.016.912;  Oct.  8.  ^  .    „     « 

Flange    forming    machine.      J.    H.    Abramson    and   B.    C. 

Swanf^on.     2,016.735  ;  Oct.  8. 
Flash  lamp.     F.  R.  Meglnnlss.     2.016,819  ;  Oct.  8. 
Flashlight      apparatus.      Photographic.      A.      W.      Miller. 

2,016,838 :  Oct.  8. 
Flatlron.     W.   M.   Schwartz.     2,016,300;  Oct.  8. 
Flour  mix  and  making  the  same.  Dehydrated.     J.  D.  Duff 

and  L.  K,  Dietrich.     2.016,320;  Oct.  8. 
Flour  mix,   Making  a   dehydrated.     J.  D.  Duff  and  L.  Ei. 

Dietrich.     2.016,318-9:  Oct.  8. 
Fluid  heater.     T.  H.  Ireland.     2.016.746;  Oct.  8. 
Fluid  heater.  Electric  automatic.     C.  W.  Blnckmun.  N.  P, 

Samantas,  and  A.  E,  Llndstrom.     2.016,358;  Oct.  8. 
Fluid  lift  pump.     O,  A.  Humason,     2,016.433:  Oct.  8. 
Fluid  pressure  brake.     C.A.Campbell.     2.016,541  ;  Oct.  8. 
Fluid  pressure  brake.     E.  8.  Cook.     2.016.411  :  Oct.  8. 
Fluid    pressure    brake,     B.    8.    Cook    and    B.    R.    Pitch. 

2.016.410;  Oct.  8. 
Fluid  pressure  brake,     R.  R.  Fitch.     2.016,408-9  ;  Oct.  8. 
Fluid    pressure    operating    means    for    boring    machines. 

L.  C.  Shlppy  and  J.  Q.  Holmes      2.016,654  ;  Oct.  8. 
Fluid    pump.      P.    B.    Pick.      2.016.802  ;    Oct.    8. 
Fluid  pump.      C.   H.   Havlll.     2,016.831  :   Oct.   8. 
Fluid   regulator.      W.   C.   Bucknam.     2.016.540;  Oct.  8. 
Fluids.     Electrical     treatment     of.      H.     A.     Wlntermnte. 

2,016,581  ;  Oct.  8. 
Flush  tank.     W.  A.  Henn.     2.016.635;  Oct.  8. 
Plush  valve.     W.  B.  Sloan.     2.016,396-7  ;  Oct.  8. 
Fluxing  and   bonding  composition   for  use   in   welding  or 

brazing.     C.   A.   Basore  and   D.   T.   Jones.     2,016,686; 

Oct.  8. 


Folding  chair.     J.   P.   Moiling  and  T.   W.   M.    Anderson. 

2,016.385 ;  Oct.  8.  ^       » 

Folding  machine.     C.  W.  Brenn.     2,016.539  ;  Oct.  8. 
Folding  mecbanitm.     C.  8.  Crafts.     2,016,486  ;  Oct.  8. 
Folding  mechanism.   Rotary.     O.   H.   Sather.     2.018,298 ; 

Oct.   8. 
Folding  table.     L.  Culottl.     2,016,363:  Oct.  8. 
Foot  manipulating  apparatus.     J.  H.  McCahan,  L.  J.  Full- 
er and  H.  L.  Samblanet.     2,016,930  ;  Oct.  8. 
Form.     Illuminated.      E.     O.     Bade    and     A.     D.     Miller. 

2.016,794;  Oct.  8. 
Forms,  Apparatus  for  raising  concrete.     F.  L.  Nemec  and 

J.Patterson.    2,016.575  ;  Oct.  8. 
Frame :  See — 

Picture  and  mirror  frame.      Picture  frame. 
Fraud  prevention  means  for  electric  meters.     J.  B.  Now- 

lan.    2.016.501  ;  Oct.  8. 
Friction   clutch.     H.   Nutt  and  H.   V.   Reed.     2,016,461; 

Oct.  8.  „     „     «  . 

Fruit   juices.   Treating.      C.    S.    Ash   and   E.    P.    Roleson. 

2,016.584  ;  Oct.  8.  ,      ,      „ 

Fuel    conditioning    and    supply    system.     M.    J.    Zucrow. 

2,016.881  ;  Oct.  8. 
Fuel   distributing   unit    for    Diesel   engines.      L.    C.   Ken- 
worthy.     2.016,503  ;  Oct.  8. 
Fuel     heating     or     vaporizing     attachment.     V.     Arato. 

2,016,952 ;  Oct.  8.  ,  _, 

Fuel   injection    syt.tem    for   Internal    combustion   engines. 

B.  Walker.    2,016,619 ;  Oct.  8.  „    »    „, 

Fuel  system  for  internal  combustion  engines.     H.  A.  Trus- 

sell.      2,016,352 ;    Oct.    8. 
F\imace.     R.  D.  Van  Nordstrand.     2,018,914  ;  Oct.  8. 
Furnace.     C.  B.  Yoder.     2,016,762 ;  Oct.   8.  „^,„^^^ 

Galvanizing   apparatus.      K.   Merkenschlager.     2,016,446; 

Oct.  8. 
Game  apparatus.     H,  A.  Viets.     2,016,465  ;  Oct.  8. 
Garment.      H.   Brewster.      2,016,664;   Oct.   8. 
Garment,  Nether.      B.  8.  Alsop.     2.016,365;  Oct.  8. 
Gas  dispoFal  apparatus.      R.    Kenna  and  M.  G.   Hallgren. 

2.016.549;   Oct.  8.  .—     ^        o 

Gas  heater  valve.     C.  A.  Pearson.     2,016.5  m  ;  Oct.  8. 
Gases  by   decompoeltlon  of  aqueous  electrolytes,   Produc- 
tion of.     A.   Kllgus.     2.016.442 ;  Oct.  8. 
Gathering  table.     C.   L.  Taylor.     2,016,524  ;   Oct.   8. 
Gauge :  See — 

Electric  gauge.  Pneumatic  pressure  gauge. 

Internal  caliper  gauge. 
iJauge.     .\.  K.  Engst.     2,016.420  ;  Oct.  8. 
Gear  :  See — 

Power  reverse  gear.  ^  .   „ 

Gear  silencer.  Timing.    L.  B.  Huthalng.    2  016,746  ;  Oct.  8. 
(ieiiriug  mean,-.     S,  S.  Cramer,     2,016,854;  Oct.  8, 
Generator :  See — 

Steam  generator.  ...„,^„,v/^     ^  ^    t. 

Girdle,  Detachable  crotch.     S.   Davis.     2,016,990;  Oct,  8. 
Glass,   Boiler  gauge.      H.    E.   Brelsford  and  N.   L.   Snow. 

2,016,481  ;  Oct,  8. 
Glass  melting  tank.  Continuous.     E.  W.  Paxton  and  A,  W. 
Schmld.     2.016.945:  Oct.  8.  „,      ^  .    o 

Glassware,  Coating.     J.  E.  McBurney.     2.016,381 :  Oct    8. 
Glassware    forming    machine.      C.    C.    Kinker.      2,016,d74 ; 

Glassware  forming  machine.     C.  B.  ShIlIInger,     2,016,393  ; 

Glassware   forming  machine.     L.  D.   Soubler.     2,016,398 ; 

Glass  wool  and  Its  manufacture.  Caked.     J.   H.  Thoma.'. 

2,016.401  :  Oct.  8. 
Glove,  Swimming.     J.  A.  Borgmau.     2,016,538 ;  Oct.  8. 
Glucamlnes  and  related  products.  Producing.     R.  B.  Flint 

and  P.  L.  Salzberg.     2.016,962  ;  Oct.  8.  „«,,non. 

Glue  and   making  the   same.      H.   W.   Kelley.     2,017,028, 

Glue.  Casein.     T.  W.   Dike,     2.016.707  ;  Oct;.  8. 
Golf  bag  support.     L.  C.  Komers.     2.016.9«<  :  Oct.  8. 
Grate    Pire.     G.  A.  McCrone,     2.016,869 :  Oct.  8. 
Grater.     L.  De  Hvmel.     2.016.596 ;  Oct.  8.  „^,«„>, 

Grinder,  Portable  railway  track.  H.  H.  Talboys,  2,016,8i7; 

Oct.  8. 
Grinding  apparatus.     F.A.Thompson.     2.016,361  ;  Oct.  8. 
Grinding    machine.    Centerless     cylindrical.       H.    Becker. 

2.016.478;  Oct.   8.  „^,«-,-     «*    a 

Gun  carriage.  Wheeled.     H.  Herslach.     2.016,71  •  ;  Oct.  8, 
Hairdrier.     F.J.Verdi.     2,016,915  :  Oct.  8 
Handbag.  Reversible  framed.    A.  Landis.    2,016,551  .  Oct.  ». 
Hanger :  See — 

Book  hanger.  .    „  .      .     n  nta  a-ii . 

Hats  and  the  like.  Decorating  straw.   A.  Uriwal.   2,016,91.5, 

Oct.  8.  rw       Q 

Heat  exchange  rpparatus.  .T  S.  i-'^z^A^^  t.^^A^;  a 
Heat  exchanging  pipe.  O,  Krause.  2.016,720  :  Oct.  8. 
Heat     regulating     svstem.    Automatic.       D.     H.     Kinnan. 

2.016.805  :  Oct.  8. 
Heater :  See — 

Fluid  heater.  ^      .         ,%         ^  «    w    Tr„„ 

Heater  for  con^bustlon   chaml»er.  Door  t>-pe.      R.   F.    van 

Seggern.     2.016.759  :  Oct.  8. 
Heating  bath  for  hardening  of  steel,  especially  tool  steel. 

A.  Erdmann  and  E.  Bertram.     2,016,321 ;  Oct.  8. 
Heating  of  materials  In  furnaces.  Direct.     P.  C.  Schwalbe. 

2.016.458:  Oct.  8.  ^        „ 

Helmet.    Welders.     E.  U.  GIngg,      2.016.775;  Oct,  8, 


XXXll 


LIST  OF  INVENTIONS 


lUitge  for  typo  casting  machines.     Q.  A.  Field.     2,016.598; 

Oct.  8. 
Holder  :  See — 

Collar  holder.  Razor  blade  holder. 

Plant  holder. 
Hook  :  See — 

Lock  hook.  Rotary  se-wlng  hook. 

Hose  c-arriagp      .M.   I..  Carrier.     2.016.«J5  ;  Oct.   8. 
Hot  watf^r  system.     H.  Junkera     2,01«,831  ;  Oct.  8. 
Hou.sinsr  and  brake  for  steel  rules.    F.  O.  Carlson.    2.0ie,483  ; 

Oct.  8. 
Hydraulic  mefhanlsm  for  determining   the  path  of  move- 
ment   of    a    tool    or    other    element.      C.    C.    Richard. 

2,016.931  :  Oct.   8. 
Hydraulic    press.    Self-feeding.       W.    Ferris.       2,016,710 ; 

Oct.  8. 
Hydrocarbon!!,    Chlorination   of.      H.   Tramm.      2,016,668 ; 

Oct.  8. 
Hydrocarbons.  Cracking  large  molecular.     H.  C.  Pennrlch. 

2.01«.(5.")1  ;  Oct.  8. 
Hydrocarbons,    desulphurizing.      A.    E.    Buell   and    W.    A. 

Schulze.      2,016,271-2  ;   Oct.  S. 

M.  B.  Cooke. 


for     toothbrushes. 


Luball. 


8. 


Hydrooiirbon.-*.    i'yrolytlc  decomposition  of. 

2,016.798  :    Oct.    8. 
Identification      device 

2.t»lti.644  ;  Oct.  8. 
Ignition  apparatus.     C.   H.  DaTia,  Jr.     2,016,669;  Oct 
Ijfnliion  nriuit.     T.    A.  J.  Hayes.     2,016,494  ;    Oct.  8. 
Illuminating    Kvsteui    for    projecting    motion    pictures    In 

color.      R.   Thomas.      2.0i6,&2 ;   Oct.   8. 
Illumination  lamp.     N.  D.  Levin.     2,016,722  ;  Oct.   8. 
Init-ction  apparatus  for    fuel   for  internal  combustion   en- 
gines.    W.  D.  Marchant  and  K.  N.  Stewart.     2,017, 00«  ; 

Oct.  8. 
Inking  mechanism  for   printing  machines.      F.  Q.  Loagea. 

2,016,287  ;   Oct.  8. 
In.iole.     A.   H    Stein      2  0l»i..'-.22  ;  Oct.  8. 
Installation     for     handling     a     lifeboat.       A.     P.     Scbat. 

2.016,838;  Oct.   8. 
Instrument    for   examining  convexly   curved    surfaces.      H. 

Hartlnger      2,016.780;  Oct.   «. 
Insulation  to  a  fluid  conduit   and  apparatus   therefor,  .\p- 

plylnjT.      T.   D.   Nathan  and    A.   B.    Merrill.      2,016,906; 

Oct.  8. 
Insulator  for  kitchen   ranges.     A.   D.   Sweet.     2,016,720 : 

Oct.  8. 
Internal  caliper  gauge.    C.  W.  Tydeman.    2,016,889  :  Oct.  8. 
Internal    comhostlon    engine.      J.    O.    Vincent.      2,016,879; 

Oct.  8 
Internal   combustion  engine.     C.   R.   Waaeige.      2,016,846 ; 

Oct.  8 
Internal     combustion    engine.    Two    stroke.      0.    Simmen. 

2.016.-344  ;    Oct.    8. 
Intern.Tl   combustion   motor,      O.  Wittenberg  and  2.   H«r- 

sanyl       2.016. 7:'.4  ;  Oct.  8. 
Iron  articles.   Producing  enameled.     P.    Eyer.     2,016,322  ; 

Oct.  8. 
.Tar.  Rotary      I    .7    McCullough.     2.016,807;  Oct.   8. 
Jewelry  ornament.  Interlocking.     M.  A    Mayer.     2.016,679  ; 

Oct.'« 
Joint.      E.   E.   Hall.     2,018,858  ;  Oct.  8. 
Joint :  See — 

Masonry  joint. 
Kiln.  Brick  and  tile.     A.   Habla.     2,016.996;  Oct.  8. 
Knife.  Honev  uncapping.     R.  Stringer.     2.016,523  ;  Oct.  8. 
Knitting  machine.     F    .Melwald.     2.016,870;  Oct.  8. 
Ijibel  and  the  like.  Multiple  colored  rubber.     V.  H.  Bodle. 

2.016.312  ;  Oct.  8. 
Lacquer  coating  and  making  the  same.  Crystal.    B.  H.  Bticy. 

2.018,314  ;  Oct.  8. 
Ijidder.     C.  E.  Sanders.     2,016.792  ;  Oct.  8. 
Ladle.  Metallurgical.     F   L.  Sage.     2,018,579:  Oct  8. 
Lamp  :   See — 

Flash  lamp.  Illnmination  lamp. 

Last.     W    H.  8.  Tull.     2,018,844  ;  Oct.  8. 
Ijithe.      L.    A.    Dumser  and   C.    J.    Schroeder.      2.016.366  , 

Oct.  8. 
Leads   to   line    wires.    Device   for  attaching.      E.    A.   Mack 

2.016,749  :  Oct.  8. 
Lettering  guide.     O.  Carlson.     2.018,985  ;  Oct.  8. 
Lifeguard  for  vehicles.     W    FI.  Uoyd.     2.016.833  :  Oct.  8. 
Light    In    moving    lens    cinematograph    machines.    Modify- 
ing the  transmitted.     W.  B.  John.     2,016,803  ;  Oct.  8. 
Lighter.      R.  A.   OuUck.     2,016.898  ;   Oct.   8. 
Lighter,  Cigarette.     S.  Isenberg.     2,016.901  ;  Oct.  8. 
Lighting    device    for    gas    burners.      D.    J.    Schoenberger. 

2,016.889:   Oct.   8. 
Line  spooler   for   oil    fleld   draw   works.      C.    D.    Spracher. 

2,018.755  :  Oct.  8. 

Liquid  cooling  device.     E.  Putnam.     2.016.514  :  Oct.  8. 
Llthopones  of  low  oil  atmorption.   Producing.     J.  B.  Booge 

and  R.  8.  Radcliffe.     2.016.5.36  :  Oct.  8. 
Loading  machine.     E.  (i.  Voelkel.     2,016,564  ;  Oct.  8. 
Lock  :  Bee — 

Scale  lock. 
Ix>ck.     E.  N.  Ja(  ohi.     2.016.602  ;  Oct.  8. 
Ijock.     A.  L.  Sprecker.     2,016.687  :  Oct.  8. 
Ix>ck  hook.     H.  Wener.     2,016.733  ;  Oct.  8. 
I/ock  valve.     F.  S.  Burns  and  G.  M.  Helf.    2.016.797  :  Oct.  8. 
Loom   beam.      G.    A.    Anderson.      2,016,533 :   Oct.    8. 
Tx>om  harness.  Method  of  and  apparatus  for  supporting  and 

manipulating.      L.    R.    Cox.      2,016.543  ;    Oct     8 
Looms.    Shedding-mechanism    of    circular.      W.    Howarth. 

2.016,370:  Oct.  8. 


Loud  speaker  structure  and  making  the  same.     B.   Olney. 

2.(116.453  ;  Oct.  8. 
Lubricant    distributor.      C.    Stern.      2,016,974 ;    Oct.    8. 
Lubricant    mixture.      V.    R     .\bram8   and    C.    A.    Hochwalt. 

2,016,532;  Oct.  8 
Lubricating  apparatus.     J.  Bystrlcky.    2.016,809  ;  Oct.  8. 
Lubricating    device.      H     U     Tear.      2.016,400;    Oct.    8. 
Lubricating  device.     J.  A.  Watson.     2,016,405  ;  Oct.  8. 
Lubrication  apparatus.     W.  Y    Brown.     2.016.888;  Oct.  8. 
Lubrication  apparatus,  Control  means  for.     W.  Y.  Brown. 

2. 016,, 880  ;  Oct.  8, 
Lubricator  :  See — 

Rail  flange  lubricator. 
Lubricator       G.    R.    Kennedv.      2,018,373;    Oct.    8. 
Luminescent    tube.      L.    T.    Jones.      2.016,437;    Oct.    8. 
Macbine  for  corrugating  material  and  threading  tie  cords 

throujjh     the     corrugations     thereof.       J.     P.     Morris. 

2.016,290;  Oct.  8. 
Machine    for    electricallv    heating    metal    articles.      P.    R. 

Hoopes.      2,016.369  :    Oct.   8. 
Machine  for  forming  hollow  glass  articles.     A.  N.  Cramer. 

2,016.362  :  Oct.  8. 
Machine    for    forming   tumblers   and    other   glass   articles. 

A.  N.  Cramer.     2,016,360;  Oct.  8. 
Machine  for  maintaining  constant   moisture  content  in  a 

granular   material.      P.   K.   Fisher  and  J.    H.   Wlchtner. 

2,016.920  :  Oct.  8. 

Machine  for  making  tumblers.     A,  N.  Cramer.     2.016.361  : 

Oct.  8. 
Machine  tool.     F.  A.  Parsons.     2.018,&65  ;  Oct.  8. 
Magnetoelectric  machine.     W   Bradford.     2,016.982  ;  Oct.  8. 
Masonry  Joint.      J.    E.    .Marble.      2.016.988  ;   Oct.   8. 
Materials,  Spraying  llqiil.l      H.  Wentsel.     2,018,407  ;  Oct.  8. 
Measuring  device.     K    Sleg.     2.016,581  ;  Oct.  8. 
Measuring   device.      H     G.    Smith.      2,016.346;    Oct.    8. 
Measuring  tap.     J.  S.  Welghtman.     2.016.583;  Oct.  8. 
.Measuring  valve.      A.    J.    Jennings.      2  016,372;   Oct.   8. 
Metal  container.     W.  W.   Hodgson.     2,017.002;  Oct.  8. 
Metal  forming  machine,  Sheet.     H.  A.  Berliner  and  C.  De 

Boer.      2,016,981  ;   Oct.   8. 
Metals,  Method  and  apparatus  for  electric  resi.stance  weld- 
ing of.      D.   Sclaky.      2.016,728  ;   Oct.  8. 
Meter  :  See — 

Exposure  meter. 
Meter  mechanism.     A.  E.  Hott.     2,016,502;  Oct.  8. 
Milk  can  cover.      E.  A.  Wilson.     2,016,979  :  Oct.  8. 
Milk   powder   and    similar   colloidal    products,    StabllUlng. 

F.    Y.    Chuck.      2,010,.M>2;    Oct.    « 
Mirror.   Rear  view.      A.   8.   Alexander.      2,016,763  ;    Oct.   8. 
Mold  for  casting  stereotype  printing  plates.     W.  F.  Hnck. 

2.016,283  ;  Oct.  8. 
Molded    articles    from    wood    paste    or    the    like,    .Making 

A.  C.   Halght.     2.016.329  ;   Oct.  8. 
Molde<l  products.  Making    A.  S.  Brock  and  C.  F.  Meinier. 

2,016,796  ;  Oct.  8. 

Molding,  Apparatus  lor  plastic.     R.  L.  Hasche.     2,018.860  : 

Oct.    8. 
Motor :  See — 

Internal  combustion  motor. 
Motor  compre.sRor.      R.   P.    Pescara.      2,018,813  ;   Oct.   8. 
Motor  for  alternating  currents.  Self  starting.     J.  R.  James. 

2,016.603  ;  Oct.  8. 
Motors  and  like  obstructions  on  aircraft.  Reducing  the  re- 
sistance   of    air    cooled.      A.    P.    Thurston.      2,016.582; 

Oct.   8. 
Mounting,   Turret.      O.    H.    Rarey.      2.016.292;    Oct.   8. 
Moving  sign.      A.   Lewyt.     2,016,748:  Oct    8 
.Mower.  Lawn.      H.   L.    Gooch.      2,016,939;   Oct.   8. 
Mower.  Uiwn.     P.  Makurath.     2.016.929  ;  Oct.  8. 
Mowing  machine.     M.   E.  Cbeadle.     2.016.987  :   Oct.   8. 
Muffler   for   internal   combustion    engines.      8.    8.    Hanson. 

2,016,859;  Oct.  8. 
Multlgrld   tube.      W.   Stoff.      2,016.399  ;   Oct.   8. 
Naphtha  and   heavier  oils  in   the   vapor   phase.   Cracking. 

.\    P    Sachs.     2,016,297;  Oct.  8. 
Needle  threader.     W.  Frey      2,016.423  :  Oct.  8 
Negative  bias  for  audiofrequency  amplifiers.     8.  W.  Seeley. 

2,017,020;  Oct.  8.  y        y  J 

Nitrogen      compounds.      Heterocyclic.        H.      A.      Piggott. 

2,016,838  :  Oct.  8 
Nitrogen  oxides.   Apparatus  for  forming.     F.  W.  de  Jabn. 

2.018,810;  Oct.  8. 
Noszle   for  self-ignltlng  internal   combustion   engines.    In- 
jection.     H.   Ilelnrich   and   W.   Volt       2,017,028  •   Oct.   8. 
Nonle     for    syringe    type     hydrometers.       L.     Edelmann. 

2.018.830;  Oct.  8. 
Nozsle.  Gasoline.     M.  N.  Talnagl.     2,016,730;  Oct.  8. 
Nut    blanks    or    the    like.    Making    castellated    or    slotted. 

W.   McL.    Rosborough.      2.018,296;    Oct.   8. 
Nut   shell   liquid   and   products   therefrom.    Distillation   of 

marking.     M.  T.  Harvey.      2.016,282;   Oct.  8. 
Oil  and  gas  separator.     A.  Lincoln      2.016.641  :  Oct    8 
Oil    comparer.    Visible.      L.    Hyatt    and    G.    D.    Robblni. 

2,016,832:  Oct.  8. 

Oil.  Conversion  of  hydrocarbon.     R.  F.  Trow.     2,016,304  : 

Oct.  8. 
Oil,    Sweetening    petroleum.      P.    8.    Nlsson.      2,016  342: 

Oct.  8. 
Oil,    water,   and   gas    separator.      A.    Lincoln.      2,016.642: 

Oct.  8. 
Oil   with   liquid   reagent.   Contacting  hydrocarbon.     P.   W 

Merchant.     2.016.336;    Oct.   8. 
Oiler  for  deep  well  turbine  pumps.  Automatic.     J,  M.  Halt. 

2,016.673  ;  Oct.  8. 
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Oils  containing  tertiary  terpene  alcohols  and  products  ob- 
tained thereby,  Treatment  of.  R.  C.  Palmer  and  P.  O. 
Powers.     2,016.576  ;  Oct.  8. 

Oils,  Conversion  of  hydrocarbon.     J.  B.  Held.     2,016,«81; 

Oils.      Conversion      of      hydrocarl>on.        E.      F.      Nelson. 

2,016.386;  Oct.  8.  „^,„„.„ 

Oils,  Conversion  of  hydrocarbon.     R.  P.  Trow,     2,010,948  ; 

Oct    8 
Oils,  Conversion  of  hydrocarbon.     R.  F.  Trow.     2.016,950  ; 

Oils,    Converting    hydrocarbon.      U.   F.   Trow.     2,016,949; 

Oils,  Treatment  of  hydrocarbon.     L.  C.  Huff.     2,016,371  ; 

Oct    8 
Oils,  Treatment  of  hydrocarbon.    J.  C.  Morrell.    2,016,339  ; 

Opener.   Bottle.      F.   W,   Pollock.     2,016,613;    Oct.   8. 
Ore  crushing  machine.      M.  Tveit.      2.016,793;   Oct.  8. 
Organic    comfiounds    containing    substantial    amounts    of 

acetylene   tetrachloride,   Chlorinated.      P.   Baumann,   R. 

Stadler,    and    E.   Wllllg.      2.016,572  ;   Oct.   8. 
Outlet  box  and  the  like.     J.  O.  Knight.     2.016,284  :  OcL  8. 
Overall   garment.      C.   C.   and    E.   A.   Garrett.      2,016,897  ; 

Packing  means.     W.  Lledle.     2,017,007;  Oct.  8.^,^^^^ 
Packing.    Pavement    Joint.      L.    E.    Warner.      2,016.404 ; 

Oct.  8. 
Pad  :  See — 

Pressing  pad.  Toilet  silencer  Pt^a. 

Pad   and    the  like,   Quilted.     R.  V.   Hlavaty.     2.016.601 ; 

Oct    8 
Paint  striper.     D.  J.  Dlckerson.     2.018.645;  Oct.  8. 
Paper  cup.      K.   R.   Huntley.      2,016,434;  Oct.  8. 
Paper    novelty.      K.  T.  Massey.      2.016,446  ;  Oct    8 
Paper    stock.    Device    for    treating.      W.    B.    McMartln. 

2,016.647:  Oct,  8.  .     .,      ,      „         k 

Paste    dispenser.       H.    K.    Andrews    and    H.    J.    P^rencn. 

2,016,35.  ;  Oct.  8.  „«,„.,„ 

Pattern    record.    Making    a.      C.    8.    Dippel.      2,016.416; 

Oct.  8.  .  ,,    ^ 

Pencil  leads.  Black  writing.     A.  Schwarx  and  K.  Kreutxer. 

2.010,807;   Oct.  8.  ..... 

Perhydrocarbaiyl   compounds   of  the  pyridine   and   quino 

line  series.      M.  Bockmtihl,   W.   Krolis,  and  G.  Elirhart. 

2.010.480;  Oct.  8.  ^      „^,„o.o 

Phenolic  isomers.  Separating.     N.  P.  Aklmoff.     2,016.848  : 

Oct.  8.  .  . 

Phenols    from    coal    tars   and    lignite    tars.    Oblention    or. 

K.   GlefHler.     2.016.633  ;  Oct.  8. 
Phonograph.      T.   C.    Brown.     2,018.887  ;   Oct.  8. 
Photoflash  device.     F.  T.  Morris.     2,018,834  ;  Oct.  8. 
Photograph  and  making  same,  Colored.     W.  T.  Cresplnel. 

2,016.066:  Oct.  8.  .         «     „     o 

Photograph    printing   machine.   Automatic.      C.   H.   Barns- 

torff.     2.016.811  ;  Oct.  8.  „^^    ^       „ 

IMcture  and  mirror  frame.     H.  Solomon.     2.016.349  :  Oct.  8. 
Picture   frame.      N.    G.   Horwltt.      2.016.941:   Oct.   8. 
Picture  frame.    N.  G.  Horwltt  and  M.  Katcher.     2,016,942  ; 

Oct.  8. 
Pipe:  See —  „  u       .         . 

Cast  Iron  pipe.  Heat  exchanging  pipe. 

Pipe    building  tile,   etc.,   for  railway  equipment.   Loading 

of  sewer.      I.    H.   Spoor.     2,016.461  :  Oct.  8. 
Pipe,    Device    for    flaring.      W.    L.    Belknap.      2.018,796; 

Oct.   8. 
Pipes,    Apparatus    for    emptying    and    cleaning    beer    and 

other.      A.   Jo^epowltt.      2.016.926:    Oct.   8. 
Piston     for     fluid     meters.     Oscillating.       B.     H.     Smith. 

2.016,347;  Oct.  8.  „     o.     t 

Piston     for    Internal    combustion    motors.       B.    C.    Long. 

2,016.379  :  Oct.  8. 
Piston  machine.  Revolving.    A.  Caleonl.    2.016.315  :  Oct.  8. 
Piston    structure.     H.  8.   F>nnk.     2.016.896;  Oct.  8. 
Place-cnrd   tally.      A.   L.    Power.      2.016.767;   Oct.   8. 
Plant    holder      E.   C.  Thompson.      2.016.732:   Oct.   8. 
Plaster  and  the  like.     G.  O.  Case.     2,016,986 ;  Oct.  8. 
Plow.     A.  E.  Rutter.     2.016,518:  Oct.  8. 
Plowshare    attachment.       O.     M.     Reynolds.       2,016,578: 

Plumb  bob  support.     C.  Beck.     2.016.573;  Oct.  8 
Pneumatic    conveyer    tube.      W.    H.    Dlnspel.      2,018,800: 

Pneumatic  dl.spatch   system.      J.   M.    Scanlan.      2.018.946: 

Pneumatic    pressure    gauge.      J.    H.    Becker.      2,016,686 ; 

Oct.  8.  ^.  ^     ^ 

Point  structure  for  straight  knitting  machines.     G.  Gas- 

trlch.     2.018.742  ;  Oct.  8. 
Polvmerizntion     products    from    vinyl    ethers.    Production 

of  mlxwl       H    Flkentscher      2.016.490;  Oct.  8. 
Power  reverse  genr.     S    M.  Roth.      2.016,727;  Oct.  8. 
Power    take-off    mechanism.      R.    E.    Smith.      2.016,984 : 

Oct    8 
Power  transmission  ««vstem      B    Frank.     2.016.632  :  Oct.  8. 
Power  tr.Tnsmlttlng  apparatus.     A.  W,  Arnold.     2.016,849  : 

Oct.  8 
Press  :  See —  ^  .    ^^ 

Hydraulic  press.  Printing  press. 

rrofH  control  mechanism.     J.   P    Daly      2  016.415;  Oct.  8. 
Pressing  pad.     O    E    Galvln.      2.018.718:  Oct.  8. 
Printing  and   associating  mechanism.     A.  M.   Zuckerman. 

2.016.^09  :   Oct.   8. 
459  O.  G.— 270 


Printing  articles.  Method  and  machine  for.  H.  A.  Myers 
2,016.450:  Oct.  8.  „    .      ,    r,   «.     w 

Prlntlng  d.  vice  for  lentlculated  films.  H.  Arnl,  F.  Fischer, 
and  K.   Rantsch.     2,016.270:  Oct.  8.  ,^  ^„„     ^  ^    „ 

Printing  mechanism.     A.  W.   Mills.      2.016^682  :  Oct    8. 

Printing  mechanism.     E.  J.  Rabenda.     2,016.684  :  Oct.  «. 

Printing     press.     C.     A.     Meisel    and     G.     R.     WUliaras. 

2.017,010;   Oct.   8.  „„,„«...     ^.    o 

Printing  surface  holder.     C.  J.  Beck.     2,016,964  ;  Oct.  8. 
Printing  surfaces.   Preparing.     G.   8.   Rowell.      2.016,617; 

Oct.  8. 


Product    comprising    glucamines    and    related    substances 
R.  B.  Flint  and  P.  L.  Salzberg      ""^i-^-o.  ^^^ 


2.016.963  ;  Oct.  8. 

Projection,      Apparatus      for     double      simultaneous.      R. 
•niomas.     2,016,691  ;  Oct.  8.  „     ,^      „ 

Propeller,   Feathering.     L.   Svelnsson.     2.018,842;  Oct.  8. 

Protective  system.     J.  K.  Stafford.     2.016.911  ;  Oct.  8. 

Puller  :  See — 

Weed  and  plant  puller.  -„    -,    « 

Pulp  articles,  .^pparatu8  for  drying  molded.     W.  H.  Ran- 
dall.    2,017,017  ;  Oct.  8.  »  ^»    ^  .   « 

Pulse  actuated  switch.     F.  Llberson.     2,017,006  :  Oct.  8. 

Pulverizing      machine.        A.      A.      and      H.      F.      Holbeck. 
2.016.496-7  ;  Oct.  8. 

Pump  :  See —  „     . 

Fluid  lift  pump.  Reciprocating  pump. 

Fluid  pump.  »  „,„     ^ 

Pump.     E.  Benedek.     2,016,812:  Oct.  8. 
I'ump.     compressor,    and    the    like.     J.    L.    Kemptnome. 

Puinp  locking  device.     C.   R.  Buchet.     2,016,984  ;  Oct.  8. 
Pump  system.  Vacuum  pressure  fuel.     W.  H.  Schulse  and 

L.  H.  Wheeler.     2.016,680  :  Oct.  8. 
Punch.     I.  B.  Knutson.     2,016,686 :  Oct    8 
Punch,  Automatic  card.     J.  W.  Bryce.     2.016,706 ;  Oct.  8. 
Punch.     Duplicating.     G.     F.    Daly    and    G.    Lowkrantz. 

2.016.706 ;  Oct.  8.  _  .    ™.     t       -.  , 

Pyridine.    Purification    of.     T.    Goost    and    W.    Lommel. 

2.016.428;    Oct.   8. 
Rack:  See —  „     .       ^ 

Clothesrack.  Tool  rack. 

Rack     and     making     same.     Secondary.     L.     H.     wnite. 

Radiation  device.     H.  P.   Wood.     2.018,474;   Oct.  8. 
Radiator.      S.   Przyborowski.     2.016,822  :   Oct.  8. 
Rail  fastening  means.     D.  Turner.     2016.84.5:  Oct.   8. 
Rail  flange  lubricator.     C.  Stem.     2,016.975-6  :  Oct.  8. 
Railway  cross  tie.     H.  C.  Myer.     2  016  724:  Oct    8.-^_  . 
Razor    blade    holder,    Safety.     A.    R.     Fritz.     2,016,995, 

Oct    8 
Receptacle  and  cover  construction.  Burled.    W.  D.  Bedrnp. 

2.016,558;  Oct.  8. 
Receptacles,  Method  of  and  apparatus  for  making.     A.  H. 

Schraldke.     2.016,682 ;  Oct.  8.  „/>,««•<. 

Reciprocating     pump.     A.     L.     R.     Bernard.     2,016,021 ; 

Record   comparing  and  posting  machine.     C  Elchenauer. 

2.018.709:   Oct.   8.  ....«* 

Record    sheets.    Devices    for    feeding    and    sensing.     S.    A. 

Ford.     2.018,711  ;  Oct.  8.  „„,„«««     r^  *    • 

Recording  devlre.     J.  M.  Lucarelle.     2.016.505  :^Oct^  8- 
Reenforcing     bar     chair.     H.     L.     Richards.     2,016,661; 

Oct.  8. 


2.016,546;  Oct.  8. 
2,016.333:  Oct  8. 
8.     Gaugler.     2,018.388; 


Oct.   8. 


Reflector  device.  A.  J.  Glebel 
Reflector  device.  M.  P.  Leeds 
Refrieerating      apparatus.     R. 

Refrieerating    pnparatus.     L.    Green.      2.016.327 
Refrieerator      W.  Hlrche.     2,016,637;   Oct.  8. 
Regulator :  See — 

Fluid    regulator.  ^  ^^,^     «,  ..^    « 

Rest.     L.  E    Brown.     2.016,482  ;  Oct.  8. 
Rigging  Instrument.     J.  R.  Can'o",^ 2/>^6*^  =  P<**-  '• 
Ring  traveler.     E.  R    Jerome.     2.018.925:  Oct.  8. 
Rings.    Combined   engagement    and    wedding.     J.   Oranat. 

Ron?J  btarlng.*^  M."  S.  Tyson.     2.016.526 ;  Oct    8. 

conveyer.     Live.     M.     J.     Anderson.     2.016,700 . 


of 


Roller 

Oct.  8. 
Rollers,     Finishing 

Oct.  8. 
Roofing     and     method 

2.018.429  :  Oct.  8. 
notary   sewing  hook.      P.  H 
Rubber   prti'-les.    Met^'od   of 

A    H.  Felkert.     2.016,367 
Rubber   cellulose   m'xt^rp   n»>d 

M.  I>ev1n.     2.016.288;  Oct 


rubber.     E.    J.    Bussing 
producing 


2,016,590 


H.     P      Hayden. 


Dixon.  2.016.864 : 
snd  apparatus  for 
Oct.  8. 

resulting  product 

8 


of  crude.     J.  McGavack. 


Oct.  8. 
handling. 

,.  Making. 

2,016.835  ; 


of.      J.     W.     Baymlller. 


Oct.  8. 


Oct.  8. 
2.016.410 


Ru^Her.  Manufacture 

Oct.  8. 
Rubber     furfaces.     Treatment 

2.016,736:  Oct.  8. 

Rubber  tr-stment.     W.  F.  Tulev  o^^^^%*P^i 
Rue      F    W    Stolzenberg.     2.016.878;   Oct.   8 
Samnllng  device.     W.  W.  Fas.sett.     2.01 «  6.0 
Sander    for    motor    vehicles.      B.    R.    Klston 

Sash    Detachable.      J.    F.   Knnec,      2.016  500 

Sow    Tr'mmer      A.  E    De  Konlng.     2.016,799 

S'-ple       .T     A     Cohb.      2.016  7R8:    Oct.   8. 

Rcsle!     W.N    Gilbert.     2.016.714 :  Oct.  8  ««-«-«• 

Scnie  lock.     C.  E.  Breaden  and  C.  B.  Haskins.     2.016.708 

ScSS"  Printing.     E.  J.  Von  Peln.     2,018.898  ;  Oct.  8. 


Oct.   8. 
Oct. 


8. 
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Automotive 
Oct.  8. 


time   pro- 


<;    A.   P1p(  kensteln.     2,016.938;  Oct    8 
W    J.   Workman.     2.016,354 ;  Oct.  8 
mower.     F.   G.    Grantham.     2,016,777 ; 


W. 


Screening     apparatug.     Mechanically     oscillating.     O.     H. 

Sthlefersteln.      2,016,972  ;  Oct.  8. 
Screening     device      for     automobiles.      N.      L.      Maddoz. 

2  016,H45:  Oct.  8. 
Seahnsf  device.     T.  C.  Arnold.     2.018,826;  Oct.  8. 
Sealing  unit.     J.  D.  Contl  and  EJ.  M.  Farris.     2.016,627: 

Oct.   8. 
Seaf  :  See — 

Toilet  seat. 
Selector    for    radio    receiving    sets, 

gram.      F    d    Siegel.      2,016.459; 
Separator :  See — 

Oil  and  gas  separator. 

Oil.    water,    and    gas    sepa- 
rator. 
Sewing  machine. 
Sewing  machine. 
Sharpener,    Lawn 

Oct.  8 
Sheet    feeder        F     R     Rellurhe.      2. OUT  479-   Oct     8 
Sheet,    Master       R     V     Graves.      2.016.599 ;'  Oct     8* 
Sheet    registering    moc' «nism    for   printing   machines 

K.    E5ckhar.!       2,016,277;   Oct.   8 
^^Jf '**•  o  ^''"<low     draft.     C.     A.     Anderson.     2,016,764 

Oct.  8. 
S>>oe,   Covered   s^^ank,      C.   Miller.      2,016.903  •   Oct    8 
Shoe.  Turn      C.  Miller.     2.010  002;  Oct    8       ' 
Shovels    and    like   tools.    Manufacture  of.      W     A     Beadv 

2,017  030;  Oct.  8.  '       '    "'^"■' 

Shuttle  check  for  looms.     B.  Huseins.     2  016  965 -Oct    8 
Shuttle  tension.     E.  Bloom.     2,016,663;  Oct    8 
Sign  :  See — 

.Advertising  sign 
Signal  ch1m*>      R    D    Kamell. 
Sl'nal  creating   apparatus.     C 

Oct.  8 
Signal    device.    Stop    and    turn       8 

Oct.  8. 
Slenaline  apparatus      D.  Perlmnn.     ^.^j,,^ 
Silicon  carhoxvlate  and  making  the  same 

2.017,000  :  Oct.  8.  b  «    c 

Silver    ballde    emulsions.    Stahlllrlng       Q 

J    BruPk»'n.     'J  016  471  ;  Oct    8. 
Sizing  .solution   for  use  in   dressing  or  stlffenine  warns  in 

sheets  cold.      M    N    Bulford      2.016  813;  Oct    8 
Skate.     O    B.  Welker      2.016  406:  Oct    8 
.^kate.  Roller.     R    Wvlle.     2.01R  «<47  •  Oct   8 


Moving  sign. 
2.016.604  ;  Oct. 
C.  Chenoweth. 


O.   Rayl. 
2.016.790 


8. 
2.016.957 

2.016.293  : 

Oct.  8. 


A.  Hlntermaler. 
Wllmanns   and 


machine        M     W.    Howard.       2,016.330; 

C    K    Relman  and  F.  Wayland. 

Strachan    and    W.    Gumprtch. 

riarke      2.016.891  :  Oct.   8 

O    V    N'aldor.     2.016.788  :  Oct.  8. 

R    and  W    E    Rach.     2.016.557: 


Skin     trimming 
Oct.  8. 

Skins  or  hides     Tanning 

2  016  .'i5f>:  Oct.  8. 
Sllcln?     machine.       T      H 

2  016  689  :  Oct.  8. 
Slide,  Child"  Indoor      P    .J. 
Sllpner  and  maklne  same 
Socket.  Electric  lamp      R. 

Oct.   8 
Solids,    Process  of  and  aonaratn><  for  mpasurlne  reduction 

In  size  of      R    M    Hardsrove      1' (»U5  770     O'-t    8 
Sound  wave  apparatu.s      C    \\    Rice,      J  O1fl.00«V7  •  Oct    8 
Speed     re-'ulator     f"r     Internal     combustion     engine        E 

Bnodin      2.016  .^80  :  Oct.  8.  «*"«:.       c 

Spiral  fabric      c    E    Pink      2  017  014;  Oct   8 
Splint       F    Olarke       2.01fiO?;8-  Oct    8 
Spool      M    W    Beckpr      2  ni6  .T1 1  ■  Ort    8 
Spooling  device.      N    n     Nve,     2.016,510  ;  Oct    8 
Spoon  and  making  the  same.     S.  Jennings.  Jr.     2,018.861: 

Oct.  8 

Spray   mechanism   for  dishwashers.    Rotary,      G    C     Ward 
Jr.      2,016  <5«0      Ort     8  •        «»    . 

Spring  assembly.  Cushion      W    F    Wunderllch.     2.017.032- 

Spring  control,     C.  H    Chapln.     2,016.591  ;  Oct.  8. 

Spring  shackle  link,  .Vutomotlve.     W.  A.  Trvon.    2  016  758- 

Oc:.  8 
Spring  strnctnre  for  mattresses  and  the  like 

2  016.872  :   Oct.  8. 
Spring     system      for     vehicles.     Torsional. 

2.0f6  753  :  Oct    8. 
Sprinkler.     J    GMslaln.     2.016  743:  Oct.  8. 
Sprinkler  unit.  Chemical.     O.  E.  Current  and  A.  J 

2  016  6r>s  :  Oct,  8, 
Stabilizer  for  easollne      J    w    Orelun,     2.016  648;  Oct.  8, 
Stages  and  other  objects    Means  for  UlumlDating.     El.  Ton 

Toll,      2,016.467:  Oct.  8. 
Stand  :  See — 

Advertising  display   =tand. 
Staple.     M.  Voeel.     2  016  466;  Oct.  8. 
Starter  control.  Semiautomatic.     P.  H.  Maurer. 

Oct.  8. 

Steam  boiler.     W    J    Barber.     2  016,76."  :  Oct,  8 
Steam  generator,  Pressing  Iron,     S,  Dowlnskv, 

Oct.  8. 

Steering  arransrement.  Self.    E    Flschel,    2,016.867  :  Oct.  8. 
Stencil    printing    apparatus.      H.    P.    Elliott 

Oct.  8 

.\utomatIc       J     W     Wvllle 


A.  H.  Droll. 
A.      Patilg 

Earl. 


2.016.818 


2.016.961 


2.016.865  : 

2.016.308; 

8. 


Stepping    device. 

Oct.  8. 
Stone,  Coloring.     C.  K    Cleveland       2.016  503;  Oct 
Stone,  Coloring      R    D    Crav      •J016  60ri-  Oct    8 
Stop,  Wind,     G     F    Miller      2  01 6,72.'^  :  Oct.  8, 
Structural    connecting    member,       U.    Bauer.       2.016  702; 

Oct.  8 
Strut.     Retractable     shock     absorbing.       I,     I.     Sikorsky. 

2.016,394  :  Oct.  8. 


Sugar,  Method  and  apparatus  for  recovering.  8.  C.  Mere 
dith.  P.  W.  Alston,  and  El  T.  Wlnslow.  2.016.609; 
Oct.  8. 

^"mI;.,^**""*°5T   h  "^U  ^^^!^fy-   "    ^-  H»rtburg.  G.  W. 
Rienks,  and  J.  Maudru.     2,016.608;  Oct    8  •      •    "• 

Sulphite   cellulose.    I'roduclng.      G.    Haglund.      2.016.328 ; 

Sulpho-halldes,  Production  of  organic.     G.  Kraenalein  and 
^  H.  Hopff.     2.016.784  ;  Oct.  8. 
Support :  See — 

("amera  support.  Plumb  bob  support. 

Engine  support.  Trolley  wire  support. 

Golf  bag  support. 
Support  and  locking  means  therefor.  Trailer  yehicle.    C.  H 

Wagner.     2.016.468:  Oct.  8. 
S™^<^e^ decorating  machine.     R.  H.  McBean.     2.016.868: 

^'2.o{6!456-^"f'8  ^°''^'*'*      "*^*'^-        ^-      **•      ^««"- 
Switch  :'  See- — 

Pulse  actuated  switch. 

iripS:  ^.o^ v?i?^y-  2^6?r4?i^b?tV 

'"h\*cts"t''¥'.^"R"SuS?y'^To?6V§'''a!r5  for  motor  ,,- 
SS^^^^^eSl^^™'^-     «    ^    ^-tt.n,0%.fl31  ;  Oct.  8. 

Foftfnr;ible"."'-  «*^^*'»°«  »-^>e. 

T^Sk  ■•  eh'e^'  ^°**'"*°      2.016,353  ;  Oct.  8. 

0±n?e'Jfingtank.  Swimming  tank. 

'^^oJ't.T'^"*''*""'  *'"'°**^-     J-  E-  McBurney.     2,016.382: 
T^rfm^fo^   f*l«°*telll  d'Aragon.     2.016.989;  Oct    8 

Oct  I  '    •^"^°'°«"<^-      P-    Sanson.      2.016.457: 

Telephone    dial    illuminator.      W.    S.    Baum.      2.016.310: 

T^m^^l*  equipment.     M.  J.  Arndt.     2.016  475-  Oct    8 
leg^rature  compensation  device.    H.  T.  F.Js     2.016.804  : 

^^^''J^r,^™^^^*"/**''  I'roductlon  of  artificial      R    H    j    nii,.v 
Tht™.^-  ?•  ?*J?*"-     iJ-016.391  ;  Oct   8  "   ""^'^ 

Ti«^?o?f"S>*V,^-     "■   ^     I'arker.     2,016.649-  Oct    8 
Sf.^„^n?-..^*"*^f-     ^    T.   WUlard.      2.016.665  1  Oct    8 
Oct.  8  construction.     G.  E.  Born      2.016,918 : 

^*?0Hf6r-^    (5c?T'"*"     *^'*^^*''*^-       ^-     W.     Godaey.    Jr. 

'^*?016.389"o!:\    g"'*""""*^*^"*"'"-         ^-  »•  Poole. 
Toaster.     J.  R.  Skoverskl.     2.016,665  ;  Oct.  8 

To'i'o.M?;  Ocl"^8    ""'^     conditioning.       H.  S.     Bogaty. 

T.djet  seat.  Child's.'    G.  H.  Clark.     2.016.542  ;  Oct  8 

Toilet  silencer   pad.     B.  Winding.     2,016.412-  Oct  8 

Tongs.     H.  Alberg.     2,010.;i56 ;  (5ct.  i        '         '      "•  ^' 
Tt>oI  :  See — 

H'^Hn'"^'    ,  Machine  tool. 

Ben,  ing  tool.  Track  tool. 

Fl«hiUK  tool. 
Tool   ra.k       K.   R,   tllchner.     2.016.421;   Oct.  8. 

2.016  697  "Sc"' 8^"  stimulating  device.  M.  L.  Drake. 
'To^y^^ransmlt  ting' mechanism.     E.A.Wales.     2.016.305: 

^"i.OU.'oTs'-Oct'^^""^*'   ■"**    *''•   "''*•      ^    ^     ti'^nd\e. 

t'^I  "^-"1?,'  ,    ^  / -JF"!?-     2.016,548  ;  Oct.  8. 

Toy.  Vehicle.     J    W    K.   Ileppner.     2.016,782;  Oct.  8. 

Track  tool.      P    J.  Glllen.      2,016.326;  Oct    8 

Traffic  control  system.     C.    D.    Geer.      2.016,325-    Oct   H. 

2o"6  7?4^-'"oct°'"8  ^"P'^"''°t  mounting,  k.  N.  Geffroy. 
^o't^s"'*'"  ^  ^  Nardone  and  F.  Under.  2,016,830; 
^*^'niTi''^-A°^*"^fi''°'*"-  "•  ^-  Thomas  and  A.  B.  Hays. 
Traveling  bag.     F.   D.  Stelljes.     2.016.688;  Oct    8 

Oct    g'^'"^*^'''    »*''^lce.      M.    11.    Nussbaum.      '2,016,970; 

Trolley  wire  support.     S.  S.  Matthes.      2.016.817  ;  Oct    8 
2  Olfi  629*'ocT  s"*  '°'  transferring.     Z.  M.   de  AndrCo! 

Tube  :  See—^ 

Luminescent  tube.  Th.rmlonlc  tube 

Multlgrid   tut«. 
Tut).-      r.i  oping     machine.      Collapsible.       J.      H      Frlden 

-'.016  424  ;    Oct.  8.  r  nuen. 

Tube  clo.ture.     D.  P.  Ix>oml8.     2,016,678  ;  Oct    8 
Tube    closure.    Collapsible.      W.    D.    Tappan.'     2,016.618 ; 

Tumbler  for  combination  locks.   W.  F.  Doenges.   2,016,487  ; 

Turning  machine.      F.    H.  Adams      2,016,670-    Oct    8 
Type  binding  m<ans.     O.   Hofrmann,     2.016  4.32  •  Oct    is 
TvpewritHr  line  stop,      E,  S.  Hall.     2.016.9^2-  Oct    8     ' 
Uiyiergyment  for  women's  wear    P,  H.  Robblns.  2,6l6.'616  ; 

rndergroiind    wiit.rink'   and   fertilizing.   Device  for       D    8 
Bruce      2.016.983 :  Oct.  8.  * 

^''2  016  428'-''oct   8^'    ^    Hasche    and    A.    Qudmundsen 


Urea-formaldehyde  reaction  product  and  preparing  same. 

Moldable.     M.  C.  Dearing.     2,016.594  ;  Oct.  8. 
Urea  reaction  product  and  prepar'-'g  same.  Water  Insolu- 
ble.    M.  C.  Dearing.     2,016,595  ;  Oct.  8. 
Vacuum  device.     K.  F.  Stratton.     2,017,031  ;  Oct.  8. 
Valve :  See — 

Air  valve.  Gas  heater  valve. 

Dry  pipe  valve.  Lock  valve. 

Flush  valve.  Measuring  valve. 

Valve.     M.  F.  Richardson.     2,016,300  ;  Oct.  8. 
Valve    and    operating    the    same.    Electrically    controlled. 

R.  J.  McFall  and  F.  H.  Roland.     2,016,507  ;  Oct,  8. 
Valve  assembly.     O.  A.  Sorensen.     2,016,460 ;  Oct.  8. 
Valve  casings.  Making.     H.  F.  Vickers.     2.016.878 ;  Oct.  8. 
Valve    controlling    means    for    liQuid    dispensing    systems. 

W.  L.  Marden.     2.016.867  ;  Oct.  8. 
Valve     for     slush     tanks.     Manifold.       C.      L.     McGuffln. 

2.017.033;  Oct.  8.  „    ,     „.„  .    „ 

Valve  guide,  Flush.     E.  Schubert.     2.016.840;  Oct.  8. 
Valve  organization.      A.   M.    Cramer.      2.016.413 ;    Oct.   8. 
Vapor  dLscharge  device.     C.  Braband.     2.016,885  ;  Oct.   8. 
Vaporizer  in  atmosphere  of  electrically  charged  gas.     E.  R. 

Gould.     2.016.491 ;  Oct.  8. 
Vehicle  brake.     J.  Sneed.     2.016,875;   Oct.  8^ 
Vehicle  handling  and   storing    apparatus.     W.   J.  Aitken. 

2.016.662  :  Oct.  8.  „^,„„,^     ^.    „ 

Vehicle.  Refrigerated.     H.  W.  Krotzer.     2,016.377  ;  Oct.  8. 
Vehicle  wheel.     R.  B.  Temple.     2.016.525  ;  v^ct.  8. 
Vent.     C.  H.  Ehlers.     2.016.278;  Oct.  8. 
Viscose  coating  and  filling.     H.  I.  Huey  and  W.  W.  Ru.«^«ell. 

2,016,719 ;  Oct.   8.  „„„     ^ 

Vise.  Fruit  Jar.     R.  Sannlpoli.     2.016,823;  Oct.  8 
Volume  control.   Automatic.     P.  O.  I-arnham.     2,016,366. 

Volume   range  control.     E.   I.  Green.      2.010,427  ;   Oct.   8. 
Wagon.    Railway   motor.      G.   Constantinesco.      2.016,026 ; 

Walkl'ng  beam  furnace.     R.  S.  Cochran   and  J.  R.  Moser. 

Wail  and  partition.  Movable.    P.  Andes.    2,016.882  ;  Oct   8. 
Wall     Concrete   container.      W.   O.   Brassert.      2,016,886, 

Oct.  8. 


Wall  construction.     A.  H.  Farrens.     2.016.772;  Oct.  8. 
Warping,  Direct.     H.  J.  Loncteaux,  J.  F.  Norton,  and  L.  W. 

Griffls.     2.017.008  ;  Oct.  8. 
Washing  apparatus.    H.  F.  Snyder.     2,016,348  ;  Oct.  8. 
Water  meter  cover.     E.  M.  Krueger.    2,016,606  ;  Oct.  8. 
Wear    compensating   bearing.      W.   A.   Tryoo.      2,016,757 ; 

Oct.  8. 
Weed  and  plant  puller.     P.  R.  Lehota.     2,016.640 ;  Oct.  8. 
Weighing  and  bagging  machine.    P.  L.  Levitre.    2,016.443  ; 

Oct.  8. 
Welding.     G.  A.   Lutz.     2.016.380;  Oct.  8. 
Welding  apparatus.     H.  H.  Lurle.     2,016.866  ;  Oct.  8. 
Welding.   Electric  arc.     W.  R.  Hume.     2.017,003;  Oct.  8 
Welding.  Method  and  apparatus  for  electric.    F.  W.  Cramer 

2.016,414;  Oct.  8. 
Well   bead.     A.  J.   Penick  and  K.  T.   Penick.     2,016.454 

Oct.  8. 
Wells.  Cementing  and  testing.     W.  L.  Church.     2,016,919 

Oct.  8. 
Wells.  Drilling.     J.  P.  Lawlor.     2,016,785  ;  Oct.  8. 
Wheel :  See — 

Car  wheel.  Vehicle  wheel. 

Wheel.     B.   Isidln.     2.016.435  ;  Oct.  8. 
Wheel   and   tire  assembly.      D.    M.   Goodrich.      2,016.776; 

Oct.  8. 
Wheel  mpport  for  testing  apparatus.    J.  Leflar.   2.016,943  ; 

Oct.   8. 
Wheels.  Making  vehicle.     A.  C.  Korte.     2.016.927  ;  Oct.  8. 
Winding  device.     N.  H.  Nye.     2,016,509  ;  Oct.  8. 
Wire  coating   machine.     J.   H.   Humberstone.      2.016.900; 

Oct.    8. 
Wire  coupler.     J.    P.  Thompson.     2,016,563;  Oct.  8. 
Wrapper    gluing    device.      E.    L.    Smith    and    C.    Wetsel. 

2,016,933;   Oct.   8. 
Wrench.     M.   C.  R.  Bulparlni.     2.016.624  ;  Oct.  8. 
Yarn   comprising  a  blend  of  animal  and  vegetable  flbers. 

Method  of  and  apparatus  for  spinning  a  single-ply.     F. 

E.  Nutter.     2.016.387  ;  Oct.  8. 
Yeast.     H.  Riley.     2,016,791 ;  Oct.  8. 


CLASSIFICATION  OF  PATENTS 

ISSUED  OCTOBER  8,  1935 

Norm.— First  number  =  claw.  Bccond  number -=  subclass,  third  n umber -=  patent  number 


1- 


10— 

la— 


12: 

8; 

30; 

42: 

43: 

112: 

227: 

13: 

67: 

171: 

»4: 

23«: 

2M: 

2.'i7: 

247 

2flO: 

21: 

22: 

8«: 

13.V 

142: 


IS- 


15- 227: 

16—  124: 

12«: 
179: 
2 
5: 
8: 
30: 
47.5: 
50: 
M: 
56: 
4 
20 
TO; 
68 
92: 
4 
84 
1 
107 
188 


20- 


23- 
28— 


24— 


28— 


2»— 


30— 
31— 


288; 

81: 

85; 
12fl: 
184: 
lei: 
226 
230: 
243; 
245 
131 
134 
154 

60; 

41: 

61; 

38; 

84: 

148.2: 

148  4; 

155  52: 

167.  1 ; 

150; 

182: 

101. 


46; 

6: 

26 

73 

104: 

110: 

121: 

129 

138 

1«9 

174 

178 

204 

207 

12 

24 

26 


2,016,623 
2,016,775 
2,016,616 
2.016,614 
2.016,990 
2,016.664 
2.016,897 
2.016.635 
2.016,840 
2.  016.  456 
2,016.412 
2,016,542 
2,016,498 
Z  016,  636 
2,016.872 
2,017.032 
016,  S.'W 
016.8.38 
016,296 
016,844 
016,788 
2,016,902 
2,016,951 
2,  016.  797 
2,  016,  500 
2,016.598 
2,0 -16,  367 
2.016.9^ 
Z  016,  391 
2,016,860 
2.016.796 
2.016,335 
Z  016.  329 
Z  016,  568 
2.016,566 
2.017,012 
2.016,862 
2,016,723 
1016,702 
2.016,283 
2.  016.  579 
2.016.274 
2,016.816 
2,  016.  529 
1016,530 
1016.810 
1  016.  959 
1016.747 
1016.856 
1016.783 
1016.712 
1016,733 
1016.827 
1017.013 
1016.279 
1016,575 
1016,^96 
1016,439 
1  016.  383 
1016.643 
1017,008 
1016,570 
1  016,  424 
1016,375 
1016,923 
1016,470 
1016,878 
1016,927 
1016,674 
1  Old.  995 
1016.612 
1016.511 
1016,766 
1016.275 
1016,489 
1016.985 
1016.346 
1016,581 
1016,483 
1  016.  546 
1  016,  420 
1016.669 
1016.977 
1016.573 
1017.017 
1016.841 
1016,816 


40— 


12: 

18: 

2; 

2  2: 

36: 

SO: 

70: 

125: 

126: 

136: 

162.1: 


41- 


43— 
43- 
44— 


15: 
24: 
W: 
S3: 

S9: 

41: 

41.6: 

4«: 

4: 


4&- 

46- 

4T— 


6: 
9: 
13: 
91: 
40: 
48: 
47: 
49: 

48-  197: 

49—  1: 
»: 


9 
41 
43: 
64 

77 

10 

20 

43 

108 

136 

106 

178 

287 

260 

278 

280 

3 

7 

«8 


50— 
61— 


63— 


65— 
66—    256 

260 
204 
26 
03 

46 
62 
2 
91.6 
96 
103 
116 
121 
129 
142 
63-       16 


58— 
69— 
60- 

82- 


66— 

66— 
67— 

68— 
70— 


46 
60 

9 
06 

7 

20: 

3: 
9: 

26: 
38: 
14: 


2. 016  522 
2.016  903 
1016  644 
1 016  971 
2, 016  748 
2, 016  862 
1  016  445 
2,016  826 
2,016  473 
2,016,8S3 
2, 016  349 
2,016  941 
2,016  942 
2,016  334 
2,016  425 
2,016  567 
2, 016  312 
2,016SB9 
2,016600 
1016416 
2.016  517 
2,016  8W 
2.016,046 
1 016  960 
1016  821 
2,016648 
Z  016  639 
1 016  571 
1017,023 
1016782 
2,016782 
Z016WS 
Z  016  940 
Z  018, 401 
X  016, 800 
Z  016  862 
Z  016  393 
Z  016. 361 
Z  016, 896 
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Adams  &  Semple,  Inc.,  Mount  Klsco,  N.  Y.  Puxxle.  Se- 
rial No.  366,972  ;  Oct.  16.     Claas  22.  ,  ^ 

Allen,  8.  L.,  &  Co.,  Inc.,  Philadelphia,  Pa.  Coasting  sleds. 
Serial  No.  868,121  ;  Oct.  16.     Class  22. 

American  Gyro  Company,  Denver,  Colo.  Airplanes.  Se- 
rial No.  368,674 :  Oct.   15.     Class  19.  ,      „,. 

American  Record  Corporation.  New  York,  N.  Y.  Phono- 
graph needles.     Serial  No.  367,849  ;  Oct.  15.     Class  36. 

Animal  Foods  Company,  San  Jose,  Calif.  Canned  foods 
for  dogs,  cats,  foxes,  etc.  Serial  No.  867.817  ;  Oct.  16. 
Class  46. 

Arakellan,  K.,  Inc..  doing  business  as  Madera  Winery, 
Madera,  Calif.  Wines.  Serial  No.  368,676;  Oct.  15. 
Class  47.  .„ 

Armstrong  Stove  and  Manufacturing  Company,  Perryville, 
Md.  Coal,  wood,  coke,  etc.,  burning  ranges,  and  fur- 
naces, and  boilers.  Serial  No.  366,221  ;  Oct.  16.  Class 
34 

Armstrong  Stove  and  Manufacturing  Companv  Perryville, 
Md.  Ranges,  furnaces,  and  boilers.  Serial  No.  368,647  ; 
Oct.  16.     Class  34. 

Atlas  Supply  Company.  Newark,  N.  J.  Storage  batteries. 
Serial  No.  368,166;  Oct.   15.     Class  21. 

Autoplayer  Factory,  The.     (See  Eavestaff,  W.  G.,  &  Sons, 

B.  G.  Corporation.  The,  New  York,  N.  Y.  Spark  plugs. 
Serial  No.  368,024  ;  Oct.  15.     Class  21. 

Bayuk  Cigars  Incorporated,  Philadelphia,  Pa.  Cigars.  Se- 
rial No.  304.268  ;  Oct.  15.     Class  17. 

Beatrice  Distributing  Co.      (See  CrisafuUl,  Stefano.) 

Berdan  Bread  Company.  Bay  City,  Mich.  Bread.  Serial 
No.  368.026  :  Oct.  15.     Class  40. 

Betner,  BenJ  C,  Co.,  Devon.  Pa.  Paper  bags  or  con- 
tainers.     Serial    Nos.    368.599-600;    Oct.    16.      Class   2. 

Big  Bill  Bottling  Co.,  Reidsville.  N.  C.  Maltless  bever- 
ages and  syrups  and  extracts  used  in  making.  Serial 
No.  369.266  ;  (Jet.  16.     Class  46. 

Bird  Machine  Company,  South  Walpole,  Mass.  Doctors 
for  calenders,  for  drier  rolls,  for  nress  rolls,  etc.  Se- 
rial No.  368.122;  Oct.   15.     Class  23. 

Bob.  H.  D.,  Company,  Inc..  New  York.  N.  Y.  Shirts, 
blouses,  pajamas,  etc.  Serial  No.  367,183 ;  Oct.  15. 
Class  39.  ^        .         „   ^ 

B5hme  Fettchemie-Gesellschaft  mlt  beschrankter  Haftung, 
Chemnitz.  Germany.  Chemical  dye  aids.  Serial  Nos. 
868,321-3 ;    Oct.    15.      Clans    6. 

Btthme  Fettchprnie-GeRellschaft  mit  beschrankter  Haftung, 
Chemnitz,  Germanv.  Chemical  dye  aids.  Serial  Nos. 
368.326-7;    Oct.    15.      Class  6. 

Bowdll  Company.  The,  Bowdil.  Ohio.  Mining  machine 
cutter  bars.  tcx)l  carrying  chain  links,  and  replaceable 
cutting  tools.     Serial  No.  365.324;   Oct.   15.     Cla.'^s  23. 

Caoutchouc  Laboratories.  Inc.,  New  York,  N.  Y.  Elastic 
yarn.     Serial  No.  .368.517;  Oct.  15.     Class  43. 

Carrier  EnKl'ieering  Corporation,  Newark,  N.  J.  Air  con- 
ditioning, beating,  ventilating,  etc.,  units  and  systems. 
Serial  No.  367.653  ;  Oct.  15.     Class  34. 

Castilian  Productn  Corp.,  Los  Angeles.  Calif.  Skin  creams 
and  lotions,  hair  oil,  etc.  Serial  No.  368.168  ;  Oct.  16. 
Class  6 

Chemical  Gases,  Inc..  Long  Island  City,  N.  Y.  Chemical 
gasea.     Serial  No.  368,289 :  Oct.  16.     Class  6. 

Chicago  Portrait  Company.  Chicago.  111.  Picture  frames, 
mountings,  and  cases,  etc.  Serial  No.  366,933  ;  Oct.  16. 
Class  32 

Clearfield 'underwear  Corporation.  Wllllamsport,  Pa.  Un- 
derwear.    Serial  No.  366,333;  Oct.  16.     Class  39. 

Coday  Farms,  Inc.,  New  York.  N.  Y.  Sour  cream.  Se- 
rial No.  366,981  ;  Oct.   15.     Class  46. 

Colgate-Pnlmolive-Peef  Company,  Jersey  City,  N.  J.  Glyc- 
erine.    Serial  No.  30S.126  ;  Oct.  15.     Class  (». 

Collins.  Clyde,  Chemical  Co.,  Inc.,  doing  business  as  Clyde 
Collins,  Inc.,  Memphis,  Tenn.  Table  syrups,  spices. 
Jellies,  etc.     Serial  No.  .367.919  ;  Oct.  16.     Class  46. 

Collins,  Edward  C,  doing  business  as  Collins  Laboratories, 
St  Louis.  Mo.  Cosmetics,  hair  dressings,  and  beauty 
shop  supplies.     Serial  No.  .358.124;  Oct.  16.     Class  6. 

Columbia    Steel    Company,    San    Francisco.    Calif.      Steel 

sheets.     Serial  No.  350,504  ;  Oct.  15.     Class  14. 
Columbus    Coated    Fabrics    Corporation,    Columbus.    Ohio. 
Table    covering    and    trimming    fabrics    of    oiled    cloth. 
Serial  No.  369,218 ;  Oct.  15.     Class  20.        ^      ^       „. 
Conducto-Therm    Corporation,    Los    Angeles,    Calif.      Elec- 
trically  heated   therapeutic   pads   and   blankets.      Serial 
No.  366,554  :  Oct.  15.     Class  44. 
Continental  Mills.  Inc..  Philadelphia,  Pa.     Knitted  woolen 

piece  goods.     Serial  No.  36G.606  ;  Oct.  15.     Class  42. 
Cook,   F.    L..   Los   Angeles,    Calif.      Sound    recording  discs 
and   sound   recording  and    reproducing   needles.      Serial 
No.  ,368,741  :  Oct.  15.     Cla.s8  36.  ^.  .  .».  * 

CrlsafuUi,   Sterano,  doing  business  as  Beatrice  Distribut- 
ing Co.,  Brooklyn.  N.  Y.    Olive  oil.     Serial  No.  367,286 ; 
Oct.  15.     Class  46. 
Crosby    Percy  L.,  McLean,  Va.     Printed  periodicals.     Se- 
rial No.  365,327;  Oct.  16.     Class  38. 
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Crown  Cork  &  Seal  Company,  Inc.,  Baltimore,  Md.     Con- 
Ulner  closures.     Serial  Nos.  368,031-2  ;  Oct.  15.     Class 
50. 
Davles,  C.  H.,  Philadelphia,  Pa.     Artificial  limbs.     Serial 

No.   364,209 ;   Oct.    15.      Class   44. 
Davis,   W.   B.,   &   Son,    Inc.,   Fort    Payne,    Ala.      Hosiery. 

Serial  No.  361,455  ;  Oct.  15.     Class  39. 
Delano  Fruit  Co.,  Los  Angeles.  Calif.     Fresh  grapes.     Se- 
rial No.  368,839;  Oct.  15.     Class  46. 
Descas  Pert  &  Fils,  Bordeaux.  France.     Wines.     Serial  No. 

368,282  ;  Oct.  15.     Class  47. 
Dickinson,    J.   M.,   Nashville.   Tenn.      Live  stock,    Arabian 
horses,  American  saddle  horses,  etc.    Serial  No.  362,352 ; 
Oct.  15.     Class  1. 
Dutchess  Underwear  Corporation,  New  York,  N.  Y.      Un- 
derwear,    pajamas,     and     night    gowns.       Serial     Nos. 
367,666-9;  Oct.  15.     Class  39. 
Eanes    Laboratory    Co..    Los    Angeles     Calif.      Porcelain 
jackets  fo.   teeth.     Serial  No.  368,978;  Oct.  16.     Class 
44. 
Eavestaff,  W.  G.,  A  Sons.  Ltd..  doing  business  as  The  Auto- 
player Factory,  London,  England.     Pianos.     Serial  No. 
366,609  ;  Oct.  15.     Class  36. 
Electric  Storage  Battery  Company,  The.  Philadelphia.  Pa. 
Electric  storage  batteries  and  parts  thereof.     Serial  No. 
368,801  ;  Oct.  16.     Class  21. 
Enterprise    Manufacturing    Company,    The,    Akron,    Ohio. 
Artificial  fish  bait.     Serial  No.  369,051  ;  Oct.  16.     Class 
22 
Besley  Shirt  Company,  Inc.,  New  York,  N.  Y.     Shirts  with 
attached  collars,  detached  collars  to  match,  and  sepa- 
rate white  collars.     Serial  No.  868,609  ;  Oct.  15.     Class 
39. 
Federal  Foods,  Inc.,  Columbus,  Ohio.    Maltless  povrder  for 
making  soft  drinks.     Serial  No.  388,565  ;  Oct.  15.    Class 
46. 
Firestone    Tire    &    Rubber    Company,    The,    Akron.    Ohio. 
Beady  mixed  paint,  lacquer,  combined  automobile  clean- 
er and  polish,  etc.     Serial  No.  362,816 ;  Oct.  15.     Class 
16. 
Fortuny,    R.   S..    8.   A.,   Blanes,   Spain.      Sparkling  wines. 

Serial  No.  361,390  ;  Oct.  16.     Class  47. 
Fruit   Industries.    Ltd..   Los  Angeles.    Calif.     Wines.      Se- 
rial No.  .368iP68  ;  Oct.   16.      Class  47. 
Fukunaga,  R.  F.,  doing  business  as  R.  F.  Fukunaea  Co., 
Oceana    Calif.     Fresh  vegetables.     Serial  No.  368,846; 
Oct.  15.     Class  46.  _         ^   ,^ 

Gem  Products  Sales  Company,  Camden.  N.  J.     Household 
cleaning    compound.        Serial   No.     368,296;     Oct.     16. 
Class  4 
Glii'den   Compan,,    The,    Cleveland,    Ohio.      Stains,    paint 

fillers,  etc.     S  rial  No.  367.604;   Oct.  15.     Class  16. 
Goat,  Fred.  Co.  Inc.,  The.  New  York,  and  Brooklyn.  N.  Y. 
Bag  filling  and  packaging  machinery,   printing  presses, 
container  capping  machinery,  etc.     Serial  No.  367,8-4  ; 
Oct    15      Class  -3. 
Goldsmith  Bros..   New  York,   N.  Y.     Negligee  shirts.      Se- 
rial No.   367.606  :  Oct.  15.     Class  39. 
Golf    BaU,    Inc.,    Chicago,    III.      Golf    balls.      Serial    No. 
368,693 ;  Oct.  16.     Class  22.  ^,     ^ 

Good    Humor    Corporation    of    America,    Brooklyn,    N.    Y. 
Toothbrushes.     Serial  No.  368.175;  Oct.  15.     Class  29. 
Goss,  Minnie  E.,  doing  business  as  Trupep  Company,  Wa- 
terloo.   Iowa.      Tonic    and    laxative    medicine.      Serial 
No.   368,526;    Oct.    15.      Class  6. 
Greene,  Richard  M.,  doing  business  as  The  Tatanka  Com- 
pany, Chemung,  N.  Y.     Diuretic  for  kidney,  bladder,  and 
liver  disorders.     Serial  No.  367.964;  Oct.  15.     Class  6. 
Harris,  B.   W.,   Manufacturing  Company,   St.    Paul.   Minn. 

Furs.     Serial  No.  308.017;  Oct.  15.     Class  1. 
Heggblade-Marguleas  Co..  San  Francisco.  Calif.     Deciduous 

fruits.     Serial  No.  368.696  :  Oct.  16.    Class  46. 
Hollywood  Girls   Coat  Co.,    New  York,   N    Y.      Coats  and 
."suits  for  girls,  misses,  and  ladles.     Serial  No.  366,768  : 
Oct.  15.     Class  39. 
Hooper,  Wm.  E..  &  Sons  Comoany,  Baltimore.  Md.     Flame- 
proof, waterproof,  mildew  resisting  material  intended  to 
be  applied  as  a  coating.     Serial   No.   368,257  ;  Oct.   15. 
Class  6. 
Horton  Company.     (See  Humbert,  Bert.) 
Howard,   Dr.   Rex  Z.,   Fort   Worth,   Tex.      Nose   medicine. 

Serial  No.  366.324  ;  Oct.  15.     Class  6. 
Humbert.  Bert,  doing  business  as  Horton  Company.  Cedar 
Rapids.    Iowa.      Russian    t^alad    dressing.      Serial    No. 
365,946;  Oct.   16.      Class  4C. 
Humko  Co.,  The,  doing  business  as  Trl-State  Refining  Co.. 
Memphis.  Tenn.      Shortening  made   from  vegetable   and 
animal   fats.      Serial   No.   365.252 ;   Oct.   16.      Class  46. 
Imperial  Paper  and  Color  Corporation,  Glens  Falls,  N.  Y. 
Wall    paper    ck-aner.       Serial     No.    368.477;     Oct.     15. 
Class  4. 
International  Graphite   and  Electrode   Corporation,   Niag- 
ara Falls,  N.  Y..  and  Saint  Marys.  Pa.    Electro-graphitic 
products.     Serial  No.  367,354  ;  Oct.  16.     Class  21. 
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Irwlll  Knitwear  Corp  .  New  York.  N.  Y.  La.llps'  knitted 
suits,  dresses,  and  sweaters.  Serial  No.  307.928:  Oct. 
15.     Class  39. 

Johnson.  Charles  J.,  Seattle.  Wash.  Prepared  cereal.  Se- 
rial  No.   367,028  :  Oct.   15.     Class  46. 

Kane.  Ethel  B.,  Redwood  City.  Calif.  Ticket  and  registra- 
tion books.     Serial  No.  364,584  ;  Oct.  15.     Class  38. 

Killarney  Smokeless  Coal  Company,  Incorporated,  Lynch- 
burg.  V«.     Coal.     Serial  No.  367,829:  Oct.  15.     Class  1. 

Koebel  Diamond  Tool  Co.,  Detroit.  Mich.  Base  metal  al- 
loys.    Serial  No.  355.195;  Oct.  15      Cla.ss  14. 

Kotch  &  Sons.  Inc.,  New  York,  N.  Y.  Fur  skins.  Serial 
No.  368,041:  Oct.   15.     Class  1. 

Kress.  S.  H..  and  Company,  New  York.  N.  Y.  Mouth  har- 
monicas, mouth  orKans,  xylophones,  etc.  Serial  No. 
361.172:   Oct.   15.      Class  36. 

Kress,  S.  H.,  and  Company,  New  York.  N.  Y.  Polishes  and 
cleaners,  paints,  varnishen.  etc.  Serial  No.  366.662 : 
Oct.  15.     Class  16. 

Ijimphier,  Leland  S..  doing  business  as  Nay-Tart  Co.. 
•Akron,  Ohio.  Stomach  tablets.  Serial  No.  366.664 : 
Oct.  15.     Class  6. 

Lazier.  J.  F..  Manufacturini?  Co.,  Inc.,  St.  Louis,  Mo. 
Maltles.^  extracts  an«i  concentrated  fruit  syrups.  Serial 
No.   366.721  :    Oct.    15.      Clasa  45. 

Le  Bas.  Incorporated,  New  York,  N.  Y.  Hosiery,  night- 
wear,  and  underwear.  Serial  No.  367,358 ;  Oct.  15. 
Class  39. 

Lester  Piano  Company,  Philadelphia,  Pa,  Pianos.  Serial 
No.  367.198:  Oct.  15.     Class  36. 

Levy  Rice  Milling  Company,  Inc..  New  Orleans,  La.  Rice. 
Serial  No.  367.101  :  Oct.  15.     Class  46. 

Logan  Sportwear  Company,  The.  Logan.  Utah.  Sport 
suits,  dresses,  sweaters,  and  underwear.  Serial  No. 
364.824 :    Oct.    15.      Class  .19. 

Low.  Ralph  M.,  doing  business  as  Telephone  Hygiene 
Company.  New  York,  N.  Y.  Antiseptic  and  germicide 
liquid  cleaner.     Serial  No.  368.003 ;  Oct.   15.     Class  6. 

Madera  Winery.     (See  .Vrakelian,  K..  Inc.) 

Many,  Blanc  *  Co..  Inc..  Chicago.  111.  Rum,  whiskey,  gin 
etc.     Serial  No.  364.043:  Oct.  ir..     Class  49 

McDuffle,  William  C.  receiver  of  Richfield  Oil  Company  of 
California.  Los  Angeles,  Calif.  Petroleum  and  petro- 
leum products.  Serial  Nos.  342.096-100;  Oct.  15. 
Clasa  15. 

Menendez  Y  Conipaflia.  S.  en  C,  Habana.  Cuba.  Cigars 
Serial  No.  368,141  :  Oct.  15.     Class  17. 

Merrill.  Walter  A.,  Los  Angeles,  Calif.  Game.  Serial  No 
368,423;  Oct.  15.     Class  22 

Midwest  Radio  Corpfjration,  Cincinnati,  Ohio.  Radio  re- 
ceiving sets  and  parts  thereof,  radio  loud  speakers,  etc. 
Serial  No.  365.737:  Oct.  15.     Class  21. 

Miller,  (Jeorge  W,  doing  business  as  Miller  Laboratory. 
Long  Beach,  Calif.  Appliances  designed  for  the  effec- 
tive relaxation  of  nerves  and  muscles,  and  for  relieving 
pain,  congestion,  etc.  Serial  No.  362.971  ;  Oct.  15. 
Class  44. 

Millslde  Farms.  Inc..  Camden.  N.  J.  Bottled  milk  and 
cream  pro<'acts.     Serial  No    365.471  ;  Oct.  15.     Cla.ss  46. 

Modem  Curtain  Co.  Inc..  Boston.  Mass.  Textile  fabrics 
and   curtains.     Serial   No.   367.368  :  Oct.   15.      Class  42. 

Morton   I'roducta.      (See  Winston,  Morton.) 

Mortone  Laboratories.      (See  Prager.  Theodore.) 

Nash  De  Camp  Company,  San  Francisco.  Calif.  Fresh  de- 
ciduous fruits.      Serial  No.  366.526:  Oct.  15.     Class  46. 

Nay-Tart  Co.      ( .S^e  Lamphler,  Leland  8.) 

New  England  Coal  k  Coke  Company.  Boston.  Mass.  Coal. 
Serial  No.  359.808:  Oct.  1.5.     ""lass  1. 

Niagara  Falls  Smelting  St  Refining  Corporation,  Buffalo. 
N.  Y.  Chemical  composition  useful  as  a  deoxidant  and 
cleanser  for  molten  metal.  Serial  No.  368.426  :  Oct.  13. 
Class  6. 

Norma-Llte  Co..  The.      (See  Roth.  Harold  J.) 

O'Neal.  Duke.  Berkeley,  Calif.  Portfolios,  brief  cases,  and 
pockefbooks.      Serial  No.  356.849  ;  Oct.   15.     Cla.ss  3. 

Owlngs  Mills  Distillery,  Incorporated.  Owings  Mills.  Md. 
Whiskev.      Serial   No.   369.119:    Oct.    15.      Class  49. 

Panltz,  Harry,  &  Ccmfjany,  Baltimore.  Md,  Men's  suits. 
Serial  No.  367, R67  ;  Oct.   15.     Class  39. 

Parker.  Edward  N..  Washington.  D.  C.  Publications, 
columns  for  publications  and  cartoons.  Serial  No. 
368.270  ;  Oct.  15.     Class  38. 

Permo  White  Co.      (See  Valerlo.  Angellco.) 

Pickles,  Robert,  Limited.  Burnley.  England.  Yarn.  Serial 
No.  36.s,534  ;  Oct.   15.     Class  43. 

Pinaud  Incorporated,  New  York,  N.  Y.  Perfumes,  toilet 
waters,  powders,  etc.  Serial  No.  367,805 ;  Oct.  15. 
Class  6. 

Powdex  Corporation,  New  York,  N.  Y.  Antiseptic  and 
beaUng  powders.     Serial  No.  368,186:  Oct.  15.     Class  6. 

Prager.  Theodore,  doing  business  as  Mortone  Laboratories, 
Brooklvn.  N.  Y.  Preparations  for  the  hair.  Serial  No. 
368.080;    Oct.    15.      Class    8. 

Precision  Thermometer  and  Instrument  Co.,  Philadelphia. 
Pa.  Thermometers  and  thermostats.  Serial  No. 
368.815:  Oct.  15.     Class  26. 

Procarmin.  Incorporated.  Washington,  D.  C.  Dog  food. 
Serial  No.  .368.  .08  :  Oct.   15.     Class  46. 

Pyroxylin  Products.  Inc..  Ch!cago,  111.  NltrocelluloRe  lac- 
quern  and  primers  and  thinners  for  tuch  lacquers.  Se- 
rial No.  380.051  :  Oct.  16.     Class  16. 


RCA  Manufacturing  Company.  Inc.,  Camden,  N.  J.  Ap- 
paratus of  electric  use  character.  Serial  No.  367.869; 
Oct.    15.      Class   21. 

Rath  Packing  Company.  The,  Waterloo,  Iowa.  Meat  prod- 
ucts.    Serial  No.  356,376  ;  Oct.  15.     Class  46. 

Reliance  Varnish  Company,  Inc.,  Louisville.  Ky.  Stains 
and  stain  reducers.  Serial  No.  368,113;  Oct.  16.  Class 
16. 

Religious  Education  Association.  The.  Chicago,  111.  Pub- 
licatlons.     Serial  .No.  366,025  ;  Oct.  15.     Class  38. 

Resinox  Corporation,  New  York.  N.  T.  Protein  plastics. 
Serial  xNo    ;567.085  ;  Oct.  15.     Class  1. 

Richfield  Oil  Company  of  California.  (See  McDuffle.  Wil- 
liam C,  receiver. ) 

Rock  Ola  Manufacturing  Corporation.  Chicago.  111.  Coin 
controlled  amu.sement  apparatus.  Serial  No.  369.240: 
Oct.   15.     Class  22. 

Rock-Ola  Manufacturing  Corporation,  Chicago,  III.  Coin 
controlle<l  amusement  apparatus.  Serial  No.  369.242: 
Oct.  16.     CUss  22. 

Roth.   Harold  J.,   doing  business  as  The  Norma-Lite   Co., 

zS^  ?lo'°*^?c  '"'"I    ^«''8ht  reducing  product.     Serial  No. 

368,188 :    Oct.    15.      Class    6. 
Hyerson  dc  Haynes.   Inc..  Jackson,  .Mich.      Vehicle  Jacking 

structures  Serial  .No.  362.161  :  Oct.  16.  Class  23. 
Safety  Tray  Company.  (See  Sullivan.  .Alexander  H.  l 
Saginaw     Stamping    &    Tool    Company,     Saginaw.     Mich. 

Ti?'i*'L*'     tr"**".     "nd     vehicle     wheels.       Serial     No. 

368,667  ;  Oct.  16.     Class  19.  m«     *  ". 

Sandora   Company.    Inc  .    Paul.'^boro.    N.   J  ,   and    Philadel- 
phia,   Pa.      Composition    floor    coverings.      Serial    Nos 
369.106-7 :    Oct.    16.       Class    20. 

Sattler-Addison  Co.,  Inc.,  Baltimore,  Md.  Whiskey,  fe- 
rial No    360.140:   Oct.   15      Class  49 

Schranck  A  Khaw.  Inc..  Milwaukee,  Wis.  Brandy  Re- 
rial  No.  369,207  Oct.  15.     Class  49. 

Schrank.  M.  C.  Companv.  Bridgeton.  N.  J.  Slips  and 
pajamas.     Serial  No.  364.307  :  Oct.  15.     Class  .39 

Schrank.  M.  C,  Company.  Bridgeton,  N.  J.  Slips.  Serial 
No.   368,582 :    Oct.    15.      Class   39, 

Sears.  Roebuck  and  Co  .  Chicago.  HI.     Floor  enamel,  paint 
varni.sh,  etc.     Serial  No.  368.538  :  Oct.  15.     Class  16 

Sedlmayr.  Gabriel  A  Jos.,  Spaten-Franxlskaner  Lelstbrilu 
.\.-G.  Mtlnchen.  Munich,  Germany.  Beer.  Serial  No 
367.413  ;  Oct.  15.     Class  48. 

Selbel  A  Stem.  New  York.  N.  Y.  Children's  dresses.  Se- 
rial  No.   368.487:   Oct.    15.      Class  3fl 

Sbander.  Benjamin.  Philadelphia,  Pa.  Suits,  skirts, 
sweaters,  dance  sets,  etc.  Serial  No.  365.742;  Oct.  15. 
CIa.<<s  39. 

Shapiro,  Samuel,  New  York.  N.  T.  Leather  for  shoe  up- 
pers.     Serial  No.  867,261  ;   Oct.    15.      Class    1. 

Shellabarger  Grain  Products  Companv,  Decatur.  Ill,  Boy- 
bean  flour.  S<rial  No.  367,214;  Oct.  16,  1936.  Class 
46. 

Slegel    A    Co..    0.    m.    b.    H  .    Kftln-Braunsfeld.    Germany. 

Metal  polish,  glass  polish,  porcelain  polish,  etc.     Serial 

No.  368,190:  Oct.   l6      Class  4 
Simplex    Manufacturing    Corporation,    New    Orleans     La 

Motorcycle.  Serial  No.  36A,154:  Oct.  15.  Class  19. 
Southern  Girl  Products  Company.  (See  Team  Alice  ) 
Southwestern    Drug    Corporation.    Dallas.    Tex."     Gin    and 

whlskev.     Serial  No.  .•?67.«y7  :  Oct.  15.     Class  49 
Sperry    Flour    Company.    San    Francisco.    Calif.      Animal 

food.     Serial  No.  368.493  ;  Oct.  15.     Class  46 
Stanley  Works.  The.  New  Britain.  Conn.      Box  strappinc. 

Serial  No.  368.541  :  Oct.  15.     CUss  13.  -PPtu*. 

Stanley  Works,  The,  New  Britain.  Conn.  Box  strapping 
Serial  Nos.  368.544-0:  Oct.   15.     Class  13  ^vvufi- 

Ste  Ilerre  Smirnoff  Fls.  Incorporated.  New  York.  N  Y 
Vodka.     Serial  No    .367,945:  Oct.  16      Class  40. 

Sterilized  Fibre  Products  Co.,  South  Orange,  N    J      Steri- 
lized   bedding    for    animals    and    poultry.      Serial    No 
357,.397:    Oct.    15.      CUss    1.  *~        ' 

Sterling  Brewers.  Inc..  Evansvllle,  Ind.  Malt  Products 
and  more  particularly  beer  and  ale.  Serial  No.  338,197  ; 
Oct.   15.     Class  48. 

Sterling   Brewers.    Inc..    Bransville,    Ind.      Malt    products 

and  more  particularly  beer  and  ale.     SerUl  No.  368  689  :' 

Oct.  15      Class  48. 
Stlenen,  BrncHt  A.,  Long  Island  City,  N.  Y.     Dyeing  ma- 
chinery for  textiles  and  the  like.     Serial  No.   368.318: 

Oct.  16.     Class  23. 
Sullivan.    Alexander    H  .    doing    business   ss    Safety    Tray 

Company,  St.  Louis,  Mo.    Ash  trsys.    Serial  No.  867,772  ; 

Oct.  16.     Class  8. 
Swansoo  Baking  Companv,  Fitchburg,   Mass.     Bread  and 

rolls.     Serial  No.  355,599  ;  Oct.  16.     Class  46. 
Tatanka  Company.  The.     (See  Greene.  Richard  M  ) 
Team.    Alice,    doing    business    as    Southern    Girl    Products 

Companv.   Wichita,  Kans.      Sliced  plrkles.  pickle  relish 

Serial  No.   .364.909;   Oct.   16.     t'lasn  46 
Telephone  Hygiene  Company.      (See  I>ow,  Richard  M.) 
Tltusville     Iron     Works     Company.     The,     Tltusvllle      Pa 

Boilers  for  heating  houses.     Serial  No.  868.714:  Oct.  16 

Class  34. 
TlvoU    Brewing   Company.    Detroit.    Mich.      Beer.      Serial 

No.  269.174  :  Oct.  15.     Class  48, 


Trees,  C.  E.,  A  Company,  Inc.,  Indianapolis,  Ind.  Malt- 
less  beverages,  and  sirups,  powders  and  extracts  for 
making  the  same.  Serial  No.  369.071  ;  Oct.  15.  Class 
45. 

Triplex  Stores,  Inc.,  New  Haven.  Conn.  Automobile  top 
dressing.     Serial  No.  366,276  ;  Oct.  15.     Class  4. 

Trl  State  Refining  Co.     (See  Humko  Co..  The.) 

Trupep  Company.      (See  Goss,  Minnie  £.) 

Uhler.  Nathan,  Chicago,  111.  Denture  blanks  for  artificial 
teeth.     Serial  No.  368.717  ;  Oct.  15.     Class  44. 

Usona  Shirt  Company,  New  York,  N,  Y.  Shirts.  Serial 
No.    266.041  :    C)ct.    15.      CUss  39. 

Valerio.  Angellco.  doing  business  as  Permo  White  Co., 
New  York.  N.  Y.  Artists'  xinc  white  water  colors.  Se- 
rial No.  359.260  ;  Oct.   15.     Class  16. 

Van  Pelt  A  Brown,  Inc.,  Richmond,  Va.  Preparation  for 
cardiac  disorders.    Serial  No.  368,436;  Oct.  15.    Class  6. 

Van  Pelt  A  Brown,  Inc.,  Richmond,  Va.  Preparation  for 
the  treatment  of  gastro-lntcstinal  disorders.  Serial  No. 
368,550  :  Oct.  15.     Class  0. 

Vega  Company,  Incorporated.  The,  Boston.  Mass.  String, 
wind,  or  reed  Instruments.  Serial  No.  368,161  ;  Oct.  16. 
CUss  36. 

Von  Girsewald,  Alice,  San  Francisco,  Calif,  Composition 
to  be  used  for  the  mouth  and  gums  bv  wearers  of  dental 
plates.     Serial  No.   367,550;  Oct.  15.     aass  6. 


Wampole,  Henry  K.,  and  Company.  Incorporated,  Phila- 
delphia. Pa.  Cbolagogue.  and  biliary  stimulant.  Serial 
No.   368,057  ;  Oct.   15.      Class  6. 

Watson,  J.  C,  Company,  Parma.  Idaho.  Fruits  and  vege- 
tables.     Serial   No.  368,015;  Oct.    16.     Class  46. 

Wei(!eman  Co.,  The,  Cleveland.  Ohio.  Canned  fruits.  Se- 
rial No.  367,691  :  Oct.   15.     Class  48. 

Wesco  Foods  Company,  Cincinnati,  Ohio.  Fly  ppray. 
Serial  No.  367,692;  Oct.  15.     Class  6. 

Western  Cartridge  Company,  East  Alton,  111.  Copper  and 
its  alloys  in  sheet,  tube,  and  rod  form.  Serial  No. 
361,343  :   Oct.   15.      Class   14. 

White,  Paul  F..  Pittsburgh,  Pa.  Liquid  preparation  for 
corns,  callouses,  warts.  Serial  No.  36«,4«7;  Oct.  15. 
Class  6. 

Wlnebrenner.  D.  E..  Company.  Hanover,  Pa.  Canned  vege- 
tables.    Serial  No.  3C3,249  :  Oct.  15.     Class  46. 

Winston,  Morton,  doing  business  as  Morton  Products, 
Bronx,  N.  Y.  Polish.  Serial  No.  368,090:  Oct.  15. 
Class  16. 

Winston,  Morton,  doing  business  as  Morton  Products. 
Bronx.  N.  Y.  Floor  and  automobile  wax.  Serial  No. 
368.091  ;  Oct.   15.      Class  16. 

Wood,  Nathan  A  Virkus  Co.  Inc.,  New  York,  N.  Y.  Print- 
ing inks.     Serial  No.  367,015;  Oct.  15.     Class  11. 

Youngstown  Sheet  and  Tube  Company,  The,  Youngstown. 
Ohio.  Pipe,  well  casing,  tubing,  drive  pipe,  etc.  Se- 
rial No.  366,751  ;  Oct.  15.     Class  13. 
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Abbott-Fink  Chemical  Co.,  Inc..  Buffalo,  N,  Y.  Headache 
preparation.  329,006  ;  Oct.  15  ;  Serial  No.  365,433  ;  pub- 
lished Aug.  6.  1935.     Class  6. 

Acme  White  Lead  and  Color  Works,  Detroit,  Mich.  Fur- 
niture polish.  329,016;  Oct.  16;  Serial  No.  364,663; 
publl8he<l  July  30.   1935.     Class  16. 

Adams,  Mitchell  A  Co..  Inc.,  Boston.  Mass.  Whiskey. 
329.046;  O.t.  15:  Serial  No.  362,800;  published  Aug. 
13.  1935.     Class  49. 

Allen,  S.  L.,  A  Co..  assignor  to  S.  L.  Allen  A  Co.  Inc..  Phil- 
adelphia. Pa.  Agricultural  implements.  12,765 ;  re- 
newed Nov.  17.  1935. 

American  r.uiMlng  Products  Corporation,  New  York,  N.  Y. 
Waterproofing  and  sealing  compound.  329,029 ;  Oct. 
16;  Serial  No.  363,968;  published  Aug.  6,  1935.  Class 
12. 

American  Gvpsum  Company.  The,  Port  Clinton,  Ohio. 
Cold  water  paints.  329.147  ;  Oct.  15  ;  Serial  No. 
366,132:  published  July  30,  1936.     Class  16. 

American  Writing  Paper  Company.  Inc..  Holyoke,  Mass. 
Writing  and  printing  paper.  329,009;  Oct.  15;  Serial 
No.  365.923:   published  Julv  30.   1935.     Class  37. 

Angler  Corporation,  Franilngnam,  Mass.  Waterproof  pa- 
per for  concrete  construction.  328.994-  Oct.  15;  Serial 
No.  319.603;  published  Aug.  6,  1935.     Class  12. 

Atkins,  E.  C,  and  Company,  doing  business  as  Sheffield 
Saw  Works.  Indianapolis,  Ind.  Hand-operated  wood 
saws.  329,141;  Oct.  15;  Serial  No.  366,361:  published 
Aug.   6,    1935.      Class   23. 

Atlantic  Food  Pocking  Co.      (See  Rosenthal,  Alex.) 

Atlas  Powder  Ci  mpany.  Wilmington,  Del.  Powder  and 
dynamite.     108,461  ;  renewed  Feb.  8,  1936. 

Austin,  Nuhols  A  Co.  Inc.,  Brooklyn.  N.  Y.  Whiskey. 
329.091  ;  Oct.  15  ;  Serial  No.  366.703  ;  published  Aug. 
13,   1936.      Class  49. 

Averill,  George  G..  Holtville,  Calif.  Fresh  vegetables  and 
melons.  328.997:  Oct.  15;  Serial  No.  864,565;  pub- 
lished  Aug.    6,    1935.     Class   46, 

Banner  Color  Dyes  Corporation.  New  York,  N.  Y.  Dyes 
for  shoes,  leather  finisher,  and  thinners  for  dyes. 
328.998;  Oct.  15;  Serial  No.  364,667;  published  Aug.  6. 
1935.     Class  6. 

Bannock  Food  Company.  Incorporated,  West  Chester,  Pa. 
Dog  food.  32i»,l5l  ;  Oct.  15  ;  Serial  No.  365,792  ;  pub- 
lished Aug.  6,  1935.     Class  46. 

Beaumart,  Inc..  Bridgeport.  Conn.  Gin,  whiskey,  and 
brandy.  328.996:  Oct.  15;  Serial  No.  366,976;  pub- 
lished Aug.  13.   1935.     Class  49. 

Beck.  KoUer  A  Co..  Inc.,  Detroit,  Mich.  Resins,  resin 
solutions,  and  oils.  329,028;  Oct.  15;  Serial  No, 
363,994  ;  published  July  23,  1936.     Class  16. 

Beck,  Roller  A  Co.,  Inc..  Detroit,  Mich.  Synthetic  resin 
for  use  In  paints,  varnishes,  etc.  329.061:  Oct.  16;  Se- 
rial   .No.  364.981  ;   published   July   23.    1935.      Class    16. 

Beck  Shoe  Company.  The.  Brooklyn,  N.  Y.,  assignor,  by 
mesne  assignments,  to  R.  P.  Haxiard  Co..  Augusta. 
Maine.  Leather  boots  and  shoes.  108,587 ;  renewed 
Feb.  15,  1936. 

Bentlee  Manufacturing  Corporation,  New  York.  N.  Y. 
FUmeless  catalytic  cigar,  cigarette,  and  pipe  lighters. 
328,988;  Oct.  16;  SerUl  No.  346.196;  published  Aug. 
6,  1936.    Class  34. 


Berson,  Joseph  A.,  doing  business  as  Sprlngdale  Distilling 
Companv,  Stamford,  Conn.  Whiskey.  329.087;  Oct. 
15;  Serial  No.  366,803;  published  Aug.  13.  1935.  CUss 
49. 

Better  Products  Company.     (See  Brewer.  R.) 

Blssell  Carpet  Sweeper  Co.,  Grand  Rapids,  Mich.  Carpet 
sweepers.  329,120  ;  Oct.  15  ;  Serial  No.  365,593  ;  pub- 
lished  Aug.    6,    1935.      Class  23. 

Black  Prince  Distilleries,  Inc..  The.  Nutley.  N.  J.  Gin, 
whiskey,  brandy,  etc.  329,094  :  Oct.  15 ;  Serial  No. 
566,603  ;  Aug.   13,  1935.     Class  49. 

Blumenthal,  Sidney.  A  Co.  Inr..  New  York,  N.  Y.  Pile 
fabrics  in  the  piece.  329.145-6;  Oct.  15:  Serial  Nos. 
366.135-6:  published  Aug.  6.   1935.     Class  42. 

Bohemian  Distributing  Co.  Ltd.,  1.^8  Angeles.  Calif. 
Whipkev.  329.096-7;  Oct.  15;  Serial  Nos.  366,506-7; 
published   Aug.    13,    1935.      (lass  49. 

Bon  Ton.  Inc..  Chicago.  111.  Whiskeys,  brandies,  liqueurs, 
etc.  329,089-90:  Oct.  16;  Serial  Nos.  366.705-6;  pub- 
lished Aug.  13.  1935.     Class  49. 

Bowerraan.  Charles  A.,  Los  Angeles.  Calif.  Canned 
ravioli,  mushroom  sauce,  cut  macaroni  and  gravy,  etc. 
329.056  :  Oct.  15  ;  Serial  No.  359.450  ;  published  Aug.  6. 
1935.     Class  46. 

Bowes  Seal  Fast  Corporation,  Indianapolis,  Ind.  Portable 
patching  kits  for  mending  pneumatic  tires  and  tubes. 
329,168;  Oct.    15.     Class  35. 

Bradner  Smith  A  Company.  Chicago,  111.  Paper,  billheads, 
papeterle.  etc.  329,102:  Oct.  15;  Serial  No.  364.758; 
published    July    23.    1935.      Class    37. 

Bragdon.  Eleanor  K..  Los  Angeles,  Calif.  Printed  bible 
lessons.  329,121  :  Oct.  15  :  Serial  No.  365,594 ;  pub- 
lished Aug.  6,  1935.     Class  38 

Brewer,  R.,  doing  business  as  Better  Products  Company. 
Marlon.  Ind.  Chocolate  coated  laxative.  329.053  :  Oct. 
15 ;  Serial  No.  360.455  ;  published  July  16.  1936. 
Class  6. 

Brunner  Engineering  Corporation  of  New  York.  New  Y'ork. 
N.  Y.  Fan  and  blower  forced  draft  coal  furnace  attach- 
ment.     329.167:  Oct.   16.     Class  34. 

Buckley,  Newhall  Company.  The.  New  York  and  Brooklyn. 
N.  Y.  Gas-lamps,  vapor-lamps,  and  oil-lamps.  108,684  ; 
renewed   Feb.    22.    1936. 

Buckley.  Newhall  Company.  The.  New  York  and  Brooklyn, 
N.  Y.  Clothes-wringers  and  washing-machines.  108,685  : 
renewed  Feb,  22,  1936. 

Bull  Dog  Electric  Products  Company.  Detroit.  Mich. 
Splicers,  connectors,  couplings,  etc.  328.981  ;  Oct.  15  ; 
Serial  No.  354.024;  published  Apr.  9,  1935.     Class  21. 

Burdick  Corporation.  The,  Milton.  Wis.  Periodical  publi- 
cation. 329.000;  Oct.  15;  Serial  No.  365,838;  pub- 
lished  Aug.    6,    1935.      Class   38. 

Butler  Paper  Corporations,  Chicago.  111.  Printing  and 
writing  papers.  329.024  ;  Oct.  15  ;  Serial  No.  364.225  ; 
published  Aug.  6,  1936.     Class  37. 

Cartograph  Corporation  of  America,  Chicago,  111.  News- 
paper cartoons  and  news  drawings  and  pictorial  repre- 
sentations of  news  events.  329.0.'i3  ;  Oct.  15  ;  Serial  No. 
363,581  ;   published  Aug.  6,   1935.     CUss  38. 

Castle  Products,  Inc.,  Newark,  N.  J.  Orange  bitters,  alco- 
holic aromatic  bitters,  ginger,  and  mint.  329,018  :  Oct. 
15  ;  Serial  No.  364,536  ;  published  Aug.  13,  1935.  CUss 
49, 

Champion  Coated  Paper  Company,  The,  Hamilton,  Ohio. 
Bond  paper,     329,170;  Oct.  16.     CUss  37. 
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Chicazo  Food  Products  Co.,  Chicago,  111.  Canned  corned 
beef  hash  and  canned  chill  con  came  with  beans. 
329.034;  Oct.  15;  Serial  No.  363.425;  published  Aug.  6. 
1935.     Class  46. 

ChicaKo  Portrait  Company.  Chicago.  111.  Paintings,  por- 
traits, pictures,  and  miniatures.  329,027  ;  Oct.  16  ;  Se- 
rial No.  364.047  ;  published  Aug.  6,  1936.     Class  38. 

Clark.  James,  Distilling  Corporation.  Jersey  City.  N.  J. 
Brandy.  329,144:  Oct.  15;  Serial  No.  366,228;  pub- 
lished Aug.  13.  1935.     Class  49. 

Claussner  Hosiery  Company,  Paducah,  Ky.  Hosiery. 
329.118  :  Oct.  15  :  Serial  No.  365,513  ;  published  Aug.  6. 
1935.     Class  39.  ^  *      . 

Cobbs,  Ansalem  O..  doing  business  as  Cobbs  Manufactur- 
ing Co.,  Des  Moines.  Iowa.  Automotive  vehicle  radiator 
shield.  329.111;  Oct.  15:  Serial  No.  365.443:  pub- 
lished Aug.  6,  1935.     Qass  19. 

Colfanite  Products  Company.  Inc.,  Seattle.  Wash.  Paints, 
varnishes,  paint  enamels,  and  finishing  products. 
329.023  :  Oct.  15  :  Serial  No.  364,275  ;  published  July 
23.   1935.     CUss  16. 

College  Inn  Food  Products  Company.  Chicago,  111.  Whis- 
key. 329.086 :  Oct.  15 :  Serial  No.  366,810 ;  pubUshed 
Aug.   13.   1935.      Class   49. 

Collins,  Landon  B.,  Oakland.  Calif.  Medicine  for  relief 
of  pain,  simple  headaches,  neuralgia,  etc.  329,047  ;  Oct. 
15  :  Serial  No.  362.797  :  published  Aug.  6.  1935.     Oass  6. 

Colorado  Milling  k  Klevator  Co.,  The,  Denver.  Colo.,  also 
doing  business  as  The  I>odge  City  Flour  Mills,  Dodge 
City.  Kans.  Flour.  328.9S0  :  Oct.  15:  Serial  No. 
354.278  ;  published  iJec.  4.  1934.     Class  46. 

Columbia    Paper    Basr    Company,    Baltimore,    Md.       Paper 

bags.     108.854-64  :  renewed  Feb.  29.  193t?. 
Columbia    Ribbon    k    Carbon    Mfg.    Co..    Inc.,    Glen    Cove, 

N.  Y.     Carbon  paper.     329,156;  Oct.  15.     Class  11. 
Container  Corporation   of   America,  Chicago.    111.      Period- 
ical publications.     329.122  :  Oct.  15  :  Serial  No.  365.603; 

published  Aug.  6,  1935.     Classs  38. 
Continental     Distilling     Corporation.      Philadelphia,      Pa. 

Whiskpy,   gin.  rum,   etc.     .129.032  ;   Oct.   15  :    Serial   No. 

863,705  ;  published  Aug.   13,  1935.     Class  49. 
Continental      Distilling     Corporation,      Philadelphia,     Pa. 

Whlskpy,   gin,    rum,    etc.     329.143 ;    Oct.    15 ;    Serial    No. 

366,229;   published   Aug.   13.    1935.     Class   49. 
Craftint   Manufacturing    Company.    The,    Clevpland.    Ohio. 

Ben   Day  drawing  board  and   top  sheet     329.079  :  Oct. 

15;  Serial  No.  365,063:  published  July  23,  1936.     Class 

37. 
Crown  Products  Corporation.  San  Francisco.  Calif.     Vlne- 

tar    and    table    syrup.      328.993;    Oct.    15:    Serial    No. 

U3,162  :  published  Aug.  6.  1035      Class  46. 
Daniels      Manufacturing      Company.      Bhlnelander,      Wis. 

Wrapping  paper.     329.078  ;  Oct.  15  ;  Serial  No.  365,065  : 

pubUshed  Aug.  6,  193.5      Class  37 
De  Journo,  Philip,  doing  business  as  E.  De  Journo  k  Fils, 

New    York,    N.     Y.       Mixed    distilled    spirits.       329,100 ; 

Oct.  15;   Serial  No.  364.619;  published  Aug.   13.   1935. 

Class  49. 
Deward   &    Rich.    Inc.,    New    York,    N.    Y       Blank    charts. 

329.074:   Oct.    15 :    Serial    No.   365,191  ;    published   July 

23.  1935.     Class  37. 

Dodge   City   Flour  Mills,   The.      (See  Colorado    Milling   k 

Elevator  Co.) 
Dreher    k    Frost.    New    York.    N.    Y       Check-cash    books 

329,057;  Oct.  15;  Serial  No.  359.427;  published  Aug.  6, 

1935.  Class  37. 

Dwinell-Wright  Company.  Boston,  Mass.  Coffee.  329,071  ; 
Oct.  15;  Serial  No.  366,290;  published  Aug.  6,  1935. 
CUss  46. 

Eaton  Detroit  Metal  Company.  Cleveland,  Ohio.  Closure 
devices  for  automobiles.  329.123;  Oct.  15;  Serial  No. 
365,609  ;  published  Aug.  6,   1935.     Class  19. 

Ehrmann-Strauss  Co.,  Inc..  New  York  N.  Y.  Prescrip- 
tion chemicals.  329.077  ;  Oct.  15  ;  Serial  No.  365.071  ; 
published  Aug.  6,   1935.      Class  6. 

F-C-G  Importers,  Inc  ,  New  York,  N.  Y.  Gin.  329.1.36  ; 
Oct.  15:  Serial  No.  366.410;  published  Aug.  13,  19.35. 
Class  49. 

Famous  Distributing  Corp..  New  York.  N.  Y.  Whiskey 
329.099 :  Oct.  15 ;  Serial  No.  366,466 ;  published  Aug. 
18,   1936.     Class  49. 

Farr  Alpaca  Company,  Holyoke,  Mass.  Piece  goods. 
329.055  :  Oct.  15  ;  Serial  No.  359,463  ;  published  Aug.  0. 

1936.  Class  42. 

Feminine   Products,    Inc.,   New   York,    N.    Y.      Deodorant 
cream.      a29,010 :    Oct.    16;    Serial    No.    366,933;    pub 
Usbed  Aog.   6,  1936.     CUss  6. 

Ferris  Products.     (See  Morenua,  Robert  F.) 

Finch,  Jos.  S.,  k  Company,  assignor  to  Joseph  E.  Seagram 
*  Son*.  Inc..  New  York.  N.  Y.  Whiskey  and  other  po- 
table spirits.  328,996:  Oct.  16:  Serial  No.  333.565: 
pabUsbed  Aug.  13.  1935.     Class  49. 

Fitipatrick  Bros.  Inc.,  Chicago.  Ill  Cleaning  preparation. 
82B.076 ;  Oct.  16 ;  Serial  No.  365,073 ;  published  Aug. 
6,  1935.     Class  4. 

Flyer,  J.  k  H.,  New  York,  N.  Y.  Jewelry  and  articles  of 
adornment.  329,103  ;  Oct.  15  ;  Serial  No.  364.814  ;  pub- 
lished Aug.  6,  1935     Class  28. 

Fonrtner,  w.,  Co.,  Providence,  R.  I.,  assignor  by  mesne 
assignments,  to  General  Chain  Company.  Inc.,  North 
Attleboro,  Mass.  Metal  chains  for  personal  wear. 
106,818;  renewed  Oct.  19.  1936. 


Friendly  Society  of  Bngrav»>rs,  The,  doing  business  as  The 
Friendly  Society  of  Kng  avtTs  anil  Sketchmaken*,  Au- 
burn, H.  I.  Publldition.  329,142;  Oct.  15;  Serial  No. 
366,321  ;  pubUshed  .July  30,  1936.     Class  38. 

Fuller,  W.  P..  k  Co..  San  Francisco,  Calif.  Paint,  auto- 
motive finishes,  lacquers,  paint  enamels,  etc.  328.999; 
Oct.  15  ;  Serial  No.  304.5. 7  ;  published  July  23,  1935. 
Class  16. 

Gaar,  Keith  W.,  Des  Moines,  Iowa.  Duplicating  machines 
of  the  stencil  type.  329,04.S  ;  Oct.  15  ;  Serial  No. 
362,547  ;  published  Aug.  6,  1935.     Clas«  37. 

Gann,  Harry  I.,  doing  business  as  Harry  I.  Gann  &  Co., 
Baltimore,  Md.  Suits,  separate  trousers,  coats,  etc. 
329.127  :  Oct.  16  ;  Serial  No.  365,729  ;  published  Aug.  6, 
1935.     Claaa  39. 

General  Chain  Company,  Inc.  (See  Forstner,  W..  Co.,  as- 
signor.) 

Gill,  James  G.,  Co  .  Inc  ,  The,  Norfolk,  Va.  Coffee,  tea, 
spices,  etc.      108,596  :  renewed  Feb.   15,   1936, 

Gladding,  McBean  k  Co..  I^s  Angeles,  Calif.  Clay  prod- 
ucts. 329,052:  Oct.  15;  Serial  No.  360,713:  published 
Aug.  6.  19.36.     Class  12. 

Glencoe  Distillery  Co..  Louisville.  Kv  Whiskey  329,043  ; 
Oct.  15;  Serial  No.  366,938;  published  Aug  13,  19.36. 
Class  49. 

Godwin,  J.  E.,  assignor  to  Known  Truth  Inc.  Washing- 
ton, D.  C.  Publication  rated  as  a  periodical.  329,130  ; 
Oct,  15 ;  Serial  No.  365.788  ;  published  Aug  6,  1936. 
Class  38. 

Grace.  W.  R  .  A  Co..  New  York.  N  Y.  Honey  d»'w  melons. 
329.035:  Oct.  15;  SerUl  No.  363.323;  published  Aug.  6. 
1935      Class  46. 

Graham  Paper  Comoany,  St.  Louis,  Mo.  Printing  and 
writing  paper  32<>.049  ;  Oct.  15  ;  Serial  No.  362,616  ; 
published  Aug.  0.   1936      Clasf  37. 

Gristede  Bros.  Inc.,  New  York,  N.  Y.  Maltless  beverages. 
.S29,163;    Oct.    16       Class  4.'. 

Hanson-Van  Winkh' Munnlng  Companv.  Mntawan,  N.  J. 
Electroplating  bath  Ingredients.  329.0;<"  ;  <  )<t  15;  Se- 
rial No    363.167  :  published  Aug.  6.  1936      Class  6. 

Harman-Duval  Company.  Inc  ,  New  Y'ork.  .N  Y.  Specific 
for  malaria  and  kindred  aliments.  329.080;  Oct.  16: 
Serial  No.  365,034  ;  published  Aug.  6,  19.36      Class  6. 

Hasf'kamp.  W..  k  Co..  Schiedam.  Netherlands  Gin  and 
whNkey  328.989-92  ;  Oct.  15  :  Serial  Nos.  343.587-90  ; 
published    Aug     13.     1935.       Clasa    49. 

Haupt  k  Burgi.  New  York,  N  Y.  Cheese.  108,600:  re- 
newed Feb.   15,   1036 

Hays  Manufacturing  Company,  Erie,  Pa.  Faucets. 
329,075 ;  Oct.  15  :  Serial  No.  865,130 ;  published  Aug. 
6,  1936.     Class  13 

Haiiard.  R.  P.,  Co.  (See  Beck  Shoe  Company,  The  as- 
signor.) 

Hercules  Powder  Compinv.  Wilmington,  Del.  Narrow 
boiling  range  terpene  hydrocarbon  solvent.  329,011  ; 
Oct.    15:    Serial   No.    366,942;    published    Aug.   6,   1986. 


Class  16. 


Hlrsch,  B.  F.,  Inc.,  New  York,  N.  Y  Jewelrv  329  124; 
Oct.  16:  Serial  No  365,623:  published  Aug.  6.  1936. 
Class  :.;s. 

Hoflfmann-La  Roche.  Inc..  Nutley,  N.  J.  Cough  syrup. 
329.004;  Oct.  15;  Serial  No.  366,883:  published  Aug. 
6,   1936.     Class  6. 

Homogen  Latwratories.      (See  Laing.  A.  B  ) 

Huyler's,  New  York,  N.  Y.  Distilled  dry  gin.  329.042  ; 
Oct.  15:  Serial  No.  366.940:  published  Aug.  13.  1986. 
Class  49. 

Hydraulic-Press  Brick  Company,  St.  l^uls.  Mo  Brick. 
329,017:  Oct.  15:  Serial  No.  384,544:  published  Aug. 
6.  1936.     Class  12. 

Industrial  Oil  Corporation,  Warren,  Pa.  Lubricating  oils 
and  greases.  329  069:  Oct.  16:  Serial  No.  365.339; 
published  Aug.  6.  1936.     Class  15. 

International  Tailoring  Co.,  New  York  N  Y.  Men's 
clothing.  329,001:  Oct.  15:  Serial  No.  366,848;  pub- 
lished Aug.  6.   1935      Class  39. 

Known  Truth  Inc.     (See  Godwin,  J.  E.,  assignor. ) 

KrauB  Bros,  k  Co.,  Inc..  New  York,  N.  Y.  Whiskies,  gin, 
and  rum.  329,129:  Oct.  15;  Serial  No.  366,709;  pub- 
lished  Aug.   13,   1935.     Class  49. 

Krauss  Bros.  Lumber  Co.  of  Fla  Tampa.  Fla.  Building 
materials.  829,112;  Oct.  15:  Serial  No.  365,481;  pub- 
lished Aug.  6,   1935.     Class  12. 

Lalng,  A.  B.  doing  business  as  Homogen  Laboratories,  Los 
Aneeles,  Calif.  Milk  modlflor  329,119;  Oct.  15:  Se- 
rial No.  366.519  ;  published  Aug.  6,  1936      Class  46 

Lansky  Bros.  Inc.,  BuflTak),  N.  Y.  Overcoats,  top  coats, 
and  suits  for  men.  329,101  ;  Oct.  15 :  Serial  No. 
364,725  :  published  Aug.  6,  1935.     Class  39. 

Lees,  Milton  H..  doing  business  as  Westco  Liquor  Pioducts 
Co..  San  Francisco.  Calif.  Whiskey.  329,160  ;  Oct.  16. 
Class  49. 

L*e8.  Milton  H.,  doing  business  as  Westco  Liquor  Products 
Co..    San    Francisco.    Calif.      Gin.      329.164  ;    Oct.    16 
Class  49 

Leonard  Company.  The.  Chicago.  111.  Lubrication  oils. 
329.113  ;  Oct.  15  ;  Serial  No.  365,465  ;  published  Aug.  6. 
1986.     Class  15.  h  s      , 

Loewenthal,  Siegfried,  Company,  Cleveland,  Ohio.  Whis- 
key. 329,092;  Oct.  15;  Serial  No.  366.676;  published 
Aug.  13,  19.35.     Class  4^  .         .    p  ru 

Lombardy  Wine  Corporation.  New  York,  N.  Y.  Wines. 
329.060  ;  Oct.  15;  Serial  No.  364,996;  published  Aug.  6. 
1935.     Class  47.  »*  "s      . 
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Los  Angeles  Brewing  Co..  I^s  Angeles,  Calif  Whiskey. 
329.040-1  ;  Oct.  15 ;  Serial  Nos.  366.950-1  ;  published 
Aug.  13,  1935.     Class  49. 

Lub-O-Meter,  Inc.,  Chicago.  IIL  Apparatus  for  testing  the 
quality  and  quantity  of  oil  320,135;  Oct.  15:  Serial 
No.  366.420  ;  published  Aug.  0,  1935.     Class  26. 

MacGregor  Instrument  Company,  Needham,  Mass.  Hypo- 
dermic needles  and  surgical  and  dental  instruments. 
329,155;  Oct.  15.     Class  44. 

Maclnnes,  John  C,  Company,  Worcester,  Mass.  Men's 
and  boys'  suits,  overcoats,  and  shirts.  329,104  ;  Oct. 
15  ;  Serial  No.  364,825  ;  published  Aug.  6,  1935.  Class 
39. 

Major  Distributing  Company,  Salinas,  Calif.  Fresh  vege- 
tables. 329,125;  Oct.  16:  Serial  No.  366,635;  published 
Aug.  6.  1935.     Class  46. 

Malbln,  Harry  S.,  doing  business  as  Malbln  Company.  New 
York,  N.  Y.  Antiseptic  preparations  for  the  relief  of 
athletes  foot.  329.070;  Oct.  15;  Serial  No.  866,300; 
published  Aug.  6.  1935.     Clasi*  6, 

Marin,  Manuel,  k  Company,  Mayaguez,  Puerto  Rico.  Rum. 
329,038 ;  Oct.  15 ;  Serial  No.  303,003  ;  published  Aug. 
13,1936.     Class  49.  „«««„,     «. 

Markus,  Henry  A.,  Chicago.  III.  Brandy.  329,085  ;_Oct. 
15  ;  Serial  No.  366,825  ;  published  Aug.  13,  1936.  Class 
49. 

Mar-Salle  Chicago  Company,  Chicago,  111.  Alcoholic  cor- 
dials. 329,151;  Oct.  15;  Serial  No.  366.104;  published 
Aug.  13.  1935.     Class  49.  ,      ^ 

McKesson  k  Bobbins  Incorporated.  New  York,  N.  Y. 
Scotch  whisky.  329.093;  t)ct.  15;  Serial  No.  366,632; 
published   Aug.  13,   1936.     Class  49. 

Mohawk  Liqueur  Corporation,  Detroit,  Mich.  Alcoholic 
cordials.  329,095  :  Oct.  15  :  Serial  No.  366,573  ;  pub- 
lished Aug.  13,  1935.     Class  4b. 

Mommew»ln,  J.,  Macon,  France.  White  burgundy  wine. 
329,031  ;  Oct.  16  ;  Serial  No.  358,527  ;  published  Aug. 
13,  1935.     Class  47. 

Montague,  Joseph  F.,  New  York,  N.  Y.  Heading  for  a 
column,  a  department,  a  feature,  an  article,  or  series  of 
articles.  329.150 ;  Oct.  16 ;  Serial  No.  366,110 ;  pub- 
lished July  30,  1935.     Class  38. 

Morenus,  Robert  F.,  doing  business  as  Ferris  Products, 
Chicago,  III.  Cleansing,  invigorating,  and  deodorant 
compound  and  water  softener  compound.  329,114  :  Oct. 
15  :  Serial  No.  365,472  :  published  Aug.  6,  1935.     Class  6. 

National  Machinery  Company,  The,  Tiffin,  Ohio.  Cnsetting 
and  heading  machines  for  bolt  blanks.  329,162  ;  Oct. 
15      Class  23. 

Native  State  oil  Company,  We.i't  Los  Angeles, 
brlcatlng  oils  and  greases.  329.106  :  Oct.  15 
3r,4,966;  published  Aug.   6,    1935.     Class   15 

Nelke.     H.     L..     Philadelphia,     Pa.       Stocking    . 

329,073-  Oct.  15;  Serial  No.  366,262;  published  Aug.  6. 
1935.     (Jlass  39. 

Old  Quaker  Companv,  The,  Lawrenceburg,  Ind.  Whiskey, 
gin,   rum.   etc.      3l!9,0.39 ;   Oct.    15:   Serial   No.   366,958; 


Calif.     Lu- 
Serlal  No. 

protectors. 


published  Aug.    13,   1935 
Oldetyme    Distillers.    Inc 


Class  49 

New    York.    N.    Y.      Whiskey. 

32'SXM:   Oct.   16:    Serial   No.   366,430;    published  Aug. 

13,   1935.      Class  49. 

Olympia  Knitting  Mills,   Inc.,   Olympla.  Wash.     Sweaters. 

329  152:   Oct.    15:    Serial   No.    345,173:    published   Jan. 

29,   1936.     Class  39. 

Omaha    Trailer    and    Equipment    Company.       (See    Yant, 

Raymond  C.) 
Oxford  Varnish  Corporation,  Detroit,  Mich.     Paints,  paint 
enamels,    lacquers,   etc.      328,979;    Oct.    15:    Serial   No. 
356.600:  published  July  23,  1935.     Class  16.    , 

Paradise  Packing  Co.,  Inc.,  New  York,  N.  Y.  Human  hair 
nets.  320.005:  Oct.  15;  Serial  No.  365,893;  published 
Aug.  6,  19.35.     Class  42. 

Parklngton.  J.  R..  k  Companv  Limited.  London,  England. 
Sauterne  wine.  328,986  :  f>ct.  15  ;  Serial  No.  345,345  ; 
published  Feb.  5,  19.36.     Class  47. 

Parrot  Speed  Fastener  Corporation,  New  York    N.  Y.     Pa- 
per fasteners,  paper  clips,  desk  files,  etc.     329,110;  Oct 
15;  Serial  No.  366,072;  published  July  30,  1936.     Class 
87. 

Partridge,  Horace,  Company,  The.  Boston,  Mass.  Sport- 
ing goods,      105,741  :   renewed  Aug.  17,   1935. 

Patty  Cake  Company,  The.  St.  Louis,  Mo.,  and  Minneap- 
olis. Minn.,  assignor  to  The  Patty  Cake  Company,  Min- 
neapolis, Minn.  Bakeries  sold  In  knock  down  form. 
3'.9,020-l  ;  Oct.  l.T  :  Serial  Nos,  364,355-6:  published 
Aug.  6.  1935.     Class  12. 

Peninsular  Paper  Company,  Yp«llantl.  Mich.  Book  and 
cover  papers.  329.140;  Oct.  15;  Serial  No.  366,370; 
published  July  30,   1935.     Class  37. 

Phillips  Packing  Company,  Inc.,  Cambridge.  Md.  Pe- 
riodical 329,107:  Oct.  15-  Serial  No.  364,969:  pub- 
lished July  23,  19.35.     Class  38. 

Pierce  S.  S.,  Co.,  Boston.  Mass.  Whiskey,  both  rye  and 
bourbon.  320.044;  Oct.  15;  Serial  No.  366,919;  pub- 
lished  Aug.   13.    1935.     Class  49. 

Pierce.  S.  S.,  Co.,  Boston,  Mass.  Whiskey,  brandy,  co- 
gnac, etc.  329,045  :  Oct.  15  :  Serial  No.  366,917  ;  pub- 
lished Aug.  13.   1935.     Class  49. 

Pierce  S.  S..  Co.,  Boston.  Mass.  Whiskey.  829.081  ; 
Oct.'  16:  Serial  No.  366.915:  published  Aug.  13,  1935. 
Class  49.  „.,,.. 

Pittsburgh  Plate  Glass  Company,  Pittsburgh,  Pa.  Paints, 
paint  primers,  paint  enamels,  and  lacquers.  329.063  : 
0<t  15:  Serial  No.  366,067;  published  July  80,  1936. 
Class  16. 


Pittsburgh  Plate  Glass  Company,  Pittsburgh,  Pa.     Paints, 
paint  primers,   paint  enamels,   and  lacquers.      329,109; 
Oct.   15  ;   Serial   No.  366,070  ;   published  July  30,   1935. 
Class  16. 
Pittsburgh  Plate  Glass  Company,  Pittsburgh,  Pa.     Palnta, 
paint   primers,    paint    enamels,    and    lacquers.      329,1.33; 
Oct.   15  ;   Serial  No.  366,432  ;  published  July   30,   1935. 
Class  16. 
Postage  Meter  Company.  The.  Stamford.  Conn.    Envelopes. 
329.012  :  Oct.  15;  Serial  No.  365,956:  published  July  23. 
193o      Class  37 
Premier,   Louis  P.,  Asnieres.   F'rance.     Flavoring  for  dis- 
tilled spirits.     329,166  ;  Oct.  15.     Class  49. 
Q-D-A  Laboratories.     (See  Strassner,  Michael  J.) 
Records    k    Goldsborough,    Incorporated.    Baltimore,    Md. 
Whiskey,  gin,  brandy,  etc.     329.098  ;  Oct.  16  ;  s»erlal  No. 
306,488  ;  published  Aug.  13,  1935.     Class  49. 
Records    k    Goldsborough,    Incorporated,    Baltimore,    Md. 
Whiskey,  gin,  brandy,  etc.     329.108;  Oct.  15;  Serial  No. 
366,069  ;  published  Aug.  13,  1936.     Class  49. 
Red  Bird  Stamp  Company,  Inc.,   St.  Louis,  Mo.     Trading 
stamps.      329.013:    Oct.    16;    Serial   No.    366,959;    pub- 
lished Aug.  6,  1936.     Class  38. 
Relsohmann,  M.,  k  Sons,  Inc.,  New  York,  N.  Y.     Furniture. 

108.661  ;  renewed  Feb.  22.  1936. 
Riegel  Textile  Corporation.  New  York,  N.  Y.     Cotton  piece 

goods  and  diapers.     329,165  :  Oct.  15.     Class  42. 
Rolandelll  Co.,  San  Francisco,  Calif.     Whiskey.     329,083  ; 
Oct.  15;   Serial  No.  366,874;  poblished   Aug.  13,   1935. 
Class  49.  „ 

Rosenthal.  Alex,  doing  business  as  Atlantic  Food  Packing 
Co..  Trenton,  N,  J.  Maltless  concentrate.  329.154 ; 
Oct.  15.  Class  46. 
Rovira  y  Compauia  S.  en  C,  Santiago,  Cuba.  Rum,  bran- 
dv,  ethyl  alcohol,  etc.  328.985  :  Oct.  15  ;  Serial  No. 
346.990  ;  published  Aug.  13.  1935.  Class  49. 
Sabinas  Brewing  Company.  San  Antonio.  Tex.      Keg  and 

bottle  beer.     329.169  ;  Oct.  15.    Class  48. 
Saftee  Quoin  Company,  Seattle,  Wash.     Printers'  quoins, 
perforating  abd   scoring   grippers   for  printing   presses, 
etc.     329,159;  Oct.  15.     Clas.s  23. 
Salem  Glass  Works,  Salem.  N.  J.     Tumblers,  bottles,  Jars. 
329,022  ;   Oct.   15 ;   Serial   No.   364,249  ;   published   July 
23,  19"5.     Class  33. 
Salisbury's,  Dr.,  Laboratories,  Charles  City.  Iowa.     Maga- 
zine.    329,139  :  Oct.  16  ;  Serial  No.  366,375  ;  published 
July  30.   1935.     Class  .38. 
Schenley  Import  Corporation,  New  York.  N.  Y.     Whiskey, 
gin,   rum    etc.     329.084 ;   Oct.   15 ;    Serial   No.   366,835 ; 
published  Aug.  13,  1936.     Class  49. 
Schulte.    D.    A.,    Inc.,    New    York,    N.    Y.      Rye    whiskey. 
329,002  ;   Oct.   15  :   Serial  No.   865.856  ;  ijublished   Aug. 
13    1935      Class  40 
Schulte,  D.' A..  Inc..  New  York.  N.  Y.     Whiskey.     329.003: 
Oct.  16 ;   Serial   No.   365,867  ;   published  Aug.   13,   1936. 
Class  49. 
Schulte.    D.   A..    Inc..    New   York.    N.    Y.      Gin.      329,019; 
Oct.   16;   Serial  No.  364,485;  published  Aug.    13,   1936. 
Class  49 
Scott  County  Milling  Company.  The.  Sikeston,  Mo.    Wheat- 
flour.     108.72.3-4  :  renewed  Feb.  22.  1936. 
Seaboard  Packing  Corporation.  Long  Beach.  Calif    Canned 
tuna  fish.     328.978:  Oct.   15:   Serial  No.  356,644;  pub- 
lished Aug,  6,  1935.     Class  46. 
Seagram,  Joseph  E.,  k  Sons,  Inc.      (See  Finch.  Jos.  S..  & 
Company,  assignor.)  „  ,    . 

Seagram,    Joseph    E.,    k    Sons,    Inc..    Lawrenceburg.    Ind. 
Whiskev.      328,982;   Oct.  15:  Serial  No.  363,363;  pub- 
lished Act.  9,  1934.     Class  49. 
Sheffield  Saw  Works.      (See  Atkins,  E.  C,  and  Company.) 
Sliel(^on,   Albert    K..   Company,   CambrldKe,   Mass.      Beady 
mixed   paints,   varnishes,   paint  enamels,  etc.     329,132; 
Oct.    15 :    Serial    No.   365.821  ;    published    Aug.   6,    1935. 
Class  16. 
Shulton.  Inc.,  New  York.  N.  Y.     Saponaceous  compounds, 
shaving  cream,  shaving  sticks,  etc.     329,062  :  Oct.   15  ; 
Serial  No.  364,973  ;  published  Aug.  6.  1935.     Class  4. 
Rociete    Bouchard    Pere    k   Fils    Sodete    a    Responsabllite 
Llmitee.    Reims,    France.      Still    and    sparkling    wines. 
328  984;   Oct.    15:   Serial   No.  347,381;   published   Apr. 
30.  1935.     Class  47.  „       „  ^         w    »  . 

Springdale  Distilling  Company.      (Sec  Berson.  Joseph  A.t 
Stanley   Home   Products.   Inc..  Westfield,    Mass.      Cleaning 

device.     329.161  ;  Oct.  15.     Class  29 
Stanley    Sinclair  G.,  doing  business  as  Z.   O.  Herbs   Co., 
Chicago     111.      Salve  for  treatment   of   muscular   pains. 
329.116;   Oct.   15;   Serial  No.   365,486;  published   Aug. 
6,  1936.     Class  6. 
StraFsner.    Michael   J.,    doing  business   as   Q-D-A   Labora- 
tories, Paterson,  N.  J.     Gasoline,  motor  lubricating  oils, 
fuel   oils,  etc.      329,106;   Oct.    16;   Serial   No.   364,895; 
published  Aug.  6,  1936.     Class  15. 
Sum   Products  Company,   Detroit,  Mich.     Medicinal  prep- 
aration for  use  as  a  general  tonic.     329.016:  Oct.   15; 
Serial  No.  364.690  ;  published  Aug.  6,  1936.     Class  6. 
Sunshine  Stores.   Inc.,   doing   business   as    Sunshine    Feed 
Store,    Chicago,    III.      Periodical    publication.      329.065  ; 
Oct.   15;   Serial  No.   366,036:  published  July  30.  1936. 

Class  38.  ^  „        „  ..    .  w  . 

Tagcraft  Corporation,  Lancaster,  Pa.  Tags  and  labels. 
329.153  ;  Oct.  16.     Class  37.  _        _ 

Taylor,  K.,  Distilling  Co.  Inc  ,  The,  Frankfort.  Ky.  Whis- 
key 328,983:  Oct.  15:  Serial  No.  352.6.38;  published 
.\ug.  13,  1935.     Class  49. 
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Tillamook  County  Creamery  Association.  Tillamook,  Oreg. 

Cheese.      329.126;    Oct.    15;    Serial   No.    365,674;    bub- 

lished  .\ug.  6.  1935.     Class  40. 
Town   Hoase  Corporation,  Reno.  Nev.    Cocktails.    329.128  ; 

Oct.    15;  Serial   No.   385,750;  published  Aug.  13.  1936. 

Class  49. 

Trussell    Manufacturing    Company,    Pougtake«psle,    N.    Y. 

Blank    books.      321».oTi6 ;    Oct.    15;    Serial    No.    363,191; 

published  Aug.  6.   1935.     Class  37. 
24-H    Chemical    Company,     Hazard,    Ky.,    and    Knoxville, 

Tenn.     Medicinal  preparation  for  the  treatment  of  piles 

and  hemorrhoids.     .S29.064  ;  Oct.  16  ;  Serial  No.  366,039  ; 

pijbli!*hed  Aug.  6,   1935.     Class  8. 
Twin  City  Flouring  .Mills,  New  York,  N.  Y.     Wheat  flour. 

3i:».026  ;   Oct.   15  ;    Serial    No.   364,078 ;   published   Aug. 

6,  1935.     Class  46. 
Two    Steeples,    Limited,    Wigston    Magna,    Leicestershire, 

England      Men  s  and  boys    vests,  pants,  trunk  drawers, 

etc.      329,054;   Oct.    15;    Serial  No.   359,932;   published 

Aug.  6,  1935.     Class  39. 

Unc'eiwood    Elliott    Fisher    Company,    New    York,    N.    Y. 

Typewriting  machines  and  part.s  thereof.     329,138;  Oct. 

15  ;  Serial  No.   366,383  ;   published  Aug.  6.   1935.     Class 

23. 
United     Distillers     (of    America).     Ltd.      Baltimore,     Md. 

Whiskey,    gin,    rum,   etc.      .329.008 ;   Oct.    15  :    Serial    No. 

365,921  ;  published  Aug.   13,  1935.     Class  49. 
Inlted    States    (Jypsum    Company,    Chicago.    111.       Asphalt 

shingles.      .329,0.50:    Oct.    15;    Serial   No.   361.233;    pub- 
lished Aug.   6,   1935.     Claris  12. 

Valley  Forge  Envelope  k  Paper  Company,  Philadelphia, 
Pa.  Paper.  329,149;  Oct.  15;  Serial  No.  366,126;  pub- 
lished July  30,  1935.     Class  37. 

Victor  Fruit  Growers.  Inc..  Victor,  Calif.  F'resh  grapes. 
329,158  ;  Oct.  15.     Class  46. 

Victor  Manufacturing  &  Gasket  Co.,  Chicago,  111.  Top 
coating  for  gaskets,  asbestos  satiirants,  asbestos  fiber 
binders,  etc..  all  In  the  nature  of  a  paint.  329,058; 
Oct.  15:  Serial  No.  357,657;  publl.shed  Aug.  6,  1935 
Class  16. 

Vitamin  Products  Research  Foundation  Inc.,  Chicago,  lU. 
Food  product  in  tablet  form.  ;528.987 ;  Oct.  15 ;  Se- 
rial No.  857,871  ;   publisheil   Aug.    13,    1935.      Class  46. 

Vogel,  Jos.  O.,  Pittsburgh,  Pa.  Books  of  instructive  draw- 
ing published   in   a  series.      329,157;  Oct    15.     Class  38. 

Vogue  Jewelry  Manufacturlnj;  Company.  Inc.,  Providence, 
R.  I.  Bracelets,  pendants,  ear  rings,  etc.  329,116; 
Oct.  15:  Serial  No.  365,493;  published  Aug.  6.  1936. 
Class  28. 


Warner.  Chas.  P.,  *  Bro.,  New  Orleans,  La.     Yeast  food. 

329.068  ;  Oct.  15  ;  Serial  No.  365.862  ;  published  Aug.  6. 

1935.     Class  46. 
Waldenslan     Baking    <'ompany,    Valdeac.    N.    C.       Bread. 

328,977;   Oct.    15;    Serial   No.   366,974;   published  Aug. 

6,  1935.     Class  46. 
Walker.     Hiram.    A    Sons.     Inc.,     Peoria.     III.       Whiskey. 

329.082;   Oct.    15;    Serial   No.   366,890;   published    Aug. 

1.3,  1935.     Class  ^9. 
Warner  Quinlan  Company,  New  York,   N.   Y.      Lubri<ating 

oil.      329,030;   Oct.    15;    Serial   No.   368,960;    published 

Aug.  6,  1935.     Class  16. 
Warner-Quinlan    Company,    New.  York,   N.    Y.      Fuel   oils. 

329,072  ;   Oct.   16  ;   Serial   No.  '865,279  ;   published    Aug. 

6.  1935.     Class  15. 
West    Disinfecting    Company.     Long    Island    City,     N.    Y. 

Fumigant.     329,148  ;  Oct.   15  ;  Serial  No.  366,1^8  ;  pub- 
lished .\ug.  6,   1935.     Class  «. 
Westco  Liuuor  Product.x  Co.      (See  Lees,   Milton   H.) 
We-stfl'^ld  River  Paper  Company.   Inc.,  Russell,  Mass.     Em- 
bossed   glassine    paper.      329,137;    Oct.    15;    Serial    No. 

366,.386  ;   published  July   30,   19,36       Class   37. 
Whlteley,   William,   k  Company.    Inc.,   L>over.    Del.     Whis- 
key.     329,088;   Oct.   15;   Serial   No.  366,749;   published 

Aug.   13.   1935       Class  49. 
Whitman,  William,  Company,  Inc.,  New  York.  N.  Y.     Tex- 
tile   fabrics.      329,006  ;    Oct.    l6 ;    Serial    No.    366,913 ; 

published  Aug.  6,   1935.     Class  42. 
WIdmer's   Wine   Cellars,    Inc.,    .Naples,    N.   Y.      Carbonated 

wines.     329.117;  Oct.  16;  Serial  No.  365,496;  published 

Aug.  6,  1935.     Class  47. 
Will  k  Haumer  Candle  Co.,  Inc.,  Syracuse,  N.  Y.     Candles. 

329.067  ;  Oct.  15;  Serial  No.  365.421  ;  published  Aug.  6, 

1935.     Class  15. 
Wilson,    A.    L.    Chemical    Company,    Jersey    Clt>'     N.    J. 

Cleaning   compound   and   Ntaln    remover.      329,051  ;   Oct. 

15  ;  Serial  No.  360,948  ;  published  AuK.  6,  1935.    Class  6. 
Wilson-Jones  Company,  Chicago,   III       Loowe  leaf  binders. 

329.014;   Oct.    15;    Serial   No.   366.968;   published   Aug. 

6,  1935.    Class  37 
Wynne  OH  Company,  Philadelphia,  Pa.     Motor  lubrlcatln 

oil.      329.025;    Oct.    15;    Serial   No.   364.110;   publlshe 

Aug.  H,  1935.     Class  15. 
Yant,  Raymond   C.  doing  business  as  Omaha  Trailer  and 

Equipment     Company.     Omaha,     Nebr.        Scooping     and 

flumping    hand    trucks.      329,007  ;    Oct.    16 ;    Serial    .No. 

365,919  :  published  Aug.  6.   1935      Class  19. 
Yukon    Mill    and    Grain    Company,    Yukon,    Okla.      Wheat 

tlour.      329.059;  Oct.   15;  Serial  No.   357,032;   published 

Aug.  6,  1935.     Class  46. 
Z.  G.  Herbs  Co.      (See  Stanley,  Sinclair  O.) 


LIST  OF  REGISTRANTS  OF  LABELS 


Blllerbeck.  Herman  C,  Valparaiso,  Ind.  Legionnaire  Fa- 
mous Everywhere.     For  Cigars.     46,527  ;  Oct.  15 

Chamberlain,  Lee  R.,  doing  business  as  Chamberlain  Sales 
Co.,  San  Antonio,  Tex.  Chamberlain  Vacuum  Dough. 
For  Cement  and  Patching  Material  for  Repairing  Pneu- 
matic Tubes.     46.528  ;  Oct.   16. 

Chappel  Bros.,  Inc.,  Rookford,  III.  Chappel  Ken-L-Ration. 
For  Canned  Dog  Food.     46.529  ;   Oct.    15. 

Chottay,  Inc.,  Long  Island  City,  N.  Y.  Chottay  Process 
Croquignole  Lotion.  For  Croquignole  Lotion.  46,530  ; 
Oct.  15. 

Chottay,  Inc.,  Long  Island  City,  N.  Y.  Chottay  Process 
Spiral  Lotion.     For  Spiral   Lotion.     48,531  ;  Oct.   15. 

Educational  Block  and  Game  Company,  Inc.,  The.  doing 
business  as  The  Educational  Block  and  Game  Co.,  Grand 
Rapids.  Mich.      Spelling  Bee  Blocks.      For  Game  Blocks. 

46.532  ;  Oct.  15. 

Educational  Block  and  Game  Company.  Inc.,  The,  doing 
business  as  The  Educational  Block  and  Game  Co.,  Grand 
RapHs,    Mich.       Spelling    Blocks.       For    Game    Blocks. 

46.533  ;  Oct.  15. 

Educational  Block  and  Game  Company,  Inc.,  The,  doing 
business  as  The  Educational  Block  and  Game  Co.,  Grand 
Rapids.  Mich.     Spelling  Bee  Blocks.     For  Game  Block.s. 

48.534  ;  Oct.  15. 

Ehlers,  Albert.  Inc.,  New  York.  N.  Y  Ehlers  1-4-12  Cof- 
fee.    For  Coffee.     46,535:  Oct.  15. 

Farrer.  Charles  M..  doing  business  as  The  Seminary  OH 
Co..  Seattle.  Wash.  Seminary  OH.  For  an  Oil  for  Re- 
lieving Periodic  Pains  and  Treating  Itching  Plies. 
46,536;  Oct.   15. 

James  Professional  Supplies,  New  York.  N.  Y.  Sterl-Mat- 
Pack.  For  Sterilized  Maternity  Bundles.  46,537  ;  Oct. 
16. 

Johnston,  Robt.  A..  Co.,  Milwaukee,  Wis.  Estoril.  For 
Candles  and  Chocolate.     48,538  :  Oct.  15. 

Knorpp,  Arthur,  doing  business  as  Knorpp  Candy  Co., 
Brooklyn,  N.  Y.  Educational  Sugar  Mints.  F'or  Sugar 
Mints.     46,539  :  Oct.  15. 

L.  A  R.  Products  Co..  Inc.,  The,  Portsmouth,  Ohio.  Pan-A- 
Cea.     For  a  Foot  Powder      46,540  ;  Oct    15. 

Lepofsky,  Morris,  doing  business  as  Morris  Elxtract  Com- 
pany. Detroit.  Mich.  Cocktail  Mix  For  a  Blended 
Mlxtnre  Used   in   Making  Cocktails.      46.541  ;   Oct.    15. 


Los  .\ngeles  Brewing  Co.,  Los  Angeles,  Calif.  Zobeleln's 
Eastslde  Taste  of  Its  Superior  Quality.  For  Beer. 
46,542;  Oct.  15. 

Lyon,  A.,  Ix>8  Angeles,  Calif.  Diamond  Jim.  For  Whis- 
key.    46,543  ;  Oct.  15. 

Maclc  Manufacturing  Co.,  Charleston,  W.  Va.  Magic 
Washing  Solution.  For  a  Washing  Solution.  46,644  ; 
Oct.  16. 

Malasky     Harry.    Washington,   D.   C.      Trustworthy.      For 

U.'sed   Pneumatic  Tires.     48,546;   Oct.   15 
.McElroy. -John  T,   Packing  Company,    East    El   Paso,  Tex. 

McElroy's  Preferred.      For   Sliced  Bacon.     46,546  ;  Oct. 

15. 
Morris  Extract  Company.      (See  Lepofsky,  Morris.) 

Nlles  k  Moser  Cigar  Company,  Kansas  CItv,  Mo.  Nlles  k 
Moser's  Hand  Made.  For  Cigars.  14,823;  renewed  Aug. 
25,  1938. 

Orchard  Products  Company,  Chicago,  111.  Orchards  True 
Maple  Flavored  Dextrose  Sugar.  For  True  Maple  Fla- 
vored Dextrose  Sugar.     46,.'>47  ;  Oct.  15. 

Orchard  Products  Company,  Chicago,  111.  Orchard's 
Fruited  Dextrose  Sugar  with  Fruit  Acid.  For  Fruited 
Dextrose  Sugar  with  Fruit  Acid.     46,548;  Oct.  16. 

SchHIlng.  A..  A  Company,  San  Francisco.  Calif.  White 
Pepper.     For  White  Pepper.     46,549  ;  Oct.  15. 

Schilling.   A.,  k  Conmany,  Sas)   Francisco,  Calif.      Savory. 


shilling.   A.     k  Conipany,   Sas) 
For  Savory.     46,.550  ;  Oct.  15. 


Schilling,  A.,  k  Company,  San  Francisco,  Calif      Mustard. 
For  Mustard.     46.551  ;  Oct.  15. 

Schilling,    A.,  k  Company,   San   Francisco,   Calif.      Pastry 
Spice.     For  Pastry  Spice.     46,552  ;  Oct.  15 

Schilling,  A.,  k  Company.  San  Francisco.  Calif.     Cream  of 
Tartar.     For  Cream  of  Tartar.     46,553:  Oct.  15. 

Schilling,  A.,  k  Company,  San  Francisco.  Calif.     Tumeric. 
For  Tumeric.     46,554  ;  Oct.   16. 

Schilling.  A.,  k  Company,  San   Francisco,   Calif.     Poultry 

Seasoning.     For  Poultry  Seasoning      46.555  :  Oct.  15. 
Seminary  Oil  Co.,  The.      (See  Farrer.  Charles  M  ) 

Walker's  of  Boston     Inc.,   Boston,   Mass.      Southern  Pride. 

For  Bourbon  Whiskey.     46.556  :  Oct.   15. 
Walker's  of  Boston,   Inc..   Boston,    Mass.      Ohio   Superfine 

Brand.     For  Straight   Bourbon   Whiskey      46,557^;  Oct. 

15. 
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Walker's  of  BostOD,  Inc.  Boston,  Mass.  Ohio  Brand 
Straight  Rye  Whiskey.  For  Straight  Rye  Whiskey. 
46,558  ;  Oct.  15. 

Walker's  of  Boston,  Inc.,  Boston,  Mass.  Ohio  Brand 
Strslgbt  Bourbon  Whiskey.  For  Straight  Bourbon  Whis- 
key.   46.559 ;  Oct.  16. 


W^lrht,  Frank  L..  Distilling  Co.,  The,  Lorley  and  Balti- 
more, Md.  Wlgbtcrest.  For  Straight  Rye  Whiskey. 
46,560  ;  Oct.  15. 

Wrigley,  Wm.,  Jr.,  Company.  Chicago,  111.  Wrigley  s 
Doable  Mint  Chewing  Gum.  For  Chewing  Gum.  48,661  ; 
Oct.  16. 


LIST  OF  EEGISTRANTS  OF  PRINTS 


Cream    of   Wheat    Corporation.    The,    Minneapolis,    Minn. 

Six  Years  of  Special   Hazards  !      For  Wheat   Breakfast 

Food.     16,417  :  Oct.  16. 
Engel    Art    Corners    Mfg.    Co..    Chicago,    lU.      Transparo 

Artcorners.      For    Corners    for    Mounting    Photographs, 

Prints,  Stamps.  Etc.     15,418:  Oct.  15. 


F-R  Publishing  Corporation,  New  York,  N.  Y.  Advertised 
in  the  New  Yorker.     For  a  Publication.     15.419  ;  Oct.  15. 

MarkweU  Mfg.  Co.  Inc.,  New  York.  N.  Y.  Markwell  3  Way 
Fastener.    For  Fasteners.     16,420  ;  Oct.  16. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  2 

Bags,  Paper.     Colombia  Paper  Bag  Company.     108,864-64  ; 
renewed  February  29,  l638. 

CLASS  4 

Cleaning    preparation.      Fltrpatrirk    Bros.    Inc.      329,076; 
Oct.  16 ;  Serial  No.  365,073  ;  published  Aug.  6,  1936. 

CLASS  6 

Chemicals,  PresrrlDtlon.     Ehrmann-Strauss  Co.     329,077; 

Oct.  16;  Serial  No.  385,071  ;  published  Aug.  6    1936. 
Cleaning    compound    and    stain    remover.      A.    L.    Wilson 

Chemical     Company        329.051;     Oct.     16:     Serial     No. 

360,948;  published  Aug.  6.   1036 
Cleansing,    invigorating    and    deodorant    compound,    and 

water    softener    compound.      R.    F.    Morenus.      329,114; 

Oct.  15;  Serial  No    366,472;  published  Aug.  8,  1935. 
Cough    syrup.      Hoffmann-La    Roche,    Inc.      3'29.0O4 ;    Oct. 

15;  Serial   No.   365.883;  published  Aug.  8,  19^5. 
Cream,    Deodorant.      Feminine    Products.    Inc.      329,010 ; 

Oct.  16  ;  Serial  No.  366.933  :  published  Aug.  6,  1935. 
Dyes  for  shoes,  etc.,  leather  flnlsner,  and  thinners  for  dyes. 

Banner  Color  Dyes  Corporation.     328,998  ;  Oct.  15  ;   Se- 
rial No.  364,567  ;  published  Aug.  6,  1935. 
Electroplating     bath     Ingredients.       Hanson-Van     Wlnkle- 

Munnlng    Company.       329,037  :     Oct.     15 ;     Serial     No. 

363.167:  published  Aug.  6,  1936. 
Fumigant.      West    Disinfecting    Company.      329,148;    Oct. 

15;  Serial  No.  866.128;  published  Aug.  8,  1936. 
Headache      preparation.         Abbott-Fink      Chemical       Co. 

329,086;  Oct.   15;   Serial   No.   365,433;   published   Aug. 

6.  1985. 
Laxative.    Chocolate   coated.      R.   Brewer.     329.053:   Oct. 

15;  Serial  No.  360,456;  published  July  16,  1935. 
Medicinal    preparation    for    treatment   of    pUes   and    hem- 
orrhoids.    24  H  Chemical  Company.     829.064 ;  Oct  16  ; 

Serial  No.  366,039  ;  published  Aug.  6,  1936. 
Medicinal  preparation   for   use   as  a    general  tonic.      Sum 

Products     Company.       329,015;     Oct.     16;     Serial     No. 

364,690  ;  published  Aug.  6,  1935. 
Medicine  for   relief  of  ;>ain.  simple  headaches,  neuralgia, 

etc.       L.    B.    Collins.      829,047;    Oct    16;    Serial    No. 

362,797  :  published  Aug.  6,  1936. 
Powder  and  dynamite.     Atlas  Powder  Company.     108,461  ; 

renewed  Feb.  8,  1936. 
Preparations   for   the   relief  of  athlete's   foot.    Antiseptic. 

H    S    Malbln.      329.070;  Oct.   15;    Serial   No.   865,300; 

published  Aug.  6,  1985.  „      ^      a.     , 

Salve    for    relief    of    muscular     pains.       S.    G.     Stanley. 

3-29.115  :  Oct.  16;  Serial  No.  365,488;  published  Aug.  6, 

1935. 
Saponaceous   compounds,    shaving   cream,    shaving   stldis, 

etc.       Shulton.    Inc.       329,062;    Oct.     15;    Serial    No. 

364,973  :  published   Aug.  6.  1935. 
Specific  for  malaria  and  kindred  ailments,     Harman-Duval 

Company.     329.080  ;  Oct.  15 ;  Serial  No.  365.034  ;  pub- 
lished Aug.  6.  1936. 

CLASS  11 

Paper.  Carbon.  Columbia  Ribbon  k  Carbon  Mfg.  Co. 
S29.158  ;  Oct.  16. 

CLASS  12 

Bakeries  sold  In  knock  down  form.  Patty  Cake  Com- 
pany. 329,020-1:  Oct.  16:  Serial  Nos.  364,355-6:  pub- 
lished Aug.  6,  1935. 

Brick       HydraaMc-Press   Brick   Company.      329.017;    Oct. 

15  :  Serial  No.  364.544  ;  published  Aug.  6.   1935. 
Building    materials.      Kranss    Bros.    Lumt>er    Co.    of    Fla. 

329.112:   Oct.    16:   Serial   No.   865,481;   published   Aug. 
6    1*986 
Clav  products.     Gladding,  McBean   k  Co.      329,052;   Oct. 

16  Serial  No.  360,713  ;  published  Aug.  6,  1935. 
Shingles.     Asphalt.       United     States     Gypsum     Compan 

3'29  050;   Oct.    16;   Serial   No.   361.233;    published   Au 

8.  1935.  ...  ^      .       ^ 

Waterproof  paper  for  concrete  construction.  Angler  Cor 
norJJtion.  .358,994  :  Oct.  16  ;  Serial  No.  819,603  ;  pub 
ilshed  Aug.  6,  1936. 


ug. 


Waterprooflng  and  sealing  compound.  American  Building 
Products  Corporation.  329,029 ;  Oct.  16 ;  Serial  No. 
363,963  ;  published  Ang.  6,  1936. 

CLASS  13 

Faucets.  Hays  Manufacturing  Company.  329.075 ;  Oct. 
16 ;  Serial  No.  365,180 ;  pnbllshed  Aug.  6.  1936. 

CLASS  18 

Candles.     Will  k  Baumer  Candle  Co.     329.067  ;  Oct.  16 ; 

Serial  No.  365,421  ;  published  Aug.  6    1935. 
Gasoline,    motor    lubricating    oils,    fuel    oils,    etc.      M.    J. 

Strassner.     329.105;  Oct.   16:  Serial  No.  364,896;  pub- 
lished Aug.  6.  1935. 
Oil,    Lubricating.      Warner    Quinlan    Company.      329,030; 

C)ct.  15  ;  Serial  No.  363.965  ;  published  Aug.  6.  1935. 
Oil,  Motor   lubricating.      Wynne   Oil    Company.      .329,025; 

Oct.  15:  Serial  No.  364,110  ;  published  Aug.  6.   1935. 
Oils  and  greases.  Lubricating.     Industrial  OH  Corporation. 

329,069  ;  Oct.  15  ;  Serial  No.  365,339  ;  published  Aug.  6, 

1935. 
Oils  and  greases,  Lubricating.     Native  State  Oil  Company. 

329.106;   Oct.    15;    Serial   No.   364,966;   published   Aug. 

6,  1935. 
Oils,  FneL     Warner-Quinlan  Company.     329,072  ;  Oct.  16 ; 

Serial  No.  365.279;  published  Aug.  6,  1936. 
Oils,  Lubrication.     Leonard  Company.     329.113;  Oct.  16; 

Serial  No.  365,465  ;  published  Aug.  6,  1935. 

CLASS  18 

Coating  for  gaskets,  asbestos  saturants.  asbestos  fiber 
binders,  etc.,  all  in  the  nature  of  a  paint.  Top.  Victor 
Manufacturing  k  Gasket  Co.  329,058  ;  Oct.  15  ;  Serial 
No.   357.657  ;   published   Aug.   6.   1935. 

Paint  automotive  finishes,  lacquers,  paint  enamels,  etc. 
W.  P.  Fuller  k  Co.  328,999:  Oct.  15;  Serial  No. 
364.577  ;  Lfublished  July  23.   1936. 

Paints,  Cold  water.  American  Gypsum  Company. 
3'29.147  ;  Oct.  16  ;  Serial  No.  366,132  ;  published  July 
30.  1936. 

Paints,  paint  enamels,  lacquers,  etc.  Oxford  Varnish  Cor- 
poration. 328.979:  Oct.  16;  Serial  No.  356,600;  pub- 
lished July  23,  1935. 

Paints,  paint  primers,  paint  enamels,  and  lacquers.  Pitts- 
burgh Plate  Glass  Company.  329,063;  Oct.  16;  Serial 
No.  366.067  ;  published  July  30,  1935. 

Paint,  paint  primers,  paint  enamels,  and  lacquers.  Pitts- 
burgh Plate  Glass  Company.  329.109;  Oct.  15;  Serial 
No.  388,070;  published  July  30,  1935. 

Paints,  paint  primers,  paint  enamels,  and  lacquers.  Pitts- 
burgh Plate  Glass  Company.  329.133;  Oct  16;  Serial 
No.  366,432  ;  published  July  30,  1935. 

Paints,  varnishes,  paint  enamels,  and  finishing  products. 
Colfanite  Products  Company.  329.023  ;  Oct.  15  :  Serial 
No.  364.275  ;  published  July  23,  1935. 

Paints,  varnishes,  paint  enamels,  etc..  Beady  mixed.  Al- 
bert K.  Sheldon  Company.  329.132;  Oct.  15;  Serial 
No.  365.821  :  published  Aug.  6,  1935. 

Polish,  Furniture.  Acme  White  Lead  and  Color  Works. 
329.016 ;  Oct.  15 :  Serial  No.  364,563 ;  published  July 
30,  1935. 

Resin  for  use  In  paints,  varnishes,  etc..  Synthetic.  Beck. 
Koller  &  Co.  329,061  ;  Oct.  15 :  Serial  No.  364,981  : 
published  July  23,  19.35. 

Resins,  resin  solutions,  and  oils.  Beck,  Koller  &  Co. 
3'29.028:  Oct.  16:  Serial  No.  363,994;  published  July 
23    1935 

Terpene  hydrocarbon  solvent.  Narrow  boiling  range.  Her- 
cules Powder  Companv.  329.011;  Oct.  15;  Serial  No. 
365.942  ;  published  Aug.  6,  19S6. 

CLASS  19 

(Hogtire  devices  for  automobiles.  Eaton  Detroit  Metal 
Companv.  329.l2ri;  Oct.  15;  Serial  No.  365,609;  pub- 
lished Aug    8.  1935.  ^       ^  ^^ 

Radiator  shield.  Automotive  vehicle.  A.  O.  Cobbs. 
329,111;  Oct.  15;  Serial  No.  365,443;  published  Aug. 
6.  1936. 


Till 
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Trucks,  Scooping  and  dumping  hand.  R.  C.  Yant.  329,007  ; 
Oct.  15  ;  Serial  No.  366,919  ;  published  .\ug.  6,  1936. 

CLASS  21 

Splicers,  connectors,  couplInKS.  etc.  Bull  Dor  Electric 
Products  Company.  328,981  :  Oct.  15 ;  Serial  No. 
354,024  ;  published  Apr.  9,  1936. 

CLASS  22 

Sporting  goods.  Horace  Partridge  Company.  105.741 ; 
renewed  Aug.   17,   1935. 

CLASS  23 

Agricultural  imtilements.  S.  L.  Allen  k  Co.  12,765  ;  re- 
newed Nov.  if,  1935. 

Printer's  quoins,  perforating  and  scoring  grippers  for 
platen  printing  presses,  etc.  Saftee  Quoin  Company. 
329.159  ;  Oct.  fo. 

Saws.  Hand  operated  wood.  E.  C.  AtJcins  and  Company. 
329.141;  Oct.  15;  Serial  No.  366.351;  published  Aug. 
6.  1935. 

Sweepers.  Carpet.  Btssell  Carpet  Sweeper  Co.  329.120; 
Oct.    15  :    Serial    No.    365,593 ;    published    Aug.    6.    1936. 

Typewriting  machines  and  parts  thereof.  Underwood  El- 
liott Fisher  Company.  329.1.38;  Oct.  15;  Serial  No. 
366.383  ;  pnblisheii  Aug.  «.   1935. 

Tpsetting  and  heading  machines  for  bolt  blanks.  National 
Machiuery   Company.      329,162;    Oct.   15. 

CLASS  24 

Wringers,  and  washing-machines.  Clothes.  Buckley,  New- 
hail  Company.     108,685  ;  renewed  Feb.  22,  1036. 

CLASS  26 

Apparatus  for  testing  the  quality  and  quantity  of  oil. 
Lnb-O-Meter.  Inc.  329,135 ;  Oa.  15 ;  Serial  No. 
366,420  ;  published  Aug.  6.  1935. 

CLASS  28 

Bracelets,  pendants,  ear  rings,  etc.  Vogue  Jewelry  Manu- 
facturing Company.  329,116;  Oct.  15;  Serial  No. 
365,493  ;  published  Aug.  6,  1935. 

Chains  for  personal  wear.  Metal.  W.  Forstner  Co 
106,318;  renewed  Oct.   19    1935. 

Jewelry.  B.  F.  Hirsch.  Inc.  329,124 ;  Oct.  16  ;  Serial  No. 
::C5.623  ;  published  Aug.  6,  1935. 

Jewelry  and  articles  of  adornment.  J.  k  U.  Flyer. 
329.103  ;  Oct.  15  ;  Serial  No.  364,814  ;  published  Aug.  6, 

CLASS  29 

Cleaning  device.  Stanley  Home  Products,  Inc.  329,161  ; 
Oct.  15. 

CLASS  32 

Furniture.  M.  Rclschmann  k  Sons,  Inc.  108,661  ;  re- 
newed Feb.  22,  1936. 

CLASS  33 

Tumblers,  bottles.  Jars.  Salem  Glass  Works.  329  022 ; 
Oct.  15;  Serial  No.  364,249',  published  July  23,  1936. 

CLASS  34 

Fan  and  blower  forced  draft  coal  furnace  attachment 
Hrunner  Engineering  Corporation  of  New  York. 
329,167  ;  Oct.  15. 

Lamps,  vapor-lamps,  and  oil-lamps.  Gas.  Bu(klev,  New- 
hall  Company.     108.684  ;  renewed  Feb.  22,  1936. 

r.i2hters,  Fnameies.s  catalytic  cigar,  cigarette,  anil  pipe 
r.entlee  Mannf.nrtnring  Corporation.  328,988;  Oct.  15; 
Serial  No.  345,196  ;  published  Aug.  6,  1935. 

CLASS  35 

latching  kits  for  mending  pneumatic  tires  and  tubes 
Portable.  Bowes  Sea!  Fast  Corporation.  329,168: 
Oct.  15. 

CLASS  37 
Hinders.    Loose    leaf.      Wilson-Jones    Company.      329  014  • 

Oct.  15;  Serial  .No.  365.9C8  ;  published  Aug.  6,  1935. 
Books,    Check-cash       Dreher  &   Frost.      329,057-    Oct     15- 

Serial   No.   359.427:    piitijlshf.l   .\iig.   6,   1935. 
Books,  Blank.    Trussell  Maiiufncturing  Company.    329  036' 

Oct.  15  :  Serial  No.  363.191  :  published  .Aug    6,  1935 
Charts,    Blank       Deward  k  Klch.    Inc.      329  074;   Oct     16- 

Serial  .No.   385,191  ;  publl.-<hed  July  23    1935 
Drawing  board  and   top  sheet.  Ben  Day.     Craftint  Manu- 
facturing    Company        329.079;     Oct.     15;     Serial     No 

3t55,063  ;   publishe*!    July   23     1935. 
Ixinlicating   machines   of   the  stencil   type       K     W    Gaar 

•129,048;    Oct.    15:    Serial   No.    362,547;    published    .Aug' 

•3.  1935.  *■ 

Enveloi>es.      Postaee   Meter  Company.     329  012-   Oct    15' 

Serial  No.  365.956  ;  published  July  23.  1^35 
^^k'^L     .^^'^JL'''y     i'org*'     Envelope     A     Paper     Company. 

-320,149;   Oct.    15;    Serial   No.    366,126;    published  July 

Paper,   billheads,   papeterle.    etc      Bradner  Smith   k   Com- 

jfir''23'^"l9,35'  '  ^^^'   ^^  '  '^^''*'  ^'°'   ^^"^'^^  ■   published 

Paper,  Bond.   Champion  Coated  Paper  Company.    329,170  ; 

Paper,  Embossed  glasslne  Westfleld  River  Paper  Com- 
pany.    329.137;  Oct.  15;  Serial  No.  366,386;  published 

July    t>0,    1  aoO. 


I^«Per  fasteners,  paper  clips,  desk  flies,  etc.     Parrot  Speed 

Fastener   Corporation,      329,110;    Oct.    15;    Serial    No. 

366,072:  published  July  30,  1935. 
Paper,    Printing   and    writing.      Graham    Paper   Company. 

329,049 ;  Oct.  15 ;  Serial  No.  362,616 ;  published  Aug.  6. 

1935. 
Paper,     Wrapping.       Daniels     Manufacturing     Company. 

329,078  ;  Oct.  15  ;  Serial  No.  866,065  ;  published  Aug.  8, 

Paper,  Writing  and  printing.  American  Wrltlag  Paper 
Company.  .329.009;  Oct.  15;  Serial  No.  366,923;  pub- 
lished July  30,  1936. 

Papers,  Book  and  cover.  Peninsular  Paper  Company. 
329.140;  Oct.  16;  Serial  No.  366,370;  published  July 
30,  1935. 

Papers.  Printing  and  writing.  Butler  Paper  Corporations. 
329,024;  Oct.  15;  Serial  No.  364.226;  published  Aug. 
6.  1935. 

Tags  and  labels.     Tagcraft  Corporation.    329,153;  Oct.  15. 

CLASS  38 

Book^  of  Instructive  drawing  published  In  a  series.     J.  O 

Vogel.     329.157;  Oct.  15. 
Cartoons  and  news  drawings  and  pictorial  representations 

of  news  events.  Newspaper.     Cartograph  Corporation  of 

America.      329,033;   Oct.   15;   Serial   No.   363.581;  pub- 
lished Aug.  0,   1935. 
Heading  for  a  column,  a  department,  a  feature,  an  article, 

or  series  of  articles.     J.    F.    Montague.      329,150 ;  Oct. 

16:  Serial  No.  .366,110;  published  July  30,   1935. 
Magazine.      Dr.    Salisbury's    Laboratories.      329,139;    Oct. 

16:   Serial  No.  366,375;  published  July  30,   1935. 
Paintings,    portraits,    pictures,    and    miniatures.      Chicago 

Portrait     Company.       329,027 ;     Oct.     15  ;     Serial     No 

364,047;  published  Aug.  6    1935. 
Periodical.      Phillips    Packing    Company.      329,107 ;    Oct. 

15;    Serial    No.    364,969;    published    July   23,    1936. 
Printed  Bible  lessons.     E.  K.  Bragdon.     329,121  ;  Oct.  16: 

Serial  No.  365.594  ;   published  Aug.  6.   19.36. 
f'ubllcatlon.      Friendly    Society    of    Engravers.      329,142; 

Oct.   16 :   Serial    No.    366,321  ;    published   July   30.    19.35. 
Publication,    Periodical.      Burdlck    Corporation.      329.000; 

Oct.   15;    Serial    No.    365,838;   published    Aug.   6.    1936 
Publication,   Periodical.      Sunshine  Stores,   Inc.      329.066  ; 

Oct.    15;   Serial  No.   366.036;    publishe<j   July  30.   1936. 
Publication  rate4  aa  a  periodical.    J.  E.  Godwin.   329  130  ; 

Oct.  15;  Serial  No.  365.788;  published  Aug.  6,  19;i5. 
Publications,  Periodical.     Container  Corporation  of  .Amer- 
ica.     .329.122;   Oct.    15;   Serial   No.   366,603;   published 

Aug.  6,  1936. 
Stamps,  Trading.     Red   Bird   Stamp  Company.      329,013: 

Oct.    16;    Serial   No.   305,959;    published   Aug.   6,    1935. 

CLASS  39 

Boots  and  shoes.  Leather.    Beck  Shoe  Company,     l08,^«7 ; 

renewed  Feb.  15,  1936. 
Clothing,    Men's.      iDternational   Tailoring   Co.      329,001  ; 

Oct.  15  ;  Serial  No.  366,848  ;  published  Aug.  0    19.35. 
Hosiery.     Claassner  Hosiery  Company.     329,118  ;  Oct.  16  ; 

Serial  No.  365,613  ;  published  Aug.  6,  1935. 
Overcoats,    top   coats,   and   suits   for   men.      I.rfinsky   Bros. 

Inc.     329  101:  Oct.    15;   Serial   No.   364.726:  published 

Aug.  6.  1935. 
Stocking  protectors.     H.  L.  Nelke.     329,073;  Oct.  15:  Se- 
rial No.  365,262;  publiwhed  Aug.  6,  1936. 
Suits,   overcoats,    and    shirts.    Men's   and   l)oys'.      John    C. 

Maclnnes    Company.       329.104;     Oct.    16;     Serial    No. 

364,826  :  published  Aug.  6,   1035. 
Suits,  separate  trousers,  coats,  etc.     H.  I.  Gann.     329.127  ; 

Oct.  15  ;  Serial   No.  365.729  ;  published  Aug.  6,  19.35. 
Sweaters.      Olympla    Knitting   Mills.    Inc.      329.152;    Oct. 

15;  Serial  N«.  .345.173;  published  Jan.  29,  1935. 
Vests,  pants,  trunk  drawers,  etc..   Men's  and  boys'.     Two 

Steeples.     Limited.       329.054:     Oct.     16:     Serial     No. 

359,932;  published  Aug.  6,  1936. 

CLASS  42 

Cotton  piece  goods  and  diapers.  RIegel  Textile  Corpora- 
tion.     329  165  ;  Oct.   15. 

Hair  nets.  Human.  Paradise  Packing  Co.  329.006  ;  Oct 
15  ;  Serial  No.  365.893  ;  published  Aug.  6.  1935. 

Piece  goods.  Farr  Alpaca  Company.  329,056 ;  Oct  16  * 
Serial   No.   359,463  ;   published   Aug.   6,   1935. 

Pile  fabrics  In  the  piece.  Sidney  Blumenthal  k  Co.  Inc. 
329.145-6;  Oct.  15:  Serial  Nos.  366,135-6;  published 
Aug.  6,  1935. 

Textile  fabrics.  William  Whitman  Company.  329  006; 
Oct.  15;  Serial  No.  365,913;  published  Aug.  6,  1935. 

CLASS  44 

Hypodermic  needles  and  surgical  and  dental  Instruments. 
MacGregor  Instrument  Company.     329,155;  Oct.  15. 

CLASS  46 

Bererafes,  Maltless.      Orlstede  Bros.    Inc.     329,163  ;  Oct. 
■/lo. 
Concentrnte    for    soft    drinks,    Maltless.      A.    Rosenthal. 
329,154  ;  Oct.  15. 

CLASS  46 

Bread.  Waldensian  Baking  Company.  328.977  ;  0«t  15- 
Serial  No.  366,974  ;  published  .Aug.  6,  1985. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


iz 


Canned  corned  beef  bash  and  canned  chill  con  carne  and 

beans.     Chicago  Food  Products  Co.     329,034;  Oct.  16; 

Serial  No.  363,425;  published  Aug.  6,  1936. 
Canned     ravioli,     mushroom     sauce,     cut     maccaroni    and 

gravy,  etc.     C.  A.  Bowerman.     329,056;  Oct.  15;  Serial 

No.  359,450  ;  published  Aug.  6,  1935. 
Canned  tuna  fish.    Seaboard  Packing  Corporation.    328,978  ; 

Oct.  16  ;  Serial  No.  366,644  ;  published  Aug.  6,  1936. 
Cheeae.     Uaupt  &  Burgl.     108.000 ;  renewed  Feb.  15,  1936. 
Cheese.         Tillamook       County      Creamery       Association. 

329,126;  Oct.   15;   Serial  No.   365,674;  published   Aug. 

6,  1935. 
Coffee.     Dwlnell-Wrlght  Company.     329.071;  Oct.  15;  Se- 
rial No.  865,290;  published  Aug.  6.  1936. 
Coffee,   tea,  spices,  etc.     James  G.  Gill  Co.     108,596;  re- 
newed Feb.  15,  1936. 
Flour.      Colorado   Milling  k   Elevator   Co.      328.980;   Oct. 

16:   Serial  No.  354,278;  published  Dec.  4.  1934. 
Flour,  Wheat.    Scott  County  Milling  Company.    108,723-4  ; 

renewed  Feb.  22,  1936.  ^„  ^„„     ^  ^ 

Flour.  Wheat.     Twin  City  Flouring  Mills.     329  026;  Oct. 

15  ;  Serial  No.  364,078  ;  published  Aug.  6,  1935. 
Flour,  Wheat.     Yukon  Mill  and  Grain  Company.     329,060  ; 

Oct.  15  ;  Serial  No.  857,032  ;  published  Aug.  6,  1935. 
Food,  Dog.     Bannock  Food  Company.     329.131  ;  Oct.  16  ; 

Serial  No.   365.792  ;  published  Aug.  6,   1935. 
Food  product  In  tablet  form.     Vitamin  Products  Research 

Foundation.  Inc.    328,987  ;  Oct.  16  ;  Serial  No.  367,871 ; 

published  Aug.  13,  1935.  ,  o„«,iro 

Grapes.    Fresh.      Victor    Fruit    Growers.    Inc.      329,168; 

Honey  dew  melons.     W.  R.  Grace  k  Co.     329.035 ;  Oct.  16 ; 

Serial  No.  36:^,323;  published  Aug.  6.  1936. 
Milk  modifier.     A.  B.  Lalng.     329.119 ;  Oct.  15 ;  Serial  No. 

365,519  ;  published  Aug.  6,  1935. 
Vegetables  and  melons.   Fresh.     G.  G.  Averlll.      328,997  ; 

Oct.    16;   Serial    No.    364,566;    published   Aug.   6,    1935. 
Vegetables,       Fresh.         Maior       Distributing       Company. 

329,126;  Oct.  15:  Serial  No.  366,636;  published  Aug.  6, 

1936. 
Vinegar  and  table   syrup.     Crown   Products  Corporation. 

328,993;   Oct.   16;   Serial  No.  343,162;  published  Aug. 

Yeast  food.  Chas.  P.  Wagner  &  Bro.  329.068  ;  Oct.  15 ; 
Serial  No.  365,362  ;  published  Aug.  6.  1935. 

CLASS  47 

Wine.  Sauterne.  J.  R.  Parklngton  &  Company  Limited. 
328.986 ;   Oct.    15 ;    Serial   No.    345,345 ;    published    Feb. 

Wltie.   White   burgundy.      J.   Mommessln.      329.031 ;   Oct. 

16;  Serial  No.  358.627;  published  Aug.  13,  1936. 
Wines.     Lombnrdv  Wine  Corporation.     329.060  ;  Oct.  15  ; 

Serial  No.  364.995:  published  Aug.  6,  1935. 
Wines.     Soclete  Bouchard  Pere  k  Flls  Soclete  a  R?spons- 

ablllte  Llmltee.     328,984;  Oct.  15;  Serial  No,  347,381; 

published  Apr.  30,  1936.  ,         „ , 

Wines,  Carbonated.    WIdmer's  Wine  Cellars,  Inc.    329,117; 

Oct.  16 ;  Serial  No.  365,496 ;  published  Aug.  6,  1936. 

CLASS  48 
Beer,     Keg     and     bottle.       Sablnas     Brewing     Company. 

Bitters,  alcoholic  aromatic  bitters  ginger  and  mint.  Or- 
ange. Castle  Products,  Inc.  329,018;  Oct.  15;  Serial 
No.  364,536  :  published  Aug.  13,  1935.  „„,rv,>,^ 

Brandy.  Jamej^  Clark  Distilling  Corporation.  329.144 ; 
Oct.   16;  Serial  No.   366,228:  published   Aug.   13.   1936. 

Brandy.  II.  A.  Markus.  329.085;  Oct.  16;  Serial  No. 
306.825:  published  Aug.   13.   1935.  ^  ^    ,^ 

Cocktails.  Town  House  Corporation.  329  128;  Oct.  16; 
Serial  No.  365,760  ;  published  Aug.  13,  1935. 

Cordials,  Alcoholic.  Mar-Salle  Chicago  Company. 
329,151  :  Oct.  15 ;  Serial  No.  366,104  ;  published  Aug. 
13.  1935. 

Cordials.  Alcoholic.  Mohawk  Liqueur  Corporation. 
329.095;  Oct.  lb;  Serial  No.  366.573;  published  Aug. 
13    1935 

Flavoring  for  distilled  spirits.     L.  P.  Premier.     329,166; 

Gin.     F-C^  Importers,  Inc.     329,138;  Oct.  16;  Serial  No. 

366,410:  published  Aug.   13,   1935. 
Gin.     M.  H.  Lees.     329.164;  Oct.  15.  ,      „     .   .    „ 

Gin      D    A.  Schulte.   Inc.     329.019;  Oct.  15;   Serial  No. 

364.485;  published  Aug.  13.  1935. 


Oct.  15; 

329,086  ; 
13,    1935. 
No. 


Gin  and  whiskey.     W.  Hasekamp  ft  Co.     328,989-92 :  Oct. 

15  ;  Serial  Nos.  343.587-90  ;  published  Aug.  13,  1935. 
Gin,  DisUUed   dry.     Huyler's.     329,042 ;   Oct.   15  ;   Serial 

No.  366,940  ;  published  Aug.  13,  1935. 
Gin,  whiskey,  and  brandy.     Beaumart,  Inc.     328,996 ;  Oct. 

15  ;  Serial  No.  366,975  ;  published  Aug.  13,  1936. 
Gin,  whlskej-.  brandy,  etc.     Black  I'rince  Distilleries,  Inc. 

329,094 ;   Oct,   15 ;   Serial  No.  366,603 ;   published  Aug. 

13,  1936. 
Rum.     Manuel  Marin  k  Company.     329,038  ;  Oct.  16  ;  Se- 
rial No.  363,003;  published  Aug.  13,  1935. 
Rum,  brandv,   ethyl  alcohol,   etc.      Rovira   y  CompaQia   S. 

en  C.     32^.985  ;  Oct.  15  ;  Serial  No.  346,990  ;  published 

Aug.  13,  1935. 
Spirits,  Mixed  distilled.    P.  De  Journo.     329,100  ;  Oct.  16  ; 

Serial  No.  364,619  ;  published  Aug.  13,  1935. 
Whiskey.     Adams,  Mitchell  k  Co.     329,046  ;  Oct.  16  ;   Se- 
rial No.  362,800;  published  Aug.  13,  1935. 
Whiskey.     Austin,  Nichol.s  k  Co.  Inc.     329,091 ; 

Serial  No.  366,703;  published  Aug.   13,  1935. 
Whiskey.     College  Inn  Food  I'roducts  Company. 

Oct.  16 ;  Serial  No.   366,810 ;   published  Aug. 
Whiskey,     J.    A.    Berson.      329,087 :    Oct.    15  ;    Serial 

368.803;  published  Aug.  13,   1936. 
Whiskey.      Bohemian    Distributing   Co.    Ltd.      329,096-7 ; 

Oct.  16  ;  Serial  Nos.  366.506-7  ;  pubUshed  Aug.  l3,  1935. 
Whiskey.     Famous  Distributing  Corp.     329.099  ;  Oct.  15  ; 

Serial  No.  366.466  ;  published  Aug.  13,  1935. 
Whiskey.     Glencoe   Distillery  Co.     329,043  :  Oct.   16 ; 

rial  No.  366.938  :  published  Aug.  13,  1935. 
\^Til8key.     M.  H.  Lees.     329. ,160;  Oct.  15. 
Whiskey.     Los  Angeles  Brewing  Co.     329,040-1  ;  Oct. 

Serial  Nos.  366,950-1  ;  published  Aug.  13,  1935. 
Whiskey.     Oldetyme  Distillers,  Inc.     329,134  ;  Oct.  15 

rial  No.  366,430;  published  Aug.  13.  1935. 
S.  S.  Pierce  Co.     329.081  ;  Oct.  16 
published  Aug.  13,   1935. 

Rolandelli   Co.      329,083;    Oct.   15;    Serial  No. 
published  Aug.  13.  1936. 
D.   A.   Schulte.  Inc.     329,003  ;  Oct.   15  ;   Serial 

No.  ^65,857  :  published  Aug   13.  1935. 
Whiskey.     Joseph  E.  Seagram  &  Sons,  Inc.     328,982  ;  Oct. 

15;   Serial   No.   353,353;   published   Oct.   9,    1934. 
Whiskey.     Siegfried  Lowenthal   Company.     329,092 ; 

15;  Serial  No.  366,676;  published  Aug.  13.  1935. 
Whiskey.      K.    Taylor   Distilling   Co.    Inc.      328,983; 
15  ;  Serial  No.  352,638  ;  published  Aug.  13,   1935. 
Whiskey.     Hiram  Walker  &  Sons,  Inc.     329,082  ;  Oct.  16  ; 

Serial  No.  366,890;  published  Aug.  13,  1935. 
Whiskey.     William   Whlteley   k  Company.     329,088;  Oct. 

16:  Serial  No.   366.749;   published  Aug.  13.  1935. 
Whiskey  and  other  potable  spirits.     Jos.  S.  Finch  ft  Com- 
pany.    328.995;  Oct.  16;  Serial  No.  333,565;  published 

Aug.  13,  1935. 
Whiskey,  both  rye  and  bourbon. 

Oct.   15:   Serial  No.   366,919 


Whiskey. 

366,915 
Whiskey. 

366,874 
Whiskey. 


Se- 


15; 
Se- 


Serial  No. 


Oct. 
Oct. 


Whiskey,  brandy,  cognac,  etc. 
Oct.    15;   Serial  No.   366,917 


329.044  ; 
13,  1936. 
3^9.045  ; 
13.   1936. 


Distilling  Corpora- 
366,229  ;  published 


S.  S.  Pierce  Co. 

published  Aug. 

S.  S.  Pierce  Co. 

published  Aug. 

Whlskev,  gin,  brandv,  etc.  Records  &  Goldsborough,  In- 
corporated. 329,098;  Oct.  15;  Serial  No.  366,488;  pub- 
lished Aug.  13,  1935.  ^         .,     .    ^  ,.,  u  »,    T 

Whiskey,  gin,  brandy,  etc.  Records  &  Goldsborough,  In- 
corporated. 329.108:  Oct.  16;  Serial  No.  366.069; 
published  Aug.  13,  1935. 

Whiskey,  gin.  rum,  etc.  Continental  Distilling  Corpora- 
tion. 329.032  ;  Oct.  15 ;  Serial  No.  363,705  ;  publlshtd 
Aug.  13,  1935. 

Whiskey,  gin.  rum,  etc.  Continental 
tion.  :i29,143:  Oct.  15;  Serial  No. 
Aug.  13.  1935. 

Whiskey,  gin.  rum.  etc.  Old  Quaker  Company.  329,039  ; 
Oct.   15:  Serial   No.   366,958:   published   Aug.   13.   1935. 

Whiskey,  gin.  rum,  etc.  Schenlev  Import  Corporation. 
329,084  ;  Oct.  15 ;  Serial  No.  366,835  ;  published  Aug. 
13.  1935.  ,  ,    , 

Whiskey,  gin,  rum.  etc.  United  Distillers  (of  America). 
Ltd.  329.008 ;  Oct.  15 ;  Serial  No.  366.921 ;  published 
Aug.  13.  1935. 

Wliiskev.  Rye.  D.  A.  Schulte,  Inc.  329.002;  Oct.  16; 
Serial  No.  365.866;  published  Aug.  13,  1935. 

Whiskeys,  brandies,  liqueurs,  etc.  Bon  Ton.  Inc. 
329,089-90  :  Oct.  15  ;  Serial  Nos.  366,705-6  ;  published 
Aug.  13,  1936. 

Whiskies,  gin,  and  rum.  Kraus  Bros,  ft  Co.  329.129  ;  Oct. 
15;  Serial  No.  365.769;  published  Aug.  13.  1936. 

Whiskv  Scotch.  McKesson  k  Bobbins  Incorporated. 
329*093:  Oct.  15;  Serial  No.  366.632;  published  Aug. 
13.  1935. 


LIST  OF  LABELS 


Chamberlain  Vacuum  Dough.  For  Cement  and  Patching 
Material  for  Repairing  Pneumatic  Tubes.  L.  B.  Cham- 
berlain.    46,528  ;  Oct.  15. 

Chappel  Ken-L.  Ration.  For  Canned  Dog  Food.  Chappel 
Bros.,  Inc.    46,629;  Oct.  16. 

Chottay  Process  Croqulgnole  Lotion.  For  Croqulgnole  Lo- 
tion.    Chottay,  Inc.     46.530:  Oct.  15. 

Chottay  Process  Spiral  Lotion.  For  Spiral  Lotion. 
Chottav.  Inc.    46,531;  Oct.  15. 


Cocktail    Mix.      For  a    Blended   Mixture    Used   in   Making 

Cocktails.     M.  Lepofsky.     46.541  :  Oct.  15. 
Cream  of  Tartar.     For  Cream  of  Tartar.     A.  Schilling  ft 

Company.    46,.'>53  :  Oct.  16. 
Diamond  Jim.     For  Whiskey.     A.  Lyon.     46,543  ;  Oct.  16. 
Educational  Sugar  Mints.     For  Sugar  Mints.     A.  Knorpp. 

46.539  ;  Oct.   15. 
Ehlers   1-4-12   Coffee.      For  Coffee.      Albert   Ehlers.   Inc. 

46,535  :  Oct.  15. 


LIST  OF  LABELS 


A.  Johnston 
C. 


Estorll.     For  Candies  and  Chocolate.     Robt 

Co.     46.5.J8  ;  Oct.  15. 
Leelonnaire    Famou.s    Everywhere.      For    Clears.      H 

Hillerbeck.      4>;.')27  ;   Oct.    15. 

Magi-     Washlns;     Solution.  For     a     Washing     Solution. 

Magic  Manufaoturing  Co.  46.544:  Oct.  15 

McElrtiys    I'rpft-rred       For  Sliced    Bacon.      John    T     Mc- 

Elroy    ra(kin<    Company.  46,546 ;    Oct.    15. 

Mustard      For  Mustard      A.  SchUling  k  Company.     46,561  ; 

Oct.   lo 
Ohio    Brand    Strai^'ht    Ryt'    Whiskey.      For    Straight    Rye 

Whisiey.     Walker's  of  Boston,  Inc.     46,568  ;  Oct.  15. 
Ohio    Brand    .Straiiih;     I?(iirl>..n     Whiskey.       For    Straight 

Bourbon    Whiskt^y       Walker  f*   of  Boston,   Inc.      46,559; 

Oct.   15. 

Ohio  Superfine  Brand.  For  Straight  Bourbon  Whiskey 
Walkers  of  Boston,  Inc.     46,557;  Oct.   15. 

Orcliards  P>ulted  In^itrose  Sugar  with  Fruit  Acid  For 
Fruited  Dextrose  Sugar  witn  l-'ruit  .V.cid.  Orchard  Prod- 
ucts Company.      46.548  :   Oct.   15. 

Orchard's  True  Maple  Flavoipd  Dextrose  Sugar.  For 
True  Maple  Flavored  Ivitrose  Sugar.  Orchard  Prod- 
ucts Company       46,547  :   <>ct.   15. 

Pan  A  Cea       For  a    Foot   Powder.      L.   &   R.   Prodocti   Co 

4«'>,540  :  Oct.  15 
Pastry  Spice.     For  Pastry  Spice.     A.  Schilling  &  Company. 
46.552  :  Oct.  15. 


Poultry  SeaaoniDK.     For  Poultry  Seasoning.     A.  SchlUlnK 

*  Company.     46,555  ;  Oct.  15. 
Savory.     For  Savory.     A.  Schilling  k  Company.     46.560 : 

Oct.  15. 

Seminary    Oil.      For   an   Oil    for   Relieving  Periodic   Pains 

and    TrMating    Itching    i'lles.      C.    M.    Farrer.      46  636 - 

Oct.   15. 
Southern     Pride        For    Bourbon     Whiskey.       Walker's    of 

Boston.  Inc.     46.556;  Oct.  15 
Sp^-lling    Bee    Blocks.      For    Game    Blocks.      Educational 

Block  and  Oarae  Company.     46.532:  Oct.  16 
Spelling    H,^     Blocks        For    (Jame    Blocks.       Educational 

Block   and   <;ame  Company.      46..'1.'?4  ;   Oct.    16. 
Siiflling    Blocks.       For    «;arne    Blocks.       Educational    Block 

and  Game  Company.     46,5-i;{  .  (»ct    15 
Sterl  .Mat  i'a.  k      for  Sterilize.)   .Maternity   Bundles.    James 

Professional  Supplies.     46, S.*??  :  Oct.   1."). 
Trustwortdy       For    Ised    Pneumatic    Tireii.      H.    Malaskr 

46.54:,  ;  Oct.  15. 

Tumeric.  For  Tumeric.  A.  Schilling  k  Company.  46.654  ; 
Oct.  15. 

White  Pepper.  For  White  Pepi)er.  A.  Schilling  k  Com- 
pany.    46,549  :  Oct.   15 

Wlghtcrest  For  Straight  Rye  Whiskey.  Frank  L.  Wight 
Distilling  (  o       46.56r)  :  Oct.    15. 

Wrlgley^  Double  Mint  ihewing  (Jum.     For  Chewing  Gum. 


Wm    Wrigley   Jr.  Company.      46.561;  Oct.   15. 

Zobelein's    Ea-ofsiile    Taste    of   Its    Superior    Quality. 

»'"-'      Los  Angeles  Brewing  Co.     46.642  ;  Oct.  16. 


Beer. 


For 


LIST  OF  PRINTS 


Advertised  in  the   New  Yorker.     For  a  Publication.     F-R 
Publishing  Corporation.     15.419;  Oct.  16. 

.Markwell  :i  Way  P'astenfr.     For  Fasteners.    Markwell  Mfz 
Co.   Inc.     15,42u;  Oct.   15. 


Six  Years  of  Special  Hasards  I  For  Wheat  Breakfast 
Food.     Cream  of  Wheat  Corporation.     16.417;  Oct.  16. 

Transparo  Artcorners.  For  Corners  for  Mounting  Photo- 
graphs. Prints.  Stamps,  Etc.  Engel  Art  Corners  Mfg. 
Co.     15,418  :  Oct.  16. 


LIST  OF  REISSUE  PATENTEES 

TO  WHOM 

TATENTS  WERE  ISSUED  ON  THE  15th  DAY  OF  OCTOBER,  1935 

j>jOXK Arranged  In  accordance  with  the  first  sienificant  character  or  word  of  the  name  (in  accordance  with  city  and 

telephone  directory  practice). 


Arnao.  Charles  Company,  The.  (See  Troccoll.  Achllle. 
assignor.)  ^  ,„,... 

Blerhaum  Harry  B.,  Long  Beach,  assignor  to  General  Salt 
Company.  Ltd.,  Los  Angeles.  Calif.  Recovering  halo- 
gens.     19,720  ;  Oct.  16.  „    ^     .. 

Bonnsack,  John  A.  (See  Hauserman,  E.  F..  Mowery,  and 
Bohnsack  )  „  _ 

General  Salt  Company.  (See  Bierbaum,  Harry  B.,  as- 
signor.) 

Genung  Harrington  8..  Minneapolis.  Minn.  Adjustable 
auto  armrest.     19.721  ;  Oct.  15. 

Haasermnn.  E.  F..  Company,  The.  (See  Hauserman, 
B.    F.,    Mowery.    and   Bohnsack,   assignors.) 

Hauserman.  Earl  F..  Cleveland  Heights,  L.  D.  Mowery, 
Cleveland,  and  J.  A.  Bohnsack.  Cleveland  Heights, 
assignors  to  The  E.  F.  Hauserman  Company.  Cleveland. 
Ohio.     Wall-support  structure.      19,722  ;  Oct.  15. 

International  Nickel  Company.  The.  (See  Merica,  P.  D., 
and  Kayes,  assignors.) 

Kayes.  Augustus  E.      (See  Merica,  P.  P..  and  Kayes  ) 


Lnuritsen.  Charles  C  Pasadena.  Calif.,  assignor,  by  mesne 
assignments,  to  Radio  Corporation  of  America.  Receiv- 
ing apparatus  for  electromagnetic  waves.  19,723  ;  Oct. 
15. 

Martin  Brothers  Electric  Company,  The.  (See  Martin, 
Wendell  L..  assignor.) 

Martin.  Wendell  L..  assignor  to  The  Martin  Brothers 
Electric  Company,  Cleveland.  Ohio.  Apparatus  for 
therapeutic  and  other  purposes.      19,724  :  Oct.  15. 

Merica.  Paul  D.,  New  York,  N.  Y..  and  A.  E.  Kayes,  Hunt 
ington,    W.    Va..    a.'sslgnors.    by    mesne   assignments,    to 
The    International    Nickel    Company,    Inc..    New    York, 
N.  Y.     Carbon-free  metal.     19,726 ;  Oct.  16. 

Mowery.  Leroy  D.  (See  Hauserman,  E.  F.,  Mowery.  and 
Bohnsack.) 

Radio  Corporation  of  America.  (See  Lauritscn,  Charles 
C,  assignor.) 

Troccoll,  Achllle.  Belmont.  Mass.,  assignor  to  The  Charles 
Arnao  Company.  Inc..  Minneapolis,  Minn.  Hair  drying 
machine.     19.726  ;  Oct.  16. 


LIST  OF  DESIGN  PATENTEES 


Adams.  Wilbur  H..  Cleveland,  assignor  to  The  Colson 
Company.   Elyrla,   Ohio.      Velocipede.     07J72  ;   Oct.  16. 

American-National  Company,  The.  (See  Rideout,  John 
G..  assignor.) 

Andrews,  Charles.  Rockford,  111.,  assignor  to  The  Wash- 
hum  Company.  Worcester.  Mass.  Flour  sifter  or  the 
like.    97.173;  Oct.  16.  „«     ^ 

Apfel,   Bertha,   New  York,  N.  T.     Hat.     97.219;  Oct.  16. 

Arldor  Company,  The.  (See  Peck,  Robert  G.,  Jr.,  as- 
signor.) „       _ 

Blenenstein,  Andreas,  assignor  to  The  Conklln  Pen  Com- 
pany. Toledo.  Ohio.  Fountain  pen  or  similar  writing 
Implement.     97.174;  Oct.  15. 

Blssell  Carpet  Sweeper  Company.  (See  Williams,  Find- 
ley,  assignor.) 

Brlggs.  Leland  S..  Douglaston,  N.  Y..  and  L^  D.  Norton, 
Bridgeport.  Conn.  Phonographic  transcribing  machine. 
97.220 ;  Oct.  15.  ,         „  .      -r  x. 

Brockway  Glass  Company,  Inc.  (See  Steuemagle,  John 
H.,  assignor.) 

Brown,  Enoch  N.     (See  Horter.  G.,  and  Brown.) 

Carr-Lowrey  Glass  Co.  (See  McLaughlin,  Frank,  as- 
signor.) 

Carter,  William  A..  Memphis,  Tenn.   Novelty  doll.    97,221 ; 

Chemow,  Michael.  Brooklyn,  N.  Y..  assignor  to  Service 
Patents  Corporation.      Monogram   frame.      97.175  ;  Oct. 

16.  „     _. 

Chernow.   Michael,   Brooklyn.   N.   T..   assignor  to   Service 

Patents  Corjwration.     Monogram   frame.     97,176;  Oct. 

16. 
Chernow.   Michael.   Brooklyn,   N.   Y..   assignor  to   Service 

Patents  Corporation.     Monogram  frame.     97,1  <7;   Oct. 

Chernow.  Michael.  Brooklyn.  N.  Y.,  assignor  to  Service 
Patents    Corporation.      Bracelet   or   the   like.     97,222; 

Cleveiiger  Glen  M.,  North  Linthicum.  assignor  to  Mary- 
land disss  Corporation.  Baltimore.  Md.  Bottle. 
97,178  :  Oct.  16. 

Cohen.  Emanuel  M..  and  J.  Olenlck.  N>w  York  N.  Y. 
Textile  fabric  or  similar  article  of  manufacture.    97,223  ; 

Cohen.  Emanuel  M..  and  J.  Olenlck.  New  York.  NY. 
Textile  fabric  or  similar  article  of  manufacture.   97.224  ; 

Cohen.  Emanuel  M..  and  J.  Olenlck,  New  York  N.  Y. 
Textile  fabric  or  similar  article  of  manufacture.    97.226  ; 

Colson  Company.  The.     (See  Adams,  Wilbur  H..  assignor.) 

Conklin  Pen  Company,  The.  (See  Blenenstein,  Andreas, 
assignor.) 

Deist  Gertrude,  New  York,  N.  Y.  Textile  fabric,  or  sim- 
ilar article  of  manufacture.     97.179;  Oct.  16. 

Delman,  Inc.      (See  Morali,  Charles,  assignor.)  . 

Dorlng.  Ernest  C.  Quincy.  assignor  to  Scholnick  Shoe  Co., 
TamAlca  Plain,   wfass.      Shoe.  ^97  180  ;   Oct.   15. 

Eagle  Charles  J..  Rochester.  N.  Y,  Nose  pad  for  spectacle 
frames.    97.181  ;  Oct.  15. 

Farr.  Edward  A.,  assignor  to  Manning.  Bowman  *  Co.. 
Meriden.  Conn.     Electric  toaster.     97.182;  Oct.   15. 


Feldblet,    Herman    L.,    and    O.    Goldberger,    assignors    to 
Rotor-Table  Games,  Inc.,  New  York,  N.  Y.     Game  table. 
97.183;  Oct.  15. 
Forstmann,  C.  E.,  Montclair.  N.  J.   Textile  fabric.   97.184 ; 

Oct.  15. 
Forstmann.  C.  E.,  Montclair,  N.  J.   Textile  fabric.   97.186  ; 

Oct.  15. 
Forstmann,  C.  E.,  Montclair.  N.  J.   Textile  fabric.   97,226 ; 

Oct.  15. 
Forstmann.  C.  E.,  Montclair,  N.  J.   Textile  fabric.   97,227 ; 

Oct.  15. 
Gallun.  A.  F..  &  Sons  Corporation.      (See  Gallun,  Edwin 

A.,  assignor.) 
Gallun,  Edwin  A.,  assignor  to  A.  F.  Gallun  k  Sons  Corpor- 
ation.   Milwaukee,    Wis.      Leather    or    similar    article. 
97  228  ■  Oct    15 
(Jelst.  Irving.  New  Y'ork.  N.  Y.     Blouse.     97,229;  Oct.  15. 
General    Electric    Company.      (See    Nereim,    Roy    O.,    as- 
signor.) 
General  Electric  Company.      (See  Northup,  Amos  E.,  as- 
signor. ) 
Cioldberg.     Emanuel.     Woodmere.     N.     Y.       Display     box. 

97,186:  Oct.  15. 
Goldberger,  Oscar.     (See  Feldblet.  H.  L.,  and  Goldberger.) 

berger. ) 
Gubitz,    Werner    H.   A.,   assignor   to    Packard    Motor   Car 
Company,     Detroit.     Mich.     Vehicle     panel     ornament. 
97,230:  Oct.  16. 
Hamilton,  J.  T.  k  A..  Company.     (See  Klhn.  Lawrence  J., 

assignor.) 
Hansen.  Hans  P..  assignor  to  Marsellus  Casket  Company. 

Syracuse.  N.  Y.     Burial  casket.     97,187  ;  Oct.  15. 
Harriss,  John  A..  New  York.  N.  Y.      Street  and  highway 

marker  or  like  article.     97.188  ;  Oct.  15. 
Hazel- Atlas    Glass   Company.      (See    Smith.    Frasier,    as- 
signor.) J    „  ,    .. 
Hell.   Arent,  Upper  Darby,  assignor   to   Laird   Schober  k 

Company    Philadelphia.  Pa.     Shoe.     97,189  ;  Oct.  15. 
Hell.   Arent,   Upper  Darby,   assignor   to   Laird    Schober   k 

Company,  Phlladelpfcia.  Pa.     Shoe.     97.190 ;  Oct.  15. 
Hill.  Thomas,  New  York.  N.   Y.     Penholder  desk  unit  or 

similar  article.     97.191  :  Oct.  15. 
Honeyman,   William   A..    San   Anselmo.   Calif.     Collection 

box  for  sales  tax.     97,192 ;  Oct.  16. 
Horter,  George,  Baldwin,  N.  Y..  and  E.  N.  Brown.  Brock- 
ton.   Mass..    assignors   to    Lentheric    Incorporated.    New 
York.  N.  Y.     Cosmetic  display  stand.     97,193  ;  Oct.  15. 
Illinois   Watch   Case   Company.      (See   Wewetier,   Albert, 

assignor.) 
International    Shoe   Company.      (See    Jordan,   Leo  J.,   as- 
signor.) 
Jackson,    Frank    P..    Chicago,    111.      Automobile    steering 

wheel  cover.     97.231 ;  Oct.  15. 
Jarvis.  W.  B.,  Company.      (See  Ruppel.  Frederick  C,  as- 
signor.) ,   ^^       ^ 
Jordan,  I.ieo  J.,  assignor  to  International  Shoe  Company, 

St.  Louis,  Mo.     Shoe.     97,194  ;  Oct.  15. 
Jordan.  Leo  J.,  assignor  to  International  Shoe  Company, 

St.  Louis.  Mo.     Sfioe.     97.195  ;  Oct.  15. 
Kaemmer.    Harry    E..    Fremont.    Ohio.      Radiator    grille 
cover.     97,232;  Oct.  15. 


Xll 


LIST  OF  DESIGN  PATENTEES 


Kihn.  r.awrence  J..  Pittsburgh,  Pa.,  assigiior  to  J.  T.  4  A. 

lliimllton  Company.     Glass  bottle.     97.198  ;  Oct.  15. 
Ktx  h,    Ix)ul8  A..    Jr..    Louisville,    Ky.      Electric   cable   ter- 

minul      97.233  ;  Oct.  15. 
I^tmtoirt's  Galeniques  Vernln.      (See  Vernin,  Louis  M.  P. 

('.,  assiK'nor.  t 
I-aini   s.  hor)*T  &  Company.      (See  Hell,  Arent,  assittuor.) 
LfMitheric  Incorporated.      (See  Ilurter.  G.,  and  Brown,  as- 

Lf  WIS, "Florence  N..  New  York,  N.  Y.     Hand  bag.     97,197  ; 

Oct.    1."). 

I.indpnbaum,   Seymour,   New  York,  N.  Y.     Lace.     97,234  ; 

Oct.    15. 
Linilenbaum,   Seymour.   New  York.  N.   Y.      Lace.     97,235  ; 

Oct,     I."). 

Lobel.  Rudolph.  New  York,  N.  Y.  Combination  muff  and 
hand  ba<.     97,236;  Oct.  15. 

r.ob^l,  Rudolph.  New  York,  N.  Y.  Combined  muff  and 
hand  batj.     97,237  ;  Oct.  15. 

I.obol.  Rudolph,  New  York.  N.  Y.  Combined  muff  and 
hand  bag  or  simlUr  article.     97,238  ;  Oct.  15. 

Manning,  Bowman  A  Co.     (See  Farr,  Edward  A.,  assignor.) 

Marsellus  Casket  Company.  (See  Hansen,  Hans  P..  as- 
signor.) 

Maryland  Glass  Corporation.  (See  Clevenger,  Glen  M., 
a.^.-5ii;nor.  i 

McFall.  Thurlow  E..  Sparta.  Mich.  Combined  trailer  and 
ranupy       >iT,i:39  ;   Oct.   15. 

McLaughlin.  Frank.  Chicago,  111.,  assignor  to  Carr-Lowrey 
Glass  Co..  Baltimore.  .VId.     Bottle.     97.198;  Oct.  15. 

Meyer,  Joseph,  New  York,  N.  Y.  Curtain  fabric.  97,199; 
Oct.  15 

Morall  Charles,  Forest  Hills,  assignor  to  Delman  Inc., 
New  York.  N.  Y      Shoe.     97,200;  Oct.  15. 

-Morali,  Charles,  Forest  Hills,  assignor  to  Delman,  Inc., 
New  York.  N.  Y.     Shoe.     97.201  ;  Oct.  15. 

.M.vfr.  Ilvman,  Brookline,  Mass.  Radiator  cover  for  auto- 
iii..t,ilfs"      'jT,240;  Oct.  15. 

NtTPim.  Roy  O.,  Chicago.  111.,  assignor  to  General  Elec- 
tric Company.     Ash  trough.     97  202  ;  Oct.  15. 

Nichols  Edgar  B..  Moorestown,  N.  J.  Pencil  or  similar 
article.     97,203;  Oct.  15. 

Northup,  Amos  E..  Royal  Oak.  Mich.,  assignor  to  General 
Electric  Company.     Clo<  k  ca^e.     97,204  ;  Oct.  15. 

Norton.  Leland  D.      (See  Brlggs.  L.  S..  and  Norton.) 

Olenick,  Jesse.      (See  Cohen,  E.  M.,  and  Olenlck.) 

I'ackard  Motor  Car  Company.  (See  Gublts.  Werner  H.  A., 
assignor.)  _  ,        ^ 

I'eck.  Robert  O.,  Jr.,  assignor  to  The  Aridor  Company. 
Chicago  HI.  Container  cap  or  the  like.  97,205 ; 
Oct.  15. 

Reeves,  Paul  B..  assignor  to  Reeves  Pulley  Company,  Co- 
lumbus, Ind.    Variable  speed  transmission  unit.    97,241  ; 

Reeves  Pulley  Company.     (See  Reeves,  Paul  B.,  aaalgnor.) 


Rideoat.  John  G.,  Perrynburg,  assignor  to  The  American- 
National  Company,  Toledo,  Ohio.  Coaster  wagon. 
97.206;  Oct.  15. 

Rlgny,  Arthnr  A.,  Mllford,  Pa.  Combination  salt  and 
pepper  shaker.     97,207;  Oct.  15. 

Rotor  Table  Games.  Inc.  (See  Feldblet.  H.  L.,  and  Gold- 
berger,  assignors.) 

Rubenstein,  Herman,  New  York.  N.  Y.  Souvenir  key. 
97,242  ;  Oct.  15. 

Ruppel,  Frederick  C,  assignor  to  W.  B.  Jarvis  Company, 
Grand   Rapids.    Mlcb.      Door   handle.      97,208;   Oct.    lo. 

Samson-United  Corporation.  (See  Samuels,  Abe  O.,  as- 
signor.) 

Samuels,  Abe  O.,  assignor  to  Samson-United  Corporation. 
Rochester,  N.  Y.     Automatic  toaster.     97.209  ;  Oct.  15. 

Scheuor.  Samuel,  New  York.  N.  Y.     Hat.     97,248;  Oct.  15. 

Scholnick  Shoe  Co.     (See  Dorlng^  Ernest  C,  assignor.) 

Service  Patents  Corporation.  (See  Chernow.  Michael,  as- 
signor.) 

Shapiro.  James,  Brookline,  Mass..  assignor  to  Universal 
Shoe  Corporation,  Sanford,  Maine.  Shoe  or  article  of 
analogous  nature.     97.210;  Oct.  15. 

Smith  Prasler,  assisnor  to  Hazel-Atlas  Glass  Company. 
WheellDg,  W.  Va.' Bottle.     97,211;  Oct.  15. 

Steuernagle,  John  H.,  Du  Bois,  assignor  to  Brockway  Glass 
Company,    Inc.,    Brockway,    Pa.      Bottle.      97,212;    Oct. 

Stone.  William  A.,  Kalamaroo,  Mich.  Lighting  fixture. 
97.213;  Oct.  15. 

Troll.  Foster  C.  Salem.  Ohio.  Jewelry  display  stand. 
97.214  ;  Oct.  15. 

Universal  Shoe  Corporation.  (See  Shapiro,  James,  as- 
signor. > 

Van  Bloem,  Paul  S.,  Great  Neck,  assignor  to  \  iking 
Products  Corporation,  New  York,  N.  Y.  Clock. 
97,215;  Oct.    15. 

Vernin,  Louis  M.  P.  C,  assignor  to  Laboratories  Galeni- 
ques  Vernin,  Melun,  France.  Multicellular  receptacle. 
97.216;  Oct.  15.  „     .  „ 

Viking  Products  Corporation.  (See  van  Bloem.  Paul  »., 
assignor.)  ^^     , 

Washburn  Company.  The.  (See  Andrews,  Charles,  as- 
signor.) 

Wewetier,   Albert,  assignor  to   Illinois  Watch  Case  Com 
pany.  Elgin.  111.     Hand  mirror.     97,217  ;  Oct.   15. 

Williams,  Findley,  Park  Ridge.  111.,  assignor  to  Blssell 
Sweeper  Company.  Grand  Rapids,  Mich.  Carpet  sweep- 
er.    97,244  ;  Oct.  15.  .  „.      ,, 

Williams,  Findley,  Park  Bldjje,  III.,  assignor  to  Blssell 
Carpet  Sweeper  Company,  (irand  Rapids,  Mich.  Carpet 
sweeper  end  plate.     97.245  ;  Oct.  15.      ^         ^       ,, 

Wise,  Harry  H.,  Chicago,  111.     Bottle.     97,218:  Oct.  15. 

Woodbouse,  William  H..  Hlghtstown,  N.  J. 
Oct.  15. 


Lace.    97,246: 


LIST  OF  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  15th  DAY  OF  OCTOBER,  1935 

NOTE— Arranged  In  accordance  with  the  first  sicnlficant  character  or  word  of  the  name  (In  accordance  with  dty  and 

telephone  directory  practice). 


A.  B.  A.  Specialties  Company,  Inc.     (See  Lang,  Rudolph 

C       ftSBlKDOr  ) 

Abeii.  Georgp  H.     (See  Wheelwright.  J-  S.  and  Ai)ell.) 

Abraham,  Leonard  0..  Madison,  and  D.  Mitchell,  Bound 
Brook,  N.  J.,  and  R.  S.  Hawkins,  Ozone  Park,  N  Y., 
assignors  to  American  Telephone  and  Telegraph  Com- 
pany.   Measurement  of  return  loss.     2,017,175  ;  Oct.  16. 

Aclerles  de  Gennevllllers,  Anciens  Btablissements  Dela- 
chaux.      (See  Delachaux,  Clarence  L.,  assiffaor.) 

Ackell,  Joseph  J.,  Bellaire,  Long  Island,  and  H.  L.  Pauld- 
ing. Port  Washington.  N.  Y..  assignors  to  The  Financial 
Press    Companies    of    America,     Boston.     Mass.      Tele- 

fraphlc  printing  control  method  and  apparatus. 
,017,087 ;  Oct.  16.  „  ..».,., 

Ackcrman.  Edward.  Woodmere,  N.  Y.  Suppository  holder. 
2,017.884 :  Oct.  16.  ^         .      ^       ^        t^., 

.\dam8,  Tredgert  L..  Owen  Sound.  Ontario,  Canada.  Dif- 
ferential gear  for  automotive  vehicles.  2,017,577  ; 
Oct    15. 

.\dHms,  William  J.,  Fort  Wayne,  Ind.  Grave  marker. 
2,017.885  ;  Oct.  15.  ,..-.,• 

Adklns.  Theodore  J..  Barnsdall.  Okla.  Hook-off  device 
for  wells.     2.017,174  ;  Oct.  15.  ^  o.       i    - 

Aerovox  Corporation.  (See  Fisher,  J.  H.,  and  Siegel,  as- 
signors.) „         .  .,  J 

Aerovox    Corporation.       (See    Georglev,     Alexander,     as- 

Agfa  Ansco  Corporation.  (See  Rless.  K..  Knodel  and 
Klaus,  assignors.)  ^  ■,  w 

Air  Reduction  Company.  (See  Anderson.  James  L.,  as- 
siffnor.)  „  , 

.\lr    Reduction    Company.  (See    Walker,    George   L.,    as- 

M^enstfin  Michael  D..  Berkeley,  assignor  to  United  Iron 
Works,    Oakland,    Calif.      Pump.      2,017.826 ;    Oct.    16. 

Aktlengesellschaft  fUr  StlckstoffdUnger.  (See  VNlnter,  K., 
and  Tlartmann.  assignors.)  _    _  ^    .,^,   _,.       v 

Aldington,  John  N.      (See  Oakley.  P.  D..  and  Aldln^on.) 

Alexander  Chemical  Company.  (See  Baumann,  Fred,  as- 
sljinor.)  ,  ...  _ 

\lexander.  Earl  C.  Glen  Ellyn.  assignor  to  Massey  Con- 
crete Products  Corporation,  Chicago,  111.  Concrete  slab. 
2.017. 3:16;  Oct.   15. 

Allan,  John.      (See  Ellis.  G.  H.  and  Allan.) 

Allen,  Lawrence  H.,  Summit.  N.  J.,  and  R.  F.  Massoneau. 
Brooklyn,  nssltrnors  to  Bell  Telephone  Laboratories, 
Incorporated,  New  York.  N.  Y.  Service  observation 
system.     2.017,644  ;  Oct.  16.  .    .  r^     ,., 

.Mllance  Machine  Company,  The.      (See  Anderson,  David 

Allls.    Louis.    Company,    The.      (See   Norton,    Charles   F., 

AHls^  *Robert  T.,  Sprlnefield.  assignor  to  The  Standard 
Corset  Companv.  Holyok*-  Mass.  Lacing  and  the  prod- 
uct obtained  thereby.     2.017.G79  :  Oct.   15 

Almqulst.  John  A.,  assignor,  by  mesne  a.«BlKnments,  to 
B  I  du  Pont  de  Nemours  &  Company.  \Mlmlngton. 
Del      Protection  of  metal  surfaces.     2.017.428  :  Oct.  15. 

ANworth  Eugene.  Union  Church.  Miss.  Door  operating 
mechanism.     2.017.578 ;  Oct.   16.     ,„        ^  „         _  . 

Aluminum  Company  of  America.  (See  Keller.  F.  and 
Sager,  assignors.)  .  .       ,»  •  x 

Amarel    Corporntlon.       (See    Zloley.    John    D..    assignor.) 

American  Can  Company.      (See  Hothersall,   John   M.,  as- 

Am'T°caii   Can   Company.      (See   Schoettel,   Alfred   O.,  as- 
AmerlVYn    Can    Company.      (See    Steerup,     Godfrey,     as- 

Ainer"<^an  Lurgl  Corporation.  (See  von  Glrsewald,  Con- 
wnv  B.,   Slecko  and   Wohlwlll.  assignors  ) 

American  Machine  k  Foundry  Company.  (See  Van  Veen, 
.\nton,  assignor.) 

American  Oxy thermic  Corporation.     (See  Frankl   Mnthlas. 

American  Perforator  Company,  The.     (See  Anderson,  J.  R. 

and  Rlx.  assignors.) 
American    Rayon    Company.      (See   Fumess.   William   H., 

Ai^^lcan'Rolllng  Mill  Company,  The.  (See  Freeze,  Jon- 
athan R,   assignor.)  rw-Kl    T— , 

American  Sheet  and  Tin  Plate  Company.  (See  Dahl.  Law- 
rence S.,  assignor.)  ,c      r^     *   f   xk 

American  ^hpct  and  Tin  Plate  Company.  (See  Graf,  J.  E., 
and  Marshall,  assignors.)  ,«        t      . 

American  Sheet  and  Tin  Plate  Company.  (See  Lorlg, 
E.  T..  and   Moore,  assignors.) 

American    Sheet   and   Tin   Plate  Company.      (See   Walter, 

Ainerlcan  Shm  and  Tin  Plate  Company.  (See  Warden. 
Alva  F.,  assignor.) 


American   Smelting  and  Refining  Company.      (See  Hasche, 
Rudolph  L.,  assignor.)  .  ^,         ,  mi 

American  Steel  and  Wire  Company  of  New  Jersey,  The. 
(See   Carlson,   Clarence  O.,  assignor.) 

American  Steel  and  Wire  Company  of  New  Jersey,  The. 
(See  Morrison,   James  J.,   assignor.) 

American  Steel  and  Wire  Company  of  New  Jersey,  The. 
(See  Murphy,  Edward  M.,  assignor.) 

American  Steel  and  Wire  Company  of  New  Jersey,  The. 
(See  Statz,  John,  assignor.) 

American  Tap  Bush  Company.  (See  Rice,  Frank  E.,  as- 
signor.) .       ^  /O 

American  Telephone  and  Telegraph  Company.  (fc>ee 
Abraham.   L.   O..   Mitchell,   and   Hawkins,   assignors  ) 

American  Telephone  and  Telegraph  Company.  (See 
Cowan.   Frank  A.,  assignor.)  

Anchor  Cap  &  Closure  Corporation.  (See  Mullen,  George 
W..  assignor.)  ,       .,       ^     ,        _j»», 

Anderson,  August  B..  Montclalr,  N.  J.  Spark  plug  with 
supported  gap.     2.017,364  ;  Oct.  15. 

Anderson,  David  P.,  Pittsburgh.  Fa.  Apparatus  for 
stripping  Ingot  molds.     2.017,384  ;  Oct.  15 

Anderson.  David  P.,  Pittsburgh.  Pa.,  assignor  to  The 
Alliance  Machine  Company,  Alliance.  Ohio.  Apparatus 
for  stripping  Ingot  molds.     2,017,386  :  Oct.   15 

Anderson.  James  L.,  Closter.  N.  J.,  assignor  to  Air  R«iuc- 
tlon  Company.  Incorporated.  New  York,   NY      Circle 
cutting  or  welding  machine.     2.017.429  ;  Oct.   15 
Anderson,   James   L..  Closter.    N.   J.,   assignor  to   Air  Re- 
duction Company.  Incorporated,  New  York,  N.  Y.     Circle 
cutting   or    welding    machine.      2.017.430;    Oct.    15. 
Anderson,  John  R.,  and  E.  G.  Rix.  Chicasro.  111.,  assignors 
to    The    American    Perforator    Company.    Chicago,    111. 
Perforating  machine.      2  017.195  :   Oct.    15. 
Anderson.    I>^rman    T.       (See    Sweeley,    E.    A.,    and    An- 

Anll^rs^iTn,^  Oscar  M.,  and  F.  W.  Juengst.  assignors  to 
I>anders.  Frary  &  Clark.  New  Britain,  Conn.  Guard 
for  electric  fans.     2.017,431  :  Oct    15. 

Anderson.  Samuel  M..  Sharon,  assignor  to  B.  F  Sturte- 
vant  Companv.  Inc..  Hyde  Park,  Mass.  Air  condi- 
tioner for  vehicles.     2.017,579  :  Oct.  15. 

Andreuccl,  Mauro.     (See  Carelll.  Sam,  assignor.) 

Andrews.  Champe  S..  North  Chattanooga.  Tenn.  Dis- 
pensing   container.       2  017,176:    Oct.     15. 

Anelada.  Joseph  A.,  and  A.  H.  Asprooth,  assignors  to 
Anglada  Motor  Corporation.  New  York.  N.  Y.  Valve 
port  sealing  device.     2,017,196  :  Oct.  15. 

Anglada.  Joseph  A.,  and  A.  11.  Asprooth,  asslenors  to 
Anglada  Motor  Corporation.  New  York.  N.  Y.  Valve 
port  sealing  device.     2.017.197  ;  Oct.  15. 

Anglada,  Joseph  A.,  and  A.  H.  Asprooth.  assignors  to 
Anglada  Motor  Corporation.  New  York,  N.  Y.  Cuir 
valve  enelne.     2.017,198 ;  Oct.  15.    .      ,^       ^      .  . 

Anglada  Motor  Corporation.  (See  Anglada.  J.  A.,  and 
.Asprooth,  assignors.) 

Armstrong.  Charles  A.,  trustees  et  al.     (See  Madsen,  Sern. 

Arnold.  Herrlck  R..  Elmhurst.  Del.,  and  T.  L.  Williams, 
Falrvllle.  Pa.,  assignors  to  E.  I.  du  Pont  de  Nemours 
h  Companv.  Wilmington.  Del.  Synthesis  of  amines. 
2.017.051  :  "Oct.   15.  ,     .  .,    »  ♦».  x 

Asprooth.   Axel  H.      (See  Ancrlada.   J.   A.,  and  Asprooth.) 

Atmospheric  Nitrogen  Corporation.  (See  Crittenden.  Eu- 
gene D.,  assignor.) 

Autoglro  Company  of  America.  (See  Pecker.  J.  S.,  and 
lArsen.  assignors.)  ......     ^    *:.     i      .» 

Averv  William  L..  Thorlev.  Bishop's  Stortford.  England. 
Vehicle  wheel.     2.017.034  ;  Oct.  15.  ,.„,., 

Averv.  William  L..  Thorley.  Blchop's  Stortford  Eneland. 
Operating   means  for  brakes  and  the  like.      2. 017.036; 

Baa sh  Ross  Tool  Company.      (See  Wlckersham.  Harry  P.. 

Bacon.     John    J.,     Gasport.    N.    Y.      Receptacle    handle. 

2.017.782;  Oct.  15.  ^      ,  j  t>  x 

Bacon    William  I.     (See  Hazelton.  G..  James,  and  Bacon.) 
Bahlke   William  H..  Hammond,  Ind..  assignor  to  Standard 

Oil    Comnanv.    Chicago,    111.      Refining    lubricating   oils. 

2.017.7S2;   Oct.   15. 
Ballev    James  H..  New  Canaan.  Conn.,  assignor  to  Hart. 

Coolev.    Hlghton.    Co..    New    Britain.    Conn.      Register. 

2  017.680:  Oct.  15. 
Bailey   Thomas  L..  and  W.  S.  Wlebusch.  Ventura,  asslenors 

to   Shell   Development   Company.    San    Francisco.    Calif. 

Apparatus  for  geological  surveying.     2.017.522;  Oct.  15. 
Baker.  Chester  L.,  assignor  to  Philadelphia  Quarts   Com- 
pany  of   California.    Ltd.,    Berkeley.    Calif.      Prodncing 

crvstalllne  hvdrates  of  alkali  metal  silicates.     2.017.561  : 

Oct.  15. 
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BanniMter,  Bryant,  Mount  Lebanon.  Pa.  Apparatus  for 
forming  tubular  blanks.     2,017,386;  Oct.  15. 

Bannister.  Bryant,  Mount  Lebanon,  Pa.  Apparatus  for 
processing  tubular  metal  work-pieces.  2,017.387  ;  Oct. 
15. 

Bannister,  Bryant.  Mount  Lebanon.  Pa.  Method  and  ap- 
paratus for  manufacturing  seamless  pipes  and  tut>e8. 
2,017,388;  Ort.   15. 

Bannister.  William  J  Terre  Haute,  assignor  to  Commer- 
cial Solvents  Corporation,  Terre  Haute.  Ind.  Gum 
Inhibitor   for   motor   fuel.      2.017,827;   Oct.    15. 

Barden,  William  S..  Stapleton.  N.  Y..  assignor  to  Radio 
Corporation  of  America.  Pa«b-pull  ampllfl«r. 
2.017,199:  Oct.   15. 

Bark,  William,  J.  V.  Mazurle,  and  O.  P.  Olson,  Gary,  Ind., 
assignors  to  National  Tube  Company.  Mill  mandrel  bar. 
2,017.389:  Oct.  15. 

Barnptt.  David  T.,  Cincinnati,  Ohio,  and  M.  W.  Doty 
IndlanapoU.*.  Ind.,  asslsnora  of  one  third  to  C.  E.  Utter. 
Cincinnati,   Oiiio.      Valve.      2.017.272:   Oct.    15. 

Barney.  Harold  L.,  assignor  to  Bell  Telephone  Labora- 
tories, Incorporated,  New  York,  N.  Y.  Volume  control 
system.      -',017,645;  Oct.   15 

Barnbart,  Homer  W .  Akron.  Ohio.  Wh«el  g:uard  struc- 
ture.    2,017,227  ;  Oct.  15. 

Barse.  James  H.,  Lakewood.  Ohio.  Control.  2  017,390; 
Oct.  15. 

Bartow  Beacons.   Inc.      (See  Bartow,  John   B.,   assignor.) 

Bartow.  John  B.,  Blue  Bell,  Pa.,  assignor  to  Bartow 
Beaoon.s,  Inc.     Beacon.     2  017,052  :  Oct.  15. 

Bary.  Victor  A..  London,  England.  Packing  for  rotary 
shafts.      2.017.615:    Oct.    15.  '' 

Bassett.  Harry  P..  Cynthlana.  Kv.  Removing  solvents 
from  plastic  colloids.     2,017.177  ;  Oct    15 

Bassick  Company,  The.  (See  Claud-Mantle.  Arthur,  as- 
signor, ) 

Baughman.  Georsre  W.,  Edsewood,  assignor  to  The  West- 
inghou.sp  Air  Brake  Company.  Wllmerdlne.  P«.  Elec- 
tric brake  control.     2.017.666:  Oct.  15. 

Baumann.  Frefl,  Glen  Rock.  N.  J.,  assignor  to  Alexander 
Chemical  Company,  Eliminating  marks  formed  in  the 
roller  printing  of  textile  fabrics  by  the  accidental 
spreading  of  discharge  agent  bevon<l  the  engraved 
areas   of  the  printine   roller.      2.017,053:   Oct.   15 

Kavley,  Eld*»n  D  .  Sprlnirfl.Id.  Ohio.  En.sllage  cutter  and 
blower.     2,017.580:  Oct.  15. 

Bear.  Paul  S..  as.iignor  to  James  Heddon's  Sons.  Dowaglac 
Mloh.      Tubular   fl<hing   rod.      2.017.303:    Oct     15 

Beaumont  Iron  Works  Company.  (See  Roach.  Edmund 
J.,  assignor. ) 

Beck.  Charles  B  ,  Brooklyn,  assignor  to  Rudolf  Lesch  Fine 
Art-'.  Inc..  New  York.  N  Y.  Method  and  means  for 
mounting  prints      2.017,200:  Oct.  15. 

Bedaui.   Charles  K..   Monts,    France,   assignor  to   Eastman 

oni?'^i^o'^"7l^'*°^'       Rochester,      N.      Y,        Film      holder. 

-."17,142  :   Oct.   15. 
Bedford    Burnire  D.,  Schenectady.  N.  Y..  assignor  to  Gen- 
eral Electric  Company.    Polyphase  oscillator.    2,017  708  • 

Oct.  15. 
Beers.   George  L..   ColUngswood,    N.    J.,   assignor    to   Radio 

Corporation  of  America.     Amplifier.     2.017,523  :  Oct    15 
Bell  Sc  Howell  Company.  The     (See  Howell.  Albert  8..  as^ 

signor. ) 
Bell.  Kenneth  E.,  Marblehead    assignor  to  A.  C    Lawrence 

I>'ather  I  ompanv.  Boston.  Mass.     Embossed  leather  and 

producing  the  same.     2.017.453  :  Oct.  15. 
Bell    Telephone    Laboratories.    Incorporated.       (See    Allen. 

I..   M  .  and  Massoneau.  assignors.) 
Bell  T.-lephone  r..aboratorlcs.    Incorporated.      (See  Barney 

Harold  I...  a.sslgnor. ) 

Bell    Telephone    I>aboratorles,    Incorporated.      (See    Betts 

Walter  I...  assignor.) 
Bell    Telephone   Laboratories,    Incorporated.       (See   Clarke. 

<  .   A  .  and  Elmer    assignors.) 
Bell    Telephone    Laboratories.    Incorporated.       (See    Coy  , 

.1 .   A      and    Hommes,   assignors.) 
Bell    Telephone    Ijiboratorles.    Incorporated.       (See    Goff. 

Harold   W,   assignor.) 
Bell    Telephone    laboratories.    Incorporated.      (See    Gray 

Frank,   a.ssignor. ) 
Bell  Telenhon.-    Ijiboratorles.  Incorporated.      (See  Harris 

James  E..  assignor.) 
Bell  Telephone  Laboratories,  Inc.      (See  Ives,   Herbert  E. 

assignor.) 

^*"!i.T*"^*'P^'^"*'  Laboratories,  Incorporated.     (See  Mottram 

Elliott  T  .  as.'iienor  ) 
Bell    Telephone    Laboratories.     Incorporated.       (See    Per- 

reault.   Georsre   K..  asslcnor. ) 
Bell  Telephone  I-aboratorles.  Incorporated.     (See  Smalley, 

Vle^^^ln    .\  .    assignor.) 

Benner,  Raymond  C.  assignor  to  The  Carborundum  Com- 
pany, Niagara  Falls,  N.  Y.  Manufacture  of  artificial 
erlnd-stones  for  pulp  grindlne.     2,017,228  :  Oct    15 

Bentz.  Albert  R,  assiirnor  to  Singer  Manufacturing  Com- 
pany. Toledo,  Ohio.  Automatic  pin  setter  for  bowling 
alleys.     2,017,143  :  Oct.  15. 

Bepro.    Inc.       ( S^e    Willeke.    Renz,   assignor.) 

Berger.  Henri,  Paris,  France.  Rath  for  the  electrode- 
positing  of  cobalt.     2,017.646:  Oct.  15. 

Berry,  Arthur  (i.  V.  Pointe  a-Pierre.  Trinidad  British 
West  Indies,  assignor  t->  Trinidad  I^easeholds,  Limited. 
London.  F^nglanrj.  Insectlcldal  and  fungicidal  composi- 
tion.     2.017.391  :    Oct.    15 

Berry,  Russell  M.     (See  Smith,  X.  B..  Berry,  and  Knerr.) 


Berryman  Elmer  IL,  San  Francisco.  Calif.  Casting  fur- 
nace.     2.017,337  ;  Oct.   15. 

Betts,  Walter  L.,  Brooklyn,  assignor  to  Bell  Telephone 
l.aboratorles.  Incorporate.!.  New  York,  N.  Y.  Electron 
discharge  device.      2,017.647;   Oct.  16. 

Beverley.  Reginald  A  .  Chicago,  111..  a.HSijmor  to  The  Car- 
borundum Company,  Niagara  Falls.  N.  Y.  Method  and 
apparatus  for  heating  galvaniiing  tanks.  2.017,229; 
Oct.  15. 

Blhler    Henry    Akron,  Ohio.     Device  for  holding  articles. 

2,017,088  ;  Oct.  15. 
Billing.  Noel  P.,   London.   England.      Carrier  and   the  like 

for  photographic  purposes.     2,017,709;  Oct.  15. 

'^'^i','*.  *  V?'^''*''"  El*^trlo  Company,  The.  (See  Splelman. 
Milton  H.,  assignor.) 

Black.    Edward   R..   assignor   to  Black   Systems   Inc.,    Chl- 

cago.   111.     Building  covering.      2.017.230  ;  Oct.    15. 

Black  Systems,  Inc.     (See  Black.  Edward  R.,  assignor.) 

^^^m'V'?^.  ^"^^ "''•,. ^***'  ^^^'  W»«-  Sowing  derlce. 
2,017,304  ;  Oct.   15. 

^'2'oi7  39^^^'' 0^?   15'     ^'"'°"''^'     ^'''o-       Vehicle     stop. 

Blatz  Brewing  Company.  (See  Klein,  August  L.  as- 
signor. I  •  ,     »o 

^'^^''^^i  Warren  F..  Tulsa.  Okla..  assignor  to  Zero  Hour 

2,01^81 :0^ri5'^'     ''"^'*     '^'°-       ^'*'y     '^*>°''- 

Bloom  Oscar  T,  and  U  8.  Paddock,  assignors  to  Indus- 
trial Patents  Corporation.  Chicago,  III.  DefeatherlnK 
compound.     2,017.648 ;  Oct.  15.  i^eie.inenng 

Boax,  John  J.,  McKeesport,  and  J.  A.   Miller,  Brentwood 
Pa.,  a.sslgnors  to   National  Tube  Company       Pine  testl 
ing   machine.     2,017,393;   Oct.   15. 

^^S.':  •'"'^"  "^  •  McKeeqwrt.  Pa.,  aasignor  to  National 
Tube    «.  ompanv.      Metal    castiojf.      2.017,394;    Oct     15 

Bodor.  Andrew.  Newark,  .V.  J.,  and  L.  B.  Koch,  assignors 
to    Reinforced    Paper    Bottle    Corporation,    New    York. 

2  bl7'810  *  Oct  ^15°''    '**'"    ^*'^'"    '**'"'*•   *"^    **^*    "^*- 
Bolens. 'Harry  w".  Port  Washington,  Wis.     Power  operat- 
ed mower.     2,017,524  ;  Oct.  15  "V'^r-v 
^^'.^R*'-'-  "^rold  D.    Plalnfleld,  N.  J.     Agitating  apparatus. 

■i.vi  I .ll»j ;  Oct.  15. 
Booth,  Charles  F.,  Annlston,  Ala.,  assignor  to  Swann  Re- 

o*'<?7-'i.'..J°SS''P°'"''^«<^       Pro<.'ucing   disodlum    phosphate. 
J,UI  I  .B^B  ;  Oct.   15. 

Borg- Warner  Corporation.  (See  Carlson,  Raymond  A., 
assignor.)  ' 

Bossart.  Otto  A.,  and  E.  O.  Eberhardt.  assignors  to  Mo- 
dine  Manufacturing  Company,  Racine,  Wis.  Condenser 
tube.     2,017,201  ;  Oct.   15. 

Boucher.  Charles  P  .  Montreal,  Quebec,  Canada.  Electri- 
cal system  Hnd  apparatus.     2,017,273;  Oct    15 

Bourne,   Roland   B.,  assignor  to  Tbe  Maxim  silencer  Com- 

S'*/!1*v-tA'*''J.''^''^-     ^°°°-       Sound     attenuating     device. 
J, 017. 744  :  Oct.   15. 

Bourne.  Roland  B..  assignor  to  The  Maxim  Silencer  Com- 

Pan>L.     'lartford.     Conn.       Sound     attenuating     device. 

Bourne.  Roland  B.,  assignor  to  The  Maxim  Silencer  Com- 
pany, Hartford.  Conn.  Sound  attenuating  device. 
2,01  (,(4ti ;  Oct.  15. 

Bourne,  Roland  B.,  a.ssignor  to  The  Maxim  Silencer  Com- 

e»ny      Hartford,     Conn.  Sound     attenuating     device. 

Bourne,  Roland  B.,  assignor  to  The  Maxim  Silencer  Com- 

P^oy      Hartford,     Conn.       Sound     attenuating     device. 

2,017',748;  Oct.    15. 
Bowdil  Company.  The.     (See  Bryant.  Charles  E..  asslgno.-.) 
Boyd.    James    K..    Wilklnsburg,    and    F.    F.    Slick.    North 

Braddock.  Pa       Rail  joint.     2.017,395  ;  Oct.  15 
Boyer.   Clara  M  ,  executors  et  al.      (See  Stanlti,  J.,  and 

Boyer.) 

Boyer,  George  D.       (See  Stanita.  J.,  and  Boyer j 

Bradford,  Edward  S..  Jr.,  Longmeadow,  assignor  to  Spring- 
field Wire  &  Tinsel  Co..  West  Springfield,  .Mass.  Pot 
cleaner.      2.017,231  ;  Oct.  15 

Brady,  James  IL,  I»ul8ville,  Ky.  Automatic  bottle  cap. 
2.017.036  :  Oct.  16.  ^ 

Brady.  Lewis  F    et  al      (See  Taylor,  Joseph  P  .  assignor  ) 

Bralnard.  Kenneth  A.,  Beverly  Hills,  Calif.  Vehicle  block- 
ing device.     2.017,749;  Oct.  15. 

Braukhof.  Robert,  Clinton,  Wis.  Cushion  seat  cover. 
2.017,178:   Oct.    16. 

Brehmer,  (iebruder.  (See  Klein;  chmit.  0.,  and  MUller,  as- 
signors I 

Breitenstein,  Herbert  d  .  assirnor  to  B.  T.  Moloney.  Chi- 
cago.  III.     Switch  d«vlce.     2.017,274:  Oct.  15. 

Brennan.  Joseph  B.,  Fort  Wayne.  Ind.,  assignor  to  The 
Mngnavox  Company,  Chicago.  III.  Heater  for  motor  ve- 
hicles.    2.017.525;   Oct.   15. 

Br.uls.  MorI»v  H.      (See  McCauley.  Thomas  H.,  assignor.) 

Brlggs,  Joseph  A..  Erlton,  N.  J.,  assignor  to  Radio  Corpo- 
ration of  .Vmerica.  Intermittent  feed  for  motion-picture 
apparatus       2.017,117;   Oct.  15. 

Brlggs  &  Sfratton  Corporation,  (See  Brown.  Jerome,  as- 
Fignor. ) 

Brlggs  &  Stratton  Corporation.  (See  Fita  Gerald,  John 
W.,  assignor.) 

Briggs  4  Stratton  Corporation,  (See  Gudmundsen,  Aus- 
tin. as.«i|gnor.) 

Brittnin.   Harold   A  .  Akron.  Ohio,   assignor,  by   mesne  as- 
signments,   to    Wingfoot   Corporation,   Wilmington,   Del 
Tube  for  venting  tfres.     2,017,582  ;  Oct.  15. 


British  Xyl6nlte  Company  Limited,  The.  (See  Sproxton, 
Foster,  assignor.)  ,«        .,        ,       ^,, 

Brockway  Sales  Company.  (See  Mengle,  Glenn  A.,  as- 
signor.) 

Brodle.  Ralph  N.,  Company.  (See  Granberg,  Albert  J., 
assignor.) 

Brown  k  Blgelow.      (See  Winford,  Orion  P.,  assignor.) 

Browu,  Edward  A.,  Dest  Moines,  Iowa.  Combustion  con- 
troller.    2,017,562;  Oct.  15.  ^       ^ 

Brown,  Jerome,  assignor  to  Briggs  &  Stratton  Corpora- 
tion, Milwaukee.  Wis.     Filter.     2.017,232;  Oct.  16. 

Brown,  John,  Glasgow,  Scotland.  Treating  wood  for  sur- 
face ornamentation,     2,017,037  ;  Oct.  15. 

Brown,  Luther  8.,  Fresno,  Calif.  Gas  burner.  2,017,338 ; 
Oct.  16. 

Brown,  Percy.  Chicago,  III.  Shower  bath  attachment. 
2,011.396;  Oct.  15.  ^  ^  „   , 

Brunswick,  Jules,  Boulogne/Seine,  France.  Cellular 
cushion  tire.     2,017.649 :  Oct.  15.  „     ,..       , 

Bruun.  Otto  J.,  Copenhagen.  Denmark.  Machine  for  mak- 
ing plaited  metal-foil  cap.sule8.     2.017,054  ;  Oct.  15. 

Bryan    William  J..  Jr.      (See  Thomas,  Richard,  assignor) 

Bryant.  Charles  K..  Inman,  Va..  assignor  to  Tbe  Bowdil 
Company,   Bowdil,  Ohio.      Switch,      2,017.179 ;   Oct.    15. 

Bryant.  Frank  L..  East  Orange,  and  G.  S.  Mathey^  Eliaa- 
b«  th.  N,  J,,  assignors  to  Cellufoam  Corporation.  Chicago. 
lU.     Reenforced  fibrous  layer.     2.017,539  :  Oct.  15 

Budd,  Edward  O.,  Manufacturing  Company.  (See  Hovey, 
Otis  W.  assignor.)  „  ,,  ,      .,        o     * 

Burger,  Martin,  Morris,  assignor  to  Self-Locking  Carton 
Co.,   Chicago.   lU.     Carton.      2.017,650;   Oct.   15. 

Burgess.  Magnus  M.,  Detroit,  Mich.,  assignor  to  Sheller 
Manufacturing  Corporation,  Portland,  Ind.  Steering 
wheel.     2,017.681  :  Oct.  15. 

Burnett,  Richa'rd  W.,  Chicago.  111.  Holding  and  release 
tripping  mechanism  for  railway  car  hand  brakes. 
2,017,526;  Oct.  16.  ^„        „     .     i.i 

Burroughs  Adding  Machine  Company.  (See  Pasinski. 
Walter  J.,  assignor.)  ,    _         „    ,     ^       ^ 

Burrow,  Frank  J.,  assignor  of  one-half  to  E.  I.  Stephen- 
sen  Toledo,  Ohio.  Machine  for  folding  carton  blanks. 
2,0i7.583;  Oct.  15.  „„,..,  ^  t 

C-S    Engineering    Company.       (See    Schellens.    Eugene   L... 

CalU^k,  John  IL.  Joplin,  Mo.   Electrolytic  ceU.   2,017,684 ; 

t>ct,  15.  „  „  . 

Campbell.      Adolph     T.,      Millvllle,     N.     J.        Safety-pin. 

2.017,651  ;  Oct.  15.  ..      ^  ^ 

Campbell.  Donald  J.,  Spring  Lake  Township,  Ottavra  Coun- 
ty assignor  to  Campbell,  Wyant  &  Cannon  Foundry 
Companv,  Muskegon  Heights,  Mich.  Hardening  cams. 
2,017.30"5  ;  Oct.  15.  „    ^  ^  ^ 

Campbell,  William   B.      (See  Sullivan,  M.   D.,  and  Camp- 
Campbell.    Wyant    A    Cannon    Foundry    Company.       (See 
Campbell.  Donald   J.,  assignor.)  r>      ...     ^      - 

Cantelo.  John   8..   East    Cambridge.   MasR.      Combined   ex- 
tension  ladder  and  trestle.     2.017.503;   Oct.   15 
Carafloi.    Alexander,    St.    Louis.    Mo.      Dress.      2,017,750, 

Carbide  and  Carbon  Chemicals  Corporation.  (See  Cox. 
Henry  L.,   assignor.* 

Carbide  and  Carbon  Chemicals  Corporation.  (See  John- 
ston, Franklin,  assignor.)  „       „  «      _      j  o 

Carborundum  Company,  The.     (See  Benner.  Raymond  C, 

assignor.)  „         .        r.     s      u  * 

Carborundum  Company.  The.      (See  Beverley.  Reginald  A., 

assignor. )  ^       ■„     ^        ^       t     -- 

Cnrborundnm  Company,  The.     (See  Easter,  George  J.,  as- 

Carelu'^'^Sam.   assignor    to   M.    Andreucci,    Florence,    S.   C. 

Heel'  protecting  plate.     2  017,038  ;  Oct.  15 
Carl.  Gustav  R..  Clilcago.  III.     Window.     2,017,652,  Oct. 

CaV?son.  Clarence  O..  East  Cleveland.  Ohio  «f8»P?or  to 
The  American  Steel  and  Wire  Company  of  New  Jersey. 
Tool.     2.017,039:  Oct.  16.  ^     ,         ^ 

Carlson,  Julius.      (See  Hart.  8.,  and  Carlson.) 

Carlson,  Raymond  A.,  assignor  to  Borg-Warner  Coroora- 
tlon  Chicago.  III.  Spindle  unit  for  multiple  spindle 
machines.     2.017,527  ;  Oct.  16.  ,v.  ^,  „     .„h 

Carlstrom.    John.      (See    Winterson,    F.    J.,    Dudley,    and 

Carrington"  Frederick  D..  South  Croydon,  England.     Foot 
stool  and  the  like.     2,017  483  :  Oct.  15.        ^     ,    ,,      „_ 
Carrly)wrey    Glass    Co.      (See    Hilgenberg,    Carl    G.,    as- 

Carter"  WUlard  K.      (See  McKlnlev.  J.  M.,  and  Carter.) 

Casey  Robert  A..  Struthers.  Ohio.  Light  attachment 
for'flrenrms.     2,017,585:  Oct.  15 

Cave  Henry  asignor  to  The  Fuller  Bnish  Company.  Hart- 
ford. Coiiii.     Can  opener.     2.017.829;  Oct    15 

Celanese  Corporation  of  America.      (See  Ellis.  O.  H.,  and 

Celanese  Corporation  of  America.  (See  Ellis.  G.  H..  and 
Allan,  assignors.)  ™..  .^  u     .■    «»■ 

Celanese  Corporation  of  America.  (See  Whitehead.  Wil- 
liam, assignor.)  ,  ,  ^ 

Cellovls.  Inc.      (See  Jones.  W,  Bartlett,  assignor  ) 

Cellufoam  Corporation.  (See  Bryant,  F.  L,,  and  Mathey, 
assignors.)  ,^,,^  r^     ■,    a 

Central    Scientific   Company.      (See    Hornberger,    Carl    S.. 

Champion  Fibre  Company,  The.  (See  Whiting,  William 
S.,  Jr,.  assignor.) 


Chapman     Valve    Manufacturing     Company,     The.      (See 

ileagher.  James  H.,  assignor.) 
Chapman,  Walter  J.      (See  Komarek,  G.,   and  Chapman  ) 
Chemical  Works  formerly   Sandoi.      (See  Rheiner,  Alfred, 

assignor.)  „       ,     _ 

Chester    Bros.    Limited.      (See    Chester,    Frank    R.,    as- 

siKDor  ) 
Chester,  Frank  B..  assignor  to  Chester  Bros.   Ltd..  Van- 
couver, British  Columbia,  Canada.     Loupe.     2,017,233 ; 
Oct    15 
Chester,  Frank  R..  Vancouver,  British  Columbia,  Canada. 

Fish  lure.     2,017,488;  Oct.  16.  ^,  „     ^,     ^ 

Chicago   Automatic   Tool    Company.      (See   Nell,   GuBta%e 

M.,  assignor.) 
Chilton    Pen    Company,    The.     (See    Sypher,    MUford    G., 

assignor.)  ,  ^  » 

Chilton   Pen  Company,  The.      (See  Upton,  Henry   J.,  as- 
signor.) 
Christensen.   Howard  H.,   San   Antonio,  Tex.,   assignor   to 
O'Keefe   &    Merritt   Co.,    Los   Angeles,   Calif.     Orchard 
heater.     2,017,275;   Oct.   15. 
Church,    Walter    L.,    Houston,   Tex.     Packer    and    setting 

tool.     2,017,434  ;  Oct.  15. 
Chutorash.  Gustave,  assignor  to  General  Motors  Corpora- 
tion, Detroit,  Mich.     Cowl  ventilator.     2,017,628;  Oct. 
16,  ,^    „ 

Citizens  Trust  Company,  Trustee.      (See  Replogle,  D.  B., 

and  Queen,  assignors.)  „  .      .. 

Clark    Equipment    Company.      (See    Lapsley,    Robert,    as- 
signor.) ^     .  ^ 
Clark,  Harold  W.,  asignor  to  The  Steel  Sanltarv  Company, 

Alliance,   Ohio.     Tub   bracket.     2,017,710:    Oct.    15. 
Clark.  Joseph  C,   San  Angelo,  Tex.     Capsule  administer- 
ing device.     2.017,783;  Oct.  16.  „„,.,„«„ 
Clark,  Kline,  Savannah,  Mo.     Gate  mechanism.     2,017,202  ; 

Oct,  16.  „ 

Clarke.    Carole    A.,    Chatham,    and    L.    A.    Elmer,    West 
Orange.  N.  J.,  assignors  to  Bell  Telephone  Laboratories. 
Incorporated,  New  York.  N.  Y.     Velocity  comparing  sys- 
tem I'or  film  driving  apparatus.     2.017,653  :  Oct.  15. 
Claud-Mantle,  Arthur.  Trumbull,  assignor  to  The  Bassick 
Company,     Bridgeport.     Conn.     Latch    for     automobdle 
fender  shrouds.     2.017,664  :  Oct.  15. 
Clay.  Murray  G..  New  York.  N.  Y.,  assignor  to  Radio  Cor- 
poration of  America.     Film  gate.     2^17,203  ;   Oct.   15. 
Cleveland  Graphite  Bronze   Company,   The.      (See  Stock- 

fleth,  Berger,  assignor.) 
Clouse    William   L.,  assignor  to  The  National  Machlneiy 
Company.  TiflSn,  Ohio.     Cold  press.     2,017.784  ;  Oct.  15. 
Clulow.  Frederick  S..  Martinez,  assignor  to  Shell  Develop- 
ment   Company,    San    Francisco,    Calif.     Colored    lubri- 
cating oil.     2,017,529  ;  Oct.  15. 
Cole    Harry  W.      (See  Vosburgh,  Charles  H..  assignor.) 
Colts  Patent  Fire  Arms  Manufacturing  Co.      (See  Webb, 

George,  assignor.) 
Commercial   Solvents  Corporation.      (See  Bannister,   Wil- 
liam J.,  assignor.) 
Compagnie  Generale  de  Telegraphic  Sans  Fil.      (See  Gou- 

rlaud.  Michel,  assignor.)  ^  „     ^     ., 

Continental     Optical     Company.      (See    Soden.     Fred     H., 

asBignor^ 
Conwell,  W'illiam  J.,  assignor  to  G.  I.  Sellers  k  Sons  Com- 
pany, Elwood.  Ind,      Lock.     2,017.785  ;  Oct.  15. 
Cook.   Earle  S..  assignor  to  The  Westinghouse  Air  Brake 
Companv.    Wllmerding,    Pa.     Train    control   apparatus. 
2.017,682  ;  Oct.  16. 
Cooke.  George  T.,   et  al.      (See  Moriarty,   George  A.,  as- 
signor.) 
Corbett,   Lawrence  W..   Belmont,   assignor  of   thirty-four 
per  cent  to  W.   H.  Doble,  Qulncy,  and  thirty-three  per 
cent  to  B.  L.  Doble.   Hingham,  Mass.     Combustion  ap- 
paratus.    2,017.340  ;  Oct.  15.  _  ^ 
Cottee    Cliflford   H.   F..  Ottawa.  Ontario.   Canada.     Dehv- 
dratlng  Glauber's  salt  and  the  like.     2.017,686  :  Oct,  15. 
Cougtoux.  Henri  C.      (See  Mallet.  C.  and  Cougtoux.) 
Covell,    Harold   S..   assignor  to    Hart  &  Cooley   Manufac- 
turing Companv.  Holland,  Mich.     Register.     2,017,806; 
Oct.  16. 
Coverdale.   Nunas  W..   and  G.  T.   Baton,   Fontana.  Calif. 

Bottle  locker.     2,017,786:   Oct.  15. 
Cowan.  Frank  A..  East  Orange,  N.  J.,  assignor  to  American 
Telephone     and    Telegraph     Company.     Communication 
ampllfiei:  with  feed-back.     2.017.180;  Oct.   15. 
Cox     Henry    L.,    South    Charleston,    W.    Va..    assignor    to 
Carbide    and    Carbon    Chemicals    Corporation.     Chloro- 
ethvl  chloroethoxy-ethyl  ether.     2.017,811 ;  Oct.  15. 
Cox.   John   C.   assignor  to    Wagner  Electric  Corporation. 
St    Louis.  Mo.     Operating  fluid  for  hydraulic  transmis- 
sion.    2,017.089  ;  Oct.  15. 
Cox    Walter,  Methuen.  and  G.  W.   Pearson,  assignors  to 
Rox  Supply  Co.,  Lowell,  Mass.     Double  action  spinning 
and  twisting  frame.     2.017.307  ;  Oct.  15. 
Coy.  Jay  A..  Glen   Ridge,  and   H.   I.  Romnes.   Bloomfleld, 
N    J.,  assignors  to  Bell  Telephone  Laboratories,  Incor- 
porated,    New     York,     N.     T.     Gain     control     circuit. 
2.017,654  ;  Oct.  16.  „    „    ., 

Cralley,  John  T..  Chicago,  111.,  assignor  to  P.  H    Murphy 
Company,    New    Kensington,    Pa.      Hatch    construction. 
2,0lt.751  :  Oct.  16. 
Crane  Co.      (See  Sorensen.  Alfred  K  ,  assignor.) 
Crawley,  Charles  H..  Lakewood,  assignor,  by  mesne  assign- 
ments, to  The  Weatherhead  Company,  Cleveland,  Ohio. 
Hvdraulic   brake   fitting.     2.017.812 :   Oct.   15. 
Criqui,  Charles  A.      (See  Larkin,  EUwood  T.,  aasignor.) 
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CrittendPD,  Eugene  U..  Syracuse,  assiznor  to  Atmospheric 

Nitrogen   Corporatidii,   New   York,   N.   Y.     CfltnljBt  and 

the    production    and    regeneration    thereof.     2,017,083 ; 

Oct.  15. 
Crittfndpn,   Philip   L..   Edgewood,   assijinor   to  The  West- 

inghouse  Air   Brake  Company,    Wilmerding,   Pa.     Fluid 

compressor.      2.017,684  ;   Oct.    15. 
Cr>sler,    Friendy   J.,   et  al.      (See  Taylor,   Joseph.  P.,   as- 
signor.) 
Crysler,  Miles  A.,  et  al.      (See  Taylor.  Joseph  P..  assignor.) 
Cuff,    James    K  .    Flinsdale,    111.     Loading   station    for    toy 

trains.      2.017.616;   Oct.    15. 
Cummins,    Norman    W.,    Louisville,   Ky.,    assignor   to   The 

National     .Machinery    Company,    TiflBn,     Ohio.      Making 

blanks.     2,017.341  ;  Oct.  15. 
Curtis     .\eroplane     &.     Motor     Company.      (See     Hathorn, 

Charles  E.,  assignor.) 
Curtis.    Eugene    J.,    trustee,    et   al.     (S««   Madsen.    Sern. 

assignor.) 
Curtis,    George    L.,    trustee,    et    al.      (See    Madsen.    Sern, 

assignor.) 
Dahl,     Ijiwrence    S.,    Gary,    Ind.,    assignor    to    American 

Sheet    and     Tin     Plate    Company.      Roll    mill     setting. 

2,017,040:  Oct.   15. 
Davis,    Henrv    M  ,    Portsmouth,    Va.     Combined    coupling 

and  releasing  device       2,017,787  ;  Oct.  15. 
Davis,  Tobe  C.      fSee  Magnus,  Harold,  assignor.) 
Dawson,   George   H,,   assignor   to    Wilson-Jones   Company, 

Chicago,  111.      Loose  leaf  binder.      2,017,342  :  Oct.  15. 
Day.   J     H..   Company,  The.      (See   Kirchhoft.   William   G., 

assignor.) 
Decker.  James  W  .   New  York.  N.  Y.      Ticker  tape  control- 
line  means.      2.017.655:  Oct.  15. 
Delachnux.  Clarpiue  L..  Gennevilllers,  assignor  to  Acleries 

de    Gennevilllers.     Anclens     Etablissements     Delachaux, 

Gennevilllers.        France         Steel        welding        method. 

2,017.788  ;  Oct.  15. 
Demontis.       John       S.,       Bridgeport,       Conn.       FertlUier. 

2,017,711  :  Oct.   15. 
Dennis.    Walter    R  .    Minneapolis,    Minn.     Masonry    faced 

wall  board  an<l  producing  the  same.      2.017.587  :  Oct.  15. 
De  Orlow,   Stephen.   asslL'nor  to  Temstedt  Manufacturing 

Company,   Detroit,  Mich.    Handle  assembly.     2,017,530 ; 

Oct.  15. 
De   Ropp,   Harald   W.,  and    H.  C.   Hetherlngton,  assignors 

to  E.  L    I>u   Pont  de  Nemours  &  Company.   Wilmington, 

Del.      T'rea  synthesis.      2,017, ."iSS  :  Oct.  15 
Detroit    Hydrostatic   Brake   Corporation.       (See   Sauiedde. 

Claude,  as,-signor. ) 
Deutsche    Gold-nnd    Sillvr  Scheideanstalt    vormals    Roess- 

ler.       fSee    Schtlltes.    Hermann,    assignor.) 
De    Valera,    Ernest    G.,     New     York,     N.    Y.      Pill     box. 

2,017,685:  Oct.  15. 

De  Valera.  Erne.st  G.,  New  York.  N,  Y.  Dispensing  cap. 
2,017.686:  Oct.  15.  »  *       f 

De  Valera.  Ernest  G..  New  York.  N,  Y.  Alarm  device. 
2.017,087  :  Oct.  15, 

Dewey,  Emily,  Ijike  Placid,  Fla.  Protector  for  bottom 
portions  of  window  and  door  draperies'.  2,017,181  : 
Oct.    15. 

Dickin.«,  Arthur  W  M  ,  and  N.  S  Kocher,  assignor*  to 
Eastman  Kodak  Company,  Rochester.  N.  Y.  Photo- 
gaphlc  dry   mounting   tl.»»8ue.      2.017.144:   Oct.   15. 

Di  Guistin,  Carmine,  Vancouver,  British  Columbia,  Can- 
ada.     Street  reflector  sign.     2,017.617  :  Oct.   15. 

Dina,  Augusto,  New  York,  N.  Y.  Framing  mechanl<sm. 
2.017.589  :    Oct.    15. 

Ditcham.  William  T,  Chelmsford,  England,  assignor  to 
Radio  Corporation  of  America.  Modulated  carrier 
wave   transmitter.      2,017.118:    Oct.    15. 

Dixon,  Joseph,  Crucible  Company.  (See  Shonnard.  Or- 
lando D.,  as.signor.) 

Dohle.  Blanche  L.,  et  al.  (See  Corbett,  Lawrence  W,, 
a.s.slgnor.> 

Dohle.  William  H.,  et  al.  (See  Corbett.  Lawrence  W,. 
assignor.) 

Dodelin,  Fred  A.,  Glen  Ridge,  a.vsignor  to  Pyrene  Manu- 
facturing Company.  Newark.  N.  J.  Fire  extinguisher 
holder  or  support.     2.017.531  :  Oct.   15. 

Dod'^on.  William  C       (See  Drum.  H.  S.  and  Dodson.) 

Donahie,  Thomas  L.,  Wheeling,  W.  Va..  assignor  to  Na- 
tional Tube  Company.     Door  guide.     2.017.041  :  Oct.  15. 

Dopp.  Frank  B,.  St.  Louis,  Mo.,  assignor,  by  mesne  as- 
signments to  Perma  Corporation,  Chicago,  111.  Heeling 
shoes.     2.017,234  :  Oct.  15. 

Doty.  Martin   W       (See  Barnett,  D.  T.,  and  Doty.> 

Dougherty,  George,  Port  Vue,  Pa.,  assignor  to  National 
Tube  Company.  i'lpe  painting  machine.  2.017,042  : 
Oct.    15 

Doulette,  Henry  T  .  Brockton,  and  F.  E.  Hooper,  Swamp- 
scott,  Ma.'s  .  assignors  to  United  Shoe  Machinery  Cor- 
poration, Paterson,  N.  J.  Edge  finishing  machine. 
2,017.05.-)  :  Oct.  15. 

Dow  Chemical  Company.  The.  (See  Mills,  Llndley  B., 
assignor. ) 

Down.  Sidney  (i  .  E4lgewood,  assignor  to  The  Westing- 
house  Air  Biake  Company.  Wilmerding,  Pa,  Brake  cyl- 
inder mounting.     2.017, f>88  ;  Oct.  15. 

Down,  Sidney  G  ,  Edgewood.  assignor  to  The  Westing- 
house  Air  ferake  Company,  Wilmerding,  Pa.  Electrical- 
ly  controlle<l   brake   valve,      2,017,689:   Oct.    15. 

Down.  Sidney  G  ,  and  E.  E.  Hewitt.  Edgewood.  assignors 
to  The  Westinghouse  .\ir  Brake  Company.  Wilmerding, 
I'a.      Fluid    pressure   brake.      2,017,789  ;    Oct.    15, 


Downey,  Reginald  L.,  Scotia.  N.  Y.,  assignor  to  General 
Electric  Company.  Frequency  determining  means. 
2,017,712;  Oct    15. 

Dray,  Joseph  F.,  et  »1.  (See  Moriarty,  George  A.,  as- 
signor. ) 

Drew,  Leslie  L.,  Asbury  Park,  N.  J.  Apparatus  for  agini; 
alcoholic   spirits.      2,017,235;    Oct.   15. 

Drum,  Harry  S..  Ablngton.  and  W.  C.  Dod.'on,  Meadow- 
brook,  assignors  to  Smith,  Drum  and  Company.  Phil- 
adelphia, Pa.  Processing  apparatus  for  fiber  cakes, 
2,017,690  :  Oct.  16. 

Drum,  Harry  S.,  Ablngton,  and  W.  C.  Dodson.  Meadow- 
brook,  assignors  to  Smith,  Drum  and  Company,  Phila- 
delphia, i*a      Procesaing  fiber  caket.     2,017,691  ;  Oct.  15. 

Dudley,  .Xndrew  T.  (Set*  Wlnterson,  F.  J.,  Dudley  and 
Carlstrom.) 

Duffner,  Carl  A..  Cleveland  Heights,  Ohio.  Air  purifier, 
2,017,590;  Oct.   15. 

Dumm,  Edwin  J..  Marlon.  Ohio.  Vibration  cushioning 
driving  device.     2,017,591  ;  Oct.  15. 

Dunn.  William  G..  Clarinda.  Iowa.  Pneumatic  liquid 
dispenser.     2.017.145;  Oct.  15. 

Dunlop  Rubber  Company.  (See  Goodyear,  E.  F..  and 
Wright,  assignors.) 

Du  Pont,  K.  I.,  de  .N'emours  k  Company.  (See  Almquist, 
John  A  ,  assignor  ) 

Du  Pont,  E.  I  ,  lie  Nemourt  St  Company.  (See  Arnold, 
H.  R.  and  Williams,  assignors.) 

Du  I'ont.  E.  I.,  de  .N'emours  &  Com[Miny.  (See  de  Ropp, 
H.    W,    and    Hetherlngton.    as>ilgnora. ) 

Du  I'ont,  E.  I.,  de  Nemonrs  4  Company.  (See  Hawkin- 
■on,   Alfred  T.,  a.«>signor.) 

Du  Pont,  E.  I.,  de  .Nemours  k  Company.  (See  Laxler, 
Wilbur  A.,  asaignor.) 

Du  Pont  Kayon  Company.  (See  Freund,  Henry  H.,  as- 
signor.) 

Durham,  Hobart  N..  Jackson  Heights,  N.  T.,  aaslgnor  to 
The  Ooss  Printing  Press  Company.  Chicago,  111.  Web 
renewing   me<Mianl«m.      2.017.343;    Oct,    15. 

Dutchess  Tool  Company.  (See  Uanna,  D.  J.,  and  Van 
Houten,  assignors. ) 

Easter,  George  J  ,  assignor  to  The  Carborundum  Com- 
pany, Niagara  Falla.  N.  Y.  Furnace  refractory. 
2,017.056;  Oct.  15 

Eastman  Kodak  Company,  (See  Bedaux,  Charles  E.,  as- 
signor.) 

Eastman  Kodak  Company.  (See  Dickins,  A,  W.  M.,  and 
Kocher,  assignors  i 

Eastman  Kodaa  Company.  (See  Flgg.  Louia  J.,  Jr..  as- 
signor.) 

Ea.stman  Kodak  Company.  (See  Malm,  C.  J.,  and  Fordyce, 
assignors.) 

Eastman  Kodak  Company.  (See  Parker,  J  Henry  S., 
assignor.) 

Eastman  Kodak  Company.  (See  Richardson,  E.  E.,  and 
Staud,  assignors.) 

Eastman  Kodak  Com|>any.  (See  Ruasell,  Harold  D.,  as- 
aignor.) 

Eaatman  Kodak  Company.  (See  Staud,  C,  J.,  and  Van 
Dyke,  as-xignors.  > 

Eastman    Kodak  Company.      (See  Wlttel.   Otto,  assignor.) 

Ea.stman  Kodak  Company.  (Sec  Y^ackel,  E.  C,  and  Ken- 
yon,  assignors,) 

Eaton.  Glenn  T.     (See  Coverdale,  N.  W..  and  EatonJ 

Eberhardt,  Emanuel  G.  (See  Bosaart,  0.  A.,  and  Eber- 
hardt.) 

Eclipse  Aviation  Corporation,  (See  Lansing.  Raymond 
P.,  assignor.) 

Eclipse  Machine  Company.  (See  McGrath.  William  L., 
assignor.) 

Bggert,  William.  Jr.,  Brooklyn.  N.  Y.  Fertillxer  and 
method  of  fertllirlng.     2,017.090;  Oct,  15. 

Eklund,  Arthur  O.,  assignor  to  Teletype  Corporation, 
Chicago.  111.  Printing  telegraph  system.  2,017,091; 
Oct.   15. 

Electric  Household  Utilities  Corporation.  (See  Hume, 
John  T.,  assignor.) 

Elliott   Company.      (See  Elliott,   William   S.,   assignor.) 

Eailot,  William  S.,  Northampton,  assignor  to  Pro-Phy- 
Lac-Tic  Brush  Company,  Northampton,  Mass,  Grind- 
ing  wheel    for   bristles,      2.017,487  ;    Oct.    15 

Elliott,  William  S,.  assignor  to  Eyiiott  Company,  Pitts- 
burgh, Pa.  Air  conditioning  apparatus,  2,017,713; 
Oct.   15. 

Ellis,  George  H.,  St.  Paul,  assignor  to  The  Insullte  Com- 
pany, Minneapolis,  Minn  Fireproof  heat  and  sound 
insulating  body.     2,017.344  ;  Oct,   15. 

Ellis,  (Jeorge  H  .  and  E.  W.  Kirk,  Spondon.  near  Derby, 
England,  assignors  to  Celanese  Corporation  of  America. 
Treatment  of  textile  and  other  materials.  2,017,119; 
Oct.    15. 

Ellis,  George  H.  and  J.  Allan,  Spondon,  near  Derby,  Eng- 
land, assignors  to  Celanese  Corporation  of  America. 
Production  of  discharge  effects,     2.017.120  ;  Oct.  15. 

Elmer.  Leon  H.,  San  Jose,  Calif.  Plant  container. 
2,017,808;  Oct.  16. 

Elmer.  Lloyd  A,      (See  Clarke,  C.  A.,  and  Elmer.) 

Elter.  Nicholas  J.,  and  D.  B.  St.  Jacques,  New  York. 
N.  Y.     Drill  sharpening  mechanism.     2.017,532  :  Oct.  16. 

Emsco  Derrick  k  Equipment  Company.  (See  Smith,  David 
M.,  assignor.  I 

Enkle,   Joseph,   I^andstuhl,  Pfals,  Germany.     Free  balance 


Erb 


escapement.     2.017.236  ;  Oct.  16. 

■b,   Norris  M.      (See  Sherman,  J.   M.,  and  Erb, 
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Brlcton.  Adolph  H.,  and  G.  C,  Zeidler,  Minneapolis,  Minn. 
Hypo<iermlc  syringe — air  operated.     2,017,276;  Oct.  16, 

Ernst,  Oliver  II..  8r„  Billings,  Mont,  Door  latching  de- 
vice.    2,017,790;  Oct.  IB.  .     ^    ^ 

Easer,  Heinrlch,  Hilden,  Germany.  Method  and  appa- 
ratus  for    welding    tubes.      2,017.397;    Oct.    15 

Etablissements  Jacob  Delafon  Compagnle  Ceramlque  de 
I'oullly  sur-Saone  et  Belvoye.  (See  Mallet,  C,  and 
Couetoux.  assignors.)  _  ^     ,     » 

Bsecl    Taping    Machine    Co.      (See    Olsen,    Carl    A.,    as- 

By!vlctor,  New  York,  N.  Y.     Pressure  gauge.     2,017,435 ; 

Oct.   15. 
Fairchild    Aerial   Camera   Corporation.      (See   Gaty,   John, 

P     ftHsiirnor. ) 
Fald\ni,  .Mario,  ashignor  to  SocletA  Italiana  Pirelli,  Milan, 

Italy,     Manufacture  of  porous  rubl>er.      2,017,308;   Oct, 

Farmer,  Clyde  C,  Pittsburgh,  assignor  to  The  Westing- 
hau.se  Air  Brak«  Conpany,  Wilmerding,  Pa,  Electro- 
pneumatic    brake.      2,017, "fftl  ;   Oct.    15. 

Farmer,  Clyde  C,  Pittsburgh,  asrignor  to  The  Westing- 
house  Air  Brake  Company.  Wilmerding,  Pa,  Fluid  pres- 
sure brake,     2.017.792  ;  Oct.  15, 

Farmer,  Clyde  C,  Pittsburgh,  asaignor  to  The  Westing- 
house  Air  Brake  Company,  Wilmerding,  Pa.  Fluid  pres- 
sure brake.     2.017.793;  Oct,    15. 

Farmer,  Clyde  C.,  Pittsburgh,  assignor  to  The  Westing- 
house  Air  Brake  Company.  Wllmeiding,  Pa.  Brake  con- 
trolling device.     2.017,704;    Oct.   15. 

Farrln,  Erneht  L.,  Medford.  Mass.  Mop  wringing  attach 
ment.      2.017,146;    Oct.   15. 

Faulkner,  Lionel  E.,  Hillside,  assignor  to  Wilson  Welder 
k  Metala  Comi>any,  Inc,  Hoboken,  N.  J.  Arc  welding 
electrode.     2,017,488;  Oct,  15. 

Ferguson.  L.  E.     (See  Maney,   I.eo,  assignor  ) 

Fer  O-Con  Corporation.     (See  Kotrbaty,  Guy  F.,  assignor.) 

Feuersteln.  Tihor  A.,  Yonkers,  N.  Y.  Ash  tray  holder. 
2,0l7,5i>2  ;  Oct.   15.  ,  «_  . 

Figg.  Louis  J..  Jr..  Klngsport.  Tenn.,  assignor  to  Baatman 
Kodak  Company.  Rochester,  N.  Y.  KmulRitied  wood  oils, 
2,017.147  ;  Oct.   15.  _.  ^       »   w  n 

Financial  I'reas  Companies  of  America.  The.  (See  Ackeil, 
J.  J.,  and  Paulding,  assignors.)  .,        r     *   .. 

Flnley  Harold  L..  assignor  to  The  Lonergan  Manufactur- 
ing Company.  Inc..  La  Porte.  Ind.  Liquid  fuel  burner 
and   burner  operation.     2.017.237;  Oct.   15. 

Finley.  Harold  L..  assignor  to  The  Lonergan  Manufactur- 
ing Company.  Inc.,  Ln  Porte.  Ind.  Space  heater, 
2.0'7.238;  Oct.  15.  ^     ,  ,„  .  . 

Flrma  Moldamuhl  Bruder  Porak,  Papier -undPappen-fab- 
rlken  A.  G,      (See  WoUner.  M..  and  Weber,   assignors.) 

Fisher.  John  H  .  and  8.  Siegel.  assignors  to  Aerovox  Cor- 
poratlon.  Brooklyn,  N.  Y.  Elwtrlcal  terminal. 
2,017.204  ;  Oct,   15, 

Fisher,  Joseph  C.  St.  Marys,  assignor  to  The  Strelne 
Toof  and  Manufacturing  Company.  New  Bremen,  Ohio. 
Holddown     device     for    automatic     shearing    machines. 

FiHh?^ 'W.^^'..*e*t  al."    (See  Vogel    Bruce  D    a«8«KDor  > 
Fitch.   Benjamin  F..  Greenwich.  Conn.,  asaignor  to  Motor 

Terminals    Company.    Wilmington.    Del.      Demountable 

freight   container.      2,017.057  :   Oct.    !?»•       „ 
FlttXlld?  John  W..  assignor  to  Briggs  k  Stratton  Cor- 

poratlon.  Milwaukee.  Wis.     Carburetor.     2,01 1.239  .  Oi  (. 

15. 
Fordvce.  Charles  R.     (See  Malm.  C.  J  ,  *^\^^^^>Z2^^^  , 
Fox.Bdward  S..  et  al.      (See  Taylor,  Joseph  P.,  assignor.) 
Frilnkl,  Mathias,  Augsburg.  (Jermany,  assignor  to  Am*'"(an 

Oxythermlc  Corpomtion.  New  York,  N.  Y.     Process  and 

apparatus     for     the     resolution     of     gaseous     mixtures. 

2.017.240;  Oct.   15. 
Franklin  Railway  Supply  Company.     (See  Zoack,  George  H., 

Fr^s^Tut^thal  F..  Canton  Ohio  Tile  for  ^oist  and  tile 
construction  for  floors  and  the  like.    2,017^41  .  Oct    lo. 

Freeh.  Th«Ml..re  W„  Shaker  Heights,  and  W,  f  Golger 
Cleveland  Heights,  Ohio,  assignors  to  General  Electric 
Company.  Electric  lamp  mounting  and  current  suppl.N 
connection.     2.017.714  ;  Oct.  15. 

Free  Use  of   the  Public.  The.      (See  Funke.  Fred  W..  as- 

Friw""" Jonathan  R.  assignor  to  The  American  Rolling 
Mill  Companv.  Middletown.  uhlo  Cx.rrugated  metallic 
"ndult  and  making  it.^  2.017.Wi8:  Oct.  ^^■^..        .    _ 

French  George  F  .  Manchester.  England.  Heading  tape 
f^  cur  tdns  ami  the  like.      2.017,018  :  Oct.   '  > 

Freter    Roy  J..  Toms  River,  assignor  to  Tack  Button  Cob 
p^u^.   Toms' River.    N.   J-     Method    and   apparatus   fo.r 
forr^iing  tubular  rivets  and  the  like.     2,01 .  .«9..  ■  O^^  1;'^ 

Freund  Henrv  H.,  Cllffslde.  N.  J.,  assignor  to  Du  Pont 
Rayon  Company.  New  York.  N.  Y.  fireeslng  composi- 
tion      2.017,242:  Oct.   15. 

Krevtaff    Heinrlch     Neuenklrchen  Krels  Soltau   y«"U  -S2 
tail  iknd     Germany.      Table    skittle    alley.      2.017,796; 

nvwfmin     John  H  .  assignor  to  The  National  Machinery 

^C^m^nyTimn.  Ohir    Method  of  and  aPP^r^tus  for 

mannfscture  of  bolts,  rivets,  and  like  articles.    2.017,.309  . 

FrPedrl  Jhi.  George  A..  Erie.  Pa.  Candle  protector.  2.017.633  ; 

Oct     15. 
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Fritz,  Hanns,  assignor  to  firm  -'Schnellpresseufabrik  Koenig 
*  Bauer  Aktiengesellschaft",  Wurzburg.  Germany.  Fold- 
ing  device    for    rotary    printing   machines.      -^,017.619 ; 

Oct.  15.  ,,  ,  ^.      .  V 

Frost.  John  O.     (See  Mountford,  Sara  E..  and  Irost.) 
Frost.   Myron  O.,   Richmond  Heights,  and  P.   Mflttler.   St. 
Louis.    Mo.,    assignors,    by    mesne    assignments,    to   The 
Lamson  Company.  Syracuse.  N.  Y.     Distribution  system 
for  shoe  factories.      2,017.148  ;  Oct,   15. 
Fuller  Brush  Company.  The,     (See  Cave.  Henry,  assignor,) 
Funke.  Fred   W.,  Oakland,  Calif.,  dedicated   to  The   Free 

Use  of  the  Public.     Torch.     2.017,454  :  Oct.  15. 
Furness.   William   H..  assignor  to   American   Rayon    Com- 
pany,   Inc.,    Rlverton,    N.     J.      Mechanical     movement. 
2.017.656;  Oct.  16. 
Gaertner.   Edward   C.      (See   Pursell,   W.,  and    Gaertner.) 
Galliot,  Norbert,   Vaucresson,  France.     Device  for  convey- 
ing  gaseous   streams.      2,017,043  ;    Oct.    15. 
Galloway  Engineering  Company  Limited.      (See  Greening, 

Herald  B..  assignor.) 
Qalvln.  Herbert  D..  Ewell.  assignor  of  one-third  to  O.  U. 
D.  Shaw.  Northampton,  and  one-third  to  W.  L.  Watklus, 
Surrey,  England,   Cooking  and  like  apparatus.  2,017,399  ; 
Oct.  15. 
Gardner,   Henry    A.,   Washington,   D,   C,      Manufacture   of 

composite  articles.     2,017,(97;  Oct.   15. 
Gardner,  Horton,      (See  Thomas,  Robert  A.,  assignor.) 
Gatewood,  Crutchfleld,  Louisville.  Ky.     Filter.     2,017,277  ; 

Oct.  15. 
Gaty.  John  P..  assignor  to  l-'alrchlld  Aerial  Camera  Cor- 
poration. Woodslde,  N.  Y.     Landing  light  for  airplanes. 
2.017.692;    Oct.    15. 
Gebbardt.  Henrv  L..  Cllffslde  Park,  N.  J.     Weeding  device. 

2.017.436:   Oct,    15. 
Geer,  William  C.  Ithaca.  N.  Y,     Composition  for  treating 

colloidal   surfaces.     2,017.593;  Oct.   15. 
Geffckeu,    Heinrlch   H..  and   H.    R.   Richter.   Leipzig,    Ger- 
many, assignors,  by  mesne  assignments,  to   Radio  Cor- 
poration of  Americi,  New  York,  N.  Y.     Glo^-  discharge 
device.     2,017,278  :  Oct.  15. 
Gelger  Walter  J.      (Freeh,  T.  W..  and  Geiger.) 
Gelb.  Lawrence  M.     (See  Meyer,  Hans,  assignor.) 
Gclier.  Hugo.  aFSignor  to   i'atchogue-Plymouth  Mills  Cor- 
poration. New  York,  N.  Y.  Adjustable  curtain.  2.017,830; 
Oct.  15.  .      ^ 

General  Electric  Company.     (See  Bedford,  Burnlce  D.,  as- 
signor.) ,.    _ 
General   Electric    Company,      (See   Downey.    Reginald   L., 

assignor,) 
General  Electric  Company.     (See  Freeh,  T.  W,,  and  Geiger, 

assignors,) 
General  EUectrlc  Company.     (See  Halvorson,  Cromwell  A. 

B.,  assignor.)  ^  „ 

General   Electric  Company.      (See  Inman,   George  E.,  as- 
signor.) ,„ 
General    Electric   Company.      (See   McNairy,    J.   W.,   and 

Tritle,  assignors.)  .      ,      , 

General   Electric    Company.      (See   Mlchaells,    Lo^har.    as- 
signor.) ^  ..         „ 
General  Electric  Company.      (See  Newman,  Delbert  F.,  as- 
General   Electric  Company.      (See  Pratt.   William   H.,  as- 
signor,) 
General   Electric  Company,      (See  Whitesel,  Harry  A.,  as- 
signor. ) 
General   Motors  Corporation.      (See   Chutorash.   Gustave, 

assignor.) 
(Jeneral    Motors   Corporation.      (See    Hull,    Harry    B.,    as- 
General  Motors  Corporation.     (See  Prescott,  Frank  H.,  as- 
signor.) ^   „         ^  ^ 
George.  Everett  D.     (See  Riggs,  H.  E..  and  George.) 
Georgiev,  Alexander.  Brooklyn,  N.  Y..  assignor  to  Aerovox 
Corporation,  Brooklyn,  N.  Y.   Electrolytic  cell.  2,017,8i5  ; 

Oervais,  Leo  J.     (See  Young.  Charles  M.,  assignor.) 

Gessnor  David.  Worcester.  Mass.  Machine  for  moisten- 
ing cioth.     2,017.455;    Oct.    15.  .       ,       , 

Glacchlno.  Exio,  Brussels.  Belgium.  Machine  for  forging 
hollow   metal   blanks.      2,017.310 ;   Oct,   \6 

Gibson  Carl  W..  assignor  to  The  W  el>8ter  Engineering 
Company,     Tulsa.     Okla.       Fluid      heating     apparatus. 

GilT  (;ia8R  &  Fixture  Company.  (See  Orth,  Richard,  as- 
signor.) 

Gillespie,  Robert  E..  Springfield,  Mo.  Vehicle  direction 
signal      2,017.798;   Oct.  15.  .       ,„         ,       ^ 

GllUgan  George  H.,  assignor  to  U.  S.  Ring  Traveler  Com- 
pany"' Provfdence.  R.  V  Spinning  or  twisting  device. 
^017  6'*0  •   Oct     15 

Glngerlch"  Otto   J..  Trenton.  Ohio.      Internal   combustion 

Gl^gf  Edwin 'u.'''l^n%*rancisco.  Calif.  ^Filter  window 
for  welders'  helmets.     2,017.059:   Oct    15 

Gluntinl.  Bruno,  Al*rer,  Algeria.  Apparatus  for  measuring 
the  foot      2  017.813:   Oct.  15,  .       .  ^ 

Glowackl!    John    B.     Chicago.    lU.      Multiple    fuse    ping. 

GlowiJkt.^^Joh°n''*B.^  Chicago,  TIL     Nenreflllable  cartridge 

fuse  and  element.      2.017.490:   Oct.    15. 
GlowTckl  John  B.,  Chicago,  Til,    Cartridge  ferrule  type  re- 

flilnhle   fuse       2  017.491;   Oct,   15. 
GlSwacki,  John  B.  Chicago.  IB.  Cartridge  ferrule  type  re- 

finable  fuse  and  element.     2,017,492  ;  Oct.  15. 
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Glowackl,  John  B..  Chicago,  111.     Nut.     2,017.498  ;  Oct.  16. 
Onadlnger,    Charles    B.,    Minneapolia,    Minn.      Insecticide. 

2.017,594  ;  Oct.  15. 
Gnadlnger,    Charlea    B.,    Minneapolis.    Minn.      Insecticide. 

2.0177596;  Oct.   15. 
Goetach.    Oeorge    W.,    Elklns    Park,    and    O.    F.    Smetana. 

aaslgnon    to    Quaker    Hosiery    Company,    i'hlladelphla, 

Pa.       AntiraTel    knitted    fabrics    and    producins    tnem 

2^017,437  ;  Oct.  15. 
Goff,  Harold  W..  Great  Neck,  assignor  to   Bell  Telephone 

Laboratories,    Incorporated,    New   York,   N.    Y.      Impulse 

transmitter.     2.017  43«  ;   Oct.  15. 
Gold.   Charles.    New   York,   N.   Y.      Container.      2  017.693  ; 

Oct.  15. 
Goldman.  Harry,  Chicago,  HI     Umbrella.     2,017.753  ;  Oct 

15. 
Goodman  Manufacturing  Company.      (See  Sloane.  William 

W..  assignor.) 
Goodyear,  Ernest  F..  Moxhall  Park,  Wishaw.  and  J.  Wright. 

Stoke  Park.  Coventry,  assignors  to  Dunlop  Rubber  Com 

8 any.  Limited.  London,  Bngland.     Hub  brake.   2,017,715  : 
'ct.  18. 

Goss  Printing  Press  Company.  The.  (See  Durham,  Hobart 
N.,  assignor.) 

(louriaud.    Michel.    Paris,    France.    as8l*;nor    to    Compagne 
Generale  de  Telegraphle  .<ans  Fll.  Paris,  I-'Vance.     Aerial 
of    low    directional    effect    and    horlsontal    pulariaatlon 
2,017,121  ;    Oct.    15. 

Graf,  Julius  E.,  Avalon.  and  W.  A.  Marshall.  Sharon.  Pa., 
assignors  to  American  Sheet  and  Tin  Plate  Company. 
Sheet   piler.      2,017  044  ;    Oct.    15. 

Granberg,  Albert  J  ,  Berkeley,  assignor  to  Ralph  N.  Brodle 
Company.  Oakland.  Calif.  Pumping  and  metering  sys- 
tem for  tank   trucks.      2.017,345:   Oct     15 

Granholm,  Vera  G..  Warsaw,  Poland.  Rocking  blotting 
paper  holder.     2,017,045  ;  Oct.   15. 

Grau,  Georg.      (See  Bother,  I'.,  and  <;rau. ) 

Gray.  Frank,  a.ssignor  to  Bell  Telephone  Laboratories,  In- 

o**,^*"^^'^'     ^^^    YoT^,    N.     Y.       Scanning    apparatus. 
2,01 1 .092  ;    Oct.    15. 

Gray,  Spencer.  Seattle.  Wash.  Flying  machine.  2.017.534  ; 
Oct.   15. 

Gravson.  George  W.,  Darling  Point,  near  Sydney,  assignor 
of  one-fourth  to  R.  B.  Hinder,  Llndflelcl.  near  Sydney, 
one-fourth  to  J.  T.  McKee.  Sydney,  and  one-fourth  to 
E.  P.  Weber.  Turramuna,  near  Sydney,  Australia,  Ce- 
ment  grout  mixing   machine.      2,017,4.^9  ;   Oct     15 

Grasler.  Dor^  W..  Johnntown.  Pa.  Heater.  2,017,621  ; 
Oct.  15. 

Greenberg.  Samuel,  and  W.  J.  Tyler,  Chicago.  111.  Steer- 
ing system    lock.      2.017.404;   Oct.    15 

Greening,  Herald  B.,  assignor  to  Galloway  Engineering 
Company  Limited.  Hamilton,  Ontario.  Canada.  Rope 
sheave.      2,017.149  ;   Oct.   15. 

Grosseth,  John,  Long  Beach,  as.signor  of  one-fourtli   to  M 
Mlttelmark.    New   York,    N.    Y.      Electric  steam   heating 
plant.      2,017.S31  :   Oct.    15. 

Grotn^     Carl    C.    Park    Ridge,    IlL      Can    closing    tool. 

Gruber.  Gilbert  S..  Cambridge.  .Vlasa..  assignor  to  National 
Folding  Box  Company,  New   Haven,  Conn.      Dispensing 
container       2.017.406;    Oct.    15. 
Gruse,    William   A.      (See    Stevens.    D.    R.,   and   Gruse  ) 
Grliter,    Paul    R.,    Berlin  Charlortenburg,    Germany.      Mak- 
ins:    readily    soluble    complex    theopnylllne    compounds. 
2.017,279  :    Oct.    15. 
Gudmundsen.  Austin,  assignor  to  Brlggs  k  Stratton  Corpo- 
ration. Milwaukee,  Wis.     Window  regulator.     2,017,244  ; 
Oct.   15. 
Gadmandsen.    Austin.    Milwaukee.    Wis.      Portable    water 

treating   apparatus       2.017.456:    Oct.    15 
Gulf  Refining  Company.      (See  Stevens.  D.  R..  and  Gruse. 

assignors.) 
Haas,  Clarence  C.      (See  Kriegbaum.  G.  M.,  and   Haas  ) 
Hahnemann,    Walter.    Berlin  Ma Henfelde.    Of-rmany       Ap- 
paratus for  generating  or  receiving   mechanical  oscilla- 
tions,    2.017,695  ;  Oct.  15 
Hall,   Jesse   P.      (See   Mci'oy.   G.    H..   Wright,   and    Hall.) 
Halmagyl.  John.      (See  Langer,  Nicholas,  assignor.) 
Halvorson,  Cromwell  A    B.,  Lynn.  Mass..  assignor  to  Gen 
eral   Electric  Company.      Sodium    lomlnalr.      2.017.716; 
Oct.   15. 

^'l?im''l?;,-^'n'*™  ^  •  Birmingham.  Ala.  Cutter  chain 
2.017,457  ;    Oct.    15. 

Flammer.  Richard  B.,  Ames.  Iowa.  Apparatus  for  han- 
dling mat  board.     2.017.5.36;  Oct.  15. 

Hammett.  David  M..  Tulsa.  Okla.  OU  well  pumping  ap- 
paratus.    2,017.694  ;  Oct.   15.  **       »-     s   »i^ 

Hanna.  David  J  ,  and  J.  M.  Van  Houten.  assignors  to 
Dutchess  Tool  Company.  Beacon.  N.  Y.  Dough  nrooflne 
machine.     2.017,046  ;  Oct.  15. 

Hansen.    Clarence    W..    Rocky    Point,    N     Y..    assigrior    to 
Radio  Corporation  of  America.     Directional  antenna  ar 
rangement.     2.017.047  ;  Oct.  15. 

Hansell.   Clarence   W.,   Port   Jefferson,   N.   Y..   assignor  to 
Radio    Corporation     of    America.       Oscillatory     circuit 
2.017.093 ;   Oct.    15.  j  ^      . 

Hanson^  Oscar  B..  Westport,  Conn.,  assignor  to  Radio  Cor- 

r^'?^,°J?«°'/^™^1?S*-     ^^"^1*  reflector  type  microphone. 
017.122  :    Oct.    15. 

Harbert,  Victor  H.,  assignor  to  Illinois  Railway  Equip- 
ment Companv,  Chicago.  111.  Shaft  and  ratchet  locking 
means.     2.017.123;  Oct.    16. 

^\^y-  f Plcer  A  Company  Limited.  (See  Sparrow,  Wll- 
llam  BL.  aaalgnor.) 


Harris,  James   E.,   Newark,   N.   J.,   assignor  to  Bell   Tele- 
pnone    Laboratories.    Incorporattd.    New    York     N      Y 
Continuously   loaded  conductor.      2.017.857  ;    Oct     16 

Hart,  Cooley,  Hlghton.  Co.  (See  Bailey,  James  H.,  as- 
signor. ) 

Hart  A  Coolev  Manufacturing  Company.  (See  Covell.  Har- 
old S..  assignor.) 

Hart.  Stanley.  New  Britain,  and  J.  Carlson.  Hartford, 
*  onn.,  assignors  to  Tuttle  k  Bailey,  Inc..  New  Britain, 
^onn-       Regulating     device     for     forced     air     registers. 

Hartford  Empire  Company.  (See  Peller,  Karl  B.  as- 
signor.) 

Uartmann,  Frldolln.      (See  Winter.  B.,  and  Hartmann.) 

Hasche  Rudolph  L.,  Red  Bank,  N.  J.,  assignor  to  Ameri- 
can Smelting  and  Refining  Company.  New  York.  N.  T. 
Compression  of  corrosive  gases.      2,()17,408  ;  Oct    16 

Hase.  August,  and  M  Hase.  Sheboygen,  Wis.  Game. 
2,017.686;    Oct.    15.  "      c 

Hase    Marie.      (See  Hase.   August  and   M.) 

Haseltlne,  Stacy  B..  assignor  to  W.  H.  Miner.  Inc.,  Chi- 
cago.   111.      Draft  and   buffer   gear.      2  017.206;    Oct     16 

Hathorn.  Charles  E.,  Hempstead.  N.  Y  .  assignor  to  Curtlss 
^"op^ne  A  Motor  t  ompany.  Inc.     Strut  fairing  bracket. 

Hauns.  Charles  F.,  Buffalo.  N.  Y.  Manufacture  of  metal 
"Xldes.      2.017.160;   Oct.    15. 

Hawkes,  Thomas  B  .  Champlaln,  N.  Y.,  assignor  of  one- 
half  to  The  Sheridan  Iron  Works,  and  one  half  to  T.  W. 
2  017fti9*-    ^.*^*'"'''*"      Company.        Cutting      machine. 

Hawkins.  Russell  8.  (See  .Abraham.  L.  G..  Mitchell,  and 
Hawkins.)  ^ 

Hawklnson.  Alfred  T..  Nla^ra  Falls,  N.  Y.,  assignor  to 
The  E.  I.  du  Pont  de  Nemours  it  Companv  Incorpo- 
rated. Wilmington.  Del.  I*urlflcatlon  of"  hydrogen 
peroxide.      2.017.440  :    Oct.    16. 

Hawley.  Jesse  B.,  Geneva.  111.  Making  sound  reproduc- 
ing diaphragms.     2.017.496;  Oct.    15 

Haielton.  George,  C.  H.  James,  and  W.  1.  Bacon,  I>elcester, 
fcngland.  assignors  to  United  Shoe  Machinery  Corpora- 
tion, Paterson.  N.  J.  Skiving  machine.  2,017.151  ;  Oct. 
15. 

Headen.  Lucean  A..  Cleveland.  Ohio,  assignor  to  National 
Oil  Manifolds.  Inc.,  Wilmington,  DeL  Vaporiser. 
2.017,497  :    Oct.    18. 

Heddon  s,  James.   Sons.      (See  Bear.   Paul   S  .  assignor  ) 

Heeter.  Colonel  C.  Butler.  Pa  Stuffing  box  casing  head. 
2.017,717  ;  Oct.  16. 

Helse.  George  W  .  North  Olmsted,  and  E.  A.  Schumacher, 
Lakewood.  Ohio,  aslgnors  to  National  (^rbon  Company, 
Inc.  Gas  electrode  for  primary  batteries.  2  017  28() : 
Oct.   18. 

"^''o^T^^il?-   P*"T.°  •  ^^"^y  ^^y-  N.  J.      Burial  vault. 

^.1117, 0J3  ;  Oct.   15. 
II*;J''rlch       Michael      D.,      Evansvllle.      Ind.        Ball      cock. 

2.017,799  ;    Oct.    15. 
Henkels,  Hugo.  Wuppertal  Elberfeld.  Germany.     Device  for 

the  manufacture  of  sliding  clasp  fastenings.     2.017.814  ; 

Oct.  15. 

Herr.  Henry  C  ,  Buffalo.  N.  Y..  assignor  to  Herr  Manufac- 

^"/)2'^.«o°°iP''"y'    ^"<'-      ^y"    ^or    spinning    machines. 
J. 01 1 .498  ;  Oct.  15. 

Herr  Manufacturing  Company.  (See  Herr.  Henry  C.  as- 
signor.) 

Hertrberg.    Harry.    New   York.   N.   T.      Can   holder   for  oil 

mops.     2,017,^45:  Oct.   15. 
Hertzberg.  Harry    New  York.  N.  T,     Holder  for  polishing 

swabs       2.017.246;    Oct.    IB. 
Hesse.    Walther.    Aachen.    Germany        Stylus    for    making 

sound    records       2.017.696  :   Oct.    15 
Hetherlngton.  Harry  C.     (See  de  Ropp.  U.  W..  and  Hether- 

Ington.) 
Hettrlck     Manufacturing     Company,     The.        (See     Smith 

Milton  B.  assignor.) 
Hetiel    Charley  E  .  South   Hadley  Falls.  assUnor  to  Zelold 

I*r()ducts  Corporation.  Holyoke.  Mass.     Film  forming  ma- 
chine.    2.017.094  :  Oct.  15. 
Hewitt.  Bills  K.      (See  Down.  8    O  .  and  Hewitt  ) 

"o*lT()i"6  ^C^t    15     ^'**'*'*"**    ''*'■''•    ^-    ^       Hydrometer. 

Hlerlng"    Wllllani    C.    Mlllbnm    Township.    Kssex    Countv 
assignor  to  J    B    Mergott  Company.  Newark.  N    J       Baz 
frame.      2.017.409  :  Oct.  16. 

Hlerlng.  William  C  .  assignor  to  The  J.  K  Mergott  Com- 
pany,  Newark,    N     J       Bajf   frame       2.017,410;    Oct     15 

HlUenberg.  Carl  G  .  assignor  to  Carr-Lowrey  Glass  Co  : 
Baltimore,  Md.  Pharmaceutical  package.  2  017  800" 
Oct.  13.  ... 

Hill.  Warren  C.  Grand  Island.  Nebr      Radio  frnnsmlttlng- 

receivlng  circuit.      2.017.458  ;  Oct    16 
Hlllerich.    John    A  .    Louisville.    Ky       I.amlnate<l    strip    for 

sporting  goods  and  making  the   same.     2,017,060;  Oct 

15. 
Hinder.    Ronald    B..    et    al.      (See    Grayson,    George    W 

assignor.) 
Hodge.  HuKh  M..  assignor  of  one-half  to  O.  A.  Vis   Detroit 

Mich.      Tool  attachment.      2,017,247;  Oct    15 
Hodsdon,    Flovd    O.    Milwaukee,    Wis  .    assignor    to    Inter 

national     Harvester     Company.      Piilsator    for     milking 

machines.      2.017.764  ;  Oct    15 
Hoe,  R    *  Co.      (Pee  iJtraatsch,  Fre«lerlck.) 
Hoffman.    Frank    A  ,    Mansfield,    asslirnor    of   fifty-one    one 

hundredths    to    O     J     Kuhlke,    Akron.    Ohio       Flexible 

vehicle.     2.017.8»«  ;  Oct.  15. 
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Hoffmann.  Ulrich.  and  B.  Jacobl,  LudwUfBhafen.on-the- 
Khlne,  assignors  to  I.  O.  Far  ben  Industrie  Aktiengesell- 
schaft.  Frankfort-on-the-Maln.  Germany.  Production 
of     hydroxy-alkylamino     carboxylic     add     compounds. 

2,017,537  ;  Oct.  15.  .       m      u  ,ji 

Uogan,  John  H..  New  York,  N.  Y.  Apparatus  for  holding 
and  feeding  photographic  fllm-Bheets  Id  cameras. 
2,017,096 ;  Oct.  16.  ^    «       ^ 

Hoke  Harry  H..  Jr  ,  Washington,  D.  C.  Amusement  ma- 
chine.     2,017,048;  Oct.  15. 

Holmes.  Henry  h.,  and  R.  H.  Robinson  assignors  to  Wildt 
and  Company  Limited,  Leicester,  England.  Knitting 
machine.     2,017,718 ;  Oct.  15    ^    „    „,  ,  . 

Holophane  Company.      (See  Rolph,  T.  W..  and  Logan,  as- 

Hoi^evlUe.  August  I.,  Mercwl,  assignor  to  Serv-A-Towel 
Manufacturing  Company,  San  Francisco,  Calif.  Towel 
book  support.      2,0lt.248;  Oct.  15.   „  ^    ,, 

Hooper,   Fred   E      (See  Doulette    H.  T..   and   Hooper.) 
Hoover    Company.    The.      (See    Nelson,    Rudolph    8.,    as- 

HorSb^rger.  Carl  S..  Qlen  Bllyn.  111.,  assignor  to  Central 
Scientific     Company.     Laboratory     burner.     2.017,097  . 

Oct     15 
Hftrnell     I'er  O..   Lldlngo,    Sweden.     Flushing  apparatus. 

2,017,801  ;   Oct.  15. 
Hossom.  Lynn  O.,  et  al.      (See  Vogel.  Bruce  D.,  assignor.) 
Hothersall    John  M.,  Brooklyn,  assignor  to  American  Can 

Company.    New    York,    N.    Y.     Container    opening    key. 

2.0lt,061  :   0<t.  15.  .         .  ^ 

Hothersall.  John  M.,  Brooklyn,  assignor  to  American  Can 

Companv,    New    York,    N.    Y.     Container    opening    key. 

2.01  (.062  ;  Oct.  15.  ,  ...... 

Hothersall.  John  M..  Brooklyn,  assignor  to  American  Can 
Company,     New    Vork,     N.    Y.     ConUlner.     2,017.063; 

Hothersall.  John  M.,  Brooklyn,  assignor  to  American  Can 
Company.  New  York.  N.  Y.  Container  and  method  of 
manufacture.     2.017.460 ;  Oct    15.  „   ^^   „        , 

Hovey  Otis  W.,  assignor  to  Edward  G.  Budd  Manufac- 
turing Company.  Philadelphia.  Pa.  Flooring  structure. 
2.017.832 ;  Oct.  16  ^     ,.    ,  .    »,        , 

Hovey.  Otis  W.,  assignor  to  Edward  G.  Budd  Manufac- 
turing Company.  Philadelphia.  Pa.     Flooring  structure. 

'*  017  8.33  '  Oct    16 
HoVard.  Edward  T.  Cleveland.  Ohio.     Game.     2.017,501; 

Howe.  Hallett  D..  North  Adams,  and  S.  T  Lyon.  West 
Roxburv,  Mass.  Stencil  printing  and  flocking  machine. 
2.017.4S9  :  Oct.  15.  ,, 

Howell  Albert  S..  assignor  to  The  Bell  A  Howell  Company, 
Chicago,    111.     Photographic    camera.     2.017.249 ;    Oct. 

Howenstlne.   James  A.,   assignor  to   Neon    Products,   Inc.. 

Lima.  Ohio.     Electric  sign.     2,017.597  ;  Oct.  15. 
Hower      Irma      M..     St.      Louis,      Mo.      Sanitary     belt. 

2.017,499:  Oct.  16.  ^  „,  .     „ 

Hood      Herman     A.,     Hooston,     Tex.     Flow     controller. 

2.017.500:  Oct.  16. 
HOyer      Sleurd.     Oslo,     Norway.       Massaging     apparatus. 

2.017.400;  Oct.  16.  .  „  ^ 

Hull     Harry  B..  assignor  to  General  Motors  Corporation, 

Dayton.     Ohio.      Refrigerating     apparatus.     2,017.152; 

Oct    15 
Hull    William.  Blackburn.  England.     Binding  or  cover  for 

periodicals  and  the  like.     2.017,461  :  Oct.  15. 
Hume    John   T..   assignor   to    Electric   Household    Utilities 

Corporation.    Chicago.    111.     Clothes    drying    apparatus. 

''017  802  ■  Oct    16 
Hummei.      .Arthur      P..      Bakersfleld.      Calif.       Drill      bit. 

2.017.834  ;  Oct.  15.  ^,     ,  ,  .      ,tt.  ^ 

Hund     August.    West    Orange.    N.    J.,    assignor    to    Wired 

Radio    Inc..   New  York.   N.   Y.      Rectifier  supply   system. 

2.017.668:  Oct.  16.  ,  .... 

H.vman     Benjamin    M..    Mollne.    111.,    assignor    to    Inter- 
national      Harvester      Company.      Tractor      harvester 

thresher.     2.017.755  ;  Oct.  16. 
I.  G.  Farbenlndustrle  Aktiengesellschaft       (See  Reppe,  W., 

and  Wolff,  assignors.)  „     „    ,.       ,c       ... 

I.  G.  Farbenlndustrle  Aktiengesellschaft.      (See  Hoffmann. 

U.,  and  Jarobl.  assignors.)  ^.    ,  , 

I     Q.    Farbenlndustrle    .Vktlengesellschaft.      (See   Winkler. 

K..  and  Krwnlg.  assignors.)  ,^      ....    „. 

Illinois  Railway  Bouipment  Company.      (See  Harbert,  Vic- 
tor H  ,  assignor  )  „       .,..  ^    «, 
Industrial  Patents  Corporation.      (See  Bloom.  O.  T..  and 

Paddock,  assignors.)  ,    ^  ^     ,    .^ 

Industrial    Patents   Corporation.      (See   Lohner,    Carl    L.. 


Company.       (See      Kowalsky, 


(See   Kriegbaum,   G. 
(See  Llndgren,  Aleius 


assignor.) 
Industrial  Patents  Corporation. 


(See  McKee,  H.  H..  and 
(See   Minor.    Henry   R.. 


Lohner,  assignors.) 

Industrial   Process  Corporation, 
assignor.) 

Ingersoll  Rand  Company.  (See  McHugh,  Anthony  L.,  as- 
signor.) 

Inman,  George  E.,  East  Cleveland.  Ohio,  assignor  to  Gen- 
eral     Electric     Company.     Electric      lamp.     2,017.719 ; 

Insullte  Company,  The.     (See  Ellis.  George  H..  assignor.) 

International  Harvester  Company.  fSee  Hodsdon.  Floyd 

Q..  assignor.)  „       „               «      »_ 

Internnf^lonal  Harvester  Company.  (See  Hyman,  Benja- 
min M  .  assUnor)         _  .„       ,  v   ..      «v     . 

International  Harvester  Company.  (See  Jahnke,  Charles 
B.,  assignor.) 


International      Harvester 

Andrew,  assignor.) 
International    Harvester   Company. 

M..  and  Haas,  assignors.) 
International  Harvester  Company. 

Intern*a?im!aT" Harvester  Company.  (See  Panzegrau,  N. 
O..  and  Rosenthal,  assignors.)  e.„/i-frr>m 

International  Harvester  Company.  (See  Sandstrom. 
Kelix  C     assijSDor  ) 

International  Ilarvester  Company.  (See  Thompson, 
Frank,  assignor.)  vr„«-*-i 

International  Research  Corporation.  (See  Wuerfel, 
Robert  P..  assignor.)  .„>%_*  m^    t« 

Irving  Trust  Company,  Permanent  Trustee,  (bee  l^- 
matsch,  Frederick,  assignor.)  *u     *     «•   n    !>««» 

Isham.  Robert  M..  assignor  of  three-fourths  to  W.  B    Pine 
Okmulgee     Okla.     Manufacture    of    alkylated    sulpbonic 
adds  and  esters.     2,017.803 ;  Oct.  15.  ,     „  „  ^  , 

Ives.  Herbert  E.,  Moutclalr,  N.  J.,  assignor  to  Bell  Tele- 
phone Laboratories.  Incorporated,  New  York,  N.  r. 
Inectrooptical  system.     2.017.659  ;  Oct.  15-.  ^  . ,  . 

Jacobl,  Bernhard.      (See  Hoffmann,    U.    and  Jacobl.) 

Jacobson.  Eugene^  San  Francisco,  Calif.  Flow-responsive 
device.     2.017.311  ;  Oct.   15.  ^^     , 

Jaeger.  Gebhard.  Columbus,  Ohio,  assignor  to  The  Jaeger 
Machine  Company,  Columbus,  Ohio.  Truck  concrete 
mixer.     2.017,064  ;  Oct.  15.  ^,  uu     ^        = 

Jaeger    Machine    Company.     (See    Jaeger,    Gebhard,    as- 

Jahn°°'^"^'rand8  M.,  Philadelphia,  Pa.  Toothbrush 
2.017,660 ;  Oct.  15.  .  ..      ,   . 

Jahnke.  Charles  B..  Oak  Park.  111.,  a«»l>inor  to  Inter- 
national Harvester  Company.  Oil  filter  base. 
2.017.756 :  Oct.  15.  .   „  v 

James.  Cyril  H.      (See  Hazelton,  G.,  James,  and  Bacon.) 

Janien.     Otto.     Berlin,     Germany.      Synchronous    motor. 

Jeffrey.  M.  L..  Corporation,  The.  (See  Sanborn,  Frederick 
D..  Jr..  assignor.)  .      ..       « 

Johannsen,  Friedrich.  Magdeburg,  assignor  to  the  firm 
Fried  Krupp  Grusonwerk  Aktiengesellschaft.  Magde- 
burg Buckau,  Germany.  Distillation  of  readUy  volati- 
lizable  metals.     2,017.401  :  Oct    15. 

Johanson,  Eric  W.,  St.  Charles,  111.  Golf  practicing  de- 
vice.    2.017.661 ;  Oct.  16.        ^,     ^  ^,,  ^      „_ 

Johnson.  Charles  E..  North  Muskegon.  Mich.  Piston 
spreader.     2.017.312;  Oct.  15. 

Johnson,  Henry  D..  Jr.,  and  W.  T.  Sullivan.  Norwich, 
assignors  to  J.  B.  Martin  Company,  Norwich,  Conn. 
Automatic  loom.     2.017.065  :  Oct.  15. 

Johnson.  John  A..  Woodhaven.  N.  Y.  Apparatus  for  as- 
sembling receptacle  closure  caps.     2.017,124;  Oct.  15. 

Johnson  A  Johnson.      (See  Rohlflng.  Andrew  A.,  assignor.) 

Johnson.  Treat  B..  Bethany.  Conn.,  assignor  to  Sharp  A 
Dohme.  Incorporated,  Baltimore.  Md.  lodated  hydroxy 
dlphenyl  sulphide  and  preparing  the  same.     2,017,208; 

Oct.  15.  ,  ..  « 

Johnson,   Virgil    R..   assignor  to   Virgil   R.   Johnson   Com- 
pany,  Detroit.   Mich.     Piston   construction.      2,017,662; 
Oct    15. 
Johnson,   Virgil  R.,   Company.      (See   Johnson,   Virgil  B., 

assignor.) 
Johnston,   Franklin,  Charleston,  W.  Va..  assignor  to  Car- 
bide  and    Carbon    Chemicals   Corporation.      Preparation 
of  l-phenyl-3-methylpvraiolone-5  and  related  compounds. 
2.01«,8ir> ;  Oct.  15. 
Jones.  Ira  M..  Thiensville,  Wis.    Leather  stretching  frame. 

2,017.250  ;  Oct.  15. 
Jones,   W.    Bartlett,   assignor,   by   mesne   assignments,    to 
CellovlB,  Inc.,   Chicago,  111.     Treating  nitrated  cellulose 
fibers.     2.017,049  ;  Oct.  15. 
Jorgensen.  Julius  J.,  assignor  to   Kelvlnator  Corporation, 

Detroit.  Mich.     Oil  burner.     2,017.697  ;  Oct.  15. 
Juengst.  Fred  W.     (See  Anderson.  O.  M..  and  Juengst.) 
Kahle,    Max.    Chicago.    111.      Curtain    rod    and    supporting 

means  therefor.     2,017.098  :  Oct.   15. 
Kantor.  J.,  assignor  to  The  Liquid  Carbonic  Corporation, 

Chicago.  111.      Bottle  crowner.     2,017.411  ;  Oct.   15. 
Kaparln.  Otto.   Garfield,  N.  J.,  assignor  to  Northam  War- 
ren   Corporation,    New   York,   N.    Y.      Means   pertaining 
to  toilet  articles.     2.017.538  :  Oct.  16. 
Kapella  Limited.      (See  Taylor.  William,  assignor.) 
Kaplan,  Ellas.  Inc.      (See  Kaplan.   Elias.  assignor.) 
Kaplan,   Ellas,   assignor  to   Ellas  Kaplan,    Inc.   Hoboken. 
N.  J.     Attachment  for  windows  or  the  like.     2,017,639: 
Oct.  15. 
Karnes,  James  C.  Buffalo,  N.  Y.     Telescopic  sight  for  guns. 

2,017.066;  Oct.  15. 
Kaufmann.  John  J..  EMklns  Park,  assignor  to  Steel  Heddle 
Manufacturing    Company.     Philadelphia,     Pa.       Heddle 
frame.     2,017,412:  Oct.   15. 
Keet,  G.  C.  E.,  Johannesburg,  Transvaal  Province,  Union 
of  South  Africa.    Reducing  and  grading  ores.    2,017,698  ; 
Oct.  15. 
Kellems.   Edgar  E.,    assignor   to   Kellems   Products,   Inc.. 

New  York.  N.  Y.     Cable  grip.     2.017.625  :   Oct.   15. 
Kellems  Products.  Inc.     (See  Kellem.<,  Edgar  K.,  assignor.) 
Keller,  Fred,  and  G.  F.  Sager.  New  Kensington,   assignors 
to    Aluminum    Companv    of    America.    Pittsburgh.    Pa. 
Duplex  metal  article      2.017.757:  Oct.  15. 
Keller,  George  J.,  Detroit,  Mich.     Articulator.     2,017,602  ; 
Oct.  16. 


LIST  OF  PATENTEES 


KellofTK,  Rlward  W..  Moorestown,  N.  J.,  assignor  to  Radio 
Corporation  of  Amerira,  New  York,  N.  Y.  Sound  re- 
produclnR  system.     2.017,153  ;  Oct.  15. 

Kelvinator  Corporatiun.  (See  Jorgensen,  Julius  J.,  as- 
signor. ) 

Kemp,  Joseph,  Brus-sela,  Belgium.  Treating  ilnciferous 
solutions.     2,017,540  ;  Oct.   15. 

Kennard,  Doris  B.,  Tallahassee,  Fla.  Diaper.  2,017,050; 
Oct.  15.  K-  .        .        . 

Kennedy  Car  Liner  &  Bag  Co.  (See  Smith,  James  M.. 
assignor  ) 

Kennedy.  Joseph  M.,  St.  Louis,  Mo.  Bottle  and  the  like. 
2  017.2<t9:  Oct.   15. 

Kenyon,  Wllli;im  O.     (See  Yackfl.  E.  C,  and  Kenyon.) 

Ketcheson,   Horace.      (See  Rees,   H.  V.,  and  Ketcheson.) 

Kiei.-khefer  Container  Company.  (See  Walker,  E.  L.,  and 
Kieckhefer.  assignors.) 

Kieckhefer,  John  W.  (See  Walker.  E.  L.,  and  Kieck- 
hefer. ) 

Kinile.  Charles  J..  Niagara  Falls,  assignor  to  The  Titanium 
Alloy  ManufarturlnK  Company,  New  York,  N.  Y.  Zircon- 
ium, silicon  allvali  a<id  solution  and  method  for  stablliz 
ing  same.     2,017,125;  Oct.  15. 

Kirchhoff,  William  G.,  a'^.signor  to  The  J.  H.  Day  Com- 
pany. Cincinnati,  Ohio.  Loaf  creasing  and  cutting 
means  for  dough  moldera.     2,017,281  ;    Oct.  15. 

Kirk,   Ernest  W.      (See  Ellis,  (i.  H.,  and  Kirk.) 

Kirsch   tVmpany.      (See   Kirsch,   Guy   W.,  assignor.) 

Klrsch,  Guy  W..  assignor  to  Kirsch  Company,  Sturgis. 
Mich      Slat  for  Venetian  blinds.     2,017,210;  Oct.  15. 

Klaus,  Rudolf.      (See  Riess,  K.,   Knodel,  and   Klau.s.) 

Klein,  August  L.,  a.ssignor  to  Blata  Brewing  Companv, 
Milwaukee,  Wis.  Device  for  tapping  kegs.  2,017,365  ; 
Oct.  15. 

Klein.  Frederick,  Glen  Rock,  N.  J.,  assignor  to  Warp 
Twistlng-In  Machine  Company,  Brooklyn,  N.  Y.  Con- 
trollins:  mechanism  for  warp  uniting  machines. 
2,017,211  ;  Oct.  15. 

Klein.  Sllard.  New  York,  N.  Y.  Hot  water  heater. 
2,017.251  ;  Oct.  15. 

Kleineberg,  Paul  E.,  Easton,  Pa.,  assignor,  by  mesne  as 
signments,  to  T.  W.  &.  C.  B.  Sheridan  Company.  Book 
trimming  machine.     2.017.462;   Oct.   15. 

Kleinschmit,  Oscar,  and  O.  Miiller,  assignors  to  Gebruder 
Brehmer,  Leipzlg-PlaKwltz,  Gernuiny.  Automatic  sheet 
handling  arrangement  in  stitchlnR  machines.  2,017,282  ; 
Oct.  15. 

Kling,  Fred  E.,  Youngstown,  Ohio.  Rotary  shears. 
2.017,366  ;  Oct.  15. 

Knarp-Monarch  Company.  (See  Woodley,  Joseph,  a.s- 
signor.) 

Knerr.  Horace  C.      (See  Smith.  N.  B.,  Berry  and  Knerr.) 

Knodel.  Adolf.      (See  Riess.  K..  Knodel  and  Klaus.) 

Knox,  Edward  P.,  Toms  River,  N.  J.  Construction  pro- 
jector.    2.017,503;  Oct.  15. 

Koch,   Lydia  B.      (See  Bodor,  A.,  and  Koch.) 

Kocher.  Neil  S.      (See  Dlcklns,  A.  W.  M.,  and  Kocher.) 

Koenlg,  Elmer  E..  Garfield  Heights,  Ohio,  assignor  to  The 
MUls  Company.  Cleveland,  Ohio.  Knock-down  partition 
assembly.     2,017,212;  Oct.  15. 

Kohnke.  Johan  F..  Haarlem,  Netherlands.  Pipe  coupling 
for  scaffolds  and  the   like.     2.017.626;   Oct.  15. 

Komadlna.  (ieorge.  assignor  of  one-third  to  T.  Yurcic.  and 
one-third  to  P.  Mervosh.  Gallup,  N.  Mex.  Swimming  de- 
vice.    2.017.463;  Oct.  15. 

Komarek-<; reaves  and  Company.  (See  Komarek,  G.,  and 
Chapman,  assignors.) 

Komarek.  (Justav,  and  W.  J.  Chapman,  assignors  to  Kom- 
arek-Greaves  and  Company,  Chicago.  111.  Producing 
solid  fuel   briquettes.      2.017.402  :   Oct.    15. 

Koster,  Frederick  W..  Meadville,  assignor  to  The  Viscose 
Company.  Marcus  Hook.  Pa.  Delustered  artificial  silk 
yam.     2.017.804  ;  Oct.  15. 

Kotrbaty,  CJuy  F..  New  York,  N.  Y.,  assignor  to  Fer  O-Con 
Corporation.  Bryn  Mawr,  J'n  Securing  members  for 
self-snpporting  structural  building  units.  2,017.441  ; 
Oct.  15. 

Kowalsky,  Andrew,  Oak  Park,  111.,  assignor  to  Interna- 
tional Harvester  Company.  Ensilage  harvester. 
2,017,758  ;  Oct.  15. 

Kraft,  Wheaton  W.,  East  Orange.  N.  J.,  assignor  to  The 
Lummus  Company.  New  York,  N.  Y.  Process  and  ap- 
paratus for  dehydrating  liquids.     2,017.067  ;   Oct.   15. 

Kriegbaum.  George  M..  and  C  C.  Haas,  Richmond,  >  Ind.. 
assignors  to  International  Harvester  Company.  Seed 
dispensing  device  for  planters.     2.017.759 ;   Oct    l5. 

Kroenlg.  Walter.      (See  Winkler.  K..  and  Kroenlg.) 

Kroger,  Fred  H.,  Brooklyn,  N.  Y  .  assignor  to  Radio  Cor- 
poration of  America.  Ultra  short  wave  transmitting 
system.     2.017,126;  Oct.  15 

Krupp,  Pried.,  Grusonwerk  Aktiengesellschaft.  (See 
Johannsen,  Frledrich.  assignor.) 

Kuhlke.  Otto  J.      (See  Hoffman,  Frank  A.,  a.«isignor.) 

Kum-Bak  Sports  Toys  &  Games  Manufacturing  Company, 
Limited.     fSee  Lake.  Philip,  assignor  ) 

Kurz,  Konrad.  Furth,  Germany.  Producing  an  embossing 
foil  by  providing  a  support  adapted  to  be  embossed  wltn 
a  mirror  coating.     2.017.367  ;  Oct.  15. 

Kuwada.     Oompel,     Maetanl-Mur.T.     Kawabe-Gun.     Japan 
Pree  running  spinning  ring.     2.017.313;   Oct.  15 

Kux.  Albert  S.,  Chicago,  111.  Wrapping  machine. 
2.017,314;  Oct.  15. 

Kuyper.  Petor  H.,  assignor  to  Rolscreen  Company,  Pella, 
Iowa.     Venetian  blind  construction.     2,017,541  ;  Oct.  16. 


^'i?^l_"*''"*°  ^  J--  Danellen.  N.  J.  Amusement  device. 
2,017,0G9  :  Oct.  18. 

Laborda,  Richard,  Brooklyn.  N.  Y.  Vehicular  toy  and  ex- 
erciser.    2.017,213;  Oct.  15. 

r^hn  Frederick  C,  assignor  of  ten  per  cent  to  P.  W. 
Valentine  and  five  per  cent  to  P.  Leansa,  Brooklyn,  N.  Y. 
Burner   attachment      2.017,663;  Oct.  15. 

La   Hod n^    William.  Buffalo,  N.  Y.     Mounting  for  plates. 

Lake,  Philip,  .issignor  to  Kum-Bak  Sports  Tovw  A.  Games 
Manufacturing  Company  Limited,  I>ondon,  hJngland. 
Apparatus  for  practicing  ball  games.     2,017,720  ;  Oct.  15. 

Laloux.  Ren6.  Brussels,  Belgium  Automatic  repeating 
gun.     2,017.283;  Oct.   15. 


Lamatsch,  Frederick,  Orantwood,  N.  J.,  assignor  to  Irving 
Trust   Company,   perm  "       «     --        -    -  •» 

Inc..   New  York,    N.    Y 


ssignor 

permanent   tru.stee  for   K.    Hoe  k   Co., 

Web  roll    support.      2.017,068; 


Trust   Compan 
Inc..   N 
Oct.  15 

La  Mort,  Frank  A..  Bronx,  N.  Y.  Opera  pump  holding 
rack.     2,017.413 ;  Oct.  15.  »-       »'      f 

Lamson  Company.  The  (See  Frost.  M.  0.,  and  Mattler. 
«8.sIgnor8. ) 

I.Jimson    Company.   The.      (See  Mattler,   Peter,   assignor.) 

I^ancia,  Vincenso.  Turin.  Italy.  Reslllently  mounting  en- 
gines on  automotive  vehicles      2.017,628;  Oct    15 

landers.  Frary  A  Clark.  (See  Anderson,  O.  M  ,  and 
Juengst.  as.slgnors.) 

Landls  Machine  Company.  (See  Mathlas.  Samuel  W., 
assignor.) 

Landstrom  Furniture  Corporation.  (See  North,  Edwin 
W  ,  assignor-.) 

Landstrom  Furniture  Corporation.  (See  Swanson.  Bror 
J.,  assignor.) 

I.rfine,    I<>ank    A.,   Providence.   R.   I.,   assignor   to  The  Tex- 
tile-Finishing      Machinery       Company.        Tenter      link 
2.017.315  :  Oct.   15. 

Lang,  Rudolph  C.,  assignor  to  A.  B.  A.  Specialties  Com- 
pany, Inc.,  New  York,  N.  Y.     Needle  or  tufting  device. 

2.017.100  ;  Oct.  15. 

linger,  Nicholas,  Deep  River,  Conn.,  assignor  of  sixty- 
six  and  two  thirds  percent  to  J.  Halmagyl,  Budapest, 
Hungary.  Electrical  musical  Instrument.  2,017,542; 
Oct.   15. 

Lansing.  Raymond  P.,  Montclalr,  assignor,  by  mesne  as- 
signments, to  Eclipse  Aviation  Corporation,  East 
Orange.   N.  J.      Engine  starter.     2.017,464  ;   Oct.   15. 

Lanum.  Cecil  D..  Bloomlngton,  Ind.  Extension  table. 
2.017.760;  Oct.  15. 

Lapsley,  Robert.  Berrien  Springs,  assignor  to  Clark  Flquip- 
ment      Company.       Buchanan,       Mich.       Transmission. 

2.017.101  ;   Oct.   15. 

Larkln,  Elwood  T.,  Eggertsvllle,  assignor  to  C.  A.  Criqul, 
Buffalo,  N.  Y.  Valve  sf-at  construction  for  engines  and 
the  like.     2.017,154;  Oct.  15. 

Ijirsen,  Agnew  E.     (See  Pecker.  J.  8..  and  Larsen.) 

Lawrence.  A.  C.,  Leather  Company.  (See  Bell,  Kenneth 
E.,  assignor.) 

Ijizier,  Wilbur  A.,  assignor  to  R  I.  duPont  de  Nemours 
&  Company.  Wilmington,  Del.  Synthesis  of  amines. 
2.017,069  ;  Oct.  15. 

Lazier,  Wilbur  A.,  Roselle,  assignor  to  E.  I.  duPont  de 
Nemours  &  Company,  Wilmington,  Del.  Plastic  com- 
position.    2.017,070  ;  Oct.  15. 

Leanza.  Pasquale,  et  al.  (See  Lahn,  Frederick  C,  as- 
signor.) 

Leatherman,  Martin,  Hyattsvllle,  Md.,  Dedicated  to  the 
Free  Use  of  the  Public  of  The  Uuited  States  of  Amer- 
ica. Flreprooflng  cellulosic  materials.  2,017.806; 
Oct.   15. 

Lehner.  Louis.  Memphis,  Tenn.  Foldable  rocking  chair 
2,017.599:  Oct.   15. 

Lelch  Electric  Company.  (See  Reld,  Alexander  C,  as- 
signor.) 

Lelghton,   John   W.,   Port  Huron,  Mich.      Individual  front 

wheel   suspension   for  motor  vehlrles.      2,017,316;   Oct. 

15. 
Lelns.    Oscar    J.,    assignor    to    Milwaukee    Gas    Specialty 

Company,    Milwaukee,    Wis       Dispenser    for    beverages. 

2,017,664;  Oct.   16 
I>embrlght.  Walter  E  .  West  Los  Angeles,  and  E.   L.  Pope, 

Alhambra,    Calif.      Massaging   device.      2.017,284  ;    Oct. 

16. 
Lennon,  Patrick  T.,  Cleveland,  Ohio.     Tool  grinding  ma- 
chine.    2.017,465;  Oct.  15. 
Lents,   John   R.,   Philadelphia,    Pa.      Hatrack.      2  017  252  • 

Oct.    16. 
Leonard,      Mayo      E,      Toledo,      Ohio.       Pants      hanger. 

2,017,761  ;  Oct.  15. 
Lesch     Rudolf,    Fine    Arts,    Inc.    (See    Beck,    Charles    B.. 

assignor.) 

Levy,  Joseph.  Brooklyn,  N.  T.  Slide  fastener.  2,017.698; 
Oct.   15. 

Liberty  Share  Corporation.  (See  Morgan.  Porter  8.,  as- 
signor.) 

Llbo,  Siegfried.  Milwaukee.  Wis  Multiple  tube  tire  and 
Indicator.     2.017,214  ;  Oct.  15. 

Llebegott,  George  H..  Duncansvllle.  Pa.  Seating  abut- 
ment   for    container    carriers.       2.017.414  ;    Oct.    15. 

Llebetraa.  Elmore.  J.  H..  Black  E:arth.  Wis.  Mower  guard 
cross  bar.     2,017,466  ;  Oct.  15. 

Llmpert,  Sylvester  A  .  assignor  to  Mechana  Kold  Cor- 
poration. Bay  Shore,  N.  Y.  Refrigerating  apparatus. 
2,017,216;  Oct.  IB. 
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Lindgren.  Alexus  C,  Chicago,  111.,  assignor  to  Interna- 
tional Harvester  Company.  Hay  rake.  2,017,721 ; 
Oct.  15.  ^       . 

Lindsay.  Harvey  B..  Bvanston.  111.  Insulated  housing 
structure.     2.017.629;  Oct.  16. 

Llndy,  Mordle  L.,  Irvlngton,  assignor  to  J.  E.  Mergott 
Company,  Newark,  N.  J.  Hand  bag.  2,017,415;  Oct. 
15 

Linn,  George  O..  Columbus,  Ohio.  Leveling  rod. 
2.017.346;  Oct.  16.  ,, ,  „  .     .      r- 

Llpman.  Carl  E.  L..  assignor  to  Lipman  Patents  Cor- 
poration. Chicago.  111.  Refrigerator.     2.017.286 ;  Oct.  15. 

Llpman  Patents  Corporation.  (See  Lipman,  Carl  B.  L., 
assignor.)  ^         ,„       ^     ^        t 

Liquid  Carbonic  Corporation.  The.  (See  Kantor.  James, 
assignor.) 

Little,  E.lgar  D.,  et  al.  (See  Taylor,  Joseph  P.,  assignor.) 

Locke,  Edward  M..  Lockeford,  C:alif.  Mowing  machine. 
2,017,347;  Oct.   15.  _  ™        w   ^        ♦ 

Lofton.  Herbert  M.,  Chattanooga,  Tenn.  Fire  hydrant. 
2,017.000;  Oct.  15.  .  ,  x 

Logan,  Henry  L.     (See  Rolph,  T.  W .,  and  Loganu) 

Logan.  John  W..  Jr..  Wilkinsburg.  assignor  to  The  West- 
Inghouse  Air  Brake  Company,  Wllmerdlnz,  Pa.  Elec- 
tric  brake    apparatus.      2.017,665  ;   Oct.   15. 

Logan,  John  W..  Jr..  Edgewood,  assignor  to  The  West- 
Inghouse  Air  Brake  Companv.  Wllmerdlng,  Pa.  Retar- 
dation  controlling  device.     2.017^667;   Oct.   15. 

Lohner.  Carl  L.      (See  McKee.  H.  H..  and  I»hner.) 

Ix)hner,  Carl  L.,  assignor  to  Industrial  Patents  Corpora- 
tion. Chicago,  111.     Refrigerated  container.     2,017,604 ; 

Loner'gan  Manufacturing  Company.  The.  (See  Plnley, 
Harold  L..  assignor.) 

Long    Elmer  C.  Qulncy.  111.,  assignor,   by  mesne  assign 
ments,  to  Security  Trust  Company,  Detroit,  Mich.     In- 
ternal  combustion   engine  piston.      2,017,348;    Oct.    15. 

I.K)ng.  Elmer  C,  Detroit.  Mich.  Piston  for  internal  com- 
bustion motors.     2.01 7. 630;  Oct.  15.  _        ^ 

Loomis.  I^eavitt  R..  Claverack,  N.  Y.  Spray  nozzle. 
2,017.467;  Oct.   16.  ™  ,      ,  ,«        ^    t  t 

Lord  Harry.  Bury,  assignor  to  Wnlmnleys  (Bury)  Lim- 
ited Bury,  England.  Rotatahle  cylinder  for  drying 
and' other  purposes.     2.017.762;  Oct.  15. 

Lorle.  E«lwln  T..  and  C.  E.  Moore,  Gary,  Ind.,  assignors 
to  American  Sheet  and  Tin  Plate  Company.  Process- 
ing sheet   met.-il.     2.017.403;   Oct.    15. 

Lorig,    Frank    W.,    I^kewood.    Ohio.      Conveyer    trolley. 

LaiiimuH   Company,'  The.      (See   Kraft,    Wheaton    W..   as- 

Lyon^sucv  T.     (See  Howe,  H.  D.  and  Lyon.) 
Madland,  thorvald.  Chicago.   III.,   assignor,  by  mesne  as- 
signments,   to    The    Youngt>town    Steel    Door    Company, 
Cleveland,     Ohio.      Sliding     car     door     gnide     closure. 

2,017.601  ;  Oct.  16.  *.     ♦„  n     t 

Madaen    Sern    assignor,  bv  mesne  asslcnments.   to  U.   u 
Curtis     E.    J.    Curtis   and    C.    A.    Armstrong.    Trustees, 
Clinton     Iowa.      Supporting    and    adjusting    hardware 
for  sashes  and  the  like.     2,017,643:  Oct.  16.     .    _     ,_ 
Magnavox  Company,  The.      (See  Brennan,   Joseph  B.,  as- 

Ma'gner'phillp  G..  Wabash.  Ind..  assignor  to  Minneapolis- 
Honeywell  Regulator  Company.  Minneapolis,  Minn. 
System  for  controlling  the  turbulence  of  fluids. 
2.017,368 ;  Oct.  15.  .     ^    ^  *    ♦      t      w 

Magnev.  Leo.  assignor  of  forty-five  pr  cent  to  L.  B. 
Ferguson,  (^.rand  Forks,  N  Dak.  Valve  operating  mech- 
anism.    2,017.317;  Oct.  15.  ,         _,  *      m     r. 

Magnus,  Harold,  I-^^ndon,  England,  assignor  to  T.  C. 
Davis  New  York,  N.  Y.  Combination  cigarette  and 
vanltvca.se.     2.017,722 :  Oct.  15.  *     t:,*  k 

Mallet  Charles,  and  H.  C.  Con?toux,  assignors  to  Etab- 
llssements  Jacob  Delafon  Compagnle  Ccramlque  de 
PoulUy-sur  Saone  et  Belvoye.  Paris,  France.  Sanitary 
appliance  such  as  wash  basins,  bidets,  sinks,  baths  and 
the  like.     2.017.416 ;  Oct.  15.  ,  .     „     . 

Malm.  Carl  J.,  and  C.  R.  Fordyce.  assignors  to  Eastmaii 
Kodak  Companv,  Rochester.  N.  Y.  Manufacture  of 
rnhvdrldes  of  alkoxy  fatty  acids      2  017  182  :  Oct.  16 

Maraula,  Samuel  L..  and  J.  Muhvich.  Cleveland.  Ohio. 
Checkerwork   construction.      2,017,763 ;    Oct.   16. 

Mandallan,  Sahatlel  G.,  North  Attleboro,  Mass.  Recep- 
tacle     2  017,602  ;  Oct.  15. 

ManzoK  Adolph  W.  F.  Buffalo,  and  W.  C.  H.  Pfell,  Eben- 
ezer  assignors  to  Manzel  Bros.  Co.,  Buffalo,  N.  Y.  Oil 
pump.     2,0lt,165;  Oct.  15.  .  ,  .    ^    „        ^  „*  •. 

Manzel  Bros.  Co.  (See  Mantel,  Adolph  W.  F.  and  Pfell, 
assignors) 

Marcus.  Samuel,  assignor,  by  mesne  assignments,  to  Mar- 
Kon  Corporation.  New  York,  N.  Y.  Apparatus  for  plas- 
tic molding.     2,017,216;  Oct.  16.        e  ,  .  V 

Margon    Corporation.       (See    Marcus.    Samuel,    assignor.) 

Marshall,  J.  H.-     (See  Taylor.  Ewlnp  H     assignor.) 

Marshall.   William   A.      (&ee  Graf,   J.   E.   and   Marshall.) 

Martin.  J.  B..  Company.  (See  Johnson,  H.  D.,  Jr..  and 
Sullivan,  assignors.) 

Massey  Concrete  Products  Corporation.      (See  Alexander, 

Massoneau.  Ro5ert  F.     (See  Allen    L.  H.,  and  Massoneau.) 
Mathey.  Oustave  8.     (See  Bryant.  F.  L   and  Ma  hey.) 
Mathlas.    Samuel    W.,    assignor   to   La°dl»   Machine   Com- 
pany  Waynesboro.  Pa.     Threading  machine.    2,017, « 64, 
Oct.  15. 


Matthelss,  Theodore  H..  Baltimore.  Md.  Adjustable  sau- 
sage gauge.     2,017.766;  Oct.  15. 

Mattler,    Peter.      (See   Frost.   M.    O.,   and    Mattler.) 

Mattler,  Peter.  St.  Louis,  Mo.,  assignor,  by  mesne  as- 
signments, to  The  Lamson  Company.  Syracuse,  N.  Y. 
Conveyer   for   shoe    factories.      2,017.166;    Oct.    16. 

Maxim  Silencer  Company,  The.  (See  Bourne,  Roland  B., 
assignor. ) 

Mayhew,  Ralph,  New  York,  N.  Y.  Amusement  apparatus. 
2,017,102;  Oct.  15.  „         .  ..   r^,         ^ 

Mazurie.  James  V.      (See  Bark.  W..  Mazurle.  and  Olson.) 

McCarthy,  Lewis  M.,  Jamaica.  N.  Y.  Garbage,  ashes,  and 
refuse  disposal  and  land  reclamation  process. 
2.017.417 :  Oct.  15.  „  X  X 

McCarty,  James  M.     (See  Russell.  Courtney  F.,  assignor.) 

McCauley,  Thomas  H..  assignor  of  one-half  to  Morley  H. 
Breuls.  Toronto,  Ontario,  Canada.  Oil  burner. 
2,017,418;  Oct.  15.  _     ,,  ^    „ 

McClelland.    Elmer   W.      (See   Pennock,   B.   M.,   and   Me- 

CleUand.)  .  ,    „   „  „    t,     . 

McCoy,  George  H.,  D.  M.  Wright,  and  J.  P.  Hall.  Bartow, 
Fla.,  assignors,  by  mesne  assignments,  to  Swift  and 
Company  Fertilizer  Works,  Chicago.  111.  Producing 
phosphatlc  materials.     2,017,468  ;  Oct.  15. 

McCoy,  William,  Zanesvllle,  Ohio.  Treating  glazed  ceramic 
ware.     2,017,318 ;  Oct.  15.  ^     ,. 

McDowell  National  Bank,  executors  et  al.  (See  Stanitz, 
J.,  and  Boyer.)  „     , 

McFadyen,  Loudon  E.,  Easton.  Pa.,  assignor  to  Tavlor- 
Wharton  Iron  &  Steel  Company,  High  Bridge.  N.  J. 
Cutter  for  hydraulic  dredges.     2.017,816  ;  Oct.  15. 

McGhee,  Curtis  E.,  Washington.  D.  C.  Fire  hook. 
2_,017,369 ;  Oct.  15.  ,  ^  ,.         ^ 

McGrath,  William  L.,  Elmlra.  assignor  to  Eclipse  Ma- 
chine Companv,  Elmlra  Heights,  N.  Y.  Engine  starter 
drive.     2,017,566:  Oct.  16. 

McHugh,  Anthony  L.,  Easton,  Pa.,  a.ssignor  to  IngersoU- 
Rand  Company,  Jersey  City,  N.  J.  Sealing  device  for 
centrifugal  pumps.     2.017,544 ;   Oct.    15. 

McKee,  Harry  H.,  and  C.  L.  Lohner,  assignors  to  Indus- 
trial Patents  Corporation,  Chicago,  111.  Container. 
2.017,469 ;  Oct.  15.  „        ^  ^  „t    ' 

McKee,   John   T..   et   al.      (See   Grayson,   George   W.,   as- 

Mcl^inley,  John  M.,  East  Cleveland,  and  W.  K.  Carter, 
Columbus,  Ohio,  assignors  to  National  .\luminate  Cor- 
poration, Chicago,  111.  Fired  siUceous  tribarium  alu- 
minate  refractory,     2,017,723  ;  Oct.  15 

McMullen,  Joseph  E.,  Milwaukee,  Wis.  Ink  fountain  for 
printing  presses.     2,017,545  ;  Oct.   15 

McMullen,  Ralph  W.,  East  Grand  Rapids,  Mich,  t  Ire  ex- 
tinguisher bracket.     2,017,319  ;  Oct.  15. 

McNairy,  Jacob  W..  and  J.  F.  Tritle,  Tritle.  Erie,  Pa.,  as- 
signor to  General  Electric  Company.  Control  system. 
2^17,699;  Oct.  15.  ^,  ^  „.     ,  T^ 

McWllllams,  John  P.,  assignor  to  Youngstown  Steel  Door 
Companv,  Cleveland,  Ohio.  Railway  car  type  container. 
2,01  f,565  ;  Oct.  15.  _^     ^^ 

Meagher.  James  H.,  Springfield,  assignor  to  The  Chapman 
Valve  Manufacturing  Company,  Indiana  Orchard,  Mass. 
Temperature  relief  valve.     2,017,668  ;  Oct.  15. 

Mechana  Kold  Corporation.  (See  Limpert,  Sylvester  A., 
ftssismor. ) 

Medico  Chemical  Corporation  of  America.  (See  Ostromls- 
lensky,  Iwan  I.,  assignor.) 

Melllnk,  Charles  F.,  Toledo,  Ohio.  Deposit  receptacle. 
2,017,669;  Oct.  15.  o  ,       r>      „  „„ 

Mengle  Glenn  .\.,  assignor  to  Brockway  Sales  Company, 
Brockway,  Pa.  Combined  bottle  cap  and  fountain  appli- 
cator bulb.     2.017.603:  Oct.  15. 

Meon,  Howard  C.  Cleveland,  Ohio,  assignor  to  Meon  En- 
gineering Corporation,  New  York,  N.  Y.  Propeller  blade 
mounting  for  variable  pitch  propellers.  2,017,506; 
Oct.  15. 

Meon  Engineering  Corporation.      (See  Meon,   Howard  C, 

Mercer,  Nicholas,  New  York,  N.  Y.  Razor  blade  stropper. 
''  017  320  ■   Oct    15. 

MeVcier!  Jean,  Neuilly-sur-Selne,  France.  Cushioning  de- 
vice     2,017,419  ;  Oct.  15. 

Mergott,  J.  B.,  Company.      (See  Hlering,  William   C,  as- 

Me^fot°t,   J.    B.,    Company.      (See    Llndy,    Mordle    L.,    as- 

Merfow^Machlno  Company,  The.     (See  Washburn,  John  M., 

assignor.) 
Mervosh,  Pete,  et  al.     (See  Komadlna,  George,  assignor.) 
Metbard.  John  F.     (See  Mosser,  A.  C.,  and  ^ethard.) 
Mever,    Hans,  London,   England,   assignor  to   L    M.   Gelb 

I^ew  York,  N.  Y.    Dye  holder  and  applicator,    ^,017,567  , 

MichaellB.'  Lothar.  Berlin-Charlottenburg,  Germany,  as- 
signor to  General  Electric  Company.  Synchronous  mo- 
tor.    2,017,700;  Oct.  15.  .  .     ^       ^       „     v,    «  # 

Mlchelssen,  Fritz,  assignor  to  Telefunken  CJeseUschaft  fur 
Drahtlose  Telegraphie  m.  *>•  Hj  B"lJ°v  ^""'"y- 
Cathode  ray  scanning  device.     2,017,127  ;  Oct.  15 

Miller  Frederick  B..  Connellsvllle,  Pa.  Mechanical  ham- 
mer.    2.017,470;  Oct.   15. 

Miller.  John  A.     (SeeBoax,  J.  J.,  and  M  Her.)  . 

MlUcri    Walter    K.,    Chicago,    lU.      Printing.      2,017,631, 

Minis'  Earl  R..  Kansas  City.  Mo.  Device  for  making  cof- 
fee and  the  like.     2,017,701  ;  Oct.  15, 
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Mills  Company,  The.      (See  Koenlg,   Elmer  E..  aBsignor.) 

Mills,  Llndley  E.,  assignor  to  The  l><>w  Chemical  Company, 
Midland.    Mich.      Insecticide.      2,017,506:    Oct.    15. 

Mllwaaliee  Gas  Specialty  Company.  (See  Leins,  Oscar  J., 
asaignor. ) 

Milwaukee  Cas  Specialty  Company.  (See  Steffen,  Snmer 
Q..  assignor.  • 

.Miner,   W.    H      Inc.      (See   Flaseltlne,   Stacy    B.,   asBlgnor. ) 

MlnneapoiLs-Honeywel!  Regulator  Company.  (See  Magner. 
F'liilip  (J.,  assignor.) 

Minor.    Henry   R..  Oalt   Park.    111.,   assignor,  by  mesne  as 
slgnments.   to  Irdustrial  Process  Corporation,  Saratoga 
Springs.   N.   Y.      Securing  adhesion   of  rubber   to  metal 
2.017.1)71  ;  Oct.  15. 

Minor.  Henry  R..  Oak  Park,  111.,  assignor,  by  mesne  as- 
signments, to  Industrial  Process  Corporation.  Saratoga 
Springs.       N        Y  Manufacturing      sponge       rubber. 

2.017.217  ;  Oct.  15 

Minorsky,  N'lcolai,  Swarthmore,  Pa.  Stabilizing  appara- 
tus.    2.017,072;  Oct.  15. 

Mitchell.  Doren.  (See  Abraham,  L.  G.,  Mitchell,  and 
Hawkins.) 

Mittel.  Friederlch  W.,  Brooklyn,  N.  Y.  Oyster-opener. 
2.017.370:  Oct.  15. 

Mittelmark.  Martin.      (See  Grosaeth.  John,  assignor! 

Modine  .Manufacturing  Company.  (See  Bossart,  O.  A., 
and  Eberhar<lt.  ai^signors.) 

Moehling.  Ruth  L..  Brooklyn,  N.  Y.  Shoe  coTer. 
2,017.507  ;  Oct.   15 

Moloney.  Raymond  T  (See  Breitansteln,  Herbert  G..  as- 
signor.) 

Monflls,  Phllias  P..  Warcestf-r.  Mass.  Oil  burning  steam 
boiler.      2,017.157  :  Oct.   15. 

Moody,  Charles  H.,  Alabama  City,  Ala.  Slab  catcher  for 
beam   warpers.      2.017,349;   Oct.   15. 

Moody.  Joseph  E.,  Chicago,  111.  Road  surfacing  material. 
2,017.6:^2  :  Oct.  15. 

Moore,  Carl  E.     (See  I»rlg,  E.  T.,  and  Moore.) 

Moore.  David  P.,  Avon  Park.  Fla.  Spring  needle  pile 
fabric  knitting  machine.     -.017.073  :  Oct.  15. 

Moore.  Fred  K.,  Los  Angeles,  Calif.  Chair  bed.  2,017.321  ; 
Oct.  15. 

Moore,    Samuel.    Floylake.    England.      Distillation   of  frag 

mentar;r  materials.     2,017.442;  Oct.  15. 
Moore,   Wesley   W  .   Joinerville.  Tex.      Self  lubricating  rod 

line  guide.     2.017.322;  Oct.  15. 
Morgan.    Porter    S  .    New    York,   assignor  to   Liberty  Share 

Corporation.    Buffalo,   N.    Y.      Pump  fitting.      2,017,3.'»O ; 

Oct.   15. 
Morlarty.  (Jeorge  A.,  assignor  of  one-third  to  J.  F.  Dray 

New    Haven,    and    one-third    to   O.   T.    Cooke.    Norwallt 

Conn.     Foot  protector.     2.017.670  ;  Oct.  15. 
Morris.    John,   assignor   to   Sunb*'am   Motor  Car   Company 

Limited.   Wolverhampton,    England.      I'roductlon   of  cam 

shafts     and     other     uonclrcular     or     eccentric     bodies 

2.017.371  :  Oct.  15. 

Morrison.    Jam.'s    J.,    Worcester.    Mass.,    assignor    to    The 
American    Steel    and    Wire    Company    of    New    Jersey 
(Miideway.     2.017,372:  Oct.   15. 

Moss.  Julias  Brooklyn,  N.  Y.  Lid  for  ice-cream  cabi- 
nets and  the  like.     2.017.253  :  Oct.  15. 

Mo.sser,  .\lvie  C,  and  J.  F.  Methard.  Detroit  Mich  Tire 
inflating  arrangement.      2.017.158:   Oct.    15 

Motor  Car  Carriers.  Inc.      (See  Simnlng,  Roy  B.,  assignor  ) 

Motor  Terminals  Company.  (See  Fitch,  Benjamin  F.,  as- 
signor. ) 

Motor  Wheel  Corporation.  (See  Winchester,  Frank  U. 
assignor.) 

Mottram,  Elliott  T..  Brooklyn,  assignor  to  Bell  Telephone 
Laboratories.  Incorporated.  New  York,  N.  Y.  Record 
display   device.     2.017,633;   Oct.    15. 

Moantford,  Sara  E.,  and  J.  O.  Frost,  Philadelphia  Pa 
Constructing  elastic  hosewear.     2,017,604  ;  Oct    15. 

Mucha,    I'inchus.    Irvlngton,    N.    J.      Protecting    clothing 
against     damage      by      Insects     and      means      therwior 
2,017,159;  Oct.  15. 

Mueller.  Emll  F.,  Arpin,  Wis.     Drier.     2,017.286  ;  Oct    15 

Muhvlch.  Joseph.      (See  Mamula,  S.  L.,  and  Muhvlch  ) 

Mulford,  William  A..  Gladwyne,  Pa.  Auxiliary  seal  and 
measure  for   collapsible    tubes.      2,017.254  ;   Oct.    15 

Mullen.  George  W.,  Lowville,  assignor  to  Anchor  Cap  & 
Closore  Corporation,  Long  Lsland  City,  N.  Y.  Sealing 
machine  and  method.     2.017.766;  Oct    15 

MilUer,  Oskar.      (See  Klelnschmit,  O.,  and  Mniler.) 

Munson  Stamp  Pad  Co.  Inc.  (See  Mnnson,  Whitney  K. 
assignor. ) 

Munson,  Whitney   K.,  Orange.  N    J  .  assignor  to  Mnnson 
Stamp    Pad    Co.    Inc.,    New    York.    N     Y       Stamp    oad 
2,017,608;   Oct.   15.  "v-uip    P«u. 

Murphy,    Edward    M..    I^kewood.    Ohio,    assignor    to   The 
American  Steel  and  Wire  Company  of  New  Jersey      Die 
2,017,373;   Oct.   15. 

Murphy,  James  H.,  Shaker  Heights.  Ohio.  Smoke  regu- 
lator for  pipe  stems,  cigarette  and/or  cigar  holders,  and 
the  like.     2,017,351  ;  Oct.   15. 

Marphy,  P.  H.,  Company.  (See  CraUey,  John  T..  as- 
signor.) 

Nail     Elmer  L.      (See  Revnolds.  Henry  T,  assignor) 

Naahoa  River  Paper  Company.  (See  Thompson,  Herbert 
L.,  assignor.) 

National   Aluminum   Corporation.      (See  McKlnley    J    M 
and  Carter,  assignors.) 

National   Blank   Book  Company.      (See   Schade.  Frank   S 
assignor.) 


National  Carbon  Company.  (See  Heise.  G.  W.,  and  Schu- 
macher, nssignors. ) 

National  Folding  Box  Company.  (See  Gruber,  Gilbert  8. 
assignor^ 

National  Folding  Box  Company.  (8e«  Pantalone.  Vin- 
cent,  assignor.) 

National  Machinery  Company.  The.  (See  Clouse,  William 
L..    Ji.sslgnor.) 

National  Machinery  Company.  The.  (See  Cummins,  Nor- 
man W..  assik'nor.) 

National  Machinery  Company,  The.  (See  Friedman,  John 
H.,  as.signor. ) 

National    Oil    Manifolds,    Inc.      (Bee    Headen,   Lucean    A.. 

assignor  ) 

Natonal  Tube  Company.  (See  Bark.  W..  Maiurie.  and 
Olson,  assignors.) 

National  Tube  Company.      (See  Boax.  John  J.,   assignor  ) 

National  Tube  Company.  (See  Boax,  J.  J.,  and  Miller, 
a-tsignors. ) 

National  Tube  Company.  (See  Donabie,  Thomas  L.,  as- 
^  slgnor.) 

National  Tube  Company.  (See  Dougherty.  George,  as- 
signor.) 

National  Tube  Company.      (S««  Olson,  Olof  F.,  assignor.) 

National  Tube  Company.  (See  Waterman,  h>ed  W..  as- 
signor. ) 

Natural  Color  Inc.     (See  Waide,  Merrill,  assignor.* 

Nell,  Gustave  M..  Detroit,  Mich.,  assignor  to  thlcago  Pneu- 
matic Tool  Company,  New  York,  N.  Y.  Distributing 
valve  for  pneumatic   tools.     2,017,287;  Oct.  16. 

Nelson,  Rudolph  S.,  Rockford.  111.,  assignor  to  The  Hoover 
Company,  North  Canton.  Ohio.  Refrigeration  appara- 
tus     2.017.288  •  Oct.  15. 

Neon  Products,  Inc.  (See  Ilowenstlne.  James  A.,  as- 
signor.) 

Neumann.  Theodore  L.,  Dayton.  Ohio.  Self-locking  paper 
b<ix.      2,017,724  ;   Oct.    15. 

Newcomer.  Harry  S..  New  York.  N.  Y.  Anamorphosing 
projection   system.      2,017.634  ;   Oct.    15. 

Newell.  Robert  E.,  Irwin,  assignor  to  Robertshaw  Thermo- 
stat Company,  \oungwood,  Pa.     Thermostatic  structure. 

2.017.725  ;   Oct.   15. 

Newhall,  Henry  B..  Corporation.     (Bee  Post,  Mwrence  M.. 

assignor.) 
Newman.  Delbert  F..  Schenectady.  N.  Y.,  assignor  to  Gen 

2  o'l7  702^^cS^       Company.  Refrigerator       cabinet. 

Newman.  Is'ldor,  New  York.  N.  Y.  Machine  for  scoring 
metal  containers  or  parts  thereof.      2.017.103  ;   Oct    15 

Nordberg  Manufacturing  Company.  (See  Symons,  Edgar 
B.,  assignor.) 

-'*'*?r?,*,°-  Mathew  G.,  Wewoka,  Okla.  Drain  trap. 
2.017.767  :    Oct.    16. 

Normelll.  Wulf  B.,  Strasbourg,  France.  Absorption  re- 
frigerating   machine    with     heat    recovery.       2,017,471  ; 

Norris,  Alfred  E..  Seattle.  Wash.     Shoe  heel.     2,017.768: 

Oct.  15. 
Norris,  William  J.     (See  Schwab,  A.  W.,  and  Norris.) 
North.    Edwin     W..    assignor.    t)y    mesne    assignments     to 

Landstrom       Furniture      Corporation,       Ro<'kford.       HI 

Table.      2.017.289;   Oct.   16. 

Northam  Warren  Corporation.  (See  Kaparin,  Otto,  as- 
signor.) 

^°n?.°'  C''*""'^"  ^  •  ^^^^  R^'°'l'  asslRi'or  to  The  Louis 
;Mv'Ji  „51^™E""y'  Milwaukee,  Wis  Electric  motor. 
2.017.256;  Oct.  15. 

Nutsford.    Alfred.    I-'arnborough.    assignor    to    S.    Smith    & 
Sons    fMotor   Accessories)    Limited,    Ix>ndon,    England 
Indicating      mechanism      for      measuring      instruments 
2,017,183;   Oct.   15. 

Oakley.  Percy  D.,  and  J.  N.  Aldington,  Ashton  on  Ribbel. 
assignors  to  Siemens  Electric  I.amps  and  Supplies  Lim- 
ited    Ix)ndon.    England       Electric   cathode   glow    device 

2.017.726  :  Oct.  15. 

Odenklrk,  Harry  C.  Cleveland.  Ohio.  Railway  switch 
controlling   means.      2.017,769  ;   Oct.    15 

O'Hagan.  Bernard  E.  assignor  to  The  Union  Switch  & 
Signal  Company,  Swissvale,  Pa  Railway  track  cir- 
cuit   apparatus.      2,017.546;    Oct.    l.-i 

OKeefe  &  Merrltt  Co.  (See  Christensen,  Howard  H  as- 
signor.) 

Okonlte   Company,   The.      (See    Waldron,   Richard   C,   as 
slgnor.) 

Olsen,    Qnr\    A.,    assignor   to    Bxcel    Taning    Machine    Co 
Lynn.  Mass.     Taping  machine.     2,017,727;  Oct    18 

Olson,  Olof  F       (See  Bark,    W.,  Marurle.  and  Olson  )' 

01s4)n.  Olof  F..  (Jary,  Ind.,  assignor  to  National  Tube  Com- 
pany      Tube  rolling  mill.     2,017.374  :   Oct.    15 

"^«Vl,^^"!^-  /^V^*''  ^°^^-  ^-  Y.  Exercising  device. 
2.017,128;  Oct.  15. 

•  >re    Solvents    Corporation.      (See   Traphugen,  Frank    W 
assignor.)  ' 

Orth.    Richard.    Philadelphia.    Pa  .    assignor   to  Gill   Glass 

A     Fixture     Company.       Advertising    sign  2  017  44.'t  • 

Oct.     15.  SB,      l.,t10, 

Osborne,  Samuel  c..  Riiclld  Otv,  Ohio,  assignor  to  Wilson 

Welder  and   Metals    Co.    Inc..   North  Bergen,  N    J       Arc 

welding  apparatus.     2.017,509  ;  Oct.   15 
Oskamp,    Howard    E  ,    Wheaton,    111.      Dehydration    annn- 

ratus.      2.017.728:    Oct.    15.  "       Jia 

Osterberg,  Carl  T..  Milwaukee,  Wis      Hinged  box  and  cover 

device.     2,017,129;  Oct.  15. 
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Ustromislensky,  Iwan  I.,  assignor,  by  mesne  assignments, 
to  Medico  Chemical  Corporation  of  America  New  lork, 
N.    Y       Producing    chemically    pure   4.4'-dl-(l-phenyl-3- 


methyl-pyrazolonyl).     2,017,671  ;  Oct.  IB.  ^».«^i«-i 

Ostromislensky,     Iwan    I.,    assignor    to    Meg*<'o    Chemical 

Corporation   of   .\merlca,   New   \ork,   N    Y.      Producing 

chemically   pure  4,4'-dl-(l-phenyl-3  methyl-pyraaolonyl). 

2.017,672:  Oct.  15.  ^    ^  .   r^  aa  ^i,  \ 

Paddock.  Levi  S.  (See  Bloom  0.  T  and  Paddock  ) 
page,  Albert  E.,  Brookl.vn,  aBslgnor   to  Scott  A  WiUiams, 

Incorporated,  New   York.  N.  \.     Making  elastic  fabHc. 

Pant°aVone.^  V?ncent  assignor  to  National  Folding  Box 
Comnany.    New    Haven,    Conn.      Dispensing    container. 

PanEograSl^korman  6..  and  W.  C.  Rosenthal,  Chicago.  lUj, 

assignors  to  International  »a'7«'ier  ^_o™e?,S*/rvT   A 
adjustment  for  track  type  tractors.     2.01'.«-9  .^t.  15. 
Park.'     Davis   &    Company.      (See   Swingle.    W.    W.,    and 

Parker  J  Henry  S.  assignor  to  Eastman  Kodak  Company, 
Rochester,  N.  Y.  '^ Light  tight  film  package  for  cameras. 

Park«!'%n^W..^Detroit.   Mich.      Spindle   construction. 

2,017,290;  Oct.  16.  „.      ^     ^  i-.i,  r»«™„.T,- 

Parkhurst.  George  L.,  assignor  to  Standard  O"  Company 

Chicago    111.     Manufacturing  a  flame  resistant  cleaning 

fluid.     2.017,508  ;  Oct.  16.  ^       ,.,^   ,         „   „.. 

Parks    Asbury   8.   Refugio,  Tex.     Gas  lift  for  oil  wells. 

Pascoe,  Frederl^ck  J.,  London,  England,  assignor  to  The 
Timkcn  Roller  Bearing  Company,  Canton,  Ohio.  Axie 
box.     2.017,731  :  Oct.  15.  „  .       *  jj,„„   m. 

I'aslnski  Walter  J.,  assignor  to  Burroughs  Adding  Ma- 
cMne  Coi^pany.    Detroft.  Mich.     Automatic  calculator. 

Pa^tffoU?V'ly^.u?h     Mills     Corporation.       (See     GeUer. 

PaulTng.' nl^rbrrt'  L.      (See  Ackell,  J.  J.,  and  Paulding.) 
pSnlero    Alfonso  M.     (See  Pnalero,  Louis  and  AM.) 
Paulero!  Ix)ul8  and  A.  M.,  Baltimore.  Md.     Electric  turn- 

V.\Zl-  AJdJrfc'k'^Anrl^klyn.  N.  Y.     Elevator  control 

device.     2,017.547:  Oct.    16. 
Pearson,  Gardner  W.     (S.ee  Cox,  W     and  Pearson^ 
Pecker.  Joseph  S..  Philadelphia,  and  A    E.  L«^!^n  „^unt- 
ington     Valley,     assignors     to     Autoglro     Company     of 
America,  Philadelphia.  Pa.      Aircraft  having  sustaining 

Pener°"k«;i°B.:' w;8?'HaAford.  assignor  to  Hartford^ 
Empire  Com^nv,  Hartford  Conn  Apparatus  for 
shaping  glasswartv     2,017,569 ;  Oct.   15.  ,    j^ 

I'enN-rthy   Injector  Company.      (See    Yeder,   Howard   u.. 

Pennick"  Edward  M.,  Minneapolis.  Minn.,  and  E.  W.  Mc- 
CleCnd  H  oil  V  wood,  Calif,  assignors  to  G.  H.  Tennant 
Smfany.  MlnneaSliis.  Minn.  Detachable  comer  struc- 
ture for  crates.     2.017,161  ;  Oct.  15. 

Perma  Corporation.     (See  Dopn    Frank  B.,  a88*?22n    TpIa- 

Mffe  casing  and  mak  ng  the  same.  2  017.162.  Oct.  lo^ 
P-^Sf  JohanneS  P  Rotterdam.  Netherlands.  Apparatus 
'^lormeohnnlcrih'  Voiding  over  the  side  flaps  of  a  sheet 

PeterJoT'job'n''f','2«slgrr  {J' The   Waterbu.7    Look    * 
^%'^iaity   Company     Mllford    Conn      Cigarette  case   or 

slmilnr  article.     2.017.445  ;  Oct.  15. 
Petroleum     Iron    Works    Comnany    of    Ohio,    The.      (See 

Shanor.  Edgar  B.,  assignor.) 
PflfTner    Toseph  J.      (See  Swingle,  W.  W.,  and  Pfl«nier  ) 

Ker-  GeX  t..  assignor  to  U^'*^  ^^Vll?  ^^Fleiibli 
Manufacturing   Company,  Los  Angeles,  Calif.      FlexiDie 

Pf:T/'wiliram-'c'A'''Vs'.$-Manxel.  A.  W.  F..  and  Pfell.) 

Phlll.delphlR  Quarts  Company  of  California,  Ltd.  (See 
Baker,  Chester   L.,  assignor.)  wm.  r-«m 

Pldgeon  John  V  .  assignor  to  PUlsbury  Flour  Mills  Com^ 
panv  Minneapolis.  Minn.  Sifting  and  directing  device 
?or  flexible  containers.     2.017,256  ;  Oct^  15. 

PUlsbury   Hour  Mills  Company.      (See  IMdgeon.  John  V.. 

Plnder^Thomas  F  .  Merlon,  Pa  Apparatus  for  prevent 
ing  print   offset.      2.017.257  ;   Oct.   16. 

Pine    William  B.      (See  Isham.  Robert  M..  assignor.) 

rittsburgh  Equitable  Meter  Company.  (See  Weymouth, 
Harry  G.,  assignor.) 

Pollak.  Arnold  A..  W«terbury  Conn.  Dispensing  con- 
tainer for  rolled  tape.     2.017.570:  Oct.  15 

Poole  John  W..  Jaffrey.  N.  H.  R^fin«J.'f^  ^^y.^fO*""*'''"''' 
their  derivatives,  and  the  like.     2.017,7§0 ;  Oct    16. 

rope.  Edker  L.      (See  Lembrlght    W.  «.  and  Pope  ) 

Porter.  Ray  P.,  Abilene,  Tex.    Micro-projector.    2,017,292  , 

Po?t*'.*  Lawrence  M,  .I^re«A  "*"k/"  >i"^"'°'*rHmD"nu^t 
Newhall     Corporation.     Garwood.     N.     J.      Crimp     nut. 

PoVhVmus^  "Kuis^^and  T.  J.  Weljers.  Eindhoven.  Nether- 

^TandH     assignors    to    Ra^'o,  Corporation    oAmerlca. 

IntrriPodiatr  frequency  amplifier.     2,017.131  ;  Oct.  10. 


Powers.  Frank  T..  Douglaston,  N.  Y.     Powdering  machine. 

Pratt,  '^'illiim  h'..  Lynn,  Mass..  aa«^nor  to  General  Elec- 
tric Company       Integrating  meter.     2  017,703  .Oct    15 

Prentice,  Bert  L..  Cleveland  Heights  assignor  to  The  Beld 
Products  Company,  Cleveland,  Ohio.  \Mndow  frame 
channel.     2,0lt,511  :  Oct.  15.  „«„„„ 

Prescott.  Frank  H..  Anderson.  Ind..  assignor,  by  mesne 
assignments,  to  General  Motors  Corporation,  Detroit. 
Mich.     Engine  starter.     2.017.074:  Oct.  15. 

Priest  Willard  A..  Chicago,  HI.  I'op  corn  vending  ma- 
chine.    2.017,293  ;  Oct.  15.  rrnn«r« 

Pro-Phy  Lac-Tic  Brush  Company.  (See  Elliot,  William 
S..  assignor.)  _        _         ... 

Public  of  The  United  States  of  America.  Free  Use  of  the. 
(See  Leatherman,  Martin,   assignor.) 

Pursell.    Walter.    Cincinnati,    Ohio,    and    E.    C.    «aertner 
Terre   Haute,    Ind.     Handling    frangible    tiles   and   the 
like.     2,017,571;  Oct.  16.  r.^  „       bv^a 

Pyrene  Manufacturing  Company.      (See  Dodelln,  Fred  A., 

Pyl^^i^Hn'^koducts,   Inc.     (See   Wilson,    William   C,    aa- 

PyzlL°L)iniel,  Piedmont,  assignor  to  Shell  Development 
Company,  fean  Francisco.  Calif.  Distillation  of  am- 
monia.    2,017,323 ;  Oct.  15.  v,     ^      tit  a 

Quaker  Hosiery  Comnany.  (See  Goetsch,  G.  W.,  and 
Smetana.  assignors.) 

Queen.  Harold  E.      (See  Replodgle,  D.  B.  and  QueeM 

Quick,  Alfred  A.,  Thombury.  Victoria.  Australia.  Winch 
and  like  hoisting  appartus.     2.017.352  ;  Oct.  16 

Radio  Corporation  of  America.      (See  Barden,  William  S., 

nR^iffQOr  ) 

Radio   Corporation   of  America.      (See   Beers,   George   L., 

flssisDor  ) 
Radio   Corporation  of  America.      (See  Brlggs,  Joseph  A., 

Radio   Corporation   of   America.      (See   Clay.   Murray   O., 

flSBismor  ) 
Radio   Corporation    of  America.      (See   Ditcham,    William 

T..  assignor.) 
Radio  Corporation  of  America.      (See  Geffcken,  H.  H..  and 

Radio    Corporation   of   America.      (See    Hansell.    Qarence 

W      ftssitdior  ) 
Radio  Corporation  of  America.      (See   Hanson,  Oscar  B.. 

Riidio ^Corporation    of    America.      (See    Kellogg,    Edwaro 

\V     fisfliirxior  ) 

Radio   Coriwration   of   America.  (See   Kroger,    Fred   H., 

assignor.) 
Radio  Corporation  of  America.      (See  Posthumus,  K.,  and 

Wf'ijers.  assignors.)  ^  ,  .           •»»          ^ 

Radio  Corporation  of  America.  (See  Salxberg.  Bernard. 

Radio  CorJMjratlon  of  America.      (See  Slnnett,  Chester  M., 

Radio  Corporation  of  America.     (See  Sternberg,  Theodotc 

A.       &88i£IlOr   ) 

Radii)  Corporation  of  America.      (See  Trainer,  Merrill  A., 

ftftsiffnor  ) 
Radio   Corporation   of   America.      (See   Whitaker,   Alfred, 

assignor.) 
Radio   Corporation   of   America.      (See    Wolff,   Irving,    as- 

Radfo°°Corporation   of   America.      (See  Yolles.   Jacob,   as- 

Ray^ldsf  Reginald  M..  New  York,  N.  Y.  Loose  leaf 
binder.     2,017,218 :   Oct.   15.  *^   r     v 

Re,  Albert  i..  assignor  of  forty-nine  per  cent  to  CF 
Reynolds.  Wilmington.  DeL     Stand  mirror.     2.017.472. 

Red  River  Refining  Company.     (See  Schulae,  John  E.,  as- 

RS°*Wllllam  A..  Beverly.  Mass..  assignor  to  United 
Shoe  Machinery  Corporation.  Paterson.  N.  J.  Abrading 
machine.     2.017,163  ;  Oct.  15. 

Rees  Harry  V..  Long  Beach,  and  H.  Ketcheson,  Wilming- 
ton Calif,  assignors  to  The  Texas  Company,  Sew  York. 
N    Y       So  dering  flux.      2,017.354  ;  Oct.  15._ 

Relchel  John,  Phriadelphia.  and  J.  E.  Schneider.  Te*(kn 
Borougli.  assignors  to  Sharp  &  Dohme.  InoorPO'-ated 
Philadelphia     Pa.     Anthrax    antigen    preparation    and 

Re?c^"?nbich.'&rTT'.^PUtl'burgb.  Pa.     Manufacture  of 

Reirilf«nder'?.'.'S^o^r^'to'Lelch^ Electric  Company 
Genoa     111.      Hook   swftch   adapter    for   hand   telephone 

ReirPro^ucU^C<im^any''(See    Prentice.    Bert    L..    as- 

slgnor.)  »,     -    T 

Reid   Products  Company.  The.      (See   Westrope,   Fred  J.. 

Relmeft'*'"  Oscar,      Fori     Thomas,     Ky.      Game     device. 

Re?n?orctd^ 'P^per  ^Bottle   Corporation.      (See    Bodor.    A., 

Re!sVr.^rniera;fd"°0"i.  «^»^-  H/if^t-^Obio      Gather- 

R^°seV"0^f.;'r°/^r?rer,  L'i?el  ^sVdT/^^ 
Ressner   Otto.      (See  Peters.  G.  F.  and  Relssner.) 
Re  fenstein      Louis     J ••,  Pittsburgh       Pa.     Polymerixlng 
China-wood  oil.     2,017.164  ;  Oct.  15. 
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Keplodgle.  Daniel  B..  Berkeley.  Calif.,  and  II  R  gueen, 
Washington,  I).  C,  asHlKnors  to  Cltix^ns  Tniit  Com- 
pany, Toledo,  Ohio,  as  Trustee.  Duat  collector  for  alr- 
metnod  cl»-an«»r«.      :i. 017. 771  ;  Oct.  15. 

ReploKle.  4>anlel  B.,  Berkeley,  Calif.,  and  H.  K.  Queen, 
Washington.  D.  C.  assignors  to  Cltlsens  Trust  Com- 
panr,  Toledo,  Ohio,  as  Trustee.  Floor  tool  for  alr- 
metnod  cleaning  system.s.     2,017,770 ;  Oct.  15. 

Reppe.  Walter,  and  W.  Wolff.  Ludwlg;shafen-on  the  Rhine, 
asii^guors  to  I  (i.  Farboniiulu.strli^  AktienKeaellschnft, 
Frankfort-on-fhe-Maln,  Germany.         Vinyl         ether. 

2.017.355  ;  O  t.  m. 

Iteynolds.  Clarke  F.      <  See  Re,  Albert  J.,  assignor.) 

Reynolds,  Henry  T,  Lombard,  assignor  to  B.  L.  Nail, 
Wheaton,  111.  Liquid  dl-spenslng  device.  2.017.818; 
Oct.  15. 

Rhelner.  Alfre<l.  assiirnor  to  the  firm  of  Chemical  Works 
fortnerlv  Sandoz,  Basel.  Switzerland.  Insulated  elec- 
trical conductor.      2,017,607  ;  Oct.   15. 

Riccl.  Harry,  assignor  to  The  Slreno  Company,  Inc.,  Staten 
Island.  N.   Y.      Slreu.     2.017.132;  Oct.  15. 

Rice.  Charles  De  L.,  West  Hartford.  Conn.  Side  bearing 
for   railway  cars       2.017.259:   Oct.   15. 

Rice.  Frank  K  .  assignor  to  American  Tap-Bush  Company, 
Detroit.  -Mich       Di.xpen.'er.      2,017,133:  Oct.  15. 

Rich,  Greorge  R..  Pasadena.  Calif.  Poppet  valve. 
2.017,294  ;  Oct.   15. 

Richard«<on,  Earle  K.,  and  C.  J.  Stand,  assignors  to  East- 
man Kodak  Company.  Rochester.  N.  Y.  Cellnloae  ace- 
tate protective  coating.      2,017.165;  Oct.  15. 

Richardson.  Robert  W.,  Cleveland,  Ohio.  Electric  signal- 
ing  system.      2,017.166  ;  Oct.   15. 

Rlchter,    Hans  R.      (See  GefTcken,   H.    H..  and  Rlchter.) 

Rless,  Kurt.  Wolfen.  Kreis,  Bltterfeld.  A.  Knodel,  Dessau 
In  Anhalt,  and  R.  Klau.s.  Wolfen,  Krela,  Bltterfeld.  Ger- 
many, assignors  to  Agfa  Ansco  Corporation,  Bingham- 
ton,  .\    Y      Cutting  weba  of  paper.     2,017,184  ;  Oct.  15. 

Rlggs.  Herbert  E..  Akron,  and  E.  D.  George.  Cuyahoga 
Falls.  Ohio,  assignors  to  Wingfoot  Corporation.  Wilming- 
ton. Del.  Device  for  manipulating  tube  stock.  2.017  80C  : 
Oct.  15. 

Rix.   Edward  G.      (See  .Vnderson.  J.   R..  and  Rix.) 

Roach,  E<lmund  J.,  a.^signor  to  Beaumont  Ir«>n  Works 
Company,  Beaumont,  Tex.  Tubing  head.  2.017.219 ; 
Oct.    15. 

Robert-shaw  Thermostat  Company.  (See  Nevell,  Robert 
E..  assignor. ) 

Robin,  r.eo.  Brussels,  and  M.  Van  Roggen.  Sprimont.  Bel- 
gium. Hydraulic  change  speed  mechanism.  2,017.375; 
Oct.  15. 

Robinson.      Albert      P..      Seattle,      Wash.        Wind      wing 

2.017,.'524  :  Oct.  15. 
Robinaon,  Robert  H.     (See  Holmes,  U.  H.,  and  Robinson.) 
Rockwell.    Hyrd    C,   .Sheffield,  Ala.      Sliver  pocket   flooring. 

2.017.18.-  ;  «^><t.  15. 
Rockwell.  HuKh  .M  ,  Freeport.  N.  Y.     Antifriction  bearing. 

2,017, 1S6;  Oct.  15. 
Rogers,  Edmund      (See  Werder,  John  F..  asaignor. » 
Rohlfing.  Andrew  A  ,  Bound  Brook,  assignor  to  Jolmson  it 

Johnson.    New    Brunswick,    N     J.       Packaging    surgical 

dressings.     2,017,819  ;  Oct.  15. 

Rolph,   Thoma-»  W.,   Newark,   Ohio,  and  H.   L.  Logan,  New 
Rochelle,   assignors   to    Holopbane   Company.    Inc..   New 
York,   N     Y       Lighting  system.     2.017.075;   Oct.   15. 
Rolscreen    Company.      (See    Kuyper.   Peter    H.,    assignor.) 
Romnes,   Haakon   I.      (See  Coy.  J.    \..  and  Rnmnes. ) 
Rose,  Alfred  G  ,  assignor  to  Rose  Brothers  (Gainsborough), 
Limited.       Gainsborough,       England.         Bag       faiitener. 
2,017,704;  Oct.  15. 
Roae  Brothers    (Galnatwrough  >,    Limited.      (See   Rose.  Al- 
fred G.,  assignor.) 
Rosenblatt,  Maurice  C,   Philadelphia.   Pa.      Building  con- 
struction.    2,017.548  ;  Oct.  15. 

Rosenthal.  William  C.      (See  Panzegrau,  N.  O..  and  Rosen 

thai.) 
Rother.    Paul,   and   G.   Gran,   Chemnit*.   Germany.      Deter- 
mination  of  the   percentage  of  water  In  wood,    textiles 
and  other  substances.     2,017,376;  Oct.  15 
Rothrock,  Ralph  K.      (See  Thurber,   Edward  J  ,   assignor.) 
Rox  tupply  Co.      (See  Cox,  W,  and  Pearson,  assijmors. ) 
Royster,    David  O.      (See  Whelan,    Paul    R  ,   a.^slgnor.) 
Rnssell,    (Courtney   P.   assignor  of  one-half   to   /    M.    Mc 
Carty,    Rochesttr.     In<l.       Spark    arrester.       2.017,732; 
Oct.  15 
Russell.    Harold    D,    Rochester,    assignor    to    Eastman    Ko 
dak    Company,    Rochester,    N.    Y,      Photogrsphlc    devel- 
oper.    2.017  167:  Oct.  15. 

Ruthruff,   Robert   F.,    Hammond,    Ind..   assignor   to   Stand 
ard  Oil  Company,  Chicago,  111      Polymerization  of  gase.s 
2,017,325  ;  Oct.  15. 
Safer.  George  P.      (See  Keller.  P.,  and  Sager.) 
St.  Jacques,  I>avld  B.     (See  Elter.  N.  J.,  and  St.  JacqueH.) 
Sakakura.    Yukitoshi,   Sblbuya   Ku.  Tokyo.  Japan.     Frost- 
ing   glass    bulbs    for    Incandeucent    lamps.      2,017,733  ; 
Oct.  15 
Salxberg,  Bernard.  Ea^st  Orange.  N    J.,  assignor,  bv  mesne 
assignments,    to    Radio    Corporation    of    America.    New 
York.    N.    Y.      Electron    discharge    device.      2.017.049  ; 
Oct.  15. 
Sanborn.  Frederick   D.,  Jr.,  Cleveland,  assignor,  by  mesnf 
assignments,    to    The   M.   L.   Jeffrey   Corporation.    Cleve 
land,  Ohio.     Ix)Cklng  device,     2,017,474;  Oct.  15, 


Sandell,  Harry  N.,  assignor  to  II.  N.  Bandell  Company, 
Boston,  Mass.  Waterproof  sheet  material  for  liuildlng 
construction.     2.017,1()6  ;  Oct.    15. 

Sandell,  H.  N.,  Company.  (See  Sandell,  Harry  N,,  as- 
signor.) 

Sanders,  Arnold  8.,  Los  Angeles,  Calif.  8npj>er-iiapkln 
for  drinking  receptacles.     2,017,168;  0<t,    15, 

Sandstrom.  Felix  C  ,  Milwaukee,  Wis.,  assignor  to  Inter- 
national Harvester  Company.  Cream  separator  bowl, 
2,017.734  :  Oct.  15. 

Sausedde,  Claude,  assignor  to  Detroit  Hydrostatic  Brake 
Corporation.        Detroit,        Mich.  Wheel        structure. 

2,017,076  ;  Oct.  15. 

Schade,  Frank  8.,  asaignor  to  National  Blank  Book  Com- 
pany, Holyoke,  Mass.  Book  binder  construction. 
2.017.220  ;  Oct.  15. 

Schellens,  Eugene  L  .  Ridgewood.  assignor  to  C-8  Engineer- 
ing Company,  Englewood,  N.  J.  I„<jcomotlve.  2,017,1:14  ; 
Oct.  15 

Schemrael.  Robert  (\,  Union  City,  Ind.  Molding. 
2,017,377;  Oct.  15. 

Scherer,  John.  Green  Bay,  Wis.  Screw.  2.017.5S0;  Oct. 
15. 

Schildgen.  Georg.  and  G.  Wehr.  Schwelnfurt.  Germany. 
Bearing  cage.     2^17.772;  Oct.  15. 

Schley.  Rudolph  E..  Beaver  Dam,  Wis.  Fluid  power 
transmission.     2.017.107;  Oct.  16. 

Schmidt.  Adfim,  Vienna.  Austria.  Machine  for  the  guid- 
ance of  tools,  and  more  particularly  of  fusing  burners. 
2.017.475;  Oct.  15. 

Schmltt.  John  A.,  assignor  to  The  Ur>iver«nl  Milking  Mii 
chine  Company.  Waukesha.  Wis.     Regulating  device  for 
pulsators.     2.017.807  :  Oct.  15. 

Schneider.  Joseph  E.      (See  Relchel,  J  .  ami  .»<<  Imelder.) 

Schnell.  Steve,  assignor  to  Wagner  Electric  Corporation. 
8t.  Louis.  Mo      Braking  apparatus.     2.017.035;  Oct.  16. 

"Schnellpressenfabrlk  Koenig  A  Bauer  Aktlengesellschaft." 
(See  Fritz,  Hanns,  assignor,) 

Schoettel,  Alfred  G..  Brooltlyn.  asaignor  to  American  Can 
Company.  New  \ork.  N.  Y.  Container  opening  key. 
2,017.077 ;  Oct.  16.  »-       •       j 

Schomer.    Henrv   J.,   assignor    to   Walte   Carpet   Company. 

Oshkosh.    Wis.      Tufting    mechanism.      2.017,326;    Oct. 

15. 
Scbilltes.  Hermann.  Maini-Mombach.  assignor  to  Deutsche 

(Jold-  und  Silber-Scheldeanstalt  vormals  Roessler,  Prank- 

fort-ou  the-Maln.     Germany.       Photographic     developer. 

2.017.295  ;  Oct.  15  —     »-  ^ 

Schnlze.  John  E.,  Hanimontl,  Ind  .  assignor,  by  mesne  as- 
signments to  Red  River  Refining  Company.  Chicago,  III. 

Mineral  oil  'ilstlUation.     2.017,^20;  Oct.  15. 
Schumacher,    FJrwln    A.      (See    Helse,    O.    W.,    and    8«hu- 

macher. ) 
Schwab.  Albert  W..  and  W.  J.  Norris.  Cape  Girardeau,  Mo. 

Vending  machine.     2.017,078;  Oct.  15. 
Schweig.  Julius  A.,  St.  Louis.  Mo.     Door  operating  mei-h- 

anism.     2.017,735  ;  Oct.  16. 
Schweig,  Julius  A..  St.  Louis,   Mo.     Door  operating  mech 

anlsm.     2.017,736  ;  Oct.  15. 

Schweltrer  k  Conrad,    Inc.      (See  Trlplett,    Hugh    A.,   a.-<- 

slgnor. ) 
Scott    *    Williams.    Incorporated.       (See   Page.    Albert   E, 

assignor.) 
Security  Trust  Company.     (See  I^ng.  Elmer  C,  asaignor.) 
Self-Locking  Carton  Co.      (See  Burger,   Martin,  assignor  t 
Sellers.  <;    I  ,  k  Sons  Company.     (See  Conwell.  William  J,, 

assignor. ) 
Serv-A-Towel   Manufacturing  Company.      (See   Hondeville 

.August  I.,  assignor  > 
Service    Station    F^ulpment    Company,       (See    Woodford, 

Joseph  C  .  a.sstgnor.) 
Shafer.  Alexis  M  .  McCall.  Idaho.     Pencil  and  pen  pocket 

2.017,476  :  0<  t.  15 
Shanor.  Edgar  E  ,  assignor  to  The  Petroleum  Iron  Works 

Company    of   Ohio.    Sharon,    Pa.      Drainage    of    floating 

roofs      2.017,821  ;  Oct.  15. 

Sharp  A   Dohme,    Incorporated,      (See  Johnson,  Treat  B 
assignor.  > 

Sharp  A  Dohme,  Incorporated.  (See  Relchel,  J.,  and 
Schneider,  assignors.) 

Shatkln.  Aaron.  Brooklyn.  N.  Y.  Automatic  conylng 
lathe       2,017.513;  Oct.  15. 

Shaw.  G.  R    l>  .  et  al.     (See  Galvln.  Herlx^rt  D.,  assignor  ) 

Shell  Development  Company.  (See  Bailey,  T.  L..  and 
Wlebus<  h,  assignors.) 

Shell  I>evelopment  Company.  (Sec  Clulow,  P're^lerlck  8.. 
a.sslgnor. ) 

Shell  Development  Company.  (See  Pysel.  Daniel,  as- 
signor.) 

Shell  Development  Company.  (See  Uhde,  Georg  P.,  as- 
signor.) 

Sheller  Manufacturing  Corporation.  (See  Burgess,  Mag- 
nus M..  assignor.) 

Sherld.nn  Iron  Works,  The,  et  al.  (See  Hawkes,  Thomas 
B..  assignor.) 

Sheridan.  T  W  .  k  C.  B.,  Company,  et  al.  (8oe  Ilawkes. 
Thomas  B..  assignor.) 

Sheridan,  T  W  ,  k  C.  B.,  Company.  (See  Kleineberg,  Paul 
E..  assignor.) 

Sherman.  James  M.,  Ithaca,  N.  Y..  and  N.  M.  E»rb,  Pas^i- 
dena,    Md  .    assignors    to    U.    8     Industrial    Alcohol    Co 
New  York,  N,  Y.     Manufacture  of  aolvents.     2,017.572 ; 
Oct.  18. 
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Bbippee,  Clutrles  W.,  Worcester,  Mass.  Excavator  and 
loader.     2,017,477;  Oct.  18. 

iShonnard.  Orlando  !>.,  Upper  Montclair,  assignor 
to  Joseph  Dixon  Crucible  Cf^ompany,  Jersey  City.  N.  J. 
Device  for  applying  granular  materials.  2,(317,422 ; 
Oct.  15. 

Siecke,  Wolfhart.  (See  von  Glrsewald,  Conway  B.,  Siecke 
and  Wohlwill.) 

SJegel.  Samuel.      (See   Fisher.  J.   H..  and  Slegel.) 

Siemens  ETlectric  Lamps  and  Supplies  Limited.  (Bee  Oak- 
ley, P.  D.,  and  Aldington,  assignors.) 

SlkoTtiky.   Igor,   College   Point,   N.   Y..    assignor,   by  mesne 
a.-slgnments,   to  United  Aircraft  Corporation.     Aircraft^ 
and  three-point  landing  gear  for  same.     2,017,446;  Oct. 
15. 

Slmjian,  Luther  G..  New  Haven.  Conn.  Pose  reflecting 
booth.     2.017,514;  Oct.   16. 

Bimning.  Roy  B,.  Minneapolis,  Minn,,  assignor  to  Mo4or  Car 
Carriers,  Inc.,  Petrolt.  Mich.  Compound  spring. 
2.017.221  ;   Oct.   15. 

Slmmonfl,  Charles  W.,  Bryan,  Tex.  Cutting  tool.  2,017,447  ; 
Oct.  15. 

Singer  Manufacturing  Company.  (See  Bentz,  Albert  R.. 
assignor.) 

Sinnett,  Chester  M.,  Haddonfield,  N.  J.,  assignor  to  Radio 
Corporation  of  America.  Radio  phonograph  system^ 
2.017  515;    Oct.    15. 

Sireno  Company.  The.      (See  Riccl,   Harry,  assignor.) 

Slader,  Roy  E.,  Fort  Calhoun,  Nebr,  Pump  Jack.  2,017.160  ; 
Oct.  15. 

Slick.  Frank  F.     (See  Boyd,  J.  K..  and  Slick.) 

Sloane,  William  W,.  assignor  to  Goodman  Mjiuufacturing 
Company,  Chicago.  III.  Mining  machine.  2,017,673 ; 
Oct.  15, 

Smalley,  Merwin  N..  Westwood.  N.  J.,  assignor  to  Bell 
Telephone  Ijihoratorles.  Incorporated.  New  York.  N.  Y. 
Stationery  guhllng  instrumentality.     2.017.636:  Oct.  15. 

Smetana,   Otto   P.      (See  Goetsch.  G.   W.,  and   Smetana.) 

Smith.  Abraham.  Erie.  Pa.  Combined  writing  and  draw- 
ing lUKtrument.     2.017.7.37;  Oct.  15. 

Smith.  Colen  8..  Otis  Orchard,  Wash.  Dredging  apparatus. 
2.017.296  :  Oct.   15. 

Smith.  David  M..  Hermoaa  Beach,  assignor  to  Emsco  Der- 
rick k  Equipment  Company.  Los  Angeles.  Calif.  Rotary 
machine  having  Improved  oil  circulation  means. 
2.017.260;  Oct.  15. 

Smith.  Dnim,  and  Company.  (Sec  Drum.  II.  8.,  and  Dod- 
son.   asHlgnors.) 

Smith,  James  M..  assignor  to  The  Kennedy  Car  Liner  & 
Bag  Co..  Shelbvvllle,  Ind.  Box  liner.  2,017,608;  Oct. 
15, 

Smith.  Jesse  \.  B..  Stamford.  Conn..  H»Klgnor  to  Under- 
wood Elliott  Fisher  Company.  New  York.  N.  Y.  Type- 
writing   machine.      2.017.1.36;   Oct.    15. 

Smith,  Milton  B..  Perrvsburg.  assignor  to  The  Hettrick 
Manufacturing  Company,  Toledo.  Ohio.  Gilder  frame. 
2.017.170:    Oct.    15.  _  ^^.,   ^  , 

Smith.  Noah  B..  R.  M.  Berry,  and  H.  <'.  Knerr.  Philadel- 
phia. Pa.  Recovering  waste  pickling  aolutionn. 
2.017.773:  Oct.   16  .       .  , 

Smith.  Robert  M..  San  Francisco,  Calif.  Letter  card. 
2.017.637;  Oct.  15.  ......  ^       ,c 

Smith  S..  &  Sons  (Motor  Accessories)  Limited.  (See 
Nutsford.  Alfred,  assignor.)     ^  ,^,   ,    ,,     .  ,  , 

Socletft  Itallana  Pirelli       (See   Faldlnl.  Mario,   assignor.) 

SocKit*  Alsaclenne  de  Constructions  Mecaniquea.  (See 
Taine.  Roger,   assignor.)  .      „     ,         ,c       -..  .». 

Soclefv  of  C*hemlcal  Industry  In  Basle.  (See  \eraguth, 
H.,  and  St^cklln,  assignors.)  ,  o.  ..     ,  r^ 

So<len,  Fred  II.,  assignor  to  Continental  Optical  Company, 
Inc  Rochester.  N.  Y  Securing  an  eyeglass  lens  to  its 
support.     2.017.261  ;  Oct.  15.  ,  ^  ,.     ,  ^ 

Soden  Fred  H..  assignor  to  Continental  Optical  Company. 
Inc'  Rochester.  N.  Y.  TVvlce  for  securing  an  eyeglass 
lens  to  a  support.     (2.0't,2«2  ;  Oct.   15. 

Sonoco  Products  Company.  (See  Stogner.  I^awrence  B., 
assignor.)  ,  _,, 

Sorensen.  Alfred  K..  assignor  to  Crane  Co..  Chicago.   111. 

Pressure    actuated    valve.      2,017.297:    Oct.    16, 
South    Bend   Bait  Company.      (See  Zuck.   Stanley   P..   as- 

Sparivm-.  William  E..  assignor  to  Hardy  Splcer  k  Com- 
panv  Limited,  BlrmlUKham,  England.  Balancing  of  tu- 
bular shafts.     2.017,609;  Oct.  15.  .     «,».     o,     u 

Solelman,  Milton  IL.  Sliver  iJike.  assignor  to  The  Black 
k  Decker  Electric  Company.  Kent,  Ohio.  Centrifugal 
switch      2.017.638;  Oct.  16. 

Sprlngfleid  Wire  &  Tinsel  Co.     (See  Bradford.  Edward  S  , 

Jr..   assignor.)  .  .»,.„,.,  w 

Soroxton.    Foster.    Mannlngtree.    assignor   to   The    British 

Vylonlte  Coropanv  Limited.  Hale  E)nd.  London.  England. 

Manufacture    of    materials    for    producing    or    detecting 

polarized  light.     2.017.705  :  Oct.  16.  „  .    ^  « 

Standard    Corset   Company.  The.      (See  Allls.   Robert  T., 

Standard   Oil  Company.      (See  Parkhurst.  George  L.,  as- 

signor  ) 
Standard    Oil   Company.      (See    Ruthruff.    Robert   F.,   as- 

StanTaTd  Oil  Company.     (See  Sulli\-an,  Frederick  W.,  Jr., 
Standard    Oil    Company.      (See    Bahlke.    William    H.,    as- 
Standard  Oil  Company  (Io4l»na).     (See  Waae,  Arthur  C, 
assignor.) 


Standard  Oil  Development  Company.     (See  Wilson,  Harold 

A.,  assignor.)  ^  „.    .      . 

Standard  Stoker  Company,  The.      (See  Turner.  Edwin  A.. 

assignor.)  ,  ^    ,   ^ 

Stanitx.  Jacques.  Warren,  and  G.  D.  Boyer,  deceased.  late 

of  Warren,   Ohio,   by    C.   M.   Boyer.   and    the    McDowell 

National    Bank,    Sharon,    Pa.,    executors,    assignors    to 

The  Youngstown  Pressed  Steel  Company.  Warren.  Ohio. 

Apparatus     for     corrugating    sheet     metal     receptacles. 

2.017.574;  Oct.  16. 
Statter,   Estella   E .    Sioux   City.   Iowa.     Sanitary   napkin 

belt  clasp.     2,017,651  •  Oct.   16. 
Stati,  John,    Worcester.  Mass.,  ast^lgnor  to  The  American 

Steel    and     Wire    Company    of    New    Jersey.      Guide. 

2,017,378 ;  Oct.  16. 
Staud,  Cyril  J.     (See  Richardson.  E.  E..  and  Stand.) 
Stand.  Cyril  J.,  and  R.  H.  Van  Dyke,  assignors  to  Eastman 

Kodak  Company.  Rochester.  N.  Y.     Preparation  of  mois- 
ture resistant  thread.     2,017.171  ;  Oct.  15. 
Steel    Meddle    Manufacturing   Company.       (See    Kaufman, 

John  J.,  assignor.)  , ,   ^^ 

Steel    Sanitary   Company.    The.      <  See   Clark.    Harold   W., 

assignor.)  .  _ 

Steerup,    (iodfrey,    Maywood.   assignor   to    American    Can 

Company,   New  York     N.   Y.     Apparatus   for  sterilizing 

container  parts.     2,017,079  ;   Oct.   15. 
Steffen,   Elmer   G.,  assignor   to    Milwaukee  Gas   Specialty 

Company,  Milwaukee,  Wis.     Beer  tap.     2,017,187;  Oct. 

15. 
Stephtn.son.  Ernest  I.     (See  Burrow    Frank  J.,  assignor.) 
Sternl)erg.  Theodore  A..  Newark,  N.  J.,  assignor,  by  mesne 

assignments,    to    Radio    Corporation    of    America,    New 

York,  N.  y.     Electrode  mount.     2.017,562  ;  Oct.  16. 
Stevens,  Donald  R..  Pittsburgh,  and  W.  A.  Gruse.  Wllklus- 

burg,  assignors  to  Gulf  Refining  Company.  Pittsburgh. 

Pa     Refining  of  cracked  petroleum  products.    2,017,610; 

Oct.  16.  .  u  -. 

Stockfleth.  Berger,  Nlles.  Mich.,  assignor,  by  mesne  assign- 
ments, to  The  Cleveland  Graphite  Bronze  Company, 
Cleveland,  Ohio.     Making  bearings.     2,017,448  ;  Oct.  15. 

St«Scklln,  Ernst.      (See   Veraeuth.   H„  and  Stocklln.) 

Stoffel,  Anna,  n*e  von  der  Huden.  Dusseldorf,  Germany. 
Device  for  Ironing  neckties.     2.017.478  ;  Oct.   15. 

Stogner  l^wrence  B.,  assignor  to  Stmoco  Products  Com- 
pany, Hartsville.  S.  C.  Core  for  thread  or  yarn  packages. 
2.0l"7,611;   Oct.   15.  ^  ,^w         /o 

Strelne  Tool  and  Manufacturing  Company,  The.  (See 
Fisher.  Joseph  C.  assignor.)       ^        „  ,    . 

Strelz.  Anton.  New  York.  N.  Y.  Knitting  machine. 
2.017.673;  Oct.   16.  ,„        .     , 

Sturtevant,  B.  P.,  Company.  (Sec  Anderson,  Samuel  M., 
assignor.)  „  .    ,    ,  ,  j, 

Sullivan.  Frederick  W,.  Jr..  Hammond,  Ind..  assignor  to 
Standard  Oil  Company.  Chicago,  111.  Dry  cleaning  fluid. 
2.017.327;  Oct.  15.  ^  „    ^,     ^_^„      ^ 

Sullivan  Michael  D..  and  W.  B.  Campbell.  NashviUe.  Tenu. 
Flushing  apparatus.     2.017  2(^3  ;  Oct.  15 

Sullivan.  Woodruff  T.  (See  Johnson,  H.  D.,  Jr.,  and  Sul- 
livan.) 

Sunbeam  Motor  Car  Company  Limited.     (Bee  Morris.  John. 

Swan ri   Research,  Incorporated.      (See  Booth,   Charles  P., 

Swa'n^^'^Bror  J.,  assignor,  by  mesne  assignments,  to 
I>andstrom  Furniture  Corporation,  Rockford.  III.  Draw 
table.      2.017.298;   Oct.   16.  .  .,.,    „n,    .    ., 

Sweelev.  Edward  A.,  Alexandria  \  a  .and  N.  T.  Anderson. 
Washington,  D.  C.    Refrigerating  structure.     2.017,1 12. 

Swift  and  Company  Fertilizer  Works.  (See  McCoy,  G.  H., 
Wright,  and  Hall,  assignors.)  >t    t     -  = 

Swingle.  Wilbur  W..  and  J.  J.  t'flflfner.  Princeton.  N  J.,  as- 
signor to  Parke.  Davis  k  Company.  Detroit,  Mich.  Me- 
dicinal  compound,      2.017.080;   Oct.    16. 

Svmons  Edgar  B..  Hollywood.  Calif,  assignor  to  Nordberg 
Manufactfiring  Company.  Milwaukee,  Wis.  Crushing 
apparatus.     £017,108  :  Oct.  15. 

Sypher,  Mllford  G..  Belleville,  N  J.,  assignor  to  The  Chil- 
ton Pen  C(»mpany.  Inc.  Long  Island  City,  N.  Y.  Foun- 
tain pen.    2.017.109;  Oct.  15.  „        ,  .        .v 

Ta^  Button  Company.      (See   Preter.    Roy  J.,   assignor  ) 

Talne    Roger,  La  Madelelne-lez  Lille,  assignors  of  one-half 
to  the  firm  Soci^t^^  Alsaclenne  de   Constructions  Meca 
nlaoes    Mulhouse.    Ht.    Rhine.    Prance       Metal   carriage 
for  mtile  machines.     2.017.357 ;  Oct.  15.     ^   „       .     , 

Talnton.  Uriyn  C.  St.  Ivouls.  Mo.  Hydrometallurgi(»l  re- 
covery  of  lead   from   ores  and  other  lead  bearing  ma- 

Tan"ehlTl.  Urtan  r"." Kalamazoo.  Mich.,  assignor  to  West- 
ern Tablet  k  Stationery  CcM-poration.  Temporary  binder 
or  loose  sheet  holder.    2.017.188;  Oct.  16. 

Tay^or?^gnes  E.  Detroit.  Mich.  Garment  protector. 
2.017.328;  Oct.  16. 

Tavlor  Rwing  H..  assignor  to  J,  H.  Marshall.  Dallas,  Tex. 
Vegetable  sllcer.     2.017,822;  Oct.   15. 

Taylor.  Joseph  P..  Detroit,  assignor,  by  mesne  assignments, 
of  one-flfth  to  M.  A.  Crvsler.  one-fifth  to  E.  8.  Fox  one- 
flfth  to  F  J  Crvsler.  one-fifth  to  B.  D.  Little,  and  one- 
fifth  to  L.  F.  Brady.  Detroit.  Mich.  Milk  bottle  crate. 
2  017  264  ;   Oct.  16. 

Tavlor  ' Samuel  G.,  New  York.  N.  Y.  Hearing  aid  aipara- 
tns  and  amplifier.     2.017,.35S:    Oct.   15.  „     „  ^ 

Taylor- Wharton  Iron  k  Steel  Company.  (See  MacPadyen, 
Loudon  E.,  assignor,) 
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Tavlor.  William.  assiKiior  to  Kapella  Limited,  Leicester, 
Bnjrlaod.      Lens   attaching  means.      2.017,823  ;    Oct.    15. 

Telefanken  Ge9ell.««chaft  fur  Drahtlose  Telegraphle  m.  b.  H. 
(See  Mlchelsst'n.   Friti.  assizor.) 

TelefuDkeo  Gk-sellschaft  fur  Drahtlose  Telegraphle  m.  b.  H. 
(See  Wehnert.  Waldemar,  aasi^fnor. ) 

Teletype  Corporation.     (See  F^lund,  Arthur  O  ,  assisrnor.) 

Temple,  Robert.  Jr..  Broolilyn,  .V  Y.  Exploalvelv  actu- 
ated device.     2,017,329;  Oct.  15. 

Tennant,  G.  H..  Company.  (See  Pennock,  E.  M.,  and  Mc- 
Clelland, as.^juors. ) 

TerkeLsen.  Albert  B.,  assif^nor  to  A.  Terkelsen,  Newton, 
Mass.      Game    board    or    the    like.      2.017,479 ;    Oct.    15. 

Tf-rkelsen.  Andrew.      (See  Terkflsen.  Albert   B.,  assignor.) 

Ternstedt  Manufacturing  Company.  (See  De  Orlow, 
Stephen,  asaijnior. ) 

Texas  Company,  The.  (See  Rees,  H.  V.,  and  KetchesoD, 
asfdgnors. ) 

Texas  Company.  The.  (See  Wlnterson,  F.  J.,  Dudley,  and 
C^rlstrom,   assignors.) 

Textile- Flnlshlnif  Machinery  Company,  The.  (See  Lane, 
Frank  A.,  assignor.) 

Thai,  Bernhard,  Boston.  Mass.  Doorlatch.  2.017.516; 
Oct.  15. 

Theriault.  Antoine.  Nashua.  N.  H.  Brake  equalizer. 
2.017,77-4:    Oct.    15. 

Thessing.  Frank  C  .  Toledo.  Ohio.  Razor  blade  holder 
2.017559:    Oct.    15. 

Thies.  Herman  R  .  Akron.  Ohio,  assignor  to  Wlngfoot 
Corporation.  Wilmington.  I>el.  Vulcanization  of  rub- 
ber.    2.017, &08  ;  Oct.  15. 

Thomas,  Richard,  assignor  of  one-half  to  Wm.  Jennings 
Bryan.  Jr..  Ix>8  Angeles,  Calif.  Light  source  for  pro- 
jectors.     2.017,575:    Oct.    15. 

Thomas,  Robert  A..  Hollowvllle,  assignor  of  one-half  to 
H.  Gardner.  Claverack,  N.  Y.  Berry  box.  2.017.222: 
Oct.  15. 

Thompson.  Benjamin  H..  Ardara,  asslenor  to  The  Westing 
house  Air  Brake  Company,  Wllmerdlng.  Pa.  Fluid  pres- 
sure governor.     2,017.674  ;  Oct,  15. 

Thompson.  Frank.  Marcq  en  Baroeul.  France,  assignor  to 
International  Finrvester  Company.  Detachable  cup  for 
planters.     2.017.738;  Oct.  15. 

Thompson.    Herbert    L..    assignor   to    Nashua    River    Paper 
Company,  Ea.st   Pepperell.  Mass.     Separating  sheet  ma 
terlal.     2,017,449:  Oct,  15. 

Thrasher.  Ned  L..  Perrysburg.  N.  Y.  Ladder  assembling 
machine,      2.017.775:    Oct.    15. 

Thurber,  Edward  J.,  assignor  of  one-half  to  R.  K.  Roth- 
rock,  New  Orleans,  La.  Gear  shifting  device.  2,017,776; 
Oct.    15. 

Thurber.  Edwarrl  J  .  assignor  of  one-half  to  H.  K.  Roth 
rock.  New  Orleans.  I>a.  Gear  shifting  mechanism 
2.017.777;  Oct.  15. 

Tlmken  Roller  Bearing  Company.  The.  (See  Pascoe,  Fred- 
erick  J,,    assignor.) 

Titanium     Alloy     Manufacturing     Company,     The.        (See 

Kinzte,    Charles    J.,    assignor.) 
Tolman,  Edgar  H  .  Jr  .  Chicago,  111.     Wall  plates  for  fur 

naces.     2,017.675  ;  Oct.  15. 
Tomlinson.  Alfred  E..  Cleveland.  Ohio.     Faucet.    2.017.739  ; 

Oct.    15. 
Tonnar,  Paul  B..  Cleveland.  Ohio.     Metallurgical  furnace. 

2,017.480:    Oct.    15. 
Tracy.  Arthur  D.,   Lunenburg.  Mas.s.      Animal  feeding  and 

watering  device.     2,017.265;  Oct.   15. 
Trainer.    Merrill    A..    Westmont.    N.    J  .    assignor    to    Radio 

Corporation  of  America.     Television  system.     2,017,136  : 

Oct.  15. 

Traphagen.  Frank  W..  Golden.  Colo.,  assignor,  by  mesne 
assignments,  to  Ore  Solvents  Corporation.  Metallurgical 
process   and    apparatus.      2.017.330  :    Oct.    15. 

Trinidad  Leaseholds,  Limited.  (See  Berry,  Arthur  G.  V., 
assignor.) 

Triplett,  Hugh  A  .  Wllmette.  assignor  to  Schweitzer  & 
Conrsd,  Inc.,  Chicago,  111.  Circuit  protecting  device 
2  017.639:  Oct.  1.5. 

Trltle.  John  F       (See  McNalrv.   Jacob  W.   and  Tritle.) 

Troiel,  Arthur  E.,  Berkeley,  Calif.  Form  for  plastic  struc- 
tural work.      2.017.553:   Oct.    15. 

Trusty.  Harry  P  .  Los  Angeles.  Calif.  Apparatus  for  col 
lecting  air  mail  and   express.      2.017.081  :   Oct.   15. 

Turner.  Edwin  A  .  New  York,  N.  Y,  assignor  to  The 
Standard  Stoker  Company,  Incorporated.  Locomotive 
tender.      2.017.809;    Oct.    15 

Tuttle  k  BaJley,  Inc.  (See  Hart,  S..  and  Carlson,  as- 
signors. ) 

Tvler.  William  J       fSee  Greenberg,  S..  and  Tyler,) 

Ibbelohde.  Leo.  Karlsruhe,  Germany  Treatment  of  felts 
for  paper  machines.     2.017,640  :  Oct.  15, 

T'hde,  Georg  F..  Dortmund,  Germany,  assignor  to  Shell 
Development  Company.  San  Francisco.  Calif.  Converter 
2.017.517:    Oct     15, 

Uhllg.  George  J,,  assignor  to  "ictor  Adding  Machine  Com- 
pany. Chicago.  111.  Safetv  driving  mechanism  and  cur- 
rent breaker  therefor.     2.0lt.«41  :  Oct    15 

Ulrlch.  Charles  B.,  Jamestown.  N.  Y.  Slime  table 
2,017.740:  Oct  15. 

Underwood  Elliott  Fisher  Company.  (See  Smith,  Jesse  A. 
B..   assignor.) 

Union  Steel  Chest  Corporation.  (See  Yawman.  Harvey  H.. 
assignor. ) 

Union  Switch  A  Signal  Company,  The.  (See  O'Hagan. 
Bernard   E..  assignor  > 


Union  Switch  &  Signal  Company.  The.     (See  Young.  Henry 

S..  assignor.) 
United    Alrcratt    Corporation.       (See    Sikorsky.    Igor,    as- 
signor.) 
United    Iron    Works.      (See    Aisensteln,    Michael    D.,    as- 
signor.) 
United  Shoe  .Machinery  Corporation.     (See  Doulette.  H.  T.. 

and  Hooper,  assignors.) 
United   Shoe  .Machinery  Corporation.      (See  Hazelton.  O., 

James,  and  Bacon,  assignors.) 
United  Shoe  .Machinery  C«)rp<)ratlon.      (See  Reed.  William 

A.,  assignor.) 
United    States    Ele<trlcal    .Manufacturing   Company.      (See 

Pfleger,  George  T.,  assignor.) 
D.    S.    InduHtrlal    Alcohol   Co.      (See   Sherman,   J.    M.,   and 

Erb,  assignors.) 
U.  8.  Rini:  Traveler  Company.      (See  Qilllgan,  George  H., 

assignor. ) 
Universal  Milking  Machine  Company.  The.      (See  Schmitt, 

John    A,,    assignor.) 
Upton.  Henry  J,.  West  Medford,  Mass,  assignor,  by  mesne 

assignments,   to    The   Chilton    Pen   Company,    Inc..   Long 

Island.  N.  Y.     Fountain  pen.     2,017,110;  Oct.  15. 
Utter.    Charles    E.       (See    Barnett.    D.    T..    and    Doty,    as- 
signors.) 
Valentine.    Percy    W.,    et   al.      (See    Lahn,    Fretlerick    C, 

assignor.) 
Van  Dyke,  Russtll  II       (S^-e  Stand.  C.  J.,  and  Van  Dvke.) 
Van  Dvken.  Peter  1',.  Manhattan.  Mont.     Rotary  container 

or  display  device.      2.017,189  ;   Oct,    15. 
Van    Houten.    John    M.       (See    Uanna.    D.    J.,    and    Van 

Houfen.  i 
Van  Roggen.  Mafhieu.      (See  Robin.  L..  and  Van  Roggen.) 
Van    Veen.   Anton,    Prookiyn.   N.    Y..  assignor   to  American 

Machine    &    Foundry    Company.      Band    heater    release. 

2,017,450:  Oct,  15. 
Veraguth,   Hans,   Basel,  and  B.   StOcklln.   Binningen,  near 

Basel,  assignors  to  the  firm  Society  of  C'hemical  Industry 

In  Basle.  Basel.  Switzerland.     Manufacture  of  halugenat- 

ed  phenyl- hloglycoUlc  acids.     2.017.613;   Oct.  15. 
Verstraete,   Edmond,   .Nutlev,   N.  J.      Portable   table  struc- 
ture.      2,017.223:    Oct.    1.5. 
Victor  Adding  Machine  Company,      (See  Uhllg,  George  J.. 

assignor. ) 
Vldo.   Michael.    Hopelawn.    N.   J.     Toy  airplane   projector 

gun.     2.017.778;  Oct.  15. 
Vikre.     Jacob     N..     I.ake     City,     8.     Dak.       Sash     holder 

2.017.299:    Oct.    15. 
Vlrtanen.    Artturl    L,    Helsinki.    Finlan<l.      Preparation    of 

mixtures    of    hydrochloric,    sulphuric,    and    sulphurous 

acids.      2,017,614  :   Oct.   15. 
Vis.   George    A.      (See   Hodge.   Hugh   M,,   assignor) 
Viscose   Company,    The.       (See    Kosfer,    Frederick    W.,    «•* 

signer.) 
Vogel.  Bruce  D..  assignor  of  three-eighths  to  W,  W.  Plsher 

and   two-eighths    to    L.    O.    HosHom,    Ix)ng    Beach,    Calif. 

Device      for     preventing     overheating     of     generators. 

2,017.482  ;  Oct,  15. 
Von    Glrsewald,   Conway   B  .    W   Siecke.   and    M.    Wohlwlll. 

Frankfort  on  the-Maln.  Germany,  assignors  to  American 

Lurgl    Corporation.    New    York,    N     Y.      Method    of   and 

apparatus    for    condensing    sulphuric    add,      2  017  076- 

Oct.  15. 
Von      Opel.      Fritz.      Busselshelm-on-the-Maln.      Germany, 

Closed-cycle   Internal   combustion   engine   and   operating 

same.     2.017,481  :  Oct.   15, 
Voshurgh.  Charles  H,,  Forest  Hills.  Assignor  to  H    W.  Cole 

New  York.  N    Y.     Recovering  carbon  dioxide  from  a  gas 

mixture.     2.017.779;   Oct.   15. 
Wade.    Arthur    C,    assignor    to    Standard    Oil    Company 

(Indiana),  Chicago.  111.     Valve  construction.     2,017  824  ; 

Hot      15. 

W;igner  Electric  Corporation.  (See  Cox,  John  C,  as- 
signor » 

Wagner  Electric  Corporation,  (See  Schnell,  Steve,  as- 
signor.) 

Wagner.  Robert  E.,  Lakewood,  Ohio  Book  support. 
2.017,518:  Oct.  15.  vv»^- 

Waide.  Merrill,   New  York,  assignor  to  Natural-Color  Inc 
Long    Island    City.    .V,    Y       Optical    system    for    natural 
color  cinematography.     2,017.190:  Oct    15 

Walte  Carpet  Company.  (See  Schomer,  Henry  J.,  as- 
signor) 

Waite.  Henry  I.  ,  Boone  County.  Ark  Tie  fastener. 
2.017.379  :   Oct.    15. 

Waldron.  Richard  C.  Clifton,  assignor  to  The  Okonlte 
Company.  Passaic.  N.  J.  Terminal  Insulator. 
2.017,519;  Oct.   15 

Walker.  Kmery  L.,  Wauwntosa.  anil  J.  W,  Kleckhefer. 
Milwaukee,  assignors  to  Kleckhefer  Container  Company! 
Milwaukee,  Wis.  Manufacturing  containers.  2.017.381  • 
Oct.   15. 

Walker,  George  L.,  Jersey  City,  N.  J,  assignor  to  Air 
Reduction  Company,  Incorporated,  New  York,  N  Y. 
Apparatus  for  cleaning  tire  melrti      2,017,423;  Oct,  15 

Wallenthin.  Walfrld.  Attleboro,  Mass.  Safety  razor  and 
container   therefor       2,017.741  :   Oct.   15. 

Walmsleys  (Bury)   Limited.      (See  Lord,  Harry,  assignor.) 

Walper.  Curry  0.,  Hamilton.  Ontario.  Canada.  Wall 
board  joint.     2,017,266;  Oct.  15. 

Walsh.  John  R,,  Peoria.  111.  Concentrator.  2.017,111  ; 
Oct.   15. 

Walter,  Bruno  H..  Pltt.nburgh.  Pa.,  assignor  to  .\merlcan 
Sheet  A  Tin  Plate  Company.  Package  for  sheet  mate- 
rial.    2.017.380;  Oct.  15. 


LIST  OF  PATENTEES 


xxvu 


Walters,  Frederick.  Parkstone,  near  Bournemouth,  Eng- 
land Apparatus  for  cleaning  horses  or  other  animals. 
2.017.780:  Oct.  15.  .     ^ 

Wanner.  Kdmond.  Geneva.  Switzerland.  Counterpoised 
tilting  door,  particularly  for  motor  car  garages. 
2.017.584  ;  Oct.  15.  ^,    ,.      „     _,     ,   . 

Wappler.  Frederick  C.  New  York,  N.  \.  Surgical  lamp 
device.     2,017.187;  Oct.   15. 

Warden,  Alva  F.,  Gary.  Ind..  assignor  to  American  Sheet 
and  Tin  Plate  Company,  Device  for  cleaning  and  pol- 
ishing  metallic   slieets.      2,017.381  ;   Oct.    15. 

Warp  fwlKtlng  In  Machine  Company.  (See  Klein,  Fred- 
crick,  assignor.) 

Warren,  Carleton,  Natlck,  Mass.  Knitting  machine, 
2.017.082;  Oct.  15. 

Washburn,  John  M.,  West  Hartford,  assignor  to  The 
Merrow  Machine  Company.  Hartford,  Conn.  Trimming 
mechanism  for  sewing  machines.     2.017,382  ;  Oct.   15, 


uiecuanism   lor  sewiug  macuiut-H.      ^,v>xi,oo<.,  v^vi.    ,>», 
Waterburv  Lock  A  Specialty  Company,  The.     (See  Peter- 
son. Jonn  E..  assignor,) 
Waterman.    Fred    W..    Pittsburgh,    Pa.,    assignor    to    Na- 


tional      Tube      Company,         Sinking      welded       tubes 

2.017.360  ;  Oct.  15. 

Watkins.  Watkin  L..  et  al.  (See  Galvln.  Herbert  D.,  as- 
signor.) 

Weatherhead  Company,  The.  (See  Crawley,  Charles  H., 
assignor.) 

Weatherly,  William  J.,  Tampa.  Fla.  Loose  leaf  binder. 
2.017,742  ;  Oct.  15. 

Webb,  (jeorge.  West  Hartford,  assignor  to  Colt's  Patent 
Fire  Arms  Manufacturing  Co..  Hartford.  Conn.  Dish- 
washing machine.      2.017.677;   Oct.   16. 

Weber.  Edmund  P.,  et  al.  (See  Grayson,  George  W..  as- 
signor.) 

Weber.  Franz.     (See  Wollner.  M,.  and  Weber.) 

Webster  Engineering  Company.  The.  (See  Glbaon,  Carl 
W..  assignor.)  ... 

Wehn,  Charles  E..  Alameda,  Calif.  Mechanical  pencil. 
2.017.556 :  Oct.  15.  ,  ^       „     v.    ,. 

Wehnert  Waldemar.  assignor  to  Telefunken  Gesellschaft 
fur  Drahtlose  Telegraphle  m.  b.  H.,  Berlin,  Germany. 
Amplifier.     2.017,112  :  Oct.  16.  „  ^    . 

Wehr.  Georg.      (See  Schildgen,   G..  and  Wehr.) 

Weijers.  Theodorus  J.     (See  Posthumus.  K..  and  Weljers.) 

Wells  William  F,.  Cambridge.  Mass.  Bacterial  anaK\>ls 
of  gaseous  bodies.     2.017.483  ;  Oct.  15. 

Werder,  John  F,.  Lakewood,  assignor  of  one-half  to  hi. 
Rogers    South  Euclid.  Ohio.     Making  a  metal  container. 

2.017.361  ;  Oct.  15,  ,  ,  u   w    .      t,. 
Werder    John    F..    Lakewood.   assignor   of  one-hail    to   E. 

Rogers,  South  Euclid.  Ohio      Hose  coupling.     2.017.362  : 

Oct.    15.  „  ,  ,c        m 

Western   Tablet   A  Stationery   Corporation.      (See  Tanne 

hill.  Urban  R..  a.>^8lgnor.)  o      ,.        .. 

Westlnghouse  Air  Hmke  Company,  The.      (See  Baughnmn, 

(ieorge  W.,  assignor.)  .„      «     ^    „     , 

Westlnghouse  Air  Brake  Company,  The.     (See  Cook.  Earle 

Westlnghouse  Air  Brake  Company,  The.  (See  Crittenden, 
Philip  L.,  assignor)  ,o      t^         oh 

Westlnghouse  Air  Brake  Company.  The.  (See  Down,  Sid- 
ney O.,  assignor.)  „      ^  o   /-. 

Westlnghouse  Air  Brake  Company,  The.  (See  Down,  b.  G. 
and  Hewitt,  assignors.)  «,       ,, 

Westlnghouse  Air  Brake  Company,  The.  (See  Farmer, 
Clyde  C,  assignor.)  ,^         /o        r        _ 

Westlnghouse  Air  Brake  Company,  The.  (See  Logan, 
John  W.,  Jr..  assignor.) 

Westlnghouse  Air  «rake  Company,  The.  (See  Thompson, 
Benjamin  H..  assignor.)  „.i,,»,w». 

Westlnghouse  Air  Brake  Company,  The.  (See  \^  hltaker, 
Uncas  A,,  assignor.) 

Westrope.  Fred  J..  Detroit,  Mich.,  assignor,  by  mesne 
assignments,  to  The  Reid  Pro'^»('t8,J^'ompany.  Cleve- 
land, Ohio.     Window  glass  runway.     2.017.556:  Oct.  15. 

Weymouth  Harry  G.,  assignor  to  Pittsburgh  Equitable 
Meter  t^ompany.  Pittsburgh.  Pa.  Calibrating  mecha- 
nism for  piston  meters.     2.017  267  ;  Oct.  15. 

Whamond.  Archie  D..  Philadelphia.  Pa  Apnaratus  for 
testing  railroad  signal  systems.     2,017.424;  Oct.  15. 

Wheeler  Charles.  Requa.  Calif.  Shade  roller  operating 
mechanism.     2,017,484  ;  Oct.  15. 

Wheeler  Harley  T..  Dallas.  Tex.  Friction  testing  ma- 
chine.'   2.017.425;  Oct.  15.  ^„    „     .u  „    u.  w 

Wheelwright.  John  S..  Tonbrldge.  and  G.  H.  Abell.  Ksher, 
England,  said  Abell  assignor  to  said  Wheelwright. 
Method  of  and  apparatus  for  mounting  sheet  material 
on  a  flat  support  for  printing  or  other  purposes. 
2.017.706:  Oct.   15. 

Whelan.  Paul  R  .  assignor  to  D.  O  Rojster  Si.  Louis. 
Mo      Sheet   handling  machine.     2.017.191  ;  Oct.    18. 

Whitaker,  Alfred.  West  Drayton.  England,  assignor,  by 
mesne  assignments,  to  Radio  Corporation  of  .America. 
New  York  N  Y.  Glow  discharge  device  such  as  is 
used  In  the  recording  of  sound,     2.017.520  ;  Oct.  15. 

Whitaker.  Uncas  A..  Canton.  Ohio  assignor  to  The  West- 
lnghouse Air  Brake  Connpany.  Wllmerdlng.  Pa.  Fluid 
pressure  brake.      2.017.67^8  :   Oct.   16. 

Whitehead  William.  Cumberland,  Md..  assignor  to  Celan- 
ese  Corporation  of  America.  Method  of  and  apparatus 
for  spinning.     2.017.113  :  Oct.   15. 

Whitesel  Harry  A..  Fort  Wayne.  Ind..  assignor  to  Gen- 
eral Electric  Company.  Flow  retarder  for  compressors. 
2.017,707  ;  Oct.  15. 


Whiting.  William  8.,  Jr.,  assignor  to  The  Champion  Fibre 
Company.  Canton,  N.  C,  Cone  feeding  mechanism. 
2,017,521  ;  Oct.  15.  „     .  .  ♦ 

Wickersham,  Harry  P..  Huntington  Park,  assignor  to 
Baash-Ross  Tool  Company.  Los  Angeles,  Calif.  Packing 
casing  bowl.     2.017.451  ;  Oct.  15.  ^   ^.  k       i,  ^ 

Wlebusch.   Walter  8.      (See  Bailey,  T.  L.  and  Wiebusch.) 

Wlesman,  William  A.,  Dayton.  Ohio.  Adjustable  load 
supporting    structure.      2.017,300;    Oct.    15. 

Wildt  and  Company  Limited.  (See  Holmes,  H.  H.,  and 
Robinson,  assignors.)  .     ,,    „      ,^.   ..»,«_     i. 

Wllhelm  Arthur  M..  Randolph,  N.  Y.  Wind  T  for  air- 
ports.    2.017.224  ;  Oct.  15.  ^  ,  ^t        ^     », 

Wllleke,  Renz.  Bronx,  assignor  to  Bepco,  Inc.,  New  York, 
N.  Y.     Beverage  container.     2,017,426  ;  Oct.  15 

WlUlams,  J.  B.,  Company.  The.  (See  Williams,  Philip  K., 
assignor. ) 

Williams.  Philip  K..  assignor  to  The  J.  B.  Williams  Com- 
pany,   Glastonbury,    Conn.      Bottle   holder.      2,017,427  ; 

Williams.  Thomas  L.     (See  Arnold.  H.  R.  and  Williams.) 
Willink.   Ajlhur,    United   States   Army.   Philadelphia,   Pa. 

Brake.     2.017,083  ;  Oct.  16. 
Wilson,  Harold  A..  Houston.  Tex.,   assignor  to  Standard 

Oil     Development     Company.     Vacuum      thermocouple. 

2,017.084 ;  Oct.  15.  „  „ 

Wllson-Jones    Company.       (See    Dawson,    George    H.,   as- 

WUs^n^Welder  A  Metals  Company.     (See  Faulkner,  Lionel 

K.,  assignor.)  „      ^  .  o  * 

Wilson  Welder  and  Metals  Co.  Inc.     (See  Osiwrne,  Samuel 

O    Assignor  ) 

Wilson,  William  C.  assignor  to  Pyroxylin  Products,  Inc  , 
Chicago,  111.     Screen  stenciling  art.     2.017;676  ;  Oct.  15. 

Winchester.  Frank  U..  assignor  to  Motor  Wheel  Corpo- 
ration, Lansing.  Mich.  Clamping-nut  assembly. 
2,017,114;  Oct.  15. 

Wines,  Norris  E.,  East  Cleveland,  Ohio.  Cheese-cutting 
machine.     2,017,642 ;  Oct.  15.  ._    „.     ,  o* 

Wlnford,  Orion  P..  assignor  to  Brown  A  Bigelow,  St. 
Paul,  Minn.     Index  calendar.     2.017,268;  Oct.  15. 

Wlngfoot    Corporation.       (See    Brlttaln,    Harold    A.,    as- 

Wi^ngfoot  Corporation.  (See  Bi^gs,  H.  E.,  and  George, 
assignors.)  .       „  t.  *       _  \ 

Wlngfoot  Corporation.     (See  Thies,  Herman  R.  assignor.) 

Winkler  Karl,  and  W,  Kroenlg.  Ludwlgshafen-on-the- 
Rhlne  assignors  to  I.  G.  Farbenlndustrle  Aktiengesell- 
schaft  Frankfort-on-the-Maln,  Germany.  Recovery  of 
molybdenum.     2.017.557;  Oct.  15, 

Winter.  Ernst,  Cologne-Braunsfeld,  and  F.  Hartmanu. 
Knapsack,  near  Cologne,  assignors  to  Aktlengesellschait 
fiir  StlckstofTdUnger,  Knapsack.  Bezlrk  (:ologne-on.the- 
Rhine,  Germany.  Preparing  calcium  carbide.  2,on,boh  . 
Oct    15 

Wlnterson.  Frank  J..  Lockport.  111.,  A.  T.  Dudley  and 
J.  CarlRtrom,  Port  Arthur,  Tex.,  assignors  to  The  Texas 
Company,  New  York,  N.  Y.     Blind  off  valve.     2,017,883 ; 

Wired   Radio.  Inc.      (See  Hund.  August,  assipor.) 

Wisner,  Joslah  B.,  Camden.  N.  J.  Device  for  handling  live 
electric  wires.     2,017,363;   Oct.   15. 

Witham,  George  S..  Jr.,  Uncoln.  N.  H.  Method  and  ap- 
paratus for  determining,  recording,  and  controlling  the 
density,  consistency,  or  specific  gravity  of  fluent  mate- 
rials.    2,017,225  :  Oct.  18.  rr   .  ^     ^ 

Wlttel  Otto,  assignor  to  Eastman  Kodak  Company, 
Rochester,  N.  Y.  Easily  threaded  film  moving  assembly. 
2,017,138;  Oct.  15.  _    ^  „     c     w 

WoKlwlll.  Max.      (See  von  Glrsewald,  Conway  B..  Siecke, 

and  Wohlwlll.)  ,     „    ,  .  ^     t>  ax     n  . 

Wolff,  Irving.  Merchantvllle.  N.  J.,  assignor  to  Radio  (Tor- 

poration   of   America.      Electrical    network.      2,01. ,192; 

Oct    15 
Wolflnger,'  Joseph,  Dundas,  Wis.     Beet  slicer.     2,017,569 : 

Oct.  16. 

Wollner,  Mlchl  and  F.  Weber,  Kienberg,  assignor  to 
Flrma  Moldaumuhl  Bruder  Porak,  Papler-und  Pappen- 
fabriken  A.  G.,  Kienberg,  Bohemia.  Czechoslovakia. 
Fastening  for  packages.     2.017473  ;  Oct.  15. 

Wood,  Henry  A.  W.,  assignor  to  Wood  Newspaper  Machin- 
ery Corporation,  New  York,  N.  Y.  Form  roU  drive. 
2,017.139 :  Oct-  15.  ^  ,  ,c       Twr     A 

Wood  Newspaper  Machinery  Corporation.  (See  Wood, 
Henry  A.  W.,  assignor.)  „     c       .       o* 

Woodford.  Joseph  C,  Haverford,  assignor  to  Service  Sta- 
tion Equipment  Company.  Conshohocken,  Pa,  Fluid 
meter.     2.017.826  :  Oct.  15. 

Woodley  Joseph,  assignor  to  Knapi>Monarch  Company, 
Belleville.  111.  Combination  food  and  liquid  Jug. 
2,017,660  ;  Oct.  16. 

Worth.  Charles  E..  Indianapolis,  Ind.  Permanently  re- 
tained cap  for  pharmaceutical   containers.      2,017,140 ; 

Wray.    James    A..    Los    Angeles.    Calif.      Printing    press. 

2,017.193 ;  Oct.  16.  ^    „     ^  .  ..        .  «  „  ^ 

Wright.  David  M.     (See  McCoy,  G.  H.,  Wright,  and  Hall.) 
Wright.  Joseph.     (See  Goodyear,  E.  F.,  and  Wright.) 
Wuerfel    Robert    P.,   assignor   to    International    Research 

Corporation,       Ann       Arbor,       Mich.         Badlorecelver. 

2,017.085;  Oct.  15.  ,  .       ^ 

Wurdack,  William.  Electric  Manufacturing  Company.    (See 

Wurdack,   William,  Jr..  assignor.) 


XXVlll 


LIST  OF  PATENTEES 


Wurdack.  William  Jr  ,  assignor  to  W.  Wurdack  Electric 
Manufacturing  ( dmpany,  St.  Loui»,  Mo.  Switch-board 
construction       .',i.ili.743  :   Oct.   15. 

Wynn.  Hugh  V,  <  >ro.sl.  Calif.  Adjustable  balkbead  for  re- 
frigerator cars.     L', 017. 301  :  Oct.  15. 

Y'ackel,  Edward  C  and  \V  o  Kenyon,  assignors  to  Bast- 
man  Kodak  Company.  Rochester,  N.  Y.  Preparing  cel- 
lulose for  It.s  fibrous  fsterifloatlon.     2,017,141  ;  Oct.  15. 

Yates,  Alvls.  Lenoir,  N.  C.  Composition  for  treating  dis- 
eased tre^s      2,017.26»:  Oct.  15. 

Yawman.  Harvey  H.  assignor  to  Union  Ste«l  Chest  Corpo- 
rarlou.  Le  Roy.  N.  Y.  Ste«l  chest  or  box.  2,017,485; 
Oct.  15. 

Yodpr,  Howard  D  .  assignor  to  Penberthy  Injector  Com- 
pany.   Detroit,    .Mich.     Circulator.      2.017,302;    Oct.    15. 

Yolles,  Jacob,  Brooklyn,  N.  Y.,  assignor  to  Radio  Corpora- 
tion of  America.  Electronic  tone  control,  2,017,270; 
Oct.  15. 

Young,  Charles  M  ,  New  Britain,  assignor  of  one-half  to 
L.  J.  G«rvais.  Hartford,  Conn.  Emergency  link. 
:;,017,2Tl  ;  Oc     1" 

Young.  Henry  S  .  Wilkinsburg,  assignor  to  The  Union 
Switch  k  Signal  Company.  Swlssvale,  I'a.  Railway  sig- 
naling system.     2.017,452  ;  Oct.   15. 

Young>>town   Pressed   Steel  Company,   The.      (See  Stanitz, 

J  .  and  Boyer.  i 
Youngstown    Ste.l    Door   Company,    The.      (See   Madland, 

Thor?aid,  assignor.) 


Yoongstowo  Steel  Door  Company.     (Se«  McWilllams,  John 

P..  assignor.) 
Yurcic,  Tony,  et  al.      (See   Komadina,   Oeorge,  assignor.) 
Zedlik,  Carl  S.,  Minneapolis,  Minn.     Method  and  apparatus 
for  circulating  and  humidifying  the  air  in  a  refrigerat- 
ing room  and  for  defrosting.      2,017,781  ;   Oct.   IB. 
Zeldler,  Gilbert  C.      (See  Ericson.  A.  E.,  and  Zeldler.) 
Zeloid    Products    Corporation.      (See    Hetsel,    Charles   K., 

assignor.) 
Zempel     Edward     A.,     Milwaukee,     Wis.       Tool     holder. 

2.017.332  •   Oct.   15. 

Zero  Hoar  Torpedo  Company.  (See  Bleecker,  Warren  F., 
assignor.) 

Zieley,  John  D.,  Belmar,  N.  J.,  atisignor  to  Amarel  Corpo- 
ration, Wilmington,  Del.  Catalyst,  and  the  production 
and  Qse  thereof.     2/)17.226  :  Oct.  15. 

Zimmerman.  Oeorge  D.,  New  York,  N.  Y.  Tempering  and 
heating  system.     2.017,194;  Oct.  18. 

Zouck,  George  II..  Orange.  N.  J.,  assignor  to  Franklin 
Railway  Supply  Company.  New  York.  N.  Y.  locomotive 
power  reverse  gear.     2,(517,086;  Oct.   15. 

Zouck.  George  11.,  Orange,  N.  J.,  assignor  to  Fr'^nklin  Rail- 
way Supply  Company.  New  York,  N.  Y.  ijocomotive 
power  reverse  gear  mechanism.     2,017,115;  Oct.  IB. 

Zuck,  Stanley  F.,  Ann  .\rbor.  Mich.,  assignor  to  South 
Bond    Bait    Company,    South    Beod,    Ind.      Fish    lure. 

2.017.333  ;  Oct.  15. 

Zucrow,  Maurice  J..  Chicago,  111.  Charge-forming  device. 
2.017.C43  ;  Oct.  IB. 


LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  15th  DAY  OF  OCTOBER,  1935 

Mon Arranged  In  accordance  with  the  first  significant  character  or  word  of  the  name  (In  accordance  with  city  and 

telepnone  directory  practice). 


W.   L. 


Apparatus   for   therapeutic   and   other   purposes. 

Martin.     19,724  ;  Oct.  IB. 
Armrest.  Adjustable  auto.    H.  S.  Genang.    19,721 ;  Oct.  18. 
Hair  drying  machine.     A.  TroccoU.     19.726 ;  Oct.  IB. 
Halogens,  Recovering.     H.  E.  Bierbaum.     19,720 ;  Oct.  15. 


Metal,    Carbon-free.      P.    D.    Merica    and    A.    R    Kayefi. 

19.726;    Oct.    15. 
Receiving   apparatus    for   electromagnetic   waves.      C.    C. 

I^uritsen.     19,723  ;  Oct.  15. 
Wall-support  structure.     B.  F.  Hauserman,  L.  D.  Mowery, 

and  J.  A.  Bohnsack.     19,722;  Oct.  15. 


LIST  OF  DESIGN  INVENTIONS 


Automobile  steering  wheel  cover.     F.  P.  Jackson.     97,281  ; 

Oct.    15. 
Blouse.     I.  Gelst.    97.229  ;  Oct.  15. 
BotUe.     G.  M.  Clevenger.     97,178;  Oct.  18. 
Bottle.      F.   McLaughlin.     97,196;    Oct.    16. 
Bottle.      F.    Smith.      97.211  ;    Oct.    18. 
Bottle.     J.   H.   Steuernagle.     97,212;   Oct  18. 
Bottle.     H.  H.  Wise.     9* ,218  ;  Oct  IB. 
Bottle,  Glass.     L.  J.  Klhn.     97.196;  Oct.  15.  ^^    ^„ 

Box  for  sales  tax.  Collection.     W.  A.  Honeyman.     97.102  ; 

Bracelet  or  the  like.     M.   Chernow.     97,222;  Oct.   18 
Cable  terminal.  Electric.     L,  A.   Koch,  Jr.     97,283;  Oct. 

15 
Cap  or  the  like,  Container.     B.  G.  Peck.  Jr.     97,208 ;  Oct. 

18. 
Casket.  Burial.     H.  P.  Hansen.     97,187;  Oct.  18. 
<'lock.      r.  S.   van   Bloem.      97.218;   Oct.   15. 
Clock  case.     A.  E.  Northrup.     97.204  ;  Oct.  18. 
Cosmetic   display    stand.      G.    Uorter   and   EJ.    N. 

97.193:  Oct.  16. 
Curtain  fabric.     J.  Meyer.     97.199:  Oct.  15. 
IMsplav   box.      R    Goldberg.      97.186;    Oct.    15. 
DoU.  Novelty.      W.  A.  Carter.      97.221;  Oct.   15. 
Door  handle.     F.  C.   Ruppel.     97,208  :   Oct.    15. 
Game  table.     H.  L.   Feldblet  and  O.  Goldberger. 

Oct.  18. 
Hand  bag.     F.  N.  Lewis.     97,197:   Oct.   18. 
Hat.      B.   Apfel.      97,219;   Oct.    16. 
Hat.      S.   Schauer.      97,243;   Oct.    15. 
Jewelry  display  stand.     F.  C.  Troll.     97,214 
Key.  Souvenir.      H.   Rubenstein.     97,242;  Oct. 
Lace.     8.  Llndenbaum.     97.234-5;  Oct.  15. 
Lace.     W.  H.  Woodhouse.     97,246  ;  Oct.  16. 
Leather  or  similar  article.     E.  A.  Gallun. 

15. 
LlRhting  fixture.     W.  A.  Stone.     97.213  :  Oct.  15. 
Marker  or  like  article.  Street  and  highway.     J.  A.  Harriss. 

97,188 ;  Oct.  15. 
Mirror.   Hand.      A.   Wewetzer.      97.217 :   Oct.    15. 
Monogram  frame.     M.  Chernow.      97,178-7 ;  Oct.   18. 
Muff    and    hand    bag,    Combination.      R.    I»bel.      97,236; 

Oct.   15. 
Muff  and  hand  bag.  Combined.     R.  Lobel.    97.237  ;  Oct.  15. 


Brown. 


97,183 ; 


Oct.  18. 


97,228;   (5ct. 


R.  Lobel. 


97.216 : 


97,232;  Oct.  18. 
A.    A.    Rigny. 


Muff  and  hand  bag  or  similar  article.  Combined. 

97,238  ;  Oct.  15. 
Multicellular   receptacle.      L.   M.    P.    C.    Vemin. 

Oct.  15. 
Ornament.  Vehicle  panel.     W.  H.  A.  Gublts.     97.230 ;  Oct. 

16. 
Pad  for  spectacle  frames,  Nose.     C.  J.  Eagle.    97.181 ;  Oct. 

16. 
Pen  or  similar  writing  implement,  Fountain.     A.  Bienen- 

stein.     97.174;    Oct.    15. 
Pencil  or  similar  article.     E.  B.  Nichols.     97,203  ;  Oct.  16. 
Penholder  desk  unit  or  similar  article.     T.   Hill.     97,191  ; 

Oct.   15. 
Phonographic  transcribing  machine.     L.  8.  Briggs  and  L. 

D.  Norton.     97,220;  Oct.   15. 
Radiator  cover  for  automobiles.     H.  Mover.     97,240  ;  Oct 

16. 
Radiator  grille  cover.     H.  R  Kaemmer. 
Shaker,    Combination    salt    and    pepper 

97.207  ;  Oct.  15. 
Shoe.      E.   C.   Doring.      97,180;   Oct    IB. 
Shoe.     A.  Hell.     97.189-90;   Oct   18. 
Shoe.     L.  J.  Jordan.     97.194-5  :  Oct.  15. 
Shoe.     C.  Morali.      97,200-1  ;   Oct.   16. 
Shoe  or  article  of  analogous  nature.     J.  Shapiro.     97,210  ; 

Oct.  18. 
Sifter  or  the  like.  Flour.     C.  Andrews.     97,173;  Oct  IB. 
Speed  transmission  unit.  Variable.     P.  B.  Beeves.     97.241  ; 

Oct.  15. 
Sweeper,  Carpet.     F.  Williams.     97.244  ;  Oct  18. 
Sweeper  end  plate,  Carpet.     F.  WiUiamR.     97,245  ;  Oct    15. 
Textile  fabric.     C.  E.  Forstmann.     97.184-5  ;  Oct.   16. 
Textile  fabric.    C.  E.  Forstmann.     97.226-7  ;  Oct  15. 
Textile  fabric  or  similar  article   of  manufacture.      E.   M, 

Cohen  and  J.   Olenlck.     97.223-5  ;   Oct.    15. 
Textile  fabric,  or  similar  article  of  manufacture. 

97,179;    Oct    15. 
Toaster,  Automatic.    A.  O.  Samuels.    97,209 ;  Oct.  15. 
Toaster,  Electric.     E.  A.  Farr.     97.182;  Oct  15 
Trailer  and  canopy.  Combined.      T.   E.   McFall. 

Oct.    15. 
Trough.  Ash.     R.  O.  Nerelm.     97,202  ;  Oct  18. 
Velocipede.      W.   H.   Adams.     97,172;   Oct.   18. 
Wagon,  Coaster.     J.  G.  Rideout.     97.206  ;  Oct.  18. 
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G.  Deist. 


97.239 ; 


'■\ 


LIST  OF  INVENTIONS 

FOR  WHICH 

PATENTS  WEKE  ISSUED  ON  THE  15th  DAY  OF  OCTOBER,  1935 

N-arx.-Arranged  la  accordance  with  the  fl"^t,,|*p«^fjjf  SiVertori'p^^^  **'  ^''*  °"°*  ^'"  accordance  with  cltj  and 


^bradinK'    machine.      W.    A.    Keed       2.017.163:    Oct     15 
Arid.  MethoU  of  and  apparatus  for  condensiug  >^^}P^.^.\\ 

C.    B.    von    Girsewald.    W.    Sleciie.    and    M.    Wohlwill 

•*  ni  T  ft7ft  *  Off     15 
Acid  solution  and  method  for  stabilizing  same    Zirconium. 

silicon    alkali.      C     J.    Kinxie.      iVOlT.liO.    Oct.    10_ 
Acid"    and    esters.    Manufacture    of    alkylated    sulphonic. 

Acfa=.''MaSu"actu(e'Jorh>l^^^^^ 

H    Veraguth  and  E.  StocklTn      2  017  613.  ^cr  15. 
Adjustable  sausage  gauge.      T.  U.  Mattheiss.      2.017.766. 

KdveVtllfng  sign.      R    Orth.      2,017.443  ;  Oct.   15 

\erial   of  tow   directional    effect    and    horlzuntai   polarlxa- 

tlon       M     (;ouriaud.      2.017.121  :   Oct.    15 
.Vgitating  apparatus.      H.  D.  BonnelL      2.017.116  .Oct    15 
Air  conditioner  for  vehicles.     8.  M.  Anderson.     2.017.57»  . 

Ai?''i>ndmoning   apparatus.      W.    8.    EUlott.      2.017.713; 

Ain-raft^^and     three-point     landing    gear    for     same.       I. 

Sikorsky.      2,017.446:  Oct.   15.  p^^w-r 

\lrcraft      having      sustaining      rotors.      J.      8.      fecKer. 

Xi^'pu'riiier  '  Tl'vuttuer.      2.017.590  :  Oct.   15.^^ 

Al'srS,  de-Ace.     E.  O.^De  V'alera^     -Ph'1'„Tt  ^L.*  wfuiams 
Amines.   Synthesis  of.      II.  R.   Arnold  and  T.  L.-  Williams. 


2.017,051  ;  Oct.  15 
.\mine8.  Syntiiesis  of.      W 
Ammonia,   Distillation   of. 
Amplltter.      (J.    L    Beers. 
Amplifier.      W     Wehnert 
Amplifier.     Intermediate 


A.  Laxier. 

D.  Pyxel. 

2.017.523  ; 

2,017.112 
frequency 


2.017.069  :  Oct.  15. 

2.017.823  ;   Oct.  15. 
Oct.  15 
Oct.   16. 
K.     Posthumus    and 


Amplifier  with   feed-baik.  Communication.      F.   A.  Cowan. 

Amu'lminfapparit^us^  «■  ««^^^T  HiliSJ  i  JS'  It- 
Amusement  device.  H.  F.  J.  ftuzel.  .2.017.099  Oct.  15. 
Amusement    machine.      H.    H.    Hoke.   Jr.     2.01  MM».   uci. 

Anamorphoslng     projection     system.     H.     S.     Newcomer. 

An^Jdrides  of  alkoxv  fatty  "'•'•J":  Manufacture  of.     C.  J. 
Malm  and  C.  R     l^ordyce.      2.017.182:  Oct.  15 


waterini;    device. 
Directional. 


C. 


D.    Tracy. 

W.      Hansen. 

J.  Belchel  and 

2.017.186:    Oct. 


Animal     fe^nllng     and 

2.017,265:  Oct.  15. 
Antenna      arrangement, 

2.017,047  ;  Oct.    15. 
Anthrax  antieen  preparation  and  product- 

J    E     Schneider       2.017.606;   Oct.   15 
Antifriction    bearing.     II.    M     Rockwell. 

ApV^aratus  for  mechanically  folding  "▼"  t^e  side  flaos  of 

a   sheet  of  dough.      J    P.  P^te"       2.017.605:  Oct..l6. 
Articulator       G    .r    Keller       2.017,502:    Oct     15. 

Axle^Kx^^F.^J^^a^e.     2.017,731^  Oct.  16. 

Bacterial     analysis     of     gaseous     bodies.     W.     ¥.     Wells. 

2,017.483;  Oct.  15. 
Bant  ;    t<ee — 

BafVaitener       A.O.Rose.     2  017  704:   Oct.   15 
Kai  frame      W    C    Hlerlng.     2.017.409-10 :   Oct     15. 
Bafance^scapement.  Free.     J    Enkle.      2  017.236  :  Oct. 
Ball  cock.     M    n    Helfrich      2.017,799 :  Oct    15^ 
Band    heater   release.      A.  Van  Veen.      2.017.460;  Oct. 
Bar  :    See —  ^.  . 

Mill    mandrel    bar  Mower    g"ard 

Bath     for     the    plectrodeposltlng    of    cobalt. 

2,017.646  :  Oct.  15.  _ 

Beacon      J.  B.   Bartow.     2,017.052;  Oct.  16. 
Bearlnjr :    ^ee^ 

.\ntl  friction 
Bearing    cage. 

Oct.  15. 
B<>arln?  for  railway  cars. 

Bearings    Making      B    Stockfleth      2  017  448  :  Oct    15. 
Belt.  Flexible      (J    T    Pfleger      2  017^291  :  Oct    15. 
Berry  box.     R.   A.  Thomns       2.017.222  :  Oct.   15 
Beverage  container      R    WlUeke      2.017.426:  Oct^  15 
Binder,  Ix>ose  leaf      -:    IT    Dawson       2,017  342  :Oct^  15 
Binder.   I^se  leaf       R     M.  Raynolds.     2,<>1!,218:   Oct.   l.v 
Binder,  Loose  leaf      W    .1    Weatherly.     2.017.742  .  Oct.  15. 
Binder  or  loose   sheet   holder.   Temporary,      h.   B.  Tanne- 
hlH.     2.017.188:  Oct.  16. 
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15 
15 


cross    bar. 
H.    Berger 


bearing. 
G.    Schildgen 


and    G.    Wehr. 
Side.     C.  D.  L.  Rice. 


2.017.772  : 
2,017.259  : 


Binding  or   cover  for  periodicals  and  the  like.     W.  Hull. 

2.017.461  ;  Oct.  16. 
Bit  :  Wee- 
Drill    Ldt. 
Blank  for  paper  bottles  and  the  like.  Paper.     A.  Bodor  and 

L    B.  Knch      2.017.810;  Oct.  15. 
Blanks,    .Xpparatua    for    forming    tabular.      B.    Bannister. 

2.Ul.,386  ;  Oct.   15. 
Blanks,   Making,     N.  W.  Cummins.     2.017.841;  Oct.  16. 
Blind  construction.  Venetian.     P.  H.  Kuyper.     2,017.641 : 

Oct.  16. 
Blind  ..ff  valve      F.  J.   Winteraon,  A.  T.   Dudley,  and  J. 

Carlstrom.     2,017.383;  Oct.  16. 
Board  :    See — 

Mat  board. 
Boiler  :  See — 

Oil    burning    steam    boiler. 
Bolts,  rivets,  and  like  articles.  Method  of  and  apparatus 
for  manufacture  of.     J.  11.  FrtodBan.     2,017.309;  Oct. 
15. 
Book  binder  conatruction.     F.  8.  Scfaade.     2,017,220 ;  Oct. 

15. 
Book   support.     B.   E.   Wagner.     2.017.518;  Oct.  16. 
Book   trimming   machine.      P.    E.   Klelneberg.      2,017,462; 

Oct.  15 
Booth,  Poae  reflecting.     I*   G.   Simjlan.     2,017.614 ;   Oct. 

15. 
Bottle  and  the  like.     J    M.  Kennedy.     2.017.209;  Oct.  16. 
Bottle  cap  and  fountain  applicator  bulb.  Combined.     G.  A. 

Mengle.     2.017.603;  Oct.  16 
Bottle  cap.  Automatic.     J,  H.  Brady.     2.017.038;  Oct.  16. 
Bottle  crownor.     J.  Kantor.     2,017.411;  Oct.  15. 
Bottle  holder.     P.    K    Williams.     2.017.427  ;  Oct.   15. 
Bowl.    Cream    separator.      F.    C.    Sandstrom.      2.017,784 ; 

Oct.  16. 
Bowl.    Packing   casing.      If.    P.    Wlckerslmm.      2.017,451  ; 

Oct.  16. 
Box  :    Sef — 

.\xle   box.  Paper  box. 

Berry  box.  Pill  box. 

Box     and     cover     device.     Hinged.        C      T.     Oiterberg. 

2.017,129;  Oct.   15. 
Box  liner.     J.  M.  Smith.     2,017.608;  Oct.  16. 
Bracket :  See — 

Strut-fairing  bracket.  Wire  extinguisher  bracket 

Tub    bracket. 
Brake  ;    ^Vo— 

Klectro  pneumatic    brake.        Hub   brake. 
Fluid   pressure    brake. 
Br.ike.      A.    Wlllink       2.017.083;  Oct.   15. 
Brake   apparatus,   Electric.     J.  W.  Logan,  Jr.     2.017,066: 

Oct,  16. 
Brake    control,    Electric.      G.    W.    Baughman.      2,017.666 : 

Oct.  15. 
Brake  controlling  device.     C.  C.  Farmer.     2.017.794  ;  Oct. 

15 
Brake  e<4uallxer.     A.  Therlault.     2.017.774  ;  Oct.  16. 
Brake  fitting.  Hydraulic.     C.  H.  Crawley.     2.017.812;  Oct. 

15. 
Brake     valve.     Electrically     controlled.       8.      <J.      Down, 

2,017,689:  Oct.  16. 
Braking  apparatus.      8.   Schnell.     2.017.635:   Oct.    15. 
Building    construction.       M.    C.    Roaenblatt,       2.017,548: 

Oct.  15. 
Building  covering.     E.  B.  Black.     2.017.230  :  Oct.  16. 
Bulbs   for   Incandescent   lamps.   Frosting  glasa.      T.   Saka 

kiira      2,017,733  ;  Oct.  16. 
Bulkhead  for  refrigerator  cara.  Adjustable.     H.  V.   Wynu. 

2,017,301  :  Oct.  15 
Burner :   Bee —  ^ 

Gas    burner.  Oil    burner. 

Ijiboratory    burner.  ...     .      „    .     «.   . 

Burner  and  burner  operation.  Liquid  fuel.     H.  L.  Flnley. 

2,017.237  :  Oct.  16. 
Burner  attachment.     F.  C  Lahn.     2.017,663;  Oct.  16. 
Cabinet.   Refrigerator.      D.   F.   Newman.      2,017.702;   Oct. 

15. 
Cable  grip       E.  E    Kellems.     2,017,625:   Oct.    15 
Calcium  carbide.  Preparing.     E.  Winter  and  F.  Hartmann. 

2,017.558  :  Oct.  15. 
Calculator,   Automatic.     W.  J.   Paslnskl.     2,017.104  ;  Oct. 

15 
Calendar.  Index.     O.  P.  Wlnford.     2,017.268  ;  Oct.   15. 
Calibrating   mechanism    for   piston    meters.      H.    G.    Wey- 
mouth.    2.017.267:  Oct.  15. 
Cam    shafts    and    other    nonclrcular    or    eccentric    i)Odles. 

Production   «f      .T    Morris       2  017.371:  Oct.   15. 
Cams,  Hardening      D.  J.  Campbell      2.017.305  ;  Oct.  15. 


LIST  OF  INVENTIONS 


Camera.  Photographic.    A.  8.  HowelL     2,017,249  ;  Oct.  15 
Can  closing  tool.     C.  C.  Grotnes.     2.017,496;  Oct.  16. 
Can  holder  for  oil  mops.     U.   llertiberg.     2,017,245;  Oct 

15, 

Candle  protector.  G.  A.  P^ledrlchs.  2.017.633  ;  Oct.  15. 
Cap.  Dispensing.  E.  G.  DeValera.  2,017.686;  Oct.  16. 
Cap  for  pharmaceutical  containers,  Permanently  retained. 

C.  E.  Worth.     2,017.140  ;  Oct.  15. 
Caps    Apparatus  for  assembling  receptacle  closure.     J.  A. 

Johnson.     2,017,124  ;  Oct.  16. 
Capsule   admiulaterlug   device.      J.   C.    Clark.      2.017,783 ; 
Oct.  15.  ^    „ 

Carbon   dioxide   from  a  gas  mixture.   Recovering.     C.   H. 

Voaburgh.     2,017,779  ;  Oct.  15. 
Carburetor.     J.  W.  FltiGerald.     2.017.239;  Oct.  15. 
Carriage  for  mule  machines,  Metal.     B.  Talne.     2,017,357  ; 

Oct.  15. 
Carrier   and    the   like   for  photographic  purpo.ses.     N.   P. 

Billing.     2,017.709:  Oct.  15. 
Carrier  wave    transmission.   Modulated.     W.   T.   Dltcham. 

2,017.118:  Oct.   16. 
Carton.     M.  Burger.     2.017.660;  Oct.  16. 
Case  :    Bee — 

Cigarette  and  vanity  case. 
Casing  and  making  the  same.  Sausage.     G.  F.  Petirs  and 

O    Relssner.     2,017.162;  Oct.  16. 
Casing    head.    Stuffing    box.      C    C.    Heeter.      2,017,717 ; 

Oct.  16. 
Casting  furnace.     E.  H.  Berryman.     2,017,337  ;  Oct.  16. 
Casting,  Metal.     J.  J.  Boax.     2.017.394  ;  Oct.  15. 
Catalyst  and  process  for  the  production  and  regeneration 

thereof.     E    D.  Crittenden.     2.017,683  ;  Oct.  15. 
Catalyst,    and    the    production    and    use    thereof.      J.    D. 

Zlefey.     2,017,226;  Oct.   15. 
Cathode  glow    device.   Electric.      P.  D.  Oakley  and  J.   N. 

.\ldlngton.      2,017,726:   Oct.   15, 
Cathode  ray  scanning  device.     P.  Mlchelsaen.     2.017,127  ; 

Oct.  15. 
Cellulose     fibers.     Treating     nitrated.        W.     B.     Jones. 

2.017.049;  Oct.  15. 
Cellulose   for  Its   fibrous  eateriflcation.   Preparing.      E.   C. 

Yackel  and  W.  O.  Kenyon.     2.017,141  :  Oct.  15. 
Cement      grout      mixing      machine.        G.      W.      Grayson. 

2.017.439;  Oct.  16. 
Centrifugal  switch.     M.  H.  Spielman.     2,017.638;  Oct.  16. 
Chain  :    See — 

Cutter  chain. 
Chair:    See — 

Rocking    chair. 
Chair  bed.     F.  E.  Moore.     2,017.321  ;  Oct.  16. 
Charge- forming  device.     M.  J.  Zucrow.     2.017.643  :  Oct.  16. 
Checkerwork  construction.     8.  L.  Mamula  and  J.  Muhvlch. 

2.017.763;  Oct.   16. 
Cheese-cutting  machine.    N.  E.  Wines.    2,017.642  ;  Oct.  16. 
Cheat  or  box.  Steel.     H.  H.  Yawman.     2,017488 ;  Oct.  16. 
Chloroethyl      chloroethoxy-ethyl     ether.        H.      L.      Cox. 

2.017.811  ;  Oct.  15. 
Cigarette    and    vanity    case.    Combination.      H.    Magnaa. 

2,017,722;  Oct.    15. 
Cigarette     case     or     similar     article.       J.     E.     Peterson. 

2.017,445;  Oct.  16. 
Circle    cutting    or    welding    machine.      J.    L.    .\nder8on. 

2,017,429-30;  Oct.   15. 
Circuit.    Gain    control.      J.    A.    Coy    and    H.    L    Bemnes. 

2,017.654  :  Oct.  15. 
Circuit.  Oscillatory.     C.  W.  Hansell.     2,017,093;  Oct.  15. 
Circuit    protecting    device.      H.    A.    Triplett.      2,017,639; 

Oct.    16. 
Circulating   and    humidifying   the   air   in   a    refrigerating 
room   and    for   defrosting.    Method    and    apparatus   for, 
C.  S,  Zedllk.     2,017.781  ;  Oct.  16. 
Circulator.     H.  D.  Yoder.     2.017,302  ;  Oct.  15. 
Clasp,    Sanitary   napkin  belt.     E.   E.  Statter.     2,017,561 ", 

Oct.   15. 
Cleaner  :  Bee — 

Pot    cleaner.  _     , 

Cleaning    fluid.    Manufacturing   a    flame   resistant.      G.   u. 

Parkhurst.     2.017.568:  Oct.   15. 
Cleaning   horses   and   other   animals.   Apparatus   for.     P. 

Walters      2,017,780  ;  Oct,   16. 
Clothes  drying  apparatus.     J.  T.  Hume.     2,017,802;  Oct. 

Clothing  against  damage  by  Insects  and  the  means  therefor, 

Protecting.     P    Mucha.     2,017.169;  Oct.  15. 
Coating.   Cellulose   acetate   protective.      E.   E.   Blchardson 

and  C.  J.  Stand.     2.017.166;  Oct.  16. 
Coffee   and    the    like.    Device    for   making.      E.   B.    Millis. 

2.017,701  :   Oct.    15. 
Cold  press.     W.  L.  Clouse.     2,017.784  •  Oct.  15. 
Combustion  apparatus.     L.  Corbett.     2,017.340  ;  Oct.  16. 
Combustion  controller      R.  A.  Brown.     2.017.562  ;  Oct.  15. 
Composite    articles.     Manufacture    of.       H.    A.    Gardner. 

2.017,797;  Oct.  15. 
Composition  for  treating  colloidal  surfaces.     W.  C.  Geer. 

2.017.693:    Oct.    15. 
Composition     for     treating    diseased     trees.       A.     Yates. 

2,017.269:  Oct.  16. 
Compound  spring.     K.  B.  Slmning.     2.017.221  ;  Oct.  16. 
Concentrator.      J.   R.    Walsh.      2,017.111  ;   Oct.    16. 
Concrete  slab.     E.  C.  Alexander.     2.017.336;  Oct.  16. 
Condenser    tube.      O.    A.    Boasart   and    IL    Q.    Bberhardt. 

2  017.201  :   Oct.   16. 
Conductor,  Continuously  loaded.    J.  E.  Harris.    2.017.667  ; 

Conduit  and  making  it,  Corrugated  metallic.     J.  B.  Freese. 
2,017.068  ;  Oct.  1 


Cone  feeding  mechanism. 

Oct.  15. 
Container :  See — 

Beverage    container. 

IHspensing    container. 

Freight  container. 
Container. 
Container. 
Container. 


W.  8.  Whiting,  Jr.     2,017,621 


Ilant    container. 

Railway  car  type  container. 

Refrigerated   container. 
C.   Gold.     2.017,693;  Oct.  15. 
J.  M.   Hothersall.     2.017,063  :  Oct.  15. 
U.   H.   McKee  and  C.  L.  Lohner,     2,017,469; 


Oct.  15. 
Container  and  manufacture.    J.  M.  Hothersall.    2,017.460; 

Oct.   15. 
Container    for    rolled    tape.    Dispensing.      A.    A.    Pollak. 

2,017,570:   Oct.    15 
Container.    Making   a   metal.      J.    F.   Werder.      2,017.361 ; 

Oct.  16. 
Container   or   display   device,    Botary.      P.   P.   VanDyken. 

2.017,180  ;  Oct.  15 
Container   parts.   Apparatus   for  sterilizing.      G.    Steerup. 

2.017,079  ;    Oct.    15. 
Containers.    Manufacturing.      E.     L. 

Kleckhefer.     2,017.331  ;  Oct.  15. 
Control.     J.  H.  Barse.     2.017,390  ;  Oct.  16. 
Control     system.       J.     W.     McNalry     and 

2,017.699  ;  Oct.   15. 
Controlling    mechanism   for   warp   uniting   machines.      F. 

Klein.     2,017.211  ;  Oct.  15. 
Converter.     G.  F.  Uhde.     2,017,617  ;  Oct.  15. 
Convever    for    shoe    factories,       P.    Mattler. 

Oct.  16 

F.  W.  Lorig.     2,017,404  ;  Oct 


Walker   and    J.    W. 


J.    F.    TriUe. 


2,017.156 ; 
15. 


yarn    packages.      L.    B.    Stogner. 


or 
16. 

for  crates,  Detachable. 
2.017.161  ;  Oct. 


E. 
16. 


M.  Pennock 


15. 
15. 

2.017,108:  Oct.  16. 
silicates,  Producing. 


Oct. 
Oct. 


Asprooth. 


Conveyer  trolley. 

Cooking   and   like  apparatus.     H.  D.  GalTiu.     2,017,899 

Oct.  16. 
Core    for    thread 

2,017,611;  Oct. 
Corner  structure 

and  E.  W.  McClelland 
Coupling  :    See — 

Hose    coupling. 
Coupling  and  releasing  device,  Combined.     H.   M.  Davis 

2.017.787  ;  Oct.  15. 
Cover  :    See — 

Cnshlon    seat    cover.  Shoe    cover. 

Cowl  ventilator.     G.  Chutorash.     2.017.528 
Crate,  Milk  bottle.    J.  P.  Taylor.     2.017,264 
Crushing  apparatus.     E.  B.  Symons. 
Crystalline   hydrates  of  alkali  metal 

r.  L.  Baker.     2.017.561  :  Oct.  16. 
Cuff  valve   engine,      j.  A.   Anglada   and  A.   H 

2.017.198;   Oct.   16. 
C^lp  for  Dlanters,  Detachable.     F.  Thompson.     2.017,738  ; 

Oct.  15. 
Curtain,  Adjustable.     H.  Geller.     2,017,830:  Oct.   15. 
Curtain   rod  and  8upi>ortlng  means  therefor.     M.   Kable. 

2.017,098;  Oct.  16. 
Cushion  seat  coTer,     R.  Braukhof.     2,017.178:  Oct.   16. 
Cushioning  device.     J.   Mercler.     2.017.419;  Oct.   15. 
Cutter  chain.     W.  A.  HamUton.     2,017.457  ;  Oct.  15. 
Cutter  for  hydraulic  dredges.   L.  E.  McFadyen.    2,017,816  ; 

Oct.  16. 
Cutting  machine.     T.  B.  Hawkes.     2,017,622  :  Oct.   16. 
Cutting  tool.     C.  W.  Simmons.     2,017,447  ;  Oct.   15. 
Cylinder   for   drying  and   other    purposes.    Rotatable.      H. 

Lord.     2.017.762  :  Oct.  15. 
Defeatherlng  compound.     O.  T. 

2,017,648;    Oct.    15. 
Dehvdratlon  apparatus.     H.  E 

15. 

Deposit  receptacle.      C.   F.   Melllnk.      2.017.669;   Oct.    15 
Device  for  holding  articles.     H.  Blhler.     2.017.088  ;  Oct.  15 
Diaper.     D.  B    BLennard.     2,017.050;   Oct.  15. 
Diaphragms,  Making  sound   reproducing.     J.   B.    Hawley 

2.017.496;  Oct.   15. 
Die.     E.    M.   Murphy.     2.017.373 
Discharge  effects.  Production  of. 

2.017,120;   Oct.   16. 
Dishwashing  machine.     Q.  Webb 
Dlsodlum  phosphate.  Producing. 

Oct.  15. 
Dispenser :   Bee — 

Liquid    dispenser. 
Dispenser.     F.  E    Rice.     2.017.133 :  Oct.  16. 
Dispenser  for  beverages.     O.  J.  Leins.     2,017.664 
Dispensing  container.     C.  8.  Andrews.     2.017.176 
Dispensing  container.      G.  S.  Gruber.     2.017. 406 
Dispensing  container.     V.  Pantalone.     2,017,405 


Bloom  and  L.  8.  Paddock. 
Oskamp.     2,017,728;  Oct. 


Oct.  16. 

G.  H.  Ellis  and 


J.  Allan. 


2,017.677  :  Oct.  15. 
C.  F.  Booth.     2.017.828  ; 


Oct. 
Oct. 
Oct 
Oct 


M.  O.  Frost 


15. 
15. 
15. 
15. 
and 


Distribution  system  for  shoe  factories. 

P.   Mattler.      2,017.148;   Oct.    15 
Door  guide.     T.  L.   Donnhle.     2.017.041  ;  Oct 
Door  guide  closure,  Sliding  car.     T.  Madland. 

Oct.  15. 

Doorlatch.     B.  Thai.     2,017.516:  Oct.   15. 
Door  latching  device.     0   H.  Erast.  Sr.    2.017,790;  Oct    15. 
Door    operating    mechanism.       E.    Alsworth.       2,017.578; 

Oct.  15. 
Door  operating  mechanism,     J.  A. 

Oct.  15. 
Door,    particularly    for   motor-car 

tilting.     E.  Wanner.     2,017,654: 
Dough    proofing   machine.      D    J. 

Houten.     2.017.046;  Oct.   15. 
Draft  and  buffet  gear     8.  B.  Haseltlne.    2.017.206  :  Oct. 
Drain  trap.     M.  G.   Norman.     2.017.767;  Oct.   15. 
Drainage    ol   floating    roofs.      E.    E.    Shanor.      2,017.821; 

Oct.  15. 
Draw  table.     B.  J.  Swanson.     2,017,298  ;  Oct.  16. 


15 
2.017.601 


Schwelg      2.017,735-6; 

garage.    Counter-poised 
:  Oct.  15. 
Hanna   and   J.   M.   Tan 


15. 


zxxii 


LIST  OF  INVENTIONS 


Dredging   apiiarntus.      C.    8.    Smith.      2,017,296;   Oct.   15. 

Dresft.     A.  Caratloi.     2,017.750;  Oct.  15. 

Dressing  composition.     H.  H.  Freund.     2,017,242  ;  Oct.  15. 

Drier.     E.  F.   Mueller.     2,017.28(5;  Oct.  15. 

I>rlll  bit.     A.    V    Hummel.     2.017.834:  Oct.  15. 

Drill  sharpening  mechanism.      N.   J.   Elter  and  D.   B.   St. 

Jacques.      2.U17,532;  Oct.   15. 
Drive.   Form    roll.      H.   A.   W.    Wood.      2,017.139;    Oct.    15 
Driving     device,     Vihration     cushioning.       E.     J.     Dumm. 

2.01  .,591  ;  Oct.  15. 
Driving  mechanism  and  current  breaker  therefor    Safety. 

<;.  J.   Uhllg.     2,017,641;  Oct.   15. 
Du8t  collector  for  air  method  cleaners.    D.  B.  Replogle  and 

H.  E.  Queen.     2,<rl7.771  ;  Oct.  15. 
Dve  holder  and  applicator.     U.  Meyer.     2.017.567  ;  Oct.  15. 
F>lL'e  rtni.Hhing  machine.     H.  T.  Doulette  and  F.  R  Hooper. 

2,017.055  ;    Oct.   15. 
Electric  lamp.     G.  E.   Inman.     2.017.719  ;  Oct.  15. 
Electric  motor      C'F    Norton.     2.01Tj235  ;  Oct.  15. 
Electric  sittn.     J.   A.  Ilowenstlne      2.017,597;  Oct.  15. 
Electric   wires.    Device   for   handling   live.     J.   B.    Wlmer. 

2.017.3«.3  :    Oct.   15. 
Electrical  network.      I    Wolff.     2,017.192 ;  Oct.  15. 
Electrical  system  and  apparatus.    C.  P.  Boucher.   2,017,273  ; 

Klec\rlca1' terminal.    J.  H.  Fisher  and  S.  Slegel.    2.017.204  ; 

(Jet    15 
Electrode,  Arc  welding.     L.  E.  Faulkner.     2,017,488  ;  Oct. 

15.  _,  _ 

Electrode  for   primary  batteries.  Gas.  Q,  W.  Helae  and  E. 

.\.  Schumacher.     2.017.280;  Oct.  15. 
Electrode  mount.    T.  A.  Sternberg.     2.017,652  ;  Oct.  15. 
Klectrolyti.-  cell.     J.  H.  Calbeck.     2,017,5H4  ;  Oct.  15. 
Wectrolvtic  cell.     A.   Georglev.     2,017.835  ;  ;   Oct    15. 
Electron  discharge  device.     W.   L.  Betts.     2.017.647;  Oct. 

15 
Electron  discharge  device.     B.   Saliberg.     2.017,549;  Oct. 

Electronic  tone  control.  J.  YoUes.  2  017,270;  Oct.  15. 
Klectrooptical  system.  H.  E.  Ives.  2,017.rt59;_Oct.  15. 
Electro-pneumatic  brake.      C.  C.  Farmer.     2,017. i91  ;  Oct. 

15 
Elevator  control    device.     P.  A.  PaTone.     2,017.547  ;  Oct. 

Eraboaalng  foil  by  providing  a  support  adapted  to  be  em- 
bossed with  a  mirror  coating.  Producing  an.  K.  Knrx. 
2.017.367  :  Oct     15. 

Engine  :    See —  ^        ,  , 

Cnff  valve  en^rine.  Internal  combustion  engine. 

Engine  and  operating  same.  Closed-cycle  internal  com- 
bustion.     F.    von  Opel.     2,017.481:  Oct.   15.  „,     ^  ^    ,r 

Engine  starter  <lrive.     W.  L.  McGrath.     2,01 1. 566:  Oct.  15. 

EuL'ines  on  automotive  vehicles,  Re»lllently  mounting. 
V.  Ijiueia.     2,017.628:  Oct.  15.  oniTKon- 

Ensilage   cutter   and    blower.      E.    D.    Bayley.      2,017,580, 

Ether,' Vinyl.    W    K^ppe^nd^W   Wolff.     2,017, 3.-.5  :  Oct.  15. 

E: 

Exerclsii 

Explosively 

Extension   table.     C.  D,  lAnum.     2.017.760;  Oct.    15 
Eyeglass  lens  to  a  support.  Device  for  securing  an.     v.  u 

vSoden.     2.017.262;  Oct.  15.  „    „     a    , 

Eyeglass  lens  to   its  support.  Securing  an.     F.  H.    Soden. 
"2.017,261;    Oct.    15.  „„,-..„      .r^.^    ■,« 

Fabric.  Making  elastic.     A.  E.  Page.     2,01 1, 444;  Oct.  15. 
Fabrics  and  methods  of   producing  them.  Anti  ravel  Knit- 
ted      0     W     Goetsrh   and   O.    F.   Smetana.      2,016,487 

Oct.  15 
Fastener  :    See —  „,     .  _ 

Bag  fastener.  Tie  fastener. 

Slide    fastener.  .,      „  „  ^     i..      nr„K-, 

Fastening     for    pa-kages.       M.    Wollner    and     h.     Weber. 

2,017.173;  Oct.   15.  ^  ^    „_,.  .     ^ 

Fastenings     Device  for  the  manufacture  of  sliding  clasp. 

H.  Menkels.     2,017,814  :  Oct.  15. 
Faucet.     A    E.  Tomllnson      2,017.. 39;   Oct.  15. 
Felts   for  paper   machines,   Treatment  of.      L.   Ubbelohde. 

2.017,640:  Oct.  15.  ^        ,^ 

Fertilizer.     J.   S.  Demontls.     2,017.711  ;  Oct.  15 
Fertiliser    and    method    of    fertilizing.      W.    Eggert,     Jr. 

2.017.090;  Oct.  15.  ,  „    ^    ^^^ 

Fiber  cakes.  Processing.     H.   S.  Drum  and  W,  C.  Dodson. 

2,017,691;  Oct.  15.  ,  „    „    w  .u 

Fibrous  layer.  Reenforced.    F.  L.  Bryant  and  G.  8.  Mathey. 

2  017  339  '  Oct    15 
Film  forming  machine.     C   E.  Hetiel.     2.017.094  ;  Oct.  15. 
Film  gate.     M.  O    Clay.     2.017.203;  Oct.  15. 
Film  liolder       C.    E.    Bedanx.  ,2.017,142 ;    Oct     15 
Film     moving     assembly.     Easily     threaded.       O.     Wittel. 

2.017.138:  Oct.   15.  ,,.,,.  ^  #     t 

Pllm-sheets  in  cameras.   Apparatus  for   holding  and  ree<l- 

Ing   photographic.      .T     FT     Hogan.      2,017.096;    Oct.    15. 
Filter.     J.  Brown.     2,017,232  :  Oct.  15. 
Filter.      C.    Gatewood.      2.017,277;    Oct.    15. 
Filter     window     for     welders'     helmets.      E.     U.     GIngg. 

2,017,069;  Oct.  15.  „      ^      T^  ^  «„ 

Plre    extinguisher    holder    and    support.      F.    A.    Dodelln. 

2,017.581  ;  Oct.  15. 
Fire  hook.      C.   E    McGhee.     2,017.369;   Oct.    15. 
Flreorooflng  cellulosic  materials.  Process  for.     M.  Leath- 

ennan.     2.017.806  ;  Oct.  15. 
Fl«h   lure.      P.    R.   Chester.      2.017,486  :  Oct.   15. 
Fish  lure,     8.  F.  Zuck.     2,017,833  ;  Oct.   16. 


Ether.  Vinyl.    W    K-ppe  and  W   Wolff.    ^,014 ••'■"^  :  ^c}    '^ 
Excavator  and  leader.     C.  W.  Shippe,     2_^017  477  ;  Oct.  15, 
Exercising  device      F.  O'Neill.  Jr.     2,01., 128;  Oct    15. 
Explosively  actuated  device.      R.   Temple,  Jr.     2.017,329  . 


2.017.827  ; 
J.  C.  Cox. 
2,017.248  ; 


C.  C.   Farmer.     2,017,792-8;  Oct. 

U.  A.  Whltaker.  2.017,678;  Oct.  15. 
controlling  the  turbulence  of.  P.  O. 
;  Oct.  15. 

P.  G.   HSmell.     2,017.801  ;  Oct.  16. 

M.  D.  Sullivan  and  W.  B,  Campbell. 


V       Rees     and      H.      Ketcheson. 


H.    C,    Herr.      2.017,498; 


15. 
H. 


Prlti. 


Fishing  rod.   Tubular.     P.   8.   B«ar.     2.017.803:   Oct.   16. 
Flooring,     Sliver    pocket.      B.     C.     Rockwell.      2,017,186  : 

Oct.   15. 
Flooring  structure.     O,  W,  Hovey.     2,017,832-8  ;  Oct.  16.- 
Flow    controller.      H.    A.    Hood       2.017.600;    Oct.    16. 
Flow-responsive    device.      K.    Jacobson.      2,017.311  ;    Oct. 

16. 
Flow      retarder      for      compressors.         H.      A.      Whltesel. 

2,017,707  ;  Oct.   16. 
Fluent  materials.  Method  and  apparatus  for  determining, 

recording,    and    controlling    the    density,    conslsteccy. 

or    specific  gravity   of.   G.    S.    Wltham.   Jr.     2,017.226  ; 

Oct.   16. 
Fluid  compressor      1"    L    Crittenden.     2,017.684  ;  Oct.  15 
Fluid,    Dry    cleaning.      F.    W.    Sullivan.    Jr. 

Oct.   16. 
nuid  for  hydraulic   transmission.   Operating 

2,017,089  :  Oct.  16. 
Fluid     heating     apparatus.      C.     W.     Qlbson 

Oct.    15. 

Fluid  meter.     J.  C.  Woodford.     2.017,825;  Oct  16. 
Fluid   presisure   brake.      8.   O.   Down   and   B.   E.    Hewitt 

2,017,789;  Oct.  16. 
Fluid   pressure  brake 

15. 
Fluid  pressure  brake. 
Fluids.    System    for 

Magner.  2.017.368. 
Flushing  apparatus. 
Flushing  apparatus. 

2.017.263  ;  Oct.  15. 
Flux.      Soldering.      H 

2,017.354  ;  Oct.  15. 
Flyer    for    spinning    machines. 

Oct.   15. 
Flying    machine.      S.    Gray.      2.017,684  ;    Oct. 
Folding   device   for   rotary   printing   machines. 

2.017.619;  Oct.   16. 
Foot   protector.     G.  A.   Morlarty.     2.017.670; 
Foot   stool   and   the   like.      P.   D.  Carrlngton. 

Oct.   15. 
Form      for     plastic     structural     work.      A. 

2,017,653  •  Oct.  15. 
4,   4'-dl-U-pneuyl-3-metl>yl-pyrazolonyl),    Prodoclog  chem- 
ically pure.     I.  I,  OstromUleii^ky.     2,017,671-2  ;  Oct.  15. 
Frame  :    Bee — 

Kag    frame.  Leather  ht retching  frame. 

lilldvr  frame.  Spinning      and      twisting 

fleddle    frame.  frame. 

Framing   mechanism.      A.    Dlna.      2,017,589; 
Freight  container,  E>emountable.     B.  F.  Fitch 

Oct.    15. 
Frequency  determining  means.     R.  L.  Downey 

Oct.   15. 
Friction    testing    machine.      H.    T.    Wheeler. 

Oct.   15. 
Fuel  briquettes.  Producing  solid.     G,  Komarek  and  W.  J 

Chapman.     2,017,402  ;  Oct.  15. 
Furnace :    See — 

Casting    furnace.  Metallurgical    furnace. 

Furnace  refractory.     G    J    Easter.     2,017,066;  Oct.   16 
Fuse  and  element.  Cartridge  ferrule  type  reflllable.     J. 

Glowacki.      2.017,492;  Oct.   15. 
Fuse    and    element,     .Non-reflllable    cartridge. 

wacki.     2,017,490  ;  Oct.   15. 
Fuse,   Cartridge   ferrule    type   reflllable,      J.  B 

2.017,491  :  Oct.  16, 
Game.     A    an<l  M    Mase.     2.017,5.^6;  Oct.  15, 
(Jame       E.    T.    Howard.      2,017.501  :    Oct.    15. 
(iame   board   or   the   like.      A.    B.   Terkelsen. 

Oct.    15. 
Game  device.     O.   Reimert.      2,017,473;  Oct. 
Oames.      Apparatus      for      practicing      ball. 

2,017.720  ;  Oct.  15. 
Garbage,    ashes,    and    refuse    disposal    and    land    reclama 

tlon  process.  L.  M.  McCarthy  2.017.417  ;  Oct.  15. 
Garment  protector.  A.  E.  Taylor  2  017.328;  Oct.  16. 
Gas  burner.     L.  S.   Brown.     2.017,338  ;  Oct.   15. 

Parks.     2,017,363  ;  Oct.  15. 
corrosive.       R.      L,      Hasche 


Oct.   15. 
2.017.438  ; 

E.     Trolel. 


Oct.   15. 
2,017.067 

2.017.712: 

2,017.426 


B. 

J.  B.  GIo- 
Qlowacki. 


2,017,479 


15. 


I.ake. 


A.  8. 
of 


Gas  lift  for  oil  wells. 
Gases.      Compression 
2.017.408;  Oct.  15. 
Gases.    Polymerization    of.      R.    F.    Ruthruff       2,017.325 ; 

Oct,   15.  ... 

Gaseous  mixtures.  Process  and  apparatus  for  the  resolu- 
tion  of.      M     PrSnkl       2.017.240:    Oct.    16. 

Gaseous  streams.  Device  for  conveying,  N.  Oalllot. 
2,017,043  :  Oct.  16. 

Gate :    Mee — 

Gate  "mechanism       K     Clark.      2.017.202;    Oct.    15. 
Gathering  and   stitching  machine.     D.   and  O.  J.   Reiser. 

2.017,612  ;  Oct.  15. 
Gauge  :    f^ee — 

Adjustable    sausage    gauge.      Pressure  gauge, 
Oenr:    See — 

Draft    and    buffer    gear  I<.v.>rse  gt>ar 

Gear  for  automotive  vehicles.  Differential.     T.   I,.  Adams. 

2,017,577  ;  Oct.   15. 
Gear  shifting  device.     B.  J.  Thurber.     2,017,776  ;  Oct    16. 
G^ar    shifting    mechanism.      B.    J.    Thurber.      2.017,777; 

Oct.  16.  -«,„.... 

Geological    surveying.    Apparatus   for.      T.    L     Bailey  tnd 

W    S    Wlebusch.     2,017.522;  Oct.  15. 
Glasrware.      Apparatus      for     shaping.       K       B.      Feller. 

2.017,56« ;  Oct.  15. 
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Thompson.     2,017,674 


Gilder    frame.      M.    B.    Smith.      2.017,170;    Oct.    16. 
Glow  discharge  device.    H.  H.  Geffcken  and  H.  R.  Richter. 

2,017,278;  Oct.  16. 
Glow  discharge  device  such  as  Is  used   In   the   recording 

of   sound.      A.    Whltaker.      2,017,520;   Oct.    16. 
Golf  practicing  device.     E.  W.  Johanson.     2,017,661  ;  Oct. 

16. 
Governor,   Fluid  pressure.      B.  H, 

Oct.  15. 
Granular  materials.  Device  for  applying.     O.  D.  Shonnard. 

2,017,422  ;  Oct.  15. 
Grinding    wheel    for    bristles.      W.    8.    Elliot.      2,017,48.  ; 

Oct.  15. 
Grind-stones  for  pulp  grinding.  Manufacture  of  artificial. 

R.  C.  Benner.     2,017,228;  Oct.  15. 
Guard    for    electric    fans.      0.    M.    Anderson    and    F.    W. 

Juengst.     2,017.431  ;  Oct.  16. 
Guide.      J.  Statz.     2.017.378 :  Oct.  16.  I 

Guldeway      J.J.Morrison.     2,017  372  ;  Oct.  16. 
Gum  Inhibitor  for  motor  fuel.    W.  J.  Bannister.    2,017.827  ; 

Oct.  15. 
Gun,   Automatic   repeating.      B.   Laloux.      2.017,283;   Oct. 

15. 
Hammer,  Mechanical.     F.  B.  Miller.     2,017.470;  Oct.  15. 
Hand  bag.     M.  L.   Llndy.     2,017,415;  Oct.  15. 
Handle   assembly.      S.    DeOrlow.      2.017,530;    Oct.    15. 
Handle  :    See — 

Receptacle  handle. 
Hanger  :    See — 

Pants    hanger. 
Hardware  for  sashes  and  the  like.  Supporting  and  adjust- 
ing.    8.   Madsen.     2,017^3  ;  Oct.   16. 
Harvester.   Ensilage.      A.   Kowalsky.     2.017,758;  Oct.    16. 

2.017,262;  Oct.   15. 
T.   Craliey,     2,017,761  ;   Oct.   15. 
and    amplifier.      8,    G.    Taylor. 


2.017,366;  Oct. 
2,017,061-8; 


Water  beater 

2,017,621-  Oct,  16. 
J.   B.   Brennan. 


Hatrack.     J.   R.  Lentz. 
Hatch   construction.      J. 
Hearing    aid    apparatus 

2,01.. 368;  Oct.  15. 
Heater  :    See — 

Orchard  heater. 

Space    heater. 
Heater.     D.    W.   Grazier 
Heater   for  motor   vehicles. 

Oct    16 

Heddle  frame      J.  J.  Kaufmann.     2.017.412;  Oct. 
Heel.  Shoe.     A.  E.  Norrls.     2,017,768;  Oct.  15. 
Holddown  device  for  automatic  shearing  machines 

Fisher      2,017,762  ;  Oct.  15. 
Holder  :    See- 
Ash    tray    holder. 

Binder  or  loose  sheet  hold- 
er. 

Bottle    holder. 

Film    holder. 
Holder    for   polishing   swabs. 

Oct.  15 


2,017,625 ; 


15. 


J.  C. 


Paper  holder. 

Razor    blade    holder. 

Sash   holder. 

Suppository    holder. 

Tool    holder. 

H.    Hertzberg.      2,017,246; 


Holding  and  release  tripping 
p.      -  "    "    Burnett 


R.  W. 


mechanism  for  railway  car 
2,017,526;  Oc^  15. 


Safety  hook. 
T.    J.    Adklns. 


2,017,174  ; 


hand  brakes 
Hook  :  See — 

Fire  hook. 
Hook-off    device    for    wella 

Oct.  15. 
Hose  coupling.     J.  P.  Werder.     2.017.362  ;  Oct.  16. 
Hosewear,    tonatructlng    elastic.      S.    E.    Mountford    and 

J.  O.  Frost.     2,017.604:  Oct.  16.  ^         „„.,,,« 

Hub  brake.      E.  F.  Goodyear  and  J.  Wright.      2.017.716; 

Oct    15 
Hydrant.  Fire.     H.  M.Lofton.     2,017.600;  Oct.  16. 
Hydr<>c«tt)ons,    their    derivatives,    and   the   like.    Refining. 

J.  W    Pt)ole.     2.017J30:  Oct.  15.  ^    „      ^. 

Hydrogen    peroxide.    Purification    of.      A.    T.    Hawkinson. 

2.017.440:   Oct.    15.  ^  ^  ^      _ 

Hydrometnllurglcal  recovery  of  lead  from  ores  and  other 

lead    bearing    materials.       D.    C.    Talnton.      2.017.612 ; 

Oct.  15 
Hydrometer      F    V.   Hiergesell.     2,017.095;  Oct.  15. 
Hydroxy-alkylamlno    carboxylic    acid    compounds.    Produc- 
tion of.      U.  Hoffmann  and  B.  Jacobl.     2,017,637  ;  Oct. 

15 
impulse  transmitter.      H.  W.  Goff.     2,017.438;  Oct.  16. 
Indlcatlnf    mechanism    for    measuring    Instruments.      A. 

Nutsford.     2.017,183  :  Oct.   15. 
Ingot   molds.   .Apparatus  for  stripping. 

2,017,384-5;  Oct.   15. 
Ink     fountain    for    printing    presses. 

2,017.545;  Oct.  15. 
Insectlcldal  and  fungicidal  composition 

2,017.391  ;  Oct.  16.  «^.„,«.    r     ri  ^    *r 

Insecticide.     C.  B    Gnadlnger.     2.017.694-5:  Oct.  15. 
Insecticide.      L.   E.   Mills.      2.017.506  ;  Oct.   15.   „  „_  ^„ 
fnsulated    electrical    conductor.      A.    Rhelner.      2,01  <, 607; 

Insutntlng  body,  Plreproof  heat  and  sound.     G.  H.  Ellis. 

2  017.344  ;  Oct.  15.  „  ^,-  «„« 

Insulating  housing  structure.     H.  B.  Lindsay.     2.01.. 620; 

Insulator.  Terminal.     R.  C  Waldron.     2.017.519  ;  Oct.  15. 
Integrating  meter.     W.H.Pratt.     2.017.703  ;  Oct.  15 
Internal  combustion  engine.     O.  J.  Qln«erlch.     2.01  ..205; 

Oct.  16. 
Jack  :  See — 

Pump   Jack. 

°Rali   Joint  Wall   board   Joint. 

Jug   Combination  food  and  liquid.    J,  Woodley.    2.017.660; 
Oct.  15 

459  O.  G.— 420 


D.  P.   Anderson. 

J.    E.    McMullen. 

.     A.  G.  V.  Berry. 


Kegs,  Device  for  tapping.     A.  L.   Klein. 

15. 
Key.  Container  opening.     J.  M.  Hothersall. 

Oct.  15. 
Key,    Container    opening.      A.    G.    Schoettel.      2,017,077 ; 

Oct.  15. 
Knitting  machine.      H.    H.   Holmes   and   R.   H.    Robinson. 

2.017, .718;  Oct.  15. 
Knitting  machine.     A.   Strelz.     2,017.673  ;  Oct.  15. 
Knitting  machine.     C.  Warren.      2.017,082;  Oct.  16. 
Knitting  machine,  Spring  needle  pile  fabric.     D.  P.  Moore. 

2,017,073;  Oct.  15  „  ^^„      ^ 

Laboratory    burner.      C.    8.    Hornberger.      2,017.097  J   Oct. 

15. 
Lacing  and   the    product  obtained    thereby.      R.   T.    Allls. 

2,017,679;  Oct.  15.  ,    «     ^         , 

Ladder  and  trestle.   Combined  extension.     J.   8.   Cantelo. 

2.017.563  ;  Oct.  15.  „  ^  „  ,^_ 
Ladder  assembling  machine.     N.  L.  Thrasher.     2.017,776; 

Oct.  15. 
Lamp  :  6ce — 

Electric   lamp.  . 

Lamp  device.   Surgical.     F.  C.   Wappler.     2,017,137;  Oct. 

Lamp  mounting  and  current   supply  connection.  Electric. 

T.  W',  Freeh  and  W.  J.  Geiger.     2,017,714  ;  Oct.  15. 
Latch    for  automobile   fender   shrouds,      A.   Claud-Mantle. 

2.017.564  ;  Oct.  16.  ^„,.,„      ,rv  . 
Lathe.  Automatic  copying.     A.  Shatkln.     2.017,613;  Oct 

15. 
Leather  and  producing  the  same.  Embossed.      K.  E.  Bell. 

Leather'  stretching  frame.     I.  M.  Jones.     2,017.260  ;  Oct. 

16. 
Lens  attaching  means.     W.  Taylor.     2.017,823  ;   Oct.   16. 
Letter  card.     R.  M.  Smith.     2.017.637  ;  Oct.  15. 
Leveling  rod.     G.  G.  Linn.     2.017,346 ;  Oct.  15.     .,      „        X 
Lid     for    ice-creah     cabinets    and     the     like.       J.     Moss. 

2.017.263 ;  Oct.  15.  ^  o/.,^Koit 

Light  attachment  for  firearms.     B.  A.  Casey.     2.017,080  ; 

Oct    16 
Light' for   airplanes.   Landing.      J.   P.   Gaty.      2,017,692; 

Light    source    for    projectors.      R.    Thomas.      2,017,576: 

Oct    15 
Light  valve.     G.   E.  Perreault,     2,017,130;   Oct    15 
Lighting     system.       T.     W.     Rolph     and     H.     L.     Logan. 

2,017,075;    Oct.    16.  „^,.,«,,     ^^    ,,r 

Unk,  Emergency.     C.  M.  Young.     2.017,271  ;  Oct.  16. 
Link,  Tenter.     F.  A.  Lane.     2,017,315;  Oct.  15.  „„,^  ,^, 
Liquid   dispenser.    I'neumatlc.      W.    G.    Dunn.      2.017,146 ; 

Oct.  15. 
Llauld    dispensing    device.      H.    T.    Reynolds.    2,017.818; 

Liquids,  Process  and  apparatus  for  dehydrating.      W.  W. 

Kraft.     2,017,067 ;  Oct.  15.  _     ^     ^, 

Load  supporting  structure,   Adjustable.     W.  A.  WIesroan. 

Loading  station  for  toy  trains.    J.  E.  Cuff.    2.017,616 ;  Oct 

16.  _ 

Loaf  creasing  and  cutting  means  for  dough  moldera.     W. 

G.   Klrchhoff.     2,017,281  ;   Oct.   15. 
Lock  :  See — 

Steering   system    lock. 
Lock.    W.  J.  Conwell.     2,017,786 ;  Oct.  15       ^      „      „^ 
Locker.    Bottle.       N.    W.    Coverdale    and    O.     T,     Eaton. 

2,017.786;    Oct    15. 
Locking  device.     F.  D.  Sanborn.  Jr.     2,011,474  ;   Oct.   16. 
Locomotive.      E.   L.   Schellens.      2.017,131  •   Oct.    16. 
Locomotive.     E.  L.  Schellens.     2,017.134  ;  Oct.  15. 
Locomotive  power  reverse  gear  mechanism.     G.  H.  Zovck. 

2.017,115  ;  Oct   15. 
Locomotive   tender.     K.   A.   Turner.     2.017.809;   Oct.   16. 
Loom  :  See — 

Automatic  loom. 
I>oupe.     P.   R.  Chester.     2.017.233;  Oct.   15. 
Machine     for     folding     carton     blank*.       P.     J.     Burrow. 

2.017.683;  Oct.  15.  ^        „    ^,       ».. 

Machine  for  forging  hollow  metal  blanks.      E.   Glacchlno. 

2.017.310;  Oct.  15.  ,  ^  „  ,  ^      t 

Machine    for    making    plated    metal-foU   capsules.      O.    J. 

Bruun.      2.017.054  ;   Oct    15. 
Machine   for   moistening   cloth.      D.    Geasner.      2.017.455 : 

Oct.   15.  .       ^         , 

Machine    for    scoring    metal    containers   or   parts    thereof. 

I.  Newman.     2,017.103;  Oct  15. 
Machine  for  the  guidance  of  tools,  and  more  particularly 

of   fusing   burners.      A.    Schmidt.      2,017,475:    Oct.    15. 
Mall   and    express.    Apparatus   for   collecting   air.      H.    P. 

Trusty.     2.017,081  ;  Oct   15. 
Marker.    Grave.      W.    J.    Adams.      2.017.335 :    Oct    16. 
Marks  formed  In  the  roller  printing  of  textile  fabrics  by 

the  accidental  spreading  of  discharge  agent  beyond  the 

engraved  areas  of  the  printing  roller.  Eliminating.      P. 

Baumann.      2.017.053:    Oct.    15. 
Massaging  apparatus.     S.   Hfiyer.     2.017.400  :  Oct    15. 
Massasrlng    device.      W.    E.    Lembrlght    and    E.    L.    Pope. 

2,017.284  ;  Oct.  15. 
Mat    board.    Apparatus    for    handling.      R.     B.     Hammer. 

2.017,535;  Oct  15. 
Material   for   building  construction.   Waterproof  sheet   H. 

N.  Sandell.     2,017.106;  Oct.  15, 
Material.  Separating  sheet.     H.  L.  Thompson.     2,017.449: 

Oct.  15. 
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of     fragmentary.        8.      Moore. 


Sproxton.      2,017,705 

10K.S.     L.  O.  Abraham, 

1^.017.175;  Oct.   15. 

Apparatus      for.        B. 


W.   H.   Furnesa. 


Giuntini. 
2,017,656;  Oct, 


Swingle  and  J. 

KeUer    and    G, 

T,  Lortg  and  C 

J.  A,  Almquist. 


F. 


Pflffner. 

8«ger 

£.  Moore. 

2.017.428  . 

F.    Johann- 

A.  F. 


MattrlalH.      I*l8r  illation 

-'.017.442;    Oct.     15. 
Materials     for     pro<lucing     or     detecting    polariied     light. 

Manutacture    of.      K     Sproxton.      2,017.705 ;    Oct.    16. 
Me>a8urement  of  return  lo«.«i.     L.  G.  Abraham.  D.  Mitchell 

and   R.   S.   Hawkins. 
Measuring      the      foot, 

J,017,si3;    Oct.    15. 
Mechanical   movement. 

15. 
Medicinal    compound       W.   W. 

2.017,OSO  ;    Oct.     15. 
Metal     article.     Duplex.       F. 

2,017,757;    Oct.    15. 
Mfeial.   Processniif  nheet.      E. 

2.017,403  ;  Oct.  L"). 
Meial  aurfaces,  I'rotectlon  of. 

Oct.  15. 
Metals,    Difltillation   of   readily    volatllixable 

sen.     2,017,401  ;  Oct.   15. 
Mi'tallic  sheets.  Device  for  cleaning  and  polishing 

Warden.      2,017,381  ;   Oct.   15. 
-Metallurgical  furnace.     I'.  B.  Tonnar.     2,017,480;  Oct.  15. 
.Metallurgical    process  and   apparatus.      F.    W.   Traphagen. 

2.017. .J30  ;    Oct.    15. 
Meter  :    8«e- — 

Fluid    meter.  Integrating  meter 

.MiiTophone.      Double     reflector     type.       O.      B. 

2.017,122:    Oct.    15. 
Micro  projector      R.   P.  Porter.     2.017.292;  Oct, 
Mill  :    *'ef-— 

Tube   rolling   mill 
Mill    mandrel    nar. 

Olson.       2.017..'?89 
.Mill    .setting.    Roll. 
Mining    machine. 
Mirror,    Stand 
Mixer  :    See — - 

Truck    concn*te  mixer. 
-Molding.      R.    C.   Schemmel.      2,017. .'J77  ;   Oct, 
Molding,    .\pparatus   for   plastic.      S.    Marcus. 

Oct.  15. 
Molds.     Apparatus     for 

2.017,423;    Oct.    15. 
-Molybdenum,   Recovery  of.      1 

2  017,557;    Oct.    15. 
M^>u    wringing    attachment. 

0<t     15. 
-Motor  :  Her — 

Klectrlc    motor. 
Mounting     brake     cylinder. 

<»ct.    lo. 
-Mounting  for  plates.     W.  La 
.Mniintin?    for    variable    pitch 
H.  C.  Meon.     2,017, 50o;  Oct, 
guard  cro.sa  bar.      B. 
15- 
,   Power  operated.      H. 


Hanson. 
15. 

J-    V.    Maxarle.  and   O.   F. 


W.    Bark, 

;    Oct.    15. 

L.    S.   Dahl.      2.017,040: 
\V.    W,    Sloane.      2,017,573 
A.    J.    Re.      2.017.472  ;    Oct. 


cleaning     tire. 


:.   Winkler  and 
B.    L.    Farrln. 


Synchronous 
S.     G.     Down. 


Oct.    15. 
;   Oct.    15. 
15. 


15. 
2,017.216; 

L.     Walker. 

W,   Kroenig. 
2,017.146  ; 


motor. 

2.017,688  ; 


Mower 

.Qct. 

MoWer 

15. 

Mbwlnir    machine 
Multiple  fuse  plut; 


Hodny,     2.017.627;  Oct.  15. 
propellers,    Propeller   blade. 
15. 
J.  H.   Liebetraa.     2.017,466: 

W.  Solens.     2,017.624  ;  Oct. 


R    M.    IxKke.      2.017,347  :    Oct.    16. 
J.  B.  (iiowackl.     2.017.489  ;  Oct.   15. 


Musical    instrument.    Electrical.      N.    Langer.      2.017.642  ; 

Oct.    15. 
Neckties,  Device  for  ironing.     A.  Stoffel.     2,017,478  ;  Oct. 

15. 
Needle   or   tufting   device.      R.   C.   Lang.      2,017,100;    Oct. 

15. 
Nozzle,  Spray-     L-  R    I.oomia.     2.017.467;  Oct.  15. 
Nut.     J.   B,  Glowackl.     2,017.493  ;  Oct.  15. 
Nut   assembly,    <"iamping.      P.  U.   Winchester.      2,017.114; 

Oct.    15. 
Nut.    Crimp.      T.     M.    Post.      2,017.421  ;    Oct.    15. 
Oil    burner.      J     J.    JnrKensen.      2,017.697  :    Oct.    15. 
Oil    burner,      T     H     -McCauley.      2,017.418  :    Oct.    15. 
Oil    burning    steam    N^>ller.       P.    P.    Monflls.      2,017.157; 

Oct.    1.1. 
Oil,  Colored  lubricating.     F.  8.  Clulow.     2.017,629:  Oct.  16. 
Oil  distillation.  Mineral.     J.  K.   Schulxe.     2.017.820;  Oct. 

15. 
Oil   Alter  base      C.   B.    .Tahnke.     2.017.756;  Oct,    15 
Oil,       Polymerizing      china  wood.         L.      J.       RelKmsteln. 

2.017.164;  Oct.    15. 
Oil  pump.     \.  W.  F.  Manzel  and  W.  C.  H.  Pfell.     2,017.165  ; 

Oct    l". 
Oiia,  Emulsified  wood.     L.  J.   Flgg.  Jr.     2,017.147  ;  Oct.  16. 
Oils.   Refining  lubricating.     W,  H.  Bahlke.     2,017,432;  Oct. 

15. 
1-phenyl  .'Vmethyl  pvrazolone-5     ami      related     compounds. 

Preparation  of.      F.    Johnston.     2,017,815;  Oct.   15. 
Opener.   Can       H.  Cave.     2.017.829;  Oct.  16- 
Op'ner.  Ovster.      F.   W     Mittel.      2,017,370;  Oct.  15. 
Opera  pump  holding  ra(k.     F.  A.  LaMort.     2.017,413  ;  Oct. 

15. 

brakes  and  the  like.     W.   L.  Avery. 


for 


Operarlnjf  means 

2  017.03.')  :  0<t.  1.' 
Optical    svwtem     for 

Walde.  2.017, 19<) 
Orchard  heater.  H 
Ores.  Reducing'  and 

Ort    15. 
DsdUatlohs,    Apparatus    'or    ge-neratlnir    or    receiving 

chanlcnl       W    Hahnenxann    ■  2  0l7.fi95:   Oct.   15. 
Oscinator.    Polyphase,      B.    D.   Bedford.      2.017.7.08 ; 

16. 


natural    color    cinematography.      M 
;  Oct.   15. 

H    t'hrlstensen 
(frarttuK-      (i.  C 


2.017.275;   Oct.   15. 
.  Keet.     2.017.598  ; 


me- 


Oct. 


tool.     W.  L.  Church, 
shafts.     V.  A.  Bary. 


2.017,434 
2,017.616 


2.01T,761  :  Oct.  15. 
Neumann.     2,017.724; 


Oct. 
Oct. 

Oct. 


Kless,   A.    Knodel,    and    R. 
V.      G.     Granholm. 
e.      E.      Koenig. 


J.   A 


B«ntx. 
K'jhnke. 


Overheating  of  generators.  Device  for  preventing.     B.   D. 

Vogel,      2.017, 4mj  .  Oot.   15. 
Oxides,  Manufacture  of  metal.     C.  F.  Hauni      2.017,150; 

Oct.  15. 
Package  for   cameras.  Light  tight  film.     J.    H.  8.   Parker. 

2.017,160;  Oct.  15. 
Package   for  sheet    material.      B.   H.  Walter.     2,017.380; 

Oct.  15- 
Packer  and  setting 

15. 
Packing  for  rotary 

15. 
Pad :    See — 

Stamp    pad. 
Pants  hanger.     M.  ■.  LfOnard. 
Paper  box,   Self-locklBt.     T.  I.. 

15. 
Paper,    Gutting    wetw    of.      K. 

Klaus.     2.01  (.1H4;  Oct.  15. 
Paper     holder.      Rocking     blotting. 

2017,045  ;  Oct.  15. 
Partition       aitsembly,      Knock-dowr 

2.017,212  ;  Oct.  16. 
Pen,  Fountain      .M.  G.  Sypher.     2,017,109;  Oct.  16. 
Pen,   Fountain      H.   J.    Ipton.     2.017. 1K> ;  Oct.   15. 
P«ncll.  Mechanical      ('.  R  Wehn.      2,017.565;  Oct.  15. 
Percentage    of    water    in    wood,    textiles,    and    other    buI>- 
Ktances    l>etermlnatlon  of  the.     P.  Rother  and  G,  Grau. 
2.017,3.6;  Oc^  15. 
Perforating    machine.      J.    R.    Anderson   and    B.    G.    Biz. 

2,017.196;  Oct.  15. 
Petroleum   pro<luct8,    Refining  of  cracked.      D.  R.    Stevens 

and  W.  A.  Gru.se.     2,017.610;  Oct.  13. 
Pharmaceutical    package.      C.   0.    Hllgenberg.      2,017.800; 

Oct.  15. 
Phosphatlc    materials,    Produclnff.      O.    H.    MK'oy,    D.    M 

WrUht  and  J.   P    Hall.     2.017^468;  Oct.  16. 
Photographic  developer.      H.  D.   Rusaell.     2,017.167;  Oct. 

16. 
Photographic  developer.     H.  SchUltes.     2,017.296;  Oct.  16. 
Pickling  solutions.  Recovering  waste.     N.  B.  Smith,  B.  M 

Berry   and    II.    T.    Knerr.      2,017,773 ;   Oct.    15. 
Picture   apparatus.    Intermittent    feed    for  motion. 

Brlggs.     2.017.117;  Oct.  15. 
Pill  box.     E.  G.  De  Valera.     2,017,685;  Oct.  15. 
Pin  :    See — 

Safety-pin. 
Pin    setter   for   bowling  alleys.   Automatic.      A.   R. 

2,017,143;  Oct.  15. 
Pipe  coupling  for  scaffolds  and  the  like.     J.   F, 

2,017,626;  Oct.   15. 
inpe    painting   machine.      G.    Dougherty.      2,017,042;   Oct. 

15, 
Pine    testing    machine       J,    J.    Boax    and    J,    A.    Miller. 

2,017,393  ;  Oct.  15. 
Pipes  and  tubes.  Method  and  apparatus  for  manufacturing 

seamless.      B.    Hannlster.      2,017.388;    Oct.    15. 
Piston  construction.     V.  R.  Johnson.     2.017,662  ;  Oct.  16. 
Platen    for    Internal    combustion    motors.       B.    C.    Long 

2,017.630;  Oct.  15. 
Ilston,      Internal      combustion      engine.        B.      C      Long. 

2.017..'?48;  Oct.  15. 
Piston  spreader.     C.  E.  Johnson.     2.017.812;  Oct.  16. 
Plant    container.     L.   H.   Elmer.     2.017.408 ;  Oct.   16. 
Plastic  comiwsltlon.      W.  A.   Laxler.      2,017,070;   Oct.    13. 
Plate.  He<l  protecting.     B.  CareUl.     2,017,038;  Oct.  15. 
Plus  :   Se« — 

Multiple  fuse  plug. 
Pocket.  Pencil  and  pen,     A.  M.  Sliafer.     2,017.476:  Oct.  15. 
Pop  corn  vending  machine.     W.  A.  Priest.     2.017.293;  Oct 

15. 
Poppet  valve.     O.  B    Rich.     2.017,294  ;  Oct.  16. 
Pot  cleaner.     E,   S    Bradford.  Jr.     2.017,231  ;  Oct,  16. 
Powdering  machine      F.  T.  Power*.     2.017.510 :  Oct.  16.^ 
Power  transmissioa.  Fluid.     B.  B.  Schkty.    2.017,167  ;  Oct. 

15. 
Preparation   of  mixtures   of  hydrochloric,   sulphuric   aud 
sulphurous  acids.      A.    I.   Vlrtanen.      2,017.614;  Oct.   16. 
Press  :   See — 
Cold    press. 
Pressure  actuated  valve. 

15. 
Pretwure  gauge,     V,  Ey. 
Print    offset.    Apparatus 

2.017, 2.'»7  ;  Oct.  15. 
Prints.    Method    and    means 

2.017.200:  Oct,    15 
Printing.      W.   K    MUler.     2.017,631  ;  Oct.   15. 
Printing  press.      I    .\    Wray.     2.017.198;  Oct.  15. 
Printing    telegraph    system.      A.    O.    Eilund.      2.017.091  ; 

Oct.  15. 
Processing   apparatus    for  fll>er    cakes.      H.    8.   Drum   and 

W.  C.  Dodson      2.017.890:  Oct.  15. 
Projector.  Construction.     B.  P.  Knox.     2.017,508;  Oct.  16. 
Protector  :    See — 
Candle   protector. 
Foot    protector. 
Protector  for  bottom  portions 
erles.     E    Dewey.     2,017.181 
Pulsator  for  milking  machines. 

Oct.  15. 
Pump  :    See — 

Oil  pump. 
Pump.     M.  D.  Alsensteln.     2.017.826 


Printing    press. 
K.  Sorenseh.     2.017.297:  Oct. 


2,017,435  ;  Oct.  15. 
for    preventing.      T. 


for   mounting. 


P.    Plnder. 
C.    B.    Beclc. 


Qannent   protector. 

door  drap- 


and 


of  window 

Oct.  16. 
F.  O.  Hodsdon 


2.017.754; 


1'! 


Oct.  15. 


A.    J. 


M.    Slnnett.     2.017,616 ; 


2.017,085 
circuit. 


;  Oct. 
W. 


13. 
C. 


Hill. 


Pump  fitting.     P.  8.  Morgan.     2,017.350;  Oct.  15. 
l^ump  Jack.     R.  E.  Slader.     2.017.169;  Oct.  15. 
Pumping   and    metering   system    for    tank    trucks. 

Granberg      2.017,346 ;  Oct.  16.  om-im-i 

Pumping  apparatus.  Oil  well.    D.  M.  Hammett.    2,01 «, 094, 

Oct.  15. 
Rack  :  See — 

Opera  pump  holding  rack. 
Radio    phonograph    system.     C 

Oct,  15. 
Uadiore*  elver.      R.  P    Wuerfel. 
Radio       tranHmittLng-receiving 

2.017.458;  Oct.   16.  ,,    „    ^,„  . 

Rail  Joint.     J.  K.  Boyd  and  F.  F,  bllck. 

Rallwav      car      type      container.      J. 

2.0ll565:  Oct.  16.  „«,,,„, 

Rake,  Hay.      A.  C.  Llndgren       2.017.721 
Raxor    and    container    therefor.    Safety. 

2  017  741  ■  Oct    15 
Raior  blade  "holder.  '  F.  C.  Thesslng.     2,017.369;  Oct.  15 
Receptacle  :    See — 

Rj;jp^a'iirT*5^'Mandalian.     2.017.602:.,  Oct.   15 
Receptacle  handle.     J.J.Bacon.     2.017.782  ;  Oct.  15 
Reieptades.    .\pparatus   for  corrugating    sheet    metal.     J 

Stlinlt.  and  G.  D    Boyer.      2.017  574  ;   Oct    15 
Record  display  device,      E.  T.  Mottram.     2,017,633 

Rtitifler  supply  system.     A.  Hund.     2,017,658 :  Oct.  16 


2,017,395;  Oct. 

'.      McWilliams. 

Oct.  16. 

W.    Wallenthin. 


Oct. 


'l^eT 


M. 


Refractory  "  Vired    siliceous  tribarium    alumlnate.     J. 
M?Kln'ev   and    W.   K.   Carter,     2,017,728 ;   Oct     15. 
Refrigerateil    container.     C.    L.    Lohner.     2,01  •,504. 

Refrigerating    apparatus.     H.    B.    Hull.     2,017,152; 

15 
Refrigerating  apparntils.     8.  A.  Llmpert.     2,017,215 

1^  \ 

Refrigerating    maxhlne\  with    heat    recovery.    Absorption. 

W.  B.  Normelll.     2.0^7.471  ;  Oct.  15. 

Refrigeratlne  structure.V  E.  A.  Sweeley  and  N.  T.  Ander- 
son.    2.(117.172;  Oct    15  oniTo«» 

Refrigeration   npp«ratU8.\    R.    K.   Nelson.     2.017.28K 


Oct. 
Oct. 
Oct. 


Oct. 


15. 

Refrigerator. 
Register.  J. 
Register.      H. 


C 
H 

S. 


.  E.  L. 

Bnlley 
Covell 


Llpman.      2.017.286:   Oct.  13. 
.      2.017,680;   Oct.   15. 
2,017,306;  Oct.  15 


S. 


Hart  and 
Schmitt. 


device.      J.      W. 


G.  11.  Xouck 


Logan,     Jr. 
.    2.017.086; 


for  forming 
15. 
2.017,632 


Oct. 


L.  Lehner.     2.017.599  ;  Oct.  15. 


Leveling 
lubricating. 


rod. 
W. 


W.     Moore. 


2.017.398; 
R,   Minor, 


Regulating  device  for  force<l  air  registers 

J.   (urlHon.      2.017,407;  Oct.   15. 
Regulatiii'r      device      for      pulsators.      J. 

2,017  807  ;  Oct.  15. 
Regulator  :    See — 

Wlndo>v  regulator. 
Retardation      controlling 

2.017.667  ;  Oct.  15. 
Reverse  gear.  Locomotive  power. 

Oct.    16. 
Ring  :  See — 

Hplnning    ring.  ,     .     ,         . 

Rivets  and    the   like.   Method   and  apparatus 

tubular.     R   J.  Freter      2  017,796  ;  Oct 
Road  surfacing  material.     J.  E.  Moody. 

16. 
Rocking  chair.  Foldable. 
Rod  :    See— 

Fishing   rod. 
Rod      line      guide,      Self 

9  Ol7  S'2'>  •    Ort     15 

Rope  Sheave.      H.  B.  Greening.     2.017,149  :  Oct  15 
Rotarv    machine   having    improved   oil   circulation   means. 

D.  M.  Smith.     2,017,260;  Oct.  15. 
Rubber.   Mnnufacttlre  of  porous.     M.  Faldinl. 

Oct    15.  .      ,         ,  ..V     .  #      ti 

Rubber    to   metal.    S^ecuring   adhesion    of.     H 

RubSJr  Vulca^nUaUon  of.     H.  R.  Thles.     2,017.808  ;  Oct 

Safetv    hook      W     F.    Bleecker.      2.017..'>81  :   Oct     16. 
Safety-pin       A.   T.   Campbell.     2.017.651;    Oct.    16. 
Salt    and    the    1»k#.    Dehydrating    Glaubers.     C.    H 
Cottee.     2.017.586:  Oct.  15 

Sanitary    appliances   ««<'h   ««''«« J*  i"*2'"4-    r^*rn„jSn«T' 
baths,    and    the   like.     C,    Mallet   and   H.   L.   Cougtoux. 

SanltlJy'belt^'i:  m!  Hower      2  017  499;  Oct    15. 
Sash  holder      J    N.  Vlkre.^  2.017.299  ;  Oct.  15 
Scanning  apparatus.      FOra.vv     2.017.092  :  Oct    15 
Screen  stenciling  art      W    C.  Wilson.     2,017.676;  Oct.  16. 
Screw       J    Soberer      2,017,5.'>0 ;  Oct.  15. 
Seal  and  measure  for  collanslble  tubes.  Auxiliary.     W.  A. 
Mulford.     2.017,254  ;  Oct.  15.  «»«„„», 

Sealing    device    for    centrifugal    pumps.     A.    L.    McHngh. 

2.017.544;  Oct.  15.  ,       ^    «t    «  „  oni-TRfl- 

8ealln_'  machine  and  method.     G.  W.  Mullen.     2,01<.766. 

Seatlne  ai>utment  for  container  carriers.     G.  H.  Llebegott. 

Securing  mem»>ers  for  self-supporting  structural  building 

units      G     F.  Kotrl.aty.     2.017.441  ;  Oct.   15, 
Seed    dispensing    device    for  planters      G.    M.    Krlegbaum 

and  C    C    Haas.      2.017.759;  Oct.  15.  ,    «      ir 

Service    observation     system.      L.     H.     Allen     and     K.     F. 

Massoneau.      2.017.644  ;  Oct.  16. 
Sewing  machines.  Trlmmlnr  mechanism  for.     J.  M.  «ash- 

\)urn.     2.017.382  ;  Oct.  15. 


F. 


mechanism.      C.       Wheeler. 


V.     H.     Harbert 


Shade       roller       operating 
2.017.484  ;  Oct.  15. 

Shaft     and     ratchet     locking     means. 

2.017.123;  Oct.  16.  „^,  on,-«no. 

Shafts.  Balancing  of  tubular.  W.  E.  Sparrow.  2.01 «, 609  , 
Oct.  16. 

Shears,  Rotary.     F.  E.  Kling.     2,017.866 ;  Oct.  15. 

Sheet  handling  arrangement  In  stitching  machines.  Auto- 
matic. O.  Kleinschmit  and  O.  MOller.  2,017,282 ;  Oct. 
15 

Sheet  handling  machine.     P.  R.  Whelan.     2,017,191 ;  Oct. 

Sheet   material   on   a   flat  support   for  printing   or  other 

purposes.  Method  of  and  apparatus  "for  mounting,     J.  8. 

Wheelwright  and  G.  H.   Abell.     2.017.706  ;  Oct.  15. 
Sheet  piler.     J.  E.  Graf  and  W.  A.  Marshall.     2,017.044; 

Oct.  15.  ,  ;-■-. 

Shoe  cover.     R.  L.  Moehllng.     2,017,507  ;  Oct.  16. 
Shoes.  Heeling.      F.  B.  Dopp.     2,017,234;  Oct.  15. 
Shower  bath  attachment.     P.  Brown      2,017.396  ;  Oct.  15. 
Sifting  and  directing  device  for  flexible  containers.     J.  V. 

Pldgeon.     2,017.256;  Oct.  15. 
Sign  :   See- 
Advertising    sign.  Street   reflector  sign. 
Signal :   See — 

Vehicle    direction    slinal.  »      ,» 

Signal    systems.    Apparatus    for   testing   railroad.     A.    D. 

Whamond.     2.017,424;   Oct.   16.  ^  ^^„ 

Signaling  system,  Electric.    R.  W.  Richardson.    2,017,108 ; 

Oct.  15. 
Slcnaling    system.    Railway.     H.    S.    Young.     2.017,452; 

X)ct.  15. 
Siren.      H.  Rlccl.     2,017.132 ;  Oct.  15.  '_      • 

Skiving  machine.     G.  Hazelton,  C.  H.  James,  and  W.  f. 

Bacon.     2.017,151  ;  Oct.  16. 
Slat     for     Venetian     blinds.     G.     W.     Klrsch.     2.017,210: 

Oct.  15.  w  ^  ► 

Slicer.  Beet.     J.  Wolflnger.     2,017,559  ;  Oct.  15. 
Slicer.  Vegetable      E.  H.  Taylor.     2,017.822;  Oct.  1^. 
Slide  fastener.     J.  Levy.     2,017,698  ;  Oct.  15. 
Slime  table.     C.  B.  Ulrich.     2,017,740:  Oct.   15 
Sllpper-napkln    for  drinking   recepthcles.      A.    S.    Sanderfe. 

2.017,168  ;  Oct.  15. 
81ub  catcher  for  beam  warpers.     C.  H.  Moody.     2,017,349  ; 

Oct.  15.  ^  . 

Smoke  regulator  for  pipe  stems,  cigarettes,   and/or  cigar 

holders  and  the  like.    J.  H.  Murphy.    2,017,351  ;<fct.  15. 

Sodium  lumlnair.     C.  A.  B.  Halvorsan.    2.017.71^;  Oct.  15. 

Solvents  from  plastic  colloids.   Removing.     H.  P.  Basaett. 

2,017.177  ;  Oct.  15.  ,,    „  . 

Solvents,  Manufacture  of.     J.  M.  Sherman  and  ^.  M.  Erb. 

2,017.572;  Oct.  15.  \.^  -..>  « 

Sound  attenuating  device.     R.  B.  Bcurhe.     2,0l7,744-«; 

Sound   reproducing  s.vstem.     E.    W.   Kellogg.     2,017,153; 

Oct     15 
Sowing  device.     F.  Blackney.     2.017,304;  Oct.  15. 
Space  heater.     H.  L.  Flnlev.     2,017.'238  ;  Oct.  15. 
Spark  arrester.     C.  F.  Russell.     2,017,732  ;  Oct,  15. 
Spark     plug     with     supported     gap.       A.     E.     Anderson. 

2,017.364  ;  Oct.  15.  ^  ,      „  u.  .,    « 

Speed    mechanism.    Hydraulic   change.      L.   Robin   and   M. 

Van  Roggen.     2,01'f,375  :  Oct.  15. 
Spindle  construcUon.     J.  W.  Parkct.     2.017^90;  Oct.  15. 
Spindle  unit  for  multiple  spiudle  machines.    R    A.  CarUon. 

2.017.527  ;  Oct.  15.  ,  .  ^    ^       ', 

Spinning  and  twisting  frame.  Double  action.     W.  Cox  and 

(;.  W.  Pearson.     2,017.307  ;  Oct.  15,  „.    ^,  ,     ^      , 

Spinning.  Method  of  and   apparatus  for,     \\ .  Whitehead. 

SpTrining  or' twisting  device.     G.  H.  GlUigan.     2,017,620; 

Spinning   ring.    Free   running.      G.    Kuwada.      2,017,513 ; 

Oct    15 
Spirits.    Apparatus    for    aging    alcoholic.      L.    L.    Drew. 

2,017.2.^5;  Oct.  15.  „    „    ,,.  „«.-«,- 

Sponge  rubber.  Manufacturing.     H.  B.  Minor.     2.017,21*  ; 

Oct.  16. 
Spring  :   See — 

Stabi'llzrng"appara"tu8.     N.   Mlnorsky.     2,017.072 ;  Oct.  15. 
Stamp  pad.     W.  K    Munson.     2,017.508  ;  Oct.  15. 
Starter;  Engine.     R.  P.  I^nsing.     2.017.464;  Oct.  15. 
Starter.  Engine.     F.  H.  Prescott.     2.01., 0.4  ;  Oct.   15. 
Statlonerv     guiding     Instrumentality.       M.     N.     Smalley. 

2,017.636;  Oct.   15. 
Steam   heating  plant.  Electric.     J.  Grosseth.     2.017,831; 

Oct    15 
Steel."    Manufacture     of     sheet.        A.     T.      Relchenbach. 

Steel    w-eldlng    method.      C.    L.    Delachaux.      2,017,788; 

Oct     15 
Steering   system    lock.      8.    Greenb«rg   and   W.   J,    Tyler. 

*'  017  494  •   Oct    15 
Stirring  wh^l.     M.  M.  Burgess.     2.017.681  ;  Oct    15. 
Stencil  printing  and  flocking  machine.     H.  D.  Howe  and 

S.  T.  Lyon.     2.017.459;   Oct.  15.  ^_^    ,^ 

Stop.  Vehicle.     8.  J.  Blake.     2.017.392:  Oct    16. 
Street  reflector  sign.     C.  dl  Guistln.     2,01  .,61.  ;  Oct    15. 
Strip  for  sporting  goods  and  making  the  same,  Laminated. 

J    A    Ulllerlch.     2.017.060;  Oct.  15.  ^  .    1, 

Stropper,  Raror  blade.     N.  Mercer.     2.017  320 :  Oct^  15. 
Stmt  fairing  bracket,     C.  E.  Hathorn      2  017,207  :  Oct    15. 
Stylus  for  making  sound  records.     W.  Hesse.     2,017,6»o, 

Oct.  15. 


XXXVl 


LIST  OF  INVENTIONS 


Solpbide    and    preparing    the    same,    lodated    hydroxy    di- 

phenyl.      T.    B.   Johnson.      2,017,208;   Oct.    15. 
Support  :  See — 

Book    support.  Web  roll  support. 

Towel    book    support. 
Soppoaltory  holder.     B.  Ackerman.     2.017.33  4;  Oct.  15. 
Sunrlcal  dressings,  Packagrlng.     A.  A.  Rohlflng.    2.017,819  ; 

Oct.  15. 
Swimming  device.     0.  Komadlna.     2,017,463  ;  Oct.   15. 
Switch  :    See— 

Centrifugal  switch. 
Switch.     C    B.  Bryant.     2.017.179  ;  Oct.  15. 
Switch  adapter  for  hand  telephone  sets.  Hook.     A.  C.  Reid. 

2.017,258:  Oct.  15. 
Switch-board  constrtictlon.     W.  Wurdack,  Jr.     2,017,743  ; 

Oct.   15. 
Switch    controlling    means.    Railway.      H.    C.     Odenkirk 

2,017,769  ;  Oct.  15. 
Switch  device.     H.  Q.  Breitenstein,     2.017.274  ;  Oct.  15. 
Synchronous  motor.     0.  Jaiiren.     2,017.624;  Oct.  15. 
Synchronous  motor.     L    Michaeli.s.     2,017,700;  Oct.  15. 
Syringe — air-operated.  Hypodermic.     A.  E.  Ericson  and  Q. 

C.   Zeldler.      2,017,276  ;   Oct.   15. 
Table  :  See — 

Draw   table.  Slime   table. 

Extension    table. 
Table.     E.  W.  North.     2,017.289;  Oct.  15. 
Table  skittle  alley.     H.  Freytag.     2.017.796  ;  Oct.  15. 
Table    structure.     Portable.       E.     Verstraete.      2,017,223; 

Oct.  15. 
'Tanks,  Method  and  apparatus  for  beating  Kalvanlxing.     R. 

A.    Beverley.      2,017,229 ;    Oct.    15. 
Tap.  Beer.     E.  Q.  Steffen.     2,017.187  ;  Oct.  15. 
Tape  for  curtains  and  the  like.  Heading.     G.  F.  French. 

2.017,618;  Oct.   15. 
Taping  machine.     C.  A.  Olsen.     2,017,727  ;  Oct.  15. 
Telegraphic  priutLug  control  method  and  aoparatus.     J.  J. 

Ackell  and  H.  iTTaulding.     2.017,087  ;  Oct.  15. 
Telescopic  sight  for  guns.     J.  C.  Karnes.     2.017.066  ;  Oct. 

15. 
Television  system.     M.  A.  Trainer.     2.017.136;   Oct.  15. 
Temperature    relief    valve.      J.    H.    Meagher.      2,017,668  ; 

Oct.  15. 
Tempering     and     heating     system. 

2,017.194  ;  Oct.  15. 
Textile   and   ot^er   materials.   Treatment   of. 

and  E>.   W.  Kirk.     2.017,119;   Oct.   15. 
Theophylline  compounds.  Making  readily  soluble  complex. 

P.  R.  OrQter.     2.017.279:    Oct.   15. 
Thermostatic  structure.     R.  E.  Newell.     2,017,725  ;  Oct  15. 
Thread,    Preparation    of   moisture   resistant.      C.    J.    Stand 

and  R.  H.  Van  Dyke.     2.017.171  ;  Oct.  15. 
Threading  machine.      S.  W.  Mathlas.     2.017.764;  Oct.  15. 
Ticker  tape  controlling  means.     J.  W.  Decker.     2.017,655  ; 

Oct.  15. 
Tie  fastener.     H.  L.  Walte.     2.017.379  ;  Oct.  16. 
Tile  for  Joist  and  tile  construction  for  floors  and  the  like. 

H.  F.  Fre*se.     2.017.241  ;  Oct.  15. 
Tiles  and   the  like.   Handling   frangible.     W.  Pursell   and 

E.  C.  Gaertner.     2.017.571  ;  Oct.  15. 
Tire  and   indicator.  Multiple  tube.      S.   Llbo.     2,017,214; 

Oct.  15. 
Tire.  Cellular  cushion.     J.  Brunswick.     2,017.649  ;  Oc*,  15. 
Tire    inflating    arrangement.       .V.    C    Mos-ser    and    J.    F. 

Methard.     2.017.158:  Oct.    15 
Tissue.   Photographic    dry    mounting.      A.   W.   M.   Dickins 

and  N.  8    Kocher.     2.017,144  :  Oct.  15. 
Toilet     articles.      Means      pertaining      to.      O.      Kaparin. 

2,017.538  ;  Oct.  15. 
Tool  :    See — 

Can    closing   tool.  Parker  and  setting  tool. 

Cutting  tool. 
Tool.     C    O    Carlson      2.017,039  :  Oct.  15 
Tool  attachment.     H.   M.   Hodge.     2.017.247  ;   Oct.   15. 
Tool   for  air-metkod  cleaning  systems.  Floor      D.  B.   Rep 

logle  and   H.   B-   Queen.      2.017.770;   Oct.    15. 
Tool  grinding  machine.     P   T.  Lennon.    2.017  465;  Oct.  15. 
Tool   holder.      E.   A.   Zempel.      2.017.332:   Oct.    15. 
Toothbrush.     F.  M.  Jahn.      2.017.660;  Oct.    15. 
Torch.       F.    W.    Tunke.      2,017.454  :    Oct.    15. 
Towpl   book   support.      A.    I.    Hondevllle,      2.017.248 ;   Oct. 

15. 
Toy  airplane  projector  gun.     M.  Vldo      2.017.778;  Oct,  15 
Tov    and    exerciser.    Vehicular.    R.    Laborda.      2,017,213  ; 

Oct.   15. 
Tiack  adjustment  for  track  trpp  tractors.      N 

grau   and   W.   C.    Rosenthal       2.017.729:   Oct. 
Track      circuit      apparatus,      Railway.      B.      E. 


D.     Zimmerman. 


G     H.   Ellis 


2.017.546;  0«t.   15 
Tractor    harvester    thresher 

Oct.   15 
Train  control  apparatu.s.     B.  8. 
Tranfmlaslon.       R.     Lapsley. 
Trap  :  see — 

Drain    trap. 
Truck  concrete  mixer.     G.  Jaeger.     2.017.064  ;  Oct 
Tub  bracket.     B.   W.   Gark.     2.011,710:  Oct.   15. 
Tube  :  See — 

Cond«Dter  ttibe. 
Tub*  for  TsntlM  tlrM.    H.  A.  BrlttalQ.    2.017,088 

10. 


O    Panze- 

15 

O'Hagno. 


B.    M.    Hyman.    2,017,755; 

Cook.     2.017.682  :  Oct.  15. 
2.01T,101  ;    Oct.     15. 


13. 


Oct, 


Waterman.      2.017,380 


Tube    rolling   mill.      O.    F.    Olson.    2,017,374;    Oct.    15. 
Tube  sto<k.  Manipulating.   H.   E.  Rlggs  and   E.  D.  George. 

2.017. MOrt  ;  Oct.  15. 
Tubes,    Method    and    apparatus    for    welding.      H.    Baser. 

2,017.397  :  Oct.  15. 
Tubes.    Sinking    welded.      F.    W. 

Oct.    15. 

Tubing   head.      E.    J.    Roach.      2.017,219 ;    Oct.    15. 
Tufting  mechanism.      H    J.  Schomer      2.017,326  ;  Oct.  15 
Turntable,     Electric.       L.     I'aulero    and    A.     M.     Paulero 

2,017,420:  Oct.   15. 
Typewriting  machine.      J.    A.   B.   Smith.     2,017,135 ;  Oct 

15. 
Umbrella.     H.   Goldman.  2.017.753;   Oct.   18. 
Urea  «ynthesl.«.      H.   W.  de  Ropp  and  H.  C.  Hetherlngtou 

2.017.588;  Oct.  18. 

H.  A.  Wilson.     2,017,084  ;  Oct.  15. 


loppet   valve. 
Pressure    actuated    valve. 
Temperature    relief    valve. 
W.  Doty.     2,017.272  ;  Oct. 


.  C.  Wade.     2.017,824 
tools.    Distributing. 


Vacuum  theimocouple 
\  alvf      See — 

ttliixl   (iff   valve. 

Hrake  valve. 

Light   valve. 
Valve.     D.  T.   Barnett  and  M 

15. 
Valve  construction.     A 
Valve    for    pnf'umatic 

2.017.287  :  Oct.  15. 
Valve    operating     mechanlnm. 

Oct.   15. 
Valve  port  sealing  device.     J.  A 

rooth.     2.017.196-7  ;  Oct.  15. 
Valve  seat  construction   for  engines  and 

Larkin.     2,017,154  ;   Oct.   15. 
Vaporiser       L.    A.   Headen.     2,017,497;   Oct.   15 
Vault    Burial.     H.  O.  Helfensteln      2,017,623 
device.      K.    A.    Bralnard. 


Oct.  18. 
Q.    M.    Nell. 


L. 


Magney.       2,017,317 ; 

Anglada  and  A.  H.  Asp- 

the  like.     B.  T 


Oct.  15. 
2.017,749 


signal.      R.     K.    Gillespie.       2.017,798 


Vehicle    blocking 

Oct.   15. 
Vehicle    direction 

Oct.  15 

Vehicle.    FkxKde       F.    A.    Hoffman       2.017.596:    Oct.    18 
Vehicle   wheel.      \V     L     Avery       2.017.034  ;    Oct.    15. 
Velocity    comparing    ^ystem    for    film    driving    apparatus 

C.   A.  Clarke  and   L.   A    Elmer.      2.017.653      ~ 


Vending     machine. 

2.017.078  ;  Oct.  16 
Vending      machine. 

2.017.817  ;  Oct.  15. 
Ventilator  :  See — 

Cowl    ventilator. 
Volume  control  nysttem    II 
Wall  board  and   producing 

R  I>enni 
Wall  board 
Wall  plate  for  furnaces 

Oct.   15. 

Treating  glaaed   ceramic 
15. 

heater.    Hot.      S     Klein 


A.    W.    Schwai)     and     W 
Coin      controlled.       M. 


Oct.   15. 
J.    Norrls. 

n       Perry. 


2.017.587 
loint.     O.  O. 
for  fui 


.017.251 
A. 


Ware 

Oct. 

Water 

Water    treating    apparatus.    Portable 

2.017.456  ;  Oct.   15. 
Wave    transmitting    system.    Ultra-short 

2,017.126;  Oct.  16. 
Web    renewing    mechanism 

Oct.  15. 
Web  roll  support.      F.  Lamatsch. 
Wwding  device.     H.  I.^  Gebhardt. 


I,    Barney    2,017.645;  Oct.   15 
the  name,  Masonrv  faced.     W. 

Oct.   15. 

Walper.     2.017.266;  Oct.  15 

Tulman.  Jr.      2,017.676 ; 


W.   McCoy.      2,017.318 


E.   B 


Oct    ir, 
Gudmundsen. 


P.    H 


H.    N.   Durham 


2.017.068  ; 

2.017.436 


Kroger. 

2.017,848; 


Oct. 

Oct. 


15. 

15 


\  t'hicle     wheel. 
Barnhart    2,017,227 


Oct. 


C.    Sauzedde.      2,017.076 :    Oct.    15. 
for    motor    vehicles.    Individual    front. 
2.017.316;  Oct.  15. 
hoisting     apparatus       A 
15. 


A       Quick. 


Welding  apparatus.  Arc.     S.  C.  0»bome.     2,017,609  ;  Oct. 

15. 
Wheel  :    See — 

Steering  wheel. 
Wheel  guard  structure.     H.   W 

15. 
Wheel    structure. 
Wheel    suspension 

J    VV    l>elghton. 
Win'h      and      like 

2.017.352  .  Oct. 
Window.    G      R.    Carl.    2.017.652;    Oct.    15. 
Window     frame     channel.      B.     L.     Prentice 

Oct.  15. 
Window  glass  runway.      F.   J     Westrope. 

15. 
Window   regulator.      A.  Gudmundsen.   2.017.244  ; 
Windows     or     the     like,     Attachment     for.       E. 

2.017,539;  Oct.  15. 
Wind  T  for  airports.    A.   M.  Wllhelm     2,017,224  ;  Oct. 
Wing.    Wind.      A.    P.    Robinson       2,017.324;    Oct.    15. 
Wire  extinguisher  bracket.     R.   W.   McMuUen.     2.017.319; 

Oct.  16. 
Wood    for    surface    ornamentation.    Treating.      J.    Brown. 

2.017.037  ;  Oct.   15. 
Work-pieces.     Apparatus    for    procepsing    tubnlar    metal, 

B    Banni.ster.     2.017.387  ;  Oct.   15. 
Wrappinir    machine       A     H     Kux       2.017.314  ;    Oct.    16. 
Writing   and    drawing    Instrument.    Combined.      A.    Smith. 

2.017,737  ;  Oct.   1.". 
Yarn.  D-lu8tered  artlflclal  silk      V.  W.  Koster.     2.017,804  : 

Oct.  15. 
Zinciferous    lolutloai,   Traatlof,     J.    Kemp,     8,017,040; 

Oct.  15, 


2.017.611  ; 

2.017,566;  Oct. 

Oct.   15. 
Kaplan. 

16. 


CLASSIFICATION  OF  PATENTS 

ISSUED  OCTOBER  15,  1935 

NOTB. — First  number  — class,  second  number  =  sabcla8«,  third  number  — patent  number 


1— 
2— 


7: 

8: 

74: 

174: 

7: 

43: 

146: 

173: 

109: 

213: 

120: 

17: 

6: 


20: 
0—   21: 

23: 
10—   27: 


M: 
12—  31.5: 


I&- 


16— 

17- 


147: 
120: 
147: 
15«: 
170: 
206: 

00: 

200: 

0: 

45: 


13: 
16: 
42: 

61: 

53; 


54: 
50: 


aO—   4: 

8: 
1«: 
19: 

42: 
40: 
22-  m  1: 
70: 
05: 


23- 


24— 


2&- 


23: 
107: 
110: 
120: 
130: 

150: 

102: 

200: 

207: 

208: 

217: 

230: 

250: 

289: 

3: 

18: 

123: 

140: 

156: 

180; 

238: 

131: 

40: 

e3; 

1: 

47: 

71; 


2.017.512 
2.017,069 
2,017,760 
2,017,328 
Z  017, 801 
%  017,  203 
2.017,300 
Z  017.  710 
2,017,416 
2,017,690 
Z  017,  170 
2,017,300 
Z  017,  053 
Z  017,  no 
Z  017, 120 
Z017,  171 
Z  017,403 
Z  017,  787 
Z  017. 309 
Z0I7.341 
Z  017,  705 
Z  017,  704 
Z  017,  151 
Z  017.  234 
Z017.  146 
Z017.24fl 
Z  017.  770 
Z017.000 
Z017.231 
Z  017,  001 
Z  017.  244 
Z  017.  370 
Z  017. 162 
Z017.  64« 
Z017.  113 
Z  017,  000 
Z  017. 800 
Z  017,  004 
Z  017,  210 
Z  017, 177 
Z  017,  706 
Z  017,  217 
Z  017, 808 
Z  017, 808 
Z  017, 001 
Z  017. 071 
Z  017,  687 
Z  017.  004 
Z  017.  648 
Z  017, 185 
Z  01 7,  578 
Z  017, 041 
Z  017,  554 
Z  017,  543 
Z  017.  652 
Z  017,  337 
Z  017,  304 
Z  017.  384 
Z  017.  385 
Z  017.  567 
Z  017.  828 
Z  017.  501 
Z  017.  773 
Z  017. 150 
Z  017. 014 
Z  017,  770 
Z  017, 083 
Z  017,  640 
Z  017, 440 
Z  017.  658 
R.  10,720 
Z  017,  428 
Z017,  125 
Z  017.  617 
Z  017,  470 
Z  017,  370 
Z  017. 026 
Z  017.  670 
Z  017.  651 
Z  017.  651 
Z  017.  681 
Z  017,  553 
Z  017.  456 
3,017,116 
&  017. 104 
1017,111 
1017.149 


20- 


30— 


31— 

32— 
33— 


34- 


18: 

10: 

84: 

148.2: 

140.  6: 

181: 

3: 
11; 
85: 
97: 
08: 

5: 
01: 
32: 

3; 
27: 
40: 
60: 
74: 
143: 

4: 
24: 
20: 


35— 

36- 


37- 


38: 
30: 
50: 
00: 
30: 
72: 
73: 
8: 
67: 


."»-   14; 

40-   33: 

124.6; 

ISO: 


41  — 
42— 
43— 


45— 

46— 

47— 
40— 
50— 
61— 


53- 
60— 


6»— 
50- 
00— 

01— 
02- 


181: 

35; 

3: 

18: 

40: 

45: 

124: 

0: 

16: 

80: 

40: 

48: 

1: 

87: 

0: 

70: 

26: 

35: 

18: 

05; 

102: 

200: 

241: 

280: 

3: 

4: 

10: 

20: 

25: 

218: 

307: 

367: 

117: 

85: 

63: 

54.0: 

85: 

1: 

0: 

10: 

01.5: 

106.6: 
Ufl: 

Ul; 
175.  8: 
100: 


Z  017, 403 
Z  017, 350 
Z  017.  772 

z  017,  aw 

Z  017, 448 
Z  017, 717 
Z  017.  829 
Z  017.  447 
Z  017.  741 
Z  017.  320 
Z  017.  369 
Z  017.  642 
Z  017,  754 
Z  017,  502 
Z  017. 813 
Z  017.  737 
Z017.002 
Z  017,  000 
Z017.346 
Z  017, 705 
Z  017, 762 
Z  017, 680 
R.  IZTW 
R.  10.726 
Z  017.  280 
Z017,72S 
Z  017,  638 
Z  017. 473 
Z  017, 708 
Z  017,  070 
Z  017.  038 
Z  017,  477 
Z  017, 300 
Z  017. 816 
Z  017.  202 
Z  017.  420 
Z  017.  336 
Z  017. 597 
Z  017, 617 
Z  017.  443 
Z  017. 037 
Z  017.  283 
Z017,  303 
Z  017,  333 
Z  017. 480 
Z  017, 150 
Z  017.  827 
Z  017.  402 
Z  017,  518 
Z  017, 102 
Z  017.  616 
Z  017.  266 
Z  017. 308 
Z  017.  600 
Z017,050 
Z  017,  674 
Z  017.  500 
Z  017. 381 
Z  017. 405 
Z  017, 103 
Z  017. 487 
Z  017,  532 
Z  017, 228 
Z  017,  701 
Z  017.  293 
Z  017.  758 
Z  017. 756 
Z  017.  624 
Z  017.  347 
Z  017, 400 
Z  017.  721 
Z  017.  230 
Z  017,  271 
Z  017.  375 
Z  017, 035 
Z  017,  417 
Z  017,  707 
Z  017, 781 
Z  017. 172 
Z  017, 400 
Z  017.  804 
Z  017,  215 
Z  017,  163 
Z  017,  360 
Z  017, 471 
i  017,  MO 

ioi7,asi 


66— 

00— 


07— 
68— 
60— 
70- 


53: 

63: 

135: 

147: 

153: 

100: 

108: 

23: 

28: 

1: 

14: 


60: 

00: 

91: 

71—   9: 


7»- 


7*- 


74- 


75— 
77— 
78— 
80- 


10: 

64: 

66: 

101: 

115: 

4: 

30: 

31: 

37: 

51: 


55: 

7: 

45: 

63: 

104: 

230.7: 

233: 

24Z  15: 

316: 

364: 


473: 

552: 

673: 

503: 

66: 

24: 

39: 

13: 


82- 
83- 


84  - 
85- 

87- 


61: 
50: 
62: 
14: 
19: 
10: 

73: 

1: 
40; 
47: 

6: 


12: 

88—   14: 
16.4: 

17; 

18.4: 
24: 


41 

47 

57 
61 
74; 
97 


Z  017. 108 
Z  017, 073 
Z  017.  718 
Z  017. 073 
Z  017. 082 
Z  017, 444 
Z  017. 437 
Z  017,  533 
Z  017, 478 
Z  017, 055 
Z  017. 474 
Z  017.  564 
Z  017. 066 
Z  017,  494 
Z  017.  630 
Z  017, 000 
Z  017.  588 
Z017,711 
Z  017.  266 
Z  017, 832 
Z  017, 833 
Z017,241 
Z  017,  675 
Z  017, 441 
Z  017, 183 
Z  017, 267 
Z  017,  435 
Z  017, 825 
Z  017.  376 
Z  017,  303 
Z  017,  425 
Z  017,  224 
Z  017.  566 
Z  017.  168 
Z  017. 666 
Z  017,  317 
Z  017, 140 
Z  017, 201 
Z  017, 720 
Z  017.  577 
Z  017,  776 
Z  017, 777 
Z  017, 101 
Z  017, 661 
Z  017, 609 
Z  017, 174 
R.  10,725 
Z  017, 527 
Z  017,  784 
Z  017. 374 
Z  017, 386 
Z  017, 387 
Z  017. 38$ 
Z  017,389 
Z  017. 378 
Z  017, 040 
Z017,360 
Z  017.  613 
Z  017, 371 
Z  017, 108 
Z  017. 668 
Z017,004 
Z  017. 430 
Z  017,  542 
Z017,421 
Z  017.  550 
Z  017, 327 
Z  017, 668 
Z  017, 164 
Z  017, 653 
Z  017, 100 
Z  017,  576 
Z  017,  203 
Z  017, 580 
Z  017, 117 
Z  017, 292 
Z  017, 503 
Z  017, 683 
Z  017, 634 
Z017,6M 

z  017,  an 

Z  017. 261 
Z  017, 363 
a,  017. 883 
a,  017, 180 

i017, 614 
017,471 


91- 


96: 
26: 
54  5: 
55: 
68: 


92 


03— 


OS- 


OS— 


100- 


103— 


106 


107- 


110- 

111— 
112— 


IIJ- 


70: 

40: 
46: 
49: 
2: 
30: 
49: 
00: 
31: 
44: 
66: 
88: 

2: 

101: 

100: 

114: 

50: 


101—  116: 
129: 
186: 
350: 
307: 
407: 
410: 
420: 
1: 
87: 
106: 
111: 
120: 
234: 

104—  93: 

105—  234: 
366: 


369: 

409: 

9: 

31: 

37: 

9: 

12: 

5: 

18: 

33: 

36; 

122: 

67: 

21: 

79: 

126: 

15: 

18: 

80: 

120: 

121: 

114—  125: 

117—  26.5: 

30: 

64: 

59: 

60.5: 

01: 

84: 

18: 

24: 

47: 


118— 


110- 
120- 


131-   36 
38 

l»-   4 

361 


Z  017. 627 
Z  017. 042 
Z  017. 508 
Z  017,  510 
Z  017.  144 
Z  017, 165 
Z  017, 318 
Z  017,  367 
2, 017,  449 
Z  017, 623 
Z  017, 805 
Z  017, 733 
Z  017, 797 
Z  017,  339 
Z  017.  2Z'. 
Z  017.  640 
Z  017,  314 
Z017,331 
Z  017, 683 
Z017.054 
Z  017, 096 
Z  017,  249 
Z  017, 700 
Z  017, 107 
Z  017.  296 
Z  017, 628 
Z  017, 080 
Z  01 7.  407 
Z  017. 306 
Z  017. 802 
Z  017, 459 
Z  017,  576 
Z  017. 193 
Z  017. 139 
Z  017,  545 
Z  017,  706 
Z  017,  257 
Z  017, 631 
Z  017, 604 
Z  017, 302 
Z  017, 826 
Z  017,  544 
Z  017, 107 
Z  017,  353 
Z  017, 404 
Z  017, 809 
Z  017, 057 
Z  017.  414 
Z017.565 
Z  017,  301 
Z  017,  623 
Z  017.  721 
Z  017,  632 
Z  017, 070 
Z017,2S1 
Z  017.  605 
Z  017,  751 
Z  017, 715 
Z  017,  230 
Z  017, 340 
Z  017, 134 
Z  017.  304 
Z  017.  282 
Z  017,  326 
Z  017,  382 
Z  017. 103 
Z  017. 495 
Z  017.  124 
Z  017,  361 
Z  017,  460 
Z  017. 072 
Z  017,  498 
Z  017,  357 
Z  017,  307 
Z017,6» 
Z  017,  313 
Z  017.  265 
Z017.780 
Z  017.  555 
Z  017, 045 
Z  017, 109 
Z  017, 110 
Z  017.  387 

zoi:,08e 

3,017,115 
1017,361 
1017.167 


122— 

350: 

Z  017.  243 

156— 

Z  017.  841 

451: 

Z017.418 

33; 

Z  017. 181 

504: 

Z  017,  668 

36: 

Z  017. 484 

123- 

1: 

Z  017,  481 

15&- 

37: 

Z017,»7 

25: 

Z  017,  643 

4Z1: 

Z  017. 454 

60: 

Z017,  196 

77: 

Z  017. 697 

Z  017, 197 

91: 

Z017.r6 

80: 

Z  017.  198' 

104: 

Z  017,  338 

122: 

Z  017,  497 

in; 

Z  017.  097 

169: 

Z  017.  364 

113; 

Z  017. 663 

177: 

Z  017.  204 

164— 

48: 

Z  017. 184 

179: 

Z  017,  464 

Z  017.  462 

188; 

Z017,  154 

51: 

Z  017,  762 

191: 

Z  017,  206 

54: 

Z  017.  622 

124— 

12: 

Z  017,  778 

66: 

Z  017.  366 

iz-v- 

33: 

2,017,470 

91: 

Z  017.  19.1 

12ft- 

90; 

Z  017,  621 

118: 

Z  017.  247 

93: 

Z  017,  Z« 
Z  017.  399 

Iflf>— 

10: 

Z  017,  434 

272: 

Z  017,  451 

307; 

Z  017,  562 

14; 

Z  017,  219 

128- 

23; 

Z  017,  137 

Z  017,  717 

38; 

Z  017.  284 

167- 

14: 

Z  017,  504 

60: 

Z  017,  400 

2.017,595 

218: 

Z  017,  276 

22: 

Z  017.  391 

264: 

Z  017,  783 

27: 

Z  017,  147 

272 

Z  017,  334 

43: 

Z  017,  506 

284: 

Z  017, 050 

77: 

Z  017. 080 

291: 

Z  017, 490 

78: 

Z  017,  606 

129— 

1: 

Z  017, 742 

82: 

Z  017,  696 

8: 

Z017,  2l4 
Z  017,  188 

170— 

173: 

Z  01 7,  506 

11: 

171- 

34; 

Z017,7O3 

38: 

Z  017,  345 

119: 

Z  017,  273 

42: 

Z017,46T 

206: 

Z  017, 482 

131— 

IZ 

Z  017. 351 

172  - 

179; 

Z  017,  090 

132— 

82: 

Z017.6Q2 
Z  017.  721 

275: 

Z  017,  624 

83: 

Z  017.  700 

134— 

17: 

Z  017.  59} 
Z  017.  242 

279; 

Z  017.  255 

18: 

173— 

264; 

Z  017.  607 

135— 

30: 

Z017.75» 
Z017,2S0 

324; 

Z  017.  204 

136- 

121: 

Z  017, 493 

137- 

13: 

Z  017.  767 

353: 

Z  017,  519 

53: 

Z  017.  297 

175— 

298: 

Z  017,  743 

104: 

Z  017,791$ 

315; 

Z  017,  835 

150: 

Z017,311 

320; 

Z  017,  668 

138- 

40: 

zoi7.oa 

363: 

Z  017,  708 

139— 

92: 

Z017.412 

176— 

1: 

Z  017,  719 

224: 

Z  017,  065 

14; 

Z  017.  726 

387; 

Z  017.  618 

122; 

Z  017,  278 

140- 

55: 

Z  017.  030 

177— 

i  '. 

Z  017, 132 

145; 

Z  017.  329 

Z  017,  087 

141- 

9: 

Z  017,  677 

311: 

Z  017. 106 

144- 

2: 

Z  017,  776 

329: 

Z  017.  708 

300: 

Z017,060 

351: 

Z017.084 

146^- 

107; 

Z017,6!j0 

178— 

4: 

Z  017. 067 

166: 

Z  017.830 

6: 

Z  017. 092 

109: 

Z  017,  559 

Z017.  136 

14«- 

3: 

Z  017.  788 

Z  017.  659 

10: 

Z  017. 305 

44: 

Z  017, 131 

23: 

Z  017.  354 

Z  017, 180 

149 

4: 

Z  017.  453 

Z  017, 645 

21: 

Z  017.  250 

Z  017,  654 

150- 

3: 

Z  017, 666 

45: 

Z  017.  657 

38: 

Z  017, 415 

53.1: 

Z  017. 091 

20: 

Z  017, 409 

170- 

1: 

Z  017. 122 

Z  017,  410 

90: 

Z017.43J« 

5Z 

Z  017.  507 

100  1: 

Z017.  l.W 

151— 

38: 

Z  017. 114 

100  3: 

Z  017.  520 

152- 

1: 

Z  017. 649 

100. 11: 

Z  017,  615 

11; 

Z  017. 158 

107: 

Z  017.  358 

13: 

Z  017.  582 

164: 

Z  017,  258 

22: 

Z  017,  214 

171 

Z  017, 112 

153— 

1; 

Z  017.  814 

Z  017, 118 

70: 

Z  017.  574 

Z  017, 192 

154— 

I- 

Z  017,4(0 

Z  017. 190 

30: 

Z  017,  200 

175.  Z 

Z  017.  644 

42 

Z  017.  727 

175  32 

Z  017. 175 

44: 

Z  017,  344 

181— 

0.5 

Z  017, 605 

53 

Z  017, 106 

Z  017. 744 

155— 

49 

Z  017,  321 

Z  017,  745 

75 

Z  017,  598 

Z  017,  746 

109 

Z  017,438 

Z  017,  747 

182 

Z  017.  178 

Z  017.  748 

184 

Z017.37T 

32 

:  1017.406 

106 

R.  le.ni 

l»- 

61 

1017.771 

166- 

10 

1017,890 

07 

•  1017,733 

14 

1 017,  m 

IM- 

r 

:  1017.166 

17 

1017.S10 

ir- 

1 

:  1017,371 

xxxvii 


XXXVlll 


CLASSIFICATION  OF  PATENTS 


187—  »: 

188—  1: 
2: 

5: 

78: 

81.1: 

204: 

205: 

WSh-      34: 

ify. 

192—  150: 

194—   SO: 

l»fr-   10: 

13: 

17: 

40: 

53: 

77: 

151: 

fi3: 

27: 

81: 

110; 

151: 

153: 

52: 

80; 

120 

12.5: 

131: 


11»7  — 
198— 


200- 


202— 


304- 


aOft— 


151: 
42; 
87; 
7»: 

117: 
1: 

5: 
15: 

9 
28 

16.  I 
16 


2.017.547 
2,017.063 
Z017.  8ft5 
2,017.6«fi 
Z  017, 749 
2,017.636 
2,017.536 
Z  017.  774 
2.017,088 
K.  19.733 
Z  017. 212 
Z  017.  62. 
Z  017.  64 1 
Z  017.  817 
Z  017.  325 
Z  017.  432 
Z  017,  730 
Z  017,  610 
Z  017. 236 
Z  017.  830 

zoi: 

Z017 
Z017 

zow 

ZOIT 

zoi: 

ZOlT.  04fi 
ZOIT.  274 
Z017.63S 
ZOlT.f^W 
Z  0 17.4V' 
Z017,  4yO 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017 
Z017,612 
Z  017.  397 
Z017.373 
:  Z017.587 
:  Z  017. 486 


.  52« 
.135 
.390 
.535 
.  IJrt 
.738 


,491 
.4^2 
.  179 
,067 
.^Zi 
.  ZJ.S 
.412 
.049 
.Mfl 
.584 
.330 


308—  19.6: 
41: 
42: 
44: 

48: 
47: 
62: 


S8: 

80: 

14: 

49: 

144: 

248; 

67: 

106: 

131: 

155: 

185: 

166: 

6: 

31: 

35: 

70: 

0: 

U: 

123: 

12: 

13: 

37: 

3: 

12: 

19: 

126: 

3: 

8: 

39: 

9: 
24: 
28: 
62: 


221—      23: 

28: 
32: 


209— 


210— 


211- 


213— 
214— 

215- 


217— 


219- 


220— 


Z  017, 602 
Z  017, 445 
Z  017, 885 
Z  017, 222 
Z  017,  571 
Z  017, 800 
Z  017, 142 
Z  017.  409 
Zfll7.570 
1017,405 
1017.3K> 
1017,740 
Z0I7,4«8 
Z  017,  483 
Z  017, 268 
Z  017,  111 
Z017,45« 
Z  017.  232 
Z  017,  277 
1017.756 
1017.350 
1017,348 
1017.252 
1017.413 
Z  017. 088 
1017.308 
1017.148 
1017.392 
Z  017,  427 
1017,600 
1017.038 
1017,608 
1017.161 
Z  017.  384 
Z  017,  782 
Z  017, 310 
Z  017,488 
1017.600 
1017.831 
1017.702 
Z  017.  253 
Z  017.  821 
Z  017.  061 
1017,062 

1017,  on 

:  Z  017. 818 
:  Z 017. 063 
:  Z  017, 422 


221—      60: 


95: 
135: 
147: 
148: 

96: 

102: 

3: 


223— 
22^- 

238— 
229- 


2»- 
313- 


236- 

288— 
340— 

242- 


18: 
40: 
83: 

22: 
17: 
20: 
41: 
44: 
47: 
48: 
65: 
87: 
916: 
27: 
208: 
275: 
41: 
29: 
144: 
1: 
12: 
8: 
208: 
1.2: 
6.41: 
26: 
41: 
78: 
58: 
68: 
71: 
119: 
124: 
2: 
19: 


Z  017, 140 
Z  017. 254 
Z  017. 688 
Z  017, 345 
Z  017. 759 
Z  017, 200 
Z  017,  003 
Z  017, 761 
Z  017. 100 
1 017, 133 
1  017. 187 
1017,084 
1017,306 
1017.438 
Z  017. 766 
Z  017,  411 
Z  017. 583 
Z  017, 176 
Z  017. 860 
Z  017, 724 
Z017, 129 
Z  017, 173 
Z  017. 810 
Z  017. 704 
Z  017. 819 
Z  017, 637 
Z  017.  684 
Z  017. 408 
Z  017, 431 
Z  017, 788 
Z 017, 734 
Z  017. 104 
Z  017,  368 
Z  017. 194 
Z  017, 336 
Z  017.  395 
Z  017, 062 
Z  017, 585 
Z  017. 716 
Z  017. 714 
1017.078 
1017,343 
1017,068 
1017,180 
1017,611 
1017,636 
1017,44« 
1017,105 


244— 
246- 


248— 


20; 

31; 

30; 

41: 

63: 

411: 

7: 

363: 

SU: 


Ml: 

260-      13; 

17: 

20; 


27: 
27.5: 


33; 

34; 

38: 

30: 

01; 

92: 

121: 

5; 

98: 

132: 

187: 

1: 

23: 

81: 

7: 

8: 

126: 

224: 

363: 

1: 


261— 


263— 
254— 


265— 


267— 


258— 


254^—    110: 


380— 


33 
46 


99.10 


1017,634 
1 017,  »7 
1017.452 
1017,546 
1017,434 
1 017, 700 
1017.8S 
1017,088 

lon.att 

1017,819 
1017.8S1 
1017.458 
1 017. 130 
K.  19,733 
1017,270 
Z  017,638 
Z  017, 085 
Z  017, 137 
Z  017, 649 
Z017,\".2 
Z  017, 647 
Z  017, 047 
Z  017,  121 
Z  017, 079 
Z  017, 003 
Z  017, 712 
Z  017, 883 
Z  017. 807 
Z  017. 834 
Z  017. 080 
Z  017.  300 
Z  017.  436 
Z  017,  352 
Z  017,  022 
Z  017, 300 
Z  017, 884 
Z  017, 57V 
1017.713 
1017.536 
1017.676 
1017,301 
1017,081 
1017.116 
1017.279 
1017.671 
1017.672 
1017,815 
1017,803 


300— 

101:  1017,141 

383— 

3: 

1017,308 

108:  1017.537 

285- 

130: 

1017.883 

108:  1017,613 

140: 

1017,000 

133:  1017,182 

303: 

1017,813 

127:  1017,051 

288— 

22: 

1017,615 

1017,080 

287— 

62: 

1017,133 

135:  1017,673 

300— 

37: 

1017.074 

150:  1017.3U8 

381- 

74: 

1 017,  2W 

1017,355 

180: 

1017,790 

181:  1017,811 

340: 

1017,616 

%l- 

31:  1017,388 

304— 

104: 

1017,363 

44:   1017,380 

298— 

44: 

1017,324 

362- 

38:  1017,573 
33:  1017,457 

44  5: 

1017,611 
Z  017,  658 

283- 

6:  1017.433 

397- 

U: 

Z017.725 

16:  1017.488 

^90 

50: 

Z  017,  487 

42:  1017.339 

98: 

Z  017, 145 

51:   1017.763 

301- 

6; 

Z  017, 076 

aft.v- 

45:  1017.006 

63: 

Z  017. 034 

2»Vr— 

18:  1017,401 

808- 

18: 

Z  017.  682 

33:  1017,439 

30: 

Z  017,  689 

1017.480 

Z  017. 791 

1017.475 

34: 

Z  017. 867 

367- 

30:  1017.316 
35:  1017,419 

35: 

Z017.7K9 
1017.792 

38:   1017.221 

54: 

1017.794 

308- 

69:  1017.736 

66: 

1017.793 

1017.788 

74: 

1017.678 

370- 

77:  1.017.619 

78: 

1017.272 

ri— 

13:  1017.138 

808- 

6: 

1017.322 

3:  1017.191 

180: 

1017.731 

88:  1017.044 

187: 

1017,290 

272— 

39:  1017.009 

317: 

1017.188 

53:  1017.213 

336: 

1017.259 

00:  1017.128 

80O- 

11: 

1017.348 

378— 

1:  1017.M8 
30:  1017.730 

1017.630 
1017.682 

35:  A  017. 061 

12: 

1017.312 

38:  1017.798 
43:  5,017.  143 

811— 

17 

1017.223 

49- 

1017,786 

96:  1017.048 

65 

1017,289 

133:  1017,801 

1017.298 

148:   1017,479 

1017.760 

274— 

38:   1017.  A08 

811- 

44 

1017.521 

2n— 

39:  1017.739 

46 

1017.693 

27»- 

16:  1017.332 

97.1 

1017,078 

380- 

163:  1017,22'; 

m 

1017.189 

281- 

%•>:  1017.330 

LIST  OF  TEADE-MARK  APPLICANTS 

Pt  BLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20.  1905,  Sec.  6.  as  amendr-d  Mar.  2,  19071 


American  Chemical   I'alnt  Company,  Amblor,  Pa.     Cheml- 

cn!    nist    inhlljltors    fo»-    metals.      Serial    No.    365,587; 

Oct.  22.     Class  G. 
American   Enka   Corporation,   Enka,    N.    C.      Rayon   yarn. 

Serial  No.  .S68.7fl6  :  Oct.  22.     Class  43. 
American  Hosiery  Company,  New  Britain,  Conn.     Knitted 

and  woven  goods.     Serial  No.  365,016;  Oct.  22.     Class 

4-'. 
Apple   Growers    Assf  elation.    Hood    River,    Oreg.      Canned 

frultK  and  canned  vegetables.     Serial  No.  334,948;  Oct. 

22.     Class  46. 
ArniRtrong,  D.,  k  Company,  Inc..  Rochester,  N.  Y.     Shoes. 

Serial  No.  3»58,214  ;  Oct.  22.     Class  39. 
AronHou-Caplin  Company,  Inc.,  New  York,  N.  Y.     Women's 

apparel.     Serial  Ko.  368.051  ;  Oct.  22.     Class  39. 
Arrow  Distilleries,  Inc.,  Peoria.  111.     Whiskey.     Serial  Nos. 

368.215-16:  Oct.  22.     Class  49. 
Arrow  Distilleries  Incorporated,  Peoria,  III.     Gin  liqueur. 

Serial  No.   369,040  ;   Oct.  22.      Class  49. 
Arts  and  Decoration  Publishing  Co.  Inc.,  New  York,  N.  Y. 

Magazine.     Serial  No.  368,793  ;  Oct.  22.     Class  38. 
Atlas  Supply  Company,   Newark.   N.   J.      Battery  testers. 

Serial  Jio.  869.076  ;  Oct.  22.     Class  26. 
Automotive    Safety     Devices,     Inc..     Lob     Angeles,     Calif. 

Steering  stablliien  for  automotive  vehicles.     Serial  No. 

307.278  ;  Oct.  22.     Class  19. 
Avalon    Knitwear    Company,    Utica,    N.    Y.      Underwear, 

sweaters  and  sweater  coats.      Serial  No.  367,518  ;  Oct. 

22      Class  39 
Bamber>;er,   L..  A  Company.  Newark,  N.  J.     Men's  wear — 

namely,  pajamas,   l>ath  robes,  beach   robes,  etc.      Serial 

No.  367,783;  Oct.   22.     Class  30. 
Barber   Asphalt    Company.   The,    Philadelphia,   Pa.      Bitu- 
minous paving  mixture  and  for  aggregates,  fillers,  etc. 

Serial  No.  368,653  ;  Oct.  22.     Class  12. 
Battle  Creek  Drugs,  Inc.,  Battle  Creek,  Mich.     Medicinal 

tonic  tablets  containing  vitamins  B  and  G.     Serial  No. 

307.98S :  Oct.  22.    Class  6.  .        ^      ^ 

Baumnn  Massa  Jewelry  Company,  St.  Louis,  Mo.     Watch- 

mov»'meiits  and  watch-cases.     Serial  No.  368,552;  Oct. 

22      Class  27. 
BaV  Canning    Co.,    Inc.,    Bay    St.    Louis.    Miss.      Canned 

shrimp    and    oysters.      Serial    No.    368,914;    Oct.    22. 

(lass  46.  ^,    „      .„ 

Beck.  A.  S..  Shoe  Corporation,  New  York.  N.  \.     Women  s 

shoes  and  sandals.     Serial  No.  367,704  ;  Oct.  22.     Class 

39. 
Ben  Burk.    Inc.,    Boston,    Mass.      Whiskey.      Serial    No. 

309.475  :  Oct.  22.     Class  49. 
Bergdorf  It  Goodman  Companv.   New   York.  N.  Y.      Foot- 
wear.    Serial  No.  .367,751  :  Oct.  22.     Class  39. 
Berger    Bernard,  doing  business  as  National  Column   Re- 
view.   Inc..    New    York,    N.    Y.      Periodical.      Serial    No. 

.360.122:  Oct.  22.     Class  38. 
Bertleas  Company,  The.  Nantlcoke.  Pa.     Preparation   for 

treating  sunburn.     Serial  No.  368.972  :  Oct.  22.     Class  6. 
Bohanan,  F.   I>..  doing  business  as  Bohanan   Manufactur- 
ing  Companv,    Los   Angeles.    Calif.      Fishing   rods   and 

poles.     Serial  No.  866,250  ;  Oct.  22.     Class  22. 
Bonner    Packing    Company,    Fresno.    Calif.      Dried    fruits. 

Serial   No.  368.028  ;  Oct.  22.      Class  46. 
Brime    Hermanos,    Mexico    City,    Mexico.      Cider.      Serial 

No.  364.467  :  Oct.  22.     Class  46. 
Carlisle  Shoe  Company.  Carlisle,  Pa.,  and  New  York.  N.  Y. 

Ladles'  shoes.     Serial  No.  368.441  :  Oct.  22.     Class  39. 
Castle  Sportwear  Co.  Inc.,  New  York.  N.  Y.     Lad'es'  sport 

skirts   and   sport   suits.      Serial   No.   367,664 ;    Oct.    22. 

Class  .39. 
Cbandon.  L^n.      (See  France-Champagne.) 
Chanowxkv,  Jake.  Fort  Worth,  Tex.     Whiskey.     Serial  No. 

3H1.294;  Oct.  22.     Class  49. 
Chemo-Rav  I^ns  Company.      (See  Newton.  Phillips  S.) 
Chicago  Alall  Order  Company,   Chicago,   111.      Mens  dress 

shirts.     Serial  No.  369,181  ;  Oct.  22.     Class  39. 
Clopav    Corporation.    Cincinnati,    Ohio.      Window    shades. 

Serial  Nos.  .360.757-8  ;  Oct.  22.     Class  32. 
Cohn    k   Rosenlwrger,    Inc.,   New    York,   N.    Y.      Earrings. 

brooches,  necklaces,  etc.     Serial  No.  367,599 ;  Oct.  22. 

Class  28 
Cotaunbia   Wax   Works,    Oione   Park,    Long   Island.    N.   Y. 

Candles.     Serial  No.  356.384;  Oct.  22.     Class  15. 
Comfort  Paper  Corporation.  San  Francisco,  Calif.     Toilet 

tissue.     Serial  No.  .368,920;  Oct.  22.     Class  37. 
Comp;inia  Aeucarera  Central  Toledo,  S.  A.,  Marianao  City, 

Cuba.     Sugar.     S«'rlal  No.  365,992  ;  Oct.  22.     Class  46. 
Continental     Distilling     Corporation,     Philadelphia.     Pa. 

Whiskey,   gin,   rum,   etc      Serial   No.   342,883 ;   Oct.   22. 

Class  40. 
Continental     Say-When     Corporation.      Cleveland,     Ohio. 

Portable  pump  devices  for  beverages  and  liquids.     Serial 

No.  368.998:  Oct.  22.     Class  23. 
Coty,   Inc.,   Wilmington.   Del.      Face   powder.      Serial  No. 

.368.371  :  Oct.  22.     Class  6. 
Coward  Shoe  Inc..  The,  New  York.  N.  Y.     Hosiery.     Se- 
rial No    367.8.M  :  Oct.  22.     Class  39. 


Cox,  William  H..  doinp  business  as  W.  H.  Cox  Drug  Com- 
pany. Brooksville,  Via.  Medicinal  preparation  for  the 
treatment  of  malaria.  Serial  No.  367,601 ;  Oct.  22. 
Class  6. 

Cu-Crema  Company.  (See  Morton  Manufacturing  Cor- 
poration.) 

Cunningham.  Thomas  L.,  New  York,  N.  Y.  Liquid  com- 
position for  metal  surfaces.  Serial  No.  359,618 ;  Oct. 
22.     Class  6. 

Duche,  I.  M.,  k  Sons,  Inc..  New  York,  N.  Y.  Prepared  egg 
yolks.     Serial  No.  368.131  ;  Oct.  22.     Class  46. 

Ebbert.  Daniel  F..  Wheeling,  W.  Va.  Ladies'  hats,  gloves, 
and  dresses.     Serial  No.  367,960  ;  Oct.  22.     Class  39. 

Ethlx  Pharmacal  Co.  Inc.,  New  York,  N.  Y.  Analgesic 
balm,  aspirin  tablets,  boric  acid,  etc.  Serial  No. 
366.906  :  Oct.  22.     Class  6. 

Faultless  Clothing  Co..  Inc.,  New  York,  N.  Y.  Men's  over- 
coats.    Serial  No.  369,008  ;  Oct.  22.     Class  39. 

Felton  k  Son,  Inc.,  Boston,  Mass.  Rum.  Serial  No. 
369,401  ;  Oct.  22.     Class  49. 

Felton  &  Son.  Inc.,  Boston.  Mass.  Rum.  Serial  No. 
369.482  ;  Oct.  22.     Class  49. 

F'ernandei,  Manuel,  y  Ca  S.  L.  (See  Picker-Lint  Im- 
porters, Inc.,  assignor.) 

Ferro  Enamel  Corporation,  Cleveland,  Ohio.  Rubbing 
stones.     Serial  No.  362.413;  Oct.  22.     Class  4. 

Firestone  Tire  &  Rubber  Company,  The,  Akron,  Ohio. 
Cleaner  for  automobiles,  etc.,  white  sidewall  tire 
cleaner,  automobile  top  dressing,  etc.  Serial  No. 
367,125  ;  Oct.  22.     Class  4. 

Fischer,  J.  P..  Inc.,  New  York,  N.  Y.  Electrical  hair 
dryers.     Serial  No.  369.080  ;  Oct.  22.     Class  44. 

FlBchetti,  Charles  F.,  Rosedale,  Long  Island,  N.  Y.  Yarn. 
Serial  No.  369,347  ;  Oct.  22.     Class  43. 

FltEpatrlck  Bros.  Inc.,  Chicago,  111.  Soap  and  soap  iakes. 
Serial  No.  368,690  ;  Oct.  22.     Class  4. 

Ford  Hopkins  Co.,  Chicago,  111.  Shaving  cream.  Serial 
No.  368,403  ;  Oct.  22.     Class  4. 

Fort  Howard  Paper  Company,  Green  Bay,  Wis.  Toilet 
paper,  paper  towels,  and  napkins,  and  crepe  paper.  Se- 
rial No.  369,224  :  Oct.  22.     Class  37. 

Four  D's  Company.      (See  Plrlch,  (Jeorge.) 

F'rance-Champagne,  doing  business  as  I.«^n  Chandan, 
Reims,  France.  Wines.  Serial  No.  366,000;  Oct.  22. 
ClaPS  47. 

Freeport  Sulphur  Company,  New  York,  N.  Y.  Publica- 
tion.    Serial  No.  368,804  ;  Oct.  22.     Class  38. 

French-Wolf  Paint  Products  Corp.,  Philadelphia,  Pa. 
Paints.     Serial  No.  368.805;  Oct.  22.     Class  16. 

Fruit  Industries,  Ltd.,  Los  Angeles  and  San  Francisco, 
Calif.,  and  New  York,  N.  Y.  Wines.  Serial  No. 
368,0()7  :  Oct.  22.     Class  47. 

Gafco,  Inc.,  New  York.  N.  Y.  Fur  pelts  and  dyed  skins 
and  plates.     Serial  Nos.  368.567-8;  Oct.  22.     Class  1. 

Gafco,  Inc.,  New  York.  N.  Y.  Fur  pelts  and  dyed  skins 
and  plates.     Serial  No.  368.611;  Oct.  22.     Class  1. 

Gallnsky  H.  &  A,  Inc.,  New  York.  N.  Y.  Ladles'  lingerie, 
gloves,  bathing  suits,  etc.  Serial  No.  367,465 ;  Oct.  22. 
Class  39. 

General  Printing  Ink  Corporation,  Dover,  Del.,  and  New 
York,  N.  Y.  Radio  receiving  apparatus  and  tubes  there- 
for.    Serial  No.  ;^65,766  :  Oct.  22.     Class  21. 

Goldberg.  Israel,  New  York,  N.  Y.  Ointment  preparati<  n 
for  infection.     Serial  No.  .368.806  ;  Oct.  22.     Class  6. 

Goldbere,  Ix^uis  M.,  New  York.  N.  Y.  Brandy.  Serial  No. 
360,356  :  Oct.  22.     Class  49. 

Goldberg.  Nat  D..  doing  business  as  Sunset  Distilling  Com- 
pany, Chicago.  111.  Cordials,  sloe  gin,  liqueurs,  etc. 
Serial  No.  368.848  ;  Oct.  22.     Class  49. 

Goldsmith  Bros..  New  York.  N.  Y.  Lead  pencils. 
Serial  No.  368,807  ;  Oct.  22.    Class  37. 

Good  Humor  Corporation  of  America,  BrookUn,  N.  Y. 
Dentifrices.     Serial  No.  368,174;  Oct.  22.     Class  6. 

Goodrich,  B.  F.,  Company,  The,  New  York,  N.  Y.  Electric 
storage  batteries.  Serial  No.  369,055;  Oct.  22.  Class 
21. 

Gotham  Knitting  Mills,  Inc.,  New  York,  N.  Y.  Ladles 
knitted  dresses.     Serial  No.  368,658  ;  Oct.  22.     Class  39. 

Gotham  Silk  Hosiery  Company,  Inc..  New  York.  N.  Y. 
Hoslerv.     Serial   Nos.   369.011-12;   Oct.  22.     Class   39. 

"GovernoV"  Specialties  Company,  New  York,  N.  Y.  Fas- 
teners or  coupling  devices  for  undergarments.  Serial 
No.  368.613;  Oct.  22.     Class  40. 

Graves,  C.  H.  and  Sons  Company,  Boston,  Mass.  Gin. 
Serial  No.  369.432  ;  Oct.  22.     Class  49. 

Gum.  Inc..  Philadelphia.  Pa.  Chewing  gum.  Serial  No. 
367.966  ;  Oct.  22.     Class  46. 

Gwaltney.  P.  D..  Jr.  &  Co.,  Inc.,  Smlthfleld,  Va.  Ham. 
Serial  Nos.  367.532-5  :  Oct.  22.     Class  46. 

Hedges,  Hazelle  H..  Kansas  City,  Mo.  Marionettes  and 
toy  marionette  stages.  Serial  No.  368.888 ;  Oct.  22. 
Class  22. 

Horn  Irving  R.,  doing  business  as  The  Horn  Company. 
Baltimore.  Md.  WhLskey,  gin,  brandy,  etc.  Serial  No. 
369,275  :  Oct.  22.     Class  49. 
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LIST  OF  TRADEMARK  APPLICANTS 

PUBLISHED  FOR  OPPOSITION 
[Act  of  Feb.  20.  1005.  Sec.  6,  as  amended  .Mar.  2.  1907) 


House  of  Fayrin,   The.      (Se*  Tyson,  JaniM   ...i 

Hyman.  Solomon  I.,  doing  basineas  as  National  Whole- 
sale Millinery  Company  and  National  Millinery  Com- 
pany. Baltimore,  Md.  Hats,  bonnets,  caps,  etc.  Se- 
rial No    366.941  :  Oct.  22.     Class  39, 

India  Rubber.  Gutta  Percha  A  Telegraph  Works  Company. 
Limited.  The,  London.  Eoglaud.  Golf  balls.  Serial  No. 
368.811  ;  Oct.  22.     Class  22. 

International  Corset  Company,  .Vurora,  111.  Corsets  and 
foundation  garments.  Serial  No.  368,105 ;  Oct.  22. 
Class  39. 

International  Looms.  Inc..  New  York,  N.  Y.  Textile  fab- 
rics.    Serial  No.  366.687  ;  Oct.  22.     Class  42. 

International  Silver  Company,  Merlden,  Conn.  Silver- 
plated  flatware.  Serial  No.  368,746 ;  Oct.  22.  Class 
::8. 

International  Vitamin  Corporation.  Nfw  York.  N.  Y.  Vita- 
min concentrate  ini?redient.  Serial  No.  364,230;  Oct. 
22.     Class  6. 

Italian  Wine  Co.,  Los  Angeles,  Calif.  Wines.  Serial 
No.  368,936  ;  Oct.  22.     Class  47. 

Jacobs,  E.  H..  Manufacturing  Company,  Inc..  DanieJson, 
Conn.  Ice  orusher  sets.  Serial  No.  368,672;  Oct.  22. 
Class  23. 

Jacobs  Tailored  Clothes.  Inc.,  Philadelphia,  Pa.  Salts. 
overcoats  and  topcoats.  Serial  No.  367,762  ;  Oct.  22. 
Class  39. 

Kennedy  Manufacturing  Company,  assignor  to  National 
Builders  Bank  of  Chicago  and  H.  P.  Vicl>orn,  trusteea. 
Van  Wert,  Ohio.  Base  metal  trays  for  utilitarian  pur- 
poses.     Serial   No.   360.177  ;  Oct.    22.     Class   13. 

Kle<>n-Rite  Product  Co  ,  New  York,  N.  Y.  Washing  com- 
pound u-sed  as  a  bleach,  germicide,  and  deodorant. 
Serial  No.  355.478  ;  Oct.  22.     Class  6. 

Knitwear  Mfg.  Co..  Inc..  Brooklyn,  N.  Y.  Knitted  fabric. 
Serial   No.   368,438  ;   Oct.   22.     Class  42. 

Kraui<  Bros.  A  Co  ,  Inc  ,  New  York,  N.  Y.  Sherry  wines. 
Serial  No.  368.137  :  Oct.  22.     Class  47 

Kraus  Bros.  &  Co.,  Inc.,  New  York.  N.  Y.  Scotch  and 
American  rye  and  bourt)on  whiskies.  Serial  No. 
368.448  ;  Oct.  22.      Cla.sa  49. 

Laiiman  &  Kemp-Barclay  k  Co.  Incorporated,  New  York, 
N.  Y.     Soap.     Serial   No.  368,335;  Oct.  22.     Class  4. 

Lattarulo.  Klena  D  ,  NVw  York,  N.  Y.  Restorative  and 
tonic      Serial   No.   362.831  ;  Oct.  22.     Clasa  6. 

Laacks,  I.  K..  Inc.,  Seattle,  Wash.  Plywood,  and  struc- 
tures of  stu'lding  with  sections  of  plywood,  composi- 
tion board,  and  the  like.  Serial  No.  367.899  ;  Oct.  22. 
CUss  12. 

Leeds  Silk  Hosiery  Mills  Inc.,  New  York,  N.  Y.  Stock- 
ings      Serial   No.   368.891  ;   Oct.   22.      CUss   39. 

Lemmo.  Erne-jt  A.,  Fluahlng,  L.  I.,  N.  Y.  Depilatory 
cream.     Serial  No.  368.337  ;  Oct.  22.     Oasa  6. 

Lentherlc,  Incorporated,  New  York,  N.  Y.  Perfumes  and 
cosmetic  creams.  Serial  Nos.  365.949-50;  Oct.  22. 
Clft«6. 

Levin  Bros.,  New  York,  N.  Y.  Raxor  blades.  Serial 
No.  368.138  ;  Oct.   22.     Class  23. 

Lev^  Bros  k  Adler  Rochester,  Incorporated.  Rochester, 
N.  Y.  Topcoats  and  overcoats.  Serial  No.  368,760, 
Oct.  22.     Cla.xs  39. 

Lewis,    Reginald    M,    New    York,    N.   Y.      Scotch    whisky. 

Serial  No.  360.280  ;  Oct.  22.     Clasa  49. 
Lima    Cord    Sole    and    Heel    Company,    The,    Lima.    Ohio. 

Soles  for  shoes.     Serial  No.  367.972  ;  Oct.  22.     Class  39. 
Lyons-Magnus,    Inc.,   doing   business   as  The   E.    G.    Lvons 

&   Raas  Co.,   San    Francisco,    Calif.      Alcoholic  cordials. 

Serial  No.  368.892  :   Oct.   22.     Class  49 
Lyon.vMagnus,    Inc.,   <!<)lng  business   as  The  E.    0.   Lyons 

A    Raas   Co.,    San    Francisco,    Calif.      Liqueurs.      Serial 

No.  369.363  ;  Oct.  22.     Clasa  49. 
Lyona-Magnu.s.  Inc.,  doing  business  as  The  E.  G.  Lyons  k 

Raas    Co.,    San    Francisco,    Calif.       Rum.       Serial    No. 

369,364  ;  Oct.  22.     Class  49. 

Mackie  Henkels,   Inc.,   Philadelphia,    Pa.      Colloidal  iodine. 

Serial  No.  368,338  ;  Oct.  22.     Class  6. 
Masjazine   Publishers,    Inc..    New    York.    N.    Y.      Magazine. 

Serial  No.  369.233  ;  Oct.  22.     Cla.«s  38. 
Makransky.   S..  and   Sons.   Inc.,   Philadelphia,   Pa.      Salts, 

c^^.uts,   vests,  etc.      Serial   No.   369.198;  Oct.   22.      Class 

31). 
Manhattan  Shirt  Company.  The,  New  York,  N.  Y.     Outer 

shirts.     Serial  No.   368,229;    Oct.   22.      Class   39. 
Manliattan  Shirt  Company,  The,  New  York,  N.  Y.     Robes. 

Serial   No.  36'<,231  ;  Oct.  22.     Class  39. 
Many,  Blanc  &  Co..  Inc..  Chicago,  111.     Gin,  whiskey,  ram, 

etc.     Serial  No.  369,3^5  ;  Oct.  22.      Class  49. 
McCroskv  Tool  Corporation,  Meadville,  Pa.     Reamers.     Se- 
rial No.  367.032  ;  Oct.  22.     Clat»s  2.{. 

McElroy,  Robert  H..  Jr.,  Chicago.  111.  Fresh  citrus  fruits. 
Serial  No.  356,2.-.9  ;  Oct.  22.     Class  46. 

McKesson  k  Uobbins,  Incorporated,  Bridgeport  and  Fair- 
field. Conn.  Rum.  Serial  No.  369,499  ;  Oct.  22.  Clasa 
49 

Mer  Kil  Products  Co..  Los  Angeles.  Calif.  Germicide,  dis- 
infectant, antiseptic,  etc.  Serial  No.  368,699;  Oct.  22. 
(."lasrt  *!. 

Merwanjee  Poonjiajee  &  Sons.  Mandvi,  Bombay,  India. 
Chutneya,  tap  sauces,  marmalades,  etc.  Serial  No. 
365,258  ;  Oct.  22.     Class  46. 


Miller.    Ottie   B..    Peoria.    111.      Toilet   cream.      Serial   No. 

368.941  ;  Oct.  22.     Class  6. 
Modo  Knitting  Mills,  The,  Chicago,  111.     Knitted  hats  and 

caps.     Serial  No.  368.621  ;  Oct.  22.     Clasa  39. 

Modern     Health    Products,    Inc.,    Milwaukee,    Wis.       Food 

powder  containing  calcium  and  phosphorus.     Serial  No. 

361.280;  Oct.  22.     Class  46. 
Modern     Traders     Limited,     Ix>ndon.      England.        Safety 
razors  and  safety  razor  blades.     Serial  No.  359,832;  Oct. 

22.     Clasa  23. 
Molly-'ts    E)oll    Outfltters.     Inc.,    Philadelphia,    I'a.      Doll 

clothes,    dolls,    and    stufre<i    toy    anLmala.      Serial    No. 

363,007  ;  Oct.  22.     Cla.ss  22. 
Morton     Manufacturing    Corporation,    doing    business    as 

Cu-Crema  Company,  Lynchburg.  Va.     Toilet  preparation. 

Serial  No.  368,144;  Oct    22.     Clasa  6. 
Multigraph    Company.    Wilmington,    Del.,    and    Cleveland, 


Ohio.        Planographic      printing     platea. 
368.110  ;  Oct.  22.     Class  50. 


Serial     No. 


Municipal  Shoe  Co.,  Inc.,  Brooklyn,  N.  Y.  Footwear.  Se- 
rial No.  .367.442  ;  Oct.  22.     Class  39. 

Nash-De  Camp  Company.  San  Francisco,  Calif.     Freah  de- 
ciduous fruits.     Serial  Nu.  369.090  ;  Oct.  22.     Clasa  46. 
National   Builders  Bank  of  Chi<ago,    trustees   et  al.      (8m 

Kennedy    Manufacturing  Company,   asaignor. ) 
National  t'olumn  Review.   Inc.      (S*^  Berger.  Bernard.) 
National    Millitiery   Company.       t  See    Hyman,    Solomon   I.) 
National  Shoe  Stores,  Inc..  .New  York,  N.  Y.     Shoes.     Se- 
rial No.  368.378  ;  Oct.  22.     Class  39. 
National    Wholesale    Millinery    Company.       (See    Hyman, 
Solomon  I  ) 

Neumann.  Morton  H..  doing  business  as  Valmor  Pro<lucts 
Co.,  Chicago,  HI.  Vegetable  compound  ttmlc,  external 
liniment,  herb  tonic,  etc.  Serial  .No.  368.342;  Oct.  22. 
Class  6.  j 

Newton,  Phillip  S.,  doing  business  as  Chemo  Ray  Lens 
Company,  San  Francisco,  Calif.  Optometrical  Instru- 
ments.    Serial  No    365.230;  Oct.  22.     Class  44. 

Nudell  Manufacturing  Company  Inc.,  Chicago.  111.  Nail 
conditioners  tsnd  polish,  a  liquid  preparation  use<l  for 
the  removal  of  nail  polish.  Serial  No.  366.165;  Oct. 
22.     Class  6 

01«!etyme  Distillers.  Inc..  New  York,  -N.  Y.  Whiskey.  Se- 
rial No.  369. -'82  :  Oct.  22.     Class  49. 

Oldvtyme  Distillers.  Inc  .  .New  York.  N.  Y.  Whiskey.  Se- 
rial Nos.   369,457    H  ;  Oct.  22.     Clasa  49. 

Onondaga  SUk  Company,  Inc.,  New  York,  N.  T.  Silk 
piece  goods.     Serial  No.  .368.348  ;  Oct.  22.     Class  42. 

Ortega,  E.  C  Company,  Inc..  Los  Angeles.  Calif.  Canned 
peeled  chile  peppers,  canned  plmlentos.  Serial  No. 
388,947  ;  Oct.  22.     Class  46. 

Our  Army,  Inc.,  Brooklyn,  .N.  Y.  Periodical.  Serial  No. 
369,202;  Oct.  22.     (lass  38. 

Owens,  Bengeman  B.,  Van  Nuts,  Calif.  Plumbing  and 
steam  fitting  valves.  Serial  No.  300.576 ;  Oct.  22. 
Class  13. 

Paragon  Oil  Company,  Inc..  Glendale,  N.  Y.  Lubricating 
oil.     Serial   No.   367.036  ;   Oct.  22.     Class  15. 

Paramount  Distilling  Corporation,  Chicago,  111.  Whiskey. 
Serial  No.  .369,414;   Oct.   22.     Class  49. 

Parke,  Davis  k  Company,  Detroit,  Mich.  Preparation  for 
the  treatment  of  vitamin  deficiency  in  animals.  Serial 
Nos.   368.575-6 ;    published   Oct.   22.      Class   6. 

Pennington,  Charlotte  B.,  Ix>s  Angeles.  Calif.  Gowns  in 
the  nature  of  hostess  gowns.  Serial  No.  368,149  ;  Oct. 
22.     Class  39. 

Penn-Maryland  Corporation,  New  York,  N.  Y.  Whiskey. 
Serial  No.  .369.415  ;  Oct.  22.     Class  49. 

Permatex  Company,  Inc..  Brooklyn,  N.  Y.  Black  top  dreas- 
ing.     Serial  No.  368  048  :  Oct.  22.     (lass  4. 

Petersime  Incubator  Company,  Gettysburg,  Ohio.  Incu- 
bators for  oKjfs.     Serial  No    368,486;  Oct.  22.     Class  60 

Plcker-Llnz  Importers,  Inc.,  New  York,  N.  Y..  assignor  to 
Manuel  Fernandex  y  Ca  8.  L..  Jerex  de  la  Frontera, 
Spain.  OJen  liqueur.  Serial  No.  867,846;  Oct.  22. 
Class  49. 

Pirich,  George,  doing  baslness  as  Fonr  D'a  Company.  Min- 
neapolis, Minn.  Floes,  rakes,  weeders,  etc.  Serial  No. 
.'?67,083  :  Oct.  22.     Cla.-^s  23. 

Polk  Miller  I'roducts  Corxwratlon.  Richmond.  Vs.  Flea 
powder.     Serial  No.  868,631  ;  Oct.  22.     Class  6. 

Polk  Miller  Products  Corporation.  Richmond.  Va.  Flea 
powder.     Serial  No.  368,<04  ;  Oct.  22.     Cla«8  6. 

Popsicle  Corporation  of  the  United  States.  The,  New 
York,  N.  Y.  Empty  wrappers  and  bags.  Serial  No. 
366,640 ;   Oct.   22.      Class  2. 

Primrose  Foundations,  Inc..  New  York.  N.  Y.  Foundation 
garments.     Serial  No.  366.816  :  Oct.  22.     Class  39. 

Profamo,  Chas.,  New  Orleans,  La.  Preparation  for  the 
treatment  of  chronic  dysentery  and  con^umption  of  the 
bowels.     Serial  No.  367.056  ;  Oct.  22.     Class  6. 

Pump  Engineering  Service  Corporation.  Cleveland,  Ohio. 
Pamps.     Serial  No.  366.116  ;  Oct.  22.     Class  23. 

Qutgley  Compariv.  Inc  ,  New  York,  N.  Y.  Bodies  of  heat 
resisting  hlghlv  refractory  material.  Serial  No. 
.".68,864;  Oct.  22.     Class  12. 

Remington  Arms  Company,  Inc.,  Bridgeport,  Conn.  Fran- 
gible  targets.      Serial    No    368,428  :   Oct.   22.     Class  22. 


LIST  OF  TRADE-MARK  APPLICANTS 
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Reynolds,  Harry  M..  doing  business  as  Reynolds  Sales 
Company.  Columbus.  Ohio.  Lubricants  containing 
graphite  with  oil,  water,  or  other  vehicle.  Serial  No. 
369.063;  Oct.  22.     Cla^s  15. 

Rice,  Cyrus  Wm.,  k  Company,  Incorporated,  Pittsburgh, 
Pa.  Boiler  water  conditioning  materials.  Serial  No. 
368,816;  Oct.  22.     Class  6. 

Rice's  Fashion  Corner  Inc.,  Norfolk,  Va.  Fur  coats,  fur 
wraps,  fur  neckpieces,  etc.  Serial  No.  367,643 ;  Oct. 
22.     CUas  39. 

Ridge  Tool  Company,  The,  North  Ridgevllle,  Ohio.  Ap- 
paratus for  distributing  chemical  Insecticides.  Serial 
No.  364.685;  Oct.  22.     Class  23. 

Robertson.  J.  T..  Co.,  Inc.,  The,  Syracuse.  N.  Y.  Soaps 
and  toilet  soaps.     Serial  No.  368,431  ;  Oct.  22.     CTass  4. 

Royal  Tobacco  Company  of  Florida,  Inc.,  Miami,  Fla. 
Cigarettes.     Serial  No.  368,757  ;  Oct.  22.     Class  17. 

Samson-United  Corporation,  Rochester,  N.  Y.  Electric 
waffle  irons.     Serial  No.  366.489  ;  Oct.  22.     Class  21. 

Bandeman,  Geo.  G..  Sons  k  Co.  Limited,  London,  England. 
Gin.  whisky,  rum.  Serial  No.  367,626;  Oct.  22.  CUss 
49. 

Bandnw,  Carl,  doing  business  as  Dr.  Ernst  Sandow,  Ham- 
burg, Germany.  Salts  for  artificial  mineral  waters. 
Serial  No.  367,086  ;  Oct.  22.     Class  6. 

Sanlin  Offset  Press  Mfg  Corporation,  New  York,  N.  Y. 
Rotary  printing  and  lithographing  machines  and  metal 
(sheets.     Serial  No    361.221  ;  Oct.  22.     Class  23. 

Santa  Claus.  Incorporated,  Chicago.  111.,  and  Santa  Claus, 
Ind.  Table  syrups,  ice  cream,  candies,  etc.  Serial  No. 
366.118;  Oct.  22.     Class  46. 

Santa  Claus.  Incorporated.  Chicago,  111.,  and  Santa  Claus, 
Ind.  Ice  cream,  candies,  froxen  confections.  Serial  No. 
366.119;  Oct.  22.     Class  46 

Sattler-Addlson  Co.,  Inc.,^  Baltimore.  Md.  Whiskey.  Se- 
rial No.  369,009  ;  Oct.  22.     Class  49. 

Scott  Phillips,  Inc.,  Chicago,  111.  Eye  lotion.  Serial  No. 
368,463  ;  Oct.   22.     Class   6. 

Selfert.  E.  M..  Jr..  Inc..  Los  Angeles.  Calif.  Fresh  rege 
tables.      Serial  No     368.988;    Oct.   22.     Class  46. 

Shapiro,  Samuel,  New  York,  N.  Y.  Leather.  Serial  No. 
368.496  ;  Oct.  22.     Class  1. 

Sheboygan  Dairy  Products  Company,  doing  business  as 
Ver'lnne  Dairy  Products  Company.  Sheboygan,  Wis. 
Evaoorated  milk.  Serial  No.  363,899  ;  Oct.  22.  CUss 
46. 

Shrf'veport  Engineering  Co.,  Inc..  The,  Shreveport,  La. 
Electric  ventilating  fans.  Serial  No.  368,669  ;  Oct.  22. 
na.s8  34. 

Sid  Custom  Tailoring,  Philadelphia.  Pa.  Men's  suits,  over- 
coats, top  coats,  etc.  Serial  No.  366,688 ;  Oct.  22- 
Class  39 

Slmou,  Franklin,  h  Co.  Inc..  New  York.  N.  Y.  Shoes. 
Serial  No.  367.661  ;  Oct.  22.     Class  39. 

Sire  y  Armada  8.  en  C.  Quanahacoa,  Cuba.  Crackers, 
bonbons,  chocolates,  etc.  Serial  No.  363,722  ;  Oct.  22. 
Class  46 

8mi-Ho  Products  Company.  Denver,  Colo.  Chemical  com- 
pound for  purifying  dry  cleaners.  Serial  No.  366,304  ; 
Oct.  22.     Class  6. 

.Smith,  T.  J.,  Jt  Nephew,  Limited,  Hull.  England.  Medi- 
cated plasters  and  medicated  'bandages.  Serial  No. 
3tl8,191  ;  Oct.  22.    Class  6. 

Smokeless  Fuel  Company,  Charleston.  W.  Va.  CoaL  Se- 
rial No.  368.639;  Oct.  22.     CUss  1. 

Soap  Lake  Products  Corporation,  Seattle,  Wash.  Effer- 
vescent compound  of  natural  mineral  water  salts,  and 
liquid  concentrates  of  natural  mineral  waters.  Serial 
No.  .'167,087  ;  Oct.  22.     Clasa  6. 


Societa   VinicoU  Torino,    Inc.,    New  York.  N.   Y.      Wines. 

Serial  No.  355,645  ;  Oct.  22.     CUss  47. 
Societe    Anonyme     Publiclte     Franco     Amerlcaine.     Paris, 

France.     IHslnfectants  and  pharmaceutical  preparations 

for   the   treatment    of   glands.      Serial   Nos.    362,»45-6 ; 

Oct.  22.     Class  6. 
Speedy  Metal  Products,  Inc.,  New  York.  N.  Y.     Slide  con- 
trolled   separable   festeners.      Serial    No.    368,671  ;    Oct. 

22.     CUss  13. 
Staley.  A.  E..  Manufacturing  Company,  Chicago,  111.     In- 

edlible  starch  products.      Serial   No.  359,371 ;  Oct.   22. 

Class  6. 
Staley,  A.  E.,  Manufacturing  Company,  Decatur,  111.     In- 
edible   starch    products.      Serial    No.    359,372 ;    Oct.   22. 

Class  6. 
Staley,    A.     E..     Manufacturing    Company,     Decatur,     111. 

Starch    products    for    industrUl    purposes.      Serial    No. 

359,374  ;  Oct.  22.     Class  6. 
Standard   Oil  Company   of  New  Jersey,   Wilmington,  Del. 

Hydrocarbon     gases.       Serial     No.     368,587 ;     Oct.     22. 

CUss  6. 
Star  Dental   Manuiacfuring  Co.,   Inc..  The,  Philadelphia, 

Pa.    Dental  tooU  and  instruments.     Serial  No.  368,  <  69; 

Oct.  22.     Class  44. 
Steele,  James  W.,  Kansas  City,  Mo.     Clasps  and  lot»ps  for 

laundry  purposes.     Serial  No.  368,243;  Oct.  22.     Class 

24. 
Sunset  Distilling  Company.     (See  Goldberg.  Nat  D.) 
Three   G    Distillery    Corp.,    Burbank,    Calif.      BUckberry, 

raspberry,    peach,    etc.,    liqueurs.      Serial    No.    368,204 ; 

Oct.  22.     Class  49. 
Times-Press  Company,  The,  Akron,  Ohio.     Newspaper.     Se- 

rUl  No.  368,995  ;  Oct.  22.     Class  38. 
Tyson,  James  .\.,  doing  business  as  The  House  of  Fayriu, 

Louisville.  Ky.     Shoe  cleaner  and  whitener.     Serial  No. 

368,905 ;  Oct.  22.     Class  4. 
Union  des  Proprletaires   de  Vignobles,  Boutelleau   k  Cle, 

Fournier    k  Cle,    Barl)ezleux,    France.      Brandy.      SerUl 

Nos.  369,698-9  ;   Oct.  22.     CUss  49. 
United  States  Paper  Company,   Ltd.,   Los  Angeles,  Calif. 

Paper  bags.     Serial  No.  364.603;  Oct.  22.     CUss  2. 
Valmor  Prc^ucts  Co.      (See  Neumann,  Morton  G.) 
Vegetable  Oil  Products  Company,  Inc..  Los  Angeles.  (ZaIlf. 

Paint  oil.     Serial  No.  369,175  ;  Oct.  22.     Class  16. 
Veriflne  Dairy  Products  Company.     (See  Sheboygan  Dairy 

Products  Company.) 
Vlcborn.   H.   P.,   trustees  et  al.      (See  Kennedy   Manufac- 
turing Company,  assignor.) 
WK-R   Ribbon    Corporation.   New   York.    N.   Y.      Ribbons. 

Serial  No.  366,393  ;  Oct.  22.     Class  42. 
Walker's   of  Boston.    Inc.,   Boston,    Mat*8.      Gin,    whiskey, 

and  brandy.     Serial  No.  369,387  ;  Oct.  22.     Class  49. 
Washburne,  James  M.,  Candy  Specialty  Corporation.  Long 

Island  City,  N.  Y.     Candy.     Serial  No.  368,910 ;  Oct.  22. 

Class  46. 
Waverly  Oil  Works  Company,   Pittsburgh.  Pa.     Lubricat- 
ing   oils   and    greases.      Serial   No.    368.911;    Oct.    22, 

Class  15 
Wheatley   Mayonnaise   Co.,   Louisville,   Ky.      Salad   dress- 
ing and    relish    spread.      Serial   No.   369,827 :    Oct.   22, 

Class  46. 
White-Kings  Co.  Inc.,  New  York,  N.  Y.     Silk  underwear 

for  women.     Serial  No.  368,315  ;  Oct.  22.     Class  39. 
Wlegand,   Edwin   L.,    Company,    Pittsburgh,   Pa.      Electric 

heating  elements,  resistor  elements,   heating  units,  etc. 

Serial  No.  366,449;  Oct.  22.     CUss  21. 
Younker  Brothers.  Inc..  Des  Moines,  Iowa.     Dresses,  coats, 

shoes,  etc.     Serial  No.   368.212  ;  Oct.  22.     CUss  39. 


LIST  OF  KEGISTRANTS  OF  TRADE-MARKS 


.\bramson,  J.,  A  Sons,  Brooklyn.  N.  Y.  Peroxide,  petro- 
h  um  Jellies,  eye  drops,  etc.  329.286 ;  Oct.  22  ;  Serial 
No.  363.255  ;  published  Aug.   13.  1936.     Class  6. 

Alello.  Peter  F..  k  Co.,  San  Jose,  Calif.  Fresh  vegetah>s. 
329,274;  Oct.  22;  Serial  No.  366.847;  published  Aug. 
13,   1935.     Class  4". 

Alba  Grape  k  FruK  Co.,  San  Francisco,  Calif.  Fresh 
grapes.  320,228 ;  Oct.  22 ;  Serial  No.  366,254 ;  pub- 
lished Aug.  13,  1935.     Class  46. 

Albers  Bros.  Milling  Company,  Portland.  Oreg.  Flaked 
wheat,  wheat  flakes,  rolled  oats.  etc.  329.302  ;  Oct.  22  ; 
Serial  No.  332,506  ;  published  July  23,  1935.     Class  46. 

Alho  Chemical  Co.,  Philadelphia.  Pa.  Tooth  paste,  ath- 
lete's foot  lotion,  mange  medicine,  etc.  329,177  ;  Oct. 
22 ;  Serial  No.  360,817  ;  pobllshed  Aug.  13,  1936. 
CUss  6. 

.\11-Amerlcan  Mohawk  Corporation.  Cliicago.  111.,  and 
North  Tonawanda.  N.  Y.,  Howard  F.  Cunningham,  trus- 
tee In  bankruptcy  of  said  Ail-American  Mohawk  Corpo- 
ration, assignor  to  The  Rudolph  Wurlitzer  Manufactur- 
ing Ctmipanv,  North  Tonawanda.  N.  Y.  Refrigerators, 
refrigerating  apparatus,  and  Ice  boxes.  329.303 ;  Oct. 
22;  Serial  No.  314.840;  published  June  23.  1931.  CUss 
81. 


American   Can    Company,    New   York,   N.   Y.      Containers. 

329.266 ;   Oct.   22 ;   SerUl  No.  367,057 ;   published   Aug. 

13.  1935.     Class  2. 
American  Crayon  Company.  The.  Sandusky.  Ohio.     Wood 

varnish    and    sealer.      329,200 ;    Oct.    22 ;    Serial    No. 

368,682 ;  published  Aug.  13,  1935.     CUss  16. 

American  Cyanamld  k  Chemical  Corporation,  New  York. 
N.  Y.  Wetting  agents  for  reducing  facial  tension  be- 
tween liquids  and  solids,  etc.  329,233-4  ;  Oct.  22  ;  Se- 
rial Nos.  366.219-20  ;  published  Aug.  13,  1936.     Class  6. 

American  GUnzstoff  Corporation,  now,  by  change  of  name. 
North  American  Rayon  Corporation,  New  \ork,  N.  Y. 
Thread  and  yarn  of  artiflcial  rayon.  329.306;  Oct.  22; 
Serial  No.  351.239  ;  published  Aug.  6,  1935.     CUss  43. 

American  Oil  Company,  The,  Baltimore.  Md.  Auto  polish. 
329.287 ;  Oct.  22  ;  Serial  No.  366,500 ;  published  Aug. 
13,  1936.    Class  16. 

American  Zinc  Sales  Company.  St.  Louis.  Mo.  Zinc  oxide. 
329,312;  Oct.  22;  Serial  No.  357,166;  published  Dec. 
26.  19;M.     Class  6. 

Antidolor  Mfg.  Co..  Inc.,  The.  (See  Walte,  Ralph  B.,  as- 
signor.) 


IV 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


Arakelian,  K.,  Inc.,  doin^  busineM  as  Madera  Wlaerieg  & 
Distilleries.  Madera,  Calif.  Brandy.  3-'9.208 :  Oct. 
I'l* ;  Serial  No.  367.276  ;  published  Aug.  20.  1938.  Class 
49. 

Arrastronj?.  J.  B.,  doing  business  as  Arnold  Drug  Com- 
panv.  Topeka.  Kans.  Salve  for  treating  chilblains, 
scabies  (Itch).  rlngTVorms.  etc.  329,258;  Oct.  22;  Se- 
rial No.  366,502  :  published  Aug.  13.  1935.     Class  6. 

Arnold   Drug  Company.      (See   Armstrong,    J.   B.) 

Austin,  Nichols  &  Co..  Inc.,  Brooklyn,  N.  Y.  Gin. 
;;29,299  ;  O.t.  22  ;  Serial  No.  367,279  ;  published  Aug. 
20,  1935.     Cld.ss  49. 

B.  v.  D.  Company,  Inc.,  The.  (See  Oppenhelm,  Obern- 
(lorf  k  Co.,  assignor.) 

Baldwin  Laboratories,  Inc..  Snegertown.  Pa.  Insecticides. 
.■i2'.t.lf>4  ;  Oct.  22 ;  Serial  No.  364,802 ;  published  Aug. 
0,  1935.     Class  6. 

Barcley  Corset  (."ompany.  Newark,  N.  J.  Corsets  and  cor- 
set-stays.     108,191  ;    renewed   Jan.    18,    193(5. 

Bennlnghoff  William,  doing  business  a.s  William  F.  Ben- 
nl.'ighoff  &  Co..  TlflSn.  Ohio.  Poultry  treatment  for  coc- 
cidlosU  329.316:  Oct.  22;  Serial  No.  ;!65.283  ;  pub- 
lished Aug.    13,   19:55.     Class  6. 

^^erger  Hosiery  Comp.any.  Incorporated.  Philadelphia.  Pa. 
Slips.  329,172;  Oct.  22;  Serial  No.  358,917;  published 
Aug.  13,  1935.     Class  39. 

Berry  Brothers,  Detroit,  Mich.  Ready  mixed  paints,  paint 
enamels,  varnl.-hes,  etc.  329,323  ;  Oct.  22  :  Serial  No. 
365.116;  published   Aug.   6.   193;».     Clans    16. 

Best  Foods  Inc.,  Th*       (See  Saute  Products  Corporation.) 

Blenvenu.  Rene  J  ,  doing  bu-slness  as  Dixie  Drug  Company, 
Colfax.  La.  Medicinal  preparation  used  In  treatment  of 
headaches,  biliousness,  dizziness,  etc.  329,'J5o  ;  Oct. 
22  ;  Serial  No.  306.504  ;  published  Aug.  13.  1935. 
Class  6, 

Billls,  George,  doing  business  as  The  Revival  Hat  Re- 
flnighing  Mfg.  Co..  Chicago,  111.  Chemical  compound  to 
be  used  in  reflnlshlng  of  hats.  329,186;  Oct.  22;  Se- 
rial No.  366,396;  published  Aug.   13.  19;J5.     Class  6 

Black  Flag  Companv.  The.  Baltimore.  Md.  Vermifuge. 
329.288  ;  i)ct.  22  ;"  Serial  No.  365.507  ;  published  Aug. 
6,  1935.     Class  6. 

Black  Flag  Company.  The.  Baltimore.  Md.  Flea  powder. 
329.289 ;  Oct.  22  ;  Serial  No.  365.5<^)« :  published  Aug. 
6.  1935.     Class  6. 

Bon  Ton.  Inc..  Chicago.  111.  Whiskeys,  brandys,  liqueurs, 
etc.  329,265 ;  Oct  22 ;  Serial  No.  367,152  ;  published 
Aug.  20,  19.35.     Class  49. 

Booth  fisheries  Corporation,  Chicago,  111.  Fresh  fish. 
329.338  ;  Oct.  22.     Class  46. 

Boston  Blacking  &  Chemical  Co..  Boston.  Mass.  Spray 
finishes  for  hoots  and  shoes.  329,241  ;  Oct.  22 ;  Se- 
rial No.  366.509  ;  published  Aug.    13,  1935,     Class  4. 

Butterfleld,  Fred.  &  Co..  Inc..  New  York,  N.  Y.  Acetate 
and  cotton  fancy  woven  fabric  In  the  piece.  329.322; 
Oct.  22  ;  Serial  No,  365,120  ;  published  Aug.  13,  1935. 
Class  42. 

California  Cotton  Oil  Corporation.  I«os  .\ngeles.  Calif. 
Animal  foods.  320,214  ;  Oct.  22:  Serial  No.  365.984; 
published   Aug.    13.   1935.      Class  46. 

California  Fruit  Exchange,  Sacramento.  Calif.  Fresh  de- 
ciduous fruits.  329.229  ;  Oct.  22  ;  Serial  No.  366.261  ; 
publLshed  Aui?.    13.   1935.     Class  46. 

Carllle  k  I>)Ughty.  Incorporafe<l,  Conshohocken.  Pa. 
Storage  batteries,  storage  battery  plates,  and  storage 
battery  connector  straps.  329.205;  Oct.  22;  Serial  No. 
365.763;  published  Aug.   13,  1935.     Class  21. 

Carman  k  Co..  Inc.,  New  York,  N.  Y.  Laundry  bluings. 
329.224  ;  Oct.  22 ;  Serial  No.  366.084  ;  published  Aug. 
13.  1935.     Class  6. 

Celanese  Coriwration  of  America,  New  York.  N.  Y.  Y'arns. 
.329,201  ;  Oct.  22  ;  Serial  No.  365,685  ;  published  Aug. 
13.  1935.     Class  43. 

Chemical  Novelties  Corporation.  Cincinnati.  Ohio.  Vis- 
cous chemical  compound  of  vegetable  origin.  329.305  ; 
Oct.  22  ;  Serial  No.  347.127  ;  published  Aug.  6,  1935. 
Class  6. 

Chemosan-lnlon  nnd  Frltz-Pezoldt  A.  G..  Vienna,  Austria. 
Medicinal  preparations  for  the  treatment  of  infections 
of  the  kidneys,  urinary  tract,  liver,  and  gall  duct,  etc. 
329.285  ;  Oct.  22  ;  Serial  No.  363.205 ;  published  Aug. 
6,  1935.     Class  6. 

Citrln,  Max.  New  York.  N.  Y.  Cleanslng.tlssue.  329.273  ; 
Oct.  22 :  Serial  No.  366,862  ;  published  Aug.  13,  1935. 
Class  37. 

Clapp.  George  W..  Orlando,  Fla.,  and  New  York.  N.  Y, 
Fresh  oranges,  grapefruit,  and  tangerines.  .H29,290 ; 
Oct.  22;  Serial  No.  365.430;  published  Aug.  13,  1935. 
Class  46. 

Clear  Spring  Distilling  Companv.  Chicago,  111.  Whiskey 
and  gin.  329,267  ;  Oct.  22  ;  Serial  No.  367,067  ;  pub- 
lished Aug.  20,  1935      Class  49. 

Clipper  Belt  Ijicer  Company.  (Irand  Rapids,  Mich.  Belt- 
books,  belt-fasteners,  and  belt-pins.  106,741  ;  renewed 
Oct.  26.  19.15. 

ciufT  k  Pickerlne  Ltd.,  New  York,  N.  Y.  Rum.  329,300; 
Oct.  22;  Serial  No.  367,286;  published  Aug,  20,  1935. 
Class  49 

Cohen  k  Wllks,  Ltd.,  Cheetham.  Manchester,  England. 
Clothing — namely,  raincoats,  and  overcoats.  329,178; 
Oct.  22  ;  Serial  ><o.  361,050  ;  published  Aug.  13,  1935. 
Class  :•'■>. 

Collins.  Lee  Companv,  Chelsea.  Mass.  Salt  cod  tlsh. 
329.197;  Oct.  22;  Serial  No.  364,711;  published  Aug. 
13,  1935      Class  46. 


Collins,    Lee    Company,    Chelsea,    Mass.      Salt    cod    flsb. 

329,237;   Oct.   22;    Serial  No.   364.710;   published   Aug. 

13,  1935.     Class  46. 
Columbia  Distilling  Co.      (See  Tonkin  Distributing  Co.) 
Columbia    Paper    Bag    Company,    Baltimore,    Md.      Paper 

bags.     108,88^90  ;  reueweJ  Mar.  7,  1936. 
Compai^la    Llcorera    de   GuantAnamo    S.    A.,    Guantanamo, 

Cuba.     Rum,  brandies,  efhvl  alcohol,  etc.     329.308  ;  Oct. 

22  ;  Serial  No.  352,522  ;  published  Aug.  20,  1935.     Class 

49 
Corning  Glass  Works,  Corning.  N.  Y.     Glass.     107.244-6  ; 

renewed  Nov.  16,  1935. 
Cox   Confectionery    Company,    Boston,    Mass.,   assignor    to 

San-Mnn  Chocolates  Company,  East  Boston,  Mass.     Can- 
dles.    106,842;  renewed  Nov.  2,  1935. 
Crawford,    McGregor   and   Canby   Company,    The,    Dayton, 

Ohio.       Golf    clubs.       :?29.327 ;     Oct.     22 ;     Serial    No. 

367.117;  nubJ'ehed  Aug.  13,  1935.     Class  22. 
Culllber    Coffee    Company.    Inc.,    New    Orleans,    La.      Cof- 
fee.    107,091-2  ;   renewed   Nov.  9,   1935. 
Cunningham.    Howard    F..    trustee    In    bankruptcy.       (See 

All-American  Mohawk  Corporation.) 
D.   D.   D.   Corporation.   Batavla.   111.     Preparation   for  the 

prevention  and   treatment   of  diseases  of  the  skin   and 

scalp.     329.243;  Oct.  22;  Serial  No.  364,125;  published 

Aug.  13.   1935.     Class  6. 

Deaver-Kennedy  Company,  by  change  of  name  to  Deaver 
Dry  Goods  Company.  Inc.,  Knuxvllle,  Tenn.  Shirts. 
105,911  ;  renewed  Aug.  24,   1935. 

Del  Real  Tesoro,  Manju^s,  y  Compaflla.  Jerez  de  la  Fron- 
tera,  Spain.  Beverage  alcohols,  whiskies,  brandies, 
etc.  329.180;  Oct.  22;  Serial  No.  361,396;  published 
Aug.  20.  1935      Class  49. 

De  Pree  (ilhemlcal  Comiiany,  The,  by  change  of  name  to 
The  De  Pree  Company,  Holland.  Mich.  Medicines  and 
toilet  preparations.     106,042;  renewed  Sept.  21,  1935. 

Dick.  A.  B.,  <^'ompany.  Chicago.  111.  Stencil  paper  and 
stencils.  329.310  :  Oct.  22  ;  Serial  No.  355,433  ;  pub- 
lished Oct.  9.  1934.     Class  37 

Dixie  Dru?  Company.     (See  Blenvenu,  Rene  J.) 

Efron.    Alexander.    New    York.    N.    Y.      Checkbooks,    pass 

books,  deposit  slips,  etc.     329,216;  Oct.  22;  Serial   No. 

:?66.3.%9  ;   published   Aug.    13.    19.35.     Class  .36. 
Eichelberger.  Jos.,  k  Co.,  Eustls,  Fla.     Fresh  citrus  fruits. 

329.269  ;   O-t.    22 ;   Serial    No.   366,984  ;   published    Aug. 

13.  1935      Class  46 
F'nrastan    Company,    The.     Pbllndelphla,     Pa.       Antiseptic 

preparation  for  vaginal  Infections  and  feminine  hygiene. 

r.29.202  ;  Oct.  22  ;  Serial  No.  365,694  ;  i>ubllshed  Aug.  6, 

1935.     Class  6. 
Felsen.   Incorporated,   doing  business  as  Felsen   Bros.  Liq- 
uor  Co,    East    St.    Louis,    111.      Whiskey,    gin,    rum,   etc. 

329.295  ;   Oct.    22  :    Serial   No.    367,192 ;    published   Aug. 

20,  1935.     Class  49. 

Firestone  Tire  &  Kubl)er  Company,  The,  Akron.  Ohio. 
Laundry  wringer  rolls.  329,176;  Oct.  22;  Serial  No. 
367.123;   published   Aug     13,    19.35.      Class  24. 

Franciscan  Packing  i'ompany.  Salinas,  Calif.  Freab 
vegetables  329,248;  Oct.  22:  Serial  No.  366,196;  pub- 
lished Aug.  13.  1935      Class  40. 

I-^eyn  Engineering  Company,  Chicago.  111.  Brew  house 
equipment.  329..304  ;  Oct.  22  ;  Serial  No.  343,772  ;  pub- 
lished Aug.  13.  19.33.     Claas  23. 

Geist  k  Gelst.  Inc..  New  York,  N.  Y.  Knitted  garments. 
329,244  ;  Oct.  22 :  Serial  No.  363,918  ;  published  Aug. 
13.   1935.     Class  39 

General  Cable  Corporation.  New  York.  N.  Y.  Insulated 
electrical  wires  and  rabies.  329.207  ;  Oct.  22 ;  Serial 
No.  365.800;  published  Aug.   13,  1936.     Class  21. 

General  Dyestuff  Corporation.  New  York,  N.  Y.  Textile 
dressing  agent.  329.232  ;  Oct.  22  ;  Serial  No.  366,231  ; 
published  Aug.  13.  1935.     Class  6. 

General  Fire  Extinguisher  Company.  Pn)Vld»'n<  e,  R.  I. 
Sprinkler  heads.  329.209  ;  Oc  22  :  Serial  No.  365,881  ; 
published  Aug.   13.    19.35.      Class   23 

Golden  State  Company,  Ltd..  San  Francisco.  Calif,  Mix- 
ture for  making  Ice  cream.  329.281  ;  Oct.  22  ;  Serial 
No.  366.715;  published  Aug.  13,  1935.     Class  46. 

Goldensteln,  \..  Inc.  Brooklyn,  N.  Y.  Submerged  hot 
water  heaters  used  In  steam  boilers.  329, .336  :  Oct.  22. 
Class  34. 

Great  Western  Athletic  Goods  Co.,  Chicago,  111.  Golf 
balls.  329,260-1  ;  Oct.  22;  Serial  Nos.  366,472-3;  pub- 
lished Aug.  13.  19.35.     Class  22. 

Great  Western  Athletic  (Joods  Co.,  Chicago,  111  (Jolf 
halls.  329.262  ;  Oct.  22  ;  Serial  No.  366,470  ;  published 
Aug,  13,   1935.     Class  22. 

Great  Western  Athletic  Goods  Co.,  Chicago,  111  Golf 
balls.  329.263  ;  Oct.  22  ;  Serial  No.  366,468  ;  published 
Aug.  13.  19.35.     Class  22. 

Gregg  Manufarturlng  Company.  The.  Fredericktown.  Ohio. 
Electrically  Illuminated  lighting  fixtures.  329,221  ; 
Oct.  22;  Serial  No.  866,066;  published  Aug.  13,  19.'15. 
Class  21. 

Guimaraens  k  Co.,  Villa  Nova  de  Gaya.  Portugal.  Wines. 
329.189;  Oct.  22;  Serial  No.  343,607;  published  Apr. 
3.  1934.     Class  47. 

Harley-Davldson  Motor  Co.,  Milwaukee,  Wis.  Motor- 
cycles and  i)lcycles.     107.970;  renewed  Jan.  4.  1936. 

Harmonica  DiBtrll)Utlon  Corporation  of  America.  New 
York.  N.  Y.  Mouth  harmonicas,  harmonica  b<  dies, 
reeds,  etc,  329.307  ;  Oct.  22  :  Serial  No.  352,487  ;  pub- 
lished Aug.  13,  1935.     Class  36. 
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Ilartz   Mountain    Products   Inc.,    New   York,    N.   Y.      Bird 

food.     329,227  ;  Oct.  22  ;  Serial  No.  366,279  ;  published 

Aug.  13,  1635.     Class  46. 
Henning,    Dr.    Georg,    Chemlsch    pharmazeutisches    Werk 

Gcsellschaft  mlt  beschrftnkter  Haftung,  Berlin  and  Ber- 

Un-Temnelhof,      Germany.         Medicines      for      treating 

Ischaemia    and    anoxemia    of    the    heart     muscle,     etc. 

329,179;  Oct.   22;   Serial   No.   361,392;   published  Aug. 

6.  1935.     Class  6. 
Herschel,    R.,    Manufacturing    Co..    Incorporated.    Peoria, 

lU.      Rakes,    rake    bandies,    forks,    hoes.    etc.      329,215 ; 

Oct.  22  ;   Serial  No.   360.007  ;  published  Aug.   13.   1935. 

Class  23. 


Hoge  Manufacturing  Company.  Inc.,  The^  NewYork.  N.  Y. 
Toy  guns. 


329,280;  Oct.  22 

llshed  Aug.  13,  1935.     Class 
Hope,    Inc.,    New    York,    N.    Y. 

Oct.   22;   Serial   No.  366,517 

Class  6. 
Horner    Brothers    Woolen 

Wool  yarn. 


Serial  ko.  366,717;  pub- 
22. 

Tooth    powder.      329,226 ; 
published  Aug.   13.  1935. 


Mills.     Eaton     Rapids.     Mich. 
329,339-40  ;  Oct.  22.    Class  43. 
Horner    Brothers     Woolen     Mills,     Eaton     Rapids,    Mich. 

Wool  yarn.      829,339-4  ;   Oct.  22.     Class  43. 
Hotze.  John   K.,  St.  Louis.   Mo.     Golf  bags  and/or  caddy 

bags.     329,268  ;  Oct.  22  ;   Serial  No.  367,072  ;  published 

Aug,  13,  1935.     Class  22, 
Hunter    Baltimore    Rye    Distiller}-,    Inc.,    Baltimore,    Md. 

Whisky.      329,247;    Oct.    22;    f<erial    No.    366,200;    pub- 
lished  Aug.  20,   1935.      Class  49. 
Hy-Kare  Laboratories.      (See  Stevens,  Roderick  Q.) 
Illinois   Publishing   and    Printing   Comi^ny     Chicago,    111. 

Newspaper    column.       329,276;     Oct.     22;     Serial    No. 

366,769;  published  Aug.  13,  1935.     Class  38. 
India  Rubber,  Gutta  Pcrcba  &  Telegraph  Works  Company, 

Limited,  The,    London.    EnpUud.      t;olf  balls.      .329,283; 

Oct.  22;   Serial  No.  366,615;   published  Aug.   13,   1935. 

Class  22. 

International  Cellucotton  Products  Company,  Chicago,  111. 
Tampons.  329,193  ;  Oct.  22  ;  Serial  No.  364,820  ;  pub- 
lished Aug.  13,  1935.     Class  44. 

International  Smeltlns  and  Refining  Company.  (See  Rari- 
tan  Copper  Works,  assignor.) 

J.  C.  Yarn  Co.,  New  York,  N.  Y.  Thread  and  yarn. 
329.335  ;  Oct.  22.     aass  43. 

Joens,  Alfred  E.,  Lodl,  Calif.  Fresh  grapes.  329,217 ; 
Oct.  22;  Serial  No.  366,011;  published  Aug.  13,  1935. 
Class  46. 

Klnter  and  Williams,  Pittsburgh,  Pa.  Canning  Jar  clos- 
ures.    320,334  ;  Oct.  22.     Class  50. 

Kirk  Milling  Company.  The,  Flndlay,  Ohio.  Cake  flour. 
329,264  ;  Oct.  22 ;  Serial  No.  366,419 ;  published  Aug. 
13,  1935.     Class  46. 

Kolmar,  Inc.  Cincinnati,  Ohio.  Whiskey.  .329,251-2; 
Oct.  22;  Serial  Nos.  366,992-3;  published  Aug.  20, 
1936.     Class  49. 

KruR,  Hilda.  Brooklyn,  N.  Y.  Laxative  pills.  329.203 ; 
Oct.  22;  Serial  No.  365,700;  published  Aug.  13,  1936. 
Clasi.  6. 

Lamac  Process  Companv.  Erie,  Pa.  Presses  for  cementing 
soles  to  shoes.  329.318;  Oct.  22:  Serial  No.  365,200; 
published   Aug.   13,   1935.     Class   23. 

LangdonMeyer  Laboratories.      (See   Meyer.  Emanuel  M.) 

Lauer,  Fred,  Chicago.  111.  Tooth  powder.  329,246  ;  Oct. 
22  ;  Serial  No.  363.608  ;  published  Aug.  6.  1936.    Class  6. 

Lee,  Raymond,  doing  business  as  Raymond  Laboratories, 
St.  Paul,  Minn.  Permanent  waving  solution  and  chem- 
ical pads  for  permanent  waving  purposes.  329.191  ;  Oct. 
22  ;  Serial  No.  364,878  ;  publlshe<l  Aug.  6,  1935.    Class  6. 

Leggett,  Francis  H..  Jt  Company.  New  York.  N.  Y.  Olives. 
32".', 259  ;  Oct.  22  ;  Serial  No.  366,477  ;  published  Aug. 
13,  1935.     Class  46. 

Leterstone  Sales  Company,  Chicago,  111.  Vehicle  door 
locking  handles.     329,332  ;  Oct.  22.     Class  25. 

Lily  of  France  Corset  Company,  Inc.  (See  Madame  Irene, 
assignor.) 

Liquor  Dealers  Supply  Company,  Chicago,  111.  Gin,  whis- 
key, and  brandy.  529.250  ;  Oct.  22  :  Serial  No.  366.153  ; 
published  Aug.   20.   1935.     Class  49. 

MacLean  Commercial  Products  Company.  New  York.  N.  Y. 
Deodorant.  829,192  ;  Oct.  22  ;  Serial  No.  364.996 ;  pub- 
ll8he<l  Aug.  13,  1935.     Class  6. 

Macv.  R.  H..  k  Co.,  Inc.,  New  York.  N.  Y.  Whiskey. 
31^9,246 ;  Oct.  22  ;  Serial  No.  367,103 ;  published  Aug. 
20.  1935.     Class  49. 

Madame  Irene,  assignor,  by  mesne  assignments,  to  Lily  of 
France  Corset  Company,  Inc.,  New  York.  N.  Y.  Bust- 
supporters  and  brafeslftres.  108,708;  renewed  Feb.  22, 
1930 

Madera  Wineries  k  Distilleries.      (See  Arakelian,  K.,  Inc.) 

Master  Drugs.  Incorporated.  Omaha.  Nobr.  Laxative. 
329,198  ;  Oct.  22  ;  Serial  No.  365.639  ;  published  Aug. 
13.  19.35.     Class  6. 

Masurv.  John  W..  k  Son,  New  York.  N.  Y.  Paste  paints 
in  white  and  colors.     108.652  :  renewed  Feb.  22.  1936. 

May  Company,  The.  Cleveland.  Ohio.  Knitted  underwear. 
108,485  :  renewed  Feb.  8,  1936. 

McCarthy.  Jamos  J.,  doing  business  as  Triumph  Mfg.  Com- 
pany. "Chicago.  111.  Radio  and  television  testing  appara- 
tus 329.220  ;  Oct.  22:  Serial  No.  366.038;  published 
Aug.  13.  1935.     Class  26. 

McCrea     Robert    H.,    Oakmont.    Pa.      Ball   and    cup   game. 
329  271  :   Oct.   22  :   Serial  No.   366,868 ;   published  Aug. 
13,  1935.     Class  22. 
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Merck  k  Co.  Inc.,  Rahway,  N.  J.     Medicinal  preparation 
for  the  treatment  of  disorders  of  the  peripheral  circula- 
tory system,  etc.     329,223  ;  Oct.  22  ;  Serial  No.  366,109  ; 
published  Aug.  13,  1935.     Class  6. 
Merrell,  Wm.  S.,  Company.  The.  Cincinnati.  Ohio.     Prep- 
aration   for    the   treatment   of   anemia       320  222  ;    Oct. 
22  ;  Serial  No.  366,064  ;  published  Aug.  13,  1935.    Class  6. 
Meyer,    Emanuel    M.,    doing    business    as    Langdon-Meyer 
Laboratories.  Cincinnati,  Ohio.     Excess  acidity  test  so- 
lution      329,314 ;    Oct.    22  ;    Serial    No.    365,345 ;    pub- 
lished Aug.  6,   1936.     Class  6. 
Mlcrovivarium,    Incorporated,    Chicago,     III.       Microscope 
slides,    microscoper     and    stereopticons.      329,195 ;    Oct. 
22  ;  Serial  No.  364,729  ;  published  Aug.  13,  1935.     Class 
26. 
Miller's,  Jacob,   Sons  Company,  Philadelphia.  Pa.     Men's 
shirts.     329,315  ;  Oct.  22  ;  Serial  No.  366,303  ;  published 
Aug.  13,  1935.     Class  39. 
Miners,  Inc.,  New  York,  N.  Y.     Lipstick,  face  powder,  and 
wet    and    dry    rouge.      329,230 ;    Oct.    22  ;    Serial    No. 
366,247;  published  Aug.   13,  1936.     Class  6. 
Moore,  Ralph,  Inc.,  St.  Louis,  Mo.     Substance  to  be  added 
to  laundry  starch.     329.236  ;  Oct.  22  ;  Serial  No.  366.207  ; 
published  Aug.  13,  1936.     Class  6. 
Morgen  Distilling  Corp<iration,  Jersey  City,   N.  J.      Whis- 
key.     329.171  ;   Oct.  22  ;   Serial  No.  357,498  ;  published 
Aug.  20,  1935.    Class  49. 
Mueller  Electric  Co.,  Cleveland,  Ohio.     Clips  used  in  mak- 
ing electrical  connections.     329.206  ;  Oct.  22  ;  Serial  No. 
365,774  ;  published  Aug.  13,  1935.     Class  21. 
Mijller,    Dr.    raed.    Helnrich,    &    Co..    Oberursel,    Germany. 
Preparation   for  treating  fluor  albus  and  disinfectants. 
329.174;   Oct.   22;   Serial  No.   359.880;   published   Aug. 
6,  1935.     Class  6. 
Mutual  Citrus  Products  Co.,  Inc.,  Anaheim.  Calif.     Canned 
citrus  fruit  Juices.   329,321  ;  Oct.  22  ;  Serial  No.  365,150  ; 
published  Aug,   13,   1935,      Class  40. 
Nashawena  Mills,  New  Bedford,  Mass.     Yarns.      108,806; 

renewed  Feb.  29.  1936. 
National  Chemical  Company,   Syracuse,   N.   Y.     Washing- 
soda.     108.257  ;  renewed  Jan.  25,  1936. 
National    Sugar   Refining   Company    of   New  Jersey.   The, 
Jersey  City,  N.  J.,  and  New  York,  N.  Y.     Brewers'  syrup 
used  "in  the  manufacture  of  beer  and  ale;     329,183 ;  Oct. 
22  ;  Serial  No.  362,317  ;  published  Aug.  13,  1935.     Class 
48. 
Necker,    Wilhelm,    Baden.    Austria.      Pine    balsam,    euca- 
I.vptus  balsam,  peppermint   balsam,   etc.     329.313  ;   Oct. 
22;     Serial     No.     367,263;     published    Aug.     13,     1935. 
Class  6. 
Newton,   Frederick,   doing   business    as   Frederick    Newton 
Chemical    Company,    Detroit,    Mich.      Medicine    for    the 
treatment  of  pharyngitis,  laryngitis,  etc.     329.184;  Oct. 
22 ;     Serial     No.     362,376 ;     published     Aug.     13,     1935. 
Class  G. 
Newton,    Frederick,    doing  business  as   Frederick  Newton 
Chemical    Comjiany.    Detroit.    Mich.      Medicine    for    the 
treatment  of   chronic  constipation,    catarrhal   Jaundice, 
etc.      329.185;   Oct.    22;   Serial  No.   362,377;   published 
Aug.  13,  1935.    Class  6. 
North     American     Rayon    Corporation.       (See    American 

Glanzstoff  Corporation.) 
Northwestern   Hlaugas  Company.   St.  Paul,  Minn.     Lique- 
fie<l   petroleum   gases,   and    tanks   filled   with    such    gas. 
329.309 ;   Oct.  22 ;    Serial  No.  353,536 ;   published  Aug. 
13,  1935.     Class  6. 
Odora    Company.    Inc.,    New   York,    N.    Y.      Toilet    tissue. 
329,278-9 ;   Oct.    22 ;    Serial   Nos.  366,728-9 ;    published 
Aug.  13.  1935.     Class  37. 
Omega  Chemical  Company,  The.  New  Y'ork.  N.  Y..  assignor, 
by    mesne  assignments,   to    Societe   Cadum.    Courbevoie, 
Seine.  France.     Medicated  soap.     108,224  ;  renewed  Jan. 
18,  1936. 
Oppenhelm.    Oberndorf   A   Co.,    Baltimore.    Md.,    assignor, 
by  mesne  assignments,  to  The  B.  V.  D.  Comjiany,  Inc., 
New  York,  N.  Y.     Undershirts,  drawers,  unlonsults,  etc. 
106.4S6;   renewed  Oct.  19.  1935. 
Pacific  Wine  and  Spirits  Company,   San   Francisco.  Calif. 
Whiskey.     329.296 :  Oct.  22  ;   Serial  No.  367,206  ;   pub- 
lished Aug.  20,  1935.     Class  49. 
Parfums     Rtirtnl,     Inc.,     -New     York,     N.     Y.       Perfumes. 
329.190;  Oct.' 22;  Serial  No.  364,926;  pubUshed  Aug.  6, 
1935.     Class  6. 
Pastore,  Joseph.  Jersey  City.  N.  J.     Alcoholc  bitters  and 
cordials.     .329,231  :   Oct.   22  ;    Serial   No.    366.2.39 ;   pub- 
lished Aug.  20,  1935.     Class  49. 
Patou,    Jean.    Inc.,    New    York.    N.    Y.      Eau    de    Cologne. 
329,293 ;  Oct.   22 ;  Serial   No.  365,351  ;   published   Aug. 
6,  1935.     Class  6. 
Periodical    House.     Inc.,    New    York,    N.     Y.       Magazine. 
329.235;  Oct.  22:   Serial   No.   366,211;  published   Aug. 
13,  1935.     Class  38. 
Pollock,  Wm..  Milling  A  Elevator  Co..  assignor  to  W.  W. 
Pollock    Milling    A    Elevator    Company.     Mexico.    Mo. 
Chick  feed.     107.194  ;  renewed  Nov.  16.  1935. 
Portage  Rubber  Company   The.  Barberton,  Akron,  assignor 
to  Seiberllng  Rubber  Company,   Akron.  Ohio,  successor. 
Rubber  vehicle-tires.      105,964:   renewed   Aug.   31.   1935. 
Porter  Chemical  Company.  The,  Hagerstown.  Md.     Micro- 
scope     outfits,     microscopes,      microscope      slides,      etc. 
320.187:    Oct.    22:    Serial  No.    366,372;   published  Aug. 
13,  1935.     Class  26. 
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Porter   Chemical   CompanT,   The,    Hagerstown.    Md.      Min- 
eralogy  oatflts,    mineral    specimens,    and   material,    etc. 
329,188 ;   Oct.   22  ;    Serial   No.  366,371  ;   published   Aug. 
13,  1935.     Class  28. 
Proctor,    Maurice    B..    New    Haven,    Conn.      Razor    bladea. 

329,333  ;  Oct.  22.     Class  23. 
Rarltan   Copper  Works.    Perth  Amboy,  N,  J.,   assignor   to 
International     Smelting    and    Ketlning    Company,    New 
York,   .\.    Y.      Metals   and    metal   castings   and   forglngs. 
108,307  •  ren«-we<!  Jan.  25,  19;{6. 
Raymond   Laboratories.      (See  Lee,  Raymond.) 
Records  A   (ioldsborouKh.  Inc..   Baltimore,   Md.      Whiskey, 
gin,  brandy,  etc.     329,294;  Oct.  22;  Serial  No.  367,136; 
published  Aug.   20,   ly36.     Class  49. 
Redbanks  Orchard  Company,  Vlsalla.  assignor  to  Redbanks 
Properties     Ineori)orated,     Woodlake.     Calif.       Qrapes. 
96.829  ;  renewed  May  5,  1934. 
Reimer.  .\ugust  G.,  doing  business  as  A.  G.  Relmer's  Labo- 
ratories,  Chicago,    111.     Bronchial  elixir.     329,204  ;   Oct. 
22  :  Serial  No.  365,742  ;  published  Aug.  8,  1935.    Class  6. 
Reliance  Dental  Mfg.  Co.,  Chicago,  111.     Ampoules  conUin- 
Ing  local   anae>thetlc   material.     329,249  ;   Oct.  22 ;   Se- 
rial No.  366,172;  published  Aug.  13,  1935.     Class  6. 
Rppel-A-Raln  Company,  Philadelphia.  Pa.     Children's  suits 
and   sun-auit.s.     3i'9..3l7  ;   Oct.   22  ;    Serial   No.   365.267  ; 
published   Aug.  13,    1935.      Class  39. 
Retail    I)ept.    Stores   of  .\merlca,    Inc.,   doing  business   as 
Schulte   United   Dept.   Stores,  New   York.    N.   Y.     Apple 
Jack    brandy.      329,297:    Oct.    22;    Serial    No.    367,207; 
published   Aug.   20,   1935.      Class  49. 
Revival     Hat    Reflnishlng    Mfg.    Co.,    The.       (See    Blllia. 

George.  J 
Rockfnrd    Consolidated    Newspapers,    Inc.,    Rockford,    111. 
Newspaper    column.       329.176;     Oct.     22;     Serial     No. 
360,375  ;  published  Mar.  19.  1935.     Class  38. 
Runkel   Brothers,   Inc.,   New  York,   N.   Y.      Chocolate  con- 
fainini;  almonds.     329.181  ;  Oct.  22  ;  Serial  No.  361.696  ; 
published  Aug.    13,    1935.      Class  46. 
Sa^hsls.he    Wollgarn    Fabric    Aktiengesellschaft.    Leipilf;- 
Plagwitz.  fJerniany,  assignor,   by  mesne  as.signments    to 
Wollgariifabric    Tittel    k    KrUger   und    Sternwollspinnerl 
AktiengeselHchaft,  Bremen,  Bremen,  Germany.    Worsted 
yarn.      107,100;   renewed   Nov.   9    1935 
San-Man    Chocolates    Company.      {&ee   Cox    Confectionery 

Company,  assignor.) 
Saute  Products  Corporation,  to  The  Best  Foods  Inc..  New 
York,    N.    Y  ,    successor.      Pure    butter    of    cocoanut    for 
frying,    baking,    etc.      104.549;    renewed    June    1,    1935. 
School    Management.    Inc..    New    York,    N.    Y.      Magaaine 
329.270  :    Oct.    22 :    Serial  No.   368,879  ;   published   Aug. 
13.    1935.      Class  38. 
Schulte  United  Dept.  Stores.      (See  Retail  Dept.  Stores  of 

America.  Inc  » 
Seiberling  Rubber  Company.      (See  Portage   Rubber  Com- 
pany. The.) 
Sheridan,  Virginia.  Inc.,  Chicago.  111.     Skin  refiner,  tissue 
cream,    removal    cream,   etc.     329,292;   Oct.   22;    Serial 
No.  .^65.407;   published  Aa«.  6.  1935.     Class  6. 
Silver    Swan    Licjui  r    Corporation,    San    Francisco.    Calif 
Whiskey.      329,329;   Oct.   22;   Serial  No.  367,110;  pub- 
lish»Hi  .\ug.  20,  19,35.     CTass  49.  <         >   v 

Sister  I^uras  Infant  and  Invalid  Food  Company,  Limited 
Glasgow,  Scotland.     Infant  and  Invalid  food.     329  218; 
Oct.  22  :   Serial  No.  366,029  ;   published  Aug.   13.   1936. 
Class  46 
Soclete  Cadum 

slgnor.) 

Soclete  des  Proprietalres  Vlnlcoles  de  Cognac,  J.  O.  Mon- 
net  &  Cle..  Soclete  Anonyme.  Cognac.  Prance.     CoRnac 
329.324-«:   Oct.    22;    Serial   Nos.   366.006-8;    published 
Aug.  20,  1935.      Class  49. 
Soennecken.   F.,   to   F.    Soennecken.    Bonn,    Germanv. 
cesser.      Paper   and    stationery    supplies.      105.173: 
newed  July  H,  1935, 
Southby.  Maxwell  A..  Los  Angeles.  Calif.     Preparation  for 
the  treatment  of  asthma.     329.182;  Oct.  22;  Serial  No 
361.824  :  published  Aug.  13.  1935.     Class  6. 
Southern   Kraft  Corporation,  New  York.  N.  Y       Wrapping 
paper.     .'',29.258;  Oct.  22;  Serial  No.  366.493;  published 
Aug    13,  1935.     Class  37.  .  v  ui     ^ 

Spalding.  A.  G.,  &  Bros..  New  York.  N.  Y.     Tennis  rackets 
■'-^9,328;   Oct.   22:^  Serial   No.   367.113;   published   Aug. 


(See  Omega  Chemical  Company,  The,  as- 


snc- 
re- 


Halr  tonic,  shampoo,  face 


13.  19.35.     Class  22. 

Spatz  Bros..   New  York,  N.  Y.      uair  tonic,  snampoo, 
lotions,  etc.     rrj9.277;  Oct.  22;  Serial  No.  366,745;  pub- 
lishe<!  Aug.  13,  19.35.     Class  6.  <        •  v 

Standard  Oil  Company  of  New  Jersey,  Wilmington,  Del 
Hou.se  organ.  329,225  ;  Oct.  22  ;  Serial  No.  366.535  ; 
published  Aug.   13.   19.S5      Class  38. 

St^  Francam,  Marseille,  Prance.  Vermouth.  329  199  • 
Oct  22  ;  Serial  No.  365,664  ;  published  Aug.  13  1935' 
Qass  47. 

StehllSllk.s  Corporation,  New  York,  N.  Y.  Silks  In  the 
piece.     10K.n»',7;  renewed  Jan.  11,  1936. 

Stevens.  Roderick  c..,  doing  business  as   Hy-Kare  Labora- 
tories. Chicago,  Til.     Cum   massage  Jelly.     329,240-  Oct 
22  :  Serial  No.  364.362  ;  published  Aug.  6,  1936.    Class  6. 


Stevens,  Roderick  G  doing  boaiiMM  as  Hy-Kare  Ijibora- 
o?.^**|'  V*\*l?***'oi]'..o  ^"™  maMtae  Jelly.     829.242  ;  Oct. 

^Ai'  ^r^J^t^  '^•'-  36'*-^«l  ;  publlshe<rAug^.  1935!     Class  6. 

Stride  Products  Corporation.  Cleveland.  Ohio.  Medicated 
^^J^  .PJ?°K  c«llou«  pads,  and  bunion  pads.  329  272  : 
Oct.    22;    Serial   No.   362.931;    published   Aug.    8.    1935. 

Strohmeyer  &  Arpe  Comoany,  New  York,  N.  T.  Preserved 
and  canned  flsh.     106,521  ;  renewe<l  Oct.  19.  1936. 

Stromberg-Carlson  Telephone  Manufacturing  Company. 
Rochester,  NY.  Loud  speakers  and  sound  controlling 
attachments  for  use  therewith.  329,319  ;  Oct  22  •  Se- 
rial No    365  186;  published  Aug.  13,  1935.     Class  21. 

Thomas.  Charlotte.  Los  Angel«s,  Calif.      Radium  cones  to 

q^  k°7q*.  '^'■^ki'^^k*^"?**'"-    o^-^x^S"^  '  0<^t-  -2  ;  Serial  No. 
^.?^^?'*^=  published  Aug.  13,  1935.     Class  6. 

'^a-^oVt*''"  *^"  '^<'-:.  ^"*''  ^o""^'  ^-  ^-     Petroleum  products. 
10<,397;  renewed  Nov.  23.  1936. 

Tonkin  Distributing  Co..  doing  business  as  Columbia   Dls- 

K"l'^%o^°a   ^    Francisco,   Calif.      Whiskey.      329,311  ; 

Class  49*  357,158:  publUhed  Aug.   20.   1936! 

^9?„^H*  ^^«■  C'o..  Milwaukee,  Wis.     Lubricating  devices. 

329.208  :   Oct.   22  ;    Serial    No.   868,861  ;   publuUl   Aug. 

13.  1935.     Class  23. 
Triumph    Mfg.    Company.      (See   McCarthy.  James  J  ) 
Ulca  Camera   Corporation    Pittsburgh,   Pa.      Cameras  and 

^°«**J?^«,?P''''*  *  Wine  Inc..  New  York.  N.  Y.  Whiskey 
26  '1S5.  ^Uss^4i  ^''**'   ^°-    ^®^'^"* '    P"**''"^'-**   -^"8.' 

^^^ik^  Spirit  A  Wlnis  Inc..  New  York.  N,  Y  Whiskey 
I^'i^qqV  ^A}-  2ii;  Serial  No.  367.326;  pubUshed  Aug! 
^0.  1935.     Class  49. 

United  States  Gypsum  Company.  Chicago  111.  Paint  In 
^'^^^%Jj^l^  and  art  colors.  .129.284  ;  Oct.  22  ;  Serial 
No.  366,541  ;  published  Aug.  13,  1935.     Class  16. 


U.  S.  Line  Co.      (See  United  States  Whip  Co.) 
^'ilted  States  Whip  Co.,  doing  business  as  U    8 

Westfleld,  Mass.     Fishing  line.     329.196  ;  Oct    22  •  ~8e^ 


Line  Co., 


United  States  Whip  Co.,  doing  business 

Westfleld,   Mass.      Fishing  line.      329. ^^^ .   wi     ^^      oe- 
^}^K^^  364.745;   published   Aug.    13.    1935.      Class   22 


r,  V**.'\2;  •'^64.745;   published   Aug.    13.    1935.      Class   22 

United    Wall    I'aper    Factories,    Inc.,    Jersey    City     N     J 
^  KM  PjP*^'       329.282  :    Oct.    22  ;    Serial    No.    366,682  ;' 
published  Aug.   13.   1936.      Class   37. 

Utica  Wlllowvale  Bleaching  Co..  Wlllowvale  N.  Y.  Cotton 
vf'^^'A- ^^•'^^*-  «hPPtings,  etc.  329,173;  Oct.  22;  Serial 
No.  369.869  ;  published  Aug.  13.  1935.     CUsa  42 

Van  Bebber,  Glenn  O..  I^enver,  Colo.  Breeches.  329.239  ; 
Oct.  22;  Serial  No.  364.402;  published  Aug.  6.  1936. 
Class  39. 

Vita  Lux  Products.  Inc..  New  York.  N.  Y.  Vitamin  yeast 
extract.  329,238;  Oct.  22;  Serial  No.  304.645:  pub- 
lished Aujr  6,  1985.     Class  6. 

Vogue  Silk  Hosiery  Company.  Philadelphia,   Pa.     Bathing 

?Jl'-i^^*,^Qil^  =  ^9*^*    ^=  ^*'"'*'  No.  ^66,909;  publl8he3 
•Aug.  13,  1935.     Class  39. 

Walte,  Ralph  B..  Sprlngville,  assignor  to  The  Antldolor 
Mfg.  Co.  Inc.,  New  York.  N.  Y.  Vaccin  and  germicide 
preparations.     108,353;  renewed  Feb.  1,  1936 

Webb  A.  M.,  A  Co.,  Inc.,  New  York.  N.  Y.  Underwear. 
hosiery,  cuter  skirts,  etc.     329.320  ;  Oct.  22  ;  Serial  No 

_365.180:  published  Aug.  13,  1936.     Class  39. 

Western  Ume  A  Cement  Co..  The,  Milwaukee.  Wis  Hy- 
drafeil   lime.      108,466;   renewed  Feb    «     1936 

Whitman.  William,  Company.  Inc.,  New  York.  N  Y  Tex- 
tile     fabrics.        32i»,211-12;      6ct.      22;      Serial"     Nos 

_865.911-12;  published  Aug.  IS,  1935.    Class  42 

Whitman.  William.  Company.  Inc.,  New  York.  N  Y  Tex- 
tile fabrics.  329.219  ;  Oct.  22  ;  Serial  No.  365.910  ;  pub- 
lished Aug.  13,  1935.     Class  42.  ^ 

Whltmore  &  Smith,  Book  Agents,  I'ubllshing  House  M  E 
Church.  South.  Nashville,  Tenn.  ;  Dallas,  Tex! ;  and 
Richmond     Va.      Periodical.      329.276;   Oct.   22-    Serial 

^No.  366.846:  published  Aug.   18.   1936.     Class  .38 

VVill   A   Baumer   Candle  Co..    Inc..   Syracuse.    N     Y       B<>ea- 

Zl  6.^?SS' cS-i  1-:=^  ^""  ^■'"-  "'•■""■^  "-"STi 

Willcox  &  GIbbs  S«wlng  Machine  Company,  New  York 
N.  Y.  Underwear,  gloves,  dresses,  etc.  108.878 ;  re^ 
newed  Feb.  29,  1936.  Of    •«:- 

Wizard  Products  Co..  assignor  to  Wizard.  Inc..  Chicago 
111.  otove-pollsh  dnstlesa  dust  cloths,  etc.  108.233: 
renewed  Jan.  18.  1936.  * 

Wollgarn  fabric  Tittel  4  KrQger  und  Sternwollspluneri 
Akt  engese  .schaft.  (See  Sllchslsche  Wollgarn  fabric 
Aktiengesellschaft,  assignor.) 

Worthlngton  Kail  Company.  The.  Elyrla,  Ohio.  Golf  balls 
and  covers.  329.268;  Oct.  22-  Serial  No.  367.048;  pub- 
lished Aug.  13,  1935.     Class  22.  *^ 

Wurlitzer,  Rudolph.  Manufacturing  Company.  The  (Bee 
All-American  Mohawk  Corporation,  assignor  ) 

York  Manufacturing  I'ompany.  assignor  to   York   Ice   Ma- 

l'oi"l7o  ;  ?er^;^\i?o"v.  2''';?35   '''         ""'^^^      P"'"^'"'^- 


LIST  OF  REGISTRANTS  OF  LABELS 


Admlraclon    I.Aboratorle8   Inc.,    Harrison,    N.   J.      Admlra- 

cion  Bath  Oil.     For  Bath  oil.     46,.'-.62  ;  Oct.  22. 
Archer    P.  D.,  Kansas  City,  Mo.    Tabl  Bread.     For  Bread. 

48,5^3  ;  Oct.  22. 
Bean,  Victor  U.,  doing  business  as  St.  Clair  Co.,  Erie,  Pa. 

Sure  Death  to  Rats  A  Mice.     For  a  Rat  Exterminator. 

46,564  ;  Oct.  22.  ,.,        ^.     .  „  . 

Brown.  P.   C.  &  Company,  Chicago.  111.     'Four-Diet'  Pets 

Food.     For  Food  for  Dogs  and  Cats.     46,666  ;  Oct.  22. 
Budwelser,     Bernard,    Chicago,     111.       Budweiser    Concen- 
trated    Insect-Spray.       For     an     Insecticide.       46,566 ; 

Oct   22 
Capitol    Wine   &   Spirit    Corp.,   New   York.    N.   Y.      Capitol 

Wine  &  Spirit  Corp.     For  Straight  Whiskey.     46.567  ; 

Oct    22 
Champale'  Bottling  Company.  New  York,  N.  Y.     Champale 

Bottling  Company.     For  Ginger  Ale.    46.668;  Oct.  ^2. 
Comfort     Manufacturing     Company.     Chicago.     HI-  „  I^r- 

Breth    Dental    Cleanser.      For    Tooth    Paste.      46.569 ; 

Oct.  22. 
Dlx,    Henry    A.,    k    Sons    Corporation,    New    York.    N.    Y. 

Henry  A.  Dlx  k  Sons  Corporation.     For  Ladles'  Dresses 

and  Uniforms.     46.570;  Oct.  22.  ^^    ^ 

Drug    Products   Co..    Inc..   The.    Long    Island   City,   N.   Y. 

Asapo.     For  a  Neutral  Antiseptic  Detergent.     46,571  ; 

Oct    22 
6<  Cup'lric.  of  New  Jersey.  The.  Edgewater.  N.  J.  ^Tang 

Tang,  The  5t  Cup.    For  Cranberry  Fruit  Sauce.    46,572 ; 

Oct   22. 
fctench  Oil   Mill  Machinery  Co.,  The,  Plqua,  Ohio.     Drip 

Rendered.     For  I-ard.     46,573  ;  Oct.  22. 
General  Pharmacal  Company,  The,  Cincinnati,  Ohio.    Ktro. 

For  a  Fortified  Aspirin  Compound.     46,574  ;  Oct.  22. 
GiUiland  Groves,  The.  I'hoenlx,  Ariz.     Gift  Package.     For 

Dates.     48,576;  Oct.  22.  _,         .,,.,^    ^,  ^ 

Goldenberg,    D.     Inc..   Philadelphia.    Pa.     Ditto   Milk   Nut 

Chews.     For  Candy.     46,576  ;  Oct.  22. 
Harris.    Earl    A.,    doing    business    as    Harris    Baking    Co., 

Rogers,  Ark.     Hon-K-Prun.     For  Bread.     46,577 ;  Oct. 

22. 
Hoague-Sprague  Corporation,  Lynn,  Mass.     Quaker  Maid. 

For  Boxes.     46,678  :  Oct.  22. 
Hoague-Sprague    Corporation,    Lynn,    Mass.      Klass    Teks. 

For  Boxes.     46,579  :  Oct.  25.  .„   .    „.      . 

Hoague-Sprague   Corporation.    Lynn,   Mass.      42nd    Street. 

For  Boxes.     46.580  ;  Oct.  22.  ^^       .^ 

Hoague  Sprague    corporation,    Lynn.    Mass.      The    Evans 

Shoe  for  Boys.     For  Boxes.     46.581 ;  Oct.  22. 
Hoague-Sprague    Corporation.    Lynn.    Mass.      The    Evans 

Shoe  for  Men.     For  Boxes.     46,582  ;  Oct.  22. 
Hoague-Sprague   Corporation,   Lynn,   Mass.     Faust.     For 

Boxes.     46,583;  Oct.  22. 
Hoague-Sprague    Corporation,    Lynn,    Mass.      Rondettes. 

For  Boxes.     46,584  ;  Oct.  22. 
Hoague-Sprague  Corporation,   Lynn,   Mass.      Earles.      For 

Boxes.     40,585 ;  Oct.  22.  ^  „         ^.  ^ 

Hoague-Sprague  Corporation,  Lynn,  Mass.     College  Kicks. 

For  Boxes.     46,686;  Oct.  22. 
Hoague-Sprague  Coriwratlon.  Lynn,  Mass.     The  Hazmore 

Shoe.     For  Boxes.     46.587  ;  Oct.  22. 
Hoague-Sprague  Corporation.  Lynn,  Mass.    Arch  Comforts. 

For  Boxes.     46,588  ;  Oct.  22. 


Hoague-Sprague  Corporation,  Lynn,  Mass.     Princess  May. 

For  Boxes.     46,589;  Oct.  22. 
Hoague-Sprague  Corporation,  Lynn,  Mass.     Marvel  Shoes. 

For  Boxes.     46.590;  Oct.  22. 
Hoague-Sprague  Corporation.    Lynn,   Mass.      Classy   Jane. 

For  Boxes.     46.591  ;  Oct.  22. 
Hoague-Sprague  Corporation,  Lynn,  Mass.     Lady  Esther. 

For  Boxes.     46,592;  Oct.  22. 
Hoague-Sprague  Corporation,  Lynn.  Mass.     Stout  Stepper, 

For  Boxes.      46.593  ;  Oct.   22. 
Hoague-Sprague  Corporation,  Lynn,  Mass.    Tom,  Dick,  and 

Harry.     For  Boxes.     46.594 ;  Oct.  22. 
Hoague-Sprague  Corporation,  Lynn,  Mass.     Cavalier.     For 

Boxes.     46,595  ;  Oct.  22, 
Iloaguc-Sprague     Corporation,      Lynn,     Mass.        Supreme 

Stout.     For  Boxes.    46,596  ;  Oct.  22. 
Hoague-Sprague  Corporation,   Lynn,   Mass.     Walk-O-Rlte. 

For  Boxes.     46,597  ;  Oct.   22. 
Hoague-Sprague  Corporation,   Lynn     Mass.      Smart   Foot- 
wear.    For  Boxes.     46,698 ;  Oct.  ^2.  ,  ^  . 
Johnson,    S.    C,    &    Son,    Inc..    Racine,    Wis.      Johnsons 

Furniture    Polish.       For    Furniture     Polish.       46,599; 

Oct.  22.  _     _ 

Johnson,  S.  C,  A  Sons,   Inc..    Racine,  Wis.      TraflJc  Wax 

Paste.     For  Prepared  Paste  Wax.    46.600 ;  Oct.  22. 
Krlspy  Fish  Batter  Company.     (See  McKlIiip,  Peter  J.) 
Loewenthal,    Siegfried,   Company,  Cleveland,  Ohio.      Stat* 

Store  Special.     For   Whiskey.     46.601  ;   Oct.  22. 
Mann     Food     Corporation,     The,    Newton     Center,     Mass. 

Mann's  Baked  Beans  from  Boston.     For  Baked  Beans. 

46.602;  Oct.  22.  _ 

McKillip,   Peter  J.,  doing  business  as  Krlspy  Fish   Batter 

Company,  Oakland,   Calif.       Krispy.     For  Fish  Batter. 

46.603:   Oct.  22.  ^     ^ 

Murphy    Ranch,    Whlttler,    Calif.      Paragon.      For    Fresh 

Oranges.     46,604  ;  Oct.  22.  „ 

National  Bread  Company,  New  York,  N.  Y.     Homo.     For 

Bread.     46,605 ;  Oct.  22.  ^  „ 

Opler,  E.  k  A.,  Inc..  Chicago,  111.     Blue  Mill  Cocoa.     For 

Pure  Cocoa  for  Efvery  Use.     46.606  ;  Oct.  22. 
Opler.  E.  k  A.,  Inc.,  Chicago,  111.     Blue  Mill  Baking  Choc- 
olate.    For  Chocolate  for  Baking  Purposes  or  Beverages. 

46.607;  Oct.  22.  „     .       o 

Pacific   Fruit   4   Produce   Co.,    Seattle,   Wash.      Snomaid. 

For  Fresh  Cherries.     46,608  ;  Oct.  22. 
Pierce   Lithographic    Corp..    Brooklyn,    N.    Y.      Charming. 

For  Hosiery.     46.609;  Oct.  22. 
Puritan  Soap  Company,  Rochester,  N.  Y.     Puritan  shock 

Absorber  Oil.      For   Shock   Absorber   Oil.      46,610;   Oct. 

22. 
Ruppert,  Jacob,  New  York,  N.  Y.     Jacob  Ruppert  Beer. 

For  Beer.     46,611  ;  Oct.  22. 
St.  Clair  Co.     (See  Bean.  Victor  H.)  ^  .  „  „ 

Seo-Duk-Tive  Duk-Kalls  Co.,  Kansas  City,  Mo.    Duk-Kalls. 

For  Phonograph  Records  Which  Reproduce  the  Calls  of 
Wild  Ducks.     46,612;  Oct.  22.  _  „       ^ 

Sperry  Candy  Co.,  Milwaukee,  Wis.  Sky-Way.  For  Can- 
dy. 46.613 ;  Oct.  22. 
Stelner,  Emll  E.,  Glendale,  Calif.  Vegetone.  For  a  Prep- 
aration for  Treating  Sour,  Fermentive,  Distressed,  and 
Over-Acid  Condition  of  the  Stomach.  46.014  ;  Oct.  22. 
Sterling  Mint  Co..  Inc.,  New  York.  N.  Y.  The  Aristocrat 
of  Gums.     For  Chewing  Gum.     46,616;  Oct.  22. 


LIST  OF  REGISTEANTS  OF  PRINTS 


Cohen,  Abraham  K.,  receiver.      (Se«  Sommer,  Adolph,  as- 
signor.) „^ 
General  Mills,  Inc.,  Minneapolis,  Minn.     Honey  Chocolate 

Cake.     For  Flour.     15,421  ;  Oct.  22.  _  _  , 

General  Mills,  Inc.,  Minneapolis,  Minn.     Try  This— If  He's 

"Off  His  Feed".     For  Biscuit  Flour.     15,422  ;  Oct.  22. 
General    Mills     Inc.,    Minneapolis,    Minn.      Mrs.    Chandler 

Osborn  Recommends  This  Smart  New  Autumn  Luncheon. 

For  Biscuit  Hour.     15.423;  Oct.  22. 
Ginger  Laboratories,  Inc..  New  York,  N.  Y.     It's  the  Top 

Eton.     For  Pale  Dry  Ginger  Ale.     15,424  ;  Oct.  22. 
Kellner,  Sam  J.,  HlcksvUle,  L.  I.,  N.  Y.     Sterling  Standard 

Heavy  Duty  Triple  Gauge  Batteries.     For  Triple  Gauge 

Batteries.     15.4'26;  Oct.  22. 
Northampton     Brewery     Corporation,     Northampton,     Pa. 

Now    in    Cans!— Open    it— Enjov    it— Throw    the    Can 

Away.     For  Beer  and  Ale.     15,426;  Oct.  22. 
Northampton     Brewery     Corporation,     Northampton,     Pa. 

Now   Enjov   Tru-Blu    in    the   New    Scientific   Can-Sealed 

Package.     For  Bi-er  and  Ale.     15.427  ;  Oct.  22. 
Northampton     Brewery    Corporation,     Northampton.     Pa. 

Now  In  Cans  ! — in  Bottles — In  Kegs.     For  Beer  and  Ale. 

15.428:  Oct.  22. 
Fremler-Pabst  Corporation.  Peoria  Heights,  111.     It's  Time 

for  Pabat — ,  Ad.  No.  220.     For  Beer  and  Ale.     15,429; 

Oct.  22. 


Fremler-Pabst  Corporation,  Peoria  Heights,  111.     It's  Time 

for  Pabst — ,  Ad.  No.  218.     For  Beer  and  Ale.     16,430  ; 

Oct.  22. 
Premier-Pabst  Corporation.  Peoria  Heights.  111.     It's  Time 

for  Pabst—,  Ad.  No.  229.     For  Beer  and  Ale.     15,431 ; 

Oct.  22. 
Premier-Pabst  Corporation.  Peoria  Heights,  111.     For  the 

Best  in  Malt  Always  Ask  for  Blue  Ribbon,  Ad.  No.  1,639. 

For  Malt  Extract."    15,432;  Oct.  22. 
Premler-ral)8t  Corporation,  Peoria  Heights,  111.     For  the 

Very    Best    in    Wholesomeness,    Purity    and    Unvarying 

High    Quality    Use    Blue    Ribbon    Malt    Packed    Full    3 

Pounds.    Ad.    No.    2,640.      For    Malt    Extract.      15,433; 

Oct.  22. 
Premier-Pabst    Corporation.    Peoria     Heights.     111.       Save 

Space  in  Your  Refrigerator  Delicious  Pabst  in  the  New 

llandy    Keglined    Tapacan,   Ad.    No.    3,316.      For   Beer. 

16.434  ;  Oct.  22. 
Premier-Pabst    Corporation,    Peoria    Heights,    111.      When 

Guests  Arrive  Delight  Them  with  Delicious  Pabst  in  the 

New    Handv    Keglined   Tapacans.   Ad.   No.   3,316.      For 

Beer.     15,4^5  ;  Oct.  22. 
Premier-Pabst  Corporation,  Peoria   Heights,   111.     I   Love 

the  Convenience  of  Delicious  Pabst  In  the  New,  Handy 

Keglined  Tapacans,  Ad.  No,  3,317.     For  Beer.     16,436: 

Oct.  22. 

Vil 


Vlll 


LIST  OF  REGISTRAj^TS  OF  PRINTS 


Premler-Pabst  Corporation.  Peoria  Hclghtg,  111.  Heaping 
Full  In  Quantity  and  Quality,  Ad.  No.  2,723.     For  Malt 

Extract.      15, 4;^  ;  Oct.   22. 

Preniler-Pabst  Corporation,  Peoria  Heights,  111.  No  Bot- 
tles to  Save  Delicious  Pabst  In  the  New  Handy  Keg- 
llne«I  Tapacau.  Ad.  No.  3,311.     For  Beer.     13,438;  Ocl. 

22. 

Premler-Pabst  Corporation,  Peoria  Heijthts.  111.  Its  Ma- 
yor l.s  so  Deluidus  and  the  Handv  Kegllned  Tapacans 
are  so  Amazingly  Convenient,  Ad.  S'o.  3,312.  For  Beer. 

15.439  ;  Oct.  2.t. 

Premler-Pabst  Corporation,  Peoria  IlelKhta.  111.  Easy  to 
Carry  .  .  No  Bottles  to  Break  Delicious  Pabst  In  the 
New  Handy  Keglined  Tapacan,  Ad.  No.  3,315.    For  Beer. 

15.440  ;  Oct.  1'2. 


Premier  Pabat  Corporation,  Peoria  Heighta,  111.  Treat 
Youraelf  at  Mealtim*-  wtlh  Delicious  I'abst  In  the  New, 
Handy  Keglintnl  Tapacang,  Ad.  No.  3,314.  For  Beer. 
15,441  :  Oct.  22. 

Schoeneman,  .1.,  Incorporated,  Baltimore,  Md.  Wrinkle- 
Proof.     For  Mens  an<l  Boys'  Clothing.     15.442  :  Oct.  22. 

Somnier,  Adulpb,  CambridKe,  assignor  to  .Xbrahana  K. 
Cohen,  receiver  of  the  estate  of  Adolph  Sommer,  de- 
ceased, Boston,  Mass.  Artgtun  The  Dry  Cleaner  and 
Massager.  For  a  Cleaning  Composition.  2,097  ;  renewed 
Aag.  27,  1936. 

Standard  Saffty  Razor  Corporation,  Wilmington,  D«-l..  and 
EUist  .Norwalk,  ("onn.  Hio.  For  Safety  Itaxor  Blades. 
15,443-4  ;  Oct.  22. 

Universal  .Match  Corporation.  The,  Ferguson  and  St. 
Louis,  .Mo.  This  Way?  or  Safe  Way?  For  Liquor. 
15,445  ;  Oct.  22. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  2 

Bag.'^,  Paper.     Columbia  Paper  Bag  Company.     108,889-90; 

reneweil  War.  7.  1936. 
Containers.     .American   Can  Company.     329.266;  Oct  22; 

Serial  No.  367,057  ;  published  Aug.  13,  1935. 

CLASS  4 

Finishes  for  boots  and   shoes.   Spray.     Boston  Blacking  & 

Chemical   Co.      329.241;    Oct.   22;   Serial   No.   366,509; 

published  Aug.   13,   1935. 
Polish,    dustless    dust-cloths,    pollshing-cloths,   etc..   Stove. 

Wizard   Products  Co.      10S.233  ;    renewed  Jan.   18,   1936. 
Soap,    .Medicated.      Omega   Chemical   Company.      108,224  : 

renewed  Jan.   18.  1936. 

CL.\SS  6 

Acidity    test   solntion.   Excess.      E.    M.   Meyer.      329.314 ; 

Oct.  22;  Seri-il  No.  365.345;  published  Aug.  6.  1935. 
Ampoules  containing  local  anaesthetic  material.    Reliance 

Dental  Mfg.  Co.     329.249  ;  Oct.  22  ;  Serial  No.  366,172  ; 

published  Aug.  13.  193.".. 
Anti.se&tic  prop  iration  for  vaginal  Infections  and  feminine 

hJ^:^l^p.     Farastan  Company.     329,202;  Oct.  22;  Serial 

No.  365, G04  ;  published  Aus.  6,  19;;5. 
Beeswax.     Will  &  Kaumer  Candle  Co.     329.291;  Oct.  22; 

Serial    .No.    3f,r,.4l'3  ;  published  Aug.  6.   1935. 
Bronchial  elixir.     A.  G.  Relmer.     329,204;  Oct.  22;  Serial 

No.  .•5C5.742;  published  Aug.  6,  1935. 
Chemical  compound,  of  vegetable  origin.  Viscous.     Chemi- 
cal Novelties  Corporation.     329,305  ;  Oct.  22  ;  Serial  No. 

347.127  ;  published  Aug.  6,  I'J.Jo. 
Chemical   compound   to    be   used    in    reflnl.^hlng   hats.      Q. 

Billls.     .329.186;  Oct.  22;  Serial  No.  366,396;  published 

Aug.  13,  1935. 
Deodorant.       MacLean     Commercial     Products     Company. 

329.192;  Oct.   22;    Serial   No.   364,996;    published   Aug. 

13,  1935. 
Eau   de   Cologne.      Jean    Patou,    Inc.      329,293;    Oct.    22; 

Serial  No.  365.351  :  published  Aug.  6,  19.35. 
Flea   powder.      Black   Flag  Company.     329,289;  Oct.   22; 

Serial  No.  365.506  :  published  Aug.  6,  1935. 
Gases,  and  tanks  filled  with  such  gas.  Liquefied  petroleum. 

Northwestern  Blaugas  Company.     329.309  ;  Oct.  22  ;  Se- 
rial No.  353. 5^^;  publiBhed  Aug.  13,  19.35. 
Hair    tonic,    shampoo,     face    lotions,    etc.       Spatz    Bros. 

320.277  ;  Oct.  22  ;  Serial  No.  366,745  ;  published  Aug.  13, 

1935. 
Insecticides.      Baldwin    I>aboratorles.    Inc.      329,194;    Oct. 

22  ;  Serial  No.  364.80-_'  ;  published  Aug.  6.  1935.  . 
Jelly,   Gum    massage.      R.   G.    Stevens.      329.240;   Oct.  22; 

Serial  No.   .364.362  ;   published   Aug.   6,   1935. 
Jellv.   Gum    massage.      R     Q.   Stevens.      829,242;   Oct.   22; 

Serial  No.  364,301  :  published  Aug.  6.  1930. 
lauudrv   bluings       Carman   A  Co.      329.224;   Oct.   22;    Se- 
rial No    366.it><4  ;  published  Aug.  13,  1935. 
Laxative.       Master    Dru^s,    Incorporated.       329.198;    Oct. 

2-'  :  Serial  No.  365. HTJ  ;  published  Aug.  13,  1935. 
Laxative   pills       H     Krug.      329.203;   Oct.  22;   Serial  No. 

365.700  :   published    Auu.   13.   1935. 
Lip  stick,  face  powder,  and  wet  and  dry  rouge.     Miner's, 

Inr.      329.2.30  ;   Oct.    22  ;    Serial    No.   366,24 .  ;    published 

Aug.   13.  19,'i5. 
Medicated    corn     pads,     callous    pads,    and     bunion    psds. 

Stride   Products  Porporation       329.272;  Oct.   22;   Serial 

No.  3fi2.331  :  published  Aug.  6.  1935. 
Me<licin.il    preparation    for   tne    treatment    of   disorders   of 

the  peripheral  circulatory  svstem.  etc.     Merck  Sc  Co.  Inc. 

3l.'9.223  ;   Oct.    22  ;   Serial  No.   366,109  ;    published   Aug. 

13.  1935. 
Medicinal    prepiration    used    in     treatment    of    headache, 

bHlousnes.-^.    dizziness,    etc.      R.    J.    Bienvenu.      329.255; 

Oct.    22  :    S.>rial   No    3G6.504  ;   published    Aug.    13.    1936 
Medicinal   pr»>paratlons  f»)r  the  treatment  of  infections  of 

the    kidneys,     urinary    tract,    liver    and    gall    duct,    etc. 

''hemosan-T'nion  und  Fritz  Pezoldt  A.  O.     329.285;  Oct. 

22:  Serial  No.  363.205:   published  Aug.   6.   ir^35. 
Medicine    for    the    treatment    of   chronic   constipation,    ca- 
tarrhal  jaundice,   etc.      F.   Newton.      329.1S5  ;   Oct.    22; 

S-rial   No    362,377  ;  published  Aug.   13,  1935. 


Medicine  for  the  treatment  of  pharyngitis,  laryngltli,  etc. 
F.  Newton,  329,184;  Oct.  22;  SerUl  No.  382.376;  pub- 
lished Aug.  13,   1935. 

Medicines  and  toilet  preparations.  De  Free  Chemical  Com- 
panv.      106,042  :    renewed   Sept.  21,   1935. 

Medicines  for  treating  Ischaemia  and  anoxemia  of  the 
heart  muscle,  etc.  Dr.  Qeorg  Henning  Chemlathphar- 
mazeutisches  Werk  Oesellschaft  mlt  l>e8chrflnkt»*r  Uaf- 
tung.  329,179;  Oct.  22;  Serial  No.  361.392;  published 
Aug.  G,  1935. 

Perfumes.  Parfums  Ronnl.  Inc.  829.190;  Oct.  22;  Se- 
rial No.  364,926  :  published  Aug.  6,  19.35. 

Permanent  waving  solution  and  chemical  heating  pads  for 
permanent  waving  purpos«>8.  R.  I^ee.  329,191  ;  Oct. 
22  ;  Serial  No.  3M.8( 8  ;  published  Aug.  6,  19S5. 

Peroxide,  petroleum  Jellies,  eye  drops,  etc.  J.  Abramson  A 
Sons.  529.2««  ;  Oct.  22  ;  Serial  No.  363,255  ;  published 
Ann.  13,  1935. 

Pine  b.ilsam,  eucalyptus  balsam,  peppermint  balsam,  etc. 
W  Necker.  329.313  ;  Oct.  22  ;  Serial  No.  367,253  ;  pub- 
lished Aug.  13,  1935. 

Poultry  treatment  for  coccldlosls.  W.  Bennlnghoff. 
329.316;  Oct.  22;  Serial  No.  366,283;  publl«he<l  Aug. 
13    1985 

Powder.  Tooth.  F  I.auer  329.240;  Oct.  22;  Serial  No. 
.363.508:  published  Aug    G,   19S6. 

Preparation  for  the  prevention  and  treatment  of  diseases 
of  the  skin  and  scalp  I>.  D.  D.  Corporation.  329.243; 
Oct.    22:    Serial   No.   304.125:   published    Aug.    13.   1935 

Preparation  for  the  treatment  of  anemia.  Wm.  8.  Merrell 
C\)mpanv.  329.222:  Oct.  22;  Serial  No  366,064;  pub- 
llshed  Aug.  13.  1935. 

I*reparatlon  for  the  treatment  of  asthma.  M.  \.  Soatbby. 
329.182  :  Oct.  22  ;  S«>rlal  No.  361.824  ;  published  Aug. 
13,  19.35. 

Preparation  for  treating  fluor  albus  and  disinfectants. 
Dr.  med.  Helnrlch  Mdller  A  Co.  329.174;  Oct.  22;  Se- 
rial No.  .369,880  ;  published  Aug.  6,  1935. 

Radium  cones  to  Improve  drinking  water.  C.  Thomas. 
329,287 ;  Oct.  22 ;  Serial  No.  365.533  :  published  Aug. 
13.  1935. 

Salve  for  use  In  treating  chilblains,  scabies  (itch),  ring- 
worms, etc.  J.  B.  Armstrong.  329,26tl :  Oct.  22;  Se- 
rial No.  366,502;  published  Aug.  13.  1935. 

Skin  refiner,  tissue  cream,  removal  cream,  etc.  Virginia 
Sheridan,  Inc.  ,329,292;  Oct.  22;  Serial  No.  365,407; 
publlshe<I   Aug.  6,    1936 

Soda.  Washing.  National  Chemical  Company,  108,267; 
renewed  Jan.  26.  1936. 

Substance  to  be  added  to  laundry  starch.  Ralph  Moore, 
Inc.  .329.2.30;  Oct.  22;  Serial  No.  366,207;  published 
Aug.  13.  1935. 

Textile  dressing  agent.  General  Dvestuff  Corporation. 
:{29.232  :  Oct.  22  ;  Serial  No.  366,231  ;  publishe^l  Aug. 
13.  1935. 

Tooth  paste,  athlete's  foot  lotion,  mange  medicine,  etc. 
Alho  Chemical  Co  329.177:  Oct.  22;  Serial  No. 
360.817:   published  Aug.    13.    1935. 

Toeth  powder.  Hope,  Inc  329.226:  Oct.  22;  Serial  No. 
386,517  ;  published    Aug    13.    19.35. 

Vaccln,  aud  germicide  prei>aratlons.  .\nti8eptlc.  R.  B. 
Waite.      I(t8.353  ;    renewed    Feb.    1,    1936. 

Vermifuge  Klnck  Flag  Company  329,288;  Oct.  22;  Se- 
rial No.  365,507  ;  puldished  Auk'    6.  1935. 

Vitamin  veast  extrnct.  Vita  Lux  Products.  Inc.  329.2.38; 
Oct.  22:   Serial  No.  364,84.'.;  piiblished   Aug    0.  1935. 

Wetting  agents  for  use  in  reducing  the  facial  tension  be- 
tween Ihiulds  and  moIUIs.  etc.  American  Cyanamld  A 
Chemical  Corporath.n.  329.23.3-4:  Oct.  22;  Serial  Nos. 
366.219-20:   published   Aug.    13.    1935. 

Zinc  oxide.  American  Zinc  Sales  Company.  329,312  ;  Oct. 
22;  Serial  No.  367,166;  published  Dec.  26,  1984. 

CLASS  12 

Lime,  Hydrated.  Western  Ume  k  Cement  Co,  108,408; 
renewed  Feb    8.  19.36 

CLASS  18 

Belt-books,  belt-fasteners,  and  t)elt-pln8.  Clipper  Belt 
Ijicer  Company.     106,741  ;  renewed  Oct.   26,   1935 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


IX 


CLASS  14 

Metals  and  metal  castings  and  forglngs.  Raritan  Copper 
Works,     108,307  ;  renewed  Jan.  25,  1936. 

CL.ASS  16 

Petroleum  products.  Tide  Water  Oil  Co.  107,397 ;  re- 
newed Nov.  23,  1936. 

CLASS  16 

Paint  in  paste  form  and  art  colors.  United  States  Gypsum 
Company.  329,284  ;  Oct.  22  ;  Serial  No.  306,641  ;  pub- 
lished Aug.  13,  1935. 

Paints  in  white  and  colors.  Paste.  John  W.  Masury  ft 
Son.     108,652  :  renewed  Feb.  22,   1936. 

Paints,  paint  enamels,  varnishes,  etc..  Ready  mixed. 
Berry  Brothers.  329.323  ;  Oct.  22  ;  Serial  No.  365,116  ; 
published  Aug.  6,  1935. 

Polish.  Auto.  American  Oil  Company.  329,267;  Oct.  22; 
Serial  No.  306.500  :  published  Aug.   13.   1935. 

Varnish  and  sealer,  Wocd.  American  Crayon  Company. 
329  200  ;  Oct.  22  ;  Serial  No.  365,682  ;  published  Aug.  13, 

1936. 

CLASS  19 

Motor-cycles  and  bicycles.  Harley-Davidson  Motor  Co. 
107,970;  renewed  Jan.  4,  1936. 

CLASS  21 

Batteries,  storage  battery  plates,  and  storage  battery  con- 
nector straps.  Storage.  Carlile  ft  Doughty.  Incorporated. 
329,205 :  Oct.  22  ;  Serial  No.  365,763 ;  published  Aug. 
l'**.  1936.  .  „     „      „, 

Clliis  used  in  making  electrical  connections.  Mueller  Elec- 
tric Co.    329,206  ;  Oct.  22  ;  Serial  No.  365,774  ;  published 

Aug.  13.  1935.  ,  ^  w,     ^ 

Electrical  wires  and  cables.  Insulate*!.  General  Cable  Cor- 
poration. 329.207  ;  Oct.  22  ;  Serial  No.  365,800  ;  pub- 
lished Aug.  13.  1935.  ^  ^ 
Lighting  fixtures.  Electrically  illuminated.  Gregg  Manu- 
facturing Company.  329,221  ;  Oct.  22 ;  Serial  No. 
S66.056  :  published  Aug.  13,  19.36. 
Load  speakers  and  sounfl  controlling  attachments  for  use 
therewith.  Stromberg-Carlson  Telephone  Manufactur- 
ing Company.  3"29.3f9  ;  Oct.  22  ;  Serial  No.  365,186  ; 
published  Aug.   13,  1936. 

CLASS  22 

Ball   and  cup   game.     R.   H.   McCrea,      329.271  ;   Oct.   22 ; 

Serial  No.  366.868:  published  Aug.  13,  1935. 
Fishing  line.     United  States  Whip  Co.     329,196 ;  Oct.  22  ; 

Serial  No.  364.745:  publlshe<l  Aug.  13.  1835 
Golf  bags  and/or  caddv  bags.     J    K.  Hotre.     329.268  ;  Oct. 

22;  Serial  No.  367.072:  published  Aug.  13,   1936. 
Golf  balls.     Great  Western  Athletic  Goods  Co.    329.260-1  ; 

Oct.  22  ;  Serial  Nos.  306,472-3  :  published  Aug.  13.  1935. 
Golf  balls.     Great  Western  Athletic  Goods  Co.     829,262; 

Oct.   22 ;   Serial   No.    366.470  ;    published   Aug.   13,    1938. 
Golf  balls.     Great   Western  Athletic  Goods  Co.     329.263  ; 

Oct.   22  ;   Serial   No.  366,468  :   published  Aug.   13,   1936. 
Golf    balls.      India    Rubber,    Outta    Percha    ft    Telwaph 

Works  Companv.     329.283  ;  Oct.  22  ;  Serial  No.  866.615  ; 

published  Aug.   13.  1935. 
Golf  balls.    L.  A.  Young  Company,     329.337  ;  Oct   22. 
Golf    balls     and     covers.       Worthlngton     Ball     Company. 

329  2.53;   Oct,    22;   Serial   No.    367,048;   published   Aug. 

13,  1936.  ,    „     V      ^ 

Golf   clubs.      Crawford.    McGregor   and    CanbT   Company. 

329.327  ;  Oct.  22  ;  Serial  No.  387,117  ;  published  Aug.  18, 

1935 
Tennis"  rackets.      A.    O.    Spalding   ft    Bros.      329  328;    Oct. 

22:  Serial  No.  367.113;  published  Aug.  13,   1935. 
Toy  guns.     Hoge  Manufacturing  Company.     329,280;  Oct. 

22;  Serial  No.  366,717  :  publlsled  Aug.  13,  1935. 

CLASS  23 

Brew  house  equipment.  Freyn  Engineering  Company. 
329,304  ;  Oct.  22 ;  Serial  No.  343,772  ;  published  Aug. 
13    1935 

Lubricating  devices.  Trico  F^se  Mfg.  Co.  329.208;  Oct. 
22  ;  Serial  No.  365.861  ;  published  Aug.  13,  1935 

presses  for  cementing  soles  to  shoes.  Lamac  Process  Com- 
pany 329  318:  Oct.  22;  Serial  No.  365,200;  published 
Aug.    IS,    19.35.  _    ^^         ,.   ,  „ 

Bakes,  rake  handles,  forks,  hoes,  etc.  R.  Herschel  MaJQU- 
facturing  Co.  3'i9,216;  Oct.  22;  Serial  No.  366.007; 
published  Aug.  13,  1936. 

Razor  blades.     M.  E.  Proctor      329J^3S  ;  Oct.  22. 

Sprinkler  heads.  General  Fire  Extinguisher  Company. 
329  209:   Oct.  22;   Serial   No.  366,881;  publlslied   Aug. 

^«'  '^''  CLASS  24 

^3"2°9^776r8cT  $°2^!vfii:rN':>':%'S'7^^ 

"•  ■^^^'^-  CI.^SS  25 

Door  locking  handles,  Vehicle.  I^^terstone  Sale*  Company. 
329,332  ;  Oct.  22.  ^^^^  ^^ 

Cameras  and  films.  Ulca  Camera  Corporation.  329.213 ; 
Oct.  22;   Serial  No.  365,964;  published   Aug.   13,  1935. 


Microscope    outfits,    microscopes,    microscope    slides,    etc. 

I'orter  Chemical  Company.  329,187  ;  Oct.  22  ;  Serial  No. 

366,372  ;  published  Aug.  13,  1935. 
Microscope  slides,  microscopes,  and  stereopticonc.     Micro- 
vivarium,   Incorporated.     329,195  ;   Oct.   22  ;    Serial   No. 

364,729  ;  published  Aug.   13,   1935. 
Mineralogy  outfits,   mineral  specimens,  and  material,  etc. 

Porter  Chemical  Company.    329,188  ;  Oct.  22  ;  Serial  No. 

366,371  ;   published  Aug.    13,    1935. 
Radio  and  television  testing  apparatus.     J.  J.  McCarthy. 

329,220  ;   Oct.  22 ;  Serial  No.  366,038 ;   published  Aug. 

13,   1935. 

CLASS   31 

Refrigerators,  refrigerating  apparatus,  and  ice  boxes. 
AU-Amerlcan  Mohawk  Corporation.  329,303;  Oct.  22; 
Serial  No.   314,640  ;  publisbed  June  23,  1981. 

CLASS  33 

Glass.  Corning  Glass  Works.  107,244-6  ;  renewed  Nov. 
18.  1935. 

CLASS   34 

Heaters  U8e<l  in  steam  boilers.  Submerged  hot  water. 
A.  Goldenstein,  Inc.     329,336  ;  Oct.  22. 

CLASS  35 

Packing,       Rubber.         York      Manufacturing      Company. 

106,9-0  ;   renewed  No"-  2,   1936. 
Tires,      Rubber      vehicle.        Portage      Rubber      Company. 

105,964  ;  renewed  Aug.  31,  1935. 

CLASS   36 

Harmonica,  harmonica  bodies,  harmonica  reeds,  etc. 
Mouth.  Harmonica  Distribution  Corporation  of  Ameri- 
ca. 329,307  ;  Oct.  22  ;  Serial  No.  352,487  ;  published 
Aug.    13,    19S5. 

CLASS   37 

Checkbooks,     passbooks,    deposit    slips,    etc.       A.    Efron. 

329,216;   Oct.   22;    Serial   No.   306,359;   published   Aug. 

13,  1935. 
Paper  and  stationery  supplies.      F.  Soennecken.     105,173 ; 

renewed  July  6,  1935. 
Paper,  Wrapping.     Southern  Kraft  Corporation.     329,258  ; 

Oct,  22.  Serial  No.  366,493;  published  Aug.  13,  1935. 
Papers,     Wall.        United     Wall     Paper      Factories,      Inc. 

3'29.282 ;   Oct.   22  ;   Serial   No.   366,682 ;   published   Aug. 

13,  1936. 
Stencil     paper     and     stencils.       A.     B.     Dick     Company. 

329,310;  Oct.  22;  Serial  No.  355,433;  published  Oct.  9, 

1934. 
Tissue,  Cleansing.    M.  Cltrln.    329,273 ;  Oct.  22.  Serial  No. 

366.852;   publisbed  Aug.   13,   1935.  _ 

Tissue,  ToUet.     Odora  Company,  Inc.     329,278-9  :  Oct.  22  ; 

Serial  Nos.  366,728-9  ;  published  Aug.  13,   1935. 

CLASS   38 

House  organ.  Standard  Oil  Company  of  New  Jersey. 
329.225  :  Oct.  22  ;  Serial  No.  366,635 ;  published  Aug. 
13    1936 

Magatlne.  *  Periodical  House,  Inc.  329,235 ;  Oct.  22 ; 
Serial  No.  366.211  :  published  Aug.  13,  1935. 

Magazine.  School  Management,  Inc.  329,270;  Oct.  22; 
ferial  No.  366,879  ;  published  Aug.  13,  1935. 

Newspaper  column.  Illinois  Publishing  and  Printing  Com- 
pany. 329,276;  Oct.  22;  Serial  No,  366,769;  pub- 
lished Aug.   13,   1935. 

Newspaper  column.  Rockford  Consolidated  Newspapers. 
Inc.  329,176;  Oct.  22;  Serial  No.  360,375;  published 
Mar.  19,  19.35.  ,„  .  „  ^, 

Periodical.  Wbitmore  ft  Smith,  Book  Agents.  Publishing 
House.  M.  B.  Oiurch,  South.  329.275;  Oct.  22.  Serial 
No.  366.846;  published  Aug.  13,  1935. 

CLASS  39 

Breeches.     G.  O.  Van  Bebber.     329.239 ;  Oct.  22  ;  Serial 

No.  364.402  ;   published  Aug.   6,   1935. 
Bust-supporters  and  brassidres.     Madame  Irene.     108,708  ; 

renewed  Feb.  22,  1936. 
Clothing — namely,     raincoats     and    overcoats.      Cohen    ft 

Wilks,  Ltd,     329.178  ;  Oct.  22  ;  Serial  No.  361,050;  pub- 
lished Aug.  13,  1935. 
Corsets     and     corset-stays.       Barcley     Corset     Company. 

108,191  ;  renewed  Jan.  18,  1936. 
Garments.    Knitted.      Geist   ft    Geist,    Inc.      329.244.    Oct. 

22;  Serial  No.  363,918;  publisbed  Aug.  13,  1936. 
Slips.     Berger  Hosiery  Company.     329.172  ;  Oct.  22  ;   Se- 
rial No.  358,917  ;  published  Aug.  13,  1935. 
Shirts.       Deaver-Kennedy    Company.      105,911  ;    renewed 

Aug.  24,  1935. 
Shirts,   Men's.     Jacob  Miller's  Sons  Company.     329,315; 

Oct.  22  ;  Serial  No.  365.303  ;  published  Aug.  13,  1935. 
Suits  and  sun-suits.   Children's.     Repel-.\-Rain   Company. 

3'29,317;   Oct.   22.    Serial   No.   366,267;   published  Aug. 

13,   1936. 
Suits.  Bathing.     Vogue  Silk  Hosiery  Company.     329,210; 

Oct.  22  ;   Serial  No.  365,909  ;  published  Aug.   13,   1935. 
Undershirts,  drawers,  union  suits,  etc.     Oppenhelm,  Ol)em- 

dorf  ft  Co.     106,486  :  renewed  Oct.  19,  1935. 
Underwear,  hosiery,  gloves,  etc     WlUcox  ft  Glbbs  Sewing 

Machine    Company.      108,878 :    renewed    Feb.    29.    1936. 
Underwear,   hosiery,  outer  skirts,  etc.     A.  M.  Webb  ft  Co. 

329,320;   Oct.  22;  Serial  No.   365,180;  published  Aug. 

13.  1936. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


Underwear,   Knitted.     May  Company.     108,486 ;    renewed 
Feb.  8,  1936. 

CLASS   42 

Acetate  and  cotton  fancy  woven  fabric  In  the  piece.     Fred 

Butterfl«'l(l  &  Co.     329,3_'2  ;  Oct.  ^2 ;  Serial  No.  365,120  ; 

published  Aug.  13,  1935. 
Cotton    damaHk,  sheets,  sheetings,  etc.     Utica  WlUowvale 

Bleachlug   Co.      3:^9.173;   Oct.   22;    Serial   No.   359,869; 

published   Auir.   13,   1935. 
Silks    ill    the    piece.      StehliSilks    Corporation.      108,067; 

renewed  Jan.  11.   1936. 
Textile    fabrics.      William    Whitman   Company.      329,211- 

12;  Oct.  22;  Serial  Nos.  365,911-12;  published  Aug.  13, 

1936. 
Textile    fabrics.      William    Whitman    Company.      329,219; 

Oct.  22;   Serial  No.  365,910;    published  Aug.   13,  1935. 

CLASS   43 

Thread  and  jrar«.     J.  C.  Yarn  Co.     329.336  ;  Oct.  22. 
Thread  and  yam  of  artificial  rayon.     American  GlanzstofT 

Corporation.      329,306;    Oct.    22;    Serial    No.    351,239; 

published  Aug.  6,  1936. 
Yarn.   Wool.     Horner  Brothers  Woolen  Mills.     329,330-1  ; 

Oct.  22. 
Yarn,  Wool.     Horner  Brothers  W^oolen  Mills.    329,339-40 ; 

Oct.  22. 
Yarn,  Worsted.     S&cbaiscbe  Woolgarn  fabric  Aktlengesell- 

schaft,  Bremen.     107,100;  renewed  Nov.  9,  1935. 
Yarns.     Celanese  Corporation  of  America.     329,201  ;  Oct. 

22;    Serial    No.    365.686;   published   Aug.    13,   1935. 
Yams.      Nashawena    MiUs.      108,805;    renewed    Feb.    29. 

1936. 

CLASS  44  * 

Tampons.    International    Cellucotton    Products    Company. 

329.193  ;  Oct.  22  ;  Serial  No.  364,820  ;  published  Aug.  13, 
1935. 

CLASS   46 

Almonds,    Chocolate    containing.      Runkel    Brothers,    Inc. 

329,181  ;  Oct.  22  ;  Serial  No.  361,696 ;  published  Aug.  13, 

1935. 
Butter  of  ooooamit  for  frying,  baking,  etc..  Pure.     Saute 

rro4luLt.»f  Corporation.     104,549  ;  renewed  June  1,  1936. 
Candies.     Cox  Confectionery  Company.     106,842;  renewed 

Nov.    2.    1935. 
Cannt'd   citrus  fruit  Juices.      Mutual   Citrus  Products  Co. 

.■?2V»  .■?21  ;    Oct.    22;    Serial   No.    365,150;    published   Aug. 

13.    1935. 
Coffee.      Culliber   Coffee    Company.      107,091-2 ;    renewed 

Nov.   9.    1935. 
Feed,     Chick.       Wm.     Pollock     Milling     &     Elevator     Co. 

107.194  ;  renewed  Nov.  16,  1935. 

Fish,    Fresh.       Booth    Fisheries    Corporation.      329,338 

Oct.   22. 
Fish.  Preserved  and  canned.     Strohmever  k  Arpe  Company 

106.521  ;  renewed  Oct.   19,  1935. 
Fish,  Salt  cod.     Collins.  Lee  Company.     329.197  ;  Oct.  22 

Serial  No.  364.711  ;  published  Auir.  13,  1935. 
Fish.  Salt  cod.     Collins.  Lee  Company.     329.237  ;  Oct.  22 

Sorial  No    364.710;  published  Aug.  13,  1935. 
Flour    <  ak»>.     Kirk  Milling  Company.     329.264;  Oct.  22 

Serial  -No.  366.419  ;  published  Aug.  13.  1935. 
Food,    Bird.       Ilartz    Mountain    Products    Inc.      329,227 

Oct.   22  ;    Serial    No.    366,279 ;   published    Aug.    13,   19.35 
Food,   Infant   ami   invalid.     Sister    Lauras   Infant  and    In 

valid    Food    Company.      329,218;    Oct.    22;    Serial    No 

366,020:   published  Aug.   13.   1935. 

Foods,      .\nlmal.        California     Cotton     Oil     Corporation. 

329,214;   Oct.    22;    Serial    No.   365,984;    published    Aug. 

13.    ID.-^S. 
Frult.s   Fresh   citrus.     Jos.    lachelberger  k  Co.     329,269; 

Oct.  22;   Serial  No.    366,9«4  :  published  Aug.   13.   19;i5. 
Fruits.     Fresh     deciduous.       California     Fruit     Exchange. 

329,229 :   Oct.   22 ;    Serial   No.   366,261  ;    published   Aug. 

13,   1935. 

Grapes.     Rpdbanks    Orchard    Company.      96.829 ;    renewed 

May   5,   1934. 
Onpcfl,  Fresh.     Alba  Grape  k  Fruit  Co.    329,228  ;  Oct.  22  ; 

Serial  No.  366.254  ;  published  Aug.  13,  1935. 
Grapes    Fresh.      A.    E.   Joens.      329.217;   Oct.   22:    Serial 

No.  .366,011  ;   published  Aug.  13,  1935. 


Mixture  for  making  Ice  cream.     Golden   State  Company. 

329,281  ;  

13,    1936. 


iklng 
.   2f; 


Serial   No.    366,715 ;    published   Aug. 


Olives.     I«>ancis  H.  I^ggett  k  Company.     329,269  ;  Oct.  22  ; 

Serial  No.  366,477  ;  published  Aug.  13,  1935. 
Oranges,  grapefruit,  and  tangerines,  Fresh.     O.  W.  Clapp. 

329,290;   Oct.   22;    Serial  No.   365,430;    published   Aug. 

13    1935 
Vegetables,"  Fresh.     Peter   F.  Alello  k  Co.     329.274  ;  Oct. 

22  ;  Serial  No.  366,847  :  published  Aug.   13,  1935. 
VeKetables,  Fresh.    Franciscan  Packing  Company.   329,248; 

Oct.  22:    Serial  No.  366,196;  published  Aug.   13,   1935. 
Wheat,    wlieat    flakes,    rolled    oats.    etc..    Flaked.      Albers 

Bros.   Milling  Company.     329,302;  Oct.  22;   Serial  No. 

332,606;  published  July  23,  1936. 

CLASS  47 

Vermouth.      St4  Francam.      329,199;  Oct.  22:  Serial  No. 

365.664  ;  published  Aug.  13,  lki5. 
Wines.     Guimaraens  k  Co.     329,189; 


343,607  ;   published  Apr.'  3,  1934. 


Oct.  22;  Serial  No. 


CLASS  48 


Syrup  used  In  the  manufacture  of  beer  and  ale.  Brewers'. 
National  Sugar  Refining  Company  of  New  Jersey. 
329,1S3;  Oct.  22;  Serial  No.  362,317;  published  Aug. 
13,  1936. 

CLASS  49 

Alcohols,  whiskies,  brandies,  etc..  Beverage.     Marques  del 

Real  Tesoro  y  Compalila.     329.180 ;  Oct.  22  ;  Serial  No 

361,396 :  pabllshed  Aug.  20.  1935. 
Bitters  and  cordials,  AlcoooUc.     J.  Pastore.     329.231  :  Oct. 

22  ;  Serial  No.  366,239  ;  published  Aug.  20.  1935 
Brandy.     K.   Arakelian.   Inc.     329.298;  Oct.  22;  Serial  No 

367.276  :   published  Aug.  20,  1935. 
Brandy,  Apple  Jack.     Retail  Dept.  Stores  of  America.  Inc. 

329.297 ;   Oct.  22 ;   Serial    No.   367,207  ;   published   Aug. 

20,  1936. 
CoKnac.      Soclete   des    Proprletalres   Vlnlcoles   de   Cognac, 

J.  G.  Monnet  k  Cle..  Soclete  Anonyme.     329,324-6;  Oct. 

22  ;  Serial  Nos.  366,006-8  ;  publisbed  Aug.  20,  1938. 
Qln.     Austin.  Nichols  *  Co.     529,299  ;  Oct.  22  ;  Serial  No. 

367,279  :  published  Aug.  20,  1935. 
Gin,  whiskey,  and  brandy.      Liquor  Dealers  Supply   Com- 
pany.    329,260;   Oct.  22;  Serial  No.  366.153;  published 

Aug.  20,  1935. 
Rum.     Cluff  k  Pickering  Ltd.     329,300 ;  Oct.   22  ;    Serial 

No.  367,286;  puhllslied  Aug.  20,  1935. 
Rum.   brandies,  ethyl  alcohol,  etc.     Coropaftia  Llcorera  de 

Guantanamo  8.  A.     .329,308  ;  Oct.  22  ;  Serial  .No.  352,522  ; 

published  Aug.  20,  1935. 
Whl.^key.     Kolmar.  Inc.     329,261-2:  Oct.  22;  Serial  Nos. 

366.992-3;  published  Aug.  20.  1935. 
Whiskey.  R.   H.  Macy  Co.,  Inc.     329,246;  Oct.  22;  Serial 

No.  367.163;  published  Aug.  20,  1936. 
Whiskey.     Morgen  Distilling  Corporation.     329.171  ;   Oct. 

22  ;  Serial  No.  357,498  ;  published  Aug.  20,  1936. 
Whiskey.      Pacific  Wine  and  Spirits  Company.      329.296; 

Oct.   22;   Serial  No.   367,206;   published  Aug.   20.   1935. 
Whiskey.     Silver  Swan  Liquor  Corporation.     329.329;  Oct. 

22;  Serial  No.  367.110;  published  Aug.  20.  1935. 
Whlskev.       Tonkin    Distributing    Co.      329.311;    Oct.    22; 

Serial  No.  357.158;  publiahe<l   Aug.  20.  19.35. 
Whiskey.     United   Spirit  k  Wine   Inc.     329,254;  Oct.    22; 

Serial  No.  367..326  :   published  Aug.  20.  1635. 
Whiskey.     United   .Spirit  k   Wine  Inc.     329..301  ;   Oct.  22; 

Serial  No.  367. 32o  ;  published  Aug.  20.  1935. 
Whiskey    and    gin.       Clear    Spring     Distilling    Companv. 

329.267 :   Oct.    22 ;   Serial   No.   367.067  ;    published  Aug. 

20.  19.36. 
Whiskey,  gin,  brandy,  etc.     Records  k  Goldshorough,  Inc. 

«29,294  :   Oct.   22:   Serial   No.   367,136;   published    Aug. 

20.  19.35. 
Whlskev.   gin.  rum,  etc.     Felsen,   Incorporated.     329.296: 

Oct.   22;    Serial   No.   367.192;    published   Aug.   2t>.    19.35. 
Whiskeys,  brandies,  liqueurs,  etc.     Bon  Ton,  Inc.     329.265  ; 

Oct.    22  :    Serial   No.   367.152 ;   published   Aug.   20.    1936. 
Whisky.     Hunter  Baltimore  Rve  IHstlllerv,  Inc.     329,247  : 

Oct.    22 ;  Serial  No.   366,20<^  ;  published  Aug.   20,   1935. 

CLASS  50 

Jar  closures.  Canning.  Klnter  and  Williams.  329,334 ; 
Oct.  22. 


LIST  OF  LABELS 


Admlrarlnn  Bath  Oil.     For  Bath  Oil.     Admlracion  Labora- 
tories Inc.     46.562  :  Oct.  22. 

Arch    Comforts.      For   Boxes.      Hoague-Sprague    Corpora- 
tion.    46.588  ;  Oct-  22. 

Asapo.     For  a   N«»ntral   .Antiseptic  Detergent.     Dmg  Prod- 
nct.s  Co.     46.571  ;  Oct.  22. 

Blue  Mill  Cocoa      For  Pure  Cocoa  for  Every  Use.     B.  k  A. 
OplT,  Inc      46,606  ;  Oct.  22. 

Bine    Mill    Haking  Chocolate.      For   Chocolate   for   Baking 
Purposes   or   Beverages       E    A    A.   Opler,    Inc.      46,607  ; 

Oct.  22. 


Budwelser  Concentrated  Insect-^ray.     For  an  Insecticide. 
B    Budwelser.     46,566  ;  Oct.  22. 

Capitol  Wine  k  Spirit  Corp.     For  Straight  Whiskey.    Capi- 
tol Wine  k  Spirit  Corp.     46.6«7  ;  Oct.  22. 

Cavalier.        For     Boxes.        Hoagne-Sprague     Corporation. 

46.595  ;  Oct.  22. 
Cbnmpale  Bottling  Companv.     For  Ginger  Ale.     Cbampale 

Bottling  Company.     46.568;  Oct.  22. 
Charming.       For     Hosiery.       Pierce     Lithographic     Corp. 

40,609  ;  Oct.  22. 
Classy   Jane.      For   Boxes.      Hoagne-Spragne    Corporation. 

46,591  ;  Oct.  22. 


LIST  OF  LABELS 


XI 


College  Kicks.     For  Boxes.     Hoague-Sprague  Corporation. 

Dltto'^Mllk  Nut'c'hews.     For  Candy.     D.  Goldenberg.  Inc. 

4fl  'iTfi  •  Oct    ''2 
Drip  Rendered."    For  ^Lard.      French    Oil  Mill   Machinery 

Duk^kalls!     For  Phonograph  Records  Which  Reproduce  the 
Calls    of    Wild    Ducks.       See-Duk-Tlve    Duk-Kalls    Co. 

Earles      '  For     "fioxes.         Hoague-Sprague      Corporation. 

46,585 :  Oct.  22.  ^  ^      ^,       _,  ^.^ 

Etro      For  a  Fortified  Aspirin  Compound.     General  Phar- 

macal  Company.     46,574  :  Oct.  22.  aa  kr^  ■ 

Faust.     For  Boxes.    Iloague  Sprague  Corporation.    46,5»d  , 

42nd   Street.      For   Boxes.      Hoague-Sprague   Corporation. 

'Four^D?e'f    P^ts'Food.      For   Food    for    Dogs   and    Cats. 

P.  C.  Brown  k  Company.     46^566  :  Oct.  22. 
Gift    Package.      For    Dates.      GlllHand    Groves.      46,5*6, 

Oct.  22. 
Henry  A    Dlx  k   Sons  Corporation.      For  Ladies'  Dresses 

ani    Uniform!      Henry    ii.    Dlx    k    Sons    Corporation. 

Ho^ina^^^For^^Bread.     National  Bread  Company.     46,606; 

Hrm^KPrun.     For  Bread.     E.  A.  Hsrris.     ^^.^JT  :  Oct-  22. 
Jacob  Ruppert  Beer.    For  Beer.    J.  Ruppert.    46,611  .  Oct. 

22. 
Johnson's  Furniture  Polish.     For  Furniture  Polish.     S.  C. 

Johnson  &  Sons,  Inc      46,599  ;  Oct.  22.  ^  .„.,«, 

Klass    Teks.      For    Boxes.      Hoague-Sprague    Corporatloi-. 

46.579  ;  Oct.  22.  ir.,i,„      ar  (mi  ■   Ci^t 

Krispy.     For  Fish  Batter.     P.  J.  McKllllp.     46,603,  Oct. 

Lady  Esther.     For  Boxes.     Hoague-Sprague  Corporation. 

46.592  ;  Oct.  22. 
Mann's    Baked    Beans   from    Boston.     For    Baked    Beans. 

Mann    Food   Corporation.     46.602;  Oct.  22. 
Marvel  Shoes.      For  Boxes.     Hoague-Sprague  Corporation. 

Patago.?.'    For  Fresh  Oranges.     Murphy   Ranch.     46.604; 
Oct.  22. 


Comfort 


For   Tooth   Paste. 
46,569  :   Oct.  22. 
Hoague-Sprague  Corporation. 


Oil. 


Per-Breth   Dental   Cleanser. 

Manufacturing  Company. 
Princess  May.     For  Boxes. 

46,689 ;  Oct.  22.  ^         „       „».     .     »k      »   . 

Puritan    Shock   Absorber   Oil.     For    Shock    Absorber 

Puritan  Soap  Company.     46,610  ;  Oct.  22. 
Quaker  Maid.     For  Boxes.     Hoague-Sprague  Corporation. 

46  578  '  Oct    22 
Rondettes.     For      Boxes.     Hoague-Sprague     Corporation. 

46,584  ;  Oct.  22.  _      ^      ^         ..«a,o      r»-* 

Skv-way.     For  Candy.     Sperry  Candy  Co.     46,613 ,   Oct. 

Smart  Footwear.     For  Boxes.     Hoague-Sprague  Corpora- 
tion.    46,598  ;  Oct.  22.  .    ..     ^ 

Snomald.     Wr  Fresh  Cherries.     Pacific  Fruit  k  Produce 
Co.     46,608  ;  Oct.  22.  „.  _  .  ^  r  ♦»,  i 

SUte  Store  Special.     For  Whiskey.     Siegfried  Loewenthal 
Compny.     46,601  ;  Oct.  22.  „  ^  *. 

Stout  Stepper.     For  Boxes.     Hoague-Sprague  Corporation. 
46,593 ;  Oct.  22.  ..  „ 

Supreme    Stout.     For    Boxes.     Hoague-Sprague    Corpora- 
tion.    46,696;  Oct.  22.  „        ,,  •      .^ 

Sure   Death    to   Rats  &  Mice.     For  a   Rat   Exterminator. 
V.  H.  Bean.     46,564  ;  Oct.  22. 

Tabl  Bread.      For  Bread.     P.  D.  Archer.     46,563  ;  Oct.  22. 

Tang   Tang,    The    H   Cup.     For   Cranl^rry    1-rult    Sauce. 
The  5f  Cup   Inc.  of  New  Jersey.     46.5'72  ;  Oct.  22 

The  Aristocrat  of  Gums.  For  Chewing  Gum.  Sterling 
Mint  Co.     46,616  ;  Oct.  22. 

The  Evans  Shoe  for  Boys.  I"  or  Boxes.  Hoague-Sprague 
Corporation.     46,581  :  Oct.  22. 

The  Evans  Shoe  for  Men.  For  Boxes.  Hoague-Sprague 
Corporation.     46,682 :  Oct.  22.       „  ^ 

The  Hazmore  Shoe.  For  Boxes.  Hoague-Sprague  Cor- 
poration.    46.587 ;  Oct.  22.  „  o  r^ 

Tom  Dick  and  Marry.  For  Boxes.  Iloague  Sprague  Cor- 
poration.    46.594  ;  Oct.  22.  „     .      „•  q     .- 

Traffic  Wax  Paste.  For  Prepared  Paste  Wax.  S.  C. 
Johnson  k  Son,  Inc.     46.600  ;  Oct.  22. 

Vegetone  For  a  Preparation  for  Treating  Sour,  Fermen- 
tlve  Distressed  and  Over-add  Condition  of  the  Stomach. 
E.  E.  Stelner.     46.614 ;  Oct.  22.  ^  .., 

Walk-O-Rlte.  For  Boxes.  Hoague-Sprague  Corporation. 
46,597  ;  Oct.  22. 


LIST  OF  PRINTS 


Artgum  The  Dry  Cleaner  and  Massager.  For  a  Cleaning 
Composition.      A.    Sommer.      2,097;    renewed    Aug.    2«. 

Ealf  to  Carry  .  .  No  Bottles  to  Break.  I^/'i^lo"*  f «»'«» 
In  the  New  Handy  Kegllned  Tapacan,  Ad  No.  3  315. 
For  Beer.     Premler-Pabst  Corporation.     15.440  ,  Oct.  _^. 

—For  the  Best  In  Malt  Always  Ask  for  Blue  Ribbon,  Ad  ,No. 
1639      For  Malt   Extract.      Premler-Pabst  Corporation. 

ih  432  •  Oct  22 
— FoV  the  Verv  Itest  in  Wholesomeness,  Purlt.v^  and  Unvar.v- 
Ing  High  Qualltv  Use  Blue  Ribbon  Malt  Packed  Full  3 
Po^undrAd.  No!  2.640.^^For  Malt  Extract.  Premler- 
Pabst  Corporation.  15.433  ;  Oct.  ^-i.  ^^  o  70<i  Fnr 
—Heaping  Full  In  Quantity  and  Quality.  Ad.  No.  2.723  For 
Malt  Extract.  Premler-Pabst  Corporation.  15,437, 
Oct    22. 

Honey  Chocolate  Cake.  For  Flour.  General  Mills,  Inc. 
16,421  :   Oct.  22. 

I  Love  the  Convenience  of  Delicious  Pa»»^t J"  the  N^v, 
Handv  Kegim^  Tapacans,  A^  No  3  3i^  For  Beer. 
Premier  Pabst  Corporation.     15,436 ;  Oct.  -^. 

Its  Flavor  is  so  Delicious  and  the  Handy  Kegllned  Tapa- 
cans are  so  Amatingly  Conven  ent.  Ad.  No  .^312  For 
Beer      Premler-Pabst  Corporation.     15.439  ,  Oct.  2-. 

It's  the  Top  Eton.  For  Pale  Dry  Ginger  Ale.  Ginger  Lab- 
oratorlei!  Inc.     16,424  ;  Oct.  22. 

It's  Time  for  Pabst-.  Ad.  No-  220  For  B^«|r  and  Ale. 
Premier  Pabst  Corporation.     15,429.  Oct.  ^^. 

It's  Time  for  Pabst-,  Ad.  No.  218  For  Beer  and  Ale. 
Premler-Pabst    Corporation.      15.430 ,    Oct.    ^^. 

It's  Time  for  Pabst-.  Ad.  No.  229  For  B.>er  and  Ale. 
Premler-Pabst  Corporation.     15.431  .  Oct.  ^*.. 


Mrs  Chandler  Osborn  Recommends  this  Smart  New  Au- 
tumn Luncheon.  For  Biscuit  Flour.  General  Mills. 
Inc.      15,423;    Oct.   22.  ,        ^      ^.        r,      , 

No  Bottles  to  Sav<  Delicious  Pabst  in  the  New  Handy 
Kegllned  Tapacan,  Ad.  No.  3,311.  For  Beer.  Premler- 
Pabst  Corporation.     15,438 ;  Oct.  22  e     ,  ^  t>    w 

Now  Enjov  'Tru-Blu  In  the  New  Scientific  Can  Sealed  Pack- 
age For  Beer  and  Ale.  Northampton  Brewery  Corpora- 
tion.    15.427;  Oct.  22. 

Now  Ip  Cans! — In  Bottles— in  Kegs.  For  Beer  and  Ale. 
Northampton  Brewery  Corporation.     15,428  ;  Oct.  21. 

Now  In  Cans  ! — Open  It — Enjoy  It— Throw  the  Can  Away. 
For  Beer  and  Ale.     Northampton  Brew«ry  Corporation. 

Rlo  '  For  Safetv  Razor  Blades.  Standard  Safety  Raror 
Corporation.    "15,44.3-4  ;  Oct.  22.  „  »,  *  .      ♦». 

Save  Space  In  your  Refrigerator  Delicious  Pabst  In  the 
New  Handy  Kegllned  Tapacan,  Ad  No.  3,315  For 
Beer.     Premler-Pabst  Corporation.     15,434  ;  Oct.  22. 

Steriing  Standard  Heavy  Duty  Triple  Gauge  Batteries 
For    Triple    Gauge   Batteries.      S.   J.    Kellner.      15.425. 

This  Wav?  or  Safe  Way?  For  Liquor.  Universal  Match 
Corporation.     15.445;  Oct.  22. 

Treat  Yourself  at  Mealtime  with  Delicious  Pabst  in  the 
New.  Handy  Kegllned  Tapacans.  Ad  No.  3.314  For 
Beer      Premler-Pabst  Corporation.     15  441  ;  Oct.  22 

Try  This— If  He's  "Off  His  Feed".    For  Biscuit  Flour.    Gen- 

When  ^"It's  AVrive  Delight  -fhem  ^ith  Delicious  Pabst  in 
the  New  Handy  Kegllned  Tapacans,  Ad  No.  3  316  For 
Beer.    Premler-Pabst  Corporation.     15.435  ,  Oct.  2^ 

Wrinkle-Proof.  For  Men's  and  Boys'  Clothing.  J.  Schoen- 
eman.  Incorporated.     15.442  ;  Oct.  22. 


LIST  OF  REISSUE  PATENTEES 

TO  WHOM 

PATENTS  WERE  ISSUED  ON  THE  22d  DAY  OF  OCTOBER,  1935 

Non. — Arranged  in  accordance  with  the  first  eigniflcant  character  or  word  of  the  UAme  (in  accordance  with  city  and 

telephone  directory  practice). 


American  Fork  &  Hoe  Company,  Ttie.  (See  Hacltett, 
Walter  W.,  assignor.) 

American  MaKnesium  Metals  Corporation,  (See  Hansglrg, 
Fritz,  assignor.) 

Declter,  James  W.,  New  York,  N.  Y.  Stock  quotation  pro- 
jecting machine  and  method  for  feeding  tape  there- 
through.     19.727  ;  Oct.  22. 

Dlntilhao,  Jean  Q.,  assignor  to  Society  "Yacco  8.  A.  F.", 
Paris,  France.  Thermostatic  radiator  control.  19,728; 
Oct.  22. 

Eclipse  Machine  Company.  (See  McNeil,  Charles  I.,  as- 
sijrnor.) 

Garfield.  Edward  L.,  Scarsdale,  assignor  to  Ice  Air  Con- 
ditioning Company,  Inc.,  New  York,  N.  Y.  Air  condi- 
tioning system  and  method.      19.729  ;  Oct.  22. 

Greene,  William  F.,  assignor  to  The  R.  K.  Le  Blond  Ma- 
chine Tool  Company,  Cincinnati,  Ohio.  Chucking  de- 
vice.    19,730  ;  Oct.  22. 

Hackett,  Walter  W.,  Olbury  near  BlrminghRm,  England, 
aaaignor  to  The  American  Fork  A  Hoe  Company,  Geneva, 
Ohio.     Tubular  metallic  shaft.      19,731  ;  Oct.  22. 

Halstead  Corporation.  (See  Halstead,  Richard  R.,  as- 
signor.) 

Halstead,  Richard  R.,  assignor  to  Halstead  Corporation, 
Beach,  N.  Dak.     .Mr  filter.     19,732  ;  Oct.  22. 

Hansglrg,  Fritz,  Radenthein,  Carinthia,  Austria,  assignor 
to  American  Magnesium  Metals  Corporation.  Pittsburgh, 
r*.     Production  of  hydrogen.     19,733  ;  Oct.  22. 

Heddon's,  James,  Sons.      (See  Heddon,  John,  assignor.) 

Heddon.  John,  assignor  to  James  Heddon's  Sons,  Dowagiac, 
Mich.     Method  of  drawing  tubes.      19.734;  Oct.  22. 

Hercules  Motors  Corporation.  (See  Treiber,  Otis  D.,  as- 
signor. ) 


LJttell    Machine 
centering     reel. 


Ice  Air  Conditioning  Company.      (See  Garfield,  Edward  L., 

assignor.) 
I^ne  Company,  The.      (See  Loftin,  Lawrence  K.,  assignor.) 
Le    Blond,    R.    K.,    Machine    Tool    Company,    The.      (See 

Groene,  William  F.,  assignor.) 
Lederer.   Karl   M.,  assignor  to  Weston  Electrical   Instru- 
ment    Corporation,     Newark,     N.     J.     Milllvoltmeter. 

19,735  ;  Oct.  22. 
LIttell.    Frederick   J.,    assignor   to   F.   J. 

Company,     Chicago,     111.      Automatic 

19,736 ;  Oct.  22. 
Littell,  F.  J.,  Machine  Company.      (See  Littell,  Frederick 

J.,  assignor.) 
Loftin,  Lawrence  K.,  Altavista,  Va.,  assignor  to  The  Lane 

Company,  Inc.     Cedar  chest.     19.737  ;  Oct.  22. 
McNeil.  Charles   I..  Bloomfield,  N.  J.,  assignor  to  Eclipse 

Machine  Company,  Elmira  Heights,  N.  Y.     Controlling 

generator.      19,738  ;  Oct.  22. 
Nottingham,    Ulysses   H.,    Bearcreek,    Mont.     Machine   for 

working  fine  gold.     19,739  ;  Oct.  22. 
Shaw,  John  P.,  Craddock.  Portsmouth,  Va.     Free  reeling 

fishing  reel.     19,740;  Oct.  22. 
Skillman,  Thomas  S.,  Aldwych,  London,  England,  assignor 
trie  Company,  Incorporated,  New  York, 


19.741  :  Oct.  22. 
(See   Dintilhac,   Jean   G.,  as- 


to  Western   Electi 

N.  Y.     Telephone  system. 
Society   "Yacco  S.  A,   F." 

signer.) 
Treiber,  Otis  D.,  assignor  to  Hercules  Motors  Corporation, 

Canton.   Ohio.     Compression   ignition   internal   combus- 
tion engine.     19,742  ;  Oct.  22. 
Western    Electric   Company.      (See   Skillman,    Thomas   S.. 

assignor.) 
Weston  Electrical  Instrument  Corporation.     (See  Lederer, 

Karl  M.,  assignor.) 


LIST  OF  DESIGN  PATENTEES 


II 


II 


Aeolian  American  Corporation.  (See  Kavanagh,  Gardner 
C,  assignor.) 

Aronpon,  Loais  V.,  Newark.  N.  J.,  assignor  to  Art  Metal 
Works.  Inc.     Pyrophorlc  lighter.     97.247  ;  Oct.  22. 

Art  Metal  Works,  Inc.     (See  Aronson,  I»uis'V.,  assignor.) 

Atlas  Metal  Products  Corporation.  (See  Kestin.  Irving 
M..  assignor.) 

Bennett,  Frank.     (See  Hallowell,  H.  T.,  and  Bennett.) 

Bering,  Donald  A^  and  D.  W.  Davisson,  a-sslgnors  to  Shell 
Oil  Company,  San  Francisco,  Calif.  Semitrailer  tank 
body.     97.248  ;  Oct.  22. 

Berth.  Sylvester  M.,  assignor  to  Anton  Srumny,  doing 
business  as  Anton  Szumny  and  Sons,  Chicago,  111.  Set- 
tee frame  or  similar  article.    97,249 ;  Oct.  22. 

Berth,  -Sylvester  M.,  assignor  to  Anton  Siumny,  doing 
business  as  Anton  Siumny  and  Sons.  Chicago,  111.  Set- 
tee frame  or  similar  article.     97,250  ;  Oct.  22. 

Berth,  Sylvester  M..  assignor  to  Anton  Szumny.  doing 
business  as  Anton  Szumny  and  Sons,  Chicago,  III.  Set- 
tee frame  or  similar  article.     97,251  ;  Oct.  22. 

Berth,  Sylvester  M.,  assignor  to  Anton  Szumny,  doing 
business  as  Anton  Szumnv  and  Sons,  CTiicago,  111.  Set- 
tee frame  or  similar  article.     97.252  ;  Oct.  22. 

Berth,  Sylvester  M.,  assignor  to  Anton  Szumny,  doing 
buslnes  as  Anton  Szumny  and  Sins,  Chicago,  111.  Set- 
tee frame  or  similar  article.     97.253  ;   Oct.  22. 

Berth,  Sylvester  M.,  assignor  to  Anton  Szumny,  doing 
busines  as  Anton  Szumny  and  Sins.  Chicago.  111.  Set- 
tee frame  or  similar  article.     97.254;  Oct.  22. 

Bourdon,  Pierre  M..  Paris,  assignor  to  Michelin  A  Cie, 
Clermont-Ferrand,  France.  Pneumatic  tire.  97,255; 
Oct.   22. 

BoyKen.  George  D..  Philadelphia,  Pa.  Lace.  97,256; 
Oct.    22. 

Brauor  Bros.  Inc.      (See  Wagner,  Frederick  P..  asslcnor.) 

Breath,  Ellas,  New  York.  N.  Y.     Glove.     97.257  :  Oct.  22. 

Burcess.  Nathaniel  E.,  New  York,  N.  Y.  Textile  fabric. 
97  258  ■  Oct    22 

Burgess.  Nathaniel  E.,  New  York,  N.  Y.  Textile  fabric. 
97,259  ;  Oct.  22. 

Burgess.  Natlianlel  E.,  New  York,  N.  Y.  Textile  fabric. 
97,2fi0  :  Oct.  22. 

Carr,  Ryder  &  Adams  Company.  (Sec  Stoltz,  Allen  E., 
assignor.) 

Chernow,  Michael,  Brooklyn.  N.  Y.,  a84!;;nor  tJ  Service 
Patents  Corporation.  Alphabet  for  forming  monograms 
or  the  like.     97.261  ;  Oct.  22. 


Coca-Cola  Company.  (See  Sledge,  Edward  D.,  Jr.,  as- 
signor. ) 

Cohen,  Emmanuel  M..  and  J.  Olenlck,  New  York,  N.  T. 
Textile  fabric  or  similar  article  of  manufacture.  97,262  ; 
Oct.    22. 

Conover.  Richard  E..  Deer  Park,  Ohio.  Program  remind- 
er.   97.26.'? :  Oct.  22. 

Cooper,  David,  Brooklyn,  N.  Y,     Buckle.     97.264  ;  Oct.  22. 

Cooper,  David.  Brooklyn.  N.  Y.     Buckle.     97,265  ;  Oct.  22. 

Crolzat,  Madeleine,  New  York,  N.  Y.  Dress.  97,266  ;  Oct. 
22. 

Davles,  Jo.sephine,  New  York.  N.  Y..  assignor  to  Scholnick 
Shoe  Co..  Jamaica  Plain.  Mass.     Shoe.     97.267  :  Oct.  22. 

Davison,  Robert  L.      (See  Groeniger,  W.  C,  and  Davison.) 

Davisson,  Delos  W.     (See  Bering,  D.  A.,  and  Davisson.) 

Elastman  Kodak  Company.  (See  Mihalyi,  Joseph,  as- 
signor.) 

Evans  Case  Company.     (See  Ijiwrence,  Cecil  H..  assignor.) 

Fishman.  Jacob.  New  York.  N.  Y.     Shoe.     97.268  ;  Oct.  22. 

Flesh,  Alfred  L..  assignor  to  The  Piqua  Hosiery  (Company, 
Inc.,  Piqua,  Ohio.     Bathing  suit.     97,269  ;  Oct.  22. 

Flesh,  Alfred  L.,  assignor  to  The  Piqua  Hosiery  Company, 
Inc..  Piqua.  Ohio.     Bathing  suit.     97,270  ;  Oct.  22. 

Flesh,  Alfred  L..  assignor  to  The  Piqua  Hosiery  Company, 
Inc..  Piqua.  Ohio.     Bathing  suit.     97,271  ;  Oct.  22. 

Franklin  Simon  &  Co.      (See  Porpora,  Mary,  assignor.) 


Galliano.    Marc    A.    M.    J.,    Paris,    France. 

97  318  ■  Oct.  22. 
Gent'ner,  '  Frederick,     Philadelphia.     Pa. 


Sheet   glass. 


Curtain    fabric. 

97,272  ;  Oct.  22. 
Centner,    Frederick,    Philadelphia,    Pa. 

97,273 ;  Oct.  22. 
Gentz,    Edward    W.,    assignor   to    The    Sparks-Withlngton 

Company.   Jackson.   Mich.     Wire  door  rack   or   similar 

article.     97,274  :  Oct.  22. 
Goldberg.  Julius  A..  Highland  Park,  111. 

article.     97.275  :  Oct.  22. 
Goldberg,  Julius  A..  Highland  Park,  111. 

article.     97,276  ;  Oct.  22. 
Goldberg,  Julius  A..  Highland  Park,  111. 

article.    97.277  ;  Oct.  22. 
Goldberg,  Julius  A..  Highland  Park,  111.     Shoe  or  similar 

article.     97,278  ;  Oct.  22. 
Goldberg,  Julius  A.,  Highland  Park,  111.     Shoe  or  similar 

article.     97.279  :  Oct.  22. 
Goldberg,  Julius  A.,  Highland  Park,  111.     Shoe  or  similar 

article.    97,280  ;  Oct,  22. 

xUi 


Curtain    fabric. 


Shoe  or  similar 
Shoe  or  similar 
Shoe  or  similar 
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Gre«niger,  William  C,  Columbus,  Ohio,  and  R.  L.  Davison, 
New  York,  N.  Y.     Baby  bath  lavatory.     97,281  ;  Oct.  22. 

Gustin,   Max,  New  Yoik,   N.   Y.      She*.     97,282;   Oct.   22. 

Hafner,  August,  Flushing,  N.  Y.  Textile  fabric.  97,283  ; 
Oct.    22. 

Hafner,  August,  Flu.shing,  N.  Y.  Textile  fabric.  97.284  : 
Oct.    22. 

Hallowell,  Howard  T..  and  F.  Bennett,  assignors  to  Stand- 
ard Pressed  Steel  Co.,  Jenkintown,  Pa.  Stand  for  sew- 
ing machines.     97,285;  Oct.  22. 

Heyer,  Benjamin  F.  W.,  Belleville,  N.  J.  Combined  charg- 
ing and   testing  unit.     97,286;  Oct.  22. 

Ullgert,  Ekiuard.  Brno,  Cxecboslovakia.  Eye  shield. 
97.287;   Oct.   22. 

HoUem,  Carl  A.,  Chicago,  111.  Lighting  fixture.  97.288; 
Oct.    22. 

Johnson,  Glen  A..  Connersvllle,  Ind.  Mirror  attachment 
for  sun  visor.     97,289  ;  Oct.  22. 

Kavanaifh,  Gardner  C.  Kochester.  assignor  to  Aeolian 
American  Corporation,  East  Rochester,  N.  Y.  Piano 
case.     97.290  ;  Oct.  22. 

Kavanagh,  Gardner  C,  Rochester,  assignor  to  Aeolian 
American  Corporation,  East  Rochester,  N.  Y.  Piano 
case.     97.291  ;  Oct.  22. 

Kavanagh,  Gardner  C,  Rochester,  assignor  to  Aeolian 
American  Corporation.  East  Rochester,  N.  Y.  Piano 
case.     97,292  ;  Oct.  22. 

Kestin,  Irving  M..  Brooklyn,  assignor  to  Atlas  Metal  Prod- 
ucts Corporation,  New  York,  N.  Y.  Belt  buckle  or  sim- 
ilar article.     97,293  ;  Oct.  22. 

Knox.  Malcolm  R.      (See  Sherman,   R.  M  ,  and  Knox.) 

Koonz,  Frederick  W..  Bernardston,  Mass.,  as.signor  to 
Rogers,  Lunt  A  Bowlen  Company,  Greenfield,  Mass. 
Spoon  or  similar  article.     97,294  :  Oct.  22. 

Kraeft.  Herman  L.,  Cleveland  Heights,  assignor  to  The 
Murray-Ohio  Manufacturing  Company,  Cleveland,  Ohio. 
Saddle  seat.     97,295  :  Oct.  22. 

Lawrence.  Cecil  H.,  Attleboro,  Mas*.,  assignor  to  Evans 
Case  Company.  Hand  mirror  or  the  like.  97,296 ; 
Oct.    22. 

I>evy.  Yetta,  New  York.  N.  Y.     Dress.     97,297:  Oct.  22. 

Lipman,  Samuel,  New  York,  N.  Y.     Suit.     97,298  ;  Oct.  22. 

McOraw  Electric  Company.  (See  Worthington,  BJ.,  and 
William.-s,  assignors.) 

Ml'  hplln   St  Cle.      (See   Bourdon,   Pierre  M..   assignor.) 

Mihalyi,  Joseph,  assignor  to  Eastman  Kodak  Company, 
Rochester.  N.  Y.     Range  finder  casing.     97.299  ;  Oct.  22. 

Mofller.  William  A..  Los  Angeles.  Calif.  Stand  for  a  ham- 
mock or  similar  article.     97.300  ;  Oct.  22". 

Morgenstern,  Samuel.  New  York,  N.  Y.  Shoe  or  similar 
article.     97,301  ;  Oct.  22. 

Murray-Ohio  Manufacturing  Company,  The.  (See  Kraeft, 
Herman  L.,  assignor.) 

Napier  Company.  The.     (See  Schuelke,  Emil  A.,  a.xsignor.) 

Olenick,  Jesse.      (See  Cohen,  E.  M..  and  Olenick.) 

Parneas,  Reuben,  Brooklyn,  and  S.  Sweet,  Bronx,  N.  Y. 
Jewelry  box  or  similar  article.     97,302;   Oct.  22. 

I'atent  Button  Company,  The.  (See  Purinton,  Forrest  G., 
assignor.) 

liqaa  Hosiery  Company,  The.  (See  Flesh,  Alfred  L.,  as- 
signor.) 


Porpora,  Mary,  assignor  to  Franklin  Simon  &  Co.,  Inc., 
New  York^  N.  Y.     Dresa.     97,319  ;  Oct.  22. 

Purinton,  Forrest  G.,  asaignor  to  Tlie  Patent  Button 
Company,  Waterbury,  Conn.  Cigarette  box  or  like  re- 
ceptacle.    97,303  :  Oct.  22. 

Putman,  Solomon,  Newark,  N.  J.  Buckle.  97,804  ;  Oct. 
22. 

Rogers,  Lunt  A  Bowlen  Company.  (See  Koons,  Frederick 
W.,  assignor.) 

Rubin,  Jacob,  Brooklyn,  N.  Y.  Dressing  table  box  or  sim- 
ilar article.     97,305  :  Oct.  22. 

Scholnlck  Shoe  Co.     (See  Davies,  Josephine,  assignor.) 

Schuelke,  Emll  A.,  asaignor  to  The  Napier  Company, 
Meriden,  Conn.  Service  stand  for  the  display  of  hors 
d'oeuvres.     97,806  ;  Oct.  22. 

Service  Patents  Corporation.  (See  Chernow,  Michael,  as- 
signor.) 

Shell  Oil  Company.      (See  Bering,   D.   A.,  and  Davisson, 

assignors.) 
Sherman,    Rallston    M.,    Glastonbury,    and    M.    R.    Knox, 

Hartford,    Conn.      Combined   tank   holder  and    pedestal 

therefor.     97,307  ;  Oct.  22. 
Sledge.   Edward   D.,   Jr..  assignor  to  Coca-Cola  Company, 

Atlanta.  Oa.     Bowl.    97.308  ;  Oct.  22. 
Sparks-Wlthlngton   Company,   The.      (See  Genti,   Edward 

W.) 

Standard   Preyed   Steel   Co.    (See   Hallowell,   H.   T.,   and 

Bennett,  aaalfnors.) 
StoltB,  Allen  E.,  assignor  to  Carr,  Ryder  &  Adania  Com- 
pany.  Dubuque,   Iowa.     Kitchen  cabinet.     97,309  ;   Oct. 
22. 
Sweet.  Samuel.     (See  rarness,  R.,  and  Sweet.) 
Szumny,  Anton.   (See  Berth,  Sylvester  M.,  assignor.) 
Szumny,  Anton,  and  Suns.      (See  Berth,  Sylvester  M.,  as- 
signor.) 

Thurman,  George  R.,  St.  Louis.  Mo.  Combined  stand  and 
holder  for  cigarettes  or  other  articles.  97,310 ;  Oct. 
22. 

Troy.  Seymour,  New  York,  N.  Y.  Shoe  or  similar  article. 

97.311  ;  Oct.  22. 

Wagner.  Frederick  P..  assignor  to  Brauer  Bros.  Inc..  St. 
LouU,    Mo.    Trimming    for    shoes    or    similar    article. 

97.312  ;  Oct.  22. 

Wagner,  Frederick  P..  assignor  to  Brauer  Bros.  Inc.,  St. 

Louis.    Mo.      Trimming    for    sboea   or    similar    article. 

97,318  ;  Oct.  22. 
Wagner,  Frederick  P.,  assignor  to  Brauer  Bros.   Inc.,  St. 

Louis,    Mo.      Trimming    for    shoes    or    similar    article. 

97.314  ;  Oct.  22. 
Weil,  Lewis  P.,  Oak  Lane,  Pa.     Flower  holder.     97,816: 

Oct.   22. 
Williams.  Findley.      (See  Worthington,  E..  and  Williams.) 
Worthington,   Everett,  and   F.  Williams,  assignors  to  lie- 

Graw   Electric  Company,   ChioaKo.    111.      Combined   toast 

trimming  knife  and  board.     97,316 ;  Oct.  22. 
Young,    Walter    T.,    New    York,    N.    Y.      Textile    fabric 

97.317  ;  Oct.  22. 
Young,    Walter    T.,    New    York,    N.    Y.      Textile    fabric. 

97.320  ;  Oct.  22. 
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TO  WHOM 
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telepnone  directory  practice). 


Abdelnour,  Dmitri  C,  Port  Chester,  assignor  to  D.  A.  & 
H.  Corporation,  New  York,  N.  Y.  Connecting  device. 
2,018,338  :  Oct.  22. 

Ackley,  Raymond  E.,  assignor  to  R.  R.  Donnelley  &  Sons 
Co.,  Chicago,  111.  Flat  wrapping  machine.  2,018,432  ; 
Oct.    22. 

Acme  Sheet  Metal  Works.  (See  Suhr.  Herman,  assignor.) 

Adams,  Frank  F..  El  Dorado,  Kans.  Current  shut-off 
mechanism.     2.018,590;  Oct.  22. 

Aerovox   Corporation.      (See    Cole.    Samuel    I.,    assignor.) 

Aitken.  (Jeorge,  Rutherglen,  assignor  to  Watson  Laidlaw 
h  Company  Limited.  Glasgow,  Scotland.  Centrifugal 
machine.     2,018,433  ;  Oct.  22. 

Alexander.  Milton  W..  Albany.  N.  Y..  assignor  to  Autograf 
Tooth  Brush  Co.,  Inc.  Bristling  a  brush  support. 
2.017,846  ;  Oct.  22. 

Allegheny  Steel  Company.  (See  Langworthy.  William  P.. 
assignor.) 

Alleghenv  Steel  Company.     (See  Otte,  Otho  M.,  assignor.) 

Allen,  Fnderlrk  J..  San  Diego.  Calif.  Distilling  and  con- 
densing  apparatus.     2,018,049;  Oct.   22. 

Allen,  Joseph  W.,  assignor,  by  mesne  assignments,  to 
Eclipse  Aviation  Coiporation,  East  Orange,  N.  J.  Elec- 
trical apparatus.     2,018,107  ;  Oct.  22. 

Allen.  Joseph  \V.,  assignor  to  Eclipse  Aviation  Corpora- 
tion. Bast  Orange,  N.  J.  Electrical  apparatus. 
2,018,108;  Oct.  22. 

Aim,  Alexander  V.,  Marblehead.  assignor  to  Dennlson 
Manufacturing  Company,  Framinubam,  Mass.  Paper 
product  and  method  of  making.     2,018,244  ;  Oct.   22. 

.\lton,  William  H.,  assignor  to  R.  T.  Vanderbllt  Company. 
Incorpoiated.  New  York,  N.  Y.  Dry  cleaning  composi- 
tion and  process.     2.018.507  ;  Oct.  22. 

Aluminum  Colors,  Incorporated.  (See  Tosterud,  Martin, 
assignor.) 

Aluminum  Company  of  America.  (See  Bootbman,  Dale 
M.,  assignor.) 

Aluminum  Company  of  America.  (See  Norton,  Allen  B., 
assignor.) 

American   Cable  Company.      (See  Brati,  Otto,   assignor.) 

American  Cyanamid  &  Chemical  Corp.  (See  Jaeger.  Al- 
phoDs  O.,  assignor.) 

American  District  Steam  Company.  (See  Hall,  Robert, 
assignor.) 

American  Enka  Corporation.  (See  Morltx,  Adrianus  J.  L., 
assignor. ) 

American  Laundry  Machiner.r  Comimny,  The.  (See  Rai- 
ser, Friti,  assignor.) 

American  laundry  Machinery  Company.  The.  (See 
Braley.  Charles  L.,  assignor.) 

American  Laundry  Machinery  Company,  The.  (See  Han- 
ney,  Angus  F..  assignor.) 

American  I^aundry  Machinery  Company,  The.  (See  John- 
son. George  W..  assignor.) 

American  laundry  Machinery  Company.  The.  (See  Sando. 
Joseph  B.,  assignor.) 

American  Lurgi  Corporation.  (See  von  Schllppenbach. 
Felix  F.,  assignor.) 

American  Machine  &  Foundry  Company.  (See  Chandler. 
Robert  J.  A.,  assignor.) 

.\merican  Magne.xium  Metals  Corporation.  (See  Kemmer, 
Frank  R..  assignor.) 

American  Rolling  Mill  Company.  The.  (See  Asbury.  Ralph 
E.,  assignor.) 

American  Tool  and  Machine  Company.  (See  ThoU,  John 
P..  assignor.) 

American  Tool  Works  Company,  The.  (See  Hoelscher, 
W.  O..  and  Robinson,  assignors.) 

.\merlcan  Sales  Book  Company.  (See  Caton,  William  D., 
assignor.) 

.\merlcan  Stove  Company.  (See  Brumbaugh,  Isaac  V., 
assignor.) 

American  Telephone  &  Telegraph  Company.  (See  Ladner, 
Henry,  assignor.) 

American  Telephone  &  Telegraph  Company.  (See  I>ow. 
John  S.,  assignor.) 

American  Tel«»phone  and  Telegraph  Company.  (See 
Shackleton,  Samuel  P.,  assignor.) 

Anderson,   Victor.      (See   Hofmann,   A.,   and    .\nderson.) 

Andrews.  Oliver  B.,  Oiattanooga,  Tenn.  Amusement  de- 
vice.     2,018.893;    Oct.    22. 

Angel.  Elva  H.,  Los  Angeles,  Calif.  Gardening  implement. 
2,018,691  ;  Oct.  22. 

Angell.  Charles  H.,  assignor  to  Universal  Oil  Products 
(company,  Chicago,  111.  Conversion  and  coking  of  hy- 
drocarbons.    2.017,836;  Oct.  22. 

Ansrstman,  Roger  W.,  Detroit,  Mich.,  assignor  to  McAleer 
Manufacturing  Co.  Steam  heating  system  for  automo- 
bile bodies.     2.018,339;  Oct.  22. 


Anschicks,  Rudolph  J.,  assignor  to  Protectoseal  Company 
of  America,  Chicago,  111.  Attachment  for  gas  tanks. 
2.017,837  ;  Oct.  22. 

Apple,  Bessie  D.     (See  Cotterman,  Frederick  W..  assignor.) 

Apple.  EMward  M.,  executor  et  al.     (See  .Vpple.  Vincent  G.) 

Apple,  Herbert  F.,  executor  et  al.     (See  Apple,  Vincent  G.) 

Apple.  Vincent  G.,  Dayton,  Ohio  ;  H.  F.  Apple.  E.  M.  Apple, 
and  G.  Darroch,  executors  of  said  V.  G.  Apple,  deceased. 
Mold  for  dynamo  machine  elements.     2,01 8, 48() ;  Oct.  22. 

Apprich,  Robert  N.,  assignor  to  Textile  Machine  Works, 
Wyomissing,  Pa.  Conditioning  yarns  in  knitting  ma- 
chines.    2.018,627.  Oct.  22. 

.\rm8trong.  Ernest,  West  Colllngwood,  N.  J.  Lubricating 
device  for  shafts  and  car  wheel  Journal  axles. 
2,017.884  ;  Oct.  22. 

Armstrong.  George  C,  Wilkinsburg,  and  D.  Ellis  Turtle 
Creek.  Pa.,  assignors  to  Westinghouse  Electric  *  Manu- 
facturing Company,  East  Pittsburgh,  Pa.  Belay. 
2,018,340;  Oct.  22. 

.\rnulf,  Albert,  Paris,  France.  Cinematography  in  relief. 
2,018.592  ;  Oct.  22. 

Art  Metal  Construction  Company.  (See  Johnson,  John 
A.,  assignor.) 

.\rthuis,  Albert  R.,  Paris,  France.  Machine  for  testing 
metals  and  other  solid  materials.     2.018,593  ;  Oct.  22. 

Asbury,  Ralph  E.,  assignor  to  The  American  Rolling  Mill 
Company,  Middletown,  Ohio.  Apparatus  for  welding 
silicon  steel  sheets  for  magnetic  uses.  2,017,933;  Oct. 
22. 

.\slanlan,  Daniel.     (See  Aslanian,  Mlchial  and  D.) 

Aslanian,  Michial  and  D.,  Los  Angeles,  Calif.  Aeroplane 
construction.     2,018,106;   Oct.  22. 

.Associated  Electric  Laboratories,  Inc.  (See  Bolander, 
Phillip  A.,  assignor.) 

.Associated  Electric  Laboratories,  Inc.  (See  Robinson,  H. 
C,  and  Johnston,  a.ssignors. ) 

Atcheson,  Jauies  H.,  deceased,  Detroit,  Mich.,  by  Louise 
A.  Atcheson.  Detroit,  Mich.,  administratrix.  Exercis- 
ing  machine.      2,017,885;   Oct.   22. 

Atcheson,  Louise  A.,  administratrix.  (See  Atcheson, 
James  H.) 

Athey  Truss   Wheel  Co.      (See  Kuchar,  Joseph,  assignor.) 

Auburn.  Hubert,  Mount  Healthy,  Ohio.  Locking  binder. 
2.017,934  ;  Oct.  22. 

Aull,  Gustavus  A.,  Njack,  N.  Y.  Precision  channel  gauge. 
2,018,481  ;  Oct.  22. 

Austin,  Clarence  P.,  Binghamton,  N.  Y.  Brick. 
2.018.541;   Oct.  22. 

Auter,  Jos4  P.,  San  Fellu  de  Gulxols,  Gerona,  Spain. 
Liquid  conduction  syphon.     2.018.110.  Oct.  22. 

Automatic  Drive  &  Transmission  Company.  (See  Pleason- 
ton.  E}ugene  8.,  assignor.) 

Auto  Research  Corporation.     (See  Bljur,  Joseph,  assignor.) 

Autograf  Tooth  Brush  Co.  (See  Alexander,  Milton  W., 
assignor.) 

Avery,  Howard  W.,  Detroit.  Mich.,  assignor,  by  mesne 
assignments,  to  Borg-Warner  Corporation.  Bottle 
shelf.     2.018.002  ;  Oct.  22. 

Axelrod.  Alexander.  Zurich,  Switzerland.  Manufacture 
of  baking  preparations  from  milk.     2.018.394  ;  Oct.  22. 

Axtell.  I>eonard  E..  Blair,  Nebr.  Root  watering  tool. 
2.018.003;  Oct.  22. 

.\yers,  Fred  L..  Watertown,  Mass..  assignor  to  Brown 
Company,  Berlin,  N.  H.  Shoe  stiffening.  2,018,245 ; 
Oct.  22. 

B  &  W  Shoe  Machinery  Company.  (See  Delf,  George  A., 
assignor.) 

Babltch,  Abraham  M..  Flint,  assignor  to  General  Motors 
Corporation,  Detroit,  Mich.  Vacuum  pump.  2,018,111  ; 
Oct.   22. 

Badger.  Harry  M.,  assignor  to  Landers.  Frary  &  Clark, 
New  Britain.  Conn.  Rotary  compressor.  2,018,341  ; 
Oct.  22. 

Baer.  Alvln  H.,  Carbondale.  Pa.,  assignor,  bv  mesne  as- 
signments, to  Worthington  Pump  and  Machinery  Corpo- 
ration, Harrison.  N.  J.  Gas  condensing  and  separating 
system.     2.018.594;  Oct.  22. 

Bager,  William  M..  Fox  Point,  assignor  to  Bucyrus-Erie 
Comnanv.  South  Milwaukee,  Wis.  Excavating  dipper. 
2,018.628;  Oct.  22. 

Baegett.  William  T.,  Dallas,  Tex.  Newspaper  clip. 
2.018.198;  Oct.  22. 

Baspak.  Inc.  (See  Baker,  W.  N.,  Knode,  and  Grimm,  as- 
signors.) 

Baily,  Robert  W.,  Philadelphia,  Pa.  -Apparatus  for  elimi- 
nating the  transmission  of  vibrations.  2,018.294 : 
Oct.  22. 

Bakelite  Corporation.  (See  Turklngton,  V.  H..  and  Butler, 
assignors.) 
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Baker  Benuett-Daj,    Inc.      (See   Rector,    Thomas    M.,    as 

sijfnor. ) 
Baker    Brothers,    Inc.      (See    Uallenbeck,    George    E.,    as- 
signor.) 
Baker,    Webster    N.,    Baldwin,    H.    C.    Kno<le.    Ijirchmont. 

and  J.  W.  Qrimm.  Brooklyn,  N.  Y.,  assignors  to  Bagpak 

Inc.      Bag.      2.017,838.    Oct.    22. 
Baldwin-Southwark    Corporation.       (See    Tripolltis,    Con- 

stantlne   B.,   assignor.) 
Ball.    Charles    F.,    assignor   to   Chain    Belt   Conjpany.    Mil- 
waukee, Wis.     Mixer  and  agitator  for  concrete  and  the 

like.      2,018,112  ;    Oct.    22. 
Ballentine,    BBrle   W.,   assignor   to   Solar   Industries,   Inc., 

Chicago,  111.     Apparatus  for  generating  ions.     2,018,434  ; 

Oct.    22. 
Balluteen.   Musa.      (See   Ricbeson,   Sanford  E.,  assignor.) 
Balslger.  Harold  JJ.      (See  Steiner.  A.  P.,  Wine,  Ott,  and 

Balsiger. » 
Balzer,    Fritz,    assignor    to    The    American    Laundry    Ma- 

ctiluery    Company,    CluciunaU,    Obio.      Duplex    drlTioK 

mechanism.      2,017,935  ;    Oct.   22. 
Barber.  LIugb  L.      ^See  Lauseu,  Christian  A.,  assignor.) 
Bardeu,    William    S.,    Stapleton,     N.    Y.,    and    W.    van    B. 

Roberts,   i'riuceton,  N.  J.,  assignors  to  Radio  Corpora 

tion    of    America.      Duo-signaliug    system.      2.017,880 : 

Oct.    22. 
Bardet,  Oeorge  V.     (See  Bardet,  George  A.,  and  G.  V.) 
Bardet,  George  A.  and  G.  V..  Berkeley,  Calif.,  assignors  to 

M.    J.    B.    Company.       Can    vacuumlxiug    and    seaming 

machine.      2,01»,113  ;   Oct.   22. 
Bamanl,  Arthur  E.,  Waterbury,  Conn.,  assignor,  by  mesne 

assignments,    to    United    States    Rubber   Company,    New 

lork,  N.  Y.     Manufacture  of  rubber  articles.     2.018,508; 

Oct.  22. 

Barnby,  Herbert  A.,  Toledo,  Ohio,  assignor  to  Owens- 
lllinots  Glass  Company.  Container  and  closure  there- 
for.     2,018.004  ;    Oct.   22. 

Barntiy,  Herbert  A.,  Toledo,  Ohio,  assignor  to  Owens- 
Illinois  Glass  Company.  Sealing  means  for  empty  con- 
tainers.     2,018,005  ;  Oct.  22. 

Barnby,  Herbert  A.,  Toledo,  Ohio,  assignor  to  The  Closure 
Service  Company.      Metal  closure.      2,018,006;   Oct.   22. 

Barrett  Company.  The.      (See  Miller,  Stuart  P.,  assignor.) 

Barrlnyer.  Elmer  D.,  Cleveland,  Ohio.  Channel-type 
weather   strip.     2  018,114;  Oct.  22. 

Barrin;,'er,  Elmer  1).,  Cleveland,  Ohio.  Weather  strip 
construction.     2.018.115.  Oct.  22. 

Bartlett  Hayward  Company.  (See  Morton,  Allen  W.,  as- 
signor.) 

Bates.  Harry,  assignor  to  Bates  Laboratores,  Inc..  New 
York.  S.  Y.     Typewriter.     2,018,482  :  Oct.  22. 

Bates  [.flboratores.  Inc.      (See  Bates,  Harry,  assignor.) 

haumaiiii.  Fritz.  Leverkusen  I.  O.  Werk.  Germany,  as- 
signor to  General  Aniline  Works,  Inc.,  New  York,  N.  Y. 
Aro'lan;ino  anthraquinone  acridone  derivative. 
2.017.y3U;  Oct.  22. 

Bayer,  Leo  J.,  St.  Louis,  Mo.  Boiler  cleaner.  2.017,846  ; 
Oct.    22. 

Beard,  Joseph  G.,  Springflcld,  Mass.,  assignor  to  Westlng- 
hous  Electric  &,  Manufacturing  Company,  East  Pitts- 
burgh, Pa.  Quartz  crystal  manufacture.  2,018,246 ; 
Oct.   22. 

Beaumont  Birch  Company.  (See  Davenport,  W..  Q.,  and 
Weniger,  assignors.) 

Bechmann.  Rudolf,  assignor  to  Telefunken  Gesellschaft 
fiir  Drahtiose  Telegraphle  m.  b.  H.,  Berlin.  Germany. 
Antenna  for  directed  rays.     2,018,342;  Oct.  22. 

Beck.  I.,eo  K,  Westfleld.  N.  J.,  assignor  to  Claude  Neon 
Lights.  Inc..  New  York,  N.  Y.  Positive  column  lamp. 
2.018.«20:  Oct.  22. 

Be<ker,  Bernard  C,  (Tanton.  assignor  to  The  Hoover  Com- 
pany, North  Canton,  Ohio.  Suction  cleaner.  2,017,937; 
Oct.   22. 

Becker,  Edmund  H.      (See  Martus,  M.  L.,  and  Becker.) 

Becker.  I^ogan  A..  iJikewood,  assignor  to  The  Dobeckmun 
Company,  Cleveland,  Ohio.  Forming  containers. 
2.018.621  ;   Oct.   22. 

Beltz,  Henry  C,  Peoria.  111.     Klndler.     2.018,509;  Oct.  22. 

Bell.  Jam»'s  H.      i  See  Dinley,  Clarence  F.,  assignor.) 

Bell    Telephone    r.4ibomtorie8.    Incorporated.      (Sec   Doha, 

.*<tephen.  Jr..  assignor.) 
Bell    Telepbone  Lalxjratories,   Incorporated.      (See  Hearn, 

Richard  B.,  as.slgnor.) 
Bell  Tt'lophone   I.rf»boratorie8,  Incorporated.      (See  Keller, 

Artl  ur  *'.,  assignor.) 
Bell  Telephone  I^aboratorles,   Inc.      (See  King,  Gerald  V., 

assignor. ) 
B»'ll  Telephone  Laboratories,  Incorporated.     (See  MacNair, 

Walter  A.,   assignor) 
Bell    Telephone    Laboratories,   Incorporated.      (See    Nebel, 

Charles  N..  assignor.* 

Bell    Telephone   laboratories.   Incorporated.      (See   O'Nell, 

H.  T  .  and  Dunn,  a.^wignors.) 
Bell  Telf'phonp   Laboratories.  Incorporated.      (See  Russell, 

.\Iexander  G.,  as.signor.) 
Bell   Telephone   Laboratories,  Incorporated.      (See  Wenti, 

Jesse   F..  assignor.) 
Bendix  Cowdrey  Brake  Tester.  Inc.     (See  Kraft,  Harry  B., 

assignor.) 
Bendiz    Westinghonse    Antomotive    Air    Brake    Company. 

( .«5ee  Eatcin,  W.    A  .  and  Vorech.  assignors.) 
Bendix  W'estlnghouse  Automatic  Air  Brake  Company.     (See 

Johnson,  Stephen,  Jr..  assignor.) 


Bendix  Westingbuuse  Automotive  Air  Brake  Company.  ( See 
Vorech.  S.,  and  Johnson,  Jr.,  assignors.) 

Bentiey,  Bede  J.  F.,  Longfleld,  England.  Sifter  cap  for 
powder  containers.     2,018,060:  Oct.  22. 

Berendt,  Alfred,  New  York,  N.  Y.  Measuring  stopper  for 
bottles.     2,017,8^9:  Oct.  22. 

Berger,  Andrew,  Omaha,  Nebr.  Bottle  cloiMire.  2,017,938  ; 
Oct.  22. 

Berthold,  Kenneth  F.,  North  Attleboro,  assignor  to  the 
Mason  Bux  Company,  Attleboro  Falls,  MatM.  Box  fas- 
tener.     2,018,629  ;    Oct.    22. 

Bessey,  Edward  F.,  Crystal  Lake.  III.,  assignor,  by  mesne 
assignments,  to  Cinch  Manufacturing  Corporation. 
Socket  for  vacuum  tubes  and  the  like.  2,017,940;  Oct. 
22. 

Beverage  Mixer  Co.      (See  Fowler,  Frank  K.,  assignor.) 

Blckel,  Frederic  J.,  ahSlgnor  to  The  Osborn  Manutacturing 
Company,  Cleveland,  Ohio.  Proflling  machine.  2,018,435  , 
Oct.  22. 

Blenfait,  Henri,  and  W.  L.  C.  van  Zwet,  Eindhoven,  Neth- 
erlands, assignors  to  Radio  Coiporatiou  of  America. 
Electrical  conductor  and  making  the  same.  2,018,343  ; 
Oct.  22. 

Biggert,  Florence  C,  Jr.,  Craftou.  and  U.  Mueller,  Pltts- 
uurgb,  as.>>ignors  to  United  Engineering  &  Foundry  Com- 
pany, Pittst>urgh,  Pa.  Roll  and  method  of  manufactur- 
ing rolls.     2,018,247  ;  Oct.  22. 

Bijur,  Joseph.  New  York,  N.  Y.,  assignor  to  Auto  Research 
Corporation.      Lubrication.      2,01 7 ,847  ;    Oct.    22. 

BiJur,  Joi>epb,  New  York,  N.  Y.,  assignor,  by  mesne  assign- 
ments, to  Auto  Research  Corporation.  Lubrication  in- 
stallation and  the  ehments  tberet>f.     2.017, 84H  ;  Oct.  22. 

Bingham,  Walter  S.,  Cassopolis,  Mich.  Welding  or  fusing 
i.ar.     2,ols,116  ;  Oct.  22. 

Birk,  Harold  W..  assignor  of  fifty  per  cent  to  R.  M.  Blrk, 
i-:ast  Hartford,  and  tifty  per  cent  to  U.  E.  Guthrie.  Hart- 
ford, Conn.     Soldering  means.     2,018,117;   Oct.  22. 

Blrk,  Ralplia  M.,  et  al.      (See  Blrk,  Harold  W.,  assignor.) 

BJurndal,  Magnus.      (See  .N'ilss,  Hallvard,   assignor.) 

Black,  Craytou  K.     (See  Smith,  F.  H.    and  Black.) 

Blackburn,  Jasper,  Webster  Groves,  Mo.  Cable  clamp  or 
connecter.      2,017,887  ;    Oct.    22. 

Bluckhawk  Mfg.  Co.      (See  Pfauser,  Edward  M.,  assignor.) 

Blair,  Hollis  W.,  North  Troy,  Vt.  Knockdown  shipping 
case.     2,018,595;  Oct.  22. 

Blaisdell,  Sidney  B.,  Wyncote,  Pa.,  assignor  to  I-^delity 
Machine  Company,  Wilmington,  Del.  Machine  for  mak- 
ing braided  brake  linings.     2,018,596;  Oct.  22. 

Blee,  Harry  H..  Santa  Ana,  Calif.,  F.  C.  Breckenridge,  Prov- 
idence, R.  I.,  and  M.  E.  Lvnch,  Plains,  Mont.,  a^siguor8 
to  The  Government  of  the  United  States,  represented 
by  the  Secretary  of  Commerce.  Apparatus  for  signaling. 
2.017,849;  Oct.  22. 

Blelka,  I'aul,  et  al.     (See  Clow,  Peter,  assignor.) 

Bliss.  Elmer  J..  Boston,  assignor  to  Regal  Shoe  Company, 
Whitman,  Muss.  Foot  measuring  machine.  2,018,630 ; 
Oct.  22. 

Bli.ss,  Elmer  J.,  Boston,  assignor  to  Regal  Shoe  Company, 
Whitman,  Mass.  Toe  gauging  device  for  shoe  fitting. 
2,018.631  ;   Oct.   22. 

Blondelle,  Raymond,  Henin  Lletard,  assignor  to  Soci^ttf 
(les  .Mines  i|o  Douriics.  Henin  Lietard.  France.  Trans- 
forming into  a  mixture  of  carbon  monoxide,  nitrogen, 
and  hydrogen,  residual  gas  and  blow-off  gas  resnltlng 
from  the  manufacture  of  hydrogen  by  the  processes  based 
on    the  Iron-water   vapor   reaction.      2,018,118;   Oct.    22. 

Blunck,  Robert  A.      (See  Smith,  L.  A.,  and   Blunck.) 

Boardman,  Odessa  D..  Chester,  Tex.  Vehicle  actuated  gate. 
2.017,939  ;  Oct.    22. 

Boettler.  Christian  G.,  assignor  to  The  Hoover  Company, 
North  Canton,  Ohio.  Suction  cleaner.  2,017,893  ;  Oct. 
22. 

Bolander,  Phillip  A.,  assignor,  by  mesne  assignments,  to 
Associated  Electric  Labopratories,  Inc.,  Chicago,  III.  Tel- 
ephone system.     2,017,888;  Oct.  22. 

Boiler,  Ernest  R.,  Cleveland  Heights,  assignor  to  The  Gras- 
selli  Chemical  Company,  Cleveland.  Ohio.  Making  an 
easily  water  soluble  alkali  metal  metasillcate.  2,018,632  -. 
Oct.   22. 

Boiler.  Ernest  R..  Wllloughby,  asslimor  to  The  Grasselll 
Chemical  Company.  Cleveland,  Ohio.  Flaked  sodium 
chloride  composition.     2.018.63.1 ;  Oct.  22. 

Bonnalie,  Allan  I*'.     (See  Humphries,  \.  O..  and  Bonnalle.) 

Boothman,  I>ale  M..  Oakmont,  assignor  to  Aluminum  Com- 
p.nny  of  .Vmerica.  Pittsburgh.  Pa.  Manufacture  of  alu- 
minum bronze  powder.     2.017.8.^0  ;  Oct     22. 

Boothman.  Dale  M..  Oakmont.  assignor  to  Aluminum  Com- 
pany of  America.  Plttsbnrgh.  Pa.  Producing  bronze 
powder  pigments.     2.017.851  ;  Oct.  22. 

Borglln,  Joseph  N.,  assignor  to  Hercules  Powder  Com- 
pany. Wilmington,  Del.  Refining  rosin.  2.018,634; 
Oct.  22. 

Borg- Warner  Corporation.  (See  Avery,  Howard  W.,  as- 
signor. > 

Borg  Warner  Corporation.  (See  Rauen,  Carl  F.,  and  J.  T., 
assignors.) 

Borg  Warner  Corporation.  (See  Swennes,  B.  A.,  assignor, 
and  Miller.) 

Borner.  Richard  P  .  West  Rending,  assignor  to  The  Nolde 
and  ITorst  Company,  Reading,  Pa.  Stocking.  2,018,248; 
Oct.  22 

Bosch,  Robert.  Aktiengesellschaft.  (See  Zeininger,  Qustar, 
assignor.) 
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Boughton,  Solon  J.,  Shaker  Heights,  Ohio.  Apparatus  and 
method   for  making  projection  prints.     2,018,542 ;  Oct. 

Boss  Manufacturing  Company,  The.  (See  Elkus,  Edward, 
axsignor.) 

Botcharsky,  Sophie,  I>ondon,  England,  assignor  of  one- 
flftb  to  S.  Teltelbaum.  (Extraction  of  vitamins. 
2,017,942  ;  Oct.  22. 

Boughton,  Willis  A.,  Cambridge,  and  W.  R.  Mansfield.  Bos- 
ton, assignors  to  New  England  Mica  Co.,  Walthum,  Mass. 
Making  mica  products.     2,017,»4.S;  Oct.  22. 

Bourdon.  Pierre  M.,  I'aris,  assignor  to  Michelin  et  Cle., 
Clermimt.  Ferrand,  France.  Support  or  mounting  for 
pneumatic  tires.     2,018,597  ;  Oct.  22. 

Bourdon,  Pierre  M.,  Paris,  assignor  to  Michelin  et  Cle., 
Clermont-Ferrand,  France.  Support  or  mounting  for 
wheels.     2,018,508;  Oct.  22. 

Bower,  Byron  F.,  Batavia,  111.,  assignor  to  Western  Elec- 
tric Comimny,  Incorporated.  New  York,  N.  Y.  Article 
supporting  device.     2,018.395  ;  Oct.  22. 

Bowy»r,  Carrell  W.,  Highland,  Ind.  Light  weight  aggre- 
gates and  making  the  same.     2,017  889  :  Oct.  22. 

Boyd.  Robert  C.     (See  Schmiedeknecht,  V.  E.,  and  Boyd.) 

Braclce,  Robert  F.,  Chicago,  assignor,  by  mesne  assignments, 
to  L.  A.  Williams,  Evanston,  and  C.  C.  Bradbury,  Glen- 
coe.  III.,  trustees.  Choke  and  dash  adjustment  for  car- 
buretors.    2.017,890;  Oct.  22. 

Bradbury,  Clifford  C,  et  al.  (See  Bracke,  Robert  F.,  as- 
signor. I 

Braley.  Charles  L.,  assignor  to  The  American  Laundry 
Machinery  Company,  C^inclnnati,  Ohio.  Garment  sup- 
port.    2,()17,944  ;  Oct.  22. 

Brandt,  Philippe.  Mulhouse,  F'rance,  assignor  to  firm  Du- 
rand  &  Huguenin  S.  A.,  Basel.  Switzerland.  Printing  of 
animal  fibers  with  mordant  dyestuffs.  2,018,436  :  Oct. 
22. 

Brasch,  Arno.  Berlin-Charlottenburg,  assignor  to  Frlti 
Lange,  Berlin.  Germany.  Apparatus  for  treating  human 
bodies  with   electrons.     2,018.599;   Oct.  22. 

Bratz,  Otto,  Adrian.  Mich.,  assignor  to  American  Cable 
Company,  Inc.,  Bridgeport,  Conn.  Power  transmitting 
device.     2.018,344  ;  Oct.  22. 

Brauer,  Arthur  J.,  and  F.  P.  Wagner,  assignors  to  Brauer 
Bros..  Inc.,  St.  l/ouls.  Mo.  Shoe  and  making  the  same. 
2,018,510;   Oct.  22. 

Brauer  Bros.,  Inc.  (See  Brauer,  A.  J.,  and  Wagner,  as- 
signors. ) 

Braun.  Carl,  Inc.      (See  Braun.  Carl,  assignor.) 

Braun.    Carl,    Inc.      (See   Williams,    I-ester    J.,    as.signor.) 

Braun.  Carl,  assignor  to  Carl  Braun,  Inc.,  Canastota.  N.  Y. 
Device  for  cleaning  receptacles.     2,017.941  ;  Oct.  22. 

Breckenridge,  Francis  C.  (See  Blee,  H.  H.,  Breckenridge, 
and  Lynch.) 

Breed,  Samuel.     (See  Schonhoff,  II.  C.  and  Breed.) 

Brewer.  F'rancis  T..  Dayton,  Ohio,  assignor  to  General  Mo- 
tors Corporation.  Detroit.  Mich.  Power  supply. 
2.018.483:  Oct.  22. 

Brewster,  William  (J..  Long  Bench,  Calif.  Sidetracking 
tool.      2.018.007:  Oct.  22. 

Bridgeport  Bronze  Company.  (See  Marsillus,  Newman  M., 
ntixigno'".) 

Briggs,  George  L.,  Oneida,  N.  T.  Skid  preventer.  2,017,891  ; 
Oct.  22. 

Bright  Star  Battery  Company.  (See  Deslmone,  Anthony 
J.,  asignor.) 

Brittnln.  Richard  J..  Jr..  Bloomfleld.  and  O.  W.  Young, 
East  Orange,  N.  J.,  assignors  to  General  Motors  Cor- 
poration, Detroit,  Mich.     Journal  box.     2,018,008;  Oct. 

Brlt'ton,  Edgar  C  .  O  H.  Coleman,  and  B.  C.  Iladler,  Mid- 
land, assignors  to  The  Dow  Chemical  Company.  Midland, 
Mich.  Chlorlnatlon  of  aliphatic  hydrocarbons.  2,018,345  • 
Oct.  22. 

Brooks,  Robert  A..  Chicago,  III.  Flushing  valvt.  2,017,840  ; 
Oct.  22. 

Brouse.  William  IT.  D  ,  assignor  to  Service  Station  Equip- 
ment Company  limited.  Toronto,  Ontario,  Canada,  h.%- 
pasB    valve    for   liquid    dispensers.      2.018.119;    Oct.    22. 

Brown,  Carl  D  .  assignor  to  Draper  Corporation,  Hopedale, 
Mass.     Yielding  reed.      2.017,945:   Oct.  22. 

Brown  Company.      (See  Ayors.  Fred   L.,  assignor.) 

Brown,  George  R..  Stratford.  Conn.,  a.ssignor  to  General 
Electric  Company.  Plug  fuse  and  adapter.  2,018.484  ; 
Oct.  22. 

Brown,  James  F.      (See  Hartman.  H.  W..  and  Brown.) 

Brown,  Leslie,  assignor  to  I^enox  Incorporated.  Trenton, 
N.  J.  Porcelain  resistant  to  the  passage  of  X-rays 
and  making  the  same.     2.018.600:  Oct.  22. 

Brumbaugh.  Isaac  V..  assignor  to  American  Stove  Com- 
pany. St.  Louis.  Mo.  Generator  gasoline  burner. 
2.018.601  :  Oct.  22. 

Brush  Beryllium  Company,  The.  (See  Sawyer,  C.  B.,  and 
KJellgren.  assignors.) 

Buckevp  Iron  and  Brass  Works.  (See  Rike,  Frederick  F., 
assignor.) 

Bucynis  Brie  Company.  (See  Eager,  William  M.,  as- 
signor.) 

Buirk.  William.  St.  Bernard,  Ohio.  Beer  tapping  mecha- 
nism.     2.018  54.S:  Oct.  22. 

Bulldog  Electric  Prodncta  Company.  (See  Frank.  H.  J. 
L..  and  Messing,  assignors.) 

Bnmbarger.  ri-lflh  O..  Cleveland.  Ohio.  Garment  flap  fas- 
tener      2.018.120;  Oct.  22. 

Bnndy  Tubing  Company.  (See  Qunrnstrom,  Bert  L.,  ns- 
slghor.) 


Bunker,  Louis  G.,  et  al.      (See  Juergens,  John,  assignor.) 

Burger,  Martin,  Morris,  assignor  to  Self-Locking  Carton 
Company,  Chicago,  111.  Automatic  carton  setting-up 
machine.     2,018,396  ;  Oct.  22. 

Burgis,  Frederick  M.,  Sidcup,  assignor  to  J.  Stone  &  Com- 
pany, Limited,  Deptford,  England.  Ship's  light. 
2,018,295;  Oct.  22. 

Burkhardt.  Hermann,  Welnlngen,  Switzerland.  Bow  saw. 
2,018,437;   Oct.  22. 

Burkhart,  Clarence  W.  (See  Cusbing,  R.  B.,  and  Burk- 
hart.) 

Burroughs  Adding  Machine  Company.  (See  Pasinski, 
Walter  J.,  assignor.) 

Bush,  A.  O.      (See  Criner,  Harry  J.,  assignor.) 

Busby,  Harper  A.,  Chicago,  111.  Window  sash  lock. 
2,018,346  ;  Oct.  22. 

Butler,  William  H.      (See  Turkington,  V.  H     and  Butler.) 

Btittner,  Artur,  assignor  to  Schnellpressenfabrik  Aktien- 
gesellschaft Heidelberg,  Heidelberg,  Germany.  Appa- 
ratus for  adjusting  and  stopping  the  printing  in  auto- 
matic platen   printing  presses.     2,018,602  ;  Oct.   22. 

Buxton,  Incorporated.  (See  Buxton,  Warner  R.,  as- 
signor.) 

Buxton.  Warner  R.,  I-ongmeadow,  assignor  to  Buxton,  In- 
corporated, Springfield,  Mass.  Key  retaining  member. 
2,018,009  ;  Oct.  22. 

Cady,  Walter  G..  Mlddletown,  Conn.,  assignor  to  Radio 
Corporation  of  America.  Frequency  stabilization  of  a 
generator  of  alternating  current.     2,017,894  ;  Oct.  22. 

Calcott,  WiUiam  S.,  Penns  Grove,  N.  J.,  and  L.  C.  Holt, 
E}dgemoor.  assignor  to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany, Wilmington,  Del.  Anhydrous  hydrogen  fluoride. 
2,018.307  ;  Oct.  22. 

Candor,  Robert  R.,  Dayton,  Ohio,  assignor,  by  mesne 
assignments,  to  (Jeneral  Motors  Corporation.  Refrig- 
eration.    2,017,946;  Oct.  22. 

C!aputo,  James  V..  Girard.  Ohio.  Control  system  for  elec- 
tric welders.     2,018,646  ;  Oct.  22. 

Caputo.  James  V.,  Crafton,  Pa.  Direct  current  generator. 
2,018,647;   Oct.  22. 

Carborundum  Company,  The.  (See  Kirchner,  Henry  P., 
assignor.) 

Carlson,  Andrew  J..  Beresford,  S.  Dak.  Pivoted  letter 
box  door.     2,018,544  ;  Oct.  22. 

Caro,  Nikodem,  A.  R.  Frank.  Berlin.  R.  Wendlandt  and 
T.  Fischer,  Plesterits  near  Wittenberg.  Germany. 
Carrying  through  gas  reactions.     2.018.249  ;  Oct.  22. 

Carr.  Moses  F.,  Lincoln,  assignor  to  United  Carr  Fastener 
Corporation,  Cambridge,  Mass.  Separable  snap  fas- 
tener.    2,018.635;  Oct.  22. 

Carr,  Richard  H.,  and  II.  C.  Humphrey,  assignors  to  The 
Pure  Oil  Companv,  Chicago,  III.  Balanced  pressure 
method  fqr  introducing  acid  reagents  Into  oil  wells. 
2,018,199  ;  Oct.  22. 

Carter,  Ru-ssell  S..  Hewlett,  N.  Y.  Shock  absorber. 
2.018,051  ;  Oct.  22. 

Case,  John  R.,  Bradford,  Pa.,  and  A.  H.  Pneuman,  said 
Pneuman  assignor  to  said  Case.  Combination  knife 
and  axe.      2,018,603  ;  Oct.  22. 

Case.  Nelson  P..  Bayslde.  N.  Y.,  assignor  to  Hazeltlne 
Corporation.  Jersey  City,  N.  J.  Coupling  system. 
2.018,545  ;  Oct.  22. 

Caton.  William  D.,  Elmira,  N.  Y.,  assignor,  by  mesne 
assignments,  to  American  Sales  Book  Company.  Inc. 
Record  control  for  tabulating  machines.  2,018,052 ; 
Oct.   22. 

Celanese  Corporation  of  America.  (See  Fulton,  S.  M.,  and 
Tyce,  assignors.) 

Celanese  Corporation  of  America.  (See  Miles,  George  W., 
assignor.) 

Celanese  Corporation  of  America.  (See  Oxley,  H.  P.,  and 
Groombridge.  assignors.) 

Celanese  Corporation  of  America.  (See  Seymour,  George 
W..  assignor.) 

Celanese  Corporation  of  America.  (See  Stanley,  R,  Olpin, 
and  Ellis,  assignors.) 

Central  Tnited  National  Bank,  as  trustee.  (See  Coil, 
Orover  C,  assignor.) 

Certain-Teed  Products  Corporation.  (See  VanHagan, 
Homer  H..  assignor.) 

Chain  Belt  Company.      (See  Ball.  Charles  F..  assignor.) 

Chamberlin,  Harry  T.,  Dayton.  Ohio,  assignor,  by  mesne 
assignments,  to  General  Motors  Corporation.  Refrig- 
erating apparatus.     2.017.947  ;  Oct.  22. 

Champagne  Paper  Corporation.  (See  Jones,  E.  P.,  and 
Dempsey,  assignors.) 

Chance,  Henry  M.,  Philadelphia.  Pa.  Apparatus  for  sepa- 
rating materials  of  different  specific  gravities. 
2.018.010:  Oct.  22. 

Chandler.  Robert  J.  A..  London,  England,  assignor  to 
American  Machine  &  Foundry  Company,  New  York.  N.  Y. 
Tobacco  feedine  apparatus  for  cigarette  making  ma- 
chines.    2.018.011  :  Oct.  22. 

Chenery.  Henry  L.,  Portland,  Maine.  Tourniquet. 
2.017.948:   Oct.  22. 

Chilton,  Roland.  Ridgewood,  N.  J.,  assignor,  by  mesne 
assignments,  to  The  Reed  Propeller  Co..  Inc..  Garden 
City.   N.  Y.     Spinner   cowl.     2.018.012  :  Oct.  22. 

Chlsholm.  Arron  R..  East  Orange,  N.  J.  Vanity  case. 
2.017.852;  Oct.  22. 

Chrlstensen,  Niels  C,  Salt  Lake  Citv.  Utah.  Making  pig- 
ments from  lead  ores.     2.018,438;  Oct.  22. 

Christensen.  Norman  V..  asslenor  to  Union  Special  Ma- 
chine Company.  Chicago.  III.  Feeding  mechanism  for 
sewing  machines.     2.018,439;  Oct.  22. 
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(See  Poock,  L.  F„  aod  Powell. 
(See  Bessey.  Edward 


Clmatool  CompaDj,  Tbe. 

aadrnors. ) 
Cinch  Manufacturing  Corporation. 

F..  agslRnor.) 
Cincinnati  Butchers'  Supply  Company,  The.     (See  Schmidt, 

Oscar  C,  assignor.) 
Clancy,  Fred  V.      (See  Freeman,  L.  E.,  and  Clancy.) 
Clark.  Alfred  J..  Caldwell,  N.  J.     Can  punch  and  sealer. 

2.018,485  ;  Oct.  22. 
Clark    Equipment    Company.      (See    Lapsley,    Robert,    as- 
signor.) 
Clark.    Virglnius   E.,    Baltimore.   Md..   assignor,    by   mesne 

assignment-^,  to  North  American  Aviation,  Inc.     Aileron 

control.     2.018,546;  Oct.  22. 
Clary,     Patrick     T..     Carnegie,     Pa.      Processing     coffee. 

2.617.892  :  Oct.  22. 
Claude  Neon  Lights.  Inc.      (See  Beck,  Leo  L. ) 
Closure  Service  Company,  The.      (See  Barnby,  Herbert  A., 

assignor.) 
Closure    Rerrice    Company,   Tbe.      (See  Johnson,    Edward 

II..  assignor.) 
Clow,   Peter,  assignor  of  one-tenth  to  P.  Bleika  and  one- 

thirff    to    I.    Krohn.    Kaston,    Pa.      Pencil    attachment. 

2.018,296;  Oct.  22. 
Cobb.    F.    (Jordon.    Charlotte,    N.    C.,    assignor   to    Draper 

Corporation.  Hopedale,  Mass.     Loom  stoppage  recorder. 

2,017.949;  Oct.  22. 
Coffman.  Lily  O.      (See  Coflfman,  Samuel  M..  assignor.) 
Coffman.  Samuel  M..  as.slgnor  of  one-third  to  L.  O.  Coflfman, 

Kansas    City,    Mo.      Emereency    brake    mechanism    for 

automotive  vehicles.     2,017,960;  Oct.  22. 
Cohan,  Morris  J.,  Brooklyn.  N.  Y.     Tube  joint.     2.018.260  ; 

Oct.  22. 
Cohn,  Irwin  E..  and  W.  B.  Talt.  New  York,  N.  Y.     Pencil 

sharpener.     2.018.297  ;  Oct.  22. 
Coll,  Grover  C.  Dayton,  assignor,  by  mesne  assignments, 

to    Central    United    National    Bank,    Cleveland,    Ohio. 

Automatic      controlling      mechanism      for      taximeters. 

2.01.S,053 ;  Oct.  22. 
Cole,  Harry  C.      (See  Grammer,  A.  L.,  and  Cole.) 
Cole.  Louis  W..  New  York.  N.  Y.      Fuse  center.     2.018.298  ; 

Oct.  22. 
Cole,    Samuel    I.,    Brooklyn.    N.    Y..    assignor   to    Aerovox 

Corporation.      Electrolytic    condenser.     2,018,486 ;    Oct. 

22. 
Coleman,  Gerald   H.      (See  Brltton,  B.  C,  Coleman,  and 

Hadler.) 
Coleman.  John  B..  assignor  to  General  Fire  Extiniruiaher 

Company.  Providence,  R.  I.     Domestic  sprinkler  system. 

2.017,841  ;  Oct.  22. 
Collins.  Rol  C,  Westfleld,  N.  J.     Bicycle  tire.     2.018.604  ; 

Oct.  22. 
Colton.    Alpha    F.,    Ashland.   Ohio.     Justifying  apparatus 

for  printing  devices.     2.018.547;  Oct.  22. 
Columbia  Naval  Stores  Company  of  EJelaware.      (See  Mor- 
ton. .\very  A.,  assignor.) 
Colunihiis  Auto  Parts  Company.  The.      (See  Klages.  R.  E., 

(Unl  Flunierfelt.  assignors.) 
Commerce.   Secretary  of.      (See  Blee,  H.  H.,  Breckenrldge, 

and  Lynch,  assignors.) 
Commercial    Cjpaning    Corporation,    The.       (See    Woelfcl. 

George  F.,  assignor.) 
Conan*.    Harold    B,,    Kansas    City,    Kans.      Fndlrectlonal 

current  carrvine     device      and      producing     the     same. 

2.017.'^42  :  Oct.  22. 
Congdon,   lames  W.     (See  Williams.  C.  B.,  and  Congdon.) 
Connelly.  Thomas  P.,  .Jersey  City.   N.   J.,  assignor  to  Em- 
pire Marine  Salvace  &  Engineering  Corporation.      Deep 

sea  (iivlnir  suit.     2,018..'511  ;  Oct.  22. 
Coniinc    and    .Mr    Conditioning    Corporation,    The.       (See 

Lawler,  Matthew  M..  assignor.) 
Cornish.   John    F..    New   York,    N.   Y.      Outlet    box   hanger. 

2.018,487  ;  Oct.  22. 

Cotterman.  Frederick  W.,  assignor  of  one-half  to  B.  D. 
Apple,  Dayton.  Ohio.  Automatic  transmission  gearing. 
2.018.4«8:  Oct.  22. 

Crafts.  Walter.      (See  Klnzel.    A.  B..   and   Crafts.l 

Craig.  William  H..  assignor  to  Philadelphia  Storage  Bat- 
tery Company.  Philadelphia.  Pa.  Packing  articles  with- 
in pack-ins:  hoxea.     2.018.605;  Oct.  22, 

Creek  Chnb  Bait  Company.  (See  Davenport.  Sam  F., 
assignor.) 

Criner,    Harry    J .    assignor    of   one-half   to    A.    G.    Bush. 

Davenport,    Iowa.      Bread   slicing    machine.      2.018,121  ; 

Oct.  22. 
Crltchfleld.  Robert  M..  Anderson.  Ind.,  assignor,  by  mesne 

assi',jnments.    to    General    Motors    Corporation,    Detroit. 

Mich.      Sonnd  signal.      2.018.491  :   Oct.    22. 
Croessant.  George  F..  Wvomlsslng,  Pa.     Anchoring  socket 

for  bolts.     2,018.2r.l  ;  Oct.  22. 
Cross  Development  Corporation.      (See  Harcoort.  Guy  N.. 

assignor.) 

Crndo.  Fernando.  Buenos  Aires.  Arg(»ntlna.  Sound  record 
for    optic    sonnd    reproduction.      2.018.200 ;    Oct,    22. 

Oulckshank.  Frank  G.  A..  Philadelphia.  Pa.  Refriger- 
ator tray.     2.018.2.'>2  ;  Oct.  22. 

Cnmings.  Fdward  M..  Flint.  Mich.  Carrying  and  sup- 
porting annaratus.      2.0^,606;   Oct.   22: 

Currev.     William     T..     Galveston.     Tex.  Surf     board. 

2.018.054  :  Oct.   22. 

Currie.  Nelson  P..  Went  Newton.  Mass..  assignor  to  Mosaic 
Tile  Company,  Zanesvllle,  Ohio.  Wall  or  baae  tile. 
2.018.201  :  Oct.  22. 


Cashing.  RuMell  E..  Haddonfleld.  N.  J.,  and  C.  W.  Burk- 
hart,  Lansdowne,  asslgDora  to  Pennsylvania  Salt  Manu- 
facturing Company,  Philadelphia,  Pa.  Making  sodium 
alumlnate.     2.018,607  ;  Oct.  22. 

Cuthbert,  William  R.  assignor  to  W.  A.  Sheaffer  Pen 
Company,  Fort  Madison,  Iowa.  Reproducing  machine. 
2.0lt.843 ;  Oct.  22. 

Ciajkowskl,  Clemens,  Milwaukee,  Wit.  Shoe  lace. 
2,018,054 :  Oct.  22. 

D.  A.  4  H.  Corporation.  (See  Abdelnour,  Dmitri  C. 
assignor.) 

Dahlstrom.  Prank  P.,  assignor  to  Morgan  Construction 
Company.  Worchester,  MasM.  Bearing  construction  for 
rolling    mills    and    the    like.      2.018,055;    Oct.    22. 

Danter,  Catherine,  executor  et  aL  (See  de  Beaufort,  J. 
M.  E.,  an<l  Leilerer. ) 

Dapprlch,  Carl  R  L.,  Edgewoo«l,  assignor  to  Westlnghouse 
Klectrlc  it  Manufacturing  Company,  Fkist  Pittsburgh,  Pa. 
Motor  control  system.     2,018.253  ;  Oct.  22. 

Darroch,  Gourley.  executor  et  al.     (See  Apple.  Vincent  O. ) 

Dasher,  Don  £1.  Dayton,  Ohio,  assignor,  by  mesne  assign- 
ments, to  Ceneral  Motors  Corporation.  Leak  detecting 
apparatus.     2,017,951  ;  Oct.  22. 

Davenport,  Sam  P.,  assignor  to  Creek  Chub  Bait  Company, 
Garrett,  Ind.  Forming  winga  for  fish  lures.  2,018,622  ; 
Oct.  22. 

Davenport,  William  G..  and  J.  K.  Weulger,  assignors  to 
Beaumont  Birch  Company.  Philadelphia,  Pa.  Hopper 
construction.     2.018.636  ;  Oct.  22. 

Davey.  John  E..  New  York,  N.  Y.  Saw  handle.  2,017.806 ; 
Oct.  22. 

Davidson,     Ellsworrth     L.,    Chicago,     111.       Match     book. 
2,01S.299  ;  Oct.  22. 

De  Beaufort.  Jean  M.  E..  Paris.  France,  and  A.  I.«d»rer. 
deceased,  Vienna.  Austria  ;  C.  Danser  and  General  C. 
Randa,  executors,  assignors  of  the  entire  right  of  A. 
I.ederer.  to  E  A.  Lederer.  <Jlen  Ridge,  N.  J.  Electric 
rare  ,Ta«  filled  lamp.     2.018,.'?47  ;  Oct.  22. 

Deere  &  Company.     (See  Strandlund.  Carl  O..  assignor.) 

Deere.  John.  Tractor  Company.  (See  McCormlck.  Blmer, 
assignor.) 

Del.jiney.  Wallace  W..  New  Haven,  and  W.  R.  Weeks, 
Hamden,  Conn.,  assignors  to  Tbe  Seamless  Rubber  Com- 
pany, Incorp<irated.  New  Ha%'en,  Conn.  Electric  heat- 
ing nad.     2,018,512  ;  Oct.  22. 

Delco-Llght  Company.  (See  Iletherlngton,  Sidney  W..  as- 
signor.) 

Delf.  George  A.,  University  City,  aaslgnor  to  B  A  W  Shoe 
Machinery  Company.  St.  Louis,  Mo.  Die  press. 
2.018,51.3  ;  Oct.  22. 

Delpech,  Gaston,  Clamart,  assignor  to  Soriete  Anonyme  des 
Manufactures  des  Glacea  &  Produits  Chlmlques  de 
Saint  Gobain,  Chauny  &  CIrey,  Paris.  France.  Finish- 
ing siliceous  articles.     2.018.056;  Oct.  22. 

Dempsey,  James  M.     (See  Jones.  E.  P..  and  Dempaey.) 

Denhard,  Harry  W..  Oakland,  assignor  to  Oliver  United 
Filters  Incorpornte<l,  San  Ftanclsco,  Calif.  Clamp. 
2,018.898;  Oct.  22. 

Dennison  Manufacturing  Company.  (See  Aim,  Alexander 
v..  assignor.) 

Derman,  Sam.  assignor  to  Quality  Art  Novelty  Co..  Inc.. 
Lonj  Island  City.  N.  T.  Display  box.  2,018.623 ;  Oct. 
22. 

Deslmone.  Anthony  J.,  Lyndhnrst,  assignor  to  Bright  Star 
Battery  Company,  Hoboken,  N.  J.  Flash  light. 
2.017. R96;  Oct.  22.  ».^ 

DeVry,  Herman  A..  Chicago,  111.  Framing  mecbanism  for 
projectors.     2.018,514  ;  Oct.  22. 

Dicallte  Company,  The.  (See  Stockton.  McKlnley,  as- 
signor.) 

Dick.  A.  B.,  Company.  (8e«  Orr.  WlUUm  O.  D.,  as- 
signor.) 

Dleselator  Corporation  of  America.  (See  Wiley,  Everett 
A.,  assignor.) 

Dl*fln.  Harry  D.      (See  Penny.  Fred  C.  assignor.) 

DIJksterhuls,  Popko  R.,  Eindhoven,  Netherlands,  aaslgnor 
to  Radio  Corporation  of  America.  Controlling  the  ter- 
minal pressure  of  an  electric  device.  2.018,.'J48:  Oct. 
22. 

Dlnley,  Clarence  F..  Detroit.  Mich.,  assignor  to  J.  H. 
Bell.  Philadelphia.  Pa.  Apparatus  for  cleaning  with 
solvents.     2.018.648;  Oct.  22. 

Ditty.  Ralph,  Shaker  Heights,  assignor  to  Tbe  Federal 
Foundry  Supply  Company.  Cuyahoga  Height*  Village, 
Ohio.     Chaplet.     2  017.952  ;  O^.  22. 

Doane.  Chnrles  F.,  Salem.  Oreg.  Package  of  cheese  and 
preparing  same.     2,01.«l.6.'?7  ;  Oct.  22. 

Doane,  Leroy  C.  assignor  to  The  Miller  Company.  Merlden. 
Conn.      Lighting  fixture.      2.017.95.1:   Oct.    22, 

Doha.  Stephen,  Jr..  assignor  to  Bell  Telephone  I.jibora- 
torles.  Incorporated.  New  York.  N.  Y.  Signal  trans- 
mission s.vstem,     2.01R.489:  Oct.  22, 

Dobeckmun  Company.  The.  (See  Becker,  Ix)gan  A.,  aa- 
slgnor.) 

Dobrusskin.  Sajwell.  Berlin.  Germany,  assignor  of  forty 
percent  to  Radio  Patents  Corporation.  New  York.  N  Y 
Illuminating  device.     2.018.254  ;  Oct    22. 

Doeg.   Ralph   W..   assignor   to   Kelvlnator  Corporation.   De- 
troit, Mich.      Refrigerating  apparatus.     2.018,515;  Oct 
22. 

Doherty  Research  Company.  (See  Laird,  Wilbur  O..  as- 
signor.) 

Dohertv  Research  Company.  (See  Morgan.  J.  D..  and 
Levitt,  assignors.) 
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(See  Space,  James  A. 

(See   Jacobs,   Joseph,   as- 
(See  Ackley,  Raymond  &, 

Leer  loader.     2.018,067  ; 

(See  Brltton.  B.  C,  Cole- 

(See  Grether,  Ernest  P.. 


Doherty   Research   Company, 
slgnor. ) 

Donahue,   A.   J.,   Corporation, 
slgnor. ) 

Donnelley,  R.  R.,  &  Sons  Co. 
assignor. ) 

Donner.  John  V.,  Monaca,  Fa. 
Oct.  22. 

Dow  Chemical  Company,  The. 
man.  and  Hadler,  assignors.) 

Dow  Chemical   Company,  The. 
assignor.) 

Dowsett,  Harry  M.,  Wlncbmore  IIlll.  London,  and  L.  E. 
Q  Walker.  Malda  Vale,  London,  England,  assignors  to 
Radio  Corporation  of  America.  Wireless  direction  find- 
ing system.     2,018,.149  ;  Oct.  22. 

Draa.   Amas  S.,  and  E.  Geer,  Warren,  Ohio.     Doodlatch. 

2.017.954  ;  Oct.  22. 
Drake,  Charles   B..  assignor  to  Neon-Glol)e  Company.   In- 
corporated,  Norfolk,   Va.     Sign.      2.018,440;    Oct.   22. 
Draper  Corporation.      (See  Brown.   Carl   D.,   assignor.) 
Draper  Corporation.     (See  Cobb,  P.  Gordon,  assignor.) 
Draper  Corporation.     (See  Erhard.  Emlle  H..  assignor.) 
Drexler,  Ernest,   Pittsburgh.  Va.     Table  for  rolling  mills. 

2,018.255  ;  Oct.  22. 
Drlesen.    William    .M..   Clifton.    N.    J.,    assignor   to   8.    D. 
Warren  Company.  Boston.  Mass.     Manufacture  of  trans- 
parent paper.     2,018,638  ;  Oct.  22. 

Drossbnch,  Otto,  and  A.  Johannsen,  Ludwlgshafen-on-the- 
Rhine,   Germany,   assignors   to   General   Aniline    Works, 
Inc.      Prodnctlon  of  aldehydes  from  dlcarboxyllc  acids. 
2.018,350  ;  Oct.  22. 
DuBols.   EJrnest.   Itterbeek.   Belgium,   assignor   to   Interna- 
tional Carbonic  Engineering  Company,  Kennett  Equare, 
Pa.     Apparatus  for  the  transportation  and  conservation 
of  Ice  cream.     2,018.608  ;  Oct.  22. 
Dudley.  Ira  L.      (See  Foster.  W.  H..  and  Dudley.) 
Dull.   Waldo  N.,  and   P.   B.  Mutxfeld,   Butler,   Ind.      Sand 

distributing  device.      2.018.609;   Oct.  22. 
Dumbauld,  Jacob  O.     (See  Mopnet.  P.  P.,  and  Dumbauld.) 
Dunlop    Rubber   Company.      (See  Murphy,   B.  A.,   Purkis, 
and  Twlss.  assignors.) 

Dunn.  Hugh  K.     (See  O'Nell,  H,  T,  and  Dunn.) 

Du   Pont,   E.   1..  de  Nemours  &  Company.      (See   Calcott, 

W.  8..  and  Holt,  assignors.) 
Du  Pont.   E.    I.,  de  Nemours  A  Company.      (See  Hopkins, 

Horace  H.,  assignor.) 
Du    Pont.    E.   I.,    de    Nemours   &   Company.      (See   Smith, 

P.  H..  and  Black,  assignors.) 
Du  Pont.  E.  I.,  de  Nemours  A  Company.      (See  Williams, 

I.,  and  Smith,  assignors.) 
Durand    A    Hugueiiln    S.    A.      (See   Brandt,    Philippe,    as- 
signor.) 
Dutholt,  William  H,,  Winnipeg,  and  G.  W.  Wallace.  Trans- 

cona.  Manitoba,   Canada.     Air  and  mixture  beater  for 

gasiflers.     2,018.122;  Oct.  22. 

Dykeman.  Reuben  O..  assignor  to  United  Aircraft  Prod- 
ucts. Incorporated,  Dayton,  Ohio.  Fuel  delivery  unit. 
2,018,0:19  ;  Oct.  22. 

Eames,  George  M..  Bridgeport,  Conn.,  assignor  to  The 
Singer  Manufacturing  Company,  Elizabeth,  N.  J.  Mo- 
tor*Bupport  and  bobbin-winder  of  sewing  machines. 
2,018.024  ;  Oct.  22. 

Eaton,  Wilfred  A.,  and  S.  Vorech,  assignors  to  Bendix 
Westlnghouse  Automotive  Air  Brake  Company.  Pitts- 
burgh. Pa.     Valve  structure.     2.018.202;  Oct.  22. 

Eclipse  Aviation  Corporation.  (See  Allen,  Joseph  W.,  as- 
signor.) 

Edelmann   E,,  A  Co.      (See  Edelmann,   Leo.  assignor.) 

Edelmanii,  Leo  assignor  to  E.  Edelmann  A  Co.,  Chicago, 
III.     Tbermonydromefer.     2.018,441  ;  Oct.  22. 

Edwardti,  Herbert  C..  I>etroit.  assignor  to  Packard  Motor 
Car  Company.  Detroit.  Mich.  Internal  combustion  en- 
gine.    2,()18.51fi;  Oct.  22. 

ElchstHdt,  Karl.  Berlin,  Germany,  assignor  to  Oxford  Var- 
nish Corporation,  Detroit.  Mich.  Patterning  artificial 
leather  or  oil  cloth  and  similar  band-forming  fibrous 
material.      2,017.85.", ;    Oct.    22. 

Elsler  Electric  Coriwratlon.  (See  liaise,  Clemens  A.,  as- 
signor.) 

Eltel.  William  W,.  ntid  Jack  McCullough,  San  Bnino.  as- 
signori*  to  Helntx  A  Kaufman.  Ltd.,  San  Francisco. 
Calif.     Terminal.     2.018.203  ;  Oct.  22. 

Eitseu.  .Vugust  !>..  Ro<-kvllle  Centre,  assignor  to  News 
Projection  Corporation.  New  York.  N.  Y.  Stock  quota- 
tion projecting  ninchlne.     2,017.851  ;  Oct.  22. 

EJde.  Anders.  Poulsbo,  Wash.  Device  for  forming  amal- 
gam  fillings.      2.017.955;    Oct.    22. 

Ekf'ahl.  Carl  E..  assignor  to  Marlln  Firearms  Comxiany, 
New  Haven.  Conn.  Mounting  for  telescopic  gun  sights. 
2.018,549  ;  Oct.  22. 

Rkllnd,  Carl  E..  and  K.  J.  Tobln.  Chicago.  III.,  assignom, 
by  mesne  assignments,  to  The  Youngstown  Steel  Door 
Company,  Cleveland,  Ohio.  Door  for  stock  cars. 
2,018.610:  Oct.  22. 

Electro  Metallurgical  Company.  (See  Klnzel,  A.  B..  and 
Crafts,  astiiguors. ) 

Electron  Corporation,  The.  (See  Macksoud.  Michel,  as- 
signor.) 

Elkus,  Edward,  San  Franclseo.  Calif.,  assignor  to  The 
Boss  Manufacturing  Company.  Kewanee.  111.  Glove. 
2.018.442;  Oct.  22. 

Eller,  Keith  B.     (See  Watts,  P.  L.,  and  Ellor.) 


Ellett,  E.   Vernon.  Pocahontas.  Va.,  assignor  to  Westlng- 
house Electric   A  Manufacturing  Company.   East   Pitts- 
burgh, Pa.     .\utomatic  reclosing  circuit  breaker  system. 
2.017,256  ;  Oct.  22. 
Ellis,  Delbert.     (See  Armstrong,  G.  C  and  EUis.) 
Ellis.  George  H.     (See  Stanley,  E.,  Olpin,  and  Ellis.) 
Emerslehen.  Otto,  Berlln-Zehlendorf,  Germany,  assignor  to 
Radio  Corporation  of  America.     Luminescent  tube   for 
wave  Induction.     2,017.897  ;  Oct.  22. 
Emery,  Charles  B.,  et  al.      (See  Oksenholt,   Jens  N.,   as- 
signor.) 

Empire  Marine  Salvage  A  Engineering  Corporation.  (See 
Connelly,  Thomas  P.,  assignor.) 

Engst,  Norbert  K..  I.aGrange  Park,  and  A.  W.  Schoof, 
Riverside,  111.,  assignors  to  Western  Electric  Company, 
Incorporated,  New  York,  N.  Y.  Gauging  apparatus. 
2,018,399  ;  Oct.  22. 

Enterprise  Manufacturing  Company,  The.  (See  Pflueger, 
Charles  T.,  assignor.) 

Erhard,  Emlle  H.,  Dedham,  assignor  to  Draper  Corpora- 
tion. Hopedale,  Mass.  Spindle  doffer  guard.  2,017,956  ; 
Oct.  22. 

Erhard,  Emlle  II.,  Dedham,  assignor  to  Draper  Corpora- 
tion. Hopedale.  Mass.     Spindle.      2.017.957  ;  Oct.   22. 

Erhard,  Emlle  H.,  Dedham,  assignor  to  Draper  Corpora- 
tion, Hopedale,  Mass.  Spindle  with  doflfer  guard. 
2,017,958  ;  Oct.  22. 

Ericsson,  Nils,  Bofors,  Sweden.  Apparatus  for  automatic 
feeding  of  metal  to  rolling  mills.    2.018.013 ;  Oct.  22. 

Esser,  Helnricb,  Hilden,  Oermanv.  Producing  industrial 
iron  by  means  of  Iron  sponge.    2,018.300  ;  Oct.  22. 

Etherldge.  Herbert,  Roaelhelm,  near  Frankfort-on-the- 
Maln.  assignor  to  the  firm  Torpedo-Werke  Aktiengepell- 
Bchaft  Fahrr&der  und  Schreibmaschinen.  Rodelheim,  near 
Frankfort -on-the-Maln,  Germany.  Typewriter.  2,018,068  ; 
Oct.  22. 

Evans,  Seth,  and  H.  B.  Woods,  assignors  to  Hughes  Tool 
Company.  Houston,  Tex.  Plunger  construction. 
2,018.204;  Oct.  22. 

Evans  Seth.  assignor  to  Hughes  Tool  Company,  Houston, 
Tex,      Plunger.     2,018.205 ;   Oct.   22. 

Evans,  Willie,  Ix)ndon.  Englnad.  Pianoforte  and  like  me- 
chanically operated  string  instrument.  2,017,959 ; 
Oct.  22. 

Evers.  Erich.     (See  Herrmann,  W.,  and  Evers.) 

Fageol.  William  B..  Kent,  Ohio.  Low  bed  delivery  truck. 
2,018.443  ;  Oct.  22. 

Fabrney.  Emery  H.,  Oak  Park,  HI.  Hydraulic  clutch. 
2,018,014;  Oct.  22. 

Fahmey,  Emery  H,,  Oak  Park,  111.  Meter  reading  camera. 
2.018,015;  Oct.   22, 

Fanlds,  Norval  M,.  Clearwater,  Fla.  Fruit  Juice  extractor. 
2,017,900;  Oct.  22. 

Federal  Foundry  Supply  Company,  The.  (See  Ditty, 
Ralph,  assignor.) 

Federal  Varnish  Company.  (See  McCants,  Gilbert  E.,  as- 
signor. ) 

Feller,  Paul.     (See  Winkler.  P.,  Haeuber.  and  Feller.) 
Feldtmann,  Gustav-Adolf.     (See  Opfermann,  E.,  and  Feldt- 

mann.) 
Ferney,  Daniel  P.,  Grand  Rapids,  Mich.    Table.    2,017,844 ; 

Oct.  22. 
Ferral.    Pr^d^rlc.    Paris.    Prance.      Fluid    current    motor. 

2,017.961  ;  Oct.  22. 
Ferry,  Edward  W.,  Lakewood,  Ohio.     Cap  nut.     2,018,301  ; 

Oct.  22. 

Fetter,  Edward,  Baltimore,  Md.  Elastic  adhesive  band- 
age.    2,018.517  ;  Oct.  22. 

Feuerstein.  Harold.  Great  Neck,  assignor  of  one-third  to 
M.  Kaplan,  Brooklyn,  N.  Y.  Abrasive  pad.  2,018,611 ; 
Oct.  22. 

Fidelity  Machine  Company.  (See  Blaisdell,  Sidney  B.,  as- 
signor.) 

Fischer,  Thomas.     (See  Caro.  N..  Prank,  and  Fischer.) 

Fisher,  Harmon  P..  Long  Beach,  assignor  to  Petroleum 
Rectifying  Company  of  California.  Los  Angeles.  Calif. 
Continuous  process  contact  dehydration.  2,018,302 ; 
Oct.  22. 

Plagiello,  Vincenro.  Teml,  Italv.  Machine  for  finishing 
armor  plate  piercing  shells.     2.018,123  ;  Oct.  22. 

Fletcher,  Harold  W..  assignor  to  Hughes  Tool  Company, 
Houston.  Tex.  .\pparatu8  for  plunger  lift  control. 
2,018,206;  Oct.  22. 

Flumerfelt,  William  A.  (See  Klages,  R.  B.,  and  Flumer- 
felt.) 

Food  Machinery  Corporation.  (See  Magnuson.  Roy  M., 
assignor.) 

Porster.  Harry  J.,  Chicago,  111.  Tube  scraper.  2,018,124; 
Oct.  22. 

Foster.  Warren  D.,  Washington  Township,  Bergen  Coun- 
ty, N.  J.,  and  E.  L.  Paremelee,  Pittsburgh,  Pa,,  assignors 
to  Kinntome  I'atents  Corporation.  New  York,  N.  Y. 
Photographic  apparatus.     2,017,855;  Oct.  22. 

Foster  Wheeler  Corporation.     (See  Sleder,  Everett  N.,  as- 

f«lgnor.) 
Foster,  William  H.,  and  I.  L.  Dudley.   Princeton.  W.  Va. 

Flange  and   rail  lubricator.     2.018.518  ;   Oct.   22. 
Fowler,  Frank  E..  Athens,  assignor  to  Beverage  Mixer  Co., 

Balnbridge,   Ga.     Beverage  mixer.     2.018.125;    Oct.  22. 
Fox.  John  F.     (See  Good.  R.  P..  Fox.  and  Marcus.) 
Frank,  Albert  Rudolf.     (See  Caro.  N.,  Frank,  Wendlandt, 

and  Fischer.) 
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Frank.  Harrison  J.  L.,  and  J.  A.  Messing,  assigno 
Bullilog  Electric  Products  Compauy,  Detroit,  I 
Trolley.     l',U18,Ul6  ;  Oct.  22. 

Freeman,  Hubert  M.,  ik-ceased,  East  Pittsburgh.  Pa.,  by 
-M.  K  Uejjes,  IMoomfleld,  N.  J.,  administrator,  and  W.  G. 
Wade,  I'hiladf'lphia,  I'a.  ;  said  Freeman  and  Wade  as- 
signors to  Westinghouse  Electric  and  Manufacturing 
Company.     Thermionic    vacuum   tube.      2,018,257 ;   Oct. 

Freeman,  Lloyd  E.,  and  F.  V.  Clancy,  San  Jose,  Calif. 
Centering  gauge.     2.018,550;  Oct.  22. 

Freeman,  Walter  R..  Jay,  assignor  to  Mid-West  Engineer- 
ing Corporation,  Tulsa,  Okla.  Brake  control  apjiaratus. 
2,018,3ol  ;  Oct.  22. 

Freling,  Kathrine  A.,  Kansas  City,  Mo.  Hand  case. 
2.018,551  ;  Oct.  22. 

Freund,  Ix)ul8.      (See  Schmidt.  Lambert,  Jr.,  assignor.) 

Friedmann,  Albert.  Wyomissing,  i'a.  assignor  to  Louis 
Hirsch  Textile  Machlne.s.  Inc..  New  York,  N.  Y.  Carrier 
rod    operating    mechanism    for    flat    knitting    machines. 

2.018.059  ;  Oct.  22. 

Frolich,  Eugen.  Zurich.  Switzerland.  Operating  device 
for  pertorating  blades  used  in  the. forms  of  printing 
machines.     2,018,;i52  ;  Oct.  22. 

Frost,   Herbert   H.      (See  Minton.  John  P.,  assignor.) 

Fulton,  Stephen  M.,  :»nd  O.  C.  Tyce,  Spondon.  near  Derby. 
England,  assignors  to  Celanese  Corporation  of  America. 
Tr.atment  of  textile  materials.     2.018.017;  Oct.  22. 

Fu.ssner,  Chester  E.,  Cleveland.  Ohio.  IMsplay  receptacle. 
2.017,9«2  ;  Oct.  22. 

Gagnler  Fibre  I'roducts  Company,  The.  (See  Hayes,  Wil- 
liam F  ,  assignor,  t 

Garlhi.-*,  IJernt.  a.-siiinor  to  Alexander  J.  MoDonough.  De- 
troit.  Mich.      Regulator.     2.018,018;  Oct.  22. 

Garrett,  Simms,  Charing.   Ga.     Press.     2.018.126;  Oct.  22. 

Garrison  Fire  L>etectlng  System,  Inc.  (See  Llndsey.  Wil- 
liam !»..  assignor. I 

Gasoline  Products  Company.  (See  Sullivan.  Pike  U.,  as- 
signor. ) 

Gates.  Benjamin  L.,  Chicago,  assignor  of  one-half  to  H. 
O.  Saal  McHenrv.  111.  .Vutomatlcally  changing  phono- 
graph records.     2,017.898;  Oct.  22. 

Gaut.-^che.     August     J.,     St.     Louis.     Mo.       Prlntiug     ink. 

2.018.060  ;  Oct.  22. 

Gear  (irimllux'  Company  Limited,  The.  (See  Orcutt,  Ar- 
thur II  .  assignor.) 

Geer,  Elton.      (See  Draa.  A.  S.,  and  Geer.) 

Geise.   Nel.son   C.      (See   Richter.   Charles,    assignor.) 

Gemmer  .Manufacturing  Company.  (See  Maries,  Henry, 
a<?8ignor.) 

General  Aniline  Works,  Inc.  (See  Baumann,  Fritx,  as- 
signor. ) 

General  .Vniiine  Works,  Inc.  (See  Drossbach,  O..  and 
Johannsen,  a.sslgnors.) 

(ieneral  Aniline  Works,  Inc.  (See  Laska,  L..  and  Halier, 
assignors  i 

General  Aniline  Works,  Inc.  (See  Schnltispehn,  Karl. 
assignor.)  j.  „  , , 

General  Aniline  Works,  Inc.  (See  Zitscher,  A.,  and  Seid- 
enfaden.  assignors.) 

General  Electric  Company.  (See  Brown,  George  R.,  as- 
signor.) 

General  Electric  Company.  (See  Grupe,  H.  L.,  and 
Kienle,  assignors.) 

General  Electric  Company.  (See  Hoffmann,  Daniel  C, 
assignor.) 

General  Electric  Company.  (See  Menger.  Francis  B.,  as- 
signor.) 

General  Electric  Company.  (See  Muchow,  Albert  J.,  as- 
signor.) 

General  Electric  Company.  (See  Sass,  Frledrlch,  as- 
signor.) 

Genera!  Fire  Extinguisher  Company.  (See  Coleman,  John 
B..  as.signor.) 

General  Machine  Company.  (See  Muench,  Frank  J.  and 
J.  L.,  assignors.) 

General  Motors  Corporation.  (See  Babltch,  .Vbraham  M., 
assignor.) 

General  Motors  Corporation.  (See  Brewer,  Francis  T., 
as.signor.  i 

General  .Motors  Corporation.  (8e«  Brlttaln.  R.  J.,  Jr., 
and    Young,  assignors.) 

General  Motors  Corporation.  (See  Candor,  Robert  R., 
assignor.) 

General  Motors  Corporation.  (See  Chamberlln,  Harry  T., 
a.sslghor.) 

General  Motors  Corporation.  (See  Crltchfleld.  Robert  M., 
assignor.) 

General  Motors  Corporation.  (See  Dasher.  Don  E.,  as- 
signor. ) 

(general  Motors  Corporation.  (See  Kamrath,  Herbert  G., 
assignor.) 

General  Motors  Corporation.  (See  McCarty.  J.  B..  and 
Randolph,  assignors.) 

General  Motors  Corporation.  (See  Prescott,  Frank  H., 
assignor  ) 

General  Motors  Corporation.  (See  Rockwell,  Edward  A., 
assignor.) 

Genernl  Motors  Corporation.  (See  Schulie,  William  H., 
assignor.) 

Genertl  Motors  Corporation.  (See  Zubaty,  Joseph,  as- 
signor.) 

Glambertoni,  Andrea  Milan,  Italy.  Vacuam  cleaner. 
2,018,207  :  Oct.  22. 


Glbbes.  Frank  T.,  et  al.  (See  Oksenholt,  Jens  N..  as- 
signor.) 

Glb8t)n,  Josiah,  (ileudale,  Calif.  Building  structure 
2.017,899  ;  Oct.  22. 

Gibson,  Oliver  E.     (See  Man^ke,  F.  A.,  and  Gibson.) 

Gill,  Forest  P.,  Kans  ts  City,  Mo.  Sign.  2,018,208  ;  Oct 
22. 

Glllen,  George  M.,  Paterson,  and  W.  H.  Packer,  Wyckoff, 
N.  J.     Bottle  closure.     2,018,0«1  ;  Oct.  22. 

Goddu,  George,  Winchester,  assignor  to  The  Llttleway 
Process  Company,  Lynn,  Mass.  Manufacture  of  shoes. 
2,017,856  ;  Oct.  22. 

Goebert.  Elmer  C.,  U.  S.  Army,  Philadelphia,  Pa.  Gud 
carriage.     2.017,857  ;  Oct    22. 

Gogan,  Joseph,  Lnkewood,  Ohio.  Spring  colling  machine 
2,018.209;  Oct.  22. 

Good.  Koscoe  F.,  U.  S.  Navy,  J.  F.  Fox,  New  Rochelle, 
N.  Y.,  and  G.  Marcus,  decea»e«l.  late  of  Brooklyn.  N.  V., 
by  Benjamin  Marcus,  executor.  Internal  combostioD 
engine.     2.018.612  :  Oct.  22. 

Goodall  Worsted  C\)mpany.  (See  Holdsworth.  Clifford,  at* 
sign  or. ) 

Goss  Printing  Press  Company,  The.  (See  Smith.  Ernest 
J.,  as.^ignor.) 

Gothe.  .\lbrecht,  assignor  to  Telefunken  Gesellschaft  fiir 
Drahtluse  Telegraphic  m.  b.  H.,  Berlin,  Germany.  Trans- 
mission line.     2,018,353  ;  Oct.  22. 

Government  of  The  I'nited  States,  The.  (See  Blee,  H.  H., 
Breckenrldge  and  Lynch,  assignors. > 

Grammer,  Allen  !>.,  Meadowbrook,  and  H.  C.  Cole,  Phila- 
delphia. Pa.     Dispensing  container.     2.018.552  ;  Oct.  22. 

Grant,  Edwin  J.,  Ix)s  Angeles,  Calif.  Combination  mag- 
netic compass  and   level  indicator.     2.017,«<K) ;   Oct.   22. 

Grauer,  Solomon.  Brooklyn,  N.  Y.  NonrehUable  bottle. 
2,018.019;  Oct.  22. 

Grasselll  Chemical  Company,  The.  (Bee  Boiler,  Ernest 
R.,  assignor.) 

Graxselll  Chemical  Company.  The.  (See  McQuald,  How- 
ard S.,  assignor. ) 

Grasselll  Chemical  Company,  The.  (8«»  W«atbrook,  Leon 
R.,  assignor.) 

Grave,  Otto.  Peine/Hanover,  Germany.  Piling.  2,018,625  ; 
Oct.  22 

Grether,  Ernest  F.,  a.ssignor  to  The  Dow  Chemical  Com- 
pany. Midland,  Mich.  Purifying  and  decolorising  cin- 
chophen.     2.018,354  ;  Oct.  22. 

Grimm.  John  W.     (See  Baker,  W.  N.,  Knode  and  Grimm.) 

Griswold,  Walter  It.,  assignor  to  I'ackard  Motor  Car  Com- 
pany, Detroit.  Mich.  Vibration  damper.  2.017,963  ; 
Oct.  22. 

Groombridge,  Walter  U.  (See  Oxiey,  U.  F.,  and  Groom- 
bridge.  ) 

Gross.  Charles  M.     (See  Le  Clalr,  T.  G.,  and  Gross.) 

(^rupe.  Herman  L.,  Scotia,  and  R.  H.  Kienle,  Si-henectady, 
N.  Y.,  assignors  to  General  Electric  Company.  Plastic 
composition  and  niakitig  the  same.     2.018,492  ;  Oct.  22. 

Goenther.  Rudolph  H.,  Chicago,  111.  Ventilator.  2,018,020; 
Oct    22 

Guthrie*!  Ufa  B.,  et  al.      (See  Blrk,  Harold  W.,  assignor.) 

Hack.  Karl,  Reutllngen.  Shslgnor  to  Frits  Ungercr.  Pfonu- 
helm,  Germany.  Device  for  straightening  plates,  wlrt», 
and  the  like.     2,018,400  ;  Oct.  22. 

Hadler,  Bartholdt  C.  (See  Brltton,  E.  C,  Coleman,  and 
lladler.) 

Hneuber,  Hans.      (See  Winkler,  F.,  Haeuber,  and   Feller.) 

Hagopian,  Cliarles  H..  New  York,  N.  Y.  Comnosltlon  of 
matter  for  the  manufacture  of  artificial  stone. 
2.018,355  :  Oct.  22. 

Halgls    Carleton  D.      (See  Pettenglll,  G.  W.,  and  Halgls.) 

Hall.  Harper  M.,  Brooklyn.  N.  YT  Package  or  container 
for  candy  and  similar  merchandise.     2.018.519  ;  Oct.  22. 

Hall.  Robert.  Ix)ckporf.  nsslgnor  to  American  District 
Steam  Company.  North  Tonawanda,  N.  Y.  Flexible  seal 
expansion  Joint.     2,018,813;  Oct.  22. 

Hallenbeck.  George  E  .  assignor  to  Baker  Brothers,  Inc., 
Toledo.   Ohio.      Feed   control.     2,018.553;   Oct.  22. 

Waller.  Oskar.      (See  Laska.  L.,  and   Halier.) 

Halllwell.  (Jeorge  P,,  Wllklnsburg,  Pa.,  assignor  to  West- 
Ingbouse  Electric  k.  .Manufacturing  Company.  High 
strength  alloy.     2,018,520;  Oct.  22. 

Halstead  Corporation.  (See  Halstead.  Richard  R.,  as- 
signor.) 

Halstrad.  Richard  R..  assignor  to  Halstead  Corporation, 
Beach,    N     Dak       Air   cleaner.      2,018,493;   Oct.   22. 

Halstead,  William  S.  Washington.  D.  C.  Duplex  fre- 
qnencv  control  sod  monitoring  system.  2,017,858; 
Oct.    22. 

Halstead,  William  S  ,  N\Tilte  Plains,  N.  Y.  Electronic 
temperature  Indicating  and  control  system.  2.017,859; 
Oct     22. 

Hammond,  John  Hays,  Jr.  (See  Purlngton,  Ellison  S., 
assignor.) 

Hammond.  John  Hays.  Jr.,  Gloucester,  Mass.  Transmis- 
sion of  relattHl  radiant  frequenclen.     2.018,356:  0<t.  22. 

Hammond,  John  H..  Jr.,  Gloucester.  Mass.,  assignor  to 
Radio  Corpora rl(»n  of  America.  Navigational  guide  sys- 
tem.    2.018.357  ;  Oct.  22. 

Hand.  Everett  B.,  et  al.  (See  Oksenholt,  Jens  N..  as- 
signor.) 

Handley,  Georu'e  F.,  Olendale,  assignor  to  Royal  Type- 
writer Company.  Inc..  New  York.  N.  Y.  Typewriting 
machine.     2,01'/,964  ;  Oct.  22. 

Hands.  Edgar  B.,  et  al.  (See  Oksenholt.  Jens  N..  as- 
signor. ) 
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Hanney.  Angus  F.,  assignor  to  The  American  Laundry 
.Machinery  Company,  Cincinnati,  Ohio.  Presbiug  ma- 
chine.    2,017.965  ;  Oct.  22. 

Hanovla  Chemical  and  Manufacturing  Company.  (See 
Trebler,  H.  A.,  and  Larsen,  assignors,) 

Hans<'ll,  Clarence  W.,  Port  Jefferson,  N.  Y.,  assignor  to 
Radio  Corporation  of  American.  Filter.  2,018,358 ; 
Oct.    22. 

Harcourt,  Guy  N.,  Kansas  City,  Mo.,  assignor  by  mesne 
assignments,  to  Cross  Development  Corporation.  Proc- 
cess  and  apparatus  for  producing  light  hydrocarbons. 
2.017,860;  Oct.  22. 

Hardison,  Betty,  Administratrix.  (See  Hardison,  C.  J., 
and  Betty.) 

Hardison,  Charles  J.,  deceased.  St.  Petersburg,  by  Betty 
Haidl-son,  administratrix;  said  Charles  J.  Hardison  as- 
signor of  fifty  per  cent  to  M.  D.  Moody.  Jacksonville,  Fla. 
Fluid  pressure  switch.     2,017,966  ;  Oct.  22. 

Hardt,  Casper,  Detroit,  Mich.  Individual  sail  device. 
2,018,062:  Oct.  22. 

Hardwicke-Etter  Company.  (See  Streun,  John  A.,  as- 
signor.) 

Uartdorn,  Louis  G.,  Forest  Hills,  N.  Y.  Temperature 
controlling  apparatus  for  internal  combustion  engines 

2.017.967  :  Oct.  22. 

Hartley,  John  G..  Wayne,  Pa.  Building  up  battered  rail 
ends.     2  018,258;  Oct.  22. 

Hartley,  John  G.,  Wayne,  Pa.  Apparatus  for  heating 
rails.     2.018.259;  Oct.  22. 

Hartman,  Howard  W.,  South  WllUamsport,  and  J.  F. 
Brown.  WllUamsport,  Pa. ;  said  Brown  assignor  to  said 
Hartman.  Electrical  conduit  system.  2,017,861  ; 
Oct.    22. 

HartmRO,  Howard  W.,  South  WllUamsport,  and  J.  F. 
Brown,  W^llHm^port,  Pa.  ;  said  Brown  assignor  to  said 
Hartman.  Electrical  conduit  system.  2,018,303; 
Oct.    22. 

Hatch,  Meredith  R.     (See  Rode,  F.  J.,  and  Hatch.) 

Haugland,  Erllng,  a.ssignor  of  two-thirds  to  AsbJOm  E. 
Ulfeng,  Brooklyn,  N.  Y.  Vehicle  squeak  locator. 
2,018,649  :  Oct.  22. 

Hauser,  Fred,  White  Plains,  N.  Y.  Hair  waving  pad. 
2,018,127  ;  Oct.  22. 

Hawker,  Roland  G..  Troy,  N.  Y.  Bibb  seating  tool. 
2.018  554  ;  Oct.  22. 

Hayes,  Michael  J^  et  al.     (See  Juergens,  John,  assignor.) 

Hayes,  William  F.,  assignor  to  The  Qanler  Fibre  Prod- 
ucts Company,  I>etrolt,  Mich.  Automobile  roof  con- 
struction.     2,018,444  ;    Oct.   22. 

Hayburst.  Colbert  G.,  Sioux  Falls,  S.  Dak.  Safety  rasor. 
2,018,304  ;  Oct.  22. 

Haseltlne  Corporation.      (See  Case,  Nelson   P.,  assignor.) 

Haxeltlne  Corporation.     (See  Johnson   John  K..  assignor.) 

Hazeltlne  Corporation.  (See  Wheeler,  Harold  A.,  as- 
signor. ) 

Heaney,  William  A,,  assignor  to  Locke  Regulator  Com- 
pany,  Salem,    Mass.      Regulator.      2,018,555;   Oct.   22. 

Hearn.  Richard  B.,  Hollis.  assignor  to  Bell  Telephone 
Laboratories,  Incorporated,  New  York,  N.  Y.  Transmis- 
sion   control    circuit.      2,018,494  •    Oct.    22. 

Hedt)erg,  Oonah  M.,  assignor  to  Oonah  Limited,  Christ- 
church,  .New  Zealand.  Depilatory  agent.  2,018,359  ; 
Oct.    22. 

Helntges,  Ernst  W..  Hennigsdorf.  near  Berlin,  Germany. 
Conveyer  apparatus.     2,018.360;  Oct.  22. 

Helnts  St  Kaufman,  Ltd.  (See  Eltel,  W.  W.,  and  Mc- 
Cullough,  assignors.) 

Helslng,  Raymond  A..  East  Orange,  N.  J.,  assignor  to 
Western  Electric  Company,  Incorporated,  New  York, 
N.  Y.  Wave  transmission  and  modulation.  2,018,401  ; 
Oct.    22. 

Heltman,  Edward,  asslenor  to  Kelvinator  Corporation. 
Detroit.  Mlcb.  Refiigeratlng  apparatus  2,018.521  ; 
Oct.    22. 

Henderson.  Charles,  Lansdowne,  Pa.,  assignor  to  The 
S.  S,  White  Dental  Manufacturing  (Company.  Highway 
trafllc  directing   device.      2.018,260:   Oct.  22. 

Henssey,  Roy  O.,  Oconomowoc,  Wis.  Fluid  meter. 
2,018,861  ;  Oct.  22, 

Hercules  Powder  Company,  (See  Borglin,  Joseph  N.,  as- 
signor.) 

Herold.  F^dward  W..  Bloomfleld.  N.  J.,  assignor  to  Radio 
Corporation  of  America.  Electron  discharge  tube. 
2.018.362  :   Oct.   22. 

Herrmann.  Werner,  Flnkenkrug,  near  Berlin,  and  E.  Evers. 
Berlln-Wllmersdorf,  assignors  to  Siemens  &  Halske,  Ak- 
tlengesellscbaft,  Slemensstadt,  near  Berlin,  Germany. 
Ele<'trolytlc  condenser.      2,018,522;    Oct,   22. 

Hetherlngton,  Sidney  W.,  IMqua,  assignor  to  Delco-Llght 
Company,  Dayton,  Ohio.     Electrically  operated  system. 

2.017.968  ;  Oct.  22. 

Hlgginbotham,  Robert  J.,  Salisbury,  and  C.  M.  Martin, 
Wlnstom-Salom,  assignors  to  C.  M.  Martin  and  L.  E. 
Martin,  Wlnston-Salem,  N.  C.  Calendar  rack. 
2,018.063  ;  Oct.  22. 

HImes,  Addison  N„  Piedmont,  Calif.  Folding  box. 
2.018,171  :  Oct.  22. 

Hindman,  Earl  E.,  Washington,  D.  C.  Condenser  struc- 
ture.    2,018,210;  Oct.  22. 

Hirsch.  Louis,  Textile  Machines,  Inc.  (See  Friedmann. 
Albert,  assignor.) 

Hoe,  R.  &  Co.,  Inc.     (See  Morris,  Edward  T.,  assignor.) 

Hoe,  R.  A  Co..  et  al       (See  Strain,  William  J.,  assignor.) 
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Hoelscher.  William  G.,  Norwood,  and  A.  E.  Robinson, 
assignors  to  The  American  Tool  Works  Company,  Cin- 
cinnati, Ohio.  Attachment  for  machine  tools. 
2,018,363  ;  Oct.  22. 

Hofacker.  Anton,  Henderson,  Md.  Folding  running  board 
for   roao   vehicles.      2,018,064  ;   Oct.   22. 

Hoffmann,  Daniel  c.,  Philadelphia,  Pa.,  assignor  to  Gen- 
eral Electric  Company.  Automatic  switching  system. 
2,018,495;  Oct.  22. 

Honmann-I>aRoche  Inc.     (See  Klingenfuss.  Max,  assignor.) 

Hofmann,  Alfred.  Palisade,  and   V.  Anderson.  North  Ber- 

fen,  assignors  to  Alfred  Hofmann  &  Company,  West  New 
ork,  N.  J.     Incandescent  lamp  stem.     2,017,862  ;  Oct. 

Hofmann.  Alfred  &  Company.  (See  Hofmann,  A.,  and 
Anderson,  assignors.) 

Hofmann,  Clemens.     (See  Socher,  F.,  anr  Hofmann.) 

Hofmann,  Victor  R.,  Toledo,  Ohio,  assignor  to  Owens-Illl- 
nols  Glass  Company.  Machine  for  molding  glass  aitl- 
cles.     2,018.021  ;  Oct.  22. 

Hogg.  William  J.,  assignor  to  The  National  Acme  Com- 
pany, Cleveland,  Ohio.  Forming  and  milling  tool  for 
dies.    2.018.523  ;  Oct.  22. 

Hogue,  Henry  J.,  assignor  of  one-third  to  C.  L.  Wasmer, 
and  one-third  to  J.  C.  Wasmer,  Lakewood,  Ohio.  Wire 
drawing  machine.     2,018.211  ;  Oct.   22. 

Holdsworth,  Clifford,  Springvale,  assignor  to  Goodall 
Worsted  Company.  Santord.  Maine.  Silver  coiler  and 
can  therefor.     2,018,261  ;  Oct.  22. 

Ilolmberg,  Albert  W.,  Naugatuck,  Conn.,  assignor,  by 
mesne  assignments,  to  United  States  Rubber  Company, 
New  York,  N.  Y.     Carpet  material.     2,018.524  ;  Oct.  22. 

Holmes,  Henry  Harold.      (See  WUdt,  E..   and   Holmes.) 

Holmes,  Henry  Harold,  and  R.  H.  Robinson,  Leicester, 
England,  assignors  to  WUdt  and  Company,  Limited, 
Leicester,  England.  Knitting  machine.  2,017,969 ; 
Oct.    22. 

Holt,  Lee  C.      (See  Calcott,  W.  S.  .and  Holt.) 

Holser,  Hiram  A.,  assignor  to  United  Iron  Works  Com- 
pany. Pittsburg.  Kans.  Dump  trailer.  2,017,970 ; 
Oct.    22. 

Hookless  Fastener  Company.  (See  Sundback,  Gideon,  as- 
signor.) 

Hoover  Company,  The.  (See  Becker,  Bernard  C,  as- 
signor.) 

Hoover  Company,  The.  (See  Boettler,  Christian  G.,  as- 
signor.) 

Hoover  Company,  The.   (See  Kltto,  WMlliam  H.,  assignor.) 

Hope,  Vernon,  Upton  Hall,  Macclesfield,  England.  Elec- 
tric fuse.     2,018,566  ;  Oct.  22. 

Hopkins,  Horace  H.,  Ridley  Park,  Pa.,  assignor  to  E.  I. 
duPont  de  Nemours  &  Company,  WUmlngton.  Del.  Res- 
inous coating  composition.     2,018,657  ;  Oct.  22. 

Horner  Brothers  Woolen  Mills.  (See  Horner,  Edward  E., 
assignor. ) 

Horner,  Edward  E.,  assignor  to  Homer  Brothers  Woolen 
Mills,  Eaton  Rapids,  Mich.  Tennis  balL  2,018,659; 
Oct.    22. 

Hoshiuo,  Yukitsune,  Nishikikoji-agaru,  Yanaginobabadori. 
Nakakyo-Ku,  Kyoto,  and  Iwao  Ogushi,  Meguro-Ku, 
Tokyo,  Japan.  Audiphone  for  deaf  mutes.  2,018,262  ; 
Oct.    22. 

Hotchkiss,  William  R..  St.  Paul,  Minn.  Sheet  folder  and 
binder.     2,018.558  ;  Oct.  22. 

Howell  Electric  Motors  Company.  (See  McDermott,  Leon 
A.,  assignors.) 

Howard,  Willis  V.,  Leavenworth,  Kans.  Hay  press  feed- 
er.    2,017,971  ;  Oct.  22. 

Howe,  Edward  T..  et  al.     (See  Juergens.  Joan,  assignor.) 

Hoysradt,  Louis,  Kingston,  N.  Y.  Pedal  lock  for  press- 
ing  machines.     2,018,305;  Oct.  22. 

Huffman,  Charles  E.,  Montclair,  N.  J.  Electrooptical 
system.     2,017,901.  Oct.  22. 

Hughes  Tool  Company.      (See  Evans,  Seth,  assizor.) 

Hughes  To«l  Company.  (See  Evans,  S.,  and  Woods,  as- 
signors.) 

Hughes  Tool  Company.  (See  Fletcher,  Harold  W.,  as- 
signor. ) 

Hummel-Ross  iilbre  Corporation.  (See  Sale,  John  W., 
assignor.) 

Humphrey,  Howard  C.     (See  Carr,  R.  H.,  and  Humphrey.) 

Humphries,  Albert  G.,  San  Anselmo,  and  A.  F.  Bonnalie, 
San  Francisco,  Calif.,  assignors  to  Maintenance  Ekjulp- 
ment  Company,  Chicago,  111.  Track  lubricator. 
2,018,402  ;  (Jet.  22. 

Hunt,  Daniel  F..  Buffalo,  N.  Y.  Internal  combustion  en- 
gine.    2,018.306 ;  Oct.  22. 

Hunt,  Horace  S.     (See  Langenberg,  F.  C,  and  Hunt.) 

HQper,  Arnold.      (See  Reiner    E„  and  Hfiper.) 

Husketh,  Alvis  C.  Kittrell,  N.  C.  Buckle  for  reversible 
belts.     2,018,128  ;  Oct.  22. 

Hussar,  Julius  A.,  Cleveland.  Ohio.  Machine  for  testing 
automobile  radiators.     2,018.403  ;  Oct.  22. 

I.  G.  Farbenindustrle  Aktiengesellschaft.  (See  Opfer- 
mann,  E.,  and  Feldtmann,  assignors.) 

I.  G.  Farbenindustrle  Aktiengesellschaft.  (See  Winkler, 
F.,  Haeuber,  and  Feller,  assignors.) 

India  Rubber,  Gutta  Percha  and  Telegraph  Works  Com- 
pany Limited,  The.     (See  Tarrls.  Frederick  J.,  assignor.) 

Ingersoll  Milling  Machine  Co.,  The.  (See  Morgan,  Everett 
K.,  assignor,  i 

Inland  Steel  Company.  (See  Smith,  Wallace  W.,  as- 
signor.) 
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iDteruatiuual  Bandiug  Mucbine  Comyauy.  (See  Maxwell, 
Cbarle:!  Ci.,  asiii^uur. ) 

Internatiooal  Carbonic  Engineering  Company.  (See  Du- 
Bols,  Ernt'St,  assignor.) 

Ipatieff.  Vladimir,  assignor  to  Universal  Oil  ProducUi 
Company,    Chicago.  111.      Catalysts.     2,018.065;  UcC  22. 

Ipatieff,  Vladimir,  assignor  to  Universal  Oil  Products 
Comp.my,  Cbicago,  111.  Treatment  of  bydrotarbon  oils. 
2,018,066  ;  Oct.  22. 

Irviujj  Trust  Company,  trustee.  (See  Morris,  EXiward  T., 
assignor.) 

Irving  Trust  Company,  receiver,  et  al.  (See  Strain,  Wil- 
liam J.,  assignor.) 

Isbell,  John  A..  Tlainfleld.  N.  J.,  assignor  to  Wood  News- 
paper Machinery  Corporation,  New  York,  N.  Y.  Bear- 
ing for  printing  press  couples.     2,017,972  ;  Oct.  22. 

Ito,  Masaji.  Sumaura  Dori.  Sunia-Ku,  Kobe,  assignor  to 
iLabushlkl  Kalsba  Kawasaki  Zosensbo  (Kawasaki  Dock- 
yard Co.  Ltd.),  Koi>e,  Japan.  Flasb  butt  welding. 
2.018,263  :  Oct.   22. 

Jacks,  Joseph  F.,  Gasconade.  Mo.  DlrU'ible  headlight. 
2,018,307  ;    Oct.    22. 

Jackson,  Corwlll,  Liidlngtou,  Mich.  Spike  driving  ma- 
chine.     2,018,129  ;    Oct.    22. 

Jacobs,  Joseph,  Bridgeport,  assignor  to  A.  J.  Donahue 
Corporation.  Milford,  Genu.  Flat  garter  grip. 
2.018.443.    Oct.   22. 

Jaeger,  Alphons  O..  Greentree,  Pa.,  assignor  to  American 
Cyariamld  &  Chemical  Corp.,  New  York,  N.  Y.  Synthetic 
tannini;  material.     2.017,863  ;  Oct.  22. 

Jaucb,  Robert  J..  Fort  Wayne,  Ind.  Check  v«1t«. 
2.018,130;  Oct.  22. 

Jenkins,  Charles  F .  Washington,  D.  C,  assignor,  by  mesne 
a.sslgnments.  t(»  Radio  Corporation  of  .\merica.  Two- 
signal  receiving  devlt-e.     2.017.902  ;  Oct.  22. 

Jenkins,  Samael  A.,  Hlbbing,  Minn.  Steel  building  unit. 
2,017,973  ;  Oct.  2'J. 

Jensen,  Johannes,  Aagaard,  Denmark.  Sheet  piling. 
2.018,446  :   Oct.   22. 

Jensen.  Paul  E.  (i  ,  Brooklyn,  N.  Y.,  assignor  to  Radio 
Corporation  of  .Xmerloa.  Remote  control  device. 
2,018.364  ;  Oct.  22. 

Jobannsen.   Adolf.      (See  Droesbsch,  O.,  and  Johannsen.) 

Johnsen,  Henrik  S.,  Detroit.  Mich.,  assignor  to  United- 
Carr  Fastener  (Corporation,  Cambridge,  Mass.  Uphol- 
stery   installation.      2,018,640;    Oct.    22. 

Johnson,  Carl  A.,  Cbicago,  111.  Artlflcial  fishing  bait. 
2.017,903:    Oct.    22. 

Johnson  k  Bassett,  Inc.  (See  Williamg,  C.  E.,  and  Cong- 
don,   assignors.) 

Johnson,  Edward  H..  Toledo,  Ohio,  assignor  to  The 
Closure  Service  Company.  Making  sheet  metal  caps. 
2,018,022  ;  Oct.  22. 

Johnson.   E}Bsie  F.      (See  Johnson,   Wiley   B.,  assignor.) 

Johnson,  George  W.,  Cincinnati,  assignor  to  The  American 
Laundry  Machinery  Company,  Norwood.  Ohio.  Tandem 
control  for  pressing  machines.     2,018,172  •  Oct.  22. 

Johnson.  Gunnar  L.,  Jame-stown,  N.  Y.  Sash  window 
2.01'^. 308:   Oct.   22. 

Johnson.  John  \..  and  W.  E.  McVay,  assignors  to  National 
Supply  &  Service  Corporation.  Crawfordsvllle,  Ind 
Dust  applicator.     2.018.525;  Oct.  22. 

Johns<^>n.  John   A..  Jamestown,  assignor,  by  mesne  assign 
ments,  to  Art  Metal  Constractlon  Company,  Jamestown, 
N.  y.     Paper  file.     2.018,641  ;  Oct.  22. 

Johnson.  John  K..  Rye,  N.  Y.,  assignor  to  Haseltine  Cor- 
poration.    Tone  control.     2,018,526;  Oct.  22. 

Johnson  Laboratories,  Inc.  (See  Polydoroflf,  Wladlmir  J., 
assignor  i 

Johnson  Motor  Company.  (See  Raynlak,  Joseph  G.,  as- 
signor.) 

Johnson,  Stephen,  Jr.     (See  Vorech.  S.,  and  Johnson.) 

Johnson.  Stephen,  Jr.,  assignor  to  Bendix  Westinghouse 
.Automnflvp  Air  Brake  Company.  Pittsburgh,  Pa.  Brake 
mechanism.      2,018.212  ;  Oct.   22. 

Johnson.  Wiley  B.,  assignor  of  one-half  to  E.  F.  Johnson, 
Clsmont.  Va.     Vendini;  machine.     2.018,447  ;  Oct.  22. 

Johnston,   George  V.      (See  Theler,    F.  J.,  Johnston,  and 

Johnston.  I>elth.  (See  Robinson.  H.  C,  and  Johnston.) 
Jonas,  HSns.  Berlln-Liohtenberg,  Germany.  Embroider- 
ing or  like  machine.  2,018,466:  Oct.  22. 
Jones,  Edwin  P..  Garden  City,  and  J.  M.  Dempscy.  New 
Y^ork,  N.  Y..  assignors  to  Champagne  Paper  Corporation. 
New  York.  N.  Y.  Producing  paper  pulp  from  flbrou.s 
material.     2,018,490  ;  Oct.  22. 

Jones,  Leo  D..  assignor  to  The  Sharpies  Specialty  Company, 
Philadelphia.  Pa.  Distillation  of  mineral  oil. 
2.018.309:  Oct.  22. 

Jones,  Louis  A..  Mnntclalr,  N.  J.  Furniture  leg  support. 
2.018.264  ;  Oct.  22. 

Jorgensen.  Charley.  Springfield,  Mo.  Device  for  apply- 
ing  neutrallzers   to   sour  cream.      2.018.173;   Oct.   ^2. 

Josef  Knitted  Fabrics  Co.  (See  Markowits,  Jack,  as- 
signor.) 

Juereen.^.  John,  assignor  of  eleven  and  one-quarter  per 
cent  to  M.  J  Haves,  eleven  and  one-<iuarter  per  cent  to 
R.  J.  Thompson,  eleven  and  one-quarter  per  cent  to 
L.  G.  Bunker,  eleven  and  one  quarter  per  cent  to  W.  J. 
O'Brien,  and  five  per  cent  to  E.  T.  Howe.  Chicago,  111 
Aircraft.      2.018.448 ;    Oct.    22. 

Kabushiki  Kaisha  Kawasaki  Zosensho  ^Kawasaki  Dock- 
yard Co..  Ltd.)      (See  Ito.  Masajl.  assignor.) 

Kaler.  Bertha  M  ,  et  al.     (See  Rlckerd.  Hazel  C.  assignor.) 


Kamratb,  Herbert  O.,  Flint,  assignor,  by  mesne  assign- 
ments, to  General  Motors  Corporation,  Detroit,  Mich. 
MultistSKe  type  air  cleaner.     2.018,131  ;  Oct.  22. 

Kaplan.   Michael.      (See   Feuersteiu,   Harold,  assignor.) 

Karge,  Maxwell  R.,  Brockport,  N.  Y.  Condenser  for  re- 
frigerating units.     2.018,067  ;  Oct.  22. 

Kftstuer.  Otto  M^  Nordeney,  Germany,  assignor  to  Jacobus 
C.  Kooymau,  The  Hague,  Netherlands  Method  of  and 
apparatus   for   pumping   concrete.      2,017,974;   Oct.   22. 

Kuyko,  Charles  J  .  assignor  to  The  Sparks- Wit hlugton 
Company.  Jackson,  Mich.  Electron  discharge  tube. 
2,018.174  ;  Oct.  22. 

Keeth.  James,  Spokane.  Wash.,  assignor  to  Universal  In- 
sulation Company,  Chicago,  111.  Manufacture  of  ver- 
miculite  bonded  material.     2,017,001  ;  Oct.  22. 

Keller.  Arthur  C,  Mount  Vernon,  assignor  to  Bell  Tele- 
phone Laboratories,  Incorporated,  New  York.  N.  Y. 
Recorder   stylus.     2.018,496  ;   Oct.   22. 

Kelsev-Haynes  Wheel  Company.  (See  MacLennau,  John, 
assignor.  > 


Kelvlnator  Corporation.     (See  Doeg,  Ralph  W.,  asslunor,) 

Heltman,     Edward,     as- 
signor.) 


Kelvlnator     Corporation.       (See 


Kemmer.  Frank  R..  r..nrrhmont,  N.  Y.,  assignor  to  .\mericao 
•Magnesium  Metals  Corporation,  Pittsburgh.  Pa.  Con- 
densing magnesium   vapor.     2.018,265'   Oct.   22 

Kemmer.  Frank  R.,  Larchmont,  N.  Y..  assignor  to  American 
Magnesium  Metals  Corporation.  Pittsburgh.  Pa.  Appa- 
mtus  for  condensing  magnesium  vapor.  2. 018,208; 
Oct.  22. 

Kennedy.  Harrv  B.      (See  Walker,  B.,  and  Kennedy.) 

Kerr,  Alice  J.,  Clncinnatus,  N.  Y.  Collapsible  push  cart. 
2.018.527  ;    Oct.    22. 

Kestenman  Bros.  Mfg.  Co.  (See  Kestenman,  Charles  U., 
assignor.) 

Kestenman,  Charles  II  .  assignor  to  Kestenman  Bros.  M'g. 
(To.,  Providence.  R  I  Connecter  or  fastening  device 
for  chain  bracelets.     2.018.068  ;  Oct    22. 

Klenle,  lU'y  H.     (See  Grupe.  H.  L.,  and  Klenle.) 

Kimball.  A..  Company.     (See   Pope,  Paul  M.,  assignor.) 

KInatome  Patents  Corporation.  (See  Foster.  W.  D.,  and 
Parmt'lee,  assignors. ) 

King.  Gerald  V.,  Chatham,  N.  J.,  assignor  to  Bell  Tele- 
phone Laboratories.  Incorporated,  New  York,  N.  Y.  Tele- 
phone system.     2.018,457;   Oct.  22. 

Kingsbury.  George  P.,  Ilollis.  N.  Y..  assignor  to  Mergi-n- 
thaler  Linotype  (Tompany.  Slug  casting  machine. 
2,018,132;  Oct.  22. 

Klnker.  Clarence  C.     (See  Watklns.  W.  H.,  and  Klnker. ) 

Klnsel,  Augustus  B.,  Flushing,  and  W.  Crafts.  New  York. 
.\.  Y,.  assignors  to  P'lectro  Metallurgical  Company. 
Machine  element.     2.018,267  ;  0<f.   22. 

Klrchner,  Henry  P..  assignor  to  The  Cartwrumlum  Com- 
pany, Niagara  Falls,  N.  Y.  Manufacture  of  silicon  car- 
bide.    2.018.133:  Oct.  22. 

Kitto.  William  M..  Canton,  assignor  to  The  Hoover  Com- 
panv.  North  Canton,  Ohio.  Suction  cleaner.  2.017,905; 
Oct."  22. 

KJellgren.  Bengt.      (See   Sawyer,  C.   B.,  and   K>llgren.) 

Klat'es,  Reynold  E.,  and  W.  A.  Flumerfelt,  assignors  to 
The  Columbus  Auto  Parts  Company,  Colnmbus,  Ohio. 
Ball  Joint.     2.018. :565  ;  Oct.  22. 

Klause.   Karl.  Appleton.   Wis.      Punrh,     2.018.366;  Oct.  22. 

Klein.  Frederick,  Glen  Rock,  assignor  to  SI pp  Eastwood 
Corporation,  Pnterson,  N.  J.  Winding  machine. 
2.018.497  :  Oct.  22. 

Klein.  Schanzlln  A  Becker  Aktlengesellschaft.  (See  Mar- 
tyrer,   E.,  and  Obenaus.  assignors.) 

Kllesrath.  Victor  W.,  South  Bend.  Ind.,  assignor  to  The 
Steel  Wheel  Corporation,  Chicago,  111.  Control. 
2.018,023  ;  Oct.  22. 

KUngenfuss.  Max.  BaKel.  Switzerland,  assignor  to  HoCr* 
mann-LsRoche  Inc.,  Nutiey.  N.  J.  4-alkyl-and  4-aralkyl- 
dlhydro  resorclnols  and  process  for  the  manufacture  of 
same.     2.018.213;  Oct.  22. 

Knight.  Robert.  Seneca  Falls,  N.  Y.  X-ray  plate  and  film 
marker      2,018.175  :  Oct.  22. 

Knode.  Harry  C.     (See  Baker.  W.  N  ,  Knode.  and  (Jrimm.) 

Knnwles.  r)ewey  D.,  Wilkinsburg,  Pa.,  assignor  to  West- 
ingboose  Electric  4  Manufacturing  (\>mpuny.  Indlcat- 
Ine  small  phase  differences  of  interconnected  systems. 
2.018.268  ;  Oct.  22. 

Knox,  William  H  ,  Jr.,  Nashville,  Tenn.,  assignor  to  Vic- 
tor Chemical  Works.  Manufacture  of  monoralclum  phos- 
phate.    2,018.449  ;  Oct.  22. 

Kollath.  Francis  C.  Chicago,  assignor  of  one-half  to  D. 
Woodhead.  Evanston,  111.  Electric  socket  and  casing. 
2.018,134  ;  Oct.  22. 

K9nlg.  Hermann  T.  J.,  assignor  to  N.  V.  fitlkstofblndlngs- 
Indnstrle    "Nederland"     Dordrecht,     Netherlands.       Pro 
duction    of    high    percentage    alkali    cvanldes    free    from 
sulphides   and  chlorides.     2.018. l.'JS;  Oct.  22. 

Kooyman,   Jacobus  C.      (See  Kilstner,  Otto  M.,  a-ssignor.) 

Kooyman.  Jacobus  C.  Tne  Hague,  Netherlands  Concrete 
pump.     2  017.975  ;  Oct.  22 

Kosken,  Wllho  A.,  Inc.      (Bee  Kosken,  Wllho  A.,  assignor.) 

Kosken,  Wllho  A.,  New  York,  N.  Y  .  assignor  to  Wllho  A. 
Kosken,  Inc.  Continuous  projector  with  slow  speed 
deflectors      2.018.069:  Oct.   22. 

Kostecka,  Joseph,  Powhatan  Point,  Ohio.  Switch  joint 
protector  and   rernller.      2,018.450:    Oct.   22. 

Kraft,  Harry  B  .  Sharon.  Pn..  assignor  to  Bendix  Cowdrey 
Brake  Tester.  Inc.      Brake  tester.     2.018,401  ;  Oct.   22. 
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Krelder,    Gideon    R.,    Jr.,    Lebanon,    Pa.      Wrapped    box. 

2.018.070  ;  Oct.  22. 

Kress,  Claude  W.,  New  York,  N.  Y.  Heating  and  dis- 
playing  cabinet.      2,018,024;    Oct.    22. 

Krohu,  Israel,  et  al.     (See  Clow,  Peter,  assignor.) 

Kropp.  Walter.  Wuppertal-EUberfeld.  Germany,  assignor 
to  Wlnthrop  Chemical  Company.  Inc..  New  York.  N.  Y. 
Complex  compound  of  alkali  and  alkaline  earth-metal 
halldes.      2.017,976;  Oct.  22. 

Kruft,  Joseph,  Rockaway,  N.  J.,  assignor  to  Stapling  Ma- 
chines Co.     Connecting  wire  ends.      2,018,176 ;   Oct.  22. 

Kruft.  Joseph,  Rockaway,  N.  J.,  assignor  to  Stapling  Ma- 
chines Co.  Equipping  box  binding  wires  with  fai>teniug 
means.     2,018,177  ;  Oct.  22. 

Kuchar,  Joseph,  as.vignor  to  Athey  Truss  Wheel  Co.,  Chi- 
cago. III.     Dump  wagon.     2.018,178  ;  Oct.  22. 

Kuchar,  Joseph,  assignor  to  Athey  Trass  Wheel  Co  ,  Chi- 
cago, 111.  Fluid  pressure  mechanism.  2,018,269  ;  Oct. 
22. 

KUble,  Wilhehn  E.,  and  D.  Prinx,  Berlin,  Germany,  as- 
signors to  Telefunken  Gesellschaft  fiir  Drahtlose  Tele- 
graphle  m.   b.    H  ,   Berlin,   Germany.      Short  wave  tube. 

2.018.071  :  Oct.  22. 

Kuhner,  Max  11.,  assignor  to  Riley  Stoker  Corporation, 
Worcester.   Mass.      Fuel  burner.     2,018,179  ;  Oct.   22. 

Lackenbach,  .\rmand  E..  New  York,  N.  Y.  Permanent 
waving  device.     2,018,367  ;  Oct.  22. 

I.jidner,  Henry,  Jersey  City,  N.  J.,  assignor  to  American 
Telephone  &  Telegraph  Company.  Automatic  bias 
eliminator.     2.017.977  ;  Oct.  22. 

Laird,  Wilbur  G.,  Pleasantvllle,  assignor  to  Doherty  Re- 
search Company,  New  York,  N.  Y.  Flold  storage  sys- 
tem.    2,018.270;  Oct.  22. 

Laise,  Clemens  A..  Tenafly,  assignor  to  Eisler  Electric 
Corporation,  Union  City,  N.  J.  Electrode  or  contact 
mechanism.     2.018.073  ;  Oct.  22. 

Lake,  Ross  A.,  assignor  to  Teletype  Corporation,  Chicago, 
111.     Eind-of-Ilne  indicator.     2.018.368  ;  Oct.  22. 

Lamb.  Charles  M.,  Pasadena,  Calif.,  and  H.  W.  Lamb, 
Adrian,   Mich.     Printing  machine.      2,018.072;  Oct.  22. 

Lamb,   Herbert    W.      (See  I.*mb,    Charles  M.   and    H.   W.) 

Lamplough,  lyesile  F..  Baltimore,  Md.,  and  C.  B.  Plass. 
East  Orange,  N.  J.,  assignors  to  Western  Electric  Com- 
pany. Incorporated.  New  York.  N.  Y.     Treating  strands. 

2.018.404  ;  Oct.  22. 

Land.  Edwin  H..  Wellesley  Farms,  Mass.,  assignor  to  Sheet 
Polarizer  Company,  Inc..  Union  City,  N.  J.  Advertising 
display  device.     2.018,214  :  Oct.  22. 

Landers,  Frsry  ft  Clark.  (See  Badger,  Harry  M.,  assign- 
or.) 

Landls  Tool  Company.  (See  Stelner,  A.  P.,  Wine,  Ott  and 
Balsiger,  assignors.) 

Lange,  Rmil,  Berlin,  Germany.  Electric  switch.  2,018,136  ; 
Oct.  22. 

Lange.  Fritz.      (See  Brasch,   Amo,  assignor.) 

Langenberg,  Frederick  C,  Edgewater  Park,  and  H.  S. 
Hunt.  Burlington,  assignors  to  United  States  Pipe  and 
Foundry  Company,  Burlington.  N.  J.  Centrifugally 
casting  p\\n\     2.018,025;  Oct.  22. 

Langworthy.  William  P.,  Asplnwall,  assignor  to  Alle- 
gheny Steel  Company,  Brackenrldge,  Pa.  Dynamo-elec- 
tric     machine      and      making      laminations      therefor. 

2.018.405  :  Oct,  22. 

I.Apolnte  Machine  Tool  Company,  The.  (See  West,  Don- 
ald H.,  assignor.) 

Lapp,  Alex,  Cleveland.  Ohio.  Safety  valve  for  pneumatic 
tires.     2,017,978  ;  Oct.  22. 

Lnpsley,  Robert.  Berrien  Springs,  assignor  to  Clark  Equip- 
ment Company.  Buchanan,  Mich.  Transmission. 
2,017.906  :  Oct.  22. 

I-arsen,  Carl  J.     (See  Trebler.  H.  A.,  and  Larsen.) 

I^aska,  Leopold,  and  O.  Haller.  Offenbach  on-the-Rhine, 
Germany,  assignors  to  General  Aniline  Works.  Inc.,  New 
York,  N.  y.  Condensation  products  from  pbloroglucine 
and  preparing  them.     2,018.137;  Oct.   22. 

Laughlln.  Guv.  Birmingham,  Mich.  Collet.  2.018,452; 
Oct.  22. 

Lnusen.  Christian  A.,  assignor  of  one-half  to  H.  L.  Barber, 
Fort  Worth.  Tex.     Liquid  pump.     2,018,215;  Oct.  22. 

Lawler.  Matthew  M  ,  Beverly  Illlls.  Calif.,  assignor  to  The 
Cooling  and  Air  Conditioning  Corporation.  Boston.  Ma-'^s. 
Cooling  of  air  bv  refrigeration.     2.018,453  ;  Oct.  22. 

Ijiwton.  Harvey  fe.,  assignor  to  Williams  Oil-O-Matlc 
Heating  Corporation,  Bloomlugton,  III.  Resilient  sup- 
port.    2.018.180:  Oct.  22. 

Layte.  Ralph  R..  Short  Hills,  assignor  to  Motor  Improve- 
ments. Inc.,  Newark,  N.  J.  Air  cleaner.  2,018,074 ; 
Oct.  22. 

Lea  Manufacturing  Company,  The.  (See  Leather,  Robert 
S.,  assignor.) 

I>eas  and  McVltty,  Inc.  (See  Whitmore,  Lester  M.,  as- 
signor.) 

Leather.  Robert  8.,  assignor  to  The  Lea  Manufacturing 
Company,  Waterbury,  Conn.  Buffing  material  package. 
2.018,075;  Oct.  22. 

LeClalr,  Titus  O..  and  C.  M.  Gross,  Chicago,  111.  Switch- 
ing means.     2,017,907  ;  Oct.  22. 

I-ederer,  Anton.     (See  de  Beaufort.  J.  M.  E.,  and  Lederer.) 

Lederer,  Ernest  A.  (See  de  Beaufort,  J.  M.  B.,  and  Led- 
erer, assignors.) 

Lse,  Frank  H.,  Danbury,  Conn.     Hat.     2,018,614;  Oct.  22. 

Lagge,  Alfred  G.,  Brockton,  Mass.     Shoe  form.    2,018,406 ; 
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t.  22. 


Legge,  Alfred  G.,  Brockton,  Mass.     Shoe  form.     2,018,407 ; 

Oct.  22. 
Legge,  Alfred  G.,  Brockton,  Mass.     Adjustable  shoe  form. 

2.018,408  ;  Oct.  22. 
Leib,  August,  Berlin,  assignor  to  Telefunken  Gesellschaft 

fUr  Drahtlose   Telegraphle    m.    b.    H.,    Berlin,   Germany. 

Direction  finding  apparatus.     2,017,908  ;  Oct.  22. 
Lelb,  August,  Berlin,  assignor  to  Telefunken  Gesellschaft 

ftir   Drahtlose  Telegraphie    m.    b.    H.,   Berlin,   Germany. 

Direction    finder.     2,017,909;   Oct.    22. 
Lenox  Incorporated.      (See  Brown.  Leslie,  assignor.) 
Leonard,   Caswell   L.,   Memphis,   Tenn.      Mop.      2,018,498  ; 

Oct.  22. 
LeTourneau,  Robert  G.,   Stockton.    Calif.      Ditching  plow. 

2,018,138  ;  Oct.  22. 
Levane,  Robert,  Hampton,  England.     Apparatus  for  issu 

Ing  gummed  strip  paper.      2,018,560;  Oct.  22. 
Levitt,  Percv   B.      (See  Morgan,  J.  D.,  and  Levitt.) 
Lewis  Invisible  Stitch  Machine  Company.      (See  Mueller, 

Charles  W.,  assignor.) 

Lewis,  Robert  P.     (See  Padgett,  J.  B.,  and  Lewis.) 

Lewis,  Samuel,  Woodmere,  N.  Y.  Article  and  non-sUp 
supporting  means  therefor  and  producing  and  assem- 
bling the  same.     2,018,271  ;  Oct.  22. 

Linde  Air  I'roducts  (^ompany,  The.  (See  Mesinger,  Wil- 
liam F.,  assignorj 

LIndsey,  William  D.,  South  Orange,  N.  J.,  assignor  to 
Garrison  Fire  Detecting  System,  Inc.,  New  York,  N.  Y. 
Fire  indicating  system.     2,018,499  ;  Oct.  22. 

Llpman,  Carl  E.  L.,  assignor  to  Lipmau  Patents  Corpora- 
tion. Chicago,  111.  Refrigerating  apparatus.  2,018,139 ; 
Oct.  22. 

Llpman  Patents  Corporation.  (See  Llpman,  Carl  E.  L., 
assignor.) 

Lisak,  Michael  G.      (See  Thompson.  Glenn   L..   assignor.) 
Littleway    Process   Company.   The.      (See   Goddu.    George, 

assignor.) 
Leo,  Herbert  T.,  Anaheim,  Calif.     Fruit  press.     2,018,181 ; 

Oct.  22. 
Locke    Regulator    Company.     (See    Heaney,    William    A., 

assignor. ) 
Lofton.    Herbert   M.,    Chattanooga,    Tenn.     Fire    hydrant. 

2.018,454  ;  Oct.  22. 

Lofton,  Herbert  M.,  Chattanooga,  Tenn.  Fire  hvdrant 
valve  rod  coupling.     2,018,455  ;  Oct.  22. 

Lofton,  Herbert  M.,  Chattanooga,  Tenn.  Meter  box. 
2,018,615  ;  Oct.  22. 

Logan,  George  H.,  assignor  to  Merlon  Company,  Inc..  Pitts- 
burgh. Pa.     Drum  head.     2.018,182  ;  Oct.  22.  » 

Lorenz,  C,  Aktlengesellschaft.  (See  Rochow,  Hans,  as' 
slgnor.) 

Lounsbury,  Harvey  J.,  Glen  Ellyn,  assignor  to  W.  H. 
Miner,  Inc.,  Chicago,  III.  Draft  rigging.  2,018,026; 
Oct.  22. 

Low,   Herbert  W.,  administrator.      (See  Low.  John   S.) 

Low,  John  S..  Berkeley.  Calif.,  H.  W.  Low,  administrator 
of  said  J.  S.  Low.  deceased,  as.signor  to  American  Tele- 
phone &  Telegraph  Company,  Incorporated,  New  York, 
N.  Y.     Band  pass  network.     2.018,140;  Oct.   22. 

Lucia,  Louis  v;,  Hartford,  Conn.  Pilot  light  for  oil 
burners.     2,018,369  :  Oct.  22. 

Luelch,  Giovanni,  Trieste.  Italy.  Gas  mixer.  2,018,561  ; 
Oct.  22. 

Lnnas,  Lawrence  J..  Nutiey.  N.  J.,  assignor  to  Westing- 
house  Electric  &  Manufacturlne  Company,  East  Pitts- 
burgh. Pa.     Analyzer.     2,018,272 ;  Oct.  22. 

Lundegard.  John  R.,  Bremerton,  Wash.  Mixing  valve. 
2.017.864  ;  Oct.  22. 

Lundgren,     CatI,     Greeley,     Colo,      Sugar     beet     puller. 

2.018,183:  Oct.  22. 
Lunnon,   Frederick   C-,   Cb?Imsford,   Eiugland.   assignor   to 

Radio  Corporation  of  America.      High  frequency  circuit 

arrangement.     2.018.370;  Oct.  22. 
Lux.    Heinz,   Berlin,   assignor  to   Telefunken   Gesell-schaft 

flir  Dra»»tlose  Telegraphle  m.  b.  H..   Berlin,   Germany. 

Short  wave  reflector.     2,018,273 ;  Oct.  22. 
Luxmore.  William.   Chicago,  as.signor  of  one-half  to  .\.  G. 

McCaleb,  Evanston,  III.     Drink  mixer.     2.018,141  ;  Oct. 

22. 
Lynch.  Eugene  M.      (See  Blee,  H.  H.,  Breckenrldge,  and 

Lynch.) 

M.   J.  B.  Company.      (See  Bardet,  George  A.  and  G.   V., 

ASfilfiTDOrs. ) 

Mabry,  Alfred,  Lorane,  Ga.  Washboard.  2,018,142  ;  Oct. 
22. 

Macioci.  Peter,  Providence,  R.  I.,  assignor  to  Dncas 
Manufacturing  Company.  Means  of  mounting  a  char- 
acter.    2,018,079;  Oct.  22. 

Macksoud.  Michel,  St.  Albans,  N.  Y.,  assignor  to  The 
Electron  Corporation,  EJast  Orange.  N.  J.  Combined 
amplifying  and  rectifying  system.     2.017,910  ;   Oct.  22. 

Maclean,  Robert  S..  assignor  to  Mastic  Asphalt  Corpora- 
tion, Michigan  City.  Ind.  Bulldinz  convering  and  manu- 
facturing same.     2,018,216;  Oct.  22. 

MacLennan,  John,  assignor  to  Kelsey-Hayes  Wheel  Com- 
pany, Detroit,  Mich.  Forming  pressed  sheet  metal 
spoked  wheels.      2.018,076  ;  Oct.  22. 

MacLennan.  John,  assignor  to  Kelsey-Hayes  Wheel  Com- 
pany, Detroit,  Mich.  P'ormlng  pressed  sheet  metal 
spoked  wheels.     2,018.077  ;  Oct.  22. 

MacLennan,  John,  assignor  to  Kelsey-Hayes  Wheel  C^om- 
pany.  Detroit,  Mich.  Method  of  forming  pressed  sheet 
metal  spoked  wheels.     2,018,078;  Oct.  22. 
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MacNalr.  Walter  A.,  Mlllburn,  N.  J.,  assiKuor  to  Bell  Tele- 
phone Laboratories.  Incorporated,  New  York,  N.  Y. 
SouDd    recording  system.     2,018,374;  Oct.   22. 

Madden,  William  J.,  I^nsdowne,  Pa.  Method  and  appa- 
ratus for  conditioning  air  in  railway  passenger  cars. 
2.01S.274  :   Oct.   22. 

Madlaud.  Gabriel,  ChkaKo,  111.,  assijinor.  bv  mesne  assign- 
ments, to  The  Youngstown  Steel  Door  Company,  Cleve- 
land, Ohio.  Car  door  construction.  ;i,018,562 ;  Oct. 
22. 

MajFiiuson,  Uoy  M..  a.^signor  to  Food  Machinery  Corpo- 
ration. San  Jose,  Calif.  Electric  motor  and  pump  head. 
2,01S,371  ;  Oct.  22.  ^  ,  » 

Maintenance  Equipment  Company.  (See  Uumphrle«^  A. 
O.  and  Bonnalle,   assignors.) 

Mansfield.  William  R  (See  Boughton.  W.  A.,  and  Mana- 
field.) 

Manske  Fred  A.,  and  O.  E.  Gibson,  assignor*  to  United 
States  Gypsum  Company.  Chicago,  111.  Wall  and  ceil- 
ing construction.     2,017, 6ll  :  Oct.  22. 

Manville,  Charles  T^  Woodbury.  Conn.,  assignor,  by  mesne 
assignments,  to  United  States  Rubber  Company  New 
York,  N.   Y       Fastening  device.     2,017.912;  Oct.  22. 

Marcus,  Benjamin,  executor.  (See  Good,  R.  F.,  Fox,  and 
Marcus. ) 

Marcus,  George.      (See  Good.  R.  F  ,   Fox,  and  Marcus.) 

Markowitz.  Jack,  Brockivn.  assignor  to  Josef  Knitted 
Fabrics  Co.,  Inc.,  New  York,  N.  Y.  Knitted  fabric  con- 
struction.     2,018,275;  Oct.   22. 

Marle.«»,  Henry,  assignor  to  Qemmer  Manufacturing  Com- 
pany Detroit.  Mich.  Self  adjustable  antifriction  bea-- 
Ing.   '  2.018,027  :  Oct    22.  ,    .. 

Marlin  llrcarms  Company.  (See  Ekdahl,  Carl  K.,  as- 
signor.) 

Marsh  Harry  E.,  Cleveland  Heights.  Ohio,  assignor  to 
Marsh  Wall  Tile  Company,  a  subsidiary  of  The  Marsh 
Luml)er  Company,  Dover,  Ohio.  Price  tag  molding. 
2,018,528  ;  Oct.  22.  „ 

Marsh  Wall  Tile  Company.  (See  Marah,  Harry  K..  as- 
signor.) 

Marsillii.'*,  Newman  M.,  aasignor.  by  mesne  aasignments, 
to  The  Bridgeport  Bronae  Company.  Bridgeport,  Conn. 
Milling  machine.     2.017,918:  Oct.  22. 

Martiens.Hen,  Oscar,  Kiel.  Germany  Method  of  and  device 
for  differentiating  between  geologic  strata  traversed  by 
bore  holes.      2,018,080  ;  Oct.  22. 

Martin,  Carl  M.,  et  al.  (See  Hlgglnbotham,  R.  J.,  and 
Martin,  assignors.)  „  «   „  _,„ 

Martin.  I>ouglas  J.  New  York.  N.  Y.     Brake.     2,018.458; 

Oct    22 

Martin.  Luther  E..  et  aL  (See  Hlgglnbotham.  R.  J.,  and 
Martin  )  ^ 

Martus  -Martin  L..  Woodbury,  and  E.  H.  Becker.  Water- 
bury.  Conn.      Electric  cell.     2,018,563:   Oct.  22. 

Martyrer.   EJgon.    Frankenthal,  and   F.  Obenaus,  Bad-Dur 
renberg,     Germany,     assignors    to     Klein,     SchaniUn     & 
Becker    ,AktlenKe8ell?<ohaft.    Frankenthal     ^Pfals).    Ger- 
many.     Hydrodynamlc  gear.     2.018.616  :  Oct.   22. 

Mason  Box  Company,  The.  (See  Berthold.  Kenneth  F.. 
assignor  ) 

Mason  Harold  L.,  Hampstead.  London,  England.  Laby- 
rintfi  packing  device.     2.018,372  ;  Oct.  22. 

Maatic  Anphalt  Corporation.  (See  Maclean,  Robert  S.,  as- 
signor.) „ 

Matchless  Company,  The.  (See  Smith,  Charles  C,  as- 
signor.) 

Maxwell.  Charles  G..  Durham,  N.  C.  assignor  to  Inter- 
national Banding  Machine  Company.  New  York,  N  \. 
Band,  stamp  or  label  magazine  and  handling  mecha- 
nism.     2,018,373;  Oct.  22.  ^    „ 

Mayo,  Alfred  C,  Richmond,  England.    Camera.    2,017.979: 

McAleer  Manufacturing   Co.      (See  Angstman,   Roger   W  . 

McCal»?°'lra  E..  Chicago,  111.  Electric  mercury  tube 
switch.     2.018.810;  Oct.  22. 

McCants.   Gilbert   B..   assignor    to   Fe<leral    Varnish   Com 
pany    Chicago,   111.     Regulating  valve   for  door   waxing 
devices.     2,018,375;  Oct.  22.  ,       ^     ,„. 

McCorty,  John  E..  and  D.  W.  Randolph,  Hint,  assignor, 
by  mesne  assignments,  to  General  Motors  Corpora- 
tion, Detroit  Mich.  Making  aluminum-barium  alloys. 
2,018,143  ;  Oct.  22.  „..,,. 

McCaleb,  Albert  Q.      (See  Luxmore,  William,  assignor.) 

McCormlck,  Elmer,  assignor  to  John  Deere  Tractor  Com- 
pany,   Waterloo,    Iowa.     Tractor.     2,018.184:    Oct.    22. 

McCoy  William  C,  Shaker  Heights.  Ohio.  Apparatus  for 
applying  hoods  to  containers.     2.018,409;  Oct.  22 

McCullough.  Jack.      (See  Eltel,  W.   W  ,  and  McCullough.) 

McCune,  Herbert  R.      (See  Randle,  I.  R.,  and  McCun^.) 

McDormott.  Leon  A.,  assignor  to  Howell  Electric  Motors 
Company,  Howell,  Mich.  Condenser.  2.018.500 ;  Oct. 
22. 

McDonald.  Guy  A.,  and  D.  Miller,  Chicago  Heights.  Ill  , 
assignors  to  Victor  Chemical  Works.  Dentriflce  prepa- 
ration.    2,018.410:  Oct.  22. 

McDonough,  Alexander  J.      (See  Garllus,  Bernt,  assignor.) 

McGnlre.  George  W.,  Upper  Montclair,  N.  J.  Rake. 
2,018,311:  Oct.  22.  ^^     ^^  ^,   ^, 

McKee.  Ralph  H  .  Jersey  City,  and  E.  H  Morse,  Nutley, 
N     J      Treating   vegetable   fibers.     2.018,276;    Oct.    22 

McMenamln.  Joseph.  Phllad»'lphla,  Pa.  Tool  handle. 
2,018,376  ;  Oct.  22.  ,,,,... 

McNamee.  Owen  A..  Worcester.  Mass.  Measuring  device. 
2.018.217;  Oct.  22. 


Mci^uaid.  Howard  8.,  Lakewood,  aaslgnor  to  The  OraaselU 
Chemical  Company.  Cle\  eland,  Ohio,  CrystalUxatlon 
of  manganese  nitrate  hydrate.      2,017,980:  Oct.  22. 

McViiy,   Walter   K.      (See  .Johnson,  J.  A.,  and  McVay. ) 

McWllilam.  James  E.,  North  Oxford,  Maaa.  Carding  ma- 
chine cleaner.     2,017.981  ;  Oct.  22. 

Menger,  Francis  B.,  Schenectady,  N  Y.,  assignor  to  (Jen- 
eral  Electric  Company.  Surg*'  current  instrument. 
2.018.459  ;    Oct.    22. 

Mergenthaler  Linotype  Company.  (Bee  Kingsbury,  George 
P..  assignor.) 

Merlon  Company.      (See   Logan,  George  H.,  assignor.) 

Merritt,  Frank  R..  Haverhill.  Mass.,  assljfnor  to  United 
Shoe  Machinery  Corporation,  Patertton,  N  J,  Sole  preiw- 
Ing  pad.     2,01.,982;  Oct.  22. 

Meslnger,  William  F..  Fluhhlng,  assignor  to  The  L4nde 
Air  Products  Company.  New  York,  N  Y.  Method  and 
apparatus  for  transferring  gas  material.  ::.U18,144  ; 
Oct.   22. 

\Ies8lng.  Joseph  A.      (See  Prank,  H.  J.  L.,  and   Mesalng.) 

Mesainger  Devices.  Incorporated.  (See  Messlnger,  Lester 
U.,  Jr.) 

Messlnger,  Lester  H.,  Jr  ,  Trumbull,  assignor  to  Meaalnger 
Devices.  Incorporated,  Bridgeport,  Conn.  Carburetor  by- 
ua.ss  valve  and  control  means  therefor.     2,017,914  ;  Oct. 

Meyer,  Christian  F.,  as.signor  to  Textile  Machine  Works, 
Wyomlssing,  Pa.  Straight  knitting  machine.  2,018,460  ; 
Oct.  22. 

Michaels,  Stern  &  Co.      (See  Morella,  Emanuel,  assignor.) 

Mlchelln  et  Cle.      (See  Bourdon,  I'terre  M.,  assignor.) 

Mid  West  Engineering  Corporation.  (See  Freeman.  Walter 
R  ,  assignor.) 

Miles.  George  W..  Boston.  Maxs..  assignor  to  Celanese  Cor- 
poration of  Amerlia.  Making  Cellulose  acetate. 
2,018,028;  Oct.   22. 

Miller.  Charlea  A.,  Weatberly.  Pa.  Rail  grinder.  2,018,411; 
Oct.  22. 

Miller  Company,  The.     (See  Doane,  Leroy  C,  aaalgnor.) 

Miller,  DarieL      (See  McDonald,  G.  A.,  and  Miller.) 

Miller.  H.  H  ,  Industries  Company,  The.  (See  Morrow, 
Cllfrord.  as.-tlgnor.i 

Miller.  Kay.      (See  Swennes.  B.  A.,  and  Miller.) 

Miller,  Stuart  P.,  Scarsdale.  assignor  to  The  Barrett  Com- 
pany, New  York.  N.  Y.  Method  and  apparatus  for  de- 
hydrating  and    dUtUllng  tar.      2.018,377  ;    Oct.   22. 

MlUy.  Luclen  C.  E.,  Paris,  France.  Hinge  with  hydraallc 
l.rake.      2,018,564  ;   Oct.   22. 

Miner,  W.  H.,  Inc.     (See  Lounsbury,  Harvey  J.,  aaalgnor.) 

Mlnton,  John  P.,  White  Plains,  as.slgnor.  by  messne  assign- 
ments, to  said  Mlnton  and  ihrtiert  H.  Frost,  New  York, 
N.  Y.     Eadiorecelver.     2,018,081  ;  Oct.  22. 

Mognet,  Peter  P.,  and  J.  G.  Dumbauld,  Somerset,  Pa.  Fruit 
picker.     2.017,983;   Oct.  22. 

Monteitli,  Alexander  t ..  Wllklnsburg,  aaalgnor  to  West- 
inghouse  Electric  &.  Manufacturing  Company.  East  Pitts- 
burgh, Pa.     Regulating  8 vstem.     2,018,218  ;  Oct.  22. 

Moody.  Maxey  D.  (See  Hardlson,  C.  J.,  assignor,  and 
Betty.) 

Moore,  Ninlan  R.,  DuBola,  Pa.  Orave  covering  apparatus. 
2,017,277;  Oct.  22. 

Moorhou.se,  Alfred,  Detroit,  assignor  to  Packard  Motor  Car 
Company,  Detroit,  Mich.  Clutch  mechanism.  2,017.916; 
Oct.  22. 

Morgan  Construction  Comi>any.  (See  Dahlstrom,  Prank  P., 
u.>4Mlgnor. ) 

Morgan.  Everette  K.,  aaslsnor  to  The  Ingersoll  Milling 
Machine  Co.,  Rockford,  lU.  Machine  tool.  2,017,86C ; 
Oct.  22. 

Morgan,  John  D.,  8o>uth  Orange,  and  P.  B.  Levitt.  Jackson 
Heights,  assignors  to  Doherty  Research  Company,  New 
York,  N.  Y.     Coll  sprlnc  tester.     2,018,219;  Oct.  22. 

Morgan,  Nell  L.,  Mount  Royal,  Quebec,  Canada,  assignor 
to  Western  Electric  Company,  Incorporated,  New  York, 
N.  Y.  .Multiple  conductor  sector  electric  cable.  2,018.461, 
Oct.  22. 

Morlti,  Adrianua  J.  L.,  assignor  to  American  p]nka  Cor- 
poration, Enka.  N.  C.  Spinning  process  and  apparatus. 
2,018.565;   Oct.   22. 

Morrell*.  Emanuel,  assignor  to  Michaels,  Stern  k  Co., 
Rochester,  N.  Y.  Garment  attachment.  2.017,984  ;  Oct. 
22. 

Morris.  Edward  Thomas,  Catford,  London.  England,  as- 
signor to  R.  Hoe  A  Co.,  Inc.,  New  York.  N.  Y..  Irving 
Trust  Company,  permanent  trustee.  Rotary  printing 
machine.     2,018,642;  Oct.  22. 

Morrison.  Robert  H..  Morrlstown,  N.  J.  Electric  circuit 
controlling  thermometer.     2,018.220  :  Oct.   22 

Morrow.  Clifford,  assignor  to  The  H.  H.  Miller  Industries 
Company.  Canton,  Ohio.  Freexlng  apparatus.  2,018,462  ; 
Oct.  22. 

Morse,  Earle  H       (See  McKee,  R.  H.,  and  Morse  ) 

Morton,  Allen  W.,  assignor,  by  mesne  assignments,  to  The 
Bartlett  Hayward  Company,  Baltimore,  Md.  Expanders 
for  pistons.     2,018,412;  Oct.  22 

Morton,  Avery  A..  Watertown,  Ma«fl  .  assignor,  by  mesne 
assignments,  to  Columbia  Naval  Stores  Company  of 
Delaware,  Savannah.  Qa.  Improving  rosin.  2.617,886; 
Oct.  22. 

Morton,  Henry  E..  Muskegon  Heights,  Mich.  Cutter  bar 
for  kev  seaters.     2,018,185;  Oct    22. 

Mosaic  tile  Company.      (See  Currle,  Nelson  P..  assignor.) 

Motion  Displays,  liic.  (See  Ruckelshaus,  John  G.,  aa- 
6lgnor. ) 
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Motor  Improvements,  Inc.    (See  Layte,  Ralph  R.,  assignor.) 
Moulton,     Rollln      H.,     Berwyn,      111.         shock     absorber. 

2,018,312;  Oct.  22. 
Muchow,  Albert  J.,  Scotia,  N.  Y.,  astdgnor  to  General  Elec- 
tric Company.     Sonic  locator  system.     2,018,463  ;   Oct. 

Mueller,  Charlea  W..  assignor  to  Lewis  Invisible  Stitch 
Machine  Company,  St.  Louis,  Mo.  Blind  stitch  sewing 
machine   for   seaming   hems.      2,018,186 ;    Oct.    22. 

Mueller.  Erich  O.,  IrwTn.  assignor  to  Westingbouse  Elec- 
tric h.  Manufacturing  Company,  East  Pittsburgh,  Pa. 
Bearing.     2,018.221  ;  Oct.  22. 

Mueller,  llenry.      (See    Blg^ert,   F.  C.  Jr.,  and  Mueller.) 

Muench,  Frank  J.,  Newark,  and  J.  L.  Muench,  Short  Hills, 
N.  J.,  assignors  to  General  Machine  Company.  Newark, 
N.  J.  Apparatus  for  blending  matertals.  2.018.082; 
Oct.  22. 

Muench    John   L.      (See  Muench    Frank  J.,  and  J.  L.) 

Murdock,  James  A.,  assignor  to  Vaughan  Noveltv  Mfg.  Co.. 
Chicago.    111.      Bottle-cap  remover.     2,018,083;   Oct.  22. 

Murphy.  Edward  A.,  Erdlngtoii,  Birmingham.  P.  T.  Purkls, 
Moseley,  and  D.  P..  Twlhs,  Wylde  (jreen.  England,  as- 
signors to  Dunlop  Rubber  Co.,  Ltd.,  Erdlngton,  Birming- 
ham England.  Composition  of  or  containing  rubber  and 
making  the  same.      2,018.313  ;   Oct.   22. 

Wusgrave.  Joseph  L.     (See  Williams.  8.  A.,  and  Musgrave.) 

Mutifeld.  Paul  B.      (See  Dull.  W.   N.,  and  Mutifeld.) 

Myers.  John  B.,  Lakewood,  Ohio.  Measuring  and  dispens- 
ing container.     2,018,278;  Oct.  22. 

Mynttl.  Eemu  A.,  Helsinki,  Finland.  C^iff  device. 
2,018.187  ;    Oct.   22. 

N.  V.  8tlkston.lndlng.>ilndustrie  "Nederland".  (See  KSnig, 
Hermann.  T.  J.,  assignor.) 

Nanti,  Merle  E.,  Berkeley.  Calif.  Mixing  device.  2.017,867  ; 
Oct.  22 

Nlas,  Hallvard,  Moss.  Norway,  assignor  to  Magnus  BJorn- 
dal,  Jersey  Q\tj,  N.  J.  Combination  hand  and  machine 
gas  cutting  apparatus.     2,018,378;  Oct.  22. 

National  Acme  Company,  The.  (See  Hogg,  Wllllain  J., 
HHKlgnor.) 

National    Aniline    and    Chemical    Company.      (See    Zwllg- 


meyer,    Frlthjof.   assignor.) 
National  Postal  Meter  Comi 


HKNlgnor. 


pany.      (See  Host,  William  U., 


National  Supplv  h  Service  Corporation.  (See  Johnson, 
J.    A„   an<l    McVav,   assignors.) 

Nebel.  Charles  N.,  Newark,  .N.  J.  assignor  to  Bell  Tele- 
phone I.*hnratorles.  Incorporated  New  York.  N.  Y.  Voice 
operated  tran.^mlsslon  circuit.     2,018,464  ;  Oct.  22. 

Nebel,  Charlfs  N  ,  Newark,  N  J.,  assignor  to  Bell  Tele- 
phone Laboratories,  Incorporated,  New  York,  N,  Y. 
Voice  operated   switching  circuit.      2.018.465;    Oct.    22. 

Neff.  I-ouls  C,  Brooklyn,  NT  Y.  Typewriter  eraser  holder. 
2.018.029:   Oct.   22. 

Neon-Globe  Company.      (See  Drake,  Charles  B.,  assignor.) 

New  England  MIra  Company.  (See  Boughton.  W.  A.,  and 
Mansfield,    assignors.) 

News  Projection  Corporation.  (See  Eltxen,  August  D., 
sssleno'.) 

Nichols.  James  C,  Chicago.  III.  Crate  for  rectangular- 
sectioned   articles.     2,017.917:  Oct.  22. 

Nllson,  John  L.,  Chicago,  111.  Wringer  mop.  2,018,413  : 
Oct.  22. 

Nolan,  Roger  A.,  U.  S.  Navy.  Life  belt.  2,017,868;  Oct. 
22. 

Nolde  and  Ilorst  Company,  The.  (See  Bflrner,  Richard  P.. 
assignor.) 

Norn-OSS.  LeRov  and  T.  E.  Samuelson,  Bushnell.  III.    Weed 

poller.      2,018.279;  Oct.   22. 
North  .\merlcan  Aviation,  Inc.     (See  Clark,  Virginias  E.. 

assignor.) 
Norton,  Allen   B..   Shaker  Heights,  assignor  to  Aluminum 

Company  of  America.  Pittsburgh,  Pa.     Mold  for  casting 

hollow   articles.      2.018.222;    Oct.    22. 
Nyman.  Alexander.  Dobbs  Ferry.  N.  Y..  assignor,  bv  mesne 

assignments,  to  Ra<11o  Corporation  of  .\merlca.     Multiple 

discharge  tube.      2.018,314  ;   Oct.   22. 
Nysellus.    Gustav,    New    York,    N.    Y.      Casting    machine. 

2.018,566  :    Oct.    22. 

Obenaus.  Frits.     (See  Martyrer.  E.,  aiid  Obenaus.^ 
Oberdorfer,   Max.   St.    Helens,   Oreg,      Impreimatlng  paper 

with  llqnitl      2,018.280;  Oct.  22. 
O'Brien,    William    J.,    et    al.       (See    Juergens,    John,    as- 
signor. ) 
Offenbauser.   William   H.,  Jr.,   New  York.  N.  Y.,   assignor 
to  Radio  Corporation  of  America.     Sound  reproduction. 
2.018.ril.'S:  Oct.  22. 
Ogushl.  Iwao.     (See  Hoshlno.  Y..  and  Ogushl.) 
Oksen^olt.  Jens   N.,  Shreveport.   assignor  of  one-fourth  to 
E.  B.  Hand,  one-slxtepnth  to  C.  B.  Emerv.  one-sixteenth 
to  F.  T.  Olbhes.  and  one-sixteenth  to  E.  B    Hands.  8r.. 
Shreveport,  La.     Core  barrel  retriever.     2.018,414;  Oct. 
22 

OLaverty,  James,  et  al.  (See  Vanderpoel,  Albert  O.  H.. 
assignor.) 

Oldherg.  Sidney,  Detroit.  Mich.  Silencer.  2.018  084; 
Oct.  22. 

Oliver  United  Filters  Incorporated  (See  Denhard.  Harrv 
W.,  assignor. ) 

Olnln.   Henry   C.      (See   Stanlev.   E..   Olpin.   and  Ellis.) 

O'Nell.  Horace  T..  Wllllston  Park,  and  H.  K.  Dune.  Rt. 
Almnns.  asslmors  to  Bell  Telephone  Ijihoratorles.  In- 
corporatefl.  New  York.  N  Y.  Sound  reproducing  sys- 
tem.    2,018,466 :  Oct.  22.  i  <^     i 


ONeill,  Frank,  Toledo,  Ohio,  and  C.  C.  Klnker,  Alton.  111., 
assignors  to  Owens-Illlnols  Glass  Company.  Glassware 
forming  machine.     2.018,030  ;  Oct.  22. 

Oonah   Limited.      (See   Hedberg,   Oonah,    M.,    assignor.) 

Opfermann,  Erich,  Berlln-Charlottenborg,  and  Gustav- 
Adolf  Ft'ldtmann,  Dessau  In  Anhalt.  Germany,  assignors 
to  I.  G.  Farbenindustrle  Aktleugesellschaft,  Prankfort- 
on-the-Maln,  Germany.  Manufacture  of  cellulose. 
2.017,986  ;  Oct.  22. 

Orcutt,  Arthur  H..  assignor  to  The  Gear  Grinding  Com- 
pany Limited,  Lanusworth,  Birmingham.  England. 
Trimming  mechanism  for  grinding  wheels.  2.018.145  ; 
Oct.  22 

Orr,  William  G.-vD..  assignor  to  A.  B.  Dick  Company,  C!hl- 
cago.  111.     Stencil  sheet  assembly.     2,018,501  ;  Oct.   22. 

Osborn  Manufacturing  Company,  The.  (See  Blckel,  Fred- 
eric J.,  assignor.) 

Ott,  Conrad  L.  (See  Stelner,  A.  P.,  Wine,  Ott.  and  Bal- 
slger. ) 

Otte,  Otho  M.,  Tarentum.  Pa.,  assignor  to  Allegheny 
Steel  Company.  Making  flat  expanded  grillea. 
2.018  085  ;  Oct.  22. 

Otto.  Carl.  Essen-Ruhr,  Germany.  Refractory  brick. 
2.018.223  ;  Oct.  22. 

Otto,  Carl.  Essen,  Germany.  Construction  of  heat  re- 
generators.    2.018.224  ;  Oct.  22. 

Ovsey.  Nadla  A.,  Los  Angeles,  Calif.  Washer.  2.017,916; 
Oct.  22. 

Owens-Illinois  Glass  Company.  (See  Barnby.  Herbert  A., 
assignor. 

Owens-Illlnols  Glass  Company.  (See  Hofmann,  Victor  BL, 
assignor.) 

Owens-Illlnols  Glass  Company.  (See  O'Neill,  P.,  and 
Klnker,  assignors.) 

Owens-Illlnols  Glass  Company.  (See  Schreiber.  Carl  W., 
assignor.) 

Owens-llllnols  Glass  Company.  (See  Schreiber,  C.  W.,  and 
Soubler.  assignors.) 

Owens-Illlnols  Glass  Company.  (See  Watklns.  W.  H.,  and 
Klnker,  assignors.) 

Owlngs.  Thomas  D..  Valley  Stream,  N.  Y.  Drum  or  con- 
tainer or  storage  tank  for  oil  or  other  llqulda 
2.018.316;  Oct.  22. 

Oxford  Varnish  Corporation.  (See  Elchstidt,  Karl,  as- 
signor.) 

Oxley,  Horace  P.,  and  W.  H.  Groohibrldge,  Spondon,  near 
Derby,  England,  assignors  to  Ceianese  Corporation  of 
America.  Concentration  of  aliphatic  acids.  2,018.031 ; 
Oct.  22. 

Packard  Motor  Car  Company.  (See  Edwards.  Herbert  C, 
assignor. ) 

Packard  Motor  Car  Company.  (See  Grlswold,  Walter  R., 
a.ssignor.) 

Packard  Motor  Car  Company.  (See  Moorhouse,  Alfred, 
assignor.) 

Packard  Motor  Car  Company.  (See  Paton,  Clyde  R.,  as- 
signor.) 

Packer.  William  H.      (See  Glllen.  George  M..  a.s8lgnor.) 

Padgett,  Joseph  E..  and  R.  P.  Lewis,  Toledo,  Ohio.  Drive 
axle.     2.018.188  ;  Oct.  22. 

Page.  James  H..  San  Jose.  Calif.  Automatic  brakj  ad- 
juster.   2.018.567  ;  Oct.  22. 

Parmelee.  Earle  L.      (See  Poster.  W.  D.,  and  Parmelee.) 

Parrlsh,  James  I..  Indianapolis.  Ind.  Reversible  bed  spring 
and  mattress  support.     2.018.529  ;  Oct.  22. 

Parsons,  John  L..  Pittsburg,  Kans.  Bottle  cleaning  device. 
2.018,086:  Oct.  22. 

Parsons,  John  S.,  Swissvale.  assignor  to  Westlnehouse 
Electric  &  Manufacturlne  Company.  Eiist  Pittsburgh, 
Pa.  Network  system  for  distribution.  2.018.225  :  Oct. 
22. 

Parsons,  John  S..  Swissvale,  and  R.  B.  Powers.  Verona, 
nssignors  to  Westingbouse  Electric  &  Manufacturing 
Companv,  East  Pittsburgh.  Pa.  Simplified  network 
protector.     2.018.226;  Oct.  22. 

Paslnskl.  Walter  J..  Howell,  assignor  to  Burroughs  Add- 
ing Machine  Company,  Detroit,  Mich.  Power  operated 
typewriter.     2.018.317  :  Oct.  22. 

Patent  Button  Company.  The.  (See  White.  Franklin  FL, 
assignor.) 

Paton.  Clyde  R..  Rlrmlncham,  assignor  to  Packard  Motor 
Car  Company.  Detroit.  Mich.  Motor  vehicle.  2.018,502; 
Oct.  22. 

Patten,  Charles  H..  assignor  to  Traylor  Engineering  h 
Manufacturing  Companv.  Allentown.  Pa.  Shaft  suspen- 
sion.    2.018.467  :  Oct.  22. 

Patterson.  Joseph  W..  assignor  to  J.  A.  Vaughan  Mfg. 
Company.  Tulsa,  Okla.     Sprayer.     2.018.227:  Oct.  22. 

Pawsat.  Ewald  P..  Ma.rsvllle.  Ky..  assignor  to  Wald  Manu- 
facturing Company.  Incorporated.  Blcvcle  mud  guard 
brace.     2,018..^.'?0  :  Oct.  22. 

Pawsat.  Ewald  P..  Maysviiie.  Ky..  assignor  to  Wald  Manu- 
facturing Company.  Iiioorporated.  Stand  for  blcvcles. 
2.018.531  :  Oct.  22. 

Paxton  Credit  Cornoratlon.     (See  Paxton.  Hale.  a8sl«rnor.) 

Pax*on  Hale.  Redlnnds.  assl^rnor  to  Paxton  Credit  Cor- 
poration. Saneer.  Calif.     Tucker.     2.017.986  :  Oct.  22. 

Paxton.  Hale,  Redlands.  assignor  to  Paxton  Credit  Cor- 
poration. Sanger.  Calif.  Automatic  fruit  tucker. 
2  017.987:  Oct.  22. 

Psyson.  Rudolph.  Flushing,  N.  Y.  Hoist.  2,018.568; 
Oct.  22 

Peaslee.  Wllletts.  (See  Theler,  F.  J..  Johnston,  and 
Peaslee.) 
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Pe<lerson,      John    D ,      Jackson,      Wyo.        Cartridge      clip. 

2.017, eH8  ;  Oct.  22. 
Peek  Frean  &  Company  Limited.     (See  RondoUn,  Laurent, 

asalffDor. ) 
Pennsylvania  Salt  Manufacturing  Company.    (See  Cushlng, 

K.  fi  .  and  Burkhart,  assignors.) 
Penny,    Fred    C.    assignor    of    one-half    to    H.    D.    Dlffln. 

Avalon.    Calif.      Golf    tee.      2,018.146;    Oct.    22. 
Petrofske.     Hurney     A.,     Cudahy.     Wis.       Toy     airplane. 

2,018.415  :  Oct.  "22. 
Petroleum  Rectifyini;  Company  of  California.     (See  Fisher, 

Harmon  F  .  assitrnor. ) 
Ppttenj;lll.  (l.ork.'t'  W.,  Audubon,  and  C.  D.  Haigla,  Camden, 
N.  J.,  asslgnurs  to  Radio  Corporation  of  America.     Radio 
signaling  auparatus.     2.018..'>69  ;  Oct.  22. 
Peylnghaus.    Walter.    Egge.    near    Volmarsteln.    Germany. 

ruil  vphlcl^'  axle  Journal  brass.     2.018.417  :  Oct.  22. 
Pfauser,    Edward    M.,    assignor    to    Blackbawk    Mfg.    Co.. 
Milwaukee.  Wis.     Safety  control  for  mechanical  garage 
Jacks.      L>.01S,148;  Oct.   22. 
Pfelflfer,    Conrad     L.,    Chicago.    111.,    assignor    to    Western 
Electric  Company,  Incorporated,  New  York.  N.  Y.        Ap- 
paratus for  electric  welding.     2.018.379;  Oct.  22. 
Pfeiffer.    Conrad    L..    Chicago.    111.,    assignor    to    Western 
Electric  Company,  Incorporated.  New  York.  N.  Y.     Blec- 
rrlc  weldlnu  an<l  annt-aling.     2.018,380;  Oct.  22. 
Pflueger.  Charles  T.,  assignor  to  The  Boterprlae  Mannfac- 
turing  Company,  Akron.  Ohio.     Fishing  reel.     2,018.468  ; 
Oct.  22. 
Philadelphia  Storage  Battery  Company.      (See  Craig,  Wil- 
liam H..  assignor.) 
Pirwitz.    Kmil.    Ri«a.    Latvia.      Safety    razor.      2,018.147  ; 

Oct.  22. 
Plttman.    Ralph    R.,   Pine   BlufT,   Ark.      Insulator   bracket. 

2,018.532;  Oct.  22. 
Plass.  Curtis  E.      (See  Lamplongh,  L.  F..  and  Plass.) 
Plass,      William     C..     St.     Lonft.     Mo.        Transportation, 

2,018.087  ;  Oct.  22. 
Pleasonton.  Eugene  S..  08.«ilnlng.  N.  Y..  assignor  to  Anto- 
mati'-  Drive  &  Transml.sslon  Company,  Gloucester  City, 
N.    J.      Automatic   clutch   mechanism.      2,017,989;    Oct. 
22. 
PIuKge.  John   A.,  Washington,  D.  C.     Light  compensator. 

2.017.8G9  :  Oct.  22. 
Pneunian.  .\rtluir  H.      {See  Case,  J.   R.,  and  Pneuman.) 
Poetsihke.  Paul.  Fore<»t  Hills.  N.  Y.     Treating  motor  fuels. 

2,01S..'>70:  Oct.  22. 
Polydoroff,  Wladlnilr  J.,  asslcnor  to  Johnson  Laboratories. 
Inc..  Chicago.  111.     High-frequency  Inductor.     2,018.626; 
Oct.  22.  1 

Poock.  Louis  F,  and  W.  C.  Powell.  Dayfon.  assignors,  by 
mesne  asslenments.   to  The  Cimatool  Company.   Dayton. 
Ohio.     .Machine  tool.     2.018.088  ;  Oct.  22. 
Pope.   Paul  M..  Greenwich.  Conn.,  assignor  to  A.  Kimball 
i'ompany.  New  York,  N.  Y.     Printing  head.     2,018,617  ; 
Oct.  22. 
Potdevln,   Adolph.  Garden  City,   assignor  to  Potderin  Ma- 
chine Company,  Brooklyn,  N.  Y.     Container  and  closure 
therefor      2,018  228  ;  Oct.  22. 
I'otdevin    Machine  Company.      (See  Potdevln,  Adolph,  as- 
signor. ) 
Pow>-ll,  Willard  C.      (St^  Poock,  L.  F.,  and   Powell.) 
Powers.  Rolla  K.     (See  Parsons.  J.  S..  and  Powers.) 
Prescott.    Frank    H.,    .Anderson,    Ind.,   assignor,    by   mesne 
assiirnmpnts.    to    General    Motors    Corporation.    Detroit. 
Mich.     Engine  starter.     2,017.870  :  Oct.  22. 
Prince.      .lame-'      W.,       Parsons.      Kans.       Burial      vault. 

2. CIS. .171  :  Oct    22. 
Prince,  WllUam  L.,  Belleville,  111.     Auto  tire.     2,018,189  ; 

Oct.    22. 
Prinz,    Dietrich.      (See   Kuhle     W.   E.,   and   Prlnz.) 
Protectoseal    Company   of   America.      (See   Anschicks,   Ru- 
dolph J  ,  assignor.) 
Pure  Oil  Company,  The.     (See  Carr,  R.  H.,  and  Humphrey. 

assignors.) 
Purington.  Ellison  S.,  Gloucester,  Ma.ss.,  assignor  to  John 
Hays   Hammond.  Jr.      System  for  transmitting  electro- 
radianr    t'neriry.      2.018..118 :    Oct     22. 
Piirkls.   Frank  T.      (See  Murphy,  Edward  A.,  Purkls,  and 

Twlss.t 
Qnalltv  Art  Novelty  Co.      (See  Derman,  Sam,  a.sslgnor.) 
Quarnstrom,  Bert  L..  assltrnor  to  Bundy  Tubing  Company, 
Detroit        Mich.       Apparatus       for       handling       tubing. 
2.018.089  :  Oct.  22. 
Quinte.    Mlfhael.    T  o»    Angeles,    Calif.      Height   measuring 

apparatus.      2.018.416;   Oct.   22. 
Radio  Corporation  of  America.      (See  Barden.  W.  8.,  anri 

Roberts,  assignors.) 
Radio    Corporation    of   America.      (See   Blenfalt,   H.,    and 

van  Zwet,   assignors.) 
Radio    Corporation    of    America.      (See  Cady,   Walter   O., 

assignor.) 
Radio  Corporation  of  America.     (See  Dljksterhuls,  Popko 

R  .  as.signor.  > 
Radio    Corporation    of    America.       (See   Dowsett,    H.    M., 

and  Walker,  as-'lgnors. ) 
Radio    Corporation   of   America.      (See   Kmersleben,   Otto, 

assignor.) 
Radio  Corporation  of  America.     (See  Hammond,  John  H., 

Jr..  assignor. ) 
Radio   Corporation   of   America.      (See   Hansel).   Clarence 

W..  assignor  ) 
Radio  Corporation  of  America     (See  Herold,  Edward  W., 
assignor.) 


Radio  Corporation  of  America,  (See  Jenkln.i,  Charles  P., 

assignor.) 

Radio  Corporation  of  America.  (See  Jensen,  Paul  B.  G., 

assignor.)  „     .    ,  ,_ 

Radio  Corporation  of  America.  (See  Lunnon.   Frederick 

C,  assignor.) 

Radio  Corporation  of  America.  (See  Nyman,  Alexander, 

assignor.)  ,„,,,. 

Radio  Corporation  of  America.  (See  Offenhauser,  William 

H..  Jr.,  as.slgnor.)  .        _     __ 

Radio   Corporation   of   America.  (See   Pettengill,   O.   W., 

and  Haigis,  assignors.)  ,„..,. 
Radio    Corporation    of    America.       (See    Roberts,    Walter 

van  B..  assignor.)  _ 

Radio  Corporation  of  America.  (See  Tellegen.  Bernardus 

D.  H..  as-slgnor.) 

Radio  Corporation  of  America.  (See  Wells,  Norman,  as- 

Radio  Patents  Corporation.  (See  Dobrusskin,  Sajwell, 
assignor.) 

Raraln.  Jtan  R.,  Paris,  France.  Continuously  variable 
change    speed    gear.      2.018.533;    Oct.    22. 

Randa.  <',eneral  Conrad,  Executors,  et  al.  (See  de  Beau- 
fort, J.  .M.  E.,  an<l  Lederer.)  _      , 

Randle,  Ira  R.,  and  H.  R,  McCune,  Decatur,  111.  Cutting 
tool.     2.018.149 ;  Oct.  22.  ,     „  .    „ 

Randolph,  Donald  W.  (See  McCarty,  J.  B.,  and  Ran- 
dolph.* 

Rapisarda  Edward  D..  Agawam.  Mass.  Candy  cleaning 
mechanism.      2,018,418  :    Oct.    22. 

Rauen,  Carl  F.,  Grosae  Polnte,  and  J.  T.  Rau''n,  Detroit, 
Mich.,  assignor,  by  menne  assignments,  to  Borg  Warner 
Corporation.  Transmission  mechanism.  2,018,082; 
Oct.    22. 

Rauen,  John  T.     (See  Rauen,  Carl  F  ,  and  J.  T.) 

Ray,  Eugene  J.,  Bererly,  Mass.,  asslfnor  to  United  Shoe 
Machinery  Corporation,  Paterson.  N.  J.  Adhesive  dis- 
pensing  receptacle.      2.017.990;   Oct.   22. 

Raymond,  Horace  H..  Berlin,  and  J.  Vance,  assignors 
of  one-half  to  Johnstone  Vance,  and  one-half  to  The 
Stanley  Works,  New  Britain,  Conn.  Braking  mechanism 
for    paper   rolls.      2.018. :a9;    Oct,    22. 

Raynlalc  Joseph  G  ,  assignor  to  Johnson  Motor  Company, 
Waukfgan,  111.     Engine  starter.     2.018,229  ;  Oct.  22. 

Rector,  Thomas  M.,  Rutherford.  N.  J.,  assignor,  by  mesne 
as.slgnments.  to  Baker-Bennett-Day.  Inc.  New  York. 
N  Y.  Extracting  oil  from  cashew  nuts.  2,018,091 ; 
Oct.    22.  .  , 

Reed  Propeller  Co.,  The.      (See  Chilton.  Roland,  assignor.) 

Regal  Shoe  Company.     (See  Bliss.  Elmer  J  .  assignor.) 

R.ges,  Max  F.  .Administrator.  (See  Freeman,  H.  M.. 
and  Wade. ) 

Relchenbach.  John  R..  Palraerton,  Pa.  Movable  split  bed 
for   flat   bed  printing  presses.     2.018,572;  Oct.   22. 

Rellly,  John  F..  Greenfield,  Mass.  Tool  for  seating  rail 
anchors.     2,017.918;  Oct.  22. 

Reiner  Ernst,  and  A.  HUper,  Zeesen,  near  Konlgswuster- 
hausen.   Germany.     Vehicle.      2,018,090;   Oct.   22. 

Heo  Motor  Car  Company.  (See  Thomas,  Horace  T.,  as- 
signor.) 

Richardson.  Arthur  J.,  and  B.  J.  Richardson.  Baltimore, 
Md.      Hammer.      2,018,.%78 :    Oct.    22. 

Richardson,  Edward  J.      (See  Richardson,  Arthur  J.,  and 

E    J  ) 
Rlclieson.   Sanford   E.,   New  York,   assignor  to  Musa   Bal- 
luteen,     Brooklyn,     N.     T.       Apparatus     for     cooking. 
2,018.419;  Oct.  22. 

Rlcnter  Charles,  Tampa,  assignor  of  one-half  to  N.  C. 
Gelse,  Palatka.  Fla.     Lock  bolt.     2.01 8. 074  ;  Oct.  22. 

Rickerd,  Fred  8.,  et  aL  (See  Rlckerd,  Hasel  C,  as- 
signor,) 

Rl«4ierd.  Haeel  C,  Detroit,  assignor  of  one-balf  to  B.  M. 
Kaler  and  one-fourth  to  F  S.  Rl<kerd,  Detroit,  Mich. 
Container   closure.      2.01S.033;    Oct.    22. 

Rlckert,  Charles  H..  Wood  River,  Nebr.  Liquid  pump. 
2.018.092;  Oct.  22. 

Rider,    Ernest   G.      (See  Stokes,   J.   S,  and   Rider.) 

Rlke  Frederick  F,,  assignor  to  Buckeye  Iron  and  Brass 
Works,  Dayton.  Ohio.  Fill  pipe  cap.  2.018,534  ; 
Oct.    22.  „ 

Riley  Stoker  Corporation.  (See  Kuhner.  Max  H.,  as- 
signor.) 

Robblns.  Charles  F.,  Glenora,  N.  Y.  Carburetor. 
2,017.919  ;  Oct.  22. 

Rober,  Anton,  Milwaukee,  Wis.  Heater.  2,018,536  ;  Oct. 
22. 

Roberts  Brass  Manufacturing  Company.  (See  Roberts, 
Thomas  H.,  asslznor.) 

Roberts,  David.  West  Elizabeth,  Pa.  Sash  fastener. 
2,018,281  ;  Oct.  22. 

Roberts,  Ttiomas  H..  assignor  to  Roberts  Brass  Manufac- 
turing Company,  Detroit.  Mich.  Pilot  regulating  cock. 
2.018.034  ;  Oct,  22. 

Roberts,  Walter  Van  B.     (See  Barden,  W.  8..  and  Roberts.) 

Roberts.  Walter  van  B..  Princeton,  N.  J.,  assignor  to  Radio 
Corporation  of  America.  Radio  frequency  transmission 
line.     2,018. .'H20  :  Oct.  22. 

RobertsoB,  Andrew,  Falrvlew,  Ferryhlll,  Aberdeen,  as- 
signor to  Robertson's  Rope  (Patents)  Limited.  Aber- 
deen. Scotland.      Rope.     2.018.230;  Oct.  22. 

Robertson's  Rope  (Patents)  Limited.  (See  IU)bertson, 
Andrew,   assignor.) 

Robinson.  Albert  B.  (See  Hoelscher,  W.  G.,  and  Robin- 
son.) 
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Robinson,  Alvln  W.,  Ocean  Beach,  Calif.  Demountable 
wheel.     2,018,190;  Oct.  22. 

Robinson,  Charles  B.,  Georges  Mills,  N.  H.  Onion  set 
harvester.     2,018,576;  Oct.  22. 

Robinson,  Harold  C.  and  L.  Johnston,  assignors  to  Asso- 
ciated Electric  Laboratories,  Inc..  Chicago,  111.  Mer- 
chandise  control    system.      2,018,420;   Oct.    22. 

Robinson,  I^eslie  T.  A.,  Sydenham,  England.  Pressure 
adjustment  for  cylinders  of  printing  and  other  ma- 
chines.    2.018.282  ;  Oct.  22. 

Robinson.  Robert  H.     (See  Holmes,  H.  H.,  and  Robinson.) 

Rochow,  Hans,  assignor  to  C.  Lorenz  Aktiengesellschaft, 
Berlln-Tempelhof,  Germany.  Self-Inductance  variom- 
eter.    2,018,281  ;  Oct.  22. 

Rockwell,  Rlwaid  A..  (Thlcago.  111.,  assignor  to  General 
Motors  Corporation,  Detroit,  Mich.  Fuel  pump. 
2,018.150  ;  Oct.  22. 

Rode,  Fredrlch  J.,  and  M.  R.  Hatch,  Toledo,  Ohio.  Sheet 
metal   press.      2,018,676;   Oct.    22. 

Roehrl.  Bruno  C,  Blnghamton,  N.  Y.  Inter-related  pow- 
er tranamls.slon  control  and  brake  mechanism. 
2,018.469  ;  Oct.  22. 

RondoUn,  Laurent.  Bermondsey,  assignor  to  Peek  Frean 
&  Company  Limited,  and  Laun-nt  RondoUn,  London, 
England.     Oven  conveyer.     2,017,991  ;  Oct.  22. 

Koosensteln,  Hans  O..  assignor  to  Telefnnken  Gesellschaft 
fur  Drahtlose  Telegraphic  m.  b.  IL,  Berlin,  Germany. 
Thermostatically  controlled  piezoelectric  crystal  hold- 
er.    2,018,321  ;  Oct,  22. 

Rose,  Alfred  German,  assignor  to  Rose  Brothers  (Gains- 
borough) Limited.  Gainsborough,  England.  Packing  ma- 
chine.    2,018.151  ;  Oct.  22. 

Rose  Brotiiers  (Gainsborough)  Limited.  (See  Rose.  Alfred 
G.,  assignor.) 

Roshong,  Joseph  M..  Canton,  assignor  to  Tyson  Roller 
Bearing  Corporation,  MasslUon,  Ohio.  Antifriction  bear- 
ing.    2,018,421  ;  Oct.  22. 

Rost,  William  II..  Pasadena,  assignor  to  National  Postal 
Meter  Company,  Los  Angeles,  (Jallf.  Printing  machine. 
2.017,920;  Oct.   22. 

Rotn,  Joseph  L.,  Wheeling,  W.  Va,  Regulating  apparatus. 
2  018,035-  Oct.  22. 

Rothman,  Abraham  J..  New  York,  N.  Y.  Document  pro- 
tector.    2.017,921  :  Oct.  22. 

Royal  Typewriter  Company.  (See  Handley,  George  F., 
assignor.) 

Ruben,  Samuel,  New  York,  N.  Y..  assignor  to  Slrlan  Lamp 
Company,  Newark.  N.  J.  Incandescent  lamp,  filament 
therefor  and  process  and  apparatus  for  making  the 
.same.     2.018,4f0;  Oct.  22. 

Ruckelshaus,  John  G.,  Newark.  N.  J.,  assignor  to  Motion 
Displays,  Inc  Animated  display  device.  2,018,677 ; 
Oct.  22. 

Rumsey,     John     C,     Lawrence,     Kans.       Jockey     wagon. 

2.016.381  ;  Oct.  22. 

Rush,      Raymond      W.,      Girard,     Kans.        Card      holder. 

2,018,578;  Oct.  22. 
Russell,  Alexander  G.,  Red  Bank,   N.  J.,  assignor  to  Bell 

Telephone  I^aboratories.   Incorporated,  New   York.  N.   Y. 

Electroplating   upon   a   metallized   surface.     2,018,471  ; 

Oct.  22. 
Saal,  Henry  O.      (See  Gates,  Itenlamln  L..  assignor.) 
Sakakura.     Yukltoshl.     Shibuya     Machl.     Toyotama     Gun, 

Tokyo   Fu.   Japan.      Frosting   glass  bulbs  la  gradation. 

2,018.422  :  Oct.  22. 
Sale,   John  W.,  assignor  to  Hummel-Ross    Fibre  Corpora- 
tion.   Hopewell.  Va.     Ply   paper  or  board  manufacture. 

2.018.382  ;  Oct.  22. 

Salter.  George,  and  Company  Limited.     (See  Wyatt,  Frank, 

as-signor.) 
Salzgeber,     Oustave     A.,     Dorchester,     Mass.       Compass. 

2.018.536  ;  Oct.  22. 

Samuelson,  Theodore  E.  (flee  Norcross,  L.,  and  Samuel- 
son.) 

Sando,  Joseph  B,,  assignor  to  The  American  I.Jiundry 
Machinery  Company,  Norwood,  Ohio.  Door  clamp. 
2.017,922;  Oct.  22. 

Sass.  Frledrlch,  Charlcttenburg,  Germany,  assignor  to  Gen- 
eral Electric  Company.  Multicylinder  combustion  en- 
CtM.     2.018.472;  Oct.  22. 

Saraie,    Edward     S..    Rochester,    N.    Y.       Spinning    top. 

2.018.537  ;  Oct.  22. 

Ravallv.    I>»o.    New    York,    N.    Y.       Suprapubllc    drainer. 

2,018.322  ;  Oct.  22. 
Sawyer.  Charles  B.,  and  B.  KJellgren    Cleveland  Heights, 

assignors  to  The  Brush   Beryllium  Company,   Cleveland, 

Ohio.      Obtaining  t>erylllum   and   aluminum   compounds. 

2,018,473;  Oct.  22. 

Schat,  Ane  Pleter,  Utrecht,  Netherlands.  Life  boat. 
2.018,579;  Oct.  22. 

Schlage  I>ork  Co.      (See  Schlage,  Walter  R.,  assignor.) 

.Schlage.  Walter  R..  assignor  to  Schlage  I^ock  Co.,  San 
Francisco,   Calif      Doorlock.     2,018,093;   Oct.  22. 

Schmidt,  Herman  F.,  San  Antonio,  Tex.  Ix)ck.  2,018,191  ; 
Oct.  22. 

Schmidt,  I^nmbert,  Jr.,  Brooklyn,  assignor  to  himself  and 
L,  Freund,  New  York,  N.  Y.  Electric  fuse  socket. 
2.018.823;  Oct.  22. 

Schmidt.  Ommo,  assignor  to  Telefunken  Gesellschaft  fQr 
Drahtlose  Telegraphle  m.  h.  H..  Berlin.  Germany.  High 
frequencv  transmission  line.     2.018.324  ;  Oct.  22. 

Schmidt,  Oscar  C,  assignor  to  The  Cincinnati  Butchers* 
Supply  Company,  Cincinnati,  Ohio.  Machine  for  treat- 
ing material.     ^,018.618;  Oct.  22. 


Schmledeknecht,  Victor  E.,  and  R.  C.  Boyd,  Louisville.  Ky., 
assignors  to  Standard  Sanitary  Manufacturing  Com- 
pany.    Time  controlled  flush  valve.     2.018,036;  Oct.  22, 

Scnneil,  Steve,  assignor  to  Wagner  Electric  Corporation, 
St.  Louis,  Mo.  Liquid  pressure  mechanism.  2,018,325  ; 
Oct.  22. 

Schnellpressenfabrik  Aktlengesellschaft  Heidelberg.  (See 
Biittner,  Artur,  assignor.) 

Schnitzspahn.  Karl.  Offenbach-on-the-Main,  Germany,  as- 
signor to  General  Aniline  Works,  Inc.,  New  York,  N.  Y, 
Preparing  solid  diazonium  salts.     2,018,095;  Oct.  22. 

Schofield.  Edwin  R.,  Phlladelnhia,  Pa.  Automatic  tide 
gate  and  sewage  regulator.     2,018.383  ;  Oct.  22. 

Schonhoff,  Herman  C,  and  S.  Breed,  Elizabeth.  111.  Flood 
water  gate.     2.018.580  ;  Oct.  22. 

Schoof,  Arthur  W.      (See  Engst,  N.  K.,  and  Schoof.) 

Schoof,  Arthur  W.,  Riverside,  111.,  assignor  to  Western 
Electric  Company,  Incorporated,  New  York,  N.  Y. 
Gauge.     2,018.384  ;  Oct.  22. 

Schorle,  Herman  J.,  Astoria,  N.  Y.,  and  W.  A.  Smith,  Jr., 
North  Arlington,  N.  J.,  assignors  to  Worthington  Pump 
and  Machinery  Corporation,  New  York,  N.  Y.  Percus- 
sive tool  valve.     2,018,096;  Oct.  22. 

Schreiber.  Carl  W..  Alton,  111.,  and  L.  D.  Soubler,  Toledo, 
Ohio,  assignors  to  Owens-IIllnols  Glass  Company.  Tim- 
er.    2.017,992;  Oct.  22. 

Schreiber,  Carl  W.,  Alton,  111.,  assignor  to  Owens-Illlnoto 
Glass  Company.  Charge  severing  mechanism.  2,018,152  ; 
Oct.  22. 

Scbulze,  William  H.,  Chicago,  111.,  assignor,  by  mesne  as- 
signments, to  General  Motors  Corporation,  Detroit. 
Mich.     Vacuum  pump.     2.018.163  ;  Oct.  22. 

Schweitzer.  Reuben  R.,  and  C.  R.  Sundqulst,  Norfolk,  Va. ; 
said  Sundqulst  assignor  to  said  Schweitzer.  Well  de- 
velopment.    2,018.283  ;   Oct.   22. 

Schweitzer.  Reuben  R.  and  C.  R.  Sundqulst,  Norfolk.  Va. ; 
said  Sundqulst  assignor  to  said  Schweitzer.  Well  de- 
velopment.    2,018,284  ;  Oct.  22. 

Schweitzer.  Reuben  R..  and  C.  R.  Sundqulst,  Norfolk,  Va. 
Well  development.     2.018.285  ;  Oct.  22. 

Scott,    Archie    J.,    International    Falls,    Minn.      Wrench. 

2.018.154  ;  Oct,  22. 

Scott,  David  C,  assignor  to  Henry  L.  Scott  Company, 
Providence,  R.  I.  Tensile  strength  testing  machine. 
2.018.3S5  ;  Oct.  22. 

Scott.  Henry  L.,  Company.  (See  Scott,  David  C,  as- 
signor.) 

Seamless  Rubber  Company,  The.  (See  DeLaney,  W.  W., 
and  Weeks,  assignors.) 

Segschneider,  Rudolph  G..  Yonkers,  N.  Y.  Hat  brim 
ironing  machine.     2. 018. .326;  Oct.  22. 

Seidenfaden,  Wilhelm.  (See  Zitscher,  A.,  and  Selden- 
faden.) 

Self-Locking  Carton  Company.  (See  Burger.  Martin,  as- 
signor.) 

Service  Station  Equipment  Company  Limited.  (See 
Brouse.  William   II.   D.,  assignor.) 

Seward.  David  E.,  et  al.  (See  Vanderpoel,  Albert  G.  H., 
assignor.) 

Sexton,  August  H..  assignor  to  Superior  Cement  Corpora- 
tion, Portsmouth.  Ohio.  Producing  cementltious  tile. 
2.018.192  ;  Oct.  22. 

Seymour.  George  W.,  Cumberland,  Md..  assignor  to  Cel- 
aneso  Corporation  of  America.  Resin  and  coaling  or 
plastic  composition  containing  the  same.  2,017,993 ; 
Oct.  22. 

Shackleton.  Samuel  P..  Wyoming,  N.  J.,  assignor  to  Amer- 
ican Telephone  and  Telegraph  Company.  Gain  control 
apparatus.     2.017,923  ;  Oct.  22. 

Shanahan.  Thomas  B.,  Rochester,  N.  Y.     Light  reflector. 

2.018.155  :  Oct.  22. 

Sharpies  Specialty  Company,  The.  (See  Jones^  Leo  D., 
assignor. ) 

Shaw,  Kenneth  R.,  as.slgnor  to  United  Elastic  Corporation, 
Easthampton,  Mass.  Machine  for  use  In  the  manufac- 
ture of  cord.igp.     2,018,327  ;  Oct.  22. 

Sheaffer.  W.  A.  Pen  Cc-mpany.  (See  Cuthbert,  William  R., 
assignor.) 

Sheet  Polarizer  Company.  (See  Land,  Edwin  H.,  as- 
signor. ) 

Sherman.  David.  Kansas  City,  Mo.  Shank  stlffener  and 
adjustable  metatarsal  support.      2,018.386  ;   Oct.  22. 

Shoemaker,  Frederick  F.  (See  Wetherill,  S.  P.,  Jr.,  and 
Shoemaker.) 

Shovlowsky,  Justyn,  Brooklyn,  N.  Y.  Adjustable  garment 
edge  cutter  and  grader.     2.018,503;  Oct.  22. 

Sieder,  Everett  N.,  Westfield.  N.  J.,  assignor  to  Foster 
Wbeeler  Corporation.  New  York,  N.  Y.  Heat  exchanger. 
2,018,037  ;  Oct.  22. 

Siefen.  John  J..  Detroit.  Mich.  Buff  wheel  and  forming 
the  same.     2.017.925;  Oct.   22. 

Siemens  &  ITal.«ke.  .\ktlengesell8chaft.  (See  Herrman, 
W..  and  Evers,  assignors.) 

Silver.  Drayton  A.,  (^oldendale.  Wash.  Method  of  and 
apparatus  for  crushing  rock.     2.018,232  ;  Oct.  22. 

Singer  Manufacturing  Company,  The.  (See  Eames.  George 
M..  assignor.) 

Sipp  Eastwood  Corporation.  (See  Klein.  Frederick,  as- 
signor.) 

Slrlan  I-amp  Company,     (See  Ruben    Samuel,  assignor.) 

Skedden.  Edwin.  National  City,  Calif.  Plaiting  machine. 
2,018.387  ;   Oct.  22. 

Small.  Francis  G .  Battersea.  London,  England.  Bead  con- 
struction..    2,018,681  ;  Oct.  22. 
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Smith.  Alexander,  Jr.,  New  York,  N.  Y.  Auxiliary  metatar- 
sal cushion  for  shoes.     2,018,233  ;  Oct.  22. 

Smith,  Carroll  C.      (See  WiUlama,   1.,  aud  Smith.) 

Smith,  Charles  C,  a.ssil|fnor  to  The  Matchlesij  Company, 
Cleveland,   Ohio.      Hollow   article.      2,018.094 ;    Oct.    22. 

Smith,  Ernest  J.,  Fleet  Street.  I»ndon,  England,  as.signor 
to  The  (josa  Printing  Press  Company,  Chicago.  111.  Ink- 
ing mechanism  and  method.     2,018.193  ;  Oct    22. 

Smith,  Ferris  N..  Grand  Bapids,  Mich.  Uumidifler. 
2.018,097  ;  Oct.   22. 

Smith,  Francis  ii  .  Woodstown,  N.  J.,  and  C.  K.  Black. 
Wilmington  assignors  to  E.  I.  du  Pont  de  Nemours  & 
Company,  Wilmington.  Del.  Axo  dye  and  methou  /or  its 
preparation.     2,018,234;    Oct.  22. 

Smith,  Joseph  C,  Kansas  City,  Mo.  Automatic  appli- 
cator.    2,017.924  ;  Oct.  22. 

Smith.  Lawrence  M.,  Chicago.  111.  Surgical  appliance. 
2.018.328  :  Oct.  22. 

Smith,  Ltster  A.,  and  R.  A.  Blunck,  Grandmound.  Iowa. 
Lubricator.     2,018,286;  Oct.  22. 

Smith.  Wallace  W..  assignor  to  Inland  Steel  Company. 
Chicago.  111.  Sheet-piling  wall  structure.  2,018,423; 
Oct.  22. 

Smith,  William.  Wlnthrop,  Mass.  Typewriter  attachment. 
2  018  504  ■  Oct    22 

Smith.  William  A.,  Jr.     (See  Schorle,  H.  J.,  and  Smith.  Jr.) 

Socher,  Frani.  Finkenkrug.  near  Berlin,  and  C.  Hofmann. 
Berlin-Spandau,  Germnuy,  assignors  to  Westinghouse 
Electric  &  Manufacturing  Company,  East  Pittsburgh, 
i'a.  Protective  system  for  discharge  devices.  2,018,235  ; 
Oct.  22. 

Soclete  Anonyme  des  .Manufactures  des  Glaces  &  Prodults 
Chimlques  de  Saint-Gobain,  Chauny  &  Clrey.  (See  Del- 
pech,  Gaston,  as^signor.  i 

Soci4t6  (U'«  Mines  de  Dourges.  (See  Blondelle,  Raymond, 
assignor.) 

Sodax  (1929)  Limited.     (See  Sugden,  George  F..  a.<««lgnor.) 

Solar  Indu.strle.x,  Inc.  (See  Ballentine,  Earle  W.,  assign- 
or.) 

Solar.  Reevea  R..  Ann  Arbor.  Mich.  Receptacle. 
2.017.92t!;  Oct.  22. 

Solo^aistoa.  Manuel  H.  P..  San  Pedro  Sola,  Honduras. 
Rotary  engine.     2,018.100  ;  Oct.  22. 

Soubler,  Leonard  D.     (See  Schrelber.  C.  W..  and  Soubier.) 

Soule.  Charles  M.,  et  al.      (See  Wel.'^h,   Paul  J.,  .-isslgnor.) 

Souseillk,  Josef,  Vsetin,  Csechoslovakia.  Variable  speed 
three-phase  motor  with  variable  torque.  2,018,287  ;  Oct. 
22. 

Space,  James  A..  East  Orange.  N.  J.,  assignor  to  Doherty 
Ke.search  Company.  New  York.  N.  Y.  Air  conditioning 
system.     2.018.236;  Oct.   22. 

Spang.  Ferdinand  J..  Butler,  Pa.  Pipe  Joint.  2,017,994  ; 
Oct.  22. 

Sparks- Wlthlngton  Company,  The.  (See  Kayko.  Charles 
J  .  as.slgnor.  > 

Standard  Sanitary  Manufacturing  Company.  (See 
S<  hmledeknecht,    V.    E.,  and   Boyd,   assignors.) 

Stanley,  E^lmund.  H.  C.  Olpln,  and  G.  H.  Ellis.  Spondon. 
near  Derby.  England,  assignors  to  Celaner-e  Corporation 
of  America.  Use  of  sulphonated  organic  compounds. 
2.017,995  :  Oct.  22. 

Stanley  Works,  The,  et  al.  (See  Raymond,  H.  H..  and 
Vance.) 

Stapling  Machine*  Co.      (See  Kruft.  Joseph,  assignor.) 

Steel  Wheel  Corporation,  The.  (See  Kliesrath,  Victor  W., 
assignor.) 

Stelmel,     Karl,    assignor    to    Telefnnken    Ge»ell.«;chaft    fQr 
Drahtlose  Telegraphic  ra.  b.  H.,  Berlin,  Germany.      Elec- 
tron discharge  tube  circuit.     2.018..S29:  Oct.  22. 
Steinbere.      .Morris.      Detroit,      Mich.        Selecting     device. 

2,018.038  ;  Oct.  22. 
Stelner.    Amos   P..   E.   P.    Wine,  C.   L.   Ott  and   H.   E.   Bal- 
siger.   Waynesboro,   a.ssignors   to   I.,andls  Tool   Company, 
Waynesboro,    Pa.      Cam    grinding   machine.      2,017,927  ; 
Oct.  22. 
Stelrly,      .\lbert      R..      Hou.ston.      Texas.        Pump     valve. 

2,018.288:  Oct.  22. 
Stockton.    McKlnley,    assignor   to   The   Dlcallte    Company. 
Los  Angeles.  Calif.     Mptho<l  and  apparatus  for  nlr  sepa- 
ration of  diatomaceous  earth   milling.     2,018,039  ;   Oct. 
22. 
Stokes  and  Smith  Company.     (See  Stokes.  J.  S.,  and  Rider, 

assignors.) 
Stokes.  John  S..  Huntingdon  Valley,  and  E.  G.  Rider,  as- 
slenors  to  Stokes  and  Smith  Company.  Philadelphia,  Pa. 
Box  forming  system.     2.018,237  ;  Oct.   22. 
Stone.   J.,   &   Company.      (See    Burgis,    Frederick    M..   as- 
signor.) 
Sronehouse.  William  L.,  Detroit,  Mich.     Vehicle  ventilator. 
2.017,996:  Oct.  22. 

Storer.  Norman  W..  Pittsburgh,  as.signor  to  Westinghouse 
Electric  &  Manufacturing  Companv,  Elast  Pittsburgh.  Pa. 
Transportation  system.     2.018.2.?ft:  Oct.  22. 

Storey,  Arnold  A..  I^eicesfer.  England.  Device  for  facili- 
tating darning.     2.018.239:  Oct.  22. 

Strain.  William  J..  T'pner  Montclair.  N.  J.,  assignor  to 
R.  Hoe  h  Co.,  Inc..  New  York.  N.  Y..  Irving  Trust  Com- 
panv, Receiver  In  Equity.  Lubricant  spreader  for  gears. 
2.017,871  :  Oct.  22. 

Strandlnnd.  Carl  G..  assignor  to  Deere  A  Company,  MoUne, 
111       Plow.     2  017.872  :  Oct.   22. 

Strandlnnd.  Carl  G.,  assignor  to  Deere  k  Company.  Moline, 
III      Plow.     2.017,873  ;  Oct.  22. 


Streun,  John  A.,  Sherman.  Tex.,  assignor  to  Hardwlcke- 
Etter  Company.  Conveyer  for  cotton.  2.018.289;  Oct. 
22 

Stroinbcrg,  David,  Brooklyn,  N.  Y.  Knitting  machine 
adapted   to  shape  knitted  articles.     2,018,290;  Oct.    22. 

Sugden.  George  F.,  Marple  Bridge,  assignur  to  Sodax 
(1929)  Limited,  London.  England,  Device  for  carbon- 
ating  liquid.^  in  bottles.     2.018,424  ;  Oct.  22. 

Suhr,  iJermau.  aa^dgnor  to  Acme  Sheet  Metal  Works.  Mil- 
waukee, W.'s.     Drier.     2.018,506  ;  Oct.  22. 

Sullivan,  Frank  J..  Oahkosh.  Wis.     Lock.     2.018.098  ;  Oct. 

-2. 
Sullivan,  Pike  H.,  New  Rochelle,  N.  Y..  assignor  to  Gaso- 

liue  Products  Company,  Inc..  Newark,  N.  J.     Treatment 

of  hydrocarbons.      2,017.874  ;  Oct.    22. 
Sundback.    Gieilon,    assignor    to    Hookless    Fastener    Com- 
pany.   Meadvllle,    P».      Separable    fastener       2,018.099 ; 

Oct.  22. 
Sundqulst,  Chester  R.     (See  Schweitser.  R.  R..  and  Suud- 

qulst. )  ,- 

Superior   Cement   Corporation.      (See   Sexton.    August    H., 

assignor.) 
Sweeney.   James  C,  assignor    to  Ternsteilt   Manufacturiug 

Company.     Detroit,     Mich.        Metal     bending     machine. 

2.018  040:  Oct.  22. 
Swennes,     Benjamin    A.,    and    K.    Miller,    Rockford.    said 

Swennes  aa.slgnor  to  BorgWarner  Corporation.  Chicago, 

III.      Automatic  clutch.     2.018.101  ;   Oct.   22. 
Swift,   George   W..  Jr.,   Inc.      (See   Swift.  George   W.,   Jr., 

assignor.) 
Swift.  George  W..  Jr..  assignor   to  G    W.   Swift,  jr  .   Inc., 

Bordentown.    N.    J.      Machine    for    making    corrugated 

paper  board.     2.018.240  ;  Oct.  22. 
Syobo,  Gabriel,  Lemoore,  Calif.     OH  and  gas  well  capping 

device.     2.018.194  ;  Oct.  22. 
Taber,  George  H..  Blnghamton.  N.  Y.     Automatically  con 

trolled  coasting  device  for  automobiles  or  other  velilcles. 

2,018.425:   Oct.  22. 
Taber,  George   H..   Blnghamton.    N.    Y.      Internal   combus- 
tion  motor  for  motor  driven  vehicles.     2.018,426  ;  Oct. 

22. 
Taber,  George  H..  Blnghamton.  N.  Y.     Variable  compensa- 
tion  for   controlling   the  supporting  strength  of  vehicle 

body    resilient    susj^nslon    means.      2,018,427  ;    Oct.    22. 
Tatt.  Wilfred   E.      (See  Cohn.  I.  R,  and   Talt.) 
Tarris.    Frederick    John,    assignor    to    The    India    Rubber. 

Gutta   Percha    and  Telegraph    Works   Companv    Limited. 

I^ndon.    England.      Aircraft    wheel    brake.      2.017,928; 

Oct.  22. 
Technicraft    Engineering   Corporation,    The.      (See   Well*, 

Walter  T.,  assignor.) 
Telchmann,    Henrv    F.,    Washington.    Pa.      Electric   lamp. 

2.018.330  ;  Oct.  22. 
Teitelbaum.  Solomon.     (See  Botrharsky.  Sophie,  a.sslgnor.) 
Telefunken  Gesellschaft  fQr  Drahtlose  Telegraphic  m.  b.  H. 

(See  Hechmann.  Rudolf,  a.^slgnor.) 
Telefunken  Gesell.schnft  fflr  Drahtlose  Telegraphic  m.  b.  II. 

(See  Gothe.  Albreoht.  assignor.) 
Telefunken  GesellS'-haft  fiir  Drahtlose  Telegraphic  m.  b.  II. 

(See  Kuhle,  W.   E.,  and  Prinz,  assignors  ) 
Telefunken  Gesellschaft  filr  Drahtlose  Telegraphic  m.  b.  H. 

(See  Lelb.  August,  assignor.) 
Telefunken  Gesellschaft  fiir  Drahtlos*"  Telegraphic  m.  b.  II. 

(See  Lux,    Heinz,  assignor.) 
Telefunken  Gesellschaft  fQr  Drahtlose  Telegraphic  m.  b.  H. 
(See  Roosenstein,  Hans  O  .  assignor.) 

Telefunken  Gesellschaft  fiir  Drahtlose-  Telegraphle  m.  b.  H. 
(See  S<hmldt.  Ommo,  assignor.) 

Telefunken  Gesellschaft  fiir  Drahtlose  Telegraphle  m.  b.  H. 
(See  Stelmel,  Karl,  assignor.) 

Teletype  Corporation.      (See  Lake.  Ross  A.,  assignor.) 

Tellegen,  Bernardua  D.  H.,  Eln<lhoven,  Netherlands,  as- 
signor to  Radio  Corporation  of  America.  Antenna  cou- 
pling.    2.018..^U  :  Oct.   22. 

Ternstedt  Manufacturing  Company.  (See  Sweeney,  James 
C,  a.sslgnor.) 

Texa.s  Company.   Tlie.      (See  Trow.  Richard   F.,  assignor.) 

Textile  Machine  Works.  (See  Apprlch,  Robert  N.,  aMign- 
or.) 

Textile  Machine  Works.  (See  Meyer,  Clirlstlnn  F..  as- 
signor. ) 

Theler,  Frederick  J..  Cincinnati.  G.  V.  Johnston,  Loveland, 
and  W.  Peaslee.  Cincinnati,  Ohio.  I>apping  machine. 
2.017.875:  Oct.  22 

Theuoissen,  Herv4,  Charlerol,  Belgium.  Gas  burner  or  the 
like      2.018.582  :  Oct.  22. 

Tholl.  John  F..  Nee«lham.  sssignor  to  American  Tool  and 
Maf'hlne  Company.  Boston.  Mass.  Centrifugal  sepa- 
rator.    2.018.474:  Oct.  22. 

Thomas.  Horace  T..  assignor  to  Reo  Motor  Car  (^'ompany, 
Lansing.  Mich.  Synchronizing  means  tor  transmission 
mechanisms.      2.017,997  ;  Oct.  22. 

Thompson.  Andrew  F.,  Dorchester,  Mass.  Safety  rasor. 
2,018,042:  Oct.  22. 

Thomn.<on,  Glenn  L..  assignor  of  forty-nine  one  hundredths 
to  M.  O.  Llsak,  Chicago,  111.  Golf  machine.  2.018,291  : 
Oct.  22. 

Thompson.  Robert  J.,  et  al.  (See  Joergens.  John,  as- 
signor. » 

Thornton.  John  E.,  Jersey,  Channel  Islands  Production 
of  photographic  and  cinematograph  mosaic  color  posi- 
tives.    2.018,196  ;  Oct.  22. 
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Thornton.  John  E..  Jersey.  Channel  Islands.  Production 
of  photographic  and  cinematographic  color  positives. 
2.018,196;  Oct.  22. 

Vobln.  Kenneth  J.     (See  Ekllnd.  C.  E..  and  Tobln.) 

Tobln,  Kenneth  J..  Chicago.  111.,  assignor,  by  mesne  as- 
siimmeuts.  to  The  Youngstown  Steel  Door  Company, 
Cleveland,  Ohio.     Car  door.     2.018.583  ;  Oct.  22. 

Tolman,  Edgar  B.,  Jr..  Chicago,  111.  Ash  mixing  and 
moistening   device.      2,018,156;    Oct.   22. 

Tomasevich,  Nicholas,  Ithaca,  N.  Y.  Game  contrivance. 
2,018,041  :    Oct.    22. 

Torpedo-Werke  Aktlengesellscliaft  Fahrrftder  und  Schrelb- 
maschlnen.      (See   Etherldge,  Herbert,  assignor.) 

Tosterud,  Martin,  Arnold.  Pa.,  assignor,  by  mesne  as- 
signments, to  Aluminum  Colors,  Incorporated,  Indian- 
apolis, Ind.  Treating  aluminum  and  aluminum  alloy 
surfaces.     2.018,388:   Oct.   22. 

Traylor  Engineering  &  Manufacturing  Company.  (See 
Patten,  Charles  H.,  assignor.) 

Treblcr,  Ilennlng  .v.,  Baltimore,  Md.,  and  C.  J.  Larsen, 
East  Orange,  assignors  to  Hanovla  Chemical  and  Manu- 
facturing Company,  Newark,  N.  J.  Irradiating  appa- 
ratus.     2  018.332  ;   Oct.   22. 

TrlpoUtls,  Constantlne  D^  Santa  Monica,  Calif.,  assignor 
t«t  Baldwln-Southwark  Corporation,  Eddystone,  Pa.  Ex- 
tensometer.      2.017.876;   Oct.  22. 

Trow,  Richard  F.,  Port  Arthur,  Tex.,  assignor  to  The 
Texas  Comp)anv,  New  York,  N.  Y.  Conversion  of  hydro- 
carbon oils.     2.018.475  ;  Oct.  22. 

Trumbull  Electric  Company,  Pacific  Division.  (See  Ton 
Normann.  .\lfred  G..  assignor.) 

Tucker.  Woodson  C.,  Miami.  Pla.  Shipping  crate. 
2.(118,292;  Oct.  22. 

Turkington.  Victor  H.,  Caldwell,  and  W.  H.  Butler,  Arling- 
ton. N.  J.,  assignors  to  Bakellte  Corporation.  New  YorS. 
N  Y.  F'henollc  resinous  products  and  compositions  con- 
taining them.     2.017.877;  Oct.  22. 

Twiss,  Douglas  F.     (See  Murphy,  E.  A.,  Purkls,  and  Twiss.) 

Tyce.  George  C.     (See  Fulton,  S.  M.,  and  Tyce.) 

Tyson  Roller  Bearing  Corporation.  (See  Rosbong,  Joseph 
M.,  assignor.) 

DIfen?,   Asbjorn  E.      (See  Haugland.  Erllng,  assignor.) 

Uncas  Manufacturing  Company.  (See  Macloci,  Peter,  as- 
signor.) 

Unger.  Paul  O..  Glen  E)l]yn.  assignor  to  Wllson-Jones  Com- 

{►any.  Chicago.  111.  Automatic  pintle  closing  device  for 
oose  leaf  hinders.     2.018.3.33  :    Oct.  22. 

Ungerer.  Fritz       (See  Hack.  Karl,  assignor.) 

Union  Special  Machine  Company.  (See  Chrlstensen,  Nor- 
man  v..  assignor.) 

UnHe<l  Aircraft  Products.  Incorporated.  (See  Dykeman, 
Reuben   G.,   assignor.) 

Unlte<l-Cnrr  Fastener  Corporation.  (See  Carr,  Moses  F,, 
assignor.) 

United  Carr  Fastener  Corporation.  (See  Johnsen.  Henrik 
S..  assignor.) 

United  Elastic  Corporation.  (See  Shaw,  Kenneth  R.,  as- 
signor.) 

Unltoil  Engineering  k  Foundry  Company.  (See  Blggert, 
F".  C.  Jr.,  and  Mueller,  assignors.) 

United  Iron  Works  Company.  (See  Holzer,  Hiram  A.,  as- 
signor.) 

United  Shoe  Machinery  Corporation.  (See  Merrltt,  Prank 
R.,  assignor.) 

ITnlted  Shoe  Machinery  Corporation.  (See  Ray,  Eugene  J., 
assignor.) 

T'nited  States  (Jypsum  Company.  (See  Manske.  F.  A.,  and 
Gibson,  assignors.) 

Unltoil  States  Pipe  and  Foundry  Company.  (See  Langen- 
berc.  F.  C.  and  Hunt,  assignors.) 

United  States  Rubber  Company.  (See  Barnard,  .\rthur  E., 
assignor.) 

United  States  Rubber  Company.  (See  Holmberg.  Albert 
W..  assignor.) 

United  States  Rubber  Company.  (See  ManvlIIe.  Charles 
T..    assignor.) 

Universal  Insulation  Company.  (See  Kettli.  James,  as- 
signor.) 

Universal  Oil  Products  Company.  (See  Angell.  Charles  H., 
assignor.) 

Universal  Oil  Products  Company.  (See  IpatlefT.  Vladimir, 
assignor.) 

Universal  Oil  Products  Company.  (See  Weber.  Harold  C, 
assignor.) 

Urschel.  William  E  .  Valparaiso.  Ind.  Blneberry  cleaner. 
2.018.157  :  Oct.  22. 

Vance.  Johnstone,  et  al.  (See  Raymond,  H.  H.,  and  Vance, 
n.^lgnors.) 

Vanderbllt,  R.  T..  Company.  (See  Alton.  William  H.,  as- 
signor.) 

Vnnderpoel.  Albert  O.  H..  assignor  of  one-third  to  J. 
OTjivertv,  and  one-third  to  D.  E.  Seward.  Los  .\ngele8. 
Calif.  Automatic  deceleration  control  device.  2.017.878  ; 
Oct.  22. 

Van  Hagan.  Homer  H..  Buffalo,  assiimor  to  Certain-Teed 
Products  Corporation.  New  York.  N.  Y.  Building  con- 
struction.    2,018  334  ;  Oct.  22. 

Van  Zwet.  Wlllem  L.  C.     (See  Blenfalt.  H..  and  van  Zwet.) 

Vnu'rhan,  J.  A..  Mfg.  Company.  (See  Patterson,  Joseph 
W..  assignor.) 

Vnngban  Novelty  Mfg.  Co.  (See  Murdock,  James  A.,  as- 
signor.) 

VI berg,  Ernest  R..  Montreal.  Quebec,  Canada.  Journal 
box    cover.      2.018,428:    Oct.    22. 

Victor.  Alexander  F..  New  York,  N.  Y.  Synchronising 
motion  pictures  and  sound  records.     2.018.043  ;  Oct.  22. 


Victor  Chemical  Works.  (See  Knox,  WiUiam  H.,  Jr.,  as- 
signor.) 

Victor  Chemical  Works.  (See  McDonald,  G.  A.,  and  Miller, 
assignors.) 

Viele,  Sylvester  M.,  Swartmore,  Pa.  Electric  protective 
svstem.     2,018,241  ;  Oct.  22. 

Vlolette,  Rlcnard  J..  Virginia,  Minn.  Fountain  tooth- 
brush.    2,018.158  ;  Oct.  22. 

Von  Normann,  Alfred  G.,  assignor  to  Trumbull  Electric 
Company,  Pacific  Division,  Seattle,  Wash.  Electric 
switch.     2,018,476  ;  Oct.  22. 

Von  Schlippenbach,  Felix  F.,  Malaga,  Spain,  assignor  to 
American  Lurgi  Corporation,  New  Y'ork,  N.  Y.  Rotary 
hearth  furnace.     2,018.242  :  Oct.  22. 

Vorech,   Stephen.      (See  Eaton,   W.  A.,  and  Vorech.) 

Vorech,  Stephen,  and  S.  Johnson,  Jr.,  assignors  to  Bendix- 
Westlnghouse  Automotive  Air  Brake  Company,  Pitts- 
burgh, I'a.     Steering  mechanism.     2,018,197  ;  Oct.  22 

Wade,  Wallace  G.     (See  Freeman,  H.  M.,  and  Wade.) 

Wagner    Electric    Corporation.      (See    Schnell,    Steve,    as- 


Wagner  Electric  Corporation.  (See  Welchsel.  Hans,  as- 
signor.) 

Wagner,  Frederick  P.      (See  Brauer,  A.  J.,  and   Wagner) 

Wagner.  Paul  G..  Los  Angeles,  Calif.  Fruit  Juice  container 
and  mixer.     2,018,389  ;  Oct.  22. 

Wahl  Clipper  Corporation.     (See  Wahl,  Leo  J.,  assignor.) 

Wahl,  Leo  J.,  assignor  to  Wahl  Clipper  Corporation.  Ster- 
ling, 111.     Hair  drier.     2.017,929  ;  Oct.  22 

Wald  Manufacturing  Company.  (See  Pawsat.  Ewald  F.. 
assignor.) 

Walker.  Brooks,  Piedmont,  and  H.  E.  Kennedy,  Berkeley. 
eallf.  Electrical  fuel  Injection  system  for  Internal  com- 
bustion engines.      2,018.159  ;    Oct.   22 

Walker.  Louis  E.  Q.      (See  Dowsett.  H.  M..  and  Walker.) 

walker  Manufacturing  Company.  (See  Walker.  Wlllard 
T..  assignor.) 

Walker.  Willard  T.,  assignor  to  Walker  Manufacturing 
Company,    Racine,    Wis.      Hydraulic    Jack.      2.018,506 ; 

Wallace,  George  W.     (See  Dutholt,  W.  H.,  and  Wallace.) 
Wappler,  Frederick  C.  New  York.  N.  Y.     Endoscopic  in- 

strument.      2.018.335 ;    Oct.    22. 
Warren,  S.  D..  Company.      (See  Drlesen.  WiUlam  M.,  as- 
signor.) 

Wasmer.  Charles  L..  et  al.  (See  Hogue,  Henry  J.,  as- 
signor.) 

Wasmer.  John  C,  et  al.     (See  Hogue,  Henry  J.,  assignor.) 

Watkins.  William  H..  San  Francisco.  Calif.,  and  C  C 
Klnker.  Alton.  111.,  assignors  to  Owens-Illinois  Glass 
ILompany.  Machine  for  forming  hollow  glass  articles. 
^t"I T »""o  \   Oct.    22. 

Watson.  Coral  R.,  et  al.     (See  Welsh,  Paul  J.,  assizor.) 

**018'58r™O?t    &'     ^°°^^^^°-     ^'^-       '^*'^e     ■*««*»• 
Watson     Laidlow     k    Company    Limited.       (See    Altken 

George,  assignor.) 
Watts,  Pryor  L.,  Brooklyn,  N.  Y..  and  K.  B.  Eller.  Metuch- 
en.  N.  J.,  assignors  to  The  Western  Union  Telegraph 
Company.  New  York.  N.  Y.  Oscillatory  grid-controlled 
detector  or  relay.  2,018,102:  Oct.  22. 
Weaver,  Ira  A.,  assignor  to  I.  A.  Weaver  Engineering  Com- 
pany. Springfield.  HI.     Vehicle-wheel   testing  appliance. 

Weaver.  I.  A..  Engineering  Company.  (See  Weaver,  Ira  A., 
assignor.) 

Wehb,  Herbert  H..  Dayton,  Ohio.  Llqaid  measuring  ap- 
paratus.    2,018.638  :  Oct.  22. 

Weber.  Harold  C.  Milton.  Mass.,  assignor  to  Universal 
Oil  Products  Company.  Chicaco.  111.  Treatment  of  hy- 
drocarbon oils.     2.018.161  ;  Oct.  22. 

Weeks,  Walter  R.     (See  De  T-anev,  W.  W.,  and  Weeks  ) 

Welchsel,  Hnns,  assignor  to  Wagner  Electric  Corporation, 
St.  Louis,  Mo.  Electric  power  transmission  apparatus. 
2.018,3.36 ;  Oct.  22. 

Weil.  Hans  H..  Stockholm.  Sweden.  Electrostatic  flying 
toy.     2.018.585:  Oct.  22.  '     * 

Weiss.  George.  Chicago.  111.  Machine  for  separating  the 
contents   of  eggs.      2,018.044 ;   Oct.    22. 

Welch.  Horace  H.,  New  York,  N.  Y.  Animal  symbol. 
2.018.390;   Oct.  22. 

Weldon.  Samuel,  Portland,  Oreg.  Egg  separator.  2,018,162  ; 
Oct.  22. 

Wells.  Norman.  London.  England,  assignor  to  Radio  Cor- 
poration of  America.    Aerial  svstem.     2.018.S37  ;  Oct.  22. 

Wells.  Walter  T.,  Glendale.  assignor  to  The  Technicraft 
Engineering  Corporation.  Los  Angeles  Calif.  Heat  ex- 
change apparatus.     2,018.163;    Oct.  22. 

Welsh,  Panl  .7..  assignor  of  one-fonrth  to  C.  M.  Soule.  Cleve- 
land, and  one-fourth  to  C.  R.  Watson,  Lakewood,  Ohio. 
Adlustable  terminal.     2.018,5.39;  Oct.  22. 

Wendlandt.  Rudolf.  (See  Caro,  N.,  Frank,  Wendlandt,  and 
Fischer.) 

Wenlger,  Joseph  K.     (See  Davenport,  W.  G..  and  Wenlger.) 

Wensley,  Roy  J.,  Bloomfleld,  N.  J.,  assignor  to  Westing- 
house  Electric  k  Manufacturing  Company,  East  Pitts- 
burgh, Pa.     Timing  relay.     2  018  243  :  Oct.  22. 

Wentz,  Jesse  F..  assignor  to  Bell  Telephone  Laboratories, 
Incorporated.  New  York.  N.  Y.  Coaxial  conductor  svs- 
tem.    2,018,477  ;  Oct.  22. 

West.  Donald  H.,  Marlboro,  assignor  to  The  Lapolnte 
Machine  Tool  Companv  Hudson.  Mass.  nvdraulic  actu- 
ating mechanism  for  machine  tools.     2,017.999:  Oct.  22. 

Westbrook.  I>eon  R..  Cleveland  Heights,  assignor  to  The 
Grasselll  Chemical  Company,  Cleveland.  Ohio.  Purifi- 
cation of  zinc  salt  solutions.     2.017.930;  Oct.  22. 
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Western    Electric    Company.      (See   Bower,   Byrou  F.,   aa- 

VVVsttro  Kiectric  Company.    (Se«  Kngat.  N.  K.,  and  Scboof, 

il>>l^'Il0^8. ) 
Wfsttrn   Electric  Company.      (Se«    ileiiUng,   Kaymond  A., 

Wp^te^n   Kiectric  Company.      (8««  I^mplougb,   L.  F.,  aod 

l'lii!v<,   iiHHlgnors.l 
West.rn    Kiectric    Company.      (See    Morgan,    Nell    L.,    aa- 

siKnor. ) 
W'-stt-rn  Kiectric  Company.     (See  Pfelffer,  Conrad  L.,  aa- 

Western  Electric  Company.      (See  Scboof,  Arthur  W.,  ai- 

WestiTii    Union    Tflecraph    Company,    Tha.       (8e«    Wattn, 

1'     I...    nud   Kller,  aaalgnora. ) 
Wi'giinK'liousi?   Ei'Ctrlr    A   M  \iiuf«rtiirlng  Cotnpany.      (Sec 

.VniiHt roiikT,  '•    *.' .  and   i:illii,  aHxlKnora.) 
W.'stln«li<iuse    Ei'i-nii'    A    M:u\ufacturliig  Company.      (See 

H<'ard,  Jo.icph  IJ.,  analK'H'r  ) 
W('srin.;!i  .  isc    Ki.rnlr    &   .Mnmifncturlng  Company.      (See 

I>apprli  h    <  arl   K.   L.,   aaalgnor.) 
W.'stlnn'i  I  .>.     K'ltrit     \    M.iuulurtiirlDg   Company.      (See 

Kllt'tt.   K.    V-Tnoii,  a»«lKnor.) 
Went lnk:h)us«-    Kl>rfiir    \    Miinifiirturlng  Company.      (See 

Frtpman.  II    Nf  ,  and  Wad*-,  aHHlgnora.) 
Wei*tliii.'h')ii.H«'   Ki'Mii    A   .viaduiiictiirlng  Company.     (Sea 

HalUwfU,   <iPorK<'   1".   aM«lgnor  ) 
W.'Htlni.'hMiis«'   Eitcirlc    A    Miiinifaituring  Company.      (Sea 

KdowIpk.  Dewey   D..  nsmgnor  ) 
Wt'stln»{h";iso    E!"rfrlc    A    M.iuuiHcturiiig   Company.      (See 

LuaaM,    I^wroni'e   J,,   a^Hl^nor. ) 
Wt»«tlni{h)U8e    KNctrlr    A    Maiiiifncturlng   Cotnpany.      (See 

M'nr.-ith.    .VU'xmdiT   (.' .   a>tMH(Tior.) 
WcHtlnifhou!"*'   Ki'    III.     A    \liiinjia<tiirlng  Company.      (See 

Miipll.T,   Krli'''i   II,   iiKKlkjiu.r.) 
Wj'Hthu'h'iiiH.'    Ki'frii     A    \I  it)ufart!irlng  Company.      (See 

l'ar««o[iH,  John  .*(.,  HHr(licn<'r  ) 
WcHtlnuhiJit''    Ki'riic    A    .Mjimifacturing   Cotnpany,      (See 

I'ar>*i>iis,  .1    s,  an(l  I'owprs    aBHlKnura.) 
VVf*Htlni{h')MiM'    Ki'>tr|r    A    MHiiuf«<-turlng  Company.      (See 

Snch^r,  F.  arid   II  'fiw.iini     i Hniifiiora. ) 
Wfsrlnw'hi'iM.'    K    '•-!(■    A   Maniiiutturlng  Cotnpany.      (See 

Storer,    Norma  a    W..    axalgnor.) 
Wt'stU)«hi>i)«.'   K'    Tir    A   Vlanufarturlng  Company.      (See 

Weti-.l«".v.    Kny    J  .    iisxUnor.) 
W.'thfrill  MorrU    Kt,*;! m-.-rlnK    Company.       (See  WetbarlU, 

H.    I'.,   Jr  .    and    .Sho<>mak>T.    a~-.K.':i'  i» 
Wt'th'Tlll.  .'^aralJld  I'  .  ./r  .  HaviTfnr  1.  <\m  \   F    F    Rhoemaker, 

Ch«'stniit    Hill.    I'a  ,    tni*\xiu>rn    tfi    Wrtti'Tlll  Mirrla    Kn- 

frlneerlng  C'>mi)ariv,   In.       I'hilndrlphia,    I'a       M«Mnl  C««t 
ng  ayatem      I.tnsj.'^r.     (,  r.  22. 
Wheeler.  HaroWl   .\  .  Grin'   N.rk.  iN.  T.,  aaalgnor  to  Hax«>i- 

tine    Corporation.       L>«*tectlng     and     Indicating    device. 

2.018.5-40  :   Oct.    22 
Whfvlpr.  Henry  .1  .  Hiiffalo.  N.  T.    Corn  cutter.    2,017,031  ; 

f>r.  •.'2 
Whit<'omh      Ira      B.,     Dorrla,     Calif.        Norelty     plctur*. 

■_'  'MK..1.K7  :  i)ct.  22. 
Wliltp,   Franklin    U      a-nltcnor  to  The  Tatent   Bntfon  Com 

pany.   VVattrtnjrv.    Conn      Tack  button.     2,01S,104  ;  Oct. 


^.' 


White,   Franklin   R  ,  aaalirnnr  to  The  Patent  Button    Com 

pany,  Waterbury,  Conn.     Tack  button.     2.01M.10S;  Oct. 

22 
White.  S    «     Ti.  'I'  il  Mannfflfturlng  Company,  Tb*.      (See 

Ilcnd'TH/.n     1  harli-M     aaidgnor.) 
Whlrtitdd.  .hiHfi>h  K     Hutler,  Pa.     Rotary  compreaaor  onlt. 

2,o^^..^;tl  ;   ort    j." 
Wbltmor*-.    I>»'4fiT    .M  .    ><nlf>m.    Va.,    a»»1rnor    to    l-en*   and 

MrVltty.     In-^-..    rhllad»>lphla.    Pa.      Kllllnj    leather    and 

the    r*^n]tlnK    rn"'"'^       2.nm.5«S ;   Oct.    22. 
Whittler     ChnrU'n   *".    chlmto,   111.      Making    rhemlral   aa- 

he^toa.      2om.4TS  ;    O't     22 
WLrhrnann.   Kr.-d    I    <'     Mavwr.od,  III.     Apparatna  for  car- 

t>onatlnK   tx'or  or  ether  b<'v*Tajrea.     2.017.87H;    O^-t.   22 
Wildr    and    r,,rnr>ariv    I.lmltod        (R*-*    Flolmea,    H.    II.,   and 

RKhlniuin,  an«lKnnrii  ) 
Wlldt  and  Cf,mpHny  I>4tnlt<-d         «-•  UMdt,  E.  and  FIolmj'B, 

a»«»lgnor«  > 
Wildt     Kdwln.   «nd    H     II     n..lin.  •<     ,i  *>il  jr...r<   '-.    Wjldf    ntid 

Company      Idmlted.      I>d.eHter.      K;i-'la:id  I'nltrTnlng 

rnt<  h.inlxm    for   rlrcnlar   knlttlnK   machine*,      2.018.16.'>  : 

O.t.  22. 
Wlldt.    Kdwln.   and    H     FI     Holme-     l^\rf%ft'r    a«i«lirDor>i   t., 

Wll.lt   and    Company   IJmltcd.   l^i<i'ii>T     Knelnnd       I'nt 

t'-rnlnc     merhanltira     for     cirrnlnr      kidttluK     ma'-blnod. 

2.01  M  ](',r,  :   Oct    '.'2 
Wlldt.   Edwin,   atid    II     IF     Holm"*.    aH»ter)or<    to    Wlldt    «nd 

Companv    I.lmlfe*!.    L*l'c>»t<T.    KraM-ind        Knlrtid    fnt.rl'- 

prf»dn''<*'l     "n     rlrrtilar    knlttln.-     rnafhln'".        'iJ.01H,16fl  ; 

0'*t    22 
WlWIt,    Edwin,   and   II     H     H'>lm<"<     I.'l'fxt.-r    ,-i««1?nf>T"«   to 

Wlldt  and  Corojranv  Limited    \j'\ri'*xer.  England       Knit 

ting  machine       2,018  1*',7  ;    O^     22. 
WilPT    Everett  A  .  MaTWfKM,   Calif  .  n»n\nnor  to  ni^elator 

c..rj>or.Ttlon   of  AmTl'-a       cnrbnr«-tor.     2.01«,16*I;  Oct. 


Wllnamn     Cbe^^ter   V.      and    1    W     IF    Comrd-.n     W   r 
.'iii«ilKn'»r>»  to  .Tohn-'.n    A  I'.a-«'-'r     In-^- .    Worf-*'' ■■ 


M  .•« 


Wool  .plnnlnz  mnl^  l.»)ir-h  'M,nd«.r  C.ol^rMr,  r  Ort,  22 
nilam«  Ira  Wood«lown.  and  C  r  umlfb  CarDeT  • 
I»olnt  V  .j'  ny^Sznnrn  to  E.  I  dn  I'^nt  d-  V.-m^nr*  A 
Company  Wllmtngrton  I'-!,  ria.tWl/Ing  rnl-'^  a'ld 
prr,durt    thereof.      2.01  t,<V4?. :  Oct.  22 


Wiillama.  Ira.  Woodatown,  and  (^  C.  Htnlth.  Curn«\v«  rolnl, 
.N.  J.,  aaalgnora  to  K.  I.  du  I'ont  «le  Nenioura  4k  Com- 
pany. Wirmlngtou,  Del.  Plaatlc  rubber  product. 
2,01K.«44  :   Oct.    22. 

WilJlanm,  Ira    w !-.iowii,  and  C.  C.  Smith.  Carnrypt  Point, 

N,  J.,  aNMi^iK  :'<  I  <  f:  I  du  I'lnit  de  Nimiourii  A  i  omiwii), 
WilmlnKioti.  mt  itiiliix  t'  rement  of  hlgli  ruldM*r  con- 
tent  and    low    NlMcoHlty       2,()lN,li4n:   Oct.   2U. 

WIlllamN,  I,4<iiicr  .1  ,  aH»lunor  to  Carl  nriitin,  Inc.,  Canna- 
tota,  N.  Y  (.'an  and  i  nvcr  waahlng  machine.  'J,017,HMU; 
Oct.  22. 

Williams,  I,.«>Hter  J.,  Canaatota,  N.  T.  Can  waablng  ma- 
chine.    2,01H.0<K);  Oct.   22. 

Wllliamn,  Lynn  A.,  at  ul.  (Hoe  Mraoke,  Uobert  K.,  aa- 
•  lu'iur. » 

Wllltama  Oll-O  Matic  Heating  Corporattoti.  (See  I^iwtun, 
Harvey   M,  aaitlKiior.) 

Wininnia  Oil o  Maiic  Hiating  Corporation.  (See  Wiillama. 
\V    W.,  and  Zellho<>fer,  aaalgnora. ) 

Wiillama,  Stanley  Aunten,  Oaterley  Park,  and  J.    1..   Mum 

Save.    Loudon,    England.      KInrtrlcal    beating    ayatam. 
018  29JI  ■   Oct     22 
Wtiilautn,  W'alt.r  W.T  and  (i.  V   /.ellhoefcr  :  nald  Zellhoefer 


aiialgnor  to  Wljllama  Oil  ()  Matic   Hentlng  Curuornjtxn, 

I ;  Oct.  22. 
anme.      2,01N,.')n2;  Oct,  22, 


Mechaniam   for   automat Ically   floah- 
VI. 
Die  and  making  tba 

Vibrator.     2,018,040; 


Bloomlngton,    III. 

lug  watur  tanka.     2,0lN,tni);  Oct.  22 

Wlllink.   Arthur.    Philadelphia.  Pa 
t-,2. 

Wllaon.   Olen  A.,   Elisnl>«tb,   N.   J. 

Ort.  22. 

WtlNon  .loni'B  (^oinpauT.      (Sea  Unuer,  Paul  0.,   nxaignor.) 
\Vln<'kler.  Oiinnar  A.  F  ,  Worceater,  Maaa.     Operation  and 

regulation  of  reciprocating  pumpa.     2,01H,42ti  ;  Oct.  22. 
Wine    KdKar  P.      (He«  Steiner,  A.  P.,  Wina,  Ott,  and  Hal- 

alger. ) 
Wlnklir.  Frits,  H.  naetil>er.  and  P.  Feller,  Ludwlgahafen- 

on-th*-  lihlne,  aaaiuuora  to  I    O.   Farbenlndu»trlo  Aktiwn- 

Ki'Mfllxhaft,  Franafort  on  the  Main,  (iermaiiy.     Anpara* 

taa  for  pyrogenic  converalon  of  hydrocarbona.   2,0]h,010  ; 

Oct    22. 
Wlnthrop  Chemical   Company.      (S«>e   Kropp,   Waltar,    aa> 

ijtnor  t 
Wl«4-man.    Adolph  D..  Ran  Kranclaco.  Calif.      I'enlal   tool. 

2,017.8«1  :   Oct.   22. 
Woelfel,  (ieorge  K,,  Madlaon,  analgrior  to  The  Commerrlal 

Clf-anlng  Corporation,  Jark"onv||li-.    Fla       Ilerrigernting 

iipparntua.      2.0l«,6«0;  0«-t    22. 
Wokoflln.      I>»ula     W,,     Oahkoah,     Wla       EsK-nalon     table, 

2,018,480.  Oct.  22. 
Wolf,    Rotiert    K.,    Milwaukee.    Wla.      KIwtrlr    Sow    metaf. 

2.018.431  :  Oct.  22. 
Wood.    Henry    A,   W  ,    aaatirnor  to   Wood    Newapaper    Ma 

chlnery   Corporation,   Ni-w   York.   N.   Y.      Inking  mecba- 

nlam.     2.01'7,ti32  ;  Ort,  22, 
Woo<l     Newnpatx-r    .Machinery    Corporation.      (H«a    labell, 

John  A  ,  aHMiKnor. ) 
Wood    NewBpap'-r    Marhlnery    Corporation,      (Maa    Wood, 

flenry  A    w  .  aaalgnor.) 
Woodhead.    Daniel.      (See    Kotlath.    Francia   ('.,   aaaigtiof.) 
Wooda.  Henry  11        IHee  Rrana,  H  ,  and  Wooda  ) 
Woollpv,  Raymond  L.,  Detroit,  Mich.     Adjitainlde  wrench. 

2.01^,047  ;  0<t,  22 
WorthlDgton     Pump    and    Machinery    Corporation       (S«a 

Baer.   .\lvln  H  ,  naalKtior.) 
Wortblnir('<n     Pump    an<1     Machinery     Corporation       (See 

Mdiorle.   II    J      and  Hmlth,  Jr  ,   aaalgnora  ) 
Wvatt.  Frank.  HlrmlnKham.  nnnlunor  to  Oeorire  Halter  and 

Company     Limited.     HtafTordKbIre,     EnKland,      Welnhlng 

appliance.     2,018.048;  Oct.  22. 
Yoang,  <Hto  W       rSee  Brltfaln,  R.  J  .  Jr  ,  and  Touoc.) 
Younaatown    Kteel    Door    Company,    Tba.     (Saa    KKllnd. 

C    B,  and  Tobln.  aaalgnora  ) 
Younaatown    Hterl    Iioor   Company,    The.      (See   Madland, 

Oahrld,  aawlgnor  ) 
VonnKatown  Mti-i*!  Door  Company,  Tha.      (See  ToMn,  Ken- 
neth J  .  aaalgnor  ) 
/ahodlakin     Vlrlor    F.   CInrlnnatl.   Ohio,   aaaiitnor   to   The 

/  Fl<-i    I'Uton    RInif   r'ort>"ratlon.      Platon    ring   quality 

IndUntor       2.01H.10fl;  Oct.  22. 
Znkliart<h<nko,    Conatanflne   L.    B«^e»ihnrat.   L.    I..   W.   T., 

aa»lKnor      to      Zee      Aircraft      Corp<jratlon.     Alrrraff, 

2,01«,fK>l  ;   Oct     22. 
'/.Of  Alrrnift   Corporation       (Kei.  Zakbartchenko,  Conafan- 

tln<»  L  .  a«»l»'rior  ) 
ZelnlnKer,  Oii«mv    ou^n-mnWuyn'n.  M»«ijfnor  to  Roh^rt  Boarh 

Akfl'-ntfeaelj.' '   .f'       «inii|{nrt.     Ofrmany        Klartromag 

n.-rtr  horn       2.01H,479  ;  Ort    22 


rSee    Wiillama,    Walter    W,    and 
(See  Zahodlakin, 


Z<«11tifM'fer,     rjlenn 
/>llbo<-r»r  ) 

Z-Fl'-»    l'l»for.   lilfi;^  Corporation,  Tha. 
Vlefof  F  ,  naalitrior  i 

ZItxrher.  Arthnr  nnd  W,  SeMenfaden,  Offp^nbarh  mi  the 
Main,  0«»rmanr.  aaalgnora  fo  ^J«-n»'ral  Anllln'-  V>''<r\n, 
Inr„  New  York,  N,  Y.  Hydraartne  ■'ilidi-.r.nf* 
2  01 «  103  ;  Oct    22 

Ztjbaty.  Joaenh.  Flint,  aaalmor.  br  me«n*  aa«t»n(r.«-f)t»  f« 
^>eneral  Motort  i^'orporatlon.  D*tr/,lf  Mkb  Iye»»  mo- 
tion Ilnkaife  for  fii».l  i,iimi»«       2  01  a  170;  Itrl    22 

ZwilirtneyeT.  Frithjof.  Hamtoira  aa^ttrnor  trt  HniUmn\ 
AnlMn«-  and  c^.f-ml'-nl  ^'offipa'"'  Dc  ,  ^ew  Y/rfk  ^  Y 
Aretotrtr»rt.all»M^    rmu-r      2f'l7''a2;   fJ'i     22 

Zworykln    VIn."rTt)r  K      Muddof.r^ld    H    J.      Tel^vW'.*.  tv 
tew      2.017  «483:  Oet.  22 


Nom. 


LIST  OF  REISSUE  INVENTIONS 

FOB  WHICH 

PATENTS  WERE  ISSUED  ON  THE  22d  DAY  OF  OCTOBER,  1935 

-Arranged  in  accordance  with  the  flrat  siKniflcant  character  or  word  of  the  name  (in  accordance  with  city  and 

telephone  directory  practice). 


Air    conditioning    system    and    method.      E.    L.    Garfield. 

19  729  ■  Oct    22 
Air  filter!     R.' R    Halstead.     19.732  ;  Oct.  22. 
Automatic  centering  reel.     F.  J.  Littell.     19,736 ;  Oct.  22. 
Cheat.  Cedar.      L.  K.  Loftln.      19.737  ;  Oct.  22. 
ChucklUR   device.      W.    F.    Groene.      19,730 ;    Oct.    22. 
Controlling  generator.     C.  I.  McNeil.     19.738;  Oct.  22. 
Flshlnc  reel.   Free  reeling.     J.  P.  Shaw.     19.740  ;  Oct.  22. 
Hydrogen.  Production  of.     F    Hanaglrg.     19,733  ;  Oct.  22. 
Internal  combu^tion  engine,  Compreaaion  ignition.     O.  D. 

Trelber.     19,742  ;  Oct.  22. 


fine    gold.      U.     H.     Nottingham. 


19.735;  Oct.  22. 
J.  G.  Dintilhac.     19,728; 


Machine     for    working 
19,739  ;  Oct.  22. 

Mlllivoltmeter.     K.  M.  Lederer. 

Radiator  control,  Thermostatic. 
Oct.    22. 

Shaft,  Tubular  metallic.    W.  W.  Hackett.    10,731  ;  Oct.  22. 

Stock  quotation  projecting  machine  and  feeding  tape  there- 
through.    J.   W.   Decker.      19,727;  Oct.  22. 

Telephone  system.     T.   S.  Sklllman.     19,741  ;  Oct.  22. 

Tubea,  Drawing.     J.   Heddon.     19,734  ;  Oct.  22. 


LIST  OF  DESIGN  INVENTIONS 


Alphabet  for   forming  monograms  or  the  like.      M.   Cber- 

now.     97.261  ;  Oct.  22. 
Bowl.     E.  D.  Sledge,  Jr.     97.308  ;  Oct.  22. 
Box  or  like  receptacle,  Cigarette.    F.  Q.  Purinton.    97,303 ; 

Oct.  22 
Box  or  aimilar  article,  Dreaaing  table.    J.  Bnbin.     97,306; 

Oct.  22. 
Box  or  similar  article,  Jewelry.     R.  Parness  and  S.  Sweet. 

97,302  ■  Oct.  22. 
Buckle,     b.  Cooper.     97,264-6;  Oct.  22. 
Buckle.     8.  Putman.     97,.304  ;  Oct.  22. 
Buckle  or  similar  article,   Belt.      I.   M.   Kestin.     97,293; 

Oct.  22 
Cabinet,   Kitchen.     A.  B.   Stoltz.     97.309  ;   Oct.  22. 
Charging  and  testing  unit.   Combined.     B.   F.  W.   Heyer. 

97  286  ■  Oct    22 
Curtain  fabric.     F.  Grntnor.     97,272-8;  Oct.  22. 
Dreaa.     M.  Crolsat.    97.266  ;  Oct.  22. 
Dresa.     Y.  Levy.     97.297  :  Oct.  22. 
Dreaa.     M.  Porpora.     97.319  ;  Oct.  22. 
Eyeshleld.     E.  Hilgert.     97.287 ;  Oct.  22. 
Flower  holder.     L.   P.  Well.     9f.3l6  ;  Oct.  22. 
Glass.  Sheet.     M.  A.  M.  J.  Galliano.     97.318 ;  Oct.  12. 
Glove.     E.  Breath.     97.257  :  Oct.  22. 

Holder  and  pedo.«tal  therefor.  Combined  tank.     R.  M.  Sher- 
man and  M.  R.  Knox.     97,307  ;  Oct.  22. 
Knife  and  board.  Combined  toast  trimming.     E.  Worthing- 

ton  and  F.  Williams.     07,316  ;  Oct.  22. 
Lace.     O.  D.  Boysen.     97,25d :  Oct.  22. 
I>avatory,  Baby  bnth.     W.  C.  Groeniger  and  R.  L.  Davison. 

97.281  ;  Oct.  22. 
Lighter,  Pyrophorlc.     L.  "V.  Aronson.     97,247  ;  Oct.  22. 
LiKhtlng  fixture.      C.  A.  HoUem.     97,288  ;  Oct.   22. 
Mirror  attachment  for  Bun  vlBor.     G.A.Johnson.    07,289; 

Oct.  22. 
Mirror  or  the  like.  Hand.     C.  H.  Lawrence.     97.296;  Oct. 

22. 


Piano  case.     G.  C.  Kavanagh.     97,290-2  ;  Oct.  22. 
Program  reminder.     R.  E.   Conover.     97,263  ;  Oct.  22. 
Rack  or  similar  article.  Wire  door.     E.  W.  Genta.     97.274 : 

Oct.  22. 
Range  finder  casing.    J.  Mlhalvl.     97,299  ;  Oct.  22. 
Saddle  seat.     H.  L.  Kraeft.     9f  ,296  ;  Oct.  22. 
Settee  frame  or  similar  article.     S.  M.  Berth.     97,249-64  ; 

Oct.  22. 
Shoe.     J.  Daviea.     97,267  ;  Oct.  22. 
Shoe.     J.  Fishman.     97,268  ;  Oct.  22. 
Shoe.     M.  Gustln.     97,282 ;  Oct.  22. 
Shoe  or  similar  article.     J.  A.  (Goldberg.     97,276-80 ;  Oct 

Shoe  or  similar  article.     S.  Morgenstern.     97,301  :  Oct.  22. 

Shoe  or  similar  article.     S.  Troy.     97,311-  Oct.  i2. 

Spoon  or  similar  article.     F.  W.  Koonz.     97,294  ;  Oct.  22. 

Stand  and  holder  for  cigarettes  or  other  articles,  Com- 
bined.    G.  R.  Thurman.     97,310;  Oct.  22. 

Stand  for  a  hammock  or  similar  article.  W.  A.  Moeller. 
97.300  ;  Oct.  22. 

Stand  for  aewing  machines.  H.  T.  Ilallowell  and  F.  Ben- 
nett.    97.285  :  Oct.  22. 

Stand  for  the  display  of  hors  d'oenvrea.  Service.  E.  A. 
Schuelke.     97.306;  Oct.  22. 

Suit.     S.  Llpman.     97,298  ;  Oct.  22. 

Suit.  Bathing.     A.  L.  Hesh.     97.269-71  ;  Oct.  22. 

Tank  body.  Semitrailer.  D.  A.  Bering  and  D.  W.  Davisson. 
97,248  ;  Oct.  22. 

Textile  fabric.     N.  E.  Burgess.     97.258-60;  Oct.  22. 

Textile  fabric.     A.  Hafner.     97,283-4  ;  Oct.   22. 

Textile  fabric.     W.  T.  Young.     97,317  ;  Oct.  22. 

Textile  fabric.     W,  T.  Young.     97.320  ;  Oct.  22. 

Textile  fabric  or  similar  article  of  manufacture.  E.  M. 
Cohen  and  J.  Olonick.     97,262  ;  Oct.  22. 

Tire,  I*neomatic.     P.  M.  Bourdon.     97,256  ;  Oct.  22. 

Trimming  for  phoes  or  similar  article.  F.  P.  Wagner. 
97,312-14  ;  Oct.  22. 
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LIST  OF  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  22d  DAY  OF  OCTOBER,  1935 

Von Arraneed  In  accordance  with  the  first  slznlflcant  character  or  word  of  the  name  (In  accordance  with  city  and 

telephone  directory  practice). 


Abrasive  pad.      H.   Feuensteln.      2.018,811  ;   Oct.   22. 
Acetotrlcarballylic  ester.     F.  ZwUgmeyer.     2,017,882  ;  Oct. 

22. 
Adda,  Concentration  of  aliphatic.      H.   F.   Oxley   and   W. 

H.  Groombridge.     2,018.031  :  Oct.  22. 
Adhesive   dispensing   receptacle.      E.    J.    Ray.      2.017.990; 

Adlustable  wrench.     R.   L.   WooUey.      2,018,047;   Oct.  22. 
AdjDstinK  and   stopplns   the  printing  In   automatic  platen 

prlntln?  presses.  Apparatus  for.    A.  Buttner.    2.018,602; 

Oct    22 
AdvertLslng    display    device.       K.     H.     Land.       2.018.214  ; 

Oct.  22. 
Aerial  system.      N.   Wells.      2,018.337:  Oct.  22. 
•Aeroplane  construction      M.  and  D.  Aslanian.     2.018.109; 

Oct.  22.  ^     ^ 

Agerentes  and   makine   the   same.    Light   weight.      C.    W. 

Bowyer.     2,017,889  :  Oct.  22. 
Aileron   control.     V.   R   Clark.      2.018.r)46:    Oct.   22. 
Air  cleaner.      R.    R.    Halstead.      2,018,493;   Oct.   22. 
Air    cleaner.      R.    R.    I^yte.      2.018.074:    Oct.    22. 
Air  cleaner.  Multistage  type.     H.  d.  Kamrath.     2,018.131  : 

Oct.  22. 
Air  conditioning   system.      J.    A.    Space.      2,018,236 :   Oct. 

22. 
Aircraft.       J.    Juer^'ens.       2,018.448:     Oct.    22. 
Aircraft.      C.    L.    Zakhartchenko.      2.018.001  :    Oct.    22. 
Aircraft  wheel  brake.     F.   J.  Tarrls.     2,017,928;   Oct.  22. 
Air  in  railway  pasHenger  cars.  Method  and  apparatus  for 

conditioning.     W.  J.  Madden.     2.018,274  ;  Oct.  22. 
Air  separation  of  dlatomaceous  earth  mlUlne.  Method  and 

apparatus  for.     M.  Stockton.     2.018.0.39  ;  Oct.  22. 
Aldehydes    from    dlcarboxyllc    acids.    Production    of.       O. 

Droaabach  and  A.  Johannsen.     2.018. 3«0  ;  Oct.  22. 
Alkali    cyanides    free   from   sulphides   and    chlorides.    Pro- 
duction of  high  percentage.     H.  T.  J.  KSnlg.     2,018.135; 

Oct.  22. 
Alkali  mftai  metaslllcate.  Maklnc  an  easily  water  soluble. 

E    R.  Boiler.     2.018.632;  Oct.  22 
Alloy,    High   strength.      G.   P.    Halllwell.      2,018,520;   Oct. 

22 
Aluminum    and    aluminum    alloy    surfaces.    Treating.      M 

Tosterud.     2.018.:iS8  ;  Oct.  22. 
Aluminum  barium    alloys.    Making.      J.    R    McCarty    and 

D.  W   Randolph.     2.018.143  ;  Oct.  22. 
Amalram      fillings.      Device      for      forming.        A.      BJde. 

2.017.9.''.5  :  Oct.  22. 
Amplifying  and   rectifying   system.    Combined.      M.   Mack- 

soud.     2.017,910  ;  Oct.  22. 
Amusement  d«'Tlc«'.      O.   B     Andrews       2,018,393;   Oct.   22. 
Analyipr      L.  J.  Lunns.     2.018,272  ;  Oct.  22. 
Animal  symbol.     H.  H.  Welch.     2.018,390:  Oct    22. 
Antenna  coupling.     B.  D.  H.  Tellegen.     2  018, .331  ;  Oct.  22. 
Antpnna    for    directed    rays.      R.    Bechmann.       2.018.342  ; 

Oct.  22. 
Antifriction  bearing.     .7    M.  Roshong.     2.018.421  ;  Oct.  22. 
Antifriction       bearing.       Self      adjustable.         IT.       Maries. 

2,018.027  :   Oct.  22  ^     ,  . 

Apparatus  for  treating  human  )>odles  with  electrons.     A. 

Brasch.     2.01S,599  :  Oct.  22.  «^,,„„.      ^ 

Applicator.  Automatic.     J.  C.   Smith.     2.017.924  ;  Oct.  22. 
Aroylamino  anthraqulnone  acrldone  derivatives.     F.   Bau- 

mann.     2.017,936  :  Oct.  22. 
Artlcl<>  and   non-sUp  supporting  means  therefor   and   pro- 
ducing and  assemblln!;  the  same.     S.   Lewis.      2  018  271  ; 

Oct    22 
Article  supporting  device.     B.  F.  Bower.     2.018,395  ;  Oct. 

22 
Ash    mixing   and    moistening   device.      E.    B.    Tolman.    Jr. 

2  018.1.^6;  Oct.  22.  „     „     ^.  ..    T     r.       Ki 

Audlphone    for    deaf   mutes.      Y     Hoshlno   and    I.   O^ushl. 

2.018.262  ;  Oct.  22. 
Automatic     clutch         B.      A.     Swenncs     and     K,      Miller. 

2.018.101  ;  Oct    22.  „    „    „  oa^o^x.. 

Automobile  roof  construction.     W.   F.  Hayes.      2.018,444  . 

Axle.  Drive.     J.  R  Padgett  and  R.  P.  Lewis.     2  018.188; 

Oct"    11 
Bag       W.'    N.    BakPr,    H.    C.    Knode.    and    J.    W.    Grimm 

2  017.838 ;  Oct.  22.  .,        .  ,        . 

Baking    preparations    from     milk.     Manufacture     of.       A. 

Axelrod.     2.018.394  ;  Oct.  22. 
Ball  Joint.     R.  E   Klagfs  and  W.  A.  Flumerfelt.    2.018,366  ; 

Oct    22 
Ball,  Tennk!       F>.   R.   Horner      2,ni8..^,%9  ;    Oct.   22. 
Band   pass    network       J     S.    Low.      ^018,140;    Oct    22^ 
Bandage.    Elastic   adhesive.      E.    Fetter.      2.018.517;    Oct. 

22. 
Bearing  :  A?ee — 

Antifriction  bearing.       „„,„^^     -^    „ 
Bearing.     E.  O.  Mueller.     2,018.221  ;  Oct.  22. 
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Bearing  construction  for  rollini 


mills  and  the  like, 
couples.        J.     A. 
Movable    split. 


F.  P. 
Isbell. 


Dahlstrom.     2.018,056  ;  Oct.  22 
Bearing     for     printing     press 

2.017,972  :  Oct.  22. 
Bed    for   flat    bed    printing   presses. 

Kelchenbach.     2,018.572  ;  Oct.  22 
Beer  or  other  beverages.  Apparatus  for  carbonating. 

C.  WIechmann.     2.017.879  ;  Oct.  22. 
Beer  tapping  mechanism.     W.  Bulrk.     2.018..'S43;  Oct.  22. 
Beryllium    and    aluminum    compounds.    Obtaining.      C.    B. 

Sawyer  and  B.  KJellgren.     2,018.473  ;  Oct.  22. 
Beverage  mixer.     F.  E.  Fowler.     2,018,125  ;  Oct.  22. 
Bias  eliminator.  Automatic.     H.  I^dner.     2.017,977  ; 

22. 
Bibb    seating   tool.      R.    G.    Hawker.      2.018.554  ;    Oct 
Bicvcle  mud  guard  brace.     E.  F.  I'awsat.     2,018.5.30  ; 

22. 

Binder.   Ix>cklng.      H.   Auburn.     2.017.934;  Oct.   22. 
Blueberry  cleaner.      W.    E.    UrscheL      2,018.157  ;   Oct.    22. 
Board  :  See — 

Surf  board. 
Boat,   Life.     A 
Boiler  cleaner. 
Bolt,  Lock.     C. 


J,   R. 

P.  J. 


Oct. 

.    22. 

Oct. 


22. 


P.  Schat.     2,018,579;   Oct.  22. 
L.  J.    Bayer.      2,017.846;   Oct 
RIchter.     2,018.574  ;  Oct.  22. 
Bottle-cap  remover.     J.  A.  Murdock.     2.018,083  ;  Oct. 
Bottle   cleaning  device.      J.    L.    Parsons.      2.018,086 

22. 
Bottle  closure.      A.   Berger.     2,017,938  ;   Oct.  22. 
Bottle  closure.    G.  M.  Glllen  and  W.  H.  Packer.     2.018,061 
Oct.  22. 

8.  Orauer.     2,018,019;  Oct.  22. 


22. 
Oct. 


Meter  box. 
Wrapped  box. 


Berthold, 
J.    8. 


2,018.829  ; 
Stokes    and 


Oct.   22. 

E.    0.    Rider. 


2,018,567;  Oct. 


Bottle,  Nonreflllable. 
Box  :  Ree — 

Display  box. 

Folding  box. 

Journal  box. 
Box  fastener.      K.   F 
Box    forming    system. 

2.018.237;  Oct.  22. 
Brace  :  Ffee — 

Bicycle  mud  guard  brace. 
Bracket  :  .^re — 

Insulator  bracket. 
Brake  :  Sre — 

Aircraft  wheel  brake. 
Brake.     D   J.  Martin.     2.018,458  :  Oct.  22. 
Brake  adjuster,  Automatic.     J.   H.   Page. 

22. 
Brake    control    apparatus.      W     R.    Freeman.       2.018,361; 

Oct.  22. 
Brake  mechanism.     8.  Johnaon.  Jr.     2.018,212;  Oct.  22. 
Brake    mechanism     for    automotive    vehicles.     Emergency. 

S    M.  Coffman.     2,017.950;  Oct.  22. 
Brake   tester       H.    B.    Kraft.      2.018,451  ;    Oct.    22. 
Braking  mechanism  for  paper  rolls.     H.  H.  Raymond  and 

J.  Vance.     2.018.319  ;  Oct.  22 
Brans,      Rail     vehicle     axle     Journal.        W.      Peylnghaus. 

2.018.417  :  Oct.  22. 
Bread  slicing  machine.     H    J.  Crtner.     2,018.121  ;  Oct.  22. 
Brick.     C.  P    Austin.     2.018,541  :  Oct    22. 
Brfck.    Refractory.      C.    Otto.      2.018.223  ;    Oct. 
Bristling  a  brush  support.     M.  W.  Alexander. 

Oct.  22. 
Bronse    powder    pigments.    Producing.      D.    M. 

2.01 7, H51  ;  Oct.  22. 
Buckle   for  reversible  belts.      A.   C.    Husketh. 

Oct.  22. 
Buff  wheel  and  forming  the  same.    J.  J.  Slefen. 

Oct.  22. 
Buffing    material    package.       R.     8.     Ijeather. 

Oct.  22. 
Building  construction.     H.  H.  Van  Hagen.     2,018.334 

22. 
Building  covering,   and  manufacturing  .same.      R.    8.   Mac- 
lean.    2.018.216;  Oct.  22. 
Building  structure.     J    Glhaon      2.017.899;  Oct.  22. 
Bulbs      In     gradation.      Frosting     glass.        T.      Rakakura. 

2.018.422  ;  Oct.  22. 
Burner  :  See — 

Fuel  burner.  Generator  gasoline  burner. 

Burner  or  the  like.  Gas.     H.  Theunlssen.     2,018.582  :  Oct. 

22. 
Cabinet.  Heating  and  displaying.     C.  W.  Krera. 

Oct    22. 
Cable    riamp    or    connecter.      J.    Blackburn. 

Oct.  22. 
Cable    Multiple  conductor  sector  electric.      N. 

2. Oi  8.461  ;  Oct.  22. 
Calendar   rack       R     J.    Hlgginbotham   and   C. 

2.018.063  ;  Oct.  22. 
Cam  grinding  machine,     A.  P.   Stelner,  E.   P 


2.017,846: 
Boothman. 
2,018.128; 
2.017.926  : 
2.018.076  ; 
Oct. 


2.018.024  ; 

2.017.887; 
U.  Morgan. 
M.   Martin. 


If. 


Ott,  and  H.  E.  Balslger.     2.017.927  :  Oct.  22. 


Wine,  C.  Tu 
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2,017,979;   Oct. 
K  H.   Fahrney. 


22. 
2.018.016;  Oct 


machine.       L.     J.     Williams 


22 
,  V 


E.  D.  RapUarda.     2.018,418 


Camera.      A.   C.   Mayo. 
Camera,  Meter  feeding, 
,  22. 
Can     and     cover     washing 

2,017,880;  Oct.  22. 
Can  punch  and  sealer.     A.  J.  Clark.      2,018,486;  Oct. 
Can  varuumlKlng  and  seaming  machine.     G.  A.  and  G 

Bardet.     2.018,113;  Oct    22. 
Can  washing  machine.     L.   J.   Williams.     2,018,000 ;  Oct 

22. 
Candy  cleaning  mechanism 

Oct.  22. 
Cap.   Fill  pipe.     F.   P.   Rlke. 
Caps,   Making  sheet   metal. 

Oct.  22. 
Carburetor.     C.  P.   Robblns. 
Carburetor.     K.  A.    Wiley. 
Card  holder.     U.  W.  Rush 
Carding  machine  cleaner. 

Oct.  22. 

Carpet  material.     A.    W.   Holmberg.     2,018,524;   Oct.   22 
Carrier    rod    operating    mechanism    for    flat    knitting    ma 

chines.      A.    Frledmann.      2.018,059;   Oct.   22. 
Carrying    and    supporting    apparatus.     B.     M 

2.018,600  ;   Oct.   22. 
Cart.  CollapHible   push.      A.  J.   Kerr.      2,018,527 


2,018.684;  Oct. 
E.  H.   Johnaon. 


22. 

2,018,022 ; 


2.017.919:  Oct.  22. 
2,018.168;   Oct.   22. 
2,018,578:  Oct.   22. 
J.   E.  McWilllam.     2,017,981 


Cuminga. 


Automatic.      M. 


Oct.  22. 
Burger. 


2,017.988;  Oct  22. 


Oct.  22, 


Carton      setting-up      machine. 

2.018,396  ;  Oct.  22. 
Cartridge  clip.     J.  D.  Pedersen. 
Case  ;  Srr — 

Hand  caM.  Vanity  case. 

Knockdown  shipping  case. 
Casting   machine.      G     Nysellus.      2,018,566; 
Catalvsts.     V.  Ipatleff.     2,018,065  ;  Oct.  22. 
Cellulose  acetate.  Making.     G.  W.  Mllea.     2,018,028  ;  Oct. 

Cellulose,  Manufacture  of.     E.  Opfermann  and  Q.-A.  Feldt- 

mann.     2,017,986;  Oct.  22. 
Cement  of  high  rubber  content  and  low  viscosity.  Rubber. 

1.   Williams   and    C.   C.   Smith.      2,018.645;    Oct.    22. 

E.    Freeman    and     F.    V.    Clancy. 


G.  Altken.     2,018,433:  Oct.  22. 
J.    F.   Tholl.      2,018,474  ;   Oct.    22. 
J.  R.  Ramin. 


Centering     gauge.      L 

2.018.660;  Oct.  22. 
Centrifugal   machine. 
Centrifugal  separator 
Change  sjieed  gear.  Continuously  variable 

2,018,633  ;  Oct.  22. 
Chaplet.      R.  Ditty.      2.017.952  ;  Oct.  22. 
Character.   Mounting  a       P.  Maclocl.      2.018,079;  Oct.  22. 
Charge  severing  mechanism.     C.  W.  Schreiber.     2,018,162  ; 

Oct.  22. 
Check  valve.      R.  J.  Jauch.      2,018.130;  Oct.  22. 
Choke  and  dash  adjustment  for  carburetors.     R.  F   Bracke 

2.017.890  ;  Oct.  22. 
Clnchonhen.    Purifying   and   decolorizing.     B.    F.   Grether. 

2,018.364  ;  Oct.  22. 
Cinematography  In  relief.      A.  Arnulf.     2.018,592  ;  Oct.  22. 
Circuit    arrangement.     High     frequency.     P.    C.    Lunnon. 

2.018.870  ;  Oct    22. 
Circuit  breaker  system.  Automatic  recloslng. 

2.017.256  ;  Oct.  22 

switching.      C. 


E.  V.  EUett. 


N.      Nebel. 


transmlsaion.     C.     N.     Nebel. 


2,018.398  ;  Oct  22. 

Carding  machine  cleaner. 
Suction  cleaner. 
Vacuum  cleaner, 
process,    Dry.     W.    H.    Alton. 


Circuit.      Voice      operated 

2,018.466;  Oct.  22. 
Circuit,     Voice     operated 

2.018.464  ;  Oct.  22. 
Clamp  :  See — 

Door  clamp. 
Clamp.     H.  W.  Denhard. 
Cleaner  :  See — 

Air  cleaner. 

Bluet>erry  cleaner. 

Boiler  cleaner. 
Cleaning    composition    and 

2,018,607  :  Oct.  22. 
Cleaning    with    solvents,    Apparatui    for.     C.    P.    Dinley 

2.018.648;  Oct.  22. 
Clip  :  Bee— 

Cartridge  clip. 
Clutch  ;  See — 

Automatic  clutch.  Hvdraullc  clutch. 

Clutch    mechanism.     A.    Moorhouse.     2,017,916 ;    Oct.   22. 
Clutch      mechanism.      Automatic.      K.      8.      Pleasonton. 

2.017,989  ;  Oct.  22. 
Coasting  device  for  automobiles  or  other  vehicles.   Auto- 
matically controlled.     G.  H.  Taber.      2.01H.425  ;  Oct.  22. 
Coating       coinposltlon.       Resinous.       H.       H.       Hopkins. 


Newspaper  clip. 


2.018..^87  :  Ort    22 
Cock.   Pilot    regulating 
22 


T.   H.   Roberts.     2,018,034  ;  Oct. 


Coffee,   Processing.      P.  T.  Clary.      2.017.892;   Oct.   22. 

Collet.     G    Laughlln.     2.018,462;  Oct.  22. 

Color  positives.  Production  of  photographic  and  cinemato- 
graphic.     J.    K.   Thornton       2.018  196;  Oct.   22. 

Compass.      G     A.    Saltgeber.      2.018.5.'?6 ;  Oct.  22 

Compass  and  level  indicator.  Combination  magnetic.  B.  J. 
Grant.     2,017,900;  Oct.  22. 

Composition  of  matter  for  the  manufacture  of  artificial 
stone.     C.    H.   Hagoplan.     2,018.355;  Oct.   22. 

Composition  of  or  containing  rubber  and  making  the  same. 
E.  A.  Murphy,  F.  T.  Purkls,  and  D.  F.  Twlss.  2,018,813  ; 
Oct.  22. 

Compound  of  alkali  and  nikallne  earth-metal  halldes.  Com- 
plex.     W.   Kropp.      2.017.976:  Oct.   22. 

Compresgor,   Rotary.      H.   M.  Badger.      2.018.841  :  Oct.  22. 

Compressor  unit.  Rotary.  J.  E.  Whitfield.  2,018,391 ; 
Oct  22. 


Concrete,  Method  of  and  apparatus   for  pumping.     O.   M. 

Kastner.      2,017,974  ;  Oct.  22. 
Concrete  pump.     J.  C.  Kooyman.      2,017,975;  Oct.  22. 
Condensation  products  from    phlorogluclne  and  preparing 

them.      L.   Laska  and  O.  Haller.     2,018,137  ;  Oct.  22. 
Condenser ;  See — 

Electrolytic  condenser. 
Condenser.      L.  A.  McDermott.     2,018,600  ;  Oct.  22. 
Condenser      for      refrigerating     units.      M.      R.      Karge. 

2.018,067  ;  Oct.  22. 
Condenser   structure.     B.    E.    Hindman.     2,018.210 ;    Oct. 

22. 

Conductor    system,    Coaxial.     J.    P.    Wentz.     2,018,477: 

Oct.  22. 
Conduit   system.    Electrical.      H.   W.   Hartman    and   J.    F. 

Brown.      2,017.861  ;  Oct   22. 
Connecter  or  fastening  device  for  chain  bracelets.     C.  H, 

Kestenman.     2,018,068  ;  Oct.  22. 
Connecting  device.     D.  C.  Abdeluour.     2,018.338  ;  Oct.  22. 
Contact  dehydration,  Continuous  process.     H.   F.   Fisher. 

2,018,302  ;  Oct  22. 
Container  :  See — 

Dispensing  container 

Measuring   and    dispensing 
container. 
Container  and  closure  therefor.    H.  A.  Barnby.    2,018,004  ; 

Oct.  22. 
Container  and  closure  therefor.     A.  Potdevln.     2,018,228  ; 

Oct.  22. 
Container     and     mixer.     Fruit     Juice.      P.     G.     Wagner. 

2.018.389  ;  Oct.  22.  ^ 

Container  closure.     H.  C.  Rlckerd.     2,018.033;  Oct.  22. 
Containers    Forming.      L.  A.  Becker.     2.018,621  ;  Oct.  22. 
Control.     V.   W.  Kllearath.     2,018,023  :  Oct.  22. 
Control     system     for    electric     welders.     J.     V.     Caputo. 

2.018,646;  Oct.  22. 
Controlling  mechanism  for  taximeters,   Automatic.     G.  C. 

Coil.     2.018.053;  Oct.  22. 
Conveyer  apparatus.     E.  W.  Helntges.     2.018.360  ;  Oct.  22. 
Conveyor  for  cotton.     J.  A.  Streun.     2.018.289;  Oct.  22. 
Cooking,  Apparatus  for.     8.  E.  Rlcheson.     2.018.419;  Oct. 

22. 
Cooling  of  air  by  refrigeration.    M.  M.  Lawler.    2.018,463  ; 

Oct.  22. 
Core  barrel  retriever.     J.  N.  Oksenholt.     2,018,414  ;  Oct. 

Corn  cutter.      H.  J.  Wheeler.     2,017,931  ;  Oct.  22. 

Coupling  :  See — 

Antenna  coupling.  Valve  rod  coupling. 

Coupling  system.     N.  P.  Case.     2.018,645 ;  Oct  22, 

Cover  :  See — 

Journal  box  cover. 

Crate    for   rectangular-sectioned   articles.     J.    C.   Nichols. 
2,017.917;  Oct.  22. 

Crate,   Shipping.     W.   C.   Tucker.      2.018,292  ;    Oct  22. 

Cuir  device.     E.  A.  Mynttl.     2.018,187;  Oct.  22. 

Current -carrying  device  and  producing  the  same,  Unidirec- 
tional.    H.  B.  Conant.     2.017.842;  Oct.  22. 

Current    shut-off  mechanism.      F.    P.   Adams.      2,018,590 ; 

Cushion   for  shoes.   Auxiliary  metatarsal.     .\     Smith,  Jr. 

2.018,233;  Oct  ^2. 
Cutter :  See — 

Corn  cutter. 
Cutter  and  grader.  Adjustable  garment  edge.     J.  Shovlow- 

sky.     2,018,503  ;  Oct.  22. 
Cutter   bar  for   key   seaters.      H.  E.    Morton.      2,018,186 ; 

Oct.  22. 
Cutting  tool.     I.  R.  Randle  and  H.  R.  McCune.     2,018  149 ; 

Oct.  22. 
Damper,  Vibration.     W.  R.  Griswold.     2.017,963  ;  Oct    22 
Darning.  Device  for  facilitating.     A.A.Storey.     2,018,289; 

Oct.  22. 
Deceleration  control  device^  Automatic.     A.  G.  H.  Vander- 

poel.     2,017,878;  Oct  2^. 
Demountable  wheel.     A.  W.  Robinson.    2.018.190;  Oct.  22. 
Dental  tool.     A.  D.  Wiseman.     2.017,881  :  Oct.  22. 
Dentifrice  preparation.     G.   A.   McDonald  and   D.   Miller. 

2,018,410 ;  Oct  22. 
Depilatory   agent.      O.   M.    Hedberg.      2.018.359 ;   Oct.    22. 
Detecting  and  indicating  device.  H.  A.  Wheeler.   2,018,640  ; 

Oct.  22. 
Detector    or    relay.     Oscillatory    grid-controlled.       P.     L. 

Watts  and  K.  B.  EUer.      2.018.102;   Oct    22 
Die  and  making  the  same.    A.  Wlllink.    2.018,392  ;  Oct  22. 
Die  press.     G.  A.  Delf.     2.018.513;  Oct.  22 
Dipper,  Excavating.     W.  M.  Eager.     2.018,628  ;  Oct    22 
Direct  current  generator.     J.  V .  Caputo.     2,018,647  ;  Oct. 

Direction  finder.     A.   Lelb.     2,017,909  ;  Oct.  22. 
Direction  finding  apparatus.     A.  Leib.     2.017.908;  Oct.  22. 
Dispensing  container.     A.   L.   Grammar  and    H.    C.    Cole. 

2,018.652  ;  Oct.  22. 
Display  box.     S.  Derman.     2,018.623 :  Oct  22. 
Display  device.  Animated.     J.  0.  Buckelshaus.     2,018,577: 

Oct.  22. 
Displav  receptacle.     C.  E.  Fussner.     2,017,962  ;  Oct  22. 
Distilling     and     condensing     apparatus.       F.     J.     Allen 

2.018.049:  Oct  22. 
Document  protector.     A.  J.  Rothman.     2.017,921 ;  Oct.  22. 
Door,  Car.     K.  J.  Tobin.    2,018.583  :  Oct.  22. 
Door  clamp.     J.  B.  Snndo.     2.017.922;  Oct.  22.. 
Door  construction.  Car.     G.  Madland.     2,018,562  ;  Oct.  22 
Door   for   stock   carg.      C.    E.    Eklind    and    K.    J.    Tobln. 

2,018,610;  Oct.  22. 
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S.  Draa  and  E.  Qeer     2.017,954 
K.   Scblage.     2,018.003  :  Oct.  22. 
letter  box.     A.  J.  Carlson.     2,018,544 


Oct.  22. 


Oct. 


H.  J. 


Lountbary. 
L.  Savally. 


2,018,028  ; 
2,018.322 


Oct. 
Oct. 


22. 
22. 


Oct.  22. 

2^018,141  :  Oct.  22. 
F.   Bal«er.     2,017,938 


Oct. 


Doorlatcb.     A. 
I>t«jrlock.     W 
Dcwjr,   I'lvoted 

22. 
Draft  rigglnsr. 
Drainer,  Suprapubic. 
Drier  :  See — 

Elair  drier. 
Drier.     H.  .^uhr.     2,018.605 
Drtuk  mixer.     W.  Luxmore. 
Driving  mechanism,  Duplex. 

-'2. 

Drum  head.     G.  H.  Logan.     2.018,182;  Oct.  22. 
Drums  or  container  or  storage  tank  for  oil  or  other  liquids. 

T.  D.  Owings.     2.018,316;  Oft.  22. 
Duo-signaling  .^.vstem.     W.  8.  Barden  and  W.  van  B.  Rob- 
erts.     2,017,886  ;   Oct.   22. 
Dust    applicator.      J.    A.    Johnson    and    W.    E.    McVay. 

2.018,625  ;  Oct.  22. 
Dye   and   Its  preparation,   Aio.      F.   U. 

Black.      2.01S,I;H:   Oct.  2-_'. 
Dynamo-electrii'    machine  and    making 

for.     W.  I'.  Langworthy.     2,018.405; 
Egg  separator.     S.    Weldon.     2.018,162 


Smith  and   C.  K. 


laminations 
Oct.  22. 
Oct.  22. 


there- 


Electric  cell.     M.  L.  Martus  and  E.  H.  Becker.     2,018,563; 

Oct.  22. 
Electric  flow  meter.     R.  E.  Wolf.     2,018.431  ;  Oct.  22. 
Electric  heating  pad.     W.  W.  De  Laney  and  W.  R.  Weeks. 

2,018,512  ;  Oct.  22. 
Electric  lamp.     H    F.  Teichmann.     2.018,330  :  Oct.  22. 
Electric  SAitch.     E-l-ange.     -'.018,136  ;  Oct.  22. 
Electric  switch.     A.  G    von  Nermann.     2,018.478  ;  Oct.  22. 
Electrical  apparatus.     J.  W.  .\llen.     2,018.107-8;  Oct.  22. 
Electrical  conductor  and   making  the  same.      H.    Blenfalt 

and  W.  L.   C.   van   Zwet.     2.018,.'^43  ;  Oct.  22. 
Electrical    conduit    systpm.       II.    W.    Hartman    and 

Brown.     2,018.303;  Oct.  22. 
Electrical  heatinit  system.     S.  A. 

grave.     2.018. 29.{  ;  Oct.  22. 
Electrically      operated     system. 

2,017,968  ;  Oct.  22. 


J.    F. 

Williams  and  J.  L.  Mus- 

S^.      W.      Hetberlngton. 

Laise.     2,018,073 ; 


C.  A. 


S.  I.  Cole.     2.018,486  ; 
W.     Herrmann    and 


Oct.  22. 
E.    Evers 


E.  W.  Herold.     2.018,362;  Oct 

C.  J.  Kayko.     2.018,174  ;  Oct.  22 
circuit.      K.    Steimel.     2,018,82« 


W 


Electrode  or  contact  mechanism 

Oct.  22. 
Electrolytic  cotid«»n!*«»r. 
Electrolytic    com  denser. 

2.018,522  :  Oct.  22. 

Electron  discharge  tube. 

22. 
Electron  discharge  tube. 
Electron  discharge  tube 

Oct.  22. 
Electronic  temperature  indicating  and  control  system. 

S.    Halsread.      2.017,86<.t  ;   Oct.   22. 
Electrooptical   system       C     E.    Huffman       2,017,901  ;   Oct 

22. 
Electroplating  upon  a  metallized   surface.     A.  G.  Russell 

2,018,471  :  Oct.  22. 
Electro-radiant    enerey.    System    for    transmitting.      B.    S 

Purlngton.     2.018.318  :  Oct.  22. 
Embroidering    or    like    machine.       H.    Jonas.       2.018,466 

Oct.  22. 

End  of-line   indicator.      R.    A.    Lake.      2.018.368 ;    Oct.    22 
Endoscopic  instrument.      F.  C.    Wappler.     2,018,335;  Oct 

22. 
Engine  :  See — 

Internal  combustion  engine     Rotary  engine. 

Multlcylindfr       combustion 
engine. 
Eierciidng  machine.     J.  H.  Atcheson.     2.017.885  ;  Oct.  22. 
Expander  for  pistons.     A.  W.  Morton.     2,018,412  ;  Oct.  22. 
Exoansion  Joint,  Flexible  seal.     R.  Hall.     2.018,613  ;  Oct 

Extension  table.     L.  W.   Wokosln 
ICitensomcter.     C.  D.  Trlpolltis. 
Extractor  :  See — 

Fruit  Juice  extractor. 
Fabric  constru<tlon,   Knitted.     J 

Oct.   22. 
Fabric   produced   on   circular  knitting 


.     2.018.430  ;  Oct.  22. 
2.017,876  ;  Oct.  22. 


Markowltz.     2,018,275; 


machines.   Knitted. 


Separable  fastener. 
Separable  snap  fastener. 


2.017.912 
2,018,553  ; 


Oct. 
Oct. 


E.   Wlldt  and  H.  H.  Holmes.     2.018,166;  Oct.  22 
Fastener  :  Siee — 

Box  fastener. 

(Garment  tlap  fastener. 

Sash  fastener. 
Fastening  device.     C.  T.  Manville. 
Feed  control.     O.   B.  Hallenbeck. 
Feeder  :  See — 

Hay  press  feeder. 
File,  Paper.     J.  A.  Johnson.     2.018,641 
Filter  :  See — 

Air  filter. 
Filter.     C.  W.  Hansen. 
Fire  indicating  system. 

22. 

Fishing  bait.  Artificial. 

22. 
Fishing  reel.     C.  T.  Pflneger.     2 
Flange  and  rail   lubricator.     W 

ley.     2.018.518  ;  Oct.  22. 
Flash  light.     A.  J.  Desimone 


22. 
22. 


2.018,358  :  Oct. 
W.  D.  Lindsey. 


Oct.  22. 


22. 


2.018,499;   Oct. 


C.  A.  Johnson.     2,017,903;  Oct. 


,018,468  ;  Oct.  22. 
H.  Foster  and  I.  L.  Dud 


2,017,896 
H.     C.     Schonhoff 


Oct. 

and 


Flood     water    gate. 
2  018  580  ■  Oct    22 
Fluid  current  motor.     F.  Ferral.     2.017.961  ;  Oct.  22. 
nuid  meter.     R.  O.  Henszey.     2.018.361  ;  Oct.  22. 


S.     Breed 


Fluid 
22. 

Fluid 
22. 

Fluid 

Flush 


pressure  mechanlnn.     J.  Kucbar.     2,018,269 ;   Oct. 
pressure  switch.     C.  J.  Hardlson.     2.017.966  ;  Oct. 


2.018,270;  Oct. 
Schmiedeknecht 


22. 
and 


Laird. 
V.  E. 
22. 

2,017,840;   Oct.   22. 
R.    Hotchklss.      2.018,558 


storage  system.     W.  O. 
valve.  Time  controlled. 

R.  C.  Boyd.     2.018,086  ;  Oct. 
Flushing  valve.      R.   A.  Brooks. 
Folder  and  binder.  Sheet.     W. 

Oct.  22. 

Folding  box.     A.  N,    Himes.     2,018,171  ;  Oct.  22. 
Foot  meusurink:  machine.     E.  J    Bliss.     2,018,630;  Oct.  22. 
Form,  Adjustable  shoe.     A.  a.  Lewe.     2.018.408:  Oct.  22. 
Form.  Shoe.      A.   G.   L««ge.      2.018.40^-7  ;  Oct.    18. 
4-alkyl-  and  4-aralkyl-dihydro-re8orclnol8  and  manafactore 

of  same      M.  Klingenfuss.     2.018.213;  Oct.  22. 
Framing     me<-hanl.xm     for     projettors.       H.     A.     de     Vry. 

2,(»18.514  ;  Oct.  22. 
Freezing  apparatus.     C.  Morrow.     2.018.462  ;  Oct.  22. 
Frequency  control  and  monitoring  system.  Duplex.     W.  8. 

Halstead.     2,017. S')8  ;  Oct.  22 
Frequency^stablUxiUlon  of  a  generator  of  alternating  cur- 
rent.    W.  G    CaJy.     2.017.804  ;  Oct.  22 
Fruit  Juice  extractor.     N    M.  Faulds.     2.017,960;  Oct.    22. 
b^uit     picker        P      P.     .Mognot     and     J.     G.     Dumbaald. 

2,017.983;  Oct.  22. 
Fruit  press.     H.  T.  Leo.     2,018.181  ;  Oct.  22. 
Fruit  tucker,  Automatic.     I!.  I'axton      2,017.987;  Oct.  22. 
Fuel  burner.     M.  H.  Kuhner.     2.018,179;  Oct.  22. 
Fuel  delivery  unit.      R.  (i.  Dvkeman.      2.018.6.'^9  ;  Oct.   22. 
Fuel    Injection    system    for    Internal    combustion    engines. 

FHectrical.     B.  Walker  and   H.  E.  Kennedy.     2,018,189; 

Oct.  22. 
Fuel   pump.      E.  A.   Rockwell.      2.018,150;  Oct.   22. 
Fuels,  Treating  motor.     P.  Poetachke.     2,018,870  ;  Oct.  22. 
Furnace  :  See — 

Rotary  hearth  furnace. 
FNirnltiire  leg  support.     L.  A.  Jones.     2.018.264-  Oct.  22. 
Fu.se  and  adapter.  Plug.    G.  R.  Brown      2,()I8.4H4  ;  Oct.  22. 
Fuse  center      L.  W.  Cole.     2.018,298;  Oct.  22. 
Fuse,  Electric.     V.  Hope.     2.018,566;  0<t.  22. 
Gain    control    apparatus.      8.    P.    Shackleton.      2,017,923; 

Oct.  22. 
Game   contrivance.      y.   Tonjasevirh.      2.01S.041  ;    Oct     22 
Gardening  Implement       E.   II.   Angel       2.01.H.591  ;   Oct    22. 
Garment  attachment       E     Mon  lis.      2  017.984;  Oct     22. 
Garment    flap    fastener.       U.    G.    Bumbarger.      2,018,120; 

Oct.  22 

C.  L.  Braley.     2.017,944  ;  Oct.  22. 
J.  Jacobs.     2,018.445:  Oct.  22. 
and    separating    system.      A.    H.    Baer. 
22. 
cutting   apparatus.   Combination    hand   and    machine. 
NSss.     2.018,.^78  :  Oct    22. 


Garment  support. 
Garter  grip.  Flat. 
Gas     condensing 

2.018,594:  Oct. 
Gas 

H 


J. 
22 


M.  B.  de  Beaufort  and 


W, 


Vehicle  actuated  Kate. 

Precision  channel  gauge. 
2,018,384;  Oct.  22. 
N.    K.    Enfst    and    A.    W.    Behoof. 


HydrodTnamlc  gear, 
transmiaaion.       lf\     W.     Cottermao. 


Direct  current  generator. 
V.  Brumbaugh      2.018,601 


bore  holes, 
l>etween. 


Method  of  and 
O.    Martlens8t:n. 


Gas  fille<l   lamp,    F^lprtrlc  rare. 
A    Lederer.      2.018.347:  Oct 

Gas  m.Tterlal.  Method  and  npiiaratus  for  transferring. 

F.  Meslnger.     2,018.144;  Oct.  22. 
Gas    mixer       O     Luclch       2.018.561;   Oct.   22. 
Gas  re.Tctlons,  Carrying  through.     N.  Caro,  A.  R.  Frank 

Wen<llandt    and    T.    Fischer.      2,018.249;    Oct.    22. 
Gate  :  >'ee — 

Food  water  gate. 
Gaug«'  :  See — 

Centering  gauge. 
Gauge.     A.  W.   Schoof. 
Gauging    apparatus. 

2.018,.399;  Oct.  22. 
Gear  :  See — 

Change  speed  gear. 
Gearing.     Automatic 

2.018.488  ;  Oct.  22. 
Generator :  See — 

Controlling  generator. 
Generator  gasoline  burner.     I 

Oct.  22. 
Geologic  strata   traversed   by 

device     for    differentiating 

2,018.080  ;  Oct.  22 
Glassware  forming  m.Tchine. 

2.018.030:  Oct    22. 
Glove.     E.  Elkus.     2.018.442  ;  Oct.  22. 
Golf  machine.     (;.   L.   Thompson.      2.018.201 
Golf  tee.      F.  C.   Penny.     2,018.146;  Oct.  22. 
Grave  covering  apparatus.     N.  R.  Moore.     2,017,277;  Oct 

22. 
Grilles,   Milking   flat   expanded.      O.    M.    Otte.      2,018,086 

Oct.  22. 

A.  Miller.      2.018.411;  Ott.   22. 
C.  Goebert.     2  017,857;  Oct.   22. 
Wahl.     2,017.929;  Oct.  22. 
F    HaustT      2.018.127:  Oct.  22. 
Hammer.     A.  J.  and  E.  J.  Richardson.     2.018.673  ;  Oct,  22. 
Hand  case.     K.  A.  Freling.     2,018,551  ;  Oct.  22. 
Handle  :    gee — 

Saw  handle.  Tool  handle. 

Hanger  :  See — 

Outlet  box  hanger. 
Harvester.  Onion  set.     C    B.  Robinson.     2.018,676 
Hat.     F.  H.   I>ee.     2.018,614  •  Oct.  22. 
Hat  brim  ironing  machine.    R.  G.  Segschneider.    2,018,326; 

Oct.  22. 
Hay  press  feeder.     W.  V.  Howard.     2,017.971  ;  Oct    22 
Headlight.  Dirigible.     J.  F.   Jacks.     2,018.307  ;  Oct.  22. 


F.  O'Neill  and  C.  C.  Klnker. 


Oct.   22. 


Grinder.  Rail.  C. 
Gun  carriage.  E. 
Hair  drier.  L.  J. 
Hair  waving  pad. 


Oct.  22. 
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Heat  exchange  apparatus.     W.  T,  Wella.     2.018,163 ;  Oct. 

Heat  exchanger.     E.  N.  Sleder.     2,018,037;  Oct.  22. 
Ueat  regeneratora,  ConstrucUon  of.     C.  Otto.     2,018.224  ; 

Oct.   22. 
Heater.     A.  Rober.     2,018,635  ;  Oct.  22. 
Heater  for  gasifiers    Air  and  mixture.     W.  H.  Duthoit  and 

G.  W.  Wallace.     2,018,122;  Oct.  22. 
Height    measuring    apparatus.      M.    Quinte.      2,018,416; 

Oct.   22. 
High  frequency    inductor.      W.   J.    Polydoroff.      2,018,626: 

Oct.   22. 
Hinge  with  hydraulic  brake.      L.  C.  E.  MUly.     2,018,664  ; 

Oct.  22. 
Hoist.     R.  Payson.     2,018,668;  Oct.  22. 
Holder  :  8e>e— 

Card  holder.  Typewriter  eraser  holder. 

Pie2o-ele«trlc  crystal  holdei 
HoUow  arUcle.     C,  C.  Smith.     2,018,094  ;  Oct.  22. 
Hoods    to    containers.    Apparatus    for    applying.      W.    C. 

McCoy      2,018,409;  Oct.  22. 
Hopper  construction.     W.  G.  Davenport  and  J.  K.  Wenlger. 

2,018.636;  Oct.  22. 
Horn,  Electro.-^agnetlc.     O.  ZelnlnRer.     2.018,479  ;  Oct.  22. 
Humidifier.     F.  N.   Smith.     2,018,097  ;  Oct.  22. 
U.vdrant,  Fire.     H.  M.  Lofton.     2.018.464;  Oct.  22. 
Hydraulic  actuatinK  mechanism  for  machine  tools.     D.  H. 

West.       2.U17.999;    Oct.    22. 
Hydraulic  clutch.     E.  H    Fahrney.     2,018.014:  Oct.  22. 
Hydraulic  Jack.      W    T    Walker.     2.018.506;  Oct.  22. 
Hydrocarbons,    .\pparatus    for    pyrogenlc    conversion    of. 

F.  Winkler,    H.    Haeuber,    and    P.    Feller.      2,018,619 ; 
Oct.   22, 

Hydrocarbons.  Chlorination  of  aliphatic.  E.  C.  Brltton, 
O.  H.  Coleman,  and  B.  C.  Hadler.     2.018.345;  Oct.  22. 

Hydrocarbons,  Conversion 'and  coking  of.  C.  H.  Angell. 
2.017.836  ;   Oct.    22. 

Hydrocarbons.  Process  and  apparatus  for  producing  light. 

G.  N.    Harcourt.      2.017,860;  Oct.  22 
Uydrocarbt)n8.  Treatment  of.     P.  H.  Sullivan.     2,017.874: 

Oct.  22. 
Hydrodynamic     gear.       E.     Martyrer    and     F.     Obenaus. 

2,018.616:   Oct.   22. 
Hydrogen   fluoride.  Anhydrous.     W.  8.  Calcott  and  L.  C. 

Holt.     2.018.397  ;  Oct.  22. 
Ice  cream.  Apparatus  for  the  transportation  and  conserva- 
tion of.     E.  Du  Bois.     2.018,608;  Oct.  22. 
Illuminating  device.      8.   Dobrusskln.     2,018,254  ;  Oct.   22. 
Indicator  ;  See — 

Compass  and  level  Indica-      Piston  ring  quality  indica- 
tor, tor. 

End  oMIne  Indicator. 
Ink,  Prlntlnjf.     A.  J.  Gautsche.     2,018,060;  Oct.  22. 
Inking  mechanism.     H.  A.  W.   Wood.     2,017.932  ;  Oct.  22. 
Inking  mechanism  and  method.     £.  J.  Smith.     2.018.193; 

Oct.  22. 
In.sulator  bracket      R.  R.  Plttman      2.018,632;  Oct.  22. 
Internal  combustion  engine.     H.   C.  Edwards.     2,018,516; 

Oct.  22. 
Internal  combustion  engine.     B.  F.  Good,  J.  F.  Fox,  and 

Q.  Marcus.      2.018,612;  Oct.  22. 
Internal    combustion    engine.      D.    P.    Hunt.      2,018,306; 

Oct.  22. 
Ions,     Apparatus     for     generating.       B.     W.     Ballentine. 

2,018,434  :   Oct.  22. 
Iron  by  means  of  Iron  sponge.  Producing  Industrial.     H. 

Esser.     2,018.300  ;  Oct.  22. 
Irradiatinif  apparatus.     H.  A.  Trebler  and  C.  J.  Larsen. 

2,018.332  ;  Oct.  22. 
Jack  :  See — 

Hydraulic  Jack. 
Joint  :  See — 

Ball  Joint.  Pipe  Joint. 

Expansion  Joint.  Tube  Joint. 

Journal    box.      R.    J.    Brittaln,    Jr.,    and    O.    W.    Young. 

2.018,008;  Oct.  22. 
Journal  box  cover.     B.  R.  Vlberg.     2.018,428;  Oct.  22. 
Justifying  apparatus  for  printing  devices.     A.  F.  Colton. 

2,018.547  ;   Oct.   22. 
Key  retaining  member.     W.  R.   Buxton.     2.018.009;  Oct. 

Kindler.     H.  C.  Belts.     2.018.509;  Oct.  22. 

Knife    and    axe.    Combination.      J.    R.    Case   and    A.    H. 

Pneuman.      2.018.603  ;   Oct.   22. 
Knittlne  machine.      H.   H.   Holmes   and   R.   H.   Robinson. 

2.017  969:  Oct.  22. 
Knittlnj?  machine.   B.  Wlldt  and  H.  H.  Holmes.   2,018,167  ; 

Oct.  22. 

Knitting  machine  adaoted  to  shape  knitted  articles.     D. 

Stromberg.      2.018.290;    Oct.    22. 
Knitting  machine.  Straight.    C.  F.  Meyer.     2.018.460 ;  Oct. 

Knockdown    shipping    case.       H.    W.    Blair.      2.018.696; 

Oct.  22. 
I.Jimp  :  See — 

Electric  lamp.  PoaltlTe  column  lamp. 

Gas  filled  lamp. 
I.4»mp.   filament    therefor  and   process  and    apparatus  for 

makine  the  same.  Incandescent.     S.  Ruben.     2.018.470  : 

Oct.  22. 
Lamp  stem.  Incandescent.     A.  Hofmann  and  V.  Anderson. 

2.017.862;  Oct.  22. 
Trapping  machine.     F.  J.  Theler,  G.  V.  Johnston,  and  W. 

Peaslee.     2,017.875;  Oct.  22. 
Leak    detecting    apparatus.      D.    E.    Dasher.      2,017,951  ; 

Oct.  22. 


Leather  and  the  resulting  product,  Filling.  L.  M.  Whit- 
more.     2,018.688  ;  Oct.  22. 

Leather  or  oilcloth  and  similar  band-forming  fibrous  ma- 
terial Patterning  artificial.  K.  Eichstftdt.  2.017,863 ; 
Oct.   ^2. 

Leer  loader.     J.  V.  Donner.     2.018.067  ;  Oct.  22. 

Life  belt.     R.  A.  Nolan.     2,017,868  ;  Oct.  22. 

Light  :  Sec — 

Flash  light.  Ships  light. 

Light  compensator.     J.  A.  Plugge.      2,017.869  :  Oct.  22. 

Light  for  oil  burners.  Pilot.  L.  V.  Lucia.  2,018,869: 
Oct.   22. 

Light  reflector.     T.  B.  Shanahan.     2.018.165  ;  Oct.  22. 

Lighting  fixture.      L.    C.  Doane.     2,017,953  ;  Oct.  22. 

Linkage  for  fuel  pumps,  Lost  motion.  J.  Zubaty. 
2,018.170;  Oct.   22. 

Liould  measuring  apparatus.  H.  H.  Webb.  2.018,538; 
Oct.  22. 

Liquid  pressure  mechanism.      S.  Schnell.     2.018,326  ;  Oct. 

Liquid  pump.     C.  A.  Lausen.     2.018,216  :  Oct.  22, 

Liquid  pump.    C.  H.  Rlckert.    2,018.092  ;  Oct.  22. 

Liquids  in  bottles.  Device  for  carbouating.     G.  F.  Sugden. 

2,018.424  ;  Oct.  22. 
Lock  :  See — 

Window  sash  lock. 
Lock.      H.    F.    Schmidt.      2,018,191;  Oct.  22. 
Lock.     F.   J.  Sullivan.     2.018,098:  Oct.  22. 
Loom  stoppage  recorder.     F.  O.  Cobb.     2,017,949  ;  Oct.  22. 
Lubricant  spreader  for  gears.      W.  J.  Strain.     2,017,871; 

Oct     22. 
Lubricating  device  for  shafts  and  car  whe<4  Journal  axles. 

E.    Armstrong.      2.017.884  ;    Oct.   22. 
Lubrication.     J.  Bijur.     2,017.847;  Oct.  22. 
Lubrication    installation    and    the    elements    thereof.    J. 

Bijur.     2.017.848  ;  Oct.  22. 
Lubricator  :  See — 

Flange  and  rail  lubricator.      Track  lubricator. 
Lubricator.     L.  A.   Smith  and  R.  A.  Blunck.      2,018.286; 

Oct.    22. 
Machine  element.    A.  B.  Klnzel  and  W.  Crafts.    2,018,267  ; 

Oct.    22. 
Machine    for    finishing    armor    plate    piercing    shells.      V. 

Flagiello.     2,018,123;  Oct.  22. 
Machine  for  forming  hollow  glass  articles.     W.   H.  Wat- 
kins  and  C.  C.  Kinker.     2.017.998  ;  Oct.  22. 
Machine  for  making  braided  brake  linings.     S.  B.  Blais- 

dell.     2.018,596  ;  Oct.  22. 
Machine  for  making  chemical  asbestos.     C.   C.   Whittler. 

2.018,478;  Oct.  22. 
Machine    for    making    corrugated    paper    board.      G.    W. 

Swift,  Jr.     2.018.240;  Oct.  22. 
Machine    for    molding    glass    articles.     V.     B.    Hofmann. 

2.018.021  ;  Oct.  22. 
Machine  for  separating  the  contents  of  eggs.     O.  Weiss. 

2.018.044  :  Oct.  22. 
Machine  for  testing  automobile  radiators.     J.  A.  Hussar. 

2.018,403  ;  Oct.  22. 
Machine    for    testing    metals    and    other    solid    materials. 

A.  R.  Arthuls.     2.018,593  :  Oct.  22. 
Machine  for  treating  material.     O.  C.  Schmidt.    2,018,618  ; 

Oct.    22. 
Machine  for  use  In  the   manufacture  of  cordage.     K.   R. 

Shaw.     2,018,327  :  Oct.  22. 
Machine  tool.     E.  K.  Morgan.     2,017,865  ;  Oct.  22. 
Machine  tool.     L.  F.  Poock  and  W.  C.  Powell.     2,018,088 ; 

Oct.    22. 
Magazine  and  handlinir  mechanism.  Band,  stamp  or,  labeL 

C.  G.  Maxwell.     2.018,373;  Oct.  22. 
Magnesium  vapor.  Apparatus  for  condensing.     P.  R.  Kem- 

mer.     2.018.266  ;  Oct.  22. 
Magnesium  vapor.  Condensing.    F.  R.  Kemmer.    2,018.265  ; 

Oct.    22. 
Manganese  nitrate  hydrate.  Crystallisation  of.     H.  S.  Mc- 

Quald.    2,017.980  ;  Oct.  22. 

Match  book.      E.  L.  Davidson.     2,018.299  :   Oct.   22. 
Materials.  Apparatus  for  blending.    F.  J.  and  J.  L.  Muench. 

2.018,082  ;  Oct.  22. 
Materials    of    different    specific   gravities.    .Apparatus    for 

separating.     H.  M.  Chance.     2,018.010  ;  Oct.  22. 
Measuring     and     dispen-sing     container.     J.     B.     Myers. 

2.018.278;  Oct.  22. 
Measuring  device.  O.  A.  McNamce.   2.018.217;  Oct.   22. 
Merchandise    control    system.     H,    C.    Robinson    and    L. 

Johnston.     2,018,420;  Oct.  22. 
Mercury  tube  switch.  Electric.     I.  E.  McCabe.     2,018,810 ; 

Oct.    22. 
Metal  bending  machine.     J.  C.  Sweeney.     2,018,040  ;  Oct. 

22. 

Metal  casting  system.  S.  P.  Wetherlll,  Jr.,  and  F.  F.  Shoe- 
maker.    2,018.586;  Oct.  22. 
Metal  closure.     H.  A.  Barnby.     2.018.006;  Oct.  22. 
Metal   to   rolling  mills.   Apparatus   for   automatic  feeding 

of.     N.  Ericsson.     2.018,013  ;  Oct.  22. 
Meter  :  See — 

Electric  flow  meter.  Fluid  meter. 

Meter  box.     H.  M.  Lofton.     2.018,616;  Oct.  22. 
Mica    products.    Making.      W.    A.    Boughton    and    W.    R. 

Mansfield.     2,017.943  :  Oct.  22. 
Milling  machine.     N.  M.  Marsillus.     2,017,913  ;  Oct.  22. 
Mixer  :  See — 

Beverage  mixer.  Gas  mixer. 

Drink  mixer. 
Mixer  and  agitator  for  concrete  and  the  like.     C.  F.  Ball. 

2.018,112;  Oct.  22. 
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Mixin?  device.      M.   E.    Nantz.      2.017.867  :  Oct.   22. 

MixiDK  valve.      J     E.   LundeKard      2,017.864;  Oct.  22. 

Mixture  of  carbon  monoxide,  nitrogen  and  hydrogen,  resld- 
ual  gas  and  blow-off  ^aa  resulting;  from  the  manufacture 
of  hydro;;eu  by  the  i^rocesses  bused  on  the  iron  water 
vapor  reaction.  Transforming  into  a.  R.  Blondelle. 
2.018.118;  Oct.  22. 

hollow      articles.      A.      B.      Norton. 


Mold  for 
2.018,222 

Mold  for 
2.018.480 


machine     elements.  V.      Q 


W. 


Apple. 
H.   Knox, 


casting 
:  Oct.  22. 
dynamo 
Oct.  22. 
Monocak-ium    phosphate.    Manufacture   of. 

Jr.     2.018,449;  Oct.  22. 
Mop.     C.  L.  Leonard.     2,018.498  ;  Oct.  22. 
Mop.   Wringer.      J.   L.    Nllson.      2,018.413  ;   Oct.   22. 
Mosaic    color    positives.    Troduction    of   photographic    and 

cinematograph.      J.    E.    Thornton.      2.018.195  ;    Oct.   22. 
Motor  :  Hee — 

Huld  current  motor. 
Motor     and     pump     head. 

2.018,371  ;  Oct.   22. 
Motor    control    system.      C. 

Oct.    22. 
Motor    for    motor    driven    vehicles.    Internal 

G.    H.    Tab^r.      2.018.426 ;    Oct.    22. 
Motor    with    variable    torque.    Variable   speed    three-phase 

J.  Sousedfk.     2,018.287  ;  Oct.  22. 
Mounting     for     telescopic 

2.018,349  ;  Oct.  22. 
Multlcylinder    combustion 

Oct.    22. 
Multiple  discharge  tube. 


Electric. 


R.     M. 


E.    L.    Dapprich. 


MagQuson. 

2,018.253  ; 

combustion. 


gun 


system. 


sights, 
engine. 
Nyman 


C.     E.     Ekdahl. 


F     Sass.      2,018.472  ; 


2,018,314  ;  Oct.  22. 
H.      Hammond.      Jr. 


J.   S.   Parsons  and  R.  E. 


J.     S.      Parsons. 


Oct.  22. 
2.018.309  ; 
M.  Rector. 
2.018.475; 
2.018,066  ; 
2,018.161  : 


Navigational      j,'ul(le 

2.018.;{57  ;  Oct.  22 
Network   protector,   Simplifled. 

Powers.     2,018.226  ;   Oct.   22. 
Network      system      for      distribution. 

2.018.225  ;  Oct.  22. 
N'eutrallzers  to  sour  cream.  Device  for  applying.  C.   Jor 

gensen.     2.018,173;  Oct.  22. 
Newspaper  clip.      W.   T.    Baggett.      2,018,198 
Nut,   Cap.      E.    W.    Ferry       2,018,301  ;   Oct.   23 
Oil,    Distillation    of    mineral.      !>.    D.    Jones. 

Oct.    22. 
Oil     from     cashew     nuts.     Extracting.       T. 

2.018.091  ;  Oct.   22. 
Oils,  Conversion  of  hydrocarbon.     R.  F.  Trow. 

Oct.    22. 
Oils,  Treatment  of  hydrocarbon.     V.  Ipatieff. 

Oct.    22. 
Oils.  Treatment  of  hydrocarbon.     H.  C.  Weber. 

Oct.    22. 
Operating  device  for  perforating  blades  used  in  the  forms 

of  printing  machines.     E.  FrOllch.     2,018,352  ;  Oct.  22. 
Organic    compounda.    Use    of    sulphonated.       E.     Stanley 

H.  C.  Olpiu,  and  G.  H.   Ellla.      2,017.995  ;  Oct.  22. 
Outlet   box   hanger.      J.   F.   Cornish.      2.018,487  ;   Oct.   22. 
Ov*Ti    conveyer.      L.    Rondolin.      2,017,991;   Oct.   22. 
Package    of    cheese    and    preparing    same.      C.    F.    Doane. 

2,01«.6a7  ;    Oct.    22. 
I'ackage  or  container  for  candy  and  similar  merchandise. 

H.    M.   Hall.      2.0m,519;  Oct    22. 
Packing    articles    within    packing    boxes.      W.    H.    Craig. 

2.ols,605  ;   Oct.   22. 
Packing    device.     Labyrinth.      H.    L.    Mason.      2,018,372; 

Oct.  22. 
Packing  machine.     A.   O.   Rose.     2.018,151  ;   Oct 
Pad  :  tiee — 

Abrasive  pad.  Hair  waving  pad. 

Electric  heating  pad.  Sole  presaini;  pad. 

Paper,  Apparatus    for  issuing  gummed  strip.     R. 

2,018,560;   Oct.   22. 
Paper,     Manufacture    of     transparent.       W.     M. 

2.018.638  ;  Oct.  22. 
Paper  or  board  manufacture.  Ply.     J.  W.  Sale.     2,018,382  ; 

Oct.  22. 
Paper  product  and  making.     A.  V.  Aim.     2,018,244;  Oct. 

Paper  palp  from  fibrous  material.  Producing.     B.  P.  Jones 

and  J.  M.  Dempsey.     2.018.490  ;  Oct.  22. 
Paper      with      liquid.      Impregnating.         M.      Oberdorfer. 

2.018.280  :    Oct.    22. 
Patterning  mechanism  for  circular  knitting  machines.     E. 

Wlldt   and  H.   H.   Holmes.     2.01S.165  :   Oct.   22. 
Patterning  mechanism   for  circiilar  knitting  machines  and 

method    of    knitting.      E.    Wlldt    and    H.    H.     Holmes. 

2,om.l64  ;    Oct.   22. 
Pedal  lock  for  pressing  machines.     L.  Hoyaradt 

Oct.  22. 
Pencil  attachment.     P.  Clow.     2,018,296;  Oct.  22 
Permanent  waving  device.     A.  B.  Lackenbach. 

Oct.  22. 
Phase    differences    of    interconnected    systems, 

small.     D.  D.  Knowles.     2.018.268  :  Oct,  2? 
Phonof^aph  records.  Automatically  changing. 

2, 017,89s  ;   Oct.   22. 
Photographic  apparatus.     W.  D.  Foster  and  E.  L.  Panue- 

lee.     2.017.856  :  Oct.  22. 
Pianoforte  and   like  mechanicnllv   operated  string  Instru- 
ment.    W.   E:vana.      2.017  959;  Oct.   22. 
Picture.  Novelty.     I.  B.  Whltcomb.     2,018.587;  Oct.  22. 
Pictures  and  sound  records.  Synchronizing  motion.     A.  F. 

Victor.     2.018,043:  Oct.  22. 
Ple«o- electric  crystal   holder.   Thermostatically   controlled. 

H.  O.   Roosensteln.     2,018.321  ;  Oct.  22. 


22. 


Levane. 
Drleseu. 


B 


2.018,305 ; 

'2 

ifibl  8,367; 

Indicating 

L.  Gates. 


Pigments    from    lead    ores.    Making.      N.    C.    Cbrlsteosen 

2.018,438  ■   Oct.  22. 
Piling.     O.  Grave.     2,018,625  ;  Oct.  22 
Pintle   closing    device    for   loo.«e   leaf   binders, 
2,018,3.'^3  ;   Oct. 
ally  casting      F. 
1.026  ;   Oct.   22. 
J.  Spans.     2.017 
V. 


22 
C. 


Automatic. 
Langenberg  and  H.  8. 


.994  :  Oct    22 
T.  Zahodlakln. 


2,018,106; 


Oct.  22. 
H.  L.  Onip€ 


22. 


for.     H.    W.     Fletcher. 


of  X-rays 
Oct.  22. 


and   making 


P.  O.  Uuger 
Pipe,  Centrffui 

Hunt.  2,01 
Pipe  joint.  F 
Piston  ring  quality  Indicator 

Oct.  22. 
Plaiting  machine.     E.  Skedden.     2.018,387 
Plastic  comiiosition  and   making  the   same. 

and  R.  H.  Kienle.     2,018,402;  Oct.  22. 
Plates,  wires,  and  th«   like.  Device  for  straightening. 

Hack.     2.01S,400;  Oct.  22 
Plow.      C.   G.   Strandlund.     2.017.872-8;    Oct.  22. 
Plow,  Ditching.     R.  Q    Le  Tourneau.     2,01M,138  ;  Oct. 
Plunger,     a.  Evans.     2,018.205  ;  Oct.  22. 
Plunger    construction.       8.     Evans     and     H.     B.     Woods. 

2,018,204  ;  Oct.   22. 
Plunger     lift    control,    Apparatus 

2.0 IS  206;   Oct.   22. 
Porcelain  resistant  to  the  patisage 

the  same.     L.  Brown.    2,01H.60io 
Positive  column  lamp.     L.    l^    Beck.      2.018.620;  Oct.   22. 
Powder,  Manufacture  of  aluminum  bronze.     D.  M.  Booth- 
man.      2,017.H60;   Oct.    22. 
Power  supply.     F.  T.   Brewer.     2,018.483  ;  Oct.  22. 
Power    traiismlatdon    apparatus,    Electric.       H.    Welchsel. 

2,01 8. .•{.•i6  ;   Oct.   22. 
Power  transmission  control  and  brake  mechHuism,  Inter- 
related.     B.  C.  Roehri.     2.018,469;    <Jct.   22. 
Power  tranamitting  device.     O.   Uruti.     2. 018. 344 
Precision  channel  gauge.     G.  A.  Aall.     2.018.481 
Pre«8  :  See — 

Die  press.  Sheet  metal  press. 

Kriilt  press. 
Press.     8.  Garrett.     2,018,126;  Oct    22. 
Pressing  machine.     A.  F.   llanney.     2  017,965;  Oct.  22. 
Pressure  adjustment   for  cylinders  of  printing  and  other 

machines.     L.  T.  A.  Robinson.      2,018.282  ;  Oct.  22. 
Pressure   method    for   Introdudng   acid    n-acents    Into    oil 

wells,    Balanced.      R.    11.    Carr    and    H.    C     Humphrey. 

2,018,190  ;  Oct.   22. 

Pope.     2.018.617;  Oct.  22. 

M.   and   H.  W.   Lamb.      2,018,072; 


Oct. 
Oct. 


22. 
22. 


Printing 
Printing 


M. 

C. 


Rost.      2,017.020;   Oct.  22. 
E.  T.  Morris.     2,018,642  ; 


with 
2? 


mordant    dyestuffs. 


head.     1 
machine, 

Kjct.  22. 
Printing;  machine.      W.    IT. 
Printlnk  machine.  Rotary. 

22. 
Printing    of    animal    fibers 

Brandt       2.018,4;J6  ;    Oct 
Prints,  .Apparatus  and  method  for  making  projection. 

Boughton.     2,018.542  ;  Oct.  22. 
Profiling  machine.     F.  J.  Blckel.     2,018.483;  Oct.  22. 
Projector   with   slow  speed  deflectors.  Continuous.     W 

Koaken.     2.018,069;   Oct.  22. 
Protective    system.    Electric.      8.    M.    Vlele.       2,018,241  ; 

Oct.  22. 
Protective  system  for  discharge  devices.     F.   Socher  and 

C.    Hofmann.     2.018,236  ;    Oct.   22. 
Protector  :  He 


Oct. 
P. 

8.  J. 

A. 


Network  protector. 
Weed  puller. 


I>ocumeDt  protector. 
Puller  :  Ser — 

Sugar  beet  puller. 
Pump  :  Bee — 

Concrete  pump.  Liquid  pump. 

Fuel  pump.  Vacuum  pump. 

Pump  valve.     A.  B.  Sfelrly.     2.018,288  :  Oct.  22. 
Pumps,  Operation  and  regulation  nf  reciprocating.     O.  A. 

P.    Winckler.      2.01S,429:    Oct.    22. 
Punch.      K     Klause.      2.018..366;   Oct.   22. 
Quart!    crystal    manufacture.      J.    G.    Beard.      2.018,246; 

Oct.  22. 
Rack  :  «ee — 

Calendar  rack. 
Radiant  frequencies.  Transmission  of  related.     J 

mond,   Jr.      2.01H..'?.'>6  ;    Oct.    22. 
Radio   frequency   transmission   line. 

2.018.320  :    Oct.   22 
Radlorecelver      J.  P.  Mlnton.     2.018,081  ;  Oct.  22. 
Radio   signaling  apparatus.      (}.   W.    Pettenglll   and 

Halgla.      2.oT8,.''.fl9  ;   Oct.   22. 
Rail  ends.  Bulling  up  battered.     J    G.  Hartley.     2,018,258; 

Balls,  Apparatus  for  heating.     J.  0.  Hartley.     2,018,259; 
Oct.  22. 

O.  W.  McGulre.    2.018.311  ;  Oct.  22. 
Safety.     C.   G.   Hayhurst.     2.018.304;   Oct. 
Safety.      K.    Plrwltz       2.018.147  ;   Oct.   22. 
Safety.     A.  F.  Thompson.      2,018.042  ;  Oct. 
Bee — 
dispensing  recep- 


H.  Haul- 
W.   van    B.   Roberts. 

C.   D. 


Display  receptacle. 


Rake. 
Rasor, 
Razor. 
Razor. 
Receptacle 
.\dheslve 
tacle. 
Receptacle. 
Receptacles 

Record 'control   for    tabulating   machines.      W 

2.018.052  ;  Oct.  22. 
Recorder   stylus.     A.  C.  Keller. 
Reel  :  «ee-—  ,  .^  ^. 

Automatic  centering  reel.         Fishing  reel. 
Refrigerating  apparatus.     H.  T.  Chamberlln. 

Oct.  22. 


22. 
22. 


R.    R.   Solar.     2.017.926;  Oct.    22 
Device   for   cleaning       C.    Braun. 


2,018,496  i 


2,017,941  : 
D.   Caton. 
Oct.  22. 

2.017.947; 
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Refrigerating  apparatus.  R.  W.  Doeg.  2,018,515;  Oct.  22. 
Kefri»:erating  apparatus.  E.  Heltman.  2,018,521  ;  Oct.  22. 
Refrigerating   apparatus.     C.   E.    L.    Lipman.      2,018,139 ; 

Refrigerating  apparatus.     Q.  F.  Woelfel.       2,018.689  ;  Oct. 

Refrigeration.     R.  R.  Candor.     2,017,946;  Oct.  22. 

Uegulating   apparatus.      J.    L.    Roth.      2,018,035;   Oct.   22. 

Regulating  system.     A.   C.  Monteith.     2,018,218  ;  Oct.  22. 

Regulator.     B.  Garllus.     2,018,018  ;  Oct.  22. 

Regulator.     W.  A.  Heaney.     2.018.565  ;  Oct.  22. 

Relay.     G.  C.  Armstrong  and  D.  Ellis.     2.018.340;  Oct.  22. 

Remote  control  device.     P.  E.  G.  Jensen.     2,018,364  ;  Oct. 

22 
Reproducing  machine.      W.  R.  Cuthbert.     2,017,843;  Oct 

22 
Resilient  support.     H.  B.  Lawton.     2,018,180;  Oct.  22. 
Resin  and   coatliitr  or  plastic   composition   containing  the 

same.     G.  W.  Seymour.     2.017,993  ;  Oct.  22. 
Resinous  products  and  compositions  containing  them.  Phen- 
olic,    v.   11.   Turkington  and   \V.   H.  Butler.      2.017,87«  ; 

Oct    22 
Road  construction.     F.  G.  Small.     2.018,581  ;  Oct.  22 
Rock.  Method  of  and  apparatus  for  crushing.     D.  A.  Silver. 

2,018,232  ;  Oct.  22.  ,  _   „ 

Roll  and   manufacturing  rolls.     F.  C.  Blggert,  Jr.,  and  li. 

Mueller.      2.018.247  ;  Oct.  22.  «  ..    „„ 

Root  watering  tool.      L.  E.  Axtell.     2,018.003;  Oct.  22. 
K<>r>e.     A.  Rol)ert8on.     2,018.2.10  ;  Oct.  22. 
Rosin    Improving.      A.  A.  Morton.     2,017,866:  Oct.  22. 
Kosin:   Rettntng.     J.   N.   Borglln.      2,018,634      Oct.  22. 
Rotary    engine.      M.    H.    P.    Sologalstoa.      2,018,100;    Oct. 

22 
Rotary     hearth     furnace.       F.      F.     von     Schllppenbach. 

2.018,644  ;  Oct.  22.  ,  .  .  ,     „,.„. 

Rubl>er    and    pnuluct    thereof,    Plastlcliing.      I.    w  lIlIamB 

and  C.  C.  Smith.     2.018.643  ;  Oct.  22. 
Rubber     articles.     Manufacture     of.       A.     R     Barnani. 

2.018,508;  Oct.  22.  ..    .r,    .«    o     ..». 

Rubber  prwluct.   Plastic.      I.    Williams  and   C.  C.   Smith. 

2,018.644  ;  Oct.  22.  _  ,^,  »     „   ,     w 

Running  board   for  road  vehicles,   Folding.     A.   Hofacker. 

2  018  064  ■  Oct.  22. 
8  ifety  control  for  mechanical  garage  Jacks.     E.  M.  Pfaus- 

er.     2.018,148:  Oct.  22.  ^,„^^„     ^^    «o 

Sail  device.  Individual.     C.  Hardt.     2,018,062  ;  Oct.  22 
Salts.     Preparing     solid     dlasonlum.       K.     Schnlta.spahn. 

2.018.095;  Oct.  22.  „„»,.,  ,., 

Sand  distributing  device.     W.  N.  Dull  and  P.  B.  Mutzfeld. 

2,01H.609;  Oct.  22.  _ 

Sash   fastener.      D.  Roberts.     2.018.281  ;   Oct.   22. 
Saw.  Bow.      H.   Burkhardt.     2.018.487;  Oct.  22. 
Saw  handle.     J.  E.  Davey.     2.017.895  ;  Oct.  22 
Scraper,  Tube.      H.  J.  Forster.     2.018.124  ;  Oct.  22. 
SeiiUng    means    for    empty    containers.      H.    A.     Barnny. 

2.018,00.')  :  Oct.  22.  ^  ^,^  ^^^      ._^    „„ 

Selecting  device.     M.  Steinberg.     2.018.038;  Oct.  22 
Separable  fastener.     G.  Sundback.     2.018.099  ;  Oct    22. 
Separable  snap  fastener.     M.  F.  Carr.     2,018.635  ;  Oct.  22. 
Separator :  Bee — 

Centrifugal  separator.  Egg  separator      .       ^    _ 

Sewing  machine   for  seaming  hems.   Blind   stitch.     C   \¥. 

Mueller.     2.018.186  ;  Oct.  22. 
Sewinc    machines.   Feeding   mechanism  for.     N.   Y.   Chrls- 

tensen.     2,018.439  ;  Oct.  22.  ^    ^  ^,..        ,    ^  , 

Sewing    machines.    Motor-support    and    bobbin-winder    or. 

G.  M.  Eames.     2.018,624  ;  Oct.  22. 
Shaft   suspension.      C.   H.   Patten.     2.018.467;   Oct    22. 
Shank   stiffener   and   adjustable    metatarsal   support.      D. 

Sherman.     2,018,886 ;  Oct.  22.  _  „^,o.,/v. 

Sharpener,  Pencil.    I.  E.  Cohn  and  W.  E.  Talt.     2,018,297  ; 

Oct    22 
Sheet     metal    press.       F.     J.     Rode     and     M.    B.     Hatch. 

2.018.576;  Oct.  22.  „  ..^     ^  .    „„ 

Sheet  piling.     J.  Jensen.     2.018,446;  Oct.  22. 
ShHf.  Bottle.     H.  W.  Avery.     2.018.002  :  Oct.  22. 
Shini  light.     F.  M.  Burgis.     2,018.295:  Oct.  22. 
ShcA-k  absorber.     R.  S.  Carter.     2,018.051  ;  Oct  22 
Shock  absorber      R.  H.  Moulton.     2.018.312  ;  Oct.  22 
Shoe  and  making  the  same.     A.  J.  Brauer  and  F.  P.  Wag- 
ner.    2,018.510;  Oct.  22. 
Shoe  lace.      C  Czajkowskl.     2,018  054  :  Oct.  22 
Shoe  stiffening.     F.  L.  Ayers      2-018-245  :  Oct.  22^ 
Shoes,  Manufacture  of.      G.  Ooddu.     2.01  <  .856  ;  Oct    22. 
Short  wRve  tube.     W.  E.  KQhle  and  D.  Prinz.     2,018,071 ; 

Sidetracking  tool.     W.  G.   Brewster.  2.018.007;  Oct.  22. 

Sifter    <an     for    powder    container.  B.    J.    F.    Bentley. 

2.018.050:  Oct.  22.  _ 

Sign.     C.  B.  Drake.     2.018,440:  Oct.  22. 
Sign.     F.  P.  Gill.     2.018,208;  Oct.  22. 
Signal  :  Ree — 

Sound  signal.                                 „    ™  ,     , .           ontT<wv>. 

Signal  receiving  device.  Two.     C.  F.  Jenkins.     2,017,902, 

Oct    2'' 
Signal  transmission  system.     S.  Doha,  Jr.    2,018,489 ;  Oct. 

no 

Signaling.  Apparatus  for.     H.  H.  Blee,  F.  C.  Breckenrldge, 

and  M.  E.  T.vnch.     2,017.849 :  Oct.  22. 
Silencer      S    Oldberg.     2.018.084 :  Oct.  22. 
Siliceous  articles.  Finishing.    O.  Delpech.     2,018,056  ;  Oct. 

22 

Silicon      carbide.     Manufacture     of.        H.      P.     Klrchner. 
2.018.133  :  Oct.  22. 
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Silicon  steel  sheets  for  magnetic  uses.  Apparatus  for  weld- 
ing.    R.  E.  Asbury.     2.017.93:1;  Oct.  22. 
Skid  preventer.     G.  L.  Briggs.     2.017.891;  Oct.  22. 
Sliver  coUer  and  can  therefor.     C.  Holdsworth.    2,018,261  ; 

Oct  22.  ,.    „^     ^ 

Slug  casting  machine.     G.  P.  Kingsbury.     2,018,132  ;  Oct 

22. 
Socket  and  casing.  Electric.     F.  C.   Kollath.     2,018,134  ; 

Oct.  22.  _ 

Socket.  Electric  fuse.    L.  Schmidt.  Jr.    2,018,323  ;  Oct.  22. 
Socket  for  bolts,  Anchoring.     G.  F.  Croesaant.     2,018,251  ; 

Oct.  22.  „     „     X, 

Socket   for   vacuum    tubes   and   the   like.      E.    F.   Bessey. 

2.017,940  ;  Oct.  22. 
Sodium    alumlnate.    Making.      R.    E.    Gushing   and    C.    W. 

Burkhart.     2.018,607  ;  Oct.  22. 
Sodium     chloride    composition,     Flaked.       E.     R.     Boiler. 

2,018,633  ;  Oct.  22.  ^ 

Soldering  means.     H.  W.  Blrk.     2,018.117  ;  Oct.   22. 
Sole  pres-slng  pad.     F.  R.  Merritt.     2,017.982  ;  Oct.  22. 
Sonic  locator  system.     A.  J.  Muchow.     2.018.463;  Oct.  22. 
Sound    record    for    optic   sound   reproduction.      F.    Crudo. 

2,018,200  ;  Oct,  22. 
Sound    recording    system.      W.    A.    MacNalr.      2,018,3<4; 

Oct  22.  „    ^    ^ 

Sound  reproducing  system.     H.  T.  O'Nell  and  H.  K.  Dunn. 

2.018,466  ;  Oct.  22. 
Sound  reproduction.     W.  H.   Offenhauser,  Jr.     2,018,315 ; 

Oct.  22. 
Sound  signal.     R.  M.  Crltchfleld.     2.018,491  ;  Oct  22. 
Spike  driving  machine.     C.  Jackson.     2,018,129;  Oct  22. 
Spindle.     E.  H.  Erhard.     2.017.957  •  Oct.  22. 
Spindle  doffer  guard.     E.  H.  Erhard.     2.017.956;  Oct.  22. 
Spindle    with    doffer   guard.      E.    H.    Erhard.      2,017,958 ; 

Oct.  22. 
Spinner  cowl.      R.   Chilton.      2,018,012;    Oct.   22. 
Spinning    process     and    apparatus.       A.     J.     L.    Moriti. 

2,018,565;  Oct.  22. 
Sprayer.     J.  W.  Patterson.     2.018.227  :  Oct  22. 
Spring  and  mattress  support.   Reversible  bed.     J.  I.  Par- 

rlsh.     2  018.520  ;  Oct.  22. 
Spring  colling  machine.     J.  Goran.     2,018,209  ;  Oct.  22. 
Spring    tester.    Coll.      J.    D.    Morgan    and    P.    B,    Leyitt 

2,018.219  ;  Oct.  22. 
Sprinkler  system,  Domeatlc.     J.  B.  Coleman.     2,017,841; 

Oct.  22. 
Stand   for  bicycles.     E.   F.   Pawsat.      2,018,631  ;   Oct.   22. 
Starter.  Engine.     F.   H.  Prescott.     2.017,870;  Oct.  22. 
Starter.  Engine.     J.  G.  Rayniak.     2.018.229  ;  Oct.  22. 
Steam  heating  system  for  automobile  bodies.     R.  W.  Angst- 
man.     2.01S..S39;  Oct.   22.  „     «        «„ 
Steel  building  unit      S.   A.  Jenkins.      2,017,973;  Oct.  22. 
Steering    mechanism.      S.    Vorech    and    8.    Johnson,    Jr. 

2.018.197;  Oct.  22. 
Stencil  sheet  assembly.     W.  G.  D.  Orr.     2,018,501  ;  Oct  22. 
Stock     quotation     projecting     machine.       A.     D.     Eltzen. 

2.017.854  ;  Oct.  22. 
Stocking.     R.  P.  B<>rner.     2,018,248  ;  Oct.  22. 
Stopper  for  bottles.  Measuring.     A.  Berendt.     2,017,839; 

Oct.  22. 
Strands.    Treating.      L.    F.    Lamplough   and   C.    B.    Plass. 

2.018.404  ;  Oct.  22. 
Suction  cleaner.     B.  C.  Becker.     2,017,937  ;  Oct.  22. 
Suction  cleaner.     C.  G.   Boettler.     2.017,893  ;   Oct.  22. 
Suction  cleaner.     W.  H.  Kitto.     2,017.905  ;  Oct.  22. 
Sugar  beet  puller.     C.  Lundcren.     2,018.183;   Oct.  22. 
Suit.  Deep  sea  diving.     T.  P.  Connelly.     2.018,511  ;  Oct.  22. 
Sulphonate,  Hvdrazlne.     A.  Zitscher  and  W.  Seidenfaden. 

2,018.103;  Oct.  22. 
Support  :  See —  „     ,.. 

Furniture  leg  support  Resilient  support. 

Garment  support.  Spring  and  mattress  suppoi 

Support  or  mounting  for  pneumatic  tires.     P.  M.  Bourdon. 

2.018.597  ;  Oct.  22. 
Surf  board.     W.  T.  Currey.     2  018^548;  Oct.  22 
Surge    current    instrument.      F.    B.    Menger.      2,018,459 ; 

SurelcRl  appliance.     L.  M.  Smith.     2,018,328  ;  Oct.  22. 
Switch :  See—  ^,  ^  ^         ,^  . 

Electric  switch.  Mercury  tube  switch. 

Fluid  pressure  switch. 
Switch     joint     protector     and     reraller.       J.     Kostecka 

2.018.450;  Oct.  22.  ^     ^.     „ 

Switching    means.      T.    G.    Le    Clair    and    C.    M.    Gross. 

2.017.907  ;  Oct  22. 
Switching  system.  Automatic.    D.  C.  Hoffmann.    2,018,495  ; 

Synrhroniz*-j:  means  for  transmission  mechanisms.     H.  T. 

Thomas.     2.017,997;  Oct.  22.  «^,o,,«.    ^_ 

Syphon,  Liquid  conduction.     J.  P.  Auter.     2,018,110;  Oct. 

TaMe  :  See — 

Extension  table.  _ 

Table.     D.  F.  Ferney.     2,017.844  :  Oct.  22. 
Table  for  rolling  mills.     E.  Drexler.     2.018.255;  Oct  22. 
Tack  button.     F.  R.  White.      2.018,104-6:  Oct.  22. 
Tug  molding.  Price.     H.  E.  Marsh.     2.018.528:  Oct.  22. 
Tandem  control   for  pressing  machlnefJ.     G.   W.  Johnson. 

2  018  172  :  Oct.  22. 
Tanks.  Attachment  for  gas.     R.  J.  Anschlcks.     2,017,837  ; 

Oct.  22.  „ 

Tanks.  Mechanism   for  automatically  flushing  water.      W. 

W    Williams  and  G.  F.  Zellhoefer.     2.018.169:  Oct.  22. 
Tanning  material.   Synthetic.     A.  0.   Jaeger.     2.017.863  ; 

Oct.  22. 
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1  apparatus  for  dehydrating  and  distilling. 

:i,i)LH,.-^77  ;  Oct.  22. 


and    W. 


Automatic. 
H.  Bezton. 


Oct.  22. 
H.  Morrison 

E.  R.  Scho- 

2,018.192  ; 


2.018,201  ;  Oct.  22. 
D.   Soubler.      2.017,992 


Tar,  Method  "ind 

S.  V    MilU-r. 
Telephone  system.     P.  A.  Bolander.     2,017,888  ;  Oct.  22 
Telephone  svstem.     (V  V.   King.     2,018,457  ;  Oct.  22. 
Television  9V*tem.      V.   K.  Zworykln.     2,017,883  ;  Oct.  22 
'l%'nn)erature   controUine   apparatus    for    Internal    combus- 
tion engines.      L.   G     Hartdoru.      2.017,907  ;  Oct.   22. 
Tensile  str^-ncth  testinR.     D.  C.  Scott.     2,018.386;  Oct.  22 
Terminal.      W.   W.   Eltel   and  J.   McCullough.      2,018,203 

Oct.  22. 
Terminal.   Adjustable.     P.  J.  Welsh.     2,018,539  ;   Oct.  22 
Terminal   pressure  of  an  electric  device.   Controlling  the. 

P    R    Uijksterhuls.     2,018,848:  Oct.  21 
Textile  materials.  Treatment  of.     S.  M.  Kalton  and  O.  C 

Tycf      2,01H.oi7  ;  Oct.  22. 
Thermionic    vacuum    tube.      H.    M.    Freeman 

Waile.      •.'.018,257  ;   Oct.    22. 
Therm<^hyilrometer.     L.  Edelmann.     2.018.441 
Ttiermom»ter.  Electric  circuit  controlling.     R 

I'.ols.lil'O  ;  Oct.   22. 
Tide   gate   ami   ^ewai^e   regulator. 

field       2.018.383  ;  Oct.  22. 
Tile,    I'roducing  cementitlous.     A 

Oct.   22. 
Tile.  Wall  or  base.     N.  P.  Currie 
Ttmer.     C.   W.   Schrelber  and   L. 

Oct.  22. 
TVmin*f  relay.     R.  J.  Wensley.     2,018,243;  Oct.  22. 
Tire,   Autn    '  W    L.   I'rince.      2.018,189;  Oct.  22. 
Tire.  Bicycle      R.  ("Collin*.     2.018.604  ;  Oct.  22. 
Tr*acco  feeiiinj?  apparatus  fer  cigarette  making  machines 

R    J    A    Chanfller      2,018,011  ;  Oct.   22. 
Toe  gauging  device  for  shoe  fitting.    E.  J.  Bliss.    2,018,631 

Oct.  1'2. 
Tone  control.     J.   K.  Johnson 
Tool     t<ee — 

Bibb  seatini?  tool. 

I'uttlng  tool. 

Dental  tool. 
Tool     for     dies.     Forming    and 

2,018,523  :    Oct.    22 
Tool  for  seating  rail  anchors.     J.   F.  Rellly. 

Oct.  22. 
Tool   handle.      .1.   McMenamln.      2,018,376;  Oct. 
Tool   valve.    Percussive.      H.  J.  Schorle  and  W. 

Jr.     2,t)18.0yH  ;  Oct.  22. 
Tools,  .\ttachraent  for  machine.     W.  G.  Hoelscher  and 

E.    Robinson.      2,oiS..<«^:   Oct.    22. 
Toi-thbrush,  Foantaln      K    J    Vlolette.     2.018,158 :  Oct.  22 
Top.   Hpinnini?.      E.    S    Savaije.     2.018,537;   Oct.  22. 
T(«Jrniquet.      11.    L.    v  h»-iiery.      2,017.948;   Oct.    22. 
Tot  airplane.      B    A     Petrofske.     2.018,415;  Oct.  22. 
Toy.  Electrositatlc  flying       H    H    Weil.      2.018,586;  Oct.  22 
Track   luhrlciitor      .V    (J.    llamphrles  and  A.  F.   Bonnalie. 

2,01'<  4if_>  ;  0<-t    22 
Tractor       K.    Mciormlck.      2.018.184;   Oct.  22. 
Traffic       directing      device,       Highway.       C.       Henderson 

•2  ()1S.2H0  ;   Oct    22. 
Trailer    I»unip       H    A.  Holier.     2,017.970;  Oct.  22. 
Transmission.      R.  Lapsley.      2.017,906  :  Oct.  22. 
Transmission    control    circuit.     R.   B.    Hearn.     2,018,494 

Oct.  22. 
Transmission   line.      A 
Traii«mis.»<ion       line, 

2.018.324  ;  Oct.  22. 
Transmi-'sion      mechanism 

2,01S.032  ;   Oct.   22. 
Transmission  of  vibrations.  Apparatus  for  eliminating  the. 

K     W    Hailv       2.tilH.2W4  ;  Oct.  22. 
Transportation.      W.  C.  I'lass.     2.018.087;  Oct.  22. 
Transportation    system.     N.   W.    8tor«r.     2,018,288;    Oct. 

22. 
Trav,    Refrigerator.      F.    G.    A.    Cruickshank       2.018,252 

Oct.  22. 
Trimming  mechanism  for  grinding  wheels.      A.  H.  Orcutt. 

2.018,145  ,   Oct.  22. 
Trolley.      H.  J.   I*   Frank  and  J.   A.   Messing.      2,018.016 

Oct.   22. 
Truck,  Low  bed  delivery.     W.  B.  Fageol.     2,018,443  ;  Oct 

22 
Tube  :   Set- — 

Electron  (lischaree  tube.  Short  wave  tube. 

Multiple  discharge  tube.  Thermionic  vacuum  tnbe. 

Tuht'    for    wiiv.'    in<luctlon,    Luminescent.     O.    Emersleben 

2.01 7. H97  ;  Oct.  22. 
Tube  joint       M.  J.  Cohan 
Tublne,     .\pparatu8     for 

2  ois  osrt ;  o<t    22. 
Tucker.      M     I'nxton       2,017,086 ;  Oct.  22. 

H     Bates       2.01S.482:    Oct.    22. 
H     BTherldge       2,018.058;   Oct.   22. 
atra(  hnient       W.    .Smith.      2,018..'i04  ;    Oct.   22. 
era.ser    holder.      L.    C.    Neff.     2,018,029;    Oct. 


2,018,526;  Oct.  22. 

Machine  tooL 

R<M)t  watering  tool. 
Sidetracking  tool. 

milling.        W.     J.     Hogg 

2,017.918; 

22. 

A.   Smith, 

A. 


Gothe. 
High 


2.018.353 
frequency. 


Oct. 
O. 


22. 
Schmidt 


C.     F.     and     J.     T.     Rauen 


2.018.250:  Oct.  22. 
handling.     B.     L.     Quarnstrom. 


Typewriter 

Typewriter 

Tvpewrlter 

Typewriter 
"oo 


Power  operated       W.  J.  PsBlnskl.      2,018,317  ; 
machine.     O.    F.    Handley.     2,017.964  ;    Oct. 


TvDewrlfer. 

"Oct    22 
Typewriting 

22 
T'pholstery  installation.      H.  S.  Johnsen.      2.018.640;  Oct 


Vacuum    cleaner. 
Vacuum   pump      A 
Vacuum   pump.     W 


^     Glarahertoni      2,018.207:    Oct. 
M     BaMtch       2.018.111  :   Oct.   22. 
H     Schulze      2,018,153;   Oct.  22. 


22 


Valve  :  Bee — 

Fluab  valve.  Ihjmp  valve. 

Piinhing  valve.  Tool  valve. 

.Mixing  valve. 
Valve   and   control    means    therefor.    Carburetor    by-pas«. 

L.   II.   Mes-slnger,   Jr.      2.017.914;  Oct.  22. 
Valve  for  floor  waxing  devices,  Regulating.    G.  K.  McCants. 

2.018,875;  Oct.  22 
Vnlve  for  liquid  dispensers,  Bypass.     W.   H.   U.  Brotwe. 

2.018,119  ;  Oct.   22. 
Valve  for  pneumatic  tires.  Safety.     A.  Lapp.     2,017,978; 

Oct.  22. 
Valve     rod     coupling.     Fire     hydrant.      H.     M.     Lofton. 

2.018.455  ;  Oct.  22. 
Valve  stem.     F.  H.  Watson.     2,018,584:  Oct.  22. 
Valve  structure.     W.  A.  Eaton  and  S.  Vorech.     2,018,202  ; 

Oct.  22. 
Vanity  case.     A.  R.  Chlsholm.     2.017.852;  Oct.  22. 
Variable    compensation     for    controlling     the    supporting 

strength    of    vehicle    t>ody    resilient    suspension    means. 

G.  H.  Taber.     2,018,427  ;  Oct.  22. 
Variometer,     Self-tnductance.       H.     Rochow.       2,018,281  ; 

Oct.  22. 
Vault.  Burial      J.  W.  Prince.     2,018,571  ;  Oct.  22. 
Vegetable  fibers.  Treating.     R.  H.  McKee  and  E.  H.  Morae. 

2,018.^76;  Oct.  22. 
Vehicle.     E.  Reiner  and  A.  Htlper.     2.018.090:  Oct.  22. 
Vehicle  actuated  gate.     O.  D.  Boardman.     2.017,939  ;  Oct. 

22. 
Vehicle,  Motor.     C.   R.  Paton.      2.018..'502;  Oct.  22. 
Vehicle  squejik  locator.     E.  Haugland.     2.018,649  ;  Oct.  22. 
Vehicle  ventilator.     W.  L.  Stonehouse.     2,017.996  ;  Oct.  22. 
Vehicle-wheel  testing  appliance.    I.  .\.  Weaver.    2,018,160; 

Oct.   22. 
Vending  ma<hlne.     W.B.Johnson.     2.018.447  ;  Oct.  22. 
Venfnat(.r  :  See — 

Vthld.'  ventilator. 
Ventilator       R.   H.   (Juenther.      2,018.020;  Oct.  22. 
Vermlctlllte  bonded  material,  Manufacture  of.     J.  Keeth. 

2.017.904  ;  Oct.  22. 
Vibrator      (J.  A.  Wilson.     2.018.046:   Oct.  22. 
Vitamins,  Extraction  of.      S.  Botcharsky.     2,017,942;  Oct. 

22. 
Wagon.  Dump.     J.  Kuchar.      2,018.178:  Oct.  22. 
Wacon.   Jockey.     J    C.   Rumsey.      2.018,381;   Oct.    22. 
W^all  and   celling  construction.      F.  A.  Manske  and  O.   E. 

Gibson.     2.017.011  :  Oct.  22. 
Wall   structure.    Sheet  piling.     W.   W.   Smith.     2.018.428; 

Oct.  22. 
Washboard      A.  Mabry.     2.018.142  ;  Oct.  22. 
Washer       N     A.   Ovsey.      2.017.916;  Oct.    22. 
Wave  reflector    Short.      H.   Lux.     2.018.273;  Oct.  22. 
Wave     transmission     and     modulation.      R.     A.     Ilelslng. 

2.018.401  :   Oct.  22. 
Weather  strip,  Channel-type.    E.  D.  Barrlnger.    2.018,114; 

Oct.  22. 
Weather  strip  construction.      E.  D.  Barrlnger.     2.018,115; 

Oct.  22. 
Weed      puller.       L.     NorcrofS      and     T.      E.     Samuelson. 

2.018.279  :   Oct.   22. 
W.-iuhing  appliance       F.   Wyatt.      2,018.048;  Oct. 
Welding      and      annealing.       Electric.       C.      L. 

2.018.380:  Oct.  22. 
Welding.       Apparatus       for      electric.       C.       L. 

2.018,379  ;   Oct     22. 
Welding.  Flash  butt.     M.  Ito.     2.018,263;  Oct.  22. 
Welding  or  fusing  bar.     W.S.Bingham.     2,018.118  :  Oct. 

22. 
Well  capping  device.  Oil  and  gas.     G.  Syobo.     2.018.194  : 

Oct.   22 
Well  development.     R.  R.  Schweitzer  and  C.  R.  Sundqulat. 

2.018.283-5  :  Oct.  22. 
Wheel  :  fiee — - 

1  K-raountahle  wheel. 

Wtie**ls     KormlnL'    pressed    sheet    metal    spoked.      J.    Mac- 

Lennan       2.018.07^-8;    Oct.    22. 
Whet-ls.      Mountlne     of     twin      tired.      P.      M.      Bour«'on. 

2.0m..'»9H  ;    Oct.    22. 

Winding  machine.      F.  Klein.      2.018.497  :  Oct.  22. 
Wlntlow     Sash       G.   L.  Johnson       2.018..SO«:   Oct.   22. 
Window  sash  lock.      H.   A.  Busbv.     2.018.346;  Oct.  22. 
WinvH      for     fish     lures.     Forming.        S.      F.     Davenport. 

2  0lK,i»22  :  Oct    22. 

Wire  drawine  machine      H    J.   Hogue.     2,018.211:  Oct.  22. 
Wire  ♦•nds.  ronnectini:      J.   Kruft.     2.018.176:  Oct.  22. 
Wireless    dlretion    fln<'ing    system.      H.    M.    Dowsett    and 

I,.  K    g    Walker      2.01H.349:  Oct.  22. 
Wir»>«    with    fastening   means.    Equipping  box   binding.      J. 

Kruft      2.01K.177  :  Oct.  22. 
Wool  spinning  mule  bunch  bulbler.     C.  R  Williams  and  J. 

W.  Congdon.     2.018.045:  Oct.  22. 
Wrnppe<l  hox.     G.  R.  Krelder.  Jr.     2.018,070  ;  Oct.  22. 
Wrapping  machine.   Flat.      R.  E.  Ackley.     2.018.432;  Oct. 

22. 
Wrench  :  ffre — 

.Xdjustahle  wrench. 
Wrench.     A.  J.  Scott.     2.01S.1.'S4  :  Oct.  22. 
.X  ray  plate  and  film  marker.     R.  Knight. 

22. 
Yarns  in  knitting  machines.  Conditioning. 

2  01 S. 027  :  Oct.  22. 
Vieldlnt'  reed       C.   D.    Brown       2.017.94.^  : 
Zinc   salt    solutions.    Purification    of.      L. 

2.017*80;  Oct.  22. 


22 
Pfeiffer. 

Pfelffer. 


2.018.175;  Oct. 

R.  N.  Apprich. 

Oct    22. 

R.    Westbrook. 


*-v  .■» '  •> 


J  *'ii>  vUi'i  j^:  ■^u'■■:::^.  i  > 


CLASSIFICATION  OF  PATENTS 

ISSUED  OCTOBER  22,  1935 


NoTB. — First  numbers-class,  second  number •=  subclass,  third  number  — patent  number 


1— 

10:  2.017.986 

30— 

9: 

2.017,987 

12: 

2- 

78;  2,018,120 

61: 

93:  2.017,984 

31— 

2: 

123:  2,018,187 

32— 

S«: 

1«1:  2,018,442 

63: 

181:  2,018,BM 

33— 

3: 

4— 

52:  2.018.036 

3— 

W»:  Z  018.  629 

22: 

8— 

5:  i  017. 996 

50: 

Z  OIK.  436 

125: 

at>:  Z  018.  276 

147: 

9- 

11:  ZOIS.  548 

17:  Z  017.  868 

100: 

22:  Z  018.  579 

180: 

11- 

1:  Z018,668 

223: 

11-  il.b:   2.018.513  1 

88:  Z  017, 982 

34- 

19: 

138.2:  Z  018. 400  | 

21: 

Z  018, 407 

26: 

Z  018, 408 

3ft- 

66; 

146:  Z  017, 856 

71: 

146:  Z  018,  510 

1»- 

8:  Z  017, 893 

87— 

96: 

70:  Z  017. 941 

39- 

1: 

104.19:  2,018.134 

4; 

120:  Z  018,  413 

40— 

IJ; 

1S7:  ZOIK,  15H 

161:  Z  018, 498 

62; 

164:  Z01H,086 

125: 

280:  Z  OIK.  3.18 

132; 

HV- 

84:  Z  018,  564 

135: 

18- 

8:  Z  018. 565 

143: 

42:  Z  018.  480 

41- 

3  6: 

80:  Z  018. 644 

25: 

58:  Z  018. 508 

34: 

19- 

74:  Z  018, 288 

42; 

108:  Z  017. 981 

42— 

87: 

159:  Z  018,  261 

43- 

46; 

162:  Z  018. 063 

48: 

29- 

5:  Z  018. 216 

147: 

23:  Z  018. 610 

44— 

9: 

«0:  Z  018. 114 

48— 

67: 

Z  018. 115 

137: 

22— 

69:  Z  018, 586 

138: 

136:  Z  018, 222 

4ft- 

32: 

184:  Z017.9.')2 

37: 

192:  Z  018, 025 

40: 

209:  Z  018,  566 

49: 

29- 

6:  Z  018, 118 

50: 

18:  Z  018, 473 

47— 

49: 

82:  Z  018, 607 

48— 

180: 

79:  Z  018. 135 

49- 

1: 

102:  Z  017, 980 

109:  Z  018. 449 

5: 

110:  Z  018, 632 

9: 

121:  Z  017, 930 

146:  Z  018, 438 

153:  Z  018. 397 

77.5: 

162:  Z  018, 249 

51- 

101: 

213:  R  19.733 

103: 

233:  Z  018.  065 

178: 

239:  Z  018,  6.33 

185: 

253;  Z017,«51 

193: 

34— 

29:  Z  018, 176 

53— 

7: 

95:  Z  018. 104 

86- 

10 

Z  018. 108 

50 

126:  Z  017. 887 

66 

143;  Z018,084 

106 

191:  Z  018, 128 

86- 

334 

205:  Z  018.009 

59— 

98: 

216:  Z  018. 635 

60— 

16 

248:  Z  018, 445 

44: 

261:  Z  018, 198 

52 

25- 

1&5:  Z  018, 193 

54 

186:  Z  018. 600 

84.6 

27— 

30:  Z  018, 277 

61— 

30 

29- 

28:  Z  018. 123 

39 

33:  Z018,2n 

61 

84:  Z  017, 880 

62 

Z  018. 271 

71 

97:  Z  018, 185 

62— 

1 

150.03:  2.018.076 

91.5 

Z  018, 077 

108.5 

Z  018, 078 

114 

160:  Z  018, 085 

116 

169:  Z  018, 258 

120 

Z  018, 149 

Z  0(6,042 

ZQ}8,304 

Z0lil73 

Z  017, 881 

Z  017, 965 

Z  018,  630 

Z  018,  631 

Z017.  K43 

Z  018.  549 

Z  018,  217 

Z  017,  876 

Z  018.  384 

Z  018, 416 

Z  018,  ."iSO 

Z  617,900 

Z  018,  53r, 

Z  018,  606 

Z  018, 024 

Z  017, 929 

ZmS,  245 

Z  018,  233 

Z  018, 386 

Z^18, 138 

Zmi.  9S9 

Z  018.  580 

Z  018,  578 

Z  018, 528 

Z  018,  ,177 

Z  018, 574 

Z  018, 440 

Z  018, 208 

1,018,079 

Z  018,  501 

Z  018, 200 

Z  018. 687 

Z  018, 422 

Z  017, 968 

Z  017, 903 

Z  018, 622 

Z  018,  826 

Z  018, 670 

Z  018. 581 

Z  018. 264 

Z  018, 040 

Z  018, 637 

Z  018, 393 

Z  018, 390 

Z  018, 585 

Z018,416 

Z  018. 003 

:  Z018.  .Vll 

Z0l8.a56 

Z  018. 478 

Z  018, 152 

Z  017. 996 

Z  018. 021 

Z  018, 030 

Z  017,  889 

:  Z  01 7,  927 

:  Z  017, 875 

:  Z018,411 

:  Z018.611 

;  Z  017, 925 

;  Z  018, 419 

;  Z018,311 

:  Z  018. 575 

:  Z  018. 279 

:  Z  018. 183 

;  Z  017. 983 

;  Z  018. 009 

:  Z018,472 

;  Z  018, 100 

:  Z  018, 269 

;  Z  018, 616 

:  Z  018,  325 

:  Z  017, 899 

:  Z  018. 423 

:  Z  018. 625 

:  Z  018,  446 

:  Z  018. 811 

:  Z  018. 144 

:  Z018,608 

:  Z  018. 283 

;  Z018,462 

:  Z  018, 139 

:  Z  017. 947 


62—  127: 


63- 
68— 
6ft— 


129: 
176: 
4; 
46; 
125: 
126: 
127: 
132: 
134: 
138: 


187: 
190: 
201: 

07—  7.1; 

68—   9; 

16: 

29: 

70-   14: 


72— 


73— 


91: 

7: 

18: 

37: 

46: 

106: 

118: 

37: 

81: 


167: 
74-  69: 
206: 
230. 13: 
397: 
333; 
336: 

434: 

502: 

638: 

539; 

76-   1; 


7ft- 
T7— 
80— 


81- 
82- 


83— 


84— 
88— 
87— 


88— 


89— 
90— 


91- 


14: 
17: 

107: 
32: 
43; 
47: 
88: 
62: 
72; 

116: 
20; 
34 
40; 
46: 
73: 
t4: 

197; 

414: 

Z4: 

35: 

2: 

6: 

14: 
16.6: 
16.8: 

17: 

24: 


40 

1Z5 

13.7: 

18: 

18: 


Z  017, 946 
Z  018,  589 
Z  018, 453 
R.  19,  729 
Z  018, 068 
Z  018, 083 
Z  018. 627 
Z  018.  460 
Z  018. 069 
Z  018. 290 
Z  017. 969 
Z  018,  164 
Z  018, 166 
Z  018, 167 
Z  018, 248 
Z  018, 276 
Z  018, 166 
Z  018, 094 
Z  017, 965 
Z  018, 172 
Z  017,916 
Z  018, 142 
Z  018, 098 
Z  018.  34<-. 
Z  018, 093 
Z  018,  571 
Z  018,  201 
Z  018. 641 
Z  017. 973 
Z  018, 334 
Z  017. 911 
Z  018. 361 
Z  018, 100 
Z  018, 100 
Z  018, 403 
Z  018, 649 
Z  018, 838 
Z  018. 633 
Z  017. 912 
Z  017. 935 
Z  018. 014 
Z  017. 900 
Z  018. 082 
Z  018. 488 
Z  018. 267 
Z  018. 344 
Z  017. 950 
Z  018. 305 
Z  018, 143 
Z  018, 417 
Z  018, 300 
Z  018, 268 
Z  018, 392 
Z  018. 553 
Z  018, 013 
Z  018, 285 
Z  018, 247 
R.  19. 734 
Z  018, 154 
Z  018. 047 
Z  018. 523 
:  Z  018, 363 
R.  19, 730 
Z  018, 232 
Z  018. 112 
Z  017, 850 
Z  017, 969 
Z  018, 182 
Z  018,  251 
Z  018, 301 
Z  017, 866 
Z  018, 634 
Z  018, 091 
Z  018. 648 
Z  017. 869 
Z  018, 502 
Z  018. 009 
Z  018, 514 
Z  017.  856 
R.  19.  727 
Z  017. 854 
Z  018.  542 
Z  017, 867 
Z  018, 864 
Z  018, 436 
Z  017. 913 
Z  018. 280 


91—  07.1: 

68: 


92— 


93— 


96— 


90— 
97— 


98— 


100- 
101— 


3: 

9: 

11: 

44: 

2; 
36: 
37: 
43: 
88: 
60; 
1.6; 
11: 
48: 
2: 

6: 
31: 
34: 

3; 

26: 

66: 
2: 
10: 
08; 
2: 
10: 
11: 

44: 

49: 

26: 

212: 

247: 

250: 

269: 

306: 

360: 

366: 

390: 

5: 

40 

42: 
46: 
62: 


53: 

103: 

153: 

215: 

227: 

104-   l: 

17: 

20: 

208: 

106-  163: 

155: 

106—   18: 

23: 

29: 

44: 

57: 

110—  104: 

112—  158: 

177: 

216: 

220: 

24: 

38 

110: 

121: 

114—  178: 

117—   2: 

34: 

53: 

28: 

65: 


103— 


107— 


113— 


118— 


120- 


38: 

36 
96; 


Z  017. 990 
Z  018. 404 
Z  018,  524 
Z  018, 638 
Z018,244 
Z  017, 986 
Z  018, 490 
Z  018, 382 
Z  018, 432 
Z  018, 621 
Z  018, 396 
Z  018, 237 
Z  018.  481 
Z  018, 387 
Z  OIK,  260 
Z  OIK,  581 
Z  018,  294 
Z  018, 195 
Z  018, 196 
Z  017, 853 
Z  017,  979 
Z  018, 016 
Z  018, 800 
Z  017, 872 
Z 017, 873 
Z018.5S1 
Z  017, 990 
Z  018,  274 
Z  OIK,  020 
Z  018, 332 
Z  018.  394 
Z  017,  892 
Z  018,  637 
Z  OIK,  126 
Z  018, 181 
Z  017, 921 
Z  018,  560 
Z  018, 282 
Z  018, 572 
Z  018, 072 
Z  018,  602 
Z  017, 932 
Z  018,  193 
Z  018,  617 
2,  018,  639 
Z  018, 150 
Z  018, 516 
Z  018, 119 
Z  018,  215 
Z  018,  204 
Z  018,  305 
Z  018,  206 
Z  018,  429 
Z  018,  092 
Z  017. 974 
Z  018. 170 
Z  017. 976 
Z  017. 918 
Z  018, 129 
Z  018, 238 
Z  018. 450 
Z  018, 067 
Z  018, 016 
Z  017,  904 
2, 018, 643 
Z 018. 366 
Z  018, 418 
Z017.091 
Z  018, 179 
Z  018, 456 
Z  018. 186 
Z  018. 439 
Z  018,  G24 
Z  018, 113 
:  Z  018.  .^76 
Z  018. 117 
Z  018. 022 
Z  OlS.  2ilJ 
Z  018. 017 
Z  018. 327 
Z  018. 230 
Z  018. 046 
Z  017. 950 
Z  017. 958 
Z  018,  290 
Z  018, 029 
Z  018. 397 


121—  19: 
41: 
45: 

122—  392- 
461.1: 

123—  16: 
3Z 

97: 
102: 
124: 


174: 
1H6: 
196: 
198: 

11: 
1: 

36: 
234: 
327: 
335: 
350; 

24; 


128— 
128— 


129— 


1ft  7: 

130—  9: 

131—  39; 

132—  36.  2: 


134— 


82: 
17: 


26 

36 

76 

136— 

116 

137— 

13 

20 

78 

93 

103 

139 

158 

160 

164 

139— 

188 

.'136 

140- 

111 

141— 

7 

144— 

2 

145- 

32 

146— 


148— 
149— 
153— 


153— 


154— 


158- 


161— 
164- 


106— 


61: 

106- 

2: 


65: 

153: 

6: 

13: 

4: 

5: 

6: 

IZ 

11.5: 

13: 

14: 

36: 

33: 

54: 

67: 

Z6: 

31: 

10: 

61: 

86: 

109: 

7: 

60; 

96: 

90: 

20: 

21: 


Z  018. 006 
Z  018. 018 
Z  017. 999 
Z  017. 846 
Z  018. 007 
Z  018, 306 
R.  19,742 
Z  018. 160 
Z  017. 878 
Z  017. 914 
Z  018. 425 
Z  018. 436 
Z  017. 967 
Z  018,  229 
Z  018. 612 
Z  018, 184 
Z  018, 145 
Z  018, 328 
Z  018, 046 
Z  017, 924 
Z  017, 948 
Z  018, 517 
Z  018, 322 
Z  017, 934 
Z  018, 333 
Z  018, 641 
Z  017, 931 
Z  018,  Oil 
Z  018, 127 
Z  018, 367 
Z  017,  852 
Z  018. 313 
Z  018.  492 
Z  018. 645 
Z  018. 657 
Z  018. 060 
Z  017. 851 
Z  018. 663 
Z  018. 454 
Z  018. 110 
Z  017. 841 
Z  018, 383 
Z  017,  840 
Z  018, 169 
Z  017, 800 
Z  018. 555 
Z  018, 064 
Z  018. 035 
Z  017, 945 
Z  017, 949 
Z  018. 177 
Z  018, 000 
Z  018. 360 
Z  018, 437 
Z  018. 603 
Z  017. 895 
Z  018, 044 
Z  018, 162 
Z  017, 960 
Z  018.  167 
Z  018, 121 
Z  018, 388 
Z  018, 530 
Z  018, 588 
Z  017, 863 
Z  018, 604 
Z  018, 584 
Z  01 7. 978 
Z  018. 189 
Z  017. 891 
Z  018, 596 
Z  018, 040 
Z  018. 400 
2, 01«.  309 
Z  017. 943 
Z  018,  340 
Z  018.  500 
Z  018, 601 
Z  018, 360 
3. 018, 583 
Z  017, 992 
Z  018,  503 
Z  018, 352 
Z  018, 366 
Z  018,  384 
Z  018. 199 


10ft—   21: 


167— 

170— 
171— 


81: 
03: 
5: 
05: 
97: 

306: 
312: 
223: 

229: 
242: 

312: 
327: 


172—  36: 
246: 
274: 

173—  13: 
264: 
266: 


321: 
338: 
356: 
89: 
177: 
415: 
182; 
183: 
394: 


174— 
176- 


176- 


177— 


178— 


315: 


363: 

366: 
375: 
36: 
35: 
133: 
134: 

131: 

7: 

311: 

329: 
361: 

355: 
3: 
6: 

25; 
44: 


70: 
88: 
16: 
18: 
27: 
100.3: 

100.4 
170 


171: 

180—  77 

79.2 

181—  0  6 


Z  018,  283 
Z  018,  285 
Z  017, 942 
Z  018, 410 
Z  017, 961 
R.  19,  735 
Z  018, 483 
Z  018,  495 
Z  018,  405 
Z  018, 647 
Z  018, 107 
Z  018, 108 
R.  19,  738 
Z  018,  231 
Z  018, 620 
Z  018,  218 
Z  018,  246 
Z  018,  321 
Z  018, 371 
Z  018,  268 
Z  018, 253 
Z  018,  287 
Z  018, 343 
Z  018,  461 
Z  018. 363 
Z  018, 477 
Z  018, 632 
Z  017. 940 
Z  018, 134 
Z018,335 
Z  018, 599 
Z  018.  210 
Z  018, 080 
Z  018,  272 
Z  018,  225 
Z  018,  226 
Z  018, 266 
Z  018,  241 
Z  018. 340 
Z  018. 486 
Z  018, 600 
Z  018, 522 
Z  018, 235 
Z  018. 348 
Z  017, 842 
Z  018,  243 
2, 018, 330 
Z  017, 862 
Z  018, 347 
Z  018, 254 
Z  018, 630 
Z 018, 470 
Z  018, 479 
Z  018,  491 
Z  018, 364 
Z  018,  459 
Z  017, 849 
Z  018, 309 
Z  018, 431 
Z  018,  499 
Z  018,  430 
Z  017, 883 
Z  017. 001 
Z  018.  368 
Z  017. 923 
Z  018. 140 
Z  018,  320 
Z  018, 324 
Z  018. 358 
Z  018, 489 
Z  018, 102 
Z  017, 977 
R  19,741 
Z  018, 457 
Z  017,  888 
Z  018.  374 
Z  018.  466 
Z  018, 043 
Z  018,  464 
Z  018. 466 
2, 018, 494 
Z  018,  401 
Z  018, 033 
Z  018,  443 
Z  018. 197 
Z*018.463 


xxxix 


CXASSIFICATION  OF  PATENTS 


181— 

1 

28:  2,018,262     200— 

5Z   Z  018,  590 

219— 

fc   Z018.116 

34Z-  84.1: 

183— 

q;   2,018,493 

60:   Z  017,  896 

10:   Z  018,  363 

110: 

15:    2,018,131 

82:   Z  017.  966 

Z  018. 380 

244-        2: 

37-   2.01.8,207 

119:  Z  018. 323 

19:   Z  018  293 

12: 

63:    R  19.732 

Z  018. 484 

21:    Z018.  147 

21: 

T>:   2,018.074 

131:  Z018.556 

46;  Z  018.  512 

25: 

IM— 

1:   2,017.871 

148:   Z  018. 136 

220- 

1:   ZOiaiTO 

29: 

3;  2,018.402 

152:  Z  018, 310 

24:   Z  01 7.  837 

31: 

2.018,518 

166;  Z  017. 907 

61:   Z  018.  486 

347-        3: 

7:  2.017.847 

Z  018. 073 

55:   Z  017.922 

10: 

Z  017. 84S 

201— 

48:  Z  018,  220 

86;  Z  018.  316 

31: 

11:  2,018.188 

288:  Z  017, 920 

Z  018,  534 

31: 

69:  2,018.28* 

202- 

30:  Z  018, 377 

221- 

60:   Z018.033 

248-      26: 

188-  7^  5:  2.01S,5«7  | 

227:  Z018,«36 

61:   Z018.562 

250—        9: 

80:  2,018,458 

236:  Z  018,040 

64:    Z  018  050 

88:  2.017,963 

204— 

5:  Z  018, 395 

98:    Z  018.  278 

10: 

2,018.312 

6:  Z  018. 471 

147:   Z  017,  839 

U: 

89:   2,018.051 

31:   Z  018,  161 

223— 

21:  Z  018  326 

1W— 

14     2,018,568 

32:  Z  018,  434 

100:  Z  018.  2X0 

46:   2,018,562 

6Z  Z  018, 133 

234— 

7:   Z  018.  606 

2,018.S83 

206- 

10:    R.  19,  737 

225— 

3:   Z0K543 

72:  2.018.308 

29:   Z  018,  299 

17:    Z  017.  879 

IW— 

2:  2,018.319 

44:  Z  017. 962 

26:  Z  018.  389 

13: 

4:   2,018,3,M 

Z  018. 623 

22«^— 

18:   ZOI8.15i 

14: 

2,018,469 

46:  Z  018. 005 

67:    Z  018,  424 

17: 

13:   2,017.989 

66:   Z  018.  075 

81:   Z018  409 

ao: 

53:   2,017.997 

208— 

34:  Z018,381 

229— 

6;  Z018  070 

55:   2.017.915 

79:  Z018,531 

14:  Z018,519 

27: 

105:   2,018.101 

141:  Z018,53O 

Z018  005 

125:   2.017.865 

183:   Z  018, 062 

31:  Z017.926 

194— 

2:   2,018.447 

20»»— 

138:   Z  018, 039 

41:   Z018,  171 

196— 

3:   2.01S.W2 

183:    R.  19.  TM 

65:   Z018228 

27.6: 

9:  2,017.'<74 

471:   Z018.010 

230— 

18:   Z017.968 

10:   2.018,066 

210— 

63:   Z  018.  433 

38:  8,018  1.53 

2.018,619  1 

Z  018.  474 

132:   Z  017.905 

49:   Z  017.  836 

202 

Z018,396 

139:   Z018  521 

2.018,475 
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Acme  Wlilte  Lead  &  Color  Works.  Detroit,  Mich.  Paint 
enamel.     Serial  No.  368,213  ;  Oct.  29.     Class  16. 

American  Fur  Dyeing  Company.  North  Bergen,  N.  J.  Dyed 
skins.     Serial  No.  340,027;  Oct.  29.     CUiss  1. 

American  Smelting  and  Refining  Company.  New  York, 
N.  Y.     Copper.     Serial  No.  368.874  ;  Oct.  29.     Class  14. 

American  Traveler,  Inc.,  The.  New  York,  N.  Y.  Periodical. 
Serial  No.  366,081  ;  Oct.  29.     Class  38. 

Anderson,  Victor  H.,  doing  business  as  Anderson  Arch  and 
Health  Rebuilder  Co..  East  Orange,  N.  J.  Massage  de- 
vices.    Serial  No.  355.722  ;  Oct.  29.     Class  44. 

Atlyeh  Bros.,  New  York,  N.  Y.  Textile  rugs.  Serial  Nos. 
368,769-70;    Oct.   29.     Class  42. 

Augusta  Canning  Company.     (See  Baxter,  H.  C.  k  Bro.) 

Bauer.  W.  A.,  Co.,  Norrlstown.  Pa.  Canned  fruits  and 
vegetables,  coffee,  etc.  Serial  No.  365,976 ;  Oct.  29. 
Cla^s  46. 

Baxter,  H.  C^  k  Bro..  doing  business  as  H.  C.  Baxter 
Bros.  Co..  Baxter  P.ros.  Co.,  Snowflake  Canning  Com- 
pany, Augusta  Canning  Company,  and  Maine  Canned 
Foods  Inc.,  Brnnttwick,  Maine.  Canned  fresh  horticul- 
tural bean*.     Serial  No.  302,902  ;  Oct.  29.     Class  46. 

Beldam  Packing  k  Rubber  Co..  Limited.  The,  London,  Eng- 
land EnKlne  and  machinery  packings.  Serial  No. 
363,448  ;  Oct.  29.     Class  35. 

Beni.  (Jeorge.  Sons,  Inc.,  St.  Paul,  Minn.  Whiskey.  Se- 
rial No.  .369.522  :  Oct,  29.     Qass  49. 

Rlnney  k  Smith  Co..  New  York,  N.  Y.  Adhesive  latex 
paste.     Serial  No.  369,078  ;  Oct.  29.     Class  5. 

Bon  Ton,  Incorixiratetl,  doing  business  as  Bon  Ton  Bever- 
ages. Inc..  Chicago,  111.  Whiskey.  Serial  No.  357.086: 
Oct    29      Class  49 

Elotany  Worsted  Mills.  Passaic,  N.  J.  Worsted  knitting 
yarns.     Serial  No.  369.044  ;  Oct.  29.     Class  43. 

Broadwav  Candy  Company.     (See  Rleselbach,  Allen.) 

Brose.  Horace  B.,  Chicago.  III.  Self-vulcanizing  rubber 
patches.     Serial  No.  366,806;  Oct.  29.     Class  ."^S. 

Brunswick-Balke-Collender  Company,  The,  Wilmington, 
Del.,  and  Chicago,  III.  Billiard  tables.  Serial  No. 
3G0.327  ;  Oct.  29.     Class  22. 

Brunswick-Balke-Collender  Company,  The,  Wilmington, 
Del.,  and  Chicago,  111.  Billiard  tables.  Serial  No. 
369.334  :  Oct.  29.     Class  22. 

Brunswick  BalkeCollender  Company,  The.  Wilmington, 
Del.,  and  Chicago,  111.  Pocket  lillflard  balls.  Serial  No. 
360,33(> ;  Oct.  29.     Class  22. 

Brunswig  Drug  Co..  Los  Angeles,  Calif.  Whiskey.  Serial 
No.  3d9.598  ;  Oct.  29.     Class  49. 

Central  Laboratories.  Inc..  St.  Peten^burg.  Fla.  General 
tonic.     Serial  No.  368.442  :  Oct.  29.     Class  6. 

Charterls,  I^eslle.  Weybrldge,  England.  Books.  Serial  No. 
369,047  ;  Oct.  29.     Class  38. 

Cherrlo  Publishing  Company,  Inc.,  Detroit,  Mich.  Period- 
ical.    Serial  No.  .366.808  :  Oct.  29.     Class  38. 

Chicago  Screw  Company.  The,  Chicago,  III.  Screws.  Se- 
rial No.  3«8,560  ;  Oct.  29.     Class  13. 

Chrysler  Corporation,  Highland  Park,  Mich.  Air  condi- 
tioning units  and  structural  parts  thereof.  Serial  No. 
369,3.38  ;  Oct.  29.     Class  34. 

CoUate-Palmolive-Peet  Companv.  JerFey  City,  N.  J. 
Shaving  cream.     Serial  No.  368,128  ;  Oct.  29.     Class  4. 

Colgate-Palmollve-Peet  Company.  Jersey  City,  N.  J.  Sbav- 
InK  cream.     Serial  No.  368,129;  Oct.  29.     Class  4. 

Companla  Ron  Bacardi.  S.  A..  Santiago.  Cuba.  Rum.  Se- 
rial Nos.  359,5.38-9  ;  Oct.  29.     Class  49. 

Decatur  Pump  Company.  Decatur,  111.  Electric  water 
pumps.     Serial   No.  357,892;  Oct.  29.     Class  23. 

Door  Company,  Inc.,  The,  New  York,  N.  Y.  Apparatus  for 
the  tn-ntment  of  solids  su.opended  in  liquids.  Serial 
No.  3y^,^»26  ;  Oct.  29.     Class  23. 

Duplan  Silk  Corporation,  New  York.  N.  Y.  Pile  fabrics. 
Serial  No    3fi9  049  :  Oct.  29.     Class  42. 

Duplate  Corporation,  Pittsburgh,  Pa.  Flat  glass.  Serial 
Nos.  362,459-63  :  Oct.  29,     Class  33. 

Elastern  Market  Sausaee  Company,  Inc.,  Detroit,  Mich. 
Meats.     Serial  Nos.  362.168-9;  Oct.  29.     ClSfs  46. 

Efron,  Alexander,  New  York.  N.  Y.  Advertising  pamph- 
lets.     Serial  No,  .S67.765  ;  Oct.  29.     Class  38. 

Eisensteln,  Oscar,  Brooklyn.  N.  Y.  Furniture  and  automo- 
bile polish.     Serial  No.  366,711  ;  Oct.  29.    Class  16. 

ftigel.  A.  k  J..  Inc..  New  York.  N.  Y.  Fur  skins.  Serial 
No.  368.841  ;  Oct.  29.     Class  1. 

Epicurean  Pre«»s.  Inc..  The.  New  York.  N.  Y.  Trade  Jour- 
nal.    Serial  No.  368.0.33  ;  Oct,  29.     Class  38. 

Epstein.  Burney.  Inc..  New  York,  N.  Y.  Indies'  knitted 
dres.««es  and  sweaters.  Serial  No.  368.558  ;  Oct.  20.  Class 
39. 

Faber.  A,  W..  Inc..  Newark.  N.  J.  Rubber  pencil  caps  or 
erasers.     Serial   No.  369.186  ;  Oct,  29.     Class  37. 

Ferro  Enamel  Corporation.  Cleveland,  Ohio.  Asbestos 
mits.  aprons,  leggings,  etc.  Serial  No.  362,412 ;  Oct.  29. 
Class  39. 

Finch.  Jopeph  S,.  and  Company.  New  York.  N.  Y.  Whis- 
key, brandy,  gin,  etc.  Serial  No.  369.567 ;  Oct.  29. 
Class  49. 


Finchley  Inc..  New  York.  N.  Y.     Men's  coats,  vests,  panta, 

etc.     Serial  No.  368,979;  Oct.  29.     Class  39. 
Fletcher,   Edgar  G.,  Cincinnati,  Ohio.     Prophylactic  arti- 
cles.   Serial  No.  367.648  ;  Oct.  29.    Class  44. 
Frederics,   John,   Perfumes  Corporation.   New  York.   N.  Y. 

I'erfumes.     Serial  Nos.  369.2*0-1  ;  Oct.  29.     Class  6. 
French-Wolf  Paint  Products  Corp,,  I'hlladelpliia,   Pa.      In- 
side and   outside  paints.      Serial   No.   368.566  ;   Oct.   29. 

Class  16. 
Format  Co.,  The,  Chicago.  III.     Brassieres  and  foundatlo* 

garments.     Serial  No.  368,929  ;  Oct,  29      Class  31t, 
Foster  Canning  Co.,  Inc.  The,  doing  business  r»  Glendale 

Canning   Co.,   Glendale.    N.    Y.      Canned    food   for   dogs, 

cats,    and    carnivorous    animals.       Serial     So.    366.937  ; 

Oct.  29.     Class  46. 
Frankfort  Distilleries,  Incorporated,  Louisville,  Kv.    Whi»- 

key.     Serial  No.s.  369,645-6  ;  Oct.  29.     Class  49. 
Franklin    Simon    k   Co.    Inc.,    New    York.    N     Y.      Shoes. 

Serial  No,  368.309  ;  published   Oct.  29.  1935.     CUss  39. 
Fruit  Industries.  Ltd..  Los  Angeles,  Calif,,  and  New  York, 

N.    Y.      Brandy.      Serial    No.    337,128 ;    published    Oct, 

29.    Class  49. 
Fulton   Specialty  Company,  Elirabeth,  N.  J.     Stamp  pads 

and    rubber    ttamp    ink.      Serial    No.    348,485;    Oct.    29. 

Class  11. 
Fyrout  Company,   Inc.,  New  York,  N.  Y.      Hand  portable 

fire  extinguishing  apparatus.     Serial  No.  369,156  ;  Oct 

29.    Class  23. 
General     Pharraacal     Company,     The,     Cincinnati.     Ohia 

Fortified   aspirin   compound.      Serial   No.   368,981  ;    Oct. 

29.     Class  6. 
George.  Harry  A,,  doing  business  as  The  Livingston  Com- 
pany. West   Hartford.  Conn.     Shaving  granules.     Serial 

No.  369,187;  Oct  29.     Class  4. 
Gilbert.  W.  B.,  Company.   Inc..  Cordova,  Alaska      Canned 

sea  food.     Serial  No.  367,997  ;  Oct.  29.     Class  46. 
Glendale  Caiuilng  Co.     (See  Foster  Canning  Co.,  Inc.,  The.) 
Goodstein  Bros.  4  Co,.  Inc.,  New  York,  N.  Y.    Men's  coats. 

Serial  No.  «88,297  ;  Oct.  29.     Class  39. 
Gorson  Clothes  Inc.,  New  York.  N.  Y.    Men's  overcoats  and 

topcoats.     Serial  No.  868.373  ;  Oct.  29.     Class  39. 
Great  Atlantic  k  Pacific  Tea   Company,   The,   New  York. 

N.  Y.     Bleach  water,  germicide,  deodorant,  etc.      Serial 

No.  368,395  ;  Oct  20      Class  6. 
Green  k  Hopson.  Springfield,  Mass.     Cotton  yarn.     Serial 

No.  364.387  ;  Oct.  29.     Class  43. 
Gurlan.  Philip.  Sons.  Inc.,  New  York,  N.  Y.     Ladles'  skirts. 

Serial  No.  §68.659  ;  Oct.  29.     Class  39. 
Harwood  Underwear  Corporation,  New  York.  N.  Y.    Ladles' 

underwear    and    slips.      Serial    No.    363,960;    Oct.    2». 

Class  39. 

Heath-Sweetser.  Inc..  New  York,  N.  Y.     Shirts  ami  collars. 

Serial  No.  368.860  ;  Oct.  29.     Class  39. 
Heidslk.  John,  Company,  The,  Barberton,  Ohio.     Whiskey. 

Serial  No.  368,475  ;   Oct.  29.     Class  49. 
Henkel-Clauss    Company,    The,    Fremont,     Ohio.      Cuticle 

scissors,  manicure  Implements,  nail  files,   and  tweezers. 

Serial  No.  366,098;  Oct.  29.     Clas-s  44. 
Hill.  II.  O,.  Stores,  Inc.  New  Orleans,   La,     Milk,  butter- 
milk, cream,  etc.     Serial  No.  338,822  ;  Oct.  29,     Class  46. 
Howdy  Company,  The,  St.  Louis,  Mo.     Maltless  beverages, 

and  syrups,  extracts,  and   flavors  for  same.     Serial  No. 

369,653  ;  Oct.  29.     Class  45. 

Hoyle.  Thomas  M.,  Washington,  D.  C.  Handlcapper  cards 
for  races.     Serial  No.  367,760  ;  Oct.  29.     Class  38. 

Huff.  Barnes  and  Opie,  Inc.,  Pittsburgh,  Pa.  Paper  bags. 
Serial  No.  369.359  ;  Oct.  i9.     Class  2. 

International  Cellucotton  Products  Company,  Chicago.  IlL 
Absorbent  face  cleansing  sheets  made  of  paper.  Serial 
No.  368.225  ;  Oct.  29.     Class  37. 

International  Shoe  Co.,  St.  Louis.  Mo.  Boots  and  shoes. 
Serial  No.  368.745  ;  Oct.  29.     Class  39. 

Italian  Swiss  Colony.  San  Francisco.  Calif.  Winea  Se- 
rial No.  369.132  ;  Oct.  29.     Class  47. 

K-D  I^mp  Company.  The.  Cincinnati.  Ohio.  Vehicle  safe- 
ty reflector  signals.  Serial  No.  364,606  ;  Oct.  29.  Class 
19. 

Kay's,     (See  Klopfer,  Albert  L.,  Jr.) 

Kerk  Guild.  Inc.,  Utlca,  N.  Y.  Soap  products.  Serial  N«- 
369,230;  Oct.  29,     Class  4. 

Kitty  Kelly  Shoe  Corporation.  New  York,  N.  Y.  Traveling 
and  hand  bags,  trunk8,  bill  folds,  etc.  Serial  No. 
368,334  ;  Oct.  29.     Clas.s  3. 

Klopfer.  Albert  L..  Jr..  doing  business  as  Kay's  and  Kay's 
Oliver  Ave..  Pittsburgh,  Pa.  Ladies'  wearing  anpareL 
Serial  No.  365.629;  Oct.  29.     Class  39. 

Lander  Co..  Inc..  The,  New  York.  N.  Y.  Astringents, 
astringent  cerates,  bleach  and  beauty  creams,  etc.  Se- 
rial No.  368.529  ;  Oct.  29.     Class  6, 

Lang.  C.  J.,  Clothing  Companv.  The.  Akron.  Ohio.  Suits 
and  overcoats.     Serial  No.  .%8.66l  ;  Oct.  29.     Cnass  39. 

Leef  Bros.  Inc..  Minneapolis.  Minn.  Adhesive  paste.  Se- 
rial No.  367.074  ;  Oct.  29.     Class  6. 

Livingston  Company,  The.     (See  George,  Harry  A.> 
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Lopex,  Ignacio,  y  Compaflla,  Habana.  Cuba.     Tooth  pa«te, 

dentifrices,  face  powder,  etc.     Serial  No.  363,001  ;  Oct. 

29.     Class  6. 
Lyons-Magnus,  Inc..  doing  business  as  The  E.  G.  Lyons  & 

Raas  Co.,   Saa  Frauoisco.  Calif.     Distilled  dry  gin.     Se- 
rial No.  369.362  ;  Oct    21».     ClaM  49 
Mackie     Cleoienn    Fuel    Company,    Pittsburg,    Kaos.,    and 

Kansas  City,  Mo.      Coal.     Serial  No.   369,164  ;  Oct.   29. 

Class  1. 
Macklanburg-Dnncan     Company.     Oklahoma     City,     Okla. 

Calking,  glaxlng,  and  roofln^  compounds,  and  rooflng  ce- 
ment.    Serial  Nos,  866.964-5  :  Oct.  29.     Class  12. 
Maine  Canned   Foods,   In<.      (See   Baxter,  H.   C,  k  Bro.) 
Maje«tic  Wine  *  Spirits.  Inc.,  v  amd^n.  N.  J.     Wines.     Se- 
rial No.  369.281  ;  Oct.  29      Class  47. 
ManrollB,    H..   A    Company,    Inc.,   Neir   York.    N.    Y..  and 

Fltcnburg,    Mass.      Handbags   and    purses.      Serial    No. 

368.856  :  0<rt.  29.     Class  3. 
Market  Trends,  Inc.,  Denver,  Colo.     Cirmlars,  bulletins,  or 

pamphlets.     Serial  No.  864,827  ,  Oct.  29.     Class  38. 
Marks,    L.    V.,   &    Sen.-*   Company,    The.    Cincinnati,    Ohio. 

Ladies'  shoes.     8«Hal  No.  968.813;  Oct.  29.     Class  S9. 
McCrary   Hosfery    Mills.   Inc.,   Asheboro.   N.   C.      Hosiery. 

Serial  No.  368.940:  Oct.  29.     Clasa  39. 
Meredith.  William   C,  Co.,   Inc..  Atlanta,  Oa.     Door  steo 

and  stringers.     Serial  No.  »68,620  :  Oct.  29.     aa.«»8  12. 
Methusa  Co..  Th«,  Clereland.  Ohio.     Se<latiTes   analgesics, 

diuretics,  etc.      Serial   No.    369.656;   Oct.    29.      Class  6. 
Metropolitan    Wire  Goods   CorporatloB.   New  York.    N.   Y. 

Wire  egg  beaters,    wire  potato  BMshers.  and   wire  icing 

grates.      Serial  No.  365,811  ;  Oct.  29.      Class  23. 
Meyer.  Cbarles,  Chicago,  111.     Articles  of  Jewelry.      Serial 

No.  3«8,302 ;  Oct.  ^.     Class  28. 
Militant   r>oll8   Inc..   Brooklyn,    N.   Y.      Doll.      Serial    Noa 

369,708-9  ;  Oct.  29.    Claa«  22. 
M»s«o«rl  Portland  Ceasent  Company,  St.  Louis,  Mo.     High 

early   strength    Portland    cement.      Serial   No.    8«6.672  ; 

Oct.  29.     CfasB  12. 
Monarch  Mannfactnrlng  Company,  Atlanta,  Ga      Maltles* 

beverages,  and  sirups  and  extracts  for  same.     Serial  No. 

3«9.710  :  Oct.  29.     Class  45. 
Morning  Telegraph    Sports  News.    Inc.,   New   York,   N.   Y. 

Newspaper  Heetion.     Serial  No.  868.143  ;  Oct.  29.     Hass 

38 
Mound  City  Paint  ft  Color  Company,  St.  Lovis,  Mo.     Paint 

enamel.     Serial  No.  367  132;  Oct.   29.     Class   16. 
Mooud  City  Paint  ft  Color  Company.  St.  Louis,  Mo.     Var 

nish    linoleum    finish        Serial    No     367,133;    Oct.    29 

Class  16. 
Naah  Motors  Company,  The,  Kenosha.  Wis.     Automobiles. 

Serial  No.  36S.8&4  ;  Oct.  29.     Class  13. 
NatkMial  Photo  Co.,  doing  business  as  The  Photo  Mill,  St 

Paul,  Minn.      Photographic  prints.     Serial  No.  306,573; 

Oct.  29.     aass  38.  .      ^ 

Nsffden  Laboratories.  Lincoln.  Norfolk,  and  Grand  Island, 

Nebr.,  and  Sioux  City,  Iowa.     Solutions  of  calcium  glu- 
conate for  TCterlnary  use.     Serial  No.  368,754  ;  Oct.  29. 

Class  6. 
North  American  Aviation,   Inc.,  DondaJk.  Md.     Airplanes. 

Serial  No.  3fl6.b4« ;  Oct.  29.     Class  19. 
Old  Dutch   Industrial    Products  Co..   Inc.,   Kearney,   N.  J. 

Khoe  clpsner.     Serial  No.  3«8.5.'<2  :  Oct.  29.     Class  4. 
O'Neill   Milk   ft  Crpam   Co.,   New  York,   N.    Y.      Chocolate 

marshmallow   rallk   drink.     Serial   No.  358,491  ;  Oct.    29. 

Class  46. 
Ortega    E.  C.   Company,  Inc..  doing  business  as  Pioneer 

Chile  Packing  Co.,  Los  Angeles,  Calif.     Canned  plmien- 

tos    and   chile    peppers       Serial    No.    868,945;    Oct.    29 

Orteaa.  R.  C,  Company.  Inc.,  Ix>8  Angeles.  Calif.  Canned 
green  chile  sauce.  Serial  No.  368.946;  Oct.  29  Class 
46 

Ostiuron    Distilled    Products   Co..    Inc..    New    York,   N.   Y 
WMskey.     Serial  Nos    3«9.5T^81  ;  Oct.  29.     Class  49. 

OstmcoD   Distilled    Products  Co..    Inc..    New   York,    N.   \ 
Gin.     Serial  No.  369,582  :  Oct.  29.     Class  49. 

Peninsular   Paper   Company,    Ypsllantl,   Mich.      Cover  ca- 
pers  and    book    papers.      Serial    No.    368,361;    Oct     20 
Class  37. 

Peters  Laboratories  Inc  .  Chicago,  HI.  Facial  cream,  fare 
powder,  and  lipstick.  Serial  No.  368.486;  Oct.  29. 
Class  6. 

Photo  Mill.  Th<».      (See  National  Photo  Co.) 

I'looeef  Chile  Packing  Co.      (See  Ortega,  K.  C  ,  Company, 

Pohatcong   Hosiery    Mills,    Inc.,    Washington.    N.    J.      IIo 

siery.     Serial  No.  369  999  ;  Oct.  29.     Class  39. 
Polk   Miller  Products  Corporation,   Richmond.  Va.      Soap. 

Serial  Nos.  36«<.«26-S  ;  Oct.  29.     Class  4. 
Polk  MlTler  Products  Corporation,   Richmond.  Va.      Soap. 

Serial  No.  36«^.630:  Oct.  29      Class  4. 
Popper  Morson    Co.    Inc.,    Jersey    Hty.    N.    J.      Cocktails. 

Serial  No.  369.417;   Oct.  29      Class  49 
Production    Machine   Company,   Greenfield,  Mass.      Polish 

Irg  wheels.     Serial  No.  361.771  ;  Oct.  29.     Class  4. 
Pulp  Products  Company,  Inc.,  New  York.  N.  Y.     Moulded 

pulp  products.     Serial  No.  368.900  ;  Oct.  29.     CTasa  2. 
Qutvan.    Frank    J..    Inc..    Masp^th.    I^ong    Island.    N.    Y. 

Pocket     book    frames    and    pocket    Iwoks.       Serial     No. 

368.578  ;  Oct.  29      Class   3 


QuinLy.  EUmuad  B..  Tampa,  Fla.      House  brooms.     Serial 

No.   367.519  ;  Oct.   29.     Class  29. 
guiun.  Tbomaa  E.,  Flushing.  N.  Y.     Bread  and  fish  food. 

Serial  No.  368,817  ;  Oct.  a     Class  4H 
Raralrea,  Jos*,    k  Co.   Limited.   London,   England.     Wines. 

Serial  No.  368.465  ;  Oct.   29.     Class  47. 
Rand  Rubber  Company.  Inc.,  Brooklyn,  N.  Y.     Aprons  and 

bathing  caps.     Serial  No.  867,866;  Oct.  29.     Class  39. 
Rapid  Electrotype  Co.,  The,  Cincinnati,  Ohio.     Paperboard 

boxes    or    containers.       Serial    No.    360,714 ;    Oct.    29. 

Class  2. 
KaulM,  Ralph,  doinz  bu.sineas  as  SnnUn<l  Biscuit  Co^  Los 

Angeles.  Calif.     Crackers,   biscuits,  and  wafers.     Serial 

No.  3«9,168;  Oct.  29      Class  46. 
Rleselbach,    Allen,    doing    business    as    Broadway    Candy 

Company,    .Milwaukee,    Wl-s.      Candy    bars.      Serial    No. 

30H,8i7  ;  Oct.  29.     Hass  46. 
Rimes.    Percy.  Brooklrn,  N.   Y.     Toy  pistols.     Serial  No. 

3r»5,7H6  ;   Oct.  29.      Class  22. 
Rochester.  J.  C,  ft  Co  ,  Inc.,  New  York.  N.  Y.     Incinerators 

and  parts  thereof      Serial  No.  367.209  ;  Oct.  29.     Class 

34 
Roner   Hat    Corporation,    New    York     N.    Y,      Men's   hats. 

neckties,    and    mulBers.      Serial    No.    368,666 ;    Oct.    29 

Class  39. 
Rotoprlnt   Akt-Ges,  Berlin.  Germany.      Reproducing  mate- 
rials— namely,     blank     printing     plates.       Serial     No. 

::66,043  :  Oct.  29.     Class  14. 
Rotospeed  Co  ,  The.  Darton,   Ohio      Htencll   printing  ma- 
chines.    Serial   No.  869.245;  Oct.   29.     Class  23. 
Roxor    Corporation.    The,    Nashville.    Tenn.      Insectlcldef 

Serial  No.  366,»63  ;  Oct.  29      Class  6 
Saks  ft  Company,  New  York,  N    Y.     Infants'  coats,  dresses. 

hats,  etc.     Serial  No.  368,053;  Oct.  29.     Class  .19 
Scholnlck  Shoe  Co.,  Boston,  Mass.     Women's  shoes.     Serial 

No.  388,459  ;  Oct.  29      Class  39 
Schulmsn.  Ix)ul8.  Co  .  Inc..  New  York,  N    Y      Gummed  pa 

per  In  rolls  or   packages.     Serial   No.  359,962  ;   Oct.  29. 

Class  37. 
Seagram.    Joseph    E.,    ft    Sons.    Inc.,    I.«wrenceburg,    Ind. 

Whiskey.     Serial  No    856.586  ;  Oct.  29      Class  49. 
Searle.  G.  D.  ft  Co     Chicago.   III.     Preparation  for  use  In 

the   treatment  of  hernia       Serial   No    369,284  ;   Oct.    29. 

Class  6. 
Smith,   V.    R  .   doing   business    as    V".    R.    Smith    Olive   C"  . 

Lindsay,    CaUf.      Caaned    olives.      Serial    .No.    368.959 ; 

Oct.  29.     Class  46 
Smlth-Thornbnrg  Company,  Phoenix,  .Arts.     Fresh  vegeta- 
bles sod  nel.iDS.     Serial  No   368.0^3  ;  Oct.  29.     CUas  46. 
Saowflake  Canning  Company.     (See  Baxter,  H.  C,  ft  Bre  i 
Soc.    Cadolie    Freres,    Paris,    France.      Corsets    and    buai- 

bodices.    brassieres,    and   girdles.      Serial    No.    36S.898 : 

Oct.  29.     CTass  39. 
Sockedad   Anonima   La  Toja.  Pontevedra,  Spain.     Mineral 

and    medicinal    waters,    toilet    creams,   tooth   paste,  etc. 

Serial  No.  364,264  ;  Oct.  29      Clasa  6. 
Somerset  Shoe  Co  .  Auburn,  Maine.     I^idles*  Ieatl>er  aboes. 

Serial  No.  866,967  ;  Oct.   29      Clasa   39 
Southern    Biscuit   Company     Incorporated.    Richmond,    Va 

Cakes    and    .  rackers.       Serial     Ni..      •.G9,«V32  ;     fk-t.     29. 

Class  46. 

Soutbcra    Independent    Oil    and    Reflnlag   Conkpany,    Inc., 

KvaDirville.   Ind.      Ineeetlrides,  ky  sprsy.   and   stock  dtp. 

S.'rial  No.  3«5f».lll  ;  Oct.   29.     Class  o 
Square    D   Com[«ny.   Detroit.    Mich       Electric   equipment. 

Serial  No.  .3«2,8h4  :  Oct.  29.      Class  21. 
StalfoTd-Lowdon  Coropany,  Fort  Worth,  Tex.     Bank  checks 

and   negotiable   Instrumenta.      Serial   No.    3ti6.3H«  ;    Oct. 

29      Class  87. 
Standard  Brands  Incorporated,   New  York,  N.  Y.     Gelatin. 

Serial   No.   :W7,'26e  ;  Oct    29      Class  46 
Standard    Brewing    Company.    Inc.,    Rochester.   N.   Y.      Ale 

and  beer.     Serial   No.  369.422;  Oct.  29.     Class  48. 
SteinberRer  Broe.  Ina,  New  York.  N.  Y.     Yarn.     Serial  No. 

3H8.{»9*;  Oct.  29.     Class  48. 
Stemsaons,  Clarence  H.,  doing  basiness  as  C  H.  Stemmons 

Mfg.  Co  ,  Kansas  City,  Mo.     Sock  llaers  for  aching  feet. 

Serial  No.  366,685  ;  CKt.  29.     Clas.-*  44. 
Sterlintt    Brewfrs,    lac..    Evansville,    Ind.      Malt    products. 

Serial   No.  36<<,196  ;  Oct.   29.     Claas  48 
Stonekirk    Worsted   Company.   New  York,    N.    Y.      Woolen 

piece  Koods.      Serial    No.    368.490 ;   Oct.    29.      Class  42. 
Sunland  Blscnit  Co.      (See  RauUl.  Ralph  ) 

Supreme  Distributors.  Inc..  Phoenix.  Ariz.  Gin  and  whis- 
key.    Serial  No.  3e9.6«»2  ;  Oct.  29.     Class  49. 

Sylvania  Industrial  Carporation.  New  York,  N.  Y.  Non- 
flbrous  celluloslc  products.  Serial  No.  868.274;  Oct.  29. 
CUss  50 

Teesf*ale  Manufscturlng  Compaav,  Grand  Rapitfs,  Mich. 
Draft  controlled  dampers.  Serial  No  369,073;  Oct.  29. 
Class  34. 

Tnemec  Comitfiny  Inc.,  Kansas  City,  Mo,  Ready-mixed 
paint.     Serial  No.  366  490;  Oct.  29      Class  16 

Tree  Gold  Cooperative  Grr>wers  of  Florida,  Orlando,  Fla. 
Fresh  citrus  fruits.  Serial  No.  868,638  :  Oct.  29.  Class 
46. 

Trlner.  Joseph.  Corporation,  Chicago,  III  Whiskies.  Se- 
rial No.  3(fc,n.36  ;  Oct.  29      Class  49 

Trtner.  Joseph.  Corporttkm.  ChicStgo,  III.  Whiskey.  Se- 
rial No.  369.610  ;  Oct.  29      Class  49, 


LIST  OF  TRADE-MARK  APPLICANTS 
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PUBT.ISHED  FOR  OPPOSITION 
[Act  of  Feb.  20,  1905,  Sec.  6,  as  amended  Mar.  2.  19071 


Tryon,  Inc.,  Danbury,  Csna.  Shaving  cream  having  prop- 
erties as  a  facial  cream.  Serial  No.  366.889  ;  Oct.  29. 
Clasa  4. 

U.  S.  Hame  Company,  Buffalo.  N.  Y.  Uames.  Serial  No. 
388.826  ;  Oct.  29.     Qass  8. 

Uddo  Taormlna  Corporation,  New  Orleans,  La.,  and  Los 
Angrl«*,  Calif.  Bleach,  disinfectant,  deodorant,  and 
cleanser.     Serial  No.  368,086 ;  Oct.  29.     Class  6. 

Clmann,  Bernbard.  Co.  Inc..  New  York.  N.  Y.  Yarns  lor 
art  seedlework.     Serial  No.  368,510;  Oct.  2^.     Class  43. 


Vintage  Wines,  Inc.,  New  York.  N.  Y.     Wlnea.     Serial  No. 

367,520;  Oct.  29.     Hass  47. 
Wanamaker,  John.  Philadelphia,  Philadelphia,  Pa.     Toitet 

soapa.     Serial  No.  369.425;  Oct.  29.     Class  4. 
Wholesale    Distributors,    Inc..    Kan>a8    City,    Mo.      Coffee. 

Serial  No.  368,9«5  ;  Oct.  29.     Uass  46. 
WilllamB   011-0-Matic    Heating   Corporation,    Bloomington, 

ill.     Air  conditioning  system  and  beating,   cooling,   de- 

bumidlfying  and  humidifying  units  for  air  condidoaing 

systemii  aiMi    parts    thereof.      Serial   No.   367,813;   Oct. 

29.     Class  34. 


LIST  OF  REGISTRANTS  OF  TRADE-MARKS 


"Ace"  Ginger  Beer,  Inc.,  doing  business  as  Dr.  X  Beverage 

Co.,    Cleveland,    Ohio.      Maltless    beverages    and    svrups. 

extracts,  and  coacentrates  for  maklag  same.      329,434; 

Oct.  29;  Serial  No.  367.144;   published   Aug.   20,   1935 

Class  46. 
Acme  Steel  Company,  Chicago,  III.    Sealers,  stretchers,  coil 

holders,    etc.      329.892 ;    Oct.    29 ;    SSerlal    No.    369,664  ; 

published  Aug.  20,  1936.      Class  23. 
Alm^.   Loula,   Union  City,  N.   J.      Snails  for   use  In  aaua- 

riums.     3J9.468  ;  Oct.  29  ;  Serial  No.  364,936  ;  puhllrfied 

Aug.  20,  1985.     Class  1 
Allied  Kid  Company,  Boston.  Mass.,  and  Philadelphia,  Pa. 

leather       .iSS.SIO  ;   Oct.    29  ;    Serial    No.   366,313  ;   pub- 
lished Aus    20.  1935      Ctaas  1. 
Americsji     Made    Products.    Inc..    Bloomington,    111.       Toy 

building  blocka     329.436;  Oct   29:  Serial  No.  367.146; 

pul.llhhed   Aug.   20.    1935.      Class  22. 
Ameri<!aB     Maise-Pro<incts    Comneny,     New    York,    N.    Y. 

Extract  from  corn  gluten.     329.412;  Oct    29;  Serial  No. 

366. '791;  publi8he<l  July  30.  1935.     Class  1. 
American    Oak    Leather    Co.,    The,    Chicago,    III.      Leather. 

329.;'.84  ;   Oct.    29  ;    Serial   No.   302.248  ;    pubUshed   Aug. 

20.  1935.     Class  1. 

American  Receptacle  Corporation,  New  York,  N.  Y.  Wa- 
ter coolers.  329.378  ;  Oct.  29  ;  Serial  No.  366,016 ;  pob- 
llslied  Aug.  20,  19,15.     Clasa  31. 

American  Tobacco  Company,  The,  New  York,  N.  Y.  Ciga- 
rette paper.  :?29.475  ;  Oct.  29;  Serial  No.  366,393  ;  pub- 
lished Aug.   13.  1936.     Class  8. 

American  Tobaccf)  Company.  The.  New  York,  N.  Y.  Ciga- 
rettes. 329,476 ;  Oct.  29  ;  Serial  No.  366,391  ;  published 
Aug.  13    1935.     Class  17 

American  Vintners  Corporation,  I..08  .\ngelee,  Calif.  Wines 
.•".29,443;  Oct.  29;  Serial  No.  350,083;  published  Aup. 
20,   1935.      Class  47. 

American  Woolen  CumjMuy,  Jersey  Cltr,  N.  J.,  and  Bos- 
ton, Mass.  aMalKnor  to  American  Woolen  Company,  New 
York,  N.  1.  Piece  goods  of  fabric  comoosed  of  wool 
and  cotton.     108.14S  ;  renewed  Jan.  18.  1936. 

Andreu.  Jos^,  y  Mir.nlles  and  Juan  Andreu  y  Miralles.  do- 
ing business  as  Hljos  I>el  I>octor  Andrea,  Barcelona. 
Snaiii.     PaaUIles,   syrups,   and  pilla,  etc      329.507  ;  Oct. 

29,  Class  6, 

AnbeuM>r-Biu»ch,  Incorporated.     (See  Conrad,  C,  ft  Co.,  as- 
signor.) 
Annln    ft    Co..    New    York.    N.    Y.      Manufactured    flags. 

108.088;  renewed  Oct.   12,  1935. 
Aran,  Anthony,  Qulncy.  Mass.     Cigarettes.     329,418;  Oct. 

29;  Serial  .No.  365,922;  published  July  30,  1936.     Class 

17. 
Aril-Sweet  Grapefruit  Growers,  Ltd.,  Peoria,  Arlx.     Fresh 

and    canned    grapefralt.      329.451  ;    Oct.    29 ;    Serial    No. 

365.283  ;  puUlished  Aug.  20.  1936.     Class  46. 
Armstrong   Cork    ft    Insulation    Company,    Lancaster,    Pa., 

now.  by  change  of  name.  Armstrong  Cork  Products  Ct  m- 

paay.      Closures   for   bottles   and    containers.      329.389  ; 

Oct.  29;   Serial  No.  859,762;   published   Aug.  18,   1935. 

Class  60 
Astorloid    Manufacturing  Co.    Inc  ,  New  YorlL.  N    Y.     Fy- 

roxyline  ladi'ss'  hand  baes  and  p<»rtfollo8.     329,426  ;  Oct. 

29;     Serial     No.     ;M4,4G5  ;     publitdied     Aug.     20,     1935. 

aass  3 
.\tkins,    K.   C,    and    Company.     Imiianapoils,    Ind.      Saws. 

329, .354  ;   Oct.    29  :    Serial    No.    366.546  ;   published    Aug. 

20,  193.".      Class  23, 
Atlas  Supply  Company,  Newark.  N.  J.     Rubber   tires  and 

tubes.     .T29.4.S8;  Oct.  29:  Serial  N^.  366,798;  published 

Aug    20.   1935.     Oass  36. 
tiaer  ft   Wilde  Comiiany,   The,    Attleboro,    Mass.      Military 

brush    seta,    whiskbroom    seta,    clothes    bru&h    sets,    etc. 

329,397  ;   Oct.    29  ;   Serial   No.    365,871  ;   published  July 

30,  1935      Class  29. 

Baker,  Bertram  E..  dolngbusineRS  as  R,  K,  Baker  ft  Asso- 

clatea,  Boston.  Mass,     Waxed  wrapping  paper.     329.499; 

Oct.  29.     CUss  37. 
Baltimore  Clothes,  Inc..   Baltimore.  Md.     Men's  and  Iwys" 

clothing.     829.513;  Oct.  29.     Class  39 
Barbazan,    Cef«»rlno,    doing  ImsineAs  as   Spanish   American 

Importation  Co.  of  New  York,  New  York.  N.  Y.     Grapes. 

320.462;  Oct.   29;   Serial   No.   366,186;   published  Aug. 

20,  1935.     Class  46. 


Barclay,   Robert.    Inc.,   Chicago,  111,     Cleaner  for  automo- 

bUe  bodies  and  the  like.     329,506  ;  Oct.  29.     Class  4. 
Baskiad,    Louis,   ft    Co..    Inc.,   New   York,    N.    Y.      Shirts. 

3L'9,516:  Oct.  29.     Cla.ss  39. 
Bates,   Hamilton  C  doing  businet<s  as  C.  J.  Bates  ft  Son. 

Chester,  Conn.     Cutting  tools.     329,500  ;  Oct.  29.     Class 

23. 
Beatrice    Creanaery    Company.    Chicago.    111.      Fresh    milk 

and  fresh  cream.     329.394  ;  Oct.  29  ;  Serial  No.  368.036; 

published   Aug.   20,   1936.      Class  40. 
Belreid    Corporation.    .New    York,    N.    Y.      Sanitary    belts. 

329.448 ;   Oct.    29 ;   Serial    No.    363,165 ;    published    Aug. 

20,   1935.     Class   44. 

Berkowits,  Dworkin  ft  Co.,  Inc.,  New  York.  N.  Y.     Mea's 

coats,  vests.  Trousers,  etc,  329.400;  Oct.  29;  Serial  No. 
3t;6  187;  published  Aug.  13.   1935.     Clase  89. 

Biltrlte  Motor  Equipment  Co.  Inc..  New  York.  N.  Y.  Lu- 
bricating oils  and  crea.>^es.  hydraulic  brake  oils,  etc. 
329.469 ;  Oct.  29 :  Serial  No.  866,134  ;  pub.lshed  Aug. 
20,  19.?6.     Class  15. 

Blooming<'ale  Brcs,,  to  Bloomlngdale  Bros,,  Inc..  'New 
York,  N.  Y.,  successor.  Non-saponaceous,  non-inflam- 
mable cleening  fluid.     108.151:  renewed  Jan.  18,  19.36. 

Bloomlngdale  Bros..  Inc.,  New  York.  N  Y.  Suit  cases, 
wardr(4>e  and  steamer  trrinks.  and  valises  and  hat  bags. 
329.342 ;  Oct.  29 ;  Serial  No.  3t>5,546  ;  published  Aug. 
6,   1935.     Class  3 

Hlum'e.    Harrj.    Natural    Bloom    Inc.,    New    York,    N.    Y. 

Cigars.     829,458  :  Oct.  29  ;  Serial  No.  365.720  ;  published 

Aug.  6.  19S6.     Class  17. 
Boardway.   V.   L..   ft   Co.,    Wrangell,   Territory   of   A'aska. 

Canned    flsh.      329.369;    Oct.    29:    Serial    No.    .366,605; 

published    Aug.   20.    1986.      Class  46. 
Bond  Spark  Plug  Co.      (See  Lehr  Auto  Supply  Company, 

Inc.) 
Branham.  Alfred  11.,  receiver  of  Murrav  Robber  Company, 

Trenton.  N.  J.     i'neiimatic  vehicle  tires.     329.-^50;  Oct. 

29  ;  Serial  No.  365,020  ;  pabliabed  Aug.  20,  1936.     Class 

35. 
Breslaner.  Msrtln  S.,  ft  Co.,  Inc.,  New  York,  N.  Y.     Elec- 
trical desk  lamps.    329.404  ;  Oct.  29 ;  Serial  No.  366.227  ; 

published  Aug.  20,  1936.     Class  21. 

Brill.  H.  C,  Co.,  Inc.,  Newark,  N.  J.  Ice  cream  powder. 
329.612;  Oct.  29.     Cla^8  46. 

Broemmel,  George  M.,  doing  business  a8  Broemmel  Labo- 
ratories San  Francisco,  Calif.  Mosquito  Immunizing 
agent.  329.471;  Oct.  29;  Serial  No.  866.760;  published 
Aug.  20,  1936.    Class  6. 

Brown.   Worth    A..    Capitola.    Calif.      Fertilizer.      329.346 
Oct.    29 ;    Serial    No     365.325  ;    published    Aug.    6,    1936 
Class  10. 

Bruin.  H.  Ten,  ft  Sons,  Chicago,  111.  Foods.  168,846:  re 
newed  Feb.  29.  1936. 

Butter  Kmst  Baking  Company.  (See  Warren  Baking  Com 
pany.) 

California  Walnut  Growers  Association.  Los  Angeles.  Calif 
Walnuts.     106.834  ;  renewed  Nov.  2,   1936. 

Canada  Dry  (Jlnger  Ale.  incorporated.  New  York,  N.  Y 
Malfess  beverages  3'29.433 :  0<  t.  29 ;  Serial  No 
367.066  ;  published  Aug.  20.  19-35.     Class  45. 

Carpenter-Morton  Company,  Boston,  Mass,  Liquid  paints, 
varnishes  for  colorioc  and  finishing  straw  goods  and 
rattan  goods.     107.414  :  renewed  Nov.  23,  1935. 

Carraway  Engineering  Co.,  Inc.,  Dallas.   Tex.     Air  condl 
tloning  units.      329.385;  Oct.    29;   Serial   No.   361,412; 
published  Aug.  20.   1935.     Class  34. 

Olaaese  Corporation  of  .\merlca.  New  York,  N.  Y.  Un- 
dervrear.  329.463  :  Oct.  29  ;  Serial  No.  366,457  ;  pub- 
lished  Aug.  20.   1935.      Class  30. 

Celluloid  Corp,->ratlon.  Newark,   N.  J.     Empty  cream  jars, 

and  unfflleo  oosspacts,  receptacles  for  tooth  brushes,  etc. 

329.509  ;   Oct.  29.      Class  2. 
ChaniberjiSmrg   Englne»»rine   Company,    Chamberaburg,    Pa. 

.\llov  cast  irons.     329.348  ;  Oct.  29  ;  Serial  No.  365,246  ; 

published   July   30.   1935.      Class   14. 
Champion    Pneumatic    Machinery    Company.   Chicago,    III. 

Automatic  beer   pumps.      329,422 :    Oct.   29 :    Serial  No. 

3f  5,989  :  pulili«hed  Aug.  2(V  19:'6      Class  23 
Chapin-Sacks  Manufacrnring  Co..  assignor  to  Chapln-Sacks 

Corporation,     Washington,     D.     C.        Ice-cream     cones. 

107,052  ;  renewed  Nov.  9,  1935. 


IV 
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Christopher  Mercantile  Company.  (See  Churchman.  Al- 
fred, assignor.) 

Churchman.  Alfred,  assignor  to  Christopher  Mercantile 
Company  doing  business  as  Christopher  S&lfB  Company, 
Kansas  City.  Mo.  Coffee.  109,(MJ6;  renewed  Mar.  21, 
1936. 

Cltrln,  Max,  New  York.  N.  Y.  Sanitary  napkins.  329,491  ; 
Oct.  29  ;  Serial  No.  366.851  :  published  Aug.  JO.  1935. 
Class  44. 

Citrus  City  Growers  Association.  (See  Taylor,  John  S., 
Company,  assignor.) 

Cleveland  k  Sandusky  Brewing  Company,  The.  CleTelaod, 
Ohio.     Beer.     108.125;  renewed  Jan.  18,  1936. 

Competent  Fur  Dressers  Inc..  Mount  Vernon.  N.  Y.  Furs 
and  fur  skins.  329.485  ;  Oct.  29  ;  Serial  No.  365.052  ; 
published  Aug.   20.   1935      Class  1. 

Conde,     Claudio.     Ouanabacoa.     Cuba.       Natural     mineral 
waters.      329,494  ;   Oct.    29 ;    Serial    No.    363.682  ;    pub 
lished  Aug.  20,  1935.     Claas  45. 

Conrad,  C.  *  (Jo.,  Maim  Geisenbeim-on-the-Rhlne.  Ger- 
many, and  St.  Louis,  Mo.,  assignor,  bv  mesne  asaign- 
ments,  to  Anheuser-Busch.  Incorporaied,  St.  Louis.  Mo. 
Lager  beer.     13.064  ;  re  renewed  Mar.  2.   1936. 

Consolidated  Chemical  Company.  Detroit,  Mich.  Adhesive 
cement.  329.423  ;  Oct.  29  ;  Serial  No.  361,000  ;  published 
AuK.  6,  19S5.     Class  5. 

Copell,  Daniel  K..  New  York,  N.  Y.  Pipes,  cigarette  and 
cigar  holders,  pipe  filters,  etc.  329.373  ;  Oct.  29  ;  Se- 
rial No.  3(J6  266  :  published  Aug.    20    1935.     Class  8. 

Corinthian  Wine  Co.      (See  Smyrnos.  John.) 

C«ni  Products  Refining  Company.  (See  National  Starch 
Co..  assignor.) 

Crucible  Steel  Company  of  America.  New  York.  N.  Y.  Tool 
steel.  329.406  ;  Oct.  29  ;  Serial  No.  366,608  ;  publlshetl 
Aug.  13,  1935.     Clase  14. 

Crystal  Manufacturing  Co.,  Chicago.  111.  Electrically  op- 
erated animated  signs.  329.447 ;  Oct.  29 :  Serial  No. 
352.033  :  published  Aug.  20.  1935.     Class  21. 

Curtis  Lighting.  Inc..  Chicago.  111.  Electric  illuminating 
fixtures  and  parts  thereof.     329.497  ;  Oct.  29.     Class  21. 

Davies,  Eilwin.  Detroit.  Mich.  Seasoning  for  sausage  meat, 
etc.  .•{29.486  ;  Oct.  29  :  Serial  No.  365.028  ;  published 
Aug.  13.  1935.     Class  46. 

DearlTng  Inc.,  New  York.  N.  Y.  Perfume  and  deodorizing 
liquid  containers.  329.396  :  Oct.  29  ;  Serial  No.  357,546  : 
published  Aug.  20.  1935.     Class  2. 

Del  Real  Tesoro.  Marques,  y  Compafiia,  Jeres  de  la  Fron- 
tera.  Spain.  Wines.  329.38ff :  Oct.  29 ;  Serial  No. 
361.395:  published  Aug.   20.  1935.     Class  47. 

De  Pree  Chemical  Company.  The.  by  change  of  name  to  The 
De  Pree  Company.  Holland.  Mich.  Pharmaceutical 
preparations.     106.222  :  renewed  Oct.  19.  1935. 

DistUiers  Aseocy  Limited.  The,  E^dinburgh,  Scotland. 
Scotch  whlnkey.  32t'.446  ;  Oct.  29  :  Serial  No.  360.845  ; 
publisbe<!  Apr.   16.   1935.     Class  49. 

Distillers  Distributing  Corporation.  San  Francisco.  Calif. 
Whlskev.  329.445  ;  Oct.  29  :  Serial  No.  360.456  ;  pub- 
lished May  29.  1934.     Class  49. 

Dominion  Distilleries.  Inc..  Jersey  City,  N,  J.  Oin. 
329.495  ;  Oct.  29.     Cla*»8  49 

Dr.  X  Beverage  Co.     (See  "Ace"  Gin«er  Beer,  Inc.) 

Eastman  Kodak  Company.  Rochester.  N.  Y.  Sensitized 
photographic  paper.  108.932  ;  renewed  Mar.  7.  1936. 
istman  Kodak  Company.  Rochester,  N.  Y.  Motion  pic- 
ture film  and  photographic  filters.  329.489  ;  Oct.  29  : 
Serial  No.  366.K11  ;  published  Aug.  20.  1935.     Class  26. 

Eastman  Kodak  Company.  Rochester.  N.  Y.  Light  sensi- 
tive photographic  paper.  329.492  ;  Oct.  29  :  Serial  No. 
366.853  :  published  Aug.  20.   1935.     Class  26. 

Eli  k  Walker  Dry  Goods  Company.  St.  Louis,  Mo.  Dresses. 
329.493  ;  Oct.  29 :  Serial  No.  363,278 ;  published  Aug 
20.  1935.     aas8  39. 

Elk  Fire  Brick  Company.  St.  Marys,  Pa.,  assignor  to 
North  American  Refractories  Company,  Cleveland.  Ohio. 
Fire-brick.      107.965;   renewed  Jan.  4.   1936 

Enro  Shirt  Company.  Inc..  The.  Louisville.  Ky.  Men's 
shirts  and  pajamas  329.482 ;  Oct.  29  ;  Serial  No. 
366,087;   published  Aug.  13.   1935.     Class  39. 

Evans,  E.  S.,  *  Sons,  Detroit.  Battery  chargers.  329,911  ; 
Oct.  29.     Class  21. 

Everett.  Eric,  New  York.  N.  Y.  Puzzle  games.  329.490  ; 
Oct.  29  ;  Serial  No.  366,812  ;  published  Aug.  20.  1036. 
Class  22. 

Famous-Sternberg,  Inc.,  New  Orleans,  La.  Men's  and 
boys'  suits.     329.501  ;  Oct.  29.     Class  39. 

Fesenmeler  Brewing  Co.,  Huntington.  W.  Va.  Beer. 
329.361  ;  Oct.  29  :  Serial  No.  367,294  ;  published  Aug. 
20.  1935.     Oass  48. 

Fesenmeier  Brewing  Co..  Huntington.  W.  Va.  Malt  bever- 
ages. 329.562-3  :  Oct.  29  ;  Serial  Nos.  367.292-3  ;  pub- 
lished  Aug.   20.    1935       Class  48. 

KesenHie4er  Brewing  Co..  Huntinsrton.  W.  Va.  Beer. 
329.4S0 ;  Oct.  29  ;  Serial  No.  367.295 :  published  Aug. 
20,  1935.    Class  48 

Flsk  Rubber  Corporation.  The.  Chlcopee  Falls.  Mass.  In- 
ner tubes  and  tube  repair  kits.  329.470  ;  Oct.  29  ;  Se- 
rial No.  366.766  ;  published  Aug.  20.  1935.     Class  35. 

Flexible  Steel  Lacing  Company.  Chicago.  III.  Lamp- 
guards  for  -electric  lamps.  108,594  ;  renewed  Feb.  15, 
1936. 

FoKH-8c*'nelder  Co.  Inc..  The.  Clnclnnnti,  Ohio.  Beer. 
329.484:  Oct.  29:  Serial  No.  365.125:  publishefl  Aug. 
20.  1935.     Class  48. 


East 


Franklin  Leather  Ocxids  Co..  Inc.,  Newark.  N.  J.,  and  New 

York,   N.   Y,      leather  goods.     329.390;  Oct.  29;   Serial 

No.  359.71('.  ;  publinhed  Aug.  20.  1935.     Clatw  3. 
Gladstone,  William  D  ,  New  York.  N.  Y.    Cases  for  holding 

keys.     329,466  ;  Oct.  29  ;  Serial  No.  365,697  ;   published 

Aug.  20,  1635.     Class  3. 
Gooflyear  Tire  k  Rubber  Company.  The.  .\kron.  Ohio.    Mats 

composed    principally    or    wholly    of    rub*)er.       329,413  ; 

Oct.   29  :   Serial   No.   366,801  ;  published  Aug.   20,   1935. 

Class  50. 
Gramatan    Co.,    assignor,    by    mesne   assignments,   to    Sam 

Hagler.    New    York.    N.    Y.      Treatment    for    dandrufT. 

107,844  ;  renewed  Dec.  28,   1935. 
Great  Lakes  Coal  k  Dock  Co  ,   Minneapolis,  Minn.      Coal. 

329,424  ;   Oct.   29  ;    Serial  No.   364, '288 ;   published  Aug. 

6.  1935.     Class  1. 

Green.  H.  L..  Company.  Inc.,  New  York,  N.  Y.  Under- 
wear and  pajamas,  men's  dress  shirts,  etc.  329.429  ; 
Oct.  29  ;  Serial  No.  364,721  ;  published  Aug.  20,  1936. 
Class  39 

Gruen  Watch  Company.  The,  Cincinnati.  Ohio.  Watch 
cases,  watches  and  watch  muvements.  329.353 ;  Oct. 
29  :  Serial  No.  366,561  ;  published  Aug.  13.  1936.  Class 
27. 

Hagler,  Sam.      (See  Gramatan  Co.,  assignor.) 

Hanson-Van  Winkle-Munning  Company,  Matawan,  N.  J. 
Metal  anodes  for  ehn-troplHtlng.  329.358  ;  Oct.  29  ;  Se- 
rial No.  366.510;  published  Aug.  20,  1935.     Class  21. 

Harlan  Coal  Company.  Inc..  The.  Louisville,  Ky.  Coal. 
108,904  :   renewed   Mar.   7,    1936. 

Hercules  Powder  Company,  Wilmington,  Del.  Hesin. 
329,398 :  Oct.  29 ;  Serial  No.  365,945 ;  published  Aug. 
20.  1935.     Claas  1. 

Hercules  Powder  Company.  Wilmington,  Del.  Rosin. 
329.419  ;  Oct.  29  ;  Serial  No.  365,943  ;  published  July  30, 
1936.     Class  1. 

Uerpiclde  Co..  The  Detroit.  Mich.,  assignor  to  The  Herpl- 
«l(!e  Company,  Inc.,  New  York,  N.  Y.  Hair  remeay. 
43,205  ;  renewed  Aug.  16,  1934. 

House  of  Tre-Jur,  Inc.,  The,  New  York,  N.  Y.  Perfumed 
sachet  pad.     329.508  ;  Oct.  29.      Class  0. 

Howard  Hosiery  Company,  Sinking  Spring,  Pa.  Stock- 
ings.    329.505  ;  Oct.  29.     Class  39. 

Hunter,  Hester  W..  Geneva.  111.  Dust  mops.  329,406 ; 
Oct.  29;  Serial  No.  366,599;  published  Aug.  13,  1036. 
Class  29. 

Hydrocarbon  Company.  The,  Ponca  City,  Okla.  Lubricat- 
ing oils  and  greases.  329.480;  Oct.  29;  Serial  No. 
,366.102  :  published  Aug.  20.  1935.     Class  15. 

Hydrocarbon  Company,  "rhe.  Ponca  City.  Okla.  Gasoline. 
329.481;  Uct.  29:  Serial  No.  366,101;  published  Aug. 
20,  19:;6      CUss  15. 

International  Motor  Company.  New  York.  N.  Y.  Cylinders 
and  crank-caslngH.      lOH.Ool  ;  renewed  Jan.  11     1930. 

International  Motor  Company,  New  York.  N.  Y.  Motor- 
trucks, transmission-casings,  and  hubs.  108.052 ;  re- 
newed Jan.  11.  1036. 

Janov-Abeles,  I.,  Shirt  Co.,  New  York,  N.  Y.  Men's  dre«s 
shirts  and  negligee  shirts.     329.602  ;  Oct.  29.     Clasa  39. 

Joseph  k  Feiss  Company.  The.  Cleveland.  Ohio.  Top- 
coats and  overcoats  329.401  ;  Oct.  29 ;  Serial  No. 
306,201  ;  published  Aug.  13.  1936.     Class  39. 

Karlson's  Kllster  Mfg.  Co..  Rockford,  III.  Adhesive  ce 
ments.  3'2«.399  :  Oct.  29;  Serial  No.  366,012;  published 
July  30.  1935.     Class  5. 

Kenneth.  Malcolm.  Co..  Boston.  Mass.  Men's  outer  cloth- 
ing. 329.460;  Oct.  29;  Serial  No.  300.149;  published 
Aug.  13.  1935.     Class  39. 

Keystone  Distillers.  Inc..  Philadelphia.  Pa  Gin.  329.444  ; 
Oct.  29;  Serial  No.  350.197;  published  June  10.  1934. 
Class  49. 

Kolb.  Maurice,  New  York.  N.  Y.  Spraying  apparatus  with 
Infrared  radiation.  329,427:  Oct.  29:  Serial  No. 
364,515:  publisheil  Aug.  20,  1935.     Class  44. 

Kurtz.  Day'd.  New  York,  N.  Y.  Collars  and  palamas. 
329.341  ;  Oct.  29  ;  Serial  No.  305.701  ;  publlsbeif  Aug 
20.  1985.     Class  39 

Lamac  Process  Company.  Eric,  Pa.  Adhesive  cement. 
329.349;  Oct.  29;  Serial  No.  .365.201;  published  Aug. 
6.  1935.     Class  5. 

Lauhoff.  Henry.  Cereal  Mills.  Inc..  Detroit.  Mich.  Cereal 
for  sand  coren  and  facing  flour.  329.345  ;  Oct.  29  ;  Se- 
rial No.  366.'^79;  published  Aug.  0.  19.36      Class  5. 

Layne  k  Bowler  Corp.,  Los  Angeles.  Calif.  Irrigaiiou 
pumps,  mine  pumps,  and  pumps  for  drainage.  329.374  ; 
Oct.  29 ;  Serial  No.  o6e,235  ;  published  Aug.  20.  10.35. 
Class  23. 

Legendre.  J.  Marlon,  doing  business  as  I>>gendre  k  Com- 
pany, New  Orleans.  Iji.  Rum.  3'29.414  :  Oct.  29;  Serial 
No.  365.849  ;  published  Aug.  '20.  1935.     Class  49. 

Lehr  Auto  Supply  Company.  Inc.,  doing  business  as  Rival 
Spark  Plug  Co..  New  York,  N.  Y..  and  Philadelphia.  Pa. 
Spark  plugs.  329.869 :  Oct.  2i»  :  Serial  No.  366,666 ; 
published   Aug.  20.    1935.      Class  21. 

Lenr  Auto  Supply  Company.  Inc.,  doing  business  rs  Bond 
Spa  k  Plug  C(y.  New  York.  N,  Y..  and  Plillndelphla.  Pa 
Spark  plugs.     329.409  ;  Oct.  29  ;  Serial  No.  .366.(165  ;  pub- 
lished Aug.  20,  19.^5.     Class  21. 

Llbhy.  McNeill  k  Lll)by.  Chlcaito.  III.  Sliced  dried  beef. 
107,43(1;   renewed  Nov.  28.   1935. 

Lionel  Corporation.  The,  New  York.  N  Y.  Toys.  329.383  : 
Oct.  29  :  Serial  No.  n«2,4'26  ;  published  Aug.  20.  1935. 
Class  22. 
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Lionel  Distilled  Products.  Inc.,  Chicago,  111.  Whiskey. 
320,450;  Oct.  29;  Serial  No.  354,619;  published  Nov. 
27.  1934.      Class  49. 

Ludwig  Music  House.  Incorporated,  St.  Louis,  Mo.  Wood- 
wind, brass,  stringed,  and  miscellaneous  Instruments. 
329.440 ;  Oct.  29  ;  Serial  No.  363,873  ;  published  Aug. 
•20.  1935.     Class  30 

Macintosh  Cable  Company  Limited,  The,  Derby.  England. 
Electric  cables  and  insulation  for  electric  cables. 
329,391  ;  Oct.  29  ;  Serial  No.  359,626  ;  published  Aug. 
20.  1935.     Class  21. 

MaJ«'8tic  Wine  &  Liquor  Corporation,  New  York,  N.  Y. 
Whiskey  and  gin.  ;^29,449  ;  Oct.  29  ;  Serial  No.  364,516  ; 
published  Sept.   25.  1934.     Class  49. 

Malbrose  Manufacturing  Company.  Los  Angeles.  Calif. 
Underwear.  329,402;  Oct.  29;  Serial  No,  366,204;  pub- 
lished Aug.  13,  1635.     Class  39. 

Marsh.  Stephen  H.,  New  York.  N.  Y.  Salad,  meat,  fish, 
and  lobster  dressing.  329,479  :  Oct.  29  ;  Serial  No. 
366.105  ;  published  Aug.  20.  1936.     Class  46. 

Marvel  Foot  Product.'^  Co.      (See  Wolff,  Leoi>olf1,) 

.Matheson,  Frederick  J.,  doing  business  as  Rap-I-Dol  Lab- 
oratories. New  York.  N.  Y.  Hair  rinse.  329.407  ;  Oct. 
29;  Serial  No.  366.630;  published  Aug.  20.  1935. 
Class  6. 

Matthews,  Geo.  B..  k  Sons,  Inc.,  New  Orleans.  La.  Stock, 
poultry,  and  dairy  feeds.  329.357;  Oct.  29;  Serial  No. 
366.523  :  i)ubllshed  Aug.  20.   1935.     Class  46. 

McDaniel,  Donald  J.,  Chicago,  111.  Dental  and  surgical 
instniments.  329,.351  ;  Oct.  29 ;  Serial  No.  366,668 ; 
published    Aug.  20,   1935.     Class  44. 

Merrell,  Wm.  S.,  Company.  The.  Cincinnati.  Ohio.  Prep- 
aration for  relief  of  itching  and  the  like.  329,410 ; 
Oct.  29  ;  Serial  No.  306,8(59  ;  published  Aug.  20,  1935. 
Class  6. 

Merz,  Richard.  Chicago.  III.,  assignor,  by  mesne  assign- 
ments, to  William  R.  Warner  i  Co..  Inc.,  New  York. 
N.  Y.      Medicinal  preparation.      108,803  ;    renewed  Feb. 

29.  1936. 

Morris,  Philip,  4  Co.  Ltd.  Incorporated,  New  York,  N.  Y. 
Cigarettes.  329,486 ;  Oct.  29  ;  Serial  No.  363,814  ;  pub- 
lished Aug,  0.  1936.     Class  17. 

Murray  Rubber  Company.  (See  Branham,  Alfred  H.,  re- 
ceiver. ) 

National  Starch  Co.,  assignor  to  Corn  Products  Refining 
Company.  New  Y'ork.  N.  Y.  Starch  for  laundry  and 
manufacturing  puriKJses.  106.249 ;  renewed  Oct.  19, 
19.35. 

National  Starch  Co.,  assignor  to  Com  Products  Refining 
Company,  New  York,  N.  Y.  Corn-starch.  106,471  ;  re- 
nev\»Hl  Oct.  19.  1935. 

Neumann.  R..  k  Company,  Hoboken.  N.  J.  Leather. 
829.377;  Oct.   29;    Serial  No.    366.022;    published   July 

30,  1935.     Class  1. 

New  England  Coke  C«)mpany,  Boston,  Mass.  Coke. 
.329.467;    Oct.   20;    Serial   No.    357,384;   published    Feb. 

12.  1935.     Class  1. 

Nief,  Margaret  L.,  doing  business  as  Per-Ma-San  Labora- 
tory, Union  Cit^,  N.  J.     Dental  plate  cleansing  powder. 

329..36S ;   Oct.   29 ;   Serial   No.   366,727  ;   published   Aug. 

20.  1936.     Class  4. 
Nor^ke   Meierlers   Eksportlag    (Norwegian   Dairies   Export 

Corporation),    Oslo.    Norway.       Cheese.       329.408;    Oct. 

29  ;  Serial  No    366,635  ;  published  Aug.  20.  1935.     Class 

46. 
North    .\meri''an    Refractories    Company.      (See    Elk    Fire 

Brick  Coniiwiny.  assignor.) 
Northern  Jobbing  Co..  The.  Chicago.  111.,  to  The  Northern 

Jobbing  Co.,  St,  Paul.  Minn,     Knitted  underwear,  shirts. 

gloves,  etc.     108.916;  renewed  Mar,  7,  1936. 
Northumberland      Mining      Co..      Scranton.      Pa.        Coal. 

.329.437  :   Oct.  20  ;  Serial  No.  363,817  ;  published  Aug.  6. 

10:i5.     Class  1. 
Omaha    Cold    Storage   Company,    Omaha,    Nebr.      Dressed 

poultry.      329.388  ;    Oct.    29  :    Serial   No.  360.181  ;   pub- 

llshe<l  Aug.  20.  1935.    Class  40. 
Patricia  Petticoat  Co..  Inc..  The.  New  York.  N.  Y.     Indies' 

underwear  slips.     320,420  ;  Oct.  29  ;  Serial  No.  366,955  ; 

published   Aug.   20,    19.35.     Class  39. 
Patricia  Petticoat  Co  ,  Inc..  The.  New  York.  N.  Y.     Ladles' 

slips     and     chemises.       329,453;     Oct.     29:     Serial     No. 

3.'V6,7.30  :  iiublished  Aug.  20.   1935.     Class  39. 
Penfolds  Wines  Limited.   S.vdney,  New  South   Wales.  Aus- 
tralia.       Brandy,     alcoholic     cocktails,     and      cordials. 

329.610  :  Oct.  20.     Class  49. 
Pep    Boys — Manny,   Moe  A   Jack.   The.   doing   business  as 

Varsity    Products    Company.    Philadelphia.    Pa.      Spray 

guns.     329. .367  ;  Oct.   29  ;   Serial  No.  366,731  ;  published 

Aug.  20,  10.35.     Class  23. 
Per-Ma-San   I>aboratory.      (See  Nlef.   Margaret  L.) 
Petrn   Manufacturing  Company.  Chicago.   III.     Permanent 

hair  waving  pads  or  sachets.     329.464  :  Oct.  29;  Serial 

No.  366.486  ;  published  Aug.  20.  1935.     C\hm  44. 
Petri    Cigar    Co..    Inc.,     San     Francisco.    Calif.      Cigars. 

329.380-;    Oct.   29 :    Serial   No.   362.707  ;   published   Aug. 

13.  1935      Class  17, 

rhilllps.  Alfrwl  N.,  Jr..  Darien.  Conn.  Wind  driven 
pumps.  329.347  ;  Oct.  29  ;  SerUl  No.  365,265  ;  published 
Aug.  20.  1936.     Class  23. 

Phlnnv  Bros.  Company,  assignor,  by  mesne  assignments, 
to  Quaker  State  Oil  ReflninK  Company,  Oil  City,  Pa. 
Petroleum,  gasolene.  lubrlcatlng-oU,  etc.  100.016 ;  re- 
newed  Sept.  14.   1936. 


Plllsbury  Hour  Mills  Company,  Minneapolis,  Minn.  Wheat 
flour.  329,35.'>-6  :  Oct.  29  ;  Serial  Nos.  366,530-1  ;  pub- 
lished Aug.  20,  1935.     Class  46. 

Pittsburgh  Plate  Glass  Company.  Pittsburgh.  Pa.  Liquid 
and  paste  paints,  paint  primers,  paint  enamels,  etc. 
.329,452  ;  Oct.  29 :  Serial  No.  356.672 ;  published  Apr. 
30,  1935.    Class  16. 

Prentice,  G.  E.,  Manufacturing  Company,  Berlin.  Conn. 
Slide  operated  fasteners.     329.504  :  Oct.  29.     Class  13. 

Pure  Oil  Company.  The,  Chicago.  Ill,  Lubricating  oils 
and  greases.  329,474  ;  Oct,  29  ;  Serial  No.  366,434  ;  pub- 
lished Aug.  20,  1936.     Class  15. 

Purex  Corporation,  Ltd.,  Los  Angeles,  Calif.  Vinegar. 
329,515;  Oct.  29.     Class  46. 

Pushee,  J.  C.  k  Sens,  to  J,  C.  Pushee  k  Sons,  Inc.,  Boston. 
Mass..  successor.  Painters'  brushes.  107,375;  renewed 
Nov.  23,  1935. 

Quaker  State  Oil  Refining  Company.  (See  Phinny  Bros. 
Company,  assignor.) 

Bap-I-Dol  Laboratories.      (See  Matheson.   Frederick  J.) 

Rich's.  Inc..  Atlanta.  Ga.  Hosiery  and  women's  underwear 
and  women's  undergarments.  329.376  ;  Oct.  29  ;  Serial 
No.  366,026  ;  published  Aug.  13.  1935.     Class  39, 

Rival  Foods.  Inc..  Cambridge,  Mass.  Canned  pineappir 
329,465 ;  Oct.  29 ;  Serial  No,  365,310 ;  published  Aug. 
20.  1935.     Class  46. 

Rival  Spark  Plug  Co.  (See  Lehr  .\uto  Supply  Company. 
Inc.) 

Robinson  k  Golluber.  New  York,  N.  Y,  Scarfs.  329.483  ; 
Oct.  29  ;  Serial  No.  366.071  ;  published  Aug.  13.  1935. 
Class  39. 

SaUa  Knitting  Mills.  Inc..  New  York,  N.  Y.  Women's  sport 
apparel.  329.477  ;  Oct.  29  ;  Serial  No.  366,374  ;  pub- 
lished Aug.  20,  1935.     Class  39. 

Santa  Claus.  Incorporated.  Chicago.  111.,  and  Santa  Claus, 
Ind.  Dolls,  doll  carriages,  and  furniture,  tricycles,  etc. 
329.432 ;  Oct.  29 ;  Serial  No.  366,877  ;  published  Aug. 
20.  19i;6.     Class  22. 

Saul-Gllman,  Inc..  Atlanta.  Ga.  Ladles'  dresses.  329.421  ; 
Oct.  29  ;  Serial  No.  366,961  ;  published  Aug,  20,  1936. 
Class  39. 

Schenk.  William.  Long  Island  Cltv.  N.  Y.  Exercising  de- 
vice. 329..'{64  ;  Oct.  29;  Serial  No.  367,212;  published 
Aug.  20,  1935.     Class  22. 

Schlampp.  P.,  k  Son.  Minneapolis,  Minn.  Fur  coats,  wom- 
en's fur  neckwear,  fur  capes,  etc.  329,393 ;  Oct.  29 ; 
Serial  No.  358.224  ;  published  Aug.  20.  1935.     Class  39. 

Schneirerson,  I.,  k  Sons.  Inc..  New  York,  N.  Y.  Ladies' 
chemises,  princess  slips,  bloomers,  etc.  329.454  ;  Oct. 
29  ;  Serial  No.  362.534  ;  published  June  4.  1935.  Clas« 
39. 

Shell  Oil  Company.  San  Francisco.  Calif.  Liquid  fuel  for 
compression  ignition  motors.  329.415;  Oct.  29;  Serial 
No.  365.899  ;  published  Aug.  20,   1936.     Class  16. 

Silver,  Wm,.  k  Co..  -\berdeen,  Md.  Canned  whole  kernel 
sweet  corn.  329,438  ;  Oct.  29  ;  Serial  No.  363,831  ;  pub- 
lished Aug.  20.  1935.     Class  40, 

Simons.  Kneeland  T..  doing  business  as  Simons  Beef 
Burger  Company.  Chicago.  111.  Ground  beef.  329.481  ; 
Oct.  29  ;  Serial  No.  364.891  ;  publl8he<l  Aug.  20,  1935. 
Class  46. 

Simplex  Wire  &  Cable  Company,  Boston,  to  Simplex  Wire 
k  Cable  Comjmny.  Cambridge.  Mass.  Electric  wire  and 
cables,  insulated  wire.  etc.  108.874  ;  renewed  Feb.  29, 
1936. 

Smyrnos.  John,  doing  business  as  Corinthian  Wine  Co.. 
San  Francisco.  Calif.  Wines.  329.411  ;  Oct.  29;  Serial 
No.  365.778  ;  published  Aug.  20,  1935.     Cla^s  47. 

Sollade.  Inc..  Miami.  Fla.  Fertilizers.  329.478;  Oct.  29; 
Serial  No.  366.329  :   published  Aug,  6,   1935.     Class  10. 

Spanish  American  Importation  Co.  of  New  "Jfork.  (See 
Barbazan.  Ceferino.) 

Spatz  Bros.,  New  York.  N.  Y.  Ash-trays,  pipes,  cigarette 
holders,  etc.  329.365  ;  Oct.  29  ;  Serial  No.  366,743  ;  pub- 
lished Aug.  20.   1935.     Class  8. 

Spatz  Bros..  New  York  N.  Y  Clocks  and  watches. 
329.366 ;  Oct.  '29 ;  Serial  No.  366,740 ;  published  Aug. 
6.  1935.     Class  27. 

Spatz  Bros..  New  York.  N.  Y.  First  aid  kits.  329,472  ; 
Oct.  29  ;  Serial  No.  366,747  ;  published  Aug.  20,  1935. 
Class  44. 

Spatz  Bros,.  New  York.  N.  Y.  Chewing  and  smoking  to- 
bacco, cigarettes,  and  cigars.  329.473  ;  Oct.  29  ;  Serial 
No.  366.744  ;  published   Aug.  C,   1935.     Class  17. 

Sp.itz  Bros,.  New  York.  N.  Y.  Jewelry.  329.487  ;  Oct. 
29  ;  Serial  No.  366.738  ;  published  Aug.  20.  1935.  Class 
28. 

Square  D  Company.  Detroit.  Mich.  Electrical  circuit 
l)reakers.  329.352  :  Oit.  29  ;  Serial  No.  366,683  ;  pub- 
lished Aug.  20,  1935.     Class  21. 

Starling.  George  W..  Lockport.  N.  Y.     Maltless  beverages, 

and  extracts,   sirups,  and   concentrates   for  making   the 

same.     329.469  ;  Oct.  29  ;  Serial  No.   366,786  ;  published 

Aug.  20.  1936.     Class  45. 
Superior    Tobacco    Products    Corporation,    r.,08    Angeles. 

Calif.      Cigars.      3*29.466;  Oct.   29:   Serial   No.  366,686; 

published  Aug.    13,  1035.     Class  17. 
Sylvanla  Industrial  Corporation.  Fredericksburg.   Va..  and 

New      I'ork.      N,      Y.        Transparent      cellulrse      sheets. 

.329.416;    Oct.   29;    Serial   No.   305,904;    published   July 

30.  19.35,     Class  1, 
Sylvanla  Industrial  Corporation.  Fredericksburg,  Va.,  and 

New  York,   N.  Y.     Fibre  filaments,     329.417  ;  Oct.  29 ; 

Serial  No,  365.905  ;  published  Aug.  20.  19.35.     Class  1. 
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LIST  OF  KEGltsTKANTlS  OF  TRADE-MARKS 


Tailored     Pants     loc^     Los     Anceles,     Calif.       Clottainfr 

329.4:^5 ;   0«t.    29 :    8«rtal   No.   S<tM.310  :    published  Aug. 

20,   1935.     Class  39. 
Taylor,  J»hn  8.,  Company,  assi<Dor  to  Cltrns  City  Growera 

Asaociatiun.     L<argo,     Pla.       Oraoges     and     graije-frutt. 

107.026;    renewed   Nov     9.    1935. 
Tiara    Prt  ducts  t'ompany,    Inc,    New  York,  N.  Y.      Wine. 

329,503  ;  Oct.  29.     Class  47. 
Tlmkeo    Steel    and    Tube    Company.    The.    Canton.    Ohio. 

Steel.     329.372;  Oct.   29;  Serial  No.  366.306;  publlxfaed 

Aug.  6,  1935.     Class  14 
Tlona  PetroU'DCQ  Company.  Philadelphia.  Pa.     Lubricating 

oils.      329.387  ;    Oct.   29  :   Serial    No    360.916  .   published 

Auk.    13.    1935.     Class   15. 
Titasted  Com  Products  C».,  Baltlniore,   Md.     Toasted  com 

waferi«  or  chlp^^.     329.465  :  Oct.  29  :  Serial  No.  366.495  ; 

publiah*Hi   Ai;g    20,   19.i5.      tlass  46. 
United  Products  Corporation.  Tbe.  Norwalk.  Conn.     Cock- 
tails.    329.441-2;    Oct.  29:    Serial  Nos.  347.243-4;  pub 

llsbed  May  1.  1934.     Claw^  49. 
United   States  Leather   Company,   The.   New    York,    N.    Y. 

Leather.      329.3«0 ;   Oct.    29;   Serial   No    366.496;   pub- 
lished Au«.  13.    1935      Class   1. 
United  Woolen  MUla  CompaDy,  The.  Parkersbura,  W.  Va.. 

to  Tbe  United   Woolen   Company,    Columbas.  Olito.   suc- 
cessor.     Men's  coats   and  overcoats.      107,750  ;   renewed 

Dec.   28.   1936. 
Universal    Ste«*l    Company.    Bridgevllle.    Pa.      Mclybdenum 

aaetals  and  alloys,  and  tool  and  cutting  steels.    329,403  ; 

Oct.    29 ;    Serial    No.    366.215 ;    published    Aug.    6,    1935 

Class  14. 
Van  CIee<  &  Arpels,  Paris.  France.     Vanity  cases  made  of 

precious  metals.     329,439  ;  Oct.  29  ;  Serial  No.  363,838  ; 

published  Aug.  20,    1935.     Class   28. 
Varsity  Prodacts  Company.      (See  Pep  Boys — Manny,  Moe 

4  Jack.  The.) 
VlklDg   Prodncts   Corporation.   New   York.    N.    Y.      Clocks 

329,457  :    Oct.    29 :    Serial    No.   366,127  ;   p«bltoheil   Auk 

«,  1935      Claaa  27 
Waltham     Watch     Company.     Waltham.     Mass.       Drirlng 

wheel  reoorders.      329.461  ;  Oct    29;  Serial  No.   366,179: 

pnbUsbed  Auc.   20.    1935.      Class  26. 


Warner,  William  H..  k  Co,  Inc.  (See  Merx.  Richard,  as- 
signor.) 

Warren  Baking  Company,  doing  business  as  Butter  Kmst 
Baking  Company,  Warren  and  Bradford,  Pa.  Bread. 
329  382:  Oct.  29;  Serial  No.  362,540;  published  Aug. 
20.   1935.     Class  46. 

Watrola  Corporation.  Ltd.,  San  Francisco.  Calif.  Tlier- 
m<  stats.  329.395:  Oct  29;  Serial  No  367.928;  pub- 
lished Aug.    20.   19.35.     Class   26 

WelleMey  Modes.  Inc.,  New  York.  N.  Y.  Silk  dresses. 
3:J9.428  ;  Oct.  29:  Serial  No  364.562;  pub.lshed  Aug. 
20.  1936.     Class  39. 

West  Bend  Aluminum  Co..  West   Bend,  Wis.      Electric  tea 

kettles.      329.344;    Oct.    29.    Serial    Na.    365,412;    pub- 
lished Aug.   -20.    1935.      Class  21. 
Wheeled  Roller  Corp..  The.  Ran  Antonio.  Tei.     Cylindrical 

gravity   rollers.      329,496;  Oct    29.     Class  23. 
Wfivinson,     C.ad<fls    k.    Co..    Newsrk.    N.    J.       Dish    mops. 

kitchen    utenMl    mops,    brcoms.   etc.      329,376 ;    Oct.   29 ; 

Serial  No.  36«.04H  ;  published  Aug.  20,   1938.     Class  29. 
Will  *  Baumer  Candle  Co..  Inc.,  Syracuse.  N.  Y      Candlea. 

329.343;    Oct.    29:    Serial    No.   365.4-'6 ;   pubUshed    Aug. 

20.   1935.     Class  16. 
Wolff.    Leopold,   doing  business    as    Marvel    Foot    Products 

Co.    Santa   Uosa.    Calif       Corn   Pads,   bunion   pads,  arch 

supports,  «tc.      329,379;    Oct.    29;    Serial   No.    362.721; 

published  A  us.   20,   1935.      Class  44 
Woods.    Bessie    L.,    Chicago.    111.      Rubber    bath    spongeti. 

3291381;    Oct.    29;    Serial    N<>.    362,648:    publUhed   July 

30.  1935.     Class   1. 
Yawman    and    Brbe    Manufacturinjr    Company,    Rochester, 

N    Y      File  rases  or  caMneU.      .32fi.4»8  :  Oct.  29      Class 

32. 

Zuuner.  F'rederlck  W..  doing  business  as  F.  W.  and  R.  H. 

Zauner,    New    Roc^elle.    N      Y        l»reparatlon    \ised    for 

the    treatment    of    skin    afflictions.      S21».514;    Oct.    29. 

Class  6 
Zimmerman     Hrothers.     Lock     Haven,     Pa.       Cigars     and 

sroKies.       .'^29.37 1  :    Oct.    29;    Serial    No     866412;    p«b- 

li.shed  Aug    ti    1935      (lass  17. 


LIST  OF  REGISTRANTS  OF  LABELS 


Antonio  Company,  Inc.,  The.  doing  business  as  The  Antonio 

Company  of  Tam{>a.  Tampa.    Kla.     K.  Z.  Clgaritos.     For 

Cigars.     46.616  ;  Oct    29. 
Barmon   Brothers  Company.   lac.   Buffalo.   N.  Y.     Oinger- 

Snap  Frock.     For  Frocks      46.617;  Oct.  29. 
Borden    Quality    Inc..    New    York.    N.    Y.      Borden's    Daisy 

IrradUted     Kvaporafed    Milk.       For     Evaporated     Milk 

46.618  ;  Oct.  29. 
Borden  Quality  Inc.,  New  York.  N.  Y.     Borden's  Challenge 

Braad  Sweetened  Condensed  Milk.     For  Coadensed  Milk. 

46.619:  Oct.  29 
Borden  Quality   Inc.,   New  York,   N    Y.     Borden's   Penlnsu 

lar  Brand   Sweetened  Condensed   Milk.      For    Sweetened 

Condensed  Milk.     46,620:  Oct.  29. 
Borden  Qvality  Inc..  N^w  York.  N.  Y      Borden's  Sl'Ter  Cow 

Irradiated     Evaporated    Milk.       For     Evaporated     MKk. 

46.621  :  Oct.  29. 

Borden    Quality    Inc..    New    York.     N.    Y        Borden's    Star 
Brand  Sweetened  Condensed  Milk.     For  Conde«se<l  Milk. 

46.622  :  Oct.  29. 

Borden  Quality   Inc..    New  York,   N.   Y.     Borden's   Darling 
Brand  Sweeterved  Condensed  Milk.     For  Con«iensed  Milk. 

46.623  :  Oct.  29  .  „ 
Borden  Quality  Inc.,  New  York,  N    Y      Borden  s  Standard 

Brand  Sweetened  Condensed  Milk      For  I'ondensed  Milk 

46.624  :  Oct.  29 

Borden   Quality    Inc.,    New    York.   N.    Y.      Borden's    Pearl 

Brand    Irradiated    Evaporated    Milk.      For    Evaporated 

Milk.     48.625:  Oct.  29.  .,         „     ^     ^     ^ 

Emerol    Manufacturing   Company.    Inc..   New  York,   NY. 

Marvel  Mystery  Eng  Oil.     For  Crank  Case  Oil.     46.626  : 

Oct.  29. 
Feaenneier      Brewing     Company.      Huntington.      W.      Va. 

Mountalueer  Beer.     For    Beer.     46.627  :  Oct.   29. 
Gorflne.   Wll  lam  J..   Norfolk,   Va.      Wrigleys       For  Gum. 

46.628  ;  Oct.  29. 
Harrison  Simpson  Co.,  Boston.  Mass.      Noway      For  Cloth 

Photo   Hinges.     46,629:  Oct.    29.  „^       ^ 

Hoanje-Sprague    Corporation,    Lynn.    Mass.      The    Evans 

Slipper.       For    Slippera      46,030 :    Oct.    29. 
KeliogK  Company,   Battle  Creek.    Mich.      Football— Watcb 

the  Tacklers!      For  Ready  To-Eat   Bran   Food.     46.631: 

Oct   29 
Kellogg   Company.    Battle    Creek.    Mich.      Football— Freak 

Offensive.     For  Ready-To-Eat  Bran   Food.     46.632  ;  Oct. 

29. 
Kellogg   Company.    Battle    Cjeek.    Mich.      Football — Krtra 

Duty  !     For  Ready  To- Eat  Bran  Ford.     46.033  ;  Oct    29 
Kellogg    Company.    Battle    Creek.    Mich       Football — Co«^l 

Headed      Pa^-seTS.        For      Ready-To-Eat      Bran      Food 

46.634;  0<t.  29. 
Kellogg   Company.    Battle    Creek.    Mich.      Football— After 

Touchdown.      For    Ready-To-Eat    Bran    Food.      46.635  : 

Oct.  29. 


Kellogg  Company  Battle  Creek^  Mich.  Football — Fifty 
Yard  Punts.  For  Ready  To  Eat  Bran  Food.  46,636; 
Oct    29 

Kellogg  Company,  Battle  Creek.  MIrh.  Football— He  (iot 
His  Man.  For  Btady  To  Eat  Mrsu  Food.  4«.637  ; 
Oct.  29. 

Kellogg  Company.  Battle  Creek.  MIcb.  Football — To  the 
Center      For  Ready-To  Eat   Bran  Food      46.638:  Oct.  29. 

Kellogg  Compajiy,  Battle  Creek,  Mich  F«Kitl»«ll — Ix>cker 
Room  Strategy.  For  Ready  To-Kat  Hran  Food.  46.639; 
Oct.  29. 

Kellogg  Companv.  Battle  Creek.  Mich  Football  Catch 
That  Pass!  For  Ready  Tu  Rat  Cereal  Food.  46,640; 
Oct    29. 

Kellogg  Compaiiy,  Battle  Creek.  Mich.  Swimming — Scor- 
ing Dives.  For  Ready  To  Eat  Cereal  Food  46,641  : 
Oct.  29. 

Kellogg  Company.  Battle  Creek,  Mich.  Swimming — Learn- 
iBg  to  Dive.  For  Ready  To  Eat  Cereal  Food  46,642; 
Oct    29. 

Kellogg  Company.  Battle  Creek.  Mich.  Swimming— What 
It  Takes.  For  Ready  To  Eat  Cereal  Food.  48.643  ; 
Oct.  '29. 

Kellogg  Company.  Battle  Creek.  Mich.  Football  — Kinds 
of  Passes.  For  Ueady-To-Eat  Cereal  FmtA.  4G.C44  ; 
Oct.  29. 

Kellogg  Companv,  Battle  Creek.  Mich.  Football— See  It 
All!      For  hpady-n»-Kat   Cereal   Foo<l       4G.C45  :   Oct.   29. 

Kellogg  Company.  Batt  e  Cre^^k,  Ml<ti.  Football — Block 
That  Man!  For  Ready  To  Eat  Cereal  Food.  46,646; 
Oct.  29 

Kellogg  Company  Bntile  Creek  Mich.  Football — Know 
the  Penalties.  For  Read y-T<»  Eat  Cereal  Food.  46,647  ; 
Oct.  29. 

Kellogg  Company.  Battle  Creek.  MIcb.  Football — Studv 
Offensive  Formations.  For  Ready  To-Kat  Cereal  Food. 
46.648  ;  Oct.  29 

I^arsen  Company.  The  tJreen  Bay.  Wis.  Lanten's  Fresh- 
like.      For    Spinach.     46.649:   Oct.   21>. 

Mer'dlan  Pictures  Corporation.  .New  York.  N.  Y  Race 
-Nieht  Broadway  Handicap.  For  a  Serien  of  Race  Track 
Motion  Pictures.     46  650;  Oct.  29 

MUlov.  Edward  B..  doing  btislness  as  Nlco-Tarta  Labora- 
tories. Cleve'and.  Ohio.  Nlco-Tarta.  For  a  Prepara- 
tion used  as  a  Cleai»«er.  Deoderlser.  an<l  Sterilizer  for 
False  Teeth  and  Rates.     4«.651  ;  Oct    29. 

Neverub  Corporation,  Chicago.  111.  Neverub  Polish.  For 
a   Polish.      16,«S2  :    Oct.   29 

New  Bncland  Flxli  Corrpany.  Seattle.  Wash.  Pink  Beauty 
Salmon      For  Canne<l  Salmon.     46  6M  :  Oct.  29. 

New  England  Fl«h  Company,  Seattle.  Wash.  Belleanna 
Salmon      For  Canned  Salmon       46.064  ;  Oct.  29 

New  England  Fi*ih  Corapanr.  Seattle.  Waa»'  Gold  Stand- 
ard Salmon.     For  Canned  Salmon.     46.666;  Oct.  29. 
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New  England  Fish  Company,  Seattle.  Wash.  Searchlight 
Salmon      For  Canned   Salmon.     46,656  :  Oct.   29. 

New  England  Fish  Company.  Seattle.  Wash.  Gold  Top 
Salmon.     For  Canned  Salmon      46.657  ;  Ott.  29. 

New  England  Fish  Company.  Seattle,  Wash.  Seacraft 
Salmon,     For  Canned  Salmon.     46.658  ;  Oct.  29. 

Nlco  Tarta   laboratories.      (See  MlUoy,  Edward  B.) 

Omar  Baking  Co.,  Omaha.  Nebr.  Omar  800  Bread.  For 
Bread.     46,059  ;  Oct.   29. 

Pola-Wite  Products  Corporation,  Union,  N.  J.  Pola-Wite 
Shoe  Cleaner  •'Whiter  Than  Snow  ".  For  a  Shoe  Clean- 
ing Preparation.     46.660;  Oct.  29. 

Process  Corporation,  The,  Chicago,  111.  Astlrpax.  For 
Compound  Tablets  Containing  Acetanllld.  46,661  ; 
Oct.  29. 

SUndard  Brands  Incorporated.  New  York,  N.  T.  Golden 
Arrow.     For  Coffee.     46.662;  Oct.   29, 


Union  Food  Products.  Inc.,  Brooklyn.  N.  Y.  Lemon  Whip. 
For  Salad  Dressing.     46,663  ;  Oct.  29. 

Wetterau.  G.  H.,  &  Sons  Grocer  Co..  St.  Ix)ul8  Mo.  Or- 
ange Bag  Coffee.     For  Coffee.     46.664;  Oct.  29. 

Wile,  M.  &  Company,  Inc.,  New  York.  N.  Y.  MacKecknie 
Imported  Twist,  For  Twist.  (a  fabric).  48,666; 
Oct.  29. 

Willougtby,  George  V..  Seattle,  Wash.  Sta-Press.  For 
Solution  to  be  Applied  to  Fabrics  Preparatory  to  Press- 
ing, to  Cause  the  Fabric  to  Retain  the  Press.  46.666  ; 
Oct.  29. 

Wlndsor-LloTd  Products,  Inc..  doing  business  as  Windsor 
Lloyd  Products  Co.,  Wilmington,  Del.  de  Kent.  For 
an   Upi)er  Cylinder  Lubricant,     46.667  ;   Oct,   29. 

Woodley  8,  Inc..  Milwaukee.  Wis.  Woodley's.  For  Soap 
Flakes.     46.668  ;  Oct.  29. 

Zlelke  &  Lauterer.  Los  Angeles,  Calif.  Z»el-Ko  Hair 
Grower.      For  a  Hair  Grower.     46,669;  Oct.  2t. 


LIST  OF  REGISTRANTS  OF  PRINTS 


Arden,  Elisabeth.  Sales  Corporation,  doing  business  as 
Elisabeth  Arden.  New  York.  N.  Y.  EU»ai>eth  Arden 
Annou!  ces  a  New  Complexion.  For  a  Finishing  Pow- 
der.    16.446:  Oct.  29.  o        .>       ,„^ 

General  Mils,  Inc.,  Minneapolis,  Minn.  Saved:  IVif 
When  Slie  Bought  Cheaper  Flour.  For  Flour.  16.447  ; 
C^t    29 

Oeneral  Mils,  Inc  ,  Minneapolis.  Minn.  Almost  a  Miracle. 
For  Cereal  Food.     16.448;  Oct.   29. 


General  Mills,  Inc.,  Minneapolis.  Minn.    7  Delightful  Ways 

to  Serve  Toast.     For  Bread.     15,449  ;  Oct.  29. 
Gibbs  &  Company.  Chicago,  111.     Tip  Top  Coll.    For  Human 

Hair  Goods.     16,450;  Oct.  29 
Nestle-Lemur  Company,   The,    New   York.   N.      Y.       Nestle 

Colorlnse.     For  a  Rinse  for  the  Hair.     15.461  :  Oct.  29. 
Nestle  I.#mur   Company,    The,    New    York.    N.    Y.      Neatle 

Shampoo    Tint.      For    a    Tint    for    the    Hair.      15,462; 

Oct.  29. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  1 

Cellulose  sheets.  Transparent.  Sylvanla  Industrial  Cor 
poratlon  329.416:  Oct.  29:  Serial  No.  365.904;  pub 
llsbed  July  30.    1935  ^^    ^ 

Coal.     Great  Lakes   Coal  A   Dock   Co.      329  424  ;  Oct.  29 
Serial  No,  364.288  :  published  Aug.  6,  1936. 

■Coal.  Harlan  Coal  Company.  108;904  ;  renewed  Mar.  7 
1936 

-Coal       Northtimberland    Mining    Co.      329,437;    Oct.    2» 
Serial   No    363.817;  published  Aug.   0    19,35 

-Coke       New   Eng'and   C<  ke    Company.      329.467;   Oct.   29 
Serial  No.  367.384  :    published   Feb.   12    1935. 

Extract  from  corn  gluten,  American  MaUe  Products  Com- 
pany 8-29.412;  Oct.  29;  Serial  No.  305,791;  published 
July  30,  1935. 

Fibre  filamenU.  Sylvanla  Industrial  ^  orporatlon. 
329.417;  Oct.  29;   Sarial   No.  3G6.905  ;   published  Aug. 

20.  1935,  .„        T^  _    T 

Furs     and     fur     skins.       Competent     Fur     Dresser*     Inc. 

329.485  :  Oct.    29 ;   Serial   No    365.052 ;   published  Aug. 

20    1935 
Leather      Allied  Kid  Company.     329,870;  Oct.  29;  Serial 

No.   366.313:   rot>llshed   Aug.  20,   1935.  ^  ^    ««  . 

Leather.      American  Oak   Leather  Co.     329.384:  Oct.  29. 

Serial    No.    302.24H  ;    published    Aug.    20     1936. 
I>eather.      R.    Neumann    &    Company       329,377  ;   Oct.    M , 

Serial  No    360.022  :  pubMsbed  Jnly  30.  19-^-  ^  .„^     ^^ 
Leather      United  States  Leather  C-mpany.     329,.]60  ,  Oct 

29;  SeHnI  No.  366.406;  published  Aug.  13.  1936. 
Resin       Hercules    Powder    Company.      329,398;    Oct.    29 

Serial  No.  305.045  :  publlshe<l   Aug.  20    1935. 
Rosin.       Hercules    Powder    Company.      329.419      Oct.    29 

Serial   No.   365  943  ;    publi.^hed    Jul.v   30,   1935^ 
Snails  for  use  In  squariums.     L.  Alme. 329,4»W  ,  uei.  ^» 

Serial  No    364.985:  published  Aug.  20.  1935. 
Snonges.  Rubber  bath.     B     L.    Woods.     329.381;  Oct.  29 

Serial  No.  362,648  ;  published  July  30,  1935. 

CLASS  2 

Containers.  Perfume  and  deodorising  llguld.     Dearling  Inc. 

329.396:   Oct.   29  ;   Serial   No.  36i .646 :  published   Aug. 

20    1935 
Jars.' and  unfllled  compacts,  receptacles  for  t««th  brusbp«, 

etc.     Empty    cream.       Celluloid    Corporation.      329,500  : 

Oct!  29. 

CLASS    3 

Bags   and   portfollas.   Pyroxyttne    ladies'    hand.      A8torlo4d 

Manufacturing   Co.   Inc.      329.420;   Oct.   29:    Serial  No. 

364.465:  published   Aug.   20.    1935 
Cases  for  holding  kevs.     W.  P.   Gladstone.      329.456;  Oct. 

29:   Serial   No    365  097;   published   Aug.  20.   1935. 
Cases!  wardrobe  and  steamer  trunks,  and  vaMse*.  and  hat 

bags.  Suit.     Bloomlr.gdale  Bros..  Inc.     329.342;  Oct.  29; 

Serial   No    365  540  :   published  Aug.  6.    1935. 
Leather    goods.      Franklin    Leather    Goods    Co.      329.390: 

Oct.  29  ;  Serial   No.  369,716  :  published  Aug.  20,    1936. 

CLASS  4 

Cleaner  for  automobile  bodies  and  the  like.  Robert  Bar- 
clay. Inc.     329.506  ;  Oct.  2fl 

CleHDlau  flaid  Non-sapoaaceous.  non-lnflammab'e.  Bloom- 
Ingdale  Bros.     108,151  ;   renewed  Jan.   18.  1936. 


Cleansing  powder.    Dental  plate.     M.   L.   Nlef.     829.368; 
Oct.  2§:  Serial   No.  366.727;  published  Aug.   20,   1936. 

CLASS  6 

Adhesive     cement.        Consolidated      Chemical     Company. 

329,423  ;   Oct.  29  ;  Serial  No.  364.000  ;  publUhed  Aug.  6, 

1935. 
Adhesive  cement.     Lamac  Process  Company.    329,349  ;  Oct. 

29  :  Serial  No.  365,201  ;  published  Aug    6.  1935. 
Adhesive  cements.      Karlson's  Klister  Mfg.   Co.      329.399; 

Oct.  29;   Serial   No.  366.012:   pubUsbed  July   30,   1935. 
Cereal   for  sand   cores  and   facing  flour.      Henry   I^uhoff 

Cereal  Mills.  Inc.     329.345  ;  Oct.  29  ;  Serial  No.  365,379; 

published  Aug.  6,  1P35. 

CLASS  6 

Hair  remedy.     HcrplcWe  Co.     43.205;   renewed   Aug.  16. 

1931. 
Hair  rinse.      F.   J.   Matheson.     ,329.407 ;   Oct.    29 ;    Serial 

No.  366.630  ;  published  Aug,  20,  1935. 
Medicinal  preparation.     R    Mere,      108,803  :  renewed  Feb. 

•29.  1936. 
Mofoulto  immuniring  agent       G.    M.   Broemmel.     329,471; 

Oct    29:  Serial  No    366.760:  published  Aug.  20,  1935. 
Pastilles.  syrup.s,  and  pills.     Jos^  Andreu  y   Miralles  and 

Juan    Andreu    y    Miralles       32f>,507  ;    Oct.    29. 
Pharmaceutical    preparations,      De    I'ree    Cheaalcal    Com- 
pany.    IOQ.2'22  :  rertwed  Oct.  19,  1936. 
Preparation    for   relief  of  itching   and  the   like,      Wm.    S. 

Merrell  Company.   829.410;  Oct.  29;  Serial  No.  366,869; 

publisbed  Aug.  20.  1935. 
Preparation  nsed  for  the  treatment  of  skin  amictiona.     F. 

W.   Zauner.      329.514  ;  Oct.   29. 
Sachet  pad.   Perfumed,     House  of  Tre-Jur.  loc     329.508; 

Oct.  29.  ^         ^  X-   *.        , 

Starch  for  laundrv  and  manufacturing  purposes.     National 

Starch  Co.     106.249  :  renewed  Oct.  19.  1935. 
Treatment  for  dandruff.     107, R44  ;  renewed  Dec  28,  IWW. 

CLASS  8 

Ash-trayB,    pipes,    cigarette    hoMers.     etc.       Spati    Bros. 

329.305 ;    Oct.    29 ;    Serial    No,    366,748 ;    published    Aug. 

20.  1936. 
Cigarette  paper.     American   Tobacco  Company.     329.475  ; 

Oct.  29:   Serial  No.  306.393;  published   Aug.   18,   1»36. 
Plt)e8    cigarette  and  cigar  holders,  pipe  filters,  etc.     D.  K. 

Copell      329  373  ;  Oct.  29  ;  Serial  No.  366.266  ;  puMlshed 

Aug.  20,  1^35. 
^  CIJ^SS  10 

Fertlllier.     W.   A.  Brown.     329.346;  Oct.  29;  Serial  No. 

.'^65.325;  published  Aug.  6,   19:«.  „     .   .    ^, 

Ferti'lrers.      Sollade,   Inc,      329.478;   Oct.   29;   Serial  ^o. 

366.329:  published  Aug.  6,  1935. 

CLASS  12 

Brick.  Fire.     Wk  Fire  Brick  Company. 
Jan.  4,  1936.  ,     „       „ 

CLASS  13 


107,965  :  renewed 


FastenerB.  Slide  operated.     G.  K.  Prentice  Manufactnrtng 
Company.     329.504  :  Oct.  29. 


Vlll 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


CLASS  14 


ChambersburK    Engineering    Company. 


Alloy    cast    Irons. 

3-9..U8  ;  Oct.  29  ;  Serial  No.  365,246  ;  publlsBed  July  30. 

1935. 
Metals  and  molybdenum  allovg,  and  tool  and  cutting;  Hteels, 

Molybdenum.     Inlversal  Steel   Company.     329,403  ;  Oct. 

29;  Serial  No.  306,215;  published  Aug.  6,  1935. 
Steel.     Timken    Steel   and   Tube   Company.      329.372  ;   Oct. 

29;  Serial  No.  306. 30 (J ;  published  .\ug.  6,    1935. 
Steel,  Tool.     Crucible  Steel  Company  of  America.    329,406  ; 

Oct.  29;   Serial  No.  366,608;   published  Aug.    13,    1936. 

CLASS  15 

Candles.  Will  *  Bauraer  Candle  Co.  329.343;  Oct.  29; 
Serial  No.  365.426  ;  published  Aug.  20.  1035. 

Fuel  for  compression  Ignition  motors.  Liquid.  Shell  Oil 
Company.  ,{29,415:  Oct.  29;  Serial  No.  365,899;  pub- 
lished Aug.  20.  1935 

Gasoline.  Hydrocarbon  Company.  329,481  ;  Oct.  29  ;  Se- 
rial No.   366,101  ;  published  Aug.   20,   1935. 

Oils  and  greases,  hydraulic  brake  oils.  etc..  Lubricating. 
Blltrlte  Motor  Equipment  Co.  Inc.  329,459  ;  Oct.  29 ; 
Serial  No.   366,134;   published  .\ug.   20,    1935. 

Oils  .nnd  greases,  Lubricatlnk:.  Hydrocarbon  Company. 
329.480;  Oct.  29;  Serial  No.  366,102;  published  Aug. 
20.  1935. 

Oils  and  greases.  Lubricating.  Puw  Oil  Company. 
329.474  ;  Oct.  29 ;  Serial  No.  366.434 ;  published  Aug. 
20.   1935. 

Oils.  Lubricating  Fiona  Petroleum  Company  329.387; 
Oct.   29;    Serial   No.   360.916:    published  Aug.    13,    1935 

Petroleum,  ga<inlene.  lubricating  oil.  etc.  Phinny  Bros. 
Company.     10*3,015  ;  renewed  Sept.  14.  1935. 

CLASS  16 

Paints,    paint    primers,    paint    enamels,    etc..    Liquid    and 

paste.     Pittsburgh  Plate  Glass  Company.     329.452  ;  Oct. 

29:  Serial  So    :?56.«72  :  puhllshetl  -Apr    .W,   1935. 
Paints.    Tarnl.'<hes    for    coKoring    and    hnl.sbiug    straw    and 

rattan     goo<Js.      Liquid.        CarpenterMorton     Company. 

107,414  ;  renewed  Nov.  23,   19^5. 

CLASS  17 

Cigarettes.      .Vmerlcan    T'bacco   Company.      329.470;   Oct. 

29  ;  Serial  No.  366,391  :  publl*ihed  Aug.  13,  1935. 
Cigarettes.       A.    Arau.       320.418;    Oct.     29;     Serial     No. 

365,922  ;    pu^^lished   July    :?0,    19.?6. 
Cigarette*.        I'hilip      Morris     ii     Co.     Ltd.     Incorporated. 

329.436  ;   Oct.    29  ;    Serial    No.    36:?. 814  ;    published    Aug. 

6.  1935 
Cigars.     Harry  Blums  Natural  Bloom  Inc.     329.458  ;  Oct. 

29;  Serial  No,   365.720;  published  Aug.  6,  1935. 
Cigars.      Petri   Cigar  Co.      329.380 ;    Oct.    29 ;    Serial    No. 

362.707  ;   published   Aug    13.    1935. 
Cigars.     Supt-rior  Tobacco  l'ro<hict8  Corporation.     329.466  ; 

Oct.   29  :    Serial    .f  o.   ,366.586  :    published   Aug.    13.    1935. 
Cigars  and  stogiis.     Zimmerman  Brothers.     329,371  ;  Oct. 

29  ;   Serial  No.  ,366.312  ;   published  Aug.  6.   1935 
Tobacco,    cigarettes,    and    cigars,    Chewing    and     smoking. 

Spatz  Bros.     329.473  ;  Oct.  29  ;  Serial  No.  366.744  ;  pnb- 

llshed  Au<,  6.  1935. 

CLASS  19 

Motor-trucks,  transmission  casings,  and  bubs.  Interna- 
tional Motor  Company.     108,052  ;  renewed  Jan.  11,  1936. 

CLASS  21 

•Anodes  for  •lectroplatlng.  Metnl.  Hanson-Van  Winkle- 
Munning  Company.  3 29.. 358  :  Oct  I'O  :  .Serial  No. 
366.516;   published   Auk.   20.    1935 

Battery  chargers.     E    S    Evans  k  Son.s      329.511  ;  Oct.  29. 

Electric  cables  snd  Insulation  therefor.  Macintosh  Cable 
Company  Limited.  329. .391  ;  Oct.  29 ;  Serial  No. 
,359.626:   publit»he<l   Aug.   20.    19.35. 

Electrir  illnminating  fixtures  and  parts  thereof.  Curtis 
Lighting.   Inc.     329. 4^*7  ;  Oct.  29 

Electric  tea  kettles.  West  Bend  Aluminum  Co.  329.344: 
Oct.   29;   Serial   No    365,412:   published  Aug.   20.   1935. 

Electric  wire  nnd  cables,  lnsulate<l  wire,  etc.  Simplex 
Wire  k  Cable  Company.  108,874  ;  renewed  Feb.  29, 
1936 

Electrical  circuit  breakers.  Square  D  Company  329.352  : 
Oct.   29 ;    Serial   No.    366.58^  :    published    Aug.   20.    19.35. 

Electrical  desk  lamps.  Martin  S.  Breslauer  k  Co.  329.404  : 
Oct.    29  :    Serial   No.    366,227  ;    published   Aug.    20.    1935. 

Electrically  operated  animated  signs.  Crystal  Manufac- 
turing Co.  329.447  :  Oct  29  ;  Serial  No.  352.033  ;  pub- 
lished Aug.  20,   1935 

Larop-sniards  for  electric  lamps  Flexible  Steel  Lacing 
Company.     108  594:  renewed  Feb    15.  1936 

Spark  pluss.  Lehr  .Xuto  Supplr  Company.  329.369;  Oct. 
29:  Serial   No.  366.666;  pubfished  Aug.  20.   1935. 

Spark  pugs.  Lehr  Auto  Supplv  Company.  329.409;  Oct. 
29;  Serial  No.  366.665;  published  Aug.  20.  1935. 

CLASS  22 

Dolls,  doll  carriages,  and  furniture,  tricycles,  etc.     Santa 

Claus.     Incorporated.       329.432  :     Oct.    29 ;     Serial    No. 

366.877:   published   .\u«.   20.    1935 
Exerclsini:   device       W    Schenk       329  364  ;  Oct.  29  ;   Serial 

No.  367.212;  published  Aug.  20.  1035 
Games.  I'uBxle.     E.  Everett.     329.490;  Oct.  29:  Serial  No. 

366.812:    published   -Aug.   20,   1935. 


Toy  building  blocks.  American  Made  Products,  Inc. 
329.435;  Oct.  29;  Serial  No.  367,140;  published  Aug. 
20    1935  '         '    r  " 

Toys".  Lionel  Corporation.  329.383;  Oct.  29;  Serial  No. 
362,426;  publUbed  Aug.   20,   1935. 

CLuVSS  23 

Cylincierx  and  crank-casings.  luteruatiuual  Motor  Com- 
pany.     108,051;    renewed   Jan.    11.    1936. 

Guns,  Spray.  Pep  Boys,  Manny.  Moe  k  Jack.  329.367  ; 
Oct.    29 ;    Serial   No.  306.731  ;   published    Aug.    20.    1935. 

Pumps.  Automatic  beer.  Champion  Pneumatic  Machinery 
Company.  329,422  :  Oct.  29  ;  Serial  No.  365,989  ;  pub- 
lished Aug.  20,   1935 

Pumps,  mine  pumps  and  pumps  for  drainage.  Irrigation. 
I^yne  k  Bowler  Corp.  :i29.374  ;  Oct.  29 ;  Serial  No. 
366,235  ;  published  Aug.    20,   19,35 

Pumps,  Wind  driven.  A.  N.  Phillips,  Jr.  329,347;  Oct. 
29  ;  Serial  No.  366.265  ;  published  Aug.  20,  1935. 

Rollers.  Cylindrical  gravity.  Wheeler  Roller  Corp. 
329,496  ;   Oct.  29. 

Saws  E.  C.  Atkins  and  Company.  329.354;  Oct.  29; 
Serial  No.  ::66.546  ;   Published  Aug.  20.   1935. 

Sealers,  stretchers,  coll  holders,  etc.  Acme  Steel  Com- 
pany. 329.392  ;  Oct.  29  ;  Serial  No.  359,564  ;  publlshe*! 
Aug.  20,  1935 

Tools,  Cutting.     H.  C.  Bates.     329,600;  Oct.  29. 

CLASS  26 

Film  and  plHitographio  niters,  Motion  pictur«-.  Eastman 
K<  dak  Company.  329.489  ;  Oct.  29  ;  Serial  No.  366,811  ; 
published  .\ug.  20,  1935 

Photographic  [>ap*-r.  Light  sensitive.  Eastman  Kodak 
Company.  329,492  ;  Oct.  29  ;  Serial  No  366,853  ;  pub- 
lished Aug    20,  1935 

Photographic  paper.  Sensitiie<l.  Eastman  Kodak  Com- 
panv.      10S,932  :   renewed   Mar.   7,   1936. 

Recorders,  Driving  wheel.  Waltbam  Watch  Com^wuy. 
329.461;  Oct.  29;  Serial  No  366.179;  publlshetl  Aug. 
20.  1935. 

Thermostats.  Watrola  Corporation.  329.396;  Oct.  29; 
Serial  No.  357,928  ;  published  Aug.  20,  1935. 

CLASS  27 

Clocks.  Viking  Products  Corporation.  329.457;  Oct.  29; 
Serial  No    366,127  ;  publlAhed  Aug.  6,  1935. 

Clocks  and  watches.  Spatz  Bros.  329,366;  Oct.  29;  Se- 
rial  Nu    ,166,740  :  pnbllshed  Au«.  6.   19.35. 

Watch  cases,  watches,  and  watch  movemeots.  Gmen 
Watch  Company  329.353  ;  Oct.  29  ;  Serial  No.  8M,661  ; 
published  Aug.    13.   1935. 

CLASS  28 

Jewelry        Spatz     Bros        329,487;     Oct,     29;     Serial    No. 

366, 1 38  ;   published  Aug.   20,    19,35. 
Vanity  cases  made  of  precious  metals.    Van  Cleef  A  Arpels. 

329,4.39  ;  Oct.  29  ;  Serial  No.  .368.836  ;  published  Aug.  20, 

1935. 

CLASS  29 

Brush  aeta,  whir<kliroom  sets,  clothes  brush  seta,  etc..  Mili- 
tary. Baer  k  Wilde  Company.  329.397  ;  Oct.  29  ;  Se- 
rial No.  365.S71  ;  published  July  30.  1935. 

Brushes,  Painters'.  J  <:.  Pusbee  k  Sons.  107.376;  re- 
newed Nov.  23,  1935 

Mopa.  Dust.  H  W.  Hunter.  329,405;  Oct.  29;  Serial 
No.  .366.599;  published   Aug,  13.  1935. 

Mops,  kitchen  uteusll  mops.  t)rooms,  etc..  Dish.  Wilkin- 
son. Gaddis  k  Co.  329,375;  Oct.  29:  Serial  No. 
366.046  ;   published  Aug.  20,   1935. 

CI-\88  81 

Coolers,  Water.  American  Reot-ptacle  Corporation. 
.329,378 ;  Oct.  29  ;  Serial  No.  365.016 ;  published  Aug. 
20,  1935. 

CLASS  32 

File  cases  or  cabinets.  Tawman  and  Erl>c  Manufacturing 
Company.     :i29,498  ;  Oct.  29. 

CLASS  34 

.Mr  conditioning  units.  Carraway  Engineering  Co. 
329.8S5;  Oct,  29;  Serial  No.  361.412;  publlsheil  Aug. 
20,  1935. 

CLASS  36 

Tires  and  tubes.  Rubber.  Atlas  Supplv  Companv  329.488; 
Oct     29  :    Serial    No.    ,366.798  ;    pnbllshed    Aug    20.    19.35. 

Tires.  I'neuranrlc  vehicle  A  H  Branbam  329.360 ;  Oct. 
29:    Serial   No     365,020;    publlsbe^l   .Aug    20,    1935. 

Tubes  and  tutie  repair  kits.  Inner  Fisk  Rubber  Corpora- 
tion. 329.470  :  Oct.  29  ;  Serial  No  300,76«i  :  published 
Aug.  20.  1935. 

CLASS  36 

Woodwind,  brass,  stringed,  and  miscellaneous  instruments. 
T.udwig  Music  Hou.se.  Incorporattnl.  329.440;  Oct.  29; 
Serial  No.  363.873  :  published  Aug.  20.  1935. 

CIJ^SS  37 

Paper.  Waxe<l  wrapping.     B    K    Baker.     829,499;  Oet.  29. 


CLASSIFIED  LIST  OF  TRADE-MARKS  REGISTERED 


IX 


CLASS  39 

Apparel,     Women's    sport.       Salta     Knitting     Mills.     Inc. 

329,477 ;   Oct.  29  ;    Serial    No.  366,374  ;   published  Aug. 

20,  1935. 
Chemises,     princess     hlips,     bloomers,     etc.,     Ladles'.       I. 

Schnelerson  &  Sons.   Inc.     329,454  ;  Oct.  29  ;   Serial  No. 

362,6:U  ;  published  June  4.  1036. 
Clothing.     Tailored   Pants  Inc.      329,425;  Oct.   29;  Serial 

No.  .864.310;  published  Aug.  20.  l935. 
Clothing.     Men's     and     boys.       Baltimore     Clothes,     Inc. 

329,513;  Oct.  29. 
Clothing,   Men's  outer.      Malcota    Kenneth   Co.     329,460 ; 

Oct.   29;   Serial   No    366,149;   published  Aug.   13,   1936. 
Coats  and  overcoats.    Men's.      United   Woolen   Mills  Com- 
pany.    107,750  ;  renewed  Dec.  28.  1935. 
Coats,   vests,  trousers,  etc..  Men's.     Berkowiti,   Dworkln  & 

Co.      329.400  ;    Oct.    29  ;    Serial  No.    366,^87  ;    published 

Aug.  i::.  19:^5. 
Coats,    women's    fur    neckwear,    fur   capea.    etc..    Fur.      P. 

Schlampp  k  Son.     329,393  ;  Oct.  29  ;  Serial  No.  368,224  , 

published  Aug.  20,  1935. 
Collars    and    i>ajamas       D.   Kurts.      329,341;    Oct.   29;   Se- 
rial   No.    365,701  ;   published    Aug.    20.    1936. 
Dresses.      Ely    k   Walker    Drv    Goods   Company.      329.493; 

Oct.   29;   Serial  No.   .363,2^8:   published  Aug.   20,    1936. 
Dresses,    Ladies'.      Saul-Gilman.    Inc.      329,421;   Oct.    29; 

Serial  No.  365.961;  publlshe<l  Aug.  20,  1936. 
Dresses,    Silk.      Wellw=ley    Modes.    Inc.      329,428;  Oct.   29; 

Serial   No,   .364,562  :   published   Aug.  20,   1935. 
Hosiery     and     women's     underwear     and     undergarments. 

Rich's.  Inc.     :!29,;S76;  Oct.  29;  Serial  No.  366,026;  pub- 
lished Aug.  13,  19.36. 
S<"arf8.      Robinson   k  Golluber.      829.483;   Oct.  29;   Serial 

No.  368.071  ;  published  Aug.  13.  1935. 
Shirts.     Louis  Basklnd  k  Co.     329.516  ;  Oct.  29. 
Shirts     and     pajamas.     Men's.        Euro     Shirt     Company. 

329,482 ;   Oct.    29  ;   Serial   No.  :^6,087 ;   published   Aug. 

1.3,  19.36. 
Shirts,  Men's   dress   nnd   negligee.      I.   Janov-Abeles  Shirt 

Co.     329.502  :  Oct.  29 
Slips     and     chemises.     I.«diefl'.        Patricia     Petticoat     Co. 

829,453  ;   Oct.   29 ;    Serial   No.   356,789  ;    published  Aug. 

20,   1935. 
Stockings.      Howard  Hosiery  Conopany.     329,606;  Oct.  29. 
Baits,  Men's  and  boys'.     Famous-Sternberg,  Inc.     829.601  ; 

Oct.  29. 
Tot>conts     and     overcoats        Joseph     k     Feiss     Company. 

429.401  ;   Oct.    29 ;    Serial    No.    366,201  ;    published    Aug. 

13.  1936  . 
Underwear.     Celanose  Corporation  of  America.     829.463  ; 

Oct.   29 ;    Serial   No.   .366,457  :   published  Aug.   20.   1986. 
I'nderwear.     M.ilbrose  Manufacturing  ("ompany.     329,402 ; 

Oct.   29  ;    Serial    No.    366.204  ;   published   Aug.    13,   1986. 
I'nderwear,  pajamas,  men's  dress  shirts,  etc.     H.  L.  Green 

Company.     329,429;  Oct.  29;   Serial  No.  364,721;  pub- 
lished Aug.  20,  1936. 
Underwear,    shirts,   gloves,    etc..    Knitted.      Northern   Job- 
bing Co.     108.916:  renewed  Mar.  7.  1936. 
Underwear  slips.  Ladies'.     Patricia  Petticoat  Co.     329,420  ; 

Oct.  29  ;  Serial  No.  365.965  ;  published  Aug.  20,  1936. 

CT.AS8  42 

Piece  goods  of  fabric  composed  of  wool  and  cotton.  Amer- 
ican Woolen  Company.     108,148  ;  renewed  Jan.  18,  1936. 

CLASS  44 

Com   pads,    bunion    pads,    arch    supports,    etc.      L.    Wolff. 

:«9.879 ;    Oct.   29 ;   Serial   No.    :i62,721  ;    published   Aug. 

20.  1036. 
Dental     and     surgical     Instruments.       D.     J.     McDaniel. 

829,861  :   Oct.    29 ;    Serial   No.   366,568 ;   published   Aug. 

20    1985 
First'  aid  kits.     Ppatz  Bros,     329.472;  Oct.  29;  Serial  No. 

.366.747  ;   published   Aug.   20.  1985. 
Hair  wavingT>ads  or  sachets.  Permanent.     Petra  Manufac- 
turing     Comi>anv         329,464;      Oct.      29;      Serial      No. 

866,486:   puollshed   Aug.   20.   19,36. 
Sanitary   l>elts.      Belreld   Corporation.      .329.448;  Oct.  29; 

Serial  No.  .353.166  ;  published  Aug.  20,  1935. 
Sanitary    nankins.      M.  Citrin.      .•?29.491  ;   Oct.    29  ;    Serial 

No.  SOO.S.-^i  :  published  Aug.  20.  1935. 
Spraving  apitaratus  with  infra-red  rav  radiation.    M.  Kolb. 

329.427;   Oct.   29;    Serial  No.   364.615;    published  Aug. 

20,   1935. 

CLASS  45 

Beverages  and  extracts,  siriips  and  concentrates  for  mak- 
ing the  same,  Maltless.  Q.  W.  Starling.  329.460;  Oct. 
29  ;  Serial  No.  .366,786  ;  published  Aug.  20.  1935. 

Beverages  an<l  »-vru|M,  extracts,  and  concentrates  for  mak- 
ing, Maltless.  "Ace"  Ginger  Beer,  Inc.  329.434  ;  Oct. 
29;  Serial  No.  .367,144;  published  Aug.  20.  1935. 

Beverages.  Maltless.  Canada  Dry  Ginger  Ale.  Incorporat- 
ed. 329.433 ;  Oct.  29 ;  Serial  No.  367,066 ;  published 
Aug.  20,  1935. 

Waters.  Natural  mineral.  C.  Conde.  329.494  ;  Oct.  29  ; 
Serial  No.  363,682  ;  published  Aug.  20,  1935. 

CLASS  46 

Beef.   Ground.     K.   T,    Simons.      829,431;  Oct.  29;   Serial 

No.  364,891  ;  published  Aug.  20.  1936. 
Beef,    Slicwl    dried.      Libby,    McNeill    k   Llbby.      107.4.30; 

renewed  Nov.  23,  lOoS. 


Bread.  Warren  Baking  Company.  329,382 ;  Oct.  29  ;  Se- 
rial No.  362,540  ;  published  Aug.  20,  1935. 

Canned  fish.  V.  L.  Boardwav  k  Co.  329,359  ;  Oct.  29 ; 
Serial  No.  .366,505  ;  published  Aug.  20,  1935. 

Canned  pineapple.  Rival  Foods,  Inc.  329.465;  Oct.  29; 
Serial  No.  '(65,310  ;  published  Aug.  20,  1935 

Canned  whole  kernel  sweet  corn.  Wm.  Silver  &  Co. 
329.438  :  Oct.  29  ;  Serial  No.  363,831  ;  published  Aug. 
20,  1935. 

Cheese.  Norske  Meleriers  Eksportlag,  (Norwegian  Dairies 
Export  Corporation).  329,408;  Oct.  29;  Serial  No. 
306,085;   published  Aug.   20.    1935. 

Coffee.     A.  Churchman.     109.066  ;  renewed  Mar.  21.  1936. 

Corn-starch.     National  Starch  Co.     106,471  :  renewed  Oct. 

19.  1935. 

Corn  wafers  or  chips.  Toasted.  Toasted  Corn  I'roducts  Co. 
329,465;   Oct.   29;   Serial    No.   366.495;    published  Aug. 

20,  1935. 

Dressing,    Salad,    meat,    flsb.    and    lobster.      S.    H.    Marsh. 

329,479;   Oct.   29;   Serial  No.    366,105;  published    Aug. 

20,  1935. 
Feeds,   Stock,   poultry,   and   dairy.     Geo.   B.   Matthews   k 

Sons,  Inc.     ,'^29,.35<  ;  Oct.  29 ;   Serial  No.  366,523  ;  pub- 
lished Aug.  20,  1935. 
Flour,  Wheat.    Pillsbury  Flour  Mills  Company.    329,355-6  ; 

Oct.  29  ;  Serial  Nos.  366,530-1  ;  published  Aug.  20,  1935. 
Foods.      H.   Ten   Bruin   k   Sons.      108,846 ;   renewed   Feb. 

29,  1936. 
Grapefruit,    Fresh    and    canned.       .Ariz-Sweet    Grapsfrult 

Growers.   Ltd.     329.451  ;    Oct.    29  ;   Serial   No.   355,283  ; 

published  Aug.  20,   1935. 
Grapes.      C.    Barbasan.      329.462:    Oct.    29:    Serial    No. 

366.186;  published  Aug,   20.  1935. 
Ice-cream      cones.         Chapin-Sacks      Manufacturing      Co. 

107,052  ;  renewed  Nov.  9.  1935. 
Ice  cream  powler.     H.  C.  Brill  Co.     329,512  ;  Oct.  29. 
Milk  and    fresh   cream.    Fresh.      Beatrice   Creamery    Com- 
pany.    329.394  ;  Oct.  29  ;  Serial  No.   358.036  ;  published 

Aug.  20,  1935. 
Oranges    and     grape-fruit.       John     S.     Taylor     Company. 

107,026  ;  renewed  Nov.  9.  1936 
Poultry.  Dresse<l.   Omaha  Cold  Storage  Company.   329.388  ; 

Aug.  29  ;  Serial  No.  .360.18T;  published  Aug.  20,  1935. 
Seasoning    for   sausage   meat.   etc.      E.    Da  vies.      329.486 ; 

Oct.   29;   Serial   No    365.028;   publiEhed   Aug.    13.   1936. 
Vinegar.     Purex  Corporation.     329.515;  Oct.  29. 
Walnuts.         California      Walnut      Growers      Association. 

106,834  ;  renewed  Nov.  2,  1936. 

CLASS  47 

Wine.     Tiara  Products  Company.     329.503  ;  Oct.  29. 
Wines.      American    Vintners   Corporation.      329.443 ;    Oct. 

29;  Serial  No.  350.083:  published  Aug.  20,  1935. 
Wines.      Marqu4s  del  Real  Tesoro  v   Compafiia.     329.386 ; 

Oct.   29;   Serial   No.  361.395;   published   Aug.    20,   1935. 
Wines.       J.     Smyrnos.       329.411:     Oct.     29;     Serial     No. 

366,778;  published  Aug.  20,  1935. 

CL.\SS  48 

Beer.     Cleveland  k  Sandusky  Brewing  Company.     108,125  ; 

renewed  Jan.  18.  1936. 
Beer.     Fesenmeler  Brewing  Co.     329.361  ;  Oct.  29  ;  Serial 

No.  367,294  ;  published  Aug.  20.  1935. 
Beer.     Fesenmeler  Brewing  Co.     329,430  ;  Oct.  29  ;   Serial 

No.  367, '295  :  published  .Aug.  20.  1936. 
Beer.     Fose-Schnelder  Co.   Inc.     329,484  ;  Oct.  29  ;   Serial 

No.  366.125  ;  published  Aug.  20.  1935. 
Beer.  Imager.     C.  Conrad  k  Co.     13,064  ;  re-renewed  Mar. 

2,  1936. 
Malt  beverages.    Fesenmeler  Brewing  Co.    329,362-3  ;  Oct. 

29;  Serial  Nos.  367.292-3;  published  Aug.  20,   1935. 

CLASS  49 

Brandv,  -\lcohollc  cocktails  and  cordials.     Penfolds  Wines 

Umltod.     329,510:  Oct.  29. 
Cocktails.     United  Products  Corporation.     .329,441-2  ;  Oct. 

29;    Serial    Nos.   347.24,'i-4  :    published   May    1.    1934. 
Gin.     Dominion  Distilleries,  Inc.     329.495  ;  Oct.  29. 
Gin.     Keystone  Distillers,   Inc.     329.444;  Oct.  29;   Serial 

No.  350,197;  published  June  19,  1934. 
Rum.      J.    M.    I^'gendre.      329.414 :    Oct.    29;    Serial    No. 

365.849;   published  Aug.   20.   1935. 
Whiskey.      Distillers    Distributing   Corporation.      329.445; 

Oct.   29  ;   Serial  No.   350,456 ;   published   May    29.    19.34. 
Whiskey.     Lionel  Distilled    Products.   Inc.      329.450 ;  Oct. 

29  ;  Serial  No.  354.619  ;  published  Nov.  27,  1934. 
Whiskey  and  gin.     Majestic   Wine  &  Liquor  Corporation. 

329.449  ;  Oct.   29  ;   Serial   No.  854,615 ;   published   Sept. 

25.  1934. 
Whlske.v.    Scotch.      Distillers    Agency    Limited.      329.446; 

Oct.  29;  Serial  No.  350.845;  published  Apr.  16,   1936. 

CLASS  50 

Closures   for  bottles  and   containers.     Armstrong  Cork   A 

Insulation    Company.       329,389 ;    Oct.    29 ;     Serial    No. 

359,762  ;  published  Aug.  13,   1935. 
Flags,    Manufactured.      Annln    k    Co.      106,088 ;    renewed 

Oct.  12,  1935. 
Mats  compc8?d  principally  or  wholly  of  rubber.     Goodyear 

Tire  k  Rubber  Company.     329,413;  Oct.  29;  Serial  Na 

3tio,K01  ;  published  Aug.  20.   1936. 


gM/VfGlf 


ATLANU 


LIST  OF  LABELS 


Astljpax     For   Cumpoxmd  Tablets   ConUiaing  AcctaDiiid. 

Process   Corporation.      46,661  ;   Oct.   29. 
B«lleaiiua   Salmoa.      For  CaDD«il   Salmon.      New    EnclanU 

Fish  Company.     46.654  ;  Oct.  29. 
Borden's  ChallenKe  Brand  Sweetened  Coodensed  Milk.    For 

Coodenfied  Milk.     Borden  Quality  Inc.     46,619;  Oct.  29. 
Borden'H  Daisy  Irradiated  Eyaporated  Milk.     For  Evapo- 
rated Milk      Borden  Quality  Inc.     46.618,  Oct.  29. 
Borden's  I^rlins  Brand  Sweetened  Condensed  Milk.     For 

Condensed  Milk.     Borden  Quality  Inc.     46,623  ;  Oct.  29 
Borden's    Pearl    Brand    lrnidlate<1    Evaporated    Milk.      For 

Evaporated  Milk.     Borden  Quality  Inc.     46.625  ;  Oct.  29 
Borden's    Peninsular    Brand    Swet-tened    Condensed    Mi  k 

For   Sweetened    Condense<l    Milk.      Borden   Quality   Inc. 

46,620  ;  Oct.  iry 
Borden's    Silver    Cow    Irradiated    Evaporate*!    Milk.       For 

Evaporated    .Milk.      Borden    Quality    Inc.      46,621  ;    Oct. 

29. 
Borden's  Standard  Brand  Sweetened  Condensed  Milk.     For 

Condensed  .Milk.     Borden  Quality  Inc.     46.624  :  (Jet.  29 
Borden's    Star    Brand    Sweetene<l    Condensed    MlUi.       For 

Condensed  Milk.     Borden  Quality  Inc.     46,622  ;  Oct.  29. 
De  Kent.      For   an    Upper   Cylinder    Lubricant       Windsor 

Lloyd  Produ'-tp,   Inc.      46,667  ;  Oct    2D. 

Football — Block    That    Man  !      For    Ready -To  Eat    Cereal 

Food.      Kellogg  Company.      46,646  ;    Oct.  29. 
Football — Catch    That    Pass  .'       For    Ready-To  Eat    Cereal 

Food.     KellonK  Comfiany.     46,»>40  ;  Oct.  29. 
Football — Cool    Heac'ed   Passers.      For   Ready-To-Eat   Hran 

Fwxl.      Kellogg  Company.     46.634  ;  Oct.  29. 
Football— Extra    Duty  !      For    Ready-To-Eat    Bran    Food. 

Kellogg  Company.      46.6;{.'!  :   Uot.  21» 
Football^ — Fifty    Yard    Punts.       For    Ready-To-Eat     Bran 

FofKi.      Kellogg  Company.      46,6;i6 ;   Oct.    29 
Football — Freak  Offensive.     For  Ready-To-Eat  Bran  Food. 

KeUogg  Company.     46,6.12  ,  Oct.  29. 
Football— He    t^ot     Ills     Man.       For     Ready  To  Eat     Bran 

Food.     Kellogg  Company.     46,637  ;  0<  t.  29. 
Football — Kinds    of    Passes.       For    Reaily-To  Eat     Cereal 

Food.     Kellogg  Company.    46,644:  Oct.  29 
Football      Knew   the   Penalties.      For   ReadyTo-Kat  Cereal 

Food.     Kellogg  Company.     46,647;  Oct    J'.) 
Football^ Locker  K<K>m  Strategy.     For  Heady  T<i-Eat  Bran 

Food.     KeUogg  Company.     46,639  ;  Oct.  2lt 
Football— Point     After    Touchdown.       For     Ready  To  Eat 

Bran  Foo<i.     Kellogg  Company.     46.63.')  ;   Oct.  29. 
Football-  See    It    All!       For    Ready  To  Eat    Cereal    Food. 

Kellogg  Company.     46,645  ;  Oct.   29. 
Football — Study  Offensive  Formations.     For  Ready  To-Eat 

Cereal  Foo<l.     Kellogg  Company.     46.648  ;  Oct.  29. 
Football — To  the  Center.      For  Ready  To  Eat    Bran   Food. 

Kpllogg  Company.     46.6.18;  Oct.  29. 
Fv-otball — Watch    the  Tacklers  :      For  Heady-To-Eat   Bran 

Food.     Kellogg  Company.     46.631  ;  Oct.  29. 
Qluger-Snap  Frock,      tor   Frocks.     Barmon   Brothers  Com- 
pany.    46.617  :  Oct.  29. 


Gold  Stan<lard   Salmon.     For  Canned  Salmon.      New  Eng- 
land Fish  Company.     46  655  ;  Oct.  29. 
Gold   Top   Salmon.     For   Canned    Salmon.      New    England 

V.  /*! 46,657  ;  Oct.  29 

For    Coffee.      Standard    Brands    lucorpo- 
;  Oct.  29.. 
For  Cigars.     Antonio  Company.     46,616  : 


Fi>>h  Company 
Golden    Arrow 

rated.    46,662 
K.-2L  Cigarltoa. 

Oct.  29. 
Larsen's     FresMike.       For 

46.649  ;  Oct.  29. 
Lemon  Whip.     For  Salad  Dressing. 

Inc      46,663  :  Oct    '29 
MacKeobnie  Imported  Twist     For  Twist.      «a  fabric).     M. 

Wile  *   Company      46,665  ;  Oct.   2» 
Marvel    Myst^'ry    EngOll       For    Crank    Case    Oil.      Emarol 

Manufacturing  Company.     46.626  ;  Oct.  29. 

ountalneer  Beer.      !■  or  B«>er.      Fesenmeli 


Spinach.       Larsen     Company. 
Union  Food  Products, 


M 

pany. 
Neverub 

46,652 

New<i 


Poliah. 


meter  Brewing  Com- 
Neverub  Corporation. 
Ilarrlaon  Slnip»on  Co. 


46,627  ;  Oct.  29. 
Polish.      For    a 
:  Oct.  29 
■w<iy       For  Cloth    Photo   Uiuges. 
46.629  ;  Oct.  29 

NIco  Tnrta.  For  a  Preparation  lse<l  as  a  <'l»'an.ser,  Deo- 
dfriser  and  Steriliicr  for  False  Teeth  and  P.ates.  £.  B. 
.MlUoy.     46.631  :  Oct.  29. 

Omar  800  Bread.  For  Bread.  Omar  Baking  Co.  46,659  ; 
Oct.  29. 

Orantce  Bag  Coffee.  For  Coffe*.  G.  11.  Wetterau  k  Sons 
Grocer  to.     46,664  ;  Oct.  29 

Pink  Beauty  Salmon  For  i'anned  Salmon.  .New  England 
Fish  Company.     46,653;  0<t.  29. 

Pola-Wlte  Shoe  Cleani-r  "Whiter  Than  Snow".  For  a 
Shoe  Cleaning  Prei>aratlou.  Pola  Wlte  I'roducts  Cor- 
poration     46.660  :  Oct    '20 

Race  Night  Broadway  Handicap  For  a  Series  of  Race 
Track  Motion  Pictures  Meridian  Pictures  L'orp<- ration. 
46.»i50  ;  Oct,  2t» 

Secraft  Salmon.  For  Canned  .Salmon.  New  England  Fish 
Company.     4«,66«  ;   Oct.  29. 

SearchllKht  Salmon  For  Cann«Ml  Salmon.  New  England 
Fish  Company      46.656;  Oct    29 

Sta  Press.  For  Solution  to  b«*  .\DpUed  to  Fabrics  Prepara- 
tory to  I»n*8«ing.  to  Cause  trie  Fabric  to  Retain  the 
Pres*     G.   V.  Wlllougbby.     46.666  ;  Oct.  29 

Swimming — Learning  to  IMve.  For  Ready-To  Eat  Oreal 
Food.      Kellogg   Comi«ny       46,042;   Oct     29 

Swimming — Scoring  Diver*.  For  Ready-To  Eat  Cereal 
Food.     Kellogg  Company      46.641  ;  Oct.  •J» 

Swimming — What  It  Takes.  For  Ready  To  Eat  Cereal 
Food.      Kellogg   Company       46.643  ;   0<  t.   -.9. 

The  Evans  Slipper.  For  Slippers.  Hoague-Sprague  Corpo- 
ration.    46.6iO;  Oct    29. 

Woodleys.  For  Soap  Flakes.  Woodley  s.  Inc.  46.668; 
Oct.  29. 

Wrlgley'H.     For  (Jum 

Zel  Ko    Hair    (irower. 
Lauterer.     46.669; 


W.  J.  (iorfliie 

46.628  ;   Oct    29. 

For    a    Hair 

Grower        Zlelke 

Oct.  29. 

LIST  OF  PRINTS 


General  Mills,  Inc. 


Almost  a  Miracle.     For  Cereal  Food. 
15.448  :  Oct.  29. 

Elizabeth  Arden  .Vniicunces  a  New  Complexion.  For  a 
Finishing  Powder.  Elixabeth  Arden  Sales  Corporation. 
15.446;  ()ct.  29. 

Nestle  Colorinse  For  a  Rinse  for  the  Hair.  Nestle-Lemar 
Company      15.451  :  Oct.  29. 


Nestle  Siiaaipoo  Tint.     For  a  Tint  for  the  Hair.     Nestle- 

Lemur  Company.      1!S.432  ;  Oct    29. 
Saved:     l\kt    When    She    Bought    Cheaper     Flour.       For 

Flour.     General   Milla,  Inc.      15,447;  Oct.   29 
7   Delightful  Ways  to  Serve  Toast.     For  Brv«d.     General 

Mills,  Inc      15.449;  0<  t.  29 
Tip  Top  Coll.     For  Human  Hair  Goods.     GIbbs  4  Company. 

15.45«n  :  Oct    29 


■\ 


LIST  OF  REISSUE  PATENTEES 

TO   WHOM 

PATENTS  WERE  ISSUED  ON  THE  29th  DAY  OF  OCTOBER,  1935 

Nom— Arranged  in  accordance  with  the  first  stoilflcant  character  or  word  of  the  name  (in  accordance  with  dty  and 

"-lepno 


telephone  directory  practice), 


Felt  k  Tan  ant  Manufacturing  Company.     (See  Newman, 

N.  E.,  and  Niemtinn,  a8.«»ignor8. ) 
Haieltlne    Corporation.      (See    Wheeler,     Harold     A.,     as- 

Newlnan,  Neal  E.,  Philadelphia.  Pa.,  and  F.  A.  Niemann, 
Chicago,  III.,  afsignos  to  Felt  k  Tarrant  Manufactur- 
ing Company,  Chicago,  111.  Record  sheet  holder  for 
facilitating  distribution  of  accounts.      19,743 ;   Oct.    29. 


Niemann.  Frederick  A.  (See  Newman,  N.  E.,  and  Nie- 
mann.) „       , 

Wheeler,  Harold  A.,  Great  Neck,  N.  Y.,  assignor  to  Haiel- 
tlne  Corporation.     Volume  control.     19.744 ;  Oct.  29. 


LIST  OF  PLANT  PATENTEES 


AmIIng  Rose  Company.     (See  Amling,  Martin  C,  assignor.) 


Amling,    Martin    C,    assignor   to   Amling    Rose    Company, 
Parua.  111.     Hybrid  tea  rose.     144  ;  Oct.  29. 


LIST  OF  DESIGN  PATENTEES 


American-National  Company.  The.     (See  Van  Doren,  H.  L., 

and  Rideout.  assignors.)  „        .     , 

Bates  Shoe  Company.      (See  Sears,  Francis  I.,  assignor.) 
Bendel.  Henri    Inc.      (See  Qalnor.  Victor,  a>slgnor. ) 
Boeing   Aircraft  Company.      (See  Minshall,  Robert  J.,  as- 
signor.) _ 
BolHer,  Clark  M.,  assignor  to  The  Bolser  Corporation.  Des 

Moines.  Iowa.     Burner  lip  housing.     97.345;  Oct.  29. 
Bolser  Cori>oratlon.  The.     (See  Bolser,  Clark  M.,  assignor.) 
Breliensteiii     Herbert    G.,   Chicago,   111.      Game  apparatus 

for  pin  ball  gHmrs.     97, .'^21  ;  Oct.  29. 
Bridgeport    H.in'ware    Manufacturing    Corporation,    The. 

(See  Curtis,  Harry  B  .  assignor.) 
Hrockway  01aH<*  Company.     (See  Steuernagle,  John  11.,  as- 

Carp.  Bernard,   Hllversum,  Netherlands.     Bottle.     97,322; 

Oct.  29.  ^      ^^  ^,  , 

Clark     I.j»wren(e   J  .    I^kewood.    assignor   to   The  Dlckey- 

Grabler     Company,     Cleveland,     Ohio.       Coffin  handle. 

97  323  ;   Oct    29. 

Cox  '  William    F.,   Webster   Groves,   Mo.     Bottle.  97,324; 

Oct.  29.  ^,.     ,       ,  ,  X 

Crown  Stove  Works.     (See  Rogers.  Charles  J.,  assignor.) 
Curtis,  Harry  B  ,  Huntington,  assignor  to  The  Bridgeport 

Hardware  Manufacturing  Corporation,  Bridgeport,  Conn. 

Wrench.     97,32.')  ;    Oct.   29.  ^,     ^    .  , 

Dickejr-Grabler  Company,  The.      (See  Clark,  Lawrence  J., 

DiJw-Ing'!" Charles  and  H.  H..  Chicago.  III.  Butter  print 
machine.     07,.'?26  ;  Oct.  29.  .,  „    „  v 

Doerlng.   Henry  H.     (See  Doering.  Charles  and  H.  H.) 

Franch,  R.  T..  Company,  The.  (See  Westgate,  Oscar  L., 
dBslsiior  ) 

(iaertner  Morlti.  New  York.  N.  Y.  Combined  oU  can 
opener  and  dlnpenher      97.346  :  Oct.  29. 

GalDor.  Victor,  asNlgnor  to  Henri  Bendel.  Inc..  New  York. 
N    Y      Shoe  Insole   or  aimllar  article.     97.327  ;  Oct.  29. 

Gambell,  John  C.  Oakland.  Calif.  Drinking  glass  pro- 
tector.    97.347:  Oct.  29.        _  ^^_         „  .       ».  i,  ♦ 

(Masser.  David.  Cleveland  Heights,  Ohio.  Price  ticket. 
97  3**8  '   Oct    29 

Gough."  James  J."  Chicago.  111.  Combined  bridge  and 
mechanism  casing  for  ice-cream   freezers.     97,348;  Oct. 

'9 
Hampton,  I^wrence  M.,  Nortbfleld,  N.  J.     Booth  or  similar 

article.      97,349  ;  Oct.  29.  ™      .,      ,  w  , 

Hanson,    Eugene    I.,    New    York,    N.    Y.      Textile    fabric. 

97.360  ;  Oct.  29.  ,r».     o  v 

Hardmeyer.  Eugene  J.,  Teaneck.  assignor  to  The  Schwar- 

senbach    Huber    Co.,    Trenton,     N.    J.      Textile    fabric. 

97,370 ;  Oct.  29.  „,.     „  ^ 

Hardmeyer,  Eugene  J.,  Teaneck.  assignor  to  The  Schwar- 

lenbach     Hul)er    Co..    Trenton.    N.    J.      Textile    fabric. 

Illinois   Watch   Case   Company.      (See   Wewetser,    Albert, 

KaUglHrChihiro.  New  York.  N.  Y.     Doll      97,329  ;  Oct.  29. 
Klmerly    Clarence  G..    Grand  Rapids,  Mich.      Molding  for 

uleces  of  furniture.     97..?50  ;  Oct.  29. 
KiSp    Ka?l,  East  Aurora.  N.  Y.     Stand.     97,351;  Oct.  29. 
Koehl    John    Itasca,  111.     Flatlron.     97,352  ;  Oct.  29. 
I  a ni    Josef,    .Salibiirg,   Austria.      Shoe.     97.330;  Oct.   29. 
I^anx".   Josef,    Salzburg.   Austria,   assignor   to  The    Stetson 

Shl^e   Company,    Inc..    South    Weymouth,    Mass.      Shoe. 

97.331  :  Oct.  29. 


Lelong.  Lucien,  Inc.     (See  Lelong.  Lucien,  assignor.) 

Leiong,  Lucien.  Paris,  France,  assignor  to  Lucien  Lelong, 
Inc.,  Chicago,  111.  Perfume  bottle  or  similar  article. 
97  332  *  Oct    29. 

Lester,  ^Robert  A.,  West  Orange,  N.  J.  Clip  for  necktie 
knots.     97.353  ;   Oct.  29. 

Livar,  Allen  P.,  Bronxville,  assignor  to  Richmond  Radiator 
Companv,  Incorporated.  New  York,  N.  Y.  Heat  ex- 
changer.    97.333  ;  Oct.  29. 

Lobel.  Rudolph.  New  York.  N.  Y.  Combined  muff  and 
hand  bag.     97,354  ;  Oct.  29. 

Louis.   Irving.  Brooklyn,  N.  Y.     Sweater.     97,334  ;  Oct.  29. 

Lyons,  E.  G.,  &  Raas  Company.  (See  Switzer,  George,  as- 
signor. ) 

Lyons-Magnue,  Incorporated.  (See  Swltser,  George,  as- 
signor.) 

Mcintosh.  Charles  O.,  Des  Moines,  Iowa.  Permanent  hair 
waving  mac:iine.     97.335  ;  Oct.  29. 

Minshall,  Robert  J.,  assignor  to  Boeing  Aircraft  Company, 
Seattle.  Wash.     Bombing  airplane.     97,355  ;  Oct.  29. 

Noble.  F.  H.,  k  Co.      (See  Shields.  John  M..  assignor.) 

Rlchheimer,  Isaac  D.,  New  York,  N.  Y.  Flame  pad. 
97,336  ;  Oct.  29. 

Richmond  Radiator  Company.  (See  Llvar,  Allen  P.,  as- 
signor.) 

Rideout,  John  G.      (See  Van  Doren.  H.  L.,  and   Rideout.) 

Robinson.  Joseph.  New  York,  N.  Y.  Electrical  vaporizer. 
97..^56:  Oct.  29.  „  „     ^     ^. 

Rogers.  Charles  J.,  assignor  to  Crown  Stove  Works,  Cicero, 
ni.     Cook  stove.     97,357  ;  Oct.  29. 

Schleimer.  Floyd  V..  assignor  to  United  States  Appliance 
Corporation,  San  Francisco,  Calif.  Permanent  hair 
waving  heater.     97,358  ;  Oct.  29. 

Schwarzenbach  Huber  Co.,  The.  (See  Hardmeyer,  Eugene 
J.,  asKignor.) 

Sears,  Francis  I  .  assignor  to  Bates  Shoe  Company,  Web- 
ster, Mass.     Shoe.     97,337 ;  Oct.  29. 

Shields.  John  M..  assignor  to  F.  H.  Noble  k  Co.,  Chicago, 
111.     Box.     97.350 ;  Oct.  29. 

Stetson.  Joseph,  Chicago,  111.  Plate  or  simiUr  article. 
97  338  ■  Oct    29 

Stetson  Shoe  Company.  The.     (See  Lanz,  Josef,  assignor.) 

Steuernagle,  John  H.,  Pu  Bols.  assignor  to  Brockwav  Glass 
Company,  Inc..  Brockway.  Pa.     Bottle.     97.339  ;  Oct.  29. 

Stevens.  Roderick  G.,  Chicago,  IIL  Finger  toothbrush. 
97.360;  Oct.  29.  ,    ^     „„ 

Swanson.  Oscar  A.     (See  Taylor,  J.  G.,  Wilson,  and  Swan- 

Swan«ion  Oscar  A..  Dayton.  Ohio.  Tandem  bimotored  mid- 
wing  monoplane.     97,361  ;  Oct.  29. 

Switzer,  George.  New  York.  N.  Y.,  assignor  to  I^ons- 
Magnus.  Incorporated,  doing  business  as  The  E.  G. 
Lyons  &  Raas  Company,  San  Francisco,  Calif.  Bottle 
cap.     97.340  :   Oct.  29. 

Taylor.  James  G.,  Dayton,  R.  C.  Wilson,  Fairfield,  and 
O  A.  Swanson,  Dayton,  Ohio.  Mid  wing  monoplane. 
97.362;  Oct.  29.  ^     „,  .  „  ,  »  .^ 

Taylor,  James  G.,  Davton,  B.  C.  Wilson,  Fairfield,  and 
6  A.  Swanson.  Dayton,  Ohio.  Semi-mld-wlng  mono- 
plane.    97,363;  Oct.  29.  ^  .  ^  ,., 

Taylor,  James  G.,  Dayton,  R.  C.  \Ml8on.  Fairfield,  and 
O.  A.  Swanson,  Dayton,  Ohio.  Mid  wing  monoplane. 
97.364;  Oct.  29.  .  .„        „  w.  . 

United  States  Appliance  Corporation.  (See  Schleimer, 
Floyd  v.,  assignor.) 
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LIST  OF  DESIGN  PATENTEES 


Van  Rloem,  Paul  S.,  Great  Neok,  N.  Y.  Combined  clock 
and  agh  tray.     97,841  ;  Oct.  29. 

Van  Bioem,  Paul  S.,  Great  Neck,  N.  T.  Combination  clock 
and  desk  unit.     07,St-*  :  uct.  20. 

Van  Doren,  Harold  I*.  Toledo,  and  J.  G.  Rideout.  P»>rryg- 
burg,  assignors  to  The  .American-National  Company,  To- 
ledo, Ohio.      CycU-  sniMlv'  s^at       97.34.3;   Oct.   J\). 

Weil,  Lewis  P,  <>nk  I^^^>,  I'a  Mower  holder.  97,365; 
Oct.  29 

Weil.  Lewis  IV.  Oak  I^jine,  Pa.  Flower  holder.  97.."86  ; 
Oct.  29. 


Flower  bolder.     97.367 


Well.   Lewis  P.,  Oak  Lane.   Pa. 
Oct.  29. 

WMtfate,  Oscar  L..  AMinor  to  The  R.  T.  French  Com 
pany.  Rocbeater,  N.  Y.  Spoon  or  similar  article.  97.344 
Oct.  29. 

Wewetz.  r  Albert,  a«sU{nor  to  Illinois  Watch  Case  Com 
pany,  KlKin,  lU.     Cosmetic  container.     97.308;  Oct.  29 


Wilson,    Roscoe    C. 
Swanson.) 


(8««    Taylor,    J.    Q.,    WUaon,    and 


LIST  OF  PATENTEES 
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Ackermau  William,  TowiM>rB,  N.  Y.,  assignor  to  Mergen- 
thaler  Llnotrpe  Company.  Line  composing  machine. 
2.019.168  ;  Oct.  2f>. 

AddreMsograpb  Company.  (See  Curtis,  Franklin  E.,  as- 
signor.) 

Adier,  I'hlllp  !».,  Ke\"anee.  111.  Communication  system. 
2.018,940;  Oct.  29. 

Aetna-Standard  Engineering  Company,  Tbe.  (See  Leach, 
William  W.,  assignor.) 

Aetna  Standard  Ri^Ciueering  Company,  Tbe.  (See  Taylor, 
Clarence  L.,  assignor.) 

A^fa  Ansco  Corporatioa.  (See  Scbmldt,  Richard,  aa- 
slgnor. ) 

Ainsworth,  Thomas  U..  Drexel  Hill,  Pa..  aMl^nor  to  Gen- 
eral Steel  Castings  Corporation.  Granite  City,  111.  Driv- 
ing wheel.     2.019,285;  Oct.  29. 

Air  CondltloBlng  Systems,  Inc.  (See  Brace,  K.  P.,  and 
Rowe.  assignors.) 

Akro  Agate  Company.  The.  (See  Hellmers,  U.  T..  and 
Oonald,  asslsnors.i 

Aktiebolaget  Atlas  Diesel.  (See  Thege.  Edvin  O.  P., 
assignor.) 

Aktiebolaget  Kerb.  Arebna  Mekanlska  Verkstad.  (See 
Jobnaon,  B.  A.  E.,  and  OrstrOm.  assignors.) 

Al.Irlu.  Carl  A.      (See  Swanson.  C.  S.,  Cornell,  and  Aldrln.) 

a:.x.  Max.  Los  Anireles.  Calif.  Water  cooler  and  dis- 
penser.    2.019,034  :  ^)rf    «) 

Alexander.  Walter.  Hamhurg.  Germany.  Yalcaoized  rub- 
ber solution.     2^019.207  ;  Oct.  29. 

Alexief.  Constantln.  Gouverneur,  N.  Y.  Rail  tie  and 
fastening  means.     2.01«.377  ;  Oct.  29. 

Allen.  James  K..  Ames.  Iowa.  Machine  for  baking  pie 
crusts.     2,018,698;  Oct.  29. 

Allen.  Percy.  Oakland.  Maine.  Pruning  tool.  2,018,908  ; 
Oct.  29. 

Allen,  William  W,  JacksonvUle.  F\a.  Ventilator. 
2.019.378:  Oct.   29. 

.\llisChalmers  Manufacturing  Company.  (See  Avery, 
John,  assignor.) 

Allis-Chalmers  Manufacturing  Company.  (See  Hill, 
Iceland  H..  asaitrnor.) 

Allison,  Kenneth  C.  (See  Dressel,  H.  M.,  Allison,  and 
Mastnev.) 

Allison.  Ileslie  R..  Forest  Hills,  and  N.  W.  Lindsay.  Pltts- 
burgb.  assignors  to  The  Union  Switch  ft  Sfcnal  Com- 
iny,  Swiasvale,  Pa.     Control  system.     2,019,063  ;  Oct. 


S' 


Alsted.  Lewis  L.      (See  Wells.  Sidney  D.,  assignor.) 

Alsted.   Lewis  L.      (See  Wells.   S.  D.,  and  Muggleton.  as- 
signors.) 

Altman.  Edwin  T..  Belle  Glade.  Fla.      Saw  filing  machine. 
2.019.3,30:  Oct.  2fl. 

American   Can  (i^ompany.      (See  McConkie,  Jame«  E.,   as- 
signor. ) 

American  Can  Company.      (See  Young,  John  M.,  assignor.) 

-Xmerican  Cyanamid   Company.      (See  Christmann,   L.   J., 
and  Jayne,  assignors.) 

American  Engineering  Company.      (See  Koons,  Cliarles  V., 
assignor.) 

American   Engineering  Company.      (See  Preston,   Herbert 
E..  assignor.) 

American     Fortring     and     Socket     Company,     The.      (See 
Saunders.  Walter  S..  assignor.) 

American      laundry     Machinery     Company,      The.      (See 
Johnson.  (3eorge  W.,  assignor.) 

American   Lurgl  Corporation.      (See  Debnch.  Carl  P.,  as- 
signor.) 

American     Lurgl     Corporation.      (See     Ebner.     K^rl.     as- 
signor.) 

American      Safety     Razor     Corporation.      (See     Duritia. 
Stephen  J.,  assignor.) 

Amerfran   Smeltlns:  and  Refining  Company.      (See  Better- 
ton.  Jesse  O.,  assignor.) 

American    Steel    Foundries.      (See   Hedgcock.   William   C.. 
assignor.) 

American   Steel   Foundries.      (See  Kinne.  Kdmund   P..   as- 
signor.) 

American    Steel    Foundries.      (See    Walcher.    Alfred,    as 
signer. ) 

.Vmerlcan  Telephone  and  Telegraph  Company.     (See  Green, 
E.   I.,  and  T>eihe.  assignors.) 

American  Telephone  and  Telegraph  Ompany.     (See  Leibe, 
Frank  A.,  asslenor.) 

Ampex.    Inc.       fSee   Iluppert.   William,  assicnor.) 

Amsterdam,  Lilly.  Newark.  N.  J.     Hand  bag.     2.010,0.35; 
Oct.  29. 

.Vnderson,  Orl  E.      (See  StlUman.  R.  H..  and  Anderson.) 

Anderson.  Ellis  G.,  Oklahoma  Citv,   Okla.     Metal  curtain 
slat  Joint.     2  019, .370  :  Oct.  29. 

Anderson,  Maad  L.,  .\urora.  111.     Hinge.      2,018.909:  Oct. 
29 
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Anderaon,  Russell  G.     (See  Blasek,  J.  Y.,  and  Anderson.) 

Andrews.  Elmore  L.,  Lake  Charles,  La.  Clothespin. 
2,019,880;   CKt.  29. 

Andrews.  Mary  R..  Niskayuna,  N.  Y.,  assignor  to  General 
Elettrlc  Company.  Electric  incandescent  lamp. 
2,019,3;{1  ;  Ik  t.  29. 

.\njgell,  Charles  H..  assignor  to  I'nlversal  Oil  Products 
Company.  Chicago,  111.  Conversion  of  hydrocarbon  oils. 
2,018.699  ;  Oct.  29. 

Anker- Werke  Aktiengesellschaft.  (See  BOlter,  Wlllielm, 
assignor.) 

Antrim,  William  I)..  Gloucester,  X.  J.,  assignor  to  Roberts 
&  Mander  Stove  Company,  Philadelphia,  Pa.  Range. 
2.019.381  ;  Oct.  29. 

Apple,  Edward  M.,  et  al.,  executors.  (See  Apple.  Vin- 
cent G.) 

.\pple,  Herbert  F.,  et  al.,  executors.  (See  Apple,  Vin- 
cent G.) 

Apple,  Vincent  G.,  deceased,  late  of  Davtou,  Ohio,  Itv  li. 
F.  Apple,  E.  M.  Apple,  and  G.  Darroch.  executors,  Day- 
ton, Ohio.     -Vrmature  mold.     2,019,064  ;  Oct.  29. 

Apple,  Vincent  G..  deceased,  late  of  Dayton.  Ohio,  by  G. 
Darroch.  Da.vton,  Ohio,  executor.  Dynamo  electric  ma- 
chine commutator  brush  with  integral  shunt.  2.019,065  ; 
Oct.  29 

Arl)er,  Herman,  Fort  Wayne,  Ind.,  assignor  to  General 
Cai>le  Corporation.  New  York,  N.  Y.  Coil  turn  counter. 
2,019,286 :  Oct.  29. 

Aronson,  l^uis  V..  asHignor  to  Art  Metal  Works,  Inc- 
Newark.  N.  J.     Torch.     2,019,382;  Oct.  29. 

Articulating  Valve  Corporation.  (See  Douglas,  G.  W., 
and  Dewey,  assignors.) 

.\rt  Metal  Works,  Inc.  (See  Aronson,  I^uis  V.,  assignor.) 
Arveyware  Corporation.  (See  Blum,  Jerome  J.,  assignor.) 
Ash,  Charles  S..   Birmingham,  assignor,  by  me-  ne  ass  gn- 

ments,   to  Kelseyllayes  Wheel  Company.  Detroit.  Mich. 

Wheel  and  brake  assembly.     2,019,109;  Oft.  I'M. 
.\sbbrldge.    Thomus    G..    Philadelphia,    Pa.      Kev    holder. 

2.019.036 ;  Oct.  20. 
Aslkainen,    Andrew,    Green    Bay,    Wis.      Merrv   go    round. 

2,018,655;  Oct.  29. 
Atkins.  Charles  H..  deceased,  by  M.  E.  Tremere.  executrix, 

asslpior  to   B.   B.  Tremere,   Palmer.  Mass.      Pneoaatic 

tool.     2.019.332;  Oct.  29. 
Atlantic  Precision  Instrument  Company.     (See  Howe.  Wil- 
fred H.,  assignor.) 
Atlas  Tack  Corporation.     (See  Lealiy,  James  F.,  assignor.) 
Atlas   Underwear   Comi)Gny,  The.      (See    Fle.>;h.   Alfred   L, 

assignor.) 
.\tlas  Underwear  Company,  The.      (See  Harwood,  Asa  J., 

assignor.) 

Atmospheric  Nitrogen  Corporation.  (See  Beektinis.  Her- 
man A.,  assignor.) 

Atmospheric  Nitrogen  Corporation.  (See  Clark,  Frank  C, 
assignor. ) 

Atmospheric  Nltrog«n  Corporation.  (See  De  Rewal,  Frank 
J.,  assignor.) 

Atmospheric  Nitrogen  Cori)oratlon.  (See  Kniskern,  Wal- 
ter H..  assignor.) 

Auerbach.  Rudolf.  Neuenhagen.  near  Berlin.  Germany,  as- 
signor to  (jeneral  Electric  Company.  Production  of  ions 
in  air  or  other  gas.     2.019..33.3  ;  Oct.  29. 

.\ument.  II.  Chester.  Loqg  Island  City,  N.  Y.  Impervious 
container.     2.019.242  ;  Oct.  29. 

Avery.  John,  Wauwatosa.  as.signor  to  Allls-Chalmers  Man- 
ufacturing Company.  Milwaukee,  Wis.  Rotary  blower 
caslnir.     2.018.827  :  Oct.  -29. 

Ayres.  Eugene,  an<l  II.  G.  Smith.  Swart hmore.  assignors  to 
Gulf  Refining  c'ompany,  Pittsburgh.  Pa.  Manufacture 
of  improved  h.vdrocarbon  products.     2.019.0.37;  Oct.   29. 

Bachmnn.  Paul  W..  assignor  to  General  Chemical  Com- 
pany. New  York.  N.  Y.  Dearsenlcation  of  sulphuric  acid. 
2  019.038:  Oct,  29. 

Bachmann.   Emanuel.      (See  FJndres,   Hans,  assignor.) 

Backlund.  Knute,  Pittsburgh.  Pa.  Strainer.  2.019.160: 
Oct.  29. 

Bacon,  Thomas  S..  assignor  to  Lone  Star  Gas  Comprny, 
Dallas.  Tex.     Purifying  pas.     2.019.468;  Oct.  29. 

Bahan,  William  II..  Greenville,  and  F.  G.  Cobb,  Lancaster, 
S.  C.     Filling  detector  for  looms.     2.018.650:  Oct.  29. 

Bailev.  Thomas  H..  Kingsport.  Tenn.  Rifle  attachment 
2.019.883  :  Oct.  29. 

Bnkellte  Building  Products  Co.  (See  Harshberger.  Nor- 
man P..  assignor.) 

Baker  Perkins  Company.     (See  Haug.  Frledrlch.  assignor.) 

Baldwin.  James  A..  Lawrence.  Mass.  Displaying  device. 
2  019..384  :  Oct.  29. 

Raldwln-Southwark  Corporation.  (See  Kerr.  Samuel  L.. 
asslgmor.) 
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(See    Spellman,    C.    U., 


Baldwin-Southwark    Corporation. 

and  GreiK.  assiijuors.) 
Ball,    Albert    I'.,    assignor 

pany,    Detroit.     Mich. 

2.019.110  :  Oct.  29. 
Ball.    All>t>rt    1'.,    assignor 

pany.      Detroit.      Mich. 

2.019.111  :  0<t.  29.  »,     ,    ^ 
BalsiKHf.    Harold    K.,   assignor    to    I^ndls  Tool  Conipiny, 

Tlminjf  niethanism.     2.019,039;  Oct. 


to  Briggx   Manufacturing  Coni- 
Automobile    t)ody    construction. 

to  BriKjfs   Manufacturing   Com- 
Vehicle      body      construction. 


Waynesboro,  l"a. 

29. 
BalslKer,    Harold    F. 

Waynesboro,  I'a. 

Oct.  29. 
Balslger.    Harold    E 


n.s8lj?nor   to   I^ndis    Tool    Company, 
Automatic  sizing  device.     2,019,060  ; 

uBiR^i  iia.'.ii.  ^.  assignor  to  Landls  Tool  Company, 
Waynesb«iro.  Pa.  Thermostatic  control  for  grinding  ma- 
chines.    2,019.040;  Oct.  29. 

Bankers  Protection  Company.  (See  Brown,  George  W., 
a.sslgnor  i  v.     ,  .  * 

Barlow.  James  A..  North  Hackensack,  N.  J.,  assignor  to 
Raju  Holding  Company.  Electric  baker.  2.019,170; 
Oct    29 

Barton.  I.oy  K..  ColllnKswood,  N.  J.,  assignor  to  Kadlp 
Corporation  of  .\merica.  Aotomatlc  volume  control. 
arrangement.     2,01'.»,243  ;  Oct.  29. 

Barton.  Theophilus  F.,  Upper  Montclair,  N.  J.,  assignor  to 
General  Electric  Company.  Combined  rectifier  and 
transformer   cooling  system.     2,019.3.'i4  ;  Oct.  29. 

Bates  .Mbert  H.,  aH^<^^mor  to  Burd  IMston  Ring  Company, 
Rockford,  111.     Cylind^-r  Rauge.     i,.Ol9,287  ;  Oct.  29 

Baructi  Sydney  N.,  assignor  to  H.  Curab  Inc.,  New  iork, 
N     Y"       Garment    supporter.      2,019,469;   Oct.    29. 

Bates,  Mortimer  F.      (See  Narvesen,  F.  C,  and  BateB.) 

Bates.  Thomas  P.,  Shelbyville,  Tenn.  Sterilizing  and  op- 
erating Instrument  tray.     2,018.651  ;  Oct.  29. 

Baucom  Charles  C.,  Monroe,  N.  C.  Clover  seed  sower. 
2.019..'i85  ;  Oct.  29.  ^.   „ 

Jr..  and  C.  McMullen.  assignors  to 
Company,  Niagara  Falls,  N.  Y.  Re- 
2,019.208  ;   Oct.  29. 

(See  Benner,  R.  C,  and   Bau- 


Jr. 


Baumann.   Henry   N 

The  Ciirlx>rundum 

fractory  product. 
Baumann.    Henry    N 

Baverische  Aktiengesellschaft  fflr  Chemische  &  I^ndwlrt- 
schaftliih  Chemische  Fabrikate.  (See  WirzmUUer,  An- 
ton, assicnor.t  _^.         .,  ^  .    ^   .,... 

Baylev  William  D..  Springfield,  Ohio.  Metal  building 
construction.     2.019,041  :  Oct.  29. 

Beach  Clarence  E.,  Brookllne.  assignor  to  The  Gamewel! 
Cumpanv.  Newton  Upper  Falls.  Mass.  Signal  syHtem. 
2.01S.65G:  Oct.  29.  ^   ,,^       „^     ., 

Becker.  Abraham  8..  Jx>9  Angeles.  Calif.  Stocking  sup- 
porting clasp.      2.018,662  :    Oct.   29. 

Becker    Hans.      (See  Vollmann.  H..   and  Becker.) 

Becker  Walter  S.,  Little  Falls,  N.  Y.  Tuftless  mattress. 
2.01H.7T:i  :  (^f.  29.  .  ^     ,, 

Beckette,  E^lmund   S..  East  St.  Louis,  assignor  to  General 
Steel  Ca.atings  Corporation.   Granite  City,   111.      Artlcu 
late<l  car  structure.     2.019.288  :  Oct.  29. 

Beekhuis  Herman  A..  Hvrncuse,  asBlgnor  to  Atmospheric 
Nitrogen  Corporation,  New  York,  N.  Y.  Fusing  mate- 
rials.    2.019.U2:  Oct    29 

Begun.  Alex,  and  R.  W.  Wise,  Detroit.  Mich.  A  ault. 
2.018.941  :  Oct.   29  ^         „     ,    ^ 

Behrman.  Marcus  B  .  assignor  to  Ix)x  Seal  Corporation. 
Brooklyn    N    Y.     File  wire.     2.019.067;  Oct.  29. 

Bell  \lffed  B  .  Philadelphia.  Pa.,  assignor,  by  mesne  as- 
signments to  Hevwood-Wakefleld  Company,  (Jardner. 
Ma^s.     Kecllning  seat.      2.018,828  ;  Oct.  29       ^,^_^„ 

Bell  &  How.ll  Company,  The.  (See  Howell,  Albert  8.. 
assignor. ) 

Bendix  Aviation  Corporation.  (See  Frank,  Frederick  C, 
assignor.  >  ^„        »,     j.  /^i   #    o 

Bendix  Aviation  Corjwration.  (See  Nordberg.  Olof  O.. 
assignor.)  .       „  ,  ■, 

Bendix  Brake  Compr  ny.     (SeeCautley.  John  R..  assignor.) 

Bendix    Brake    Coitpany.      (See    Carroll.    EXigene    O.,    as- 

BenfVfx    Brake    fompany.      (See    La   Brie.    Ludger   E.,    as- 

Ben<llx  Brake  Company.     (See  Stelzer.  William,  assignor.) 
Bendix  Products  Corporation.      (See  House.  Bryan  E..  as- 
signor.) „  ,C  /-.L         Jl 

Bendix    Stromberg  Carburetor  Company.      (See  Chandler. 

Milton    B..   assignor.)        „  „^  ,  .  , 

Benedini      Ezio.      Barre.     Vt.       Stone     sawing     machine. 

2, 019. ."^86  Oct.    29. 
Benner,    Ravmond  C.  and   H.   N.   Baumann.  Jr.,   assignors 

tn    The    Carborundum    Company,    Niagara    Falls.    N.    Y. 

Refractory    for    glass    tanks   and    the    like.      2,019,209 ; 

Bennett  Charles  W..  DouMaston,  assignor  to  Photo-Cast, 
Inc  Rochester.  N.  Y.  Pbotographlc  developer  and  pre- 
paring t»^e  same.     2,018.6.57;  Oct.  29. 

Bennett  Claude  C.  assignor  to  A.  E.  heragen.  Inc., 
Seattle.  W:ish.     Kingpin  gauce.     2.018  910;  Oct    29. 

Bentley  Enginepring  Company  Limited.  The.  (See  Deans. 
F.  E..  and  Manger,  assignors.)  „    „     „       ^  ^         j 

Bercbpt.  Gerard  J.  'See  Carothers,  W.  H..  Berchet,  and 
jacobson.)  ^,      „         .    .  . 

Bere  r>>srles  B..  Watertown,  N.  Y.  Ash  receiver. 
''  019  .^88  •  Oct    29 

Bereesen.  John.  Sr.,  Brooklyn,  N.  Y.     Valve.     2,019,244; 

Oct    29 
B»-rgmann.  Carl.      (See  Ix)rentx.  Valentin,   assignor.) 


Berry,  (;et)rge  A.,  assignor  to  Calco  Chemical  Company, 
Inc..  Bound  Brook.  N.  J.  C\)ollng  hot  gases  containing 
oxides  of   sulphur.     2,019,246;  Oct.  29.  „^,ooon 

Berry.    Philip  /.   Detroit.   Mich.      Headlight.      2.018,829; 

Oct    29 
Bessom?  Earl    .V.,    Marblehead,    Mass..   assignor   to   United 
Shoe   Machinery    i  orporation,    I'aterson,   N.  J.      Rotary 
cutter.      2.018.774  ;   Oct.   29. 
Best.   Frank  C  ,  assignor  to  Packard  Motor  Car  Company, 

I>etrolt,  Mich.     Motor  vehicle.     2.018.663;  Oct.  29. 
Bethke.  I>eo.      (See  Meyer,  P.  H.,  Bethke.  and  Walker.) 
Betterton,  Jesse  O..  Metuchen,  N.  J.,  assignor  to  American 
Smelting    and     Refining    Company      New    York,    N,    Y. 
Chlorldization  of  metals.     2.019,470;  Oct.   29. 
Bienert.    Berthold.    Leverkusen  I.   0.    Uerk,   and   R.    Held. 
LeverkusenW'iesdorf.    Germany,    assignors    to    General 
Aniline    Works,    luc.     New    York,    N.    Y.      Preoarlng   dl- 
plien>  Imethane  derivatives.     2.018,775  ;  Oct.  29. 
Bishop,  J  ,  &  Co.  Platinum  Works.      (See  Hlckey.  George 

M..  assignor.)  ^        .        „ 

Blssonnette.  Francois  O..  Montreal,  Quebec,  Canada.     Ven- 
tilator.    2.019,246;  Oct.  29. 
Black.  John  C,  Los  Angeles.  Calif.,  assignor  to  Gasoline 
Products    Company.    Inc..    Wilmington,    Del.      Treating 
oils.      2,018,664  ;   Oct.   29.  ^  ,.,       „  .     « 

Blackwood.    Harry    L..    Sacramento,    Calif.      Neon    traffic 

control    light.      2  1018,991;   Oct.    29.  „  „,«  oo-, 

Blair,    George    O.,    Denver.    Colo.      Lock   nut.      2,019,387  ; 

Oct     29 
Blair    Robert  S..  Stamford,  Conn.,  assignor  to  Evans  Case 
Company.  North   Attleboro,   Mass      I'yrophorlc  Ugnter. 
2.019.435 ;    Oct.    29. 
Blake.  Margaret.     (See  Gibbs,  Robert  H,  assignor. ) 
Blau.  Ludwlg  W..  Houston.  Tex.,  assignor  to  Standard  Oil 
Develonment       Company.         Well       pumping        device. 
2.018.700 ;  Oct.  29.  ,       „       . 

Blau.    Lodwig    W..    M.    M.     Slotnlck,    and     L     Statham, 
Houston.  Tex.,  assignors  to   Standard  Oil  Development 
Company.     Compound  seismograpli.     2.018.756  ;  Oct.  -.9. 
Blazek.    John    Y..    Maple    Heights,    and    R.    G.    Anderson, 
Cleveland,  assignors  to  Lempco  Pro<luct8  Inc..  Bedford, 
Ohio.     Arc  transferring  means.     2.019.042  ;  Oct.  29. 
Blum.    Jerome    J.,    assignor    to    Arveyware    Corporation. 
Olean,  N  Y.    Automobile  door  panel.    2.019.247  ;  Oct.  29. 
Blumgardt,    Monroe.    New    York.   N.    Y.      Draped   garment 

and    belt  therefor.     2.019.248;  Oct.  29. 
Blunt.    Carleton,    et    al.       (See    Hutchison,    William,    as- 
signor.) „     ^  , 
Boak   Howard  P.     (See  Sherman,  C.  E.  and  Boak.) 
Bock.    CTarence    H..    South    Bend.    Ind.     assignor    to    l^e 
Lubrication  Corporation.  Chicago,  111.      Lubricating  de- 
vice.    2,019.289;  Oct.   29.                             .  .        ^ 
Boden.    George,   assignor   to    ScovlU   Manufacturing   Com- 
pany. Waterbary.  Conn      Pin.     2,019.210  ;   Oct.  29. 
Bogaty.    Hermann,    assignor   to   Proctor   k   Schwartz.    In- 
corporated.    Philadelphia,    Pa.      Conveyer.      2.019.389 ; 

Oct     29 
Bohli     Jakob,    Solothurn.    Switzerland,    assignor   to    Scin- 
tilla   Soclete  Anonyme,  Soleure,  Switzerland      Magneto 
electric  Ignition  apparatus,  especiallv  for  internal  com- 
bustion engines.      2.018.830;  Oct.  29.  ^    „     „   , 
B6*>mer.  Adam,  assignor  to  Seitz  Werke  O.  m.  b.  H^.  Bad 
Kreuznach,    German-        Sealing  of   vessels.      2.018.992: 
Oct    29 
Boker    Vitus   A.,    Minneapolis,   Minn.      Metal   sawing  and 

filing  machine.     2,018.831  ;  Oct.  29. 
BClter     Wll>ielm.    assignor    to    Anker-Werke    Aktiengesell- 
schaft. Biel.fpld.  Germany.     Locking  device  for  bobbin 
ho\ialngs  of  sewing  machines.      2.019.390;  Oct.  29. 
Bond,    Ignatius.    Kvanston,    assignor    of    one-half    to    K. 
Relfenh«>rg,      Chicago,      111.         Screw      threading      tool. 
2.019.391  :  Oct    29. 
Bongrand.    Jean    E.   C.      (See   Lejeune,    L*on    S.   M.,   and 

Bongrand.) 
Borg  Warner    Corporation.      (See    Swenson,    Carl    E..    as- 

signor.) 
Bott.   George  R..   assignor  to  Norma    Hoffmann    Bearings 
Corporation.    Stamford.   Conn.      Ball   and   similar   bear- 
ing and  manufncturlng  the  same.     2.01«.701  ;  Oct.  29. 
Bowers     Frank    P,    Cleveland.    Ohio.      Resilient    vehicle 

wheel.      2,019.068;    Oct.    29. 
Bowser.  Ravmond  R..  near  Dayton,  and  J    E    Miltenherger. 
Jr.       Dayton,      Ohio.        Liquid      dispensing     container. 
2.018.943  ;  Oct    29. 
Boyce.  James.  I.aketon  Township,  Allegan  County,  Mich., 
assignor  to  Chicago  Glass  Novelty  Corporation,  Marlon. 
Ind.      Si-rn.     2.019.113;  Oct.  29. 
Bovce,   William    S..   Chicago.    111.      Tie   plate.      2.018.658; 

Oct.   29. 
Brace.  Kemper  P  .  New  York.  N.  Y.     Heating  and  cooling 

svstem.     2.019  2ftf>:  Oct.  29. 
Brace.  Kemner  P..  New  York,  N.  Y..  and  N    L.  Rowe.  3d. 
Jersey  City.   N.   J  .  assignors  to  Air  Conditioning  Sys- 
tems. Inc.,  New  York.  N.  Y.     Air  conditioning  system. 
2.019.291  ;  Oct.  29.  _  „^.«„.« 

Bradley.  William  T.,  Philadelphia.  Pa.     Tray.     2.010.240; 

Oct.  29, 
Brady.  Harrv  L..  et  al.     (See  Hurtlg.  Carl  A.,  assignor.) 
Branche    Nelson  T,  assignor  to  Surface  Combustion  Cor- 
poration.   Toledo.    Ohio.      Fuel    valve    control    for    gas 
burners.      2.019.114:   Oct.   29. 
Brnoelton.    Chester    H.,    New    York.     N.    Y..    assignor    to 
Slrlan   I^mp  Company.  Newark.  N.   J.     Wecfrical  dis- 
charge material  and  manufacturing  ft.     2.018,993  :  Oct. 
29. 


LIST  OF  PATENTEES 


XV 


Brauuwalder,  John.  Los  Angeles,  Calif.  Unit  valve  mech- 
anism.     2.019.043  ;   Oct.   29. 

Breese,  Robert  P.     (See  Kllesrath.  V.  W.,  and  Breese.) 

Breltenstein,  Herbert  G.,  assignor  to  R.  T.  Moloney,  Chi- 
cago. 111.  Switch  device  for  pin  ball  games.  2,018,776; 
Oct.   29. 

Brigg  Manufacturing  Company.  (See  Ball,  Albert  P.,  as- 
signor. I 

Brill,  Philip  B.,  New  Haven,  Conn.,  and  G.  H.  ElUs,  St. 
Paul,  assignors  to  The  Insulite  Company,  Minneapolis, 
Minn.  Composite  construction  material  and  making  the 
same.      2,018,911:    Oct.    29. 

Brittaln,  John  F..  Birie,  Pa.  Tractor  winch  and  spuddinA 
atUchment    therefor.      2,019,392;    Oct.   29. 

Broberg.  Fred  K.,  Racine,  Wis.  Sharpening  device. 
2,019.471  ;  Oct.  29. 

Bronauder,  Wilhelm  B.,  Montclair,  N.  J.  Internal  com- 
bustion   engine.      2.018.702  ;    Oct.    29. 

Brown,  Andrew  C.  Detroit.  Mich.,  assignor  to  Compressed 
Industrial  Gases.  Inc.,  Chicago,  111.  Electrolytic  cell. 
2.018.703  ;  Oct.   29. 

Brown  Company.     (See  Rlchter,  George  A.,  assignor.) 

Brown.  George  W.,  assignor  to  Bankers  Protection  Com- 
pany. San  Francisco,  Calif.  Metal  mesh  lining 
2.019.044  ;  Oct.  29. 

Browning  Crane  &  Shovel  Co.,  The.  -(See  Meyer,  Arthur 
S..  assignor.) 

Brownsdon.  Henry  W..  Moseley,  Birmingham,  and  R.  Chad- 
wlck,  Heaton  Grove.  Bradford,  England,  assignors  to 
Imperial  Chemical  Industries,  Limited.  Galvanic  bat- 
tery.    2.018,942  ;  Oct.  29. 

Brugger,  Ida  W.     (See  Schlltz,  John,  assignor.) 

Buba.  Felix  S.,  Detroit.  Mich.  Razor  blade  honing  device. 
2,019,069  ;  Oct.  29. 

Budd.  Edward  G.,  Manufacturing  Company.  (See  Rags- 
dale.  Earl  J.  W.,   assignor.! 

Buehler.  Albert  C,  Kenllworth,  assignor  to  Victor  Adding 
Machine  Company,  (Chicago,  111.  Dual  platen  and  tyne 
bars  therefor.      2,019.442  ;  Oct.  29. 

Buerger,  Charles  B.,  Pittsburgh,  assignor  to  Gulf  Refining 
Company.  Pittsburgh,  Pa.  Vapor  phase  cracking. 
2.019,070;  Oct.  29. 

Bulldog  Electric  Products  Company.  (See  Frank,  H.  J.  L., 
and  Harper    assignors.) 

Bulmer.  Fred  M..  Marietta.  Wash.  Hand  operated  tubing 
flanger.     2.018.832  ;  Oct.  29. 

Burd  Ilston  Ring  Company.  (See  Bates,  Albert  H.,  as- 
signor.) 

Burgess.  C.  F.,  Laboratories,  Inc.  (See  Weiss,  Howard  F.. 
assignor.) 

Burke,  Stephen  P.,  Plalnfield,  and  C.  F.  Fryllng,  Metuchen, 
N.  J.,  assignors  to  Doherty  Research  Company.  New 
York.  N.  Y.  Partial  oxidation  of  hydrocarbons. 
2.018.994  :  Oct.  29. 

Bunidy  Engineering  Co.     (See  Mack,  Edward  A.,  assignor.) 

Burns.  Jabez.  &  Sons.  Inc.  (See  Kopf.  Joseph  L..  and 
J.  C.  assignors.) 

Butterworth.  Arthur  B..  Brooklyn.  N.  Y..  assignor  to 
Butterworth  System,  Inc.  Apparatus  for  cleaning 
tanks.     2.018.757  ;  Oct.  29. 

Butterworth  System,  Inc.  (See  Butterworth,  Arthur  B., 
assignor.) 

Cahlll.  George  F..  New  York.  N.  Y.  Game  and  game  appa- 
ratus.    2.018.833;  Oct.  29. 

Calco  Chemical  Company.  (See  Berry,  George  A.,  as- 
signor.) 

California  Packing  Corporation.  (See  Olivarlus,  Holger 
de  F..  assignor.) 

California  Packing  Corporation.  (See  Tucker,  William 
K.,  assignor.) 

Callahan.  Eugene.  Devils  Lake,  N.  Dak.  Boiler  construc- 
tion.    2.018.709;  Oct.  29. 

Campbell.  Helen  M.,  Littleton,  Colo.  Fastener.  2,018,995  ; 
Oct.   29. 

Campbell,  I»rn,  Jr.,  Cleveland,  Ohio.  Combined  mechani- 
cal and  fluid  brake  for  land  vehicle  trains.  2,019,292  ; 
Oct.   29. 

Campbell,  Wyant  A  Cannon  Foundry  Company.  (See 
Kiofoe,  James  I.,  assignor.) 

Cape  Asbestos  Company  Limited,  The.  (See  King.  Fred- 
erick W..  assignor.) 

Capehart  Corporation,  The.  (See  Colllson.  E.  E..  and 
Erie,  assignors.) 

Carah.  George  H.,  Ironwood,  Mich.  Gas  cap  and  signal. 
2.019.393;  Oct.  29. 

Carborundum  Company,  The.  (See  Baumann,  H.  N.,  Jr., 
and  McMullen.  a.'^signors.) 

Carborundum  Company.  The.  (See  Benner,  R.  C,  and 
Baumann.  assignors.) 

Carborundum  Company.  The.  (See  Thompson.  Alfred  P., 
assignor.) 

Carey.  Philip.  Manufacturing  Company.  The.  (See  Fis- 
cher. Albert  C.  assignor.) 

Carlpon.  George  W..  Monson.  assignor  to  C.  F.  Church 
Mfg.  Co..  Holyoke.  Mass.  Toilet  seat.  2.018.704  ;  Oct. 
29. 

Carothers.  Wallace  H.,  Arden.  Q.  J.  Berchet.  Wilmington, 
and  R.  A.  Jacobson.  Arden.  Del.,  assignors  to  E.  I.  du 
Pont  de  Nemours  &  Company.  Wilmington,  Del.  Lam- 
inated article.     2  019.118;  Oct.  29. 

Carpenter.  Frank  W..  Minneapolis,  assignor  of  one-half 
to  M.  H.  Gra>iam.  St.  Louis  Park,  Minn.  Electrical 
flatlron.     2,019.293:  Oct.  29. 


Carr,  Frank  P.,  assignor  to  Peoples  Drug  Stores.  Inc., 
Washington,  D.  C.  Combined  bottle  closure  and  eye- 
cup.     2,019.071  ;  Oct.  29. 

Carroll,  Eugene  G.,  Los  Angeles,  Calif.,  assignor,  by  mesne 
assignments,  to  Bendix  Brake  Company.  South  Bend. 
Ind.  Hydraulic  brake  apparatus  lor  heavy  vehicles. 
2,018.912  ;  Oct.  29. 

Carter,  Emmett  F..  Laurelton  N.  Y..  as.«;lgnor  to  Gen- 
eral Electric  Company.  Diversity  reception  system. 
2.019.335  ;  Oct.  29. 

Cassity,  Isaac  N..  Topeka.  Kans.  Automatic  feed  for 
lens  grinding  and  polishing  compuunds.  2,019.171 ; 
Oct.   29. 

(?astle,  John  E.,  Windsor,  Ontario,  Canada.  Internal  com- 
bustion engine.     2.018.944  ;  Oct.  29. 

Castner.   Nina  C.      (See  Castner.  Theron   S.,  assignor.) 

Castner,  Theron  S..  assignor  to  N.  C.  Castner,  Minnea- 
polis, Minn.     Tent  cabin.     2.018.945  ;  Oct.  29. 

Cattanach,  John.      (See  Odenbach,  J.  H.,  and  Cattanach.) 

Cautley,  John  R.,  assignor  to  Bendix  Brake  Company, 
South   Bend,   Ind.      Wheel.      2,018,913  ;  Oct.  29. 

Cavlns.  Omar  A.,  assignor  to  Standard  Oil  Company  of 
California,  San  Francisco,  Calif.  Switch  for  oil  well 
pumping  equipment.     2,018,946;  Oct.   29. 

Celanese  Coiporatlon  of  America.  (See  Holmes,  John  P., 
assignor.) 

Cement  Gun  Company.      (See  McKay,  John,  assignor.) 

Ceramic  Process  Company.  The.  (See  Wulf.  Charles  A., 
assignor.) 

Chadwick.  Richard.  (  See  Brownsdon,  H.  W.,  and  Chad- 
wick.) 

Chafee,  Zecharlah,  Providence,  R.  I.  Cabinet  construc- 
tion.    2,019.045  ;  Oct.  29. 

Chain  Belt  Company.  (See  Llndow.  Eudolph  F.,  as- 
Blgnor.) 

Chandler.  Milton  B.,  South  Bend,  assignor  to  Bendix 
Stromberg  Carburetor  Company.  South  Bend.  Ind.  Car- 
buretor.    2,019,172  ;  Oct.  29. 

Chaimov.    Harry.      (See   Wertzheiser.   J,,   and    Charmoy.) 

Chase-Shawmut  Company,  The.  (See  Taylor,  Elmer  H., 
assignor.) 

Chicago  Glass  Novelty  Corporation.  (See  Boyce,  James, 
assignor.) 

Christians,  Frederick,  Los  Angeles.  Calif.  Method  and 
tool  for  clamping  electrical  couplings.  2,018,996  ;  Oct. 
29. 

Chrlstmann,  Ludwlg  J.,  Jersey  City,  and  D.  W.^Jayne,  Jr., 
Elizabeth.  N.  J.,  assignors  to  American  Cyanamld  Com- 

Jany.  .New  York.  N.  Y.  Sulphur  composition. 
,019,443  ;  Oct.  29. 

Chlttlck.  Kenneth  A.,  Haddon  Heights,  N.  J.,  assignor 
to  Radio  Corporation  of  America.  New  York,  N.  Y. 
Automatic  volume  control  system.     2.019.173  ;  Oct.  29. 

Chnrch.  C.  F.,  Mfg.  Co.  (See  Carlson,  George  W.,  as- 
signor.) 

Church,  Harold  D.,  Cleveland  Heights,  assignor  to  The 
White  Motor  Company,  Cleveland,  Ohio.  Clutch. 
2.018.834  ;  Oct.  29. 

Church,  Harold  D.,  Cleveland  Heights,  assignor  to  The 
White  Motor  Companv.  Cleveland,  Ohio.  Valve  com- 
pensator.    2.019.444  ;  Oct.  29. 

Circle  Flexible  Conduit  Company.  Inc.  (See  Furst,  Isldor 
J.,  assignor.) 

Clare.  Hermann.  Bern.  Switzerland.  Machine  for  enclos- 
ing letters  in  envelopes.     2,019.211  ;  Oct.  29. 

Clare.  Hermann,  Bern,  Switzerland.  Machine  for  enclos- 
ing letters  In  envelopes.      2.019.212  ;  Oct.   29. 

Claridge.  Samuel  J..  Portland.  Oreg.  Electrically  heated 
steering  wheel  for  vehicles  and  other  purposes. 
2.018.947  ;  Oct.  29. 

Clark.  Albert  B..  Dorchet=ter,  a.ssignor  of  one-fifth  to  O.  M. 
Dahl.  Boston,  Mass.  Speed  change  gearing  device*. 
2,019.174  ;  Oct.  29. 

Clark.  Prank  C.  Floral  Park,  assignor  to  Atmospheric 
Nitrogen  Corporation.  New  York.  N.  Y.  Process  and 
apparatus  for  dispensing  measured  quantities  of  lique- 
fletl  gas.     2.018.835  ;  Oct.  29. 

Clark.  F:ank  M.,  Pltts^eld.  Mass..  assignor  to  General 
Electric  Company.  Insulating  and  cooling  composition 
for  electric  devices.     2.019.3^6  ;  Oct.  29. 

Clark.  Frank  M..  Plttsfleld.  Mass..  assignor  to  General 
Electric  Company.  NItrochlor  polyphenyl  compound 
and    making  same.     2.019.337;   Oct.   29. 

Clark.  Frank  M..  Plttsfleld.  Mass..  assignor  to  General 
Electric  Company.  Dielectric  compo.sltlon.  2.019.338  ; 
Oct.   29. 

Clark.  Frank  M..  Plttsfleld.  Mass..  assignor  to  General 
Electric  Company.  Snuffer  composition.  2,019,339; 
Oct.   29. 

C^arkson.  Bradley  E.      (See  Gaffner,  Walter  B.,  assignor.) 

Claude  Neon  Electrical  Products  Corporation.  (See  Hyde, 
Ralph  C.  assignor.) 

Clemence.  Elliott,  Mlllburn,  N.  J.  Electric  lamp  holder. 
2.018.836:  Oct.  29. 

Clemens.  Emanuel.  East  Orange,  N.  J.  Machine  for  mak- 
ing buttons  and  like  articles.     2.019.072  ;  Oct.  29. 

Clemons.  Frederick  A..  Lake  Wales.  Fla.  Tennis  racket 
string  tightener  and  gauge.     2.019.394  :  Oct.  29. 

Cleveland  Automatic  Machine  Company,  The.  (See  Rup- 
pel,  Harry  W.,  assignor.) 

Clewell.  John  H..  Arlington,  and  F.  V.  Wemple,  North 
Arlington.  N.  J.,  afsignors.  to  Du  Pont  Vl?colold  Com- 
pany. Wilmington.  Del.  Removal  of  solvent  from  cellu- 
losic  plastics.     2.019.116  ;  Oct.  29. 
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Cobb.  Fr^-.f^-rick  G       (Sw  Bahan.  W.  H..  and  Cob.) 

Cockrlll.    Lt^.iianl   O.      ( S«^   Morrii*.    D.    C.   and  Cockrtll.) 

Tokell.  Arthur  H.      (See  RpltlipruiaD,  K.  W.,  and  Cokell.) 

Collatx.  Kwald,  FU^Iln.  (itrmany.  Centrifugal  device. 
2,018.837  ;  Oct.  2». 

Colllnx,  Frank  J..  Brooklvii,  N.  Y.,  assijfnor  Id  Warner 
Brotliern  ('oniiKiny,  KrlORepoit,  lonn.  FoldinK  dl«play 
box.     2.urJ.-'30  :  Oct.  29. 

Collison.  Kdwanl  E..  and  R.  R.  Krite,  a^.^lKnorM  to  The 
Capehart  Corporation.  Ft.  W'a.viK»,  Ind.  Automatic 
phonograph.     2.018.881  :  Oct.  29. 

Colllsoii.  Fklward  E.,  ChUajfo.  and  C.  R.  Kirk,  Oak  Park, 
111,  a.vslKiio.g  to  Standard  Ticket  (James  Corporation, 
Chi<-ago.   Ill       Vending  machine.      2,01»,ll6;   IKt.   2«. 

Compres.-<ed  IndUf^trial  Ga.t. «,  Inc.  (See  Biown.  Andrew 
C..  asHlunor  ) 

<'onn.  Wallace  T.,  liOwrence,  Masfl..  asBlgnor  to  the  Got- 
ernment  of  the  United  States,  represent e<l  by  the  Sec- 
retary of  Commen  e.  Pre?  ervation  of  cellulow  mate- 
rials.    2,018.659;  Oct.  20. 

Conn,  Wallace  T.,  Lawrence,  Mas-s.,  a.>;signor  to  the  Gov- 
ernment of  the  United  States,  representefl  by  the  Sec- 
retary of  Commerce.  Preservative  proces*i  for  cellulose 
mat.'rial.-*.     2,018,6d0;  Oct.  29. 

Conn,  Wallace  T.,  Liiwrence.  Mass.,  assignor  to  the  Gov- 
ernment of  the  United  States,  leijresented  by  the  Sec- 
retary of  Commerce,  protective  reagent  for  (ellalo^e 
material.     2,018,661  :  Oct.  29. 

Connors.  Geoige  H..  Edgertou,  a.ssiguor  to  Uighway  Trail- 
er Company,  Edgerton,  Wis.  Trailer  type  dumping  ve- 
hicle.     2,018,838;   Oct.    29. 

Conti,  Ku«ene,  Mount  Vernon,  assignor  to  Herz  Cup  Com- 
pany. Incorporated,  New  York.  N.  Y.  Apparatus  for 
manufacturing  containers.      2,019.117;   Oct.   29. 

Conti.  John  U.,  Pniladelphia,  Pa.,  assignor  to  Sylvanla 
Industrial  v  orpo.ation,  Frederick^burg,  Va.  Cljrar  con- 
tainer.     2.018.705  ;  Oct.   29. 

Continental  Can  Company.  (8«^  Cross,  Jack  M..  as- 
signor. I 

Continental  Can  Company.  (See  Itinte.  William  F.,  as- 
signor. I 

Continental    Can    Company.      (See    WUhelm,    Walter    W., 

ll^tsigllO    .) 

Continental  Mo-tors  Corporation.  (See  Meyer,  A.  J.,  and 
Kalb,  assignors. ) 

Cooke,  George  W..  Baldwin,  as.vignor  to  Devco,  Inc.  New 
York,  N.  V.  tilling  and  dlspen.-lng  spout.  2,019,251  ; 
Oct  29. 

Cooper.  Rolland  M..  and  W.  R.  Spllh*r,  a.xsignors  to  The 
White  Motor  Company.  Cleveland,  Ohio.  Clutch  mech- 
anism.    2,019,073  ;  Oct.    29. 

Coopers  Inc.      t  See  Kneinler,  Arthur  R.,  assignor  ) 

Cornell,  Dana  R.  (See  Swanson,  C.  S.,  Cornell,  ami 
Aldrln.) 

Corner,  George  H.  C,  Birmingham,  England,  assignor  to 
Hookless  Fastener  Company.  Slide  fastener.  2,018,948; 
Oct  29. 

Corning  Glass  Works.  (See  Hostetter,  J.  C,  and  Smilh. 
assizors,  t 

Corning  Glass  Works.     (See  Smith,  Rowland  !»  .  asslcnor.) 

Coming  Gla.-^H  Works.      (See  Taylor.  William  C,  a.ssignor.) 

Corrall.  Herbert,  Helensburgh,  Scotland,  assignor  to  The 
Singer  Manufacturing  Company.  Ellxabeth,  N.  J.  Tack- 
ing articles.     2.019.294  ;  Oct.  29. 

Cottlngham,  Edward  B.,  Oak  Park,  assignor  of  o<ie-half  to 
R     J     Kenny,    Chicago,    111.       Valve    operating    means. 

2.019.252  ;   Oct.   29. 

Couch,  Glenn  F..  RochcBter.  assignor  to  The  Symington 
Company,  New  York,  N.  Y.  Journal  box.  2,018,949; 
Oct  29 

Coughlln.  Joseph  D  ,  New  York,  N.  Y.,  assignor  to  Jaydel 
Novelty  Manufacturers,  Inc.  Machine  for  sealing  wire 
In  a  wooden  member.     2.018.839  ;   Oct.  29. 

Coulton,  William  C  .  Medford.  Mass.,  a-yicnor  of  one-eighth 
to  A  A  Steams,  Brooklyn,  N.  Y.  Ventilation  of  houses. 
2,018,997  ;   Oct.   29. 

Couture,  Romeo  J.,  assignor  of  one-half  to  R.  J.  Talbot. 
Springfield,  Mass.  Machine  for  making  sandwich  bis- 
cuits.     2,01H.9r>0:    Oct.   29. 

Cramp.  David  L..  Kirkland  Lake,  Ontario,  Canada.     Screeu. 

2.019.253  ;  Oct.  29. 

Crane.  Paul  W..  Montclalr.  and  R.  T.  Fields.  Arlington, 
N  J.,  assignors  to  Dupont  Vlscolold  Company.  Wilming- 
ton   Del.      Extrusion    apparatus.     2.019,119;    Oct.   29. 

Crapo,  Frederick   M.      (See  Fowle,  F.  P.,  and  Crnpo.) 

Crapo.  Frederick  M.,  asslKnfw  to  Indiana  Steel  &  Wire  Com- 
pany Muncie.  Ind.  Overhead  electric  transmission  line. 
2,019.44.'^  ;  Oct.  29. 

Crawford.  James  M..  and  A.  W.  Frehse,  assignors  to  Cenernl 
Motors  Corporation,   Detroit.  Mich.     Transmission  mech 
anlsm.     2.«1 8.706:  Oct.  29. 

Crooks.  Ralph  K..  Edgewood,  a.<!8lgnor  to  The  Union  Switch 
&  Signal  romjwiny,  Swlssvale.  Pa.  Control  system. 
2.019,074;  Oct.  29. 

Crosbv.  Murray  G..  Rlverhead.  N.  Y..  assignor  to  Radio 
Corporation  of  America.  Phase  and  amplitude  modula- 
tion   receiver.      2.019.446  :   Oct.    29. 

Cross,  Jack  M.,  assignor  to  Continental  Can  Companv.  Inc.. 
New  York.  N.  Y.  Spout  for  containers.  2.018.882; 
Oct  29. 

Crowley.  Joseph  P.      (See  Glpe.  J.  C,  and  Crowley.) 


C«llen.  John.     (See  Huvey.  Peter  H..  assignor 
Cunningham,   Alexander,  et  al.      (See    Hutchli 


Crowley,  Joseph  P..  Toledo,  and  .\.  Mambourg,  Ijancaster, 
assignors  to  Llbl>ey  Owens- Ford  <'.\&m  Company.  Toledo, 
Ohio.  Sheet  glass  cutting  apparatus.  2.U19,l7.'»  ;  Oct. 
29. 

nor.) 

chlson,  WUIlani, 
assliioo.  .  I 
Cunningham.    Archibald,    and    F.     Luley,    St.    I^ouls,     Mo. 

Auto  safety  rim.     2.019,120;  Oct.  29. 
Curab,    H.,    Inc.      (See   Baruch.   Sydney   N.,    asuignor.) 
Cartls.   Franklin   E.,   East   Cleveland,  assignor  to   .\ddrei,8- 
oraph  I'ompany,  Cleveland,  Ohio.     Combined  drawer  pull 
and  label   holder.     2,018,«rt2  ;  Oct.  29. 
Cutler-Hammer,  Inc.     (See  Hodgson.  Howard  E.,  assignor.) 
Cutler-Hammer,    Inc.      (See  Stanshury.   Carroll,  assignor.) 
Dahl.  Ole  M.      (See  Clurk,   Albert    B     assignor  ) 
Daiilman,    Verner,    New    Ijennox,   assignor   to    Independent 
Air  Filter  Company.  Chicago,  111.     Air  ftlter.     2.019.213; 
Oct  29. 
Dall>er,  Ernst.      (See  Sass.  F,  and  Daiber.) 
Daller,   Adrian    0.,    Deniiisp..rt,    Mass.,   assignor    to   Daller 
Carton    Company.    Inc.,    New    York.    N.    Y.      Container. 
2,018,707  ;  Oct.  29. 
Daller  Carton  Company.     (See  Daller.  Adrian  O..  assignor.) 
Daly,  Frank  A  .  trustee.     (See  Rob«-rts,  Fred  T.,  assignor.) 
Danenberg.    Louis.  New  York.  N.  Y.     Initial  stamping  de- 
vice     2.019,395:  Oct,  29. 
Daniels.   Joseph       (See  Fits,  W..  and  Daniels  ) 
Dardelet  Threadlmk  Conxfs'lon.      (Bee  Hoke.  William  E., 

assignor.  | 
Darroch.  Oourley,  executors  et  al.     (See  Apple,  Vincent  F.) 
Deans,    Frwlerick   E.,   and  C.    h".   Manger,  assignors  to  The 
lientley  Engineering  Company,   Limited.  Leicester,    Eng 
land,      t'ircular   knitting   machine.      2,019,396;    <><t.    29. 
Debuch,     Carl    P.,    Frankfort  on  the  Main.    Germany     as- 
aie^nor  to  American  ImtxI  Corporation.  New  York,  N    Y. 
Apparatus  for    the   performance  of  chemical    reactions, 
such  as  roasting,  calcining,  or  the  like.     2,019.397  ;  Oct. 
29. 
De  Bakey.   Michael    E.,    and    C.    E     Schmidt,    assignors   of 
one-third    to    *i.    D.    Lilly.    New    Orleans.    I.,a.      Surgical 
pump.     2.01H.998  ;  Oct.  29. 
De  Bakey.  Michael  H.  and  C    E    Schmidt,  assignors  of  one- 
third  to  (J.    D.    Lilly,   New  Orleans,   La,     Surgical  pump. 
2.018,999;  Oct.  29. 
Deckel,  Frle<lrich.     (See  Zwi<k.  KHrt,  assignor.) 
De  Corlolis,  Ernest  G.      ( Se.-  H'pbiirn,  W    M  .  and  de  Cor- 

iolls.) 
De  Laval  Separator  Company.  The.     (See  Erllng.  Sven  J., 

assignor  ) 
Del  Mac  Shoe  I'rocess  Corporation.     (See  Maccarone,  Fred, 

a.Hsignor. ) 
Delp«M:h.    Gaston.    Clamart.   assignor   to    Soclete   Anonyme 
des   Manufactures  des  (ilaces  k  Prodults  Chlml<|ues  de 
Saint  Gobaln,    Chauny    k   Clrey,    Paris.    France.      Manu 
facturlng   hollow  articles.     2.019.046;   Oct.   29. 
Del  Ponte.  Federlco  N.,  Buenos  Aires,  Argentina.     Phono- 
graph pickup,      2,019.000;   Oct.   29. 
Demers.  Isale  J.  B..  assignor  to  Superior   Metal  Products 


Company,    St.    Paul,    Minn. 
2,018.951  ;  Oct.  29. 


Hot    plating    containers. 


Denny.  William  E.,  I^udonvllle.  Ohio.  Portable  folding 
artist's    easel.      2,019,214;   Oct.    29. 

De  Dewal.  Frank  J..  Camillus,  assignor  to  Atm<wpheric 
Nitrogen  Corporation.  New  York.  N.  Y.  Nitrogen  Insecli- 
cide  and  using  same.     2,019.121  ;  Oct.  29. 

D^sagnat,  Gaston.  Paris.  France.  Process  and  apparatus 
for  chamfering  the  sharp  edges  of  small  plates  of  a  lin- 
ing.     2.019,398  ;   Oct.   29. 

Desbarats.  Hullett.  Montreal.  Quebec.  Canada.  Spiral  lock 
binding.     2.019.001  ;  Oct.  29. 

Detroit  Hydrostatic  Brake  Corporation.  (See  Sausedde, 
Claude,  assignor.) 

Detroit  Lubricator  Company.  (See  Russel.  Philip  S..  as- 
signor. > 

Deutsch,  Leo  B..  Hammond,  assignor  to  M.  W.  Deutsch, 
Hammond.  Ind.     Key  operable  lock.     2.019,.399  :  Oct.  29. 

Deutsch.  Leo  E..  assignor  to  M  W  Deutsch.  Hammond. 
Ind.      Key.     2.019.400 :  Oct.  29. 

Deutsch.   Marshall    W.      (See   Deutsch,    I^eo   E.,   at'Signor.) 

Devco.  Inc.      (See  Cooke,  George  W.,  assignor.) 

Dewey,   John   J.      (See  Douglns.    G.    W..   and   Dewey,) 

De  Witt,  William  J.,  assignor  to  Shoe  Form  Co..  Inc.. 
Auburn.   N.  Y.      Shoe   tree.     2.019.340;    Oct.   29. 

DIcke.  Oscar  H.     (See  Preston.  N.  D..  and  Dicke.) 

Dlppel.  Cornells  J  ,  Eindhoven,  assignor  to  N.  V.  Philip^' 
Gloellampenfabrleken.  Eindhoven,  Netherlands.  Carrier 
for  records.     2.019.215  ;   Oct.  29 

Dodds,  Redus  D.,  Houston,  Tex.  Sample  taking  device. 
2  019.178;  Oct.    29. 

Dodge.  II.  B..  and  Company.  (See  Pratt.  Raymond  C,  as- 
signor.) 

Doherty  Research  Company  (See  Burke,  S.  P.,  and  Fry- 
Ung,  assignors.) 

Dolder.  John.  Milwaukee.  Wis.  Pollnsr  plate  and  its  meth- 
od of  application.     2.019.295  ;  Oct.  29 

Dolomite  Marine  rorporatloti.  (See  Odenbach,  J.  H..  and 
Cattanach.  assUcnors.) 

Dome.  Robert  B..  Schenectady.  N.  Y.,  assignor  to  General 
Electric  Company.  Transmission  system.  2,01 9, .341  • 
Oct  29. 

Donnald,  Robert  H.     (See  Hellmers,  H.  T.,  and  Do«nn«ld.> 
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Dosaena,  Gaetano   K.,  Monsa,   Italy,  assignor  to   T.   Uler, 

Zurich,  Switzerland.      Container  and  means  for  opening 

the  same.     2.019,254  ;  Oct.  29. 
Douglas,  (Jeorge  W.,   New  York,  N.  Y.,  and  J.  J.  D«w«y, 

Gri^euwicli,  Coon.,  assignors  to  Articulating  Valve  Cor- 

p<jration.  New  York,   .N.   Y.     Valve  for  internal  combut*- 

tiou  eugines.     2.019,255  ;  Oct.  29. 
DrcBsel,     Henry     M.,     Chicago,     K.    C.     Allison,    Arlington 

Ileitihttv.    and    E.    J.    Mastuey,     Berwyn,    assignors     to 

Oak    Manufacturing    Company,    Chicago,    III.       Electric 

switch.      2.019,177  ;  Oct.  iQ. 
Driver,  John  M.,  San  Francisco,  Calif.      Wrapper  for   ar- 

tlclea  of  merchandise.     2.019.401  ;  Oct.  29. 
Drohmann.  Carl,  Stuttgart  Munster,   and   K.  Munx,  Stutt- 

gart-Wurtemberg,  Germany.     Machine  for  packing  nutri- 
ent   fats.     2.019,002;  Oct.  29. 
Dubbs,    Carbon    i'..    assignor    to    Universal    Oil    Products 

Company.  Chicago.  III.      Treatment  of  hydrocarbon  oils. 

2.018,708;  Oct.  29. 
DiifTv.     Walter     B..     Falrbank,     Iowa.     Milk     bottle     cap. 

2,019.402  ;  (Jet.  29. 
Dunlop  Uubl)er  Company  Limited.      (See  Twiss.  D.  F.,  and 

Owen,  assignors.) 
lUinn.    Ctir\    L.,   Trlon.   assignor   to   The   IMon   Compaay, 

Trion.  Ga.     Hand  covering.     2.018,841  ;  Oct.  29. 
Dunn,   Wlllliim   H.,  Norbury.   London,  assignor  of  one-half 

to  A.  J.  Garnett  Limited.  London,  England.     Traveling 

case.     2,018.840;  Oct.  29. 
Du  Pont.  B.  I  ,  de  Nemours  k  Company.      (See  Carothers, 

W.  H.,  Bercnet,  and  Jacobson.  a-sslgnors.) 
Du    Pont.   E.   I.,   de  Nemours  k  Company.      (See   Lawson, 

Walter  E..  assignor.) 
Du    Pont.    E.    I.,    de   Nemours   k  Company.      (See    Lailer, 

Wilbur  A.,  assignor.) 
Du  Pont.  E.  I.,  de  Nemours  k  Company,  The.      (See  Scott, 

N.  D.,  and  Hansley,  assignors.) 
Du   Pont   Vlscolold  "Company.      (See   Clewell,  J.   H.,   and 

Wemple.  assignors.) 
Du    Pont    Vlscolold    Company.      (See    Crane,    P.   W.,    and 

Fields,  assignors.) 
Du   Pont   Vlscolold  Company.      (See  Marks,   Barnard   M., 

assignor.) 
Durham.   Hobart  N..   Jackson  Heights,   N.  Y..  assignor  to 

The  (ioss  Printing  Press  Company.   Chicago.  111.     Web 

renewing  mechanism.      2.018.842;  Oct.  29. 
Durltxa,  Stephen  J.,  Struthers.  Ohio,  assignor  to  American 

Safetv     Razor    Corporation.     Brooklyn.     N.     Y.     Razor 

blade!     2.019.122:   Oct.    29. 
Dutton.     Vlrt    B.,    Tecumseh.    Okla.     One-man    mill    roll 

carrier       2,019.256;  Oct.  29. 
Kas)'  Washing  Machine  Corporation.      (See  Geldhof,  Peter 

E.,  assignor.) 
Easy     Washing    Machine    Corporation.      (See     Papworth, 

W^alter  A.,  assignor.) 
Eaton,    Warren    S..    Ix>s   Angeles,    Calif.     Radio  direction 

indicator.      2.019.403  ;  Oct.  29. 
Ebner.    Karl.    Frankfort-on-the-Maln,    Germany,    assignor 

to  American  Lurgl  Corporation.  New  York.  N.  Y.     Meth- 
od   and   apparatus    for    vacuum   distillation    of   liquids. 

2.018,778;  Oct.  29. 
Kbv.    Eugene    !>..    Plttsfteld.    Mass..    assignor    to    General 

Hlectrlc  Companv.     Joint.      2,019.842;   Oct.   29. 
Kby,  Hugh  H.      (See  Lodge.  Ddmund  G..  assignor.) 
Eclipse   Aviation   Corporation.      (See  McNeil,   Charles   I.. 

assignor.) 
Edwards,  David  F.      (.See  Wise.  C.  R..  and  Edwards.) 
Mwards.   Frank   W..  assignor  to  The  Ohio  Injector  Com- 
pany of  Illinois,  Chicago,  111.     Gauging  tool.     2.018,777  ; 

Oct.  29. 
Effljindt.  Herbert   W..  assignor  of  fifteen  per  cent  to  G.  H. 

Penland.  and  twentv-two  and  one-half  oer  cent  to  F.  M. 

Truett.     Dallas.    Tex.     Catalogue    binder    and     holder. 

2.019,008  ;  Oct.  29. 
Elchelninn    William  H.      (See  Hall,  E.  E..  and  Flchelman.) 
EickbofT.  Theodore  H.      (See  Jeffrey,  M.  L.,  Eickboff,  and 

Sanborn.) 
Eisenhut,  August.      (See  Pier.  M.,  and  Eisenbut.) 
Electric   Boat   Company.      (See    Spear,   L.   Y.,   Grleshaber, 

and  Nibbs,  assignors.) 
Blectricltatsgesellschaft  "Sanltas"  m.  b.  H.      (See  Schnlt- 

zer,  Alexander,  assignor.) 
Rlkln.  Newton,  Philadelphia.  Pa,    Shoe  insole.    2.018,710; 

Oct.    29. 
Kills,  (Jeorge  H.      (See  Brill.  P.  B..  and  Ellis.) 
Elmendorf,  Armln.  C'lcago.  111.      F'loor  covering  and  mak- 
ing the  same.      2.018.711  :  Oct.  29. 
Kills,    Carleton,    Montclalr.    N.    J.,    assignor    to    Stand'^rd 

Oil    lu>velopment    Company.     Lubricating    composition 

and  making  the  same.     2.018.758  :  Oct.  29. 
Elmendorf.  Armin.  Chicago.  III.     Lumber  and  article  made 

therefrom.     2.018,712;  Oct.  29. 

Elsom.      John      R..      Fresno,      Calif.      Grade      indicator. 

2.019,178;  Oct.  29. 
Elzl.  I'eter  F       (See  Schwavder.  M    B..  and  Elzl.) 
Endacott.    Paul    S..    Detroit.    Mich.,    assignor    to    Phillips 

Petroleum     'omnanv.   BarltesvUle.   Okla.     Liquefied  gas 

tank.      2.019.004  ;  Oct.  29. 
Endres.  Miins.  Solineen,  Germany,  assignor  of  one-half  to 

E.    Bachmann.    Los   Angeles.   Calif.      I-Tuld-reactlon   pro- 
pelling nponratns.     2.018.779:  Oct.  29. 
Endres.    Wllhelm.    Danzlg-Langfuhr.    Danzig,    assignor    to 

Maschlnenfabrlk    Augsbnrg-NJIrnberg    A.-G..    Augsburg. 

Germany.      Internal     combustion     engine.      2,018,914  ; 

Oct.  29. 


ig  ap- 


Enterprise  Aluminum  Company,  Tbe.  (See  Wilcox.  All>ert 
C.  assignor.) 

Kile,  kiilpti  R.      (See  ColUson.  K.  E..  and  Erbe.) 

Erdmaau.  Hung  M.,  Moutdair.  assignor  to  Saroua.  Inc., 
Bloomfield,  N.  J.  Apparatus  for  cleaning  liq»iid  con- 
duits.    2,018.952;   Oct.   29. 

Krickson,  Ernest  F.,  Oak  Park.  111.,  assignor  to  Stantljird 
Brands  Incorporated.  New  York.  N,  Y.  Meringue  com- 
position.    2.019.123  ;  Oct.  29. 

Erickson,  Julius  E..  Chicago,  111.  Chair.  2.U19.005  ;  Oct. 
29. 

Erllng,  Sven  J..  Nockeby.  Sweden,  assiguor  to  The  De 
LuvHl  Separator  Company,  .New  York,  N.  Y.  Milking 
machine  pulsatot.     2.018.713  ;  Oct.  29. 

Kubnnk.   William   S..  Pbiiadolphia.  Pa.      Refrigeratiut 
paratus      2,010,29c  ;  Oct.  29. 

Eugster,  Edward  J.  1'.,  London.  England.  Mineral  water 
siphon  bottle.     2,019,404  ;  Oct.  29. 

Evans  Case  Company.      (See  Blair.  Robert    S..   as>>i^nor.) 

Evans  Case  Company.  (See  Gibson,  Tboouis  M..  as- 
signor.) 

Evans  Case  Company.     (See  Lagerholm.  Carl  J.,  assignor.) 

Evans  Case  Company.      (See  Reilly.  Alfred  P..  assignor.) 

Evans,  John  Q..  and  L.  G.  I^wrie.  Blackley.  Manchester, 
Englaad,  assignors  to  Imperial  Chemical  Industries 
Limited.      Stripping  agent.      2.019,124  ;   Oct.  29. 

Extruded  Metal  I'roducts  Company.  (See  Williams, 
Stephen   L..  assignor.) 

Falrmount  Glass  Works,  Inc.  (See  Ferguson,  Jol»n,  as- 
signor.) 

Falk    Corporation.    The.      (See    Fischer,    Hans,    assignor.) 

Farrell.  Bartholomew  T..  Manchester.  N.  H.  Bell  ringing 
circuit  and  switch  therefor.      2.019.075  ;  Oct.  29. 

Fasting.  Johan  S.,  Valby,  near  Copenhagen,  iMnmark, 
assignor  to  F.  L.  Smldth  &  Co..  New  York.  N.  Y. 
Rotary  kiln  and  cooler.     2.019.179  ;  Oct.  29. 

Faucett,  Irving  T.,  Westerleigh,  assignor  to  General  Cable 
Corporation,  New  York.  N.  Y.  Electric  cable. 
2.019,297  ;  Oct.  29. 

Feavyear.  Glenn,  Toronto,  Ontario,  Canada,  and  J.  Mulr, 
Springfield,  111.,  assignors  to  Sangamo  Company, 
Limited,  Toronto.  Ontario.  Canada.  Nonreversible 
meter  train.      2,019,125  ;  Oct.  29. 

Fellcke,  Karl.  Indianapolis,  Ind.  Unit  power  plant. 
2,019,180;  Oct.  29. 

Felber,  PauL      (See  Mueller,  K.,  and  Felber.) 

Felt  k  Tarrant  Manufacturing  Company.  (See  Turck, 
Joseph  A.  v.,  assignor.) 

Feragen,  A.  E.,  Inc.      (See  Bennett,  Claude  C,  a^signo^.) 

Ferguson,  John,  assignor  to  Falrmount  Glass  Works,  Inc., 
Indianapolis,  Ind.  Method  and  apparatus  for  melting 
material  in  an  electric  furnace.      2,018,883  :  Oct.  29. 

Ferguson,  John,  assignor  to  Falrmount  Glass  Works.  Inc., 
Indianapolis,  Ind.  Electric  glass  furnace  2.018,884; 
Oct.  29. 

F>rgu8on.  John.  Indianapolis.  Ind.  Method  and  appa- 
ratus for  mixing  and  discharging  the  contents  of  au 
electric  glass  furnace.     2,018,885;  Oct.  29. 

Ferguson.  John.  Indianapolis,  Ind.  Glass  furnace. 
2.018.886;  Oct.  29. 

Ferrari,  I>,orenzo,  Genoa,  Italy.  Change  speed  gear. 
2,01tt,006  ;  Oct.  29. 

Ferri.  Saul.  Rochester,  N.  Y.  Welt  supporting  form. 
2,019  405  :  Oct.  29. 

Fey.  Edmund  C,  San  Francisco,  Calif.,  assignor  to  Rock- 
Ola  .Manufacturing  Corporation,  Chicago,  111.  Amuse- 
ment jipparatus.     2,019,126  ;  Oct.  29. 

Fields.  Reuben  T.      (See  Crane,  P.  W.,  and  Fields.) 

Filtro  Faucet  Manufacturing  Co.  (See  Roblnovits.  Jack, 
assignor.) 

Fiscber.  Albert  C,  Chicago.  111.,  assignor  to  The  Philip 
Carey  Manufacturing  Company.  Making  constructional 
material.     2,019.449  ;   Oct.  29. 

Fischer,  Hans,  assignor  to  The  Falk  Corporation.  Mil- 
waukee, Wis.  Internal  combustion  engine.  2.019.298 ; 
Oct.  29. 

Fitch.  Benjamin  F.,  Greenwich.  Conn.,  as.signor  to 
Motor  Terminals  Company,  Wilmington,  Del.  Door. 
2.018,663:  Oct.  29. 

Fitz.  Wllhelm.  and  J.  Daniels.  Essen  Ruhr,  (jermany. 
Coking  of  coals.     2,018.664  :  Oct.  29. 

F'lanagan,  Charles  A.,  assignor  to  Swift  and  Company, 
C  Icago.  111.      Vent  shield.     2.018,714  ;  Oct.  29. 

Flesh.  Alfred  L.,  assignor  to  The  Atlas  Underwear  Com- 
pany.   Piqua.   Ohio.     Garment.     2,018.665;   Oct.    29. 

Flesh,  Alfred  L..  assignor  to  The  Atlas  Underwear  Com- 
pany.  Piqua.   Ohio.     Garment.     2.018.666 ;   Oct.   29. 

Flynn.  John  B..  and  E.  L.  (iraf.  a.signors  to  Ternstedt 
Manufacturing  Company.  Detroit.  Mich.  Screen  for  an 
automotive   vehicle.      2.019.127;    Oct.    29. 

Fogland.  Ervle  P.,  Palmer.  Nebr.  Brooder.  2.019,216 ; 
Oct.  29. 

Folherth.  Frederick  G..  and  W.  M.  Folberth.  Cleveland, 
Ohio.  Fluid  pressure  control  mechanism.  2,018,843; 
Oct.  29. 

Folberth,  Frederick  G..  and  W.  M..  Folberth.  Cleveland, 
Oh'o  Control  apparatus  for  fluid  pres-sure  actoated  de- 
vices.    2.018.844  ;  Oct.  29. 

Folberth.  Frtnlerlck  G..  and  W.  M.  Folberth.  Cleveland, 
OMlo.     Brake  mechanism.     2.018.845;  Oct.  29. 

Folberth.  William  M.  (See  Folberth,  Frederick  G.  and 
W.  M.) 

Follmer,  Clogg  A  Co.     (See  Knight,  Samuel  H..  assignor.) 
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Folsom.  Robert  H..  Glendale,  Calif.,  assignor  to  Young 
Radiator  I  ornpany,  Racine.  Wis.  Air  conditioning  Bys- 
tein  with  dehumldifltr  and  reheater.     2,018,780;  Oct.  29. 

Food  Machinery  Corporation.  (See  Thompson,  Albert  R., 
assignor. ) 

Ford  Motor  Company.      (See  Laird,  Joseph  S.,  assignor.) 

Forte.  John.  Haileton.  Pa.  Door  securer.  2,019,217 ; 
Oct.  29. 

Foster  Brothers  Manufacturing  Company.  (See  Mellres, 
Adolph,  assignor.) 

Foster.  Theodore  VV.,  and  Bro.  Company.  (See  Parkin, 
\Vinfre<i  T.  a.^ssiKnor. » 

Fowle,  Frank  F  .  Winnetka,  111.,  and  F.  M.  Crapo,  assign- 
ors to  Indiana  Steel  &  Wire  Company,  Muncle,  Ind. 
Overhead  electric  tran.smis.slon  line.     2.019,447  ;  Oct.  29. 

Fowler,  Francis  C,  Springfield,  Mass.,  assignor  to  A.  G. 
Spalding  &  Bros.,  New  York,  N.  Y.  Movable  bleachers. 
2.018,887  I  Oct.  29. 

Fox,  Alexander  P..  University  City,  and  F.  Holmes,  Nor- 
mandy. Mo.,  assignors  to  Lincoln  Engineering  Com- 
pany. St.  Louis.  Mo.  Lubricating  apparatus.  2,019,299; 
Oct.  29. 

Fox.  Martin,  and  W.  P.  Seng,  assignors  to  The  Seng  Com- 
pany. Chicago,    111.      Studio  couch       2.019.218;   Oct.   29. 

Francis.  Euclid  G.,  Pride,  Tex.  Windmill.  2,018,888; 
Oct.  29. 

Frank.  Frederick  C,  assignor  to  Bendlx  Aviation  Corpora- 
tion.   South    Bend,    Ind.      Wheel.      2,018.953:   Oct.   29. 

Frank.  Harrison  J.  L..  and  W.  A.  Harper,  Detroit,  assign- 
ors to  Bulldog  Electric  Products  Company,  Detroit,  Mich. 
Duct.     2,018,846;  Oct.  29. 

Frauien.  Mcholaus,  Chicago.  111.  Aeroplane.  2,018,889  ; 
Oct    29. 

Franzmeler.  .\lvin  W..  Rich  Valley,  Minn.  Strainer. 
•-'.019.181  :  Oct.  29. 

Fraser.  Warren  F.,  Westboro,  Mass.  Grinding  machine. 
2.01X.S47  :  Oct.  29. 

Freeman,  Benjamin  W..  and  J.  G.  Herbers,  Cincinnati, 
Ohio.  as8i:.'nors  to  The  Louis  G.  I'teeman  Company.  Cin- 
cinnati. Ohio.  Machine  for  removing  shoes  from  lasts. 
2.019.3tX);  Oct.  29. 

Freeraafi.  Louis  G.,  Company,  The.  (See  Freeman.  B.  W., 
and  Herbers,  assignors.) 

Frehse.  Albert  W.      (See  Crawford.  J.  M.,  and  Frehse.) 

Friden,  C«rl  M.  F..  Piedmont.  Cnlif..  assignor,  by  mesne 
assignments,  to  International  Business  Machines  Cor- 
Doration,  New  York.  N.  Y.     Recorder.     2,019,301  ;  Oct. 

Frolich.  I'er  K.,  and  P.  J.  Wiezevich,  Elizabeth.  N.  J.,  as- 
signors to  Standard  Oil  Development  Company.  Acetyl- 
ation  o'  liquid  polyhydroxy  aliphatic  alcohols  by  means 
of  a  ketene.     2.018. 7.''.9  :  Oct.  29. 

Fruit  Packers  Supply  and  Equipment  Company.  (See 
Morris.  D.  C.,  and  Cockrill.  assignors.) 

Fryling,   Charles  T.      (See  Burke,  S.    P,    and   Fryling.) 

Fuel  I>evplopraent  Corporation.  (See  Kimball,  Leo  13.,  as- 
signor. I 

Fulton.  Stewart  C,  Elirabeth.  N.  J.,  assignor  to  Standard 
Oil  Development  Company.  Treating  hydrocarbon  oils 
with  formaldehyde,  a  condensing  agent,  and  acetic  acid. 
2.018.715  ;  Oct.  29. 

Furst.  Isidor  J.,  assignor  to  Circle  Flexible  Conduit  Com- 
pany. Inc..  Brooklyn,  N.  Y.  Wire-handling  machine. 
2.019.128:  Oct.  29. 

Gaffner.  Walter  B.,  assignor  of  one-half  to  B.  E.  Clarkson. 
Cleveland.  Ohio.     Sj^ed  reducer.     2.019.343  ;  Oct.  29. 

Gamewell  Company,  The.  (See  Beach,  Clarence  E.,  as- 
signor ) 

Gammeter.  John  R  .  .\kron.  Ohio,  assignor  to  The  B.  F. 
Goo.lrich  Tompany.     Head  for  dolls.     2.019.129  ;  Oct.  29. 

Gammons.  Herman  T.,  Natick,  Mass..  assignor  to  G.  E. 
I'rentice  Manufacturing  Companv.  New  Britain.  Conn. 
Locking   slider   for    fasteners.      2.019.219;    Oct.   29. 

Gammons.  Herman  T,,  Natick.  Mass.,  assignor  to  O.  E. 
Prentice  Manufacturing  Company.  New  Britain,  Conn. 
Slider   for   fasteners.      2.019,220 :   Oct.    29. 

Garhe,  Anton,  Ozone  Park,  N.  Y.  Brush.  2.019,130  ;  Oct. 
29. 

Gardner  Richardson  (Company,  The.  (See  Newman,  Wil- 
liam, assignor. ) 

Garfein.  Ralph  T.,  Easton,  Pa.  Dispensing  container. 
2.019,406  ;  Oct.  29. 

Garlock  Packing  Company,  The.  (See  Waples.  Robert  M.. 
assignor.) 

Garnett.  A,  J.,  Limited.     (See  Dunn.  William  H.,  a.ssignor.) 

Garrison,  James  N.      (See  Stone,  F.   W.,  and  Garrison.) 

Gasoline  Products  Company.  (See  Black,  John  C,  as- 
signor.) 

Gehrke.  August.  Harburg-Wilhelmsburg,  Germany.  Pro- 
duction of  storable  mixtures  of  lecithin  and  oil. 
2.01.^,781  ;  Oct.  29. 

Geldhof.  Peter  E..  assignor  to  Easy  Washing  Machine  Cor- 
poration. Svracuse,  N.  Y.  Clothes  washing  machine. 
2.019.076:  Oct.  29. 

General  .\niline  Works,  Inc.  (See  Bienert.  B.,  and  Held, 
assicnnrs.  i 

General  .Aniline  Works.  Inc.  (See  Neelmeler,  W..  and 
Modersohn.  assienors.) 

General  Aniline  Works.  Inc.  (See  Schubert,  M.,  and 
Herrtieckerhoff,  assignors.) 

General  .Aniline  Works.  Inc.  (See  Vollmann,  H..  and 
Becker,  assignors.) 

General  ('able  Corporation.  (See  Arber,  Herman,  assign- 
or.) 


General  Cable  Corporation.      (See  Faucett,  Irving  T.,   as- 
signor. ) 
General  Chemical  Company.     (See  Bachman,  Paul  W.,  as- 
signor. ) 
General   Electric  Company.      (See  Andrews,  Mary  B.,  as- 
signor. ) 
General   Electric   Company.      (See   Aucrbach,    Rudolf,   as- 
signor. ) 

General   Electric   Company.      (See   Barton,  Theophllus  F.. 
assignor.) 

General  Electric  Company.     (See  Carter,  Emmett  P.,  as- 
signor.) 

General   Electric   Company.      (See   Clark,    Frank   M.,   as- 
signor.) 

General    Electric   Company.      (See   Dome,   Robert   B.,   as- 
signor. ) 

General  Electric  Company.     (See  Eby,  Eugene  D.,  assign- 
or.) 

General   EMectric   Company.      (See   Godfrey,    Fredrick    8., 
assignor.) 

General    Electric   Company.      (See    Hall,    Chester    I.,    as- 
signor.) 

General  Electric  Company.     (See  Halvorson,  Cromwell  A. 
B..  assignor.) 

General  Electric  Company.      (See  Hobson,   Leland  S.,  as- 
signor.) 

General    EUectrlc   Company.      (See  Kleeman,   Richard   D., 
assignor. ) 

General    EHectrlc   Company.      (See    KOberlch,    Rudolf,   as- 
signor. ) 

General  Electric  Company.     (See  Lathrop,  Harold  F.,  as- 
signor.) 

General  Electric   Company.      (See    Livingston,  Orrln   W., 
assignor. ) 

General   Electric  Company.      (See  NIckle,  Clifford  A.,   as- 
signor.) 

General  Electric  Company.      (See  Rich,  Theodore   A.,  as- 
signor. ) 

General  Electric   Company.      (See  Runner,  Claude  C,  as- 
signor.) 

General   Electric   Company.      (See  Sass,   P.,   and   Daiber, 
as.slgnors. ) 

General    Electric   Company.      (See   Smith,   David    M.,    as- 
signor.) 

General   Electric   Company.      (See   Stark,   Julian   H.,    as- 
signor.) 

General    Electric   Company.      (See    Steenstrup.   Christian, 
assignor.) 

General   Electric  Company.      (See  Thompson,   L.  W.,  and 
Rogers,  assignors.) 

General   EIo<-trlc  Company.      (See   Warren,  Glenn   B.,  as- 
signer. ) 

General    Electric    Company.       (See    Weaver,    William    E., 
assignor.) 

General  Motors  Corporation.      (See  Crawford,  J.  M.,  and 
Frehse.  assignors. ) 

General  Motors  Corporation.     (See  Pearce,  George  C.  as- 
signor. ) 

General  Motors  Corporation.     (See  Rabezzama,  Hector,  as- 
signor.) 

Oneral   Motors  Corporation.      (See   Stout,    Elmer  O.,  as- 
signor.) 

General   Motors  Corporation.      (See   White,   John   W.,   as- 
signor. ) 

General  Rallw;iy  Signal  Company.      (See  Phlnney,  Robert 
M.,  assignor. ) 

General   Railway   Signal   Company.      (See   Preston,  N.  D.» 
and  Dlcke.  assignors.) 

General  Railway  Signal  Company.      (See  Wenbols,  Walter 
W.,  assignor.) 

Oneral    Steel    Castings    Corporation.       (See    Alnsworth» 
Thomas  H.,  assignor.) 

General    Steel  Castings  Cori;>oratlon.      (See   Beckette,   Ed- 
mund S.,  assignor.) 

General  Steel  Castings  Corporation.     (See  Hallqulst,  E.  O.,. 
and  Krautheim.  assignors.) 

General    Steel    Castings    Corporation.       (See    Krautheim, 
William  C.  assignor.) 

General  Steel  Castings  Corporation.     (See  TravlUa,  James 
C.  Jr.,  assignor.) 

Geor>' ystcal  Research  Corporation.      (See  Owen,  John  E., 
assignor.) 

Gephart.   Starr.   Long  Island  City,   N.  Y.     Undergarment. 

2,018,782;   Oct.    29. 
Glbbs,  Robert  H  .  Floral  Park.  N.  Y.,  assignor  of  one-half 

to   M.    Blake.   Garden    City,   N.   Y.      Valve  construction. 

2.019.257  ;  Oct.  29. 
Gibson.  Francis  W.,  West  Roxbury.  Mass.     Amusement  ap- 
paratus.    2.019,302  :  Oct.  29. 
Gibson.    Thomas    M.,    assignor    to    Evans    Case    Company,. 

North  Attleboro,  Mass.    Lighter  mechanism.     2,019,436  ; 

Oct.  29. 
Ginder,  William  H.      (See  layers,  J.  W..  and  GInder.) 
Glpe,    John   C.  and    J.    P.   Cfrowley,   assignors   to   Llbbey- 

Owens  Ford    Glass    Company.    Toledo,    Ohio.      Transfer 

ajiparatus.     2.019,182  :  (5ct.  29. 
Glrard  Model  Works,  Inc.,  The.     (See  Smith,  Anthony  N.. 

assignor.) 
Godfrey,    Fredrick    S..    Lynn.   Mass.,   assignor    to    General 

Electric  Comoany.     Rayon  bucket.     2.019.344  ;  Oct.  29. 
Goldberg.  Maurice  H.     (See  Rice.  W..  and  Goldberg.) 
Gomory.  William   L..   Paris,    France,   assignor  to  Standard 

Oil    Development    Company.     Art   of  and   apparatus   for 

convertinc  hydrocnrbons.     2,019.448:  Oct.  IJO 


LIST  OF  PATENTEES 


XIX 


Goodman  Manafacturing  Company.  (See  Jones,  L.  F.,  and 
Radius,  asslsnors.) 

Goodrich,  B.  i)'.  Company,  The.  (See  Ganfmeter,  John  R., 
assignor.) 

Goodwin,  Harry  L.,  8r.  (See  Miller,  E.  J.,  Goodwin,  and 
Miller.) 

Goss  Printing  Press  Company,  The.  (See  Durham,  Hobart 
N.,  at^slgnor.) 

Goss  Printing  Press  Company,  The.  (See  Imshaug,  Ar- 
nold, assignor.) 

Graf,  Edwin  L.     (Sei  Flynn.  J.  B..  and  Graf.) 

Graf,  l^eo,  Cologne,  Germany.  Electric  spark  plug. 
2,018.783  ;  Oct.  29. 

Graham.  Maurice  U.  (See  Carpenter,  Frank  W.,  as- 
signor. ) 

Grant,  Benton  H.,  et  al.  (See  Wetherbee,  Herbert  B.,  as- 
signor.) 

Grant.  John,  Los  .Angeles,  Calif.  Hydraulic  and  spring 
operated  expansive  reamer.     2.019,047  ;  Oct.  29. 

Grant.  Richard  F.,  et  al.  (See  Wetherbee,  Herbert  E.,  as- 
signor.) 

Grantham.  Lloyd  B.,  Yonkers.  N.  Y.,  assignor  to  Phillips 
Petroleum  Company.  BartlesviUe,  Okla.  Carburetor. 
2,018,667  ;  Oct,  29. 

Graves,  Walker  C,  Jr.,  San  Francisco,  Calif.  Portable 
collapsible  hothouse.     2,019.407  ;  Oct.  29. 

Gray,  Gordon  E.     (See  Llthgow,  J.,  and  Gray.) 

Gray  Processes  Corporation,  The.  (See  Gray,  Thomas  T., 
assignor.)  ^ 

Gray,  Thomas  T..  Elizabeth,  assignor  to  The  Gray  Proc- 
esses Corporation,  .Newaik,  N.  J.  Refining  hydrocar- 
bons.    2.019.184  :  Oct.  29. 

Green,  E^tlll  I^  East  Orange,  N.  J.  and  P.  A.  Lelbe, 
Qunkertown.  Pa.,  assignors  to  American  Telephone  and 
Telegraph  Company.  Unattended  repeater  sys^-m. 
2,0l8,><50  ;  Oct.  29. 

Oreen.    Estill    I..    East    Orange.   N.    J.,   and   F.    A.   Leibe, 

?uakertown,   l*a..  orsignors  to  American  Telephone  and 
elej:raj>h     Company.        Unattended     repeater     system. 
''  018  8ol  *  Oct    29. 
Gre'ig,  .Andrew.      (See  Spellman.  C.  B.,  and  Greig.) 
Grleshaber,  Hugo  E.     (See  Spear,  L.  Y.,  Grleshaber,  and 

Nibbs.) 
Grill.  Rudolf.  South  Ozone  Park,  N.  Y.     Keeper  for  locks. 

2.019.408  ;  Oct.   29. 

Gruebler,  Felix.  Basel.  Switzerland.  Internal  combustion 
engine.     2,018,848  ;   Oct.  29. 

Gude.  Ixjuls  H.,  Eau  Claire^  Wis.  Battery  charging 
voltage  regulator.     2.018,716;   Oct.   29. 

Guhl.  Hermann.  Karlsruhe  In  Baden,  Germany.  Cock 
for  aas  ranges  and  the  like.     2.019.007  ;  Oct.  29. 

Gulf  Refining  Company.  (See  Ayres,  E.,  and  Smith,  as- 
signors.) 

Gulf  Refining  Company.  (See  Buerger.  Charles  B.,  as- 
signor. ) 

Gulotta.  Ro^Ilno,  Bronx,  N.  Y.  Ophthalmic  mounting. 
2.019.345  ;  Oct.  29. 

Gutmann,  Ferdinand,  4  Co.  (See  Rasmussen,  Charles  H., 
assignor.) 

Ouyer,  Reynolds,  assignor  to  Waldorf  Paper  Product  Com- 
pany, St.  Paul,  Minn.  Egg  case  cushion  pad.  2,018,964; 
Oct.  29. 

Oymnaltes,  Nlckolas,  Ventura,  Calif.  Water  cooler  and 
filter.     2.01S.849;  Oct.  29. 

Hfthnel.  Kurt,  Berlln-Slemensstadt.  assignor  to  Simens- 
Schuckertwerke  Aktlengesellschaft,  Berlln-Slemensstadt, 
Germany.  Absorption         refrigerating        apparatus. 

2.019.409  ;  Oct.  29. 

Hall  &  Connolly,  Inc.     (See  Hall,  Theotlore  O.,  assignor.) 

Hall,  Chester  I.,  Philadelphia.  Pa.,  assignor,  by  mesne  as- 
signments, to  General  Electric  Company.  Temperature 
control  device.      2,019,303  :   Oct.   29. 

Hall  Eric  E..  Chicago,  and  W.  H.  Elchelman,  Dea  Plaines, 
111*.  :  said  Hall  assignor  to  said  Eichelman.  Expansion 
Joint.     2,019,131  ;  Oct.  29. 

Hall.  Harold  P.,  Seattle,  Wash.  Food  dispensing  device. 
2.018.784  ;  Oct.  29. 

Hall.  Theodore  O.,  assignor  to  Hall  &  Connolly,  Inc.,  New 
York,  N.  Y.     Projector  lamp.     2,018,717  ;  Oct.  29. 

Hallman,  Eric  B.,  Norrlstown,  Pa.  Automatlve  headlight. 
2.019,410;  Oct.  29. 

Hallqulst.  EInar  G..  Wallingford.  Pa.,  and  W.  C.  Krau- 
theim. St.  Louis,  Mo.,  assignors  to  General  Steel  Cast- 
luKs  Corporation.  Granite  City,  111.  Railway  car. 
2.019.304  •  Oct.  29. 

HalvorFon,  Cromwell  A.  B.,  Lynn,  Mass.,  assignor  to  Gen- 
eral Electric  Company.  Lighting  unit.  2,019,346  ;  Oct. 
29. 

Handy  Royal  S.,  Kellogg,  Idaho.  Concentration  of  ores. 
2,019,306 ;  Oct.  29. 

Hansen,  Marius  H.,  assignor  to  Hanson  Scale  Company, 
Chicago.  111.    Scale.     27019,132  ;  Oct.  29. 

Uansley.  Virgil  L.     (See  Scott,  N.  D.,  and  Hansley.) 

Hanson  Scale  Company.  (See  Hansen,  Marius  H.,  as- 
signor. )  . 

Harbstreit.  Charles  B.  (See  Tolen,  E.  V.,  and  Harb- 
strelt.) 

Harm,  Gleorge  O..  Warren,  assignor  to  The  Stevens  Metal 
Products  Company,  Niles,  Ohio.  Dumping  receptacle. 
2.019.450  ;  Oct.  29. 

Harm,  George  O.,  Warren,  assignor  to  The  Stevens  Metal 
Products  Company,  Nlles,  Ohio.  Automatic  loading  and 
unloading  truck.     2,019^451  :  Oct.  29. 

Harper,  William  A.     (See  Frank,  H.  J.  L.,  and  Harper.) 


Harrison,   Frederick  A.,  London,   assignor  to  The   United 

Glass  Bottle  Manufacturers  Limited,   London.  England. 

Mold    for    use   on    glass-forming    machines.      2,018,786 ; 

Oct.  29. 
Uarshberger,    Norman    P.,    Pasadena,    Calif.,    assignor    to 

Bakelite   Building  Co.,    Inc.,  New  York,   N.   Y.     Shingle 

element.     2,018,718  ;  Oct.  29. 
Hart,  Howard  P.,  assignor  to  The  Piatt  Bros.  &  Co..  Wa- 

terburv,    Conn.      Constant    tension    winder.      2,018.852 ; 

Oct.  29. 
Hartford,  Charles  E.,  Dubuque,  Iowa,  assignor  to  National 

Cornstalk    Processes,    Inc.,    Chicago,    111.      Making   syn- 
thetic lumber.     2,019,452;  Oct.   29.     . 
Harwood,  Asa  J.,  Richmond.   Ind..  assignor  to  The  Atlas 

Underwear      Company,       Piqua,       Ohio.         Underwear. 

2.018.668  ;  Oct.  29 
Hassel,   Justus  L.,   Stockholm,  Sweden.      Liquid  compass. 

2.019,411  ;  Oct.  29. 
Hastings.      Herbert,      Brighton,     N.     Y.        Thermometer. 

2,019.221  ;  Oct.  29.  „  ^_  „„„ 

Hastings.  Herbert.  Brighton,  N.  Y.   Hygrometer.  2,019,222  ; 

Oct.  29.  ^  . 

Haug,  Frledrich,  Stuttgart-Munster,  Germany,  assignor  to 
Baker  Perkins  Company,  Inc.,  Saginaw,  Mich.  Device 
for  cleaning  and  greasing  conveyer  bands.  2,018,719  ; 
Oct.  29. 

Haulton  Thomas,  Johnstown,  Pa.  Razor.  2,019,077 ; 
Oct.  29. 

Hauser,  Vred,  Pasadena,  Calif.  Valve  timing  device. 
2.019,008.      Oct.  29. 

Harvey,  Peter  H.,  assignor  of  one-half  to  J. CuUen,  Yonkers, 
N.   Y.     Ornamental  screen.     2.019.347  ;   Oct.   29. 

Heberleln,  Georges,  Wattwll.  Switzerland,  assignor  to 
Heberleln  Patent  Corporation,  New  York,  N.  Y.  Mak- 
ing durable  wool  like  artificial  silk.  2,019,183;  Oct. 
29. 

Heberleln  Patent  Corporation.  (See  Heberlein,  Georges, 
assignor.) 

Heberleln  Patent  Corporation.  (See  Kagl.  Rudolph  H., 
assignor. ) 

Heckert.  Wlnfleld  W.,  Ardentown,  and  G.  D.  Patterson, 
Wilmington,  Del.,  assignors  to  Krebs  Pigment  Color 
Corporation,  Newark,  N.  J.  Making  calcium  sulphate. 
2  018  955  :  Oct.  29. 

Hedgcock.  Wllllami  C,  Wllmette.  assignor  to  American 
Steel  Foundries.  Chicago,  111.  Truck.  2,019,078;  Oct. 
29. 

Held,  Robert.      (See  Bienert,  B.,  and  Held.) 

Hellmers,  Henry  T^  and  R.  H.  Donnald,  Clarksburg,  W. 
Va.,  assignors  to  The  Akro  Agate  Company,  Akron,  Ohio. 
Manufacture  of  variegated  glass  articles.  2,019,048 ; 
Oft-  29.  _       ^ 

Heltzel,  Joseph  W.,  Warren,  Ohio.  Lute.  2.018,890;  Oct. 
29. 

Hendrlx.  Joel  H.,  New  Castle,  Pa.  Combination  utility 
utensil.     2.019,009  ;  Oct.  29. 

Henkel  &  Cle.  Gesellschaft  mit  beschrankter  Haftuns. 
(See  Schulz.  Rudolf  G.,  assignor.)  ^ 

Hennig,  Theodor.      (See  Jochem,  0..  and   Hennlg.) 

Hepburn.  William  M..  and  E.  G.  de  Corlolls.  assignors  to 
Surface  Combustion  Corporation,  Toledo,  Ohio.  Ap- 
paratus for  firing  furnaces  with  heavy  fuel  oil. 
2,018,956;  Oct.  29. 

Herbers,  Joseph  G.      (See  Freeman.  B.  W.,  and  Herl>er8.) 

Hercules  Glue  Company.  (See  Littooy,  J.  F.,  and  Lind- 
stflpilt    ftSdlcDors. ) 

Herdieckerhoff,  Ernst.  (See  Schubert,  M.,  and  Herdieoker- 
hoff.) 

Herman,  Bennett  M..  assignor  to  N.  J.  Herman,  Newark, 
N.  J.     Photographic  camera.     2.018,670  :   Oct.  29. 

Herman,  Natalie  J.     (See  Herman.  Bennett  M..  assignor.) 

Hermanl.  Henry,  assignor  to  the  Tin  Decoratlni;  Company 
of  Baltimore,  Baltimore.  Md.  Method  and  apparatus 
for  assembling  receptacle  parts.     2.019.223  ;  Oct.  29. 

Hermann.  Charles  E.,  St.  Louis,  Mo.  Air  separator. 
2  018  669  '  Oct    29. 

Herring,  Clyde  8..  Robstown,  Tex.  Cotton  humidifier. 
2.019,079;  Oct.  29. 

Herz  Cup  Company.      (See  Conti,  Eugene,   assignor.) 

Hess,  Ernard,  Dorchester,  Mass.  Swimming  practice  ap- 
paratus.    2.019,224  ;  Oct.  29. 

Heveatex  Corporation.      (See  Noble,   Royce   J.,  assignor.) 

Heyndrlckx,  Pierre.  Roubaix.  France.  Manufacture  of 
cartons,  pots  and  like  receptacles  of  thin  metal  and 
paper,  cardboard,   and  the  like.     2.019,412;   Oct.   29. 

Hey  wood- Wakefield  Company.  (See  Bell,  Alfred  B.,  as- 
signor.) 

Hickey.  George  M.,  Paoll.  Pa.,  assignor  to  J.  Bishop  &  Co. 
Platinum  Works,  Malvern.  Pa.  Catalyst  for  ammonia 
oxidation  and  the  like.     2.018.760  ;  Oct.  29. 

Highway  Trailer  Company.  (See  Connors,  (3eorge  H., 
a.ssigrior.) 

Hlldebrand.  James  L..  Lynn.  Mass..  assignor  to  United 
Shoe  Machinery  Corporation,  Paterson.  N.  J.  Abrading 
tool.     2.018.671 ;  Oct.  29. 

Hill.  Irving  and  J.  D.,  assignors  to  The  Lawrence  Paper 
Company,  Lawrence,  Kans.  Container  having  a  hand- 
hold.    2,019,307;  Oct.  29. 

Hill,  Justin  D.     (See  HUl.  Irving  and  J.  D.) 

Hill.  Leland  H..  Wauwatosa.  assignor  to  AUis-Chalmers 
Manufacturing  Company.  Milwaukee,  Wis.  Surge  dl- 
verter.     2,018.672  ;  Oct.  29. 

Hillside  Cable  Co.  (See  Wertzhelser,  J.,  and  Charmoy, 
assignors.) 
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lliiKkc,  Hfury  J..  Los  Aajretes.  Calif.  Reenforwd  brick 
Imildinjf  construction.     2,019,133:  Oet.  29. 

Htn<»f  A  I>ai)ch  Paper  Co..  The.  (Se*  Morton,  Lawrence 
1»  .  assignor.)  ^ 

Hitchcock,  Fr»Hlerl.  k  .1  ,  nanvers.  Ma««.  Oil  burner  ap- 
paratus and    tho   lik*"       ^,018, 853;    Oct.    29. 

II.ibHon.  Inland  S.,  Yeadou.  Pa.,  asalRnor  to  General  Elec- 
tric Coaupany.  Electric  circuit  interrupter.  2,019,348; 
(Kt.    29, 

Hodjjman.  Frederick  S.,  Glen  Rock.  N.  J.,  awlgnor  to 
Sperry  (Jyroscope  Company.  Inc.,  Brooklyn,  N.  T.  Hand 
electric  steerinu  device.      2.018,761  :  Oct.  20. 

Mo«l>rson,  Howard  K.,  Waiiwat«ma,  a.ssi»fii«>r  to  Cutler- 
Hammer,  Inc.,  Milwaukee,  Win  Klectroma^netlc  con- 
troller for  power  driven  ma.  hines.     2,018,720  ;  Oct.  29. 

Hoj{en.>'(in,    Arthur   L       (See  Oswooil,   Klmer  S..   aaslinior.) 

Hoke,  William  E.,  Baltimore.  Md..  assignor  to  Iiardelet 
Threa<ll<>ck  Corporation.  N>w  York,  N.  Y.  Fa^tenin^ 
meant).     2.019.fVI9;  Oct.  29. 

Holmaii.  I>»>\via  K.  Oakland.  Calif.  Spring  suspenHlon  and 
torque  apparatus  for  motor  vehicles.  2.019,308;  Oct. 
29. 

Holmes,   Fosf.T.      (See   Fox.  A.    P..  and   Holmes.  > 

Holmeis.  John  V  .  Hewlett.  N.  Y,.  aasU'nor  to  Celaa««« 
Corporation  of  America.  Warp  knit  fabric.  2.019.258; 
Oct.  29. 

Holt.  .Jnm.>s  B..  Dunham  Town,  near  Altrincham.  FlDgUDd. 
.\(lJM^riiu'  the  len>rth  coaxial  and  overlapping  tube*, 
or  rul.es  iin.l  ro,ls.     J.019,25»;  Oct.  29. 

Holtzman  Abrahain  M.,  Brooklyn.  N.  Y.  Chair  having  a 
flexll.ly  «upporreil  seat.     2,01,<!i.721  ;  Oct.  29. 

Holz  Andfpw  F.  Bristol,  Conn.  Burial  vault  seal. 
-',019.411'  ;    Oct.    29. 

Hfvokless  Fastener  Company.  (See  Corner,  George  H.  C. 
assienor.  t 

Hostf-rter.  John  C  .  and  R.  D.  Smith,  Cornin?,  assignors  to 
Comlni:  (Mass  Works  Corning.  N.  Y.  Inside  frosting 
of  n.M.ii  Mirna.     2.i)l'<,7Srt;  Oct.  29. 

House,  Brvn  K..  assignor  to  Bendlx  I'rodncts  Corporation. 
Sou'h  Bend.  Ind.  Brake  operating  mechanism. 
2.01  S.91.'  :  Oct.  29. 

Howald,  Arthur  M..  IMttsburgh.  Pa.,  assignor  to  Toledo 
Svntherir  Products,  Inc..  Tole<lo,  Ohio.  Resinous  ma- 
t."'riiils  and  prndudn^'  th.m       2.019.453;  Oct.   29. 

iloward.  Clifton  P.,  assignor  to  R<K-kwood  Sprinkler  Com- 
[Minv  of  Massjichusetfs.  Worcester,  Mass.  Sprinkler 
alarm  me.hanism.     2.019.134  ;  (H-t.  29. 

Howard.  Paul  N..  Seattle,  Wash.  Steplad<ler.  2.018.787; 
Oct.  29. 

Howe.  Wilfre<l  H..  Winchester,  assignor  to  Atlantic  Pre- 
cision Instrument  Company,  Maiden,  Mass.  Measuring 
mechanism       2,018.073:   Oct.    29. 

Howe.  William  H.  (See  Shuttleworth,  H.  L..  Underwood. 
nnd  Howe.) 

Howell.  Alltert  S.,  assignor  to  The  Bell  h  Howell  Com- 
pany, « ■^'i.a-'o,  HI.  Photographic  printing  machine. 
2.019.2»><» ;  ()<t.  29. 

Howell,  Alhert  S  .  assignor  to  The  Bell  A  Howell  Company. 
Chica'O.  111.  Intermittent  feed  mechanism.  2.019,201: 
Oct.    29. 

Hoyt,  Cornelius  F.,  Rochester,  N.  Y.  Combination  Intake 
and  heatln?  manifold  and  regulating  valve  therefor. 
2.01 9.0.^0  :  Oct.  29. 

Hut)ert.  Emil.  FVssau  in  .\nhalt.  W.  Irion,  Boblneen,  and 
H.  Mahn.  I»e8sau  in  .\nhnlt,  assltrnors  to  I.  G.  Farbenln- 
"histrle  .Kktieneesellschaft.  Frankfort-on-the-Maln  Ger- 
mauv.  Manufacture  of  fibroin  solutions.  2,019,225; 
Oct.   29 

HuL'uenln  Alhert.  Zurich,  Switxerland.  Lubricator. 
2.019.220:  Oct.  29. 

Humlwldt  I>enf7.motoren,  A.  O.  (See  Kremser,  Hans,  aa- 
''icnor,  > 

Humphner.  Ferdinand  W..  Oak  Park,  assignor  to  Mid- 
States  Gtimmed  Paper  Co..  Chicago.  111.  Pressure  sen- 
sitive adhesive  tap*'      2.019.010;  Oet.  29. 

Humphrey.  l><)ii  P...  as-slgnor,  by  mesne  assisrnments,  to 
United  States  Gvnsum  Company,  Chicago.  III.  Shingle. 
2,018,722  :   Oct.    29. 

Huppert.  William,  assisrnor  to  .Vmoex,  Inc.,  New  York, 
N    Y.     nasher.     2. 019, .309  ;  Oct.  29. 

Hnrtie.    T'arl    A..    St.    I'aul.    a.wlifnor    of    twenty    one-hun 
ilredths    to   G,    R.    Taylor,    and    forty   one-bundredths   to 
H.    Ia    Brady.   Minneapolis,   Minn,      Internal   comhnstlon 
inline   with    rotary   valve.      2.019.310;   Oct.    29. 

Hutchison.  John  P.,  et  «1.  (See  Hutchison.  William, 
assignor. ) 

Hutchison.  William,  assignor  of  one-flfth  to  A.  Cunning- 
h'm.  one  fifth  to  J.  F.  Hutchison,  and  one-flfth  to  C. 
Blunt    Kvanston.  HI.     Golf  club.     2.018.723:  Oct,  29, 

flu^to  F:n?ineerlng  Company.  (See  Hutto,  Marsden  C  . 
assiinor.) 

Hurto,  Mars<len  C.  a.ssiimor  to  Hutto  Engineering  Com- 
pany, Inc..  Detroit,  Mich.  Metal  cutting  or  reaming 
devl.-e.     2.018,674  :  Oct.  29. 

Hvdf.  Frank  P.,  SaUm.  Mass.,  assignor  to  Unltt^l  Shoe 
Machinery  Corporation.  Paterson,  N.  J.  Casting  boUow 
ohJe«ts.      2.01 8,675  :  Oct.  29. 

Hyde.  Ralph  C,  Ix>«  .\neeles,  Calif.,  assignor  to  Claude 
.Neon  FMectrical  Products  Corporation.  Ltd.,  Wllmlns^on, 
Del.  Electrode  for  gaseous  discharge  lamps.  2,018,9.%7  ; 
Oct.  29. 

Hvman.  Walter  J..  Westmoiint,  Quebec,  Canada.  Rail- 
way -ar  truck.     2.018.8.'>4  :  Oct.  29, 

I.  G.  Farbenin<lustrie  AktiensreselLschaft.  (S««  Hubert,  E.. 
Irion,  and  Mahan.  assignors.) 


I.    G.   Farl>eniu<lU8trie   Aktlengeaellschaft.      (8«e   Iler,    M., 

and  Klsenhut,  HsslKiiurs.  t 
Illsley,    F>ank    P.,    Norton    Towuship,    Muskegon    County, 

Mich.     Shutter  operating  uieuns.     -',01H,7-4  ;  Oct.  29 
Imperial  Chemical   Industries   Limited.      (See   Brownstlon, 

H.  W,.  and  Chadwick,  assignors.) 
Iui(>erinl  Chemical  Industries  limited.      (Se«'  Evan*.  J.  G., 

and  l.awrie,  assignors.) 
Imperial   <'hem|cal   IndustricH   Limited.      (Se«  Paine,   Clif- 
ford.   assl,'nor. ) 
ImshauK.    .\rnold.    atwltrnor    ti>    The    Goaa    Printing    PretM 

Company,  Chicago.  111.     Folding.     2,01s,856  ;  Oct.  29. 
Independent  Air  Filter  Couioanv.      (See  Dahlman,  Verner, 

assignor.) 
Indiana  Steel  k  Wire  Company.      (See  Crapo.  Frederick  M., 

assignor. ) 
Indiana  Steel   &  Wire  ('ompany.      (See  Fowie,  F.   F.,  and 

Crapo.  assignors.) 

Ingersoll  Rand  Company.  (See  Slater,  Fred  M,,  as- 
signor. ) 

Insullte  Comiiauy,  The.  (See  Brill,  P.  B..  and  EllU. 
assignors. ) 

International  Bnsineaa  Machine*  Corporation.  (See 
Friden.  Carl  M    F.,  aaalcnor.) 

Irion.    Wllhelm.      (See  Hubert.  E.,    Irion,  and    Mahn.) 

Isacson,  Oscar  L.,  QotheBburg.  Sweden.  Box  for  packing 
eggs  ami  similar  fragile  oojects.      2,019,414  ;  (K-t.  29, 

Isler,  Theo<lor       (See  Dossena,   Gaetano  K.,  assignor,) 

Jacobson.  Ralph  A.  lS««  Carotbers,  W.  11..  Berchet,  and 
Jacobson.) 

Jaeger.  Karl.  Brandenburg-on-tbe-Havel,  Germany.  Rail- 
way buffer  stop.     2.019,185  ;  Oct.  29. 

Jasper.  Elmer  P.,  Richmond.  Mich.  Ash  tray.  2.019J227  ; 
Ckt.  29. 

Jaydel  Novelty  Manufacturers.  Inc.  (See  Coughlln, 
Joseph  I).,  aaaignor.) 

Jayne.  David  W.,  Jr.      (.See  Chrlatmann,  L.  J.,  and  Jayne. ) 

Jeffrey,  Max  L..  Shaker  Heights,  T  11.  Elckh.iff.  Cleveland 
Heights,  and  F.  D.  Sanborn,  Jr  ,  assignors,  by  mesne 
assignments,  to  The  M.  L.  Jeffrey  Corporation.  Cleve- 
land,  Ohio.      Contacting  device.      2.019,051  :  (k-t    29. 

Jeffrey.  M.  L.,  Corporation.  The.  (See  Jeffrev,  M.  I... 
EUkhoff.  and  Sanborn,  assignors.) 

Jochem.  Oskar.  (•relz-r>olau,  and  T.  Hennlg.  GreU.  as- 
siicnors  to  firm  /vschimmer  &  Schwa n  Chemische  Fabrlk 
Dolau,  GreizDolau,  (Jermany  Aluminh.^n  formate  and 
making   the   same,      2,(il!<.415;   Oct.    29. 

Johansson,  ErncBt  (J.,  Watertown.  assignor  to  The  I'almer 
Electric  k.  Manufacturintr  Co.,  Waltham,  Mass.  Elec- 
tric switch.     2.019,416  :  Oct.  29. 

Johns-ManviUe  Corporation,  (See  O'Brien.  Howard  J., 
assignor. ) 

Johnson,  Alexandra  K.,  Plattsborg,  N.  Y.  Headlight. 
2,018,788:  Oct.  29. 

Johnson  Automatic  Sealer  Co.  (See  Richard.  Charles  F., 
assignor  ) 

Johnson,  Bror  A.  E..  and  G.  Orstrdm,  .listen,  asulgnors  to 
Aktiebolaget  Oerh,  Arehns  Mekanlska  Verkstad.  Stock- 
holm. Sweden  Apparatus  for  shaping  and  itackaglng 
cigars.      2,019.0HO  :    Oct.   29 

Johnson  Brothers  FJrcineerlnic  Corporation.  (See  John- 
son. H.   L..  an<l   Karaslnskl.  asslxnors.) 

Johnson,  (Jeorge  W  .  Cincinnati,  assignor  to  The  Ameri- 
can laundry  Msctiinery  Company.  .Norwo<><l.  Ohio. 
Dry    cleaning   apparatus       2,019.011;    Oct     29 

Johnson.  Harry  L.  and  K  Karasinskl.  Waukegan.  111., 
assignors  to  Johnson  Brothers  Eiiirineering  Corporation, 
South  Bend,  Ind  outlioard  motor  2,oi!»,l,36  ;  Oct. 
29. 

Johnson,  Wallace  C.,  South  Orange,  and  A.  K.  Maskrey, 
North  Ix)ng  Branch.  N.  J.,  assignors  to  The  Plykrome 
Corporation.  New  York.  N.  Y.  Making  composite  metal 
plates,      2.018  725:  Oct    29. 

Johnston,  Archibald  W  (See  Walte.  Charles  K.,  as- 
signor.) 

Johnston.  Marriott  T..  assignor  to  Walgreen  Co.,  Chicago, 
111.      Knockdown    cahir>et    fixture.      2.019,1.37;    Oct,    29 

Jones,  Ix)uis  F  .  and  E  W  Radius,  assignors  to  Goodman 
Manufacturing  Company,  Chicago.  111.  Device  for  eon- 
trolling  electric  circuits.      2,018  958;  Oct.  29. 

Jordhoy,    Hans    C  .    North    Plalnfleld,    N.    J.,    assignor    to 

Wood    NewHiMiper     Machinery    Corporation.     New    York. 

NY       Constant  level  Ink  fountain,      2  018.9.59  ;  Oct    29. 
Jorgensen.     F'noch    B..     I>o8    .Xngeles.    Calif.,    assignor    to 

Viber   Company    I,lmite<l.      Concrete   vlhrating   machine. 

2.018  789  :  Oct    29. 
Joyce,  M    L       (See  Rush.   Leo  E.,   assignor  ) 
Kagi.  Rudolph  H  .  Grantwowl.  N    J.,  assignor  to  Heberleln 

Patent    Corporation.    New    York.    N.    Y       Artificial    fiber 

and   producing  same       2.019.185;  Oct.   29. 
Kaiser.    Harrv    S  .    assignor    to    H      S.    Kaiser    Company, 

Chicago.    111.      Air    filter       2.010.186:    Oi  t.    29. 
Kaiser.  H.  S.,  Comoanr.      (See  Kaiser.  Harrv  S  .  nsslgnor.) 
Kalb.  I>ewi8  P.      (See  Meyer,  A.  J  .  and  Kalh  ) 
Karasinskl.    Romuald.      (8c«   Johnson,    H.    L.,    and    Kara 

sinskl.) 
Karpen.    S,    &    Bros.      (See    Van    Derveer,    Clarence    A., 

assignor,  i 
Katadvn.    Inc       (See   Krause,   George  A  ,   assignor.) 
Kauffrhan.    Mmund  J     (tlrard.  assimor  to  Valley   Mould 

and    Iron     Corporation,     Hubbard.    Ohio       Method    and 

mold   for  eliminating  Ingot   surface  defects.      2.018,762  ; 

Oct.  2». 


LIST  OF  PATENTEES 


XXI 


Kanffman.  George  C.  Pkiladelphia,  Pa.  Fastening  devk^. 
2,019,262  :  Oct.  29. 

Kean.  Otbo  V..  Bronxvllle,  N.  Y..  assignor  to  F.  P.  War- 
field,  New  York,  N.  Y.  Photographic  device  and  meth- 
od.     2,018,891  :  Oct.  29. 

Keen,  John  S.,  Philudelphla,  Pa.  Reversing  mechanism 
for   poppet    valve    gear   cam   Iwxes.      2,01^.790;   Oct.   29. 

Kelly,  James  P.,  and  A.  Pike,  assignors  to  Kelly  OU  Sales 
Corporation,  Arlington.  Mass.  OU  burner.  2,019.012; 
Oct.  29. 

Kelly  oil  Sales  Corporation.  (See  Kelly,  J.  P.,  and  Pike, 
assignors.) 

Kelsev-Hayes  Wheel  Company.  (See  Ash,  Charles  8., 
assignor. ) 

Kelsey  Haves  Wheel  Company-,  The.  (See  Le  Jeune, 
Frank  li.,  assignor.) 

Kelvinator  Corp»)ration.  (See  PhllIpp,  Lawrence  A.,  as- 
signor.) 

Kemet  laboratories  Company.  (See  McQuade,  John  D., 
assignor.) 

Kemp.  Charles,  assignor  to  Kemp  Lock,  Inc..  New  York, 
N.  Y.     Lock.     2,019.2«8;   Oct.  29. 

Kemp  Lock,  Inc.      (See  Kemp.  Charles,  assignor.) 

Kenny,  Roland  J  (See  Cottlngham.  Edward  B.,  as- 
signor.) 

Kern.  Bernard.  Syracuse,  N.  Y.  Pneumatic  cleaner. 
2.018,791  ;  Oct.  29. 

Kerm.  waiter.  SIssnch.  near  Basel,  assignor  to  the  tirm  of 
Society  of  Chemical  Industry  in  Basle,  Basel,  Switxer- 
land. Manufacture  of  hydroxypyrene.  2.018.792  ;  Oct. 
29 

Kerotest  Manufacturing  Company.  (See  Mueller,  Rich- 
ard W.,  assignor.) 

Kerr.  Samuel  I,.,  Philadelphia.  Pa.,  assignor,  by  mesne 
assignments,  to  Baldwin  South\vark  Corporation.  Gov- 
ernor control  mechanism.      2,018.793;  Oct.  29. 

Key  Boiler  Equipment  Company.  (See  Key,  Frederick  E., 
assignor.) 

Key,  Frrderlck  E.,  St.  I>ouls,  Mo.,  assignor  to  Key  Boiler 
E«iulpraent  Company,  East  St.  Ix>uls,  III.  Tube  con- 
ne<tlng  device.      2.018.726;  Oct.  29. 

Klbbe.  James  I..  Muskegon,  assignor  to  Campbell.  Wrant 
ic  Cannon  Foundry  Company,  Muskegon  Heights,  Mich. 
Internal  combustion  engine.     2,018.727;  Oct.  29. 

Kile,  Rexln  P  .  RIverton.  Wvo.  Power  transmitting  mech- 
anism.    2.019.187  ;  Oct.  29. 

KImliall.  Leo  B..  New  Haven.  Conn.,  assignor  to  Fuel 
Development  Corporation.  Eliminating  knocking  in  In- 
ternal  combustion  engines.     2.018,892  ;  Oct.   29. 

Klmloill.  lyeo  B.,  .New  Haven,  Conn.,  assignor  to  Fu«l 
Development  Corporation.  Ignition  control  device. 
2.018,893  ;  Oct.  29. 

Klndig,   Albert   E.      (See   Pollock.   G.  L..  and  Kindlg.) 

King  Frederick  W  ,  Barking,  aasignor  to  The  Cape 
Asi>estos  Company  Limited,  London.  England  Manu- 
facture of  beat  non-conducting  coverings  for  pipes  and 
the  like.     2,019,417  :  Oct.  29. 

Klnne.  Edmund  P.,  Alliance,  Ohio,  assignor  to  American 
Steel  Foundries.  Chicago,  lU.  Draft  gear.  2,019,311 : 
Oct.  29. 

KIrhv  Julian  N..  assignor  to  St,  Paul  Machinery  Manu- 
factoring  Company.  St.  Paul,  Minn.  Wood  carving  ma- 
chine.     2.01h.703:  Oct.  29. 

Kirk.  Claude  R       (See  Collison.  E.  B..  and  Kirk.) 

Klrsten  Kurt  F.  J..  Seattle.  Wash.,  assignor  to  Klrsten 
Lighting  Corporation.  Gas  arc  lamp.  2.018,858;  Oct. 
'29. 

Klrsten  lighting  Corporation,  (See  Klrsten.  Kurt  F.  J., 
assignor. ) 

Kleeman.  Richard  D..  Scbenectadv.  N.  Y  ,  assignor  to 
General  Mectrlc  Company.  Synthetic  resin.  2,019.349  ; 
Oct.  29. 

Kllesrath.  Victor  W..  South  Bend.  Ind..  assignor  to  The 
Steel  Wheel  Corporation.  Chicago,  111.  Vehicle. 
2,019.139:  Oct.  29. 

Kllesrath.  Victor  W  .  and  R  P.  Breese.  South  Bend.  Ind., 
assignors  to  The  Steel  Wheel  Corporation.  Chicago.  111. 
Internal  combustion   engine.     2.019.1.38;   Oct.   29. 

Knelbler.  Art^'ur  R.,  Kenosha,  assignor  to  Coopers  Inc., 
Kenosha.  Wis.      Undergarment.     2.019,140:  Oct.  29. 

Knight,  Samuel  H.,  assignor  to  Follmer.  Clogg  &  Co.,  Lan- 
caster,  Pn.      Parachute.      2,019.437  ;  Oct.  29. 

Kniskern.  Walter  H.,  Petersburg.  Va..  assignor  to  Atmos- 
pheric Nitrogen  Cori>oration.  New  York.  N.  Y.  Process 
and  apparatus  for  dlst>enslng  measured  quantities  of 
llnu»fl«'d   gas.     2.018.857;   Oct.  29. 

Knowles.  John  T..  nsslgnor  to  IJbby.  McNeill  &  LIbby, 
Chlcafro.  Ill,  Food  product  and  producing  same. 
2,019.141  :  Oct    29 

K«>t>erlch.  Rudolf.  Berlin-Tegel.  Germany,  assignor  to 
General  Electric  Company.  Remote  control  and  Indi- 
cating arrangement.     2,019.350  :  Oct,  29. 

Koch.    Victor    A.      (See    Schutxnledrig,    Rwald.    assignor.) 

Koenlgkramer.  Frank  and  F..  Cincinnati.  Ohio.  Osteo- 
psthlc  treatment  or  adjustment  device.  2.019,228;  Oct. 
29. 

Koenlgkramer.  Frederick.  (See  Koenlgkramer,  Frank 
and  F.V 

Kohlhagen,  Walter.  Waterbury,  Conn.  Synchronous  elec- 
tric motor.     2,018.676;  Oct.  29. 

Kohlhagen.  Walter,  Waterbury.  Conn.  Synchronous  elec- 
tric motor  and  rotor  therefor.     2.018,677:  Oct.  29. 

Koons,  Charles  V  .  assignor  to  American  Engineering  Com- 
pany, Philadelphia,  Pa.  Steering  mechanl.tm. 
2,019,264  ;  Oct.  29. 


Kopf.  John  C.      (See  Kopf.  Joseph  L..  and  J.  C. ) 

Kopf.  Joseph  L..  East  Orange,  N.  J.,  and  J.  C.  Kopf.  as* 
8ign(>rs  to  Jabez  Burns  &  Sons,  Inc.,  New  Y^ork,  N.  Y. 
Grinding  mill.      2,019,013;   Oct.   29. 

Koppel,  Rudolf  H.,  Aachen,  Germany.  Ualversal  rolHnsr 
mill.     2.019,081  ;  Oct.  29. 

Krause,  (Jeorg  A.,  Munich.  Germany,  asslgtJor  to  Kntadyn, 
Inc.,  Dover,  l>el.  Steillxins  ll<|uids.  2.018.916;  Oct. 
29. 

Krautheim.  William  C.  (See  HaU4|uist.  l.  O.,  and  Kraut- 
helm.) 

Kiuutiteim.  William  C,  St.  IjouIk.  Mo  .  assignor  to  Gen- 
eral Steel  Castings  Corporation.  Granite  City,  III. 
Railway  truck.     2.019.;J12  ;  Oct.  IMt 

Kreba  Pigment  k  Color  Corporatlou.  (Se«>  Heckert,  W.  W., 
and  I'atten^on,  assicnors.  i 

Kremser,  Hans,  Bergl8ch-(^ladbach,  assignor  to  Humlioklt- 
Deutxmotoren,  A.  G.,  Cologne-Deutz.  tJerniany  Mount- 
ing lor  internal  combustion  engines      2.01H.794  :  Oct.  29. 

Krlvltiin.  Ira.      (See  Smith.  William    1  .   aKsl'.;Dor.) 

Krost.   Bruce   B.      (See  May.   Gilbert    K..  assignor.) 

Kruraholz.  Alfred  F..  Chicago.  111.  Mechanism  for  laying 
out  curves.     2.018,8J>4  ;  Oct.  29. 

Kuever.  Rudolph  A.,  Iowa  City,  Iowa.  a«.><iguor  to  The 
Pepsodent  Co.,  Chicago,  111.  Dentifrice.  2.019,142; 
Oct.    29. 

Kuhn.  Frederick  A.,  Meriden,  assignor  to  The  Lyman  Gun 
Sight  Corp..  MiddleflHd.  Conn.  Telescope  sight  mount- 
ing.    2.018,960;  Oct.  29. 

Kuhn,  Frederick  A..  Meriden.  assignor  to  The  Lyman 
Gun  Sight  Corp..  Mlddlefleld.  Conn.  Telescope  sight 
mounting.     2.018.961  ;  Oct.  29. 

Knhne.  Beat,  Lewlstown,  Mont.  Bottle  cap  or  closure. 
2,019.014  :  Oct.  29. 

La  Bour,  Harrv  E..  Homewood,  111.  Centrifugal  pump. 
2.019.143  ;  Oct.  29. 

Iji  Brie,  Lndger  E..  assignor  to  Bendlx  Brake  Company, 
South  Bend,  Ind.     Brake.     2,018,9<12  ;  Oct.  29. 

Lagerholm,  Carl  J.,  Attlehoro,  as.'^lguor  to  Evans  Case 
Cnnipanv,  North  Attlel>oro  Mass.  l.ighter  construction. 
2019,43^  ;  Oct.  29. 

I^agerholm,  Carl  J.,  Attleboro.  assignor  to  Evans  Case 
Company,  North  Attlelwro,  Mass.  Pyropbo  ic  lighter. 
2.019,433  ;  Oct.  29. 

Laird,  Joseph  S..  assignor  to  Ford  Motor  Comi>any.  Dear- 
born, Mien.  Producing  magnesium  chloride.  2,019.265  ; 
Oct.  29. 

Land.  Ewln  H..  Wefllesley  Farms.  Mass..  assignor  to  Sheet 
Polarizer  Company,  Inc..  I'nlon  City.  N.  J.  Photo- 
graphic  apparatus  and  method  of  photography. 
2.018,963;  Oct.  29. 

Lsndgraf,   Fred.      (See  I>'wls,  P.   M.,  and  I>andgraf.) 

l^ndls.  (Jeorge  G..  Clevelaml,  Ohio,  assignor  to  The  Lin- 
coln Electric  Company.  Dynamo  electric  machine. 
2,019,082  ;  Oct.  29. 

Landls  k  Gyr.,  A.-O.       (See  Landolt.  Hermann,  assignor.) 

I,.andlB  Tool  Company.  (See  Balslger,  Harold  K.,  as- 
signor.) 

I>andls   Tool   Company.      (See   Ott.  Conrad   L..   assignor.) 

I^andls  Tool  Company.     (See  Steiner.  Amos  P..  assignor.) 

Landolt,  Hermann.  Krlens  near  Lusern,  Switzerland,  as- 
signor to  Landls  k  Gyr,  A.-G.  Summation  meter. 
2,018.868  ;  Oct.  29. 

Lane  Company.  The.      (See  Loftln.  Orady  A.,   assignor.) 

I^ng,  William"  E.,  I>«'xington.  Ky.  Method  and  apparatus 
for  increasing  recovery  from  oil  sands.  2.019.418  ; 
Oct.   29. 

Larsen.  Axel.  Aall>org,  Denmark,  assignor  to  F.  L.  Smidth 
k    Co..    New    York,    N.    Y.      Grinding    mill.      2,019,494 ; 

I^rson.  Ernest  A..  Newberry,  Mich.  Hoist.  2,018,795; 
Oct.   29. 

l4»throp.  Harold  F.,  Fort  Wayne,  Ind..  assignor  to  Gen- 
eral Electric  Company.  Air  conditioning  apparatus. 
2,019,351  ;  Oct.  29. 

I.Awrence  Paper  Company,  The.  (See  Hill  Ir>ing,  and 
J.  D.,  assignors.) 

Lawrie.  ly^slle  G.      (See  Evans,  J.  G.,  and  Lawrie.) 

Lawson.  James  I..  Wadesboro,  N.  C.  Dental  articulator. 
2.018.079;  Oct.  29.  ^    ,    .     „     . 

Lawson.  Walter  E..  Woodbury,  assignor  to  E.  I.  du  Pout 
de  Nemours  k  Company.  Wilmington.  Del.  Isomerixa- 
tlon  of  rubber.     2.018,078:    Oct.   29. 

Layton.  Joseph  E..  Seattle.  Wash.  Protective  headgear 
for  chickens.     2.018.796:  Oct.  29. 

Lazier.  Wilbur  A.,  Marshallton,  assignor  to  K.  I.  du  Pont 
de  Nemours  &  Company,  Wilmington,  DeL  Hydrogeua- 
tion  of  pyridine  bodies.     2.018,080  :  Oct.  29. 

Ijizler.  Wilbur  A..  Marshalltown,  assignor  to  E.  I.  du  Pont 
de  Nemours  &  Company,  Wilmington.  Del.  Hydrogeua- 
tlon  of  pyridine  bodies.     2,019,419  ;  Oct.  29. 

Leach,  William  W..  Wqrren.  assignor  to  The  Aetna 
Standard  Engineering  Company.  Youngstown.  Ohio. 
Roll   polishing    apparatus.      2.018.728;   Oct.   29. 

Leach.  William  W.,  Warren,  assignor  to  The  Aetna-Stand- 
ard Engineering  Company.  Youngstown,  Ohio.  Roll 
polishing  apparatus.     2.018,729;  Oct.   29. 

Leahy,  James  F.,  assignor  to  Atlas  Tack  Corporation. 
Falrhaven.  Mass.  Coloration  of  aluminum  articles, 
2,019,229  ;  Oct.  29. 

I>ehman  Company,  The.  (See  Kehman  William  C,  as- 
signor.) 
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I>>hman.  William  C.  asslKuor  to  The  Lehman  Company 
of  America,  Inc.,  Cannelton,  Ind.  Desk.  2,019,455 ; 
Oct.   29. 

Lt-ibe,   Frank  A.      (See  Gre«D.  B.  I.,  and  Leibe.) 

Leibe,  Frank  A.,  yuakertown,  I'a..  assignor  to  American 
Telephone  and  T«>lexraph  Company.  Unattended  repeat- 
er system.     J. 018.859  :  Oct.  29. 

r^*  Jeune,  Frank  H.,  assignor,  by  mesne  assignments,  to 
The  Kels»*y  Hayes  Wheel  Company,  Detroit,  Mich. 
Wheel.     1\UIU.145  ;  Oct.  29. 

Lejeiine,  L4ou  S.  M..  Wasquehal,  and  J.  E.  C.  Bonxrand, 
Paris,  France.  Facilitating  the  penetration  of  latex 
into  textile  fibers,  threads,  tissues,  cords,  and  other 
textile    materials.      2.019,420;    Oct.    29. 

I>'long,    Lucien,    Inc.      (See    Stein,    Joseph   S.,   assignor.) 

Lempco  Products  Inc.  (See  Blazek,  J.  Y.,  and  Anderson, 
as-Mignors. ) 

I.t-onard,  Frederick  C,  Cranston,  R.  I.  Thermostatic  con- 
trol  mechanisms.      2,019.144;   Oct.   29. 

Lewis-American  Airways,  Inc.  (See  Lewis,  P.  M.,  and 
I^andnraf.  assignor?.) 

Lewis,  Lawrence  W.,  Beverly  Hills,  Calif.  Drying  hy- 
droscopic material  and  the  product  thereof.  2,018,797; 
Oct.    29. 

Lewis.  Paul  M..  and  F.  Landuraf,  Denver,  Colo.,  assignors 
to  Lewis  American  .Airways,  Inc.  Aircraft.  2,018,730: 
Oct.    29. 

I.ewis,  Robert  B..  assignor  to  Tinius  Olsen  Testing  Ma- 
chine Company,  Philadelphia,  Pa.  Stress-strain  control 
for   recording   instruments.      2,019,313 ;   Oct.    29. 

Libbey-Owens-Ford  Glass  Company.  (See  Crowley,  J.  P., 
anJ  Mambourp,  assignors.) 

Libbey-Owen.s  Ford  Gla>s  Company.  (See  Gipe,  J.  C,  and 
•Jrowlf'y,  assignors.) 

Libby.  McNeill  &  Libby.  (See  Knowles,  John  T.,  as- 
signor.) 

Liebenberg,  Arthur  J.,  assignor  to  The  Warner  EleTator 
Company,  Cincinnati,  Ohio.  Power  operated  elevator 
door.     2,019,456  ;  Oct.  29. 

Lilly.  George  D.  (See  De  Bakey,  M.  B..  and  Schmidt, 
assignors.) 

Lincoln  Electric  Company,  The.  (See  Landls,  Geo :ge  G.. 
assignor. ) 

Lincoln  E^ngineering  Company.  (See  Fox,  A.  P.,  ana 
Holmes,   a.xsignors.) 

Liiidow,  Rudolph  F.,  assignor  to  Chain  Belt  Companv. 
.Milwaukee,    Wl.o       Batchmeter.      2,018.964;    Oct.   29. 

Lindsay,   Norman   W.      (See  Allison,  L.  R.,  and  Lindsay.) 

Lindsey,  Thoma.s  G.,  Charleston,  W.  Vn.  Handle. 
-'.018.8V«5  :  Oct.  29. 

Undstaedt.  Frank  F.  (See  Llttooy,  J.  F.,  and  Lind- 
>taedt.) 

Link.  Edgar  T.  Allentown,  Pa.  Attachment  for  refrig- 
erating system."*.     2.019,421  ;  Oct.  29. 

Lipe.  W.  C,  Inc.      (See  Spa*e  Charles,   B.,  assignor.) 

Lipman.  Carl  E.  L.,  as.-^ignor  to  Lipman  Patents  Corpora- 
tion, Chicago,  111.  Bucket  pressure  unluader.  2.018  917- 
Oct.   29. 

Lipman  Patent.s  Corporation.  (See  Lipman,  Carl  E.  L. 
assignor.)  ' 

Lithgow.  John,  Blue  Lsland,  and  G.  E.  Gray,  Chicago,  111 
a.ssignors  to   North   American   Car   Corporation      Ther- 
mostatic control.     2.019,472  ;  Oct.  29. 

Little,  Edwin   <J.      (See  McWhirter,  W.  C,  an.i  Little.) 

Llttooy,  John  F..  San  Francisco,  and  F.  Floyd  Undstaedt. 
Oakland.  Calif.,  a.^slgnors  to  Hercules  Glue  Company. 
Composition  for  Insecticidal  or  fungicidal  use  and  pi e- 
parlng  the  ^ame.     2.018.681  :  Oct.  29. 

Llvermore,  William  T..  Wcstfleld,  N.  J.  Transmission 
mechanism.     2,019,146;  Oct.  29. 

Livingston.  Orrin  W.  Schen»»ctady,  N.  Y.,  assignor  to 
General  Klectric  <"onipany.  Electrical  control  circuits. 
-•.019,3."2  :  Oct.  29. 

Lodge,  Edmund  <J,,  Oak  Lane,  a.ssignor  to  H.  H.  Eby 
Philadelphia.   Pa.     Resistor.     2,019,457  ;  Oct.  29. 

Loehle,  Carl,  Zurich,  Swlfzerland.  .Apparatus  for  filling 
tins  with  a  i:as  heavier  than  air.     2.019,422;  Oct.  29 

Lofstrand.  Anders  R.,  Jr.,  Washington,  D.  C,  a.<i8lgnor  to 
A.  R.  Lofstrand.  Sr.  Top  brush  setting  or  adjusting 
and   retaining  mechanl.sm.      2.019,423  ;   Oct.   29 

Lofstrand,  .\nders  R.,  Sr.  (See  Lofstrand,  Anders  R.,  Jr., 
a,i*»i^nor.  t 

Loftin,  Grady  A..  a.s8ignor  to  The  Lane  Company,  Inc , 
AltaVista,  Va.  Chef«t  or  similar  receptacle.  2,019,083  , 
Oct  29. 

Logan,  John  W..  Jr  ,  Edgewood.  assignor  to  The  Westlng- 
hou.se  Air  Brake  Company,  Wilmerdlng,  Pa.  Brake  con- 
trol means.     2,019.314;  Oct.  29. 

l/one  Star  Cas  Company.  (See  Bacon.  Thomas  S.,  as- 
slgnfir.  I 

Long,  Guy  F.,   Westboro,  Mo.     Calipers.      2,018,731  ;   Oct. 

Long,  Herbert  J.,  assignor  to  United  American  Bosch  Cor- 
poration, Springfield,  Mass.  Water  heater.  2,019,458 ; 
Oct  29. 

Loomls.  Fred  J..  Haddonflold.  N.  J.,  and  E.  W.  Reynolds. 
Dreiel  Hill.  Pii..  assignors  to  Radio  Corporation  of 
America.      Soundhead.      2,019,147  ;  Oct.   29. 

Lord.  Hugh  C.,  Erie.  Pa.     Joint.     2,010.052;  Oct.  29 

l^rd.  Hugh  C.  Erie,  Pa.     Support.     2.018.860  ;  Oct.  29. 

Lorentz,  Valentin,  Dresden-Hohendolzschen,  assignor  to 
Carl  Bergmann.  Dresden-A.,  Germany.  Method  and  de- 
vice for  separnflng  coherent  tobacco  leaves.  2.018  918; 
Oct  29. 


Low,  David.  Ashvllle,   N.  C.     Variable   speed   mechanism. 

2.019,424  ;  Oct.  29. 
Lower,  Frederick  A.,  Wichita  Falls,  Tex.     Hydraulic  pump- 
ing apparHtus.      2,019,353;   Oct.   29. 
Lower,  Melvln  S  ,  Wadsworth,  assignor  to  The  Sun  Rubber 

Company,  Bari>erton,  Ohio.    Articulated  doll.    2,019,148; 

Oct  29. 
Lox  Seal  Corporation.    (See  Bebrman,  Marcus  B..  ahsignor.) 
Lubrication   Corporation,   The.      (See   Bock,   Clarence   H., 

assignor. ) 
Lubrication  Corporation,  The.     (See  Watson,  John  A.,  as- 

.slgnor. ) 
Luce,  Charles  R..  Brooklyn,  N.  Y.     Sound  producing  box. 

2.019,425;  Oct.  29. 

Luley,  Frank.      (See  Cunningham.  A.,  and  Luley.) 
Lyman  Gun  Sight  Corp.,  The.     (See  Kuhn,  Frederick  A., 

assignor.) 
Lyon,  llancel  M.     (See  Rice,  W.  H.,  and  Lyon) 
Lyon,  Leland  li.,  New  Rochelle,  N.  Y.     Building  construc- 
tion.    2,019.230;  Oct.   29.  *  i     t 

Mabry,   Frank  W.,  Charleston,  Mo.      Handle.      2.019,426; 

Oct  29. 
Muccarone,    Fred,    Brooklyn,    assignor    to    Del-Mac    Shoe 

Process    Corporation,    New    York,    N.    Y.      Shoemaking 

method.     2,019,459  ;  Oct.  29. 
Mack,  Edward  A..  Huntington,  W.  Va.,  assignor  to  Burndy 

liiiglneeriug   Co.    luc.    New    York,   N.    Y.      Service   drop 

connecter  and  system.     2,019,149  ;  Oct.  29. 

Madden,  Louis  J.,  Syracuse,  N.  Y.  Electrical  control  sys- 
tem.    2,018,798;   Oct.  29. 

Mahau,  Josepn  R..  Fort  Worth,  Tex.,  assignor  to  The  Na- 
tiiwal  superior  Company,  Toledo.  Ohio.  Welded  struc- 
ture.    2,019,460  ;  Oct.  29. 

Maun,  Herbert.      (See  lluuert,  E.,  Irion,   and  Mahu  ) 

Mahou,  R.  C,  Company,  The.  (See  Miller,  William  O.. 
assignor.)  ' 

Maitland,  Frank  K.,  Hermosa  Beach,  assignor  to  J  F 
Meyer,  Fllntridge,  Calif.     Game  board.     2,019,160  ;  Oct! 

Mallgraf,  Ferdinand,  Little  Neck,  Long  Island  N  Y  Col- 
lapsible receptacle.     2,019,2;J1  ;  Oct.  29        •      •     • 

^*",".Vf^^o^*Vy"'  ol^*''''*''  ^^''^-  Uuitlon  distributor. 
-:,0l»,427  :  Oct.   29. 

-Mambourg,  .Nestor.      (See  Crowley,  J.  p  .  and  Mambourg.) 

Manclnl,  Carlo.  Stratford,  Conn,    i'artlng  strip.    2,018,910  ; 

Oct  ^y. 

-Manger,  Charles  F.      (See  Deans,  F.   E..  and  Manger  ) 
Maiine^Moe,   New  York,  N.  Y.     Finger  ring.     2,0l9;053  ; 

Mam.  Henry  A.,  Richmond  HUl,  N.  Y.   Cabinet.  2,019,064  ; 

Oct  29.  ' 

Marcel    Francois  R.,  Brooklyn,  N.  Y.     Hair  waving  device. 

Margerison,  Albert  B.,  assignor  to  Northwood  Hosiery 
Company,  Philadelphia,  Pa.  Nonrun  barrier  for  knitted 
8to<  kings.      2,019,232  ;   Oct.    29. 

Maschlnenfabrlk  Augsburg  NUrnberg  A.  G.  (See  Endrea, 
Wlli:elm,  assignor.) 

Marks,  Barnard  M.,  Arlington,  N.  J.,  assignor  to  Dupont 
Viscoioid  Company.  Wilmington,  Del.  Urea-condensa- 
tion  resinous  compositions.     2,019,364  ;   Oct    29 

Maskrey,  .\lfred   E.      (See  Johnson,   W.  C,  and  Maskrey  ) 

•Ma.xtney,  Edward  J.  (See  Dressel,  H.  M..  Allison,  and 
Mastney. » 

-Matthews  Manufacturing  Company.  (See  Pomerov.  Glen- 
don  M.,  assignor.) 

Maurer,  John  A..  Jr..  New  York,  N.  Y.,  assignor  to  Radio 
Corporation  of  America.  Sound  reproducer  and  optical 
system  therefor.     2.019,152  ;  Oct.   29 

May,  Gilbert  R.,  Cleveland,  Ohio,  assignor  to  Bruce  B. 
Tml*-.,o.**A'"^f'**r^*^''''°*       display      lighting       fixture. 

Mclallum,  Albert  R.     (See  Miller,  E.  P..  and  McCallum.) 
McCombe,   William  G.,   West   Sublaco,   Western   Australia, 

Australia.    Machine  for  the  molding  of  tiles  and  the  like. 

2,019,428;  Oct.  29. 

McConkle,  James  E.,  Portland,  Oreg.,  assignor  to  Ameri- 
can Can  Company.  .New  York,  N.  Y.  Corrosion  inhibi- 
tion.    2.018.6K2  ;  Oct.  29. 

McCormick,  Allen.  Portsmouth.  Ohio.  Automobile  door- 
lock.     2,019,429  ;  Oct.  29. 

McCullough,  Campbell  R  .  Annlston,  -\la.,  assignor  to 
Swann  Research,  Incorporated.  Ualogenation  of  dl 
phenyl.     2,019.015  ;  Oct.  29. 

McKay.  John.  New  Orleans,  La.,  assignor  to  Cement  Gun 
Company,  Allentown,  Pa.  Fire  or  draft  stop  for  piers, 
wharves,  and   the  like.      2.019,188;  Oct.  29. 

McKinney  Tool  A  Manufacturing  Company.  (See  Rubin, 
Norbert.   assignor.) 

McLellan,  James  H.,  Vancouver,  British  Columbia,  Can- 
ada.    Drink  dispensing  machine.     2,019,016  ;  Oct    29 

McMackln,  John  C  .  Rldgway,  Pa.  Tobacco  pipe.  2,019,017  ; 
Oct  29. 

McMullen,  Charles.  (See  Baumann,  H.  N.,  Jr..  and  Mc- 
Mullen.) 

McNeil,  Charles  I.,  Bloomfleld,  assignor  to  Ellipse  Avia- 
tion Corporation,  East  Orane.  N.  J.  Electrical  appa- 
ratus.     2,019,430;    Oct.    29. 

McQuade,  John  D..  I^kewood.  Ohio,  assignor  to  Kemet 
laboratories  Company,  Inc.  Clean  up  agent.  2,018,966; 
Oct  29. 
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McWhirter,  William  C.  and  E.  G.  Little,  Wllkinsburg,  Pa., 
assignors  to  The  Union  Switch  &  Signal  Company,  Swiss- 
vale,      Pa.        Railway     switch     operating      apparatus. 
2,019,189;  Oct.  29. 
Mellves,  Adolph,  assignor  to  Foster  Brothers  Manufactur- 
ing Company,  St.  Louis,  Mo.    Folding  couch  or  davenport. 
2.019.266;    Oct.  29. 
Mergenthaler  Linotype  Company.    (See  Ackerman,  William, 

assiitPo  . ) 
Mergenthaler  Linotype  Company.      (See  Walsh,  John  B., 

assignor.) 
Mersereau.  Everard  C,  assignor  to   National  Brake  Com- 
pany, Inc.,  Huflfalo,  N.  Y.     Holding  and  releasing  mech- 
anism.    2.019,190;  Oct.  29.  ^    ^^. 
Mertz,  Theodore,  assignor  to  J.  L.  Younghusband,  Chicago, 

111.     Display  holder.     2.018.861 ;  Oct.  29. 
Metcalfe,  Robert  F.,  Los  Angeles,  Calif.     Clutch  operating 

mechanism.     2,019,315  ;  Oct.  29. 
Methvin,     Wilbur     E.,     Lawrenceburg,     Tenn.       Aircraft. 

2,019,018;  Oct.  29.  .    . 

Mette,    Herbert    B..    Lakewocd,    Ohio.      Retaining    wall. 

2.018,920;  Oct.  29. 
Meyer,  Andre  J.,  and  L.  P.  Kalb.  assignors  to  Continental 
Motors  Corporation,  Detroit,  Mich.     Clutch  mechanism. 
2,019,153;  Oct.  29. 
Meyer,    Arthur    8..    Cleveland    Heights,   assignor    to   The 
Browning  Crane  A  Shovel  Co.,  Cleveland,  Ohio.     Motor 
vehicle.     2,018,862  ;  Oct.  29. 
Meyer,  J.  Frank.     (See  Maitland,  Frank  K..  assignor.) 
Meyer,  Paul    IL,   Bellwood.  L.  Bethke,  Melrose   Park,  and 
J.    P.    Walker,    Mavwood,    assignors    to    Solar-Sturgess 
Mfg.    Co.,    Melrose"  Park,    Pa.      Inserting    bushings    in 
metal  barrels.     2,018,683;  Oct.  29. 
Meyercord,   George   R.,   Chicago,   111.,   and  C.   E.   Rozema, 
Grand  Rapids,  Mich.,  assignors,  by  mesne  assignments, 
to    Reconstruction    Finance    Corporation.      Gluing    and 
product  thereof.     2,018,733 ;  Oct.  29.  ^  ^    ^, 

Mid-States  Gummed    Paper  Co.      (See   Humphner,   Ferdl 

nand  W..  assignor.) 
Miller,  Earl  P.,  and  A.  R.  McCallum.  Detroit,  Mich.     Vend- 
ing machine.      2.019,019;   Oct.    29. 
Miller.  Bdward  E..  and  V.  C.  Miller,  Bryn  Mawr,  and  J.  E. 
Powell,  Issaquah.  Wash.,  assignors  to  National  Poultry 
Equipment  Co.     Machine  for  cleaning  eggs.     2.018,967  ; 
Oct  29. 
Miller,  Edward  J..  Clinton,  Mo..  H.  L.  Goodwin.  Sr..  Chi- 
cago. 111.,  and  E.   M.  Miller,  Clinton,  Mo.     Manufacture 
of  wheat  flour.     2,018,966;  Oct.  29. 
Miller,  Edgar  M.     (See  Miller,  E.  J..  Goodwin,  and  Miller.) 
Miller.    Matthew   J.,   Brooklyn,   assignor   to   Semet-Solvay 
Engineering  Corporation.    New  York,   N.    Y.      Ammonia 
recoverv.     2.018,^^63  ;  Oct,  29. 
Miller,  Nickolaus  F.,  Dx'lKht.  111.     License  plate  Identifi- 
cation  means.     2,018.799;  Oct.  29. 
Miller,   Vere  C.     (See  Miller,  Edward  E..  and  V.  C,  and 

Powell.) 
Miller,  William  G.,  assignor  to  The  R.  C.  Mahon  Company, 
Detroit.   Mich.      Closure   member.      2.019.084  ;   Oct.   29. 
Miller.  William  G  ,  assittnor  to  The  R.  C.  Mahon  Company, 
Detroit.      Mich.        Governor      for      closure      members. 
2.019  0<J5  :  Oct.   29. 
Milmoe.  Michael  J.,  Glen  Ellyn,  assignor  to  F.  B.  Redlngton 
Co.,  Chicago,  111.    Package  and  making  same.     2,019,191  ; 
Oct    20 
Milne,  wnilam.  Dumbarton,  Scotland.     Buoyant  clothing. 

2.019.086;  Oct.  29. 
Mlltenberuer.    Jacob    E.,    Jr.      (See    Bowser,    R.    R.,    and 
Miltenbrrger.)  ....... 

.Mink    Benjamin  L..  Glenolden.  Pa.     Merchandising  pack- 
age for  pins.     2,019.267  ;  Oct.  29. 
Mlnkel.  Reuben  S.,  Hollywood.  Calif.     Illuminated  decora- 
tion for  burial  caskets.     2.019.192  ;  Oct.  29. 
Mltc^^ell.    OrvlUe,    Dallas,    Tex.      Pressed-metal    cylinder. 
2.019  164 :   Oct.   29.  ,  ,        w     v 

Modersobn.  Aueust.     (See  Neelmeier,  W.,  and  Modersohn.) 
Mohawk    Carpet    Mills.    Inc.      (See    Shuttleworth,    H.   L.. 

Underwood,   and   Howe,   assignors.) 
Mojonnler  Bros.  Co.     (See  Taylor.  Carl  R..  assignor.) 
Mollckl.   Severyn  I.,  Denver,   Colo.     Aircraft.     2.018.734  ; 

Oct.   29.  „ 

Moloney    Raymond  T.      (See  Breitensteln,  Herbert  O.,  as- 

slenor.)  „ 

Monhelm.     Richard.     Berlln-Weissensee.     Germany.       Ma- 
chine for  t^^e  delivery  of  tokens.    2.019.268  ;  Oct.  29. 
Morev.  Leonard    New  Rochelle.  N.  Y.     Radioreceiver  con- 
trol.    2.019.316:  Oct.  29. 
Morris.  Douelas  C.  and  L    O.  Cockrill,  assignors  to  Fruit 
Packers     Supply    and     Equipment    Company,    Yakima, 
Wash.     Fruit  drier.     2.019  087  ;  Oct.  29. 
Morton.    I>awrence   D..   assignor   to   The   HInde   &   Dauch 
Paper   Co..    S'»"dus>fv.    0*iio.      Fireproof   thermal    insu- 
lator.     2.018.800;  Oct.  29. 
Motor  Terminals  Company.     (See  Fitch,  Benjamin  F.,  as- 
signor.) 
Moyer.   J.   Bird,   Company.      (See  Thlbert,   Joseph   A.   N., 

assltrnor.) 
Mueller.    Eugene,    and    P.    Pelber.    Owen    Sound.   Ontario. 
Canada.     .Annaratus  and  method  of  printing  designs  on 
hosier'-.     2  019,156  ;  Oct.  29. 
Mueller.  RIchnrd  W.,  assignor  to  Kerotest  Manufacturing 
Comranv,    Pittsburgh,    Pa.      Balanced    throttle    valve. 
2,019.193:  Oct.  29. 
Muggleton,  Gerald  D.     (See  Wells,  8.  D.,  and  Muggleton.) 
Muir,  John.     (See  Fenvyear,  G..  and  Muir.) 


Munters.  Carl  G.,  Stockholm,  Sweden.  Insulation,  particu- 
larly for  refrigerators  or  the  like.      2,019,194  ;  Oct.  29. 

Munz,  Karl.     (See  Drohmann,  C,  and  Munz.) 

Muschong,  Peter  J.,  P.  Parr,  and  J.  W.  Oberbeck,  as- 
signors to  United  Wood  Heel  Company,  St.  Louis,  Mo. 
Shoe-heel-concavlng  machine.      2.019.269  ;   Oct.   29. 

Mussells,  George  A.,  Reading,  Mass.  Sole  press. 
2.018,684  ;    Oct.    29.  ^  ,    ^ 

Myers.  Joseph  W.,  Philadelphia,  Pa.,  and  W.  H.  Cinder, 
Haddonfleld,  N.  J.,  assignors  to  Proctor  A  Schwartz 
Electric  Co..  Philadelphia,  Pa.  Flatiron  lift  stand. 
2,010,431  ;  Oct.  29. 

N.  V.  Philips  Gloeilampenfabrieken.  (See  Dlppel,  Cor- 
nells J.,  assignor.)  ^ 

Narvesen,  Frederick  C,  East  Rockaway,  and  M.  F.  Bates, 
assignors  to  Sperry  (iyroscope  Company,  Inc.,  Brooklyn, 
N.  Y.    Gyrovertical.     2,018,735  ;  Oct.  29. 

National  Brake  Company.  (See  Mersereau,  E)verard  C, 
assignor.) 

National  Cornstalk  Processes,  Inc.  (See  Hartford,  Charles 
E.,  assignor.) 

National  Poultry  Equipment  Co.  (See  Miller,  Edward  E., 
and  V.   C,  and  Powell,  assignors.) 

National  Superior  Company,  The.  (See  Mahan,  Joseph  R., 
assignor.)  ^,  ^ 

Nebelung,  Rudolf,  Berlin  Steglitz,  assignor  to  Siemens  & 
Halske  Aktiengesellschaft,  Wernerwerk.  Siemensstadt, 
near  Berlin,  Germany.  Automatic  step-by-step  switch. 
2,018,864;  Oct.   29.  ^    .         .,  »    „  ., 

Neelmeier,  Wilhelm.  Leverkusen-I.  G.  Werk,  and  A.  Moder- 
sohn. Cologne-Mulheim,  Germany,  assignors  to  General 
Anllinp  Works,  Inc.,  New  York,  N.  Y.  Azo  dyestuffs. 
2,018,801  ;  Oct.  29. 

Newman.  William,  assignor  to  The  Gardner-Richardson 
Company,  Middletown.  Ohio.     Box.     2,018,921  ;  Oct.  29. 

Nibbs,  Ernest.     (See  Spear,  L.  Y.,  Grleshaber,  and  Nlbbs.) 

Nickle,  Clifford  A.,  Schenectady.  N.  Y.,  assUrnor  to  General 
Electric  Company.  Humidity  responsive  device. 
2.019.355;  Oct.  29. 

Nicol,  George  A.,  Jr.,  New  Rochelle,  assignor  to  George  A. 
Nlcol  Corporation,  New  York..  N.  Y^.  Insulation  and 
method  of  manufacture.     2,019.233  ;  Oct.  29. 

Nicol.  George  A.,  Corporation.  (See  Nicol.  George  A.,  Jr., 
assignor.) 

Nlstri,  Umberto,  Rome,  Italy.  Optical  device  for  the  con- 
trol of  flight.     2.019,234  :  Oct.    29. 

Noble,  Royce  J.,  Maiden,  assignor  to  Heveatei  Corporation, 
Melrose.  Mass.  Preparing  granulated  rubber. 
2,019,055;  Oct.  29.  _ 

Noguchl,  Shlgeo,  Miyagawa-Cho,  Sakyo  Ku,  Kyoto,  Japan. 
Sound  recording  system.     2,019.020  ;   Oct.   29. 

Nordberg,  Olof  O.,  Denver,  Colo.,  assignor  to  Bendix  Avia- 
tion Corporation,  South  Bend,  Ind.  Brake.  2,018,968; 
Oct.  29. 

Norma-Hoflfmann  Bearings  Corporation.  (See  Bott,  George 
R.,  assignor.) 

Normelli.  WulfT  B..  Berlin-Charlottenhurg,  Germany.  Re- 
frigerating machine  operating  with  a  solid  absorbent. 
2,019,356;   Oct.   29. 

Norrls,  Charles  B.,  Grand  Rapids.  Mich.,  assignor,  by  mesne 
assignments,  to  Reconstruction  Finance  Corporation. 
Method  of  and  apparatus  for  gluing.     2,018736  ;  Oct.  29. 

North  American  Car  Corporation.  (See  Lithgow,  J.,  and 
Grav,  assignors.) 

Northwood  Hosiery  Company.  (See  Margerison,  Albert  K.» 
assignor.)  ,    „    ,,      ,„, 

Oak  Manufacturing  Company.     (See  Dressel,  H.  M..  Alli- 
son,  and  Mastney.  assignors.) 
Oberbeck.   Joseph   W.      (See   Muschong,   P.   J..   Parr,   and 

O'Brien,  Howard  J.,  Alexandria,  Ind.,  assignor  to  Johns- 
Manvllle  Corporation,  New  York,  N.  Y.  Moisture-re- 
sistant mineral  wool.    2.019.021  ;  Oct.  29. 

Odenbach.  John  H..  and  J.  Cattanach,  Rochester.  N.  Y., 
assignors  to  Dolomite  Marine  Corporation.  Boat. 
2.018.865;  Oct.  29. 

O'Donnell,  James  B.     (See  O'Donnell.  Philip  L.   assignor.) 

O'Donnell.  Philip  U.  Norwood.  Ohio.  Folding  machine 
and  method  of  folding.    2,018,866  ;  Oct.  29. 

O'Donnell.  Philip  L..  Norwood,  Ohio-  Device  for  using 
heat  plastic  binder  tape  with  rotary  folders.    2,018,867  ; 

ODonnelL  Philip  L.,  a.«?8ignor  to  J.  B.  O'Donnell.  Cincin- 
nati. Ohio.  Application  of  French  binding.  2,018,868 ; 
Oct    29 

Oestrelch,  John,  North  Platte,  Nebr.  Weed  digger  and 
puller.     2.019.357;   Oct.   29.  ^         ,„       ^.        ^ 

Ohio  Injector  Company  of  Illinois,  The.  (See  Edwards, 
Frank  W.,  assignor.) 

Ohio  Match  Company,  The.  (See  Parker,  Lucian  E.,  as- 
signor.) 

Ollvarius.  Holger  de  F.,  assignor  to  California  Packing 
Corporation.  San  Francisco.  Calif.  Treating  sugar 
solutions.     2.018,869:  Oct.   29.  „        ,     .     . 

Olson.  Charles  C.  Gloucester,  Mass.  Signal  device. 
2.018,802;  Oct.  29. 

Opalka.  August  E.,  Mount  Clemens,  Mich.  Game. 
2.019.358:  Oct.  29. 

5r8trfim.  Gnstaf.     (See  Johnson,  B.  A.  E..  and  Orstr5m.) 

Oseood.  George  H.,  and  R.  G.  Peterson.  Tacoma.  Wash. 
Wood  plv  construction.     2.019.056;  Oct.  29. 

Ostertag.  Julius.  Stuttgart.  Wurtenberg.  Germany.  Marine 
power  plant  apparatus.     2,018.803  ;  Oct.  29. 
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OiwlB,     JokD,     Coventry,     EiiijUnd.         Prvcision     KauK«- 

l'.01».35»;  Oct.  2t>. 
Oswood.  tUnier  S.,  aasi^uur  of  one-half  to  A.  L.  ilugeusoii, 

MlnM«>apoii8.      Minn.        I^evel      and      angle      ladicator. 

•_'.01t*,.{17  ;  Oct.  JM. 
Utt,  L'ourai)  L..,  aKiiign«r  to  Landia  Tool  Compaa.v.  Waynes' 

boro,    fa.       riming;   device    for    cam    »:riudiug    iuacoiu«». 

I'.OlO.OHS  ;   uct.   li'J. 
Owwn,  Erie  W.  15.      (See  Twi«8,  l>.  K.,  aud  Oweu. ) 
Owea.  John  R,   BioomUeld,    N.  J.,  aaslKUwr  to  Ueophysical 

RttM'arih    Corporation,    New    York.    N.    Y.      Seismic   aur- 

veying.      i:,ul8,737  ;    Oct.    2«. 
I'acicard   Motor  Car  Company.      ( 8ee   Heal,    Frank   C,   a»- 

«i>fnor,  I 
ra-kard   Motor  Car  Company.      (See  I'aton,   Clyde  R.,  a»- 

siKuor. ) 
Paine,  Clifrord.   IIaQ<lfurth.   Kuxlaud.  aaaii;iu>r  to   Iiuperlal 

Chemical   lndusl^it^a   limited.      Aio  dye   and  method  for 

ittt    preparatiou.      2.018,T«4  ;    Oct.    29. 
Palmer  Kl«H-trie  &  Manufacturing  Co.,  The.     (8«e  Jobaa»- 

!«)ii.    Ernetit  <i.,  a.sslgnor.) 
Palmer,  Ontar  ('.,   l'hi>enlx.  Aria.      ILadiator  const  rue  ti>«a. 

l.'.018,9JJ  ;   Oct.  29. 
Papwortb.   Walter  A.,  aaalvnor  to  Eavy  WaabinK  Machine 

Corporation,    Syracuse.    >'.    Y.      Combined   waabiug   and 

drylutt  macjiue.      2.019,089;  Oct.   '49. 
Parduba.   John,    New    York,    N.    Y.      Mouthpiece   for   brmaa 

wind    in«trumcut.x       2,018.738;    Oct.    29. 
Parlier.   Lucian   E..  as.xlanor  to  The  Ohio  Match  Company, 

Wadswortb,   Ohio,      i'ull  li«bt   book   match.      2.018,069; 

Oct.  29. 
Parker,  Lucian  ¥1,  aaai^Bor  to  The  Ohio  Matcli  Company, 

Wadsworth,    Ohio.      l*ull  light   book   match.      2.018,970; 

0<-t.  29. 
Parkin,  Wtnfred  T.,  Providence.  asslRuor  to  T.   W.  Foster 

and    Krn.    Company,     Providence,    R.    I.       Duplex    case. 

2,019.235  ;  Oct.  29 
Parr,   Peter.      (See  Mnscbong,  P.  J.,  Parr,  and  Ot>erbeck. ) 
Pasture    Ktsearch    «'orp<»ratlon.       (See    Wood,    Ulenn    D., 

as.signor  ) 
Paton.  Clyde  R,.  Blrminirham.  assignor  to  Packard  Motor 

Car  Company.  Octroit,  Mich.     Motor  vehicle.     2,018,870; 

Oct.  29. 
Patterson,  Gordon  D.      (See  Heckert,  W.  W.,  and  Patter- 
son. ) 
Pau<  hek,  Jacob.  New  York,  N.  Y.     Steteoarope.     2,018.739  ; 

O.t.  29. 
Paune,  Paul.  Lyon.   France.     Machine  for  testing  threads. 

2.018.971  ;  Oct.  29. 
Pearce.  Oeorge  C,   Dayton,   Ohio,   assignor,  by  mesne  as- 

8  smments.   to  General  Motors   CorTM>pation.      Refrigera- 
tion.    2.018.896;  Oct.  29. 
Petletcatti.   Emmett.  tJarfleld  Fleights,  Ohio.     Sound  propa- 

gatinK'  apparatus.     2.018.740;   Oct.  29. 
Penianil.  »;.  H,  et  al       (See  Efflandt.  Herbert  W.,  tLsstunor.) 
Peoples  Drug  Stores.  Inc.      (See  Carr.  Frank  P..  issignor.  > 
Pepper.     .Vbraham,     I'ueblo,     Colo.        Rug     display     rack. 

2.IH0.090  :   Oct    29. 
PeptH)defit   Co..  The.      (See  Kuever,  Rudolph  A.,  assignor.) 
Peterson.  Russell  (;       i  See  Osgood,  (i.  H.,  and  Peters«>n.) 
Philipp,  Ijiwrence  .V..  as.signor  to  Kelvinator  Corporation. 

Detroit.    Mich.      Air    conditioning    system.       2,019,091  ; 

Oct.  29 
Phillips    Petroleum    Company.      (See    Endacott,    Paul    8., 

assignor,  i 
Phillips   I'etroleum    c'ompany.      (See  Grantham,    Lloyd  B., 

assignor.) 
Phinney.    Robert    M.,    assignor   to   (;eneral    Railway   Signal 

t  ompany.   Rochester     N     Y'.      Signaling  system   for  rail- 
roads.     2.019. 402;   Oct.    29. 
I'hjto-Cast,    Inc.      t  See  Bennett.  Charles  W.,  assignor.) 
IMer,    Mathlas,    Heidelberg,    and    .\.    Eisenhut,    Heldelherg- 

Wiebirhgen.    a.-siiinors   to   I.    G.    Farl>enindustrle   .4ktlen- 

gesell.'ihaft,    Frankfort-on-the-Maln,  Germany       I'roduc- 

tlon  of  high  iiuailty  lubricating  oils.     2,018,871  ;  Oct.  29. 
IMke,  Ablen.      (See  Kelly,  J    P..  and  Pike.) 
Pilkington  Brothers  Limited.      (See  Waldron,  Frederic  B., 

assignor. ) 
Piatt  Bros.,  &  Co..  The.      (.See  Hart,  Howard  P..  asslsBOr.) 
Plykrome   Cor{x»ratlon.    The.      (See    Johnson,    W.    C,  and 

Xfaskrey,  assignors.) 
Pollock,  (jeorge  L  ,  and   A.  E    Klndlg.  Chicago,  111.     Motor 

driven  vehicle.     2.018,972;   Oct.  29. 
Pomeroy,  Glendon    M.,   assignor   to  Matthews   Manufactur- 
ing Company.  Worcester,  Mass.     Front  fork  for  veljlcles. 

2.()18.97.'i  :  (Jet.  29. 
Potter.  Joseph  L..  Indianapolis.  Ind.     Resilient  attachment 

for  hau.Hes.     2,018.923;  Oct.   20. 
Powell.  John  E.      (See  Miller.  Edward  E.  and  V.  C,  and 

Towell  I 
Pratt.  Raymond  C.  Chicago,  assignor  to  H.  B.   r>odge  and 

Company.    Chicago,    m.      Venetian   blind   tilting  device. 

2.019.270  ;  Oct.  29. 

Prentice,  G.  E,.  Manufacturing  Company.      (See  Gammons, 

Herman   T.  assignor.) 
Preston.    Herbfrr    E.,    assignor    to    American    F'nglneerlnj' 

Company,    Philaiielphia,    Pa.      Stoker    feed    mechanism. 

2.019.271  :  Oct.  29 

Preston,  .Veil  D..  and  f)  IF  Dlcke,  assignors  to  General 
Railway  Signal  Company.  Rochester.  N.  Y.  Train  dis- 
patchlntf  system  for  railroads.     2.018.7H5;   0<-t.  29. 

Preston.  Nell  D..  and  O.  H.  Dicke.  assignors  to  General 
Railway  Signal  i'ompany,  Rochester.  N.  Y.  Train  dis- 
I»atchlng  system  for  railroads.     2,018,766;  Oct.  29. 


PrH>yl.  Louis.  Kai<l.  Okla      Ironing  board.     2.ftl9,0»2;  Oct 

29. 
Proctor  &  Schwarta  Klectric  Co.      (See  Mjcn,  J.  W.,  and 

GInder,   assignors. ) 
Proctor  Jk  Schwartx.  Incorporated.    (Sm  Bogatjr,  Hermann, 

assignor  i 

Punte.  William  F\.  Syracuse,  asslrnor  to  Continental  Can 
<  ompany.  Inc..  New  York,  N.  x.  E»asv  opening  seale<l 
container.     2,019,36(.> ;  <kt.  29. 

Rabexzana.  Hector.  Flint,  assignor  to  General  Motors  Cor- 
poration. l)etroit,  .Mich.  Spark  plug  cleaner.  2,01m,741  ; 
Oct.  29. 

Radio  Corporation  of  America.  (See  Barton,  Loy  E.,  as- 
signor. I 

Radio  Corporation  of  America.     (See  Chltllck,  Keoueth  A., 

assignor.) 
Radio  Corporation  of  America.      (S««  Crosby,   liurrajr  0., 

assignor.) 
Radio  Corporation  of  America.      (See  Ixtoiais,  F.  J.,  and 

Reynoldti,  assignors.) 
Radio  Corporation  uf  America.     ( Si>e  llaurer,  Jaha  A.,  Jr., 

assignor.) 

Radio  Corporation  of  America.  (See  Trnrls,  Charles,  as- 
signor. ) 

Radio  (  orporatlon  of  .Vmerlca.  (See  I'sselman.  G'««»rge 
L.,  as.signor.) 

Radius,   Etiward   W       (See  Jones,  L.  F,  and   Hadlu*.  > 

Rag»<lule.  Fkirl  J  W.,  Norristown,  sHulguor  to  Edward  G. 
Hudd  -Mauufiuturing  Companv,  Pblhidelphla,  Pa.  Aero- 
foil and   making  .same.     2,019,272;  tH-t.   29. 

Rainier,  Harry,  Los  .Vngeles.  Caltf.  Vehicle  door  window 
construction.     2.018.872  ;  Oct.  29. 

Raju  Holding  Company.     (See  Barlow,  Jamefl  A.,  nsslguor.) 

Rauisev,  (ifor^f.  liruoklyn,  N.  Y'.  Television  device. 
2,018,873  ,   Oct.    29. 

Ranger.  Richard  IL,  Newark,  N.  J.  Apparatus  for  pro- 
ducing musical  tones.     2,018.924  ;   Oil.  29. 

Rasmusen,  Jesse  B.,  Fort  Worth.  Tex.  Arrangement  for 
cooling  air.     2,018,8<H  ;  Oct.  29. 

Ra.smussen,   Charlea  II..  assignor  to   Ferdinand  Uutniaun 

&  Co.,  Brooklyn,  N.  Y.    Teiescoplag  container     2.018.742 

Oct.  29. 
Rasmussen.  Charles  H..  asaignor  to  Fer<llnaud   (iutmanu  & 

Co.,    Brooklyn.    N.    Y.      Bottle   closure       2.(H9.U57  ;    tkt 

29. 
Rasmussen,  Christian  A.,  Cleveland,  Ohio      i;^ectric  switch. 

2,01».093  ;  Oct.   29. 

Raybestos-Manhattan.  Inc.  (See  Tilden,  S/dney  O.,  as- 
signor.) 

Ruyiheon  Manufacturing  Compony.  (8*e  8peocer,  Percy 
L..  assignor.  * 

Reach,  William  F.,  Sprlngfleld,  Mass.,  nsslgaor  to  A.  ii. 
Spalding  &  Bros.,  New  York.  N.  Y.  Golf  club.  a.018,H97  ; 
Oct.   2U 

Reach  William  F.,  Springfield,  Haas..  aHsifSAr  to  A.  G. 
•spaidliik'  A  Bros,  New  Yark,  N.  Y.  «Htlf  club. 
2.iJlH..H'.(H     ( hf.  I'y. 

Riionstru  •  1  ill  Finance  Corporation.  (See  Meyercvrd,  G, 
R.,   and    KoZ»'ina      I-.-  :;iiors.  I 

Reconstruction  Kinnn' e  Corporation.  (See  Norrls.  Charles 
B.,  assignor.) 

Rediugton,  F.  B..  Co.     (See  Mllmoe,  Michael  J.,  assignor.) 

Reld.  John,  assignor  to  Joseph  Reld  Gas  Engine  Company, 
Oil  City,  Pa.  Coupling  organization  for  a  <  Pissheud 
and  piston  ro<l.      2,019.463;  Oct.  29. 

Reld,  Joseph,  Gas  Engine  Company.  (See  Beld.  John,  as- 
signor.) 

Relfenberg,    Karl.       (See    IW>nd,    Ignatius,    assljpior.) 
Rellly,  .Alfred   F.,  assignor  to   Evans  Case  Company.  North 

Attleboro,  .Mass.     lighter  construction.     2,019.434  ;  Oct. 

29. 
Reisig.  Antoinette.  Fords,  N.  J.     Combination  brick  siding 

wall  plate      2,018,805;  Oct.    2<». 
Reltherman.  Ral|>li    W.,  Klmw««>d  I*«rk,  and  A.  H.  Cokell. 

Chicago,   111.  ;    said  Reltherman  assignor  to  aatd  Cokell. 

Indicator  light.     2.018,874  ;  Oct.  29. 
Reliance  Manufacturing  Company       (See  Tolen,  E.  V..  and 

Harbstreit.  as.signors. ) 

Reynolds.   Ellwood  W       (See  LfM>uils.  F.  J.,  and  RcynukU.) 
Rlblet.  Robert  M.,  assignor  to  The  TImken  Rolbr  Bearing 
Company,      Canton,      Ohio.         Pinion       shaft       iK-arlng. 
2,019, 4«H  :  Oct.  29 
Bice.    William,    and    M.    H.    <^;oldl>erg.    Chicago.    III.  ;    said 
(ioldber;;   assignor   to   said    Rice.      .Vutomatic   radio   sta- 
tion selector.     2.019.157;   Oct.  29. 
Rice,  William  H  .  and  H.  SI.  Lyon.  Atlanta,  Ga.     Strainer 

for   gasoline  delivery   nozzles.      2.019,094  ;   Oct.   29. 
Rich,  George  T.      i.See  Rus  ell,  John  K.,  assignor  t 
Rich.  Theodore  A..  Schenectady,  N.  Y'..  .isslgnor  to  General 
Electric  Company.     Demand  meter.     2.019,318;  t>ct.  29. 

Richard.  Charles  F.,  assignor  to  Johnson  Automatic  Sealer 

Co..  Ltd.,  Battle  Creek.  Mich.,  a  partnership  a,-si><latioi» 

Limited   of  .Michigan.      Packaging    machine.      2,ol8.80<>; 

(Jet.  29 
Richard.  Charles  F  .  assignor  to  Johnson  Autonr.iti<'  Sealer 

Co..     Ltd.,     Buttle     Creek.    Mich.       Packaging    machine. 

2,018.807  ;  Oct.  29. 
RIchter.   (Jeorge   A.,   assignor   to   Brown    Company,    Berlin, 

.\    II      Maiiiifni  tiire  ,)f  sized  pap<-rs.     2,018.H7.'i  ;  Oct.  29. 
Richter,  Rudolph  .M  .  .\lhambra,  Calif.     Wall  construction. 

2.019.236  ;  Oct.  29. 
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Rk-ks.  I'Vefl.  1.,4'lcester.  t^Ugland.  assignor  to  United  Shoe 
Machinery  Corporation.  Paterson.  N.  J.  Mechanism  for 
use  in  applying  pressure  to  shoe  bottoms.  2,018.808; 
Oct.  29. 

Ring.  Joseph  P.,  Wilmington.  Mass.  Burner.  2,018,899; 
Oct.  29. 

Ripoo.  John  R..  Fresno,  Calif.     Switch.     2,019.0*8;   Oct. 

HoTwrts,  Fred  T  ,  Rldgewood,  N.  J.,  assignor  to  F.  A.  Daly. 
Pawtucket,  R.  1.,  as  trustee.  Apparatus  for  making 
hollow    rubber    articles.      2,019,361  ;    Oct.   2». 

Roberts  &  Mander  Stove  i'ompany.  (See  Antrim,  William 
D..  assignor.) 

EoblnoTlta.  Jack,  assirnor  to  Filtro  Paocet  Manufacturing 
Co.,  Chicago.   III.     Mixing  fa«cet.      2.019. S19  ;   Oct.  29. 

Robinson,  John  R..  Everett.  Wash.  Panel  Joint  and  mak- 
ing the  same.     2,019.096:  Oct.   29. 

Rock-Ola  Manufacturing  Corporation.  (See  Fey,  Edmund 
C.  assignor.) 

RockwotKi  Sprinkler  Company  of  Massachnsetts.  (See 
Howard,  Clifton   P.,  assignor.) 

Ro«lalire  Company.      (See  Bother,  Franz,  asaignor.) 

Rodeghier.  Frederick,  Joltet,  111.  Hydranllc  cl«tch. 
2,018,743;    Oct.    29. 

Rodgers,  I.,eo  J  .  Highland  Park,  Mich.  Convertible  hand 
bag.     2.018.809  :  Oct    29 

Itogers.   (Jeorce   L.      (See  Thompsfm,    L.   W.,   and  Rogers.) 

Ronnlng.  IVter  I  ,  Minneapolis,  Minn.  Automatic  fire  ex- 
tinguisher.     2.018.810;    Oct.    29. 

Rose.  Harry.  Plymouth.  Ind.  Heating  apparatus  for  auto- 
motive vehicles.     2.018.900;  Oct.  29. 

Rother,  Frani,  Paris.  Frawce.  asnigaor  to   Rodalite  Com 
pany.   Inc..  .New   York,  N.   Y.     Oas  filled  electric  lamp. 
2.018,974:  Oct.  2». 

Rother.  FVana.  Paris  Prance.  Production  ot  strppresaion 
layer   photocells.      2.019.096;   Oct.   29. 

Rowe.  .Norman  L^  3d.      (See  Brace,  K.  P..  and  Rowe.) 

Rozema,  Charles  R.      (See  Meyercord.  G.  R.,  and  Rosema.) 

Hubel.  Charles  F  ,  a<w<gnor  to  I'nlon  Special  Machine  Com- 
panv, Chicago,  111.  Thread  controller  for  sewing  ma- 
chines.    2,019.097  ;  Oct.  29. 

Rubin  Norbert,  assignor  to  McKinney  Tool  4  Manufactur- 
ln«r  (.'orapanv.  Cleveland.  Ohio.  Stock  cutting  mecha- 
nism.    2.019. 44W;  Oct.  29 

Rublno.  Sam  S.,  Chicago,  111.  Bathing  suit.  2,018,744; 
Oct.  29 

Banner.  Claude  C  Schenectady.  N.  Y..  assignor  to  Gen- 
eral Electric  Company.  Control  system.  2,019,»20 ; 
Oct.  29. 

Ruppel  Harrv  W.,  Shaker  Heights,  assignor  to  The  Cleve- 
land .Automatic  Machine  Company.  Cleveland,  Ohio. 
Mnllinle  spindle  hydraulic  screw  machine.  2.019,165; 
tK-t.  29.  ,    .  ,    ^ 

Rush,  Leo  K..  asKign<tr  to  M.  L.  Joyce,  Lafayette,  Ind. 
Separator  device.     2.018.901  :  Oct.  29. 

Rnssel.  Philip  S..  assignor  to  Detroit  Lubricator  Company, 
Detroit,  Mich.     Control  means.     2,019.461  :  Oct.  29. 

Russell.  John  K..  I»h  Angeles.  Calif.,  assignor  of  one-half 
to  G.  T.  Rich.  Chicago,  111.  Mechanical  movement. 
2.019.158;  Oct.  29. 

Rydell.  I-eonnrd.  Wausao,  Wis.  Gas  tank  cap  lock. 
2  019.287;  Oct    29. 

Sa<*owntck.  William,  New  York.  N.  T.  Doorcheck. 
2,018.876;  Oct.  29. 

St.  Paul  Machinery  Manufacturing  Company.  (See  Kirby. 
Julian   N.,  nsslcnor.)  _      .».  .  ^   « 

Sanborn.  Fred»rick  D.,  Jr.  (See  Jeffrey,  M.  L.,  Elckboff, 
and  Sanborn.)  ^  .    «.   . 

Saniramo  Company.  (See  Feavyear,  Q.,  and  Mulr,  as- 
signors.) 

Sarona.   Inc.      (See  Erdmann.  Hans  M..   assignor.) 

Bass.  Frledrich,  Berlin,  and  E.  I>alber.  Llchterfelde-West. 
Germany,  assignors  to  General  Electric  Company.  Com- 
bustion engine.      2.019. .^21  ;  Oct.   29. 

Saunders.  Walter  S.,  assignor  to  The  American  Forging 
and  Socket  Companv.  Pontlar.  Mich.  Seat  adjusting 
mechanism.      2,019.150;  Oct.   29. 

Sauzedde,  Claude,  assignor  to  Detroit  Hydrostatic  Brake 
Corporntlon.  Detroit.  Mich.  Compressor  for  fluid  actu- 
ated brskes.     2.018.685;  Oct.  29. 

Schaefer.  Fre<lerlc.  Pittsburgh,  Pa.  Brake  beam  support. 
2.019.100  ;  Oct.  29. 

Scheerer  Ernest  O..  Linden.  N.  J.  Contrc^ling  furnace 
combustion.     2.018,926  ;  Oct.  29. 

Schelly.   Cyril  G.      (See  Yost.   R.  G..  and  Schelly.) 

Schlite,  Jo>>n,  Leavenworth,  Kans..  assignor  of  one-half  to 
1.  W.  Brue^er.  Bronxville,  N.  Y.  Combination  lock. 
2,018.745;  Oct    29. 

Schmidt.  Charlt»s  E.     (See  De  Bakey.  M.  K  .  and  Schmidt.) 

Bchmldt.  Ernest  H.      (See  Velt.  Hermann  K.,  assignor.) 

Schmidt.  Hnns.  Vohwinkel.  near  Elberfeld.  (Jermany.  as- 
signor to  Wlnthrop  Chemical  Company,  Inc..  New  York. 
N.  Y.  Comp'ex  metallic  compound  of  saturated  aliphatic 
hydroxy  carboxyllc  acids  containing  the  metal  In  Its 
higher  state  of  valency  and  making  the  same. 
2.018.811  :  Oct.   29. 

Schmidt.  Richard.  Dessau  In  Anhalt,  Germany,  asslenor 
to  Agfa  .\nsco  Corporation.  Binchamton,  N.  Y'.  Print- 
ing sound  and  moving  picture  films.     2.018.812  ;  Oct.  29. 

Schnltzer,  Alexander,  assignor  to  Electrlcltatsgesell'^chaft 
"Sanltas"  m.  h.  H..  Berlin.  Germany.  Rdntgen-ray  ap- 
paratus.    2.019.^62;  Oct.  29. 

Schrlckel,  Otto.  Mount  Healthy,  Ohio.  Composing  pic- 
tures.    2.019,098:   Oct.   29. 


Schroepfer.  (ieorge  J..  St.  Paul.  Mlna.  Method  and  ap- 
paratus for  I'xcavatlng  tunnels.     2.018.92S  :  0<*t.  29. 

Sc^  nti>ert.  Max.  Frnnkfort-on-the-Main-Fechcn^el■l.  and  K. 
Herdieckerhoff.  Opladen.  near  Cologne-on-the  Rhine.  Ger- 
many, assignors  to  (^neral  Aniline  Works.  Inc..  New 
Y'ork".  N.  Y'.  Mu-arvlene-thiasole  and  aryiene  oxazole 
su'phonlc  add.     2.018.813;  Oct.  29. 

Schulz.  Rudolf  (i..  Dussel^orf-Holtbausen.  assignor  to  firm 
Henkel  &  <Me.  Geselischaft  mit  beschraoktir.  Haftvng, 
Dutseldorf,  Germany.  iTeparation  of  Jelly-fomjing  or- 
ganic substances.     2,019,363  ;  Oct.  29. 

SchHnnann,  Frledrich,  Dortmund,  Germany,  assignor  to 
The  Stacey  Bros.  Gas  Constructkm  Company.  (.Mncin- 
natl,  Ohio".  Sealing  strip  for  waterless  gas  holders. 
2.019.273  :  Oct.  29. 

Schutznledrig.  Ewald.  assignor  to  V.  A.  Koch.  Detroit. 
Mich.  Fuel  pnmp  for  Diesel  engines.  2,018,»75  ;  Oct. 
29. 

Schwartz.  Francis  H.,  Linden,  N.  J.,  assignor  to  Boss 
Manufacturing  Company,  Roselle,  N.  J.  Can  opener. 
2,019,009  ;  Oct.  29. 

Schwayder  Bros.,  Inc,  (See  Schwayder,  M.  B.,  and  Elzl. 
assignors,  i 

Schwayder,  Maurice  B.,  and  P.  F.  Blzi,  Dwiver.  Colo.,  as- 
signors to  Schwayder  Brothers.  Inc.  Traveling  bag 
catch  and  lock.     2,019,276;  Oct.  29. 

Schwedland,  .\lfred.  Des  Moines,  Iowa.  Automobile  tool. 
2.018,902  ;  Oct.  29. 

Schwelzer.  Ernst.  Zurich.  Switzerland.  Driving  device  for 
twisting   machines.      2.019.364  ;    Oct.    29. 

Srlntnia  Sootete  Anonyme.      (See  Bohli.  Jakob,   assignor.) 

Scott,  Norman  D..  and  V.  L.  Hansley.  Niagara  Falls.  N.  Y'., 
assignors  to  The  E.  I.  dn  Pont  de  Nemours  A:  Company, 
Incorporated,  Wilmington,  Del.  Preparation  of  high 
molecular  weight  alcohols.     2,019.022;  Oct.  29. 

ScovlU  Manufacturing  Company.  (See  Boden,  George,  as- 
signor.) 

Seaman,  William,  Brooklyn.  N.  Y.,  assignor  to  Btandard 
Oil  Development  Company.  Pprorylln  solution. 
2,018,767:    Oct.  29. 

Secretary  of  Commerce.     (See  Conn,  Wallace  T..  assignor.) 

Seilllere.    Serge    R.,    Paris.    France.      Fluid    pumping    ap- 

K ratlin.     2.019.023:  Oct.  29. 
;-Werke  G.   m.  b.   H.      (See  B5hnaer.    Adam,   assignor.) 

Semet-Solvay  Engineering  Corporation.  (See  Miller,  Mat- 
thew J.,  asj'ignor.) 

Semsch.  Franz,  Berlln-Grunewald,  Germany.  Flexible  con- 
tainer.    2,019.160  ;    Oct.   29. 

Seng  Commnv.  The.      (See  Fox,  M.,  and  Seng,  assignors.) 

Seng,  Wedelln  P.      (See  F'ox,  M.,  and  Seng  i 

Serst^,  Jacques  E..  Laeken-Brusrels,  Belgium.  Valve  gear 
for  explosion  and  internal  combustion  engines  working 
an  any  cycle.     2,019.161  ;  Oct.  29. 

Sevmour,  William  A..  Leavenworth.  Kans.  Apparatus  for 
foe<ling  materials  to  grinding  mills.     2.019.274  :  Oct.  29. 

Shaler,  John  T.,  Berkeley,  assignor  to  Standard  Oil  Com- 
pany of  California,  San  Francisco,  Calif.  Pressure  ves- 
sel.    2.018.976:  Oct    29. 

Sharpies.  Philip  T.,  Merlon,  apsignor  to  The  Sharpies  Sol- 
vents Corporation.  Philadelphia,  Pa.  Protection  of  vege- 
table matter  against  tnjurlcus  animal  life.  2,019,275  ; 
Oct.  29.  _ 

Sharpies  Solvents  Corporation,  The.  (See  Sharpies.  Philip 
T..  assignor.) 

Sheet  Polarizer  Company.  (See  I^nd.  Edwin  H..  as- 
signor.) 

Sherman,  Clarence  E..  and  H.  P.  Boak,  Denver,  Colo.  OH 
testing  device.      2,019,024  ;   Oct.  29. 

Sherman,  Russell  J  .  Bloomfleld.  N.  J.  Marine  exploration 
apparatus.     2.019,059  ;  Oct.  29. 

Shikl,  Bunzo,  Ogden,  Utah.  Celery  hlller.  2,019,238: 
Oct.  29.  -. 

Shoe  Form  Co.     (See  De  Wftt,  William  J.,  assignor.) 

Shnttleworth.  Howard  L..  G.  J.  Underwood,  and  W.  IT. 
Howe,  Amsterdam,  assignors  to  Mohawk  Carpet  Mills. 
Inc.,  Amsterdam,  N.  Y.  Fabric  manufacture.  2.018.927  ; 
Oct.  29. 

Siemens  &  Halske  .Vktiengesellschaft.  (See  Nebelung,  Ru- 
dolf, assignor.) 

Slemens-Schuckertwerke  Aktiengesellschaft.  (See  nahnel. 
Kurt,  assignor.) 

Slevert.  Frederick  W..  United  States  Navy.  Saw  setter. 
2,018.686  ;  Oct.  29. 

Simpson,  Bascom  E..  I-os  Angeles.  Calif.  Self  supporting 
concrete  form.     2,019,195  :  Oct.  29. 

Sims  Alfred  V..  Brooklyn,  N.  Y.  Bilge  pump  mechanism. 
2.018  687  :  Oct.  29. 

SIneer  Manufacturing  Company,  The.  (See  Corrall,  Her- 
bert, assignor.)  __^  _ 

Singer  Manufacturing  Company,  The.  (See  Wesson, 
George  W.,  assignor.) 

Slpchen.  Robert  J  .  Chicago.  111.  Building  construction. 
2.0x9,162;  Oct.  29. 

SIrlan  Lamp  Company.  (See  Braselton.  Chester  H.,  as- 
signor.) 

Slater.  Fred  M.,  Evasion,  Pa.,  assignor  to  IngersoU-Rand 
Company,  Jersey  City,  N.  J.  Rock  drill.  2,019.163; 
Oct.  29. 

Slenlan.  Joseph.  Pittsburgh,  Pa.,  assignor  to  Westlnghouse 
IiJle<-trlc  &  Manufacturing  Company.  East  Plt*^shurch. 
Pa.  Grid  controlled  mercury  arc  tube.  2.010.277  :  Oct. 
29. 

Slotnlck.  Morris  M.  (See  Blao,  L.  W.,  Slotnlck.  and 
Statham.) 


XXVI 


LIST  OF  PATENTEES 


Brooklyn,  assignor  to  I.  Krlvltstn,  New 
Pyrophorlc    igniter.     2,019,165 ;    Oct. 


Smallen.    Harry    M,    Brooklyn,    N.    Y.     Marking    device 
2.018.746  :  Oct.  29. 

Smldth.  F.  L.,  &  Co.      (See  FaatinK,  Johan  8.,  assignor.) 

Smldth,  F.  L..  &  <"o.      (See  Larsen.  Axel,  asslraor.) 

.Smith  Anthoiy  N  ,  aHsinnor  to  The  Ulrard  Model  Works, 
Inc.    Girard.    I'a.      Transformer.      2,019,196;   Oct.  29. 

Smith,  Bessie  L..  Avon  I'ark.  Fla.  Portable  bench  for 
packing  houses.      2,019,4.38  ;  Oct.  29. 

Smith.  David  M.,  Stretforri,  England,  assignor  to  Oneral 
Electric  Company.  Braking  equipment.  2,019,322 ; 
Oct    29 

Smith.  George  L..  South  Fend.  Ind  ,  assignor  to  United 
States  Ordnanr.'  Company.  Washington,  D.  C.  Auto- 
matic brake  mechanism  for  vehicles.  2,019,101  ;  Oct. 
29. 

Smith,  Herschel  G.      (See  Ayres,  E.,  and  Smith.) 

Smith,  Rowland  D.      (See  Hostetter,  J.  C,  and  Smith.) 

Smith  Rowland  D.,  assignor  to  Corning  Glass  Works, 
Corning,  N.  Y.  Glass  working  Implement.  2,018,814  ; 
Oct.  29 

Smith.  William  .T 
Rocbelle,  N.  \ 
29. 

Societe  Anonyme  Ues  Manufactures  Des  Glaces  &  Prodults 
Chlmlaues  De  Saint-Gobaln.  Chauny  &  Clrey.  (See 
Delpech,  Gaston,  assignor.) 

Society  of  Chemical  Industry  in  Basle.  (See  Kern, 
Walter,  assignor.)  „    „     „     w^ 

Solar  Sturges  Mf^.  Co.  (See  Meyer,  P.  H.,  Bethke.  and 
Walker,  assignors.)  ^^     ^,   ,       w.    i*  v 

Soslnskl,  Paul  P..  Edge\\ood.  assignor  to  The  Union  hwltch 
A  Signal  Companv.  Swlssvale.  Pa.  Apparatus  for  con- 
trolling trackway  devices  from  a  rail  vehicle.    2,019,164  ; 

Soss    Manufacturing    Company.      (See    Schwarti,    Francis 

H..  assignor.)  „      ,         „         ,      >, 

Spalding.   A.  G..   A   Bros.      (See    Fowler,    Francis   C,   as- 

SpaWlng.    A.    G..   Sb  Bros.      (See    Reach,    William    F.,    as- 

SpaneU     .Abraham     N.,     Rochester,     N.     Y.     Rubber     bag. 

2.019.197  :  Oct.  29  „    ^     t.        t 

Spase,  Charles  H..   Nedrow.  assignor  to  W.  C.    Llpe  Inc., 

Syracu.se    N.   Y.      Vibration-dnmp<»nlng   motion-transmit- 
ting elem<»nt  or  clutch.     2,01»,198:  Oct.  29. 
Spear     Lawrence    Y.,     H.    E.    Grieshaber.    and    E     Mhbs, 

N<>w     London,    assignors    to    Electric    Boat    Company, 

Groton,   Conn.      Electric   drive.      2.019.025:    Oct.   29^ 
Spear    Lawrence  Y..  H.  E.  Grieshaber.  and  B.  Nlbbs.  New 

lyondon     assiL'nors    to    Electric    Boat    Company,   Groton, 

Conn.      Electric  drive.      2.019,026  ;  Oct.  29 
Speed     Teresa    T.,     New    York,    N.    Y.     Food    compound. 

2.019. 3R5;   Oct    29  ^„      ^     ^,,   ^^    ,     ., 

Speer    Max    P      Miami.    Fla.      Automobile    headlight    Indl 

cator.      2.019.199  ;  Oct.  29.  ..     ^       „     »,      i         ,  , 

Spelling     Thomas    C.    New    York.    N.    Y.      Mechanism    for 

self-service    merchandising    of    liquids.      2.018.8.  <  ;    Oct. 

09 
Spellman.    Charles    B..    Glenolden.    and    A.    Grelg.    Upper 

Darby     Pa      assignors   to    Baldwln-Southwark   Corpora- 
tion.   'Governor.      2.018.977:  Oct.  29. 
<<pencer     IVrrv    L..    West    Newton,    a^slenor    to    Raytheon 

Man'ifacturing  Comna^v.  Newton.  Ma.ss.      Liberation  of 

alkali  metals.     2.018.815  :  Oct.  29. 
Sperry    Gyroscopic   Company.      (See    Uodgman,    Frederick 

S.,  asslimor. )  ^,  n.    i-.  j 

Sperrv   Gyroscope   Company.      (See  Narvesen.    F.   C,   and 

Bates.  'as-'Sisnors.)  „    ,,  ,   „    .,1      x 

Spiller,  William   R.      (See  Cooper.  R.  M.,  and  Splller.) 
Spina       John      A.      Madera.      Calif.      Direction      signal. 

2.0i9..366  :  Oct.  29  _  ,^  ,„ 

Stacey     Bros.     Gas    Tonstnietion     Company.    The.      (See 

Schflrmann.   Frledrlch.  assignor.) 
Standard  Brands  Incorporated.      (See  Erlckson,  EHTiest  F.. 

a.ssignor.) 
Standard   Forzines   Company. 

nell.  and   Aldrln.  assignors.) 
Standard   Oil   Company.      (See 

sienor.) 
Standarti  Oil  Company  of  California. 

.\  .   assignor. > 
Standard  Oil  Company  of  California. 

T.,   assignor.) 
Standard  Oil   Development  Company. 

W..  assignor.) 
Standard  Oil    Develonment   Company. 

Slotni'-k    and   Statham.   assignors.) 
Standard  Oil  Development  Company. 

assignor  i 
Standar.i  Oil  Development  Company. 

and  Wiezevlrh.  assiirnors Z) 
St>"ida'-d      Oil      Development     Company 

Stewart  C.  asslenor  ) 
Standard  OM  Development  Company. 

Ham  r...  assignor.) 
Standard  nn    levelopment  Company. 

Ham.   assignor.) 
Stan'i«"-f1   Oil   Devf'lopment   Company. 

ard  W..  as.ilenor.) 
St«n<^a'-'i  O'l    Pere'onment  Company. 

and   Edwards,   assignors.) 
Standnrrl  OH  Development  Company. 

L..  assignor  ) 
Standard     Tl'-'-'^t     Games     Corporation 
E.    R.    and   Kfrk.   assignors.) 


(See  Swanson,  C.  8.,  Cor- 

Whltman.   Walter   O..   as- 

(See  Gavins,  Omar 

(See  Sbaler,  John 

(See  Blan.  Ludwlg 

(See  Blau,  L.  W., 

(See  EHls.  Carlton. 

(See  FroHch.  P.  K., 

(See     Fnlton. 

(See  (Jomory,  Wil- 

(8ee  Seaman,  Wll- 

(8ee  Tryon.  Rlch- 

(See  Wise,    C.    R.. 

(See  Young.  Philip 

(Hee     CoHlsnn, 


Stansbury.  Carroll.  Wauwatosa,  assignor  to  Cutler  Hlini- 
mer.  Inc.,  Milwaukee,  Wis.  Welder  control.  2,019,027  : 
Oct.  29.  ,  .      ,, 

Stark.  Julian  H..  Fort  Wayne.  Ind..  assignor  to  Gen- 
eral Electric  Company.  Alternating  current  motor. 
2,019,323  :  Oct.  29.  ,    „ 

StJitham,  Louis.  (See  Blau,  L.  W.,  Slotnlck.  and  Stat- 
ham.) 

Stearns,  Albert   A.      (See  Coulton.  William  C  assignor  ) 

Steel  Wheel  Corporation,  The.  (See  Kllesrath,  Victor  W., 
assignor.)  ,,   ,«         j 

Steel  Wheel  Corporation.  The.  (See  Kllesrath,  V.  W.,  and 
Breese,  assignors.)  ^       »,     «  . 

Steenrtrup,  Christian.  Schenectady,  N.  Y.,  asulgnor  to 
General  Electric  Company.  Refrigerator  condenser. 
2,019.324:    Oct.    29  ,    .  w 

Stein.  Joseph  S.,  assignor  to  Luclen  Leluiig.  Inc..  Cnicago. 
111.      Perfume   bottle.     2,018,878:   Oct.    29. 

Stelner,  Amos  P.,  assignor  to  Landls  Tool  Company, 
Waynesboro.  Pa.  Wheel  dressing  device.  2,019.029 ; 
Oct    29 

StPlzer.  William,  assignor  to  Bendlx  Brake  Company,  South 
Bend,  Ind.      Wheel.      2,018,928:  Oct.  29. 

Stern,  Sydney.  Brooklyn.  N.  Y.  Combined  window  screen 
and  ventilator.      2.019.200:  Ot.  29.  o^,„«oo 

Sternberg,  William,  Newark.  N.  J.    Headdress     2.019.028; 

Oct   29 
Stevens.    Clarence    B..    Portland.    Oreg.     Scouring   device, 

2.019.368:  Oct.  29. 
Stevens    Metal     Products    Company.    The.      (See     Harm. 

George  O  .  assignor.)  .       _        ^  »  „ 

Stevens.    Roderick    (f..    Chicago.    111.     Rubber   finger    stall 

toothbrush.     2.018.903:  Oct.   29 
Stlllman.   Ray   H  ,  and  C.    E.   Andernon.   Katontown.  N.  J. 

Basket  emptylnif  device.     2.018.929;   Oct     29. 
Stone    Frederick   W..  and  J.  N.  Garrison.  Cleveland.  Ohio. 

Apparatus    for   mixing  fluids      2.019  32.^  :   Oct.   29. 
Stoner    llarrv  B  .  assignor  to  Stoner  Mfg.  Corp..  Aurora. 

111.      Amusement  device.     2.018.978:   Oct.  29. 
Stoner  Mfg   Corp.      (See  Stoner.  Harry  B^  assignor.) 
Story.  Le  Rov  G..  Glenham.  assignor  to  The  Texas  Com- 

panv    New  York.  N.  Y       Motor  fuel.     2.018.979  :  Oct    29. 
Stont "  Elmer  O.,  Davton.  Ohio,  assignor,  by  mesne  assign- 
ments    to    General    Motors    Corporation.      Refrigerating 

apparatus.     2.018.747:   Oct.   29. 
Stromgren,   Charles  D..    Los   Angeles.   Calif       Piston   nng- 

groove   scraper   and   groove  deepener.     J.uis.udu  ,    uci. 

'*9 
StpT.aikowskl,    Charles    W  ,    and   E.   J.    Wendt     Milwaukee, 

Wl"      Device     for     controlling     and     treating     thread. 

2,019.201  ;  Oct.  29. 
Stuart.    Homer   B,    assignor  to   Stuart    Industries     Incor- 

porateil,  Detroit,  Mlc^      Turnstile.     2^019.326  :  Oct.   29. 
Stuart  Industries,  Incorporated.      (See  Stuart,  Homer  B., 

Sun  Rubber  Company.  The.  (See  Lower.  Melvln  8.,  as- 
signor.) ,r,         w^  T      ■ 

Superl  .r  Metal  Products  Company.  (See  Demers.  Isale 
J.   B.,  assignor.^ 

Surface   Combustion   Corporation. 
T..  assignor. ) 

Surfaee  Combustion  Corporation, 
and  de  Coriolls.  assignors.) 

Swann  Research.  Incorporated. 

bell  R..  assignor.)  ^    r^     « 

Swanson,    Clarence    S..    Chicago,    111.,    and    D.    R. 

and  C  A.  Aldrln.  East  Chicago.  Ind..  assignors  to 
Standard  Forglngs  Tompanv,  Chicago.  111.  Crank  shaft 
forming  ma.hine      2.018,9:^1  :  Oct.  29 

Swartz  fJuv  E.  Detroit.  Mich.  Driving-locking  mecha- 
nism!    2  019.327  :  Oct.  29. 

Swonson,  Carl  E..  Rockford.  assignor,  by  mesne  asslgn- 
nients  to  Borz-Warner  Corporation.  Chicago,  lU.  Uni- 
versal Joint.     2.018.768 ;  Oct.  29.      _     .       ^ 

Swift  and  Company.     (See  Flanagan.  Charles  A.,  assignor.) 

Sylvnnia  Industrial  Corporation.  (See  Contl.  John  D.. 
assignor.) 

Symington    Company.    The.       (See    Couch,    Glenn    F.,    at- 

Szek'elv'btto  E  .  Baltimore.  Md.  Overrunning  gearless  dif- 
ferential.    2.019.367  :  Oct.  29.  ,  ,  x 

T<ilbot    Rlc^ard  J.      (See  Couture.  Romeo  J.,  assignor.) 

Tavlor".  Carl  R..  Cleveland  Heights^  assl-nors.  bv  mesne 
assignments  to  Mojonnier  Bros.  Co..  Chicago,  lU.  Lns- 
pens'ing  apparatus.     2.019.202  :  Oct.  29  .     ^  «.„ 

Tavlor  Clarence  L..  assignor  to  The  Aetna  Standard  En- 
gineering Companv,  Youngstown,  Ohio.  Furnace  charg- 
ing machine.     2.019.102  :  Oct.  29.    ^^         „^ 

Taylor.  Klmer  H..  assignor  to  The  Chase-Shawmnt  Com- 
pany Newburyport.  Mas*.  Circuit  breaker.  2.018.004; 
Oct.  29 

Taylor.  George  R..  et  al       (See  Hurtlg.  Carl 

Tavlor  William  C.  assignor  to  Corning 
Corning  N  Y  Soft  glsHs  composition 
trlenl  re«i«tance.     2.018. R16:  Oct.  29. 

Tavlor     William    C.    assignor    to    Corning 

Corning  N  Y.  Soft  glass  composition  of  high  electrical 
resistance.     2  018  817  ;  Oct.  29.  „«,„„„o     /^  * 

Te-1.   Marvin.  Mlllervllle,   Ala.      Harrow.     2,019.369  ;  Oct. 

29 
Ternstedt  Manufacturing  Company.     fSee  Flynn.  J.  B..  and 

Graft,  assignors.)  .„       „        ,.       w 

Ternst»»<^t  Manufacturing  Company.  (See  Van  >  oorheea, 
Harold  E..  assignor.) 


(See   Branche. 
(See  Hepburn. 
(See  McCullough 


Nelson 
W.   M  . 

Camp- 
Cornell 


A..  asslTitor. ) 
Glass  Works, 
of   high   elec- 

(;iass    Works. 
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Terrell.  EJdgar  A.,  assignor  to  The  Terrell  Machine  Com- 
pany, Charlotte,  N.  C.  Bobbin  stripper.  2.018.980 ;  Oct. 
29 

Terrell  Machine  Company.  The.  (See  TerreH,  Ddgar  A., 
assignor. )  ,      „        .n.  .  » 

Texas  Company,  The.     (See  Story.  Le  Roy  G..  assignor.) 

Tbege,  Edvln  O.  P.,  assignor  to  Aktlebolaget  Atlas  Diesel. 
Stockholm.   8we<i«n.     Pump.     2.019.103;   Oct.   29. 

Thlbert.  Joseph  A.  N..  Fitchburg.  Mass..  assignor  to  J. 
Bird  Moyer  Company.  Inc.,  Philadelphia,  Pa.  Month 
prop.    2.019,060 ;  Oct.  29.  _,,      „^,^^«, 

Thlex,  John  J.,  Carson  City,  Nev.  Quartz  mill.  2,019,061 ; 
Oct     29 

Thompson.  Albert  R..  assignor  to  Food  Machinery  Cor- 
poration. San  Jose.  Calif.  Stacked  box  dumping  ma- 
chine.    2,018.748;  Oct.  29.  „^ 

Thompson.  Alfred  P.,  Pittsburgh,  Pa.,  assignor  to  The 
Carborundum  Company.  Niagara  FaUs.N.Y.  Disintegra- 
tion  of   ceramic   bonded    articles.      2.019.062 ;    Oct.    29. 

Thompson.  Augustus  F..  Huntington,  W.  Va.  Gas  stove 
leg.     2.019.203  :  Oct.  29.  .  ^v     tt   . 

Thompson,  Howard  A.,  Edgewood,  assignor  to  The  Unlov. 
Switch  A  Signal  Company,  Swlssvale.  Pa.  Railway 
traffic    controlling    apparatus.      2.018.818;    Oct.    29. 

Thompson.  I^uls  W..  and  (i.  L.  Rogers,  Schenectady.  N.  1., 
assignors  to  (Jeneral  Electric  Company.  Electric  trans- 
lating circuits.     2.019.328  ;  Oct.  29  „     .  , 

Thompson  Wayne  B..  Winchester,  Mass.  Tool  for  apply- 
ing coating.     2.018.819;  Oct.  29. 

Thompson.  Went  ford  W..  Beverly  HUls.  Calif.  Holding 
printing  type  In  place.      2.018.879;   Oct.   29 

Thomsen.  Carl  L..  Milwaukee.  Wis.  Poultry  feeding  and 
watering  device.     2.019.370  ;  Oct.  29. 

Thorne.  Harrv.  Rockford.  111.     Press.     2.018.032  ;  Oct.  29. 

Thurley  Bpniamln,  Mobile.  Ala.  Tool  for  removing  sludge 
or  the  like.     2.019.372  :  Oct.  20.  „n,Q„oi 

Tletjen.  John,  New  York,  N.  Y.   Abdominal  belt.   2,018,981  , 

Tlldeii.  Sydney  O.,  Stewart  Manor,  Long  Island.  N.  Y., 
assignor  to  Ravbestos-Manhattan.  Inc.,  Passaic,  N.  J. 
Friction  tester. '  2.018.688:  Oct.  29.  ,  ,      .,     ^     «. 

Tllden.  Svdney  G..  Stewar*  Manor,  Long  Island.  N.  Y., 
assignor  to  Ravbestos-Manhattan.  Inc.,  Passaic.  N.  J. 
Friction  tester  "  ".018.689  ;  Oct.  29. 

Tlmken  Roller  Bearing  Company,  The.  (See  Rlblet, 
Rotiert  M..  assignor.) 

Tin  Decorating  Comnany  of  Baltimore,  The.  (See  Her- 
manl.   Henry,   assignor.)    .  ^  ,0        t       1- 

Tlnuis  ONen  T'stlnc  Machine  Company.  (See  Lewis. 
Robert  B..  assignor.)  ,,»_*!,       \m 

Toledo  Synthetic  Products,  Inc.  (See  Howald.  Arthur  M.. 
assignor.)  ^    ,.     .    ,    j, 

Tolen.  Earl  V..  and  C.  B.  Harbstrelt,  Bedford,  Ind  as- 
signors to  Reliance  Manufacturing  Company.  Chicago. 
Ill  Shirt  cuff  and  method  and  apparatus  for  making 
it.     2.019.104;  Oct.  29.  „,    .^      ^.     , 

Tomnkins.  Herbert  O..  White  Plains,  N.  Y.  Display  rack. 
2.019.371  :  Oct.  29.  „  ^  ..  ,a 

Trans-Lux  Davllght  Picture  Screen  Corporation.  (See 
Unkles.  F^ward  II..  assignor.) 

TraviUa,  James  C,  Jr.,  Philadelphia.  Pa.,  assignor  to  Gen- 
eral Steel  Castings  Corporation,  Granite  City,  111. 
Steam   locomotive   structure.      2  019.278  :    Oct.   29. 

TravHla,  James  C,  Jr.,  Philadelphia.  Pa.,  assignor  to  Gen- 
eneral  Steel  Castings  Cornoratlon.  Granite  City,  lU. 
Locomotive  structure.     2.019,279  ;  Oct.  29. 

Travis.  Charles.  Philadelphia.  Pa.,  assignor  to  Radio 
Corporation  of  Amerlea.  Delayed  automatic  volume 
control  circuit.     2.018,982  :  Oct.  29.  ^  „ 

Tremere.     Benjamin    B.       (See    Atkins,    Charles    H..    as- 

Tremere.  Marlon  K..  exemtrlx.      (See  Atkins.  Charles  H.) 

Trempalla  I.eo  C.  I-a  SaUe.  111.  Method  of  and  apparatus 
for  projecting  pictures.     2.018.690:  Oct.  29. 

Trion  Companv.  The.      (See  Dunn    Cirri  L..  assignor.) 

Tniett.  Fred  M..  et  al.  (See  Efflandt.  Herbert  W..  as- 
signor.) 

Trvon  Richard  W.,  EHzabeth.  N.  J.,  assignor  to  Stand- 
ard Oil  Development  Company.  Ball  type  check  valve. 
2.018.769:  Oct.  29. 

Turck  Joseph  A.  V.,  assignor  to  Felt  k  Tarrant  Manu- 
facturing Companv,  Chicago.  HI.  Idle  lock  for  calcu- 
lating ma^iilnes.     2  018.933;  Oct.  29.  .     „     ^ 

Tucker.  William  K..  Berkeley,  assignor  to  California  Pack- 
ing Corporation.  San  Francisco.  Calif.  Preparing  mara- 
chlno  tvpe  cherrlei.     2.019.080;  Oct.  29. 

Twlss.  Douglas  F..  Wvlde  Green.  Birmingham,  and  E.  W. 
B  Owen.  Walmlev.  Birmingham,  assignors  to  Dunlop 
Rubber  Companv  Limited.  London,  England.  Composi- 
tion of  matter  and  producing  same.     2.019  2.30  ;  Oct.  20. 

Uhllg.  George  J.,  assignor  to  Victor  Adding  Machine  Com- 
pany Chicago,  111.  Driving  mechanism  and  automatic 
stop  means  therefor.     2.019.4.39  ;  Oct.  29. 

Underwood.  Garfield  J.  (See  Shuttleworth,  H.  L.,  Under- 
wood, and  Howe)  ^„       „   .    .     ^.      , 

Union  Sneclnl  Machine  Company.  (See  Rubel.  Charles 
F..  asslinor.)  ,    ^ 

Union  Switch  A  Signal  Company,  The.  (See  Allison,  L.  R.. 
and  Lindsay,  assignors.)  _      ,      „  .  ^ 

Union  Swl'ch  A  Signal  Company,  The.  (See  Crooks,  Ralph 
K..  assignor.) 

Union  Switch  A  Signal  Company,  The.  (See  McWhlrter, 
W.  C.  and  Little,  assignors.) 

Union  Switch  A  Signal  Company.  The.  (See  Soslnskl, 
Paul  P.,  assignor.) 


Union  Switch  A  Signal  Company,  The.      (See  Thompson, 

Howard  A.,  assignor.) 
Union   Switch  A  Signal  Company,  The.      <  See  Whitelock, 

Iceland  D.,  assignor.) 
Union    Switch    A    Signal    Company.    The.       (See    Wltmer. 

Harold  G.,  assignor.) 
United  American  Bosch  Corporation.     (See  Long.  Herbert 

J.,  assignor.) 
United    Gla.s8   Bottle    Manufacturers   Limited,   The.      (See 

Harrison,  Frederick  A.,  assignor.) 
Uulte<l  Shoe  Machinery  Corporation.      (See  Bessom,   Karl 

A.,  assignor.) 
United    Shoe   Machinery   Corporation.      (See    Hlldebmnd. 

James  L.  assignor. 
United  Shoe  Machinery  Corporation.      (See  Hyde.   Frank 

P..  assignor.) 
United   Shoe  Machinery  Corporation.      (See  Ricks,   Fred, 

assignor.) 
United  Shoe  Machinery  Corporation.      (See  Weber,  Lewis 

F.,  assignor.) 
United  States,  Government  of  the.     (See  Conn,  Wallace  T., 

assignor.) 
United  States  Gypsum  Company.     (See  Humphrey,  Don  B., 

assignor.) 
United    States   Ordnance   Company.      (See    Smith,   George 

L.,  assignor.) 
United  Wood  Heel  Company.     (See  Muachong,  P.  J.,  Parr, 

and  Oberbeck.  assignors.) 
Universal   OH   Products  Company.      (See  Angell.   Charles 

H.,  assignor.) 
Universal    OH    Products   Company.      (See   Dubbs,   Carbon 

P.,  assignor.) 

Unkles.  Edward  H..  Weehawkcn,  N.  J.,  assignor  to  Trans- 
Lux   Davllght    Picture    Screen   Corporation,    New    York, 
N.  Y.     Projection  apparatus.     2,018,691  ;  Oct.  29. 
Urban.  Wilbur  J.,  Oak  Park.  111.    Lamp  cluster.    2,018.905  ; 

Oct.   29. 
Usselman.   George  L.,   Port   Jefferson,  N.   Y.,   assignor   to 
Radio    Corporation    of    America.      Phase    rotation    de- 
tector and  frequency  regulator.     2,018.820  ;  Oct.  29. 
Valley  Mould  and  Iron  Corporation.     (See  Kauffman.  Ed- 
mund J.,  assignor.) 
Van   Derveer.   Clarence  A..  Michigan  City.   Ind.,   assignor 
to     S.     Karpen     A     Bros.,     Chicago,     111.        Aisle-seat. 
2.018,983;  Oct.  29. 
Van  der  Woerd.  Andrles,  Amsterdam,  Netherlands.     Bot- 
tle  with   means  for  filHng  pens.      2,019,240  ;   Oct.   29. 
Van    Macklenbergh,    Jan,    s.Hcrtogenbosch.     Netherlands. 
Paper  blank  for  forming  postcards.     2.018.984  ;  Oct.  29. 
Van   Voorhees,  Harold   E..   Windsor.  Ontario.  Canada,  as- 
signor to   Ternstedt    Manufacturing  Company,   Detroit, 
Mich.        Window      serpen      for      automotive      vehicles, 
2.019,105  ;  Oct.  29. 
Velt.    Hermann   E.,   assignor  of  fifty  per   cent  to  B.   H. 
Schmidt,  Baltimore,  Md.    Defoamer.     2,018.749;  Oct.  29. 
Vend,    Benjamin,    New    York,    N.    Y.      Artificial    denture. 

2.018.821  ;  Oct.  29. 
VIbcr  Company  Limited.      (See  Jorgensen,  Enoch  B.,  as- 
signor.) 
Victor  Adding  Machine  Company.      (See  Buehler,   Albert 

C..  assignor.)  ^ 

Victor  Adding  Machine  Company.     (See  Uhllg,  George  J., 

assignor.)  ^    ^,    „      „ 

Victor    Alexander  P..  New  York,  N.  Y.     Sound  recording. 

2.019.280;  Oct.  29. 
Vogel    Alfred  H..  Sanduskv.  Ohio.     Holder  for  ornaments 

and  detaching  the  same.     2,018,984  ;  Oct.  29. 
Vogt,    Clarence   W..    assignor,    by    mesne    assignments,    to 
Vogt    Processes,    Incorporated,    Louisville,    Ky.      Appa- 
ratus     for      nesting      and      subdividing      comestibles. 
2,018.760  :  Oct.  29. 
Vogt,    Clarence  W.,    assignor,   by    me.sne   assignments,    to 
Vogt    Processes,    Incorporated,   Louisville.   Ky.      Device 
for  fining  ice  cream  cones.     2,018.761  ;  Oct.  29. 
Vogt   Processes,   Incorporated.      (See  Vogt.   Clarence  W., 

assignor.)  ,  ,  „    ».     . 

Vollmann,  Helnrlch.  Frankfort-on-the-Maln.  and  H.  Beck- 
er   Hoflielm-on-the-Taunus,  Germany,  assignors  to  <3«n- 
eral  Aniline  Works.  Inc..  New  York.  N.  Y.     Poly-halopen- 
derlvatives  of  pvrene  and  preparing  them.     2.018.935; 
Oct.  29. 
Von   HaVn.   Albert.   Bad    Homburg  Vor  der   Hohe.   Hesse- 
Nassau.   Germany.      Metal   heel.      2.019.373:   Oct.   29. 
Vos    Oscar,  New  York.  N.  Y.     SeaHng  device  for  contain- 
ers.    2.019.106:  Oct.  29. 
Wagner.    Herbert    A..    Chattolanee.    Md.      Apparatus    for 
aligning  vehicles  with  reference  to  fixed  road  conditions. 
2.018.770:  Oct.  29.  ,  ^   ,, 

Walte    Charles  F.,  Somervllle.  Mass..  assignor  of  one-half 
to   A.   W.  Johnston.   Bridgeport.   Conn.     Rotary  pump. 
2.018.092;  Oct.  29. 
Walte.  Charles  F..   assignor  of  one-half  to  Archibald   W. 
Johnston.      Stamford.      Conn.      Dispensing     apparatus. 
2.018.693  :  Oct.  29. 
Wnlcher.    Alfred,    assignor   to   American    Steel   Foundries. 
Chicago.      111.       Quenching      wheels      and      the      like. 
2.019.281  :  Oct.  29. 
Waldo'-f  Paper  Products  Company.     (See  Guyer,  Reynolds. 

assignor.)  „.,, , 

Waldron.  Fr'wlPrlc  B..  Prescot.  assignor  to  Pllklngton 
Brothers  Limited.  Liverpool.  England.  Glass  polishing 
tools.     2.019.204  ;  Oct.  29. 
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•-'.olD.ai"."  :   Oct. 

\\  iifson,    Juhn    A 
I  ■iiriorHrion, 
J.Ol!».282  ;   Oct 

Watiion.  John   W 


Wiiitiron.  Frederic  B.  I'rescot.  assignor  to  iniklnKton 
Hrothers  Limited,  LiverpcHil.  KnKlaml.  (j11«88  griDdlng 
apparatus.     2.019.205  ;  Oct.  29. 

WaUrpfn    t'o.      (See   Johnston.    Marriott    T..    a■^lKno^.) 

\\  alknr.  .I«m»"S  P.  <  See  Meyer,  F.  U.,  Bethke  an<l  Walk- 
er I 

\\  iilnh,  John  n.,  BrtK>kl.vn.  N.  V.,  as^iKnor  to  Mtrift-nthaler 
I.inotvpt*  Corapanr  Kaxor  l)lade  shari)«'ner.  li.Ulh.ySo  ; 
o,t     VJ9. 

\\  iiltfr.  Kiclianl  K..  Starnberg.  tienaaiij-  Alloy. 
■2.inH.7'>2  :  Oi.-t.  29. 

\Va[)lt's,  Kot>ert  M  .  assignor  to  Th*'  <}arli>ok  Paoking 
Company,  I'aiui.sra,  N.  Y.  (Jask't  miil  packin::  mHt»TiaI 
fi'iin    which    it    iiiav   be   maiJ»>.      -,i)ia,031  ;    0(  t     'i». 

Wartlci.l.    Fr"<1t'ricii    I'        (See    Kean.    Otho    V.,    (i!<«l.:nor.  > 

Warner  Brothers  Company.  (See  Collins,  Frank  J  .  a.x- 
signor  » 

Warner  Klevator  Company,  T^ '  (See  Liebeaberg.  Ar 
thur  J  .  (i.s.-ignor. ) 

Warnn.  <;iciin  H.  Schenei-tacly.  N.  Y..  assignor  to  Oen 
eral      Electric      Compaav.        Making     turbine     buckets. 

,    II  •~^»lale,   aaaignor   to  The   Luliricatlon 
ciiieago.       111.  Lubilcatlng       device. 

•jy. 

Wayne,  ansiunor  to  J    W.  Watsoa  Com- 
pany,   Phtlailelphia,    I'a     llvdraulic    flow  regulatiBC   <i«- 

vicv       2  nl9.44n  ,   (».t     2',i 
\\at.-on.    John    W  .    Wayne,    assignor    to     J,    W.     Waf^m 

•  onipauv,      I'biladelphia,      I'a.        Interleaf     or     spacer. 

2,OlJt.441  ;  Ocr     JU. 
Wiitsoii.  .I'itui  Warren  Company.      (See  Watson,  John  W., 

assignor  i 
Watt     Will  am    S.,    Portland,    Oreg.      Eyeleting    machine. 

2,nl8,0,'iB:  Oct.   2t). 
Weaver.    William   E..  Toronto.   Ontario.   Canada,  assignor 

to    General    Electric    Company.      Furnace.      2,019,283  ; 

Oct.  29. 
Weh^r,   John   A  ,   Chicago,  111.     Directory   board   and   the 

like.     2.0TJ.107  ;  Oct.  29. 
Weber,  IjeyvU  F  .  New  Rochelle,  N.  Y.,  assignor  to  Unltwl 

Sho<>   Machinery  CorpnratiOTi,    Paterson,   N.    J,      Making; 

sho«>s.      2,018.822:   Oct.   2!». 
Wechsler.   Georges.    Antwerp,    Belgiiiin.      Automatic  device 

for  rlosiiitr  the  cage  and  well  gates  of  lifts  and  the  Uke. 

2.01  s. 7.'. i  :    Oct.   20 
We(nl)anm,   Edward.   New   York.   N.   Y.     Combined   foldaM<> 

table  and  f-hairv      2  itlM.374  ;  Oct.  2fl. 
Weiss    and    1K)wtis.     Inc        (See    Weiss,     Robert     P  .     aixl 

1  M  .  assUTiors.  i 

Wei.Hs,    Howarrl    F  .    assignor    to    C,    F     Hurtress    I,atK)'a- 

torles,    Inc  ,   Madison.    WN.      Air   C*ean«T    for  cax  engine 

intakes       2.019.241      Oot    29 
Weiss,    John   .M       I  >^ee   Wel.Ms.    Robert  P.,  and  J.   1I.> 
Weiss,  Kob«^rt  I'   and  J.  M  .  as>igi»or!*  to  Weiss  asd  Downs. 

Inc      New    York.    .V     Y.      Amine   of   high   color  •tablllty 

and    prrx-e^s  of  producing  it       2.019,032;  Oct.   29. 
W -lliniiton.   Hiij'i   W     11      Belmont.   Mass.   Protective  sys- 
tem.     2.018. H2.S  ;  Oct     20. 
Wells.  Sidney  D  ,  an.l  <".    D    Muggleton,  assignors  to  L.  L. 

Alsred.    .\ppl*''^'>n,    W'is.       I'aper    pulp    and    making    the 

name.     2.oik<.!«:^T  :  Oct.  29 
Wells.  Sidney  I>  .  assignor  to  L.  L.  Alsted.   Appletoii.  Wis 

Appaiat'K    f  .r    and    method    of    treating    and    hMndliti:; 
pap^r    puip    and    similar    fibrous    materials.      2,018.938, 

Oct.    2fl 
Wemple.  Klovd  V       (See  Clewell.  J.   H.,  and  Wemple. ) 
Wendt.  Kdn>iind  J       t  Se^  Strsalkowski.  C.  W,,  and  Wendt  > 
Wenholz,   Walter  W.,  assignor  to  General   Railway   Signal 

Company.   Rochester.   N.   Y.     Tmiu   dispatching   system 

for  rallriia<!.i.     2.019. 4W  :  Oct.  29 
Wenholz.    Walter  W..   as^lcnor  to  General  Kailwav  Siu'nal 

Company     I{o<hestpr.    N.   Y       Centralised   traffic  control 

ling   sv-tem.      2.019.4n7  ;    Oct     29. 
Werttheisfr.    Jov,>j,h.     Newark     N     J  .    and    IT     Charmoy 

Long  Islanil  City.  S    Y  .  a.sslsnor*  to  Hillside  Calde  Co 

Hillside.    N     J.      .Vrmored    electrical    cable.      2,018,939  : 

Oct     29. 
Wesson.    George    W  .    Bridgeport.    Conn  .    assignor   to   The 

Singer    Man\ifa.turing   Company.    Kliznbeth.    N.    J.      Ro 

tary  hook   for  sewinir  machines      2,019.284  :  Oct.  29. 
Westi'nshouse    W'-    R'-flke    Company.    The.       (See    Logan. 

John   W..  Jr  .   assi-'nor  ) 
Wf^ttnuhonse   Flectrlc   &    Manufacturing  Company.      (See 

Slepian.   Joseph    as- isrnor  > 
Wetherbee,   Herbert   F     Cleveland   Heiu'hts.   Ohio,   assignor 

,,f  one-tenth   to   B.   H.   (;rant  and    sevr-n-tenths   to   R.    F 

Grant.   New    York.  N.  T.     Treating  aluminum   surfaces. 

2  018  «94  ;  0<  t    29 

Wheelwrl'lit    J'lhn  S..  Tonbrid;re,  England.     Stencil  print- 
ing machine      2,019  .^Tf>  :  Oct.  29.    ^„        „      ^ 
Whlpp     T-e«ilie    H  .    .Administrator.       (See    Zander,    Milton 

w:>' 


White,  John  W.,  Detroit,  Mich.,  assignor,  by  mesne  a«- 
signment.M,  to  General  Motors  Corporation.  Actuator. 
2.018,754  ;  Oct.  29. 

Wtiite    Motf>r    Company,    The.      (See   Church,    Harold    D., 

aMsignor.  i 

White    Motor   Company,   The.      (See   Cooper.    K     .M  .    and 

^^pille^,  a»^ignon^  I 
Whltelock,    Leland    I),    Wllklnsburg.    assignor    to   The    l.'n- 

lon    Switch    &    SigTiai    Comi>an>      Swis.svale,    Pa.      Elec- 
tric   tiain   ^lgnallng  system       i:"on»,ltUi  ;   Oct,   2tt 
Whitman.    Walter   G.    assinn    r   to   Standard   Oil   ('umpitny. 

Whiting.       Ind.        Conversion      of       hydro<arl>on      oils. 

2.nm  itst!-;  Oct.  29. 
Wiezevl ch,    ivter  J.      (See  Frollch,  P.  K  .  and  Wie«evlch.) 
Wilcox,    .\lt>ert   C  ,    assignor  to  The   EnteiprlM-   .Mumluum 

Conntany,     Mussillon      Ohio.       Automatic    electric    drip 

coflfee  niakei        2.tMH  t;5>5  •   t>ct.   29 
Wilde,  Joseph    L.,   Rosiou,   Mass.      Apparatus  for  blocking 

pieces    of    meat.       2.019.108,    Oct      29 
Wllhelm,    Walter    W      Baltimore.    .Md  ,    asslnnor    to   Contl- 

neutttl  »  au  (_ouii«tiii> ,   lu(  .   .New   Vnrk.   .N     V.     Container 

for   alio.-   polish       2.019  •■<7(J  .    0(  t     29 
\N  ilke.   liernian.    Wauwaio-a,  ansiKnor  to  W^so^nl^'■  Cuneo 

Press.  Inc,  Milwaukee,  Wis.    IH.play  rartou.    i..ul8,h24  ; 

Oct     JO 
Wllllauis,    St.'idiiii    I...    aj*<li.'i)or    »>    h.xtriidefl    Metnl    l'ro«|- 

ucts    Ci>ni|)un.v.    Krldt;ep«>r(,    iitiio        I'lckllng    aiiiMirntus. 

2,019, -'o»;  .   ( I,  t     _'!' 
Winter,     .loliii      a->iH:nor    to    Winter    .^tamping    Company, 

(Jo^hen.    lud        Hose   ilanip        J  i  il  S.iMXi  ;    t  Kt     29 
Winter  Stnmping  ('ouii)Hny       ',  See  Winter.  John,  assignor.) 
WintUrop    Chemical    Company.      (See    Schmidt,    Hans,   as- 

ig  )i>r  ) 
Wlrtmflller     Anton,    assignor    to    Baverist-he    .Vkt lenses  11 

achaft    fiir    Chemlschc   h   Landwlrts<'haftlich    Chimis.  he 

Fnbrikate.    Henfetrt,    Oberbayern,    <J»-rmany.       Preparing 

active  bleaching  clays.     2,018,987;  (K-t.  29. 
Wii-consln    Coneo    Press,   Inc.      (See    >Mlke,    Herman,    as- 

?  Ignor  I 
Wi.-e,  Clareiii-e    U.   Roselle,   and   I»     V     Kdvvards.    KliwilH-th, 

N    J  .  as-siKiiors  to  Standard  <U1   1  >♦  veK*p'nfiiL  Cuinpauy, 

rrepariii^  resins       2,<il8.771  ;  ikt     29 
Wise,  Holtert   W       i  S.e  IV^un.   A  .    and   Wise.) 
Witnier,     Handd    G.     I'it  f  slHirt;li      iiH«i«nor     t.    Tlie    Uslon 

Swit<'li  A  .Signal  Company,    .--wis-vaie,    I'a.      Railway   aig- 

naliiiL'    app.irafus        2nliMt'.7.    <  K-f     IW 
Wrxxl,  (ilenn  1>  .  as.sijjnur  to  I'oHtvre  Hi-tM-arch  Con'oraliou, 

Elkhart,    Ind       Chair.      2,018,kl'.-  ;    Oct.    29 

Wood,  Henry  A.  W,,  New  York,  assignor  to  W004I  News- 
paper Machinery  Corporation,  .N.w  York,  N.  Y.  Web 
heating  fiev Ire      2.018,907;  Oct.  29. 

Wood  .Newspaper  Machinery  Corporation.  (See  Jordhoy, 
Hans  C  .    nsslv'nor   ■ 

Woo<i  Ne\*siiapcr  M.ichinery  Corporation.  (See  Wood, 
Henry    A     W      a-siimor.) 

Woodail,  Tti.-ma-  1  iKago,  lU.  Mualc  rack.  2,018,988; 
Oct  20. 

A.   Swarthmore.  I'a.     Trap.     2.018,880; 


Woo<lheail,  John 

Oct.   29. 
Wuif,  Charles  A 

rumlr  l'r<»ce«s 


Indiana  IK)!  is,   Ind..  asslirnor  to  The   Ce- 

Conipanv,    Beaver   Falls.    I'n       .Apparatus 

for  applying  [dginents  "to   surfaces       2.0iv.«»s9;   (Set     29. 

Yowt.  Robert  (J.,  and  C  G  Schellv  Webster  Groves,  as- 
signors to  Vost  Schelly  Tafent  Estate.  Inc.,  St.  Louis, 
Mo.      Humidifier       2.nis.99<»;  Oct.   29 

Yost  Schelly  Patent  Estate.  Inc.  >  S«>i"  Vost,  R.  O.,  and 
Scliellv.    assianiiix  1 

y  .img.  Kreil  .\l  i--ii;nor  to  Young  Radiator  Company, 
Raiine.  Wi-.  Ihddover  tank  for  air  conditioners. 
2,019.t>,'?,'{  ;    Oct.     20. 

Young.  John  M  Hr«><*lvn,  assignor  to  American  Can  Com- 
(>any.  New  York.  N.  Y  Key  ojwniiig  ctnitainer. 
2,oix.rt9(> :  Oct    29. 

Young,  I'blllp  I..  New  York.  N.  Y.,  assignor  to  Standard 
Oil  Pevelopnient  ("ompany.  Obtaining  valuable  prod- 
ucts  frrwn   hvdrocarlMin  oils.      2.018,772;    Oct.    29. 

YounkT    Radiator   Company.      (See    Fols<>m.    Robert    H.,   as 
slgnor  I  ^      .     .« 

Young    Radiator    Company.       (See    Young,    Fred    M.,    as- 

■  i  i:  1  o  r  I 
Younsrhusband.  James  I,.      (  Sf>e  Mertz.  Theodore,  assignor.) 
Zander     Milton    W.    deceased,   Chlcaifo     111.    I.     H     \Nhli>p, 

admliiistrator       .Mr  cleaner.      2.01  8,7.'>.5  ;  Oct.   20. 
Z«dl    Mnvid  H  .  Brooklvn.  N    Y      Making  covered  containers. 

2  018. 82R  :  Oct.  2«. 
Zschlmmer    A    Srhwnrr    rhemi'che    Fabrik     IWlau.       (See 

Jochem.  O.,   and    Hennlg.   a-signors^     .    ,    „      ,  v,  i,  . 
Zwick    KOrt.  Munich,  assltrnor  to  P     Deckel,  Mnnlch-Prinr 

Luilwlgshohe      Germanv        Pantocrath     engraving    and 

coi.ying    machine.      2,018.697;    Oct.    29. 


LIST  OF  REISSUE  INVENTIONS 

FOR  WHICH 

PATENTS  WERE  ISSUED  ON  THE  2^h  DAY  OF  OCTOBER,  1935 

Norm — Arranged  In  accordance  with  tbc  first  significant  character  or  word  of  the  name  (in  accordance  wltb  city  and 

telephone  directory  practice). 


Holder  for  facilitating  distribution  of  accounts,  Record 
sheet.  N.  E.  Newman  and  P.  A.  Niemann.  19,743; 
Oct.  29. 


Volume  control.      H.  A.  Wheeler.     19,744  ;   Oct.  29. 


LIST  OF  PLANT  INVENTIONS 


Roae,  Hybrid  Tea.     M.  C.  Amilng.     144  ;  Oct.  29. 


LIST  OF  DESIGN  INVENTIONS 


Airplane.  Bombing.     R.   J.  Minshall.     97.355  ;  Oct.  29. 
U<»oth    or    similar    article.       I,,.     M.     Hampton.       97,349; 

Oct.  29. 
Bottle.     B.  Carp.     97.322  ;  Oct.  29. 
Bottle.     W.  F.  Cox.    97.324  ;  Oct.  29. 
Bottle.     J.  H.  Steuernagle.     97.339;  Oct.  29. 
lk)ttlecap.    (}.  SwItzer.     97.340 ;  Oct.  29. 
Bottle  or  similar  article.   Perfume.      U   Lelong.     97,832  ; 

Oct.  29. 
Box.     J.  M.  Shields.     97.369 ;  Oct.  29. 
Burner  tip  housing.     C.   M.  Bolser.     97,845;  Oct.  29. 
Butter  print   machine.      C.   and   H.   H.   Doerlng.      97,326; 

Oct.  29. 
Can   opener  and   dispenser.   Combined  oil.      M.   Gaertner. 

07.346  :    Oct.    29. 
Casing    for    ice-cream     freeaera,     (Combined     bridge    and 

mechanism.     J.  J.  Gough.     97.348  ;  Oct.  29. 
Clip  for  necktie  knots.      R.  A.   Lester.     97.353  ;  Oct.  29. 
Clock  and  asli  tray.  Combined.     P.  S.  Van  Bloem.     97,841  ; 

Oct.  20. 
Clock    and    desk    unit.    Combination.      P.    S.    Van    Bloem. 

07.342  ;    Oct.   29. 

Coffin  handle.     I>.  J.  Clark.     97.323  ;  Oct.  29. 
Cosmetic  container.     A.   Wewetier.     97,368:  Oct.  29. 
Cycle  saddle  seat,     H.   L.   Van  Doren  and  J.   Q.  Rideout. 

97.343  ;  Oct.  29. 

Doll.     C.  Katagirl.     97,329  ;  Oct.  29. 

Drinking  glass  protector.    J.  C.  Gambell.    97,347  ;  Oct.  29. 
Flame  pad.      I    D.  Rlchhelmer.     97..'^.36 ;  Oct.  29. 
Flatlron.     J.  Koehl.     97,852  ;  Oct.  20. 
nower  holder.     L.  P.  Well.     97,36.'i-7  ;  Oct.  29. 
Game  apparatus  for  pin  ball  games.     H.  0.  Breitensteln. 
97,321  ;  Oct.  29. 


Hair  waving  heater.  Permanent.    F.  V.  Schlelmer.    97,358  ; 

Oct.  29. 
Hair    waring    machine.     Permanent.       C.     O.     Mcintosh. 

97.335  ;    Oct.    29. 
Heat  exchanger.     A.  P.  Llvar.     97,333;  Oct.  29. 
Molding  for  pieces  of  furniture.     C.  G.  Kimerly.     97,350 ; 

Oct.  29. 
Monoplane,   Mld-wlng.     J.   O.   Taylor,   B.   C.   Wilson,  and 

O.  A.  Swanson.     97,362  ;  Oct.  29. 
Monoplane,   Mld-wlng.      J.   G.   Taylor,   R.   C.   Wilson,   and 

O.  A.  Swanson.     97.364  ;  Oct.  29. 
Monoplane,   Semi  mid  wing.      J.   G.  Taylor,   R.   C.   Wilaon, 

and  O.  A.  Swanson.     97.363  ;  Oct.  29. 
Monoplane,   Tandem   bi-motored   Mid-wing.      O.   A.    Swan- 
son.    97.361  ;  Oct.  29. 
MuflT  and  hand   bag.  Combined.     B.   Lobel.     97,354;   Oct. 

29. 
Plate  or  similar  article.     J.  Stetson.     97,338;  Oct.  29. 
Price  ticket.     D.  Glasser.     97,328  ;  Oct.  29. 
Shoe.     J.  Lanz,     97..'i30-l  ;  Oct.  29. 
Shoe.    F.  I.  Sears.     07.337  ;  Oct.  29. 
Shoe    insole    or    similar    article.      V.    Galnor.      97,327; 

Oct.  29. 
Spoon  or  similar  article.     O.  L.  Westgate.     97,344  ;  Oct. 

29. 
Stand.     K.  Klpp.     97.351  ;  Oct.  29. 
Stove,  Cook.     C.  J.  Rogers.     97.357  ;  Oct.  29. 
Sweater.     I.  Louis.    97,334  ;  Oct.  29. 
Textile  fabric.     E.  I.  Hanson.     97,369  ;  Oct.  29. 
Textile  fabric.     E,  J.  Hardmeyer.     97,370-1  ;  Oct.  29. 
Toothbrush.   Finger.     R.  G.   Stevens.     97.360 ;   Oct.   2i 
Vaporlier,  Electrical.    J.  Robinson.    97,350 ;  Oct.  29. 
Wrench.    H.  B.  Curtis.    97.325  ;  Oct.  29. 
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LI^  OF  INVENTIONS 


Z2XI 


LIST  OF  INVENTIONS 

FOB  WHICH 

PATENTS  WEKE  ISSUED  ON  THE  29th  DAY  OF  OCTOBER,  1936 

NoTi. — Arranged  In  accordance  with  the  first  sienlflcant  character  or  word  of  the  name  (In  accordance  with  city  and 

telepnone  directory  practice). 


2,018,764; 
sensitive. 


Oct.  29. 
F.    W. 


E.  J.  W   RaKsdale. 


2,018,8«9 
cooling. 


Oct. 
J. 


Abrading  tool.     J.  L.  Hildebrand.     2,0185671 -Oct.  29. 
Acid,    Dearsenlcatlon     of    soJphuric.       P.    w.    Bachmau 

2,0lt>,038;   Oct.  29. 
Actuator.     J.  W.  White. 
Adiie.sive    tape.    Pressure 

2,019,010  ;  Oct.   29. 
.\erofoil  and  making  same 

Oct.   29. 
.\eroplane.     N.  Franzen. 
.\lr.      Arrangement      for 

2.018.804  :    Oct.    29 
Air  cleaner.     M.  W.  Zander.     2.018.756; 
Air     cleaner     for     gas     engine     intakes. 

2.010.241  ;    Oct.  29 
.\ir  conditioning  apparatus.      H.   F.   Lathrop. 

Oct.   29. 
Air  conditioning  system.     K.  P.  Brace  and  N.  L 

2.019.291  :  Oct.  29.  „  ^  ^  ^, 

Air   conditioning  system.     L.  A.  Phllipp.     2,019,091 

29 
Air  conditioning  system   with  dehnmidlfler  and  reheater 

R.    H.    Kolsom.     2.018,780  ;   Oct.   29. 
Aircraft.     P.  M.  Lewis  and  P.  Landgraf.     2,018.730 


29. 
E. 

Oct. 
H. 


Humpbner. 
2,019.272  ; 

Rasmusen. 

29. 
F.     WelM. 

2,019.351  ; 

Bowe,  3d. 

Oct. 


Oct. 


29 
.\  ire  raft. 
Aircraft. 
Air  filter 
Air  flltf-r 
.\ir  st'parator. 
Aisle  seut.     C 


W.  E.  Methvin.     2,019,018  ;  Oct.  29. 
S.   I.  Mollckl.     2.018.734;  Oct.  29. 
V.  Dahlman.     2.019. ^l.-^  ;  Oct.  29. 
H.  S.  Kaiser.      2,019,186;  Oct    29. 

C.  K    Hermann.     2.018.669  ;  Oct.  29. 
A.  Van  Derveer.     2,018.983;  Oct.  29 


H.    Stark. 


Coloration 
Treating. 


the 
29. 
of. 


H. 


same. 
J. 
E. 


stability    and 
2  OIO.O.'?^ 


J 

E 


Oct 
Miller. 
C.  Fey 


producing   It. 
29. 

2,018.863;   Oct. 
2,019.126:  Oct. 


2.019.323; 
O.  Jochem 
P.  Leahy. 
Wetherbee. 
B.    P. 


F.    W.   Gibson.      2.019,302 


B 


Stoner.     2.018,978:  Oct. 
W,  Stone  and  J.  N 


29. 
29. 
;    Oct. 

29. 
.  Gar- 


.Vlcohols  by  mHaiia  of  a  ketene.  Acetylation  of  liquid  polT- 

hvdroi     aliphatic.      I*.  K.   Frolich   and  P.  J.   Wleievich. 

2."01«.T59 ;  Oct.  29.  ,   ^         „     _ 

.\liohol.s.    Preparation    of   high    molecular   weight.      N.    u. 

Scott  and  V.  L.  Hansley.     2.019,022;  Oct.  29. 
Alloy.     R     R.   Walter       2.018,752:  Oct.   29 
Alternating  current    motor.      J 

Oct.  29. 
Aluminium    formate    and    maklns 

and  T.    Henni.'.     2.019.415  :  Oct. 
.\lnminum      articles, 

2  010,229;  Oct.  29. 
Aluminum       surfaces, 

2.018.694  ;  Oct.  29. 
Amine   of    high    color 

and  J.  M.  Weiss 
Ammonia   recovery,      M 
Amusement  apparatus. 
Amu8em»>nt    apparatus. 

29. 
Amusement  device.     H.   _ 
.\ppurntus  for  mixing  fluids.     F. 

ri»on.      2.01!»..'i25  ;    Oct.    29. 
Arc  trnnsferrlne  nienna.     J.  Y.  Blaiek  and  R.  0.  Anderson. 

2  nio  042  :  Oct.  29. 
Armnturr  mold      V.  G.  Apple.     2,019.064  ;  Oct.  29. 
\rti(le-    T.uking.      II.   Corrnll,     2  01!»,294 ;   Oct.   29. 
Ash  r«-.^iver.     C.  E.  Berg.     2,019,388  :  Oct.  29. 
Automatic   device    for  closing   the  cage  and   well   gates  of 

lifts  and  the  like.     O.  W.chsler.     2.018.75.^;  Oct.  29. 
Automatic   step-bv-step  switch.     B.   Nebelung. 

Oct.  20. 
Automobile   body    construction.      A,    P.    Ball. 

Oct    29, 
Automobile   tool.      A.    Schwedland.      2.018,902 
Azo      dvestufTs.        W.      Neelmeler      and      A. 

2018.801  ;  Oct.  29. 
Bag  :  S^P — 

Convertible  hand  bag.  Bnbber  bag, 

Rnker"   Eleftrlc.     J    A.  Barlow.     2.019.170:  Oct.  29. 
Balanced  throttle  valve.     R.  W.  Mueller.     2.019.193;  Oct. 

29. 
Basket   emptvine  device.      R. 

dersnn.     2.018.929  ;  Oct.  29 
Batchmeter      R.   F.  Lindow. 
Battery  :  f're — 

Galvanic  battery. 
Bearing  :  Bee — 

Piston   shaft  bearing. 
Fearing  and   manufactnrtng   the  same 

O    R    Bott.     2.018.701  ;  Oct.  29 
Belt.  Abdominal.     J.  Tletjen. 
Bench     for     packing     houses, 

2.019,438;  Oct.  29. 
Binder  and  holder.  Catalogue. 

0<*t    29.  .  ^     .       ..  .       ^v     * 

Binder    tape   with    rotary   folders.    Device   for  using  heat 

plastic.     P.  L.  O'Donnell      2.018,867;  Oct.  29^ 
Blndine      Application      of     French.        P.     L.     ODonnell. 

2,018.888:  Oct.  29. 

XXX 


2,018,864; 

2,019.110; 

;  Oct.  29. 
Modersohn. 


H.  Stniman  and  C.   E.  An- 
2,018.964  ;  Oct.  29. 


2.018.981 
Portable. 


Oct. 
B. 


H.  W.  EtBandt. 


Ball   and   similar. 


29 

L.     Smith. 

2,019.003  : 


Oct.  29. 
2,019.270 


2,018.865: 


Binding.  Spiral  lock.     H.  Desbarats.     2.019,001  ;   Oct.  29. 
Blank    for    forming   postcards,    Paper.      J.    Van    Macklen 

bergh.     2,018,984  ;  Oct.  29. 
Bleachers,  Movable.     F.  C.   Fowler.     2,018,887 
Blind   tilting  device.   Venetian.     R.  C.   Pratt. 

Oct.  29. 
Board  :  Hee — 

Game  board.  Ironing  board. 

Boat.      J.    H.    Odenbach    and    J.    Cattanuch. 

Oct.  29. 
Bobbin  stripper.     B.  A    Terrell.     2,018,980  ;  Oct.  29. 
Boiler  construction.      E.  Callahan.     2,018,709  ;  Oct.  29. 
Bottle  cap.   Milk       W     B.    Duffy.     2.019.402:  Oct.  29. 
Bottle   cap  or  closure.      B.   Kahne       2,019.014:  Oct.  29. 
Mottle  closure.     C.  H.  Rasmusseu      2,019.067;  Oct.  29. 
Bottle     closure     and     eyecup.     Combined.       F.     P.     Carr 

2.019,071  ;  Oct.  29. 
Bottle,     Mineral     water     siphon.       B.     J.     P.     Eugater 

2,019.404;  Oct.  29. 
Bottle.  Perfume-     J.    8.  Stein.     2,018,878;  Oct.  2». 
Bottle   with   means   for   filling  pens.     A.   van   der  Woerd 

2.019,240;  Oct.  29. 
Box  :  Hee — 

Folding  display  box. 

Journal  box. 
Box.      W    Newman.      2,018,921  :   Oct.   29 
Ik)x     dumping     machine.     Stacked.       A 

2  018  74H  ■  Oct    29 
Box   for   packing   eggs  and   similar   fragile   objects. 

Isacson.     2,019.414  ;  Oct.  29 
tlrake.     L.   E.  LaBrle.     2,018  962  :  Oct.   29. 
Brake.      O.   d.    Nordberg.      2,018,968;   Oct.   29. 
Brake  apparatus  for  heavy  vehicles.  Hydraulic.     El  G 

roll.     2,018.912  :  Oct.  29. 
Brake  beam  support.     F    Schaefer.     2,019,100;  0<t.  29. 
Brake  control   means.     J     W.   Logan,  Jr.     2,019,314;  Oct. 

29. 
Brake   for  land  vehicle  trains,   Combined   mechanical  and 

fluid.      L.   Campbell,  Jr.     2.019.202  ;  Oct.  29 
G.  and  W.  M.  Folberth. 


Soand  producing  box. 


R.     Thompson. 


O.   L. 


Car 


F 


2,018,846; 


Q.  L.   Smith. 


B.    B.    Hoase.      2,018.916 


Oct.  29. 
J.    Hlncke. 

A.      Reislg. 


Brake  mechanism. 
Oct.  29. 

Brake  mechanism   for  vehicles,   Automatic. 
2,019,101  ;  Oct.  29. 

Brake   operating   mechanism 
Oct.  29 

Braking  equipment.     D.  M.  Smith.     2,019,322 

Brick    building   construction,    Reenforced.      H 
2.019,133;  Oct,  29, 

Brick      siding     wall      plate.      Combination. 
2.018.805  ;  Oct    29. 

Brooder.     E.  P    Fogland.     2,019.216;  Oct.  29. 

I'.rush.     A.  Garbe.     2.019.130  ;  Oct.  29. 

Brush  with  integral  shunt.  Dynamo-electric  machine  com- 
mutator.     V.   G.    Apple       2.010,065  ;   Oct.   29. 

Bucket.    Rayon.      F.    S.   Godfrey.      2.019.344:   Oct.    29. 

Buckets.  Making  turbine.     G.  B.  Warren.     2,019,329  :  Oct. 

2»  ^ 

L.   H.    Lyon.     2.019.230  :  Oct.   29. 

R.  J.  Slpchen.     2,019,162  :  Oct.  29. 

Metal.     W.  D.  Bayley.     2,019,041  ; 


2.018.809  ;  0<^.  29 
the    like.    Oil.      F. 


J.    Hitchcock. 


Meyer,   L. 
29. 


Building  construction. 
Building  construction. 
Bulldini;  construction. 

Oct.  29. 
Burner  :  See— 

Oil  burner. 
Burner.     J.  P.  Ring. 
Burner    apparatus    and 

2  018.863  ;  Oct.  29. 
Bushlnes   In    metal    barrels.    Inserting.      P.    H. 

Bethke.   and  J     P.   Walker      2  018  683;  Oct. 
Cabinet.     H.  A.  Manx.     2.010.064  ;  Oct.  29. 
Cabinet  construction.     Z.  Chafee.     2,019.045  ;  Oct.  29. 
Cabinet  fixture.  Knock-down.     M.  T.  Johnston.     2,019,137; 

Oct    29 
Cable,    Armored   electrical.      J.  Wertxhelser  and  H, 

moy.     2,018,939:  Oct.  29. 
Cable,  Electric      I.  T.  Faucett.     2.019,297  :  Oct.  29. 
Calcium    sulphate.    Making.      W.    W.    Heckert    and 

Patterson       2,018.965  :  Oct.    29. 
Calipers,      <}.    F     Long.      2,018.731  ;    Oct.    29 
Camera,   Photographic.     B.    M.   Herman.      2.018,670:  Oct. 

29. 
Car,    Railway.      B.    G. 

2,019.304  ;  Oct.  29. 
Car   structure.   Articulated. 

Oct.  29. 
Carburetor.     M.  E.  Chandler. 
Carburetor.     L.  B.  Grantham. 
Carrier  :  Bee — 

Mill  roll  carrier. 
Carrier  for  records.     C.  J.  Dlpoel 
~  2.01 


Char- 


O.   D. 


Hallqulst   and   W.    C.    Krauthelm. 


E.    S.   Beckette.      2,019.288; 

2j019,172:  Oct.  29. 
2,018,667  :  Oct.  29. 


Carton.  Display.     H.  Wllke. 


2.019,216  ;  Oct.  29. 
018,824  ;   Oct.  29. 


./ 


Cartons,  pots,  and  like  receptacles  of  thin  metal  and  paper, 

cardboard,  and  the  like.  Manufacture  of.    P.  Heyudrick. 

2.019.412;  Oct.  29. 
Case :  iiee — 

Duplex  case.  TraTeliug  case. 

Casing  :  See — 

Rotary  blower  casing. 
Catalyst    for   ammonia    oxidation    and    the    like.      G.    M. 

Hlckey.     2,018.760  ;  Oct.  29. 
Catch    and    lock,   Traveling   bag.      M.    B.    Schwayder    and 

P.  P.  ElxL      2,019,276;  Oct.  29. 
Celery  hlller.     B.  Shlkl.     2,019,238  ;  Oct.  29. 
CeUuIose  material.  Protective   reagent   for,     W.  T.  Conn. 

2,018,601  ;  Oct.  29. 
Cellulose     materials.     Preservation     of.       W.     T.     Cono. 

2,018,669;   Oct.    26. 
Cellulose    materials,    Preservative    process    for.      W.    T. 

Conn.    2,018,660  ;  Oct.  29. 

Centrifugal  device.      E.  CoUati.     2,018,837  ;    Oct.  29. 

Ceutrlfugal  pump,     H.  E.  La  Bour.    2,019,143;  Oct.  29. 

Ceramic  bonded  articles.  Disintegration  of.  A.  P.  Thomp- 
son.    2,019.062;   Oct.  29. 

Chair.     J.  E.  Erickson.     2,019.005  •  Oct.  29. 

Chair.     G.   D.   Wood.      2,018,825  ;  Oct.   29. 

Chair  having  a  fiexibly  supported  seat.  A.  M.  Holtxman. 
2,018,721  ;  Oct.  29. 

Change  speed  gear.     L.   Ferrari.     2,019,006  ;  Oct.  29. 
Check  valve,  Bali  type.     R.  W.  Tryon.     2,018,769  ;  Oct.  29. 
Chemical    reactions,    such    as    roasting,    calcining,    or    the 

like,  .\puuratus  for  the  performance  of.     C.  P.  Debucb. 

2,019,397  ;  Oct.  29. 
Cherries,  Preparing  maraschino.    W.  K.  Tucker.   2,019,030 ; 

Oct.  29. 
Chest   or   simUar    receptacle.     0.   A.   Loftln.      2,019,083 ; 

Oct.   29. 

Cigar  container.     J.  D.  ContL     2,018,706;  Oct.  29. 
Cigars.   Apparatus  for  shaping  and  packaging.     B.   A.  E. 

Johnson  and  G.  OstrCm.    2,019,080  ;  Oct.  29. 
Circuit   and  switch  therefor,  Bell  ringing.     B.  T.  Farrell. 

2,019,075  ;   Oct.   29. 
Circuit  breaker.     E.  H.  Taylor.     2,018,904  ;  Oct.  29. 
Circuit,    Delayed    automatic    volume   control.      C.   Travis. 

2.018,982  ;   Oct.   29. 
Circuit   interrupter.  Electric.     L.   S.  Hobson.     2,019,848; 

Oct.  29. 
Circuits,  I>evlce  for  controlling  electric.     L.  F.  Jones  and 

B.   W.  Radius,     2,018,958;  Oct.  29. 
Circuits,  Electric  translating.     L.  W.  Thompson  and  G.  L. 

Rogers.     2.019.328  ;  Oct.  29. 
Circuits.  Electrical  control.     O.  W.  Livingston.     2,019,362 ; 

Oct.  29. 
Clamp:  Bee — 

Hose  clamp. 
Clasp,    Stocking   supporting.     A.    8.    Becker.      2,018,662 ; 

Oct.  29. 

Clays.      Preparing     active      bleaching.        A.      WlrxmflUer. 

2.018.987;  Oct.  29. 
Cleaner  :  Bee — 

Air  cleaner.  Spark  plug  cleaner. 

Pneumatic  cleaner. 
Cleaning    apparatus.    Dry.      G.    W.    Johnson.      2,019.011  ; 

Oct.  29. 
Clean  up  agent.     J.  D.  McQuade.     2,018,966 ;  Oct.  29. 
Closure  member.     W.  Q.  Miller.     2,019.084  ;  Oct.  29. 
Clothespin.     B.    L.  Andrews.     2,019,380  ;  Oct.   29. 
Clothes    w  ashing    machine.      P.    E.    Geldhof.      2,019,076 ; 

Oct.  29. 
Clothing,  Buoyant.     W.  Milne.     2,019,086  ;  Oct.  29. 
Clutch  :  See — 

Hydraulic  clutch. 
Clutch.     H.  D.  Church.     2,018,834  ;  Oct.  29. 
Clutch    mechanism.      R.    M.    Cooper   and    W.    B.    Spiller. 

2,019,073;  Oct.  29. 

Clutch  mecbaultim.    A.  J.  Meyer  and  L.  P.  Kalb.    2,019,153  ; 

Oct.  29. 
Clutch  operating  mechanism.     B.  V.  Metcalfe.     2,019,315 ; 

Oct.  29. 
Coals,  Coking  of.  W.  Fits  and  J.  Daniels.    2,018,664  ;  Oct. 

29 
Cock  for  gas  ranges  and   the  like.     U.  Quhl.     2,019,007  ; 

Oct.  29. 

Coffee    maker.    Automatic    electric    drip.      A.    C.    Wilcox. 

2.018,695  :   Oct.   29. 
Coll  turn  counter.      H.  Arber.     2.019,286;  Oct.  29. 
Collapsible  receptacle.     F.  Mallgraf.     2,019,231  ;   Oct.  29. 
Combination  lock.      J.  Schliti.    ^,018,746  :  Oct.  29. 
Combustion  engine.     F.   Sass  and  E.    Daiber.     2,019,321  ; 

Oct.  29. 
Comestibles,  Apparatus  for  nesting  and  subdividing.     C.  W. 

Vogt.      2,0lft,750;   Oct.   29. 
Communication  system.     P.  I).  Adler.     i:,018,940  ;  Oct.  29. 
Compas.s.  Liquid.     J.  L.  Hassel.     2,019,411 ;  Oct.   29. 
Composition  for  ln.secticldal  or  fungicidal  use  and  prepar- 
ing the  same.      J.    F.    LIttooy   and    F.    F.   Llndstaedt. 

2,018.681  ;  Oct.   29. 
Composition  of  matter  and  producing  same.     D.  F.  Twiss 

and  E    W.  B.  Owen.     2,019,239  ;  Oct.  29. 
Compres.'^or    for    fluid    actuated     brakes.      C.     Sauredde. 

2,018,685  ;  Oct.  29. 
Concrete  form.  Self-supporting.   B.  E.  Simpson.    2,019,195  ; 

Oct.  29. 


Concrete  vibrating  machine.     E.  B.  Jorgensen.    2,018,789; 

Oct.  29. 
Condenser :  Bee — 

Refrigerator   condent>er. 
Conduits,  Apparatus  for  cleaning  liquid.     H.  M.  Erdmauu.- 

2,018,952;   Oct.   29. 
Construction    material   and   making  the  same.   Composite. 

P.  B.  Brill  and  G.  H.  EUis.     2,018,911  ;  Oct.  29. 
Contacting  Device.     M.  L.  Jeffrey,  1.  U.  Kickhoff,  and  k. 

D.  Sanborn,  Jr.     2,019,051  ;  Oct.  29. 
Container  :  Bee — 

Cigar  container.  Liquid  dispensing  contain- 

Dispensing  container.  er. 

I?'lexible  container.  Sealed  container. 

Impervious  container.  Telescoping  container. 

Key  opening  container. 
Container.     A.  O.  Dailer.     2,018,707;  Oct.  29. 
Container  and  opening  the  same.  G.  E.  Dosseuu.  2,019,254  ; 

Oct.  29. 
Container  for  shoe  polish.      W.   W.  Wilhdm.      2,019,376  ; 

Oct.  29. 
Container     having     a     handhold.       I.     and     J.     D.     UiU 

2,019,307  ;   Oct.   29. 
Containers,    Apparatus    for     manufacturing.       E.    Conti 

2,019,117;   Oct.   29. 
Containers,    Hot    plating.      L   J.    B.    Demers.      2,018,951 ; 

Oct.  29. 
Containers,  Making  covered.     D.  H.  ZeU.     2,018,826  ;  Oct. 

29. 
Control  apparatus  for  fluid  pressure  actuated  devici's.     F. 

G.  and  W.  M.  Folberth.     ;i,018,844  ;  Oct.  29. 
Control  lor   recording    iubtrumeuts,   Stress  strain.      R.  B. 

Lewis.     2,019,313  ;  Oct.  29. 
Control  means.     P.  S.  Russel.     2,019,461  ;  Oct.  29. 
Control    system.      L.     U.    Allison    and    N.    W.    Lindsay. 

2,019,063;  Oct  29. 
Control   system.     R.  K.  Crooks.     2,019,074  ;  Oct.  29. 
Control  system.     C.  C.  Runner.     2,019.320;  Oct.  29. 
Convertible  hand  bag.     L.  J.  Hodgers.     2,018,809;  Oct.  29. 
Conveyer.      H.    Bogaty.      2,019,389;   Oct.   29. 
Conveyer   bands.   Device   for   cleaning   and   greatslng.      F. 

Hang.     2,018,.  19  ;  Oct.  29. 
Cooler   and  dispenser.    Water.     M.  Alex.     2,019,034  ;  Oct. 

29. 
Corrosion  Inhibition.    J.  K.  McConkie.     2,018,682  ;  Oct.  20. 
Cotlou    humidltier.     C.    S.    Herring.     2,019,079 ;    Oct.    29. 
Couch    or    davenport.    Folding.     A.    Meiives.     2,019,266 ; 

Oct.  29. 
Couch,  Studio.     M.  Fox  and  W.  P.  Seng.     2,019.218 ;  Oct. 

29. 
Coupling   organization   for   a   crosbhead   and   piston   rod. 

J.  Reld.     2,019,463  ;  Oct.  29. 
Couplings,   Method   and    tool   for  clamping   electrical.     F. 

Christians.      2.018.1t96  ;  Oct.  29. 
Covering,  Hand.     C.  L.   Dunn.     2,018,841  ;  Oct.  29. 
Coverings    for    pipes   and    the   like,    Manufacture   of   heat 

non-conducting.     F.    W.   King.     2.019,417;   Oct.   29. 
Crank  shaft  forming  machine.     C.  S.  Swansou,  D.  R.  Cor- 
nell, and  C.  A.  Aldrln.     2,018,931  ;  Oct.  29. 
Curves,    Mechanism    for    laying    out.     A.    F.    Krumholz. 

2,018,894  ;  Oct.  29. 
Cutter  :  Bee — 

Rotary  cutter. 
Cylinder  gauge.     A.  H.  Bates.     2,019.287  ;  Oct.  29. 
Cylinder,  Pressed-metal.     O.Mitchell.     2,019,154  ;  Oct.  29. 
Decoration  for  burial  caskets.  Illuminated.     R.  S.  Miukel. 

2,019,192  ;  Oct.  29. 
Defoamer.     H.  E.  Velt.     2.018.749  ;  Oct.  29. 
Demand  meter.      T.  A.  Rich.      2,019,318  ;  Uct.  29. 
Dental    articulator.     J.    I.    Lawson.     2,018,679;    Oct.    29. 
Dentifrice.      U.  A.  Kuever.     2,019,142  ;  Oct.  29. 
Denture,  Artificial.     B.  Vend.     2.018.821  ;  Oct.  29. 
Derivatives  of  pyrene  and   preparing   them,  I'oly-halogen. 

H.  Vollmann  and  H.  Becker.      2.018.935;  Oct.  29. 
Designs  on   hosiery,   Apparatus  and    method   of   printing. 

E.  Mueller  and  P.  Felber.     2,019,156;  Oct.  29. 
Desk.     W.  C.   Lehman.     2.019,455  ;  Oct.  29. 
Dielectric  composition.      F.  M.  Clark.     2,019,338  ;  Oct.  29. 
Differential,      Overrunning      gearless.      O.      B.      Szekely. 

2,019.367  :  Oct.  29. 
Diphenyi^  Halogenation  of.    C.  R.  McCullough.    2,019,915 ; 

Oct.  29. 
Dlphenvlmethane  derivatives.  Preparing.     B.  Bienert  and 

R.  Held.     2,018,775  ;  Oct.  29. 
Direction  signal.     J.  A.  Spina.     2,019.306  ;  Oct.  29. 
Dispensing  apparatus*^    C.   F.  Walte.     2,018.693  ;  Oct.  29. 
Dispensing  container.     R.  T.  Garfein.     2,019,406  ;  Oct.  29. 
Display   holder.     T.  Mertz.     2,018,861  ;  Oct.  20. 
Display   rack.     H.  O.  Tompkins.     2.019,371  ;  Oct.  29. 
Displaying   device.     J.   A.    Baldwin.     2.019.384;    Oct.   29. 
Directory   board  and  the  like.     J.  A.   Weber.     2,019,107  ; 

Oct.  26. 
Dispensing  apparatus.     C.  R.  Taylor.     2.019.202  ;  Oct.  29. 
Doll,    Articulated.      M.  S.    Lower.      2.019.148  ;  Oct.  29. 
Dolls.  Head  for.     J.  K    Gammeter.     2.019,129;  Oct.  29. 
Door.      B.  G.  Fitch.     2.018.663  :  Oct.  29. 
Doorcheck.     W.    Sadownlck.     2.018,876;   Oct.    29. 
Doorlock,    Automobile.     A.    McCormlck.     2,019,429 ;    Oct. 

29. 
Door  panel.  Automobile.     J.  J.  Blum.     2,019,247  :  Oct.  29. 
Door,      Power     operated      elevator.     A.      J.      Llebenberg. 

2.019.456;  Oct.  29. 
Door  securer.     J.  Forte.     2.019,217  ;  Oct.  29. 
Draft  gear.     E.  P.  Klnne.     2,019,311 ;  Oct.  29. 
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LIST  OF  INVENTIONS 


machine.     J. 

L.    Y     Spear. 
*»5-6:  Oct.  29 
twi8tinK 


H.  McLellan.  2,019.010; 
H.  E.  OrieBhaber.  and  E. 
machines.      E.     Sohwelier 


O.     B.     Swarts.     2,019,327  ; 
stop   means   therefor. 


2.019.285 
Harper. 


Oct.  20. 
2.018.846 


2.019.450;  Oct. 
Oct    2«. 
2.018.764 


29. 

;  Oct. 


Drawer    pull   and    label   holder.   Combined.      F.   K.   Curtis. 

2,018.662  ;  Oct.  29. 
Drier  :  See — 

Fniit  drier. 
Drill  :  See — 

Rock  drill. 
Drink   dispenslni; 

Oct.  29. 
Drive.    EJiectrlc. 

Nibbs.      2.019,0 
Drlvlne     device     for 

2.019.364  ;  Oct.  29. 
Driving  locking    mechanism 

Oct.  29. 
Drivlnj;    mechanism    and    automatic 

<;.   J.    IhliK.      2,019.439;  Oct.   29. 
Driving  wheel.      T.   H.    Alnsworth. 
Duct.      H.    J.    L.    Frank    and   W.    A 

Oct.  29. 
Dumping  receptacle.     G    O.  Harm. 
Duplex  case       W.  T.  Parkin.     2,019.235 
Dve  and  its  preparation.  Axo.     C.  Paine. 

29 
Ea.sei.  Portable  folding  artist's.     W.  E.  Denny.    2,019,214 

(Jct.  29. 
Edges  of  small   plates  of  a  lining 

for    chamfering    the    sharp,     (j. 

Oct.  29 
Egg  case  cushion  pad.      R.   Guyer. 
Electric  incandescent   lamp.      M.  R 

Oct.  29. 
Electric  lamp.  Gas  filled       F    Bother.     2.018.974  ;  Oct.  29. 
Electric  lamp   holder.      E.   Clemence.      2.018,836 ;   Oct.   29. 
Electric    machine.    Dynamo,      d.    G.    Landls.      2.01»,0«2 ; 

Oct.  20. 
Electric  spark  plug.      L    Graf.      2,018.783  ;  Oct.  29. 
Mectrlc  switch       H     .\I     Dressel.  K.  C.   Allison,  and  B.  J. 

Mastnev.      2.019.177;  Oct.  29. 
Flectrlc  switch.      E  G.  Johansson.      2.019,416  ;  Oct.  29. 
Electric  switi  h.      C.  A.  Rasmussen       2.019,093;  Oct.  29. 
Filectrlc     transmission     line.     Overhead.      F.     M.     Crapo. 

2.019.445  :  Oct.  29. 
Klectrlcal   apparatus.      C. 
Electrical  control  system. 

29. 
Electrical  discharge  material  and  manufacturing  It 

Braselton.      :i,01S.993  ;  Oct.  29. 
Electrode     for    gaseous    discharge    lamps.     R.     C.    Hyde. 

2.018.957  ;  Oct.  20. 
Flertrolytlc  cell.      A.  C.  Brown.      2.018.708:  Oct.  29. 
Kl^K-tromasnetic    controller    for    power    driven    machines 

H    E.  Hodgson.     2,018,720;  Oct.  29. 
Engine  :  See — 

Internal  combustion  engine 
E.     Hall    and    W.    H.    Elchelman. 


Process  and 
D^sagnat. 

2.018.954 
Andrews. 


apparatus 
2,019.398  : 

Oct.  29. 
2,019,331  ; 


I     McNeil       2.019.430;   Oct.   29. 
L.  J.  Madden.     2,018,798  ;  Oct. 


C.  H. 


P     W.    Crane    and    R.    T.    Fields 
W.    8.   Watt.     2.018,936;  Oct.  29. 


L.    Shuttleworth. 
2.018.927  ;  Oct. 


G 
29. 


J.    Cnder- 


29. 


Combustion  engine. 
Kxpanslon     Joint.      E. 

2.019.131  :  Oct.  29. 
F'xtrusion    apparatus. 

2.019.119  ;  Oct.  29. 
Kyelftlng   machine. 
Fabric  :  See — 

Warp  knit  fabric 
Fabric    manufacture.      H. 

wood,  and  W.  H.  Howe 
Fastener  :  See — 

Slide  fastener. 
Fastener       H.    M.    Campbell.     2.018.995 ;    Oct.    29. 
Fastening  device.     O.  C.  Kauffman.     2.019,262;  Oct. 
Fastening  means.     W.  E.  Hokf.     2.019,049;  Oct.  29. 
Faucet.  Mixing      J.   Robinovitz.     2.019,:il9;  Oct.  29. 
Feed    for    lens    grinding    and    polishing    compounds.    Auto- 
matic.     I.   N.   Cassity.     2,019.171  ;  Oct.  29. 
Feed  mechanism.  Intermittent.     A.  S.  Howell.     2.019.261  ; 

Oct.  29. 
Fiber     and     producing     same.     Artificial.       R. 

2.019.185  :  Oct.  29. 
Fibroin   s<jlutlous.   Manufacture  of.     E.   Hubert, 

and    H.    Mahn.      2.019.225;   Oct.    29. 

Films.  Printing  sound  and  moving  picture. 

2.018.812  .  Oct.  29. 
Filter  ;  See — 

Air  filter. 
Finger  ring      M    Manne.     2.019,063 
Fire  extinguisher.  .Automatic.     P.  I. 

Oct.  29. 
Fire  or  draft  stop  for  piers,  wharves, 

Kay.      2.019.188  ;  Oct.   29. 
Hasher       W.   Huppert.     2,019.309  ;  Oct.   29. 
Flatlron,  Electrical.     F   W.  Carpenter.     2.019,293  ;  Oct.  29. 
Flatiron    lift    stand       J     W.    Myers    and    W.    H.    OInder. 

2,019,431  ;   Oct.   29 
Flf-xible  container.     F.  Semsch.     2,019,160;  Oct.  29 
Floor    covering    and    making    the    same.       A.    Elmendorf 

2.018.711  ;  Oct.   29. 
Flour,   Manufacture  of  wheat.      E.   J.  Miller.   H.  L.   Good- 
win. Sr..  and  E.   M.  Miller.     2.018.966;  Oct.  29. 
Fluid    pressure    control    mechanism.      F.    O.    and    W.    M. 

Folberth.     2,018,843  ;  Oct.  29. 
Fluid    pumping    apparatus.      8.    R.    8ellliere.      2,019,023; 

Oct.  29. 
Fluid-reaction        propelling       apparatus.         H.       Endres. 

2,018.779  ;  Oct.  29. 
Folding.     A.   Irashaug.     2,018.855;  Oct.  29. 
Folding  display  box.      F.  J.  Colling.     2,019.260 


H.     Kagi. 
W.  Irion. 

R.   Schmidt. 


Oct.  29. 

Bonnlng.     2,018.810 ; 

and  the  like.     J.  Mc- 


method  of  folding 

2.019.866 


P.  L.  O'Donnell. 


Folding  machine  and 

2.U18.8G6  ;  Oct.  29. 
Food  compound.     T.  T.  Spee<l.      2.019.866  ;  Oct.  29. 
Food   dispensing  device       H.  P.  Hall.     2,018,784;  Oct.   29 
Food    product     and    producing    same.       J.    T.     Knowles 

2,019,141  ;  Oct.  29. 
Fork    for    vehicles,    Front.      O.    M.    Pomeroy.      2.018.973 

Oct.  29. 
Form.  Welt  supporting.     8.  Ferrl.     2,019.406  ;  Oct.  29. 
Fountain  :  See — 

Ink  fountain. 
Friction   tester.     8.  Q.  Tllden. 
Frosting  of  Neon  signs,  Inside. 
'"'      '^-    29. 
and 


2,018.688-9;  Oct.  2». 
J.  C.  Hostetter  and  R. 


D. 


O.  CockrlU. 
2,018.979;  Oct.  29. 


i,019.087 


2.019,283  :  Oct.  29. 
C.  L.  Taylor.     2,019,102 


E.      O. 


Oct. 
Scheerer. 


SmItB.     2,01H.78t);  6ct. 
Fruit  drier.     D.  C.  Morris 

Oct.  29. 
Fuel,  Motor.     L.  G.  Story. 
Furnace  :  See — 

Glass  furnace. 
Furnace.     W.  E.  Weaver. 
Furnace  charging  machine 

29. 
Furnace      combustion.      Controlling. 

2.01«,92o  ;  Oct.  29. 
Furnace.  Method  and  apparatus  for  mixing  and  dl.scharg- 

ing    the    contents    of    an    electric    glass.      J.    Ferguson. 

2.018,886  ;  Oct.  29. 
Furnaces  with  heavy  fuel  oil.  Apparatus  for  firing.     W.  M. 

Hepburn  and   E.  G.  de  ("orlolls.     2.018.956  ;  Oct.  29. 
Galvanic   battery.       H.    W.    Brownsdon    and    R.    Chadwlck. 

2,018,942  ;  Oct.  29. 
Game.     A.  E.  Opalka.     2,019,358  :  Oct.  29. 
Game  and  game  apparatus.     O.  F.  Cahlll.     2,018.833;  Oct. 

29. 
Game  board      F.  K    Maitland.     2,019,160;  Oct.  29. 
Garment.     A.   L.   Flesh      2  018.666-6;   Oct.  29. 
Garment     and     belt     therefor.     Draped.       M.     Blumgardt. 

2.019.248;  Oct    29 

Klrsten.     2,018,856  ;  Oct.  29. 

H    Carah.     2,019,393  ;  Oct.  29. 

Bacon.      2.019.468;  Oct.   29. 

Rydell.     2.019.237  ;  Oct.  29. 

or  sulphur.   Cooling  hot. 

21» 


Gas  arc  lamp.  K.  F.  J 
Gas  cap  and  signal.  (J 
(ias.  Purifying.  T.  S. 
(;as  tank  i-Hp  lock.  L. 
Gases  containing  oxides 
Berry.     2.019,246  ;  Oct 


O.   A. 
It  may  be  made. 


W.  Edwards.     2.018.777  :  Oct.  29. 


Oct.  29. 


Gasket  and  packing  material   from  which 

R.  M.  Waples.     2.019.031  ;  Oct.  29. 
Gauge  :  See — 

Cylinder  gauge.  Preclaion  gauge. 

King  pin   gauge. 
Gauging  tool.     F. 
Gear  :  See — 

Cliange  speed  gear  Draft  gear. 

Glass  articles.  .Manufacture  of  variegated.     H.  T.  Hellmers 

and   R.    H.    Donnald.     2.019.048;  Oct.  29. 
(Jlass  composition  of  high  electrical  resistance.  Soft.    W.  C. 

Taylor.      2,018.816-17;    Oct.    29. 
(;ia»s   cutting    apparatus.    Sheet.      J.    P.    Crowley   and   N. 

Mannbourg.     2,019.175;  Oct.  29. 
Glass   furnace.     J    Ferguson.     2.018.880;  Oct.  29. 
Glass  furnace.  Electric.     J.   Ferguson.     2,018,884;  Oct.  29. 
(;iass    grinding    apparatus.      F.    B     Waldron.      2,019,206 ; 

Oct.  29. 
(Jlass  working  implement.     R.  D.  Smith.     2,018,814;  Oct. 

29. 
Gluing  and  pro<luct  thereof.     Q.  R.  Meyercord  and  C.  E. 

Rozema.      2,018,733;  Oct.   29. 
Gluing,    Method    of    and    apparatus    for.      C.    B.    NorrU. 

2,018.7:i6  ;  Oct.  29. 
Golf  club.      W.   Hutchison.      2,018.723  ;  Oct.  29. 
Golf  club.     W.  F.  Reach.     2.018,85)7-8;  Oct.  29. 
Governor.     C.  B.   Spellman  and  A.  Grelg.     2,018.977;  Oct. 

29. 
Governor  control  mechanism.     8.  L.  Kerr.     2,018,793  ;  Oct. 

29. 
Governor  for  closure  members.     W.  G.  Miller.     2,019.086; 

Oct.  29. 
Grade   Indicator.      J.    R.    Elsom.      2,019.178 ;   Oct.   29. 
(irlndlng  machine.     W.   F.   Eraser.      2.018.847  ;  Oct.  29. 
Grinding  mill.     J.  L.  and  J.  C.   Kopf.     2.019,013;  Oct.  29. 
Grinding  mill.      A.  Larsen.     2,019,464;    Oct.    29. 
Gyrovertical.     F.  C.  .Narvesen  and  M.  F.  Bates.     2,018,736; 

Oct.  29.  _ 

Hair  waving  device.      F.   R.   Marcel.      2,019.161  ;  Oct  29. 
Hand   bag.     L.  Amsterdam.      2.019.035;  Oct.  29. 
Handle.     T.  G.  Llndsey      2,018,895;  Oct.  29. 
Handle      F.   W    Mabry.     2,019.426 ;  Oct.  29. 
Handles.      Resilient      attachment      for.        J.      L.      Potter. 

2.018,923  ;  iJct.  29. 
Harrow.     M.  Teel.      2.019.869  ;  Oct.   29, 


Headdress. 
Headlight. 
Headlight. 
Headlight. 

29. 
Headlight  Indicator,  Automobile. 

Oct.  29. 
Heater  :  See — 

Water  heater. 
Heating  and    cooling   system.      K. 

Oct.  29. 
Heating    apparatus    for    automotive 

2.018,900;  Oct.  29. 
Heel.  Metal.     A.  von  Hayn.     2,019.873;  Oct 
Hinge.     M.  L.   Anderson.     2,018,909;  Oct.  29 


29. 


W.    Sternl>erg       2,019.028;   Oct. 
P.  J.  Berr.T.     2.018.829;  Oct.  2i>. 
A     K.   Johnson.     2.018,788;    Oct.   29. 
Automotive.      B.   H.  Hallman.     2,019.410;  Oct. 


M.  D.  8pe«r.    2,019,109  : 

P.   Brace.      2.019.290; 
vehicles.      H.    Boae. 
29. 
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2.018,796  ;  Oct.  29. 
Key  holder, 
the 


same. 


A.   H. 


E.    C.    Mersereau. 


2.019,046  ; 


Hoist.     B.  A.  I^arson. 
Holder :  Bee— 

Display  holder. 

Electric  lamp  holder 
Holder    for    ornaments   and   detaching 

VmcI.     2.018.934;  Oct.  29. 
HoldUiR    and     releasing    mechanism. 

2,019,190;  Oct.  29. 
Hollow  articles.  Manufacturing.     G.   Delpech 

Oct.  29. 

Hollow  objects.  Casting.     F.  P.  H.vde.     2.018,675  ;  Oct.  29. 
Hose   clamp.      J.    Winter.      2.018.906 -Oct.    29. 
Hothouse,      Portable     collapsible.       W.     C.     Graves,     Jr. 

2,019,407  ;  Oct.  29. 
Humldlller.      R.   G.   Yost   and   C.   G.   Schelly.     2.018.990; 

Oct.  29. 
Humidity    responsive   device.      C.   A.   Nickle.      2.019,365; 

Oct.  29 
Hydraulic  clutch.     F.  Rodeghler.     2,018,743  ;  Oct.  29. 
Hydraulic      fiow  regulating      device.        J.      W.      Watson. 

2.019,440  ;  Oct.  29. 
Hydrocarbon     products.    Manufacture    of     Improved.       E. 

Ayres  and  if.  G.  Smith.     2,019.037  ;  Oct.  29. 
Hydrncnrbons,  Art  of  and  apparatus  for  converting.     W. 

L.  Gomory.     2.019.448  ;  Oct.  29. 
Ilvdrocarbons,    Partial   oxidation  of.     8.  P.  Burke  aud  C. 

"F.  Frvllng.     2.018.994  ;  Oct.  29. 
Hydrocarbons,  Refining.     T.  T.  Gray.     2.019.184  ;  Oct.  29. 
Ilydroxvpvrene.    Manufacture    of.      W.    Kern.      2,018,702 ; 

Oct.  29. 
Hygrometer.     H.    Hastings.      2,019,222:  Oct.   29. 
Hygroscopic  material  and  the  product  thereof.  Drying.     L. 

W.  Lewis.     2.018.797  ;  Oct.  ^9. 
Ice     cream     cones,     l>evice     for     filling.       C.     W.     Vogt. 

2,018.751  :  0<t    zi» 
Igniter,  Pyrophorlc.     W.  J.  Smith.     2.019,165  ;  Oct.  29. 

apparatus,  especially  for  internal  combustion  en- 
Magneto  electric.  J.  Bohll.  2.018,8:{0 ;  Oct.  29. 
control   device.     L.  B.   Kimball.     2,018,893;  Oct. 


Ignition 
glnes. 

Ignition 
29. 

Ignition 


M.  Mallory.     2.019,427  :  Oct.  29. 
H.  C.  Aument.     2.019,242  ;  Oct.  29. 


Eadlo  direction  indicator. 


indica- 


distributor. 
Impervious  container. 
Indicator:  See — 

Grade  indicator. 

Headlight  indicator 

Level     and     angle 
tor. 
Indicator    light.      R.    W 

2.018.874  ;  Oct.  29. 
Ingot  surface   defects.  Method  and  mold   for  eliminating 

E.  J.  Kauffman.     2,018.762  ;  Oct.  29. 
Initial  stamping  device.     L.   Danenberg 

29. 
Ink  fountain.  Constant  lerel.     H.  C.  Jordhoy. 

Oct.  29. 
Insecticide  and   using   same.   Nitrogen.      F.   J. 

2.019,121  ;  Oct.  29. 
Insulating   and    cooling   composition    for   electric   devices 

F.  M.  Clark.     2.019,336;  Oct.  29. 

Insulation  and  manufacture.     G.  A.  Nicol,  Jr.     2.019.2.33 

Oct.  29. 
Insulation,  particularly  for  refrigerators  or  the  llkt.     C 

O.  Munters.     2.019.194;  Oct.   29. 
Insulator.  FIrepioof  thermal.     L.  D.  Morton. 

Oct.  29. 
Interleaf  or  spacer.     J,  W.  Watson.     2.019,441 
Internal  combustion  engine. 

Oct.  29. 
Internal    combustion   engine 


Reltherman    and    A.    II.    Cokell 
for  elimir 

2,019..'595;  Oct 
2.018.959 
De  Rewal 


W.  B.  Brohandor. 
J.    E.    Castle. 


2.018,800 

Oct.  29. 
2.018.702 


2,018,944 
2,018.914;  Oct 


Fischer.  2.019,298;  Oct 
F.  Gruebler.  2,018,848 
I.  Klbbe.  2,018,727;  Oct 
Kliesrnth  and  R.  P 


V.  W. 


engine    with 

Oct.  29. 

gas,   Pro<luctlon    of. 


rotary    valve.      C.    A 


R.    Auerbach 


Oct.  29. 
Internal  combustion  engine.     W.  Endres. 
29. 

Internal  combustion  engine.     H. 

29. 
Internal    combustion    engine. 

Oct.  29. 
Internal  comhnstion  engine.     J. 

29. 
Internal   combustion   engine. 

Rreese.     2,019,138  :  Oct.  29 
Internal    combustion 

Hurtlg.     2.019,310; 
Ions    in    air   or    other 

2.019,3.33;  Oct.  29. 

Ironing  hoard.     L.  Prlbyl. 

Joint  :  Bee — 

Expansion  Joint. 

Metal  curtain  slat  Joint 

Joint.     E.  D.  Ebv.     2.019,.342  ;  Oct.  29. 

Joint.      H.  C.  lyord.     2,01»K>62  :  Oct.  29. 

Journal  box.     (J.  F.  Couch.     2,018,949;  Oct.  29. 

Keeper  for  locks.      R.   Grill.     2.019,408;  Oct.  29. 

Key.     L    E.  Deutsch.     2.019.400  :  Oct.  29. 

Kev  holder.     T.  G.  Ashbridge.     2.019.0.S6:  Oct.  29. 

Key  opening  container.     J.  M.  Young.     2,018.696;  Oct.  29. 

Key  operable  lock.     L.  K.  Deutsch.     2.019.399  :  Oct    29. 

Kiln  and  cooler.  Rotary.     J.  8.  Fasting.     2,019.179;   Oct. 
29. 

King  pin  gauge.     C.  C.  Bennett.     2.018,910;  Oct.  29. 

Knitting  niathlne.  Circular.     F.   B.  Deans  and  C.  F.  Man- 
ger.    2.019..396  :  Oct.  29. 

Knocking    In    Internal    combustion    engines,    Eliminating. 
L.  B.  Kimball.     2,018.892;  Oct.  29. 


2.019.092 ;  Oct.  29. 
Universal  Joint. 


Laminated  article.    W.  H.  Carothere,  G.  J.  Berchet,  and  B. 

A.  Jacobson.     2.019.118;  Oct.  29. 
I^mp  :  Set 


Glass  arc  lamp. 
Projector  lamp. 

2.018.905 


Electric  Incandescent  lamp. 

Electric  lamp. 

Gas  arc  lamp. 
I^mp  cluster.     W.  J.  Urban.     2.018.905  ;  Oct.  29. 
Latex  Into  textile  fibers,  threads,  tissues,  cords,  and  other 

textile    materials.    Facilitating   the   penetration    of.      L. 

8.  M.  Lejeune  and  J.  E.  C.  Bongrand.     2.019,420  ;  Oct. 

29 
Leg.  Gas  stove.      A.   F.   Thompson.     2,019,203;  Oct.  29. 
Level    and    angle    Indicator.      E.    S.    Oswood.      2,019.317; 

Oct.  29. 
License     plate     identification     means.       N.     F.     Miller. 

2,018,799  :  Oct.  29. 


Light :  See — 

Indicator  light. 
Lighter  construction. 


Lighter 
Ughter 
Lighter. 


Traffic  control  light. 
C.  J.  Lagerholm.      2,019,43;';  Oct. 


A.  F.   Rellly.     2,019.434  ;   Oct.   29. 
T.    M.    GIb-on.      2.019.436;   Oct.   29. 
R.   S.   Blair.     2.019,435:  Oct.  29. 
C.  J.  lagerholm.     2,019.433  ;  Oct.  29. 

G.     R.     May. 


construction, 
mechanism. 
Pyrophorlc. 
Lighter.  Pyrophorlc. 
Lighting    fixture.    Merchandising    display. 

2.018.732;  Oct.  29. 
Lighting  unit.     C.  A.  B.   Halvorson.     2.019,346  ;   Oct.  29. 
Line    composing    machine.       W.     Ackerman.       2,019.168 ; 

Oct.  29.  ^ 

Lining.  Metal  sash.  G.  W.  Brown.  2.019.044  :  Oct.  29. 
Uqiiefle<l  gas  tank.  P.  S.  Endacott.  2.019.004  ;  Oct.  29. 
Liuuld    dispensing   container.      R.    R.    Bowser    and    J.    E. 

Mlltenberger.  Jr.     2.018,943  ;  Oct.  29. 
Liquids.  Mechanism  for  self-service  merchandising  of.   T.  C. 

Si)elllng.     2,018,877  ;  Oct.   29. 
Liquids,  Method  and  apparatus  for 

K.  Ebner.     2.018.778  :  Oct.  29. 
Liquids.  Sterllzlng,     G.  A.  Krause. 
Ix)Ck  :  See — 

Combination  lock.  Key  cperable  lock. 

Gas  tank  cap  lock. 
lA>ck.    C.  Kemp.     2.019.263  ;  Oct.  29. 
Ix>ck    for    calculating    machines.    Idle.      J.    A.    V.    Turck. 

2,018,933;  Oct.   20. 
Locking  device  for  bobbin   housings  of  sewing  mnchlneg. 

W.  BOlter.     2.019.390  ;  Oct.  29. 
Locomotive  structure.     J.  C.  Travllla.  Jr.     2.019,279  ;  Oct. 

29- 
Locomotive     structure.     Steam.        J.     C.     TraTllui,     Jr. 

2.019,278  ;  Oct.  29. 
Looms.  Filling  detector  for.     W.  H.  Bahan  and  F. 
2.018,650  ;  Oct.   29. 

A.     P.     Fox     and     P. 


vacuum  distillation  of. 
2,018,916;  Oct.  29. 


G.  Cobb. 


lyubricating 
2.019,299; 


Holmes. 


apparatus. 

Oct.  29. 
composition  and  making  the  name.     C.  EJIIls. 

Oct.  29. 
device.      C. 
device.      J. 

A.    Huguemin. 
article    made 

Oct.  29. 


H. 

A. 


Bock.      2.019.289  :   Oct.   29. 
Watson.      2.019.282  :    Oct. 

2.019.226:    Oct.   29. 

therefrom.       A. 


29. 


Elmendorf. 


Liihricatin 

2.018.758 
Lubricating 
Lubricating 
Lubricator. 
Luml>er    and 

2.018.712;    . 
Lumber,   Making  synthetic.     C.   B.    Hartford.     2,019.452 

Oct.  29. 
Lute.     J.  W.  Heitiel.     2.018.890 ;  Oct.  29. 
Machine  for  baking  pie  crusts.     J.   E.   Allen. 

Oct.  29. 
Machine   for  cleaning  eggs.     E.   E.  and  V.  C. 

J.  E.  Powell.     2.018.967  ;  Oct.  29. 
Machine    for    enclosing    letters    in    envelopes. 

2.019.211-12:  Oct.  29. 
Machine  for  making  buttons  and  like  articles. 

2,019.072  ;  Oct.  29. 
Machine   for    makini 
Oct.  29. 

packing    nutrient    fats.      C. 
2.019.002  ;  Oct.  29. 
removing  shoes  from  lasts. 
2,019.300  ;  Oct.  29. 
wire   in   a    wooden 


2,018.950  ; 
Machine    for 

K.  Mum. 
Machine  for 

and  J.  G.  Herbers. 
Machine   for   sealing 


2.018.698 ; 

MiUer,  and 

H.  «aare. 

E.  Clemens. 


sandwich   biscuits.      R.    J.    Couture. 


Drobmann   and 
B.  W.  Freeman 

member.      J.    D. 

Coughlin.     2,018.839:  Oct.  29. 
Machine    for    testing    threads.       P.    I*aume.       2.018.971  ; 

Oct.  29. 
Machine     for     the     delivery     of     tokens.       R.     Monhelm. 

2  019  268  '  Oct   29. 
Machine  for'the  molding  of  tiles  and  the  like.     W.  G.  Mc- 

Combe.     2.019.428  ;  Oct.  29. 
Magnenlum  chloride.  Producing.     J.  8.  Laird.     2,019,265  ; 

Oct.  29. 
Manifold  and  regulating  valve   therefor.   Combination   In- 

-    -    -  Qpj    29. 

2.019.0.J9  ; 


take  and  heating.     C.  F.   Ho.vt.     2.019,050 
Marine  exploration  apparatus.     R.  J.  Sherman. 

Oct.  29. 
Marine  power  plant  apparatus.     J. 

Oct.  29. 


OsterUg.     2,018,803 


2.018,746;   Oct.   29. 
Parker.      2.018.969-70 


Marking   device.      H.    M.    Smallen. 
Match.    Pull-light    book.      L.    E. 

Oct.  29. 
Material  in  an  electric  furnace.  Method  and  apparatus  for 

melting.    J.Ferguson.    2.018.883  ;  Oct.  29. 
Material.       Making       constructional.         A.       C.       Fischer. 

2.019.449  ;  July  29. 
Materials.  Fusing.     H.   A.  Beekhu'n.     2.019.112;   Oct.   29. 
Materials  to  grinding  mills.  Apparatus  for  feeding.     W.  A. 

Sevmour.     2,019.274  :  Oct.  29. 
Mattress.   Tuftlesg.     W.   S.   Becker.     2,018,778;    Oct.   29. 
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Russell.     2.019,158;  Oct.  29. 
B.  L.  Mink.     2.019.267  ; 

J.  Slepian.     2.019.277  ; 


Measured  quantities   of   liquefled   gas.    Process  and   appa- 
ratus for  (iKspenslng.     F.   C.  Clark.     2.018.835  ;  Oct.  29. 
Meauurt'd  quantities  of  liquefied  Ras,  Process  and  apparatus 

for  dispensing.  W.  U.  KnlsJjern.  2.018.857  :  Oct.  29. 
Measuriuif  mechanism.  W.  H.  Howe.  2.018.673;  Oct.  29. 
Meat,    Apparatus    for    blocking    pieces    of.     ,J.    L.    WUde. 

2.U1'J.10.H  ;  Oct.   29. 
Mechanical  movemeut.     J.  K. 
Mercbaudising  package  for  pins. 

Oct.  29. 
Mercury  arc  tube.  Grid  controlled. 

Oct.  29. 
Meringue  compobition.     E.   P.   Erickson.     2,019.123 ;  Oct. 

■29. 
Merry    go    round.      A.       Asikaincn.      2,018.656;    Oct.    29. 
Metal    curtain    slat    Joint.      E.    Q.    Anderson.      2,019,379; 

Oct.  29. 
Metal  cutting  or  reaming  device.     M.  C.  Hutto.     2,018,674; 

Oct.  29. 
Meial  pates,   Making  composite.      W.  C.  Johnson  and  A. 

E.  Maskrey.     2,018.725  ;  Oct.  29. 
Metal  sawing  and  fiiiug  machine.     V.  A.  Boker.     2.018.831; 

Oct.  2i). 
Metals,    Chlorldlzatloo   of.      J.    O.    Betterton.      2,019,470; 

Oct.  29. 
Metals.   Liberation  of  alkalL     P.  L.   Spencer.     2,018.815  ; 

Oct.  29. 
Metallic    compounds   of   saturated   aliphatic   hydroxy    car- 

boxylic  acids  containing  the  metal  in  its  higner  state  of 

valency   and    making  the  same.   Complex.      H.   Schmidt. 


Oct.   29. 


S. 


Summation  meter. 
J.  Erling.     2.018,713 

Universal  rolling  mill. 


Oct. 


V.    B.    Dutton,      2,019,256; 


electric  mo 
electric.  W. 
H.  Kremser. 
2.018.960-1  ; 
J.  Pardaba. 
Oct.   29. 


2,018,811 
Meter  :  See 

Demand  meter. 
Milking  machine  pulsator. 

29. 
Mill  :  See — 

Grinding  mill. 

(Quartz  mill. 
Mill    roll    carrier,    One-man 

Oct.  29. 
Mixtures  of  lecithin  and  oil.  Production  of  storable.     A. 

Liehrke.     2,018,781  ;  Oct.  29. 
Mold  :  Hee— 

Armature   mold. 
Mold  fur  use  on  glass-forming  machines.     F.  A.  Harrison. 

2,018.785  ;  Oct.  29 
Motor  :  Hee — 

.Alternating  current  motor.     Synchronous 

Outboard  motor.  tor. 

Motor    and    rotor    therefor.     Synchronous 

Kohlbagpn.     2.018.677  ;  Oct.  29. 
Mounting;   for  internal  combustion  engines. 

2.018.794  ;  Oct.  29. 
Mounting,    Telescope   sight.      F.    A.    Knhn. 

Oct.  29. 
Mouthpiece    for    brass    wind    instruments. 

2,018,738  ;  Oct.  29. 
Mouth   prop.      J.    A.    .\.   Thlbert.      2,019.060 
Mu-arylene-thiazole    and    arylene   oxazole    aulphonic    acid. 

M.  Schubert  and  E.  Herdieckerhoff.     2,018,813  ;  Oct.  29. 
Music   rack.      T.    Woodall.      2,018,988 :    Oct.   29. 
Musical    tones.   Apparatus   for    producing.      R.    H.    Ranger. 

2.018,924  ;  Oct.   29. 
Nitrochlor  polypbenyl  compound  and  making  same.     F.  M. 

CTark.      2.019.337  ;    Oct.   29. 
Nut,  Lock.     G.  O.  Blair.     2,019,387  ;  Oct.  29. 

Oil  burner.     J,   P.  Kelly  and  A.  Pike.     2,019,012;  Oct.  29. 
Oil  sands.  Method  and  apparatus   for  increasing  recovery 

from.     W.   E.   Lang.     •_',019.418;  Oct.  29. 
Oil    testing    device.       C.    El    Sherman    and    H.    P.    Boak. 

2,019.024  ;  Oct.  29. 
Oils,  Conversion  of  hydrocarbon.    C.  H.  Angell.    2,018,699  ; 

Oct.  29. 
Oils,     Conversion     of     hydrocarbon.       W.     G.     Whitman. 

2.018,986  ;  Oct.  29. 
Oils.  Production  of  liigh  quality  lubricating.     M.  Pier  and 

A.    Eisenhut.     2,018.871  ;  Oct.  29. 
Oils,  Treating.     J.  C.  Black.     2,018,654 -Oct.  29. 
Oils,  Treatment  of  hydrocarbon.     C.  P.  Dubbs.     2.018,708; 

Oct.  29. 
Oils   with    formaldehyde,    a    condensing  agent,  and  acetic 

acid.  Treating  hydrocarbon.     S.  C.  Fulton.     2,018,715; 

Oct.  29. 
Opener.  Can.     F.  II.  Schwartz.     2,019,099  ;  Oct.  29. 
Ophthalmic  mounting.     R.   Gulotta.     2,019,346  ;  Oct.  29. 
Optical    device    for    the    control    of    flight.       D.    Nistri. 

2,019,234  :  Oct.  29. 
Ores,  Concentration  of.     R.  S.  Handy.     2,019.306  ;  Oct.  29. 
Organic    substances,    Preparation   of   Jelly-forming.      R.    G. 

Schulz.     2,019,363  ;  Oct.  29. 
Ornamental  screen.     P.  H.   Ilavey.     2.019,347  ;  Oct.  29. 
Osteopathic  treatment  or  adjustment  device.     Frank  and 

Frederick  Koenlgkramer.     2.019,228;  Oct.  29. 
Outboard    motor.       H.     L.    Johnson    and    R 

2,019,136;  Oct.  29. 
Package   and    making   same.      M.    J 

Oct.  29. 
Packaging  machine.     C.  F.  Richard. 
Pad  :  «ee — 

E^g  case  cushion  pad. 
Panel    Joint    and    making 

2.019,095  ;    Oct.    29.  ^  „    „    .  ^ 

Pantot'raph   engraving  and  copying  machine.      K.   Zwick 
2.018.6&7  ;  Oct.  29. 


Karasinski. 


Milmoe. 


2,019.191  ; 
2,018.806-7  :  Oct.  29. 

the    same.      J.    B.    Robinson. 


8.  D.  Wells  and  G.  D. 


Paper  pulp  and  making  the  same. 

.Vluggleton.      2,018.937  ;    Oct.    29. 
Paper   pulp  and    similar   fibrous   materials,   Apparatus   for 

and    method    of    treating    and    handling.      8.    O.    wells. 

I'.0 18.938;   Oct.    29.  ,„,«o,. 

Papers,  Manufacture  of  slied.     O.  A.  Rlchter.     2.018,876  ; 

Oct.  29. 
Parachute.     8.   H.  Knight.     2,019.437;  Oct.  29. 
Phase  and  amplitude  modulation  receiver.     M.  Q.  Crosby. 

2,019.446;  Oct.  29.  ^    , 

Phase  rotation    detector  and  frequency  regulator.     Q.  L». 

Dsselman.     2,018,820;  Oct.  29. 
Phonograph,   Automatic.     E.   E.  ColUaon  and  R.  R.   Erbe. 

2.018.881  ;  Oct.  29.  ^       ^ 

Phonograph  pickup.     F.  N.  Del  Ponte.     2.019,000 ;  Oct.  29. 
Photocells,    Production  of   suppression   layer.      F.   Rotner. 

2,019,096  ;    Oct.    29. 


method 
29. 

preparing 
29. 
method. 


Photographic  apparatus  and 

H.   I.and.     2.018.963;  Oct. 
Photographic  developer  and 

Bennett.     2,018.657 ;  Oct. 
Photographic      device      and 

2.018.891  ;  Oct.  29. 
Photographic  printing  machine. 

Oct.  29. 

Pickling  apparatus.     S.  L.  Williams. 
Pictures.   Composing.      0.   Schrlckel 


of  photography.     B. 
the  same.     C.   W. 


Kean. 


A.  8.  HoweU.    2,019,260  ; 


2.019.206; 
2.019.098 


Oct 
Oct. 


29 
29. 


Pictures.  Method  of  and  apparatus  for  projecting.     L.  C. 

Trempalla.     2,018.690 :  Oct.  29.  ^         ^   ,, 

Pigments  to  surfaces.  .Apparatus  for  applying.     C.  A.  Wuir. 

2.018.989  ;  Oct.  29. 
Pin.     G.   Boden.     2.019.210  ;   Oct.   29. 
Pinion  shaft  bearing.     R.  M.  Rlblet.     2.019.464  ;  Oct.  29. 
11  pe  :  8«e — 

Tobacco  pipe. 
Piston    ring  groove  scraper   and  groove  deepener.     C.    D, 

Stromgren.     2.018.930;  Oct.  29.  ^     „     ^. 

Platen    and    type    bars    therefor,    Dual.      A.    C.    Buenler. 

2,019.442  ;    Oct.    29. 
Plug.  Bee — 

Electric  spark  plug. 
Pneumatic   cleaner.     B.  Kern. 
Pneumatic  tool.     C.  H.  Atkins 


Poling   plate 
2.019.295 


and 
Oct. 


Its 
29. 


method 


2,018.791  ;  Oct. 
2.019,332  ;  Oct. 
of  appllcatiou. 


29. 
29. 
J.   Dolder. 


watering   device.      C.   L.    Tbomwn. 


2.019,180 ;  Oct.  29. 
B.  t.  KUe.     2.019.187; 


Poultry    feeding    and 

2.019.370;  Oct.  29. 
Power  plant.  Unit.     K.  Feilcke. 
Power  transmitting  mechanism 

Oct.   29. 
Precision  gauge.     J 
Press  :  Bee — 

Sole  press. 
Press      H    Thome.     2.018.932  ;  Oct.  29. 
Pressure  to  shoe  bottoms.  Mechanism  for  use  In  applying. 

F.  Ricks      2.018,808;    Oct.  29. 


Oswln.     2,019,359;  Oct.  29. 


Projection  apparatus.     EI   11. 
Projector  lamp.     T.  O,  Uall. 

for 


W,    H.    Wellington. 
2.018.908;  Oct.  29. 
Surgical  pump. 


I'rotectlve     head     gear 

2,018,796;  Oct.  29. 
Protective    system.      H. 

Oct.  29. 
Pruning  tool.     P.  Allen 
Pump  :  Bee — 

Centrlfogal   pump. 

Rotary  pump. 
Pump,      E.  O.   P.  Thege. 
I'ump      ft)r      Diesel      engines 

2,018.975;   Oct.   29. 
Pump  mechanism.  Bilge      A.  V.  8lms. 
Pumping  apparatus.    Hydraulic.     V.  A 

Oct.  29 
Pyridine 


Unkles.     2.018,691  ;  Oct.  29. 
2,018,717  ;  Oct.  29. 
chickens.       J.     E.     Layton. 


2.018.828 


2.019.103  ; 
Fuel. 


Oct.   29. 

E.     Scbutsniedrlg. 

2.018.687  ;  Oct.  29. 
Lower.     2.019.353 ; 


of. 


W. 


Lasler. 


2.019.061  ;  Oct.  i9 

Rug  display  rack. 

C.  Palmer.     2.018.922  ;  Oct.  29. 
W.  S.  Eaton.     2.019,403  ;  Oct. 


2.019.816;  Oct 
W.   Bice  and 


29. 
M.   H. 


Alexief.      2.019,877 


bodies,      H 

2.018,680;    Oct.    29. 
Pyridine     bodies,      Hydrogenatlon     of.        W.     A.     Laser. 

2,019,419:    Oct.   29. 
Pyroxylin  solution.     W.  Seaman.     2.018,767  ;  Oct.  29. 
Quartz  mill.     J.  J.  Thlex.     2.019.061  ;  Oct. 
Rack  :  Bee — 

Display   rack. 

Music  rack. 
Radiator  congtructlon.     O. 
Radio  direction  Indicator. 

29. 
Radlorecelver  control.      L.  Morey. 
Radio   station   selector.    Automatic. 

Goldberg.      2,019.157  ;  Oct.   29. 
Rail    tie   and    fastening    means.      C 

Oct     29. 
Kallway  buffer  stop.      K. 
Range.      NV.   1).    Antrim. 
Razor.     T.  Haulton.     2.019,077  ;  Oct.  29. 
Kazor  blade.     S.  J.  Durltxa.      2.019.122;  Oct.  29. 
Razor  blade  honing  device.     F.  8.  Buba.     2.019,069  ;   Oct. 

29 
Il.amer,    Hydraulic    and    spring    operated    expansive.      J. 

Grant.      2.019,047  ;    Oct.  29. 
Receptacle  :  Bee — 

Collapsible  receptacle.  Dumping  rrc<'ptacle. 

Receptacle   parts.   Method   and  apparatus  for  assembling. 

H    Hermanl.     2,019.223;  Oct.  2ft.  „«,«,,« 

Reception   system.   Diversity.      E.   F.    Carter.      2.019,836 ; 

Oct.  29. 
Reclining   seat.     A.   B    Bell.     2.018.828;    Oct    29. 
Recorder.    C.  M.  F.  Friden.     2.019.301 ;  Oct.  29. 


Saeger.     2,019,135  :  Oct. 
2,019,381  ;   Oct.   29. 


:9. 


J 


Bar- 


R 

29. 
BsHmann.  Jr.,  and  C 

W.     S.     Eubank. 


T.  F. 

Benner  and 
McMullen. 
2.019,296  ; 


2,018.747  ;  Oct.  29. 
K.       H&bnel. 


A.    Lelbe.      2,018.869; 

2.019.349;  Oct.  29. 
and    D.    F.    Edwards. 


M.  Slater.     2,019.163  ;  Oct.  29. 

apparatus.      W.    W.    Leach.      2,018.728-9; 

29. 


Rectifier  and  transformer  cooling.   Combined. 

ton.     2.019,3.^4  ;  Oct.  29. 
Refractory  for  glass  tanks  snd  the  like.     R.  C 

H.  N.  Baumann,  Jr.     2.019.209  ;  Oct 
Refractory  product.    H.  N 

2.019.208  ;  Oct.  29. 
Refrigerating    apparatus. 

Oct.  29. 
Refrigerating  apparatus.     E.  O.  Stout. 
Refrigerating       apparatus.       Absorption. 

2.019,409  ;   Oct.  29. 
Refrigerating   machine  op«'rating   with   a   solid    absorbent. 

W.  B.  Normelll.     2,019,356;  Oct.  29. 
Refrigerating    systems.     Attachment     for.       E.     T.     Link. 

2,019,421  ;  Oct.  29, 
Refrigeration.     G.  C.  Pearce.     2,018.896  ;  Oct.  29. 
Refrigerator   condenser.      C.    Steenstrup.     2,019,824;    Oct. 

29. 
Regulator :  See — 

Voltage  regulator. 
Remote  control  and  Indicating  arrangement.     R.  K5l>ericn. 

2.019.350;   Oct.    29. 
Repeater  system.  T^nattended.     E.  I.  Green  and  F.  A.  Lelbe. 

2.018,8!SO-1  ;  Oct.  29. 
Repeater   system.    Unattended.      F, 

Oct.  29. 
Resin.  Synthetic.     R.  D.  Kleeman. 
Resins,    Preparing.       C.     R.    Wise 

2.018.771  :  Oct.  29. 
Resinous  materials  and   producing  them.     A.  M.    Howald. 

2.019,453  ;   Oct.    29. 
Resistor.     E.  G.  Loilge.     2.010,467  ;  Oct.  29. 
Reversing  mechanism  for  poppet  valve  gear  cam  boxes.    J. 

8    Keen.     2,018,790  ;  Oct.  29. 
Rifle  attachment.     T.  H.  Bailey.     2  019.383;  Oct.  29. 
Rim.  Auto  safety.  A.  Cunningham  and  F.  Luley.  2,019,120; 

Oct.  29. 
Ring  :  Bee — 

Finger  ring. 
Rock  drill.  F. 
Roll   polishing 

Oct.  29. 
Rdntgen  ray  apparatus.     A.  Schnitser.     2.019.-362  ;  Oct. 
Rotary  blower  casing.     J.  Avery.     2  018  827;  Oct.  29. 
Rotarv  cutter.     E.  A.  Bessom.     2.018.774  ;  Oct.  29. 
Rotarv  pump.     C.  F.  Walte.     2.01«.692;  Oct.  29. 
Rubber  articles.  Apparatus  for  making  hollow.     F.  T.  Rob- 
erts.    2,010,361  :  Oct.  29. 
Rubber  »)ag.     A.  N.  Spnnel.     2.019.197;  Oct.  29. 
Rubber,  Isomerizatlon  of.     W.  E.  iJiwson.     2,08,678  ;  Oct. 

29. 
Rubber,   Preparing  granulated.      R.   J.    Not)le.     2,019,055 ; 

Oct.  29. 
Rubber  solution.   Vulcanised.     W.  Alexander.     2.019,207; 

Oct.  29. 
Rug  dl-oplav  rack.     A.  Pepper.     2,019,090 ;  Oct.  29. 
Sample  taking  device.     R.  D.  Dodda     2,019.176  :  Oct.  29 
Saw  filing  machine.     E.  T.  Altman.     2.010.3;^0  ;  Oct.  29. 
Saw  setter.     F.  W.  Slevert.     2.018.686;  Oct.  29. 
Scale.     M.  11.  Hansen.     2.019.132:  Oct.   29. 
Scouring  device.     C.  B.  Stevens.     2.019,368  ;  Oct.  29. 
Screen  :  See — 

Ornamental  «!creen. 
Screen.     D.  L.  Crnmp.     2,019,253  ;  Oct.  29. 
Screen     and    ventllntor.     Combined    window.       8.     Stern. 

2,019,200  :   Oct.  29. 
Screen  for  an  automotive  vehicle.     J.  B.  Flynn  and  E.  L. 

Graf.     2.019.127;   Oct.  29. 
Screen  for  antomntlve  vehicles.  Window.     H.  E.  Van  Voor- 

hees.     2.01 9.10.1  :  Oct.  29. 
Screw  machine.    Multiple  spindle  hydraulic.     H.  W.    Rup- 

pel.      2.019.155:   Oct.   29. 
Screw   threading  tool.      I.  Bond.      2.019..?91  :   Oct.   29. 
Sealed  container.  Easy  opening.     W.  F.  Punte.     2,019.360; 

Oct.  29. 
Senllog  device  for  containers.     O.  Vos.    2,019,106;  Oct.  29. 
Sealing  strip   for  waterless  gas  holders.      V.    Schflrmann. 

2.019,273  ;  Oct.  29. 
Seat :  See — 

Aisle  seat.  Toilet  seat. 

Reclining  seat. 
Seat  adjusting  mechanism.     W.  S.  Saunders.     2.019.159; 

Oct.  29. 
Seed  sower.  Clover.     C.   C.  Baucom.     2.019..386  ;   Oct.  29. 
Seismic  surveying.     .T.  E.  Owen 
Seismograph,  Compound.    L.  W. 

L.  Statham.     2.018,756;  Oct. 
Separstor  :  See — 

Air  separator. 
Separator  device.     L.  E.  Rush. 
Service  drop  connecter  and  system 

Oct.  29. 
Seeing    machines.    Rotary    hook     for.      O.    W.     Wesson. 

2,019,284  :  Oct.  29. 
Sewing   machines,    Thread    controller   for.      C.   F.    Rubel. 

2.019.007  :  Oct.   29. 
Sharpener.  Razor  blade.     J.  B    Walsh.     2.018,986;  Oct.  29. 
Sharpening  device.      F.    E.    Broberg       2.019.471  ;    Oct.    29. 
Shield,  Vent.     C.  A.  Flanagan.     2,018,714;  Oct.  29. 
Shingle.     D.  B.  Humphrey.     2.018.722  ;  Oct.  29. 
Shingle  element.     N.   P.  Harshberger.     2.018,718:  Oct.  29. 
Shirt  cuflf  and  method  and  apparatus  for  making  It.     E.  V. 

Tolen   and   C.   B.    Harhstrelt.      2.019.104  :   Oct.   29. 
Shoe-heel-concaving  machine.      P.   J.   Muschong.   P.    Parr, 

and  J.  W,  Oberbeck.     2.019,269;  Oct.  29. 


2.018,737;   Oct.  29. 
Blan.  M.  M.  Slotnick.  and 
29. 


2.018,901  :  Oct.  29. 

E.  A.  Mack.   2.019.149 


Shoe  insole.     N.  Elkin.     2.018,710  ;  Oct.  29. 
Shoemaklng  method.     F.  Maccarone.     2,019.459;   Oct.  29. 
Shoe  tree.     W.  J.  De  Witt.     2.019.340;  Oct.  29. 
Shoes,  Making.     L.   F.  Weber.     2,018,822  ;  Oct.  29. 

F.  P.   lilsiey.     2.018,724;  Oct. 


Oct.  29. 


2,018.802  :  Oct.  29. 
2.018.656;  Oct.  29. 
H.  G.  Witmer 


2.019,167 


R.      M.      Phinney. 


G.   Heberlein. 


2,019.066 
Oct.  29. 


Shutter  operating  means. 

29. 
Sign.     J.  Boyce.     2,019,113 
Signal :  See — 

Direction  signal. 
Signal  device.     C.  C.  Olson. 
Signal  system.     C.  E.  Beach. 
Signaling  apparatus,  Railway. 

Oct.   29. 
Signaling     system      for     railroads. 

2.019.462  ;  Oct.  29. 
811k.    Making   durable   wool    like   artificial. 

2.019.183:  Oct.  29. 
Sizing    device.    Automatic.      H.    E.    Balsiger. 

Oct.   29. 
Slide  fastener.     G.  H.  C.  Corner.     2,018.948; 
Slider  for  fasteners.     H.  T.  Gammons.     2,019,220 ;  Oct.  29. 
Slider  for  fasteners,  Locking.     H.  T.  Gammons.     2,019,219  ; 

Oct.   29. 
Snuffer  composition.     F.  M.  Clark.     2.019,339  :  Oct.  29. 
Sole  press.     G.  A.  Mussells.     2.018.684  ;  Oct.  29. 
Solvent  from  celluloslc  plastics.   Removal  of.     J.  H.  Cle- 

well  and  F.  V.  Wemple.     2.019.115;  Oct.  29. 
donndhend.     F.  J.  Loomis  and  E.  W.  Reynolds.    2,019,147; 

Oct.  29. 
Sound  producing  box.     C.R.Luce.     2.019,425  :  Oct.  29. 
Sound  propagating  apparatus.     E.  Pellegattl.     2,018.740 ; 

Oct.   29. 

Victor.    2,019,280  ;  Oct.  29. 

S.  Noguchl.     2,019.020  ;  Oct.  29. 
optical    svstem    therefor.      J.    A. 
!  Oct.  29. 
Raberaana.     2,018.741  ;  Oct.  29. 


Sound  recording.     A.  F. 
Sound  recording  svstem. 
Sound    reproducer    and 
Mauer.  Jr.     2.019,152 
Spark  plug  cleaner.     H 


29. 


Low.     2,019.424 ;  Oct. 

2.019,343;  Oct.  29. 
0.  W.  Cooke.     2.019,251 


electric. 


S.      Hodgman. 


Koons.      2.019.264;    Oct.   29. 
S.  Wheelwright.     2,019,375  ; 


2.018.787 
2.018.739; 
N.  Rubin. 


;  Oct.  29. 
Oct.  29. 

2.019.465  ;  Oct.  29. 
A.  E.  Margerison. 


2,019,271 


Speed   change  gearing   device.      A.    B.   Clark.      2.019,174 

Oct.   29. 
Speed  mechanism.  Variable.     D. 
Speed  reducer.     W.   B.  Gaffner. 
Spout,  Filling  and  dispensing. 

Oct.   29. 

Spout   for  containers.     J.  M.  Cross.     2.018.882:   Oct.   29. 
Spring    suspension    and    torque    apparatus    for    motor    ve- 
hicles.    L.  E.  Holman.     2.019,308  ;  Oct.  29. 
Sprinkler  alarm  mechanism.     C.   P.  Howard.     2.019,184  ; 

Oct.   29. 
Stand  :  Bee — 

Flatiron  lift  stand. 
Steering      device.      Hand 

2.018,761  ;  Oct.  29. 
Steering  mechanism.     C.   ^ 
Stencil  printing  machine. 

Oct.   29. 
Stepladder.     P.  N.  Howard 
Stereoscope.     J.  Pauchek. 
Stock  cutting  mechanism. 
Stockings.  Nonrnn  barrier  for  knitting, 

2,019,232  ;  Oct.  29. 
Stoker     feed     mechanism.      H.     E.     Preston. 

Oct.   29. 
Stone  sawing  machine.     E.  Benedlnl.     2.019..386  ;  Oct.  29. 
Strainer.     K.   Backlund.      2.019.169:  Oct.    29. 
Strainer.     A.  W.  Franzmeler.     2.019.181  ;  Oct.  29. 
Strainer  for   gasoline   delivery   nozzles.      W.   H.   Rice  and 

H.  M.  Lvon.     2.019.094  ;  Oct.  29. 
Strip.  Parting.     C.  Manclni.     2.018.919  ;  Oct.  29. 
Stripping     agent.     J.     G.     Evans     and     L.     G.     Lawrie. 

2.019.124  :  Oct.  29. 
Sucar  solutions.  Treating.  H.  de  F.  Olivarius.  2,018.869; 

Oct.   29. 
Suit,  Bathing.     S.  8.  Rublno.     2.018.744:  Oct.  29. 
Sulphur  composition.     L.  J.  Chrlstmann  and  D.  W.  Jayne, 

Jr.     2.019.443  :  Oct.  29. 
Summation   meter.      H.   Landolt.     2.018.868;  Oct.  29. 
Support :  See — 

Brake  beam  support. 
Support.     H.  C.  Lord.     2.018  860;  Oct.  29. 
Supporter,  Garment.     S.   N.  Baruch.     2.019.469;  Oct.  29. 
Surge  diverter.     L.  H.  Hill.     2.018,672  :  Oct.  29. 
Surgical    pump.      M.    E.    DeBakey    and    C.    E.    Schmidt. 

2  018  998-9  ■  Oct.  29. 
Swimming  practice  apparatus.     E.   Hess.     2,019,224  ;  Oct. 

29. 
Switch  :  See — 

Automatic    step  -  by  -  step     Electric  rwitch. 
switch. 
Switch.     J.  R.  Rippe.  2,019.058:  Oct.  29. 
Switch    device    for   pin    ball    games.      H.   G 

2.018.776;  Oct.  29. 
Switch   for   oil    well   pumping  equipment. 

2.018.946:  Oct.  29. 
Switch  operating  apparatus.  Railway.     W 

and  E.  G.  Little.     2.019.189:  Oct.  29 
Synchronous  electric   motor.     W.   Kohlhagen. 

Oct.   29. 
Table    and    chairs.    Combined    foldable 

2.019.374:  Oct.  29. 
Tank  :  See — 

Liquefied  gas  tank. 
Tank    for    air    conditioners.    Holdover. 

2,019,083  ;  Oct.  29. 


Breitenstein. 

0.   A.    Cavins. 
C.  McWhlrter 


E. 


2,018,676; 
Weinbaum. 


F.    M.    TouDg. 


XXXVl 


LIST  OF  INVENTIONS 


Tanks,     Apparatus     for     cleaning.      A.     B.     Butterworth. 

2.ai8,7">7  ;  Ort    29. 
Telpsoopin;;    container.       C.     H.     Rasmussen.       2,018,742; 

Oct.    29. 
Teli'vislon    device.      O.    Ramj-ev.      2.018.873;    Oct.    29. 
Temperature  control  devi<f.     C.  I.  Hall.     2,019.:i03  ;  Oct. 

29 
Tennis  racket  string  tightener  and  gauge.     F.  A.  Clemon8. 

2.019.394  ;  Oct.  29. 


ConBtant.     H.  V.  Hart.     2,018.852;  Oct. 


Tension   winder 

29 
Tent  cabin       T    8.  Castner. 
Thermometer.      H.   HaMtings 
Thermostati*-     control.       J. 

2.U19.472  :  Oct.  29. 
Tiiermostatlc   control   for   grinding   machine*. 

jtiger.     2.019.040:  Oct.  29. 
Thermostatii-      control      mechanism.        F.      C. 

2,019.144  :  Oct    29. 
Tliread,  Itevice  tor  controlling  and  treating.    C. 

kowski  and  K.  J    Wendt.     2.ol'.t.20l  .  Oct.  29, 
Tie  plate       \V.   S.  I'.oyce.     2,oi8,t>r.8;  Oct.  29. 
Timiiin    device    f'>r    cam    ;:rlndlng 

2.019,088  :  Oct.  29. 
Tlminjr  mechanism       H.   B.   Balslger.     2,019,039;  Oct.  29. 
Tins   with  a   uas   heavier  than   air.   Apparatus  for  filling. 

C.   I.oehle.      2.019.422  :  Oct.  29. 
Tol)acco  leaver.    Method   and  device  for  separating  coher- 
ent.     V     I.orentx.     2.018,918;  Oct.  29. 
Tot)acco  pipe       J    (■    McMackln.     2,019.017;  Oct.  29. 
Toilet  -jeat      O.   W.  Carlson.     2.018.704  ;  Oct.  29. 


2.018.945;  Oct.  29. 
.     2.019.221  ;  Oct.  29. 
I.lthgow    and     G.     E.    Gray. 

H.  B.  Bal- 

Leonard. 

W.  Strxal- 

machines.      C.    L.    Ott. 


Pneomatic  tool. 
Pruning  tool. 
Screw-threading   tool. 
B.  Thompson.     2.018,819  ; 

the     like.     B.     Thurley. 


Tool  :  See — 

.\l)rading   tool. 

.Viitomobile  tool. 

tiauglng  tool. 
Tool  for  applying  coating.      W 

Oct.  29. 
Tool     for     removing     sludge     or 

2,019.372  ;    Oct.    29. 
Tools,  glas.^   polishing.      F.    B     Waldron.      2,019.204;   Oct. 

29. 
Toothbrush,      Rubher      finger      stall.       R.      G.      Stevens. 

2.018.1»03  :  Oct.  29 
Top  brush  .setting  or  adjusting  and  retaining  mechanism. 

.\  R.  Lofstrand,  Jr  2,019.423;  Oct.  29. 
Torch.  L.  V.  Aron.son  2.019.382  ;  Oct.  29. 
Trackway  devices  from  a  rail  vehicle.  Apparatus  for  con- 

troUink'.      P.   I'.  Sosinskl.      2,019.164:   Oct.   29. 
Tractor  winch   and   spudding  attachment   therefor.      J.   F. 

Brittaln.      2.019.392;   Oct.  29. 
Traffl.   control  light.  Neon.      II.  L.  Blackwo^nl.      2,018.991  ; 

o.t.   29. 
Traffic  controlling  apparatus.  Railway. 

2.01S.sm  ;   Oct.  29. 
Traffic  controlling  svstem.   Centralized. 

2.019.467  :  Oct.  29. 
Train  dispatching  system  for  railroads. 

O.    H     Dicke       2.018,765-6:  Oct    20. 
Train  rlispatchlng  svstem  for  railroads. 

2.019,466;  Oct.  29. 
Train     Nonreversible    meter.      G.    Feavyear    and    J.    Miiir. 

2  019.125  :  Oct.  29. 
Train     -l-nallng     svstem.      Eilectrlc.       L.     D.     Whltelock. 

2.019.166  :   Oct.   29. 
Transfer     apparatus.     J      C.    Glpe    and    J.    P.     Crowley 

2.019,182  :  Oct.   29 
Trnnsfnrnier       A.  N.   Smith.      2.019.196:  Oct. 
Tnin-mission    line.    Over>iead    electric.      F.    F 

F    M    Prapo.      2.010.447  :  Oct.  29. 

.1     M.    Crawford 

29. 

W.  T.   LlTermore 


C.  E.  L.  Llpman. 


H.  A.  Thompson. 

W.  W.  Wenholi. 

N.  I).  Preston  and 

W.   W.  Wenholi. 


29 
Fowie 


and 

and    A     W. 

2.019.146  : 

2,019.341  ;   Oct.    29 


Trniisinisslon     mp<'hanism 

Frehse       2.018.706  :    Oct 
Trnnsml-sjon    miKrhanism. 

Oct    29. 
Transmission    system       R     B.    Dome. 
Trap       .1    A    Woodhcad       2  018,880;  Oct.  29 
Travelins  case       W    H.   I»unn.      2.018.840;  Oct.  29. 
Tray.     W   T    Bradley.      2.019.249  :  Oct.  29. 
Tray.  Ash       F     V    .Jasper       2.019.227 ;  Oct.  29. 
Tray    Sterlli/.lnc  and  operating  instrument.     T.   F    Bates. 

2.01S.6.-1  ;  Oct     29 
Truck.      W    C.    Hedzcock       2.019.078  :  Oct.  29. 
Trtjck     .\ntomatlc   loading    and    unloading.      G.    O.    Harm 

2  010  4.';i  :  (K-t    29 
TriK  k     R;nlway       W     C    Krantheim.      2.019.312;   Oct.   29 
Truck.   Railway  rar.      W    J     TTyman.      2.018.854;   Oct.  29. 
Tube  :  F?fe — 

Mercurv  arc  tube. 
Tube  connectini:  device       F    K.  Key.     2,018.726;  Oct.   29 
Tubes    or  tubes  and  rods.  Adjusting  the  length  of  coaxial 

and' overlapping.      .IB    Holt.      2.019.2.^9  :   Oct.   29. 
T\ihlng  fanner.  Hand  operated.     F    M.  Bulmer.    2,018.832  ; 

Oct    29 
Tunnels     Method    and    apparatus    for    excavating.     Q.    J. 

sjchroenfe-       2  01  «i  926:   Oct.   29. 
Turnstile       H    R    Stuart.      2.019.326 ;  Oct    29. 
Type     In     nlai-e.     Holding     printing.      W.     W.     Thompson 

2  oiH  t!79  :  Oct.  29. 
T-n<1eri.'«rment.      S.   Gephart.      2.01  K. 782  :   Oct    29. 
Tnder^arni'^nt       A.    R.   Knefbler       2.019.140:   Oct.   29. 
Tnderwpsr       A     .T     Hnrwood.      2.018.668 :  Oct     29. 
Universnl  joint       C    El  Swenson.      2.018.768:  Oct.  29. 
Tnlversal  rolling  mill.     R    H.  Koppel.     2.019,081  ;  Oct.  29. 


2,018.917; 
M.  Marks. 
2.019.009  ; 
Obtaining. 


ITnloader.  Bucket  pressure. 

Oct.  29. 
L'rea-condensatlon    resinous   compositions.     B. 

2,019,354  :  Oct.   29. 
Utensil.  Combination  utility.     J.  H.  Hendrlx. 

Oct.  29. 
Valuable     products     from     hydrocarbon     oils, 

V    L    Young.      2,018,772;  Oct.   29. 
Valve  :  See— 

Balanced  throttle  valve.  Check  valve. 

Valve.      J.    Berge.sen,    Sr.      2,019.244 ;   Oct.   29. 
Valve  compensator.     H.  D.  Church.     2.019.444  ;   Oct.   29. 
Valve  constmctlon.     R.   H.  Olbbs.     2.019.257  •   Oct.   29. 
Valve    control    for    gas    burners.    Fuel.     N.    T.    Branche. 

2.019.114;  Oct.  29. 
Valve    for    internal    combustion    engines.     Q.    W.    Douglas 

and  J.  J.  Dewey.      2.019.255;  Oct.  29. 
Valve  gear  for  explosion  and  Internal  combustion  engines 

working   on   any   cycle.      J.   B.    8erst«.      2,019.161;    Oct. 

29 
Valve     mechanism.    Unit.       J.     Braunwalder.       2,019,043 ; 

Oct.  29. 
Valve   operating   means.     B.   B.    Cottlngbam.      2,019.252 ; 

Oct.  29. 
Valve  timing  device.     F.  Hauser.     2,019.008  ;  Oct    29. 
Vapor   phase  cracking.     C.   B.   Buerger.     2,019,070;    Oct. 

Vault.      A.  Begun  and  R.  W.  Wise       2.018.941  ;  Oct.  29. 
Vault  seal.  Burial.      A.   F.   Holx.      2.019.413;  Oct.  29. 
Vegetable    matter   against    Injurious   animal    life,    Protec- 
tion of.      1'    T    Sharpies       2.019.275;  Oct.  29. 
Vehlde.      V.    W     Kllesrath.      2.019.1.39;    Oct.    29. 
Vehicle  body  construction.     A.   P.    Ball.     2,019,111  ;  Oct. 


29 

Vehicle. 
Vehicle. 
Vehicle, 
Vehicle, 


2.018.658;   Oct.   29. 
2.018.862;  Oct.   29. 

2.018.870;    Oct.    29. 
Pollock  and  A.   B    Kindlg. 


G    H.  Connors.    2,018.838 


Motor.      F.    C.    Best. 
Motor.     A.  8.  Meyer. 
Motor.      C.    R.    Paton. 
Motor  driven.     (•.   I* 
2.018.972;  Oct.  29. 
Vehicle.  Trailer  type  dumping. 

Oct.  29. 

Vehicle  wheel.  Resilient.      F.  P.  Bowers.     2,019.068  ;  Oct. 
29 

fixed  road  conditions.  Appa- 
Wairner  2.018,770  ;  Oct.  29. 
Colllson     and     C.     R      Kirk. 


Volume     control 
2.019.173  :   Oct 
^Vall  oonstnirtlon 
Wall    Retaining. 
Warn  knit    fabric 


Miller    and    A.    R.    McCallum. 
C.   Coalton.     2,018.997 ;   Oct. 


29. 

Oct.   29. 
Oct.  29. 

Oct.   29. 
element       or 


H.  Gude 
K.  Barton. 
Chlttirk. 


Vehicles   with    reference    to 

ratns  for  aliening.     II.  A 
Vending     machine.       E.     E. 

2.019.116  ;    Oct.   29. 
Vending    machine.       B.    P. 

2.019.019;  Oct.  29. 
Ventilation    of   houses.      W 

29 
Ventilator.      W    W     Allen.      2,019..378 ;    Oct. 
Ventilator       F.   O.    Bissonnette.      2.019.246; 
Vessel     Pressure.      J     T     Shaler.      2.018.976: 
Vessels,   Seallne  of       A     Rr.hmer       2.018  992; 
Vibration -dampening       motion  transmit  tine 

clutch.      C    B    Spnse       2.019,198;  Oct     29. 
Voltaire      r»»«rulator.      Battery      charging.      L. 

2.018.716  :  Oct    29 
Volume   control    arraiicement,    .\ntomatlc.     L 

2.019.243  :   Oct.   29. 

svstem.     Automatic.       K.     A 
29 

R    M    RIchter      2  019.236  ;  Oct.  29. 
H.    B    Mette       2,018  920;   Oct.  29 
J    P    Holmes       2.019.258;  Oct     29 
^Vashlnlr  and    Irving  machine.  Combined.    W.  A.  Papworth. 

2.019.089  ;  Oct.  29. 
Water  cooler   .md  filter.     N.  Gymnsltes.      2.018.849;  Oct. 

Water  heater      H.  J.  Long.     2.n'n,45fl  ;  Of.  29. 

Web  beating  device.     H.  A    W    Wood.     2,018.907  ;  Oct.  29. 

Web   renewing   mechanism.      H.    N.    r>urham.      2.018,842; 

Oct.  29,  _ 

Weed  digger  and  puller      .1    Oestrelch.     2.019.357  ;  Oct.  29 
Welded  structure       .7     R     Mahan       2.019  460;   Oct,   29. 
Welder  control.     C.  Stansbury.     -'.019,027;  Oct.  29. 
Well    pumping  device.      L    W.   Blan.      2,018,700;   Oct.   29. 
Wheel  :  f^er — 

Driving   wheel  Ve'  Icle   wheel. 

Wheel.      .1    R    r'ntitley.     2.018.913;  Oct.  29. 
^V•heel       F.   C.    Frank       2,018.953;   Oct     29. 
Wheel      F    H    I>e  Jeune      2.019.145:  Oct.  29. 
Wheel        W      «?tel7.er        2.018.928;     Oct.    29. 
Wheel  and  brake  assembly.     C.  8.  Ash.     2.019.109;  Oct.  29. 
Wheel  dressing  device       A    I'    Stelner.     2.019.029;  Oct.  29. 
Wheel   for  vehicles  and  other  i)urposes.  Electrically  heated 

steering      S    J    Clarldge      2.018.947:  Oct.   29. 
Wheels  and  the  like.  Quenching       A    Walcher.     2,019,281; 

Oct    29  ^         ^ 

Windmill.      E.    C      Francis.      2.018,888;    Oct.    29. 
Win<^'ow      construction.      Vehicle      door.         H.      Rainier. 

2  018  872  ;    Oct     29. 
Wire-hand II n;:  machine.      I.   J    Furst.     2.019,128  :  Oct.  29. 
Wire    rile       M     R     Rohrman       2.019.067:   Oct.    29. 
Wood  carving  machine.     .1    N    Kirby.     2.018.763  .Oct.  29. 
Wood  nlv  construction      G    11.  Osgood  and  R.  G.  Peterson. 

2,019.0.^6:   Oct.    29 
Wool       Moisture  resistant      mineral.        H.      J.      O  Brlen. 

2  019.021  :  Oct.  29  »,      r^  , 

Wrapper    for     articles    of     merchandise.       J.     M      Driver 

2.019,401  ;  Oct.  29. 


CLASSIFICATION  OF  PATENTS 

ISSUED  OCTOBER  29,  1935 

NoTm.-First  numl>er  =  class,  second  number  =  subclass,  third  number- patent  number 


M 


10- 


12: 

«J7: 
77: 

78: 
93: 
123: 
199: 
224: 

240: 
18: 
47: 
S61: 
2: 
20: 
123: 
12-  1&.1: 
81.5: 
33: 
38: 
40: 
&B: 

103: 

128.2: 

142: 

140: 
U—   6 


1»-  19: 
104.01: 
171: 
188: 
200: 
23«: 
82: 
116: 
IM: 
1: 
90: 
l.V 
42: 
47.5: 
50: 
81: 
««: 
04: 
.5: 


Ifl— 


17— 
18- 


90- 


16: 

35: 

52.4: 

75: 

80: 

22-  130; 

103: 

2»-    I: 

3: 
01: 
102: 
122; 
172: 
10«: 
234: 
24-  10: 
130: 

150: 

205: 


25— 

28— 
20- 


2,010,028 
2. 018, 744 
2,018,666 
2. 018, 666 
2,018,668 
2,010.248 
2,010.104 
2, 018, 841 
2,018,782 
2,019.140 
2,018.704 
2,  019.  218 
2.019.266 

2. 018. 773 
2, 019, 134 
Z  019, 086 
%  019, 391 
2.019.300 

2. 018. 774 
2.018,684 

2. 018,  SOU 
2,019.2«9 
2,018,866 
2.018,887 

2. 019,  405 
2,019,340 
Z  018,  822 
2, 010, 450 
2,018,868 
2,018,883 
Z  018, 884 
Z  018. 886 
Z  018, 886 
Z  018.  791 
Z  018,  930 
Z019.  IW 
Z  018, 908 
2,019,368 
Z  019.  372 
Z  018,876 
Z01«,«9.S 
Z01R,90Q 

;  Z019, 10« 
:  Z  019, 009 

:  z  019,  no 

;  Z  019,  064 
Z  019,  449 
Z019.0M 
Z  019. 115 
Z  019. 070 
Z  019. 154 
Z  018.  887 
Z  019,  162 
Z  019,  095 
Z  018,  663 
Z  018, 919 
Z  018,  711 
Z  019.  056 
Z  018, 762 
Z  018.  676 
Z  010. 083 
Z  019.  MS 
Z  019, 468 
Z  019,  2M 
Z  019. 112 
2.  018, 9.W 
Z  019.  038 
Z  018.  863 
Z  018.  760 
Z  018, 906 
Z  018,  905 
Z  019. 380 
Z  019, 210 
Z  018, 048 
Z  019. 219 
Z  010. 220 
Z  018, 6.52 
Z  010.  460 
Z  019.  428 
Z  019, 195 
Z  018. 980 
Z  018.  931 
Z019  155 
Z  0l9.  465 
Z  018. 831 
Z  018.  fn9 


29- 


30- 


31— 
32— 
33— 


34— 

3<y- 

39- 
40— 


41- 
42- 
43— 


148.2: 

148.4: 

166.8: 

180: 

11: 

12: 

64: 

14: 

63: 

8: 

32: 

27: 

32: 

60: 


143: 
148: 
175: 
178: 
181: 
203: 
200: 
220: 
223: 
12: 
40: 
43: 
3: 
ZZ 
8: 
124: 
130: 
131: 
13Z. 
140: 
141: 
M: 
77: 
28: 
0: 
77.6: 
70: 
82: 
138: 
37: 
40: 


247: 

248: 

42: 

131: 

20: 

6: 

37: 

69: 

74: 

84- 


46— 

46- 

47— 


48— 
40— 


61- 


46: 
10: 
36: 
61: 
174: 
14: 
31: 
41: 
66: 
79: 
81: 
8: 
61: 
65: 
72: 

05: 
103: 
116: 
120: 
16.5: 
101: 
204: 
200: 
253: 


Z  018. 683 
Z  018.  701 
Z  019. 329 
Z  018, 726 
Z  018, 908 
Z  019, 122 
Z  019, 077 
Z  019. 002 
Z  018,  713 
Z  018, 821 
Z  018, 670 
Z  018, 804 
Z  010, 175 
Z  018, 060 
Z  018, 061 
Z  010, 350 
Z  018, 731 
Z  010, 043 
Z  019,  287 
Z  018.  777 
Z  018, 910 
Z  019. 178 
Z  019. 317 
Z  019, 411 
Z  019, 087 
Z  019. 373 
Z  018. 710 
Z  019, 326 
Z  018, 790 
Z  018. 663 
Z  019.  371 
Z  018.  786 
Z  010, 100 
Z  010, 103 
Z  010. 107 
Z  019. 113 
Z  010, 008 
Z  010, 383 
Z  018, 023 
Z  018. 070 
Z  019. 021 
Z  019. 466 
Z  018. 988 
Z  019. 110 
Z  019. 231 
Z  019. 120 
Z  019. 148 
Z  019. 425 
Z  019. 407 
Z  019. 249 
:  PI.  Ft.  144 
Z  019. 273 
Z  019. 048 
Z  019, 046 
Z  018.  785 
Z  018. 814 
Z  019. 200 
Z  019. 118 
Z  018, 741 
Z  018. 847 
Z  010. 060 
Z  010, 030 
Z  010. 088 
Z  019. 040 
Z  018. 967 
Z  019. 471 
Z  019. 204 
ZOI9,Ort6 
Z  018. 671 
Z  018, 9R5 
Z  019,  205 
Z  018,  728 
Z  018, 729 
Z  019, 171 
2. 019, 398 


62— 


63- 
64— 


67— 


t: 

4: 

6: 

6: 

89: 

91.5: 

126: 

141: 

165: 

179: 

16: 

100: 

102: 

80: 

172: 

106: 

7.1: 


»- 


70- 


72— 


10: 
19: 
26: 
38: 
2: 
0: 
14: 

10: 

60: 

70: 

01: 

7: 


73— 


74- 


18: 

19: 

40: 

68: 

116: 

24: 

51: 

118: 

224: 

6: 

66: 

106: 

201: 

301: 

336: 

364: 

367: 

380.6: 

424: 

76-        1: 

2Z8: 


76- 

77— 
78— 
79— 
80- 
83- 


263 

278 


83- 
68- 

60— 

61— 


62— 


10: 
32: 

65: 
52: 


Z  108, 098 
Z  019.  369 
Z  019. 3.57 
Z  019. 264 
64.6:  Z018,«8'> 
39:  Z018.9W 
Z  019.  2<>5 
Z  019.  188 
Z  019.  059 
Z  018.  835 
Z  018,  8.57 


45: 

48: 

60: 

1: 


31 
60: 
76: 
84: 

1: 
64: 

9: 
13: 
42: 
44: 
45: 

84-    1: 
398: 

86-  1: 

87-  0: 

88-  14; 
16.4 
1&4 

34 


20: 
44 

90—  13.1 
13.3 

91—  38 
68 


Z  010, 421 
Z  018,  896 
Z  019, 4O0 
Z  019, 001 
Z  010, 194 
Z  010, 396 
Z  018. 747 
Z  019, 094 
Z  018, 849 
Z  019, 356 
Z  010, 063 
Z  019, 198 
Z  018, 788 
Z  010, 306 
Z  019,  232 
Z  019.  Z58 
Z  019. 166 
Z  019, 383 
Z  010. 433 
Z  019, 433 
Z  019. 434 
Z  019,  435 
Z  019.  436 
Z  019.  092 
Z  019. 076 
Z  019. 431 
Z  019.  Oil 
Z  019. 276 
Z  019. 400 
Z  019.  263 
Z  019, 426 
Z  018. 745 
Z  019.  237 
Z  019, 300 
Z  010. 439 
Z  018. 041 
Z  010, 413 
Z  018, 806 
Z  019. 236 
Z  019, 133 
Z  018. 911 
Z 019, 230 
Z  010, 366 
Z  018. 071 
Z  010, 221 
Z  010. 222 
Z  018. 736 
Z  010. 188 
Z  019, 423 
Z  019, 006 
Z  019, 343 
Z 010. 174 
Z  019. 146 
Z  019. 125 
Z 019. 367 
Z  019.  464 
Z  018, 752 
Z  019,  208 
Z  019, 330 
Z  018,  686 
Z  018,  674 
Z  018, 913 
Z  019. 072 
Z  019, 081 
Z  019,  464 
Z  019, 013 
Z  018, 966 
Z  01 9.  274 
Z  019. 061 
Z  018. 924 
Z  018, 738 
Z  019, 049 
:  Z  018, 758 
:  Z  019, 024 
:  Z  018,  690 
:  Z  019. 261 
:  Z  018, 691 
Z  018, 81 2 
Z  019. 234 
Z  018.  739 
Z  019.  345 
Z  018,  697 
Z  018, 763 
Z  019.  201 
2.018.659 
Z  018.  660 


01-   68: 


W- 


93— 


94— 
08- 


97— 
98— 


99— 


70  Z 
6: 
9: 
30: 
3: 
6: 


35: 

36: 

60: 

18: 

48: 

5: 

18: 

31: 

76: 

88: 

66: 

32: 

99: 

116: 

121 

8 

11 


100- 
101— 


15: 

44: 

3: 

35: 

116: 

136: 


287: 

364; 

402: 

10»—   38: 

41; 

113: 
148: 
149: 

160: 

302: 

204: 

104—   50. 


105- 


106— 


264: 

4: 

44: 

190: 
208: 
215: 
224: 
249: 
251: 
23: 
36.1: 


107— 


108- 


112-  228; 
231: 
241: 

252; 

... 

4  . 

16: 
79: 
17: 
28; 
129 
26 
27.6 
63 


113— 
114— 

116- 
116— 

117— 


119-   32 


Z  018, 682 
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blades  on  the  exterior  of  said  atomizer,  and  stationary 
means  spaced  outwardly  from  and  surrounding  said  fan 
blades  for  confining  air  flow  through  said  last-named 
means,  due  to  the  action  of  said  fan  blades,  to  said  de- 
livery portion." 


Adyerse  Decisions  in  Interference 

In  Interferences  Involving  the  Indicated  claims  of  the 
following  patents  final  decisions  have  been  rendered  that 
the  respective  patentees  were  not  the  first  Inventors  with 
respect  to  the  claims  listed  : 

Pat.  1.874,191.  H.  E.  Ives.  Electro-optical  system,  de- 
cided July  29,  lP-6.  claims  1,  2,  6,  and  7. 

Pat.  1.918.005.  K.  M.  Drquhart.  Bubble  cap.  decided 
August  12.  1936.  claims  2  and  6. 

Pat.  1.935.602,  J.  A.  Goodman.  Full  fashioned  stocking 
heel  construction  and  method  for  producing  Fame,  decided 
August  16,  1935.  claims  8  and  9. 

Deslirn  Pat.  92.427.  Raymond  Ring.  Illuminated  mirror, 
decided  August  13,  1935,  the  claim  as  shown. 


1,648,808.— l/oni*  A.  Haeeltine,  Hoboken,  N.  J.  Watb 
SioNALiNO  STSTBM.  Patent  dated  November  8,  1927. 
Disclaimer  filed  September  11,  1935,  by  the  patentee, 
the  assignee,  Hageltine  Corporation,  assenting. 

Hereby  enters  this  disclaimer  to  claim  19  of  said  patent 
which    is   in   the   following  words  : 

"19.  A  radio  receiver  comprising  a  vacuum  tube  de- 
tector and  a  tuned  radio-frequency  amplifier  including  at 
least  one  vacuum  tube,  each  vacuum  tube  being  provided 
with  an  input  circuit  and  an  output  circuit,  means  In- 
cluding a  coll  connected  In  the  Input  circuit  of  the  first 
vacuum  tube  in  said  amplifier  for  coupling  said  tube  to 
an  antenna  system  such  that  the  tuning  of  the  input  cir- 
cuit of  said  first  vacuum  tube  is  substantially  unaffected 
by  reasonable  changes  In  the  oscillation  period  of  said 
antenna  system,  adjustably  tuned  means  including  a  coll 
connected  In  the  Input  circuit  of  each  tube  for  coupling 
said  tubes  together,  the  electrical  constants  of  all  of  the 
tuned  circuits  being  substantially  alike,  undesirable  ca- 
pacity coupling  between  the  Input  and  output  circuits  of 
each  tube  of  said  amplifier  whereby  there  is  a  tendency 
toward  oscillations,  and  means  for  limiting  said  tendency 
so  that  detuning  of  any  of  said  circuits  for  oscillation 
control  Is  rendered  unnecessary,  whereby  the  adjustments 
for  all  of  the  tuned  circuits  are  substantially  the  same  at 
any  given  frequency  setting  within  the  range  of  the  re- 
ceiver." 


Attorneys — Disbarment 


(ORDER  NO.  3.318) 
U.  S.  PATENT  OFFicl,  Washington,  July  tS,  19S5. 
Acting  under  the  provisions  of  section  487  of  the  Re- 
vised Statutes  of  the  United  States  (U.  S.  C,  title  35, 
sec  11)  Maurice  A.  Caron  of  14  Metcalfe  Street,  Ottawa, 
Canada,  whose  registration  Is  number  11.144,  and  the  firm 
of  Caron  &  Caron.  of  which  the  said  Manrlce  A.  Caron  is 
the  sole  member,  and  whose  registration  number  Is  11.689. 
have  this  day  been  disbarred  from  practice  before  the 
united  States  Patent  Office.         ^^^^^^  ^    ^^^ 

Commigtioner. 
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1.  LOEPFLER.  r.  A..  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Vessels;  Ckwire  Operators; 

Fences;  Oates;  Tillage. 
X  HERRMANN?.  D  ,  Fishing  and  Trapping;  Dairy,  Animal  Husbandry;  Presses,  Tobacco.  Veloci- 
pedes; Butchering;  Bee  rultore. 

3.  LINDSEY,  A  ,  Heating;  Metal  Founding;  Metallurgy;  Metal  Treatment;  Electric  Furnaces 

4.  DONNELLY,  A    E.  ''Act).  Conveyors;  Hoists;  Handling  Apparatus  and  Implements;  Excavat- 

ing; Elevators;  Fire  Escapes,  Ladders;  Scafloids;  Store  Service,  Pneumatic  Despatch;  Fluid  Pres- 
sure Brakes. 

5.  MACNAB,  J.  F^  Harvesters:  Music;  Acoustics;  Sound  Recording;  Knotters;  Backlee,  Buttons,  Etc 

6.  LEWER3,  A.  M.,  Carbon  Chemistry 

7.  JARBOE,  C.  O.,  Optics;  Photography... 

8.  ADAMS,  F.  L.,  Beds;  Chairs;  Kitchen  and  Table  Articles;  Racks  and  Cabinets 

9.  ADAMS.  R.  E..  Pumps;  Fluid  and  Fluid-Current  Motors 

10.  HUNTER,  O.  P.,  I.€md  Vehicles— Animal  Draft  AppUances,  Bodies  and  Tops;  Vehicle  Fenders... 

11.  BKNHAM.  E.  V.,  Boots.  Show,  and  Lenflns;  Batton.  Eyelet,  and  Rlret  Setting;  Harness;  Leather 

Manufactures;  Nailing  and  Stapling;  ^  hip  Apparatus;  Hides,  Skins,  and  Laalher. 
IX  HENRY,  C.  C,  Machine  Elements;  Cylinders  and  Pistons;  Mechanical  Starters;  Stop  Mechanisms 

13.  BORLIK,  F.  J.,  Oear  Cutting,  Milling,  and  Planing;  Metal  Drawing;  Metal  Forging  and  Welding; 

Matal  Rolling,  Metal  Working;  Needle  and  Pin  Makinf ;  Turning;  Boring  and  Drilling. 

14.  BRUMBAUGH.  N.  J  ,  Farriery:  MeUl  Bendinr  Metal  Tools  ami  Impiemeota,  Making;  Sheet 

Matal  War*.  Making:  Wire  Fabrics:  Wiro  Working;  Metal  Working.  Blanks  and  Proeeeses. 

15.  WORRELL,  L.  W  .  Olass;  Plastic  Block  and  Earthenware  Apparatus;  Plastics 

16.  SPENCER.  C.  J.,  Telegraphy;  Telephony 

17.  ARMSTRONG,  H.,  OmamenUtlon;  Paper  Manuftictnr«;  Printtog;  Type  Casting;  Sheet-Mate- 

rial Associating  or  Folding- Sheet  or  Web  Feeding;  Type  Setting. 

18.  PORTER.  M.  E..  Motors,  Expansible- Chamber  Type;  Power  Plants;  Speed-Responsive  Devices.. 

19.  KENNEDY,  A.  R.,  Furnaces  and  Stoves;  Fuel  Burners 

».  OROVE.  3.  D.,  Miscellaneous  Hardware;  Closure  Fasteners;  Locks;  Latches;  Safes;  Undertaking.. 

2L  THOMPSON,  T.  J.,  Textiles.  Cloth  Flnlahing 

23.  RINQLE,  D.,  Aeronautics;  Firearms,  Ordnance,  and  Explosive  Devices;  Air  Oons,  Catapults,  and 

T  rgats;  Boats  and  Buoys;  Ships;  Marine  Propolsion. 

33.  BUT    NER.  W.  J.  (Act.).  Coin  Handling;  Reeorders;  Registers 

34.  DURAS,  C.  O.,  Apparel;  Apparel  Apparatus;  Qannent  Supporters:  Sewing  Machines. 

35.  BLAKELY,  C.  F..  Classifying  Solids;  Centrifugal- Bowl  Separators;  MUls;  Threshing;  VegeUble 

and  Meat  Cutters  and  Comminutors. 

36.  ADAMS,  W.  M..  Eleetrldty,  Oeneratlon;  Motive  Power 

37.  CLARK.  W.  N  ,  Brushing.  Scrubbing,  and  Cleaning;  Washing  A ppsratos 

28.  BENSON,  A.  R.,  Internal  Combustion  Engines 

3B.  SliKLARIN,  J.  B.  (Act),  Woodworklnr  Tools;  Compound  Tools;  Furniture;  Metal  Worklug: 

^loth.  Leather,  and  Rubber  Receptacles;  Baggage:  Package  and  Article  Carriers;  Deposit  and 

Colleetion  Receptacles;  Supports.  Tables. 
80.  3HIPMAN,  J.   L.,   Antomatie  Temperature  and  Humidity  Regulation:  Illuminating  Burners; 

lUumlnation;  Thermostats  and  Homidostats. 

31.  DUNCOMBE,  C.  3.  (Act).  Oas.  Heating  and  lUnmhiating;  Mineral  Oils 

33.  BARTHOLOMEW,  J.  A  .  Oas  and  Liquid  Contact  Apparatus' Heat  Exchange;  Gas  Separation.. 

33.  WYMAN.  W.  L,  Bridges;  Masonry,  Concrete,  Metallic  and  Wooden  Structures;  Roofs;  Roads 

and  Pavements. 

34.  8APER3TEIN.  S,.  Electricity,  Transmiaslon  to  Vehldee;  Railways,  Rolling  Stock,  Switches,  and 

Signals:  Track  Sanders. 

35.  REYNOLDS.  E.  C,  Card  and  Sign  Exhibiting;  Signals:  Dispensing;  Filling  and  Closing  Portable 

Receptacles. 

36.  McFAYDEN,  A.  D.,  Measorlng  Instraments;  Force  Measuring;  Automatic  Weighers 

37.  WEAVER,  M.  E.,  Electricity.  Clrcolt  Makers  and  Breakers:  LIght-Sensltlve  Ctrculto 

38.  KRAFFT,  C.  F.,  Earth  Boring;  Hydraulic  and  Earth  Engineering;  Mining  and  Quarrying;  Stone- 

working:  Walls;  Plaatie  Compositions. 

30.  WHITNEY.  F.  J.,  riuid-Prenare  Recolators;  Mtiltlple  Valves:  Valves;  Water  Distribution 

4a  OBERLIN,  J.  J.,  Metallic  Wood,  Paper,  and  Special  Reoeptadas 

41.  WHITNEY,  M.  L.,  Railway  and  Land  Vehicles.  Wheels  and  Axles:  Resilient  Tires  and  Wheels: 

Wheel  Substitutes:  Railway  Draft  Appliances;  Spring  Devices;  Typewriting  Machines. 
4X  CUTTING,  H.  O..  Electric  aignaltng 

43.  KLINQB,  E.  P.,  Medldnes,  Poisons  and  CosneticB:  Bleaching  and  Dyeing;  Explosive  Coinpoel- 

tknis:  Sogar  and  Starch. 

44.  SHAFFER,  C.  H.,  Refrlfsration;  Dispensing  Beverages. 

4&  HILL,  H.  D.,  Pulleys  and  Shafting;  Lahrieation;  Bearings  and  Goides;  Motors;  Vahve-Operating 

Mechanism:  Engine  Cooling. 

46.  TAYLOR.  M..  Evaporators;  Floid  Sprinkling;  Fire  Extinguishers;  Boilers;  Heating  Systems;  Coat- 

Inf  Imj^aments. 

47.  BABKKR.  H.,  Clutches;  Brakes 

48.  ROEPKE.  O.  B.,  Electricity.  General  Applications;  Igniters 

48.  SHEFFIELD,  E.  L..  Check  Controlled  Apparatus:  Ventilation:  Driers;  Liquid  Porifleation 

60.  BLAKE,  C.  L.,  Vamiah;  Coating  Processes:  Carbohydrate  and  Condensation  Products;  Cellulose; 

Rubber. 

51.  BACKUS,  C.  D..  Radiant  Energy  

52.  KNOTTS,  M.  K.,  Supoorts;  Chucks;  Joint  Packing:  Pipe  and  Rod  Joints  or  Coupllnp;  Tool- 

Handle  Fastenings;  Mains  and  Pipes;  Conduits  and  Housings;  Laminated  Packing 

53.  PECK,  M.   K.,   Books;  Manifolding;  Printed  Matter;  SUtlonery:    Education:  Paper   FOee  and 

Binders;  Tents,  Canopies,  Umbreuai,  and  Canes;  Curtains,  Shades,  and  Screens;  Toilet;  Label 
Pasting  and  Paper  Hanging. 

54.  WAITE,  W.  E.,  Electric  Lamps;  Vapor  Electric  Devices:  Space  Discharge  Tnbea;  Electricity, 

Medical  and  Surgical. 

55.  BOWENS,  S.  T.,  Cutlery;  Artiflrial  Body  Members:  Denttetry;  Surgery 

56.  PORTER,  F.  J.,  Electrochemistry:  Laminated  Fabrics:  Paper  Making,  Substance  Preparation... 

57.  NIC  OLSON.  G.  D.  G.,  Cutting  and  Pimching;  Bolt,  Nut,  Rivet,  Nafl,  Screw.  Chain,  and  Horse- 

shoe Making;  Driven  and  Screw  Fastenings:  Jewelry;  Not  and  Bolt  Locks;  Toys;  Exercising 
Devices. 

58.  DOWELL,  E.  F.,  Abrading:  Bottles  and  Jars 

59.  RICHARD.  V.  I..  Chemistry;  Fertilizers 

OO.  GLASS.  R.  L.,  Electricity,  Heating,  and  Welding;  Batteries;  Resistances  and  RheostaU;  Prime- 
Mover  Dynamo  Plants. 

61.  PARKS.  G.  E..  Laminated  Electrieal  Insnlation,  Belt,  Hose,  Tire,  and  Ball  Makhiig;  Winding  and 

Reeling;  Pushingand  PTilling;  Horology:  Ttroe-Controlling  Apparatus. 

02.  COCHRAN.  W.  W..  Games;  Geometrical  Instruments 

83.  WINKELSTEIN,  A.  H..  Preeervlnr  Breed.  Pastry,  and  ConJection  Makinr  AgiUting 

04.  NASH.  P.  M.,  Acetylene;  Distillation:  Gas  Mixers;  Oils,  Fats,  and  Glue;  Liquid  Coating  Com- 
positions; Pnel;  Alcohol. 

66.  McDERMOTT.  F.  P.,  Electricity,  Conductors;  Repeaters:  Relavs;  Wave  Transmission ..... 
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DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


U.  S.  Court  of  Castoms  and  Patent  Appeals 

In  re  Euot 
No.  a^.     Decided  April  8,  IMS 
[7fl  F.(2d)  8091 
Fatb.ntabilitt — OntN  .\ui  Gasagk. 

Certain  claims  for  an  open  air  garage  having  a  cnrb 

or  g^uard  rails  lu  lieu  of  aide  walls,  Held  mpatentable 

over  the  prior  art. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  Charles  E.  Riordon,  Mr.  C.  Russell  Riordon, 
and  Mr.  John  H.  McCready  for  Eliot 

Mr.  T.  A.  Hostetler  and  Mr.  Hoicard  8.  Miller  for 
the  C!ommissioner  of  Patents. 
G&AHAM,  P.  J.: 

This  Is  an  appeal  from  the  decision  of  the  Board 
of  Appeals  of  the  United  States  Patent  Office,  which 
rejected  claims  14  and  15  of  appellant's  application 
for  patent  upon  an  alleged  improvement  in  garages. 
Appellant's  rejected  claims  are  represented  by 
claim  14,  which  is  as  follows : 

14.  An  open  air  garage  comprising  a  Bkeleton  building 
Including  a  frame  and  a  plurality  of  floors  supported  ihere- 
bv  and  arranged  one  above  another,  the  greater  part  of 
the  spaces  between  floors  normally  occupied  by  outside 
walls  being  open,  whereby  the  floors  open  directly  to  the 
outside  atmosphere,  guards  located  at  the  edges  of  the 
upx>er  floora  for  preventing  cars  from  running  off  aald 
eupes.  and  meanR  for  enabling  cars  to  travel  from  one  of 
said  floors  to  another. 

The  claims  were  rejected  by  the  Examiner  in  the 
Patent  Office  on  the  reference  DHumy,  No.  1,298,183, 
of  March  25,  1919,  and  also  by  reference  to  the 
bridge  over  Rock  Creek  Valley,  in  Washington,  com- 
monly called  Calvert  Street  Bridge.  The  Board  of 
Appeals  affirmed  the  decision  of  the  Examiner. 

The  appellant  discloses,  as  Is  evident  by  the  claim 
above  quoted,  a  structure  for  providing  parking 
space  for  automobiles.  This  consists  of  a  building 
containing  several  floors,  one  above  the  other,  sup- 
ported by  a  skeleton  structure.  In  lieu  of  the  wall 
which  ordinarily  constitutes  the  outside  of  the 
building  between  the  upright  beams  of  the  structure, 
the  appellant,  in  order  to  reduce  cost,  has  omitted 
these  intervening  walls  and  has  substituted  a  curb 
upon  the  floor,  l)ack  of  which  are  a  numt)er  of  rails, 
tt>e  curb  and  rails  t)eing  for  the  purpose  of  restrain- 
ing the  parked  cars  from  passing  through  the  spaces 
where  the  walls  have  been  omitted.  In  the  interior 
of  the  structure,  the  appellant  has  disclosed  a  ramp 
structure,  by  which  the  cars  can  be  moved  from 
floor  to  floor.  The  adjoining  floors  in  the  building 
are  staggered  in  relation  to  each  other,  and  to  the 
ramp  t)efore  mentioned. 

The  ramp  structure  is  fully  shown  by  the  refer- 
ence D'Humy.  The  only  feature,  therefore,  upon 
which  the  appellant  might  claim  Invention,  Is  the 
omission  of  the  walls  and  the  substitution  therefor 
of  a  curb  and  railing.  It  is  not  denied  that  tl»e 
Calvert  Street  Bridge,  referred  to  by  tlie  Examiner, 
shows  such  a  curb  and  railings.  It  Is  complained 
that  such  a  reference  should  not  be  cited.  How- 
ever, if  the  appellant  had  seriously  questioned  the 
citing  of  this  bridge  structure,  be  could  have  pro- 


ceeded under  rules  66  and  76  of  the  Patent  Office 
and  required  the  affidavit  of  the  Examiner,  and 
would  have  then  been  in  position  to  contradict  or 
explain  the  same.    This  he  did  not  do. 

We  are  unable  to  find  any  error  in  the  decision  ot 
the  Board  of  Appeals.  We  cannot  believe  that  it  it 
inventive  to  omit  the  walls  of  a  structure  as  the  ap- 
pellant has  disclosed,  and  it  seems  quite  obvious 
that  this  would  readily  occur  to  the  mind  of  one  who 
was  attempting  to  save  expense,  and  when  the 
necessity  of  the  side  walls  was  lacking.  Certainly, 
the  idea  of  substituting  a  curb  or  guard  rails,  or 
l)oth,  as  a  method  or  methods  of  preventing  the  cars 
from  going  through  these  openings,  would  be  ob- 
vious. 

The  decision  of  the  Board  of  Appeals  is  affirmed. 

Affirmed. 


U.  S.  Court  of  Ciutont  and  Patent  Appeals 

In  UK  Fir  LEY 

S:  SA8S.     Decided  April  8,  OSS 

[76  F.(2d)  306] 

1,  DtSCLOSURB. 

Certain  claims  for  a  shingle  and  certain  elalmt  for 
method  of  making  the  same,  which  recite  that  the  k>wer 
edge  of  the  ahiogle  is  in  the  shape  of  a  barmoaic  curve 
or  a  regular  reverse  curve.  Held  not  supported  by  ap- 
pellant's original  disclosure  where  the  original  speel- 
flcatlon  did  not  descrllM  such  a  curve  and  it  cannot 
be  determined  from  the  drawings  whether  snch  a  curve 
is  or  is  not  shown  thereby. 

2.  Patkntabilitt — Shinolb. 

Certain  claims  for  a  shingle  Held  unpatentable  over 
the  prior  art. 

Appeal  from  the  Patent  Office.    Afllnned. 

Mr.  Charles  S.  Evans,  Mr.  Hugh  N.  Orr,  and  Mr, 
Joseph  W.  Milbum  for  Finley. 

Mr.  T.  A.  Hostetler  and  Mr.  Hotoard  S.  Miller  for 
the  Commissioner  of  Patents. 
Graham,  P.  J.: 

The  appellant  filed  his  application  In  the  United 
States  Patent  Office  for  an  improvement  upon  an 
interlocking  shingle.  As  disclosed,  the  shingle  is 
composed  of  a  layer  of  asphalt  saturated  felt  and  a 
layer  of  finely  crushed  mineral  matter  superim- 
posed upon  said  asphalt  surface.  The  inventor  re- 
cites in  his  specification :  **The  Invention  relates  to 
roofing  materials,  and  particularly  to  shingles  cut 
from  a  parent  sheet  of  prepared  roofing." 

Each  shingle  Is  rectangular  in  shape,  the  lower 
or  exposed  surface  being  cuned.  There  is  a  tab 
extending  from  the  lower  comer  of  one  end  of  the 
shingle,  while  on  the  other  opposite  end  a  slit  is 
made  In  the  lower  edge,  the  whole  t)eing  so  ar- 
ranged that  when  two  shingles  are  placed  together 
the  tab  on  one  engages  with  the  slit  on  the  other, 
thus  securing  the  shingles  together  and  in  place. 
The  underlying  Idea  of  the  invention  Is  to  produce 
a  shingled  roof  which  will  simulate  a  thatched  roof. 
Each  shingle  Is  further  secured  by  two  nails  driven  at 
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diagonally  opposite  corners  to  cooperate  with  the 
interlocking  parts. 

As  to  the  curve  on  the  lower  edge  of  the  shingles, 
and  which  is  the  principal  matter  of  dispute  here, 
the  8X)eoiflcation  recites: 

The  lower  edge  13  of  the  shingle  Is  bounded  by  an  In- 
flected curve,  sllRhtly  convex  adjacent  the  edges  8  and  11, 
and  concave  a<ijacent  the  center.  It  is  this  Inflected  curve 
together  with  the  proportions  of  the  shingle,  which  permits 
these  shingles  to  be  laid  to  present  a  serpentine  exposed 
edge  simulating  a  thatched  roof. 

Appellant's  application  was  filed  June  26,  1929. 
The  Examiner  was  of  opinion  that  the  claims  were 
unpatentable  in  view  of  the  prior  art  as  shown  by 
various  references  cited,  among  these  references  be- 
ing the  references  Finley,  Harshberger,  and  Sherriff, 
hereinafter  more  particularly  referred  to.  All  the 
claims  were  hnally  rejected  prior  to  March  1, 1933. 

On  June  14,  1932.  a  patent.  No.  1,863,178.  was  is- 
sued to  Wood  upon  a  shingle  strip  and  method  of 
making  the  same.  In  this  patent,  Wood  states  that 
he  cuts  his  shingle  strip  in  the  following  manner : 

In  accordance  with  the  invention,  the  sheet  Is  slit  longi- 
tudinally thereof  along  a  harmonic  curvilinear  path,  de- 
fined by  a  circular  knife  mounted  on  a  rotatable  c.\llnd'»r. 
the  knife  lying  substantially  entirely  in  one  plane  ex- 
tending at  an  inclination  to  tne  axis  of  the  cylinder,  so  that 
as  the  cylinder  rotates  the  knife  will  follow  a  harmonic 
sinuous  course.  The  curvilinear  slit  thus  made  in  the  sheet 
provides  complementary  sections  from  each  of  which  sep- 
arate elements  having  curvilinear  butt-edges  may  be  sev- 
ered.  •    •   • 

Thereafter,  the  appellant  filed  a  motion  for  an 
amendment,  dated  March  1,  1933,  In  which  he  sought 
to  bring  about  an  interference  with  the  Woo<l  patent 
aforesaid,  and  by  which  amendment  additional  claims 
were  made  and  an  amendment  sought  in  his  speci- 
fication to  insert  tlie  language  descriptive  of  the 
curve  of  the  lower  edge  of  his  shingle,  "and  Is  sut)- 
stantially  in  the  form  of  a  harmonic  curve."  These 
claims  included  also  a  method  of  producing  shingle 
strips  nnd  a  shingle  element. 

The  Examiner  was  of  the  opinion  that  the  amend- 
ment sought  introduce<l  new  matter,  inasmuch  as 
he  held  that  there  was  no  disclosure  in  the  original 
application  of  a  harmonic  curve.  A  further  amend- 
ment was  sought  as  of  March  20,  1933,  in  which  the 
appellant  again  contended  that  the  curve  which  he 
had  originally  disclosed  was  a  harmonic  curve,  and 
attached  to  which  motion  for  amendment  were  affi- 
davits to  the  effect  that  by  a  tracing  of  the  draw- 
ing in  appellant's  original  specification  it  had  been 
found  that  the  curve  shown  by  him  there  was  In 
fact  a  harmonic  curve. 

There  was  also  an  affidavit  under  rule  75,  as  to 
the  said  Wood  patent. 

The  Examiner,  however,  again  refu.sed  to  permit 
the  amendment  or  the  affidavit  under  rule  75,  stat 
ing  that,  as  Wood  had  not  been  use<l  as  a  reference, 
the  affidavit  was  inadmissible.  On  appeal,  the  Com- 
missioner was  of  opinion  that  the  E.xamlner  should 
enter  and  consider  the  amendment  of  March  20, 
1933.  On  the  same  date  upon  which  the  appellant 
P€titione<l  the  Commissioner,  he  also  appealed  from 
the  decision  of  the  E.xamlner  to  the  Board  of  Ap- 
peals. 

The  Examiner  finally  rejected  all  the  claims,  rely- 
ing upon  the  following  references: 


Harshberger,  1,657,082,  January  24,  1928 ;  Finley, 
1,604,745,  October  26,  1926 ;  Wood,  1,863,178,  June  14, 
1932;  Sherriff,  1,701,640.  February  12,  1929. 

The  Examiner  was  of  opinion  that  the  references 
Finley  and  Harshberger  disclosed  fully  the  inter- 
locking means  and  the  curved  edge  of  the  exposed 
surface  of  the  shingles,  and  that  there  was  no  in- 
vention over  the  prior  art  in  providing  a  ccncavo- 
convex  edge  to  said  shingles.  He  further  was  of 
opinion  that  there  \vas  no  true  coaction  Inttweeu 
the  tabs,  slits  and  curve  on  the  edge  of  the  shingles, 
and  that  these  constituted  merely  an  aggiegnticn. 

As  to  the  particular  issue  Involvetl,  that  of  the 
harmonic  curve  of  Wood,  the  Examiner  polnte<l  out 
that  Wood  specified  his  curve  as  a  harmonic  curve 
to  avoid  the  prior  art  which  showed  "sinuous'' 
curves.  Furthermore,  Wood  made  his  curve  a  har- 
monic curve,  so  that  he  might  simultaneously  cut 
exposed  edges  upon  two  opposed  shingles  or  shingle 
strips  from  the  same  strip  of  material. 

Claims  24  and  25,  as  was  otwerved  by  the  Examiner, 
recited  "a  regular  reverse"  curve.  This,  also,  the 
Examiner  thought  was  new  matter.  Therefore  the 
Examiner  rejected  claims  14  to  16,  24  and  25,  as 
unpatentable  over  the  prior  art,  held  that  claims  17 
tc  25  Involved  new  matter  not  originally  disclosed, 
and  that  claims  17  to  23  were  properlv  denie<l  the 
appellant  In  his  effort  to  obtain  Interference  with 
Wood. 

The  Examiner's  action  was  affirmed  by  the  Boai*d 
of  .Appeals  and  reaffirmed  on  a  petition  for  rehearing. 

The  Board  of  Appeals  concluded  that  tliore  was 
no  foundation  In  appellant's  original  disclosure  for 
claims  based  upon  either  a  harmonic  curve  or  a  regu- 
lar reverse  curve;  that  from  a  design  8iand|)oint, 
the  effect  of  the  curve  shown  by  the  appellant  might 
be  the  equivalent  of  that  shown  by  Wood,  but  that 
the  curve  of  Woo<l  had  certain  structural  advantages 
and  limitations  which  distinguished  it,  principally. 
In  the  element  of  a  harmonic  curve.  The  Board 
called  attention  to  the  fact  that  except  for  the  par- 
ticular curve  employed  by  Wood,  his  claims  are 
antlripate<l  by  the  patent  to  Morgan,  No.  1,567,538,  of 
December  29.  1925. 

As  to  the  metho<l  claims,  the  Board  was  of  opinion 
that  there  Is  no  method  described  In  the  applica- 
tion or  specification,  certainly  no  teaching,  that  the 
shingle  Is  forme<l  from  sheet  material  slit  longitudi- 
nally thereof  along  a  line  representing  a  harmonic 
curve. 

The  rejected  claims  are  numbered  14  to  2.*),  In- 
clusive, of  which  representative  claims  are  14,  17, 
19,  and  24.  which  are  as  follows: 

14.   In  a  roof,  a  shingle,  the  lower  edge  of  the  shingle 
comprising   a    compound    curve,    and    fastening    means    ar 
ranged    at    the   convex    portions   of   said   curved    edge   for 
seoirine  the  shingle  to  the  roof. 

17.  A  shIncJe  element  adapted  to  he  laid  with  Its  major 
axis  horizontal  comprl«lng  a  substantially  rectansrular  strip 
of  flexible  waterproof  mnterlal.  one  edge  of  said  strip  be- 
ing STihstantlally  In  the  form  of  a  harmonic  curve,  a  silt 
spaced  Inwardly  from  one  end  of  the  strip  nnd  inter-^ert- 
Ing  the  mrved  edse  of  the  strip  nnd  "xtHndinir  Inwardly 
from  said  edge,  a  sHt  in  the  other  end  of  the  strip  Kp.-iced 
from  the  curved  edge  and  extending  Inwardlv  cnhstantlally 
In  the  direction  of  the  major  axis  of  the  strip. 

19.  The  method  of  severing  shingle  strips  of  curvilinear 
butt-edge  conflsuratlon  from  sheet  roofing  material,  which 
comprises   slitting  the   sheet    longitudinally  thereof  along 
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a  line  representing  a  harmonic  curve,  and  severing  the 
sheet  on  opposite  sides  of  said  curvilinear  sUt  along  suc- 
cessive transverse  lines  of  severance  extending  alternatelv 
on  opposite  sides  of  said  curvilinear  slit  from  points  ad- 
jacent the  points  of  maximum  amplitude  thereof. 

24.  The  method  of  severing  shingle  strips  of  curvilinear 
bott-Vdge  configuration  from  sheet  roofing  material,  which 
comprises  slitting  the  sheet  longitudinally  thereof  along  a 
line  representing  a  regular  reverae  curve,  and  severing  the 
sheet  on  opposite  sides  of  said  curvilinear  silt  along  suc- 
cesalTe  transverse  lines  of  geverance  extending  alternately 
on  opposite  sides  of  said  curvilinear  slit  from  points  ad- 
jacent the  points  of  maximum  amplitude  thereof. 

[1]  As  we  agree  with  the  conclusions  reached  by 
the  Board  of  Appeals,  It  is  hardly  necessary  to  go 
into  any  exhaustive  discussion  of  the  points  pre- 
sented. However,  briefly,  it  may  be  stated  that  we 
are  unable  to  find  any  Justification  for  the  allow- 
ance of  method  claims,  such  as  are  presented  in  re- 
jected claims  19,  20,  21,  and  24.  Said  claims  19,  20, 
and  21  recite  that  shingle  strips  are  made  by  cutting 
a  sheet  of  material  longitudinally  thereof  along  a 
line  representing  a  harmonic  curve. 

No  disclosure  appears  in  either  specification  or 
otherwise  in  appellant's  application  that  such  strips 
are  cut  in  a  harmonic  curve  or  in  a  regular  reverse 
curve,  as  it  is  stated  in  claim  24.  It  Is  true  that  the 
shingles  are  severed  from  each  other  transversely, 
which  might  argue  that  there  must  have  been  a  strip 
originally.  However,  It  appears  from  the  drawing. 
Figure  1,  that  the  severance  longitudinally.  If  this 
was  the  method  of  manufacture,  could  not  have  been 
in  a  continuous  harmonic  or  regular  reverse  curve, 
because  of  the  removal  of  a  portion  of  the  material 
from  the  end  of  the  tag  which  Is  marked  16. 

The  principal  difficulty  with  appellant's  applica- 
tion and  claims  Is  that  he  Is  attempting  to  make 
claims  which  will  read  upon  the  Wood  disclosure,  and 
In  order  to  do  so  he  must  make  his  claims  conform 
to  the  only  feature  in  the  Wood  disclosure  which  It  is 
thought  by  the  Patent  Office  tribunals  constitutes  pat- 
entable subject  matter,  namely,  the  conformation  of 
his  curve  upon  the  expose<l  surface  of  his  shingle 
strip.  In  order  to  accomplish  this,  the  appellant  here 
must  describe  his  curve  as  a  harmonic  curve,  for  this 
is  the  element  that  distinguished  Wood  from  the  prior 
art.  If  Wood  did  not  thus  distinguish  his  claims  from 
the  prior  art,  he  had  no  patentable  subject  matter, 
and  the  same  is  true  as  of  the  application  here  in- 
volved. In  other  words,  if  Wood's  claims  are  to  be 
read  as  broadly  as  the  appellant  here  insists,  then 
the  appellant  here  has  framed  counts  which  read 
upon  the  prior  art,  such  as  Morgan. 

Counsel  for  appellant  states  that  there  Is  patent- 
ably  no  distinction  between  a  harmonic  curve  and 
the  compound  or  regular  reverse  curve.  He  states 
this :  "•  •  •  a  harmonic  curve  is  one  specific  form 
of  a  regular  reverse  curve,  which  In  turn  Is  In  fact 
a  compound  curve."  If  this  be  true,  there  are  regu- 
lar reverse  curves  and  compound  curves  which  are 
not  harmonic.  It  follows  that  the  appellant  is 
claiming  not  only  harmonic  cnrves,  but  other  curves 
as  welL  The  particular  limitations,  therefore,  of 
Wood's  disclosure  and  claims  were  much  narrower 
than  those  of  the  appellant  here.  It  appears  quite 
plainly  to  the  court  that  because  the  drawing  which 
the  appellant  originally  filed  with  his  application, 
on  mathematical  investigation,  is  alleged  in  affidavits 


to  be  in  fact  a  harmonic  curve,  is  not,  in  itself,  suffi- 
cient to  Justify  claims  such  as  are  here  made  by  the 
appellant.  There  is  nothing  to  indicate  that  the  ap- 
pellant had  in  his  mind,  at  the  time  of  the  filing  of 
his  specification,  any  conception  that  the  particular 
curve  which  he  was  then  showing  by  his  drawings 
constituted  a  harmonic  curve,  or  that  such  a  curve 
was  essential  to  the  invention  which  he  then  was 
claiming.    The  Board  of  Appeals  stated  : 

•  •  •  It  is  not  entirely  clear  from  the  original  dis- 
closure Just  what  the  character  of  a  curve  is.  The  draw- 
ings themselves  are  on  a  small  scale  and  afford  little  guid- 
ance In  determining  the  mathematical  character  of  the 
curve.     The  specification  Is  also  of  little  assistance.   •   •   • 

There  is,  therefore,  conflict  on  the  character  or 
sufficiency  of  the  disclosure  made  by  appellant's 
drawings,  whether  a  true  harmonic  curve  Is  or  is  not 
shown  thereby.  We  are  not  convinced  that  there  is 
error  in  the  determination  of  both  tribunals  in  the 
Patent  Office,  on  such  a  record. 

[2 J  As  to  the  article  claims,  claims  14,  15,  and  16 
plainly  read  upon  the  references  Harshberger,  Finley, 
and  Sherriff.  Article  claims  17,  18,  22,  and  23  in- 
clude the  element  of  a  harmonic  cur\e  which  we 
have  Just  discussed,  while  article  claim  25  includes 
a  claim  for  a  regular  reverse  curve  which,  also, 
we  must  hold  was  not  disclosed  and  constitutes  new 
matter. 

For  these  reasons,  thus  briefly  stated,  the  decision 
of  the  Board  of  Appeals  is  affirmed. 

Affirmed. 


U.  S.  Court  of  Customs  and  Patent  Appeals 

In  re  Key 

2fo.  SAft-    Decided  April  8^  19S5 

[7tf  P. (2d)  3981 

1.  INTBBFERBNCC RIGHT  TO   MAKB  CLAIMS  OF  A  PATBNT. 

Essential  limitations  in  claims  copied  from  a  patent 
for  the  purpose  of  interference,  which  limitations  are 
not  found  In  appellant's  disclosure,  may  not  he  disre- 
garded. 

2.  PATBNTABILITT HBTtTBN   BBND  CONNICTION. 

Claims  for  means  for  connecting  a  return  bend  to  a 
pair  of  tubes  Held  properly  rejected  as  not  reading  on 
appellant's   disclosure. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  John  D.  Rippey,  Mr.  Latorence  C.  Kingaland, 
and  Mr.  John  H.  Casaidy  for  Key. 

Mr.  T.  A.  Hostetler  and  Mr.  Hotcard  8.  Miller  for 
the  Commissioner  of  Patents. 
Graham,  P.  J.: 

An  application  was  filed  in  the  United  States  Pat- 
ent Office  by  the  appellant  for  a  patent  on  alleged 
improvements  in  return  bend  housings,  such  as  are 
ordinarily  used  In  oil  stills.  The  alleged  improve- 
ment involves  the  Joints  between  a  return  bend  and 
the  pipes  which  the  bend  is  intended  to  connect.  It 
Is  the  purpose  of  the  inventor  to  construct  such  a 
connection  between  such  return  bend  and  pipes,  that 
as  a  result,  a  gas-tight  connection  will  be  formed, 
and,  at  the  same  time,  it  will  be  possible  to  easily 
remove  the  return  bend  for  replacement  or  cleaning. 

Appellant's  device  consists  of  a  sleeve  member 
into  which  the  ends  of  the  pipes  to  be  Joined  are 
fastened  by  means  of  a  screw  thread,  or  by  other 
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BUiUible  means  such  as  expansion.  In  the  upper 
face  of  each  annular  portion  of  tlie  sleeve  there  is  a 
tapered  bore,  into  which  fits  the  tapered  end  of  the 
return  f>end.  The  bend  is  placed  in  position  and 
is  held  closely  and  tightly  in  place  by  means  of 
housing  members  which  surround  the  end  of  each 
tube,  and  by  means  of  which  pressure  is  exerted 
upon  the  ends  of  the  return  bend  structure  by  set 
screws. 

Two  of  these  housing  members  are  proTided  for 
each  assembly,  one  for  each  pipe.  The  sleeve  mem- 
ber which  makes  the  joint  between  the  return  bend 
and  the  pipes  is  in  two  sections,  these  being  con- 
nected by  wings  with  slotted  openings,  through 
which  a  bolt  is  fastene<i  and  sei-ured. 

Rejected  claims  34,  3"),  and  36  were  copied  from 
the  patent  to  Getzen.  1,831,709,  of  November  10, 
1931.  Claim  37  was  copied  from  the  patent  to 
Stewart,  No.  1,859,850,  of  May  24,  1932.  Claim  38 
was  presented  as  a  claim  thought  to  be  readable 
upon  both  appellant's  disclosure  and  the  disclosure 
of  the  patentee  Getzen.  Claim  39  was  presented  as 
thought  to  be  readable  upon  the  disclosure  of  ap- 
pellant and  the  said  patent  to  Stewart. 

Claims  34,  37,  38,  and  39  are  given  as  representa- 
tive: 

34.  In  a  refinery  apparatus,  means  for  connecting  a 
conyentional  return  b^uil  to  a  pair  of  tubes  having  thread- 
ed ends  comprising  a  collar  adapted  to  be  threaded  on 
each  tube,  a  housing  member  having  substantially  cir- 
cular openings,  the  walls  of  which  are  adapted  to  Inter- 
lock with  each  of  said  collars,  and  means  carried  by  said 
housing  for  holding  said  collar  and  said  return  bend  in 
assembled  relation. 

37.  In  a  refinery  apparatus,  means  for  connecting  the 
conventional  retnra  bend  to  a  pair  of  still  tubes,  com- 
prising a  housing  member  having  substantially  circular 
openings  therein,  the  walls  of  which  are  provided  with 
recesses  adapted  to  interlock  with  the  walls  "f  said  tubes 
when  they  are  rolled  into  said  recesses,  means  forming  a 
leak-proof  Joint  between  the  return  bend  and  the  housing 
spaced  from  but  concentric  with  the  tubes,  comprising 
mating  members  of  said  housing  and  said  return  bend,  and 
means  for  huldlng  said  return  benu  and  housing  In  as- 
■emhled  relation  to  form  a  gas-tight  joint. 

38.  In  a  refinery  apparatus,  means  for  connecting  a 
conrentlonal  return  head  to  a  pair  of  tubes  having  thread- 
ed ends  comprising  a  collar  adapted  to  be  threaded  on  each 
tube,  a  housing  member  having  substantially  circular 
•penlngs,  the  wails  of  which  are  adapted  to  interlock  with 
each  of  said  collars,  laterally  extending  webs  to  connect 
said  annular  members,  means  to  secure  said  webs  to  each 
other,  and  means  carried  by  said  housing  for  holding  said 
collar  and  said  return  bend  in  assembled  relation. 

39.  In  a  refinery  apparatus,  means  for  connecting  the 
eoBventlonal  return  l>end  to  a  pair  of  still  tabes,  com- 
prising a  housing  embo<Jying  portions  and  having  sub- 
stantially circular  openings  therein,  the  walls  of  which 
are  provided  with  recesses  adapted  to  Interlock  with  the 
walls  of  said  tubes  when  they  are  rolled  Into  said  re- 
cesses, means  forming  a  leak  proof  Joint  between  the  re- 
turn bend  and  the  housing  portions  spaced  from  but  con- 
centric with  the  tubes,  comprising  mating  members  on  said 
housing  portions  and  said  return  bend,  and  means  for 
holding  said  return  bend  and  housing  in  assembled  rela- 
tion to  form  a  gas-tight  joint. 

The  said  claims  34  to  39,  inclusive,  were  rejected 
by  the  Examiner,  while  a  considerable  number  of 
claims  were  allowed.  The  Board  of  Appeals  af- 
firmed the  decision  of  the  Examiner. 

The  claims  were  presented  for  purposes  of  Inter- 
ference with  Getzen  and  Stewart-  The  Examiner, 
tn  addition  to  finding  that  the  claims  did  not  proper- 
ly read  upon  the  appellant's  disclosure,  also  rejected 
claim  34  as  unpatentable  over  tiie  patent  to  Rebsa- 
men  et  al..  No.  799,869,  of  September  19,  1905.  The 
Board  of  Appeals  did  not  agree  with  the  Examiner 


as  to  the  Rebsamen  patent,  and  based  its  rejection 
entirely  upon  the  holding  that  the  rejected  claims 
did  not  read  upon  the  appellant's  disclosure. 

As  to  the  claims  copied  from  the  Getsen  patent, 
the  point  of  discussion  is  whether  appellant  has  dis- 
closed "a  housing  member,"  as  Is  claimed  in  said 
Getzen  claims  34,  35,  and  36.  The  Board  of  Appeals 
was  of  the  opinion  that  the  appellant  here  did  not 
disclose  a  housing  member,  but  housing  members. 
There  is  no  question  that  the  disclosure  of  the  ap- 
pellant here  shows  two  separate  and  distinct  mem- 
bers known  as  housings,  one  for  each  joint.  These 
are  entirely  independent  of  each  other.  Counsel 
for  appellant  argue  that  Getzen  shows  by  his  draw- 
ings, especially  by  figure  2  thereof,  that  he  also 
utilizes  separate  housing  members,  and  designates 
the  same  as  "a  housing."  It  is  true  that  in  said 
figure  2  Getzen  shows  two  members  united  by  webs 
and  a  bolt.  However,  the  parts  are  united,  and, 
when  united,  constitute  one  housing,  within  the 
meaning  to  be  gathered  from  Getzen's  disclosure. 

We  are  unable  to  disregard  the  limitation  in  the 
Getzen  claims,  which,  it  seems  to  us,  specifies  a  uni- 
tary structure  for  the  housing,  and  we  believe  that, 
under  the  authorities,  whether  one  constitutes  an 
e<iuivalent  of  the  other  is  Immaterial  In  this  pro- 
ceeding. Limitations  may  not  be  disregarded,  even 
for  the  purposes  of  an  interference.  In  re  Bijur,  17 
C.  C.  P.  A.  (Patents)  1134,  40  F.(2d)  999,  398  O.  G. 
355;  In  re  Fischer,  19  C.  C.  P.  A.  (Patents)  1231, 
58  F.(2d)  1058,  423  O.  G.  931;  In  re  Jacobi,  20 
C.  C.  P.  A.  (Patents)  1062,  64  F.(2d)  691,  433  O.  G. 
223. 

Claim  37,  which  also  provides  for  a  housing  mem- 
L>er,  provides  that  this  housing  member  shall  have 
recesses  adapted  to  interlock  with  the  walls  of  the 
tul)€  forming  "a  lealc-proof  joint  between  the  return 
l)€nd  and  the  housing."  As  is  said  by  the  Board  of 
Appeals,  tlie  appellant  discloses  no  interlocking  or 
joint  between  the  return  bend  and  the  housing,  but 
does  disclose  such  a  joint  between  the  return  bend 
and  the  sleeve,  which  is  an  entirely  Independent  and 
distinct  member  from  the  housing  member.  Uure, 
again,  is  a  limitation  found  in  Stewart,  and  which 
it  is  apparent  does  not  read  upon  appellant's  pres- 
ent disclosure.  The  defects  which  have  been  hereto- 
fore mentioned  appear  also  in  claims  38  and  39,  and 
need  not  be  further  enlarged  upon  here. 

[1, 2]  We  are  not  here  cx)ncerned  with  an  infringe- 
ment suit,  such  as  was  involved  in  Machine  Co.  v. 
Murphy,  97  U.  S.  120.  There,  the  court  had  before 
it  the  question  of  the  equivalency  of  the  devices  em- 
ployed, and  stated  tliat  in  such  cases,  where  the 
question  of  damages  and  infringement  were  in- 
volved, "that  if  two  devices  do  the  same  work  in 
sul>8tantialiy  the  same  way,  and  accomplish  sui>- 
stautialiy  the  same  result,  tiiey  are  the  same,  even 
though  they  differ  in  name,  form,  or  shape."  How- 
ever, tJiat  principle  is  not  here  involved.  As  we 
have  before  pointed  out,  in  ex  parte  matters  such 
as  we  here  have,  we  may  not  disregard  essential 
limitations  in  claims,  and,  having  found  that  there 
are  such  essential  limitations  in  the  claims  which 
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the  appellant  has  attempted  to  make,  which  are 
not  found  In  his  disclosure,  we  cannot  conclude 
that  the  allowance  of  the  same  is  proper. 

The  decision  of  the  Board  of  Appeals  Is  afl5rmed. 

Affirmed. 


U.  S.  Court  of  Castoms  and  Patent  Appeals 

In  EE  Uaubeb 
No.  »rkM-     Decided  April  8,  mS 
[76  F.(2d)    304] 
PATINTABILITI — INVENTION — BOILEB   STBDCTUR». 

Claims  for  a  boiler  structure  Held  unpatentable  on 
the  ground  that  "there  was  no  invention  in  substituting 
the  good  features  of  one  of  the  reference*  for  those  in 
another  or  in  combining  the  desirable  features  found 
In  the  prior  art." 

APPEAL  from  the  Patent  Ofl3ce.    Afllrmed. 
Messrs.  Marks  d  Clerk,  Mr.  J.  T.  Netcton,  and  Mr. 
Armand  A.  Cyr  for  Rauber. 

Mr.  T.  A.  Hosteller  and  Mr.  Howard  B.  Miller  for 
the  Commissioner  of  Patents. 

BLAMO,  /.: 

This  appeal  Involves  two  claims  relating  to  boiler 
structure.  The  Primary  Examiner  of  the  United 
States  Patent  Office  rejected  all  the  claims  of  ap- 
pellant's application  for  patent,  including  claims  6 
and  7  which  were  entered  for  the  purpose  of  appeal. 
The  Examiner's  rejection  was  afllrmed  by  the  Board 
of  Appeals  and  the  appellant  has  appealed  from  the 
Boards  decision  to  tills  court.  The  two  claims  in- 
volved In  this  appeal  follow : 

6.  In  a  boiler  structure,  horizontally  disposed  cylindri- 
cal steam  and  water  drums  arranged  one  above  the  other 
in  a  vertical  row  at  one  side  of  the  boiler,  headers  at  the 
other  side  of  the  boiler  disposed  at  an  Inclination  to  the 
vertical  row  of  drums  providing  a  direct  gas  passage  dc- 
creafilng  In  cross  sectional  area  upwardly,  and  groups  of 
water  tubes  connecting  tbe  respective  water  drums  with 
the  headers  decreasing  in  length  upwardly  in  correspond- 
ence with  the  decreasing  cross  sectional  area  of  the  gas 
passage,  and   ribs  on   said  tub«». 

7.  A  boiler  as  claimed  in  claim  6,  characterized  In  that 
said  groups  of  tubes  are  arranged  in  relatively  widely 
spaced  relation,  and  Kuperheater  tubes  arranged  between 
tbe  groups  of  water  tubes. 

The  references  relied  upon  are:  Mumford  et  al., 
846,886,  March  5,  1907;  Ku.st,  868,891,  October  22, 
1907 ;  Mosher,  872,077,  November  26,  1907 ;  Harter, 
1,244,603,  October  30,  1917 ;  Sargent  et  al.,  1,311,467, 
July  29,  1919;  Primrose,  1,359,916,  November  23, 
1920;  Bunker,  1,754,350,  April  15,  1930. 

Appellant's  claimed  Invention,  as  defined  by  claim 
6,  consists  of  a  boiler  which  has  (1)  horizontally 
disposed  cylindrical  steam  and  water  drums  ar- 
ranged one  above  the  other  In  a  vertical  row  at 
one  side  of  the  boiler;  (2)  headers  disposed  at  the 
other  side  of  the  boiler  at  an  inclination  to  the 
vertical  row  of  drums  and  providing  a  direct  pas- 
sage decreasing  in  cross  sectional  area  upwardly; 
(3)  groups  of  water  tubes  connecting  the  respective 
water  drums  with  the  headers  and  decreasing  in 
length  upwardly  in  correspondence  with  the  de- 
creasing cross  sectional  area  of  th^  gas  passage ; 
and  (4)  ribs  on  the  tubes. 

Claim  7  differs  from  claim  6  In  the  provision  that 
"•aid  groups  of  tubes  are  arranged  in  relatively  widely 
spaced  relation,  and  superheater  tubes  arranged  between 
the  groups  of  water  tubes." 


The  Examiner  rejected  the  claims  upon  three  main 
references :  Bunker,  Harter,  and  Sargent  et  al.  Each 
of  these  references  shows  headers  at  both  sides  of  a 
gas  pass  with  one  set  of  headers  Inclined  toward 
the  other  to  provide  a  decreasing  gas  pass.  Sargent 
et  al.  shows  a  superheater  placed  between  spaced 
banks  of  generating  tubes  in  the  decreasing  gas 
pass.  The  Examiner  relied  upon  the  auxiliary  ref- 
erences Rust,  Mosher  and  Mumford,  as  all  showing 
boilers  having  banks  of  tubes  connectetl  to  a  series 
of  drums  positioned  one  above  the  other  on  at  least 
one  side  of  the  setting.  The  Examiner  stated  that 
to  use  a  series  of  interconnected  drums  at  one  side 
of  the  setting  of  Harter,  Bunker  or  Sargent  et  al., 
instead  of  a  series  of  interconnected  headers  would 
not  involve  invention.  The  Examiner  pointed  out 
that  Mosher  shows  man-holes  at  the  right  hand  side 
of  his  drums  and  spaces  between  his  drums  through 
which  a  superheater  such  as  Is  shown  in  Sargent 
et  al.  could  be  inserted. 

The  Board  of  Appeals,  in  affirming  the  decision  of 
the  Examiner,  used  slightly  different  language  but 
arrived  at  the  same  conclusion  as  the  Examiner,  and 
for  the  same  reasons. 

Appellant  in  this  court  frankly  admits  that  all  the 
features  of  his  structure  which  the  claims  call  for 
are  shown  In  the  prior  art,  if  all  the  references  are 
considered,  but  insists  that  no  single  reference  con- 
tains all  the  features.  He  argues  here  that  it  was 
inventive  to  consolidate  the  desirable  features  of 
the  references  and  that  his  combination  of  these 
features  has  led  "to  the  creation  of  an  entirely  new 
type  of  boiler  possessing  unexpected  advantages." 
He  argues  that  his  type  of  boiler  is  designed  for 
higher  evaporative  and  pressure  capacity  and  that 
because  of  this  fact  the  use  of  drums  is  hi^'hly  de- 
sirable to  insure  the  escape  of  vapor  and  because  of 
the  necessity  In  this  type  of  boiler  of  maintaining 
the  water  tubes  in  clean  condition.  He  points  out 
additional  merits  In  his  construction  which  we  do 
not  think  require  discussion  here. 

It  was  the  view  of  the  Board  that  there  was  no 
new  or  unobvlous  result  flowing  from  appellant's 
substitution  and  combination  and  that  his  provision 
for  ribs  on  the  tubes  performs  no  other  function 
than  what  was  performed  In  the  reference  patents. 
The  ribs  on  the  tubes  were  not  discussed  by  the 
Examiner,  and  the  Board  pointed  out  tliat  this  fea- 
ture was  added  in  the  new  claims  entered  for  appeal 
after  the  final  rejection  of  the  claims  in  the  applica- 
tion. This  feature,  however,  was  presented  In  the 
original  application  in  claim  2  which  was  cancelled 
after  the  rejection. 

W^e  agree  with  the  Board  of  Appeals  that  there 
was  no  Invention  In  substituting  the  good  features 
of  one  of  the  references  for  those  In  another  or  In 
combining  the  desirable  features  found  In  the  prior 
art.  Tlie  old  elements  which  appellant  has  com- 
bined serve  no  different  purxwse  than  they  did  In 
the  cited  patents.  The  mere  fact.  If  It  be  a  fact,  that 
appellant  has  a  better  boilex,  does  not  necessarily 
imply  Invention.  Mechanical  skill  alone  may  as- 
.«^mble  or  combine  desirable  features  of  the  prior 
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art  and  obtain  better  results  than  have  ever  been 
obtained,  but  the  patent  laws  afford  no  reward  for 
such  an  improvement. 

The  decision  of  the  Board  of  Appeals  is  affirmed. 

Affirmed. 


U.  S.  Court  of  Customs  and  Patent  Appeals 

In   RE   YOUNQ 

No.  Sr^a.     Decided  March  is,  J93S 

[75  P. (2d)  996] 

Patintability — Machine  fob  Makino  Conchbti  Bbams. 

Certain  claims  for  a  machine  for  making  concrete  beams 
Held  unpatentable  over  the  prior  art. 

Appeal  from  the  Patent  Office.     Affirmed. 

Messrs.  Chappell  d  Earl  for  Young. 

Mr.  T.  A   Hostetler  and  Mr.  Howard  8.  Miller  for 
the  Commissioner  of  Patents. 
Gabkctt,  J.: 

This  Is  an  appeal  from  a  decision  of  the  Board  of 
Appeals  of  the  United  States  Patent  Office,  affirm- 
ing the  decision  of  the  Examiner,  rejecting  six 
claims  (Nos.  4  to  9  inclusive)  of  appellant's  appli- 
cation for  patent  relating  to  machines  for  making 
reinforced  concrete  beams.  Three  claims,  Nos.  1,  2, 
ami  3,  stand  allowed  and  are  not  here  involved. 

Claim  4  is  quoted  as  illustrative;  claim  6  is  also 
quoted,  because  of  a  particular  limitation  contained 
therein : 

4.  In  a  machine  for  making  concrete  beams,  the  com- 
bination of  a  main  track  or  way,  a  carriage  therefor,  a 
bed  plate  ou  the  top  of  said  carriage  with  apertares 
therethrough,  a  sf-ri^a  of  Plevatlni?  shoes  disposed  on  the 
said  bed  plate  within  said  apertures,  vertical  plungers 
attached  thereto  for  elevating  the  same,  a  common  level- 
ing elevator  har  connected  to  the  said  plungers,  means 
to  elevate  said  bar.  a  palette  with  upwardly  curved  lon- 
gitadinal  central  portion  disposed  above  the  satd  bed  plate 
and  elevating  shoes,  side  bars  connected  to  the  said  bed 
plate  for  cooperation  with  the  said  palette,  the  said 
palette  being  adapted  to  support  concrete  reinforced 
structures  with  longitudinal  members  connected  by  cross 
bars  supported  by  suitable  chairs,  compression  rollers 
with  midribs  of  successively  increa.sing  size  and  overlap- 
ping contour  dlsposerl  above  the  said  palette  and  In  posi- 
tion to  ace  succf'sslvely  on  the  contents  thereof  when  the 
carriage  is  advanced,  and  a  concrete  hopper  dlsposedy  to 
deliver  to  the  said  mold. 

6.  In  a  machine  for  making  concrete  beams,  the  combi- 
nation of  a  main  track  or  way,  a  carriage  therefor,  a  bed 
plate  on  the  top  of  said  carriage,  a  palette  with  upwardly 
curved  longitudinal  central  portion  disposed  above  the 
said  bed  plate,  aide  bars  connected  to  the  said  t)ed  plate 
for  cooperation  with  the  said  pallette,  concrete  reinforced 
structures  with  longitudinal  members  connected  by  cross 
bars  supported  by  suitable  chairs  on  the  said  palette,  com- 
pression rollers  with  mid-ribs  of  successively  increasing 
size  and  overlapping  contour  disposed  above  the  sala 
palette  and  in  position  to  act  successively  on  the  contents 
thereof  when  the  carriage  is  advanced,  and  a  concrete 
hopper  with  delivery  spout  disposed  to  deliver  to  the 
said  mold. 

All  the  other  claims  are  apparently  broader  in 
scope  than  claim  4. 

The  references  cited  are:  Anderson,  832,441,  Oc- 
tober 2,  1906;  Trevllllan,  1,342,192,  June  1,  1920; 
Craig,  1.534.361,  April  21,  1925. 

AH  of  the  appealeil  claims  were  rejecte<l  by  both 
tribunals  of  the  Patent  Office  for  lack  of  patent- 
ability in  view  of  the  prior  art,  and  claim  6  upon 
the  further  ground  that  It  includes  the  articles  op- 
erate<l  upon  by  the  machines,  that  is,  to  quote  from 
the  claim, 

•^oncrete    reinforced    structures    with    longitudinal    mem- 
bers connected  by  cross  bars  supported  by  suitable  chairs 

on  the  said  palette." 

as  a  part  of  the  combination. 


The  brief  for  appellant  states : 

The  machine  is  organised  specifically  for  manufactur- 
ing reinforced  I-beams  having  longitudinal  metallic  head 
and  base  reinforcing  member  with  cross  shear  members. 

The  disclosure.  Insofar  as  here  material.  Is  of  a 
device  having  a  carriage,  carrie<l  upon  a  track,  the 
carriage  being  supported  upon  a  detachable  palette 
designed  to  serve  as  a  mold  for  one  side  of  the  beam, 
while  side  and  end  members  are  designed  to  form  the 
other  parts  of  the  mold.  Into  the  mold  there  are 
placed  reinforcing  members  comprising  rwls  con- 
nected by  vertical  cross  bars,  after  which  the  con- 
crete material  is  Introduced  from  a  hopper.  The 
mold  Is  then  moved  along  the  track  beneath  a  series 
of  stationary  rollers.  These  rollers  have  ribs  pro- 
jecting from  their  middle  portions,  the  width  of  the 
ribs  Increasing  upon  the  successive  rollers.  It  is 
the  function  of  the  rollers  to  compress  the  plastic 
c'oncrete  Into  proper  form  about  the  reinforcing 
members,  and  It  is  claimed  that  through  the  Instru- 
mentality of  the  successive  midribs  the  mix  is 
kneaded  In  a  manner  which  spreads  It  toward  the 
head  and  base  of  the  beam  and  there  compacts  It 
In  a  desirable  manner.  The  completed  beam  Is  final- 
ly ejected  upon  the  palette  by  plungers  wlUch  act 
upon  shoes  underneath  the  palette. 

The  patent  to  Anderson  Is  for  a  machine  for  the 
manufacture  of  building-blocks.  The  disclosure  Is 
of  a  device  having  channels  or  troughs  over  which 
are  operated  carriages  equipped  with  rollers. 
Molding  material  is  Introduced  Into  the  channels  and 
when  the  rollers  are  rolled  therethrough  shapes  are 
produced  for  casting  cement  blocks. 

We  do  not  find  In  this  patent  any  teaching  that  the 
rollers  operate  upon  the  blocks  themselves  in  the 
process  of  molding  or  shaping  them.  The  sole  func- 
tion of  Anderson's  rollers  seems  to  be  that  of  com- 
pressing the  sand  or  other  molding  material  In  the 
trough  so  as  to  form  the  shapes  Into  which  the 
blocks  are  ultimately  to  be  molded. 

We  feel,  therefore,  that  the  Anderson  patent  has 
little  If  any  relation  to  the  device  of  appellant. 

The  patent  to  Craig  Is  for  a  block-making  ma- 
chine and,  apparently,  was  cited  principally  because 
of  Its  showing  relating  to  the  ejection  of  the  finished 
blocks  by  the  elevation  of  bars  actuated  by  cams 
rolling  over  cam  tracks. 

With  the  possible  exception  of  claim  4,  supra,  we 
do  not  find  the  ejection  element  defined  In  any  of  the 
claims  on  appeal,  although  the  brief  for  appellant 
alludes  to  claims  5  and  6  as  also  containing  it.  It 
seems  to  be  present  In  one  or  more  of  the  allowed 
claims. 

The  Cralg  patent.  It  Is  believed,  substantially  an- 
ticipates the  ejection  feature  of  appellant's  device. 
This  fact,  however,  under  the  rule  stated  by  this 
court  In  the  case  of  In  re  Luk»,  21  C.  C.  P.  A.  (Pat- 
ents) 1005.  69  F.{2d)  552,  446  O.  O.  716,  would  not 
of  Itself  defeat  appellant's  combination  claims,  if 
found  otherwise  patentable. 

The  patent  to  Trevllllan  relates  to  an  apparatus 
for  molding  plastic  materials,  "such  as  are  used  In 
the  manufacture  of  tile,  bricks,  coping,  etc." 

Palettes  of  whatever  configuration  may  be  neces- 
sary to  manufacture  the  particular  form  of  article 
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desired  are  provided,  these  to  be  carried  upon  a 
flanged-wheel  conveyor.  The  material  to  be  molded 
is  conveyed  to  the  palettes  through  a  hopper,  and 
the  conveyor,  traveling  upon  guides,  moves  the 
loaded  palettes  forward  under  mechanisms  which 
perform  the  various  operations  upon  the  material 
that  are  required  to  produce  the  desired  article, 
these  operations  being  defined  In  the  specification 
as  "leveling,"  "tamping,"  "troweling,"  "smoothing" 
and  "finishing". 

The  mechanism  for  the  finishing  operation  seems 
to  be  the  feature  of  the  Trevllllan  device  regarded 
by  the  tribunals  of  the  Patent  Office  as  substantially 
anticipating  appellant's  mid-rib  rollers.  In  this  fea- 
ture there  Is  disclosed  a  roller  mounted  upon  a  shaft, 
the  roller,  as  shown  In  the  drawings,  having  en- 
larged portions  or  ribs.  Its  ends  being  flanged  and 
so  arranged  In  relation  to  the  palette  as  to  shear  off 
the  edges  of  the  product  In  a  smooth  manner. 

It  does  not  appear  that  the  rollers  of  the  Trevllllan 
device,  above  alluded  to,  perform  any  function  In 
the  actual  shaping  or  molding  of  the  articles  which 
It  Is  designed  to  produce.    Trevilllan's  specification 

recites  that : 

Preferably  the  roll  Is  revolved  at  a  comparatively  low 
speed  In  a  direction  counter  to  that  of  the  travel  of  the 
product  at  the  point  of  contact,  so  as  to  produce  a  very 
■moothly  finished  surface. 

It  appears  from  a  study  of  his  patent  that  Trevil- 
llan's rollers  merely  operate  to  finish  or  smooth  the 
surfaces  of  articles  which  have  been  already  shaped 
by  the  preceding  operations. 

Such  appears  to  be  the  finding  of  the  Examiner 
which  was  approved  by  the  Board  of  Appeals,  but 

the  Examiner  says: 

However.  It  is  held  that  even  smoothing  necessarily 
necessitates  some  displacement  of  material,  however  slight 
that  displacement  might  be. 

The  Examiner  also  calls  attention  to  the  fact 
that  certain  of  the  claims  on  appeal,  such  as  No.  9, 
merely  call  for  a  roller  with  a  mld-rlb  sectloi^ 
thereon  followed  by  a  statement  of  function. 

We  do  not  understand  the  tribunals  of  the  Patent 
Office  to  hold  that  the  references  cited  of  themselves 
constitute  an  anticipation  of  appellant's  device,  but 
rather  It  Is  held  that.  In  view  of  them  no  invention 
Is  Involved. 

The  Board  says: 

We  can  see  no  invention  In  employing  a  roller  molding 
action  for  the  upper  portion  of  a  beam  and  we  agree  with 
the  Examiner  that  It  would  be  obvious  to  those  skilled  In 
the  art  that  a  plurality  of  rollers  of  different  shapes  may 
be  employed  when  It  Is  not  expedient  to  complete  the  mold- 
ing action  with  one  roller. 

We  regard  the  foregoing  as  a  correct  statement, 
and  a  careful  analysis  of  the  appealed  claims  leads 
us  to  the  conclusion  that  any  structure  which  they 
specify,  that  is  not  Included  In  the  allowed  claims.  Is 
structure  designed  for  none  other  than  the  opera- 
tion as  described  in  the  statement 

It  Is  true  that  claim  6.  supra,  does  include  as  an 
element  the  material  being  worked  upon ;  that  this 
was  one  ground  upon  which  the  Examiner  rejected 
it,  and  that  the  Board  approved  such  ground. 

We  do  not  deem  It  necessary  to  determine  whether, 
were  the  claim  otherwise  patentable,  the  Inclusion 
of  this  limitation  should  of  Itself  prevent  Its  allow- 


ance, but  we  do  hold  that  Its  Inclusion  may  not  lend 
patentability  since  the  claim  is  not  otherwise  allow- 
able. 

The  decision  of  the  Board  of  Appeals  is  afflrmed- 

Affirmed. 

Patent  Suits 

[Notices  under  sec.  4921,  R.  S.,  as  amended  Feb.  18.  1922] 
1,058.107.       (See    1,374.9&4.) 

1,140.299,  C.  M.  Conradson,  Automatic  multiple  spindle 
lathe,  C.  C.  A.,  2d  Cir..  Doc.  — .  J.  T.  Ryerton  d  Son,  Inc.. 
v.  Bullard  Machine  Tool  Co.  Decree  affirmed  (notice  Aug. 
14.  1935). 

1.297.188.    (See  1,811,096.)    1.335,260.    (See  1,874.954.) 
1,344,671,  F.  Berglus.  Process  for  obtaining  light  hydro- 
carbons   from    heavy    hydrocarbons,    filed    June    7,    1935, 
D.  C.  N.  J..  Doc.  E  6170.  Chemical  Foundation,  Inc.,  v. 
Standard  Oil  Co.  of  2f.  J. 

1.354,939,  H.  D.  Arnold.  Vacuum  tube  device;  1,459.412, 
A.  M.  Nlcolson,  Thermionic  translating  device;  1.479.778, 
H.  J.  Van  der  Bljl.  Vacuum  tube  device;  1.637.708.  W. 
Schottky,  Thermionic  vacuum  tube,  filed  June  7.  1935, 
D.  C.  N.  J..  Doc.  E  5172.  Radio  Corp.  of  America  et  al.  v. 
Arcturu$  Radio  Tube  Co. 

1,374,954.  A.  L.  Buthven,  Electro-magnetic  train  con- 
trol and  danger  indicating  means  and  recording  means; 
1,088,107,  same.  Controlling  mechanism  :  1,336.260.  same. 
Combination  automatic  and  manual  air  brake  system  and 
automatic  train  control  and  signal  mechanism  ;  1.470,107, 
same,  Combination  automatic  and  manually  operable  air 
brake,  power  control  and  alarm  system;  1,531,573,  same. 
Simplex  train  control,  D.  C.  W.  D.  N.  Y.,  Doc.  1572-1. 
Union  Simplea  Train  Control  Co.,  Inc.,  v.  General  Rwv. 
Biffnal  Co.  et  al.    Decree  Aug.  14,  1935. 

1.410,499.  A.  Pacz.  Metal  and  Its  manufacture,  D.  C, 
8.  D.  N.  T.,  Doc.  E  73/1.  General  Electric  Co.  v.  W. 
Thomashotcer  (Thoma*  Import  Co.).  Decree  for  plaintiff 
(notice  Aug.   14,  1935). 

1  423,237,  T.  G.  McGlrr,  Machine  for  applying  hoods  to 
articles,  filed  July  10,  1935,  D.  C.  N.  J..  Doc.  E  5216. 
A  merican  Safety  Razor  Corp.  v.  B.  Hensle  et  al. 

1,423,956,  Mitchell  &  White,  Tipless  incandescent  lamp, 
D.  C.  N.  J.,  Doc.  E  5006.  General  Electric  Co.  v.  P.  Knud- 
sen  et  al.  (American  Lamp  Works).  Consent  decree  June 
7,  1935.  Doc.  E  5067.  General  Electric  Vo.  v.  Vulcan  Lamp 
Works,  Inc..  et  al.  Consent  decree  for  injunction  June 
26.  1935.  Doc.  E  5106,  General  Electric  Co.  v.  F.  Sorochin- 
8ky  et  al.     Consent  decree  for  injunction  Aug.  2,  1936. 

1,469.412.      (See   1,364,939.) 

1  464,161,  O.  A.  Wirkkala.  Logging  choker  rigging ; 
1.685.473,  same.  Bull  hook,  D.  C,  W.  D.  Wash.,  N.  Dlv., 
Doc.  20373;  O.  A.  Wirkkala  v.  D.  M.  Bardon  et  al.  In- 
junction against  defendants  as  to  1,464,161  Aug.  7,  1935. 

1.470,107.      (See   1,374,964.) 

1,476,932.  T.  W.  Cappon,  Ink  eradicator,  filed  Aug.  8, 
1935,  D*.  C.  E.  D.  Pa..  Doc.  8949,  Cardinell  Corp.  et  al.  v. 
Scriptem  Ink  d  Paste  Co. 

1,479,778.    (See  1,354,939.)    1,681.573.    (See  1,374,954.) 

1,537,708.    (See  1,354,989.) 

1,649,175,  Adams  &  Reilly,  Double  acting  hollow  plung- 
er pump,  appeal  filed  Aug.  15,  1935,  C.  C.  A.  8th  Cir.  (St. 
Louis),  Doc.  10407,  El  Dorado  Foundry  Machine  d  Supply 
Co.,  Inc.,  V.  Fluid  Packed  Pump  Co.  et  al. 

1,649,177,  J.  F.  Allen.  Rubber  molding  apparatus,  D.  C. 
N.  J.,  Doc.  B  4895,  Continenfol  Rubber  Works  v.  Joseph 
Stokes  Rubber  Co.     Discontinued  June  6,  1936. 

1,568,437.  I.  Langmulr,  Electrical  discharge  apparatus; 
1,696,103.  G.  Seibt,  Electrical  discharge  tube;  1,748,026. 
L.  E.  Mitchell,  Electron  discharge  device,  filed  June  7, 
1935,  D.  C.  N.  J..  Doc.  E  6171,  Radio  Corp.  of  America 
et  al.  V.  Arcturus  Radio  Tube  Co. 
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(S^e  1.658.437.) 

(See  1,631.556.) 

C.  N.  J..  Doc.  E 
Dli- 


1.583.951.  A.  T.  Bahr.  Starting  gate,  flled  Aug.  14, 
1936.  D.  C,  W.  D.  Ky.  (Owensboro).  Doc.  E  166,  Bahr 
Biarting  Gate  Corp.  v.  Dade  Park  Jockey  Cluh. 

1,631.556,  1,699.994.  1,760.567,  1.760,568,  U.  T.  Shearer, 
Die  head  ;  1,738.847.  same.  Chaser  and  Chaser  holder  for 
die  heads:  1951,290,  C.  A.  Relmschlssel.  Chaser  holder 
with  auguhir  lamps;  1,691',514.  1,699,873.  Newman  & 
Harper,  Die  h.ad  ;  1.7i>5,65S.  J.  G.  Harper,  Chaser  holder; 
1.861, .'^27,  1.^74, ^U.^,  1.S94.296,  Shearer  k  Relmschlssel, 
Die  hea.i  filed  Au^  IX,  1935,  D.  C,  E.  D,  Mich.  (Detroit), 
Doc.  7170,  Lan<tis  Machine  Co.  T.  Michigan  Tool  Co.  et  al. 

1.669.973.  J  Cre<to.  Method  and  apparatus  for  screen- 
ing wet  material,  &U-d  July  27.  1935,  D,  C.  S,  D.  Iowa 
(Davenport),  Doc.  E  — ,  LouitxHlle  Drying  Machinery  Co. 
V    Davenport   Machine   d   Foundry  Co. 

1.685,192.     (See   Re.    17,994.) 

1.685,473        (Set;    1,464. 161. > 

1,692.514      (.See  1,631,656  )     1,696.103. 

1.699.373.    (See  1.631,556.)     1.699,994. 

1.704.1U,  W    Kennedy.  Gas  heater,  D. 
4977.   W.    Kenn'du   v.   Hometttad  Heater  Co.,  Inc. 
missed    June    20.    1935. 

1,738..S47.      (See   1,631,556.) 

1.739,049       (See    Re     17,994.) 

1.748.026     (See  1.558.437.)    I,7e0,5«7.    (See  1,631,566.) 

1,760,568.      (See    1.631.566.) 

1,770,224.  1,830.345.  A.  Anderson,  Bore  hole  dlrecUon- 
al  apparatus  and  method  of  orientation,  flled  July  30, 
19:;5.  D.  C,  S.  D.  Calif..  C  Dlv.,  Doc.  E  736-H,  A.  Ander- 
ton.  Inc  ,  V.  Eastman   Oil  Well  Survey  Co.  of  Cali[.  et  ai. 

1,795.558.      (See  1.631.556.) 

1.811,095.  H.  J.  Round.  Thermionic  amplifier  and  de- 
tector: Re.  18,679.  Ballantlne  &  Hull.  Demodulator  and 
method  of  demodulation  :  1.297.188.  I.  Langmulr.  System 
for  amplifying  variable  currents,  flled  Ang.  6,  1936,  D.  C. 
N.  J  .  Doc  E  ."5261,  Radio  Corp  of  AmeHca  et  al  v  Atlas 
Laboratories,  Inc  ,  et  al. 

1.830,345.      (See   1.770,224.) 

1. 854. 600.  Pollak  A  Ostersetzer.  Condensation  product 
and  method  of  makinc  same.  D.  C,  N.  J..  Doc.  E  5169, 
Vatahn  Corp  of  America  v  Sixon  Nitration  Works.  Con- 
sent  decree  for  injunction  August  2,  1986. 

1.861.327.    (See  1,631,556.)    1,874,643.    (See  1,681,656.) 

1.878,771.  2,003.114.  S.  J.  Goldsmith.  Garment  pro- 
tector, tiled  June  20.  1935.  D.  C.  N.  J.,  Doc.  E  6183, 
8.  J.  Ooldtmith  V.  8.  J.  Backien  et  al.  Same,  flled  July 
29,  1935,  l>  C.  N.  J.,  Doc.  E  5256,  8.  J.  OoUUtnith  v.  Pro- 
tea  Productt  Co.,  Inc. 

1.894,296.       (.See    1,631.556.) 

1.906,260.  J.  T.  Gibbs.  Game,  filed  Au«.  17,  1936,  D.  C, 
E.  D.  .N.  Y  ,  Doc.  E  7717,  J.  T.  GiMs  et  al.  V.  T.  E.  B. 
Amusement   Corp.   et   al.         • 


1,908,490,  W.  C.  Scott.  Means  for  supplying  webs,  flled 
July  16,  1935.  D.  C  N.  J.,  Doc.  £  6223,  D.  J.  ticott  et  al 
V.    Wood   Sevitpaper   Machinery   Corp. 

1,917.211,  U.  A.  Cavins.  liailcr,  D.  C,  S.  D.  Calif.  (Lo« 
Angeles),  Doc.  E  217-M,  P.  Cavins  et  al.  v.  Martin  Decker 
Corp  et  al.  Decree  for  plaintiffs  :  Injunction  granted  Aug. 
14.  1935. 

1,949. .?94.    (See  1,983.984.)    1.961,290.     (See   1,631.566.) 

1,963.085.  A    W.  Gray,  Commlnnted  alloy,  flled  Not.  28, 

1934.  D.  C.  N.  J.,  Doc.  E  6001,  L.  D.  Cmulk  Co.  v.  A.  W. 

Gray  et  al. 

1.964,471,  R.  A.  Klingberg.  Electrical  plug  connection, 
filed  Aug.  15.  1935,  D.  C.  N.  J.,  Doc.  E  5267,  R.  A.  Kling- 
berg T.  A'.  ChtreUtein  (Allied  MerxMntile  Co  ) . 

1,980.816.  R.  D.  McDlU,  Controlling  apparatus,  filed 
June  19.  1935,  D.  C.  N.  J.,  Doc.  E  5182,  R.  D.  McDill  V. 
Canister  Co. 

1.983.9S4.  1.949,394,  T,  Martin.  Automobile  pit,  filed 
June  13,  1935,  D.  C.  N.  J.,  Doc.  6177,  T.  A.  Martin  et  al. 
V.   Standard   Oil  Co.  of  N.  J. 

2,003,114.      (See  1,878.771.) 

Re.  17,994  (of  1,686,192),  E.  E.  Emons,  Spectacles; 
Re.  17,996  (of  1,789,049),  J.  A.  Smith,  Spectacles  and 
goggles,  D  C.  N.  J..  Doc.  E  5065,  Pul-Vue  Sales  Co,  v. 
Ward  Mfg    Co.,  Inc.     Final  decree  June  7,  1936. 

Re.  17,996.      (See  He.   17.994.) 

Re.    18,679.      (See   1,811,096.) 

Re  19,421.  F,  H.  Stirn.  Ornamented  felts  and  felt  ma- 
terial, filed  Aug.  16.  1935,  D.  C,  8.  D.  N.  Y.,  Doc.  B 
81/72.  F.  d  A.  Stim  Corp.  ▼.  B.  Herman  et  al.  (Velvo 
Hatoraft  Co.). 

Des.  87.097  ,T  J  Klerka.  Finger  ring.  D.  C.  N.  J..  Doc. 
B  4666.  J.  R  Wood  d  Sons,  Inc..  r.  Abelson's,  Ine.  Final 
decree  June  4,  1936.  Same,  flled  July  25,  1936,  D.  C 
N.  J.,  Doc.  B  6248,  J.  R.  Wood  d  Sons.  Ino.,  v.  Hutch  rf 
Sons,  Ino. 


Trade-Mark  Reg^ttrationi  Canceled 

189,769.  PIII0W8  and  nurHery  furniture.  James  Mc- 
Cutcheon  k  Company.  .New  York.  N.  Y  Registered  Sep- 
tember 23,  1924.     Canceled  September  17,  1935. 

198.902.  Sealing  material  for  stopping  leaks.  Warner- 
Patterson  Company.  Chicago.  111.  Registered  .May  26. 
1926.     Canceled  August  12.  1935. 

274.053.  Women's  hats.  Monza  Mills,  Inc..  New  York, 
N.  Y.  Registered  August  19,  1930.  Canceled  August  27, 
1936. 

277,309.  Certain  named  tools  and  parts  thereof.  J.  H. 
Williams  k  Co  ,  Hu(Talo,  N.  Y.  Registered  Norember  11. 
1980.     Canceled  August  31,  1936. 

306,950.  Gourmet  powder  having  food  flaTorlng  prop- 
erties. Chinese  Trading  Co.  Corporation,  Chicago,  111. 
Registered  October  3,  1933.     Canceled  September  17,  1935. 
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The  following  tracie-marks  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  days  of  this  publication.  .  .     -,1  j       4.i,« 

Marks   applied   for  "under  the  ten-year   proyiso '^  are  J-^^^^r  .ble   under  the 
nroyision  in  clause  (b)  of  section  5  of  said  act  as  amended  Februap'  18,  lyii. 
^       As  proyided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.  No.  355,504.     STurri-KBtMK  linos.,  lusc*.  Tex.    Flled 
Aug.  27,   1934. 


The  words  "Texas  Special"  are  disclaimed  apart  from 

the  mark. 

For  Seeds,  Particularly  Bred  and  Pedigreed  Cottonaeed. 
Claims  use  since  Jan.  31,    1932, 


Ber  No  863.497,  Isidohe  Fkldstein,  doing  business  as 
Morris  Feldsteln  h  Son,  New  York.  N.  Y.  Flled  Apr.  8, 
1986. 


The  words  "Venice  Oak''  are  disclaimed. 

For  Cut  Bole  I>eather. 

Claims   use   since  Feb.   16,   1928. 


CLASS  4 

Abrasive,  Detergent,  and  Polishing  Materials 
Ser.   No.   364,634.     Samubl   Lbwis  Co.,  Ikc^  ^>'w   York, 
N.   Y.     Flled  May  7,  1935. 

•        -  ^M 


SPONGER 

The  word  "Sponge"  Is  disclaimed  ai>art  from  the  mark. 
For  Sponges  Made  of  Woven  Copper  for  Cleaning  Cook- 
ing Utensils  and   the   Like. 
Claims  use  since  Mar.  1,  1932. 


Ser.  No.  866.402.    Castilian  Pboducts  Corp.,  Lob  Angeles. 
Calif.     Filed  June  20,  1936. 

Orange  Blossom 

No  claim  Is  made  to  the  word  "Orange"  apart  from  the 

mark. 

For  Complexion   Soap. 

Claims  use  since  June  7,  1934.  ^ 

Ser.  No.  367,097.    Gbm  Psodccts  Salbs  Compant,  Camden, 
N.  J.     Filed  July  9.  1935. 


The  drawing  is  lined  for  blue.  .No  f  laim  is  nxade  to  any 
of  the  words  appearing  on  the  drawing  with  the  exception 
of  the  word  "Gem"  apart  from  the  mark  as  shown. 

For  Washing  Compound  Having  Bluing  and  Water 
Softening  Properties. 

Claims  use  since  July  8,  1933. 
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Ser.  No.   367.625.     Thb  Sydnki  Boss  Co.,  Newark,  N.  J. 
Filed  July  24.  1935. 


JVw  Soap  and  Sharing  Cream. 
Claims  use  since  July   12,   1&35. 


8«r.  No.   368.135.      David  J.   Kelman,   New  York,   N.   Y. 

Filed    Ansr.    9.    1935. 

Silver  King 

For  Steel  Wool  or  Woven  Metal  Cleaners  for  Metalware. 
Claims   use   since   Au^'.    .'.     1M35. 

Ser.  No.  368.632.     Charlbs  B.  Chaicwino.  doing  business 
as  Edso  Laboratories,  Washington,  D.  C.     Filed  Auk   5 
1935.  ■ 

EDSO 

For    Cleanlnsr    Powl^r    for    Dental    Plates,    Removable 
Bridges,   and    the  Lake. 

Claims  use  since  Feb.  1.  1934, 


CLASS  6 

Chemicals,  Medicines,  and  Pharmaceutical 

Preparations 

Ser.    No     345.15."       Tur.    r.RirviTfi    Laboiutories,    Inc., 
Chicago.    Ill,      Filed   Dec.    20,    1933. 


^ 


2CS 


"^"•■•ter'a^-'^r 


"LTTrr 


tf^C&C 


^Griffith  LaboratDiles 


1 


The   drawing    is    lined    fur   red. 

For  Curing  Salt  Composition  for  the  Treating  and  Cur- 
ing of  Hams    Baron,  Sausage,  and  Other  Meats. 
Claims   use   since  Oct.  26.   1933. 


Ser.   No.   852.597.     Max   8.   SmNrsLo,    Brooklyn.   N.  T. 
FUed  June  12.   1934. 

SILVER  MEDAL 


The  words  "Silver  Medal"  are  disclaimed  apart  from  tb« 
mark. 

For  Ink  and  Stain  Remover  and  Lip  Stain  Eemover. 
Claims  use  since   Jan.   15.   1034. 


Ser.  No.  356.808.     Kas-Mo  Remidy  Co.,  Port  Arthur.  Tax. 
Filed   Oct.    5.    1934 

For    .VntLseptlc    Salve. 

Claims  use  since  Jan.  22,  1907. 

Ser.  No.   361.494.     Jamil  Akhtar,  doing  business  as  Taj 
Perfume  Co.,  Detroit.  Mich.     Filed  Feb.  18,  1986. 


For    Perfumes.    Soapless    Shampoo.    Face    Powder,    Coa- 
metlc  Creams,  Hair  Pomade,  and  Skin  Lotions. 
Claims   use  since    November,    1931. 


Ser.  No.  862.577.     Charles  C.  Johmson  doing  business  as 
Johnson   Laboratory.  New  York.  N.   Y.     Filed  Mar    15 
1935. 

0-THREE 

For  Antiseptic  Preparatiun.s  for  Application  to  the  Nose 
In  the  Treatment  of  Colds,  Antiseptics  for  General  Ex- 
ternal Application  and  I'reparations  for  Treatment  of 
Athlete's   Foot   and   Uingwnrm. 

Claims  use  since  Feb.  23.    1935. 


Ser.  No.  362.818.  E)dwin  A.  Gahlichs,  doing  business  as 
Garlichs  Wonder  Mineral,  San  l<'rancisco,  Calif.  Filed 
Mar.  21,  1935. 

0'  V.  ^  ^^  ^ 


The  word  "Mineral"  is  disclaimed  apart  from  the  mark 
shown. 

For  Soluble  Crystalline  Powder  for  Uae  in  a  Preparation 
for  the  Blood. 

Claims  use  since  Mar.  ],   1934. 


OCTOBCB  1, 1935 


U.  S.  PATENT  OFFICE 


13 


Ser.  No.  364,044.     Johnson  Oil  Rwininq  Compant,  Chi- 
cago. III.     Filed  Apr.  22.  1935.       - 


The  shading  on  the  drawing  is  to  Indicate  orange  color. 

For  Inaecticide. 

Claims  use  since  Aug.  23.  1932. 


Ser  No  364  141.  WM.  A.  I^NOB,  doing  business  as  Dor- 
mosed  iJiboratory.  New  York.  N.  Y.  Filed  Apr.  24.  1936. 
The  word  "New  York"  is  disclaimed. 


DDRHOSED 


For  Sedative.  Hypnotic,  and  Analgesic  Preparation  Used 
In  the  Treatment  of  Nervous  Disorders  of  the  Heart, 
Giddiness,  Attacks  of  Weakness,  Headache,  Pains  in  the 
Limbs,  Cramp,  and  Depression,  and  Insomnia. 

Claims  use  since  Apr.  16.  1935. 


Ser.  No.  364,870.  Abthub  J.  Hibschlb,  doing  business 
as  Bu-Ca-Lex  Laboratory,  Springfield,  111.  Filed  May 
18.  1886. 

tU-CALtX 

For  Preparation  for  the  Treatment  of  Colds,  Sprains, 
Bruises,  Sore  Muscles,  Rheumatic  Soreness,  Muscular  Lum- 
bago. Athletic  Rub.  Sore  Glands,  Aches  and  Pains  Caused 
by  Congestion. 

Claims  use  since  August,  1931. 


Ser.  No.  364,581.  Industrial  Chbmical  Salis  CompanT, 
Inc.,  doing  business  as  Nuchar  Laboratories,  New  York. 
N.  Y.     Filed  May  6,  1935. 


For  Activated  Carbon  for  Medicinal  Use. 
Claims  use  since  Sept.   13,    1923. 


Ser.  No.  365,263.    Officers  and  Committee  of  the  Ikoc- 

ULATION     DEPARTMENT,    ST.     MABY'S     HOSPITAL,    Loodon, 


England.     Filed  May  22,  1935. 

V  A   C    C    0 

For  Vaccines  for  Human  Use. 
Claims  use  since   Jan.   1,   1935. 


I  D 


Ser.  No.  365,319.  G.  Dolores  Taylor,  doing  business  as 
Twinkle  Products  Company,  Elmira,  N.  Y.  Filed  May 
23,   1935. 


For   Eye  Wash. 

Claims  use  since  Dec.  29.  1934. 


Ser.  No.  365.708.     Prince  Matchabelli  Pebfcmeby,  Inc., 
New  York,  N.  Y.      Filed  June  1,  1035 

CROWN  STIC  K 

Applicant  disclaims  sole  right  to  the  word  "Stick  '  apart 
from  the  mark  as  shown. 

For  Lipsticks.  Eyebrow  Pencils,  Deodorants,  Styptic 
Pencils,  Camphor  Ice.  Nail  Whitener.  and  Pomades. 

Claims   use  since  Apr.  27.  1935. 


Ser.  No.  365.839.     Caul  Michael-Lee,  IncobpobaTxd,  Bal- 
timore. Md.     Filed  June  6.   19.35. 


For  Cosmetics— Namely,  Liquefying  Cleansing  Creams. 
Hand  Creams,  Cold  Creams.  Hand  Lotions,  Lemon  Creams, 
Nourishing  Creams.  Face  Lotions,  Lipsticks.  Dry  Rouge, 
Cream  Rouge,  Eye  Shadow.  Mascara,  Eye-Brow  Pencil, 
Powders,  Nourishing  Oils.  Skin  Freshener  Lotions,  and 
Nail  Polishes. 

Claims  use  since  Mar.  15,  1935. 
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Ser.  No.  366^18.     Hikdbi^db  Habn,  Inc.,  New  York,  N.  Y. 

Filed  June   15,   1935. 

PERNOSTON 

For  Prfparfirloii   L'-**-'!    n'*   Hypnotic   Sedatlv«»  and  Anes- 
thetic, 

Claims  use  alnce  Feb.  16,  1933. 


Ser.  No.  366,242.     Socont-Vacdcm  Oil  Compact,  InCOK- 
OHATKD,  New  York.  N.  Y      Filed  June  15,  1935. 

WOOLREX 


For   Teitile    Lubricating  Oil 
Claims  ase  since  Dec.  15,  1933. 


Ser.  No.  366,31  D.     Rot  Chawtkub,  Inc.,  New  York,  N.  Y. 
Filed    June   18,    1935. 


Z I NGARA 


Gypsy 


For  Astringents.  Astringent  Cerates,  Bleach  Creams. 
Beauty  Creams,  Cold  Cream.s,  Cleansing  Creamg,  Obesity 
('r»»am.-<.  Refreshing  Creams,  Obesity  .Astringents,  Dry 
Rouges.  Liquid  Rouges,  Fare  Bleachea,  Face  Packs,  Skin 
Whitener  In  Liquid  and  Solid  Form,  Eyebrow  and  Eye- 
lash CJrower,  Eye  Drops,  Eye  Shadow,  Eyebrow  Pencils, 
Chemit-al  Preparations  Suitable  for  the  Darkening  of  Eye- 
lashes and  Eyebrows,  iland  Lotions.  Skin  Lotions,  After 
Shaving  Lotions.  Pomades.  Face  Powders,  Talcum  Pow- 
ders. Body  Powiit-r,  SachHr«i,  Hair  Salves.  Hair  Elixirs, 
Dandruff  Preparations.  Hair  Tonics,  Hair  Oils,  Shampoos, 
Hair  Dyes,  Bath  Salts,  Smelling  Salts,  Lip  Sticks,  Incense, 
Tooth  Powders,  Mouth  Washes,  Dentifrices,  Tooth  Pastes, 
Depilatories  Nail  Powders,  Nail  Creams,  Nail  Polishes, 
Nail  Bleaches,  Witch  Hazel,  Peroxide,  Petroleum  Jellies, 
Witch  Hasel  Salves.  Camphor  Creams,  Foot  Powders,  Com 
Salves.  I~>eodoraot8,  Dlsinfectanu,  Bay  Rum,  I'erfumes, 
and   Toilet   Waters. 

Claims   use  sin'e   Iiine  10,  1935. 


Ser.    No     .■i*W.4:'>.5. 
June   20.    19.%. 


RktO-Not   CO.,   Chicago,    111.      Filed 


CREME    DOR 

The  applicant  dimiairas  the  right  to  the  word  "Creme" 
apart   from    thf    mirk   shown    in   the  drawing. 

For  Cosmt'tics  INed  to  ("ovt^r  Srars  Blrthrr.arks,  Molea, 
Freckles,  and  .\n  Other  IdscolorattonB  on  the  Skin. 

Claims  use  since  Mar.  5,  1935. 


Ser.    No.   366. .588.      Dcolinb  Products   Co.,  Chicago,   111. 
Filed  June  24,  1935. 

C  ALITAL 

For   Medicint'  and    Pharmaceutical    Preparation   Consist- 
ing  of  .1   Sedativt^.Xnalgesir  Hypnotic  Comp<Juad. 
Claims   use  since   May   1,  1936. 


Ser.  No.  367,089.     Cuktih  A.  WHcasT,  doing  knainess  as 
Na-Stim   Lal>oratorie8,   Los  Angeles,  Calif.     Filed  Jaly 

8,  lo:?.'. 


/J^-Sri/A 


For    I'reparatlon    for    Treatment    of    Ha.v    Fever,    Pollen 
Asthma.    Head   Colds,    Sinus,   and    .Naaal   Disorders. 
Claims  use  since  Dec.  1,  19.'i3. 


Ser.  No.  367,122.    Fbi^lOws  Mbdical  MANDraCTDBiNo  COM- 
FAKT,  IKC,  New  York.  N.  Y.     FUed  July  10,  1985. 


SALES 


FtUOWS 


No  claim  is  made  to  the  exclusive  use  of  the  words 
"Sales  Laxantes"  apart  from  the  mark  shown  in  the  draw- 
ing. 

For  An  Aperient. 

Claims  use  since  June  24,  1935. 


Ser.  No.  80f.1f9.     Ei.t   Lilly  and  Compamt,  iDdianapolls, 


lod.     Filed  Jaly  12.  IMS. 


SV-1 

No  claim  Is  made  for  registration  of  the  numeral  "1" 
appearing  in  the  drawing  apart  from  the  other  elements 
of  the  mark. 

For  a  Single  Vaccination  of  Smallpox  Vaccine. 

Claims  ase  since  Jane  7,  1935. 

Ser.  No.  367,200.     Eli  Lillt  and  Compaht,  iDdianapoUa, 
Ind.     Filed  July   12.  1935. 

SV-5 

No  claim  is  made  for  registration  of  the  numeral  "5" 
appearing  in  the  drawing  apart  from  the  other  elements 
of  the  mark 

For  Five   Vaccinations  of  Smallpox   Vaccine. 

Claims  use  since  June  7,  1935. 


Ser.  No.  367,277.     .\MKRirA.v  Drco  k  Chemical  Company, 
Minneapolis   Minn      nied  July  15,  1936. 

GERM- 1 -TABS 

No  claim  is  made  to  the  word  "Germ"  apart  from  the 
mark. 

For  Antiseptic  and  Germicidal  Preparation. 
Claims  use  since  July  12,  1980. 
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Ber.  No.  367,280.  David  C.  Baker,  doing  business  as 
Baker  Alki  Company.  New  York,  N.  Y.  Filed  July 
15.  1935. 

ALKl-pasTe 

The  word  "Paste"  Is  disclaimed  apart  from  the  mark. 
For  Dental  Paste  for  Application  to  the  Teeth  to  Pre- 
vent Erosion  Thereof. 

Claims  use  since  Dec.  6,  1933. 


Ser.  No.  867.494.     Chasbl,  IwC,  New  York,  N.  Y.     Filed 
Jaly  20,  1935. 

THREE  MOODS 


For  Perfume. 

Claims  use  since  July  1,  1934. 


Ser.  No.  867.584.     The  Hammond  Paint  A  Chimical  Co., 

iNC     Beaeon    N    Y      Filed  July  22    in3S 

FORMACIDE 


For  Insecticides. 

Claims  use  since  Dec.  1.  1983. 


get.  No.  867.546      The  Stdnev  Ross  Co.,  Newark,  N.  J. 
Filed  July  22.  1985. 


Ser.  No.  367.615.    Mkbck  A  Co.,  Inc.,  Eahway,  N.  J.     Filed 
July  24,  1935. 

BEVITAM 

For     Therat'tutically      Active      Compound      Comprising 
Crystalline  Vitamin  B. 

Claims  use  since  July  18,  1935. 


The  mark  is  printed  In  blue  and  its  color  is  an  essential 
feature. 

For  Toilet  Preparations  and  Pharmaceutical  Prepara- 
tions— Namely,  Talcum  Powders,  Face  Powders,  Denti- 
frices, Brllllantlnes,  Hair  Pomades,  Lipsticks,  Roage,  Nail 
Polish.  Cold  Creams,  Vanishing  Creams,  Skin  Lotions, 
After  Shaving  Lotions.   Perfumery,  and   LaiatlvM. 

Claims  use  since  Jaly  12,  1985. 


Ser.  No.  367,586.     Shambl  Cohp.,  New  York,  N.  Y.    Filed 
July  23,  1935. 


For  Deodorants  and  Disinfectants. 
Claims  use  since  July  10,  1936. 


Ser.  No.  367,690.     Vimat  Chant,  Inc.,  U>t  Angeles,  Calif. 
FUed  July  25,  1935. 


SINS 


wvoq 


For  Face   and  Hand  Creams,  Face  and  Hand  Lotions, 
Perfames  and  Walnut  Oil  Shampoo. 
Claims  use  since  July  5,  1936. 


Ser.  No.  367,761.     Htoiemc   Scpplies  Corporation,  Al- 
bany. N.  Y,     Filed  July  27.  1935. 


H.s.c: 


For  Analgesic  Tablets.  Aromatic  Spirits  of  Ammonia, 
Astringent  Mouth  Wash,  Burn  Ointment,  Germicide,  Laxa- 
tive Tablets,  Throat  Solution,  Tincture  of  Iodine,  Nose 
Drops,  Rubbing  Liniment,  and  Sodium  Bicarbonate. 

Claims  use  since  July  17,  1935. 


Ser.  No.  867,808.     Th»  Stdnbt  Ross  Co.,  Newark.  N.  J. 
Filed  July  29,  1935. 


AtO^fV  O  O0B 


%£^^L»«? 


^UtOO  »Ui!9Kl^&?iJiS&&. 


All  Spanish  wording  Is  In  red  and  the  color  scheme  Is 
an  essential  feature  of  the  mark.  With  the  exception  of 
the  applicant's  name,  the  name  "Dr.  Ross",  the  word 
"Life"  and  the  signature  of  applicant's  president,  all 
wording  is  disclaimed  except  in  the  precise  relation,  and 
association  in  which  the  same  appears. 

For  Preparation  for  the  Prevention  and  Treatment  of 
Constipation. 

Claims  use  since  1891. 


Ser.  No.  367,834.     Reo  Chemical  Cobpobation,  Newark, 
N.  J.     Filed  July  30,  1936. 

ISO-ALC 


For  Rubbing  Alcohol. 

Claims  use  since  July  17,  1W5. 
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8€r.  No.  367,900.     Thb  Wm.   S.  Merbell  Company,  Cin- 
cinnati, Ohio.     Filed  Aug.  1,  1935. 


For  LazatlTe. 

Claims  use  since  July  16.  1935. 


Ser.  No.  368.004.     National  Remkot  Compant.  Inc.,  New 
York,  N.  Y.     Filed  Aug.  5.  1935. 

THeRMED 


For  Preparation  for  the  Scalp  and  Hair. 
Claims  use  since  July  27.  1935. 


CLASS  9 

Explosives,  Firearms,  Equipments,  and  Projectiles 

Ser.  No.  355,582.    Rimington  Arms  Compant,  Inc.,  Bridge- 
port. Conn.       Filed  Ang.  30,  1934. 

COMET 

For  Ammunition — Namely,  Metallic  Cartridges,  Metallic 
Shot  Shells.  Paper  Shot  Shells,  Empty  Metallic  and  Paper 
Shells,  Blank  Cartridges.  Caps,  Primers.  Wads,  Shot,  and 
Bullets. 

Claims  use  since  Aug.  21,  1934. 


Ser.  No.  388,i 
June  1.  1935 


CLASS  12 

Construction  Materials 

GAKD.Nna  WiBE  CO.,  Chicago,  lU.     Filed 


For   Weather-strips    and    Strips   for   Sealing   Windowa, 
Doors,  and  Similar  Openings. 
Claims  u.<ie  since  Dec.  20.  1934. 


Ser.  No.  367.728.     National  Copper  Stork  Fronts  Com- 
pany. Boi^ton.  Mass.     Filed  .Tuly  26.  1935. 

STAINEEL 

For  Plate  Glass  Mountings.  Such  as  Window  Pane 
Sashes  for  Store  Fronts,  Show  Cases,  Greenhouaes,  Con- 
.wrvatorles.   Studios,  and  the  Like. 

Claim.s  use  since  May  20,  1935. 


CLASS  13 

Hardware  and  Plumbing  and  Steam-Fitting 
Supplies 

Ser.  No.  358.590.  The  B.  F.  Goodrich  Company,  doing 
business  as  Miller  Rubber  Products  Company,  Akron, 
Ohio,  and  New  York,   N.   Y.     Filed  Not.  24,  1934. 

ANODE 

For  Rubber-Covered  Screens,  Curtain  Wcij^htx.  Shelf 
Hooks,  Brackets,  Beil  I'an  Racks.  Miscellan»H)us  Springs, 
and  Card  Holders. 

Claims  uae  since  about  May  18,  1931,  upon  metal  screen, 
and  perforated  she?t  metal ;  since  about  June  30,  1931, 
upon  "Pullman"  curtain  weights;  since  about  Nov.  15, 
1931,  upon  shelf  hooks ;  since  about  Feb.  6.  1932,  upon 
hose  coll  brackets :  since  about  Feb.  15,  1932,  upon  bed 
pan  racks:  and  since  about  June  1,  1933,  upon  angle 
brackets,  miscellaneous  coil  springs,  and  card  holders. 


Ser.  No.  365,354.    Polar  Ware  Company,  Sheboygan,  Wis. 
Filed  May  24,  1985. 


The  notations  "Reg.  U.  8.  Pat.  Off. — Founded  by — 
Enameler,    Sheboygan,    Wisconsin"   are   disclaimed. 

For  Vitreous  Enamel  Pots,  Pans,  K.^ttles,  Cooking 
Boilers.  Colanders,  Dish  Pans,  Percolators,  Roasters, 
Strainers,  and  Other  Kitchen  and  Cooking  Hollow  Ware 
for    Stores,    Homes,    Hotels,    Restaurants,    and    Hospitals. 

Claiins  use  since  May  10,  1935. 


Ser.   No.   367,309.     John  MilLjCr.   Pittsburgh,   Pa.     Filed 
July  15,  1935. 

ROTOFLEX 


For  I'lpe  Swing  Joints. 
Claims  use  since  June  1,  1932. 


CLASS  15 
Oils  and  Greases 


Ser.  No.   367.158.     W.   Biorlow  Ferris.   Columbus,   Ohio. 
Filed  July  11,  19.35. 

STRATOSPHERE 

For  Gasoline  and  Lubrlcatlnu  Oils  and  Also  a  Mixture 
of  Alcohol  and    Liquid  Hydrocarbon   Fuels. 
Claims  use  since  June  20,  10.*^. 
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CLASS  16 

Paints  and  Painters'  Materials 

Ser.   No.   359,41'2.     Tm   alcatu.^z   Company,   Inc.,   Rich- 
mond, Va.     Filed  D.c    18.  1934 

ALCATRAZ 

For    Dry,    Paste,    and    Ready-Mixed    Paints,    and    Paint 
Oils. 

Claims  use  since  Mar.  5,  1915. 


Ser.   No.   366,431.     Perma-Lustrb     I>boratorie8,     Inc., 
Portland,  Oreg.     Filed  June  20,  19t;5. 

No   claim   is   made   to   the   word   "Lustre"   apart   from 
the  mark. 

For  Automobile  Polish. 

Claims  use  since  September,  1933. 


Ser.  No.  367,573.     Packard  Paint  &  Varnish  Co.,  Boston, 
Mass.     Filed  July  23,  1935. 


For  Dry,  Paste,  and  Ready  Mixed  I'aints,  Ready  Mixed 
Stains,  and  Paint  Enamels. 
Claims  use  since  April,  1931. 


Ser.    No.    367,776.      Rev.nolds    Corporation,    New   York, 
N.  Y.     Filed  July  27.  lOa."* 


For  Aluminum  Paint. 
Claims  use  since  Mar.  1,  1935. 


CLASS  19 

Vehicles,  Not  Including  Enjrines 

Ser.    No.   856,254.      R.    G.   Le   Toornbad    Inc.,    Stockton, 
Calif.     Filed  Sept.  21,  1934. 

BUG  GY 

For  Dumpinc  Earth  Carrying  Trailers. 
Claims  use  since  Dec.  1.  1983. 
459  O.  G.— 2 


CLASS  21 

Electrical  Apparatus,  Machines,  and  Suppbes 
Ser.  No.  331.349.     Vega     Manufactibino     Cohporatiow, 
Wilmington,   Del.,   and    Port   Huron,   Mich.      Filed   Oct. 


18,  1931.'. 


VEGA 

For  Insulated  Wire  aiiu  Cable,  Electric  Insulating  Com- 
pounds, and  Automatic  Electric  Variable  Resistance  Units. 
Claims  use  since  July  1,  1930. 


Ser.  No.  367,484.     The  Acme  Electric  &  Mandfacturino 
Company.  Cleveland,  Ohio.     Filed  July  20,  1935. 


For  Electric  Transformers 
Claims  use  since  May  17,  1935. 


Ser.  No.  367,680.     Pkeh  Electric  Co.   Inc.,  Long  Island 
City,  N.  Y.    Filed  July  25,  1935. 

PEER 

For  Electrical  Aiipliaiice.s  Namely.  Switch  Plugs,  Flex- 
ible Electric  Cords,  Cables,  and  Other  Connectors,  Cord 
Sets,  and  Switches. 

Claims  use  since  Aug.  19,  1932. 


Ser.  No.  368,293.  Eastern  Oittittino  Co.  of  Los  An- 
geles, Cal.,  Los  .\ngele8,  Huntington  Park,  Belvedere. 
Pasadena  and  Long  Beach.  Calif.     Filed  Aug.  14,  1935. 


For  Electric  Vacuum  Cleaners. 
Claims  use  since  July  1,  1935. 


CLASS  22 

Games,  Toys,  and  Sporting  Goods 
Ser.  No.  365,843.     The  II.  &.  D.  1  olsom  ARMS  Co.,  New 
York,  N.  Y.     Filed  June  6,  1935. 


For  Fishing  Rods.  Reels,  Lines,  Hooks,  Leaders,  and 
Artificial  Lures — Namely,  Spoons,  Spinners,  and  Flies. 

Claims  use  since  February,  1927,  on  lines ;  since  Febru- 
ary, 1934,  on  remaining  goods. 
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8«r.   No.    367,621.      The     Abbby-Scherer     Company,     K1 
Monte,  Calif.     Filed  July  22,  1935. 


No  claian  is  made  to  the  worda  "Tennla"  and  "Net",  or 
to  the  representation  of  the  goods. 
For  Tennis  Nets. 
Claims  use  since  Ang.  1,  1934. 


8er.  No.  368,692.     Golf  Ball,  Inc.,  Chicago.   111.     Filed 
Aug.  26,   1935. 


a  aemper  of  the  faihoos 
Scot  Family 


For  Golf  Balls. 

Claims  use  since  June  1,  19S4. 


CLASS  23 

Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.  No.  365,497.     Jca.x  Kodrkioez  Zoberon,  Buenos  Aires, 
Argentina.     Filed  May  27,  1935. 


Th*»  portrait  is  fanciful.  The  representation  of  the 
wrapt)<-r  and  ttip  words  "Razor  Blade"  and  "Safety  Raior" 
are  dl-sclaimed 

For  Blades  for  Safety   Razors. 

Claims  use  since  July  23.  1928. 


Ser.  No.  365.874.     Eckbri  Hicuuond  Co.,  New  York,  N,  Y. 
Filed  June  7,    1938. 


For  Needles   (Machine).   Knives,    Nail   Pullers,    NaiMng 
Pincers. 

Claims  use  sinc«  1922. 


Ser.  No.  366,620.     INtbhnatio.nal  Silv««  Company,  Merl- 
den,  Conn.    Filed  June  25,  1935.     Under  10-year  prorlso. 

ROGERS  NICKEL  SILVER 

For  Unplated  Base  Alloy  Tahle-ware — Namely,   Spoons, 
Knives,  and  Forks. 

Claims  use  since  1867. 


Ser.  No.  366,961.    Replackmb.vt  Uwit  Co.,  Cleveland,  Ohio. 
Filed  July  3,  1939. 


The  n preaentatlon  "t  •  clutch  plate  is  disclaimed  apart 
from  the  mark. 

For  Automotive  Clutch  Plates,  Discs,  and  Clutch  Pres- 
sure Plates. 

Claims  use  since  May  15,   1935. 


Ser.   No.   367.609.      Kildbout   LiMrtKO,   London.   England. 
Filed  July  24,   1935. 

KILDROUT 


For   I'umps. 

Claims  use  since  Oct.  2,  1934. 


Ser.    No.    367.61!).      30PHi«    .Newman,    Philadelphia.    Pa. 
Filed  July  24.  1935. 


The  word     N^w"  is  <lis<  Ulme<l  apart  from  the  mark. 

For  Hazur  Blades. 

Claims  use  since  Jan.  2,  19S4. 
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Ser.  No.  368.046.     C.  8.  NoacBoss  and  Soxb,  Boahnell,  III. 
Filed  Aug.  6,  1935. 


^^^P 


For  Weed  Pullers. 
Claims  use  since  1919. 


CLASS  24 

Laundry   Appliances  and  .Machines 

Ser.    No.    368,662.      Oliveb    Michelson,    Saginaw,    Mich. 
Filed  Aug.  24,  1935. 

Leisure   cMaid. 


For  Ironing  Boards. 

Claims  use  since  June  2,  1933. 


CLASS  26 


Measuring  and  Scientific  Appliances 

Ser.  No.  868,460.     Shokeno  Compani,  Chicago,  III.     Filed 
Aug.  19.  1935. 

ifmeno 


For  Projection  Slide  and  Holder. 
Claims  use  since  Aug.  1,  1935. 


CLASS  31 

Filters  and  Refrigerators 

Ser.   No.    366,462.      Delshibb   Cobporation,   Chicago,   IlL 
Filed  June  21,  1935. 


Ser.    No.   368,467.      Edwin   L.   Wibgand  COMpant,  Pitts- 
burgh, Pa.     Filed  Aug.  19,  1935. 


Chromalox 


For  Temperature  Indicators,  Electric  Meter  Testing  Ap- 
paratus, and  Thermostats. 

Claims  use  since  December,  1934. 


The  words  "Trade  Mark"  and  "Chicago"  are  disclaimed 
and  no  claim  is  made  to  the  word  "Thuro-Kleen"  except  as 
shown. 

For  Liquid  Filters,  Centrlfugally  Operated  Filters,  Dec- 
trically  Operated  Liquid  Filters. 

Claims  u^e  since  Feb.  1,  1934. 


CLASS  32 

Furniture  and  Upholstery 

Ser.  No.  354,995.  Morris  Lipps,  doing  business  as  Greater 
New  York  Bedding  Co.,  New  York,  N.  Y.  Filed  Aug.  14, 
1934. 


I 


SISALATED 

UPHOLSTERY 


No  claim  is  made  to  the  word  "Upholstery"  except  as 
shown. 

For  Upholstered  Couches,  Upholstered  Chairs,  and  Mat- 
tresses, and  Springs  and  Upholstery  Used  In  Connection 
with  the  Same. 

Claims  use  since  Nov.  15,  1933. 


Ser.   No.   365,983.     Bubton-Dixie  Cobpobation,  Cbleaso, 
111.     Filed  June  10.   1935. 

RESILiO 


For  Bet!  Springs. 

Claims  use  since  Jan.  14,  1935. 


CLASS  35 

Belting,  Hose,  Machinery  Packing,  and  Non- 
Metallic  Tires 

Ser.  No.  345,364.     Westbbn  States  Mfq.  Co.,  Sioux  City, 
Iowa.     Filed  Dec.  26,  1933. 


■©■; 


The  drawing  is  lined  to  indicate  the  colors  yellow  and 
blue.  The  words  "Beveled-Edge-Select-Secure-Pennanent- 
Instant-Cuts  Cold  or  Hot-"  are  disolaimed  apart  from  the 
mark. 

For  Sheet  Rubber  Tire  Patching  Material  and  Tire  Re- 
pair Kits. 

Claims  use  since  May  1,  1933. 
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8er.  No.  354.371.     Evans  RuBBta  Proddcts  Compamt,  De- 
troit, Mich.     Filed  July  27.  1934. 


PLLD-OyMATIC 


F"or    Inner    Tub«^    for    Automobile    Tlrps 
Claims  use  since  July   1,   1034 


S«r.    No.   366^44      Rmyal   Piston    Ring  Co.,  Inc.,  Bath, 
N.  Y.     Filed  June  25,  1935. 

MAIDRITE 


For   Platon    Rlnjpi 

Claims   use   since   May   24,   1928. 


8«r  No  36S  2.'>1  RuBtRT  M.  CuLUtT,  doing  buslnen  ai 
Safewav  Tire  Patch  .ManafarttirlnK  Company.  Soath 
Gate,    Calif.      Filed    Aug.    13,    1935. 

SAFEWAY 


For  Tire  Patches 

Claims   use  since  May    16,    1982. 


CLASS  36 

Musical  Instruments  and   Supplies 

8er  No.  3.'>4  _';mj.     Tub  Fred   sketscu  Mfo.  Co.,  Brooklyn. 
N.  X.     i'iled  July  25.    1934. 

«s^  ^ 


For     Banjos,     (iui^ars.     Ukuleles,     Musical     Instrument 
Strings,  and   Musical   Instrument    Picks. 
Claims  use  since  Mar.  24.   1928. 


Ser.    No.    363.493        EleT!:..    Strin.;    TvSTRrilEST    CORPO- 
RATION,   Los   .\nirelen.    Calif       File<l    Apr.   8,    1935. 

ELECTRO 

For  «tring;»»<J  .Musl'-al  Instruments — Namely.  Oultars, 
Mandolins,  and  Violins;  and  Strings  for  Musical  Instru- 
ments. 

Claims  use  since  Aug.  26.  1932. 


CLASS  37 

Paper  and  Stationery 

Ser.  No.  361,220.     Sanlin   OrKSET   Prk.ss  Mro.    Cobpoba- 
TION.  New  York    N    Y       Filpd  F^b.  9,  1935. 


For    Writing    Paper    Sheets 
Claims   use  since  Dec.    31.   1934. 


Ser.  No.  364,957.    Grant  Papbb  Box  Company,  Plttaburgh, 
Pa.     Filed   May  15.  1935. 

TREDONIA 

For  Moisture- Proof  Pap*>r  Ronrd  Used  In  the  Manufac- 
ture of  Cartons,  Containers.  Boxea,  Packai^es.  and  Parts 
Thereof. 

Claims  nse  since  Apr.  15,   19S5. 


Ser.    No     3fW5  415       S.^mi  ei.    Za(  hct,    I'hiladUphla.    Pa 
Filed    May    22,    1985. 


For   Paper    and    Paper   Products,   Consisting   of  Tlssoa 
Papers,  Toilet  Paper,  Towels,  and  Napkins. 
Claims  use  since  Jan.  1.  1928. 


Ser.  No.  367.313.     Papkb  Supply  Company,  Lo«  AngelM, 
Calif.     Filed  July  15,  1936. 

Deco-Phane 

For  Decorative  and  Transparent  Cellulose  Paper  Wrap- 
pings. 

Claims  use  since  July  10.  1935. 


Ser.  No.  367.314.     Papvr  Supply  Company,  Los  Angelei. 
Calif      Filed  July  15.  1935. 

Deco-Tie 

The  word  "Tie"  Is  dlsclnlmei!  nimrf  from  the  mark. 
For   Tylnz    Ribbons    Man'ifa   furt.l    WtoHy    of   Cellulose 
Film  or  of  Cellulofie  Film  (CmMii.-.i  With  Other  Materials. 
Claims    >i8*'   sincf   J\in«>   21     1!>3.'). 


CLASS  38 


Prints   and   Publications 

Ser.    No.    363.603.      The    Rytbx    Company,    Indianapolis. 
Ind.     Filed  Apr.  10,  1935 

iIno  plate  pcquipcdU 

The  words    '.\o   Plate  Re<|ulred"  are  disclaimed. 
For  Calling  Cards  and  Weddlni;  Stationery. 
Claims  usp  sinro  September,  1929. 


Ser.  No.  306.327      Public  Leix^er.  Inc..  PMIadelphIa,  Pa. 

Filed    June    18     193.''. 

EFFJE  SPUNK 

For  Newspaper  Syndicuted  «  artoon  Feature. 
Claims  use  since  June  15.  1985. 
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Ser.  No.  366,338.     Public  Lsdocr,  Inc.,  Philadelphia,  Pa. 
Filed   June   18.   1985. 

Conquering  Contract 

For   New8i)Mi>er  Syndicated  Culumn  Feature. 
Claims  use  since  July   11.   1932. 


Ser.  No.  866,339.     Public  Lcdgbb,  Inc.,  Philadelphia.  Pa. 
Filed  June  18,  1935. 

JAcDEBUNKER 

For  Newspaper  Syndicated  Cartoon  Feature. 
Claims  use   since  May  28.  1934. 


Ser.  No.  366,340.     Public  Lbdoeb,  Inc.,  Philadelphia,  Pa. 
Filed  June  18,   1935 

DIZZY  DRAMAS 

For  Newspaper  Syndicated  Cartoon   Feature. 
Claims  use  slace  Jan    31.   19-7. 


Ser.  No.  866,341.     Public  Lkdoir,  Inc.,  Philadelphia,  Pa. 
FUed.  June  18.  1935. 

KNOW  THYSELF 

For  Newspjipcr  Syndicated  Column  Feature. 
Claims  use  since  Feb.  18,  1935. 


S«r.  No.  366,343.     Public  Lkooeb,  Inc.,  Philadelphia,  Pa. 
Filed  June  18,  1935 

The  POLISHER 

For  Newspaper  Syndicated  Column  Feature. 
Claims  uf«  since  Jan.  18.  1932. 


Ser.  No.  366,344.     Public  Lbdobr,  Inc.,  Philadelphia,  Pa. 
Filed  June  18.   1935 

SUCH  IS  LIFE 

For  Newspaper  isyndicated  Cartoon  Feature. 
Claims  use  since  May  28.  1928. 


Ser.   No.    367.896.      Edmond   C.    Flbmino,   Detroit,    Mich. 
Filed   Aug.  1,  1985. 

LAURELS 


For  I'erltKlital. 

Claims  use  since  July  1,  1935. 


CLASS  39 

Clothinjr 


Se.*.    No.    341.211.      Portage   Shoe   MANurAcruBiNO    Co., 
MiUaukee.  Wis.     Filed  Aug.  31.  1933. 


oulcvarft 


For  Men's  Leather  Shoes. 
Claims  use  since  July  22,  1988. 


Ser.    No.    853.421.      Winder    Manufactubing    company, 
Winder,  Ga.     Filed  June  30,  1934. 

MARatmoH 


For  Overalls. 

Claims  use  since  November,  1932. 


Ser.  No.  356,547.  Bbnny  Spiboel,  doing  business  as  B  8 
Hat  and  Cap  Company.  New  York,  N.  Y.  Filed  Aug  29. 
1934. 

For  Men's  and  Boys'   Fur.  Felt.  Wool,  and  Cloth  Hats 
and  Caps,  and  Men's  and  Boys'  Straw    Hats. 
Claims  use  since  July  IJ,  1931 


Ser.   No    364  66«      William  Goldstein,  New  York,  N.  T. 
FUed  May  8,  1930. 


fftStilO 


SHOES 


MADE  IN^---..«^---^NtW10RR, 
BY  WILLIAM  GOLDSTEIN 

The  words  "Shoes  Made  in  New  York  by  William  Gold- 
stein"   are   disclaimed. 

For  Shoes  Made  of  Leather,  Rubber,  and  Fabric  and/or 
a  Combination  of  Tbem. 

Claims  use  since  Apr.   20,  1985. 


Ser.  No    364.885.     O'Donnell  Shob  Company,  St.  Paal, 
Minn.     Filed  May  13.  1935. 

^^ARCH% 

For  Men's,  Women's,  and  Children's  Boots.  Shoes,  and 
Slippers  Made  Wholly  or  in  Part  of  Leather,  Rubber, 
Canvas,  or  Textile  Material. 

Claims  use  since  Feb.  24,  1935. 


Ser.  No.  364.886.     O'Donnell  Shoe  Company,  St.  Paul, 
Minn.     Filed  May  13.  1935. 

y^        A  Nil      ^^O 

^^ONAT\0^ 

Antl  Pronation  being  disclaimed  apart  from  the  mark  as 
shown. 

For  Men's.  Women's,  and  Children's  Boots,  Shoes,  and 
Slippers  Made  Wholly  or  in  Part  of  Leather,  Rubber. 
Canvas,  or  Textile  material. 

Claims  use  since  Feb.  24,  1935. 
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Ser.    No    360.953.      The   May   Department   Stobes   Com- 
PAKT,  St.  Loul.s,   Mo    Filed  June  8,  1985. 


For  Men's,    v»  omen's,  and  Children's  Hosiery  and  Men's 
and  Boys'   liresa,   Nei?llge<»,  and  Work  Shirts. 
Claims  use   since  January,   1935 


8er.    No      30«.73J        I'ottstows    Knittint,    Millb,    Inc., 
P»tt8town.   1';..      Filed   June  27,    1935. 

PQ  LQT€  7{ 

For    Men's   and   rhildren's    Un(leru*»ar  and    Polo   Shirts. 
Claims    use    .-inre    .January,     Ht.'.4. 


Ser.  No    3rt6.776      Rocr,n  We.\e  ilothi>o  Co..  ISC,  Mld- 
dletown.  Pa.,  and  New  York.  N.  Y      Filed  June  28.  1935. 

ROt/SH/N 

For  I^eather  and  Cloth  Coats.  Negliffee  ami  Work  Shirts, 
Jacket.s.  Legu'lnRs.  and  Breeches  for  Men  and  Boy*. 
Clalm.i  nse  since  Feb.  24.  1933. 


Ser   No.  36fl,W«      Mkvek  Bros.  Shoe  Co.,  Inc.,  Brooklyn, 

N.   Y.      P'lled   July    f),    1935 


fi 


YOUTH  WALKS" 


For    Ladies'    and    Children's    Leather.    Fabric,    andor 
Combinations   of    I^-ather    and    Fabric    Shoes. 
Claims  use  since  Mar.    14,   1034 


Ser.   No.  367,441       Mdnicital  Shoe  Co.,  Inc.,  Brooklyn, 
N.   T.     Filed  July   18,  1935. 


SHOESJ 

ChociiraBOBJSjLorxrtTooaxi 


Tb*   word    "Shoes"    is  disclaimed. 

For  Footwear  -Namely,  Shoes  Made  of  Leather,  Rub- 
ber, and  Faiirlc  .Mattrial  ;  Leather  and  Fabric  Sandals; 
and   I>eather  and   Rubber  Boots 

Claims  use  since  November,  1934. 


Ser.  No.  387,735.     Phoenix  Hosiebt  Comp.int,  Milwaukee, 
WlE.     Filed   July  26,  1935. 


>  •••  •!•             •• 
•  •  •  •     •       •  • 

>  •  •         • 
» •  •  •  •          •• 


For  Hosiery. 

Claims  a«e  since  July  9,  1935. 


Ser.  No.  367,903.      Ncumode  Uosikky  Co.,  Kankakee  and 
Chicago,  111.      Filed  Aug.  1,  1935. 

DURASEAL 


For    Hosiery. 

Claim     use   since   July    23,    1935. 


Ser.    No.    .367,058.      S.    R.    Cabrinoton    &    SONB    LIMITED, 
Stockport.    England        Fll.-d    .\u?     3,    193.^, 

BEESWING 

For  Hata. 

CUlms  use  since  Feb.  22,  1929. 

Ser.  No.  368,016.     E.  J.  Wirth,  doing  bualMH  as  Rumar 
Hat  Company.  Seattle,  Wash.     Filed  Aug.  5,  1935. 

P'or  Indies'   and  Misses'   Hats. 
Claims  use  f4nce  July  1.   1932. 

Ser.  No.  368,152,    The  H.  A.  Seinshbimbr  Compant,  Cin- 
cinnati, Ohio.     Filed  Aug.  9,  1935. 


f<&na$icf 


For  Men  s   .^ults  and  Overcoats. 
Claims   uae  since  May  10,  1035. 


Ser.  No.  368,159.     Uniteeeal  Hat  Works,  Linden,  N.  J. 
Filed  Aug.  9.  1935 


For  Girls'  and  Women's  Hats^ 
Claims  use    since   June   13.    1935. 

Ser.  No.  368.167.     BUTLER  Brothers.  Chicago.  111.     Filed 


Aug.    10.   1935. 


num 


For  Shoes  Made   of  Leather,    Rubber,   and   Fabric,   and 
Combinations  of  the  Same  for  .Men,  Women,  and  CMldren, 
Claims  use  since  June  26,  1935, 

Ser.  No.  368,180.     Lewel  Mro.  Co.,  Inc.,  New  York.  N.  Y. 
Filed  Aug.   10,  1935. 


staYoung 

For  Foundation  Oarments  and  Girdles. 
Claims  use    since  July   1,   1935. 


Ser.  No.  .368,234      The  Manhattan  gniRT  Company,  New 
York.  N.   T.      Flle<l  Aug.   12.   1935. 

MANCOOL 


For  PaJamaR. 

Claims   use  since  1934, 


OCTOBKB  1,  1935 


U.  S.  PATENT  OFFICE 


23 


Ser.  No.  368,299.    The  Frank  H.  Leb  Company,  Danbury, 
Conn.      Filed  Aug.   14,   1936. 

For   Men's   and    Women's   Hats   Made   of    Felt   and/or 
Straw. 

Claims  use  since  Apr.  19,  1932. 


Ser.    No.    368,366.      TUAiKK    McNeil    Company,    Boston, 
Ifasa.     Filed  Aug.   15,   1985. 


SNdtties 


For   Boots  and  Shoes  Made  of  Leather,  Cloth,  or  Rub- 
ber, or  Any  Combination  Thereof. 
Claims  use  since  Aug.  6,   1935. 


Ser.  No.  368.432.     Roth  Silk  C.ndeboaembmt  Co.,  Inc., 
New  York.  N.   Y.     Filed  Aug.  17,  1935. 


For  Ladles*  Silk  Underwear  and  Slips. 
Claims  use  since  May  25,  1935. 


Ser,  No.  368,433.    Rcbin  Mki.tzer  Corporation,  New  York, 
N.  T.      Filed  Aug.  17,  1985, 


M 


g;LCR£3 


For    Men's.    Women's,    and    Children's    Underwear,    Pa- 


jamas, and   Sweaters. 

Claims  use  since  Juljr  ."^l,  1936. 


Ser.  No.  368.595.     M.  Apfel  &  Bro.,  Inc.,  New  York.  N.  Y. 
Filed  Aug.  23.  1935. 

HEADLINES 


For    L^dieb     iiulb 

Clslms  use  since  July  8.  1935. 


CLASS  40 

Fancy  Goods,  FurnishinRs.  and  Notions 
Ser.  No.  859.184.     Rochester  Button  Company,  Roches- 
ter, N.  Y.     Filed  rx'c.   11.   1934 


^/K^ 


Ser.   No.   367,284.      Howard  J.   Campion,   Newark,    N.   J. 
Filed  July  15,  1985. 


For    Non-EIectrlcal   Hair   Curlers. 
Claims  use  since  Jan.  1,  1985. 


For  Buttons,  Buckles,  and  Belt  Slides  of  Plastic  Mold- 
ing Compounds  Other  Than  Precious  Metals,  Including 
Synthetic  Compounds  Such  as  Phenol  and  Formaldehyde. 

Claims  use  since  Oct.  10,   1983. 


CLASS  42 

Knitted,  Netted,  and  Textile   Fabrics 

Ser.  No.   366,909.     Chas.  W.   House  &  Sons,  Unionville, 
Conn.      Filed  July  2,   1935. 

-1 


For   Woolen   Piece   Goods. 
Claims  use  since  June   14,  1935. 


Ser.  No,  366,910.     Chas.   W.   House  &   Sons,  Unionville, 
Conn.     Filed  July  2,   1935. 


I      /           /     X                      I 
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For    W.uitii    rieoe   Goods, 
Claims  use  since  Jane  14.  1935. 


Ser.  No.  367,100.     Hindustan   Art  Company,  Inc.    New 
York,  N.  1      File<l  July  11.  1035. 

H(NDUSTANA 

For    Hand   Woven   Silks,    Woolens,   and  Cottons  in   the 
Piece. 

Claims  use  since  June  28,    1935. 


Ser.  No.  867,201.  Lorraine  Manufacturing  Company, 
Pawtucket.  R.  I.,  and  New  York.  N.  Y,  Filed  July  12. 
1935. 

LORRAINE 

LOR-A-SPUN 

The  word  "Spun  '  is  disclaimed  apart  from  the  mark. 
For  Textile  Fabrics   In  the  Piece  of  Cotton,  Wool.  Silk, 
Rayon,    and/or   Combinations   Thereof. 
Claims  use  since  May  2,  1935. 
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Ser.  No.  367.835.     Kollinson   Haioh  Tixtilk   Cokposa- 
TiON.  New  York.  N.  Y.     KUed  July  30.  1935. 


For  Cottun  IMle  Fabrics  In  the  Piece. 
Claims  use  since  July   12.   1935. 


Ser.   No.    868.076.      Old  Town   Woous.n    Cumpant,   Ikc, 
Old  Town,  Maine.     Filed  Aug    7,   1935 

ANDUVIA 

VtoVlH^  Goods  ('omp<>!<^<l  WtloIl^   or  In  Part  of  Alpaca. 
Ctetn*  mk  since  July   18.    1935. 


Ser.  No    3f)«*.230      The  Ma.vhattan  SHfHT  Coupant,  New 
York.  N    Y      Filed  Aug.  12.  1935. 

Mantone 


For    Hnndkerchlefa. 

Claims    ii.->f    siuc«    sprini^    of    iy.'i5. 


Ser    No.  368,240.     Max  Schwarz  Textilb  Corporation, 
New  York,  N.  Y.     PUed  Aug.  12,  1935. 

K/eLoacliiHe 


For  PU^  Fabrics  In  the  Piece. 
Claims  use  since   July  26,    193.1 


Ser.  No.  368,312.     Si  s.sbku(,  &  Fkinbeuo,  Inc.,  New  York, 
N.  Y.     Filed  Aug.   H.   iy;}5. 

AMOLLIR 


Pop  Sflk    Pi^cp    Goods. 

ClainiM  use  since  June   1-     \9:\r, 


CLASS  43 

Thread  and  Yarn 


Ser.  No    364.698.     Ray  Ser  Dteino  Compant,  Chattanooga, 


Tenn       Filed   May   7,    1935. 


(B 


eaax 


^nt^ 


For    Yarns   and    Threads. 
Claims  use  since  Jan.  1.  1935. 


CLASS  44 

Dental^  Medical,  and  Surgical  Appliances 

Ser.  No.  306.301.  Philip  B.  Schoin.  doliiK  business  as 
General  Henuty  Products  Company,  Chicago.  111.  Filed 
June    17,    lO.'i.' 


The  words  "Hollywood"  and  "Realistic"  are  diselalmed 
apart   from   the   mark 

For  Pads  to  Protect  the  Hair  In  Permanently  Waring 
the  Hair. 

Claims  use  since  Not.  1,  1932. 


Ser.  No.  867.522.     Aionab  I'K(jductb  Co..  San  Francleco, 
Calif.     Filed  July  22,  1935. 


For  Prophylactic  Membranous  Articles  for  the  Preyen- 
tlon  of  Contagious  Diseases. 

Claims  aae  since  May    17.   1935. 


Ser.  No.  .>67.523.     Abonab  PbodoctS  Co.,  San  Francisco, 
Calif.     Filed  July  22.  1935. 

PAmOAH 

For  Prophylactic   Membranous  .\rtlcl«»8   for    the   FreTen- 
tion    of    Contagious    Diseases. 
Claims  use  since  May  17,  1935. 


CLASS  45 

Beverages,    Nonalcoholic 

Ser.  No.  365.2:J3.     ahmand  J.  P.  Va.ndbbutn.  Los  Angeles. 
Calif      Fll.>d  May  21,  1935 

ORANAGAR 

For    .\ou  .Xlioholic    .MaltlfR.-!    iirvcruKc    Sold    as    u    Soft 
Drink. 

Claims  use  since  Apr.  17,  1935. 


Ser.    No.    :¥W.r,5S.      Tub    Evio-Jil    Coiupany,    Shelx.ygan 
Wig.     FUed  June  24,  1935. 

The  word  "Drliix"  i.s  disclaimed  apart  from   the  mark. 
For  Nonalcoholic  Maltless  BeTerages  and  Powders  and 
Syrups  for  Making  the  Same. 
Claims  use  since  Apr.  27,  1935. 
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CLASS  46 

Foods  and  Ingredients  of  Foods 

Ser.  No.  360,164.  Biu  Fivi  Gkocies  Jncobporatid,  doing 
business  us  West  River  Distributors,  New  York,  N.  T. 
Filed  Jan.  12,   1936. 


For  Cainu-d   Vegetables. 

Claims  use  since  Apr.  20,   1934. 


ra 


Ser.  No.  361,586.    Walla  Walla  Canning  Company,  Walla 
Walla,  Wash.     Filed  Feb.  19,  1035. 


The  word  "Flavor"  is  disclaimed  apart  from  the  mark. 
The  drawing  is  lined  for  red  and  white. 
For  Canned  Fruits  and    VeKetables. 
Claims  use  since  May.  1933. 


Ser.  No.  361,601.     Th«  Babtkloks  Sbbd  Company,  Law 
reoce,  Kans.     Filed  Feb.  20,  1935. 


For  Bird  Seed. 

Claims  use  since  Dec.  16,  1934. 


Ser.  No.  365,176.    Vac-Madb  Foods  Cobporati'^n,  Chicago 
III.     Filed  May  20,  1936. 


etc-. 


"^ctcd 


For  Chocolate  Flavored  Malted  Milk  Powder. 
Claims  use  since  Apr.  1,  1935. 


Ser.  No.  366.021.     Mctdal  Packing  Co.,  El  Centio,  Calif. 
Filed  June  10,  1935. 


TROPHY 


■  ■!*?5>ii 


No  claim  Is  made  to  the  word  "Trophy"  apart  from  the 
mark  shown. 

For  Fresh  Vegetables  and  Melons. 
Claims  uoe  since  April,   1928. 


Ser.  No.  366,733.     Richabd  11.  R«xo,  Muuith.  Mich.     Filed 
June  27,  1985. 


For  Onions. 

Claims  use  since  Oct.  30,  1933. 


Ser.  No.  366.843.     Walla  Wai.la  Canning  Company.  Inc., 
Walla   Walla.   Wash.     Filed  June  29.   1035. 


For  Canned  Vegetables. 

Claims  use  since  July  25,   1933. 


Ser.   No.   366,892.      St»phiin   F.    Whitman    &    Son,    Inc., 
Philadelphia,  Pa.     Filed  July   1,  1936. 


.  ■-^■^*> 


■  '..S^-i.'.' 


Bi,  -•■'--   '■  ■■'■^'■"  -^^ 


The  drawing  is  lined  for  orange  and  gold.  No  claim  is 
made  to  the  representation  of  a  label  apait  from  the  mark 
as  shown. 

For  Candy. 

Claims  use  since  June  12,  1985. 
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Ser.  No.  367.204.     John  Mobbell  ft  Co.,  Ottumwa,  Iow». 
Filwl  July   12,   1935. 

MOCO 

.\ppli<ant  ia   the  owner  of  trade  mark   reglgtratlon  No. 
114.002. 

For  Shortening — Namely.  Lard. 
Claims  use  since  June  26,  1935. 


Ser.  No.  367,297.     W    IJ.  Uhaingbk  Packing  Co.,  Salinas, 
Calif.     Filed  July  15,  1936. 


No  claim  Is  made  to  the  expression  "Pak-tlte"  apart  from 
the  mark  as  .shown,  nor  to  the  rrprenentution  of  the  gootls. 
For  Fresh   Vegetables. 
Claims  use  since  July  25,  1934. 


Ser.  No.  367.400.    Msktbb'8,  Inc..  Lansing,  111.     Filed  July 
17,   1935 


meifR 


SRUERKRflUT  JUICE 


The  Sc.crEiqn  n^  ALL  JuiteS 


The  words   "Sauer   Kraut    Jiilc*^"   and   "Jaicea"  are  dl»- 

claimed. 

For  Sauer  Kraut   Juice. 

Claims   u;«€  since  May    16,    1934. 


"Ser.   No.   867,684.      Richardson   Corporation,   Rochester, 
N    Y      Ffle.l  July  -'5.   19.'io. 

Pineapple  Gems 

The    word    "Pineapple"    is    disclaimed    apart    from    the 
mark. 

For  Cut  Pieces  of  Pineapple  Canned  in  Syrup. 
Claims  use  since  Mav    ld32. 


Ser.    No.    367,803.      PACiric   Qbapb    Pboddcts    Companx, 
Modesto.  Calif      Filed  July  29,  1936. 

For  Canned  Fruits. 

Claims  use  since  July,  IMS. 

Ser.  No.  367,818.     CALiroKNU  Pbcni  k  Apbioot  Obowihs 
Association,  San  Jose,  Calif.     Filed  July  30.  1935. 

NATURIZEO 

For    Dried    Fruits 

Claims  use  since  July  7,  1935. 


Ser.  No.  867.842.     Jamks  Van  Dtk  Co.    Inc.,  New  York 
and  Brooklyn.  N    Y      Filed  Julv  30,  1936. 


QUALI- 


The   word  "Tea"   is  disclaimed   apart   from   the  mark. 

For  Tea. 

Claims  use  since  June  19.   1908. 

Ser.  No.  367.924.  H.\wAnAN  Pinbapple  Company,  Ltd., 
Honolulu,  Hawaii,  and  San  Francisco.  Calif.  Filed  Aug. 
2,    1935 

ROYAL  SPEARS 

For   Canned    I'lneappl' . 

Claims  use  since  July  17.  1985. 


Ser.  No.  367.961.  M.\khhall  Fibld  k  Company,  doing 
business  as  Frederick  k  Nelson,  Chicago,  III.  Filed  Aug. 
8,  1985. 

For  Candle*. 

Claims  use  since  June  1.  1918. 

Ser.  No.  368.106.  Kadane  Brown  Inc.,  Dallas,  Tex.  Filed 
Aug.  8,   1935. 


For   Sandwich   Spread. 
Claims  use  since  Jan.  1.  1985. 
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Ser.  No.  368,156.     Standard  Milling  Company,  New  York, 
N.   Y.     Filed  Aug.  9.  1935. 


RED  TURKEY 


The  drawing  Is  lined  for  red. 

For  Wheat  Hour,  Whole  Wheat  Flour,  Gray  Shorta 
and  Wheat  Screenings,  Wheat  Brown  Shorts  and  Wheat 
Scourings,  Pure  Wheat  Bran,  Pure  Wheat  Fancy  White 
Middlings,  Mixed  Feed  and  Wheat  Screenings. 

Claims  use  since  about  Augubt,  1906,  on  wheat  flour; 
since  May,  1928,  on  whole  wheat  flour ;  since  October, 
1913,  on  gray  shorts  and  wheat  screenings ;  since  August. 
1917,  on  wheat  brown  shorts  and  wheat  scourings ;  since 
October,  1913,  on  pure  wheat  bran  ;  since  October,  1913, 
on  pure  wheat  fancy  white  middlings ;  and  since  1917, 
on  mixed  feed  and  wheat  screenings. 


CLASS  47 

Wines 

Ser.  No.  365,272.     Alex  D.  Shaw  k  Co.,  Inc.,  New  York, 
N.  Y.     Filed  May  22,  1935. 


Ser.  No.  367.391.     Fbcit  Industries,  Ltd.,  Los  Angelea, 
Calif.     Filed  July  17,  1935. 


(Mfp^ 


The  facsimile  portraits  are  of  Christopher  Columbus 
and  Queen  Isabella  of  Spain.  The  signature  ia  in  the 
handwriting  of  Count  Thomas  Osborne,  a  member  of  the 
firm  of  Duff  Gordon  &  Co. 

For  Wines. 

Claims   use   since  June   7,   1910. 


NORIINDIE 


No  claim  iu  made  to  tue  outline  of  tne  laoei  or  the  word 
'Normandie"  apart  from  the  mark. 
For   Wines. 
Claims  use  since  July  10,   1935. 


CLASS  48 

Malt   Beveraifes  and  Liquors 

Ser.    No.    364,737.      Adam    Schiidt    Brewing    Company, 
Norrlstown,  Pa.     Filed  May  9,   1935. 


For  Beer. 

Claims   use  slnee  Dec    81.  1895. 


Ser.    No.    864,738.      Adam    Kcheiivt    Brbwi.nq    Company, 
Norrlttown,  Pa.     FUe<i  May  9,   1935. 


For  Beer. 

Claims  ase   sincu  Deo.  31,  1895. 


CLASS  49 

Distilled  Alcoholic  Liquors 

Ser.  No.  357,159.  Tonkin  Distributing  Co.,  doing  busi- 
ness as  Columbia  Distilling  Co.,  San  Francisco,  Calif. 
Filed    Oct.    15,    1934. 


For  Whiskey. 

Claims  use  since  May  1,  1934. 


28 


OFFICIAL  GAZEITE 


OCTOBCB  1,11)35 


Ser,   No.  366,508.     Bohcmian  Distsibutino  Co.  Ltd.,  Los 

Angeles.  Calif,      Filed  June  22,   1933. 

BOHEMIAN 


For    Whiskey. 

Claims   use  since   May   29,   1935. 


Ser    No.  3t»6.&47.     Geoboe   Balljintine  A  Son,  Limitbd, 
Gfamsow,  ScotUnd.     Piled  June  24,  1935. 


'/, 


Nurie^ 


For  Whisky. 

Claims  use  since  Mar.  19,  1924. 


Ser.   No.   367,936.     Old   Joe  Distilling   Compaxt,  L«w- 
renceburg.    Ky.      Filed    Aug.    2,    1935.      Under    10-year 

proviso. 

Granville 
Rourbon 


For   Whiskeys. 
Claims  use  since  1857. 


Ser.   No.  368,030.     The  Cloistee  Company,  Chicago,   IlL 
Filed  Aug.  6.  1935. 


iD3f 


For  Sloe  Oin  Liqueur. 

Claims  use  since  Apr.  25,  1935. 


Ser.  No.  368.065.     Elmiba  Tobacco  Company,  Inc.,  Elmlra, 
N.  Y.     File<l  Aug.  7.  1935. 


Trademark  consists  of  the  name  of  the  earliest  known 
rhlte  settler  in  Chemung  County,  in  New  York. 
For  Whiskey. 
Claims  use  since  July  22,  1935. 


Ser.  No.  368,066.     Fhoit  Inddstsibs,   Ltd.,  Loe  Angeles, 
Calif.     Filed  Aug.  7,  1935. 


The  facsimile  signature  Is  !»  the  handwriting  of  A.  ▲. 
Morrow  rice-president  of  appllcanC 
For  Brandy. 
Clalnra  use  since  Dec.  1,  1934. 


Ser.  No.  368.108.  Milton  H.  Lees,  doing  busiuesv  as 
Westco  Liquor  l^roducts  Company,  San  Francisco,  Calif. 
Mled  Aug.  8.  1936. 

CRl^^M  of  BOURBON 

The    word    "Bourbon"    la    disclaimed    apart    from    the 
mark. 

For  WhUkiea, 

Claims  use  since  May  16,  19S5. 


Ser.   No.  368,178.     C.  H.  Gbavb«  k  Sons  Company,  Bos- 
ton. Mass.     Filed  Aug.  10,  108S. 

yVoTituc/iet 


,-a««'» 


Applicant    iliHtlaiiiih    tli«     word      .Naatuckft      «pan    from 
the  mark. 

For  Whiskey. 

Clalmii  use  since  April,  1935. 


Ser.  No.  368,260.     Old  DixiB  Distilling  Company,  Inc., 
Bichmond.  Va.     Filed  Aug.  13,  1935. 


©[L© 


For  Straight  Corn  Whiskey. 
Claims  use  since  July  1,  1887. 
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8er.    No.    868,657.      Famous    Distkibdtino    Cobpobation, 
New  York.  N.  Y.     Filed  Aug.  24.  1935. 


DEER  HEAD 


F«IMU*  »MT«BITINC  COM. 


For  Whiskey. 

Claims  use  since  February,  1934. 


S«r.  No.  368,728.    Mabvland  Whiskey  Distributing  Com- 
pany, Baltimore,  Md.     Filed  Aug.  26,  1935. 


Ser.  No.  368,755.     Oldbttme  Distillers,  Inc.,  New  York. 
N.  Y.     Filed  Aug.  27,  1935. 


For  Whiskey. 

Claims  use  since  Aug.  15,  1935. 


Ser.  No.  368,756.     Oldetyme  Distillers,  Inc.,  New  York, 
N.  Y.     Filed  Aug.  27,  1935. 


For  Whiskey.  (Jin,  Rum.  Brandy,  and  Alcoholic  Cordials. 
Claims  use  since  Aug.  23,  1936. 


\W^ 


For  Whiskey. 

Claims  use  since  Aug.  15,  1935. 


M^ 
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328.452.  DRY  MARTINI  COCKTAIL.  Cbkscent  Bitcr- 
AGE  Co..  I.NC,  Newark,  N.  J. 

Filed  June  17.  1935.     Serial  No.  366.267.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.453.  WHISKEY.  GIN.  RUM,  AND  ALCOHOLIC 
CORDIALS.  Philip  Blum  k  Company,  I-nc.  Chi- 
cago, 111. 

Filed  June  17.  1935.     Serial  No.  366,257.     PUBLISHED 
JULY  23,  1935.     Class  49. 

328.454.  GIN.  Saxcbac  Company.  I mcobporated.  New 
Orleans,  La. 

Flle«l  June  14.  1935.     Serial  No.  366,214.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.455.  GIN.  Sazebac  COMpa.ny.  Incobporatbd.  New 
Orleans.  La. 

Filed  June  14,  1935      SeHal  No.  366,213.     PUBLISHED 
JULY  23.  1935.     Qass  49. 

328.456.  WHISKEY.  Park  k  TiLroBD  Distillers,  inc.. 
New  York,  N.  Y. 

Filed  June  14,  19.'?5.     Serial  No.  366.209.     PUBLISHED 
JULY  23.  1935      Class  49. 

328.457.  WHISKEY.  Hu.ster  Baltimohr  Ryr  Distill- 
■RT.  INC..  Baltimore,  Md. 

Filed  June  14.  1935.     Serial  No.  366.199.     PUBLISHED 
JULY  23,  1935.     aa.<^9  49. 

328.458.  GIN,  WHISKEY.  AND  BRANDY.  Liquor  Deal- 
ers Supply  Company.  Chicago.  111. 

Filed  June  13,  19.35      Serial  No.  366,158.     PUBLISHED 
JULY  23.  1935.     Cla.ss  49. 

328.459.  GIN.  WHISKEY.  AND  BRANDY.  LiQCOR  Dial- 
ers Supply  Company.  Chicago,  111. 

Filed  June  1.?.  19.35.     Serial  No.  366.155.     PUBLISHED 
JULY  23,  1935.     Clas.^  49. 

328.460.  GIN,  WHISKEY,  AND  BRANDY.  Liquor  Deal- 
ers Supply  Company,  Chicago.  111. 

Filed  June  13.  1935.     Serial  No.  .366.154.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.461.  SURGICAL  BELTS.  Isaiah  F.  Spindell,  do- 
ing business  as  Spindell  Surgical  Co.,  Lynn,  liass. 

Filed  June  12,  1935.     Serial  No.  366.121.     PUBLISHED 
JULY  23.  1935.     CTass  44. 

328.462.  RECEPTACLE:S  MADE  OF  PULP— NAMELY. 
CARTONS.  The  Menasha  Products  Company.  Mcn- 
asha.  Wis. 

Filed  June  12,  1935.     Serial  No.  366,108.     PUBLISHED 
JULY  23,  1935.     aasa  2. 

328.463.  CONCENTRATED  FOOD  DRINK.  McKesson 
&  RoBBi.NS,  INCORPORATED,  Bridgepoi  t  and  Fairflehl, 
Conn. 

Filed  June  12.  1935.     Serial  No.  366.106.     PUBLISHED 
JULY  23,  1935.     Class  46. 

328.464.  CORDIALS.  SLOE  GIN.  GIN.  WHISKEY,  RUM. 
BRANDY.  KUAIMEL  AND  LIQUEURS.  Nat  D.  Gold- 
berg, doing  business  as  Sunset  Distilling  Company, 
Not  Inc..  Chicago.  111. 

Filed  June  12.  1935.     Serial  No.  366.094.     PUBLISHED 
JULY  23,  1935.     Class  49. 

328.465.  GIN.  WHISKEY,  AND  BRANDY.  Liquor  Deal- 
ers Supply  Company.  Chicago.  111. 

Filed  June  1.3.  1935.     Serial  No.  366.152.     PUBLISHED 
JULY  23,  1935.     Class  49. 
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328.466.  WHISKEY.  West  Penn  Diitillino  Co.,  Inc.. 
New  Kensington.  I'a. 

Flle<i  June  12.  1935.     Serial  No.  366.129.     PUBLISHED 
JULY  23,  1988.    Class  49. 

328.467.  WHISKEY.  GIN.  RUM.  BRANDY,  AND  AL- 
COHOLIC CORDIALS.  Chas.  Fausz,  Jr..  doing 
business  as  Charles  Fausz  Jr.  k  Co..  Newport.  Ky. 

Filed  June  12.  1935.     Serial  No.  366,088.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.468.  WHISKEY,  GIN,  BRANDY.  COGNAC,  AND  AL- 
COHOLIC CORDIALS.  THE  FRANK  L.  Wight  DI8- 
TiLUNo  Co.,  Loreley  and  Baltimore,  Md. 

Filed  June  11,  1935.     Serial  No.  366.078.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.469.  WHISKEY.  Oldbtymb  Distillebb.  Inc..  New 
York.  N.  Y. 

Filed  June  11,  1985.     Serial  No.  366,065.     I'UBLISHED 
JULY  23.  1935.     Class  49. 

328.470.  WHISKEY.  W.  L.  Weli.eb  k  Sons.  Incorpo- 
rated. LoaisTiUe.  Ky. 

Filed  June  10.  1935.     Serial  No.  806.045.     PUBLISHED 
JULY  23.  1985.     Class  49. 

328.471.  WHISKEY.  W.  L  Weller  k  Sons.  Incorpo- 
MTEO.  LoulsTille.  Ky. 

File<l  June  10.  1935.     Serial  No.  306.044.     PUBLISHED 
JULY  23.  1936.     Class  49. 

328.472.  CANDLES.  Will  k  Badmer  Candli  Co.,  Inc., 
Syracuse.  N.  Y. 

Filed  May  27.  1935.     Serial  No.  365,420.     PUBLISHED 
JULY  16.  1985.     Clasa  15. 

328.473.  CANDLES.  WILL  k  Baumer  Candle  Co..  Inc., 
Syracufe.  N.  Y. 

Flleil  May  27.  1935.     Serial  No.  865.422.     PUBLISHED 
JULY  16,  1935.     Class  15. 

.328.474.  SHOE  CLEANING  COMPOUNDS  FOR  ALL 
CLASSES  OF  FOOTWEAR  OF  COMBINATIONS  OF 
LEATHER,  FABRIC,  RUBBER,  AND  THE  LIKE. 
James  T.  .Vnous,  doing  business  as  J.  T.  Angus  k  Co., 
Caldwell.  Ohio. 
Filed  May  27.  1935.     Serial  No.  365,435.     PUBLISHED 

JULY  23.  1935.     Class  4. 

328.475.  METAL  REI-T.ECTOHS.  CiRTis  Lighting. 
Inc..  Chicago,  111. 

Filed  May  27.  19,35.     Serial  No.  365,444.     PUBLISHED 
JULY  23,  1935.     Class  34. 

328.476.  HOT  WATER  BOTTLES  AND  SYRINGES 
AND  PARTS  THEREOF.  The  Faultles.s  Rubber 
Company.  Ashlan<l.  Ohio. 

Filed  May  28.  1935.     Serial  No.  30\615.     PUBLISHED 
JULY  16,  1935.     Class  44. 

328.477.  METAL  AND  GLASS  CARRYING  CASES  FOR 
MERCHANDISE.  James  W.  Harrison.  Youngstown, 
Ohio. 

Filed  May  28.  1935.     Serial  No.  865,517.     PUBLISHED 
JULY  23.  1935.     Class  2. 

328.478.  MEN'S  OUTER  WEAR— NAMELY,  COATS, 
VESTS.  TROUSERS.  JUMPERS.  AND  OVERALLS. 
O'Bbtan   Brothers,   incorporated.   Nashville.   Tenn. 

Filed  May  28.  1935.     Serial  No.  305.527.     I'UBLISHED 
JULY  16,  1935.     Class  39. 

328.479.  YARNS  AND  THREADS  FOR  NEEDLE  WORK. 
A.  k  H.  SHiLLMAN  Company.  Inc..  Baltimore,  Md. 

Filed  May  28,  1935.     Serial  No.  .365.530.     PUBLISHED 
JULY  16,  1935.     Class  43. 
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328.480.  SWEATERS  AND  JACKETS,  AND  80  CALLED 
CLOWN  SUIT  ENSEMBLES— NAMELY.  TROU- 
SERS. COATS.  HATS  AND  SHOES.  CAPS.  GLOVES. 
TIES,  SWEATER  SHIRTS.  LOUNGING  ROBES. 
AND  SLIPPERS.  CHILDREN'S  NOVELTY  CAPS. 
NECKTIES.  CHILDREN'S  SWEATERS.  LOUNGING 
ROBES  AND  BATHROOM  SLIPPERS.  JOSEPH 
Cott.e.  Cliicajro.  111. 

Filed    October    26,    1934.       Serial    No.    357.542.      PUB- 
LISHED FEBRUARY  19.  1935.     Class  39. 

328.481.  ALCOHOLIC      BITTERS.      BRANDY.      COCK 
TAILS,    SLOE    GIN.    CORDIALS    AND    RUM.     Mo- 
hawk  Liqueur  Corporation,  Detroit,   Mich. 

Filed    March     19,     1934.      Serial    No.     349,055.      PUB 
JUNE  12.  1934.     Class  49. 

328.482.  LADIES'  AND  MISSES'  FROCKS  AND  DRESS- 
ES.    JOSEPH  S.  COHEN  k  SONS  CO..  INC.,  New  York. 

N.  Y. 

Filed   February   18.    1935.      Serial   No.   361,605.      PUB- 
LISHED MARCH  26,  1936.     Qass  89. 

328.483.  GENERAL  SYSTEM  TONICS.  BLOOD  BUILD 
ERS.     HEART     STIMULANTS.     AND     ANTI-RHEU- 
MATICS.    RARE  Chemicals.  Inc..  Neprra  Park.  N.  Y. 

Filed   February    19.    1935.      Serial   No.   361,578.      PUB- 
LISHED JULY  23.  1935.     Class  6. 

328.484  STOCKINGS.  SOCKS.  HOSE.  DRESS,  NEGLI- 
GEE  AND  WORK  SHIRTS.  VESTS.  PANTS.  KNICK- 
ERS. APPAREL  BELTS,  COMBINATIONS  OF 
UNDERWEAR.  PYJAMAS,  PULLOVERS.  SWEAT- 
ERS. ETC.  Woi.sEY  Limited,  Leicester.  England. 
Filed  January  24.  1935.  Serial  No.  360,657.  PUB- 
LISHED JULY  2,  1935.     Class  39. 

328.485.     ANKLETS.     Eveblastik.  Inc..  Chelsea.  Mass.. 
assignor  to  S.  Rauh  k  Company.  New  York.  N.  Y. 
Filed    January    28.    1935.      S'^rinl    No.    360.767.      PUB- 
LISHED APRIL  9,  1935.     Class  .39. 

328.486  WOVEN.  KNITTED.  AND  TEXTILE  PIECE 
GOODS  MADE  WHOLLY  OR  IN  PART  OF  COTTON. 
LINEN,  SILK,  SYNTHETIC  SILK.  OR  COMBINA- 
TIONS THEREOF.     Larry  J.  MaRgulies,  New  York, 

N.  Y. 

Filed    Februar.v    2.    1935.      Serial    No.    300.970.      PUB- 
LISHED JULY  23.  1935.     Class  42. 

328.487.  SHERRY.  ALEx  D.  Shaw  &  CO..  INC.  New 
York,  N.  Y 

Filed    February    6,    1935.      Serial    No.    361.125.      PUB- 
LISHED JULY  23.  1985.     Class  47. 

328  488.  WATERPROOFING  PROCESS  APPLIED  TO 
SILKS.  COTTONS.  RAYONS,  CELLUIX>SB  FAB- 
RICS, AND  OTHER  KINDRED  PRODUCTS 
THEREOF\  PRor.BEssivE  Silk  Finishing  Co.,  Ho- 
boken,  N.  J. 
Filed  Februaiy  9.  1935.  Serial  No.  361.297.  PUB- 
LISHED JULY  16.  1935.     Class  6. 

328.489.  DRY  AND  LIQUID  CONCENTRATES  OF  MIN- 
ERAL WATERS.  Soap  Lake  Products  Corpora- 
tion. Sj-attb',  W^ash. 

Filed   February    13.    1935.      Serial    No.   361,373.      PUB- 
LISHED APRIL  16,  1935.     Class  6. 

328.490.  WOMEN'S  HATS.  Central  Hat  Co.  Inc.,  New 
York,  N.  Y. 

Filed    February    14.    1935.      Serial   No.   861.382.      PUB- 
LISHED JULY  9.  1935.     Class  39. 

328.491.  ELECTRIC  LIGHT  BULBS.  GI^ORES.  ANNU- 
LAR GLASS  LIGHT  AMPLIFIERS.  LIGHT  DIP- 
FUSING  OI/)BES.  AND  LIGHT  REFLECTORS.  ALL 
FOR  ELECTRIC  LAMPS.  Got  Montmabtin,  Paris. 
France. 

Filed   February    15,    1935.      Serial   No.   361,432.      PUB- 
LISHED JULY  23,  1935.     Class  21. 

328.492.  DRESSED  POULTRY.  Sanitary  Grocery 
Company,   incorporated.  Washington,  D.  C. 

Filed  May  21.  1935.     Serial  No.  366,214.     PUBLISHED 
JULY  23,  1935.     Class  46. 


828.493.  CANDLES.  Will  k  Baumer  Candle  CO.,  Inc., 
Syracuse,  N.  Y. 

Filed  May  27.  1935.     Serial  No.  365.419.     PUBLISHED 
JULY  16,  1935.     Class  15. 

328.494.  GLASS  CLEANER  AND  POLISH.  UNION  OIL 
Company  or  California,  Los  Angeles,  Calif. 

Filed  May  25.  1935.     Serial  No.  365,405.     PUBLISHED 
JULY  28,  1935.     Class  4. 

328.495.  SHOES  OF  LEATHER.  FABRIC,  AND/OR 
COMBINATIONS  THEREOF.  J.  &  J  Slater,  Inc., 
New  York,   N.  Y.,   and   Washington,  D.   C. 

Filed  May  25.  1935.     Serial  No.  365,394.     PUBLISHED 
JULY  23,  1935.     Class  39. 

328.496.  GASOLENE.  Overland  Petroleum  Cobpoba- 
TiON.  Glendale.  N.  Y. 

Filed  May  25,  1936.     Serial  No.  365,391.     PUBLISHED 
JULY  16,  1935.     Class  15. 

328.497.  AFTER  SHAVING  LOTION.  LOUIS  J.  jArrEB, 
New  York,  N.  Y. 

Filed  May  26,  1935.     Serial  No.  365,378.     PUBLISHED 
JULY  23,  1935.     Class  6. 

328.498.  CLAY  USED  ESPECIALLY  IN  THE  MANU- 
FACTURE OR  PREPARATION  OF  PAPER,  POT- 
TERY, TEXTILES  AND  PAINTS.  English  China 
Clays  Sales  COBPoration,  New  York,  N.  Y. 

Filed  May  25.  1935.     Serial  No.  365.376.     PUBLISHED 
JULY  9,  1935.     Class  1. 

328.499.  PREPARATIONS  FOR  USE  IN  THE  CARE 
AND  TREATMENT  OF  DOGS — NAMELY.  TALCUM 
POWDER.  LIQUID  HAIR  TONIC.  LIQUID  SHAM- 
POO, SALVE,  HAIR  DRESSING,  AND  EYE  WASH. 
Babker  Pboducts.  Montclalr,   N.  J. 

Filed  May  25.  1935.     Serial  No.  365.367.     PUBLISHED 
JULY  23.  1935.     Class  6. 

328.500.  LUBRICATING  OILS  AND  GREASES.  SiN- 
claib  refining  Company.  New  York.  N.  Y. 

Filed  May  24.  1935.     Serial  No.  365,359.     PUBLISHED 
JULY  16,  1935.     Class  15. 

328,601.       WOMEN'S    WEARING    APPAREL— NAMELY, 
SUITS  AND  COATS.     Meyeb  Brod,  doing  business  as 
Brodmoor  Frocks,  Chicago,  111. 
FUed  May  24,  1935.     Serial  No.  365,346.     PUBLISHED 

JULY  16,  1935.     Class  39. 

328.502.  COTTON  PIECE  GOODS.  W.  E.  MCKAT  k  Co.. 
INC..  New  York.  N.  Y. 

Filed  May  24.  1935.     Serial  No.  365.342.     PUBLISHED 
JULY  16,  1935.     Class  42. 

328.503.  ARTIFICIAL  .\BRASIVE  GRAINS.  THE  CaB- 
bobundum  company.  Niagara  Falls,  N.  Y. 

Filed  May  24.  1985.     Serial  No.  365,326.     PUBLISHED 
JULY  28.  1935.     Class  4. 

328.504.  SOLUTION  FOR  PRESERVING  OFFSET  LITH- 
OGRAPHING METAL  SHEETS.  Sanlin  Oftset 
Press  Mfg.  Corp.,  New  York,  N.  Y. 

Filed  May  22.  1935.     Serial  No.  365,271.     PUBLISHED 
JULY  23.  1935.     Class  6. 

328,605.      SOLUTION  FOR   CLEANING   OFFSET  LITH- 
OGRAPHING   INKING   ROLLERS.      Sanlin   Offset 
Press  Mfg.  Corp..  New  York.  N.  Y. 
Filed  May  22.  1935.     Serial  No.  365,270.     PUBLISHED 

JULY  23,  1935.     Class  6. 

328.506.      SOLUTION    FOR    CLEANING    OFFSET   LITH- 
OGRAPHING   RUBBER    BLANKETS.      Sanlin   Off- 
set I'RKSs  MPG.  Corp..  New  York,  N.  Y. 
Filed  May  22.  1935.     Serial  No.  365,268.     PUBLISHED 

JULY  23,  1935.    Class  6. 

328.607.      LIGHT    REFLECTING    DEVICES    AND    SIG- 
NALS AND  SIGNS  MADE  THEREWITH  AND  VIS- 
IBLE   BY     REFLECTED    LIGHT.    The    National 
Colortype  company.  Bellevue.  Ky. 
Filed  May  22.  1935.     Serial  No.  366,261.     PUBLISHED 

JULY  23,  1935.     CTass  50. 
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328.508.  FUR  SKINS,  PARTICULARLY  RABBIT  SKINS 
DYFF)  IN  IMITATION  OF  SEAL.  F«8HBach  k 
AcKERM.t.v,    I.vc,   New  York,   N.   Y. 

Filed  May  22,  1935.     Serial  No.  365.250.     PUBLISHED 
JULY  23,  1935.     Class  1. 

328.509.  SILK  PIECE  GOODS.  Atlas  Mills,  Inc..  New 
York.  N.  Y. 

Filed  May  22,  1935.     Serial  No.  365,241.     PUBLISHED 

JULY  23.  1935.     Class  42. 

328.510.  SILK  PIECE  GOODS.  Atlas  Mills,  Inc..  New 
York,  N.  Y. 

Filed  May  22,  1935.     Serial  No.  365,240.     PUBLISHED 
JULY  23.  1935.     Class  42. 

328.511.  WINES.      Jacob   FiALKorr,   doing   business   as 
Molka  Wines  Co.,  New  York,  N.  Y. 

Filed  May  21,  1935.     Serial  No.  365.194.     PUBLISHED 
JULY  23,  1935.     Class  47. 

328,51-V      PREPARATIONS  FOR  THE  TREATMENT  OF 
OBESITY.      Yc    Kan   Company,    Inc.,    Detroit.   Mich. 
Filed  May  20,  1935.     Serial  No.  365,185.     PUBLISHED 
JULY  23.  1935.     Class  6. 

328.513.  CONCENTRATED  DIETARY  SUPPLEMENT 
TO  BE  USED  WITH  A  REDUCTION  DIET  TRKAT- 
MEINT  OF  OBESITY.  United  Laboratobibs,  Ltd.. 
Pasadena,  Calif. 

Plied  May  20.  1935.     Serial  No.  365,174.     PUBLISHED 
JULY  23.  1935.     CTass  6. 

328.514.  SURGICAL  RUBBER  GOODS.  SURGICAL 
GLASS  WARE.  SURGICAL  ENAMEL  WARE.  HYPO- 
DERMIC SYRINGES,  HYPODERMIC  NEEDLES. 
SURGICAL  NEEDLES,  SURGICAL  GAUZE.  COT- 
TON AND  PAPER  GOODS,  AND  SURGICAL  METAL 
WARE  AND  FURNITURE.  Will  Ross,  Inc..  Mil- 
waakee,  Wis. 

Filed  May  20.  1935.     Serial  No.  365.166.     PUBLISHED 
JULY  23,  1935.     Cla.ss  44. 

328.515.  MATTRESS  PROTECTORS  AND  MATTRESS 
COVERS.  J.  C.  E»ENNET  COMPANY,  Wilmington,  Del., 
and  New  York,  N.  Y. 

Filed  May  20,  1935.     Serial  No.  366,163.     PUBLISHED 
JULY  23,  1935.     Class  42. 

328.516.  CARD  GAME.  Parkeh  Bbothers.  INC.,  Port- 
land, Maine,  and  Salem,  Mass. 

Filed  Juno  3.  1935.     Serial  No.  365.740.     .''VBLISHED 
JULY  23.  1935.     Class  22. 

328.517.  LADIES'  HATS.  Ddnbbooke  Hat  Corpora 
noN.  New  York,  N.  Y. 

Filed   May  4.   1935.      Serial  No.  364,540.      PUBLISHED 
JULY  23.  1935.     Class  39. 

328.518.  GIN.  Jamis  Clark  Distilxino  Corporation, 
Jersey  City,  N.  J. 

Filed  April  26,  1935.     Serial  No.  364,532.     PUBLISHED 
JULY  23,  1935.     Class  49. 

328.519.  HOSIERY.  Intkrwotim  Stocking  Company, 
New  Brunswick,  N.  J. 

Filed  May  3,   1935.     Serial  No.  364,512.     PUBU8HED 
JULY  16.  1935.     Class  39. 

328.520.  TORCHES  OR  BLOWPIPES,  AND  MACHINE 
FOR  THE  WELDING  AND  CUTTING  OF  METALS 
WITH  OXYGEN  AND  ACETYLENE  AND  OTHER 
GASES.  ACETYLENE  GENERATORS.  AND  GAS 
MANIFOLDS.  Air  Reduction  Sales  Company,  New 
York,  N.  Y. 

Filed   Mav  3,   19.35.     Serial  No.  364,602.     PUBLISHED 
JULY  23.  1935.     Class  34. 

328.521.  HANDBAGS.  Fulton  Bag  &  Cotton  Mills, 
Atlanta.  Ga. 

Filed  May  2.  1935.     Serial  No.  364.476.     PUBLISHED 
JULY  23,  1935.     Class  3. 

328.522.  FURNITURE  PADS  FOR  USE  WITH  MOVING 
AND  DELIVERY  VANS.  FULTON  Bag  &  Cotton 
Mir.r  a,  .\tlanta,  Ga. 

Filed  Ma.v  2.  1935.     Serial  No.  364.475.     PUBLISHED 
JULY  23.  1935      Class  50. 


328.523.  INSECTICIDES.  Paul  Dboouias.  dolnj?  busi- 
ness as  P.  D.  G.  Laboi atories,  Atlanta,  Ga. 

Filed  May  2,  1935.     SerUl  No.  364,471.     PUBLISHED 
JULY  16,  1935.     CUsa  6. 

328.524.  SILK  FABRICS  IN  THE  PIECE.  Colcombet 
Fkanqois  4  ClK.  SociftT*  ANONYMS,  Etienne,  Franco. 

Filed  May  2.   1935.     Serial  No.  364,469.     I'UBLISHED 
JULY  23,  1936.     Class  42. 

828.625.  WHOLE  WHEAT  BREAD  WITH  FRUIT  ADD- 
ED :  PREPARED  BREAD  MIXES: PREPARED  BIS- 
CUIT FIolR  .Ml.XES;  PREPARED  WAFFLE 
MIXES:  PREPARED  CAKB  MIXES — NAMELY, 
CHOCOLATE.  SPICE.  GOLDEN,  SPONGE,  DEVIL'S 
FOOD  AND  ANGEL  FOOD  MIXES ;  PREPARED 
COOKIE  MIXES;  DOUGHNUTS.  AND  PREPARED 
DOUGHNUT  FLOUR.  Jos  Lows  Corporation,  New 
York.  N.  T. 
Filed  April  17.  1935.     Serial  No.  363,872.     PUBLISHED 

JULY  23,  1935.     Class  46. 

328,526.  PREPARED  BREAD  MIXES ;  PREPARED 
BISCUIT  FLOUR  MIXES :  PREPARED  WAFFLE 
MIXES;  PREPARED  COOKIE  MIXES:  DOUGH- 
NUTS; PREPARED  DOUGHNUT  FLOUR:  AND 
PREPARED  CAKE  MIXES — NAMELY.  CHOCO- 
LATE. SPICR  GOLDEN.  SPONGE,  DEVIL'S  FOOD 
AND  ANGEL  FOOD  MIXES.  Job  Lowe  Corpoba- 
TiON,  New  York.  N.  Y. 
Filed  April  IT.  1935.     Serial  No.  363.871.     PUBU8HED 

JULY  23.  1935.     Class  46. 

328.627.  OPTICAL  PHOTOGRAPHIC  LENSES.  LENSES 
FOR  SPECTACLES.  FIELD-GLASSES.  PRISMS. 
ADAI-TER  LENSES.  LIGHT  FILTERS.  POCKET 
LENSES,  IRIS  DIAPHRAGMS,  PHOTOGRAPHIC 
CAMERAS.  Jos.  A.  Schneider,  doing  business  as 
Jos.  Schneider  &  Co.,  Optische  Wcrke,  Kreuznach, 
Rhlneland,  Germany. 
Filed  April  15,  1936.     Serial  No.  363,784.     PUBLISHED 

JULY  23.  1935.     Clasa  26. 

328.528.  BELTS  IN  THE  NATURE  OF  GARMENT  SUP- 
PORTERS OR  FOR  OUTER  WEAR,  SUSPENDERS, 
AND  GARTERS.  The  Baer  &  Wildb  Co.,  Attleboro, 
Mass. 

Filed  Ap  11  15,  10.15.     Serial  No.  363,739.     PUBLISHED 
JULY  16,  1935.     ClaF«  39. 

328.529.  PERMANENT  WAVE  MACHINES.  ELECTRIC 
HAIR  DRYERS  AND  PERMANENT  WAVING  CURL- 
ING RODS,  CLAMPS,  AIR  CHAMBERS.  AND  PADS. 
Amebican  Machine  and  Metals,  Inc.,  New  York, 
N.  Y. 

Filed  April  13,  1935.     Serial  No.  363,735.     PUBLISHED 
JULY  23.  1935.     Class  44. 

328.530.  WHISKEY.  GIN,  RUM,  BRANDY,  AND  AL- 
COHOLIC CORDIALS.  8.  B.  Rykoit  *  Company, 
Los  Angeles,  Calif. 

Filed  April  13.  1935.     Serial  No.  3G3,720.     PUBLISHED 
JULY  23.  1935.     CUss  49. 

328.531.  PILE  FABRICS,  SILK  FABRICS,  AND  WOOL- 
EN FABRICS  IN  THE  PIECE.  Chenby  Bbothers. 
New  York,  N.  Y. 

Filed  April  13,  1935.     Serial  No.  363,703.     PUBLISHED 
JUNE  25,  1935.     Class  42. 

328.532.  SOLES  FOR  BOOTS  AND  SHOES.  The  Camp- 
bell Shoe  Manofactubino  Company,  Llttlestown, 
Pa. 

Filed  April  13.  1935.     Serial  No.  363.694.     PUBLISHED 
JULY  2.  1935.     Oass  39. 

328.533.  FOOTWEIAR  FOR  WOMEN  AND  GIRLS — 
NAMELY,  PUMPS,  SLIPPERS,  OXFORDS.  AND 
SANDALS  OF  VARIOUS  TYPES.  COMPOSED  IN 
WHOLE  OR  IN  PART  OP  LEATHER  AND/OR  FAB- 
RICS.    Lansbcroh  &  Bro.,  Washington,  D.  C. 

Filed  April  9.  1935.     Serial  No.  383.560.     PUBLISHED 
JULY  16,  1936.     Class  39. 
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828.534.  BRASSlfcRES,  CORSETS,  UNDERWEAR  FOR 
WOMEN.  GIRDLES,  FOUNDATION,  GARMENTS, 
GARTERS,  GARTER  BELTS.  ShO-FORm  BRASSIBRE, 
INC.,  Los  Angeles,  Calif. 

Filed  April  8,  1936.     Serial  No.  363,526.     PUBLISHED 
JULY  2,  1985      Class  39. 

828.535.  MACHINE  TOOLS  AND  CUTTERS  THERE- 
FOR—NAMELY, SINGLE  SPINDLE  AND  MULTI- 
PLE SPINDLE  TURNING  MACHINES  AND  MULTI- 
BLADED  tools  THEREFOR.  Thb  Bullabd  CO.. 
Bridgeport,  Conn. 

Filed  Apill  6.  1935.     Serial  No.  368,450.     PUBLISHED 

JULY  23,  1936.     Class  23. 

828.5.36       WASHING     MACHINES.      Bablow     k     8BBU0 
MKO.  Co.,  Ripon,  Wis. 
Filed  April  4,  1935.     Serial  No.  363,379.     PUBLISHED 

JULY  28,  1935.     Class  24. 

828,537.  QUILLS  FOR  WEAVING  MILLS.  SHIPPING 
SPOOLS,  WINDER  SPOOLS.  STEAMING  SPOOLS. 
SLUBBER  SPOOI^,  SPINNER  SIH^OLS,  AND 
WARP  SPOOLS  AND  SHIPPING  BOBBINS,  WIND- 
ER BOBBINS,  STEAMING  BOBBINS,  SLUBBER 
BOBBINS,  SPINNER  BOBBINS  AND  WARP  BOB- 
BINS. Freeland  Spool  and  Bobbin  Cobp.,  Hazle- 
ton.  Pa. 
Flle<l  April  2,  1935.     Serial  No.  363,320.     PUBLISHED 

JULY  23,1936.     Class  23. 

328,688.     HIGH   BLOOD  PRESSURE  MEDICINE.     Max 
FisCH.  Michigan  City.  Ind. 
Flle<l  April  2.  19.36.     Serial  No.  363,319.     PUBLISHED 

JULY  28,  1935.     Class  6. 

828.539.  INSECTICIDES  AND  DISINFECTANTS.  So- 
cony-Vaccum  Oil  Company,  Ikcobpobated,  New 
York.  N.  Y. 

Filed  April  18,  1035.     Serial  No.  363.950.     PUBLISHED 
JULY  23.  1935.     Class  6. 

828.540.  ICE  CUBE  CUTTING  DEVICE.  Joseph  A. 
Martocello.  doing  business  as  Jos.  A.  Martocello  k 
Co..  Phlladelrhla.  Pa 

Filed  April  18.  1935.     Serial  No.  363.935.     PUBLISHED 
JULY  23,  1936.     Cla^s  23. 

828.541.  NECKTIES.  The  Manhattan  Shirt  Company, 
New  York,  N.  Y. 

Filed  April  18.  1935      SerUl  No.  363,934.     PUBLISHED 
JULY  9,  1935.     Class  39. 

828.542.  BED  ROOM  FURNITURE— NAMELY,  BEDS, 
CHAIRS,  TABLES.  BUREAUS,  CHIFFONIERS. 
DRESSING  TABLES,  MIRRORS,  AND  CHAISE 
LOUNGES:  DINING  ROOM  FURNITURE— NAME- 
LY. TABLES,  CHAIRS.  BUFFETS.  ETC.  MilaNO 
FiRNiTCttB  Co.  Inc..  Chicago,  111. 

Flle<l  May  16.  1935.     Serial  No.  364,999.     PUBLISHED 
JULY  2.3,  1933.     Claw  32. 

828.543.  FABRICS  MADE  OF  COTTON,  LINEN,  WOOL, 
SIIJC,  AND  SYNTHETIC  FIBRES,  OR  A  COMBINA- 
TION OF  ANY  OF  THESE  FIBRES.  N.  Eblangkr. 
BLUMOARr  k  Co..  Inc..  New  York.  N.  Y. 

Filed  May  LI.  1935.     Serial  No.  304,953.     PUBLISHED 
JULY  10.  1935.     Class  42. 

828.644.  METAL  TYPES  FOR  THE  FOLLOWING  DE- 
VICES AND  APPARATUSES  :  PRINTING  DEVICES. 
PRINTING  MACHINES,  POLYGRAPHS.  TYPE- 
WRITING MACHINES.  CALCULATING  MA- 
CHINES, AND  BOOKING  MACHINES.  IRIS  Type 
O.  m.  b.  H.,  Schonebe-g,  near  Berlin,  Germany. 
Filed  April  24,  1935.  Serial  No.  364,138.  PUBLISHED 
JULY  23.  1935.     Class  14. 

328.54.'>.      HOSIERY.     Wayne     Knitting     Mills,     Fort 
Wayne.  Ind. 
Filed  April  2.3,  1935.     Serial  No.  364,108.     PUBLISHED 
JULY  16,  1935.     Class  39. 

828,546       LADIES'      CHEMISES.       PRINCESS      SLIPS, 
BLOOMERS,  STEP-INS.  AND  NIGHTGOWNS  OF  A 
TEXTILE   FABRIC.     I.  Schneikr.son  k  SONS,    Inc., 
Now  York,  N.  Y. 
Filed  April  25,  1936.     Serial  No.  304.198.     PUBLISHED 
JULY  9,  1935.     Class  .39. 
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328.547.  WHISKEY.  GIN.  RUM,  BRANTDY.  AND  ALCO- 
HOLIC CORDIALS.  LYNNDALE  Distillery  Com- 
pany. Louisville.  Ky. 

Filed  June  10.  1936.     Serial  No.  366,015.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.548.  LOCKS  AND  LOCK  SETS.  Independent  Lock 
Company,  Fltchburg,  Mass. 

Filed  June  10,  1935.     Serial  No.  366,010.     PUBLISHED 
JULY  23,  1935.     Class  25. 

328.549.  BRANDY.  L.  J.  Callanan  &  Co.,  Inc.,  NVw 
York.  N.  Y. 

Filed    March     26.     1935.      Serial     No.    362,990.      PUB- 
LISHED JULY  23.  1936.    Class  49. 

328.550.  TEXTILE  FABRICS  IN  THE  PIECE,  MADE 
OF  WOOL,  LINEN,  COTTON.  AND  RAYON  OR 
ANY  COMBINATION  THEREOF.  D.  H.  Grant  k 
Co.  Inc..  New  York.  N.  Y. 

Filed     March    25,     1935.      Serial    No.     362,961.      PUB- 
LISHED JULY  2,  1935.     Class  42. 

828,661.      SALVES  FOR  THE  TREATMENT  OF  PILES. 
C.  D.  Yelvinoton,  Bunnell.  Fla. 
Filed  March  8,  1935.     Serial  No.  862,282.     PUBLISHED 
JULY  23,  1936.    Oass  6. 

328.552.  MEN'S  CLOTHING — NAMELY.  SUITS,  COATS, 
VESTS.  PANTS,  TOP  COATS,  AND  OVERCOATS. 
Sau  Gbrson,  I'hlladelphia,  Pa. 

Filed    March     23.     1935.      Serial     No.     362,915.      PUB- 
LISHED JULY  16.  1935.     Class  39. 

328.553.  WOOLEN.  PIECE  GOODS.  Miles  L.  Finch, 
doing  business  as  Associate  British  Mfrs.,  New  York, 
N.  Y. 

Filed     March    23.     1935.      Serial    No.    362.901.      PUB- 
LISHED JULY  23.  1935.     Oass  42. 

328.554.  ALLOYS  OF  ALUMINUM  WITH  OTHER 
METALS,  PARTICULARLY  FERROUS  METALS 
AND  COPPER.  DRAKE,  McGee  k  Hallsted,  Inc., 
New  York,  N.  Y. 

Filed     March     23.     1936.      Serial    No.    362.897.      PUB- 
LISHED JULY  18,  19.35.     Class  14. 

328.555.  COTTON,  SILK,  AND  RAYON  FABRICS  IN 
THE  PIECE.  Crown  Fabrics  Corporation,  New 
York,  N.  Y. 

Filed     Ma  ch     21,     1935.      Serial    No.     362,807.      PUB- 
LISHED JULY  2,  1935.     Class  42. 

328,5!S6.     TEXTILE  CEMENTS.     The  Flexial  Co.,  INC., 
Now  York,  N.  Y. 
Filed     March    '^0,     1935.      Serial    No.    362,793.      PUB- 
LISHED JULY  23,  1935.     Class  5. 

328.557.  BABY  PANTS  AND  BIBS.  Rand  Rubbkb  Com- 
pany, Inc..  Brooklyn,  N.  Y. 

Filed     March     19,     1935.      Serial    No.     3C2.754.      PUB- 
LISHED JULY  16.  1935.     Class  39. 

328.558.  WOMEN'S  AND  CHILDREN'S  COATS.  BROWs 
k  jACcinsoN,   INC.,  New  York,  N.  Y. 

Filed     March     18,     1935.      Serial     No.     362,724.      PUB- 
LISHED JULY  16,  1935.     Class  39. 

328.559.  MEN'S  CLOTHING— NAMELY,  SUITS.  COATS. 
VESTS,  PANTS,  TOP  COATS,  AND  OVERCOATS. 
Sam   Gekson.    I'hilndelpbia,   Pa. 

Filed     March     18,     1935.      Serial     No.     362.677.      PUB- 
LISHED JULY  16,  1935.     Class  39. 

328.560.  CHRISTMAS  TREE  ORNAMENTS.  Reginald 
C.  Steeple,  doing  business  as  Kristel-Krome  Co.,  San 
Francisco,  Calif. 

Filed     March     16,     1935.      Serial     No.    362,639.      PUB- 
LISHED JULY  23.  1935.     Class  50. 

328,661.  SCOTCH  WHISKY.  Trower  &  Sons  Limited, 
London.  England. 

Filed     March     12,     1935.      Serial    No.    362,448.      PUB- 
LISHED JULY  23.  1935.     Class  49. 

328,562.     COTTON  AND  RAYON  CLOTHING   LININGS, 
SOLD   IN   THE    PIECE.      Hahlo   k   Solomon    Inc.. 
New  York.  N.  Y. 
Filed    March     12,     1935.      Serial    No.     362,420.      PUB- 
LISHED JULY  9,  1935.     Class  42. 
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328.563.  PIECE    GOODS    OF    COTTON.    ARTIFICIAL 
SILK.    AND   MIXTURES    OF   COTTON    AND    ARTL 
FICIAL    SILK,    AND    DRAPERIES    MADE    THERE 
FROM.     TiTCS  Bt^TTER  k  CoMPANT,  New  York.  N.  Y. 

Filed     March     11.     1935.      Serial     No.     362.386.      PUB- 
LISHED JULY  16,  1935.     Clasa  42. 

328.564.  NEUTRAL  SPIRITS— ALCOHOL  190  PROOF. 
Bmpihc    Distiluno    Cobporatiox,    Philadelphia.    Pa. 

Flle<l     March     11.     1935.      Serial     No.     362.354.      PUB- 
LISHED July  23. 1935.    ciasa  49. 

328,56').     WHISKY.     Joh.n  Bisset  &  Company,  Limited, 
Aberdeen.   Scotland. 
FlleiT'  March     9,     1935.      Serial     No.     362,289.      PUB- 
LISHED JULY  23.  1935.     Class  49. 

828.566.  WHISKY.  John  Bisset  &  Co.vipant',  Limited, 
Aberdeen.  Scotland. 

Filed     March     9.     1935.      Serial     No.     362,288.      PUB 
LISHED  JULY  23,  1935.     Class  49. 

328.567.  RUM.  Mohawk  Liquecr  Corporation,  De- 
troit. Mich. 

Fil»>d  June  3.   1935.     Serial  No.  365.739.     PUBLISHED 
JULY  23.  1935.  Oasa  49. 

328.568.  FACIAL  LIQUID  POWDER.  Sensation  Cos 
MBTic  Co.  Inc.,  New  York.  N.  T. 

Filed  June  1,  193.->.     Serial  No.  365,709.     PUBLISHED 
JULY  23,  1935.     Class  6. 

328.569.  MALTED  MILK  PREPARATION  IN  POW- 
DFRED  FORM  FOR  MAKING  MILK  BEVERAGES. 
WILLI.^MsoN  Candy  Company,  Chicago,  111. 

Filed  May  31,  1935.     Serial  No.  365,679.     PUBLISHED 
JULY  23,  1935.     Class  46. 

328.570.  WHISKEY.  Washington  Wholbsalb  Liquor 
Corp.,  Washington,  D.  C. 

Filed  May  31.  1935.     Serial  No.  365,677.     PUBLISHED 
JULY  23,  1935.     Class  49. 

328.571.  HOUSEHOLD  OR  STORE  REFRIGERATORS 
FOR  THE  PRESERVATION  OF  FOODSTUFFS. 
Glenn  E.  Van  Naukkb.  doiUK  business  as  Manufac- 
turers' Factory  Showroom.  Detroit.  Mich. 

Filed  May  31.  1935.     Serial  No.  365.675.     PUBLISHED 
JULY  23,  1935.     Class  31. 

328.572.  FRESH  VEGETALLES.  Samnas  Valley  Vkie- 
TABLE  Exchange,   Salinas.  Calif. 

Filed  May  31.  1935.     Serial  No.  365.667.     PUBLISHED 
JULY  23.  1935.     Class  46. 

328.573.  WHISKEY.  Oldetyme  Distillrrs,  Inc.,  New 
York,  N.  Y. 

Filed  May  31.  1935.     Serial  No.  365,649.     PUBLISHED 
JULY  23.  19.35.     Qass  49. 

328.574.  FRESH  VEGETABLES.  Markham  Storm  Co. 
Inc.,  Salinas,  Calif. 

Filed  May  31,  1935.     Serial  No.  365,638.     PUBLISHED 
JULY  23.  1933.     Class  46. 

328.575.  FRESH  VEGETABLES.  Mahkham  Storm  Co. 
Inc..  Salinas.  Calif. 

Filed  May  31.  1935.     Serial  No.  365.637.     PUBLISHED 
JULY  23.  1935.     Class  46. 

328.576.  WHISKEY.  LIQUOR  Dealers  Supply  CO.,  Chi- 
cago. 111. 

Filed  May  31.  1935.     Serial  No.  365,633.     PUBLISHED 
JULY  23,  1935.     Oass  49. 

328.577.  FRESH  VEGETABLES.  Hunt-Bahkei.ew  Co. 
INC.,  Watsonvllle.  Calif. 

Piled  May  31.  1935.     Serial  No.  365,624.     PUBLISHED 
JULY  23.  1935.     Class  46. 

328.578.  SANITARY  NAPKINS.  Marshall  field  & 
COMPANY,  Chicago,  111. 

Filed  May  31,  1935.     Serial  No.  385.618.     PUBLISHED 
JULY  23.  1935.     Gass  44. 

328.579.  SANITARY  NAPKINS.  Marshall  FiRld  & 
COMPANY,  Chicago.   111. 

Filed  May  31,  19,35.     Serial  No.  365.617.     PUHU8HED 
JULY  23.  1935.     Cla»H  44. 


328.580.  COIN  CONTROLLED  AMUSEMENT  APPARA- 
TUS.    TH»  Exhibit  Supply  Company,  Chicago,  ill. 

Filed  May  31,  1935.     Serial  No.  365,614.     PUBLISHED 
JULY  23,  1935.     Cla.«8  22. 

328.581.  NONALCOHOLIC  MALTLE8S  CONCENTRATES 
FOR  M.\KING  SOFT  DRINKS.  F.  B.  Cuambkblain 
company.  East  St.  Loula.  III.,  and  St.  Louis,  Mo. 

Filed  May  31,  1935.     Serial  No.  365.600.     PUBLISHED 
JULY  23,  1935.     Class  46. 

328.582.  PIECE  GOODS  OF  SILK  AND/OR  RAYON. 
ATLAS  MILLS,  INC.,  New  York.  N.   Y. 

Piled  May  31.  1935.     Serial  No.  305,592.     PUBLISHED 
JULY   16.   1935.      Class  42. 

328.583.  MEDICINAL  SALVE  TO  BE  USED  IN  THE 
TREATMENT  OF  ECZEMA.  Thr  Wm.  S.  MRRHELL 
COMPANY,  Cincinnati.  Ohio. 

Filed  May  29.  1935.     Serial  No.  365.571.     PUBLISHED 
JULY  23,  1935.     Class  6. 

328.584.  WOOL.  COTTON,  SII.K,  AND  RAYON  PIECE 
GOODS.      William    R.   Bukdshaw,    New   York.    N.    Y. 

Filed  June  26.  1934.     Serial  No,  853.166.     PUBLISHED 
JULY   23.  1930.     Class  42. 

328.585.  WHISKEY.     J.  SiMO.^  &  Sons,  Inc.,  St.  Louis, 

Mo. 

Filed  June  25.  1934.     Serial  No.  363.154.     PUBLISHED 
SEPTEMBER  25.   1934.      Class  49. 

328.580.       CLOCK     OPERATED     THERMOSTATS     FOR 
CONTROLLING    OIL    BURNERS.    G.\S    BURNERS. 
AND  OTHER  HEATING  APPARATUS.     P«i«N  Elec- 
tric Switch  Co..  Des  Moines.   Iowa. 
Filed  June  18.   1934.     Serial  No.  362.836.     PUBLISHED 

AUGUST  14,   1934.     CIa.>;8  26. 

328.587.  MOUTH  H.ARMONICAS.  HARMONICA  BODIES. 
HARMONICA  REEDS.  HARMONICA  CASINGS.  HAR- 
MONICA MOUTH  PIECES.  H.^RMONICA  REED 
PLATES,  HARMONICA  TONE  MODIFIERS  AND 
TONE  CONTROL  DEVICES.  AND  HARMONICA 
PARTS.  Harmonica  Distribution  Corporation  or 
AMERICA,  New  York.  N.  Y. 

Filed  June  9.  1934.     Serial  No.  362,491.     PUBLISHED 
JULY   23,   1935.      Class  36. 

328.588.  MOUTH  H.NRMONICAS.  HARMONICA  BODIES. 
HARMONICA  REEDS.  HARMONICA  CASIN(;8.  HAR- 
MONICA MOUTHPIECES,  HARMONICA  REED 
PLATES,  HARMONICA  TONE  MODIFIERS  AND 
TONE  CONTROL  DEVICES,  AND  HARMONICA 
PARTS.  Harmonica  Distribution  Corporation  or 
AMBRICA,  New  York.  N.  Y. 

Filed  June  9.  1934.     Serial  No.  362.490.     I'UBLISHED 
JULY  23,  1935.     Class  36. 

328.5S9.  MOUTH  HARMONICAS.  HARMONICA  BODIES. 
HARMONICA  REEDS.  HARMONICA  CASINGS.  HAR- 
MONICA MOUTHPIECES.  HARMONICA  REED 
PLATES,  HARMONICA  TONE  MODIFIERS  AND 
TONE  CONTROL  DEVICES.  AND  HARMONICA 
PARTS.  Harmonica  Distribution  Corporation  or 
AMERICA,  New  York.  N.  Y. 
Filed  June  9.  1934.     Serial  No.  352.489.     PUBLISHED 

JULY   23.   1935.     Class  36. 

328.590.  MOUTH  HARMONICAS.  HARMONICA  BODIES. 
HARMONICA  REEDS.  HARMONICA  CASINGS.  HAR- 
MONICA MOUTH-PIECES.  HARMONICA  REED 
PLATES,  HARMONICA  TONE  MODIFIERS  AND 
TONE  CONTROL  DEVICES.  AND  HARMONICA 
PARTS.  Harmonica  Distribution  Corporation  or 
AMERICA,  New  York.  N.  Y. 

Filed  June  9.  1934.     Serial  No.  352.488.   >UBLI8HED 
JULY  23.  1985.     Class  36. 

328.591.  MOUTH  HARMONICAS.  HARMONICA  BODIES. 
HARMONICA  REEDS.  HARMONICA  CASINGS.  HAR 
MONICA  MOUTH  PIECES.  HARMONICA  REED 
PLATES,  HARMONICA  TONE  MODIFIERS  AND 
TONE  CONTROL  DEVICES.  AND  HARMONICA 
PARTS.  Harmonica  DiSTRiBinriON  Corporation  or 
AMBRICA,  New  York,  N.  Y. 

Piled  June  9.  1934.     Serial  No.  352.486.     PUBLISHED 
JULY  23,  1935.     Clans  30. 
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328.592.  PERMANENT  WAVE  SOLUTION.  National 
MiNKRAL  Company,  Chicago,  111. 

Filed  May  20,  1935.     Serial  No.  366,162.     I'UBLISHED 
JULY  23,  1935.     Class  6. 

328.593.  HAIR  WAVING  LOTIONS  AND  HAIR  WAVING 
OIL.     National  Minebal  Company,  Chicago,  111. 

Filed  May  20.  1936.     Serial  No.  365.158.     PUBLISHED 
JULY  23,  1935.     Class  6. 

328.594.  VODKA.  SiB  Pierre  SMiRNorr  Fls,  Incobpo- 
BATED,  New  York.  N.  Y. 

Filed  April  25.  1934.     Serial  No.  360,483.     PUBLISHED 
JULY   23,   1935.      Class  49. 

328.595.  ALCOHOLIC  BITTEHS,  BRANDY.  COCKTAILS. 
SLOE  GIN.  CORDIALS.  AND  RUM.  MOHawk  Ll- 
QUBUR  CoarORATiON.  Detroit.  Mich. 

Filed  April  27.  1934.     Serial  No.  350.591.     PUBLISHED 
JULY   10,   1934.     Class  49. 

328.590.  WHISKEY  AND  ALCOHOLIC  CORDIALS. 
Thb  Wbideman  CO.,  Clevelaud,  Ohio. 

Filed  April  28.  1934.     Serial  No.  350,552.     PUBLISHED 
JULY   3,   1934.     Class  49. 

328.597.  MUSHROO-MS.  CORN  SYRUP.  SORGHUM. 
SORGHUM  BLEND  SYRUP,  HONEY  PEANUT  BUT- 
TER. lOTATO  CHIPS,  GRAl'EFRlIT  JUICE  FOR 
FOOD  PURPOSES.  ORANGE  JUICE  FOR  FOOD 
PURPOSES.  POPCORN  IN  ITS  NATURAL  STATE, 
ETC.     PLEttziNO.  I.NC,  Chicago.  111. 

Filed  April  30,  1934.     Serial  No.  350,709.     PUBLISHED 
JULY  23.   1935.     Class  46. 

328.598.  WHISKEY.  Continental  Distilling  Corpora- 
tion, I'biladelphia,  Pa. 

Filed   May  5.   1934.     Serial  No.  360,927.     PUBLISHED 
JULY  23,  1935.     Class  49. 

328.599.  WINDOW  SHADES.  THE  CHAs.  W.  BRBNEMAN 
CO.,  Cincinnati.  Ohio. 

Filed  June  7.  1934.     Serial  No.  352,344.     PUBLISHED 
JULY  23.  1935.     Class  32. 

328.600.  WINDOW  SHADES.  The  Chas.  W.  Brknbman 
Co.,  Cincinnati.  Ohio. 

Filed  June  7.  1934.     Serial  No.  362,345.     PUBLISHED 
JULY  23.  1935.     Class  32. 

328.601.  MOUTH  HARMONICAS.  HARMONICA  BODIES. 
HARMONICA  REEDS.  HARMONICA  CASINGS. 
HARMONICA  MOUTH-PIECES.  HARMONICA  REED 
PLATES.  HARMONICA  TONE  MODIFIERS  AND 
TONE  CONTROL  DEVICES.  AND  HARMONICA 
PARTS.  Harmonica  Distribution  Corporation  of 
AMERICA,  New  York.  N.  Y. 

Filed  June  9,  1934.     Serial  No.  362,485.     PUBLISHED 
JULY  23.  1935.     Class  36. 

328.602.  CUT  OUT  DOLLS.  Betty  Campbell.  New  York. 
N.  Y. 

Filed  June  20.  1935.     Serial  No.  366.401.     PUBLISHED 
JULY  23.  1935.     Class  22. 

828.603.  SELF-LUMINOUS     MATERIALS    AND     CON- 
TAINERS   THEREFOR.      Radium    Luminous    Cor 
poration.  New  York.  N.  Y. 

FUed  May  16.  1935.     Serial  No.  866.002.     PUBLISHED 
JULY  23.  1935.     Class  6. 

328.604.  LAXATIVE  AND  TONIC  PREPARATION. 
Joseph  Tuliglowicz.  Maplewood.  N.  J. 

Filetl  May  16.  1935.     Serial  No.  865.009.     PUBLISHED 
JULY  23.  1935.     Class  6. 

828.605.  SHAMPOO  PREPARATIONS  AND  HAIR  TONIC. 
August  Balistreri.  doing  business  as  Balistreri  Ital- 
ian Rose  Co..  Milwaukee.  Wis. 

Filed  May  17,  1935.     Serial  No.  365.019.     PUBLISHED 
JULY  23.  1935.     Class  6. 

328.606.  PERFUMES.  CALiroRNiA  Pntt'UMB  Company, 
Inc..  New  York.  N.  Y. 

Filed  May  17.  1935.     Serial  No.  366,023.     PUBUSHED 
JULY  23,  1935.     Class  6. 

328.607.  PERFUMES.  CALiroRNiA  PmruME  Company, 
Inc..  New  York.  N.  T. 

Filed  May  17,  1935.     Serial  No.  365.024.     PUBLISHED 
JULY  23,  1935.      Class  6. 


828.608.  PERFUMES.  Calipobnia  PERruMB  Compakj, 
Inc.,  New  York,  N.  Y. 

Filed  May  17,  1935.     Serial  No.  365,025.     PUBLISHED 
JULY  23,  1935.    Class  6. 

328.609.  COMF^^RTS,  BLANKETS.  BEDSPREADS,  PIL- 
LOWS. MATTRESSES.  CURTAINS,  DRAPERY.  AND 
UPHOLSTERY  OP  COTTON,  LINEN,  SILK  OR 
WOOL.     J.  G.   Comport  Company.  New  York.  N.  Y. 

Filed  May  17,  1935.     Serial  No.  365.026.     PUBLISHED 
JULY  23.  1935,     Class  42. 

328.610.  BEER.     Victor  Nbcstadtl,  Inc.,  New  York.  N.  T. 
Mled  May  17,  19.35.     Serial  No.  366.041.     PUBLISHED 

JULY  23.  1935.     Class  48. 

328.611.  WINES.  J.  V.  Bare,  doing  business  as  Ranche 
Del  Oso  Winery,  Lodl,  Calif. 

FUed  May  18,  1935.     Serial  No.  365,057.     PUBLISHED 
JULY  23,  1935.     Class  47. 

328.612.  BOYS'  AND  MEN'S  SHORTS.  Boston  Knitting 
Mills,  Inc.,  Newton,  Mass. 

Filed  May  18,  1935.     Serial  No.  365,058.     PUBLISHED 
JULY  16,  1935.     Class  3». 

328.613.  SAFETY  RAZOR  BLADES.  Cooper  &  Cooper, 
Inc.,  Brooklyn,  N.  Y. 

Filed  May  18,  193r>.     Serial  No.  365,060.     PUBLISHED 
JULY  23,  1935.     Class  23. 

328.614.  LEATHER.     F.  C.  Donovan,  Inc.,  Boston,  Mags. 
Filed  May  18,  1935.     Serial  No.  365,067.     lUBLISnED 

JULY  23.  1935.     Class  1. 

328.615.  LEATHER.     F.  C.  Donovan,  Inc.,  li«Mt«N|»  MasH 
Filed  May  18,  1935.     Serial  No.  365.008,     P^LISHB1» 

JULY  23,  1935.    Class  1.  «. 

328.616.  PIECE  GOODS  MADE  OF  SILK  AND/OR 
ARTIFICIAL  SILK.  Excello  Fabbics,  Inc.,  New 
York.  N.  Y. 

Filed  May  18.  1935.     Serial  No.  365.072.     PUBLISHED 
JULY  23,  1935.     Class  42. 

328.617.  MEN'S  AND  BOYS'  SUITS  AND  OVERCOATS. 
Chas.  Glanzrock  &  Co.,  New  York.  N.  Y. 

Filed  May  18.  1935.     Serial  No.  366.077.     PUBLISHED 
JULY  9,  1935.     Class  39. 

328.618.  CHEMICALLY  TREATED  CLEANING  AND 
POLISHING  PADS  AND  MATERIALS.  Padco.  In- 
coitPOKATED,  New  York,  N.  Y. 

Filed  May  18,  1935.     Serial  No.  365,091.     PUBLISHED 
JULY  23.  1935.     Class  4. 

328.619.  HOSIERY.     Abb  J.   Left,  Chicago,   III. 

Filed  May  20.  1935.     Serial  No.  365,139.     PUBLISHED 
JULY  9,  1935.     Class  39. 

328.620.  RECEPTACLE  FOR  ATTACHME»4T  TO  A  GOLF 
BAG  OR  THB  USER'S  WEARING  APPAREL  AND 
ADAPTED)  FOR  CARRYING  CIGARS,  CIGARETTES. 
MATCHES,  GOLF  TEES,  SCORE  PADS,  AND  SMALL 
ARTICLES  FOR  PERSONAL  USE.  Link  MANurAC- 
turixq  Company,  Inc.,  Gary,  Ind. 

Filed  May  20,  1935.     Serial  No.  365,140.     PUBLISHED 
JULY  23,  1935.     Class  3. 

328.621.  MEN'S  HOSIEiBY.  Lynchburo  Hosieby  Mills, 
Inc.,  Lynchburg,  Va. 

Filed  May  20,  1935.     Serial  No.  365.142.     PUBLISHED 
JULY  16,  1935.     Class  39. 

328.622.  WINES.  Charles  G.  Romano,  doing  business 
as  Charles  G.  Romano  &  Co.,  New  Y'ork.  N.  Y. 

Filed    February    21,    1934.      Serial   No.    347.697.      PUB- 
LISHED APRIL  17,  1934.     Class  47. 

328.623.  MENS  AND  BOYS'  WORK  CIX>THES— NAME- 
LY. SHIRTS.  PANTS.  OVER-ALIjS,  UNION-ALLS. 
JUMPERS.  AND  CAPS.  Thb  Quality  Shirt  Manu- 
rACTUBiNQ  Company,  Fort  Worth,  Tex. 

Filed   February    16,    1934.      Serial   No.    347.456.      PUB- 
LISHED JULY  23,  1935.    Class  39. 

328.624.  MENS  OUTER  SHIRTS — NAMELY,  NEGLIGES 
SHIRTS.  The  Manhattan  Shirt  Co.,  New  York. 
N.  Y. 

Filed    December   11.    1933.      Serial   No.    344,791.      PUB- 
LISHED JULY  16.  1935.     Class  89. 
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328,625.    MEN'S  AND  YOUNG  MENS  SUITS  AND  MEN'S 
AND  YOUNG  MEN'S  TROUSERS.     Th«  Fint«x  Cob 
PORATION,  Cleveland.  Ohio. 
F'lle.1    December    6,    1933.      Serial    No.    344.528.       PUB- 
LISHED JULY  9.  1935.     Claas  39. 

328.ti:2>;        L.\DIES'    GLOVE    SILK    UNDERWEAR.    HO- 
SIERY, SHOES  MADE  OF  LEATHER,  AND  GLOVES 
MADE  OF  LEIATHER  AND  FABRIC.    D«Y  Brothers 
k  Co.,  Syracu.se.  N.  Y. 
File<l   September  14.   1931.      Serial  No.   319.017.      PUB- 
LISHED MAY  22.  1934.     Class  39. 

328.627.  CHOCOLATE  NUT  BARS.  Wilbob-BdchabD 
CHOCOf-ATI   COMPANY,   Lltits,    Pa. 

Filed    October    6,    1934.      SerUd     No.    356,864.      PUB- 
LISHED JULY  23,  1935.     ClasB  46. 

328.628.  POULTRY  AND  STOCK  WORMER  AND  TONIC 
AND  A  STOCK  SPRAY.  American  B«adtt  Firm, 
Nashville,    Tenn. 

Filed    October    2.    1934.       Serial    No.    356,664.       PUB- 
LISHED JULY  16.   1935.     ClaM  6. 

328.629.  HAIR  WAVING  SOLUTION.  NATIONAL  MlH- 
■BAL  CoMPA.NT,   Chicago,    111. 

Filed   September  24,   1934.      Serial  No.   356,359.      PUB- 
LISHED JULY  16,  1935.     Class  6. 

328.630.  LUBRICATING  OII>.  Mabvbl  Oil  Co.,  Iwc, 
Philadelphia,  Pa. 

nied   September   15,   1934.      8«-rlal  No.  356,076.      PUB- 
LISHED MAY  28,  1935.     Class  15. 

328.631.  BURIAL  VAULTS.  TH«  Johnson  Shbbt  Mbtal 
WORKS,  Inc.,  Richmond,  Ind. 

Filed  September   10,    1934.     Serial  No.  356,889.      PUB- 
LISHED JULY  23,  1935.     Class  2. 

328,632  DIVING  APPARATUS.  Dboba  AkTibNobssll- 
arH.\FT   ( ArBRGE.SELLSCHAFT),  Berlin,  Germany. 

Flle<i    September   1.    1934.      Serial   No.    365,664.      PUB- 
LISHED JULY  23,  1935.     aasa  23. 

328.633.  METAL  CANS  FOR  HERMETICALLY  PACK- 
AGING LUBRICATING  OIL.  Continbntal  Caw 
Company,  Inc.,  New  York,  N.  Y. 

FUed  July  17,  1934.     Serial  No.  363,978.     PUBLISHED 
JULY  23,  1935.     Class  2, 

838.634.  METAL  CANS  FOR  HERMETICALLY  PACK- 
AGING LUBRICATING  OIL.  CONTINENTAL  CAN 
Company,  Inc..  New  York,  N.  T.     ' 

Filed  July  17,  1934.     Serial  No.  353,977.     PUBLISHED 
JULY   23,  1935.     Class  2. 

328.635.  SLOE  GIN.     The  Cloister  Co.,  Chicago.  111. 
Filed  June  10,  1935.     Serial  No.  365,991.     PUBLISHED 

JULY   2\  19.35.     Class  49. 

328,686.     WHISKEY.     Kelly    Liqcoh  Company,  Minne- 
apolis. Minn. 
Piled  June  6,  1935.     Serial  No.  365,972.     PUBLISHED 
JULY   SA.  19."^?       Class  49. 

328,637       BRACKETS    FOR   VENETIAN   BLINDS.      THE 
COLiMBiA  Mills,  Inc.,  New  York,  N.  Y. 
Filed  June  8.  1935.     Serial  No.   366,971.     PUBLISHED 
JUL.T  23,  1936.     Class  32. 

328.638.  STORAGE  BATTERIES  Prick  Battithy  Cob- 
PORATION,  doing  business  as  Road  King  Battery  Co., 
Philadelphia,   Pa 

Filed  June  S,  19.'^5.     Serial  No.  385,967.     PUBLISHED 
JULY  23,  1036.     Class  21. 

828.639.  METAL  BALL  ANODES  FOR  ELECTROPLAT- 
ING AND  CAGES  FOR  SAID  BALL  ANODES.  Han- 
son-Van Winkle-Mdnnino  Company,  Matawan.  N.  J. 

Filed  June  8,  1935.     Serial   No.  365.940.     PUBLISHED 
JULY  23.  19.35.     Class  21. 

828.640.  WHISKEY.  GIN.  RUM.  BRANDY.  AND  ALCO- 
HOLIC CORDIALS.  JOSEPH  S  Finch  A  Company, 
Schenley,    Pa. 

Filed  June  S,  lOS.'i.     Serial  No.  365.936.     PUBLISHED 
JULY  23.  1935.     Class  49. 

328.641.  FItESH  VEGETABLES.  SiNO  Wo  Kke  ft  Co., 
San  F'rancisco,  Calif. 

Flle.l  June  7,  19.35.     Serial  No.  366,901.     PUBLISHED 
JULY   23.   1935.      Class  46. 


328.642.  BRANDY.  Roma  Wine  Company,  Inc.,  Lodl, 
Calif.,  and  New  York,  N.  Y. 

Filed  June  7,   1935.      Serial  No.  366,898.     PUBLISHED 
JULY  23,   1935.     Class  49. 

328.643.  BRANDY.  Roma  Wine  Company,  Inc.,  Lodl, 
Calif.,  and  New  York.  N.  Y. 

Filed  June  7,   1936.     Serial  No.  366,897.     PUBLISHBD 
JULY  23,  1935.     Class  49. 
328.044.     YARNS.     Abbaham  Chabwey,  New  York,  N.  Y. 

Filed  June  7.   1935.      Serial  No.  365,873.     PUBLISHED 
JULY  23,  1935.     Class  43. 

328.645.  PREPARATION  AND  COMPOUND  FOR  ELEC- 
TRICAL PURPOSES.  SUCH  AS  INSIDE  BULB 
COATING  OF  RADIO  TUBES  AND  TO  IMPROVE 
ELECTRICAL  APPARATUS,  TO  BE  SOLD  TO  THE 
ELECTRICAL  AND  RADIO  INDUSTRIES,  PARTIC- 
ULARLY FOR  RADIO  TUBES.  Biwnby  k  Smith 
Co.,  New  York,  N.  Y. 

Filed  June  7.  1935.     Serial  No.  365,872.     PUBLISHED 
JULY  23,  1935.     Class  21. 

328.646.  PHONOGR.\PIIS.  THE  RCDOLPH  Whrlitier 
MANUrACTCRiNO   COMPANY,  North   Tonawanda,   N.   Y. 

Filed  June  6,  1935.     Serial  No.  366,864.     PUBLISHED 
JULY  23,   1936.     Class  36. 

.328,647.      SPECTACLE  TEMPLEIS.      UMvebsal   OPTICAL 
CORPOBATioN,  Providence,  R.  I. 
Filed  June  0,  1935.     Serial  No.  366,862.     PUBLISHED 
JULY  23,  1935.     Class  26. 

328,648.     WHISKIES.     Su.veb  Cbebk   LiQ(7ob  Company, 
St.  Loais,  Mo. 
Filed  June  5,  1935.     Serial  No.  366,826.      PITBLISHED 
JULY  23,   1936.     CTass  49. 

328,049.      ELECTRIC  STORAGE  B.\TTKRIES.      HoLtAN- 
nBB's  AUTO   STOBE8,  York,  Pa. 
Filed  June  5.  1935.     Serial  No.  365.804.     PUBLISHED 
JULY  23.  1935.     Class  21. 

328,650.     CANNED  VEGETABLES.     Dandbba,  CaPOMi  A 
CO.,  Landisville.  N.  J. 
Filed  June  5.  1935      Serial  No.  365.795.     PUBLISHED 
JULY  23,  1935.     Class  46. 

328.661.  ABNORMAL  ALLOY  STEELS,  IN  INGOTS, 
CASTINGS,  AND  FORGINGS.  CHILD  Habold  Wills, 
Detroit.  Mich. 

Filed  June  4,  1935      Serial  No.  365,782.     PUBLISHED 
JULY  23.   1935.     Class  14. 

328.662.  HOSIERY  Intebwoven  Stocking  Company, 
New   Brunswick.  N.  J. 

Filed  May  7,  1035.     Serial  No.  364,629.     PUBLISHED 
JULY  9,   1935.     Class  39. 

328.653.  LINEN  PIECE  GOODS.  Bteveweon's  Mot- 
OA.sHEL  Linens.  Limiteo.  New  York,  N.  Y. 

Filed  May  7.   1935.     Serial  No.  864.642.     PUBLISHED 
JULY   23,   1936.      Class   42. 

328.654.  COSMETIC  CREAMS.  The  Vita-Ray  Cobpoba- 
TioN,  Lowell.  Mass. 

Filed  May  7.  1935.     Serial  No.  364,647.     PUBLISHED 
JULY  16.  1935.     Class  6. 

828,665.  CANDY  BARS.  Macomb  Candy  Company,  De- 
troit. Mich. 

Filed  May  8.  1935.     Serial  No.   864.675.     PUBLISHED 
JULY  23,  1935.     Class  46. 

328,656.  WOMEN'S  SPORT  HATS.  Saks  h  Company, 
New  York,  N.  Y. 

Filed  May  8.  1936.     SeHal   No.  864.687.     PUBLISHEH) 
JULY    16.    1935.      Claas   39. 

328.667.  STARCH  FOR  L.\UNDRY  AND  MANUFACTUR- 
ING PURPOSES.  CoBN  PBt>occr«  REriNiNo  dpM- 
PANY^    New    York.    N.    Y. 

Filed  May  9.  1935.      Serial  No.  364.717.     PUBLISHED 
JULY    16,    1935.      Class    6. 

328.668.  DUSTING  POWDER,  TALCUM  POWDER, 
BATH  SALTS.  B.\TH  OIL.  EAU  DE  C0IXX3NR, 
TOII.ET  WATER,  AND  PERFUME.  Gbnebal  C08- 
METTCs    CORPORATION,    New   York,    N.    Y. 

Filed  May  0.  1936.     Serial  No.  364,718.     PUBLISHED 
JULY    23.    1936.      Class    6. 


328.659.  SHOES  CONSTRUCTED  OF  COMBINATIONS 
OF  LEATHER.  RUBBER,  AND  FABRIC.  Sbnack 
Shoe  Company,  St.   Louis,  Mo. 

Filed  May  9,  1935.     Serial  No.  864.740.     PUBLISHED 
JULY   16,   1935.     Class   39. 

328.660.  CHEMICAL  PREPARATION  FOR  BLEACHING 
OR  STRIPPING  COLORS  AND  COLORING  MAT- 
TER FROM  TEXTILE  FIBRES.  YARNS,  AND  FAB- 
RICS PREPARATORY  TO  REWORKING  AND  BE- 
DYEING  THE  SAME  FOR  FURTHEJR  USE.  Wat- 
son-Park   Company.    Boston,    Mass. 

Filed  May  10,  1935.     Serial  No.  364,797.     PUBLISHED 
JULY   23,  1935.     Class  6. 

828.661.  CHEMICAL  PRBJPARATION  FOR  USE  IN  DE- 
STROYING OR  NEUTRALIZING  OBJECTIONABLE 
ODORS  WHEN  PRESENT  IN  FINISHED  WOOLEN 
AND  WORSTED  FABRICS.  Watson-Pabk  Company, 
Boston,  Mass. 

Filed  May  10.  1935.     Serial  No.  364,798.     PUBLISHED 
JULY  28,   1935.     ClaBS  6. 

828.662.  PRODUCTS  OF  SECONDARY  AMYL  ALLYL 
BARBITURIC  ACID  AND  THE  SODIUM  SALTS 
THEREOF  IN  THE  FORMS  AND  ACCORDING  TO 
THE  KORMULiE  HERETOFORE  EMPLOYED  BY 
ELI  LILLY  AND  COMPANY,  AND  USEFUL  AS 
HYPNOTICS.  Eli  Lilly  and  Company,  Indianapolis. 
Ind. 

Filed  May  11.  1935.     Serial  No.  864,806.     PUBLISHED 
JULY    28,    1935.      Class    6. 

328.663.  BATHING  SUITS.  The  B.  V.  D.  Company,  Inc., 
Baltimore,    Md. 

Filed  May  11,  1935.     Serial  No.  364,809.     PUBLISHED 
JULY     16.    1935.      Class    39. 

828.664.  WOOL  CARPETS  AND  WOOL  RUGS.  Alex- 
ANHER  Smith  &  Sons  Carpet  Company,  Yonkers.  N.  Y. 

Filed  May  11.  19.35.     Serial  No.  864.839.     PUBLISHED 
JULY   28,   1935.      CTass  42. 

828.665.  LIQUID  CHEMICAL  CLEANING  PREPARA- 
TION FOR  RUGS  AND  UPHOLSTERY  HAVING  IN- 
CIDENTAL PROPERTIES  AS  A  MOTH  REPEI>LANT. 
Minnie  L.  Wittehschein,  doing  business  as  Sana- 
vene  Manufacturing  Company.  St.  Louis,  Mo. 

Filed  May  11.  1935.     Serial  No.  364,844.     PUBLISHBD 
JULY  23,  1936.     CTass  4. 

828.666.  ZINC  SULFIDE  HAVING  GENERAL  USB  IN 
THE  INDUSTRIAL  ARTS.  American  Zinc  Sales 
Company,  St.  Louis,  Mo. 

Filed  May  18.  1935.     Serial  No.  364.849.     PUBLISHBD 
JULY  28.  1935.     Class  6. 

328.667.  SOLIDS  OR  SOLUTIONS  FOR  GENERAL  USE 
IN  THE  INDUSTRIAL  ARTS  FOR  SIZING,  STIFF- 
ENIN(;.  IMPREGNATING,  COATING  OR  OTHER- 
WISE TREATING  SURFACES  AND  POROUS  MATE- 
RIALS SUCH  AS  TEXTII^S,  FIBERS,  LEATHER, 
AND  PAPER.  Carbide  and  Carbon  Chemicals  Cor 
POBATION,  New  York,  N.  Y. 

Filed  Mav  13.  1935.     Serial  No.  364,853.     PUBLISHED 
JULY  16,  1935.     Class  6. 

328.668.  BUTTER.  Dublin  Creamery  Company,  Inc., 
Dublin.  Tex. 

Filed  May  13,  1935.     Serial  No.  364.864.     PUBLISHED 
JULY    23,   1935.      Class   46. 

828.669.  PERMANENT  HAIR  WAVING  SOLUTION. 
Jean  Andr^  Gourodechon,  doing  business  as  Im- 
perator,  Not  Inc..  Chicago.  111. 

Filed  May  13.  1935.     Serial  No.  864,868.     PUBLISHED 
JULY  23,  1935.     Class  6. 

328.670.  HOSIERY.  Interwoven  Stocking  Company, 
New  Brunswick.  N.  J. 

Filed  May  13,  1935.     Serial  No.  364,872.     PUBLISHED 
JULY    9,    1935.      Class    89. 

328.671.  HOSIERY.  Interwoven  Stocking  Company, 
New    Brunswick,    N.    J. 

Filed  May  13,  1935.     Serial  No.  364,873.     PUBLISHED 
JULY  9,   1935.     Class  39. 


328.672.  SHOEJS  OF  LEATHER.  OR  A  COMBINATION 
OF  LEATHER.  RUBBER.  OR  FABRIC.  Johnson- 
Stephens  k  Shinkle  Shoe  Company,  St.  Louis.  Mo. 

Filed  May  13.  1935.     Serial  No.  364.874.     PUBLISHEID 
JULY    16,    1935.      Class    39. 

828.673.  COTTON  SEWING  THREAD,  CROCHET  AND 
KNITTING  YARN.  Lily  Mills  Company,  Shelby, 
N.  C. 

Filed  May  13.  1935.     Serial  No.  364,879.     PUBLISHED 
JULY    9,    1936.      Class   43. 

828.674.  CROCHET  AND  KNITTING  COTTON  YARN 
AKD  TUFTING  YARN.  Uly  Mills  Company,  Shel- 
by, N.  C. 

Filed  May  13.  1935.     Serial  No.  364,880.     PUBLISHED 
JULY    23,   1935.      Class  43. 

328.676.      SHOES    MADE  OF  LEATHER,  FABRIC.  AND 
RUBBER    AND    COMBINATIONS    OF    THE    SAME. 
Skbo  Shoe  Co.,  Chicago,  111. 
Filed  May  18,  1935.     Serial  No.  364.888.     PUBLISHED 
JULY   16,   1935.     Class  39. 

328.676.  WOMEIN'S  SHOES  OF  LEATHER  AND  FAB- 
RIC, AND  A  COMBINATION  OF  THESE  MATE- 
RIALS. The  Selby  Shoe  Company,  Portsmouth, 
Ohio. 

Filed  May  13,  1935.     Serial  No.  364,889.     PUBLISHED 
JULY  16,   1936.     Class  39. 

328.677.  PIECE  GOODS  MADE  WHOLLY  OR  PAR- 
TIALLY OF  CELLULOSE  DERIVATIVES.  Cela- 
NE8E  corporation  OP  AMERICA,  New  York,  N.  Y. 

Filed  May  14,  1935.     Serial  No.  364,915.     PUBLISHED 
JULY  9,  1936.     Class  42. 

828.678.  MEN'S  FELT  AND  STRAW  HATS  AND  CLOTH 
CAPS.     DALTON  Hat  Co.,  Inc.,  Yonkers,  N.  Y. 

Filed  May  14,  1935.     Serial  No.  364,916.     PUBLISHED 
JULY  23,  1935.    Class  89. 

828.679.  ICE  CREAM  AND  EVAPORATED  MILK.  Hbb- 
SHEY  Cbeamery  Company,  Harrtsburg,  Pa. 

Filed  May  14,  19.35.     Serial  No.  364.918.     PUBLISHBD 
JULY  23,  1935.     Class  46. 

828.680.  BLANKETS.  J.  C.  Penney  Company,  Wilming- 
ton. Del.,  and  New  York,  N.  Y. 

Filed  May  14,  1936.    Serial  No.  864.930.     PUBLISHED 
JULY  23,  1935.     Class  42. 

828.681.  EMULSION  FOR  WATEJR-PROOFING  AND 
STAJN-PROOFING  FABRICS.  Dbi-CBSs  Co.,  Los 
Angetes,  Calif. 

Filed  May  15,  1935.     Serial  No.  364.951.     PUBLISHBD 
JULY  16,  1935.     Class  6. 

328.682.  THERAPEUTIC  MUD  PACKS  —  NAMELY, 
PACKED  VOLCANIC  MUD  ADAPTED  FOR  USE 
IN  THE  TREATMENT  OF  AILMENTS  SUCH  AS 
RHEUMATISM.  PNEUMONIA,  GOUT,  NEURITIS, 
AND  OTHER  CONDITIONS  WHE)RE  A  HOT  COM- 
PRESS IS  BENEFICIAL.  Henry  J.  Aaldebs,  Call- 
stoga,  Calif. 

Filed     April     23,     1935.       Serial    No.     864,088.       PUB- 
LISHED JULY  16,   1935.     Class  6. 

828.683.  MEN'S  AND  BOYS*  CLOTHING— NAMELY, 
NEGLIGEE  AND  DRESS  SHIRTS,  UNDERWEAR, 
PAJAMAS,  BOYS'  BLOUSES,  WASH  SUITS.  AND 
PLAY  SUITS.  I.  Jablow  k  Co.,  Inc.,  Philadelphia, 
Pa. 

Filed    April    23,    1936.       Serial     No.    864.100.       PUB- 
LISHED JULY  9.  1935.     Class  39. 

328.684.  ANE^STHETICS  AND  ANESTHETIC  SOLU- 
TIONS. T.  M.  CBiTCHER  Dental  Depot,  In<?!,  Louis- 
ville, Ky. 

Filed  April  25.  1935.     Serial  No.  364,176.     PUBLISHED 
JULY  16,  1935.     Class  6. 

328.085.  W^OOLEN  PIECE  GOODS.  Pacific  Mills. 
Lawrence  and  Boston.  Mass. 

Filed    April    25,     1935.       Serial    No.    364,192.       PUB- 
LISHED JUNE  25,  1935.     Class  42. 

328.086.  ANTISEPTICS  AND  GERMICIDES.  E.  R. 
Squibb  &  Sons,  New  York,  N.  Y. 

Filed    April    24,    1936.       Serial    No.     364,143.       PUB- 
LISHED JULY  16,  1935.     Class  6. 
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J28.887  BATHING  ST'ITS  AND  BEACHWEAR  AS  FOL- 
IX)WS— SWEATEES,  SHIRTS.  PAJAMAS,  SHORTS, 
SLACKS,  BEXACH  CAl'ES,  AND  SCARFS  FOR  PER- 
SONAL WEAR.  The  B.  V.  D.  COMPANY,  INC.,  Bal- 
timore, Md. 
Filed     April    25,     1935.       Serial     No.    364,170.       PUB- 

LISUEI)  .JULY   9.   1935.     Class    39. 

328. «88     MENS  COATS.  Sttlc  Art  Clothes,  Inc.,  New 
York,  N.  Y. 
Filpd     April     12,     1936.  Serial     No.     363,969.       PUB- 
LISHED JILY  16,  1935.  Class  39. 

328,689       FIR  COATS.  FUR   NECKPIECES.   FUR  CAPS. 
HATS,   AND   MUFFS.      Wao.nkb-Fxllih   A  Co..   New 
York.  N.  Y. 
Filed    April     20,     1935.       Serial     No.    364.0;{3.       I'UB- 
LISUED  JULY  23,  1935.     Class  39. 

328.690.      AMPLIFIERS    FOR    PUBLIC    ADDRESS    SYS- 
TEMS    FiSPECIALLY     ADAPTED     FOR     MUSICAL 
AMPLIFICATION     THROUGH     LOUD     SPEAKERS. 
Chicaoo  Musical  Instbumint  Co.,  Chicago.  111. 
Filed    April    22.     1935.       Serial     No.     864,046.       PUB- 
LISHED JULY  23,  1935.     Class  21. 

328, «91  INTRAVENOUS  AND  SUBCUTANEOUS  SOLU- 
TIONS. PARTICULARLY  RINGER'S  SOLTTION 
WITH  AND  WITHOUT  PROCAINE  BORATE; 
HAKT.MANN*S  SOLUTION  WITH  AND  WITHOUT 
PROCAINE  BORATE:  ETC  HOSPITAL  LiQDiDe, 
Inc.,  Chicago,  111. 
Filed  April  22.  1936.  Serial  No.  364,061.  PUB- 
LISHED JULY  16,  1935.     Class  6. 

328.692  WOMEN'S  CHEMISES,  PANTIES,  BRAS- 
SIERES, AND  SLIPS.  THOMAS  &  Marcus,  Inc., 
New  York,  N.  Y. 

Filed     April    22,     1935.       Serial    No.     364,076.       PUB- 
LISHED JULY  16.  1985.     Claw  39. 

328.693  MEN'S  AND  WOMEIN'S  CLOTHING — NAME- 
LY. UNIFORMS  TO  BE  USED  BY  NURSES,  MAIDS, 
WAITKES.SE.-^,  AND  KINDRED  AND  SIMILAR 
PERSONS,  AND  HOUSE  DRESSES.  Paragon  Uni- 
roBM  Cdrpor.ation,  New  York,  N.  Y. 

Filed    March    27,     1935.       Serial    No.    363,137.      PUB- 
LISHED JULY  9,  1935.     CTass  39. 

828.694.  WHISKF:Y.  Johnson  WholbsaLb  Prbfumb 
Co.,  I.NC,  New  Haven,  Conn. 

Filed    March    30,    1935.       Serial    No.    363.219.      PUB- 
LISHED JULY  23.  1935.     Class  49. 

328.695.  ANTL=?EI'TIC,  GERMICIDE,  DEODORANT.  DIS- 
INFECTANT, LAXATIVE,  AND  PAIN  TABLETS. 
Veralin,  Inc.,  Chicago,  liL 

Filed     March    30,    1935.       Serial    No.    363,248        PUB- 
LISHED Jl  LY  16.  1935.     Class  6. 

328.696      WHISKY.     J.  G.  THOMSON  tt  Co.,  Ltd.,  Lelth, 
.Scotland. 
Filed  April  1,  1935.     Serial  No.  363,304.     PUBLISHED 
JULY  23,  1035.     Hasa  49. 

328.697.  WHISKY.  J.  O.  THOMSON  &  CO.,  Ltd.,  Leith, 
Scotland. 

FilfHl  April  1,  1935.     Serial  No.  363.305.     PUBUSHKD 
JULY  23,  1935.     Class  49. 

328.698.  INDFRWEAR  FOR  MEN.  WOMKN,  AND  CHIL- 
DREN. The  atlas  Undebwbab  Company,  Plqua, 
Ohio. 

Filed  April  2,  1935      Serial  No.  863,810.     PUBLISHEU) 
JULY   lt>,  ll'35.     Class  39. 

328.699.  COTTON  PIECE  GOODS.  William  L  Barbell 
Company,  New  York,  N.  Y. 

Filed  April  2.    Ut35,     Serial  No.  363,314.     PUBLISHED 
JULY   16.   1935.     Class  42. 

328.700.  POTATO  CHIPS,  PRETZELS,  NOODLES,  AND 
CHILI    IN';KRr>tFNTS    IN    POWDER    FORM    COM 
POSED  OF  (  IIILI  PEPPER,  GARLIC,  AND  OTHER 
SEASONING  SPICES.    Dbiscoll  Food  Products  Co., 
Cincinnati.  Ohio. 

Filed  April  2.   19.15.     Serial  No.  863,316.     PUBLISHED 
JULY  23.    1935      Class  46. 


328.701.  SLIPS.  The  Bbown  Company,  Inc.,  New  York, 
N.  Y. 

Filed     April    26,     1936.       Serial    No.    364.224.       PUB- 
LISHED JULY  9.   1985.      Class  89. 

328.702.  YARN.      Isaac   Jacobowitz,   New   York.   N.   Y. 
niPd  April  26.  1935.     Serial  No.  364.231.     I^UBLISHED 

JULY  28,  1935.     Class  43. 

328.703.  WOMEN'S  WEARING  APPAREL— NAMELY. 
DRESSES.     I>ANE  Bbyant.  Isc.  New  York.  N.  Y. 

nied  April  26.  1035.     Serial  No.  364.234.     PUBLISHED 
JULY  16,  1935.     Class  39. 

328.704.  PUR  COATS,  FUR  WRAPS.  FUR  COLLARS, 
I-TR  MUFFS,  AND  FUR  SCARFS.  Cohen  Bbos.  Fue 
Mroa's  Corp.,  New  York,  N.  Y. 

Filed  April  27,  1035.     Serial  No.  364,271.     PUBLISHED 
JULY  16,  1935.     Class  39. 

328,70o.  MEDICINAL  AND  PHARMACEUTICAL  PREP- 
ARATIONS I'X)R  TREL4.TMENT  OF  THE  EYE^,  AN 
ASPIRIN  COMPOUND  AND  AN  ANTACID  DIGES- 
TIVE AID.  The  Ge.nebal  Phakmacal  Compa.m, 
Cincinnati.  Ohio. 
Filed  April  27,  1935.     Serial  No.  364.285.     PUBLISHED 

JULY  16.  1935.     Class  6. 

328.706.  DRESS  AND  NEGLIGEE  SHIRTS,  COLLARS, 
AND  CUFFS.     A.  H.  Ide  A  Co.,  Inc.,  Troy,  N.  Y. 

Filed  April  29,  1935.     Serial  No.  364.339.     PUBLISHED 
JULY  16.  lO-'tS.     Claci  39. 

328.707.  PRESSED  COMMINUTED  MSiAT  PRODUCT 
INTENDED  PRIMARILY  FOR  SANDWICHES. 
Nedick's  Stobks,  Inc..  New  York,  N.  Y. 

Filed  April  29.  1935.     Serial  No.  364.351.     PUBLISHED 
JULY  23.  1935.     Class  46. 

328.708.  PRESSED  COMMINUTED  MEAT  PRODUCT 
INTENDED  PRIMARILY  FOR  SANDWICHES. 
Nedick's  Stobes.  Inc.,  New  York.  N.  Y. 

Filed  April  29.  1935.     Serial  No.  364,862.     PUBLISHED 
JULY  23.  1936.     CUas  46. 

328.709.  PREPARATION  FOR  THE  TREATMENT  OF 
COLDS.     D.   Weeks  &  Company,  Des  Moines,  Iowa. 

Filed  April  29.  1935.     Serial  No.  364,S«4.     PUBLISHED 
JULY  23,  1935.     Class  6. 

328.710.  LEAD-ALLOY  80LDBR  OF  LOW  MELTING 
POINT  AND  WIDE  PLASTIC  RANGE.  ADVANCE  KN- 
oiNEEBiNO  Corporation,  Duocannon.  Pa. 

Filed  April  30.  1935.     Serial  No.  364.368.     PUBLISHED 
JULY  23.  1935      Class  14. 

328.711.  COMPACTS.  VANITIES  MADE,  WHOLLY 
OR  IN  PART  OF  PRECIOUS  AND  ORNAMENTAL 
METAL.S.   COHW  A  Rosenbebgeb,  Inc.,  New  York.  N.  Y. 

Filed  April  30.  1935.     Serial  No.  364.378.     PUBLISHED 
JULY  23,  1935.     ClaM  28. 

328.712       SHOES    mF    LFJkTHER.   PABRIC,   OR   COMBI- 
NATIO.NS  THWtEOF.     GlNmAL  Shov  Cobpobation. 
Nashville,  Tenn. 
Flle<l   May   1,    1»35.      Serial  No.   864,419.      PTTBLI8HED 

JULY  2.  1936.     Class  39. 

328,718.      CROCHET    AND    KNITTING    COTTON    YARN. 
Lilt  Mills  Company,  Shelby,  N.  C. 
Filed  May  1,  1936.     Serial  No.  364.423.     PUBLISHED 
JULY  16,  1935.     Class  43. 

328,714.     MEN'S  ANr»  BOYS'  COLLARS  AND  NEGLIGEE 
SHIRTS.      Phillips-Jones   Corporation.  New   York. 
N.  Y. 
Filed  May  1.  1935.     Serial  No.  364.441.      PUBLISHED 

JULY  9.  1935.     Class  39. 

328,71.->      MENS  AND  BOYS'  COLLARS  AND  NEGLIGEE 
SHIRTS.      PniLLips-JoNBs   Corporation,   New    York, 
N.  Y. 
Piled  May  1.  19.16.     Serial  No.  364,442.     PUBLISHED 

JULY  9,  1935.     Class  19. 

328,716.       LACE    PIECE    GOODS,       Goldenbbo    Farbics, 
Inc.,  New   Y'ork.   N.   Y. 
Filed  March  27,  1936.    Serial  No.  .'{63,047.    PUBLISHED 
JUNE  26,  1935.     Class  42. 


328.717.  COTTON  PIECE  GOODS,  PILLOW  CASES  AND 
SHEETS.     Wamscfta  Mills,  New  Bedford,  Mass. 

Filed  March  27,  1935.    Serial  No.  363,077.    PUBLISHED 
JULY  25,  1935.     Class  42. 

328.718.  ELECTRIC  STORAGE  BATTERIES.  John 
Pbiob,  doing  business  as  Shawmut  Products  Co.,  New 
York,  N.  Y. 

Filed  March  4.  1935.     Serial  No.  362.126.     PUBLISHED 
JULY  23,  1936.     CUss  21. 

328.719.  THREADS.  GuDEBROD  BROS.  SiLK  Company, 
Philadelphia,  Pa. 

Filed  March  2.  1935.     Serial  No.  362,086.     PUBLISHED 
JULY  9,  1936.     Class  43. 

328.720.  AIXIINATE  PRODUCT  TO  BE  USED  IN  THE 
BAKERY  TRADE  TO  GIVE  BETTER  KEEPING  AP- 
PEARANCE, AND  TASTE  TO  BREAD  AND  OTHER 
PRODUCTS.     Kelco  Company,  San  Diego,  Calif. 

Filed  March  1,  1935.     Serial  No.  362,029.     PUBLISHED 
APRIL  23,  1035.     Class  6. 

328  721.  DEVICES  FOR  CONTROLLING  AND  SIMUI>- 
TANBOUSLY  RECORDING  DRY  BULB  TEMPER 
ATURE8  AND  WET  BULB  TEMPERATURES 
(EITHER  OR  BOTH).  WET  BULB  DEPRESSION, 
RELATIVE  HUMIDITY  AND  SIMILAR  VARIABLE 
PHYSICAL  QUANTITIES.  JoHNSON  Sebvice  Com- 
pany, Milwaukee.  Wis. 
Filed  February  28,  1935.  Serial  No.  361.967.  PUB- 
LISHED JULY  23.  1935.    Class  26. 

328.722.  MEN'S    SUITS    AND    RAINCOATS    OP    SILK. 
FiNCHLKY  Inc.,  New  York.  N.  Y. 

Piled   February   28,    1936.      Serial   No.    861.955.      PUB- 
LISHED JULY  16,  1935.     aass  39. 

328.723.  WINES.     Alex  D.  Shaw  k  Co..  Inc.,  New  York, 
N.  Y. 

Filed   February   25,    1935.      Serial   No.    361.823.      PUB 
LISHED  JULY  23,  1935.     Class  47. 

828.724.  METAL  STALLS.  CURB  CLAMPS,  ALIGN 
MENT  DEVICES  FOR  ALIGNING  CATTLE  IN 
STALLS.  STANCHIONS.  STOCK  DRINKING  BOWLS 
FOR  GRAVITY  AND  PRESSURE  WATER  SYSTEMS 
AND  METAL  VALVES  FOR  SAME.  CEMENT  AN- 
CHORS, ETC.     Stabline  Inc.,  Harvard,  111. 

Filed   February   21,    1936.      Serial    No.   361,697.      PUB- 
LISHED JULY  23.  1935.     ClaRs  13. 

328.725.  MUSICAL  INSTRUMENTS— NAMELY,  COR- 
NETS. TRUMPETS.  CIARINET8,  TRUMB0NE8. 
SAXOPHONES.  ALTO  HORNS.  BARITONES, 
BA88K8.  FLUTES,  AND  PICCOLOS.  Scherl  & 
Roth.  Inc.,  New  York,  N.  Y. 

Filed  March  2.  1936.     Serial  No.  362.093.    PUBLISHED 
JULY  23.  1935.     Class  36. 

828.726.  WHISKEY.     A.  RosENeERQEB.  Kansas  City,  Mo. 
nied  June  10,  1935.     Serial  No.  366,027.     PUBLISHED 

JULY  23,  1935.     Class  49. 

828.727.  BREAD  AND  CONCENTRATED  PRUNE  JUICE. 
THE  W.  E.  IX)NO  CO.,  doing  bu8ine^s  as  The  Holsum 
Bakery.  Chicago.   111. 

Filed  May  20,  1935      Serial  No.  366.141.     PUBLISHED 
JULY  23,  1936.     Class  46. 

328.728.  WHISKEY  AND  GIN.  Ramshead  Distilling 
CO.,  Chicago,  111. 

Filed    December    3,    1934.      Serial    No.    858,867.      PUB- 
LISHED MARCH  26,  1936.     Class  49. 

328.729.  COLLOIDAL  IRON  INGREDIENTS  SUITABLE 
'  TO   ADD  TO  FOODS  AND  IN  A   FORM  READY  TO 

BE  COMBINED  WITH  THE  OTHER  INGREDIENTS 
OF  THE  DIFFERENT  FOODS  WITH  WHICH  IT  IS 
COMBINED,  IN  THE  PREPARATION  OF  THE  PAR- 
TICULAR FOOD.  Chemical  Industbies  Cobpoba- 
TioN,  Indianapolis,  Ind. 
Filed  December  20.  1984.  Serial  No.  350,&02.  PUB- 
LISHED JULY  16.  U935.     Class  6. 


328.730.  FELT  HATS  FOR  MEN.  Hat  CORPORATION  0» 
America,  Norwalk,  Conn. 

Filed    December  22.    1934.      Serial  No.    359,583.      PUB- 
LISHED JULY  2,  1936.     Class  39. 

328.731.  GOLF  BALLS.  Stowe-WoodwaRD,  IncorpO- 
BATEb,  Newton  Upper  Falls,  Mass. 

Filed    January    2,    1935.      Serial    No.    359,868.      PUB- 
LISHED JULY  23,  1985.     Class  22. 

328.732.  ABSORBENT  COTTON,  G-\UZE  BANDAGES, 
ADHESIVE  PLASTER,  AND  TAPE.  The  Forest 
CITY  RUBBER  COMPANY,  Cleveland,  Ohio. 

Filed    January    12,    1935.      Serial    No.    360,171.      PUB- 
LISHED MARCH    19,   1935.     Class  44. 

328.733.  SHOE  POLISH  AND  SHOE  CLEANERS. 
Benjamin  Gittleman,  doing  business  as  The  Lincoln 
Slioe  Products  Mfg.  Co.,  Providence,  R.  I. 

Filed    January    14,    1935.      Serial    No.    360,225.      PUB- 
LISHED JULY  23,  1936.     Class  4. 

328.734.  SEAT  ^ADS  AND  COVERS.  AMERICAN  COVER 
Corporation,  St.  Louis,  Mo. 

Filed    January    17.    1936.      Serial   No.    360,340.      PUB- 
LISHED JULY  23,  1935.     Class  32. 

328  735.  FACE  POWDER.  LIP  STICK.  FACE  ROUGE, 
CLEANSING  CREAM.  COLD  CREAM.  FOUNDATION 
CREAM,  ASTRINGENT  LOTION,  NAIL  POLISH, 
NAIL  POLISH  REMOVER.  TISSUE  CREAM,  MAS- 
CARA EYE  SHADOW  PREPARATION,  HAND  LO- 
TION.' MUSCLE  OIL  AND  BRILLIANTINE,  BATH 
SALTS,  BATH  OIL,  BODY  POWDER,  RUBBING 
ALCOHOL,  PERFUME,  AND  TOILET  WATER. 
lURRY  D.  KOENio,  doing  business  as  Swan  Luxuries 
Co.,  New  York,  N.  Y. 
Filed  January  23,  1935.  Serial  No.  360,694.  PUB- 
LISHED JULY  23,  1935.     Class  6. 

328.736.  TEXTILE  DIAPERS.  Mary  Compassion  MaC- 
Eachen,  doing  business  as  S.  G.  Sh^erd,  Maumee, 
Ohio,  and  Fort  Thomas,  Ky. 

FUed   February   20,    1935.      Serial   No.   361.625.     PUB- 
LISHED JULY  2,  1935.     Class  42. 

828.737.  MENS  SUITS,  OVERCOATS,  TOPCOATS,  AND 
HATS.  Coleman  Zageir,  doing  business  as  The  Man 
Store.  Ashevllle,  N.  C. 

Filed   February    20.    1935.      Serial    No.    361.656.      PUB- 
LISHED JULY  9,  1935.     Class  39. 

328.738.  CLEANING  FLUID  FOR  CLOTHES,  UPHOL- 
STERY, AND  GENERAL  HOUSEHOLD  USE.  JOHN- 
SON  Oil  REriNiwo  company.  Chicago.  IlL 

Filed  April  11,  1934.     Serial  No.  349.834.     PUBLISHED 
JULY  23,  1935.     Class  4. 

328.739.  SILK  PIECE  GOODS.  Goldstkin-Wilkins  Cor- 
poration, New  York.  N.  Y. 

Filed  April  24,  1934.     Serial  No.  350,419.     PUBLISHED 
JULY  16.  1935.     Class  42. 

328  740  TEXTILE  FABRICS  OF  ALL  TYPES  AND 
STY-LES  MADE  OF  COTTON,  SILK,  ARTIFICIAL 
SILK.  OR  MIXTURES  OF  COTTON  AND  SILK.  OR 
MIXTURES  OF  COTTON  AND  ARTIFICIAL  SILK; 
BED  COVERINGS  AND  SIMILAR  ARTICLES  COM- 
PRISING SHEETS.  PILLOW  CASES.  BLANKETS. 
BED  SPREADS,  ETC.  PEPpbrelL  MANUFACrtBiNo 
company,  Boston.  Mass. 
Filed  April  26.  1934.     Serial  No.  350,438.     PUBLISHED 

JULY  2.   1935.     Class  42. 

328,741.  TEXTILE  FABRICS  OF  ALL  TYPES  AND 
STYLES.  MADE  OF  COTTON.  SILK.  ARTIFICIAL 
SILK,  OR  MIXTURES  OF  COTTON  AND  SILK,  OR 
MIXTURES  OF  COTTON  AND  ARTIFICIAL  SILK; 
AND  BED  COVERINGS  AND  SIMILAR  ARTICLES 
COMPRISING  SHEETS,  PILLOW  CASES.  BLAN- 
KETS, BED  SPREADS,  ETC.  Pbppbrkll  Manufac- 
tubino  Company,  Boston,  Mass. 
Filed  April  25,  1934.     Serial  No.  350,439.     PUBLISHED 

JULY  2.  1935.     Class  42. 
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828.742.  TEXTILE     FABHICS    OF    ALL    TYPES    AND 

STYLES  MAKE  OF  COTTON,  SILK.  ARTIFICIAL 
SILK.  OR  MLXTTRES  OF  COTTON  AND  SILK.  OR 
MIXTUUK.-^  "V  I'OTTON  AND  AKTIFICIAL  SILK; 
AM)  BED  COVERINGS  AND  SIMILAR  ARTICLES 
COMPRISING  SHEETS.  PILLOW  CASES,  BLAN- 
KETS. BED  SPREADS.  ETC.  PH'PEHell  Ma.sufac- 
TtRiNo  Company.  BostoD,  Mass. 
Filed  April  25.  1934.  Serial  No.  350.440.  PUBLISHED 
JDLY  2.  1935.     Class  42. 

328.743.  STEEL  STRINGS  FOR  STRINGED  MUSICAL 
INSTRUMENTS.  TO  WIT:  FOR  VIOLIN.  FOR  MAN- 
DOLIN.   FOR    BANJO,    FOR    TENOR     BANJO,    FOR 

,     GUITAR.    FOR    TENOR    GUITAR,    FOR    UKULELE. 

AND  FOR  TIPLE.     Grossman  Mosic  Co.,  CleTeland. 

Ohio. 
FUed   November    14.   1934.      Serial  No.   358.208.      PUB- 
LISHED JULY  2:^,  1935      Cla.^s  36. 

328.744.  RADIO  RECEIVING  SETS,  KITS  FOR  RADIO 
RECEIVING  SETS.  KUECTRIC  PICKUPS  FOR 
rnONOGRAPTIS.  AND  ACCESSORIES  AND  PARTS 
CONSISTING  OF  AERIALS.  BATTERY  ELIMINA- 
TORS, BINDING  POSTS,  ETC.  RCA  Victor  Com 
PAvY,  INC.,  Camden.  N.  J.,  assignor  to  RCA  Manii- 
factiiriner  Company,  Inc.,  Camden,  N.  J.,  a  corpora- 
tion of  Delaware. 

Flleil    Novmhpr    21,    1934.      SerUI   No.    358,497.      PUB- 
LISHED JANLARY  8.   19.15.     Claw  21. 

328.745.  CANNED  FOOD  FOR  DOGS  AND  CATS  AND 
OTHER  CARNIVOROUS  ANIMALS.  Merchants 
Skrvicb  Corp..   ChitaKo,  111. 

Filed    Dfrember    3,    1934        Serial    No.    358,850.      PUB- 
LISHED JANIARY  15,  1935.      Class  46. 

328,746       ESSENTIAL    OILS    AND   AROMATIC    CHEMI- 
CALS  FOR    PERFUMINC;    PURPOSES.      Ekwin    Skb- 
BACH,    doing    business    a.H    Edwin    Seebacb    Company, 
Npw  York,  N.   Y. 
Filed   May   6,   1935.      Serial  No.  364.597.     PUBLISHED 

JULY  16.  1935.     Class  6. 

328,747.       COTTON    PIECE    GOODS.       CAMPBELL    COM- 
PANT.  New  York,  N.  Y. 
Filed  May  7,  1935.     Serial  No.  364.616.     PUBLISHED 
JULY  9.   1935.      Class  42 
328,74><         LEATHER     SHOES.     FABRIC     SHOES.     AND 

SHOES    OF    LEATHER    AND    FABRIC.      The    Felt- 
M.4N  &  CCRMB  Shoe  Stores  Company,  Chicago.   Ill 
Filed    Mav  7,  1935.     Serial    No.  364,621.     PUBLISHED 
JULY   y.    1935.      Class  39. 

328.749.  COIN  CONTROLLED  AMUSEMENT  APPARA- 
TTR      Thk   E.xhibit  Sdpplt  Company,  Chicago,    III. 

Filed  June  17,   19.15.     Serial  No.  366,273.     PUBLISHED 
JULY  23,  1935.     Class  22. 

328.750.  COIN  CONTROLLED  AMUSMIENT  APPARA- 
TUS.    The  exhibit  Supply  Compant,  Chicago,  111. 

Filed  June  17.  1935.     Serial  No.  366,274.     PUBLISHBID 
JULY  23.    1935.     Class  22. 


328.751.  COIN  CONTROLLED  AMU8KMBNT  APPARA- 
TUS.    Th»  exhibit  Sopplt  Company,  Chicago,   111. 

Filed  June  17.  1936.     Serial  No.  366,276.     PUBLISHED 
JULY  23,    1935.      Class  22. 

328.752.  COIN  CONTROLLED  AMUSEMENT  APPARA- 
TUS.    GBNCO,  Inc.,  Chicago,  III. 

Filed  June  17.  1936.     Serial  No.  366,277.     PUBLISHED 
JULY  23.  1936.     Class  22. 

328,763.      COIN  CONTROLLED  AMUBBMBNT  APPARA- 
TUS.    ROck-Ola  MANorACTL'RiNo  CORPORATION,  Chi- 
cago, 111. 
Filed  June  17,  1935.     SerUl  No.  366,294.     PUBLISHED 

JULY  23,  1935.     Class  22. 

328.754.  COIN   CONTROLLED   AMl'SEMENT   Ari'ARA 
TUS.     Rock-Ola  llANUPACTURiNa  Corporation,  Chi- 
cago, 111. 

Filed  June  17,  1936.     SerUl  No.  366,295.     PUBLISHBD 
JULY  23.  1935.     Class  22. 

328.755.  COIN   CONTROLLED    AMUSEMENT  APPARA 
TUS.     Rock-Ola  MANurACTURiNo  Corporation,  Chi- 
cago, 111. 

PUed  June  17.  1936.     8«rial  No.  366,296.     PUBLISHED 
JULY  23,  1935.     Class  22. 

328,766.     COIN  CONTROLLED  AMUSEMENT  APPARA- 
TUS.    Rock-Ola  Mawufacturino  Corporation,  Chi- 
cago, 111. 
Filed  June  17,  1936.     Serial  No.  366,298.     PUBLISHED 
JULY  23,  1936.     Class  22. 

328.757.  WHISKEY  HTV  TUM.  BRANDY.  AND  ALCO- 
HOLIC CuRDlAl.."^  ('>minbntal  Distillino  Cor- 
poration. Philadelphia,  Pa. 

Filed  Jane  18,  1935.     Serial  No.  366,316.     PUBLISHBD 
JULY  23.  1935.     Class  49. 

328.758.  WHISKEY,  GIN,  RUM,  BRANDY,  AND  ALCO- 
HOLIC CORDIALS  Continental  Distilling  Cor- 
poration, riiiladelphla.  Pa. 

Filed  June  18,  1935.     Serial  No.  366.317.     PUBLISHED 
JULY  23.   1935.      riass  40 

328.759.  LUBRICATING  UILS.  St.\.\dard  Oit,  company 
of  California,  Wilmington,  Del.,  and  San  Franrisco, 
Calif. 

Filed  Jun..  .'l,    1».!5       .Serial   No.  365,746.      PUBLISHED 
JULY   16.    1935      Class  15. 

328.760.  COCKTAILS.  Town  Housi  Corporation,  Reno, 
Nev. 

FiltMl  June  3,  1935.     Serial  No.  365,761.     PUBLISHED 
JULY  23,  1936.     CUss  49. 

328,761       RUM.     United  Spirit  k  Wine   Import   Corp., 
New  York,  N.  Y. 
Filed   June  3,    1935.   Serial    No.   365.763.      PUBLISHED 
JULY  23.  1935.     Class  49. 

328.762.      FRESH   VEGETABLES.     Wrstrrn   VcOBTABLa 
Distributors,  Denver.  Colo, 
riled  June  4.  1935.      SerUl  No.  365.780,     PUBLISHED 
JULY  23.  1935.     Class  46. 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


328,763  (CLASS  38.  PRINTS  AND  PUBLICATIONS.) 
Jacob  Brandfon,  doing  business  as  Brandfon  Photos. 
Brooklyn.  N.  Y.     Filed  Aug.  2.  1936.     Serial  No.  367.916. 


NEVA-FADE 


For  Portraits  and  Commercial  Photographs. 
Claims  use  since  June,  1934. 


328.764.  (CLASS  38.  PRINTS  AND  PUBLICATIONS.) 
Hearst  Entkrprises,  Inc.,  New  York,  N.  Y.  Filed  Aug. 
1,  1935.     Serial  No.  367.898. 


LAWRENCE  SHAW 


For  Newspaper  Column  or  Section. 
Claims  use  since  Apr.  1,  1984. 


October  1. 1935 
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828.765.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  A.  &  H.  KAR8TRN.  New  York,  N.  Y.  Filed 
July  26,  1935.     Serial  No.  367,720. 


^^ 


^ST^ 


♦. 


(A 


For  Bottled  Milk  nnrt  Cream. 
Clalm:i  u  e  finoe  Jan.  1.  1934. 


32S.766.  (CLASS  16.  PAINTS  AND  PAINTERS'  MATE- 
RIALS.) Packard  Paint  k  Varnish  Co.,  Boston,  Mass. 
Filed  July  23,  1936.     Serial  No.  367,574. 


For  Dry.  PaFte.  and  Ready  Mixed  Paints,  Ready  Mixed 
Stains,  and  Paint  Enamels. 
Claims  use  since  April,  1931. 


828.767.  (CLASS  6.  CHEMICALS,  MEDICINES.  AND 
PHARMACEUTICAL  PREPARATIONS.)  Thk  Ham- 
mond Paint  k  Cmemical  Co  ,  Inc..  Beacon,  N.  Y.  Filed 
July  28,  1935.     Serial  No.  367,566. 

DO-ALL  DUST 

For  Insecticides. 

Claims  use  since  Dec.  1.  1983. 


828.768.  (CLASS  19.  VEHICLES.  NOT  INCLUDING 
ENGINES.)  Thk  Yale  k  Towne  Mancfacturino  Com- 
pany, Stamford.  Conn.  Filed  June  28.  1935.  Sertal 
No.  366.762. 

WALKER 


For  Motor  Driven  T:  uck8. 
Claims  use  since  1903. 


828.769.       (CLASS    49       DISTILLED    ALCOHOLIC    LIQ 
UORS.)     Baltischl  LiQiEcapABBiK  Otto  von  Blanck- 
bnhaohn-Allascr.  Mecklenburg,  Germany.     Filed  April 
2,  1935.     Serial  No.  363,312. 

Mentzendoitl 


For  Kummel. 

Claims  use  since  February,  1934. 


828,770.  (CLASS  6.  CHEMICALS,  MEDICINES,  AND 
PHARMACEUTICAL  PREPARATIONS.)  Lewis  Bick- 
MAN,  doing  business  as  L.  Beckman  &  Co.,  Philadel- 
phia, Pa.     Filed  Mar.  5,  1935.     Serial  No.  362.133. 


FOR  «  COUGH 


L.  Beckman   &.  Co.. 

For    Chewing    Gum    Containing    Medicaments    for    the 
Treatment  of  Coughs. 

Claims  use  since  Feb.  25,  1933. 


828,771.  (CLASS  37.  PAPER  AND  STATIONERY.) 
A0TOPOINT  COMPANY,  Chicago,  111.  Filed  Jan.  2,  1935. 
Serial  No.  359.842. 

Rcolpoint 

For  Fountain   Pens  and  Mechanical  Pencils. 
Claims  use  since  Jan.  18.  1932. 


328.772.  (CLASS  38.  PRINTS  AND  PUBLICATIONS.) 
Barber  Photographic  Co.,  Newark.  N.  J.  Filed  Dec 
24,  1934.     Serial  No.  359,608. 

Panel-Urt  Prints 


For  Photographic  Prints. 
Claims  use  since  July  1.  1934. 


328,773.  (CLASS  34.  HEATING.  LIGHTING.  AND 
VENTILATING  APPARATUS.)  The  Moobi  Corpora- 
tion. Jollet,  111.  Filed  Jan.  20.  1934.  Serial  No. 
346,315. 

MOpR€  's5 

flC  V-E  R 3*1  BL-E 

For  Gas  Stoves  and  Rangps. 
Claims  use  since  October,  1926. 


328.774.  (CLASS  14.  METALS  AND  METAL  CAST- 
INGS AND  FORGINGS.)  M.  Swift  k  Sons,  Incorpo- 
rated. Hartford.  Conn.     Filed  Dec.  7,  1933.     Serial  No. 

344.614. 

PICMENT-PRIMED 

For  EmbosHlng  Gold  In  Shoet  and  Roll  Form. 
Claims  use  since  Nov.  20,  1933. 


328.775.  (CLASS  19.  VEHICLES.  NOT  INCLUDING 
ENGINES.)  The  Stminoton  Company.  New  York, 
N    Y      Filed  Aug.  12,  1932.     Serial  No    329.510 

For  Nests  of  Springs  for  Railway  Trucks. 
Claims  use  since  Aug.  9.  1932. 


TRADE-MARK  REGISTRATIONS  RENEWED 


12,857.  LAUNDRY  AND  TOILET  SOAP.  Registered  De- 
cember 15,  18S5.  N.  K.  Faibbank  &  Co.,  Chicago,  111. 
Re-renewed  December  15.  1935.  to  Gold  Dust  Corpora- 
tion, Npw  York,  N.  Y..  a  corporation  of  New  Jersey,  as- 
signee by  mesne  assignments. 

104,157.      CERESIN.      Registered    May    4,    1015.      Ebnst 

SCHLIEMANN'S     EXPOBT  CEaESlN-FABHIK.     GlSKLLSCHArT 

MIT   BKSCHB.INKTER    IlAFTrNG.    Hamburg,    Germany,    a 
corporation    of    Germany.      Renewed    May    4,    1935. 

104,168.  CERESIN.  Registered  May  4.  1915.  Ebnst 
SCHLIEMA.VS'S  Export-Ciresi.n-Fabrik,  Gbsillschaft 
MIT  beschbAnktkr  Haftvno,  Hamburg.  Germany,  a 
corporation  of  Germany.     Renewed  May  4,  1935. 

105.292.  CERTAIN  NAMED  CANNED  AND  BOTTLED 
VEGETABLES  AND  FRUITS.  Registered  July  13. 
1915.  Gko.  S.  Dadghebty  Company,  littsburgh.  Pa.,  a 
corporation  of  PennsylTania.     Renewed  July   13,  1935. 

105.342.  CERTAIN  NAMED  TANNBD  AND  BOTTLED 
VF/GETARI.ES  AND  FRTITS  Registered  July  20,  1915. 
<;io.  S.  I)Ai  ijHKRTY  Compa.vy.  Pirtsburtjh,  Pa.,  a  corpora- 
tion of  Pennsylvania.     Renewed  July  20,  1935. 

105,821.  A  DISINFECTANT  LIQUID.  Registered  August 
17,  1915.  Chaklks  K.  Lbvy,  MinneapoUs.  Minn.  Re- 
newed August  17.   1935. 

105.865.  METAL-POLISHES.  Rejrlstered  August  24, 
1915.  Orona  M»g.  Co.,  Boston,  Mass.  Renewed  Aagnst 
24,  1935.  to  Orona  Manufacturing  Co..  Cambridge.  M««a.. 
a  corporation  of  Massachusetts. 

105.866.  MHTAI^-POLISHES.  Registered  August  24. 
1915.  Oro.va  .Mr<7.  Co.,  Boston,  Maas.  Renewed  August 
24,  1935,  to  Orona  Manufacturing  Co.,  Cambridge.  Mass., 
a  corporation  of  Ma."»8ach08etts. 

105,9.38.  CROCHET  COTTON.  Registered  August  81. 
1915.  Carson,  Pirie.  Scott  &  Co.  Renewed  August 
31,  1936,  to  Carson  Plrle  Scott  &  Company,  Chicago, 
111.,  a  corporation  of  Illinois,  assignee. 

105.939.  CROCHET  COTTON.  Reglstere<l  August  31, 
1915.  Carson,  IMric,  .Scott  &,  Co.  Renewed  August 
31.  1935,  to  Carson  Plrle  Scott  &  Company,  Chicago, 
111.,  a  corporation  of  Illinois,  assignee. 

105.963.  SELF-RISING  WHE.\T  FLOUR.  Registered 
August  31,  1915.  Phoe.nix  Floor  Mill,  Evansville.  Ind. 
RpDPWPd  August  .31,  1935,  to  Igleheart  Brothers,  Incor- 
porated, New  York,  N.  Y.,  a  corporation  of  Delaware, 
assignee. 

106,081.  CANDY.  Registered  October  5.  1915.  Powbllb, 
New  York,  N.  Y.  Renewed  October  5,  1935,  to  Squirrel 
Brand  Company.  Cambridge.  Mass.,  a  corporation  of 
Massachusetts,    assignee   by   mesne   a.sglgnments. 

106  r^nr?.     men'S  and  women's  boots  and  shoes 

MADE  WHOIXY  OR  IN  PART  OF  LEATHER  AND 
CLOTH.  Rp.;i8tered  October  19.  1915.  to  Ault-William- 
80M  Shoe  i-'o  .  Ellsworth  Maine  Renewed  October  19, 
1915,  to  Ault  Wllllam.-<on  Shoe  Compaoj-,  Auburn,  Maine, 
a    corporation    of    Maine. 

106.517.      WHITE    MINERAL    OIL    FOR    USB    IN    THE 

TREATMP:NT  of  constipation.  Registered  October 
19,  lOl.'i  STANDARD  OiL  COMPANY  OF  NEW  YORK.  Re- 
newed October  19.  19.35,  to  Socony-Vacuum  Oil  Company, 
Inoorporatpd.  NVw  York.  N.  Y..  a  corporation  of  New 
York,  by  fbange  of  name. 

107,072.  TOASTED  CORN  FLAKES.  TOASTED  WHEAT 
BISCUITS,  AND  TOA.STED  WHEAT  FLAKE58.  Regis- 
tered Novpmbpr  9,  1915.  Kbllogo  Toasted  Cob.n  Flaks 
Co.  Hpn^'w^•d  .November  9.  1935.  to  Kellogg  Company. 
Battle  Creek.  Mich.,  a  corporation  of  Delaware,  as- 
sigDPe. 
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107.106.  LUBRICATING-OIL  Registered  November  9, 
1915.  Standasd  Oil  Company  or  New  Yosk.  Renewed 
November  9,  1935,  to  Socony-Vacuum  Oil  Company,  In- 
corporated, .New  York.  N.  Y.,  a  corporation  of  New  York, 
by  change  of  name. 

107.783.  PERFUMED  AND  OTHER  KINDS  OF  SOAP 
AND  SOAP  POWDER  INTENDED  FOR  THE  TOILET. 
Registered  December  28,  1915.  John  Gosnsll  A  COM- 
I'ANT,  Limited,  London,  F:ngland,  a  corporation  of  Great 
Britain.     Renewed  December  28,  1935. 

107.902.  SLOT  MACHINES  FOR  VENDING  PLAIN  OR 
AERATED  WATE».  Registered  January  4.  1916. 
CENtADRiNK  FILTERS  CO.  INC.  Renewed  January  4.  1936. 
to  I»uro  Filter  Corporation  of  America,  New  York,  N.  T., 
a  corporation  of  New  York,  sncceasor. 

107,984.  BELTING  MADE  OF  COTTON  AND  RUBBER. 
Registered  January  4,  1916.  The  Republic  Rubber 
CoMPANT,  Teungstown-.  Ohio,  a  corporation  of  Ohio. 
Renewed  January  4,  1936. 

108.056.  INFANTS'  HOSIERY.  Reglstere<l  January  11, 
1916.  8.  8.  Kressb  Company.  Detroit,  Mich.,  a  corpora- 
tion of  Delaware.     Renewed  January  11.  1986. 

108.118.  EGG-BEATERS.  Registered  January  18,  1916. 
The  Tusnbr  k  Seymour  Manovactcrino  Co.,  Tor- 
ington.  Conn.,  a  corporation  of  Connecticut.  Renewed 
January  18.  1936. 

108.261.  FRUIT  BEVERAGES.  Registered  January  25, 
1916.  Oltmpia  Brewing  Compant,  Olympla,  Wash., 
a  corporation  of  Washington.  Renewed  January  26, 
IMA. 

108.318.  BGO-BEATSRS.  RcgUtered  January  25.  1916. 
The  Turner  &  Seymour  MAWcrAcTURiNO  Co.,  Tor- 
rington.  Conn.,  a  corporation  of  Connecticut.  Renewed 
January  25,  1936. 

108.341.  DIAPHRAGM-VALVES.  Registered  February  1. 
1916.  National  Heoulatob  Co..  ChIca;o,  IlL,  a  corpo- 
ration of  Illinois.     Renewed  February  1,  1936. 

108.848.  MATTRESSES.  Registered  February  1.  1916. 
ROBERTi  BRO.S.  Renewed  February  1.  1936.  to  Robertl 
Bros.,  Los  Angeles,  Calif.,  a  corporation  of  California, 
assignee. 

108.422.  LUBRICATING  OII^  AND  RiST  PRF^ 
VENTIVES.  Registered  Fthruary  8.  1!»16.  M.  Hartley 
DODOI,  New  York,  N.  Y  Renewed  February  H,  1930. 
to  Remington  Arms  Company,  Inc.,  Bridgeport.  Conn., 
a  corporation  of  Delaware,  assignee  by  mesne  assign- 
ments. 

108.423.  LUBRICATlNO-OILS  AND  RUST  PRE- 
VENTIVES. Registered  February  8,  1916.  M.  Habtlet 
DODOE,  New  York.  N.  Y.  Renewed  February  8.  1936, 
to  Renlngton  Arms  Company.  Inc..  Bridgeport,  Conn., 
a  corporation  of  Delaware,  assignee  by  mesne  assign- 
ments. 

108.466.  CHICK  AND  HEN  FEED.  Registered  February 
8.  lOlf.  F  R  Chamberlain  Co.,  St.  Louis,  Mo.  Re- 
newed Fet)ruary  8,  1986,  to  F.  B.  Chamberlain  Company, 
East  St.  Louis,  llL,  and  8t.  Louis,  Mo  ,  a  corporation 
of  Illinois. 

108,498.  BREAD.  Registered  February  8.  1916.  Special- 
ty Baking  Company.  New  York.  N.  Y.  Renewed  Febru- 
ary 8,  1936,  to  Messing  Bakeries  Incorporated,  Brooklyn, 
N.  Y..  a  corporation  of  New  York,  assignee  by  mesne 
assignments. 
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108.648.  FLOOR  DRAINS  AND  TRAPS.  Registered 
February  16.  1916.  Champton-Farlet  Bbabs  Co..  Kansas 
City.  Mo.,  a  corporation  of  Missouri.  Renewed  Febru- 
ary 16,  1936. 

108,679.  BABBITT  METAL.  Registered  February  16, 
1916.  Syracdsb  Smelting  Works,  Brooklyn,  N.  Y..  a 
corporation  of  New  York.     Renewed  February  16,  1936. 

108.601.  DOOR  HINGES  AND  ENAMEL  WARE.  Reg- 
istered February  16,  1916.  Herr  &  Company,  Lan- 
caster. Pa.,  a  <orporation  of  Pennsylvania.  Renewed 
February  16,  1936. 


108,626.  KNIT  UNDERWEAR  AND  HALF-HOSE.  Reg- 
istered February  15,  1916.  The  Winstkd  Hosiery  Com- 
pany, Winsted.  Conn.,  a  corporation  of  Connecticut. 
Renewed  February  15,  1936. 

108,754.  PETROLEUM.  KEROSENE.  GASOLENE.  BEN- 
ZIN.  AND  NAPHTHA.  Registered  February  22.  1916. 
Riverside  Oil  Company,  Pittsburgh,  Pa.  Renewed  Feb- 
ruary 22,  1936.  to  Marathon  Oil  Company.  Tulsa, 
Okla.,  a  corporation  of  West  Virginia,  assignee  by 
mesne  assignments. 


LABELS 

REGISTERED  OCTOBER  1,  1935 


46,392.— T«Ie.-   HIAWATHA    EVERGREENS.      For   Ever- 
greens.    W.  P.  O.   ALLEN,  doing  business  as  North- 
west   Evergreen    Company,    Bremerton,    Wash.      Pub- 
lished   June    18,    19.35. 
46,393.— T«ic;  M0REV8.     For  Qraphited  Oil.     Atlantic 
PLCNDING   Company.    Qulncy,    Mass.      Published    Au- 
gust 15.  1935, 
46,.394.— r<f/e.-    CORSICAN.      For   Tokay    Wine.      Bbonte 
CHAMPAONE  ft  WIN*  Co.,  INC.,  Detroit,  Mich.     Pub- 
lished June  1,  1985. 
46.395— Title;    CANAVA.      For    Cigars.      Canava    Cigar 
COMPANY.  Chicago,  111.     Published  November  2,  1934. 
46.S9Q.— Title:    DOBRY'S    BEST.       For     Flour.       Dobby 
Fi-oi  b  MILLS,   INC.,  Yukon,  Okla.     Published  August 
14,   1935. 
46,397.— 7H<lr:  DOBRY'S  SUNSWHBT.   For  Flour.    DOBbt 
FLOUR  mills,   INC  .   Yukon.  Okla.     Published  August 
14,  19:{5. 
46,398— Ttf Jr.-   DOBRY  8   BEST    OF   THE    WEST.      For 
Flour.     DoBRY  FiorB  Mills,  Inc.,  Yukon,  Okla.    Pub- 
lished August  14,  1936. 
46,399— rifJf.       DOBRY'S      SWEETHEART      OF      THE 
WEST.       For     Flo'ir.       DOBBy     Floub    Mills.     Inc., 
Yukon.  Okla.     Published  August  14,  1936. 
4fi,400.— Title:    OHIO    STATE.      For    American    Blended 
Scotch   Whiskey.     Jacob   L.   Elk,   doing  business   as 
Elk   Importing  Co..   Cleveland.   Ohio.      Published   Au- 
gust 3,  1936. 
46.401 —T«Mf.-     ELK'S    CHOICE     OF    PENNSYLVANIA. 
For    Straight    Rye    Whiskey.      Jacob   L.   Elk.    doing 
business  as  Elk  Importing  Co..  Cleveland.  Ohio.     Pub- 
lished   August    3.    1935. 
46,402. — Title:  FIRM-FLEX.     For  Weather-Strlps.     Gard- 
ner  WISE  CO.,   Chicago,   111.      Published   August    10, 
1935. 
46,403— Title:    PACIFIC    KINO.      For    Canned    Salmon. 
F.    A.    G088E    COMPANY,    Seattle.    Wash.       Published 
August  8.   19.35. 
46.404— T«If.-   PIP   BUBBLE  GUM.      For   Bubble  Chew- 
Ing-Gum.      GUM,    INC.,    Philadelphia,    Pa.      Published 
August  9.  1986. 
4^.405. — Title:  BI'B  BUBBLE  GUM.     For   Bubble  Chew- 
Ing-Gum.      GUM,    INC..    Philadelphia,    Pa.      Published 
August   13,   1936. 
46.406.— r« If:  CALIFORNIA  FRUIT  SALTS.     For  Fruit 
Salts.      ARTHUR    N.    HANSON,   doing  business   as  Call 
fornla    Fruit    Salts    Co..    Atlantic    Highlands.    N.    J. 
Published   June   27,    1936. 
4^,407— Title:    HARTZ    MOUNTAIN.      For    Sanitary    Air 
Cleaned    Bird    Gravel    With    Bird    Charcoal.      Hartz 
Mou.NTAiN    PRODUCTS    INC..    New    York.   N.    Y.      Pub- 
lished   June    14,    1935. 
46,408— Tifle;      AMSTERDAM      FINE      SHEETS.        For 
Sheets.      Hens    ft    KElly    company,    Buffalo,    N.    Y. 
Published    August    15,    1936 
46,40ii.— Title:  MIXING  BAR  SUGAR.     For  Sugar.     JOHN 
HiLOERT,  JB.,  Akron.  Ohio.     Published  June  21,  1935. 
4«,4W.— Title:     IGA.       For    Condiments.       Independent 
OBOCBRs    .\i.lianck  Distbibuting   COMPANY,  Chicago, 
111.     Published  May  7,  1935. 


46,411.— 3r'«/e;     lO.i.        For     Condiments.      Independent 

GROCERS    ALLIANCE    DISTRIBUTING    COMPANY,    CblcagO, 

111.     Published  May  7,  1935. 

46,412— Title;  IGA.  For  Spices.  Independent  Qbocem 
ALLIANCE  DiSTSiBiTiNG  COMPANY,  Chicago,  111.  Pub- 
lished May  7.   1935. 

4QAVi.—TitU:  CELLOWAVE.  For  Fluid  Used  In  Setting 
Waves  in  Women's  Hair.  La  Fain  Sales  CO.,  Buf- 
falo. N.  Y.     Published  June  26.  1936. 

46,414.— Title:  LIPTON  BL.\CK  ft  GREEN  MIXED  TEA 
(BLACK  &  GREEN).  For  Tea.  Thomas  J.  Lipton, 
INC.,  Hoboken.  N.  J. ;  Chicago,  111. :  and  San  Fran- 
cisco. Calif.      Published  May   15.   1935. 

46.416. — TUle:  WILLIAMS  RAISIN  BREAD.  For  Raisin 
Bread.  The  W.  E.  Long  CO.,  Chicago,  111.  Published 
July  15,  1935. 

46.416.— Title;  MARCO.  For  Cigars.  Mabco  Cigar  Com- 
pany, Tampa,  Fla.     Published  August  1,  1985. 

46,417— Titip;  RED  WING  SILK  TISSUE.  For  Bath- 
room Tissue.  A.  W.  MENDENHALL  COMPANY,  Kansas 
City.   Mo.     Published  July   16.    1935. 

46.418— Title;  TROPICAL  BITTERS.  For  Bitters. 
Theodobe  .\nthony  Monch,  doing  business  as  T.  A. 
Monch,  St.  Louis.  Mo.     Published  July  15.  1935. 

46,419.— ritl«;  SHEDS  WATER  LIKE  A  DUCKS  BACK. 
For  Garments.  Nkva-Wbt  Corporation  of  Ambbica, 
INC.,  New  York,  N.  Y.     Published  January  15,  1936. 

46,420— Title;  77  SUPREME  MIXER.  For  a  Blend  of 
Grapefruit  and  Other  Citrus  Flavors  Fruit  Acid, 
Crystal  Cane  Sugar  Syrup  and  Sparkling  Carbonated 
Water.  Orange  Crush  Bottling  Company,  Rock 
Island,  111.     Published  August  2,  1935. 

46.421. — Title:  SERGEANT'S.  For  a  Liniment  for  Dogs. 
POLK  MILLER  Products  corporation,  Richmond,  Va. 
Published    August    15,    1935. 

46.422.— Title;  SERGEANTS.  For  Sarcoptlc  Mange 
Medicine  for  Dogs.  Polk  Mili.er  Products  Corpora- 
tion, Richmond,  Va.     Published  April  15.  1935. 

46,423. — Title;  SERGEANT'S.  For  a  Powder  for  Killing 
Fleas,  Lice,  and  Ticks  on  Dogs,  Cats,  Foxes,  and 
Birds.  POLK  MILLER  products  Corporation,  Rich- 
mond, Va.     Published  August  15,  1935. 

46,424— Title;  POLAND  MINERAL  .SPRING  WATER. 
For  Carbonated  Mineral  Spring  Water.  HiRam 
RiCKER  &  Sons.  South  Poland  and  Poland  Spring, 
South  Poland,  Maine.    Published  July  29,  1936. 

46,425— Title;  POLAND  SPRING  GINGER  ALE  For 
Ginger  Ale.  Hibam  Ricker  ft  Sons,  South  Poland 
and  Poland  Spring,  South  Poland,  Maine.  Published 
July  29.  1936. 

46,426— Title;  SMACO  CAROTENE  IN  OIL.  For  a  So- 
lution of  Carotene  in  Cottonseed  Oil.  S.  M.  A.  Cor- 
poration, Cleveland,  Ohio.  Published  August  28, 
1935. 

46,427.— Title;  SMACO  CAROTENE  WITH  VITAMIN  D 
CONCENTRATE  IN  OIL.  For  a  Solution  of  Caro- 
tene In  Cottonseed  Oil  Plus  the  Vitamin  D  Concen- 
trate  of  Cod  Liver  Oil  in  Oil.  S.  M.  A.  Corporation, 
Cleveland,  Ohio.     Published  August  28,  1935. 
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46,428— ri^r;  SMACO  CAROTENE  WITH  VITAMIN  D 
CONCENTRATK  IN  OIL.  For  a  Solution  of  Caro- 
tene In  *  i."i,ijset.l  Oil  Plus  the  Vitamin  D  Concen- 
trate of  Cud  Liver  Oil  In  Oil.  8.  M.  A.  Corpohation, 
Cleveland,  Ohio.     Published  Ao^st  28,  1936. 

■kQ.422.      Title:  SMACO  CAROTENE   IN  OIL.     For  a   8o- 

lurion   of  Carotene   in   Cottonseed  Oil.      S.   M.   A.   COH- 
piiRATTON,    Cleveland,    Ohio.       Published    August     28, 

46,430.— T<Ne.-  CELEKV.  For  Celery  Seed.  A.  Schilling 
&  COMPANY,  San  Francisco,  Calif.  Publlahed  June  1, 
1933. 

4e,4Zl.— Title:  ROSFMARY  LEAVES.  For  Rosemary 
-Leaves.  A.  Schilli.nu  &  Compant,  San  Francisco, 
Calif.     Published   June   1,  1933. 

46.432.— Title:  POPPY.  For  Poppy  Seed.  A.  Schilling 
k  Compant,  San  Francisco,  Calif.  Published  June 
1.    1933. 

46,433— Titfe.-  PICKLINC,  WHOLE  SPUE.  For  Pick- 
ling Spices.  A.  ScHiLM.vG  &  COMFA.VY,  San  Fran- 
daco,  Calif.     I'ublished   June  1.   1933. 

46,4.14 —TifJe.  OKEGANO.  For  Oregano  Leaves.  A. 
schilling    &    Company     San    Francisco,    Calif.      Pub- 

lisheil  June   1.    1933. 

46,435  -ritJe.  JAPAN  CHILLIES.  For  Japan  Chllllea. 
A.  SCHiLLiNt;  &  COMPANY.  San  Francisco,  Calif.  Pub- 
lished June   1,   1933. 

46. 43H.— Title:  B.\Y  LKAVES.  For  Bay  Leaves.  A. 
SCHILLING  &.  COMPANY,  San  Francisc'i,  Calif.  Pub- 
lished June  1,   1933. 


4(^.437  —7  itle:  CARAWAY. 
Schilling  k  Company, 
llshed   June    1,    19'53. 


For     Caraway     Seed.       A. 
San    Francisco,    Calif.      Pub- 


46,438.  — Tit/e.  CORIANDER  For  Coriander  Seed.  A. 
Schilling  k  Company  San  Francisco,  Calif.  Pub- 
lished  June    1.    1933. 

46,439— r«tt>.  DILL  SEED  For  Dill  Seed.  A.  Schil- 
ling A  COMPANY,  San  Franclaco,  Calif.  Published 
June  1,  1933. 

46,440. — Title:  CLOVES  For  Cloves.  A.  Schiluno  A 
COMPANY.  Sau  Francisco.  Calif  Published  June  1, 
1933. 

46.4AI.— Title:  ANISE  Fur  .\nise  Seed.  A.  Scuilung  k 
COMPANY,  San  Francisco,  Calif.  Published  June  1, 
1933. 

46,442 -^Tttl€.  ALLSPICE  For  Allspice  A  Schilling 
4  COMPANY,  San  Francisco,  Calif.  Published  June  1, 
1933. 

4tj,443. — Title:  PAPRIKA.  For  Paprika  A,  Schilling  k 
Company,  San  Francisco,  Calif.  Published  June  1, 
1933. 

4Q.444— Title  CARDAMON  F<)r  Cardamon.  A.  SCHIL- 
Li.NG  A  COMPANY.  San  Francisco,  Calif.  Published 
June  1,   1933 

4e,445.— THflc-  CHILI  POWDER.  For  Chill  Pow«ler.  A. 
SCHILLING  k  Company,  San  Francisco,  Calif.  Pub- 
lished   June   1,    1933. 

4Q,44P>— Title:  CINNAMON.  For  Cinnamon.  A.  Schil- 
ling   k    COMPANT,    San    Francisco,    Calif.      Published 

June  1,    193.i. 

46  447_r<lJe;  CHILI  TEPINES  For  Chill  Tepines.  A. 
SrHiLUN<;  &  COMPANY,  San  Francisco,  Calif.  Pub- 
lished June   1,   1933. 

46,448.— rU/e.-    THYME        For    Thyme.      A.    Schilling    k 
Company,    San    Francisco,    Calif       Published    June    1, 
1933. 


46,449.— ri//e.-  SAQE.  For  Sage.  A.  Schilling  ft  Com- 
pany. San  Francisco,  Calif.     Published  June  1.  19S3. 

46,460.— Title:  HUNGARIAN  PAPRIKA.  For  Hungarian 
Paprika.  A.  Schilling  k  Company,  San  Francisco, 
Calif.      Published   June   1.    1933. 

46,451 —r«l«.-  MARJORAM.  For  Marjoram.  A.  8chiX#- 
LING  k  COMPANY,  San  Francisco,  Calif.  Published 
June    1,    1933. 

46,452— T«l«;  CAYENNE.     For  Cayenne.     A.  Schiluno 

k  Company,  San  Francisco,  Calif.     Published  June  1, 

1933. 
46,453. — Title:    MACE.      For    Mace.      A.    Schilling    ft 

Company,   San   Francisco,  Calif.     Published   June   1, 

1933. 

46.454.— r«/e;  GINGER.  For  Jamaica  Ginger.  A.  Schil- 
ling ft  Company,  San  Francisco,  Calif.  Published 
June  1,  1933. 

46,455.— r«/e.-  PEPPER.  For  Black  Pepper.  A.  Schil- 
UXG  ft  Compant,  San  Francisco.  Calif.  Published 
June  1.  1933. 

46,456. — Title:  NUTMEG.  For  Nutmeg.  A.  Schilling  ft 
COMPANY,  San  Francisco,  Calif.  Published  June  1. 
1983. 

46,457— r«le.-  CURRY  POWDER.  For  Curry  Powder. 
A.  Schiluno  ft  Compant.  San  Francisco,  Calif.  Pub- 
Usbed   June  1,  1933. 

46,458. — Title:  CUMIN.  For  Cumin.  A.  Schiluno  ft 
COMPANY,  San  Francisco.  Calif.  Published  June  1. 
1933. 

46.469— 3<tJe.  BAKING  POWDER.  For  Baking  Powder. 
A.  SCHILLING  ft  COMPANY.  San  Frsncisco,  Calif.  Pub- 
lished October   1,  1933. 

4Q,4Q().—TUle:  OOLONG  TEA.  For  Tea.  A.  Schilling 
&  COMPANY,  San  Francisco,  Calif.  Published  June  1, 
1983. 

46,461  —ri»c.  JAPAN  TEA.  For  Tea.  A.  Schilling  ft 
COMPANY,  Snn  Francisco,  Calif.  Publlshetl  June  1, 
1933. 

46,462.— r«J«.-  COFFEE.  For  Ground  Coffee.  A  Schil- 
ling ft  COMPANY.  San  Francisco,  Calif  rubllshed 
January  5,    1933. 

46,463— ritl*-  DRIP  COFFEE.  For  Coffee.  A.  Schil- 
ling ft  (  riMPANY,  San  Francisco,  Calif.  Publlahed 
January  5,  1933. 

46.464.— T«{«.  ENGLISH  BREAKFAST  TEA.  For  Tea. 
A.  SCHILLING  ft  COMPANY,  San  Francisco,  Calif.  Pub- 
lished  June    1.    1933. 

46.465— riU«;  ORANGK  PKKOE  AND  PEKOE  TEA.  For 
Tea.  A.  gcuiLLiNo  ft  Company,  San  Francisco,  Calif. 
Published  June  1,  1933. 

46,466. — Title:  FOOD  NEWS.  For  Canned  Peas  Snidkr 
Packing  Cobpokation,  Rochester.  N.  Y.  I'ubllshed 
July    1.    1980. 

46,497— Title:  CORA  VIRGINIAS  POT  LIKKER.  For 
Pot-Liquor.  SotTTHMN  Kitchbns,  New  York,  N.  Y. 
Published   August   26,    1935. 

46,468.— Title:  SPEAKER  HOT-PATCH  VULCANIZING 
UNIT.  For  Vulcanizing  Derlces  for  Tires  and  Tubes. 
J.  W  SFBAKtK  CoRi'ORATiON,  ChlcaRo,  111.  I'ubllshed 
Au^'ust    1,    in;55 

4Q,4GQ —Title :  CHLORAL*. E.>IC.  For  .Mil.l  Counter-ir- 
ritant and  Analgesic  Ointment.  Ulmbb  Puabmacal 
Company,  Minneapolis,  Minn.  Published  July  29, 
1935. 

46,470.— riti€.  BEN  CAINE.  For  Benxocalne  and  Ben- 
zoic Compound  Anesthetic  Cream.  Ulmbh  Iiiar- 
MACAL  Company,  Minneapolis,  Minn.  Published  July 
29.  1935. 
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46,471. — Title:  CERADINE.  For  Organic  Iodine  Oint- 
ment. ULMEB  PUARMACAL  COMPANY,  Minneapolis, 
Minn.      Published  July   29,    1935. 


46,472.— Title;  DELUXE  CUSTOM  MADE.  For  Shoes. 
WORCBRTBR  PAPBB  BOX  MFG.  CO.,  Worcester,  Maas. 
Published  August  2,   1935. 


PRINTS 

REGISTERED  OCTOBER  1,  1935 


15,405.— r<t/«;  C.  L.  REED  SHOE  CO.  CORRECTIVE 
SHOES— FEATURED  SUPPORT— NATURAL  COM- 
FORT. For  Shces.  Abbaham  Dvilinsky.  Boston, 
Mass.     Published  August  15,  1935. 

15,406— T<«e.  FERN  ANDRA,  BEAUTY  IS  ITS  OWN 
EXCUSE  FOR  BEING.  For  Beauty  Preparations. 
HiNBY  KoftNlQ.  doing  business  as  The  Fern  Andra 
Company,  Chicago,   111.      Published   August    13,    1935. 

15,407.— Title;  TIMEPAY  PLAN.  For  Department  Store 
Merchandise.  Maison  Blanchb  Company,  New  Or- 
leans. La.     Published  July  21,   1935. 

15,408.— Title;  WHAT-ARE-THEY-SAYING  CONTEST. 
For  Meat  Products.  Edwin  F.  Mkikb,  New  Rochelle, 
N.  Y.     Published  August  7,  1935. 

16,409— 7'itle;  THE  ROYAL  CHURCH  SCHOOL  AWARD 
PINS.  For  Ornamental  Pins.  F.  H.  NOBUD  ft  CO., 
Chicago,  111.      Published  August  20,  1935. 


15,410.— ^-itle;  NU-DEAL  PRODUCT.  For  Flat  White 
Paint.  ND-DiAL  Paint  ft  Varnish  Co.,  Long  Island 
City,  N.  Y.     Published  October  6,  1933. 

15,411.— 'i'itle;  NEW  DE  LUXE  DR.  SCROLL'S  ZING 
PADS.  For  Pads  for  Stopping  Shoe  Pressure,  Pre- 
venting Sore  Toes  and  Blisters,  and  Removing  Corns. 
TH»  Scholl  Mpg.  Co.,  inc.,  Chicago,  III.  Published 
April  3,   1935. 

15,412. — Title:  TABLE  TREATS.  For  Canned  Food 
Products.  Schwabachkb  Bbos.  ft  CO.  inc.,  Seattle. 
Wash.     Published  August  4,  1935. 

15,413.— Tifle;  WATKINS  BRAND  SALT  FLOWS  FREE- 
LY AS  WATER.  For  Salt.  Watkins  Salt  Company, 
Watklns  Glen,  N.  Y.     Published  August  1,  1936. 
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19.716 
CONNECTER 
Theodore   Birkenmaier,   St.  Louis,  Mo.,   assirnor 
to  W.  N.  Matthews  Corporation,  St.  Louis,  Mo., 
a  corporation  of  Missouri 
Original    No.    1.849.999,    dated    March    15.    1932, 
Serial  No.  545,878,  June  22,  1931.     .Application 
for  reissue  March  29,  1935.  Serial  No.  13.:68 
5  Claims.     (CI.  287—75) 


5.  A  connecter  comprising  a  clamping  portion 
and  a  threaded  shank  having  a  cross  section  less 
than  a  complete  circle,  a  clamping  member  asso- 
ciated with  said  shank  ar^d  having  a  cross  section 
such  that  the  shank  and  said  member  together 
have  a  substantially  complete  circular  cross  sec- 
tion, a  nut  engaging  the  threads  on  said  shank 
and  encircling  said  shank.  v.hereby,  upon  rota- 
tion of  said  nut  relative  longitudinal  motion  is 
effected  between  said  member  and  said  shank, 
said  member  having  a  clamping  portion  facing 
said  first-named  clamping  portion,  said  portions 
being  shaped  to  receive  and  at  least  partially 
surround  a  plurality  of  wires,  so  that  when  said 
clampmg  portions  are  brought  together  by  ma- 
nipulation of  the  nut  said  wires  are  clamped  to- 
gether, and  an  unthreaded  portion  associated 
with  said  shank  on  which  the  remainder  of  the 
connecter  is  loosely  and  tiltably,  but  non-remov- 
ably  held  prisoner  to  said  threaded  shank. 


19.717 

ELECTRIC  COOKING  APPLIANCE 

Harvey  J.  Lipham,  Creamery.  Pa. 

Original  No.  1.825,406.  dated  September  29,  1931. 

Serial  No.  456.920,  May  29.  1930.     Application 

for  reissue  April  5,  1932,  Serial  No.  603.425 

10  Claims.     (CI.  219 — 43) 


Yf  ^ 


1.  In  an  electric  cooking  appliance,  a  heating 
unit  having  a  well  therein,  an  eye  leading  to  said 
well,  means  for  electrically  heating  the  interior 
of  the  well,  means  to  be  temporarily  held  in  a 
depressed  position  within  the  well  for  automati- 
cally ejecting  cooking  utensils  therefrom,  said 
means  when  elevated  functioning  as  a  closure  for 
the  well  and  manually  operated  means  to  hold 
the  ejecting  means  temporarily  depressed. 
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SPORT    OF    CITRrS    FRITT 

James  M.  .Ater.  Chula  Vista.  (  alif. 

Application  September  2.  1931.  Serial  No.  560.872 

1  Claim.     (CI.  47—62) 

The  citrus  variety  herein  disclosed,  character- 
ized by  fruit  which  when  ripe  has  exterior  color 
deep  orange.  Interior  color  yellow  verging  on 
orange,  exterior  shape  like  a  lemon  oblong  with 
umbonate  apexes,  and  juice  that  is  tart  resem- 
bling the  juice  of  both  the  orange  and  lemon 
In  flavor. 


143 

AGROSTIS    STOLONIFKRA 

Earle  M.  Barrows.  Minneapolis.  Minn. 

Application  August  20.  1934.  Serial  No.  740,647 

1  Claim.     (CI.  47—59) 

A  distinct  and  new  variety  of  Agrostis  stolO' 

nifera  as  herein  shown  and  described,  character- 


ized by  its  ability  to  produce  a  very  large  number 
of  plants  per  given  area,  forming  a  tough  and 
resilient  turf  of  great  density:  its  slender  leaves, 
involute  to  con-duplicate  in  form:  its  slender 
culms:  its  upright  habit  of  growth  in  turf  form; 
its  freedom  from  tendency  to  become  grainy  or 
fluffy  in  turf  form:  its  ability  to  withstand  close 
mowing  without  injury;  its  high  resistance  to  dis- 
ease; its  hardiness:  and  its  ease  of  vegetative 
reproduction. 
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2.015,649 

MUSICAL  TOP 

Patrick  Amell.  Honolulu.  Territory  of  Hawaii 

Application  January  9.  1935,  Serial  No.  1,064 

2  Claims.     (CI.  4ft— 32) 


4—* 


1.  A  device  of  the  class  described  comprising 
a  pair  of  hollow  sections,  a  tubular  stem  passing 
through  the  central  portion  of  the  sections,  said 
sections  being  spaced  apart,  said  stem  having 
holes  therein  placing  its  interior  in  communica- 
tion with  the  chambers  formed  by  the  hollow 
sections,  and  said  sections  having  holes  therein 
and  reeds  extending  over  the  holes. 


2,015,650 

DIRECTIONAL  GYROSCOPE 

Mortimer  F.  Bates,  Brooklyn.  N.  Y..  assigrnor  to 

Sperry    Gyroscope    Company.    Inc.,    Brooklyn. 

N.  Y.,  a  corporation  of  New  York 

AppUcation  Marcli  10.  1933.  Serial  No.  660.204 

2  Claims.     (CI.  33 — 204) 


1.  As  a  means  for  preventing  tilt  in  a  free  or 
directional  gyroscope,  the  combination  with  the 
rotor  and  rotor  bearing  casing,  and  means  for 
supporting  the  same  for  freedom  about  a  hori- 
zontal and  a  vertical  axis  with  the  spinning  axis 
substantially  horizontal  and  at  right  angles  to 
said  first  named  horizontal  axis,  of  means  for 
creating  a  differential  air  pressure  within  and 
without  said  casing,  opposed  ports  in  said  casmg 
along  the  horizontal  axis  thereof,  and  pendulous 
shutters  pivoted  adjacent  thereto  and  having  the 
inner  edges  normally  symmetrically  placed  at 
said  ports  and  adapted  to  create  unbalance  air  re- 
actions about  said  vertical  axis  upon  tilt  of  said 
casing  about  its  horizontal  axis. 


2.015.651 
IMPEDANCE  BOX 
Leo  Behr,  Philadelphia.  Pa.,  assignor  to  Leeds  & 
Northrup  Company,  Philadelphia.  Pa.,  a  corpo- 
ration of  Pennsylvania 
AppUcation  April  20.  1932.  Serial  No.  606,365 

7  Oaims.     (CI.  201—48) 
1.  A  resistance  box  suited  for  precision  meas- 
urements at  high  frequencies  of  alternating  cur- 
rent comprising  a  pair  of  rotatable  supports,  a 
group  of  resistors  mounted  on  each  of  said  sup- 

48 


ports  with  their  axes  substantially  parallel  with 
the  axis  of  rotation  of  the  support,  a  plurality  of 
contacts  at  one  end  of  each  of  said  supports  in- 
dividually connected  to  corresponding  terminals 
of  the  resistors,  a  second  set  of  contacts  at  the 
other  end  of  each  of  said  supports  individually 
connected  to  the  other  terminal  of  the  resistors, 
stationary  brushes  each  adapted  successively  to 
engage  the  contacts  at  one  end  of  one  of  said  sup- 
ports, and  a  stationary  brush  whose  opposite  ends 
successively  engage  the  corresponding  contacts  at 
the  other  ends  of  said  supports. 

if — — *^ 


4.  An  Impedance  box  comprising  a  rotatable 
support,  a  group  of  impedances  carried  by  aAld 
support,  a  group  of  contacts  carried  by  said  sup- 
port and  each  connected  to  one  of  said  imped- 
ances, brush  structure  for  selectively  Including 
said  impedances  in  circuit  comprising  superposed 
elements  terminating  in  nested  U-shaped  tips 
whose  contact-engaging  faces  are  greater  in  ex- 
tent than  the  spacing  between  adjacent  contacts 
and  spaced  in  the  direction  of  relative  motion  of 
said  contacts. 

2.015.652 
DEVICE    UTILIZED   IN   CONJUNCTION   WITH 
SHEET    PRINTING   PRESSES   FOR    SPRAY- 
ING THE  PRINTED  SHEETS  WITH  UQUID 
PARAFFIN  OR  THE  LIKE 
Kurt  Ber^ner.  Taucha.   near   I^elpxig,   Germany, 
assignor  to  "Rodas"  Maschinen-Fabrik  Roder- 
ick W.  Home.  Taucha,  near  Leipzig:.  Germany, 
a  corporation  of  Germany 
Application  March   1.  1933.   Serial  No.  659.064 
In  Germany  March  8.  1932 
6  Claims.     (CL  101—422) 


6.  The  combination  with  a  press,  having  a  de- 
livery table  and  adapted  for  printing  and  deliv- 
ing  sheets  in  succession  on  said  table  with  the 
printed  faces  up.  of  mechanism  for  coating  said 
printed  faces  with  quick  drying  anti -offset  liquid, 
said  mechanism  comprising  spray  producing 
means  mounted  to  move  toward  and  from  the 
delivery  end  of  the  press  parallel  with  the  table 
above  the  sheets  to  be  coated,  mechanism  to  re- 
ciprocate said  spray  producing  means,  and  mech- 
anism for  causing  a  spray  of  anti-offset  liquid  to 
be  projected  from  said  means  in  a  direction  away 
from  the  delivery  end  of  the  pres.s  and  onto  the 
.sheets  on  the  table  as  the  spraying  means  moves 
over  the  sheets  in  one  direction  only. 
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2.015.653 

DISPENSING  CONTAINER 

Champe  S.  Andrews.  North  Chattanooga.  Tenn.. 

assiirnor  to  Box  Blank  Corporation,  New  York. 

N.  Y.,  a  corporation  of  Delaware 

Application  Julv   15.  1932.  Serial  No.  622,653 

9  Claims.     (CI.  229— 7) 


*r,   .  m,        JH    Mi 


1.  A  machine  made  dispensing  container  com- 
prising a  self-supporting  set  up  body  portion,  a 
cover  portion  hinged  to  the  body  portion,  and  a 
separate  dispensing  medium  formed  from  a  single 
blank  of  paperboard  material  comprising  a  top 
wall  having  a  contracted  dispensing  opening  and 
a  sleeve  telescoped  endwise  into  the  body  portion 
and  extending  above  the  top  edge  thereof  to 
form  a  seating  collar  for  said  cover  portion. 


2.015.654 

SEWING   MAC  HINE 

Fred    Ashworth.    Wenham.    Mass.,    assignor    to 

United  Shoe  Machinery  Corporation,  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  March   1,  1932,  Serial  No.  596,051 

59  Claims.     (CI.  112 — 38) 


1.  A  sewing  machine  having,  in  combination, 
work  supporting  and  stitch  forming  devices  in- 
cluding a  needle,  and  means  rendered  operative 
upon  stopping  the  machine  and  acting  during  the 
continued  actuation  of  the  stitch  forming  devices 
to  move  the  work  out  of  the  path  of  the  needle. 

459  O.  G.- 


2,015.655 
SEWING  MACHINE 
Fred    Ashworth.    Wenham.    Mass.,    assignor    to 
United  Shoe  Machinery  Corporation,  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
Original   application   March   1.   1932,   Serial   No. 
596.051.    Divided  and  this  application  April  10, 
1934.  Serial  No.  719,886 

4  Claims.     iCl.  112—57) 


1.  In  a  sewing  machine,  the  combination  of 
stitch  forming  devices  comprising  a  hook  needle, 
a  shuttle,  and  a  take-up  mechanism  including  a 
rotary  take-up  member,  a  stationary  housing  for 
the  take-up  member  having  a  flat  surface  normal 
to  the  axis  of  rotation  of  the  take-up  member,  a 
take-up  roll  mounted  to  move  with  the  take-up 
member  and  arranged  to  engage  with  the  flat 
surface,  a  shield  secured  to  turn  with  the  take-up 
member  arranged  to  confine  the  thread  within 
narrow  limits  between  the  shield  and  the  said 
surface  of  the  housing  to  insure  the  engagement 
of  the  thread  by  the  take-up  roll,  and  guides  for 
positioning  the  thread  in  the  housing  with  rela- 
tion to  the  take-up  roll. 


2.015.6.56 

METHOD  OF  COVERING  ARTICLES 

Lewis  J.  Bazzoni.  Swampscott.  Mass..  assignor  to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  September  22.  1933.  Serial  No.  690,604 

10  Claims.       CI.  41—10) 


1.  That  method  of  making  a  decoratively  cov- 
ered article  which  comprises  providing  a  cover  of 
suitable  sheet  material  which  is  capable  of  being 
softened  and  a  blank  to  be  covered,  softening  the 
cover  and  simultaneously  applying  the  cover  to  a 
surface  of  the  blank  and  forming  upon  the  cover 
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while  it  is  in  a  softened  condition  an  ornamental 
design  wnich  is  different  from  the  design  of  said 
surface  of  the  blank. 


2.015.657 

COKING  RETORT  OVEN 

Joseph     Becker,     O'Hara    Township.     Allegheny 

County,  Pa.,  assignor  to  The  Koppers  Company 

of  I>elaware,  a  corporation  of  Delaware 

Application  January   19,  1932,  Serial  No.  587,541 

1  Claim.     (CI.  202—142) 


rr       r.      £■ 


A  horizontal  coke  oven  comprising  a  horizontal 
coking  chamber  and  combustion  heating  means 
therefor  comprising  two  heating  walls  on  opposite 
sides  of  the  oven  chamber,  each  of  said  heating 
walls  having  a  series  of  vertical  flame  flues  therein 
arranged  in  a  row  parallel  with  the  oven  chamber 
with  i>artltion  walls  between  said  flame  flues  and 
the  tops  of  the  partition  walls  and  the  top  of  the 
heating  wall  providing  between  them  a  horizontal 
gas  flow  space  along  the  top  of  the  heating  wall 
and  communicably  connecting  the  upper  parts  of 
the  flame  flues  in  the  heating  walls,  a  plurality  of 
crossover  flues  extending  over  said  oven  chamber 
and  communicating  with  the  horizontal  gas  flow 
space  at  the  upper  parts  of  the  flame  flues  in  each 
heating  wall  to  communicably  connect  the  flame 
flues  of  said  heating  walls  in  series,  said  cross- 
over flues  being  spaced  from  each  other  so  that 
each  of  them  is  communicably  connected  at  each 
end  thereof  with  vertical  flame  flues  on  opposite 
sides  thereof  along  the  heating  walls  and  so  that 
each  of  the  crossover  flues  may  be  required  to 
accommodate  gas  flow  to  and  from  sul>stantially 
only  a  part  of  the  vertical  flues  that  communi- 
cate with  the  horizontal  gas  flow  space  between 
each  two  crossover  flues,  the  effective  cross-sec- 
tional area  of  the  aforesaid  horizontal  gas  flow 
space  being  substantially  less  than  the  effective 
cross-sectional  area  of  the  vertical  flame  flues, 
for  accelerating  velocity  of  gas  flow  laterally  over 
the  flame  flues  to  the  crossover  flues,  and  the 
vertical  flame  flues  being  free  from  gas  throttling 
constrictions,  where  they  communicate  with  the 
horizontal  gas  flow  space,  that  would  cause  an 
increase  in  pressure  to  enable  the  gas  to  flow 
through  such  constrictions  out  of  the  flues  Into 
the  horizontal  gas  flow  space  and  into  the  flues 
from  the  horizontal  gas  flow  space,  and  said 
vertical  flame  flues  communicating  at  their  upper 
parts  viith  the  crossovers  solely  through  the  hori- 
zontal gas  flow  space  and  non-regulable  connec- 
tions of  the  vertical  flues  with  the  horizontal  gas 
flow  space,  whereby  the  eas  flow  through  the 
horizontal  gas  flow  space  will  be  accelerated  di- 
rectly towards  the  crossovers  by  the  direct  de- 
flection of  the  upward  discharging  from  the  verti- 
cal flues  directly  towards  the  crossovers  and  sub- 
stantially free  from  pressure-inducing  restrictions 
below  the  crossovers. 


2.015,658 
METHOD  OF  FORMING  ABRASIVE 
ARTICLES 
Frederick    K.    Bexzenberger.    Cleveland    Heights, 
Ohio,    assignor    to    The    Stratmore    Company, 
Cleveland.  Ohio,  a  corporation  of  Ohio 
Application  January  4,  1933.  Serial  No.  650,096 
18  Claims.     (CI.  51—278) 


15.  A  method  of  making  an  abrasive  article 
which  comprises  the  steps  of  depositing  abrasive 
particles  on  a  surface  in  a  uniformly  distributed 
and  uniform  depth  layer,  moving  said  surface 
into  proximity  with  an  adhesive  surface  and  then 
transferring  said  particles  to  said  adhesive  sur- 
face. 


2,015.659 

PROCESS  OF  DECORATING  ARTICLES 

James    Bimholz,    Berlin,    Germany,    assignor    to 

Oxford  Varnish  Corporation,  Detroit,  Mich. 

Application  August  24,  1933,  Serial  No.  686,537 

In  Germany  August  26,  1932 

2  Claims.      (CI.  41—26) 


1.  The  method  of  simulating  a  design  bearing 
article,  comprising  the  steps  of  treating  the  article 
to  accentuate  the  design,  photomechanically  pre- 
paring an  image  bearing  printing  member  from 
the  accentuated  design,  adding  to  a  printing  ink 
a  material  including  the  same  material  as  com- 
posed the  article  being  simulated  thereby  forming 
a  printing  medium,  applying  such  printing  me- 
dium to  the  image  of  the  printing  member,  trans- 
ferring such  medium  to  the  surface  to  be  dec- 
orated. 


2.015.660 
LOCK 

Siegmund  Blumenfeld.  New  York,  and  Pasquale 
Lo  Cascio.  Brooklyn,  N.  Y. 

Application  July  30.  1932.  Serial  No.  626.560 

Renewed  December  28.  1934 

4  Claims,     i  CI.  70— 53) 

4.  In  a  permutation  lock  of  the  kind  herein 
referred  to.  the  following  elements  in  combina- 
tion: a  containing  case,  a  locking  bolt  slidably 
mounted  In  said  case,  a  rotable  shaft  adapted 
to  operate  said  bolt,  a  series  of  character-bear- 
ing dials  surrounding  said  shaft  and  rotatable 
independently  thereof,  dial  supporting  members 
located  between  said  character-bearing  dials  to 
separate  the  same  from  each  other,  means  op- 
eratively  connecting  said  rotatable  shaft  and  said 
dial-supporting  members  and  said  character- 
bearing  dials  so  that  when  said  dials  and  dial- 
iupporting  members  are  in  a  predetermined  po- 
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sition  said  rotatable  shaft  is  free  to  rotate  and 
thereby  operate  said  bolt  and  when  said  dials 
and  dial-supporting  members  are  in  certain  other 
predetermined    positions    said    shaft    is    locked 


against  rotation  and  said  bolt  prevented  from 
sliding,  and  a  cover  composing  part  of  said  cas- 
ing formed  from  a  comparatively  thin  piece  of 
material  and  provided  with  an  opening  permit- 
ting access  to  said  character-bearing  dials. 

2.015.661 
PREPARATION   OF    SYNTHETIC  RESINS 

Theodore  F.  Bradley,  Westfleld.  N.  J.,  assignor  to 
American  Cyanamid  Company,  New  York, 
N.  Y.,  a  corporation  of  Maine 

No  Drawing.  Application  December  12,  1933, 
Serial  No.  701,981.    In  Great  Britain  December 

14,  1932 

4  Claims.    (CI.  260—8) 

1.  The  process  which  comprises  reacting  a  rel- 
atively small  amount  of  a  material  selected  from 
the  group  consisting  of  urea  and  thiourea  with 
a  polybasic  carboxylic  acid  and  then  combining 
the  reaction  product  with  a  polyhydric  alcohol 
and  a  glyceride  oil. 

2.015.662 

GLASSWARE    FORMING    MACHINT! 

Edward  G.  Bridges.  Anderson.  Ind.,  assignor  to 

Lynch  Corporation,  a  corporation  of  Indiana 

Application  November  21,  1929.  Serial  No.  408,890 

16  Claims.     (CI.  49 — 5) 

1.  A  take-out  mechanism  for  glassware  form- 
ing machines  having  a  rotatable  mold  support 
and  means  for  automatically  opening  said  mold, 
comprising  a  multiple-armed  take-out  device  ro- 
tatably  mounted,  a  fluid  pressure  operated  ware 
gripping  member  rotatably  mounted  on  each  arm 
of  said  device,  means  for  rotating  said  device  to 
present  one  of  the  gripping  members  in  position 
over  a  mold  and  another  in  position  to  deposit 
the  ware  on  a  suitable  support  means  for  effect- 
ing partial  rotation  of  each  gripping  member  in 
its  supporting  arm  and  valve  means  for  simul- 
taneously applying  fluid  pressure  to  the  opposite 
ends  of  respective  fluid  pressure  operated  grip- 
pers  whereby  to  cause  the  gripping  means  to  ?rip 
and  lift  the  ware  from  the  machine,  and  to  de- 
posit the  ware  by  the  grippers  over  the  support. 

7.  In  a  glassware  forming  machine,  a  series  of 
parison  molds  movably  mounted,  a  series  of  up- 
right blow  molds  movably  mounted,  reciprocable 
means  for  intermittently  moving  said  molds  in 
a  constant  horizontal  plane  and  momentarily 
halting  said  parison  molds  at  a  charging  position 
for  a  brief  period  of  time  of  less  duration  than 
the  succeeding  turning  period,  a  receptacle  con- 
taining a  supply  of  molten  glass,  means  rendered 
operative  at  the  conclusion  of  a  stroke  of  said 
reciprocable  means  and  operable  only  during 
stop  periods  of  said  molds  for  periodically  rais- 
ing the  supply  of  molten  glass  for  establishing 
charging  contact  l)etween  the  glass  in  said  recep- 
tacle and  the  successive  parison  molds  m  a  cer- 


tain predetermined  order,  applying  suction  to  the 
upper  end  of  the  parison  mold  as  charging  con- 
tact is  made  to  raise  a  charge  of  glass  therein 
and  then  breaking  charging  contact,  dences  co- 


operating with  said  parison  mold  for  shaping  the 
charge  therein  during  mold  movement,  automatic 
means  for  transferring  the  parison  from  the  par- 
ison mold  to  the  blow  mold  and  means  for  blow- 
ing the  article  to  finished  form  in  the  blow  molds. 

2.015.663 

SCREEN  SECURING  MEANS 

Ersyl  F.  Chambless.   Chicago.  111.,  assignor  of 

one-half  to  Joseph  W.  Fay.  Chicago.  lU. 

Application  February  2.  1934.  Serial  No.  709.415 

3  Claims.     (CI.  292—107) 


1.  A  latch  member  having  means  at  one  end  for 
pivotally  mounting  the  same,  a  hook  at  the  oppo- 
site end  swingable  into  and  out  of  latching  en- 
gagement with  an  eye  member  and  a  tongue  car- 
ried by  said  hook  and  yieldable  in  a  direction  and 
of  a  length  to  pass  completely  through  said  eye 
member  in  engagement  of  said  hook  with  said  eye 
member,  said  tongue  lying  completely  without 
said  eye  member  when  said  hook  is  in  full  engage- 
ment therewith  and  spnmg  to  position  to  engage 
said  eye  member  and  prevent  disengagement  of 
the  hook  therefrom  except  by  springing  said 
tongue  to  position  to  pass  through  said  eye  mem- 
ber. 
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2.015.664 
PROCESS   OF   DECORATING   ARTICLES 
KatI  Eichstadt,  Berlin-Charlottenburg:,  Germany, 
assiirnor  to  Oxford  Varnish  Corporation,  De- 
troit, Mich. 
Application  August  24,  1933.  Serial  No.  686,538 
In  Germany  August  26.  1932 
1  Claim.     (CI.  41—26) 


The  process  of  decorating  materials  compris- 
ing coating  the  article  to  be  treated  with  a  prim- 
ing coat,  grinding  said  priming  coat  to  produce 
a  smooth  and  planular  surface,  microphotograph- 
ically  forming  a  print  of  the  surface  of  a  crys- 
talline material,  photomechanically  producing  a 
printing  plate  with  a  printing  image  correspond- 
ing to  the  microphotograph.  applying  such  image 
to  the  article  to  be  decorated  with  a  printing 
medium,  applying  a  transparent  protective  coat 
to  such  article  to  preserve  the  image  so  obtained. 


2.015,665 
DISPLAY    DEVICE 

August  D.  Eitzen,  Rockville  Centre,  N.  Y..  assignor 

to    Simplex    Pattern    Projection    Corporation, 

New  York.  N.  Y..  a  corporation  of  Delaware 

AppUcation  August  19,  1932.  Serial  No.  629,422 

12  Claims.     iCl.  88 — 24) 


i-j . 


1.  In  a  projector  having  as  elements,  upon  a 
support,  a  light  source,  a  condenser  lens,  a  light 
aperture,  and  an  objective  lens,  said  elements  be- 
ing alined  with  the  optical  axis  of  projection  and 
adapted  to  cooperate  in  the  projection  of  a  light 
beam  transmitting  an  enlarged  reproduction  of  a 
miniature  picture  interposed  in  the  path  of  said 
light  beam  along  said  optical  axis,  a  picture  hold- 
ing device  comprising  a  slide  characterized  by 
having  an  aperture  adapted  to  be  brought  into 
registry  with  said  light  aperture  by  lengthwise 
movement  of  said  slide,  picture-supporting  means 
upon  said  slide,  a  tilting  apertured  gripping  mem- 
ber or  gate  extended  along  said  slide,  means 
adapted  to  urge  said  gate  yieldingly  toward  the 
body  of  said  slide  to  hold  said  picture  firmly  in 
place  for  purposes  of  projection,  and  means 
adapted  to  act  automatically  to  move  said  gripping 
member  away  from  said  slide-body  for  reception 
of  said  picture. 


2.015.666 
PEELING  MACHINE  AND  PROCESS 
Mark  Ewald,  Olympia,  Wash.,  assignor  to  Special 
Equipment  Company,  Portland,  Oreg..  a  corpo- 
ration of  Oregon 

AppUcation  April  28,  1927,  Serial  No.  187,158 

Renewed  October  28.  1932 

94  Claims.     (CI.  146 — 43) 

36.  Pear  trimming  apparatus  comprising  a  tray 

having  a  recess  therein  to  support  the  external 


periphery  of  a  half  section  of  such  a  fruit,  and 
a  knife  having  a  shape  corresponding  to  the  ex- 
ternal periphery  of  a  pear  mounted  to  swing  with- 
in said  recess  from  edge  to  edge  in  spaced  rela- 
tion to  the  inner  surface  of  said  recess. 


72.  That  method  of  paring  fruit  which  com- 
prises the  steps  of  progressively  cutting  the  fruit 
to  form  a  plane  surface  thereon,  holding  the 
fruit  against  such  plane  surface,  and  removing 
the  peeling  from  the  fruit  by  cutting  along  a  con- 
tinuous line  extending  entirely  along  one  edge  of 
the  fruit  and  rotating  the  cutting  line  about  the 
core  of  the  fruit. 


2.015.667 

RADIO    INTERFERENCE    ELIMINATOR 

Wilfred  K.  Fleming,  Canton,  and  Rupert  L. 

Haskins.  Boston,  Mass. 

Application  November  23,  1931,  Serial  No.  576,652 

2  Claims.     (CI.  172—36) 
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1.  In  combination  with  a  drill  motor  having  a 
frame  and  a  bearing  supported  in  said  frame, 
a  saddle  means  adapted  to  fit  over  the  bearing 
support  and  provided  with  carrier  elements  ex- 
tending inwardly  of  said  frame,  electrical  inter- 
ference eliminating  elements  supported  in  said 
carrier  elements,  and  means  connecting  said  ele- 
ments with  the  motor  elements. 


2  015  668 

MANUFACTURE    OF   ALKALI    METAL 

CYANIDES 

Harvey  N.  Gilbert,  Niagara  Falls.  N.  Y..  assignor 
to  The  E.  I.  du  Pont  de  Nemours  &  Company, 
Incorporated.  Wilmington.  Del.,  a  corporation 
of  Delaware 

No  Drawing.    Application  February  16,  1933, 

Serial  No.  657,109 

11  Claims.     (CI.  23—79) 

1.  Process  of  producing  alkali  metal   cyanide 

and   calcium   carbide   which   comprises   reacting 

above   red   heat  calcium   cyanamide  and   alkali 

metal  in  the  metallic  state  in  the   presence  of 

more   than   one   mole   of   total   free   carbon   for 

each  mole  ot  pure  calcium  cyanamide. 
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2.015.669 
APPARATUS    FOR    DECORATING    BOTTLES, 

JARS,  CANS,  AND  LIKE  ARTICLES 
Julian  S.  Gravely  and  Leon  N.  Kersey.  Wilming- 
ton, Del.,  assignors,  by  mesne  assignments,  to 
Bond   Manufacturing   Corporation,    Inc..    Wil- 
mington, Del.,  a  corporation  of  Delaware 
Application  June  20.  1933.  Serial  No.  676,636 
12  Claims.     (CI.  101—38) 


1.  In  a  machine  for  applying  ink  or  like  ma- 
terial to  the  surfaces  of  bottles,  jars,  cans  and 
like  articles,  whether  hollow  or  solid,  the  com- 
bination of  a  rotating  transfer  cylinder,  a  plat- 
form opposite  said  cylinder,  an  endless  conveyor 
running  over  said  platform,  a  plurality  of  work- 
holders  mounted  on  said  conveyor  and  each 
adapted  to  support  rotatably  one  of  the  articles, 
and  means  for  advancing  the  conveyor  inter- 
mittently to  present  the  articles  successively  to 
contact  with  the  transfer  surface  of  said  cylinder. 


2.015.670 
PHOTO-ELECTRIC   DETONATOR   CON- 
TROLLED BY   SEARCHLIGHT 
John  Hays  Hammond,  Jr.,  Gloucester,  Mass. 
Application  January  5.  1934.  Serial  No.  705.356 
10  Claims.     (CI.  114 — 21) 


1.  In  combination  a  moving  body  having  an 
explosive  charge,  an  external  source  of  artificial 
light  of  predetermined  characteristics,  means  for 
detonating  said  charge,  and  a  light  sensitive  de- 
vice for  op>erating  said  detonating  means  when 
Illuminated  with  light  from  said  source  so  that 
when  the  illumination  on  said  device  is  changed 
it  will  cause  the  detonation  of  said  explosive 
charge  and  means  for  preventing  the  detonation 
of  said  explosive  charge  for  a  predetermined 
time  after  the  launching  of  said  body. 


2.015.671 

LIQITD    CONDUCTOR    HEATER 

Marshall  W.  Hanks.  Madison,  Wis. 

Application  April  16.  1931,  Serial  No.  530.489 

5  Claims.  (CI.  219 — 40) 
1.  The  combination  in  a  liquid  conductor  heater 
of  a  vessel  adapted  to  contain  a  liquid  conductor, 
said  vessel  having  angularly  disposed  surfaces  on 
either  of  which  it  is  self-supporting  when  placed 
upon  a  support,  and  a  pair  of  spaced  electrodes 
mounted  in  the  wall  of  said  vessel  and  project- 
ing into  said  vessel  to  make  contact  with  the  liq- 


uid therein  when  said  vessel  is  resting  upon  one 
of  said  surfaces,  said  electrodes  being  out  of  con- 


3  /^^ 

tact  with  said  liquid  when  said  vessel  is  resting 
upon  the  other  of  said  surfaces. 

2.015.672 
LIQL^D  CONDUCTOR  HEATER 
Marshall  W.  Hanks  and  George  H.  Nelson,  Madi- 
son. Wis.,  assignors   to  Hankscraft  Company, 
Madison,  Wis.,  a  corporation  of  Wisconsin 
Application  April  16,  1931.  Serial  No.  530.490 
16  Claims.     (Cl.  219 — 40) 

.2 


1.  The  combination  in  a  liquid  conductor  heat- 
er, of  a  vessel  adapted  to  contain  a  liquid  to  be 
vaporized,  a  tube  extending  vertically  downward 
from  the  top  of  said  vessel  into  said  liquid  and 
having  a  vapor  discharge  opening  leading  to  the 
atmosphere,  a  pair  of  spaced  electrodes  in  said 
tube,  and  a  wall  for  closing  the  lower  end  of  said 
tube,  said  tube  having  an  opening  therein  above 
the  level  of  the  liquid  in  said  vessel  to  permit  the 
introduction  of  liquid  into  said  tube. 

2,015.673 
MECHANICAL  PENCIL 

Paul  S.  Hauton.  Atlanta,  Ga. 

AppUcation  August  21.  1929.  Serial  No.  387,542 

3  Claims.     (Cl.  120—18) 

1.  A  pencil  comprising  an  operating  helix,  a 
slotted  guide  sleeve,  a  lead  grip  sleeve  therein 
having  a  slot  in  one  side,  and  an  ejecting  pin 
within  the  grip  sleeve,  the  grip  sleeve  and  pin 
having  lugs  projecting  through  the  guide  sleeve 
channel  and  engsiging  the  helix,  the  lower  por- 
tion of  the  slot  of  the  guide  sleeve  being  con- 
stricted for  frlctional  cooperation  with  the  grip 
sleeve  lug. 

3.  An  eraser  support  for  mechanical  pencils 
comprising   a  manually  operable  sleeve  of  sub- 
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stantially  uniform  inside  diameter  adapted  to 
frlctionally  fit  one  end  of  a  lead  movmg  member, 
an  eraser,  a  cylindrlcally  shaped  cup  seating  one 
end  of  the  eraser,  an  inturned  flange  at  one  end  of 
the  sleeve  leaving  an  opening,  the  inside  diameter 
of  the  sleeve  being  substantially  the  same  as  the 
outside  diameter  of  the  cup  and  the  diameter  of 


the  opening  being  less  than  that  of  the  cup  to  per- 
mit the  eraser  and  cup  to  be  inserted  in  the  sleeve 
from  one  end  and  to  prevent  the  eraser  and  cup 
from  passing  through  the  flanged  end,  the  cup  be- 
ing normally  held  agamst  the  flange  by  the  lead 
moving  member  bearing  against  the  end  of  the 
cup. 

2.015.674 

SOUND   RECEFVER 

Harvey  C.  Hayes,  Washinirton.  D.  C. 

Application  August  17.  1927,  Serial  No.  213,631 

5CUinis.     (CI.  177— 386) 

(Granted   under   the   act   of   March   3,   1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


5.  In  a  vibration  detector  a  plurality  of  flat, 
annular  primary  coils,  a  constant  D.  C.  source 
of  electricity  in  circuit  with  said  coils  adapted  to 
produce  magnetic  flux  in  an  annular  path 
through  said  colls,  a  plurality  of  flat,  annular 
secondary  coils  mounted  concentrically  with  said 
primary  coils  in  the  magnetic  fields  of  said  pri- 
mary coils,  each  of  said  secondary  coils  being 
arranged  in  the  same  plane  as  one  of  said  pri- 
mary coils  so  as  to  encircle  said  primary  coil, 
magnetic  circuits  of  variable  reluctance  in  the 
field  of  said  coils  including  a  plurality  of  loosely 
mounted  laminations  arranged  in  the  planes  of 
said  coils,  and  a  disc-like  armature  responsive  to 
mechanical  vibrations  and  mounted  between  the 
planes  of  said  coils  with  its  axis  substantistlly  co- 
inciding with  the  axis  of  said  coils,  the  vibrations 
of  said  armature  compressing  the  laminations  on 
one  side  while  simultaneously  allowing  the  lami- 
nations on  the  other  side  to  expand  due  to  their 
resilience  so  as  to  decrease  and  increase,  respec- 
tively, the  reluctance  of  the  magnetic  circuits  on 
opposite  sides  of  said  armature. 


2,015,675 
COLOR  AND   SHADE  COMPARATOR 
Clifton  Earl  Hays.  Pawtuclcet,  R.  I.,  assignor  of 
one-third  to  William  W.  OrsweU,  one-sixth  to 
Marcus  A.  SutclifTe.  Pawtucket.  R.  I.,  and  one- 
sixth  to  Adam  A.  SutclifTe.  Lincoln,  R.  I. 
Application  February  21.  1933,  Serial  No.  657,916 
5  Claims.     (CI.  88 — 14) 


2.  In  means  for  comparing  color  and  shade 
characteristics  of  a  plurality  of  specimens,  a  pair 
of  balanced  light  actuated  electric  current  pro- 
ducing units  adapted  to  be  energized  by  light 
from  respective  specimens,  a  differential  micro- 
ammeter,  circuit  connections  from  like  terminals 
of  respective  units  to  opposite  sides  of  said  am- 
meter, a  potentiometer  having  its  resistance 
bridged  across  said  ciicult  connections,  other  cir- 
cuit connections  from  the  remaining  terminals  of 
the  units  to  the  movable  contact  of  said  potenti- 
ometer, a  light  tight  casing  enclosing  said  units 
and  provided  with  windows,  said  casing  having 
means  to  vary  the  effective  size  of  said  windows, 
and  means  to  cover  the  windows  and  hold  speci- 
mens thereagainst.  the  respective  windows  being 
equally  spaced  from  respective  units,  and  a  lamp 
within  the  casing  spaced  equally  from  said  win- 
dows. 


assignor  to 
Pittsburgh, 


2.015.676 
CEMENT 
Harold  W.  Heiser,  East  St.  Louis,  111. 
Aluminum    Company    of    America, 
Pa.,  a  corporation  of  Pennsylvania 

No  Drawing.    Application  May  5.  1932, 
Serial  No.  609,498 
5  Claims.     (CI.  106 — 34) 
1.  As  a  cement,  a  mixture  consisting  of  dead- 
bumed  by-product  calcium  sulfate  and  partially 
hydrated  calcium  sulfate  and  a  substantially  acid- 
free  catalytic  hydration  accelerating  substance. 


2.015.677 

DRILLING  APPARATUS 

Morris  P.  Holmes.  Claremont,  N.  H.,  assignor  to 

Sullivan  Machinery  Company,  a  corporation  of 

Massachusetts 

Application  March  14.  1932,  Serial  No.  598,759 

16  CUims.     (CI.  262—9) 


"C^l!^  ^^^ jrp^  ' 

1.  In  combination,  a  mining  machine  adapted 
to  effect  its  cutting  function  while  supported  and 
guided  by  a  mine  trackway  and  having  kerf  cut- 
ting mechanism  adjustable  into  a  bottom  cutting 
position  adjacent  the  mine  floor  and  into  a  top 
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cutting  position  a  substantial  distance  above  the 
mine  floor,  drill  supporting  boom  structures  swiv- 
elly  mounted  about  rectangularly  related  axes 
at  the  opposite  sides  of  the  mining  machine  and 
swingable  laterally  outwardly  from  the  sides  of 
the  mining  machine  and  vertically  downwardly 
along  the  sides  of  the  mining  machine,  and  drill- 
ing tools  mounted  on  the  outer  extremities  of 
said  boom  structures,  said  boom  structures  being 
adjustable  to  position  the  drilling  tools  to  drill 
holes  adjacent  the  mine  floor  when  the  kerf 
cutting  mechanism  is  in  its  top  cutting  position 
and  to  drill  holes  adjacent  the  mine  roof  when 
the  kerf  cutting  mechanism  is  in  its  bottom  cut- 
ting position. 

2,015.678 
ROCK  DRILL 
Mervin  Chester  Huffman,  Claremont,  N.  H.,  as- 
signor to  Sullivan  Machinery  Company,  a  cor- 
poration of  Massachusetts 
Application  December  18.  1931.  Serial  No.  581,925 
50  Claims.     (CI.  121—9) 


1.  In  a  drill  feeding  mechanism,  the  combina- 
tion with  a  reversible  pressure  fluid  actuated 
feeding  motor,  of  controlling  means  for  said 
motor  including  a  throttle  valve  for  controlling 
the  supply  and  exhaust  of  actuating  fluid  to  said 
feeding  motor  and  movable  into  different  con- 
trolling positions  to  effect  operation  of  said  motor 
in  either  direction,  and  an  auxiliary  manual  con- 
trolling valve  operable  at  will  for  interrupting 
the  supply  of  fluid  to  said  feeding  motor  inde- 
pendently of  said  throttle  valve. 


2.015.679 

COMBINATION  TELEPHONE  STAND  AND 

TELEPHONE  DIRECTORY  SECRETARY 

John  G.  Hunter.  C  olumbus.  Ohio 

Application  August  9.  1934.  Serial  No.  739,141 

6  Claims.    (CI.  240— 2.17) 


2.015,680 

EVAPORATOR 

Martin   J.    Kermer,   Buffalo,   N.   Y..   assignor   to 

Buffalo    Foundry-     &     Machine    Co..    Buffalo, 

N   Y.,  a  corporation  of  New  York 

Application  Mav  3,  1934.  Serial  No.  723,739 

5  Claims.     (CI.  159 — 31) 


1.  A  secretary  of  the  kind  indicated  having  a 
chambered  body  provided  with  a  closure  con- 
stituting the  major  portion  of  its  front  wall,  the 
remainder  of  said  front  wall  being  composed  of  a 
fixed  front  panel  located  at  the  top  of  the  body, 
means  to  hinge  said  closure  along  its  bottom  edge 
to  the  bottom  of  said  body,  a  brace  for  sustaining 
said  closure  in  approximately  horizontal  posi- 
tion when  opened,  said  body  adapted  to  contain 
a  telephone,  a  telephone  directory  and  a  bracket 
supported  electric  light  bulb,  the  bulb  being  lo- 
cated within  said  body  at  the  top  thereof  and 
behind  the  front  panel,  the  top  of  said  body  hav- 
ing an  opening,  a  plate  within  the  chambered 
body  located  adjacent  said  opening  of  the  top  but 
below  the  level  thereof  and  above  said  light  bulb 
for  sustaining  a  telephone,  and  reflectors  v^ithin 
the  top  portion  of  said  body  for  directing  light 
rays  from  beneath  said  plate  over  the  edges  there- 
of Into  the  top  opening  above  the  plate  to  illumi- 
nate a  telephone  thereon. 


1.  An  evaporator  comprising  a  heating  element 
adapted  to  be  heated  by  steam  and  to  vaporizf 
liquor,  a  separator  receiving  vapors  from  said 
heating  element  and  adapted  to  separate  liquid 
entrained  therein,  means  for  returning  liquid 
from  the  separator  to  said  heating  element,  a 
tank  which  receives  water  of  condensation  from 
said  heating  element  for  forming  a  scrubbing 
bath,  means  for  conducting  vapor  mixture  from 
said  evaporator  through  said  bath,  means  for 
conducting  liquid  from  said  tank  to  the  liquor 
inlet  of  said  heating  element,  and  means  for  with- 
drawing vapor  from  said  tank. 

2.015.681 
METHOD  OF  AND  APPARATUS  FOR  MAKING 

HOLLOW  CERAMIC  W.\RE 
Carl  Cleveland  Kesty.  Bloomsburg,  Pa.,  assignor, 
by  mesne  assignments,  to  Empire  Trust  Com- 
pany, New  York,  N.  Y.,  a  corporation  of  New 
York,  as  trustee 
Application  October  22,  1932.  Serial  No.  639,083 
21  Claims.     (CL  25—17) 


13.  Apparatus  for  making  hollow  ceramic  ware, 
comprising  means  for  extruding  a  column  of 
plastic  ceramic  material  having  a  longitudin-xj 
core  space  therein  and  means  for  indenting  the 
side  walls  of  the  column  at  spaced  intervals  sub- 
stantially to  close  said  core  space. 

2.015.682 
VEHICLE 
Victor  W.  Kliesrath.  South  Bend.  Ind..  assignor  to 
The  Steel  Wheel  Corporation,  Chicago,  111.,  a 
corporation  of  New  York 
Application  November  20.  1933.  Serial  No.  698.811 
19  Claims.     (CI.  180 — 64) 
1.  A  vehicle  having  a  rear  section  having  a 
transverse  member  at  its  forward  end,  a  front  sec- 
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tion  provided  with  the  front  vehicle  wheels  and 
with  the  vehicle  power  plant  and  having  at  its 
rear  end  a  transverse  member  forming  part  of 
the  vehicle   power   plant   support,   non-metallic 


material  arranged  between  the  two  transverse 
members,  and  means  connecting  the  two  trans- 
verse members  and  compressing  the  non-metallic 
material  between  them. 


2,015.683 

TRACK  FOR  TRACKLAYING   VEHICLES 

Harry  A.  Knox.  Davenport,  Iowa,  and  Charles 

Hiller.  Jr.,  St.  Louis.  Mo. 

Application  September  15.  1933,  Serial  No.  689,598 

6  Claims.     (CI.  305 — 10) 

(Granted   ander   the   act   of   March   3,    1883.   as 

amended  April  30,  1928;  370  O.  G.  757) 


1.  A  track  for  track-laymg  vehicles  comprising 
articulated  sections,  each  section  consisting  of  a 
pair  of  sleeves,  each  sleeve  having  spaced  flanges 
on  its  center  portion  and  having  tapered  end  por- 
tions, a  pair  of  rigid  plates  press-fltted  on  the 
sleeves  and  each  engaging  the  outer  faces  of  cor- 
responding flanges,  a  pair  of  rubber  blocks,  each 
having  a  pair  of  tapered  apertures  whereby  it  is 
mounted  on  the  corresponding  tapered  end  por- 
tions of  the  sleeves,  a  bearing  in  each  sleeve,  an- 
nular rubber  plugs  inserted  in  the  block.s  and  each 
closing  the  corresponding  ends  of  a  sleeve  and 
bearing,  a  link  pin  passing  through  the  bearmg 
of  each  sleeve  and  through  the  plugs,  links  each 
having  one  end  fixed  to  a  link  pm  and  means  for 
detachably  connecting  the  other  ends  of  said  links 
to  link  pins  of  adjacent  sections. 


2,015  684 
STARTING   MECHANISM 
Theodore  Jean-Baptiste  Lafltte,  Paris,  France,  as- 
signor  to   Eclipse   Machine   Company,   Elmira, 
N.  Y..  a  corporation  of  New  York 
AppUcation  March  25,  1933.  Serial  No.  662.849 
In  France  April  1.  1932 
9  Claims.     (CI.  123—179) 


1.  In  a  device  of  the  class  disclosed,  a  start- 
ing motor  having  a  shaft,  transmission  mecha- 
nism for  transmitting  motion  from  said  shaft  to 
an  engine  to  be  started,  means  whereby  the  trans- 
mission mechanism  may  oscillate  from  operative 
to  inoperative  position,  means  adapted  to  oscil- 
late the  said  mechanism  into  inoperative  posi- 
tion on  starting  of  the  engine  and  so  retain  the 
same  during  self-operation  of  the  engine  and 
means  to  release  the  mechanism  on  stopping  of 
the  engine. 


2.015,685 
MACHINE  TOOL 
Ray  I.  Martin,  Dayton.  Ohio,  assiitnor,  by  mesne 
assirnments.  to  The  Cimatool  Company,  Day- 
ton, Ohio,  a  corporation  of  Ohio 
.\ppIication  Aurust  14.  1931.  Serial  No.  556.970 
5  Claims.     (CI.  77—3) 


2.  In  a  machine  tool  of  the  character  described, 
spaced  axially  aligned  non-rotatable  chucks,  a 
tool  spindle  assembly  mounted  m  each  of  said 
chucks,  each  of  said  spindle  assemblies  compris- 
ing a  sleeve  and  a  rotatable  and  axially  movable 
tool  carrying  spindle  slidably  mounted  therein 
and  having  a  normal  positioning  in  the  sleeve  in 
which  the  spindle  end  stands  a  distance  from  the 
sleeve  end  greater  than  the  axial  movement  of 
the  spindle,  means  for  supporting  a  tool  from  each 
of  said  tool  carrying  spindles  at  a  fixed  distance 
from  the  spindle  end,  means  for  moving  said  tool 
spindles  simultaneously,  the  extent  of  travel  being 
limited  to  that  in  which  the  end  portions  are 
retained  within  the  sleeves  to  provide  a  tool  sup- 
port of  fixed  length  in  all  positions  of  the  spindles. 


OCTOBJCR  1,  II 


U.  S.  PATENT  OFFICE 


57 


2.015.686 

WOODBORING  TOOL 

William  McMahon.  Lidcombe,  near  Sydney,  New 

South  Wales.  Australia 

Application  May  24.  1934.  Serial  No.  727,344 

In  Australia  February  19.  1934 

3  Claims.     (CL  145—122) 


1  A  woodboring  tool  comprising  a  hollow  punch 
with  a  sharpened  extremity,  a  woodboring  bit 
rotatably  mounted  within  said  punch,  a  hammer 
slidablv  mounted  in  relation  to  said  punch  cam 
means'actuated  by  rotation  of  the  bit  for  retract- 
ing said  hammer  in  relation  to  said  punch,  and  a 
spring  adapted  to  move  said  hammer  from  such 
retracted  position  to  impart  a  blow  to  said  punch 
during  said  rotation  of  the  bit. 


5    .-    1." 


2,015.687 
ORE  TREATMENT   APPARATUS 

Thomas  A.  Mitchell.  Denver.  Colo.,  assiirnor  to 
Hughes- Mitchell  Processes.  Incorporated.  Den- 
ver. Colo.,  a  corporation  of  Wyoming 

Application  February  21.  1934.  Serial  No.  712,297 
15  Claims.     (CI.  257— 118) 


hearths  and  from  one  hearth  to  another,  and 
separately  controlled  driving  mechanisms  where- 
by each  shaft  may  be  revolved  independently  and 
the  ore  treatment  in  each  multiple  hearth  unit 
may  be  separately  governed. 

2,015.688 
DRIVE  MECHANISM 

Alfred  M.  Ney.  St.  Joseph.  Mich.,  assignor  to  The 
Steel  Wheel  Corporation,  Chicago,  III.,  a  corpo- 
ration of  New  York  »   ^  _^  ,  ^t     otxA  oaa 
AppUcation  October  19.  1933.  Serial  No.  694,244 
12  Claims.     (CI.  64—29) 


3  An  ore  treatment  apparatus  comprising  a 
plurality  of  vertically  arranged,  intercommuni- 
cating multiple  hearth  units,  each  unit  compris- 
ing a  set  of  hearth  floors  and  side  walls  which 
form  communicating  reaction  chambers,  a  set  of 
rakes  revolvably  movable  over  each  hearth  floor, 
a  separate  driving  shaft  for  the  set  of  rakes  In 
each  of  the  multiple  hearth  \mlts,  each  hearth 
floor  having  a  central  opening  for  the  shaft,  and 
the  alternate  hearths  having  central  and  outer 
openings  respectively  which  are  arranged  for 
feeding  the  material  back  and  forth  across  the 


1  A  universally-jointed  shaft  assembly  for  a 
front-wheel  drive  or  the  like  comprising  three 
shafts  arranged  end  to  end  and  having  two  uni- 
versal joints  connecting  them,  a  three-section 
housing  enclosing  the  shafts  and  having  joints 
opposite  the  universal  joints,  and  seals  for  the 
joints  of  said  housing  at  least  one  of  which  is  in 
the  form  of  a  floating  ring-shaped  device  having 
two  packings  one  of  which  encircles  one  section 
of  the  housing  and  in  sealing  engagement  there- 
with and  the  other  of  which  is  seated  within  the 
adjacent  housing  section  and  in  sealmg  engage- 
ment therewith^ 

2,015.689 

APPARATUS  FOR  DISPENSING  LIQODS 

William  W.  Odell.  New  York.  N.  Y..  assignor  of 

one-half  to  Henry  Rosenthal.  New  York,  N.  Y. 

Application  July  29.  1932.  Serial  No.  626.049 

6  Claims.     (CL  73 — 54) 


3  In  apparatus  of  the  kind  described,  the 
combination  of  a  container  for  confining  and 
dispensing  fluid,  common  means  for  introducing 
fluid  into  and  withdrawing  fluid  from  said  con- 
tainer, said  means  comprising  a  tubular  spring 
element  supporting  said  container,  one  end  of 
said  element  communicating  with  the  interior 
of  said  container  and  the  other  end  having  means 
for  connection  with  a  fluid  conduit,  and  refer- 
ence means  for  indicating  displacement  of  said 
contsuner  due  to  varying  weight  of  fluid  therein. 

2.015.690 
MANITACTURE   OF  IRON  ALLOYS 
Rene  Perrin.   Paris.  France,  assignor  to   Societe 
d'Electrochimie     d'Electrometallurgie     et     des 
.Acieries  Electriques  d'Ugine,  Paris,  France,  a 
corporation  of  France 
No    Drawing.     Application     February    23,    193i, 
Serial  No.  658.279.    In  France  August  29,  1932 

9  Claims.     (CI.  75—27) 
1.  A  process  for  manufacturing  from  an  iron 
alloy  containing  a  substantial  amount  of  a  reduc- 
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Ing  agent  and  having  a  very  low  carbon  content, 
an  alloy  practically  free  of  reducing  agent,  which 
consists  in  violently  intermixing  said  alloy  In  a 
molten  condition  with  a  very  fluid  previously 
molten  slag  capable  of  oxidizing  the  reducing 
agent  present  in  the  alloy,  the  violence  being  such 
as  to  form  an  intimate  mixture  in  a  short  period 
of  time  of  the  slag  and  the  alloy,  and  separating 
the  slag  from  the  alloy  freed  of  reducing  agent. 


2,015.691 
TREATMENT  OF  METALS  WITH   SLAGS 
R«ne  Pcrrin,  Paris,  France,   assigrnor  to   Societe 
d'Electrochimie     d'Electrometallurrie     et     des 
Acieries  Elcctriques  d'Ufine.  Paris,  France,  a 
corporation  of  France 
Application  October  25.  1933.  Serial  No.  695.194 
In  Germany  July  1.  1931 
35  Claims.      CI.  75—27) 


1.  The  process  of  treating  metal  with  slag, 
which  comprises  causing  an  impact  of  a  body  of 
molten  metal  with  a  body  of  fluid  molten  slag 
with  such  violence  as  to  cause  one  to  be  dispersed 
into  the  other  in  a  finely  divided  condition  and 
form  a  turbulent  mass  of  intimately  intermixed 
slag  and  metal  in  order  to  bring  about  a  speedy 
and  intimate  admixture  of  slag  and  metal  and 
thereby  quickly  effect  the  desired  reaction  be- 
tween the  slag  and  metal,  and  allowing  the  metal 
to  separate  from  the  slag. 


2,015.692 
PROCESS    OF    DEPHOSPHORIZING    STEEL 
Rene  Perrin,  Paris,  France,  assii^nor  to   Societe 
d'Electrochimie     d'Electrometallurgrie     et     des 
Acieries  Electriques  d't'gine.   Paris,   France,  a 
corporation  of  France 
Application  October  25.  1933.  Serial  No.  695.195 
In  Italy  August  31.  1931 
23  Claims.     (CI.  75 — 46) 


1.  The  process  of  dephosphorizing  steel,  which 
comprises  causing  an  impact  of  a  body  of  the 
molten  steel  to  be  dephosphorized  with  a  body  of 
fluid  molten  dephosphorizing  slag  with  such  vio- 
lence as  to  cause  one  to  be  dispersed  Into  the  other 
in  a  finely  divided  condition  and  form  a  turbulent 
mass  of  intimately  intermixed  slag  and  metal  in 
order  to  bring  about  a  sp>eedy  and  intimate  ad- 
mixture of  slag  and  metal  and  thereby  quickly 
efTect  the  dephosphorlzation  of  the  steel,  and  al- 
lowing the  steel  to  separate  from  the  slag. 


2.015.693 

PURIFYING    COPPER 

Rene  Perrin.   Paris.   France,  assifcnor  to  Societe 

d'Electrochimie     d'Electro-metallurgrie    et    des 

Acieries  Electriques  d'Ufine.  Paris.  France 

Application  October  30.  1933.  Serial  No.  695.910 

In  Italy  June  6.  1932 

22  Claims.     (CL  75 — 62) 


1.  The  process  of  purifying  copper,  which  com- 
prises causing  an  impact  of  a  body  of  the  molten 
copper  to  be  purified  with  a  body  of  fluid  molten 
purifying  slag  with  such  violence  as  to  cause  one 
to  be  dispersed  into  the  other  in  a  finely  divided 
condition  and  form  a  turbulent  mass  of  inti- 
mately intermixed  slag  and  metal  in  order  to 
bring  about  a  speedy  and  intimate  admixture  of 
slag  and  metal  and  thereby  quickly  effect  the 
desired  reaction  between  the  slag  and  metal,  and 
allowing  the  metal  to  separate  from  the  slag. 


2.015.694 
DIAL  TELEPHONE  FINGER  WHEEL 

Joseph  A.  Petnel.  Jersey  City.  N.  J. 

Application  December  14.  1932,  Serial  No.  647.253 

5  Claims.     (CI.  179—90) 


1.  The  combination  with  a  number  dial  of  a 
subscriber's  telephone,  which  dial  has  a  series  of 
numbers  arranged  in  a  circular  row  throughout 
an  arc  of  approximately  270°  and  spaced  apart. 
a  finger  wheel  rotatably  mounted  over  said  dial 
and  having  a  series  of  finger  openings,  one  for 
each  dial  number,  through  which  openings  the 
dial  numbers  are  continuously  visible,  said  finger 
wheel  having  an  elongated  recess  in  its  periphery 
extending  from  adjacent  the  last  finger  opening 
to  adjacent  the  first  finger  opening  and  of  a  depth 
to  expose  the  number  carrying  surface  part  of 
said  dial  as  the  wheel  is  rotated  for  the  purpose 
of  providing  means  to  facilitate  the  cleaning  of 
the  number  carrying  portion  of  the  dial,  said 
recess  being  at  all  times  exposed 


2.015.695 
HIGHWAY  MARKER 
Baxter  B.  Sapp.  Raleigh.  N.  C. 
Application  Aurust  28.  1933.  Serial  No.  687.220 
13  Claims.     iCl.  91— 18i 
9.  In   a  highway  marker,  a  painting  machine 
comprising    a   frame   having   supporting   wheels 
to  ride  on  the  surface  of  a  highway,  paint  con- 
fining disks  individually  rotatably  mounted  be- 
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tween  seld  supporting  wheels  to  roll  on  ttie  sur- 
face of  the  highway  to  be  marked  and  Individu- 
ally movable  vertically  relatively  to  said  frame, 


n 


and  means  between  said  frame  and  each  of  said 
disks  for  yieldingly  holding  the  PertP^enes  of 
the  disks  indivlduaUy  in  contact  with  the  surface 
of  the  highway^ 

2.015.696 
METHOD  FOR  PREPARING  ANTI-OXIDANTS 

Waldo    L.     Semon.    Silver    Lake     Village.    Ohio, 
assignor  to  The  B.  F.  Goodrich  Company.  New 
York.  N.  Y..  a  corporation  of  New  York 
No  Drawing.     Application  December  9,  llfis, 
Serial  No.  701.727 
18  Claims.     (CI.  260—130) 
1    The  process  which  comprises  condensmg  an 
aromatic  mono-amine  with  a  ketone  to  Produce 
an  intermediate  amine,  and  further  reacting  the 
intermediate  amine  with  an  aromatic  mono-am- 
ine at  a  temperature  at  least  50^  C.  higher  than 
that  at   which  the  Intermediate  amine  Is  pro- 
duced.  

2,015.697 
MAGNETO 

Malcolm  E.  Spohn,  Sidney.  N.  Y.,  assignor  of  one- 

half  to  Edson  C.  Burdick.  Ba'"p"^»t',?Jfi 

Application  June  6.  1931.  Serial  No.  542,586 

Renewed  June  9,  1934 

5  Claims.     (CL  171— 252) 


2.015.698 
SAFETY  SWITCH  PLATE 
Frank    Emery   Tiffany.   Los   Angeles,   Calif.,   as- 
signor to  Tiffany  Technical  Corporation.  Los 
Anrele<i   Calif  .  a  corporation  of  California 
App°i^at?on  December  7.  1933,  Serial  No.  702.310 
4  Claims.     (CI.  200— 167) 


1    A  switch-plate  of  the  character  described, 
having    an    outwardly   extending    housing    pro- 
vided with  a  sight  window  and  said  plate  having 
a   plurality  of  openings  through  which  fasten- 
ing devices  and  a  switch  operating  member  may 
extend    the  front  and  end  walls  of  the  housing 
being   formed   Integral   with   the   plate   and   lo- 
cated  within   the    marginal   edges   thereof    and 
a  gaseous  light  bulb  supported  within  said  hous- 
ing in  rear  of  its  window,  said  bulb  having  its 
electrodes    terminating    in    flexible    lead    wires 
adapted  to  be  readily  attached  to  the  terminals 
of  an  electric  switch  circuit  located  in  rear  of 
the  said  plate  to  provide  a  shunt  circuit  In  which 
said  gas  bulb  is  included,  the  construction  and 
arrangement  being  such  that  no  part  of  the  bulb 
or  its  lead  wires  projects  beyond  the  upper  edge 
of  the  plate. 

2,015,699 
FLRNACE 
James  E    Trainer.  Fairlawn.  and  John  P.  Roger, 
Barberton.  Ohio,  assignors  to  The  Babcock  & 
WUcox  Company,  Bayonne,  N.  J.,  a  corporation 

of  New  Jersev 
Application  November  10.  1931.  Serial  No.  574,074 
24  Claims.     >  CI.  263— 6) 


^  I  -5tf 


*— 


5    In  a  magneto,  an  induction  rotor  element 
having  a  plurality  of  individual  magnets  spaced 
about  Its  periphery  and  arranged  so  that  their 
polarities  alternate,  each  magnet  being  Parallel 
to  the  shaft  of  the  rotor,  a  plurality  of  stator 
elements   spaced   about   the   rotor,   each    stator 
having  an  individual  core  and  pole  shoes,  the 
cores  being  disposed  in  parallel  arrangement  to 
the  shaft  of  the  rotor  and  the  pole  shoes  extend- 
ing perpendicularly  therefrom  to  a  position  ad- 
jacent the  polar  ends  of  the  magnets  so  that  In 
the  course  of  rotation  of  the  rotor  element  the 
Individual  magnets  will  cooperate  with  each  of 
the  cores  and  pole  shoes  to  simultaneously  com- 
plete alternating   magnetic   circuits  in  each   of 
the  stators,  like  poles  at  the  respective  ends  of 
the  rotor  being  magnetically  connected  out  the 
groups  of  magnets  having  opposite  polarities  at 
the  respective  ends  of  the  rotor  being  magneti- 
cally unconnected. 


13    In  a  heat  treating  furnace,  a  plurality  of 
aligned   and   refractory   lined   furnace   sections, 
means  for  supporting  a  cylindrical  body  of  metal 
with  its  waUs  equally  spaced  from  the  walls  of  the 
sections,  fuel  burners  arranged  In  a  plurality  of 
groups  for  each  section  with  the  burners  of  each 
group  uniformly  distributed  clrcumferentially  of 
a  section,  and  means  for  supplying  fuel  to  the 
burners,  the  sections  being  formed  with  exhaust 
gas  ports  located  at  the  ends  of  the  sections  so  as 
to  direct  the  exhaust  gases  in  a  plurality  of  right 
hand  turns  and  a  plurality  of  interposed  left  hand 
turns  about  the  body  of  the  furnace,  the  burners 
of  adjacent  groups  being  located  between  the  ex- 
haust ports  for  these  groups,  said  burners  project- 
ing fuel  so  as  to  cause  the  furnace  gases  to  move 
clrcumferentially  around  a  body  In  the  furnace. 
while  moving  In  opposite  directions  longitudinally 
of  the  body. 
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2.015.700 
MOTOR  VEHICLE 
Max   Warner.   Stuttgrart.   Germany,  asslrnor  to 
Daimler-Benz     Aktien^esellschaft.     Stuttfart- 
Unterturkheim,  Germany,  a  company  of  Ger- 
many 

AppUcation  April  20,  1933.  Serial  No.  667,062 

In  Germany  April  21,  1932 

2  Claims.     (CI.  180 — 73) 


1.  A  motor  vehicle  having  front  wheels  sus- 
pended for  movement  bodily  approximately  par- 
allel with  the  vertical  medial  plane  of  the  body, 
and  rear  wheels  suspended  to  move  bodily  about 
arcs  the  concave  sides  of  which  face  said  medial 
plane,  whereby  the  axis  of  oscillation  of  the  ve- 
hicle is  an  inclined  line  in  said  plane  extending 
from  within  proximity  of  the  ground  at  the  front 
of  the  vehicle  to  within  proximity  of  the  normal 
axial  line  of  the  rear  wheels;  the  principal  masses 
of  the  vehicle,  consisting  of  the  vehicle  frame 
considered  as  a  unit  and  the  vehicle  engine  and 
propelling  mechanism  considered  as  a  unit,  being 
positioned  with  their  centers  of  gravity  individ- 
ually and  as  a  system  of  masses  in  proxamity  of 
said  axis  of  oscillation  so  as  to  secure  in  respect 
to  these  masses  approximate  static  and  dynamic 
balance  of  the  vehicle;  the  engine  and  propelling 
mechanism  being  situated  adjacent  the  normal 
axial  line  of  the  rear  wheels. 


2.015,701 
TRANSFER  MECHANISM  FOR  A  TOTALIZER 

Albert  S.  Wheelbar^er,  Dayton.  Ohio,  assig^nor, 
by  mesne  assignments,  to  Central  United 
National  Bank.  Cleveland.  Ohio,  as  trustee 

Application  February  18,  1932,  Serial  No.  593,743 
8  Claims.    (CI.  235—134) 


1.  In  a  register,  totalizer  wheels,  transfer  levers 
whereby  a  wheel  of  lower  order  will  control  the 
actuation  of  the  wheel  of  next  higher  order  on  a 
carrying  operation,  cam  means  whereby  said 
levers  are  raised  Initially  each  time  the  machine 
operates,  cam  means  to  raise  any  one  or  more  of 
said  levers  a  greater  distance  if  a  transfer  opera- 
tion is  involved,  and  cam  means  to  depress  all  of 
said  levers  to  their  initial  position  and  hold 
said  levers  in  their  depressed  position  until  the 
register  is  either  again  operated  or  the  totalizer  is 
reset. 


2.015,702 

METHOD  AND  APPARATUS  FOR  MEASURING 

DISTANCES  AND  DEPTHS 

Robert  Longfellow  Williams,  Newton,  Mass..  as- 
signor tj  Submarine  Signal  Company,  Boston, 
Mass.  a  corporation  of  Maine 

Application  December  13.  1929.  Serial  No.  413,917 
4  Claims.     (CI.  177— 386) 


1.  In  a  system  for  measuring  distance  or  depth 
according  to  the  echo  method  in  which  the  time 
interval  is  measured  between  an  emitted  sound 
signal  and  its  reflection  or  echo,  the  combination 
of  a  sound  signal  producer,  a  time-measuring  de- 
vice having  a  movable  member,  means  for  set- 
ting said  member  in  motion  at  the  beginning  of 
the  time  interval  and  prior  thereto  restraining  it 
from  motion  including  electromagnetic  means, 
and  a  contact  relay  positioned  to  be  operated  di- 
rectly by  the  direct  signal  impulse  and,  when  op- 
erated, to  deenergize  said  electromagnetic  means, 
whereby  said  member  will  be  released  abruptly 
at  the  beginning  of  said  time  interval. 


2,015.703 
PROCESS    FOR    PRODUCING    HIGHLY    RE- 
FINED ANTIDETONATION  MOTOR  Fl^EL 
Norman    Frank    Black    and    Joshua    A.    Tilton, 
Baton  Roufe,  La.,  assignors  to  Standard -I.  G. 
Company 

No  Drawing.    AppUcation  May  14,  1931. 
Serial  No.  537.498 
2  Claims.     (CI.  196 — 40) 
1.  An  improved  process  for  finishing  naphthas 
of  the  type  of  gasoline  and  prepared  by  destruc- 
tive   hydrogenation    of    high    boiling    hydrocar- 
bons which  comprises  treating  the  naphtha  with 
sulfuric  acid  of  substantially  987o  strength  at  a 
temperature  from    about   35     to  80'  F.  whereby 
the  naphtha  is  improved  with  respect  to  color 
and  gum  content  and  its  anti-detonation  value 
remains  undiminished. 


2.015.704 
BRAKE 

John  BIttner.  South  Bend.  Ind..  assignor  to  Ben- 
dix  Brake  Company.  South  Bend,  Ind.,  a  cor- 
poration of  Illinois 
Application  March  21.  1931.  Serial  No.  524.276 
11  Claims.     (CI.  18ft— 78) 
1.  A  brake  having  a  fixed  anchorage,  a  pair  of 
shoes  overlapping  each  other  at  their  ends  and 
with  their  overlapping  ends  projecting  past  the 
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anchorage,  tension  links  connecting  said  ends  to 
the  anchorage  and  freely  pivoted  on   said  an- 


2.015,707 

METHOD     OF     AND     APPARATUS     FOR 

PREPARING  PAVING  COMPOSITIONS 

Edwin  B.   Cadwell,  Chicago.  111.,  and  Arthur  B. 
Webb,  Milwaukee,  Wis.;  said  Webb  assignor  to 

said  Cadwell  .   .  ^,      ^^a  Anc 

Application  February  23,  1932,  Serial  No.  594.406 
19  Claims.     (CI.  94—44) 


chorage,  and   a  spring  tensioned  between  said 
links  and  urging  them  toward  released  position. 


2.015.705 

STEERING   MECHANISM 

Caleb   S.   BrajjR.   Palm   Beach.   Fla..   assignor  to 

Bendix  Aviation  Corporation.  South  Bend.  Ind., 

a  corporation  of  Delaware  ,,»«.-- 

Application  December  7.  1931.  Serial  No.  579,455 

26  Claims.     (CI.  180—79.2) 


1.  In  an  automotive  vehicle,  the  combination 
with  the  steering  wheels  and  steering  mechanism 
therefor  of  a  front  axle  interconnected  with  said 
steering  mechanism  and  constructed  and  ar- 
ranged to  be  movable  relative  thereto,  and  means 
comprising  a  fluid  power  motor  for  imparting 
movement  to  said  axle  to  effect  steering  move- 
ment of  said  wheels  through  the  intermediary  of 
said  steering  mechanism. 


2.015.706 
PROCESS   FOR   MAKING    ALKYL   HALIDFS 
Benjamin  T.  Brooks.  Greenwich.  Conn.,  assignor, 
by    mesne    assignments,    to    Standard    Alcohol 
Company.  Wilmington.  Del.,  a  corporation  of 

No  Drawing.     .Application  October  1.  1931, 
Serial  No.  566.321 
17  Claims.     (CI.  260—162) 
1    Method  of  preparing  an  alkyl  halide  com- 
prising reacting  an  aliphatic  ether  with  a  halogen 
acid  in  the  presence  of  a  metal  halide  at  a  tem- 
perature  below   the   boiling  point  of   the  alkyl 
halide  and  at  the  close  of  the  reaction  separat- 
ing the  alkyl  halide. 


JS    U 


1.  In  methods  of  preparing  materials  for  road 
paving  compositions  in  which  the  materials  are 
moved  over  the  surface  of  a  roadway  by  scraping, 
that  improvement  which  consists  in  violently  mix- 
ing and  beating  the  material  as  it  is  moved. 


2.015.708 
TRACTOR  PUSHED   IMPLEMENT 
Oscar  F.  Carlson.  Moline.  111.,  assignor  to  Deere 
&  Company,  MoUne,  lU.,  a  corporation  of  IIU- 

Application  August  20.  1931.  Serial  No.  558,197 

Renewed  December  28,  1934 

69  Claims.     (CL  56—18) 


W^  I. 


1.  An  agricultural  machine  comprising,  in  com- 
bination, a  tractor  having  a  pair  of  spaced  apart 
rear  traction  wheels,  a  generally  U-shaped  im- 
plement frame,  means  connecting  the  arms  of 
said  U-shaped  frame  with  said  traction  wheels, 
means  holding  the  implement  frame  m  proper 
vertical  position  relative  to  the  tractor,  and  an  im- 
plement mounted  on  said  frame  and  carried 
thereby. 

2.015.709 
CARBURETOR 

Milton  E.  Chandler.  South  Bend,  Ind.,  assignor 
to  Bendix   .\viation  Corporation.   South  Bend, 
Ind.,  a  corporation  of  Delaware 
Application  October  5.  1931.  Serial  No.  566.934 
3  Claims.     (CI.  261—34) 
1.  A  carburetor  comprising  a  lower  body  mem- 
ber forming  an  integral  air  horn  and  float  reser- 
voir, and  an  upper  body  member  forming  an  in- 
tegral carbureting  chamber  and  cover  for  said 
reservoir,  a  throttle  in  said  chamber,  a  recess 
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in  said  cover  communicating  with  said  air  horn 
jtnd  said  chamber  above  said  throttle,  an  ecou- 
omizer  valve  in  said  reservoir,  and  means  to  actu- 


S7     a* 

ate  said  valve  slidably  mounted  in  said  recess  and 
responsive  to  the  difference  in  pressure  in  said 
chamber  and  said  air  horn. 


2.015.710 
SECONDARY   PLUG   SWITCH 
Elias  S.  Cornell,  Evanston,  and  Charles  A.  Koer- 
ner,  Chica«ro,  111.,  assignors  to  The  Delta- Star 
Electric  Company,  Chicago,  111.,  a  corporation 
of  Illinois 
Application  Augrust  14,  1933,  Serial  No.  685.047 
12  Claims.      CI.  173— 332  i 


5.  A  plug  contact  unit  comprising  a  plug  of 
conducting  material,  and  a  body  of  insulation 
molded  about  one  end  of  the  plug  with  the  other 
end  of  the  plug  extending  outwardly  of  the  body 
of  insulation,  the  body  of  insulation  having  a 
plurality  of  parallel  rod  receiving  openings  there- 
in, one  side  of  the  body  of  insulation  having  a 
projection  extending  therefrom  and  the  opposite 
side  having  a  complementary  groove  whereby  the 
plug  contact  unit  may  be  joined  to  an  adjacent 
unit. 


2,015,711 
HOT  MOLDING  COMPOSITION  CONTAINTNG 
A     FABRIC     FILLER     AND     PROCESS     OF 
PRODUCING  SAME 
Oscar  A.  Cherry.  Chicago.  111.,  assignor  to  Econ- 
omy Fuse  Si  Manufacturing  Co.,  Chicago,  111., 
a  corporation  of  New  York 
No  Drawing.     Application  September  19,  1930. 
Serial  No.  483.136 
2  Claims.      CI.  18—55) 
1.  The  process  of   producing   molded  articles, 
which  consists  in  mixing  scraps  of  fabric  with 


a  potentially  reactive  resinous  material  which 
will  not  soften  during  the  molding  operation  to 
an  extent  to  cause  substantial  impregnation  of 
said  scraps  of  fabric,  and  then  hot  molding  said 
mixture  without  impregnating  said  scraps  of 
fabric. 


2,015,712 
COMPACT 

.Abraham  E.  Chesler,  Brooklyn.  N.  Y. 

Application  October  12.  1934.  Serial  No.  748,055 

14  Claims.      CI.  132— 83) 


JC  A 


1.  A  powder  compact  comprising  a  vitreous 
body  having  a  closed  bottom,  a  sheet  metal  cup 
cemented  in  a  corresponding  depression  in  the 
top  of  .said  body  and  having  an  upstanding  rim 
bead  exposed  at  the  face  of  said  body. 


2,015.713 
AUTO.MOBILE   BRAKE 

Walter  H.  Delahaye.  Ottawa,  Ontario,  Canada, 
assignor  to  Bendix  Brake  Company,  South 
Bend.  Ind. 

Application  December  2,  1929,  Serial  No.  410.934 
10  Claims.     iCL  188— 78i 


1.  In  a  brake,  in  combination  with  a  fixed  sup- 
port and  a  rotating  drum,  a  pair  of  shoes  pivoted 
to  the  support  at  their  ends  by  pin  and  slot  con- 
nections, means  between  the  ends  to  initially  ex- 
pand the  shoes  by  causing  the  slots  to  travel  on 
the  pivots  and  means  to  expand  the  separable 
ends  of  the  shoes  operable  after  the  initial  ex- 
pansion. 


2.015.714 
CABLE 

William  A.  Del  Mar.  Greenwich,  Conn.,  assignor 
to  Habirshaw  Cable  &  Wire  Corporation.  New 
York.  N.  Y..  a  corporation  of  New  York 
Application  Mav  9.  1933.  Serial  No.  670.050 

16  Claims.  CI.  173—264) 
16,  An  insulated  electrical  cable  having  an  in- 
ner sheath  of  rubber  insulation,  a  mousture  and 
ozone  resisting  sheath  for  the  rubber  insulation 
exterior  to  said  inner  rubber  sheath  comprised  of 
vulcanized  oil  and  other  ingredients,  with  the 
vulcanized  oil  predominating  in  proportions  over 
the  other  ingredients,  said  other  ingredients  be- 
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ing  in  such  small  proportions  relatively  to  the 
vulcanized  oil  as  not  to  essentially  impair  either 


the  moisture  or  ozone  resisting  quaUties  of  the 
vulcanized  oil. 


2.015.715 
DISCONNECTING  HOLDER 

Leroy  C    Doane.  Meriden,  Conn.,  assignor  to  The 
Miller  Company,  Meriden.  Conn.,  a  corporation 

of  Connecticut  ,  ^^      ,„«  nAr 

Apphcation  January  20.  1930,  Serial  No.  422,005 
13  (  laims.     (CI.  173—328) 


1 .  A  disconnecting  connector  comprising  a  fix- 
edly mounted  unit  having  two  insulating  sup- 
ported off  center  contacts  and  a  skirt  having 
ledges  provided  with  dwells  to  form  bayonet 
joints  of  predetermined  angular  relation  with 
the  contacts,  a  socket  carrier  having  pins  to  co- 
operate with  the  ledges  and  terminals  to  engage 
the  fixed  contacts  only  when  the  pins  are  turned 
to  be  received  in  the  dwells  in  the  ledges,  where- 
by the  circuit  is  made  or  broken  during  rotary 
movement  of  the  socket  carrier,  and  spring  means 
carried  by  the  fixedly  mounted  unit  and  bearing 
on  the  socket  carrier  for  holding  the  pins  in  the 

dwells 

4.  A  connection  for  lighting  apparatus  com- 
prising a  fixed  support  carrying  a  pair  of  insu- 
lated yieldable  contacts,  a  lamp  socket  having  its 
terminals  connected  to  contacts  having  fixed  po- 
sitions relative  to  one  another  and  to  the  socket, 
a  socket  holder  and  a  shock  absorber  secured  to 
the  socket  and  to  the  socket  holder,  the  socket 
holder  being  detachably  earned  by  the  fixed  sup- 
port, the  yieldabiUty  of  the  fixed  contacts  allow- 
ing the  shock  absorber  to  function  without  affect- 
ing the  circuit. 


2,015.716 

CONSTRUCTION  FOR  VEHICLE  BRAKES 

Edwin  R.  Evans.  Cleveland,  Ohio 

Application  October  7,  1929,  Serial  No.  397.996 

Renewed  November  21.  1934 

9  Claims.     tCl.  188—78) 


1  In  a  brake  construction,  a  brake  drum,  a 
back  plate,  brake  shoes  supported  from  the  back 
plate  in  the  drum,  a  centralizer  having  a  threaded 
adjustment  in  the  back  plate,  a  conical  portion  on 
the  centralizer  engaging  a  brake  shoe  and  adapted 
to  force  the  shoe  against  the  drum,  the  conical 
portion  of  the  centralizer  being  provided  with  a 
thread  at  the  point  of  engagement  with  the  brake 
shoe. 

2.015.717 
COMBINATION  FCEL  AND  BRAKE  CONTROL 

MEANS 

Arthur  D.  Hanratty.  San  Francisco,  Calif. 

Apphcation  June  25.  1934.  Serial  No.  732,229 

5  Claims.     (CI.  192—3) 


1.  Combination  brake  and  fuel  control  com- 
prising a  pivoted  brake  control  pedal  having  a 
brake  operating  means  operatively  connected 
thereto  a  pivoted  foot  piece  mounted  on  the 
pedal,  a  staUonary  shaft,  a  rotatable  member 
mounted  on  the  shaft  and  operatively  connected 
to  and  adapted  to  be  rotated  by  the  pivotal 
movement  of  the  foot  piece,  a  second  rotatable 
member  mounted  on  the  shaft  and  connected  to 
fuel  control  means,  and  means  interposed  be- 
tween the  two  rotatable  members  for  causing 
the  second  rotatable  member  to  be  rotated  by 
the  first  mentioned  rotatable  member. 
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2,015.718 
AUTOMATIC  CONTINUATOR 

Edwin  Hopkins,  New  York,  N.  Y. 

Application  June  25.  1929.  Serial  No.  373,569 

5  Claims.     (CI.  274—10) 


sltloned  between  and  held  In  position  by  the  ends 
of  the  shoes,  and  a  pair  of  rods  each  pivoted  to 


3.  In  apparatus  of  the  class  described  comprising 
a  plurality  of  turntables  with  a  train  of  members 
between  each  pair  of  adjoining  turntables  adapted 
to  automatically  cause  the  playing  of  the  first  to 
discontinue  and  the  playing  of  the  second  to  be 
begun  coincidentally,  electrical  means  for  causing 
such  train  of  members  to  function  thereaccordmg, 
comprising  an  electro-magnet,  a  circuit  therefor, 
switches  for  such  circuit  and  a  source  of  electrical 
current  therefor:  such  electro-magnet  adapted 
to  be  energized  upon  the  completion  of  the  count 
of  a  counter  of  the  class  described  with  which  it  is 
associated;  such  an  association  comprising  a 
switch  in  the  circuit  adapted  to  close  such  circuit 
and  energize  such  magnet  upon  the  completion  of 
such  count;  said  trains  of  members  of  the  class 
described  between  adjoining  turntables,  a  tone 
arm  lever  for  each  record  turntable,  a  critical 
spring  bell  crank  lever  fitted  with  a  supplementary 
foot  adapted  to  release  the  heel  of  the  tone  arm 
lever  of  the  following  record  turntable;  such  elec- 
tro-magnet adapted  to  cause  such  bell  crank  lever 
to  function  upon  such  magnet  being  energized; 
whereby  to  effect  the  functioning  of  the  train  of 
members  actuated  from  such  bell  crank  lever  ac- 
tion; and  a  supplementary  contact  switch  in  such 
electrical  circuit  having  contacts  adapted  to  be 
separated  and  break  such  circuit  and  de-energize 
such  magnet  upon  the  completion  of  the  count 
of  a  counter  of  a  record  subsequent  to  the  follow- 
ing record,  and  or,  electrical  tone  arms  for  such 
phonograph  with  switches  adapted  to  be  turned 
and  contacts  thereby  adapted  to  be  broken  on  the 
completion  of  the  counting  of  the  turntable, 
whereby  to  discontinue  vibrations  from  such  tone 
arms  on  completion  of  such  predetermined  count- 
ing of  rotations. 


2,015,719 
BRAKE 
Douflas  Fowler  Linsley.  Sound  Beach.  Conn.,  as- 
signor to  Bendix  Brake  Company,  South  Bend, 
Ind.,  a  corporation  of  Illinois 
Application  May  21,  1930,  Serial  No.  454,226 

8  Claims.     (CI.  188—78) 
1.  A  brake  comprising  two  corresponding  shoes 
positioned  for  movement  thereon,  a  servo  shoe  po- 


J* 


one  of  the  first  named  shoes  and  each  pivoted  to 
the  servo  shoe. 


2.015,720 
EDGE   GRINDING   APPARATUS 

Raoul  J.  Louvlaux,  Toledo,  Ohio,  assignor  to 
Li  bbey- Owens -Ford  Glass  Company.  Toledo, 
Ohio,  a  corporation  of  Ohio 

Application  November  9,  1931,  Serial  No.  573,762 
32  Claims.     iCl.  51—100) 


1.  In  a  machine  for  grinding  the  curved  edge 
of  a  glass  sheet  or  plate,  a  grinding  element 
mounted  in  a  substantially  fixed  position,  means 
for  supporting  the  sheet  in  a  substantially  fixed 
position  and  for  conveying  the  same  in  a  sub- 
stantially straight  path  past  said  grinding  ele- 
ment with  the  curved  edge  thereof  to  be  ground 
in  engagement  therewith,  said  sheet  supporting 
and  conveying  means  being  movable  toward  and 
away  from  said  grinding  element,  and  means 
for  yieldably  urging  .said  sheet  toward  and  main- 
taining it  in  engagement  with  the  grinding  ele- 
ment as  it  is  carried  past  the  same. 


2,015,721 

HIGHWAY  MARKER 

James  M.  Miller,  Kiowa,  Kans.,  a.ssiRrnor  to  The 

Daynite  Highway  Marker  Co.,  Kiowa,  Kans.,  a 

corporation  of  Kansas 
Application  October  14.  1933.  Serial  No.  693.635 
3  Claims.     iCI.  40—135) 

3.  In  a  marker  of  the  character  de.scrlbed,  a 
plate  constituting  a  back,  means  overlying  said 
plate  on  one  side  for  reflecting  and  diffusing  rays 
of  a  light  beam  falling  thereon,  a  translucent 
body  overlying  said  means,  and  a  stenciled  plate 
overlying  said  translucent  body  and  having  a 
flange  projecting  from  the  major  portion  of  the 
edge  thereof  and  extending  across  adjacent  edges 
of  the  translucent  body,  the  reflecting  means  and 
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the  back  plate,  said  flange  terminating  In  an  in- 
turned  portion  paralleling  the  stenciled  plate  and 


stantially   smaller   diameter   than   the   Internal 
diameter  of  the  barrel  and  of  sufficient  length  to 


fs 


//_ 


Til 


engaging  the  side  of  the  back  plate  opposite  the 
reflecting  means. 


2,015,722 
REFLECTOR  FOR  CINEMATOGRAPHIC 
PURPOSES 
Gabriel  Garcia  .Moreno.  Los  Angeles.  Calif.,  as- 
signor,  by    direct   and   mesne   assignments,   to 
CMC  Corporation,  New  York,  N.  Y.,  a  corpo- 
ration of  Delaware 

Application  April  25,  1934,  Serial  No.  722^71 
3  Claims.     (CL  88—24) 


AbMC/^ 


3.  In  a  reflector  system  particularly  adapted  to 
the  projection  of  a  plurality  of  longitudinally 
disposed  and  adjacent  frames  of  motion  picture 
film  simultaneously,  comprising  a  single  light 
source,  a  pair  of  complementary  concave  re- 
flector surfaces  provided  with  adjacent  dia- 
metrical edges  in  operative  relation  to  said  light 
source  and  means  for  pivoting  said  complemen- 
tary reflector  surfaces  Independently  along  axes 
parallel  to  said  edges  whereby  the  converging 
beams  reflected  by  said  reflector  surfaces  may  be 
adjustably  positioned  vertically. 


2,015.723 
FXTVOGATING   PUMP 

Wallace  D.  Merrill.  Sierra  Madre,  Calif.,  assignor, 
by  mesne  assignments,  to  American  Cyanamid 
&  Chemical  Corporation,  a  corporation  of  Del- 

A  wftrc 
Application  December  18    1931,  Serial  No.  581,862 
6  Claims.     (CI.  103— 178) 

1  A  displacement  pump  for  volatile  hquids 
comprising  a  pumn  barrel,  including  upper  and 
lower  portions,  an  annular  washer  attached  to 
said  barrel  between  said  upper  and  lower  portions, 
an  inlet  located  in  said  upper  portion,  a  valved 
outlet  located  in  the  upper  part  of  said  lower  por- 
tion and  a  movable  piston  located  in  said  barrel 
and  comprising  a  valved  head  cooperating  with  a 
piston  rod  and  a  cylindrical  skirt  portion  of  sub- 

459  O.  G.— 5 


contact  with  said  washer  during  the  entire  stroke 
of  the  piston. 

2,015,724 

LIGHTING  FIXTURE 

Herman  B.  Meyer,  Chicago,  111. 

Application  December  24.  1934.  Serial  No.  758.976 

3  Claims.     (CI.  24(V— 81) 


1.  A  lighting  fixture  comprising  a  standard 
having  a  socket  and  lamp  on  its  upper  portion, 
a  shade  surrounding  said  lamp,  a  hollow  base 
provided  with  an  upstanding  central  portion  hav- 
ing an  opening  at  its  top,  a  bridge  extending 
acro?s  said  opening  upon  which  said  standard  Is 
supported,  a  socket  and  lamp  within  said  base 
below  said  opening,  and  a  deflector  spaced  above 
said  opening  of  greater  width  than  said  opening 
to  partially  obscure  the  latter,  said  deflector 
adapted  to  direct  light  rays  emitted  through  said 
opening  In  a  downward  and  outward  direction 
whereby  the  exterior  surfaces  of  the  base  and  its 
upstanding  portion  are  Illuminated. 

2,015,725 

INTERNAL  STRIPPER  FOR  BL^BLE  T0W*:RS 

John  W.  Packie.  Green  Village.  N.  J.,  assignor  to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 
Application  June  19.  1931.  Serial  No.  545,419 

5  Claims.     (CI.  196—94) 
5    A  fractionating  column,  comprising  a  shell, 

bubble  plates  extending  transversely  of  the  shell. 

a  stripping  column  within  the  shell  opening  at 
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Its  upper  end  through  openings  In  a  given  plate 
and  including  a  housing  of  lesser  diameter  than 
the  shell,  bubble  plates  extending  transversely 
of  the  housing,  an  overflow  pipe  from  the  given 
plate  leading  into  the  upper  portion  of  the  hous- 


ing, an  overflow  box  in  the  housing  and  inter- 
posed m  the  overflow  pipe,  a  line  leading  from 
the  box  to  the  next  lower  plate  of  the  shell,  and 
means  for  directing  the  flow  of  liquid  either  to 
the-  pipe  or  to  the  line. 

2,015.726 
COASTER  WAGON 

Antonio  Pasin,  Chicago,  111.,  assignor  to  Radio 
Steel  &  Mfg.  Co.,  Chicago.  111.,  a  corporation 
of  Illinois 

.Application  December  8,  193,3,  Serial  No.  701,415 
6  Claims.      CI.  280— 87.5 i 


cement  of  the  oxyphosphate  type,  said  metallic 
spindle  being  coated  with  a  film  of  a  metal  of  the 


1.  A  toy  wagon  construction  comprising  a  bol- 
ster, a  fifth  wheel  and  a  reach  member  exterxl- 
ing  from  the  upper  part  of  the  bolster  for  con- 
nection with  a  tongue,  said  bolster  being  of  sheet 
material  having  a  flat  upper  portion,  said  reach 
member  being  of  sheet  material  and  having  a 
cup  portion  having  a  flat  bottom  l3dng  against 
the  flat  upper  portion  of  the  bolster  and  said 
fifth  wheel  being  of  sheet  material  having  a  cup 
portion  fitting  within  the  cup  portion  of  the 
reach  member  and  having  laterally  extending 
wmg  portions  .secured  to  a  wagon  body. 

2.015.727 
ROTARY  BONDED  .ABRASIVE  ARTICLES 

Arthur  H.  Prey.  Niagara  Falls.  N.  Y.,  assignor  to 
The    Carborundum    Company,    Niagara    Falls, 
N.  Y.,  a  corporation  of  Pennsylvania 
Application  December  1.  1933.  Serial  No.  700.409 
In  Canada  September  26.  1932 
7  Claims.     iCl.  51—206) 
1.  An    abrasive    article    comprising    a    bonded 
abrasive  article  joined  to  a  metallic  spindle  by  a 


group  consisting  of  copper,  cadmium,  nickel,  sil- 
ver, gold  and  chromium  where  it  comes  in  contact 
with  the  cement. 


2.015,728 

PAPER   FFEDINCl   MECHANISM 

Henry  Resrh,  Bayonne,  N.  J  ,  assignor,  by  mesne 

assignments,  to  Ralph  (    Coxhead  Corporation, 

New  York.  N.  Y.,  a  corporation  of  Delaware 

Application  August  15.  1931.  Serial  No.  557,236 

9  Claims.     (CI.  197—127) 


1.  In  a  t3rpewriting  machine,  the  combination 
of  a  carriage,  printing  instrumentalities,  two  pa- 
per guides  to  embrace  the  sides  of  a  work  sheet  to 
assist  in  guiding  it  in  a  flat  condition  downwardly 
to  the  printing  instrumentalities,  feed  rollers 
for  said  work  .sheet  above  the  printing  irLstrumen- 
talities.  the  bite  of  the  feed  rollers  being  in  the 
plane  in  which  the  work  sheet  is  guided  by  said 
guides,  means  to  adjust  the  paper  guides  for  va- 
rious widths  of  work  sheets,  and  means  to  adjust 
the  feed  roller.s.  accordingly,  there  being  an  open 
space  between  the  two  paper  guides  in  which  the 
feed  rollers  are  located. 


2,015.729 

ACTUATING  MEANSFOR  FRICTION 

DISKS 

.Axor  D.  Robbins,  New  York,  N.  Y.,  assignor,  by 
mesne  assignments,  to  Bendix  Aviation  Corpo- 
ration, South  Bend,  Ind..  a  corporation  of  Dela- 
ware 
Application  July  14,  1928,  Serial  No.  292.728 

8  Claims.     (CI.  188—72) 
1.  In  combination  with  a  brake  mechanism  for 
motor  vehicles,  means  for  applying  power  to  the 
brake  parts  including  a  lever  of  the  Urst  order,  a 
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lever  of  the  second  order  pivotally  supporting  said 
first  named  lever,  a  cam  for  actuating  the  sup- 


porting lever  and  an  adjustable  support  for  said 
supporting  lever. 


2,015.730 

SHEET    GLASS    INSPECTION    APPARATUS 

Edwin  A.  Rosin  and  Alden   H.  Stebbins,  Toledo. 

Ohio,    assignors    to    Libbey-Owens-Ford    Glass 

Companv,  Toledo.  Ohio,  a  corporation  of  Ohio 

Application  October  15,  1931.  Serial  No.  569,004 

20  Claims.     (CI.  88—14) 


f=^ 


8.  In  an  inspection  apparatus  for  sheet  or  plate 
glass,  a  table  upon  which  the  glass  sheet  or  plate 
is  honzontalli'  supported,  a  plurality  of  elongated 
arcuately  curved  reflectors  positioned  above  the 
table  and  arranged  substantially  parallel  one 
above  the  other,  and  separate  lighting  means 
associated  with  each  reflector  for  directing  hght 
upwardly  thereagainst.  said  reflectors  acting  to 
reflect  tlie  light  downwardly  onto  the  glass. 


sponsive  devices,  one  associate  with  each  of  said 
brakes,  a  pair  of  electric  circuits  each  including 


2,015.731 
BRAKE    INDICATING    DEVICE 

Harris   C.   Roth,    South   Bend,   Ind..   assignor   to 

Bendix  .Aviation  Corporation,  South  Bend,  Ind., 

a  cori>oration  of  Delaware 

Application  April  4.  1932.  Serial  No.  603,127 
2  Claims.     (CI.  177—3111 

1.  For  use  in  combination  with  an  automobile 
having  a  pair  of  wheels  and  having  brakes  asso- 
ciated with  said  wheels,  a  pair  of  temperature  re- 


a  switch  controlled  by  one  of  said  temperature  re- 
sponsive devices  and  each  including  an  indicating 
means  controlled  by  said  circuit. 


2.015.732 
CONDENSER   WITH  TEMPERATI'RE 
COMPENSATION 
Stuart  W.   Seeley.   Jackson.   Mich.,   assignor,  by 
mesne   assignments,   to   Radio   Corporation    of 
America,    New   York,   N.  Y.,  a   corporation   of 
Delaware 

Application  June  21.  1933.  Serial  No.  676.815 
2  Claims.      CI.  175—41.5; 


1.  An  electrical  condenser  unit  consisting  of  a 
frame,  plates  secured  to  said  frame,  a  rotatable 
shaft  of  low  coefficient  of  expansion,  an  addi- 
tional plate  secured  to  said  shaft  in  spaced  rela- 
tion to  one  of  the  first  mentioned  plates,  a  shaft 
of  high  coeflflcient  of  expan.sion  fastened  to  the 
first  shaft  and  a  compensating  plate  secured  to 
the  end  of  the  second  shaft  and  spaced  outside 
of  another  of  said  first  mentioned  plates. 


2.015.733 
METHOD  OF  CRACKING  OIL 
Harold    Sydnor,    Elizabeth.    N.    J.,    assignor    to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 
Application  March  20.  1931.  Serial  No.  524.067 
1  Claim.     I  CI.  196 — 51) 

7' , J   Z      _ 


Process  of  cracking  oil  comprising  reducing  a 
crude  oil  by  flash  vaporization  to  obtain  a  re- 
duced crude  oil.  collecting  a  heavy  naphtha  and 
a  light  naphtha  distillate  substantially  free  from 
cracked  products  from  such  crude  oil,  heating 
the  heavy  naphtha  to  a  cracking  temperature 
under  pressure  in  an  elongated  narrow  heating 
zone  and  introducing  it  Into  the  upper  part  of 
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EUl  enlarged  vertical  digestion  zone,  heating  gas 

oil  to  a  cracking  temperature  lower  than  tlie 
above  mentioned  cracking  temperature  under 
pressure  in  a  separate  elongated  narrow  heating 
zone  and  introducing  it  into  the  upper  part  of 
said  enlarged  vertical  digestion  zone,  passing  the 
reduced  crude  oil  from  which  naphtha  has  been 
removed  into  the  lower  part  of  such  zone  in  the 
hot  state  as  obtained  from  the  reducing  opera- 
tion, removing  oil  and  vapor  together  from  the 
lower  path  of  the  digestion  zone,  and  separating 
gasoline  from  the  removed  product. 

2.015.734 
SECTIONAL  JOINTER  FENCE 
Herbert  E.  Taatz,  Milwaukee,  Wis.,  assigrnor  to 
The  Delta  Manufacturinf  Company,  Milwau- 
kee, Wis.,  a  corporation  of  Wisconsin 
AppUcation  June  13.  1935.  Serial  No.  26.337 
4  Claims.     <C1.  144 — 253) 


1.  The  combination,  with  a  jointer  having  rela- 
tively adjustable  front  and  rear  tables,  of  a  fence 
for  said  jointer  having  adjustably  connected  front 
and  rear  sections  extending  over  said  respective 
tables,  said  fence  sections  being  relatively  mov- 
able in  a  transverse  direction  parallel  to  the  face 
of  the  fence  for  placing  the  lower  edges  of  said 
sections  close  to  the  respective  tables. 

2.015.735 

SAFETY  LOCK 

Theo  Thomalla.  Solingen.  Germany 

AppUcation  March  1.  1932.  Serial  No.  596,134 

In  Germany  December  4.  1930 

16  Claims.     (CI.  70 — 46) 


1.  Locking  mechanism  comprising  in  combina- 
tion: a  two  part  casing;  a  main  locking  bolt  ar- 
ranged in  one  part  of  said  casing;  a  cylindrical 
bolt  operating  member  mounted  in  a  second  part 
of  said  casing  and  comprising  a  cylindrical  box 
serving  for  locking  the  two  parts  of  the  casing  to- 
gether and  for  operating  the  bolt:  handle  means, 
and  means  for  connecting  said  handle  means  di- 
rectly to  said  cylindrical  box:  tumblers  arranged 
in  said  bolt  operating  member:  and  a  spring  con- 
trolled transverse  bolt  controlled  and  secured  from 
movement  by  said  tumblers  and  adapted  to  lock 
said  box  to  said  casing. 

2.015.736 
CHANGE  SPEED  MECHANISM 
Francis  M.  Vandervoort,  Cleveland.  Ohio.  assi«:nor 
to  The  White  Motor  Company,  Cleveland.  Ohio, 
a  corporation  of  Ohio 
Application  December  19.  1933.  Serial  No.  703.076 
2  CUims.     (CI.  74 — 333) 
1.  In  a  change  speed  mechanism,  a  pair  of  ro- 
tatable  shafts,  a  gear  slidab'y  and  non-rotatably 


mounted  upon  one  of  said  shafts,  a  second  gear 

having  a  different  diameter  than  said  first  named 
gear  fixed  on  the  same  shaft  as  said  first  gear  in 
spaced  relation  thereto,  a  third  gear  fixed  on  the 
other  of  said  shaits  with  which  said  first  named 
gear  is  brought  into  mesh  when  it  is  moved  to- 
waid  said  second  gear,  a  fourth  gear  fixed  on  the 
same  shaft  as  said  third  gear  disposed  on  the  op- 
posite side  of  said  second  gear  from  said  third 
gear,  and  a  shiftable  gear  set  mounted  adjacent 
said  shafts  consisting  of  three  rigidly  connected 
gears,  an  end  gear  designed  for  meshing  engage- 
ment with  said  first  named  gear,  a  central  gear 
designed  for  meshing  engagement  with  said  sec- 
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ond  gear  and  said  third  gear,  and  an  end  gear  de- 
signed for  meshing  engagement  with  said  fourth 
gear,  the  arrangement  and  design  of  said  gear 
set  being  such  that  when  said  first  named  gear 
occupies  a  neutral  position  out  of  mesh  with  said 
third  gear  said  set  can  be  moved  to  a  position 
in  which  said  central  gear  and  said  first  named 
end  gear  will  form  a  driving  connection  between 
said  first  named  gear  and  said  third  gear,  and 
further  being  such  that  said  set  can  be  moved  to 
a  second  position  in  which  said  central  gear  and 
said  second  named  end  gear  will  form  a  driving 
connection  between  said  second  gear  and  said 
fourth  gear. 


2.015.737 
ELECTRIC  PHONOGRAPH 

Arthur  B.  Winchell.  Jackson.  Mich.,  assignor,  by 
mesne  assignments,  to  Radio  Corporation  of 
America,  New  York,  N.  ¥.,  a  corporation  of 
Delaware 

Application  April  16.  1932.  Serial  No.  605,598 
20  Claims.     (CI.  274— 10) 


18.  In  phonographs,  a  motor,  a  turntable,  a 
lever  pivoted  to  move  vertically,  a  discard  arm 
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rigidly  positioned  on  said  lever,  a  roller  on  said 
arm.  a  wedge  spaced  from  said  roller,  means  to 
move  the  lever  in  a  horizontal  plane  to  insert 
the  edge  portion  of  a  record  between  the  roller 
and  wedge,  and  means  to  move  the  lever  In  a 
vertical  plane  to  tilt  the  record  above  the  turn- 
table.  

2.015.738 
AREA  MEASURING  MACHINE 
Erastus  E.  Winkley  and  George  T.  Hart.  Jr.,  Lynn, 
Mass.,  assignors  to  United  Shoe  Machinery  Cor- 
poration, Paterson,  N.  J.,  a  corporation  of  New 
Jersey 
Application  December  31.  1934.  Serial  No.  760.056 
17  Claims.     (CI.  33— 123) 


above  115°  F..  comprising  70  to  90%  of  crystalline 
paraffin  wax  having  a  melting  point  higher  than 
115=  F.  and  10  to  30%  of  crude  petrolatum  con- 
taining a  small  percentage  of  asphalt. 


1.  In  a  machine  for  measuring  the  area  of  a 
piece  of  work,  a  radiation-sensitive  device  pro- 
gressively responsive  to  the  width  dimension  of 
said  piece  of  work  as  it  is  fed  through  the  ma- 
chine an  electrical  circuit  comprising  said  de- 
vice, means  for  feeding  said  piece  of  work 
through  the  machine,  and  an  integrating  elec- 
tric meter  having  connections  with  said  circuit 
which  render  said  meter  responsive  to  said  de- 
vice. ^,  .    . 

12.  In  an  area  measuring  machine,  a  pnoto- 
electric  cell,  a  chamber  containing  said  cell  and 
having  an  opening  in  the  wall  thereof  opposite  to 
said  cell,  a  lamp  serving  as  a  source  of  light  lo- 
cated adjacent  to  said  opening  to  project  light 
upon  said  cell,  a  cylinder  of  transparent  material 
surrounding  said  lamp,  means  rotating  the  cyl- 
inder at  a  predetermined  speed,  said  cylinder 
serving  as  means  for  moving  a  piece  of  work  be- 
tween the  lamp  and  the  photo-cell,  an  integrating 
electric  meter  in  a  circuit  controlled  by  the  photo- 
electric cell,  and  calibrated  to  indicate  measure- 
ments in  units  of  area,  a  pressure  roll  arranged  to 
contact  with  the  piece  of  work  passing  over  said 
cylinder,  the  roll  being  driven  by  the  work  so 
that  it  moves  at  the  same  rate  as  the  latter,  and 
means  operatively  connected  to  said  roll  for  vary- 
ing the  current  in  the  meter  circuit  in  accordance 
with  the  rate  of  movement  of  the  work  upon 
changing  the  speed  of  the  work  from  that  of  the 
cylinder.  ^ 

2.015.739 
WAX  COATING  COMPOSITION 

Carl  Winning.  Elizabeth.  N.  J.,  assignor  to  Stand- 
ard Oil  Development  Company,  a  corporation 
of  Delaware 

No  Drawing.     Application  August  29,  1933, 
Serial  No.  687.313 
4  Claims.     (CI.  134—1) 
1.  A  non-tacky  wax  coating  composition  pos- 
sessing  flexibility   and  having    a  melting  point 


2.015.740 

LAWN  MOWER 

Charles  C.  W  orthington.  Dunfield.  N.  J. 

AppUcation  October  21,  1932,  Serial  No.  638,853 

24  Claims.     (CL  56—7) 


V 


=f^^ 


^ 


'/T>.-. 


1.  In  combination  with  a  tractor,  a  plurality 
of  detachable  lawn  mower  units  flexibly  attached 
thereto  and  individual  grass  boxes  for  the  units, 
each  of  said  boxes  being  supported  in  part  on 
the  tractor  and  in  part  on  its  unit  and  movable 
with  the  unit  relatively  to  the  tractor. 


2.015.741 
BRAKE   MECHANISM 
Harry  E.  Burton.  Chicago.  III.;  Elizabeth  Burton, 
executrix  of  said  Harry  E.  Burton,  deceased,  as- 
signor to  Bendix  Products  Corporation,  South 
Bend.  Ind..  a  corporation  of  Indiana 
Application  December  12.  1931.  Serial  No.  580.546 
Renewed  September  1,  1934 
7  Claims.     (CI.  188—152) 


-?     « 


1.  In  an  automobile  having  a  frame,  wheels 
for  said  automobile,  a  brake  for  each  wheel,  front 
to  rear  members  connected  to  said  brakes  on  each 
side  said  front  to  rear  members  including  a  ca- 
ble a  hydraulically  controlled  plunger  connected 
to  said  frame  on  each  side  for  operating  said 
front  to  rear  members,  each  plunger  carrying  a 
pulley  engageable  with  said  cable,  means  for  op- 
eraUng  the  plungers,  and  means  for  guiding  said 
plungers. 

2,015,742 
SYNCHRONIZING  APPARATUS  FOR 
PHOTOTELEGRAPHY.  ETC. 
Austin  G.  Cooley.  Cambridge.  Mass..  assignor,  by 
mesne  assignments,   to   Radio  Corporation   of 
America,  a  corporation  of  Delaware 
Application  December  11.  1924.  Serial  No.  755.336 
11  Claims.     (CI.  178—69.5) 
1.  In  a  picture  transmitting  system,  a  carrier 
current  generator  at  the  transmitting  end.  means 
to  modulate  its  output  in  accordance  with  the 
elements  of  the  picture  to  be  sent,  a  line  to  carry 
the  modulated  current,  means  to  expose  a  spot 
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ol  a  sensitive  receiving  film  in  accordance  with 
the  modulated  current  received  from  the  line  and 
means  to  move  the  receiving  film  in  synchronism 


Xi^ 


with  the  transmitting  film,  said  last  mentioned 
means  having  its  speed  determined  by  the  carrier 
component  of  the  received  current. 


2.015,743 

AZO   DYE   AND   METHOD  FOR   ITS 

PREPARATION 

Miles  Auifustinus  Dahlen  and  John  Elton  Cole, 
Witaninrton,  Del.,  assiirnors  to  E.  I.  du  Pont  de 
Nemours  &  Company,  Wihninirton,  Del.,  a  cor- 
poration of  Delaware 

No  Drawing.     Application  May  27.  1932. 
Serial  No.  614.035 
15  Claims.     (  CI.  260—95) 
6.  An  azo  dye  having   the   following   general 
formula: 

/ 


Y 


N 


-OH 


-CONH  Aryl 


in  which  •^Ai-yl"  represents  a  member  selected 
from  the  group  consisting  of  benzene,  diphenyl, 
and  naphthaJene. 


2,015.744 
SNAP   LOCKING    SLAB 
Clarke  F.  Davis,  Short   Hills,  N.  J.,  assUnor.  by 
mesne  assi«mments.  to  .American  Cyanamid  & 
Chemical  Corporation,  a  corporation  of  Dela- 
ware 
Application  February  ^U.  1933,  Serial  No.  657.567 
22  Claims.     iCl.  72 — 68) 


10.  A  building  construction  including  two  pre- 
cast slabs  erected  adjacent  to  each  other,  each 
slab  having  a  metallic  member  co-operating  with 
a  complementary  portion  of  the  adjacent  metallic 
member,  one  of  said  members  having  a  recess 
with  a  restricted  neck,  the  other  member  having 
a  projection  sprung  up  into  said  recess  t)eyond 
the  neck,  one  of  said  metal  members  having  an 
upstanding  flange. 


2.015.745 

ELECTRICAL    SYSTEM 

Max  Deri,  Meran.  Italy 

AppHcatioD  January  21,  1933.   Serial  No.  652.873 

In  Austria  March  29.  1930 

17  Claims.     (CL  171— 228 » 


1.  An  electrical  system  comprising  in  combi- 
nation a  direct  current  line,  a  multiphase  syn- 
chronous machine  having  a  multiphase  winding 
connected  in  star  and  two  exciting  windings  ar- 
ranged with  their  axes  so  as  to  include  an  angle 
of 


(n=number  of  poles "» ,  a  multiphase  rectifier 
connecting  said  stator  winding  with  said  di- 
rect current  line,  means  for  supplying  direct 
current  of  constant  intensity  to  one  of  said  ex- 
citing windings  and  means  for  supplying  to  the 
other  exciting  winding  a  direct  current  having 
an  intensity  proportional  to  the  direct  current 
voltage  in  said  direct  current  line. 


2.015,746 
BATTERY   CONTAINER 
Leon    A.    DouKhty.    Glenside.    Pa.,     assiirnor    to 
Carllle  <&  Doughty.  Incorporated,  a  corporation 
of  Pennsylvania 

Application  August  7,  1933.  Serial  No   683.992 
6  Claims.     (CL  136—170) 
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1.  In  a  multi-celled  battery  having  covers  for 
the  cells,  the  combination  of  a  dowel  seated  in  a 
recess  in  a  wall  of  the  battery  in  overhanging  re- 
lation to  the  cell  covers  but  spaced  therefrom  to 
provide  clearance  t)etween  the  dowel  and  the 
covers,  together  with  battery  sealing  compound 
embedding  said  dowel  and  filling  said  clearance 
space. 


2,015.747 
ROLL   CONSTRICTION 
John  L.  Drake,  Toledo,  Ohio,  assignor  to  Libbcy- 
Owens-Ford   Glass  Company,   Toledo,   Ohio,   a 
corporation  of  Ohio 

Application  July  11.   1932,  Serial  No.  621,820 
20  Claims.     (CI.  257— 95) 


5  3  0^3 


1,  In   combination   in   a   fluid   cooled   roll,   an 
outer    rotatable    cylindrical    casing,    a    normally 
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stationary  fluid  supply  member  arranged  within 
said  casing  and  having  a  plurality  of  openings 
discharging  therefrom,  said  openings  being  ir- 
regularly spaced  to  effect  a  relatively  greater 
cooling  action  upon  one  portion  of  the  casing 
than  upon  another  portion  thereof,  means  for 
supplying  a  cooUng  fluid  to  said  member,  and 
means  for  rotating  said  member  relative  to  said 
casing. 

2,015.748 

METHOD  FOR  PRODUCING  POUR 

INHIBITORS 

Per  K.  Frolich.  Roselle.  N.  J.,  assignor  to  Standard 
Oil  Development  Company,  a  corporation  of 
Delaware 

No  Drawing.     Application  June  30,  1933, 
Serial  No.  678,480 
7  Claims.     (CI.  260—168) 
1.  An  improved  process  for  producing  a  pour 
Inhibitor,  comprising  the  condensation  of  an  aro- 
matic hydrocarbon  selected  Irom  the  members  of 
the  benzene  and  naphthalene  series  with  a  halog- 
enated  paraffin  wax  and  adding  a  further  quan- 
tity of  halogenated  paraffin  wax  and  obtaining 
further  condensation. 


2,015.749 
CASH  REGISTER 

Frederick  L.  Fuller.  West  Orange,  N.  J.,  assiirnor 
to  The  National  Cash  Register  Company,  Day- 
ton. Ohio,  a  corporation  of  Maryland 

Original  application  April  1.  1926.  Serial  No. 
99.019.  Divided  and  this  application  February 
5,  1932,  Serial  No.  591.142 

13  Claims.     (CL  235—3) 


water  soluble  temporary  binder,  which  steps  com- 
prise heating  the  constituents  In  contact  \^nth 
steam  subsequently  mixing  said  constituents  and 
molding  them  under  the  physical  conditions  pro- 
duced by  so  heating  the  constituents,  and  finally. 
drying  the  molded  article. 


2.015.751  ^_^^ 

CATALYTIC  PROCESS  FOR  PRODUCING 
ALICYCUC    KETONES 
George  De  Witt   Graves,   Wilmington.   Del.,   as- 
signor to  E.  I.  du  Pont  de  Nemours  &  Company, 
Wilmington,  Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  July  13,  1934, 
Serial  No.  734.989 
18  Claims.    (CI.  260—131) 
1    The    process    of    making    alicyclic   ketones 
which  comprises  passing  a  gaseous  mixture  con- 
taining a  secondary  alicyclic  alcohol  and  oxygen 
over  a  catalyst  comprising   essentially  metallic 
silver  at  a  temp)erature  in  excess  of  450°  C. 


1  In  a  machine  of  the  class  described,  a  tot^- 
izer  printing  mechanism,  including  a  movable 
pririter  frame,  adapted  to  cause  printing  from  trie 
totalizer,  a  resetting  device  for  the  totalizer 
adapted  to  first  be  conditioned  and  then  actu- 
ated and  means  actuated  by  a  movement  of  the 
printer  frame  to  condition  the  resetting  device  for 
actuation. 

2,015,750 
MANITACTURE   OF  CERAMIC    WARE 
Charles  F.   Gelger,  Metuchen.  N.  J  .  assignor  to 
The    Carborundum    Company.    Niagara    Falls, 
N.  Y..  a  corporation  of  Pennsylvania 

No  Drawing.     Application  July    3,  1933, 

Serial  No.  678.923 

11  Claims.     (CI.  25—156) 

1    The  steps  in  the  process  of  making  a  cerami- 

cally  bonded  article  from  granules  at  least  as  hard 

as  commercial  glass  with  the  addition  of  a  small 

proportion  of  clay  and  a  smaller  proportion  of 


2.015.752 
CARBLTIETOR 
Scott   F.    Hunt.    South    Bend.    Ind..    assignor    to 
Bendix  Aviation  Corporation.  South  Bend.  Ind., 
a  corporation  of  Delaware 
Application  January  25,  1933.  Serial  No.  653,d18 
9  Claims.     (CI.  123—119) 


1  The  combination  of  a  carburetor,  a  pressure 
responsive  choke  valve  in  said  carburetor,  a 
spring,  a  thermostat,  means  connecting  said 
spring  and  thermostat  to  said  valve  to  close  the 
same  and  pressure  responsive  means  for  discon- 
necting said  spring  from  said  connecting  means. 


2.015.753 

CARBURETOR 

Scott    F.    Hunt,    South    Bend,    Ind..    assignor    to 

Bendix  Aviation  Corporation.  South  Bend,  Ind., 

a  corporation  of  Delaware  o  i-^n 

AppUcation  January  25.  1933,  Serial  No.  6o3,519 

Renewed  October  22,  1934 

14  Claims.     (Ci.  123—119) 


nSyOi 


1  In  a  control  mechanism  for  an  internal 
combustion  engine  carburetor  having  a  choke 
valve  and  a  throttle,  a  thermostat  for  controlling 
the  degree  of  opening  of  the  choke  valve  as  a 
function  of  temperature,  means  for  locking  said 
choke  valve  open,  and  means  for  unlocking  said 
locking  means  each  time  the  throttle  is  closed. 
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2.01.1.754 
FILLER  LMT 

Elmer  Edward  Koenis.  Garfleid  Heights,  and 
George  McKira  Mills,  Cleveland  Heights.  Ohio, 
assignors  to  The  Mills  Company,  Cleveland, 
Ohio,  a  corporation  of  Ohio 

Application  Februarv  8,  1932,  Serial  No.  591,673 
14  Claims.     (CI.  189—34) 


*^  jg  ss  "f 


» 

13.  In  partition  construction,  a  combination 
half  post  and  wall  filler  member  of  generally 
channel  form,  a  half  post  upright,  a  clip  engag- 
ing the  web  portion  of  said  channel  member  and 
connecting  the  same  to  said  half  post  upright, 
and  a  complementary  wall  filler  member  adapted 
to  abut  against  a  wall  and  telescopingly  connect- 
ed to  said  channel  shaped  member. 

2,015,755 
MACHINE    FOR    USE    IN    TREATING    HIDES. 
SKINS.    LEATHER.    AND    OTHER    SIMILAR 
PIECES  OF  WORK 
Matthew  M.  Merritt,  Middleton.  Mass..  assignor 
to    The    Tanning    Process    Company,    Boston. 
Mass..  a  corporation  of  Massachusetts 
AppUcation  November  21,  1932.  Serial  No.  643,576 
9  Claims.     iCl.  149—11) 


1.  A  rotary  drum  for  treating  hides  and  skins, 
having  a  plurality  of  shelves  secured  upon  the 
interior  cylindrical  surface  of  the  drum,  each  of 
the  shelves  being  arranged  in  such  manner  that 
a  work  lifting  surface  of  the  shelf  is  at  an  angle 
of  substantially  50  to  55  degrees  to  the  tangent 
to  the  interior  surface  of  the  drum  at  the  point 
of  intersection  therewith,  and  each  shelf  extend- 
ing into  the  drum,  in  the  plane  of  the  shelf,  from 
the  inner  cylindrical  surface  thereof  a  distance 
equal  to  about  one-fourth  of  the  length  of  the 
chord  in  which  it  lies,  whereby  when  said  drum 
is  operated  at  a  suitable  speed  the  hides  or  skins 
will  be  discharged  from  a  shelf  at  or  near  the 
high  point  of  the  drum  and  will  fall  to  the  liquid 
level  thereof  without  striking  other  shelves  lower 
in  the  drum. 

2,015.756 
APPARATUS  FOR   BURNING    SOLID 
CARBONACEOUS  FUEL 
Charles   J.  Moir.  New   York.   N.  Y..  assignor   to 
Flameking  Company,  Incorporated.  New  York, 
N.  Y.,  a  corporation  of  New  York 
AppUcation  June  7.  1932.  Serial  No.  615.809 
11  Claims.     (CI.  126—145) 
1.  A  fire  pot  comprising,  a  plurality  of  side  sec- 


tions, a  ring  for  supporting  said  side  sections,  and 
means  for  securmg  said  side  sections  to  said  ring 
along  a  plurality  of  spaced  concentric  rows,  said 
rows  bemg  so  spaced  from  the  center  of  the  ring 


that  the  circumferential  distance  around  the  ring 
at  each  row  is  substantially  an  even  multiple  of 
the  arcuate  length  of  the  bottom  of  one -side  sec- 
tion. 


2.015,757 
SHOCK  ABSORBER 

Rollin  H.  Moulton.  Berwyn.  111.,  assignor  to 
National  Pneumatic  Company.  New  York.  N.  Y., 
a  corporation  of  West  Virginia 

Original  application  August  20,  1930.  Serial  No. 
476,590.  Divided  and  this  application  Novem- 
ber 17,  1934,  Serial  No.  753,431 

10  Claims.     (CI.  188 — 88) 


^.1^ — i . . .,  1 ,1       .,...,.> . . . . 


1  In  a  shocic  absorber,  the  combination  of  a 
cylmder,  a  piston  disposed  therem,  a  piston  rod 
connected  to  said  piston  and  extending  outwardly 
of  one  end  of  said  cylmder,  valves  In  said  piston 
for  by-passing  fluid  from  one  side  of  said  piston 
to  the  other  sifter  a  predetermined  pressure  has 
been  reached  in  the  side  of  said  cylinder  toward 
which  said  piston  is  traveling,  said  cylinder  hav- 
ing a  channel  provided  with  valves  communicat- 
ing with  each  end  of  said  cylinder  for  supplying 
said  ends  of  said  cylinder  with  fluid,  said  valves 
being  operable  upon  movement  of  said  piston 
away  from  said  valves. 


2.015.758 
SHOCK  ABSORBER 

Rollin  H.  Moulton,  Berwyn.  111.,  assignor  to 
National  Pneumatic  Company,  New  York,  N.  Y., 
a  corporation  of  West  Virginia 

Original  application  August  20,  1930,  Serial  No. 
476,590.  Divided  and  this  application  Novem- 
ber 17.  1934.  Serial  No.  753,432 

8  Claims.     (CI.  188 — 88) 
1.  In  a  shock  absorber,  the  combination  of  a 

cylinder,  a  piston  disposed  therein,  a  piston  rod 
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connected  to  said  piston  and  extending  outwardly 
of  one  end  of  said  cylinder,  means  for  by-passing 
fluid  from  one  s  de  of  said  piston  to  the  other, 
said  piston  rod  having  a  channeled  portion  com- 
municating with  one  end  of  said  cylinder,  and  a 


sleeve  cooperating  with  said  channel  communi- 
cating therewith  and  with  said  other  end  of  said 
cylinder,  and  means  in  said  piston  for  by-passing 
from  either  side  of  said  piston  to  the  other  after 
a  predetermined  pressure  is  built  up  in  the  end  of 
said  cylinder  from  which  by-passing  is  effected. 


2,015,759 
SHOCK   ABSORBER 
Rollin    H.    Moulton,    Berwyn.    HI.,    assignor    to 
National  Pneumatic  Company,  New  York,  N.  Y., 
a  corporation  of  West  Virginia 
Original  application  August  20,  1930,  Serial  No. 
476.590.     Divided  and  this  application  Novem- 
ber 17.  1934,  Serial  No.  753.433 

5  Claims.     (CI.  188 — 88) 


1.  In  a  shock  absorber,  the  combination  of  a 
cylinder,  a  hollow  piston  disposed  therein,  a  hol- 
low piston  rod  secured  to  said  piston  and  com- 
municating therewith,  said  piston  rod  extending 
outwardly  of  cylinder,  valves  in  said  piston  for 
by-passing  fluid  from  one  side  of  said  piston  to 
the  other  after  a  predetermined  pressure  h£is  been 
reached  in  the  side  of  said  cylinder  toward  which 
said  piston  is  traveling,  and  additional  valves  in 
said  piston  each  communicating  with  said  piston 
and  an  adjacent  end  of  said  cylinder  for  conduct- 
ing fluid  to  said  cylinder  upon  a  predetermined 
reduction  of  fluid  pressure  in  the  end  of  said 
cylinder  from  which  said  piston  is  traveling. 


2,015,760 
INSOLE   AND  METHOD  OF  MAKING 
INSOLES 
Everett  E.  Murphy,  Newburyport,  Mass..  assignor 
to  United  Shoe  Machinery  Corporation,  Pater- 
son,  N.  J.,  a  corporation  of  New  Jersey 
Application  May  19,  1933,  Serial  No.  671.883 
24  Claims.     (CI.  12— 146) 


5.  An  insole  having  a  reduced  feather  portion 
and  a  two-ply  lip  formed  from  a  continuous  layer 
of  material  separated  from  said  feather  portion. 

18.  That  improvement  m  methods  of  making 
insoles  which  consists  in  channeling  in  from  the 
edge  face  of  an  insole  to  separate  an  upper  layer 
from  a  lower  layer,  turning  the  upper  layer  back 
upon  itself  to  form  a  double  layer,  and  turning 
the  double  layer  bacii  against  the  outer  face  of 
the  insole  to  form  an  mwardly  inclined  lip  of 
double  thickness. 


2,015.761 

CLOSING  DEVICE  OR  COVER 

Raul  Diex  Muro,  Habana,  Cuba 

Application  August  9,  1933.  Serial  No.  684,347 

In  Republic  of  Cuba  March  27,  1933 

2  Claims.     iCl.  220—32) 


1.  In  combination,  a  receptacle  provided  with 
a  filling  opening  and  having  an  internally  screw 
threaded  collar  surrounding  said  opening,  a  screw 
threaded  plug  adapted  to  flt  in  said  collar  to  close 
the  fllling  opening,  a  housing  cap  fltting  on  said 
collar  and  having  a  recess  in  its  under  side  of 
slightly  greater  diameter  and  depth  than  the 
diameter  and  depth  of  the  plug  to  completely  re- 
ceive the  plug  when  unscrewed  from  the  opening, 
a  hinge  connecting  one  side  of  the  housing  to  the 
collar,  a  stem  extending  from  the  plug  and  rotat- 
ably  mounted  centrally  of  the  housing,  and  a 
handle  on  the  upper  end  of  said  stem. 


2.015,762 

COMBINED  PREPARING  FRAME  AND 

PRINTING  DEMCE 

Sverre  Quisling.  Madison.  Wis. 
Application  October  17.  1933.  Serial  No.  693,993 
3  Claims.     (CI.  101—269) 
1.  In  a  printing   press  apparatus,  a  table  for 
supporting  material  during  engraving  or  prepar- 
ing the  negative,  said  table  having  slotted,  up- 
turned flanges  at  two  opposite  sides,  with  teeth 
so  arranged  in  said  slots  as  to  engage  a  perforated 
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roller,  which  roller  is  provided  with  a  handle  for 
revolving  same  so  that  it  may  be  thus  moved 


T' 


across  the  length  of  said  table  to  compress  ma- 
terial placed  thereon. 


2,015,763 

MANUFACTURE  OF  BRAKE  SHOES  AND 

THE  LIKE 

Adolph  Rosner.  Rockton,  111.,  assignor,  by  mesne 
assigrnments,  to  Bendix  Brake  Company,  South 
Bend,  Ind.,  a  corporation  of  Illinois 

Oriirinal  application  April  21,  1930.  Serial  No. 
445,870.  Divided  and  this  application  Septem- 
ber 20,  1932.  Serial  No.  634.040 

2  Claims.     (CI.  29 — 152.1) 


1.  A  method  of  producing  a  friction  element 
comprising  stampmg  a  strip  of  metal,  deforming 
the  strip  t-o  a  curve  having  a  predetermined  radi- 
us, stampmg  a  second  strip  of  metal,  piercing 
apertures  in  the  respective  ends  thereof,  cor- 
rugating the  second  mentioned  strip,  deform- 
ing the  second  mentioned  strip  by  stretching  one 
edge  thereof  'while  compressing  the  other  edge 
to  decrease  the  undulations  on  one  edge  and  to 
increase  the  undulations  on  the  other  edge, 
stamping  reinforcmg  plates,  bending  the  rein- 
forcing plates  upon  themselves  and  fitting  the 
reinforcing  plates  on  the  ends  of  the  second  strip 
and  spot  welding  the  corrugated  strip  to  the 
first  strip. 

2.015.764 

AIR  CONTROL  MECHANISM  FOR  SHOE 

PRESSES 

John  Frederick  Smith,  Quincy.  Mass.,  assignor  to 

Compo     Shoe     Machinery     Corporation,     New 

York.  N.  Y.,  a  corporation  of  Delaware 

Application  November  12.  1934,  Serial  No.  752.667 

6  Claims.      (CI.  12 — 36) 


'Jf 


I 


said  press  normally  biased  In  closed  position  for 

controlling  the  pressure  therein,  means  for  mov- 
ing said  press  along  a  traverse,  means  movable 
with  said  press  for  holding  said  valve  open,  and 
means  fixed  with  respect  to  said  traverse  for  dis- 
engaging said  holding  means  from  said  valve. 


2,015.765 
MEANS  FOR  DISPENSING  BEVERAGES 

John  D.  Strutiel,  Maywood,  111. 

Application  April  13,  1934,  Serial  No.  720.406 

3  Claims.     (CI.  225—9) 


2.  In  a  device  of  the  class  described,  a  recep- 
tacle having  an  outlet  connection  at  the  bottom 
and  having  a  horizontally  disposed  inlet  in  one 
side  above  the  bottom,  a  valve  seat  surrounding 
the  outer  end  of  said  inlet,  a  valve  swingably  sus- 
pended adjacent  the  top  of  said  seat  and  nor- 
mally urged  into  contact  with  said  seat,  for  clos- 
ing said  inlet,  a  stem  extending  from  said  valve 
through  said  inlet  and  having  a  portion  thereof 
within  said  receptacle  that  is  upwardly  inclined 
when  said  valve  is  closed,  a  float  in  said  recep- 
tacle positioned  above  said  stem  and  having  a 
horizontally  disposed  member  positioned  to  en- 
gage said  stem  when  the  level  of  the  liquid  sup- 
porting said  float  falls  below  a  predetermined 
height,  said  float  having  a  depending  tubular 
extension,  and  a  rod  telescoping  with  said  tubular 
extension  for  guiding  the  vertical  movement  of 
said  float.  

2.015,766 
PILOT  LIGHT 
Arthur  Stockstrom  and  John  Gerald  Kosky,  St. 
Louis,  Mo.,  assignors  to  American  Stove  Com- 
pany,   St.    Louis,    Mo.,    a   corporation    of    New 
Jersey 
Application  December  30.  1932,  Serial  No.  649,618 
3  Claims.     iCL  158—99) 


1.  In  a  shoe  press  machine  the  combination 
comprising  an  inflatable  shoe  press,  a  valve  on 


1    An  Improved  constant  burning  pilot  light, 
comprising  a  body  portion  composed  of  alumi- 
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num  having  In  Its  upper  face  a  burner  orifice 
at  which  is  burned  a  vertically  extending  tongue 
of  flame,  a  gas  .supply  to  said  body,  a  gas  pas- 
sageway connecting  said  gas  supply  and  said 
burner  orifice,  a  horizontally  disposed  valve  seat 
In  said  pas.sageway,  said  body  provided  with  an 
internally  threaded  and  vertically  upwardly  ex- 
tending boss  that  parallels  in  close  relationship 
the  flame  burned  at  said  burner  orifice,  a  nee- 
dle valve  threaded  and  rotatably  mounted  in 
said  threaded  boss  and  provided  with  a  sharp 
pointed  end  of  stainless  steel  cooperating  with 
said  horizontally  disposed  valve  seat,  and  a  flame 
shield  surrounding  said  pilot  light  flame  and 
having  a  side  wall  paralleling  and  closely  adja- 
cent to  the  boss  carrying  the  needle  valve,  the 
parts  operating  to  accomplish  the  purposes  de- 
scribed. 


2.015.767 

CAR  CONSTRUCTION 

George    A.    Suckfield,    Avalon.    Pa.,    assignor    to 

Pressed  Steel  Car  Company.  McKees  Rocks.  Pa., 

a  corporation  of  New  Jersey 

Application  August  9.  1933.  Serial  No.  684,422 

17  Claims.     (CI.  105—377) 


1.  An  open  top  railway  car  having  in  combina- 
tion, a  one  piece  roof  for  closing  said  open  top. 
a  hmge  at  each  side  of  said  roof  and  connected 
to  a  car  side  wall,  and  a  member  connected 
to  the  roof  at  each  side  of  the  longitudinal  cen- 
ter line  of  the  car,  each  of  said  members  being 
connected  to  the  car  end  wall  at  the  opposite  side 
of  the  longitudinal  center  line  of  the  car.  said 
roof  being  adapted  to  be  raised  upon  either  of  said 
hinges  and  held  in  raised  position  by  said  mem- 
ber connected  to  the  opposite  side  of  the  car. 


2.015.768 
RAFTER  PAINTER 

Rov  S.  Thompson.  Bay  Village.  Ohio 

Application  July  29.  1932.  Serial  No.  625,706 

9  Claims.     (CI.  91— 40) 


hinged  connection,  thereby  adjusting  the  reser- 
voirs to  the  surfaces  to  be  coated,  and  instru- 
mentalities m  the  reservoirs  for  applymg  the 
mat€rial  to  the  said  surfaces,  the  said  instru- 
mentalities being  operative  to  apply  the  said 
material  when  moved  in  one  direction  and  to 
spread  the  material  when  moved  in  the  opposite 
direction. 


2.015.769 
STORE   FRONT  CONSTRUCTION 
Edward   F.  Toney.   Pittsburgh.   Pa.,   assignor   to 
Pittsburgh  Plate  Glass  Company,  a  corporation 

of  Pennsylvania  „     .  .  ^t     .,00  -^oq 

Application  June  28.  1934.  Serial  No.  732,799 

8  Claims.     (CL  20—56.4) 


1  A  device  for  applying  coating  material  to 
surfaces  to  be  treated,  which  comprises  a  pair  of 
reservoirs  for  the  material  to  be  appHed,  the  said 
reservoirs  being  hingedly  secured  together,  means 
within  the  reservoirs  for  applying  the  material 
to  the  surfaces,  devices  for  operating  the  said 
reservoirs  for  separating  movement  about  their 


1  In  combination  in  a  store  front  construction 
having  a  glass  plate  therein,  a  metal  sash  bar 
comprising  a  back  strip  lying  behind  the  plate, 
and  a  base  strip  at  right  angles  thereto  extending 
beneath  the  edge  of  the  plate,  a  flange  on  the  sash 
bar  beneath  the  edge  of  the  plate  spaced  above 
the  base  strip  to  provide  a  slot,  a  clamping  mem- 
ber for  the  front  side  of  the  plate,  and  a  nietal 
setting  block  for  supporting  the  edge  of  the  plate, 
said  block  having  a  horizontal  flange  which  lies 
above  said  first  mentioned  flange  and  a  Up  at  one 
end  in  parallel  relation  with  the  horizontal  flange 
and  fitting  into  said  slot. 


2.015.770  ^ 

FITTING   GEAR  FOR  COLOR  PRINTING 

MACHINES 

John  Warren  Vedder.  Worcester.  Mass.,  assignor 

to  Rice,  Barton  &  Fales.  Incorporated,  ^^orces- 

ter   Mass..  a  corporation  of  Massachusetts 

Application  October  31.  1932.  Serial  No.  640,515 

Renewed  July  31.  1935 

2  Claims.     (CL  74—395) 


1  As  an  article  of  manufacture,  a  gear  having 
an  integral  extension,  an  integral  disc  guard  on 
the  end  of  the  extension  spaced  materially  from 
the  gear,  and  an  adjusting  device  beyond  the 
guard  but  mounted  thereon  at  a  distance  away 
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from  its  axis,  for  operation  by  applying  a  radial 
rod  to  it.  whereby  the  guard  protects  the  Angers 
of  the  operator  of  the  rod  from  engaging  the 
gear. 


2.015.771 
METHOD  OF  CONSTRUCTING  CANALS  AND 

THE    LIKE 

James    Hardress    de    Warrenne    Waller,    Dublin, 

Irish  Free  State,  assignor  to  Nofrango  Limited, 

Dublin,  Irish  Free  State 

Application  October  16,  1934.  Serial  No.  748.508 

In  Great  Britain  October  25.  1933 

4  Claims,     i  CI.  61— 14 1 


'"^/m^m^ 


1.  A  method  of  constructing  canals,  channels, 
dykes  and  ditches,  comprismg  excavating  the 
ground  to  form  a  trench,  laying  woven  vegetable 
fabric  loosely  in  said  excavation,  impregnating 
said  fabric  by  applying  a  very  liquid  coating  of 
concrete,  and  when  set  applying  one  or  more  other 
layers  of  concrete  of  thicker  consistency. 


2.015.772 
VACLX'M   CLEANER 

Allen  D.  Wassail.   Worcester,  Mass.,   assignor  to 
Sweeper-Vac    Company.    Worcester,    Mass..    a 
corporation  of  Massachusetts 
AppUcation  May  22.  1933.  Serial  No.  672.109 
1  Claim.     I  CI.  183—36) 


2.015.773 
APPARATUS  FOR  MAKIN(;  SHEET  GLASS 
John   A.   Watt,  Clarksburg,   W.   Va.,   assignor   to 
Pittsburgh  Plate  Glass  Company,  a  corporation 
of  Pennsylvania 

Application  June  15,  1934.  Serial  No.  730,732 
9  Claims.     (CI.  49— 17) 


J-  ' 


1.  In  combination  with  glass  drawing  appara- 
tus including  a  vertical  leer  having  its  lower  end 
spaced  above  a  body  of  molten  glass  in  a  draw- 
ing tank  and  having  means  therein  for  drawing 
a  glass  sheet  continuously  therethrough,  a  flat 
vertical  metal  shield  at  each  side  of  the  leer  be- 
tween the  leer  and  the  glass  bath  each  lying  in 
a  plane  at  right  angles  to  the  plane  of  the  glass 
sheet  being  drawn,  each  shield  having  an  open- 
ing at  its  central  portion  in  line  with  the  plane 
of  the  glass  sheet  whereoy  the  sheet  edges  are 
exposed  to  the  cooling  action  of  the  atmosphere 
outward  of  the  shields. 


2,015.774 

SKYLIGHT    CONSTRICTION 

Hugh  D.  G.  Weckerly  and  Edwin  T.  Norman, 

San  Diego.  Calif. 

Application  January  4.  1935,  Serial  No.  415 

3  Claims.   (CL  108—16) 


2^ 


A  vacuum  cleaner  comprising  a  motor  and  fan 
casing  assembly  having  a  rearwardly  directed 
discharge  noz^e,  a  handle  hinged  to  the  assembly 
and  extending  rearwardly  therefrom,  the  handle 
being  movable  in  a  vertical  plane,  a  filter  bsig 
arranged  in  substantial  axial  alignment  with  the 
discharge  nozzle,  connecting  means  between  the 
handle  and  the  rear  end  of  the  bag  which  sup- 
ports the  bag  and  yet  allows  a  limited  axial  move- 
ment thereof,  a  comparatively  short  flexible  tube 
secured  at  one  end  to  the  discharge  nozzle,  and 
means  to  secure  the  other  end  of  the  tube  to  the 
front  end  of  the  bag,  the  parts  being  so  con- 
structed and  arranged  that  upon  stopping  of  the 
motor  the  bag  will  move  toward  the  discharge 
nozzle  and  the  tube  will  collapse,  thus  forming  a 
trap  which  will  prevent  the  return  of  dust  to  the  | 
fan  casing.  i 


1.  In  a  skylight  construction,  a  translucent 
cover  section  having  in  Its  exposed  face  a  groove 
having  a  perpendicular  wall  extending  in  a  par- 
allel spaced  relation  to  one  of  its  edges,  means 
to  support  said  section  in  its  operative  position, 
and  a  cap  plate  having  a  depending  portion  which 
abuts  against  a  side  wall  of  said  groove,  there 
being  .sufficient  clearance  between  the  perpendic- 
ular walls  forming  the  groove  and  the  depending 
portion  occupying  said  groove  to  permit  shifting 
of  said  cover  section  relative  to  said  depending 
portion. 


2.015,775 
ELECTRICALLY  HEATED  STERILIZING  AND 
COOLING    APPARATUS    ADAPTED    TO    BE 
USED   AS   AN   ICE   BOX 

Manfred  Abraham,  Berlin,  Germany 
AppUcation  November  7,  1934,  Serial  No.  751,909 
In  Germany  October  5,  1933 
6  Claims.     (CI.  219—35) 
1.  A   sterilizing    and   cooking   apparatus  com- 
prising in  combination  an  outer  casing  adapted  to 
be  set  up  selectively  on  one  of  two  adjacent  sides. 
a  door  on  one  end  of  said  casing,  an  insulating 
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layer  on  the  inner  side  of  the  walls  of  said  cas- 
ing and  said  door,  said  layer  having  a  recess  op- 
posite said  door,  a  metal  foil  lining  said  insulating 
layer  to  form  a  heaUng  chamber  and  having  an 
aperture  registering  with  the  recess  in  said  in- 


sulating layer,  an  electric  heating  coil  in  the  re- 
cesses in  said  insulating  layer  so  that  the  heat 
rays  are  always  directed  towards  the  coolest  por- 
tion of  said  chamber,  and  a  wire  netting  over  the 
aperture  in  said  metal  foil  lining  separating  said 
electric  heating  coil  from  said  heating  chamber. 


secured  along  one  edge  to  the  said  arms,  resilient 
means  secured  to  the  opposite  edges  of  the  blades 
and  to  the  outer  ends  of  the  arms  next  adjacent 
and  so  constructed  and  arranged  that  an  increase 
in  the  velocity  of  the  wind  will  cause  the  blades 
to  swing  to  change  the  pitch  of  these  blades. 


2.015,776 
CHARGING,  WEIGHING.  AND  CONTROLLING 

MECHANISM    FOR    CASTING    MACHINES 
Clarence  D.  Barr   and  Stephen  D.  Moxley,  Bir- 
mingham. Ala.,  assignors  to  Sand  Spun  Patents 
Corporation,  New  York,  N.  Y..  a  corporation  of 
Delaware 

Application  April  12,  1932,  Serial  No.  604.848 
14  Claims,     (CL  22—79) 


m^E^ 


riMAd 


1.  In  apparatus  for  pouring  molten  metal  into 
a  flask  for  centrifugal  casting,  a  pouring  ladle, 
fluid  pressure  actuated  mechanism  for  establish- 
ing said  ladle  in  receiving  position,  a  weight  mov- 
able against  said  fluid  pressure  mechanism  for 
tilting  said  ladle  into  pouring  position  while  forc- 
ing fluid  from  said  fluid  pressure  mechanism,  and 
means  for  selectively  regula4:Lng  the  flow  of  fluid 
from  the  fluid  pressure  mechanism  to  regulate  the 
rate  of  pouring  movement  of  the  ladle  for  differ- 
ent pouring  operations. 


2.015.777 

WINDMILL 

Guv  A.  Beldlng.  Geneva.  Ohio 

Application  November  8.  1934.  Serial  No.  752,169 

2  Claims.     (CL  170—60) 
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2.015.778 
SILICON  CARBIDE   REFRACTORY  AND   THE 

PROCESS  OF  MANUFACTURE  THEREOF 
Raymond    C.    Benner,    George    J.    Easter,    and 
John  A.  Boyer,  Niagara  Falls,  N.  Y..  assignors 
to  The  Carborundum  Company.  Niagara  Falls, 
N.  Y.,  a  corporation  of  Pennsylvania 
Application  October  12,  1934,  Serial  No.  748.148 
7  Claims.     (CI.  204—62) 


1.  A  windmill  wheel  comprising  a  hub  having 
radially  extending  arms  thereon,  vanes  or  blades 


1.  A  recrystallized  silicon  carbide  refractory 
composed  of  self  bonded  silicon  carbide  grains 
and  having  a  permeability  of  less  than  75. 


2.015.779 

TRANSMISSION   MEASUTIING  SYSTEM 

Fred   Heller   Best,   Westfield.   N.   J.,   assignor    to 

American  Telephone  and  Telegraph  Company, 

a  corporation  of  New  York 

Application  August  12.  1933.  Serial  No.  684.913 

2  Claims.     (CI.  179—175.31) 


1.  In  a  system  for  testing  the  transmission 
efficiency  of  each  of  a  plurality  of  repeaters  at  a 
test  station,  the  combination  with  a  plurality  of 
repeaters  arranged  in  groups  upon  racks  in  the 
said  station,  of  a  plurality  of  jacks  upon  each 
rack,  a  source  of  testing  power  connected  to  one 
group  of  said  jacks  at  each  rack,  switching  means 
to  connect  one  of  said  jacks  of  the  said  group 
upon  the  one  rack  to  the  input  of  a  repeater  upon 
the  5ame  rack  which  repeater  is  to  be  tested,  a 
measuring  circuit  common  to  all  of  said  racks 
and  terminating  upon  another  group  of  said  jacks 
at  each  of  said  racks,  the  measuring  circuit  hav- 
ing a  measuring  instrument  so  positioned  with 
respect  to  all  of  said  racks  that  its  indications 
are  visible  from  each  repeater  rack,  and  switch- 
ing means  to  connect  the  output  of  the  repeater 
under  test  to  the  jack  of  the  said  measuring  cir- 
cuit upon  the  same  rack  upon  which  is  located 
the  repeater  under  test. 
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2.915.78t 
CAR    CONSTRUCTION 
Minot  C.  Blest,  Avalon.  P<k.,  assiirnor  to  Pressed 
Steel  Car  Company,  Pittsburf h.  Pa.,  a  corpora- 
tion of  New  Jersey 
Application  January  13.  1931.  Serial  No.  508,827 
9  Claims.     (CI.  105 — 377; 


1.  In  a  refrigerator  car  In  combination,  a  hatch 
opening,  a  hatch  cover  hinged  at  one  side  of  said 
opening  and  a  hatch  plug  siLspended  from  said 
cover  so  as  to  be  movable  relative  thereto,  said 
plug  automatically  centering  itself  within  said 
opening  independently  of  said  cover  upon  move- 
ment of  the  cover  into  a  position  closing  the 
hatch  opening.  , 


2.015,781 

PIPE 

Sherman  F.  Bowles.  San  Antonio,  Tex. 

Application  January  20,  1934.  Serial  No.  707,564 

2  Claims.     (CI.  131—12) 


^4-' 


2.  A  smoking  pipe  comprising  a  bowl,  a  stem 
for  said  bowl  and  having  a  bore  extending  under 
said  bowl,  a  bit  for  said  stem  and  having  a  bore, 
screw  threaded  extensions  on  said  bit  and  stem, 
a  screw  threaded  ferrule  for  connecting  the  screw 
threaded  extensions,  said  extensions  having  op- 
positely arranged  notches  and  certain  of  said 
notches  having  walls  thereof  aligning  with  walls 
of  the  threads  of  the  extensions  where  said 
threads  open  outwardly  through  the  ends  of  the 
extensions,  a  combined  chamber  forming  medium 
and  a  cleaner  confined  in  the  bores  of  the  stem 
and  bit.  and  enlargements  formed  integrally  with- 
in the  ferrule  and  received  within  the  notches 
and  connected  to  said  medium. 


2.015.782 
PIPE  WRENCH 
Larkin  Briles,  Chico.  Calif. 
AppUcation  October  18.  1933.  Serial  No.  694.143 
1  Claim.     (CI.  81—91) 
A  pipe  wrench  comprising  a  handle  bar  having 
its  forward  end  portion  reduced  in  thickness  to 
form  a  tongue  and  concaved  shoulders  at  oppo- 
site sides  of  inner  ends  of  the  tongue,  the  handle 
having   a   portion   spaced   rearwardly   from   the 
tongue   widened   to   form   a  side   extension,   the 
handle  being  formed  with  a  curved  slot  extending 
longitudinally  thereof  with  one  end  portion  ex- 
tending into  the  side  extension,  a  center  jaw  hav- 
ing a  curved  bill  and  a  shank  of  less  width  than 
the  bill,  the  porrioas  of  the  bill  projecting  from 
opposite  side  faces  of  the  shank  forming  abut- 
ment shoulders  extending  diagonally  across  the 
forward  end  of  'he  shank,  the  rear  end  of  the 
shank  being  formed  with  ears  engaging  opposite 


faces  of  the  tonime  and  terminating  In  arcuate 
ends  engaging  the  shoulders  of  the  handle,  a 
pivot  pin  passing  through  the  ears  and  tongue, 
side  faces  of  the  shank  being  flush  with  side  faces 
of  the  handle,  side  jaws  each  having  a  flat  shank 
bearing  against  a  side  face  of  the  shank  of  the 
center  jaw  and  a  bill  extending  diagonally  from 
its  shank  and  having  Its  free  forward  end  por- 


tion formed  with  a  pipe  engaging  flange  project- 
ing from  its  Inner  side  face  in  overlapping  rela- 
tion to  the  bill  of  the  center  jaw.  a  pivot  pin 
extending  through  the  shank  of  the  center  jaw 
and  through  the  side  jaws  at  the  junction  of  their 
bills  and  shanks,  and  a  pin  connecting  rear  ends 
of  the  shanks  of  the  side  jaws  and  slidably  en- 
gaged through  the  slot  of  the  handle. 


2,015.783 
CALL  CONTROL  .4PP.ARATrS   FOR   AUTO- 
MATIC  TELEPHONE  PLANTS 
Hans  Broder.  Zurich,  Switzerland 
Application  April  7,  1934,  Serial  No.  719,500 
In  Germany  March  25,  1933 
9  Claims.     (CI.  179—7.1) 


1.  An  auxiliary  arrangement  for  automatic 
telephones,  comprising  in  combination  with  the 
exchange  circuit,  the  receiver  rest  and  the  dial- 
ling mechanism,  an  engaging  circuit  connecting 
said  rest  with  said  exchange  circuit,  a  switch  in 
said  engaging  circuit  adapted  to  be  operated  by 
the  removal  of  the  receiver  from  said  set  to  close 
said  engaging  circuit,  dialling  circuits  connected 
with  said  dialling  mechanism,  controlling  means 
connected  up  In  said  engSM^lng  circuit  and  said 
dialling   circuits   controlled   by   said   controiling 
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means  for  connecting  said  dialling  circuits  with 
said  exchange  circuit  when  said  engaging  circuit 
is  closed,  a  call  number  printing  mechanism  con- 
nected up  in  said  dialling  circuits  adapted  to  be 
set   to  correspond  with  the   number   dialled,   a 
charge    indicating    circuit    connected    with    said 
controlling  means,  means  in  said  dialling  circuit 
for  further  influencing  said  controlling  means  to 
connect  said  charge  indicating  circuit  with  said 
exchange  circuit,  a  charge  printing  mechanism 
arranged   in    alignment    with   said   call   number 
printing     mechanism     in     said     charge     circuit 
adapted  to  be  set  by  impulses  sent  tlirough  said 
exchange  circuit,  a  date  and  time  printing  mech- 
anism in  alignment   with  said  printing  mecha- 
nisms, a  pressure  plate  extending  over  all  of  said 
printing  mechanisms,  two  superposed  strips  with 
an  interposed  ink  band  extending  between  said 
printing    mechanisms   and   said   pressure   plate, 
means  for  intermittently  feeding  said  strips  over 
said  mechanisms,  means  for  lowering  said  plate 
to  print  the  figures  set  thereon  simultaneously  on 
both  of  said  strips,  an  electric  motor  adapted  to 
successively    operate    said    printing    means   and 
ticket  feeding  means,  means  for  controlling  said 
motor,  means  actuated  by  said  engaging  circuit 
controlling    means    for    temporarily    connecting 
said  motor  In  said  exchange  circuit  on  the  inter- 
ruption of  said  controlling  means,  and  means  for 
stopping  said  motor  and  interrupting  the  con- 
nection between  said  motor  and  said  exchange 
circuit. 

2.015.784 
BEARING   MOUNTING 

Raymond  L.  Brown.  Harwinton.  Conn.,  assignor, 
by  mesne  assignments,  to  General  Motors  Cor- 
poration, Detroit.  Mich.,  a  corporation  of  Dela- 
ware 
AppUcation  May  4.  1933.  Serial  No.  669,419 
11  Claims.     (CI.  308—184) 


2,015.785 
AIR  BRAKE 

Charles  A.  CampbeU.  Watertown.  N.  Y..  assignor 
to  The  New  York  Air  Brake  Company,  a  corpo- 
ration of  New  Jersey  ..^o«A 

Application  September  20.  1934.  Serial  No.  744,820 
4  Claims.     (CI.  303—64) 


1.  In  a  device  of  the  character  indicated,  a 
spindle,  a  casing,  a  pair  of  thrust  and  radial  load 
bearings  between  the  spindle  and  the  casing,  a 
pair  of  cushions  between  the  spindle  and  the 
casing,  each  bearing  and  one  of  the  cushions  being 
arranged  one  outside  of  the  other  to  relieve  the 
bearings  of  radial  shock  loads  acting  between  the 
spindle  and  the  casing,  each  bearing  having  one 
of  its  race  rings  held  from  axial  movement  with 
respect  to  the  corresponding  race  ring  of  the 
other  bearing,  the  remaining  race  rings  being  rela- 
tively shiftable,  and  means  for  compressing  the 
cushions  to  urge  said  remaining  race  rings  to 
have  relative  axial  shifting  and  thereby  apply 
thrust  loads  to  the  bearings;  subsUntiaUy  as  de- 
scribed. 


1.  In  an  automatic  brake  valve,  the  combina- 
tion of  a  body  enclosing  a  valve  chamber  adapted 
to  be  connected  with  a  storage  volume,  and  a  pis- 
ton chamber  adapted  to  be  connected   with  a 
brake  pipe;  valve  means  in  the  first-named  cham- 
ber; a  cylinder  bushing  mounted  in  the  second- 
named  chamber,  said  bushing  having  a  charging 
groove,  and  having  at  its  inner  end  an  inwardly 
directed  flange  provided  with  a  fiow  restricting 
charging  port  of  .smaller  capacity  than  the  charg- 
ing groove;  a  piston  working  in  said  bushing,  con- 
trolling said  charging  groove  and  operatively  con- 
nected with  said  valve  means;  a  yielding  gasket 
can-ied  by  said  piston  and  adapted  to  seal  against 
said  flange,  the  outer  margin  of  said  gasket  being 
at  a  shorter  radial  distance  from  the  center  of 
said  piston  than  is  said  port  in  the  bushing  fiange; 
and  yielding  means  resisting  motion  of  said  pis- 
ton to  the  point  at  which  the  gasket  enters  into 
sealing  relation  with  said  flange. 


2.015.786 
HOSE  CONNECTION 

Battista  Carcano,  San  Diego.  Calif. 

Application  April  4,  1934.  Serial  No.  718,933 

3  Claims.     (CI.  285—178) 


1.  A  hose  coupling  comprising,  a  pair  of  cou- 
pling members,  a  coacting  tongue  and  socket 
means  incorporated  in  said  coupling  members,  a 
plurality  of  duphcate  shaped  tapermg  interlock- 
ing elements  carried  by  said  tongue  and  socket 
means,  including  axially  interlocking  shoulders, 
the  tapering  interlocking  elements  on  each  cou- 
pling member  defining  guides  for  the  elements  on 
the  other  coupling  member  whereby  said  coupling 
memt>ers  are  guided  into  position  for  coaction 
of  their  respective  interlocking  shoulders,  and 
a  second  tongue  and  socket  means  incorporated 
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In  said  coupling  members,  the  second  means  be- 
ing tapered,  and  a  gasket  interposed  between 
the  coacting  portions  of  said  means. 


2.015.787 

COIN-FREED   LOCKING   DEVICE   FOR 

TYPEWRITERS 

Karl  Dietrich.  Hanover.  Germany 
AppUcation    May    20.    1932,    Serial    No.    612.554. 
Renewed  January  7,  1935.    In  Germany  May  23, 
1931 

1  Claim.     (CI.  197—193) 


iinmiiiiiiiiiiiHiiiim 


A  coin-freed  device  for  locking  typewriters  and 
for  releasing  same  for  use  for  a  predetermined 
period  of  time,  comprising  In  combination  with 
movable  elements  of  the  typewriter,  a  guide  ele- 
ment, a  tubular  transmission  element  shiftable  in 
said  guide  element,  a  locking  element  exchange- 
ably  carried  in  one  end  of  said  tube,  a  rolling  ele- 
ment on  the  other  end  of  said  tube,  and  a  cam 
cqntacting  with  said  rolling  element  and  adapted 
to  cooperate  with  said  tubular  transmission  ele- 
ment to  shift  said  locking  element  into  and  out  of 
the  range  of  movement  of  said  typewriter  ele- 
ments. 


2,015.788 
RETORT  DOOR  AND  MEANS  FOR  LOCKING 

THE  SAME 

Eugene  B.  Foster  and  John  H.  Burpee, 

Beilinxham.  Wash. 

AppUcaUon  May  3,  1934,  Serial  No.  723.712 

2  Claims.     (CI.  220— 57) 


»^J^ 
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1.  Retort  closing  mechanism  including,  a  re- 
tort door  having  an  annular  recess  on  the  inte- 
rior thereof,  an  annular  packing  ring  disposed  in 
the  said  recess,  a  screw  spindle  mounted  for  revo- 
lution in  a  bearing  on  the  door  concentric  with 
the  said  recess  therein  protruding  externally,  a 
hand  wheel  fastened  on  the  outer  end  of  the  screw 
spindle,  a  screw  integral  with  the  inner  end  of 
the  spindle,  a  threaded  nut  loosely  mounted 
thread  wise  on  the  screw,  a  plurality  of  radial  arma 
rigidly  fastened  to  the  nut,  a  plurality  of  studs 
spaced  apart  on  the  interior  of  the  door  equi- 
distant from  the  screw,  inner  and  outer  transverse 
pins  spaced  apart  on  the  said  studs,  a  lever  the 
inner  end  of  which  is  pivotally  connected  to  the 
outer  end  of  each  of  the  nut  arms  disposed  be- 


tween the  said  pins  on  each  of  the  said  studs,  the 
inner  edges  of  the  said  levers  bearing  on  the  inner 
stud  pins,  the  outer  ends  of  the  levers  being  dis- 
posed farther  from  the  door  and  nearer  to  the 
screw  by  revolving  the  screw  to  withdraw  the  nut 
and  the  outer  edges  of  the  levers  bearing  on  the 
outer  stud  pins,  the  outer  ends  of  the  levers  be- 
ing disposed  nearer  the  door  and  farther  from 
the  screw  by  revolving  the  screw  to  extend  the 
said  nut,  a  retort  body  having  a  circular  opening 
therein,  and  a  circular  door  jamb  fastened  around 
the  said  retort  opening  disposed  to  bear  on  the 
said  packing  ring  when  the  door  is  closed  and  the 
said  outer  ends  of  the  levers  engaging  the  door 
jamb  clamping  the  .same  against  the  said  pack- 
ing by  extending  the  said  nut. 


2.015.789 
DOUBLE  GLAZED  WINDOW  CONSTRUCTION 
John  H.  Fox  and  Herman  S.  Helchert,  Pittsburgh. 
Pa.,  assignors  to  Pittsburgh  Plate  Glass  Com- 
pany, a  corporation  of  Pennsylyanla 
Application  August  2.  1934.  Serial  No.  738,104 
4  Claims.     (CI.  20 — 56.5) 


1.  In  combination  In  a  window  construction, 
a  metal  sash  comprising  a  pair  of  opposing  walls 
with  a  space  therebetween  sealed  off  from  the 
atmosphere,  one  of  which  walls  Is  of  flexible  con- 
struction so  that  it  may  be  sprung  toward  and 
from  the  other  wall,  a  glass  receiving  groove  be- 
ing provided  at  the  Inner  edge  of  each  of  said 
walls,  and  a  glass  sheet  seated  in  each  of  said 
grooves  with  its  edge  sealed  therein,  so  that  the 
space  between  the  sheets  may  communicate  with 
the  space  between  the  walls,  but  is  sealed  off 
from  the  atmosphere 


2.015.790 
CONl'ERTIBLE  BREAST  AND  BENCH  DRILL 

Samuel  A.  Gaede,  Los  Angeles.  Calif. 
Application  November  10.  1934.  Serial  No.  752.487 
1  Claim.     (CI.  77—19) 


A  portable,  hand,  bench  drill  tool  provided  with 
means  for  converting  the  tool  into  a  breast  drill; 
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said  tool  including  a  column  and  an  adjustable 
table,  and  a  head  piece  fixed  on  the  column  over- 
hanging the  table  and  having  a  journal  bore 
whose  axis  is  transverse  to  and  on  the  projected 
axis  of  the  table;  said  means  including  a  frame 
having  a  part  at  one  end  journaled  in  said  bore 
and  turnable  thereabout,  a  gear  shaft  turnably 
mounted  in  said  frame  concentric  to  its  journal 
axis  and  passing  from  side  to  side  of  the  jour- 
nalled  end  of  the  frame,  means  to  stop  end  shift 
of  the  shaft,  a  gear  fixed  to  the  shaft,  a  chuck 
shaft  extending  radially  from  the  axis  of  said 
gear  shaft  and  having  its  inner  end  journalled  in, 
and  radial  to  the  axis  of.  the  journalled  end  of 
the  frame  and  said  frame  having  a  bearing  at  its 
outer  end  for  the  chuck  shaft,  and  a  pinion  fixed 
on  said  chuck  shaft  inwardly  of  the  outer  bearing 
and  meshing  with  said  gear,  the  chuck  shaft  ter- 
minating in  its  bearing.  In  the  Inner  end  of  the 
frame,  short  of  the  said  gear  shaft. 


2.015.791 
APPARATUS  FOR  MAKING  FLAT  GLASS 
Frederick  Gelstharp  and  Walter  G.  Koupal. 
Tarentum.  Pa.,  assignors  to  Pittsburgh  Plate 
Glass  Company,  a  corporation  of  Pennsylvania 
Original  application  June  30.  1933.  Serial  No. 
678.430.  Divided  and  this  application  July  7, 
1934,  Serial  No.  734.148 

8  Claims.     (CL  49 — 33) 


1.  Apparatus  for  making  plate  glass  continu- 
ously, comprising  a  container  having  an  outlet 
Up  of  refractory  material,  a  sheath  of  sheet  metal 
highly  resistant  to  heat  and  corrosion  covering 
said  lip,  and  means  for  tensioning  said  sheath. 


rapidity  of  the  movement  of  the  control  switch 
to  circuit  closing  position,  and  a  circuit  including 


2.015,792 

STARTING    CONTROL    SYSTEM   FOR 

AUTOMOBILE  ENGINES 

John  P.  Geraghty.  Jersey  City.  N.  J.;  John  G. 
Flanigan  executor  of  said  John  P.  Geraghty, 
deceased 

Application  March  31,  1933,  Serial  No.  663.816 
4  Claims.     (CI.  290 — 37) 

2.  In  a  starting  control  system  for  automobile 
engines,  a  battery,  a  starting  motor,  a  main  cir- 
cuit switch,  a  magnetic  starting  motor  switch  in- 
cluding a  coil  and  armature,  a  second  magnetic 
switch  incuding  a  coil  and  armature,  a  generator, 
a  circuit  having  the  generator  as  its  source  and 
including  the  coll  of  the  second  magnetic  switch, 
a  circuit  including  the  main  circuit  switch,  the 
armature  of  the  second  magnetic  switch  and  the 
ccMl  of  the  starting  motor  switch,  a  control  switch 
automatically  operating  in  response  to  the  func- 
tional status  of  the  engine  to  open  and  close  the 
circuits  which  respectively  include  the  coil  of 
the  second  magnetic  switch  and  the  coil  of  the 
starting   motor  switch,  means  for  varying  the 
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the  starting  motor  and  the  armature  of  the  start- 
ing motor  switch. 


2.015.793 

HEATING   DRUM 

Samuel  G.  Gilleland,  Parsons,  Kans. 

Application  September  26,  1934,  Serial  No.  745,585 

1  Claim.     (CL  257—166) 


An  air  heating  drum,  comprising  a  casing  hav- 
ing spaced  inlet  and  outlet  openings  in  its  upper 
portion  for  products  of  combustion,  and  a  series 
of  air -ducts  extending  through  the  casing  be- 
tween said  openings  and  open  to  receive  air  be- 
low and  discharge  it  above  the  casing,  and  a 
damper  within  and  pivoted  at  its  lower  end  to 
opposite  side  walls  of  the  casing  above  the  bottom 
of  the  latter  and  in  a  vertical  plane  between  the 
air  ducts  and  said  outlet  opening,  and  adapted  to 
be  swung  to  dispose  its  upper  end  against  the 
back  wall  of  the  casing  to  prevent  the  flow  of  the 
products  of  combustion  to  the  outlet  opening  by 
passage  back  of  the  damper,  or  to  stand  vertically 
back  of  the  air  ducts  and  form  a  partition  com- 
pelling the  products  of  combustion  to  reach  the 
outlet  opening  only  by  passing  below  and  then 
upwardly  at  the  rear  side  of  the  damper. 


2,015,794 
SELF- SEALING   COLLAPSIBLE   Tl^E 
Reo  D.   Gray,  Portland,  Oreg..  assignor  of  one- 
fourth  to  Louisa  M.  Gilstrap.  Portland.  Oreg. 
Application  August  4,  1933.  Serial  No.  683.602 
2  Claims.     (CL  221—60) 


1.  A  self-sealing  collapsible  tube  comprising  a 
body,  an  outlet  tube,  a  chamber  within  the  out- 
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let  tube,  a  semi -spherical  valve  seat  in  the  wall 
oi  the  chamber,  a  sprmg-controUed  ball  seating 

loosely  in  the  valve  seat,  an  inlet  channel  open- 
ing from  the  interior  of  the  body  into  the  cham- 
ber at  a  point  within  the  valve  seat  at  one  side 
of  its  center,  and  an  outlet  channel  opening  from 
the  chamber  to  the  exterior  at  a  point  in  the 
valve  seat  opposite  to  that  of  the  inlet  channel. 


2,015.795 
MOUNTING  FOR  TELEPHONE  COIN 
COLLECTORS 
Morrill  Greene,  Ridg:ewood,  and  Burdette  Joseph 
Hallifan,    West    Orangre.    N.    J.,    and    Richard 
Wagner.  Jr..  Port  Washington,  N.  Y.,  assignors 
to   American   Telephone  and   Telegraph  Com- 
pany, a  corporation  of  New  York 
ApplicaUon  October  20.  1934.  Serial  No.  749,284 
1  Claim.     (CI.  248—311) 


A  mounting  for  telephone  coin  collectors  in- 
cluding a  supporting  plate  having  Inverted  key- 
slots  therethrough,  a  backplate  having  button- 
head  extensions  thereon  adapted  to  pass  through 
and  into  the  smaller  and  upper  portions  of  said 
slots  to  hold  the  supporting  plate  and  backplate 
in  Interengaged  relation,  and  latching  means  for 
automatically  locking  the  supporting  plate  and 
backplate  in  their  interengaged  positions  said 
latching  means  including  a  spring  plate  carried 
by  the  backplate  and  having  a  projection 
therefrom  adapted  to  be  engaged  in  the  larger 
and  lower  portion  of  at  least  one  of  the  key-slots 
to  prevent  the  dlslodgment  of  the  button-head 
extension  from  the  upper  slot  and  automatically 
lock  the  supporting  plate  and  backplate  in  inter- 
engaged relation. 


2.015.796 
WATRRPROOFING       COMPOSITION       AND 
METHOD    OF    MAKING    AND    APPLYING 
THE   SAME 
Thomas  Hans  and  Charles  E.  Raney.  Chicago.  111., 
assignors   to   J.    P.   Brunt,   doing    business    as 
Brunt  and  Company,  Chicago.  III. 
No  Drawing.     Application  February  3,  1931, 
Serial  No.  513.225 
9  Claims.     iCl.  134—26) 
1.  The  method  of  making  a  waterproofing  com- 
position which  comprises   forming  a  mixture  of 
from  285  to  290  parts  of  water,  12  to  16  parts  of 
sodium  silicate  and   9  to   10  parts  of  oleic  acid 
and  then  stirring  into  this  mixture  approximately 
300  parts  of  comminuted  tumar  resin   <  melting 
point  about   230'  to  245'   F. )    while  maintaining 
the  liquid  at  a  temperature  above  90'  F.  and  not 
to  exceed  substantially  160'  F. 


2.015.797 

APPARATLS    FOR    REMOVING   PLASTER 

FROM  PLATE  GLASS  TABLES 

Herman  S.  Heichert.  Pittsburgh.  Pa.,  assignor  to 

Pittsburgh  Plate  Glass  Company,  a  corporation 

of  Pennsylvania 

AppUcation  September  18.  1934.  Serial  No.  744.524 

C  Claims.     (CL  15— 93) 


~1rTi 


1.  Apparatus  for  cleaning  plaster  from  plate 
glass  tables  mounted  for  movement  along  a  track, 
comprising  a  support  mounted  for  rotation  about 
a  vertical  axis  above  the  tables,  power  means  for 
rotating  the  support  about  its  axis,  a  floating  ring 
secured  to  the  support  so  as  to  be  rotated  thereby 
but  free  to  move  up  and  do^x'n  relative  to  the  sup- 
port, and  downwardly  extending  brush  elements 
carried  by  the  ring  and  adapted  to  engage  the 
surface  of  the  tables. 


2,015.798 
METHOD      OF      AND       APPARATUS       FOR 
HANDLING     AND     ST.AMPING     PLASTIC 
MATERIAL 

Henry  Heitlage.  St.  Bernard,  Ohio,  a<nignor  to 
The  Procter  &  Gamble  Company,  Cincinnati, 
Ohio,  a  corporation  of  Ohio 

Application  September  27.  1933.  Serial  No.  691,187 
11  Claims.     iCl.  25—7) 


1.  In  combination  with  a  machine  of  the  type 
having  a  plurality  of  stamping  devices  with  aux- 
iliary guide  and  die  boxes  so  arranged  as  to  per- 
mit simultaneously  stamping  a  plurality  of  bars 
of  soap,  means  for  cutting  long  bars  of  soap  into 
a  plurality  of  shorter  bars  equal  to  the  number 
simultaneously  stamped  by  said  stamping  ma- 
chine, and  means  for  feeding  .said  shorter  bars 
into  said  stamping  machine. 
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2.015.799 

PRESS  BCTTON  CONTWOl    FOR  ELEVATORS 

AND  THE  LIKE 

Theodor  Hoffmann,  Berlin-Reinickendorf, 

Germany 

Application  February  23.  1933.  Serial  No.  658,027 

In  Germany  Februar>-  25.  1932 

6  Claims.     (CI.  187—29) 


1.  An  elevator  system,  comprishig  in  combina- 
tion a  supply  main,  a  resistance  bridge  having 
two  resistance  branches  one  branch  connected  to 
said  supply  main,  a  cage,  a  variable  resistance  in 
said  cage  connected  to  the  supply  main  and  the 
other  branch  of  said  bridge,  press  buttons  corre- 
sponding with  the  different  floors  adapted  to  vary 
said  variable  resistance  to  upset  the  equilibrium 
between  the  two  branches  of  said  bridge,  means 
between  the  two  branches  of  said  bridge  adapted 
to  operate  when  there  Is  a  difference  of  potential 
in  said  two  branches,  a  plurality  of  contact  strips 
corresponding  to  the  different  floors  connected  up 
to  different  points  of  one  branch  of  said  bridge, 
and  a  contact  arm  connected  with  the  other 
branch  of  said  bridge  adapted  to  be  moved  over 
said  contact  strips  by  said  means  to  reestablish 
equilibrium  In  the  two  branches  of  said  bridge. 


2,015.8»e 
LABEL  WIPING  DEVICE 
Carl   Holm.  Worcester.  Mass.,   assignor  to  Eco- 
nomic Machinery  Company.  Worcester,  Mass., 
a  corporation  of  Massachusetts 
Application  August  23.  1934.  Serial  No.  741,135 
8  Claims.     (CL  216 — 9) 
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1.  In  a  label  wiping  device,  the  combination 
with  means  for  holding  a  label  on  an  article  to 
be  labeled,  of  a  flexible  flat  \^nper,  means  for  piv- 
oting said  wiper  in  a  position  in  which,  on  the 


forward  stroke,  the  wiper  will  wipe  down  one 
edge  of  the  label  and.  on  the  reverse  stroke,  the 
opposite  side  of  the  wiper  will  wipe  down  the 
other  end  of  the  label,  and  means  for  swinging 
the  wiper  on  its  pivot. 


2,»15.801 
COMPRESSOR  l^ LOADING  MECHANISM 
Stephen  Johnson.  Jr.,  Pittsburgh,  Pa.,  assignor  to 
Bendix    Westinghouse    Automotive    Air    Brake 
Company,    Pittsburgh.    Pa.,    a    corporation    of 

Application  March  23.  1932.  Serial  No.  600.791 
5  Claims.     (CL  137—153) 


1.  A  fluid  compressor  unloader  having  a  pres- 
sure-senstlve  element  subject  to  the  pressure  of 
a  compressed  fluid,  a  check  valve  interposed  be- 
tween the  compressor  and  said  element,  a  valve 
for  unloading  said  compressor,  a  member  con- 
nected with  said  valve  through  a  lost  motion  cou- 
pling, said  member  being  actuated  by  said  element 
to  take  up  the  lost  motion  in  said  coupling  to 
effect  complete  opening  of  said  valve  for  unload- 
ing the  compressor,  and  resilient  means  for 
maintaining  said  valve  open  and  for  effecting  rel- 
ative movement  between  the  parts  constituting 
said  lost  motion  coupling  upon  unloading  of  the 
compressor. 

2,015.802 
CAR  CONSTRUCTION 

Felix   Koch.   Bellevue.   Pa.,    assignor   to   Pressed 
Steel  Car  Company,  McKees  Rocks,  Pa.,  a  cor- 
poration of  New  Jersey 
AppUcation  Ausrust  28,  1934,  Serial  No.  741,816 
6  Claims.     (CL  105 — 4) 


^ 

/ 

lz.    .    .    _ 

_    .    . 

*                                   1 

■  ■ 

> 

1.  In  combination,  two  adjacent  car  bodies 
supported  on  a  single  truck  by  means  of  a  bear- 
ing common  to  both  bodies,  a  passageway  member 
between  the  car  bodies  ha%1ng  portions  extend- 
ing within  each  body,  a  hood  on  adjacent  ends  of 
each  of  said  bodies  extending  towards  each  other 
above  said  passageway  member  and  readily  re- 
movable fastening  members  securing  the  hoods  to 
said  car  bodies. 
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2,015.803 
PHOTOGRAPHIC  COPYING  MACHINE 
Paul    Landrock.    Rochester.    N.    Y..    assignor    to 
Photostat  Corporation,  Providence,  R.  I.,  a  cor- 
poration of  Rhode  Island 
Original  application  December  21.  1932.  Serial  No. 
648,183.    Divided  and  this  application  January 
17.  1934.  Serial  No.  707,001 

8  Claims.     (CI.  88 — 24) 


1.  A  photographic  copying  machine  comprising 
a  camera,  means  for  holding  a  strip  of  sensitized 
sheet  material  in  position  to  be  exposed  within 
said  camera,  a  feed  roller  engaging  said  sensitized 
material  for  feeding  it,  an  operating  member, 
means  connecting  said  operating  member  to  said 
feed  roller,  a  toothed  member  operatively  con- 
nected to  said  feed  roller,  a  p>awl  for  engaging  said 
toothed  member,  and  means  operated  by  said 
operating  member  when  it  reaches  a  predeter- 
mined position  for  moving  said  pawl  into  engage- 
ment with  said  toothed  member  to  stop  rotation 
of  said  feed  roller. 


2.015.804 
METHOD  AND  APPARATUS  FOR  FORMING  A 

SEAM  IN  A   BARREL  OR  THE   UKE 

James  J.  McGarry.  Buffalo.   N.   Y..   assignor  to 

Niagara  Machine  &  Tool  Works.  BufiFalo.  N.  Y., 

a  corporation  of  New  York 

AppUcation  March  24.  1934.  Serial  No.  717.249 

6  Claims.     (CI.  113 — 54) 


1.  The  method  of  forming  a  box  seam  composed 
of  six  thicknesses  of  metal  which  comprises  dis- 
placing a  narrow  zone  of  a  metal  blank  in  one  di- 
rection to  form  a  corrugation  spaced  inwardly 
from  one  edge  thereof  and  composed  of  a  crown 
and  side  walls,  similarly  forming  another  metal 
blank,  placing  the  corrugation  of  one  blank  with- 
in the  corrugation  of  the  other  blank,  applying 
pressure  to  the  top  of  the  outer  crown  and  to  the 
opposite  face  of  the  inner  blank  to  displace  the 
Interfltted  corrugations  bodily  in  the  direction 
opposite  from  which  they  project  and  to  displace 
the  side  portions  of  said  interfltted  corrugations 


toward  one  another  and  in  converging  relation, 
thereby  to  provide  a  partially  formed  seam,  and 
further  applying  pressure  to  the  top  of  the  outer 
crown  and  to  the  opposite  face  of  the  inner  blank 
to  flatten  said  partially  formed  .seam. 

5.  A  compound  seaming  machine  for  rolling  a 
box  seam  composed  of  six  thicknes.ses  of  metal 
from  preformed  blanks  each  having  a  narrow 
zone  displaced  Inwardly  from  one  edge  thereof 
to  form  a  corrugation  composed  of  a  crown  suid 
side  walls  and  the  corrugation  of  one  blank  be- 
ing placed  within  the  corrugation  of  the  other 
blank,  comprising  a  frame,  a  series  of  pairs  of 
forming  members  mounted  in  said  frame,  means 
for  propelling  the  interfltted  blanks  between  said 
pairs  of  forming  members  in  succession,  one 
forming  member  of  the  first  pair  being  formed 
to  apply  pressure  to  the  top  of  the  outer  crown 
and  the  other  being  formed  to  apply  pressure 
to  the  opposite  face  of  the  inner  blank,  said 
first  pair  of  forming  members  displacing  the  in- 
terfltted corrugations  bodily  in  the  direction  op- 
posite from  which  they  project  and  displacing  the 
side  portions  of  said  interfltted  corrugations  to- 
ward one  another  and  in  converging  relation 
thereby  to  provide  a  partially  formed  seam,  and 
a  subsequent  pair  of  said  forming  members  be- 
ing formed  to  further  apply  pressure  to  the  top 
of  the  outer  crown  and  to  the  opposite  face  of 
the  inner  blank  and  flatten  said  partially  formed 
seam. 

2,015.805 

LUNAR  CALENDAR 

Louis  E.  Means  and  Lucetta  C.  Means. 

Natick    ^lass. 

Application  August  28.  1934.  Serial  No.  741,797 

6  Claims.     (CI.  40—115) 


1.  A  lunar  calendar  comprising  In  combina- 
tion, a  pair  of  cover  plates  having  openings  there- 
through; a  pair  of  laminae  suitably  inscribed,  one 
with  series  of  numbers  arranged  in  parallel  bands 
and  respectively  relating  to  initial  dates,  the  cor- 
responding date  one  lunar  month  in  advance  for 
months  having  thirty-one  days,  and  like  dates  for 
months  having  thirty  days,  arranged  relatively; 
the  other  lamina  being  inscribed  with  the  months 
of  the  year  in  duplicate  on  a  band  and  equi- 
spaced.  and  duplicated  on  a  parallel  band  sim- 
ilarly spaced  to  read  alternately  the  same  month 
and  successive  months,  the  lamina  being  formed 
with  lateral  projections  and  corresponding  open- 
ings, both  laminae  being  movable  within  the 
plates  independently  in  flxed  contiguous  paths 
to  cooperate  in  exposing  through  the  openings 
in  one  plate,  the  initial  date  and  the  date  one 
lunar  month  ahead. 

2.015.806 
PROCESS  FOR  EFFECTING  ADHESION 
Adolf    Menger,    Krefeld-Bockum,    Germany,    as- 
signor, by  mesne  assignments,  to  Unyte  Corpo- 
ration.  New  York.  N.  Y.,  a  corporation  of  Dela- 
ware 
No  Drawing.     Application  March  3.  1934.  Serial 
No.  713.943.    In  Germany  March  11,  1933 
8  Claims.     (CI.  154— 2) 
1.  Process  which  comprises  applying  separate- 
ly on  the  surfaces  of  materials  to  be  cemented  a 
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urea  aldehyde  condensation  product  and  a  sub- 
stance exerting  a  hardening  influence  thereon 
and  pressing  together  the  objects  to  to  be  ce- 
mented. 


2,015,807 
APPARATUS  FOR  CASE  HARDENING 
GLASS 
Robert  A.  Miller  and  Uoyd  V.  Black,  Tarentum, 
Pa.,  assignors  to  Pittsburgh  Plate  Glass  Com- 
pany, a  corporation  of  Pennsylvania 
AppUcation  December  4.  1934.  Serial  No.  755,937 
4  Claims.     (CI.  49—14) 


1.  Apparatus  for  case  hardening  glass  sheets 
comprising  a  longitudinally  extending  overhead 
support,  a  series  of  spaced  hangers  depending 
from  the  support,  a  series  of  supporting  bars 
placed  end  to  end  and  supported  at  each  end  in 
one  of  the  hangers  so  that  such  ends  are  free  to 
move  through  the  hangers,  and  a  plurality  of 
spaced  gripping  members  carried  by  each  bar  and 
adapted  to  engage  the  edge  of  the  glass  sheet 
which  is  to  be  case  hardened. 


2,015,808 
DOLTBLE  WINDOW  CONSTRUCTION 
Robert  A.  Miller  and  Frederick  Gelstharp,  Taren- 
tum. Pa.,  assignors  to  Pittsburgh  Plate  Glass 
Company,  a  corporation  of  Pennsylvania 
Application  January  15.  1935,  Serial  No.  1,878 
5  Claims.     (CI.  20—56.5) 


1.  In  combination  in  a  double  window  construc- 
tion, a  hollow  window  frame,  a  pair  of  spaced  glass 
sheets  in  the  frame  with  the  space  therebetween 
hermetically  sealed,  and  a  collapsible  tube  dis- 
posed in  the  hollow  frame  longitudinally  thereof 
and  connected  with  said  space,  said  tube  having 
In  expanded  condition  a  cross  section  substan- 
tially the  same  as  the  hollow  In  the  frame  in 
which  it  is  disposed,  and  being  substantially  flat 
when  collapsed. 


2.015.809 
MAGNETIC  PILING  AND  UNFILING 
APPARATUS 
Earl  E.  Moore.  Chicago,  111. 
Application  November  10.  1933.  Serial  No.  697.489 
9  Claims.     (CI.  198 — 41) 
1.  In  a  conveyor  of  the  class  described,  a  con- 
veying table  Including  a  plurality  of  rolls  having 


magnetic  means  arranged  to  hold  articles  in  sus- 
pended relation  with  said  rolls,  means  rotating  the 
rolls  to  convey  the  article  suspended  therefrom, 
a  receiving  table  located  beneath  the  conveying 
table  and  including  a  plurality  of  rolls    means 


ty^y 


£ 


gjto  CO  \^  fli  m  eigj& 


L 


-%■ 


supporting  the  receiving  table  and  being  verti- 
cally adjustable  to  eflfect  a  raising  and  lowering 
thereof,  and  sets  of  rolls  disposed  to  the  respec- 
tive ends  of  the  receiving  table  for  delivering 
articles  thereto  and  receiving  articles  therefrom. 


2,015,810 

WARP  PILE  FABRIC  AND  METHOD  OF 

MAKING  SAME 

George  A.  Morgan,  Sanford,  Maine,  assignor  to 

Sanford  Mills,  Sanford,  Maine,  a  corporation 

of  Maine 

Application  August  15,  1934,  Serial  No.  739.899 

10  Claims.     (CL  139 — 402) 


1.  The  method  of  making  a  warp  pile  fabric 
comprising  ground  warp  ends,  picks  of  filling 
and  pile  warp  ends  on  a  pile  wire  loom  which 
consists  in  inserting  a  pile  wire  for  each  two 
picks  of  filling,  interweaving  the  ground  warp  ends 
to  form  a  repeat  of  four  picks  of  filling  and  two 
wires  and  interweaving  the  pile  warp  ends  with 
the  filling  and  the  wires  to  leave  in  each  repeat 
a  pick  of  filling  between  and  free  from  the  two 
rows  of  pile  loops  formed  over  the  two  wires  and 
with  no  crossing  of  the  groimd  warp  ends  between 
the  said  free  pick  and  the  previous  pick  of  filling 
to  enable  the  said  free  pick  of  filling,  when  the 
fabric  is  beaten  up  and  the  wires  withdrawn,  to 
shift  into  juxtaposition  to  the  previous  pick  of 
filling  and  bring  the  rows  of  pile  loops  formed  by 
the  two  wires  into  substantial  alignment. 


2.015,811 
TOASTER 

Christ  B.  Nelson,  Cleveland.  Ohio 
AppUcation  August  8,  1934.  Serial  No.  738,992 

7  Claims.  (CI.  219—19) 
1.  An  electric  heating  element  comprising  a 
rectangular  sheet  metal  frame  having  a  plurality 
of  spaced  transverse  frame  elements,  electric  in- 
sulators on  the  frame  elements  and  a  heating 
wire  wound  back  and  forth  from  one  frame  ele- 
ment to  the  other  and  looped  upon  and  out- 
wardly aroxmd  the  insulating  elements  and  con- 
stituting the  sole  means  for  holding  the  insulat- 
ing elements  against  the  frame  elements  and  in- 
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terlocking  projection  and  notch  means  on  each 
insulating  element  and  a  corresponding  portion 
of  a  frame  element  to  prevent  shifting  of  the  in- 
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sulating  element,  the  wound  wire  maintaining 
the  insulating  element  and  frame  element  in  in- 
terlocked relation. 

2.015,812 
TOASTER 

Christ  B.  Nelson.  Cleveland.  Ohio 

Application  Augrust  8.  1934.  Serial  No.  738.993 

6  Claims.     (CI.  53 — 5) 


1.  In  an  electric  cooking  appliance,  a  one-piece 
pressed  sheet  metal  housing  element  comprising 
a  hot  plate  portion  on  which  food  may  be  cooked, 
peripherally  continuous  side  wall  portions  depend- 
ing therefrom  and  integral  therewith  and  con- 
tinuing downwardly  In  peripherally  continuous 
supporting  wall  portions  integral  therewith,  a 
transverse  partition  in  the  housing  element  spaced 
from  the  hot  plate  portion  comprising  a  sheet 
metal  stamping  peripherally  supported  on  the  in- 
ner wall  of  the  said  depending  side  wall  jjortions 
and  an  electric  heating  unit  housed  in  the  space 
between  the  partition,  the  hot  plate  portion  and 
the  said  side  wall  portions  and  the  partition  being 
provided  with  a  plurality  of  bosses  pressed  in  the 
metal  thereof  and  the  electric  heating  unit  com- 
prising frame  elements  resting  upon  the  said 
bosses. 

2,015.813 
WOOD  BLOCK  FLOORING 
Herman  C.   Nielsen,   Detroit.   Mich.,  assigmor  to 
National  Wood  Prodncts  Co..  a  corporation  of 

Application  July  13.  1931.  vSerial  No.  550.306 
6  Claims.     (CI.  20—8) 


torn  of  the  block  bemg  beveled  to  provide  a 
mastic  receiving  groove  between  adjacent  blocks, 
a  dowel  receiving  bore  in  one  end  face  of  the 
block,  a  dowel  pin  disposed  in  said  bore  and 
projecting  outwardly  beyond  the  end  face  of  the 
block,  the  other  end  face  of  the  block  being  plane. 
a  dowel  receiving  bore  in  one  side  face  of  the 
block  near  one  end  thereof,  and  a  third  dowel 
receiving  bore  in  the  opposite  side  face  of  the 
block  near  the  opposite  end,  each  dowel  receiv- 
ing bore  being  In  other  than  axial  alignment  with 
respect  to  every  other  dowel  receiving  bore. 


2.015.814 
ELECTRODE   FOR  ARC   WELDING 

August  R.  Nyquist.  Roseau,  Minn. 

Application  March  21,  1934.  Serial  No.  716,706 

6  Claims.     (CI.  219 — 8i 


3.  A  welding  electrode  comprising  a  rod  com- 
posed of  the  same  base  metal  as  that  to  be  welded 
and  covered  with  a  flux  composed  of  "basic  com- 
pound" 2^%  .  potassium  nitrate  26' r.  borax  10%, 
calcium  carbonate  l^'^v  and  magnesium  carbon- 
ate 


10%, 


2,015815 

CmTAlN   HANGER 

David  Press.  Chicago.  111. 

Application  December  21.  1934,  Serial  No.  758,559 

4  Claims.     (CI.  211—119) 


4* 


1.  A  floor  block  for  heavy  industrial  uses  hav- 
ing plane  sides  and  ends,  the  edges  of  the  bot- 


1.  A  curtain  display  frame  comprising  a  metal 
framework  Including  an  upper  and  a  lower  hori- 
zontal cross  bar  and  downwardly  extending  verti- 
cal side  members;  a  hook  formed  integrally  with 
the  lower  end  of  one  of  said  vertical  side  mem- 
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bers.  an  eyelet  formed  on  said  lower  cross  bar 

and  engageable  with  said  hook;  an  upwardly 
opening  hook  on  each  of  said  side  members  sub- 
stantially adjacent  the  upper  cross  bar;  a  cross 
rod  having  looped  ends  releasably  engageable  with 
said  last  mentioned  hooks;  and  an  upwardly  ex- 
tending hanger  hook  secured  to  the  upper  of  said 
cross  bars  and  having  its  shank  portion  looped 
and  extending  substantially  downwardly  to  form 
a  relatively  long  U-shaped  handle  member,  said 
shank  portion  being  secured  to  said  cross  bar  at 
spaced  apart  points  of  intersection. 


2,015.818 
MANUFACTURE   OF  RIBBED  WARP  FABRIC 

Paul  Schonfeld.  Cbemniti.  Germany 

Application  December  22.  1933.  Serial  No.  703.649 

In  Germany  February  4.  1933 

1  Claim.     (CI.  6fr— 84) 


2,015.816 

MIRROR 

Daniel  Pvzel.  4th.  Hollywood,  Calif. 

Amplication  February  9,  1932.  Serial  No.  591,788 

1  Claim.      (CI.  219— If ) 


A  mirror  comprising  a  rim-like  frame  having 
a  back  and  a  face  and  a  retaining  flange  sub- 
stantially in  the  plane  of  said  face;  a  unit  in- 
sertable  into  said  frame  and  including  a  mirror, 
a  first  insulating  sheet  against  the  back  of  said 
mirror  a  heating  element  against  said  first  sheet, 
a  second  insulating  sheet  against  said  element, 
said  mirror,  said  element  and  said  sheets  being 
insert  able  into  said  frame  from  the  back  thereof 
so  that  sajd  mirror  is  retained  by  said  flange,  a 
backing  member  lying  against  said  second  sheet, 
and  means  for  securing  said  backing  member 
removably  to  said  frame  to  retain  said  unit  in 
said  frame. 

2.015.817 
HEAT  INSl  LATION  FOR  WALL  STRUCTURES 
Ernst    Schmidt.    Danzig,    Free    City    of    Danzig, 
assignor  to  N.  V.   Internationale   Alfol   Maat- 
schappij.  .Amsterdam.  Netherlands,  a  corpora- 
tion of  the  Netherlands  ,nr-rco 
Continuation  of   application   Serial   No.    105,753. 
April  30,  1926.    This  application  March  30,  1923, 
Serial  No.  663.572.    In  Germany  July  4,  1925 
9  CUims.      (CT.  72—16) 


1  In  a  building  wall  comprising  studding  mem- 
bers and  approximately  flat,  substantially  non- 
metallic  sheathing  elements  on  both  sides  of  such 
studding  members  to  form  a  wall  with  substan- 
tially enclosed  air  spaces,  flexible  metal  foil  in 
such  a  space,  mounted  to  permit  such  foil  to  flex 
if  expanded  by  heat,  carried  by  an  element  con- 
necting adjacent  studding  members  and  substan- 
tially covering  a  face  of  such  element  so  that  such 
element  serves  to  define  such  a  space  and  limit 
the  movement  of  air  therein,  and  said  foil  serves 
to  limit  the  transmission  of  radiant  heat  across 
said  air  space  from  or  to  the  covered  face  of  such 
dement. 


A  method  of  producing  a  transversely  ribbed 
warp  fabric  by  means  of  two  lapping  machines  on 
a  warp  loom  ha\ing  only  one  row  of  needles,  which 
comprises  supplying  the  barbed  needles  between 
the  group  of  threads  of  the  upper  lapping  ma- 
chine producing  the  ground  fabric  and  the 
group  of  threads  of  the  lower  lapping  ma- 
chine carrying  out  underlaying  operations  for  the 
purpose  of  forming  ribs,  without  lateral  racking  at 
at  least  one  point  with  a  rubber  warp  thread. 

2.015.819 
HEAT  EXCHANGE  APPARATUS  ANT) 
MOUNTING  THEREFOR 
Richard  Seligman,  Wimbledon.  William  Edward 
Crosby.    Coombe    Lane.    Kingston,    and    Hugh 
Frederick  Goodman,  Barnes.  London.  England, 
assignors  to  The  Aluminium  Plant  and  Vessel 
Company    Limited.    Wandsworth.    England,    a 
British  company 
AppUcation  December  4,  1934.  Serial  No.  755.998 
In  Great  Britain  December  9.  1933 
18  Claims.     tCl.  257—245) 


1.  A  plate  heat  exchanger  for  fluids  compris- 
ing flxed  and  movable  end  plates  of  rigid  con- 
struction, a  stack  of  heat  exchange  elements  in- 
terposed therebetween  and  fluid  pressure  actu- 
ated means  for  bodily  displacing  the  movable 
end  plate  towards  or  away  from  the  flxed  end 
piate. 


88 


OFFICIAL  GAZETTE 


OCTOBEK  1.  1935 


OCTOUEK  1, 1935 


U.  S.  PATENT  OFFICE 


89 


2.015.820 

BOX-SHAPED   SPRING 

Peter  Schowalter,  Hagen,   Germany,  assigrnor  to 

Ernst  Pulvermacher,  Hairen-Haspe,  Germany 

AppUcaUon  April  27.  1934.  Serial  No.  722.739 

In  Germany  April  26.  1933 

5  Claims.      iCl.  267—1) 


1.  A  box-shaped  spring,  especially  for  buffer 
springs,  comprising  in  combination  an  inner  split 
ring  bevelled  at  its  two  ends,  two  closed  conical 
outer  rings  one  at  each  end  of  said  inner  ring 
and  each  having  a  wall  of  uniform  thickness,  the 
wider  ends  of  said  outer  ring  each  engaging  over 
the  adjacent  bevelled  end  of  said  inner  split  ring 
and  adapted  to  slide  thereon  when  pressure  is 
exerted  on  the  narrow  ends  of  said  outer  rmgs, 
and  an  inwardly  curved  annular  portion  formed 
on  the  narrow  end  of  each  of  said  outer  rings, 
said  inwardly  bent  portions  each  adapted  to  en- 
gage one  edge  of  said  inner  ring  to  limit  the  dis- 
placement of  said  outer  rings  on  said  inner  ring. 


2.015,821 

JOINT  FOR  ARTIFICIAL  LIMBS 

Ludvis:  HJalmar  Simonsson.  Stockholm,  Sweden 

Application  November  4.  1932.  Serial  No.  641.251 

In  Sweden  June  17,  1932 

1  CUim.     (CI.  287—100) 


An  artificial  limb  pivot  joint  comprising  a 
center  member  having  an  opening  therein,  a  ball 
bearing  having  its  outer  race  fixed  in  said  open- 
ing, a  pin  fixed  in  the  inner  race  of  the  bearing 
and  having  an  end  projecting  from  each  side  of 
the  race,  a  pair  of  side  pieces,  one  secured  on  each 
of  the  projecting  ends  of  the  pin,  said  side  pieces 
and  said  center  member  each  having  a  bolt  pro- 
jecting therefrom  for  attachment  to  parts  of  the 
artificial  limb,  and  said  side  pieces  closely  over- 
lying the  outer  race  of  the  bearing  to  prevent 
entry  of  dust  to  the  bearing  surfaces. 


2.015.822 
G.AS  BURNER 
Harry  F.  Smith.  Dayton,  Ohio,  assii^nor,  by  mesne 
assig:nments,  to  General  Motors  Corporation,  a 
corporation  of  Delaware 
Application  February  28.  1931.  Serial  No.  519.118 
14  Claims.     I  CI.  158 — 116) 
1.  A  burner  comprising  a  sheet  metal  member 
provided  with  a  longitudinally  extending  row  of 
aligned  openings,  said  member  being  bent  upon 


itself    on    a    line    extending    parallel    with    and 
through  said  row  of  openings  to  form  a  passage 

^ i*     » 


:a 


0 


± 


t 


leading  to  said  openings,  said  passage  being  of  a 
substantial  length. 


2.015.823 
DIRECT  CONNECTED  IMPLEMENT 
Thomas  M.  Thomas,  Huntington  Park.  Calif.,  as- 
S'grnor  to  KiUefer  Manufacturing  Corporation, 
Ltd..  Los  Angeles,  Calif.,  a  corporation  of  Cali- 
fornia 
Application  February  13.  1933.  Sertal  No.  656.420 
2  Claims.     (CI.  97— 47) 


^,^ 


1.  In  a  direct  connected  cultivating  implement 
for  connection  with  a  tractor  having  a  power 
take-off,  a  frame  including  side  arms  which  ex- 
tend forwardly  and  downwardly  to  provide  at- 
tachment arms,  angles  mounted  between  the 
arms  in  pairs  to  connect  said  arms,  ground- 
workins?  tool -supporting  angles  mounted  in  pairs 
and  connected  between  the  first  said  angles  of 
the  ground-working  tools,  means  for  securing  the 
ground-working  tools  between  pairs  of  the  latter 
said  angles,  and  a  lift  structure  supported  be- 
tween the  frame  and  the  tractor,  and  means 
connecting  the  lift  structure  with  the  frame  and 
with  power  lift  of  the  tractor. 


2.015.824 

GARBAGE  AND  MISCELLANEOUS  REFUSE 

RECEPTACLE 

David  Trompetcr.  New  York.  N.  Y. 

Application  September  26.  1934,  Serial  No.  745.491 

2  Claims.     (CI.  220 — 87) 


1.  In  a  receptacle  having  a  plurality  of  rela- 
tively movable  parts,  the  combination  of  a  source 
of  supply  for  a  disinfectant  and  deodorant,  means 
for  attaching  and  detaching  said  source  of  sup- 
ply, means  for  discharging  such  disinfectant  and 
deodorant  comprising  a  valve,  a  valve  pocket,  a 
counterbalanced  weight,  a  threaded  shaft  screwed 
into  said  weight,  a  spring  between  said  weight  and 


valve  base,  all  within  said  valve  pocket,  a  shaft 
head  coacting  with  said  valve  base  to  open  and 
close  the  valve  aperture  to  emit  said  substance. 

2.015.825 

SAFETY  RAZOR 

Henry  W.  Uhl.  Dobbs  Ferry.  N.  Y. 

AppUcation  August  26.  1931.  Serial  No.  559,549 

17  Claims.     (CI.  30—12) 


flj^* 


1  In  a  safety  razor  for  double  edged  blades,  a 
double-edged  blade,  a  blade  carrier,  a  blade  guard 
and  blade  treating  means  mounted  on  said  guard, 
and  means  supporting  said  blade  guard  for  rota- 
tion relatively  to  the  blade  carrier  to  apply  said 
blade  treating  means  to  the  blade  edges. 

2.015.826 
ENGINE 

Edward  T.  Vincent.  Detroit,  Mich.,  assignor  to 
Continental  Motors  Corporation,  Detroit, 
Mich.,  a  corporation  of  Virginia 

ApplicaUon  January  16,  1932,  Serial  No.  587,001 
6  Claims.     (CI.  123—56) 


2,015.827 

ALTERNATING  CUTRRENT  MICROPHONE 

TRANSMITTER 

Albert  K   Ward,  Audubon,  and  Palmer  M.  Craig, 

Camden.  N.  J.,  assignors  to  Radio  Corporation 

of  America,  a  corporation  of  Delaware 

Application  March  19.  1932.  Serial  No.  599.860 

6  Claims.     (CI.  179— 1) 


4  In  an  engine  provided  with  opposed  cylin- 
ders and  a  crank.shaft  intermediate  the  cyUnders, 
said  cylinders  being  relatively  offset  axially  of 
the  crankshaft,  reciprocating  masses  operable  in 
said  cylinders  and  producing  a  rocking  couple  in 
a  longitudinal  engine  plane  containing  the  crank- 
shaft and  cylinder  axes,  and  a  pump  including  a 
wobble  plate,  said  crankshaft  having  a  wobble 
crank  for  actuating  said  wobble  plate  whereby  to 
produce  a  rocking  couple  acting  to  oppose  the  un- 
balanced rocking  couple  produced  in  the  engine  by 
said  reciprocating  masses  due  to  the  offset  of  said 
cylinders. 


1  In  combination  with  a  double  button  micro- 
phone having  a  carbon  cell,  a  source  of  alternat- 
ing current  energy  having  a  frequency  above  the 
audible  range,  a  full  wave  rectifier  having  its 
input  terminals  connected  \a  said  source,  a  con- 
ductive connection  between  one  of  the  output 
terminals  of  said  rectifier  and  said  carbon  cell 
and  a  circuit  connecting  the  other  output  termi- 
nal of  said  rectifier  and  said  microphone  buttons 
including  a  resistor  and  a  separate  contact  con- 
nected to  each  of  said  buttons  and  adjustable 
along  said  resistor  whereby  the  direct  current 
passing  through  each  of  said  buttons  may  be 
independently  controlled. 


2.015.828 
AIRCRAFT  DIRECTION  FINDER 

William  S.  Webster,  Palmyra.  N.  J.,  assignor  to 
Radio  Corporation  of  America,  a  corporation  of 

Delaware 
Application  November  14.  1932.  Serial  No.  642,528 
8  Claims.     (CI.  250—11) 


1.  A  radio  direction  finder  system  comprising 
a  detachable  rotatable  loop  mounted  on  a  disk- 
like support,  positive  locking  means  comprising  a 
spring  housing,  a  plunger,  and  a  spring  within 
said  housing  for  retaining  said  de  achable  loop 
to  said  support,  a  rotating  tube  within  said  sup- 
port, a  primary  and  reciprocal  scale  secured 
to  said  rotating  tube,  a  housing  associated  with 
said  support,  a  pair  of  collector  rings,  and  a 
pair  of  brushes  within  said  housing  wi  h  shielded 
means  for  electrically  connecting  the  loop  with 
a  radio  receiver. 
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2,015.129 

BRAKE  SHOE 

Jesse  M.  White,  FhiUdelphia,  Pa. 

Application  September  12.  1933.  Serial  No.  689,081 

5  Claims.     (CI.  188— 234) 


1.  A  brake  shoe  comprising  a  face  having  trans- 
versely extending  grooves,  and  a  lining  applied  to 
said  face  and  forced  into  said  grooves  a  distance 
less  than  the  depth  of  the  grooves,  whereby  air 
passages  are  maintained  between  the  shoe  and 
the  linini. 


cumferentially  extending  slit,  and  circumferen- 
tially  extending  spring  means  disposed  in  the  slit. 


24)15.830 

SAFETY  MEANS  FOR  ELEVATORS 

Benjamin  J.  Winner.  Chicago.  111. 

Application  October  13.  1933.  Serial  No.  693.449 

5  Claims.     (CI.  187—29) 


1.  Safety  means  for  elevators  comprising,  in 
combination  with  the  electric  current  supply  lines, 
the  elevator  motor,  the  motor  control  switch,  cir- 
cuit closing  switch  In  the  elevator  cab  and  the 
magnet  switch  interposed  between  said  circuit 
closing  switch  and  the  elevator  motor;  means 
whereby  current  flow  to  the  motor  and  motor  con- 
trol switch  may  be  discontinued,  said  means  being 
electrically  interposed  between  the  supply  lines 
and  the  magnet  switch  and  comprising  an  electro- 
magnet, a  contact  carrying  plunger  adapted  to  be 
moved  into  two  positions,  one  of  said  positions 
normally  closes  the  main  circuit  magnet  switch, 
while  the  other  position  of  said  plunger  is  assumed 
when  the  electro -magnet  is  energized  and  the  cir- 
cuit of  said  first  mentioned  magnet  switch  thereby 
opened,  and  manually  operated  auxiliary  switches 
carried  by  the  elevator-cab  whereby  current  to 
said  second  mentioned  electro-magnet  is  supplied 
and  said  plunger  moved  into  main  circuit  breaking 
position. 


2,015^31 
GREASE  SEAL 
John  R.  Winter,  Detroit.  Micli. 
AppUeation  Febmary  2,  19S3<  Serial  No.  654.892 
11  Claims.     (CL  288—5) 
1.  A  grease  seal  comprising  a  sealing  ring  com- 
posed of  deformable  material  and  having  a  cir- 


the  free  edge  portions  of  the  slit  material  being 
substantially  together  to  encase  said  means. 


2  015  832 

LIXIVIATOR  AND  METHOD  OF  LEACHING 

Harald  Ahlqvist.  Rye.  N.  Y. 

AppUcation  March  2.  1931.  Serial  No.  519.702 

12  Claims.     (CI.  23— 269) 


1.  The  method  of  leaching  soluble  from  inert 
material  under  superatmospheric  pressure  in  a 
lixlviation  apparatus  which  comprises,  maintain- 
ing a  pressure  seal  at  each  end  of  said  appara- 
tus, independently  feedmg  the  soluble  and  Inert 
material  into  one  end  of  the  apparatus  at  a  regu- 
latable  rate,  feeding  the  solvent  into  the  oppo- 
site end  of  said  apparatus,  rotating  the  apparatus, 
automatically  conveying  the  solvent  and  soluble 
and  inert  material  counter-current  to  each  other 
through  said  ap)paratus  and  withdrawing  the  sol- 
vent and  dissolved  material  from  one  end  of  the 
apparatus,  and  separating  the  undissolved  inert 
material  from  the  solvent  and  withdrawing  the 
separated  inert  material  from  the  other  end  of 
the  apparatus  while  still  maintaining  the  pres- 
sure seal. 

3.  A  lixiviator  apparatus  of  the  class  described 
comprising  a  rotatable  cylindrical  drum,  a  plu- 
rality of  upstanding  flights  secured  to  said  drum 
in  a  substantially  spiral  manner  to  progressively 
Eidvance  solids  through  said  drum,  a  ribbon  con- 
veyor to  introduce  solids  containing  soluble  mat- 
ter at  one  end  of  said  drum,  means  to  independ- 
ently actuate  said  conveyor,  a  second  conveyor 
to  discharge  inert  matter  at  the  opposite  end  of 
said  drum,  said  conveyors  being  in  substantially 
gas  tight  relation  to  seal  said  drum,  solvent  in- 
take means  at  said  inert  discharge  end  of  the 
drum,  and  a  solute  discharge  means  at  the  other 
end  of  the'drum. 

4.  A  lixiviator  apparatus  of  the  class  described 
comprising  a  cylindrical  drum,  means  for  rotat- 
ing said  drum,  means  for  feeding  the  solid  mate- 
rial, and  means  to  agitate  and  progressively  ad- 
vance the  solid  materials  through  said  dnmi.  com- 
prising a  plurality  of  spaced  flights  loosely  se- 
cured to  the  Interior  of  said  drum  for  limited 
radial  movement,  said  flights  being  self -cleaning, 
and  adapted  to  move  with  respect  to  their  sup- 
port an  amount  sufficient  to  jar  loose  materials 

i   carried  thereon. 
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2,015333 

BACKBONE  FOR  A  VELOOPEDE 

Bert  J.  Anderson,  Hammond,  Ind. 

Application  January  5,  1935,  Serial  No.  495 

10  Claims.     (CI.  208—113) 


-/2 


1.  A  combination  head  and  backbone  for  a  ve- 
locipede, formed  of  a  single  sheet  metal  stamp- 
ing, the  central  portion  of  said  stamping  being 
shaped  to  receive  a  steering  post,  each  side  por- 
tion of  said  backbone  being  substantially  semi- 
oval  in  cross  section,  portions  of  the  upper  edges 
of  said  side  portions  being  turned  upwardly  and 
joined,  portions  of  the  lower  edges  of  said  side 
portions  being  turned  downwardly  and  joii^ed, 
the  ends  of  said  stamping  extending  rearwardly 
and  downwardly  and  a  portion  adjacent  said  ends 
extending  outwardly  and  being  of  segmental  cross 
section. 


2.015,834 
TRANSMISSION  CONTROL  MECHA^^SM 

Oscar  H.  Banker,  Chicago,  111.,  assi«:nor  to  New 
Products  Corporation,  Chicago.  Ill-,  a  corpora- 
tion of  Delaware 

Application  January  3,  1933,  Serial  No.  649,942 
1  Claim,     (a.  74—483) 


In  a  vehicle  having  an  automatic  clutch  con- 
necting the  engine  with  the  transmission,  the 
combination  of  an  ignition  switch  having  an 
operating  spindle,  an  engager  operable  to  place 
the  transmission  in  forward,  neutral  or  reverse, 
and  a  locking  plate  on  said  spindle  having  in- 
terlocking connection  with  said  engager  when 
said  engager  is  in  neutral  position. 


2.015.835 

FRONT  WHEEL  INDICATOR 

Perry  S.  Bauer.  Chicago,  111. 

Application  October  29,  1934.  Serial  No.  750.495 

8  Claims.     (CI.  11^—31) 


1.  In  an  automotive  vehicle  which  has  a  front 
wheel  and  a  fender  over  the  wheel,  the  combina- 
tion of  a  stem  rotatively  mounted  on  the  fender, 
a  yoke  arranged  alongside  and  parallel  to  the 


wheel  to  be  operated  thereby  to  rotate  the  stem, 
and  an  indicator  operated  by  the  stem  to  indicate 
the  direction  position  of  the  wheel. 


2,015.836 
QUARTZ  CRYSTAL  OSCILLATOR 

Rudolf  Bechmann,  Hans  Otto  Roosenstein,  and 
Herbert     Elstermann.     Berlin,    Germany,     as- 
signors to  Telefunken  Gesellschaft  fiir  Draht- 
lose  Telegraphic  m.  b.  H.,  Berlin.  Germany,  a 
corporation  of  Germany 
Application  February  5,  1934,  Serial  No.  709,714 
In  Germany  January  26,  1933 
4  Claims,     i  CI.  171— 327) 


c 


L^ 


2.  A  piezo-electric  crystal  h(rfder  comprtsinf 
fljred  and  movable  electrodes,  said  movable  elec- 
trode having  a  convexed  surface  facing  the  crys- 
tal and  arranged  so  that  the  distance  between 
said  crystal  and  the  electrode  surface  is  made  dif- 
ferent at  different  places  for  the  purpose  of  pre- 
venting damping  by  air  cushions  which  surround 
said  crystal. 

2  015.837 
FLUID  CHECKING  DEVICE 

Charles  L.  Bock,  Chicago,  III.,  assignor  to  Andrew 

Hoffman,  Chicago.  III. 

Application  October  6,  1933.  Serial  No.  692,393 

11  Claims.     (CI.  16—55) 


1.  A  fluid  checking  device  of  the  character  de- 
scribed, comprising  a  single  cylinder  and  a  two 
part  double  acting  piston  mounted  for  reciproca- 
tion in  said  cylinder,  each  part  comprising  a 
piston  head  and  a  rigidly  extending  gear  rack, 
said  gear  racks  being  disposed  t>etween  said  piston 
heads  and  arranged  in  overlapping  relationship, 
a  pair  of  mutilated  gears  in  said  cylinder  mounted 
for  simultaneous  rotation  and  in  mesh  with  said 
racks,  respectively,  said  mutilated  gears  being 
constructed  and  airanged  to  mo\e  only  one  of  said 
racks  at  a  time. 


2.015338 
TEMPERATURE  MEASURING   AND  OR 
CONTROL  APPARATUS 
Perry  A.  Borden,  Waterbury,  Conn.,  and  Hibbert 
W.    Moss,    Detroit,    Mich.,    assi«mors    to    The 
Bristol  Company.  Waterbury.  Conn.,  a  corpora- 
tion of  ConnectlcHi 
Application  December  5,  1933,  Serial  No.  700,960 
3  Claims.     (CI.  73—32) 
1.  The  combination  with  a  thermoelectric  py- 
rometer embodying  a  measuring  and/or  control 
instrument,  and  a  group  of  thermoelectric  cou- 
ples connected  in  series,  a  double-throw  double- 
pole  switch,  the  mid-poles  of  which  are  connected 
to  the  Instrument,  and  the  leads  from  the  group 
being  connected  to  one  pair  of  end  poles  of  the 
switch,    a   multi-contact   switch  €mt)odying   in- 
dividual stationary  contacts  and  a  pair  of  movable 
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contact  arms  adapted  to  engage  successive  pairs 
of  said  contacts,  the  said  arms  being  connected 
to  the  opposite  pair  of  end  poles  of  the  double- 


throw  double-pole  switch,  and  a  terminal  of  the 
Individual  couples  being  respectively  connected 
to  the  individual  stationary  contacts  of  the  multi- 
contact  switch. 


2.015.839 

COMPENSATED  FLOW  METER 

Richard  P.  Brown,  Philadelphia,  Pa.,  assignor  to 

The  Brown  Instrument  Company,  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

Application  December  19.  1928,  Serial  No.  326.964 

12  Claims.     (CI.  73—167 ) 


X  X 


-c 


7.  The  method  of  measuring  the  flow  of  a  fluid 
of  variable  density  in  a  conduit  which  consists 
in  creating  pressures  at  different  points  in  said 
conduits  which  differ  from  one  another  in  ac- 
cordtmce  with  the  velocity  of  flow  through  the 
conduit,  transmitting  the  pressures  from  said 
conduit,  modifying  the  pressures  so  transmitted 
relative  to  one  another  in  response  to  changes 
in  the  density  of  the  flowing  fluid,  and  measur- 
ing the  difference  between  the  pressures  so  mod- 
ified relative  to  one  another. 


2.015.840 

CONTAINER  CAP  CONSTRUCTION 

Aagrustine  W.  Campbell.  Detroit.  Mich. 

Application  February  23.  1935.  Serial  No.  7,697 

4  Claims.     (CI.  221—60) 


2.  The  combination  of  a  container  neck  having 
external  threads,  an  internally  threaded  cap 
therefor,  a  looped  wire  link  having  a  bight  en- 
circling the  cap  and  freely  joumalling  it  therein. 


a  lug  on  the  container  provided  with  two  separate 
and  distinct  out-of-line  holes,  the  two  ends  of  the 
link  being  bent  towards  each  other  and  being  dis- 
posed separately  in  said  holes. 


2.015.841 

CLUTCH  MECHANISM  AND  CONTROL  FOR 

CHANGE  SPEED  TRANSMISSIONS 

Leon  Jay  Campbell,  Buchanan,  Mich.,  assiirnor  to 
Campbell-Buchanan  Corporation,  Chicai^o,  III., 
a  corporation  of  Illinois 

Application  November  12.  1934,  Serial  No.  752.556 
IS  Claims.     (CI.  192 — 53) 


1.  In  a  transmission  mechanism  of  the  char- 
acter described  having  a  case  and  driving  and 
driven  elements,  a  frictional  clutch  and  a  positive 
clutch  for  selectively  connecting  said  elements, 
said  clutches  each  having  relatively  shiftable 
clutch  members  on  the  respective  elements,  a  rod 
slidably  mounted  in  the  case,  a  shifter  element 
slidably  mounted  on  the  rod  and  connected  with 
the  shiftable  member  of  the  fricllonal  clutch, 
means  operable  on  the  shifter  element  to  0F>en  and 
close  the  clutches,  said  means  serving  to  close  the 
frictional  clutch  in  advance  of  the  positive  clutch, 
means  for  locking  the  shifter  element  to  the  rod 
while  the  frictional  clutch  Is  closed,  and  means 
acting  through  the  rod  to  yieldably  hold  the  mem- 
bers of  the  frictional  clutch  engaged  while  said 
clutch  IS  closed. 


2.015.842 

FURNACE   WITH  GRATE   FOR  COMBUSTION 

OF  REFUSE  OF  ANY  KIND 

Aafe  Christensen.  Copenhagen.  Denmark 

Application  November  5.  1932,  Serial  No.  641,403 

In  Great  BriUin  May  26.  1932 

4  Claims.     (CI.  110—10) 


1.  A  furnace  of  the  character  described,  com- 
prising in  combination,  a  rotar>'  kiln,  a  combus- 
tion chamber  and  a  drying  hearth  so  disposed  in 
relation  to  each  other  that  material  will  pass  di- 
rectly from  the  hearth  through  the  combustion 
chamber  and  into  .said  rotary  kiln,  means  for 
feeding    material    to    said    drying    hearth,    and 
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means  for  separating  the  combustion  gases  de- 
veloped in  the  combustion  chamber  into  a  plu- 
rality of  streams  one  flowing  through  the  rotary 
kiln  and  another  over  the  material  as  it  enters 
the  combustion  chamber. 


2.015.843 
CLOCK 

Arde  Bulova,  New  York,  N.  Y.,  assigrnor  to  Bulova 
Watch  (  ompany.  Inc..  New  York,  N.  Y.,  a  cor- 
poration of  New  York 

AppUcation  May   3.  1934,  Serial  No.  723,683 
2  Claims.     (CI.  58 — 46) 


-1^ 


1.  A  clock  having  an  encircling  part  rotatable 
for  winding  the  clock-spring,  hand-setting  mech- 
anism, and  a  device  on  said  part  by  which  the 
part  can  be  turned  in  continuous  rotary  motion 
for  winding  the  spring,  said  device  comprising 
means  slidable  and  rotatable  in  said  part  to  en- 
gage and  actuate  the  hand-setting  mechanism. 


2.015.844 
SOCK  AND  METHOD  OF  M.\KING  THE  SAME 

Leonard  Jacob  Byer,  Newton.  Mass. 

Application  September  29.  1932,  Serial  No.  635,361 

2  Claims.     (CI.  66—148) 


1.  A  method  of  making  seamless  articles  that 
comprises  providing  a  seamless,  ribbed,  knitted 
cuff  portion  with  loops  at  the  edges  thereof, 
mounting  loops  at  one  of  the  edges  over  quills, 
doubling  the  cuff  portion  over  upon  itself,  loosely 
and  freely  enclosing  a  garter  in  the  doubled- 
over  cuff  portion,  mounting  loops  at  the  other 
edge  over  the  quills,  maintaining  tension  on  the 
doubled-over  cuff  portion  to  ensure  that  the  loops 
shall  be  held  on  the  quills,  transferring  the  loops 
from  the  quills  to  needles  of  a  knitting  machine, 
and  smoothly  knitting  a  body  portion  to  the  cuff 
portion  from  the  said  loops  onward,  whereby  the 
garter  becomes  loosely  and  freely  enclosed  in  the 
doubled-over  cuff  portion. 


2.015.845 
Sn»PORTING  BRACKET 

Emanuel  J.  Elson.  Chicago.  III. 

Application  October  14,  1933.  Serial  No.  693,542 

2  Claims.     (CI.  248 — 207) 

1.  A  supporting  bracket  of  the  class  described 
having  a  plurality  of  sides  and  being  polygonal 


in  shape,  each  side  of  said  polygon  being  pro- 
vided with  a  slot  adjacent  an  end  of  said  side. 


one  of  which  slots  Is  engageable  with  a  tongue 
for  carrying  said  bracket. 


2,015.846 
EXPANT)ING   CLOSING   CAPSIXE   FOR  BOT- 
TLES AND  OTHER  CONTAINERS 

Willy  Faltlhauser.  Munich.  Germany 

Application  May  24.  1932.  Serial  No.  613,241 

In  Germany  September  25,  1930 

6  Claims.     iCl.  215 — 95) 


B, 


a 


7^ 


n 


1.  A  closure  for  bottles  and  other  containers 
having  in  combination  a  capvsule  provided  with 
claws  adapted  to  secure  the  capsule  to  the  con- 
tainer, a  packing  disk  within  the  capsule,  a 
clamping  ring  made  from  a  metal  band  and 
adapted  to  be  slipped  over  the  claws  of  the  ex- 
panding capsule,  said  clamping  ring  being  thin- 
walled  and  formed  with  teeth  on  the  portion  of 
the  band  from  which  the  clamping  ring  is 
formed,  the  clamping  ring  being  folded  along  the 
edges  thereof  to  engage  and  hold  the  teeth  of 
the  band. 


2.015.847 

METHOD  OF  PRODUCING  FLITFED  CORD 

BORDER  FOR  FABRICS 

Sadie  Rudorfer  Geist.  Brooklyn.  N.  Y. 

Application  October  30.  1934.  Serial  No.  750.640 

1  Claim.     (CI.  2—278) 


«  a  » 


4v 


« ji 


A  method  for  producing  a  fluff  cord  border 
alijngside  an  edge  of  a  textile  fabric,  consisting 
in  doubling  the  material  of  the  fabric  adjacent 
said  edge  upon  Itself  in  a  plurality  of  layers  of 
desired  widths;  securing  the  layers  to  one  an- 
other and  to  the  original  sheet  of  fabric  itself  by 
a  narrow  seam  intermediate  the  folds  of  said 
layers;  severing  said  layers  from  one  another  by 
cutting  their  material  alongside  said  folds;  free- 
ing the  threads  In  said  layers  and  in  the  portion 
of  the  original  sheet  of  the  fabric  on  the  outer 
side  of  said  seam  from  one  another  but  keeping 
them  secured  to  one  another  and  to  the  material 
of  the  original  sheet  by  said  seam,  and  finally 
loosening,  freeing,  raveling,  and  arranging  sub- 
stantially the  individual  fibers  in  said  threads  to 
form  a  ccrdlike  border. 


94 


OFFICIAL  GAZETTE 


OCTOBEB  1,  1935 


2,015.848 
CURTAIN  FIXTI'RE 

William  S.  Hamm.  Elkhart,  Ind.,  asslijnor  to  The 
Adlake  Company,  Chicago.  111.,  a  corporation 
of  Illinois 

Application  July  28.  1933,  Serial  No.  682,562 
3  Claims.     (CI.  156 — 26) 


1.  In  a  curtain  fixture,  a  tube  for  insertion  in 
a  hem  in  the  lower  edge  of  a  curtain,  and  a  T- 
shaped  head  of  substantially  rigid  form  positioned 
wifh  its  stem  slidably  mounted  in  the  end  of  the 
tube,  said  head  consisting  of  a  vertically  elon- 
gated sheet  metal  holder  of  outwardly  openmg 
t>-shaped  cross  section,  and  a  straight  faced 
rubber  strip  In  the  holder  provided  with  laterally 
extending  shoulders  for  abutment  with  the  outer 
edges  of  the  side  walls  of  the  holder,  said  outer 
edges  of  the  side  walls  being  straight  throughout 
the  major  portions  of  their  lengths  and  being  set 
back  adjacent  their  ends,  and  said  strip  extend- 
ing the  full  height  of  the  holder  with  the  end 
portions  of  the  shoulders  spaced  from  the  set  back 
outer  edges  of  the  side  walls. 


2.015,849 

VALVE 

Charles  H.  Hardies.  Southjrate.  Calif 

AppHcation  April  16.  1932.  Serial  No.  605,664 

1  Claim.      fCl.  251— 102j 


A  Stop  cock  including  a  body  having  a  fluid 
passage,  a  plug  intersecting  said  passage  for  con- 
trolling the  flow  of  fluid  through  the  passage, 
shoes  for  cooperating  with  the  body  for  sealing 
off  the  flow  of  fluid  through  the  passage,  and 
means  connecting  the  shoes  with  the  plug  In- 
cluding key  connections  between  the  plug  and 
shoes  for  transmitting  rotational  forces  t)€tween 
the  plug  and  shoes  and  allowing  limited  hori- 
zontal and  vertical  pivoting  of  the  shoes  relative 
to  the  plug,  said  connections  including  keys  on 
the  plug  pivotally  cooperating  with  keyways  in 
the  shoes,  for  transmitting  rotational  forces,  the 
keys  and  keyways  related  to  allow  pivoting  of  the 
shoes  in  one  direction,  and  rounded  projections 
on  the  keys  cooperating  with  rounded  portions 
of  the  keyways  whereby  the  shoes  may  pivot  in 
the  other  direction. 


2,015,850 

BILGE  WATER   EDI'CTOR 

I^wis  C.  Harrod   Valley  Stream,  N   Y. 

Applicatien  August  11,  1932.  Serial  No.  628,403 

3  Claims.     (O.  103—39) 


1.  A  bilge  water  eductor  comprising  a  baJHe 
having  means  at  its  lower  limit  for  the  Introduc- 
tion of  fluid,  a  head  for  the  baffle  having  a  pas- 
sage therethrough,  a  spring  pressed  valve  for 
closing  the  passage,  a  suction  pipe  concentric 
with  the  passage  adapted  at  times  to  pass  through 
said  passage  and  at  other  timeii  to  be  positioned 
without  the  passage,  and  spring  pressed  means  to 
connect  the  baffle  and  pipe  whereby  the  move- 
ment of  the  pipe  relative  to  the  baffle  Is  limited. 


2.015851 
PRESSURE  AND  TEMPKRATl RE  RE(  ORDER 
Henry  N.  Herrick,  Berkeley,  and  Walter  G.  Miller, 
.Albany,  Calif.,  assifnors  to  Standard  Oil  Com- 
pany of  California.  San  Francisco.  Calif.,  a  cor- 
poration of  Delaware 

Application  March  6.  1933,  Serial  No.  659.604 
3  Claims.     iCl.  234—17) 


1.  A  well  pressure  recorder  comprising  a  cas- 
ing, a  spring  restrained  piston  in  said  casing  ex- 
posed to  external  fluid  pressure,  a  stylus  carried 
by  said  piston,  a  chart  adapted  to  record  the 
longitudinal  motion  of  said  stylus,  a  rotatable 
holder  for  said  chart,  and  a  bimetallic  helix  se- 
cured at  one  end  to  said  casing  and  secured  at 
the  other  end  to  said  rotatable  holder  for  rotat- 
ing said  holder  in  response  to  a  temperature 
change  in  said  helix. 
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2.015,852 
CLOTH  FEEDING  MECHANISM  FOR  COMBI- 
NATION   TEA   BAG   MACHINES 
Louis  Hirschhorn  and  Hans  Irmscher,  New  York. 
N.  Y..  assignors  to  Millie   Patent  Holding  Co. 
Inc.,  New  York,  N.  Y..  a  corporation  of  New  York 
Application  Mav  28,  1932.  Serial  No.  614,090 
19  Claims.     (CI.  lia— 10) 


1.  In  combination  with  means  for  acting  upon 
a  material  and  means  to  supply  material,  guide 
means  for  directing  material  from  the  supply 
to  the  first  means,  a  presser  foot  cooperating 
with  the  guide  means  and  adapted  to  engage 
material  between  the  foot  and  guide  means,  a 
slack  producing  arm  adapted  to  engage  mate- 
rial between  the  presser  foot  and  supply,  and 
means  to  actuate  the  presser  foot  and  arm 
simultaneously. 


2.015.853 

BAG   FILLING  MECHANISM 

Walter  Mason  Ingram.  New  York.  N.  Y..  assignor 

to  Millie  Patent  Holding  Co..  Inc.,  New  York, 

N.  Y.,  a  corporation  of  New  York 

AppUcation  Ausast  6    1932,  Serial  No.  627.762 

19  Claims.     (Ci.  226 — 61 » 


1.  A  feeding  device  comprising  a  chamber 
forming  member  in  which  a  substance  is  adapted 
to  be  received,  a  piston  slidably  mounted  in  the 
chamber,  a  piston  actuating  plate  formed  with 
an  aperture,  means  to  move  the  plate  axiaJly  of 
the  chamber,  a  stud  on  the  piston  adapted  to  be 
received  in  the  aperture,  and  means  on  the  plate 
to  secure  the  stud  removably  and  positively 
thereto. 


2.015.854 

NONTANGLING    TEA    BAG 

Walter  Mason  Ingram.  New  York.  N.  Y'..  assignor 

to  Millie  Patent  Holding  Co..  Inc..  New  York, 

N.  Y..  a  corporation  of  New  York 

Application  November  4,  1932.  Serial  No.  641,219 

7  Claims.     (CL  53—3) 


ao 


3.  A  bag-like  receptacle  having  means  for  clos- 
ing the  same  and  a  string  secured  thereto,  the 
string  having  a  loop  therein  extending  through 
the  opposite  sides  of  the  receptacle  to  shorten 
the  effective  length  thereof. 


2.015,855 
AUTOMATIC  CONTROL   SYSTEM 
William  J.  Kerr.  Waterbury.   Conn.,  assignor  to 
The  Bristol  Company.  Waterbury,  Conn.,  a  cor- 
poration of  Connecticut 
Application  September  27.  1934,  Serial  No.  745,764 
14  Ciainu.     (CL  18—17) 


WSffl 


1.  System  for  automatically  controlling  a  se- 
quence of  operations,  of  which  some  include 
changes  in  a  variable  magnitude,  and  embodying 
an  initiatory  period,  a  processing  period  and  a 
restoration  period,  said  system  comprising  a  proc- 
essing vessel;  fluid-pressure  operated  means  to 
admit  fluids  to  the  vessel  and  to  relieve  the  vessel 
thereof;  timing  mechanism,  including  a  constant 
speed  motor,  for  controlling  the  action  of  the 
fluid-pressure  operated  means  during  the  initia- 
tory period  and  during  the  restoration  period; 
maintaining  timing  mechanism,  including  a  con- 
stant speed  motor,  for  maintaining  the  action  of 
the  fluid-pressure  operated  means  during  the 
processing  period;  and  means  adapted  at  a  pre- 
determined temperature  within  the  said  process- 
ing vessel  to  energize  the  motor  of  the  maintain- 
ing timing  mechanism. 


2,015.856 

ELECTRIC  HOT-PLATE 

Anthony  L.  Lang.  Seattle.  Wash. 

Application  December  14.  19S3.  Serial  No.  702.399 

2  Claims.     (CI.  219— 37  i 

1.  The  combmation  in  a  heating  unit  for  an 

electric  stove,  with  a  top  plate  having  a  depend- 
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ing  flange,  a  bottom  plate  having  a  rim-rib  and 
edge  groove  for  co-action  with  the  lower  edge  of 
said   flange,   and   bolts   securing   the   plates   to- 


— xo  zoi. tsS^-i 


gether.  of  fins  having  recesses  and  Integral  with 
the  top  plate,  insulating  bushings  in  said  recesses, 
and  electrical  heating  elements  supported  in  said 
bushings. 

2.015.857 
APPARATUS  FOR  AND  PROCESS  OF  PRE- 
PARING  A  JELLY   PRODUCT 
Albert  Leo,  Chicago.  111. 
Application  February  15,  1933,  Serial  No.  656.811 
8  Claims.     (CI.  107—14) 


1.  The  method  of  preparing  jelly-like  products, 
which  comprises  preparing  a  cold  liquid  non- 
jellying  mixture,  conflnmg  said  mixture  within  a 
mold,  adding  an  agent  thereto  to  set  said  mix- 
ture within  said  mold  and  subdividing  said  mold- 
ed mixture  to  the  desired  shapes  as  it  slides  by 
gravity  out  of  said  mold. 


2.015.858 

ELECTRIC  OUTLET 

Isidor  Lcviton,  Brooklyn,  N.  Y..  assignor  to  Levlton 

Manufacturing    Company.   Brooklyn.   N.   Y..  a 

corporation  of  New  York 

Application  December  U.  1931,  Serial  No.  580.267 

2  Claims.     (CI.  173 — 338) 


1.  In  an  electric  outlet,  a  closure  comprising  a 
metal  sheet  and  insulating  sheets  on  opposite 
sides  thereof,  said  metal  sheet  having  pointed 
projections  extending  beyond  the  outer  surface 
of  one  of  said  insulating  sheets. 


2.015.859 
FILLER  MATERIAL  FOR  WELDING 

Arthur  R.  Lytic.  Flushing,  .N.  Y..  assignor  to 
Oxweld  Acetylene  Company,  a  corporation  of 
West  Virginia 

No  Drawing.    Application  May  9,  1934. 
Serial  No.  724.762 
2  Claims.     (CI.  75—1) 
2.  Filler  material  for  welding  consisting  of  sill- 
con  0.35%   to  O.eO^f    and  phosphorus  0.05%   to 
0.30%.  with  the  remainder  substantially  all  cop- 
per. 


2.015,860 
FILM   REEL 

Russell  P.  May.  Woodbury,  N.  J..  a.ssignor  to  Radio 
Corporation  of  America,  a  corporation  of  Dela- 
ware 
Application  October  6.  1931.  Serial  No.  567,177 
4  Claims.     (CL  242—74) 


2.  The  method  of  winding  film  upon  a  core 
member  comprising  the  step  of  grasping  the  film 
between  the  peripheries  of  two  substantially  flat 
continuous  spool  flanges  separated  a  distance 
slightly  less  than  the  width  ot  the  film  and  which 
are  driven  at  a  speed  greater  than  the  speed  of 
travel  of  the  fllm. 


2.015.861 

CONTROL  DEVICE 

Sergei  D.  MiterefT,  Petersburg,  Va. 

Application  July  6.  1934.  Serial  No.  733.962 

3  Claims.     (CL  137—158) 


2.  In  a  turbine  speed  governor  consisting  of  a 
speed  re.sponsive  element,  a  turbine  throttle  valve, 
a  servomotor  actuating  the  throttle  valve,  a  pilot 
valve  controlling  the  movement  of  the  servomotor, 
and  an  operative  connection  between  the  above 
mentioned  parts;    an  attachment  consisting  of: 
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a  cylinder  filled  with  fluid,  a  piston  fltting  slidably 
into  said  cylinder,  a  bypass  between  the  space 
above  and  the  space  below  said  piston,  a  valve 
partially  closing  said  bypass,  means  for  moving 
the  piston  in  relation  to  the  cylinder  in  unison 
with  and  in  proportion  to  the  change  of  the 
turbine  speed,  a  bleeder  valve,  a  port  covered  by 
said  bleeder  valve,  an  orifice  supplying  fluid  under 
pressure  to  said  port,  the  pressure  of  fluid  being 
sufllcieiitly  high  to  lift  said  bleeder  valve  from  its 
seat,  means  for  loading  said  bleeder  valve  in  uni- 
son and  in  proportion  to  the  variation  of  the 
pressure  in  the  cylinder  generated  by  the  move- 
ment of  the  piston  relatire  to  the  cylinder,  means 
for  actuating  the  pilot  valve  in  unison  and  in 
proportion  to  the  variation  of  the  pressure  in  the 
port  without  interfering  with  the  actuation  of  the 
pilot  valve  by  the  ordinary  operative  connection 
of  the  governor,  and  means  for  actuating  the 
valve  partially  closing  the  bypass  in  unison  with 
and  in  proportion  to  the  movement  of  a  member 
of  the  operative  connection  of  the  governor. 


2,015.862 

AUTOMATIC  PILOT 

Sergei  D.  MiterefT.  Petersburg,  Va. 

Application  August  18,  1934.  Serial  No.  740,410 

10  Claims      (O.  244—29) 


OS" 
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6.  In  an  automatic  regulator  for  maintaining 
a  function  at  a  substantially  constant  value,  a 
means  for  producing  the  variation  in  pressure 
which  is  indicative  of  the  variation  of  the  func- 
tion and  comprising,  a  nozzle,  a  cantilever  spring 
member  abutting  to  the  nozzle  and  hindering  the 
Issue  of  the  fluid  from  said  nozzle,  and  a  means 
for  moving  the  spring  member  transversely  in 
relation  to  the  nozzle  a  distance  proportional  In 
magnitude  and  corresponding  In  direction  to  the 
extent  of  variation  of  said  function  from  its 
normal  value. 


2.015,8C3 
SLIDE    LOOP 
Charles  A.  Mosgrove,  Waterbnry,  Conn.,  assignor 
to  The  Autoyre  Company.  Incorporated,  Oak- 
ville.  Conn.,  a  corporation  of  Connecticut 
Application  January  22.  1934.  Serial  No.  707.725 
3  Claims.     (CI.  24 — 186) 
1.  In  a  device  of  the  character  described,  a 
frame,  a  cross  member  integral  at  one  end  with 
the  frame  and  extending  across  the  same,  said 
cross   member   inclined   relative   to    the   frame 
whereby  to   dispose   the  free  end   of  the   cross 
member  out  of  the  plane  of  the  frame  to  permit 

4B9  O.  O.— 7 


a  strap  to  be  slipp>ed  edgewise  between  the  mem- 
ber and  frame,  said  cross  member  adapted  to 
be  pressed  in  the  direction  of  the  frame  to  en- 
gage the  strap  and  bring  the  free  end  of  the 
member  against  a  portion  of  the  frame,  and  a 


lug  on  the  frame  extending  transversely  of  the 
cross  member  and  bendable  over  the  free  end 
of  the  cross  member  into  a  position  against  said 
member  to  secure  the  said  end  of  the  cross  mem- 
ber against  said  portion  of  the  frame. 


2.015.864 
PROCESSING  OF  TEXTILES 

Adalbert  Miiller  and  Theodor  Stenzinger,  Augs- 
burg, Germany,  assignors  to  Erba  Aktiengesell- 
schaft.  Fabrik  Chemischer  Produkte.  Zurich, 
Switzerland,  a  corporation  of  Switzerland 
No  Drawing.  Application  October  18.  1932,  Serial 
No.  638.345.    In  Germany  December  17.  1931 

4  Claims.  (CI.  91—68) 
1.  A  process  of  waterproofing  textiles  with  wa- 
ter insoluble,  oily,  waxy  and  fatty  materials  from 
aqueous  emulsions  thereof,  which  comprises  pro- 
viding the  textile  with  a  negative  charge,  prepar- 
ing an  emulsion  of  said  water  insoluble  materials 
in  which  the  emulsified  or  disperse  phase  is  posi- 
tively charged  and  then  immersing  the  textiles  in 
said  bath  to  cause  them  to  absorb  the  disperse 
phase  from  the  bath  by  reason  of  their  opposite 
charge. 


2,015,865 
TREATMENT  OF  TEXTILES 

Adalbert  Miiller.  Augsburg.  Germany,  assignor  to 
Erba    Aktiengesellschaft,    Fabrik    Chemischer 
Produkte,  Zurich.  Switzerland,  a  corporation  of 
Switzerland 
No  Drawing.    Application  March  3,  1933, 
Serial  No.  659,506 
11  Claims.     (CI.  91—68) 
1.  A     process     of     waterproofing     negatively 
charged  textile  materials  which  comprises  sub- 
jecting them  to  a  dilute  aqueous  bath  containing 
a  positively  charged  colloidally  dispersed  water 
insoluble  fatty,  waxy  or  oily  material,  a  protective 
non-alkaline  organic  water  soluble  colloid  and  a 
soluble  polyvalent  metallic  salt,  said  bath  having 
been   prepared  by   the  addition  of  a  relatively 
large    quantity   of   water   to   a  relatively   small 
quantity  of  a  concentrated  emulsion  containing 
said  water-Insoluble  material,  said  protective  col- 
loid and  said  polyvalent  salt. 


2.015.866 
MANUFACTURE  OF  CEMENT 
Niels  Nielsen.    Frederiksberg.   near   Copenhagen. 
Denmark,  assignor  to  F.  L.  Smidth  &  Co..  New 
York.  N.  Y..  a  corporation  of  New  Jersey 
Application  February  19.  1934.  Serial  No.  712,012 
In  Denmark  February  20.  1933 
3  Claims.     (CI.  263 — 53) 
1.  In  a  rotary  kiln,   means  to  supply  fuel  at 
one  point  in  the  kiln,  means  to  sunnly  a  reduc- 
ing agent  within  the  kiln  at  a  different  point 
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materially  In  advance  of  the  outlet  end  of  the 
kito,  and  means  to  supply  a  non-oxidizing  cooling 


agent  withm  the  kiln  at  a  dilleient  point  also 
in  advance  of  the  outlet  end  thereof. 


2.015.867 
NEW  PROCESS  FOR  LUBRICATING 

Karl  Noack.  Berlln-Borsiifwalde.  Germany 

No  Drawing.    Application  October  14.  1933.  Serial 

No.  693,680.    In  Germany  February  7.  1931 

4  Claims.     (CI.  87— 9 » 

1.  A  lubricant  comprising  a  mixture  of  highly 
polymerized   glycerines   free    from   di-   and   tri- 

glycerines. 


2,015.868 

BLXLET-RESISTING    STRCCTIRE 

Charles  D.  O'KiefTe,  Minneapolis.  Minn.,  assignor 

to   O.   B.   McClintock   Company,    Minneapolis. 

Minn.,  a  corporation  of  Minnesota 

Application  Auifust  9,  1933.  Serial  No.  684,318 

11  Claims.     'CI.  89—36) 


L 


J 


^^.a-^-^rwrJ 


1.  A  structure  of  the  class  described  having  a 
member  provided  with  a  circuitous  voice  passage 
leading  from  one  side  of  the  structure  to  the 
other  and  cutting  off  a  direct  opening  there- 
through, and  a  thick  relatively  soft  non-metallic 
material  in  said  member  at  one  side  of  the 
passage. 

2.015.869 

SUPPORT  FOR  PORTABLE   OPTICAL 

INSTRUMENTS 

Artnr  Pulz,  Jena,  Germany,  assignor  to  Arm  Carl 

Zeiss.  Jena,  Germany 

AppBcation  Noyember  25.  1933.  Serial  No.  699.682 

In  Germany  November  26,  1932 

3  Claims.     (CI.  88 — 1) 

1.  A  support  for  portable  optical  Instruments. 

comprising    two    curved    pieces    adapted    to    be 

placed  on  the  shoulders  of  an  observer,  two  arms 


extending  forwardly.  two  means  for  supporting 
these  arms  for  rotation  about  an  axis  approxi- 
mately intersecting  the  observer's  neck  Joint, 
each  of  these  two  means  being  provided  on  one 

K 
k 


of  the  said  shoulder  pieces,  two  devices  for  sup- 
porting the  two  ends  of  an  optical  Instrument, 
each  of  these  two  devices  being  connected  to  one 
of  the  said  arms,  and  other  means  for  counter- 
acting the  weight  of  the  optical  instrument. 


2.015,870 

PROCESS  .AND  APPARATUS  FOR  CONCEN- 
TRATING AND  ESTERIFYING  AUPHATIC 
ACIDS 

Eloi  Ricard.  Henri  Martin  Guinot.  and  .Andre 
Marie  Parant,  Melle.  France,  assifnors,  by 
mesne  assignments,  to  Societe  Anonyme:  Usines 
De  Melle,  Melle,  France,  a  company  of  France 

No  Drawing.  .Application  September  2.  1931, 
Serial    No.    560.770.      In    France    September   8, 

1930 

6  Claims.     (CI.  260— 106) 

1.  A  process  for  the  continuous  extraction  of 
a  non-gaseous  body  from  Its  .solution  in  a  liquid, 
which  process  comprises  supplying  the  solution 
and  a  solvent  for  the  body  to  be  extracted  in  coun- 
ter-current, mixing  the  solution  and  the  solvent 
and  decanting,  in  a  plurality  of  superposed  mix- 
ing and  decanting  stages,  allowing  one  layer  of 
each  decantatlon  to  descend  to  the  mixing  stage 
below  and  elevating  the  other  layer  to  a  higher 
mixing  stage,  while  supplying  heat  at  the  base, 
the  mixing  in  each  stage  bemg  effected  by  bub- 
bling through  the  liquids  therein  vapors  arising 
from  the  stage  below. 


2.015.871 

ROTARY  ATOMIZER  ANT)  GAS  MIXER 

John  D.  Ross,  Brewer,  Maine 

Application  March  19.  1931.  Serial  No.  523,689 

Renewed  Anjnist  1.  1934 

5  Claims.     (CI.  48—180) 


i    'I 


>•  T 


1.  A  rotary  atomizer  adapted  to  be  mounted 
between  the  mixture  outlet  pipe  of  the  carburetor 
and  the  intake  manifold  of  an  internal  combus- 
tion engine  and  comprising  a  casing,  a  pair  of 
bladed  rotors  mounted  in  said  casing  the  blades 
of  which  present  respectively  a  surface  which  is 
parallel  to  the  axis  of  rotation  of  the  rotors  co- 
axially  and  an  opposed  surface  which  is  inclined 
with  respect  to  such  axis. 
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2,015.872 

BEARING 

Albert  F.  W   Ruske.  San  Francisco.  Calif. 

AppUcation  April  28.  1934,  Serial  No.  722,994 

7  Claims.     (CI.  308—211) 


rr- 


1.  A  bearing  comprising  a  housing,  a  shaft 
rotatably  mounted  in  the  housing,  conical- 
shaped  sleeves  mounted  on  the  shaft,  flanges 
extending  inwardly  from  the  housing,  and  roll- 
ers carried  by  the  flanges  and  bearing  against 
the  sleeves,  certain  of  said  rollers  being  longer 
than  the  others  and  being  supported  by  more 
than  one  flange. 


2,015.873 

APPARATUS  FOR  SAMPLING  THE  ROCK   \S 

BORE    HOLES 

Conrad  Schlumberger.  Paris.  France 

Application  May  11.  1935.  Serial  No.  21,070 

In  France  July  31,  1934 

4  Claims.     iCI.  255 — 1; 


1.  A  side- wall  sample  taker  adapted  to  be 
lowered  Into  bore  holes,  the  necessary  power  for 
forcing  the  sampling  tool  into  the  formation  being 
provided  by  a  piston,  one  side  of  which  is  subject- 
ed to  the  hydrostatic  pressure  of  the  drilling  fluid 
fllling  the  bore  hole  at  the  depth  at  which  the 
instrument  is  operated,  and  the  other  side  being 
subjected  to  a  lower  pressure,  the  movement  of 
said  piston  being  electrically  controlled  from  the 
surface. 


2.015,874 
ELECTRIC  SWITCH 

Samnel  T.  Schofleld,  Washington,  D.  C.  assignor 
to  National  Electrical  Supply  Company,  Wash- 
ington, D.  C,  a  corporation  of  Virginia 
Application  July  17.  1934.  Serial  No.  735.640 

11  Claims.     (CI.  200—8) 

11.  An  electrical  switch  comprising  a  drum-like 

housing,  yieldable  strip  members  secured  to  the 

interior  of  ssLid  housing  and  extending  parallel 

with  the   central  axis   thereof,  arcuate  contact 


portions  on  the  free  ends  of  said  strip  members, 
an  Insulated  carrier  rotatably  mounted  within 
said  housing,  and  contact  members  supported  by 
said  carrier  and  each  op>erative  to  establish  an 
inter-locking   and    wiping   electrical   connection 


with  the  contact  portions  of  a  pair  of  said  strip 
members,  each  of  said  contact  members  having 
the  peripheral  edge  thereof  shaped  to  conform 
with  the  shape  of  the  contact  portions  of  said  pair 
of  yieldable  strip  members. 


2,015.875 

PREPARATION    OF    CONCRETE    FLOORINGS 

TO  RECEIVE  TOPPING  LAYERS 

Francis  P.  Sloan,  Scarsdale,  N.  Y. 

Application  July  12,  1933.  Serial  No.  680.042 

6  Claims.     (CI.  141—1) 


^ 


1.  The  method  of  clearing  a  rough  or  grooved 
concrete  flooring  of  extended  horizontal  area  in 
preparation  for  receiving  and  bonding  a  cement 
topping  layer  thereon,  wherein  a  water  jet  is 
played  upon  the  flooring  at  a  substantial  down- 
ward incline  and  advanced  progressively  from 
section  to  section  of  flooring  area  under  observa- 
tion; characterized  in  that  the  water  jet  is  a  thin 
pencil  of  water  delivered  at  such  high  pressure 
and  velocity  as  to  penetrate  and  clear  the  flooring 
surface  depressions,  and  to  project  forwardly 
from  each  section  to  a  place  beyond  the  debris 
resting  thereon,  and  to  scour  the  concrete  surface 
into  clean  condition  for  the  Integral  uniting  of 
the  topping  layer  thereto;  and  characterized  co- 
operatively in  that  the  operation  is  advanced 
over  the  flooring  with  such  rapid  progress  co- 
ordinated with  the  rate  of  water  delivery  as  to 
prevent  excess  of  water  and  resulting  obstruc- 
tive flooding  and  backflow,  whereby  the  water 
pencil  may  impinge  directly  upon  the  flooring 
surface;  and  in  methodically  removing  or  dispos- 
ing of  the  resulting  accumulations  of  debris  in 
advance  of  the  clearing  operations. 
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2,015.876 

EXTRACTION  AND  CONCENTRATION  OF 

VITAMINES 

Bamett   Sure,   Fayetteville,   Ark.,  and   Elmer  H. 

Stuart,  Indianapolis,  Ind. ;  said  Stuart  assignor 

to  said  Sure 

No  Drawing.    Application  October  24,  1932, 

Serial  No.  639.296 

8  Claims.     (CI.  167—81) 

1.  The  method  of  making  a  vitamin  concen- 
trate, which  comprises  subjecting  a  crude  very 
dilute  alcoholic  extract  containing  vitamin  B  and 
impurities  to  the  selective  adsorption  of  the 
vitamin  by  a  substantial  quantity  of  active  car- 
bon as  compared  to  the  quantity  of  extract  to  be 
acted  upon  at  a  hydrogen  ion  concentration 
favoring  selective  adsorption,  separating  the  car- 
bon containing  the  vitamin  from  the  liquid,  add- 
ing more  active  carbon  to  the  separated  liquid, 
separating  the  second  batch  of  carbon  from  the 
liquid,  washing  both  said  first  and  second  batches 
of  carbon  first  with  acidulated  water  and  then 
with  acidulated  alcohol,  combining  all  of  the 
washing  liquids,  and  concentrating  the  liquid  con- 
taining the  vitamin. 


2.015,877 

REVOLVING  PAPER  KNIFE 

Victor  T.  Thompson,  Montevista.  Colo.,  assignor 

to  Harold  E.  Thompson,  Camas,  Wash. 

AppUcation  December  3,  1934.  Serial  No.  755.786 

6  Claims.     (CI.  164—70) 


n". 


WW 
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6.  A  revoluble  circular  paper  roll  cutter  com- 
prising in  combination  a  shaft,  a  pair  of  sharp 
edged  discs  on  the  shaft,  a  circular  spacing  mem- 
ber between  said  discs,  teeth  on  said  spacing  mem- 
ber arranged  with  their  points  on  a  circumfer- 
ence that  is  concentric  with  but  smaller  than  the 
circujiference  of  the  discs  and  means  for  clamp- 
ing the  discs  and  saw  in  position  for  unitary  op- 
eration with  the  shaft. 


device  to  be  driven  thereby,  said  driving  device 
being  equipped  with  a  driving  member  which  is 
automatically  and  laterally  shiftable  when  said 
devices  move  axially  into  association  with  each 
other  for  impositively  securing  the  parts  against 
longitudinal  separation. 

2  015  879 

CONVERTIBLE  WAGON  BED 

Herbert  H.  Twente.  Independence,  Mo. 

Application  August  16.  1933.  Serial  No.  685.368 

6  Claims.     (CL  296 — 10) 


—  T^) 


1.  Apparatus  of  the  character  described  in- 
cluding a  sill,  a  lower  and  an  upper  side  board  In 
hinged  relation  to  the  sill,  a  bracket  extending 
laterally  from  the  sill  for  supporting  the  lower 
side  board  In  lowered  position,  a  rod  pivoted  to 
the  upper  side  board  and  arranged  for  engage- 
ment with  the  bracket  at  spaced  points  for  sup- 
porting the  upper  side  board  in  lowered  and 
raised  positions,  and  an  arm  pivoted  to  the  brack- 
et having  a  bearing  face  for  abutting  the  lower 
side  board  when  in  raised  position  and  for  rest- 
ing on  said  rod  when  the  rod  supports  the  upper 
side  board  in  lowered  position. 

2,015,880 
ROAD  MACHINE 

Carl  O.  Wold.  Minneapolis,  Minn.,  assignor  to 
Caterpillar  Tractor  Co..  San  Leandro,  Calif., 
a  corporation  of  California 

AppUcation  October  26.  1932,  Serial  No.  639,585 
3  Claims.     (CL  37—129) 


2,015,878 
COUPUNG   AND  DRIVING  DEVICE 
George  C.  Trotter,  Chicago.  111.,  assignor  to  HU- 
nois  Tool  Works,  Chicago,  111.,  a  corporation  of 

niinois  „  „„,    , 

Application  December  12,  1932,  Serial  No.  646,791 
9  Claims.     {C\.  145—50) 


1.  A  coupling  and  driving  structure  including  a 
rotatable  driving  device  having  a  plurality  of 
coupling  elements  at  one  end  thereof  adapted  to 
interlock  with  companion  elements  on  a  rotatable 


1.  In  a  road  machine,  a  frame  comprising  front 
and  rear  sections,  said  front  section  including  side 
members  having  parallel  rear  end  portions  and 
converging  front  portions,  and  a  bracket  mounted 
on  said  front  portions,  said  rear  section  compris- 
ing parallel  side  members,  an  axle  connecting 
said  members  adjacent  their  ends,  and  an  arched 
cross  member  connecting  said  members  adjacent 
their  front  ends,  brackets  forming  pivotal  con- 
nections between  the  side  members  of  said  front 
and  rear  sections,  and  a  telescopic  link  pivotally 
connected  to  said  bracket  and  said  arched  cross 
member.  

2,015.881 
SLACK  ADJUSTING  MECHANISM 
Herbert  W.  Alden  and  Laurence  R.  Buckendale. 
Detroit.  Mich.,  assignors  to  The  Timken-De- 
troit  Axle  Company.  Detroit,  Mich.,  a  corpora- 
tion of  Ohio 
Application  December  27.  1933.  Serial  No.  704.182 
9  Claims.     (CL  188—196) 
1.  In   a  slack  adjuster  of  the  angularly  ad- 
justable type,  comprising  a  shaft,  an  operating 
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member  adapted  to  freely  rotate  about  said  shaft, 
a  second  member  mounted  for  rotation  with  said 
shaft,  means  for  operatively  interconnecting  said 
members  comprisins  means  whereby  small  an- 
gular adjustments  may  be  made  throughout  a 
limited  angular  range  and  means  adapted  to  al- 


ter the  angular  relation  between  said  means  for 
making  small  angular  adjustments  and  said  sec- 
ond member  whereby  the  full  range  of  angular 
adjustment  permitted  by  said  first-mentioned 
adjusting  means  may  be  again  made  available  for 
use. 


2.015,882 

AUTOMATIC  TIRE  INFLATER 

Oscar  G.  Brewer.  St.  Marys.  Mo. 

Application  June  12,  1934,  Serial  No.  730.353 

5  Claims.     (CI.  137— 153) 


1.  In  a  device  for  inflating  vehicle  tires,  a  body 
provided  with  a  fluid  pressure  conduit,  one  end 
of  which  is  an  inlet,  the  opposite  end  of  wnlch 
is  an  outlet,  the  body  having  a  relief  port  com- 
municating with  the  outlet,  a  first  valve  in  the 
body  and  Interposed  in  the  conduit,  adjacent  to 
the  Inlet,  spring  means  for  operating  the  first 
valve  to  close  the  conduit,  means  for  conducting 
pressure  from  the  outlet  to  the  first  valve,  to 
operate  the  first  valve  and  open  the  conduit,  a 
relief  valve  in  the  body  and  located  in  the  con- 
duit, between  the  first  valve  and  the  outlet,  spring 
means  for  seating  the  relief  valve  toward  the  first 
valve,  thereby  enabling  pressure  to  pass  through 
the  conducting  means  and  open  the  first  valve, 
the  relief  valve  opening  away  from  the  first  valve, 
responsive  to  pressure  admitted  to  the  conduit 
by  the  opening  of  the  first  valve,  another  valve 
in  the  body,  spring  means  for  operating  said  other 
valve  to  cause  it  to  close  the  relief  port,  said 
other  valve  responding  to  a  predetermined  pres- 
sure in  the  outlet,  to  open  the  relief  port,  the 
relief  valve  seating  toward  the  outlet  as  the 
pressure  fluid  flows  through  the  conduit  from  the 
Inlet  to  the  outlet,  and  means  carried  by  said 
other  valve  for  holding  the  relief  valve  against 
seating  toward  the  outlet  until  said  other  valve 
has  moved  to  open  the  relief  port. 


2,015,883 

GENERATOR 

James  E.  Carlson.  Galveston,  Tex. 

AppUcation  May  9,  1933,  Serial  No.  670,076 

1  Claim.     (CI.  122—348) 


A  three  tube  generator  comprising  a  coil 
formed  of  three  spaced  tubes,  one  within  the 
other,  ignition  means  and  a  combustion  chamber 
in  the  inlet  end  of  the  innermost  tube,  the  inter- 
mediate tube  forming  a  primary  steam  boiler 
chamber  and  the  outermost  tube  forming  a  sec- 
ondary steam  boiler. 


2,015,884 

SELF-SLT»PORTED  UPPED-LEDGE  SEAT 

John  F.  Cudney,  Buffalo.  N.  Y. 

Application  August  28.  1934.  Serial  No.  741,841 

1  Claim.     (CI.  155—36.5) 


A  removable  seat  for  use  in  connection  with  a 
bath  tub  having  a  top  edge  provided  by  a  flange 
which  terminates  in  a  lip.  a  seat  member  and 
rigid  elements  for  supporting  said  seat  member 
upon  said  flange,  each  of  said  elements  extending 
substantially  the  full  width  of  said  seat  member 
and  having  a  hooked  end  which  is  adapted  to  be 
engaged  under  said  lip,  a  portion  of  each  ele- 
ment being  conformed  to  flt  upon  the  top  edge  of 
said  flange  and  provide  a  short  leg  opposte  said 
hook  to  flt  against  the  inner  side  of  said  tub,  the 
greater  part  of  said  seat  member  overhanging  said 
tub  when  the  hooked  ends  of  said  element  are 
engaged  under  said  lip  as  described,  whereby  to 
overbalance  said  seat  member  and  cause  the 
hooked  ends  of  said  elements  to  remain  in  engage- 
ment with  said  lip,  said  elements  supporting  said 
seat  member  upon  said  flange  in  a  substantially 
horizontal  position. 
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2.915.885 
METHOD  OF  PRODUCING  A  SOURCE  OF 

UGHT 
Walter  Dallenbach.  Berlin -Charlottenburg.  Ger- 
many, assignor  to  N.  V.  Machhierieen-en  Ap- 
paraten    Fabrieken   "Meaf".   Utrecht,    Nether- 
lands 
AppUcation  April  17.   1933.  Serial  No.  666.618 
In  Germany  April  22,  1932 
8  Claims.     (CI.  176—124) 


1.  In  a  tube  adapted  for  the  production  of  a 
controlled  emission  of  light  of  preferably  great 
Intensity,  a  small  amount  of  gases  or  vapors, 
means  for  producing  a  high  frequency  field  of 
such  a  high  voltage  that  a  luminous  gas  discharge 
is  produced,  and  an  auxiliary  circuit  for  con- 
trolling the  Intensity  of  light,  and  means  for  sup- 
plying to  the  said  auxiliary  circuit  an  sdtemat- 
Ing  current,  the  frequency  of  the  tiltemating  cur- 
rent being  lower  by  at  least  an  order  of  magni- 
tude than  the  first  named  high  frequency  and 
the  alternating  current  being  adapted  to  with- 
draw electrons  from  the  discharge  path,  the  high 
frequency  being  above  that  range  of  frequency 
wherein  the  burning  voltage  begins  to  drop  con- 
siderably with  a  slight  increase  of  the  frequency. 


2.015.886 

TRACTOR 

Harmon   S.  Eberhanl.  San  Leandro,  Calif.,  as- 

ngnoT  to  Caterpillar  Tractor  Co..  San  Leandro, 

Califs  a  corporation  of  California 

AppUcation  January  18,  1932.  Serial  No.  587.258 

23  Claims.     (CI.  305—9) 


18.  In  a  tractor,  a  main  frame,  a  pair  of  truck 
frames,  each  truck  frame  being  at  a  side  of  said 
main  frame,  load  supporting  connections  between 
the  rear  end  of  said  main  frame  and  said  truck 
frames,  a  pair  of  rigid  link  members,  each  link 
member  being  adjacent  a  side  of  said  main  frame, 
means  joumailng  each  link  member  upon  said 
main  frame  at  a  point  intermediate  the  ends  of 
said  link  member  so  that  said  link  member  has 
a  front  portion  and  a  rear  portion,  means  con- 
necting the  rear  portion  of  each  link  member  to 
a  truck  frame  for  movement  relative  to  said  truck 
frame,  and  an  equalizer  member  underneath  said 
main  frame  adjacent  the  front  thereof  and  ex- 
tending transversely  with  respect  to  the  longi- 
tudinal axis  of  said  main  frame  and  to  said  link 
members,  said  equalizer  member  being  connected 
to  said  main  frame  intermediate  its  ends  for 
movement  about  a  horizontal  axis  extending  lon- 
gitudinally of  said  main  frame,  the  ends  of  said 
equalizer  member  being  connected  to  the  front 
portions  of  said  link  members  so  that  downward 


pressure  is  exerted  on  the  ends  of  said  equalizer 
member  by  said  front  portions  of  said  link  mem- 
bers.   

2.015.887 
FUEL    INJECTION    MEANS    FOR    COMPRE8- 
SORLESS     INTERNAL    COMBUSTION     EN- 
GINES 
Thorleif  Eek,  Oslo,  Norway,  assignor  to  Kockums 
Mekaniska      Verkstads      Aktiebolaa:,      Malmo. 
Sweden,  a  corporation  of  Sweden 
AppUcation  Janaary  8,  1935,  Serial  No.  907 
In  Sweden  November  13.  1934 
3  Claims.     (CI.  299— 107.2) 


1.  In  a  fuel  Injection  means  for  internal  com- 
bustion engines  of  the  character  described,  a  high 
pressure  piston  pump  driven  by  a  compressed 
fluid  and  adapted  to  raise  the  pressure  on  the  fuel 
in  a  sufBcient  degree  for  injection  Into  the  working 
cylinder  of  the  engine,  an  injection  nozzle  means 
mounted  in  connection  with  the  engine  cylinder 
and  adapted  for  injectipn  of  the  fuel  therein,  a 
valve  means  adapted  for  closing  of  said  nozzle 
means,  a  communication  conduit  between  said 
nozzle  means  and  the  high  pressure  fuel  chamber 
of  the  piston  pump,  and  a  shut-off  valve  means 
resiliently  connected  with  the  piston  of  the  high 
pressure  fuel  pump  and  adapted  for  closing  of  the 
aforesaid  communication  conduit  at  the  conclu- 
sion of  the  injection  stroke  of  said  pump. 


2.015,888 
HAND-BAG  CONSTRUCTION 

John  Ferrara.  Brooklyn.  N.  T. 

AppUcation  May  21.  1935.  Serial  No.  22,509 

9  Claims.     (CI.  150—29) 


1.  A  hand-bag  comprising  a  pair  of  pivoted 
L-section  frame  members  backed  up  together  and 
open  at  their  bottom  and  outer  sides,  threaded 
lugs  on  the  non-adjacent  faces  of  the  side  flanges 
thereof,  a  block  assembly  for  each  of  the  frame 
members,  a  bag  cover  member  secured  to  both 
blocks,  holes  through  the  blocks  registering  with 
the  threaded  lugs,  and  cooperating  threaded  and 
headed  members  extending  into  the  holes  in  the 
blocks  and  securing  the  blocks  to  the  frame 
members. 
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2.015,889 
ARTIFICIAL  GRASS  MAT 

Saul  I.  Fineman.  Cleveland.  Ohio 

AppUcation  June  6.  1934,  Serial  No.  729.268 

11  Claims.     (CI.  27—30) 


2.  A  grass  mat  construction  for  Interment  pur- 
poses comprising  a  border  portion  formed  to  over- 
lap the  ground  adjacent  the  mouth  of  a  grave  and 
an  inner  portion  in  the  form  of  a  plurality  of 
flaps  connected  thereto,  means  for  normally  hold- 
ing the  flaps  In  generally  horizontal  positions  to 
cover  and  conceal  the  open  mouth  of  the  grave, 
comprising  means  for  connecting  together  adja- 
cent portions  of  different  flaps  and  the  means 
being  operable  to  release  the  flaps  to  permit  them 
to  bend  downwardly  into  the  grave  to  permit  a 
casket  to  be  lowered  thereinto  through  the  mat. 


2.015.890 
CLUTCH  DISK 

Hubert  Gottschalk.  New  York,  N.  Y. 

AppUcation  January  27,  1934.  Serial  No.  708,591 

6  Claims.     (CI.  192— 107) 

2^1 


1.  A  clutch  disk  as  characterized  having  remov- 
able segments,  and  yieldable  locking  means  for 
said  segments,  said  yieldable  locking  means  being 
accessible  at  the  outer  edge  of  the  segments. 


2.015.891 
ROAD  ROLLER 
Carl  F.  Grelner  and  Andrew  W.  Altken.  Spring- 
field. Ohio,  assignors  to  The  Buffalo- Springfield 
RoUer  Co.,  Springfield.  Ohio,  a  corporation  of 
Ohio 
AppUcation  November  21,  1934.  Serial  No.  754,166 
16  Claims.     (CI.  94—50) 


1.  In  a  road -roller,  a  frame:  three  ground 
rollers  mounted  in  the  frame  in  tandem  relation; 
means  for  driving  one  end  roller;  and  means  for 


simultaneously  steering  the  other  two  rollers;  the 
lower  peripheries  of  all  said  rollers  lying  In  the 
same  plane,  whereby  when  the  road-roller  is  in 
motion  weight  of  the  frame  will  be  transferred 
from  one  steering  roller  to  the  other  to  cause  the 
road  roller  to  roll  a  plane  surface;  and  the  center 
of  gravity  of  the  road  roller  being  disposed  be- 
tween the  driving  roller  and  the  intermediate 
roller  so  that  as  either  steering  roller  engages  a 
raised  portion  of  the  road  surface  the  weight 
necessary  for  propulsion  on  the  driving  roller  will 
be  maintained  thereon. 


2,015.892 
STOCK  FEEDING  MECHANISM  FOR 
PACKAGING  MACHINES 
Burpee  D.  Greenlaw,  Fitchburg,  Mass..  assignor 
to  The  Brown  Bag  FiUing  Machine  Company, 
Fltchburg.  Mass.,  a  corporation  of  Massacho- 
setts 

AppUcation  May  14,  1931,  Serial  No.  537,468 
8  Claims.     (O.  10—170) 


1.  In  a  machine  of  the  character  described,  a 
rotary  drum  hopper  having  buckets  therewithin, 
inclined  parallel  members  extending  therein 
across  the  plane  of  rotation  of  the  buckets  form- 
ing a  chute,  fender  plates  over  and  spaced  from 
the  chute,  said  plates  having  lower  edge  portions 
spaced  from  respective  jmrallel  members  suffi- 
ciently for  clearance  of  nails  laterally  between 
the  plates  and  respective  parallel  members  and 
being  alined  with  the  chute  and  positioned  to  en- 
gage articles  discharged  by  the  buckets,  and 
means  to  rotate  the  drum. 


2,015.893 
DRYING  CLEAN  WOOL 

Robert  Mills  Greenleaf.  Los  Angeles.  Calif.,  as- 
signor to  Frosted  Wool  Process  Company,  a 
corporation  of  Nevada 

AppUcation  Julv  25.  1932.  Serial  No.  624.618 
6  Claims.     (CI.  34 — 24) 


1.  The  process  of  dewatering  washed  wool  after 
it  has  passed  through  the  squeeze  rolls;  consist- 
ing in  spreading  the  wool,  then  exposing  it  for 
a  short  time  to  a  low  temperature  sufficient  to 
freeze  the  water  adhering  to  the  wool  fibres,  and 
subjecting  the  fibres  to  cold  air  currents  to  sepa- 
rate the  loose  ice  spicules  or  particles  therefrom. 
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2,015.894 
APPARATUS  FOR  REMOVING  EXTRANEOUS 

MATTERS   FROM   WOOL 
Robert  Mills  Greenleaf.  Los  Anfeles,  Calif..  »«- 
sirnor   to  Frosted   Wool    Process   Company,   • 
corporation  of  Nevada 

AppUcation  July  25.  1932,  Serial  No.  624.619 
12  Claims.     (CI.  19 — 66) 


1.  Apparatus  for  the  purpose  specified;  com- 
prising a  refrigerating  chamber,  an  endless  con- 
veyor in  the  chamber,  means  in  the  chamber  for 
opening  up  wool  containing  extraneous  foreign 
matters  which  can  be  frozen  and  distributing  the 
wool  upon  the  conveyor,  means  for  freezing  the 
foreign  matters  in  the  wool  on  the  conveyor,  and 
means  In  the  chamber  for  separating  the  frozen 
foreign  matters  from  the  wool  fibres. 


2,015.895 

WRENCH 

Lars  E.  Ha^bo,  Seattle,  Wash. 

Application  January  16,  1933,  Serial  No.  651,930 

5  Claims.     (CI.  81—143) 


1.  In  a  wrench,  a  head  including  a  fixed  jaw, 
said  head  having  a  guide  extending  generally  per- 
pendicular to  the  fixed  jaw.  a  movable  jaw  having 
a  slide  received  in  said  guide,  spring  means  urg- 
ing the  movable  jaw  away  from  the  fixed  jaw. 
wedging  means  to  secure  the  slide  relative  to  the 
head,  a  spring-held  button  in  the  head,  posi- 
tioned for  engagement  by  the  thumb  of  the  hand 
normally  holding  the  wrench,  operatively  con- 
nected to  the  wedging  means  to  release  it,  and 
means  engageable  with  the  wedging  means  when 
in  slide-secured  position  to  positively  lock  it  in 
such  position. 


2.015.896 

SOLDERLESS  CONNECTOR  LUG  FOR  CABLES 

AND  THE  UKE 

Frederick  Hanlan,  Battle  Creek,  Mich.,  assi^rnor 
to    H.   B.   Sherman   Manufacturing   Company, 
Battle  Creek,  Mich.,  a  corporation  of  Michifan 
AppUcation  August  20,  1934.  Serial  No.  740,704 
3  Claims.     (CI.  173 — 269) 


3^r 


2.  A  connector  comprising  a  member  having  a 
bore;  a  seamless  sleeve  surrounding  said  member 
and  having  an  opening  in  one  side  registering 
with  the  bore  in  the  member;  means  for  main- 
taining the  member  against  the  side  of  the  sleeve 


having  the  opening  therem:  and  a  headless  screw 
in  the  bore  projecting  through  said  opening  and 
adapted  to  bind  the  end  of  a  cable  Inserted  in  the 
sleeve  below  the  member,  said  screw  having  an 
enlargement  on  its  Inner  end  preventing  removal 
of  the  screw  in  the  outward  direction,  the  length 
of  the  screw  bemg  such  that  when  screwed  in  the 
Inward  direction  the  enlargement  will  contact 
with  the  walls  of  the  sleeve  and  prevent  removal 
of  the  screw  from  the  connector. 


2.015,897 

PAVING   MEANS 

Frank  R.  Hlfley.  Cleveland  Heifhts.  Ohio 

AppUcation  I>ecember  9,  1932.  Serial  No.  646.548 

10  Claims.     (CI.  94 — 8) 


1.  A  separator  unit  for  the  purpose  described, 
comprising  a  pair  of  angularly  related  stretches 
of  strip  material  arranged  end  to  end  in  gener- 
ally flat  panels  to  define  planes  not  perpendicular 
to  the  general  common  plane  of  said  stretches. 


2.015,898 

FOLDING   WING 

Ignacio  Tzsak  and  Vincent  Bukletish,  Chicafo.  111. 

AppUcation  December  21.  1932,  Serial  No.  648,224 

3  Claims.     (CI.  244—12) 


1.  In  an  airplane  having  folding  wings,  a 
combination  of  wing  supporting  front  and  rear 
spars  and  struts,  equipped  with  means,  whereby 
the  wings  may  be  rigidly  connected  to  the  fuse- 
lage; said  front  spars  having  at  their  Inner  ends 
means  for  disconnecting  the  Inner  front  por- 
tions of  the  wings  from  the  fuselage,  said  front 
stioits  having  at  their  outer  ends  means  to  un- 
lock the  rigid  connections  between  the  front 
struts  and  the  outer  front  pwrtlons  of  the  wings, 
said  rear  spars  and  rear  struts  having  at  their 
inner  ends  means  that  permit  the  disconnected 
wings  to  rotate  backwards,  said  inner  ends  of 
the  rear  spars  terminating  In  pivots  which  In 
combination  with  the  pivotal  connections  of  the 
rear  struts  and  rear  spars  permit  horizontal  ro- 
tations of  the  said  disconnected  portion  of  the 
wings;  all  of  which  operations  are  controlled  by 
suitable  means  from  within  the  fuselage. 
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2,015.899 

TAMPING  MACHINE 

Corwill  Jackson,  Chicago,  IlL 

AppUcation  December  12,  1927,  Serial  No.  239,568 

7  Claims.     (CI.  25 — 1) 


1.  In  a  structure  of  the  class  described,  the 
combination  of  a  tamping  shoe  provided  with  side 
walls,  spaced  standards  mounted  on  said  shoe  to 
project  upwardly  therefrom,  a  motor  housing 
having  spaced  upwardly  projecting  pivot  ears  and 
provided  with  oppositely  projecting  arms  secured 
to  said  standards,  a  motor  disp>osed  in  said  hous- 
ing and  provided  with  a  shaft  having  an  unbal- 
ancing weight,  a  horizontally  disposed  handle 
provided  with  a  shank  disposed  between  said  ears, 
resilient  cushion  members  arranged  within  said 
pivot  ears,  and  a  pivot  for  said  handle  supported 
by  said  cushion  members,  said  shank  having  op- 
positely projecting  arms  provided  with  buffers 
adapted  to  coact  with  said  arms  on  said  motor 
housmg  to  limit  the  relative  pivotal  movement  of 
the  handle  and  motor  housing. 


2,015,900 

AUTOMATIC   TAIL  CL.\MP   FOR  PRESSES 

George  W.  Johnson.  Cincinnati.  Ohio,  assignor  to 

The  American  Laundry  Machinery   Company, 

Norwood.  Ohio,  a  corporation  of  Ohio 

.AppUcation  January  12,  1935.  Serial  No.  1,491 

6  Claims.     (CI.  68 — 9) 


1.  In  a  buck  having  a  flexible  cover  with  a 
work-receiving  face,  a  pair  of  clamping  members 
disposed  on  opposite  sides  of  said  cover  and  in- 
cluding a  bar  on  the  inside  of  the  cover,  and  a 
band  outside  the  cover,  means  for  adjusting  said 
band  between  an  open  position  clear  of  said 
buck  and  a  closed  position  over  said  fax^e  and  in 
registry  with  said  bar,  and  means  for  adjusting 
said  bar  toward  and  from  said  band  when  the 
latter  is  in  said  closed  position. 


2,015,901 
SAFETY  RAZOR 

Gerard  B.  Lambert,  Princeton.  N.  J.,  assignor  to 

GiUette  Safety  Razor  Company,  Boston,  Mass., 

a  corporation  of  Delaware 

AppUcation  April  15.  1933,  Serial  No.  666.339 
20  Claims.     (CL  30—66) 

1.  A  safety  razor  comprising  cooperating  blade- 
clamping  members  havmg  blade-shaping  faces  for 
engaging  and  flexing  a  blade  between  them,  one 
of  said  members  having  a  longitudinal  groove  in 
its  face  and  the  other  having  a  cooperating  elon- 
gated tongue  of  uniform  cross-section  located 
above  its  blade-shaping  face  and  adapted  to  be 


slidably  received  throughout  substantially  its  en- 
tire length  in  said  groove,  said  tongue  being  mov- 


able  to  draw  said  members  into  blade-flexing 
relation. 


2,015,902 
ICE  BUNKER 

John  S.  LundvaU,  Chicago,  HI.,  assignor  to  Equip- 
ment Specialties  Company,  Chicago,  lU.,  a  cor- 
poration of  Illinois 

AppUcation  July  5.  1932,  Serial  No.  620,851 
9  Claims.     (CI.  62— 19) 


1.  In  a  refrigerator  having  an  ice  compartment 
and  a  storage  compartment  separated  by  a  par- 
tition having  openings  through  which  air  may 
circulate  between  the  compartments,  the  com- 
bination of  an  ice  basket  in  said  ice  compart- 
ment comprising  a  container  having  air  pervious 
walls  offset,  at  intervals,  from  the  general  con- 
tour of  the  cage,  to  provide  channels  in  the 
basket  wall  facing  the  partition,  said  basket  be- 
ing formed  with  hooded  means  communicating 
with  the  openings  and  with  the  channels  to  pro- 
mote the  circulation  of  air  in  said  channels. 


2.015.903 

PROCESS  FOR  COLORING   ETCHINGS   ON 

GLASSWARE 

Norman  H.  Magee  and  John  A.  Patterson.  Jr., 
Philadelphia.  Pa.,  assignors  to  John  M.  Maris 
Company.  Inc.,  a  corporation  of  Pennsylvania 

AppUcation  December  22,  1931,  Serial  No.  582,647 
4  Claims.     (CI.  41—41) 


4.  The  process  of  chemically  treating  a  glass 
surface  to  produce  anchored  colored  etchings 
thereon,  which  Includes  the  following  steps:  first, 
covering  the  surface  of  the  glass  with  some  pro- 
tective coating,  as  a  suitable  wax,  then  making 
markings  of  the  desired  design  or  lettering 
through  the  said  coating  to  expose  the  surface  of 
the  glass  to  be  etched,  then  immersing  the  glass 
in  a  bath  of  solution  containing  hydrofluoric  acid, 
as  the  usual  etching  bath,  to  form  the  initial 
etching  at  the  said  markings,  next  following  this 
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initial  etching  with  the  production  of  a  chemical 
and  physical  anchorage  for  the  subsequently  pro- 
duced colored  precipitates  by  means  of  giving  the 
glass  a  bath  of  solution  of  hydrofluoric  acid  mixed 
with  ammonium  salts,  whereby  producing  a 
pitted  surface  at  the  said  markings,  together  with 
added  fluorides,  following  this  pitting  of  the  glass 
surface  with  a  bath  containing  metallic  silicate, 
and  subsequently  immersing  the  said  glass  in  a 
bath  containing  an  appropriate  reagent  to  the 
metallic  silicate  used,  whereby  the  colored  pre- 
cipitate so  produced,  reaches  down  into  the  said 
pitted  surface  to  be  more  flrmly  secured  against 
wear. 


2.015.904 
PORTABLE  CONTAINER  FOR  COMPRESSED 

GASES 
Frank  Salton  Marsh  and  John  Henry  Bafgaley, 
Chesterfield,  England,  assigrnors  to  The  Ches- 
terfield Tube  Company   Limited,  Chesterfield, 
Eni^land 

Application  June  13.  1931,  Serial  No.  544,202 

In  Great  Britain  November  28,  1930 

2  Claims.      (CI.  220—3) 


1.  A  weldless  high  pressure  integral  gas  con- 
tainer having  at  one  end  a  neck  in  the  axial 
line  of  the  cylinder  formed  for  the  reception  of 
a  valve,  a  conical  wall  integral  with  the  wall  of 
the  cylinder  and  with  the  neck  connecting  the 
cylinder  wall  and  neck  integral  and  spaced 
throughout  its  full  length  from  both  the  wall 
of  the  cylinder  and  from  the  neck,  the  neck  pro- 
jecting outwardly  from  the  inner  end  of  the 
conical  wall  with  respect  to  the  cylinder,  the  free 
end  of  the  neck  terminating  at  such  a  distance 
from  the  end  of  the  wall  of  the  cylinder  proper 
as  to  permit  the  application  of  an  appropriate 
valve  to  the  neck  wholly  within  such  distance, 
whereby  such  neck  and  valve  when  connected 
lie  wholly  within  the  overall  length  of  the  cyl- 
inder and  within  the  outer  space  provided  for 
the  conical  wall. 


2.015.905 

SHOCKPROOF   BEARING.    PARTICLXARLY 

FOR  CLOCK   MECHANISMS 

Fritz  Marti.  La  Chaux-de-Fonds,  Switzerland 

Application  February  14,  1934.  Serial  No.  711,238 

In  Switzerland  March  2.  1933 

10  Claims.     (CI.  58—140; 


2.  A  shock-proof  bearing  for  shafts,  compris- 
ing a  bearing  body,  having  a  flat -shouldered  re- 
cess therein,  a  somewhat  conical  bearing  mem- 
ber rockingly  and  removably  received  In  said  re- 
cess,  a  pivot  pin  extending  into  said  recess  and 


into  said  bearing  member,  a  counter-bearing 
loosely  overlying  said  bearing  member  and  the 
flat  shoulder  of  said  recess,  and  a  resilient  mem- 
ber separate  from  and  yieldmgly  urging  said 
counter-bearing  axially  Into  contact  with  said 
shoulder  and  said  bearing  member. 


2,015,906 
BLOCK   FOR  CORRESPONDENCE 

Victor  Henri  Peltzer,  Paris,  France,  assignor  to 

Societe  "Dualis",  Paris,  France 

Application  December  27,  1934.  Serial  No.  759,394 

In  France  January  13,  1934 

4  CUlms.     (CI.  206 — 63) 


2.  In  a  block  for  correspondence,  the  combina- 
tion of  a  box  adapted  to  contain  envelopes,  a  lid 
hinged  to  one  side  of  the  said  box,  a  block  of  let- 
ter paper  secured  on  the  external  face  of  the 
said  lid  and  a  flexible  cover  covering  said  block. 


2,015,907 

CONTAINER  COVER  AND  MATERIAL 

THEREFOR 

•Albert  F.  Pityo,  Clifton,  and  Joseph  Frank 
Mitchell,  Parsippany.  N.  J.,  assig^nors  to  The 
Tri  State  Tool  Company,  Inc.,  Newark.  N.  J.,  a 
corporation  of  New  Jersey 

Application  February  2,  1932.  Serial  No.  590,410 
16  Claims.     (CI.  215—38) 


1.  A  container  cover  comprising  a  portion  to 
cover  the  container  mouth,  a  depending  skirt  por- 
tion joined  to  the  first-mentioned  portion,  adapt- 
ed to  surround  the  upper  part  of  the  container 
and  having  downwardly  extending  folds,  and  a 
portion  longer  than  the  parts  of  the  skirt  portion 
adjacent  to  It.  folded  back  upon  and  securing  said 
folds  In  position. 


2.015.908 
AUTOMATIC  FIREARM 
Theodor  Rakula  and   Fritz   Herlach.   Solothum, 
Switzerland,   assigrnors  to   WafTenfabrik    Solo- 
thum A.  G.,  Solothum,  Switzerland,  a  corpora- 
tion of  Switzerland 
Application  February  21.  1934,  Serial  No.  712,406 
In  Germany  December  11.  1933 
6  Claims.     (CI.  42 — 4) 


//  /   ^f 


1.  In  an  automatic  firearm  the  combination 
with  a  housing,  of  a  barrel,  a  barrel  casing  slld- 
able  with  the  barrel  In  the  housing,  a  breech 
block  slidably  mounted  In  the  housing,  a  spring 
urging  the  breech  bolt  towards  the  breech  end 


of  the  barrel,  lugs  on  the  barrel  casing,  lugs  on 
the  breech  block  arranged  to  interlock  with  the 
casing  lugs  to  close  the  barrel  breech  by  succes- 
sive movements  of  the  casing  and  breech  block 
relatively  to  each  other,  a  coupling  device  sep- 
arate from  said  lugs  for  automatically  engag- 
ing the  casing  with  the  breech  block  on  comple- 
tion of  the  first  of  their  said  successive  move- 
ments In  a  position  permitting  the  following 
movement,  and  means  for  then  completing  said 
successive  movements. 

2,015.909 

OIL  BURNER 

John  J.  Ritthamel,  Chicago,  111. 

Application  August  28,  1933.  Serial  No.  687,101 

5  Claims.     (CI.  158—75) 


1.  In  a  device  of  the  character  described  the 
combination  of  two  tubes  of  different  diameters 
disposed  one  within  the  other,  in  spaced  rela- 
tion and  having  corresponding  outlet  ends,  the 
outlet  end  of  the  smaller  tube  being  disposed  in- 
wardly of  the  outlet  end  of  the  larger  tube,  means 
for  supplying  steam  under  pressure  to  the  larger 
of  said  tubes  at  a  point  remote  from  the  outlet 
end  thereof,  means  for  supplying  oil  under  pres- 
sure to  the  smaller  tube  at  a  point  remote  from 
the  outlet  end  thereof,  multiple  jet  forming 
means  within  the  larger  tube  in  the  region  of  the 
outlet  end  of  the  smaller  tube  and  surrounding 
the  smaller  tube,  and  a  second  multiple  jet  form- 
ing means  within  the  larger  tube  outwardly  be- 
yond the  outlet  end  of  the  smaller  tube. 

2.015,910 

DISPLAY  AND  SHIPPING  CABINET 

Fridolin  Schimmel,  Faribault,  Minn. 

Application  AprU  6,  1934.  Serial  No.  719,278 

7  Claims      (CI.  206 — 15) 


1.  In  a  cabinet  of  the  class  described  compris- 
ing a  box-like  body  having  an  open  top,  and  a 
pair  of  cover  sections  for  said  open  top  hinged 
one  to  each  end  of  the  body  for  movement  from 
closed  positions  to  depending  positions  outwardly 
of  the  end  of  the  body,  one  of  said  sections  being 
longitudinally  bifurcated  at  its  outer  end  portion 
and  the  other  of  said  sections  having  a  tongue- 
like  outer  end  portion  that  fits  between  the  prongs 
of  the  bifurcated  section  when  the  cover  sections 
are  closed,  said  two  cover  sections  haying  the 
same  longitudinal  length. 


2.015.911 
GASOLINE  TRACTOR 

William  Schroeder.  Chicago,  111.,  assignor  to  Mer- 
cury Manufacturing  Company,  Chicago,  111.,  a 
corporation  of  Illinois 
Application  October  1,  1934.  Serial  No.  746,354 
3  Claims.     (CL  180—27)  > 


%. 


syae 


1.  A  tractor  Including  a  backbone  comprising 
a  unit  construction  consisting  of  an  engine,  trans- 
mission and  rear  axle  assembly  connected  to- 
gether for  straight  line  drive;  a  front  steering 
wheel  structure;  a  horizontally  disposed  ring  gear 
connected  to  said  wheel  structure  for  turning 
it;  a  mounting  for  said  ring  gear;  said  moimting 
carrying  a  substantially  vertically  disposed  ring 
of  compressible,  resilient  material  such  as  rub- 
ber or  rubber  composition;  a  pivot  member  car- 
ried by  the  front  of  said  backbone  and  entered 
in  said  ring  and  thereby  supported  for  limited 
vertical  and  also  rotative  movement;  the  ar- 
rangement constituting  a  cushion  support  for 
the  front  end  of  said  backbone  and  enabling 
swivel  movement  of  the  front  wheel  with  respect 
to  the  backbone  about  said  pivot  member  as  a 
center. 


2.015.912 
METHOD  OF  TREATING  HIGH  MOLECIXAR 
SPLIT -OFF  PRODUCTS  OF  ALBUTVIIN  WITH 
HIGHER    FATTY    ACID    CHLORIDES,    AND 
PRODUCT   OF   SAID   METHOD 
Fritz  Sommer.  Charlottenburg,  near  Berlin.  Ger- 
many, assignor  to  Chemische  Fabrik   Griinau 
LandhofT  &  Meyer  .\ktiengesellschaft,  Grunau, 
near  Berlin.  Germany 
No    Drawing.     Application    September    7,    1932, 
Serial  No.  632.081,     In  Germany  Februarj   16, 
1932 

10  Claims.  (CI.  260—9) 
1.  Method  of  making  products  of  lathering  and 
dispersing  capacity  which  comprises  causing 
higher  fatty  acid  chlorides  chemically  to  react 
with  high  molecular  split-off  products  of  albumin 
of  the  type  of  lysalbinic  and  protalbinic  acid  in 
alkaline  solution. 


2,015,913 
BOTTLE  CAPPING  MACHINE 

Rudolf   W.   von   Sydow   and   Edward    J.   McCoy, 
Saginaw,  Mich.,  assignors  to  Apex  Paper  Prod- 
ucts Corporation.  Saginaw,  Mich.,  a  corporation 
of  Michigan 
Application  October  26,  1932.  Serial  No.  639,644 
6  Claims.     (CI.  226—92) 
6.  A  capping  machine  including  a  reclprocatory 
plunger  and  having  in  combination  a  container 
for  a  stack  of  caps,  said  container  being  mounted 
on  a  fixed  support,  a  cap  delivery  device  arranged 
to  release  one  edge  of  the  endmost  cap  of  said 
stack  slightly  in  advance  of  its  diametncally  op- 
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poslte  edge,  whereby  each  cap  Is  delivered  in  a 
tilted  position,  and  a  guideway  for  receiving  the 


cap,  arranged  to  deliver  It  to  the  zone  of  action 
of  the  plunger,  for  the  purposes  set  forth. 

2.015.914 
CAM  ESCAPEMENT  WELDING  MACHINE 
William  A.  Weightman,  Detroit.  Mich.,  assignor 
to  Badd  Wheel  Company,  Philadelphia,  Pa.,  a 
corporation  of  Pennsylvania 
AppUcation  April  11,  1934.  Serial  No.  720,002 
15  Claims.     (CI.  219 — 4) 


1.  A  metal  working  machine  comprising  rela- 
tively movable  die  members,  double  acting  hy- 
draulic means  for  moving  said  dies  together  and 
apart,  a  master  cam  means  opposing  the  approach 
motion  of  said  dies  during  the  working  portion 
per  se  of  said  approach  motion,  power  means 
arranged  to  effect  the  operation  of  said  cam 
means,  means  synchronized  with  said  cam  means 
to  control  said  first-named  means,  means  syn- 
chronized with  said  cam  means  to  effect  the 
application  of  welding  energy  to  said  die,  and 
means  synchronized  with  said  hydraulic  means 
to  control  the  application  of  power  to  said  cam 
means,  and  means  arranged  to  pre-determine 
the  period  of  application  of  said  power  to  said 
cam  means,  and  hand  operated  means  effective  to 
control  the  application  of  power  to  said  cam 
means  Independently  of  said  synchronized  con- 
trol operation  thereof. 

2,015.915 

VALVE   STRUCTURE 

Charles  G.  Adsit,  Des  Moines.  Iowa 

Application  March  2.  1933.  Serial  No.  659.365 

6  Claims.     (CI.  277—61) 
1.  In  a  device  of  the  kind  described,  a  fixed 
supporting  plate  having  on  each  side  an  annular 


projecting  valve  seat  and  a  recessed  portion  of 
substantially  greater  area  than  that  within  the 
outline  of  the  valve  seat,  surrounding  the  valve 
seat,  a  resilient  disc  valve  associated  with  each 
seat  sealed  around  Its  outer  edge  to  the  plate  and 


provided  with  a  passage  within  the  outline  of 
its  valve  seat,  said  plate  having  an  opening 
through  it  extending  from  said  portion  on  one 
side  to  a  point  within  the  valve  seat  on  the  other 
side. 

2.015.916 
CRESCENT- SHAPE    TWO-EDGE  HOE 

Samuel   S.   Blocher.   York,   N.   Dak.,  assignor   of 

one-half  to  Nelson  Jaques.  Knox.  N.  Dak. 

Application  January  9.  1935.  Srrial  No.  1.061 

2  Claims.     (CI.  97—68) 


•^'_ 


1.  As  a  new  article  of  manufacture,  a  crescent- 
shape  blade  fiat  throughout  its  entire  length  and 
provided  with  parallel  blunt  ends,  said  blade  also 
provided  with  an  inner  and  an  outer  cutting  edge, 
and  said  blunt  ends  and  Inner  cutting  edge  pro- 
ducing sharp  cutting  points  at  the  ends  of  said 
inner  cutting  edge. 

2,015,917 

SIGNAL  LIGHT  FOR  AUTOMOTIVE 

VEHICLES 

Bomett  L.  Bobroff,  Racine.  Wis. 

Application  July  7,   1930.   Serial   No.  465.850 

2  Claims.     iCl.  177—329) 

•6 


2.  A  signal   light    for   an    automotive    vehicle 
comprising  a  casing,  said  casing  having  a  hollow 
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body  portion  and  havmg  a  plurality  of  trans- 
versely extending  partitions  dividing  said  body 
portion  into  a  plurality  of  compartments,  curved 
reflectors  pasitioned  between  said  partitions  and 
rigidly  secured  thereto  to  thereby  brace  said  par- 
titions against  lateral  deflection,  a  plurality  of 
lamps  located  one  In  each  of  said  compartments 
in  front  of  said  reflector  means,  a  unitary  cover 
for  said  body  portion  comprising  a  front  panel 
having  a  plurality  of  transversely  extending 
spaced,  light  transmitting  sections  distinct  and 
separate  from  each  other  and  spaced  apart  in 
line  with  said  p>artitions.  said  cover  having  a  plu- 
rality of  transversely  extending  members  over- 
lapping adjacent  margins  of  said  light  transmit- 
ting sections  and  contacting  directly  with  said 
partitions,  and  means  for  holding  said  unitary 
cover  on  said  casing. 


2.015.918 
GAS  COCK   OR  THE  LIKE 

Leo  B.  Brabant.  Detroit.  Mich. 

Application  January  26,  1935,  Serial  No.  3,566 

1  Claim.     ICI.  287— 53) 


In  a  cock  plug,  a  handle  having  a  shank  re- 
ceiving recess  D-shaped  in  cross  section,  a  shank 
having  an  end  portion  D-shaped  in  cross  section 
received  within  said  recess,  said  D-shaped  end 
of  the  shank  provided  with  a  kerf  extending 
lengthwise  thereinto  in  close  proximity  to  a  di- 
ameter thereof  and  parallel  to  the  flat  side  of 
the  D  forming  a  thin  flat  flexible  lip  portion 
having  parallel  flat  faces  and  arcuate  edges,  the 
arcuate  edges  of  the  lip  portion  being  slightly 
closer  together  across  Its  outer  flat  face  than 
across  the  flat  face  of  the  lip  portion  within  the 
kerf,  a  spring  fltted  within  said  kerf  urging  the 
outer  flat  face  of  the  lip  portion  tightly  against 
the  flat  face  of  the  recess  within  the  handle  and 
urging  the  arcuate  edges  of  said  lip  portion 
against  the  curved  side  walls  of  the  recess  with- 
in the  handle  adjacent  to  the  flat  face  of  said 
recess. 


2.015.919 
TOOL  HOLDER  FOR  TWO-WAY  PLANTNG 

Georires  Brunner,  Zurich.  Switzerland 

Application  September  27.  1934.  Serial  No.  745,748 

In  Switzerland  October  3,  1933 

4  Claims.     (CI.  90 — 53) 


1.  In  a  tool-  or  cutter-head  for  two-way  plan- 
ing a  tool-holder  in  combination  with  a  slid- 
ing head,  said  tool-holder  having  a  pendulous 
suspension  around  a  horizontal  axis  of  said  slid- 
ing head  at  its  top.  a  double-faced  tool  or  cutter 
set  in  said   tool-holder,   said   tool-holder   being 


mounted  rotatively  around  its  longitudinal  axis, 
stop-elements  in  said  tool-holder  and  counter- 
stops  in  said  sliding  head,  the  latter  lying  in  the 
path  of  the  former  when  said  tool-holder  swings 
about  said  horizontal  axis. 


2,015.920 

RETRACTABLE  LANDING  GEAR 

Frank  R.   Canney.    Seattle.   Wash.,    assignor   to 

Boeing   Airplane   Company.   Seattle,   Wash.,   a 

corporation  of  Washington 

AppUcation  July  3.  1934.  Serial  No.  733.602 

12  Claims.     (CI.  244—2) 
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1.  A  retractable  landing  gesir  comprising,  in 
combination,  an  upright  strut,  a  pivotal  mount- 
ing for  said  strut  intermediate  its  ends,  means  to 
anchor  its  upper  end,  said  pivotal  mounting  and 
said  anchormg  means  being  each  movable  m  a 
generally  upright  path  under  landing  or  taxiing 
stresses,  a  shock  absorber  unit  connected  to  the 
strut  Intermediate  its  ends  and  to  a  fixed  point 
spaced  from  the  anchoring  means,  and  means  to 
displace  said  anchoring  means  to  swing  the  strut 
about  said  pivotal  mounting. 


2.015,921 

HOLDER  FOR  SADIRONS 

Otis  E.  Carter.  Santa  Monica.  Calif.,  assigmor  of 

one-third  to  Ernest  L.  English.  Santa  Monica, 

CaUf. 

Application  September  4.  1934.  Serial  No.  742.569 

2  Claims.     (CI.  219—25) 


1.  An  inclined  holder  for  a  pair  of  sad  irons 
side  by  side  having  electric  heaters  in  them,  ter- 
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minals.on  the  rear  end  of  said  irons  extending 
parallel  with  the  inclined  surface  of  said  holder, 
an  electric  terminal  member  secured  at  the  lower 
end  of  said  holder  with  termmals  therein  adapted 
to  be  engaged  by  the  terminals  of  the  Irons  when 
the  latter  move  down  by  gravity  to  the  lower 
end  of  the  holder,  and  a  stop  block  pivotally  ar- 
ranged between  said  irons  that  is  adapted  to  be 
moved  to  stop  the  movement  by  gravity  of  the 
iron  out  of  heating  contact  by  the  Iron  in  heating 
contact  and  movable  to  release  the  iron  out  of 
heating  contact  so  it  can  move  into  heating  con- 
tact when  the  heated  iron  is  removed  from  said 
holder. 


2.015.922 

FEEDING  MECHANISM  FOR  ROCK  DRILLS 

John  C.  Curtis.  Cleveland.  Ohio,  assignor  to  The 

Cleveland     Rock     Drill     Company.     Cleveland, 

Ohio,  a  corporation  of  Ohio 

Application  November  10.  1932.  Serial  No.  642.015 

21  Claims.     (CI.  121—9) 


1.  The  combination  with  a  drilling  motor,  of 
feeding  means  therefor  comprising  a  feed  tube 
having  a  fluid  actuated  reciprocable  member 
therein,  a  tongue  connecting  said  member  to  said 
motor  for  transmitting  the  reciprocatory  motion 
of  the  former  to  the  latter,  an  opening  in  said 
tube  through  which  said  tongue  passes,  a  flexible 
member  connected  to  said  motor  and  movable 
therewith  for  closing  said  opening  subsequent  to 
the  passage  of  said  tongue  therein,  and  means 
foT  winding  said  flexible  member  within  said 
tube  for  opening  said  slot  during  the  return 
movement  of  said  motor. 


2.015.923 

HOSE  VALVE  AND  NOZZLE 

Harold  G.  Davis.  Denver.  Colo. 

Application  October  19.   1934,  Serial  No.  749.061 

13  Claims.     (CL  299—149) 


1.  A  combined  hose  valve  and  nozzle  compris- 
ing: a  relatively  short  length  of  flexible  hose;  a 
valve  housing  secured  to  one  extremity  of  said 
hose;  an  internally  threaded  depression  in  said 
housing  for  receiving  a  supply  coupling;  a  valve 
bore  in  said  housing  of  smaller  diameter  than 
said  depression:  a  water  passage  opening  from 
1  said  valve  bore  of  smaller  diameter  than  the 
^  latter;  a  valve  seat  between  said  bore  and  said 
passage;  a  valve  disc  positioned  in  said  bore;  a 
valve  stem  extending  concentrically  from  said 
disc  through  said  passage  into  said  hose  so  that 
flexing  of  said  hose  will  cause  one  side  of  said  disc 
to  move  away  from  said  valve  seat  while  the 
other  side  contacts  therewith. 


2.015.924 
GREENHOUSE  BENCH 
William  E.  De  Lhorbe.  Oregon.  111. 
Application  Anmist  2,  1933.  Serial  No,  683.329 
2  Claims.     (CI.  47— 18) 
1.  A  greenhouse  bench  construction  compris- 
ing a  plTirality  of  sections  made  of  composite  ma- 


terial and  arranged  in  adjacent  position,  said  sec- 
tions extending  across  the  entire  width  of  the 
bench  and  having  integral  outwardly  inclined 
ends  which  comprise  the  sides  of  the  bench  when 
the  sections  are  arranged  in  adjacent  longitudinal 


position,  said  sections  each  being  provided  with 
weep  holes  on  their  side  edges  which  aline  with 
the  weep  holes  of  adjacent  sections  to  provide  for 
drainage  for  the  bench,  and  removable  transverse 
end  members  for  the  ends  of  the  bench  arranged 
between  the  inclined  sides. 


2.015.925 

TROUGH 

Maris  Emerson  De  Wolf.  Spencer.  Iowa 

Application  June  19.  1933.  Serial  No.  676.495 

8  Claims.     (CL  11»— «1) 


.'/*■ 
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8.  A  trough  unit  comprising  a  frame  member 
having  an  opening  therein,  a  rotatable  trough 
pivotally  mounted  in  said  opening  and  having  a 
substantially  vertical  open  side  to  open  selectively 
toward  or  away  from  said  frame  member  and 
means  to  support  said  trough  comprising  links 
pivoted  to  said  frame  member  and  off-center  to 
said  trough,  whereby  the  weight  of  the  trough 
normally  tends  to  retain  the  trough  in  the  first 
position  when  this  first  position  has  been  as- 
sumed. 


2,015.926 
ELECTRIC  FURNACE 

Thomas  H.  Forde.  San  Francisco,  Calif.,  a.ssignor 
to  Diascope  Corporation  Ltd.,  San  Francisco, 
Calif.,  a  corporation  of  California 

Application  November  2,  1931.  Serial  No.  572,622 
7  Claims.     (CI.  219—20) 


'        43    44*^      ^^  43      ,-tl 
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6.  An  electric  furnace  comprising,  a  base,  a 
plurality  of  vertically  set  electric  contact  mem- 
bers carried  by  said  base,  a  muffle  supported  on 
said  base  and  provided  with  a  tapped  electric 
heatinff  element  and  contact  members  connected 
thereto  and  engaging  the  upper  ends  of  said  first 
contact  members,  and  means  for  connecting  said 


October  1, 1935     " 


U.  S.  PATENT  OFFICE 


111 


muffle  element  to  a  source  of  electric  power  in- 
cluding a  switch  member  arranged  to  slidably 
engage  the  lower  ends  of  said  first  contact  mem- 
bers for  selectively  energizing  different  lengths 
of  said  element. 


2.015.927 

MACHINE  FOR  JOINING  LT»HOLSTERY 

SPRINGS 

Chace  D.  Gilmore.  West  Chester,  Pa.,  assignor  to 
Peerless  Springs.  Incorporated.  West  Chester, 
Pa.,  a  corporation  of  Pennsylvania 
Application  March  31.  1934.  Serial  No.  718,466 
23  Claims.     (CI.  140—3) 


1.  A  machine  for  the  purpose  specified  com- 
prising 1  drive  shaft,  a  power  actuated  member. 
a  conventional  punch-press  clutch  for  engaging 
said  shaft  with  said  power  actuated  member,  a 
rotatable  member  equipped  with  a  radial  recess 
extending  from  end  to  end  thereof  and  terminat- 
ing at  its  inner  end  in  a  semi-cylindrical  wall  con- 
centric with  the  axis  of  rotation  of  said  member, 
and  opening  in  each  end  of  said  head  at  respec- 
tively opposite  sides  of  said  recess  and  communi- 
cating with  the  latter,  the  said  openings  having 
a  common  axis  intersecting  the  axis  of  rotation 
of  said  member,  and  gearing  between  said  mem- 
ber and  said  drive  shaft  for  causing  the  former  to 
rotate  through  a  given  number  of  complete  revo- 
lutions for  each  complete  revolution  of  said  drive- 
shaft. 


2  015  928 

COMBINED  FLASHLIGHT  AND  TOOL 

HOLDER 

Morris  E.  Goldstein,  Cheyenne,  Wyo. 

Application  October  29.  1934.  Serial  No.  750.536 

9  Claims.     (CI.  240—59) 


6.  A  device  of  the  character  specified.  In  com- 
bination, a  holder,  a  loop  secured  to  the  holder, 
a  snap  fastener  also  secured  to  the  holder  and 
spaced  from  the  loop,  a  fiashllght  supporting 
element  provided  at  one  end  with  a  hook  for 
engaging  the  loop  and  at  the  other  end  with  a 
snap  fastener  element  for  engaging  the  snap 
fastener,  and  means  for  attaching  a  flashlight 
to  the  supporting  element. 


2.015.929 
MEANS  FOR  DIPPING  ASPHALT 
SHINGLES 
Ernest    Goodwin,    Brantford,    Ontario,    Canada, 
assignor  to  Brantford  Roofing  Company,  Lim- 
ited. Brantford.  Ontario.  Canada 
Application  September  5.  1933.  Serial  No.  688,184 
7  Claims.     (CI.  91— 46) 


1.  Means  for  dipping  shingles,  comprising  a 
tank  a  fioat  of  rectangular  lorm.  within  said  tank 
having  a  rectangular  opening  therethrough  un- 
obstructed between  the  ends  and  giving  access  to 
the  dipping  material,  a  plurality  of  rods  ex- 
tending across  said  openings  at  spaced  intervals 
below  the  surface  of  the  dipping  material,  and 
vertically  adjustable  means  supporting  the  ends 
of  said  rods  from  said  fioat. 


2.015,930 
FLUID  PRESSURE  REGLT.ATOR 

William  C.  Groble.  Anderson,  Ind..  assignor  to 
Mueller  Co.,  Anderson.  Ind.,  a  corporation  of 
Illinois 

Application  September  28,  1933,  Serial  No.  691.292 
3  Claims.     (CL  251— 159) 


1.  In  a  fiuid  pressure  regulator  valve,  a  re- 
movable valve  head  slidably  dovetailed  in  the 
valve  and  including  offset  handle  means  project- 
ing outwardly  beyond  the  valve  by  which  the  ele- 
ment may  be  transversely  slid  into  and  out  of  the 
valve,  said  offset  handle  means  serving  as  a  stop 
for  limiting  the  inward  sliding  of  the  valve  ele- 
ment in  the  valve  so  as  to  align  the  element 
therewith.         

2,015,931 

LOADING    DEVICE    OR    ATTACHMENT    FOR 

FLLTID  PRESSURE  REGULATORS 

William  C.  Groble,  Anderson.  Ind.,  assignor  to 
Mueller  Co.,  Decatur,  111.,  a  corporation  of 
Illinois 

ApplicaUon  May  17,  1934.  Serial  No.  726,101 
6  Claims.     (CI.  50—26) 


«»:*"it> 


1.  In  combination  in  a  fiuid  pressure  regulator 
assembly,   a   valve,   a    pressure   responsive   dia- 
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phragm  indirectly  controlling  said  valve,  means 
for  imparting  pressure  on  said  diaphragm,  a  rod 
resting  against  said  diaphragm,  and  spring  ac- 
tuated toggle  mechanism  urging  said  rod  against 
said  diaphragm  to  impart  additional  pressure  on 
said  diaphragm. 


2,015,932 
COMBINED  SEAM-PRESSING  AND  TAPE- 
APPLYING  MACHINE 
Rasnnond   J.    Holmes,   Lynn.    Mass..   assignor   to 
Boston  Machine  Works  Company.  Lynn.  Mass., 
a  corporation  of  Massachusetts 
AppUcation  January  5.  1933.  Serial  No.  650.287 
8  Claims.     (CL  12—51; 


1.  In  a  back  seam  taping  and  pressing  machine, 
the  combination  with  a  work  support  over  which 
is  fed  work  in  the  form  of  two  pieces  sewed  to- 
gether by  a  seam  presenting  an  upstanding  seam- 
rldge  on  one  face  of  the  work  and  a  seam -crease  on 
the  other  face  of  the  work,  means  for  malntaming 
the  seam-ridge  in  an  upstanding  condition  with 
the  inside  faces  of  the  seam-ridge  components 
pressed  together  and  means  for  forming  a  shEillow 
groove  in  the  free  end  edge  face  of  the  maintained 
upstanding  seam-ridge,  of  means  for  applying 
tape  to  the  grooved  seam-ridge  and  pinching  the 
median  line  of  the  tape  in  the  intact  joint  between 
the  inside  faces  of  the  seam-ridge  components. 


2.015.933 

FLLTD  METER 

Henry  E.  Hartig.  Robbinsdale,  Minn.,  assignor  of 

one-half    to    Hugh    B.    Wilcox,    Minneapolis, 

Minn. 

Application  March  11.  1932.  Serial  No.  598.208 

23  Claims.     (CL  73— 167) 


,-i±f*7^i. 


1.  The  method  of  determining  the  rat€  of  flow 
of  fluids,  which  consists  in  setting  up  mechani- 
cal vibrations  of  the  same  frequency  in  the  mov- 
ing fluid  at  two  localities  along  the  course  of 


travel  thereof,  in  adjusting  the  phase  of  one 
vibration  at  one  locality  relative  to  the  other 
phase  of  the  vibration  at  the  other  locality  to 
produce  a  determinable  effect  upon  the  resultant 
of  the  vibrations  and  in  ascertaining  the  rate  of 
flow  of  the  fluid  from  the  changes  of  relative 
phase  of  the  vibrations  in  the  fluid. 


2,015.934 

GAS  BURNER 

William  M.   Hepburn,  Toledo.  Ohio,  assirnor  to 

Surface  Combustion  Corporation,  Toledo.  Ohio, 

a  corporation  of  New  York 

Application  April  26.  1933,  Serial  No.  668.019 

9  Claims.     (CI.  158 — 99) 


^'M 


1.  A  gas  burner  comprising  in  combination,  an 
elongate  body  provided  with  walls  radiating 
therefrom  and  extending  longitudinally  thereof 
and  having  a  head  at  one  end.  a  gas  chamber 
wherein  said  head  is  positioned  and  for  one  end 
of  which  the  head  forms  a  closure,  a  tunnel 
wheremto  said  body  projects,  an  air  chamber  In 
direct  communication  with  the  spaces  between 
said  walls,  and  channels  extending  lengthwise  of 
said  body  through  said  walls  and  head  and  con- 
stituting straight  away  ducts  for  gas. 


2.015,935 

HEAD  LAMP  FOR  VEHICLES 

Jesse  Barton    Herring.  Dallas,  Tex.,   assignor  of 

forty-nine  per  cent  to  Ray  D.  Smith  and  John 

B.  Christian,  Dallas.  Tex. 

Application  November  19.  1934.  Serial  No.  753.717 

6  Claims.     (CI.  240 — 41.3) 


1.  A  headlamp  comprising,  an  elongated  casing 
having  a  lens  at  one  end  and  a  lamp  and  reflector 
mounted  at  its  opposite  end,  a  transverse  shaft 
within  the  casing  intermediate  the  lens  and  reflec- 
tor, a  plurality  of  various  size  transverse  vertical 
panels  hinged  on  the  shaft  for  intercepting  the 
light  rays  projected  from  the  reflector,  and  means 
for  selectively  swinging  the  panels,  whereby  a 
greater  or  less  portion  of  the  light  rays  is  inter- 
cepted, said  panels  being  arranged  to  be  flat 
against  each  other  when  in  a  vertical  position. 
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2,015.936 

LOG  BARKER 

Albert   Hokonson,  Coghlan,   British   Columbia, 

Canada 

AppUcation  March  2,  1933.  Serial  No.  659.303 

In  Canada  March  9.  1932 

5  Claims.     (CI.  144— 208) 


4.  In  a  debarking  machine,  a  platform  along 
which  logs  are  moved  transversely  of  their  length 
by  a  plurality  of  tooth-linked  chains  mounted  to 
travel  parallel  to  said  platform  and  transversely 
to  the  length  of  the  logs,  an  arm  pivotally  sup- 
ported above  and  Intermediate  said  platform  and 
alternately  positionable  to  arrest  the  forward  trav- 
el of  said  logs  when  in  one  position  and  to  allow  the 
advance  of  said  logs  when  in  another  position, 
tooth-linked  chains  mounted  to  travel  about  said 
arm  and  to  co-act  with  said  other  chains  to  tear 
and  loosen  the  bark  of  the  logs,  and  means  to 
swing  said  arm  parallel  said  platform  and  out  of 
engagement  with  said  logs  and  further  means  to 
motivate  said  chains. 


2,015,937 

ILLUMINATED  MOTOR  DRFVTN  ENDLESS 

BAND   SIGN 

Isidore  Holsman.  Portland,  Oreg. 

Application  May  5.  1934.  Serial  No.  724.100 

3  Claims.    (CI.  40—32) 


1.  An  Illuminated  sign  comprising  a  low.  flat 
casing  having  an  opening  in  one  of  its  side  walls; 
means  forming  guides  along  the  top  and  bottom 
of  said  opening;  a  strip  of  colored  celluloid  or 
like  material  removably  inserted  in  said  guides; 
a  translucent  plate  supported  within  said  cas- 
ing parallel  to  and  inwardly  spaced  from  said  one 
side  wall;  means  providing  top  and  bottom  film 
guides  along  the  face  of  said  plate  adjacent  said 
opening:  an  endless  film  provided  with  display 
matter  movable  along  said  plate  with  Its  mar- 
gins supported  throughout  its  travel  along  said 
plate  by  said  film  guide  means;  means  within  said 
casing  for  moving  the  film  along  said  plate;  a 
light  source  within  said  casing  and  disposed  in- 
wardly of  said  plate;  and  a  reflector  behind  said 
light  source  for  directing  light  rays  from  said 
source  through  said  plate,  film  and  colored  strip. 
45U  o.  (i. — s 


2  015  938 
AIR  LIFT  APPARATUS 
Granville  A.  Humason.  Houston, 
AppUcation  May  29,  1934.  Serial  No. 
9  Claims.     (CI.  103— 232) 


Tex. 

728,139 


1.  A  device  of  the  character  described  includ- 
ing a  well  casing,  an  eduction  tube  spaced  inside 
said  casing,  means  closing  the  upper  end  of  said 
casing  about  said  tube,  an  outlet  from  said  tube 
above  said  closing  means,  inlet  passages  arranged 
at  spaced  pwints  along  said  tube,  check  valves 
normally  closing  said  passages,  but  adapted  to 
be  opened  by  fluid  pressure  outside  said  tube, 
control  valves  outside  said  inlet  passages,  and 
floats  below  said  passages  controlling  the  posi- 
tion of  said  control  valves,  said  floats  acting 
when  not  submerged  to  hold  said  control  valves 
positively  closed. 


2,015.939 
PRESSURE   OPERATED  CIRCUIT 

CONTROLLER 

Homer  R.  Justus.  Kansas  City,  Mo. 

AppUcation  August  29.  1932.  Serial  No.  630,889 

4  Claims.     (CI.  192—125) 


[Tl  ^^^^itiMAil-'A -1^A:L\.: 


1.  In  controlling  means  of  the  character  de- 
scribed, the  combination  with  a  hopper,  a  feeder 
for  conveying  material  from  said  hopper,  an  elec- 
tric motor  for  driving  said  feeder,  and  a  circuit 
for  said  motor,  of  a  switch  for  controlling  said 
circuit,  a  pivotally  mounted  member  arranged 
within  the  hopper  and  adapted  to  be  held  in  a 
depressed  position  by  the  material,  a  plunger 
adapted  to  be  held  in  such  position  by  the  de- 
pressed lever  as  to  close  the  switch,  and  spring 
means  for  shifting  said  plunger  to  another  posi- 
tion so  that  the  switch  may  open  the  circuit. 
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2.015.940 

APPARATUS  FOR  REBORING  ENGINE 

BEARINGS 

Algot  B.  Keller.  Menomonie.  Wis. 

Application  February  20.  1932.  Serial  No.  594,232 

1  Claim.     (CI.  287— 12 J 


In  a  device  for  boring  engine  bearings,  a  uni- 
versal mounting  for  the  boring  tool  shaft  com- 
prising a  bearing  in  which  said  shaft  is  rotatably 
mounted,  a  hanger  supporting  said  bearing,  a 
support  for  said  hanger  having  a  semi-spherical 
seat  therein,  a  contractible  spherical  element  sup- 
ported on  said  seat  and  having  a  bore  through 
which  said  hanger  projects,  a  clamping  member 
having  a  semi-spherical  seat  adapted  to  engage 
said  spherical  element,  and  a  ring  nut  encircling 
said  hanger  and  having  threaded  engagement 
with  said  hanger  support,  said  ring  nut  being 
adapted  to  engage  said  clamping  member  to  con- 
tract said  spherical  element  and  clamp  said  hang- 
er in  adjusted  position. 


2,015.941 

FIFTH  WHEEL 

Charles  H.  Kinfham,  Louisville,  Ky. 

Application  October  24.  1933.  Serial  No.  695,022 

5  Claims.     (CI.  30»— 136) 


r\ 


r~\ 


1.  A  fifth  wheel  of  the  non-detachable  type  com- 
prising a  pair  of  castings  each  having  a  vertically- 
recessed  flanged  face  at  one  end  and  at  its  opposite 
end  a  transversely  arranged  member  adapted  to 
support  the  weight  of  a  trailer,  the  end  face  of 
each  casting  being  connected  to  the  supporting 
member  thereof  by  horizontal  and  vertical  webs, 
and  the  flanges  of  one  casting  being  adapted  for 
securement  to  the  flanges  of  the  other  casting  to 
hold  said  end  faces  in  opposed  relation  wherein 
their  vertical  recesses  mutually  cooperate  to  pro- 
vide a  socket  for  receiving  the  king  pin  of  a 
trailer. 


2.015.942 

CHANGE-OVER   SWITCH   FOR  DIRECTION 

INDICATORS 

Carl  Ame  Lofgren.  Linkopingr,  Sweden 

Application  May  11.  1934.  Serial  No.  725,127 

In  Sweden  November  22.  1932 

2  Claims.     (CI.  200 — 59) 

1.  A  change-over  switch  for  electrically  oper- 
ated direction  indicators  for  motor  vehicles  and 


the  like  comprising  a  contact  box.  means  for  at- 
taching It  to  the  steering  post  of  an  automobile. 
a  contact  arm  plvotally-mounted  in  the  box  and 
extending  beyond  the  latter  to  a  position  within 
'■  flnger  control  "  of  a  person  operatmg  the  auto- 
mobile, said  contact  box  having  stop  shoulders  to 
limit  the  sw.nglng  movement  of  the  contact  arm 
in  either  direction,  means  for  closing  a  signal  cir- 
suit  when  the  contact  arm  Is  swung  into  engage- 
ment with  a  stop  shoulder,  a  restoring  lever  piv- 
oted to  the  contact  arm  and  so  located  that  when 


the  contact  arm  is  in  engagement  with  a  stop 
shoulder  the  restoring  lever  also  engages  a  stop 
shoulder  on  the  contact  box,  the  upper  end  of  said 
lever  being  situated  to  be  engaged  by  the  spokes 
of  the  steering  wheel  as  the  latter  is  turned  where- 
by as  the  automobile  is  straightened  after  making 
a  turn,  said  lever  will  fulcrum  against  a  stop 
shoulder  on  the  contact  box  and  thereby  shift  the 
contact  arm  to  central  pos.tion  and  a  spring  tend- 
ing normally  to  hold  the  lever  yieldingly  in  up- 
right position. 


2.015.943 
COMPOSITION     FOR     TREATING     LEATHER 

GOODS      AND      METHOD      OF      APPLYING 

SAME 

Albert  Car!  Loses.  Madera,  Calif. 

No  Drawinir.    Application  November  7,  1932, 

Serial  No.  641.613 

6  Claims.     (CI.  134—7) 

1.  A  composition  for  treating  finished  leather 
goods  comprising  by  volume  9'r  acetone.  6% 
chloroform,  Zb^c  liquid  petrolatum,  the  whole 
admixed  with  three  volumes  cf  cleaner's  naphtha. 

3.  The  process  of  treating  flnisned  suede  and 
chamois  leather  comprising  subjecting  said 
leather  to  a  dry  cleaning  process,  drying  said 
leather,  spraying  said  leather  with  a  composition 
consisting  of  substantially  30%  by  volume  min- 
eral oil  of  the  class  consisting  of  liquid  petrola- 
tum, straw  oil  and  wash  oil,  and  substantially 
70%  of  low-boiling  point  solvents  of  the  group 
consisting  of  acetone,  chloroform,  naphtha,  car- 
bon tetrachloride  and  ethylene  dichloride. 


2.015.944 

COVER  FOR  SPARE  TIRES  OF 

AUTOMOBILES 

Georife   .Albert  Lyon.  AUenhnrst.  N.  J.,  assiimor 
to  Lyon   Incorporated,   Asbury   Park,   N.  J.,   a 
corporation  of  Delaware 
Application  December  28.  1928.  Serial  No.  328,895 
14  Claims.     (CI.  150 — 54) 
1.  A  cover  for  the  spare  tires  of  automobiles 
comprising  an   annular  radially  expansible   and 
contractible  section  made  of  relatively  stiff  mate- 
rial for  covering  one  side  of  a  tire,  and  an  annu- 
lar section  formed  to  extend  transversely  across 
the  tread  and   peripherally  partially  about  the 
tire  to  cover   the  tread  and  constructed  to  be 
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radially  expanded  and  contracted  independently 
of  said  side  section  and  to  grip  the  tire  and  hold 


Itself  and  the  side  section  in  place  on  the  tire 

by  Its  contraction. 


2.015.945 
STAIRS 

John  Patrick  MacDonald.  Ottawa,  Ontario, 

Canada 

Application  March  29.  1935.  Serial  No.  13,612 

In  Canada  March  16,  1935 

8  Claims.     (CI.  189 — 43) 


2.  In  stairs,  a  unit  comprising  a  metal  riser 
and  a  metal  tread  adjustably  securable  together, 
said  tread  terminating  at  the  forward  edge  In  a 
downwardly-extending  flange  engaging  one  face 
of  said  riser  to  permit  of  their  relative  adjust- 
ment in  a  vertical  plane,  and  means  for  adjustably 
securing  said  flange  to  said  riser. 


2.015.946 

LIQUID  STORAGE  AND  METERING  SYSTEM 

William  L.  Marden.  Jackson  Heights,  N.  ¥.,  as- 

sigrnor  to  Neptune  Meter  Company,  New  York, 

N.  Y.,  a  corporation  of  New  Jersey 

Application  November  10.  1933.  Serial  No.  697.445 

4  Claims.     (CI.  137—78) 


1.  A  liquid  storage  and  metering  system  com- 
prising a  storage  receptacle,  a  liquid  supply,  an 
outlet,  pipe  connections  between  the  receptsicle 
and  the  supply  and  the  outlet,  a  meter  in  the  pipe 
connections  between  the  supply  and  receptswsle 


to  measure  liquid  from  the  supply,  a  discharge 
meter  in  the  pipe  connections  between  the  out- 
let and  receptacle  to  measure  liquid  to  the  out- 
let, a  pump,  pipe  connections  to  cause  only  liquid 
from  the  supply  to  pa^  through  the  first  meter, 
an  air  release  tank  between  the  supply  and  the 
first  meter,  and  an  air  release  tank  between  the 
pump  and  the  second  meter,  said  air  release 
tanks  being  on  substantially  the  same  level  and 
lying  above  the  outlet. 


2,015,947 
CONTROL  DEVICE   FOR  MACHINES 
Alonzo   K.   Marsh,   Summit,   N.    J.,    assignor    to 
A.  Kimball  Company.  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
AppUcation  April  4,  1935,  Serial  No.  14,574 
6  Claims.     (CI.  192—131) 


1.  A  safety  control  device  comprising  an  oper- 
ating lever  comprising  two  pivotally  connected 
parts,  one  of  said  parts  being  adapted  for  oper- 
ative connection  to  a  clutch  of  the  machine  to 
be  controlled,  resilient  means  tending  to  hold 
said  part  normally  in  non-operating  position,  a 
pin  mounted  on  one  of  said  parts,  said  other  part 
being  provided  with  an  aperture  adapted  to  re- 
ceive said  pin  so  as  to  lock  the  parts  together, 
resilient  means  normally  tending  to  hold  said 
pin  out  of  said  aperture,  a  second  operating 
lever,  a  cam  operated  by  said  second  lever  for 
operating  said  pin  to  push  the  same  into  said 
aperture  and  holding  the  same  therein  while  said 
first  operating  lever  is  moved  to  operating  posi- 
tion. 


2.015.948 
BOLSTER   CONSTRUCTION 

Rudolph    Martinello.    Chicago.    111.,    assignor    to 
Radio  Steel  &.  Mfg.  Co.,  Chicago,  111.,  a  corpora- 
tion of  Illinois 
Application  March  29.  1934.  Serial  No.  717,897 
4  Claims.     (CI.  280 — 87.5) 


1.  A  toy  wagon  construction  comprising  a  body, 
a  fifth  wheel  secured  to  the  body,  a  tongue,  a 
reach  member  extending  from  the  fifth  wheel 
and  secured  to  the  tongue,  a  bolster,  and  an  axle 
secured  to  the  bolster,  said  bolster  comprising  a 
sheet  metal  member  having  a  substantially  flat 
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portion  extending  between  the  body  of  the  wagon 
and  the  axle  and  lying  in  a  plane  extending  lon- 
gitudinally of  the  axle  and  having  a  flat  periph- 
eral reinforcing  upper  flange  portion  lying  sub- 
stantially in  a  horizontal  plane,  said  reach  mem- 
ber being  of  sheet  material  having  a  cup  portion 
having  a  flat  bottom  lying  against  the  flat  upper 
flange  of  the  bolster  and  said  fifth  wheel  being  of 
sheet  material  having  a  cud  portion  fitting  with- 
in the  cup  portion  of  the  reach  member,  whereby 
the  pull  exerted  on  the  reach  member  by  the 
tongue  Is  transmitted  to  the  body  through  the 
interflttlng  of  said  cup  portions. 


2.015.949 

SLIDE  FOR  TESTING  LIQtTDS 

Frank  James  Maw.  In«:leside.  Port  Nelson. 

Ontario,  Canada 

AppUcation  July  28,  1934.  Serial  No.  737.362 

9  Claims.     (CI.  8»— 14) 


1.  In  a  liquid  testing  container  or  slide,  the 
combination  with  two  plates  adapted  to  be  su- 
perimposed one  upon  the  other  and  each  formed 
with  an  opening  therein,  lenses  mounted  in  said 
openings  a  predetermined  distance  from  the  ad- 
jacent faces  of  the  plates  to  form  a  chamber  for 
the  liquid  of  a  predetermined  capacity,  a  recess 
formed  adjacent  to  said  liquid  chamber  and 
communicating  therewith,  restricted  radial  pas- 
sages between  said  liquid  chamber  and  said  re- 
cess for  removing  the  excess  liquid  from  the 
liquid  chamber  and  maintaining  a  predetermined 
quantity  of  the  liquid  within  the  chamber. 


2,015,950 
PHOTOGRAPHIC  CAMERA 
Edwin  G.  Mayer,  Chicago.  111.,  assignor  to  The 
Bell  &,  Howell  Company,  Chicago.  111.,  a  corpo- 
ration of  Illinois 
AppUcation  August  17,  1933.  Serial  No.  685.527 
4  Claims.     (CI.  88 — 19.3) 


1.  In  a  photographic  camera  the  combination 
with  a  revoluble  exposure  shutter,  of  a  recipro- 
cable  shutter  associated  therewith,  spring  means 
for  operating  said  reciprocable  shutter  in  the  ex- 
posure direction,  a  releasable  abutment  device  for 
actuating  said  reciprocable  shutter  in  the  opposite 
direction  with  said  revoluble  shutter  including  a 
rotating  pawl  pivotally  mounted  for  release,  and 
a  relatively  stationary  element  controlling  release 
of  said  pawl  to  effect  actuation  of  said  recip- 
rocable shutter  in  timed  relation  with  said  revo- 
luble shutter. 


2.015.951 
ANCHORING  DEVICE 
Matthew   J.   McAtee,   Denver.   Colo.,   assignor   of 
one-fourth    to  Bernard   M.   McAtee   and  one- 
fourth  to  Patrick  B.  McAtee,  Denver.  Colo. 
AppUcation  August  25.  1934,  Serial  No.  741.458 
3  Claims.     (CI.  72—101) 


irT* 


I  _l  .  I 


m 


'Jf^.T^^? 


^ 


1 


17''^^' ■' '  'Wf 


1.  A  building  construction  comprising  a  wall 
in  whose  thickness  is  incorporated  a  plurality  of 
layers  of  brick,  a  pair  of  joists  having  their  ends 
extending  into  openings  in  the  inside  layer  of 
brick,  an  anchor  bar  located  in  the  space  be- 
tween the  innermost  layer  of  brick  and  the  next 
layer,  said  bar  extending  diagonally  across  a  plu- 
rality of  courses  of  brick  and  across  the  ends  of 
the  pair  of  joists,  and  means  for  attaching  the 
anchor  bar  to  the  joists. 


2.015.952 

ELECTRIC  CIRCUIT  CONTROL 

Ira  E.  McCabe.  Chicago.  111. 

Application  March  30.  1925.  Serial  No.  19,310 

7  Claims.     (CI.  158 — 28) 


1.  The  combination  with  a  heating  element,  of 
a  burner,  a  motor  for  operating  said  burner,  a 
power  circuit  for  said  motor,  a  resistance  unit 
connected  in  the  power  circuit  in  series  with  said 
motor,  a  switch  for  controlling  said  power  cir- 
cuit, a  switch  under  the  influence  of  combustion 
conditions  of  the  burner,  said  switch  being  nor- 
mally open  and  operating  upon  the  establish- 
ment of  combustion  to  close  and  thereby  short- 
circuit  the  resistance  unit  prevention  further 
heating  thereof,  and  means  for  opening  the  pow- 
er circuit  operable  upon  a  predetermined  tem- 
perature developed  in  the  resistance  unit. 

2.  The  combination  with  an  electric  machine, 
of  a  power  circuit  therefor,  an  automatic  pri- 
mary switch  for  said  circuit,  a  secondary  switch 
movable  manually  to  closed  and  automatically 
to  open  position,  a  shunt  circuit  connected  across 
the  automatic  primary  switch,  said  shunt  cir- 
cuit Including  a  resistance  element,  and  a  ther- 
mostatic element  in  association  with  the  re- 
sistance element  for  opening  said  secondary 
switch. 
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2,015.953 

CONNECTER 

Thomas  E.   McDowell.  Chicago,  111.,  assignor  to 

The  Pyle- National   Company,   Chicago,  lU.,  a 

corporation  of  New  Jersey 

AppUcation  May  7.  1934,  Serial  No.  724,254 

8  Claims.     (CI.  173—328) 


1.  A  separable  electric  connecter  comprising  a 
pair  of  connectible  members,  plug  and  socket 
contacts  thereon,  a  sleeve  on  one  of  said  con- 
nectible members  and  capable  of  limited  rotary 
motion  relatively  thereto,  a  pin  on  the  other  of 
said  connectible  members,  a  spring  tongue  on  said 
sleeve  adapted  to  slide  over  and  have  the  free 
end  thereof  abut  said  pin  to  hold  said  pair  of 
connectible  members  in  locked  position,  said  con- 
nectible members  being  adapted  to  be  put  in 
locked  and  assembled  condition  without  necessi- 
tating rotation  of  said  sleeve  and  being  adapted 
to  be  unlocked  by  rotation  of  said  sleeve,  and  a 
spring  urging  said  sleeve  to  maintain  it  in  locked 
position  when  said  pair  of  members  are  in  their 
assembled  relation. 


2,015,954 
COTTON  DISTRIBUTING  AND  RECEIVING 

SYSTEM 

John  E.  MitcheU,  Dallas,  Tex. 

AppUcation  February  5.  1934.  Serial  No.  709,771 

2  CUims.     (CI.  19—74) 


1.  A  cotton  distributing  and  receiving  system 
comprising,  in  combination,  an  elongated  casing, 
means  for  moving  cotton  therethrough  consist- 
ing of  a  single  screw  conveyor  mounted  in  said 
casing,  and  of  a  diameter  to  occupy  substan- 
tially the  entire  working  space  between  the  walls 
of  the  casing,  the  latter  being  provided  with 
spaced  elongated  openings  in  its  bottom,  less  in 
width  than  the  diameter  of  said  conveyor  and 
located  to  one  side  of  the  median  line  of  the 
casing  to  cause  them  to  be  removed  from  the 
zone  of  action  of  the  non-carrying  side  thereof, 
and  receiving  hoppers  communicating  with  the 
casing  through  said  openings,  whereby  the  cot- 
ton being  distributed  by  the  conveyor  Is  per- 
mitted to  fall  freely  into  the  hoppers  and  flU 
the  same  uniformly  without  being  packed  by  the 
downward  thrust  of  the  non-carrying  side  of  the 
conveyor. 


2.015.955 
DOl^LE  RAM  FLASH  REMO\TNG  MACHINE 

Henry  E.  Morton,  Muskegon  Heights,  Mich. 

AppUcation  January  20,  1934.  Serial  No.  707,475 

10  Claims.     (CI.  90 — 38) 


10.  In  a  machine  for  the  purpose  described,  the 
combination  of  a  lower  housing  formed  with  a 
horizontal  way  extending  throughout  the  length 
thereof,  a  lower  ram  reciprocable  in  said  way  and 
provided  with  a  cutting  tool,  an  upper  housing 
secured  throughout  a  portion  of  Its  length  to 
said  lower  housing  and  spaced  therefrom 
throughout  the  remaining  portion,  a  ram  carrier 
guided  In  said  upper  housing  for  movement  to- 
ward and  from  said  lower  ram  and  formed  with 
a  longitudinal  way  In  its  lower  side,  an  upper  ram 
reciprocable  in  said  way  In  said  carrier  and  pro- 
vided with  a  cutting  tool,  each  of  said  rams  being 
formed  with  rack  teeth  along  one  side  thereof,  a 
vertical  drive  shaft  mounted  in  bearings  In  said 
housing  and  provided  with  gears  engaging  said 
rack  teeth  of  said  rams,  the  gear  in  engagement 
with  the  teeth  of  said  upper  ram  being  elongated 
to  provide  for  upward  movement  of  said  ram 
with  said  carrier,  means  for  rotating  said  drive 
shaft,  said  housings  providing  a  closed  chamber 
In  which  said  means  and  gears  are  enclosed,  a 
cam  shaft  mounted  in  bearings  In  the  upper  part 
of  said  upper  housing  and  extending  longitu- 
dinally of  said  carrier  and  provided  with  cams, 
means  embracing  said  cams  and  cormected  to  said 
carrier  and  embodying  yieldable  means,  and 
means  for  rotating  said  cam  shaft. 


2.015.956 

HAIR    DRYING    APPARATUS 

Tomlinson  I.  Moseley,  San  Francisco,  Calif. 

AppUcation  May  29,  1934,  Serial  No.  728,074 

8  Claims.     (Ci.  34 — 26) 


2.  In  hair  drying  apparatus,  separate  hot  and 
cold  £iir  conduits  extending  substantially  parallel 
in  a  horizontal  direction,  a  blower  arranged  to 
deliver  streams  of  air  to  both  of  said  conduits, 
means  for  heating  air  supplied  to  the  hot  air  con- 
duct, a  plurality  of  laterally  spaced  air  distributor 
units,  a  pair  of  cold  and  hot  air  ducts  serving  to 
efifect  communication  between  each  of  said  dis- 
tributor units  and  the  cold  and  hot  air  conduits, 
a  pair  of  valve  members  associated  with  each  pair 
of  said  ducts  to  control  flow  of  air  through  the 
same,  whereby  there  Is  a  cold  air  valve  for  each 
cold  air  duct  and  a  hot  air  valve  for  each  hot 
air  duct,  a  single  manually  operated  member  for 
each  pair  of  valve  members,  and  means  ser\ang 
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to  effect  conjoint  adjustment  of  each  pair  of 

valve  members  by  movements  of  Its  associated 
operating  member,  said  last  means  Including  a 
lost  motion  connection  enabling  closing  and  open- 
ing of  the  cold  air  valve  v^hlle  the  associated 
hot  air  valve  remains  in  full  open  position. 

4  In  hair  drying  apparatus,  a  device  adapted 
to  encompass  the  head  and  to  deliver  drying  air. 
a  pipe  connected  to  a  source  of  air  under  pres- 
sure, a  hinge  connected  between  said  device  and 
said  pipe  whereby  said  device  may  be  swung  to 
an  operating  position  in  communication  with 
said  pipe  or  to  an  out-of-the-way  position,  a 
butterfly  valve  member  pivotally  mounted  with- 
in said  pipe  for  effecting  opening  and  closing 
of  the  same,  and  actuating  means  serving  to  ef- 
fect closing  of  said  valve  member  when  said 
device  is  swung  to  an  out-of-the-way  position 
and  to  effect  opening  of  said  valve  member  when 
the  device  is  swung  to  an  operating  position. 

2.015.957 

SAFETY  DEVICE  FOR  THE  PREVENTION  OF 

OVERLOADING  CRANES  AND  THE  LIKE 

Lillie  B.  Neal  and  Blanche  M.  Stoner,  Bremerton, 
Wash.,  assiirnors  t«  J.  O.  Neal,  Port  Orchard, 
Wash. 

Application  December  23.  1930.  Serial  No.  504.384 
6  Claims,     (CL  177— 311) 


1.  A  safety  device  for  cranes  comprising  a 
swinging  boom:  a  weight-raising  cable  therefor; 
an  indicator  having  a  pair  of  concentric  dials;  a 
pair  of  iftdicator  hands  mounted  in  the  axis  of  said 
dials  and  adapted  to  indicate,  respectively,  the 
radius  of  said  boom  and  the  weight  being  raised 
by  said  cable:  a  shaft  for  each  of  said  hands; 
cable  means  connected  between  said  boom  and 
one  of  said  shafts:  means  mounted  on  said  boom 
and  connected  to  said  weight-raising  cable  and 
movable  thereby  in  response  to  the  load  applied 
thereto:  cable  means  connected  between  said 
other  shaft  and  said  load -responsive  means:  and 
counterweights  operably  connected  with  said  last 
two  cables  whereby  said  cables  are  maintained 
taut. 

2.015.958 
PNEl^fATIC  DISPATCH  TUBE  APPARATUS 
John  T.  Needham.  North  Piainfield.  N.  J.,  assi^rnor 
to  General  Conveyors  Limited.  Montreal,  Que- 
bec. Canada,  a  corporation  of  Canada 
Application  October  1.  1930.  Serial  No.  485.646 
6  Claims.      (CI.  243—9) 
1    A  pneumatic  dispatch  tube  apparatus  com- 
prising a  pressure  suction  dispatch  tube  line  con- 
necting a  carrier  sending  station  and  a  remote 
carrier  discharge  station,  an  injector  device  at 
an  intermediate  point  on  the  carrier  passage  of 
said  line  between  said  stations  and  having  an 
annular  restricted  injector  port  opening  into  the 
carrier  passage  of  the  line  and  directed  there- 
along  toward  the  discharge  station  and  from  the 
sending  station;  a  by-pass  inlet  at  an  intermedi- 
ate point  in  the  line  between  said  injector  and 
said  sending  station:  an  air  by-pass  conduit  lead- 
ing from  said  inlet  and  having  a  delivery  con- 
nection with  the  injector  device,  said  conduit  hav- 
ing an  annular  air  chamber  surrounding  the  tube 
line  in  connection  with  tne  annular  Injector  port 
in  said   tube,  said  conduit  being  of  materially 


greater  capacity  than  the  injector  port,  and  the 
by-pass  air  inlet  being  of  greater  capacity  than 
the  annular  injector  port  leading  into  the  carrier 
passage  from  said  annular  chamber;  and  an  air 
compressor  connected  to  said  conduit  to  draw  air 
therethrough  from  the  tube  line  and  compress  it 
in  said  annular  chamber  for  forcible  Injection  and 
positive  direction  by  the  walls  of  said  port  toward 
the  discharge  station,  the  inlet  into  the  by-pass 
conduit,  and  the  injector  port  being  so  relatively 
proportioned  that  the  compression  of  air  in  the 


said  annular  chamber  will  be  of  such  a  degree 
that  the  air  passing  through  the  injector  port  into 
the  tube  passage  will  move  at  a  velocity  sufflclent 
to  produce  suction  in  the  carrier  passage  at  the 
carrier  approaching  side  of  the  injector  port  to 
counteract  the  suction  In  the  tube  between  the 
injector  port  and  the  by-pass  inlet,  thereby  to 
prevent  movement  of  air  in  the  carrier  passage 
from  the  Injector  port  to  the  by-pass  inlet,  and 
ensure  that  air  drawn  into  the  by-pass  conduit 
will  be  taken  from  the  tube  at  the  carrier  ap- 
proaching side  of  the  by-pass  inlet. 

2,015.959 
PNEUMATIC  DISPATCH  TUBE  APPARATUS 

John  T.  Needham.  North  Piainfield.  N.  J..  assigTior 
to  General  Conveyors  Limited.  Montreal.  Que- 
bec. Canada,  a  corporation  of  Canada 
Application  October  1.  1930,  Serial  No.  485.647 
Renewed  March  5.  1935 
6  Claims.      (CI.  243—7) 


4.  A  pneumatic  despatch  tube  apparatus  com- 
prising a  dispatch  tube  line  having  a  carrier  send- 
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ing  terminal  and  a  carrier  discharge  terminal 
spaced  therealong;  normally  inoperative  com- 
pressor means  to  force  air  into  the  tube  line  at 
the  sending  terminal;  a  normally  inoperative 
injector  device  having  a  restricted  injector  port 
of  material  length  opening  into  the  tube  line  at 
an  intermediate  point  between  said  terminals 
and  disposed  at  a  sharply  acute  angle  to  the  line 
to  Inject  air  into  the  line  and  positively  direct  It 
along  the  line  toward  the  discharge  terminal  and 
cause  a  forward  suction  between  the  sending 
terminal  and  the  injection  point;  means  to  de- 
liver air  under  pressure  to  said  port  for  forcible 
injection;  and  means  to  render  said  compressoi 
means  and  said  injector  device  operative  simul- 
taneously for  cooperation  to  quickly  set  the 
column  of  air  between  the  terminals  in  rapid 
motion  to  cause  an  uninterrupted  carrier-pro- 
pelling flow  of  air  from  the  sending  terminsd  to 
the  discharge  terminal. 


2.015.960 
FURNACE  CONSTRUCTION  AND  CONTROL 
MEANS  THEREFOR  • 

John  W.  Norris.  Marshalltown.  Iowa,  assignor  to 
Lennox  Furnace  Company,  Marshalltown.  Iowa, 
a  corporation 
Application  March  26,  1934.  Serial  No.  717,373 
12  Claims.     (CI.  236—11) 


1.  In  a  device  of  the  class  described,  a  heat 
generator  for  a  plurality  of  zones,  hot  air  con- 
duits from  said  heat  generator  to  said  zones, 
means  for  continuously  maintaining  circulation 
of  air  from  and  to  said  zones  and  through  said  hot 
air  conduits,  a  means  responsive  to  the  tempera- 
ture of  each  zone  for  controlling  the  tempera- 
ture of  the  air  supplied  from  the  hot  air  conduits 
to  the  zones  and  means  for  controlling  said  heat 
generator,  said  last  means  being  operable  to  cause 
the  heat  generator  to  operate  when  any  of  said 
means  responsive  to  the  temperature  of  each  zone 
is  in  position  for  raising  the  temperature  of  the 
air  supplied  from  the  hot  air  conduit  to  that  zone. 


2,01.5.961 

ELECTRICALLY  OPERATED  FLAG  SHAFT 

THROWING  MECH.^XISM 

Harvey    T.    Pierce.    Dayton.    Ohio,    assignor,    by 

mesne  asslsmments.  to  Central  United  National 

Bank.  Cleveland.  Ohio,  as  trustee 

Application  June  19.  1931.  Serial  No.  545.529 

8  Claims.     (CI.  23.') — 30) 

1.  In  a  taximeter,  a  motor,  a  flag  shaft,  a  gear 

looselv  mounted  on  said  flag  shaft  and  adapted 

to  be  driven  by  said  motor,  means  whereby  said 

gear  is  automatically  connected  to  said  flag  shaft 


60  as  to  rotate  said  flag  shaft  to  its  operative  po- 
sition, and  manual  means  whereby  said  flag  shaft 


may  be  caused  to  rotate  in  the  same  direction  to 
its  home  position. 


2,015.962 
ACOUSTIC  SWITCH 

Edward  Praetorius  and  Nathan   E.  Joaquin,  Los 
Angeles.  Calif.,  assignors  of  one-third  to  John  E. 
Stewart.  Los  Angeles,  Calif. 
Application  August  7,  1931.  Serial  No.  555,810 
7  Claims.     (CI.  200—52) 


1.  In  a  circuit  controller,  a  member  arranged 
to  be  directly  vibrated  by  the  reception  of  sound 
waves  through  the  air.  a  striker  carried  thereby, 
a  mobile  contact  arranged  to  be  struck  by  the 
striker,  and  an  inchned  guide  for  the  mobile 
contact. 


2.015,963 
SALVAGING    EQUIPMENT 

Elisha  L.  Rader.  Coeur  d'.^Iene.  Idaho 

Application  February  5.  1934,  Serial  No.  709,855 

6  Claims.     (CI.  9—9) 


1.  In  salvaging  equipment  for  a  sunken  ship, 
the  combination  with  a  buoyant  container  having 
a  salvage  cable  attached  thereto,  of  a  carrier 
connected  to  said  cable,  said  carrier  having  a 
countersunk  head  forming  a  recess  for  the  coiled 
cable,  and  a  coil-guard  comprising  a  resilient  flex- 
ible member  overlapping  the  coil  and  means  for 
securing  said  guard  to  the  head. 
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2.015.964 
FIRE  KINDLER 

James  W.  H.  Randall,  New  York.  N.  Y. 

No  Drawing.     Application  July  12,  1933, 

Serial  No.  680.147 

5  Claims.       CI.  44 — ID 

1.  A  Are  kindler  adapted  for  heating  anthra- 
cite and  the  like  to  an  igniting  temperature  and 
having  an  Inner  long  burning  body  and  a  thick 
outer  Igniter  shell  adapted  for  Ignition  with  a 
match,  said  body  comprising  ground  coal  bonded 
with  rosin  and  being  dense  and  hard  and  requiring 
a  high  temperature  and  prolonged  heating  to 
bring  about  its  ignition,  said  outer  igniter  shell 
being  integrally  united  with  the  body  and  extend- 
ing over  a  surface  thereof  and  composed  of  rosin, 
coarse  vegetable  matter  and  a  substantially  dry 
starchy  stiffening  agent  for  the  rosin,  the  vegeta- 
ble matter  and  the  stiffening  agent  being  dissemi- 
nated through  the  rosin,  the  stiffening  agent  being 
in  a  proportion  of  about  1  part  by  weight  for  each 
2  parts  by  weight  of  rosin. 


2.015.965 

PRESSER   FOOT  FOR   SHOE   STITCHING 

MACHINES 

WiJliam  C.  Re.  Glendale.  N.  Y. 

Application  December  4.  1929.  Serial  No.  411.404 

3  Claims.     (CI.  112 — 60) 


3.  A  stitch  level. ng  attachment  for  a  shoe  sole 
stitching  machine  of  the  class  producing  raised 
stitches  on  the  bottom  of  the  sole,  the  machine 
having  a  vibrating  presser  foot  lever  and  a  table 
with  an  awl  and  needle  slot,  said  attachment 
comprising  an  e  ement  attached  to  and  vibrat- 
ing with  said  lever,  characterized  by  the  combi- 
nat  on  of  two  angularly  related  parts  adapted  to 
cooperate  with  the  table  on  which  the  shoe  sole 
is  stitched  and  the  awl  and  needle  slot  in  such 
table,  one  of  said  parts  consisting  of  an  elon- 
gated bar  extending  in  the  direction  of  its  length 
longitudinally  of  the  table  and  slot  to  operate 
as  a  top  anvil-  ike  shield  for  the  sole  whereby 
to  limit  upward  displacement  of  the  sole  under 
the  upward  thrust  of  the  awl  during  the  stitch- 
ing operation,  and  the  other  of  said  parts  con- 
sisting of  a  straight  leveler  device  joined  at  one 
end  at  right  angles  to  said  bar  and  extending 
in  the  direction  of  its  length  transversely  of  the 
table  and  slot  entirely  across  and  beyond  the 
line  of  raised  stitches  to  act  directly  upon  and 
across  the  same  and  upon  the  sole  at  either  side 
of  the  raised  stitches  so  as  to  flatten  and  level 
the  raised  stitches,  whi  e  leaving  them  exposed, 
upon  and  to  the  level  of  the  sole  during  the  oper- 
ation of  the  presser  foot  lever,  the  inner  surface 
of  said  e'ement  being  defined  solely  by  the  inner 
surfaces  of  said  angularly  related  parts. 


f  2  015  966 

GARMENT   CARRYING   INIT 
Julius  Ritter.  Jr..  Racine.  Wis.,  assignor  to  Hart- 
mann  Trunk  Company.  Racine,  Wis.,  a  corpo- 
ration of  Wisconsin 
Application  June  15.  1934.  Serial  No.  730,777 

7  Claims.     (CI.  190 — 41) 
1.  A  garment  carrying  unit,  comprising,  a  frame 
member  having  a  ga*-ment  folding  edge,  a  gar- 
ment hanger  removably  mounted  upon  one  side 


of  said  member  near  the  opposite  edge  thereof, 
and  a  flexible  flap  attached  to  said  opposite  edge 
and  overlying  the  opposite  side  of  said  member 


to  confine  against  said  opposite  side  the  lower  end 
of  a  garment  which  has  been  bent  over  said  fold- 
ing edge. 


2,015.967 

MOTOR   CONTROL   CIRCl  IT 

John  D.  Ryder,  Cleveland,  Ohio,  assifcnor  to  Bailey 

Meter  Company,  a  corporation  of  Delaware 

Application  April  14.  1932.  Serial  No.  605.267 

11  Claims.     (CI.  172—239) 


Mil 


3.  The  combination  with  a  plurality  of  circuits, 
of  a  motor  having  a  rotor  and  a  plurality  of  field 
wind.ngs,  each  of  said  windings  connected  in 
one  of  said  circuits,  a  source  of  alternating  cur- 
rent for  energizing  said  circuits,  a  second  plu- 
rality of  circuits,  an  electron  discharge  device  in 
each  of  said  second  plurality  of  circuits,  and  a 
transformer  Inductively  coupling  each  of  said 
first -named  plurality  of  circuits  with  one  of  said 
second-named  plurality  of  circuits. 


2,015,968 

MEASURING    AND    CONTROLLING 

APPARATUS 

Joha  D.  Ryder,  Cleveland.  Ohio,  assignor  to 
Bailey  Meter  Company,  a  corporation  of  Dela- 
ware 

Application  April  14.  1932.  Serial  No.  605.268 
31  Claims,     i CI.  236 — 70j 


?4 
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10.  In  combination  with  means  for  producing 
an  electrical  potential  representative  of  the  mag- 
nitude of  a  variable,  a  plurality  of  electron  dis- 
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charge  devices  each  having  an  input  and  an  out- 
put circuit,  said  first-named  means  adapted  to 
control  the  energization  of  said  input  circuits, 
indicating  means  of  the  value  of  the  variable 
controlled  by  the  current  of  said  output  circuits, 
and  control  means  for  regulating  the  rate  of  ai>- 
plicatlon  of  an  agent  to  vary  the  magnitude  of 
said  variable  operated  in  unison  with  said  in- 
dicating means. 


2,015,969 
REAR  AXLE  GEAR  CASING 

Hemrich  Schlldknecht.  Gaggenau.  Germany,  as- 
signor to  Daimler-Benz  .Aktiengesellschaft, 
Stuttgart-Unterturkheim,  Germany,  a  Ger- 
man company 

AppUcation  April  5.  1933.  Serial  No.  664,625 

In  Germany  March  26.  1932 

12  Claims.     (CL  74 — 607) 


1.  In  a  rear  axle  casing  with  a  central  axle 
gearing  and  two  cross-shafts,  a  centering  surface 
in  the  casing,  concentric  with  an  axis  perpen- 
dicular to  the  cross-shafts,  and  a  separate  bear- 
ing carrier  for  each  of  the  two  cross-shafts  dis- 
posed adjacent  to  the  axle  gearing,  the  two  bear- 
ing carriers  forming  parts  of  a  ring  body  having 
a  turning  surface  for  centering  in  the  said  cen- 
tering surface,  as  and  for  the  purpose  set  forth. 


2,015  970 
INJECTION  SYRINGE 

Josef  Schoene.  Berlin.  Germany 

Application  December  23.  1933.  Serial  No.  703,767 

In  Germany  December  24.  1932 

5  Claims.     (CI.  128—218) 


r  I*'  r/ 


1.  An  injection  syringe  having  a  glass  cylinder 
and  a  glass  piston,  and  a  buffer-like  pad  of  soft 
metal  formed  on  the  working  end  only  of  said 
piston  as  an  extension  thereof. 


2015.971 
ASH  DUST  ELIMINATOR 
George  Z.  Sill.  Philadelphia.  Pa. 
Application  February  17.  1933.  Serial  No.  657,181 
1  Claim.     (CI.  126—242) 
In  a  device  of  the  character  described,  a  body 
having  an  open  lower  end  for  temporary  mount- 
ing upon  an  ash  receptacle  located  adjacent  a 
coal  burning   heating  appliance,  a   cne  shaoci 
top  on  the  upper    nd  of  said  body,  a  neck  project- 
ing upwardly  from  the  apex  of  said  top,  an  elbow 
conduit  section  rotatably  mounted  on  said  neck, 
a  second  elbow  conduit  section  telescopically  and 
rotatably  mounted  on  the  first  named  section. 
a  third  elbow  conduit  section  telescopically  and 


rotatably  mounted  on  the  second  named  section, 
all  of  said  sections  producing  a  conduit  the  outer 
free  end  of  which  is  rotatable  in  a  horizontal 
plane  for  movement  into  and  out  of  the  fire 
doorway  of  the  h  ating  appliance  without  shift- 
ing the  ash  receptacle  or  moving  the  body  rela- 
tive to  said  receptacle,  a  chute  carried  by  said 
body  leading  to  the  interior  thereof,  a  hanger 
adjustably  mounted  on  the  free  end  of  the  con- 


duit, a  tapered  hood  having  a  concave  wall  to 
fit  against  the  wall  of  the  heating  appliance 
above  the  clinker  or  ash  pit  door,  and  a  conduit 
leading  from  the  top  of  th?  hood  and  having  a 
right  angle  upper  end  adjustably  mounted  in 
the  hanger  whereby  said  hood  is  supported  with 
the  balance  of  the  apparatus  on  the  ash  re- 
ceptacle with  the  outlet  ends  of  both  conduits  in 
parallelism. 


o  ft  1  e  0"^ 

ARRANGEMENT  FOR  MIXING  TWO 
DIFFERE.VT   Sl'BSTANCES 

Andreas  Bernhard  Sodergren,  Gavle,  Sweden 

Application  November  16.  1933,  Serial  No.  698.381 

In  Sweden  November  24,  1932 

1  Claim.     (CI.  229— 56) 


An  original  single  package  for  packing  and 
preserving  two  or  more  substances  which  react  In 
respect  to  each  other  but  which  cannot  be  used  in 
the  way  they  are  intended  If  kept  in  one  common 
receptacle,  comprising  two  or  more  receptacles 
adapted  to  enclose  the  different  substances,  the 
receptacles  being  closed  and  fastened  together 
along  one  edge  and  having  their  discharging  or 
dispensing  edges  arranged  adjacent  and  parallel 
to  each  other,  and  string  means  for  simultaneous- 
ly ripping  said  parallel  discharging  edges  of  the 
envelopes  or  receptacles,  whereby  by  a  single  rip- 
ping action  the  simultaneous  discharge  of  the 
two  or  more  substances  in  the  separate  envelopes 
may  be  obtained. 


2.015.973 

BOILER -TUBE  CLEANER 

Harr'son  L.  Staley,  Martinsville,  Ind. 

Applicat'on  July  20,  1933.  Serial  No.  681.257 

8  Clafms.  (CI.  15—104.14) 
1.  A  tube  cleaner  having  a  revoluble  cutter 
head  which  comprises  a  body  with  radially  pro- 
jecting arms  thereon,  wings  mounted  on  said 
projecting  arms  and  arranged  to  slide  outwardly, 
a  longitudinally  extending  bolt  secured  in  each 
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of  said  wings  tx)  one  side  of  the  radial  line  of 
movement  of  said  wing,  rotary  cutters  mounted 
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on  said  bolt  and  means  to  limit  the  outward  move- 
ment of  said  wing  on  said  arm. 


2,015,974 
TOY  VEHICLE 
Benjamin  F.   Stannard,   Los  Angeles.  Calif.,  as- 
signor of  one-half  to  Walter  L.  Cochran.  Seat- 
tle, Wash.,  and  one -half  to  Richard  E.  Alex- 
ander, Mount  Vernon,  Wash. 
AppUcation  May  14,  1934.  Serial  No.  725,617 
1  Claim.     (CI.  272— 33) 


A  toy  vehicle  comprising  a  support  consisting 
of  a  vertically  disposed  thin  strip  of  material  of 
uniform  thickness  having  bearing  bars  secured  in 
front  and  rear  pairs  to  the  respective  sides 
thereof:  identical  front  and  rear  frame  members 
each  pivotally  connected  at  Its  upper  end  to  a  re- 
spective pair  of  the  aforementioned  bearing  bars; 
stop  devices  earned  by  said  frame  members  and 
disposed  to  contact  the  lower  edge  of  the  support; 
and  a  spring  for  normally  urging  the  frame  mem- 
bers toward  each  other  and  the  stop  devices 
against  said  lower  edge  of  said  support. 


2.015.975 

PISTON  MOLD  APPARATl'S 

I>eata  Sulprizio.  Oakland.  Calif. 

Application  May  15.  1934,  Serial  No.  725.687 

7  Claims.     (CI.  22— 75) 


6.  Piston  molding  apparatus  comprising  a  ver- 
tically supported  shaft,  a  hub  frame  pivoted  on 
the  shaft  for  horizontal  revolution,  a  plurality 
of  horizontally  extending  hollow  members  at- 
tached to  said  hub  frame  with  the  axes  of  the 


hollow  members  extending  respectively  past  op- 
posite sides  of  said  shaft,  a  plurality  of  brackets 
each  provided  with  a  shank  revolvably  extending 
Into  one  of  said  hollow  members  and  supported 
therein  for  revolution,  and  a  piston  mold  mount- 
ed on  each  bracket  for  reversal  with  said  bracket 
upon  revolving  the  bracket. 


2,015.976 

TABLE 

Alfred  H.  C.  Trepte  and  Ptncus  ShaliU, 

Los  Angeles,  Calif. 

Application  June  5,   1934.  Serial  No.  729.122 

2  Claims.     (CI.  311— 21) 


1.  A  table  structure  for  automobile  seats  hav- 
ing a  lap  robe  rail  at  the  back  thereof  comprising 
a  top  having  a  bracket  provided  at  one  end  with 
a  brace  formed  with  a  loop  to  hingedly  receive  the 
robe  rail  to  enable  the  top  to  be  folded  from  a 
vertical  position  In  back  of  the  seat  to  a  hori- 
zontal position,  and  said  brace  having  portions 
disposed  respectively  above  and  t)elow  the  loop 
and  adapted  to  firmly  engage  against  the  back 
of  the  seat  when  the  top  is  in  a  horizontal  posi- 
tion, and  a  prop  hinged  to  the  top  and  provided 
with  a  free  extremity  engageable  with  the  brace 
to  hold  the  top  against  downward  tilting  move- 
ment when  in  said  horizontal  position. 


2,015.977 
PRESSURE   REGl'LATOR 
Walter   L  Thrall.  Alhambra.  Calif.,   assignor,  by 
mesne  assignments,  to  Reliance  Regulator  Cor- 
poration.   Alhambra.    Calif.,   a   corporation    of 
California 
Application  November  6.  1931.  Serial  No.  573.379 
6  Claims.     (CI.  50— 27) 


1.  In  a  reducing  valve,  the  combination  of  a 
casing  having  a  valve-seat  and  opening  therein 
for  admitting  a  fluid,  a  valve  .seating  at  the  said 
opening,  guiding  means  for  the  valve  in  th.  form 
of  a  cylinder  at  the  rear  end  of  the  valve,  a  base 
member  carrying  the  cylinder  and  removably 
mounted  on  the  casing,  a  rock-shaft  mounted  in 
the  said  base  member  and  having  an  arm  con- 
necting with  the  valve  to  move  the  same  toward 
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or  from  its  seat,  a  pressure-controlled  member 
with  a  pressure  chamber  adjacent  to  the  same, 
and  a  disconnectible  connection  from  the  pres- 
sure controlled  member  to  the  rock-shaft  and 
operating  when  disconnected  to  permit  the  base 
member  and  valve  to  be  removed. 


2.015.978 
POSITIVE  LOCK  WRIST  PIN  AND  CRANK 

Richard  N.  Vickers,  Smackover,  Ark. 

Application  September  14,  1934,  Serial  No.  744,058 

5  Claims.     (CT.  74 — 600) 


1.  In  a  device  of  the  class  described,  the  com- 
bination of  a  crank,  a  spindle  carried  by  the 
crank,  a  stop  rib  reinforcing  the  crank  adjacent 
said  spindle,  a  nut  on  the  spindle  securing  the 
spindle  to  the  crank,  su-ms  extending  radially 
from  the  nut  and  from  the  spindle,  and  means 
carried  by  the  arm  of  the  nut  operatively  en- 
gaging the  crank  to  simultaneously  lock  the 
nut  and  hold  the  spindle  arm  impinged  against 
said  stop  rib  to  prevent  rotation  of  the  spindle 
on  the  crank. 


2.015.979 

SEAL    FOR    PUMPS 

Gunnar  A.  Wahlmark.  Rockford,  IlL 

Application  December  30.  1933.  Serial  No.  704,705 

4  Claims.     (CL  286—11) 


1.  In  a  machine  having  an  apertured  casing 
and  a  rotary  shaft  projecting  through  said  aper- 
ture, the  combination  of  a  mechanical  seal  be- 
tween said  shaft  and  said  casing  comprising  an 
exteriorly  tapering  bushing  formed  from  relative- 
ly .soft  metal  and  encircling  said  shaft,  a  clamp- 
ing ring  forced  endwise  along  said  tapered  sur- 
face of  the  bushing  to  fix  the  same  to  the  shaft 
and  prevrnt  leakage  of  fluid  between  the  shaft 
and  the  bu.shing,  a  seal  ring  encircling  the  shaft 
in  spaced  relation  thereto  and  adapted  for  an- 
nular flat  surface  contact  with  .said  bushing  in 
an  endwise  direction,  an  annular  flexible  dia- 
phragm of  impregnated  fluid-proof  fabric,  a  bush- 


ing for  securing  the  inner  edge  of  said  diaphragm 
in  leak-proof  relation  to  said  seal  ring  having 
a  radial  flange  adapted  to  be  disposed  on  one  side 
of  the  diaphragm  and  a  tubular  portion  ex- 
tending through  the  diaphragm  and  the  seal 
ring  and  securing  the  seal  ring  on  the  opposite 
side  of  the  diaphragm  to  clamp  the  same  there- 
between, a  spring  urging  the  seal  ring  into  con- 
tact with  the  bushing  secured  to  the  shaft,  an 
annular  ring  encircling  and  clamped  to  the  outer 
circumference  of  the  diaphragm  to  maintain  the 
same  flat  before  installation,  and  means  for  se- 
curing the  outer  circumference  of  the  diaphragm 
in  the  casing. 

2.015.980 

BRICK  MOLD 

Charles  E.  Walker.  Catskill,  N.  Y. 

Application  September  5.  1934.  Serial  No.  742,837 

9  Claims.     (CI.  2S— 119) 


4.  In  combination,  a  brick  mold  and  cooperat- 
ing die.  the  brick  mold  comprising  a  plurality  of 
box-like  sections  unitarily  related  and  having 
common  dividing  partitions,  the  straight  top 
edges  of  the  ends  of  said  sections  lying  in  a  com- 
mon plane,  and  the  straight  top  edges  of  the  sides 
of  said  sections  lying  in  another  common  plane 
at  a  slightly  higher  level  than  the  plane  of  the 
ends,  the  die  having  the  under-surface  grooved 
to  receive  the  extending  portions  of  the  sides  of 
said  sections,  so  as  to  contact  said  ends,  said 
brick  mold  and  die  being  relatively  slidable 
whereby  the  die  strikes  off  the  surplus  clay  from 
said  sections  leaving  the  plastic  bricks  in  said 
sections  at  the  level  of  the  straight  top  edges 
of  said  ends  and  below  the  level  of  the  straight 
top  edges  of  said  sides. 


2.015.981 
ELECTRICAL  FIXTURE 

Henry  S.  Wclfield.  San  Francisco.  Calif. 

Application  January  8.  1932.  Serial  No.  585.553 

1  Claim.     (CL  173—322) 


In  combinatiOTi  with  a  pair  of  parallel  conduc- 
tors; a  plate  having  a  pair  of  openings  each 
adapted  to  pass  said  conductors  and  intersecting 
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and  forming  opposed  projections  separated  the 
width  of  one  of  said  conductors  and  underlying 
each  of  said  conductors  respectively. 


2.015.982 

PORTABLE  ELECTRIC  PREWARMER  FOR 

AIRSHIP   ENGINES 

Ernst   Witzel.   Racine,   Wis.,    assignor   to   Young 

Radiator  Company.  Racine.  Wis. 

AppUcation  August  7,  1933,  Serial  No.  684,073 

4  Claims.     (CI.  219—39) 


1.  A  pre- warmer  of  the  class  described,  com- 
prising M.  detachable  enclosure  for  the  device  to 
be  warmed,  having  an  air  inlet,  a  portable  heat- 
ing unit  having  upper  and  lower  compartments, 
an  air  inlet  and  outlet  in  said  upper  compartment 
and  an  electric  fan  and  heating  elements  there- 
between, said  elements  positioned  transversely 
across  the  air  path  and  adjacent  said  air  outlet, 
flexible  means  for  connecting  said  upper  com- 
partment air  outlet  to  the  air  inlet  of  said  tempo- 
rary enclosure,  electrical  controlling  means  in 
said  lower  compartment  having  wire  connections 
leading  to  said  motor  and  elements  through  said 
partition,  a  flexible  cable  having  a  holding  reel 
therefor,  positioned  in  said  lower  compartment 
and  having  connections  to  said  controlling  means 
whereby  a  temporary  connection  may  be  made 
by  the  free  end  of  said  cable  to  a  remote  source 
of  electrical  supply. 


2.015,983 
COFFEE   MAKER 
Frank  E.  Wolcott,  West  Hartford,  Conn.,  assignor 
to  The  Silex  Company,  a  corporation  of  Con- 
necticut 

Application  February  5,  1935.  Serial  No.  5,099 
14  Claims.     (CI.  53 — 3) 


1.  A  seal  for  coffee  makers  or  the  like  compris- 
ing a  yleldable  seal  body  having  an  external  seal- 
ing area  and  an  axial  pas.sage  adapted  to  receive 
and  seal  a  coffee  maker  bowl  stem,  the  wall  of 
said  passage  comprising  upper  and  lower  sealing 
bands  engaging  said  stem  and  an  intermediate 
groove  of  increased  diameter  providing  a  thin 
flexible  wall  spaced  from  ?^id  stem  and  substan- 
tially spaced  from  the  opposite  ends  of  said  ex- 
ternal sealing  area. 


2,015,984 
TEMPERATURE    ALARM   DEVICE 

Cecil  R.  Wood,  Green  Mountain  Falls,  Colo. 

AppUcation  March   13.  1934.  Serial  No.  715,328 

1  CUim.     (CI.  116—106) 


In  a  temperature  alarm  device,  the  combina- 
tion of  a  guide  member  adapted  to  be  secured  to 
a  stationary  object;  a  rod  slidably  disposed  in 
said  guide  member  and  provided  with  a  transverse 
chamber  extending  diametrically  therethrough, 
and  exit  channels  communicating  with  said 
chamber;  a  fusible  spacer  member  disposed  in 
said  chamber;  and  a  stop  member  disposed  In 
said  chamber  adjacent  to  each  end  of  said  spacer 
member  so  as  to  be  held  apart  by  said  spacer 
memt>er  so  that  said  stop  members  normally  pro- 
trude out  of  said  chamber  to  form  stops  which 
cooperate  with  said  guide  member  to  prevent  said 
rod  from  sliding  forward  through  said  guide  mem- 
ber until  said  spacer  member  melts  and  permits 
said  stop  members  to  recede  within  said  chamber 
and  clear  said  guide  member. 

2,015.985 

TRAIN  ORDER  DELIVERY   DEVICE 

Carl  S.  Adams,  Minneapolis.  Minn.,  assignor  of 

one-half    to    Clinton    \.    Glenn,    Minneapolis, 

Minn. 

Application  May  3,  1935,  Serial  No.  19,697 

4  Claims.     (CL  258 — 2) 


-1 


•ft^*' 


1.  A  train  order  delivery  device  comprising  a 
mast,  a  hoop  having  a  depending  stem,  said  mast 
hav.ng  upper  and  lower  releasable  stem  holders 
and  adjacent  abutments,  the  latter  t>eing  located 
to  engage  the  base  of  the  hoop  and  normally  hold 
the  same  against  rotation,  but  serving  as  ful- 
crum-acting abutments  when  the  hoop  is  engaged 
and  said  stem  oscillated 

2015.986 
NINETY  DEGREE   DIAL  INDICATOR 
Erik  H.  Aldeborgh  and  Alfred  H.  Emery.  Pough- 
keepsie.  N.  Y.,  assignors  to  Standard  Gage  Com- 
pany. Inc..  Poughkeepsie.  N.  Y.,  a  corporation 
of  New  York 
AppUcation  June  29.  1934.  Serial  No.  732,978 

3  Claims.  (CI.  3.3—172) 
1.  In  a  dial  indicator  of  the  class  described, 
comprising  in  combination  with  a  casing  having 
an  Indicator  operating  plunger  mechanism  there- 
in, a  back  plate  for  ?aid  ca-^ing  and  a  contact 
plunger  for  operating  said  Indicating  mechanism 
mounted  within  said  back  plate  and  extending 
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therefrom,  of  means  for  imparting  movement 
from  the  contact  plunger  to  the  indicator  operat- 
ing plunger  comprising  an  anvil  attached  to  the 


Indicating-operating  plunger  and  a  loose  bidl 
mounted  In  said  back  plate  between  and  in  con- 
tact with  said  anvil  and  the  plunger. 


2.015.987 
FEEDING  MECHANISM  FOR  CAN  MAKING 
MACHINES 
Hugo  F.  Bayer,  La  Grange,  111.,  assignor  to  Con- 
tinental Can  Company.  Inc..  New  York,  N.  Y.,  a 
corporation  of  New  York 
AppUcation  October  14.  1933.  Serial  No.  693,651 
8  Claims.     (CI.  271—54) 


1.  A  can  making  machine  comprising  a  guide- 
way  along  which  metal  blanks  are  fed  to  an 
operating  station,  stops  for  positively  limiting 
the  advancing  movement  of  a  blank  at  the  op- 
erating station,  a  feeding  mechanism  for  inter- 
mittently moving  said  blank  to  and  from  said 
operating  station  including  continuously  tiavel- 
Ing  feed  dogs  contacting  with  a  blank  for  mov- 
ing the  same  along  the  guldeway,  and  cam  means 
operating  upon  said  dogs  for  retracting  the  same 
from  engagement  with  a  blank  as  said  blank  is 
brought  to  a  position  for  contact  with  the  stops. 


2.015,988 

DOOR  CHECK  AND  CLOSER 

Emil  Bommer.  Brooklyn.  N.  Y.;  Gustav  Bommer. 

John   F.   Voelkel,   and    Charles   F.    Gehrmann, 

executors  of  Emil  Bommer.  deceased 

AppUcation  January  4,  1933,  Serial  No.  650,091 

10  Claims.     (CI.  16—54) 

— ^ 


1.  In  a  door  check  and  closer,  the  combination 
with  a  checking  fluid  chamber,  of  a  stationary 


member,  a  door  supix)rting  spindle  associat«d 
with  the  stationary  member  for  relative  turn- 
ing, a  spring  urged  plunger  slidable  on  the  mem- 
ber and  engaged  with  the  spindle  to  cause  turning 
movement  of  the  latter,  a  valved  passage  in  the 
member  the  valve  of  which  is  below  the  spindle, 
forming  an  outlet  for  checking  fluid  from  the 
chamber,  the  valve  in  said  passage  being  ar- 
ranged to  resist  a  certain  amount  of  pressure 
exerted  by  the  checking  fluid  and  to  be  unseated 
when  such  pressure  becomes  excessive. 


2.015,989 
DOOR  CHECK  AND  CLOSER 

Emil  Bommer.  Brooklyn,  N.  Y.;  Gustav  Bommer, 
John  F.  Voelkel.  and  Charles  F.  Gehrmann, 
executors  of  Emil  Bommer.  deceased 

Original  appUcation  January  4.  1933.  Serial  No. 
650.091.  Divided  and  this  application  May  21, 
1934,  Serial  No.  726,752 

9  Claims.     (CI.  16—53) 
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1.  A  door  check  and  closer  having  a  spring 
urged  plunger  moving  against  checking  fluid  in 
a  chamber,  a  door  supporting  spmdle  engaged 
by  the  plunger  to  be  turned  thereby  for  closing 
the  door,  and  means  within  the  spindle  for  regu- 
lating the  checking  fluid  comprising  a  main  out- 
let and  a  valved  outlet  for  the  chamber,  having 
arrangement  so  that  as  the  main  outlet  is  covered 
by  the  moving  plunger  the  valve  of  the  valved 
outlet  will  be  actuated  by  the  fluid  pressure. 


2.015.990 

AUTOMATIC  CUTTING  MACHINE 

John  Alan  Booman,  Queens  Village,  N.  Y. 

AppUcation  May  21,  1935,  Serial  No.  22,627 

12  Claims.     (CL  164 — 48) 


1.  The  combination  with  a  cutting  mechanism 
including  a  reciprocating  punch  and  a  die  with 
which  the  punch  cooperates:  of  feeding  means 
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to  move  a  pad  of  leaves  of  paper  secured  together 
at  one  edge  across  said  cutting  mechanism, 
operating  means  to  reciprocate  the  punch  and  to 
operate  the  feeding  means  in  a  step-by-step 
movement  past  the  die  in  synchronism  with  the 
operation  of  said  punch,  and  guide  means  ar- 
ranged to  swmg  the  free  end  of  one  leaf  of  the 
pad  away  from  the  remainder  of  the  pad  and  to 
guide  said  free  end  between  the  punch  and  die. 


2.015.991 
ALLOY  STEEL  FOR  FNTERNAL  COIVIBrSTION 

ENGINE  VALVES  AND  ASSOCIATED  PARTS 
Walter  R.  Breelcr,  Troy.  N.  Y.,  assiirnor  to  Lud- 
lum  St«el  Co..  Watervliet,  N.  Y..  a  corporation 
of  New  Jersey 

Application  January  4.  1935.  Serial  No.  411 
10  Claims.      CI.  75— 1) 


*9    ?    >    i    S    i 


1.  An  alloy  steel  for  use  in  valves  of  internal 
combustion  engines  having  in  its  soft  annealed 
condition  a  substantially  sub-martensitic  micro 
structure  and  characterized  by  its  high  resistance 
to  corrosive  loss  when  subjected  to  attack  by  lead 
oxy  bromide  at  valve  operating  temperatures; 
said  steel  containing  carbon  from  0.20%  to  2.0%, 
chromium  from  10%  to  25%,  silicon  from  more 
than  1%  to  6%,,  nickel  from  0.65%  to  under  4%, 
and  iron  from  52%  to  about  87%. 


2.015.992 

CLOSURE  FOR  COLLAPSIBLE  TUBES 

Joseph  J.  Burch.  Warren.  Ohio 

Application  December  14.  1933.  Serial  No.  702.407 

Renewed  February  21.  1935 

1  Claim.     (CL  221— €0j 


"6    M 


In  a  device  of  the  character  described,  a  col- 
lapsible tube  having  a  neck,  a  hollow  valve  mem- 
ber having  a  sliding  fit  within  said  neck,  a  pair 
of  oppositely  inclined  arms  secured  at  one  end  to 
the  valve  member  at  diametrically  opposite  sides 
thereof,  said  arms  converging  inwardly  of  the 
valve,  an  eye  integral  with  and  connecting  said 
arms,  and  an  elastic  member  having  one  end  con- 
nected to  said  eye.  and  having  its  opposite  end 
passing  through  said  tube  and  connected  to  the 
opposite  end  of  said  tube. 


2,015,993 

UNIVERSAL  ROLLING  WINDOW  SCREEN 

Frank  S.  Drake.  Fort  Thomas,  Ky. 

Application  March  20.  1934.  Serial  No.  716.448 

13  Claims.     (CI.  156 — 39) 


1.  A  sliding  window  screen  for  horizontal  op- 
eration in  window  openings,  comprising  a  spring 
roller  housing,  a  closure  member  attached  there- 
to, said  closure  member  having  a  draw-bar,  a 
guide  member  for  attachment  to  a  window  sill, 
and  a  guide  member  attached  to  a  vertically  slid- 
ing sash,  the  position  of  said  last  mentioned 
member  varying  with  the  position  of  said  sash. 
and  an  end  member  to  which  said  draw-bar  may 
be  attached. 


2,015.994 
MARKING  MACHINE 
Charles  F.  Eaton.  West  Newbury.  Mass..  assiirnor 
to    Perfection    Marker    Company.    Cambridge, 
Mass.,  a  corporation  of  Massachusetts 
AppUcaUon  May  5.   1934.  Serial  No.  724.036 
♦.  7  Claims.     (CL  101— 297) 


6.  Marking  apparatus  comprising  a  supporting 
member,  a  marking  plate  secured  to  said  support- 
ing member,  and  a  template  pivotally  connected 
to  said  supporting  member  and  operative  to  posi- 
tion a  blank  to  be  marked  in  registry  with  said 
marking  plate  when  said  supporting  plate  and 
template  are  swung  into  closed  position. 


2.015.995 

FIRE  PREVENTING  AND  EXTTNGLTISHING 

SYSTEM  FOR  AIRCRAFT 

Claire  L.  Egtvedt.  Seattle.  Wash.,  assiirnor  to 
Boeing:  Airplane  Company.  Seattle.  Wash.,  a 
corporation  of  Washington 

Application  January  13.  1934.  Serial  No.  706,521 
25  Claims.     fCl.  169—2) 
7.  In  an  aircraft  or  like  automotive  vehicle,  in 

combination  with  a  fuel  supply  source,  an  engine. 
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and  a  connecting  fuel-filled  tube,  a  source  of  fire- 
extinguishing  fluid,  a  sheathed  wire  paralleling 
the  tube,  the  sheath  thereof  being  secured  to  the 
tube,  and  the  wire  being  secured  to  a  point  adja- 
cent the  engine,  and  means  operable  by  a  pull 
on  said  wire  to  discharge  the  fluid  Into  the  tube. 

15.  The  method  of  preventing  fire  following  a 
crash  of  an  airplane,  which  results  in  breakage 
of  a  fuel-filled  tube,  which  consists  in  discharg- 
ing a  flre-extlnguishlng  fluid  under  pressure  into 
such  tube,  and  thence  to  the  atmosphere  through 
such  break. 


2iO  o  c 
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23.  In  combination  with  a  fuel-flUed  tube,  a 
tight  container  filled  with  fire-extinguishing 
fluid,  means  operable  automatically  by  violent 
breakage  of  said  tube  to  discharge  such  fluid 
from  said  container,  In  the  vicinity  of  the  break. 


2,015.996 

DOmLE   DOOR  COORDINATOR 

Homer  A.  Eichacker,  Indianapolis.  Ind..  assiirnor 

to  Vonnegrut  Hardware  Company,  Indianapolis, 

Ind.,  a  corporation  of  Indiana 

Application  January  11,  1935,  Serial  No.  1,304 

15  Claims.     lO.  20—16) 


1.  A  door  coordinator  for  independently  mov- 
able companion  doors  comprising  a  pivotal  stop 
arm  to  be  engaged  by  a  normally  used  door  to 
block  closing  movement  of  said  door  at  a  point 
permitting  clearance  of  a  companion  normally 
unused  door,  a  separate  movable  trip  arm  to  be 
engaged  by  said  companion  door  closely  adjacent 
closed  position  thereof,  and  means  connecting 
said  arms  whereby  positioning  of  the  stop  arm  in 
door  blocking  position  is  dependent  upon  said 
trip  arm. 


2.015,997 
LIQUTD    METERING    DE>TCE 

Thomas  Arthur  Fee,  Jr.,  Vancouver.  British  Co- 
lumbia, Canada,  assig^nor  to  Gasoline   Energry 
Distributors   Limited.   Vancouver.   British   Co- 
lumbia, a  corporation  of  British  Columbia 
Application  April  26.  1933.  Serial  No.  668.024 

10  Claims.  (CI.  221—100) 
1.  A  liquid  metering  device  emlxDdying  a  meter- 
ing reservoir;  and  an  upwardly  projecting  liq- 
uid tight  overflow  return  means  having  an  up- 
per opening  In  communication  with  said  res- 
ervoir and  having  thermostatically  longitudinally 
contractible  and  expansible  walls  below  said  up- 
per opening,  said  contractility  and  expansibility 
being  in  magnitudes  which  accurately  compen- 
sate for  temperature  variations  in  the  liquid  be- 
ing metered,  whereby  the  maximum  level  of 
liquid  and  thereby  a  meterable  unit  of  liquid 


In  said  metering   reservoir   may   be   accurately 


varied   in   response   to   thermostatic   responsive 
means. 

2  015  998 

SUCTION  APPARATUS 

Rene  Foreau,  Ruell.  France,  assigrnor  to  Socicte 

Anonyme      des     Anciens     Etablissements     A. 

Chanard,  Rueil  <  Seine  and  Oise  i ,  France 

AppUcation  September  24.  1934,  Serial  No.  745,358 

In  France  September  4.  1934 

3  Claims.    iCL  98 — 66) 


1.  In  a  suction  apparatus,  nozzles  distributed 
on  the  periphery,  said  nozzles  being  constituted 
by  plane  vertical  walls  forming  between  them  an 
angle  approximating  30%  vertical  partitions  di- 
viding the  said  nozzles  into  two  halves,  the  edge 
of  said  partitions  turned  toward  the  interior  being 
free  from  any  screen  while  the  outer  edge  is  com- 
bined with  a  screen,  the  whole  preventing  the 
penetration  of  rain. 

2.015.999 
TUBE  CAP 

Cnrt  P.  Frank.  Plattsburg.  N.  Y. 

Application  January  7,  1935,  Serial  No.  770 

8  Claims.     (CL  221—60) 


1.  A  tube  cap  comprising  a  pair  of  jaw  mem- 
bers,  a   pivot  securing  said  jaw   members   to- 
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gether.  a  threaded  aperture  extending  through 
one  of  said  jaw  members,  and  finger  grip  means 
integral  with  said  jaw  members  cooperating  with 
said  pivot  for  pinching  said  jaw  members  to  open 
position. 


2016.000 

NUT  LOCK 

Claude  L.  Freeland,  Bristow,  Okla. 

Application  August  22.  1934.  Serial  No.  740,989 

3  Claims.     (CI.  151—15) 


1.  A  nut  lock  comprising  main  and  check  nuts, 
contactmg  ramps  on  the  nuts,  said  ramps  hav- 
ing shoulders,  an  interfltting  cylindrical  flsinge 
and  circular  chamber  on  and  in  the  respective 
nuts,  the  flange  on  one  nut  havmg  notches  open- 
ing outwardly  of  the  nuts  and  the  other  nut  hav- 
ing a  hole,  a  pin  insertable  in  the  hole  and 
through  one  of  the  notches,  and  marks  on  the 
respective  nuts,  said  marks  registering  when  one 
of  the  notches  clears  the  shoulder  of  said  other 
nut  upon  separation  of  said  shoulders  by  a  coun- 
terturn  of  said  other  nut  on  a  threaded  member 
mutually  carrying  both  nuts. 


2.016,001 
TUFT    PILE    FABRIC    LOOM 
William  C.  Fuge  and  James  W.  Rush.  Thompson- 
ville,     Conn.,     assignors     to     Bigelow-Sanford 
Carp«t  Co.,  Inc.,  Thompsonville,  Conn.,  a  cor- 
poration of  Massachusetts 
AppUcation  May  13.  1932.  Serial  No.  611,012 
5  Claims.     (CI.  139 — 8) 


MK-^ 


1.  In  a  tuft  pile  fabric  loom,  the  combination 
of  the  breast  beam  at  the  front  of  the  loom  over 
which  the  fabric  passes  as  It  is  woven,  a  breast 
plate  motmted  on  the  loom  frame  rearward  of 
the  breast  beam  and  having  a  fabric  supporting 
surface  on  which  the  fabric  rests  £is  it  Is  woven. 
a  nose  mounted  at  the  rear  of  the  breast  plate 
and  having  a  fabric  supporting  surface  in  the 
plane  of  the  fabric  supporting  surface  of  the 
breast  plate,  rods  for  supporting  the  nose  rear- 
ward of  the  breast  plate  and  means  for  moving 


the  nose  rearwardly  from  and  frontwardly  to- 
wards the  rear  end  of  the  breast  plate  with  the 
fabric  supporting  surfaces  in  the  same  plane. 


2.016.002 

ORCHARD   HEATER 

Carl  A.  Fupit,  Alhambra.  Calif. 

Application  July  24,  1933.  Serial  No.  681,933 

6  Claims.     (CI.  126—59.5) 


^■m  w  wnt  rtf  '> '"  "t »'  f"  "  -'fi 


1.  An  orchard  heater  including  a  three-part 
casing,  to-wit,  an  open  ended  body,  a  spreader 
plate  spacedly  held  at  one  end  of  said  body,  and 
a  pan  spacedly  held  at  the  opposite  end  of  said 
body,  a  fuel  supply  pipe  passed  diametrically 
through  said  body,  a  chambered  nozzle  included 
in  the  space  between  the  plate  and  one  end  of 
the  body,  said  fuel  supply  pipe  communicating 
with  the  chamber  of  said  nozzle,  a  plate  formed 
with  an  annular  series  of  carbureting  slots,  said 
nozzle  being  provided  with  an  orifice  tip  extend- 
ing exteriorly  thereof  and  within  the  chamber, 
said  orifice  tip  being  directed  toward  the  central 
portion  of  the  said  second  plate,  and  a  generator 
plate  within  the  pan  of  the  casing;  the  arrange- 
ment being  such  that,  when  fuel  oil  is  ignited 
within  the  pan  and  on  the  generator  plate,  the 
heat  of  burning  thereof  will  heat  any  fuel  passed 
through  the  fuel  line  into  the  chamber  of  the 
nozzle,  the  plate  provided  with  air  inlets,  and 
said  nozzle,  to  in  turn  gasify  said  fuel  and  direct 
said  gasified  fuel  through  said  orifice  tip  down- 
wardly against  said  second  plate,  the  air  inlets  of 
said  second  plate  functioning  to  direct  air  passed 
through  the  space  included  between  the  pan  and 
the  body  to  form  a  burnable  mixture  with  said 
gas,  combustion  of  which  is  spread  outwardly  and 
downwardly  relative  to  said  body  by  the  spreader 
plate. 


2,016.003 

HUMIDIFIER 

John  M.  Gantvoort.  Sewickley,  Pa. 

Application  November  21.  1930.  Serial  No.  497.201 

15  Claims.     (CL  261— 14) 
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1.  A  humidifier  comprising  a  primary  air  and 
steam  mixer  having  a  steam  nozzle  outside  of 
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and  directed  into  the  mixer  for  inducting  air 
into  the  mixer  and  supplying  water  vapor  there- 
to, and  a  secondary  mixer  comprising  an  air 
conduit,  the  outlet  of  the  first  mixer  constitut- 
ing an  inducting  nozzle  for  the  second,  said  steam 
nozzle  constituting  the  primary  means  for  ef- 
fecting the  fiow  of  air  through  the  humidifier 
whereby  the  fiow  of  air  is  always  proportioned 
to  the  amount  of  water  vapor  supplied. 


2.016.004 
ELECTRIC  CABLE  INSTALLATION 
Frazer  W.  Gay,  Newark.  N.  J..  assig:nor  to  General 
Cable  Corporation.  New  York,  N.  Y.,  a  corpora- 
tion of  .New  Jersey 

Application  August  2.  1929,  Serial  No.  382  898 
11  Claims.     (CL  173—268) 


1.  The  combination  with  adjacent  electric  high 
voltage  cable  sections  each  having  a  central 
main  conducting  core  enclosed  in  a  wall  of  insula- 
tion and  an  outer  sheath,  of  a  joint  for  connecting 
said  sections,  the  end  portions  of  said  cable  sec- 
tions having  their  sheaths  removed  and  said  por- 
tions extending  into  said  joint  and  having  their 
insulation  cut  away  in  steps  of  progressively  in- 
creasing length  from  the  cable  sheaths  to  their 
conductors,  coupling  means  for  electrically  con- 
necting the  conductors  of  said  cable  sections  end- 
to-end  within  said  joint,  and  a  plurality  of  con- 
ducting members  mounted  on  and  encircling  said 
steps,  said  conducting  members  being  shaped  to 
provide  surfaces  flaring  outwardly  from  the  step 
surfaces  adjacent  the  ends  thereof  nearest  the 
cable  sheath. 


2,016.005 

DOG  BASKET 

Ettore  Giannasca,  New  York,  N.  Y. 

Application  January  24,  1935,  Serial  No.  3,367 

2  Claims.     (CL  119—15) 


1.  A  dog  basket  including  a  bottom,  a  body  part 
including  an  upstanding  wicker-like  wall  portion 
arranged  throughout  the  back  and  ends  and 
spaced  parts  of  the  front  of  said  bottom,  a  pair 
of  end  posts  extending  through  the  ends  of  said 
wall  portion  and  located  adjacent  each  side  of  the 
transverse  median  of  said  bottom  at  the  front  of 
the  latter  to  provide  a  combined  entrance  and 
exit,  and  a  set  of  spaced  parallel  vertically  dis- 
posed posts  arranged  between  said  pair  of  posts 
secured  against  and  extending  above  the  edge  of 
said  lx)ttom  and  threaded  through  said  wall  por- 
tion, and  said  body  part  beine  formed  throughout 
its  top  with  a  reinforcing  element  provided  with 
sockets  for  receiving  the  upper  ends  of  said  posts. 

459  O.  O.— 0 


2,016,006 
SHAKING  MECHANISM 

Thomas  Watson  Hall  and  Arthur   Legrgett.  Ips- 
wich, England,  assignors  to  E.  R.  &  F.  Turner 
Limited,  Ipswich,  England 
Application  March  28.   1935.  Serial  No.  13,521 
In  Great  Britain  March  27,  1934 
6  Claims.     (CL  74—61) 


1.  A  shaking  mechanism  comprising  in  combi- 
nation two  shafts  parallel  with  one  another,  two 
systems  of  mass  supported  respectively  by  the 
shafts,  each  system  having  its  centre  of  gravity 
eccentric  with  respect  to  the  axis  of  the  respec- 
tive shaft,  means  rotatably  supporting  the  two 
shafts  at  each  side  of  the  mass  supported  by  the 
shafts  and  in  a  plane  at  right  angles  to  the  direc- 
tion of  shaking  movement,  and  means  rotating 
the  two  masses  at  equal  angular  velocities  and  in 
opposite  directions,  the  two  masses  being  consti- 
tuted by  a  plurality  of  spaced  elements  which 
sweep  in  their  rotation  through  circular  overlap- 
ping zones  and  the  two  masses  being  disposed  to 
provide  equal  centrifugal  forces  and  zero  couple 
in  any  plane  parallel  with  the  axes  of  rotation. 

2.016.007 

RADIATOR 

Jacob  Ludvig  Hellen.  Klofta.  Norway 

Application  May  4.   1933.  Serial  No.  669,441 

In  Norway  May  7,  1932 

9  Claims.     (CL  257—139) 


m— 


1.  A  radiator  comprising  two  plates  connected 
along  their  edges,  one  of  the  plates  being  pro- 
vided with  hollow  ribs  for  the  heating  medium, 
the  parts  of  this  plate  between  the  ribs  being 
bent  in  some  places  in  the  direction  away  from 
the  other  plate  so  as  to  form  passages  between 
adjacent  ribs. 

2.016.008 
ART      OF      HANT)LINC..      CONVEYING,      ANT) 
TREATING    BULK    FIBROUS    AND    OTHER 
MATERIALS 

Nelson  B.  Henry.  Columbus,  Ga. 

Application  January  4.  1933.  Serial  No.  650,195 

11  Claims.     (CL  19—74) 

6.  The  method  of  cleaning  cotton,  which  con- 
sists in  moving  a  mass  of  such  cotton  over  a  fo- 
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raminated  surface,  and  at  the  same  time  applying 
a  separating  pull  to  the  fibers  thereof  in  a  direc- 


tion substantially  lateral  to  that  of  movement  of 
the  mass  during  the  entire  extent  of  movement 
of  the  mass. 


2.016,009 

CASE 

Frank  W.  Johnson,  Soath  Pasadena,  and  Harold 

H.  Patterson,  Los  Angeles,  Calif. 

AppUcation  July  29.  1932.  Serial  No.  626,193 

1  Claim.     (CI.  206—72) 


In  a  device  of  the  character  disclosed,  a  case, 
a  chip  tray  hinged  at  its  rear  end  to  the  base 
of  said  case  to  swing  completely  into  the  case  or 
to  swing  outwardly  of  the  case  into  a  position 
with  its  forward  end  above  the  case,  said  tray  be- 
ing formed  with  longitudinal  channels  for  hold- 
ing chips,  a  pull  rod  mounted  in  said  case,  a  link 
connected  to  said  pull  rod  and  to  said  tray,  and 
an  actuating  member  connected  to  said  pull  rod 
and  extending  through  the  front  end  of  said  case 
for  pulling  said  rod  forwardly  or  pushing  It 
rearwardly  for  swinging  said  tray  through  the 
medium  of  said  link,  outwardly  or  inwardly  of 
said  case. 


2,016,019 

NECKTIE  HOLDER 

Frank  J.  Kempf.  Chica8:o.  111. 

Application  November  5,  1934,  Serial  No.  751,651 

1  Claim.     (CI.  2—153) 


9^    * 


A  device  of  the  character  described,  a  frame 
formed  from  a  single  length  of  wire  bent  to  pro- 
vide a  pair  of  upwardly  diverging  arms  having 
lateral  out-turned  tips  and  an  upwardly  extend- 
ing loop  rearmost  of  the  arms  for  clamping  en- 
gagement with  the  collar  button,  and  a  spread 
plate  connected  with  the  arms  and  having  an 
upwardly  tapered  portion  between  same  and 
adapted  for  the  tying  and  forming  of  a  knot  of  a 
necktie  thereon,  the  loop  having  a  portion  dis- 
posed at  an  inward  angle  with  respect  to  the  said 
spread  plate  and  extending  to  a  point  above  the 
uppermost  portion  of  said  spread  plate. 


2,ei6,011 

WIRELESS  AERIAL 

Arnold  Frederick  Kent.  Lee  Moor.  Comwood, 

Enfland 

AppUcation  Aairast  6,  1934.  Serial  No.  738.(30 

In  Great  BriUin  Augost  18.  1933 

5  Claims.     (CI.  250 — 33) 


I 


1.  A  wireless  aerial  capable  of  remaining 
erected  without  support  at  its  further  extremity, 
comprising  a  thin  walled  hollow  elongated  metal 
cone,  a  clamp  secured  to  the  base  of  said  cone  and 
means  for  connecting  said  clamp  to  a  support, 
said  means  being  insulated  from  the  clamp. 


2,016.012 
ELECTRIC  CURRENT  CONVERTING  SYSTEM 

Erwin  Kern,  Wettinfen.  Swltserland,  assiirnor  to 
Aktienffesellschaft  Brown  Boveri  &  Cie..  Baden, 
Switseriand,  a  joint-stock  company  of  Switser- 
land 

AppUcation  April  22,  1931.  Serial  No.  532,107 

In  Germany  April  28,  1930 

3  CUims.     (CL  175—363) 


1.  In  a  system  for  transmitting  electric  energy 
from  a  direct  current  line  to  a  polyphase  alter- 
nating current  line,  an  electric  power  rectifier  of 
the  metallic  vapor  arc  type  having  anodes,  a 
cathode  and  control  Rrid.s  therein,  a  main  trans- 
former connecting  the  anodes  of  said  rectifier 
with  the  alternating  current  line,  an  auxiliary 
transformer  having  windings  severally  connected 
with  the  grid.s  and  with  said  cathode,  a  phase 
shifter  connecting  the  second  said  transformer 
with  the  alternating  current  line,  and  ohmic  re- 
sistances severally  connected  with  the  said  wind- 
ings and  with  said  cathode  to  reduce  the  react- 
ance and  to  suppress  oscillations  in  the  circuits 
thereof. 
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2,016,013 
DYESTUFFS  OF  THE  OXAZINE  SERIES  AND 

THEIR  PRODUCTION 
Georgr    Kriinzlein.    Heinrich    Greune,    and    Max 
Thiele,  Frankfort-on-the-Main.  Germany,  as- 
signors to  General   Aniline   Works,  Inc.,   New 
York,  N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    AppUcation  October  10,  1930,  Serial 
No.  487,900.    In  Germany  October  19.  1929 

16  Claims.     (CL  260 — 28) 
1.  The  process  which  comprises  reacting  upon 
a  compound  of  the  following  formula 

ci  X 


where  X  stands  for  hydrogen,  alkyl  or  benzyl 
with  bromine  or  chlorine  in  the  presence  of  an 
inert  Uquid  diluent. 


2.016.014 

VISUAL  COMPARATOR 

Francis  W.  Mackenzie,  Dayton.  Ohio,  assiimor  to 

The    ShefHeld    Machine    and    Tool    Company, 

Dayton,  Ohio,  a  corporation  of  Ohio 

AppUcation  December  28,  1931,  Serial  No.  583,499 

2  Claims.     (CL  33—147) 

.3. 


1.  In  yn  object  gaging  device  of  the  type  de- 
scribed, a  support,  an  indicating  member  pivoted 
at  one  end  to  said  support,  a  plunger  between  the 
object  to  be  gaged  and  the  said  end  of  the  pivoted 
indicating  member  for  causing  an  amplified 
movement  of  said  member  corresponding  to  a 
variation  in  the  dimension  of  the  object,  a  ball, 
an  adjustable  slide  in  said  support,  and  a  flat 
spring  secured  at  one  end  to  said  slide  and  formed 
at  its  other  end  with  a  hole  of  less  diameter  than 
the  ball  to  hold  the  latter  in  an  adjusted  position 
between  the  adjacent  end  of  the  plunger  and  the 
indicating  member  to  vary  the  ratio  of  amplifica- 
tion of  its  movement  to  the  plunger. 


2.016.015 

GEAR   SHIFTING   MECHANISM 

Ovid  E.  Mark.  San  Diesro.  CaUf. 

AppUcation  Anrust  28.  1933.  Serial  No.  687.149 

12  Claims.     (CL  74—334)  | 

1.  In  a   gear  shifting  mechanism  adapted  to  | 

operate  a  vehicle  transm.ission,  wherein  there  are  i 


provided  elements  arranged  In  i>airs  and  con- 
nected with  each  shifting  gear  of  the  transmission 
to  effect  opposite  movement  of  said  shifting  gear 
from  one  operating  position  to  the  other  through 
neutral  position,  selector  means  for  setting 
said  elements,  means  for  shifting  said  elements 
to  dispose  the  shifting  gears  in  a  neutral  posi- 
tion and  to  further  act  upon  the  selected  ele- 
ment to  move  the  corresponding  shifting  gear  to 
an  operating  F>osition;  the  combination  with  said 
selector  means  and  each  pair  of  elements,  of  an 


'-Si- 


instrumentality  arranged  to  be  engaged  by  said 
selector  means  and  to  co-act  with  said  elements, 
devices  carried  by  said  instrumentality  and  said 
elements  arrange-d  to  select  first  one  then  the 
other  of  said  elements  upon  repeated  action  of 
the  shifting  means  causing  the  shifting  gear  con- 
nected with  said  elements  to  move  from  one  oper- 
ating position  to  another,  and  means  arranged 
In  cooperative  relation  therewith  for  rendering 
said  instrumentality  inoperative  when  set  by  said 
selector  means  while  the  elements  coacting  there- 
with retain  the  corresponding  shifting  gear  in  its 
neutral  position. 


2,016.016 
ROLLING  MILL 
Erik  W.  Mikaelson.  Easton.  Pa.,  and  Alexander  K. 
Hamilton.  Chicaifo.  111.,  assignors  to  TreadweU 
Engineering  Company.  Easton,  Pa.,  a  corpora- 
tion of  Pennsylvania 
Application  February  15,  1934.  Serial  No.  711,412 
15  Claims.     (CI.  80—56) 


1.  A  rolling  mill  comprising,  in  combination,  a 
housing,  a  cage  formed  separately  from  the  hous- 
ing, two  pmrallel  roll  arbors,  one  rotatably  sup- 
ported by  the  housing  and  the  other  by  the  cage, 
means  for  laterally  adjusting  the  position  of  the 
cage  with  respect  to  the  housing,  and  means  for 
longitudinally  adjusting  the  cage  with  respect  to 
the  housing,  said  last  mentioned  means  permit- 
ting lateral  movement  of  the  housing  at  all  times. 


2.016.017 
COTTON   HANDLING  APPARATUS 
Alfred  R.  Muirhead,  Columbus,  Ga..  assignor  to 
Lummus  Cotton  Gin  Company,  Columbus,  Ga., 
a  corporation  of  Georgia 
AppUcation  December  28.  1932.  Serial  No.  649.218 
13  Claims.     (CI.  19—37) 
6.  Cotton   handling    apparatus   comprising   in 
combination,  a    gin    having    a    movable    breast 
means  for  cleaning  and  suppljang  cotton  to  the 
gin  breast,  said  means  including  feed  rolls,  means 
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for  operating  said  feed  rolls,  means  for  stopping 
operation  of  the  feed  rolls  on  movement  of  the 
gin  breast  from  ginning  position,  an  actuating 
lever  fulcrumed  between  its  ends  and  constitut- 
ing an  element  of  the  feed  roll  stopping  means, 
gin  breast  carried  means  connectible  with  said 
actuating  lever  for  rocking  it  on  ts  fulcrum  upon 
movement  of  the  gin  breast,  and  means  for  con- 
necting said  gin  breast  carried  means  with  said 
actuating  le^-er  on  either  side  of  the  fulcrum  of 
said  actuating  lever. 

9.  In  a  cotton  hulling,  cleaning  and  separat- 
ing mechanism,  a  saw  cylinder,  a  conveyor  roll 
adjacent  thereto  for  moving  cotton  longitudinally 
of  said  cylinder  in  contact  therewith,  means  for 
delivering  material  from  the  ends  of  <aid  roil,  a 

V        .  7 


second  conveyor  roll  adjacent  said  saw  cylinder 
beneath  said  first  named  roll  and  receiving  at  its 
ends  material  discharged  from  said  first  roll,  a 
baffle  between  said  rolls  and  terminating  in  in- 
wardly spaced  relation  from  each  end  of  the 
rolls,  a  third  conveyor  roll  adjacent  the  saw  cyl- 
inder beneath  said  cylinder  below  and  to  one 
side  of  said  second  roll,  a  trough  beneath  said 
second  roil,  a  material  delivery  chute  between 
the  central  portion  of  said  trough  and  the  cen- 
tral portion  of  said  third  roll,  baffle  means  be- 
tween said  second  and  third  rolls  except  at  said 
chute,  and  an  arcuate  guard  covering  the  area 
of  said  saw  cylinder  immediately  above  the  extent 
of  said  chute  and  the  central  portion  of  said  third 
roll. 


2.016.018 

SEAT  BOTTOM  FOR  FURNITURE 

John  H.  Mulder,  Atlanta,  Ga.,  and  Henry  H. 

Mulder.  MichUan  City.  Ind. 

AppUcation  April  4.  1934,  Serial  No.  718,976 

1  Claim.       CI.  155—179) 

4  / 


,/•- 
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ing  flange  contacting  with  the  outer  side  face 
of   a   bar.  and   its  other  end  provided  with  an 

inwardly  and  downwardly  extending  Up  diverg- 
ing from  the  inner  side  face  of  the  bar,  bolts 
extending  through  the  attaching  flanges  and  bars 
and  having  threaded  ends  projecting  from  the 
inner  faces  of  the  bars  and  overhung  by  the  lips 
of  the  brackets,  nuts  threaded  upon  the  threaded 
inner  end  portions  of  the  bolts  and  disposed  be- 
neath the  lips  in  contact  therewith  to  prevent 
rotation  of  the  nuts,  a  seat  supporting  structure 
within  the  frame,  plates  carried  by  the  seat  sup- 
porting structure  and  provided  with  lips  extend- 
ing upwardly  therefrom  towards  the  brackets, 
and  springs  forming  a  yieldable  connection  be- 
tween the  lips  of  the  brackets  and  the  lips  of  the 
plates. 


A  seat  bottom  for  furniture  comprising  a  frame 
having  opposed  bars,  brackets  engaged  over  the 
upper  edge  portions  of  said  bars  and  each  having 
one  end  thereof  formed  with  a  depending  attach- 


2.016.019 
WINDSHIELD   HEATER 

John  Muvrin.  C  hicajjo.  III. 
Application  June   13,  1935.  Serial  No. 
6  Claims.     (CI.  20—40.5) 


26.471 


1.  A  device  for  supplying  warm  air  to  the  sur- 
faces of  the  windshield  of  a  motor  vehicle.  In- 
cluding: a  source  of  warm  air;  a  second  source 
of  warm  air;  means  adjacent  the  outer  surface 
of  said  windshield  for  directing  air  against  said 
windshield;  means  adjacent  the  inner  surface  of 
said  windshield  for  directing  air  against  said 
windshield;  and  means  whereby  warm  air  from 
either  of  said  sources  may  be  supplied  to  both 
of  said  last-mentioned  means. 


2.016.020 

COMBINED  CIGARETTE  CASE  AND 

LIGHTER 

Robert  Nyden,  Long  Island  City.  N.  Y.,  assignor  to 

Irving  Florman.  New  York,  N.  Y. 

Application  December  6.  1934,  Serial  No.  756,333 

9  Claims.     (CL  206 — 41.4) 


c~i .  ^ 


m 


1.  A  combined  cigarette  case  and  lighter  com- 
prising a  case  adapted  to  hold  cigarettes  and  hav- 
ing an  elongated  top  wall,  a  lighter  mounted  at 
one  end  of  said  case,  said  lighter  including  a 
holder  slldable  in  said  body,  said  body  having  a 
fuel  chamber  therein,  a  catalytic  ignition  element 
mounted  in  said  holder,  means  operated  by  slld- 
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ing  of  said  holder  downward  to  cut  off  and  up- 
ward to  open  communication  between  said  igni- 
tion element  and  said  fuel  chamber,  said  top  wall 
extending  over  said  lighter  and  having  an  open- 
ing In  alignment  with  said  holder,  means  nor- 
mally urging  said  holder  upward,  and  means  slld- 
able longitudinally  of  said  top  wall  to  depress  or 
permit  upward  movement  of  said  holder. 


2.016,021 
t^NIVERSAL  PLAIN   BEARING 

Nils  Arvid  Paimgren,  Gottenborg,  Sweden,  as- 
signor to  Aktiebolaget  Svenska  KuUagerfab- 
riken,   Gottenborg,   Sweden,   a  corporation    of 

AppUcation  October  20,  1934.  Serial  No.  749,162 
In  Sweden  January  23,  1934 
3  Claims.     (CI.  308—72)  .. .      , 


m 


V>5 

1.  A  universal  plain  bearing  comprising  an  in- 
ner bearing  ring  formed  with  an  outer  spherical 
sliding  surface  and  with  plane  end  faces,  an 
outer  bearing  ring  formed  with  an  inner  spherical 
sliding  surface  to  fit  the  spherical  sliding  surface 
of  the  Inner  ring,  and  thrust  flanges  supported 
by  the  spherical  surface  of  the  outer  ring,  the 
said  thrust  flanges  having  plane  sliding  surfaces 
engaging  the  plane  face  of  the  inner  ring. 


2,016.022 

ADVERTISING  DEVICE 

Edward  H.  Philippi,  Evanston.  III. 

Application  January  20.  1932.  Serial  No.  587,614 

14  Claims.     (CL  40—30) 


Jt-- 


1.  A  device  of  the  kind  described  embodying 
therein  a  casing  having  a  clock  dial  opening  and 
display  openings  therein,  means  for  holding  a 
coupon  supply  strip  In  said  casing  with  a  portion 
arranged  to  the  rear  of  said  display  openings  to 


be  visible  therethrough,  a  pair  of  feed  rolls  be- 
tween which  a  portion  of  said  strip  is  engaged 
for  a  feeding  engagement,  means  operable  at  pre- 
determined time  Intervals  for  connecting  said 
clock  to  one  of  said  rolls  for  driving  the  same  to 
feed  a  coupon  length  of  said  strip  out  through  said 
casing  and  means  operable  to  so  engage  one  of 
said  rolls  at  times  between  said  predetermined  in- 
tervals as  to  lock  the  same  against  being  driven. 


2.016,023 
SPARK  CONTROL  FOR  INTERNAL  COMBUS- 
TION ENGINES 

John  Ralph  Price.  Charlottesville.  Va.:  Hilda  Price 
Jarvis  administratrix  of  said  John  Ralph  Price, 
deceased 

Application  November  8.  1933.  Serial  No.  697,221 
8  Claims.     (CI.  123—179) 


1.  The  combination  with  a  motor  for  starting 
internal  combustion  engines,  a  starting  switch 
for  the  motor,  and  an  Ignition  system  for  the 
engine  comprising  a  spark  coil  having  a  primary 
winding  and  a  circuit  therefor,  of  an  Induc- 
tive resistance  and  means  for  including  said  re- 
sistance in  said  circuit  while  the  motor  Is  start- 
ing the  engine  and  for  excluding  said  resistance 
from  said  circuit  after  the  engine  has  been 
started. 


2,016.024 

PICKER-ROLL    ADJUSTMENT 

John  E.  Price  and  Samuel  J.  Shehan, 

Yukon.  Okla. 

AppUcation  May  28.  1934.  Serial  No.  727,943 

4  Claims.     (CL  19—55) 


1.  In  an  adjusting  mechanism  for  picker-rolls, 
the  combination  with  a  gin  stand  Including  saws, 
an  agitator,  a  picker-roll  and  its  shaft,  an  end- 
less drive  chain  for  driving  the  picker-roll,  and  a 
pair  of  hangers  each  pivoted  to  one  end  of  the 
gin  stand  the  free  end  of  each  rotatably  support- 
ing one  end  of  the  picker-roll  shaft,  of  a  rod 
extending  through  and  journaled  in  the  gin  stand 
parallel  to  the  picker-roll  shaft,  an  arm  carried 
by  each  end  of  the  rod  for  engaging  the  hangers 
and  swinging  the  picker-roll  toward  and  away 
from  the  saws  when  the  rod  is  rotated,  a  hand 
operated  actuating  arm  for  partially  rotating  the 
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rod  selectively  to  diflferent  positions  of  adjust- 
ment, and  means  carried  by  the  gin  stared  for 
holding  the  actuating  arm  set  in  a  desired 
position. 


2.016.035 
UGEIT  VALVE 
Romeyn  B.  Scribn«r.  Rye,  and  Alfred  E.  Ekstrand. 
Tottenville.  Staten  Island.  N.  Y..  assignors  to 
Thomaston  Laboratories,  Inc.,  New  York,  N.  Y., 
a  corporation  of  New  York 
Application  January  9.  1933,  Serial  No.  650,768 
3  Claims.      (CI.  88— €li 


1.  A  light  valve  comprising  a  fixed  screen  and 
a  movable  screen,  each  screen  having  an  aper- 
ture therein,  a  piezo-electric  driver  for  variably 
moving  the  movable  screen  to  overlap  the  aper- 
tures and  form  a  variable  orifice  through  the  two 
screens,  the  overlapping  portion  of  each  aper- 
ture being  in  the  form  of  a  right  angle  with  the 
bisector  of  each  of  said  angles  lying  parallel  to 
tne  direction  of  motion  of  the  movable  screen,  but 
such  bisectors  being  laterally  offset  with  respect 
to  each  other. 


2,016,026 
PLASTIC,  ELASTIC  MATERIAL  AND  PROCESS 

OF  MAKING  THE  SAME 
Seaphes  D.  Shinkle,  Passaic.  N.  J.,  assiirnor,  by 
mesne  assignments,  to  United   States  Rubber 
Company,  New  York,  N.   Y..  a  corporation  of 
New  Jersey 
No  Drawing.    Application  August  18.  1933.  Serial 
No.  685,739.    In  Canada  September  23.  1932 
27  Claims.     (CI.  260—2) 
1.  A  composition  of  matter  comprising  a  plas- 
tic, elastic  reaction  product  of  one  molar  pro- 
portion of   an   aromatic   compound   having   the 
general  formula  R — C«H4 — R'.  wherein  R  and  R' 
each  represent  hydrogen  or  a  saturated  aliphatic 
hydrocarbon  radical  containing   more   than  one 
carbon  atom,  with  about  one  to  three  molar  pro- 
portions of   ethylene   dihalide. 


2,016,027 

COMPOSITION    COMPRISING    RLTBBER    AND 

PLASTIC  ELASTIC  MATERIAL 

Seaphes  D.  Shinkle,  Passaic,  N.  J.,  assimor,  by 
mesne  assignments,  to  United  States  Rubber 
Company,  New  York.  N.  Y..  a  corporation  of 
New  Jersey 
No  Drawing.  Original  application  .August  18. 
1933,  Serial  No.  685,739.  Divided  and  this  ap- 
pUcation  May  9.  1934.  Serial  No.  724.759.  In 
Canada  September  23,  1932 

18  Claims.  (CI.  106 — 23) 
1.  As  a  new  composition  of  matter,  a  mixture 
comprising  rubber  and  a  plastic,  elastic  reaction 
product  of  one  molar  proportion  of  an  aromatic 
compound  having  the  general  formula 
R-CeH^-R'.  wherein  R  and  R'  each  represent 
hydrogen  or  a  saturated  aliphatic  hydrocarbon 
radical  containing  more  than  one  carbon  atom, 
with  about  one  to  three  molar  proportions  of 
ethylene  chloride. 


2.016.028 
INSULATOR  ELEMENT  AND  MANUFACTURE 

THEREOF 
Semon  H.  Stupakoff.  Frank  J.  Fallon,  and  Sam- 
uel G.  Suter.  Pittsburgh,  Pa.,  assignors,  by 
mesne  assigrnments,  to  Radio  Corporation  of 
America,  New  York,  N.  Y.,  a  corporation  of 
Delaware 

AppUcation  April  16.  1930.  Serial  No.  444,796 
5  Claims.     (CI.  250—27.5) 


1.  An  insulator  of  the  class  described  compris- 
ing a  body  of  refractory  material  having  enlarged 
cylindrical  portions  connected  by  stem  portions 
of  smaller  cross-sectional  area,  said  stem  por- 
tions having  two  longitudinally  extending  grooves 
therein  on  diametrically  opposite  sides  thereof, 
said  enlarged  portions  having  wire  receiving  open- 
ings therethrough  in  alinement  with  the  grooves, 
the  stem  portions  being  of  a  length  greater  than 
the  enlarged  portions. 


2,016.029 

AUTOMATIC  PHOTOGRAPH   STUDIO 

Leonidas  A.  Vassakos,  New  York,  N.  Y. 

AppUcation  June  8.   1931.  Serial  No.  542,850 

7  Claims.     (CI.  95—14) 


1.  In  an  automatic  photographing  device  a 
camera  of  the  accordion  type  having  a  lens  and 
a  shutter,  a  rotatabie  plate  holder  for  the  camera, 
a  hopper  to  direct  sensitized  plates  to  the  holder 
from  an  outside  source,  movable  pins  in  the  bot- 
tom of  the  holder  upon  which  the  plate  is  Ini- 
tially supported,  means  to  clamp  the  plate  in  the 
holder,  means  to  rotate  the  holder  to  turn  the 
plate  in  a  vertical  plane  selectively  to  either 
vertical  or  horizontal  position,  a  plurality  of  stops 
to  determine  the  focus  of  the  camera,  means  for 
moving  the  lens  relative  to  the  plate  holder  to 
selectively  contact  one  of  said  stops,  a  bank  of 
lamps  to  illuminate  an  area  in  front  of  the 
camera,  means  to  simultaneously  illuminate  the 
lamps  to  flood-light  the  subject  and  to  open  the 
camera  shutter,  means  to  automatically  control 
the  amount  and  duration  of  lighting  depending 
upon  the  focus  adjustment  of  the  camera  and 
means  to  release  the  plate  clamping  means  and 
Wr'ithdraw  the  supporting  pins  to  discharge  the 
plate  from  the  holder. 
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2,016.030 
CARD  SHUFFLING  AND  DEALING  DE^^CE 
Louis    F.    Woodruff.   Watertown,    and    Edwin    L. 
Rose,  Cambridge.  Mass.;  said  Rose  assignor  to 
James  L.  Entwistle,  Barrington,  R.  I. 
Application  June  30,  1931,  Serial  No.  547.848 
19  Claims.     (Ci.  273—149) 


1.  In  a  playing  card  shuffling  and  dealing  de- 
vice, the  combination  of  means  for  receiving  a 
deck  of  cards,  means  for  feeding  the  cards  from 
the  deck,  means  for  directing  the  cards  into  com- 
partments and  means  for  controlling  the  direct- 
ing means  to  produce  one  of  a  plurality  of  pre- 
determined irregular  distributions  of  the  cards 
among  the  compartments. 


2,016,031 
FEEDING  MEANS  FOR  GRID  PASTING 
MACHINES 
John  E.   Brown   and  Aklie  B. 
Ohio,    assignors    to    Willard 
Company,    Cleveland,    Ohio, 
West  Virginia 

Application  May  14.  1931,  Serial  No.  537,344 
13  Claims,     (CI.  198—20) 


Clark.   Cleveland, 

Storage    Battery 

a   corporation   of 


-,  ^    '^.  r^Bi mr~      '-  '  " '        I'M    '  ■  ',  H     ' 


1.  In  a  machine  of  the  class  described,  a  grid 
magazine  comprising  Inclined  ways  adapted  to 
support  a  series  of  twin  grids  with  the  lugs  up, 
stops  at  the  forward  end  of  the  magazine  against 
which  the  foremost  lugs  engage,  and  lift  fingers 
movable  up  and  down  directly  behind  said  stops 
and  beneath  the  foremost  lugs  for  the  purpose 
of  engaging  the  foremost  lugs  and  raising  the 
foremost  grid  to  clear  said  stops,  whereby  the 
grid  is  delivered  from  the  magazine. 


2.016.032 
DIPPER  DOOR  CONTROL 
Paul  Burke.  Green  Bay.  Wis.,  assignor  to  North- 
west Engineering  Corporation.  Green  Bay,  Wis., 
a  corporation  of  Wisconsin 
Application  November  11,  1938,  Serial  No.  697.571 
5  Claims.     (CI.  214 — 145) 
1.  In  a  shovel,  the  combination  of  a  dipper  hav- 
ing a  swinging  door,  a  laminated  leaf  spring  dis- 


p)osed  In  the  path  of  outward  movement  of  a  part 
of  said  door  and  yieldingly  limiting  said  outward 
movement,  and  means  for  progressively  changing 


the  deflection  of  said  spring  to  effect  a  rate  of  In- 
crease of  deflection  less  than  the  rate  of  increase 
due  to  load. 


2.016.033 
AIR  FILTER 

Charles   Christofferson.  Duluth,   Minn.,   assismor 
to    Universal    Air    Filter    Corporation,    Duluth. 
Minn.,  a  corporation  of  Minnesota 
AppUcation  October  17,  1932.  Serial  No.  638,046 
2  Claims.     (CI.  183—50) 


1.  A  filter  of  the  character  described  includ- 
ing: a  supporting  framework  having  a  plurality 
of  cross  bars  defining  a  plurality  of  similar  open- 
ings In  the  framework;  a  holder  in  each  of  said 
openings  and  secured  to  the  framework  and  cross 
bars,  each  said  holder  having  a  rectangular 
mouth  frame,  sheet  metal  end  walls  rigid  with 
the  mouth  frame  and  screening  constituting  the 
sides  of  the  holder  and  secured  to  the  mouth 
frame  and  end  walls;  a  retainer  for  each  of  said 
holders,  each  retainer  comprising  a  metal  mouth 
frame,  sheet  metal  end  walls  secured  to  the  mouth 
frame,  and  screening  constituting  the  sides  of  the 
retainer  and  secured  to  the  end  walls  and  mouth 
frame,  each  retainer  being  of  slightly  less  dimen- 
sions than  the  corresponding  dimensions  of  the 
holder  and  of  the  same  general  shape  whereby 
the  screen  sides  of  each  holder  and  corresponding 
retainer  are  slightly  spaced  from  each  other  when 
the  holder  and  retainer  are  in  operative  position; 
a  section  of  previously  unshaped  filter  medium  of 
the  character  of  cotton  batting  applied  over  and 
covering  the  screening  of  each  retainer,  each 
retainer  with  its  said  filter  medium  thereon  being 
insertible  as  a  unit  within  and  removable  from  a 
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holder  while  the  latter  is  retained  in  position  on 
the  supporting  frame  and,  when  in  place,  the 
filter  medium  is  retamed  and  supported  by  and 
against  the  opposed  screening  side  walls;  and 
means  for  detachably  securing  each  retainer  in 
place  on  the  framework. 


2,016.034 
PROJECTION   SYSTEM 

Herbert  C.  Conord.  Brooklyn.  N.  Y..  assignor  to 
Trans-Lux  Dayli8:ht  Picture  Screen  Corpora- 
tion. New  York.  N.  Y..  a  corporation  of  Dela- 


ware 


Application  October  14,  1931.  Serial  No.  568.665 
4  Claims.     (CI.  88— 24) 


1.  In  a  projector  having  a  center  frame,  a 
bracket  carried  thereby  and  having  a  horizontal  , 
arm.  a  projection  lens  holder  slidable  on  said 
bracket  arm  toward  and  from  said  center  frame, 
and  means  for  pivotally  supporting  said  holder 
on  said  bracket  arm  for  movement  substantially 
in  a  horizontal  plane  whereby  the  projection  lens 
axis  may  be  angularly  related  to  a  line  extend- 
ing perpendicularly  with  respect  to  the  center 
of  any  given  film  section  while  the  latter  is  in 
the  projection  field  of  said  projector. 


2.016.035 
ACID  INHIBITING   AGENT 
Frederick  B.  Downing.  Carneys  Point,  N.  J.,  and 
Herbert  W.  Walker,  Wiimingrton.  Del.,  assiimors 
to  E.  I.  du  Pont  de  Nemours  &  Company.  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  December  3.  1931, 
Serial  No.  578.743 
30  Claims.     iCl.  148—8) 
1.  The   product  obtainable  by   simultaneously 
reacting  a  sulfonated  aromatic  amine  of  the  group 
consisting  of  primary  and  secondary  amines  and 
an  amine  of  the  group  consisting  of  primary-  and 
secondary  aliphatic  and  aromatic  amines  with  an 
aldehyde  in  proportions  corresponding  to  about 
1.5  to  about  6.0  moles  of  the  aldehyde  and  about 
0.5  to  about  5.0  moles  of  the  sulfonated  amine  to 
each  mole  of  the  amine. 


2,016.036 
PHOTO-ELECTRIC  SYSTEM 
Alan  S.  Fitz  Gerald,  Wynnewood.  Pa. 
AppUcation  February  4.  1932.  Serial  No.  590.912 
27  Claims.     fCl.  250 — 41.5) 
1.  A   photo-electric   system    including    optical 
means  whereby  the  light  derived  from  an  optical 
field  is  directed,  through  separate  light  channels, 
on  to  a  plurality  of  photo-sensitive  elements,  said 
light  channels  including  screens  which  are  di- 
vided into  transparent  and  opaque  portions,  said 
screens  being  divided  in  like  manner,  the  respec- 
tive transparent  and  opaque  portion.s  being  com- 
plementary,   whereby    the    light    effect    due    to 
an  object  moving  in  said  field  is  caused  alter- 
nately to  affect  said  photo-sensitive  elements,  a 
balanced  electric  circuit  including   said   photo- 


sensitive elements  whereby  a  voltage  Is  set  up 
In  accordance  with  the  difference  between  the 
light   stimuli  of   said  photo-sensitive   elements. 


and  means  responsive  to  rate  of  change  of  said 
voltage  to  effect  a  circuit  controlling  action  in  ac- 
cordance with  the  movement  of  said  object. 


2.016.037 
AUTOMATIC  CLOSl  RE  FOR  COLLAPSIBLE 

Tl'BES 

Ludwig  Gruber,  Zurich,  Switzerland 

Application  May   16.  1934.  Serial  No.  725,907 

In  Germany  July  17,  1933 

7  Claims.     (CI.  221—60) 


1.  An  automatic  closure  device  for  collapsible 
tubes  comprising  a  tubular  member  open  at  one 
end  which  is  adapted  to  fit  the  mouth  of  the  tube 
and  closed  at  the  other  end  except  for  one  or 
more  apertures  disposed  laterally  of  a  central  pro- 
jection, a  second  tubular  member  engaging  over 
and  slidable  on  the  former  and  closed  at  one  end 
except  for  an  aperture  which  co-acts  with  said 
projection,  a  cap  surrounding  both  said  tubular 
members  and  provided  with  an  aperture  through 
which  the  second  tubular  member  can  pass  and 
resilient  means  arranged  between  said  cap  and 
said  slidable  tubular  member  tending  to  hold  the 
slidable  member  in  a  position  in  which  its  aper- 
ture is  closed  by  the  projection  on  the  first  tu- 
bular member. 


2.016.038 

MACHINE  FOR  STRAIGHTENING  RODS 

OR  PIPES 

Thomas  Wilson  Hartley.  Seisdon,  near 
Wolverhampton,  England 
Application  April  4.  1935,  Serial  No.  14,610 
In  Great  Britain  January  5.  1935 
14  Claims.     (CI.  153 — 60) 
1.'  A  machine  for  straightening  rods  or  tubes 
including  a  frame,  a  pressure  roll,  and  a  plural- 
ity of  passes  of  straightening  rolls  mounted  in 
said  frame,  each  pa-ss  including  a  primary  roll 
and  a  secondary  roll,  means  for  adjusting  said 
pressure  roll  and  said  secondary  rolls  longitu- 


dinally and  also  transversely  of  said  frame,  and 
means  for  adjusting  the  primary  rolls  of  said 
passes  relative  to  one  another  in  a  direction  sub- 


3 


4— 


stantlally  p'^rallel   to   the   direction  of  feed  of 
material  through  the  machine. 


2.016.039 

THERMAL  INSULATION  AND  METHOD  OF 

MAKING   THE    SAME 

Elmer  S.  Hurrell,  Redwood  City.  Calif.,  assignor 
to    Johns-Manville     (orporation,     New    York, 
N.  Y..  a  corporation  of  New  York 
Application  April  7,  1932.  Serial  No.  603,745 
4  Claims.     (CI.  154—28) 


3.  A  tubular  thermal  insulating  article  of  mini- 
mized penetrability  by  water,  said  insulating  arti- 
cle comprising  a  tube  of  85':"c  magnesia  or  the  like. 
divided  into  two  semltubes  with  edges  thereof 
abutting  in  two  longitudinal  zones  of  contact,  a 
thin  sheet  of  felted  organic  fibers  adhesively  se- 
cured to  substantially  the  entire  outer  surface  of 
the  tube  of  85%  magnesia,  a  waterproof  sheet  ad- 
hesively secured  to  substantially  the  entire  outer 
surface  of  the  sheet  of  felted  organic  fibers,  the 
said  sheets  covering  one  of  the  zones  of  contact 
of  the  edges  of  the  two  semitubes.  and  a  portion 
of  the  waterproof  sheet  adapted  to  extend,  as  a 
flap,  and  to  be  adhesively  secured  over  the  other 
zone  of  contact. 


2.016.040 
POWER   TRANSMISSION    AND    RECLAIMING 

MECH.^NISM 
Frank  W.  Kennedy.  Trenton.  N.  J.,  assignor  to 

De   Laval    Steam   Turbine  Company,  Trenton, 

N.  J.,  a  corporation  of  New  Jersey 

Application  April  4.  1932.  Serial  No.  603.027 
5  Claims.      (CI.  60—53) 

1.  Means  for  transmitting  power  and  regulat- 
ing the  spee-l  of  a  driven  element,  comprising  a 
positive  displacement  pump,  a  positive  displace- 
ment motor  adapted  to  be  driven  by  fluid  under 
pressure  from  the  pump,  a  power  wheel  in  driv- 
ing relation  with  the  pump,  means  providing  a 
by-pass  to  the  power  wheel  for  fluid  being  pumped 
from  the  pump  to  the  motor,  a  speed  governor 
in  driving  relation  with  the  motor,  and  means 


controlled  by  the  governor  to  regulate  the  pro- 
portion of  liquid  by-passed  to  the  power  wheel, 
whereby  the  speed  of  the  motor  may  be  main- 


tained  constant  notwithstanding  variations  in 
the  power  transmitted  by  the  pump  or  in  the  load 
on  the  motor. 


2.016.041 
BUCKLE 

Nathan   Koopetz.   Mattapan.   Mass.,   assignor   of 
one -half   to    Abraham   S.   Levenson,   Roxbury, 

Application  February  23.  1934.  Serial  No.  712,499 
1  Claim.     (CL  24—201) 


As  a  new  article  of  manufacture,  a  buckle  of 
the  kind  described,  comprising  two  interlocking 
members,  one  consisting  of  a  keeper  plate  of 
greater  length  than  breadth  and  formed  with  a 
slot  adjacent  one  end  to  be  attached  to  an  end 
of  a  belt  and  an  interrupted  circular  opening 
therethrough  adjacent  the  other  end  to  inter- 
lock with  the  cooperating  buckle  member,  said 
interruptions  being  formed  as  two  diametri- 
cally opixDsite  notches  extending  lengthwise  of 
^aid  keeper  plate  and  of  substantial  width,  the 
icooperating  interlocking  member  consisting  of  a 
shank  plate  of  greater  length  than  breadth  and 
formed  with  a  slot  to  receive  the  opposite  end 
of  the  belt  adjacent  one  end.  and  having  a  circu- 
lar guide  rail  extending  upwardly  from  said 
shank  plate  a  height  substantially  equal  to  the 
thickness  of  the  keeper  plate  and  of  a  suitable 
diameter  to  cooperate  with  the  interrupted  cir- 
cular opening  through  said  keeper  plate,  said  rail 
having  two  integral  diametrically  opposite  ex- 
tending tongues  formed  crosswise  of  the  shank 
plate,  and  of  slightly  less  length  and  width  than 
that  of  said  notches,  whereby  the  shank  plate  and 
keeper  plate  may  be  interlocked  by  extending  the 
tongues  and  rail  through  the  opening  and  notches 
in  the  keeper  plate,  and  thereupon  being  turned 
on  the  rail  as  a  pivot  to  lock  the  tongues  of  the 
shank  plate  over  the  surface  of  the  keeper  plate. 


2.016  042 

WELL  BORE  DEFLECTING  TOOL 

Miles  J.  Lewis.  Long  Beach.  Calif. 

Application  September  13,  1933.  Serial  No.  689.237 

Renewed  December  10.  1934 

11  Claims.     (CI.  255—1) 

1.  A  well  boring  tool  comprising  a   drill  bit, 

means  including  a  universal  joint  for  operatively 

connecting  said  bit  to  the  lower  end  of  a  drill 

string  and  spring  means  for  yieldingly  directing 

said  bit  in  a  flxed  predetermined  direction  with 

respect  to  said  drill  string,  said  spring  means  per- 
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raittlng  flexure  of  said  universal  joint  and  deflec- 
tion of  said  bit  in  response  to  external  forces  of 


predetermined  magnitude  acting  upon   said  bit 
and  drill  string,  respectively. 


2.016.043 
WELDING  APPARATUS 

John  G.  Lincoln,  Aurora,  Ohio,  assignor  to  The 
Davis  Welding:  ii  Mannfacturini:  Company, 
Cincinnati.  Ohio,  a  corporation  of  Ohio 

Application  January  27,  1931.  Serial  No.  511.466 
20  Claims.     (CI.  219 — 8) 


1.  Circumferential  seam  welding  apparatus, 
comprising  means  for  rotatably  supporting  non- 
circular  work,  an  electric  welding  head  movable 
in  conformity  with  the  eccentricity  of  non-cir- 
cular work,  and  means  for  rotating  such  work  in 
relation  to  the  welding  head  at  uniform  circum- 
ferential speed  and  consequently  at  non-uniform 
angular  sp)eed.  said  means  comprising  a  driving 
band  to  pass  about  the  circumference. 


2.016.044 

WINDOW   GRATING 

Bernard  A.  McGuinness.  Belmont,  Mass. 

AppUcation  Augrust  27,  1934.  Serial  No.  741,598 

5  Claims.     (CI.  20 — 71) 

1.  In  combination  with   a  window,  a  grating 

therefor  formed  of  vertical  bars  each  having  rail 

engaging  means  at  its  upper  end  and  a  laterally 

extending  portion  at  its  lower  end  that  extends 

under  the  sill  board  of  the  window,  a  guide  rail 

secured  to  the  window  at  the  upper  ends  of  said 

bars  and  a  second  guide  rail  secured  to  the  lower 

portion  of  the  window  below  said  sill  board  so 

that  the  sill  board  and  portion  of  the  window 

thereabove  are  free  from  bar  supporting  struc- 


ture, said  rails  being  swlapted  to  support  the  bars 
for  sliding  movement  to  and  from  the  window 
barring  position,  and  means  for  locking  the  bars 


in  spaced  relation  to  each  other  along  the  rails 
to  hold  the  bars  in  the  window  barring  position. 


2.016.045 
HEAT  INSLTLATION 
Carl  Georr  Mnnters,  Stockholm,  Sweden 
Original  application  February  26.  1932.  Serial  No. 
595.411.     Divided  and  this  application  August 
24.  1933,  Serial  No.  686.633.    In  Sweden  March 
3   1931 

10  CUims.     (CI.  154—28) 


.-^^ 


«/.' 


««'  «» 


1.  The  method  of  charging  with  a  gas  of  poor 
heat  conductivity  a  heat  insulating  element  of 
the  character  including  a  hollow  element  having 
external  wails  that  are  inadequate  to  withstand 
large  differences  of  pressure  between  the  interior 
and  exterior  of  said  element  and  hermetically 
sealed  except  for  a  flUlng  opening,  which  includes 
the  steps  of  evacuating  said  element  through  said 
filling  opening  while  maintaining  the  difference 
between  the  internal  and  external  pressures  act- 
ing thereon  withm  the  limits  of  a  predetermined 
differential  which  will  not  injure  said  walls, 
charging  said  element  with  said  gas  through 
said  filling  opening  while  maintaining  the  dif- 
ference betwten  the  mternal  and  external  pres- 
sures acting  thereon  within  the  limits  of  said 
differential,  and  then  sealing  said  filling  opening. 


2,016.046 
SPOOLING  MACHINE 
Thomas  J.  Nunan.  Summit,  N.  J.,  assignor  to  The 
Clark  Thread  Company.  Newark.  N.  J.,  a  corpo- 
ration of  New  Jersey 
AppUcation  November  29,  1933,  Serial  No.  700.217 
45  Claims.     (CI.  242— 16) 
1.  In  a  spooling  machine,  means  to  support  a 
spool  in  winding  position,  means  to  wind  thread 
upon  a  spool  in  that  pos  tion,  a  catch  adapted 
to  engage  a  thread  and  to  bring  it  into  position 
to  be  wound  on  a  spool  at  winding  position,  and 
means  to  actuate  said  catch  upon  breaking  of 
the  thread. 

45.  In  a  spooling  machine,  means  to  support 
a  spool  in  position  to  have  thread  wound  there- 
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on,  a  traveler  movable  adjacent  said  spool  and 
having  a  mouth  through  which  thread  passes  on 
its  way  to  the  spool,  said  mouth  being  formed  by 
opposite  walls,  a  guide  wire  extending  laterally 
of  said  mouth  and  curved  over  the  edge  of  one 
of  said  walls  to  the  inside  of  the  mouth,  and  a 


spring  secured  to  the  opposite  wall  and  normally 
contacting  with  said  guide  wire  to  close  said 
mouth,  said  spring  and  said  wire  having  their 
contacting  surfaces  flaring  away  from  each  other 
to  permit  a  thread  to  force  them  apart. 


2,016.047 
PINCH  BAR  MECHANISM  FOR  BAG 
MACHINES 
Georfe  W.  Poppe,   Brooltlyn,  N.  Y.,  assigrnor  to 
Equitable  Paper  Bag  Co..  Inc.,  Brooklyn,  N.  Y., 
a  corporation  of  New  York 
Orijnnal  application   September  30.    1932,   Serial 
No.  635,533.    Divided  and  this  application  June 
21,  1933.  Serial  No.  676.873 

4  Claims.     (CI.  93—18) 


I.  In  a  bag  machine  the  combination  with 
side  frame  members,  bag  tube  forming  mech- 
anism Including  feed  rollers  and  upper  and  low- 
er pinch  bar  shafts  between  which  the  bag  tube 
is  fed  prior  to  severance  said  shafts  being  Jour- 
nalled  in  said  side  frame  members,  of  means  for 
preventing  transverse  separation  of  said  pinch 
bar  shafts  during  the  severing  operation. 


2.016.048 
WHEEL  CONSTRUCTION 

Herbert  George  Pressentin,  Madison.  Wis. 

Application  October  29.   1934.  Serial  No.  750.576 

1  Claim.     (CI.  301— 59) 

In  a  wheel  structure  of  the  class  described,  a 
rim  formed  in  two  inter-fitting  sections,  the  outer 
section  having  a  plurality  of  key  hole  notches 
extending  from  the  inner  edge  thereof,  the  other 
section  having  a  plurality  of  openings  in  registry 
with  said  notches,  a  plurality  of  heads  in  said 


openings  and  notches  and  having  stop  flanges 
on  the  outer  ends  thereof,  a  hub.  spokes  fixed 
to  the  hub  and  to  the  inner  rim  section,  spokes 
fixed  to  the  heads  and  extending  inwardly  there- 
from, lugs  rotatably  mounted  in  the  hub  and 
having  threaded  engagement  wnth  the  inner  ends 


of  the  last  mentioned  spokes,  each  lug  including 
an  elongated  internally  threaded  hollow  body 
having  its  inner  end  solid  and  non-circular  in  for- 
mation and  its  outer  end  reduced  to  be  rotatably 
mounted  in  an  opening  in  the  hub  and  at  its 
outermost  extremity  an  annular  stop  shoulder. 


2.016.049 

ANIMAL  TRAP 

Elbert  Pritchett.  Grayvilie.  HI. 

Application  June  20,  1934.  Serial  No.  731,541 

1  Claim.     (CI.  43 — 61) 

r 


'IX-     —-  ^j^* — 
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A  trap  of  the  character  described,  comprising 
a  casing  having  a  pair  of  openings,  a  spring- 
closed  door  pivotally  mounted  on  the  lower  por- 
tion of  each  end  of  the  casing  and  opening  out- 
wardly, a  U-shaped  catch  on  the  outer  side  of 
each  door  adjacent  the  upper  portions  thereof, 
spaced  guides  on  the  lower  portion  of  said  cas- 
ing, slidable  latches  in  said  guides,  the  outer  ends 
being  engageable  with  the  U-shaped  members 
when  the  doors  are  in  their  lowermost  position 
and  the  latches  in  their  outer  position,  pivotally 
mounted  cams  associated  with  the  inner  ends  of 
said  latches,  for  removing  the  latches  into  and 
out  of  engagement  with  the  U-shaped  members 
on  the  doors,  and  a  movable  member  within  the 
casing  adapted  to  be  operated  by  an  animal  pass- 
ing into  said  casing  through  one  of  the  open- 
ings, and  an  operative  connection  between  the 
cams  and  the  movable  member  for  actuating  said 
cams  upon  movement  of  the  movable  member. 


2.016,050 
NUT  CRACKER  AND  METHOD  OF  MAKING 

THE  SAME 

Paul  H.  Quackenbush,  Herkimer,  N.  Y..  assig:nor, 
bv  mesne  assignments,  to  H.  M.  Quackenbush, 
Inc..  Herkimer,  N.  Y.,  a  corporation  of  New 
York 

Application  March  29.  1933.  Serial  No.  663,413 
3  Claims.     (CI.  7fr— 101) 
1.  The  method  of  making  a  closed  ring-like  nut 
cracker  frame  which  method  consists  in  cutting 
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a  section  of  channel  stock  to  length,  bending  the 
end  portions  of  the  section  out  of  the  plane  of  the 
section  for  subsequent  parallel  positioning,  bend- 
ing the  section  to  ring -like  contour  until  the  end 
portions  are  in  juxtaposition,  securing  the  end 
portions  together  to  form  a  tubular  portion,  £uad 
threading  the  Interior  of  the  tubular  portion. 

3.  A  nut  cracker  comprising  a  closed  frame 
made  up  of  a  single  section  of  steel  stock  sub- 
stantially U-shaped  in  cross  section  having  its 


two  ends  in  abutting  relation  to  form  a  substan- 
tially circular  opening  and  having  its  mid  portion 
deformed  to  provide  an  integral  nut  supporting 
anvil;  a  ferrule  embracing  the  ends  of  said  sec- 
tion to  hold  them  in  juxtaposition;  a  reciprocable 
rod  in  threaded  relation  to  said  circular  opening ; 
an  anvil  pivotally  mounted  on  the  end  of  said  rod 
within  the  contour  of  said  frame  for  cooperation 
with  said  integral  anvil;  and  actuating  means  car- 
ried by  said  rod  outside  of  said  frame. 


2,016,051 
METHOD  OF  COKING   CARBONIZ.4BLE   MA- 
TERIALS  AND   OF   RECOVERING   VAPORS 
AND  GASES  RESLXTING  THEREFROM 
Edmund  O.  Rhodes  and  James  C.   FitiiMttrick. 
Pittsburgh,   Pa.,    assignors    to    American    Tar 
Products  Co.  Inc.,  a  corporation  of  Delaware 
Application  December  19,  1931.  Serial  No.  582,008 
5  Claims.     (CL  202—5) 


4.  In  a  method  of  operating  a  coke-oven  bat- 
tery for  the  production  of  coal  coke  and  of  coke 
from  hydrocarbon  liquid  material,  the  said  coke- 
oven  battery  having  a  plurality  of  coking  cham- 
bers arranged  side  by  side  and  being  of  the  type 
having  refractory  walls  for  said  chambers  with 
heating  flues  therein  and  from  which  coke  is  dis- 
charged by  a  pushing  operation,  the  steps  com- 
prising charging  heavy  hydrocarbon  liquid  ma- 
terial selected  from  a  group  consisting  of  oil,  tar 
and  pitch  into  at  least  one  of  said  chambers  of 
said  battery,  reducing  the  said  hydrocarbon  ma- 


terial to  coke,  pushing  out  the  coke  formed; 
continuing  the  introduction  of  successive  charges 
of  said  hydrocarbon  material,  reduction  of  said 
charges  to  coke  and  pushing  out  of  the  coke 
formed  from  each  charge  discontinuing  the  cok- 
ing of  liquid  hydrocarbon  material  in  a  chamber 
previously  employed  for  the  coking  of  said  hydro- 
carbon material,  introducing  coal  therein,  cok- 
ing the  coal,  and  pushing  out  the  coke  formed 
from  said  coal. 


2.016,052 

COMBINED  PAPER  PUNCHING  AND 

FOLDING  MACHINE 

Frits  Roeder.  Berlin,  Germany 

AppUcaUon  January  22,  1934,  Serial  No.  707.793 

In  Germany  January  23.  1933 

10  Claims.     (CL  164— 91) 


1.  In  a  combined  paper  punching  and  folding 
machine,  means  for  punching,  and  means  for  slit- 
ting, folding  and  interlocking,  sheets  of  paper, 
means  for  operating  said  punching  means  and 
said  mechanism,  means  for  rendering  inactive 
said  mechanism,  and  mean.s  for  limiting  the 
movement  of  said  punching  means  through  the 
inactive  mechanism. 


2,016.053 

POCKET  PURSE 

WiUiam  G.  SchaefTer.  Rochester,  N.  Y. 

ApplicaUon  July  24,  1933,  Serial  No.  681,922 

1  Claim.     (CI.  150—28) 


A  pocket  purse  comprising  a  rectangular 
shaped  main  body  portion  of  flexible  material 
substantially  U-shaped  in  cross  section  and  closed 
In  at  one  end,  a  partition  piece  of  flexible  ma- 
terial Inserted  within  said  body  portion  and  fas- 
tened therein  In  such  a  way  as  to  form  two  sub- 
stantially equal  sized  compartments  each  includ- 
ing but  one  side  of  the  U-shaped  body  portion  and 
each  with  a  single  opening,  with  the  openings 
facing  at  approximately  90  degrees  to  each  other, 
a  single  Interlocking  fastening  means  attached 
to  the  two  open  sides  of  the  structure  and  opera- 
ble to  completely  close  the  openings  of  said  two 
compartments. 


2.016,054 
PNEUMATIC  MATTRESS 

Melvin  D.  Sentell,  Chattanooca,  Tenn. 

Application  July  16,  1934.  Serial  No.  735,452 

2  Oaims.     (CI.  5—350) 

1.  A  pneumatic  mattress  comprising  an  air- 
tight flexible  and  elastic  casing  adapted  to  be 
inflated.  Inwardly  projecting  ears  carried  by  the 
top  and  bottom  walls  of  the  casing  and  arranged 
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In  longitudinal  and  transverse  rows,  the  ears  of 
each  row  on  the  top  wall  being  in  staggered  re- 
lation to  the  ears  of  the  same  row  on  the  bot- 
tom wall,  the  ears  of  each  row  on  the  top  wall 
being  further  positioned  the  same  as  the  ears 
on  the  bottom  wall  of  the  next  adjacent  row  and 
vice  versa,  further  ears  projecting  Inwardly  from 
the  end  walls  of  the  casmg  in  longitudinal  aline- 
ment  with  the  rows  of  ears  on  the  top  and  bot- 
tom walls,  and  lacing  roven  through  each  longi- 
tudinal row  of  ears  on  the  top  and  bottom  walls 


of  the  casing  and  through  the  ears  on  the  end 
walls  alined  therewith,  said  lacing  being  roven 
through  said  ears  in  opposite  directions  to  pro- 
vide graduaJly  inclined  lacing  portions  extend- 
ing in  opposite  directions  with  respect  to  alter- 
nate rows  and  abruptly  inclined  lacing  portions 
extending  in  opposite  directions  with  respect  to 
alternate  rows,  whereby  undue  bulging  of  the 
top,  bottom  and  end  walls  is  prevented  and  lon- 
gitudinal sway  of  the  mattress  in  both  directions 
is  obviated. 

2.016,055 

KNITTING  MACHINE 

Stanley  R.  Shelmire,  Wilmington.  Del.,  assfrnor 

to   Standard-Trump  Bros.  Machine  Company, 

Wilmington,  Del.,  a  corporation  of  Delaware 

Application  July  18,  1932,  Serial  No.  623.057 

16  Claims.     (CI.  66—134) 


1.  A  circular  knitting  machine  including  a  cir- 
cular series  of  needles  and  mechanism  cooperat- 
ing with  the  needles  for  the  formation  of  stitches; 
said  mechanism  including  means  for  feeding  a 
main  yam  to  the  needles,  means  for  feeding  an 
auxiliary  yarn  to  only  certain  of  the  needles, 
means  for  clamping  the  auxiliary  yarn,  and 
means  other  than  a  clamping  or  cutting  means 
located  outside  the  needles  for  receiving  the  aux- 
iliary yarn  at  predetermined  times  to  prevent  its 
accidental  engagement  by  needles,  said  last 
means  consisting  of  an  element  provided  with  a 
yam  receiving  slot  located  at  the  level  of  hooks 
of  needles  which  are  not  knitting  the  auxiliary 
yam. 


2,016,056 
LIQL^D  CIRCLXATING  SYSTEM 

Norman  M.  Small,  Waynesboro.  Pa.,  assignor  to 
Frick  Company,  Waynesboro,  Pa.,  a  corpo- 
ration of  Pennsylvania 

Application  August  1,  1935.  Serial  No.  34,288 
10  Claims.     (CI.  62— 126) 


spraying  liquid  refrigerant  into  and  withdraw- 
ing vaporized  refrigerant  from  said  heat  ex- 
change unit  at  substantially  the  same  point 
whereby  the  vaporized  refrigerant  adjacent  said 
spraying  means  may  be  withdrawn  before  it  con- 
tacts with  the  heat  exchange  unit. 


2.016.057 

MINE  DOOR  OPERATOR 

Dane  M.  Sobat,  Dmmheller,  Alberta,  Canada 

Application  March  26.  1934,  Serial  No.  717,519 

1  Claim.     (CI.  246—292) 


In  combination,  a  mine  door,  a  track  lever,  con- 
necting means  between  the  said  track  lever  and 
mine  door,  a  base  upon  which  the  lever  is  piv- 
otally supported,  a  guide  for  the  free  end  por- 
tion of  the  lever,  said  guide  consisting  of  a  stand 
having  an  opening  in  the  top  thereof,  a  depend- 
ing arcuate  shaF>ed  arm  adjacent  the  free  end 
portion  of  the  lever,  said  arm  being  disposed 
downwardly  through  the  opening  in  the  stand, 
and  a  spring  in  the  stand  for  engaging  the  lower 
end  of  the  arm  for  normally  maintaining  the  ad- 
jacent end  of  the  lever  forced  upwardly,  a  shaft 
provided  with  a  lateral  arm,  a  link  connection 
between  the  lever  and  the  arm.  a  gear  on  the 
shaft,  a  pulley  wheel,  a  gear  carried  by  the  pulley 
wheel  and  meshing  with  the  first  mentioned  gear, 
and  a  belt  trained  on  the  pulley  wheel  and  con- 
nected with  said  mine  door. 


2,016.058 
REFLEX  CAMERA 

Kurt  Steiner,  Munich.  Germany 

Application  March  16,  1932.  Serial  No.  599,276 

In  Germany  March  23,  1931 

5  Claims.     (CI.  95 — 42) 


1.  In  a  refrigerating  system,  refrigerant  lique- 
fying apparatus,  a  heat  exchange  unit,  means  for 


1.  A  reflex  camera  having  a  mirror,  a  seg- 
mental shutter  of  flexible  material  carried  by  the 
mirror,  and  a  shutter  guide  with  which  the  flex- 
ible shutter  establishes  light  tight  contact. 


2,016.059 

TAG 

Frederick  A.  Stevens.  Providence.  R.  I. 

AppUcation  January  4,  1934,  Serial  No.  705,208 

3  Claims.     (CI.  40—21) 


1.  A  tag  of  light,  flexible  material,  like  paper, 
comprising  a  tab,  an  anchor,  a  strap  connecting 
the  tab  and  the  anchor,  the  tag  having  an  open- 
ing for  the  insertion  of  the  anchor,  and  the  open- 
ing being  substantially  triangular,  with  the  base 


142 


OFFICIAL  GAZETTE 


OCTOBEB 1. 1985 


of  the  triangle  disposed  toward  the  anchor  end 
of  the  tag  aod  with  the  apex  of  the  triangle  dis- 
posed toward  the  tab  end  of  the  tag. 


?.016.0€0 

APPARATUS  FOR  COATING 

Clauss  B.  Strauch,  New  York.  N.  Y.,  assigmor,  by 

mesne  assifrnments,  to  F.   J.   Stokes   Machine 

Company,  Philadelphia,  Pa. 

ApplicaUon  February  24,  1934,  Serial  No.  712^16 

13  Claims.     (CL  91—18) 


1.  An  apparatus  for  coating  collapsible  tubes  or 
the  like  comprising  a  supply  tank,  means  for  feed- 
ing coating  material  from  the  supply  tank  and 
terminating  in  a  plug,  a  tube  support  movable  up 
and  down  relatively  to  said  plug  and  adapted  to 
support  a  collapsible  tube  with  its  spout  end  down- 
wardly while  the  plug  is  closmg  the  lower  end  of 
the  tube,  and  means  for  controlling  the  flow  of 
the  coating  material  through  said  means  into  the 
tube. 


MIXING  DEVICE 

Paul  Loais  Armand  Thiberge.  Nanterre,  France 

Application  Aagmt  9,  1933.  Serial  No.  684,466 

In  France  September  9,  1932 

6  Claims.    (CI.  259^5) 


1.  A  machine  for  mixing  together  at  least  two 
fluid  substances  which  comprises  in  combination 
two  coaxial  organs  adapted  to  rotate  with  re- 
spect to  each  other  about  their  common  axis,  a 
plurality  of  balls  each  in  contact  with  both  of 
these  organs,  and  means  for  feeding  the  sub- 
stances to  be  mixed  together  onto  the  central 
portion  of  one  of  said  organs,  the  surfaces  of 
said  organs  that  contact  said  balls  consisting  of 
surfaces  of  revolution  the  respective  axial  sec- 
tions of  which  are  two  lines  converging  toward 
their  peripheries,  whereby  the  balls  are  applied 
against  said  surfaces  merely  by  their  weight  and 
the  action  of  centrifugal  force,  the  common  axis 
of  said  surfaces  being  vertical  with  the  lower 
surface  conical  and  the  upper  surface  also  conical 
and  extending  in  the  same  direction  but  with  a 
smaller  angle  at  the  apex  of  the  cone,  the  balls 
being  of  different  sizes  and  automatically  posi- 
tioning themselves  in  a  radial  direction  accord- 
ing to  their  diameter. 


FOR     INTERNAL 
OF    THE    LIQUID 


2,016,0«2 
ADMISSION     APPARATl'S 
COMBUSTION    ENGINES 
FUEL  INJECTION  TYPE 
Ronald  Whitehair  Vigers,  London,  Enidand.  as- 
aimor   to  D.  Napier   &    Son   Umited.  London. 
Enffiand,  a  company  of  Great  Britain 
AppUcaiion  January  2«.  1934.  Serial  No.  707.573 
In  Great  Britain  January  24.  1933 
15  Claims.     (CI.  123 — 81) 


1.  An  mtemal  combustion  engine  of  the  liquid 
fuel  injection  type  including  in  combination  a 
cylinder  having  inlet  and  exhaust  ports  In  the 
wall  thereof,  a  sleeve  valve  controlling  the  inlet 
and  exhaust  ports  and  having  Imparted  to  it  a 
combined  oscillating  and  reciprocating  motion 
such  that  the  movement  of  the  sleeve  is  mainly 
rotary  during  the  Initial  opening  period  of  the 
inlet  port,  an  induction  chamber  having  two  inlet 
openings  therein  so  spaced  apart  that  the  mean 
direction  of  air  flowing  from  one  opening  towards 
the  inlet  port  will  be  substantially  different  from 
that  in  which  air  will  flow  from  the  other  opening 
to  the  inlet  port,  and  means  for  controlling  the 
flow  of  air  through  the  two  inlet  openings  for  the 
purpose  set  forth. 


2,016,063 

PREADDRESSED  ENVELOPE  FOLDER 

Edward  T.  White,  Rockrille  Centre,  N.  Y. 

ApplicaUon  November  9,  1933.  Serial  No.  697.330 

2  Claims.     (CI.  229—92.5) 


1.  An  article  of  the  class  described  comprl.slng 
an  end  section  having  a  tongue  portion  and  an 
elongated  opening,  an  Intermediate  section  hav- 
ing a  slot  to  receive  said  tongue,  a  top  section, 
said  sections  being  bounded  by  parallel  score 
lines,  a  detachable  section  extending  from  said 
top  section,  said  top  section  being  foldable  upon 
said  intermediate  section  and  said  detachable 
section  being  foldable  upon  the  latter  in  a  re- 
verse direction  and  said  end  section  being  fold- 
able  upon  said  detachable  section,  and  an  en- 
velope removably  carried  by  said  detachable  sec- 
tion, said  envelope  being  provided  with  the  name 
and  address  of  the  recipient  arranged  to  be  ex- 
posed through  the  opening  In  said  end  section 
when  the  latter  is  folded  onto  said  envelope  and 
secured  in  position  by  means  of  said  tongue  and 
said  slot. 


2,016.064 
IRON  SHEET  PILING 
Kurt  Willner,  Mnnster  in  Westphalia,  Germany, 
assignor    to    the    firm    Vereinirte    Stahlwerke 
Aktieniresellschaft,  Dusseldorf.  Germany 
AppUcatlon  May  8,  1933,  Serial  No.  670,005 
In  Germany  December  15,  1930 
7  Claims.     (CI.  61— 62) 
1.  Undulated  Iron  sheet  piling  with  bulb  and 
claw  connection,  the  sheet  piles  of  the  piling  con- 
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slstlng  of  at  least  one  web,  a  bulb  flange  and  a 
claw  flange,  the  web  being  not  extended  beyond 
the  flanges,  and  the  bulb  flange  which  is  driven 


in  ahead  In  the  ramming  direction  being  short- 
ened relative  to  the  claw  flange. 

2.016,065 
r,  CARBON   SAVER 

Russell  E.  Wilson,  Cleveland.  Ohio 

AppUcatlon  February  7.  1935.  Serial  No.  5,392 

7  Claims.      CI.  176—119) 

7 


1.  A  carbon  saver  having  a  flexible  sheet  metal 
sleeve  affording  a  trough-like  passage  to  receive 
the  end  of  a  carbon  and  adapted  to  closely  conform 
to  the  carbon,  a  rigid  member  to  which  the  sleeve 
is  secured,  fastening  means  mounted  on  the  mem- 
ber and  operable  to  press  the  end  of  a  carbon 
laterally  against  the  wall  of  the  trough-like  pas- 
sage to  secure  the  carbon  in  place. 

2,016,066 

WELL  DRILLING  DEVICE 

Clvde  E.  Bannister,  Akron,  Ohio 

Application  November  15.  1933.  Serial  No.  698,140 

11  Claims.     (CI.  255 — 28) 


1.  Well-drilling  apparatus  comprising  support- 
ing means  at  the  top  of  the  well,  suspension 
means  extending  downward  therefrom  into  the 
well,  means  near  and  closely  confined  to  the  re- 
gion of  the  lower  end  of  said  suspension  means 
for  substantially  centering  the  same  in  the  well, 
an  elongated  member  having  universal-hinge  con- 
nection to  the  suspension  means  immediately  be- 
low said  centering  means  and  of  such  mass  as 
to  provide  by  its  weight  a  substantial  drilling 
pressure,  and  a  full-gauge-well-drilling  bit 
mounted  at  the  lower  end  of  the  said  weight 
member. 


2,016,067 

WELL  DRILLING  APPARATUS 

Clyde  E.  Bannister,  Akron,  Ohio 

AppUcatlon  December  15,  1933.  Serial  No.  702,512 

17  Claims.     (CI.  255 — 4) 


.  -y 


1.  Well  drilling  apparatus  comprising  a  flexible 
conduit  adapted  to  be  lowered  in  the  hole,  let- 
off  means  and  fluid-supply  means  for  said  conduit 
at  the  top  of  the  ground,  flexible  suspension 
means  adapted  to  be  lowered  in  the  hole,  let-off 
means  therefor  at  the  top  of  the  ground,  quick - 
detachable  means  for  fastening  the  conduit  to 
the  suspension  means  at  intervals,  an  oscillating 
bit,  a  fluid  motor  interposed  operatively  between 
the  conduit  and  the  bit  and  adapted  to  receive 
motive  fluid  from  the  conduit  and  to  discharge 
it  In  the  vicinity  of  the  bit.  an  Inertia  member 
for  sustaining  the  reaction  force  of  the  motor,  a 
mechanical  torque-cushioning  member  inter- 
posed operatively  between  the  motor  and  the 
inertia  member,  and  a  pneumatic  cushioning 
member  for  the  motive  fluid  closely  adjacent  and 
on  the  high  pressure  side  of  the  motor,  the  motor 
comprising  a  rubber-covered  two-armed  valve 
and  means  for  directing  a  current  of  the  motive 
fluid  against  one  side  and  then  the  other  of  the 
valve  for  assisting  in  moving  it  from  one  port- 
closing  position  to  another. 

2,016,068 

EARTH  BORING  DEMCE 

Clvde  E.  Bannister,  Akron.  Ohio 

Application  February  17,  1934.  Serial  No.  711,713 

16  Claims.     (CL  255 — 4) 


1.  Earth  boring  apparatus  comprising  an  os- 
cillating central  bit,  an  oscillating  planetary  bit. 
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and  means  for  oscillating  each  of  the  said  bits  on 
its  own  axis  and  for  oscillating  the  planetary  bit 
about  the  central  bit. 


2.016.069 

LOG  BARKER  OR  PEELER 

Rex  Otis  Britton,  Port  Angeles,  Wash. 

Application  April  23,  1934.  Serial  No.  722,037 

3  Claims.     (CI.  144— 209) 
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3.  In  a  log  peeling  apparatus,  a  carnage,  means 
for  movmg  the  carriage  parallel  to  a  log,  a  drum 
carried  by  the  carriage  and  arranged  longitudi- 
nally of  the  log.  said  drjm  havmg  elongated  lon- 
gitudinally extending  siots  therein,  knives  car- 
ried by  the  drum  Emd  passing  through  the  slots. 
means  for  rotating  the  drum,  means  for  moving 
the  drum  toward  and  away  from  the  log.  the  ma- 
terial cut  by  the  knives  entering  the  dium 
through  the  slots  and  means  in  the  drum  for 
moving  the  material  from  the  drum. 


2.016.070 

REPAIR   SOLE   FOR   SHOES 

Oscar  Brockman.  Louisville,  Ky. 

Application  Mav  5.  1934,  Serial  No.  724.155 

2  Claims.     iCl.  36— 25) 


1  Repair  sole  comprising  middle  and  margin- 
al portions,  said  sole  being  pleated  in  a  zone 
between  said  middle  and  marginal  portions,  the 
pleated  zone  paralleling   said  marginal  portion. 


2.016.071 

HOLDER  FOR  CIGARETTES  OR  THE  LIKE 

Arthur  C.  Butler,  London.  Encrland 

Application  May  28.  1932.  Serial  No.  614.118 

In  Great  Britain  September  19.  1931 

7  Claims.     (CI.  131—51) 

7.  A  device  of  the  class  described,  having  an 

imperforate  open  top  trough  portion  of  a  depth 

at  least  substantially  the  diameter  of  a  cigarette 

and  within  which  a  cigarette  may  be  placed  and 

directly  supported  along  its  length  by  said  portion 


over  a  substantial  width,  said  portion  presenting 
one  or  more  longitudinal  air  passages  extending 


4S    ^ 

substantially  parallel  to  the  axis  of  the  cigarette 
between  it  and  the  inner  face  of  said  portion. 


PRODUCTION  OF  ALKIX  HALIDES 
William  Stansfleld  Calcott,  Pennsjrrove,  N.  J.,  and 
Herbert  Wllkens  Daudt.  Wilmington.  Del.,  as- 
signors to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany, Wilmington.  Del.,  a  corporation  of  Dela- 
ware 

No  Drawing.  Application  January  3.  1933, 
Serial  No.  650.040 
8  Claims.  (CI.  260— 162) 
1.  In  a  continuous  process  for  the  production 
of  alkyl  halldes  containing  two  to  foui  carbon 
atoms,  inclasive.  the  .steps  which  comprise  con- 
tinuously ab-sorbing  an  olefine  hydrocarbon  con- 
taining two  to  four  carbon  atoms,  inclusive  in 
sulfuric  acid  continuously  bringing  the  resultant 
product  together  with  an  aqueous  solution  of  a 
hydrogen  halide  in  a  reaction  zone,  maintaining 
the  reaction  mixture  in  liquid  phase  at  an  aver- 
age temperature  in  excess  of  about  100  C.  and 
continuously  withdrawing  the  evolved  vapors  and 
a  portion  of  the  liquid  reaction  product  from  the 
reaction  zone. 


2.016,073 

ADJUSTABLE  BRACKET  FOR  THE  AIR  TUBE 

OF  AN  ICE  CAN 

Fred  I.  Clark,  Oklahoma  City,  Okla..  assignor,  by 
direct  and  mesne  assignments,  to  Frick  Com- 
pany. Waynesboro.  Pa. 
Application  February  3,  1934.   Serial  No.   709,6.')4 
Renewed  May  31.  1935 
14  Claims.     (CI.  62 — 159) 


1.  In  combination  with  an  Ice  can  and  a  tube 

for  supplying  air  into  the  samp,  a  bracket  com- 
prising a  base  portion  for  engaging  an  edge  of 
the  can  and  an  arm  connected  to  the  base  portion 
and  having  its  free  end  offset  from  that  portion 
which  is  connected  to  the  base,  a  tube  holding 
block  rotatably  connected  with  said  free  end. 
and  means  whereby  the  base  can  be  reversed  in 
position  on  the  can  edge  to  have  the  offset  por- 
tion extend  downwardly  or  upwardly. 


2.016.074 
TIRE   VALVE   CORE 

Joseph  Continenza.  St.  Paul.  Minn. 

Application  November  19.  1934.  Serial  No.  753,768 

2  Claims.     'CI.  152—12) 

1.  A  core  for  a  valve  stem  comprising  a  body 
h»ving   an   enlarged    externally    threaded   outer 


part  for  threading  In  the  outer  part  of  a  stem 
and  an  elongated  reduced  inner  part  having  a 
conical  recess  in  its  inner  end,  said  core  having 
a  bore  passing  from  its  outer  end  to  the  small 
end  of  the  recess,  a  resilient  plug  fitting  in  the 
recess,  a  stem  passing  through  the  bore  and 
through  the  plug  and  having  a  head  at  its  inner 
end  forming  a  seat  for  the  plug,  a  substantially 
L-shaped  spring   providing   a  long  arm   and  a 


short  arm,  the  long  arm  being  connected  to  a 
side  portion  of  the  reduced  part  of  the  body  and 
the  short  arm  extending  partly  over  the  inner  end 
of  the  body  and  having  a  hole  therein  and  a 
projection  on  the  head  extending  into  the  hole, 
said  spring  holding  the  stem  and  plug  in  posi- 
tion with  the  plug  engaging  the  walls  of  the 
recess.  

2.016  075 
ORGANIC   HALIDES 
Herbert    Wilkcns    Daudt.    Wilmington,    Del.,   as- 
signor to  E.  I.  du  Pont  de  Nemours  &  Company, 
Wilmington,  Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  September  8,  1933, 
Serial  No.  688.701 
16  Claims.     iCl.  260—162) 
1.  In  a  process  of  producing  an  alkyl  halide 
containing  less  than  four  carbon  atoms,  the  step 
which  comprises  reacting  together  a  hydrohalide 
acid  and  a  monohydric  alkyl  alcohol  containing 
less  than  four  carbon  atoms  at  a  temperature 
above  the  boiling  point  of  the  alcohol,  in   the 
presence  of  a  bismuth  halide  catalyst. 

2.016.076 
IGNITION   APPARATUS 
Charles  H.  Davis,  Jr..  deceased,  late  of  .Anderson, 
Ind..  by   John   T.  Fitzsimmons.  administrator, 
Anderson.  Ind..  assignor,  by  mesne  assignments, 
to  General  Motors  Corporation,  Detroit,  Mich., 
a  corporation  of  Delaware 
Application  April  21.  1932,  Serial  No.  606.662 
5  Claims.     (CL  74 — 568) 


1.  In  a  periodic  circuit  breaker  the  combina- 
tion of  a  drive  shaft  having  an  end  portion 
shaped  so  as  to  provide  spaced,  resilient  fingers, 
a  cam  mounted  upon  said  fingers,  a  wedge  adapt- 
ed to  be  moved  axially  and  shaped  so  as  to  wedge 
the  fingers  against  the  interior  wall  defining  a 
hole  in  the  cam.  a  screw  passing  through  the 
wedge  and  threadedly  engaging  the  shaft,  and 
a  one-way  clutch  independent  of  said  finger- 
and-wedge  .securing  means  transmitting  motion 
from  the  shaft  to  the  cam. 
469  O.  Q.— 10 


2,016.077 
CASING  PROTECTOR 
Harry  R.  Decker,  Houston,  Tex.,  assignor  of  one- 
half  to  Mellie  Esperson  Stewart.  Harris  County, 
Tex. 
AppUcation  November  13.  1928.  Serial  No.  319,062 
2  Claims.     (CL  308 — 4) 


1.  A  well  casing  protector  comprising  a  ring 
of  resilient  material  open  at  one  side,  and  adapt- 
ed to  be  sprung  open  and  fitted  around  a  drill 
stem  between  the  couplings  thereof,  the  ends  of 
said  ring  overlapping,  and  formed  to  interlock 
and  rivets  fitted  through  said  overlapping  ends. 


2.016.078 

LAMP  WRENCH 

Marcel  E.  Demyttenaere,  West  Springfield.  Mass. 

Application  November  14.  1934.  Serial  No.  752,953 

2  Claims.     (CI.  294—20) 


1,  In  a  device  for  the  purpose  described,  a 
handle,  a  plurality  of  arm  members  rigidly  se- 
cured on  said  handle  and  bent  outwardly  away 
from  the  vertical  axis  of  said  handle,  the  free 
ends  of  said  arm  members  being  split  and  bent 
to  form  clevises,  arm  gripping  members  pivotally 
secured  in  said  clevises,  and  a  spring  ring  mem- 
ber slidably  secured  in  said  gripping  members 
and  spaced  from  their  pivot  points,  whereby  when 
the  gripping  members  are  moved  from  open  to 
closed  position,  the  ring  member  will  be  moved 
from  one  side  to  the  other  of  a  plane  passing 
through  the  pivot  centers. 


2,016,079 
DISPOSABLE  TOWEL  BIB 
Clyde  E.  Deuel  and  Clarence  A.  Loomans, 
Stevens  Point,  Wis. 
Application  August  7,  1934.  Serial  No.  738.857 
3  Claims.     (CI.  2 — 50) 
1.  A  combination  bib  and  towel  of  the  type  de- 
scribed comprising  a  relatively  large  sheet  of  ab- 
sorbent disposable  material,  said  sheet  being  pro- 
vided within  its  edges  with  an  oval  neck  receiv- 
ing opening   and   further   provided   with   a   slot 
leading  from  one  end  of  the  sheet  into  said  open- 
ing,  thereby  providing   portions  which   overlap 
when  the  device  is  applied  to  the  neck  of  the 
patient  and  adjacent  portions  of  the  body  of  the 
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patient,  said  opening  being  transversely  elon- 
gated so  sls  to  more  closely  engage  the  neck  of 
the  patient,  and  a  tab  of  considerable  size  on 
the  edge  of  the  opening  and  extending  radially 
inwardly  into  said  opening,  said  tab  being  adapt- 


ed to  be  bent  downwardly  between  the  neck  of 
the  wearer  so  as  to  engage  the  underside  of  one 
of  the  overlapped  portions  so  as  to  act  as  a  lock 
to  hold  the  said  portions  in  overlapped  position 
and  thereby  hold  the  said  opening  closely  engaged 
with  the  neck  of  the  wearer. 

2,016.080 

LICENSE  PLATE  HOLDER 

Russell  J.  De  We«s.  Dallas,  Tex. 

AppUcation  April  2,  1934.  Serial  No.  718.598 

9  Claims.     (CI.  40—125) 


8.  A  holder  for  a  motor  vehicle  license  plate 
comprising,  an  elongated  frame  member  for  re- 
ceiving the  upper  edge  of  a  license  plate,  a  dis- 
play panel,  upright  supports,  means  for  secur- 
ing the  upper  ends  of  the  supports  to  the  frame 
member,  said  means  being  also  utilized  to  hold 
the  panel  in  the  frame  member,  and  means  for 
securing  said  supports  to  a  license  plate  below 
said  member. 

2.016.081 

BAIL 

Lambert  A.  Ellis,  Laurel,  Del. 

AppUcation  November  3,  1934.  Serial  No.  751,377 

2  Claims.     ( CI.  217—125 ) 


1.  A  bail  or  carrying  member  for  baskets  and 
analogous  receptacles  comprising  a  pair  of  aper- 
tured  plates,  longitudinally  curved  wire  jaw 
members  having  eyes  formed  at  the  end  thereof 


engaging  apertures  in  said  plates,  and  a  handle 
comprising  a  pair  of  wire  members  having  inter- 
mediate portions  relatively  twisted  together  Eind 
end  portions  provided  with  eyes  engaging  addi- 
tional apertures  in  said  plates. 


2.016.082 
REFRIGERATING   ITNIT 

Henry  E.  Elrod.  San  Benito,  Tex. 

Application  March  14,  1930.  Serial  No.  435.889 

6  Claims.     (CI.  230—207) 


1.  The  combination  with  a  compressor,  of  an 
enclosed  chamber  in  which  said  compressor  Is  dis- 
posed, a  vertically  disposed  actuating  shaft  and 
associated  mechanisms  for  said  compressor,  an 
electric  motor  outside  of  said  enclo.^ed  chamber 
for  driving  said  actuating  shaft,  a  sleeve  having  a 
substantial  diameter  defining  an  auxiliary  com- 
partment surrounding  said  shaft  and  mechanisms 
and  communicating  with  said  chamber  at  the 
lower  end  thereof,  means  for  tightly  packing  said 
shaft  in  said  compartment,  said  chamber  being 
partially  filled  with  a  body  of  lubricant,  means 
for  establishing  the  compressor  pressure  above 
the  lubricant  body,  said  body  of  lubricant  fur- 
thermore cooperating  with  said  auxiliary  com- 
partment to  continually  maintain  said  compart- 
ment filled  with  lubricant. 


2.016.083 

MOTION  PICTl  RE   FILM  PROPELLING 

MEANS 

Harris    N.    EnsigTi.    Los    .Angeles,    and    Harry    A. 
Hanson,  West  I^s  Angeles.  Calif.,  assignors  to 
Paramount     Productions,     Inc.,     Los     Angeles, 
Calif.,  a  corporation  of  Delaware 
Application  July  17.  1933.  Serial  No.  680.768 
15  Claims.     (CI.  271—2.3) 


set  comprising  a  series  of  smooth  rollers  over 
which  a  film  strip  may  be  passed  in  succession  and 
Including  a  driven  toothed  sprocket  over  which 
the  film  also  passes,  and  film  tensing  means  acting 
on  the  film  at  a  point  between  the  last  roller  of 
one  such  set  and  the  first  roller  of  the  next  such 
set. 


2.016.084 
TESTING  OSCILLATOR 

Floyd  Fausett.  Greenwood,  Miss.,  assignor  to 
Supreme  Instruments  Corporation,  Greenwood, 
Miss. 

Application  February  5.  1932.  Serial  No.  591,200 
6  Claims.     (CI.  250—20) 


1.  A  radio  testing  instrument,  in  combination 
with  a  radio  broadcast  receiving  set  having  a 
plurality  of  differently  tuned  amplification  stages, 
consisting  of  a  portable  oscillation  generator  com- 
prising an  audion  tube  containing  electron  emit- 
ting cathode,  grid,  and  plate  elements,  means  for 
selectively  energizing  said  elements  from  an  ex- 
ternal source  of  alternating  current  energy,  an 
external  source  of  direct  current  energy,  or  a 
local  battery  source,  means  for  biasing  said  grid 
element  to  cause  distortion  of  the  wave  form  of 
the  energy  generated  by  said  audion  whereby  a 
plurality  of  alternating  current  waves  bearing  a 
harmonic  relationship  with  respect  to  each  other 
are  formed,  and  electrical  contact  means  for  di- 
rectly Impressing  only  said  energy  upon  said 
radio  broadcast  receiving  set. 


2.016,085 
PAPER  COATING  PROCESS 

Charles  E.  Fawkes.  Chicago.  111.,  and  Colin 
Malcolm  MacKenzie.  Wabash,  Ind.,  assignors 
to  Container  Corporation  of  America,  Chicago, 
III.,  a  corporation  of  Delaware 

AppUcation  November  30.  1934,  Serial  No.  755,308 
9  Claims.     (CI.  91—68) 


10.  In  film  propelling  apparatus,  the  combina- 
tion of  a  plurality  of  sets  of  film  rollers,  each  such 


1  A  process  of  applying  a  smooth  coating  of 
lacquer  having  a  critical  viscosity  range  to  a 
sheet  of  paper  which  comprises  delivering  a  film 
of  said  lacquer  to  an  applicator  roll,  moving  a 
sheet  of  paper  across  the  surface  of  said  appli- 
cator roll,  and  rotating  said  applicator  roll  In 


the  direction  of  travel  of  said  sheet  at  a  pre- 
determined lineal  speed  less  than  the  lineal  speed 
of  the  sheet  whereby  the  lacqoer  film  is  sheared 
from  the  applicator  roll  at  a  rate  sufficient  to 
overcome  the  tendency  of  the  lacquer  coating 
to  form  distinctive  ridges  or  flow  lines  on  the 
sheet  as  it  is  being  transferred. 


2.016.086 
APPARATUS  FOR  COOLING  LIQUIDS 

Ernest  F.  Fisher,  St.  Louis,  Mo. 

Application  June  11.  1934.  Serial  No.  730,103 

18  Claims.     (CI.  261—79) 


1.  In  a  cooling  and  evaporating  apparatus  com- 
prising a  vertical  tank,  said  tank  having  a 
tangential  air  inlet,  a  cone  disposed  axially  in 
said  tank  and  opposite  to  said  air  inlet,  a  dia- 
phragm disposed  above  the  cone  and  ha\ing  a 
hole  in  its  center,  said  hole  being  In  line  with 
the  apex  of  said  cone,  a  second  diaphragm  dis- 
posed above  said  first  diaphragm  and  being  pro- 
vided with  a  hole  in  Its  center  in  line  with  the 
hole  in  the  first  diaphragm,  said  diaphragms 
forming  compartments  within  said  tank  and 
effectually  preventing  water  and  air  from  passing 
said  diaphragms  save  through  the  relatively  large 
holes  in  their  centers  through  which  air  is 
adapted  to  pass  in  a  cyclonic  swirl  upwardly  from 
said  cone,  and  means  to  spray  liquid  into  the 
upper  end  of  said  tank. 


2,016.087 

CONTROL  GEAR  FOR  ELECTRICALLY 

DRIVEN  VEHICLES 

Francis    Albert    Garrett,    Leyland.    England,   as- 
signor   to    Leyland    Motors    Limited.    Leyland, 
England,  a  company  of  Great  Britain 
Application  February  27,  1934.  Serial  No. 
In  Great  Britain  March  1.  1933 
5  Claims.      CI.  172— 179) 


713,242 


4.  In  a  vehicle  the  combination  of  electrical 
driving  means,  means  for  collecting  current  from 
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an  external  source,  line  contactors  for  connecting 
said  electrical  driving  means  to  the  current-col- 
lecting means,  speed-varying  contactors  for  vary- 
ing the  circuits  of  said  electrical  driving  means  to 
govern  the  vehicle  speed,  a  local  source  of  elec- 
tricity upon  the  vehicle,  a  controller,  operating 
circuits  for  some  of  said  speed-varymg  contac- 
tors including  contacts  operated  by  said  con- 
troller by  which  said  contactors  are  connected 
with  the  current-coUectmg  means,  operating  cir- 
cuits for  the  remaining  contactors  including  said 
local  source  and  contacts  operated  by  said  con- 
troller, and  means  preventing  re-excitation  of 
contactors  operated  from  said  current-collecting 
means  after  failure  of  the  external  supply  unless 
and  until  said  controller  is  returned  to  an  early 
notch. 


2.016.088 

SCREW 

John  M.  Hargrravc.  Cincinnati.  Ohio 

Application  May  24.  1934.  Serial  No.  727,314 

1  Claim.     (CI.  85—9) 


^. 


An  improved  screw  element,  including,  a  screw- 
threaded  portion,  an  axially  disposed  grip  portion 
extended  therefrom,  and  a  pressure  applying 
head  portion  fonned  as  an  integral  part  of  the 
screw  between  the  screw-threaded  portion  and 
the  axially  disposed  grip  portion,  said  head  por- 
tion being  formed  from  the  material  of  the  ele- 
ment and  flattened  to  provide  wings  extending 
laterally  thereof. 


2.016.089 
METHOD  OF  MAKING  PLOWSHARES 

Horace  J.  Hasson,  Cleveland,  Ohio 

Application  March  31.  1933.  Serial  No.  663,807 

7  Claims.     (CI.  29— 14) 


1.  The  method  of  making  a  plow  share  which 
Includes  forming  a  bar  of  steel  or  like  hard  metal 
to  have  a  wide  thin  portion  adjacent  a  narrow 
thick  portion  with  an  elevated  bead  portion  there- 
between, cutting  a  blank  from  the  bar  of  the  gen- 
eral form  of  an  integral  share  wing  and  share 
landside  with  the  wing  formed  from  the  thin 
portion  and  the  landside  formed  from  the  thick 
portion,  bending  the  blank  to  dispose  the  land- 
side  at  an  angle  to  the  wing  and  with  the  bead 
portion  within  the  apex  of  the  angle,  and  die- 
forming  an  outer  portion  of  the  landside  into  a 
relatively  sharp  longitudinally  extending  edge 
by  application  of  pressure  upon  the  bead  portion. 


2,016.090 
TARGET  PASTING  DEVICE 

William  E.  Hummel.  Santa  Barbara,  Calif. 

Application  January  8.  1935.  Serial  No.  908 

1  Claim.      (CI.  91—14.5) 

A  target  pasting  device  comprising  a  housing 
for  storing  a  roll  of  tape  and  provided  with  an 
outlet  through  which  the  tape  is  threaded,  the 


housing  having  an  offset  portion  providing  a  con- 
tainer for  a  tape  moistener,  the  container  having 
an  open  end,  a  moistener  in  the  container  and 
projecting  outwardly  of  the  open  end  thereof,  a 
curved  guide  on  a  wall  of  the  container  and  hav- 
ing an  outlet  adjacent  an  edge  of  the  container 
so  that  the  tape  may  be  drawn  directly  over  the 
projecting  portion  of  the  moistener  and  at  ap- 


proximately a  right  angle  to  the  path  of  the  tape 
through  the  guide,  a  hinged  cover  for  the  open 
end  of  the  container,  swingable  outwardly  there- 
from, and  in  line  with  the  path  of  the  moving 
tape  for  supporting  the  projecting  portion  of  the 
tape  in  a  plane  which  passes  through  the  top  of 
the  moistener. 


2.016.091 
METHOD    AyrD    .APPARATI'S    FOR    COOLING 
AND   HI  MIDIFYING   THE   AIR   OF   AN   EN- 
CLOSURE 

Alfred  F.  Karlson.  North  lyeominster.  Mass..  as- 
signor to  Parks-Cramer  Company,  Boston, 
Mass,  a  corporation  of  Massachusetts 

Application  December  31.  1931,  Serial  No.  584,025 
9  Claims.     tCL  236—44) 


1.  The  method  of  conditioning  uniformly  the 
atmosphere  of  an  enclosure  influenced  by  heat 
from  uncontrollable  sources  and  continuously 
cooling  said  atmosphere  at  a  predetermined 
maximum  rate  while  maintaining  a  predeter- 
mined standard  of  himiidity  that  comprises  re- 
newing continuously  the  atmosphere  of  said  en- 
closure by  distributing  uniformly  therein  a  supply 
of  air  composed  of  fresh  air  mixed  with  air  with- 
drawn from  the  enclosure,  simultaneously  sup- 
plying the  contained  atmosphere  of  the  enclo- 
sure with  moisture  by  the  direct  distribution  and 
vaporization  of  water  spray  at  predetermined 
and  substantially  uniformly  spaced  locations 
therein   and   at   a  predetermined   rate,   thereby 
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to  maintain  uniform  atmospheric  conditions 
throughout  said  enclosure  at  a  predetermined 
maximum  rate  of  evaporative  cooling,  and  regu- 
lating the  humidity  within  said  enclosure  by  ad- 
Justing  the  volume  of  fresh  air  In  said  supply  in 
accordance  with  said  predetermined  standard  of 
humidity. 


2,016,092 

METHOD  OF  ORNAMENTING  SURFACES  BY 

A   SAND  BLAST 

Robert  H.  Kavanaugh,  Bangor.  Maine 

Application  August  14,  1934.  Serial  No.  739,757 

6  Claims.     (CI.  41—39) 


1.  That  improvement  in  the  method  of  sur- 
face ornamentation  which  consists  in  applying 
to  a  surface  to  be  ornamented  a  plastic  putty-hke 
mixture  adherent  to  said  surface  and  resistant  to 
a  sand  blast,  said  mixture  including  rubber  latex 
and  an  inert  powdered  material  Imparting  suit- 
able body  to  the  mixture,  distributing  the  mix- 
ture to  cause  it  to  protect  portions  of  said  surface 
against  a  sand  blast,  and  leave  other  portions 
unprotected,  applying  a  sand  blast  to  impart  to 
said  surface  a  design  characterized  by  the  unpro- 
tected portions  thereof,  and  finally  removing  the 
protecting  portions  of  said  mixture,  the  latex  im- 
parting sufficient  tensile  strength  to  the  mixture 
to  permit  the  stripping  or  peeling  of  the  protect- 
ing portions  from  said  surface  without  leaving 
any  of  the  mixture  thereon. 


2.016,093 
ART  OF  REPAIRING   STRUCTURAL 
MEMBERS 

Arthur  Rhodes  Knight.  Baltimore.  Md. 

Application  May  4,  1933.  Serial  No.  669,439 

14  Claims.     (CL  29—151) 


"{MB 


1.  A  method  of  shortening  a  structural  mem- 
ber while  in  place  between  points  of  attachment 
in  an  organized  structure,  said  method  compris- 
ing employing  two  abutment  members  of  which 
one  is  an  elongated  member  fitting  throughout 
its  length  against  said  structural  member  longi- 
tudinally thereof  and  adapted  to  form  a  rigid 
splicing  element,  so  connecting  said  two  abut- 
ment members  to  said  structural  member  at 
spaced  points  in  its  free  extent  that  the  one  of 
said     abutment    members    which     is    disposed 


throughout  its  length  in  contact  with  said  struc- 
tural member  presents  one  end  portion  attached 
to  said  structural  member  and  the  other  end 
portion  unattached  thereto  and  extending  along 
the  same  toward  the  point  of  connection  there- 
with of  the  other  abutment  member,  severing  said 
structural  member  in  a  region  thereof  between 
said  spaced  points  overlapped  by  said  unattached 
end  portion  of  said  one  abutment  member,  ap- 
plying a  length-adjusting  device  to  said  abutment 
members  in  a  manner  to  bring  the  severed  ends 
of  the  structural  member  toward  each  other  and 
then  so  connecting  said  unattached  end  portion 
of  said  one  abutment  member  to  said  structural 
member  on  the  side  of  the  cut  therein  opposite 
the  initial  point  of  attachment  of  said  one  abut- 
ment member  therewith  as  to  form  through  said 
one  abutment  member  as  a  rigid  splicing  element 
a  structural  connection  independent  of  said 
length-adjusting  device  between  the  severed  and 
drawn-up  ends  of  said  structural  member  func- 
tioning to  secure  said  severed  ends  and  maintain 
the  adjusted  length  of  the  structural  member. 


2,016.094 

CONDENSER   CONTROL  DEVICE 

Marion  Mallory.  Detroit.  Mich. 

Application  January  19,  1935.  Serial  No.  2,599 

5  aaims.    (CI.  123—148) 


1.  The  combination  with  the  intake  manifold 
of  an  internal  combustion  engine,  and  an  ignition 
system  comprising  a  primary  circuit  and  a  sec- 
ondary circuit,  of  means  operable  by  a  predeter- 
mined degree  of  vacuum  in  the  intake  manifold 
to  increase  the  capacitance  of  said  primary  cir- 
cuit. 


2.016.095 

ELASTIC  TIRE 

James  V.  Martin,  Martindale, 

Garden  City,  N.  Y. 

Application  May  7,  1931,  Serial  No.  535,778 

7  Claims.     (CL  152—8) 


A 


7.  In  a  tire  having  a  resilient  tread  the  combi- 
nation with  a  vehicle  wheel  of  multiple  tubular 
hoops  of  circular  cross-section  cured  to  the  re- 
silient material  of  the  tire  tread,  elastic  spokes 
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attached  to  the  said  wheel,  secured  to  the  tread 
and  supporting  the  said  wheel  in  tension  from  the 
upper  outside  portions  of  the  said  hoops. 


2,016.096 

DRIER 

Wendell  L.  Martin,  Cleveland,  Ohio.  assii:nor  to 

The  Martin  Brothers  Electric  Company,  Cleve. 

land,  Ohio,  a  corporation  of  Ohio 

Application  April  4.  1932.  Serial  No.  603.023 

11  Claims.     (0.219—39) 


9.  f    f 


-t   ,5 


1.  A  hair  drier,  comprising:  a  tubular  casing; 
means  for  causing  a  current  of  air  to  flow  through 
said  casing;  electrical  heating  means  disposed 
within  said  casing  and  extending  about  the  In- 
terior thereof  and  adapted  to  heat  the  air  pass- 
ing through  said  casing,  said  heating  means  in- 
cluding an  additional  resistance  element  dis- 
posed in  said  air  stream;  and  mechanism  for 
controlling  operation  of  said  air  current  means 
and  said  heating  means,  operable  to  connect  said 
additional  resistance  element  in  circuit  with  said 
heating  means  to  reduce  the  total  heating  ef- 
fect thereof,  said  additional  resistance  element 
bemg  positioned  at  one  side  portion  of  said  cas- 
ing and  operating  to  concentrate  the  greater 
portion  of  the  reduced  heat  of  said  heating  means 
in  a  selected  part  of  said  air  stream. 


2.016.097 

AUTOMOBILE  SERVER 

Daniel  E.  Parsons.  Knoxvilie,  Tenn. 

Application  September  18.  1934,  Serial  No.  744.593 

1  Claim.     (CI.  311— 22) 


A  device  of  the  class  described  comprising  an 
elongated  body  of  inverted  U -shape  In  cross 
section  and  having  integral  laterally  extending 
IkiAKtt  on  the  lower  portion  of  the  sides  there- 
of and  a  plurahty  of  spaced,  upstanding  cylin- 
drioAi  shaped  wells  secured  on  each  of  the  lat- 
eiAil7  extending  flanges. 


2.016,098 
AUTOMATIC  SCALE 
Franz    Peuker    and    Knrt    Rathke.    Darmstadt, 
Germany,  assU:nors  to  Carl  Schenck  Eisenries- 
serei  Sc  Maschinenf abrik  Darmstadt.  G.  m.  b.  H., 
Darmstadt,  Germany 
Applic'\tion  September  18.  1933.  Serial  No.  689.946 
In  Germany  September  19.  1932 
12  Claims.     (CI.  265—5) 


1.  In  a  weighing  scale  for  indicating  and  print- 
ing weighing  results  by  numerical  values  of  a 
plurality  of  orders,  a  pendulum,  the  inclination 
of  which  corresponds  to  the  load  on  the  weigh- 
bridge; an  Eircuate  arm  with  a  graduated  scale, 
connected  with  said  pendulum  and  moving  with 
it,  so  as  to  Indicate  the  weight:  an  arcuate  lever. 
also  connected  with  said  pendulum  and  moving 
with  it;  a  number  of  stops  on  said  lever;  a  pawl 
movable  into  and  out  of  the  path  of  said  stops, 
said  stops  corresponding  in  position  to  major 
graduations  of  said  scale  and  being  adjustable 
upon  said  lever  to  make  them  coincide  with  said 
major  graduations;  means  for  moving  said  pawl 
into  the  path  of  an  adjacent  stop  after  said  pen- 
dulum has  assumed  its  definitive  position;  a  cou- 
pling device  acting  in  coupled  state  upon  a  part 
connected  with  said  pendulum:  a  printing  mem- 
ber actuated  by  the  coupling  device  and  provided 
with  printing  types  for  printing  the  lower  orders 
of  the  weighing  result;  another  printing  member 
for  printing  the  higher  orders  of  the  weighing 
result;  and  means  for  setting  said  higher  order 
printing  member  in  accordance  with  the  inclina- 
tion of  said  pendulum. 


2.016.099 
FUSE  CUT-OUT 

Jerome    Sandin,    Forest    Hills.    Pa.,    assifrnor    to 
Westinf house  Electric  &  Manufactarinc  Com- 
pany, a  corporation  of  Pennsylvania 
AppUcation  Jane  16.  1928.  SeHal  No.  285.798 
Renewed  July  8.  1932 
IS  Claims.     (CI.  20»— 133) 
3.  Fuse   mechanism   comprising   a   housing,   a 
cover   hinged   thereto,    a  fuse  enclosure  having 
contact  terminals  adjacent  the  ends  thereof,  con- 
tact members  carried  by  the  housing  for  yielding- 
ly engaging  the  contact  terminals  when  the  cover 
is  in  closed  position,  an  attaching  member  se- 
cured to  the  enclosure  between  the  said  terminals 
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for  securing  the  enclosure  to  the  cover,  and  a 
yielding  chp  carried  by  the  housing  for  engaging 


the  member  for  releasably  retaining  the  cover 
in  closed  position. 


2,016.100 
THERMO-MAGNETICALLY  ACTUATED 

SOURCE  OF  POWER 

Erich  Schwarzkopf.  Jackson  Heights,  N.  Y. 

Application  January  6.  1932,  Serial  No.  585,024 

9  Claims.     (CL  171—125) 


9.  A  source  of  electric  current,  comprising  a 
magnetized  permeable  core,  a  coll  surrounding 
said  core,  said  current  being  set  up  in  said  coil, 
means  raising  the  temperature  of  said  core,  means 
lowering  the  temperature  of  said  core,  and  means 
controlling  said  temperature  lowering  means  and 
actuated  in  response  to  the  temperature  fluctua- 
tion in  said  core. 


2.016.101 

APPARATUS    FOR     DRAWING     TABS    FROM 

ADDRESSOGRAPH  PLATE  CARRIERS 

Charles  A.  Townc.  Des  Moines.  Iowa 

Application  M^rrh  26.  1<>^4    Serial  No.  717,414 

6  Claims.     (CI.  101—1) 


1  In  a  device  of  the  class  described,  the  combi- 
nation of  a  base  Including  a  table  for  support- 
ing an  addressograph  plate  carrier  havins  a  series 
of  identification  tabs  projecting  outwardly  from 
one  of  its  edges,  means  for  clamping  the  pro- 


jecting end  of  one  of  said  tabs  and  withdraw- 
ing the  same  from  said  frame,  said  means  com- 
prising a  slide  bar  having  a  jaw  element  at  one 
end,  a  second  slide  bar  having  one  end  pivoted 
to  the  corresponding  end  of  the  first  bar  and  its 
other  end  provided  with  a  jaw  member  adapted 
to  co-act  with  the  first  jaw  member,  means  for 
moving  said  jaw  members  to  a  clamping  posi- 
tion to  engage  a  tab  and  for  moving  said  jaw 
members  longitudinally  of  said  tab  to  withdraw 
the  same  from  its  supporting  frame. 


2,016.102 

PRODUCTION  OF  CONVERSION  PRODUCTS 

OF  RUBBER 

Wilhelm    Breuers.    Ludwigshafen-on-the-Rhine, 
Germany,    assignor    to   I.    G.    Farbenindustrie 
Aktiengesellschaf  t,      Frankfort  -  on  -  the  -  Main. 
Germany 
No  Drawing.    Application  August  16,  1932,  Serial 
No.  629.081.    In  Germany  August  24,  1931 
7  Claims.     (CI.  260—1) 
1.  In  the  production  of  resin-like  conversion 
products  of  un vulcanized  rubber  by  heating,  the 
steps  which  comprise  carrying  out  the  reaction 
for  from  about  5  to  about  30  hours  at  a  tempera- 
ture ranging  from  about  150'   to  not  exceeding 
about  300"  C,  in  the  presence  of  a  finely  divided, 
porous  surface-active  substance  having  a  slightly 
acid  reaction,  and  separating  the  formed  resin- 
like conversion  product  from  the  said  surface- 
active  substance. 


2.016.103 
DENTAL  ALIGNING  AND  TESTING  DEMCE 

Edward  L.  Chott.  Chicago,  111.,  assignor  of  one- 
half  to  Hugo  J.  Chott.  Chicago.  HI. 
Application  September  1,  1933,  Serial  No.  687,789 
1  aaim.     (CL  32—32) 


In  a  device  of  the  character  described  employ- 
ing an  articulator  having  an  upper  member  and  a 
lower  member,  one  of  said  members  being  mov- 
able toward  the  other,  the  combination  of  an 
aligning  plate  with  one  of  said  articulator  mem- 
bers, means  for  securing  said  aligning  plate  to  one 
of  said  members,  said  means  comprising  three 
threaded  studs  secured  to  said  aligning  plate  at 
three  separated  points,  only  two  of  which  are  lo- 
cated on  an  imaginary  straight  line,  a  coil  spring 
on  each  of  said  studs  and  arranged  between  said 
aligning  plate  and  the  articulator  member  to 
which  said  aligning  plate  is  secured,  enlarged  an- 
nular apertures  in  said  articulator  member  for 
the  passage  of  said  studs  therethrough,  a  ball- 
shaped  washer  on  each  of  said  studs  between  each 
coil  spring  and  said  articulator  member,  and  a 
thumb  nut  having  a  ball -shaped  Irmer  end 
threaded  onto  each  of  said  studs  on  the  side  of 
said  articulator  member  opposite  the  side  against 
which  each  of  said  ball-shaped  washers  bears. 
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2.016.104 
MOVING  STAIRWAY 

Will  Cooper,  Morton  Grove,  and  James  Dunlop, 
Park  Ridge.  III.;  said  Dunlop  assignor  to  West- 
inghouse  Electric  Elevator  Company.  Chicago. 
III.,  a  corporation  of  Illinois 

Application  November  21,  1934.  Serial  No.  754,028 
12  Claims.     (CI.  198 — 16) 


■«*  .<.>,  ^J  ,  o. 


1.  A  combplate  for  moving  stairway  steps 
comprising  a  comb  base,  a  plurality  of  teeth  dis- 
posed on  the  base  in  position  to  permit  clea  s  on 
the  steps  to  pass  between  them,  end  tips  dis- 
posed on  the  outer  ends  of  the  teeth,  said  tips 
being  of  softer  material  than  the  material  in 
the  teeth. 

2.016.105 

CONCENTRATION  OF  BARITE  BEARING 

MATERIALS 

Arthur    Cra^o,    MuJberry,    Fla.,    and    Harry    C. 
Motsinger.  Pulaski.  Tenn..  assignors  to  Phos- 
phate Recovery  Corporation.  New  York,  N.  Y., 
a  corporation  of  Delaware 
No  Drawing.    Application  December  12,  1932, 
Serial  No.  646.872 
9  Claims.     (CI.  209 — 166) 
1.  The  process  which  consists  in  mixing  a  pulp 
of  ground  barite-bearing  material  relatively  free 
from  slimes  with  alkali,  thereafter  mixing  it  with 
fatty  acid  and  an  oil  normally  free  from  substan- 
tial amounts  of  free  fatty  acid,  agitating  to  pro- 
duce a  float  concentrate,  and  separatmg  the  float. 

2.016.106 

FOUNTAIN  PEN 

Arthur  O.  Dahlberg.  Madison.  Wis. 

Application  July  14.  1932.  Serial  No.  622,409 

8  Claims.     (CI.  120 — 52) 


♦7^ 


30 


1.  In  a  fountain    pen.  the   combination  of  a 
barrel   having  a  part  with  a  feed  bar  receiving 


bore  therein,  a  feed  bar,  a  nib.  cooperating  means 
on  said  feed  bar  and  nib  for  detachably  securing 
said  nib  to  said  feed  bar  in  a  predetermined  po- 
sition relative  thereto,  and  mterengaging  tapered 
wedgmg  means  on  said  part,  on  said  nib,  antl  on 
said  feed  bar  for  detachably  securing  said  feed 
bar  and  nib  in  said  part  in  any  angular  position. 


2.016.107 
SAW  HANDLE 

Harold  S.  Forsberg.  Stratford.  Conn. 

Application  January  3.  1935.  Serial  No.  229 

2  Claims.     (CI.  145 — 108) 


1.  A  saw  handle  comprising  a  cast  metal  body 
having  a  blade  attaching  portion  and  a  gripping 
portion,  said  gripping  portion  having  a  rear  arcu- 
ate wall  member  provided  with  a  convex  edge  and 
a  front  arcuate  wall  member  provided  with  a 
concave  edge,  said  wall  members  extending  rear- 
wardly  and  downwardly  from  said  blade  attach- 
ing portion,  spaced  web  members  dispKJsed  be- 
tween and  connecting  said  wall  members,  said 
concave  edge  terminating  at  and  higher  than  the 
lower  edge  of  the  attaching  portion  to  provide 
a  shoulder,  a  lug  extending  outwardly  from  the 
rear  wall  member  substantially  opposite  to  said 
shoulder,  whereby  the  handle  may  be  held  In 
cither  normal  or  inverted  position  with  said  grip- 
ping portion  in  the  palm  of  the  hand  disposed 
between  fingers  engaged  respectively  with  said 
shoulder  and  said  lug. 


2.016.108 

DRY    CELL 

Lamont    E.    Glrard.    Madison.    Wis.,    assignor   to 

Burgess    Battery    Company.   Madison.    Wis.,   a 

corporation  of  Wisconsin 

Application  October  31.  1931.  Serial  No.  572,290 

5  Claims.     (CI.  136 — 133) 


\it  i  r.-T.-i  i     •, •  -     - 


""  iihP 


1.  In  a  dry  cell,  a  cylindrical  carbon  pole  and 
a    washer    fitting    tightly    upon    said    pole,    said 
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washer  having  a  central  opening  and  having  slits 
extending  outwardly  from  the  central  opening 
thereof  and  terminating  intermediate  said  cen- 
tral opening  and  the  periphery  of  the  washer. 


2.016.109 
SULPHURIC  ESTER  OF  MONO-ACETALS 

Fritz      Guenther,      Ludwigshafen-on-the-Rhine. 

Germany,    a.ssignor    to    I.    G.    Farbenindustrie 

Aktiengesellschaft.   Frankfort  -  on  -  the  -  Main, 

Germany 
No  Drawing.     Application  April   13.  1931,   Serial 
No.  529.793.    In  Germany  April  23.  1930 
16  Claims.     (CI.  260— 99.12) 

1.  The  process  for  the  production  of  conden- 
sation products  which  comprises  acting  with  a 
sulphonating  agent  on  an  aliphatic  alcohol  in  the 
pre.sence  of  an  aliphatic  carbonyl  compound  se- 
lected from  the  group  consisting  of  aldehydes 
and  ketones,  the  quantity  of  the  sulphonating 
agent  being  at  least  equimolecular  to  that  of  said 
carbonyl  compound. 


2,016.110 

MACHINE  FOR  CLEANING   GOLF  BALLS 

OR  THE  LIKE 

Otto  E.  Heisser,  Minocqua.  Wis. 

Application  December  20.  1930,  Serial  No.  503,700 

Renewed  May  4.  1935 

11  Claims.     (CI.  15—21) 


li)JuUj,,jji  .1,1 -i^k  -I 


11.  In  a  ball  cleaning  device,  ball  scrubbing 
means  adapted  to  allow  a  ball  to  be  dropped  into 
the  scrubbing  position,  said  scrubbing  means  be- 
ing of  such  a  character  as  to  urge  the  ball  back- 
wards or  forwards  in  an  approximately  horizontal 
direction,  a  stop  behind  said  scrubbing  position, 
a  readily  retractable  stop  in  front  of  said  scrub- 
bing position,  and  a  ball  outlet  passageway  lead- 
ing  forward  from  said  scrubbing  position. 


in  the  reservoir,  a  return  channel  for  condensed 
vapor  connecting  the  chamber  to  the  reservoir, 


2.016.111 

GAS  DISCHARGE  LAMP.  ESPECIALLY 

MERCURY  LAMP 

WMIIiam  J   Hitchcock.  Scotia.  N.  Y. 

Application  October  30.  1933.  Serial  No.  695,790 

3  Claims.     (CI.  176 — 124) 

1.  In  an  electric  discharge  device  for  producing 

light  a  transparent  envelope  forming  a  discharge 

chamber,  a  gas  in  said  chamber,  a  nozzle  in  said 

chamber  opening  out  of  a  reservoir  of  vaporiz- 

able  metal,  means  to  heat  the  vaporizable  metal 


and  means  for  maintaining  the  discharge  cham- 
ber in  a  substantially  uniform  electric  field. 


2.016.112 
PROCESS  FOR  PRODUCING  BUTYL 
ALCOHOL  AND  ACETONE 
Alexander  Izsak.  Central  Park.  N.  J.,  and  Forest 
J.   Funk.  Wilmington,  Del.,  assignors  to   E.  I. 
du  Pont  de  Nemours  &  Company,  Wilmington, 
Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  October  19,  1932, 
Serial  No.  638,596 
11  Claims.     (CI.  260—135) 
1.  In  the  process  of  producing  butyl  alcohol 
and  acetone  by  fermentation  of  a  sterile  aqueous 
solution  of  water  soluble  nonamylacecus  carbo- 
hydrates by  means  of  Clostridium  saccharobutyl- 
icum  gamma    the  step  which  comprises  adding 
to  the  solution  an  inorganic  alkaline  reacting  ma- 
terial suflScient  in  amount  to  change  the  acidity 
of  the  solution  from   approximately  3.0  on  the 
F*uller  scale  to  approximate  neutrality,  the  alka- 
line reacting  material  being  added  not  later  than 
the  time  the  acidity  reaches  approximately  3.0 
on  the  F^il.er  scale  and  at  such  times  and  in  such 
amounts  as  to  avoid  giving  the  solution  a  pH 
above  7.0  at  any  time  after  sterilization. 


2016113 

COMPRESSED  AIR  GUN 

Marion    L.    J.    Lambert,    St.    Louis,    and    Calvin 

Latham.    St.   Louis   County.   Mo.,   assignors   of 

one-third  to  Isaac  Dee  Kelley,  Jr.,  St.  Louis.  Mo. 

Application  June  7.  1934.  Serial   No.  729.376 
3  Claims.     (CI.  221— 73.5) 

1.  A  compressed  air  gun  comprising  a  housing 
having  a  valve  chamber  therein  and  an  inlet  pas- 
sage opening  into  said  chamber,  an  elastic  valve 
seat  at  the  outer  end  of  said  chamber  and  hav- 
ing an  outlet  passage  therethrough,  devices 
mounted  in  said  housing  clamping  said  valve 
seat  In  position  and  having  a  chamber  therein 
communicating  with  said  outlet  passage  and 
opening  to  the  out.side  of  said  housing,  a  valve 
mounted  in  said  valve  chamber  having  an  annular 
portion  movable  into  and  out  of  engagement  with 
said  valve  seat  and  having  a  stem  extending 
through  said  outlet  passage  Into  said  last  named 
chamber,  a  member  aUached  to  said  valve  stem 
in  said  last  named  chamber  guiding  said  valve 
stem  In  longitudinal  movements,  a  spring  con- 
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nected  with  said  valve  stem  In  said  last  named 
chamber  for  moving  said  valve  into  engagement 
with  said  valve  seat,  and  a  stem  supported  by  said 
housing  in  axial  alinement  with  said  valve  stem 


for  moving  said  valve  stem  in  opposition  to  said 
spring  to  disengage  said  VEdve  from  said  valve 
seat. 

2.016.114 

SAUERKRAUT  MACHINE 

John  Mazzoco.  Trinidad,  Colo. 

Application  Jane  11.  1934.  Serial  No.  730,043 

1  Claim.     (CI.  146—125) 


jj 


^-u- 


-*  u'^JC/ 


In  a  machine  of  the  kind  described,  a  frame 
comprising  side  rails,  a  lower  cross  beam,  a  disk 
journaled  on  the  cross  beam,  an  upper  cross 
beam  mounted  across  and  above  the  disk,  a 
bridge  member  mounted  above  the  upiper  cross 
beam  and  having  a  central  gear  chamber,  a  pair 
of  meshing  gears  mounted  in  the  chamber  and 
one  connected  to  the  disk,  a  crank  mounted  ex- 
teriorly of  the  frame  and  connected  to  the  other 
gear,  the  said  disk  having  an  upstanding  mar- 
ginal rim,  arcuate  side  walls  secured  at  their  ends 
to  the  upper  cross  beam  and  fitting  within  the 
said  disk  rim.  and  radially  extended  cutting 
blades  on  the  disk,  the  said  disk  having  radial 
slots  adjacent  and  beneath  the  cutting  blades  and 
stop  plates  extended  between  the  side  walls  and 
upper  cross  beam  adjacent  opposite  ends  there- 
of, the  said  stop  plates  being  set  substantially  in 
parallelism  with  the  blades  on  the  disk,  clamp 
bars  set  across  the  side  rsuls  of  the  frames,  clamps 
mounted  centrally  on  the  clamp  bars,  a  tamping 
member  comprismg  pressure  plates  adapted  to 
enter  the  chamber  between  the  side  walls  emd 
upper  cross  beam,  and  an  inverted  U-shaped  con- 
necting strap  between  the  plates  adapted  to  strad- 
dle and  clear  the  said  cross  beam  and  bridge 
member  of  the  frame. 


2016.115 
DISHWASHING   MACHINE 
Harry  P.  Messlor.  Trenton,  N.  J.,  assignor  to  G.  8. 
Blakeslee  A  Co..  Cicero,  111.,  a  corporation  of 
nUnois 
Application  Deeember  31,  1928.  Serial  No.  329.481 
17  CUims.     (CI.  141—9) 
16.  In   an    apparatus   having   a   door,   means 
swlngably   mounting   said    door   for    movement 


about  a  generally  horizontal  axis  at  the  upper 
portion  of  the  door,  and  controlling  means  for 
the  door  comprising  a  freely  swlngable  member 
mounted  for  swinging  movement  about  a  gen- 
erally horizontal  axis  and  including  an  arm  por- 
tion and  a  depending  weighted  portion,  and  a 
link  pivotally  connected  with  said  arm  portion 
and  said  door,  the  angular  relation  between  said 
link  and  said  arm  portion  being  such  that  when 
the  door  is  In  raised  position,  said  link  and  said 
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arm  portions  are  in  a  substantially  straight  line 
position,  whereby  the  weight  of  said  depending 
portion  is  sufficient  to  hold  the  door  in  its  raised 
position,  and  when  the  door  is  in  its  closed  posi- 
tion the  link  is  disposed  substantially  at  right 
angles  to  said  arm  portion,  whereby  the  weight 
of  the  door  is  sufficient  to  overcome  the  tendency 
of  the  weighted  dependent  portion  to  open  the 
same. 

2.016,116 
JEWEL  BOX 
Frank    Milhening.    C'birago.    III.,    assignor    to   J. 
Milhening,  Inc.,  Chicaxo,  111.,  a  corporation  of 
Illinois 
Orifrinal  application  February  27,  1933,  Serial  No. 
658,773.     Divided  and  this  application  October 
26,  1934,  Serial  No.  750  035 

6  Claims.     (CI.  206 — 44) 


1.  A  commemorative  gift  box  including:  a  gift 
support,  a  commemorative  medallion,  and  a  sup- 
port for  said  medsdlion  relatively  movable  with 
respect  to  said  gift  support;  said  parts  being  so 
linked  together  by  links  pivoted  to  each  of  the 
relatively  movable  parts  that  the  two  parts  may 
be  relatively  moved  without  relative  rotation  in 
a  direction  that  would  impair  the  visibility  of 
either  the  gift  or  the  medallion,  said  links  being 
secured  to  said  gift  support  along  a  given  axis; 
and  a  handle  secured  to  said  gift  support  at  a 
point  remote  from  said  axis  whereby  said  gift 
support  may  be  supported  jointly  by  said  handle 
and  said  links  during  movement. 

2,016.117 
TIE  FOB  CONCRETE  FORM  WORK 
Eric  Fercival  Mnnts,  Hamilton,  Ontario.  Canada 
Application  September  18.  1933.  Serial  No.  689.940 
1  Claim.     (CI.  24—126) 
A  button  for  a  tie  wire  of  the  character  de- 
scribed, comprising  a  jaw  housing  having  a  wire 
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receiving  orifice  extending  completely  there- 
through and  a  plurality  of  jaw  containing  grooves 
having  flat  sides  and  bottoms  positioned  radially 
of  the  oriflce  and  opening  thereinto,  the  bottom 
faces  of  the  grooves  being  inclined  in  respect  to 
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the  longitudinal  axis  of  the  orifice,  and  a  plu- 
rality of  flat  sided  wedge  shaped  wire  engaging 
jaws  totally  contained  within  the  housing  and 
positioned  within  the  grooves  and  resting  upon 
the  groove  bottoms. 


2,016.118 
METHOD  OF  SELECTIVE  SHUTTING  OFF  OF 

WATER  FLOW  IN  OIL  WELLS 
Irvlnr   E.   Muskat,   Pittsborrh,   Pa.,   assirnor   to 
Galf    Research    &    Development    Corporation, 
Wilmington,  DeL,  a  corporation  of  Delaware 
No  Drawing.    Application  January  9.  1935. 
Serial  No.  1,068 
3  Claims.     (CL  166—21) 
1.  In  the  selective  plugging  of  water-bearing 
formations  in  oil  wells,  the  process  which  com- 
prises introducing  into  the  well  under  a  pressure 
greater  than  the  normal  well  pressure  hqu.d  sul- 
fur monochloride  in  amount  sufficient  to  enter 
the   pores   and    pass  outward  from  the  well  a 
considerable   distance,   continuing    the   pressure 
while  discontinuing  introduction  to  give  a  pause 
for  hydrolysis,  then  removing  excess  sulfur  mon- 
ochloride and  resuming  the  delivery  of  oil  from 
the  well. 


rality  of  anodes,  a  plurality  of  anode  shields  each 
surrounding  a  diflferent  one  of  said  anodes  and 
each  being  provided  with  an  opening  at  the  lower 
end  thereof  adjacent  the  corresponding  anode,  a 
condensing  dome  mounted  on  said  tank,  means  to 
circulate  a  cooling  medium  in  contact  with  the 
walls  of  said  dome  and  means  Including  cooling 
coils  mounted  within  said  dome  to  absorb  heat 
losses  therein,  and  means  to  circulate  a  cooling 
medium  in  contfict  with  said  tank  to  absorb  heat 
losses  in  the  space  between  said  cathode  and  said 
anode  shield  openings  through  which  space  passes 


2.016.119 

CAR  SEAT  MECHANISM 

Thomas  D.  Owler  and  James  V.  Conway,  Chicago, 

111.,  assijfnors  to  Heywood-Wakefleid  Company, 

Boston,  Mass.,  a  corporation  of  Massachusetts 

Application  July  11,  1930.  Serial  No.  467,268 

3  Claims.     (CL  155—163) 


3.  In  car  seat,  a  seat  frame,  a  back  swingably 
mounted  on  said  frame  to  rock  on  a  horizontal 
axis,  a  lever  arm  rockable  with  said  back  on 
said  axis,  a  nut  mounted  in  said  arm  to  rock  on 
an  axis  perpendicular  to  its  bore,  a  screw  In 
threaded  engagement  with  said  nut.  a  drive 
shaft  mounted  in  said  frame,  a  universal  joint 
connecting  said  screw  and  shaft,  a  cross  shaft 
on  said  frame,  driving  means  operably  connect- 
ing said  cross  shaft  and  said  drive  shaft,  and 
an  operating  crank  on  said  cross  shaft. 


2.016,120 

VAPOR  PRESSURE  CONTROL  MEANS 

Eugene  H.  Reid,  Schenectady,  N.  Y.,  assignor  to 

General   Electric   Company,   a  corporation   of 

New  York 

Application  July  25,  1931.  Serial  No.  553,135 

3  Claims.     (CI.  250—27.5) 
1.  The  combination  with  a  space  discharge  de- 
vice including  a  metal  tank,  a  cathode,  a  plu- 


the  arc  discharge  between  said  cathode  and  said 
anodes,  of  auxiliary  cooling  means  including  cool- 
ing medium  conducting  elements  mounted  closely 
adjacent  throughout  their  entire  extent  to  the 
lower  wall  portion  of  said  tank  in  said  space  to 
increase  the  absorption  of  heat  losses  in  said 
space  to  a  predetermined  rate  of  absorption, 
whereby  the  vapor  pressure  in  said  space  between 
said  cathode  and  said  anode  shield  openings  is 
maintained  at  substantially  the  same  value  as 
that  of  the  vapor  pressure  in  said  dome. 


2,016.121 

LAMP  SOCKET 

William  H.  Rowe.  Cliftondale.  Mass.,  assignor  to 

General   Electric   Company,   a   corporation  of 

New  York 

Application  March  23,  1932.  Serial  No.  600.739 

3  Claims.     (CL  173—344) 


1.  A  lamp  socket  comprising  a  casing  having 
an  open  end,  the  other  end  of  said  casing  being 
provided  with  a  closure  having  a  center  opening, 
a  base  connected  to  said  closure  inside  of  said 
casing,  a  screw  shell  carried  by  the  base  having 
an  opening  in  its  wall,  a  contact  prong  carried 
by  the  base  for  transmitting  current  to  the  center 
contact  of  a  lamp  and  projecting  through  the  said 
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center  opening,  a  second  contact  prong  carried  by 
said  base  projecting  through  said  opening  in  the 
wall  of  said  screw  shell  for  directly  engaging  the 
screw  base  of  a  lamp  and  also  projecting  through 
the  center  opening  in  said  closure,  and  a  conduc- 
tive connection  extending  through  said  base  from 
said  screw  shell  to  said  second  prong  for  estab- 
lishing a  multiple  current  path  to  the  lamp  screw 
base. 


2.016.122 

TREMOLO  DEMCE   FOR  ACCORDIONS 

Otto  Schmidt.  New  York.  N.  Y. 

AppUcation  October  11.  1934.  Serial  No.  747,835 

5  Claims.     (CI.  84—376) 


1.  In  an  accordion  including  a  bellows  and  a 
reed  chest,  a  partition  waD  between  them  having 
a  port,  a  valve  to  seat  over  said  port  and  a  flexi- 
ble spring  arm  supporting  said  valve  normally  in 
seated  position  adapted  to  permit  the  valve  to 
be  unseated  by  air  pressure  acting  in  the  direction 
in  which  the  valve  opens,  whereupon  the  flexible 
spring  arm  t^nds  to  vibrate  and  cause  a  flutter- 
ing action  of  the  valve. 


2.016.123 
AQUARIUM 

Wallace  Schorr.  Momingside,  Minn. 

AppUcation  March  5.  1934,  Serial  No.  714,060 

2  Claims.     (CI.  119 — 5) 


at-''    t^ 


1.  An  aquarium  comprising  a  skeleton  frame, 
a  pair  of  glass  tanks  supported  by  said  frame  and 
disposed  with  adjacent  ends  in  spaced  parallel 
relation,  said  frame  including  a  pair  of  spaced 
uprights,  a  twttom  cross  member  extending  be- 
tween the  lower  ends  of  said  uprights  and  a  top 
cross  member  extending  between  the  upper  ends 
of  said  uprights,  all  of  which  members  bridge 
the  space  between  the  adjacent  ends  of  the  said 
tanks  and  form  with  the  adjacent  ends  of  said 
tanks  a  substantially  closed  chamber,  an  electric 
light  bulb  mounted  within  said  chamber  and 
means  for  supplying  electricity  to  said  bulb,  said 
bulb  acting  to  both  light  said  tanks  and  heat 
the  same. 


to 
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2.016,124 
VALVE  MECHANISM  FOR  ROCK  DRILLS 
William  A.   Smith.  Sr.,  Athens.  Pa.,  assiicnor 
Ingersoll-Rand  Company,  Jersey  City,  N.  J. 
corporation  of  New  Jersey 
Application  October  4.  1934.  Serial  No.  746.776 
2  aaims.     fCL  121—27) 
1.  In  a  fluid  actuated  rock  drill,  the  combina- 
tion of  a  cylinder  having  a  piston  chamber  and 
a  piston  therein,  a  valve  chest  having  a  supply 
^chamber  extending  longitudinally  of  the  piston 


chamber.  Inlet  passages  opening  directly  from 
the  ends  of  the  supply  chamber  into  the  adja- 
•cent  ends  of  the  piston  chamber,  valve  seats  In 
the  supp'.y  chamber  encircling  the  inlet  passages, 
a  pair  of  valve  chambers  in  the  valve  chest, 
valves  in  the  form  of  sleeves  In  the  valve  cham- 
bers cooperating  with  the  seats  for  controlling 
the  admission  of  pressure  fluid  into  the  inlet  pas- 
sages, pressure  areas  on  the  valves  constituting 


portions  of  a  bounding  surface  of  the  supply 
chamber  and  being  constantly  exposed  to  pres- 
sure fluid  in  the  supply  chamber  for  throwing 
the  valves  in  one  direction,  actuating  areas  on 
the  valves,  passages  controlled  by  the  piston  for 
supplymg  pressure  fluid  to  the  actuatmg  areas 
to  throw  the  valves  in  the  opposite  direction,  and 
closures  for  the  valve  chambers  and  being  adjust- 
able to  different  positions  to  vary  the  rate  of 
flow  of  pressure  fluid  to  the  actuating  surfaces. 


2,016.125 
DRYING   APPARATUS 
Robert  R.  Snow,  Holly,  Mich.,  assignor  to  Chrys- 
ler Corporation,  Detroit,  Mich.,  a  corporation 
of  Delaware 
Application  February  11,  1935.  Serial  No.  6,031 
10  Claims.     (CL  34—12) 


1.  Drying  apparatus  Including  a  drying  station, 
conveymg  mechanism  for  progressively  moving 
articles  through  said  station,  a  torch  osclllatably 
mounted  in  said  station,  and  driving  mechanism 
for  oscillating  said  torch  throughout  a  predeter- 
mined course. 


2.016  126 

NECKTTF   CONSTRUCTION 

Shirley  L.  Starkey.  Parkersburjj.  W.  Va. 

Application  January  15.   19:^2.  S-rfal  No.  586,836 

1  Claim.     (CI.  2— 146> 

In  a  necktie  construction,   a   tubiform  fabric 

body  of  single  ply  material,  and  a  relatively  thin 

rubber  lining  on  the  Inner  portion  of  the  body, 

the  body  being  flattened  with  the  confronting 
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areas  of  said  body  Joined  together  by  said  lining 
throughout  from  one  edge  to  the  other  of  said 


body,  the  rubber  lining  being  considerably  re- 
moved from  opposite  ends  of  said  body. 

2.016.127 

VENDING   APPARATUS 

Edward  G.  Weiler.  Columbus,  Ohio 

Application  March  29,  1930.  Serial  No.  439,935 

6  Claims.     (CL  312 — 35) 


1.  A  vending  apparatus  comprising  a  cabinet, 
a  plurality  of  vertical  rows  of  horizontally  dis- 
posed article  dispensing  conveyor  chains  mounted 
within  said  cabinet,  an  operating  element  for  each 
vertical  row  of  chains,  locking  means  for  each 
conveyor  chain,  an  article  selector  mechanism  and 
driving  mechanism  within  said  cabinet,  a  drive 
disc  adapted  to  make  one  complete  revolution 
when  actuated,  means  connecting  said  drive  disc 
with  all  of  the  operating  elements  for  said  chains, 
and  means  associated  with  said  article  selector 
and  driving  mechanism  for  releasing  one  of  said 
locking  means  and  connecting  an  adjacent  oper- 
ating element  with  an  adjacent  chain  to  shift  said 
chain  toward  a  point  of  delivery. 

6.  A  vending  apparatus  comprising  movable 
means  for  supporting  a  variety  of  articles  for 
delivery,  a  projecting  member  carried  by  said 
movable  means  adjacent  the  position  of  each 
article,  locking  means  for  said  movable  means,  a 
common  delivery  actuating  mechanism  adapted 
to  be  moved  adjacent  to  said  article  supporting 
means  through  a  cycle  of  motion,  a  pivoted  mem- 
ber associated  with  said  delivery  actuating  mech- 
anism, a  positioning  member,  and  an  electro- 
magnet to  move  said  positioning  member  Into  the 
path  of  movement  of  said  pivoted  member  to  de- 
flect the  same  into  releasing  contact  with  said 
locking  means  and  into  engagement  with  the 
adjacent  projecting  member  carried  by  the  article 
supporting  means  and  effect  the  movement  of  an 
article  to  a  point  accessible  to  the  operator. 


to 
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2.016.128 
REENFORCING   BAR 
William   E.   White,   Bethlehem.   Pa.,   assigrnor 
Kalman    Steel   Corporation,   a   corporation 
Delaware 
AppUcation  September  14.  1932.  Serial  No.  633,150 
16  Claims.     (CL  72 — 111) 


^f> 


13.  A  reenforcing  bar  for  concrete  structures  or 
the  like,  comprising  a  cylindrical  body  portion, 
and  a  sinuous  rib  formed  thereon  extending  lon- 
gitudinally and  laterally  thereof  on  the  cylindri- 
cal body  portion  the  full  diameter  of  the  bar.  said 
sinuous  rib  having  the  outer  surfaces  of  its  apices 
extending  only  to  the  lateral  side  cylindrical  sur- 
faces of  the  bar  without  projecting  beyond  the 
body  portion. 

2.016.129 
THREE  DIMENSIONAL  DISPLAY   MEANS 

Marshall  I.  Williamson.  Edgewater,  N.  J. 

AppUcation  April  25,  1934.  Serial  No.  722,259 

19  Claims.     (CL  40—126) 


1.  A  display  or  the  like  comprising  a  plurality 
of  substantially  planarly  parallel  display  parts 
formed  of  a  blank  arranged  in  substantially  spiral 
formation,  one  of  said  display  parts  disposed 
more  forwardly  toward  the  observer  being  pro- 
vided with  an  opening  to  afford  visibility  there- 
through of  the  face  or  faces  of  a  more  rearwardly 
disposed  part. 


2.016,130 

FREIGHT  LOADING  AND  ITNLOADING 

WINCH  FOR  VEHICLES 

Vincent  T.  Wren.  Lakeville.  Minn. 

Application  Augrust  3,  1934.  Serial  No.  738,218 

10  Claims.     (CL  254—185) 


8.  A  triple  action  power  winch  comprising  in 
combination  a  power  drive  shaft,  a  first  suitably 
Journaled  rota  table  member,  means  for  transmit- 
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ting  power  from  said  power  drive  shaft  to  said 
first  rotatable  member,  a  second  rotatable  mem- 
ber adjacent  but  rotatable  independently  of  said 
first  member,  a  first  cable  winding  drum  mounted 
on  said  second  member,  a  second  cable  winding 
drum  joumaled  on  one  of  said  members,  a  third 
cable  winding  drum  journaled  on  one  of  said  mem- 
bers and  means  for  selectively  driving  said  three 
drums  from  said  first  member. 


ing  said  rack  eigainst  lateral  and  rotary  movement 
with  respect  to  said  inner  tube  but  permitting 
vertical  movement,  a  dog  swingably  mounted 
within  said  inner  tube  for  engaging  said  rack, 
resilient  means  for  urging  said  dog  Into  engage- 
ment with  said  rack,  a  vertically  movable  rod 
disposed  within  said  Inner  tube  in  coaxial  rela- 
tion thereto,  the  lower  end  of  said  rod  being 
tapered  and  located  to  engage  said  dog  to  force 
the  same  out  of  engagement  with  said  rack  when 


2.016,131 
ELECTRIC  SWITCH 
Norman  C.  Beese,  Verona,  N.  J.,  assiamor  to  Wcst- 
inf house   Lamp    Company,    a    corporation    of 
Pennsylvania 

Application  July  30,  1932.  Serial  No.  626.473 
5  Claims.     iCl.  200—144) 


5.  A  switch  comprising  a  dielectric  envelope 
having  a  plurality  of  reentrant  tubes  and  a  plu- 
rality of  lead-in  conductors  extending  there- 
withln.  a  sleeve  carried  by  one  of  said  reentrant 
tubes,  a  sleeve  mounted  on  said  first  sleeve  and 
carrying  a  contact,  a  shaft  carrying  said  second 
mentioned  sleeve,  a  bearing  means  carried  by 
said  first  mentioned  sleeve,  said  shaft  being 
adapted  to  slide  in  said  bearing,  a  resilient 
means  associated  with  said  sleeves  to  prevent 
breakage  of  said  first  mentioned  tube  when  said 
contact  has  attained  a  predetermined  position, 
one  of  said  lead-in  conductors  being  electrically 
connected  to  said  contact,  a  contact  carried  by 
said  other  reentrant  tube  and  resilient  means 
associated  with  said  second  mentioned  contact 
and  tube  for  preventing  sudden  stresses  on  said 
second  mentioned  tube  during  the  "make"  op- 
eration of  the  switch. 


2.016.132 

ADJUSTABLE  STANDARD  FOR  STOOLS 

Herman  Ber^sUen,  Anoka,  Minn. 

Application  January  31,  1934,  Serial  No.  709,142 

5  Claims.     (CI.  155—94) 

5.  In  an  adjustable  standard,  a  base,  a  tele- 
scoped pair  of  tubes,  the  inner  one  of  said  tubes 
being  arranged  at  its  upper  end  to  support  an 
object  such  as  a  stool  seat  and  the  outer  one  of 
said  tubes  being  rigidly  attached  at  its  lower  end 
to  said  base,  said  tubes  being  revoluble  and  longi- 
tudinally slldable  with  respect  to  each  other,  an 
Inwardly  facing  vertically  extending  rack  eccen- 
trically disposed  within  said  inner  tube,  said  rack 
having  a  portion  pivotally  connected  to  said  base 
at  a  point  on  the  axis  of  said  tubes,  guides  located 
within  and  secured  to  said  inner  tube  for  restrain- 
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said  rod  is  moved  downwardly  said  guides  having 
portions  arranged  to  retain  said  rod  in  said 
coaxial  relation,  a  double-armed  lever  fulcrumed 
adjacent  the  upper  end  of  said  inner  tube,  the 
inner  arm  of  said  lever  being  connected  to  the 
upper  end  of  said  rod  and  the  outer  arm  being 
adapted  for  movement  to  force  said  rod  down- 
wardly and  resilient  means  for  normally  main- 
taining said  rod  In  its  uppermost  position. 


2,016,133 

RECLINING  CHAIR 

George  E.  Chandler,  Gardner,  Mass.,  assigmor  to 

Heywood- Wakefield  Company,  Boston,  Mass.,  a 

corporation  of  Massachusetts 

Application  January  11.  1932,  Serial  No.  585.879 

3  Claims.     (CI.  155— 116) 


2.  A  reclining  chair  comprising  a  seat  support. 
a  seat  slidable  thereon,  means  for  raising  the 
forward  portion  of  the  seat  when  it  moves  for- 
ward, and  a  seat  back  pivoted  on  said  support  to 
rock  on  a  horizontal  axis,  said  back  having  a  pin 
and  fork  connection  at  its  lower  end  with  the 
rear  end  of  said  seat. 


2.016.134 
POLISHING  MACHINE 

Edward  Culver,  Crouch  End,  London,  England, 
assignor  to  United  Kingdom  Optical  Company, 
Umited,  Mill  Hill.  London,  EngUnd 

AppUcatlon  February  15,  1934.  Serial  No.  711,392 
5  Claims.     (CI.  51—120) 
4.  In  a  polishing  machine,  in  combination  with 

a  work-supporting  table,  a  spindle  having  on  one 
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end  a  crank,  a  head  adapted  to  be  moved  over  the 
table  and  operatively  connected  to  the  crank, 
means  to  rotate  the  spindle  and  cause  the  head 


e^^* 


to  revolve  about  on  the  table,  and  means  to  cause 
the  spindle  to  move  in  a  conical  path  while  it  is 
rotating. 


2.016,135 
METHOD  OF  MAKING   A  CAT.4LYST 
Tom  Cunimings,  Brookl.vn,  N.  Y.,  asttignur  to  Gen- 
eral Chemical  Company,  New  York,  N.  Y..  a  cor- 
poration of  New  York 

AppUcation  May  27,  1931,  Serial  No.  540,278 
2  Claims.     (CI.  23—234) 


1.  The  method  of  preparing  vanadium  catalytic 
material  which  comprises  effecting  the  formation 
of  a  mix  comprising  silicious  material  and 
catalytic  material  containing  vanadium  in  chem- 
ical combination  and  having  a  moisture  content 
not  substantially  less  than  about  30%  and  not 
substantially  greater  than  40%.  forcing  the  ma- 
terial while  subjecting  the  same  to  fluctuating 
pressure  through  a  restricted  orifice  whereby  the 
formation  of  porous,  extruded  bodies  of  small 
cross-section  is  effected,  agitating  the  bodies  while 
moist  sufficiently  to  effect  substantial  reduction 
in  size  of  the  bodies  before  permitting  any  sub- 
stantial drying  or  hardening  to  take  place  there- 
in, and  then  drying  the  material. 


2.016.136 
GARMENT  OR   IRONING  PRESS 
Ernest  Davis.   Syracuse.  N.  Y..  assignor  to  The 
Prosperity   Company   Inc.,   Syracuse,  N.  Y.,  a 
corporation  of  New  York 
Application  January  18.   1929.  Serial  No.  333,443 
Renewed  October  29.  1931 
11  Claims.     (CI.  60 — 62.5) 
1.  A  controlling  mechanism  for  power  actuated 
machines  comprising  a  manually  operated  mem- 
ber, a  second  movable  member  returnable  to  its 
starting  position  indep>endently  of  and  irrespec- 
tive of  the  position  of   the  manually  operated 
member,   means   tending   to   return   the   second 
member  to  Its  starting  position,  a  motion  trans- 


mitting part  coacting  with  the  second  member, 
means  operatively  connecting  said  members  and 
providing  a  gradually  collapsing  connection 
therebetween  whereby  the  motion  of  the  first 
member  is  transmitted  to  the  second  member 
and  the  second  member  returns  to  its  starting  po- 


sition Independently  of  and  irrespective  of  the 
position  of  the  first  member,  and  means  increas- 
ing the  speed  of  collapsing  of  the  gradually  col- 
lapsing connection  upon  release  of  the  manually 
operated  member. 


2  016  137 
FIREMAN'S  PROTECTOR 

Francis  J.  de  Javannes.  New  York,  N.  Y. 

Application  January  24.  1935,  Serial  No.  3,221 

3  Claims.     (CI.  2—81) 


1.  In  a  device  of  the  kind  described,  the  com- 
bination of  a  hollow  garment,  substantially  rec- 
tangular in  form  and  provided  with  a  centrally 
located  transversely  extending  orifice  through 
which  may  be  passed  the  head  of  the  wearer  in 
the  surface  of  the  garment,  a  plurality  of  per- 
forations in  one  face  of  the  garment  conmiuni- 
catlng  with  the  interior  of  the  garment,  means 
for  supplying  an  inert  gas  under  pressure  to  the  in- 
terior of  the  garment  for  egress  through  the  per- 
forations, and  means  for  regulating  the  pres- 
sure of  the  inert  gas. 


2.016.138 
PACKAGE  AND  METHOD  OF  MAKING 

SAME 

Lewis  M.  Dixon.  Bloomfield.  N.  J.,  assignor  to 
Columbia  Ribbon  and  Carbon  Manufacturing 
Company.  Inc..  Glen  Cove.  N.  Y. 

Application  August  13,   1932.   Serial  No.  628,668 
6  Claims.     (CI.  93— 2) 
1.  The  method  of  fabricatmg  a  package,  which 

consists  In  surrounding  an  article  with  a  pre- 
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formed  tubular  stiffening  member  formed  of  a 
strip  of  relatively  stiff  material,  having  on  its 
outer  surface  a  layer  of  cementitious  material 
non-adhesive  when  cold  and  capable  of  becom- 
ing adhesive  when  heated,  applying  to  the  edges 
of  the  stiffening  member  pieces  of  membraneous 
material  larger  than  the  stiffening  member,  fold- 
ing  the  projecting   edges  of   the   membraneous 


material  over  the  outside  of  the  stiffening  mem- 
ber, pressing  the  folded  edges  against  the  outer 
surface  of  the  stiffening  member,  and  simulta- 
neously applying  heat  thereto  to  a  degree  ren- 
dering adhesive  the  layer  of  material  on  the  out- 
side of  the  stiffening  member,  substantially  as 
described. 


2.016.139 

COATING  IRON    WITH   CARBON 

Clifford  Eddison.  East  Orange.  N.  J.,  assignor  to 

Radio  Corporation  of  America,  a  corporation 

of  Delaware 

Application  Aufnist  16.  1933.  Serial  No.  685,351 

4  Claims.     (CI.  148—19) 


1.  The  process  of  carbonizing  a  metal  com- 
prising roughening  the  surface  of  the  metal,  ap- 
plying to  said  roughened  surface  an  adhesive 
coating  comprising  finely  divided  free  carbon  and 
an  oleaginous  binder  which  wets  said  carbon  and 
said  metal  and  decomposes  into  gas  and  a  residue 
of  pure  carbon  above  room  temperature  and  below 
visible  red  heat  of  the  metaJ,  and  heating  said 
coated  metal  to  decompose  said  binder  and 
vaporize  its  volatile  constituents  whereby  a  black 
uniform  adherent  layer  containing  the  residual 
carbon  of  said  binder  is  deposited  on  the  metal. 


2.016.140 
BELT 
Abraham  L.  Freedlander.  Dayton,  Ohio,  assignor 
to   The   Dayton   Rubber  Manafactoring   Com- 
pany, Dayton.  Ohio,  a  corporation  of  Ohio 
Reflled    for    abandoned    application    Serial    No. 
550.477.  July  13,  1931.     This  application  May 
12,  1934.  Serial  No.  725,397 

6  Claims.     (CI.  74—233) 


a      *  )    a 

1.  In  a  belt,  independent  tension,  neutral  axis 
and  compression  sections  of  rubber  and  textile 
material  vulcanized  together,  said  compression 
section  comprising  a  continuous  portion  immedi- 
ately adjacent  the  neutral  axis  section,  and 
toothed  portions  mounted  on  the  continuous 
portion. 


2.016.141 
ROLLING   MILL  GI'IDE 
Harry  R.  Geer.  Westmont.  Pa.,  assignor  to  Beth- 
lehem Steel  Company,  a  corporation  of  Penn- 
sylvania 

Application  April  1.  1931,  Serial  No.  526,845 
20  Claims.     (CL  80—53) 


jv 


1.  A  rolling  mill  guide  comprising  a  pair  of 
walking  beams,  a  pair  of  shafts  carried  by  the 
walking  beams,  a  roller  mounted  on  each  shaft, 
a  collar  mounted  on  each  roller,  the  collar 
mounted  on  one  roller  coactlng  with  the  collar 
mounted  on  the  other  roller,  and  means  for  lon- 
gitudinaUy  adjusting  the  rollers. 


2.016.142 
WINDSHIELD   WIPER   CONTROL 
MECHANISM 
Wray  C.  Hansen.  Detroit,  and  Edmond  F.  Webb, 
Highland    Park.    Mich.,    assignors    to    Chrysler 
Corporation,  Detroit,  Mich.,  a  corporation   of 
Delaware 
Application  November  17.  1933.  Serial  No.  698.484 
6  Claims.     (CL  15 — 255) 


r^'^ 
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3.  In  a  windshield  cleaner,  a  plurality  of  wiper 
blades,  means  individual  to  each  of  said  blades 
for  operating  the  same,  reclprocable  elements 
each  individual  to  one  of  said  individual  operat- 
ing means,  said  elements  being  reclprocable  in 
the  same  direction  for  causing  operation  of  the 
operating  means  associated  therewith,  and  cam 
means  including  a  shiftable  member  articulated 
with  said  reclprocable  elements  for  reciprocating 
the  latter  in  a  predetermined  time  relation  so  as 
to  selectively  cause  operation  of  one  Individual 
operating  means  sind  simultaneous  operation  of 
a  plurality  of  said  operating  means. 


2.016.143 
DUMP  WAGON 
Theodore  C.  Harvey,  Philadelphia.  Pa. 
Application  February  8.  1933.  Serial  No.  655.744 
5  Claims.     (CI.  298—24) 
1.  A  dump  wagon  of  the  character  described 
comprising,  in  combination,  a  main  body  consti- 
tuting the  load  receptacle,  said  body  being  pro- 
vided with  a  downwardly  converging  bottom  sec- 
tion and  an  upper  section  extending  above  the 
plane  of  the  upper  edge  of  said  converging  bot- 
tom, a  sectional  lay  shaft  extending  longitudinal- 
ly along  the  opposite  sides  and  transversely  across 
the  rear  of  said  main  body,  a  plurality  of  verti- 
cally slidable  side  loading  doors  provided  in  the 


sides  of  the  upper  section  of  said  main  body,  ver- 
tically disposed  screw  means  carried  by  said 
upper  section  of  the  main  body  and  disposed  to 
either  side  of  each  side  loading  door  for  operative 
association  therewith,  said  screw  means  be- 
ing commonly  actuated  by  said  sectional  shaft. 


and  means  arranged  at  the  fore  end  of  said  main 
body  and  carried  thereby  for  effecting  the  rota- 
tion of  said  sectional  shaft  in  one  direction  or 
another  to  effect  the  simultaneous  movement  of 
said  side  loading  doors  upwardly  or  downwardly 
as  the  case  may  be. 


2,016.144 

ELECTRICAL  CIRCITT 

Alfred  E.  Hill.  Detroit.  Mich. 

Application  November  2.  1934.  Serial  No.  751.196 

21  Claims.     (CL  175—294) 


'A  ti 
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1.  An  electrical  system  wherein  switching 
means  Is  to  be  opened  and  closed  comprising,  a 
circuit  for  connection  to  a  source  of  electromotive 
force,  two  similar  coils  connected  in  series  in  said 
circuit,  herein  termed  for  convenience  first  and 
second  coils,  a  shunt  connected  Into  the  circuit 
at  a  point  between  the  two  coiLs  and  cormected 
at  a  second  point  into  the  line,  switching  means 
in  the  shunt  which,  when  closed,  tends  to  shunt 
out  of  said  circuit,  the  second  of  said  coils  and 
that  portion  of  the  circuit  between  the  said  sec- 
ond coil  and  the  said  second  point  of  connection 
of  the  shunt  into  the  line,  whereby  said  first  coil 
becomes  in  effect  a  transformer  primary  in  a 
circuit  with  the  shunt,  and  the  second  coil  be- 
comes a  transformer  secondary  in  a  circuit  which 
includes  said  portion  of  the  first  mentioned  cir- 
cuit and  the  shunt,  with  the  direction  of  the 
secondary  current  flow  across  the  switch  and  in 
the  shunt  reverse  to  the  direction  of  the  primary 
current  flow  across  the  switch  and  in  the  shunt, 
and  means  in  said  portion  of  the  first  named  cir- 
cuit for  bringing  the  primary  and  secondary 
phases  into  exact  harmony  so  that  there  is  no 
current  flow  across  the  switch. 


2,016.145 
LIGHT  SIGNAL  APPARATUS 

Gustav  Victor  Karlson.  Elirabeth.  N.  J. 

Application  December  14.  1934.  Serial  No.  757,557 

5  Claims.     (CI.  67— 111) 

1.  In  a  light  signal  apparatus,  a  casing  con- 
stituting a  chamber  and  having  gas  ingress  and 
egress  ports,  whereof  the  egress  port  is  in  com- 
munication with  a  burner,  a  diaphragm  closure 
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for  said  chamber,  an  oscillatory  valve  within  said 
chamber  for  opening  and  closing  said  ports  in 
alternation,  and  means  under  the  influence  of 
the  diaphragm  for  operating  said  valve,  said 
means  including  a  member  carried  by  said  dia- 
phragm, a  coupling  member  on  said  valve,  an 
oscillatory  valve-lifting  bar  extending  longitudi- 
nally of  said  valve  and  associated  with  said  mem- 
bers to  afford  limited  relative  motion  between  the 


bar  and  the  members  in  the  direction  of  move- 
ment of  the  diaphragm,  an  oscillatory  flash-regu- 
lating bar  having  a  wedge-portion  In  co-oper- 
ative relation  to  the  coupling  member,  said  latter 
bar  superimposed  on  the  lifting  bar  and  extend- 
ing longitudinally  thereof,  and  means  for  longi- 
tudinally moving  said  flash-regulating  bar  to 
adjust  its  wedge-portion  in  respect  to  the  cou- 
pling member. 


2.016.146 

SHOE  LAST 

Harvey  S.  Konheim.  New  York,  N.  Y. 

Application  Februar>  20,  1934,  Serial  No.  712.103 

3  CUims.     (CL  12—135) 


1.  A  last  having  a  flrst  section,  a  second  section 
movable  relatively  thereto,  said  sections  having 
aligned  openings  therethrough  extending  from 
the  top  toward  the  bottom  of  the  last,  two  aE>er- 
tured  members  mounted  within  the  opening  in 
said  first  section  and  disposed  in  spaced  relation 
longitudinally  of  said  opening,  an  internally 
screw  threaded  apertured  member  mounted  with- 
in the  opening  in  said  second  section,  and  a  ro- 
tatable  rod  passing  through  the  apertures  of  all 
of  said  members,  said  rod  having  a  screw- 
threaded  portion  in  engagement  with  said  inter- 
nally screw  threaded  member  and  a  lug  posi- 
tioned between  the  two  apertured  members  In  said 
first  section  whereby  rotation  of  said  rod  moves 
said  sections  with  relation  to  each  other  to  vary 
the  length  of  the  last. 


2.016.147 
ELECTRIC  VALVE  TRIPPING  CIRCLTIT 

Cramer    W.    La    Pierre,    Milton    S.    Mead,    and 
Francis   B.    Menger,    Schenectady.    N.   Y..   as- 
signors to  General   Electric  Company,  a   cor- 
poration of  New  York 
Application  July  21,  1934.  Serial  No.  736.384 

9  Claims.     (CI.  172—281) 
9.  Apparatus  for  generating  periodic  current 
impulses  comprising  an  electric  valve  of  the  dis- 
continuous control  type  having  an  anode,  a  cath- 
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ode  and  a  control  element,  an  anode  circuit  in- 
cluding an  impedance  device  for  generating  a 
voltage  in  response  to  the  flow  of  anode  current, 
a  capacitor  connected  in  the  grid  circuit  of  said 
valve,  a  circuit  connected  to  said  capacitor  and 
to  an  adjustable  contact  on  said  unpedance  de- 
vice, said  circuit  including  a  unilaterally  conduc- 
tive device  for  permitting  said  capacitor  to  be 


\ 


charged  to  a  potential  dependent  upon  the  posi- 
tion of  said  adjustable  contact,  a  rectifying  circuit 
having  its  output  connected  to  said  capacitor  for 
reducing  by  periodic  increments  the  charge  on 
said  capacitor,  a  source  of  alternating  current  for 
energizing  said  rectifier  circuit  and  said  valve,  and 
an  output  circuit  connected  to  said  impedance 
device. 

2.016,148 
CONTROL  SYSTEM 
Harold  B.  La  Roque,  Scotia,  and  Frank  R.  Elder, 
Schenectady,  N.  Y.,  assignors  to  General  Elec- 
tric Company,  a  corporation  of  New  York 
Application  August  12.  1931.  Serial  No.  556.702 
7  Claims.     (CL  175—363) 


1.  The  combination  in  a  system  of  control,  of 
an  electric  discharge  device  provided  with  Input 
and  output  circuits,  a  source  of  alternating  cur- 
rent for  applying  an  alternating  voltage  to  said 
output  circuit,  a  resistance  connected  to  said 
source,  means  associated  with  said  resistance 
for  producing  a  second  voltage  having  a  prede- 
termined phase  relation  with  the  voltage  of  said 
source,  means  associated  with  said  resistance 
for  producing  a  third  voltage  having  a  prede- 
termined phase  relation  with  said  second  voltage, 
means  for  varying  said  third  voltage  from  a  max- 
imum in  cne  direction  to  a  maximum  in  another 
direction  and  means  for  applying  the  resultant 
of  said  second  and  third  voltages  to  the  input 
circuit  of  said  discharge  device. 


2.016.149 

INDICATING  DEVICE 

Edward  A.  Leach.  Schenectady.  N.  Y..  asslgrnor  to 

General    Electric    Company,    a   corporation    of 

New  York 

Application  July  20,  1933,  Serial  No.  681,325 

5  Claims.     (CI.  74 — 305) 
1.  In  an  Indicating  device,  an  eplcycllc  gear 
system  comprising  a  driving  gear,  a  fixed  gear, 


a  pliu"ality  of  gears  intermediate  said  fixed  and 
driving  gear,  certain  of  said  intermediate  gears 
constituting  the  driven  arm  of  said  system,  and 


M  ~- 


means   connected   between   said   arms   and   the 

other   of   said  intermediate   gears  for  reducing 

backlash    between    said    driven    arm    and    said 

driving  gear. 

2.016,150 
TIRE  AND  RIM  ASSEMBLY 
Rosier  K.  Lee.  Highland  Park.  Mich.,  assignor  to 
Chrysler  Corporation,  Detroit,  Mich.,  a  corpo- 
ration of  Delaware 
Application  October  12,  1931,  Serial  No.  568,400 
17  Claims.     (CI.  152— 13) 


13.  In  combination,  a  tire-casing,  and  a  metal 
non-elastic  sealing  ring  forming  the  Inner  wall 
thereof  and  having  only  one  separable  joint  to  be 
sealed.  

2.016.151 

PHANTOSCOPE 

George  Levene,  Norwood.  Mass..  assignor  to  West- 

inghouse   X-Ray   Company.   Inc..   Long   Island 

City.  N.  Y..  a  corporation  of  Delaware 

AppUcation  August  24.  1934.  Serial  No.  741.194 

6  Claims.       CI.   3.5 — 17) 


,^MIM-^ 


1.  An  educational  device  for  medical  students 
that  depicts   an  image  of  the  human  anatomy 
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and  the  natural  motion  of  various  organs  thereof 
as  viewed  upon  a  fluorescent  screen  by  the  utili- 
zation of  X-rays  comprising  a  cabinet  provided 
with  a  translucent  window,  a  source  of  illumina- 
tion in  said  cabinet  for  projecting  light  rays  to- 
ward said  translucent  window,  means  disposed 
between  said  source  of  illumination  and  said  win- 
dow for  portraying  upon  said  window  a  shadow 
simulating  certain  parts  of  the  human  anatomy 
as  actually  observed  during  a  fluoroscopic  exam- 
ination, and  means  in  said  cabinet  for  superim- 
posing a  shadow  upon  said  translucent  window  to 
portray  various  organs  of  the  anatomy  whereby 
a  composite  figure  is  produced  upon  said  trans- 
lucent window,  depicting  to  an  observer  in  front 
of  said  cabinet  a  picturization  accurately  simu- 
lating certain  parts  of  the  human  anatomy  and 
the  natural  motions  of  the  various  organs  of  a  liv- 
ing himian  being  as  seen  upon  a  fluorescent  screen 
during  a  fluoroscopic  examination. 


2.016,152 

ELECTRON    DISCHARGE    DEVICE    WITH 

INDIRECTLY    HEATED    CATHODE 

John  Wesley  Marden  and  Ernest  Anton  Lederer, 
Ea.st  Orange,  N.  J.,  assignors  to  Westinghouse 
Lamp  Company,  a  corporation  of  Pennsylvania 
Application  Julv  12.  1928.  Serial  No.  292.116 
16  Claims.     iCl.  250—27.5) 


5.  A  cathode  assembly  comprising  a  tubular 
cathode  having  an  outer  surface  of  electron  emit- 
ting material  thereon,  a  coiled  heater  element  dls- 
pxjsed  within  and  spaced  from  the  inner  wall  of 
.said  tubular  cathode,  supporting  plugs  of  insu^ 
lating  material  at  the  ends  of  said  tubular  cath- 
ode, said  tubular  cathode  between  the  opposing 
limits  of  .said  plugs  being  substantially  a  closed 
tubular  section  to  provide  a  substantially  complete 
shield  between  the  inner  and  outer  ambient  medi- 
ums of  said  tubular  cathode,  said  supporting  plugs 
extending  into  the  ends  of  said  tubular  cathode 
and  having  apertures  extending  therethrough, 
current  conducting  leads  extending  through  said 
apertures  and  connected  to  said  coiled  heater  ele- 
ment, said  supporting  plugs  having  shoulders  en- 
gaging the  ends  of  said  tubular  cathode,  sub- 
stantially all  of  the  surface  area  of  said  colled 
heater  element  between  said  current  conducting 
leads  being  substantially  free  from  solid  insulat- 
ing material  and  the  Inner  wall  of  said  tubular 
cathode  opposite  said  surface  area  also  being  sub- 
stantially free  from  solid  Insulating  material. 


2,016.153 

TOOTHBRUSH 

Earl  J.  McWhirter,  Seattle.  Wash. 

AppUcation  May  1,  1934,  Serial  No.  723,334 

5  Claims.     (CL  306 — 28) 


50^  /Yt^l 


2.  In  combination  with  a  toothbrush  head  hav- 
ing a  stem,  a  handle  socketed  to  receive  the  stem, 
the  handle  having  a  transverse  aperture  Inter- 
secting the  socket,  a  headed  pin  rotatively  re- 
ceived in  said  aperture,  the  head  closing  the 
aperture  at  one  side,  an  operating  lever  secured 
upon  the  pin  opposite  the  head  of  the  pin.  and 
closing  the  opposite  side  of  the  aperture,  a  locking 
dog  rotatable  with  the  pin  and  extending  into 
the  socket,  and  the  stem  having  an  arcuate  slot 
disposed,  when  the  parts  are  assembled,  to  receive 
the  dog. 


2,016.154 
RESILIENT  COUPLING 
William  C.  McWhirter.  Wilkinsburg.  Pa.,  assignor 
to  The  Union  Switch  &  Signal  Company.  Swiss- 
vale.  Pa.,  a  corporation  of  Pennsylvania 
AppUcation  June  14,  1934.  Serial  No.  730.631 
2  Claims.     (CL  64—100) 


n  m  nr 


^RfverstMe  Motor 


1.  In  combination,  a  drive  shaft,  a  cylindrical 
housing  journaled  on  said  shaft,  a  longitudinal 
rib  provided  on  the  inside  of  said  housing,  a  first 
disc  keyed  to  said  shaft  within  said  housing,  a 
second  disc  In  said  housing  provided  with  a  pe- 
ripheral notch  which  receives  said  rib,  a  rubber 
disc  disposed  between  said  first  and  second  discs 
and  securely  fastened  thereto,  and  a  member 
for  transmitting  power  from  said  shaft  to  a  load 
operatively  connected  with  said  housing. 


2.016.155 
ELECTRICAL  INSULATION 

Robert  H.  Miiller.  Berlin.  Germany,  assignor  to 
General  Electric  Company,  a  corporation  of 
New  York 
No  Drawing.  Original  application  January  6, 
1933.  Serial  No.  650.382.  Divided  and  this  ap- 
pUcation  August  16.  1933.  Serial  No.  685.423.  In 
Germany  January  12,  1932 

3  Claims.     (CL  148 — 6) 
1.  A  process  for  the  production  of  electrically 
insulated  copper  conductors  which  comprises  ex- 
posing the  copper  conductor  to  the  action  of  free 
halogen. 
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2,016.156 

DUPLEX  CIGAR  TRANSFER 

Joseph   A.    Neomair.    Hollis,   N.   Y.,   assignor   to 

International    CiKar    Machinery    Company,    a 

corporation  of  New  Jersey 

Application  September  29.  1934.  Serial  No.  746^233 

18  Claims.     (CI.  131—61) 


1.  The  combination  with  a  device  for  gripping 
a  cigar,  of  mechanism  for  turning  said  device  one 
half-turn  to  reverse  the  gripped  cigar  end  for  end. 
oscillating  means  for  clamping  the  reversed  cigar 
while  it  is  held  by  said  device  and  removing  the 
cigar  therefrom  and  depositing  it  in  band-apply- 
ing position,  and  oscillating  mechanism  operat- 
ing in  synchronism  with  said  means  for  clamping 
the  cigar  deposited  at  band-applying  position  aft- 
er it  has  been  released  by  said  means  and  trans- 
ferring it  away  from  said  position. 


2.016,157 
TUFTING   DEVICE 

Max  Rosberger,  Newark,  N.  J. 

Application  December  30.  1933.  Serial  No.  704.731 

5  Claims.     (CL  5—356) 


1.  A  tufting  device  comprising  a  ring -like  flat 
seating  member  to  lie  flatwise  on  a  mattress,  a 
snap  member  having  a  substantially  flat  top  face 
and  having  a  marginal  split  spring  flange  fitting 
frictlonally  in  the  hole  in  the  seating  member  and 
a  centrally  arranged  tubular  extension  on  the 
snap  member,  said  extension  having  a  lateral 
passage  for  receiving  a  tufting  strand,  the  two 
members  when  arsembled  presenting  a  substan- 
tially smooth  exterior. 


2.016.158 
SPRAY  DEVICE 

Martin  Vartanian,  New  York.  N.  Y. 

AppUcation  March  13,  1935.  Serial  No.  10,799 

2  Claims.     (O.  15—105) 

1.  In  a  spray  device  for  use  with  a  drain  basin, 
a  spray  head  comprising  a  hollow  casing  open  at 


the  bottom  for  operatively  accommodating  a 
spray  disc,  a  tubular  fitting  for  attachment  to  a 
suitable  hose,  and  a  nozzle  communicating  with 
the  axial  hole  in  said  fitting  and  extending  Into 
said  casing  to  a  point  above  the  said  bottom  open- 
ing thereof,  said  nozzle  being  adapted  to  slidably 
receive  thereover  a  retrsictible  drain-flusher  of  a 


predetermined  size,  means  associated  with  said 
nozzle  for  holding  said  flusher  against  movement 
from  its  projected  and  retracted  positions,  said 
casing  being  adapted  to  wholly  contain  therein 
said  flusher  when  in  its  retracted  position,  the 
size  of  said  bottom  opening  being  suflBcient  to 
permit  said  flusher  to  extend  therethrough. 


2.016.159 
APPARATUS  FOR  COATING  AGGREGATE 
WITH  BINDING  MATERIAL 
Georgre  W.  Warmoth,  Indianapolis.  Ind.,  assirnor, 
by   mesne    assig:nment8,    to   The    Brown -Fayro 
Company,    Johnstown,    Pa.,    a    corporation    of 
Pennsylvania 
AppUcaUon  December  12,  1931.  Serial  No.  580,532 
13  Claims.     (CI.  94 — 43) 


1.  In  apparatus  for  coating  aggregate  with 
binding  material,  a  coating,  drainage  and  storage 
bin  for  the  coated  aggregate,  a  gate  controlling 
delivery  of  the  aggregate  from  the  bin,  and  means 
for  operating  the  gate,  said  gate  providing  means 
for  draining  excess  binding  material  from  the 
coated  aggregate  in  said  bin. 


2,016.160 

DRAFT  ELIMINATOR 

Nick  Wierk,  Oakland,  Calif. 

AppUcation  Jaly  5,  1934,  Serial  No.  733,890 

1  Claim.     (CI.  20—67) 


^-^ — ^ 


r' 


*^^=r" 


A  draft  eliminator  for  hinged  doors  and  the 
like  comprising  a  tubular  bearing  adapted  to  be 
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fixed  to  a  door  edge  and  having  a  bore  non-circu- 
lar in  cross  section,  a  second  tubular  bearing 
adapted  to  be  fixed  to  the  door  edge  in  alignment 
with  the  first  bearing  and  having  a  bore  circular 
in  cross  section,  a  hinge  pin  in  the  latter  bear- 
ing having  an  end  portion  projecting  therefrom, 
a  weather  strip  having  a  sleeve  aligned  with  the 
bearings  and  at  one  end  loosely  engaged  about 
the  extended  end  portion  of  said  pin,  the  other 
end  portion  of  the  sleeve  being  internally  thick- 
ened and  threaded,  a  plunger  slidable  in  the  first 
beanng  and  held  against  rotation  thereby,  said 
plunger  having  a  threaded  portion  extending 
from  the  bearing  and  engaged  in  the  threaded 
end  portion  of  the  sleeve  of  the  weather  strip  to 
effect  a  turning  movement  of  the  weatherstrip 
about  the  plunger,  a  spring  In  said  sleeve  between 
ends  of  the  pin  and  plunger  urging  the  plunger  to 
an  extended  position,  and  means  responsive  to 
closing  of  the  door  for  urging  the  plunger  to  a 
retracted  position  and  imparting  pivotal  move- 
ment to  the  weather  strip. 


2.016.161 
FILTERCANDLE  FOR  ARTIFICIAL  SILK  AND 
PROCESS  OF  FILTERING  ARTIFICIAL  SILK 
SOLUTIONS 
Meyer  Wilderman.  Monte  Carlo.  Monaco,  assignor 
to  The   American   Wilderman   Porous   Ebonite 
Company.  Inc.,  Philadelphia,  Pa.,  a  corporation 
of  Pennsylvania 
AppUcation  November  17.  1932.  Serial  No.  643,035 
In  Germany  September  3.  1931 
3  Claims.     (CL  210—205) 


1.  In  the  process  of  filtering  artificial  silk  solu- 
tions, the  step  comprising  passing  the  solution 
through  a  porous  ebonite  filter  medium  to  purify 
the  same. 


2.016.162 
POROUS  DIAPHRAGM 
Meyer  Wilderman.  Monte  Carlo.  Monaco,  assignor 
to  The   American  Wilderman   Porous   Ebonite 
Company,  Philadelphia.  Pa.,  a  corporation  of 
Pennsylvania 
Application  December  30.  1932.  Serial  No.  649,668 
In  Great  Britain  September  25,  1928 
4  Claims.     (CI.  136—146) 
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1.  A  porous  body  adapted  for  the  percolation 
of  liquids  therethrough,  compr  sing  discrete  solid 
particles  compacted  into  such  volume  that  adja- 


cent particles  are  in  contact  with  each  other 
but  leave  tortuous  passages  extending  through 
the  body,  the  walls  of  the  passages  being  coated 
with  thin,  continuous  films  of  silica  gel  and 
leaving  continuous  passages  extending  between 
the  faces  of  the  body. 


2,016.163 
FILTER 
Meyer  Wilderman,  Monte  Carlo.  Monaco,  assignor 
to  The  American   Wilderman   Porous   Ebonite 
Company,  Philadelphia,  Pa.,  a  corporation  of 
Pennsylvania 

Application  May  2.  1933.  Serial  No.  668.955 

In  Great  Britain  June  30.  1932 

7  Claims.     (CI.  210— 182) 


1.  A  filter  comprising  a  casing  having  a  top  and 
a  bottom  which  may  be  removed  separately  from 
the  casing,  a  plurality  of  spaced  porous  filter 
plates  in  the  casing  providing  spaces  which  are 
open  at  the  top  and  bottom  between  the  plates, 
each  of  said  filter  plates  consisting  of  a  single 
unit  provided  with  internal  channels,  means  for 
forcing  a  fluid  under  pressure  through  said  chan- 
nels into  the  spaces  between  the  filter  plates  to 
loosen  deposits  on  the  filter  plates,  and  means 
operable  simultaneously  with  said  last  mentioned 
means  for  creating  a  higher  pressure  in  the  space 
above  said  filter  plates  than  in  the  space  below 
them  in  order  to  remove  the  deposits  formed  be- 
tween the  filter  plates. 


2.016.164 

FIN  RADIATOR 

Harry  D.  Williams,  Seattle.  Wash. 

Application  June  12,  1934.  Serial  No.  730,287 

4  Claims.     (CL  257— 139) 


2.  The  combination  with  a  radiator  having 
closed  end  plates,  of  a  series  of  open  center  spacer- 
blocks  having  edge  notches,  a  series  of  alternately 
arranged  radiator-plates  each  said  plate  having 
a  series  of  central,  vertical,  louvres  alined  with 
the  openings  in  said  blocks,  and  longitudinally 
extending  tie-bolts  adapted  for  co-action  with 
said  notches  for  retaining  said  alternating  plates 
and  blocks  in  rigid  relation. 
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2,016.165 
FOLDING  TABLE 

Joseph  Zicherman,  New  York,  N.  Y. 

AppUcation  May  17.  1934,  Serial  No.  726.028 

2  Claims.     (CI.  311—84) 


BX  tf 


a- 


1.  A  folding  table  comprisLng  a  table  top,  a 
p«ur  of  legs  hingedly  connected  to  the  table  top, 
a  cross  member  connecting  said  legs,  a  brace 
hingedly  secured  to  the  cross  member,  a  track  se- 
cured to  said  table  top  and  having  a  channel, 
said  channel  adapted  to  receive  the  brace  in  com- 
pletely folded  position,  a  projection  adjacent  an 
end  of  the  brace  extending  within  the  channel, 
a  bolt  slidably  secured  to  the  underside  of  said 
table  top,  said  bolt  being  provided  with  two  stop 
members  to  prevent  the  bolt  from  moving  out  of 
its  location,  said  bolt  fitting  into  a  slot  provided 
in  said  track  member,  said  bolt  cooperating  with 
said  brace  to  hold  the  legs  in  vertical  operable 
position. 


2.016.166 

DUPLICATING  MACHINE 

Clarence  Edward  Boutwell.  Birminfrham.  Ala. 

Application  August  23,  1932.  Serial  No.  630.084 

7  Claims.     (CI.  101— 115) 


1.  In  a  duplicating  machine,  a  cyllndrically 
curved,  revolvable.  perforated  drum,  a  multiplic- 
ity of  differently  colored  ink-pads  each  contain- 
ing a  main  supply  of  ink  and  secured  to  the  out- 
side of  the  drum  by  means  passing  through  per- 
forations in  the  drum,  a  stencil  outside  of  the  said 
ink  pads  and  supported  by  the  drum,  together 
with  means  to  press  a  sheet  against  tiie  outside 
of  the  stencil. 


2.016.167 

AUTOMATIC  TOBACCO  FEED  FOR  CIGAR 

MACHINES 

HJalmar  Erik  Carlson,  Brooklyn,  N.  Y.,  assignor 
to  International  Cigrar  Machinery  Company,  a 
corporation  of  New  Jersey 
AppUcation  October  4,  1934,  Serial  No.  746,888 
22  Claims.     (CI.  131—39) 
1.  The  combination  with  a  plurality  of  travel- 
ing belts  arranged  to  form  a  filler  feeding  chan- 


nel, of  a  tobacco  hopper  rotating:  about  a  verti- 
cal axis  and  having  a  stationary  bottom  provided 
with  a  slot  overlying  said  channel,   whereby   a 


continuous  stream  of  tobacco  is  placed  in  said 

channel. 


2.016,168 

ELASTIC  FABRIC 

David  M.  Clark,  Worcester,  Mass. 

Application  January  14.  1935,  Serial  No.  1,639 

7  Claims.     (C\.  66—202) 

U 


1.  A  knitted  elastic  fabric  having  stretch  in 
two  directions  in  which  certain  courses  consist 
of  inelastic  thread  and  the  remaining  courses 
consist  of  elastic  and  inelastic  thread,  said  elas- 
tic thread  being  knitted  into  certain  wales  of  the 
fabric,  and  the  inelastic  tliread  being  knitted 
only  into  the  remaining  wales  in  the  same  course. 


2,016.169 

HYDROGENATION  OF  CARBONACEOUS 

MATERIALS 

Roland  Hall  Griffith,  Robert  .Nigel  Beresford 
Dalrymple  Bruce,  and  Samuel  Gerald  Hill, 
London,  England,  assignors  to  The  Gas  Light  & 
Coke  Company.  Westminster,  England,  a  British 
company 

AppUcation  April  17,  1933,  Serial  No.  666,626 
In  Great  BriUin  April  27,  1932 
6  Claims.     (CI.  196 — 53) 
1.  A  continuous  process  for  the  hydrogenation 
of  high  boiling  hydrocarbons  or  their  derivatives 
for  the  production  of  lower  boiling  hydrocarbons 
wherein  the  said  carbonaceous  materials  are  sub- 
jected to  the  action  of  a  hydrogenating  gas  at  a 
temperature  between  340"  C.  and  550°  C.  and  a 
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pressure  above  50  atmospheres  in  the  presence 
of  a  catalyst  comprising  a  basic  oxygenated  ti- 


tanium salt  of  an  acidic  oxide  chosen  from  the 
group  vanadium,  molybdenum,  or  tungsten. 

2.016.170 
PROCESS  OF  MAKING  OIL-GAS 

John  P.  Mallett,  EUiabeth,  N.  J.,  assignor  to 

Charles  M.  Dimm,  Garden  City,  N.  Y. 

No  Drawing.    AppUcation  December  9. 1932,  Serial 

No.  646.492.    Renewed  April  25.  1935 

5  Claims.     (CI.  48 — 197) 

1.  Process  of  making  enriched  oil-gas  which 
comprises  suitably  heating  oil,  water,  a  car- 
bohydrate and  an  oxidizing  compound  to  a  tem- 
perature adapted  to  convert  same  into  oil-gas, 
the  oxidizing  compound  being  present  in  small 
amount  relative  to  the  carbohydrate  so  as  to  pro- 
duce enriching  gases  without  consuming  them, 
and  both  said  oxidizing  compound  and  said  car- 
bohydrate ingredients  being  present  in  small 
amount  relatively  to  the  oil-water  ingredients 
to  the  extent  of  enriching  the  gas  but  not  to  the 
extent  of  furnishing  sufficient  heat  for  carrying 
on  the  process,  this  being  independently  fur- 
nished. 


2.016,171 
BASE    FOR   OBJECTS   ANT)  METHOD   OF 
ATTACHING   SAME 
James  K.  Matter  and  Joseph  T.  Weinzlerl,  New 
Kensington,  Pa.,   assignors  to  The  Aluminum 
Cooking    Utensil    Company.    New    Kensington, 
Pa.,  a  corporation  of  Pennsylvania 
Application  September  16.  1932.  Serial  No.  633,470 
7  Claims.     (CI.  220 — 69) 


JO 


2.  In  a  base  for  a  cylindrical  object,  a  collar 
comprising  two  coaxial  vertical  bands  of  sheet 
metal  integrsilly  connected  at  the  top,  the  inner 
band  of  said  collar  being  of  substantially  the 
same  diameter  as  the  said  object  and  being  pro- 
vided with  a  continuation  adapted  to  enclose  and 
intimately  engage  the  entire  integral  bottom  of 
the  object,  and  the  outer  band  of  said  collar  being 
provided  with  a  continuation  of  downwardly  in- 
creasing diameter. 


2,016,172 

GASEOUS   DISCHARGE   APPARATUS 

Oran  T.  Mcllvaine,  St.  Charles,  111.,  assignor  to 

Mcllvaine  Patent  Corporation.  St.  Charles,  Dl., 

a  corporation  of  Delaware 

AppUcation  October  12.  1929.  Serial  No.  399,283 

Renewed  June  14.  1935 

13  Claims.     (CI.  176 — 126) 


€ 


^n 


1.  A  gaseous  discharge  tube  containing  inert 
gas  and  having  a  hollow  electrode  within  the 
discharge  tube,  and  a  directing  tube  projecting 
into  said  electrode  for  directmg  the  gas  into  the 
electrode. 

10.  A  gaseous  discharge  tube  comprising  an  en- 
velope having  a  hollow  electrode  connected  there- 
with, and  a  gas  directing  tube  separate  from  the 
envelope  and  projecting  into  said  electrode  and 
having  an  end  flared  laterally  to  the  side  walls  of 
the  envelope,  said  directing  tube  being  closer  to 
the  walls  of  the  envelope  than  the  mean  free 
path  of  the  electrons. 


2.016,173 

BRUSH  MECHANISM  FOR  DYN.AMO- 

ELECTRIC   MACHINES 

Charles  I.  McNeil.  Bloomfield.  N.  J.,  assignor,  by 
mesne  assignments,  to  Eclipse  .A\iation  Cor- 
poration. East  Orange.  N.  J.,  a  corporation  of 
New  Jersey 

AppUcation  AprU  29,  1932,  Serial  No.  608.304 
33  Claims.     (CL  171—324) 


32.  In  a  dynamo-electric  machine  of  the  com- 
mutator type,  a  brush  for  the  commutator,  an 
arm  carrying  said  brush,  means  for  yieldingly 
holding  said  brush  in  inoperative  position,  a  sole- 
noid having  a  plunger  operated  thereby  along 
a  radial  line  of  the  commutator,  a  member  en- 
gaging said  arm,  and  a  yielding  connection  be- 
tween said  plunger  and  said  member  for  moving 
said  brush  to  operative  position. 


2.016.174 

AUTOMOBILE   DOOR 

Willard  L.  Morrison.  Lake  Forest.  111. 

Application  July  27,  1933,  Serial  No.  682.391 

19  Claims.  (CI.  296 — 44) 
1.  An  automobile  door  having  a  window  open- 
ing, comprising  a  fixed  part  of  the  door  surround- 
ing the  window  opening  a  window  frame  adapted 
when  in  its  closed  position  to  close  the  window 
opening  in  the  fixed  part  of  the  door,  means  for 
supporting  said  frame  in  operative  position  with 
relation  to  said  window  opening,  a  chamber  in 
the  bottom  of  the  door  opening  into  the  automo- 
bile, and  a  hinged  connection  between  the  window 
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frame  and  the  automobile  door,  the  window  frame 
when  moved  about  said  hinged  connection  to 
remove  it  from  the  window  opening,  being  moved 


inwardly  and  being  received  into  the  chamber  in 
the  lower  part  of  the  door. 


2.016.175 
CLASP  FOR   GARMENT   SUPPORTERS 

John  Robie   Parker.  Toronto.   Ontario,   Canada, 
assignor    of    one- half    to    Fred   Page    Hifiins, 
Toronto,  OnUrio.  Canada 
Application  March  27,  1934.  Serial  No.  717,620 
3  Claims.     (CI.  24—245) 


1.  A  clasp  for  garment  supporters  comprising  a 
plate  having  a  triangular  boss  on  the  outer  face 
thereof,  said  boss  being  grooved  along  its  oppo- 
site side  edges,  said  plate  also  having  a  slot  there- 
in above  said  boss,  a  keeper  having  a  triangular 
shaped  opening  therethrough  adapted  to  receive 
said  boss,  said  keeper  being  slidable  longitudinally 
in  relation  to  said  boss  to  bring  the  opposite  side 
walls  of  said  opening  into  said  grooves  in  said 
boss,  an  elastic  element  secured  at  one  end  to  said 
plate  below  said  opening  therein  and  extending 
through  said  opening  and  secured  at  its  other  end 
to  said  keeper  above  the  point  of  connection  with 
said  plate,  said  elastic  element  being  of  such 
length  that  in  the  gripping  position  of  the  clasp 
-it  will  be  in  a  relaxed  condition  and  in  the  move- 
ment of  said  keeper  to  and  from  its  gripping  po- 
sition offering  resistance  thereagainst. 


2.016.176 

MUSIC  CONTAINER 

Monte  Claire  Rand,  Mount  Horeb,  Wis. 

AppUcation  May  21,  1934.  Serial  No.  726,870 

1  Claim.     ICL  129—1) 


An  article  of  the  kind  described  comprising  a 
substantially  flat  relatively  stiff  body  section,  a 
single  pocket  at  one  end  of  said  section  and  a 


group  of  pockets  at  the  other  end  of  said  section, 
the  group  of  pockets  being  advanced  with  respect 
to  each  other  in  single  order  inwardly  toward  the 
single  pocket. 


2.016.177 
TRANSMISSION  MECHANISM 
Fay  W.  Ream.  Sheridan.  Wyo..  assignor  to  An- 
drews Worm  Transmission  Corporation,  a  cor- 
poration of  Wyoming: 

Application  April  7.  1934.  Serial  No.  719,547 
8  Claims.     (CI.  74 — 425.5) 


1.  In  a  variable  speed  and  reverse  drive  mech- 
anism lor  the  rear  wheels  of  an  automotive  ve- 
hicle and  of  that  type  including  a  pair  of  opposite- 
ly disposed  spaced  parallel  simultaneously  driven 
ma.<;ter  gears,  the  combination  of  a  supporting 
structure  arranged  over  said  gears  and  provided 
with  a  track,  a  splined  rotatable  power  trans- 
mitting shaft  journaled  in  the  ends  of  and  ex- 
tended from  said  structure,  an  adjustable  skele- 
ton carriage  travelling  on  said  track  and  slidably 
encompassing  said  shaft  in  spaced  relation,  a 
plurality  of  threaded  speed  change  controlling 
elements  and  a  threaded  reverse  drive  element 
for  operating  said  gears  simultaneously,  said  ele- 
ments arranged  within,  journaled  In,  confined  in 
and  bodily  moving  in  unison  with  said  carriage, 
said  elements  being  slidably  mounted  on  and 
splined  to  said  shaft,  said  elements  for  selectively 
meshing  with  the  teeth  of  the  gears  on  the  ad- 
justment of  the  carriage,  the  threads  of  each 
of  said  elements  being  of  the  worm  type,  the  pitch 
of  the  threads  of  one  element  being  different  with 
respect  to  the  pitch  of  the  threads  of  any  one 
of  the  other  of  said  elements,  and  means  for  ad- 
justing the  carriage  to  provide  for  the  selective 
engagement  of  said  elements  with  the  teeth  of 
the  gears. 

2.016.178 
SOLE  AND  HEEL  FOR  BOOTS  AND  SHOES 
Charles  Milton  Riddock.  Andover.  Mass..  assimior 
of    one-half    to    Michael    H.    Rourke.    Boston, 

Mass. 
AppUcation  January  8.  1934.  Serial  No.  705,711 
8  Claims.     'CI.  36—32) 


1.  A  sole  and  heel  comprising  integral  molded 
composition  sole  and  heel  sections,  a  vertical,  hol- 
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low,  rigid,  tubular  shell  embedded  ir.  the  heel  sec- 
tion with  the  composition  covering  and  protruding 
slightly  into  the  upp^r  end  of  the  shell,  and  a  heel 
lift  covering  the  lower  end  of  the  shell  and  heel 
section. 

2.016.179 

COOLING  SYSTEM  FOR  ENGINES 

Viktor  Rosenqvist,  Bryn  Athyn.  Pa. 

Application  October  25.  1932.  Serial  No.  639,419 

9  Claims.     (CI.  123—174) 

r  


5.  For  an  automotive  vehicle,  the  combination 
with  an  internal  combustion  engine  and  a  liquid 
cooling  system  therefor,  of  a  receptacle  adapted 
to  receive  at  least  a  major  portion  of  the  liquid 
normally  employed  in  the  cooling  system,  a  con- 
nection extended  between  said  system  and  said 
receptacle  and  communicating  with  the  former 
at  a  point  adjacent  the  bottom  thereof  and  with 
said  receptacle  adjacent  the  bottom  thereof, 
pneumatic  means  associated  with  said  system  and 
said  receptacle  adjacent  to  the  top  of  each,  the 
pneumatic  means  being  constructed  and  arranged 
to  provide  increased  pressure  above  the  liquid  in 
the  receptacle  as  compared  with  the  pressure  ad- 
jacent the  top  of  said  system,  whereby  to  effect 
transfer  of  the  liquid  from  said  receptacle  to  said 
system,  and  fluid  pressure  by-pass  means  com- 
municating with  the  receptacle  and  said  system 
and  adapted  to  by-pass  fluid  pressure  from  the 
former  to  the  latter  upon  a  predetermined  trans- 
fer of  liquid  from  the  receptacle  to  the  system. 

2.016.180 
ARTIFICIAL  RESIN  COMPOSITION 
John  H.  Schmidt.  Bloomfield.  N.  J. 
No  Drawing.     Application  April  15,  1932, 
Serial  No.  605,439 
11  Claims.     (CI.  134—26) 
1.  Liquid  composition  suitable  for  use  as  a  lac- 
quer  comprising   a   homogeneous   solution   of   a 
glycerol-phthalic   anhydride  type  of  resin   that 
has  been  reacted  to  an  acid  value  of  110  or  less  in 
sufficient  amount  of  a  high  boiling  solvent  to  yield 
a  composition  that  is  fluid  when  cold. 

2.016.181 
EMBROIDERY  KIT 

Petrca  Christine  Sharp,  Bashaw.  .Alberta,  Canada 

Application  September  29.  1933.  Serial  No.  691,473 

In  Canada  October  12.  1932 

3  Claims.     (CI.  206 — 64) 
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1.  As  a  new  article  of  manufacture,  a  flexible 
thread  holder  having  slits  13  formed  at  each  end 


thereof  into  which  open  slits  formed  in  the  body 
portion  of  the  holder  to  receive  the  free  ends  of 
the  thread  wound  therearound,  and  a  removable 
keeper  adapted  to  be  passed  over  each  side  of  the 
said  holder. 


2.016,182 
TRANSMISSION 

John  S.  Sharpe,  Haverford,  Pa. 
AppUcation  April  28,  1934,  Serial  No.  722,993 
14  Claims.     (CI.  74— 262) 


1.  In  power  transmission  mechanism,  the  com- 
bination with  an  eccentric  rotary  carrier,  of  a 
composite  gear  journaled  concentrically  on  the 
carrier,  means  for  controlling  rotation  of  the  car- 
rier, a  plurality  of  driving  elements,  means  for 
individually  connecting  said  driving  elements 
with  said  composite  gear,  and  selective  operat- 
ing means  for  said  elements. 


2,016,183 

FLOAT  VAIAT: 

Joseph  J.  Stefancin.  Kingston,  Pa. 

AppUcaUon  July  17.  1934.  Serial  No.  735.665 

1  Claim.     (CL  137—104) 
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In  a  valve  of  the  kind  described,  a  water  inlet 
valve,  a  vertically  swinging  main  float  means 
controlling  the  opening  and  closing  of  said  inlet 
valve,  a  clamp  for  adjustable  connection  with 
an  overflow  pipe  of  a  water  tank  and  having 
pivot  lugs  at  right  angles  to  each  other,  an  auxil- 
iary float  arm  swingingly  connected  to  one  of  the 
lugs  for  disposition  at  one  side  and  parallel  with 
the  main  float  means  and  having  an  adjustable 
portion,  a  forked  lever  pivotally  connected  to 
the  other  lug  and  having  its  fork  straddling  the 
main  float  means,  a  latching  tip  at  the  pivoted 
end  of  the  forked  lever,  and  a  loop-like  cam 
pivotally  supported  next  to  the  latching  tip  for 
encircling  the  auxiliary  float  arm  to  be  controlled 
thereby  and  having  a  keeper  releasably  engaged 
by  the  latching  tip  of  the  forked  lever. 
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2.016.184 
GAS  PRODUCING  APPARATTS  OF  THE 
UQUID  CONTACT   TYPE 
John  F.  Teckemeyer,  Frederick  W.  Teckemeyer, 
and   George    A.    Teckemeyer.    Pittsburgh.    Pa., 
assignors  of  twenty-two  per  cent  to  Loran  L. 
Lewis,  five  per  cent  to  Charles  Bosau.  two  per 
cent  to  Chester  Marquis,  and  five  per  cent  to 
Norval  R.  Ward.  Pittsburgh,  Pa. 
Application  October  16.  1934.  Serial  No.  748,558 
11  Claims.     (CI.  261—124) 


1.  In  gas  producing  apparatus  of  the  liquid 
contact  type,  a  casing,  a  series  of  communicating 
evaporators  at  the  bottom  of  the  casing,  a  puri- 
fying, cleaning  and  drying  device  at  the  upper 
end  of  the  casing,  means  for  feeding  liquid  fuel 
for  conversion  to  each  evaporator,  means  for 
feeding  air  under  pressure  at  one  end  of  the  series 
of  evaporators  and  an  outlet  for  vapor  gas  at  the 
upper  end  of  the  casing,  a  bubbler  device  beneath 
each  evaporator,  each  evaporator  including  a 
base  plate  supported  on  the  walls  of  the  com- 
partment and  having  a  confined  passageway, 
spaced  porous  disks  in  the  passageway  and  a  wick 
extending  through  the  disks  to  effect  saturation 
thereof  by  capillary  attraction. 


2.016.185 
PROJECTION  SCREEN 

James  Ford  Thomson.  Falkirk.  Scotland 

AppUcation  March  28.   1935,  Serial  No.  13.573 

In  Great  Britain  March  29,  1934 

4  Claims.     (CI.  88—24) 
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1.  A  projection  screen  comprising  two  rows  of 
spaced  reflecting  cords  substantially  vertical  as 
viewed  from  in  front,  one  row  being  spaced  a 
little  behind  the  other  with  the  cords  immediate- 
ly behind  spaces  between  the  cords  of  the  front 
row  but  not  filling  the  spaces,  and  means  to 
render  the  spaces  between  visible  cords  non-re- 
flective. 

2.016.186 

LEATHER  DYEING  MACHINE 

Charles  Herbert  Vail.  Johnstown,  N.  Y. 

AppUcation  March  26.  1934.  Serial  No.  717,515 

6  Claims.     (CI.  8 — 19) 

2.  In  a  leather  dyeing  machine,  a  revolving  hol- 
low cylindrical  brush  for  applying  the  dye  to  the 
surface  of  the  leather,  said  brush  being  provided 
with  alternating  rows  of  perforations  and  bristles, 
means  to  supply  the  dye  to  the  interior  of  said 


brush,  and  flexible  striker  strips  normally  clos- 
ing said  rows  of  perforations  and  provided  with 
projecting  portions  engageable  with  the  leather  to 
successively  flex  said  striker  strips  for  uncovering 
the  perforations  normally  closed  thereby. 

6.  In  a  machine  for  dyeing  leather,  a  guide 
frame  tiltable  intermediate  its  ends  about  a  trans- 
verse horizontal  axis,  a  carriage  longitudinally 
movable  in  said  frame,  a  table  mounted  on  said 
carriage  for  rotation  about  a  vertical  axis,  a  re- 
volving cylindrical  fountain  brush  for  supplying 
the  dye  to  and  spreading  it  over  the  surface  of  the 
leather  placed  on  said  table,  the  table  and  brush 


being  relatively  arranged  so  that  when  the  guide 
frame  is  tilted  in  one  direction  the  table  may  be 
j  raised  to  bring  the  leather  into  engagement  with 
I  the  brush,  means  automatically  rendered  opera- 
i  ble  upon  tilting  of  the  guide  frame  In  the  last- 
;  named  direction  for  feeding  said  carriage  and 
I  table  relative  to  and  from  beneath  the  brush,  an 
open  tank  beneath  the  inner  end  of  the  guide 
frame  to  receive  excess  dye  drained  from  the 
leather,  and  power-operated  means  for  continu- 
ously supplying  the  dye  from  said  tank  to  said 
brush. 


2.016.187 

SLED  RUNNER  SHOE 

Joseph  Vincent,  Pittsburgh,  Pa. 

Application  March  26.  1934.  Serial  No.  717,466 

3  Claims.     (CI.  280 — 28) 


3.  A  protector  shoe  for  sled  runners  of  cross 
sectional  T-shaped  configuration  and  shaped  to 
follow  the  longitudinal  shape  of  the  base  of  the 
runner  and  being  substantially  co-extensive  there- 
with, spring  arms  formed  laterally  on  the  longi- 
tudinal edges  of  said  base  and  being  curved  to- 
ward each  other  to  substantially  follow  the  trans- 
verse shape  of  the  runner  for  clamping  engage- 
ment therewith,  means  cooperating  with  the  arms 
for  securing  the  shoe  to  the  runner,  and  said 
means  being  secured  together  at  its  upper  por- 
tion and  having  connection  with  the  base  at  its 
lower  portion  to  hold  said  means  against  move- 
ment. 


2.016.188 

PROJECTOR 

Henry  B.  Watkins,  Columbus,  Ohio,  assignor  to 

The  KUgore  Mfg.  Company.  Westerville,  Ohio, 

a  corporation  of  Ohio 

Application  July  27.  1934.  Serial  No.  737.272 

9  Claims.     (CI.  88— 24) 

1.  In  a  projection  apparatus,  a  projector  casing 

having  ventilation  openings  and  a  false  wall  for 

the  circulation  of  air  therethrough,  reenforclng 

means  interposed  between  said  projector  casing 
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and  false  wall  to  space  said  wall  at  either  end 
thereof,  a  slidable  lens  tube  and  lens  in  the  up- 
per front  wall  thereof,  a  lamp  located  in  said  pro- 
jector casing  below  and  to  the  rear  of  the  rear 


end  of  the  lens  tube  and  in  front  of  and  below 
a  film,  and  a  film  supported  behind  the  lamp  and 
above  it  and  behind  the  lens  tube  and  in  line 
with  it. 


2.016.189 
BRUSH  OPERATING  MECHANISM 

Joseph  William  Allen.  East  Orange,  N.  J.,  assignor 
to  Eclipse  Aviation  Corporation.  East  Orange, 
N.  J.,  a  corporation  of  New  Jersey 

Application  November  18.  1933.  Serial  No.  698.710 
19  Claims.     (CI.  171—324) 


12.  In  a  brush  operating  mechanism  for  mov- 
ing a  pair  of  brushes  into  engagement  with  a 
commutator  of  a  dynamo-electric  machine,  means 
movable  along  a  radial  line  of  the  commutator 
for  permitting  continued  movement  of  one  brush 
into  firm  engagement  with  the  commutator  even 
after  the  other  brush  has  been  firmly  seated  on 
said  commutator. 

17.  A  brush  holder  comprising  an  arm,  a  brush- 
receiving  member  at  one  end  of  said  arm  into 
which  a  brush  Is  adapted  to  be  inserted,  a  brush 
In  said  member,  a  spring  pivotally  secured  to 
said  arm  for  lateral  movement  with  respect  there- 
to and  having  one  end  engaging  the  brush  to 
hold  the  latter  in  said  member  and  to  provide 
resiliency  thereto  when  engaging  a  commutator, 
and  means  for  automatically  locking  the  spring 
in  engaged  position  with  the  brush  upon  said 
spring  being  brought  into  engagement  therewith. 


2.016,190 
SPINNING   OR  TWISTING  MACHINE 

Pierre    Boutry.    Fives-Lille.    France,    assignor   to 
Soclete     Anonyme     dite     "Filatures     Boutry- 
Droulers".  Fives-Lille,  France 
Application  April  25.  1933.  Serial  No.  667,888 
In  Germany  May  7.  1932 
3  Claims.     (CI.  118—31) 
1.  A  continuous  spinning  machine,  comprising 
an    adjustable    frame,   spindles   on   said   frame, 


means  for  rotating  said  spindles,  ring  rails  on 
said  spindles,  drawing  rollers  for  feeding  threads 
to  said  spindles,  means  for  moving  the  ring  rails 
step  by  step  upwardly  during  the  spinning  process 
to  wind  the  bobbins  which  are  on  the  spindles 


evenly  and  uniformly,  and  a  clutch  on  said 
spinner  for  starting  and  stopping  the  drawing 
rollers,  the  said  clutch  being  adapted  to  stop  the 
drawing  rollers  slightly  before  the  spindles  in 
order  to  increase  the  torsion  of  the  threads. 


2.016.191 
SECTIONAL  CABLE  SUSPENSION  ASSEMBLY 

Joaquin  Pedrero  Cordova.  Lomas  de  Chapultepec, 

D.  F.  Mexico 
Application  November  1,  1934.  Serial  No.  751,061 

In  Mexico  July  30,  1934 

3  Claims.     (CI.  14—18) 


1.  In  an  assembly  of  the  character  described, 
the  combination  of  separable  pivoted  terminal 
connector  links,  pairs  of  looped  cable  lengths 
mortised  in  said  links  and  reversely  extending 
from  each  other  in  their  pairs,  cross  keys  joining 
the  cable  lengths  in  their  pairs  at  ends  adjacent 
each  other,  and  looped  cable  pendulums  engaged 
with  the  pivots  of  the  connector  links  and  said 
cross  keys. 

2,016.192 

BUTTON  AND  LOOP  CLASP 

Oscar  Dohren,  Springfield  Gardens.  N.  Y. 

Application  September  5.  1934,  Serial  No.  742,857 

3  Claims.     (CI.  24—245) 


3.  In  a  garter,  a  pair  of  straps,  a  first  loop  at- 
tached to  one  of  the  straps  and  an  elongate  but- 
ton secured  to  the  other  strap,  a  second  loop  ex- 
tending from  said  first  loop  and  adapted  to  re- 
ceive said  button  endwise,  said  second  loop  being 
closed,  but  having  one  of  its  ends  offset  to  pro- 
vide an  opening  for  the  admittance  of  said  button. 
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2.016.193 
THERMOMETER    HOUSING    FOR    THERMO- 

HYDROMETERS   AND   THE   LIKE 
Leo    Edelmann,    Chicai:o,    III.,    assignor    to    E. 
Edelmann  &  Co.,  Chicago.  111.,  a  corporation  of 
Illinois 

AppUcation  July  26.  1932.  Serial  No.  624.861 
3  Claims.     (CL  265 — 46) 


1.  With  a  syringe  thermo-hydrometer  having  a 
liquid  receiving  barrel  with  a  float  element  there- 
in and  a  rubber  nozzle  carrying  sleeve  having  a 
liquid  pocket  therein  associated  with  said  liquid 
receiving  barrel  and  provided  with  an  opening  to 
receive  a  thermometer,  a  thermometer  housing 
comprising  a  rigid  housing  cage  of  tubular  form 
open  and  reduced  at  one  end  for  insertion  through 
the  opening  of  the  rubber  nozzle  carrying  sleeve 
to  be  held  in  liquid-tight  connection  therein  and 
having  a  flared  portion  at  the  other  end.  a  perfo- 
rated rubber  packing  member  fitted  within  said 
tubular  housing  cage  adjacent  to  the  flared  por- 
tion, a  thermometer  fitted  through  the  opening 
of  said  ruDber  packing  member  with  its  bulb  end 
within  the  open  end  of  the  housing  cage  and  pro- 
tected thereby  and  its  tube  extending  substantially 
centrally  m  the  fiared  end  of  the  housing  cage,  a 
scale  member  mounted  adjacent  to  the  tube  of 
the  thermometer,  and  a  transparent  tubular  hous- 
ing member  fitted  and  held  within  the  flared  por- 
tion of  said  housing  cage  and  thus  removably 
disposed  around  said  thermometer  gauge  mem- 
ber and  the  thermometer  tube. 


2,016.194 
SHELVING  DEVICE 

Olaf  E.  Fredin,  Minneapolis,  Minn. 

AppUcation  May  21,  1934.  Serial  No.  726,802 

5  Claims.     (CL  211—90) 
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1.  A  shelving  device  comprising  brackets,  car- 
riers   slidably    mounted    with    respect    to    said 


brackets  and  includmg  rods,  tubes  mounted  on 
said  rods  and  havmg  opemngs  arranged  there- 
in, shelves  includmg  frames  detachably  received 
in  said  openings  for  adjustable  association  with 
the  rods,  and  means  for  securing  the  carriers 
in  an  elevated  position. 


2,016.195 

FOLDING   IRONING  BOARD 

Pete  F.  Gregory,  Newton.  Iowa 

Reflled    for    abandoned    application    Serial    No. 

606.673.  April  21,  1932.    This  application  March 

9,  1935,  Serial  No.  10.318 

1  Claim.     (CI.  68—10) 


j-i- 


A  folding  Ironing  board,  comprising  a  board,  a 
supporting  member  pivotally  mounted  on  the 
board,  the  pivotal  connection  including  a  plate 
secured  to  the  board,  outstanding  alined  flanges 
on  said  plate,  the  ends  of  said  flanges  arranged 
at  right  angles  to  the  intermediate  portions  pro- 
viding ears,  a  pivot  pin  carried  by  said  ears,  the 
supporting  member  being  pivoted  on  said  pin  be- 
tween adjacent  ears  on  adjacent  ends  of  the 
flanges,  brace  members  secured  to  the  support- 
ing member  and  pivotally  engaging  the  pin  adja- 
cent to  the  remote  ears  on  the  flanges,  and  an- 
other supporting  member  comprising  spaced 
units  pivotally  connected  to  the  flrst  member  re- 
mote from  the  ends  thereof  and  having  one  of 
their  ends  divergently  arranged  relatively  to  the 
flrst  members,  and  means  to  adjustably  connect 
the  other  ends  of  the  second  supporting  member 
to  the  board. 


2.016.196 

SASH  FASTENER 

.Albert  Handfield.  Montreal,  Qnebec.  Canada 

Application  December  31,  1934,  Serial  No.  759,830 

In  Canada  January  2,  1934 

4  Claims.     (CI.  292 — 61) 


/.  f 


1.  A  locking  device  for  a  window  sash  compris- 
ing, in  a  sash,  a  flxed  cam  member,  a  locking  pin 
slldable  and  rotatable  therein  and  adapted  to 
project  therefrom,  another  cam  member  flxed  to 
said  pin  and  adapted  to  co-operate  with  the  flrst 
cam  member  to  slide  said  p:n.  a  ratchet  face 
formed  on  said  second  cam  member,  and  another 
ratchet  rotatable  on  said  pin  and  adapted  to  en- 
gage said  ratchet  face  and  turn  the  second  cam 
member. 


2.016.197 
BOOKSTAND 

Lemuel  Hollingsworth.  Oakland.  Ark. 
Application  December  4.  1934.  Serial  No.  755,951 
3  Claims.      (CI.  45 — 60) 

1.  A  Stand  of  the  character  described  compris- 
ing a  body  having  a  swinging  post  arranged  there- 
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In  and  extended  without  the  same,  an  adjustable 
book  rest  carried  by  said  post,  means  for  adjust- 
ing the  post  arcuately  in  a  vertical  direction,  leaf 


holders  carried  by  the  rest,  and  means  for  rais- 
ing and  lowering  of  the  book  rest  with  respect 
to  the  post. 


2.016.198 
RESIN   AND  PROCESS   OF  MAKING  IT 
Arthur  M.   Howald.  Pittsburgh.  Pa.,  assignor  to 
Toledo  Synthetic  Products.  Inc.,  Toledo,  Ohio,  % 
corporation  of  Ohio 

No  Drawing.     Application  May  15,  1929, 
Serial  No.  363,412 
30  Claims.     (CI.  260 — 3) 
28.  As  a  new  and  improved  molding  compo- 
sition suitable  for  production  of  stable  heat -set 
molded  articles  by  molding  under  heat  and  pres- 
sure, a  molding  compos  tion  comprising  a  fusible 
heat-setting     urea-formaldehyde     condensation 
product  and  a  solid,  relatively  non-volatile  plas- 
ticlzer.  said  plasticizer  having  dissolved  therein 
an  organic  acid. 


2  016  199 

DRYING  REACTION  PRODUCT  OF  UREAS 

AND   ALDEHYDES 

Arthur  M.  Howald,  Pittsburgh,  Pa.,   assignor  to 

Toledo  Synthetic  Products.  Inc.,  Toledo,  Ohio, 

a  corporation  of  Ohio 
No  Drawing.    Application  July  9.  1932.  Serial  No. 
621,758.     In  Canada  September  13,  1929 
15  Claims.     (CI.  260—3) 

1.  As  an  improvement  In  the  production  of 
dry.  fusible  reaction  products  of  urea  and  for- 
maldehvde  in  an  arrested  state  of  reaction,  the 
process  which  comprises  carrying  forward  a  re- 
action between  urea  and  formaldehyde  in  aque- 
ous solution  with  simultaneous  evaporation  of 
water  as  long  as  ready  evaporation  occurs  and 
until  a  syrup  is  formed  capable  of  solidifying  on 
cooling,  subjecting  the  syrup  in  a  relatively  hot 
condition  to  a  sudden  reduction  in  pressure,  the 
reduction  being  sufficient  to  cause  internal  de- 
velopment of  bubbles  and  cooling  of  the  syrup 
to  the  solidifying  point,  cooling  and  grinding  the 
veslculated  mass  so  formed  and  drsrlng  to  re- 
move residual  volatiles  to  an  extent  sufficient  to 
give  a  sound  molding  powder. 


2,016,200 

DISPENSING  DEV^CE 

Eugene  Harry  Howard.  Washington.  D.  C. 

Application  November  1,  1934,  Serial  No.  751,076 

17  Claims.     (CI.  221—106) 

1.  A  dispensing  device  comprising  a  frangible 

container,  valve  means  for  normally  closing  said 

container,  a  dispensing  element  having  means  for 

securing    said    container    thereto   and    simulta- 


neously bringing  said  valve  means  to  open  posi- 
tion, and  means  associated  with  said  valve  means 
for    breaking   said    container   when    said   valve 


means  is  operated  to  disassociate  said  container 
from  the  dispensing  element. 


2,016,201 

PIPE   COATING   MACHINE 

Samuel  M.  Hudson,  Baltimore,  Md. 

Application  May  29,  1934,  Serial  No.  728,145 

1  Claim.     (CI.  91—43) 


A  pipe  coating  machine  comprising  a  recep- 
tacle, legs  upon  which  said  receptacle  is  mounted, 
rollers  mounted  on  said  legs  and  adapted  to  fit 
the  pipe  to  be  coated,  a  pipe  projecting  from  the 
bottom  of  and  communicating  with  said  recei>- 
tacle  and  having  a  flanged  lower  end,  two  jaws 
hinged  together  and  each  having  a  flange  at  its 
upper  end  adapted  to  fit  against  the  flange  on 
the  lower  end  of  the  said  pipe,  said  jaws  being  re- 
movably secured  to  the  flange  on  the  said  pipe, 
an  oil  tank  mounted  on  said  receptacle,  and  a 
perforated  pipe  surrounding  the  said  receptacle 
and  the  pipe  leading  from  the  receptacle  to  the 
jaws  and  connected  to  said  oil  tank. 


2.016.202 
POLYVINYL  RESINOUS    COMPOSITION  AND 

PROCESS  OF  MAKING  SAME 
Ernest     P.     Irany,     Shawinigan     Falls.     Quebec, 
Canada,    assignor    to    Shawinigan    Chemicals 
Limited.  Montreal,  Quebec.  Canada,  a  corpora- 
tion of  Canada 
No  Drawing.    Application  January  9,  1933, 
Serial  No.  650.864 
3  Claims.     (CI.  106 — 22) 
1.  A  composition  of  matter  comprising  a  poly- 
vinyl resin  and  yacca  gum  as  a  form  stabilizer 
for  the  resin,  the  said  resin  being  an  aldehyde 
condensation  of  a  partially  hydrolyzed  polyvinyl 
ester,  the  said  composition  having  form -stability 
materially   greater  than   that   of   the  polyvinyl 
resin  contained  therein. 


174 


OFFICIAL  GAZETTE 


OCTOBEH  1,  1935 


2.016.203 

CARRIER  FOR  PNEUMATIC  TUBE  SYSTEMS 

Ellery  Irvinf .  East  Orange.  N.  J.,  assignor  to  The 

Western  Union  Telegraph  Company,  New  Y'ork, 

N.  Y.,  a  corporation  of  New  York 

AppUcation  July  8.  1932.  Serial  No.  621,453 

5  Claims.     (CI.  243 — 35) 


1.  A  carrier  for  a  pneumatic  tube  dispatch  sys- 
tem, comprising  a  tubular  body  of  a  diameter 
materially  less  than  that  of  the  tube  through 
which  the  carrier  must  pass,  and  a  split  ring  sur- 
rounding a  portion  of  said  tubular  body  and 
forming  a  head  for  closing  the  tube  against  air 
leakage  past  the  carrier,  the  ends  of  said  ring 
being  spaced  apart,  whereby  the  ring  may  be 
contracted  to  conform  to  variations  in  the  mini- 
mum diameter  of  said  tube. 


2.016.204 

POTATO  SORTING  AND  WEIGHING 

MACHINE 

Harvey  King  and  Leland  Wyse,  Archbold,  Ohio 

AppUcation  July  21,  1932.  Serial  No.  623,889 

7  Claims.     (CI.  249 — 57} 


1.  Packing  and  weighing  apparatus  including  a 
delivery  chute  terminating  in  spaced  spouts, 
weighing  means  disposed  adjacent  said  spouts,  a 
rock  shaft  extending  upwardly  through  the  chute, 
a  gate  carried  by  said  shaft  within  the  chute  and 
movable  by  the  shaft  to  deflect  material  to  said 
spouts  sdtemately.  and  a  slidably  mounted  sleeve 
adapted  to  be  reciprocated  transversely  of  the 
chute  adjacent  the  shaft  and  operatively  con- 
nected with  the  lower  end  portion  of  the  shaft  for 
turning  said  shaft  on  its  axis. 


2,016.205 

TYPEWRITER  RIBBON  SPOOL 

John  C.  KuckhofT,  Syracuse,  N.  Y. 

AppUcation  September  12.  1934,  Serial  No.  743,724 

5  Claims.     fCl.  197—175) 


to 
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5.  In  a  typewriter  ribbon  spool,  opposing  heads, 
a  tubular  hub  between  the  heads  and  secured 
thereto,  on  which  the  ribbon  Is  wound,  means 
witliin  the  hub  for  coupling  to  the  spool  shaft 
of  a  typewriting  machine,  one  of  the  heads  hav- 
ing an  axial  opening  concentric  with  the  hub. 
the  margin  of  the  head  provided  with  the  open- 
ing extending  radially  inward  beyond  the  Inner 
side  of  the  hub,  forming  a  shoulder,  and  a  skirt 
having  a  hub  fitting  said  opening  agairust  said 
shoulder  and  extending  outward  over  the  shoul- 
der within  the  hub  to  secure  the  skirt  to  the  ad- 
jacent head. 


2,016.206 

WINDOW  SASH  AND  THE  LIKE 

Charles  W.  Le  Febvre,  Chicago,  lU. 

AppUcation  April  23,  1934.  Serial  No.  721,937 

5  Claims.     (CI.  20 — 50) 


1.  In  a  window  construction,  the  combination 
of  a  window  frame  Including  vertical  side  plates 
and  suitable  top  and  bottom  cross  members,  ver- 
tically slidable  inner  or  "lower"  and  outer  or 
"upper"  sash  slidably  mounted  in  said  frame  be- 
tween the  side  plates  thereof,  parting  strips  ex- 
tending vertically  between  the  sash  aforesaid, 
and  means  for  hingedly  connecting  the  sash  to 
the  respective  side  plates,  the  sash  being  hinged 
at  opposite  sides  of  the  structure,  said  hinged 
means  Including  a  vertically  extending  angle 
bar  removably  secured  adjacent  to  each  side 
plate  with  one  arm  parallel  to  the  side  plate  and 
the  other  arm  at  right  angles  thereto  and  ex- 
tending inwardly  towards  the  side  plate  but 
spaced  therefrom  to  establish  an  L -shaped  groove 
therewith,  and  hinges  for  each  sash,  each  hinge 
having  one  plate  connected  to  the  sash  and  the 
other  plate  thereof  of  U-shaped  hooked  form  and 
reaching  around  the  right  angularly  inwardly  ex- 
tending flange  of  the  angle  into  the  L -shaped 
groove  and  embracing  the  inwardly  extending 
arm  of  the  angle,  whereby  the  hinges  for  each 
sash  are  supported  against  disengaging  forces 
exerted  by  tendency  of  the  sash  to  tilt  either 
when  the  sash  is  in  normal  working  position  or 
when  the  sash  is  turned  out  into  the  room  and 
whereby  the  sash  may  be  installed  in  place  in  the 
window  frame  without  material  change  of  said 
window  frame,  substantially  as  described. 


2,016.207 
ANTIVIBRATION  APPARATUS  FOR  MOTOR 

VEHICLES 

Theodore  Lindenberg,  Columbus.  Ohio 

AppUcation  May  31.  1932,  Serial  No.  614,510 

7  Claims.     fCl.  296— 1) 


1.  A  stabilizer  for  neutralizing  rhsrthmlc  vibra- 
tion on  the  part  of  a  spring  supported  motor  ve- 
hicle frame  comprising  a  guide  structure  extend- 
ing between  the  spaced  side  channels  of  said 
frame  structure  and  contiguous  to  one  end  there- 
of, an  elongated  weight  member  arranged  trans- 
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versely  of  said  frame  and  mounted  within  said 
guide  structure  for  movement  relative  to  the 
frame,  and  resilient  resistant  devices  opposing 
the  movement  of  said  weight  member  vertically  in 
either  direction  from  its  normal  position,  where- 
by to  cause  said  weight  member  to  impart 
through  its  delayed  inertia  resiponse  checking 
forces  to  the  vertical  vibratory  movement  .of  the 
vehicle  frame. 


2  016  208 
STOP  MOTION  FOR  KNITTING  MACHINES 
John  A.  Locke,  Philadelphia,  and  John  Campa- 
nella,  Trevose.  Pa.,  assignors  to  Locke  Hosiery 
Mills.  Philadelphia,  Pa.,  a  partnership  consist- 
ing of  John  A.  Locke  and  Ernest  C.  Locke 
AppUcation  April  22,  1933,  Serial  No.  667,442 
14  Claims.     iCl.  66— 157) 


1.  In  a  circular  knitting  machine  comprising 
needle-controlling  jacks  normally  disposed  within 
a  circle  of  predetermined  diameter,  and  a  stop 
motion,  the  combination  therewith  of  a  jack  de- 
tector arranged  in  a  vertical  plane  intersecting 
said  circle  to  be  engaged  by  a  radially  extending 
side  of  a  jack  extending  beyond  said  circle,  and 
means  operable  by  said  jack  detector  for  actuat- 
ing said  stop  motion. 

2.016.209 

BOBPIN 

Cleanthe  Logotheton.   New  York,  N.  Y. 

Application  September  5,  1934.  Serial  No.  742,846 

3  Claims.     (CI.  132 — 50) 


1.  The  combination,  with  a  loop  hairpin  having 
a  hook  formed  at  the  end  of  each  leg,  of  a  second 
loop  hairpin  provided,  at  the  ends  of  the  legs, 
with  eyelets  engaging  the  hooks  of  the  first  men- 
tioned hairpin. 


2.016.210 

PERSPIRATION  ABSORBER 

Earl  L.  Mann.  Reese,  Mich. 

AppUcation  December  4,  1934,  Serial  No.  755,968 

3  Claims.      (CI.  2—171) 

1.  A  device  for  the  purpose  stated  comprising 

a  series  of  blocks  of  absorbent  material,  a  flexible 


band  on  which  the  blocks  are  removably  strungr, 


and  a  flexible  adjustable  retaining  strap  engaged 
with  the  ends  of  the  band. 


2.016.211 
AIRCRAFT  ARMAMENT 

Ignacio  J.  Miranda.  New  York,  N.  Y.,  assignor  to 
American  Armament  Corporation,  New  York, 
N.  Y.,  a  corporation  of  New  York 

AppUcation  November  2,  1934.  Serial  No.  751,218 
5  Claims.      (CL  89—37) 


1.  In  an  aircraft  armament,  a  gun  rotatable 
about  a  vertical  axis  and  having  means  whereby 
it  may  be  elevated  and  depressed,  said  gim  hav- 
ing a  portion  subjected  to  wind  pressure  at  one 
side  of  said  axis,  a  balancing  vane  subjected  to 
wind  pressure  at  the  opposite  side  of  said  axis, 
means  mounting  said  vane  for  rotation  with  said 
gun  about  said  axis  and  for  movement  toward 
and  from  said  axis,  and  means  operatively  con- 
necting said  gun  and  vane  for  automatically 
moving  said  vane  toward  said  axis  as  the  gun  is 
elevated,  and  away  from  said  axis  as  the  gun  is 
again  depressed. 


2,016.212 
EXHALATORY  CONTROLLER  FOR 

INH.^LERS 

Harold  V.  O'ConneU.  New  York,  N.  Y. 

Application  May  9.  1934.  Serial  No.  724,792 

4  Claims.     iCl.  128—140) 


1.  An  exhalatoi-y  controller  for  inhalers  com- 
prising, in  combination,  a  plug  formed  with  a 
sound  chamber  at  one  end  and  a  passage  extend- 
ing tiirough  said  plug  and  communicating  with 
said  sound  chamber,  a  member  provided  with  a 
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receptacle  for  receiving  said  plug  and  being 
formed  with  a  chamber  communicating  with  the 
passage  in  said  plug  and  with  a  valve  seat  at  the 
end  of  said  chamber,  a  guard  member  mounted 
on  said  last-named  member,  a  pressure  operated 
valve  supported  by  said  guard  member  and  shift - 
able  into  and  out  of  engagement  with  said  valve 
seat,  and  adjustable  means  for  normally  urging 
said  valve  into  engagement  with  said  valve  seat. 


2,016.213 
STRAP  FOR  OVERFILLED  BOXES 
Hale  Paxton.  Santa  Ana,  Calif.,  assignor  to  Acme 
Steel  Company,  Chicago,  111.,  a  corporation  of 
Illinois 
Original  application  January  31.  1934,  Serial  No. 
709,176.    Divided  and  this  application  Septem- 
ber 4,  1934,  Serial  No.  742.698 

8  Claims.     (CI.  217—67) 


1.  A  prepared  box  element  or  strap  ready  for 
application  to  a  box.  comprising  an  elongated 
bendable  metallic  member  provided  with  a  cen- 
tral lateral  recess  engageable  by  a  holding  finger 
of  an  assembly  device,  the  end  portions  of  said 
element  constituting  the  material  for  engage- 
ment with  opposite  sides  of  the  box  when  said 
element  is  applied  thereto. 


2.016J214 
INSULATED  RAIL  JOINT 
Ralph  Woodruff  Payne,  Washington.  D.  C.  as- 
signor to  The  Rail  Joint  Company.  New  York, 
N.  Y.,  a  corporation  of  New  York 
AppUcation  March  10,  1933.  Serial  No.  660,311 
3  Claims.     (CL  238 — 155) 


1.  An  insulated  rail  joint  comprising  in  com- 
bination with  the  rails,  the  joint  bolts,  and  the 
splice  bars,  each  of  the  splice  bars  having  an  up- 
per inner  rounded  comer  arranged  in  loading  en- 
gagement to  the  head  fillets  of  the  rails,  an  In- 
sulating cover  for  the  splice  bar  consisting  of  a 
pair  of  spaced  and  aligned  inverted  substantially 
U-shaped  insulation  sheets  entirely  enveloping 
the  top  of  the  bar  and  each  formed  with  an  in- 
side depending  apron  closely  fitting  the  Inner 
side  of  the  bar  and  having  a  direct  Interlocking 
engagement  with  the  Joint  bolts  and  an  outer 
depending  apron  closely  fitting  the  outer  side  of 
the  bar  and  extending  to  a  point  below  the  bolt 
holes  but  above  the  foot  of  the  bar  and  directly 
Interlocking  with  the  bolts,  a  pair  of  aligned  pro- 


tective Inverted  substantially  U-shaped  metal 
guard  sections  completely  encasing  therein  said 
insulating  cover  and  having  their  inner  ends 
spaced  apart,  each  of  said  metal  guard  sections 
being  formed  with  upper  inner  rounded  corners 
having  a  loading  engagement  with  the  head  fil- 
lets, and  provided  with  inner  depending  aprons  or 
flanges  directly  and  clampingly  engaging  the 
rail  webs  and  having  direct  interlocking  engage- 
ment with  the  joint  bolts,  each  of  said  metal  sec- 
tions also  having  outer  depending  aprons  closely 
fitting  the  outer  aprons  of  the  Insulating  cover, 
coextensive  therewith,  and  directly  engaged  by 
the  joint  bolts  whereby  the  tightening  of  the 
joint  bolts  will  tightly  clamp  together  the  splice 
bar.  the  insulating  cover  sections  and  the  metal 
sections  into  loading  engagement  with  the  head 
fillets  of  the  rails  and  agamst  the  rail  webs,  and 
an  insulating  end  post  interposed  between  the 
rail  ends  and  having  projecting  edge  portions  en- 
tering the  space  between  the  two  guard  sections. 


2.016.215 
ORTHOPEDIC  SHOE  HEEL 

Joseph  Pietzuch.  St.  Louis.  Mo. 

AppUcation  May  14,  1934.  Serial  No.  725.532 

6  CUims.     (CI.  36— 35) 


1.  A  heel  construction  comprising  a  body  of 
rubber  having  front  and  rear  portions  integral- 
ly secured  together  along  a  transverse  line  of 
substantial  slope,  the  rear  portion  being  formed 
of  resilient  rubber  and  the  front  portion  be- 
ing formed  of  less  resilient  rubber  only,  said 
transverse  line  extending  forwardly  from  the 
inner  to  the  outer  edge  of  said  heel  and  the 
middle  of  said  transverse  line  being  positioned 
forwardly  of  the  center  of  the  heel  to  provide 
the  inner  side  of  said  front  portion  with  a  sub- 
stantially greater  area  than  the  outer  side  of 
said  front  portion. 


2.016,216 

MOISTENING   DEVICE 

Eugene  W.  Pike.  Sr.,  Arlington.  N.  J. 

Application  January  31.  1934.  Serial  No.  709.084 

1  Claim.     (CI.  91—38) 


^nt 
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A  moistening  device  including  a  container  body 
to  receive  moistening  liquid,  .said  body  presenting 
a  substantially  uninterrupted  inner  and  upper 
edge  portion  and  a  lower  surface,  a  moistening 
element  having  its  base  disposed  within  such  con- 
tainer and  supportable  by  the  lower  surface  of 
the  latter  at  a  point  substantially  opposite  such 
edge  of  the  container,  the  body  of  said  element 
being  self-sustaining  and  of  a  length  such  as  to 
extend  diagonally  through  the  body  cf  the  con- 
tainer in  contact  with  such  edge  portion  of  the 
latter  and  upwardly  beyond  such  edge  portion, 
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and  supporting  means  associated  with  said  con- 
tainer whereby  such  element  may  be  shifted  to 
assume  a  more  inclined  position  with  its  body 
still  in  contact  with  such  edge  portion  and  with 
its  base  shifted  to  a  point  nearer  such  eage  por- 
tion,   

2.016.217 

PRODUCTION  OF  CINEMATOGRAPHIC 

FILMS 

Georges  Andre  Raguin,  Lyon.  France,  assignor  to 

"Societe  Lumlere",  Paris,  France,  a  joint-stock 

company  of  France 

Application  September  26,  1934.  Serial  No.  745,644 

In  France  October  18.  1933 

16  Claims.     (Ci.  88 — 24) 


1.  A  method  for  the  production  of  cinemato- 
graphic films  in  natural  colors  consisting  in 
printing  with  reduction  from  a  master  film  hav- 
ing a  multi-color  grained  reseau  onto  a  copy  film 
having  a  multi-color  grained  reseau  associated 
with  the  sensitive  surface  in  which  the  grains  are 
of  same  average  size  and  colors  as  in  the  master 
film  reseau.  the  reduction  being  at  least  converse- 
ly proportional  to  the  number  of  different  colored 
grains  so  that  there  is  always  formed  on  each 
grain  of  the  copy  reseau  the  Image  of  a  grain  of 
same  color  of  the  master  film  reseau. 


2.016.218 

GOLF  CLL^ 

Harry  S.  Stephens.  Atlanta.  Ga.,  assignor  to  The 

American    Fork    &    Hoe   Company,   Cleveland, 

Ohio,  a  corporation  of  Ohio 

Application  August  24,  1929.  Serial  No.  388.069 

11  Claims.     iCL  273—80) 


1.  In  a  golf  club,  a  shaft  having  a  tapered  tu- 
bular end.  a  club  head  provided  with  a  tubular 
hosel  to  receive  said  shaft  end,  combination  cush- 
ioning and  reinforcing  means  for  the  shaft  com- 
prising a  tubular  bushing  telescoped  over  the  end 
of  the  shaft,  a  portion  of  said  bushing  projecting 
into  said  hosel  and  the  remaining  portion  project- 

45'.>   O.   (j.—  Vl 


ing  externally  of  said  hosel.  a  reinforcing  tapered 
metallic  sleeve  telescoped  over  the  shaft  end  with 
its  larger  mouth  end  telescoped  over  the  exter- 
nally projecting  portion  of  said  bushing  and  se- 
cured by  its  smaller  end  to  a  portion  of  the  outer 
surface  of  the  shaft,  spaced  from  said  hosel. 

2,016,219 

ROTARY  BRUSH 

Joseph  Alphonse  Turcotte.  Montreal, 

Quebec,  Canada 

Application  June  17,  1933.  Serial  No.  676,385 

2  Claims.      (CI.  15 — 23) 


i'      ^c 


2.  In  a  motor  driven  rotary  brush  having  a 
handle  and  a  driving  motor  mounted  thereon,  a 
brush  mounting  assembly  comprising  a  cylindri- 
cal brush  carrying  member  enclosing  th3  motor, 
means  at  one  end  of  said  member  for  establishing 
a  driving  connection  with  the  motor,  meanj  at  the 
opposite  end  of  said  member  for  rotatably  sup- 
F)orting  said  member  upon  the  handle,  a  cylin- 
drical brush  snugly  fitting  over  the  exterior  of 
said  member,  and  means  for  removably  mounting 
Eaid  brush  on  said  member  comprising  disengage- 
able  guide  means  carried  by  said  member  and  said 
brush  cooperating  to  move  said  member  and  brush 
axially  with  respect  to  each  other  upon  relative 
rotation  thereof,  and  stop  means  to  limit  such 
axial  movement,  whereby  rotation  of  said  brush  by 
the  motor  tends  to  merely  tighten  the  connec- 
tion between  said  member  and  brush. 

2.016,220 

TRAFFIC  LIGHT  CONTROL 

Eugene  R.  Anderson.  Columbus.  Ohio 

Application  December  4.  1929.  Serial  No.  411.636 

15  Claims.     (CL  177— 337) 
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5.  The  method  of  regulating  the  operation  of 
highway  intersection  traffic  signals  to  indicate 
go.  caution  and  stop  periods,  by  means  of  two 
visual  electrical  li?ht  signals,  which  includes 
first  indicating  go  by  the  continuous  illumina- 
tion of  one  of  the  signal  lights  for  an  effective 
period,  then  indicating  caution  by  the  continu- 
ous illumination  of  one  of  the  signal  lights  simul- 
taneously with  the  flashing  of  the  other  signal 
light  for  an  effective  period,  and  then  indicat- 
ing stop  by  the  continuous  illUTiination  of  the 
second  signal  light  for  an  effective  period. 

2.016.221 
REGISTERING  DEVICE  FOR  PRINTING 
PRESSES 
Joseph  Bard.  Hartford.  Conn. 
Application  June  1.  1935.  Serial  No.  24.564 
23  Claims.     (CI.  101—413) 
1.  A  sheet  receiving  member  having  cooperat- 
ing laterally  spaced  sheet  engaging  portions  ex- 
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tending  lon^tudlnally  of  said  member  and  con- 
nected laterally  to  inhibit  the  entry  of  a  sheet 


above  one   cooperating  portion   and   below   the 

other. 


2,016,222 

CATALYTIC  PRODUCTlbN  OF  SULPHUR 

TRIOXIDE 

Harry  P.  Bassett.  Philadelphia,  Pa. 

Application  March  1.  1932.  Serial  No.  596,129 

3  Claims.     iCl.  23—174) 


^Oy 


- 

r.A^  t^  s.^Ot 


1.  The  process  of  obtaining  sulphur  trioxide 
from  an  iron  oxygen-bearing  salt  forming  sul- 
phur dioxide  and  ferric  oxide  upon  heating,  as 
the  source  of  sulphur  dioxide,  which  comprises 
intimately  mixing  said  salt  and  a  catalyst  of  fer- 
ric oxide  obtained  by  the  decomposition  of  an 
iron  oxygen-bearinK  salt  at  a  temperature  not 
exceeding  about  700'  C  ,  passing  said  mixture  of 
salt  and  catalyst  continuously  through  a  catalytic 
chamber,  admitting  air  to  the  chamber  at  the 
end  opposite  that  at  which  the  catalyst  and  said 
salt  enter  and  the  sulphur  trioxide  is  removed. 
maintaining  the  portion  of  the  catalytic  chamber 
near  the  air  entrance  at  a  temperature  above 
the  salt  decomposition  temperature  and  the  por- 
tion of  the  catalytic  chamber  near  the  sulphur 
trioxide  exit  at  a  temperature  below  the  dissocia- 
tion temperature  of  sulphur  trioxide.  the  tem- 
perature m  the  chamber  not  exceeding  approxi- 
mately 700  C.  and  removing  the  sulphur  trioxide 
gas  from  one  end  of  said  chamber  and  the  ferric 
oxide  from  the  opposite  end  thereof. 


2.016223 
LIQUEFIER  TANK 

John  Frederick  Bowers,  Harrisburg,  Pa.,  assignor 

to  Harrisburg  Steel  Corporation,  a  corporation 

of  Pennsylvania 

Application  June  7.  1933,  Serial  No.  674,744 
18  Claims,     i  CI.  220 — 16 1 

1.  The  combination  of  a  tank  body  having  an 
opening  thereto  provided  with  a  tapered  down- 
wardly convergent  seat,  a  closure  construction 
for  said  seat  having  a  tapered  downwardly  con- 
vergent peripheral  surface,  a  gasket  in  mechan- 
ically compressed  engagement  between  the  ta- 
pered surfaces  of  the  closure  construction  and 
Its  seat,  sa'd  closure  construction  having  port 
means  formed  therewith  to  transmit  pressures 
existing  within  the  tank  directly  against  a  nar- 


row circumferential  zone  at  the  Inner  side  of 
the  gasket  for  forcing  it  into  compressed  seat- 


A^\ 


Ing  and  sealing  engagement  against  the  tapered 
seat  of  the  tank  body. 


2.016.224 

WEATHERPROOF  TANTi  CLOSURE 

Roman  B.  Bukolt,  Stevens  Point.  Wis. 

Application  August  1.  1934.  Serial  No.  737,988 

7  Claims.     iCl.  220 — 55) 


1.  A  container  having  an  outwardly  facing 
sealing  ring  seat,  a  sealing  ring  engaging  said 
seat,  a  snap  disk  for  exertmg  an  inward  force  to 
seat  said  sealing  ring,  a  cap  enclosing  said  seal- 
ing rmg  and  said  snap  disk  and  providing  a 
fulcrum  for  the  latter,  means  detachably  con- 
necting said  cap  with  the  container,  and  an  actu- 
ating device  for  snapping  said  snap  disk  to  active 
and  released  positions,  said  actuating  device  be- 
ing operatively  connected  with  said  cap  and  disk 
and  having  an  actuating  portion  accessible  at 
the  exterior  of  said  cap. 


2.016.225 

METHOD  OF  MAKING   CLOSt^RE  PARTS  TO 

ELIMINATE    WASTE 

Roman  B.  Bukolt.  Stevens  Point,  Wis. 

Application  August  1,  1934.  Serial  No.  737,989 

2  Claims.     iCl.  113—121) 


^.  </ 


f 
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1.  A  method  of  making  a  sheet  metal  closure 
and  a  flanged  retaining  ring  therefor,  comprising 
the  steps  of  pressing  out  a  cap  having  a  con- 
tinuous side  wall  and  a  top  and  inclining  the 
upper  portion  of  said  side  wall  inwardly  to  its  line 
of  juncture  with  said  top,  cutting  the  top  from 
the  side  wall  along  said  line  of  juncture  to  provide 
a  closure  receivable  within  the  confines  of  said 
wall,  inwardly  bending  the  prevlou.sly  inclined 
portion  of  said  wall  forming  a  flange  to  overlie 
the  closure  and  threading  said  wall  to  provide 
the  desired  flanged  retaining  ring. 
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2,016,226 
LIQUEFIER  TANK  AND  METHOD  OF 
SEALING  SAME 
Jens  Clausen,  Harrisburg,  Pa,,  assignor  to  Harris- 
burg Steel  C  orporation,  a  corporation  of  Penn- 
sylvania 
Application  January  27.  1932,  Serial  No.  589,273 
15  Claims.     (CI.  220 — 46) 


1.  In  combination,  a  cylindrical  tank  having  a 
filling  opening  at  one  end  and  a  circumferentially 
extending  outwardly  facing  shoulder  in  said  tank 
near  said  opening,  a  cover  detachably  carried  by 
the  tank  at  said  opening  with  Its  marginal  por- 
tion confronting  said  shoulder,  and  having  a  cir- 
cumferential face  confronting  the  inner  face  of 
the  tank,  a  shaping  ring  engaging  said  shoulder 
and  provided  with  an  upstanding  annular  flange 
spaced  from  Its  Inner  and  outer  circumferential 
margins,  said  flange  having  at  its  upper  portion 
a  circumferential  groove  and  one  or  more  ports 
leading  to  said  groove  from  the  Inner  circumfer- 
ential face  of  the  ring,  and  a  distensible  gasket 
of  channel  shaped  cross  section  embracing  the 
flange  of  said  shaping  ring  and  engaging  the  in- 
ner circumferential  face  of  the  tank,  and  the 
said  marginal  portion  and  circumferential  face 
of  the  cover. 

2.  In  combination,  a  cylindrical  tank  having  a 
filling  opening  at  one  end.  and  a  circumferentially 
extending  outwardly  facing  shoulder  in  said  tank 
near  said  opening,  a  cover  detachably  carried  by 
the  tank  at  said  opening  with  its  marginal  portion 
confronting  said  shoulder,  a  shaping  ring  engag- 
ing said  shoulder  and  provided  with  an  upstand- 
ing annular  flange,  said  flange  having  at  its  up- 
per portion  a  circumferential  groove  and  one  or 
more  ports  leading  to  said  groove  from  the  inner 
circumierential  face  of  the  ring,  and  a  gasket 
having  a  part  overlying  said  flange  and  engag- 
ing the  marginal  portion  of  the  cover,  and  a  part 
interposed  between  said  flange  and  the  inner  wall 
of  the  tank. 


2.016,227 
UQUEFIER   TANK 

Jens  Clausen,  Harrisburg.  Pa.,  assignor  to  Harris- 
burg Steel  Corporation,  a  corporation  of  Penn- 
syWania 
Original  application  January  27,  1932,  Serial  No. 
589.273.  Divided  and  this  application  Decem- 
ber 9.  1932.  Serial  No.  646.557 

2  Claims.     (CI.  220—3) 
1.  In   a   liquefler   tank   or   hke   container  the 
combination  of  a  tank  body  having   an  upper 
portion  provided  with  an  upwardly  facing  gas- 
ket   shoulder    annularly    extending    thereabout 


and  on  the  irmer  wall  thereof,  said  tank  upper 
portion  above  said  shoulder  having  another 
cover  contact  shoulder  facing  upwardly,  the  in- 


ner peripheral  wall  of  the  said  upper  portion  of 
the  tank  above  the  last  mentioned  shoulder  hav- 
ing panels  of  interrupted  screw  threads. 


2.016.228 
TANK  CONSTRUCTION 

Jens  Clausen.  Harrisburg,  Pa.,  assignor  to  Harris- 
burg Steel  Corporation,  a  corporation  of  Penn- 
sylvania 

Application  February  25,  1933,  Serial  No.  658.611 
13  Claims.     (CI.  220 — 46) 
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1.  In  a  high  pressure  container  the  combina- 
tion of  a  tank  body  having  an  opening  thereto 
and  an  outwardly  facing  shoulder  in  the  open- 
ing, said  shoulder  being  provided  with  individu- 
ally continuous  ribs  projecting  outwardly  there- 
from, a  closure  plate  for  fitting  upon  the  con- 
tainer in  the  opening  thereof  and  when  in  posi- 
tion having  a  surface  spaced  from  said  shoulder 
of  the  tank  body  to  define  an  annular  groove 
opening  radially  into  the  tank,  said  surface  of 
the  cover  plate  having  individually  continuous 
ribs  facing  in  opposed  relation  with  the  ribs  first 
mentioned,  a  distensible  gasket  in  said  groove  en- 
gaging the  shoulder  and  the  surface  of  the  cover 
plate  whereon  said  ribs  are  disposed  and  extend- 
ing at  its  bight  portion  across  the  juncture  of  the 
cover  plate  with  said  tank  body,  a  rigid  member 
in  said  gasket  between  the  ribs  of  said  shoulder 
and  cover  plate  to  permit  mechanical  compres- 
sion of  the  gasket  against  said  ribs,  and  means 
for  venting  high  pressures  into  the  distensible 
gasket  for  forcing  the  same  into  sealing  relation 
at  the  juncture  of  the  cover  plate  with  said  tank 
I  body. 
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2.016,229 
BOILER    FEED    WATER    REGULATOR    AND 
LIKE     APPARATUS     FOR     REGULATING 
LIQUID   LEVELS 

Sydney  Rupert  Dight,  Haslar,  Gosport,  England, 
assignor  to  G.  &  J.  Weir,  Limited.  Glasgow, 
Scotland 

AppUcation  ''lay  19,  1934.  Serial  No.  726,523 

In  Great  Britain  March  21.  1933 

6  Claims.     (CI.  137— 101) 


1.  Apparatus  for  automatically  regulating  the 
feed  of  liquid  into  a  container  for  the  main- 
tenance of  a  substantially  constant  level  of  liquid 
in  the  container,  comprising  a  casing  having  a 
liquid  feed  inlet,  a  feed  inlet  valve  exposed  on 
one  side  to  pressure  from  the  liquid  source  and 
on  its  opposite  side  to  pressure  from  the  con- 
tainer and  which  tends  to  clase  under  the  pres- 
sure from  the  container,  a  piston  in  fixed  rela- 
tion to  said  feed  inlet  valve  and  exposed  on  one 
side  to  pressure  from  the  source,  a  chamber  in 
said  casing  in  ^/hich  the  said  piston  moves,  said 
chamber  being  normally  in  communication  with 
the  liquid  source  through  the  space  in  which 
the  piston  moves  whereby  feed  pressure  is  caused 
to  build  up  in  said  chamber  to  act  on  the  oppo- 
site side  of  the  piston,  a  float-operated  valve  re- 
sponsive to  the  variations  of  the  level  of  liquid 
in  the  container,  a  passage  connecting  said  cham- 
ber with  said  float-operated  valve,  said  float-op- 
erated valve  controlling  the  building  up  of  feed 
pressure  within  the  said  chamber,  and  an  aux- 
iliary piston  and  cylinder  in  .said  casing,  one  ele- 
ment of  which  is  in  fixed  relation  to  the  feed  in- 
let valve,  said  cylinder  being  normally  in  free 
communication  directly  with  the  feed  inlet  for 
the  building  up  of  the  feed  pressure  therein  co- 
acting  with  the  pressure  from  the  container  on 
the  feed  valve  to  tend  to  close  the  feed  valve. 


2.016.230 
LAWN  MOWER   CONSTRUCTION 
John  Downing,  Reading,  Pa.,  assignor  to  Reading 
Hardware  Corporation,  Reading.  Pa.,  a  corpo- 
ration 

Application  August  1.  1934,  Serial  No.  737,991 
3  CUims.     (CL  56—294) 


1.  In  a  blade  clamping  construction  for  the 
stationary  blades  of  a  mowing  machine  the  com- 
bination of  a  fixed  bed  plate,  a  clamping  sup- 
porting plate,  screws  clampmg  the  supporting 
plate  to  the  bed  plate  along  adjacent  longitudinal 
edges  of  the  said  plates  closer  to  said  edges  than 
the  opposite  edges  of  said  plates,  the  said  bed 
plate  having  tapped  openings  therein  disposed 
at  an  angle  of  slightly  less  than  90    with  respect 


to  the  plane  of  the  bed  plate,  and  the  clamping 
plate  having  openings  therein  for  receiving  said 
screws  whereby  when  the  screws  clamp  the 
clamping  plate  upon  the  bed  plate  the  longi- 
tudinal edge  of  the  bed  plate  most  remote  from 
said  screws  will  clamp  against  the  undersurface 
of  the  t>ed  plate,  and  a  flexible  cutter  blade 
clamped  between  the  bed  plate  and  supporting 
plate  at  the  longitudinal  margins  thereof  closest 
to  the  clamping  screws. 


2.016.231 
ENGINE    STARTER    CONTROL 

Malcolm  P.  Ferguson,  Elmira,  N.  Y.,  assignor  to 
Eclipse  Machine  Company,  Elmira,  N.  Y.,  a  cor- 
poration of  New  Yorli 

.Application  December  23.  1931,  Serial  No.  582,861 
3  Claims.     (CL  123—179) 


1.  In  combination  with  an  internal  combustion 
engine,  an  electrical  starting  system  therefor 
including  a  starting  motor,  a  starting  switch  and 
disconnectible  gearing  for  driving  the  engine 
from  the  starting  motor,  a  manual  member  for 
controlling  the  fuel  supply  of  the  engine,  con- 
necting means  including  a  movable  latch  where- 
by operation  of  the  manual  memt>er  moves  the 
gear  into  engagement  and  closes  the  starting 
switch,  means  responsive  to  rotation  of  the  engine 
for  creating  a  fluid  pressure  differential,  means 
responsive  to  said  pressure  differential  for  mov- 
ing said  latch  to  inoperative  position  and  means 
for  preventing  the  action  of  said  pressure  on  said 
latch  during  the  starting  operation. 


2,016,232 

CASKET  TRUCK 

Harry  T.  Floyd,  St.  Louis,  Mo. 

Application  September  27.  1934,  Serial  No.  745,752 

1  Claim.     (CI.  280—36) 


t*  it 


A  casket  truck  comprising  a  rectangular  frame 
of  extendible  bars  and  tubular  corner  posts  hav- 
ing vertical  slots  in  their  inner  faces,  slidable 
members  mounted  inside  said  posts  having  lateral 
projections  through  respective  slots  and  provided 
with  diverging  wings  pivotally  engaging  adjacent 
bars,  and  a  thumb  screw  mounted  in  each  mem- 
ber between  said  wings  and  extending  through 
said  member  to  exert  pressure  on  the  inside  of 
the  post,  substantially  as  described. 
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2.016.233 
SANT)WICH  MAKING   APPARATUS 
James  H.  Herman,  Austin,  Tex.,  assignor  of  one- 
tenth  to  J.  J.  Allman,  Austin,  Tex. 
Application  May  19,  1933,  Serial  No.  671,919 
4  Claims.     (CI.  107—1) 


1.  In  a  sandwich  making  machine,  a  closed 
cabinet  having  an  opening  at  the  lower  part  of 
its  front,  a  stationary  supporting  structure  with- 
in and  upon  the  bottom  of  the  cabinet,  a  unit 
comprising  an  open  top  and  bottom  receptacle 
for  receiving  a  filling  and  an  insulating  structure 
forming,  in  connection  with  the  receptacle  a 
chamber  surrounding  the  latter  for  receiving 
a  preservative  for  the  filling,  said  unit  being  re- 
movably mounted  upon  said  supporting  structure, 
a  knife  at  and  normally  closing  the  open  bottom 
of  said  receptacle,  said  knife  being  slidably 
mounted  in  said  supporting  structure  for  slicing 
the  filler,  an  upstandmg  stationary  open  top  and 
bottom  combined  slice  guide  and  retainer  element 
arranged  below  the  path  of  the  knife  for  guiding 
and  retaining  the  slice  severed  from  the  filler,  a 
slidable  member  for  positioning  below  said  ele- 
ment to  temporarily  support  the  slice  within  the 
latter,  slidable  means  mounted  in  said  structure 
for  positioning  an  outer  layer  of  a  sandwich  to  re- 
ceive the  slice  of  the  filler  from  .said  element  when 
said  member  is  removed  from  slice  supporting  po- 
sition, and  said  member,  slidable  means  and  knife 
extended  outwardly  through  said  opening  at  the 
front  of  the  cabinet. 


2.016.234 

PILOT  REGULATOR  ATTACHMENT 

Ralph    C.    Hughes,    .Anderson,   Ind.,    assignor   to 

Reynolds  Gas  Regulator  Co.,  Anderson,  Ind.,  a 

corporation  of  Indiana 

Application  February  19,  1932.  Serial  No.  593,999 

3  Claims.     (CL  50—23) 


fti> 


1.  A  combined  line  pressure  and  pilot  pressure 
regulator  valve  comprising  a  casing  having  a 
main  inlet  chamber,  a  main  outlet  chamber,  a 
main  diaphragm  chamber  and  a  pilot  diaphragm 
chamber,  a  wall  between  the  main  inlet  chamber 
and  the  main  outlet  chamber,  said  wall  hav- 
ing an  opening  therein,  a  diaphragm  in  the  main 
diaphragm  chamber,  a  valve  carried  by  said  dia- 
phragm to  close  the  opening  in  the  wall  between 


said  outlet  and  inlet  chambers,  resilient  means 
acting  to  maintain  said  valve  in  an  open  posi- 
tion, a  passageway  between  the  outlet  chamber 
and  said  diaphragm  chamber  whereby  a  prede- 
termined pressure  in  the  outlet  chamber  will  close 
said  vaive.  a  second  diaphragm  in  the  pilot  dia- 
phragm chamber,  a  passageway  between  said 
pilot  diaphragm  chamber  and  said  outlet  cham- 
ber, a  pilot  valve  carried  by  said  second  named 
diaphragm  and  arranged  to  close  said  passage- 
way, resilient  means  acting  to  maintain  said  last 
named  valve  open  until  a  predetermined  pres- 
sure exists  in  said  pilot  valve  diaphragm  cham- 
ber, and  an  independent  low  pressure  opening 
communicating  with  said  pilot  diaphragm  cham- 
ber. 


2.016,235 
PARACHUTE    APPARATUS 
Leslie  L.  Irvin,  Letchworth,  Herts.  England,  as- 
signor   to    Irving    Air    Chute    Company,    Inc., 
Buffalo,  N.  Y..  a  corporation 
Application  March  28,  1934,  Serial  No.  717,857 
In  Great  Britain  March  21,  1933 
6  Claims.     (CI,  244—21) 


1.  In  parachute  harness  the  combination  of 
body  attaching  straps  including  a  waist  belt  hav- 
ing a  fastener  part  on  one  end  and  a  strap  con- 
nected longitudinally  on  the  outer  side  of  the 
other  end  of  the  strap  and  fixedly  connected  at 
its  ends  on  said  strap  and  having  an  intermedi- 
ate loose  portion,  and  a  complementary  fastener 
part  having  an  eye  through  which  tne  loose  por- 
tion of  said  strap  is  threaded  so  that  the  said 
second  fastener  part  is  slidable  along  the  loosfc 
portion,  said  eye  being  normal  to  the  general  line 
of  said  strap  so  as  to  crook  the  belt  and  remain 
anchored  thereon  in  definite  position  when  con- 
nected with  the  fastener  part  first  mentioned. 


2,016,236 
PARACHUTE   APPARATUS 

Leslie  L.  Irvin.  Letchworth,  Herts.  England,  as- 
signor   to    Irving    Air    Chute    Company,    Inc., 
Buffalo.  N.  Y..  a  corporation 
Application  March  28.  1934.  Serial  No,  717,858 
In  Great  Britain  March  21,  1933 
7  Claims.     (CI.  244—21) 


3.  In  parachute  apparatus  the  combination  of 
a  parachute  harness  having  suspension  strap 
means  and  a  parachute  pack  attaching  coupling 
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part  permanently  connected  therewith,  a  spring 
socketing  keeper  for  releasably  connecting  said 
coupling  part  in  definitely  fixed  non-tiltable  rela- 
tion upon  the  harness,  sind  a  detachable  emer-  ' 
gency  parachute  pack  having  a  fixed  exterior 
coupling  part  connected  therewith  for  releasable 
securement  with  the  coupling  part  of  the  har- 
ness. 


2.016.237 
CAR  COUPLER  MECHANISM 
George  T.  Johnson  and  Harry  H.  Wolfe.  Colum- 
bus.   Ohio,    assignors    to    The    Buckeye    Steel 
Castings  Company.  Columbus.  Ohio 
Application  November  8.  1930.  Serial  No.  494.415 
1  Claim.     (CI.  213 — 65) 


In  combination,  draft  sills,  a  unitary  yoke 
and  draft  gear  housing  arranged  between  said 
draft  silis  and  adapted  to  move  forwardly  and 
rearwardly  in  unison,  stationary  stops  at  the 
rear  end  of  the  combined  yoke  and  housing,  front 
and  rear  followers  mounted  for  reciprocation  in 
the  combined  yoke  and  housing  longitudinally  of 
the  latter,  rear  yielding  elements  in  the  combined 
housing  and  yoke  for  normally  holding  the  rear 
follower  in  contact  with  said  stops,  front  yield- 
ing elements  for  normally  holding  the  front  fol- 
lower in  contact  with  portions  of  the  combined 
yoke  and  housing,  means  separating  the  front 
yielding  elements  from  the  rear  yielding  ele- 
ments and  operatively  connected  to  said  sills  for 
limiting  forward  movement  of  the  rear  yielding 
elements  during  pull  while  said  rear  yielding  ele- 
ments are  compressed,  and  for  compressing  said 
rear  yielding  elements  during  buff  while  the  rear 
stops  restrict  rearward  movement  of  the  rear 
follower,  a  coupler  shank,  a  second  horizontal  key 
connecting  said  shank  to  the  forward  end  of  the 
unitary  yoke  and  draft  gear  housing  and  sills. 
said  second  key  being  movable  with  the  shank 
relatively  to  the  sills  during  both  buff  and  draft 
and  relatively  to  the  yoke  and  draft  gear  hous- 
ing during  buff  only,  said  shank  being  engageable 
with  the  front  follower  and  adapted  during  buff 
to  move  the  front  follower  rearwardly  and  there- 
by cause  the  front  yielding  elements  to  be  com- 
pressed, and  the  front  yielding  elements  to  in 
turn  shift  said  means  rearwardly. 


2.916.238 
BUTTON  MANUFACTURE 
Ira   D.   Ford.    Roseland,   Ontario.   Canada,    and 
John  M.  Clark,  Detroit,  Mich.,  assignors  to  Uni- 
versal Button  Fastening  A  Button  Company. 
Detroit,  Mich.,  a  corporation  of  Michigan 
Application  November  19.  1931.  Serial  No.  576.104 
5  Claims,     (CI.  79 — 3) 


1.  The  method  of  making  solid  steel  buttons 
which  is  characterized  by  confining  a  rod-like 
blank  of  substantially  the  diameter  of  the  shank 
of  the  finished  button,  leaving  a  portion  of  the 
blank  substantially  less  than  the  voliime  of  the 
tHitton  head  projecting  from  the  die.  engaging  one 


end  of  said  blank  with  a  cup  forming  die.  strik- 
ing the  opposite  end  of  the  blank  to  form  a  die 
cup  in  the  end  of  the  blank,  and  leaving  said  die 
free  to  recede  upon  the  progressive  flattening  of 
the  projecting  portion  of  the  blank  whereby  the 
blank  is  gradually  subjected  to  the  flattening  ac- 
tion. 


2.016.239 
MANUFACTURE   OF   BUTTONS 
Ira    D.    Ford.    Roseland.    Ontario,    Canada,    and 
John  M.  Clark.  Detroit.  Mich.,  assignors  to  Uni- 
versal Button  Fastening   &   Button  Company, 
Detroit,  Mich.,  a  corporation  of  Michigan 
Application  December  17.  1931,  Serial  No.  581,556 
Renewed  October  26.  1934 
14  Claims.     (CI.  79—3) 


rr-rr 


1.  Button  making  apparatus  of  the  character 
described  comprising  in  combination  a  rotary  tur- 
ret carrying  a  circularly  arranged  series  of  dies, 
said  dies  being  movable  in  said  turret  and  having 
a  central  bore  for  receiving  a  rod-like  button 
blank,  die  punches  in  the  respective  bores  for 
forming  a  die  cup  in  the  end  of  the  blank,  a  recip- 
rocating header  carrying  a  plurality  of  tools  for 
operating  successively  on  a  blank,  means  for  ro- 
tating said  turret  step  by  step  to  register  said  dies 
successively  with  said  tools,  and  a  supporting 
structure  on  which  said  die  punches  travel  to  re- 
ceive the  blow  delivered  thereto  by  the  header 
tools,  said  supporting  structure  having  surfaces 
at  different  elevations  In  register  with  the  tool 
positions  to  raise  the  blank  successive  amounts 
above  the  turret  whereby  to  expose  successive  in- 
crements of  blank  to  the  action  of  said  tools. 


2.016.240 
BUTTON   MANUFACTURE 

John  M.  Clark,  Detroit,  Mich.,  and  Ira  D.  Ford, 
deceased,  late  of  Roseland,  Ontario.  Canada,  by 
Violet  M.  Ford.  Roseland.  Ontario,  and  The 
Canada  Trust  Company.  London.  Ontario. 
Canada,  executors  and  trustees,  assignors  to 
Universal  Button  Fastening  Si  Button  Com- 
pany. Detroit,  Mich.,  a  corporation  of  Michigan 

Application  February  2.  1933.  Serial  No.  654.902 
9  Claim-      <r\   79—3) 


so 


1.  The  method  of  making  solid  metal  buttons 
from  a  rod -like  blank  which  Is  characterized  by 
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successively  striking  the  blank  on  the  end  which 
Is  to  form  the  button  head  while  confining  against 
lateral  expansion  that  portion  of  the  blank  which 
is  to  form  the  button  shank  and  Initially  giving 
the  said  end  a  tapered  shape,  striking  the  tapered 
end  with  a  die  having  a  correspondingly  tapered 
depression  therein  to  center  the  blank  thereby  to 
cause  the  metal  to  spread  substantially  uniformly 
whereby  the  button  head  may  be  made  thin  with- 
out substantially  distorting  it,  applying  a  shell 
to  the  button  head,  centering  the  button  shank 
concentric  with  the  shell,  and  then  crimping  the 
shell  over  the  button  head. 


2.016,241 
BUTTON 
John  M.  Clark,  Detroit.  Mich.,  and  Ira  D.  Ford, 
deceased,  late  of  Roseland,  Ontario.  Canada,  by 
The  Canada  Trust  Company.  London,  Ontario, 
Canada,  and  Violet  M.  Ford.  Roseland.  Ontario. 
Canada,   executors   and   trustees,   assignors   to 
Universal  Button  Fastening  &  Button  Company. 
Detroit.  Mich.,  a  corporation  of  Michigan 
Application  October  29.  1934.  Serial  No.  750,486 
In  Canada  March  15.  1933 
3  Claims.     (CI.  24—113) 
/3 


1.  As  an  article  of  manufacture  a  solid  steel 
button  comprising  a  shank  and  an  integral  head, 
a  shell  applied  over  the  button  head  and  sufiQ- 
ciently  larger  than  the  button  head  in  diameter 
to  allow  for  irregularities  in  shape  and  size  of 
said  head,  the  shank  of  the  button  being  centered 
concentric  to  the  shell  and  the  latter  crimped 
over  the  edge  of  the  button  head  whereby  the 
shank  and  shell  are  concentric  regardless  of  ec- 
centricity of  the  button  head. 


2.016.242 

AUTOGRAPHIC  REGISTER 

Frits  G.  Diesbach.  Hamilton.  Ohio,  assignor  to 

Krauth  &,  Benninghofen.  Hamilton,  Ohio 

Application  February  24.  1933,  Serial  No.  658,329 

4  Claims.     (O.  282—16) 


1.  In  a  machine  of  the  class  described,  a  cas- 
ing having  a  writing  table  for  supporting  one  or 
a  plurality  of  strips  fed  from  a  supply  compart- 
ment in  the  casing,  the  strips  when  in  a  plural 
number  being  In  a  superposed  arrangement  upon 
the  table  and  each  provided  with  longitudmally 


disposed  and  determinately  spaced  aligning  aper- 
tures, depressible  pins  located  at  the  forward 
end  of  the  writing  table  and  at  an  angle  thereto 
engaging  the  strip  through  the  aQcrtures  there- 
of, a  swinging  frame  supporting  said  pins  and 
moving  the  pins  forward  to  advance  the  strip, 
a  depressible  hand  lever  for  swinging  the  frame 
and  depressing  the  pins  at  the  end  of  a  forward 
stroke  to  disconnect  the  pins  from  the  strips. 
a  latch  carried  by  said  swinging  frame  for  lock- 
ing the  pins  in  a  depressed  position,  and  means 
for  automatically  tripping  said  latch  at  the  end 
of  a  retreat  stroke  of  said  swinging  frame  for 
releasing  the  locked  pins. 


2.016.243 

HEADLIGHT  CONTROLLING  DEAICE 

William  Farquhar  Fraser.  Victoria,  British 

Columbia,  Canada 

Application  May  16.  1934.  Serial  No.  725,937 

1  Claim.     (CI.  240 — 41.61) 


In  a  dirigible  headlight  device  having  a  re- 
flector pivotally  mounted  in  a  lantern  and  mov- 
able In  a  substantially  horizontal  plane  in  com- 
bination a  vertically  disposed  pivot  spindle  se- 
cured to  the  lower  external  surface  of  the  said 
reflector  and  a  corresponding  and  axially  coin- 
cident pivot  spindle  secured  to  the  upper  surface 
of  the  said  reflector,  antifriction  bearings  for  the 
ends  of  said  spindles  and  secured  in  said  lantern, 
a  toothed  sector  secured  to  one  of  said  spindles, 
an  electric  motor  secured  in  said  lantern  and 
provided  with  a  pinion  engaging  said  sector,  a 
pin  stop  secured  in  said  lantern,  a  pair  of  di- 
vergent arms  pivotally  secured  in  said  lantern 
and  a  helical  extension  spring  between  and  con- 
nected to  said  arms  whereby  the  latter  oppositely 
abut  the  said  stop  at  their  outer  extremities,  a 
lever  arm  secured  to  one  of  said  pivot  spindles 
between  said  divergent  arms  and  adapted  to  en- 
gage by  its  outer  end  either  of  the  inner  edges 
of  said  divergent  arms  and  disengage  it  from 
abutting  the  said  stop  against  the  tension  of  said 
spring  whenever  said  reflector  is  moved  from 
its  central  position,  magnetic  clutching  means 
for  engaging  and  holding  said  toothed  sector  at 
the  limit  of  its  angular  motion,  and  switching 
means  operated  by  said  toothed  sector  whereby 
when  said  reflector  has  reached  its  angular  limit 
the  electric  circuit  of  said  motor  is  opened  and 
the  circuit  of  said  magnetic  clutch  is  closed. 


2,016.244 
THERMOSTAT 

Eli    E.    Gregory,    Brooklyn,    N.    Y..    assignor    to 
Spencer  Thermostat  Company,  a  corporation 
of  Massachusetts 
AppUcation  October  27,  1925,  Serial  No.  65,218 
Renewed  June  18.  1934 
16  Claims.     (CI.  200-122) 
1.  A  thermostatic  circuit  controller  comprising 
a  piece  of  thermostatic  material,  a  fixed  electric 
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contact,  a  movable  electric  contact  mounted  mov- 
ably    on    the    thermostatic    piece   and   opposing 


springs  pressing  said  movable  contact  in  opposite 
directions  from  the  thermostatic  piece. 


2.016.245 

LAMINATED  GLASS 

John  C.  Henderson,  New  York,  N.  Y. 

Application  September  14.  1928,  Serial  No.  305,908 

1  Claim.     (CL  91—55) 


In  apparatus  for  use  in  the  manufacture  of 
laminated  glass,  means  for  applying  a  coating  of 
shatter-resistmg  material  to  glass  comprising  a 
dry;ng  chamber,  means  for  circulating  a  current 
of  air  therethrough,  means  fcM"  heatmg  said  air. 
means  for  carrying  the  glass  through  said  drying 
chamber,  means  associated  with  the  drying  cham- 
ber at  the  forward  end  thereof  for  flowmg  a 
layer  of  the  shatter-resistmg  material  upon  the 
glass  by  gravity,  a  source  of  .'^upply  for  the  shat- 
ter-resisting material,  a  flex.bie  pipe  connecting 
the  source  of  supply  and  the  flowing  means,  and 
a  rack  and  pinion  adjustment  for  moving  the 
said  flowing  means  verticaUly  relative  to  said 
drying  chamber  and  source  of  supply. 


2.016.246 
WIRE  BASKET  AND  DIVIDER  FOR  THE 

SAME 

Ernest  H.  SchilUnir,  Lafayette,  Ind.,  assifnior  to 
Peerless  Wire  Goods  Company,  Inc.,  Lafayette, 
Ind.,  a  corporation  of  Indiana 
Application  May  26.  1934.  Serial  No.  727.633 
2  Claims.     (CI.  220—19) 


1.  A  basket-like  structure  comprising  upper  and 
lower  wire  frames,  connecting  wire  verticals  at- 
tached to  the  inner  faces  of  said  frames  and  pro- 
jecting inwardly  from  said  frames,  and  a  sep- 
arable partition  comprising  a  main  frame  having, 
at  each  end,  a  vertically  extended  guide  structnrp 
comprising  two  laterally  spaced  vertically  ex- 
tending substantially  parallel  portions  spaced 
apart  to  receive  any  one  of  said  frame  verticals, 
the  overall  length  of  the  partition  and  associated 
guide  structures  being  less  than  an  internal  trans- 
verse dimension  of  the  upper  frame. 


2,016,247 

ELECTRICAL  INSTALLATION 

Donald  M.  Simmons.  New  York.  N.  Y..  assignor  to 

General  Cable  Corporation,  New  York.  N.  Y.,  a 

corporation  of  New  Jersey 

Application  May  30.  1930,  Serial  No.  457,594 

7  Claims.     (CI.  137—71) 


1.  In  combination  with  a  length  of  sheathed 
cable,  means  for  preserving  the  integrity  of  the 
cable  insulation  under  changing  conditions,  such 
means  including  a  flexible-walled  container,  a 
body  of  oil  filling  ."^aid  container  and  in  continu- 
ity with  the  interior  of  the  cable  length,  a  tight- 
walled  chamber  enclosing  said  container,  a  body 
of  gas  under  pressure  filling  the  space  within  said 
chamber  surrounding  said  container,  and  spring 
means  associated  with  said  flexible-walled  con- 
tainer for  maintaining  a  pressure  on  the  oil  which 
is  greater  than  the  pressure  on  the  gas  to  prevent 
passage  of  the  gas  into  the  oil  in  the  event  that  a 
leak  should  develop  in  the  flexible-walled  con- 
tainer. 


2.016,248 
VARIABLE  SPEED  TRANSMISSION 

Walter  P.  Schmitter.  Milwaukee,  Wis.,  assignor  to 
The  Falk  Corporation,  Milwaukee.  Wis.,  a  cor- 
poration of  Wisconsin 
Application  March  25,  1933.  Serial  No.  662,692 
6  Claims.     (CI.  74—200) 


1.  A  power  transmission  comprising  driving 
and  driven  coaxial  disks,  interposed  torque  trans- 
mitting rollers  In  rolling  contact  therewith,  torque 
responsive  means  for  automatically  regulating  the 
contact  pressures  Ijetween  said  rollers  and  disks, 
and  means  connected  in  series  with  said  last 
named  means  and  said  disks  for  delaying  the 
transmission  of  torque  increases  to  said  rollers 
and  disks  until  said  contact  pressures  have  been 
correspondingly  increased. 
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2.016.249 
CLIMBING  HOOK 
William  M.  Bashlin.  Grove  City.  Pa.,  assigrnor,  by 
mesne  assifirnments.  to   A.  J.   Srhell.  adminis- 
trator of  the  Estate  of  W.  M.  Bashlin.  Grove 
City.  Pa. 

Application  June  29,  1931.  Serial  No.  547,671 
1  Claim.     (CI.  36 — 60) 


7/ 

A  climbing  hook  including  a  tread  plate;  a 
shank  extending  from  said  tread  plate;  a  spur 
on  the  shank:  and  a  cutter  in  the  crotch  between 
the  spur  and  shank. 


2,016,250 
BLASTING  APPARATUS 
Frank  W.  Camp,  San  Francisco.  Calif.,  asslgrnor, 
by  direct  and  mesne  assignments,  of  fifteen  per 
cent  to  Joseph  Liberman.  San  Francisco,  Calif., 
and  ten  per  cent  to  Bernard  B.  Stimmel 
Application  February  28.  1933.  Serial  No.  658,928 
7  Claims.     (CL  102 — 4) 


1.  A  blasting  bomb  adapted  to  be  forced  into 
the  formation  to  be  blasted  comprising  an  elon- 
gated cylinder  containing  an  explosive,  a  hard 
point  on  the  lower  end  of  the  cylinder,  a  time 
fuse  within  the  cylinder,  a  firing  pin  arranged 
to  slide  through  the  upp>cr  end  of  the  cylinder 
and  normally  projecting  therefrom,  means  oper- 
ated by  downward  sliding  of  the  pin  for  ignit- 
ing the  fuse,  and  a  telescopic  hood  over  the  up- 
per end  of  the  cylinder  protecting  said  firing  pin 
normally  held  in  place  by  securing  means  dis- 
placeable  by  downward  movement  of  said  hood 
relative  to  said  cylinder. 


tary  circular  disk  of  relatively  thin  sheet  mate- 
rial for  disposition  inside  the  rim  part  over  the 
outer  side  of  the  wheel,  and  held  in  cooperation 
with  the  rim  part  solely  by  a  snap-on  engage- 
ment with  the  hub  part,  said  hub  part  of  the 
wheel  having  a  plurality  of  central  hub  cap  re- 


2.016.251 
ORNAMENTAL  WHEEL   DISK 
George  Albert  Lyon,  AUenhurst,  N.  J. 
Application  December  12.  1934.  Serial  No.  757,113 
6  Claims.     (CI.  41— 10) 
1.  The  combination  with  a  wheel  including  in- 
tegral rim  and  hub  parts,  of  an  ornamental  uni- 


taining  spring  elements,  as  well  as  a  hub  cap 
in  cooperation  therewith,  and  said  disk  having 
a  central  portion  disposed  between  the  hub  cap 
and  the  hub  part  so  as  to  be  clamped  into  posi- 
tion by  the  snapping  of  the  hub  cap  into  retained 
engagement  with  the  spring  elements. 


2.016.252 

SHUTTLECOCK 

John  T.  McNamara,  Springfield.  Mass..  assignor 

to  Milton  Bradley  Company.  Springfield.  Mass., 

a  corporation  of  Massachusetts 

Application  March  7,  1935.  Serial  No.  9,864 

8  Claims.     (CL  273—106) 


1.  A  game  shuttle  comprising  a  head,  a  disc 
spaced  above  the  head,  a  circular  series  of  guide 
vanes  arranged  about  the  disc  and  having  a  se- 
curing connection  therewith  so  as  to  be  held 
rigid  and  in  properly  spaced  relation,  the  lower 
ends  of  the  guide  vanes  being  secured  to  the 
head. 


2.016.253 
MUFFLER 

Quintin  G.  Noblitt.  Earl  C.  Booth,  and  Edmund 
Ludlow.  Indianapolis.  Ind..  assignors  to  Noblitt- 
Sparks    Industries.   Inc..    Indianapolis.   Ind..   a 
corporation  of  Indiana 
Application  August  3.  1931.  Serial  No.  554,722 

12  Claims.     (CI.  137—160) 
1.  A  silencer   for  gases,  comprising   a  hollow 
casing  of  gradually  decreasing  diameter  from  its 
longitudinal  center  toward  each  end,  an  eccentric 
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gas-passage  extending  through  said  casing  and 
adapted  to  receive  gases  at  one  end  and  dis- 
charge them  at  the  other  end.  said  casing  and 
gas-passage  being  arranged  to  provide  a  space 
between  them,  said  gas  passage  being  formed 
with  openmgs  to  provide  restricted  communica- 
tion between  its  interior  and  said  space  at  a  mul- 


tiplicity of  points  along  its  length,  a  transverse 
main  partition  dividing  the  space  within  the 
casing,  and  one  or  more  transverse  auxiliary  par- 
titions on  each  side  of  said  main  partition  divid- 
ing the  interior  of  said  casing  into  a  plurality  of 
chambers,  each  of  said  auxiliary  partitions  being 
formed  to  provide  restricted  communication  be- 
tween the  chambers  on  opposite  sides  of  it. 


2,016.254 
MUFFLER 
Quintin  G.  Noblitt.  Earl  C.  Booth,  and  Edmund 
Ludlow,  Indianapolis.  Ind.,  assignors  to  N«blitt- 
Sparks   Industries,   Inc..    Indianapolis,   Ind.,   a 
corporation  of  Indiana 

AppUcation  Augrust  3.  1931.  Serial  No.  554.723 
6  Claims.     (CI.  137— -160) 


1.  A  silencer  for  gases,  comprising  a  hollow 
casing  having  inlet  and  discharge  openings,  a 
plurality  of  gas  passages  disposed  within  said 
casing  smd  affording  communication  between 
said  inlet  and  discharge  openings,  each  of  said 
passages  being  formed  by  a  trough-shaped  mem- 
ber secured  to  said  casing  with  its  open  side 
adjacent  the  Inner  surface  of  the  casing,  said 
members  being  provided  with  louvers  some  of 
which  slope  in  one  direction  and  others  of  which 
slope   in    the   opposite  direction. 


2.016J255 

RAZOR  BLADE  PACKAGE 

Carroll  J.   O'Keefe,   Boston.   Mass.,    assignor  to 

Forbes   lithograph   Manufacturing    Company, 

Chelsea,  Mass.,  a  corporation  of  Massachusetts 

AppUcation  February  2,  1934.  Serial  No.  709.470 

2  Claims.     (CI.  206 — 46) 


z 


r^     1    ' 
{      ft 


I 


N/' 


1.  A  razor  blade  package  comprising  a  strip  of 
paper  having  blades  apphed  at  intervals  there- 
along,  the  edges  of  the  strip  being  folded  over 
on  the  blades  along  lines  outward  of  the  same, 
a  portion  of  the  blade  being  exposed  between 
the  turned  over  edges  whereby  it  may  be  grasped 
and  slid  longitudinally  of  the  strip,  the  strip 
being  folded  zigzag  along  lines  between  blades. 


2.016.256 
BOX  FOR  RAZOR  BLADES 
Carroll   J.    O'Keefe.   Boston.   Mass..    assizor   to 
Forbes    lithorraph    Manufacturing    Company. 
Chelsea,  Mass..  a  corporation  of  Massachusetts 
Original  application  February  2.  1934.  Serial  No. 
709.470.    Divided  and  this  application  Novem- 
ber 9.  1934.  Serial  No.  752.297 

5  Claims.     (CI.  206 — 46) 


1.  A  cardboard  box  for  razor  blades  compris- 
ing a  main  container  body  adapted  to  receive  a 
supply  of  packeted  blades  and  having  an  extra 
wall  closely  overlying  one  of  the  outer  walls  there- 
of and  secured  thereto  along  three  sides,  said  wall 
having  an  extension  at  the  fourth  side  folded  over 
inwardly  between  the  opposed  walls. 

2.016.257 
PROCESS  OF  MANUFACTURING  N-CHLORO- 

AZO-DICARBONAMIDINES 
Franz  C.  Schmelkes.   Bloomfield,  and   Henry  C. 
Marks,  Belleville,  N.  J.,  assirnors  to  Wallace  & 
Tieman  Products.  Inc..  Belleville.  N.  J.,  a  cor- 
poration of  New  Jersey 
No  Drawing.    Application  March  17,  1934. 
Serial  No.  716.218 
10  Claims.     (CL  260 — g6) 
1.  The  process  of  preparing  an  N-chloro-azo- 
dlcarbonamidine,   which   comprises    the   step    of 
chlorinating  a  compound  of  the  group  consist- 
ing of  guanidine  and  salts  thereof  by  a  substance 
of  the  group  consisting  of  chlorine  and  substances 
containing  chlorine  sufficiently  loosely  combined 
to  liberate  iodine  from  neutral  iodides,  the  chlo- 
rination  taking  place  in  a  shghtly  acid  solution. 

2.016.258 
EN'VELOPE 
Fred  A.   Schmiti.  Cincinnati.  Ohio,  assignor   to 
The  Globe-Wemicke  Company,  Norwood,  Ohio, 
a  corporation  of  Ohio 

Application  April  17,  1933.  Serial  No.  666.469 
6  Claims.     (CI.  229—68) 


2.  In  a  paper  envelope  of  the  pocket  type  hav- 
ing a  flap  at  its  open  edge,  a  reinforcing  sheet 
glued  on  the  side  of  the  envelope  and  carrying 
said  flap  adjacent  the  open  side  of  the  envelope, 
and  a  strip  of  cloth  overlapped  and  adhesively 
secured  over  each  side  edge  of  said  reinforcing 
sheet  at  the  line  of  fold  between  the  flap  and  sheet 
proper. 

2.016.259 

INDEX  TAB 

Fred  A.   Schmlti.  Cincinnati,  Ohio,  assirnor   to 

The  Globe-Wemlcke  Company,  Norwood.  Ohio, 

a  corporation  of  Ohio 

Application  August  29,  1934.  Serial  No.  741,960 

5  Claims.     (CI.  40 — 16) 

3.  An  Index  tab.  comprising,  a  doubled  strip  of 
relatively  stiff  transparent  material,  a  doubled 
strip  of  relatively  flexible  material  nested  and 
secured  in  said  first  strip,  the  bends  of  said  strips 
disposed  in  ^aced  relation  to  form  a  sheath  for 
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an  index  card,  each  of  said  strips  having  a  long 
side,  the  long  sides  of  the  respective  strips  oppo- 


sitely disposed  and  having  their  adjacent  inner 
surfaces  adhesively  coated  for  attachment  to  the 
respective  sides  of  a  card. 

2.016.260 
PROCESS  OF  UNHAIRING  HIDES  AND  SKINS 
Harold  G.  Turley,  Moorestown,  N.  J. 
No  Drawing.    Application  October  24,  1932, 
Serial  No.  639.301 
11  Claims.     (CL  149—2) 
1.  In  the  process  of  depilating  hides  and  skins, 
the  steps  which  comprise  soaking  them  in  a  sul- 
phide solution  of  an  alkalinity  represented  by  a 
pH  of  11.8-12.2,  washing  and  immersing  them  in 
a  lime  liquor. 

2.016.261 
TELEGRAPH    SYSTEM 

Raleigh   J.  Wise,  Plainfleld.   N.   J.,   and   Joseph 
Schmid,   New   York,   N.   Y.,   assignors    to   The 
Western  Union  Telegraph  Company,  New  York, 
N.  Y..  a  corporation  of  New  York 
Application  March  9,  1934.  Serial  No.  714,856 
IS  Claims.     (CI.  178—70) 


1.  In  a  telegraph  system,  a  line  circuit  and 
means  for  applying  current  reversals  to  said  line 
circuit  in  accordance  with  predetermined  signals, 
comprising  an  electrostatically  controlled  arc  dis- 
charge tube  for  each  polarity  of  current  to  be  ap- 
plied to  said  line,  oppositely  poled  generators 
adapted  to  be  connected  alternately  to  the  line 
upon  the  operation  of  the  respective  tubes,  sep- 
arate arc -quenching  circuits  associated  with  each 
tube,  and  Inductive  means  energized  by  the  flow 
of  current  in  the  output  of  each  tube  to  actuate 
the  arc -quenching  circuit  of  the  other  tube. 

2.016.262 

UNION  BETWEEN  CONDUITS  OR  OTHER 

MEMBERS 

Fred   C.    Arey.   Oak    Park.   lU..   and    De   Los   E. 

Hibner.  Jr..  Du  Bois,  Pa.,  assignors  to  Vulcan 

Soot    Blower    Corporation,    a    corporation    of 

Pennsylvania 
Application  November  1,  1933,  Serial  No.  696,176 
6  Claims.     (CL  285—120) 

1.  In  combination,  two  tubular  members  ar- 
ranged end  to  end.  sleeves  upon  the  meeting  ends 
of  said  members,  an  interlock  between  said  sleeves 
to  prevent  relative  turning  movements  between 
the  same,  one  of  the  sleeves  having  an  internal 
flange  positioned  between  said  members,  a  gasket 
between  said  flange  and  the  end  face  of  the  mem- 
ber on  which  the  second  sleeve  is  mounted,  the 
joint  between  said  second  sleeve  and  the  tubular 
member  on  which  it  is  mounted  being  more  or  less 
open,  a  sleeve  nut  screwed  up>on  one  of  the  sleeves 
and  extending  beyond  the  latter  and  around  the 
other  sleeve,   and  cooperating  shoulders  on  the 


said  latter  sleeve  and  the  nut  to  cause  the  gasket 
to  be  compressed  and  the  sleeves  to  be  held 


against  separation  in  the   lengthwise  direction 
when  the  nut  Is  tightened. 


2,016.263 

SELF-CLEANING  RAKE 

Carl   A.   Beythan,   Saginaw.   Mich.,   assigmor   of 

one-third  to  George  B.  Willcox.  Sa^rinaw,  Mich, 

Application  June  1.  1934,  Serial  No.  728.523 

2  Claims.     (CI.  55—146) 


L 


1.  In  a  rake  having  a  tined  head  and  a  handle 
substantially  at  right  angles  thereto  and  a  cleaner 
bar  movable  up  and  down  along  the  tines  and 
having  a  push-pull  rod  mounted  for  limited  end- 
wise movement  along  the  rake  handle  and  a  hand- 
grip member  on  said  rod.  operative  means  con- 
necting said  cleaner  and  said  rod  comprising  a 
pair  of  flexible  wires,  an  end  of  each  wire  being 
secured  to  said  bar  and  bowed  to  extend  upwardly 
and  rearwardly  therefrom,  its  other  end  being 
fixed  to  the  push-pull  rod.  a  pair  of  curved  tubu- 
lar sheaths  each  enclosing  one  of  said  wires,  each 
sheath  being  fixed  at  one  end  to  the  rake  head,  its 
other  end  being  fixed  to  the  rake  handle  and  ter- 
minating nearer  the  end  of  the  handle  than  the 
point  of  attachment  of  said  wires  to  said  push- 
pull  rod.  said  wire  having  frictional  engagement' 
with  the  sheath  sufficient  to  keep  the  cleaner  bar 
at  any  desired  adjusted  height  above  the  tips  of 
the  tines  during  the  operation  of  the  rake. 


2.016.264 
MULTISTAGE  FILTER 
Lndwiff    W.    Blau,    Houston,    Tex.,    assignor    to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 

Application  June  14,  1934.  Serial  No.  730,565 
10  Claims.    (CL  178—44) 


1.  A  filter,  comprising  an  electric  circuit  hav- 
ing a  plurality  of  stages,  each  stage  including  a 
branch  having  a  condenser  and  an  inductance 
connected  in  series  and  tuned  to  a  given  fre- 
quency, the  corresponding  branch  of  each  stage 
being  tuned  to  different  frequencies  whereby 
these  frequencies  are  eliminated,  each  stage  in- 
cluding a  branch  having  a  condenser,  the  two 
branches  of  each  stage  being  tuned  to  resonate 
together  at  a  given  frequency  whereby  this  fre- 
quency is  passed  through  the  filter. 
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2,016.265 
CLEA>aNG   COMPOSITION 
Wilfred   T.   Doherty,   Houston.   Tex.,   assigrnor   to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 

No  Drawing.     .Application  .April  9,  1932, 
Serial  No.  604,351 
3  Claims.       CI.  87—5) 
2.  A  method  of  preparmg  a  cleaning  composi- 
tion,   which    comprises    treatinK    petroleum    oils 
with  concentrated  sulfuric  acid,  separating   the 
sludge  layer,  treating  the  sludge  layer  with  me- 
dium  heavy  oil   distillate  and   removing   the  oil 
layer,    treating    the    residual    sludge    layer    with 
water  and  steam  and  removing  the  acid  water 
layer,    treating    the    residual    sludge    layer    with 
naphtha   and    removing   the  naphtha  layer  and 
adding   to  50 'o    of  the  partly  purified  sludge  15 
to  17  Vc    of  an  alkali   metal  hydroxide  and  13  to 
15%  of  an  alkali  metal  carbonate. 


2.016.266 

UNDERGARMENT 

George  F.  Eamshaw,  Newton,  Mass..  assignor  to 

Eamshaw  Knitting  Company.   Newton,  Mass., 

a  corporation  of  Massachusetts 

Application  October  31.  1933,  Serial  No.  695.977 

6  Claims.     (CI.  2—78) 


1.  A  garment  of  the  character  described  com- 
prismg  a  body  portion  provided  with  a  drop  .seal 
having  side  edges  converging  in  an  upward  direc- 
tion and  a  gus.set  of  elastic  material  connecting 
each  of  said  side  edges  to  .said  body  portion  at  or 
adjacent  one  side  seam  thereof,  each  of  said 
gussets  having  its  upper  edge  inclined  upward. y 
from  said  drop  seat  toward  the  side  seam  of  said 
body  portion  and  being  stretchable  in  a  direction 
parallel  with  said  upper  edge  to  hold  said  drop 
seat  in  closed  position  on  the  wearer  yet  per- 
mitting it  to  be  dropped  when  necessary. 

2.016.267 
TAIL  GATE  RELEASE 

Howard  Blair  Fleming,  Scarboro,  Maine,  assignor 

to  The  Boyd  Corporation.  Portland.  Maine,   a 

corporation  of  Maine 

AppUcation  August  17,  1933,  Serial  No.  685.625 

Renewed  March  23.  1935 

6  Claims.     (CI.  298 — 23) 


J 


ment  on  said  shaft,  comprising  a  slide  mounted 
for  reciprocation  on  the  shaft,  means  for  actu- 
ating the  slide,  a  lever  pivotally  mounted  on  the 
body  for  movement  therewith  about  the  shaft, 
means  operatively  connecting  the  lever  to  the 
slide  for  actuation  thereby,  and  means  operative- 
ly connecting  said  lever  to  the  tail  gate  latches 
for  moving  said  latches  to  operative  or  inoper- 
ative position  when  the  first-named  means  is 
actuated. 

2.016.268 
CONVEYER   TRANSFER 

Francis  Griffith.  Passaic.  N.  J.,   a-ssignor  to  The 
Western  Inion  Telegraph  Company.  New  York, 
.N    v.,  a  corporation  of  New  York 
Application  January  23,  1932,  Serial  No.  588,410 
11  Claims.     (CI.  198 — 160) 


1.  In  a  conveyer  system  for  sheet  material,  a 
delivery  conveyer  and  a  receiving  conveyer  em- 
bodying channels  disposed  out  of  alinement  with 
relation  to  each  other  and  arranged  to  deliver 
and  receive  material  respectively  in  a  substan- 
tially upright  position,  guide  members  arranged 
in  upper  and  lower  pairs  and  disposed  at  the 
poin^  where  the  sheet^^s  pa.ss  from  one  conveyer 
to  the  other  and  translating  means  embodying 
a  moving  member  dispo.'-ed  between  the  upper  and 
lower  pairs  of  guide  members  and  arranged  to  en- 
gage one  face  of  the  sheets  of  material  and  urge 
them  forward  along  the  guide  members. 

2.016.269 
HOLDER    FOR    TOOTHPASTE   TCBES 
Minor   W.   Johnson   and  James  J.   Lester,   Nash- 
ville,   Tenn.,    assignors,    by    direct    and    mesne 
assignments,  of  one-half  to  said  Lester  and  one- 
half  to  \.  L.  Hanover 
Refiled    for    abandoned    application    Serial    No 
708.178.    January    25.    1934.      This    application 
June  11,  1935.  Serial  No.  26  066 

2  CUims.     (CI.  221—60) 


1.  A  tail  gate  release  for  dump  vehicles  of  the 
type  including  tail  gate  securing  latches,  a  trans- 
verse shaft  and  a  body  mounted  for  tilting  move- 


2.  A  holder  for  toothpa.ste  tubes  comprising  a 
supporting  structure,  a  pair  of  rollers  journalled 
in  the  supporting  structure,  one  of  said  rollers 
mounted  for  lateral  movement  toward  and  away 
from  the  other  of  said  rollers,  plates  engaging 
one  roller,  springs  connecting  said  plates  with 
the  supporting  structure  in  a  manner  to  urge 
said  one  roller  toward  said  other  of  said  rollers 
for  engaging  and  compre.ssing  between  the  roll- 
ers the  tubes,  and  means  whereby  the  rollers  may 
be  rotated  in  relat  vely  opposite  directions  to 
cause  the  tube  to  move  upwardly  therebetween 
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97,034 
DESIGN  FOR  A  SHOE 

Benjamin  Benjamin,  Freeport,  N.  Y. 

Application  July  3,  1935,  Serial  No.  57,508 

Term  of  patent  ZVi  years 


*\ 


97.036 
DESIGN    FOR    A    COMBINED    BEZEL.    DLVL, 
AND   HANDS    FOR   A    CLOCK    OR    SIMILAR 
ARTICLE 

Gordon  .Miller  Buehrig.  .\uburn,  Ind..  assignor  to 
Auburn  .Automobile  (  ompany,  .\uburn,  Ind.,  a 
corporation  ot  Indiana 
Application  May  31,  1935.  Serial  No.  57,076 
Term  of  patent  7  years 


The  ornamental  design  for  a  shoe,  as  shown  and 

described. 


97,035 

DESIGN   FOR   A   SLIDE   FASTENER 

Warren  D.  Blatz.  Bridgeport.  Conn. 

Application  July  12.  1935.  Serial  No.  57,605 

Term  of  patent  14  years 


JZ 


The  ornamental  design  for  a  combined  bezel, 
dial,  and  hands  for  a  clock  or  similar  article,  sub- 
stantially as  shown. 


97,037 
DESIGN  FOR  A  TEXTILE  FABRIC 

Nathaniel  E.  Burgess.  New  York.  N.  Y. 

AppUcation  September  9,  1935.  Serial  No.  58,483 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  slide  fastener,  as 
shown. 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown. 
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97  038 

DESIGN  FOR   AN   Al'DIPHONE  EAR  DRUM 

PROTECTOR   FOR   BATHFRS 

Jack  Cohn,  New  York,  N.  Y. 

Application  July  2.  1935,  Serial  No.  57,489 

Term  of  patent  14  years 


'(^ 


The  ornamental  design  for  an  audiphone  ear 

drum  protector  for  bathers,  as  shown. 

97  039 

DESIGN  FOR  A  PORCELAIN  LIGHTING 

FIXTURE 

R.  Guy  Cowan,  Syracuse,  N.  Y.,  asslRnor  to  Pass 

&  Seymour,  Inc.,  Syracuse,  N.  Y..  a  corporation 

of  New  York 

Application  July    1,5.    1935,   Serial  No.  57,657 
Term  of  patent  7  vears 
r ~   -   -"5 


2zi 


The  ornamental  design  for  a  porcelain  lighting 

fixture,  substantially  as  shown. 

97,040 

DESIGN  FOR  AN  OVEN  HEAT  INDICATOR 

George  J.  Day.  BufTalo.  N.  Y'. 

.Application  August  6,  1935,  Serial  No.  57.974 

Term  of  patent  7  years 


97.041 
DESIGN  FOR  A  FISH  JAR 
Michael    S.    Desser,    Toledo,    Ohio,    assignor    to 
Owens-Illinois  Glass  Company,  Toledo,  Ohio,  a 

corporation  of  Ohio 

Application  .\uinut  8,  1935.  Serial  No.  58,019 
Term  of  patent  14  years 


The  ornamental  design  for  a  fish  Jar  substan- 
tially as  shown. 


97,042 

I)ksi(;n  for  a  liqitd  dispensing  rack 

Stoney  Drake,  .Atlanta,  (ia.,  aHsignor  to  Optic 
Liquid  Measures,  Inc.,  Norfolk.  \a  ,  a  corpora- 
tion of  \irginia 

Application   April    18,   1935.  Serial  No.  56,451 
Term  of  patent  14  years 


The  ornamenral  deslern  for  an  oven  heat  indi- 
cator substantialiy  as  shown  and  described. 


The  ornamental  design  for  a  liquid  dispensing 
rack,  substantially  as  shown. 


OCTOBKB  1,  1935 


U.  S.  PATENT  OFFICE 


191 


97,043 
DESIGN  FOR  A  SHOE 

Pirdinand  W   Ellington,  New  York.  N.  Y. 

AppHcation  Auffust  16,  1935,  Serial  No.  58.151 

Tern  •#  patent  3  Ms  years 


The  ornametal  design  for  a  shoe  as  shown. 


97.044 
[GN  FOR   A   LADY'S  SWEATER 

rnard  Epstein,  New  York,  N.  Y. 
Application  August  27.  15K35.  Serial  No.  58.313 
Term  of  patent  Z^-z  years 


ffi'    \. 


-mI^^j^ 


The  ornamental  design  for  a  lady's  sweater, 
substantially  as  shown,  and  described. 


97,045 

DESIGN    FOR    A    LADY'S    (  LOAK 

Lawrence  H.  Forsch,  Shaker  Heii^hts.  Ohio 

Application  June   12,  1935,  Serial  No.  57,241 

Term  of  patent  3'j  years 


The  ornamoDtal  design  for  a  lady's  cloak  sub- 
stantially as  shown. 


97,046 
DESIGN  FOR   A  TEXTILE  FABRIC 

Curt  Erwin  Forstmann.  Montclair,  N    J. 

Application  August  17.  1935.  Serial  No.  58,167 

Term  of  patent  14  years 


The  ornamental  design  for  a  textile  fabric  as 
described  and  shown. 


97,047 

DESIGN  FOR   A  Bl  CKLE 

John  B.  Freysinger,  New  Britain,  Conn.,  assignor 

to  North  k  Judd  Manufacturing  Company, 
New  Britain,  Conn.,  a  corporation  of  Con- 
necticut 

Application  August  9    1935.  Serial  No.  58,043 
Term  of  patent  3};:  years 


The  ornamental  design  for  a  buckle  as  shown. 


97.048 
DESIGN  FOR   A  BICKLE 
John  B.  Freysinger.  New  Britain.  C  onn..  assignor 
to    North    &    Judd    Manufacturing    ( ompany, 
New    Britain,    (onn..    a    corporation    of    Con- 
necticut 

Application  August  20,  1935,  Serial  No.  58.212 
Term  of  patent  3V^  years 


m 


i^^-i 


^ 


w 


p-^ 


The  ornamental  design  for  a  buckle  as  shown. 
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97.049 
DESIGN   FOR   A   Bl  CKLE 

John  B.  Freysing^er.  New  Britain,  Conn.,  assignor 
to  North  &  Judd  ManufacturinR  Company, 
New  Britain.  Conn.,  a  corporation  of  C  on- 
necticut 

Application  August  21.  1935.  Serial  No.  58,223 
Term  of  patent  3'j  years 


The  ornamental  design  for  a  buckle  as  shown. 


97,050 

DESIGN   FOR  A  BUCKLE 

John  B.  Freysinger.  New  Britain,  Conn.,  assignor 

to  North  &  Judd  Manufacturing  Company,  New 

Britain,  Conn.,  a  corporation  of  C  onnecticut 

Application  .August  22.  1935,  Serial  No.  58.240 

Term  of  patent  3^:^  years 


<— jgj^^^— > 


The  ornamental  design  for  a  buckle  as  shown. 


97.051 

DESIGN   FOR   A  BtCKLE 

John  B.  Freysinger.  New  Britain.  Conn.,  assignor 

to  North  &  Judd  Manufacturing  Company.  New 

Britain.  Conn.,  a  corporation  of  Connecticut 

Application  August  23.  1935,  Serial  No,  58,250 

Term  of  patent  3' 2  years 


97.052 

DFSICiN   FOR   A   DRESS 

.Abraham  (ioodman.  New  York.  N.  Y. 

.Application  .August   1.   19.35.  Serial  No.  57.904 

Term  of  patent  3'  j  years 


The  ornamental  design  for  a  dress,  substan- 
tially as  shown. 


97  0.53 

DESIGN  FOR  A  TEXTILE  FABRIC 

.August  Hafner.  Flushing,  N.  Y. 

Application  August  16.  1935.  Serial  No.  58.139 

Term  of  patent  3!i:  years 


The  ornamental  design  for  a  buckle  as  shown 


'       The  ornamental  design  for  a  textile  fabric  sub- 
stantially as  shown. 
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97.01>4 

DESIGN  FOR   A   TEXTILE  FABRIC 

.August  Hafner.  Flushing.  N.  Y. 

Application  August  16.  1935,  Serial  No.  58,141 

Term  of  patent  3'  2  years 


97.056 

DESIGN  FOR  A  TEXTILE  FABRIC 

August  Hafner,  Flushing,  N.  Y, 

Application  August  16.  1935.  Serial  No.  58,143 

Term  of  patent  SVo  years 


The  ornamental  design  for  a  textile  fabric  sub- 
stantially as  shown. 


97.055 

DESIGN  FOR   A   TEXTILE  FABRIC 

.August  Hafner,  Flushing.  N.  Y. 

Application  August  16.  1935.  Serial  No.  58,142 

Term  of  patent  3}^i  years 


The   ornamental   design    for  a   textile   fabric 
substantially  as  shown. 


97,057 
DESIGN  FOR  A  TEXTILE  FABRIC 

August  Hafner,  Flushing,  N.  Y. 

Application  August  16,  1935,  Serial  No.  58,144 

Term  of  patent  S^u  years 


.'  .'  •' 


The  ornamental  design  for  a  textile  fabric  sub-  The   ornamental   design   for   a  textile  fabric, 

stantially  as  shown.  ;  substantially  as  shown. 

459  0,  G.— 18 
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97J58 

DESIGN  FOR  A  TEXTILE  FABRIC 

Aannt  BMtner,  Fhiahliir.  N.  Y. 

AppticaUon  Aoffust  16.  193S,  Serial  No.  58.14S 

Term  of  pAteai  3H  yean 


V  f7.Ml 

DESIGN  FOR  A  COVERING  FOR  A  BILLFOLD 

OR  SIMILAR  ARTICLE 

OUI  HAlvorscn.  Ckicaco,  IlL 

ApplicatiMi  May  15.  193S,  SerUl  No    56.843 

Term  of  patent  7  years 


The   ornamental   design   for   a  textile  fabric. 
substantiaJly  as  shown. 

97.059 

DESIGN  FOR  A  RANGE  OR  SIMILAR 

ARTICLE 

James   R.   Haley.   New   York.   N.   Y..    a&si«:nor    to 

Welbllt  Stove  Company.  Inc..  Maspeth.  N.  Y.,  a 

corporation  of  New  York 

Application  June   12,   1935,   Serial  No.  57,237 
Term  of  patent  7  years 


The  ornamental  design  for  a  range  or  similar 
article,  substantially  as  shown  and  described. 

97.060 

DESIGN  FOR  A   RANGE  OR  SIMILAR 

ARTICLE 

James  R.  Haley.  New  York,  N.  Y..  assignor  to 
Welbilt  Stove  Company.  Inc..  Maspeth.  N.  Y..  a 
corporation  of  New  York 

Application   June  12.  1935.   Serial  No.  57,238 
Term  of  patent  7  years 


The   ornamental   design   for   a  covering   for  a 
billfold  or  similar  article,  substantially  as  shown. 


97.062 
DESIGN   FOR    A   SPORT   JACKET 

Harriet  Hedin,  Chieaso.  HI.,  aasiirnor  to  Reliance 
Manufacturinc  Company.  Chicaco.  111.,  a  cor- 
poration of  nUnois 

Application  August  10.  1935.  Serial  No.  .58.066 
Term  of  patent  3H  years 


The  ornamental  design  for  a  sport  Jacket  as 
shown. 


The  ornamental  design  for  a  range  or  similar 
article  substantially  a^  sho\A.-n  and  described. 


97.063 
DESIGN  FOR  A   CORNER  RANGE 
Herman  H.  Heidbreder.  Quincy.  III.,  assignor  to 
Excelsior  Stove  and  Manufacturing  Co..  Ouincy, 
111. 

Application  August  6.  1934.  Serial  No.  52.847 
Term  of  patent  7  yean 


The  ornamental  design  for  a  comer  range  as 

shown  and  described. 
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»7,»64 
DESIGN  FOR  A  RANGE 
Haman  H.  Heidbreder.  Quincy,  111.,  aasirnor  to 
KzeeiBior  Stove  and  Manufacturing  Co..  Quiocy, 
lU. 

Application  March  18.  1935.  Serial  No.  55,937 
Term  of  patent  7  years 


The  ornamental  design  for  a  range  as  shown 
and  described. 


97.065 
DESIGN  FOR  A  RANGE 

Herman  H.   Heidbreder.  Quincy.  111.,  assiirnor  to 
Excelsior  Stove  and  Manufacturing  Co.,  Quincy, 

m. 

Application  March  18,  1935.  Serial  No.  55,938 
Term  of  patent  7  years 


The  ornamental  design  for  a  range  as  shown. 


97.066 
DESIGN  FOR   A  RANGE 

Herman  H.  Heidbreder.  Quincy,  IlL.  assignor  to 
Excelsior  Stove  and  Manufacturing  Co.,  Quin- 
cv.  111. 

Application  March  18.  1935.  Serial  No.  55,939 
Term  of  patent  7  years 


97.067 
DESIGN  FOR  A  RANGE 
Herman  H.  Heidbredea-.  Quincy,  111.,  assignor  to 
Exeekuor  Stove  and  Manufacturing  Co.,  Quin- 
cy, IlL 

Ap^cation  March  18,  1935.  Serial  No.  55.940 
Term  of  patent  7  years 


fflffFl:; 


The  ornamental  design  for  a  range  as  shown 
and  described. 


97.068 
DESIGN  FOR  A  RANGE 

Herman  H.  Heidbreder.  Quincy.  111.,  assignor  to 
Excelsior  Stove  and  Manufacturing  Co..  Quin- 
cy. Ill 

Application  March  18.  1935.  Serial  No.  55,941 
Term  of  patent  7  years 


The  ornamental  design  for  a  range  as  shown 
and  described. 


The  ornamental  design  for  a  range  as  shown. 


97.069 
DESIGN  FOR  A  WALL  BRACKET  LAMP 

Otto  G.  Hildebrand.  Cleveland.  Ohio 

Application  August  27.  1934.  Serial  No.  53.088 

Term  of  patent  7  years 


The    ornamental    design    for    a    wall    bracket 
lamp,  substantially  as  shown. 
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97,070 
DESIGN  FOR  A  WHEEL 
Harry  J.  Horn.  Lansing,  Mirh..  assiirnor  to  Motor 
Wheel  Corporation,  Lansingr,  Mich.,  a  corpora- 
tion of  Michigan 
Application  July  25,  1935,  Serial  No.  57,806 
Term  of  patent  7  years 


97.072 

DESIGN   FOR    A    PIANO 

Adolf  Klein.  New  York.  N.  Y. 

Application   July    17,    1935.   Serial  No.  57.704 

Term  of  patent  3' 2  years 


The  ornamental  design  for  a  wheel  as  shown. 


97.071 
DESIGN  FOR  A  DRESS 
Concetta  Jaccarino.  New  York.  N.  Y.,  assignor  to 
C.   H.   D.   Robbins   Co.,   Inc.,   a   corporation   of 
New  York 

Application  .August  8,  1935.  Serial  No,  58,012 
Term  of  patent  3^2  years 


The  ornamental  design  for  a  piano  as  shown. 


OR 


97.073 

DESIGN  FOR  A  ROIND  ASH  TRAY' 

SIMILAR   ARTK  LE 

Arthur  L.  Kramer.  Dallas,  Tex. 

Application  January  29,  1935.  Serial  No.  55,131 

Term  of  patent  S}^  years 


V  rin^s  J 


' 7 71 


The  ornamental  design  for  a  dress,  substan-   j       The  ornamental  design  for  a  round  ash  tray  or 
tialiy.  as  shown.  j   similar  article,  as  shown. 
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97,074 

DESIGN    FOR    A    COVERED    CIGARETTE 

RECEPTACLE  OR  SIMILAR  ARTICLE 

Arthur  L.  Kramer,  Dallas,  Tex. 

Application  January  29,  1935.  Serial  No.  55,132 

Term  of  patent  SVa  years 


7PP 


T 


^     J"' 


CtVYCttKlin.  / 


The  ornamental  design  for  a  covered  cigarette 
receptacle  or  similar  article,  as  shown. 


97.075 

DESIGN   FOR   A   WINDOW -CURTAIN 

ENSEMBLE 

Henry  Kraus.  Mount  Vernon.  N.  Y.,  a.sslgnor  to 
William  H.  Beaumont  and  William  N.  Beau- 
mont, composing  the  firm  of  W.  H.  Beaumont 
&  Son.  New  York,  N.  Y. 

Application  July  27,   1935,   Serial   No.  57,825 
Term  of  patent  3V^  years 


97.076 

DESIGN  FOR   AN   ADVERTISING    VEHICLE 

Ernest  J.  B.  La  Lumiere,  Cranston,  R.  I. 

Application  November  5.   1934,  Serial  No.   53.891 

Term  of  patent  14  years 


The  ornamental  design  for  an  advertising  ve- 
hicle substantially  as  shown. 


97,077 

DESIGN  FOR  AN  INKWELL 

Hermann  Langen.  Cologne,  Germany 

AppUcation  June  29,   1934.  Serial  No.  52,381 

In  Germany  March  16.  1934 

Term  of  patent  14  years 


The  ornamental  design  for  an  ink  well,  sub- 
stantially as  shov,-n  and  described. 


97.078 
DESIGN   FOR   A   BACKGAMMON 

GAME    BOARD 

Oswald  B.  Lord.  New  York,  N.  Y. 

Application   July   29.   1935.   Serial   No.   57.857 

Term  of  patent  14  years 


The  ornamental  design  for  a  window-curtain 

ensemble,  substantially  as  shown  and  described. 


The  ornamental  design  for  a  backgammon 
game  board,  substantially  as  shown  and  de- 
scribed. 
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97.079 

DESIGN  FOR  A  HOLDER  FOR  SHAKERS 

OR  THE  LIKE 

Gunnar  Madvif .  Alameda,  Calif. 

Application  July  24.   1935.  Serial   No.    57.794 
Terra  of  patent  3'.>  years 


rini 


The  ornamental  design  for  a  holder  for  shakers 
or  the  like,  substantially  as  shown. 


97,082 

DESIGN  FOR  AN   ARTICLE  OF  GLASSWARE 

OR  SIMILAR   ARTICLE 

Robert    A.    May,    Wasbinrton,    Pa.,    assiirnor    to 
Duncan  A  Miller  Glass  Company,  Washinirton, 
Pa.,  a  corporation  of  Pennsylvania 
Application  January  25,  1935.  Serial  No.  55,065 
Term  of  patent  3^i  years 


- ' 


t  ^  ■ 


97.080 

DESIGN  FOR  A  DRAWER  PULL 

Raymond  H.  Martin.  Bridireport,  Conn.,  assig^nor 

to  The  Bassick  Company,  Bridgeport,  Conn.,  a 

corporation  of  Connecticut 

AppUcation  July  19,  19S5.  SeHal  No.   57.743 

Term  of  patent  SH  years 


The  ornamental  design  for  an  article  of  glass- 
ware or  similar  article  substantially  as  shown 
and  described. 


97,083 

DESIGN  FOR  A  TIRE 

Andrew  McEvoy.  Great  Necli,  N.  Y. 

Application  January  10.  1935,  Serial  No.  54.797 

Term  of  patent  7  years 


The  ornamental  design  for  a  drawer  pull,  as 
shown. 


97,081 

DESIGN  FOR  A   DRAWER  PULL 

Raymond  H.  Martin.  Brklceport.  Conn.,  assignor 

to  The  Bassick  Company,  Bridgeport,  Conn.,  a 

corporation  of  Coimecticut 

Application  July   19,  1935.  Serial  No.   57,744 

Term  ol  patent  SVs  years 


? 


^  m^^ 


Iff  /,f^^ 
III 


The  ornamental  design  for  a  drawer  pull,  as 
shown  and  described. 


The  ornamental  design  for  a  tire  as  shown. 
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97.084 

DESIGN  FOR  A   MILK   TRUCK 

Daniel  S.  McGuire.  Chicago,  111.,  assignor  to  Beloit 

Dairy  Co..  Chicago.  111.,  a  corporation  of  Illinois 

Application  November  30,  1934.  Serial  No,  54.198 

Term  of  pate«it  7  years 


^i^ I  [    K 

*-*, M^i^TtJSSTf^  W0m\n»tmm04>ti  -.^4^>^^»^^>^vv^^ 


97.086 

DESIGN   FOR    A   COMBINATION   DESK 

AND  CHAIR 

Abraham  Minti.  Madison.  Wis. 

Application  July   18.   1935.  Serial   No.   57,715 

Term  of  patent  7  years 


The  ornamental  design  for  a  combination  desk 
and  chair,  as  shown. 


'«.'  ^~y 


The  ornamental  design  for  a  milk  truck,  sub- 
stantially as  shown  and  described. 


97.085 

DESIGN  FOR  AN  ELECTRIC  HAND   MIRROR 

Arthur  Meng,  Cleveland.  Ohio 

Application  June   17.  1935.  Serial  No.  57,291 

Term  of  patent  14  years 


97.087 

DESIGN   FOR  A  SHOE 

Charles  Morali.  New  York.  N.  Y. 

ApplicaUon  .August  16.  1935,  Serial  No.  58,152 

Term  of  patent  3'j  years 


The  ornamental  design  for  a  shoe  as  shown. 


97  088 

DESIGN  FOR  A   SHOE 

Charles  Morali.  New  York.  N.  Y. 

Application  August  16.  1935,  Serial  No.  58.153 

Term  of  patent  3^2  years 


The  ornamental   design  for   an  electric  hand 
mirror,  as  shown. 


The  ornamental  design  for  a  shoe  as  shown 
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97  089 

DESIGN  FOR  A  CATAFALQtT: 

Ernest  Emil  Henry  Nelson.  Hot  Springs 

National  Park.  Ark. 

Application  July   23.   1935.   Serial  No.   57.787 

Term  of  patent  7  years 


The    ornamental   design   for   a  catafalque   as 
shown. 


97.090 
DESIGN  FOR  AN  AIRPLANE 

Steffen  P.  Nemeth.  Chicago,  111. 

Application  June  24.  1935,  Serial  No.  57.388 

Term  of  patent  14  years 


The  ornamental  design  for  an  airplane  sub- 
stantially as  shown  and  described. 


97  091 
DESIGN  FOR   AN  ILLIMINATED  MIRROR 

Edwin     W.     North.     Rockford.     111.,     assignor     to 
National  Lock  Co..  Rockford.  111.,  a  corporation 
of  Delaware 
Application  June  27,  1934.  Serial  No.  52.353 
Term  of  patent  7  years 


The    ornamental    design    for    an    Illuminated 

mirror,  as  shown. 


97.092 

DESIGN  FOR  A  RAG  DOLL 

Leda  Hincks  Plauche.  New  Orleans.  La. 

Application  May  28.  1935.  Serial  No.  57.058 

Term  of  patent  S'^  years 


The  ornamental  design  for  a  rag  doll,  as  shown. 
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97.093 
DESIGN  FOR  A  FLOWER  RECEPTACLE 

Melvin  (  .  Rau.  Milwaukee,  Wis. 

Application  April  3.  1935.  Serial  No.  56.187 

Term  of  patent  14  years 


The  ornamental  design  for  a  flower  receptacle, 
as  shown. 


97.094 

DESIGN  FOR  A  NONELECTRICAL 

VAPORIZER 

Joseph  Robinson,  New  Y'ork,  N.  Y. 

.AppUcaUon  July  24,  1935.  Serial  No.  57,795 

Term  of  patent  14  years 


The  ornamental  design  for  a  non-electrical  va- 
porizer as  shown. 


97  095 
DESIGN  FOR  A   REFLECTOR 

Dirk  G.   Saaf.  Chicago.   111. 

Application  May  1.  1935.  Serial  No.  56.635 

Term  of  patent  14  years 


The  ornamental  desien  for  a  reflector  as  shown. 


97,096 

DESIGN  FOR  A  FINGER  RING 

.Abraham  Sager,  Chicago.  111. 

Application  .August  2.  1935.  Serial  No.  57,915 

Term  of  patent  14  years 


'  -  !*  i^gSSS^-J  t'  «• 


The  ornamental  design  for  a  flnger  ring,  as 
shown. 

97.097 
DESIGN  FOR  A  TEXTILE  FABRIC  OR   SIMI- 
LAR  ARTICLE   OF  MANUFACTURE 

Albert    Schumacher.    Passaic,   N.   J.,   assignor   to 
Botany  Worsted  Mills,  Passaic,  N.  J.,  a  corpora- 
tion of  New  Jersey 
Application  April  22,  1935.  Serial  No.  56.513 
Term  of  patent  14  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture,  substantially  as 
shown  and  described. 
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97.098 
DESIGN  FOR  A  DISPLAY  STAND  FOR 

POTTED  PLANTS 
Frederick  A.  Scbamiann,  Brooklyn,  N.  Y. 

Application  December  15,  1934,  Serial  No.  54.43" 
Term  of  patent  31^:^  years 


P^h\ 

coo 

f 

^^^^2*2^^^*^ " " 

97,100 
DESIGN  FOR  A   SHIP  MODEL  ORNAMENT 
Herbert    A.    Siemand.    Chicafo,   111.,   assignor   to 
Franklin  Die  Castini:  Company,  Chicairo,   111., 
a  corporation  of  Illinois 

Application  Aui^ust  9.  1935.  Serial  No.  58,047 
Term  of  patent  14  years 


The  ornamental  design  for  a  display  stand  for 
potted  plants,  as  shown. 


97,099 
DESIGN  FOR  A  FOOD  CONTAINER  UNIT 

Lewis  H.  Scurlock,  Chicago,  111. 

Application  J«ly   11.   1935.   Serial   No.   57,588 

Term  of  patent  14  years 


The  ornamental  deslRn  for»ihlp  model  orna- 
ment substantially  as  shown  st^^tejcribed. 


97.1«1 

DESIGN    FOR    A   CAP   FOR   THE    GAS    TANK 

OF  AN  AUTOMOBILE 

John  94nko.  Chicago,  m. 

Application  December  12,  1934.  Serial  No.  54,404 

Term  •(  patent  7  years 


The  ornamental  design  for  a  food  container 
unit,  as  shown  and  described. 


The  ornamental  design  for  a  cap  for  the  gas 
tank  of  an  automobile  sis  shown  and  descrlijod. 
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97.102 
DESIGN    FOR   A   JAR 

Smith.    Wheeling:.    W.    Va..    assignor    to 
Atias  Glass  Company.  Wheeling.  W.  Va., 

a  corporation  of  West  Vlrfinia 

Application  July   31.   1935.   Serial  No    57.885 
Term  of  patent  7  years 


The  ornamental  design  for  a  jar.  as  shown. 


»7au 

DESIGN   FOR   A   TUMBLER 

James  E.  Spenoe.  WlfteeUnff,  W.  Va..  assiisrnor  to 

Hazel-Atlas  Glass  Company.  Wheeling,  W.  Va., 

a  corporation  of  West  Virginia 

Application  July    19.   1935.  Serial  No.  57,749 

Term  of  patent  14  years 


The  ornamental  design  for  a  tumbler  as  shown. 


97.104 

DESIGN  FOR  A  MUSICAL  LNSTRUMENT 

BRIDGE,    OR   SIMILAR   ARTICLE 

Harry  Stanley,  Rocky  RJver,  and  Vincent  J.  Moir, 

CleveUnd  HeighU,  Ohio 

Application  June  26.  1934.  Serial  No.  52.348 

Term  of  patent  14  years 


i-^ 


The  ornamental  design  for  a  mu.slcal  Instru- 
ment bridge,  or  similar  article,  substantially  as 
shown  and  described. 


97,105 
DESIGN  FOR  A  BOTTLE 

Norman  F.  Stener.  San  Francisco.  CaUf..  assignor 
to  Spencer  Kellogg  &  Sons.  Inc..  Buffalo.  N.  Y., 
a  corporation  of  New  York 
Application  July  31.   1935.   Serial   No.   57,879 
Term  of  patent  14  years 


The  ornamental  design  lor  a  bottle  substan- 
tially as  shown. 


97.106 
DESIGN  FOR  A   CAR  VENTILATOR 

Nicholas  L.  Wilier.  Chicago.  111.,  assignor  to  Rail- 
way Utility  Company.  Chicago,  111.,  a  corpora- 
tion of  Illinois 

Application  December  24.  1934.  Serial  No.  54.579 
Terra  of  patent  14  years 


The  ornamental  design  for  a  car  ventilator,  as 
shown. 
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97,107 
DESIGN  FOR   A   MONl^MENT 

Jacob  H.  Wise,  C  hicago.  111. 

Application  August  12.  1935,  Serial  No.  58,090 

Term  of  patent  14  years 


The  ornamental    design   for  a   monument,  as 
shown. 


97  108 
^  DESIGN  FOR  A  GLASS   DISH 
Everett  Worthington  and  Findley  Williams.  Chi- 
cago, 111.,  assiimors  to  McGraw  Electric  Com- 
pany, Chicago,  111.,  a  corporation  of  Delaware 
AppUcation  July  27.   1935.   Serial    No.   57,827 
Term  of  patent  3  ^  years 


97,109 
DESIGN  FOR  A  (.LASS   DISH 
Everett  Worthington  and  Findley  Williams.  Chi- 
cago.  111.,  assignors  to  Mc(iraw  Electric  Com- 
pany, Chicago.  111.,  a  corporation  of  Delaware 
Application  July   27,   1935.   Serial   No.  57,828 
Term  of  patent  8V4  years 


j^ 


X 


The   omamentai    de^igii    lor    a   glass   dish   as 
shown. 


97.110 

DESIGN  FOR  A   THERMOMETER 

Arthur  Zadek.  New  York.  N.  Y. 

Application  May  4,  1935.  Serial  No.  56.697 

Term  of  patent  14  years 


"^ 


The   omamentai    design    for    a    glass   dish   as 
shown. 


The  ornamental  design  for  a  thermometer,  as 
shown. 


97.111 
DESIGN  FOR  A  TEXTILE  FABRIC 

Theodore  S.  Blum.  New  York.  N,  Y. 

Application  August  9.  1935.  Serial  No.  58,040 

Term  of  na^^n*  3'/2  years 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown  and  described. 
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CommUaioner    of    Patents.    Washington,   D.    C 

CIRCl  LAR8  OF  GENERAL  INFORMATION  concerning  PATENTS  or  concerning  TRADE-MARKS.  PRINTS,  and 
LABELS   will   k«  aant  witKoat   coat  on   request   to  the   Ccmmluioncr   of    PatenU.   Waabincton.   D.   C. 
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IRINTS 342 
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October  8,  1935 


Trsde-Marks 201— No.  328,776  to  No.  328,»76,  inclusive 

T.  M.  Rsoewals —  4  ,     , 

Labels M— No.  48.473  to  No.  46.526.  inclusive. 

Prints. K 3— No.  15.414  to  No.  15,416,  Inclusive. 

Reissues 2— No.  19.718  to  No.  19,719,  inclusive. 

Patents 764— No.  2,016.270  to  No.  2,017.033,  inclusive. 

Designs «0-No.  »7,U2  to  No.  97,171,  inclusive. 

Total 1.088 


Adverse  Decisions  in  Interference 

III  Interferences  involving  tbe  indicated  claims  of  the 
following  patents  final  declslona  have  been  rendered  that 
the  respective  patentees  w«'re  not  the  first  Inventors 
\\lth  respect  to  the  claims  listed: 

rtt.  1,914.613,  William  Lang,  Taper  fastener,  decided 
August    10,    1930,   claim    11. 

I'at.  1,020.403.  F.  Klatte  and  IT.  MuUer.  Process  for 
producing  polymerisation  products  of  vinyl  halides,  de- 
cided September  9,  1935.  claims  1  and  4. 

Tnt.  1.926,008.  W.  L.  Krahl,  Electron  discharge  device, 
decided  August  6,  1935.  claims  0  and  7. 

r«t.  1.030,236,  C.  A.  Fox,  Carton,  decided  September  11, 
in35,  chilms  4,  5.  8.  9.  10.  and  14. 

Pat.  1,031,190,  O.  KallBcher,  H.  Rltter,  and  F.  Baumann, 
Vat  dyestiifTs.  decided  September  12,  1935,  claims  2,  3, 
and  6. 

I'nt.  1.981.803.  E.  11.  Perkins  and  H.  E.  Mills,  Transporta- 
tion of  automobiles,  decided  August  27.  1935,  claims  1, 
2.  and  3. 

I'at.  1.966.604,  .7.  F.  Walsh  and  J.  V.  MacDonough, 
Zeln  compositions  and  methods  of  preparing  same,  de- 
elded  August  20.  19:^5,  claims  4.  10,  and  11. 

pat.  1.968,014.  W.  L.  Semon,  Rubber  composition  and 
method  of  preservln,'  rubber,  decided  September  10,  1935. 
claims  1,  2,  3.  4.  7.  8.  0.  10.  11.  12.   13.  24.   25.  and  26. 


Pat  1.976,619,  A.  J.  Lewis,  Method  of  and  apparatus 
for  heat  regulation  for  buildings,  decided  Aiipust  7,  1935, 
claims  1,  2,  4,  5,  and  6. 

Pat.  1,987.149,  J.  J.  Krohn.  Slat  cover,  decided  Sep- 
tember 9,  1935,  claims  1  and  2. 


Disclaimers 

1.912,454. — iniitam  H.  Mutter,  Fort  Wayne.  Ind.  Acors- 
Tic  Apparatus.  Patent  dated  June  0.  1933.  Dis- 
claimer filed  September  13,  1935,  by  the  patentee. 

Hereby  enters  this  disclaimer  to  that  part  of  the  speci- 
fication which  Is  In  the  following  words,  to  wit  : 

Claim  2 — "means  associated  with  said  converter  to 
eliminate  sounds  of  such  lower  frequency",  except  where 
said  means  to  eliminate  said  sounds  of  such  lower  fre- 
quency directly  affects  the  sound  per  se,  as  distinguished 
from  energy  convertible  into  sound. 

Claim  3 — "means  associated  with  the  second  mentioned 
sound  converter  to  absorb  sounds  at  relatively  high  fre- 
quency", except  where  said  means  to  absorb  sounds  at  rela- 
tively high  frequencies  affects  the  sound  per  se,  as  dis- 
tinguished from  energy  convertible  into  sound. 

Claim  4 — "means  associated  with  each  said  soand  con- 
verter for  eliminating  the  frequencies  at  which  the  other 
said  sound  converter  resonates",  except  where  said  means 
is  for  eliminating  sound  frequencies  as  distinguished  from 
energy  frequencies  convertible  Into  sound. 


1.969.902.— Walter  Van  B.  Rohertt,  Princeton,  N.  J.     Hcil 

ELiMixATio.N-  System.     Patent  dated  August  14.  1934. 

Disclaimer  filed  September  IS.  1935,  by  the  assignee. 

Radio   Corporation   of  America. 

Hereby  enters  this  disclaimer  to  that  part  of  the  claims 

in  tbe  specification  of  said  Letters  Patent  which  is  In  the 

following  words,  to  wit : 

"1.  The  method  of  tMlancing  out  hum  of  a  given  fre- 
quency from  the  output  of  an  electro-acoustic  system 
where  the  hum  is  produced  by  the  alternating  current 
component  of  Imperfectly  filtered  fluctuating  direct  cur- 
rent which  Include.s  the  steps  of  splitting  the  phase  of  the 
alternating  current  component  causing  the  undeslred  hum 
combining  adjustable  amounts  of  the  two  phase  voltages 
of  hum  frequency  derived  from  said  split  phase  currents, 
applying  the  resultant  voltage  to  the  electro-acoustic 
system  and  adjusting  the  magnitudes  of  the  component 
to  pha.se  voltages  to  completely  neutralize  the  hum  of  the 
given  frequency  first  mentioned." 

"5.  In  combination  with  a  space  discharge  device  cir- 
cuit space  current  supply  means  comprising  a  source  of 
unl-directional  fluctuating  current,  means  coupled  to  said 
source  for  deriving  from  the  unl-dlrectlonal  fluctuating 
current  at  least  two  alternating  currents  of  the  same 
frequency  but  of  differing  phase,  variable  means  for  de- 
riving from  said  two  alternating  currents  a  single  cur- 
rent of  predetermined  phase  and  amplitude  ana  means 
for  Impressing  the  last  named  derived  single  current 
unon  the  Input  electrodes  of  said  space  discharge  de- 
vice." 
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0024 
6706 

4003 

7083 


3838 

48660 

5725 

3880 

4«34 

M12 
3067  B 

7701 
5006 

5O07 

4807 

5701 

4612 
4006 

S613 
7733 
5724 

7824 
5083 
5709 

5893 
5TO6 
4628 
5062 


4074 

4716 
4086 
6006 

0625 

3600 

7W2 

5886B 

7510 

4872 
7880 
0062 

6883 

4S80B 

4067  B 
7007 

4613 

7000 
6731 
7725 
4701 

6628 
7700 


6874 

0887 
4725 
3025 


6609 

4709 
5896 

0724 

3870 
4888 
4708 

5624 
20e9B 

2605 


(Total  number  of  applications  awaiting  action,  excluding  Trade-Mark  Division,  32,160;  Trade-Mark 
Division,  1.139.    Oldest  new  case,  May  21,  1935;  oldest  amended,  May  22,  1936.) 

Divisions,  Examimbrs,  a.vd  Subjects  or  Invintio.vs 


1.  LOEFFLER,  F.  A.,  Baths  and  Closets;  Sewerage;  Domeetle  Cooking  Vessels;  Closure  Operators; 

2.  HERR.VIANN,'  D.,  Fishing  and  Trapping;  Dairy,  Animal  Husbandry;  Presses,  Tobacco,  Veloci- 

pedes; Butchering;  Bee  Culture. 

3.  LI.NfDSEY,  A  ,  Heating;  Metal  Founding;  Metallurgy;  Metal  Treatment;  Electric  Furnaces.   

4.  DONN'KLLY,  A.  E.  (Act),  Conveyors;  Hoists;  Handlint?  .apparatus  and  Implements,  Excavat- 

ing; Elevators;  Fire  Escapes;  Ladders,  Scaffolds;  Store  Service,  Pneumatic  Despatch,  Fluid  Pres- 
sure Brakes. 

5.  M.\CN.\B,  J.  F  ,  Harvesters,  .Music;  Acoustics;  Sound  Recording;  Knotters;  Buckles,  Buttons,  Etc 

6.  LEWER3,  A.  M..,  Carbon  Chemistry j 

7.  JARBOE,  C.  O.,  Optics;  Photography 

8.  ADAMS,  F.  L.,  Beds;  Chairs;  Kitchen  and  Table  .Articles;  Racks  and  Cabinet* 

9.  ADAMS,  R.  E..  Pumps;  Fluid  and  Fluid-Current  Motors 

10.  HUNTER,  O.  F.,  LAnd  Vehicles-Animal  Dra/t  Appliances,  Bo^lles  and  Tops;  Vehicle  Fenders. .. 

11.  BENH.\M,  E.  v.,  Boots,  Shoes,  and  I^eMlns;  Button.  Eyelet,  and  Rivet  Setting;  Harues.s,  Leather 

Manufactures;  -Vailing  and  Stapling;  wnip  .\pparatus.  Hides,  Skins,  and  Leather 

12.  HEMR  Y,  C.  C,  Machine  Elements;  Cylinders  and  Pfstoas;  Mechanical  Starters:  Stop  Mechanisms 

13.  BORLIK.  F.  J  ,  Gear  Cutting,  Milling,  and  Planing;  Metal  Drawing;  Metal  Forging  and  Welding; 

Metal  Rolling;  -Metal  Working;  Nee<lle  and  Pin  Making;  Turning;  Boring  and  l.)rilling. 

14.  BRUMB.\.Uan.  -V.  J..  Farriery;  Metal  Bending;  -Metal  Tools  and  Implements,  Making;  Sheet 

Metal  Ware,  Making;  Wire  Fabrics;  Wire  Working;  -Metal  Working.  Blanks  and  Processes 

15.  WORRELL,  L.  W.,  Glass;  Plastic  Block  and  Earthenware  Apparatus;  Plastics. 

16.  SPE.N'CER,  C.  J.,  Telegraphy;  Telephony. 

17.  ARMSTRONG,  H.,  OrnamenUtion;  Paper  Manufaotures;  Printing;  Type  Casting;  Sheet-Mate- 

rial .\ssociatlng  or  Folding;  Sheet  or  Web  Feeding;  Type  Setting. 

18.  PORTER,  -M.  E  ,  .VIotors,  Eipansible-Charaber  Type;  Power  Plants;  Speed- ResponalTe  Devices.. 

19.  KENNEDY    A.  R  ,  Furnaces  an  1  Stoves;  Fuel  Burners...   

20.  GROVE,  S.  D..  .Miscellaneous  Hardware;  Closure  Fasteners;  Looks;  Latches;  Safes;  Uodsrt*kln«.. 

21.  TU0.MP30N,  T.  J,  Textiles;  Cloth  Finishing.   

22.  RINGLE,  D.,  .Aeronautics,  Firearra.s,  Ordnance,  and  Explosive  Devices;  Air  Ouns,  Catapults,  and 

Targets;  Boats  and  Buoys;  Ships;  Marine  PropuLsion 

23.  BUTTNER,  W.  J.  (Act.),  Coin  Handling;  Recorders;  Ftegisters 

24.  DUR.A^S,  C.  O  .  .\pparel;  .\pparel  .\pparatu.^;  Garment  Supporters,  Sewing  Machines 

25.  BLAKELY,  C    F  ,  Classifying  Solid.s;  Centrifugal- Bowl  Separators;  -Mills;  Threshing;  VeceUble 

and  Meat  Curters  and  Comrainutors. 

26.  ADAMS,  W.  .M  ,  Electricity,  Generation;  Motive  Power 

27.  CLARK,  W.  N.,  Brushing,  Scrubbing,  and  Cleaning;  Washing  Apparatus 

28.  BENSON,  A.  R.,  Internal-Cora bustion  Engines 

29.  3HKLARIN,  J    B.  (Act.).  Woodworking;  TooLs;  Compound  Tools;  Furniture;  Metal  Working; 

Cloth,  Leather,  and  Rubber  Receptacles;  Baggage;  Package  and  Article  Carriers;  Deposit  and 
Collection  Receptacles;  Supports,  Tables. 

30.  SHIP.M.VN,  J.  L.,  -Automatic  Temperature  and  Humidity  Regulation;  lUuminatiag  Burners; 

Illumination;  Tbiarmostats  and  Flumldostats. 
81.  DUNCO.MBE.  C   3.  (Act),  Gas.  Heating  and  Illuminating;  Mineral  Oils 

32.  BARTHOLO.MEW.  J.  A.,  Gas  and  Liquid  Contact  Apparatus;  Heat  Exchange;  Gas  Separation.. 

33.  W Y.MAN,  W.  I.,  Bridges;  Masonry.  Concrete.  .Metallic,  and  Wooden  Structures;  Roofs;  Roads 

and  Pavements. 

34.  3APER3TEIN.  3  ,  Electricity.  Transmission  to  Vehicles;  Railways,  Rolling  Stock,  Switches,  and 

Signals;  Track  Sanders. 

35.  REYNOLDS,  E.  C,  Card  and  Sign  ExhiblUn*;  Signals;  Dispensing;  Filling  and  Closing  Portable 

Receptacles. 

36.  McK.VYDE.N,  A.  D.,  Measuring  Instruments;  Force  Measuring;  .Automatic  Weighers 

37.  WEAVER,  -M.  E.,  Electricity,  Circuit  -Makers  and  Breakers;  LIght-Seasitlve  Circuits  

38.  KRAFFT,  C.  F.,  Earth  Boring;  Hydraulic  and  Earth  Engmeering;  Mining  and  Quarrytnc;  Stone- 

working;  Well.s;  Plastic  CompositiorLs, 

39.  WHITNEY,  F  J.,  Fluid- Pressure  Regulators;  Multiple  Valves;  Valves;  Water  Distribution 

40.  OBERLI.N,  J   J.,  Metallic,  Wood,  Paper,  and  Special  Receptacles. 

41.  WHITNEY,  M.  L.,  Railway  and  Land  Vehicles,  Wheels  and  Axles;  EMsiUent  Tires  and  Wheels; 

Wheel  Substitutes;  Railway  Draft  Appliances;  Spring  Devices;  Typewriting  Machines. 

42.  CUTTING,  H.  O..  Electric  Signaling .   

43.  KLINQE,  E.  F.,  .Me<licines,  Poisons  and  Cosmetics;  Bleaching  and  Dyeing;  Explosive  Composi- 

tions; Sugar  and  Starch. 

44.  SHAFFER,  C.  H  ,  Refrigeration,  Dispensing  Beverages 

45.  HILL.  H.  D  ,  Pulleys  and  Shafting;  Lubrication;  Bearings  and  Guides;  Motors;  Valvs-OperaUnf 

Mechanism;  Engine  Cooling 

46.  TAYLOR.  .M  ,  Evaporators;  Fluid  Sprinkling;  Fire  Extinguishers;  Boilers;  Heating  Systems;  Coat- 

ing Implement*. 

47.  BARKER,  H..  CIutche.s;  Brakes 

48.  ROEPKE,  O   B  .  Electricity,  General  AppUcatlons;  Igniters 

49.  SHEFFIELD,  E.  L.,  Check-Controlled  Apparatus;  Ventilation;  Driers;  Liquid  Purification 

50.  BL.AKE,  C.  L.,  Varnish;  Coating  Processes;  Carbohydrate  and  Condensation  Products;  Cellulose; 

Rubber. 

61.  BACKUS,  C.  D.,  Radiant  Enenry 

62.  KN0TT3    M.  K  ,  Supports;  Chucks;  Joint  Packing;  Pipe  and  Rod  JolnU  or  Couplings;  Tool- 

Handle  Fastenings;  Mains  and  Pipes;  Conduits  and  Housings;  Laminated  Packing. 
53.  PECK,  M    K.,   Books;  Manifolding;  Printed   Matter:  Stationery:  Bduoation;  Paper  Files  and 

Binders;  Tents,  Canopies,  Umbrellas,  and  Canes;  Curtains,  Shadss,  and  Screens;  Toilet,  Label 

Pasting  and  Papor  Hanging. 
64.  WAITE.  W    E  .  Electric  Lamps;  Vapor  Electric  Devices;  Space  Discharge  Tubes;  Electricity. 

Medical  and  Sureical. 

55.  BOWEN,  3  T  ,  Cutlery;  Artificial  Body  Members;  Dentlstrv;  Surgery 

56.  PORTER,  F.  J.,  Electrochemi.stry;  I^aminated  Fabrics;  Paper  Making.  Substance  Preparation .. . 

57.  NIC0L30N.  O.  D   G  .  Cutting  and  Punching;  Bolt.  Nut,  Rivet,  Nail,  Screw.  Chain,  and  Horse- 

shoe  -Making;  Driven  and  Screw  Fastenings;  Jewelry;  Nut  and  Bolt  Locks;  Toys;  Exercising 

Devices. 

.W.  DOWELL.  E.  F.,  Abrading;  Bottles  and  Jars ^ 

59.  RICHARD.  V.  I..  Chemi.stry:  Fertilirers 

00.  GLASS,  R.  L  .  Electricity,  Heating,  and  Welding;  Batteries;  Reslstanoes  and  Rheostats;  Prtae- 

Mover  Dynamo  Plants. 
PARKS,  G.  E  ,  T>amlnate'l  Electrical  In.snIatlon.  Belt,  Hose,  Tire,  and  Ball  Making;  Winding  and 

Reeling;  Pushing  and  Pulllne;  Hnrolotrv;  Time-Controlling  Apparatus. 
61  COCHRAN,  W    W  .  Games;  Geometrical  Instruments - 

63.  WI-NKEL3TEIN,  A.  H..  Preserving;  Hree.l.  Pastry,  and  Confection  Making:  Arltetlng 

64.  NASH,  P.  M  ,  Acetylene;  Distillation;  Gas  Mixers;  Oils,  Fats,  and  Glue;  Liquid  Coatlnf  Com- 

positions: Fuel;  Alcohol. 
05.  McDERMOTT,  F.  P,  Electricity.  Conductors;  Repeaters;  Relays;  Wave  Tranamlsdon. 

TaiDf-MARK-s,  Labels,  amd  Prints:  F.  A.  RICHM0Nd[2]^^'^^*^^j^^ 

DcsiONS,  H.  H.  KALUPY  (Act.) '''""'''''""'"'". 
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July  16 
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July  9 


July  8 

June  4 

July  16 
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278 
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396 
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646 

100 

430 

S67 
370 


484 

814 

188 

675 

567 

654 

290 
478 
467 

312 

837 
413 

356 
531 

663 

288 

563 

526 
463 
411 

777 

625 
616 

638 


578 

453 
666 

197 


311 
415 
867 

302 

S38 

637 
706 


July  6  473 

Sept.  7  1, 072 

Sept.  19  I    67 

Sept.  3  '   494 


2U(J 


DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


U.  S.  Court  of  Customs  and  Patent  Appeals 

Ronm.no  Machineby  Company  v.  Winsob 

A'o.  3^7.     Decided  April  8,  19S5 

[76  P. (2d)  892] 

1.  iNTsarsKBNCi— Pbioritt. 

Evidence  reviewed  and  Held  that  W.,  the  junior  party, 
conceived  and  reduced  to  practice  the  Invention  dcflned 
In  the  counts  as  early  as  June,  1919. 

2.  Pbiobity — EsTori'Ei. — Co.ncbsbion  or  Pbiobitt  in  Fob- 

IIQN   COUNTBT. 

The  junior  party's  concession  of  priority  to  senior 
party  In  connection  with  the  Interference  proceedings 
In  Canada,  Held  to  form  no  basis  for  the  application  of 
the  doctrine  of  estoppel  in  the  United  States  interfer- 
ence proceeding. 

3.  SAM« — SAMI — D«UiT  IS  ArPLTIJJQ  roB  Patekt. 

Where  W..  the  Junior  party,  rtnluced  the  invt'ntlon  to 
practice  In  1919  and  filed  his  application  in  1923  before 
the  grant  of  a  patent  for  the  same  invention  to  R.  and 
tlie  question  of  "secretion  or  forgetfulness"  is  nbseut. 
Held   W.  Is  not  estopped  to  contest  priority  with  R. 

4.  Saiib — Saiib — Failcthi  to  Copt  Cljums  Withik  Two 

Years  .VrxiB  Grant  or  Patent. 

Where  W.  filed  his  application  within  two  years  after 
the  grant  of  a  patent  to  R.  relating  to  subject  matter 
palentubly  distinct  from  the  subject  matter  of  the  counts 
In  Interference  but  failed  to  copy  the  claims  of  the 
patent  within  two  years  after  the  grant  thereof.  Held 
he  wus  not  estopped  to  claim  the  counts  In  interference. 
6.    iNTKarEKK.VCK — Pbioritt. 

Held  that  W.  the  junior  party,  was  the  first  to  con- 
ceive and  flrnt  to  reduce  to  practice  the  Invention  In- 
▼olved  in  the  counts  and  since  he  is  not  estopped  from 
claiming  the  invention,  priority  was  properly  awurded 
to  him. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  Andrew  E.  CarUen,  Mr.  Thco.  K.  Bryant,  and 
Mr.  George  L.  Wilkinton  for  Ronning  Machinery  Co. 

MeMTs.  Hull  Brock  d  Weit  and  Mr.  John  B.  Hull 
for  Winsor. 
Bl.\.nu,  Judge: 

AppeUaut  h>i8  appealed  to  this  court  from  the 
decision  of  the  Bourd  of  Appeals  of  the  United  States 
Patent  Office,  affirming  that  of  the  Elxaminer  of 
Interferences,  in  awarding  priority  of  invention  in 
nine  counts,  which  were  copied  by  tlie  appellee  Win- 
sor on  July  27,  1929,  from  appellant's  patent,  of 
which  count  2  is  Illustrative  and  follows: 

2.  The  combination  with  a  tractor,  of  a  frame  secured 
to  and  extending  forwardly  from  the  tractor,  a  wheeled 
support  for  the  forward  end  of  the  frame,  a  grader  blade 
adjustably  carried  by  the  frame  rearwardly  of  the  sup- 
port, an  operator's  station,  and  controls  extending  from 
said  wheeled  support  and  from  said  grader  blade  to  with- 
in reach  of  the  operator  at  said  htatlou. 

The  senior  party,  Ronning  Machinery  Company, 
which  will,  for  brevity,  be  hereinafter  referred  to 
as  Ronning,  is  involved  upon  an  application  for 
reissue  of  Patent  No.  1,706,256,  issut*d  March  19, 
1929,  upon  an  application  filed  March  12,  1921.  The 
junior  party's  application  was  filed  April  7,  1923. 
The  two  applications  involved  were  copending,  and 
Winsor,  being  the  Junior  party,  was  under  the  bur- 
den of  establishing  his  priority  by  a  preponderance 
of  the  evidence. 

The  Interference  relates  to  the  stru<.'ture  of  a 
jErrader  designed  for  one-man  operation  and  consists 


of  a  combination  of  a  tractor,  with  the  front  wheels 
omitted,  and  an  attached  framework  extending 
along  the  sides  of  the  tractor  and  connected  to  the 
rear  thereof,  which  frame  extends  forward  and  is 
supported  by  steering  wheels.  Between  the  steer- 
ing wheels  and  the  tractor  is  suspended  the  grader 
blade.  A  means  attached  to  the  frame  is  provided 
for  lowering,  raising  and  adjusting  the  blade.  The 
action  of  the  blade  and  the  steering  of  the  grader 
is  controlled  by  one  man  who  is  stationetl  on  a 
platform  about  midway  between  the  front  and  the 
rear  of  the  grader. 

Ronning  made  no  attempt  to  prove  a  date  of  con- 
ception and  reduction  to  practice  prior  to  March 
12,  1921,  and  is  restricted  to  ttiat  date  for  concep- 
tion and  reduction  to  pnictice. 

Winsor  claims  conception  in  1918  and  offered 
considerable  evidence  in  support  thereof,  but  the 
facts  of  record  chiefly  relied  upon  by  Winsor  as 
showing  his  conception  and  reduction  to  practice 
occurred  in  the  year  1919,  when  Winsor  claims  he 
reduced  the  invention  to  practice  by  building  a 
grader  and  thoroughly  testing  It.  The  sufficiency  of 
the  proofs  of  reduction  to  practice  as  early  as  1919 
on  the  part  of  Winsor  is  severely  criticized  here, 
as  it  was  in  other  interferences  and  actions  relating 
to  the  same  general  subject  matter. 

Appellant  argues  two  main  questions  here,  first, 
that  the  record  does  not  establish  that  Winsor  con- 
ceived and  reduced  his  invention  to  practice  in  1919, 
and  that  he  has  not,  therefore,  shown  that  he  was 
the  first  inventor  in  fact,  and  that  his  long  delay 
in  claiming  the  Invention  after  his  alleged  reduc- 
tion to  practice  Is  persuasive,  under  the  well-settled 
rule,  that  what  he  accomplished  amounted  to  noth- 
ing more  than  an  abandoned  exi)eiiment ;  second^ 
that  even  if  Winsor  did  complete  his  Invention  iu 
1919,  he  is  estopped  from  claiming  the  same  in  this 
interference.  The  estoppel  Is  grounded  upon  three 
different  theories:  (a)  that  Winsor  conceded  pri- 
ority of  the  subject  matter  of  these  counts  in  an 
Interference  proceeding  in  Canada  ;  (6)  that  Winsor 
delayed  too  long  before  claiming  the  invention, 
knowing  at  the  time  that  Ronning  claimed  the  In- 
vention and  that  Winsor's  conduct,  hereinafter  dis- 
cussed, misled  Ronning  to  his  great  injury  ;  (c)  that 
Winsor  failed  to  copy  the  claims  of  Ronnlng's  Pat- 
ent No.  1,658,354  within  two  years  of  its  Issue  date. 

We  will  first  consider  the  facts  of  record  relat- 
ing to  Winsor's  conception  and  reduction  to  practice. 
The  record  is  voluminous  and  the  Examiner  of 
Interferences  and  the  Board  have  discussed  It  In 
great  detail,  and  In  view  of  the  fact  that  we  agree 
with  the  Examiner  of  Interferences  and  the  Board 
in  their  understanding  of  what  the  evidence  shows 
and  the  effect  to  be  given  it,  it  will  not  be  necessary 
for  us  to  comment  extensively  on  certain  unimpor- 
tant features  of  the  same. 

Winsor  testified  that  he  was  a  mechanic  with  con- 
siderable expeilence   in    working   on    automobiles, 
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motor  trucks,  tractorg  nnd  internal  combustion  en- 
gines; that  he  had  been  interested  in  one-raan  con- 
trol and  had  applied  the  same  to  a  passenger  boat 
which  he  oi)erated  on  Walloon  Lake;  that  during 
a  part  of  the  years  1917  and  1918  he  was  in  part- 
nei-ship  with  a  party  by  the  name  of  MacLean  in 
Detroit,  which  partnership  was  dissolved  in  Febru- 
ary, 1918;  that  he  then  went  to  Walloon  Lake  to 
cut  and  store  ice;  that  in  January,  1918,  he  made  a 
drawing  (Winsor  Exhibit  C)  and  exT)lalned  the 
same  to  Maclean.  This  drawing  discloses  the 
structure  involvetl  In  the  counts  at  bar.  Winsor 
stated  that  he  explained  the  one-man  tractor  grader 
and  showetl  the  drawing  to  witnesses  Hewitt  and 
Williams  in  February,  1918,  and  that  he  talked 
over  the  tractor  grader  with  one  Robnolte,  who  was 
manager  of  the  Quinlan  Ranch  or  farm  located  near 
Pellston,  Michigan,  and  that  Robnolte  gave  him 
permission  to  use  the  Cleveland  farm  tractor  which 
Robnolte  had  bought  through  Winsor  while  Winsor 
was  working  for  the  Homer  Sly  Auto  Company. 
MacLean's,  Williams'  and  Hewitt's  testimony  cor- 
roborates Winsor  as  to  the  disclosure  made  to  them 
in  the  spring  of  1918.  They  testified  that  they  saw 
the  drawing  (Winsor  Exhibit  C). 

The  tribunals  l)elow  did  not  regard  it  as  neces- 
sary to  determine  whether  or  not  the  evidence  as 
to  Winsor's  1918  activities  should  be  regarded  as 
sufflcieui  to  prove  conception,  since  they  concluded 
that  Winsor's  proof  of  what  he  did  In  June,  1919, 
was  satisfactory  proof  of  conception  and  reduction 
to  practice :  that  the  happenings  in  the  spring  of 
1918  might  be  regarded  us  throwing  some  light  upon 
the  June,  1U19,  events,  and  that  all  these  alleged 
happenings  occurred  before  March  12,  1921,  which 
was  the  date  to  which  Ronning  was  restricted. 

Winsor  testified  that  in  June,  1919,  he  was  in  the 
employ  of  the  Homer  Sly  Auto  Company,  I'etoskey, 
.Mich.,  and  that  during  tliat  month  he  constructed 
a  one-man  tractor  grader,  the  tractor  of  which  he 
borrowed  from  Robnolte,  the  manager  of  the  Quin- 
lan ranch;  that  he  used  a  four-wheeled  horse-drawn 
road  grader  belonging  to  the  township,  and  that 
one  McDermott,  a  blacksmith  in  I'etoskey,  made 
some  of  the  parts.  Winsor  states  tluit  Robnolte, 
Eldreu,  McDermott  and  Williams,  as  well  as  other 
persons,  saw  the  completed  machine.  Winsor's  EIx- 
hibit  D  Is  a  drawing  made  subsequent  to  that  date 
but  which,  according  to  the  witnesses,  shows  the 
kind  of  machine  which  was  built  at  that  time. 
Winsor  states  that  he  and  Robnolte  oiHjratetl  the 
tractor  grader  on  a  section  line  dirt  highway  adja- 
cent the  Quinlan  ranch  to  clean  up  the  ditches  and 
rouuil  up  the  road.  Winsor  states  that  the  oiK?ra- 
tion  was  a  complete  success.  After  being  operated 
parts  of  three  or  four  days,  the  structure  was  dis- 
mantled and  the  tractor  returned  to  llobnoltc  and 
the  grader  to  the  township.  Each  night,  after  oper- 
ating the  grader,  it  was  necessary  to  disassemble  it 
in  order  that  the  tractor  might  be  ready  for  use 
on  the  randi. 

Robnolte  con»i)leti'ly  corroborates  Winsor,  and  we 
Lave  observed  no  particular  in  which  his  testimony 


was  in  any  way  weakened.  Robnolte  testified  that 
the  tractor  used  had  been  bought  thnmgh  Winsor 
and  (hat  Winsor  agreetl  to  service  it  for  one  year 
and  that  during  the  fall  of  1918  WMnsor  talked  to 
him  about  a  one-man  power  grader;  that  during 
the  planting  season  In  the  spring  of  1919  he  loaned 
the  tractor  to  Wiusor.  Robnolte  describes  in  de- 
tail the  structure  of  the  tractor  grader  and  states 
that  he  assisted  in  the  assembly  of  it,  and  identified 
the  sketch,  Ebchiblt  D.  as  looking  "like  substantially 
the  s:ime  thing  in  all  details"  as  tiie  machine  con- 
structed. He  stated  that  lie  saw  the  raaclUne  oper- 
ate several  times  on  the  township  road  s«»uth  «f  the 
buildings  on  the  ranch  and  that  he  considered  it 
worked  very  good  and  "it  did  all  the  jobs  necessary 
in  grading  roads.     It  did  wonderful  work." 

Eldred  testified  that  he  had  known  Winsor  since 
1912;  that  in  the  spring  of  1918  Winsor  talke<l  to 
him  about  a  one-man  grader,  and  that  he  saw  the 
drawing,  Exidbit  C.  at  that  time;  that  in  the  spring 
of  1919,  while  driving  in  northern  Michigan,  lie  saw 
Winsor  driving  a  tractor  grader  similar  to  that 
shown  in  Exhibit  D ;  that  lie  looked  at  it  for  from 
twenty  minutes  to  a  half  hour  and  saw  it  driven 
about  twelve  to  fifteen  rods  along  the  nide  of  the 
ditch  and  that  it  "brought  up  a  nice  furrow  of  dirt." 

McDermott,  the  blacksmith,  slated  that  he  made 
the  iron  parts  for  a  one-man  tractor  gnider  in 
which  the  gnider  was  to  be  pusiied  ahead  of  the 
tractor;  that  he  fixed  the  date  as  of  June  3,  1919,  by 
the  notation  "repairing  tractor"  in  his  day  book 
under  that  date;  that  Winaor  and  Williams  heli)ed 
him,  and  that  about  July,  1919,  at  the  Quinlan  farm, 
he  saw,  on  a  grader,  the  braces  which  he  had  Liade, 
but  that  he  never  saw  the  machine  operate. 

Williams  testified  that  Winsor  explained  his  tine- 
man  grader  Idea  to  him  in  the  spring  of  1918  and 
showed  him  the  sketch  (Winstir's  Exhibit  C),  and 
that  in  the  spring  of  1919  he  helped  McDermott  make 
the  Irons  at  the  blacksmith  shop  and  later  saw 
these  irons  forming  part  of  the  one-man  giador ;  that 
Exhibit  D  shows  the  same  machine  that  he  saw  on 
the  Quinlan  farm  but  that  he  did  not  see  the  ma- 
chine operated. 

Robert  D.  Scott  worked  with  Wiusor  for  (he 
Andrew  Manufacturing  Company  In  the  latter  part 
of  May  or  the  early  part  of  June,  1921.  Scott 
testified  that  while  at  a  hotel  In  Milwaukee,  during 
this  period,  Winsor  drew  sketches  of  his  mventlon 
and  explained  it  to  htm.  The  sketches  were  not, 
however,  produced  In  evidence.  Scott  testified  that 
the  details  of  a  blueprint  showing  a  machine  re- 
sponding Y6  the  c<iunts  at  bar,  which  blueprint  he 
was  handed  while  testifying,  might  not  be  the 
same  but  that  "the  general  design  is  Identical." 
T\\e  blueprint,  however,  bore  the  date  of  May  21, 
1924. 

For  the  purjiose  of  rebutting  Winsor's  proof  as  to 
his  activities  In  1919,  Ronning  introduced  five  wit- 
nesses: Frank  L  Grace,  Fred  Grauel,  Jolm  Grauel, 
William  Sydow,  and  Verne  Ritter. 

Witnesses  Grace  and  Ritter  were  employed  on 
the  Quinlan  farm  in  the  year  1919.     They  testified 
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that  they  travelled  on  the  road  between  Quinlau's 
Corners  and  Grauel's  Corners  during  the  summer 
of  1919  and  that  they  did  not  see  any  grading  or 
ditching  on  that  road.  They  also  stated  that  they 
did  not  hear  the  tractor  being  operated. 

Fred  Grauel  and  John  Grauel  testified  that  in 
June  and  July  of  1910  they  lived  at  Grauel's  Corners 
about  a  mile  fi-om  the  Quinlan  farm;  that  they 
travelleil  the  township  road  during  that  ix?riod  and 
that  they  did  not  see  any  signs  of  grading,  ditching, 
filling  of  holes,  or  other  work  on  the  road  during 
that  period. 

Witness  Sydow  in  1919  was  the  highway  commis- 
sioner of  Maple  River  township  in  which  the  dirt 
road  in  controversy  was  located  and  had  charge  of 
the  roads  and  tools.  He  testified  that  he  did  not 
know  Winsor  and  that  he  did  not  remember  anyone 
borrowing  the  township  grader  in  the  summer  of 
1919. 

This  testimony  was  introduced  approximately  ten 
years  after  the  allege<I  happenings  had  occurred. 
In  view  of  Its  negative  character  and  of  certain 
surrebuttal  testimony  Introduceil  by  Winsor,  we 
cannot  give  great  weight  to  the  same. 

Robnolte  was  calle<l  by  Winsor  In  surrebuttal 
and  testified  that  Grace  and  Ritter  during  June 
and  July  of  1919  were  working  under  him  on  the 
Quinlan  farm,  but  places  them  during  the  time  In 
question  at  points  where  they  would  not  be  likely 
to  see  or  hear  the  grader  In  operation.  He  testified 
to  these  facts  from  his  time  book  containing  memo- 
randa applicable  to  each  man  for  each  day. 

All  the  above  related  testimony  had  l)een  Intro- 
duced and  considered  in  other  proceedings  nnd  was 
incorporated  into  the  record  at  bar  by  agreement. 
On  more  than  one  occasion  it  has  been  held  to  be 
sufl!icient  proof  of  Winsor's  conception  and  reduc- 
tion to  practice  in  June,  1919.  While  res  ad  judicata 
on  this  Issue  is  not  claimed  by  anyone,  it  Is  urged 
by  appellee  that  prior  holdings  on  identical  evi- 
dence should  be  persuasive.  Appellant,  In  reply  to 
this  contention,  points  to  the  testimony  of  John 
William  Moomau,  whose  testimony  was  not  in  cer- 
tain of  the  other  proceedings  referred  to. 

In  an  Interference  between  Winsor  and  one  Myers, 
which  Involved  Winsor's  alleged  June,  1919,  reduc- 
tion to  practice,  Moomau,  a  mechanic  and  auto- 
mobile salesman,  testified  that  he  had  been  service 
man  for  the  Cleveland  tractors  and  that  he  was 
familiar  with  the  different  models  and  their  con- 
struction ;  that  he  did  not  believe  that  Winsor  could 
have  connected  the  Quinlan  Cleveland  tractor  to 
the  horse-drawn  grader.  This  testimony  was  con- 
tradicted In  some  respects  by  the  testimony  of 
Ekiwanl  H.  Savage,  a  mechanical  engineer  of  the 
Cleveland  Tractor  Company.  The  testimony  of 
both  witnesses  rt'lates  largely  to  the  clearance  of 
the  different  models  of  the  Cleveland  tractor.  We 
do  not  find  in  this  testimony  anything  which  is 
convincing  that  Winsor  did  not  build  the  grader  as 
claime<l  In  1919.  If  it  would  have  been  impossible 
to  have  attached  the  township  grader  to  the  par- 
ticular model  of  tractor  used  on  the  Quinlan  farm. 


it  would  s^eem  that  this  phase  of  the  case  would 
have  been  given  more  attention  and  more  convincing 
evidence  to  that  effect  could  liave  been  introduced. 

Appellant  argues  that  since  Winsor,  while  with  the 
Wehr  Company,  did  not  design  a  grader  along  the 
lines  of  his  alleged  1919  reduction  to  practice,  and 
since  he  designed  a  snow  plow  and  took  out  a  patent 
on  the  same  while  working  for  the  Wehr  Company, 
it  is  highly  improbable  that  he  had  at  that  time 
any  conception  of  a  machine  embodying  the  subject 
matter  of  the  counts  at  bar,  or  if  he  had  such  a  con- 
ception of  such  a  machine  and  had  constructe<l  one, 
he  had  abandone<l  it.  Ronning's  Exhibit  33,  which 
was  produced  while  Winsor  was  working  for  the 
Wehr  Company,  is  quite  similar  in  construction  to 
the  type  of  machine  which  Winsor  constructed  in 
1919. 

[11  Upon  the  foregoing  testimony,  we  think  the 
tribunals  of  the  Patent  Office  were  fully  Justified  in 
concluding  that  Winsor  had  conceived  and  reduced 
to  practice  the  Invention  deflnetl  by  the  counts  as 
early  as  June,  1919. 

The  record  does  not  show  that  Winsor  had  any 
Intention  of  abandoning  his  invention  or  that  his 
experiments  and  efforts  were  unsuccessful.  Aban- 
donment must  be  clearly  proven  by  the  party  who 
asserts  It.  Ide  et  al.  v.  Trorlicht,  Duncker  d  Renard 
Carpet  Co.  et  al,  115  Fed.  137, 144 ;  Hoenig  v.  Parker, 
50  App.  D.  C.  21,  267  Fed.  323,  278  O.  G.  367.  The 
Instant  record  shows  that  after  his  reduction  to 
practice  Winsor  was  without  personal  funds  to  com- 
mercially exploit  his  Invention  or  to  file  an  applica- 
tion thereon.  In  the  fall  of  1919,  he  entere<l  the 
employ  of  the  Monarch  Tractor  Company  at  Water- 
town,  Wis.  A  fellow  employee,  Holcombe,  a  witness 
for  Ronning,  testified  that  he  knew  Winsor  and  was 
closely  connected  with  him  and  that  he  and  Winsor 
visited  Boine  City  during  the  time  they  worked  for 
the  Monarch  Tractor  Company  and  there  talketl  to 
the  officers  of  the  Bolne  City  Tractor  Company  about 
making  their  tractor  (the  Boine  City  Tractor  Com- 
pany tractor)  suitable  for  certain  sale.s  possibilities. 
The  record  does  not  show  that  Winsor  brought  his 
Invention  forward  at  that  time.  Winsor  states,  how- 
ever, that,  while  in  the  employ  of  the  Monarch  Trac- 
tor Company,  he  did  talk  to  the  executives  of  that 
company  about  interesting  them  in  the  manufacttire 
of  his  one-man  grader,  and  that  the  officials  declined 
to  take  It  up  for  financial  reasons.  The  testimony 
on  this  phase  of  the  case  Is  somewhat  in  confiict. 

Following  his  employment  with  the  Monarch 
Tractor  Company,  Winsor  was  employed  by  the 
Wehr  Company  In  May,  1921.  Winsor  testified  that 
his  first  attempts  to  interest  the  Wehr  Company  In 
building  his  grader  were  unsuccessful,  since  the 
company  was  not  Interested  in  machinery  of  tids 
size,  but  that  it  later  in  the  year  1922  began  the 
manufacture  of  a  machine  of  the  type  of  his  1919 
construction.  The  record  shows  that  while  with 
the  Wehr  Company,  Winsor  designeil  a  machine 
referreil  to  as  a  maintainer.  This  machine  Is  a 
combination  of  an  ordinary  tractor  and  a  scraper 
blade,  which  blade  is  mounted  beneath  the  tractor 
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and  i>i  used  for  smoothing  the  road.  Wlnsor 
eventually  secured  a  patent  on  this  malntainer. 
Later,  while  working  for  the  Wehr  Company,  Win- 
8or  designe<l  a  snow  plow  which  the  Wehr  Company 
mnnufaetured. 

We  will  next  consider  the  question  of  estop[)el.  As 
bearing  upon  this  issue,  appellant  has  lntroduce<l 
much  evidence  and  brought  forward  numerous  atli- 
davits,  voluminous  correspondence  and  other  print- 
ed exhibits  which  we  can  only  briefly  refer  to  here. 
Ronning  contends  first  that  Winsor  should  be 
estopped  from  claiming  the  Invention  because  of  his 
concession  of  priority  on  June  8,  1925,  which  was 
filed  In  c«innection  with  an  interference  proceeding 
in  Canada.  The  concession  reads,  in  part,  as  fol- 
lows: 

That  in  order  to  expeditiously  settle  this  controveray 
and  eliminate  the  necessity  for  taking  formal  testimony 
In  the  premises,  the  parties  hereto  have,  by  their  respec- 
tive attorneys,  as  here  of  record,  met  in  conference  for 
said  purpose,  and  have  submitted  to  each  other  their 
re«i>ective  fatts,  data,  and  proofs  and  other  evidence  for 
the  purpose  of  establishing  priority  of  invention  as  to  the 
counts  or  claims  of  the  cnnlct. 

That,  at  »uch  conference.  It  was  established  by  the  evi- 
dence 8ubmitte<l,  that  the  invention  described  by  the 
claims  in  conflict  was  conceived  by  Roy  J.  Winsor.  not 
earlier  than  January  1.  1918.  and  that  said  Invention, 
and  many  variations  and  modifications  thereover,  was  con- 
ceived, (Unclosed  to  others,  drawn,  described,  and  reduced 
to  practice  by  the  party.  Ronning  and  Ronning,  long  prior 
to  1918. 

That  I  have  read  the  paper  hereto  attached,  containing 
a  copy  of  flfty-slx  claims,  all  of  which  read  on  the 
Konning  and  Ronning  disclosures.  That  the  said  claims 
indude  the  claims  of  conflict,  other  claims  pending  in  the 
Ronning  and  Ronning  application,  and  also  other  claims 
which  have  been  prepared  for  the  purpose  of  l)eing  adde<r 
by  amendment  to  the  Ronning  and  Ronning  application. 

That  by  reason  of  the  facts  hereinabove  set  forth  I 
hereby  concede  priority  to  Ronning  and  Ronning  of  all  the 
claims  appended  hereto,  and  hereby  formally  disclaim 
the  Invention  set  forth,  generlcaUy  or  specifically  In  each 
and  all  of  said  claims,  and  waive  all  rights  thereto  In 
favor  of  the  party,  Andrean  Q.  Ronning  and  Adolph 
Ronning,  and  hereby  request  the  Hon.  Commissioner  of 
Patents  to  dissolve  the  conflict  accordingly. 

ROY  J.   WINSOR. 

The  record  shows  that  Andrew  E.  Carlsen,  attor- 
ney for  Ronning  in  December,  1924,  received  notice 
Of  nn  interference  or  conflict  between  the  Ronning 
application  and  the  Win.sor  application  in  Canada 
and  that  later  he  was  approached  by  James  R. 
Hodder  who  was  ncting  as  Winsor's  attorney,  with 
reference  to  the  interference,  and  that  Hodder  went 
to  Minneapolis,  Minne9f»ta,  in  January,  1925,  for  the 
purpose  of  settling  the  Canadian  interference  amica- 
bly; that  conferences  were  held  in  Minneapolis  and 
In  Washington  during  the  first  part  of  the  year  1925 ; 
that  Ronning  submitted  his  proofs  to  Hodder. 
Carlsen  states  that  Hodder  agreed  to  recommend 
that  Winsor  conce<le  priority  to  Ronning.  The 
above-quoted  concession  was  then  drafted  and 
signed  by  Winsor  on  June  8.  1925,  and  the  inter- 
ference or  conflict  in  Canada  was  terminate<l  on 
June  26, 1925.  The  Ronning  Canadian  patent,  which 
Included  the  claims  at  bnr  and  a  number  of  other 
claims,  issued  on  September  21,  1925.  Carlsen  was 
familiar  with  Winsor's  American  patent  applkation 
and  claims,  and  stated  that  he  kept  Hodtler  in  touch 
with  the  Running  application. 

The  Hadtleid-Pentield  Company  was  a  licensee  of 
Wln.^ior.  Winsor  had  lost  an  interference  to  one 
Myers,  an  inventor  of  machinery  similar  to  that  of 
Winsor,    which    made   it    seem    important   to   both 


Ronning  and  Winsor.  as  well  as  Winsor's  licensee, 
in  the  early  iiart  of  1925,  that  they,  in  8<ime  manner, 
present  a  united  front  in  patent  matters  to  their 
competitors.  Just  what  they  fully  intended  to  do  at 
the  time  is  not  clearly  disclosed  by  the  record  ex- 
cept, we  think,  that  it  does  appear  that  at  about 
this  time  both  parties  hoped  to  avoid  extended  litiga- 
tion in  Canada,  and  possibly  to  pool  their  patent 
Interests  here  and  arrive  at  some  satisfactory  work- 
ing agreement  among  themselves.  The  record,  how- 
ever, does  not  disclose  that  any  disiKisition  was 
made  of  the  United  States  patent  rights  of  the 
parties  such  as  is  shoMm  by  the  so-called  Canadian 
concession. 

Appellant  contends  that  the  record  shows  that 
Ronning  regarded  the  Canadian  concession  as  being 
an  admission  by  Winsor  that  he  was  not  tl>e  first  in- 
ventor of  the  subject  matter  of  the  counts  at  bar,  If 
that  question  was  raised  in  connection  with  the 
patent  activities  of  the  parties  in  the  United  States, 
and  that  the  Ronning  Company  expected  Winsor's 
application  to  be  abandoned,  and  that  acting  upon 
such  belief,  witli  Winsor's  knowledge,  it  executed 
new  agreements  with  manufacturers,  greatly  extend- 
ed its  business  and,  jointly  with  Winsor's  lii-ensee, 
issued  a  statement  to  the  trade,  wtdch  statement  is 
too  lengthy  for  rei)etltlon  here,  and  that  by  reason 
of  the  foregoing  facts,  Winsor  has  plac-ed  himself 
in  such  an  inequitable  position  that  he  is  estopped 
fn>m  claiming  priority. 

12)  It  is  our  view,  first,  that  the  Patent  Ofiice 
tribunals  were  fully  Ju.stifled  In  concluding  that  the 
Canadian  concession  could  form  no  i)08slble  basis  for 
the  application  of  the  doctrine  of  estoppel  in  the 
United  States  Interference  proceeding.  It  pur[>orted 
to  cover  only  the  priority  which  necessarily  would 
be  tried  out  under  different  rules  and  laws  than 
maintain  in  the  Interference  at  bar  and  was  in- 
tended ns  a  settlement  only  of  Canadian  contro- 
versies. Clearly,  adjudication  there  could  not  be  res 
adjudlcata  of  the  issue  here,  and  we  think  that  in 
order  to  deprive  the  first  inventor  of  the  advantage 
of  his  invention  on  account  of  a  written  concession 
It  should  be  clear  tliat  the  concession  was  meant  to 
and  did  fully  cover  the  particular  rights  involvetl. 
The  record  shows  that  Winw)r  reluctantly,  upon 
Hodder's  advice,  signed  the  concession  for  the  Cana- 
dian priority  upon  the  full  understanding  that  this 
would  not  affect  his  interests  (certainly  not  his 
United  States  interests)  and  that  lie  would  continue 
to  get  his  royalty's.  No  authority  has  been  cited 
and  we  kniw  of  none  which  Justifies  the  coticiusion 
that  a  concession  of  priority  of  invention  In  a 
foreign  country  can  form  any  basis  for  the  applica- 
tion of  estoppel  against  a  party  to  an  interference 
proceeding  in  the  United  States  Patent  Office. 

[3]  As  to  the  second  ground  of  estopi>el,  it  is  too 
clear  to  require  extende<l  argument  that  the  doctrines 
in  the  cases  of  Mason  v.  Hepburn,  13  App.  D.  C.  88, 
84  O.  O.  147,  and  Chapman  et  al.  v.  Wintroath,  262 
U.  S.  126,  272  O.  G.  913,  do  not  apply,  since  the 
question  of  "secretion  or  forgetfulness".  which  was 
essential  in  the  doctrine  of  the  first  case,  is  absent. 
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and  the  two-year  period,  forming  the  basis  of  the 
doctrine  in  the  second  case,  is  also  absent.  We  are 
of  the  opinion  that  whatever  delay  Is  shown  by  the 
reconl.  on  the  part  of  Winsor,  in  claiming  what  he 
had  clearly  invented,  cannot,  under  any  of  the  de- 
cided cases,  form  the  basis  of  estoppel  in  this  inter- 
ference proceeding.  With  whatever  rights  appellant 
may  have  In  equity  in  event  its  right  to  manufacture 
and  sell  is  challenged  in  an  equity  forum  we  are  not 
here  concerned.  There  are  often  distinctions  be- 
tween the  questions  presented  in  an  equity  action 
based  upon  the  doctrine  of  estoppel,  and  the  doc- 
trine akin  to  equitable  estoppel  which  is  infrequently 
applied  in  interference  proceedings.  The  patent 
statutes  were  enacted  for  the  benefit  of  the  first 
Inventor  and  the  courts  have  been  reluctant  to 
deprive  him  of  his  rewards  and  have  done  so 
only  when  "gross  Inequities  clearly  threaten  to 
defeat  the  spirit  and  the  purposes  of  the  patent 
laws  •  •  •."  Severaon  v.  Olson,  20  C.  C.  P.  A. 
(Patents)  946.  952,  64  F.(2d)  694,  434  O.  Q.  253.  In 
Sachs  V.  WadsvxfTth,  18  C.  C.  P.  A.  (Patents)  1284, 
48  F.(2d)  928,  411  O.  G.  545,  we  said  there  what 
has  often  been  said  before : 

Since  estoppels  preclude  a  party  from  showing  the  truth, 
they  are  not  favored  and  should  not  he  applied  In  any 
case  where  the  facts  do  not  clearly  Justify  tnelr  applica- 
tion Miller  v.  Ilavman,  18  C.  C.  P.  A.  (Patents)  848, 
46  F.(2d)  188. 

[4]  Appellant's  third  contention  with  relation  to 
estopi>el  is  not  very  vigorously  pressed  here,  but  is 
to  the  effect  that  estoppel  applies  to  Winsor  on  ac- 
count of  hi^^  failure  to  copy  claims  from  the  Ronning 
Patent  No.  1,658,354  within  two  years  of  its  Issue 
date.  The  application  for  said  Patent  1,658,354  was 
filed  April  9,  1927,  and  was  divided  from  Ronnlng's 
earlier  application  filed  March  12,  1921,  which  ma- 
tured Into  Patent  1,706,256,  issued  March  19.  1929, 
for  which  reissue  is  now  sought.  It  is  sufficient  to 
say  that  the  Patent  Office  tribunals  concluded  that 
the  counts  In  Interference  here  and  the  subject  mat- 
ter of  said  Patent  1,658,354  relatetl  to  patentably 
distinct  subject  matter,  and  this  position  Jias  not 
been  shown  to  be  erroneous.  Concerning  this 
ground  of  estoppel,  the  Board  said : 

A  third  ground  of  estoppel  Is  raised  but  Is  not  so  vlgor- 
oufllv  pressed  as  are  the  others  above  discussed.  The 
third  ground  l.'<  based  upon  Winsor's  failure  to  copy  claims 
from  Ronning  Patent  1,658,854  within  two  years  of  Its 
Issue  date.  As  p<>lnt3d  out  by  the  Examiner,  the  counts 
of  this  Intcrfert-nce  presumptively  and  actually  relate 
to  patentably  distinct  subject  matter.  Whatever  the  ef- 
fect of  falling  to  make  claims  from  Patent  1,658.354  may 
be  with  respect  to  claims  in  that  patent  or  claims  which 
do  not  patentably  distinguish  therefrom,  we  think  it  clear 
that  the  estoppel  does  not  extend  to  the  claims  in  Issue. 

Upon  this  record,  and  as  the  issue  is  presented  to 
us,  we  find  no  error  in  this  conclusion  on  the  part  of 
the  Board. 

Appellant  in  this  c-ourt  als*  raised,  but  did  not 
pre^s,  the  .subject  of  public  use  being  a  bar  to  Win- 
sor under  certain  circumstances.  It  is  doubtful  if 
any  of  api>ellant's  reasons  of  appejil  cover  this  ques- 
tion, but  it  is  clear  to  us  that,  in  this  character  of 
proceeding,  we  cannot  concern  ourselves  with  this 
phase  of  patent  procedure.  Stem  et  al.  v.  Schroeder 
et  al.,  17  C.  C.  P.  A.  (Patents)  690,  696,  36  F.(2d) 
518,  393  O.  G.  4 ;  Derby  v.  Whitwonh,  20  C.  C.  P.  A. 
(Patents)   791.  796,  62  F.(2d)   368,  429  O.  G.  191; 


Hendrickson  et  al  v.  Ronning  et  al.,  22  C.  C.  P.  A. 
(Patents)  — ,  76  F.(2d)  137.  Proceedings  with  which 
we  are  not  here  concerned  take  care  of  that  ques- 
tion, and  we  do  not  regard  it  as  being  one  upon 
which  we  need  express  any  opinion  here. 

[5]  Since  we  agree  with  the  tribunals  below  that 
Winsor  was  the  first  to  conceive  and  first  to  reduce 
to  practice  the  invention  involved  in  the  counts  at 
bar,  and  since,  under  the  circumstances  of  this  case, 
Winsor  is  not  estopped  from  claiming  the  invention, 
we  conclude  that  priority  of  invention  in  the  subject 
matter  of  the  Issue  was  properly  awarded  to  Winsor, 
the  junior  party,  and  the  decision  of  the  Board  of 
Appeals  is  afllrmed. 

Afllrraed. 
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In  re  Shebts 

No.  S,m.    Decided  April  8,  IMS 

176  F.(2d)  291] 

Patentability — L-M*inat«d  glass. 

Claims  for  laminated  glass  and  method  of  making  the 
same  Held  unpatentable  over  the  prior  art. 

Appeal  from  the  Patent  OflSce.    AflBrmed. 

Hatfield,  J.,  dissenting. 

Mr.  Harold  A.  Kingsbury  and  Mr.  Chester  H.  Bies- 
terfeld  for  Sherts. 

Mr.  T.  A.  Hosteller  and  Mr.  Howard  S.  Miller  for 
the  Commissioner  of  Patents. 
LENBOOT,  t^.; 

This  Is  an  appeal  from  a  decision  of  the  Board  of 
Appeals  of  the  United  States  Patent  Oflftce,  affirming 
a  decision  of  the  Examiner,  rejecting  claims  1  to  7, 
inclusive,  of  appellants  application  upon  the  ground 
of  unpatentability  in  view  of  the  prior  art.  None 
of  the  claims  of  said  application  were  allowed. 

Claims  1  and  5  are  illustrative  of  the  appealed 

claims  and  read  as  follows : 

1.  In  the  making  of  safety  glass,  comprising  a  sandwich 
having  a  pair  of  glasses  and  a  central  plastic  sheet,  by 
attaching  the  plastic  to  the  glasses  by  heat  and  pressure  ; 
assembling  with  the  glasses  a  sheeted  plastic  sheet  that 
has  not  been  polished,  and  polishing  the  same  by  virtue 
of  the  pressure  of  the  glasses  during  the  attaching  opera- 
tion. 

5.  As  a  new  article  of  manufacture,  a  sheet  of  laminated 
glass  Including  a  polished  sheeted  slieet  of  plastic  mate- 
rial which  has  been  but  once  subjected  to  polishing  tem- 
perature and  pressure. 

The  references  relied  upon  are :  Mascart,  1^42,268, 

June  1,  1»20;  Hlgglns,  1,771,378,  July  22,  1930. 

Appellant's  claimed  invention  is  thus  described  by 

the  Board  of  Appeals : 

The  appealed  claims  relate  to  a  method  of  making 
laminated  shatter-proof  glass  structures  broadly  of  the 
known  type  wherein  a  transparent  tough  film  commonly 
of  cellulose  derivative  material  Is  adhesively  united  to 
and  l>etween  a  pair  of  plate  glass  or  other  polished  sheets 
and  also  to  the  product.  The  prior  art  is  acknowledged  in 
the  original  gpeclflcatl»n  and  by  affidavit  and  arguments 
presented  in  the  record.  A  distinguishing  feature  of  ap- 
plicant's claims  Is  the  fact  that  the  cellulose  ester  sheet 
IS  taken  directly  as  produced  from  the  slicing  machine  or 
posslblv  other  source  of  producing  such  sheets  and  without 
any  special  polishing  step  and  Interposed  directly  l>€tween 
the  glass  plates  which  may  be&T  as  usual  the  fiim  of  ad- 
hesive or  cementing  material.  The  assembled  structure  Is 
then  subjected  to  the  usual  heating  and  pressing  operation 
to  cause  the  coated  glass  sheets  to  unite  to  the  cellulose 
ester  or  other  transparent  reinforcing  sheet.  Applicant 
has  found  that  an  assembly  of  such  sheets  results  In  a 
glass  structure  which  Is  Just  as  transparent  as  where  the 
reinforcing  sheet  Is  carefully  polished  and  further  that  It 
eliminates  the  expenbe  of  polishing  the  reinforcing  sheet 
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and  certain  alleged  deterioration  or  weakening  thereof 
which  Is  said  to  resnlt  from  pressing  cellulose  ester  sheets 
between  polished  hot  plates  to  polish  the  same. 

The  patent  to  Mascart  relates  to  the  manufacture 
of  reinforced  glass.  It  discloses  a  process  in  which 
a  safety  glass  Is  made  in  sandwich  form  with  glass 
sheets  and  interposed  "celluloid,  cellulose  ester,  or 
other  suitable  material,"  united  to  the  glass  by 
gelatin.  The  surface  of  the  sheet  of  cellulose  ester 
Is  slightly  roughened  by  sand  blasting,  the  purpose 
being  to  secure  a  firm  adhesion  of  the  gelatin  to  the 
cellulose  sheet. 

The  patent  to  Higgins  relates  to  transparent  plate 

glass  in  which  one  face  has  a  natural  Are  finish  or 

polish  and  the  other  face  is  ground  and  polished. 

The  patent  states: 

•  •  •  Tho  glass  may  also  be  used  to  advantage  in 
making  composite  wind  shields  of  the  so-called  "splinter- 
less"  glass.  This  glass  is  now  made  of  thin  sheets  of 
plate  glass  cemented  to  an  Interposed  sheet  of  celluloid 
or  some  other  tough  transparent  material.  In  applying 
the  improvement  in  this  relation,  the  glass  sheets  have 
their  Are  polished  surfaces  next  to  the  celluloid.      •      •     • 

All  of  the  claims  were  rejected  on  the  reference 
Mascart  in  view  of  Higgins. 

It  Is  appellant's  contention  that,  prior  to  his  in- 
vention, the  plastic  sheet  employed  in  making  safety 
glass  wa.s  polished  by  a  heating  and  pressing  process 
before  its  in?*ertion  between  the  pair  of  glasses,  the 
other  elements  of  the  sandwich,  and  that  he  has 
found  that  such  heating  and  polishing  was  unnec- 
essary and  was.  In  fact,  deleterious  in  that  said  step 
tpndefl  to  cnuse  ultimate  discoloration  of  the  plastic 
sheet,  and  that  by  omitting  this  step  he  secures  bet- 
ter adhesion  of  the  gelatin  to  the  plastic  sheet  and 
avoids  the  discoloration  above  mentioned. 

Both  the  Examiner  and  the  Board  of  Appeals 
were  of  the  opinion  that  the  reference  Mascart.  by 
teaching  that  the  plastic  sheet  should  be  roughened 
before  tlie  final  step  in  the  process,  clearly  suggested 
that  it  was  not  necessary  to  polish  the  plastic  sheet 
before  its  insertion  In  the  sandwich,  and  that  there- 
fore it  was  not  inventive  to  omit  the  first  step  of 
poli'?hine  above  describe<l. 

App^'llant,  on  the  contrary,  contends  that  Mascart 
used  polI.she<l  plate  and  roughened  it,  but  contem- 
plated retaining  the  first  step  of  polishing  through 
heat  and  pressure,  and  that  therefore  appellant's 
method  and  product  are  not  In  any  way  suggeste<l 
by  Ma.scart. 

We  are  in  agreement  with  the  Patent  Office  tribu- 
nals upon  this  question.  We  find  nothing  In  the 
Mascart  patent  with  resi)ect  to  polished  plastic 
sheets.  He  teaches  that  the  plastic  sheet  should  be 
slightly  roughened  in  order  to  secure  better  adhe- 
sion to  the  gelatin.  Better  adhesion  is  also  one 
of  appellant's  objects.  It  would  seem  to  us  that, 
with  Masoart's  teaching  that  the  surface  of  the 
plastic  sheet  should  be  roughened,  it  would  be  clear 
to  one  skilled  in  the  art  that  there  would  be  no 
object  in  polishing  it  prior  to  its  being  placed  In  the 
sandwicli.  To  polish  an  article  and  then  to  roughen 
it  to  get  rid  of  the  polish  would  seem  to  indicate 
clearly  that  there  was  no  object  In  polishing  it  In  the 
first  place. 


Inasmuch  as  Mascart  teaches  that  the  surface  of 
the  plastic  sheet  should  be  roughened  before  placing 
It  In  the  sandwich,  we  are  convinced  that  omitting 
to  polish  the  plastic  l)efore  placing  It  in  the  sand- 
wicli did  not  constitute  invention.  See  «n  re  Du<y 
laux.  21  C.  C.  P.  A.  (Patent*)  716,  67  F.(2d)  443, 
438  O.  G.  775. 

Appellant's  brief  contains  the  following  state- 
ment: 

The  Board  of  Appeals  bases  Its  decision  on  the  ground 
that  from  Mascart  "It  Is  apparent  that  It  is  unnecessary 
to  polish  the  reinforcing  sheet",  and  on  the  ground  of 
Mascart's  "sand  blasted  or  etched  sheet  as  being  equiva- 
lent to  applicant's  sliced  sheet".  The  Board  thereupon 
decided  that  It  would  not  involve  invention  to  use  a  sliced 
sheet  directly  In  safety  glass  without  polishing.  Appellent 
respectfully  submits  that  the  Board  is  in  error  In  thai 
Interpreting    aud   applying    Mascart. 

It  Is  only  necessary  to  say,  with  respect  to  said 
quotation,  that  we  do  not  find  "sliced  sheets"  enu- 
merated in  any  of  appellant's  claims,  neither  is  any 
claim  limited  by  its  language  to  the  use  of  sliced 
plastic  sheets  as  the  basic  material  of  one  of  the  ele- 
ments of  appellant's  methods  or  producta 

For  the  reasons  herein  stated,  the  decision  of  the 
Boanl  of  Appeals  Is  affirmed. 

Afl3rme<l. 

Hattiku),  /.,  dissents. 


Patent  Suits 

(Notices  under  sec.  4021,  R.  S.,  as  amended  Feb.  18.  1022] 
1.262.860.  S.  B.  Smith.  Incubator.  D.  C.  Nebr.  (Norfolk). 
Doc.  B  286,  iS.  B.  Smith  v.  Lundttrom  et  al.     Dismissed 
without  prejudice  (notice  Aug.  22.  1085). 

1,307,734.  A.  V.  GuUborg.  Lubricating  means;  1.307,783. 
same.  Lubricating  apparatus;  1,476,080,  O.  Zerk,  same; 
1.5»3.791.  C.  O  Butler,  same.  D.  C..  E.  D.  N.  Y..  Doc.  E 
7378,  Sirtoart  Warner  Corp.  v.  P.  Jfurkietoicz  et  al.  Order 
dismissing  cause  without  prejudice  as  to  Albert  Plating 
Works,  Inc.  ;  A.  D'Agostlno  ;  E.  de  Rosa  ;  Union  .\utomatie 
Prod.  Co..  Inc.;  P,  Ignatius  and  M.  A.  Nurklewlci  June  12. 
1035.  and  decree  pro  confesso  against  P.  Perlman  A  A. 
Perlman  Sept.  12,  1035.  (To  correct  error  In  456  O.  O.. 
p.  720.) 

l..'?20,283.  1.308,665.  H.  D.  Arnold.  Thermionic  amplifier; 
1.340.252,  same.  Method  of  and  means  for  utillzlnK  ther- 
mionic currents;  1,403.475.  same.  Vacuum  tube  circuit; 
1,448,550.  same.  Thermionic  amplifier  circuit;  1,465.832. 
same.  Vacuum  tube  amplifier:  1.520,004,  same.  Electron 
discharge;  1,453,082.  B.  W.  Kendall.  Electrical  receiving 
or  repeating  apparatus  and  the  metho<l  of  operating  same; 
1.403.6!>5.  I).  G.  Blattner,  Amplifying  with  vacuum  tubes  : 
1.644.021.  U.  C  Mathes.  Amplifier  circuit,  appeal  filed 
Aug.  10,  1035.  C,  C.  A..  8th  Clr.  (St.  Louis),  Doc.  10,846, 
Weatem  Electric  Co.,  Inc.  et  al  r.  Cinema  Supplies.  Inc., 
et  al. 

1.349.262.      (See  1,320.283.) 

1.362.072,  R.  E.  Utley.  Phonograph;  2.002,236.  R.  I. 
Wilcox,  .\utomatic  phonograph,  filed  Aug.  10.  1086.  D.  C, 
N.  D.  Ohio.  B.  Dlv..  Doc.  5207,  The  Rudolph  WurlitBer  Ufa. 
Co.  v.  The  Market  Co.,  Inc. 

1.802.620.  C.  P.  Dxibbs,  ProceM  of  converting  hydro- 
carbons; 1,488.325,  same.  Process  for  treating  petroleum, 
filed  Aug.  21,  1035,  D  C  W  D  Okla.  (Oklahoma  C:ity). 
Doc.  E  1770.  Unicereal  Oil  Produrta  Co.  T.  Omar  Reflning 
Co. 

1.393.606,  E.  Bernlta.  Furnace  wall:  1,627.340.  B.  H. 
Snow,  same.  C.  C.  A..  3d  Cir.,  Doc.  5642.  BemitM  Furnace 
Applianre  Co.  v.  /).  B.  Wilton.  Decree  reversed;  both  pat- 
ents held  vall<l  Aug.  18.  1035. 

1.308.665.   (See  1,320,283.)      1,403.476.      (See  1,320.283.) 

1.448,550.     (See  1,820.283  )     1.453.082      (See  1.820.288.) 
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1.465.832.      (See  1.320,283.) 

1.486.256.  C.  B.  Lambert.  Wire  chopper  pie  crust  mtxer 
and  flaker,  filed  Aug.  0.  1036,  D.  C.  8.  D.  Calif.  (Los  An- 
geles), Doc.  E  743-M,  The  Edward  Kat»inger  Co.  v.  C.  A. 
RoKley  (Chief  Producit  Co.). 

1.488.326.    (See  1,302.620  )     1.403.595.     (See  1,820.288.) 

1.520.004.     (Seel. 320,283.* 

1.526,982.  E.  W.  Hill.  Stencil  sheet,  D.  C.  E.  D.  Pa.. 
Doc.  7247,  A.  B.  Dick  Co.  ▼.  8.  B.  Ooldtmith.  Consent 
decree  Aug.  17.  1035.  Same,  filed  Aug.  20.  1036.  D.  C. 
S.  D.  N.  Y.,  Doc.  E  81/74,  A.  B.  Dick  Co.  v.  Cheleta  Office 
Equipment  Co.,  Inc.,  et  al. 

1.544.081,  F.  K.  Vreeland,  Transmitting  Intelligence  bv 
radiant  energy  ;  1.778.456.  I.  Langmulr.  Means  for  produc- 
ing alternating  currents,  filed  Aug.  12.  1936.  D.  C.  8.  D. 
Calif.  (Los  Angeles).  Doc.  E  745-C.  Radio  Corp.  of  America 
et  al.  v.  Globe  Wireleta.  Ltd.,  et  al. 

1,644.021.     (See  1,320.283.) 

1.604,356.  A.  B.  Davis.  Inking  roll  and  method  of  and 
apparatus  for  renewing  surface  of  same,  D.  C.  W.  D. 
Mich..  S.  Dlv..  Doc.  E  2610,  Ideal  Roller  rf  MfO-  Co.  el  al.  v. 
tfutherland  Paper  Co.    Decree  for  plaintiffs  Aug.  10.  1036. 

1.627.340,     (See  1.803,606.) 

1.648.808,  L.  A.  Haseltine.  Wave  signaling  system ; 
1.766,114.  same.  Unlcontrol  signaling  system:  l,75.i.ll5. 
same.  Variable  condenser,  C.  C.  A..  2d  Clr..  Doc.  13.656. 
Hageltine  Corp.  v.  Seart,  Roebuck  if  Co.,  Inc.  Decree  af- 
firmed (notice  Aug.  16.  1035). 

1.707,645.  E.  C.  Wente.  Acoustic  device,  appeal  filed  Aug. 
10,  1035,  ('.  C.  A..  8th  Clr.  (St.  Loiils).  Doc.  10.347. 
Weatem  Electric  Co..  Inc.,  et  al.  v.   Cinema  Suppliea,  Inc. 

1.784.624.  H.  C.  Harrison,  Piston  diaphragm  having  tan- 
gential corrugations,  appeal  filed  Aug.  10,  1036.  C.  C.  A.. 
8th  Clr.  (St.  Louis),  Doc.  10.346,  Weatem  Electric  Qo.,  Inc. 
X.  Cinema  Suppliea,  Inc. 

1,740.447,  B.  F.  Schuchman,  Toy  telephone,  filed  Aug.  22. 
1035,  D.  C.  Conn.  (New  Haven).  Doc.  E  2477.  The  N.  N. 
Hill  Bra$a  Co.  v.  Ll  L.  Roaenherg. 

1,756.114.     (See  1.648.808.)     1.765,116.     (See  1.648,808.) 

1,778.104,  W.  J.  Conkle.  Process  nnd  medium  for  pro- 
ducing song  films;  1,840.000,  same.  Motion  picture  film; 
1.030,552.  same.  Song  film,  method  of  using  said  film  and 
process  of  manufacturing  same,  filed  Aug.  20,  1035.  D.  C. 
Colo  (Denver).  Doc.  10,611.  W.  J.  Conkie  ▼.  Colorado 
Orpheum  Corp.  et  al. 

1,778.456.      (See  1,644,081.) 

1,780,236.  Klein  A  Kasanof,  Tag  securing  means:  Des. 
01.630.  same.  Seal ;  1.700.696.  M.  B.  Behrman,  same,  D.  C, 
B  D.  N.  Y..  Doc.  E  7.325.  S.  Klein  v.  American  Oaatino  A 
Mfg.  Corp.  Decree  for  defendant  dismissing  bill  Aug.  17. 
1035. 

1.700,605.     (See  1,780.236.)     1.840.000.     (See  1.778.104.) 

1.806.744,  M.  Arnold.  Satchel,  filed  Aug.  21.  1035.  D.  C. 
8.  D.  N.  Y..  Doc.  E  81/76.  M.  Amold  v.  Vienna  Baa  Co.. 
Ine. 

1.0.30,552.      (See  1,778,104.) 

1,066.601.  Shapiro  4  Joffe.  Transmission  apparatus, 
appeal  filed  Aug.  23.  1086.  C.  C.  A..  2d  Clr..  Doc.  — .  H. 
Shapiro  r(  o'.  v.  J.  lannone  et  al. 

1.060. .307.  C,  A.  Kaufman,  Hosiery  and  the  manufartore 
thereof,  filed  Aug.  17.  1036,  D.  C.  E.  D.  Pa..  Doc.  8070. 
Juliua  Kav«er  d  Co.,  et  al.  T.  Quaker  Hoaiery  Co. 

1.060.653.  W.  F.  Ta  Morte.  Soflit  clip,  D.  C.  E.  D.  N.  T., 
Doc.  E  7346.  Conner  Steel  d  Wire  Co.,  Inc.  v.  Bylgah  Steel 
d  Wire  Co.  et  al.     Decree  for  defendant  Au?.  6.  1035. 

2.002.236.     (See  1.362,072.) 

Des,  80.059,  A.  von  Frankenberg.  Smoking  stand,  D.  C. 
E  D.  N.  Y..  Doc.  B  7384.  Frankart,  Inc..  v.  Ererlite  Nov- 
eltn  Mfg.  Corp.  et  al.     Decree  for  plaintiff  Aug,  6.  1036. 

Des.  01,630.      (See  1.780.230.) 

Des  06.406,  R.  Pancottl.  Accordion,  filed  Aug.  22,  1936. 
D.  C.  S.  D.  N.  Y..  Doc.  E  81/78.  Ercelaior  Accordion  Mfg. 
Co.,  Inc.,  V.  Catena  Harmony  Accordiona,  Inc. 


Changes  in  Classification 

Order  No.  3,326.  September  16,  1036,  directs : 
In  claag  i,  Batha,  Closef,  Sinka,  and  Spittoona   (Divi- 
sion 1),  abolish  the  following  subclass  with  its  definition: 
Ventilation 

House   plumbing 
212  Fittings. 

The  patents  formerly  contained  in  this  subclass  have 
been  placetl  In  class  4.  Baths.  Closets.  Sinks,  and  Spit- 
toons, subclass  211.  and  in  class  286,  I'ipe  Joints  or 
Couplings,  subclass  206  and  Indented  subclasses,  estab- 
lished In  this  order. 

In  clata  't.  Masonry  and  Concrete  Structurea  (Division 
33).  aboUsh  the  following  subclasses  with  their  defini- 
tions : 

61  Conduits 

62  Culverts, 

53  Pipes 

54  Lined  and  covered. 

The  patents  formerly  contained  in  these  subclasses 
have  been  placed  in  class  61,  Hydraulic  and  Earth  Engi- 
neering, subclass  16.  and  in  class  138,  Pipes  and  Tubular 
CondultH.  subclasses  66  and  indented  subclass,  and  80.  and 
Indented    subclasses,   established   in    this   order. 

In  claa.i  93,  Paper  Manufactures  (Division  17).  change 

the   title    of   subclass    94    to   read  : 

Tube 
94       Methods : 

change  the  definition  to  rend  as  follows: 

04.  Includes  processes  of  making  paper  tubes, 

and  add  the  following  note  : 

Note. — For  paper  tubes  and  pljjes.  see  class  138.   PiPlS 
A.VD   TfBfLAR    CONDUITS,    subdass   78. 

In  claf^a  US,  Inlernal  Combuation  Enpinca  (Division  46). 
establish  the  following  subclass  and  definition  : 
Csollng 
178.5       Thawing. 

178.6.  Devices  for  thawing  the  frozen  fluid  In  an  internal 
combustion  engine  cooling  system  and  dependent 
for  their  operation  on  the  steam  generated  in  the 
cooling  system. 
Xote. — For  devices  for  thawing  frozen  fluid  lu  pipes 
generally,  see  class  138.  Pipes  and  Tubular  Con- 
duits, subclass  32  and  Indented  subclasses. 

The  patents  contained  in  this  subclass  have  been  taken 
from  class  137,  Water  Distribution,  subclass  72,  abolished 
In  this  order. 

In  clasa  137,  Water  Diatribution  (Division  62),  abolish 
the  following  subclasses : 

Z.«ak  stoppers 

09  Patches  and  plugs. 
Mains  and  pipes 

112  Baffles, 

71  Cushions, 

00  Hose, 
76  Pipes 

76.1  Seamed 

76.2  Lock  bar, 

76.3  Elbows. 

78.4  Cleanouts, 

76  Stoppers, 

72  Thawing. 

01  Thread  protectors, 
100  Tubes. 

The  patents  formerly  contained  In  these  subclasses  have 
been  placed  for  the  most  part  In  class  138.  Pipes  and 
Tubular  Conduits,  established  in  this  order  except  that 
many  of  the  stoppers  have  been  placed  in  class  220.  Me- 
tallic Receptacles,  subclass  24  and  indented  subclasses. 

In  clasa  in.  Water  Diatribution.  move  the  following  sub- 
classes over  one  Indentation  to  the  left  coordinate  with 
subclass  111.  Miscellaneous  (thus  abolishing  the  subclass 
title  Mains  and  Pipes)  : 

Mains    and    pipes 

77  Leak  detectors, 

78  Systems 
70  House. 

73  Taps. 
60       Valves, 

and  transfer  the.<e  subclasses  to  Division  30,  with  the  ex- 
ception of  subclass  09  which  Is  already  there. 
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In    ela*$  tU,    Vonveyert — Vhutet,    Hkidt,    Outdes,    and 

Ways  (Division  4)  abolish  the  following  subclass  with  its 

definition  : 

Chutes 
26       Fifxible.  telescopic  pipes 

The  patents  formerly  contained  In  this  subclasa  have 
been  placed  for  the  most  part  In  class  138,  Pipes  and 
Tubular  Conduits,  subclass  52,  established  in  this  order. 

In  cliut  ao.  Metallic  Reccptaelct   (Division  40),  estab- 
lish the  following  subclass  and  definition  : 
Cloinret 
24.5        Expansible  plug. 

24.S.  Clocures  under  subclass  24  wherein  the  closure  has 
an  expansible  resilient  member  to  b«  expanded  into 
sealing  engagement  with  the  Internal  walls  of  the 
opening. 

The  patents  contained  in  this  subclass  have  laeen  taken 
from  class  137,  Water  Distribution,  subclass  76,  abolished 
in  this  order. 

In  data  HH,  Electrical  Conduits  and  Housings  (Division 
52),  abolish  the  following  subclasses  with  their  defini- 
tions : 

Conduiti 
Multlduct 

33  Sectional, 

34  Plural    pipes, 
38       Rigid. 

nfxible 

40  Nonmetallic. 

41  Spiral  metallic  armor, 

42  Linings. 

The  patents  formerly  contained  In  these  subclasses  have 
been  placed  for  the  most  part  in  class  138.  Pipes  and 
Tubular  Condult.15,  established  In  this  order. 

In  class  •85,  Pipe  Joints  or  Coupling$  (Division  62), 
change  the  title  of  subclass  198,  Reducers,  to  read: 

198   Adapters, 
abolish  its  definition  and  sabstitute  the  following  defini- 
tion: 

198     Mlaoellaneous    flttings    and    couplings    for   connecting 
{il^-e  sections  of  different  shape  or  size. 

In  class  S8J,  Pipe  Joints  or  Couplings  (Division  62), 
abolish  the  following  subclasses  with   their  definitions : 

203  FIttlnes 

204  Elbows 

The  patents  formerly  contained  in  these  subclasses  have 
been  placed  in  clas.^  285,  Pipe  Joints  or  Couplings,  subclass 
205  and  Indented  subclasses,  established  in  this  order. 

In  class  t85.  Pipe  Joints  or  Couplings  1  Division  62), 
establish  the  following  subclasses  and  definitions  : 

205  nttingrs 

206  C  .Vf.re<i   or  lined, 

207  With  removable  wear  element, 

208  Indei>eudent  or  plural  paasage, 

209  With   support, 

210  For  plural   pipes, 

211  Elbows 

212  Adjustable  angle, 

213  With  cleanout  opening. 

205.  Articles  per  se  used  as  parts  of  pipe  Joints  or  cou- 

? lings  commonly   incluaed  In  trade  language  under 
he  term  "pipe  fittings". 

(1)  Note. — For  return  bend  fittings,  see  this  class,  sub- 
class 20. 

(2)  Note.— Search  this  class,  subclasses  142  and  193. 
(3>   Note.— For    adapter    fittings,    see    this    class,    sub- 
class 198 


(4)  Note. — For  fittings  limited  by  structure  to  use  with 
bath,  basin,  and  closet  receptacles,  see  clans  4, 
Baths.  Closbts.  Sinks,  ahd  8pjttoo.'<8  subclass 
191  and  indented  «<ubcla88es,  and  for  closet  ven- 
tilation fittings  limited  to  that  use,  see  class  4, 
Baths,  Closets.  Sinks,  and  Spittoons,  subclass 
211. 

(6)  Note. — Search  class  16,  MISCILlaneovs  Habdwari. 
subclasses  174.  and  177,  class  86.  Dbivkn,  Headed. 
and  Scbew-Thbeadkd  Fastsninos  HubclaHs  32.1, 
and  class  288,  Joint  Paceinqb,  subclass  1. 

(6)  Note. — For  proce.sses  of  making  metal  gas  and 
water  fittings,  see  class  29.  Metal  Wobkino,  sub- 
class 157. 

(7)  Note. — For  fittings  having  means  therein  for  di- 
recting  the  flow  of  fluid  therein,  see  class  138, 
Pipes  and  Tdbulab  CosDriTS,  subclass  37  and  In- 
dented subclasses. 

206.  Fittings  under  8Ubclas.<«  206   In  which  the  fitting   is 

covered,    llntMl    or   both,   with   some   material  other 
than   that    which    makes   up   the  tube   wall   proper. 

(1)  Note. — Where  the  lining  is  a  replaceable  wear  ele- 
ment, see   this  class,  suoclass  207. 

(2)  Note. — For  covered  and  lined  pipes,  see  class  138, 
Pipes  and  Tcbdlar  Conduits,  subclass  64  and  in- 
dented subclasses  and  sabclass  68. 

207.  Fittings    under    subclass    205    having    a    readily    re- 

placeable wear  element  either  as  part  of  the  fitting 
wall  or   as  a   lining. 

208.  Fittings  under   subclass  205   which   have   more   than 

one   fluid  passage  therethrough  which  do  not  com- 
municate with  each  other. 

(1)  Note. — Comoare  with  this  class,  subclass  21  and 
indented  puDclasses. 

(2)  Note. — For  plural  duct  pipes,  see  class  138,  sub- 
classes  66.    82.    83.   and    8*. 

209.  Fittings   under    subclass   205    having   a    support    at- 

tached thereto. 
Note. — For  "supports   per   se.   see   class   248,    Sdppobts, 
sutKlass  49  and  Indented  subclass. 

210.  Fittings  under  subclass  206  for  u«e  In  Joining  more 

than  two  pipe  sections. 

211.  Fittings   under    subclass   205    for    use   in    connecting 

pipes  at  an  angle  to  each  other. 
Note.^— Comj»are  with  this  class,  subclasses  97  and  121. 

212.  Bibows    wherein    the    angle    between    the    two    con- 

nected  pipe   .sections   may  be   varied. 
Note. — Compare  with  this  class.  sut>claB«  9". 

213.  Elbows     having     a     cleanout     opening     and     closure 

therefor. 

(1)  Note. — Conpare  with  class  188.  PiPM  and  Tcbc- 
Lab  Cothhtits.  subclass  89  and  lndente<l  subclasses. 

(2)  Note. — For  closures  of  general  utility,  see  class 
220.  Metallic  Recbptaclxs,  subclass  24  and  in- 
dented 8ubclast>es. 


The  patents  contained  in  these  subclasses  have  been 
taken  for  the  most  part  from  class  4,  Baths,  Closets, 
Sinks,  and  Spittoons,  subclass  212,  class  137,  Water  Dis- 
tribntlon.  subclass  76,  and  class  286,  Pipe  Joints  or 
Couplings,  subclass  203  and  Indented  subclass,  abolished 
in  this  order. 

Establish  in  Dlvislf.n  52,  class  138,  Pipes  and  TubuU^r 
Conduits,  with  the  subclasses  indicated  in  the  new  loose 
leave*  now  being  printed  for  insertion  In  the  Manual  of 
Classlfiration,  and  definitions  which  will  appear  in  Bulle- 
tin No  09,  the  patents  contalne<l  In  this  class  having 
been  taken  for  the  most  part  from  sut)clas8es  abolished 
in  this  order  in  class  187,  Water  Distrlbatlon,  and  other 
classes. 

(Lists  of  subclass  titles,  and  the  definitions,  may  t>e 
seen  In  the  Search-room  and  In  the  Classification  Di- 
vision, Room  3616.   pending  publication.) 
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The  following  trade-mark.^  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  days  of  this  publication. 

Marks  applied  for  "  under  the  ten-year  proviso "  are  registrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  February  18,  1911. 

As  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  2 

Receptacles 

Ser.    No.    861,003.      Kbnest    M.    Bboodin,    New    Haven, 
Conn.     Filed  Feb.  20,  1935. 

DUZ - PAK 

For  Fibre-Board  Packing  Cases,  Crates,  or  Baskets, 
Moulded  or  Otherwise  Fabricated,  for  Fruit  and  Vege- 
tables. 

Claims  use  since  Jan    11,  1935. 


CLASS  4 

Abrasi\»',  Dtterjienf ,  and  P«)lishinK  Materials 

Ser.  No.  367. s82.  Havsn  T.  Paul,  doing  business  as  The 
Woodbury  Hospital  and  Boarding  Kennels.  Portsmouth, 
N.   H.      riled   Nov.    2,  1934. 

IT  ^  DOES  ^  IT 

For  Dog  Sonp  Having  Incidental  Insectlcldal  Properties. 
Claims  use  since  Feb.  28,  1934. 


Ser.  No.  302.790.  SHirriELD  CompaNT,  doing  business  as 
K-T  S  Proliicts.  New  York,  N,  Y.,  and  New  London, 
Conn.     Filed  Mar.  20,  1936. 


For  Soaps  and  Shaving  Creams. 
CInlms  use  since  Mar.  15.  1935. 


Ser.  No.  304.026.  The  Sheffield  COmpant,  doine  busi- 
ness as  K.T.S.  Products  Co..  New  York,  N.  Y..  nnd  New 
London.  Conn.     Filed  Apr.  20,  1935 

_MJJLi3£AJiJ^ 


For  Shaving  Cream. 

Claims  use  since  Apr.  6,  190S. 


Ser.  No.  364,832.     Phillips  Petbolelwi  iompant,  Bar- 
tlesville.    Okla.      Filed    May    11.    1!>"3. 

SERVISHINE 

For  Ghiss.  Metal,  and  Porcelain  Cleaner. 
Claims  use  since  Apr.  20,  1935. 


Ser.  No.  307.843.  Jay  Vandew.vter.  doIn;i  business  as 
AtlRs  Chem.  Products  Co.,  Jersey  City.  N.  J.  Filed 
July  30,  1936. 

GETZIT 

For  Compound  in  Powder  Form  Used  for  Cleaning  Pur- 
poses Such  as  Dishwashing  ;  Cleaning  of  Tile,  Linoleum, 
or  Painted  Surfjices  :  for  I^aunderini: ;  in  tlie  Hath;  Clean- 
ing of  Windows,  Etc. 

Claims  use  since  Jan.  16.  1032. 


Ser.  No.  3»)8,37r(.  A.  .Khthib  Jaffe,  doing  btisiness  as 
.\rtjay  I'roducts  Company,  Scranton.  I'a.  Filed  .\ug. 
16.  1935. 


For  Cleaning  Preparation  for  Cleaning  Carpets,   EagB, 
nnd  Upholstery. 

Claims  use  since  June  1,  1935. 

21  r. 
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CLASS  6 

Chemicals,   Medicines,   and    Pharmaceutical 
Preparations 

8«r.    No.   332,408.     Cbeco   Compant,    Inc.,   Long   Island 
City,  N.  Y.     Filed  Nov.  23.  1932 


The  drawin;?  Is  lined  for  yellow  and  orange  but  the 
mark  la  not  limited  to  said  colors. 

For  Ix'odorizers.  Disinfectants,  Insecticides.  Shampoos, 
Pipe  Cleaning  Compounds.  ^"^ 

Claims  use  since  Aofpist.  1932. 


Ser.  No.  343,818.  David  Cubtis,  doing  business  as  De-Ce 
Products  Co.  of  New  York,  New  York,  N.  T.  Filed 
Nor.  18,  1933. 

INJECTUBES 

For  Sealed  Cartridges  Containing  Anaesthetic  Solutiohs 
to  Be  Used  In  Association  With  a  Syringe  for  the  Purpose 
of  Expelling  Their  Contents. 

Claims  use  since  Jan.  1,  1929. 


Ser.  No.  352.223.  Aabo.n  Cohen,  doing  business  as  Ramo- 
zlde  Process  Co..  New  York.  N.  Y.  Filed  June  4,  1934. 
The  word  "Process"  Is  disclaimed. 


For  Rubber  Preparation  Which  Is  Applied  to  Skins  and 
F'Jrs  to  Increase  Their  EfTectlve  Durability. 
Claims  use  since  Mar.  29,  1934. 


Ser.  No.  858.0S3.  I>R.  Hillbrs  AKTiBNGESiLLscHArr 
Nahb-Uno  Heilmittblwbbk,  Qrafrath,  Kreis  Sollngen, 
Oermany.     Filed  Nov.  9,  1984. 


/  \rff  y  s/trn^a 


A 


The  words  "Dr.  Hlllers",  "Peppermints",  "Extra 
Strong",  and  "Made  of  Purest  Ingredients"  are  disclaimed. 

For  Preparations  and  Compounds  In  Form  of  Drops, 
Bonbons  or  Tablets.  Containing  Ether  Oils  or  Salts  ;  Drops, 
Bonbons,  or  Tablets  Containing  Menthol,  Peppermint,  or 
Fruit  Essences  Which  Have  a  Stimulating  Effect  and  Are 
Suitable  to  Be  Used  for  Diseases  of  the  Throat  or  Mouth. 

Claims  use  since  Nov.  22,  1932. 


Ser.  No.  362.491.     Standard  Oil  Compant,  Whiting,  Ind., 
and  Chicago,  111.     Filed  Mar.  18.  1935. 

SUPERLA 


For  Petrolatum. 

Claims  use  since  July  12.  1917. 


Per.   No.    365.122.     Edobbton   MANurACTUBiNo   company. 
Inc.,  Atlanta.  Oa.     Filed  May  20,  1988. 


For    Medicated     Salt    Bricks    for    Livestock,     Horses, 
Mules.  Hogs,  and  Cattle. 

Claims  use  since  July.  1928. 


Ser.   No.    365, ."552.     COTT,   Inc.,   Wilmington.    Del.     Filed 


May  29.  1935 


'BALI 

For  Face  Powder,  Talcum  Powder.  Powder  and  Rouge 
Compacts,  Bath  Powder,  Sachet.  Rouge.  Lip  Sticks,  Per- 
fumes, Toilet  Waters,  Liquid  Nail  Polishes,  Cuticle  Re- 
movers, Polish  Removers. 

Claims  use  since  May  22,  1985. 
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S«r.    No.    866,481.     Maison    Jocbebt,    Inc.,    New    York, 
N.  Y.     Filed  June  21.  1935. 


For  Astringents,  Astringent  Cerates,  Bleach  Creams, 
Beauty  Creams,  Cold  Creams,  Cleansing  Creams,  Obesity 
Creams,  Refreshing  Creams,  Obesity  Astringents,  Dry 
RoDffes,  Liquid  and  Cream  Rouges,  Face  Bleaches,  Face 
Packs,  bkin  Whitener  in  Liquid,  Cream  and  Solid  Form, 
Eyebrow  and  Eyelash  Grower,  Eyebrow  Pencils,  Chemical 
Preparations  Suitable  for  the  Darkening  of  Eyebrows  and 
Byelnshcs,  Hand  Lotions,  Skin  Lotions.  After  Shaving 
Lotions,  Pomades,  Face  Powders,  Talcum  Powders,  Body 
Powdera,  Sachets,  Hair  Salves,  Hair  Elixirs.  Dandruff 
Preparations,  Hair  Tonics,  Hair  Oils,  Shampoos,  Hair 
Dyes.  Bath  Salts,  Smelling  Salts,  Lip  Sticks.  Incense. 
Tooth  Pastes,  Nail  Creams,  Na'l  Bleaches,  Nail  Powders. 
Nail  I'olishes,  Wltoh-Hasel,  Peroxide,  Petroleum  Jellies. 
Witch  Hasel  Salve,  Camphor  Creams,  Foot  Powders.  Corn 
Salves,  Deodorants.  Disinfectants,  Bay  Rum,  Perfumes, 
and  Toilet   Waters. 

Claims  use  since  June   16.    1934. 


Ser.  No.  866,771.  Sahcbl  E^tanb  Massengill.  doing  busi- 
ness as  The  S.  E.  Mafsengill  Company,  Bristol,  Tenn. 
Piled   June  28,  1935. 

PHE-MER-NITE 

For  Bactericide,  Fungicide,  Astringent  Preoperative 
Preparation,  Antiseptic  to  be  U«ed  as  a  Mouth  Wash,  Gar- 
gle, and  Nasal  Douche  ;  a  Preparation  for  the  Treatment 
of  Syphilis,  Gonorrhea,  Cystltus,  and  Other  Diseases  of 
the  Urinary  Intestinal  and  Biliary  Tracts ;  a  Vaginal 
Douche,  lnJe<tlon  Solution  for  Infections  of  the  Genito- 
urinary Tract ;  a  G<neral  Sterilizing  and  Disinfecting 
Preparation  ;  Foot  Powder  for  the  Treatment  of  Athlete's 
Foot,  Toe  Itch,  Gym  Itch,  Trench  Foot.  Toe  Scald,  Ring- 
worm of  the  Foot,  and  for  Relief  of  Tired,  Aching,  and 
Sweaty  Feet  ;  and  Ilalr  Tonic. 

Claims  use  since  May   14.   1035. 


Ser.  No.  367.269.     Sdtuff  &  Case  Co..  Inc.,  Peoria,  111. 
Filed  Julv  1^     103.-. 

GIZZ-TABS 

For   Medicinal   Tablets   for   Use   in   the   Elimination   of 
Worms  in  Fowls. 

Claims  use  since  Feb.  1.  19.^5, 


Ser.  No.  307.565.     The  hammom>  Paint  &  Chemical  Co., 
Ixr  .  Beacon.  N.  Y      Filed  July  23,  1935 

TRIAD 


Ser.   No.   ".67.618.     DoMiNOO  Morales,  New   York,   N.   Y. 
Piled  July  24,   1935. 


For    Bronchial   Tonic. 

Claims  use  since  June  10,  1935. 


Ser.  No.  367.739.  LOY  C.  Schiff,  doing  business  as  The 
IlaSiCo  Inhalant  Company,  Ashvllle,  Ohio.  Filed  July 
26,  1935. 

Ha-Si-Co 

For  Medicinal  Inhalant  Used  in  the  Treatment  of  Head 
Colds,  Sinus  Infections,  Hay  Fever,  and  the  Like. 
Claims  use  since  May  1,  1034. 


Ser.  No.  367,781.  Albert  M.  Ahebn,  doing  business  as 
Noxlarva  Company,  Santa  Monica,  Calif.  Piled  July 
29,  1935. 

NOXLARVA 


For  Insecticides. 

Claims   use  since  June  1,  1034. 


Ser.  No.  367,S14.     Willi  a. vis  Oil-0-Matic  Heating  Cob- 
PORATION,  Bloomington,   111.      Filed  July   29.   1936. 

SOLVON 

For   Chemical    Solvent    for    the   Refrigerant    In   an   Ab- 
sorption  Refrigerating    Apparatus. 
Claims  use  since  July  15,   1935. 


Ser.  No.   367,815.     Williams  0ii--0-Matic  Heatinq  Cob- 
POKATIO.N,  Bloomington,  111.     Filed  July  29,  1935. 

ZEON 

For  Chemical  Refrigerant   for  Refrigeration  Apparatus. 
Claims  use  since  July  15,  1935. 


Ser.  Xo.  .{87.985.     Baker  Extract  Compant,  Springfield, 
Mass.     Filed  Aug.  5,  1935. 


For   Insecticides. 

Claims  use  since  Dec.  1,  1933. 


For  Camphor,  I'aregoric,  Witch  Hazel,  Castor  Oil.  Cam- 
phorated Oil,  Glycerine.  Sweet  Oil  (Olive  Oil),  Food  Col- 
oring Compounds,  Rhubarb,  Arnica,  Nitre,  and  Cougb 
Syrup. 

Claims   use  since  July   1,    1926. 
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Ser.  No.  367,90J.     Joseph  Chiabkllo,  doing  business  as 
I'etrontHa  <""     T.ns  An«;pl<^s.  Calif.     Filed  Aug.  5,  1935. 

PETRONELLA 

For  Skin  Ointment. 

Claims  use  since  June   1,  1935. 


Ser.     No.    367.994.       Enidol    Co.,    Ixc,    Baltimore,    Md. 
Filed  Aug.  5.  1935. 


itt 


Vd6 


\ 


For   Cold    I'reparation. 
Claims  use  since  July,   1934. 


Ser.  No.  368,035.  I.  G.  Fabbbnindl  sTaia  Aktiincbselu 
SCHAFT,  Frankfort  on  the-Main.  Germany.  Filed  Aug. 
6.  1935. 

ALBA NO L 

For  Synthetic  Balsams  and  Plasticlzers  for  Acetyl  Cel- 
lulose. 

Claims  use  since   Apr.   18,  1936. 


Ser.  No.  368,075     Jo«  Lowe  Cokpohation,  New  York,  N.  Y. 
Filed  Aug.   7,   1935. 


O 


VliDiE 


For  Cod  Liv.  r  Oil  Concentrate. 
Claims   use  since  Feb.  28.  19.55. 


Ser.  No.  368,263.     Willabo  A.  MtRCiR,  doing  business  as 
Nutrollte  Mfg.  Co..  Newton.  Iowa.     Filed  Aug.  13,  1935. 


'<^ 


For  Anti  freeze  Solution. 
Claims  use  ^^iuce   Dec.  20.  1934 


Ser.  No.  368,330.     Faibchh.d  Bros.  *  Fosteb,  New   York, 
N.  Y.     Filed  Aug.   15,  1935. 

OKRALOSE 

Ft  Pr»paration  Made  from  Okra  tu  be  I  s^-d  In  the 
Form  of  Dry  Powder  and  Designed  for  the  Treatment  of 
Gastric  Irritability  and  of  the  Gastro  Intestinal  Tract. 

Claims  use  since  June   15,  1935. 


Ser.    No.    368.369.      ViTA-B    Corpobatiok,  Mount  Vernon, 
N.  Y.     Filed  Aug.  15,  1985. 

VI-BETA 


For  EHixlr  Containing  Vitamins  B  and  G. 
Claims  use  since  Aug.  1,  1935. 


Ser.  No.  368,884.  Robbbt  Salaiab,  doing  business  as  Los 
Angeles  Pbarmacal  Co.,  Los  Angeles,  Calif.  Filed  Aug. 
16.  1935. 


For  Medicinal  Preparation  to  be  Used  trn  a  Tonic,  Alter- 
ative, and  NntritlTe. 

Claims  use  since  July  1,  1934. 


Ser.  No.  368,385.  Robert  Sal.4Ear,  doing  business  as  Los 
Angeles  Pbarmacal  Co.,  Los  Angeles,  Calif.  Filed  Aug. 
16,  1935. 

bTOMAVITA 

For  Liquid  Preparation  for  the  Treatment  of  Billous- 
nesa.  Sour  Stomach,  Digestive  Irresularitles,  and  Similar 
Disorders  Arising  from  Stomach  Disturbances. 

Claims  use  since  Jan.  1,  1984. 


Ser.    No.    368,387.       Specialty    Pboduci*    CoBroBAXiosf, 
Harrtsburs.  Pa      Failed  Aug.  16.  1935. 


For   Deodorants   and    Powder   Puffs   Filled   with   Toilet 
Powder. 

Claims  use  Blnc«  May  25,  1935. 


CLASS  12 

Construction   Materials 


Ser.    No.    366.422.      MAngrrm    Cembnt    MANTTFACTrRiNO 
Co.,  Cliicago,  111.     Filed  June  20.  1985. 

CEMCRETE 

For  Dry  Cement.  Dry  Cement  and  Panfl     nnd  Mixtures 
of  Dry  Cement,  Sand,  and  Aggregate. 
Claims  use  since  May  1,  193.'. 
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Ser.  No.  306.509.     Missouai  Plbtland  Ckment  Compant, 
St.  Louis.  Mo.     File<l  June  24,  1035. 


Rr;;n!j;:ii'));i>!|;ij| 


;j|if!iiip;j(iii;iii!iOT^ 


Ttie    words       .Masonry    Cement      are    dlscialmeu. 
drawing  is  lined  for  red. 
For  Masonry  Cement. 
Claims  use  since  June  17,  1935. 


The 


Ser.  No.  366,570.     Missouai  Pubtland  Cement  Compant, 
St.  Louis,  Mo.     nied  .Tune  24.  19S5. 


The    words    "24    Hour    Cement"    are    disclaimed, 
drawing  Is  lined  for  red. 

For  High  Early   Strength  Portland  Cement. 
Claims  use  since  June  17,  1985. 


The 


Ser.  No.  36C.571.     Missotai  ruRTL.^ND  Cfme.vt  Compant, 
St.  Louis.  Mo.     Filed  June  24,  1935. 


lU      ul' 


■J  ui 


For  Masonry  Cement. 

Claims  use  tiince  June  17,  1935. 


Ser.    No.    366,842.      The   Tbemco   MANurACTCBiNo    Com- 
pany, Cleveland.  Ohio.      Filed  June  29.   lO.-^S 

40U4NOX 

For  Damp-Prnofln;:  and  Water  Proofing  Products  In 
Liquid,  Semi-I.lquid,  and  Plastic  Form,  for  Use  as  Protec- 
tive Coatings  and/or  Resurfacing,  Etc.  Some  of  Such 
Products  May  be  More  Specifically  Described  as  Bitumi- 
nous Water-Prooflng  Products  In  Both  Liquid  and  Plastic 
Form,  .\sphalt  Emulsion  Water  Proofing  Products  in  Semi- 
Liquid  Form  ;  CauIklnK.  Glazing,  and  Pointini;  Compounds  : 
Plastic  Cements  for  Airprooflng  and  Insulating  Purposes  ; 
Cork  and  Plaster  Bonding  Compounds ;  Concrete  Floor 
Hardeners ;  Emulsified  Asphalts  for  Floor  Resurfacing ; 
Pipe  Joint  Compound.*!  ;  and  Liquid  and  Plastic  Roof 
Coatings  Other  Than  Paints  Used  to  Preserve  and  to  Make 
Water-Tlfht  and  Water-Proof  All  Types  of  Roofs. 

Claims  use  since  Mar.  1,  1928. 


Ser.  No.  367.775.    Reyvolos  Cobpobation,  New  York,  N.  Y. 
Filed  July  27,  1935. 


il 


For  Building  Papers  and  Building  Composition  Sheet 
Materials — Namely,  Insulating  Building  Papers,  Building 
Fabrics  of  Paper  and  Foil,  Composite  Sheet  Materials  for 
Plaster  Bases,  Insulating  Wall  Laminations,  Composite 
Building  Sheet  Materials  Comprised  of  Wire  and  Paper  for 
Use  in  Wall  Constructions,  and  Composite  Sheet  Materials 
Composed  of  Wire,  Paper,  and  Foil  for  Insulating  Purposes. 

Claims  use  since  Mar.  1,  1935. 


Ser.  No.  368.392.     Algoma  Plywood  &  Vexeeb  Compant, 
-\lKoma.  Wis.     Filed  Aug.  17,  1935. 

DURAPLY 

For   Plywood   Possessing  Certain    Properties  of   Water 
Resistance. 

Claims  use  since  July  1.  1935. 


Ser.  No.  368.393.     Alooma  Pltw(K)d  &  Veneer  Compant, 
Algoma,  Ws.     Filed  Aug.  17,  1936. 

PERMAPLY 

For  Plywood    Possessing  Certain   Properties   of   Water 
Resistance. 

Claims  use  since  July  1,  1936. 


Ser.  No.  368.394.     Alooma  Plywood  &  Veneer  Compant, 
Algoma.  Wis.     Filed  Aug.  17,  1935. 

PERMAWOOD 

For  Plywood   Possessing    Certain   Properties   of   Water 
Resistance.  •" 

Claims  use  since  July  1,  1935. 


Ser.  No.  368.654.    The  Barrett  Company,  New  York,  N.  Y. 
Filed  Aug.  24,  1935. 


For  Compositions  Comprising  Bitumen  and  Fibrous  Ma- 
terial for  Use  In  Constructing  and  Repairing  Roofs  and 
Particularly  Adapted  for  Use  as  Roofing  Cement. 

Claims  use  since  Apr.  24,  1935. 
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CLASS  13 

Hardware    and    Plumbing   and   Steam-Fitting 

Supplies 

S«r.    No.    362.394.      Harlex    Limited,    London.   England. 
File«l  Mar    9.  1935. 


HARLEX 


For   Metallic   Clips  and    Fasteners   for   Hosts.    Attach^ 
Cases.  Car  Hoods,  Boxes,  and  General  Uae. 
Claims  use  since  Feb.  11.  1935. 


Ser.  No.  364.697.     Riy.nolds  Wire  Co..  Dixon.  111.     Fikd 
May  9,  1935. 


No  claim  is  made  lo  the  bung  or  roll  of  wire  clotb  per 
M.     The  mark  consists  of  a  jel'ow  annnlus. 
For  Wire  Clotb. 
Claims   use  since  December,   1915. 


Ser    No.  365,500.     Reynolds   Wire  Co..  Dixon,   111.     Filed 
May   27,   1935. 


Tradfe-mark   consists   of   a    blue   auniilus.      No    claim    is 
made  to  the  bung  or  roll  of  wire  cloth  per  se. 
For  Wire   Cloth. 
Claims  use  since  December,  1915. 


Ser.  No.  365,501.     Reynolds  Wirb  Co.,  Dixon,  111.     Filed 
May  27,  1935. 


Trnde-mark  consists  of  a  green  annulus.     No  claim   is 
made  to  the  bung  or  roll  of  wire  cloth  per  iw. 
For  Wire  Clotb. 
Claims  use  since  December,   1915. 


Ser.    No.    ::67,073.      KEYBTOns    SteEl    &    WiBc    Comi-axv, 
Peoria   (South  Bartonville),  111.     Kil^d  July  8,  19:^5. 

Cotton  Top 


For   Metallic   Bale   Ties. 

Claim-*   use   since    May   15.   1935. 


CLASS  15 

Oils  and  Greases 


Ser.   No.  367.679.     Pate   Oil  Compant,   Milwaukee.   Wis. 
Filed  July  25.  1935. 


The  phrase  "The  Sl^ifty  Gear  Lubricant"  is  disclaimed 
apart  from  the  mark. 

For  Lubricating  Oils  and  Greases. 
Claims   use  since  Apr.  10,    1933. 


Ser.   No.  368.146.     Ohio   Hiveb   Refining   and  TEsyixAL 
COMPANT,  Cincinnati,  Ohio.     Filed  Aug.  9,  1935. 


aiAtV 


am 


For  Mi.ii.r   Lubricating  Oils  and  Lubricating;  Greases. 
Calms  use   since  July   11,    1935. 


Ser.   No.  308,147.      Ohio  Rivek   RiriNiNo   and  Tebminal 
compant,  Cincinnati.  Ohio.     Filed  .Vug    9.  1935. 

GOOD  LUCK 

For  Motor  Luhrlrating  Oils  and  Liibri.alinK  tireases. 
Claims   use  since  Jnly    11,   19.'!5. 
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CLASS  16 

Paints    and    Painters'    Materials 

Ser.    No.    367,700.      The    Eaglb-Picher    Lead    Compant, 
Cincinnati,  Ohio.     Filed  July  22,  1935. 


For  Lithopone,  Titanated  Litbopone,  and  Zinc  Oxide  All 
Used  as   a  Paint  Pigment. 

Claims    use    since   Jan.    1,    1934. 


CLASS  19 

Vehicles,   Not    Including   Engines 

Ser.  No.  364.328.     CoETR  d'Alenb  IIardwabe  &  Foundry 
CO.,  Wallace,  Idaho.     Filed  -Apr.  29,  1935. 

AJAX 


For  Ore  Cars. 

Claims   use   since   Autrust,    1914. 


CLASS  20 


Linoleum   and  Oiled  Cloth 

Ser.  No.  308.317.     .\rm8tbonq  cork  prodocts  Compant, 
Lancaster,   I'a.     Filed  Aug.   15,    1936. 

ACCOFLOR 

For    Hard   Surfaced   Floor   Coverinjjs   of   the   Linoleum- 
Pelt    Base   Type. 

Claims  use  since  June  20,  1935.  „,;     ., 


CLASS  22 


Games,  Toys,  and   Sportinp  Hoods 

Ser.  No.  356,493,  Rkmi.noton  .\hms  lomfany,  IHC., 
Bridgeport.  Conn.  Filed  Sept.  27.  1934  Under  Sec.  5b 
of  the  act  of  1905,  as  amended  In  1920. 

REMINGTON 

For  Clay   Pigeons. 

Claims  use  since  Aug.  SO.   1934. 

469  O.  O.— 15 


CLASS  23 

Cutlery,  Machinery,  and  Tools,  and  f*arts  Thereof 

Ser.  No.  361.386.  Henbt  disston  &  Sons,  Incorporated, 
Philadelphia,  Pa.  Filed  Feb.  14,  1936.  Under  lO-year 
proviso. 


SUPERFINE 


For  Files. 

Claims    use    since    January,    1884. 


CLASS  26 

Measuring  and  .*>cientific  Appliances 

Ser.  No.  365,538.  March  or  Time,  Inc.,  New  York,  N.  Y., 
assignor  to  Time,  Incorporated,  a  corporation  of  New 
York.      Filed    May   28,    1935. 


For  Motion  Picture  Films,  Sound  Films,  Combined 
Sound  and  Motion  Picture  Films,  and  Motion  Picture 
Films  for  Use  in  Connection  with  Synchronized  Appara- 
tus for  Simultaneously  Reproducing  Coordinated  Light 
and  Sound  Effects. 

Claims  use  since  Aug.  11,   1934. 


Ser.  No.   368.563.     Eastman  Kodak  Compant,  Rochester, 
N.  Y.     Filed  Aug.  22,  1935. 


POLA-SCREEN 


The  word  "Screen"  is  disclaimed  apart  from  the  mark. 
For   Screen    for   Use  in   Photography. 
Claims  use  since  July  19,  1935- 


CLASS  28 

Jewelry  and  Precious-Metal  Ware 

Ser.    No.    368,163.       Silbermann,  Kohn  &  Wallenstbin, 
INC.,  New  York,  N.  Y.     Filed  Aug.  9,  1935. 

HER   MAJESTY 


For  iJidles'  Flnjrer  Rings  and  Mountings  Therefor,  Ear- 
rings.  Pendants,   and    Brooches. 
Claims    use    since   Apr.    1,    1935. 
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CLASvS  31 

Filters   and   Refrigerators 

8«r.    No.    3ft4,580.       I.vdlstrjal    Chemical    Salxs    Com- 
PANT,  INC.,  New   York,   N    Y.      File.l  May  6,  1935. 

NuchaR 

For  Activated  and  L  nartiTatf-U  «  urOons  and  Carkwna- 
ceoas  Materials  for  Use  in  Filtering,  Clarifying,  and  De- 
colorizing Water  and  Other  Liquids. 

Claims  use  since  June  i:^,   1&31. 


CLASS  32 

Furniture  and    I'pholbtery 

Ser.  No.  368,281.     S.  Kabpkn  &  Baos.,  Cbicago,  111.     Filed 
Aug.  14.  1935. 


For    Mrtttr.ss's   an  1    Wax   Springs. 
Clalraa  a»>  ^ince  June  1,  1935. 


J^ 


CLASS  34 

Heatine.  Ijjfhting,  and  Ventilating  Apparatus 

Ser.   .No.   ."^67.914.      AnvA.vtB   .\ppliance  CoMPA.Ny,  i'eoria. 
111.     Filed  Aug.   2,    iy.S.% 


No  claim  is  made  to  the  word  "Stoker"  apart  from 
the  worf!  '-oia'-  Th^  words  "It  Earns  As  It  Burns"  are 
dtacJaimed. 

For  Coal  Stokers. 

Claims   use  since   July   19.    1935. 


CL.\SS  35 

Belting,  Hose,  .Machinery  Packing,  and  Non- 
Metallic  Tires 

Ser.  No.  363,313.     Bahnsdai.l  <ul  Company,  Tulwi,  Okia 
nied  Apr.  2,  1935. 


For  line's  for  Motor  Vehlcleji  Maying  Ku^>^♦•r  TrfHil«  and 
Rubber  Cushlon.s  H.-r^t-.n  t  i.nl  I'llt-H.  TuNs  for  Com- 
mercial Tirea  Made  of  Kubber,  Tube  Patches  for  Uepalrlag 
Tubes,  llarlnf  an  Adhesive  Face  and  a  Back  of  Cured 
Rubber,  .Adapted  to  be  Applied  by  Heat  or  Otherwise, 
Tube  Repair  Kits,  and  Self-Vulcauialng  Boots. 

Clalm.s  use  since   Augnst,   1931. 


CLASS  37 

Pap^T   and    Slationory 


Ser.   N«.   365,727.     THa   KstauiiuiAK    sikel   \'%h    Manu- 
rAcn-RTMu  COMPAMT,  Caaiden,  N.  J.     Filed  JvM  3,  1935. 


^nf 


The  trade-mark  consists  of  a  red  hi\\\A  ><howinK  the 
words  "Eaterbrook  Pens'  enclrcliim  the  lateral  facvs  of 
the  box  In  whicli  th*-  \wny  ,irv  i.a'kcd.  n  rt-d  Imrul  a'  ri>>*> 
the  top  of  the  box.  on  which  i»<  rb*-  picture  of  Kl<hurd 
Esterbrook,  the  founder  of  applicant's  business,  the  fac- 
simile   slgaature    "U.    Estertirwoli    k    l  o  ",    tlM    Bumerals 

"1R58"    aiul    thf   won]    "I'-n-*      in    \ix nutlliu'd    in    lilack. 

a  hla<lc  and  gold  bainl  iiaralkl  with  the  last  mentioned 
rad  band  across  fh<«  top  .mil  lateral  faoN  of  th^  t»<n,  to 
gether  with  -.wx  ..nianj^ntal  iIphIkii  parfldllv  corrrlnit  the 
bottom  of  thf  lidx  aii(i  larryiii^  tlo'  fa(niiiiilt»  i^i^'iiature 
"R.  Es*pr6ro«lr  4  Co."  The  r*- pre  sen  tat  ion  of  the  box  and 
all  of  tbe  wurdlnj:  M*o\rn  oD  the  drawing,  fx.opt  R  Eater- 
brook  k.  Co  ",  "KHterltrook  ■  and  appllrant'!"  name,  are 
dlscluiuifd  apart   from    the   uturk   shuwu. 

For   Writing  Pens  of  All  Kinds. 

Claims  use  since  November,  1910. 
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Ber.  No.  367,560.    Bagli  Pbncil  Compant,  New  York,  N.  Y. 
Filed  Jub    :;3,  1935. 

FINE  ARTS 

For  Lead  Pencils  and   KuMx  r   Era.s<r.x 
Clalm^-  ll^'<■  -.irue  1  87«  oa  pencils;  since  February,  1936, 
on  erase r^ 


Ser.  No.  368,368.     Vallby  Fobub  Enveusfb  A  Paper  Com- 
pany, riiiUdelphla,  Pa.     Filed  Aug.  15,  1935. 


OLD  SHPPER 

For  Printing  and   Writing  Papers. 
Claims  use  since  Aug.  8,  1935. 


Ser.  No.  368.628,     David  Kahn,  I.nC.  North  Bergen,  N.  J. 
Piled  Aug.  21,  1985. 

YEAR  ROUND 

F'or  I>ountalD  Pena,  Mechanical  l'eui'il»,  I'eu  and  I'encil 
Sets,  Bubber  Erasers,  Pencil  Leads,  and  Pen  I'oints. 
Claims  use  since  Aug.  2,  1935. 


CLASS  38 

Prints  and   Publications 

Ser,  No,  367,683.     Tooi.<RAjrT  Desicn    Sebvicb,  Inc,  Mil- 
waukee, Wla.     Fil.'d  July  24,  1935. 


DISKS* 

MILWAUKEE,  U'ISCON,SIN 


No  cintra  If*  made  for  thf  words  "IW'slKn  Service,  Inc., 
NfUwaukec.  Wisconsin"  apart  from   the  mark. 

For  Trarinjjs  and  Blueprints,  Sold  to  the  Trade  as 
Such. 

Claims  use  since  Mar.  23,  1935., 


Ser.   No.   368,236.      Natio.nal    ScitNTiric    PoaLiCATiojis, 
Tl»C.,  New  York,  N   Y      nied  Auk.  12,  1935. 

EVERYDAY 

P5YCHDLDCY 


>.-Aj  ^xr 


AMD 


INSPIRATION 


For   Periodical. 

Claims  use  since  Oc;ol>er,   1984. 


Ser.  No.  368.i.'43      Kehnhakp  Uimaxk  Co.,  Inc..  New  Yorir, 


N.  Y.      Filed  Auk'.    lli.  \%\V,^ 


mRGICGRRmS 

For  PrinttMl  Chart  for  Initials.  Monograms,  and  the 
Like  Intended  for  Use  with,  and  Sold  In  ronitdnatlon 
with  Art  Needlework  Products. 

Claims  use  since  July  26,  1985. 


Ser,  No.  368,262.     The  Ldbkichart  Companx,  Cleveland, 
Ohio.     Filed   Aug.    13,    19:i5. 

LUBRICHART 

For  Printed  Charts  Concerning  the  Lubrication  of  Ma- 
chinery,  Motor   Vehicles  and  Aircraft. 
Claims  use  since  Feliruary,   1935, 


Ser.  No.  368,379.    Tar.  Nkw  Jersey  Zinc  Compant,  New- 
ark, N.  J.     Filed  Aug.  16,  1935. 


THE 


ALLOY  Pot 

For   Trade   Paper    Published    at    Irregular    Intervals. 
Claims  use  since  Jan.  27,  1933. 


Ser.  No.  368,573.     The  N«w  Jkbskt  Zrwc  Company,  New- 
ark. N.  J.     FUed  Aug.  22,  193.^. 


THE 


ACTIVATOR 

For  Trad'^    I'aper  I'ubllshed  at  Irregular   intervals. 
Claims  use  since  July  29,   1935. 


CLASS  39 

Clothinf 


Ser.  No.  853,426.    Brown  Durrell  Co.,  Boston,  Mass.,  and 
New  Ywrk,  N.  Y.     FUed  July  2,  1934. 


For  Hosiery. 

Chilms  use  since  Jnne  1.  103-4. 


Ser.  No.  869,994.     Katlon  Incobporated,  New  York,  N.  Y. 
Filed  Jan.  7,  10S6. 

For  Men's  and  Boys'  Pajamas.  Robee.  Dre«8  and  Negligee 
Shirts,  and  Underwear. 

Claims  use  since  December,  1933. 
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Ser.  No.  364.018.    Pltmouth  Wholesale  Dry  Goods  Cob- 
PORATION,  New  York.  N.  Y.     Filed  Apr.  20,  1935. 

V^MlOROfiT 

For  Men's  and  Boys'  DunRarees,  Overalls  and  Coata, 
Work  Shirts  and  I'ants,  I'laysuits,  Sheep  Lined  Coats. 
Bathrobes,  Snow  Suits,  KaiiKoats.  Lumber  Jackets,  Shop 
Aprons,  and  Coveralls  Ma«ie  of  Knitted,  Nette<l  or  Tex- 
tile Fabrics,  Leather  Coats,  leatherette  Shevp  Lined  Coats, 
Suede  Jacket.s,  and  leather  Helmets,  and  Work  Gloves 
Made  of  Leather,  and  <>f  Knitted  and   Woven  Fabrics. 

Claims  use  since  Jan.  1,  193u 


Ser.   No.   364,810.      Locis  J     Bbrcer   &  Sons,   New  York, 
N.  Y.     Filed  May  11,  1935 


<3c^rgson 


For    Men's    and    Boys'    Hats    and    Caps. 
Claims  use  since  Jan    lo,  1933. 


8«r.   No.    365,855.      Saks   k   Compant,    New    York,    N.    Y. 
Filed  June  ti.   19.'?.1 


TH  E 


L(>J?l/vi 


For   Wi^men's  Sport  Hats. 
Claims  use  since  May  -'3,  1935. 


Ser     No.    366.964       Saks   &   Compant,    New    York,    N.    Y. 
Filed  Jaly  3,  1935. 


tevitu  J-cut 


Tbe  Word  "I^st"  Is  rtlsclalmed  except  as 
For    Women'.s    and    Mis-ses'    Shoes    Made   of  Fabric    and 
Leather   and    Combinations  Thereof. 
Claims  use  since  July  1,  1935 

Ser.  No.  367.013.     Yore  Hat  Shop.  Inc.,  New  York,  N.  Y. 

Filed  Julv  .''..  1935 


The  word   "Hats"   Is  disclaimed. 

For   I.rfi(iies'   Hat-« 

Claims  use  since  July,  1932. 


Ser.    No.    867,053.      WRITS   Bwan   UNivoBif*,   inc..   New 
York,  N.  Y.     Filed  June  29,  1936. 


cj\;,e^n 


J&me 


For  Nones'  UnifonM,  UDiform  Dresses.  TTouse  Dresses, 
Porch  Dresses,  sad  Daytime  Frocks. 
Claims  use  since  Apr.  15,  1935. 


Ser.  No.  367,076.  Lossains  MANnrAcrusiNo  Company, 
Pawtucket,  R.  I.  Flle<l  July  8.  1986.  Under  10  year 
proTlso. 

Lorraine 


For  Men's  sad  Boys'  Bolts,  Costs,  Trousers,  Hsts  snd 
Caps  ;  Ladles'  snd  Girls'  Outer  Skirts.  Suits,  Costs,  Outer 
Wslsts,  Hats;  Children's  Rompers,  Dresses,  snd  Suits. 

Claims  u.se  since  June.  1882. 


Ser.   No.   367.429.     B.   Altman   k.  CO.,  New  York,   N.   Y. 
Filed  July  18,  1936. 


For  Maldi'  Uniforms  and  Other  Wearing  Apparel  for 
Women,  Misiies,  and  I'hildren  as  Follows — Fabric  Gloves, 
Pajamas,  Robes  for  Personal  Wear,  Sun  Suits,  Play 
Suits,  Shorts,  Blscks,  Bloosea,  Dresses.  Costs,  Suits, 
snd  Wrsps. 

aalms  use  since  May  19,  1985. 


Ser.  No.  367,508.     Model  Brassiehe  Oi.   inc.,  Brooklyn, 
N.  Y.     Filed  July  20.  1935. 


For  Girdles.  Brassieres,  and  Corset  Brassl^rca. 
Claims  use  since  July  12.  1980. 


OCTOBEB  8,  1935 
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Ser.    No.    367.651.      The    Weisbaum    Bros.    Broweb    Co., 
Cincinnati,    Ohio.      Filed   July    22,    1935. 


TAADE 
HAND 


The  words  "Made  by  Hand"  are  disclaimed. 
For  Neckties,   Mufflers,    Pajamas,   Bathrobes.   Lounging 
Robes. 

Claims  ose  since  July  1,  1934. 


Ser.  No.  867,562.    Franklin  Simon  k  Co.  Inc..  New  York. 
N.  Y,    Filed  July  23,  1938. 

DtBSTfPS 

For  Women's,  Misses',  and  Children's  Dresses,  and 
Men's,  Women's,  Misses',  and  Children's  Leather  and 
Fabric  Shoes. 

Claims  use  since  July  15,  1930. 


Ser.    No.   867,819.      Cincinnati    Garments,   Inc.,   Cincin- 
nati, Ohio.     Filed  July  30,  1936. 


The    word    "Frocks"    is    disclaimed. 
For    Frocks    for    Women    and    Misses. 
Claims  use  ^ince  Jane  17.  1885.  jfcl'l 

PI 


Ser.  No.  367,898.  William  Cowan,  doing  business  as 
Cowan  Neckwear  Co.,  New  York.  N.  Y.  Filed  Aug.  1, 
1936. 


Ser.  No.  367.715.     Franrose  Dress,  Inc..  New  York,  N.  Y. 
Filed  July  26,  1935. 


M, 


St, 


4 


Tt, 


For  Lodles'  Wearing  Apparel — Namely,  I>re8»--e8  and 
Bults,  Ladles'  Blouses  and  Skirts,  Coats  and  Evening 
Wraps.  Lounging  Pajamas,  Negligees  and  Underwear. 

Claims  use  since  June  1,  1935. 


The  word  "Novello"  is  disclaimed  apart  from  the  mark. 
The  portrait  Is  fanclfal. 
For  Neckties. 
Claims  Qse  since  June,  1934. 


Ser.  No.   368,006.     J.   C.    Pbnnm   Company,   New   York, 


N.  Y.     Filed  Aug.  5.  1935. 


Ber.    No.    867,796.      The   La    Resista   Corsbt   Company, 
Bridgeport,    Conn.      Filed    July    29,    1935. 


ArrZSac^ 


A  TRYON   IS  WORTH  A  THOUSAND  "WORDS 


The  words  "A  Try-On  Is  Worth  a  Thousand  Words" 
are    disclaimed    apart    from    the    mark. 

For  Ladits'  Corsets,  Corselets.  Girdles,  and  Combina- 
tion Foil ndiit ion  Under-Garments  Comprising  Combina- 
tions of  Two  or  More  of  the  Following :  Brassiere  or 
Bandeau.  Girdle,  Corset  or  Corselet  and  Underdiawers 
or  Bloomers. 

Claims  use  since  July  10,  1986. 


irrajinc 


For  Ladies'  and  Misses'  Frocks. 
Claims  use  since  July  25.  1935. 


Ser.    No.    368,278.     Abk    Weinbero,    doing    business    as 
Maiden  Fair  Co..  Allentown,  Pa.     Filed  Aug.  13.  1985. 


For  Men's,  Women's,  and  Children's   Underwear. 
Clsims  use  since  Jan.  31,  1925. 
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Ser.    No.    368,305.      NOBTHiiONT     IIosikhy     Co«po«ation, 
Reading,   Pa.      Filed  Atig.   14,   1»35. 


c^Lcynje^ 


For  Hosiery. 

Claimd  use  since  Aug.  5,  193S. 


Ser.   No.   368,405      Is.*.\c  (iiN.sBEBO   &  Bros.,  New   York, 
N.  Y.      Filed  .\.ug.  17,  1935 

PICC€LIN€ 


For  Lndles'  Dresses  and  Blouses 
CUlms  use  t^lnce  July  29.  1935. 


Ser.  No.  3«8,52l.     Kly  &  Walkch  Dht  Goods  Compact, 
8t.  Louis,  Mo.      Filed  Aug.  21,  1935. 


""        SdoosO 

For  Men's  and  Boys'  Hats  and  raps. 
Claims  use  sincp  June  1,  19S3. 


CLASS  40 


Fancy  Goods,   Furnishings,  and   Notions 

8er.  No.   36S.145.      Natio.v.4l   .\cxiliahy   r.viT«D  Spasish 
War  VETKBANg,  Washington,  D.  C.      Filed  Aug    9,  1935 

For  Artificial  Flowers. 

Claims    use   since   July    16,    1935. 


CLASS  42 


Knitted,   Netted,   and  Textile  Fabrics 

Ser.  No.  361.057      Thb  Kindall  Company,  Wtlpole.  Mass. 
Filed  Feb.  5,  1935. 

KRISPUN-K 

For    Interlinings   and    Stlffener    Fabrics    the    Base    Ma- 
terials for  Whkh  Are  Chleflj  Cotton. 
Claims  uae  since  Jan.  17,  1935. 


Ser.  No.  .387,195.      Makhhau.  Fiblo  k.  Compant,  Chicago, 
111.      Filed  July  12,  1985. 


PROMENADE 


For  Silk,  Cotton,  and  Woolen  Piece  Oooda. 
Claims  use  since  Ort.  10,  1922. 


Ser.  No.  367,232.     Ci)H5  Hall  Maex  Co.,  New  York.  N.  T. 
Filed  July  13,  1935 


The  drawing  is  lined  for  red  and  blue. 
Yqt    Flat    Woven    Plere    Goods    of    Silk,    I.inen.    Cotton, 
Rayon.    Wool,  and  Mixtures  Thereof. 
Claims  use  since  Aug.  1,  1933 


Ser.    No.    367,982.     A     WiMprnKiMiR    A;   Bbo.    Ixc.,   New 
York,  N.  Y.     Filed  Auk    3,    1935. 


F'or  CriishReslstaBt   Velvets 
Claims  use  since  July  12.  1935 


Ser.  No.  36S.372.     John  B    Ellison  &  Sosis.  Philadelphia, 
Pa       Filed  Aug.   16,   1935. 

J-B-EASE 


F"or  Fabric  Particularly  .\dapted  to  the  Making  of  Backs 
of  Men's  Vests. 

Claims  use  since  February,  1935. 


Ser.    No.    368, 79«.     BBNNrrr    Mills,    Inc..    Philadelphia. 
Pa.      Filed  Aug.   29,   1935 

BENDURE 


For  Velvets  in   the  Piece. 
Claims  use  since  Aug.  10,  1930. 


OCTOBEB  8, 1895 
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CLASS  43 

Thread    and    Yarn 
Ser.  No.  367,895.     Fhankli.*!   Rayon  Corporation,  Provi- 
dence, R.   I.      Filed  Aug    1.   1935. 

D I S  D YE 


For  D\t>d   Thread   and   Yuru 
Claims  use  since  July   19.  1935. 


CLASS  44 


Dental,    Medical,    and    Surgical    Appliances 

Ser.  No    362, 93S      Thi  Bay  Company,  Bridgeport,  Conn. 
Piled  Mar.  25,  1935. 

FILMET 


For  Absorbent  Gauee 

Claims  use  since  Feb.  1,  1935. 


Ser.  No.  366,780.     Silvolin*  Dk.ntal  Pboddcts  Co.,  San 
Francisco.  Calif.     Filed  Jane  28,  1936. 

SiLvoLinc 

For  Chemical  Compound  Markited  in  Powdered  as  Well 
as  Semi-Liquid  Form  and  Used  in  the  Manufacture  of 
Dentures. 

Claims  use  since  Mar.  15,  1935. 


CLASS  45 

Beverages,   Nonalcoholic 

Ser.  No.  365,384.  Naamloo**  Vknjiootschap  Bbandebt- 
DiSTiLUCCBDKRT — A.  Daalmbttb,  Schiedam,  Nether- 
lands.    Filed  May   25,   1935. 


#> 


For   Non-Alcoholie     Mairlecs     Beverages    Sold    as    Soft 
Drinks,  and  Syrups  and  Kxtra<tf  for  Making  the  Same. 
Claims  use  since   l89o 


Ser.    No.   866,335.     Cabbll  Bh«ckinrido»    Pobtkb,  doing 
business  as  Porter  Products  Co.,  BaCTalo,   N.  Y.     Filed 

June  18,  1935. 

M  □  N  5 

For  Non-Alcohollc  Maltlfss  Fruit  Syrups  and  Juices  for 
Making  Soft  Drinka,  and  as  Mlxera 

Claims  use  since  Apr.  1.   1938.  ,.^ 


ber.    No.   3«7.9hrt.     Bakkr  Extract  Compant,  SprlngfteM. 

Mass.      riled   Aug.    5,    1935. 


For  Root  Beer  Extract. 
Claims  use  since  June  14,  1935. 


Ser.    No.    368,835.      Cltws    D.    Berger,    Gettysburg,    Pa. 
Filed  Aug.  30,  1935. 

KATALYSIXE 

For    Natural    Mineral    Water. 
Claims  use   Mnce   Feh     1,    1865. 


CLASS  46 

Foods  and  Ingredients  of  Foods 

Ser.  No.   356.369      The   Rath   Pa*  kin.  Compa.nt,  Water- 
loo,  Iowa.     FiU-d   Sept.   24     1934. 


The  drawing  is  lined   for  purple. 

For  Canned  Corn  Beef  and  Coriied  Beef  Has*. 

Claiiu^   use   ninre    Sept.  6,   1»32. 


Ser.  No.  366,370.     Tub  Rath  Packing   CompanT,  Water- 
loo, Iowa.     Filed   Sept.  24,  1934. 


The  drawing  Is  lined  for  green. 
For  PkUed  Meat  Loaf. 
Claims  use  since  Oct.   24.  1932. 
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Ser.   No.    361,104.      Mcsher    Podndatiow   Incorporattd, 
New   York,    N     Y       F\W<\    Feb    6.    1935 

LARSOY 

For  Shortenini:   Product   Ponslstlnjf    of   Lard   and   8oy« 
Bean   Flour. 

Claims  use  since    Oct.   3.    1934. 


S«r.    No.    .ini.lOS.      MrsHKR    Folndation    Incorporated^ 
New   York,    N.   Y.      Fil^d    F^b     6,    1935. 

VEGSOY 

For    Shnrfpnlng  Prodnrt   PrtnsiHtlng  of  VegPtable   Short- 
ening ami   Soya   Ht^aa   Flour 

Claim-)    n-i*-   since  Nov.   1,   1934. 


8«r.  No.  361, 80>^,     The  Kroibr  Gki)cery  &  B.^kino  Com- 
PANT.    Cincinnati.    Ohio.      Filed    Feb.    25,    19.35 

miH 

The    word    "Krlsp"    is   disclaimed   apart    from    the  word 
"Kwlclc-. 
For    Bacon. 
Claims  u.se  jiiiice    Feb.    12,   1935. 


Ser.  No.  365.199.  Akthub  S.  Holdbx,  doing  buRlness  aa 
Gavilan  Citrus  AsBOciatloo,  Arlington,  Calif.  Filed  May 
21.   1935 


EBUflMrvi 


For  Fresh    Citrus  Fruits. 
Claims  u.«te  since  Jan.  1,  1919. 


Ser.  No.  365.212.     Old  Mission  Packing  Corp.,  Ltd.,  San 
Diego,   Calif.      FilM  May    21,  1935. 


The  mark  rcnsisrs  uf  rh^  name  and  representation  of 
Cortex  the  farrmus  conqueror  of  Mexico. 

No  claim  is  mnde  to  the  representation  of  a  portion 
of  the  label  jxr  se. 

For  Canned  Food  Products — Namely,  Canned  PImlentos. 

Claims    nae   since    1926. 


Ser.  No.  366,376.     Schdlbr  Pt»TATo  Chip  Compant^  Inc., 
RochMter,  N.  Y.     Piled  June  19,  1936. 


The  drawing  is  lined  for  red.     The  worda  *'Maker«  of 
America's   Finest"   are   diaclaimed. 
For    Potato  Chip*. 
Claima  aae  aloce  May  15,  1929. 


Ser.    No.   367,016.      Baltimo««   Wholksali  Qrocbit  Co., 
Baltimore,  Md.     Filed  July  6,  1935. 


For    Pancake   Flour,    Wheat    Flour,   Breakfast   Cereals, 
Canned  Fruits,  and  Canned  Vegetables. 
Claims   use  since  1898. 


Ser.   No.   367,017.     Baltimobe   Wholbsalb  Qroccbt  Co., 
Baltimore,  Md.      Filed  July  6,  1935. 


® 


GAYLABEL 


For  Canned   Fruits   and    Vegetables^ 
Claims   use   since    1931. 


0cT(»Eit  8,  ino 
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Ser.  No.  A67,018.     Bbllbtiule  Cheddar  Cheesb  Limitk). 
Belleville,  Ontario,  Canada.     Filed  July  6,  1936. 


The  words  "Belleville.  Ontario,  Canada,  Canadian  Ched- 
dar Cheese,  Shelf  Cured,  Brand"  are  disclaimed. 
For  Cheese. 
Claima  use  since  June  24.   1935. 


Ser.    No.    367.216.      Stielb-Wedelbs    Company,    Chicago, 
111.     Filed  July   12.  1935. 


l4EAL-TlME 


For   Canned    Dog   Food. 
Claims  use  since  April.  1933. 


Ser.    No.    367,341.      IV)yi.k    Packing    Company,    Los    An- 
geles, Calif.,  and  Momence,  HI.     Filed  July  16,  1935. 


For  Canned  Dog  and  Cat  Food. 
Claims  u<3e  since  July.   1932. 


Ser.    No.    367,506.      Gbavtmasteb    Company,    Inc.,    Long 
Island  City,  N.  Y.     Filed  July  20,  1935. 


\ 


GR^VY 


MASTER 


The  word  "Gravy"  Is  disclaimed  apart  from  the  mark 
as  shown. 

For  Flavoring  Extract  for  Soups,  Sauces,  Gravies,  and 
Stews. 

Claims  use  since  July   15,   1035. 


Ser.  No.  367,570.     Lbveb  Brothers  Company,  Cambridge, 
Mass.     Filed  July   23,    1935. 


The  drawing  Is  lined  and  stippled  for  dark  and  ll^t 
green.  No  claim  Is  made  to  the  representation  of  a  lat>el 
or    wrapjJer    per    se. 

For    Vegetable   Shortening. 

Claims    use   since   Jan.    3,    1933. 


Ser.  No.  367.571.     Lever  BRothkbs  company,  Cambridge, 
Mass.     Filed  July   23,    1935. 


^ 


IS 


"g';**'^"'l'!'»?wV'''" 


i: 


iHl 


The  drawing  Is  lined  and  stippled  for  dark  and  light 
purple.  No  claim  Is  made  to  the  representation  of  a  label 
or  wrapper  per  se. 

For  Vegetable  Shortening. 

Claims  use  since  June  27,   1935. 


Ser.  No.  367.572.     LKver  Brotuebs  company,  Cambridge, 
MasK.      Filed    July    23,    1935. 


Spry        '-:.    C^.wy-^      **^ 


The  drawing  is  lined  and  stipple«1  for  dark  and  light 
green.  No  claim  Is  made  to  the  representation  of  a  ]abel 
or  wrapper  per  se. 

For    Vegetable    Shortening. 

Claims  use  since  June  27,  1936. 

Ser.   No.   .367,665.     Robt.    .\.   Johnston   Co.,    Milwaukee, 
Wis.      Filed    July    25,    1935. 

For  Candies,  and  Particularly  Chocolate  Candies. 
Claims  use  since  July  12,   1935. 
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8er.  No.  367.rt<J7      K  a  U  Bakehy,  inc.,  Brooklyn,  N.  J. 
Filed   Julj   25.   1935. 


All  wording  e^rept   "K  *  O"  is  declaimed  apart  from 
the  mark.     The  drawing  is  lined  for  red  and  blue. 
For   Bread    and    Rolls. 
Claims    use    since    January,     lt»28. 


Ser.    No.    367,769       1'isick    *    Ford   Ltd.    Incobporatxo, 
New  York,  N.  Y       Filed  July   27,   19.35. 


TeirTTWTwnrni 


No    claim    1h    ma'lp    to    the    representation   of    the    label. 
The   drawini?   is   litied   for   blue  and  red. 
For    Crystal    White    Table    Syrup. 
Ctalrri!.    nse    since    Juae   6,    1933. 


8«r.    No.   367,770.      rt^fiCK    ft    Ford    Ltd.    Incokpobatid, 

New  York.  N    Y       Filed   July  '27.    ID.'i.'i 


No  claim    It   made    to    the    representation   of   the   label. 
The  drawlBi;  Is  lln^d  fur  bine  and  red 
For   Golden    Table    Syrup 
Claims    use    since  Jane  6,    1935. 


Ser.  Na  3«8.0*.'l.     A8td«ia  ft  I'lxjrr  souxB  Caxmno  c'om- 
PANT,  South   Hellliitibani,   Wash.     Filed  Aug.  6.   19.'i5. 

COLD  SPOT 


For  Canned  Fish. 

Claims  use  since  May  2S,   1»3S. 


Ser.  No.  3«8,025.  A  M.  Bebrb.  doing  business  as  A.  M. 
Beebe  Company,  San  FranolHCo.  c'allf.  Filed  Aug.  6, 
1935. 

CAL-KING 

For  Canned   Fruits,   (  antieil    v.'k:tialde  Juices  for  Food 
Purposes,    Tomatu    Catsup 

Claims   use   since    Aujcunt.    19.^4. 


Ser.  No.  368.136.     Kitchks  Ikodcctb,  Inc.,  Chicago,  111. 
Piled   Aug.   9,   1935. 


For    Canneil    VexetaOles. 
Claims  use  since  July   17,   1980. 


CLASS  47 


Wines 

Ser.   No.   342,490.     Johan.nbh  \    rrrcRSBN  ft  CO.,   Ham- 
burg, Germany.     Filed  Oct.  14,  1933. 


For  Wines. 

Claims    use    bioce    Ftb     a,    190G. 


Ser.   No    :'.68  unn.      Fhi  it   Indcst«h«,  TiTD.,  I.a«  Angeles, 
Calif.     Filed  .\UK    7,   19,35 

La  Perla 


For  Wln€«. 

Claims   use  since   May    19     1983. 


Ser.  No.  86M0S.     GaiSTrot  Baos    INr  .  New  York,  N.  Y. 
Flle<l  Aug    S.  1935. 

GRISDALE 


For  Wines. 

Claims  use  since  June  la,  1935. 


OCTOBKK  h,  1U35 
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8er.  No.  368.123.      Hiscbclia    Hkothv.hs.   San  Jose,  Caltf. 
Filed  Aug    9.  1935. 

SILVER  CUP 


For  Wines. 

Claims  use  since  Jan.  2,  1935. 


Ser.  No.  368,124.     Biscbolu  Brothebs.  San  Jose,  Calif. 

Filed    .\UK.   0,    1935. 

ST.  HELENA 


For    Wines. 

Claims  use  since  Jan.  2,  193S. 


CLASS  49 

Distilled    Alcoholic    Liquors 

Ser.    No.    853,561.      Canadian    Whiskkys,    Incorporated, 
Rochester,  N.  Y.     Filed  July  6,  1934. 


HISKEY 


The  words  "Old  York"  and  "Whiskey"  are  disclaimed 
apart  from  the  mark  shown.  The  drawing  Is  lined  for  red 
and    blue. 

For  Straight  Rye  Whiskey,  Straight  Bourbon  Whiskey, 
and  Straight  Canadian  Whiskey. 

Claims  trse  since  June  13,  1934. 


Ser.  No.  361.682.     Bernardo  de  la  Gcabdu,  New  York, 
N.  Y      Filed  Feb    21.  19.35. 


*LN®UA¥ 


For  Rum. 

Claims  use  since  Nov.   1,  1984. 


Ser.  No.  362,400.    Booth's  Distilleries  Limited,  London, 
Knsrlnnd.     Filed  Mar    12.   19.35. 


ENCORE 


For  Whisky. 

Claims  use  since  1876. 


Ser.  No.  366,062.     Martell  ft  Co.,  Cognac,  France.     Filed 
June  11,  1935. 


MARTI  LL 


.A^i^ 


For  Brandy. 

Claims  use  since  Feb.  18,  1933. 


Ser.  No.  366,285.     Lionel  Distilled  Products  Inc.,  Chi- 
cago, la     Filed  June  17,  1985. 


For  Whiskey. 

Claims  use  since  Nov.  27.  1934. 


Ser.  No.  368,182.     Park  ft  Tilpord  Distillers,  Inc.,  New 
York,  N.  Y.     Filed  Aug.  10,  1935. 


KENTUCKY  BRED 


For  Whiskey. 

Claims  use  since  July  15,  1934. 
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Ser.   No.   368.800.     Distillebs   Bba.nos,  Inc.,  CioclQiuiti, 
Ohio.      Filed   Aug.   29.  1935. 

Noble's 

PRIDE 


For  Whiskey, 

Claims  use  since  January,  1935. 


Ser.    No.   368,942.     Mohawk    Liqubc*   Corposation,    D«. 
troit.  Mich.     Filed  Sept.  8,  1935. 


Ahsnn 


For  Alcoholic  Cordlali. 

Claims  use  s1qc«  Aug.  14,   1986. 


TRADE-MARK  REGISTRATIONS  GRANTED 


[ACT  OF  FEBRUARY  20,  1905] 
OCTOBER  8,  1935 


328.776.  CANNED  FRUIT,  CANNED  VEGETABLES. 
AND  CANNED  FISH.  Habcocbt-Gbkne  Co.,  San 
Francisco,  Calif. 

Filed  June  10,  1935.     Serial  No.  366.002.     PUBLISHED 
JULY  30.  1935.     Class  46. 

328.777.  FRESH  VEGETABLES.  PACIFIC  Pbodccb  Dib- 
TK1BUTOR8.  INC.,  San  Jose,  Calif. 

Filed  May  31.  1935.     Serial  No.  365.660.     PUBLISHED 
JULY  30,  1985.     Class  46. 

328.778.  PREPARATION  FOR  SOOTHING  AND  HEALr 
ING  MUCOUS  AND  CUTANEOUS  SURFACES. 
Tang  Laboratobies.  Los  Anceles,  Calif. 

Filed  April  16.  1935      Serial  No.  363.765.     PUBLISHED 
JULY  80,  1935.     Clasa  6. 

328.779.  LADIES'  PANTIES.  L.  4  8.  BbbnStbin  IN- 
CORPORATBD.  New  York.  N.  T. 

Filed  April  16.  1936.     Serial  No.  363.796.     PUBLISHED 
JULY  23.  1935.     Class  89. 

828,780       CANNED    FRUITS.    CANNED    VEGETABLES. 
The  Packwbll  Corporation,  Oakland.  Calif. 
Filed  April  23.  1934.     Serial  No.  350.352.    PUBLISHED 
JULY  30,  1935.  iClaas  46. 

328.781.  BRANDY.  The  Weideman  Co.,  Cleveland, 
Ohio. 

Filed  April  27,  1934.     S.rial  No.  360,614.    PUBLISHED 
JULY  17,  1984.     Class  49. 

328.782.  CLEIANINO  PREPARATION  FOR  UPHOL- 
STERY, FURNITURE.  CARPETS,  DRAPERIES, 
TAPESTRIES,  AND  OTHER  FABRICS.  HAVING 
INCIDENTAL  DEODORIZING  PROPERTIES. 
Samuel  Stbulbaro.  doing  business  as  Mystic  Foam 
Co..  Cleveland.  Ohio.  a^Blgnor,  by  mesne  assignments. 
to  The  Mystic  Foam  Company,  Cleveland.  Ohio,  a 
corporation  of  Ohio. 

Filed  May  3.  1934.      Serial  No.  360.873.     PUBLISHED 
JULY  2.  1085.     Class  4. 

328.783.  PSYLLIUM  BASE  PREPARATION  FOR  USE 
AS  A  MECHANICAL  LAXATIVE  AND  AS  A  MEDI 
UM  WHEN  COMPOUNDING  PRESCRIPTIONS  FOR 
THE  CORRECTION  OF  INTESTINAL  DISTURB- 
ANCES. Laboratory  Spbcialty  Company,  Cincin- 
nati, Ohio. 

Filed  June  8.  1934.     Serial  No.  352.441.     PUBLISHED 
AUGUST  28,  1934.     aass  6. 

328.784.  WOMEN'S,  MISSES'.  AND  CHILDEN'S  WEAR- 
ING APPAREI.— NAMELY.  SUITS.  DRBSSES, 
COATS.  OUTER  SKIRTS.  UNDERSKIRTS. 
BLOUSES.  JACKETS,  ETC.  Locan  Garment  Com- 
pany. Logan.  Utah. 

Filed  July  30,  1934.     Serial  No.  364.444.     PUBLISHED 
JULY  80,  1985.     Class  39. 

328.785.  STOVES,  LIGHTING  LAMPS.  AND  SOLDER 
ING  LAMPS  USING  PETROLEUM,  BENZINE,  OB 
ALCOHOL  AS  FUEL.  Aktikbolaoet  Radius,  Tellus 
bor„,    near    Stockholm,    Sweden. 

Filed   September   1.    1J)34.      Serial   No.    855,665.      PUB- 
LISHED JULY  30.  1935.     Class  34. 

328.7S6  MACHINES  FOR  PERMANENTLY  WAVING 
HAIR.  AND  EQUIPMENT.  CONSISTING  OF  ELEC- 
TRICAL HEATERS,  SPACERS,  CURLING  RODS. 
FELTS.  SMOOTHING  PINS.  SHIELDS.  CLIPS. 
HAIR  DRYERS.  PERMANENT  WAVING  PADS. 
WIRE  ADAPTORS,  AND  INSULATING  SHIELDS. 
National  Mineral  Company.  Chicago,  111. 
nied  September  24,  1934.  Serial  No.  356,361.  PUB- 
LISHED JULY  30,  1936.     Class  44. 


328.787.  CANNEJD  CORNED  BEEF  HASH.  The  Rath 
Packing  Company,  Waterloo,  Iowa. 

Filed   September  24.   1934.      Serial  No.   356.377.     PUB- 
LISHED JULY  30.  1935.     Class  46. 

828.788.  WHISKEY.  Edwabd  Dea.n8  Impobtino  Co., 
INC.,  New  York,  N.  Y. 

Filed   September  28.   1934.     Serial  No.  356.616.     PUB- 
LISHED AUGUST  6.  1935.     Class  49. 

328.789.  GOLF  BALI^.  GOLF  BAGS.  GOLF  STICKS. 
BASEBALLS,  BATS,  GLOVES.  MITTS,  MASKS.  LEG 
AND  CHEST  PROTECTORS,  AND  FOOTBALL 
EQUIPMENT— NAMELY.  FOOTBALLS,  MASKS. 
GOALS,  AND  PROTECTIVE  PADS — DOLLS  ;  ARCH- 
ERY EQUIPMENT— NAMELY.  BOWS  AND  AR- 
ROWS. TARGETS.  BASKh-aHALLS  AND  BASKETS, 
TENNIS  BALLS,  TENNIS  RACKETS.  NETS  AND 
MARKERS.  SLEDS.  TOY  WAGONS,  VELOCIPEDES. 
LACROSSE  RACKETS,  AND  HOCKEY  CLUBS. 
Edoab  Rice  Burroughs,  Inc.,  Tarzana,  Calif. 

Filed    October    17,    1933.      Serial    No.    342,678.      PUB- 
LISHED AUGUST  6,  1936.     Class  22. 

328.790.  BRANDY.  Dibtillebs  Distbibutinq  Corpora- 
tion, San  Francisco,  Calif. 

Filed   February    ^0.    1934.      Serial   No.    847,213.      PUB- 
LISHED JULY  30,  1935.     Class  49. 

328.791.  MEN'S  AND  BOYS'  PAJAMAS,  SUITS,  PANTS, 
SUEDE  JACKETS,  SUEDINB  JACKETS,  MELTON 
JACKETS,  LEATHER  AND  LEIATHERETTE  COATS, 
CAPS.  HATS,  HOSIERY,  DRESS.  NEGLIGEE,  AND 
WORK  SHIRTS,  AND  UNDERWEAR.  Plymouth 
Wholesale  Dry  Goods  Corporation,  New  York, 
N    Y. 

Filed  May  27,  1935.     Serial  No.  365,478.     PUBLISHED 
JULY  30,  1935.     aass  39. 

328.792.  E^SSENTIAL  OILS.  FLAVORING  EXTRACTS. 
AND  FOOD  SPECIALTIES  USED  BY  BAKERS. 
CONFECTIONERS,  ETC.  Willmark  Corporation, 
New  York.  N.  Y. 

Filed  June  13.  1935.     Serial  No.  366.181.     PUBLISHED 
JULY  30,   1935.     Oass  46. 

328.793.  HOSIERY.  Elwood  W.  Walton,  doing  buBl- 
aa  Walton  Knitting  Mills,  Hickory,  N.  C. 

Filed  May  27,  1935.     Serial  No.  365,496.     PUBLISHED 
JULY  30.  1935.     Class  39. 

328.794.  ARTICLES  OF  CLOTHING  —  NAMELY, 
SCARVES.  ANDREW  Babon,  Limited,  Manchester, 
EnKland. 

Filed  May  28,  1935.     Serial  No.  366,504.     PUBLISHED 
JULY  23,  1935.     Class  39 

328.796.       MECHANICAL       LUBRICATORS       OF       THE 
FORCE  FEED  TYPE.    Nathan  Manufacturing  Com- 
pany, New  York,  N.  Y. 
Filed  May  28,  1936.     Serial  No.  366,623.     PUBLISHED 

JULY  30,  1936.     Class  23. 

328.796.  LADIES'  DRESSES.  Nat  Rosin,  Los  Angeles, 
Calif. 

Filed  May  28,  1935.     Serial  No.  866,629.     PUBUSHED 
JULY  23,  1936.     Class  39. 

328.797.  LADIES'  HATS.  Febbeb  Millinebt  CO.  Iwc., 
New  York,  N.  Y. 

Filpd   February   28,    1935.      Serial   No.   361.954.      PUB- 
LISHED JULY  30,  1935.     Class  39. 

328.798.  CONCENTRATE  OF  COD  LIVER  OIL. 
Health  Products  Chrporation.  Newark,  N.  J. 

Filed    February   28.    1936.      Serial   No.   361,748.      PUB- 
LISHED APRIL  23,  1935.     Class  6. 
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328.799.  LADIES'  DRBSSES,  COATS.  AND  SUITS. 
L.  A  L.  MANLrACTCBiNo  COMPANY,  DalJaa,  Tex. 

Filed    Febnjarj-   21.    1935.      Serial    No.   361.681.      PUB- 
LISHED JL'LY  30.  1935.     OaSB  39. 

328.800.  GOLF  BALLS.  Bloominodali  Bb08.,  Imc..  N*w 
York.  N.  Y 

Filed    February    18.    1935.      Serial   No.   361.499.      PUB- 
LISHED AUGUST  6.  1935.     Class  22. 

328.801.  GOIJ"  BALLS,  Blo^minudali:  Bkos.,  Ikc,  New 
York.  N    Y. 

t^led    February    18.    1935.      S«rlal    No.    3«1.4»8.      PUB- 
LISHED AUGUST  6.  1985.     Cla.ta  22. 

328.802.  ACOUSTIC  80UNni'R""F  WALL  STRUC- 
TURES, I'ANELS.  WALL  AND  i'ElLLNtJ  BOARDS 
AND  EQUIVALENT  MEANS  USED  IN  THB  CON- 
STRUCTION OF  WALLS  AND  ENCLOSURES  IN  A 
MANNER  TO  RENDER  THE  ENCLOSURES  SUB- 
STA.NTIALLY  REVERBERATION-PROOF.  Paul 
M.  Hebkwaoe.v,  dotn?  bii.«ln<»sH  as  He«"rwaKeB  Acous- 
tic Dfooration  Company,  FajelteviUe.  Ark. 

FUed    February    6.    1935.      Serial    No.    361.052.      PUB- 
LISHED JUNE  4.  1936.     Class  12. 

328.803.  CORDIALS  — NAMELY,  CHERRY  AND 
BRANDY,  PEACH  AND  BRANDY.  APRICOT  AND 
BRANDY,  BLACKBERRY  AND  BRANDY.  AND 
TRIPLE  SEC.  The  Hambcrgkr  Compant.  Chicago, 
111. 

Pned    February    4,    193.5.      Serial    No.    361,016.      PUB- 
LISHED AUGUST  6,  1935.     Class  49. 

328.804.  LADIES'  AND  CHILDREN'S  SLIPS.  Sbt- 
MODR-AvERV    .Mancfactcbinq   COMPANY,  Chicago.   III. 

Pitf>d    January    28.    1935.      S*^rlal    No.    360,799.       PUB- 
LISHED   JULY    30,    1935.      Class    39. 

328.805.  EMPTY  SACHETS:  RUFFLINGS ;  EDGINGS: 
BINDINGS  :  FRINGES  :  HANDKERCHIEF  CASES. 
HOSIERY  CASES.  AND  LINGERIE  CASES  MADE 
OF  TEXTILE  FABRICS  AND  LACE;  NIGHTGOWN 
YOKES;  AND  BUCKLES  INTENDED)  FOR  PER- 
SONAL WEAR  AND  NOT  MADE  OF  PRECIOUS 
METAL.    James  McCitchbon  &  Co.,  New  York,  N.  Y. 

Filed    January    22.    1935.      Serial    No.    860.572.      PUB- 
LISHED JULY  30.  1935.     Class  40. 

328.806.  CANNED  FRUITS  AND  CANNED  VEGE- 
T.\BLES  —  NAMELY,  PEAS.  BEETS.  SAUER 
KRAT'T.  .\ND  CHERRIES  The  I^h.sen  Company. 
doiog  busineds  as  Tbe  Wm.  Larsea  Canning  Co.,  Green 
Bay.  Wis. 

F1I«^<1    January    21,    1935.      Serial    No.    360.479.      PUB- 
LISHED MARCH  12,  1935.     Class  46. 

328.807.  BATH  MATS.  LID  COVERS.  STOOL  COVERS, 
RUGS  AND  CHENILLE  PIECE  GOODS.  Callaway 
Mir.r..s.   Lagrange,  Ga 

Piled    January    12.    1»35       Serial    No.    860.166.      PUB- 
LISHED JULY  30,  19.55.     Class  42. 

328,808  DRIED  VKGET.^BLES  SUCH  AS  LIMA 
BEANS.  MARROW  BEANS.  LENTILS.  GREEN 
SPLIT  PEAS,  YELLOW  SPLIT  PEAS,  TEA  BEANS  ; 
VEGET.XBLES  I.V  C.\NS  AND  IN  GLASS  ST  CH  AS 
ASPARAGUS,  ASP.ARAGUS  TIPS,  LIMA  BEANS, 
GREEN  STRING  BEANS.  ETC.  Ghistede  B«08. 
INC.,  New  York.  N.  Y. 
Filed  January  l.").  1935  Serial  No.  360.276.  PUB- 
LISHED JULY  30,  1935.     »la«8  48. 

328.809.       WHISKEY.      Hates    Distillehiis.    INC..    Los 
.\ncples.   Calif. 
Fll.d    l>.>cpmb.'r   31.    19.34       .Serial    No.    359,795.      PUB- 
LISHED AUGUST  6.  1935      Class  49 

328.810  SHOES  AND  SLIPPERS  FOR  MEN.  WOMIN 
AND  CHILDREN  MADE  OUT  OF  LEATHER,  FAB- 
RIC. AND  COMBINATIONS  THEREOF  Jack 
SMrTH,  flolne  hu<«1ne««  as  Bot^ton  Shoe  Company,  Low 
.Aniseles.  TdHf 
Fllfd    Noremher   2«V    1«»34        Serial   No.    858,659.      PITB 

LISHED  JULY  ."^0.  19.^5      Class  .W. 


328.811.  LUBRICATING  OILS  AND  LUBRIC.\TINO 
GREASES.  Boois-HoovEE  I'KTaouiuM  Cuspokation, 
Chlcajfo,  111. 

Fll^'d   November   10,    1934.      Serial   No.   358.086.      PUB- 
LISHED APRIL  2.  1935.     Class  15. 

328.812.  COIN  CONTROLLED  AMUSEMENT  APPA- 
RATUS. John  F.  Metir.  doing  business  as  Exhibit 
Srrpply  CN>mp«nT,  Chicago,  111. 

Fllwl    Oct<>b«?r    2«.     1934        Serial    .No.    357.641.      PUB- 
LISHED DECEMBER  11,  li»34.     Class  22. 

328.813.  WINES.  Champaoni  AtALx  (gociftrA  AMO- 
nymb).  Ay,  Marue.  France. 

Filed    October    25.    1934.       Serial    No.    357,488.      PUB- 
LISHED JULY  80.  1935      Class  47. 

328.814.  IK)LLS,  lOSTUMBS  FOR  DOLLS,  PARTS  OF 
COSTUMES  FOR  DOLLS,  AND  DOLLS'  WIGS. 
lOBAU  NOVELTY  4  TOY  COMPANY.  Brooklyn,  N.  Y. 

Filed    October    24.    1934.      Serial    No.    357,464.      PUB- 
LISHED JULY  30,  1035.     ClaM  22. 

328.815.  MEN'S.  WOMEN'S.  YOUTHS'.  MISSES', 
BOYS'.  GIRLS'.  CHILDREN'S.  AND  INFANTS'  UN- 
DERWK.\K  NIGHTGOWNS.  PAJAMAS,  SLEEPERS. 
AM)  .^l.KEllNG  SUITS  AND  BAGS;  FOUNDATION 
GARMENTS:  AND  NEGLIGEE  WEAR  PARTICU- 
LARLY LorN«;iN(;  robes,  pajamas,  and  ki- 
monos. TUK  William  Caetke  company,  Needbam 
Heights,  Mass. 

Piled    October    17,    1984.      Serial    No.    357,190,      PUB- 
LISHED JULY  30.  1935,     Oasa  39. 

328.816.  FERROUS  SULPHATE  TABLETS  FOR  ME- 
DICINAL USE.  SMITH.  KLINE  &  FRENCH  LABORA- 
TORIES,  Philadelphia.  Pa. 

Filed    October    12.    1934       .Serial    No.    357.069.      PUB- 
LISHED F'EBRUARY  12,  1985.     Class  6. 

328.817.  CANNED  VEGETABLE'S,  SOUPS.  BROTH, 
SPAGHETTI.  PORK  .XND  BEANS,  MUSHROOM 
SAUCE.  PEANUT  BUTTER.  DIUUT  CORPOlATION, 
doing  buHlness  as  Glffl  Foo«l8  Corporation,  San  Fian- 
cisco,  Calif. 

Filed  Jane  10,  1935.     Serial  No.  305.907.     PUBLISHED 
JULY  30.  1935.     CUs«  46. 

328.818.  PREPARATION  FOR  USB  AS  A  HAIR  TO.NIC 
AND  DANDRUFF   REMOVER      The  Mem  Mac  Prod 
ncTS  Company,  Athens.  Tex. 

FUed  June  10.  1935.     Serial  No.  366,018.     PUBLISHED 
JULY  30.  1935.     CUss  6. 

.328,819       NATURAL  MINERAL  WATER.   GINGER  ALE, 
ROOT  BEER,  AND  SODA  WATER.     Almanahib  MlN- 
■BAL   Sprinob   Company.   Waukesha.   Wis 
Filed  June  11.  1935.     Serial  No.  866.049.     PUBLISHED 
JULY  80.  1935.     Class  45. 

328.820.      ASSKMRI.RD     ELECTRICAL     CONDUCT«^R8, 

INCLUl»IN<i     CONTACT     PRONGS,     PLUGS,     AND 

CONDUCTORS.      UNITED   States   Rcbbkr    Troductb. 

Ijfc,  New  York.  N.  Y. 

Filed  June  11.  1935.     Serial  No.  »66.077.     PUBLISHED 

JULY  30,  1935.     Class  21. 

328.821  FOODS— NAMEI.Y,  MUSTARD  AND  CATSUP. 
Habrt  Bbroes,  doing  business  as  Kosciusko  Products 
Co  .  New  York.  N.  Y. 

Filed  May  16.  1935      Serial  No.  364,984.     PUBUSHED 
JULY  30,  1935.     Class  46. 

328.822  C08MP5TICS- -NAMELY.  BEAUTY  CLAYS, 
NAIL  ENAMEL  AND  POLISH  LIP  ROUGE.  FACE 
ROTGR.  POWDERS.  LOTIONS  AND  CREAMS,  PER 
FT  .MES,  TOOTH  PASTE  AND  POWDERS,  T1>ILET 
WATERS,  TALCUM  l^OWDER.  HAIR  TONICS  AND 
LOTIONS      PABrxTMs  Rbtim^n.   Paris.   France 

Filed  May  18.   1»35      S#>rlal  .N<v.  366,092.     PUBLISHED 
JULY  30.  1986.     Class  6w 
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328,828  COSMETICS  —  NAMELY.  BEAUTY  CLAYS. 
NAIL  ENAMEL  AND  I'OLISH,  LIP  ROUGE,  FACE 
ROUGE.  POWDERS.  LOTIONS  AND  CREAMS, 
PB»FUMES.  TOOTH  PASTB  AND  POWDERS, 
TOILET  WATERS.  TALCUM  POWDER.  HAIR 
TONICS  AND  LOTIONS.  Pabfums  RevillON,  Paris, 
France. 
Filed  May  18.  1935.     Serial  No.  366,003.     PUBLISHED 

JULY  3U.  1935      Clas.s  «. 

328.824.  COSMETICS— NAMELY,  BF^UTY  CLAYS. 
NAIL  ENAMEL  AND  POLISH,  LIP  ROUGE,  FACE 
ROUGE,  POWDERS.  LOTIONS  AND  CREAMS.  PER- 
FUMES. TOOTH  PASTE  AND  POWDERS,  TOILET 
WATERS,  TALCUM  POWDER.  HAIR  TONICS  AND 
LOTIONS.     Paetdmb  Rbvillon,  Paris.  France. 

Filed  May  18.  1935.     Serial  No.  365.094.     PUBLISHED 
JULY  30,  1935.     Class  6. 

328.825.  COAL  BURNING  FURNACES.  Holland  Fub- 
NACB  Company.  Holland.  Mich. 

Filed  May  20.  1935.     Serial  No.  866.133.     PUBLISHED 
JULY  80.  1»85.     Class  34. 

328,820.  ALCOHOLIC  PUNCHES.  GRENADINE.  PRE- 
PARED HIGH  BALI.*.  ALCOHOLIC  BrTTERS. 
GIN.  SLOE  GIN,  ROCK  AND  RYE,  RUM,  KUMMET., 
BRANDIES.  AND  ALCOHOLIC  CORDIALS,  COCK- 
TAILS, AND  LIQUEURS.  PHiup  Blcm  4  Company, 
mc,  doing  b»sl«BBS  as  Chateaax  Cordial  CoHspasy, 
Chicago.  111. 
FUed  May  20.  1935.     Serial  No.  866,117.     PUBLISHED 

AUGUST  6,  1935.     Class  4». 

328.827      WHISKEY      Thk  K    Taylor  Dibtillino  Com- 
pany,   I.vcokpobatbd.   Frankfort.   Ky. 
Filed  May  20.  1»S6.     Serial  No.  865,178.     PUBLISHED 
AUGUST  6,  1985.  Class  49. 

328.828.  WHISKEY.  F'rankfobt  Distillbbiis,  Incorpo- 
rated.   Ix)Ul8vilIe.    Ky. 

Filed  May  21.  1935.     Serial  No.  965.195.     PUBLISHED 
JULY  30,  1935.     Class  40. 

328.829.  MENS  OUTER  SUITS,  OVERCOATS.  AND 
TOPCOATS.    SONNBBOBN  BROS..  INC.,  Ncw  York,  N.  Y, 

Filed  May  21.  1935.     Serial  No.  365^19.     PUBUSHED 
JULY  30,  1935.     Oass  39. 

328.830.  LAXATIVE.  COMPOSED  OF  ORANGE  JUICE 
AND  AGAR.  Abmand  J.  P.  Vandbbmyw,  Los  Angeles. 
Calif. 

Filed  Ma7  21.  1935.     Serial  No.  366,222.     PUBLISHED 
JULY  30.   1935.     Class  6. 

328.831.  EVAPORATED  MILK.  Wbyaoweoa  Daiby  PBOD 
urrs   COMPANY,    Weyauwega,   Wis. 

Fll«-d  May  21.  1936.     Serial  No.  365,226.     PUBLISHED 
JULY  30.  1935.     Clasa  46. 

328.832.  SOLUTION  USED  AS  A  THROAT  AND  MOUTH 
WASH.  Talbot  J.  H.  Qobrell,  doing  business  as  Sky- 
Hy  Laboratories,  Chicago  Heights.  111. 

Filed  May  18,  1935.     Serial  No.  866,231.     PUBLISHED 
JULY  30.  1935.     Clas«i  6. 

o28.883.     SPORT  SHIRTS  FOR  MEN  AND  YOUNG  MEN. 
P.  R.  Tbii'leb  k  Co..  Inc..  New  York.  N.  Y. 
Filed  May  22.  19.15      Serial  No.  866.27T.     PUBLISHED 
JULY  23.  1935.     Class  89. 

328.834.  WHISKEY,  GIN.  RUM.  BRANDY,  AND  ALCO- 
HOLIC CORDIALS.  C0NT1NB.NTAL  DISTILLINO  CORPO- 
RATION,   Philadelphia,    Pa. 

Filed  May  23.  1935.     Serial  No.  865,286.     PUBLISHED 
JULY  36,   1936.      Class   49. 

328.835.  APPARATUS  FOR  THE  TREATMENT  OF 
SOLIDS  SUSPENDED  IN  LIQUIDS  AND  MORE  PAR- 
TICULARLY FOR  SLUDGE  TREATING  SYSTEMS 
WHICH  INCLUDE  APPARATUS  OR  EQUIPMENT 
SUCH  AS  THICKENERS  OR  CLARIFIERS  AND/OR 
DIGESTERS.  The  Dobb  Company,  lire.,  New  York, 
N    Y. 

Filed  May  23,  1935.     Serial  No.  365,287.     PUBLISHED 
JULY   30.    1935.      Class   23. 


328.836.  WHISKEY.  Oldbtymb  Distillbbs,  Imc,  New 
York.    N.   Y. 

Filed  May  23.  1936.     Serial  No.  366.304.     PUBLISHED 
JULY  80,   1935.     Class  49. 

328.837.  MEDICAL  PREPARATION  FOR  THE  TREAT- 
ME.NT  of  THE  DIGESTIVE  SYMPTOMS  ASSO- 
CIATED WITH  GALL  BL.VDDBR  ANT)  REI.^TED 
DISEASES.     RAZALON  CORPOBAtion,  New  Y'ork.  N.  Y. 

Filed  May  2.H.  1936.     Serial  No.  366,307.     PUBLISHED 
JULY  30,  1935.     Class  6. 

328.838.  8UIJ»HUR  AND  LU'ER  BLOOD  TONIC. 
RiCHABD  G.  TuMSON.  doing  business  as  R.  O.  Tuaisoa 
Co..   New   York.   N.   Y. 

Filed  May  24,  1935.     Serial  No.  365,360.     PUBLISHED 
JULY  30.    1935.      Class  6. 

328,889.     CALCULATORS,  PARTICULARLY  A   DEVICE 

FOR  DETERMINING  A  DIMENSION  OB  POSITION 

or    AN    OBJECT.      ROBERT    P.    Bali.,    ChattaBooga, 

Tenn. 

Filed  May  25.  1935.     Serial  No.  366.366.     PUBLISHED 

JULY   30,    1935.      Class  26. 

328.840.  WRENCHES.  THB  Billinos  k  Spbncbk  Com- 
pany, Hartford.  Conn. 

Filed  May  25,  1935.     Serial  No.  366.368.     PUBLISHED 
JULY   30.    1»35.      Class   23. 

328.841.  GIN.  WHISKEY.  AND  BRANDY.  Jacob  L.  Elk, 
doing  business  as  Elk  Importing  Co..  Cleyeland.  Ohio. 

Filed  May  25,  1935.     Serial  No.  366,373.     PUBLISHED 
JULY   80,   1935.      Class  40. 

328.842.  GIN.  WHISKEY.  AND  BRANDY.  Jacob  L.  Elk, 
dolni;  buslnesii  as  Elk  Importing  Co.^  Cleveland.  Ohio. 

Filed  May  25,  1935.    Serial  No.  366,375.     PUBLISHED 
JULY  30.  1935.     aasp  49. 

328.843.  MEN  S  AND  BOYS'  SUITS.  L»vy  Bbos.  h 
Adlbr  Rochestbh,  Incokporatbd.  Rochester,  N.  Y. 

Filed  May  '25,  1935.     Serial  No.  365,380.     PUBLISHED 
JULY  80.   1936.     Oass   39. 

328.844.  GIN.  WHISKEY,  RUM,  AND  ALCOHOLIC  COR- 
DIALS AND  LIQUEURS,  NOT  INCLUDING 
BRANDY.  RBCOEDS  &  Goldsborocgh,  INC.,  Balti- 
more, Md. 

Filed  July  7.  1934.     Serial  No.  353.615.     PUBLISHED 
AUGUST   14,    1934.      Class  49. 

828.845.  MEDICINAL  TABLETS  WHICH  ARK  ANT- 
ACID ALKALIZERS  AND  ARE  RECOMMENDED 
AS  HELPFUL  IN  STOMACH  DISCOMFORT  DUE 
TO  GASTRIC  HYPERACIDITY.  Albmt  C.  Doanb, 
doing  business  as  Charles  R.  Doane,  Brooklyn,  N.  Y. 

Filed  March  6,  1935.     Serial  No.  362,167.     PUBLISHED 
JULY  30.  1»35.     Clasa  6. 

328.846.  CEREAL  MADE  FROM  PURE  WHOLE  WHEAT 
FOR  EATING  PURPOSES.  Joseph  Tlliglowict, 
doing  business  as  Joseph  Tull^lowlcz  k  Sons,  Newark, 
N.  J. 

Filed  March  8,  1935.     Serial  No.  362,277.     PUBLISHED 
JULY   30,    1935.      Class   46. 

328.847.  ANIMALS'  DIETARY  SUPPLEMENTS  CON- 
TAINING VITAMINS  AND  MINERALS.  E.  B. 
SQUIBB   k   SO.vs,    New    York.    N.   Y. 

Filed  March  0,  1936.    Serial  No.  362,328.    PUBLISHED 
JULY  SO.  1935.     Class  46. 

328.848.  MILD  BRANDY.  Kings  International  Incor- 
porated,   Chicago.    111. 

Filed  March  11,  1935.  Serial  No.  362,364.   PUBLISHED 
AUGUST    6.    1935.      Class    49. 

328.849.  CLOTH  WHICH  IS  A  COMBINATION  OF  COT- 
TON AND  MOHAIR  TO  BE  SOLD  IN  THE  PIECE. 
Joseph  C.  Stumpf  Corpobatiov,  New  York.  N.  Y. 

Filed  March  12,  1935.    Serial  No.  362,446.    PUBLISHED 
JULY  30,    1936.      CUss  42. 

328.850.  LOTION  RECOMMENDED  FOR  THE  RELIEF 
OF  IRRITATIONS  OF  THE  SKIN.  Ruby  Ambb.  do- 
ing business  as  Sabine  Chemical  Company.  Nederland, 
Tex. 

Filed  March  15,  1935.    Serial  No.  362.560.   PUBLISHED 
JULY  30,   1935.     Class  6. 
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328,851*       SCRBW     MACHINE     PRODUCTS — NAMELY, 

BOLTS,    NUTS,    THIMBLES.    SOCKETS,    SCREWS. 

UNIONS.   FITTINGS,  ADAPTERS.     SCMW  MACHINE 

Spiciiltt  fOMPA.xT,  Pittsburgh,  Pa. 

Filed  .March  Hi,  1935.    Serial  No.  362,635.    PUBLISHED 

JULY    30,    1936.      Clara    13. 

328.852.  MEN'S  CLOTHING — NAMELY,  SUITS,  COATS. 
PANTS.  VESTS.  AND  OVERCOATS.  THl  HOB 
Ci-OTHiNo  IIODSE,  LTD.,  HoDolulu,  Territory  of 
Hawaii. 

Filed  March  18,  1935.    Serial  No.  .'562.682.    PUBLISHED 
JULY  2;{.  1935.     Class  39. 

328.853.  WHISKEY.      A.    Lyon,   Los  Anjrelea,  Calif. 
Flle<l  Mar.h  19,  1935.    Serial  No.  362.744.    PUBLISHED 

MAY  7.   i;t-:')       nasa  49. 

328.854.  CREAM-I.IKE  TOILET  PREPARATION  REC- 
OMMENDED FOR  USE  IN  FACIAL  TREATMENTS. 
I>)ROTHT  (JRAT.  Bloomfleld.  N.  J. 

Filed     March     1'3,     1935.      Serial     No.     362,918.      PUB- 
LISHED JULY  30,  1935.     Class  6. 

328.855.  MEDICINAL  PREPARATIONS  AND  PHARMA- 
CEUTICALS—NAMELY, COLLOID  SUSPENSION 
OF  METALLIC  SILVER  FOR  MEDICINAL  USE, 
COLLOID  SUSPENSION  OK  ALUMINIM  HYDROX 
IDE  FOR  .MEDICINAL  USE,  ETC.  Thb  Chookcs 
Labobatobies.  Incorporatid.   New  York,  N.   Y. 

Filed     March     2^.     1935.      Serial     No.     362.964.      PUB- 
LISHED JULY  30.  1935.     Class  6. 

328.856.  DRYING  APPARATUS  COMPRISING  A  CAS- 
ING CONTAINING  ADSORBENT  MATERIAL  FOR 
EXTRACTION  OF  MOISTURE  OR  FOREIGN  VAP- 
ORS FROM  AIR  AND  OTHER  GASES,  FOR  GEN- 
ERAL    INDUSTRIAL      USES.       PlTTSBlBGH     LECTRO- 

DRTER  ("ORPORATio.N,   Plttsburjih,   Pa. 
Filed     March     28.     1935.      Serial     No.     363,118.      PUB- 
LISHED JULY  30,  1935.     Class  34. 

328.857.  MENS  DRESS  AND  WORK  SHIRTS  AND 
BOYS'  SHIRTS.  Locia  B.\.ski.nd  &  Co.,  Inc..  New 
Yorit,  N.  Y. 

Filed     March     30.     1935.      Serial    No.     363.196.      PUB- 
LISHED JULY  23.  19v35.     Clas-s  39. 

328.858.  DENATURED  AIXOHOLS.  Commercial  Sol- 
vents  ("RpoRATiitN,    New   Yolk.   N.   Y. 

Filed  April   1.  1935.     Serial  No.  363.270.     PUBLISHED 
JULY  30.  1935.     Class  6. 

328.859.  ETHYL  ALCOHOL,  PURE  COMMERCIAL 
ETHYL  ALCOHOL  AND  ANHYDROUS  ETHYL  AI^ 
COHOL.  Commercial  Solvents  Corporation.  New 
York,  N.  Y. 

Filed  April  1.  19.35.     Serial  No.  363.271.     PUBLISHED 
JULY  30.  1935.     Class  49. 

328.860.  LABORATORY  CHEMICAL  PRODUCTS — 
NAMELY.  BIOLOGICAL  STAINS,  STAINING  SOLU- 
TIONS, EMBEDDING  AND  MOUNTING  PREPARA- 
TIONS AND  PURE  SOLVENTS,  DRY  POWDER 
AND  CRYSTALLINE  INDICATORS.  H  ION  INDI- 
CATOR SOLUTIONS,  H  ION  DETERMINATION, 
AND  VOLUMETRIC  SOLUTIONS.  Hartman-Led- 
D<:)N  CO..  iNc  .  Philadelphia.  Pa. 

Filed  April  3.  19.^.1       Serial  No.  363,364.     PUBLISHED 
JULY    30.    1935.      Class    6. 

328.861.  COGNAC.  Pelmbson  Ptthf:  k  CiE.,  Cognac, 
France. 

Filed  April  6.  1935.     Serial  No.  363,467.     PUBLISHED 
JULY  30.  1935.     Class  49. 

328.862.  TROTSER  AND  SKIRT  WAISTBANDS.  WiL- 
HEi.M  .\r>'ii.K  I'KRSSON,  Stockholm.  Swe<len. 

Fil»-d  April  f,,   l!t,35.     Serial  No.  363.474.     PUBLISHED 
JULY  23.  193r,      Cla  s  39. 

328.863.  BRANDIES.  ROCK  AND  RYE.  SLOB  GIN. 
ORANGE  BITTERS.  RUM.  GRENADINE,  AND 
ALCOHOLIC  CORDIALS.  COCKTAILS  AND  LI- 
QUEURS.     Famss    Industries.    Chicago.    111. 

Filed  April  8.  1935.     Serial  No.  363,495.     PUBLISHED 
AUGUST  6,  1935      Clafs  49. 


828.864.  GLOVE  LAUNDRY  SOAP.  Bcecarlet  Glovb 
Company,  Inc..  New  York.  N.  Y. 

Piled  April  10.  1985.     Serial  No.  363.579.     PUBLISHED 
JULY  30.  1935.     Class  4. 

328.865.  TUNGSTEN  DISTRIBUTOR  CONTACT 
POINTS.  J.  A.  Fischer  Company,  Inc.,  New  York, 
N.  Y. 

Filed  April  11,  1935.     Serial  No.  363,628.     PUBLISHED 
JULY  30,  1935.     Class  21. 

828.866.  SHAMPOO.  Esther  E.  Nlxon.  doing  buainesa 
as  NixoD  Products  Company,  Omaha,  Nebr. 

Filed  April  11,  1935.     Serial  No.  363.886.     PUBLISHED 
JULY  30.  1935.     Claa#»  6. 

328.867.  MEDICINE  FOR  THE  TREATMENT  OF 
THROAT  AND  CHEST  TROUBLES.  HAY  FEVER. 
ASTHMA  AND  MINERS  ASTHMA.  WHOOPING 
COUGH,  COUGHS  FROM  COLDS.  CROUP.  ETC. 
MICHAEL  RiSHCOrr,  Plymouth.   Pa. 

Filed  April  11.  1935.     Serial  No.  363.640.     PUBLISHED 
JULY  SO,  1935.     Claims  6. 

828.868.  WHISKEY.  Reo  Dibtillers,  Inc.,  Newark, 
N.  J. 

Filed  April  12.  1935.     Serial  No.  363.667.     PUBLISHED 
JULY  30.  1935.     Class  49. 

328.809.  CORDIALS  AND  LIQUEURS.  SOCIEtE  A  RE- 
bponsabilitb   Limitek  Cointread,  Angers.  France. 

Filed  April  12.  1935.     Serial  No    .363.671.     PUBLISHED 
AUGUST  «.   1935.     Clans  49. 

328.870.  RAINCOATS.  TOPCOATS.  SPORT  COATS, 
AND  JACKETS  FOR  MEN.  WOMEN.  AND  CHIL- 
DREN. COATS  FOR  FIREMEN  AND  POLICEMEN 
AND  RUBBKUIZKl)  AI'UONS.  PARKAS,  PONCHOS, 
FISHING  SHIRTS.  UTILITY  SUITS  AND  COATS. 
Chicago  Rubber  Clothing  Company.  Racine.  Wis. 

Filed  April  15.  1935.     Serial  No.  363.744.     PUBLISHED 
JULY  23,  1935.     Class  39. 

328.871.  NONALCOHOLIC.  MALTLE88  CONCEN- 
TRATES, IN  LIQUID  FORM,  USED  FOR  THB 
PREPARATION  OF  SOFT  DRINKS.  The  Charles 
E.  Hires  Company.  Philadelphia.  Pa. 

Filed  April  15.  1935.     Serial  No.  363.757.     PUBLISHED 
JULY  30.   1935.     Class  46. 

328.872.  WI.NE.  European  Wine  Exporters  k  Growers 
Agencies.  Inc.  New  York.  N.  Y. 

Filed  .Ma.v  27.  1935.     Serial  No.  365.449.     PUBLISHED 
JULY  30.  19.35.     Class  47. 

328.873.  HANDKERCHIEFS.  The  Manhattan  Shirt 
Company.  New  York.  N.  Y. 

Filed  .May  27.   1935      Rt-rlal  No.  365,467.     PUBLISHED 
JULY  30.  1935      Class  42. 

328.874.  DOLUS  AND  TOY  ANIMALS.  Thb  Shinn 
Slsters.  White  Sulphur  Springs,  W.  Va.,  and  Palm 
Beach,  Fla. 

Flle4i  March  1.  1935.     Serial  No.  362,054.     PUBLISHED 
AUGUST  6,  1935.     Class  22. 

382.875.  PAPER  CARTONS.  Container  Corporation 
or  America,  Chicago,  111. 

Fileil  June  10.  1985.     SerUl  No.  365,993.     PUBLISHED 
AUGUST  6.  1035.     Class  2. 

328.876.  GARDEN  AND  ORCHARD  SPRAY  PUMPS 
ANTRiiL   Laboratories,   Inc.,   Los   Angeles,  Chllf. 

File«l  June  10,  19.<.').     Serial  No.  365.974.     PUBLISHED 
JULY  30,  1936.     Class  23. 

328.877.  BLANKETS  AND  BLANKET  MATERIALS. 
The  Esmond  Mills.  New  York.  N.  Y. 

Filed  June  8,  1935.     Serial  No.  365.932.     PUBLISHED 
JULY  30.  1935.     Class  42 

328.878.  TYPEWRITING  MACHINES  AND  TYPEWRIT- 
ING   MACHINE    PARTS    INCLIDING    INK  RIBBON 
SPOOLS.    AND   INK  RII'.Hd.N  SPdOL  COVERS.    AND 
TYPEWRITINfJ   .MACHINES  HAVIN(;   ADDING  AP 
PLIANCES      .VTTACHKI)     THERETO.       Undehwood 

ElXKtTT    FIHHER    <'<iMI'A.NV.     .\<'W     York.     N      Y 

Filed  June  7.  1936.     Serial  No.  385,907.     PUBLISHED 
JULY  30.  1935.     Class  23. 


328,879.     HATS  FOR  MEN  AND  WOMEN.     Hat  Corpo- 
ration Or  America,  Norwalk,  Conn. 
Filed  June  7,  1986.     Serial  No.  365,832.     PUBLISHED 
JULY  30,  1935.     Class  39. 

328,880       ALCOHOLIC   GIN   LIQUEUR.      Midland   Dis- 
tilleries, Inc.,  St.  Louis,  Mo. 
Filed  June  7,  1935.     Serial  No.  366,870.     PUBLISHED 
JULY  30,  1935.     Class  49. 

328.881.  WHEAT  FIX)UR.  C.  Thomas  Stores,  Inc., 
Minneapolis.  Minn. 

Filed  June  6.  1935.     Serial  No.  366,860.     PUBLISHED 
JULY  30,  1936.     Class  46. 

828.882.  INDIVIDUAL  PACKAGED  HANDKERCHIEFS. 
Superior  Handkerciiief  Co.  Inc.,  New  York,  N.  Y. 

Plied  June  6,   1936.     Serial  No.  865,868.     PUBLISHED 
JULY  30,  1935.     Class  42. 

328.883.  WHISKEY.  Oldbtyme  Distillers,  Inc.,  New 
York,  N.  Y. 

File<l  June  6,  1935.     Serial  No.  366,852.     PUBLISHBID 
JULY  30.  1986.     Class  49. 

828.884.  HOSIERY.  Cleland  Simpson  Company,  Scran- 
ton,  Pa. 

Filed  June  6,  19.35.     Serial  No.  365.840.     PUBLISHED 
JULY  23,  1936.     CTass  89. 

328,886.       CHILDREN'S     DRESSES,     ROMPERS.     AND 
PLAY-SUITS.      R08BNAD    BROS.,    INC.,    Philadelphia, 
Pa 
Filed  June  5,  19.35.     Sertal  No.  365,819.     PUBUSHED 

JULY  30.  1936.     Class  39. 

828.886.  WHISKEY.  Oldettmb  Distillers,  Inc.,  New 
York.  N.   Y. 

Filed  June  6,  1936.     Serial  No.  366.814.     PUBLISHED 
JULY  80,  1986.     Class  49. 

328.887.  HOSIERY  TOP  EL.XSTIC  BRAIDS.  LACE 
ELASTIC  BRAIDS.  AND  OTHER  BL\STIC  BRAIDS 
USED  IN  THE  MANUFACTURE  OF  ARTICLES  OF 
WEARING  .\PPAREL.  The  Narrow  Fabric  Com- 
pany. West  Reading,  Reading,  Pa. 

Filed  June  6,  1935.     Serai  No.  365,811.     PUBLISHED 
JULY  80.  1985.     Class  40. 

825.888.  BRANDY.     Martell   &  Co..  Cosnac.  France. 
Filed  June  6,  1936.     Serial  No.  365.809^  PUBLISHED 

JULY  30.  1936.     Class  49. 

328.889.  HANDKERCHIEFS.  RoBiNsoN  k  Oollubeb, 
New  York.  N.  Y. 

Filed    March    21.    1934.       Serial    No.    848,931.      PUB- 
LISHED JULY  30,  1936.     Class  42. 

828.890.  ESSENTIAL  OILS  AND  AROMATIC  CHBMI- 
CAI>S  FOR  PERFUMING  PURPOSES.  Edwin  Ske- 
BACii,  doing  business  as  Edwin  Seebach  Company, 
New  York.  N.  Y. 

Filed  May  15,  1935.     Serial  No.  364.972.     PUBLISHED 
JULY  80.  1935.     ClasE  6. 

328.891.  POTATOES.     JOHN  C.  Magee,  Water  Mill.  N.  Y. 
Filed  May  13,  1935.     Serial  No.  864,882.     PUBLISHED 

JULY  30.  1936.     Class  46. 

328.892.  MEN'S  AND  BOYS'  DUNGAREES.  OVERALLS, 
AND  COATS,  WORK  SHIRTS  AND  PANTS,  PLAY- 
SUITS.  LEATHERETTE  SHEEP  LINED  CO.\T8, 
LEATHER  CO.XTS.  SUEDE  JACKETS,  ETC.  Plym- 
outh Wholesale  Dry  Goods  Corporation,  New  York, 
N.  Y. 

Filed  May  11,  19.35.     Serial  No.  364.835.     PUBLISHED 
JULY  30,  1935.     Class  39. 

328,898.     MEN'S,  WOMEN'S.  AND  CHILDREN'S  SHOES 
OF     LBATHBR,     FABRIC.     AND    COMBINATIONS 
THEREOF.    J.  C.  Penney  Company,  Wilmington,  Del. 
and  New  York,  N.  Y. 
Filed  May  11,  1936.     Serial  No.  364,830.     PUBLISHED 
JULY  30.  1035.     Class  89. 
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328.894.  PARTS  OF  CHEMICAL  PLANTS  MADE  OF  A 
MATERIAL  INCORPOR.\TINQ  PHENOL  AND 
FORMALDEHYDE— NAMELY.  VATS.  STIRRERS, 
CENTRIFUGES,  PUMPS,  COMPRESSORS,  STRAIN- 
ERS, AGITATORS,  AND  FANS.  Kestner  Evapo- 
rator  AND   EiNGINEBRINO    COMPANY    LIMITED,   LondOD, 

England. 
Piled  May  11,   1935.     Serial  No.  364.823.     PUBLISHED 
JULY  30,  1936.     Class  23. 

328.895.  PARTS  OF  CHEMICAL  PLANTS  MADE  OF  A 
MATERIAL  INCORPORATING  PHENOL  AND 
FORMALDEHYDE— NAMELY.  VATS.  STIRRERS, 
CENTRIFUGES,  PUMPS,  COMPRESSORS,  STRAIN- 
ERS, AGITATORS,  AND  FANS.  Kestner  Evapo- 
rator  AND   EnOI.VEERINO   COMPANY    LiMITBD,    LondOD, 

England. 
Filed  May  11,  1936.     Serial  No.  364,82i.     PUBLISHED 
JULY  30,  1935.     Class  23. 

328.896.  EDIBLE  CONVERSION  PRODUCTS  OF  CORN 
STARCH  IN  THB  NATURE  OF  SUGARS.  American 
Maize-Prodccts  Company,  New^  York,  N.  Y. 

Filed  May  11,  1935.     Serial  No.  364,807.     PUBLISHED 
JULY  30,  1935.     Class  46. 

328.897.  ASTRINGENTS,  ASTRINGENT  CERATES, 
BLEACH  CREAMS,  BEAUTY  CREAMS.  COLD 
CREAMS,  CLEANSING  CBBA.MS,  OBESITY 
CREAMS,  ETC.  Jean  Jobdbac,  Inc.,  South  Orange, 
N.  J. 

Filed  Ma.v  10,  19.35.     Serial  No.  364,781.     PUBLISHED 
JULY  30,  1935.     Class  6. 

328.898.  MEN'S  AND  BOYS'  WEARING  APPAREL- 
NAMELY,  TOPCOATS  AND  OVERCO.iTS.  Green- 
spoon  Clothing  Co.,  Inc.,  St.  Louis,  Mo. 

Filetl  May  10,  1935.     Serial  No.  364,769.     PUBLISHED 
JULY  23,  1935.     Class  39. 

328.899.  SILK  PIECE  GOODS — NAMELY,  SATIN, 
CREPE,  AND  CRfiPE  DE  CHINE.  Stewart  Silk 
Corporation,  East  on.  Pa. 

Filed  May  9.  1935.     Serial  No.  364,742.     PUBLISHED 
JULY  30.  1935.     Class  42. 

328.900.  OINTMEN-T  FOR  BURNS.  ULCERS.  L.\CERA- 
TIONS,  AND  OTHER  LESIONS  OF  THE  SKIN. 
Claude  S.  Johnson,  doing  business  as  Calorgan  Phar- 
macal  Company.  Gasport.  N.  Y. 

FUed  May  8.  19.35.     Serial  No.  364,673.     PUBLISHED 
JULY  30,  1935.     Class  6. 

328.901.  CANNED  FRUIT,  CANNED  VEGETABLES, 
AND  CANNED  FISH.  Harcodrt-Grmnb  Co.,  San 
Francisco,  Calif. 

Filed  June  10.  1935.     Serial  No.  366,003.     PUBLISHED 
JULY  30,  1935.     Class  46. 

828.902.  preparation  to  relieve  nasal  con- 
(;estion,  dissolve  mucus,  and  as  a  mild 

ANTISEPTIC.     Adell   Pharmacal  Company,  Balti- 
more. Md. 
Filed  May  29,   19.35.     Serial  No.  365.540.     PUBLISHED 
JULY  80,  1985.     Class  6. 

328.903.  WOMEN'S,  MISSES',  AND  JUNIORS'  CO.VTS 
AND  SUITS.  Amdur  Clothing  Co.,  Inc.,  New  York, 
N.  Y. 

Filed  May  29,  1935.     Serial  No.  365,541.     PUBLISHED 
JULY  30,  1936.     Class  39. 

328.904.  PREPARATION  FOR  KILLING  RATS  AND 
MICE.    Baldwin  Laboratories.  Inc.,  Saegertown.  Pa. 

Filed  May  29.  1935.     Serial  No.  365.542.     PUBLISHED 
JULY  30,  1935.     Class  6. 

328.905.  BOOK  CLOTH.  Joseph  Bancroft  &  Sons  Co., 
Rockford,  Wilmington,  Del. 

Filed  May  29,  1935.     Serial  No.  365.543.     PUBLISHED 
JULY  30,  1936.     Class  42. 
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328.906.  MEDICINAL  PREPARATION  FOR  TREAT- 
MENT OP  DIABETES  AND  AID  TO  INTESTINAL 
INDIOESTION.  AND  ACTIVATOR  OF  THE  PAN- 
CREAS, AS  WELL  AS  INCREASING  OF  BILE  BY 
TUB  LIVER  CELLS.  Colb  Ch«mical  Company, 
Wilmington,  D«l.,  md  St.  Louis.  Mo. 

Filed  Mar  29.   1935.     Serial  No,  365,550.     PUBLISHED 
JDLY  30,  1935.      Cla»  6. 

328.907.  CORDIALS,  SLOE  GIN,  DISTILLED  GIN.  AND 
KL'MMEL.      josiPH    TaiNiB    Corporation,   Chlc««o, 

ni. 

Piled  May  Sl.  1935.     Serial  No.  365,585.     ITJBLISHED 
JULY  30,   1935.     Claas  49 

328.908.  FRESH  VEGETABLES.  W.  N.  CCM  MiNG.  doing 
business  as  Sheehy  A  Cumming.  Watsonvllle.   Calif. 

Filed  May  31,  1935.     Serial  No.  365.605.     PUBLISHED 
JULY  30,  1935.     Class  46. 

328.909.  FABRIC  AND  LEATHER  GLOVES.  LOUU 
Metkrs  &  Son,  Inc.,  New  York,  N.  Y. 

Flle«i  May  31,   1935.     Serial  No.  365,640.     PUBLISHED 
JULY  3U,   1935.     Class  .SO. 

328.910.  KING  BOLTS,  AXLE  BoLTS.  SPRING  BOLTS. 
AND  TIE  ROD  BOLTS.  Thimpson  Prodocts,  Im- 
coHPOR.\TKD,  Cleveland.  Ohio. 

Filed  May  31,  1935.     Serial  No.  365.673.     PUBLISHED 
JULY  30.  1936.     Oass  18. 

328,911  MEDICINAL       PREPARATION      FOR      THE 

TREATMENT    OF    ASTHMA,    RHINITIS,    HAY    PB- 

VEB,  AND  THE  LIKE.     Merck  &  Co.  Inc.,  Rahway, 

N.   J. 

Filed  June  1.   1935.     Serial  No.  365,704.     PUBLISHED 

JULY    30.  193.";.      Class  6. 

328.912.  MAGNESIUM  PEROXIDE  T.\BLETS.  M«acK 
k  CO.  INC..   Rahway,  N.  J. 

Filed  June  1.  1935.     Serial  No.  365.705.     PUBLISHED 
JULY  30.  1935.     Class  6. 

328.913.  WINE.  Ballif  DisxaiBunwo  Compawt.  Port- 
land. Oreg. 

Filed  June  3,  19.35.     Serial  No.  365,718.     PUBLISHED 
JULY  30.  1935.     Class  47. 

328.914.  WINE.  European  Wink  ETxporters  &  Growers 
AOBNciBS,  Inc.,  New  York.  N.  Y. 

Piled  June  3.  1935.     Serial  No.  365,728.     PUBLISHED 
JULY   30,    1935.     Class  47. 

328.915.  LACE  PIECE  GOODS.  8t«in,  Dobun  *  Co., 
INC.,   New   Yurk,    N.   Y. 

Flletl  June  3.  1935.     Serial  No.  365,747.     PUBLISHED 
JULY  30,  1935.     Class  42. 

328.916.  COCKTAILS.  Town  Hoom  Corpoiatiom,  Reno, 
Nev. 

Filed  June   3.   ig.^.'i      Serial  No.  365.749.     PUBLISHED 
JULY  30,   19.35.      Class  49. 

328.917.  CORSETS,  CORSELETS.  GIRDLES,  BRAS- 
SI  ftRES.  AND  LADIES'  UNDERWEAR.  Univ^bsal 
BRASSIERE  A  JD8TRITB  COBSBT  Co.  INC.,  New  York, 
N.   Y. 

Flle<l  June    :.  1935.     Serial  No.  385.754.      PUBLISHED 
JULY  30.  1935.     Class  39. 

328.918.  TALCUM  POWDER.  Calipohnia  PsRrciiE 
CoMPAirr,  IHC,  New  York,  N.  Y. 

Filed  June  4.  1935.     Serial  No.  366,761.     PUBLISHED 
JULY  30,   1935.     Class  6. 

328.919.  EGGS.     Emil  Fleischl  k  Son,  New  York,  N.  T. 
Filed  June  4,  1935.      Serial  No.  365,765.     PUBLISHED 

JULY   30,   1935.      Class  46. 

328.920.  COMPOSITION.S — NAMELY.  SOAP,  SOAP  SUB- 
STITUTE'S. AND  COMBINATIONS  THEREOF  SOLD 
PRINCIPALLY  IN  BULK  FORM  FOR  USB  AS  LATH- 
ERING CKEAM.S  AND  SHAMPOOS.  THE  P^MOLSOL 
Corporation,  Chicago.  111. 

Filed  June  2.  1934.     Serial  No.  852,164.     PUBLISHED 
JULY  30,    1935.     Class  4. 

828.921.  SHAVINQ  CREAM  SYLVisniR  L.  St.  John, 
Norwood,    Mass. 

Filed  June  2.  1934.       Serial  No.  352,200.     PUBLISHED 
JULY  30,    1935.     Class  4. 


328.922.  CARDBOARD,  PAPER,  AND  TIN  CARTONS 
AND  WRAPPINGS  FOR  MERCHANDISE.  HUMOCO 
COBPORATlUN,    LoulHvill*'.    Ky. 

Filed  June   15,  19^*4.    Serial  No".   362,788.     PUBLISHED 
JULY  30,   1935.     Class  2 

328.923.  PACE  POWDER,  TALCUM  POWDER,  ROUGE, 
LIP  STICK  ROUGE.  COLD  CREAM.  VANISHING 
CREAM.  PERFUME,  SHAMPOO  PREPARATIONS, 
AND  HAND  LOTION  Keep  Stei  With  Yoith  CO., 
I>e«  Moines,   Iowa. 

Filed     August     27,     19.34.       Serial    No.    365,477.       PUB- 
LISHED JULY  SO.  1935.     Class  6. 

328.924.  POWDERS  ADAI*TFD  TO  BE  ADDED  TO 
DRINKING  WATER  TO  UFNOEU  IT  LIKE  NAT- 
URAL MINERAL  WATER.  Stabilime.nTo  Chimico 
FABMACVt'Tico  G.  .Albirani  S.  A.,  Boi<  gna.  Italy. 

Filed    February    17,    1934.      Serial    No.    347.525.      PUB- 
LISH EI  >  JULY  30.   1935.      Class  8. 

328.925.  WINES  Barok  Hinri  db  Rotthschild,  Paris, 
F'ranoe. 

Plied    February   20.    1984.      Serial   No.    347.628.      PUB- 
LISHED JUNE  5,  1934.     Class  4T. 

328.926.  WINES.  SocUrt  oo  Domainb  db  Moctoh 
DWRmailhacq   (Sociftre  Anonyiib).   Parin.  France. 

Filed    February   20,    19^.      Serial   No.   347,669.      PUB- 
LISHED JUNE  5,  1934.     Class  47. 

328.927.  CORDIALS  AND  KUMMEL  Corona  Corpoba- 
TioN  or  California,  Lob  Angeles,  Calif. 

Filed  March  5.  1934.     Serial  No.  348,168.     PUBLISHED 
AUGUST  6.  1935.     Class  49. 

328.928.  BRANDY.  Padrb  Vinetabd  Companx,  dolag 
business  as  Val  Bros.,  Los  Angeles.  Calif. 

Filed  June  4.  1936.     Serial  No.  365.776.     PUBLISHED 
JULY  30,   1935.     Class  49. 

328.929.  BRANDY.      Mabtill    k    CO..    Cognac.    France. 
Filed  June  5,  1935.     Serial  No.  366.808.     PUBLISHED 

JULY  30,  1935.     Class  49 

828,080.      MATTRESSES.      Plymocth    Wholesale    Dry 
Goods  Cobporation,   New  York.  N.  T. 
Filed  June  12.  1935.     Serial  No.  86<I.114.     PUBLISHED 

JULY  30,  1935      Clasx  32. 

328.931      MALT  BEVERAGES  WITH  NOT  MORE  THAN 
THE    IJ^GAL      ALCOHOLIC     CONTENT.      CollinB- 
DiETZ  Morris  company,  Oklahoma  City.  Okla. 
Filed  June  13.  1935.     Serial  No.  366,139.     PUBLISHED 

AUGUST  6.  1935.     Class  48. 

328.932.  GRAIN  SEPARATORS.  Habt  Cabtbb  Com- 
PAWT,  Minneapolis,  Minn. 

Piled  June  13,  1935.     Serial  No.  366,146.     PUBLISHED 
JULY  30,  1935.     Class  28. 

328.933.  VERTICAL  AND  HORIZONTAL  CONVEYING 
MACHINERY  OF  THE  CHARACTER  OF  STORE 
SERVICE  EQUIPMENT.  Samobl  Olbon  Manub-ac- 
TUBINO  COMPANV,  Chicago.  111. 

Filed  June  13,  1936.     Serial  No.  366.166.     PUBLISHED 
JULY  80,  1985.     ClasB  23. 

328.934.  THERMAL  AND  SOUND  INSULATING  PA- 
PER AND  BOARD.  Seaman  Papbr  Company,  Chi- 
cauo.  III. 

Filed  April  20.  1935.     Serial  No.  364,022.     PUBLISHED 
JULY  23,  1935.     Class  12. 

328,985.     SYRINGES.   E.MITY    AMPULS,   HYPODERMIC 

NEEDLES.     ANAESTHESIA     INSTRUMENTS     AND 

ADAPTERS    FOR    SYRINGES.      ABTHCR    E.    Smith, 

Los  .\ngeles.  Calif. 

Filed  April  20.  1935      Serial  No.  864,027.     PUBLISHED 

JULY  30.  1935.     Cla.-^s  44. 

328.936.  IRONING  BOARDS.  J.  R.  Clabk  Company, 
Minneapolis.  Minn. 

Filed  April  22,  1935.     Serial  No.  364.049.     PUBLISHED 
JULY  80.  1935.     Class  24. 

328.937.  WHISKEY  Brown.  Wbioht  k  COMPANY,  INC., 
New  York,  N    Y 

Filed  April  25.  1935      Serial  No.  384,212.     PUBLISHED 
JULY  30,  1935.     Class  49. 
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328.938.  WOMEN'S  SH0K8,  MADE  OP  FABRIC  AND 
LEATHER  AND  COMBINATIONS  OF  FABRIC  AND 
LEATHER.     O'CONNOB  k  Ooldbbbo,   Chicago,    III. 

Piled  April  26.  1986.     Serial  No.  364.240      PUBUSHED 
JULY  30,  1986.     Clafw  89. 

328.939.  WOMEN'S  AND  MISSES*  FROCKS.  Bbrnabd 
Dress  Mro.  Co..  Inc.,  Buffalo.  N.  Y. 

Filed  April  29.  1985.     Serial  No.  364.825.    PUBLISHED 
JULY  23,  1986      Class  39. 

328.940.  INDOOR  AND  OUTDOOR  GAME  PLAYED 
WITH  SCISSORS  SHAPED  PROJECTORS.  AND 
PROJECTILES.  R.  Cramf  4  Sonb,  Barkingslde. 
England. 

Piled  April  30,  1935.     Serial  No.  364,880      PUBLISHED 
JULY  30,  1935.     Class  22. 

828.941.  SPIRIT*— NAMELY.  WHISKIES,  RUMS, 
COGNACS.  LIQUEURS.  GIN.  CORDIALS.  AND 
BRANDY.  ALBx  D.  Shaw  k  Co..  INC..  New  Yortt. 
N.  Y. 

Pile<l  April  29.  1985.     Serial  No.  364,408.     PUBLISHED 
JULY  80.  1936.     Class  49. 

328.942.  COTTON  YARN.  jANCAtT  AND  WOOD  COMPANY, 
MaysvUle.  Ky. 

Filed  May  1.  1935.     Serial  No.  864.421.     PUBLISHED 
JULY  2,  1935      ClBJ^s  43. 

828.948.     SKIN  CREAM.     THE  Oakland  Cbbiiicai,  Com- 
pany. New  York,  N.  T. 
Filed  May  1,   1935.     Serial  No.  864,436.     PUBLISHED 
JULY  30.  1935.    Class  6. 

328.944.  ASTRINGENTS.  BLEACH  CREAMS.  BEAUTY 
CREAMS,  COLD  CRE.\MS.  CLEANSING  CREAMS, 
REFRESHING  CREAMS.  SKIN  FRESHENER  IN 
LIQUID  AND  CREAM  FORM,  SKIN  LOTIONS. 
FACE  POWDERS.  TALCUM  POWDERS.  DRY 
ROUGES,  LIQUID  ROUGES,  PERFUMES  AND 
TOILET  WATERS.  Dbbma-Lo,  Chicago.  111. 
Filed  May  2.  1986.     Serial  No.  364.473.     PUBLISHED 

JULY  30.  1935.     Class  6. 

828,946.       MFJJICINBS    FOR    THE    USE    AND    TREAT- 
MENT OF  RHEUMATISM  AND  NEUROTIC  CONDI- 
TIONS OF  THE  HUMAN  BODY.     Babnky  B.  KebsoN, 
North  AdaniM.  Mass. 
Filed  May   1.  1935.     Serial  No.  864,498.     PUBLISHED 

JULY  80,  1985.     Class  6.  -.. 

828.946.  SILK  PIECE  GOODS.  J.  M.  Pkbkins  k  Com- 
pany, Inc.,  New  York.  N.  Y. 

PUed  May  8.  1985.     Serial  No.  364.501.     PUBLISHED 
JULY  30.  1935.     Class  42. 

828.947.  LINEN  PIECE  GOODS.  St«vbn80N'8  Moy- 
OASHEL   LINENS,   LIMITED.   New  Yoik.   N.   Y. 

Plle<l  May  4.  1985.     Serial  No.  364.560.     PUBLISHED 
JULY  30,  1935.     Cla.^s  42. 

328.948  OILS  DERIVED  FROM  SOYA  BEANS  AND 
HEMP  SEED  USED  IN  THE  MANUFACTURE  OF 
COMMON  SOAP  AND  TOILET  SOAP.  The  Anglo- 
Chinese  Eastern  Trading  Company.  Limited,  Lon- 
don, England. 
Fllfv!   May  8    1935.      Serial  No.  364.660.     PUBLISHED 

JULY  30.  1935.     Class  4. 


5 HBe 


328,949.  MEAL,  FIX)UR.  AND  CAKE  ^^B  FROM 
SOYA  BEANS  AND  MEAL  AND  CAKE  SRe  FROM 
llEMPSEED,  AND  SOYA  BE-VN  CAKE  AND  MEAL 
AND  HEMPSEED  CAKE  AND  MEAL  BEING  USED 
AS  FEED  FOR  C.VTTLE,  POULTRY  AND  PIGS, 
AND  SOYA  FLOUR  BEING  USED  AND  INTENDED 
TO  BE  USED  FOR  HUMAN  CONSUMPTION.  The 
Anolo-Chinesb  Eastern  Trading  Company,  Limited, 
London.  England. 
Filed  May  8,    1935.     Serial   No.  364.656.     PUBLISHED 

JULY  30.  1935.     Class  46. 


828.960.  LEATHER  SHOES  FOR  BABIES.  CHILDREN, 
AND  GROWING  GIRLS.  Ctbtis  Stbphbns  Embry 
Co.,  Reading,  Pa. 

Filed  May  8.   1935.     Serial  No.  364,663.     PUBLISHED 
JULY  30,  1935.     Class  39. 

828.961.  LUBRICATING  OILS  AND  ORRISES.  Pan- 
hard  Oil  Corporation,  New  York,  N.  T. 

Piled  July  12.  1932.     Serial  No.  328,787.     PUBLISHED 
NOVEMBER  7.  1933.     Class  15. 

328.952.  BEER,  ALE,  AND  PORTER.  St.  Claire  Brew- 
ing CO.,  doing  business  as  St.  Claire  Brewery  Co., 
San  Jose,  Calif. 

Filed  July  1.  1935.      Serial  No.  366,876.     PUBLISHED 
AUGUST  6,  19.35.     Class  48. 

328.953.  BASEBALL  GLOVES.  A.  G.  Spalding  k  Bros., 
New  York,  N.  Y. 

Filed  June  29.  1935.     Serial  No.  366,839.     PUBLISHED 

AUGUST  6,  1935.    Class  22. 

328.964.  AMMUNITION,  PARTICULARLY  METALLIC 
CARTRIDGES.  METALLIC  SHOT  SHELLS,  PAPER 
SHOT  SHELLS,  EMPTY  METALLIC  AND  PAPER 
SHELLS,  BLANK  CARTRIDGES,  CAPS,  PRIMERS, 
WADS,  SHOT,  AND  BULLETS.  Rbmington  Arms 
lOMPANT.  I.NC,  Brtd Report.  Conn. 
Filed  Jane  29,  1985.     Serial  No.  366,833,     PUBLISHED 

AUGUST  6.  1935.     Class  9. 

828.955.  WHISKEY.  The  American  Distilling  Com- 
pany. Pekln.  111. 

Piled  June  29.  1935.     Serial  No.  366,796.     PUBLISHED 
AUGUST  6.  1985.     Class  49. 

328.956.  GIN.  The  American  Distilling  Company, 
Pekln,  HL 

Piled  June  29.  1935.     Serial  No.  866.794.     PUBLISHED 
AUGUST  6,  1935.     Class  49. 

328.957.  GIN.  The  American  Distilling  Company, 
I'ekin,  lU. 

Filed  June  29,  1935.     Serial  No.  366,795.     PUBLISHED 
AUGUST  6,  1935.     Class  49. 

328,968.  GIN.  Thb  amebican  distiu^ing  Company, 
Pekln,   in. 

Filed  June  29,  1935.     Serial  No.  366.793.     PUBLISHED 
AUGUST  ti.  1935.       Class  49. 

829.959.  ALE.  Geokqc  F.  Stbin  Brewkbx,  Inc.,  Buffalo, 
N.  Y. 

Filed  June  26,  1935.     Serial  No.  366,680.     PUBLISHED 
JULY  30,  1935.     Class  48. 

328.960.  DOMEISTIC  PRESS  IRONERS  AND  PARTS 
THEBBOF.  Rees  Mf*;.  k  Sales  Corporation,  Kansas 
City.  Mo. 

Filed  June  24,  1935.     Serial  No.  366,580.     PUBLISHED 
JULY  30,  1935.     Class  24. 

328.961.  BOARD  GAME  PLAYED  WITH  MOVABLE 
I'lECES.  PABKKH  BrothbkS,  INC.,  Portland,  Maine, 
and  Salem,   Mass. 

Piled  June  25.  1935.     Serial  No.  366,637.     PUBLISHED 
AUGUST  6,  1935.     Class  22. 

328.962.  COIN  CONTROLLED  AMUSEME^NT  APPA- 
RATUS. The  Exhibit  Scpply  Company,  Chicago, 
lU. 

Filed  June  24,  1935.     Serial  No.  366,559.     PUBLISHED 
AUGUST  6.  1935.     Class  22. 

828.963.  FISH  HOOKS.  Thb  Entebpbisk  Manufagtcb- 
INO  Company.  Akron,   Ohio. 

FUed  June  21,  1935.     Serial  No.  366,464.     PUBLISHED 
JULY  30.  1935.     Class  22. 

328.964.  BEER  AND  ALE.  St.  Claibs  Brewing  Co.,  San 
Jose.  Calif. 

Filed  June  20.  1935.     Serial  No.  366,443.     PUBLISHED 
JULY  30,  1935.     Class  48. 

328.965.  NONALCOHOLIC  MALTLESS  EXTRACTS  AND 
CONCENTRATED  FRUIT  SYRUPS,  USED  IN  THE 
PREPARATION  OF  SOFT  DRINKS,  PARTICULAR- 
LY FOR  ORANGE  BEVERAGE.  J.  P.  Lazier  Mand- 
FACTrRiNG  Co..  Inc.,  St.  Louis.  Mo. 

Plle<l  June  19,  1935.     Serial  No.  366,364.     PUBLISHED 
JULY  30,  1935.     Class  45. 
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328,066.     TOY  PISTOLS  AND  REVOLVERS.     LODia  Marx 
&  Company,  New  York,  N.  Y. 
Filed  June  15.  1935.     Serial  No.  366,236.     PUBLISHED 
AUGUST  6,  1935.     Class  22. 

328.967.  STYPTIC    ABSORBENT    COTTON.      Lambbbt 
Phasmacal  Compa.ny,  Wilmington,  Del. 

FUed  June  14,  1935.     Serial  No.  366,202.     PUBLISHED 
JULY  30,  1935.     Class  44. 

828.968.  MUFFLERS   OR    SILENCERS   FOR    ENGINES. 
Boffalo  Pebssed  8t«l  Company.  Buffalo,  N.  Y. 

nied  June  12,  1935.     Serial  No.  366.183.     PUBLISHED 
JULY  30,  1935.     Class  23. 


328.969.  MASCARA,  POMADES,  AND  LIKE  PRODUCTS 
Pinadd  Incorporatup,  New  York,  N.  Y. 

Filed  May  6,  1985.     Serial  No.  364,589.     PUBLISHED 
JULY  30,  1985.     CtoM  6. 

328.970.  MASCARA.  POMADES,  AND  LIKE  PRODUCTS. 
I'lNACD  INCOEPO&ATSD.  New  York,  N.  Y. 

Filed  May  6,  1935.     Serial  No.  864,690.     PUBLISHED 
JULY  30,  1935.     Class  6. 

328.971.  SLIPPERS  MADE  OF  LELATHEB,  FABRICS, 
AND  COMBINATIONS  OF  THE  TWO.  Co.nsolidated 
Slippkr  CoaPORATiON,  Bombay.  N.  Y. 

Filed  May  7.  1936.     Serial  No.  864.617.     PUBLISHED 
JULY  30,  1935.     Class  39. 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


828,972.  (CLASS  12.  CONSTRUCTION  MATERIALS.) 
Thi  CINCINNATI  SHUT  Mktai,  &  RooFiNQ  CO.,  Cincin- 
nati. Ohio      Filprl  Jan.  24     li'.'^S       S»>rial  N<v  360.622. 


"SAFETY  DRAIN 

For   Galvanized    Slieet    Metal    Roofing. 
Galms  use  since  June  1,  1933. 


II 


328,973.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  S.  Stiphen  Marvin,  dolnjj  business  as  Qul- 
cook  Red  Lentil  Co.,  San  Francisco,  Calif.  Filed  June 
10,  1935.     Serial  No.  366,016 

QUICOOK 

For  Dried  Fruits,  Tapioca,  Pearl  Barley,  and  Vegetable 
Soup  Mixture,  also  Drle<l  Vegetables,  Dried  Legumes, 
Dried  Grains,  Nuts,  and  Dried  Mushrooms. 

Claims  use  since  May  15.  1933. 


328,974.      (CLASS  46.     FOODS  AND  INGREDIENTS  OF 
FOODS.)        FILLBB     MANCFACTCRINO      COMPANY.     DsUaS, 

Tex.     Filed  June  25,  1935.     Serial  No.  366.612. 

Corn^hips 

For  Fried  Food  Products  Made  of  Corn  and  Other  In- 
gredient."*  In  the  Nature  of  Crackers  or  Mexican  Tortillas. 
Claims  use  since  April,  1932. 


328,975.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) 08CAB  N1I.80N  Company,  Chicago.  111.  Filed 
Jaly  13,  1935.     Serial  No.  367,254. 

QcarKlsoi, 


For  Whiskeys. 

Claims  use  since  May  22,  1934. 


828,976.  (CLASS  16.  PAINTS  AND  PAINTERS'  MATE- 
RIALS.) Packard  Paint  k  Varnish  Co..  Boston,  Mass. 
Filed  July   23.    1985.      Serial   No.   867,676. 


For  Dry.  Paste,  and  Ready  Mixed  Paints,  Ready  Mixed 
Stains,  and  Paint  P^namels. 
Claims  use  since  April,  1931. 


TRADE-MARK  REGISTRATIONS  RENEWED 


104,689.  BUTTER,  CHEESE,  EGGS.  MILK.  AND  MILK- 
PRODUCING  CATTLE.  Registered  June  8.  1915. 
.\y«b  &  MCKiNNEY.  Renewed  June  8.  1935,  to  Meri- 
dale  Dairies,  Inc.,  Philadelphia,  Pa.,  a  corporation  of 
New  York,  successor. 

106,880.  A  FORTNIGHTLY  FINANCIAL  PUBLICA- 
TION.  Registered  August  24.  1915.  Tickm  Ptjblish- 
INO  Company.  New  York,  N.  Y..  a  corporation  of  New 
York.     Renewed  August  24,   1985. 


107.712.  BOX-SHOOKS.  Registered  December  21,  1915. 
Main  Brothers  Box  k  Lumber  Co.,  Karnak.  111.,  a  cor- 
poration of  Illinois.     Renewed  December  21,  1930. 

108,200.  rH?:Mir.AL  REMOVERS  OF  ALL  OIL-CON- 
TAINIM.  I  UKSKitVATlVES,  SUCH  AS  VARNISHES, 
PAINTS,  AND  I)KIKR«.  Registered  January  18.  1916. 
CHAS.  H.  GILJ.K8P1B  &  SO.N8.  Renewed  January  18, 
1936.  to  Gillespie  Varnish  Company,  Jersey  City,  N.  J., 
a  corporation  of  New  Jersey,  by  change  of  name. 


<> 
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■■"LABELS 

REGISTERED  OCTOBER  8,  1935 


46.473.— rule.  THE  WINDSOR  SHOE.  For  Shoes.  Bird 
A  SON,  INC.,  East  Walpole.  Mass.  Published  Septem- 
ber 8.   1935. 

4Q, 47 A. —Title:  BRILL'S  LIQUID  E-ZEE  FREEZ.  For 
Preparation  for  Making  Ice  Cream.  H.  C.  Brill 
COMPANY,  INC.,  Newark,  N.  J.  Published  August  15, 
1985. 

46.475.— T»»e;  RUM  CASTARa.  For  a  Straight  Rum. 
CLDFT  &  PiCKEHilfO,  LTD.,  New  York,  N.  Y.  Published 
August  30.  1935. 

4Q,476.— Title:    OAK    GROVE.       *"or    Blended     Whlpkey. 

CONTINBNTAL    DISTILLING    CORPORATION,    Philadelphia. 

Pa.      Published   August   23.    1935. 
46,477.— T«I«.-    ANESTEX    NOVOCAIN     AND    SUB-RIN 

AND  8ALI0ENIN.     For  a  Local  Anesthetic.     David 

CCETis.  doing  business  as  Anestex  Laboratories  (De- 

Ce  Products  of  N.  Y.).  New  York.  N.  Y.     Published 

September  7.  1935. 
46,478.— 7«Ie.-      BLUE      MOON.        For      Butter.        Emil 

FLEiHCHL  k   SON,   New  York,   N.   Y.      Published  July 

22,  1935. 
4fi, 479. —Title:  7  UP.      For   a    Soft   Drink.      C.   L.   Gwoo. 

St.  Louis.  Mo.     Published  July  15,  1935. 

46,4S0— Title:  RED  LABEL  GRAPHAMOTOR.  For  a 
Crank  Case  Lubricant.  L.  F.  Haymbs,  Phoenix, 
Aril.     Published  May  21.   1934. 

40,481.— Tide.  RED  L.\BEL  GRAPHAMOTOR.  For  an 
Upper  Cylinder  Lubricant.  L.  F.  IUymis.  Phoenix, 
Arls.     Published   May  21,   1934. 

4Q,48'2.— Title:  JEWEL  T  BAKING  POWDER.  For  Bak- 
ing Powder.  Jewel  Tea  Co..  Inc.,  Central  Valley, 
N.  Y.,  and  Barrlngton,  III.     Published  July  31,  1933. 

46,483.— r«/€!.-  JEWEL  T  PURE  COCOA.  For  Cocoa. 
JEWEL  TEA  CO..  INC.,  Central  Valley.  N.  Y.,  and  Bar- 
rlngton, 111.     Published  July  31,  1033. 

4Q,484.— Title:  JEWEL  T  GRAHAM  CRACKERS.  For 
Graham  Crackers.  Jbwel  Tea  Co..  INC.  Central  Val- 
ley, N.  Y.,  and  Barrlngton,  HI.  Published  September 
12,  1933. 

46,466.— Title :  JOHNSONS  WOOD  DYE.     For  Wood  Dye. 

S.  C.  JOHNSON  k  SON,  INC.,  Raclne,  Wis.     Published 

August  1,  1935. 
46,486.— Tifte;  JOHNSON'S  PREPARED  LIQUID  WAX. 

For  Prepared   Liquid   Wax.     S.   C.   Johnson   k   Son. 

INC.,  Racine,  Wis.     Published  August  1,  1935. 

4Q,4S7.- Title:  JOHNSONS  LINOLEUM  VARNISH.  For 
Linoleum  Varnish.  S.  C.  Johnson  k  Son.  inc..  Ra- 
cine.  Wis.     Published  August  1.  1935. 

46,488— 7 «/<-.•  NO-BUFF  FLOOR  FINISH.  For  Liquid 
Polish  for  Floors.  8.  C.  Johnson  k  Son,  Inc.,  Ra- 
cine,  Wis.     Published  August  1,   1935. 

46.489.— Ti«/<'.-  JOHNSONS  WHITE  ENAMEL.  For 
White  FInamel.  S.  C.  Johnson  k  Son,  Inc.,  Racine. 
Wis.      Published   August    1,    1935. 

46,490.— Title;  PROFESSIONAL  DANCE  WAX.  For 
Dance  Wax.  S.  C.  Johnson  k  Son,  Inc..  Racine, 
Wis.      Published   August    1.   1935. 

46,491— THfle;  JOHNSONS  PASTE  PAINT  (OUTSIDE 
WHITE).  For  Paste  I'alnt  (Outside  White).  S.  C. 
JOHNSON  k  SON,  I.NC..  Raclue,  Wis.  Published  Au- 
gust 1.  1035. 

4Q  492— Title:  KEIXOGGS  RICE  KRISPIES— BOBBY 
RHAFTOE— TOLD  BY  KELLOGGS  SINGING 
LADY.  For  Ready-To  Eat  Rice  Cereal  Food.  Kel- 
LOOG  COMPANY.  Battle  Creek,  Mich.  Published  Au- 
gust 22,  1935. 


40,498.— rifle.-  KELLOGGS  RICE  KRISPIES — GOLDI- 
LOCKS AND  THE  THREE  BEARS— TOLD  BY  KEL- 
LOGG'S  SINGING  LADY.  For  Ready-To  Eat  Rice 
Cereal  Food.  Kellogg  Company,  Battle  Creek,  Mich, 
Published  August  22,  1935. 

46,494.— Title;  KELLOGGS  RICE  KRISPIES— THE 
MAGIC  HEN— TOLD  BY  KELLOGGS  SINGING 
LADY.  For  Ready-To-Eat  Rice  Cereal  F'ood.  Kel- 
logo  Company.  Battle  Creek.  Mich.  Published  Au- 
gust 22.   1936. 

46,495 —ri»r;  KELLOGGS  RICE  KRISPIES— RUMPEL- 
STILCHEN— TOLD  BY  KELLOGG'S  SINGING 
LADY.  For  Ready-To-Eat  Rice  Cereal  Food.  Kel- 
logg COMPANY,  Battle  Creek,  Mich.  Published  Au- 
gust 22,  1935. 

46.496— T«te;  KELLOGG'S  RICE  KRISPIES— WEE 
WILLIE  WINKLE— TOLD  BY  KELLOGG'S  SING- 
ING LADY.  For  Ready-To-Eat  Rice  Cereal  Food. 
KELLOGG  Company.  Battle  Creek,  Mich.  Published 
August  22,   1935. 

46,497— r«Ic;  KELLOGGS  RICE  KRISPIES— CINDER- 
ELLA—TOLD  BY  KELLOGG'S  SINGING  LADY. 
For  Ready-To-Eat  Rice  Cereal  Food.  Kellogg  Com- 
pany. Battle  Creek.  Mich.    Published  August  22,  1935. 

46,498.— Tit i«;  ZOBELEINS  EASTSIDE  BEER  5i^%. 
For  Beer.  Los  Angeles  Brewing  Co..  Los  Angeles, 
Calif.     Published  December  31,  1933. 

46.499.— Tit/e;  REVEL  SPUMONI.  For  Ice  Cream  of 
the  Spumonl  Type.  Jo«  Low»  Corporation,  New 
York,  N.  Y.     Published  February  15,  1935. 

46,500— Title;  MANNINGS  ICED  TEA.  For  Tea.  Man- 
nings, Inc.,  San  Francisco.  Calif.  Published  May  16, 
1935. 

40,501.— Tit  Je;  MEDUSA  HIGH  EARLY  STRENGTH 
PORTLAND  CEMENT.  For  Cement.  Mboosa  Port- 
land Cement  Company,  Cleveland,  Ohio.  Published 
August   28,    1935. 

46.502.— Title;  RITZY  RICH  MIDWEST  ICE  CREAM. 
For  Ice  Cream.  Midwest  Dairy  products  Co.,  Du- 
quoln.  III.     Published  December  27,   1934. 

46,503.— Title;  MIDWEST  PURE  CREAM  ICE  CREAM. 
For  Ice  Cream.  Midwest  Dairy  PbodcCts  Co.,  Du- 
quoln.  111.     Published  December  27,   1934. 

46,504.— Title;  MIDWEST  PURE  CREAM  SHERBET. 
For  Sherbet.  Midwest  Dairy  Pboddcts  Co.,  Du- 
quoin.  III.     Published  December  27,   1934. 

46.505 —7'itJe;  MIDWEST  CREAMED  OLD  FASHIONED 
COTT.VGE  CHEESE.  For  Cottage  Cheese.  Midwbst 
D.VIRY  paoDtcTS  CO.,  Duquoln,  111.  Published  Decem- 
ber  27.   1934. 

46,506.- Tit/e;   SHURFINE.      For  Coffee.      National  Re- 

TAiLER-OWNBD  GROCERS,  INC.,  Chicago,  111.     Published 

September  5.  1935. 
46.507. — Title:    VIKING.      For    Coffee.       National    Re- 

TAiLBR-OwNBD  Gbocers,  INC..  Chicago,  111.     Published 

September  5,  1935. 

46.508— 7'itJe;  DE-LISH-US.  For  Coffee.  National  R«- 
TAiLEB-OwNED  Grocebs.  INC.,  Chicago,  111.  Published 
September   5.   1935. 

46.509— Titte;  BETTAR  HAND  AND  HOUSEHOLD 
SOAP.  For  Soap.  Thomas  E.  Noonan.  doing  busi- 
ness as  Eastern  Manufacturing  Co.,  Baltimore,  Md. 
Published   August   31,    1935. 

46,510— TitJe;  WEAVE-A-STRIP.  For  Weaving  Sets 
Consisting  of  Hand  Loom,  Yarn  Shuttle.  Needle  and 
Instructions.  Oregon  worsted  Company.  Inc., 
Portland,  Oreg.     Published  July   20,   1935. 
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4«  511— Tif/e;  BLUE  BONNET  TEXAS  CRYSTALS.  For 
Mineral  Salts  Made  by  Evaporation  from  Mineral 
Water  and  Known  to  the  Drug  Trade  as  Crystals. 
L.  D.  Pack,  doing  business  as  Loye  Distributing  Co., 
Wheeling,  W.  Va.     I'ublished  September  9,  1935. 

4^,512— Title.  PATHFINDER.  For  Mineral  Water  and 
Pale  Iirj-  (iinger  Ale.  Paldmbos  Litbookaphy  A 
PRINTBRV,     litH'hoster,     N.     Y.       PuMlshpd     .\pril     17, 

I'JoO. 

46,513.— ri«e.-  KOOLrAID.  For  Prepared  Powder  for 
Making  Soft  Drinks  and  Ice  Cream-Sherbet.  Pirkinb 
PaoDccTS  CO.,  Chicago,  III.  Published  January  2. 
1935. 

i6,5l<.— Title:  ATHBX  FOR  -\.THLETES  FOOT.  For  a 
Liquid  Solution  for  a  Disease  Known  as  Athlete's 
Foot.  MRS.  M.  E.  BICHASON,  St.  Louis.  Mo.  Pub- 
lished June  21,  1935. 

4e.5lo— Title:   SM.^CO   CAROTENE    WITH    VITAMIN   D 
CONCENTR.VTE  IN  OIL.     For  Solution  of  Carotene 
in    CottonsetHl    Uil    Plus    the   Vitamin    D  Concentrate 
of  Cod  LiTer  Oil  In  Oil.     8.  M.  A.  Cohpomation.  Cleve- 
land, Ohio.     Published  AuRU^t  28,  1935. 

46,516.— rit/e.  FRESHLY  ROASTED  COFFEIE.  For  Cof- 
fee. S.  A.  ScHONBBu.NN  k  CO..  INC..  New  York,  N.  Y. 
I*ubli8hed  August   5,    19:J5. 

46.517— ri»c.  BIT  0-SWEET8.  For  Candy.  SCHCttsr- 
JOH.N'SON  Candy  Corpobation,  Chicago,  111.  Pub- 
lished August  30.  lSi35. 


46,518.— r«fc.-  8LUMBERSOUND  MOUNTAIN  PEAK 
ALL,  NEW  BLEACHED  COTTON.  For  Bleached 
Cotton  liatting.  Scabs,  Rorbuck  and  Co..  Chicago, 
111.      Published    June    29,    1035. 

46,519.— ri<le;  SWANBAC.     For  a  Water  Repellent.     THl 

STAND.\HD      BL<ACHBRT      AND      PRIXTINO      CO.,      CarltOD 

Hill,  Eu!*t  Rutherford.  N.  J.  Published  July  30, 
1935. 

46,520— r«l«.-  SWANCniEF  For  a  Handkerchief  Finish. 
Thb  Standard  Blba^hsby  and  Pbintiwo  Co.,  Carl- 
ton Hill,  East  Rutherford,  N.  J.  Published  July  80, 
1985. 

46,521 —r<tfc.-  HOME  TOWN  ICE  CREAM  NO.  488 
A-B-P.  For  Ice  Cream.  Suthebland  1'ap«b  Com- 
pany,   Kalamaioo.    Mkh.      Published   August   6,    1935. 

46,522.— TitJc.  ALTES  LAGSR  BIER.  For  Beer.  TtvoLi 
Brbwinq  Company,  Detroit.  Mkh.  Published  .Vu- 
gust  20,  1935. 

46,523.— T<rte;  VOGUE  DUPLEX  FOUNDATION  GAR- 
MENTS. For  Foundation  Garments.  Voucb  Mro. 
CO.,  Newark,  N.  J.     i'ublished  Aufvst  15,  1»33. 

46,524.— r«le.-  WANOUS'  SilAMPOO-BAG.  For  an  Herb 
Shampoo.  Jo.sib  A.  Wa.nocs  Huaupoo-Bau  Cumpa.n'y, 
INC.,  Minneapolis,  Minn.  imblished  February  1, 
1933. 

46,525— r«Jr;  WINTER'S  FACTORY  SPECIALS.  For 
Cigars.  J.  C.  WiNTBK  k  Co..  Inc..  R«d  Lion.  Pa. 
Published    August    30,    1935. 

46,526.— riti*-;  WUIGLEYS  JUICY  FRUIT  CHEWING 
GUM.  For  Chewing  Gum.  WM.  WBioucY  JB.  Com- 
pany, Chicago,  III.     Published  August  28,  1935. 


PRINTS 

REGISTERED  OCTOBER  8,  1935 


15.414— Tt/'.  r.(.\r>Kr>  coals.  For  C<  al.  American 
STANDAKi)  .MKif  H.ANT8  INC..  Colombus.  Ohlo.  I'ub- 
lisbed  August  27,   1935. 

15.415— Title:  TRY  THIS  IF  WARM  WEATHER  HAS 
HIM  "OFF  HIS  FEED".  Fur  Biscuit  Flour.  QBN- 
iR.*F  .MILLS.  INC.,  Minneapolis,  Minn.  Published  Au- 
gu.Ht  15,  1935. 


15,416— r«fl^.-  PAINT-POINT  PRODUCTS  CO.  STORM- 
BREAKER  ROOF.  For  Roofing  Materials.  Paint- 
I*oiNT  PBODrcTB  CO  .  Brooklyn,  N.  Y.  Published  Au- 
gust 28,  1935. 


REISSUES 

OCTOBER  8,  1935 


19,718 
WEB  ALIGNING  DEVICE 

John  E.  Euth,  Chicago,  111.,  assignor  to  The 
United  Autographic  Register  Company,  Chi- 
cago, 111.,  a  corporation  of  Illinois 

Original   No.   1.988,195,   dated   January   15,   1935, 
Serial  No.  426,308,  February  6.  1930.     Applica- 
tion for  reissue  June  8,  1935,  Serial  No.  25,683 
6  Claims.     (C\.  282—21) 


1.  In  a  duplicating  machine  adapted   to  the 


purpose  of  fllling  in  forms  on  webs  of  stationary 
provided  with  a  series  of  apertures:  an  alignment 
device  consisting  of  a  pin  supported  at  one  end 
and  having  a  free  end  over  which  the  stationary 
may  pass  composed  of  elements  adapted  for 
movement  toward  and  away  from  one  another 
longitudmally  of  the  webs  within  the  apertures, 
and  means  for  causing  said  movement. 


19.719 
WATER   SOFTENING   AND   WASHING 
Ralph  E.  Hall.  Mount  Lebanon,  Pa.,  assignor  to 
Hall  Laboratories,  Inc.,  Pittsburgh,  Pa.,  a  cor- 
poration of  Pennsylvania 
No  Drawing.     Original  No.  1.956.515.  dated  April 
24.    1934,    Serial   No.   661,787,   March   20,    1933. 
Renewed  February   26.    1934.     Application  for 
reissue  March  29.  1935,  Serial  No.  13.767 

30  Claims.  (CI.  210—23) 
1.  The  process  of  sof  tenmg  water  containing  an 
alkaline-earth  metal  compound,  which  comprises 
adding  thereto  an  alkali-metal  metaphosphate 
which  Is  water  soluble  and  capable  of  sequester- 
ing calcium  in  a  but  slightly  ionized  condition  in 
an  amount  sufficient  to  effectively  suppress  the 
soap-consuming  alkaline-earth  metal  ion  concen- 
tration. 
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2,016.270 
PRINTING  DEVICE  FOR  LENTICULATED 

FILMS 
Hans  Arni,  Falkensee.  near  Berlin,  Fritz  Fischer, 
Berlin-Charlottenbarf,     and     Kurt     Rantsch. 
Berlin-Teltow,  Germany,  assifnors  to  Opticolor 
Aktiengesellschaft,  Giarus,  Switzerland,  a  cor- 
poration of  Switzerland 
Application  September  8.  1933.  Serial  No.  688,566 
In  Germany  July  20,  1933 
9  Claims.     (CI.  88 — 24 j 


E.  '^^'  ~ 


M^ 


1.  In  combination,  an  original  film  having 
thereon  a  multiplicity  of  lenticulations  and  a 
group  of  color  records  behind  each  of  said  len- 
ticulations, a  copy  film  having  similar  lenticu- 
lations thereon,  means  for  passing  light  through 
the  original  film  to  the  copy  film,  an  optical  sys- 
tem disposed  in  the  path  of  light  passing  be- 
tween said  films,  a  support  on  which  portions  of 
said  system  are  mounted,  a  pendulum  connected 
to  said  support,  and  means  to  rock  said  pendu- 
lum and  support  to  cause  movement  of  said  por- 
tions of  the  optical  system  transversely  to  the 
path  taken  by  the  light. 


2,016,271 
PROCESS  FOR  DESLXPHIRIZING 
HYDROCARBONS 
Albert  E.  Buell  and  Walter  A.  Schulze.  Bartles- 
ville,    Okla.,    assigrnors    to    Phillips    Petroleum 
Company.  Bartlesville.  Okla.,  a  corporation  of 
Delaware 
Application  September  10.  1932.  Serial  No.  632,608 
6  Claims.     (CI.  196—28) 

FRACrioMineo    aAteuHC    TMnou*«i    bauxitc. 


4  •         T  «  »  10         11 


1.  The  method  of  sweetening  mercaptan-bear- 
Ing  petroleum  oil  with  a  boiling  point  lower  than 
the  end  point  of  kerosene,  comprising  vaporizing 
the  oil,  superheating  the  resultant  vapors  to  a 
temperature  within  the  range  from  606'  to  750" 
F.,  passmg  the  superheated  vapors,  without  sub- 
stantial cooling,  through  a  bed  of  crushed  bauxite 
catalyst  at  a  flow  rate  of  about  8  to  20  barrels  of 
oil  per  hour  per  ton  of  catalyst,  whereby  the  mer- 
captans  are  converted  into  hydrogen  sulphide, 
cooling  and  condensing  the  vapors,  and  remov- 
ing the  hydrogen  sulphide,  whereby  a  sweetened 
oil  is  obtained. 
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2,016.272 
PROCESS  FOR  DESLXPHIRIZING 
HYDROCARBONS 
Albert  E.  Buell  and  Walter  A.  Schulze,  Bartles- 
ville.   Okla.,    assigrnors    to    Phillips    Petroleum 
Company,  Bartlesville,  Okla.,  a  corporation  of 
Delaware 

No  Drawing.    Application  June  10,  1932, 
Serial  No.  616,574 
7  Claims.     (CI.  196—28) 
1.  The  process  of  desulphurizing  petroleum  hy- 
drocarbon fluid  containing  organic  sulphur  com- 
pounds   as    impurities,    comprising    heating    the 
fluid  in  the  vapor  state  to  a  temperature  within 
the  range  of  500'  to  800°  P.,  containing  the  vapors 
at  substantially   the  same   temperature   with   a 
catalyst  consisting  of  crude  mineral  ore  contain- 
ing a  substantial  proportion  of  a  chromium  com- 
pound, whereby  the  organic  sulphur  compounds 
are  decomposed  into  hydrogen  sulphide,  and  sep- 
arating the  hydrogen  sulphide  from  the  hydro- 
carbon fluid. 


2,016,273 

BLTLT-LT  COMPOSITE  CELLULAR 

STRICTURE 

Harry  N.  Atwood,  South  Lyndeboro,  N.  H. 

Application  September  14,  1934,  Serial  No.  744.068 

10  Claims.     iCl.  154—2) 


1.  A  composite  structural  unit  comprising  a 
plurality  of  tubular  members  each  formed  of 
superposed  laminations  of  fibrous  material  Im- 
pregnated with  cellulosic  plastic  material  and 
wound  in  spiral  form,  said  tubular  members  be- 
ing disposed  in  superposed  layers  with  the  tubular 
members  of  each  layer  having  bonding  enagage- 
ment  with  each  other  and  with  the  tubular  mem- 
bers of  adjacent  layers. 


2,016.274 
METHOD  OF  RESTRAINING  CRYSTALLIZA- 
TION OF  DISSOLVED  INORGANIC  COM- 
POUNDS IN  CONCENTRATED  SOLUTIONS 
Willis  A.  Boujfhton.  Cambridge.  Mass..  assigrnor 
to  New  England  Mica  Co..  Waltham.  Mass.,  a 
corporation  of  Massachusetts 

No  Drawing.     Application  June  22,  1931, 
Serial  No.  546,154 
25  Claims.     (CI.  23 — 1) 
1.  The  method  of  restraining  crystal  develop- 
ment in,  and  upon  concentration  of  a  dissolved 
Inorganic   viscous   colloidal    aqueous   association, 
which  comprises  incorporating  with  said  colloidal 
aqueous  association  a  minor  portion  of  a  com- 
patible   inorganic    compound    having    the    prop- 
erty of  cooperating  therewith  to  maintain  the  re- 
sulting mass  In  the  viscous  state  and  free  from 
crystal  development  through  an  Increasingly  ele- 
vated temperature  range  at  an  increasing  con- 
centration. 
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2,016,275 
RIGGING  INSTRI^ENT 

John  R.  Carroll,  Urbana,  111. 
Application  September  25,  1931,  Serial  No.  565,021 

17  Claims.     (CI.  33—73) 

(Granted   under   the   act   of  March    3,    1883,   as 

amended  April  30.  1928;  370  O.  G.  757) 


10.  In  a  rigging  instrument,  a  stock  provided 
with  a  pivot  aperture,  a  circular  scale  concen- 
tric with  said  aperture,  a  pendulum  reading 
against  the  said  scale,  a  pivot  for  the  pendulum 
on  which  the  pendulum  is  normally  free  to  ro- 
tate, said  pivot  having  a  pendulum-abutment 
and  being  slidable  inwardly  of  the  pivot  aper- 
ture to  frictionally  bind  the  pendulum  against 
movement  between  the  stock  and  the  abutment 
of  the  pivot  and  being  slidable  outwardly  of  the 
aperture  to  release  the  pendulum  for  free  swing- 
ing movement,  means  for  sliding  the  pivot  to 
bind  and  release  the  pendulum,  and  a  knob  on 
the  said  pendulum  for  manually  rotating  the 
pendulum  relative  to  the  pivot  in  its  locked  con- 
dition and  against  the  friction  that  locks  it. 

17.  In  a  rigging  instrument,  a  pendulum,  a 
fixed  scale  against  which  the  said  pendulum  reads 
for  indicating  the  inclination  of  the  instrument 
to  a  basic  reference  line,  a  pivot  pin  mounted  in 
the  instrument  in  fixed  parallelism  to  the  base 
of  the  instrument,  and  an  agate  bearing  member 
rotatably  supported  on  said  pivot  pin  and  fixedly 
secured  to  the  said  pendulum  to  provide  a  sup- 
port for  the  latter,  said  bearing  member  having 
a  pivot  bearing  bore  considerably  larger  In  diam- 
eter than  the  pivot  pin  to  enable  the  pendulum 
to  hang  vertically  even  though  the  base  of  the 
Instrument  and  hence  the  pivot  be  inclined  to 
the  horizontal. 


2,016,276 
COIL  FOR  BOILERS 
Glenn  F.  Crosiar,  Chicago.  111.,  assignor  of  one- 
half  to  William  L.  Sanborn,  Chicago.  111. 
Application  August  4,  1934.  Serial  No.  738.398 
3  Claims.     (CI.  122—135) 


'XX^I 


fl 
tii 


3.  In  combination  with  a  furnace  having  a  cast 
Iron  boiler  with  cored  walls  affording  a  water 
jacket  having  vertical  inner  walls  surrounding 
a  combustion  chamber,  a  plurality  of  vertically 
extending  copper  coils  arranged  in  close  proximity 
to  the  vertical  walls  of  the  combustion  chamber, 
leaving  the  center  of  the  chamber  open  and  un- 


obstructed by  the  coils,  the  upper  and  lower  ends 
of  the  coils  being  entered  through  the  walls  of 
the  combustion  chamber  and  in  communication 
with  the  water  space,  the  coils  standing  at  sub- 
stantially the  level  of  the  combustion  zone  and 
surrounding  the   combustion  zone. 


2,016,277 

SHEET  REGISTERING  MECHANTSM  FOR 

PRINTING  MACHINES 

William  K.  Eckhard,  Dunellen,  N.  J.,  assignor  to 
Irving  Trust  Company,  permanent  trustee  for 
R.  Hoe  &  Co..  Inc.,  New  York,  N.  Y.,  a  corpo- 
ration of  New  York 
Application  March  18.  1933.  Serial  No.  661,441 
22  Claims.     (CL  101—233) 


1.  In  a  registering  device  for  a  sheet  fed  print- 
ing machine,  a  manually  adjustable  member,  a 
plurality  of  stops  reciprocatingly  mounted  on  said 
manually  adjustable  member,  said  stops  being 
adapted  to  be  engaged  by  the  leading  edge  of  a 
sheet  to  register  same  and  then  to  move  out  of 
the  path  of  movement  of  the  said  sheet  In  a  di- 
rection perpendicular  to  the  said  path. 


2,016,278 

VENT 

Car!   H.   Ehlers,   Penfield,   Pa.,   assignor   to   The 

.Atlantic  Refining  Company.  Philadelphia,  Pa., 

a  corporation  of  Pennsylvania 

Application  April  12,  1934.  Serial  No.  720,301 

20  Claims.     (CL  220— 44) 


/9  2J22 


1.  A  vent  device  for  liquid  receptacles  compris- 
ing a  casing,  a  tubular  valve  member  axially  mov- 
able therein,  a  pair  of  valve  seats  in  saia  casing 
engageable  by  opposite  ends  of  said  valve  mem- 
ber, a  closure  member  for  one  end  of  said  valve 
member,  nnd  yieldable  means  tending  to  main- 
tain said  closure  member  in  closed  position. 
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2.916.279 

FASTENER 

Karl  Axel  Racnar  Erf  ass,  Stockholm.  Sweden 

ApplicaUon  March  5.  1934.  Serial  No.  714.166 

In  Sweden  January  26.  1934 

8  Claims.     (CI.  24 — 245) 


1.  A  binding  clip  for  the  suspension  of  gar- 
ments, comprising  a  pendent  loop  member  and 
a  pendent  strap  member  connected  to  said  loop 
member  and  having  a  rigid  terminal  portion  con- 
sisting of  a  light  sheet  m£tal  plate  pressed  on  the 
lower  end  of  said  strap  member  and  having  a 
wrapped  of  soft  material  so  as  to  be  substan- 
tially plane  surfaced  on  both  sides,  the  clip  in 
use  having  a  garment  portion  inserted  through 
said  loop  member  and  overlying  the  face  of  said 
terminal  portion  which  is  remote  from  said  loop 
member,  said  rigid  terminal  strap  portion  having 
a  projection  of  a  size,  when  said  portion  is  in 
operative  position  in  relation  to  the  lower  portion 
of  said  loop  member  for  suspension  of  the  gar- 
ment, to  extend  freely  into  said  lower  portion 
for  the  purpose  set  forth. 


2.016.280 
BRAKE  BLOCK 

Thomas  L.  Gatke.  Oak  Park.  HI. 

Application  July  24,  1931.  Serial  No.  552,917 

1  Claim.     (CI.  188—234) 


2.016.281 

COFFEE  MAKING  MACHINE 

Harry  Hamer  and  Charles  R.  Carpenter. 

Minneapolis.  Minn. 

Application  July  17,  1931.  Serial  No.  551.420 

16  Claims.      (CI.  53 — 3) 
1.  In  a  coffee  making  machine,  a  filtration  re- 
ceptacle for  ground  coffee,  means  for  discharg- 
ing water  upon  said  ground  coffee,  said  means 


In  a  friction  brake,  the  combination  with  a 
curved  shoe  having  transverse  grooves  In  its  con- 
vex face  adjacent  its  ends  and  other  transverse 
grooves  in  said  face  adjacent  Its  center,  which 
latter  grooves  are  separated  by  a  short  section 
of  said  face,  of  a  pair  of  correspondingly  curved 
friction  blocks  positioned  contiguously  against 
said  face  in  overlying  relation  to  the  center 
grooves,  with  the  adjacent  ends  of  the  blocks 
overlapping  said  center  section  in  substantially 
end-to-end  relation  to  each  other,  transverse  ribs 
on  the  concave  backs  of  said  blocks  extended  into 
said  grooves,  and  countersunk  bolts  for  clamping  i 
the  blocks  to  the  shoe  through  apertures  in  said  ! 
ribs. 


Including  a  water  wheel,  and  tubes  having  aper- 
tures communicating  with  said  water  wheel  for 


,ir^FfP^:r% 


discharging   a   fine    spray   of   water   upon   said 
ground  coffee. 

2,016.282 
DISTILLATION    OF    MARKING    NUT     SHELL 

LIQUID  AND  PRODUCTS  THEREFROM 
Mortimer  T.  Harvey,  East  Orange,  N.  J.,  assiirnor 
to  The   Harvel   Corporation,   a  corporation  of 
New  Jersey 
No  Drawing.     Application  March  17,  1931, 
Serial  No.  523,383 
6  Claims.      (CI.  260—154) 
1.  Phenolic  compounds  obtained  by  the  distil- 
lation of  marking  nut  shell  liquid  above  a  tem- 
perature of  250'  F. 


2,016.283 

MOLD  FOR  CASTING  STEREOTYPE 

PRINTING  PLATES 

William  F.  Huck.  Richmond  Hill,  N.  T.,  assi((nor 
to  Irvinur  Trust  Company,  permanent  trustee 
for  R.  Hoe  &  Co..  Inc..  New  York,  N.  Y.,  a  corpo- 
ration  of  New  York 

Application  Jane  2,  1932.  Serial  No.  614,910 
10  Claims.     (CI.  22 — 4) 


1.  In  a  mold  for  casting  curved  stereotype 
printing  plates,  a  concave  mold  member  and  a 
coactlng  convex  mold  member,  means  for  secur- 
ing a  matrix  to  the  concave  mold  member,  revolv- 
able  means  for  tightening  and  securing  heat  In- 
sulating material  on  the  convex  mold  member, 
recesses  in  the  edges  of  the  convex  member,  and 
heating  devices  In  the  recesses. 


2.016.284 

OUTLET  BOX  AND  THE  LIKE 

JaUan  €k>rd«n  Knirht.  Brooklyn.  N.  Y. 

Application  September  12.  1931.  Serial  No.  562,463 

16  Claims.     (CI.  247-25) 

1.  In  combination  with  an  outlet  box  or  the 

like  having  angularly  related  walls  with  coex- 
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tensive  notches  therein,  the  notch  in  one  of  said 
walls  having  convergent  sides,  a  conduit  attach- 
ing fitting  grooved  on  opposite  sides  to  slidingly 


engage  and  frictionally  interlock  in  said  con- 
vergent sided  notch  and  having  an  inclined  por- 
tion entering  through  the  other  notch  to  wedge 
the  fitting  against  an  inner  face  of  the  box. 


2.016,285 

MANLTACTURE  OF  CONDENSATION 

PRODUCTS 

Wllhelm    Kraus.    Vienna,    Austria,    assignor,    hy 
mesne    assignments,    to    American    Cyanamld 
Company,  a  corporation  of  Maine 
No  Drawing.     Application  March  28,  1930.  Serial 
No.  439,855.     In  Austria  May   11,  1929 
3  Claims.     (CI.  260—3) 
1.  A  process  for  the  manufacture  of  products 
of  condensation  from  substances  selected  from  a 
group  consisting  of  urea  and  thiourea  which  com- 
prises  preliminarily   reacting   the   selected   sub- 
stance  with   formaldehyde  in  aqueous  solution, 
the  ratio  thereof  being  not  over  1  to  1.4  mols.  and 
at  a  temperature  not  over  70"  C  and  gradually 
admixing  the  solution  of  the  preliminary  con- 
densate thus  obtained  with  an  aqueous  formal- 
dehyde solution  until  the  ratio  of  the  selected  sub- 
stance to  formaldehyde  is  greater  than  1  to  1.4, 
but  not  over  1  to  1.8  mols..  and  heating  to  com- 
plete the  reaction. 


2  016  286 
PROCESS  OF  MAKING  RI^BER  CELLIXOSE 

MIXTURE  AND  RESULTING  PRODUCT 
Michael  Levin,  Buffalo.  N.  Y.,  assignor  of  one- 
fourth  to  Jacob  T.  Basseches.  New  York,  N.  Y. 
No  Drawing.    Application  November  30,  1931, 
Serial  No.  578.198 
12  Claims.     (CT.  106—23) 
1.  The  process  of  preparing  a  cellulose-rubber 
mixture  which  comprises  mixing  a  solution  of  vis- 
cose with  an  aqueous  suspension  of  rubber,  add- 
ing a  chloride  of  an  alkaline  earth  metal  without 
substantial  separation  of  the  solids,  heating  and 
recovering  the  solid  components  In  situ. 


2.616.287 

INKING  MECHANISM  FOR  PRINTING 

MACHINES 

Frederick  Grafton  Lougee,  New  Maiden,  England, 
assignor  to  Irving  TnBt  Company,  permanent 
trustee  for  R.  Hoe  &  Co..  Inc.,  New  York,  N.  Y., 
a  corporation  of  New  York 
Application  July  2,  1932,  Serial  No.  620.690 
In  Great  BriUin  July  24.  1931 
8  Claims.     (CI.  101—366) 
1.  In  an  inking  mechanism  for  printing  ma- 
chines having  printing  couples  and  ink  supply- 
ing source  therefor,  a  portable  ink  reservoir,  and 
means  operably  interposed  between  the  reservoir 


and  a  selected  printing  couple  for  forcibly  sup- 
plying  a  film  of   ink   to   the   selected    printing 


couple  independently  of  the  said  ink  supplying 
source. 


2,016.288 
BRAKING  MECHANISM 

Erwin    F.    Loweke,    Detroit,    Mich.,    assignor    to 
Hydraulic   Brake   Company,   Detroit,   Mich.,   a 
corporation  of  California 
Application  March  24,  1932.  Serial  No.  600.846 
14  Claims.     (CI.  188—106) 


12.  In  a  brake  of  the  class  described,  the  com- 
bination of  brake  shoes,  a  brake  drum,  one  means 
for  applying  said  shoes  in  a  non-servo  manner, 
a  second  means  for  applying  said  shoes  in  a  non- 
servo  manner,  and  connections  between  said  two 
means  and  said  shoes  whereby  simultaneous  op- 
eration of  both  of  said  means  produces  a  servo 
application  of  said  shoes. 


2  016  289 
CLEANING  AND  SCOURING  MATERIAL 

Homer  Tipton  McGill,   Stuttgart.  Ark.,  assignor 

of  one-half  to  Alryc  U.  McGill.  Stuttgart,  Ark. 

No    Drawing.      Application    February    17,    1928, 

Serial  No.  255,195.    Renewed  January  30,  1935 

3  Claims.  (CI.  87—5) 
1.  A  cleaning  and  scouring  composition  com- 
prising rice  hulls  and  a  toughening  agent  of  the 
group  consisting  of  hydrocarbon  oil  and  glycerine 
impregnating  the  cellulose  constituents  of  said 
rice  hulls. 


2.016.290 
MACHINE  FOR  CORRUGATING  MATERIAL 
AND  THREADING  TIE  CORDS  THROUGH 
THE  CORRUGATIONS  THEREOF 

John  P.  Morris,  San  Antonio.  Tex. 
Application  April  9,  1934.  Serial  No.  719.786 

22  Claims.     (CI.  112—2) 
1.  A  machine  of  the  character  described  com- 
prising   means   for    longitudinally   advancing    a 
sheet  of  material  and  for  folding  the  materia^ 
upon   itself    along    fold    lines    extending    trans- 
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versely  of  the  sheet  to  produce  a  transversely  cor- 
rugated sheet,  said  means  comprising  cooperat- 
ing sets  of  endless  belts  arranged  with  adjacent 
reaches  thereof  In  parallel  spaced  relationship  to 
have  the  material  pass  therebetween,  material 
corrugating  members  extending  acroso  and  out- 
wardly from  and  connecting  the  belts  of  each 
set  at  points  spaced  longitudinally  along  the 
belts,  said  members  having  needle  accommodat- 
ing notches  formed  therein  and  opening  through 
their  outer  edges,  threaded  needles  to  be  pro- 
jected transversely  through  the  corrugations  of 
the  sheet  confined  between  the  corrugating  mem- 


bers of  adjacent  reaches  of  the  respective  sets 
of  belts  whereby  the  needles  are  unsupported 
except  by  the  material  so  as  to  be  operable  to  be 
advanced  continuously  through  the  corrugations 
to  draw  tie  cords  therethrough  during  the  con- 
tinuous advance  and  corrugating  of  the  mate- 
rial, reciprocal  means  operating  intermittently 
during  continuous  advance  of  the  material  and 
forming  of  the  corrugations  to  periodically  pro- 
ject the  needles  through  the  corrugations,  and 
means  cooperating  with  said  needle  projecting 
means  to  draw  the  material  from  the  needles 
onto  the  thread. 


2.016.291 

ELECTRICALLY  OPERATED  BOILER 

Theobald  H.  NoU.  St.  Albans,  N.  Y. 

AppUcation  September  10,  1931,  Serial  No.  562,046 

15  Claims.     (CI.  219 — 40) 


,.  -V'- ;-  / 


1.  An  electrically  operated  steam  generator 
comprising  a  casing  adapted  to  contain  a  quan- 
tity of  fluid,  a  plurality  of  electrodes  spaced  from 
each  other  within  the  casing  intended  to  be  at 
least  partly  submerged  In  the  fluid,  and  means 
providing  an  electric  circuit  for  said  electrodes 
including  a  resistance  element  arranged  to  be 
submerged  by  said  fluid,  both  the  electrodes  and 
the  resistance  element  being  of  a  character  to 
heat  the  fluid  by  the  passing  current,  but  the 
resistance  element  being  of  a  relatively  less  heat- 
ing capacity  than  the  electrodes,  permanently 
connected  In  series  with  said  electrodes  and  of  a 
resistance  to  prevent  excess  current  flow  there- 
through. 


2.016.292 

TURRET  MOL'NTING 

George  H.  Rarey,  United  States  Army, 

Fort  Benning,  Ga. 

AppUcation  July  23,  1934,  Serial  No.  736,567 

2  Claims.     (CI.  89— 36 1 

(Granted    under   the   act   of  March   3.    1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


*o    n    */ 


1.  In  a  turret  mounting,  a  base  having  an 
opening,  an  outer  ring  within  the  opening  and 
having  a  flange  secured  to  the  under  side  of  the 
base,  an  inner  ring  secured  to  the  outer  ring  and 
having  a  flange  spaced  from  the  base,  a  periph- 
erally channeled  race  between  the  base  and  the 
flange  of  the  inner  ring,  roller  bearings  carried 
by  the  race  and  engaging  the  base,  the  outer 
ring  and  the  flange  of  the  inner  ring,  a  turret 
positioned  above  the  base  and  having  a  base 
ring  with  its  marginal  portion  disposed  in  the 
race  and  engaging  the  roller  bearings,  and  means 
for  protecting  the  lower  portion  of  the  race  from 
the  bullet  splash. 


2,016,293 
STOP  AND  TURN   SIGNAL  DEVICE 

Stanley  G.  Rayl.  Oakland,  Calif. 

Application  September  17.  1929.  Serial  No.  393,141 

3  Claims.     (CI.  177—311) 


1.  A  signal  device  comprising  an  arrow  shaped 
Indicator  consisting  of  an  elongated  shaft  and  a 
flattened  head  at  one  end,  a  gas  filled  tubular 
lamp  structure  outlining  the  shaft  and  head  at 
opposite  sides  in  a  plane  parallel  with  that  of  the 
head,  and  clamping  members  dlspased  transverse- 
ly of  the  shaft  and  engaging  said  lamp  structure 
on  opposite  sides  thereof. 


2.016.294 
AIR-METHOD  CLEANER 

Daniel  Benson  Replofle,  Berkeley.  Calif.,  assignor 

to   Citizens   Trust    Company.    Toledo,    Ohio,   a 

corporation  of  Ohio,  trustee 

Application  May  26.  1933.  Serial  No.  673.097 
7  Claims.     (CI.  183 — 36) 

1.  In  a  suction  cleaner,  in  combination  with  a 
discharge  pipe  for  dust-laden  air,  and  a  dust  col- 
lector   bag,    a   connector    element   composed   of 
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flexible  material,  having  an  end  expanded  over 
the  end  of  said  discharge  pipe,  and  turned  back 


over  a  reduced  end  of  the  dust  collector  bag  to 
retain  the  same  in  position. 


2,016.295 
DUST  COLLECTOR  BAG  FOR  AIR-METHOD 

CLEANERS 

Daniel  Benson  Replogle.  Berkeley,  Calif.,  assignor 
to   CiUzens   Trust   Company,   Toledo,   Ohio,  a 
corporation  of  Ohio,  trustee 
Application  May  29,  1934,  Serial  No.  728,156 
6  Claims.     (CI.  183—51) 


4.  In  combination  with  a  suction  cleaner  hav- 
ing a  fan  casing  discharge  connection,  a  cleaner 
bag  comprising  oppased  side  walls,  one  of  which 
is  individually  suspended  at  its  upper  edge  from 
the  cleaner,  and  the  other  of  which  has  an  up- 
per portion  detached  from  said  first  mentioned 
side  wall  both  at  its  upper  edge  and  along  its 
end  edges,  and  downwardly  foldable  to  provide 
a  side  opening  in  the  bag.  and  means  for  se- 
curing said  foldable  portion  at  its  upper  edge  in 
bag-closing  relationship  with  the  other  side  wall, 
said  means  being  releasable  while  the  bag  re- 
mains suspended  on  the  cleaner,  said  discharge 
connection  being  extended  between  the  forward 
edges  of  the  bag. 


2  016  296 

METHOD     OF     MAKING     CASTELLATED     OR 

SLOTTED  NUT  BLANKS  OR  THE  LIKE 

William  McLure  Rosborough,  Charlotte,  N.  C. 

Application  December  31.  1931.  Serial  No.  584,241 

Renewed  January  7.  1935 

12  Claims.     (CI.  10—86) 


1.  The  method  of  making  a  castellated  nut 
blank  comprising  shaping  a  blank  to  provide  a 
curved  surface  on  one  face  thereof  and  simul- 
taneously initiating  the  formation  of  the  locking 
lugs  on  the  curved  surface,  then  compressing  all 
portions  of  the  blank  save  for  the  locking  lugs, 
while  simultaneously  extruding  metal  to  build  up 
the  locking  lugs  to  a  height  greater  than  they 
will  occupy  in  the  finished  blsmk  and  simul- 
taneously fiattening  a  portion  of  the  said  curved 
surface,  then  compressing  the  blank  to  shape  it 
to  Its  finished  configuration  and  completing  the 


flattening  of  said  curved  surface  while  simul- 
taneously compressing  the  locking  lugs  and  re- 
ducing their  height  to  that  occupied  by  them  in 
the  finished  blank. 


2  016  297 

PROCESS     OF     CRACKING     NAPHTHA     ANT) 

HEAVIER  OILS  IN  THE  VAPOR  PHASE 

Albert  P.  Sachs,  Brooklyn,  N.  Y.,  assignor  to 
Petroleum  Conversion  Corporation,  New  York, 
N.  Y.,  a  corporation  of  Delaware 

Application  October  27,  1933,  Serial  No.  695,408 
6  Claims.     (CI.  196 — 66) 


1.  The  method  of  simultaneously  cracking 
naphtha  and  gas  oil  or  oil  of  higher  gravity  in 
the  vapor  phase  by  the  aid  of  a  heated  heat-car- 
rier gas  to  produce  motor  fuels  which  consists 
in  feeding  a  mixture  of  said  oil  and  naphtha  to 
a  vaporizer  wherein  the  naphtha  is  present  in 
sufficient  quantity  to  lower  substantially  the  par- 
tial pressure  of  said  gas  oil,  superheating  the 
vapor  produced,  then  effecting  cracking  of  the 
vapor  by  mingling  it  in  a  reaction  chamber  with 
the  necessary  quantity  of  the  heated  heat-car- 
rier gas.  then  after  the  reaction  has  taken  place 
passing  the  mixture  from  the  chamber  and  sep- 
arating from  said  mixture  the  components  suit- 
able as  motor  fuels. 


2.016.298 

ROTARY  FOLDING  MECHANISM 

Oliver  H.  Sather.  Chicago,  111. 

AppUcaUon  April  30,  1934.  Serial  No.  723,070 

5  Claims.     (CI.  270—77) 


-4-j 


1.  The  combination  of  a  floating  internal  gear, 
a  planet  gear  meshed  with  said  internal  gear,  a 
blade  connected  to  the  planet  gear,  means  to  im- 
part angular  motion  of  constant  velocity  to  said 
planet  gear,  and  means  arranged  to  rock  said 
internal  gear  angularly  about  its  axis  to  vary  the 
peripheral  speed  of  said  planet  gear  when  the 
edge  of  said  blade  is  in  a  predetermined  position. 
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2.016JSd9 

CARBOHYDRATE     DERTVATTVE     AND 

PROCESS  OF  MAKING  THE  SAME 

Ferdinand  Scholxe,  Waynesboro,  Va.,  aaaicBor  io 
E.  I.  da  Font  de  Nemoars  A  Company.  Wil- 
minirton,  Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  January  9,  1934. 
Serial  No.  705,898 
9  Claims.     ( O.  260—100 ) 
1.  Process  for  the  preparation  of  sulfuric  acid 
derivatives  of  carbohydrates  comprising  reacting 
sulfur    trloxlde    with    a    material    containing    a 
polymeric   carbohydrate   nucleus   and   free   hy- 
droxyl  groups  in  the  presence  of  a  tertiary  amine. 


2.016.300 
FLATIRON 
Walter  M.  Schwartz,  Philadelphia.  Pa.,  assifnor 
to  Proctor   St   Schwarts.    Incorporated,   Phila- 
delphia, Pa.,  a  corp<»>ation  of  Pennsylvania 
AppHcaUon  Blarch  31.  1933,  Serial  No.  663,827 
17  Claims.     (CL  68—26) 


1.  The  combination  with  a  flat  Iron,  of  Iron- 
supporting  elements  housed  within  the  body  of 
the  iron  and  movable  to  an  extended  position 
wherein  they  are  operative  to  miaintaln  the  iron 
elevated  with  respect  to  an  underlying  surface, 
means  for  normally  retracting  said  elements,  and 
manually-actuated  means  for  moving  said  ele- 
ments into  the  operative  position. 


2,016.301 

FIRE   EXTINGUISHER 

Jay  Lawrence  Seat.  Fairfield,  Conn. 

Application  August  9,  1933,  Serial  No.  684,321 

4  Claims.     (CI.  169—31) 


2.  In  a  fire  extinguisher,  a  casing  having  a  fire 
extinguishing  fluid  chamber  and  a  dischiirge  noz- 
zle at  the  forward  end  thereof,  releasable  pres- 
sure means  for  forcing  the  contents  of  said  cham- 
ber through  said  discharge  nozzle,  a  pivoted  clo- 
sure device  normally  sealing  the  discharge  pas- 
sage in  said  discharge  nozzle,  an  actuating  lever 
pivoted  to  said  casing,  a  channel  provided  in  the 
inner  side  of  said  actuating  lever,  a  link  connec- 
tion between  said  actuating  lever  and  said  pivoted 
closure  device  for  opening  and  closing  the  same 
upon  movement  of  said  lever  to  operative  and 
inoperative  positions  respectively,  said  link  adapt- 
ed to  nest  In  said  channel  when  said  lever  is  In 
Inoperative  position  and  means  operable  by  said 
lever  upon  movement  of  the  same  to  operative 
position  for  actuating  said  releasable  pressure 
means. 


2.016.302 

ELECTROLYTIC  CONDENSER  AND  CIRCUIT 

ARRANGEMENT    THEREFOR 

Robert  C.  Spragne.  North  Adams,  Mass..  assignor 
to  Sprarne  Specialties  Co.,  North  Adams.  Mass., 
a  corporation  of  Massachusetts 

Application  November  12.  1932.  Serial  No.  642.432 
9  Claims.     (CL  175— 315) 


1.  An  electrolytic  condenser  comprising  a  plu- 
rality of  cathodes  and  a  common  anode  and  a 
highly  viscous  electrolyte  Interposed  between  said 
anode  and  cathodes  the  total  resistance  of  the 
path  between  two  cathodes  being  more  than 
10,000  ohms.     

2.016.303 

ELECTROLYTIC  CONDENSER   AND  CIRCUIT 

ARRANGEMENT   THEREFOR 

Robert  C.  Sprarue,  North  Adams,  Mass.,  assignor 
to  Sprarue  Specialties  Company,  North  Adams, 
Mass.,  a  corporation  of  Massachuetis 

Oriirinal  application  November  12. 1932.  Serial  No. 
642.432.  Divided  and  thU  application  April  25. 
1933.  Serial  No.  667.871 

6  CUims.     (CI.  178 — 14) 

K 


-^{W1IX)S 


n 


^Txxxxxr- 


t4 

It 


u 


1.  An  electric  filter  circuit  comprising  an  In- 
ductance and  a  multiple  section  dry  electrolytic 
condenser  unit,  said  unit  comprising  a  common 
anode  and  two  cathodes,  said  anode  and  cathodes 
being  of  film-forming  metal,  an  output  side  and 
an  input  side  for  said  circuit,  said  inductance  be- 
ing connected  in  the  negative  lead  between  the  In- 
put and  the  output  and  said  anode  being  connect- 
ed to  the  positive  lead  between  the  input  and  the 
output,  the  two  cathodes  being  connected  to  the 
two  ends  of  the  inductance  respectively  and 
means  to  minimize  the  capacity  coupling  between 
the  sections  of  the  condenser  unit. 


2,016.304 
CONVERSION  OF  HYDROCARBON  OIL 
Richard  F.  Trow.  Port  Arthur.  Tex.,  assignor  to 
The  Texas  Company,  New  York,  N.  Y.,  a  cor- 
poration of  Delaware 
AppUcation  Bfay  19,  1931.  Serial  No.  538.590 

1  Claim.  (CI.  196 — 49) 
The  process  of  converting  higher  boiling  hydro- 
cartxjn  oils  into  lower  boiling  ones  that  comprises 
passing  a  condensate  oil  produced  in  the  process 
through  a  heating  coil  in  which  the  oil  is  sub- 
jected to  a  high  cracking  temperature,  deliver- 
ing the  heated  products  of  cracking  Into  an  en- 
larged cracking  zone  maintained  at  cracking  tem- 
perature under  superatmospherlc  pressure  where- 
in separation  of  vapors  from  liquid  takes  place, 
directing  the  separated  vapors  to  a  combined 
cracking  and  dephlegmatlng  zone,  passing  va- 
pors at  a  temperature  within  the  cracking  range 
from  said  combined  cracking  and  dephlegmatlng 
zone  to  a  high  pressure  fractionating  zone  where- 
in fractionation  occurs  to  separate  out  a  con- 
densate,   passing    said   condensate   to   siforesald 
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heating  coll  for  cracking,  withdrawing  liquid  from 
said  enlarged  cracking  zone  at  a  rate  adequate  to 
prevent  the  accumulation  of  liquid  therein,  ex- 
panding the  liquid  thus  withdrawn  into  a  low 
pressure  auto-distillation  zone  wherein  separation 
of  vapors  from  liquid  takes  place,  passing  the 
separated  vapors  Into  a  low  pressure  fractionating 
zone  and  subjecting  them  to  fractionation  there- 
in, bringing  charging  stock  into  indirect  heat 
exchange  with  vapors  in  said  high  pressure  frac- 
tionating zone,  introducing  charging  stock  thus 
heated  into  said  low  pressure  fractionating  zone 
to  dephlegmate  the  vapors  therein,  withdrawing 


a  liquid  fraction  from  said  low  pressure  fraction- 
ating zone  comprising  reflux  condensate  and  un- 
vaporized  constituents  of  the  charging  stock  and 
introducing  the  admixed  oils  Into  said  combined 
cracking  and  fractionating  zone  wherein  the  oil 
Is  subjected  to  fractionation  and  cracking,  with- 
drawing a  residual  fraction  from  said  combined 
cracking  and  fractionating  zone  and  passing  it 
to  said  enlarged  cracking  zone  wherein  the  time 
of  subjection  of  liquid  components  to  cracking 
conditions  is  limited  by  the  rapid  withdrawal  of 
liquid  from  the  chamber  while  vaporous  constitu- 
ents are  maintained  at  cracking  temperature 
therein. 


2.016.305 

TORQUE  TRANSMITTING  MECHANISM 

Earl  A.  Wales.  Cleveland.  Ohio,  assignor  to  Ray- 

bestos- Manhattan,  Inc.,  BridgepoK,  Conn.,  a 

corporation  of  New  Jersey 

Application  June  11.  1931.  Serial  No.  543.500 

2  Claims.     (CI.  192 — 68) 


1.  In  combination,  a  torque  transmitting  device 
comprising  a  driving  member,  a  driven  member 
including  a  shaft,  a  non-metallic  clutch  plate, 
rigidly  mounted  upon  said  shaft  and  having  non- 
metal  to  metal  contact  with  said  shaft,  a  non- 
metallic  friction  element  having  splined  engage- 
ment  with  said  non -metallic  clutch  plate,  said 


friction  element  comprising  a  plurality  of  annular 
friction  members  and  a  resilient  member  inter- 
posed between  said  friction  members,  and  means 
for  engaging  said  friction  element  and  said  driv- 
ing member,  whereby  motion  is  transmitted 
through  the  non-metal  to  non-metal  contact  of 
said  friction  element  and  said  clutch  plate. 

2,016.306 

METHOD  OF  PREPARING  AGGREGATES 

AND   FILLERS 

Vilas  E.  Watts,  San  Pranoiseo,  CaUf.,  assignor  to 

American  Bitumals  Company,  San  Francisoo, 

Calif.,  a  corporation  of  Delaware 

No  Drawing.    AppUcation  Angnst  7,  1931, 
Serial  No.  555365 

3  Claims.     (CI.  106 — 31) 

1.  A  process  of  coating  particles  of  aggregates 
with  tenaciously  adherent  films  of  bituminous 
material,  which  consists  in  the  steps  of  heating 
an  aggregate  by  means  of  dry  heat  to  a  tempera- 
ture of  about  250  F.  whereby  moisture  is  expelled 
therefrom  and  the  formation  of  water  films  on  the 
surfaces  of  such  aggregate  particles  is  prevented, 
and  then  mixing  the  dry  aggregate  while  in  a 
heated  state  with  an  aqueous  bituminous  emul- 
sion.  

2.016,307 

CLOSURE  FOR  BOTTLES.  JARS.  AND 

THE  LIKE 

Henry   WIesner,   Wheeling.   W.   Va..   assignor   to 

Hazel-Atlas  Glass  Company,  Wheeling.  W.  Va., 

a  corporation  of  West  Virginia 

Application  June  22,  1933.  Serial  No.  677,118 

4  Claims.     (CI.  215 — 43) 


T 

4.  A  closure  including  an  inner  shell  having  a 
skirt  and  an  outer  shell  having  a  skirt,  threads 
formed  in  the  inner  skirt,  an  out-curled  bead  sub- 
stantially circular  in  cross-section  at  the  bottom  of 
the  inner  skirt,  an  in-curled  bead  substantially 
circular  In  cross-section  at  the  bottom  of  the  outer 
skirt  below  the  first-mentioned  bead,  the  opposite- 
ly curved  surfaces  of  the  two  beads  being  In  re- 
silient engagement  and  the  inner  side  of  the  lower 
bead  being  outwardly  of  said  threads. 


2  016  308 

AUTOMATIC   STOPPING   DE\^CE 

John  W.  Wyllie.  Franklin.  Mass. 

AppIicaUon  November  13,  1929.  Serial  No.  406,790 

18  Claims.     (CI.  188—110) 


18.  In  a  retarding  mechanism  for  motor  ve- 
hicles having  means  for   controlling  the  move- 
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ments  thereof,  a  valve  for  regulating  the  flow  of 
air-gasoline  vapor  to  the  motor,  and  an  auxiliary 
valve  for  idling  the  motor,  connections  between 
the  said  auxiliary  valve  and  the  controlling  mech- 
anism of  the  vehicle,  in  combination  with  means 
for  automatically  closing  the  said  auxiliary  valve 
when  the  operator  of  the  vehicle  releases  com- 
plete control  of  the  vehicle. 


2.016.309 
PRINTING  AND  ASSOCIATING  MECHANISM 
Adolph  M.  Znckerman,  New  York,  N.  Y.,  masignor 
to  R.  Hoe  Si  Co..  Inc.,  New  York,  N.  Y.,  a  corpo- 
ration of  New  York:    Irving   Trust  Company, 
permanent  trustee 
Application  April  7.  1932,  Serial  No.  603.757 
17  Claims.    (CL  270—11) 


1.  In  an  associating  mechanism,  the  combina- 
tion of  means  for  producing  a  plurality  of  prod- 
ucts having  differing  characteristics,  a  plurality 
of  cutting  mechanisms,  one  for  each  kind  of 
product,  a  plurality  of  collecting  cylinders,  one 
for  each  kind  of  product,  transfer  and  folding 
cylinders,  one  for  each  collecting  cylinder,  and 
an  associating  cylinder  common  to  all  the  folding 
cylinders  by  which  all  the  products  from  the 
folding  cylinders  may  be  associated  in  a  prede- 
termined relation. 


2,016.310 
TELEPHONE    DIAL    ILLCMINATOR 

Wilbrant  S.  Baum,  Kansas  City.  Mo. 

AppUcation  Auirust  2.  1934.  Serial  No.  738,061 

10  Claims,     (CI.  240—2.17) 


1.  In  a  telephone  dial  Illuminator,  a  hollow  case 
having  an  open  end;  batteries  within  the  case;  an 
electric  lamp  carried  by  the  case  having  connec- 
tion with  the  batteries;  a  cover  plate  to  close  said 
open  end;  a  frame  integral  with  the  cover  plate 
extending  into  the  case  to  a  point  adjacent  the 
opposite  end  of  the  case:  and  means  for  securing 
together  the  frame  and  said  opposite  end  of  the 
case. 


2.016.311 

SPOOL 

Morris  W.  Becker.  New  York,  N.  Y. 

Application  February  21.  1934.  Serial  No.  712,284 

2  Claims.     (CL  242—125) 


2.  In  a  device  of  the  character  described,  a 
spool  provided  with  a  sloping  recess  and  a  mem- 
ber comprised  of  strip  metal,  mounted  In  the 
recess  and  secured  to  the  spool  at  the  deeper  end 
of  the  recess,  adapted  to  grip  a  thread  inserted 
beneath  same;  the  free  end  of  said  strip  mem- 
ber being  formed  to  conform  to  the  surface  of 
the  spool  and  slightly  spaced  from  the  shallow 
end  of  the  recess  to  facilitate  admission  of  the 
thread,  and  said  member  presenting  an  edge  on 
which  the  loose  end  of  the  gripped  thread  may  be 
manually  severed  to  eliminate  the  dangling  end  of 
said  thread. 


2.016.312 
MULTIPLE   COLORED   RUBBER   LABEL 
AND   THE  LIKE 
Virgil  H.  Bodle.  Newton.  Mass..  asslg^nor  to  Hood 
Rubber  Company,  Inc.,  New  York,  N.  Y.,  a  cor- 
poration of  Delaware 
Application  December  30.  1932.  Serial  No.  649.489 
11  Claims.     (CI.  41—33) 


1.  The  method  of  making  a  multiple-colored 
rubber  design  which  comprises  separately  form- 
ing colored  parts  of  the  design  by  deposit  from 
aqueous  dispersions  of  different  rubber  composi- 
tions, depositing  one  of  said  parts  upon  a  trans- 
parent suppxDrting  member,  depositing  another 
part  in  juxtaposed  relation  to  said  first  part,  and 
superimposing  a  third  part  over  the  previously 
deposited   parts  in  overlapping  relation   thereto. 

7.  A  rubber  design  assembly  comprising  a  plu- 
rality of  rubber  parts  of  different  colors  and  flow 
characteristics  adhesively  united  to  each  other 
In  overlapping  face-to-face  relation  and  a  re- 
movable inelastic,  transparent  support  In  ad- 
hesive contact  with  said  parts. 


2,016.313 
CLOTHESRACK 

Meade  J.  Brown,  Greenville.  Mich. 

Application  October  2.  1933.  Serial  No.  691.772 

3  Claims.     (CI.  211— 172) 

1.  In  a  clothes  rack  having  a  tubular  standard. 
a  supporting  device  flxable  in  the  lower  end  of 
said  tube  and  projecting  somewhat  therefrom, 
comprising  a  circular  leg  holder  consisting  of  a 
center  block,  a  band,  and  a  series  of  guide  plates, 
each  of  said  guide  plates  having  a  curved  lower 
edge  and  a  substantially  V  shaped  slot  opening 
upwardly,  so  arranged  about  and  attached  to 
said  center  block,  with  the  upper  portions  of  their 
outer  edges  within  and  attached  to  said  band, 
as  to  form.  In  conjunction  with    aid  center  block 
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and  said  bsind.  a  series  of  rectangular  passages, 
and  a  series  of  legs  slidable  in  said  passages  and 
swingable,  at  their  limit  of  protractive  travel,  out- 
wardly to  an  oblique  position,  said  legs  having 
beveled  inner  ends  with  rounded  lower  edges,  stop 


pins  near  said  inner  ends  adapted  to  function  in 
said  V  shaped  slots  in  said  guide  plates  and  limit 
protractive  travel  and  oblique  movement  of  said 
legs,  and  position  retaining  springs  having  bent 
free  ends  adapted  to  contact  said  center  block 
when  said  legs  are  in  extended  oblique  position. 


2,016.314 
CRYSTAL  LACQUER  COATING  AST)  METHOD 

OF  MAKING  SAME 

Edmond    H.    Buoy.    Waukegan,    111.,    assignor   to 

Atlas   Powder   Company,   Wilmington,   Del.,   a 

corporation  of  Delaware 

Application  October  14,  1933,  Serial  No.  693,650 

1  Claim.     (CI.  91—68) 


The  herein  described  method  of  surface  orna- 
mentation which  comprises  coating  an  article 
with  a  water  Insoluble  lacquer  containing  a  sub- 
stantially water-insoluble  crystalline  substance 
of  such  nature  that  upon  drying  said  crystalline 
substance  takes  the  form  of  a  multiplicity  of  in- 
dividual crystals  of  a  determined  pattern,  apply- 
ing thereto  after  drying  a  stop-off  coat  of  an 
aqueous  material  yielding  a  transparent  film,  and 
applying  over  the  last  named  coating  a  coating 
of  a  non -aqueous  material  yielding  a  transparent 
waterproof  top  coat,  the  wat/cr  Insoluble  nature 
of  the  lacquer,  the  aqueous  nature  of  the  stop-off 
coat,  and  the  non-aqueous  nature  of  the  top  coat 
rendering  the  lacquer  coat  Insoluble  in  the  stop- 
off  coat  and  rendering  the  stop-off  coat  Insoluble 
In  the  topcoat. 


2,016.315 
REVOLVING  PISTON  MACHINE 

Alfredo  Calzoni,  Bologna.  Italy 

Application  April  6.  1934,  Serial  No.  719,326 

In  Italy  April  24.  1933 

1  C:iaim.     (CI.  103 — 120) 

A  revolving-piston  machine  having  a  stator 
which  Is  displaceable  and  deformable  in  order  to 
obtain  a  variable  chamber-volume,  said  stator 

459  o.  Q.— 17 


comprising  a  plurality  of  elements  pivotally  con- 
nected with  one  another  and  guiding  blocks  in- 
terposed between  said  elements  and  pivoted 
thereto,  said  stator  having  fluid  Inlet  and  dis- 
charge ports  disposed  therein  between  adjacent 
guide  blocks,  a  rotary  pumping  element  and 
drive  shaft  therefor  mounted  within  said  stator, 
said  guide  blocks  being  symmetrically  arranged 


relatively  to  said  drive  shaft  and  being  mounted 
for  movement  radially  inwardly  and  outwardly  in 
such  a  manner  that  each  block  receives  a  move- 
ment In  a  direction  opposite  to  that  of  the  adja- 
cent blocks,  and  a  suitable  device  for  moving  said 
stator  blocks,  whereby  the  stator  is  deformable 
to  vary  the  volume  of  fluid  displaced  or  reverse 
the  direction  of  flow  of  fluid  through  said  ports. 


2.016.316 
METHOD  OF  AND  APPARATUS  FOR  APPLY- 
ING A  COATING  TO  ARTICLES 
Arthur  E.  Collins,  Cuyahoga  Falls,  Ohio,  assignor 
to  The  B.  F.  Goodrich  Company,  New   York, 
N.  Y.,  a  corporation  of  New  York 
Application  February  4.  1932,  Serial  No.  590,804 
8  Claims.     (CI.  91—18) 


^  J 


8.  The  method  of  applying  a  coating  to  the 
margin  of  an  article,  said  method  comprising 
moving  the  article  so  that  its  margin  progressive- 
ly occupies  an  open  slot  in  the  coating  chamber, 
and  maintaining,  by  suction  applied  to  said  cham- 
ber, a  flow  of  coating  material  through  the  cham- 
ber and  such  pressure  not  exceeding  that  of  the 
surrounding  atmosphere  that  the  material  does 
not  flow  outwardly  through  the  slot  in  the  ab- 
sence of  the  article  but  contacts  with  and  coats 
the  article  automatically  when  the  latter  is  moved 
through  the  slot. 


2  016  317 
CONTROL  MECHANISM 
Edward  T.  Dahl.  Randolph.  Mass..  assignor,  by 
mecne  assignments,  to  Eldon  Macleod.  West- 
wood.  Mass..  Frank  \.  Morrison,  Newton.  Mass., 
Cameron  Macleod,  Berwyn,  Pa..  Leslie  Soule, 
Dedham,  Mass.,  and  Sullivan  A.  Sargent,  Jr., 
Needham.  Mass..  trustees,  doing  business  as 
Mason-Neilan     Regulator     Company.     Boston, 

Mass. 
Application  September  30.  1932.  Spfial  No.  635.565 
2  Claims.     (CI.  236—32) 

1.  An  apparatus  for  controlling  the  tempera- 
ture of  a  medium  processed  by  being  subjected 
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to  heat  supplied  by  a  fuel,  comprising  means  for 
supplying  fuel  to  the  processed  medium,  a  con- 
trol valve  governing  the  supply  of  said  fuel,  a 
pilot  mechanism  utilizing  an  independent  source 
of  pressure  for  operating  said  control  valve  and 
ordinarily  exhausting  to  the  atmosphere,  an  ex- 
haust valve  governing  the  exhaust  from  said  pilot 
mechanism,  comprising  a  movable  orifice  and 
flapper,  levers  for  moving  said  oriflce  and  flapper 
toward  and  away  from  each  other  about  a  com- 


j* 


mon  axis  and  so  op>eratlng  said  exhaust  valve,  a 
thermostat  responsive  to  the  temperature  of  the 
processed  medium,  a  manometer  responsive  to 
the  rate  of  flow  of  the  fuel  supply,  a  coil  actu- 
ated by  the  thermostat  for  moving  the  orifice 
lever,  a  float  actuated  by  the  manometer  for  mov- 
ing the  flapper  lever  and  so  actuating  the  exhaust 
valve  of  the  independent  pressure  system  through 
the  resultant  action  of  said  thermostat  and  ma- 
nometer. 


2,016.318 
PROCESS   OF   MAKING   A   DEHYDRATED 
FXOLR   MIX 
John  D.  Duff.  PfttsbuTKh.  and  Louis  E.  Dietrich, 
Grafton,  Pa.,  assignors  to  P.  Duff  &  Sons,  Inc.. 
a  corporation  of  Pennsylvania 

No  Drawini:.    Application  Jane  13,  1933, 
SeHai  No.  675.647 
6  Claims.     (CI.  99—10) 
1.  The  process  of  making  a  non-harmfully  hy- 
groscopic mix  capable  of  being  cooked  or  baked 
to  form  a  food  product  for  human  consumption 
which  comprises  the  steps  of  emulsifying  molasses 
and  shortening  below  boiling  temperature,  drying 
the  same  to  form  a  hard  dry  intermediate  mass, 
pulverizing  such  mass  to  a  suitable  state  of  sub- 
division, and  thereafter  adding  flour  and  other 
predetermined   dry  Ingredients  to  complete  the 
mix. 


2,016.319 

PROCESS  OF  MAKING  A  DEHYDRATED 

FLOUR   MIX 

John  D.  DafT.  Pittsbnrgh,  and  Louis  E.  Dietrich. 

Crafton,  Pa.,  assiiniors  to  P.  Duff  &  Sons,  Inc., 

a  corporation  of  Pennsylvania 

No  Drawing.    Application  June  13,  1933, 
Serial  No.  675.648 
1  Claim.     (CI.  99—10) 
A  process  of  making  a  dehydrated  mix  of  the 
character  described,  comprising  making  a  homo- 
geneous dough  of  shortening,  molasses  and  flour 
in  the  cold,  drying  the  douKh  to  form  a  hard,  dry 


intermediate  mass,  reducing  the  dried  dough  to  a 
suitable  state  of  subdivision  and  commingling 
therewith  predetermined  dry  ingredients  to  com- 
plete the  mix. 


2.016,320 

DEHYDRATED  FLOUR  MIX  AND  PROCESS 

OF  MAKING  THE   SAME 

John  D.  Duff.  Pittsburgh,  and  Louis  E.  Dietrich, 

Crafton,  Pa.,  assignors  to  P.  Duff  &.  Sons.  Inc., 

a  corporation  of  Pennsylvania 

No  Drawinr-    Application  June  13.  1933, 
Serial  No.  675,649 
3  CUims.     (CI.  99—11) 
1.  A  process  of  making  a  dehydrated  mix  from 
which  an  edible  product  may  be  made  by  adding 
moisture  and  cooking  or  baking  which  Includes 
the  steps  of  making  an   emulsion  of  molasses, 
shortening  and  fresh  eggs,  adding  flour  to  make 
a  dough,  drying  the  dough,  grinding  it  to  a  suit- 
able state  of  subdivision  and  commingling  there- 
with predetermined  dry  ingredients  to  complete 
the  mix. 


2,016,321 
HEATING  BATH  FOR  HARDENING  OF  STEEL. 

ESPECIALLY  TOOL  STEEL 
Albert  Erdmann  and  EUy  Bertram.  Berlin,  Ger- 
many,   assignors    to    Richard    Weber    &    Co., 
Zweigniederlassung  der  Firma  Louis  Soest  & 
Co.  m.  b.  H..  Dusseldorf-Reisholz,  Germany,  a 
corporation  of  Germany 
No  Drawing.     Application  April  8,  1933.  Serial 
No.  665.082.    In  Germany  April  14,  1932 
15  Claims.     (CI.  148— 15) 
1.  A  heating  bath  for  hardening  steels  which 
comprises  an  alkaline  earth  chloride,  as  a  major 
portion  thereof,  a  small  quantity  of  a  metallic 
oxide  of  the  group  consisting  of  beryllium  oxide, 
magnesium  oxide,  aluminum  oxide,  cerium  oxide, 
and  zirconium  oxide,  and  a  small  quantity  of  an 
oxygen-containing  compound  of  the  group  con- 
sisting of  an  oxygen-containing  boron  compounc 
and    a    pyrophosphate,    said    oxygen-containing 
compound  when  fused  being  capable  of  dissolving 
metallic  oxides. 


2.016,322 
PROCESS   FOR   PRODUCING    ENAMELED 
IRON  ARTICLES 
Philipp  Eyer,  Halberstadt,  Germany 
No  Drawing.    Application  May  17,  1932.  Serial 
No.  611.945.    In  Germany  May  19,  1931 
14  Claims.     (CI.  91—73) 
1.  In  the  process  of  directly  enameling   iron 
articles  with  a  light  colored  glaze,  the  improve- 
ment which  comprises  melting  a  mixture  of  oxide 
of  antimony  and  of  oxide  of  zinc  to  produce  a 
fritted  product,  incorporating  said  fritted  prod- 
uct in  a  raw  glaze,  and  applying  the  raw  glaze 
containing  said  fritted  mixture  directly  to  the 
surface  of  the  iron  article  to  be  enameled. 


2.016.323 
ASH  DISPOSAL  APPARATUS 
Robert    A.    Foresman.    Moores.    Pa.,    assignor   to 
Westinghouse     Electric     and     Manufacturing 
Company,  a  corporation  of  Pennsylvania 
AppUcation  August  29.  1931.  Serial  No.  560.199 
Renewed  April  11,  1934 
6  Claims.     (CI.  110— 171) 
2.  An  ash  or  storage  pit  Comprising  In  combi- 
nation, upright  side  and  end  walls,  and  a  bottom 
wall  formed  of  cast  iron  and  divided  along  the 
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longitudinal  center  line  of  the  pit  into  separate   ;    timer  to  extend  when  actuated  the  right  of  way 


sections,  and  means  for  holding  said  sections  in 

r 


position  comprising  wedging  means  forcing  said 
sections  apart. 


2.016.324 
COVER  RETAINING  MEANS 

Louis  Gabor.  New  York,  N.  Y. 

Application  February  23,  1935,  Serial  No.  7,783 

8  Claims.     (CI.  217—94) 


1.  A  device  of  the  character  described  com- 
prising, a  receptacle  having  a  removable  cover, 
a  retaining  ring  extending  around  the  receptacle 
and  projecting  over  the  cover,  a  loop  for  con- 
tracting said  retaining  ring  extending  around 
said  receptacle,  a  movable  member  engaging  the 
ends  of  the  loop  and  movable  to  draw  the  ends 
of  said  loop  toward  one  another  and  thereby  con- 
tract the  loop,  said  member  having  means  for 
securing  It  to  the  body  of  the  receptacle  when  it 
has  been  moved  to  its  position  of  loop-contrac- 
tion. 


2.016.325 
TRAFFIC  CONTROL  SYSTEM 

Charles  D.  Geer.  New  Haven.  Conn.,  assignor  to 
The    Engineering    and    Research    Corporation. 
New    Haven,    Conn.,    a    corporation    of    Con- 
necticut 
Application  November  1,  1930.  Serial  No.  492.731 
7  Claims.     (CI.  177—337) 
2.  A  traffic  control  system  including,  in  com- 
bination, signalling  means  to  be  disposed  at  the 
intersection  of  a  plurality  of  traffic  lanes  and  to 
alternately  accord  and  interrupt  right  of  way  to 
traflBc  moving  over  said  lanes  and  through  said 
intersection,  timing  means  controlling  the  oper- 
ation of  said  signalling  means,  a  traffic  respon- 
sive control  disposed  in  one  of  said   lanes  and 
connected  to  said  timing  means  to  accord  when 
actuated  through  said  signalling  means  right  of 
way  to   said   lane  for   a  minimum    period,  said 
traffic  responsive  control  being  located  at  a  point 
relatively  remote  from  the  intersection  and  a  fur- 
ther traffic  responsive  control  connected  to  said 


period  of  such  lane,  said  further  control  being 


disposed  at  a  point  relatively  close  to  the  inter- 
section. 


2,016,326 
TRACK  TOOL 

Phillip  J.  Gillen,  Greenwood,  Mass. 

Application  September  21,  1932,  Serial  No.  634,108 

4  Claims.     (CI.  104—13) 


1.  A  tool  for  placing  and  locating  ballast  un- 
derneath the  ties  of  a  railroad  track,  comprising 
a  thin  elongated  blade  of  sufficient  length  to  ex- 
tend for  a  considerable  distance  under  a  rail- 
way tie,  said  blade  being  pierced  with  a  plu- 
rahty  of  triangular  apertures  through  which  the 
ballast  is  adapted  to  pass  upon  oscillation  of  the 
blade,  and  a  handle  secured  to  the  rear  end  of 
the  blade,  said  handle  being  offset  and  positioned 
at  a  higher  elevation  than  said  blade,  whereby 
oscillation  of  the  blade  is  effected. 


2.016.327 
REFRIGERATING  APPARATUS 

Leonard   Green.   Philadelphia,   Pa.,  assignor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, a  corporation  of  Delaware 
AppUcation  Julv  7.  1933.  Serial  No.  679,284 
21  Claims.     (CI.  62—2) 


1.  In  the  art  of  refrigeration  wherein  heat  Is 
removed  from  air  to  be  kept  cool  by  a  cold  body 
which  causes  condensation  of  moisture  upon  the 
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cold  body,  the  process  which  comprises  automati- 
cally initiating  the  heating  of  the  moisture  to 
cause  evaporation  thereof  whenever  the  mois- 
ture has  accumulated  to  a  certain  amount. 


2.016.328 
PROCESS  OF  PRODUCING  SULPHITE 
CELLULOSE 
Gustaf  Harlond.  Stockholm.  Sweden,  assirnor  to 
PmtentaktieboUkffet    Grondal  -  Ramen.     Stock- 
holm, Sweden 
No  I>niwinc.    Application  February  1.  1934.  Serial 
No.  709.329.    In  Sweden  March  7.  1933 
10  Claims.     (CI.  9^— 11) 
1.  A   process   for   the   production   of   sulphite 
cellulose   which   comprises   subjecting   cellulose- 
contalning  material  successively  to  the  actiwi  of 
a  solution  comprising  an  alkali  metal  compound 
of  sulphurous  acid  and  a  solution  comprising  cal- 
cium bisulphite  and  excess  sulphur  dioxide. 


2.016.329 

METHOD  OF  MAKING  MOLDED  ARTICLES 

FROM  WOOD  PASTE  OR  THE  UKE 

Aoletes  Oark  Haifht.  New  York.  N.  Y..  assirnor 

to  The  A.  S.  Boyle  Company.  Cincinnati.  Ohio. 

a  corporation -of  Ohio 

AppUcaUon  September  5,  1934.  Serial  No.  742,791 

10  Claims.     (CI.  1»— 55) 


1.  The  method  of  molding  which  comprises 
placing  a  wood  paste  containing  a  soluble  mate- 
rial in  a  mold,  subjecting  the  paste  to  the  action 
of  a  liquid  until  it  has  set.  removing  the  mold 
from  the  molded  paste,  and  hardening  the  mold- 
ed paste. 


2.016.330 

SKIN  TRIMMING  MACHINE 

Merton  W.  Howard,  Haverhill,  Mass.,  assiirnor  to 

Pope  Machinery  Corporation,  Haverhill,  Mass., 

a  corporation  of  Massachusetts 

Application  August  28,  1933.  Serial  No.  687,107 

4  Claims.     (CI.  164—61) 


1.  In  a  skin  trimming  machine,  a  circular  ro- 
tary knife,  means  for  driving  the  knife,  an  idler 
shaft,  a  shearing  wheel  thereon  cooperating  in 


overlapping  relation  with  the  knife,  a  quill  sup- 
porting the  shaft  rotatably  and  against  axial 
movement  therein,  a  bearing  surrounding  and 
frictionally  supporting  the  quill  against  axial 
movement,  and  means  for  giving  the  quill  an 
axial  adjustment  without  releasing  said  fric- 
tional  engagement  of  the  bearing  therewith. 


2.016.331 

HOT-WATER    SYSTEM 

Hugo    Junkers,    Dessau.    Germany,    assignor    to 

Junkers  &  Co.  G.  m.  b.  H.,  Dessau,  Germany 

AppUcation  October  20.  1931.  Serial  No.  569,929 

In  Germany  October  24,  1930 

8  Claims.     (CI.  137—79) 


«rr 


1.  A  hot-water  system  comprising  a  heater,  a 
pipe  for  supplying  cold  water  to,  and  a  pipe  for 
tapping  hot  water  from,  said  heater,  a  check 
valve  intermediate  said  heater  and  said  tapping 
pipe  for  preventing  return  flow  from  said  heater 
to  said  tapping  pipe,  a  valve  in  said  cold-water 
supply  pipe  for  controlling  the  flow  of  cold  water 
to  said  heater,  means  controlled  by  the  pres- 
sure gradient  from  said  supply  pipe  to  said  tap- 
ping pipe  for  operating  said  valve,  a  relief  valve 
in  the  E>ortion  of  the  supply  pipe  which  extends 
from  said  controlling  valve  to  said  heater,  and  a 
by-pass  directly  connecting  said  supply  pipe  to 
said  tapping  pipe  for  equalizing  the  pressures  in 
said  supply  and  said  tapping  pipe. 


2,016.332 

ELEVATOR  SAFETY  DEVICE 

Thomas  Lee,  Westfleld,  N.  J. 

Application  April  29.  1933.  Serial  No.  668.484 

11  Claims.     (CI.  187—29) 


'19 


1.  Hoisting  apparatus  Including  a  hoisting 
cable,  load  carrying  means  supported  by  the  cable, 
a  signal  for  indicating  that  the  load  on  the  cable 
exceeds  a  given  weight,  and  means  operated  by 
stretch  of  said  hoisting  cable  to  cause  display  of 
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the  signal,  said  means  including  a  member  at- 
tached to  the  cable  and  movable  with  the  cable 
In  its  direction  of  stretch,  and  a  relatively  fixed 
member. 

2.016.333 
REFLECTOR  DEVICE 

Myron  P.  Leeds,  Newark,  N.  J.,  assimor  to  Emeloid 
Company,   Arlington,   N.   J.,    a  corporation   of 

Application  May  2.  1935.  Serial  No.  19,442 
4  CUims.     (CI.  40—135) 
2 


1.  As  a  new  article  of  manufacture,  a  reflector 
device  comprising  a  dished  carrying  body  having 
an  attaching  extension  formed  thereon,  a  re- 
flector in  said  dished  body,  a  transparent  indicia 
carrying  plate  over  said  reflector,  and  a  confining 
ring  crimped  about  the  edges  of  said  carrying 
body  and  said  transparent  plate. 

2.016.334 

ARTIFICIAL  CHRISTMAS  TREE 

Grace  M.  McComb.  Chicago,  111. 

Application  March  17,  1934,  Serial  No.  716.061 

^  Claims.      (CI.  41—15) 


1.  An  ornamental  device  comprising  a  vertical 
supporting  means,  and  a  plurality  of  flexible  and 
pliant  light  ray  diffusing  and  refracting  means 
attached  to  and  supported  from  said  supporting 
means  in  superposed  relation  and  In  substantially 
horizontal  planes,  said  second  mentioned  means 
being  formed  with  irregular  surfaces  throughout 
their  respective  areas,  the  degree  of  Irregularity 
of  the  opposite  end  portions  of  said  second  men- 
tioned means  being  greater  than  that  of  the  in- 
termediate portion  thereof. 


2.016.335 
MANUFACTLTIE  OF  CRUDE  RUBBER 

John  McGavack.  Leonia.  N.  J.,  assifirnor.  by  mesne 
assig:nments.  to  General  Rubber  Company,  New 
York,  N.  Y.,  a  corporation  of  New  Jersey 
No  Drawing.     Application  October  3.  1931, 
Serial  No.  .566.801 
12  Claims.     (CI.  18 — 50) 
1.  A  vulcanized  inner  tube  resulting  from  the 
vulcanization  of  a  rubber  mix  containing  a  crude 


rubber  derived  from  Hevea  brasiliensis  latex, 
said  crude  rubber  consisting  of  from  about  12% 
to  about  50%  of  the  non-rubber  latex-solids  and 
from  about  88%  to  about  50%  caoutchouc,  said 
tube  having  a  tearing  strength  greater  than  5 
lbs.  and  a  permeability  to  air  less  than  .0017. 


2,016.336 

PROCESS  OF  CONTACTING  HYDROCARBON 

OIL  WITH  A  LIQL^D  REAGENT 

Paul  W.  Merchant,  Texarkana,  Tex. 

Orisrinal  application   Augrust   8.   1929,   Serial  No. 

384.425.    Divided  and  this  application  January 

7,  1933,  Serial  No.  650,644 

2  Claims.     (CI.  196—45) 


j^ 


>tas=^^=:: 


^.^^ 


1.  In  the  art  of  contacting  hydrocarbon  oils 
with  liquid  reagents  to  effect  intimate  admixtures 
thereof,  the  process  that  comprises  bringing  the 
hydrocarbon  oil  and  reagent  together  in  a  liquid 
state  and  in  streams  at  substantially  right  an- 
gles to  each  other  so  that  there  is  commingling 
of  the  liquids,  dashing  the  commingled  liquids 
in  a  given  direction  against  a  wall,  reversing  the 
direction  of  flow  of  the  liquids  from  the  wall 
and  continuing  the  passage  of  the  liquids  in  this 
reverse  direction  whereby  a  high  degree  of  tur- 
bulence promoting  an  intimate  admixture  of  the 
liquids  is  effected. 


2,016.337 
COMBUSTION  ENGINE 
John  Mikulasek.  Newton.  Iowa,  assigmor  to  The 
Maytag  Company,  Newton,  Iowa,  a  corporation 
of  Delaware 
Original  application   September  27.   1929.   Serial 
No.  395.518.  now  Patent  No.  1.973.218,  Septem- 
ber 11    1934.    Divided  and  this  application  July 
6,  1931,  Serial  No.  548,813 

10  Claims.     (CI.  123—73) 


v^^^ 


1.  A  carburetor  for  an  Internal  combustion 
engine,  comprising  a  housing  adapted  to  be 
mounted  on  the  fuel  supply  tank,  said  housing 
being  provided  with  an  air  chamber  in  its  upper 
portion  and  a  mixing  chamber  in  its  lower  por- 
tion, a  fuel  inlet  to  said  carburetor  and  provided 
with  a  check  valve,  and  a  valve  located  in  the 
base  of  said  air  chamber  for  admitting  air  direct 
to  said  mixing  chamber,  said  check  and  air  valve 
being  automatically  actuated  by  the  suction  and 
compression  forces  In  the  engine. 


268 


OFFICIAL  GAZETTE 


OcToBu8,1835 


2,016.338 
PHOTOGRAPHIC  FLASH  UGHT  APPARATUS 

Arthur  W.  MUler,  Jackson.  Mich. 

AppUcaUon  Janaary  12.  1934.  Serial  No.  706.342 

9  CUims.     (CI.  67—29) 


1.  In  a  photographic  flashlight  apparatus  the 
combination  of  a  flashlight  holder,  a  bracket 
mounted  thereon,  a  lever  supported  by  said  brack- 
et, means  connected  to  the  shutter  of  a  camera 
for  engagement  by  said  lever  to  open  said  shut- 
ter, and  means  operated  by  said  lever  to  set  off 
a  flash. 


2,016.339 
TREATMENT  OF  HYDROCARBON  OILS 
Jacqne  C.  Morrell,  Chicaco,  111.,  assiimor  to  Uni- 
versal Oil  Products  Company,  Chicago,  111.,  a 
corporation  of  Delaware 
Continuation  of  application   Serial  No.   538,700, 
May  20.   1931.     This  application  December  3, 
1934.  Serial  No.  755.782 

4  Claims.     (CI.  196—50) 


1.  A  process  for  improving  light  petroleum  dis- 
tillate containing  motor  fuel  boiling  hydrocarbons 
which  comprises  heating  a  portion  of  the  distillate 
charging  stock  to  distillation  temperature  by  heat 
exchange  with  a  heating  medium,  subsequently 
fractionating  this  portion  of  the  distillate  in  con- 
tact with  another  portion  of  the  charging  stock 
and  separating  the  contacting  portions  into  a  light 
gasoline  fraction  and  a  heavier  fraction  contain- 
ing gasoline  hydrocarbons,  heating  the  heavier 
fraction  to  a  temperature  in  excess  of  850*  P.  to 
reform  the  same  by  thermal  conversion,  utilizing 
the  thus  heated  heavier  fraction  as  said  heating 
medium  and  then  fractionating  and  condensing 
the  vapors  thereof. 


2.016.340 
SWITCH 
Marion  W.  Morris,  Lofanspori,  Ind..  assirnor  to 
R-B-M  Manufacturing  Co.,  Lofansport,  Ind..  a 
corporation  of  Indiana 
Origfinal    application    July    15,    1933,    Serial    No. 
689.561.     Divided  and  this  application  Decem- 
ber 9,  1933,  Serial  No.  701,603 

11  Claims.     (CI.  240—7.35) 


4-  *•'■<. 


1.  In  combination,  a  switch  housing,  a  base 
member  secured  thereto,  a  pair  of  terminal  lugs, 
rivets  extending  through  said  base  member  and 
securing  said  lugs  thereon,  a  contact  member  se- 
cured to  one  of  said  rivets,  a  socket  member  se- 
cured to  said  housing,  electrically  actuated  means 
in  said  socket  member  having  a  contact  por- 
tion engaging  said  contact  member,  a  switch  actu- 
ating member,  and  means  electrically  connected 
to  said  socket  member  and  to  said  switch  actuat- 
ing member  providing  for  rocking  movement  of 
said  switch  actuating  member  Into  contact  with 
said  other  rivet  to  complete  an  electrical  connec- 
tion to  said  electrically  actuated  means. 


2,016,341 

CONDENSER  SWIRL 

Wilbur  B.  Nelson.  Philadelphia.  Pa. 

Application  July  8.  1935,  Serial  No.  30.347 

19  Claims.     (CI.  257—37) 


dUMB 


.tif 


1.  In  combination,  a  flow  conduit  and  a  swirl, 
said  swirl  embodying  tubular  sections  of  differ- 
ent diameters,  the  smaller  section  socketing  in 
the  conduit  bore,  and  intersecting  fins  angularly 
project  ng  beyond  the  socket  end  of  the  swirl 
effective  to  inlt*ate  and  maintain  a  splrallzing 
annular  flow  through  the  conduit. 


2.016,342 
PROCESS  OF  SWEETENING  PETROLEUM 

OIL 

Philip  S.  Nisson,  Brooklyn.  N.  Y..  assiirnor  to  The 

Gray  Processes  Corporation.  Newark.  N.  J.,  a 

corporation  of  Delaware 

No  Drawing.    Application  December  23.  1930, 

Serial  No.  504.425 

17  CUims.     (CI.  196—33) 

1.  The  process  of  sweetening  petroleum  oil  which 
comprises  agitating  the  oil  with  sodium  plum- 
bite  solution,  adding  sulphur  in  an  amount  slight- 
ly less  than  required  to  complete  the  reaction, 
separating  the  reaction  products  and  then  com- 
pleting the  reaction  by  treatment  with  a  solu- 
tion of  a  salt  of  hypochlorous  acid. 
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2.016,343 
REAR  AXLE  ASSEMBLY 

William  C.  Oberem.  I>etroit.  Mich.,  assijmor  to 
Hudson  Motor  Car  Company,  Detroit,  Mich.,  a 
corporation  of  Michigan 
Application  March  15,  1934.  Serial  No.  715,655 
5  Claims.     (CI.  74—311) 


1.  A  rear  axle  assembly  for  motor  vehicles 
comprising  an  axle  housing  having  an  opening 
therein,  a  differential  carrier  seated  in  said  hous- 
ing and  having  a  pair  of  separated  arms  the 
outer  free  ends  of  which  are  located  adjacent 
said  opening,  a  differential  spider  journalled  in 
said  arms,  and  means  interposed  between  the 
outer  free  ends  of  said  arms  and  the  edge  of  said 
opening  and  reacting  laterally  against  said  ends 
for  rigidly  holding  the  latter  against  spreading, 
said  means  comprising  lugs  on  one  of  said  parts 
and  directly  engaging  the  other.  > 


2,016.344 
TWO  STROKE  INTERNAL  COMBUSTION 

ENGINE 

Osc^r  Simmen,  Erlach.  Switierl:ind.  assignor  to 
the  firm  of  SuUer  Freres  Societe  Anonyme, 
Winterthur,  Switzerland 

Application  May  16.  1933.  Serial  No.  671.361 

In  Switzerland  February  23.  1933 

9  Claims.     (CI.  123—65) 


7.  In  a  tT70-stroke  Internal  combustion  engine, 
the  combination  of  a  working  cylinder,  exhaust 
ports,  inlet  ports  arranged  opposite  said  exhaust 
ports,  means  for  deflecting  the  Incoming  air 
through  said  Inlet  ports  comprising  inserted  ele- 
ments positioned  in  the  central  inlet  ports  which 
are  the  mast  remote  of  the  inlet  ports  from  said 
exhaust  ports,  whereby  the  air  introduced  into 
the  working  cylinder  through  these  central  ports 
is  deflected  In  planes  first  vertically,  then  oblique- 
ly to  the  cylinder  axis. 


2.016.345 

DIFFERENTIAL  STOP  MECHANISM  FOR 

CHECK  WRITERS 

Ole  Slettevold,  Chicago.  111.,  assignor  to  The  Hed- 
man  Manufacturing  Company,  Chicago,  111.,  a 
corporation  of  Illinois 

Application  February  15,  1934.  Serial  No.  711,300 
5  Claims.     (CI.  101—93) 


1.  In  a  key  set  check  writer,  the  combination  of 
a  row  of  key-set  stops,  an  arm  engageable  with 
one  of  said  stops  when  the  latter  is  moved  to 
stopping  position  upwn  depression  of  its  asso- 
ciated key,  a  type  carrying  element,  an  actuat- 
ing arm  connected  to  said  type  carrying  element 
for  differentially  positioning  the  latter,  a  differ- 
ential pinion  moved  a  determined  distance  upon 
each  operation  of  the  machine,  and  gear  teeth 
associated  with  said  stop  arm  and  said  actuating 
arm,  respectively,  and  meshing  directly  with  said 
pinion  so  as  to  be  differentially  moved  thereby. 


2.016.346 

MEASURING  DEVICE 

Hale  G.  Smith,  Jackson  Heights,  N.  Y.,  assignor 

to  Aerial  Explorations  Inc.,  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  September  5.  1934.  Serial  No.  742,711 

4  Claims.     (CI.  33—121) 


^g 


1.  A  planimeter  comprising  a  sheet  of  material 
having  juxtaposed  annuli  marked  off  thereon, 
the  outer  peripheries  of  successive  ones  of  said 
annuli  setting  off  successive  circles  differing  in 
area  by  a  constant  amount  and  having  indicia 
adapted  for  indicating  angular  distances  about 
the  center  of  said  annuli. 
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2.016.347 

OSCILLATING  PISTON  FOR  FXOD  METERS 

Richard  H.  Smith.  Jr..  Hamilton,  Mass. 

AppUcatlon  March  6,  1934,  Serial  No.  714.294 

2  Claims.     (CI.  73 — 37) 


1.  A  fluid  meter  comprising  a  mesisuring  cham- 
ber, an  inlet  port,  an  outlet  port,  and  a  piston  ar- 
ranged to  oscillate  in  the  chamber  in  continuous 
engagement  with  the  wall  of  the  chamber,  said 
piston  having  a  peripheral  groove  extending 
around  the  circumference  of  the  piston  for  the 
passage  of  foreign  matter  between  the  piston  and 
the  wall  of  the  chamber  in  the  direction  of  flow  of 
fluid. 


2.016.348 
WASHING  APPARATUS 
Howard    F.    Snyder,    deceased,    late    of    Newton, 
Iowa,    by    Lettie    Snyder,    executrix,    Newton, 
Iowa,  assigrnor  to  The  Maytagr  Company,  New- 
ton, Iowa,  a  corporation  of  Delaware 
Original   application    June    26,    1925,    Serial   No. 
39,871.     Divided  and  this  application  April  30. 
1931,  Serial  No.  534,120 

3  Claims.     (CI.  259— 101) 


1.  In  combination,  a  liquid  impelling  tub 
mounted  for  oscillation  about  a  vertical  axis,  a 
shaft  for  oscillating  said  tub,  a  gear  on  said  shaft, 
a  sector-gear  oscillatable  about  a  vertical  axis,  a 
member  having  bifurcations  forming  an  axis  of 
oscillation,  a  prime  mover,  means  connecting  said 
member  and  prime  mover  to  oscillate  said  mem- 
ber about  said  axis,  said  member  having  a  portion 
extending  intermediate  said  furcations,  a  block 
shiftably  mounted  on  said  member  and  shiftable 
to  a  point  between  said  furcations  and  coincident 
with  said  axis  of  oscillation,  means  for  shifting 
said  block,  and  a  link  connecting  said  block  to 
said  sector-gear. 


2,016,349 

PICTURE   AND  MIRROR  FRAME 

Harry  Solomon,  New  York,  N.  Y. 

Application  April  30,  1935.  Serial  No.  19,060 

3  Claims.  (CI.  40— 152.1) 
1.  An  article  of  the  character  described  com- 
prising, an  easel  consisting  of  a  substantially 
U-shaped  frame  formed  with  a  pair  of  spring 
arms  movable  toward  one  another  to  an  extent 
limited  only  by  the  spring  tension  of  the  arms, 
channel -shaped  socket  members  pivoted  at  the 


ends  of  sa'.d  arms  and  unconnected  to  one  an- 
other, a  stop  member  interposed  between  the 
ends  of  the  arms  and  the  socket  members,  each 
of  said  stop  members  comprising  a  disk  having 
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a  part  extending  through  a  slot  in  the  socket 
member  and  also  having  a  projecting  flange 
formed  with  shoulders  constituting  abutments 
for  limiting  the  pivotal  movement  of  the  arm 
with  respect  to  the  socket  on  which  it  is  pivoted. 


2.016.350 

TRANSMISSION  MECHANISM 

Horace  T.  Thomas  and  Albert  B.  Hays,  Lansing. 

Mich.,  assii:nors  to  Reo  Motor  Car  Company,  a 

corporation  of  Michigan 

Application  September  18.  1933,  Serial  No.  689,986 

9  Claims.     (CI.  74—260) 


1.  In  a  transmission  gearing,  the  combination 
with  a  drive  member,  a  driven  member  and  an 
intermediate  memt>er.  of  reversing  mechanism 
between  said  drive  member  and  intermediate 
member,  an  automatic  variable  speed  transmis- 
sion between  said  Intermediate  member  and 
driven  member  controlled  in  its  operation  by 
load  and  speed  of  the  driven  member,  said  auto- 
matic transmission  including  a  member  under 
stress  to  be  revolved  in  reverse  direction  from 
said  driven  member,  and  a  one  way  clutch  for 
holding  said  member  from  such  reverse  move- 
ment while  permitting  forward  movement,  and 
means  actuated  by  the  reversing  mechanism  be- 
tween said  drive  member  and  intermediate  mem- 
ber for  reversing  the  action  of  said  one-way 
clutch. 


2.016,351 

GRINDING   APPARATUS 

Fay  \.  Thompson,  Colfax,  Iowa 

Application  November  3.  1934,  Serial  No.  751.314 

1  Claim.     (CI.  51—166) 

In  a  device  of  the  class  de.scribed,  an  elongated 

housing,  a  bearing  member  embracing  each  end 

of  said  housing  for  rotatably  supporting  the  same. 


a  U-bolt  embracing  each  of  said  bearing  mem- 
bers for  securing  them  to  a  supporting  member, 
spaced  apart  bearing  members  in  said  housing, 
a  shaft  rotatably  mounted  in  said  last-mentioned 
bearing  members  and  having  one  end  extending 
through  and  from  one  end  of  said  housing,  a 
gear  wheel  on  said  shaft  and  inside  said  housing, 
a  pipe  extending  at  right  angles  from  the  fen- 


*^^^^^ 


tral  portion  of  said  housing  and  communicating 
with  the  inside  of  the  same,  bearing  members 
inside  said  pipe,  a  shaft  rotatably  mounted  in 
said  last-mentioned  bearing  members  and  ex- 
tending k)eyond  said  pipe,  a  grinding  wheel  on 
the  outer  end  of  said  last-mentioned  shaft,  and 
a  gear  wheel  on  said  last -mentioned  shaft,  inside 
said  housing,  and  in  engagement  with  said  first- 
mentioned  gear  wheel. 


2,016,352 
FUEL  SYSTEM  FOR  INTERNAL  COMBUSTION 

ENGINES 

Homer  A.  Trussell.  Detroit,  Mich. 

Apphcation  December  17,  1931,  Serial  No.  581,670 

16  Claims.     (CL  123—122) 


f-i 
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1.  An  internal  combustion  engine  comprising 
a  charge  forming  device  having  an  induction 
passage,  a  reservoir  for  collecting  and  storing  a 
material  volume  of  fuel  particles  separated  from 
the  charge  in  said  induction  passage  during 
engine  operation  and  automatic  means  including 
passages  and  valves  between  said  passage  and 
reservoir  for  returning  said  fuel  particles  from 
said  reservoir  to  the  engine  between,  but  not  at, 
maximum  and  minimum  limits  of  engine  operat- 
ing speed. 

2,016.353 
TABLE 

Louis  W.  Wokosin,  Oshkosh,  Wis.,  assigrnor  to  The 

Dearborn  Company,  Chlcai:o,  111.,  a  corporation 

of  Illinois 

AppUcation  July  20,  1934,  Serial  No.  736,137 
4  Claims.     (CI.  311 — 42) 

1.  An  extension  table  comprising  oppositely 
disposed  legs,  side  aprons  extending  from  the  legs 
at  one  end  to  the  legs  at  the  other  end  of  the  table 
when  the  table  is  extended,  a  top  section  slidable 


on  said  side  aprons,  cleats  fastened  to  the  top 
section  outside  of  the  aprons  and  slidable  along - 


Ji 


side  the  aprons  in  guiding  contact  therewith,  and 
means  cooperating  with  the  aprons  and  cleats  for 
guiding  the  top  section  in  its  sliding  movement. 


2.016.354 

SEWING  MACHINE 

Walter  J.  Workman,  Lombard,  111. 

Application  July  9,  1934.  Serial  No.  734,312 

9  Claims.     (CL  112—235) 


1.  A  pressure  foot  for  sewing  machines  having 
work  feeding  means  and  a  pressure  foot  bar  mov- 
able toward  and  away  from  the  feeding  means 
and  yieldingly  urged  toward  the  feeding  means, 
said  foot  including  a  front  part  for  holding  the 
work  in  engagement  with  the  feeding  means, 
means  connecting  said  front  part  to  said  bar,  a 
rear  part  for  holding  the  work  in  engagement 
with  the  feeding  means,  support  means  inde- 
pendent of  said  bar  and  supporting  said  rear 
part,  means  acting  on  said  support  means  and 
urging  said  rear  part  toward  said  feeding  means, 
and  means  on  said  front  part  and  engageable 
with  said  rear  part  upon  pivotal  movement  of 
said  front  part  away  from  said  feeding  means 
and  adapted  to  urge  said  rear  part  forcibly  to- 
ward the  feeding  means  upon  said  pivotal  move- 
ment of  said  front  part. 


2,016.355 

NETHER    GARMENT 

Bertha  S.  Alsop.  Scarsdale,  N.  Y. 

Application  April  14,  1932.  Serial  No.  605.261 

4  Claims.     (CL  128 — 288) 
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1.  A  garment  comprising  a  body,  a  shield  se- 
cured thereto,  means  for  securing  the  rear  end 
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of  a  pad  to  the  shield  and  a  pocket  having  Its 
lower  edge  secured  to  the  upper  end  of  the  shield 
and  with  its  upper  edge  free  to  be  tucked  be- 
neath the  lower  edge  of  a  corset. 


2,016.356 

TONGS 

Henry  Alberf.  Mlllstadt.  III. 

Application  September  30.  1933.  Serial  No.  691.681 

3  Claims.     (CI.  294— 118) 


1.  An  article  of  the  character  described  com- 
prising, in  combination,  two  pivoted  arms,  diverg- 
ing transversely  bowed  jaws  depending  from  the 
end  of  said  arms,  means  extending  inwardly  from 
the  lower  ends  of  each  jaw  to  support  an  object 
carried  between  said  jaws,  and  an  extension  at 
the  joining  end  of  the  arms  and  jaws  and  project- 
ing laterally  in  the  same  plane  as  the  respective 
jaws  to  prevent  tilting  of  the  object  carried  there- 
by. 


2.016.357 

PASTE  DISPENSER 

Harold   K.   Andrews.    Stratford,    and   Horatio   J. 

French,  Bridgeport.  Conn. 

Application  November  10.  1932,  Serial  No.  642,038 

S  Claims.     (CI.  221—60) 


1.  A  paste  dispenser,  comprising  a  base  mem- 
ber; deep  forwardly  extending  top  and  bottom 
walls  at  the  upper  and  lower  ends  respectively 
of  the  base  member  and  integral  therewith:  shal- 
low forwardly  extending  side  walls  integrsU  with 
the  base  member  and  paralleling  the  sides  there- 
of; means  for  holding  a  tube  on  said  base  mem- 
ber; and  a  substantially  U-shaped  cover  piece, 
adapted  to  be  located  and  supported  by  the  side. 
top  and  bottom  walls  of  the  base  member,  form- 
ing front  and  sides  for  the  dispenser,  said  top 


and  bottom  walls  of  the  base  member  also  form- 
ing complementary  closures  for  both  the  top  and 
bottom  of  the  U-shaped  cover  piece. 

2.016.358 

ELECTRIC   AUTOMATIC  FLUID   HEATER 

Clyde  W.  Blackmun,  Nicholas  P.  Samantas.  and 

Albert  E.  Lindstrom.  San  Francisco.  Calif. 

Application  November  10.  1931.  Serial  No.  574,098 

6  Claims.     tCl.  219—43) 


5.  A  heater  comprising  a  frame  having  a  recess, 
a  heating  element  provided  with  an  electrical  cir- 
cuit, a  switch  included  In  the  circuit,  a  thermo- 
stat responsive  to  the  heating  element  for  open- 
ing the  switch,  and  means  projecting  into  the 
recess  and  being  movable  when  a  receptacle  is 
placed  in  the  recess  for  moving  and  holding  the 
switch  In  closed  position  during  a  predetermined 
amount  of  flexing  of  the  thermostat,  the  switch 
thereafter  being  opened. 

2.016.359 

BRAKE 

Elbert  A.  Corbin.  Jr.,  GradyvlIIe,  Pa..  assUnor  of 

one-half  to  William  C.  Biddle.  Lansdowne.  Pa. 

Application  April  6.  1933.  Serial  No.  664,684 

7  Claims.     <C1.  188—72) 


1.  An  axle  section,  a  bralce  unit  mounted  on  said 
axle  section,  identical  couplings  on  either  end  of 
said  axle  section  for  operatively  and  detachably 
connecting  said  axle  section  to  the  corresponding 
ends  of  an  assembled  revoluble  axle  to  which  the 
unit  is  to  l)e  applied,  whereby  said  brake  unit  may 
be  detachably  and  interchangeably  applied  to  said 
revoluble  sucle  without  dismantling  said  eissembled 
axle,  means  for  actuating  said  brake  unit,  and 
means  for  externally  indicating  the  condition  of 
wear  of  the  parts  of  .said  unit. 

2.016.360 

MACHINE    FOR   FORMING    Tl^MBLERS    AND 

OTHER  GLASS  ARTICLES 

Albert  N.  Cramer.  Toledo.  Ohio,  assignor,  by 
mesne  assirnments.  to  Owens-niinois  Glass 
Company,  Toledo,  Ohio,  a  corporation  of  Ohio 

AppUcatlon  Deeember  6,  1933.  Serial  No.  701,108 
11  Claims.     (CI.  49—5) 
1.  The  combination  of  a  container  for  a  pool 

of  molten  glass,  a  mold  carriage,  a  parison  mold 
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thereon  comprising  a  Iwdy  mold  and  a  ring  mold 
above  and  in  register  with  the  body  mold,  means 
for  rotating  the  mold  carriage  about  an  Inclined 
axis  and  thereby  bringing  the  parison  mold  pe- 
riodically over  the  pool  and  lowering  it  to  a 
charge  gathering  position,  means  for  gathering  a 


charge  of  glass  by  suction  into  the  parison  mold, 
said  body  mold  having  a  fixed  mounting  on  the 
mold  carriage,  and  means  for  moving  the  ring 
mold  upward  away  from  the  body  mold  and  caus- 
ing it  to  withdraw  the  parison  from  the  body 
mold. 


2,016.361 
MACHINE  FOR  MAKING  TUMBLERS 

Albert    N.    Cramer,    Toledo,    Ohio,    assignor,    by 
mesne    asslR:nments.    to    Owens-Illinois    Glass 
Company,  Toledo.  Ohio,  a  corporation  of  Ohio 
Application  April  3,   1934.  Serial  No.  718,814 
48  Claims.      (CI.  49 — 9) 


7^*^ 


1.  Apparatus  for  forming  hollow  glass  articles 
comprising,  in  combination,  a  parison  mold  open 
at  one  end  to  receive  a  chstrge  of  glass,  means  for 
introducing  the  charge  into  the  mold  through 
said  open  end,  means  for  extending  the  mold 
cavity  and  causing  a  portion  of  the  charge  to 
enter  said  extension  and  thereby  form  an  initial 
blow  oj)enlng  in  the  glass  at  said  end  of  the  mold, 
a  finishing  mold,  means  for  transferring  the 
parison  to  the  finishing  mold,  and  means  for 
blowing  the  parison  in  the  finishing  mold. 


GLASS 


2.016.362 
MACHINE   FOR    FORMING    HOLLOW 

ARTICLES 

.Albert    N.    Cramer,    Toledo,    Ohio,    assignor,    by 
mesne    assi/^nments.    to    Owens-Illinois    Glass 
Company.  Toledo.  Ohio,  a  corporation  of  Ohio 
Application  May  26,  1934.  Serial  No.  727,704 
26  Claims.     (CI.  49—5) 


for  causing  the  blank  mold  to  travel  in  a  closed 
path  parallel  throughout  with  an  inclined  plane 
and  with  the  axis  of  said  mold  maintained  at  a 
constant  angle  to  said  plane,  a  neck  mold  in 
register  with  the  blank  mold  during  a  portion  of 
said  travel,  means  for  opening  the  blank  mold 
and  leaving  a  parison  supported  in  the  neck  mold, 
and  means  for  swinging  the  neck  mold  to  a  differ- 
ent angle  relative  to  said  plane  while  the  blank 
mold  is  open  and  thereby  changing  the  angle  of 
the  parison  supported  in  the  neck  mold. 


2.016,363 

FOLDING  TABLE 

Louis  Culotti,  Nedrow.  N.  Y. 

Application  October  17.  1934.  Serial  No.  748,708 

4  Claims.     (CI.  311—80) 
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1.  A  folding  table,  comprising  four  legs  ar- 
ranged in  pairs  movable  towards  and  from  each 
other,  each  pair  being  framed  and  correspond- 
ingly spaced,  the  facing  sides  of  each  pair  of  legs 
being  formed  with  longitudinal  ways  guides  slid- 
able  in  the  ways,  cross-members  pivoted  to  the 
guides,  a  lazy-tongs  interposed  between  the  pairs 
of  legs,  parts  of  said  tongs  being  hinged  to  the 
tops  of  the  respective  pairs  of  legs,  other  parts  of 
the  tongues  being  rigid  to  said  cross-bars,  a  top 
hinged  at  one  end  to  one  pair  of  legs  adapted  to 
be  folded  parallel  to  the  legs,  the  opposite  end  of 
the  top  being  free  and  adapted  to  rest  upon  the 
tops  of  the  second  pair  of  legs,  and  means  to  lock 
the  free  end  of  the  top  to  said  second  pair  of 
legs. 

2,016.364 

ROTARY  SEWING  HOOK 

Paul  H.  Dixon.  Springfield.  111. 

Application  April  24,  1933.  Serial  No.  667,683 

6  Claims.    (CL  112—189) 


1.  A  machine  for  forming  hollow  glass  articles 
comprising,  in  combination,  a  blank  mold,  means 


1.  In  a  sewing  machine,  the  combination  com- 
prising a  circular  sewing  hook  and  a  race  there- 
for, including  a  pair  of  side  members  adapted 
to  bear  against  the  sides  of  the  sewing  hook,  an 
annular  member  adapted  to  bear  against  the 
circumferential   periphery    of    the   sewing   hook 
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and  to  space  the  side  members,  and  resilient 
means  for  holding  the  side  members  and  annular 
member  in  assembled  relationship. 


2,016.365 
LATHE 
Leo  A.  Damser  and  Clement  J.  Schroeder,  Rock- 
ford,  111.,  assiimora  to  Sundstrand  Machine  Tool 
Co.,  Rockford,  111.,  a  corporation  of  Illinois 
AppUcation  March  29, 1932,  Serial  No.  601,732 
17  Claims.      (CI.  82—2) 


1.  A  lathe  having,  in  combination,  a  bed,  a 
headstock,  a  spindle  rotatably  mounted  in  the 
headstock,  a  longitudinally  movable  front  tool 
support,  a  transversely  movable  rear  tool  sup- 
port, means  for  driving  said  spindle,  and  means 
for  actuating  said  tool  supports  comprising  a 
transversely  extending  power  shaft  carrying  two 
pick-off  gears  on  its  rear  end,  means  including  a 
first  companion  gear  meshing  with  one  of  said 
pick-off  gears  for  actuating  the  rear  tool  sup- 
port, a  parallel  transversely  extending  shaft 
carrying  a  second  companion  gear  meshing  with 
the  other  pick-off  gear,  means  connecting  said 
parallel  shaft  to  actuat€  the  front  tool  support, 
and  a  hand  wheel  carried  on  the  front  end  of 
said  parallel  shaft  for  moving  the  tool  supjxjrts 
manually. 


2.016.366 

AUTOMATIC  VOLUME  CONTROL 

Paul   O.    Farnham.   Boonton.   N.   J.,   assigrnor   to 

Radio  Corporation  of  America,  a  corporation  of 

Delaware 

Application  October  23,  1931,  Serial  No.  570,583 

13  Claims.     (CI.  250 — 20) 


1  ' 

« 

II 

""'■ 

am 

# 

m 

J 

>- 

ti- 

-1 

^ 


I 1 u2_J — ^  J         • 


1.  In  combination,  a  radio  frequency  amplifier. 
a  detector  tube,  a  control  tube,  means  connecting 
the  anode  of  the  control  tube  to  an  amplifier 
grid,  means  connecting  the  control  grid  of  the 
control  tube  to  a  biasing  path  connected  between 
the  cathode  and  anode  of  the  detector  tube  where- 
by the  direct  current  potential  difference  between 
the  control  grid  and  cathode  of  said  control  tube 
is  determined  by  the  direct  current  potential  drop 
across  said  biasing  path,  and  means  impressing 
the  output  of  said  radio  frequency  amplifier  up- 
on the  control  grid  circuit  of  said  control  tube. 


•      2.016,367 
METHOD  OF  AND  APPARATUS  FOR 
HANDLING  RUBBER  ARTICLES 
Adrian    H.    Feikert,    Akron,    Ohio,    assirnor    to 
American  Anode,  Inc.,  Akron.  Ohio,  a  corpora- 
tion of  Delaware 
Application  January  20,  1934,  Serial  No.  707,50d 
9  Claims,     (CI.  18—2) 


7.  Apparatus  for  extending  longitudinally  com- 
pacted tubular  thin  rubber  articles,  said  appa- 
ratus comprising  a  container  having  a  perforate 
peripheral  wall,  means  for  rotating  said  container 
about  an  axis  substantially  parallel  to  said  pe- 
ripheral wall,  and  a  plurality  of  angularly  direct- 
ed nozzles  arranged  in  spaced  relation  along  the 
outside  of  said  perforate  peripheral  wall  provid- 
ing means  for  directing  a  plurality  of  forceful 
fluid  streams  into  said  container  while  it  is  rotat- 
ing in  such  manner  as  to  urge  articles  within  the 
container  toward  an  end  thereof. 


2.016.368 
REFRIGERATLNG   APPARATUS 

Richard  S.  Gaugler,  Dayton,  Ohio,  assignor,  by 
mesne  assiirnments,  to  General  Motors  Corpo- 
ration, a  corporation  of  Delaware 
Application  May  26,  1933,  Serial  No.  672,916 
16  Claims.     (CI.  62—103) 


UK;>^ 


1.  A  lefrigerating  apparatus  comprising  in 
combination,  means  for  cooling  air  adapted  to 
flow  thereover,  said  cooling  means  having  mois- 
ture dripping  therefrom,  means  for  removing  the 
drip  from  said  cooling  means,  said  removing 
means  Including  a  plurality  of  electrodes  sepa- 
rated from  each  other  and  adapted  to  be  im- 
mersed In  the  drip,  and  mean.s  for  providing  a 
flow  of  electric  energy  from  one  electrode  to  an- 
other when  immersed  in  the  drip  to  evaporate 
the  drip  solely  by  the  flow  of  electric  energy 
through  a  drip  from  one  electrode  to  another. 


2.016.369 

MACHINE  FOR  ELECTRICALLY  HEATING 

METAL  ARTICLES 

Penrose  R.  Hoopes,  Hartford.  Conn.,  asslmor  to 
The    AJax    Manufacturing    Company,    Euclid, 
Ohio,  a  corporation  of  Ohio 
Application  May  6,  1931,  Serial  No.  535,334 

32  Claims.     <CI.  219— 11) 
10.  In  a  machine  of  the  character  described,  a 
plurality   of    pairs   of   stations   successively    ar- 
ranged In  a  common  plane  one  behind  the  other. 


OCTOBEB  8, 1935 


U.  S.  PATENT  OFFICE 


265 


each  pair  of  stations  having  current  conducting 
means  comprising  a  positive  electrode  and  a 
negative  electrode,  each  pair  of  stations  also 
having  conducting  means  comprising  a  bridging 
member,  one  of  said  conducting  means  being 
stationary  and  arranged  to  support  the  pieces  of 
work  and  the  other  of  said  means  being  movable 


Into  and  out  of  engagement  with  the  pieces  of 
work,  and  a  transfer  mechanism  comprising  a 
pair  of  spaced  parallel  bars  extending  in  the 
direction  In  which  said  stations  are  spaced  apart 
and  movable  upwardly  to  lift  the  work  pieces 
from  the  supporting  means,  then  rearwardly  to 
advance  the  same,  then  downwardly,  and  then 
to  original  position. 


2,016.370 
SHEDDING-MECHANISM  OF  CIRCULAR 
LOOMS 
William   Howarth,    Spondon,   near   Derby.   Eng- 
land,   assignor    to    Celanese    Corporation    of 
America,  a  corporation  of  Delaware 
AppUcation  August  4,  1933,  Serial  No.  683.619 
In  Great  BriUin  August  18,  1932 
8  Claims.     (CI.  139—16) 


1.  Shedding  mechanism  for  a  circular  loom, 
comprising  a  pliu-ality  of  banks  of  fine  shedding 
needles  adapted  to  control  the  warp  threads,  each 
bank  having  closely  spaced  slots  adapted  to  per- 
mit sliding  movement  of  the  needles  and  to  sup- 
port the  needles  over  a  substantial  portion  of 
their  length,  and  needle-engaging  means  between 
which  and  said  needles  there  is  relative  motion, 
said  needle-engaging  means  being  disposed  so  as 
to  engage  the  needles  in  a  selected  bank  at  a  point 
along  the  supported  length  of  the  needles  and  to 
draw  such  needles  under  tension  within  the  length 
of  the  needle  slots,  so  as  to  effect  a  shedding 
movement  of  the  warp  threads  controlled  by  said 
needles. 


2  016  371 
TREATMENT  OF  HYDROCARBON  OILS 
Lyman  C.  Huff,  Chicago.  III.,  assignor  to  Univer- 
sal  Oil  Products  Company,  Chicago,  111.,  a  cor- 
poration of  South  Dakota 
AppUcation  March  30,  1931.  Serial  No.  526.239 
2  Claims.     (CI.  196 — 49) 


1.  A  hydrocarbon  oil  conversion  process  which 
comprises  subjecting  the  oil  to  cracking  condi- 
tions of  temperature  and  pressure  in  a  cracking 
zone  and  separating  the  same  into  vapors  and 
unvaporized  oil,  passing  crude  oil  in  Indirect  heat 
exchange  relation  with  vapors  from  the  separat- 
ing step  and  heating  the  crude  to  the  vaporiz- 
ing temperature  of  lighter  fractions  thereof,  re- 
leasing such  lighter  fractions  from  the  crude  in 
a  vaporizing  zone  and  condensing  and  collecting 
the  same,  flash  distilling  the  unvaporized  oil  by 
pressure  reduction  and  combining  resultant 
flashed  vapors  with  the  flrst-mentioned  vapors, 
dephlegmating  the  commingled  vapors  in  direct 
contact  with  unvaporized  portions  of  the  crude 
In  a  fractionating  zone  independent  of  said  va- 
porizing zone,  supplying  the  resultant  mixture 
of  reflux  condensate  and  unvaporized  crude  oil 
to  the  cracking  zone,  and  flnally  condensing  the 
dephlegmated  vapors  independently  of  the  va- 
pors of  said  lighter  fractions  of  the  crude. 


2.016.372 
MEASURING  VALVE 

Aaron  J.  Jennings,  Battle  Creek,  Mich.,  assignor, 
by  mesne  assignments,  to  The  Farval  Corpora- 
tion, Cleveland,  Ohio,  a  corporation  of  Ohio 
Application  June  21.  1930,  Serial  No.  462.765 
4  Claims.    (CL  184—7) 


1.  In  a  measuring  valve,  a  valve  body  having 
a  measuring  chamber  and  a  passage  adjacent 
thereto,  an  intake  means  at  each  end  of  said 
passage  and  adapted  for  the  establishment  of 
unequal  pressures  simultaneously  therein,  and 
discharge  means  Intermediate  said  ends,  a  piston 
slidable  in  said  chamber,  ports  connecting  said 
passage  to  said  chamber  at  opposite  sides  of  said 
piston,  valve  heads  slidable  in  said  passage,  the 
intermediate  portion  of  said  passage  being  of 
less  diameter  than  its  end  portions,  shoulders 
between  said  Intermediate  portion  and  the  end 
portion  of  said  passage  for  the  abutment  of  the 
inner  faces  of  said  heads,  spacing  means  between 
said  heads  and  extending  through  the  interme- 
diate portion  of  said  passage,  said  heads  being 
adapted,  by  greater  intake  pressure  in  one  of 
said  intake  means,  to  open  said  means  to  one  of 
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said  ports  and  to  close  the  other  intake  means 
to  the  other  of  said  ports,  and  to  open  the  latter 
port  to  said  discharge  means. 


2.016.373 
LUBRICATOR 

George  Russell  Kennedy,  Pittsburgh.  Pa. 

Application  March  24.  1931.  Serial  No.  524,787 

16  Claims.     (CI.  184 — 42) 


'   U^;.).., 


1.  In  a  lubricator,  a  plunger  reservoir,  a  plung- 
er therein,  means  through  which  lubricant  under 
pressure  may  be  supplied  to  said  reservoir  in 
measured  quantities,  said  reservoir  having  a  nor- 
mally closed  discharge  outlet,  means  controlled 
by  said  lubricant  under  pressure  for  opening  said 
outlet,  a  control  cylinder,  and  a  control  piston 
movable  within  said  cylinder  for  controlling  the 
speed  of  operation  of  the  lubricator. 


2016.374 
GLASSWARE  FORMING  MACfflNE 

Clarence  C.  Kinker,  .Alton,  111.,  assig^nor  to  Owens- 
Illinois  Glass  Company,  a  corporation  of  Ohio 
Application  April  19,  1934.  Serial  No.  721.326 
8  Claims.     !C1.  49 — 42) 
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8.  In  combination,  a  partible  finishing  mold,  a 
bottom  plate  movable  vertically  into  position  to 
close  the  lower  end  of  the  mold,  mechanism  for 
opening  and  closing  the  mold,  means  comprising 
a  spring  device  actuated  by  operation  of  said 
mechanism  for  imparting  movement  to  the  bot- 
tom plate,  said  spring  device  including  a  pair  of 
coil  springs,  means  for  placing  the  springs  under 
tension  one  at  a  time  whereby  one  spring  while 
under  tension  operates  to  positively  move  the 
bottom  plate  away  from  the  mold  and  the  other 
spring  while  under  tension  assists  in  moving  the 
bottom  plate  into  cooperative  position  relative 
to  the  mold. 


2.016.375 

METHOD  FOR  L^NITING   CONDI'ITS 

Abraham  Kipnis.  Far  Rockaway,  N.  Y. 

Application  June  15.  1931.  Serial  No.  544,451 

12  Claims.  <  CI.  29— 148.2) 
1.  The  method  of  forming  a  union  between  two 
tube  ends  of  hard  stock  which  comprises  cuffing 
the  tube  ends  into  forwardly  and  outwardly  flar- 
ing edges  and  positioning  the  ends  to  bring  the 
flaring  edges  in  abutment  with  each  other  at 
their  outermost  reaches,  and  then  forcibly  press- 


ing the  ends  endwise  together  sufBciently  to  flat- 
ten the  outermost  reaches  of  the  edges  and 
thereby  substantially  increase  the  line  of  abut- 


ment  therebetween  to  an  effective  depth,  and 
concurrently  securing  the  maintenance  of  the 
pressure  by  which  the  flattened  ends  are  pressed 
endwise  together. 

2.016.376 
CLEANING  PROCESS 
Arthur  L.  Koch,  Upper  Darby.  Pa.,  assisnor.  by 
mesne  assirnments.  to  E.  I.  du  Pont  de  Nemours 
Si   Company.  Wilmington.  Del.,  a  corporation 
of  Delaware 
Application  December  23,  1932.  Serial  No.  648,549 
6  Claims.     (CI.  87—5) 


1.  The  method  of  cleaning  and  degreasing 
metal  articles  which  comprises  heating  a  volatile 
liquid  solvent  for  oil  and  grease  to  a  temperature 
near  its  boiling  point,  heating  the  article  to  a 
temperature  greater  than  the  boiling  tempera- 
ture of  the  solvent,  and  immersing  the  article 
within  the  liquid. 

2016.377 
REFRIGERATED  VEHICLE 

Henry    Wiley    Krotier,    Pleasantville.    N.    Y..   as- 
siirnor    to    The   Borden    Company.    New   York, 
N.  Y..  a  corporation  of  New  Jersey 
Application  July  11.  1932.  Serial  No.  621.818 
5  Claims.     (CI.  62 — 95) 


T,\I li-^-^r. I  .fc.j.. .^-. .-.....--■...■■■— ■.l■.^^  : 


I 


3.  In  a  refrigerated  vehicle,  a  closed  body,  sub- 
stantially air-impervious  partitions  extending 
across  the  interior  of  said  body  throughout  a  part 
of  Its  height  to  form  a  plurality  of  compartments 
communicating  at  their  upper  ends,  each  said 
compartment  having  a  separate  door,  a  refriger- 
ating member  supported  adjacent  the  roof  of  said 
body,  and  means  whereby  refrigeration  from  an 
outside  source  may  be  stored  within  said  member. 

2.016.378 
CAN   FILLING   MACHINE 

James  Leonard.  Rochester,  N.  Y. 

Application  July  9.  1931.  Serial  No.  549.690 

13  Claims.      CI.  226— 98  i 

1.  In  a  filling  head  the  combination  of  a  solid 
center  surrounded  by  a  gasket  mounted  station- 
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ary  with  regard  to  said  center,  an  air  line  passing 
up  through  said  solid  center,  a  mechanically  op- 
erated valve  at  the  lower  end  of  said  air  line, 
said  line  being  adapted  to  receive  liquid  over- 
flow, said  valve  being  adapted  to  close  and  hold 
the  liquid  overflow  in  the  line  while  a  can  is 
being  removed  and  is  being  replaced  with  another 


can,  said  valve  being  then  capable  of  being  opened 
to  return  the  liquid  overflow  to  the  can.  a  rod 
by  which  said  air  valve  is  operated,  said  rod 
passing  up  through  said  air  Hne.  a  walking  beam 
to  which  the  upper  end  of  said  valve  rod  is  pivot- 
ally  connected  and  by  which  it  is  operated  and 
means  for  periodically  rocking  said  walking  beam 
and  means  for  flowing  liquid  into  the  can. 


2.016,379 

PISTON  FOR  INTERNAL  COMBUSTION 

MOTORS 

Elmer  C.  Long.  Detroit.  Mich. 

Application  November  25.  1932.  Serial  No.  644,227 

2  Claims.     (CI.  309—5) 

n ■  - 


1.  A  piston  comprising  a  head,  a  skirt  and  pin 
bosses,  a  packing  ring  carried  by  said  head,  a  strip 
of  material  different  than  the  piston  carried  by 
said  head  In  a  side  tilted  position  and  secured  at 
one  end  thereto  at  right  angles  to  the  pin  bosses, 
and  a  packing  ring  having  oil  openings  carried  by 
said  head  having  cooperable  engagement  with  the 
ends  of  said  strip. 


2.016  380 
METHOD  OF  WELDING 
Georire    A.    Lutz.    Cranford.   N.    J..    assif!:nor    to 
American  Circular  Loom  Comnany.  Inc.,  New 
York,  N.  Y..  a  corporation  of  Delaware 
Application  Mav  4.  1933.  Serial  No.  669.341 
Renpwed  February  27.  1935 
9  Claims.     (CI.  219—10) 
1.  The  method  of  welding  the  marginal  por- 
tions of  a  tubular   metal  blank  together  com- 


prising lapping  an  offset  marginal  portion  and 
another  marginal  portion  of  said  blank  together 
with  the  main  parts  of  the  blank  in  circular 
relation  and  providing  a  space  therebetween  in 
radial  register  with  the  offset  portion,  welding 


said  lapped  portions  together  with  the  seam 
between  the  lapping  portions  lying  substantially 
in  a  circular  d.rection  around  the  longitudinal 
axis  of  the  blank,  and  pressing  the  offset  por- 
tion into  said  space  with  said  seam  extending  at 
an  angle  to  a  radius  of  said  tubular  blank. 


2,016.381 
METHOD  OF  COATING  GLASSWARE 

James  E.  McBumey.  Alton.  111.,  assignor  to 
Owens-Illinois  Glass  Company,  a  corporation 
of  Ohio 

No  Drawing.    Application  May  4.  1932, 
Serial  No.  609.267 
4  Claims.     (CI.  49—77) 
1.  The  method  of  applying  a  sulphur  coating 
to  the  surface  of  a  molded  glass  article  which 
comprises  spraying  the  surface  of  the  article  after 
it  is  discharged  from  the  mold  and  while  at  a 
high  temperature,  with  a  spray  consisting  of  an 
aqueous  solution  of  sodium  sulphate,  causing  said 
compound  to  sublimate  when  it  comes  in  contact 
with  the  hot  surface  of  the  article,  and  then  an- 
nealing the  article. 


2.016.382 
FURNACE  TANK  CONSTRUCTION 


Alton. 


James    E.    McBurney. 

Owens-Illinois   Glass  Company 
of  Ohio 
Application  March  10 
4  Claims. 


111.,    assignor    to 
a  corporation 


1933.  Serial  No.  660.267 
(CI.  72—38) 


1.  A  vertical  furnace  wall  comprising  blocks  of 
refractory  material,  each  block  comprising  an 
inner  section  and  an  outer  section  having  internal 
meeting  faces  intermediate  the  major  exterior 
faces  of  the  block,  the  outer  section  of  each  block 
being  formed  with  a  tapered  tongue  and  the  inner 
section  with  a  corresponding  groove  to  receive 
said  tongue,  each  tongue  and  groove  having  its 
lateral  edges  downwardly  and  inwardly  conver- 
gent. 
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2.016.3S3 
FINISHING  OF  FABRICS 
Albert  Mellor  and  Ralnh  James  Mann,  Spond«n, 
near  Derby,  England,  aadsnora  to  Ceianeae  Cor- 
poration <tf  America,  a  corporation  of  Delaware 
AppUcation  May  13.  1931,  Serial  No.  SST.OM 
In  Great  Britain  July  12. 1930 
11  Claims.     (O.  26—60) 


1.  Drying  apparatus  for  preparing  damp  fab- 
ric for  engagement  by  the  selvedge- gripping  de- 
vices of  a  stentering  machine  comprising,  in 
combination,  drying  drums  over  which  the  fabric 
is  caused  to  pass  and  means  for  directing  a  dry- 
ing atmosphere  against  the  selvedges  only  of  the 
fabric  so  as  to  complete  the  drying  of  said  sel- 
vedges whilst  the  remainder  of  the  fabric  re- 
mains damp. 


2.016,384 

AfETHOD  OF  BOTTLING  CARBONATED 

BEVERAGES 

George  L.  N.  Meyer.  Milwaokee,  Wis. 

Application  May  5.  1933.  Serial  No.  669.487 

8  Claims.     iCl.  226—69) 


1.  The  method  of  carbonating  and  bottling  a 
beverage  which  comprises.  Impregnating  a  bev- 
erage liquid  with  carbon  dioxide  gas  under  a 
predetermined  temperature  and  pressure  condi- 
dition.  changing  the  temperature  and  pressure 
condition  to  increase  the  gas  absorbing  capacity 
of  said  liquid  and  thereby  reduce  the  degree  of 
saturation  thereof,  transferring  said  liquid  to 
a  bottle  while  in  the  latter  condition,  gradually 
reducing  the  pressure  on  said  liquid  in  said  bot- 
tle prior  to  exposing  said  liquid  to  atmospheric 
pressure,  and  then  sealing  said  bottle. 


2.016.385 
FOLDING  CHAIR 
John  P.  Moiling  and  Theodore  Wm.  Anderson. 
Kenosha,  Wis.,  assignors  to  Simmons  Company. 
New  York,  N.  Y..  a  corporation  of  Delaware 
AppUcation  November  12.  1930.  Serial  No.  495.059 
4  Claims.     (CI.  155—143) 
1.  A  folding  chair  comprising  an  inverted  U- 
shaped  member,  the  side  members  of  which  con- 
stitute front  legs  and  back  rest  portions,  rear 
legs  pivoted  respectively  to  the  leg  portions  of 
said  side  members  and  disposed  inwardly  there- 
of, pivot  means  extending  inwardly  from  said  side 
members  above  the  axis  of  the  pivot  connection 


between  said  front  and  rear  legs,  pivot  means  car- 
ried by  the  upper  ends  of  said  rear  legs,  a  seat 
having  depending  side  flanges  each  provided  with 
longitudinally  spaced  front  and  rear  slots  respec- 
tively receiving  said  rear  leg  pivot  means  and  said 
aide  member  pivot  means,  said  seat  being  thereby 
pivotally  and  slidably  movable  on  said  rear  leg 
and  on  said  side  member  pivot  means  as  an  inci- 


dent to  the  <H)eratlon  of  folding  or  unfolding  the 
chair,  and  the  spacing  of  said  slots  being  such  as 
to  restrict  the  sliding  movement  of  said  seat  to 
somewhat  less  than  the  full  extent  required  by  the 
relation  of  the  respective  pivot  means  with  the 
pivotal  connection  between  the  legs  for  unre- 
stricted folding  to  thereby  effect  a  resilient  bind- 
ing action  of  the  elements  for  holding  the  chair 
in  folded  condition. 


2.016,386 
CONVERSION   OF   HYDROCARBON   OILS 
Edwin  F.  Nelson,  Chicago.  III.,  assignor  to  Uni- 
versal Oil  Products  Company,  Chicago,  IlL,  a 
corporation  of  Delaware 

Application  April  24.  1933,  Serial  No.  667.659 
3  Claims.     (CI.  196—58) 


1.  In  a  hydrocarbon  oil  cracking  process  of  the 
character  wherein  the  oil  is  heated  to  cracking 
temperature  under  pressure  while  flowing  in  a 
restricted  stream  through  a  heating  zone,  thence 
discharged  Into  the  upper  portion  of  an  exter- 
nally unhealed,  vertically  elongated  reaction  zone 
maintained  under  cracking  conditions  of  tem- 
perature and  pressure  and  wherein  conversion 
takes  place  by  the  heat  Imparted  to  the  oil  In  the 
heating  zone,  and  un vaporized  oil  withdrawn 
from  the  lower  portion  of  the  reaction  zone  at 
a  rate  adequate  to  preclude  any  appreciable  ac- 
cumulation of  liquid  In  the  reaction  zone  during 
the  normal  operation  of  the  process;  the  Improve- 
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ment  which  comprises  passing  the  hot  oil  stream 
discharging  from  the  heating  zone  into  the  upper 
portion  of  the  reaction  zone  downwardly  from 
the  upper  to  the  lower  portion  of  the  reaction 
zone  through  a  tube  open  at  both  ends  and  of  re- 
stricted cross  sectional  area  relative  to  that  of 
the  reaction  zone,  separating  vapors  from  unva- 
porlzed  oil  in  the  lower  portion  of  the  reaction 
zone  and  rapidly  withdrawing  the  latter  as  afore- 
said, passing  separated  vapors,  to  the  exclusion 
of  un  vaporized  oil,  upwardly  through  the  reaction 
zone  around  said  tube  whereby  these  vapors  are 
subjected  to  the  cracking  conditions  in  the  reac- 
tion zone  for  a  longer  time  period  than  the  un- 
vaporized  oil,  and  subsequently  withdrawing  the 
thus  further  reacted  vapors  from  the  reaction 
zone. 


2.016,387 
METHOD   OF    AND   APPARATUS    FOR    SPIN- 
NING  A   SINGLE-PLY  YARN  COMPRISING 
A    BLEND    OF    ANIMAL    AND    VEGETABLE 
FIBERS 
Franlc  Everett  Natter,  Sanford,  Maine,  assig^nor  to 
Goodall  Worsted  Company,  Sanford.  Maine,  a 
corporation  of  Maine 
Application  April  9,  1935,  Serial  No.  15,376 
7  Claims.     (CI.  118—38) 
I 


3.  An  apparatus  for  spinning  a  single-ply  yam 
from  two  separate  rovings  one  of  which  is  com- 
posed of  relatively  long  animal  fibers  and  the 
other  of  which  is  composed  of  relatively  short 
vegetable  fibers,  said  apparatus  comprising  a  i>alr 
of  front  drawing  rolls,  a  pair  of  back  drawing 
rolls  spaced  relative  to  the  front  rolls  to  draft 
properly  said  roving  of  animal  fiber,  a  carrier 
roll  and  co-operating  tumbler  roll  situated  be- 
tween the  front  and  back  rolls  and  spaced  from 
the  front  rolls  a  proper  distance  for  drafting  the 
roving  of  vegetable  fiber,  means  to  feed  the  rov- 
ing of  animal  fiber  to  the  back  rolls,  whereby 
said  roving  receives  a  drafting  action  between 
the  front  rolls  and  back  rolls  and  is  progressively 
reduced  in  diameter  as  it  passes  from  the  back 
rolls  to  the  front  rolls,  means  to  feed  to  the  car- 
rier and  tumbler  rolls  a  roving  of  relatively  short 
vegetable  fiber  which  has  a  larger  diameter  than 
that  of  the  roving  of  animal  fiber  at  the  point 
where  it  passes  over  the  carrier  roll,  said  carrier 
and  tumbler  rolls  having  roving-gripping  sur- 
faces and  the  tumbler  roll  being  weighted  to 
cause  said  tumbler  roll  and  carrier  roll  to 
apply  a  back-roll  grip  to  the  larger  roving  of 
vegetable  fiber  without  Interfering  with  the 
drafting  action  on  the  smaller  roving  of  animal 

459  o.  G.— 18 


fiber  whereby  the  two  rovings  are  individually- 
drafted  and  delivered  from  the  front  rolls  as  a 
single  unit  and  means  to  impart  a  spinning  twist 
to  said  unit  to  form  a  single-ply  yam. 

2.016.388 

BRAKE  MECHANISM 

Arthur  F.   O'Connor.   Chicago,  HI.,   assignor  to 

Equipment  Specialties  Company,  Chicago,  111., 

a  corporation  of  Illinois 

AppUcation  February  14,  1934,  Serial  No.  711,154 

11  Claims.     (CI.  254—149) 


1.  A  brake-operating  mechanism  comprising,  in 
combination  with  a  winding  member  and  associ- 
ated power-multiplying  devices  for  turning  the 
winding  member  in  response  to  the  manipulation 
of  a  hand  wheel,  a  housing,  enclosing  said  wind- 
ing member  and  associated  devices,  comprising  a 
back  plate  and  a  cover  member  having  a  front 
wall  and  integral  side  walls  adapted  to  be  se- 
cured to  said  back  plate  to  form  a  housing,  means 
for  securing  the  upper  portions  of  said  cover 
member  to  said  back  plate,  and  Inwardly  extend- 
ing flange  means  formed  on  said  side  walls  for 
securing  the  lower  portions  of  said  cover  on  said 
backing  plate. 

2  016  389 
TIME-INSTRUMENT    SIGNAL-MECHANISM 
Arthur  B.  Poole.  Bristol,  Conn.,  assignor  to  The 
E.  Ingraham  Company,  Bristol,  Conn.,  a  cor- 
poration 
AppUcation  May  5.  1933,  Serial  No.  669,474 
9  Claims.     (CI.  58 — 26) 


1.  In  combination,  a  time-instrument  normal- 
ly driven  by  an  electric  motor,  a  pivoted  signal 
movable  to  indicating  and  non-indicating  posi- 
tions, a  signal -control  member  behind  the  gen- 
eral plane  of  said  signal  and  including  an  arma- 
ture and  pivoted  to  swing  on  an  axis  substan- 
tially parallel  to  the  pivot  axis  of  the  signal,  elec- 
tromagnetic means  having  a  pole  normally  hold- 
ing said  signal-control  member  in  latching  posi- 
tion, said  electromagnetic  means  being  located 
behind  the  plane  of  swing  of  said  armature  and 
actuated  by  electric  current  from  the  source 
which  actuates  the  electric  motor,  said  signal- 
control  member  serving  when  in  latching  posi- 
tion to  hold  the  signal  in  non-indicating  posi- 
tion, and  said  signal-control  member  movable 
away  from  latching  position  upon  Interruption 
of  the  electric  current  which  actuates  the  motor, 
whereupon  the  signal  moves  to  indicating  posi- 
tion. 

2.  In  combination,  a  time-instrument  normal- 
ly driven  by  an  electric  motor,  a  signal  movable 
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to  IndicatUig  and  non-lndlcatlng  positions,  an 
electromagnet  normally  encrgHed  by  cl?ctrlccur- 
rent  from  the  source  which  actuates  the  electric 
motor,  a  pivoted  signal-control  member  Ipclud- 
IM   an   armature,   said   armature   mounted   to 
swing  in  a  plane  spaced  from  the  electromagnet 
and  normally  acted  on  by  the  electromagnet  to 
hold  the  signal-control  member  in  latching  port- 
Uon  the  signal-control  member  serving  when  m 
latching  poslUon  to  hold  the  signal  in  non-in- 
dicating  position,    said   signal-control   member 
movable  away  from  latching  poelUon  upon  Intcr- 
nipUon  of  the  electric  current  which  actuates 
the  electric  motor  and  electromagnet,  whereupon 
the  signal  moves  to  Indicating  position. 

2,016390 
VALVE  

Maurice  F.  IUchard«m,  Berwyn,  Pa. 

AppUcation  February  18.  1933.  Serial  No.  657,349 

1  CUim.     (CL  251—119) 


ber  of  artiflcial  filaments  comprising  means  for 
applying  a  solvent  or  softening  material  to  the 
filaments  to  impart  to  them  a  mutually  adh«lve 
nature,  a  member  having  a  substantially  straight 
edge  having  a  curved  surface  of  small  radius, 
and  a  feed  device  for  posiUvely  moving  said  fUa- 
ments  while  in  contact  with  each  other,  under 
tension,  relatively  to  and  in  contact  with  said 
curved  surface. 


2.016.392 
ESTER  OF  NAPHTHENIC  ACID 
George  Schneider.  Montclair.  N.  J.,  assignor  to 
Celaneae  Corporation  of  America,  a  corporaUon 
of  Delaware  ,  ^,    ,^__ 

No  Drawing.    AppUcation  January  23,  1933, 
Serial  No.  653.193 
6  Claims.  iCl.  260—99.40) 
1.  The  naphthenic  acid  ester  of  a  partial  ether 
of  a  polyhydrlc  alcohol. 


In  a  valve  of  the  type  described,  an  imperforate 
valve  disc  embodying  a  major  shallow  concavo- 
convexed  portion   surrounded  by   a  w)ncentric 
M  JuMareS.  a  body-member  including  toner  and 
outSTconcentric  waUs  defining  an  annular  cavity 
with  a  connecting  portion  having  arcuate  flow- 
passages  therethrough,  an  axially-apertured  stop 
IntcgnU  with  the  inner  concentric  wall  having  a 
concave-curvature  conforming  with  the  convex- 
curvature  of  the  valve  disc,  a  ported  seat-member 
engaged  in  the  open  end  of  the  body-member 
said   scat-member   having    a   central   boss   and 
radial  arms  oppositely-concaved  with  respect  to 
the  valve  disc  concave-curvature,  and  a  spring  in 
the   body-member   anniUar   cavity   exerting   its 
force  directly  against  the  valve  disc  seating  area. 

2  016.391 
PRODUCTION  OF  ARTIFICIAL  TEXTILE 
MATERIALS 
Reginald  Henry  John  Riley,  Spondon.  near  Derby, 
and  Theodore  CHffiW  Harnett,  Breadsan.  near 
Derby,  England,  assignon  to  Celaneee  Corpora- 
tion of  America,  a  corporation  of  '>«>*^"*.,. 
AppUcation  October  16,  1931.  Serial  No.  569,250 
In  Great  Britain  December  9,  1930 
12  Claims.     iCl.  16—8) 


2.016,393  

GLASSWARE  FORMING  MACHINE 
Clare   B.    Shilllnger.    Toledo.   Ohio,   aMlgnor   to 
Owens-Illinols  Glass  Company,  a  eorporaUon 

AppUciuon  May  23.  1932.  Serial  No.  612.996 
13  Claims.     (O.  49—5) 


1  In  a  glassware  forming  machine,  the  combi- 
nation of  a  mold  group  mounted  for  roUtlon 
about  a  vertical  axis,  said  mold  group  including 
a  dipping  frame,  partible  neck  and  primary  blank 
molds  on  said  frame,  a  partible  secondary  blank 
mold  having  a  cavity  differing  in  shape  from  the 
primary  blank  mold  cavity  and  mounted  on  said 
frame  means  for  alternately  placing  the  primary 
and  secondary  blank  molds  in  position  for  co- 
operation with  the  neck  molds,  a  partible  finish- 
ing mold  arranged  below  the  dipping  frame,  and 
means  for  closing  the  finishing  mo^d  about  a 
parison  suspended  from  the  neck  mold  after  the 
secondary  blank  mold  has  been  opened. 


10   Apparatus  for  the  manufacture  of  unitary 
products  <rf  flattened  cross-section  from  a  num- 


2  016  394 

RETRACTABLE  SHOCK  ABSORBING  STRUT 

Igor  L  Sikorsky,  Nichols,  Conn.,  anlgnor,  by 
mme  asrignments,  to  United  Aircraft  Corpo- 
ration, a  corporation  of  Delaware       „    .  ,   „ 

Original  application  April  12,  1929,  Serial  No. 
354  552.  Divided  and  this  appUcaUon  Decem- 
ber 6,  1»».  Serial  No.  500.454 

14  Claims.    (CI.  267— 84) 
1    A  shock  absorber  comprising  cylinder  ana 

piston  elements,  the  cyUnder  chamber  on  one 
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side  of  the  piston  being  filled  with  fluid,  means 
defining  another  chamber  adapted  to  receive 
fluid  expelled  from  the  cylinder  chamber  upon 
movement  of  the  piston  inwardly  of  the  cylinder, 
a  portion  of  said  chamber-defining  means  be- 


ing yleldable,  compressible  means  of  relatively 
small  force  opposing  the  initial  srielding  move- 
ment of  said  portion,  and  further  compressible 
means  of  relatively  large  force  (H>POsing  the  con- 
tinued movement  thereof. 


2,016395 
COVER  PLATE  FOR  VEHICLE  WHEELS 
Charles  W.  Sinclair,  Detroit,  Mich.,  assignor,  by 
mesne     assignments,     to     The     Kelsey- Hayes 
Wheel  Company,  Detroit,  Mich.,  a  corporation 
of  Delaware 

AppUcation  May  9,  1932.  Serial  No.  610,216 
9  Claims.     (CL  301—37) 


1.  A  vehicle  wheel  having  in  combination,  a 
rim  member,  a  hub  member  concentrically  ar- 
ranged with  respect  to  the  rim  member  and  con- 
nected thereto,  a  centrally  apertured  cover  plate 
having  the  peripheral  portion  thereof  engaging 
the  front  side  of  the  rim  member  and  having  the 
portion  adjacent  the  aperture  therethrough 
spaced  in  advance  of  the  forward  end  of  the  hub, 
attaching  means  fixed  to  the  rear  side  of  the 
cover  plate  including  an  element  having  a  por- 
ti<xi  positioned  adjacent  the  front  side  of  the 
hub  member  and  having  a  plurality  of  openings 
through  the  latter  portion  arranged  in  alignment 
with  openings  through  the  cover  plate,  and  fas- 
tening means  insertable  through  the  c^^enings  in 
the  cover  plate  and  engageable  with  the  element 
and  hub  member  for  clamping  the  former  to  the 
latter. 


2.016.396 

FLUSH  VALVE 

William  E.  Sloan.  Chicago,  HI. 

AppUcation  December  31.  1929.  Serial  No.  kVlMX 

9  Claims.     (CI.  137—93) 


ao 


1.  A  flush  valve  comprising  a  main  valve,  a  pis- 
ton which  divides  said  main  valve  into  two  cham- 
bers, a  by  pass  through  the  piston  connecting  the 
two  chambers,  a  movable  by  pass  member  located 
in  said  connection  and  normally  partially  closing 
said  connection,  a  small  by  pass  around  said  by 
pass  member  which  is  always  open,  a  stem  con- 
nected with  said  by  pass  monber,  an  auxiliary 
valve  mounted  in  said  piston  and  normally  en- 
gaged by  sedd  stem,  and  means  for  moving  said 
auxiliary  valve  so  as  to  lift  the  by  pass  member 
and  enlarge  the  by  pass  passageway  to  ()ermit  it 
to  be  washed  out,  said  by  pass  member  t>eing  free 
to  move  about  its  axis  in  response  to  the  move- 
ment of  the  fiow  of  water  when  the  auxiliary  valve 
is  (^)erated  to  vary  the  positicxi  of  said  small  by 
pass  with  relation  to  the  seat  of  the  by  pass 
member.  

2,016.397 

FLUSH  VALVE 

William  E.  Sloan,  Chicago,  III. 

AppUcation  August  11.  1930.  Serial  No.  474.368 

2  Claims.     (CI.  137—93) 


•JO  .-J 


1.  A  flush  valve  comprising  a  casing,  a  main 
valve  mounted  therein  dividing  the  casing  Into 
two  chambers,  an  upper  chamber  and  a  lower 
chamber,  said  main  valve  having  a  hollow  por- 
tion, an  auxiliary  valve  in  said  hollow  portion,  a 
by-pass  connecting  the  upper  and  lower  cham- 
bers, a  tube  forming  a  part  of  said  by-pass  hav- 
ing a  closing  member  at  one  end  provided  with 
a  small  opening,  a  pin  normally  withdrawn  from 
said  opening  when  the  main  valve  is  closed  but 
adapted  to  be  moved  therein,  a  reciprocating  ac- 
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tuatlng  part  connected  with  said  pin  and  recip- 
waU^  m  said  tube,  a  lateraUy  extending  mem- 
SS^S)^Sted  with  said  part  and  enga^ng  said 
SSdSoT  valve,  and  means  for  moving  said  ai«- 
SlS^lve  so  as  to  move  said  pin  into  said  smaU 
opening. 

2.016.398  ^„^,„ 

GLASSWARE  FORMING  MACHINE 
Leona^  D.   Soubler.  Toledo.  Ohio.   ««Jj»«'  ^J 
Omfl-IUlnois  GU«8  Company,  a  corporaUon 

(wi^applic^Uon  March  31.  1?33    Serial  No 
662U721.    Wrided  and  this  appUcation  March 
M.  1934.  Serial  No.  71';312  , 

17  Claims.     (CI.  49 — •*' 


lubricant  package  having  ,«^  °^^,f^  °P!?}S«oS^: 
trally  located  at  one  end.  the  waUs  of  said  open 
ing   extending    into   the  receptacle   and   being 


1  T«  <L  ffiassware  forming  machine,  a  finish- 
i«i*^id  iSSfwmprl^  a  bottom  plate  holder. 
Ing  mold  J""\f°™*:trrr*a  nalr  of  mold  sections 

S!S^«Xm  to  alternately  open  Md  clo«  the 
S3d  S^uXg  pivoted  »nn»  Sojm^  Jor^rt- 
^tLi  gwlnKlng  movement  above  said  <»*"^' 
SSS^tSS^^  the  arms  and  mold^ecUons 

2.016.399 
MULTIGRID  TUBE 

Wolfgang  Stoff.  Berlin.  Germany 

AppUcrtion  July  21.  19/3    Sf  a»  3^3-  '''''' 
In  Germany  Jn»y  22.  i»3^ 
2  Claims.     (CI.  250— 27.5) 


^M  «,<tv.  orrpw  threads  said  walls  having  a 
formed  with  screw  ^"'^^^    -  .^     screw  threads 

re^n^ia^g^ernVw^tHn^^LlnV^I^ 
fading  device  to  provide  a  seal  therewith. 

2.016.401 

CAKED  GLASS  WOOL  AND  ITS 

MANUFACTURE 

John    H.    Thomas.    Newark.    Ohio.    »»»««?'    ** 

Owens-Illinois  Glass  Company,  a  corporation  of 

S^pUcaUon  March  6.  1933.  Serial  No.  659.825 

Renewed  February  27.  1935 

9  Claims.     (CI.  49—1) 


)"< 
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\  The  method  which  comprises  subjecting 
eliss™  1  to  a  temperature  at  which  the  wool  is 
!i?SnTand  the  individual  fibers  thereof  there- 
?^pniiSd  to  adhere  to  each  other,  and  compact- 
rnVthTsoftenelTwool  and  reducing  its  volume  by 
a  continued  application  of  heat  thereto. 


2,016.402  „„„ 

POSITIVE   GRID    PUSH-PULL    CIRCUITS 
Ch«lei    Travis^    Philadelphia.    Fa..    "»»»«?'    ^, 
rJSI)  CorporkUon  of  America,  a  corporation  of 

SlSSuon  April  I.  1933.  serial  NO.  663.937 
13  Claims.     (CI.  179—171) 

jmm  '^ , /. .  ? 


1  An  electron  valve  comprising  a  cathode  a 
controTg^d  surrounding  said  cathode  a  fiu-ther 
SthSe  a  control  grid  the  slope  of  which  is  dif- 
Si^t  at  different  points,  surrounding  said  fur- 
th«  cathode,  a  screening  grid  surrounding  said 
^^ente  and  an  anode  arranged  near  said  screen- 
tog  grid. 

2.016,400 

LUBRICATING  DEVICE 

n.rr«  R  Tear  South  Bend,  Ind..  assignor  to  The 

"iSwcatt^  oSioratioB.  South  Bend.  Ind..  a 

A^rn^°Oct£'^^"Xn^.^  «"'^" 

lOCTalms.     ( a.  221— 47.4) 

1   A  lubricant  cartridge  for  use  with  a  lubrt- 

amt  fwSng  device,  comprising,  a  commercial 


1.  Electric  wave  repeating  apparatus  comprifi- 
ini  divided  input  and  divided  output  circuits  with 
a  pair  of  vacSum  tubes  connected  in  opposition 
?h??eUtUn.  each  of  said  tubes  ^^^ing  a  gr  d 
and  a  cathode,  said  grids  being  at  a  fubstantlally 
high  positive  potential  with  respect  to  sa  d  cath- 
SdcS  tothe  abSnce  of  signal  waves  in  said  input 
?St  a  positive  potential  sourqe  c^nnected^^^ 
tween  the  anodes  of  the  tubes  and  said  cathodes, 
and  means  in  shunt  with  said  source,  and  con- 
n2?ted  to  ?he  grid  circuits  of  said  tubes  for  pro- 
viding said  positive  bias. 
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2.016.403 
TREATMENT  OF  RUBBER 
William  F.  Tuley,  Nutley.  N.  J.,  assignor  to  Mor- 
gan A  Wright,  Detroit,  Mich.,  a  corporation  of 
Michigan 
No  Drawing.    AppUcation  August  11.  1932. 
Serial  No.  628.297 
7  Claims.     (CI.  106—23) 
1.  A  process  of  breaking  down  crude  rubber 
prior  to  the  addition  of  compounding  and/or  vul- 
canizing ingredients  which  comprises  adding  to 
the  crude  rubber  a  relatively  stable  acyl  peroxide 
in  an  amount  sufficient  to  reduce  the  viscosity  of 
the  rubber  and  milling  the  rubber  for  a  time  and 
at  a  temperature  sufficient  to  produce  a  decrease 
in  viscosity. 

2,016.404 
PAVEMENT  JOINT  PACKING 
Leroy  Elmer  Warner.  Oakland.  Calif.,  assignor, 
by  mesne  assignments,  to  Construction  Mate- 
rials Patents,  Inc.,  a  corporation  of  Ohio 
AppUcation  April  3.  1929.  Serial  No.  352,117 
26  CUims.     (CI.  94—18) 


1.  A  packing  for  paving  joints  having  the  fol- 
lowing ingredients  by  weight,  at  least  40%  rub- 
ber, 7%  asphaltum.  and  46%  whiting,  all  of  said 
ingredients  being  worked  into  a  porous  mass  and 
cured  by  heat  treatment. 


2.016.405 

LUBRICATING  DEVICE 

John  A.  Watson,  South  Bend.  Ind..  assignor  U» 

The    Lubrication    Corporation.    South    Bend, 

Ind.    a  corporation  of  Delaware 

Appiicatlon  June  2.  1932.  Serial  No.  614.969 

20  Claims.     (CI.  103—37) 


1.  A  lubricant  pump  comprising,  a  stationary 
cylinder  having  an  Inlet,  a  piston  mounted  for 
reciprocation  in  said  cylinder  and  controlling  the 
Inlet  to  the  cylinder,  means  for  reciprocating  said 
piston  throu{?h  a  fixed  stroke  with  respect  to  said 
reciprocating  means,  and  pressure  responsive 
means  for  moving  said  piston  with  respect  to  said 
cylinder  to  vary  the  effective  displacement  there- 
of. 


2.016,406 

SKATE 

Oscar  B.  Welker.  Middletown.  Conn. 

ApplicaUon  April  17,  1934,  Serial  No.  720.994 

12  Claims.     (CI.  208—180) 


1.  A  skate  including  a  foot  rest,  a  clamp  lever 
plvotally  supported  by  said  rest  and  having  a  pad 
overlying  the  heel  portion  of  the  foot  rest,  toe 
clips  movably  attached  to  the  toe  portion  of  the 
foot  rest  for  clsunping  action  against  the  sole  of 
a  boot  or  shoe,  and  an  operative  connection  be- 
tween said  clamp  lever  and  said  toe  clips  for  op- 
eration of  the  latter. 


2,016,407 

METHOD  OF  SPRAYING  LIQUID  MATERIALS 

Hermann  Wentsel.  Berlin,  Germany,  assignor  to 

SauerstofT- Central  fur  Medizinische  Zweke,  Dr. 

Ernst  Silten,  a  lirm  of  Germany 

Application  April  24,  1933,  Serial  No.  667,566 

In  Germany  June  22,  1932 

4  Claims.     (CI.  299 — 95) 


1.  A  method  of  spraying  which  comprises  pro- 
viding a  container,  placing  therein  a  sprayable 
fusible  material,  placing  therein  a  different  sub- 
stance capable  of  generating  aeriform  fluid  when 
subjected  to  heat,  sealing  said  container,  heating 
said  container  sufficiently  to  generate  aeriform 
fluid,  fusing  said  material  and  causing  said  ma- 
terial to  pass  out  of  the  container  under  the  pres- 
sure so  generated  substantially  free  from  said 
aeriform  fluid. 


2.016.408 
FLITD  PRESSURE  BRAKE 
Ellery  R.  Fitch,  Edgewood.  Pa.,  assignor  to  The 
Westinghouse  Air  Brake  Company.  Wilmerding, 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  October  11.  1932,  Serial  No.  637,265 
11  Claims.     (CI.  303 — 35) 
1.  In   a  fluid   pressure  brake   equipment,   the 
combination  with  a  brake  pipe,  of  a  triple  valve 
device  operative  upon  a  gradual   reduction    In 
brake  pipe  pressure  for  effecting  a  service  appli- 
cation of  the  brakes  and  operative  upon  a  sudden 
reduction  in  brake  pipe  pressure  for  effecting  an 
emergency  application  of  the  brakes  and  com- 
prising a  casing,  a  quick  service  mechanism  com- 
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prising  a  casing  having  a  chamber  normally 
charged  with  fluid  at  brake  pipe  pressure,  a  valve 
oDcraUve  to  vent  fluid  under  pressure  from  the 
brake  pipe  to  effect  a  quick  service  reducUon  in 
brake  pipe  pressure,  a  movable  abutment  sub- 
ject to  the  opposing  pressure  of  the  brake  pipe 
and  said  chamber  and  operative  upon  a  reduc- 
tion in  brake  pipe  pressure  to  operate  said  valve, 
a  quick  action  mechanism  comprising  a  normally 


tion  in  brake  pipe  pressure  to  locally  vent  fluid 
under  pressure  from  the  brake  pipe  to  effect  a 
service  application  of  the  brakes,  a  normaUy 
closed  quick  action  vent  valve  device  operative 
to  locally  vent  fluid  under  pressure  from  the 
brake  pipe  to  effect  an  emergency  application  oi 
the  brakes,  a  movable  abutment  operative  by 
fluid  under  pre«isure  from  the  brake  pipe  for 
actuating  said  quick  action  vent  valve  device,  and 
a  normally  seated  valve  operable  by  said  flrat 
mentioned  abutment  upon  a  sudden  reduction  m 
brake  pipe  pressure  for  supplying  fluid  under 
pressure  for  actuating  the  second  mentioned 
abutment. 

2.016.410 
FLUID  PRESSURE  BRAKE    „    „^  ^ 
Earle  S.  Cook.  Wllkinabarf.  and  EUery  R.  Fitch. 
Irwta.  Pa.,  •aAgnon  to  The  Wertlnghouse  Air 
Brake  Company,  Wihnerdiiif,  Pa.,  a  corpora- 
tion of  PennaylTanla  „  _,  ,  ^     at -^  aha 
Application  June  tA,  1933.  SeriiU  No.  677.436 
^^         14  Claims.    (CL  3«3— 83) 


dosed  quick  action  vent  valve  operative  to  locally 
▼ent  fluid  under  pressure  from  the  brake  pipe,  a 
movable  abutment  operative  by  fluid  under  pres- 
«ire  for  actuating  said  valve,  a  normally  seated 
valve  operative  to  supply  fluid  under  pr^ure  for 
actuating  the  last  mentioned  movable  abutment. 
and  a  movable  abutinent  subject  to  the  opposing 
pressures  of  the  brake  pipe  and  said  chamber  and 
operative  upon  a  sudden  reduction  In  brake  pipe 
jMressure  to  operate  said  last  mentioned  valve. 


2.016.409 
FLUID  PRESSURE  BRAKE 

EDery  R.  Fitch.  Edgewood.  Pa.,  M^^f/  *<»  .|J*f 
WMtinghoose  Air  BnAe  Company.  Wilmerding , 
P&.  m.  corporation  of  Pennsylvania 

Ap^;^ti^nT^«nber  25.  1932.  Serial  No.  644;!65 
11  Claims.    (CLS03— 38) 


1  In  a  fluid  pressure  brake,  the  combination 
with  a  brake  pipe,  a  chamber,  ^fj  an  acceler^ 
valve  device  operated  upon  a  reduction  In  brake 
pipe  pressure  for  effecting  local  venting  of  fluid 
frS^  "the  brake  pipe  and  fluid  '^om  said  chamt^ 
through  a  restricted  port,  of  a  brake  contiroUlng 
vSve  device  operated  upon  a  reduction  in  pres- 
sure in  said  chamber  for  effecting  an  applica- 
tion of  the  brakes,  and  a  loaded  check  valve  de- 
vice operated  upon  a  reduction  in  brake  pipe 
piSsuTB  at  a  predetermined  rate  for  also  vent- 
ing  fluid  from  said  chamber. 


2.016.411 
FLUID  PRESSURE  BRAKE 

Earle  8.  Cook.  Wilkinsburi .  Pa.,  »^«»«' Jj™* 

Westinghonse    Air   Brake    Company.   Wilmer- 

ding.  Pa.,  a  corporation  of  ^«np»ylT»^»    -,. 

Ap^cation  June  24.  1933.  SeriiU  No.  677,438 

14  Claims.     (CI.  303— 83) 


1  In  a  fluid  pressure  brake  equipment,  the 
combination  with  a  brake  pipe  and  a  brake  con- 
trolling valve  device  operative  upon  a  service 
rate^  reduction  in  brake  pipe  pressure  to  ef- 
fect a  service  application  of  the  brakes  and  upon 
an  emergency  rate  of  reduction  In  bj^«  P^Pf 
wosore  to  effect  an  emergency  application  of 
tite  brakes,  of  valve  means  comprising  a  movable 
abtttment  subject  to  the  opposing  Pr«»ure8^ 
ttie  brake  pipe  and  a  chamber,  a  normally  seated 
rSv9  operable  by  said  abutment  upon  a  reduc- 


1  In  a  fluid  pressure  brake,  the  combination 
with  a  brake  pipe,  a  chamber  and  a  fluid  proaure 
Stuat^  brake  wntrolimg  valve  device  operated 
In  response  to  a  reduction  in  pressure  in  said 
chamber  for  effecting  an  application  of  the  brakes, 
of  an  accelerator  valve  device  comprising  a  valve 


L 
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for  controlling  a  communication  through  which 
fluid  Is  locally  vented  from  said  brake  pipe,  a 
valve  for  controlling  a  communication  through 
which  fluid  is  vented  from  said  chamber,  a  valve 
means  actuated  by  fluid  vented  from  said  cham- 
ber for  locally  venting  fluid  from  said  brake 
pipe,  and  means  operated  upon  a  reduction  in 
brake  pipe  pressure  to  open  said  valves  for  ef- 
fecting local  venting  of  fluid  from  said  brake  pipe 
and  venting  of  fluid  from  said  chamber. 


throat  including  a  plurality  of  electrodes  mount- 
ed to  contact  with  the  outer  surface  of  a  pipe 
blank,  each  of  said  electrodes  having  a  contact 
area  of  substantial  width  and  having  a  portion 
of  said  contact  area  pressed  against  the  outer 
surface  of  the  pipe  with  a  greater  pressure  than 
the  remainder  of  said  contact  area,  said  portions 
being  disposed  at  points  on  the  outer  surface  of 
the  pipe  substantially  equidistant  from  the  radial 
extremities  of  the  abutting  surfaces  which  are  to 
be  welded. 


2.016.412 

TOILET  SILENCER  PAD 

Bess  Winding,  Reno,  Nev. 

Application  May  8.  1935.  Serial  No.  20,454 

6  Claims.     (CI.  4— 234) 

t 


1.  In  combination,  a  toilet  bowl,  a  hinged  toilet 
seat,  and  between  the  two  a  continuous,  ring-like, 
compressible  and  resilient  silencing  pad  having  a 
flat  contact  surface  thus  completely  sealing  the 
space  therebetween. 


2.016.413 
VALVE  ORGANIZATION 
Albert  M.  Cramer,  Philadelphia,  Pa.,  assignor  to 
Horn  &  Hardart  Baking  Company,  Philadel- 
phia, Pa.,  a  corporation  of  New  Jersey 
Original   application  June   22.   1933,    Serial   No. 
677,053.    Divided  and  this  application  Decem- 
ber 1,  1933.  Serial  No.  700.389 

1  Claim.     (CL  251—112) 


t'** 


A  valve  structure  comprising  a  housing  having 
a  tapered  valve  seat,  a  tapered  valve  rotatably 
mounted  in  said  seat,  a  valve  stem  journalled 
In  axial  alignment  with  said  valve,  a  separable 
connection  between  said  stem  and  the  smaller 
end  of  said  valve  adapted  for  co-operative  en- 
gagement in  only  one  relative  rotative  position 
as  the  valve  is  inserted  longitudinally  into  posi- 
tion a  headed  neck  extending  axially  from  the 
larger  end  of  the  valve  and  provided  with  an 
axial  bore,  a  bar  pivoted  at  one  end  to  said  hous- 
ing a  spring  actuated  latch  on  said  housing  for 
the  free  end  of  said  bar.  said  latch  being  manually 
depressible  for  releasing  the  bar.  and  a  spring  in 
the  bore  of  said  neck  and  impinging  against  said 
bar  when  in  flxed  position,  substantially  as  de- 
scribed. 

2.016.414 
METHOD  AND  APPARATUS  FOR  ELECTRIC 

WELDING 

Frank  W.  Cramer.  Youngstown,  Ohio,  assignor  to 
Republic  Steel  Corporation,  a  corporation  of 
New  Jersey  .  ^,     ^_^  ^^^ 

Application  November  20.  1931.  Serial  No.  576,260 
8  Claims.     (CL  219— 6) 
1    Apparatus  for  welding  open  seam  thick,  large 

diameter,  metal  pipe  blanks  Including  a  welding 


8.  The  method  of  making  pipe  which  Includes 
the  steps  of  moving  a  large  diameter,  thick  wall, 
tubular,  ferrous  metal  pipe  blank  having  a  lon- 
gitudinal seam  lengthwise  thru  a  welding  throat, 
abutting  the  seam  edges,  passing  welding  ciurent 
across  the  seam  edges  more  or  less  uniformly  for 
their  full  radial  length  by  bringing  electrodes  into 
contact  with  the  blank  on  opposite  sides  of  the 
seam  and  including  points  on  the  exterior  surface 
of  the  blank  substantially  equidistant  from  the 
radial  extremities  of  the  seam  edges,  exerting 
greater  pressure  between  the  electrodes  and  the 
blank  closely  adjacent  to  said  points  than  else- 
where, and  welding  the  seam  by  pressing  the 
seam  edges  together  with  welding  pressure  while 
at  welding  temperature. 


2,016,415 

PRESS  CONTROL  MECHANISM 

Joseph  P.  Daly,  Minneapolis.  Minn.,  assignor  to 

The  American  Laundry  Macliinery  Company, 

Cincinnati.  Ohio,  a  corporation  of  Ohio 

AppUcaUon  May  13,  1933,  Serial  No.  670,958 

19  Claims.     (CI.  68—9) 


1.  A  garment  press,  comprising  a  bed,  a  head 
lever  carrying  a  head,  a  pressure  device  pivotally 
connected  to  the  head  lever  and  including  two 
telescoping  members,  means  for  locking  said 
members  in  extended  position  to  thereby  vltallre 
them  as  a  pressure  strut,  and  cam  means  along 
which  the  lower  end  of  the  pivoted  pressure  device 
moves  to  apply  final  pressure. 
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2,016,416 

METHOD  OF  MAKING  A  PATTERN  RECORD 

Cornelius  S.  Dippel.  Woodclifl.  N.  J.,  assignor  to 

Western  Electric  Company,  Incorporated,  New 

York.  N.  Y.,  a  corporation  of  New  York 

AppUcaUon  September  4.  1931.  Serial  No.  561.142 

8  Claims.     (CI.  41—41) 


said  table,  said  lowering  plate  being  pivotally 
connected  to  said  table  above  said  top  surface 
thereof  and  together  with  said  platform  to  per- 
mit Joint  tilting  of  said  platform  and  plate  when 
said  plate  is  rested  on  said  table. 


2  A  method  of  preparing  a  wooden  surface  for 
use  as  a  master  record  in  reproducing  a  wood  gram 
which  comprises  brushing  the  surface  with  an 
alum  solution  to  remove  foreign  materials  and  to 
accentuate  the  grain  pattern,  and  covering  the 
surface  with  a  protective  coating. 


2,016.417 

CONTROL  APPARATUS  FOR  INTERNAL 

COMBUSTION  ENGINES 

John  B.  Dyer,  Pendleton,  Ind..  assirnor.  by  mesne 

aasifnments.  to  General  Motors  CorporaUon, 

Detroit.  Mich.,  a  corporaUon  of  Delaware 

Application  April  18,  1932,  Serial  No.  605,893 

Renewed  Jnly  27,  1934 

37  Claims.     (CI.  290—36) 


1.  Control  apparatus  for  internal  combustion 
engines  comprising  in  combination,  a  starting 
motor,  a  current  source  supplying  current  to 
said  starting  motor,  an  auxiliary  motor,  a  cen- 
trifugal device  operated  by  said  auxiliary  motor 
and  means  operated  by  said  device  for  render- 
ing said  starting  motor  effective. 


2,016.418 

APPARATUS  FOR  AND  METHOD  OF  FILLING 

CARTONS  WITH  FUEL  BRIQUETTES 

Charles  M.  Eberlln«  and  Raymond  F.  Mitten. 

Cleveland.  Ohio 

AppUcation  February  7,  1933,  Serial  No.  655.674 

3  Claims.     (CI.  226—14) 


1  A  machine  for  packing  uncured  coal  bri- 
flue'ttes  comprising  a  table,  an  elevated  platform 
having  depoiding  leg  portions  pivotally  secured  to 
said  table  above  the  top  surface  thereof,  means  to 
hold  said  platform  in  upright  position  and  a  low- 
ering plate  adapted  to  rest  on  the  top  surface  of 


2,016,419 

SANDER  FOR  MOTOR  VEHICLES 

Rue  R.  Elston.  Minneapolis,  Minn. 

AppUcation  January  15.  1932.  Serial  No.  586.844 

Renewed  February  21.  1935 

7  Claims.     (CI.  291—36) 


1  A  sander  for  wheeled  motor  road  vehicles, 
comprising  a  sand  hopper,  a  sand  valve  in  a  lower 
portion  thereof,  a  resilient  nozzle  support  ex- 
tending downwardly  therefrom,  a  spreader  nozzle 
entirely  supported  by  the  lower  jwrtion  of  said 
resilient  support,  and  a  flexible  member  secured 
around  said  nozzle  to  depend  below  said  nozzle. 


2.016.420 
GAUGE 
Norbert  K.   Engst,  La  Grange.  lU..   assirnor  to 
Western  Electric  Company.  Incorporated,  New 

York.  N.  Y.,  a  corporation  of  New  York 
Application  November  2,  1933.  Serial  No.  696.354 
10  Claims.     (CI.  33—174) 


1  In  a  gauge,  a  frame,  means  fixed  thereto  for 
supporting  an  article  to  be  gauged,  movable  work 
engaging  plungers  carried  by  said  frame  and  po- 
sitioned to  engage  spaced  portions  of  the  article, 
a  gauging  unit  including  a  pointer  movable  in 
response  to  the  movement  of  one  of  said  work 
engaging  plungers,  a  scale  fixed  to  said  frame. 
posiUoned  adjacent  said  pointer  and  cooperating 
therewith  to  Indicate  the  measurement  of  one 
portion  of  the  work,  a  movable  scale  carried  by 
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said  gaugmg  unit,  a  pointer  associated  with  said 
movable  scale,  and  means  carried  by  said  gaug- 
ing unit  and  actuated  by  the  other  work  engag- 
ing plunger  for  actuating  said  second  mentioned 
pointer  with  respect  to  said  movable  scale  for 
indicating  the  measurement  of  another  portion 
of  the  work. 

2.016.421 

TOOL   RACK 

Edward  R.  Eichner,  Montclair,  N.  J.,  assignor  to 

Socony-Vacuum    Oil    Company.   Incorporated, 

New  York,  N.  Y.,  a  corporation  of  New  York 

AppUcation  December  13,  1933,  Serial  No.  702,123 

2  Claims.     iCl.  211—160) 


1.  In  an  easel-formed  display  rack  for  auto- 
motive lubricating  tools,  a  pair  of  vertically 
aligned  rails  mounted  in  spaced  relation  on  one 
face  thereof,  a  plurality  of  slots  in  each  of  said 
rails,  and,  coojjerating  with  said  rails,  one  or 
more  tool-holders,  each  comprising  a  horizontal 
bar  adapted  to  extend  from  rail  to  rail  and  to 
be  supported  in  the  slots  therein,  a  plurality  of 
curvilinear  tool-cradle  formed  arms  so  mounted 
on  said  bar.  as  to  be  variably  positionable  along 
its  length,  and  on  each  arm.  adjustable  friction 
means  to  hold  said  arm  in  a  selected  position  on 
said  bar. 


2,016.422 
HEAT  EXCHANGE  APPARATUS 
James  S.  Fraser,  Earlville.  Md.,  assignor,  by  mesne 
assignments,  to  York  Ice  Machinery  Corpora- 
tion. York.  Pa.,  a  corporation  of  Delaware 
AppUcation  November  5,  1931.  Serial  No.  573.205 
Renewed  May  20.  1933 
14  Claims.     (CI.  62 — 129) 


said  cabinet.  Venturi  means  to  impart  turbulence 
to  the  air  within  a  predetermined  portion  of  the 
cabinet  between  said  air  ingress  and  egress 
means,  and  an  air  temperature  changing  unit 
disposed  within  said  portion  of  said  cabinet. 

2,016,423 

NEEDLE   THREADER 

Walter  Frey,  QuedUnburg,  Germany 

AppUcation  October  4,  1933,  Serial  No.  692,075 

In  Germany  October  10.  1932 

5  Claims.     (CI.  223—99) 


14.  A  heat  exchange  device  of  the  character 
described  comprising  a  cabinet  having  means  for 
the  Ingress  and  egress  of  air  at  spaced  points,  re- 
spectively, means  to  produce  a  flow  of  air  through 


1.  A  needle  threader  comprising  opposed  cam 
members  one  movable  relative  to  the  other,  said 
members  being  disposed  in  different  planes  for 
engagement  with  the  periphery  of  a  needle  at 
points  spaced  longitudinally  of  the  needle,  a 
member  disposed  below  said  cam  members  to 
limit  the  insertion  of  the  needle,  a  stop  means 
for  limiting  the  swinging  movement  of  the  needle, 
and  a  pivoted  thread  pulling  hook  supported  for 
movement  relative  to  a  needle  engaging  said  stop 
means. 

2.016,424 
COLLAPSIBLE  TUBE  CAPPING  MACHINE 

John  H.  Friden,  East  Orange.  N.  J.,  assignor  to 
The  Sun  Tube  Corporation,  Hillside,   N.  J.,  a 
corporation  of  New  Jersey 
AppUcation  January  5.  1934,  Serial  No.  705.372 
18  Claims.     (CI.  29—84) 


1.  In  a  machine  of  the  class  described,  an  in- 
termittently rotatable  member,  a  plurality  of 
tube  holding  means  on  said  member,  means  for 
feeding  tubular  work  pieces  cmto  said  holding 
means  at  one  station  of  the  head,  means  for  ro- 
tating another  of  said  holding  means  at  a  second 
station,  means  for  applying  a  cap  to  said  tul>e 
at  said  second  station,  means  intermediate  said 
second  station  and  a  third  station  for  loosening 
said  work  pieces  on  said  holding  means,  means 
for  discharging  a  capped  tube  from  another  of 
said  holding  means  at  said  third  station,  and 
common  means  for  imparting  step  by  step  move- 
ment to  the  head,  for  operating  said  feeding 
means,  and  for  operating  said  cap  applying 
means.  

2.016.425 

PRINTING  TUBULAR  CELLULOID  ARTICLES 

Gerald  A.  GroessUng.  St.  Louis,  Mo. 

AppUcation  March  26.  1934.  Serial  No.  717.318 

15  Claims.     (CI.  41—24) 

1.  The   process  of  producing  printed   tubular 

articles  of  celluloid  and  the  like  which  comprises 
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printing  on  a  tubular  blank,  coating  said  blank 


with  a  solvent  and  then  subjecting  said  blank 
S  an  ope?auon  giving  it  a  different  contour. 


hAAt  to  said  economizer  chamber,  means  for  di- 
^Uv  cotSuctlng  heat  from  said  cooling  cham- 
J?r  tn  the  refrtgerant  In  said  refrigerant  cham- 
SIJ.  mSL  fo?suTplying  ^the  substance  to  be 

■  St 


2.016.426  _^^ 

pyridine. 

2.016.427         

VOLUME  RANGE  CONTROL 
Emtiil  I    Gr«n    East  Orange.  N.  J..  a«lgnor  to 
^Si^J^car^eleXne  and  Telegraph  Company. 

*^  9  Claims,     (CL  17»— 44) 


pooled  first  to  said  economizer  chamber  and  then 
S?oiih  Uie^oling  chamber  to  said  nUxmg 
SSr.  and  means  for  also  supplying  uncooled 
substance  to  said  mixing  chamber. 

ROOFING  AND  bSbTHOD  OF  PRODUCING 

^The   Bitfber  Asphalt  Compw.   Philadelphia. 
Pa.  m  oorporatkm  ««  Wert  VlTflnl*         _^,,. 
A^BJ«^SrSUiut  19.  IW^  serial  No.  629.418 
15  Claims.     (CL  154—2) 


1   In  a  Signaling  system,  a  source  Of  audio  f  re- 
S  change  in  volume  range  Is  altered. 


1    A    method  for  the  producUon  of   roofing 

of  thTf  oil  outwardly  with  respect  to  the  base  In 
a  plurality  of  djrections. 

2.016^30 

CAR  LOADING  DEVICE 

iAh«  W  Hlce  Detroit.  Mich.,  assignor,  by  mesne 

'"^SSil^  ™^/t5»  The  worth  Company,  a  cor- 

Ap'S""uoV!^-^V«,V^^^^ ''^  "*'" 

^  4  Claims.    (CL  105 — 868) 


2.01642S 
UNIT  AIR  COOLER 

Rodolph  L.  Hasche.  ^^1;:^^^^°^ 

GndiBimdMn,  Wa«wmt^  JT    «*•  109 

AppUcaUoTMay  «4.  1J««' 8«ial  No.  613.192 

8  CTlaiBis.     (CL  62 — •1^)  ^       .    . 

1    in  a  coSCTTSstng.  a  refrigerant  chamber 

-.r^J^  4^\«riolid  carbon  dioxide  as  a  rcfrlgcr- 


1    A  c»r  loa<Un«  device  comprising  a  icrew 
coiJ^to^SrSp"  pTt  ot  the  c«  «d  ex- 
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tending  longitudinally  thereof,  a  clamping  mem- 
ber embracing  the  screw  and  having  threaded 
engagement  therewith,  a  rack  bar  operatlvely 
connected  to  the  clamping  member,  a  second 
rack  bar  adjustably  connected  to  the  first  rack 
bar  diverging  arms  extending  downwardly  from 
the' end  of  the  second  rack  bar.  and  offset  por- 
tions on  said  arms  for  engaging  a  veh  cle  wheel. 


outlet  duct  leading  into  the  chamber  and  con- 
trolled by  the  plunger,  there  being  a  channel 


2.016.431 
'    COVER  FOR  HEATING  RADLATORS 
Edmund  Hofmann.  Chicago,  lU.,  assignor  to 

Herbert  H.  Krueger,  Chicago.  111. 

Application  July   5.   1934.  Serial  No.  733,715 

4  Claims.     (CI,  237—79) 


1.  In  a  radiator  cover,  a  cover  section  includ- 
ing a  top  wall  and  downwardly  extending  front 
and  end  walls  that  terminate  short  of  the  corner 
of  the  top  wall  to  form  an  oi>en  comer,  the  end 
portions  of  said  front  and  end  walls  having  open- 
ings therein  and  a  comer  piece  for  closing  said 
open  corner  and  having  portions  extending 
through  said  openings  and  bent  over  to  secure 
the  corner  piece  to  said  portions  of  said  front 
and  end  walls. 


2.016.432 

TYPE  RINDING  MEANS 

Otto  Hoffmann.  Znrich.  Switserland 

AppUcaUon  May  2,  1935,  Serial  No.  19,464 

In  Germany  May  1,  1934 

3  Clahns.     (CL  101 — 404) 


c  ^ 


1  In  a  type  binding  device,  a  tape  to  be  passed 
about  a  type  body,  a  tension  spring  for  holding 
said  Upe  In  position  of  use  on  said  type  body, 
a  clamping  appliance  for  adjusting  said  Upe  to 
position  of  use.  a  tape  guiding  member  comprised 
by  said  appliance,  an  angularly  deflected  pro- 
jection on  said  guiding  member,  and  a  buckle 
Interlocking  with  said  projection  and  connected 
to  said  spring  rearwardly  of  said  projection  for 
clamplngly  securing  said  tape  between  said  pro- 
jection and  the  front  part  of  said  buckle  by 
action  of  said  spring. 


2.016.433 
FLUID  LIFT  PUMP 

Granville  A.  Homason,  Houston.  Tex. 

AppUcaUon  May  23.  1933,  Serial  No.  672,409 

5  Claims.    (CL  103—5) 

1  A  pump  of  the  character  described  compris- 
ing a  discharge  tube,  a  cylinder  at  the  lower  end 
of  the  tube,  a  shell  or  housing  about  the  cylinder 
having  upper  and  lower  seals  between  the  hous- 
ing and  cylinder  and  forming  a  chamber  between 
the  housing  and  cylinder,  there  being  a  channel 
connecting  the  chamber  with  the  discharge  tube, 
valve  means  for  controlling  the  inlet  of  the  liquid 
from  the  well  Into  said  cylinder  and  chamber,  a 
plunger  In  the  cylinder,  said  cylinder  having  an 


through  which  an  operatmg  fluid  may  be  intro- 
duced into  the  cyUnder  above  the  plunger. 

2.016,434 
PAPER  CLT* 
Ernest  R.  Huntley,  Los  Angeles.  Calif.,  assignor 
to  Crystal  Paper  Service  Corporation,  Los  An- 
geles, Calif.,  a  corporation  of  CaUfornia 
AppUcation  April  11,  1934,  Serial  No.  719393 
6  Claims.     (CL  229—21) 


1.  A  one-piece  paper  cup  comprising  a  body 
having  a  bottom  and  a  pleated  side  wall  with 
overlapping  portions  of  said  pleates  extending 
upwardly  to  and  forming  a  part  of  a  lip.  said  lip 
flaring  upwardly  and  outwardly  and  being 
crinkled  and  compressed  to  provide  a  wall  thick- 
ness substantially  greater  than  corresponding 
adjacent  side  wall  portions  of  said  cup  below  said 
lip.  the  outer  and  inner  faces  of  said  lip  at  the 
overlapping  portions  of  said  pleats  being  rela- 
tively smooth  and  hard,  and  said  lip  being  pro- 
vided at  its  upper  extremity  with  an  outwardly 
extending  tumed-over  edge. 

2,016,435 

WHEEL 

Benedict    Wdin,    Cleveland.    Ohio.    aMignor    to 

Alnmlnnm  Company  of   America,  Pittsburgh, 

Pa.,  a  corporation  of  Pennsylvania  ,,„„„, 

Application  January  30,  1931.  Serial  No.  512,335 

11  Claims.     (O.  301—6) 


0   A  cast  light  metal  wheel  Including  separate 
castings  forming  the  hub  portion  and  the  felloe 


■^■■'\. 
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portion,  the  hub  portion  including  a  disc  having 
undulations  forming  open  sided  spokes  joined  by 
webs,  and  the  felloe  portion  including  spaced  ra- 
dially extending  members  arranged  to  co-operate 
with  said  spokes  to  form  closed  extensions  there- 
of radially  outward  of  said  webs. 


2,016.436 

LEVER  CATCH 

Harry  Jabnke.  Mitrkesan,  Wis. 

Application  January  15. 1935,  Serial  No.  1,941 

2  Claims.     (CL  74—535) 


1.  A  device  for  holding  a  dog  of  a  lever  in  en- 
gagement with  a  tooth  of  a  quadrant  comprising 
a  supporting  member  adapted  to  be  attached  to 
the  lever,  a  slide  bar  carried  by  the  supporting 
member,  a  link  for  connecting  one  end  of  the  slide 
bar  to  the  dog,  a  spring  actuated  latch  member  for 
holding  the  slide  bar  in  lowered  position,  a  cam 
member  pivoted  to  the  upper  portion  of  the  slide 
bar  and  engaging  a  part  on  the  latch  member  for 
swinging  the  same  to  released  position  and  a  link 
for  connecting  the  cam  member  to  a  pivoted  han- 
dle member  of  the  lever. 


^  2,016,437 

LUMINESCENT  TUBE 

Lloyd  T,  Jones,  Berkeley,  Calif. 

Application  September  5,  1928.  Serial  No.  304.083 

3  Claims.     (CL  176— 126) 


1.  In  a  luminescent  tube  of  the  character  de- 
scribed employing  a  gas  pressure  exceeding  4.0 
mm.,  a  pair  of  rod  shaped  electrodes,  a  pair  of 
metallic  tubular  shield  members,  one  for  each 
electrode  and  interposed  between  the  tube  and 
the  electrodes,  said  shield  members  being  Insu- 
lated with  relation  to  the  adjacent  electrodes  and 
spaced  therefrom,  and  having  a  length  greater 
than  the  electrodes. 


2.016.438 

FINGER  PICK 

Ylan  K.  Kealoha.  New  York.  N.  Y. 

AppUcaUon  April  16,  1932,  Serial  No.  605.631 

4  Claims.     (CI.  84 — 322) 


1.  A  pick  for  stringed  musical  Instruments 
comprising  a  body  portion  terminating  at  one 
end  In  a  picking  point,  and  a  securing  band  for 
retaining  said  pick  In  operative  position  upon 


the  finger  of  a  user,  said  securing  band  compris- 
ing two  wing  extensions  having  their  free  ends 
curved  forwardly.  each  wing  extension  being  con- 
nected to  the  body  portion  by  a  relatively  narrow 
portion  whereby  to  provide  resiliency  between  the 
body  portion  and  the  securing  band. 

2.016.439 

PROCESS  OF  MANUFACTURING  GLASS 

CONTAINERS  FOR  UQUID 

Clark  H.  Hogan,  OUahoma  City,  Okla. 

AppUcaUon  March  9.  1935.  Serial  No.  10.145 

I  Claims.    (CL  25—154) 


1.  The  process  of  manufacturing  an  aquariiun 
frame  including,  constructing  a  marginal  frame, 
placing  Interior  form-sheets  against  the  Inner 
surfaces  of  the  members  forming  the  frame,  plac- 
ing spacing-forms  between  the  respective  side  and 
the  respective  end  members  of  the  frame  and 
against  the  respective  form-sheets,  sealing  the 
form -sheets  together  at  their  meeting  points, 
sealing  the  spacing-forms  to  the  form-sheets, 
placing  exterior  side  and  end  form-sheets  about 
the  frame  and  fastening  them  rigidly  in  place, 
sealing  the  exterior  form-sheets  at  their  meet- 
ing points,  pouring  a  liquid  capable  of  solidify- 
ing when  permitted  to  set  between  the  Interior 
and  exterior  form-sheets  and  around  the  spacing 
forms,  then  permitting  the  liquid  to  set  suffi- 
ciently to  solidify,  and  removing  the  form  struc- 
ture.   

2.016,440 

RECEPTACLE  CLOSURE 

William  Kaufman,  Mount  Vernon.  N.  Y. 

Application  June  6,  1935.  Serial  No.  25,265 

5  Claims.     (CL  221—64) 


5  A  receptacle  closure  comprising  a  receptacle, 
an  upper  cover  member  therefor,  the  said  cover 
member  having  an  orifice  therein  for  the  flow  of 
the  contents  from  within  the  said  receptacle,  a 
rotary  conveyor  mounted  on  the  inner  side  of  the 
said  upper  cover  member  and  having  a  plurality 
of  spaced  indentations  along  the  sides  thereof,  a 
plate  member  to  cover  access  of  the  contents  of 
the  said  receptacle  into  the  said  indentations  ad- 
jacent the  said  orifice,  a  disc  member  mounted  on 
the  upper  side  of  the  upper  cover  member  and 
being  keved  to  the  rotary  conveyor,  means  of  com- 
munication from  the  rotary  conveyor  to  a  point 
external  to  receptacle  whereby  upon  Inverting  the 
receptacle  and  upon  rotation  of  the  said  disc 
member  the  contents  of  the  said  receptacle  are 
discharged. 
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2.016.441 

CONNECTING  OR  SPLICING  DEVICE 

FOR  WIRES 

Philip  Henry  KeUey.  Greenfield.  Mass. 

AppUcation  May  11,  1934,  Serial  No.  725,175 

8  Claims.     (CI.  173—324) 


2.  A  wire  spUclng  or  connecting  device  for  the 
purpose  described  comprising  a  drum  member 
formed  with  an  opening  therein,  a  support  for 
rotatably  supporting  the  drum  member,  means 
for  securing  the  open  ends  of  a  broken  wire  to 
said  dnmi  member,  and  which  means  extends  into 
the  opening,  means  for  insulating  said  ends  from 
each  other  when  secured  on  said  drum,  and 
means  for  electrically  connectmg  said  ends  with- 
in said  opening  whereby  the  circuit  will  be  re- 
stored. 

2,016.442 
PRODUCTION  OF  GASES  BY  DECOMPOSI- 
TION OF  AQUEOUS  ELECTROLYTES 
Alfred  Kilgus,  Stuttgart-Oberturkheim,  Germany 
Application  May  11.  1932,  Serial  No.  610,591 
In  Germany  May  13. 1931 
2  Claims.      (CI.  204—1) 


1  The  method  of  producing  gases  by  elec- 
trolytic decomposition  of  an  aqueous  electrolyte 
comprising  subjecting  the  electrolyte  to  the  elec- 
trolytic action  of  an  electric  current  between 
magnet  electrodes. 


2,016,443 
WEIGHING    AND   BAGGING    MACHINE 

Plus  L.  Levitre.  Hatfield,  Mass. 

Application  February  14.  1934,  Serial  No.  711.204 

12  Claims.     (CL  249— 17) 


tion  of  the  discharging  material,  oscillatory 
means  pivotally  supported  by  said  pivotal  sup- 
porting means,  a  receptacle  carried  by  said  oscil- 
latory means  at  a  portion  thereof  positioned  far- 
ther away  from  the  discharge  end  of  said  chute 
than  the  pivotal  support  of  said  oscillatory  means, 
means  carried  by  said  oscillatory  means  at  a  por- 
tion thereof  adjacent  to  the  discharge  end  of  said 
chute  for  moving  into  the  path  of  the  discharging 
material  and  for  obstructing  the  flow  of  material 
from  said  chute  when  the  weight  of  the  recep- 
tacle and  material  therein  depresses  the  opposite 
end  of  the  oscUlatory  means,  and  means  for  re- 
sisting the  downward  movement  of  said  recep- 
tacle until  a  predetermined  amount  of  material 
has  been  discharged  into  said  receptacle. 

2,016.444  

BALING  PRESS  DOOR  STRUCTURE 

Alexander  S.  Mackenzie,  Houston,  Tex.,  assignor 

to   Anderson,   Clayton   &   Company,  Houston, 

Tex.,  a  joint-stock  association  of  Texas 

AppUcation  July  22.  1932,  Serial  No.  624,085 

22  Claims.     (CI.  100—19) 


1.  In  a  weighing  device,  a  supporting  structure 
having  a  discharge  chute  for  the  material  to  be 
weighed,  said  chute  being  positioned  so  as  to  dis- 
charge the  material  in  a  nearly  horizontal  partly 
downward  direction,  pivotal  supporting  means 
rigidly  secured  to  said  supporting  structure  and 
positioned  away  therefrom  in  the  general  direc- 


1  The  combination  in  a  baUng  press,  of  doors 
pivotally  mounted  and  having  rectilinear  move- 
ment with  respect  to  their  pivots,  cooperating 
locking  elements  at  the  free  ends  of  the  respec- 
Uve  doors  and  means  to  move  said  locking  ele- 
ments rectilinearly  with  respect  to  each  other 
and  to  move  said  doors  rectilinearly  with  re- 
spect to  their  pivots. 

2,016,445 

PAPER  NOVELTY 

Edward  T.  Massey,  Northport,  N.  Y. 

AppUcation  April  4,  1935,  Serial  No.  14,607 

3  Claims.      (CI.  40—70) 


I  1.  In  a  paper  novelty  comprising  a  base  and  a 
paper  disc  having  an  opening  therethroujgh  ro- 
tatably mounted  on  the  base,  a  bearing  for  the 
disc  including  a  plurality  of  strips  cut  in  the  pa- 
per base,  the  strips  extending  through  the  open- 
ing through  the  disc  and  being  folded  over  the 

i   edge  of  the  opening. 
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2,01S.446 

GALVANIZING    APPARATUS 

Karl  Merkenschlaccr.  Nnremberr.  Germany 

AppUcaUon  January  5,  1934.  Serial  No.  7ft5.3M 

In  Germany  March  18,  19S2 

3  Claims.     (CL  2M— 11) 


1.  A  galvanizing  apparatus  consisting  of  a  ro- 
tating drum  receiving  the  electrolyte,  comprising 
in  combination  a  perforated  and  funnel-shaped 
basket  placed  within  said  drum  and  connected  ro- 
tatably  with  the  latter,  a  second  funnel-shaped 
basket  situated  concentrically  within  said  first 
basket  and  connected  rotatably  with  the  latter, 
external  and  internal  anodes  placed  on  both  sides 
of  both  the  baskets  within  said  drum  and  con- 
nected rotatably  with  the  latter. 


2,016.447 

PROCESS  OF  MAKING  CONDUITS 

Carlton  J.  Katae-BiUler.  Milwaukee,  Wis.,  assignor 

to  Line  Material  Company,  South  Milwaukee, 

Wis.,  a  corporation  of  Delaware 

Application  January  14.  1933.  Serial  No.  651,709 

4  Claims.     (O.  92 — 21) 


1^. 


'•nATTtfi     •r»st       or 


1.  The  process  of  malcing  a  conduit  which 
comprises  disintegrating  leather  scrap  into 
leather  fibers,  washing  the  same,  solely  with 
substantially  pure  Water  and  mixing  wood  fibers 
therewith,  shaping  the  mixture  of  fibers  into  a 
conduit,  drying  the  shaped  conduit  to  form  voids 
adjacent  the  wood  fibers,  filling  the  voids  with 
a  hot  waterproofing  material,  and  subsequently 
suddenly  chilling  the  impregnated  conduit  to 
prevent  deformation  of  the  Impregnated  con- 
duit while  it  is  hot. 


2.016.448 
ELECTROMAGNETIC  DEVICE  AND  CIRCUIT 

THEREFOR 
George  D.   Milne.   Oak   Park.   IlL.    assignor    to 
Western  Eleetrie  Company,  Incorporated,  New 
York.  N.  T..  a  corporation  of  New  York 
Apptteation  September  8.  1933.  Serial  No.  688.618 
3  Claims.    (CI.  175—^37) 
2.  An  electromagnetic  device  comprising  a  pair 
of  colls,  an  armature  for  each  coil  mounted  for 


movement,  a  shaft  disposed  between  the  arma- 
tures, levers  mounted  upon  the  ends  of  said  shaft. 
and  links  operatlvely  connecting  said  levers  to 


said  armatures  so  that  the  energization  of  one 
of  the  coils  will  attract  Its  armature  to  move 
the  link  and  lever  thereof  to  dead  center  positions 
to  lock  the  armatures  in  position. 


2.016,449 

CARBURETOR 

Omer  Moysard.  Brussels,  Belfium 

AppUcation  September  19,  1933,  Serial  No.  690.065 

In  Belgium  September  23.  1932 

7  Claims.     (CI.  261—65) 


1.  In  a  carburetor,  the  combination  of  a  casing, 
a  choke  tube  in  saia  casing,  a  tapered  spreading 
member  projecting  downwardly  into  said  choke 
tube,  an  annular  jet  arranged  axially  under  said 
spreading  member,  an  air  supply  tube  arranged 
centrally  within  said  jet.  the  annular  opening  of 
said  Jet  being  flush  with  the  delivery  opening  of 
said  tube,  an  air  supply  passage  surrounding  said 
Jet,  and  an  annular  throttle  valve  in  said  passage. 


2.016.450 

METHOD  AND  MACHINE  FOR  PRINTING 

ARTICLES 

Hubert  A.  Myers.  Toledo,  Ohio 

ApplicaUon  October  3.  1931.  Serial  No.  566,601 

11  Claims,    (a.  101—35) 

1.  The  method  of  printing  elastic  bodies  which 

consists  In  elongating  each  body  polarily.  locating 

the  body  within  a  printing  member  and  then 
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expanding  the  body  equatorially  to  make  contact 
with  an  ink  transferring  surface. 


4  In  a  printing  machine  for  printing  an  elastic 
body  a  pair  of  concave  ink  transferring  mem- 
bers 'means  for  elongating  the  body,  and  means 
for  positioning  the  body  within  the  said  members. 


2.016.451 
FRICTION  CLUTCH 
Harold  Nutt  and  Harold  V.  Reed,  Chicago,  lU., 
assignors,    by    mesne    assignments,    to    Borg- 
Warner  CorporaUon.  Chicago,  III.,  a  corpora- 
tion of  Illinois  „      .    ,  *.T       C4R9QA 
Application  December  2.  1932,  Serial  No.  645.394 
4  Claims,     la.  192—68) 


to  separate  channels  in  such  pair  and  mwiitor 
on  any  one  of  them  or  talk  into  any  one  of  them 


2  A  friction  clutch  comprising  a  pressure  ring, 
a  support,  a  lever  pivotally  mounted  in  the  sup- 
port a  link  connecting  the  pressure  ring  wid  lever 
whereby  the  ring  may  be  operated  by  the  lever 
and  means  providing  a  rolling  action  for  the  pivot 
of  the  lever. 


2.016,452 
CARRIER  CURRENT  CHANNEL  SEPARATION 

SYSTEM 

Harry  NyQuist.  Mlllburn,  N.  J.,  assignor  to 
American  Telephone  and  Telegraph  Company, 
a  corporation  of  New  York  „«,-.« 

ADoUcation  December  17.  1931.  Serial  No.  581,740 
7  Claims.  (CI.  179—15) 
7.  A  station  and  a  plurality  of  conductor  pairs 
extending  therethrough,  connecting  means  adapt- 
ed to  bridge  alternatively  across  any  one  pair, 
and  means  associated  with  said  connecting  means 


or  to  Interrupt  them  and  interpose  said  connect- 
ing means  both  to  monitor  and  talk. 

2.016,453  ^^ 

LOUD  SPEAKER  STRUCTURE  AND  METHOD 
OF  MAKING  THE  SAME 

Benjamin  Olney.  Rochester    N.  Y..   »^*f^«' J« 
The    Stromberg- Carlson  Telephone  Manufac- 
turing  Company,  Rochester,  N.  Y.,  a  corpo- 
ration of  New  York  o      .    1  XJ^    >;90fi1A 
AppUcatton  April  13.  1931,  Serial  No.  529,674 
1  Claim.    (CL  179— 115.5) 


^^ 


10 


In  an  acoustical  device  comprising  a  magnet 
U-shaped  in  cross  section,  a  core  fastened  to  said 
magnet  extending  Intermediate  of  and  substan- 
tially parallel  to  the  free  ends  of  said  magnet,  a 
yoke  provided  with  an  opening  of  similar  contour 
but  slightly  larger  area  than  the  free  end  of  said 
core  to  form  therewith  an  airgap.  a  bracket,  a 
cone-shaped  diaphragm  supported  at  its  edges 
by  said  bracket,  the  smaUer  end  of  s^d  cone- 
shaped   diaphragm   having    attached   thereto   a 
driving  coil,  the  method  of  assembling  said  device 
and  preserving  uniform  spacing  in  said  airgap 
for  said  coil  which  comprises  pinning  said  yoke  to 
the  previously  unpierced.  free  ends  of  said  mag- 
net to  retain  a  uniform  relation  between  said 
yoke  and  said  coil,  fastening  said  bracket  and  sa  d 
yoke  to  said  magnet  with  said  coil  centered  in  said 
airgap.  and  flexibly  supporting  said  coil  for  move- 
ment substantially  parallel  to   the  axis  of  said 
core  and  without  any  substantial  movement  in  a 
direction  away  from  said  axis. 

2.016.454 

WELL  HEAD 

Arthur  J.  Pcnick  and  Kirby  T.  Penlck, 

Houston,  Tex. 

AppUcation  May  25,  1931,  Serial  No.  539,841 

14  Claims.    (CI.  166— 14) 
1    A  well  head  having  an  inside  groove,  an  ex- 
pansible seat  in  the  groove  for  supporting  a  tub- 
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ing,  means  on  the  seat  and  attached  to  the  tubing 
for  supporting  said  tubing  from  said  seat,  an 
inside  abutment  in  the  head  above  the  seat,  and 
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means  between  the  abutment  and  tubing  support- 
ing means,  and  having  a  threaded  connection 
with  the  former  for  locking  the  latter  In  posi- 
tion. 


2.016,455 
APPARATUS  FOR  PROCESSING  ELECTRICAL 

DEVICES 

Chester   A.   Pnrdy,   Oak   Park.   ni..   assignor   to 

Western  Electric  Company,  Incorporated,  New 

York,  N.  Y.,  a  corporation  of  New  York 

Application  January  9.  1930.  Serial  No.  419.647 

37  Claims.     (CI.  209—81) 


37.  In  an  apparatus  for  testing  and  classifying 
condensers,  means  for  subjecting  the  condensers 
to  a  voltage  breakdown,  an  insula tf on  resistance 
and  capacity  test,  means  for  feeding  a  condenser 
to  said  testing  means  to  undergo  said  tests  in 
sequence,  means  responsive  to  the  first  two  of 
said  tests  for  discharging  the  condensers  failing 
to  withstand  said  tests,  and  means  responsive  to 
the  capacity  testing  means  for  sorting  according 
to  capacity  the  condensers  surviving  the  first  two 
tests. 


2.016,456 

PORTABLE  SAFETY  SWIMMING  TANK 

Theron  M.  Russell.  Benton  County.  Oreg. 

Application  May  15,  1934.  Serial  No.  725.818 

1  Claim.  (CL  4—171) 
A  safety  swimming  tank  comprising  a  continu- 
ous walk  or  platform,  fioats  for  the  platform  se- 
cured to  the  under  side  thereof,  a  crib  arranged 
within  the  confines  of  the  platform,  said  crib  in- 
cluding a  bottom  hinged  at  one  end  to  the  plat- 
form, side  walls  rising  from  said  bottom,  and  an 
end  wall  rising  from  said  bottom  at  the  free  end 
of  the  crib,  said  side  walls  increasing  from  zero 
depth  at  the  hinged  end  of  the  crib  to  a  prede- 
termined height  or  depth  at  the  free  end  of  the 
crib,  a  winch  mounted  on  the  platform,  cable 


means  windable  on  the  winch  and  connected  with 
the  free  end  of  the  crib,  and  means  cooperating 
with  said  cable  for  guiding  said  crib  in  its  upward 
or  downward  movement,  said  means  comprising 
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longitudinally  disposed  rotatably  mounted  rollers 
in  the  inner  side  of  the  platform  adjacent  the 
crib,  and  upstanding  comer  posts  on  said  crib 
slldable  thereon. 


2.016.457 

AUTOMATIC  TAXIMETER  CONTROL 

Philip  Sarison,  Brooklyn.  N.  Y..  assignor,  by  mesne 

assignments,  to  Central  United  National  Bank, 

Cleveland.  Ohio,  as  trustee 

Application  November  15.  1930.  Serial  No.  495.946 

12  Claims.     (CI.  235—30) 


1.  The  combination  with  a  vehicle  taximeter 
control  shaft,  of  a  control  mechanism  including 
a  controlling  arm  rigidly  connected  to  said  shaft, 
said  controlling  arm  being  swlngab'.e  in  an  arcu- 
ate path,  means  to  actuate  said  controlling  arm, 
a  movable  stop  to  hold  said  controlling  arm  nor- 
mally in  Inoperative  position,  electrical  means  to 
actuate  said  stop  to  permit  swinging  of  said  arm 
and  hence  to  rotate  said  shaft,  said  electrical 
qieans  including  a  switch  device  sissociated  with 
an  occupiable  portion  of  said  vehicle,  a  stop  to 
limit  the  swinging  movement  of  said  controlling 
arm  when  the  latter  is  released  by  operation  of 
said  electrical  means,  resetting  means  for  said 
controlling  arm.  an  operating  handle  for  said  re- 
setting means,  and  means  to  lock  said  operating 
handle  normally  against  manipulation. 


2.016.458 

METHOD  OF  DIRECT  HEATING  OF 

MATERIALS  IN  FURNACES 

Frans  G.  Schwalbe,  Toledo.  Ohio 

AppUcation  May  5,  1932.  Serial  No.  609.370 

19  Claims.  (CI.  263— 15) 
1.  The  method  of  heating  furnaces  having 
ports  through  which  gases  are  introduced  and  ex- 
hausted and  forming  inlet  and  exhaust  ports 
which  consists  in  directing  a  stream  of  fuel  gas 
Into  the  heating  chamber  of  the  furnace  and  a 
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stream  of  air  substantially  paraUel  with  and  in 
proximity  to  the  fuel  gas  and  introducing  a  cur- 
rent of  gas  other  than  fuel  gas  into  the  fuel  gas 
stream  to  cause  the  streams  of  air  and  fuel  gas  to 


move  at  the  same  rate  and  to  produce  a  flame 
propagation  at  a  rate  corresponding  to  the  rate 
of  the  movement  of  the  stream  of  the  fuel  gas  and 
air  to  complete  progressively  the  combustion  oe- 
tween  the  ports  in  the  furnace. 

2.016.459  _    ^„ 

AUTOMATIC   TIME   PROGRAM   SELECTOR 

FOR   RADIO  RECEIVING   SETS 

Frank  GusUve  Siegel,  Oakland.  CaUf. 

AppUcation  August  25.  1933.  Serial  No.  686.769 

2  Claims.     (CI.  250—20) 


2   Means  for  controlling  a  radio  receiving  set. 
comprising  a  shaft  connected  with  the  tuning 
element  of  the  receiver,  an  arm  for  connection 
with  said  shaft,  and  mounted  for  swinging  move- 
ment   a  program  dial  mounted  to  rotate,  and 
dlvid^   into   a   pluraUty   of   sectors   of   varying 
lengths  and  arcs  presenting  a  peripheral  edge  for 
the  program  dial  having  a  periodically  variant 
surface  comprising  notches  of  varying  depth  and 
widths   a  motor  having  driving  engagement  with 
said  arm  to  cause  the  latter  to  swing  in  one  direc- 
tion   a   slide   on  said   arm.   a  shaft  extending 
through  the  slide  and  having  roller  means  on  one 
end  arranged  in  wiping  engagement  with  sa  d 
surface  of  the  program  dial,  a  circuit  for  said 
motor  and  circuit  closing  means  connected  with 
said  arm  and  slide  respectively  to  close  the  motor 
circuit  upon  movement  of  the  slide  in  one  direc- 
tion and  start  the  motor  and  move  said  arm  in 
one  direction  to  set  the  dial  of  the  radio  set  in  a 
desired  position:  said  roller  means  being  adapted 
to  pass  alternately  into  and  out  of  succeeding 
notches  in  a  manner  to  cause  the  tuning  dial  of 
the  radio  set  to  rotate  through  a  predetermined 
angle  upon  movement  of   the  roller   from   one 
notch  to  the  other,  and  means  for  continuously 
rotating  the  program  dial. 
469  o.  O.— 10 


2.016.460 

VALVE  ASSEMBLY 

Otto  A.  Sorensen,  Lakeview,  N.  Y. 

Application  July  14,  1934.  Serial  No.  735.140 

5  Claims.     (CI.  277—71) 


1.  In  a  valve  assembly,  an  open  top  casing, 
partitions  in  said  casing  dividing  the  same  into 
upper  and  lower  compartments  and  dividing  the 
lower  compartment  into  inlet,  intermediate,  and 
outlet  chambers,  the  partitions  in  the  lower  com- 
partment being  provided  with  openings  affording 
communication  between  the  inlet  and  intermedi- 
ate chambers  and  between  the  intermediate  and 
outlet  chambers,  valve  seats  removably  secured 
in  said  openings,  the  partitions  dividing  the  cas- 
ing into  upper  and  lower  compartments  being  pro-  . 
vided  with  valve  mechanism  openings  concentric 
with  the  valve  seat  openings,  said  valve  mecha- 
nism openings  being  of  such  size  as  to  permit 
passage  of  the  respective  valve  seats  therethrough, 
fluid  pressure  opened  valve  mechanism  remov- 
ably secured  in  one  of  said  valve  mechanism  open- 
ings and  self-closing  valve  mechanism  removably 
positioned  in  the  other  of  said  valve  mechanism 
openings. 

2.016,461 

LOADING  OF  SEWER  PIPE,  BLTLDING  TILE, 

ETC..  FOR  RAILWAY   SHIPMENT 
Ivan  H.  Spoor.  La  Grange,  lU.,  assignor  to  The 
Gerrard  Company.  Inc.,  Chicago.  111.,  a  corpo- 
ration of  Delaware  .  ^^^„,m 
Application  June  25.  1931.  Serial  No.  546,747 
8  Claims.     (CI.  105— 367) 


1  The  method  of  loading  elongated  objects, 
such  as  sewer  pipe,  building  tile  and  the  like  for 
shipment  In  railway  cars,  which  consists  in  plac- 
ing a  large  number  of  the  objects  on  end  in  slde- 
by-side  relation  to  each  other  in  an  elongated  deck 
formation  spaced  from  the  ends  of  the  car.  binding 
all  of  the  objects  In  the  deck  together  with  longi- 
tudinally extending  binders,  placing  longitudinally 
extending  boards  on  top  of  the  lower  deck,  and 
constructing  two  similarly  bound  but  considerably 
shorter  deck  formations  of  the  objects  on  top  of 
the  lower  deck,  capable  of  sliding  movement  lon- 
gitudinally of  the  lower  deck  independently  of 
each  other,  in  longitudinally  spaced  relation  to 
each  other  and  to  the  ends  of  the  lower  deck, 
the  upper  and  lower  tiers  being  shlftable  as  an  en- 
tire group  with  respect  to  the  floor  of  the  car  and 
also  being  shlftable  as  separate  units  relative  to 
one  another. 


r 
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2.016.462 
BOX  MAKING  SYSTEM 

John  S.  Stokes,  Hnntincdon  Valley.  Pa.,  assifnor 

to  Stokes  and  Smith  Company.  Philadelphia, 

Pa.,  a  corporation  of  Pennsyhrania 

AppUcation  April  11,  1933.  Serial  No.  665.520 

Renewed  January  18.  1935 

21  Claims.     (CI.  93 — *3) 


1.  A  system  comprising  box-wrapping  mecha- 
nism, convejrlng  means  for  transporting  box- 
blanic  and  wrapper  assemblies  to  said  box-wrap- 
ping mechanism,  and  means  operating  in  timed 
relation  to  said  conveying  means  for  flattening 
pcmel  structure  of  the  blanks  of  the  assemblies 
into  adhesive  engagement  with  corresponding 
panel  structuie  of  the  wrappers  of  the  assem- 
blies. 


2,016.463 

BENDING   TOOL 

Joseph  Sannen,  Kirkwood,  Mo. 

Application  May  15,  1933.  Serial  No.  671.088 

1  Claim.     (CI.  81—15) 


A  connecting  rod  bending  tool  comprising  a  U- 
shaped  yc^e.  the  sides  of  said  yoke  having  circu- 
lar openings  near  their  ends  in  axial  allnement 
with  each  other,  a  pcUr  of  bars  carried  by  said 
yoke  in  opposing  relation,  each  bar  having  bear- 
ing In  one  of  said  openings  and  being  slidable 
therein,  each  bar  being  circular  In  cross  section 
and  tapered  at  one  end  to  readily  enter  a  hollow 
wrist  pin  and  having  means  thereon  to  limit 
sliding  movement  of  the  bar  in  one  direction  and 
said  bars  being  of  substantial  length  to  serve  as 
operating  handles  for  the  tool. 


2.016.464 
SLIPPING  COLT»LING  DEVICE    • 
Johannes  Robert  Wilhelm  Thomas, 
Dresden.  Germany 
Application  September  21.  1933.  Serial  No.  690.425 
In  Germany  October  11.  1932 
S  CUims.     (CL  192—58) 
1.  In  a  coupling  of  the  type  described,  the  com- 
bination  with  a  closed  cylindrical  casing  con- 
taining fluent  material,  of  a  rotatable  shaft  ex- 
tending through  said  casing,  and  a  bladed  wheel 
mounted  on  said  shaft,  each  blade  formed  with  a 


trough-like    recess   constituting    an    arc -shaped 
passage  for  the  material  contained  in  the  casing 


so  as  to  compel  said  material  to  bank  in  front  of 
each  succeeding  blade  as  said  wheel  rotates. 

2.016,465 

GAME  APPARATUS 

Harry  A.  Viets.  Wlnsted.  Conn. 

AppUcation  June  20.  1933.  Serial  No.  676,724 

5  Claims.     (CL  273—89) 


1.  In  a  baseball  game,  a  playing  deck,  a  throw- 
ing arm  supported  above  said  deck  for  swinging 
movement  in  substantially  a  horizontal  path,  a 
cup-like  hand  carried  by  said  throwing  arm,  an 
arcuate  elevator  normally  positioned  below  the 
deck,  an  Inwardly  and  substantially  radially  dis- 
posed lug  carried  by  the  rear  end  portion  of  the 
elevator,  a  rock  shaft  positioned  below  the  deck 
and  to  which  said  lug  is  secured,  a  pocket  carried 
by  the  forward  end  of  the  elevator,  said  deck  hav- 
ing an  opening  through  which  the  elevator  is 
adapted  to  travel,  a  runway  for  projectiles  deliv- 
ering below  the  deck,  the  pocket  of  the  elevator 
when  the  elevator  is  fully  lowered  being  positioned 
below  the  delivery  end  of  the  runway  to  receive  a 
projectile  therefrom,  said  elevator  when  swung 
upwardly  delivering  the  projectile  in  the  pocket 
thereof  to  the  cup-like  hand  of  the  throwing  arm. 
and  a  tube  depending  from  the  deck  and  defining 
the  opening  therein,  the  arcuate  elevator  travel- 
ing through  said  tube,  said  tube  bridging  the  space 
between  the  deck  and  the  discharge  end  of  the 
nmway  to  allow  a  single  projectile  to  be  carried 
up  by  the  elevator. 

2.016.466 
STAPLE 
Max    Voffel,    Frankfort-on-the-Main,    Germany, 
assiimor    to   The    E.   H.    Hotchkisa    Company, 
Norwalk,  Conn.,  a  corporation  of  Connecticut 
Original  application  November   14.    1932.   Serial 
No.  642,438.    Divided  and  this  appUcation  July 
18,  1933.  Serial  No.  680.937 

2  Claims.     (CI.  85—49) 


/a 

1.  A  wire  staple  for  stapling  devices,  said  staple 
Including  a  connecting  back  and  shank-s  inclin- 
ing toward  one  another,  said  connecting  back  be- 
ing upwardly  arched,  said  arched  back  adapted  to 
be  straightened  before  application  of  the  staple, 
and  said  shanks  adapted  to  assume  a  parallel 
relationship  when  said  arch  is  straightened. 


•I 
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2.016.467 

MEANS  FOR  ILLUMINATING  STAGES  AND 

OTHER  OBJECTS 

Eric  Ton  Toll.  Columbus.  Ohio 

Application  February  25.  1932.  Serial  No.  595,092 

3  Claims.     (CL  240 — 3) 


«  vt 


f    .1 


1.  lUuminating  means  for  a  stage  having  a 
proscenium  arch,  said  illuminating  means  Includ- 
ing In  combination,  a  plurality  of  rows  of  lamps 
for  illuminating  the  stage  including  foot  lights, 
border  lights  and  vertical  lights  arranged  along 
the  Inside  of  the  proscenium  arch,  each  of  said 
rows  of  lamps  having  cooperating  therewith  a 
series  of  prismatic  light  diffusing  lenses,  said 
series  Including  a  variety  of  patterns,  each  of  said 
patterns  having  a  plurality  of  rectilinear  parallel 
light  diffusing  prisms  of  diverse  cross-section  and 
each  of  said  patterns  different  in  direction  .rom 
these  of  the  adjacent  pattern  or  patterns  whereby 
a  diverse  crisscross  ng  of  the  rays  from  the  series 
of  patterns  is  obtained. 


2.016.468 
TRAILER  VEHICLE  SUPPORT  AND  LOCKING 

MEANS  THEREFOR 
Charies  H.  Wagner.  Washington.  D.  C.  assignor 
to  The   Highway   Trailer  Company,  Edgerton, 

AppUcation  July  18,  1932,  Serial  No.  623,233 
10  Claims.     (CI.  280—33.1) 


^^^j^ 


7  In  a  trailer  vehicle,  a  temporary  leg  sup- 
port movable  to  supporting  and  non -support- 
ing positions,  latch  means  for  locking  the  sup- 
port In  said  positions,  a  pressure  cylinder  and 
means  operated  thereby  for  releasing  said  latch 
means  and  positively  moving  said  support  from 
said  positions. 


the  object  to  be  photographed,  and  cooperating 
Indexes  respectively  earned  by  said  housing  and 
movable  with  said  adjustable  means  for  indlcat- 


2.016.469 
EXPOSURE  METER 

Edward  F.  Weston.  Elizabeth,  N.  J.,  assignor  to 
Weston     Electrical     Instrument     Corporation, 
Newark,  N.  J.,  a  corporation  of  New  Jersey 
ADDlicatlon  December  31.  1931.  Serial  No.  584.267 
5  Claims.     (CI.  8»— 23) 
4    A  photoelectric  exposure  mete-  comprising  a 
housing  enclosing  a  photocell  capable  of  generat- 
ing current  which  Is  a  function  of  the  illumina- 
tion at  the  photocell,  a  measuring  instrument  in 
series  circuit  with  said  photocell,  said  Instrument 
including  a  scale  having  a  fiducial  index  and  a 
pointer  movable  over  said  scale  and  controlled 
in  Its  movement  solely  by  the  magnitude  of  the 
current   flow   established   in   said   series   circuit, 
means  adjustable  manually  to  vary  the  current 
output  of  said  photocell  for  a  given  light  value  at 


/T-, 


Ing  a  diaphragm  opening  and  the  corresponding 
exposure  time  when  the  adjustable  means  is  set 
to  bring  the  Instrument  pointer  Into  alignment 
with  the  fiducial  mark. 


2.016.470 

SECONDARY  RACK   AND   THE   PROCESS  OF 

MAKING   SAME 

Leonard  H.  White.  Birmingham,  Ala.,  assignor  to 
Line    Material    Company.     South    Milwaukee, 
Wis.,  a  corporation  of  Delaware 
AppUcation  May  25,  1932.  Serial  No.  613,577 
5  Claims.     (CI.  2»— 155.52) 


1.  A  secondary  rack  comprising  a  charmel- 
shaped  body  portion  having  side  flanges  £ind  hav- 
ing a  plurality  of  openings  arranged  in  pairs  with 
a  continuous  central  web  between  each  pair  of 
openings,  a  plurality  of  V-shaped  outwardly  pro- 
jecting members  having  the  arms  of  each  of  said 
V-shaped  members  formed  of  channel  sections 
provided  with  notches  interlocking  with  the  cen- 
tral webs,  the  inner  ends  of  said  arms  binding 
against  the  inner  sides  of  the  side  flanges  of  the 
channel -shaped  body  portion,  said  side  flanges 
holding  said  notches  interlocked  with  said  central 

webs.  ^  . 

3.  The  process  of  forming  a  secondary  rack 
comprising  forming  a  channel-shaped  body  por- 
tion with  outwardly  flaring  side  flanges  provided 
with  a  plurality  of  openings,  and  having  a  cen- 
tral web  between  the  openings,  forming  a  plu- 
rality of  outwardly  projecting  members  of  V- 
shape  with  divergent  arms  and  with  notches  in 
said  arms.  Inserting  the  arms  in  their  divergent 
condition  through  the  said  openings,  and  subse- 
quently bending  the  side  flanges  of  the  body  por- 
tion inwardly  to  thereby  rock  the  arms  of  the  V- 
shaped  supports  Inwardly  to  cause  permanent 
interlocking  between  said  arms  and  said  body 
portion. 

2.016,471 
STABILIZING    SHVER    HALIDE    EMIT  SIGNS 

Gustav  Wilmanns.  Wolfen  Kreis  Bitterfeld.  and 
Johannes    Brunken.    Dessau-in-Anhalt.    Ger- 
manv.    assignors   to   Agfa   Ansco   Corporation, 
Binghamton,  N.  Y..  a  corporation  of  New  York 
No  Drawing      AppUcation  March  2.  1934.  Serial 
No.  713.773.    In  Germany  March  10,  1933 
8  Claims.     (CI.  95—7) 
1    A  method  of  stabilizing  a  silver  halide  emul- 
sion which  comprises  Incorporating  in  said  emul- 


288 


OFFICIAL  GAZETTE 


October  8. 1035 


slon  a  compound  selected  from  the  group  consist- 
ing of  secondary  and  tertiary  amines  having 
boimd  to  the  nitrogen  atom  methyl  groups  sub- 
stituted by  a  radical  selected  from  the  group  con- 
sisting of  radicals  of  aliphatic  hydrocarbons  con- 
taining not  less  than  2  carbon  atoms  and  not 
more  than  7  carbon  atoms,  and  aromatic  radicals 
of  the  benzene  series. 

2.016.472 
SWITCH 
OosUt  O.  WOma,  Milwaukee.  Wis.,  assignor  to 
AOen-Bradley   Comiiany,   Milwaukee,  Wis^   a 
eorporation  of  Wisconsin 
C«ntinaation  of  application  Serial  No.  404,601, 
November  4.  1929.     This  appUcation  July  27, 
1»$3.  Serial  No.  682.476 

9  Claims.     (CL  175— 375) 


-^2  -^  JS  X  ^^ 
1.  The  combination  with  an  electromagnetic 
switch  having  an  electromagnet  adapted  to  be 
enen^zed  and  a  maintaining  switch  electrically 
connected  with  the  electromagnet  and  adapted  to 
be  closed  upon  energization  of  the  electromagnet, 
and  a  circuit  for  energizing  the  electromagnet,  of 
means  for  closing  the  circuit  comprising,  a  man- 
ually operable  switch,  a  second  normally  apen 
switch  In  series  with  the  manually  operable 
switch,  and  normally  Inactive  means  actuated 
by  the  closing  movement  of  the  manually  oper- 
able switch  to  store  up  energy  in  said  normally 
Inactive  means,  said  energy  being  released  by 
continued  closing  movement  of  the  manually  op- 
erable switch  after  the  manually  operable  switch 
has  been  closed  to  momentarily  close  the  second 
switch  whereupon  both  switches  are  closed  to 
comidete  the  circuit  which  is  maintained  by  the 
maintaining  switch  and  the  manually  operable 
switch.  

2.016.473 

ADVERTISING  DISPLAY  STAND 

Edward  Witteoff.  Unlyersity  City.  Mo. 

AppUcation  May  21.  1934.  Serial  No.  726.640 

5  Claims.     iCi.  40—126) 


1.  An  advertising  display-stand  Including  an 
upstanding  panel,  an  extenslcm  having  connec- 


tion with  the  upper  margin  of,  and  foldable  to 
project  at  a  right  angle  to,  the  panel,  and  a  fold- 
able  flap  connected  at  an  end  margin  with  said 
extension  and  engageable  at  a  side  margin  with 
the  panel  for  supporting  the  extension  In  right- 
angular  relation  to,  and  in  the  plane  of  the  upper 
margin  of,  the  panel. 


2.016.474 
RADIATION  DEVICE 
Harold    P.    Wood.    Newton.  Mass.,    assignor    to 
Inkset  Products  Inc.,  a  corporation  of  Massa- 
chusetts 
AppUcation  March  27,  1934.  Serial  No.  717.603 
7  CUims.     (CL  250 — 34) 


1.  A  radiation  device  comprising  In  combina- 
tion two  spaced  bell-shaped  members,  a  lamp 
socket  holder  secured  to  the  outer  bell -shaped 
member  near  the  upper  end  thereof,  the  top  of 
said  outer  bell -shaped  member  having  an  aper- 
ture larger  In  diameter  than  that  of  said  lamp 
socket  holder  and  said  lamp  socket  holder  pro- 
jecting through  said  aperture,  a  lamp  socket  dis- 
posed in  said  lamp  socket  holder,  the  top  of  said 
inner  bell -shaped  member  terminating  below  said 
lamp  socket  and  having  an  aperture  larger  In 
diameter  than  the  neck  of  the  lamp  to  be  inserted 
in  said  socket,  a  closure  for  the  bottom  of  said 
inner  bell-shaped  member,  said  closure  being  pro- 
vided with  an  aperture,  a  ray  filter  holder  secured 
to  said  closure  and  covering  the  aperture  therein, 
the  inner  bell-shaped  member  being  provided 
with  a  plurality  of  clrcumferentlally-spaced 
openings  Intermediate  the  ends  thereof  and  an 
annular  upwardly  flaring  baffle  secured  to  the 
outer  wall  of  said  Inner  bell-shaped  member  im- 
mediately below  said  openings  and  terminating 
above  the  plane  thereof. 


2.016.475 
TELEPHONE  EQUIPMENT 
MelTln  J.  Amdt,  Irondeqnoit,  N.  T..  assignor  to 
Stroml>erg-CarlMm   Telephone  Manufacturing 
Company.  Rochester.  N.  T..  a  corporation  of 
New  York 
AppUcation  August  17.  1932.  Serial  No.  629.167 
5  Claims.     (O.  179—91) 
1.  In  a  knock-down   switchboard,   a  pair  of 
end  frames  each  formed  of  spaced  vertical  up- 
rights, certain  of  said  uprights  being  of  unequal 
length,  a  two-way  brace  having  Its  Intermediate 
portion  attached   to  one   of  said   uprights  and 
Its  free  ends  fastened  to  a  seccmd  upright,  a  lower 
horizontal  bar  joined  to  the  lower  ends  of  cer- 
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tain  of  said  uprights,  an  upper  horizontal  bar 
joined  to  certain  of  the  upper  ends  of  said  up- 
rights, said  upper  horizontal  bar  having  an  ex- 
tension constituting  a  key  shelf  support,  said 
bars  being  formed  of  flat  stock  generally  rec- 
tangular in  cross  section,  the  flat  surface  of  said 
bars  extending  in  a  directicm  perpendicular  to 


it 


the  plane  of  the  end  frame,  cross  bars  joining 
a  pair  of  end  frames,  a  relay  gate  swingingly 
supported  adjacent  the  longest  Upright  of  one 
end  frame,  a  key  shelf  mounted  on  said  key 
shelf  support,  switchboard  mechanism  mounted 
on  said  key  shelf  and  said  relay  gate,  and  a 
cable  of  conductors  connecting  the  mechanism 
on  said  key  shelf  and  on  said  relay  gate. 


2,016,476 

AMUSEMENT  RIDE 

John  N.  Bartlett.  Cleveland,  Ohio 

Original    appUcation    July    6.    1932,    SerU!    No. 

621,037.    Divided  and  this  appUcation  Deeem- 

ber  5,  1933.  Serial  No.  701,002 

8  Claims.     (CL  104 — 84) 


1.  In  an  amusement  ride  of  the  class  described, 
the  combination  of  a  trackway,  a  car  adapted  to 
travel  along  said  trackway,  a  closure  covering 
a  section  of  said  trackway  said  closure  having 
inner  walls  adapted  to  be  raised  and  lowered,  and 
means  simultaneously  to  rock  the  section  of  track- 
way and  to  raise  and  lower  the  walls  of  the  closure 
in  opposite  directions  to  create  the  illusion  of 
banking  in  an  aeroplane. 


AND 
AND 


2.016.477 
COMPOSITION    OF    MATTER    FOR 
METHOD    OF    TREATING    IRON 
STEEL 

Hannah  G.  Bassett.  Oklahoma  City,  Okla. 
No  Drawing-    Application  April  20,  1933. 
Serial  No.  667.038 
7  Claims.     (CI.  148—15) 
4.  The  method  of  treating  iron  and  steel  con- 
sisting of  heating  the  metal,  and  then  exposing 
the  heated  metal  to  a  composition  containing  pul- 
verized   soy    beans,    sodium -cyanide,     sodium- 


chloride,  sodium -carbonate,  ammonium -chloride, 
barium-carbonate  and  potassium  bi-chromate.  of 
which  composition  the  pulverized  soy  beans  com- 
prises approximately  90  per  cent  of  the  whole. 

2,016,478 

CENTERLES8  CYLINDRICAL  GRINDING 

MACHINE 

Beinrich  Becker,  Hattinfen-on-the-Rohr, 

Germany 

AppUcation  November  12,  1930,  Serial  No.  495^!  17 

In  Germany  November  19,  1929 

1  aaim.      (CI.  51—103) 


A  centerless  grinding  machine  for  grinding 
cylindrical  work,  comprising  a  revoluble  cylin- 
drical grinding  disc,  a  revoluble  conical  feeding 
and  guiding  drum  for  the  work  to  be  ground, 
means  to  rotate  said  disc  and  said  arm  in  reverse 
directions,  and  with  the  peripheral  speed  of  the 
grinding  disc  greater  than  that  of  the  said  guid- 
ing drum,  the  axis  of  said  guiding  drum  being 
coplanar  with  that  of  the  grinding  disc  and  con- 
verging toward  that  of  the  grinding  disc  in  one 
direction  and  being  at  such  an  angle  thereto  that 
the  opposing  p>eripheral  surface  of  the  disc  and 
drum  are  parallel  to  each  other,  and  spaced  apart 
a  distance  less  than  the  diameter  of  the  work,  and 
means  arranged  between  said  disc  and  said  drum 
to  hold  the  work  to  be  ground  between  the  said 
disc  and  said  dnmi  with  its  axis  spaced  from  the 
common  axial  plane  of  the  disc  and  drum  and 
parallel  to  said  common  axial  plane. 


2,016.479 

SHEET  FEEDER 

Frank    R.    BeUuche,    Racine,    Wis.,    assi^rnor    to 

Christensen  Machine  Company,  Racine,  WIs^ 

a  corporation  of  Wisconsin 

Application  April  30,  1934.  Serial  No.  723,092 

37  Claims.     (CI.  271— 37) 


1.  Sheet  feeding  means  for  printing  machines 
and  the  like,   comprising  a  feeder  unit   having 
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means  to  separate  the  sheets,  a  slow  moving  tape 
conveyor  to  present  sheets  Individually  to  the 
machine,  said  tape  conveyor  being  supported  at 
an  elevation  determined  by  the  height  of  the 
point  of  entrance  of  the  sheets  into  the  machine, 
and  the  feeder  unit  being  supported  close  to  the 
floor  to  facilitate  loading  thereof,  and  means  to 
convey  sheets  singly  from  the  feeder  unit  to  the 
tape  conveyor. 


2.ftl6.480 
PERHTDROCARBAZYL  COMPOUNDS  OF  THE 

PYRIDINE  AND  QUINOLINE  SERIES 
Max  Bockmiihl.  Walter  Krohs.  and  Gastav  Ehr- 
hart,  Frankfort-on-the-Main.  Germany,  as- 
sigrnors  to  Winthrop  Chemical  Company,  Inc., 
New  York.  N.  Y..  a  corporation  of  New  York 
No  Drawing.  Original  appUcation  March  31.  1932. 
Serial  No.  602,400.  Divided  and  this  applica- 
tion July  14.  1933,  Serial  No.  680,502.  In  Ger- 
many April  4,  1931 

6  Claims.     (CI.  260 — 12) 
4.  The  compounds  of  the   following  formula: 


CHj 
CHi      CH- 


CHi       CH 


'Hi 

\. 


CHi 
/    \ 
-CH        CHi 

in    -'-^ 


\  /  \  / 

N  CHi 


CHi 


where.n  Z  stands  for  an  alkyl  or  an  alkoxy  group 
which  may  be  substituted  by  dialkylaminoalkyl, 
R  s.ands  for  a  radical  of  the  psrridine  and  quino- 
line  group  which  contains  an  amino-  or  imino 
group  and  may  be  substituted  by  alkyl  or  al- 
koxy and  X  may  stand  for  alkyl  or  alkoxy  substi- 
tuting one  of  the  hydrogen  atoms  of  the  —  CHa- 
groups.  said  compounds  being  difficultly  soluble 
or  insoluble  in  water,  forming  hydrohalides  sol- 
uble in  water  and  being  useful  as  therapeutics. 


2.016.481 
BOILER  GAUGE  GLASS 
Harry  E.  Brelsford,  Detroit,  Mich.,  and  Norman 
L.  Snow,  New  Canaan,  Conn.,  assignors  to  Dia- 
mond  Power    Specialty    Corporation,    Detroit. 
Mich.,  a  corporation  of  Michigan 
AppUcation  January  22,  1931,  Serial  No.  510,538 
2  Claims.    (CI.  73—54) 


I.  In  a  gauge  of  the  class  described,  a  gauge 
body  having  a  steam  and  water  receiving  recess, 
a  glass  for  closing  said  recess,  and  metallic  strips 
of  high  tensile  strength  and  of  substantially  the 
same  coefficient  of  expansion  as  glass  positioned 
between  the  face  of  said  glass  and  the  gauge  body 
for  preventing  straining  of  said  glass  upon  ex- 
pansion or  contraction  of  said  gauge  body  to  a 
greater  degree  than  said  glass. 


2.016.482 
REST 

Lather  E.  Brown.  Greggton.  Tex. 

Application  July  10.  1934.  Serial  No.  734.549 

3  Claims.     (CI.  82—39) 

1.  A  rest  for  lathes  and  analogous  machinery 
comprising  a  substantially  circular  casing  con- 


sisting of  two  hingedly  connected  semi-circular 
sections,  clamping  fingers  movable  radially 
through  the  sections  into  and  out  of  clamping 
position,  and  internal  means  operating  within  the 
sections  and  connected  with  the  clamping  fingers 
for  projecting  and  retracting  the  latter,  said 
means  including  sprockets  screw  threadedly  en- 


gaged with  the  fingers  for  causing  the  fingers  to 
move  axially  relative  to  the  sprockets  upon  rota- 
tion of  the  latter,  a  rotatably  mounted  control 
stem  provided  with  a  sprocket,  and  an  endless 
chain  engaging  the  sprockets  for  transmitting 
movement  of  the  stem  to  the  sprockets  associated 
with  the  guide  finger  for  projecting  and  retract- 
ing the  latter. 


2.016.483 

HOUSING  AND  BRAKE  FOR  STEEL  RULES 

Frederick  O.  Carlson,  New  York.  N.  Y..  assignor 

to  Master  Rale  Mannfactoring  Co.  Inc.,  New 

York,  N.  Y.,  a  corporation  of  New  York 

Application  May  23.  1933.  Serial  No.  672.374 

2  Claims.     (CI.  3^—138) 


1.  A  steel  rule  construction  comprising  the 
combination  of  a  housing  having  an  opening 
in  the  periphery  thereof,  a  graduated  steel  tape 
supported  in  the  housing  in  coil  form  with  its 
free  end  extending  through  the  opening,  guide 
flanges  formed  on  the  housing  at  the  sides  of  said 
opening  so  as  to  overlay  the  side  edges  of  the 
tape,  one  of  said  guides  being  interrupted,  and 
a  brake  member  supported  on  the  casing  below 
the  point  of  interruption  and  movable  through 
the  opening  to  deflect  the  tape  at  the  opening  to 
bind  It  against  movement. 


2.016.484 

AUTOMATIC  GAS  CUT-OFF 

Howard  H.  Christensen.  San  Antonio,  Tex. 

AppUcation  Jane  24.  1933.  Serial  No.  677,403 

€  Claims.  (CI.  137—153) 
1.  In  a  gas  cut-off  of  the  character  described 
comprising  a  housing,  a  gas  inlet  and  a  gas  out- 
let, a  liquid  reservoir  in  the  bottom  portion  of 
said  housing,  a  buoyant  gas  receiving  member 
capable  of  floating  on  said  fluid  having  gas  p>ort 
holes  near  the  bottom  thereof,  said  gas  receiving 
buoyant  member  capable  of  submerging  its  bot- 
tom portion  into  said  liquid  and  stopping  the 
flow  of  gas  therethrough  when  the  gas  pressure 
decreases  to  a  predetermined  degree,  a  guide  stem 
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member  extending  upwardly  from  said  buoyant 
member  and  having  an  annular  shoulder  thereon, 
a  plurality  of  pivotally  suspended  fingers  of  ir- 
regular lengths  extending  downward  within  said 
housing  adapted  to  engage  the  shoulder  and  lock 


2.016,486 

FOLDING  MECHANISM 

Curtis  S.  Crafts,  Oak  Park,  lU.,  assignor  to  The 

Goss  Printing  Press  Company,  Chicago,  IlL,  a 

corporation  of  Illinois 

Application  May  4,  1933.  Serial  No.  669,307 

16  Claims.     (CI.  270—50) 


the  buoyant  member  in  a  ciosed  position  until 
manually  unlocked,  and  rotatable  exterior  means 
for  disengaging  and  unlocking  said  fingers  and 
said  buoyant  member  allowing  gas  to  flow  through 
the  device. 

2.016.485 
CHECK  DAMPER 

Michael  F.  Corridan,  Chicopee,  Mass. 
Original    appUcation    May    8,    1934.    Serial    No. 
724.596.     Divided  and  this  appUcation  October 
26,  1934,  Serial  No.  750.224 

1  Claim.     (CI.  236— 45) 


An  automatic  check  damper  comprising  a 
housing,  said  housing  having  an  opening  in  the 
side  thereof,  a  closure  for  the  opening,  an  arm  ex- 
tending from  the  closure,  said  arm  being  provided 
with  a  balancing  screw,  a  bearing  plate  on  the 
top  side  of  the  housing  against  which  the  balanc- 
ing screw  is  adapted  to  bear,  said  arm  being  pro- 
vided with  an  extension,  a  plurality  of  counter- 
balancing weights  adjustably  mounted  on  the  said 
extension,  and  a  swingable  detent  for  engaging 
the  free  end  of  the  extension  and  retaining  the 
same  in  inoperative  position. 


1.  Folding  mechanism  including  in  combina- 
tion a  folding  cylinder  havmg  rotatable  folding 
blades  mounted  thereon,  folding  off  rollers  to 
cooperate  with  said  blades,  rotary  cam  means 
driven  with  said  cylinder  for  rotating  alternate 
blades  as  they  pass  folding-off  position,  and  other 
rotary  means  driven  with  said  cam  for  controlling 
blades  not  actuated  by  the  cam. 


2,016,487 

TUMBLER  FOR  COMBINATION  LOCKS 

WUUam  F.  Doenges.  San  Antonio,  Tex. 

AppUcation  March  15,  1934,  Serial  No.  715,742 

11  Claims.     (CI.  70—53) 


1.  A  tumbler  having  a  tumbler  opening  and  at 
least  one  imitation  tumbler  opening,  said  imita- 
tion tumbler  opening  being  filled  with  a  material 
more  residily  penetrated  by  penetrating  rays  than 
the  material  of  the  remainder  of  the  tumbler. 


2.016.488 
CONTAINER 

Benjamin  S.  Eckhaus,  Brooklyn,  N.  Y. 

AppUcation  February  16.  1933.  Serial  No.  657,035 

1  Claim.     (CI.  220—20) 

A  vacuum  container  for  materials  and  prod- 
ucts, which  are  to  be  maintained  out  of  contact 
with  the  atmosphere  and  at  substantially  sub- 
atmospheric  pressure  before  actual  consumption, 
which  contains  a  plurality  of  compartments 
which  are  sealed  in  an  air-tight  manner  from 
each  other  and  from  the  exterior  and  which  may 
be  independently  opened,  and  said  container 
being  provided  with  side  walls,  internal  partition- 
ing walls  forming  the  compartments  and  cover 
and  base  elements  attached  in  an  air-tight  fash- 
ion to  said  side  walls  and  said  partitioning  walls 
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to  form  a  complete  air-tight  enclosure,  said  side 
walls,  said  Internal  partitioning  walls  and  said 
cover  and  base  element  together  forming  the  sides 
of  said  compartments,  the  attachment  of  said 
side  wails,  internal  partitioning  walls  and  cov- 
ering base  elements  to  each  other  being  of  such 
permanency  as  not  to  be  affected  by  the  inde- 
pendent opening  of  any  of  said  compartments 


2.016.489 
COMBINATION  DRAFTING   INSTRUMENT 

Maximo  Escalante,  Summit,  N.  J. 

AppUcation  April  6,  1932.  Serial  No.  603.607 

1  Claim.     (CI.  33—104) 


In  a  combination  drafting  instrument,  a  body 
of  sheet  material  having  a  straight  lower  edge 
and  a  straight  end  edge  rising  from  one  end  of 
the  lower  edge  at  right  angles  thereto  and  to- 
gether therewith  forming  the  base  line  and  per- 
pendicular line  of  a  right-angle  triangle,  a  line 
being  provided  upon  said  body  adjacent  the  lower 
edge  thereof  in  spaced  parallel  relation  thereto 
and  extending  substantially   the  full  length  of 
the  body  and  constituting  the  lower  straight  por- 
tion   of    a    protractor,    openings    being    formed 
through  the  body  in  spaced  relation  to  each  other 
longitudinally  of  the  lower  straight  portion  of 
the  protractor  with  one  opening  located  at  the 
center  thereof,  the  arcuate  portion  of  the  pro- 
tractor being  of  180*  In  length  with  its  ends  in- 
tersecting the  lower  straight  portion  and  for  a 
major  portion  of  its  extent  constituting  an  arcu- 
ate upper  edge  for  the  body  starting  at  the  op- 
posite end  of  the  body  from  the  straight  end 
edge  thereof,  the  remainder  of  the  arcuate  por- 
tion of  the  protractor  being  in  the  form  of  a 
line  provided  upon  the  body  and  extending  from 
the  upper  edge  thereof  to  the  adjacent  end  of  the 
lower  straight  portion,  and  the  remainder  of  the 
upper  edge  of  the  body  being  straight  and  ex- 
tending   diagonally    between    the    arcuate    edge 
thereof  and  the  upper  end  of  the  straight  end 
edge  of  the  body  along  a  line  constituting  a  con- 
tinuation of  a  line  extending  across  the  body  to 
the  other  end  of  the  lower  straight  portion  and 
constituting  the  hypotenuse  of  the  triangle. 


and  each  of  said  compartments  being  provided  I 
with  means  to  permit  opening  thereof  by  sub- 
stantially complete  removal  of  its  side  formed  by  ' 
the  cover  element  and  without  affecting  said  per- 
manent attachment,  said  removal  being  effective 
inside  of  said  attachment,  said  permanent  attach- 
ment being  of  such  a  character  that  it  will  per- 
mit of  convenient  vacuum  application  to  the 
container  after  filling  and  before  final  sealing. 


2.016.490 
PRODUCTION  OF  MIXED  POLYMERIZATION 

PRODUCTS  FROM  VINYL  ETHERS 
Hans  Flkentscher,   Lodwiffahafen-on-ibe-Rhlne. 

Gmiuuiy.   aaaignor   to  L    G.   Farbeniodiutrie 

Aktlengesellschaft.  Frankfort  -  on  -  the  -  Main, 

Germany 
No  Drawing.   Application  November  9. 1931.  Serial 

No.  574.035.    In  Germany  November  12.  1930 
13  Claims.     (CI.  260— .2) 

1.  In  the  production  of  polymerization  prod- 
ucts the  step  which  comprises  subjecting  to  pol- 
ymerization a  mixture  of  an  ether  corresponding 
to  the  formula  CH2=CH — O— X  wherein  X  is  a 
radicle  selected  from  the  group  consisting  of  sat- 
urated alkyl.  cycloalkyl.  aralkyl  and  the  radicles 
of  glycols  and  saturated  mono  alkyl  ethers  of 
glycols,  with  another  neutral,  polymerizable 
vinyl  compound  containing  one  aliphatic  double 
linkage  in  a  from  neutral  to  alkaline  medium. 

2.016.491 
VAPORIZER  IN  ATMOSPHERE  OF  ELEC- 
TRICALLY CHARGED  GAS 
Edgar  R.  Gould,  Brookline.  Mass. 
Application  June  26.  1934.  Serial  No.  732,464 
3  Claims.     (CL  261—73) 


1.  Apparatus  for  promoting  contact  between 
an  electrically  charged  gas  and  a  vaporlzable  liq- 
uid comprising  a  gas  and  liquid  contact  cham- 
ber, a  feed  chamber,  a  detachable  supply  mem- 
ber for  replenishing  the  feed  chamber  by  grav- 
ity, a  hollow  stem  closed  at  its  bottom  portion  and 
venting  through  an  opening  formed  in  the  side 
and  bottom,  the  edge  of  the  opening  at  the  bot- 
tom being  depressed  to  promote  delivery  of  small 
quantities  of  liquid. 


2.016.492 

COMBINED  ENGAGEMENT  AND 

WEDDING  RINGS 

Joseph  Granat.  San  Francisco.  Calif. 

AppUcaUon  May  19.  1934,  Serial  No.  726.463 

2  Claims.     (CI.  63—15) 


h-T 


1.  In  a  ring  ensemble,  a  pair  of  rings  adapted 
to  be  placed  in  axial  alignment  one  with  the 
other,  both  of  said  rings  having  circumferentlally 
elongated  mountings,  an  axially  extending  pro- 
jection formed  on  one  of  said  rings  and  a  comple- 
mentary depression  formed  in  the  other  of  said 
rings,  said  projection  and  said  depression  extend- 
ing throughout  the  length  of  the  ring  mountings 
and  the  projection  of  the  one  ring  fitting  into 
the  depression  of  the  other  of  said  rings  to  pre- 
vent their  turning  relative  to  each  other. 


October  h,  1935 


U.  S.  PATENT  OFFICE 


293 


2.016.493 
COMPOSITE  BEARING 
Paul  C.  Haas,  Mendon,  Mich. 
No  Drawing.    AppUcation  April  14,  1934, 
Serial  No.  720.569 
6  Claims.     (CI.  308—242) 
1.  A  bearing  material  for  use  with  water  lubri- 
cation, comprising  a  mass  of  cellulosic  webbing 
embedded  in  a  minor  portion  of  a  plasticized 
compound  from  the  group  consisting  of  cellulose 
esters  and  ethers,  whereby,  under  the  influence 
of  friction  and  the  action  of  applied  water,  a 
portion  of  the  webbing  will  be  exposed  and  be- 
come wet,  thereby  forming  an  unctuous  distend- 
ed cellulosic  bearing-surface. 


2.016.494 

IGNITION  CIRCUIT 

Timothy  A.  J.  Hayes.  Boston.  Mass. 

ApplicaUon  April  7,  1932,  Serial  No.  603,822 

13  CUims.     (CI.  180—82) 


»*r 


1.  In  a  motor  vehicle,  the  combination  with  an 
Ignition  circuit  provided  with  the  usual  ignition 
switch  and  with  spaced  terminals  exposed  to 
view  on  the  exterior  of  the  vehicle,  of  a  remov- 
able cover  for  the  terminals  provided  with  means 
for  maintaining  them  normally  connected  elec- 
trically. 

2.016,495 
WATER-INSOLUBLE    AZO-DYESTUFFS 
Hans  Heyna  and  Hans  Huber,  Frankfort-on-the- 
Main.  Germany,  assignors  to  General  Aniline 
Works,  Inc..  New  York.  N.  Y..  a  corporation  of 
Dd&wftrc 
No  Drawing.     AppUcation  June  20,   1934,  Serial 
No.  731,534.    In  Clermany  June  23,  1933 
3  Claims.     (CI.  260—91) 

2.  The  water -insoluble  azo-dyestuff  of  the  fol- 
lowing formula: 

NOi 

/ 


fk:-/       \-n— n 


OH 


being,  when  dry,  an  orange -red  powder  and  yield- 
ing, when  mixed  with  a  substratum,  an  orange- 
red  lake  of  good  fastness  to  oils  and  very  good 
fastness  to  light. 


2.016.496 

PULVERIZING  MACHINE 

Austin  A.  Holbeck.  Lakewood.  and  Halror  F. 

Holbeck,  Cleveland.  Ohio 
AppUcation  October  29.  1932.  Serial  No.  640.204 

1  Claim.     (CI.  83—11) 
In  a  pulverizing  mach  ne  the  combination  of 
a  housing  having  an  end  wall  and  an  inlet  adja- 


cent thereto,  a  partition  spaced  from  said  wall 
and  having  an  opening  therein,  a  rotor  in  close 
running  relation  to  said  partition  and  having  an 
opening  registering  substantially  with  the  parti- 
tion opening,  said  rotor  also  having  a  plurality 
of  circumferentially  spaced  axially  extending 
crushing  elements  rotatable  about  the  partition 
opening,  a  member  mounted  in  said  housing  and 
having  circumferentially  spaced  axially  extend- 
ing crushing  elements  for  cooperation  with  the 
crushing  elements  of  said  rotor,  said  member 
also  having  a  disk  portion  spaced  from  said  end 
wall  to  provide  a  passage  for  feeding  material 
from  said  inlet  to  said  rotor,  a  second  partition 


-w' 


^^ 


-fi 


In  said  housing  spaced  from  the  first  partition 
and  having  a  discharge  opening  therein,  said 
second  partition  having  a  plurality  of  axially 
extending  crushing  elements  spaced  aroimd  the 
opening  therein,  a  second  rotor  adjacent  said 
second  partition  and  haN-ing  circumferentially 
spaced  axially  extending  crushing  elements  for 
cooperation  with  the  crushing  elements  of  the 
second  partition,  said  second  rotor  also  having 
a  disk  portion  spaced  from  the  first  mentioned 
partition  to  provide  a  passage  for  feeding  mate- 
rial to  such  second  rotor,  and  means  for  causing 
a  fiow  of  air  through  the  housing  whereby  the 
material  passes  inwardly  through  the  rotors  in 
oppceition  to  centrifugal  force. 


2.016,497 

PULVERIZING  MACHINE 

Austin  A,  Holbeck,  Long  Lake,  Mich.,  and  Halvor 

F.  Holbeck.  Lakewood,  Ohio 
Original  appUcation  October  29,  1932,  Serial  No. 
640,204.    Divided  and  this  appUcation  April  24, 
1935,  Serial  No.  18,026 

5  Claims.     (CI.  83—11) 


1.  In  a  pulverizing  machine,  the  combination 
of  a  housing  having  a  fan  chamber  and  a  pulver- 
izing chamber  with  a  partition  therebetween,  said 
partition  having  an  opening  substantially  cen- 
trally thereof  for  connecting  said  chambers,  a 
fan  in  the  fan  chamber,  a  rotor  in  the  pulverizing 
chamber  having  a  disk  portion  and  circumferen- 
tially spaced  impact  elements  extending  substan- 
tially axially  therefrom,  annularly  extending  pul- 
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verizing  means  in  said  housing  for  cooperation 
witii  said  impact  elements,  a  ring  connecting  said 
elements  and  disposed  in  close  rvmning  relation 
to  said  partition  around  the  opening  therein,  the 
disk  portion  of  said  rotor  being  spaced  from  the 
inlet  end  of  the  pulverizing  chamber  to  provide 
a  substantially  unobstructed  passage  for  feed- 
ing material  to  the  Impact  elements  of  said  rotor, 
and  means  for  actuating  said  rotor  and  said  fan. 


2.016.498 

DRAIN  CLEANING  DEVICE 

Annie  F.  Hopewell.  Ottawa,  Ontario,  Canada 

AppUcation  April  12,  1934.  Serial  No.  720.275 

In  Canada  October  16,  1933 

8  Claims.     (CI.  4—256) 


~ti 


10 


1.  A  drain  cleaner  comprising  a  nozzle,  a  flange 
on  the  lower  end  thereof  tapered  on  its  upper 
surface  and  a  radially  expansible  rubber  sleeve 
about  said  nozzle  resting  on  the  tapered  upper 
surface  of  said  flange. 


2.016^499 

DRIVING  MECHANISM  FOR  CHURNS 

Albert  C.  Hougland,  St.  Paul,  Minn.,  assignor  to 

Crane  Company  of  Minnesota.  St.  Paul,  Minn., 

a  corporation  of  Minnesota 

AppUcation  August  17,  1931,  Serial  No.  557.597 

In  Canada  October  9,  1930 

5  Claims.     (CI.  74—389) 


1.  Driving  mechanism  for  a  churn  having  a 
revoluble  body  and  butter  working  rolls  therein 
comprising,  a  gear  housing,  a  shaft  in  said  hous- 
ing, a  second  shaft  projecting  from  said  housing 
in  axial  alignment  with  said  flrst  mentioned 
shaft,  means  foi"  driving  said  flrst  mentioned 
shaft  directly  from  said  second  shaft,  a  sliding 
gear  on  said  flrst  mentioned  shaft,  a  pinion  on 
said  second  shaft,  a  gear  train  in  said  housing  in- 
cluding a  second  gear  on  said  flrst  mentioned 
shaft  for  rotating  said  chum  body,  a  counter 
shaft  in  said  housing,  a  gear  on  said  counter- 
shaft in  mesh  with  said  pinion,  a  second  gear  on 
said  countershaft  arranged  to  mesh  with  said 
sliding  gear,  a  third  gear  on  said  countershaft 


operatively  connected  to  said  butter  working  rolls 
and  power-driven  means  for  rotating  said  second 
shaft. 


2,016.500 

DETACHABLE   SASH 

Joseph  F.  Kupec,  Lincoln.  Nebr. 

Application  December  17.  1934.  Serial  No.  757,895 

2  Claims.     (CI.  16—128) 


1.  In  a  hinge  for  use  with  a  sash  and  a  sta- 
tionary frame,  a  slotted  socket-plate  adapted  to 
be  secured  to  the  frame,  a  guide-plate  adapted  to 
be  ^^cured  to  the  &sh  and  having  a  slotted  arcu- 
ate part,  said  sash  being  adapted  to  be  fltted  into 
the  frame  with  the  slot  of  said  arcuate  part  in 
register  with  the  slot  of  the  socket-plate,  a  pivot 
disposed  at  approximately  right-angles  to  the 
face  of  the  guide-plate  engaging  in  said  slots  and 
adapted  to  be  mounted  in  the  sash  for  supporting 
and  permitting  a  swinging  movement  of  said  sash 
relative  to  the  frame. 


2.016.501 

FRAUD  PREVENTION  MEANS  FOR 

ELECTRIC  METERS 

John  B.  Nowlan,  Cincinnati.  Ohio,  assignor,  by 
direct  and  mesne  assignments,  to  Meter  Im- 
provement Company,  a  corporation  of  New 
Jersey 

Application  April  8.  1933.  Serial  No.  665,217 
13  Claims.     (CL  171—34) 


»v'/»rt*i-  C0ti 


if*r 


1.  In  a  protective  integrating  watt  meter,  an 
armature  element,  supply  terminals  and  load 
terminals,  a  set  of  current  windings,  a  voltage 
winding,  said  windings  being  in  electrical  prox- 
imity to  said  armature  element,  and  an  auxiliary 
winding  of  relatively  few  turns  and  relatively 
large  current  carrying  capacity  superposed  on  said 
voltage  winding  in  close  magnetic  relation  there- 
with, said  voltage  winding  being  connected  across 
the  supply  terminals,  and  said  current  windings 
and  said  auxiliary  winding  being  connected  In  se- 
ries between  the  unbridged  supply  terminal  and 
the  unbridged  load  terminal,  the  remaining  sup- 
ply terminal  being  bridged  to  the  remaining  load 
terminal,  whereby  the  application  of  an  external 
jumper  between  the  unbridged  supply  terminal 
and  the  unbridged  load  terminal  actuates  said 
armature  element. 
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2.016.502 
METER  MECHANISM 
Albert  E.  Hutt,  Pelham.  N.  ¥.,  assignor  to  Pitts- 
burgh Equitable  Meter   Company.  Pittsburgh. 
Pa.,  a  corporation  of  Pennsylvania 
Application  January  16.  1933.  Serial  No.  652.046 
10  Claims.     (CI.  73—98) 


f*^5« 


1.  A  fluid  meter  comprising  a  housing;  inlet 
and  outlet  connections  associated  with  said  hous- 
ing- a  fluid  flow  actuated  device  operatively 
mounted  in  said  housing,  a  register  mechanism 
driven  by  said  fluid  flow  actuated  device  in  said 
housing  comprising  a  supporting  structure 
threaded  into  said  housing  and  provided  with 
journals;  a  reduction  gear  train  associated  with 
said  supporting  structure  and  having  shafts  oper- 
ating in  said  journals;  a  dial  member  yieldingly 
coupled  to  said  gear  train  and  rotatably  mount- 
ed on  one  of  said  shafts;  said  dial  member  hav- 
ing a  substantially  cylindrical  portion  enclosing 
said  supporting  structure  and  said  gear  train 
and  having  gear  teeth  on  the  inner  face  of  said 
cylindrical  portion  cooperating  with  said  gear 
train,  whereby  said  register  mechanism  is  ren- 
dered compact. 


2.016.503 

FUEL  DISTRIBUTING  UNIT  FOR 

DIESEL  ENGINES 

Louie  C.  Kenworthy.  Stockton,  Calif. 

Application  June  5.  1934.  Serial  No.  729,055 

12  Claims.     (CI.  103—2) 


2,016.504 

DYESTUFFS  OF  THE  OXAZINE  SERIES  AND 

A  PROCESS   OF  PREPARING   THEM 

Georg  Kranzlein.  Heinrich  Greune.  and  Werner 
Schultheis,     Frankfort  -  on  -  the-Main-Hochst, 
Germany,  assignors  to  General  Aniline  Works. 
Inc..  New  York.  N.  Y..  a  corporation  of  Delaware 
No  Drawing.     AppUcation  April  24,  1933.  Serial 
No.  667,762.     In  Germany  April  29,  1932 
24  Claims.     (CI.  260— 28) 
1    The  process  which  comprises  heating  a  1.4- 
quinone  compound  of  the  benzene  series  contain- 
ing in  2-  and  5-posltion  hydrogen  or  chlorine 
with   a  mono-amino-derivative   of   a  compound 
of  the  pyrene.  fluoranthene  and  chrysene  series 
containing  a  free  ortho-position  to  the  amino- 


1  A  fuel  distributing  unit  for  Diesel  engines 
comprising  a  block  having  a  fuel  chamber  therem. 
and  a  plurality  of  separate  branch  passages 
leading  from  the  chamber  and  adapted  for  con- 
nection to  the  Individual  injection  valve  devices 
of  an  engine,  means  to  intermittently  force  fuel 
into  the  chamber  at  a  certain  pressure,  valves 
closing  the  branch  passages  and  adapted  to  be 
opened  by  the  fuel  pressure  in  said  chamber, 
means  normally  holding  said  valves  closed  with 
a  pressure  greater  than  that  of  the  fuel,  and 
means  to  positively  release  the  holding  means  of 
the  several  valves  only  one  at  a  time  and  only 
during  successive  pressure  strokes  of  the  fuel 
forcing  means. 


group. 


2,016,505 

RECORDING  DE\^CE 

Joseph  M.  Lucarelle,  Bridgeport,  Conn^  assignor 

to  Dictaphone  Corporation,  New  York,  N.  Y.,  a 

corporation  of  New  York 

Application  April  28,  1932,  Serial  No.  607,958 

Renewed  June  28.  1934 

4  Claims.     (CI.  274—30) 


3  In  a  recording  and  reproducing  device  for 
dictating  machines,  in  combination,  a  housing,  a 
slide  movable  in  said  housing  to  recording  and 
reproducing  positions,  a  sleeve  mounted  on  said 
slide  a  sound  tube  carrying  a  recording  and  a 
reprod'icing  stylus,  means  for  mounting  said 
sound  tube  in  said  sleeve  for  movement  m  a  ver- 
tical plane  comprising  a  pair  of  adjustable  pivot 
screws  mounted  in  horizontal  alignment  in  said 
sleeve,  a  bushing  on  said  tube  engaging  orie  of 
said  screws,  a  leaf  spring  secured  to  the  side  of 
said  tube,  a  bushing  mounted  in  said  sprmg  and 
slidable  in  said  tube  in  alignment  with  said  first 
bushing  whereby  said  spring  is  held  in  resilient 
engagement  with  the  other  of  said  pivot  screws, 
a  warped  plate  secured  to  said  sleeve  and  having 
an  aperture  through  which  said  other  pivot  screw 
passes,  means  for  causing  said  warped  plate  to 
bind  against  said  screw  and  preserve  the  adjust- 
ment thereof,  and  an  aperture  in  said  housing 
through  which  when  said  slide  is  in  recording 
position  said  last  means  may  be  manipulated  and 
said  pivot  screw  be  adjusted  to  vary  the  reaction 
of  said  spring. 


2.016.506 
MEANS      FOR      AND      METHOD      OF      CON- 
TROLLING THE  OPERATION  OF  PICTURE 
AND  OR  SOUND  FILMS 

Stanley  Maluss  and  Irving  H.  Yadwin, 

Newark,  N.  J. 

Application  January  17,  1935,  Serial  No.  2,206 

6  Claims.  (CI.  177— 311) 
1.  Means  for  controlling  the  operation  of  Alms 
of  the  character  described  in  which  a  compound 
film  is  made  by  reeling  onto  one  large  reel  a  plu- 
rality of  film  sections,  said  means  including  at 
least  one  notch  in  the  edge  of  and  near  the  end 
of  each  of  said  film  sections,  electrical  contact 
members  and  an  operating  device  therefor,  said 
device  being  actuated  by  said  notch  to  close  said 
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contact  members,  an  electrical  signal  circuit  hav- 
ing said  contact  members  therein,  and  a  further 
contact  in  the  electrical  signal  circuit  with  means 
for  closing  the  contact  only  when  the  last  film 

fftf 


section  has  been  reached,  whereby  the  first-men- 
tioned contact  members  on  being  closed  by  one 
of  said  notches  In  the  last  section  will  cause  the 
signal  in  the  said  circuit  to  operate. 

2.016.507 

ELECTRICALLY    CONTROLLED    VALVE    AND 

METHOD  OF  OPERATING  THE  SAME 

Robert  J.  McFall.  Cherrydale,  and  Frank  H. 

Roland.  Ashion  Heighto.  Va. 

AppUcaUon  March  24.  1931.  Serial  No.  524,932 

6  Claims.     (CI.  137—139) 


1.  The  combination  with  a  conduit  for  con- 
veying a  fluid,  of  a  pivoted,  balanced  butterfly 
valve  all  moving  parts  of  which  are  mounted  and 
wholly  enclosed  within  said  conduit,  and  means 
for  positively  swinging  said  valve  on  its  pivot  in 
either  direction  by  the  agency  of  magnetic  force 
applied  externally  of  said  conduit  including  an 
offset  extending  substantially  horizontally  from 
said  conduit  and  having  the  interior  thereof  In 
ported  communication  with  the  Interior  of  said 
conduit,  a  solenoid  core  element  within  said  off- 
set and  connected  to  said  valve  to  operate  the 
latter,  and  a  source  of  magnetic  force  exterior  to 
said  offset  and  conduit  for  actuating  said  sole- 
noid core  element  and  said  valve. 


by  engagement  with  a  fixed  part,  comprising  a 
mounting  fixture  adapted  to  be  secured  interiorly 
to  the  hood,  a  catch  lever  carried  by  said  mount- 
ing fixture  comprising  a  finger  gripping  portion 
exteriorly  of  the  hood,  a  keeper  engaging  portion 
at  one  end  of  said  finger  gripping  portion  extend- 
ing from  the  exterior  to  the  interior  of  the  hood 
transversely  to  the  plane  of  the  hood,  and  a 
mounting  shaft  at  the  other  end  having  bearing 
in  said  mounting  fixture,  the  axis  of  said  shaft 
being  transversely  of  the  plane  of  the  hood,  spring 
means  carried  by  said  mounting  fixture  engaging 
the  under  side  of  said  keeper  engaging  portion 

4-^ 


2.016.508 

HOOD  CATCH 

Raymond  G.  Moore.  Bridgeport.  Conn.,  assignor 

to  The  BaMick  Company,  Bridgeport,  Conn., 

a  corporation  of  Connecticut 

AppUcation  April  9.  1934.  Serial  No.  719,710 

3  Claims.     ( CI.  292 — 228 ) 
1.  Automobile  hood  fastening  means  for  engag- 
ing a  keeper  disposed  upon  a  fixed  part  in  rela- 
tion to  the  end  of  the  hood,  the  hood  In  its  cloeed 
position  being  limited  in  its  downward  movement 


Interiorly  of  the  hood  and  exerting  upward  pres- 
sure on  said  keeper  engaging  portion,  said  catch 
means  adapted  to  be  depressed  in  closing  the 
hood  and  to  spring  upwardly  to  engage  said 
keeper  under  the  pressure  of  said  spring  means, 
the  effective  spring  movement  of  said  catch  lever 
being  from  a  point  below  its  point  of  engagement 
with  the  keeper  to  a  point  above  said  point  of 
engagement,  said  catch  means  adapted  to  be  de- 
pressed in  closing  the  hood  to  pull  the  hood  down- 
wardly against  said  fixed  part  and  to  move  up- 
wardly to  engage  said  keeper  whereby  a  continu- 
ous downward  pressure  Is  exerted  on  the  hood 


2,016,509 

WINDING  DEVICE 

Norman  H.  Nye,  Cuyahoga  Falls,  Ohio,  assignor 

to  The  Vaughn  Machinery  Company,  Cuyahoga 

Falls,  Oliio,  a  corporation  of  Oliio 

AppUcation  April  30.  1931.  Serial  No.  533,893 

5  Claims.     (CI.  242—25) 


1.  In  a  device  of  the  character  described,  the 
combination  of  rotatable  means  upon  which  ma- 
terial may  be  wound,  a  source  of  power,  means 
comprising  a  fluid  transmission  for  transmitting 
power  from  said  source  to  said  rotatable  means 
to  drive  the  latter,  and  fluid-flow  controlling 
means  for  regulating  the  speed  of  said  rotatable 
means,  said  flow  controlling  means  comprising 
relatively  movable  cooperating  valve  elements 
one  being  actuated  from  said  source  of  power 
and  the  other  being  actuated  by  said  material. 
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2.016.510 
SPOOLING  DEVICE 

Norman  H.  Nye.  Cuyahoga  Falls,  Ohio,  assignor 
to  The  Vaughn  Machinery  Company,  Cuyahoga 
Falls,  Ohio,  a  corporation  of  Ohio 
Application  April  30,  1931.  Serial  No.  533,894 
3  Claims.     (CI.  242—25  ) 


1  In  apparatus  of  the  character  described  the 
combination  of  rotatable  means  upon  which  ma- 
terial may  be  wound,  a  variable  speed  motor  for 
driving  said  rotatable  means,  auxiliary  means  for 
absorbing  some  of  the  power  developed  by  said 
motor  to  vary  the  speed  of  the  latter,  a  control 
for  regulaUng  the  absorption  of  power  by  said 
auxiliary  means,  a  pair  of  substantially  coaxially 
arranged  rotatable  cooperating  members  one  of 
which  is  driven  by  said  material,  means  for  driv- 
ing the  other  of  said  members  at  substantially 
constant  speed,  said  members  being  arranged  for 
relative  movement  along  their  common  axis  m 
response  to  relative  rotary  movement  between  the 
members,  and  means  actuated  by  such  relative 
axial  movement  for  operating  said  control. 


2.016.511 

INTERLOCKING  CONNECTER  FOR 

DENTAL  USE 

Armand  M.  Oppenhcimer.  New  York,  NY 

ApplicaUon  August  1,  1932,  Serial  No.  627,193 

2  Oaims.     (CI.  32—6) 


2.016.512 

LIQUID  CONTAINER  AND  METHOD  OF 

MAKING  SAME 

Harry  H.  Pinney.  Cleveland  Heights,  Ohio,  and 

William  H.  Klocke.  Woodhaven.  N.  Y- 

Application  April  28.  1933.  Serial  No.  668,320 V4 

3  Claims.     (CI.  220—63) 


1  An  Interiocking  connecter  for  dental  use 
consisting  of  two  members,  a  male  niember  pro- 
vided with  an  inclined  finger;  and  a  female 
member  provided  with  a  pocket  to  receive  said  in- 
clined finger  of  said  male  member,  and  two  chan- 
nels extending  from  the  base  of  said  pocket  of 
said  female  member  laterally  and  to  the  face  of 
said  female  member:  said  male  and  female  mem- 
bers mterengaglng  in  such  a  manner  as  to  pre- 
vent separation  when  incorporated  Into  a  dental 
appliance  permanently  fixed  In  the  mouth,  suffi- 
cient clearance  being  provided  between  the  coapt- 
ing  parts  of  said  male  and  female  members  to 
permit  the  forced  passage  of  dental  floss  entirely 
thru  and  between  the  opposing  surfaces  of  said 
male  and  female  members  when  locked. 


1  A  liquid  container  fabricated  from  sheet 
metal  stock  comprising  the  combination  of  an 
inner  lining  of  non-corrosive  metal,  an  outer  cy- 
lindrical shell  press  fitted  to  said  inner  iming. 
said  outer  sheU  having  a  portion  extending  be- 
yond the  bottom  of  said  inner  lining,  an  end 
wall  member  for  said  shell,  said  member  having 
an  outwardly  projecting  flange  fitting  against  the 
inner  side  of  said  extending  portion  and  the  outer 
edges  of  said  flange  being  joined  to  the  outer 
ends  of  said  shell,  and  the  body  portion  of  said 
end  wall  member  being  in  contact  with  and  sup- 
porting the  bottom  of  said  inner  lining. 

2.016.513 
BOTTLE  OPENER 
Fred  W.  Pollock,  Eugene.  Oreg..  assignor  of  one- 
half  to  Frank  M.  Crabill.  Eugene.  Oreg. 
Application  December  1,  1934.  Serial  No.  755.593 
2  Claims.     (CI.  65 — 46) 


2  A  bottle  opener  simulating  a  longitudinally 
split  bottle  and  including  slidably  connected  up- 
per and  lower  portions,  cooperating  means  there- 
on for  holding  said  portions  against  separation 
while  In  use.  one  of  SEiid  portions  when  shifted 
longitudinally  relative  to  the  other  portion  pro- 
viding an  end  projecting  beyond  the  end  of  the 
other  portion  for  bearing  upon  a  cap  to  be  re- 
moved from  a  bottle,  and  a  hook  carried  by  said 
portion  and  normally  housed  within  both  por- 
tions said  hook  being  shiftable  to  hanging  posi- 
tion 'under  the  projecting  end  of  one  member 
and  across  the  end  of  the  other  member  by  said 
relative  movement  of  the  opposed  portions. 

2.016.514 

LIQUID  COOLING  DEVICE 

Eleanor  Putnam.  Oswego.  N.  Y. 

Application  August  12.  1933.  Serial  No.  684.895 

5  Claims.     (CI.  62 — 142) 

1.  In  a  device  for  cooling  liquids,  a  metallic 

holder  adapted  t-o  contain  a  refrigerant,  insert- 


II 


I 


298 


OFFICIAL  GAZETTE 


OcTcaKB  8, 1936 


able  within  a  liquid  container,  and  rigid  means 
for  securing  said  holder  onto  the  edge  of  said  con- 


tainer so  as  to  maintain  it  In  a  fixed  position 
within  said  container. 

2,016.515 

AUTOMOBILE  THEFT  ALARM 

Harold  G.  Ray,  Los  Angreles.  Calif. 

Application  July  1,   1933.  Serial  No.  678.695 

9  Claims.     (CI.  177—314) 


^,Mf4^'rf0m 


6.  In  an  alarm  for  a  motor  vehicle  having  a 
generator,  an  ignition  switch  and  a  battery  source 
of  potential,  an  electric  circuit  having  said  igni- 
tion switch  therein,  a  second  switch  in  said  cir- 
cuit, key  operated  means  for  closing  said  second 
switch,  the  closing  of  the  second  switch  complet- 
ing the  circuit  after  the  closing  of  the  ignition 
switch,  means  operating  to  retain  the  second 
switch  closed  after  the  actuation  and  independ- 
ently of  the  key  operated  means  therefor,  a  sig- 
nal circuit  having  said  generator  therein,  a  sig- 
nal in  the  signal  circuit,  means  actuated  by  the 
second  switch  retaining  means  for  maintaining 
the  signal  circuit  open  while  the  first  circuit  is 
closed,  a  second  signal,  and  means  operated  by 
the  flow  of  current  through  the  signal  circuit  to 
electrically  couple  and  maintain  the  second  signal 
In  circuit  with  said  battery  source  of  potential 
after  the  circuit  for  the  first  signal  has  been 
opened.  

2.016.516 
UNDERGARMENT  FOR  WOMEN'S  WEAR 
Philip  EL  Robbins,  New  York,  N.  Y..  assignor  to 
Poirette  Corsets,  Inc.,  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
Application  June  8,  1935.  Serial  No.  25.662 
2  Claims.     (CI.  2—30) 
1.  An  undergarment  Including  bust,  front,  sides 
and  back  portions,  and  a  continuous  elastic  mem- 
ber of  a  strap-like  form  having  an  Intermediate 
stretch  secured  to  and  throughout  the  top  of  said 
back  portion  and  to  the  rear  parts  of  the  tops  of 
said  side  portions,  said  member  having  a  pair  of 
upwardly  extending  outer  stretches  secured  to 
and  throughout  the  sides  of  said  bust  portion,  and 
said  member  having  a  pair  of  inner  stretches  de- 
pending from  said  outer  stretches  and  having 


their  lower  ends  anchored  to  the  intermediate 
stretch  at  spaced  points  of  the  latter,  the  said 
several  stretches  coacting  to  form  a  pair  of  up- 


standing spaced  closed  loops  for  connecting  the 
garment  to  and  for  suspending  it  from  the  shoul- 
ders of  the  wearer. 


2,016.517 
METHOD  OF  PREPARING  PRINTING 
SLTIFACES 
Georre   S.  Rowell,  Cleveland,  Ohio,  assiirnor  to 
Multifraph  Company.  Wilminf ton,  Del.,  a  cor- 
poration of  Delaware 

No  Drawing.    Application  September  2,  1932. 
Serial  No.  631.588 
4  CUims.     (CI.  41 — 41.5) 
4.  Method   of   preparing   for   re-use  a  piano- 
graphic  printing  surface  having  a  greasy  image 
thereon  consisting  in  the  following  steps,  remov- 
ing the  greasy  image  from  the  surface  with  a  sol- 
vent for  the  greasy  substance  of  the  images  in 
the  presence  of  an  aqueous  etching  solution  con- 
taiiung  ammonium  phosphate,  rinsing  to  remove 
a  portion  of  said  solution,  drying  and  thereafter 
forming  an  image  thereon  with  a  greasy  mate- 
rial reactive  with  said  treated  surface. 


2.016.518 

PLOW 

Alvah  E.  Ratter,  Rockford.  111.,  asslrnor  to  J. 

Case  Company,  Racine.  Wis.,  a  corporation 

AppUcation  April  5.  1935.  Serial  No.  14.740 

3  Claims.     (CI.  97—93) 


I. 


2.  In  a  plow,  a  frame  adapted  to  be  inverted,  a 
beam  including  a  plow  bottom  normally  asso- 
ciated with  one  side  of  the  frame  and  forming 
part  thereof,  detachable  means  connecting  the 
beam  to  the  frame  whereby  when  the  latter  Is  in- 
verted the  beam  may  be  secured  to  the  frame  in 
position  opposite  to  that  occupied  originally,  and 
an  additional  beam  including  a  plow  bottom  de- 
tachably  secured  at  the  side  of  the  frame  origi- 
nally occupied  by  said  first  mentioned  beam  and 
with  the  latter  forming  a  two-bottom  pipw. 
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2,016,519 

DOORLATCH 

Oscar  C.  Schmidt,  ClncinnaU.  Ohio,  assignor  to 

The    Cincinnati    Butchers'    Supply    Company. 

CincinnaU,  Ohio,  a  corporation  of  Ohio 

Application  October  7.  1933,  Serial  No.  692,688 

1  Claim.    (CL  292—78) 


In  a  latch,  the  combination  of  a  casing,  a  lever 
having  a  pivot  in  said  casing  and  having  a  latch- 
ing end  at  one  side  of  said  pivot,  a  rod  whose  one 
end  has  articulating  connection  with  said  lever  at 
th'-  oppos.te  side  of  said  pivot  and  whose  other 
end  has  articulating  connection  with  said  casmg. 
said  rod  having  an  enlargement  at  each  of  its 
ends   said  enlargement  at  said  first -named  end 
being  threaded,  the   pivotal  axis  of  said  first- 
named  articulating  connection  movable  by  oppo- 
site pivotal  movements  of  said  lever  to  opposite 
sides  of  a  right  line  between  the  pivotal  axis  of 
said  second-named  articulating  connection   and 
the  pivotal  axis  of  said  lever,  a  nut  threaded  to 
said  threaded  enlargement,  a  helical  spring  about 
said  rod  between  said  nut  and  a  stationary  part 
of  sa  d  casing  with  the  respective  ends  of  said 
helical  spring  about  said  enlargements  for  cen- 
tering both  ends  of  said  spring  about  said  rod  and 
said  parts  being  so  related  that  adjustment  of  said 
nut  on  said  threaded   enlargement  adj^^J^^n 
tension  of  said  spring,  and  said  second-named 
enlargement  movable  axially  in  said  sprmg  upon 
pivotal  movement  of  said  lever. 


2.016.520 
COLLAPSIBLE  BAG 

Amy  H.  Short.  Brooklyn.  N.Y. 

Application  April  20.  1934.  S^na»  No.  721.595 

16  Claims.    (CI.  190— 43) 


If" 


bottom,  front,  back  and  side  walls,  means  secured 
to  each  of  said  top  and  bottom  waUs  for  render- 
ing said  walls  substantially  rigid,  and  a  remov- 
able, collapsible  framework  arranged  within  said 
casing  for  holding  said  top  and  bottom  walls  in 
spaced  relation  and  for  maintaining  said  bag  m 
extended  position. 


2.016.521 
CONDENSATION    PRODUCT    OF    THE    CYA- 
NL^IC  SERIES  AND  A  PROCESS  OF  PRE- 
PARING IT  „     ,._* 

Adolf  Stcindorff.  Frankfort-on-the-Main-Hochst, 
and  Max  Paquin.  Frankfort-on-the-Main.  Ger- 
many, assignors  to  General  Aniline  Works, 
Inc.,  New  York,  N.  Y.,  a  corporation  of  Dela- 

ware 
No  Drawing.    Application  October  30.  1931.  Serial 
No  572,220.    In  Germany  November  10,  1930 
14  Claims.     (CI.  260— 27) 

1    The  compounds  of  the  following  formula: 


ft 


\ 


/ 


wherein 

X  means  =0,  =S  or  =NH, 

Y  means  a  hydrogen  atom  or  an  aliphatic  or 
aromatic    hydrocarbon    group    of    the    benzene 

scries 

Z  means  a  hydrogen  atom  or  an  alkyl  group. 

R  means  an  alkyl  group,  a  hydrogen  atom  of 
which  may  be  substituted  by  a  hydroxyl  group 
or  by  an  aromatic  hydrocarbon  group  of  the 
benzene  series. 


2.016.522 

INSOLE 

Aleck  Herman  Stein.'  Haverhill,  Mass.,  assignor 

to  Sterling  Shoe  Corporation,  HaverhiU,  Mass., 

a  corporation  of  Massachusetts 

Application  July  27,  1933,  Serial  No.  682,457 

1  Claim.    (CI.  36—12) 


je     If 


1    In  a  collapsible  bag.  the  combination  of  a 
casing  formed  of  flexible  material  and  having  top. 


A  shoe  having  an  outsole,  an  upper  integrally 
cemented  to  the  outsole,  an  insole  the  sole  por- 
tion of  which  is  perforated  over  a  region  ex- 
tending longitudinally  from  the  shank  to  near 
the  toe  and  including  the  whole  portion  upon 
which  the  ball  of  the  foot  is  adapted  to  rest,  the 
said  region  extending  transversely  from  side  to 
side  of  the  said  sole  portion,  a  felt  filler  between 
the  sole  portions  of  the  outsole  and  the  insole 
disposed  In  contact  with  the  oppositely  disposed 
faces  of  the  outsole  and  the  insole  throughout 
the  said  region,  and  a  sock  lining  over  the  insole. 
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2.016.523 

HONEY  UNCAPPING  KNIFE 

Roy  Stringer,  Plantacnxt.  Ontario,  Canada,  aa- 

signor  of  one-half  to  Wallace  M.  Smith.  Plan- 

tacenet,  Ontario,  Canada 

Application  Jone  20,  1933,  Serial  No.  676,687 

5  Claims.     (CI.  219—21) 


1.  A  honey  uncapping  knife  comprising  a  hol- 
low blade  with  an  integral  offset  handle  portion, 
a  slot  opening  into  the  interior  of  said  hollow 
blade  through  such  intermediate  offset  and  an 
electric  element  insertable  in  said  hollow  blade 
through  said  slot. 


2,016,524 
GATHERING  TABLE 

Clarence  L.  Taylor,  Yoongstown,  Ohio,  assignor 
to  The  Aetna  Standard  Engineering  Company, 
Yonngstown,  Ohio,  a  corporation  of  Ohio 
Application  March  23,  1932.  Serial  No.  600.731 
13  Claims.     (CI.  198—127) 


r" 


.^ 


3 


1.  In  a  gathering  table  for  traveling  bars  or 
the  like,  guide  means  at  one  side  of  said  table, 
roller  means  for  directing  said  bars  towards  said 
guide  means,  and  means  for  retarding  said  bars, 
said  last-named  means  comprising  a  lever  mount- 
ed for  pivotal  movement  in  the  plane  of  move- 
ment of  the  bars. 


2.016.525 

VEHICLE  WHEEL 

Robert  B.    Temple,   Detroit,    Mich.,    assignor    to 

Badd    Wheel    Company,   Philadelphia,    Pa.,   a 

corporation  of  Pennsylvania 

AppUcation  April  30.  1932.  Serial  No.  608,349 

8  Claims.     (0.301—6) 


5.  A  vehicle  wheel  comprising  a  hub  structure, 
front  and  rear  thin  gauge  sheet  metal  members. 


each  having  a  tire  retaining  flange,  a  tire  seat, 
a  drop  center  side  wall,  a  body  of  substantially 
frusto-conlcal  form  extending  to  and  secured  to 
said  hub  structure,  said  members  being  axially 
spaced  from  each  other,  and  a  third  thin-gauge 
sheet  metal  memk)er  having  a  tire  retaining 
flange  and  a  side  wall  substantially  conforming 
to  the  corresponding  portions  of  one  of  said 
members,  said  third  member  also  "having  a  drop 
center  bottom  wall  and  a  portion  secured  to  the 
other  of  said  members. 


2,016,526 

ROLLER  BEARING 

Miller  S.  Tyson.  Canton,  Ohio 

AppUcaUon  May  22,  1934,  Serial  No.  726.877 

5  Claims.     (CL  308—218) 


i;^^ 


1.  An  assembly  of  tapered  rollers  and  spacer 
ring  for  use  in  a  tapered  roller  bearing  compris- 
iiig  a  series  of  rollers,  etich  formed  with  a  cir- 
cumferential groove  surrounding  a  reduced  neck 
portion,  and  a  conical  roller-spacing  and  align- 
ing ring  formed  with  parallel  side  faces  having  a 
close  running  fit  in  said  groove,  and  with  radial 
notches  whose  edges  straddle  the  roller  necks, 
and  laterally  contacting  with  the  groove  faces 
of  the  rollers  on  opposite  sides  of  the  roller  axes 
to  avoid  substantial  skewing  of  the  rollers. 


2.016.527 

DEVICE  FOR  STORING  AND  AFFIXING 

ADHESIVE   STRIPS 

Wtlhelm    Volgt.    Wiesbaden-Biebrich.    Germany, 
assignor    to    Kalle    &    Co.    Aktiengesellschaft, 
Wiesbaden-Biebrich,    Germany,    a   corporation 
of  Crermany 
Application  January  27.  1934.  Serial  No.  708,630 
In  Grermany  February  9.  1933 
5  Claims.     (CI.  206—52) 


5.  A  device  for  storing  and  affixing  adhesive 
strips  having  a  plastic  adhesive  coating  compris- 
ing a  container  with  one  lateral  outlet  opening, 
means  In  the  interior  of  the  container  for  sup- 
porting and  carrying  a  roll  of  adhesive  strip,  a 
movable  pressing  roller  In  the  said  outlet  open- 
ing adapted  for  pressing  the  adhesive  strip  upon 
a  base,  means  behind  the  said  movable  pressing 
roller  for  cutting  off  the  adhesive  strip. 
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2,016.528 

COMBINATION  MOTORIZED  WORK  AND 

MACHINE  BENCH 

Charles  M.  WUson.  Detroit,  Mich. 

Application  Aagnst  4,  1934,  Serial  No.  738.563 

7  Claims.     (CI.  144—1) 


^  fki 


1.  In  a  work  bench  having  legs,  a  supporting 
bar  mounted  on  the  legs  of  the  bench,  a  hold- 
down  bar  also  mounted  upon  the  legs  of  the  bench 
and  parallel  to  the  supporting  bar.  and  a  motor 
supporting  member  having  one  end  disposed  be- 
tween and  engageable  by  both  the  hold-down  bar 
and  the  supporting  bar,  the  motor  supporting 
member  being  formed  with  a  series  of  vertical 
notches  into  which  one  of  said  bars  is  adapted  to 
be  Inserted  being  thus  transversely  and  longitudi- 
nally adjustable  between  said  bars. 


2.016,529 
MANtTACTURE  OF  BARIUM  HYDRATE 
Robert  Erwin  Windecker.  Palnesrille,  Ohio 
No  Drawing.     Application  July  22.  1933, 
Serial  No.  681.761 
8  Claims.     (CI.  23—186) 
1.  A  process  including  the  step  of  heating  to- 
gether an  intimate  mixture  of  barium  carbonate, 
lime  and  carbonaceous  material  in  an  open  kiln 
said  carbonaceous  material  being  present  in  rela- 
tion to  the  barium  carbonate  in  at  least  equi- 
molecular  proportion. 


of  devices  for  subjecting  fluids  to  electrical  treat- 
ment comprising  means  providing  high  tension 
alternating  current,  means  including  a  spark  gap 
and  a  condenser  to  convert  successive  half  waves 


2.016.530 
MANUFACTLTIE  OF  BARIITVI  HYDRATE 

Robert  Erwin  Windecker,  Painesville.  Ohio 

No  Drawing.     Application  February  28,  1934, 

Serial  No.  713.381 

15  Claims.     (CI.  23—186) 

1.  The  process  which  comprises  subjecting  an 
intimate  mixture  of  carbonaceous  material,  lime 
and  barium  carbonate  to  a  temperature  sufficient 
to  convert  the  barium  carbonate  to  the  oxide  and 
subjecting  the  resulting  material  to  an  oxidizing 
atmosphere  at  an  elevated  temperature. 


2.016.531 

ELECTRICAL  TREATMENT  OF  FLUIDS 

Harry  A.  Wintermute,  Plainfield.  N.  J.,  assignor 

to  Research  Corporation,  New  York.  N.  Y.,  a 

corporation  of  New  York 

AppUcation  May  8.  1934.  Serial  No.  724.579 

17  Claims.     (CI.  183—7) 
1    An  electrical  circuit  for  impressing  electrical 
potentials  across  the  complementary  electrodes 
4&9  o.  Q— 20 


of  said  current  into  steep  wave  front  impulses 
of  alternately  different  characteristics  and  energy 
directing  means  for  impressing  said  Impulse 
across  said  complementary  electrodes. 


2,016,532 
LUBRICANT  MIXTURE 
Victor  R.  Abrams,  Brunswick,  Ga.,  and  Carroll  A. 
Hochwalt,  Oakwood,  Ohio,  assignors  to  Sulflo 
Corporation  of  America,  Boston.  Mass..  a  cor- 
poration of  Georgia 
No  Drawing.    Application  August  15.  1934, 
Serial  No.  740.005 
12  Claims.     (CI.  87—9) 
1.  A  cutting  lubricant  comprising  a  freely  flow- 
ing discontinuous  gelatinous  mass  composed  of 
particles  of  camauba- wax /petroleum -oil  gel  sub- 
stanUally  in  contact  with  each  other  and  having 
the  interspaces  containing  petroleum  oil,  and  a 
sufficient  amount  of  free  sulfur  particles  of  great- 
er than  colloidal  size  to  function  as  a  lubricating 
ingredient  distributed  between  the  gel  particles 
and  supported  thereby. 


2.016.533 
LOOM  BEAM 
Gustave  Albert  Anderson,    Attleboro,  Mass.,  as- 
signor to  Lewis  R.  Smith,  receiver  Apco  Moss- 
berg  Corporation,  a  corporation  of  Rhode  Island 
AppUcation  November  18.  1933.  Serial  No.  698,642 
5  Claims.     (CI.  242 — 124) 


1.  In  a  loom  beam,  a  barrel,  a  head  on  said 
barrel,  means  on  said  head  for  clamping  it  in 
adjusted  position  along  said  barr'>l,  comprising 
a  plurality  of  identical  sections,  each  having  a 
movable  body  with  a  pair  of  resilient  arms  ex- 
tending outwardly  from  the  body  and  then 
toward  each  other,  said  arms  being  secured  ad- 
jacent their  ends  to  said  head. 
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2.016.534 
CIGARETTE  CASE 
William    V.    Blackwell    and    William    E.  Keeter. 
Charlotte.  N.  C,  assignors  to  said  WUllam  V. 
Blaclcwell 

AppUcatlon  July  25,  1934.  Serial  No.  736.912 
7   CUims.     (CI.  70—26) 


vsr 


^^ 


VAV/.V  ■\-}7r77m. 


•zAai 


I?- 


1.  In  a  cigarette  rase  having  a  time  lock  for 
releasing  the  cover  thereon,  means  for  locking  the 
cover  in  closed  position,  timed  means  for  unlock- 
ing said  cover  at  specified  intervals  and  holding 
the  cover  in  unlocked  position  until  it  is  manually 
opened  and  means  automatically  locking  the  case 
when  it  is  manually  closed. 


2.016.535 
PROCESS  FOR  BLENDING  APO)  CONDI- 
TIONING TOBACCO 
Hennann  S.  Bofaty,  Philadelphia,  Pa.,  assignor 
to   Proctor  Si   Schwartz,   Incorporated.   Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
Original  application   Aucust   3.   1933.  Serial   No. 
683,529.    DiTided  and  this  appiieation  Jvne  15, 
1934,  Serial  No.  730,838 

7  Claims.     (CI.  131—55) 


1.  The  method  for  conditioning  tobacco  which 
comprises  supporting  tobacco  leaves  vertically  in 
close  lateral  abutting  relation  within  a  substan- 
tially closed  chamber,  admitting  conditioning  va- 
por under  pressure  to  the  chamber  below  the 
leaves  to  force  its  way  upwardly  through  the  mass 
lengthwise  of  and  between  the  leaves,  moving  the 
vertically  arrsmged  leaf  mass  longitudinally  of 
the  chamber  and  augmenting  the  vapor  with 
moisture  before  its  passage  through  the  tobacco 
mass  in  a  portion  of  the  chamber  through  which 
the  mass  subsequently  passes. 


2,016.536 
PROCESS   OF  PRODUCING  LITHOPONES  OF 

LOW  OIL  ABSORPTION 
James  E.  Booge  and  Robert  S.  RadclifTe.  Newark. 
N.  J.,  assignors  to  Krebs  Pigment  &,  Color  Cor- 
poration, Newark,  N.  J.,  a  corporation  of  Dela- 
ware 
AppUcation  January  27,  1932.  Serial  No.  589.200 
15  Claims.     (CI.  134—78) 
1.  In  a  process  of  producing  a  lithopone  of  pre- 
determined oil  absorption  the  steps  of  incorpo- 
rating  into   an    uncalcined,   raw    lithopone   an 
alkali  metal  sulfate  and  calcining  said  lithopone 
at  a  temperature  from  about  70  to  200'  C.  less 


than  that  at  which  said  raw  lithopone  without 
said  added  alkali  metal  sulfate  produces  a  pig- 
ment of  the  same  predetermined  oil  absorption. 


»» 


H 


■7—3 — a    »    J — 5—5 


8.  In  a  process  of  producing  a  lithopone  of 
predetermined  oil  absorption  the  step  of  calcin- 
ing a  raw  lithopone  containing  a  definite  amount 
of  an  alkali  metal  compound  the  anion  of  which 
is  chosen  from  the  group  consisting  of  — OH, 
— CO3.  and  the  anion  of  Inorganic  sulfur  acids, 
said  calcination  being  effected  at  a  temperature 
substantially  lower  than  that  at  which  said  raw 
lithopone  In  the  absence  of  said  alkali  metal 
compound  produces  a  pigment  of  the  same  pre- 
determined low  oil  absorption. 


2.016.537 
CALCIUM  SVLPHATE-ZINC  SULPHIDE 
PIGMENT 
James  E.  Booge.  Newark.  N.  J.,  assignor  to  Krebs 
Pignaent  A  Color  Corporation,  Newark,  N.  J.,  a 
corporation  of  Delaware 
No  Drawing.     Application  January  30.  1932. 
Serial  No.  589,980 
7  aaims.     (CL  134—78) 
1.  In  a  process  of  making  a  white  pigment  the 
step   of   co-precipitatlng   calcium   siilphate   and 
zinc    sulphide    by    reacting    with    a   solution    of 
calcium   hydrosulphide  upon   a  solution  of  zinc 
sulphate  and  neutralizing  the  free  acid  formed 
ifi  the  reaction. 


2.016.538 

SWIMMING  GLOVE 

Joseph  A.  Borgman.  Lancaster,  Pa. 

AppUcaUon  April  28,  1934,  Serial  No.  722.988 

2  Claims.     (CI.  9—21) 


1.  A  swimming  glove  having  finger  and  thumb 
receiving  portions  and  webs  between  said  finger 
and  thumb  receiving  portions,  said  glove  also  In- 
cluding palm  and  back  sections  terminating  sub- 
stantially Immediately  to  the  rear  of  the  thumb 
portion  of  the  glove  and  also  Immediately  at 
about  the  heel  portion  of  the  hand  so  as  to  leave 
the  heel  portion  of  the  hand  at  the  palm  and  back 
thereof  exposed,  and  a  filler  secured  to  the  palm 
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section  of  the  glove  and  adapted  to  fit  into  the 
hollow  of  the  hand  immediately  adjacent  the  heel 
of  the  hand  to  act  as  a  stopper  against  the  en- 
trance of  water  into  the  glove. 


2,016.539 
FOLDING    MACHINE 

Carl  W.  Brenn,  Montclair,  N.  J. 

AppUcation  August  1,  1931,  Serial  No.  554,401 

13  Claims.     (CI.  270— 79) 


1.  A  folding  machine  for  producing  a  zigzag 
folded  pile  from  a  continuous  web  having  trans- 
verse weakening  lines  at  regular  intervals,  com- 
prising a  support;  a  noncreasing  web  feeding 
mechanism  located  above  the  support  adapted 
to  Impart  to  the  web  an  impetus  toward  the  sup- 
port carrying  the  web  to  form  into  alternate 
right-hand  and  left-hand  loops  according  to  the 
hand  of  the  previous  fold,  each  loop  including  a 
transverse  weakening  line;  and  means  for  flat- 
tening said  loops  to  form  right  and  left-hand 
folds  on  the  transverse  weakening  lines. 


2,016,540 
FLUID  REGLXATOR 
Worthy  C.  Bucknam.  Buffalo,  N.  Y.,  assignor  to 
The  Linde  Air  Products  Company,  a  corpora - 

Application  December  30,  1927,  Serial  No.  243,730 
9  Claims.     (CI.  50— 26) 


ing  into  said  chamber  and  said  bore  having  a 
port  in  its  wall;  a  qulU  secured  in  said  bore  and 
having,  between  its  ends,  an  aperture  registering 
with  said  port;  a  nozzle  secured  in  said  quill  hav- 
ing a  passage  terminating  adjacent  said  aperture 
and  communicating  with  said  chamber;  a  valve 
in  said  quill  controlling  such  nozzle  passage; 
means  whereby  said  valve  is  operatle  by  said 
diaphragm;  said  quill  with  the  nozzle  and  the 
valve  carried  thereby  being  removable  as  a  unit 
from  said  casing  through  .«vaid  chamber;  and  a 
detachable  cap  normally  closing  said  chamber. 


1.  In  a  fluid  regulator,  the  combination  of  a 
casing  comprising  a  base  section  and  a  top  sec- 
tion secured  together;  a  diaphragm  secured  be- 
tween said  sections;  said  base  section  having  a 
drilling  providing  a  bore  and  a  chamber  axiaUy  in 
line  and  perpendicular  to  the  axis  of  said  dia- 
phragm; said  base  section  having  an  inlet  open- 


2.016.541 
FLUID  PRESSURE  BRAKE 
Charles  Albert  Campbell,  Watertown,  N.  Y..  as- 
signor to  The  New  York  Air  Brake  Company,  a 
corporation  of  New  Jersey 
Application  May  11.  1932,  Serial  No.  610,679 
3  Claims.     (CI.  303—88) 


^    : 


tj     iJ 


1.  The  combination  of  a  fluid  pressure  device 
having  a  chamber,  and  a  passage  communicating 
with  said  chamber,  through  which  passage  pres- 
sure fluid  flows  to  and  from  said  chamber;  a 
pair  of  filter  elements  mounted  in  parallel  with 
one  another  in  said  passage,  both  said  elements 
being  displaceable  by  flow  in  said  passage,  one  in 
one  direction  and  the  other  in  the  opposite  di- 
rection and  either,  when  displaced  offering  a 
by-pass  around  both;  and  yielding  means  resist- 
ing such  displacement. 


2.016,542 

CHILD'S  TOILET   SEAT 

George  Hardv  Clark,  Long  Beach,  Calif. 

Application  September  25,  1933,  Serial  No.  690,855 

3  Claims.     (CI.  4—239) 


1  A  child's  toilet  seat  comprising  an  annular 
body,  said  bodv  being  shaped  to  fit  the  usual  toilet 
seat,  .said  body  having  a  central  opening  therein, 
said  body  having  a  central  depression  therein  ex- 
tending to  said  opening,  said  depression  being 
lower  at  the  rear  than  at  the  front  thereof. 
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2,016,543  ^^^ 

METHOD    OF    AND    APPARATTSFOE    SUP- 
PORTING     AND     MANIPULATING      LOOM 

HARNESS  ^  _    - 

Laurence  R.  Cox,  Greer,  &.  k^. 
AppUcaUon  June  1,  1934.  Serial  No.  72«,579 
23  Claims.     (CI.  2»— 41) 


2.016.545 

PAINT  STRIPER 

Delberi  J.  Diclierson.  Los  Anfeles,  Calif. 

AppUcaUon  December  26.  1933.  Serial  No.  703.948 

2  Claims.     (CI.  91—62.6) 


1    In  apparatus  for  use  in  repairing  the  warp 
thread  carrying  harness  of  a  loom,  a  relatively 
sUtionary  outer  support  having  a  part  serving  as 
a  supporting   element  for  the  harness,  a  warp 
frame  pivotally  mounted  upon  the  relatively  sta- 
tionary support  so  that  It  may  be  turned  and 
inverted  with  relation  thereto,  said  warp  frame 
having  one  side  provided  with  a  longitudinal  slot 
for  the  passage  of  the  reed  of  the  loom  flamp  ng 
means  associated  with  the  opposite  side  of  tfte 
warp  frame  for  engaging  with  the  warp  thread, 
and  means  mounted  upon  the  warp  frame  for 
movement  therewith  and  adapted  to  removably 
receive  the  harness. 


2.016,544 
ATOMIZER 
Clyde  C.  Da«fett.  Toledo,  Ohio,  assignor  to  The 
Dc  Vilbiss  Company,  Toledo,  Ohio,  a  corpora- 
tion  of    Ohio  ^^      ^     _.     ,    m.T         >«eO   KKt 

AppUcaUon  November  12.  1934.  Serial  No.  752.557 
7  Claims.     (CI.  299—88) 


^t    /2* 


^-Hf 


1  In  a  paint  striper,  the  combination  of  a 
wheel-  a  body  having  a  transverse  slot  therein 
in  which  said  wheel  Is  carried;  a  removable  shaft 
carried  transversely  of  said  body  on  which 
said  wheel  is  rotatably  mounted,  with  the  end  of 
the  shaft  extended  and  formed  Into  a  loop;  a 
guide  carried  on  said  loop  adJusUble  as  to  the 
distance  from  said  wheel;  a  removable  paint  re- 
ceptacle to  be  used  on  said  body  with  open  com- 
municaUon  between  the  receptacle  and  the 
wheel. 

2,016.546 

REFLECTOR  DEVICE 

Au^st  J.  Glebel.  Detroit,  Mich. 

AppUcaUon  March  29.  1933.  Serial  No.  663.263 

8  Claims.     (CI.  33—169) 


7  In  an  atomizer,  a  liquid  receptacle  having 
an  air  vent,  a  spray-head  unit  threaded  on  the 
receptacle,  said  unit  having  a  nozzle  and  having 
a  liquid  discharge  passage  opening  communica- 
tion between  said  nozzle  and  the  lower  Interior 
portion  of  the  receptacle,  and  means  carried  by 
the  unit  cooperating  with  a  part  of  the  recep- 
tacle to  open  and  close  said  passage  by  prede- 
termined relative  turning  of  the  unit  and  re- 
ceptacle on  their  threaded  connection,  said  unit 
and  receptacle  also  having  parts  which  cooperate 
to  cloae  said  vent  when  the  liquid  passage  is 
closed,  and  vice  versa. 


1  The  combination  of  a  member  for  reflecting 
light  rays  from  a  source  of  light  to  a  unit  pro- 
vided with  a  plurality  of  graduations,  said  mem- 
ber being  provided  with  a  cylindrical  loop  por- 
tion and  means  for  supporting  said  member,  said 
means  being  provided  with  a  spherical  meniber 
engaging  the  cylindrical  loop  portion  of  said  first 
mentioned  member,  said  means  and  said  loop 
member  constituting  a  single  joint  to  permit  said 
first  mentioned  member  to  move  swlvelly  and 
transversely  relative  to  the  center  of  said  spheri- 
cal member.  _^______ 

2.016.547 
DRY  PIPE  VAL>^ 
WilUs  K.  Hodfman.  Jr..  Taunton.  Mass 
AppUcation  August  25.  1934.  Serial  No.  741.382 
3  Claims.     (CI.  169—22) 
1    A  dry  pipe  valve  comprising  a  casing,  an  air 
pressure  chamber  in   the  casing,  a  water  pas- 
sage having  a  port  opening  into  the  air  chamber 
an  air  port  in  the  casing  surrounding  the  water 
port    a  chamber  in  the  casing  between  the  air 
and  water  ports  normally  open  to  the  atmosphere, 
movable  clapper  means  having  a  water  valve  to 
seat  upon  and  close  the  water  port  and  a  periph- 
erally flexible  air   valve  to  seat  upon  and  close 
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the  air  port,  means  cooperating  with  the  clapper 
means  when  moved  open  sUghtly  by  a  surge  of 
water  to  lock  the  clapper  means  in  a  position 
such  that  the  flexible  periphery  of  the  air  valve 
cannot  be  forced  into  engagement  with  and 
close  the  air  port,  and  means  on  the  clap^r 
means  acting  to  resist  a  surge  of  water  by  a  di- 
rect path  into  the  air  chamber  and  thus  aug- 
ment the  movement  of  the  clapper  means  by  said 
surge  sufficiently  to  ensure  the  said  locking  of  the 
clapper  means  by  the  locking  means. 


sembimg  portions,  and  a  stop  in  the  body  for  the 
member,  cooperative  with  the  guard  resembling 
portion,  said  hammer  resembling  portion  bemg 
disposed  intermediate  and  above  the  pivot  and 
the  stop.  ^^^^ 

2,016,549 

GAS   DISPOSAL  APPARATUS 

Richard  Kenna  and  Matt  G.  HaUfren, 

Oakland,  CaUf. 

AppUcaUon  November  14.  1932,  Serial  No.  642.756 

1  Claim.     (CI.  261—111) 


2    A  dry  pipe   valve  comprising  a  casing,  an 
air  pressure  chamber  in  the  casing,  a  water  pas- 
sage having  a  port  opening  into  the  air  charn- 
ber    an  air  port  in  the  casing  surrounding   the 
water  port,  a  chamber  in  the  casing  between  the 
air  and  water  ports  normally  open  to  the  atmos- 
phere, movable  clapper   means  having  a  water 
valve  to  seat  upon  and  close  the  water  port  and 
a  peripherally  flexible  air  valve  to  seac  upon  and 
close  the  air  port,  means  cooperating  with   the 
clapper  means  when  moved  open  slightly  by  a 
surge  of  water  to  lock  the  clapper  means  in  a 
position  such  that  the  flexible  periphery  of  the 
air  valve  cannot  be  forced  into  engagement  with 
and  close  the  air  port,  and  means  on  the  clapper 
means  acting  to  deflect  from  a  direct  path  be- 
tween the  water  and  air  ports  a  surge  of  water 
into  the  air  chamber  and  thus  augment  the  move- 
ment of  the  clapper  by  said  surge  sufficiently  to 
ensure  the  said  locking  of  the  clapper  means  by 
the  locking  means. 


2.016.548 

TOY   PISTOL 

Samuel   J.   Katz,   New  York.  N.  Y..    tuaignor  to 

ConsoUdated    Mounting    and    Finishing    Corp.. 

New  York.  N.  Y..  a  corporation  of  New  York 

AppUcaUon  July  29,  1933.  Serial  No.  682.735 

3  Claims.     (CI.  124—14) 


1  In  a  toy  pistol  having  a  one-piece  sheet  ma- 
terial body  Including  two  sides  adjacent  one  an- 
other a  member  between  the  sides  comprising 
a  trigger  resembling  portion,  a  hammer  resem- 
bling portion  and  a  trigger  guard  resembling  por- 
tion a  pivot  in  the  body  operably  associated  with 
the  member  between  the  trigger  and  hammer  re- 


in a  gas  disposal  apparatus,  a  stack  of  inverted 
U-shaped  form  providing  an  updraft  arm  and  a 
downdraft  arm  having  Its  upper  end  communi- 
cating with  the  upper  end  of  the  updraft  arm.  the 
downdraft  arm  being  tapered  towards  its  lower 
end   a  series  of  baffles  extending  transversely  In 
said  downdraft  arm  and  extending  from  opposed 
portions  of  Its  walls  in  vertical  spaced  relation  to 
each  other  with  the  baffles  projecting  from  one 
wall  portion  overlapped  by  the   baffles  extend- 
ing   from    the    opposed   wall    portion,    a    water 
supply  pipe  extending  vertically  of  the  stack  ex- 
ternally thereof  with  Its  upper  end  extending  Into 
the  stack  over  the  upper  baffle,  a  pump  having 
an  outlet  communicating  with  the  lower  end  of 
said  water  pipe  and  an  inlet  tube  communicating 
with  the  lower  end  of  the  downdraft  arm,  a  waste 
water  outlet  being  provided  with  the  pump,  a  gas 
pipe  leading  from  said  inlet  tube  and  extending 
upwardly  externally  of  the  downdraft  arm,  a  by- 
pass tube  leading  from  said  gas  pipe  Into  the 
downdraft  arm  below  the  lower  one  of  said  baffles 
in  spaced  relation  to  the  lower  end  of  the  down- 
draft  arm.  and  a  valve  in  the  gas  pipe  between  lt« 
lower  end  and  the  by-pass  tube  for  controlling 
flow  through  the  gas  pipe. 


2.016.550 

FILTER  FOR  DRY  CLEANSING  LIQITD 

James  B.  Kirby.  West  Richfield.  Ohio,  assignor. 

by  mesne  assignments,  to  The  Apex  Electrical 

Manufacturing  Company.  Cleveland,   Ohio,   a 

corporation  of  Ohio,  as  trustee 

AppUcation  June  28.  1932,  Serial  No.  619.704 
6  Claims.     (CI.  210— 155) 

1  A  combined  portable  storage  receptacle  and 
filter  for  drv  cleansing  liquids  comprising  In 
combination  an  outer  receptacle  having  an  in- 
wardly extending  ledge  defining  a  top  opening 
said  outer  receptacle  being  otherwise  closed  and 
imperforate,  an  open-bottomed  hollow  imper- 
forate shell  depending  into  said  receptacle  and 
supported  by  said  ledge,  a  flat  horizontal  strainer 
carried   by   and  traversing  the  bottom  of   said 
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shell,  a  layer  of  finely  divided  mineral  matter 
on  said  strainer,  and  a  removable  cover  engaging 


said  ledge  in  leak -tight  relation  lndei?endently 
of  said  shell. 

2.016.551 
REVERSIBLE  FRAMED  HAND  BAG 

Aaron   Landis.  Elizabeth.   N.  J. 

Application  June  15,  1935,  Serial  No.  26,715 

11  Claims.     (CI.  150—29) 


^'m^ 


1.  A  portable  receptacle  including  a  bag  and  a 
frame  therefor,  said  frame  comprising  a  plurality 
of  substantially  U-shaped  frame  members  per- 
manently conncted  to  the  bag  and  adapted  to  lie 
In  side  by  side  bag  closing  position,  said  frame 
members  being  pivotally  interconnected  adja- 
cent to  their  ends  for  movement  toward  and  away 
from  each  other  to  close  and  open  the  bag.  said 
frame  members  being  movable  relative  to  each 
other  along  a  path  extending  through  an  angle 
of  approximately  360  degrees  and  being  adapted 
to  lie  in  bag  reversing  position  along  a  plane 
intermediate  of  the  ends  of  said  path,  said  bag 
being  adapted  to  be  turned  inside  out  through  the 
space  defined  by  the  U-shaped  frame  members  in 
the  bag  reversing  position  thereof,  whereby  said 
frame  and  bag  are  reversible  as  a  unit  with  the 
frame  members  having  a  sld^  by  side  bag  closing 
position  In  th?  reversed  condition  of  the  recep- 
tacle, and  means  for  locking  the  receptacle  closed, 
the  locldng  means  having  different  positions  of 
operation  relative  to  the  sides  of  a  frame  mem- 
ber for  releasably  interengaglng  the  frame  mem- 
bers in  one  and  in  a  reversed  position  of  the  re- 
ceptacle, said  locking  means  Including  an  ele- 
ment swingable  over  the  frame  members. 

2  016.552 

DRY  CLEANING  APPARATUS 

Jesse  McCreery.  Omaha,  Nebr. 

AppUcation  June  13,  1934.  Serial  No.  730.399 

6  Claims.    (CI.  68 — 38) 
1.  Dry-cleaning  apparatus,  comprising  a  hous- 
ing,   a    perforate    container    mounted    r^volubly 


therein,  a  support  on  which  said  housing  is 
mounted  for  movement  to  a  position  in  which 
the  container-axis  is  vertical  and  to  a  position 
in  which  said  axis  is  horizontal,  means  for  retain- 
ing the  housing  in  said  positions,  variable-speed 
actuating  means  for  said  container,  means  for 
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supplying  liquid  solvent  to  and  draining  the  same 
from  said  housing,  a  condenser  carried  upon  the 
housing,  means  for  impelling  vapor-laden  air 
from  the  housing  through  said  condenser  and  re- 
turning the  air  to  the  housing,  and  means  for 
draining  liquid  solvent  from  said  condenser. 


2,016.553 

CONTROL  WITH  INTERCEPTOR  FOR 

STOKERS 

Harold  S.  Morton,  St.  Paul.  Minn.,  assimor  to 
Stott  Briquet  Company,  Inc..  St.  Paul,  Minn.,  a 
corporation  of  Delaware 

Api»licaiion  November  23.  1932.  Serial  No.  643.996 
4  Claims.     (CI.  236—15) 


1.  An  electrical  interceptor  for  controlling  the 
operation  of  a  stoker  fuel  feeding  means  Includ- 
ing, an  electric  solenoid  having  an  armature, 
means  for  associating  said  solenoid  with  an  elec- 
tric switch  In  a  limit  control,  whereby  said  sole- 
noid will  restrain  the  movement  of  said  switch 
to  open  an  electric  circuit  to  stop  the  fuel  feed- 
ing means  of  the  stoker,  and  means  for  auto- 
matically relieving  the  restraining  operation  of 
said  solenoid  In  relation  to  the  switch  to  permit 
the  switch  to  automatically  stop  the  fuel  feeding 
means  of  the  stoker. 


2.016.554 

CULINARY  APPLIANCE 

Olive  Baker  Nichols.  Chicairo.  111. 

Application  June  18,  1934.  Serial  No.  731,058 

12  Claims.  (CI.  172—36) 
1.  A  culinary  appliance  comprising  a  base,  a 
standard,  a  slide  movable  longitudinally  on  said 
standard,  a  motor  and  drl'-m  tool  mounted  on 
said  slide,  conductors  associated  with  said  stand- 
ard, devices  on  said  slide  for  forming  an  electric 
circuit  from  said  coiductors  through  said  motor, 
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a  latch  structure  for  maintaining  said  slide  In 
divers  adjusted  positions  on  said  standard,  and 


tlcal  plane,  and  means  visibly  indicating  the  par- 
ticular feed  rate  effected  when  said  means  con- 
trolhng  alternative  feed  or  quick  traverse  is  oper- 
ated to  effect  a  feed  rate. 


common  means  for  simultaneously  operating  said 
latch  structure  and  said  circuit  forming  devices. 


2,016.555 
MACHINE  TOOL 
Fred   A.   Parsons,   Milwaukee,   Wis.,   assignor   to 
Kearney    &   Trecker    Corporation,   West   Allis, 

Application  October  10,  1928.  Serial  No.  311,444 
58  Claims.     (CI.  90—21.5) 

— L5 IT-] 


2.016.556 
DECONCENTRATOR 
James  A.  Powell.  West  Lawn,  Pa.,  and  Wilbur  H. 
Armacost.    New    York,    N.    Y.,    said    Arma^ost 
assignor  to  The    Superheater  Company.  New 

Ap^licatkm^becember  31,  1932.  Serial  No.  649.704 
8  Claims.     (CI.  122—459) 


25    In  a  milling  machine,  the  combination  of  a 
base!  a  knee  supported  from  said  base  for  vertical 
movement,   a   horizontally   movable   work   tab  e 
supported  from  said  knee,  a  rotatably  movab  e 
tool  spindle  positioned  at  a  level  above  said  table 
and  axially  transverse  to  the  path  of  table  move- 
ment, a  spindle  supporting  column  uprising  from 
said  base  adjacent  a  longitudinal  edge  of  said 
table  and  at  one  side  of  a  vertical  plane  Passing 
through  said  edge,  a  power  transmission  for  said 
work  table  movement  and  alternatively  operable 
for  a  quick  traverse  rate  or  for  one  of  various 
relatively  slow  feed  rates  including  a  ^a^t  rate. 
a  relatively  slow  rate,  and  a  plurality  of  inter- 
mediate rates,  said  transmission  including  a  rate 
changer  adjustable  Into  various  positions  respec- 
tively  determinative   of   different    of    said   feed 
rates-  and  control  mechanism  for  said  transmis- 
sion including  means  controlling  said  a  t^mative 
feed  or  quick  traverse  operation  of  said  transmis- 
sion   said  means  including  a  portion  vertically 
bodily  movable  with  said  knee  and  exposed  for 
operation  at  the  other  side  of  said  vertical  plane 
ft  Dower  device  operable  for  adjustment  of  said 
rate  changer  into  any  of  said  various  positions 
thereof   means  controlling  the  operation  of  said 
TX)wer  device  for  selective  determination  of  one 
or   another   of    said   various   positions    of    rat* 
changer  adjustment  and  including  a  portion  ver- 
tically movable  with  said  knee  and  exposed  for 
immual  operation  at  said  other  side  of  said  ver- 


1  In  apparatus  of  the  class  described  and 
comprising  a  boiler  having  a  steam  space  and 
a  water  space  and  a  deconcentrator  drum  through 
whi?h  fe?d  water  on  its  way  to  the  boiler  flows, 
the  steam  being  caused  to  pass  through  said  eed 
water  in  the  deconcentrator  drum,  the  combina- 
tion of  means  to  cause  the  water  entering  the 
deconcentrator  drum  to  enter  at  a  Pl^^amy  ^^ 
points  distributed  along  the  length  of  the  drum 
adjacent  to  one  side  of  it  and  means  to  cause 
the  water  leaving  the  drum  for  the  boiler  to  do  so 
at  a  pluralitv  of  points  distributed  along  the 
length  of  the  drum  adjacent  to  the  opposite  side 
of  the  drum,  whereby  a  transverse  surface  cur- 
rent is  created  across  the  drum  carrying  with  it 
to  the  boiler  material  floating  on  the  surface. 


2.016.557 

ELECTRIC  LAMP  SOCKET 

Reinhold  R.  Rach  and  William  E.  Rach, 

Detroit.  Mich.  „  _.  .  „ 

Original  application  February  26.  1934.  Serial  No. 
712  934  Divided  and  this  apphcation  June  16, 
1934,  Serial  No.  730.926 

2  Claims.     (CI.  173— 328) 
6--, 


1  In  a  lamp  housing,  a  lamp  supporting  socket 
member,  a  spring  arm  fixed  at  one  end  in  the 
housmg  the  free  end  of  the  spring  arm  terminat- 
ing in  a  flat  coU  disposed  adjacent  to  the  cen- 
tral contact  of  a  lamp  mounted  in  ^  the  socket 
member,  a  conductor  extending  axially  through 
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the  coiJ.  a  contact  head  on  the  end  of  the  con- 
ductor and  held  in  engagement  with  the  central 
contact  of  the  lamp  by  said  spring  arm.  and  an 
insulating  disc  interposed  between  the  coil  and 
the  contact  head,  said  disc  having  a  boss  thereon 
fitted  through  the  center  of  the  coil  and  through 
which  the  conductor  passes. 


2.016,558 

BURIED  RECEPTACLE  AND  COVER 

CONSTRUCTION 

Will  D.  Redrup,  Huntini:ton.  Ind. 

Application  April  29,  1933,  Serial  No.  668.594 

4  Claims.     (CI.  220—36) 


1.  A  foot  operable  "collapsible"  pedal  structure 
in  combination  with  a  metal  receptacle  having 
a  relatively  wide,  open  mouth  at  its  upper  end 
for  vessel  passage  therethrough  and  a  single  rel- 
atively imperforate  cover  adapted  to  normally 
rest  upon  the  mouth  and  close  same,  including  a 
standard  member  secured  to  the  container  near 
the  mouth  thereof  and  having  a  i>air  of  spaced 
ears  with  aligned  perforations  therein,  said  ears 
extending  outwardly  from  and  beyond  the  out- 
line of  the  receptacle,  the  perforations  lying  In  a 
plane  substantially  adjacent  the  plane  of  the 
mouth,  a  pair  of  ears  projecting  outwardly  from 
the  cover  and  similarly  apertured  and  having  a 
spacing  different  from  the  first  mentioned  ear 
spacing  for  side  by  side  positioning  relative  the 
first  mentioned  ears,  a  pedal  member  having  an 
elongated  bearing  support  arrangement,  pivot 
means  coaxially  and  hingedly  uniting  the  pedal 
member  and  each  cooperative  pair  of  ears,  stop 
means  rigid  with  the  base  member  and  engage- 
able  by  an  extended  portion  of  the  cover  adja- 
cent the  ears  thereof  for  limiting  cover  tilting 
movement,  other  stop  means  rigid  with  the  cover 
and  in  juxta- position  to  said  ears,  and  project- 
ing means  rigid  with  the  pedal  in  juxta-position 
to  the  bearing  portion  for  cooperation  with  the 
cover  abutment  means  for  cover  tilting. 


2.016.559 

TANNING  SKINS  OR  HIDES 

Clarence  K.  Reiman,  Newton,  and  Frank 

WayUnd,  Salem,  Mass. 
No  Drawinir.    Application  May  2.  1932, 
Serial  No.  608. 850 
16  Claims.     (CL  149—5) 
1.  The  method  of  tanning  which  Is  character- 
ized by  the  step  of  contacting  an  untanned  skin 
or  hide  with  concentrated  metallic  tan  liquor  in 
such  quantity  that  the  residual  tan  in  the  used 
liquor  represents  more  than  the  amount  picked 
up  by  the  tanned  product. 


2.016.560 
ASH  RECEIVER 

Kurt  Rettich,  Jackson.  Mich. 

Application  January  7,  1933.  Serial  No.  650,714 

9  Claims.     (CI.  131—51) 


t 


i 


^ 


w 


1.  In  combination,  an  ash  receiver,  and  a  sup- 
port for  lighted  cigarettes  and  the  like  associated 
with  said  receiver,  said  support  comprising  a  strip 
of  thermostatic  metal  fixedly  secured  at  one  end 
and  deflected  upwardly  and  inwardly  at  the  other 
end  relative  to  said  receiver  upon  predeter- 
mined increases  in  temperature,  a  portion  of  said 
strip  being  deflected  upwardly  Intermediate  the 
ends  to  impart  a  snapping  action  to  the  upward 
deflection  of  said  end  whereby  a  supported  ciga- 
rette or  the  like  is  deposited  in  said  receiver. 


2.016,561 
REENFORCING  BAR  CHAIR 

Harmon  L.  Richards,  Canyon,  Calif. 

Application  October  31.  1932,  Serial  No.  640.402 

Renewed  December  14.  1934 

4  Claims.     (CI.  94 — 8) 


1,  In  a  device  of  the  character  described  a 
body  arranged  to  be  held  in  a  perpendicular 
position  and  comprising  angularly  related  por- 
tions united  along  an  upright  edge  and  having 
a  set  of  transversely  aligned  recesses  extending 
Inwardly  from  said  edge  and  arranged  to  receive 
a  reenforcing  bar  and  carry  the  same  in  a  sub- 
stantially horizontal  position,  transversely  ex- 
tending base  portions  at  the  lower  end  of  the 
body,  a  holding  pin  insertable  from  the  upper  end 
of  the  body  between  the  inner  side  of  said  body 
and  a  side  of  said  bar  and  arranged  to  retain 
said  bar  against  the  closed  end  of  the  recesses 
and  to  protrude  from  the  base,  and  a  head  on 
said  pin  engageable  with  the  upper  end  of  the 
body. 


2.016.562 

METHOD  OF  AND  APPARATUS  FOR 

MAKING   RECEPTACLES 

Albert  H.  Schmldtke.  St.  Joseph.  Mich.,  assignor 

to  St.  Joseph  Iron  Works.  St.  Joseph.  Mich.,  a 

corporation  of  Michigan 

Application  March  6.  1933,  Serial  No.  659.689 
10  Claims.     (CI.  93 — 47) 

1.  The  method  of  making  containers  of  the 
class  described  which  includes  forming  a  continu- 
ously advancing  strip  of  paper  Into  successive 
partially  severed  blanks,  each  of  which  comprises 
a  rectangular  portion  which  subsequently  con- 
stitutes the  bottom  of  the  container  and  has  a 
marginal  portion  therearound  slitted  at  the  ends 
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of  the  rectangular  bottom  portion  to  overlap  and 
bend  upwardly  and  form  an  upwardly  extending 
wall  around  the  bottom,  applying  a  coating  of 
adhesive  to  an  area  on  one  side  of  the  moving 
strip  along  one  side  of  each  slit,  then  separating 
the  strip  into  successive  blanks  and  folding  each 


separated  blank  into  container  form  with  the 
area  that  has  been  coated  with  adhesive  over- 
lapping an  area  of  the  blank  at  the  opposite  side 
of  the  respective  slit,  and  then  successively  nest- 
ing the  folded  blanks  and  compressively  unit- 
ing the  said  overlapped  areas  thereof  in  a  pro- 
gressively movable  compactly  maintained  stack. 


2.016,563 
WIRE  COUPLER 

John  P.  Thompson.  Portland,  Ore?. 

Application  December  28.  1934,  Serial  No.  759.469 

8  Claims.     (CI.  256—37) 

6 


1  A  wire  coupler  comprising  a  flat  metal  mem- 
ber folded  to  define  three  sides  of  a  channel, 
ratchet  openings  in  the  central  side,  a  retaining 
clip  at  one  end  and  a  wire  loop  at  the  other  end, 
in  combination  with  a  ratchet  hooked  slide  that  is 
movable  in  the  formed  channel  and  adapted  to 
be  hooked  from  opening  to  opening  in  the  first 
named  member  by  application  of  leverage  be- 
tween the  two  members. 


2.016.564 
LOADING  MACHINE 

Elmer  G.  Voelkel.  Pine  Lawn.  Mo.,  assignor,  by 
direct  and  mesne  assignments,  of  one-half  to 
Joseph  Pavelka,  St.  Louis.  Mo.,  and  one-half 
to  John  L.  Clarkson.  NashviUe,  III.         ,^„  „^ , 
Application  May  25,  1933.  Serial  No.  672.841 
12  Claims.     (CL  198—8) 


7.  In  a  loader  of  the  character  described,  gath- 
ering mechani-sm.  comprising,  a  gathering  shoe 
mounted  at  an  inclination  to  the  ground,  a  gath- 
ering chain  mounted  for  orbital  travel  on  said 
shoe  and  a  pick  for  said  chain  having  a  body 
portion  of  substantial  length  inclined  with  refer- 
ence to  the  plane  of  the  orbit  to  position  said 
portion  above  said  orbit  in  order  to  elevate  the 
same  with  reference  to  the  material  at  the  upper 
end  of  its  travel. 


2.016,565 

RAILWAY   TIE  PLATE 

George  T.  Willard.  Chicago,  111. 

AppUcation  May  22,  1931.  Serial  No.  539.203 

3  Claims.     (CL  238—304) 


yj 


1.  A  tie  plate  having  a  rail  bearing  surface  pro- 
vided with  a  transversely  extending  groove  in  the 
top  of  the  plate  adjacent  each  edge  of  said  rail 
bearing  surface,  and  a  rail  abutting  shoulder 
welded  to  the  grooved  surface. 


2.016,566 

FASTENING  MEANS  FOR  BLTLDING 

MATERIAL 

Ross  Winship.  Lockport,  N.  Y.,  assignor  to  The 
Upson  Company,  Lockport,  N.  Y.,  a  corporation 
of  New  York 

Application  July  7.  1932.   Serial  No.  621,194 
9  Claims.     (CL  20 — 1) 


1.  A  laminated  panel  for  attachment  to  a 
support,  comprising  a  plurality  of  layers  of  dif- 
ferent materials  permanently  secured  to  each 
other,  one  of  said  layers  being  a  relatively  strong 
structural  member  of  relatively  large  area  and 
being  relatively  rigid  in  all  directions  of  said 
area,  another  of  said  layers  being  of  weather  re- 
sistant material,  and  fastening  means  built  into 
and  forming  an  integral  part  of  said  panel  at 
points  materially  inwardly  from  the  edges  there- 
of, said  fastening  means  including  means  pass- 
ing through  said  structural  member  but  not 
through  said  weather  resistant  layer  at  points 
spaced  inwardly  from  all  side  edges  of  said  struc- 
tural member  and  having  a  portion  exposed  on 
one  side  of  said  panel  and  capable  of  forming 
a  loop  to  assist  in  attaching  the  panel  subse- 
quently to  a  support. 


2,016.567 
FABRICATION  OF   COMPOSITION 
FIBER  BOARD 
Paul  R.  Zlnser.  Detroit.  Mich.,  assignor  to  Woodall 
Industries  Incorporated,  Detroit.  Mich.,  a  cor- 
poration of  Michigan 

AppUcation  March  9,  1931.  Serial  No.  521,384 
8  Claims.      <CL  41— 30i 


4.  That  method  of  reproducing  natural  wood 
grain  upon  a  thermoplastic  sheet  which  includes 
subjecting  the  sheet  to  a  die  stamping  operation 
under  heat  to  form  minute  projections  and  de- 
pressions on  the  surface  of  the  sheet  in  imitation 
of  natural  wood  grain,  applying  color  filler  ma- 
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terlal  to  the  die  formed  surface  of  the  sheet  to 
collect  in  the  die  formed  depressions  of  said  sur- 
face, subjecting  the  die  formed  surface  to  a  rub- 
bing operation  in  cross  grain  direction  to  effec- 
tively shade  the  varying  densities  of  the  filler  ma- 
terial in  the  depressions,  and  subjecting  said  die 
formed  surface  to  a  uniform  pressure  to  com- 
press and  spread  the  minute  projections  there- 
on partly  over  the  filler  material  in  the  depres- 
sions locking  the  latter  therewithin. 


2,016.568 

PROCESS  OF  FORMING  COMPOSITION 

FIBER   BOARD 

Paul  R.  Zinser,  Detroit,  Mich.,  assig^nor  to  Woodall 
Industries  Incorporated,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 

AppUcation  May  il.  1931.  Serial  No.  539.012 
5  Claims.      (CI.  18 — 56) 


4.  That  process  of  shaping  a  composition  fiber 
board  comprising  cellulose  fibers  held  together 
by  a  thermoplastic  binder  which  includes  the 
steps  of  subjecting  the  board  to  a  steam  bath 
until  the  board  has  absorbed  sufficient  heat  to 
render  the  binder  plastic  and  sufficient  moisture 
to  render  the  cellulose  fibers  pliable  and  then 
stampmg  the  board  so  treated  in  a  heated  die 
to  the  required  shape. 


2.016,569 
--       DIE  AND  ITS  METHOD  OF 
MANUFACTURE 
Paul  R.  Zinser,  Detroit,  Mich.,  assiirnor  to  Woodall 
Industries  Incorporated,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 

AppUcation  July  7.  1931,  Serial  No.  549,288 
4  Claims.     (CI.  76— 107) 


1.  That  method  of  manufacturing  a  force  com- 
plementary to  a  die  which  comprises  forming  a 
die  with  which  the  force  Is  to  be  used,  forming 
a  base  for  the  force  with  a  recessed  face  area 
having  a  general  contour  corresponding  to  the 
general  contour  of  the  face  of  the  die,  fllliug  said 
recessed  face  area  with  thermoplastic  material 
responsive  under  heat  and  pressure  to  tissume 
and  retain  a  surface  configuration,  and  impart- 
ing a  surface  configuration  to  said  thermoplastic 
material  by  direct  engagement  under  heat  and 
pressure  with  the  surface  of  the  die. 

4.  Stamping  mechanism  for  sheet  material 
comprising,  in  combination,  a  metal  die  having 
a  general  Irregular  contour  and  minute  surface 
configurations,  a  cooperating  die  to  be  used  with 
said  first  mentioned  die  provided  with  a  metal 
base  having  a  recessed  face  possessing  the  same 
general  irregular  contour  as  the  irregular  con- 
tour on  the  first  mentioned  die,  and  a  facing  of 


rubber  compound  within  said  recess  having  min- 
ute surface  configurations  corresponding  exactly 
with  those  on  the  other  die,  said  minute  con- 
figurations on  each  of  said  dies  adapted  to  co- 
operatively function  with  one  another  during  the 
stamping  operation  to  reproduce  complementary 
minute  configurations  on  the  opposite  surfaces 
of  any  sheet  material  therebetween. 


2.016,570 
TtHNING    MACHINE 
Frank  H.  Adams,  Cleveland   Heights,  Ohio,  as- 
sie:nor    to    The    Cleveland    Hobbing    Machine 
Company,    Cleveland,    Ohio,    a    corporation    of 
Ohio 

Application  July  20.  1932,  Serial  No.  623,503 
9  Claims.     (CI.  29 — 38) 


1.  A  cutter  comprising  a  cylindrical  body  por- 
tion having  a  plurality  of  inclined  slots  in  a  pe- 
riphery thereof,  a  plurality  of  blades  positioned 
in  said  slots  with  the  cutting  edges  thereof  lying 
in  a  spiral  with  reference  to  the  longitudinal  axis 
of  the  cylindrical  body  portion,  means  for  secur- 
ing said  blades  in  said  slots,  and  means  for  in- 
dividually adjusting  said  blades  radially  of  said 
body  member. 

9.  A  metal  working  machine  comprising  a 
frame,  a  turret  rotatably  supported  by  said  frame, 
a  plurality  of  work  spindles  rotatably  supported 
by  said  turret  with  their  axes  of  rotation  ofTset 
with  reference  to  the  ax's  of  rotation  of  said  tur- 
ret, means  for  rotating  said  work  spindles,  a  mem- 
ber detachably  supported  by  said  frame,  means 
for  supporting  a  plurality  of  helically  arranged 
individually  adjustable  cutting  blades  having  ra- 
dially outwardly  projecting  cutting  edges  ar- 
ranged in  a  spiral  with  reference  to  the  axis  of 
rotation  of  sa  d  turret  supported  by  said  frame, 
means  for  Individually  adjusting  said  blades  ra- 
dially with  reference  to  the  axis  of  said  spiral 
and  means  for  rotating  said  turret  whereby  said 
work  spindles  are  successively  moved  past  said 
cutting  blades  and  a  feed  movement  effected  be- 
tween said  work  spindles  and  said  cutting  blades. 


2.016  571 
DESK 
Glenn  J.  Barrett,  Grand  Raplda,  Mich.,  assignor 
to  American  Seating  Company,  Grand  Rapids, 
Mich.,  a  corporation  of  New  Jersey 
Application  December  24.  1934.  Serial  No.  759,038 
21  Claims.     (CI.  45 — 91) 
1.  In  a  structure  of  the  class  described,  a  school 
desk  having  upstanding  ends  and  sides,  i>arallel 
rods  disposed  adjacent  the  opposite  ends,  a  plate 
slidably  secured  to  each  rod.  a  hinge  member  plv- 
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otally  secured  to  each  plate,  and  a  desk  top  se- 
cured to  the  hinge  members,  one  of  said  hinge 
members  having  a  depending  segmental  Portion 
provided  with  ratchet  teeth,  a  gravity  operated 


2,016.574 

BRAKE  TOOL 

Leslie  R.  Myers.  Eagle  Bock,  and  Oscar  Mayer, 

Whlttier,    CaUf.,    assignors    to    Boy    A.    Barr, 

Whittier,  Calif.  ^     .  ,  _      ... 

Application  January  4,  1935,  Serial  No.  400 

14  Claims.     (CI.  51—43} 


detent  pivotally  secured  to  the  plate  adjacent  the 
segmental  portion  adapted  to  engage  the  teeth  for 
maintaining  the  desk  top  in  angularly  adjusted 
position,  and  means  for  releasing  the  detent  from 
engagement  with  the  teeth. 


2,016.572 
CHLORINATED      ORGANIC      COJ^P^l^'DS 
CONTAINING  SUBSTANTIAL  AMOUNTS  OF 
ACETYLENE  TETRACHLORIDE 

Paul     Baumann.    Ludwigshaf  en  -  on  -  the  -  Rhine, 
ilobert  Stadler.  Ziegelhausen.  and  Erhard  Wil- 
lig,  Ludwigshafen-on-the-Rhine,  Germany,  as- 
siinors  to  I.  G.  Farbenlndustrie  Aktiengesell- 
schaft,  F.ankfort-on-the-Main,  <>ermany 
No  Drawing.     Application   July   18-  J932    .^"^» 
No  623.292.    In  Germany  July  22.  1931 
11  Claims.     (CI.  260—166) 
1.  A  process  for  producing  acetylene  tetrachlo- 
ride comprising  subjecting  a  gas  mixture  obtained 
by    the    electric    arc    treatment   of    a   vaporized 
hydrocarbon  and  containing  acetylene  with  other 
triple  bond  hydrocarbons  to  the  action  of  chlorine 
at  a  temperature  of  from  80^  C.  to  that  of  the  boil- 
ing point  of  acetylene  tetrachloride. 


2.016.573 

PLUMB  BOB  SUPPORT 

Carl  Beck,  Vancouver.  British  Columbia,  Canada 

Application  August  30,  1934.  Serial  No.  742.089 

3  Claims.     (CI.  33—207) 


V 

1  A  plumb  bob  support  constructed  of  a  single 
strand  of  wire  h-^ving  a  central  twisted  portion 
with  a  loop  at  one  end,  the  remaining  parts  of 
the  wire  each  having  a  colled  portion  and  a 
straight  portion,  substantially  as  described. 


1  In  a  tool  device,  a  base,  means  to  rotatably 
support  said  base,  a  tool  carriage  movable  on  said 
base,  a  spindle  on  said  carriage,  said  spindle  hav- 
ing k  bore  therein,  a  shaft  rotatably  positioned 
in  said  bore,  a  drive  shaft,  means  to  support  said 
drive  shaft,  a  gear  on  said  first  shaft,  a  g^r  on 
said  drive  shaft  and  meshing  with  said  first  gear 
and  means  whereby  said  base  is  rotated  about  the 
axis  of  said  base  supporting  means  when  the  tool 
carriage  shaft  rotates. 


2.016.575 
APPARATUS  FOR  RAISING  CONCRETE 
FORMS 
Frank  L.  Nemec.  Hopkins,  and  Jam^  Patterson, 
White  Bear,  Minn.,  assignors  to  Fegles  Con- 
struction    Company.     Limited,      Minneapolis, 
Minn.,  a  corporation  of  Canada 
Application  July  18.  1932.  Serial  No.  623,100 
leaaims.     (CI.  25—131) 


8  In  an  apparatus  for  raising  concrete  forms. 
a  frame  adap  ed  to  be  secured  to  the  form  and 
comprising  vertically  spaced  guides  adapted  to 
slidably  receive  a  supporting  column  embedded 
in  the  concrete  in  the  form,  a  gripping  device 
movable  between  said  guides  and  adapted  to  grip 
said  column,  an  operating  mechanism  supported 
on  the  frame  and  having  running  connections 
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with  said  gripping  device,  and  means  for  actuat- 
ing said  operating  mechanism  whereby  said 
frame  may  be  elevated  in  a  step-by-step  motion 
without  imparting  movement  to  said  gripping  de- 
vice relatively  to  said  column. 


2  016  576 
TREATMENT  OF  OILS  CONTAINING  TERTI- 
ARY TERPENE  ALCOHOLS  AND  PRODUCTS 
OBTAINED  THEREBY 
Robert  C.  Palmer  and  Paul  O.  Powers.  Pensacola, 
Fla..  assirnors  to  Newport  Industries.  Inc..  Pen- 
sacola.  Fla..  a  corporation  of  Delaware 
No  Drawing.    Application  August  16.  1933, 
Serial  No.  685.414 
11  Claims.     (CI.  260—153) 
1.  The  process  of  preparing  novel  tertiary  ter- 
pene   alcohols,  which   comprises  heating   sulfur 
with  a  terpene  oil  containing  tertiary  terpene  al- 
cohols in  the  presence  of  an  agent  which  will  com- 
bine with  sulfur  to  form  a  basic  sulfide  and  con- 
tinuing the  heat  treatment  until  substantially 
all  of  the  hydrogen  sulfide  formed  is  evolved. 


2.016.577 

GAS  HEATER  VALVE 

Carl  A.  Pearson.  Denver.  Colo. 

AppUcation  November  26.  1934.  Serial  No.  754.736 

4  Claims.     (CI.  277—19) 

J^-MH  ST 


1.  A  composite  gas  burner  control  valve  com- 
prising: a  valve  body:  a  main  valve  plug  in  said 
body:  said  main  valve  controlling  a  main  passage; 
a  secondary  valve  plug  in  said  body  adjacent  and 
parallel  to  said  main  valve  plug,  said  secondary 
plug  controlling  a  lighter  and  a  pilot  outlet;  a 
lateral  passage  communicating  between  said  main 
and  secondary  plugs;  a  pilot  port  extending  dia- 
metrically tlirough  said  secondary  plug  between 
said  lateral  passage  and  said  pilot  outlet;  a  lighter 
port  extending  from  said  secondary  plug  to  said 
lighter  outlet;  a  passage  in  said  plug  between  said 
pilot  port  and  said  lighter  port;  and  a  needle 
valve  within  said  plug  controlling  said  latter  pas- 
sage, said  lateral  passage  communicating  with 
said  main  passage  uncontrolled  by  said  main  plug. 


2.016.578 

PLOWSHARE    ATTACHMENT 

George  M.  Res^olds.  Converse.  Ind. 

AppUcation  July  22.  1933.  Serial  No.  681,753 

5  Claims.     (CI.  97—125) 


-A. 


■  ^  ,* 


V-     I.  '.      L       ■= 


1.  In  a  renewable  cutting  edge  for  plow  shares, 
an  elongated  blade  Including  a  cutting  edge,  and 
fingers  struck  out  from  the  blade  Intermediate  the 
cutting  and  rear  edges  thereof  to  facilitate  at- 
tachment to  the  cutting  edge  of  a  plow  share  and 
providing  a  continuous  bar  portion  at  the  rear 
edge  of  the  blade  above  the  free  ends  of  the 
fingers. 


2,016.579 
METALLLUGICAL  LADLE 

Frederick  L.  Sage.  Chicago.  111. 

AppUcation  November  17,  1930.  Serial  No.  496,203 

16  Claims.     (CI.  22 — 84) 


1.  In  a  ladle  device  for  conveying  molten  metal, 
a  casing  having  an  interior  metal  receiving  cham- 
ber and  a  valve  unit  embedded  within  the  wall  of 
the  ladle  casing  and  substantially  unexposed  to  the 
interior  chamber  comprising  a  nozzle  and  a  plung- 
er operable  within  said  nozzle. 


2.016.580 
VACUUM  PRESSURE  FUEL  PUMP  SYSTEM 
William   H.    Schnlse   and  Leonard   H.   Wheeler, 
Chicago,  IlL,  assignors  to  Stewart-Warner  Cor- 
poration. Chicago,  ni..  a  corporation  of  Virginia 
AppUcation  June  13.  1934.  Serial  No.  730,430 
10  Claims.     (CI,  103—236) 


*>^    to  eo    »  MK 


1.  A  fuel  feeding  system  for  an  internal  com- 
bustion engine  comprising  a  first  chamber,  a 
valved  inlet  connection  to  said  chamber  from  a 
source  of  fuel  supply,  a  valved  outlet  connection 
from  the  bottom  of  said  chamber,  a  second  cham- 
ber into  which  the  fuel  is  delivered  from  said 
first  chamber,  a  delivery  connection  from  said 
second  chamber  adapted  to  deliver  the  fuel  to 
the  carburetor  of  the  engine,  air  pumping  means 
operated  by  the  engine  for  drawing  air  from  said 
first  chamber  to  lift  fuel  from  said  source  into 
said  chamber  and  to  deliver  air  Into  said  second 
chamber  under  pressure  for  delivery  of  fuel  from 
said  second  chamber  under  pressure  to  the  car- 
buretor, a  passage  connecting  the  upper  portions 
of  said  chambers  and  fioat-operated  means  in 
said  first  chamber  for  intermitteatly  closing  the 
connection  between  said  first  chamber  and  said 
pumping  means  and  for  opening  communication 
I  through  the  upper  passage  between  said  cham- 
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bers  whereby  the  pressure  in  said  chambers  is 
balanced  and  the  fuel  in  said  first  chamber  is  de- 
livered into  said  second  chamber. 


2,016.581 
MEASURING  DEVICE 

Kari  Sleg,  PhiladelphU,  Pa.,  assignor  to  Samurt 
M.  Laniston  Co..  Camden.  N.  J.,  a  corporaUon 

Ap'pU^on  ?Jbruary  21.  1933.  Serial  No.  657.777 
12  Claims.     ICI.  33—129) 


positioned  adjacent  to  the  forward  edge  of  the 
motor  for  preventing  turbulence  thereat,  having 
aerofoil  sections  in  radial  planes  contairi  ng  the 
longitudinal  axis  of  the  motor,  a  mounting  for 
said  rider  plane  allowing  it  to  rotate  and  trace 
c^t  an  annular  path  about  the  said  axis,  and 
means  for  imparting  a  rotaUve  force  to  said 
plane.  _ 

2.016,583 
MEASURING  TAP 

John  Sinclair  Weightman,  »»>*  J°f  >?^^^1^ 
ham.  England,  assignor  to  GaskeU  &  Chambers. 
Umlted.  Birmmgham,  England,  a  company  of 

Great  Britain  „     .  ,  »»      i^ia  490 

AppUcation  March  31.  1934.  S^^al  No    718.439 
In  Great  Britain  December  21.  1933 
11  Claims.     (CI.  225— 26) 


1  A  device  for  measuring  the  length  of  a  paper 
sheet  delivered  to  a  winder.  Including  a  freely  ro- 
tatable  counter  wheel,  a  member  supporting  said 
counter  wheel  and  rotatable  about  an  axis  eccen- 
tric with  respect  to  the  axis  of  rotation  of  said 
counter  wheel,  a  bralcing  mechanism  including 
a  brake  shoe,  and  means  automatically  operable 
when  the  continuity  of  the  sheet  is  broken  in  said 
winder  for  moving  the  brake  shoe  into  braking 
position  to  hold  said  counter  wheel  against  rota- 
tion, and  for  moving  said  counter  wheel  about 
the  axis  of  rotation  of  said  member. 


2,016.582 

MEANS   FOR    REDICINMR    THE    RESISTANCE 

OF     AIR     COOLED     MOTORS     AND     LIKE 

OBSTRUCTIONS  ON  AIRCRAFT 

Albert  Peter  Thurston.  London.  England 

AppUcation  December  13.  1934.  Serial  No   757.262 

In  Great  Britain  November  27,  1933 

10  Claims.     (CI.  244—31) 


1  Means  for  reducing  the  head  resistance  of 
air  cooled  motors  and  like  bodies  on  alrcraf t^said 
means  comprising  in  combination  a  rider  plane 


1    A  measuring  tap  comprising  in  combmation 
a  casing   a  valve  seat  provided  in  said  casing,  a 
vaJvf  cooperating  with  said  valve  seat,  a  measur- 
Sb  chamber  associated  with  the  casing  said  cas- 
Sl  havTng  primary  and  secondary  inlet  means 
adapted    to    supply    respectively    primary    and 
s^ondary  liquid  to  the  valve.  sai<i  valve  bemg 
movable  from   a  supply  position  to   a   delivery 
?(SItion   and  adapted  in  the  suPPly  petition     o 
nprmit  of  the  flow  of  primary  liquid  from  said 
prtoary   inlet  means   to   the   measuring   cham- 
bermians  adapted  to  deliver  primary  and  sec- 
onda^   liquid   from   the   tap.   said   valve   being 
adaoted  in  the  delivery  position  to  permit  of  the 
dfschargeo    primary  liquid  from  said  measuring 
chamber  to  said  liquid  delivery  means^  said  z^- 
inR    having    vent    means    controllable    by    said 
vaWe  adapted  to  admit  air  into  said  chamber 
whin  the  valve  is  in  the  deUvery  position,  and 
^d   valve   in   such   position   being    adapted   to 
ISow  the  siSiultaneoST  discharge  of  secondary 

Uquid  from  the  tap. 


2.016.584 
METHOD  OF  TREATING  FROT   JL^CES 
Charles    S     Ash    and    Edward    F.    Roleson.    San 
^^ancisco,  CaUf..  assiimors  to  CaUfornia  Pack- 
ing  Corporation,  San  Francisco,  Cahf.,  a  corpo- 
ration of  New  York  o   _l    1  XI«    cir»  A19 
AppUcaUon  May  23.  1932    Serial  No.  613.012 

19  Claims.  (CI.  99— 11) 
1  A  method  of  treating  pineapple juice  con- 
taiillng  invert  sugars,  sucrose  and  citric  acid  for 
the  manufacture  of  a  sirup  and  citrates  there- 
from, comprising  the  steps  of  heating  and  concen- 
trating the  juice  to  form  a  sirup,  adding  an  aika- 
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line  earth  capable  of  forming  a  substantially  in- 
soluble citric  acid  salt  to  said  sirup,  separating 


^4  0  \AffC  • 


C'Xf 


^mmrmmyl 


Ctrmafw  3imr^ 

the  citric  acid  salt  from  the  sirup,  and  finally 
decolori2dng  the  sirup. 


2.016.585 
FLUXING  AND  BONDING  COMPOSITION  FOR 

USE   IN  WELDING   OB  BRAZING 
Clebame  A.  Basore  and  Daniel  T.  Jones,  Auburn. 
Ala.,  assignors,  by   direct  and   mesne   assign- 
ments, to  The  Chemical  Research  and  Devel- 
opment Company,  Birmingham,  Ala.,  a  corpo- 
ration of  Delaware 
Application  December  9,  1933,  Serial  No.  701,715 
18  Claims.     (CI.  219— «) 


>2(QK. 


^ 


15.  A  composite  rod  for  use  in  a  welding  opera- 
tion or  the  like,  which  comprises  a  steel  core  and 
a  series  of  coatings  comprising  a  mixture  of 
finely  divided  carbon,  borax  and  sodium  silicate 
together  with  one  or  more  vehicles,  selected  from 
the  group  comprising  cast  iron,  ferromanganese. 
ferrochrome,  cobalt  and  tungsten,  the  borax  and 
carbon  reacting  under  application  of  heat  to 
produce  boron  carbide  which  coacts  with  a  por- 
tion of  the  alloy  steel  to  form  a  tin  white  bond 
line  adjacent  the  base  metal  without  fusion  of 
the  latter. 

2.016.586 

PNEUMATIC   PRESSURE   GAUGE 

Julins  H.  Becker,  San  Francisco,  Calif.,  assirnor 

to  The  Decora  Mannfactorini^  Company,  Inc., 

Richmond,  Calif.,  a  corporation  of  Nevada 

AppUcation  Jnly  19.  1932,  Serial  No.  623,362 

3  Claims.     (CI.  73—111) 
1.  In  a  pressure  gauge  to  be  used  in  the  In- 
flation of  both  low  and  high  pressure  tires,  a  pneu- 


matic cyhnder.  a  guioe  member  extending  lon- 
gitudinally of  and  centrally  of  the  cylinder,  a  pis- 
ton siidably  dis];x>sed  within  the  cylinder  and  upon 
said  guide  member,  means  for  establishing  com- 
munication between  the  space  at  one  side  of  the 
piston  and  the  tire  to  be  inflated,  whereby  pneu- 
matic pressure  on  the  piston  tends  to  move  the 


•  «  V  t-  «  r  »# 


same  in  one  direction,  spring  means  serving  to 
resiliently  urge  the  piston  in  the  opposite  direc- 
tion, said  spring  means  comprising  a  pair  of  coiled 
compression  springs  connected  in  series  whereby 
one  spring  acts  upon  the  other,  one  spring  being 
substantially  weaker  than  the  other,  and  a  fol- 
lower for  retaining  the  adjacent  ends  of  said 
springs  with  respect  to  said  guide  members. 


2,016.587 

CONDENSER  UNIT 

Jacob  H.  Beckman,  Oakland,  Calif. 

.Application  January  23,  1935.  Serial  No.  3,020 

8  Claims.       CI.  257—35) 


1.  In  a  condenser  of  the  character  described  a 
plurality  of  condenser  tubes  having  water  tubes 
extending  through  them,  means  for  con%'eying 
vapors  to  be  condensed  to  one  end  of  the  con- 
denser tubes  and  for  discharging  the  condensate 
from  the  opposite  ends,  means  for  maintaining  a 
flow  of  water  over  the  exterior  surfaces  of  the 
condenser  tubes  adjacent  the  discharge  enda 
thereof,  mean.s  for  directing  said  water  after  flow- 
ing over  the  condenser  tubes  through  the  water 
tubes  in  a  direction  counter-flow  to  the  vapors, 
and  means  for  directing  the  water  after  passage 
through  the  water  tubes  over  the  exterior  sur- 
faces of  the  condensing  tubes  adjacent  the  vapor 
inlet  ends. 


2  016.588 
TEMPORARY   BINDER 
Ernest  J.  Bloore  and  William  II.  T.  West.  Toronto, 
Ontario,  Canada,  a.v5is:nors  of  one-half  to  The 
Luckett  Loose  Leaf,  Limited,  Toronto,  Ontario, 
Canada 
Application  September  21,  1934,  Serial  No.  744,882 
In  Canada  November  9,  1933 
9  Claims.     (CI.  129 — 38) 
6.  A    temporary    binder    comprising    a    metal 
plate;  a  fulcrum  adjacent  one  end  of  the  plate; 
a  retaining  bar  pivoted  on  the  fulcrum;   a  lock 
casing  at  the  other  end  of  the  plate  formed  by 
bending  the  plate  in  inverted   U-form;   a  plate 
underlying  the  plate  aforesaid,  closing  the  bot- 
tom of  the  Inverted  U-bend  and  being  welded 
to  the  bent  end  portion;  and  a  sliding  latch  mem- 
ber mounted  In  the  casing,  the  lock  casing  hav- 
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Ing  a  hole  therein  for  engagement  by  the  latch 
member.  

2.016.589 

SPEED  REGULATOR  FOR  INTERNAL 

COMBUSTION  ENGINES 

Eduard  Boudin.  »"«*«'»  .^^'^""a.  ,«- 
AppUcation  Au^t  8,  1933,  ^Senal  No.  684.167 
In  Germany  August  15.  1932 
2  Claims.     (CI.  137— 153) 


1   In  a  speed  regulator  for  Internal  combustion 
engines  having  a  carburetor  with  fuel  feed  lines 
Ind  a  channel  for  conducting  combustible  gases 
to  the  engine    a  cylinder  in  said  channel  and 
substantially  at  right  angles  to  the  latter,  two  op- 
posed pistons  in  said  cylinder  and  ^avmg  ou  side 
faces,  means  comprising  a  valve  for  selectively 
exposing  said  outside  faces  to  the  atmosphere  and 
?JX  pressure  in  said  channel,  an  adjus-ably 
t«nsioned  spring  for  counterbalancing  said  valve, 
two  branches  leading  from  said  channel  and  con- 
necting said  pistons  on  one  side  with  said  chan- 
Sefand  on  the  other  side  with  the  fuel  feed  lines 
of  the  carburetor,  means  for  varying  the  cross- 
section  of  one  branch  with  respect  to  the  cross 
section  of  the  other  branch  the  degrees  of  open- 
InK  of  said  valve  being  determined  by  the  dif- 
ference between  atmospheric  pressure  and  gas 
pressure  in  said  channel,  and  by  the  depression 
produced  by   the   passage   of  gas  through  said 
branch,  said  depression  depending  in  turn  on  the 
position  of  said  pistons,  and  means  for  independ- 
ently and  separately  adjusting  said  pistons. 


ter  in  slight  amount  onto  the  article  at  approxi- 
mate^ the  area  of  contact  between  said  grind- 
ing  wheel  and  said  article. 


2,016,591 

SPRING  CONTROL 

Charles  H.  Chapin.  Chicago   111. 

Application  July  21,  1932.  Serial  No.  623,727 

11  Claims.     (CI.  188 — »«) 


1.  In  combination  in  a  hydraulic  mechan^ 
a  main  housing  enclosing  a  chamber,  a  partition 
in  said  chamber,  a  reservoir,  passages  from  said 
reservoir  to  each  side  of  said  partition  said  pas- 
sages being  independent  of  each  other  and  an 
additional  passage  communicating  with  each  ol 
said  first  mentioned  passages  outside  of  the 
Chamber  and  means  for  controlling  the  effective 
size  of  said  additional  passage. 


2.016.f>90 
METHOD  OF  FINISHING  RIT^BER  ROLLERS 
Elmer  J.  BussinR.  Chicago.  III.,  assignor  to  The 
Chicago  Daily  News,  Inc..  Chicago.  III.,  a  corpo- 

Apphcation"Febtuary  20.  1935,  Serial  No.  7,350 
16  Claims.    (CL  51— 278) 

12    The   method   of   finishing  rubber  articles, 
which   comprises  subjecting   the   article   to  the 


2,016.592  „ 

PROCESS  FOR  STABILIZING  MILK  POWDER 

AND  SIMILAR  COLLOIDAL  PRODUCTS 

Faw   Yap   Chuck.   Petaluma.   Calif.,   assignor  to 

Western     Condensing     Company,     Petaluma, 

Calif.,  a  corporation  of  California  . . .  ^„- 

Application  April  15.  1930.  Serial  No.  444,631 

7  Claims.     (CL  99—11) 
2   In  a  method  of  treating  powdered  material 
containing  lactose  in  anhydrous  form,  causing  the 
powdered  material  to  take  up  moisture  to  cause 


316 


OFFICIAL  GAZETTE 


OCTOBEB  8, 1D35 


crystallization  of  the  lactose,  and  then  removing 
excess  moisture  while  the  material  is  in  suspen- 


sion in  a  gaseous  medium  so  that  coagulation  of 
albimiin  is  made  negligible. 


2.016.593 

COLORING  STONE 

Clarence  E.  Cleveland.  Sallna,  Kans. 

AppUcaUon  July  8,  1933,  Serial  No.  679.555 

3  Claims.     (Ci.  41—39) 


1.  In  a  method  of  ornamenting  a  surface  of  a 
solid  body,  the  steps  of  producing  a  colored  de- 
sign on  said  surface  by  applying  to  the  surface  a 
blast  including,  a  combination  of  abrasive  and 
coloring  matter. 


2.016.594 
MOLDABLE    UREA-FORMALDEHTDE    REAC- 
TION  PRODUCT   AND   PROCESS   OF   PRE- 
PARING SAME 
Melville    C.   Dearing.    Palatine,   III.,    assignor   to 
Economy    Fuse    &    Manafacturing    Company. 
Chicago.  111.,  a  corporation  of  New  York 
No  Drawing.    Application  September  6.  1932, 
Serial  No.  631.898 
2  Claims.     (CI.  260—3) 
1.  The  process  of  producing  a  moldable  pre- 
cipitate which  comprises  reacting  in  molecular 
ratio  of  substantially  one  to  two,  urea  and  40% 
aqueous  formaldehyde  by  bringing  the  same  to 
reaction  temperatures  and  by  adding  the  urea 
in  small  increments  at  a  time  £ind  allowing  ebul- 
lition to  subside  after  each  addition  and  before 
the  next  increment  of  urea  is  added,  and  after 
ebullition  of  the  last  addition  of  urea  has  ceased 
then  immediately  diluting  the  reaction  product 
with  a  relatively  large  volume  of  acidulated  wa- 
ter having  a  pH  of  approximately  1.5.  and  there- 
after washing  and  drying  the  prer'pitate  so  pro- 
duced. 


2.016.595 
WATER  INSOLUBLE  UREA  REACTION  PROD- 

UCT  AND  PROCESS  OF  PREPARING  SAME 
Melville   C.   Dearing.  Palatine.  111.,  assignor  to 
Economy  Pose  and  Manafacturing  Company, 
Chicago.  111.,  a  corporation  of  New  York 
No  Drawing.    Application  September  6,  1932, 
Serial  No.  631.899 
2  Claims.     (CI.  260— S) 
1.  The  process  of  producing  a  moldable  precipi- 
tate which  comprises  reacting  In  molecular  ratio 
of  substantially  one  to  two,  urea  and  40%  aque- 
ous formaldehyde  by  bringing  the  same  to  re- 
action temperatures  and  by  adding  the  urea  in 
small  increments  at  a  time  and  allowing  ebullition 
to  subside  after  each  addition  and  before  the  next 
Increment  of  urea  is  added,  then,  after  the  last 
addition  of  urea,  continuing  said  reaction  by  boil- 
ing until  the  mass  is  changed  in  consistency  from 
a  thinly  fluid  condition  to  a  relatvely  viscous  con- 
dition then  immediately  diluting  the  same  with 
a  relatively  large  volume  of  acidulated  water  hav- 
ing a  pH  of  substantially  1.5  before  actual  gela- 
tion occurs,  and  thereafter  washing  and  drying 
the  precipitate  so  produced. 


2.016.596 

GRATER 

Leo  De  Hymel.  Pasadena,  CaUf. 

Application  Juie  11.  1934,  Serial  No.  729,954 

8  Chdms.     (CL  146—179) 


5  ►•     V 


1.  In  a  garlic  spoon,  a  blade,  said  blade  being 
arcuate  in  cross  section  and  having  perforations 
therein,  a  garlic  holder  comprising  a  base  member 
slldably  mounted  on  said  blade,  said  base  mem- 
ber including  spaced  upstanding  side  walls,  a 
transverse  partition  joined  to  said  side  walls  and 
a  clamping  member  pivoted  to  said  base  member 
and  including  a  garlic  engaging  portion,  said 
garlic  engaging  portion  being  arcuate  in  cross- 
section  and  similar  in  curvature  to  that  of  the 
blade. 


2.016.597 
TOOTH  CLEANING  AND  GUM  STIMULATING 

DEVICE 

Marion  L.  Drake.  Cleveland  Heights.  Ohio 

AppUcation  Angnst  28,  1933.  Serial  No.  687.039 

3  Claims.     (CL  128— «2) 


3.  A  tooth -cleaning  and  gimi-stimulating  de- 
vice, comprising  a  short  or  stubby  tooth -cleaning 
and  giun-stimulating  part  and  a  rigid  handle 
therefor,  said  handle  having  a  hand-gripping 
portion  extending  angularly  relative  to  said 
tooth -cleaning  and  gum-stimulating  part  from 
a  point  adjacent  thereto,  whereby  said  part  can 
be  positioned  inside  the  dental  arch  for  con- 
venient outward  insertion  into  the  inter-dental 
spaces  and  positioned  outside  said  arch  for  con- 
venient inward  insertion  into  said  spaces,  said 
tooth-cleaning  and  gum-stimulating  part  being 
of  yielding  character  so  that  suflBcient  stimulat- 
ing pressure  can  be  applied  to  the  gums  adjacent 
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said  inter-dental  spaces  without  liability  of  in- 
jury to  said  gums  and  being  of  fairly  steep 
tapered  form  to  enable  said  part  to  fit  inter-den- 
tal spaces  of  varying  size. 


2,016.598 
HINGE  FOR  TYPE  CASTING  MACHINES 

George  A.  Field,  Minneapolis,  Minn. 

AppUcation  Jane  29,  1933.  Serial  No.  678,176 

3  Claims.     (CV.  16—179) 


1.  A  hinge  for  the  plates  of  a  stereotype  casting 
machine  comprising  a  lug  projecting  from  one 
end  of  one  plate  longitudinally  thereof  and  dis- 
posed substantially  between  the  planes  of  the  top 
and  bottom  surfaces  of  said  plate,  said  lug  having 
a  curved  surface  on  its  side  adjacent  said  other 
plate,  said  surface  terminating  In  a  substantially 
flat  surface  adjacent  the  end  of  said  lug,  said 
other  plate  having  a  projection  at  its  end  w.th  a 
surface  inclined  at  an  obtuse  angle  to  the  top 
of  said  plate  and  having  a  corner  formed  by  said 
surface  and  another  surface  adjacent  the  top  of 
said  plate,  said  other  plate  also  having  a  lug  pro- 
jecting from  said  end  having  a  portion  extend- 
ing transversely  of  said  first  mentioned  lug.  said 
portion  having  an  elongated  slot  therein  extend- 
ing substantially  at  right  angles  to  the  top  sur- 
face of  said  other  plate  and  a  rod  extending  in 
and  substantially  rigid  with  said  first  mentioned 
lug  and  passing  through  said  slot,  said  curved  sur- 
face of  said  first  mentioned  lug  sliding  over  said 
corner  on  said  other  plate  as  said  plates  are  swung 
to  open  position  and  said  substantially  flat  sur- 
face on  said  first  mentioned  lug  engaging  said  in- 
clined surface  on  said  other  plate  when  the  plates 
are  In  open  position. 


2.016.599 

MASTER  SHEET 

Roy  V.  Graves,  Minneapolis.  Minn.,  assignor  to 

The  Graves  Process  Inc.,  Minneapolis.  Minn., 

a  corporation  of  Delaware 

AppUcation  January  22.  1932,  Serial  No.  588,143 

2  culms.     (CI.  41—46) 


1 


PRINT 


-^  I--:  •••■  >> 


2.  The  method  of  producing  a  master  sheet  to 
be  used  in  the  production  of  printing  plates  which 
consists  in  depositing  an  actinically  opaque  coat- 
ing on  one  face  of  a  transparent  sheet,  superim- 
posing a  translucent  covering  sheet  of  porous 
material  on  said  coating,  and  malcing  character 
impressions  on  said   covering  sheet,  whereby  a 

439  O.  O.— 21 


portion  of  said  coating  is  removed  from  said 
transparent  sheet  and  transferred  to  said  cover- 
ing sheet  for  operative  proof  reading  purposes. 


2.016.600 
METHOD  OF  COLORING  STONE 
Robert  D.  Gray.  Kansas  City,  Kans.,  assignor, 
by  mesne  assignments,  to  Clarence  E.  Cleve- 
land, SaUna.  Kans. 

AppUcation  May  15.  1933,  Serial  No.  671,129 
12  Claims.     (CI.  41—39) 


6.  The  method  of  forming  colored  ornamenta- 
tion on  stone  consisting  of  cutting  the  ornamen- 
tation in  the  stone,  and  applying  granular  car- 
bonaceous material  to  the  ornamentation  with 
sufficient  force  to  imbed  the  granules  into  the 
surface  of  the  ornamentation. 


2,016,601 

QUILTED  PAD  AND  THE  LIKE 

Rudolf  F.  Hlavaty,  Cicero,  lU. 

AppUcation  March  3,  1934,  Serial  No.  713,894 

1  Claim.      (CI.  154—54) 


A  pliant  household  pad  of  covering  compris- 
ing an  inner  sheet  of  fibrous  material,  outer  sheets 
of  woven  fabric  applied  to  the  opposite  faces  of 
the  inner  sheet,  crossed  rows  of  thread  stitches 
attatching  said  sheets  together  with  the  interlock- 
ing connections  of  said  threads  located  midway 
the  thickness  of  the  inner  sheet  and  at  the  point 
neutral  to  movement  of  the  interlocking  con- 
nections of  the  stitches  in  the  repeated  flexure  of 
the  pad  in  actual  use,  a  sheet  of  woven  fabric 
applied  to  a  face  of  the  pad  body,  and  a  water- 
proofing solution  permeating  said  last  mentioned 
sheet  and  adapted  to  flow  into  the  series  of  flaring 
needle  holes  formed  during  the  stitching  opera- 
tion and  bind  and  reinforce  the  interlocking  con- 
nections of  the  stitches  against  independent 
movement. 


318 


OFFICIAL  GAZETTE 


QNVobsk  8, 1936 


2.016.602 

LOCK 

Edward  N.  Jacobi.  Milwaukee.  Wis.,  assis:nor  to 

Briggs     &     Stratton    Corporation.    Milwaukee, 

Wis.,  a  corporatien  of  Delaware 

Application  June  11,  1934,  Serial  No.  730.077 

16  Claims.     (CI.  70 — 16) 


ry 


1.  In  a  lock,  a  cylinder  composed  of  two  axially 
aligned  parts  normally  free  for  relative  rotation, 
and  key  controlled  means  to  drivingly  connect 
said  cylinder  parts.  v 


SELF 


2,01€.6t3 
STARTING  MOTOR  FOR   ALTER- 
NATING cur RENTS 
John  R.  James,  Story  City,  Iowa 
AppUcatioB  Deoember  23.  1931.  Serial  xNo.  582.721 
11  Claims.     (CI.  172—278) 


.^<» 


«v 


1.  A  self -starting  motor  for  alternating  cur- 
rent comprising  a  stator  having  a  plurality  of 
field  coils  with  cores  extending  axlally  there- 
tlirough.  a  yoke  connecting  said  coll  cores  to- 
gether, a  disc-like  rotor  having  one  face  thereol 
positioned  in  cloaely  spaced  relation  to  the  ends 
of  the  coil  cores  from  which  the  alternating  msig-' 
netic  flux  emanates,  a  magnetic  metallic  member 
comprising  oppositely  positioned  quadrants  of  a 
circle  disposed  in  closely  spaced  relation  to  the 
other  rotor  face  on  the  side  opportte  that  of  the 
field  coils,  said  magnetic  metallic  member  having 
open  areas  so  that  the  opposite  qtiadrants  there- 
of partially  extend  over  said  coil  core  ends  to 
initiate  rotor  rotation  tn  a  predetermined  di- 
rection, and  shading  coils  associated  with  said 
field  coils  to  impart  a  retarding  influence  to  said 
rotor  for  maintaining  a  substantially  uniform 
rotor  speed 

2.016.604 
SIGNAL  CHIME 

Robert  D.  Karnell.  Cleveland.  Ohio,  assignor  to 
Karmac.  Inc..  Cleveland.  Ohio,  a  corporation  of 
Ohio 
Application  June  6.  1932,  SeHal  No.  615.589 

3  Claims.  (CI.  177—7) 
1.  In  a  device  of  the  class  described,  a  unitary 
structure  comprising  in  combination  a  support, 
two  posts  extending  laterally  from  the  support 
and  in  vertical  alignment,  a  cliime  bar  suspended 
freely  from  the  upper  post,  the  chime  bar  hav- 
ing a  lower  opening  through  which  the  lower  post 
passes  without  touching  the  bar,  the  distance 
from  the  top  of  the  bar  to  the  suspension  point 
and  the  distance  from  the  bottom  of  the  bar  to 
the  center  of  the  bottom  opening  each  being  sub- 
stantially equal  to  one-fourth  the  length  of  the 
bar,  a  resonator  supported  from  the  ends  of  the 
posts,  there  being  an  opening  in  the  resonator 
opposite  the  jmid  section  of  the  bar,  and  dectro- 


magnetically  actuated  means  positioned  on  the 
side  of  the  support  opp>osite  the  bar  and  com- 


prising a  coll  and  a  plunger  for  striking  the  bar 
at  substantially  the  mid-point  thereof. 


2,016^5 

PUMP.  COMPRESSOR,  AND  THE  LIKE 

James  L.  Kempthome.  MontcUir,  N.  J. 

AppUeaUon  Febraary  Zi.  193X,  Serial  No.  594.789 

8  Claims.     (CL  183—142) 


1.  A  compressor  comprising  a  casing  having  a 
chamber  having  a  curved  face  on  one  side  and  a 
straight  face  opposite  the  curved  face,  a  rotor 
fitting  the  curved  face  and  rota  table  therein,  said 
rotor  having  flat  faces  converging  toward  the 
centre  of  the  straight  face,  said  rotor  also  hav- 
ing a  diametrically  arranged  central  portion  in 
contact  with  the  flat  face  of  the  chamber,  and  a 
shaft  at  an  angle  to  the  flat  face  of  the  chamber, 
the  rotor  and  the  shaft  having  co-acting  means 
whereby  the  shaft  and  rotor  can  be  rotated  one 
from  the  other,  the  casing  having  inlet  and  outlet 
ports. 


2.016,606 
WATER  METER  COVER 
Emil   M.   Krueger,   Milwaukee,  Wis.,   assignor  to 
Badger  Meter   Mannfactoring  Company,  Mil- 
waukee. Wis.,  a  corporation  of  Wisconsin 
Application  December  14.  1932.  Serial  No.  647,115 
12  Claims.     (CI.  220—82) 


jw  /* 


1.  In  a  cover  organization,  the  combination 
with  a  housing  member,  of  a  pair  of  covers  hinged- 
ly  connected  therewith  and  adapted  to  overlie  said 
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housing  in  superposed  relation,  one  of  said  covers 
t)eing  substantially  rigid  and  having  a  resilient 
projecting  arm.  and  means  acting  solely  between 
said  arm  and  the  other  cover  member  compris- 
ing a  detent  for  holding  both  of  said  cover  mem- 
bers in  said  relation,  said  arm  being  yieldably 
distorted  by  the  engagement  of  the  detent  there- 
with, whereby  to  provide  a  yielding  pressure  tend- 
ing to  hold  said  covers  in  superposed  relation. 


2.016,607 
ROTARY    JAR 
Ira  J.  McCuUough,   Huntington  Park,  Calif.,  as- 
signor to  James  A.  Kammerdiner.  Los  Angeles. 
CaHf. 

AppHcation  May  22.  1933.  Serial  No.  672,165 
9  Claims.     (CI.  255—27) 


^'Vi'VMis   T«5ja 


* 


ing  of  a  series  of  interconnected,  substantially 
cylindrical  portions;  a  work  passage  extending 
throughout  said  series:  air  chambers  in  each 
portion  at  each  side  of  said  work  passage;  a  cy- 
lindrical bin  supported  on  each  of  said  portions, 
the  walls  of  said  bins  having  air  passages  com- 
municating with  said  air  chambers:  and  means 
for  supplying  conditioned  air  to  said  air  cham- 
bers. 


oi 


w  { 


r-'-f^.. 


I 


1.  A  Jarring  tool  including,  two  sections,  each 
section  having  an  open  link  portion,  the  link  por- 
tions connecting  the  sections  for  limited  relative 
longitudinal  movement,  a  tubular  portion  on  one 
section  integral  with  Its  link  portion,  means  in 
said  tubular  portion  for  holding  the  sections 
against  relative  longitudinal  movement  releas- 
able  by  a  strain  on  the  sections,  and  means 
for  conducting  circulation  fluid  longitudinally 
through  the  sections. 

2,916.608 

METHOD  AND  MEANS  FOR  STORING  SUGAR 

James  T.  McDowell,  Herman  L.  Hartburg,  George 

W.  Rienks,  and  Joseph  Mandru,  Denver,  Colo. 

Application  Mav  21,  1934,  Serial  No.  726,662 

7  Claims.     (CI.  98 — 54) 


2,016,609 

METHOD  AND  APPARATUS   FOR 

RECOVERING    SUGAR 

Sherman  Chase  Meredith,  San  Mateo.  Paul 
Warren  Alston.  Concord,  and  Edward  Taber 
Winslow,  Saratoga,  Calif.,  assignors  to  Spreckels 
Sugar  Company,  San  Francisco,  Calif.,  a  cor- 
poration of  California 
Application  Jannar  23,  1933,  Serial  No.  653,052 
5  Claims.     (CL  127—47) 


1.  The  method  of  Increasing  the  amount  of 
lime-sugar  compound  precipitated  by  the  pres- 
ence of  lime  in  a  sugar  solution,  which  com- 
prises treating  the  lime  particles  in  said  solution 
to  disrupt  the  insoluble  coating  of  lime-sugar 
compound  forming  thereon. 


2,016,610 
BOLT 

Isak  Moelier,  New  Glasgow,  Nova  Scotia,  Canada 

Application  June  16,  1934,  Serial  No.  730,985 

1  Claim.      (CI.  85 — 1) 


2.  A  building  construction  for  the  storage  of 
sugar  comprising:  a  basement  structure  consist- 


A  u^ter-proof  bolt  comprising  a  threaded 
shank  having  at  one  end  a  head  undercut  to  pro- 
vide a  sharp  edge  and  a  water-tight  seal  about 
the  head,  a  plurality  of  longitudinally  extending 
spaced  ribs  on  the  shank  adjacent  to  the  head  to 
lock  the  bolt  against  rotation  and  a  plurality  ol 
adjacent  annular  ridges  on  the  shank  co-operat- 
ing to  block  the  entrance  of  water  into  the  bolt 
hole,  each  of  said  ridges  being  formed  of  two 
meeting,  frustro-conical  faces,  one  being  longer 
than  the  other. 
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2,016.611 
FILM    FEED    MECHANISM    FOR    PHOTO- 
GRAPHIC ROLL  FILM  CAMERAS 
Rudolf  Miiller.  Brunswick.  Germany,  aaslcnor  to 
Paul  Franke  and  Reinhold  Hddecke,  both  of 
Brunswick.  Germany 
AppUcation  November  7,  1934,  Serial  No.  751,954 
In  Germany  February  20.  1933 
20  Claims.    (CI.  242— 71) 


1.  In  a  roll  film  photographic  camera  for  use 
with  a  film  strip  having  a  strip  of  paper  attached 
to  its  leading  edge  by  a  joint  forming  a  ridge  the 
combination,  with  mechanism  for  winding  said 
paper  strip  and  film  strip,  of  means  actuatable  by 
said  ridge  for  indicating  arrival  of  the  first  sec- 
tion of  said  film  strip  in  position  for  exposure. 


2  016  612 
APPARATUS  FOR  THE  MANUFACTURE  OF 

CHEESE 

Wilhelm  NUsson.  Sundsrall.  Sweden 

AppUcation  August  7.  1931.  Serial  No.  555,822 

In  Sweden  September  13.  1930 

4  Claims.     (CI.  31—46) 


1.  Apparatus  for  producing  cheese,  comprising 
in  combination  a  rotatable  cylindrical  vessel,  and 
a  temperature  reigulating  member  mounted  in  the 
Interior  of  said  vessel,  so  as  to  partake  in  its  ro- 
tation, the  body  of  revolution  described  by  said 
member  during  rotation  of  the  vessel  correspond- 
ing with  respect  to  its  volume  and  shape  substan- 
tially to  the  interior  space  of  the  vessel. 


2.016.613 
MOTOR  COMPRESSOR 
Raul  Pateras  Peseara,  Paris.  France 
Application  January  5.  1933.  Serial  No.  650.352 
In  Germany  June  6.  1932 
4  Claims.     (CI.  230 — 56) 
1.  In  a  motor  compressor  including   a  motOT 
cylinder,  two  compression  cylinders  disposed  on 
opposite  sides  thereof  and  coaxially  therewith, 
two  opposed  pistons  the  inner  ends  of  which  re- 
ciprocate in  the   motor  cylinder  and  the  outer 
ends  of  which   reciprocate   in   the  compression 
cylinders  respectively,  and  a  delivery  pipe  con- 


nected with  at  least  one  of  said  compression  cylin- 
ders, the  combination   of  means,  responsive  to 


variations  of  pressure  in  said  pipe,  for  regulating 
the  feed  of  fuel  to  said  motor  cylinder,  and  means 
for  throttling  said  delivery  pipe. 


2.016.614 
BUST   SUPPORT   WITH   EXTENDED  BODY 

PORTION 

Louise  Rawetxky.  gebr.  KeiUer.  BerUn.  Germany 

AppUcation  July  11.  1933,  Serial  No.  679.903 

In  Germany  May  22.  1933 

1  Claim.     (CT.  2 — 42) 


A  breast  holder,  comprising  in  combination  a 
body  belt  having  two  apertures,  two  breast  pock- 
ets one  on  each  aperture,  said  breast  pockets  being 
of  larger  diameter  than  said  apertures  so  that  a 
portion  of  the  material  of  the  body  belt  extends 
into  said  breast  pocket,  a  plurality  of  folds  ra- 
dially extending  from  the  edge  of  the  apertures 
In  said  body  belt  open  on  the  portion  of  the  body 
belt  extending  from  the  edge  of  the  breast  pocket 
to  the  edge  of  said  aperture,  the  remaining  por- 
tion of  said  folds  being  closed  by  sewing,  eyes  on 
the  outer  edge  of  said  breast  pockets,  and  a  draw 
band  adapted  to  be  threaded  through  said  eyes 
of  each  breast  pocket  and  the  meshes  of  the  fabric 
of  said  body  belt  to  attach  said  breast  pockets  to 
said  body  belt. 


2,016.615 
DESPATCHING  SYSTEM  FOR  BANKS  OF 
ELEVATORS  AND  THE  LIKE 
Henry  Lipoid  Roffer  Roche.  Paris.  France,  as- 
signor   to    Soci^i^    Anonyme    EtabUssements 
Edoux-SamAin,  Paris.  France 
AppUcation  June  3.  1932.  Serial  No.  615.207 
In  France  June  16.  1931 
7  Claims.     (CT.  187—29) 
1.  In  an  automatic  elevator  despatching  sys- 
tem for  a  bank  comprising  a  plurality  of  elevator 
cars,  tractive  motors  for  said  cars  respectively,  a 
single  button  ot\  each  floor  served  by  said  cars,  a 
plurality  of  groups  of  despatching  relays  compris- 
ing one  group  for  each  floor  and  each  group  com- 
prising one  relay  for  each  car.  said  despatching 
relays  being  connected  for  actuating  said  car  mo- 
tors, a  step-by-step    electrically    actuatable   se- 
lector comprising  a  plurality  of  engageable  con- 
tact points  corresponding    respectively    to    said 
despatching  relays  and  connected  for  succeesslve- 
ly  actuating  said  despatching  relays  through  said 
contact  points  respectively,  the  contact  poins  cor- 
responding to  the  same  floor  being  positioned  ad- 
jacent each  other,  and  individual  means  actuat- 
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able  by  the  operation  of  each  of  said  cars  con- 
nected for  controlling  the  despatching  relays  cor- 


responding to  said  car  through  said  selector  ac- 
cording as  said  car  is  or  is  not  in  use. 


2.016,616 
REENFORCED  CONCRETE  STRUCTURE 

Otto  Schanb.  Blel,  Switxerland 

Application  July  21.  1933,  Serial  No.  681.594 

In  Switseriand  July  30.  1932 

4  Claims.     (CI.  72—61) 


tT'mr^i 


1  A  recnforced  concrete  structure  of  the  type 
described,  comprising  In  combination,  a  plurality 
of  section  beams  having  upper  flanges,  a  concrete 
slab  contacting  with  the  upper  flanges  of  said 
beams,  a  plurality  of  sinuous  metal  rods,  each 
extending  longitudinally  along  the  upper  flange 
of  one  of  said  beams  and  in  contact  therewith  at 
spaced  points  and  being  embedded  in  the  con- 
crete slab,  the  sinuous  shape  of  the  rods  provid- 
ing a  substantial  extent  in  the  direction  perpen- 
dicular to  the  plane  of  the  upper  flanges  of  the 
beams  and  the  rods  being  welded  to  the  beams  at 
the  points  of  contact.  


■  t. 


2,016.617 
PROCESS  FOR  DECOMPOSITION  OF  HIGHLY 
POLYMERIZED    CARBOHYDRATES 
Hans  Schlubach,  Hamburf .  Germany 
No   Drawinif.     Application  July   16.    1931.   Serial 
No.  551.301.    In  Germany  July  17.  1930 
15  Claims.     (CI.  260— 10) 
1.  A  process  for  decomposing  material   com- 
prised   of    highly     polymerized     carbohydrates, 
comprising  the  steps  of  treating  said  material  In 
the  dry  state  with  dry  gaseous  hydrogen  chloride 
under  the  saturation  pressure  of  this  substance 
at  the  prevailing  temperature,  i.  e.  in  the  pres- 
ence of  liquid  hydrogen  chloride. 


with  said  valve  seat  and  having  a  vertically  ex- 
tending member  projecting  through  said  open- 
ing, horizontally  extending  seats  on  the  body  of 
the  tube  beneath  said  valve  seat,  a  vertically  ex- 
tending resilient  member  mounted  in  said  seats 


2,016.618 

COLLAPSIBLE  TUBE  CLOSURE 

Willson  D.  Tappan.  Rochester,  N.  Y. 

AppUcation  June  3.  1932.  Serial  No.  615.235 

4  CUims.     (CI.  221—60) 
1.  In  a  collapsible  tube  or  the  like,  a  valve  seat 
having  an  opening,  a  valve  member  engageable 


and  connected  to  said  vertically  extending  mem- 
ber for  maintaining  the  valve  in  seated  posi- 
tion, and  vertically  extending  seats  engaging  said 
resilient  member  to  frictionally  retain  the  same 
in  a  desired  i>osition. 


2,016.619 

FUEL   INJECTION    SYSTEM    FOR   INTERNAL 

COMBUSTION   ENGINES 

Brooks  Walker,  Piedmont,  Calif. 

Application  August  II.  1930.  Serial  No.  474,412 

3  Claims.     (CL  123 — 32) 


1.  In  a  circuit  for  a  fuel  injection  system  of  the 
rail  pressure  type,  the  combination  of  a  fuel  in- 
jection valve,  mechanism  for  operating  said 
valve,  a  throttle  control  for  regulating  the  crank 
angle  of  discharge  of  said  valve,  said  mechanism 
adapted  to  open  said  valve  for  a  constant  crank 
angle  of  duration  at  a  given  throttle  setting,  a 
fuel  pump  for  supplying  fuel  under  pressure  to 
the  pressure  rail,  a  bypass  valve  continuously  con- 
nected to  said  pressure  rail,  exterior  means  for 
adjusting  the  area  of  said  bypass,  the  area  re- 
maining fixed  for  any  given  adjustment  regard- 
less of  engine  speed,  an  interconnection  between 
said  exterior  mearxs  and  said  throttle  control  so 
as  to  vary  the  bypass  adjustment  and  the  crank 
angle  of  discharge  simultaneausly. 


2.016.620 
METHOD  AND  APPARATUS   FOR  DOVE- 
TAILING ARTICLES   OF  WOOD 
Carl  Pedcrsen  Aspelund,  Reykjavik,  Iceland 
Application  July  5.   1933.  Serial  No.  679.102 
In  Norway  July  12.  1932 
7  Claims.      (CI.  144 — 86) 
1.  A  method  for  treating  a  structure  member 
to  provide  slots  for  dovetailing  purposes,   con- 
sisting   in   providing    the   member   with   a   con- 
vexly    arcuated    edge,    then    cutting    slots    with 
concavely    arcuated    bottom    surfsuies.    one    slot 
being   cut    in   the   edge   of   the   member   at   an 
acute   angle   to   one    side   of    a   line   normal   to 
the  edge  of  the  member  and  another  slot  being 
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cut  entering  the  member  coincidental  with  the 
first  slot  at  an  acute  angle  to  the  other  side  of 


tive  motion  occurs  between  said  member  and  the 
pumping   eiement    and   results   in   opening   said 
1,  relief  passage. 


a   line  normal   to   the  edge   of  the  member   to 
form  a  single  dovetail  slot. 


RECIPROCATING  FTOP 

Aofvste  L««i9  Rene  Bemartf,  Riie»-BI»lm«i«m, 

FrsBce,  sMigiior  ••  "f—toP-Matcui  s*.  RacA- 

Mahnwi-wn   Ffaaee,  s  Mciety  of  Fnuice 

AppUcation  February  8.  1934.  ScrM  Ho.  TIO.SW 

In  BeUtum  February  16. 1933 

7  Claims.     (CI.  103 — 41) 


1.  In  a  reciprocating  pump,  a  dlsphuicmcnt 
chamber,  a  pumping  element  reciprocating  there- 
to a  member  for  actuating  said  pimiptng  ele- 
ment. Inlet  and  outlet  ducts  associated  with  the 
displacement  chamber,  and  means  for  reductag 
the  effective  displacement  of  said  pumping  ele- 
ment at  high  rates  of  reciprocation,  said  means 
comprising  a  relief  passage  in  said  pumping  ele- 
ment in  communication  with  the  displacement 
chamber,  a  chamber  containing  a  Uquid.  and  a 
member  for  opening  said  relief  passage  at  high 
rates  of  reciprocaUon.  said  member  being  always 
submerged  in  the  liquid  of  said  chamber  and 
yiddably  reclprocable  in  imison  with  said  pump- 
ing element  and  operative,  when  substantially 
unimpeded  in  said  movement,  to  maintain  said 
r^lef  passage  closed,  said  member  being  trans- 
versely disposed  within  said  chamber,  the  trans- 
verse crofis  sectional  area  of  said  member  being 
sufficiently  large  so  that  the  member  win  be 
damped  by  the  fluid  in  the  chamber  agatast  un- 
impeded movement  in  unison  with  said  pumping 
dement  when  the  latter  is  reciprocated  at  speeds 
in  excess  of  a  predetermined  rate,  whereby  rela- 


2  016  622 

MOVING  COIL  ELECTROMECHANICAL 

DEVICE 

Alan  Dower  Blumletai,  Londtm.  and  Herbert 
Edward  Hoiman.  Clapham  Cammon.  London. 
England,  assignors  to  Columbia  Graphophone 
Company.  Limited.  London.  England 

Original  appUcaUoa  February  26.  1931.  Serial  No. 
518.524.  Divided  ami  this  apvMcation  Septem- 
ber 8.  1931,  Serial  No.  561.755.  In  Great  Britain 
March  10.  1930 

12  Claims.     (CI.  179—100.41) 


11.  A  sound  recorder  comprising  a  shaft  ex- 
tending towards  the  recording  surface,  an  elec- 
tric coil  connected  to  said  shaft,  a  magnet  with 
poles  adapted  to  envelop  said  coil  in  a  magnetic 
field,  and  pivotal  means,  adapted  to  support  said 
Shalt  in  said  magnetic  field,  which  are  so  poel- 
tiooed  that  the  shaft  intercepts  the  Dtagneiic  cir- 
cuit only  in  the  space  between  the  magnet  poiea. 


2,016.6n 

BASKET  MAKING  MACHINB 

James  D.  BrMks.  84.  Fetersfcwg.  Fla..  assignor 

to    Stori-BMind    CoMalner    Csrporation,    84. 

Petcn^org,  Fla..  a  eorpomtioa  of  Florida 

AppUcation  June  26.  1930,  Serial  No.  464334 

S  CUlms.     (CI.  1—12) 


1.  A  machine  for  assembling  bands  and  slats, 
comprising  means  for  directing  the  bands  through 
the  machine  in  substantially  parallel  relation,  and 
means  for  forming  projections  on  the  bands  in 
longitudinally  spaced  relation  with  respect  to  each 
other,  said  means  being  of  such  character,  thai  at 
predetermined  intervals  the  projections  are 
spaced  a  greater  distance  than  the  usual  distance 
between  projections. 
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2.016.624 
WRENCH 

Maria  Ciulli  Roggicri  Bulgarini,  Rome,  Italy 

Application  November  8.  1934.  Serial  No.  752.126 

In  Great  Britain  November  13,  1933 

3  CUims.     (CI.  81—152) 


1.  A  wrench  comprising  a  shank,  a  fixed  Jaw 
carried  by  the  shank,  a  movable  jaw  slldable  on 
the  shank  and  having  an  opening  therein,  one 
end  of  which  Is  offset  to  provide  a  shoulder,  a  U- 
member  freely  supported  in  said  opening  and  em- 
bracing the  shank  on  three  sides,  a  lever  within 
said  opening  pivoted  on  the  fourth  side  of  saW 
U-member  and  having  a  heel  end  engaging  the 
shank  arjd  a  toe  end  adapted  to  be  engaged  by 
the  shoulder  formed  in  the  opening  of  the  mov- 
able jaw  and  a  spring  located  between  the  mov- 
able Jaw  and  the  lever  and  tending  to  press  the 
heel  end  of  the  lever  against  the  shank. 


2.016.625 
HOSE  CARRIAGE 

Milton  Leroy  Carrier.  Centralla.  Wash. 

AppUcation  January  2,  1934,  Serial  No.  704.965 

1  CTalm.    (CI,  242—88) 


'*.A»  '* 


the  third  and  forward  position,  and  said  frame 
having  a  locking  projection  arranged  to  engage 
the  gear  on  said  reel  shaft  in  said  third  position 
whereby  the  reel  is  held  stationary. 


2,016,626 

RAILWAY  MOTOR  WAGON 

George  Constantinesco,  Torver.  Coniston, 

En^and 

AppUcation  February  6,  1934.  Serial  No.  710,021 

In  Great  Britain  March  6,  1933 

19  Claims.     (CI.  105—215) 


1.  A  railway  vehicle  In  which  in  addition  to  the 
usual  flanged  metal  wheels  there  is  provided  an 
auxiliary  axle  suspended  from  the  vehicle,  wheels 
on  said  auxiliary  axle  which  wheels  constitute 
driving  wheels,  and  means  responsive  to  changes 
In  the  relative  rates  of  rotation  of  the  first- 
named  wheels  and  the  wheels  on  said  auxiliary 
axle  for  automatically  adjusting  the  loading  on 
said  auxiliary  axle  when  slip  occurs  between  any 
wheel  on  the  auxiliary  axle  and  a  rail  whereby  the 
wheels  on  said  auxiliary  axle  can  be  pressed  into 
contact  with  the  rails  to  such  a  degree  as  will 
enable  them  to  drive  the  vehicle  to  suit  varying 
conditions,  the  flanged  metal  wheels  retaining 
their  guiding  and  supporting  function. 


2,016.627 
SEALING  UNIT 
John  D.  Contl  and  Emil  M.  Farris,  Philadelphia, 
Pa.,  assignors  to  Sylvania  Industrial  Corpora- 
tion, Fredericksburg,  Va.,  a  corporation  of  Vir- 
ginia 

Application  June  13,  1932,  Serial  No.  616,932 
13  Claims.     (CI.  91—2) 


In  a  hose  carriage,  the  combination  with  a 
frame,  of  an  axle  connected  with  the  frame  at 
the  rear  of  the  frame,  said  axle  provided  with 
a  pair  of  wheels  for  supporting  the  frame  upon 
the  ground,  a  second  axle  carried  by  the  frame 
In  front  of  the  rear  axle,  a  reel  carried  by  the 
second  axle,  gear  wheels  secured  to  said  axles 
in  separable  relation,  said  reel  axle  being  con- 
structed and  arranged  to  be  moved  forward  or 
rearward  at  one  end  whereby  said  gear  on  the 
reel  shaft  is  arranged  in  three  separated  posi- 
tions, said  frame  being  extended  forwardly.  a 
hand  operated  lever  and  catch  device  located  on 
the  forward  end  of  the  frame,  means  connect- 
ing said  lever  to  said  reel  axle  and  adapted  to 
senire  at  the  will  of  the  operator  said  reel 
axle  in  its  rearmost  position  whei-ein  said  gears 
engage,  or  into  the  second  and  intermediate  posi- 
tion wherein  said  gears  are  disengaged,  or  into 


1.  A  sealing  unit  comprising  a  table  section 
having  an  opening  therethrough,  a  roller  having  a 
minor  arc  projected  through  said  opening,  means 
to  apply  heat  to  the  ma>or  arc.  said  roller  com- 
prising a  plurality  of  juxtaposed  rings,  and  means 
providing  for  eccentric  movement  of  the  rings  in- 
dependently. 

2  016  628 
DIRECT  CURRENT  CONVERTER 

Walter  Dallenbach,  BerUn-Chariottenburg, 
Germany 

Application  February  10,  1933,  Serial  No.  656,180 

In  Germany  February  10.  1932 

7  Claims.     (CI.  171—97) 

2.  In  an  arrangement  for  converting  direct 
current  Into  alternating  current  comprising,  a 
direct  current  circuit,  an  electrical  discharge  de- 
vice for  feeding  the  said  direct  current  circuit,  a 
second  electrical  discharge  device  fed  by  the  said 
direct  current  circuit  and  adai>ted  to  convert  the 
direct  current  supplied  thereto  into  alternating 
current,  an  alternating  current  network  on  which 
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the  said  second  electrical  discharge  device  oper- 
ates, control  grids  in  said  second  electrical  dis- 
charge device,  means  for  varying  the  potential 
applied  to  said  control  grids,  and  means  for  vary- 
ing the  output  and  voltage  characteristic  of  said 
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first  electrical  discharge  device  for  maintaining 
said  second  electrical  discharge  device  in  opera- 
tion below  the  step  limit  of  the  latter  throughout 
the  entire  range  of  load  between  no-load  smd 
short  circuit. 


2.016.629 
ARRANGEMENT  FOR  TRANSFERRING 

TRUCKS 

Zacarias  Macias  de  Andres.  Madrid,  Spain 

Application  October  8.  1932.  Serial  No.  636,958 

1  Claim.     (CI.  214—38) 


An  arrangement  for  transferring  trucks  be- 
tween rail  track  and  a  motor  lorry,  comprising 
in  combination  with  a  rail  track  terminating  in 
a  downwardly  inclined  ramp,  a  truck,  sets  of 
large  wheels  projecting  laterally  from  said  truck 
adapted  to  run  on  said  rail  track,  sets  of  small 
wheels  intermediate  of  a  gauge  less  than  said 
sets  of  large  wheels,  a  motor  lorry  body  of  a 
width  less  than  the  gauge  of  said  track  adapted 
to  be  backed  between  the  ends  of  said  track 
forming  the  ramp,  and  two  parallel  rails  arranged 
longitudinally  on  said  motor  lorry  body  and 
adapted  to  engage  said  sets  of  small  wheels  and 
lift  said  truck  off  said  rail  track  and  support  the 
same  on  said  body  when  said  truck  is  run  down 
said  ramp,  the  small  wheels  being  in  a  plane 
above  the  large  wheels  to  facilitate  positioning 
of  the  motor  lorry  body  beneath  the  truck,  said 
large  wheels  projecting  laterally  from  said  body 
when  said  truck  is  sumwrted  on  said  parallel 
rails. 


2.016.630 
METHOD  OF  MAKING  AN  ALDOL  CON- 
DENSATION PRODUCT 
John  Vargas  Eyre  and  Herbert  Langwell,  Epsom, 
England,  assignors  to  The  Distillers  Company 
Limited,  Edinburgh,  Scotland,  a  British  com- 
pany 
No  Drawing.    Application  October  18,  1933,  Serial 
No.   694,191.     In   Great   Britain   December   6. 
1932 

5  Claims.     (O.  260—140) 

1.  In    the    production    of    aldol    condensation 

products  from  aldols  by  means  of  alkali  in  the 

presence  of  water,  the  step  of  adding  an  amoimt 

of  strong  alkali  only  sufficient  to  maintain  the 


mixture  In  a  condition  just  sUkaline  with  respect 
to  phenol  phthalein  during  the  reaction,  and 
finally  separating  out  the  condensation  product. 


2,016.631 

HYPODERMIC  SYRINGE 

Samuel  James  Everett,  Thornton  Heath. 

England 

AppUcation  February  3,  1932.  Serial  No.  590,740 

In  Great  Britain  May  4.  1931 

2  Claims.     (O.  128—221) 


1.  In  a  hypodermic  syringe,  a  nozzle,  an  inter- 
changeable needle  mounting  having  an  axial  pas- 
sage therethrough,  said  mounting  comprising  a 
cylindrical  head  portion  and  a  slender  neck  por- 
tion of  plastic  metal  extending  from  said  head 
portion  and  embedding  the  needle  over  a  substan- 
tial portion  of  its  length,  said  head  portion  being 
formed  with  an  end  face  adapted  for  sealing  en- 
gagement with  said  nozzle  and  havmg  a  shoulder 
a*  the  other  end  surround'nR  said  neck  portion,  a 
clamping  nipple  adjustably  secured  to  said  noz- 
zle having  an  axially  disposed  cylindrical  cavity 
formed  therein  sized  to  fit  said  head  and  having 
a  seat  formed  at  the  bottom  thereof  for  said 
shoulder,  said  nipple  having  a  lateral  orifice  above 
said  cavity  large  enough  to  pass  the  head  portion 
of  said  mounting  laterally,  and  having  a  slot 
which  extends  from  said  orifice  to  the  extremity 
of  said  nipple  and  is  In  lateral  communication 
with  said  cavity,  said  slot  being  smaller  than  said 
orifice  and  large  enough  to  pass  only  the  slender 
neck  portion  of  said  mounting  laterally,  whereby 
said  head  portion  must  be  moved  axially  into  posi- 
tion in  said  cavity  after  being  passed  laterally 
through  said  orifice  and  the  walls  of  said  cavity 
will  afford  lateral  support  for  said  head  portion 
to  hold  the  needle  mounting  firmly  In  position 
during  bending  of  the  protruding  portion  of  t^ 
needle  and  use  of  the  syringe. 


2,016.632 
POWER  TRANSMISSION  SYSTEM 
Benjamin  Frank,  Bandoeng.  Java, 
Dutch  East  Indies 
ApplicaUon  June  28,  1932.  Serial  No.  619.749 
In  the  Netherlands  March  1,  1932 
7  Qaims.     (CI.  192—35) 
\.  In  means  for  coupling  a  driving  element 
with  a  driven  element,  a  totally  closed  cylinder 
secured  to  the  driving  element  and  provided  in- 
ternally with  a  female  thread,  an  annular  piston 
working  In  said  cylinder,  a  male  thread  provided 
on  the  outer  side  of  the  piston  and  cooperating 
with  the  female  thread  of  the  cylinder,  a  female 
thread  provided  on  the  inner  side  of  the  piston 
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and  having  a  pitch  smaller  than  and  opposite 
that  of  the  female  thread  of  the  cylinder,  a  male 
thread  adapted  to  rotate  positively  with  the 
driven  element  and  to  cooperate  with  the  female 
thread  of  the  piston,  a  passage  adapted  to  ensure 
communication  between  the  space  on  either  side 


said  discharge  outlet  In  said  offset  of  said  recessed 
wall  being  adapted  to  be  connected  to  the  toilet 


of  the  piston,  and  a  mass  of  liquid  completely 
fining  up  the  cylinder,  the  cross  sectional  area 
of  said  passage  being  adapted  to  be  gradually 
reduced  on  axial  movement  of  the  piston  during 
the  coupling  operation  when  the  female  thread 
of  the  piston  engages  the  male  thread  on  the 
driven  element. 


2  016  633 
METHOD  FOR  THE  OBTENTION  OF  PHENOLS 

FROM  COAL  TARS  AND  LIGNITE  TARS 
Kurt    Gieseler.    Breslan.    Germany,    assignor    to 
Oberschlesischer  Berg-und  Huttenmannischer 
Verein  e.  V.,  Gleiwits,  Germany 
No  Drawing.     ApplicaUon  July  22.  1931,  Serial 
No.  552.539.    In  Germany  July  22,  1930 
1  Claim.     (CI.  260—154) 
Method    for    the    obtention    of    high    percent 
phenol  products,  containing  80  to  90 7r  of  phenol 
from  raw  coal  tars  and  lignite  coal  tars  by  treat- 
ing   tars  in   any  state  with   liquefied   ammonia. 
separating  after  the  stratum  layer  formation  the 
strata  in  liquid  condition  the  one  from  the  other 
and  removing  the  ammonia,  consisting  in  adding 
to  the  tar-ammonia  mixture  up  to  10%  of  water. 


2.016.634 

METHOD  OF  PRODUCING  COFFEE  FREE 

FROM  CAFFEINE 

Theodor  Grethe,  Hamburg.  Germany 
No    Drawing.    Application    December    12.     1933, 
Serial  No.  702,099.    In  the  Netherlands  Novem- 
ber 13.  1933 

5  Claims.  (CI.  99—11) 
4.  A  method  of  producing  coffee  free  from  caf- 
feine by  supplementarily  treating  with  steam  cof- 
fee beans  freed  from  caffeine  by  extraction,  espe- 
cially by  means  of  a  mixture  of  acetic  ester  and 
water,  consisting  in  treating  the  coffee  beans,  after 
the  separation  of  the  extraction  agent,  with  wet 
expanded  steam,  drying  them  at  a  temperature  of 
40'  to  45°  centigrade  gradually  rising  up  to  80 
centigrade,  and  finally  heating  them  in  the  gases 
and  vapors  of  their  own  atmosphere  for  a  short 
time  to  over  80   up  to  135°  centigrade. 


2.016.635 
FLUSH  TANK 

William  August  Henn.  Evansville.  Ind. 

Application  April  4.  1934.  Serial  No.  718,997 

7  Claims.     (CI.  4—13) 

1  A  water  closet  flush  tank  comprising  a  water 
box  a  recessed  vertical  front  wall  on  said  water 
box  at  the  center  thereof,  a  shouldered  offset  lo- 
cated in  said  recessed  front  wall,  a  discharge  out- 
let in  said  shouldered  offset  and  a  pair  of  pro- 
truding wings  on  either  side  of  said  recessed  wall, 


bowl,  and  said  protruding  wings  increasing  the 
capacity  of  said  water  box. 


2,016,636 
TOILET  BOWL 

William  August  Henn,  Evansrille.  Ind. 

Application  April  4,  1934,  Serial  No.  718,998 

3  Claims.     (CL  4—257) 


a^a 
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1  As  an  article  of  manufacture,  a  toilet  bowl 
having  a  bowl  bottom,  a  bowl  discharge  outlet, 
an  Inverted  U  trap  connecting  said  bowl  portion 
to  said  bowl  discharge  outlet  for  normal  dis- 
charge of  the  bowl  contents,  and  by-pass  means 
leading  from  the  bowl  portion  directly  to  said 
bowl  discharge  outlet,  said  by -pass  means  bemg 
in  the  form  of  an  inverted  U  trap,  the  inlet  and 
outlet  legs  of  said  by -pass  U  bemg  substantially 
parallel  to  the  inlet  and  outlet  legs  of  said  bowl 
U  trap,  and  the  discharge  outlet  of  the  by-pass 
outlet  leg  being  vertically  over  said  bowl  dis- 
charge outlet. 


2.016,637 
REFRIGERATOR 
Willy   Hirche.  Leopoldshain,    near   Gorliti.   Ger- 
many, assignor,  by  mesne  assignments,  to  E. 
Rothenberg,  Berlin,  Germany 
Application  May  2,  1932,  Serial  No.  608,750 
In  Germany  January  2,  1930 
16  Claims.     (CI.  62— 115) 


1.  A  refrigerator  in  which  as  refrigerating  me- 
dium a  liquid  is  employed  which  does  not  combine 
with  the  lubricating  oil.  comprising  in  combina- 
tion a  crank  case,  an  oil  collecting  chamber  below 
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and  communicating  with  said  crank  case,  an 
eraporator  under  said  cranio  case  and  separated 
from  said  cranJc  case  by  said  oil  chamber,  a  com- 
pressor connected  to  said  crank  case,  and  a  pipe 
extending  through  said  oil  chamber  having  small 
feed  apertures  adapted  to  accelerate  the  passage 
speed  of  the  gases  sucked  from  said  evaporator 
by  said  compressor  to  cause  the  gases  to  draw  oil 
through  the  holes  in  said  pipe  and  convey  the 
same  into  said  crank  case. 


2.016.638 
DRAIN   ATTACHMENT  FOR   PUMPS 

AND  THE  LIKE 

Frank  H.  Jecmenek.  Fayettevllle,  Tex. 

AppUcation  October  26,  1934,  Serial  No.  750,221 

2  Claims.     (CI.  251— 125) 

tr 


1.  A  drain  of  the  class  described  comprising  a 
casing  the  lower  portion  of  which  la  perforated, 
an  annular  flange  or  ledge  in  the  casing  above  the 
perforated  portion  thereof,  a  flap  Talve  hlxved  on 
said  flanf  e  to  gravitate  normally  downwardly  and 
close  tlie  opening  defined  by  the  inner  edge  of  the 
flange,  a  stem  aUdable  through  an  opening  in  the 
bottom  of  the  casing  and  engageaUe  with  the  flap 
valre.  a  bracket  on  the  outside  of  the  easing,  an 
ekmgated  member  swtngably  engaged  with  said 
Inracket  and  extending  under  the  casing,  means 
pivotaUy  engaging  the  stem  with  an  Intermediate 
portion  of  said  member  and  means  for  swinging 
the  member  at  the  free  end  thereof,  said  easing 
comprising  an  upper  section  and  a  lower  section 
both  of  which  are  provided  with  outwarcBy  di- 
rected annular  flanges,  and  bolts  for  securing  said 
flanges  tightly  together,  the  upper  end  of  said 
bracket  being  engaged  with  one  of  said  bolts. 


2J16^39 

BRIQUETTE-MAKING  APPARATUS 

Gostav   KMBarck.  Chieage,  UL,     ntfffnftr   to 

Komarck-Grcavea  &  Company.  Chicago,  El.. 

a  corporatioa  of  nnaois 

AppUcation  December  24.  193Z,  Serial  No.  648,802 

7  aaims.     (CI.  44—13) 


1.  A  briquette  forming  apparatus  comprising 
a  mixing  chamber,  an  extrusion  chamber,  a  com- 


pression chamber  in  which  briquettes  are  formed, 
the  mixing  chamber  and  the  extrusion  chamber 
having  a  communicating  port  therebetween, 
which  p<M-t  is  restricted  at  one  portion  thereof, 
the  extrusion  chamber  and  the  compression 
chamber  having  a  communicating  port  there- 
between positioned  opposite  the  restricted  por- 
tion of  the  flrst-named  port,  mixing  means  in 
the  mixing  chamber,  extrusion  means  in  the 
extrusion  chamber,  the  mixing  means  and  extru- 
sion means  arranged  to  cooperate  to  cause  ma- 
terial to  move  from  the  mixing  chamber  to  the 
extrusion  chamber  through  the  unrestricted  por- 
tion of  the  flrst-named  port  and  to  cause  a  pre- 
determined quantity  of  material  to  be  forced 
through  the  second-named  port  into  the  com- 
pression chamber  and  to  cause  any  surplus  ma- 
terial above  the  capacity  of  the  last-named  port 
to  be  returned  through  the  restricted  portion 
of  the  first-named  port,  and  compression  meax» 
in  the  compression  chamber. 


2  §1C  64# 
WEED  AND   PLANT  PULL 


Paul  Ross  Lehota.  Portland,  Oreg . 

ApplicaUon  May  3,  1935.  Serial  No.  19,687 

2  Claims.     (CL  55 — 68) 


1.  In  a  weed  and  plant  puller,  the  combination 
of  a  handle  and  a  handle  connection,  to  which 
is  affixed  an  assembly  plate  with  a  pair  of  jaws 
pivot-bolted  flush  thereon,  which  Jaws  are  Joined 
at  the  ends  In  nearest  proxiskity  to  the  handle 
shaft  by  a  spring;  and  are  separated  at  a  place 
between  the  spring  and  the  pivqt  bcdts  by  a  bar. 
vertical  in  poslUon,  with  assembly  plate  and  Jaws, 
tapered  from  the  front  to  back  and  from  top  to 
bottom,  said  bar  having  free  movable  access 
through  said  assembly  plate  and  between  said 
Jaws,  substantially  as  described. 


2.016.141 

OIL  AND  GAS   SEPARATOR 

Abe  Lincoln,  Electra.  Tex. 

ApplicaUon  September  15.  1932.  Serial  No.  689.644 

S  Claims.     (CL  lU— 2.7) 


i^-av3^ 


1.  In  an  oil  and  gas  separator,  an  upright  tank: 
fluid  Inlets  in  the  tank;  a  frusto-conlcal  partition 
extending  across  the  tank  above  the  inlets  and 
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having  a  central  depending  cylindrical  nozzle;  a 
shell  within  the  tank  above  the  partition  and 
spaced  from  the  tank  wall;  a  bottom  wall  in  said 
shell  above  its  lower  end.  whereby  the  lower  end 
portion  constitutes  an  annular  baffle  above  said 
frusto-conlcal  partition;  vapor  Inlets  discharging 
tangentially  into  the  upper  portion  of  the  shell. 
means  to  prevent  oil  on  the  outside  of  the  siieU 
from  entering  the  inleU;  a  separating  cylinderr 
in  the  sheU  and  having  inlets  commumcating  with 
the  sheU;  a  cylindrical  deflector  In  the  separating 
cylinder  having  an  upright  conical  bottom  above 
the  bottom  oi  said  separating  cylinder  and  drain- 
ing therein;   a  gas  escape  pipe  communicating 
with  the  separating  cylinder;  and  means  to  drsJm 
the  oil  in  the  separating  cylinder  and  sheU  to  the 
bottom  of  the  tank. 


dogs  and  said  friction  elements  being  so  inclined 
as  to  tend  to  free  the  friction  elements  from  the 
driven  member,  and  means  adapted  to  be  revolved 


Jir.    ■*V  /V  ^t 
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OIIa  water.  AND  GAS  SEPARATOR 

Abe  liBColn,  Electra.  Tex. 

AroUeatlon  N#f«mber  11.  193a,  Serial  No.  697.661 

4  aaims.     (CL  183—2.7) 


>  V 


by  frictional  contact  with  the  driving  member  In 
order  to  apply  pressure  on  the  friction  elements 
by  centrifugal  force. 


1    In  an  oil.  gas  and  water  separator   an  up- 
right tank;  a  partition  extending  across  the  tank 
having  a  central  depending  notszle;   a  gas  and 
liquid  separathig  unit  in  the  tank  above  the  parti- 
Uon  ha^ng  a  gas  outlet;  an  upright  conductor 
DiT)e  in  the  tank  having  an  open  upper  end  «i- 
tendinc  through  the  nozaie  and  termmating  be- 
low the  separating  unit,  said  conductxxr  Pipe  «*- 
tending  close  to  the  bottom  erf  the  U^nk  and  hav- 
inff  outlets  at  the  lower  end  thereof;  a  fluid  inlet 
witending  from  the  tank  wall   and  discharging 
tangentially    Into   the   conductor   pipe    near   ItA 
upper  end;  a  heating  chamber  surroundmg  the 
lower  portion  of  the  conductor  pipe;  a  casing  in 
the  tank  partially  surrounding  and  spaced  from 
the  heating  chamber,  said  casing  having  a  Perfo- 
rate upper  portion;  an  oil  outlet  in  the  tank  above 
the  heating  chamber;  and  a  water  outlet  at  the 
bottom  of  the  tank. 


2  01€  644 
IDENTIFICATION  DEVICE  FOR  TOOTH- 
BRUSHES 
Abraham  LnbalL  Ventnor,  N.  J. 
AvpncaUoa  May  22.  1934,  Serial  No.  726>992 
4  Oaims.     (CL  40—2) 


3  A  toothbrush  having  a  head  and  a  handle; 
the' handle  having  a  beveled  groove  t^reinCT- 
tending  across  one  face  and  around  the  edges^ 
spring  clips  detachably  engaging  in  the  groove 
vnA  carrying  identification  symbols  of  the  owner 
or  user  of  the  brush. 


2,016,645  __,^ 

SCREENING  DEVICE  FOR  AUTOMOBILES 

Nona  Lea  Maddox.  Fresno.  Cajf. 

Application  November  13.  1933.  SerW  No.  697.773 

Renewed  March  6. 1935 

4  Chams.     (CL  156—14) 


2,616.643 
CENTRIFUGAL  CLUTCH 
Arthur  Lowndes.  Toronto  Ontario   Canada 
AppUcation  August  14,  1930,  Serial  No.  475.192 
Renewed  February  28.  1935 
4  Claims.     (O.  192—105) 
1    A  centrifugal  clutch  consisting  of  a  driving 
member,  a  driven  member,  a  complement  of  Aoat- 
mg  friction  elements  for  engagement  with  said 
driven  member,  dogs  rigidly  projecting  from  the 
driving  member  for  abutting  engagement  with 
said  friction  elements,  the  engaging  faces  of  said 


2  In  a  window  opening  having  a  transparent 
pane  movable  to  close  said  opening,  a  screen 
pane  movable  to  cover  the  opening,  separate 
mechanisms  for  thus  moving  said  panes,  such 
mechanisms  including  segmental  gears  dispoTed 
to  the  sides  of  the  panes,  pinions  engaging  the 
gears,  a  single  operating  handle,  and  means  be- 
tween the  handle  and  pinions  to  selectively  rotate 
the  pinions  with  the  movement  of  the  handle. 
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2.016.646 

AUTOMATIC  FIREARM 

Niccolo  Mftncini,  Florence.  lUly 

AppUcaUon  November  21.  1932.  Serial  No.  643.624 

In  Italy  June  3.  1932 

1  Oaim.     (CI.  42 — 4) 


\r     \< 


In  an  automatic  flre-arm.  a  recoiling  barrel,  a 
movable  obturator,  a  double  armed  lever  at  the 
end  of  said  barrel  for  connecting  the  latter  with 
said  obturator,  a  tooth  on  the  free  end  of  said 
lever,  means  including  an  inclined  surface  for 
rocldng  said  lever  to  disconnect  the  barrel  from 
the  obturator,  a  percussive  device  carrying  a  tooth 
which  during  the  advance  of  the  percussion  de- 
vice encounters  the  tooth  on  the  free  end  of  the 
le^er  In  its  rocked  position  until  the  obturator 
reaches  the  end  of  Its  movement,  and  a  spring 
opposing  the  rocking  of  said  lever  and  returning 
it  to  normal  when  said  obturator  reaches  the  end 
of  its  movement. 


2.016,647 
DEVICE  FOR  TREATING  PAPER  STOCK 
William  B.  McMarUn.  Hoosick  Falls.  N.  ¥..  as- 
signor to  Tbe  Noble  A  Wood  Machine  Com. 
pany,   Hoosick   Falls,   N.   Y.,   a  corporation  of 
New  York 
Application  October  14,  1933.  Serial  No.  693,583 
5  Claims.     (CI.  259—97 ) 


1.  A  device  of  the  character  described  com- 
prising a  chest,  a  vertical  shaft  rotatably  mount- 
ed therein,  means  for  rotating  said  shaft,  a  screw 
propeller  having  a  plurality  of  blades  mounted  on 
the  lower  portion  of  said  shaft,  a  tapered  worm 
pitched  in  the  same  direction  as  the  propeller 
mounted  on  the  upper  portion  of  said  shaft  and 
having  its  largest  diameter  at  the  top  and  ex- 
tending from  a  point  near  the  normal  level  of  ma- 
terial in  said  chest  to  a  point  near  said  propeller, 
and  a  stationary  ring  slightly  spaced  from  and 
extending  about  the  periphery  of  said  propeller 
for  restraining  the  outthrow  of  material  there- 
from. 


No 


1. 


2.016.648 
STABILIZER  FOR  GASOLINE 
John  Wesley  Orelap,  Summit,  N.  J. 
Drawinff.    Application  September  16,  1931, 
Serial  No.  563.226 
2  Claims.     (CI.  44 — 9) 
In  combination  with  a  cracked,  high  com- 
pression   motor    fuel    of    the    gasoline    type,    a 
small  quantity  of  a  stabilizer  soluble  therein  con- 
sisting of  a  leuco  anthraquinone  compound  having 
added  hydroxyl  radicals  at  positions  other  than 
the  9,10  or  "quinone"  carbons. 

2.  In  combination  with  a  cracked,  high  com- 
pression motor  fuel  of  the  gasoline  type,  a  small 
quantity  of  a  stabilizer  soluble  therein  consisting 
of  leuco-chinlzarian. 


2.016.649 
THERMIONIC  TUBE 
Henry  W.  Parker,  Toronto,  Ontario.  Canada,  as- 
signor to  Rogers  Radio  Tnbes,  Limited.  Toronto. 
Ontario.    Canada,    a    corporation    of    OnUrio. 
Canada 
Application  February  16,  1932.  Serial  No.  593.219 
4  Claims.     (CI.  250 — 27.5) 


1.  A  thermionic  tube  comprising,  an  enclosing 
envelope,  a  press  within  said  envelope,  a  screen 
grid  comprising  a  pair  of  metallic  ferrules  and  a 
metallic  mesh  therebetween  supported  by  said 
press,  a  control  grid  supported  by  said  screen 
grid,  a  cathode  within  said  control  grid,  an  anode 
supported  by  said  pre^^s  and  partially  surrounding 
said  screen  grid,  the  opening  in  said  anode  being 
bridged  by  a  conductor,  the  electrical  resistance  of 
which  is  much  higher  than  the  electrical  resist- 
ance of  said  anode. 


2.016.650 

CIGAR  ENVELOPING 

Mathlas  Pedersen.  Brooklyn,  N.  Y.,  assignor  to 

International    Cigar    Machinery    Company,    a 

corporation  of  New  Jersey 

Application  June  5.  1930.  Serial  No.  459.392 

6  Claims.     (CI.  93—2) 


1.  In  a  cigar  enveloping   machine,   the  com- 
bmatlon   with   a  support   for   a  cigar  encircled 
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by  an  envelope,  of  means  for  closmg  the  ends 
of  the  envelope  into  the  form  of  a  closed  vtr- 
Ucal  web.  and  cooperating  male  and  female 
fold  ng  dies  arranged  at  each  end  of  the  support 
to  engage  the  closed  vertical  web  to  flatten  it 
out  horizontally. 

2,016.651  _  ^^^ 

PROCESS  OF  CRACKING  LARGE  MOLECU- 
LAR HYDROCARBONS 
Henry  C.  Pennrich,  New  York,  N.  Y. 
Application  September  17.  1932,  Serial  No.  633,551 
4  Claims.     (CI.  196—48) 


^^^^ 


1    The   method   of   cracking   hydrocarbon   oil 
comprising  the  steps  of  mixing  fresh  charge  oil 
with  cracked  products,  passing  the  mixture  to  a 
vaporizing  zone  and  separating  vapors  and  gases 
from  unvaporized  liquid,  fractionating  the  over- 
head products  to  produce  a  primary  condensate 
a  lighter  secondary  condensate  and  mcondenslbie 
gases,  passing  the  primary  condensate  In  a  re- 
stricted stream  through  a  "acting  zone,  passing 
incondensible  gases  in  a  restricted  stream  through 
a  heating  zone  and  heating  said  gases  to  a  tem- 
perature sufficiently  high  to  adequately  crack  said 
primary  condensate,  admixing  said  heated  gases 
with  primary  condensate  entering  said  cracking 
zone  to  raise  said  primary  condensate  to  cracking 
temperature,  heating  said  lighter  secondary  con- 
densate in  a  restricted  stream  in  a  second  crack- 
ing zone  to  cracking  temperature,  admixing  all 
the  cracked  products  leaving  the  cracking  zones 
with  said  fresh  charge  oil  before  entenng  Into 
said  vaporizing  zone. 

2,016.652 

CHUCK 

Lora  E.  Poole.  Anderson,  Ind.,  assignor,  by  mesne 

assignments,   to  General   Motors  Corporation, 

Detroit.  Mich.,  a  corporation  «' J>ela^*7.-  .„ 

AppUcation  December  30.  1932.  Serial  No.  649,459 

Renewed  May  28.  1934 

11  Claims.     (CI.  279— 71) 

/« 


2,016.653 

DOOR  BARRING  DE\^CE 

Theodor  Reiner.  Munich,  Gf  ™ny     ,„ 

AppUcation  July  21,  1934,  Serial  No.  736,377 

In  Germany  September  29,  1932 

5  Claims.     (CI.  70—14) 


j>        >*     '  ^t 


1    A  door  lock  adapted  to  allow  the  door  to  be 
partly  opened,  comprising  in  combmatlon  a  cas- 
ing fixed  on  a  stationary  part  of  the  door  frame, 
a  plate  In  said  casing,  two  laterally  slotted  barr  ng 
staples  in  said  casing,  one  of  said  staples  being 
stationary  and  the  other  capable  of  limited  axial 
movement  and  guided  In  said  plate  a  latch  frame 
mounted  on  the  door,  an  upper  sliding  bolt  m  said 
casing  adapted  to  engage  in  the  slot  in  said  sta- 
tionary staple  when  the  door  is  closed,  and  a  lower 
sliding  bolt  adapted  to  engage  In  the  slot  In  said 
movable  staple  when  the  door  is  closed,  means  for 
shifting  said  upper  bolt  to  disengage  from  sa^d 
stationary  staple  and  means  for  connecting  said 
upper  bolt  with  said  lower  bolt  after  ^Id  upper 
bolt  has  been  shifted  a  predetermined  distance 
to  disengage  said  lower  bolt  from  said  movable 
staple  to  allow  the  door  to  be  completely  opened. 


2,016.654 
FLUID  PRESSURE  OPERATING  MEANS  FOR 
BORING  MACHINES      ^    ,  ^       . 

Leo  C.  Shippy.  Lockport.  N.  Y..  ^^^  J^^V*;^^^ 
Holmes.  Anderson.  Ind..  assignors,  by  mesne 
assignments,  to  General  Motors  Corporation. 
Detroit.  Mich.,  a  corporation  of  Pe*^*",,,. 

Application  September  29  1932.  Senal  No.  635,316 
8  Claims.     (CI.  60—52) 


11  A  chuck  comprising,  in  combination,  a 
frame  member  providing  cams;  another  mem- 
ber providing  recesses,  one  of  said  members  be- 
ing journaled  on  the  other  member;  jaws  mov- 
able within  said  recesses  and  cooperatmg  with 
said  cams;  plates  at  the  ends  of  both  members 
for  preventing  longitudinal  movement  of  either 
member  relative  to  the  other  member  one  oi 
^Id  plates  having  a  larger  area  than  the  other 
Sate  whereby  the  excess  area  of  said  one  plate 
?e?ves  as  a  work  locator  prior  to  the  gripping  of 
the  work  by  the  jaws;  and  means  for  causing 
relative  rotation  between  both  members. 


^ts 


1    In  combination  with  a  fluid  pressure  oper- 
ated motor,  means  continuously  delivering  a  first 
fluid  under  pressure  adapted  to  operate  the  motor 
in  one  direction ;  means  maintaining  a  second  fluid 
under  substantially  constant   and   less  pressure 
than  the  first  fluid,  said  second  fluid  permanently 
tending  to  operate  the  motor  In  the  opposite  di- 
rection; means  for  admitting  the  first  fluid  to  and 
intercepting  the  same  from  the  motor;   and  ^ 
instrumentality  including  a  single  valve  subjected 
to  the  pressures  of  both  fluids  and  responsive  to 
a  preassigned  pressure  ratio  between  both  fiuids 
for  by-passing  the  first  fluid  past  the  motor. 
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2,016.655 

TOASTER 

J«lm  R.  Skorerski,  Berkeley.  Calif.,  assisnor.  by 

MCMie  aarij^mneBts,  to  Marraret  Roberts.  San 

Francisca.  Calif. 

Application  January  20.  1931.  Serial  No.  509.990 

Renewed  July  29.   1935 

4  Claims.     (CI.  219—19) 


I.  A  toaster  compriaio^  a  turntable,  meacs  tor 
rotatixig  the  table,  a  plurality  of  eloa«:ated  heat- 
ing elements  mounted  on  the  table,  a  stripper 
slidable  along  each  of  said  elements,  a  cam 
mounted  adjacent  said  table,  a  cam  follower 
mounted  on  the  table  adjacent  each  of  said  ele- 
ments for  riding  oa  said  cam  during  selected  por- 
tions of  the  table  movement,  and  means  con- 
nected with  said  cam  for  a/'»i?ftHr>g  the  strippers 
of  successive  elements  as  the  followers  ride  in 
succession  over  the  cam. 


2  OiaS56 

FILM  DRIVING  MEANS  FOR  SOUND 

RECORDING  CAMERAS 

John  L.  Spence.  Jr..  New  York.  N.  T.,  asaignor, 
by  mesne  assignments,  to  Remac  Patents  Cor- 
poration. New  York,  N.  Y.,  a  cerporaUon  of 
New  Yark 

AppUcation  June  1,  1931.  Serial  No.  541,394 
17  Claims.     (CI.  271—2.3) 
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1.  A  ccwitrol  mechanism  for  a  movable  film 
ccxnprising  in  combination  a  housing  having 
shafts  rigid  therewith,  spaced  supporting  rollers 
mounted  on  two  of  said  shafts  for  urging  parts  of 
a  film  in  one  direction,  another  roller  mounted  on 
another  of  said  shafts  and  spaced  from  said  first 
rollers  for  urging  another  part  of  a  film  in  the 
opposite  direction,  and  yieldable  control  means 
engaging  tlM  periphery  of  said  second  roller. 


2,016.657 
METHOD  OF   MAKING  BOARDS 
Edwin  H,  Streetcr.  Everett.   Wash..  assii:nor.  by 
metne  assignments,  to  Masonite  Corporation, 
Laaret  Miss.,  a  corporation  of  Delaware 
No  Drawing.    Application  May  9.  1929.  Serial  No. 
361,564.    Renewed  June  13,  1932 
7  Claims.     <CI.  92—39) 
1.  The  method  of  making  fiber  boards  which 
comprises  forming  a  pulp,  shaping  the  pulp  into 
sheets  containing  from  50  to  60  percent  moisture, 
superimposing  a  plurality  of  such  sheets  on  each 
other,  and  simultaneously  pressing  and  heating 
the  superimposed  sheets  to  remove  a  portion  of 
the  moisture  and  unite  them  to  each  other  and  to 
dry  the  homogeneous  sheet  so  formed  to  its  final 
moisture  content. 


2,016.658 

CHLORINATION    OF    HYDROCARBONS 

Heinrich  Tramm.  Oberhaosen-Hdltea,  Germany, 

assignor     to     Ruhrchemie     AktlengeseUschaft, 

Ot>erhaq»en-Holten,  Genaany 
No    Drawing.      Application    November    9,    1932. 

Serial  Na.  641,886.     In  Germany  November  13, 

1931 

9  Claims.     (CL  2«0— 166) 

1.  The  method  of  produdng  chlorine  com- 
pounds of  acetylene,  comprising  heating  a  oor- 
maily  gaseous  saturoted  hydrocarbon  in  such 
manner  as  to  cause  decoaapositkMi  under  forma- 
tion of  a  high  percentage  of  hydrosen  and  ap- 
preciable amounts  of  acetylene,  and  acting  on  Um 
gas  mixture  thus  formed  with  chlorine  in  the 
presence  of  a  chlm-inatlon  catalyst. 


2J16.6S9 

INTERNAL  CALIPER  GAUGE 

Clarenee  W.  Tydeman.  Bnglewood,  Colo. 

AppUcation  November  9.  1931,  SerUl  No.  573.764 

ISCIafaBS.     (CI.  33— 178) 


1.  A  device  for  measuring  the  diameter  of  a 
cylindrical  opening  coraprisinK.  in  combination, 
an  elongated  body  member  adapted  to  be  Inserted 
into  the  opening,  an  indicator  secured  to  the  body 
member,  two  aligned  contacts  for  making  eng«\ge- 
ment  with  the  opening  wall  at  diametrically  op- 
posed points,  one  of  the  contacts  being  removably 
secured  to  the  body  member  and  normally  sta- 
tionary with  respect  thereto,  the  other  contact 
being  movable  transversely  of  the  body  member,  a 
centering  plate  movably  connected  with  the  body 
member,  said  plate  having  an  opening  through 
which  the  movable  contact  passes,  a  spring  means 
associated  with  the  centering  plate  for  urging  It 
outwardly,  another  spring  means  associated  with 
the  movable  contact  for  moving  It  outwardly. 
means  for  transmitting  motion  from  the  movable 
contact  to  the  Indicator,  and  means  for  simul- 
taneously retracting  the  centering  plate  and  the 
movable  contact  to  facilitate  the  insertion  and 
the  removal  of  the  measurtr^g  device  into  and 
from  the  opening. 
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2,016,660 

APPARATUS  FOR  MEASURING   RATE  OF 

COOLING 

Walter  S.  Weeks,  Berkeley,  C a Uf. 

Application  December  28,  1931.  Serial  No.  583.475 

5  Claims.      (CI.  73—32) 


l4  'a  >  4'^ 

4  A  coolometer  comprising  a  heat  conducting 
core  a  Wheatstone  bridge  having  its  arms 
wound  on  said  core  in  spaced  coils,  a  hfat  con- 
ducting flange  on  the  core  between  each  of  said 
coi's  and  a  heat  conducting  shell  extending  over 
all  of  the  coils  and  contacting  with  said  flanges. 


of  the  automobile,  said  means  for  moving  sa^ 
roUs  outwardly  being  reversible  to  move  said  roiis 
inwardly  to  disengage  them  from  said  automo- 
bile wheel  tires,  said  pivotal  means  being  adapted 
to  position  said  rolls  relatively  to  said  automobile 
wheel  tires  and  said  frame -supporting  wheels  to 
thereby  transmit  rotary  motion  from  said  frame- 
supporting  wheels  to  said  automobile  wheels  and 
resilient  means  which  permit  the  arrest  of  the 
movement  of  the  rolls  in  the  event  either  or  both 
of  said  rolls  engage  an  obstruction  during  tneir 
longitudinal  outward  movement  by  said  means 
said  resilient  means  being  adapted  to  force  said 
rolls  to  their  extreme  outward  position  upon  dis- 
engagement with  the  obstruction. 


2.016.661 
AMUSEMENT  AND  SKILL  GAME 

Sanford  E.  White,  S*"**,**®"*/^*' ^*"';o  -<«- 
AppUcation  December  n,  1984    SerUl  No.  759.366 
6  Claims.     (CI.  27S— 105) 


I  In  a  game  apparatus,  a  structure  providing 
a  series  of  openings  into  which  balls  can  be  cast. 
means  a&sociated  therewith  for  indicating  a  pre- 
Slected  opening  into  which  a  ball  is  to  b*"  cast 
by  the  player,  means  for  indicating  a  prize  corre- 
sponding with  said  preselected  opening,  means 
associated  with  said  opening,  operable  by  a  ball 
cast  thereinto,  for  causing  the  operation  of  said 
orize  indicating  means,  and  connections  operable 
by  said  ball  for  changing  said  preselected  open- 
ing with  each  prize  winning  play. 


2,016.662 

VEHICLE  HANDUNG   AND  STORING 

APPARATUS 

Wfliiam  J.  Aitken.  Chicago.  HI. 

AppUcation  November  4.  1933.  Serial  No.  696,636 

9  aalms.     (CI.  254—35) 


1  A  parker  for  handling  an  automobile  and 
comprising  a  frame,  supporting  wheels  for  said 
frame  power-driven  means  on  said  frame  lor 
driving  said  wheels,  power-transmitting  rolls, 
means  pivotally  supporting  said  rolls  on  sad 
frame  said  rolls  being  slidably  mounted  on  said 
pivotal  means  and  normally  out  of  contact  with 
said  frame-supporting  wheels,  means  for  moving 
said  power-transmitting  rolls  outwardly  to  en- 
gage the  tires  of  a  pair  cf  axially-allgned  wheels 


2.016.663 

SHUTTLE  TENSION 

Edward  Bloom.  Pateraon,  N.  J. 

AppUcation  April  19,  1533,  Serial  No.  666,793 

1  Claim.     (CL  139-^14) 


tt^m       u 


In  combination,  a  shuUle  body  having  an 
opening  at  one  side  thereof  and  a  hole  reaching 
from  said  opening,  said  body  also  having  a  ail- 
ing outlet,  a  wound  package  in  said  body,  a  pin 
in  said  opening  having  one  end  entered  into 
the  hole  a  filling  guiding  and  tensioning  mem- 
ber sUdaWe  on  the  pin  and  normally  maintain- 
ing a  bend  in  the  filling  between  the  package  and 
outlet,  a  spring  resisting  movement  of  said  mem- 
ber in  tlie  direcUon  to  straighten  s€ud  bend,  and 
removable  means  engaging  the  pin  and  retaining 
it  in  the  hole. 


2,016.664 

GARMENT 

Henry  Brewster,  Long  Beach,  N.  Y. 

AppUcation  Aagust  28,  1932.  Serial  No.  686.341 

14  Claims.     (CI.  2—112)    , 


7^-lr 


1  A  garment  having  a  waist -length  with  fas- 
tening elements  thereat,  said  garment  including 
means  tx)  relieve  strain  under  bending  movement 
of  the  wearer,  said  means  including  correspond- 
ing pockets  adjacent  the  respective  fastening  ele- 
ments and  opening  toward  the  latter,  on  the  same 
side  of  the  garment  one  side  of  each  pocket  con- 
tinuous with  the  body  of  said  garment,  the  other 
side  of  each  pocket  having  one  of  the  fastening 
elements  associated  therewith. 


2.016,665 

BOOK   HANGER 

Paine  L.  Bush.  Dallas,  Tex. 

Application  Aprfl  28,  1933,  Serial  No.  668^07 

5  Claims.     (CI.  129—38) 
4    In  a  book  hanger,  a  ciamp  having   a  re- 
silient  hook-Uke   member   extending   outwardly 
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therefrom,  said  resilient  member  having  opposite 
laterally  projecting  claws  at  its  outer  end,  the 


ends  of  said  claws  being  shaped  to  form  pivotal 
points  of  suspension  for  the  clamp. 


2.016.666 

COLORED  PHOTOGRAPH  AND  METHOD  OF 

MAKING  SAME 

WUlimm  T.  Crespliiel.  Los  Anf eles,  Calif.,  asslrnor 

to  Cinecolor  Inc..  a  corporation  of  California 

AppUcation  December  2.  1932.  Serial  No.  645.439 

13  Claims.     (CL  95—2) 


/«W"-'»^«    *•••«    4r»»n«>  /^^^ 


1 .  In  a  colored  photograph  the  combination  of : 
a  transparent  base;  an  Iron -toned  blue  image 
carried  by  said  transparent  base ;  and  a  mercury- 
toned  yellow  image  carried  by  said  transparent 
base  and  in  registry  with  said  first  Image,  said 
mercury  toned  yellow  image  having  a  magenta 
basic  dye  mordanted  thereon. 

12.  The  step  in  dye- toning  a  developed  photo- 
graphic image  which  consists  In  treating  said 
developed  image  with  pepsin  prior  to  said  dye- 
toning  operation. 


2.016.667 

PORTABLE  EARTH  BORING  MACHINE 

John  H.  Crowell,  Houston.  Tex. 

Application  October  16.  1933.  Serial  No.  693,797 

3  Claims.     (CI.  255—67) 


F- 


t\ 


w 


1.  A  portable  drilling  machine  comprising  a 
frame,  a  housing  supported  on  said  frame,  a 
downwardly  extending  drive  shaft  on  said  hous- 
ing, means  in  said  housing  to  rotate  said  shaft,  a 
chuck  on  said  shaft  Including  a  cylindrical 
sleeve  having  opposed  keyways  therein,  a  drill 
bit,  a  sectional  drill  rod  connected  therewith 
to  rotate  the  same,  and  couplings  between  the 


sections  of  said  rod  having  lateral  ribs,  said 
couplings  being  formed  to  fit  said  chuck  to  en- 
gage said  ribs  in  said  keyways. 


2.016.668 

CHEMICAL  SPRINKLER  UNIT 

OrviUe  E.  Current  and  Arthur  J.  Earl. 

Des  Moines.  Iowa 

AppUcaUon  July  24.  1933.  Serial  No.  681,824 

11  Claims.     (O.  169—26) 


It 


4.  In  a  chemical  sprinkler  unit,  a  container 
having  an  Inset  removable  top.  an  annular  flange 
projecting  above  the  top.  a  supporting  bracket 
adapted  to  be  secured  to  a  ceiling  of  a  ro«m  hav- 
ing portions  received  within  said  flange,  means 
for  detachably  connecting  the  flange  with  the 
bracket  whereby  the  container  can  be  mounted 
on  a  celling  with  the  flange  snugly  engaging  the 
celling  and  thus  preventing  the  admission  of  dirt 
into  the  container  and  yet  permitting  the  ready 
disassembly  of  the  container  from  the  bracket 
and  removal  of  the  top  for  recharging  the  con- 
tainer, said  container  having  a  plurality  of  ojsen- 
ings  in  its  lower  end  for  discharging  a  Are  ex- 
tinguishing chemical,  a  frangible  container  for 
chemical  received  within  the  first  container  and 
means  for  breaking  the  frangible  container  when 
a  given  temperature  Is  reached  In  the  vicinity 
of  the  device. 

5.  In  a  chemical  sprinkler  unit,  a  container 
having  portions  at  its  lower  end  successively  re- 
duced In  diameter  and  provided  with  discharge 
openings  in  their  side  walls,  a  frangible  recep- 
tacle in  the  upper  part  of  the  container,  a  spring 
tensioned  breaker  in  the  lower  part  of  the  con- 
tainer below  the  frangible  receptacle  and  adapt- 
ed when  relesised  from  tension  to  effect  discharge 
of  the  contents  of  the  receptacle,  means  for  hold- 
ing the  breaker  in  tensioned  position  Including 
an  element  sUdably  mounted  in  the  wall  of  the 
container  at  the  bottom  thereof  and  projecting 
alongside  one  of  the  reduced  portions  within  the 
circumferential  outline  of  the  main  portion  of  the 
container,  a  catch  and  fusible  means  for  connect- 
ing the  catch  to  such  projecting  portion,  said  pro- 
jecting portion  and  catch  being  arranged  so  that 
they  do  not  project  below  the  lowermost  part  of 
the  container  and  are  thus  protected  from  acci- 
dental Injury. 


2.016669 
IGNITION  APPARATUS 
Charles  Hall  Daris,  Jr.,  Anderson.  Ind.,  assignor, 
by  mesne  assirnments.  to  General  Motors  Cor- 
poration. Detroit,  Mich.,  a  corporation  of  Dela- 
ware 
AppUcation  February  11.  1932.  Serial  No.  592.289 
9  CUIms.     (CI.  287—53) 
7.  In  a  device  of  the  character  described,  the 
combination  comprising;  a  shaft  having  an  ex- 
pansible end:  a  cam  adapted  to  fit  over  the  ex- 
pansible end:  a  wedge;  means  cooperating  with 
the  wedge  for  locking  the  cam  to  the  shaft:  and 
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spline  connections  between  the  w^Kf  and  the 
cam  located  beyond  the  expansible  end  of  the 


device  follow  alternately  upon  f^^h  other  and  to 
continued  succession,  of  means  for  controUmg  the 
time  interval  of  actuation  of  said  device  and  the 
SI  in^'S^al  of  inaction  of  said  device^  said  meam 
including  a  circuit  in  ^^ch  is  included  a  s^u^^^^ 
of  uni-directional  current  and  an  i°^^."y^^^"J°. 
ing  having  a  core  of  magnetic  material  related 


shaft  to  provide  a  positive  driving  relation  be- 
tween the  cam  and  the  wedge. 


2.016.670 
SAMPLING  DEVICE 

Weston  W.  Fassett.  G«n»*^',^"'cKc  la^ 
Application  February  10.  1933^rial  No.  656.183 
4  Claims.     (CI.  73— 21) 


thereto,  and  means  for  repeatedly  energizing  said 
circuit  with  a  current  flow  m  such  a  direction 
that  thp  rising  current  through  said  inductive 
wtoding  is  m  opiisition  to  the  remanent  mag- 
neTisS  of  said  co^.  and  means  operating  in  sub- 
stantial synchronism  3,ith  the  periodic  ene^^. 
tion  of  said  Inductive  winding  for  controlUng  said 
signaling  device. 


2,016.672 
ELECTRIC  TIME  DELAY  APPARATUS 
Frank  W    Godsey.  Jr.,  New  Haven.  Conn     as- 
signor to  T^Safety  Car  Heating  &  Lightmg 
Company,  a  corporation  of  New  Jersey 
Application  January  26.  193*    Senal  No.   -08,388 
*^  18  Claims.     (O.  175—373) 


4   In  a  portable  proportional  sampler  for  liq- 
uids a  section  tube  for  extension  into  a  weU:hed 
m^^Sf^Suld  to  be  sampled,  a  P^st^n  operative  in 
Sid  tube  and  movable  from  the  intake  «id  there- 
of for  drawing  a  sample  charge  of  the  liquid  Into 
?he  tube  fTom  the  miss  of  Uquid.  means  for  me- 
chlnical  operation  to  effect  said  sampUng  move- 
mem  of  the  piston,  and  indicator  means  associ- 
ated with  the  piston  moving  means  and  includ- 
fng  a  plurahty  of  scales  suitably  caUbjated  so  as 
to  be  adapted  by  changed  position  to  indicate 
J^er'en^iXlhe  movement  reqv^^^^^^^^^ 
ing  samples  of  different  predetermined  size  ratios 
a^  chared  with  the  different  sized  quantities  of 
liquid  being  sampled. 


2.016.671 

METHOD  AND  APPARATUS  FOR 

ELECTRICAL  CONTROL 

w^     1.  «T    r^<wia«>v    Jr     New   Haven,   Conn.,   as- 

rnmoanv  a  corporation  of  New  Jersey 

18  Claims.     (CI.  177 — ic^) 

s    Tn  a  signaling  device  which  is  to  be  operated 
so  thSperiSSs  of  Ictuation  and  of  Inaction  of  said 

450  O.  O.— 22 


1.  In  apparatus  of  the  character  described   in 
combination    a  source  of  direct  current,  a  flux - 
reSons?ve  control  member  movable  Into  either  of 
[Xo5tiorS!andmeansforcontrollingthele^^ 
of  the  time  intervals  during  which  said  mem^r 
occupies   said    positions.    ^^^  means    mcludmg 
maanptic-flux-producing    means,    said    memoer 
S^tnS  expos^  to  the  flux  thereof,  an  iron  core, 
f  wfndinT  Sout  the  latter  and  capable    when 
iZ^Li,  to  magnetize  said  core,  and^id  core 
Hpinff  raoable   when  said  winding  is  deenergizeu, 
orrltatnfng  residual   magnetism,   said  wmding 
hiine  Dositioned  to  affect  the  flux  of  said  flux- 
Sici^g  means,  and  means  for  sending  current 
t^S^^LS  wfnding  from  said  source  in  a  direc- 
tfonTovercome  the  residual  magnetism  In  said 
core. 
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2  016  673 

AUTOMATIC  OILER  FOR  DEEP  WELL 

TURBINE  PUMPS 

James   M.   Halt,    Alhambra.    Calif.,    assignor    to 

Food  Machinery  Corporation.  San  Jose,  Calif.. 

a  corporation  of  Delaware  ,->.  o^^ 

AppUcation  July  25,  1934,  Serial  No.  736,866 

10  Claims.     (CI.  184—6) 


1  In  a  deep  well  pump,  a  vertical  line  shaft, 
a  bearing  therefor,  a  power  unit  associated  with 
said  shaft  for  driving  the  same,  a  fan  operatively 
associated  with  said  power  unit,  and  oil  supply 
means  actuatable  by  the  air  currents  set  up  by 
said  fan  to  supply  oil  to  said  bearing. 


2.016.674 

CENTRIFUGAL  CAST  IRON  PIPE 

Matsujiro  Hamasumi,  Sendal,  Japan 

No    Drawing.      AppUcation    November    11,    1933, 

Serial   No.   697.695.     In   Japan   December   12, 

1932 

5  Claims.     (C\.  29—182) 

3  A  centnfugaily  cast  iron  pipe  directly  pro- 
duced as  a  finished  unchilled  product  in  a  single 
trough,  comprising  in  combination,  an  outer  work- 
able layer  of  a  cast  iron  carbon-silicon  alloy  which 
without  annealing  is  free  from  any  chilled  effect 
directly  when  cast,  and  an  inner  layer  of  gray 
cast  iron  which  is  thicker  than  the  outer  layer. 


2.016.675 

REFRIGERATING  CABINET 

George  V.  Hammack,  Kansas  City,  Mo.,  assignor 

of  one-half  to  Joe  C.  Shryock.  Odessa,  Mo. 

AppUcation  July  11,  1931,  Serial  No.  550,068 

Renewed  October  20,  1933 

4  Claims.     (CI.  220—85) 


connection  with  and  removable  over  the  upper 
end  of  said  ice  cream  can  and  removably  fitted 
in  said  container  and  having  an  annular  periph- 
eral flange  which  includes  a  flexible  ring  of  heat 
insulating  material  the  peripheral  portion  of 
which  engages  and  is  wholly  supported  by  the 
inner  periphery  of  said  container. 

2.016.676 

ATTACHMENT  FOR  RELO.\DING  TOOLS 

Eugene  E.  Hess,  Las  Cruces.  CaUf. 

AppUcation  December  10.  1934,  Serial  No.  756,848 

2  CUUms.      (CI.  86—25) 


1.  In  a  refrigerating  cabinet,  the  combination 
with  a  can  container  having  an  open  upper  end, 
and  an  ice  cream  can  mounted  in  and  spaced 
from  the  inner  periphery  of  said  container  and 
removable  therefrom  through  the  upper  end 
thereof   of  a  collar  having  telescopic  removable 


1.  Two  companion  vertically  disposed  barrels, 
means  uniting  said  barrels  as  a  unit,  one  of  sad 
barrels  constituting  a  reservoir  for  containing  a 
lubricant  and  the  second  barrel  including  an  at- 
taching part  having  externally  screw  threaded 
ends  whereby  to  connect  it  to  the  latter  barrel 
and  the  combination  of  barrels  to  a  reloading  tool, 
said  attaching  part  having  a  bullet  sizing  and 
greasing  die  provided  with  an  axial  bore  screwed 
thereinto,  means  fluidly  connecting  the  interior 
of  said  lubricating  barrel  with  the  bore  of  said 
die.  a  closure  for  said  lubricating  barrel,  a  screw 
adjustably  mounted  in  said  closure,  a  valve  struc- 
ture carried  by  said  screw,  said  valve  structure 
thru  the  medium  of  said  screw  exerting  a  pressure 
on  said  lubricant  whereby  to  force  it  from  said 
lubricating  barrel,  thru  said  connecting  means, 
into  the  grease  grooves  of  a  bullet  momentarily 
projected  Into  said  die,  and  means  mounted  In 
the  second  barrel  yieldably  opposing  the  project- 
ing of  said  bullet  in  said  die. 

2016.677 
ELECTRODEPOSITION  OF  CHROMItTM 
Oskar    Krftmer.    Leipxlff,    Germany,    assirnor 
Theodor  Haebler.  New  York,  N.  Y. 
No  Drawing.     AppUcation  May  31,  1932, 
Serial  No.  614.631 
7  Claims.      (CI.  204—1) 
1    A  chromic  acid  bath  for  electrodepositlon  of 
chromium  having  in  solution  during  electrolysis, 
chromic  acid  and  more  than  two  per  cent,  of  sul- 
phate radical  or  equivalent  based  on  the  amount 
of  chromic  acid   in   solution,   and   also  approx- 
imately one-half  of  one  per  cent,  of  KCN  and 
one-half  per  cent,  of  KC^HsOg. 

2.016.678 

TUBE   CLOSURE 

Demetrius  P.  Loomis,  Baltimore,  Md. 

AppUcation  December  11.  1934.  Serial  No.  757.003 

4  Claims.     (CI.  221—60) 

1.  A  closure  of  the  class  described  comprising 

in  combination  a  neck  having  a  plurality  of  pins 


to 
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mounted  on  the  exterior  thereof,  a  cap  mounted 
over  the  neck  having  depending  arms  with  slots 
that  engage  over  the  said  pins,  said  cap  having 
an  orifice -closing  element  for  closing   the  neck 
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mouth,  and  a  tension  spring  mounted  on  the  pins 
having  its  central  body  portion  engaged  around  a 
portion  of  the  cap  to  keep  the  latter  in  tension 
contact  with  the  mouth  of  the  neck. 


2.016,679 

INTERLOCKING   JEWELRY  ORNAMENT 

Maurice  A.  Mayer.  West  Los  Angreles.  CaUf. 

AppUcation  May  18,  1935,  Serial  No.  22,159 

4  Claims.     (CI.  63—15) 


1.  A  Jewelry  ornament  comprising  a  pair  of 
end  bases  having  outer  edges  approximately  in 
planes  extending  transversely  of  the  ornament 
and  having  the  Inner  edges  formed  of  regular 
alternate  depressions  and  projections,  and  one 
or  more  intermediate  elements  having  opposite 
edges  formed  of  regular  alternate  depressions  and 
projections  Interfltting  with  the  inner  edges  of 
the  end  bases. 


2.016680 
ENGINE 
Andre  J.  Meyer,  Detroit,  Mich.,  assignor  to  Con- 
tinental Motors  Corporation,  Detroit,  Mich.,  a 
corporation  of  Virginia 
AppUcation  October  8,  1931.  Serial  No.  567,667 
U  Claims.     (CI.  123—171) 


1.  A  cylinder  head  structure  for  an  internal 
combustion  engine  of  the  sleeve  valve  type  hav- 
ing a  cylinder  and  including  a  re-entrant  cylin- 
der head  portion  depending  within  and  spaced 
from  the  cylinder  to  provide  a  sleeve  pocket  and 
provided  with  a  combustion  chamber  communi- 
cating with  the  cylinder,  means  carried  by  the 
head  for  dissipating  heat,  and  fins  connecting  the 
side  wall  of  the  combustion  chamber  with  the 
inner  wall  of  the  sleeve  pocket  for  conducting  heat 
to  said  heat  dissipating  means. 


2.016.681 
PERFORATED    RECORD    CARD 
Albert  Washington  Mills,  East  Orangre,  N.  J.,  as- 
signor, by  mesne  assignments,  to  International 
Business    Machines    Corporation,    New    York, 
N.  Y.,  a  corporation  of  New  York 
Application  April  23,  1932,  Serial  No.  607,114 
1  Claim.      (CI.  235—1) 


illiiiiltiaMillliMlllll^lirAltllHll 

uti«i<'aiiiii  \tm  111  iiMiuAuAutt 


A  record  card  for  controlling  accounting  ma- 
chines provided  with  columns  each  having  a 
plurality  of  value  positions,  said  card  being  pro- 
vided with  a  plurality  of  separate  perforations 
at  one  of  said  positions  in  a  column  for  control- 
ling a  machine  in  accordance  with  the  value  cor- 
responding to  said  position. 


2.016.682 
PRINTING  MECHANISM 
Albert  W.  MiUs,  East  Orang:e,  N.  J.,  assignor,  by 
mesne  assignments,  to  International  Business 
Machines  Corporation,  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
AppUcation  September  24.  1932.  Serial  No.  634,690 
10  Claims.     (CL  101—93) 


1.  In  a  machine  of  the  class  described,  a  type 
bar,  a  type  head  slidably  carried  thereby  which 
comprises  a  plurality  of  groups  of  type,  means 
for  moving  said  bar,  means  for  intercepting  said 
bar  to  select  the  type  elements  of  one  group  for 
printing  action,  and  electrically  controlled 
means  for  causing  a  sliding  action  between  said 
type  bar  and  said  tjnpe  head  before  said  bar  is 
moved  whereby  said  intercepting  means  will  se- 
lect the  type  elements  of  another  group  for  print- 
ing action. 


2,016.683 

FISHING  TOOL 

Ralph   E.  Moore.  Hattiesburg.  Miss.,  assig^nor  to 

Alfred  S.  Black,  trustee  for  Oil  Well  Recovery 

Corporation,  Hattiesburg,  Miss. 

AppUcation  May  21,  1934.  Serial  No.  726,856 

11  Claims.     (CI.  294— 88) 
1.  In  a  fishing  tool  a  tool  body,  a   drill  stem 
rotatably  connected  thereto,  separate  actuating 
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means  in  the  body  operated  by  fluid  under  pres- 
sure, a  gripping  member  movably  connected  to 
the  body  and  to  one  actuating  means,  a  locking 
member  therefor  movably  coxmected  to  the  body 


and  to  the  other  actuating  means,  and  means  op- 
erated by  the  rotation  of  the  stem  relative  to  the 
body  for  controlling  the  flow  of  fluid  under  pres- 
sure to  said  actuating  means. 


2.01MS4 
PRINTING  MECHANISM 
Edward  J.  Rabenda,  Binghamton,  N.  T.,  assignor 
to  International  Business  Machines   Corpora- 
tion. New  York,  N.  Y.,  a  corporation  of  New 
York 
AppUcaUon  March  29,  1934.  Serial  No.  717,934 
6  Claims.     (CL  101—93) 


ct«  Ur'-d  c^"-^ 


1.  In  a  machine  of  the  class  described,  type 
bars,  means  for  differentially  positioning  said 
bars  to  print  data  representative  of  numerical 
values,  means  for  determining  the  position  of 
the  highest  significant  figure  to  be  printed,  and 
means  controlled  thereby  for  causing  the  print- 
ing of  a  predetermined  symbol  In  orders  higher 
than  that  of  the  said  significant  figure. 


2.016.685 
OXFORD  EYEGLASSES 
Wayne  S.  Searles,  Providence,  R.  I.,  assignor  to 
Universal  Optical  Corporation,  a   corporation 
of  Rhode  Island 
Application  January  18,  1933.  Serial  No.  652,310 
7  Claims.      (CI.  88 — 44) 
1.  Eyeglasses  comprising  a  pair  of  lenses,  rims 
for  the  lenses,  a  resilient  bridge  connecting  said 
rims,  a  catch  on  one  rim,  and  retaining  means  on 
the  other  rim  provided  with  means  for  receiving 


the  catch  either  at  right  angles  or  In  a  plane  par- 
allel to  the  plane  of  one  of  the  lenses  and  re- 
leasing the  same  in  a  plane  parallel  to  the  plane 
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of  one  of  the  lenses,  said  retaining  means  com- 
prising a  body  having  guiding  surfaces  to  direct 
the  catch  Into  desired  position. 


2.016,686 
PUNCH 
Irving   B.    Knutson.    Chicago,   III.,    assignor,   by 
mesne  assignments,  to  International  Basineat 
Machines  Corporation.  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
ApplicaUon  October  4.  1932.  SeHal  No.  636,129 
10  Claims.     (CI.  164—115] 


1.  In  apparatus  for  punching  cards  to  record 
data  successively  in  different  card  fields,  punches, 
duplicating  means  to  control  the  punching  In 
accordance  with  a  pattern,  means  for  moving 
said  pattern  step  by  step  to  successive  positions, 
means  comprisini?  selectively  settable  switching 
devices  positionable  to  effect  duplicating  punch- 
ing operations  In  certain  fields  and  further  means 
also  comprising  selectively  settable  switching  de- 
vices positionable  to  cause  automatic  skipping 
of  fields  in  which  no  pimchlng  is  to  be  effected. 

2.016.687 
LOCK 
Alfred  L.  Sprecker.  Freeport,  N.  Y.,  assignor,  by 
mesne  assignments,  to  International  Business 
Machines    Corporation,    New    York,    N.    Y.,    a 
corporation  of  New  York 
Application  December  28.  1932,  Serial  No.  649,123 
5  Claims.     (CI.  70— 72) 


1.  A  lock  comprising  a  bolt  structure,  key  re- 
ceiving means  for  operating  said  bolt  structure 
and  means  operable  by  the  insertion  of  a  certain 
key  in  the  key  receiving  mesuis  for  rendering  the 
operation  of  the  bolt  In  one  direction  only  by  the 
key  receiving  means. 


OCTOBEB  8, 1835 


U.  S.  PATENT  OFFICE 


337 


2,016,688 
TRAVELING  BAG 
Fred  D.  SteUjes,  Newark,  N.  J.,  assignor  to  T.  &  L. 
Company  Incorporated,  Newark,  N.  J.,  a  corpo- 
ration of  New  Jersey 
AppUcation  January  2,  1934,  Serial  No.  704,901 
6  Claims.     (CI.  190 — 41) 


1.  In  a  traveling  bag  having  a  main  body  por- 
tion and  a  cover  connected  to  said  body  portion 
by  hinges,  plates  attached  to  the  side  walls  of 
the  cover  remote  from  said  hinges,  side  arms  piv- 
otally  mounted  on  said  plates,  an  angle  plate  hav- 
ing an  aperture  attached  to  one  of  said  plates,  an 
angle  plate  having  a  slot  attached  to  the  other 
plate,  a  cross-bar  mounted  on  said  angle  plates, 
the  free  end  of  one  side  arm  having  an  aperture 
therein,  a  resilient  extension  attached  to  the  free 
end  of  the  other  side  arm.  said  extension  having  a 
groove  conununicating  with  an  aperture,  a  cross- 
bar having  pins  at  each  end  adapted  to  enter 
the  aperture  in  one  side  arm  and  pass  through 
the  groove  and  enter  the  aperture  in  the  extension 
of  the  other  side  arm. 


2,016.689 

8UCING  MACHINE 

Thomas  H.  Strachan,  Dayton,  Ohio,  and  William 

Gumprich,  Brooklyn,  N.  Y.,  assignors,  by  mesne 

assignments,    to    The    Hobart    Manufacturing 

Company,  Troy.  Ohio,  a  corporation  of  Ohio 

AppUcation  July  10,  1931.  Serial  No.  549.889 

5  Claims.     (CI.  146—102) 


1.  A  slicing  machine  comprising  a  generally 
vertical  knife,  a  gage  plate  alongside  and  gener- 
ally parallel  to  the  knife,  a  carriage  having  an 
underlying     article     supporting     surface,     pivot 


means  mounUng  the  carriage  to  reciprocate  across 
the  gage  plate  and  knife  to  cause  the  knife  on 
the  forward  stroke  of  the  carriage  to  cut  a  slice 
from  the  article,  a  clamp  for  gripping  an  article 
against  said  carriage  surface,  a  carrier  for  the 
clamp,  a  pivotal  connection  between  the  carrier 
and  carriage  having  its  effective  rocking  axis 
extending  generally  horizontal,  angularly  to  the 
gage  plate  and  knife  and  in  a  plane  adjacent  the 
plane  of  the  lowest  position  of  the  clsimp,  and  a 
handle  on  said  carrier  adjacent  said  pivot  axis 
and  remote  from  the  clamp  to  which  continuous 
pressure  is  applied  in  the  direction  of  forward 
movement  of  the  carriage  to  first  rock  the  carrier 
about  said  axis  to  engage  the  clamp  with  an 
article  on  the  supporting  surface  and  after  the 
clamp  has  been  stopped  by  the  article  move  the 
carriage  through  its  forward  strcAe  while  simul- 
taneously continuing  by  said  pressure  on  the 
handle  to  force  the  clamp  downwardly  against  the 
article. 


2,016,690 
FILM  GATE  AND  SEPTUM  FOR  PROJECTING 

MACHINES 

Richard  Thomas,  Los  Angeles,  CaUf.,  assignor  of 
one-half  to  William  Jennings  Bryan,  Jr.,  Los 
Angeles,  Calif. 

AppUcation  July  9,  1934,  Serial  No.  734,358 
6  Claims.     (CL  8S— 16.4) 


1.  A  double  lens  projecting  system  comprising 
an  exposure  station,  a  light  condensing  unit  for 
directing  light  to  said  station,  movable  means 
between  the  exposure  station  and  the  lens  sys- 
tem for  guiding  a  film  past  said  exposure  station, 
said  means  including  a  septum  member  mounted 
for  movement  with  said  movable  means  into  close 
proximity  with  the  film  and  away  therefrom  at 
will,  and  an  adjustable  projecting  unit  equipped 
with  a  septum  member  cooperative  with  the  first 
named  septum  member  to  constitute  a  septum 
device  extending  from  the  film  path  to  the  pro- 
jecting unit. 

2.016.691 
APPARATUS    FOR   DOUBLE    SIMULTANEOUS 

PROJECTION 
Richard  Thomas,  Los  Angeles.  Calif.,  assignor  of 

one-half  to  WiUiam  Jennings  Bryan,  Jr.,  Los 

Angeles,  CaUf. 

AppUcation  July  9.  1934.  Serial  No.  734,359 
1  Claim.     (CI.  88—16.4) 

In  a  color  motion  picture  projection  apparatus, 
the  combination  with  a  double  aperture  plate, 
means  for  intermittently  feeding  a  color  record 
film  in  front  thereof,  a  light  source,  a  condenser 
for  concentrating  light  upon  such  apertures,  a 
projection  unit  having  two  segmental  lenses  ar- 
ranged one  above  the  other  in  the  direction  of  the 
film  feed,  a  septum  extending  between  the  lens 
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units  and  to  the  aperture  plate,  and  a  shutter 
device  embodying  two  oppositely  revoluble  mem- 
bers mounted  on  parallel  axes  on  opposite  sides 
of  the  plate,  each  having  a  single  blade  and  ad- 
vance edge,  arranged  so  that  such  advance  edges 


move  symmetrically  and  equally  toward  the  me- 
dial line  of  such  apertures  and  transversely  to  the 
plane  of  the  septum  to  control  passage  of  light 
therethrough,  and  means  to  move  the  shutter 
members. 

2.»16,692 
ILLUMINATING  SYSTEM  FOR  PROJECTING 

MOTION  PICTURES  IN  COLOR 
Richard  Thomas,  Los  Angeles.  Calif.,  assisrnor  of 
one-half  to  William  Jennings  Bryan.  Jr..  Los 
Angeles,  Calif. 

Application  July  9,  1934,  Serial  No.  734,360 
7  Claims.     (CI.  88—16.4) 


1.  Apparatus  for  double  simultaneous  projec- 
tion comprising  an  aperture  plate  having  two  ad- 
jacent film  apertures,  a  light  source,  and  means 
for  directing  light  from  such  light  source  upon 
said  film  apertures  in  two  beams  with  all  por- 
tions of  each  beam  in  approximate  parallelism 
and  with  the  beams  superimposed  one  upon  the 
other  at  the  locality  of  the  film  apertures,  each 
of  which  covers  substantially  the  full  extent  of 
both  apertures. 


2.016.693 

ENGINE  SUPPORT 

Nerman   N.    Tilley,   Detroit,   Mich.,    assignor   to 

Continental  Motors  Corporation.  Detroit.  Mich.. 

a  corporation  of  Virginia 

AppUcation  October  2,  1933,  Serial  No.  691.740 

12  Claims.     (CI.  248—5) 


1.  A  multi-cylinder  engine  support  for  attach- 
ment to  an  airplane  structure  including  a  plate 
attached  at  one  end  to  the  airplane  structure,  the 


main  body  portion  of  said  plate  overlying  a  plu- 
rality of  aligned  engine  cylinders  and  secured  in- 
termediate adjacent  portions  of  the  engine  struc- 
ture, said  engine  having  valving  mechanism  in- 
cluding valves  which  extend  through  said  plate 
member. 


2.016.694 

ENGINE 

Harold    H.   Timian.    Detroit,   Mich.,   assignor    to 

Continental      Motors      Corporation,      Detroit, 

Mich.,  a  corporation  of  Virginia 

AppUcation  May   1.  1931.  Serial  No.  534,281 

6  Claims.     (CI.  123—52) 


^r 


1.  In  an  engine  having  a  carburetor  of  the 
down  draft  type,  an  Intake  manifold  having  a 
riser  communicating  with  the  carburetor  and  ex- 
tending downwardly  therefrom,  an  Intake  mani- 
fold formed  with  a  distributing  chamber  at  the 
bottom  of  the  riser,  said  manifold  having  fuel 
mixture  distributing  branches  extending  longi- 
tudinally of  the  engine  in  opposite  directions  from 
said  distributing  chamber,  said  branches  being 
Inclined  sharply  upwardly  adjacent  to  said  dis- 
tributing chamber  and  having  branch  portions 
beyond  said  sharply  inclined  portion  extending  In 
a  plane  substantially  above  the  upper  limits  of 
said  distributing  chamber  whereby  to  position 
the  carburetor  relatively  low  with  respect  to  the 
engine. 

2.016695 

ENGINE 

Harold    H.    Timian.    Detroit,   Mich.,   assignor    to 

Continental      Motors      Corporation.      Detroit, 

Mich.,  a  corporation  of  Virginia 

AppUcation  May  20.  1933.  Serial  No.  671,971 

5  Claims.    (CI.  123—122) 


i*^      -m 


yr 


1.  An  intake  manifold  structure  for  an  engine 
having  a  fuel  mixture  forming  and  supply  device, 
said  intake  manifold  structure  Including  a  pri- 
mary fuel  mixture  conducting  portion  connected 
with  said  device,  a  lateral  fuel  mixture  conduct- 
ing portion  having  a  plurality  of  outlets  con- 
nected with  said  engine,  a  plurality  of  intermedi- 
ate conduits  connecting  said  portions,  means  for 
applying  different  amounts  of  heat  to  said  con- 
duits, and  valve  means  controlling  the  flow  of 
fuel  mixture  through  one  of  said  intermediate 
conduits  to  which  a  relatively  lesser  amount  of 
heat  is  applied  whereby  to  control  the  resultant 
temperature  of  the  fuel  mixture  In  said  lateral 
fuel  mixture  conducting  portion  by  conducting 
said  fuel  mixture  only  through  the  conduit  to 
which  a  relatively  greater  amount  of  heat  Is  ap- 
plied or  through  all  of  said  conduits. 


2.016.696 

ENGINE 

Harold  H.  Timian.  Detroit.  Mich.,   assignor   to 

ContinenUl  Motors  Corporation,  Detroit,  Mich., 

a  corporation  of  Virginia  * 

AppUcation  May  22.  1933,  SerUl  No.  672.088 

14  Claims.     (CI.  123—52) 


and  force  said  element  and  the  arm  connected 
therewith  to  move  in  a  direction  for  setting  the 


1  In  an  intake  manifold  structure  for  a  multi- 
cylinder  internal  combustion  engine  having  a  lon- 
gitudinal axis  inclined  to  the  normal  horizontal 
Diane  of  the  chassis  by  which  said  engine  is  sup- 
ported said  manifold  structure  including  a  pri- 
mary fuel  mixture  conducting  means,  a  fuel  mix- 
ture distributing  chamber  having  a  stepped  floor 
portion,  and  oppositely  extending  lateral  runners 
communicating  with  said  chamber  and  extending 
substantially  longitudinally  of  the  engme  said 
lateral  runners  being  Inclined  with  respect  to  the 
floor  portion  of  said  chamber. 


2.016,697 
ENGINE 
Harold   H.   Timian,   Detroit,   Mich.,   assignor    to 
ConUnenUl  Motors  Corporation,  Detroit,  Mich., 
a  corporation  of  Virginia 

AppUcation  June  7.  1933.  Serial  No.  674,639 
10  Claims.     (CL  123—52) 


1  An  intake  manifold  structure  for  an  internal 
combustion  engine,  including  a  distributing  cham- 
ber a  lateral  runner  extending  substantially 
longitudinally  of  the  engine  from  said  chamber, 
and  a  plurality  of  spaced  port  runners  communi- 
cating with  said  lateral  runner,  said  lateral  run- 
ner having  a  plurality  of  stepped  floor  portions 
acting  on  the  wet  fuel  flow  whereby  to  control  the 
distribution  of  the  wet  fuel  to  said  port  runners. 


recording  member  in  exact  correspondence  with 
the  setting  of  the  poise. 

METHOD  OF  PRODUCING  ELECTRON  BULBS 

WITH   HIGH  EMISSION   CATHODES 

Ernst  Waldschmldt,  Berlin.  Germany 

AppUcation  November  11.  1932,  Serial  No.  642,191 

In  Germany  November  16,  1931 

8  Claims.     (CI.  250—27.5) 


'^ 


2.016,698 
PRINTING    SCALE 
Edward  J.  Von  Pein.  Dayton.  Ohio,  assignor  to 
International  Business  Machines  Corporation, 
New  York,  N.  Y.,  a  corporation  of  New  Yorli 
Application  September  15.  1933,  Serial  No.  689.499 
13  Claims.     (CI.  265—6) 
4    In  a  scale  having  load  offsetting  means  in- 
cluding a  lever  and  a  poise  settable  at  different 
predetermined  points  of  the  lever;  in  combina- 
tion  a  recording  member,  an  arm  for  actuating 
the  'member  to  positions   corresponding  to  the 
setting  of  the  poise,  an  element  connected  to  said 
arm  for  movement  therewith  and  having  a  series 
of  camming   notches  corresponding   in   number 
and  relative  arrangement  to  the  predetermined 
positions  of  the  poise,  a  dog  movable  into  and 
out  of  the  notches  as  said  element  is  moved  by 
the  arm    and  means  adapted  when  the  arm  is 
released  for  automatically  forcing  the  dog  to- 
wards the  bottom  of  the  not^h  engaged  thereby 
txj  thereby  cam  against  the  sides  of  the  notch 


1  A  method  of  producing  electron  valves  with 
high  emis«=ion  ca^bodes  comprising  the  steps  of 
superficially  oxidizing  a  wire,  the  surface  of 
which  consists  of  a  metal  of  the  sixth  group  of 
the  periodical  system,  making  said  oxide  react 
with  the  solution  of  a  hydroxide  of  a  metal  of  the 
second  group,  mounting  said  wire  into  a  vessel, 
evacuating  said  vessel  and  splitting  said  reaction 
compound  up  into  the  metal  of  the  sixth  group 
and  the  oxide  of  the  metal  of  the  second  group 
by  vaporizing  an  alkaline  earth  metal  on  to  said 
compound  and  heating  it  to  a  high  temperature. 

2.016.700 

LIVE  ROLLER  CON^VEYER 

Martin  J.  Anderson.  EUwood  City.  Pa.,  assignor  to 

Mathews  Conveyer  Company.  EUwood  City,  Pa., 

a  corporation  of  Pennsylvania 

Application  September  12   19:?2.  Serial  No.  632.-64 

17  Claims.     (CI.  198—127) 


1  In  a  live  roller  conveyer,  a  plurality  of  load- 
carrying  rollers,  a  drive  belt,  and  a  series  of  drive 
elements  operatively  engaged  with  said  belt  and 
each  having  a  driving  connection  with  one  of 
said  load-carrying  rollers  whereby  the  latter  will 
be  rotated  when  said  belt  is  operated,  said  drive 
elements  being  angularly  disposed  to  their  re- 
spective load-carrying  rollers. 
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2.016.701 
AIK  FILTER  FOR  GAS  HEATERS 

Benjamin  C.  Bartlebauf  h.  Wheelinf .  W.  Va. 

AppUcation  January  6.  1934.  Serial  No.  705,590 

2  Claims.     (CL  183 — 49) 


XT  .■ 
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2  A  device  of  the  class  described  comprising  a 
casing  having  an  air  inlet  and  having  an  open- 
ing In  its  top.  bolts  carried  by  the  casing  and 
extending  upwardly  from  the  opening,  a  top  plate 
removably  engaged  on  the  bolts  and  supported 
thereby  above  the  casing  top  and  deflnining  with 
said  top  an  outlet  passage,  elongated  fUtering 
masses,  and  means  to  secure  the  masses  to  the 
under  side  of  the  top  plate  about  the  periphery 
thereof,  whereby  said  masses  are  interposed  in 
said  outlet  passage,  and  are  removable  with  the 
top  plate. 

2,016.702 
STRUCTURAL   CONNECTING    MEMBER 

Harry  Bauer.  Lake  wood.  Ohio 

AppUcation  March  18.  1935,  Serial  No.  11,582 

4  Claims.      (O.  20—92) 


2.016.703 
SCALE  LOCK 
Carroll    E.    Breaden    and    Clifford    B.    Hi 

Dayton.  Ohio,  assimors.  by  mesne  assirnments. 
to  Intematibnal  Business  Machines  Corpora - 
Uon.  New  York,  N.  Y.,  a  corporaUon   of  New 

AppUcation  March  15.  1932.  Serial  No.  598,998 
5  Claims.     (CI.  265—27) 


1  In  a  skeleton  structure  for  buUding  con- 
struction a  connecting  member  formed  from 
sheet  metal  comprising  a  unitary  body  portion 
and  co-operating  end  flanges  said  body  portion 
being  of  hoUow  rectangular  cross  section  of  sub- 
stantial length,  said  co-operating  end  flanges 
being  formed  integrally  with  said  body  portion, 
two  parallel  sides  of  said  body  portion  being 
extended  substantially  beyond  said  body  portion 
and  turned  outwardly  to  form  spring  flanges,  a 
third  side  of  said  body  portion  being  continued 
beyond  said  spring  flanges  and  turned  inwardly 
to  form  a  co-operating  spring  flange,  a  building 
strip  being  inserted  in  said  body  portion  and 
secured  therein  by  frictlonal  contact,  a  second 
building  strip  being  retained  between  said  out- 
wardly turned  and  inwardly  turned  spring  flanges 
by   frictlonal  contact. 


1.  In  a  scale,  weighing  mechanism  including 
an  element  normaUy  responsive  to  a  load,  an  elec- 
trically controlled  clamping  mechanism,  and  a 
yieldable  shock  dampening  device  connected  to 
said  element  and  engageable  by  said  clamping 
mechanism  to  hold  the  element  against  move- 
ment said  device  yielding  in  a  direction  to  absorb 
the  shock  of  its  engagement  with  the  clamping 
mechanism  so  as  to  prevent  transmission  pf  the 
said  shock  to  the  said  element  and  said  weighing 
mechanism. 


2,016.704 
ACCOUNTING  BfACHINK 
James  W.  Bryoe,  Bloomfleld.  N.  J.,  assignor,  by 
mesne  assignmenU,  to  International  Business 
Machines  Corporation,  New  York,  N.  Y^  a  cor- 
poration of  New  York  ^    .  .  ^^     >••  •«> 
ADpUcaUon  December  23.  1931.  Serial  No.  582.675 
9  Claims.     (CL  235—92) 


1  A  tabulating  machine  having  record  analyz- 
ing means,  printing  mechanism  and  difTerentially 
operable  means  controlled  by  the  analyzing 
means  to  control  said  printing  mechanism  to  ef- 
fect printing  of  different  characters  In  accordance 
with  record  analysis,  entry  receiving  mechanism 
having  differential  devices  for  operatmg  the  same 
at  ditrprential  times  and  means  for  controlling 
i  the  differential  devices  to  effect  character  entry 
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into  the  entry  receiving  mechanism  and  means 
operated  directly  by  the  printing  mechanism  to 
concurrently  operate  said  last  named  control 
means. 


2,016.705 
AUTOMATIC  CARD  PUNCH 
James  W.  Bryce,  Bloomfleld,  N.  J.,  assignor,  by 
mesne  assignments,  to  mteniatlonal  Business 
Machines  Corporation,  New  York,  N.  Y.,  a  cor- 
poration of  New  York  o  -i   i  ili 
Oririnal  appUcation  October  23.  1930,  Serial  No. 
490  641.    Divided  and  this  appUcation  June  ^», 
1932.  Serial  No.  619,709 

19  Claims.     (CI.  164—113) 


means  to  select  the  punches  for  operation,  a  plu- 
rality of  electrical  circuits  to  select  the  punches, 
differentially  adjustable  means  to  select  the  cir- 
cuits, and  means  to  successively  render  the  cir- 
cuits effective. 


2.016.707 
CASEIN   GLUE 

Theodore  WilUams  Dike.  Seattle.  Wash.,  assignor 
to  1.  F.  Laucks,  Inc.,  Seattle,  Wash.,  a  corpora- 
tion of  Washington  «c    t09« 
No  Drawing.    AppUcation  November  25,  1334, 
Serial  No.  644.271 
7  Claims.     (CI.  134—23.9) 
5    An  adhesive  comprising  the  reaction  prod- 
ucts of  casein,  colloidal  clay,  hydrated  lime  and 
an  agent  reactive  therewith  by  double  decomposi- 
tion to  develop  alkali  metal  hydroxide  in  which 
the  original  content  of  colloidal  clay  is  between 
approximately  ten  percent,   and  approximately 
thirty  percent,  of  the  original  casein  content  and 
the  amount  of  alkali  metal  hydroxide  theoretical- 
ly developed  by  double  decomposition  is  between 
ten  percent,  and  twenty  percent,  of  the  original 
casein  content. 


1  In  a  card  perforating  machine  having 
punches  and  selectors  therefor,  a  Pjujal  ty  of 
keys  a  pluraUty  of  denominational  order  storage 
devices  and  means  for  successively  selecting  said 
devices  to  receive  data  entries  in  accordance  w  th 
successive  key  depressions,  and  means  contro  led 
by  said  devices  for  emitting  timed  electric  im- 
pulses to  differentially  position  said  selectors 


2.016.706 
DUPLICATING   Pt^CH 
Georire  F.  Daly,  Johnson  City,  and  Gunne  Low- 
krants,   Endicott.  N.  Y..  assignors,   by   mesne 
assignments,    to    International    Business    Ma- 
chines Corporation,  New  York,  N.  Y..  a  corpora- 

Ai^pU^'tl'^rJanu'ary  19.  1933.  Serial  No.  652.500 
9  Claims.     (CL  164— 113) 


1    In  a  card  perforating  machine,  the  combi- 
nation of  a  plurality  of  punches,  key  operated 


2,016.708 
CONNECTING  MEANS 

Harry  A.  Douglas.  Bronson.  Mich. 

AppUcation  July  7,  1932.  Serial  No.  621,151 

7  culms.     (CI.  173—328) 


•*-'-      f   /7 


1  The  combination  with  a  mounting,  of  a 
housing  secured  thereto,  an  insulating  block 
clamped  to  the  mounting  by  the  housing,  a 
metallic  terminal  connector  carried  upon  the 
side  of  the  block  within  the  housing,  said  cori- 
nector  having  wire  terminal  receiving  sockets 
therein,  and  a  passageway  through  the  block  com- 
municating with  one  of  the  said  sockets,  whereby 
one  wire  terminal  may  be  inserted  from  the  ex- 
terior through  the  passageway  in  the  block  to 
be  received  in  one  of  said  sockets  and  another 
may  be  inserted  from  the  interior  of  the  housing 
to  be  received  in  another  of  said  sockets. 


2.016.709 

RECORD  COMPARING  AND  POSTING 

MACHINE 

Conrad  Eichenauer,  Leuna,  near  Merseburg  Saale, 
Germany,  assignor,  by  mesne  assignments,  to 
International  Business  Machines  Corporation, 
New  York,  N.  Y.,  a  corporation  of  New  York 
Application   August  25.  1932.   Serial  No.  630.350 
In  Germany  September  8.  1931 
15  Claims.     (CI.  101— 93) 
1    In  a  machine  of  the  class  described,  means 
for  feeding  a  record  having  a  pluraUty  of  item 
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receiving  positions,  a  recording  position,  and  set- 
table  means  controlled  by  said  record  for  con- 


trolling said  feeding  means  to  present  a  selected 
item  receiving  position  to  said  recording  position. 


2.016.710 
SELF-FEEDING  HYDRAULIC  PRESS 
Walter  Ferris,  Milwaakee.  Wis.,  assignor  to  The 
Oilffear  Company,  Milwaakee,  Wis.,  a  corpora- 
tion of  Wisconsin 
Application  Aarnst  4,  1930,  Serial  No.  473.042 
44  Claims.     (CI.  164—88) 


1.  A  hydraulic  press,  comprising  a  ram  and  a 
cylinder,  means  for  delivering  a  driving  liquid  to 
said  cylinder  to  reciprocate  said  ram.  reclpro- 
cable  means  for  intermittently  engaging  a  strip 
of  material,  and  means  operating  independently 
of  ram  movement  for  reciprocating  said  strip 
engaging  means  each  time  said  ram  is  recipro- 
cated but  out  of  phase  therewith  to  thereby  feed 
said  strip  throuph  said  press  Intermittently  and 
Including  means  for  gradually  accelerating  and 
decelerating  said  strip. 


2.016  711 

DEVICE  FOR  FEEDING   AND  SENSING 

RECORD  SHEETS 

Evirene  Amzi  Ford.  Scarsdale,  N.  T.,  assignor  to 
International  Business  Machines  Corporation, 
New  York.  N.  Y..  a  corp*>ration  of  New  York 

Application  November  9.  1933.  Serial  No.  697.289 
17  Claims.    (CI.  271—43) 
1.  In  a  sheet  feeding  device,  a  magazine  for 

holding  the  sheets,  a  throat  In  said  magazine 


through  which  the  sheets  may  pass  one  at  a  time. 
a  reciprocating  plate  at  the  throat,  a  set  of  feed- 
ing fingers  pivotally  mounted  on  said  plate,  rub- 
ber tips  projecting  from  said  fingers,  springs  for 
rocking  said  fingers  and  pressing  said  tips  against 
the  sheet  at  the  throat,  means  for  moving  said 


plate  and  said  fingers  to  feed  the  sheet,  said  mov- 
ing means  also  being  adapted  to  restore  said  plate 
back  to  normal  position,  and  a  cam  plate  adapted 
to  cooperate  with  lugs  on  said  fingers  to  rock  the 
fingers  and  draw  the  tips  away  from  the  sheet 
during  the  restoring  movement  of  the  reciprocat- 
ing plate. 


2.016,712 

BUCKLE 

Jehn  B.  Freysinffer,  New  Britain.  Conn.,  assignor 

to  North  &  Jadd  Manufacturing  Company.  New 

Britain.  Conn.,  a  corporation  of  Connecticut 

ApplicaUon  October  19.  1932.  Serial  No.  638.504 

1  Claim.     (CI.  24— 191) 


In  a  buckle  for  straps,  a  frame  having  a  cross 
bar  and  a  front  bar  of  circular  cross  section,  said 
front  bar  being  provided  on  its  inner  edge  with 
a  plurality  of  spaced  apart  recesses  and  a  re- 
inforcing enlarged  portion  on  Its  outer  edge  In 
alignment  with  each  recess,  and  a  clamping  plate 
of  sheet  metal  pivotally  mounted  on  said  cross 
bar  and  having  alon^  its  free  edge  a  plurality  of 
pointed  long  teeth  adapted  to  extend  over  said 
front  bar  between  said  recesses,  said  plate  also 
having  a  plurality  of  pointed  short  teeth  alter- 
nating with  said  long  teeth,  the  respective  short 
teeth  and  recesses  t)elng  complementary  In  shape 
and  disposed  In  spaced  apart  relation  and  oppo- 
site one  another  and  In  substantially  the  same 
plane  when  the  said  plate  is  in  clamping  position. 


2016.713 
PRESSING  PAD 
Charles  E.  Galvin.  Sprinrfleld.  Ohio,  assignor  to 
International  Steel  Wool  Corporation,  Spring- 
field. Ohio,  a  corporation  of  Ohio 
AppUcation  November  22.  1934.  Serial  No.  754.276 
10  Claims.     (CI.  68—9) 
1.  In  a  pressing  pad  or  the  like,  a  grid  like 
form   retaining   skeleton   structure    including   a 
marginal  endless  frame  and  transverse  members 
fixedly  attached  thereto  dividing  the  interior  of 
the   frame   into   multiple   spaces,   said   skeleton 


structure  being  capable  of  being  bent  into  de- 
sired contour  but  possessing  sufficient  rigidity 
to  retain  such  contoured  form  under  usage  pres- 
sure, and  two  bodies  of  metallic  wool  padding 
material  applied  to  opF>osite  sides  of  the  con- 


toured grid  like  skeleton  structure  and  inter- 
matted  and  intertangled  with  each  other  through 
the  interstices  thereof  into  a  single  integral 
metallic  wool  body  within  which  the  grid  like 
frame  is  securely  embedded  to  prevent  shifting 
movement  of  portions  of  the  metallic  wool  body. 


2.016,714 
SCALE 
William  N.  Gilbert,   Hudson  HeighU,  N.  J.,  as- 
signor, by  mesne  assignments,  to  International 
Business    Machines    Corporation,    New    York, 
N.  Y.,  a  corporation  of  New  York 
Application  May  10,  1933,  Serial  No.  670,229 
17  Claims.     (CI.  265—70) 


1.  In  a  scale,  spaced  tracks,  a  load  resistant 
member  between  the  tracks  and  having  opposite 
surfaces  in  effective  rolling  engagement  with  the 
tracks,  tapes  connecting  the  resistant  member 
to  the  tracks,  load  actuated  means  separate  from 
and  movable  relative  to  the  tracks  and  connected 
to  said  member  for  causing  rolling  movement  of 
the  resistant  member  along  said  tracks  upon  ap- 
plication of  the  load,  an  Indicator,  and  actuating 
means  for  the  indicator  under  control  of  the  re- 
sistant member  disposed  along  a  line  passing  be- 
tween the  tracks. 


2,016.715 
ERASER 

Carl  C.  Harris.  Orange.  Mass. 

Application  May  8,  1934,  Serial  No.  724,529 

3  Claims.     (CI.  120—38) 

^  -J3 


2.  In  an  eraser  combination  with  a  thin  flat 
casing  having  a  thin  rectangular  compartment 
opening  at  the  end  of  the  casing  and  a  central 


compartment  beyond  the  first  named  compart- 
ment, a  screw  in  the  central  compartment,  a  nut 
on  the  screw,  means  on  the  casing  for  prevent- 
ing the  nut  from  moving  longitudinally,  means 
for  preventing  the  screw  from  turning,  and  read- 
ily detachable  means  on  the  screw  for  connect- 
ing it  with  an  eraser  in  said  first  compartment. 


2.016.716 

BALL  AND  SOCKET  BEARING 

Charles  L.   Henry,  Pittsburgh,  Pa.,  assignor  to 

Lee  C.  Moore  &  Company,  Inc.,  Pittsburgh,  Pa^ 

a  corporation  of  Pennsylvama 

Application  April  16,  1934,  Serial  No.  720,726 

7  Claims.     (CI.  308—78) 


ir^ 


1.  A  bearing  comprising  a  housing  interiorly 
provided  with  upper  and  lower  bearing  surfaces, 
the  lower  surface  having  a  depressed  portion 
forming  an  oil  sump,  a  bearing  member  disposed 
in  said  housing  in  engagement  with  said  bearing 
surfaces  and  having  a  bore  extending  there- 
through with  its  lower  end  opening  to  said  pump 
and  its  upper  end  opening  to  said  upper  bearing 
surface,  and  an  oil  pump  disposed  in  said  bore, 
the  wall  of  said  sump  being  formed  to  operate 
said  pump  as  the  bearing  member  moves  rela- 
tive to  the  housing  whereby  to  pump  oil  through 
said  bore  to  said  upper  bearing  surface. 


2,016.717 
WHEELED  GUN  CARRIAGE 
Heinrich     Herlach.    Berlin -Frohnau.    Germany, 
asslg:nor    to    WafTenfabrik    Solothurn    A.-G., 
Solothum,  Switzerland,  a  corporation  of  Swit- 
zerland 
Application  March  15.  1934.  Serial  No.  715.761 
In  Germany  April  1,  1933 
8  Claims.     (CI.  89 — 40) 


1.  In  a  wheeled  gun  carriage,  a  body  In  which 
the  gun  is  mounted,  crank  arms  on  said  body  sup- 
porting the  wheels  and  adapted  to  oscillate  in  a 
vertical  plane  either  separately  or  together,  a 
strut  on  the  body,  housings  on  the  body,  leaf 
springs  having  one  end  fitted  in  the  hou-^ings  and 
the  other  end  bearing  against  the  crank  arms. 
trail  legs  pivotally  connected  to  the  body  and 
adapted  to  be  spread  apart,  and  mechanical  con- 
necting members  between  each  leg  and  one  of 
the  housings  so  constructed  that  when  the  legs 
are  closed  together  for  travelling  the  strut  may 
be  raised  from  the  ground  until  the  gun  carriage 
rests  on  the  wheels,  while  when  spread  apart,  the 
trail  legs  swing  the  crank  arms  to  lower  the 
body  until  the  strut  rests  on  the  ground  and  co- 
operates with  said  legs  to  form  a  three-point  sup- 
port relieving  the  wheels  of  the  weight. 
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2.016.718 
METHOD  FOB  TREATING  BRONZE  WASTES 
FOR    RECOVERING    COPPER,    TIN.    LEAD. 
AND  PRECIOUS  METALS  THEREFROM 

Augvuie  HoUard,  Paris,  France 
No    Drawing.     Application    November    30.    1931. 

Serial    No.    578,224.     In    France    December    1. 

1930 

2  Claims.     (CL  204—57) 

1.  A  method  of  treating  bronze  wastes  com- 
prising maintaining  a  mass  of  the  bronze  waste 
In  a  confined  zone  In  an  electrolytic  bath  con- 
sisting of  an  acidified  solution  of  copper  sulphate, 
maintaining  a  cathode  in  said  bath,  passing  an 
electric  current  through  said  mass  of  bronze 
waste  as  an  anode  and  through  said  bath  to  de- 
posit copper  on  said  cathode,  passing  a  mixture  of 
air  and  steam  through  the  mass  of  bronze  waste 
while  in  said  bath,  draining  the  bath,  washing  the 
anode  formed  of  bronze  wastes  to  remove  the 
sludge  formed  therein,  separating  copper  sulphate 
from  the  sludge  by  washing,  drying  and  sifting 
the  sludge,  roasting  the  slime  at  a  temperature 
of  200-300"  C.  treating  the  roasted  slime  with 
hot  dilute  sulphuric  acid  to  separate  copper  in 
the  form  of  copper  sulphate,  drying  and  pulveriz- 
ing the  residue,  and  fusing  It  with  a  mixture  of 
resin  and  molten  borax  for  obtaining  tin. 


2.016.720 

HEAT  EXCHANGING  PIPE 

Georg  Kraose,  Labeck.  Germany 

Application  April  5.  1933.  Serial  No.  664,587 

In  Germany  April  11.  1932 

4  Claims.     (CI.  13»— 38) 


1.  A  boiler  tube  for  conducting  combustion 
gases  having  in  its  length  directly  opposed  in- 
wardly extending  projections  extending  diagonally 
with  respect  to  the  axis  of  the  tube  and  cross- 
wise with  reference  to  each  other  whereby  a 
relatively  narrow  passage  is  left  between  the  pro- 
jections, said  narrow  passage  acting  to  increase 
the  velocity  of  the  fluid  at  this  point. 


2,016.719 

VISCOSE  COATING  AND  FILLING 

Harold    I.    Hney.    SaylesviUe.    and    WilUam    W. 

Russell.   East   Providence.   R.  L.   assignors   to 

Sayles  Finishing  Plants.  Inc..  SaylesviUe.  R.  I., 

a  corporation  ot  Rhode  Island 

No  Drawing.    Application  June  27,  1930, 

Serial  No.  464.420 

7  Claims.     (CI.  91—68) 

1.  In  a  process  for  the  production  of  a  perma- 
nently filled  or  coated  textile,  involving  the  op- 
erations of  applying  to  the  textile  a  dressing  of  a 
composition  consisting  essentially  of  cellulose 
zanthate  and  thereafter  fixing  the  dressing  on 
the  textile  by  regenerating  cellulose  from  the 
xanthate  of  cellulose,  the  improvement  which 
consists  in  applsring  to  the  textile,  while  In  a  state 
of  incipient  coagulation,  a  dressing  composition 
consisting  essentially  of  a  solution  of  cellulose 
xanthate  containing  sm  added  coagulating  agent, 
said  solution  having  a  cellulose  content  of  from 
about  3%  to  about  4%  and  a  viscosity  at  least 
equal  to  that  of  an  untreated  and  unaged  cellu- 
lose xanthate  solution  having  a  cellulose  content 
of  from  7%  to  9%. 


2.016.721 
PROCESS     OF    OBTAINING     ASPHALT     AND 

ASPHALTLIKE    SUBSTANCES   FROM   ACID 

RESINS  AND  ACID  TAR 

Paul  William  Knnxe.  Dresden.  Germany 

No  Drawing.     AppUcaUon  April  27,  1934.  Serial 

No.  722,807.    In  Germany  May  4.  1933 

4  Claims.     (CL  260—2) 

1.  Process  of  obtaining  an  asphaltlike  sub- 
stance from  acid  resins  and  acid  tar.  consisting 
in  heating  acid  resins  and  acid  tar  derived  from 
the  refinement  of  mineral  oils,  the  processing  of 
fatty  oils  and  wool  grease  especially  with  fuming 
sulphonic  acid  in  undiluted  condition  to  approxi- 
mately 160°-180^  C,  subjecting  them  without  fur- 
ther supply  of  heat  for  about  2  hours  to  a  pres- 
sure of  10  to  25  atmospheres  above  atmospheric 
pressure,  gradually  restoring  atmospheric  pres- 
sure while  cooling  the  mass  to  about  70"  C.  and 
sepmrating  the  asphalt  and  the  asphaltlike  sub- 
stances from  the  separated  sulfuric  acid. 


2,016.722 

ILLUMINATION   LAMP 

Nils  D.  Levin.  Coinmbas.  Ohio,  assignor  to  The 

Jeffrey    Manafaetnring    Company,    Columbus, 

Ohio,  a  corporation  of  Ohio 

AppUcation  October  22.  1929,  Serial  No.  401,534 

10  Claims.     (CI.  240—102) 
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1.  In  a  lamp,  a  base  member  having  an  up- 
wardly extending  rib,  a  top  member  having  a 
downwardly  extending  rib,  an  Illuminating  ele- 
ment interposed  therebetween,  independent 
means  to  rigidly  secure  said  members  to  each 
other,  and  a  plurality  of  protective  means  for 
said  illuminating  element,  the  outer  of  which 
abuts  the  outer  shoulders  of  said  ribs. 


2.016.723 

WIND  STOP 

George  E.  Miller.  Cleveland  Heights.  Ohio 

AppUcation  April  12.  1935.  Serial  No.  16.061 

8  Claims.     (CI.  20—68) 


'7 


1.  A  wind  stop  applicable  to  the  edge  por- 
tion of  a  door  and  slldable  thereupon  and  com- 
prising. In  combination,  a  U-shaped  frame,  a 
wind  stop  comprising  a  base  and  a  strip  carried 
thereby,  the  said  base  being  secured  to  one  of 
the  parallel  branches  of  the  said  frame,  and  a 
spring  interposed  between  said  branch  and  said 
strip. 
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2,016,724 

RAILWAY  CROSSTIE 

Henry  C.  Myer.  Denver,  Colo. 

AppUcation  October  27.  1934.  Seria   No.  7o0,337 

2  Claims.     (CL  238—54) 


said  inner  side  sheet  having  Pf^^jUel  sides  and 
rounded  ends  that  merge  into  the  said  s^eet  by 
margins  of  reverse  curve  cross  section,  and  stay- 


bolts  connecting  said  sheets,  certain  of  said  stay- 
bolts  connecting  said  bulged  diaphragm  portion 
to  said  outer  side  sheet. 


^^Ssuntil^rthe"  slme  ^e-^^h  as  the  cas_mg^ lo- 
cated in  the  casing,  a  beam  of  substantially  i 
Shane  having  its  base  flange  resting  on  the  oiocK, 
inw^^dly  extending  flanges  at  the  upper  edges  of 

hlc^slng  extending  over  the  ^^^^^f  fl^\««,S^,  ^p 
beam  for  holding  said  beam  on  the  block  the  top 
of  thP^am  forming  a  seat  for  rails  and  means 
?or  f  a^tfntS  tSe'^aill  U)  said  top  part  of  the  beam. 


2.016.725 
ABRASn-E  MACHINE 
William  W  Price  and  Charles  W.  Ripsch.  Dayton, 
OW^  aLignors  to  The  Buckeye  Portable  Tool 

Compa^.  Dayton.  Ohio.  ^ ^o^rJt^^''\iI ^^^ 
Application  July  6,   1931    Serial  No.  548,746 
31  Claims.     (CI.  51—135) 


1    In  combination,  a  backbone  member,  swing- 
ing support  mounted  on  either  end  thereof,  p^- 
evs  on  said  supports,  a  belt  mounted  on  suld 
nuUe^f  motors  carried  in  each  of  said  supports 
d?  vlng  S?d  pulleys  and  belt,  cylinders  and  pis- 
S^^  with  piston  rods  interposed  between  ^id 
ba^b^ne  member  and  said  swinging  members 
meaiS^^or  Applying  pressure  to  said  pistons  and 
S^Id^ylinders  for  moving  said  swinging  members 
tS  mainfain  said  belt  in  taut  condition    means 
of   aoDlylng    said   pressure   to   said   motors   for 
o'perating  laid  motors,  and  "leans  for  exha^s^ 
from   said   motors  comprising  handle   members 
mounted    on    said    swinging    members    through 
which  said  axhaust  can  pass. 


2,016.726 

LOCOMOTIVE   FIRE  BOX 

Lawrence  Richardson,  ^^i^ose  MaM. 

Application  June  2.  1931.  Serial  No.  728.684 

7  Claims.     (CI.  122—58) 
1    A  firebox  embodying  therein  inner  and  outer 
side  sheets,  a  substantially  vertically  arranged^ 
elongSed^nwardly  bulged  diaphragm  portion  in 


2.016.727 

POWER  REVERSE   GEAR 

Stewart  M.  Roth.  Hagerstown  Md. 

AppUcation  August  17.  1932.  Serial  No.  629,199 

4  Claims.     (CI.  121—41) 


<    — 
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1    In  a  power  reverse  gear  mechanism  having 
a  fluid  pressure  motor  and  valvular  mechani^ 
for  controUing  the  motive  fluid  to  and  from  the 
motor,  the  combination  of  a  manually  operated 
reverse  lever  having  means   for  actuating  said 
vXSL  mechanism  to  admit  fluid  under  pressure 
to  sSS  mofor  to  move  the  same,  transmission 
means  actuated  by  said  motor,  a  gear  dnven  by 
S!d  transmission  means,  a  manually  controlled 
fatch  member  carried  by  said  reverse  lever  ana 
engage^bS  with  said  gear  in  one  position  where- 
by sSd  reverse  lever  forms  a  common  connector 
between^id  gear  and  ^^^d  valvular  mech^n:^ 
and  disengageable  from  said  gear  for  manual  ae- 
ration of  the  valve  mechanism,  said  driven  gear 
returning  said  valvular  mechanism  to  neutral  po- 
Lti^n  when  first  engaged  by  said  latch  member 
u^n  completion  of  the  desired  movement  of  said 
motor.  

2.016.728  .^ 

MFTHOD    WD   APPARATUS   FOR   ELECTRIC 
RESISTANCE  WELDING  OF  METALS 
David   Sclaky.   Paris.  France 
Application  March  2.  1934.  Serial  Nj^ '13.753 
In  Great  Britain  March  4.  1933 
7  Claims.    (CI.  219-4) 
'     2    An  apparatus  for   the  electrical  resistance 
weldmg  of  metals  which  comprises,  in  comb  na- 
Son   means  for  applying  the  P^^f^^^^  be  welded 
together  a+rainst  each  other  with  the  usual  weld- 
Sfuressure  means  for  causing  electric  current  to 
flow^ISgh  said  parts  ^ or  a  cer^in  time  whi  e 
this  pressure  is  being  applied  so  as  to  ^  eld  these 
parU  together,  means  for  switching  off  this  cur- 
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rent  and  means  for  Immediately  after  increasing 
this  pressure  to  a  value  higher  per  unit  of  area 


than  the  ultimate  tensile  strength  of  the  metal  of 
which  these  parts  are  made. 


2.016.729 

INSULATOR  FOR  KITCHEN  RANGES 

Andrew  D.  Sweet,  Portland,  Maine 

Application  June  23.  1932.  Serial  No.  677»224 

1  Claim.     rCl.  126 — 221) 


*  z 
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A  device  of  the  character  described  adapted 
for  use  on  the  top  of  a  kitchen  range  comprising 
a  base  member  having  its  central  portion  dished 
upwardly,  embossments  on  the  under  face  of  said 
base  member,  a  flange  extending  upwardly  from 
each  side  of  said  base  member,  a  top  member, 
having  side  and  end  portions,  mounted  on  and 
disposed  in  spaced  relation  to  said  base  member, 
an  outwEu-dly  extending,  horizontal  flange  on 
each  of  the  two  end  portions  of  said  top  mem- 
ber, an  extended  portion  on  each  end  of  said 
base  member,  said  portions  being  bent  upon 
themselves  and  enclosing,  respectively,  the  hori- 
zontal flanges  on  the  ends  of  said  top  member, 
forming  lock  seams,  and  a  relatively  long  ball 
revolubly  secured  In  the  lock  seam  at  each  end 
of  said  device,  said  bails  rising  to  a  greater  height 
than  said  top  member  and  so  disposed  on  the 
seams  that  when  said  device  is  Inverted,  said 
balls  serve  as  legs  Inwardly  inclined  beneath  said 
device  to  support  it  in  spaced  relation  to  the  sup- 
porting surface,  the  ends  of  said  top  portion  serv- 
ing as  stops  to  limit  the  inward  swinging  move- 
ment of  said  balls. 


2,016.730 
GASOLINE  NOZZLE 

Michael  N.  Taina^i.  Perth  Amboy.  N.  J. 

AppllcaUon  May  1,  1935.  Serial  No.  19,305 

1  Claim,    (a.  221—95) 

In  a  gasoline  nozzle  Including  a  release  valve. 
a  guard,  an  operating  lever  plvotally  mounted  on 
said  guard  for  actuating  said  valve,  said  guard 
being  provided,  in  one  end  thereof,  with  a  slot. 
and  said  lever  having  its  free  end  operating  In 
and  extending  through  said  slot,  a  casing  mount- 
ed on  said  guard  adjacent  said  slot,  said  arm  ex- 
tending Into  said  casing,  a  stationary  electrical 
contact  In  said  casing,  a  plvotally  mounted  co- 


operating electrical  contact  therein,  said  plvot- 
ally mounted  contact  operating  in  the  path  of 
said  lever  and  being  actuated  thereby,  and  resil- 


ient means  normally  urging  said  movable  contact 
out  of  electrical  contacting  engagement  with  the 
stationary  electrical  contact. 


2,016,731 
DOORWAY  STRl  CTURE  FOR  BOX  CARS 
William  L.  Thomas,  Haverstraw,  N.  Y..  assignor  to 
The  New   Yorli  Central  Railroad  Company,  a 
corporation  of  New  York 
Orij^inai  application  September  6.  1933,  Serial  No. 
688,397.     Divided  and  this  application  April  4, 
1934,  Serial  No.  719.010 

3  Claims.     (CI.  105—376) 


1.  In  a  freight  car.  a  car  body  having  a  door- 
way, a  channeled  holding  member  at  one  side  of 
the  doorway,  a  channeled  holding  member  at 
the  opposite  side  of  the  doorway  having  lateral 
passages  communicating  with  the  channel  there- 
of, and  partitioning  or  supporting  members  hav- 
ing end  portions  for  detachable  engagement  with 
said  channeled  holding  members. 


2,016.732 

PLANT   HOLDER 

Edward  C.  Thompson,  Bound  Brook,  N.  J. 

Application  November  20.  1934.  Serial  No.  753.940 

5  Claims.     (CI.  47 — 47) 


1.  A  plant  holder  consisting  of  two  open  wire 
bands  joined  together  at  one  point,  each  band  hav- 
ing a  ring  for  encircling  a  support,  the  two  bands 
and  the  support  naturally  forming  a  triangle 
when  said  bands  are  in  locked  position  on  said 
support. 
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2.016,733 

LOCK  HOOK 

Harold  Wener.  Herkimer.  >    «•  , 

Application  February  H.  IS/S^S^g^jai  No.  6.5o7 

3  Claims.     (CI.  24— 2Zb) 


the^ond  flange  forming  member  and  for  sup 


1    In  a  fastener  of  the  character  described  com- 
nrising  a  pair  of  plates  adapted  to  be  engaged  in 

?;Srant1a'  overla'pping  ^^f -|,^SnT'a?  rigm 

.  of  said  plates  having  a  ^e^  extending  at  rigra 

angles  thereto   from  one  edge  t^^^^^<^^'   ^„  "r"^ 


2.016.734 

INTERNAL  COMBUSTION  MOTOR 

Otto  Wittenberg  and  Eugene  Harsan>i. 

Budapest.  Hungary 

Application  March  12,  1931    |f  al  No.  522,104 

In  Hungary  Marj-h  ^6    1930 

1  Claim.     (CL  123—191) 


nu'fi  flange  thereon  transverse  lo  the  axis  of  the 
tube. 

2,016,736  ^^_ 

XHFATMENT  OF  RUBBER  SlTlFACES 
John  W.  Bummer":  Springfield.  Mass.,  assignor 
^""^        to  William  C.  Geer   Ithaj»a   N    Y . 
No  Drawing.     Application  May  31,  1932, 
Serial  No.  614,639 
9  Claims.     (CI.  91—68) 
1.  A  method  Of  t"-ting  a  rubber  surface  com- 
prising subjecting  It  to  *«  1™°,^'^  sufficient 
for  the  ™'^«"'^'.,th,  flowmg  of  the  surface  so 
ra\id°.Srthy^L^nerrt'hl  action  of  a  hallde 
of  an  amphoteric  element. 


tt^  an  internal  combustion  engine  a  flat  cylin- 
defboTtoriipf^.ed  from  me  cylinder  a^crd^g 
,0   a   plane  .'orming   an  acute  angle  »       ^^^^ 

fl,»^„^f  (m-mina  the  compression  chamber  with  Its 
s?eTsubstamfany  peri^ndlcular  to  the  axis  of 

the  cylinder. 

2.016.735  _^^ 

FlANGE  FORMING  MACHINE 
1  hn  Her^rt  Abramson  and  Edwin  C.  Swanson. 
^  Rockford    111.    assignors  to   Greenlee  Bros.   & 

1    The  combination  in  a  flange  forming  device 
for  tulles  ofTpair  of  spaced  flange  forming  mem- 


2.016.737  ^^   -_^ 

PROCESS  FOR  ^ll^f^l^^f^'^'^^  *"^  "^ 

Gerald  Bonhote.  Ba'"    SwitMrland.  asslgmor  to 

Society  of  Chemical  Industry  in  Basle,  Bastl, 

No'D^'-Inf  Application  M"ch  T    m5    SerU. 

1  A  m,iniSacture  of  dyestuffs  in  substance  or 
on'th^  ^"^onSn'g  Sf  coupling  a  diazo-com- 
pound  of  the  general  formula 


R-OCHi-CO-NH 


N=N-OH 


in  which  R  is  an  aromatic  nucleus  of  the  benzene 
S[95?!Tan^oVtrh^"ro^rS=  ajf 

ceed  6.5  and  does  not  fall  substantially  below  o. 
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2,016,738 
BLUE   AZO-DYESTIJFF 
G^nUd  Bonhdie.  Basel,  SwiUerUnd,  assirnor  to 
Society  of  Chemical  Indastry  in  Basle.  Basel. 
Switzerland 
No  Drawing.     Original  application  July  23,  1934, 
Serial  No.  736.613.     Divided  and  this  applica- 
tion   March    14,    1935.    Serial    No.    11.167.      In 
Swltserland  July  27.  1933 

2  Claims.     iCl.  260—95) 
1.  The  dyestuffs  of  the  general  formula 

Ri— O— CHj— CO-NH 


CiIIiO 


-OCiJIi 


N 

n 

N 


-OB 


v^n^-- 


wherein  Ri  represents  an  aromatic  nucleus  of 
the  benzene  series,  which  products  form  dark 
powders  dissolving  in  psrrldine  to  blue-violet  to 
blue  solutions  and  dyeing  cotton  fast  blue  tints. 


2,016,739 

BAFFLE  FOR  BOILER  FURNACES 

Walter  S.  Ronton,  BalUmore.  Md. 

AppUcation  February  17.  1933,  Serial  No.  657.277 

4  Claims.     (CI.  110—87) 


I 

1.  A  baffle  device  of  the  character  described 
comprising  a  base,  holding  means  carried  there- 
by, a  baffle  plate  extending  upwardly  from  the 
base,  and  lower  and  upper  deflector  plates  on  one 
side  of  the  baffle  plate,  and  terminating  below 
the  top  thereof,  the  lower  deflector  plate  being 
inclined  from  the  lower  portion  of  the  baffle 
plate  upwardly  and  in  the  direction  away  from 
said  side  of  the  baffle  plate  and  the  upper  de- 
flector plate  being  Inclined  from  the  upper  edge 
of  the  lower  deflector  plate  upwardly  and  in  the 
direction  toward  said  side  of  the  baffle  plate. 


2.016.740 

FILTERING   DEVICE 

Francis  M.  Boyer,  Eostis.  Fla. 

AppUcation  March  26.  1935,  Serial  No.  13.156 

2  Claims.  (CI.  210—164) 
1.  A  flltering  device  of  the  class  described  com- 
prising a  casing,  plugs  closing  the  ends  of  the  cas- 
ing, said  casing  being  vertically  arranged,  an  inlet 
pipe  passing  through  the  upper  plug  and  extend- 
ing to  a  point  intermediate  the  ends  of  the  casing, 
a  filter  cylinder  surrounding  the  Inlet  pipe  and 


located  In  the  casing  and  extending  downwardly 
beyond  the  inner  end  of  the  pipe,  a  frame  for  sup- 
porting the  filter  cylinder,  a  double  conical  mem- 
ber forming  a  sediment  chamber  having  its  up- 
per portion  perforated  and  open  at  its  small  end, 
fitting  in  the  lower  end  of  the  filter  cylinder,  a 


valved  pipe  connected  to  the  lower  end  of  the 
chamber  forming  member  and  passing  through 
the  casing,  supporting  members  in  the  casing  en- 
gaging the  lower  conical  part  of  the  chamber 
forming  member  for  holding  the  filter  cylinder 
with  its  upper  end  bearing  against  the  lower  face 
of  the  upper  plug. 

2.016,741 

DRAPERY  DISPLAY  DEVICE 

Elwin  L.  E.  Gossner,  San  Francisco.  Calif. 

AppUcation  June  9,  1934.  Serial  No.  729,886 

5  Claims.     (Q.  156—19) 


1.  A  display  device  comprising  a  support  hav- 
ing a  backing  plate  corresponding  to  a  drapery 
rod  for  having  a  turned  over  end  of  a  piece  of 
cloth  from  a  bolt  placed  thereagainst;  a  holding 
strip  for  fixing  the  cloth  against  the  backing 
plate,  gathered  and  headed  in  simulation  of  a 
finished  drapery  and  a  channel  in  the  backing 
plate  under  the  holding  strip  with  which  said 
strip  cooperates  to  insure  a  secure  fixing  of  the 
cloth  therebetween. 

2.016.742 
POINT  STRUCTURE  FOR  STRAIGHT 
KNITTING  MACHINES 
Gustav  Gastrich.   Wyomissinr.   Pa.,   assirnor  to 
Textile   Machine    Works.   Wyomissinr,    Pa.,   a 
corporation  of  Pennsylvania 
Oririnal    appUcation    June    2.    1933,    Serial    No. 
673,985.    Divided  and  this  appUcation  October 
18,  1934,  Serial  No.  748.840 

6  Claims.     (CI.  66 — 96) 
1.  An    Implement   of   the   character   described 
comprising  a  butt-end  shank,  a  tip  and  longl- 
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tudinal  section  connecting  the  shank  and  the  tip 
including  walls  forming  a  groove  having  its  lower 
end  disi5,sed  a  substantial  dif^ance  above  the  tip 
and  an   element   of  substantiaUy  the  cross-sec- 


-^1 


2,016.744 
CAMERA  SUPPORT 
John  T.  Heck,  Chicago,  111.,  assignor  to  DaLite 
Screen  Company.  Inc..  Chicago.  111.,  a  corpora- 

tlon  of  Illinois  c  _i  i  v-^    -oo  Qfi** 

Application  June  7.  1934.  Serial  No.   .29.362 

3  Claims.     (CI.  248— 155) 


jt*- 


tional  shape,  and  constituting  a  continuation,  of 
a  portion  of  a  wall  of  the  groove  extending  from 
the  lower  end  of  the  groove  to  the  tip.  the  tip  be- 
ing wider  than  said  extending  element. 


2.016.743 
SPRINKLER 

Jean  Ghlslain,  Downey.  Calif. 

AppUcation  February  7.  1934.  Serial  No.  710.075 

11  Claims.     (CI.  299— 69) 


3    In  a  longitudinally  extensible  and  contract- 
Ible  single  Tel  standard  designed  t^  detachaWy 
suDDort  a  camera,  the  combination  of  an  elon- 
latSi  external  casing  open  at  its  upper  end.  an 
fnnir  member  telescopically  fitted  in  said  casing 
and  adapted  to  be  extended  therefrom  through 
l^id  open  end  for  length  adjustment  of  the  stand- 
ard m'^^s  a?  the  upper  end  of  said  inner  member 
for   the    demountable  attachment   of   a   camera 
thereto  a  clutch  inside  of  said  casing  adapted  to 
clamo  said  member  and  casing  together  upon  rela- 
twr?otat1on  of  said  member  ana  casing  in  one 
di^lction  and  to  unclamp  said  member  and  cas- 
ing upon  such  rotation  in  the  opposite  direction 
tS  Dermft  longitudinal  adjustment  of  said  member 
iS  said  cSg.  and  a  shield  having  movement 
lengfhwi^f  of  said  member  and   adapted    n  the 
contracted  condition  of  the  standard  to  sh^^^  f^ 
camera  attachment  means  and  in  a^^.  ^xt^naea 
condition  of  the  standard  to  expose  said  attach- 
ment means  for  use. 


2.016.745 
TIMING  GEAR    SILENCER 

Leo  B.  Huthsing.  Los  An^«|«,' ^'"".'o  <> .^ 
Application  March  13.  1935.  Serial  No.  10.954 
12  Claims.     (CI.  188— 83) 


1  A  sprinkler  having  a  water  pipe  with  a  noz- 
zle an  arm  adjustably  mounted  on  the  PiPe.  » 
disc  rotatably  mounted  on  the  arm  to  rece  ve  the 
water  di.'^charged  from  the  nozzle  on  one  face  of 
The  disc  and  means  reacting  to  the  water  jet 
from  the  nozzle  to  route  the  said  disc,  the  said 
reacting  means  comprising  cur^•ed  vanes  on  the 
under  side  of  the  disc,  a  downturned  rini  on  the 
sime  side  as  the  vanes,  said  nm  having  a  plu- 
rality of  notches  varied  in  size. 

4  A  sprinkler  comprising  in  combination,  a 
rotary  nSzzle  pipe  having  a  discharge  nozzle,  a 
orarrotatabl?  adjustable  on  ^J^  p  Pe  as  t.^J^^? 
Uis  of  the  pipe,  an  arm  connected  to  the  couar 
and  a  rotltabW  mounted  disk  supported  by  the 
a?m  andV)sitioned  to  receive  the  impact  of  water 
S^s^hargi^  from  the  nozzle,  the  arm  being  ad- 
fi^table  ^0  swing  in  a  plane  at  right  angles  to 
a  diameter  of  the  collar. 

459  O.  O.— 23 


1  In  a  device  as  described,  the  combination  of 
an  engine  having  a  rotating  timing  gear,  a  cas- 
Z  fo?  said  gear  having  a  perforation,  a  fricUon 
shoe  I  supporting  device  for  said  shoe  extend  ng 
through  the  perforation,  and  a  spring  engaging 
th^shoe  to  press  the  shoe  into  contact  with  a 
smooth  surface  of  the  gear. 


1 


f 
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2.016.746 

FLUID    HEATER 

Thomas  H.  Ireland.  Rockville  Centre,  N.  Y. 

Application  Auirust  25.  1933,  Serial  No.  686.702 

12  Claims.     (CI.  257—232) 


1.  A  device  of  the  class  described  comprising  a 
tubular  casing  open  at  one  end.  a  cover  for  said 
open  end.  a  fluid  circulating  unit  insertable  into 
and  removable  from  the  casing  through  the  open 
end  thereof,  said  unit  comprising  a  cylindrical 
member  engaging  said  cover  to  form  within  the 
casing  a  chamber  surrounding  said  member  into 
and  through  which  a  heating  medium  may  be 
circuJated,  means  Including  pipes  coupled  with 
the  casing  independent  of  said  cover  for  circulat- 
ing the  heating  medium  through  said  chamber 
whereby  said  unit  is  insertable  into  and  remov- 
able from  the  casing  without  disturbing  the  cou- 
pling of  said  pipes  with  the  casing. 

2.016.747 

TIE   CLASP 

Albert  A.  Kaplan  and  Emanuel  Porcelain. 

Bronx.  N.  Y. 

AppUcaUon  May  23.  1934.  Serial  No.  727,050 

4  CUims.      (CL  24 — 85) 


1.  In  combination  with  a  U-shaped  member 
adapted  to  receive  an  edge  of  a  shirt,  means  for 
attaching  said  member  to  the  inner  folds  of  a  tie 
worn  with  the  shirt,  said  member  having  a  cut 
out  portion,  the  inner  edges  of  said  cut  out  por- 
tion being  formed  with  a  pair  of  ears,  and  a  clasp 
on  said  member  having  pintles  received  within 
said  ears  and  extending  through  said  cut  out  and 
adapted  to  frictlonally  clamp  the  shirt  to  said 
member. 

2.016.748 

MOVING  SIGN 

Arthur  Lewyt.  New  York,  N.  Y. 

AppUcation  October  4.  1933,  Serial  No.  692.057 

12  Claims.     (CI.  40 — 36) 


1.  In  apparatus  of  the  class  described,  a  series 
of  sign  members,  a  continuous  and  mo\ing  actu-  i 


ating  means  for  said  sign  members,  a  transfer  ele- 
ment for  moving  said  sign  members  fixed  to  said 
means  at  one  point,  and  a  positioning  element  for 
positioning   said   sign   members   secured   to   said 

means  at  another  point. 

2.016.749 
DEVICE  FOR  ATTACHING  LEADS  TO  LINE 

WIRES 

Edward  A.  Mack.  Huntington,  W.  Va.,  assignor  to 
Memco  Enfineerins  A  Manufacturing  Co..  Inc., 
Long:  Island  City,  N.  Y.,  a  corporation  of  New 
York 

Application  April  8.  1933.  Serial  No.  665.181 
5  Claims.     (CI.  81— 53) 


1.  A  stick  for  use  in  devices  for  temporarily  at- 
taching leads  to  line  wires  comprising  a  manipu- 
lating pole  having  a  sleeve  fitted  on  one  end 
thereof,  the  sleeve  having  a  plurality  of  project- 
ing ends,  an  end  plate  secured  to  the  projecting 
ends  and  having  a  polygonal  opening,  and  a  ro- 
tatable  member  In  the  sleeve  having  a  polyhedri- 
cal  recess  coaxial  with  the  plate  opening,  the  ro- 
tatable  member  having  manually  operable  fins 
projecting  between  the  projecting  ends,  and  the 
plate  and  end  of  the  sleeve  to  rotate  the  rotatable 
member  relatively  to  the  plate. 

2,016.750 
DETACHABLE  FEED  BELT  FOR  AUTOMATIC 

FIREARMS 

Niccolo  Mancini,  Florence,  Italy 

Application  March  19,  1934,  Serial  No.  716,273 

In  Germany  March  20.  1933 

6  Claims.     (CI.  89—35) 


1.  A  feed  belt  for  automatic  fire  arms  com- 
prising a  plurality  of  detachable  elements  con- 
nected in  a  series,  each  of  said  elements  com- 
prising a  web  portion  and  a  clip  portion  articu- 
lately interconnected,  said  web  portion  being 
adapted  to  be  gripped  by  the  clip  portion  of  the 
preceding  element  of  the  feed  belt. 

2.016.751 

OPERATION  OF  COAL   DISTILLATION 

PLANTS 

Stuart  Parmelee  Miller,  Scarsdale,  N.  Y..  assirnor 

to  The  Barrett  Company,  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

AppUcation  April  18,  1929.  Serial  No.  356,041 

Renewed  January  15,  1935 

6  Claims.     (CI.  202 — 30) 

1.  The  method  of  distilling  tar  to  pitch  at  a 

coal   distillation   plant,   the  ovens  or   retorts  of 

which  are  provided  with  a  pair  of  parallel  col- 
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lector  mains,  which  comprises  collecting  hot  coa. 
distillation  gas  simultaneously  in  the  two  mains 
distilling  tar  to  pitch  by  circulating  a  stream  of 
the  tar  and  resulting  pitch  serially  through  the 


uct  of  combustion  inserted  between  said  spring, 
said  arm  and  said  bracket,  for  strengthening  the 
grip  of  said  parts  on  the  spring. 


two  mains  in  contact  with  the  hot  gases  therem, 
the  flow  of  the  tar  and  pitch  being  in  one  direc- 
tion in  one  of  the  mains  and  in  the  opposite  di- 
rection in  the  other  main,  adding  tar  to  the 
stream  and  withdrawing  pitch  therefrom. 


2.016,752 

DISK  BRAKE 

Harry  D.  Ncwhart.  San  Anselmo.  Calif.,  assignor 

of  one- half  to  Luke  E.  Robinson,  Ross,  Cahf. 

ADDllcation  September  11. 1929,  Serial  No.  391,803 

IZClalma.    (CL  188— 72) 


1  In  a  brake  of  the  character  described,  a 
brake  disk  drum:  a  lining  disk  to  engage  a  disk 
face  of  the  drum;  a  non-rotatable  friction  disk 
to  exert  a  pressure  on  the  lining  and  on  said  cinim 
face ;  means  to  tiltably  support  said  f rlcUon  disk 
with  freedom  of  self-adjustment  to  a  parallel 
position  with  the  said  drum  face,  and  to  move  said 
friction  disk  toward  and  away  from  said  drum 
face  and  a  projection  around  the  drum  periphery 
extending  toward  said  friction  disk  and  being 
spaced  from  the  periphery  thereof  to  provide  an 
aperture  thereat  for  the  centrifugal  discharge  oi 
foreign  articles  from  the  drum. 


2.016,753 
TORSIONAL  SPRING  SYSTEM  FOR 
VEHICLES 
Alfred    Patiir.    Rnsselsheim-on-the-Main,    Ger- 
many, assignor  to  General  Motors  Corporation, 
Detroit.  Mich.,  a  corporation  of  Delaware 
Application  March  25,  1935,  Serial  No.  12.847 
In  Germany  February  24.  1933 
5  Claims.     (CI.  267—57) 


1  In  a  torsional  spring  system  for  vehicles,  a 
bracket  adapted  to  be  attached  to  a  vehicle,  a 
torsional  spring  having  uniform  cross  section  and 
uniform  surface  structure  throughout  its  length 
Inserted  in  a  hole  in  said  bracket  whose  inside 
dimension  is  less  than  the  outside  dimension  of 
the  spring  before  the  spring  is  inserted  in  the 
bracket,  an  arm  having  a  hole  with  which  it  is 
Placed  on  the  spring  and  whose  inside  dimens  on 
is  less  than  the  outside  dimension  of  the  spring 
before  the  arm  is  placed  on  the  spring,  and  a  prod- 


2,016.754 
CARTON  AND  METHOD  OF  MAKING  THE 

SAME 

Edward  M.  Perkit.  Boston.  Mass. 

Application  July  20,  1933,  Serial  No.  681,279 

3  Claims.     (CI.  93— 49) 


j^ 


1.  The  method  of  maldng  a  carton  in  collapsed 
condition  adapted  to  be  set  up  for  use  compris- 
ing forming  a  blank  having  longitudinal  and 
transverse  crease  lines,  said  blank  being  cut 
along  certain  of  said  crease  lines  from  the  edge 
of  the  blank  to  the  point  of  intersection  with 
another  crease  line,  forming  diagonal  crease 
lines  extending  from  said  points  of  intersection 
to  the  nearest  edge  of  the  blank,  and  folding 
said  blank  inward  along  said  longitudinal  and 
transverse  crease  lines  and  securing  together 
triangular  porticais  of  the  outer  surface  of  the 
blank  each  of  which  is  bounded  by  one  of  said 
diagonal  crease  lines  whereby  the  blank  is  folded 
along  said  diagonal  crease  lines  when  the  carton 
is  set  up. 

2,016,755 

LINE  SPOOLER  FOR  OIL  FIELD  DRAW 

WORKS 

Clifford  D.  Spracher,  Long  Beach,  Calif.,  assignor 

of   one-half  to   WiUiam  C.   WTieat.   Belvedere 

Gardens,  Calif.  ,,„  „^„ 

Application  January  30.  1931,  Serial  No.  512.309 

2  Claims.     (CI.  242— 1571 


1.  A  line  spooler  comprising  a  cylinder,  a  pis- 
ton reciprocally  mounted  in  said  cylinder,  line 
engaging  means,  means  coupling  said  line  engag- 
ing means  and  the  piston,  a  pipe  connecting  both 
ends  of  the  cylinder,  a  valve  in  said  pipe,  and 
pressure  release  means  at  each  end  of  said  cylin- 
der guide  means  upon  which  said  line  engaging 
means  Is  mounted,  and  a  brace  on  the  line  en- 
gaging means,  said  brace  slidably  engaging  the 
cylinder. 

2.016.756 

TIRE  CHAIN  CONNECTING  DEMCE 

Hurley  M.  Taylor.  Bloomington.  Dl. 

Application  May  15.  1933,  Serial  No.  671,036 

3  Claims.  (CI.  59— 93) 
1  A  tire  chain  connecting  device  having  a 
shank  and  hooks  formed  upon  both  ends  there- 
of the  hooks  at  one  end  being  formed  upon  a  sub- 
stantially helical  line,  the  hooks  at  the  opposite 
end  being  formed  upon  an  undulatory  line  pro- 
gressing away  irom  the  shank  in  a  plane  passing 
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longitudinally  through  the  shank,  the  hooks  ad- 
joining the  shank  at  opposite  ends  thereof  ex- 


tending   toward   each   other   on    the    same   side 
of  the  shank. 


2,016.757 
WEAR  COMPENSATING  BEARING 
William    A.   Tryon,    Elmlra,   N.   Y.,   assirnor   to 
Trayer  Bolt  Company.  Inc.,  Elmira,  N.  Y..  a 
corporation  of  New  York 

AppUcation  May  14.  1931.  Serial  No.  537.315 
3  Claims.     (CI.  308 — 70) 


♦  «■ 


'J^^fj^Js 


3.  In  combination  with  relatively  movable  mem- 
bers, a  wear  compensating  bearing  forming  a  con- 
nection therebetween  and  comprising  a  bushing 
seated  in  one  member  and  having  conical  bearing 
regions  adjacent  its  ends,  a  pair  of  hollow  bear- 
ing elements  supported  in  spaced  relation  in  the 
other  member  and  having  conical  regions  respec- 
tively cooperative  with  the  bearing  regions  In  the 
bushing,  a  headed  bolt  extending  through  both 
elements  and  the  bushing,  a  spring  surrounding 
the  bolt  normally  maintained  in  a  state  of  com- 
pression and  abutting  at  one  end  against  one  of 
the  bearing  elements,  a  nut  carried  by  the  bolt, 
and  a  spring  washer  Interposed  between  the  nut 
and  the  adjacent  member. 


2.016.758 
AUTOMOTIVE  SPRING  SHACKLE  LINK 
William    A.    Tryon,    Elmira.    N.    Y..    assignor 
Trayer  Products  Incorporated.  Elmira,  N.  Y., 
corporation  of  New  York 

Application  July  17.  1931.  Serial  No.  551.328 
4  Claims.     (CI.  267—54) 


H  - 


to 

a 


1.  A  spring  shackle  side  link  comprising  a  flat 
steel  body  having  adjacent  each  of  its  ends  a  por- 
tion of  the  metal  extruded  from  the  plane  of  the 
body  to  provide  continuous  walls  integral  there- 
with respectively  defining  a  generally  conical 
pocket  extending  entirely  through  the  body  and 
for  an  appreciable  distance  therebeyond,  the  ma- 
terial forming  the  conical  walls  of  said  pocket 
being  stretched  in  a  direction  substantially  axially 


!  thereof  and  that  forming  the  bottom  of  said 
pocket  being  stretched  radially  In  all  directions 
from  its  center,  the  grain  fibers  of  said  material 
adjacent  the  surfaces  thereof  extending  substan- 
tially parallel  to  each  other  and  to  the  respective 
surfaces. 

2.016,759 

DOOR  TYPE  HEATER  FOR  COMBUSTION 

CHAMBERS 

Ray  F.  Van  Seffem,  New  Brunswick,  N.  J. 

AppUcation  November  11,  1932,  Serial  No.  642,309 

9  Claims.     (CI.  122—32) 


3.  In  combination  with  a  boiler,  a  supple- 
mental heating  device,  an  element  through 
which  heated  water  from  said  supplemental 
heating  device  is  passed  to  said  boiler  and  an 
induction  heater  positioned  to  be  heated  by 
water  passing  through  said  element. 

7.  An  Improved  water  heater  adapted  to  be 
applied  to  a  boiler  to  increase  the  circulation  of 
the  lx)iler  water  comprising  a  casing  provided 
with  a  partition  dividing  the  same  into  upper  and 
lower  compartments  to  which  boiler  water  may 
be  supplied,  sections  communicating  with  said 
compartments  and  water  heating  tubes  extend- 
ing Into  the  combustion  chamber  of  the  boiler 
and  providing  communication  between  said 
sections. 

2.016,760 
ELECTRON   DISCHARGE    DEVICE 
Harold  A.  Wheeler,  Great  Neck,  N.  Y..  assirnor  to 
Haseltine  Corporation,  a  corporation  of  Dela- 
ware 

Application  March  23,  1933,  Serial  No.  662,203 

Renewed  July  11.  1934 

16  Claims.     (CI.  250 — 27.5) 


1.  A  vacuum  tube  grid  structure  composed  of 
a  helix  of  an  electrical  conducting  material  of 
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which  the  adjacent  grid  turns  are  spaced  in  re- 
lation to  each  other  so  that  the  ratio  of  the 
space  between  any  turn  to  the  space  ^tween  the 
most  widely  spaced  turns  is  inversely  proport  onal 
to  a  fractional  power  of  the  serial  number  wh  ch 
is  assigned  to  the  spaces  by  serially  numbering 
these  spaces  in  the  order  of  decreasing  space 
width.  

2,016,761 
BRAKE  MECHANISM 

John  William  White,  Detroit.  Mich    a««^n«'"' ^^ 
mesne  assignmenU,  to  General  Motors  Corpo- 
ration, a  corporaUon  o' J>elaware 
Application  March  27,  1933,  Ser\%\So.  663.084 
^  8  Claims.     (CI.  188-152) 


diate  support,  wall  portions  suPP^^^d  b^  ^^aid 
intermediate  support  above  same,  a^d  fluid  con- 
ductors arranged  in  said  walls  to  prevent  over- 
heating thereof,  said  fluid  conductors  constitut- 
ing the  sole  connection  between  said  walls  and 
said  intermediate  support. 

2.016.763 
REAR  VIEW  MIRROR 

Arthur  S.  Alexander.  New  York^  N.  Y. 

Application  March  8.  1934.  Serial  No.  714.602 

1  Claim.     (CI.  88—94) 


1  In  hydraulic  brake  mechanism,  brake  fric- 
tion means,  an  actuator  for  the  brake  friction 
means,  comprising  means  forming  a  chamber  for 
receiving  the  braking  liquid,  said  chamber  form- 
ing means  having  a  cup-shaped  member  with  its 
nferlor  formmg  part  of  the  chamber,  and  a 
yieldable  filler  within  said  chamber  and  contact- 
fig  with  the  interior  face  of  the  cup-shaped 
member.  _  

2.016.762 
FUTRNACE 
Charies  B.  Yoder.  Brentwood,  Mo     »«rt^!'  ^^ 
direct    and    mesne    assignments,    to    Radiant 
SJJi^r  Corporation.  New  York.  N.  Y..  a  corpora- 

ZluLuZ  J^iary  IJ.  IBje^tsf  ^"  '''' 
6  Claims.     (CI.  12»— 235) 


A  rear  view  mirror  for  automotive  vehicles  com- 
prisinc  glass  in  sheet  form,  and  a  reflecting  coat- 
ing applied  to  the  rear  surface  of  the  glass,  said 
reflecting  coating  being  continuous  except  in 
areas  thereof,  in  which  said  glass  is  left  uncoated 
one  of  said  areas  being  continuous  and  of  such 
configuration  that  it  is  adapted  to  render  visible 
the  column  of  a  thermometer  positioned  on  the 
sUvered  side  of  the  mirror  and  to  provide  gradua- 
tions to  indicate  the  height  of  said  column,  and 
other  portions  being  removed  to  provide  indicia 
whereby  the  height  of  said  column  may  be  trans- 
lated into  temperature  readings. 

2.016,764 

WINDOW  DRAFT  SHIELD 

Charles  A.  Anderson,  New  RocheUe,  N.  Y,  as- 

^  Jt^^r  to  Gotham  Pressed  Steel  Corporation. 

New  York,  N.  Y.,  a  corporaUon  of  New  York 

ApplicaUon  August  30.  1934    Serial  No.  742,073 

1  Claim.     (CL  98—99) 


1    A  furnace  comprising  an  intermediate  sup- 
port, wall  portions  suspended  from  said  interme- 


Tn  a  window    draft    shield,    the    combination 
with  platefadap^to  be  attached  to  the  sides 
S'i' window  casfng.  brackets  pivotally  connec^ 
with  said  plates  at  their  lowtT  ends,  the  upper 
Sds  0?  sa?d  plates  being  curved  concentrically 
with  said  pivots,  the  upper  ends  of  said  brackets 
Sing  prov'ided  with  hooks  engaging  the  curved 
end?of  said  plates,  lugs  at  the  ends  of  said  curved 
edges  limiting  tlie  rotational  movement  of  said 
buckets,  stiffening  ribs  on  said  P^^^^e  adf  Pf  ^  J 
keep  the  upper  edge  away  from  the  wall  of  salQ 
clling  so  as  to  provide  room  for  the  movement 
of  s^d  hook,  channels  attached  to  the  mner  sides 
of  said  brackets,  telescopic  charmel-shaped  rods 
supported  by  their  ends  in  said  channels,  and 
l^^panels  slidably  overlapping  e^ch  other  and 
supported  by  their  side  edges  in  said  rods  and  by 
their  end  edges  in  said  channels. 

2,016,765 
STEAM  BOILER 
WiUiam  James  Barber.  North  Adams.  W^aff'  as- 
signor of  one-half  to  Carleton  Shugg.  Williams- 

ApSlTTatl^rjanuary  25,  1934  ^^rjf,^  No.  708210 
^  10  Claims.     (CL  122—308) 

1    In  a  boiler  of  the  character  described,   a 
chamber  for  the  water  to  be  boiled,  comprising 
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a  vertical,  elongated,  cylindrical  core,  and  a  multi- 
plicity of  hollow  quills  projecting  radially  from 
said  core,  each  quill  communicating  at  its  inner 
end  with  the  interior  of  said  core  and  having  its 
upper  surface  inclined  downwardly  away  from 
said  core;  means  for  maintaining  the  water  level 


at  a  height  just  above  the  uppermost  row  of  quills, 
and  means  for  surrounding  only  the  water-con- 
taining portion  of  the  chamber  at,  but  no  higher 
than,  the  water  level  with  combustion  gases  and 
directing  them  downwardly  through  the  spaces 
between  said  quills. 


2.tl6.7«6 

DE?rTAL  HANDPIECE 

James  Henry  Blair.  Staten  bland,  N.  Y.,  assirnor 

to    Chajes    Dental    Instmment    Corporation, 

New  York,  N.  Y.,  a  eorporatlon  of  New  York 

AppUcation  May  9,  1932,  Serial  No.  61«.118 

11  Claims.     (CI.  32—26) 


1.  A  dental  handpiece  comprising  a  bracket,  a 
holding  member  mounted  on  the  bracket,  and  op- 
erating parts  mounted  on  the  bracket  and  includ- 
ing In  part  a  shaft  cover  sleeve,  a  shaft  within  said 
sleeve,  a  clutch  rotating  with  the  shaft,  and  a 
pulley  attachable  to  the  shaft,  said  operating 
parts  being  assembled  in  substantially  nested  rela- 
tion, said  holding  member  being  movable  to  a 
latched  position  to  engage  an  operating  part  to 
hold  all  of  the  operating  parts  in  said  nested 
relation  relative  to  the  bracket  and  to  lock  the 
pulley  to  the  shaft  for  rotation  therewith,  or  to 
an  unlatched  position  permitting  removal  of  said 
operating  parts  from  said  bracket. 


2.016.767 

PLACE-CARD  TALLY 

Aivin  L.  Bower,  Pittsburfh,  Pa. 

AppUcation  March  U.  1932.  Serial  No.  598.212 

1  Claim.     (CI.  283 — 49) 
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A  place-card  set  for  games  played  progressively 
Involving  a  plurality  of  tables  and  two  pairs  of 
players  at  each  table,  comprising  a  set  of  cards 
having  player  Identifying  symbols  and  placing 
symbols  to  constitute  placing-cards.  the  set  of  said 
place-cards  being  segregated  into  pairs  each  pa'r 
comprising  two  place-cards  initially  separably 
joined  to  each  other  to  initially  determine  and 
segregate  the  players  to  whom  the  respective 
original  pairs  of  place-cards  may  be  given,  upon 
initial  distribution  of  the  place-card  set  at  the 
beginning  of  the  games.  Into  pairs  of  players  to  be 
separated  from  play  with  each  other  during  subse- 
quent progress  of  the  games,  and  each  place-card 
of  each  initial  pair  having  the  placing  instructions 
denoted  thereon  previous  to  their  initial  distribu- 
tion and  so  corresponding  with  like  instructions 
on  the  individual  place-cards  of  other  initial 
pairs  of  the  set  as  to  constitute  predetermined 
indication  means  to  place  the  individual  holders 
of  the  members  of  the  original  pairs,  after  the 
initial  distribution  and  separation,  at  the  same 
tables  with  the  individual  holders  of  other  individ- 
ual place-cards  of  the  set,  other  than  the  holder 
of  the  companion  place-card  of  the  same  original 
pair,  to  the  end  of  a  predetermined  continuous 
series  of  successive  games. 


2.016.768 
SCALE 
John    A.    Cobb.    Colnmbns.    Ohio.    asBlgnor    to 
Streeter-Amet  Company.  Chicago,  111.,  a  corpo- 
ration of  Illinois 
Application  May  9.  1935.  Serial  No.  20.531 
8  CUims.     (CL  265 — 49) 

1.  In  a  scale   the  combination   comprising  a 

beam  having  a  poise  guideway.  a  poise  slldable 
thereon,  a  stop  element  mounted  on  said  beam  In 
position  to  be  cleared  by  the  poise,  a  member 
carried  by  said  stop  element  and  movable  into 
the  path  of  said  poise  so  as  to  be  engaged  by  a 
p>art  thereof,  and  means  for  adjusting  said  stop 
element  on  said  beam  so  that  it  may  be  fixed  on 
the  beam  to  locate  the  poise  in  a  predetermined 
position. 


2.016.769 
COMPENSATING    ATTACHMENT   FOR 
PRESSURE  CONTROLLERS 
Harold  L.  Colby,  Milton.  Mass..  assignor  to  Eldon 
MacLeod,  Westwood,  Mass..  Frank  A.  Morrison, 
Newton,  Mass..  Cameron  MacLeod,  Berwyn,  Pa., 
Leslie  Soule,  Dedham.  Mass..  and  Sullivan  A. 
Sargent,  Jr.,  Needham,   Mass..  trustees,  doing 
business  as  Mason  Neilan- Regulator  Company, 
Boston.  Mass. 
AppUcation  May  28.  1932.  Serial  No.  614.233 

4  Claims.     (CI.  50—10) 
1.  Control  mechanism  of  the  class  described,  a 
diaphragm  motor  valve  governing  the  supply  of 
a  medium  under  control,  an  air  pressure  system 
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fnr  nnerating  said  motor  valve  ordinarily  ex- 
Stus°t£.g  tiT'thT  atmosphere,  an  exha^t  Port 
throuKh  which  said  pressure  system  ordinarily 
exha^ts  To  the  atmosphere,  a  closure  arm  for 
cS  sa  S  exhaust  port,  a  tube  responsive  U) 
?he  ore^ure  of  the  medium  under  control  for  ac- 
tuatinrs^d  closure  arm,  pilot  valve  meaiis  m- 
cVudiSI  ^dependent  supply  and  waste  valves  gov- 
erning the  supply  and  waste  of  pressure  in  said 


73- 


bcr  over  the'tapered  passage  to  receive  a  mixture 
of  air  and  fuel  from  said  nozzle  and  ^o  direct  rt 
?nt^[hfpath  of  air  being  drawn  through  the  s^^^^ 
tubes  from  the  second  passage  to  further  \  apor 
i?e  siid^xture  reaching  the  mixing  chamber. 


system  and  diaphragm  mechan.sm  acted  on  by 
ILd  Se^u7e  and  actuating  said  supPly  and  was^ 
voivM  to  divert  said  pressure  to  operate  saia 
m^Ior  valve  on  tiie  closing  of  said  exhaust  port  by 
the  closure  arm.  a  second  tube  responsive  to  the 
Sls^uTe  in  taid  pressure  system  and  acting  in  a 
direction  opix>site  to  the  first  tube  for  counter- 
acting the  movement  of  said  closure  arm  as  actu- 
ated  by  the  first  tube. 


2.016.770 

BLADE  DRAWING  DIE 

Jean  Hubert  Loais  De  Bats.  Ewt  O™*^;^- /• 

AppUcation  July  17.  19?3,  Serial  No.  680.674 

5  Oaims.     (CI.  205—26) 


2.016.772 
WALL  CONSTRUCTION 

4  Claims.     iCl.  72—102) 


r* 


1    An  improved  apparatus  for  drawing  cutting 

!tin?iufe^etween  said  dies,  comprising  idler  roll- 
S  anTmeans  for  supporting  and  adjusting  the 
idler  rollers  and  drawing  dies. 


1  A  building  wall  structure  comprising  at 
least  two  wall  members  disposed  in  spaced  apart 
rpSion  each  of  said  wall  members  being  con- 
?^c?ed' oTsup^Ued  build  ng 
«vid  units  in  the  walls  having  a  substantially 
recta^ulirl^ecess  confronting  the  adjacent  wall. 
Si  isolated  tie  unit  having  an  end  portion  d  s- 

pSsed  in  said  recess  and  ^.^^  ^PP^^.^f.^^^nf  vfaU 
posed  in  a  similar  recess  in  ^^/^f  ^J^^^^^i^J'.fn ' 
and  disconnected   securing  means   for   securing 
the  ends  of  the  tie  unit  in  the  opposite  wall  mem- 
bers.   

2.016.773 

TANK  FILLER  CAP 

Louis  W.  G.  Fb^t,  East  Orange  Nj^.assiijior  to 

Breeze  Corporations  Inc.  Newark.  V  J. 


2.016.771 

CARBURETOR 

GusUv  Eissing.  Sccaucus.  N-  J. 

Application  July  15.  19?3.  Serial  No.  680.562 

11  Claims.    (CI.  261 — 41) 
1    Tn  a  carburetor,  the  combination  of  a  noz- 
zle dLpi^  In  an  air  inlet  passage  for  supplymg 
^  ^dTuVl  to  a  mixing  chamber,  a  tapered  pas- 


K.^ 


1    A  closure  comisrising  a  cover  adapted  to  be 

ro  at^ly  iJJStioneS  ov;er  an  openir^  in  a  con- 

tainer    members  carried  by  the  cover  «>  engage 

n^ec^sTes  in  the  container  a  valve  member  an^ 

means  controlled  by   rotaUon  of   the   cover  to 
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force  the  vaJve  member  against  a  seat  on  the 
container  comprising  a  screw  threaded  member 
rotatable  with  the  cover  and  means  engageable 
with  the  members  carried  by  the  cover  to  prevent 
rotation  of  the  valve  member. 


2.016.774 

IMPLEMENT    MOUNTING    TRAILER    FOR 

TRACTORS 

Ralph  N.  Geffroy.  Stockton.  Calif. 

AppUcaUon  January  26,  1935.  Serial  No.  3,632 

27  CbUma.     (CI.  97—48) 


1.  In  combination  with  a  tractor,  an  imple- 
ment carrying  trailer  pivoted  on  the  frame  of  the 
tractor  for  swinging  movement  in  a  horizontal 
plane,  said  trailer  including  supporting  wheels, 
and  means  mounting  the  wheels  for  angular  ad- 
justment as  a  unit  in  a  vertical  transverse  plane. 


2.016.775 

WELDERS  HELMET 

Edwin  U.  Ginger,  San  Francisco,  Calif. 

Application  November  4,  1933,  Serial  No.  696.679 

3  Claims.     (CL  2 — 8) 


1.  A  welder's  helmet  having  a  head  piece;  a 
visor  pivoted  to  said  head  piece  and  ear  guards 
fixed  to  the  inner  sides  of  said  head  piece  and 
visor. 


2.016.776 
WHEEL  AND  TIRE   ASSEMBLY 
David  M.  Goodrich.  Mount  Kisco,  N.  Y. 
AppUcation  July  8,  1933.  Serial  No.  679.527 
13  Claims.     (CI.  152—28) 
1.  A  wheel  and  pneumatic  tire  assembly  com- 
prising a  tire  structure  having  its  air  chamber  of 
bow-like  shape  in  cross-section,  a  wheel  member, 
and  hinge-link  members  so  connecting  the  wheel 


member  with  the  sides  of  the  tire  structure  that 
loading  of  the  wheel  member  draws  the  cross-sec- 


rrc 


tional  eiid  portions  of  the  tire  structure  toward 
each  other. 


2,016.777 

LAWN  MOWER   SHARPENER 

Frederick  G.  Grantham.  Kansas  City.  Mo. 

AppUcation  February  24.  1934,  Serial  No.  712.775 

5  Claims.     (CI.  51—250) 


1.  Sharpening  means  for  lawnmowers  having 
rotating  blades,  comprising  a  plate  provided  with 
an  abrading  surface,  the  upper  corners  of  said 
plate  being  provided  with  supporting  arms, 
means  engaged  by  said  arms  for  suspending  said 
plate  with  Its  abrading  surface  in  position  for 
wiping  engagement  with  the  mower  blades,  and 
spring  means  engaging  said  arms  and  yieldingly 
actuating  said  plate  into  the  path  of  movement 
of  said  blades. 


2.016,778 
AIR     DIRECTING     DEVICE     FOR     USE     IN 
VENTILATING    OR    OTHER   AIR    SUPPLY 
SYSTEMS 
James    Harry    Hall.    Herbert    Kay,    and    Alfred 
Myers.  Ashion-under-Lyne.  Enfland,  assirnora 
to   Hall   &    Kay,  Limited,  Ashton-under-Lyne, 
England 
Application  January  24.  1934.  Serial  No.  708,100 
In  Great  BriUin  January  25.  1933 
3  Claims.     (CI.  98 — 40) 
-JLn 


LP^» 


1.  An  air-directing  device  for  use  In  conjunc- 
tion with  an  air  duct,  comprising  a  frame  adapt- 
ed to  be  mounted  coaxially  with  the  air  duct,  a 
hollow  base  rotatably  mounted  In  the  frame  for 
rotation  about  the  axis  thereof,  a  nozzle  rotat- 
ably mounted  In  the  base  for  rotation  alx)ut  an 
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axis  oblique  to  the  axis  of  rotation  of  the  base, 
and  a  valve  slldably  mounted  along  the  axis  of 
rotation  of  the  nozzle. 


2.016.779 
PROCESS  OF  AND  APPARATUS  FOR  MEAS- 
URING REDUCTION  IN  SIZE  OF  SOLIDS 
Ralph  M.  Hard^rove,  Westfleld.  N.  J.;  dedicated 
by  said  Hardrrove  and  Fuller  Lehigh  Company 
to  the  Government  and  the  People  of  the 
United  SUtes 

Application  April  8,  1931,  Serial  No.  528,575 
4  Claims.     (CI.  73—51) 


1.  The  method  of  determining  the  relative 
grindabillty  of  a  material  which  comprises  sub- 
jecting a  sample  of  the  material  in  which  all  the 
particles  are  of  substantially  the  same  diameter 
to  a  definite  process  of  incomplete  pulverization, 
screening  the  partly  pulverized  sample,  and  com- 
puting the  amount  of  new  surface  produced  by  the 
pulverizing  operation  by  multiplying  the  sized  por- 
tions of  the  sample  by  constants  respectively  cor- 
responding to  the  reciprocals  of  the  average  open- 
ing for  material  between  successive  screen  sizes. 


CONVEXLY 


2,016.780 

INSTRUMENT  FOR   EXAMINING 

CURVED   SURFACES 

Hans  Hartinger.  Jena,  Germany,  assignor  to  firm 

Carl  ZeisSt  Jena.  Germany 

AppUcation  March  1,  1933,  Serial  No.  659,160 

In  Germany  March  3,  1932 

4  Claims.      (CI.  88 — 20) 


Qi 


1.  An  instrument  for  finding  irregularities  In 
convexly  curved  surfaces  by  means  of  reflected 
light,  comprising  an  optical  system  illuminating 
by  means  of  a  light  pencil  the  surface  to  be  ex- 
amined, a  projection  screen  normal  to  the  direc- 


tion in  which  the  said  pencil  strikes  the  surface 
to  be  examined  and  receiving  the  illumination 
rays  reflected  by  this  surface,  and  a  net  of  co- 
ordinates provided  on  surfaces  in  the  illuminat- 
ing system,  at  least  part  of  this  system  and  the 
surface  to  be  examined  being  adapted  to  image 
the  net  of  coordinates  on  the  projection  screen. 


2,016.781 

CONVERSION   OF   HYDROCARBON   OILS 

Jacob  Benjamin  Held.  Chicago.  DL,  assignor  to 

Universal  OU  Products  Company,  Chicago,  III., 

a  corporation  of  Delaware 

AppUcation  May  4.  1933.  Serial  No.  669,317 

11  Claims.     (CI.  196—49) 


Xr\ 


2.  A  hydrocarbon  oil  conversion  process  which 
comprises  heating  the  charging  oil  to  distillation 
temperature  and  separating  therefrom  a  relative- 
ly light  fraction  and  a  heavier  fraction,  heating 
the  light  fraction  to  cracking  temperature  in  a 
heating  zone  and  then  discharging  the  same  into 
an  enlarged  zone,  introducing  at  least  a  portion 
of  said  heavier  fraction  of  the  charging  oil  into 
the  enlarged  zone,  separating  vapors  from  residue 
in  the  enlarged  zone,  removing  separated  vapors 
from  the  enlarged  zone  and  subjecting  the  same 
to  fractionation,  passing  resultant  reflux  con- 
densate through  a  second  heating  zone  main- 
itained  at  lower  temperature  than  the  first-named 
Iheating  zone  and  subjecting  the  same  therein  to 
independently  controlled  cracking  conditions  of 
temperature  and  pressure,  introducing  the  thus 
treated  reflux  condensate  Into  the  enlarged  zone 
without  prior  passage  through  the  first  named 
heating  zone,  and  finally  condensing  the  frac- 
tionated vapors. 

2.016.782 
VEHICLE  TOY 
John  W.  K.  Heppner,  New  York.  N.  Y.,  assignor 
to  Louis  Marx  &  Company,  New  York,  N.  Y.,  a 
corporation  of  New  York 

AppUcation  June  10,  1933,  Serial  No.  675.221 
5  Claims.     (CI.  46 — 48) 

i*   ^  re 


1.  A  toy  vehicle  comprising  a  toy  body,  wheels 
mounted  therewi.  a  siren,  and  a  step-up  gear 
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train  interconnecting  a  wheel  and  said  siren  in 
order  to  impart  rapid  rotation  to  the  siren  upon 
movement  of  the  vehicle,  said  gear  train  includ- 
mg  a  freely  automatically  disengageable  element 
affording  free  overrunning  rotation  of  the  siren 
whenever  the  vehicle  decelerates  faster  than  the 
natural  rate  of  deceleration  of  the  siren. 


2.616.783 
LEVER   BUCKLE   OR   SLIDE 
Roland   Thomas   Jackson,   Market    Harboroai:h. 
England,  assignor  to  R.  &  W.  H.  Syrningrton  & 
Company  Limited,  Market   Harboroach,  Eng- 
land, a  company  of  England 
Application  September  8,  1934.  Serial  No.  743.169 
In  Great  Britain  February  23,  1934 
5  Claims.     (CL  24—184) 


*i^j^ 


1.  A  concealed  lever  buckle  comprising  a  three 
bar  frame  structure,  a  lever  device  plvotally 
mounted  on  the  bottom  bar  of  the  frame  and 
having  the  effective  edge  formed  with  end  por- 
tions having  slightly  lipped  edges  and  outwardly 
extending  small  projections  and  a  centrally  po- 
sitioned and  rearwardly  curved  spring-like  por- 
tion which  is  adapted  to  ride  over  and  contact 
with  the  bottom  bar  of  the  frame,  webbing  at- 
tached to  the  top  bar  of  the  frame  and  carried 
downward  therefrom  into  loop  formation  whence 
it  is  passed  upward  in  front  of  the  buckle  and 
lever,  between  the  lipped  edges  of  the  lever  and 
the  adjacent  co-acting  edge  of  the  middle  bar 
of  the  frame,  behind  the  said  middle  bar.  upward 
therefrom  in  front  of  the  top  bar  and  of  the  end 
of  the  webbing  which  is  attached  thereto. 


2,016,784 
PRODUCTION  OF  ORGANIC 
SULPHO-HALIDES 
Georg     Kraenxlein,     Hochst-on-the-Main.     and 
Heinrich    Hopff.    Ladwigshafen-on-the-Rhine, 
GermajQy,   auignon   to  I.   G.    Farbenindustrie 
AktiengeseUachalt.  Frankfort  -  on  -  the  -  Main, 
Germany 
No  Drawing.     AppUcation   July   18,   1932.   Serial 
No.  623^^90.    In  Gennany  July  28.  1931 
10  Claims.     (CI.  260 — 158) 
1.  The  process  for  the  production  of  organic 
sulpho-halides  which  comprises  heating  an  or- 
ganic sulphonic   acid  salt,  corresponding  to  the 
formula  RSO3X  in  which  R  denotes  a  hydrocar- 
bon or  halogenated  hydrocarbon   radicle   or  an 
unsubstituted  heterocyclic  radicle,  and  X  denotes 
an  alkali  forming  metal,  with  a   benzotrlhallde 
to  a  temperature  between  about  120'  and  about 
300^  C. 

10.  The  process  for  the  production  of  naph- 
thalene sulphochloride  which  comprises  heating 
beta-naphthalene  sulphonic  acid  sodium  salt  with 
benzotrlchloride  to  a  temperature  between  about 
150'  and  about  250°  C. 


2.016.785 

MEANS  FOR  DRILLING  WELLS 

Joseph  P.  LawloT,  Ames.  Iowa 

AppUcaUon  Aagnst  15.  1934.  Serial  No.  739.916 

7  Claims.     (CI.  255 — 19) 

1.  In  a  device  of  the  class  described,  a  base 

plate  having  an  opening,  a  vertical  guide  bearing 


member  slidably  mounted  in  the  opening  of  said 
base  plate,  a  prime  mover  secured  to  the  upper 
end  of  said  bearing  member  having  a  motor  shaft 
extending  downwardly  and  through  said  bearing 


member,  a  drill  shaft  detachably  secured  to  the 
lower  end  portion  of  said  motor  shaft,  a  drill  bit 
on  said  drill  shaft,  and  a  means  for  regulating 
the  sliding  movement  of  said  guide  bearing 
member. 

2.016.786 
FILTER  FABRIC 

Auruste  Gustave  Lemaire,  Courtrai.  Belgium 

AppUcation  January  29.  1930.  Serial  No.  424,174 

In  Belgium  January  29.  1929 

1  Claim.     (CI.  139—426) 


A  filter  cloth  adapted  to  be  used  between  the 
frames  of  filter  presses,  the  said  cloth  being 
formed  throughout  its  extent  from  threads  of  the 
same  thickness  respectively  In  the  warp  and  in 
the  weft  and  comprising  two  superposed  filter 
fabrics,  the  said  filter  fabrics  being  interwoven 
together  at  the  outer  edges  to  form  a  circumam- 
bient border  portion,  the  border  portion  and  the 
central  portion  surrounded  thereby  being  of  dif- 
ferent weaves  so  that  a  circumambient  strength- 
ened woven  marginal  portion  Is  provided. 

2.016.787 
BOILER 

Heinrich  Liessenberg.  New  York.  N.  Y..  assignor 

to    Combustion    Engineering    Company,    Inc., 

New  York,  N.  Y. 

AppUcaUon  March  2.  1934.  Serial  No.  713.644 
3  Claims.     (CI.  122— 510) 

1.  In  a  boiler  having  a  plurality  of  drums, 
means  to  support  said  drums  comprising  In  com- 
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blnaticn  horizontal  steel  work  above  the  drums. 
U-shaped  straps  In  which  the  drums  rest,  plates 
above  and  parallel  to  the  steel  work,  means  to 


Ing  an  endless  conveyor  for  carrying  the  eggs 
over  the  table  top.  and  means  for  locking  the  con- 
veyor automatically  against  movement  when  the 
tray  Is  removed  from  under  the  table  top. 


2.016.790 

SIGNALING  APPARATUS 

David  Perlman,  Jersey  City.  N.  J. 

Application  November  15,  1930.  Serial  No.  495,922 

18  CUims.     (CI.  175—356) 


transfer  the  load  from  the  straps  to  the  plates, 
and  means  comprising  sets  of  rollers  to  transfer 
the  weight  from  the  plates  to  the  steel  work. 


2,016.788 
SLIPPER  AND   METHOD  OF  MAKING   SAME 

George  P.  Naidor.  New  York.  N.  Y. 

Application  May  9,  1934,  Serial  No.  724.637 

8  Claims.     (CL  12—142) 


1.  The  method  of  making  slippers  which  com- 
prises securing  together  the  upper,  sole  and  sock 
lining  of.  a  slipper  while  said  elements  are  In  a 
reversed  position  with  the  upper  interposed  be- 
tween the  sole  and  sock  limng,  turning  said  ele- 
ments to  their  normal  position,  suppljang  a  pad- 
ding formed  of  two  layers  of  material  stitched 
together  partly  around  their  edges  to  provide  a 
pocket,  and  forcing  said  padding  between  said 
lining  and  sole  by  utilizing  an  implement  Intro- 
duced Into  said  pocket. 

4.  A  slipper  comprising  an  upper,  a  sole,  a 
sock  lining,  means  securing  all  three  of  said  ele- 
ments together,  and  a  padding  inserted  between 
said  sole  and  lining  and  having  a  pocket  therein 
the  closed  end  of  which  terminates  at  the  toe 
portion   of  the  padding. 


2.016.789 

EGG  WEIGHER 

William  F.  Neuhaus.  Augusta,  Wis. 

AppUcaUon  April  18.  1932.  Serial  No.  605.949 

Renewed  August  9,  1935 

2  Claims.     (CI.  209—121) 


1.  A  machine  for  grading  eggs  according  to 
weight  comprising  a  table  top  having  a  series  of 
spaced  rows  of  grading  openings,  means  for  con- 
trolling the  passage  of  eggs  through  certain  of  said 
rows  of  openings  In  direct  accordance  to  their 
weight,  a  removable  tray  for  receiving  the  graded 
eggs  from  the  rows  of  openings  having  a  plural- 
ity of  Independent  compartments,  means  includ- 


2.  A  signaling  transformer  comprising  a  main 
primary  winding,  an  emergency  primary  winding 
to  become  operative  upon  failure  of  said  main 
primary  winding,  a  secondary  winding  and  a  mag- 
netic core  structure  carrying  said  windings  ar- 
ranged to  permit  independent  operation  of  said 
emergency  winding  unaffected  by  and  during 
failure  of  said  main  winding. 

14.  A  signaling  transformer:  a  main  primary 
winding  to  be  supplied  from  an  alternating  cur- 
rent; an  emergency  primary  winding  to  be  sup- 
plied by  interrupted  direct  current  upon  failure 
of  said  main  winding;  a  magnetic  core  structure 
carrying  said  windings;  an  electro-magnetic  In- 
terrupter comprising  a  vibrating  armature  In  the 
emergency  winding  circuit  operated  by  said  mag- 
netic core;  a  contact  and  armature  also  operated 
by  said  magnetic  core  for  normally  Interrupting 
said  emergency  winding  during  flow  of  current 
through  said  main  winding;  a  common  secondary 
winding  for  both  said  primary  winding  and  said 
emergency  winding;  and  means  whereby  said  in- 
terrupter and  said  emeregncy  winding  operate 
unaffected  by  and  during  failure  of  said  main  pri- 
mary winding. 


2,016.791 
YEAST 

Henry  Rilev.  deceased,  late  of  Kearny,  N.  J.,  by 
Edith  M.  Riley,  administratrix,  Kearny,  N.  J. 
No  Drawing.    Application  December  5,  1934, 
Serial  No.  756,085 
2  Claims.     (CI.  195—20) 
1    In  the  manufacture  of  a  seed  yeast  for  mak- 
ing a  commercial  yeast,  sporulating  yeast  by  mix- 
ing  approximately   four   pounds  yeast   with   an 
aqueous  aerated  cream  formed  by  agitating  ai>. 
proximately  12  ounces  of  calcium  sulphate  with 
water,    adding    approximately    V2    of    1%    com 
starch   to   the    mixture,   maintaining   the    mix- 
ture at  a  temperature  approximately  28'  C.  for 
approximately  30  hours,  then  further  diluUng  the 
mixture  with  aerated  water,  and  then  allowing 
the  mixture  to  stand  for  approximately  18  hours 
to  produce  sporulated  yeast   and  durabie  yeast. 
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2.016.792 

LADDER 

Charlan  E.  Sanders,  San  Jose.  Calif. 

Application  February  23.  1935.  Serial  No.  7.908 

5  Claims.     (CI.  228—59) 


5  The  combination  with  a  ladder  structure 
including  stiles,  steps  disposed  between  the  stiles, 
and  supporting  means  inserted  between  the  stiles 
and  ends  of  the  steps,  of  a  reinforcing  bar  dis- 
posed to  engage  the  rear  edges  of  successive 
steps,  and  a  rod  engaging  the  front  edge  of  each 
step  and  passing  downwardly  and  rearwardly 
under  the  step  and  through  the  reinforcing  bar. 
Lnd  fastening  means  on  the  rear  end  of  said  rod. 


2.016.793       

ORE  CRUSHING  MACHINE 

Mitchel  Tveit,  Tacoma,  Wash. 

AppUcation  May  15,  1933.  Serial  No.  671.104 

1  CUim.     (CI.  198—151) 


clamping  flanges  on  each  side  of  the  bucket: 
double -flanged  wheels  mounted  on  all  four  or 
said  pins  and  adapted  to  engage  the  teeth  of  said 

guiding  and  driving  sprocket  wheels  between  the 
said  flanges;  Intermediate  bars,  positioned  be- 
tween consecutive  buckets;  cable-clamping  means 
near  the  ends  of  said  bars;  and  similar  double- 
flanged  wheels  mounted  on  the  ends  of  said  inter- 
mediate bars,  whereby  said  cables  are  adapted  to 
transmit  the  operating  stresses  to  move  the 
buckets  and  are  held  away  from  said  sprocket 
wheels  and  are  guided  along  the  path  of  travel. 


An  ore  elevator  comprising  a  series  of  pairs 
of  similar  spaced  sprocket  wheels;  means  for 
driving  one  pair  of  said  sprocket  wheels;  a  pair 
of  endless  parallel  cables,  permanently  out  of 
contact  with  said  sprocket  wheels;  a  series  of 
bucketa  clamped  to  both  said  cables  and  spaced 
at  uniform  distances  apart  thereon;  clamping 
flanges  formed  on  the  end  plates  of  each  bucket 
and  cooperating  with  clamping  plates  attached 
thereto  to  clamp  each  cable  therebetween,  said 
flanges  and  plates  extending  substantially  the 
full  depth  of  the  bucket;  two  pins  extending  later- 
ally from  the  upper  and   lower  portions  of  said 


2.016.794 

ILLUMINATED  FORM 

Ervin  O.  Bade  and  Aubrey  D.  Miller. 

Fort  Wayne.  Ind. 

Application  March  14.  1934.  Serial  No.  715.530 

2  Claims.     (CL  240—10) 


1  A  bouquet  form  comprising  a  hollow  body 
having  a  depending  hollow  handle  and  having  an 
opening  in  Its  rear  wall,  a  battery  In  the  handle, 
an  electric  lamp  within  the  body  and  adapted  to 
be  connected  to  the  battery,  the  electric  lamp 
being  adapted  to  illuminate  the  Interior  of  the 
body  and  the  person  carrymg  it,  and  a  plurality 
of  light  conducting  and  reflecting  members  ex- 
tended through  the  body  the  exposed  portion  of 
each  member  being  peripherally  opaque. 


2.016.795 
DEVICE  FOR  FLARING  PIPE 

William  L.  Belknap,  Stratford.  Conn. 

Application  May  17,  1935.  Serial  No.  21.918 

10  CUims.     (CI.  153—79) 


_---^J 


1  A  pipe  flaring  tool  including  a  stem  having 
at  one  end  a  pilot  to  fit  in  the  end  of  a  pipe  imme- 
diately inwardly  of  the  portion  to  be  flared,  a  head 
on  the  outer  end  of  said  stem,  and  a  tapered  plug 
slldable  on  the  stem  between  the  head  and  pilot. 
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2,016.796 
METHOD  OF  MAKING   MOLDED  PRODUCTS 
Arthur  S.  Brock  and  Carl  F.  Meinxer,  Chicago, 
111.,  assignors,  by  mesne  assignments,  to  Wal- 
lace L.  Caldwell,  Birmingham,  Ala. 

No  Drawing.     Application  July  25,  1934, 
Serial  No.  736.908 
10  Claims.     (CI.  18 — 47.5) 
1.  A  process  of  making  molded  products  com- 
prising  mixing   pulverized   slag   and  alkali   sili- 
cate, and  steam  curing  the  mixture  under  super- 
Atmospheric  pressure. 


2,016.797 

LOCK  VALVE 

Frank  S.  Bums  and  George  M.  Helf, 

Milwaukee.  Wis. 

Application  April  16,  1934.  Serial  No.  720,778 

2  Claims.     (CI.  16 — 124) 

■  ►^f 


1  A  valve  comprising  a  casing,  a  valve  plug  in 
said  casing  having  an  annular  groove  therein,  the 
inner  wall  of  said  groove  being  provided  at  spaced 
points  with  keeper  recesses,  and  a  radially  ex- 
tending barrel  formed  on  the  casing  communicat- 
ing with  the  interior  thereof,  the  barrel  being 
provided  with  an  interior  annular  shoulder  pro- 
vided with  diametrically  opposed  notches  and 
longltudinaUy  extending  guide  grooves  at  right 
angles  to  the  notches,  and  a  key-operated  bolt 
slidably  mounted  in  the  barrel,  spring  means  nor- 
mally urging  the  bolt  toward  the  annular  groove 
and  the  keeper  recesses,  the  bolt  having  radially 
extending  ribs  adapted  to  seat  in  the  notches  when 
the  bolt  is  in  one  position,  and  in  said  longitudinal 
grooves  when  the  bolt  is  in  still  another  position. 


o  nig  79g 

PROCESS  FOR  PYROLITIC  DECOMPOSITION 

OF  HYDROCARBONS 

Maurice  B.  Cooke.  New  York.  N.  Y. 

Application  March  12.  1932.  Serial  No.  598.502 

4  Claims.     (CI.  196— «7) 


carbon  oil  in  indirect  heat  exchange  with  said 
combustion  gases  to  lower  their  temperature, 
flashing  the  oil  thus  heated  into  vapors  in  a  va- 
porizing stage,  directly  commingling  said  vapors 
with  said  tempered  products  of  combustion  and 
permitting  a  pyrolytic  decomposition  of  said  hy- 
drocarbons to  take  place  to  form  gasoline-Uke 
hydrocarbons  having  a  lower  molecular  weight. 

2.016.799 
TRIMMER    SAW 

Arthur  E.  De  Koning.  Portland.  Orcg. 

AppUcation  October  10.  1934.  Serial  No.  747,689 

4  Claims.     (CI.  143 — 41) 


1.  The  process  of  converting  hydrocarbon  oil 
Into  Rasoline-like  hydrocarbons  of  lower  molecu- 
lar weight  which  includes  the  steps  of  generating 
hot  combustion  gases,  passing  the  hydrocarbon 
oil  to  be  cracked  in  indirect  heat  exchange  with 
said  hot  combustion  gases  to  reduce  the  tempera- 
ture of  the  gases  and  effect  a  heating  of  the  oil 
substantially  without  pyrolytic  decomposition, 
subjecting  the  hydrocarbon  oil  thus  heated  to  a 
topping   operation,    passing    the  topped  hydro- 


1  A  trimmer  saw  comprising,  a  pivotally 
mounted  arbor-frame  carrying  a  power-driven 
circular  saw,  a  resilient  support  for  said  arbor- 
frame  a  wheel-arm  pivotally  mounted  on  said 
arbor-frame  carrying  a  wheel  slightly  larger 
in  diameter  than  said  saw.  a  resilient  stop  pivo- 
tally mounted  on  said  wheel-arm,  a  solenoid 
operated  latch  pivotally  mounted  on  said  arbor- 
frame  adapted  in  its  normal  adjustment  to  en- 
gage said  stop  on  said  wheel  arm,  and  means 
conveniently  located  to  control  said  latch. 

2,016.800 
PNEX3IATIC   CONVEYER    TI^E 

William  H.  Dinspel.  Bellrosc  Manor.  N.  Y. 

Application  January  3.  1935.  Serial  No.  214 

7  Claims.     (CI.  243 — 4) 


1.  A  conveyer  embodying  an  open-ended  de- 
livery tube,  an  air  exhaust  system  operatively 
connected  with  said  tube,  and  a  valve  for  con- 
trolling the  flow  of  air  from  said  tube  to  said 
exhaust  system,  said  valve  being  adapted  to  curl 
to  open  progressively,  and  means  for  so  opening 
said  valve  in  correspondence  with  the  balance 
of  air  pressure  on  said  valve. 

2.016.801 
AIR  VALVE 

Virgil  Duncan.  Racine,  Wis. 

Application  November  15.  1933.  Serial  No.  698.051 

1  Claim.      (CI.  277—25) 

An  air  valve  for  supplying   additional  air  to 

the  fuel  charge  stream  of  a  carburetor,  comprising 

a  stationary  casing  including  a  cylindrical  side 
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wall  and  one  end  wall,  an  attaching  end  inlet 
nipple  formed  on  the  end  wall,  said  side  wall  hav- 
ing a  clrciunlerentially  extending  row  of  air  Inlet 
openings,  a  valve  plug  rotatably  mounted  within 
the  casing  having  an  axial  bore  provided  with  an 
enlargement  defining  an  interior  air  chamber, 
the  plug  havmg  a  circumferentially  extending 
slot  commimicating  with  said  chamber,  the  slot 
being  normally  out  of  registration  with  the  row 
of  openings,  means  for  rotating  the  valve  plug 
for  uncovering  said  air  openings,  a  sleeve  having 
an  air  Intake  carried  by  said  casing  and  housing 
said  row  of  air  entrance  openings,  a  valve  seat 


^fi 


carried  at  the  irmer  end  of  said  chamber  directly 
in  front  of  the  nipple,  a  manually  adjustable 
needle  valve  received  in  the  bore  and  extending 
through  the  chamber  and  movable  toward  and 
away  from  said  seat  and  having  a  head  disposed 
exteriorly  of  the  valve  plug,  said  mejuis  for  ro- 
tating the  valve  plug  including  a  wheel  carried 
directly  by  said  plug  for  engagement  with  the  edge 
of  the  side  wall  of  the  casing  and  having  a  groove 
for  receiving  the  sleeve,  the  suction  through  the 
nipple  normally  tending  to  draw  the  valve  plug 
inwardly  with  the  wheel  against  the  sleeve  and 
casing  side  wall,  and  anti-friction  bearings  dis- 
posed between  said  casing  side  wall  and  the  wheel. 


2.016^02 

FLUID  PUMP 

Ferdinand  E.  FIck.  Lakewood.  Ohio 

Application  January  36.  1933.  Serial  No.  654.156 

8  daims.     (CI.  103 — 173) 


1.  In  a  valviilar  mechanism  for  a  fluid  meter  or 
pump  of  the  wobble  plate  type  including  a  hous- 
ing, a  driven  shaft,  a  plurality  of  cylinders,  pis- 
tons for  the  cylinders  and  a  wobble  plate  for  the 
shaft  and  adapted  to  impart  reciprocating  motion 
to  the  pistons,  said  housing  formed  to  provide  a 
valve  chamber  with  charmels  from  the  cylinders 
to  the  valve  chamber  and  a  seat  in  said  chamber, 
said  channels  opening  through  said  seat,  a  rotary 
valve  In  said  chamber  and  adapted  to  seat  upon 
the  seat,  means  to  rotate  said  valve  upon  the  seat 
including  a  connection  between  the  driven  shaft 
and  the  valve,  means  to  thrust  the  valve  against 
the  scat  including  a  spring  eccentrically  disposed 


relative  to  said  driven  shaft  adapted  to  exert  a 
pressure  upon  fhe  valve  at  the  point  opposed  to 
the  greatest  fluid  pressure  upon  the  valve. 


2.016.803 
MEANS     FOE     MODIFYING     THE     TRANS- 
MITTED LIGHT  IN  MOVING  LENS  CINE- 
MATOGRAPH MACHINES 

Wesley  Ernest  John.  Johannesburg.  Transvaal, 

Union  of  South  Africa 

Application  February  24.  1934.  Serial  No.  712.699 

In  Great  Britain  August  25.  1933 

1  Claim.     (CI.  88—16,8) 


In  a  cinematograpn  camera,  the  combination 
of  means  to  feed  a  film  continuously,  a  single 
series  of  lenses  moving  with  the  film,  means  pro- 
viding an  aperture  which  is  elongated  In  the 
direction  of  movement  and  at  which  several  lenses 
of  the  series  are  exposed  simultaneously,  a  disc 
interposed  in  the  light  path  and  connected  to  the 
film  and  lens  driving  mechanisms  to  rotate  there- 
with, said  disc  providing  spiral  slots  such  that  a 
portion  of  each  remains  opposite  a  moving  lens 
during  exposure  of  the  latter,  said  slots  being 
narrow  whereby  they  reduce  the  amount  cf  ll^ht 
which  would  otherwise  be  transmitted  by  the 
lenses,  and  means  for  limiting  the  width  of  the 
aperture. 

2.016.804 
PURIFICATION   OF   CARBON 
TETRACHLORIDE 
William   T.  Nichote.  Rah  way.   N.  J.,  aasirnor  to 
Wcstvaco  Chlorine  Products,  Inc..   New  York. 
N.  Y.,  a  corporation  of  West  Virdnia 
No    Drawing.      Application    December    7,    1933. 
Serial  No.  701.403 
9  Claims.     (CI.  260— 166) 
1.  A  process  of  purifying  carbon  tetrachloride 
containing  carbon  bisulfld  sis  an  Impurity  which 
comprises  subjecting  said  Impure  carbon  tetra- 
chloride while  in  the  vapor  phase  to  the  action 
of   chlorin   reacting   with   the   CSj   Impurity   to 
form  carbon  tetrachloride,  condensing  the  treat- 
ed vapors   and   recovering  carbon   tetrachloride 
from  the  condensate. 


2.016.805 
AUTOMATIC   HEAT   REGULATING    SYSTEM 
Donald  H.  Kinnan.  Syracuse.  N.  Y..  assignor  to 

Lennox    Furnace     Company.    Inc.,     Syracuse, 

N   Y.,  a  corporation  of  New  York 

Application  March  7,  19S2.  Serial  No.  597.236 
4  Claims.     (CI.  236— 74 > 

1.  In  a  heat- regulating  system,  the  combina- 
tion with  a  fuel  burner,  of  a  pair  of  fuel  conduits 
of  different  capacities  adapted  to  supply  fuel  to 
the  burner,  a  valve  in  each  of  said  conduits,  an 
electric  motor  cooperatively  associated  with  said 
valve,  an  energizing  circuit  for  said  motors,  a 
thermostat  control  .switch  In  said  circuit  adapt/«d 
to  control  the  operation  of  each  motor  whereby 
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the  valves  may  be  operated  independently  of  each 
other,  and  manually  controlled  means  associated 


2,016.808 
ELECTRIC  CURRENT  RECTIFIER 
Oskar  Seitx,  Baden.  Switxerland,  »f»^^' ^^j^" 
tiengesellschaft  Brown  Boveri  &.  Cie.,  Baden. 
Switzerland,  a  joint-stock  company  of   Swit- 

Ap"u*a"tion  October  29.  1929,  Serial  No.  403,280 

In  Germany  November  8,  1928 

4  Claims.     (CI.  250 — 27.5) 


with  each  valve  for  maintaining  said  valve  in  a 
partial  open  position  when  the  energizing  circuit 
is  discontinued. 


2,016.806 

CLUTCH 

William  L.  Schellenbach.  Wyoming,  Ohio,  assignor 

to    The    Fay-Egan    Manufacturing    Company. 

Cincinnati,  Ohio,  a  corporation  of  Ohio 

Application  June  20.  1933.  Serial  No.  676.692 

6  CTaims.     (CI.  192—67) 


1  In  a  clutch,  a  driving  member,  a  housmg 
secured  to  said  driving  member,  a  clutch  tooth 
on  said  housing,  a  driven  member  idle  on  said 
housing  being  provided  with  a  clutch  tooth,  an 
endwise  movable  member  within  said  housing 
and  means  for  engaging  and  disengaging  said 
clutch  teeth  upon  cessation  of  rotaUon  of  said 
movable  member. 


2.616.807 

IMPROVED  BLACK  WRITING  PENCIL 

LEADS 

August  Schwarx  and  Karl  Kreutier.  Nuremberg. 
Germany,  assignors  to  J.  S.  Staedtler.  Nurem- 
berg, Germany,  a  firm 
No  D'iwing.    Application  March  14.    9^3    Serial 
No  660,7191  o.    In  Germany  April  11,  193^ 
2  Claims.     (CI.  106—5) 
1    A  method  of  increasing  the  opaqueness  to 
light  of    the  black  writing  from   a  lead  pencil, 
which  consists  in  impregnating  an  ordinary  pen- 
cil lead  with  a  fat  soluble  dyestuff  dissolved  in  a 
substance  which  is  thinly  liquid  at  ordinary  tem- 
perature, said  substances  being  selected  from  a 
group  consisting  of  alcohol  and  benzine  whereby, 
upon  such  writing  coming  in  contact  with  a  fixing 
agent  containing  such  substances  the  writing  be- 
comes substantially  impenetrable  to  light,  then 
drying  the  lead  leaving  the  dyestuff  therein. 


1  In  metallic  vapor  current- rectifying  appa- 
ratus an  anode,  a  structure  disposed  about  said 
anode  for  receiving  the  vapor  particles  and  per- 
mitting free  flow  of  the  same  about  and  In  con- 
tacting relation  with  said  anode,  and  means  dis- 
posed within  said  structure  and  above  said  anode 
for  receiving  the  vapor  particles  after  the  same 
have  passed  beyond  said  anode,  said  means  being 
shaped  and  disposed  to  conduct  the  received  va- 
por and  any  condensate  thereof  laterally  out- 
wardly from  said  anode  and  to  discharge  such 
vapor  and  condensate  exteriorly  of  said  struc- 
ture.   

2  016  809 

LUBRICATING  APPARATUS 

Joseph    Bystricky.    Chicago.    IlL,    assignor,    by 

mesne  assignments,  to  Stewart-Warner  Corpo- 

raUon.  Chicago,  lU.,  a  corporation  of  Vjrginia 

AppUcation  March  20.  1933,  Serial  No.  661,713 

26  Claims.     (CI.  221—47.4) 


1    In  combination,  a  high  pressure  lubricant 
compressor,  a  discharge  conduit  therefor,  auto- 
matically operable  means  for  relieving  lubricant 
pressure  in  said  di-^charge  conduit,  and  coupling 
means  secured  to  the  end  of  said  discharge  con- 
duit, said  coupling  means  comprising   a  nozzle 
element  arranged  for  making  a  sealed  connec- 
tion with  a  lubricant  receiving  fitting  when  ap- 
plied thereto  at  any  one  of  a  plurality  of  angu- 
lar positions  relative  to  the  axis  of  the  flttmg, 
lubricant  pressure  operated  clamping  means  for 
locking  said  coupling  means  to  the  fitting,  and 
flow  restricting  by-pa^^s  means  between  the  cou- 
pling means  and  the  compressor,  said  by-pass 
means  permitting  slow  return  flow  of  lubricant 
from  said  coupling  means  to  said  discharge  con- 
.  duit,   thereby  to  relieve  the  lubricant  pressure 
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upon  said  clamping  means  and  permit  disengage- 
ment of  the  couplmg  means  from  the  flttmg  upon 
completion  of  a  lubricating  operation. 

2,016.810 
APPARATUS  FOR  FORMING  NITROGEN 

OXIDES 

Fredrik  W.  de  Jahn.  New  York.  N.  Y..  assignor  to 

Frank  A.  Bower.  Bayside,  N.  Y. 

AppUcation  April  25,   1928.  Serial  No.  272.618 

Renewed  December  29,  1932 

4  Claims.     (CI.  23— 288) 


1.  In  apparatus  for  forming  nitrogen  oxide  the 
combination  with  an  inlet  for  ammonia  gas  and 
an  inlet  for  an  oxidizing  gas,  of  combining  means 
therefor  comprising  a  shell  forming  a  combining 
chamber,  a  metal  gauze  within  said  shell,  a  sup- 
porting bracket  for  said  gauze  having  a  section 
extending  within  said  shell,  heat  Insulating  means 
for  Insulating  said  section  and  Its  point  of  at- 
tachment to  said  gauze  from  said  shell  and  from 
said  combinmg  chamber. 

2.016.811 

AUTOMATIC  PHOTOGRAPH  PRINTING 

MACHINE 

Carsten  H.  Bamstorff,  Cuyahoga  Falls.  Ohio 

Application  Jane  17.  1931.  Serial  No.  545,131 

17  Claims.     iCl.  88 — 24) 


'OJ, 


'mm 
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1.  An  automatic  photograph  printing  machine 
including  a  printing  station,  means  for  support- 
ing a  pile  of  printing  paper,  a  plurality  of  platens, 
means  for  moving  the  platens  between  the  pile  of 
paper  and  the  printing  station,  means  In  said 
platen-moving  means  for  causing  a  dwell  in  the 
movement  thereof  when  at  the  printing  station 
and  when  over  the  pile  of  paper,  and  means  as- 
sociated with  said  platens  to  carry  a  sheet  of 
paper  therewith  from  the  pile  to  the  printing 
station. 

2.016.812 
PUMP 
Elek  Benedek.  Mount  GUead.  Ohio 
Application  March  21.  1932.  Serial  No.  600,190 
15  Claims.     (CI.  103—161) 
1.  In  a  pump  or  motor  of  the  character  de- 
scribed, the  combination  with  a  casing,  of  a  pintle 


rigidly  secured  therein  and  projecting  Into  said 
casing,  a  rotor  rotatable  on  said  pintle,  compris- 
ing a  barrel  portion  at  one  end  and  a  circular 
flange  portion  at  the  other  end,  a  radial  series 
of  cylinders  carried  by  said  circular  flange  por- 
tion, pistons  for  said  cylinders  to  form  a  plurality 
of  pumping  units  with  the  cylinders,  piston  ac- 


tuating means  associated  with  said  pumping 
units,  an  internal  oil  circuit  formed  with  said 
pintle  and  said  rotor  to  distribute  the  working 
fluid  of  said  pumping  units,  said  piston  actuating 
means  including  planetating  means  to  effect  two 
pumping  cycles  in  said  pumping  units  for  each 
revolution  of  said  rotor. 


2.016.813 
SIZING   SOLUTION    FOR  USE   IN  DRESSING 
OR  STIFFENING  WARPS  IN  SHEETS  COLD 
Murray  N.  Bulford.  Warwick.  R.  I.,  anignor  to 
B.  B.  &   R.  Knight  Corporation.  Providence, 
R.  I.,  a  corporation  of  Rhode  Island 
No  Drawing.     Application  May  13,  1929. 
Serial  No.  362,849 
4  aaims.     (a.  134—23) 
1.  A  sizing  solution  for  use  in  dressing  or  stiff- 
ening warps  in  sheets  cold  consisting  substan- 
tially of  88%  of  water  and  12%  of  a  size  solution 
made  up  as  follows  per  50  gallons:  41  lbs.  British 
gum,  3  lbs.  nepoU  gum.  2  lbs.  gum  arable,  15  lbs. 
mixed  sulphonated  castor  oil  and  pine  oil  diluted 
with  water  and  1-15  lbs.  of  a  stable  dye  ingre- 
dient. 

3.  A  sizing  solution  for  use  in  dressing  or  stiff- 
ening warps  In  sheet*  cold,  consisting  of  a  water 
solution  of  stiffening  size,  substantially  3%  of 
pine  oil  solubllized  with  a  sulphonated  vegetable 
oil  and  a  small  proportion  of  a  stable  dye  ingre- 
dient. 


2.016.814 

CARTON  FEEDING   MECHANISM 

John  L.  Ferguson,  Joliet,  III. 

Application  September  4,  1930.  Serial  No.  479,738 

115  Claims.     (CI.  93 — 44) 


38.  An  automatic  feeding  device  for  a  packag- 
ing machine  having  a  continuously  moving  end- 
less chain  carrying  spsiced  blocks  for  receiving 
opened  carton  blanks,  comprising  a  carton-open- 
ing device  rotatable  by  said  chain. 
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2,016,815  _^^^ 

METHOD  OF  PRODUCING  SOLID  CARBON 

DIOXIDE 

Forrest  E.  Gilmore,  Tulsa,  Okla. 

Application  November  21.  1931.  Serial  No.  576.475 

12  Claims.     (CI.  62— 121) 


member  intermediate  its  ends  and  having  means 
to  receive  a  support  member  and  means  on  the 
spring  member  to  interlock  with  means  on  the 
suspension  member  to  prevent  relative  longitudi- 
nal movement  of  the  members,  an  elongated  wire 
holding  member  having  wire  receiving  and  grip- 
ping means  along  one  edge  and  a  pair  of  spaced 
projections  on  the  holding  member  registering 
with  the  openings  in  the  spring  member,  each 
projection  having  a  key-shaped  part  to  pass 
through  one  of  the  key-hole  shaped  openings  and 
having  also  a  pair  of  grooves  formed  by  parallel 


11  The  process  of  producing  carbon  dioxide 
gas  which  comprises  preparing  an  atmosphere 
composed  substantially  of  oxygen  and  carbon  di- 
oxide and  burning  a  carbonaceous  material  in 
said  atmosphere. 

2.016.816 
VfANUTACTlTlE    OF    DI-AMMONTI^    ^"^S; 
PHATE    FROM    SOLl-TIONS    CONTAINING 
AMMONItTM  PHOSPHATE  „   ^      i-». 

Christian   Johannes  Hansen.  Essen -Ruhr    Ger- 
many,  assignor,  by  mesne  assignments,  to  The 
Hoppers  Company  of  Delaware,  Pittsburgh.  Pa., 
a  corporation  of  Delaware 
Application  December  2,  1931,  Serial  No.  578.461 
In  Germany  December  3,  1930 
4  Claims.     (CI.  23— 107) 


flanges  of  unequal  diameter,  a  convexed  yielding 
spring  lock  of  sheet  metal  having  an  open  end 
slot  and  positioned  in  the  grooves  and  engaging 
the  smaller  of  the  said  flanges  and  the  spring  to 
yieldingly  hold  the  spring  in  engagement  with 
the  larger  of  the  said  flanges  and  the  wire  hold- 
ing member  in  assembled  relation  to  the  spring 
without  preventing  relative  longitudinal  move- 
ment of  the  said  members  and  fixed  means  on 
the  spring  to  be  engaged  by  the  spring  lock  to 
prevent  accidental  displacement  of  the  lock,  the 
lock  held  under  tension  and  preventing  relative 
movement  of  the  parts  to  prevent  rattle. 


2.016,818 

SEMIAUTOM.ATIC  STARTER  CONTROL 

Paul  H.  Maurer,  Elmira,  N.  Y.,  ^'.Ifnor  to  Eclipse 

Machine  Company,  Elmira  Heights,  N.   x.,  a 

corporation  of  New  York  ccr  »io 

AppUcation  April  10,  1933,  Serial  No.  665,313 

7  Claims.     (CI.  290—38) 


to  t^gnUton 


I  A  method  of  producing  solid  mono-am- 
monium phosphate  from  solutions  contalijmg 
mono-ammonium  phosphate  comprising  evapo- 
rating the  solution  containing  mono- ammonium 
phosphate  up  to  the  crystallization  ^Pomt  of  the 
salt  by  heating  the  solution,  separating  salt  pap 
formed  from  the  evaporating  operation  while 
hot  mixing  the  withdrawn  salt  pap  while  stiU 
hot'  from  the  evaporating  operation  with  a  cold 
saturated  solution  of  mono-ammonium  phos- 
phate to  cool  the  pap  without  solidiflcation  into 
a  solid  mass  and  separating  the  sohd  salt  from 
the  cooling  mixture. 


2,016.817 
TROLLEY  WIRE  SUPPORT 

Samuel  S.  Matthes.  Mansfield,  Ohio    assignor  to 
The  Ohio  Brass  Company.  Mansfield,  Ohio,  a 

corporation  of  New  Jersey    ^     •  ,  v^^    ca^  iRfi 
Application  August  1    1933    Senal  No.  683.166 
Renewed  April  12,  1935 
7  Claims.     (CI.  191—40) 

1  A  trolley  wire  hanger  comprising  an  elon- 
gated spnng  member  having  spaced  key-hole 
fhaped  openings  adjacent  the  ends  of  the  mem- 
ber, a  suspension  member  secured  to  the  spnng 

459  o.  t,,— '.ri 


1  In  a  starter  control  for  internal  combus- 
tion engines,  a  starting  circuit  including  a  start- 
ing switch,  a  control  circuit  including  an  electro- 
magnet for  closing  said  starting  s^^Ttch  and  cir- 
ciUt  controlling  means,  means  whereby  closure  of 
the  starting  switch  opens  the  circuit  controlling 
means  and  means  energized  by  said  electro- 
magnet for  holding  said  circuit  controlling  rnean^ 
open  irrespective  of  the  opening  of  the  starting 
switch. 

2.016.819 
FLASH   LAMP 

Francis  R.  Meginniss,  Albany.  N.  Y.,  assignor  to 
Inertia  Devices,  Inc..  Albany,  N.  Y.,  a  corpora- 
tion of  New  York  .   ,  .^^      ^cc  eoc 
AppUcation  February  7,  1933,  Serial  No.  655,586 
16  Claims.     (CL  240— 10.66) 
1    In  a  flash  lamp,  a  reflector,  a  lamp  movable 
along  the  axis  thereof,  a  casing  for  enclosing  the 
parts  of  said  flash  lamp,  a  focusing  member  en- 
closed in  said  casing  and  movable  along  the  ajus 
thereof    means  whereby   said  member  rnay   be 
moved  along  the  axis  of  said  casing,  a  battery 
and  a  switch  interposed  between  said  lamp  and 
said  member,  said  switch  comprising  a  member 
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operable  by  Inertia,  and  means  associated  there- 
with for  actuating  said  switch,  said  switch  mem- 
ber engaging  said  lamp  and  said  battery  engag- 


^A'-S 


ing  said  focusing  member  whereby  movement  of 
said  focusing  member  longitudinally  of  said  cas- 
ing moves  said  lamp  axially  of  said  reflector. 


2.016.820 

CONVEYING  MECHANISM  FOR  WRAPPING 

MACHINES 

Michael  J.  Milmoe.  Chicaco.  111.,  assignor  to  F.  B. 

Redinffton  Co.,  Chicago.  111.,  a  corporation  of 

Illinois 
Original  application  March  13.  1926.  Serial  No. 

94.438.     Divided  and  this  application  January 

17.  1931.  Serial  No.  509.305 

49  aaims.     (CI.  198—24) 


1.  In  combination,  a  continuously  operating 
conveyer  for  receiving  articles  in  abutting  rela- 
tion, a  second  continuously  operating  conveyer 
for  receiving  articles  from  said  first  conveyer, 
said  second  conveyer  having  a  greater  rate  of 
speed  than  said  first  conveyer  for  spacing  said 
articles  along  said  second  conveyer  while  main- 
taining them  in  overlapping  abutting  relation 
with  each  other,  and  an  intermittently  operating 
conveyer  for  receiving  articles  from  said  second 
conveyer. 

2,016.821 
COAL  TREATING  PROCESS  AND 
COMPOUND 
Joseph  C.  Nelms.  East  Cleveland,  Ohio 
No  Drawing.    AppUcaUon  October  22.  1932, 
Serial  No.  639.156 
5  Claims.     (CI.  44—6) 
1.  A  process  of  treating  coal,  consisting  in  uni- 
formly applying  to  the  surface  of  the  coal  a  liquid 
mixture  of  alumina  bearing  material  having  an 
alumina  content  of  three  to  six  percent  of  the 
weight  of  the  ash  of  the  coal,  and  having  sodium 
silicate  in  small  proportion  to  the  coal  but  suf- 
ficient to  effectively  bind  the  alumina  bearing 
material  to  the  surface  of  the  coal,  and  whereby 
when  dried  it  forms  a  hardened  moisture  resist- 
ing coating  on  the  coal  and  which  has  the  effect 
of  raising  the  fusion  point  of  the  ash. 


2.016.822 

RADIATOR 

Stanislaos  Prxyborowski,  Buffalo.  N.  Y. 

AppUcation  February  19.  1932,  Serial  No.  594.014 

3  Claims.     (CI.  257— 130) 


1.  A  radiator  core  comprising  a  plurality  of 
conduits  for  the  passage  of  fluid  and  a  plurality 
of  spacers  for  separating  said  conduits,  said  con- 
duits being  formed  of  a  pair  of  metal  ribbons 
having  contacting  portions  at  the  margins  there- 
of and  being  spaced  between  the  margins  to  per- 
mit the  passage  of  fluid,  said  ribbons  being  fur- 
ther formed  with  regularly  spaced  transverse 
plane  contact  surfaces  disposed  in  staggered  re- 
lation on  opposite  sides  of  said  conduit,  said 
spacer  being  formed  of  a  sheet  of  metal  ribbon 
into  a  zig-zag  configuration  defined  by  oppo- 
sitely sloping  Intermediate  portions  connected 
by  plane  contact  surfaces  extending  from  mar- 
gin to  margin  transversely  of  the  ribbon,  said 
last  named  surfaces  constituting  the  crests  and 
troughs  of  said  zig-zag  configuration,  all  of  said 
crests  and  troughs  being  of  subsUntially  the 
same  area  and  of  substantifldly  the  same  width 
as  the  contact  surfaces  of  said  conduit  ribbons, 
and  a  plurality  of  protuberances  extending  from 
said  intermediate  portions  to  overlie  the  plane 
transverse  contact  portions  of  said  spacer  rib- 
bon, whereby  said  spacer  ribbon  is  adapted  to 
fit  between  and  space  adjacent  water  conduits 
both  as  a  single  ribbon  and  in  Multiple  fold  with 
the  juxtaposed  plane  contact  surfaces  in  en- 
gagement. 

2.016.823 

FRUIT  JAR  VISE 

Roger  Sannipoli,  Detroit.  Mich. 

Application  June  7.  1934.  Serial  No.  7W.461 

5  Claims.     (CI.  81-3.8) 


JV 


1.  In  a  fruit  Jar  vise,  a  base  piate,  a  pair  of 
eccentric  rollers  rotatably  mounted  at  one  end  of 
the  base  plate,  a  Jaw  movable  longitudinally  of 
the  base  plate  toward  or  away  from  the  rollers,  a 
lever  pivotally  mounted  beneath  the  base  plate  at 
one  end.  a  tooth  extending  upwardly  from  the 
opposite  end  of  the  lever,  the  movable  Jaw  being 
connected  to  the  lever  intermediate  Its  ends,  a 
1   series  of  teeth  on  the  base  plate  adapted  to  be 
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engaged  by  the  tooth  of  the  lever,  a  spring  Pressed 
ba?  beneath  the  lever,  said  bar  normally  urg mg 
the  lever  upwardly  to  engage  the  ^^oth  of  the 
lever  in  the  teeth  of  the  base  plate,  the  teeth  of 
the  base  plate  being  arranged  to  prevent  move- 
ment of  the  lever  away  from  the  eccentric  rollers 
wnen  the  tooth  of  the  lever  is  engaged  therein. 


2.016.824  ^^„ 

CONTROL  SYSTEM  AND  RELAY  DEVICE 
THEREFOR 

George  W.  Smith.  Pittsburgh.  Pa.,  assignor  to 

John  M.  Hopwood.  Dormont,  Pa- 
AppUcation  March  28,  1933.  Serial  No.  663.145 
^^  24  Claims.     (CL  236— 85) 


1    A  proportioning  relay  comprising  a  lever  and 
a  fulcmm  therefor,  a  valve  controlled  by  said 
fever    a  pressure   weighing   device    including    a 
pressure  sensitive  member  and  a  yielding  member 
Connected  to  oppose  each  other  and  actmg  on 
sid  lever  at  one  side  of  said  fulcrmn.  and  dis- 
posed to  receive  fluid,  the  pressure  of  ^^'^'ch  may 
vary,  a  second  pressure  weighing  device  including 
a  pressure  sensitive  member  and  a  yielding  mem- 
ber connected  to  oppose  each  other  and  disposed 
m  act  on  said  lever  at  the  other  side  of  said  ful- 
c?urS  in  opposiUon  to  the  force  exerted  thereon 
by  said  flrst  pressure  weighing  device,  said  second 
me^t  oned  device  having  a  pressure  connection 
Sith  said  valve  so  that  as  said  lever  rocks  In  re- 
^nse  U)  variations  In  pressure,  the  valve  will 
eX?  Increase  or  decrease  the  pressure  acting 
on  said  second  weighing  device  to  a  value  such 
as  win  place  said  lever  in  equilibrium. 


2,016,826 

SEALING  DEVICE 

Thomas  C.  Arnold.  Qnincy.  Fla..  assignor  of 

one-half  to  Arthur  Coj^y' ^"^y* 'Jji  ,,0 

Application  October  18.  1933.  Serial  No.  694.129 

13  Claims.     (CI.  40— 125) 


2,016.825 

AIR  CONDITIONING 

Herbert  Trotter,  Jr..  Woodstock,  and  Jesse  W. 

Beams.  Charlottesville.  Va. 

Application  September  22.  1934.  Serial  No.  745.129 

-  13  Claims.     (CI.  98—1) 


1  A  sealing  device  comprising  two  box-like 
metal  housings,  a  locking  bolt  within  one  of  said 
housings,  concentric  shoulders  upon  said  bolt,  a 
retaining  plate  within  the  housing,  a  retainer  box 
adjacent  said  retainer  plate,  checking  elements 
within  said  retainer  box.  said  elements  hav-mg 
complementary  indentations  to  the  concentric 
shoulders  of  the  bolt  constructed  to  engage  said 
bolt  and  prevent  the  withdrawal  thereof,  arid 
means  within  the  second  housing  to  retain  said 
bolt  therein  once  it  is  engaged  therewith. 


2,016.827 

JEWELRY  CATCH 

Gunnar  Albert  Bergstrom,  Cra^ton,  R-  J- 

Application  November  15,  1934,  Serial  No.  753,232 

4  Claims.     (CI.  24—230) 


1  In  a  method  of  conditioning  and  discharg- 
ing air.  cooling  a  body  of  air.  and  moving  the 
air  in  a  plurality  of  vortex  rings  about  an  object. 


1    A  jewelry  catch  comprising  a  male  member 
and  a  female  member,  means  for  locking  said 
male  member  within  said  female  member  irre- 
spective  of  the  rotation  of  said  male  member 
about  its  longitudinal  axis,  said  fejnale  member 
comprising  a  cyUndrical  shell,  said  shell  having 
differently  diametered  cylindrical  openings  ex- 
tending therein  from  opposite  ends,  said  openings 
being  joined  together  by  a  conical  section,  a  com- 
pression  spring   within   said   larger    diametered 
cylindrical  opening,  a  riveted  eyelet  closing  said 
larger  diametered  opening  and  providing  a  base 
for  said  compression  spring,  a  bifurcated  member 
comprising  a  conical  base,  a  pair  of  parallel  prong 
members,  each  prong  member  terminating  in  an 
mturned  sprinc  finger  and  an  inturned  locking 
end.  said  conical  base  resting  against  said  com- 
pression spring  and  said  inturned  spnng  Angers 
causing  said  locking  ends  to  press  against  said 
colJfcal  section  of  said  sheU  and  converge  toward 
each   other   to  lock   said   male    member   there- 
between. 
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2.016,828 
CAR   WHEEL 

NeUon  R.  Brownyer.  Detroit.  Mich..  a"«JJ^»'  ff 
Thc^  Tlmlien-Detroit    Axle   Company.   Detroit. 
Mich.,  a  corporation  of  OWo 
Application  April  6.  1932.  Serial  No.  603.525 
2  Claims.     (CI.  295—11) 


concentrically  and  ^o^atably  disposed  in  a  tK)re  of 
thP  ca&inK  head,  pn  operating  cam.  an  e'^^™*"" 
oMhe  oSfraUng  cam  concentrically  and  rotatably 
SLiseTin  a  lJ,re  of  the  drill  socket,  a  ram  and 
al^Sn  spring  concentrically  mounted  ma  bore 
of  thf  owrating  cam  extension  and  in  a  bore  of 
?he  s^k?t    a  bSre  in  the  ram  for  the  reception 
ofthTtooV.  tt^ast  two  pinions  mounted  on    he 
main  4af     the  pinions  being  capable  of  bemg 
^r^lZ^Atciethev   the  pinion  driving  the  operat- 
mg^camS  axii?;^  displaceable  and  rotatably 
mmmt?d  on  the  shaft,  the  pinion  driving  the  drill 
St  being  fixed  on  the  shaft,  and  means  for 
?SnginrSi  first-mentioned  pinion  Into  and  out 
of  engagement  with  the  second  pinion. 


2.016.830 
NOZZLE  FOR  SYRINGE  TYPE 

HYDROMETERS  ,     <,    ^ .  , 

Leo  Edelmann.  Chicago.  111.,  assignor  to  E   Edel- 
mann   &    Co..   Chicago.   111.,    a  corporation   of 

AppScation  July  26.  1932.  Serial  No.  624.862 
3  Claims.     (CI.  265— 45) 
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nrniPrtine  beyond  the  tread  surface  of  said  tire 

and  said  wheel  flange. 

MODIFICATION    OF^  TOE    M.ECTRJCALLY 
DRIVEN   PERCUSSION  D*"^  .^^,  ^^ 
Richard  Dederer.  Stuttgart.  2^^^^^  ^^^^"^ 
th^^  Kapital  &  Industriewerte  A.  G..  Basel. 

TpX'i^on  May  22.  1935.  Serial  No  22.884 
In  Germany  November  6.  1934 
7  Claims.     (CI.  255 — 41) 


1  A  nozzle  for  syringe  type  hydrometers  com - 
Drising  a  conductor  having  a  central  liquid  pa*- 
Lge  therethrough,  a  soft  rubber  tubular  tiP  mem- 
^f  conn^^d  with  and  extending  from  said  con- 

Sector  member  and  having  a  ^^^^trnTfhe  con'- 
through  aligned  with  t^e  passage  of  the  con 
ductor     said    conductor    having    an    externally 
screw-threaded  portion  thereon  adjacent  to  the 
S  of  mounting  of  the  soft  rubber  tip  mem- 
h^i    and   a  rigid   tip   member   having   one   end 
^n  and  threaded  tS  be  turned  onto  the  thread- 
^d^porUon   of   the  conductor  member  Provided 
with  a  central  opening  to  freely  receive  the  soft 
Tubber  t?p  member  and  provided  with  a  relatively 
thin  tin  end  extending  beyond  the  soft  rubber 
tin  and  having  a  passage  therethrough  aligned 
wUh^he  passage  of  the  soft  rubber  tip  member. 


1    To  nn  electrically  driven  percussion  device, 

Slans.  a  bored  f  osi^^.^f  ^^3^°^  TdrSlSIket 
main  driving  shaft  in  the  casing,  »  u^i^ 


2.016.831 
FLUID   PUMP 

Clinton  H.  Havill.  South  Orange^  N_^J^.  assUnor 
to  Eclipse  Ariatlon  Corporation.  East  Orange, 
N.  J.,  a  corporation  of  New  Jersey 
Application  October  30.  1930   Seri;   No.  492.298 
4  Claims      (CI.  230 — 119) 
I.  A  fluid  prnnp  compr..slng  a  chamber  having 

^re  than  two  sets  of  staggered  contiguous  pro- 
Srs  on   slid   shaft   arranged   withiri  the   en- 
^^ce  c^lng.  said  propellers  having  or^  .^  ^Jitly 
less  length  than  the  diameter  of  the  tubular  cas 
ing  and  arranged  to  have  each  propeller  of  one  set 


fall  within  the  same  radial  plane  as  a  corresjwnd- 
ing  propeller  of  another  set.  whereby  a  helical 


fluid  path  is  formed  between  the  ends  of  the 
propellers  and  the  interior  of  the  casing. 


2  016  832 

VISIBLE   OIL  COMPARER 

Leonard  Hyatt  and  George  Dclbert  Robblns, 

San  Antonio.  Tex,  .,,  ^„„ 

Application  October  5.  1934.  Serial  No.  747,086 

1  Claim.     (CI.  88—14) 


2.016.833 

LIFEGUARD   FOR  VEHICLES 

William  Henry  Lloyd.  Lo°^on.  Enrland 

AppUcation  July  7.  1933.  Serial  No  679.430 

In  Great  Britain  December  1,  1932 

4  Claims.     (CI.  293—58) 


1    A   Uf eguard  for   a  directional   wheel   of   a 
motor  road  vehicle  comprising  two  buffer  plates 
situated  in  front   of   said  wheel  one   of  which 
platls^  uppermost  and  slighUy  forward  of  the 
bther.   a  fixed  horizontal   cylinder,  a  fprmg  in 
said  cylinder,  a  plunger  connected  to  the  upper 
one  of  said  buffer  plates  slidable  in  said   fixed 
cylinder  against  the  action  of  said  spring   a  piv- 
oted inclined  cylinder,  a  spring  in  said  inclined 
cylinder,  a  plunger  connected  to  the  lower  one 
of   said   buffer   plates  slidable   in   said   inclined 
cylinder  against  the  acUon  of  said  spring  therein. 
a   housing  containing  said  cylinders,  a  pivoted 
bracltet    supporting    said    housing    and    means 
whereby  said  bracket  and  thereby  said  housing 
and  said  buffer  plates   can  follow  the  turning 
movement  given  the  wheel  for  steering  purposes. 

2.016.834 

PHOTOFLASH  DEVICE 

Frank  T.  Morris,  New  York,  N.  Y.,  assignor  to 

Clarence  L.  Beaty,  New  York,  N.  Y. 

Application  October  19.  1932.  Serial  No.  638,624 

16  Claims.     (CI.  67—29) 


A  device  for  comparing  crank  case  oH  with 
other   oils  comprising   an  elongated  cylindrical 

transparent  tube  having  It^  l°^"/^c.^nnftif& 
a  bulb  connected  with  its  upper  end^  a  long  tube 
connected  with  the  reduced  end  and  adapted  to 
be  inserted  in  a  crank  case,  whereby  by  pressing 
uL^n    the   bulb    and  then   releasing    the    same, 
crank  case  oil  will  be  drawn  into  the  first  men- 
tioned tube,  said  tubes  bemg  permanently  open 
excepting  the  end  of  the  first  tube  closed  by  the 
bSb  and  an  elongated  transparent  receptacle  of 
less  length  than  the  first  tube,  spaced  clamps 
c^ecUng  intermediate  portions  of  the  recep- 
taclp  with  the  intermediate  portions  of  the  first 
In^  ^th  the  bottom  of  the  receptacle  ICM^ated 
above  the  lower  end  of  the  large  part  of  the  first 
t,?be    and  spaced  transversely  extendmg  parti- 
tions in  the  receptacle  dividing  the  same  into  a 
plurality  of  chambers  for  receiving  used  lubri- 
cating oil  and  different  grades  of  new  lubricating 
nfl    with  which  the  crank  case  oil  in  the  first 
menuoned   tube   is    to    be    compared    the   used 
oU  being  placed  in  the  lower  chamber.    -  — 


1  A  photojrraphic  flash  light  device  compris- 
ing* a  tubular  casing,  a  coupling  having  screw- 
threaded  connection  therewith  for  adjustnient 
lengthwise  of  the  casing  and  having  a  seat,  a 
Plunger  slidably  mounted  in  the  casing  and  hav- 
ing an  end  portion  co-operating  with  the  seat 
resilient  means  acting  on  the  plunger,  spaced 
contacts  mounted  in  the  casing,  and  means  car- 
ried by  the  plunger  in  position  to  bridge  the  con- 
tacts upon  movement  of  the  plunger  toward  the 

15  In  apparatus  of  the  kind  described,  a  tubu- 
lar member,  a  spring  pressed  plunger  located  in 
the  tubular  member,  movable  mechanism  posi- 
tioned inside  the  tubular  member  and  adapted  to 
be  actuated  by  the  movement  of  the  plunger  and 
adjustable  means  mounted  inside  the  tubular 
member  and  interposed  between  the  plunger  and 
the  mechanism  for  varying  the  time  of  com- 
mencement of  the  operation  of  the  mechanism 
by  the  plunger  with  respect  to  the  Initial  move- 
ment of  the  said  plunger. 
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2.«16.835 
TRANSMISSION 
Romeo   M.   Nardone   and   Francis   Linder.   East 
Oranre,  N.  J.,  assignors,  by  mesne  aasirnments, 
to  EeliiMe  Aviation  Corporation,  East  Orange, 
N.  J.,  a  corporation  of  New  Jersey 
Application  December  8,  1932.  Serial  No.  646.330 
21  CTaims.     (CI.  74—336) 


1.  An  autoniatic  variable  speed  transmission 
comprising  a  driving  shaft,  a  driven  shaft,  a  fric- 
tion clutch  tor  connecting  the  shafts  in  a  high 
speed  ratio,  first  and  second  speed  gear  trains,  a 
counter  shaft  geared  to  the  driving  shaft  and 
both  of  said  gear  trains  for  ccmnecting  the  driv- 
ing and  driven  shafts  around  the  friction  clutch, 
each  of  said  gear  trains  having  movable  means 
associated  therewith  for  controlling  the  friction 
clutch,  the  controlling  means  of  the  first  speed 
gear  train  Including  a  pair  of  cooperative  rela- 
tivelv  movable  cams  one  of  which  Is  frictionally 
secured  to  the  driven  shaft  and  the  other  of 
which  Is  secured  to  a  member  of  the  second  speed 
gear  train,  said  cams  being  arranged  to  disen- 
gage the  clutch  upon  relative  rotation  of  the 
cams  in  one  direction,  said  first  and  second  speed 
gear  trains  including  overrunning  clutches,  and 
means  associated  with  said  second  gear  train 
adapted  to  prevent  engagement  of  the  second 
speed  overrunning  clutch  when  the  first  speed 
gear  train  is  operative. 


2.016.836 
HETEROCYCLIC    NITROGEN    COMPOUNDS 
Henry  Alfred  Pigfott.  Ctaeadle  Holme,  England, 
assignor  to  Imperial  Chemical  Industries  Lim- 
ited, a  corporation  of  Great  Britain 
No  Drawing.    Application  February  6,  1932.  Serial 
No.   591.457.     In   Great  BriUin   February   11. 
1931 

18  Claims.     (CT.  260— 47) 
5.  Chemical  compounds  having  the  following 
general  formula 

Y     Z 


/Vi 


/ 


c-x 


(A). 

wherein  R  represents  a  phenyl  nucleus  contain- 
ing as  a  substituent  at  least  one  nitro  or  amino 
group,  X  represents  a  lower  alkyl  or  a  lower 
alkylidene  radical.  A.  Y  and  Z  represent  lower 
alkyl  radicals,  and  n  is  1  when  X  is  a  lower  alkyli- 
dene radical  and  O  when  X  is  a  lower  alkyl  radi- 
cal. 

12.  In  a  process  for  the  production  of  hetero- 
cyclic nitrogen  compounds,  the  step  which  com- 


prises treating  a  compound  having  the  following 
general  formula 


/ 


c-x 

(A). 

wherem  X  represents  a  lower  alkyl  or  lower  al- 
kylidene radical,  A.  Y  and  Z  represent  lower 
alkyl  radicals,  and  n  is  1  when  X  is  a  lower  al- 
kylidene radical  and  O  when  X  is  a  lower  alkyl 
radical,  with  a  nitrating  agent. 


2.016.837 

BRAKE  LOCKING   DEVICE  FOR  MOTOR 

VEHICLES 

Eric  J.  Pilblad  and  Charles  C.  Strange, 

Rockville  Centre,  N.  Y. 

Application  October  28.  1932,  Serial  No.  639,999 

20  Claims.     (CI.  192—13) 


1.  In  combination  with  a  motor  vehicle  and 
Its  brake  and  clutch  mechanisms,  a  brake  lock- 
mg  device  of  the  character  described  comprising 
a  fixed  supporting  element,  a  moveable  element 
slideably  mounted  on  said  fixed  supporting  ele- 
ment, means  on  the  moveable  element  to  engage 
the  brake  pedal  of  the  vehicle,  means  to  auto- 
matically lock  the  moveable  element  to  the  fixed 
supporting  element  against  any  upward  move- 
ment of  the  moveable  element,  and  means  to  slide 
the  moveable  element  into  locking  position  and 
to  release  the  locking  action  of  said  locking  means 
through  the  movement  of  the  clutch  mechanism 
of  the  vehicle. 


2.016,838 
INSTALLATION  FOR  HANDLING  A 

LIFEBOAT 

Ane  Pleter  Schat,  Utrecht,  Netherlands 

Application  January  3.  1933,  Serial  No.  650,016 

In  Great  Britain  January  7.  1932 

3  Claims.     (CI.  9—22) 


1.  In  an  installation  for  handling  a  life  boat 
on  board  a  ship,  a  pair  of  independent  luffing  davit 
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arms    separately    hinged    "^^  J^J.,^^iP  li  dav- 
separate  driving  means  connected  with  each  aav 

it  arm  adapted  U,  positively  contro^  ^^lifon   | 
said  arm  outwardly  from  an  inboard  P<f i^»o?^  * 

substantial  part  of  the  lower  P^^^^^^^^  °^,^f  J^^^er 
it  arms  having  a  steep  slope  towards  the  water 
when  the  ship  is  level  and  provided  w^th  track- 
way?, a  pair  of  falls,  a  life  boat  suspended  throu^ 
said  falls  from  the  said  davit  arms  and  adapted 
to  seat  itself  on  the  davit  arms  when  the  latter 
assume  an  inboard  position,  and  means  f  tached 
to  the  boat  and  adapted  when  the  davit  arms  as- 
sume their  inboard  position  to  guide  the  boat  ^er 
said  trackways  of  the  lower  davit  arm  portions 
when  the  falls  are  paid  out. 

2.016.839  ^^„„ 

LIGHTING   DEVICE  FOR  GAS  BURNERS 
Daniel  J.  Schoenberger.  Cleveland,  Ohio^  assignor 
to  The  W.  J.  Schoenberger  Company.  CleveUnd. 
Ohio,  a  corporation  of  Ohio  ^lo  c-jfi 

Application  February  23.  1934.  Serial  No.  712,676 
4  Claims.     (CI.  251— 131) 


a  squeezer  through  which  tubing  may  pass  from 
said  bath:  a  second  bath  equipped  with  a  flatten - 
mgroUer  located  a  substantial  distance  below  the 
top  of  the  bath;  a  heater  through  ^hich  the  tub- 
ing will  pass  after  leaving  the  second-mentioned 
SfthT  and  tube-fiattening  means  in  advance  of 


said  heater  whereby  an  Inflating  gaseous  body 
miy  b^  maintained  in  said  tubing  the  gaseous 
body  extending  into  a  portion  of  the  tubing 
within  the  second-mentioned  bath,  thus  per- 
StuSg  variation  in  the  length  of  the  gaseous 
Inflating  body. 


2.  A  valve  of  the  character  described  comprls- 
inc  a  housing  having  a  discharge  opening  at  one 
end    a  gas  supply  adjacent   the  opposite  end  of 
tSehot^tng'^a  needle  valve  longitud.naUy  mov- 
able in  said   housing  and  contro  1  ng   said  dis 
rharee  opening,  a  spring  normally  holding  the 
valve  uns^eated   said  valve  having  a  beveled  end 
and  provided  with  a  lateral  lug  at  one  end  o 
the  bevelled  portion  and  an  operating  member 
extending  transversely  into  the  housing  and  en- 
gaging the  beveled  end  of  the  valve,  and  said   ug 
n?eventinK    the    operating    means    from    bemg 
wUhdrawn  beyond  the  side  of  said  bevelled  end. 

2.016.840 
FLUSH  VALVE  GUIDE 

Edward  Schubert.  Chi(^go,  HI. 

AppUcatlon  November  21,  l?34^er^al  No.  754.164 

8  Claims.     (CI.  4—57) 


\  Tn  a  device  of  the  character  described;  a  j 
sujpo'ft.ngrm:  --- '- -"^r  »^d'a"^.de 
rmt;rXi;'l^.y°'siu"r^f  ,o7he  omer  e^d^ 
5^P  ami  said  guide  member  being  provided  with 
LpluSity  of  vertical  unalined  guide  holes  there- 
through.  ^ 

2.016,841  „^,^ 

APPARATUS  A>a)  METHOD  FOR  PREPARING 
SAUSAGE  CASINGS.  ETC. 

Tnhn  Paul  Smith.  Chicago,  HI.,  assignor  to  The 
VUking  Ojrporktion.  Chicago.  111.,  a  corpora- 
tion of  Virginia  ,    1QOO    ceriai  No   700,627 

Application  December  1-  IJ^^.^^Jj^  ^'*'  '"*''** 

^^  7  aaims.     (CI-  34—24) 

2    Apparatus  for  the  purpose  set  forth,  com- 

prisingTtank  adapted  to  contain  a  heated  bath. 


2.016,842 

FEATHERING  PROPELLER 

Louis  Sveinsson.  S^**"®.*^"-  ^*.««  ,=. 

Application  May  29.  193*.  S*'"*^,^®-  '^^'^^^ 

6  Claims.    (CI.  259— 133) 


1    A  feathering  propeller  comprising  a  hous- 
ine  Tbearing  mounting,  a  bearing  rockably  sup- 
Sfrt^  therein    a  propeller  head  having  a  hub 
rev^bly  mount!^d   in  the   bearing    oscillatable 
bfldes  carried  by  the  head,  each  blade  having 
an  arm    a  shaft  positioned  withm  the  hub.  one 
Sd  hereof  being  connected  with  resp^tivea^^"^ 
«;iots  formed  in  the  opposite  end  of  the  shait   a 
^tog  fl?ed  t^  the  hub  and  roUtable  therewith. 
SI  ca^S  having  arms  extended  therefrom,  a 
Sive  ^^t  connected  with  the  arms  to  impart 
rotl^  movement  to  the  casing  and  hub  opposed 
t?S-^rcaiTled  by  the  casing,  a  collar  posi- 
tioned around  the  arms  and  having  lugs  posi- 
o°Sed  ^ImTn  the  trackways,  a  lever  pivotal  on 
thp  housing  and  connected  with   the  collar  to 
move  SI  swne  through  the  trackways;  the  collar 
havTnrfn^^al  screw  threads,  a  sleeve  in  screw 

Bi^fTinrsi>"rinra^?pJK^^ 

i   ^^  ^IV^Lrt^i'e^eiranrenVr^^S.^. 

'  S-Hnl  we Xt  mlmbers'ptvotid  within  the  casing. 
l^rwTSS'mTm^r  having  a  bm  portion  posi- 
tioned within  respective  slots  of  the  snaii. 
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2.016.843 

BALL  BEARING  CENTER 

Herbert  E.  Taatz,  Milwaukee,  Wis.,  assignor  to 

Delta    Manafacturinc    Company,    Milwaukee, 

Wis, 

Application  November  7,  1934.  Serial  No.  751.920 

9  Claims.     (CI.  82— 33) 

11 
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1.  An  anti -friction  bearing  center  comprising 
a  stationary  shank  having  a  housing  at  one  end, 
an  outer  race  rigidly  held  in  said  housing,  anti- 
friction bearing  elements  mounted  in  said  race, 
and  an  inner  race  rotatably  mounted  within  said 
elements,  said  inner  race  having  a  substantially 
frusto-conical  bore  therein. 


shoulder  to  abut  the  headed  end  of  said  spike 
and  provided  above  said  shoulder  with  an  aper- 
tured  ear,  and  a  connecting  nail  passing  down 
through  said  ear,  said  spike  being  fashioned  to 


2.016,844 

LAST 

Walter  Harold  Salsbory  TuU,  Hampstead, 

England 

AppUcation  October  23,  1933.  Serial  No.  694.869 

In  Great  Britain  November  15,  1932 

17  aaims.     (CI.  12—135) 


1.  A  last  including  a  toe  part  and  a  heel  part. 
the  respective  parts  having  forwardly  inclined  and 
approximately  flat  meeting  faces,  and  a  connec- 
tion between  the  parts  to  limit  and  to  define  their 
relative  movement,  the  said  connection  permitting 
the  bottom  edge  of  the  heel  part  of  the  last  to  be 
moved  in  contact  with  an  inclined  face  of  the  toe 
part  of  the  last  in  order  to  permit  the  introduc- 
tion firstly  of  the  narrowest  basal  rear  portion  of 
the  heel  part  of  the  last  into  the  shoe  followed  by 
the  entry  of  the  widest  part  of  the  heel  between 
the  uppers  of  the  shoe. 


2.016,845 

RAIL  FASTENING  MEANS 

Dave  Tomer,  Des  Moines,  Iowa 

Application  January  22.  1935,  Serial  No.  2.936 

3  Claims.  (CI.  238—368) 
1.  In  a  structure  of  the  class  described.  In 
combination,  a  cross  tie.  a  rail  associated  there- 
with, a  spike  of  general  conventional  form  hav- 
ing a  head  on  its  upper  end.  an  adapter  unit 
coopcrable  with  the  headed  end  of  said  spike  and 
comprising  a  plate  to  rest  on  the  tie,  said  plate 
including  a  shank  having  its  outer  end  formed 
with  depending  spurs  Imbedded  in  the  tie,  the 
inner  end  of  said  plate  being  formed  with   a 


permit  the  nail  to  become  securely  connected 
thereto,  whereby  to  cause  the  spike  and  adapter 
to  cooperate  in  preventing  displacement  of  the 
spike  and  the  rail  spreading. 


2.016.846 
INTERNAL  COMBUSTION  ENGINE 

Charles    Raymond    Waseige,     Rueil-Malmaison. 
France,    assignor,    by    mesne    assignments,    to 
Eclipse    Aviation    Corporation,    East    Orange, 
N.  J.,  a  corporation  of  New  Jersey 
AppUcation  March  23.  1932,  Serial  No.  600.779 
In  France  March  30,  1931 
9  Claims.     (CI.  123—179) 


46  4i 


8.  In  an  internal  combustion  engine  having  a 
crankshaft,  an  annular  Intake  conduit  for  the 
engine,  a  supercharger  having  its  outlet  In  com- 
munication with  said  intake  conduit,  an  intake 
conduit  for  the  supercharger,  means  forming  a 
by-pass  between  the  annular  conduit  and  the 
intake  conduit,  a  valve  controlling  the  by-pass, 
means  for  simultaneously  opening  said  by-pass 
valve  and  closing  said  intake  valve,  means  for  ro- 
tating the  supercharger  independently  of  the  en- 
gine at  the  will  of  the  operator,  and  means  for 
connecting  and  disconnecting  said  supercharger 
with  and  from  said  crankshaft,  said  intake  valve 
having  a  small  opening  therein  to  prevent  com- 
plete closure  of  the  intake  conduit. 


2.016.847 
ROLLER  SKATE 
Robert  Wyiie.  Corvallis.  Ore?. 
Application  February  20.  1935.  Serial  No.  7.453 
9  Claims.     (CI.  208—173) 
1.  In  a  structural  assembly  of  the  class  de- 
scribed, a  base  plate,  a  pair  of  wheels  including 
a  connecting  axle,  a  bearing  for  said  axle,  said 
bearing  being  provided  with  an  inwardly  project- 
ing thrust  element,  and  with  means  having  sub- 
stantially universal  connection  with  an  adjacent 
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,evels.  with  the  ^Z'l."^^^'^^^^^^'^^^- 

5e  produced  .'«™<'^n  Jr^^f  ^^"in'SS  under  the 
table  top  being  capable  ol  swinKii'K 


-SUThr  W3at?d^  Ueen^  U.e 
thrust  element  and  flat  spring. 

a  Aig  848 

MEXHOr,  OF  SEPX-JAXI^O  PHENOUC 

5  Claims.     (CI.  260—64) 
'■  7^  '""rtu1eX«o?''wrh''onho''J.et;-l 
SSln'oT^hrch'"rp?£  o^^in^^^^^^ 

the  ortho  isomer. 


"^drth?K%7tat^  ^^^x%^^^ 

civpiv  lower  tables  may  oe  i**^^.^^,.''„  „_-,,__ 
movements  of  progressively  diminishing  groups. 

2.016.851 
FASTENING  . 


2.016.849  _•■..,<. 

POWER  TRANSMITTING  APPARATUS 

•""^■^uTw,  Arnold.  P'H'lJji.O^ff '  ,02,J., 
Appllcatlon^D^enjber  13.  ISM^H^^^ 


1.  A  seam  comprising  two  webs  of  fabric,^. 

to  the  lined  edge  ,P?rtK>n  of  the  other       ^^^ 

side  of  their  --"Pf  tV„^,X  'ebs  m  ^m  tabflc- 
^^T.^.^%^1  \'k1d'^rrs''Slo'ying  imper- 
meable  to  said  cement. 


axes  of   rotation   of    the   anv^n  ^^^  ^^^d 

"^'^^?ed^bv''\he  5nve?r  me^rXrf  when  rotat- 
operated  ^yj^^.^e  element  against  such  move- 
ing  for  holding  ^^^^^'^J^  correspondingly  move 
S?d  '  causing'  the^'S:!?  longitudinal  movement 
when  the' mimbers  relatively  move. 

2.016.850 

ADJl'STABLE  TABLE 

Peter  J.  Bittermann.  New  York.  in.  x. 

Application  June  14.  19?4.  Serial  No.  730.583 

4  Claims.     (CI.  311 — »>  - 

4    In  an  adjustable  table,  the  combination  of 

suJce^lve    table     tops     arranged    at     different 


2,016.852 

REVOLVING  ADVERTISING   SIGN 

ThomL  R^B-eman.  Madison  Township. 

Butler  County,  Iowa 

.ppucat-on  Sepum^j  ^\^^^i^f  "»•  '^«"' 


\^  tlo'n'frofatfble  f^i^'^JS'^^^^ 
S'eT  W^be'cL^r^tS'lhereby  iLely  in  spaced 
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relation  to  the  shaft  and  to  each  other,  each 
plate  having  an  end  crank  with  crank-pin  at  one 
end,  a  connector  device  for  the  crank-pins  aper- 
tured  to  seat  the  crank-pins  therein  loosely,  and 
the  connector  having  a  central  aperture  traversed 
eccentrically  by  said  shaft  loosely,  whereby  when 
the  shaft  is  rotated  the  plates  are  maintain'^.d 
in  constant  parallel  relations  to  each  other. 


2.016.853 

CONNECTEB.  PARTICULARLY    FOR  LAMPS 

HAVING  TWO  FILAMENTS 

James  Tibarce  Felix  Conti.  Paris,  France 

AppUcation  September  29.  1932.  Serial  No.  635.321 

In  France  October  3,  1931 

1  Claim.     (CI.  173—347) 


An  adapter  for  connecting  a  two  filament  lamp 
having  three  contacts  to  a  socket  having  two 
contacts,  said  adapter  comprising  a  plug  adapted 
to  fit  into  said  socket,  two  contacts  in  said  plug, 
the  contacts  in  said  plug  being  adapted  to  co- 
operate with  the  contacts  of  said  socket,  a  sleeve 
mounted  for  rotary  and  axial  movement  on  said 
plug,  an  inner  tube  fixed  to  said  sleeve,  a  washer 
loosely  located  in  said  tube,  said  washer  having 
a  groove  therem,  a  pin  having  its  two  ends  se- 
cured to  said  tube  and  said  sleeve  and  engaging 
with  said  groove,  three  spring  blades  carried  by 
said  washer,  said  spring  blades  being  adapted  to 
be  brought  selectively  Into  operative  contact  with 
the  contacts  in  said  plug,  three  coiled  springs 
carried  by  said  washer,  said  coiled  springs  en- 
gaging with  said  spring  blades  and  being  adapted 
to  co-operate  with  the  contacts  of  said  lamp,  a 
notched  collar  on  said  plug,  teeth  on  said  tube 
fixed  to  said  sleeve,  said  teeth  being  adapted  to 
be  brought  into  operative  engagement  with  said 
notched  collar,  said  colled  springs  serving  to  per- 
mit of  temporary  engagement  of  said  teeth  with 
said  notched  collar  so  as  to  facilitate  the  fitting 
of  the  plug  into  said  socket  and  to  ensure  con- 
tact between  said  spring  blades  and  the  contacts 
In  said  plug. 

2.916.854 
GEARING    BfEANS 

Stanley  S.  Cramer,  Haddon  Hrights,  N.  J.,  as- 
signor to  Radio  Condenser  Company,  Camden. 
N.  J. 

Application  November  30.  1934.  Serial  No.  755.349 
13  Clmhns.     (CL  74—10) 


1.  A  gearing  means  for  a  mechanism  having  a 
support  plate  and  an  operating  shaft  supported  at 
least  in  part  by  said  plate,  including  a  yoke 
adapted  to  be  attached  to  said  support  plate  and 
around  said  shaft,  said  yoke  having  a  shelf  por- 
tion, an  arm  fastened  at  one  end  to  one  end  of  the 
shelf  and  extending  generally  parallel  with  but  in 
spaced  relation  to  the  shelf,  a  saddle  having  a  base 
and  spaced  legs  extending  therefrom,  the  base  be- 
ing fastened  to  said  arm.  the  shelf,  arm  and  base 
of  the  saddle  having  slots  in  alignment,  a  gear 
adapted  to  be  carried  on  said  shaft  and  projecting 


through  said  slots,  a  worm  operatively  positioned 
between  the  legs  of  the  saddle  to  engage  said  gear, 
and  means  for  driving  said  worm. 

2,016,855 

STENCIL  PRINTING   APPARATUS 

Harmon  P.  Elliott,  Watertown,  Mass..  assignor  to 

The   Elliott  Addressing  Machine  Company,   a 

corporation  of  Massachusetts 

Application  November  10.  1933.  Serial  No.  697,407 

12  Claims.     (Ci.  101—48) 


1.  In  a  stencil  printing  apparatus  comprising 
a  swinging  ink-carrying  platen,  a  series  of  card 
stencils,  means  for  swinging  said  platen  Into,  and 
out  of,  contact  with  any  stencil  then  in  the  print- 
ing zone,  and  mechanism  for  feeding  said  stencils 
one  by  one  into  said  zone,  together  with  a  device 
for  causing  said  platen  to  effect  printing  oi>era- 
tions  only  when  selected  stencils  come  into  said 
zone,  the  combination,  with  said  above  described 
apparatus,  of  mechanism  manually  adjustable 
so  as  to  produce  repeat  printing  with  each  of 
such  selected  stencils  automatically  while  In  such 
adjusted  condition. 

2.016,856 

CABLE  CLAMP 

Henry  C.  Fiege,  Green  Bay.  Wis. 

Application  May  7,  1934.  Serial  No.  724.297 

7  CUims.     (CI.  24—126) 


1.  A  fitting  for  the  end  of  a  cable  comprising  a 
pair  of  clamping  members  having  cooperating 
recesses  ^ herein,  one  of  the  clamping  members 
having  a  bore  communicating  with  the  recesses 
thru  which  the  frayed  end  of  the  cable  is  In- 
serted, and  the  wall  of  the  recess  of  said  member 
being  formed  with  a  main  clamping  surface  and 
an  auxiliary  clamping  surface  offset  therefrom,  a 
wedging  element  positlonable  In  the  recesses  of 
said  two  members,  said  clamping  members  being 
movable  with  respect  to  one  another  to  cause  the 
wedging  element  to  clamp  part  of  the  cable 
against  the  main  clamping  surface  and  against 
part  of  the  auxiliary  clamping  surface. 

2.016J57 
SELF   STEERING   ARRANGEMENT 

Eduard  Fischel.  Berlin -Charlottenburf.  Germany, 
assignor  to  Siemens  Apparate  und  Maschinen 
G.  m.  b.  H..  Berlin.  Germany,  a  corporation  of 
Germany 
Application  March  5,  1935.  Serial  No.  9,429 
In  Germany  March  2.  1934 
4  aalms.     <C1.  244—29) 
1.  In   a   steering   apparatus   for   aircraft   and 
other  craft  having  a  rudder,  an  actuating  device 
for   said   rudder,  a   direction   finder,   a   curved- 


fj 
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course  setting  device,  means  for  connecting  said 
rudder  actuating  device  selectively  either  with 
said  direction  finder  or  with  said  curved-course 
setting  device,  an  automatic  steering  apparatus, 
means  for   throwing  such  automatic   apparatus 


into  or  out  of  action,  and  blocking  means  oper- 
atively connected  with  said  curved-course  set- 
ting device,  for  preventing  the  throwing  of  the 
automatic  steering  apparatus  into  action  when- 
ever the  setting  of  said  curved-course  setting 
device  departs  from  a  predetermined  limit. 


2.016,858 

JOINT 

Eric  E.  Hall.  Chicago,  111.,  assignor  of  one-half  to 

J.  H.  Jacobson,  Chicago.  111. 

Application  September  22,  1932.  Serial  No.  634.345 

11  Claims.     (CI.  94—18) 


1.  In  a  pavement  joint,  the  combination  with 
a  sheet-metal  strip  bent  into  a  cross  form  in  cross 
section  with  the  upwardly  extending  portion 
formed  of  two  layers  of  metal  slightly  separated 
and  having  the  downwardly  extending  portion 
corrugated  longitudinally,  of  supports  adapted  to 
extend  through  the  horizontal  side  portions  of  the 
strip  to  the  base  material  and  to  be  finally  em- 
bedded in  the  pavement  material,  and  means  for 
preventing  the  strip  from  being  forced  nearer  to 
the  base  material  when  the  concrete  Is  being 
poured.  

2.016.859 

MUFFLER  FOR  INTERNAL  COMBUSTION 

ENGINES 

Soren  S.  Hanson,  Brooklyn,  N.  T.,  assignor  of 
forty  per  cent  to  William  Olson.  Brooklyn, 
N.  Y. 

Application  December  2.  1933.  Serial  No.  700.647 
3  Claims.     (CI.  137—160) 

3.  A  muffler  comprising  opposed  connected  In- 
let and  outlet  casing  members,  a  hollow  reception 
cone  within  the  casing,  having  Its  apex  directed 


toward  the  inlet  casing  member  and  passage- 
ways being  provided  at  its  periphery  to  permit 
the  flow  of  gases  at  such  point  toward  the  outlet 
casing  member,  a  deflecting  member  having  a 
peripheral  area  within  the  hollow  reception  cone 
and  disposed  adjacent  its  inner  wall  and  adapted 
for  the  flow  of  gases  at  said  peripheral  area  into 
the  cone,  the  deflecting  member  having  a  dis- 
charge opening  directed  toward  the  outlet  casing 
member,  and  a  second  deflecting  member  inter- 
mediate the  first-named  deflecting  member  and 
the  outlet  casing  member  and  having  a  discharge 


*i/< 


opening,  shallow  passageways  being  provided  be- 
tween the  two  deflecting  members  and  also  be- 
tween the  peripheral  area  of  the  second  deflect- 
ing member  and  the  adjacent  wall  of  the  muffler, 
whereby  gases  flowing  into  the  muffler  are  di- 
rected by  the  reception  cone  outwardly  to  the 
periphery  thereof,  the  gases  then  being  divided 
into  a  plurality  of  streams,  gases  entering  the 
reception  cone  and  passing  therefrom  through 
the  discharge  opening  of  the  first-named  deflect- 
ing member  to  meet  gases  passing  intermediate 
the  deflecting  members. 

2.016,860 

APPARATUS  FOR  PLASTIC  MOLDING 

Rudolph  L.  Hasche.  Whiteflsh  Bay,  Wis.,  assigrnor 

to  A.  O.  Smith  Corporation.  Milwaokee,  Wis., 

a  corporation  of  New  York 

Application  August  6.  1934.  Serial  No.  738,601 

4  Claims.      I  CI.  18—30) 


1.  A  device  for  loading  a  molding  die  consist- 
ing of  an  open  ended  frame  which  comprises  sides 
that  flt  within  the  die  and  a  flange  adapted  and 
arranged  to  stiffen  the  frame  and  cover  the  space 
outside  the  frame  and  inside  the  die.  thereby  pre- 
venting material  from  falling  into  said  space. 

2.016.861 
SPOON  AND  METHOD  OF  MAKING 

THE   SAME 
Samuel  Jennings,  Jr.,  Masury.  Ohio,  assignor  to 
The  Isaly  Dairy  Company,  Youngstown.  Ohio, 
a  corporation  of  Ohio 
Application  August  27,  1934.  Serial  No.  741,661 
4  Claims.     iCl.  76—105) 
1.  The  method  of  manufacturing  a  spoon  which 
consists  in  forming  a  blank  having  a  major  cor- 
date portion  and  a  tongue  projecting  therefrom 
and  shaping  the  blank  longitudinally  whereby  to 
produce  a  bowl  having  a  pointed  end  and  rela- 
tively high  sides  and  a  tubular  stem  having  ears 
bearing  against  the  under  side  of  the  bowl   at 
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the  butt  end  of  the  same,  housing  a  rod  in  the 
stem,  and  welding  the  stem  to  the  rod,  and  the 
ears  to  the  bowl. 

/; 


3.  A  spoon  comprising  a  pointed  bowl  having 
relatively  high  sides,  a  longitudinally  slit  tubular 
stem  projecting  therefrom,  ears  at  the  inner  end 
of  the  stem  bearing  against  the  underside  of 
the  bowl,  a  relatively  great  distance  forwardly  be- 
yond the  juncture  of  the  stem  therewith,  a  weld 
closing  the  slit  of  the  stem  and  permanently  unit- 
ing the  ears  with  the  bowl,  a  rod  mounted  in  the 
stem  and  fixed  therein  by  the  weld,  said  rod  ex- 
tending rearwardly  beyond  the  stem,  and  a  handle 
having  the  extending  end  of  the  rod  and  the  rear 
end  of  the  stem  embedded  and  fixed  therein. 

2.016^62 

ATTACHMENT  FOR  DOORS 

William  T.  Knieaner.  Bronxville.  N.  Y. 

Application  Aai^ust  19,  1933.  Serial  No.  685.815 

22  Claims.     (CI.  £• — 39) 
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1.  In  construction  of  the  character  described, 
in  combination,  an  apertured  frame  member 
adapted  to  be  secured  in  the  opening  of  a  door 
or  the  like,  a  closure  member  pivoted  to  said  frame 
member,  an  operating  lever  pivoted  to  said  closure 
member  at  substantially  the  center  thereof,  and 
a  link  pivoted  to  said  frame  member  at  one  end 
thereof  and  to  said  lever  at  the  other  end  thereof, 
said  last-mentioned  end  of  said  lever  forming  a 
movable  fulcrimi  for  said  operating  lever. 

2.016,863 

CONTAINER 

James  C.  La  Grna,  New  Hayen.  Conn.,  assimor  to 

National  Folding  Box  Company.  New   Haven, 

Conn.,  a  corporation  of  New  Jersey 

AppUcation  December  27.  1932.  Serial  No.  648,861 

11  Claims.     (CI.  229—5.5) 


1.  A  collapsible  container  for  frozen  products 
and  the  like  Including  In  combination,  a  body 
member  having  a  plurality  of  spaced  openings 
at  one  end  thereof,  a  closure  member  having  a 
side  flange  telescoped  over  said  end.  locking 
means  associated  with  said  side  ti&nge,  and  an 
Insert  piece  having  locking  means  associated 
therewith  adapted  to  be  inserted  through  said 
openings  and  to  engage  said  side  flange  locking 
means  to  maintain  the  container  in  assembled 


set  up  condition,  said  body  member  presenting 
a  smooth  unbroken  inner  surface  when  the  Insert 
piece  is  positioned  therein. 

2.016.864 

AUTOMOBILE   CONTROL   MECHANISM 

Edward  H.  Lanre,  Baltimore.  Md. 

AppUcaUon  September  26,  1933.  Serial  No.  691,070 

17  Claims.     (CI.  192— .01) 


3.  In  an  automobile  havmg  a  clutch  control 
member,  a  brake  control  member,  a  steering- 
post  between  said  members,  and  an  engine-mo- 
tive fluid  controller  having  a  primary  throttle 
valve  and  a  mechanism  for  supplying  a  temporary 
flow  of  engine-motive  fluid,  a  pendulum  mecha- 
nism, a  control  unit,  and  a  secondary  throttle 
valve,  said  secondary  throttle  valve  being  oper- 
atlvely  connected  to  said  mechanism  for  supply- 
ing a  temporary  flow  of  engine-motive  fluid  and 
having  spring  means  for  normally  maintaining 
said  valve  in  an  open  position,  said  control  unit 
being  readily  mountable  upon  the  steering-post 
and  having  control  means  connected  with  the 
secondary  throttle  valve  for  selectively  closing 
said  valve  in  displacement  relation  to  the  clutch 
control  member  or  the  brake  control  member,  and 
said  pendulum  mechanism  comprising  a  support 
member,  a  slidable  member  upon  said  support 
member  selectively  slidable  while  the  automobile 
is  in  motion,  a  pendulum  pivoted  to  the  slidable 
member  and  operatlvely  cormected  to  the  primary 
throttle  valve,  spring  means  between  the  slidable 
member  and  said  pendulum  restraining  the  clo- 
sure of  the  primary  throttle  valve,  and  means 
for  selectively  displacing  the  pendulum  angu- 
larly.   

2.016.865 
BEAD  LAYING  MECHANISM 
William  G.  Lerch.  Akron.  Ohio,  assirnor  of  one- 
half  to  Master  Tire  and  Rabber  Corporation, 
Akron,  Ohio,  a  corporation  of  Delaware 
AppUcation  March  15.  1934.  Serial  No.  715.639 
3  Claims.     (CI.  154— 9) 
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2.  In  a  winding  apparatus.  In  combination,  a 
wheel  having  a  rim  whereon  an  article  is  adapted 


I' 
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to  be  formed  by  wmdmg.  a  slide  movable  trans- 
versely of  said  rim.  means  on  said  slide  for 
strand  guidance  transversely  of  said  rim.  posi- 
tioning means  for  said  slide  including  a  cam  hav- 
ing a  plurality  of  faces  adapted  to  be  brought 
mto  contiguity  to  said  slide,  and  step-by-step 
means  for  bringing  said  faces  into  such  contiguity 
in  sequence  related  to  the  rotation  of  the  wheel. 

2.016.866 
WELDING  APPARATUS 

Harold  H.  Lurie,  La  Fayette,  Ind.,  assignor,  by 
mesne  assignments,  to  Utilities  Research  Com- 
mission,  Inc.,   Chicago,   HI.,   a   corporation   of 

Illinois 
Application  February  25.  1932,  Serial  No.  595,615 
2  Claims.     (CL  158—27.4) 


rtit 


1.  In  a  device  for  welding  steel  and  the  like,  a 
welding  tip  havmg  a  recess  in  the  end  thereof  and 
a  plurality  of  ducts  opening  into  said  recess,  said 
ducts  being  disposed  to  emit  a  plurality  of  con- 
verging jets  into  said  recess,  each  of  said  ducts 
being  flared  at  its  downstream  oriflce. 

2.016.8(^7 
VALVE   CONTROLLING   MEANS   FOR  UQLID 

DISPENSING   SYSTEMS 
William  L.  Marden.  Jackson  Heights.  N.  Y..  as- 
signor to  Neptune  Meter  Company,  a  corpora- 
tion of  New  Jersey 
ApplicaUon  December  1.  1933.  Serial  No.  700.482 
11  Claims.     (CI.  137—68) 


frame,  means  to  apply  pigment  to  said  roll,  a 
frame  member  movable  toward  and  away  from 
the  pattern  roll,  means  carried  by  saic  frame 
member  to  removably  support  an  offset  printing 
roll,   and    means    interconnecting    the    movatie 


1.  In  a  liquid-dispensing  system  including  a 
easollne  storage  tank,  a  suction  pump,  and  a 
pipe  connected  to  said  pump  and  extending  into 
said  tank  with  its  inlet  above  the  bottom  of  the 
latter  for  withdrawing  liquid  therefrom;  a  valve 
operable  for  controlling  passage  of  liquid  through 
said  pipe;  jnean.s  responsive  to  the  presence  of 
gasoline  in  said  tank  for  opening  said  valve  to 
permit  the  withdrawal  of  gasoline  when  the  level 
thereof  is  above  said  inlet ;  and  means  responsive 
to  the  presence  of  water  in  said  tank  operating 
to  close  said  valve  when  water  accumulating  in 
said  tank  rises  to  a  determined  level. 

2.016.868 
SLTIFACE  DECORATING  MACHINE 
Robert   H.   McBean.   Fairview  Village,  Ohio,   as- 
signor to  Oxford  Varnish  Corporation.  Detroit, 
Mich,    a  corporation  of  Michigan 
Application  February  9,  1934.  Serial  No.  710.508 
10  Claims.     (CI.  101—154) 
1.  A  surface  decorating  machine,  comprising  a 
frame,  a  pattern  roll  rotatably  supported  in  said 


frame  member  and  the  main  frame  member  to 
lock  them  together  with  the  two  rolls  contacting 
with  each  other,  and  means  to  release  said  lock 
after  the  offset  roll  has  made  one  complete  revo- 
lution. 


2.016.869 

FIRE  GRATE 

George  A.  McCrone.  Detroit.  Mich. 

Application  August  21,  1933.  Serial  No.  685,989 

3  Claims.     (CI.  126— 167) 


1.  A  grate  comprising  a  plurality  of  elongated 
bars,  the  upper  surface  of  each  of  the  said  bars 
being  in  the  form  of  an  inverted  V  thereby  pro- 
viding a  grate  surface  in  the  form  of  consecu- 
tive parallel  ridges  and  valleys,  each  bar  having 
spacing  lugs  on  a  'ide  thereof  providing  a  nar- 
row slot  between  adjacent  bars  extending  sub- 
stantially throughout  the  length  of  each  valley. 
each  bar  having  undercut  side  walls,  a  plurality 
of  baffles  extending  out  from  said  side  walls  into 
the  air  passageways  formed  by  the  side  walls  of 
each  two  adjacent  bars  and  offset  from  said  nar- 
row slot  for  directing  the  inflowing  air  upwardly 
between  the  bars  and  through  the  said  narrow 
slot  to  the  burning  fuel,  each  baffle  having  a  front 
face  perpendicular  to  a  side  wall  of  the  bar  and 
a  rear  face  inclined  thereto,  the  said  front  and 
rear  faces  of  each  baffle  intersecting  to  form  an 
edge  which  extends  downwardly  from  the  side 
edge  of  said  slot. 


2.016.870 
KNITTING  MACHINE 

Franz  Meiwald.  Vienna,  Austria 

Application  May  21.  1932.  Serial  No.  612.688 

In  Austria  August  7,  1931 

5  Claims.     (CI.  66—9) 

1.  In  a  machine  for  knitting  a  covering  around 
a  core,  a  knitting  head  including  a  needle  cyl- 
inder having  needles  and  at  least  one  cam  ring 
for  operating  said  needles,  means  positively 
geared  to  said  knitting  head  for  moving  said  core 
through  the  knitting  head  in  fixed  speed  relation 
to  the  operating  speed  of  the  head,  and  means 
for  adjusting  in  axial  direction  the  distance 
between  said  cam  ring  and  the  top  rim  of  said 
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needle  cylinder  for  adjusting  the  effective  length 
of  the  looping  stroke  of  said  needles  to  correlate 


the  speed  at  which  the  knitted  covering  is  pro- 
duced to  the  core  speed. 


2.016.871 

BRAKE  DRUM 

Emil  A.  Nelson.  Lansiiiff.  Mieh..  assizor  to  Motor 

Wheel  Corporation,  a  corporation  of  Michigan 

AppUcation  Anriut  2,  19S4.  Serial  No.  738.035 

8  CUims.     iCl.  188—218) 


1.  A  brake  drum  rim  having  an  inner  cylindrical 
surface  adapted  for  engagement  with  a  fricUon 
element,  a  radially  outwardly  extending  annular 
flange  at  its  open  end.  a. radially  inwardly  extend- 
ing annular  part  at  its  inner  end.  and  a  rib-like 
proJecUon  between  said  ends,  the  thickness  of  said 
rim  centrally  of  said  rib-like  projection  being  ap- 
proximately equal  to  five-sixteenths  of  the  width 
of  Mid  friction  element,  and  the  side  surfaces  of 
said  rib  being  concave  and  substantially  corre- 
sponding to  an  arc  of  circle  in  cross-sectlonaJ 
view. 


2.016.872 

SPRING  STRUCTURE  FOR  MATTRESSES 

AND  THE  LIKE 

Alex  H.  Olson.  Evanston.  HI.,  assirnor  to  Joseph 

W.  DroU.  Chicago.  111. 

AppUcation  November  29,  1933.  Serial  No.  700  189 

4  Claims.     (CI.  5—247) 

1.  In  a  spring  structure  of  the  character  de- 
scribed, the  combination  of  an  upper  and  a  lower 
frame,  one  of  which  comprises  a  horizontal  series 
of  parallel,  equidistantly  spaced,  wire  coll  mem- 
bers, and  rows  of  mated  pairs  of  wire  springs 
extending  between  the  two  frames  and  longi- 
tudinally of  the  wire  coil  members  of  the  one 
frame^  one  of  the  springs  of  each  mated  pair 
comprising  a  spring  element  disposed  substan- 
tially centrally  between  the  two  frames,  a  pair  of 
straight,  divergent  arms  extending  one  upwardly 
and  the  other  downwardly  from  said  spring  ele- 
ment, means  connected  to  the  outer  end  of  one  of 
the  arms  for  connecting  the  same  to  the  other 


frame,  a  horizontally  extending,  first  side  mem- 
ber connected  at  one  end  thereof  to  the  outer 
end  of  the  other  divergent  arm  and  extending 
through  a  portion  of  one  of  the  wire  coil  mem- 
bers of  said  one  frame,  a  horizontal  cross  member 
connected  at  one  end  to  the  other  end  of  said 
first  side  member  and  extending  between  said 
one  wire  coil  member  and  one  of  the  adjacent 
wire  coll  members  of  said  one  frame,  and  a  hori- 
zontally extending,  second  side  member  con- 
nected at  one  end  thereof  to  the  other  end  of 
the  cross  member  so  that  it  extends  from  the 
cross  member  in  the  same  direction  as  said  first 
side  member,  and  extending  through  a  portion 
of  said  one  adjacent  wire  coll  member  and  having 
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a  hook  at  Its  other  end,  the  other  spring  of  each 
mating  pair  being  the  same  in  construcUon  as 
the  one  spring  but  arranged  in  opposite  relation 
and  so  that  the  first  and  second  side  members 
thereof  lap  respectively  the  second  and  first  side 
members  of  said  one  spring  and  extend  through 
the  same  portions  of  the  wire  coll  members  and 
so  that  the  end  of  the  cross  member  thereof  that 
is  connected  to  the  first  side  member  Is  hooked 
by  the  hook  on  the  second  member  of  the  one 
spring  and  Its  hook  at  the  end  of  Its  second  side 
member  is  hooked  around  the  end  of  the  cross 
member  of  said  one  spring  that  is  connected  to 
the  said  other  end  of  the  first  side  member  of 
said  one  spring. 


2.016373 
CLOTHESLINE  EQUIPMENT 
George  A.  Potts.  Paterson,  and   John  W.  Potts 
North  Caldwell.  N.  J.;  said  John  W.  PotU  as- 
signor to  said  George  A.  Potts 
Application  December  17,  1934.  Serial  No.  757.836 
5  Claims.     (CL  68 — 3) 


1.  In  combination,  with  an  endless  line  and 
means  to  support  the  same  extended  substan- 
tially horizontaUy  and  with  which  the  line  has  a 
running  engagement,  a  train  of  intercoupled  ele- 
ments one  of  which  is  a  draft  element  affixed  to 
one  stretch  of  the  line  to  move  therewith  and 
having  a  travelling  engagement  with  the  other 
stretch  and  another  of  which  elements  is  a  car- 
rier element  having  means  to  which  to  attach  a 
garment  and  also  having  a  travelling  engage- 
ment with  said  other  stretch. 

2,016.874 

BUILDING    CONSTRITCTION 

John  S.  Raynor,  Philadelphia,  Pa 

AppUcation  May  23.  1931,  Serial  No.  539,456 

6  Oaims.  (CI.  72 — 46) 
1.  In  a  device  of  the  character  described  a  wall 
core  consisting  of  supporting  means,  material 
sheets  disposed  at  random  across  said  supporting 
means,  attaching  means  disposed  across  the  ma- 
terial sheets  and  having  portions  engaging  the 
supporting  means  and  other  portions  engaging 
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coacting  contiguous  attaching  means  and  fas- 
tening means  engaging  the  edges  of  contiguous 
material    sheets   whereby   they    will   be   held   In 


alignment  during  plastering  operations,  and  said 
attaching  and  fastening  means  functioning  as 
gages  for  workingmen  diiring  the  plastering  op- 
erations.   

2.016.875 
VEHICLE  BRAKE 

John  Sneed,  Detroit,  Mich.,  assignor  to  The  Mid- 
land Steel  Products  Company,  Cleveland,  Ohio, 
a  corporation  of  Ohio 

AppUcation  November  18.  1927.  Serial  No.  234.081 
21  Claims.     (CI.  188—78) 


1.  The  combination  with  brake  actuating 
means  including  a  cable,  of  a  rotatable  brake 
dnun  and  a  brake  shoe  member  mounted  within 
the  brake  drum  and  having  overlapping  extremi- 
ties, one  extremity  of  the  shoe  being  connected 
to  the  cable  and  movable  outwardly  under  the  im- 
pulse thereof  to  cause  contact  between  a  portion 
of  said  shoe  and  the  brake  drum,  the  remainder 
of  the  effective  portion  of  the  brake  shoe  being 
movable  into  contact  with  said  drum  under  the 
infiuence  of  frlctlonal  contact  between  said  first 
mentioned  portion  and  the  drum. 


2,016.876 
RUG 
Frederick    W.    Stolzenberg.    Shelton,    Conn.,    as- 
signor to  Sidney  Blumenthal  &  Co.,  Inc.,  New 
York,  N.  Y..  a  corporation  of  New  York 
Application  April  13,  1933.  Serial  No.  665,970 

2  Claims.     (CI.  154 — 49) 
1.  A  rug  or  the  like  comprising,  a  pile  fabric 
facing,  a  sponge  rubber  backing,  and  an  inter- 


mediate reinforcement  composed  of  strong 
woven  fabric,  the  sponge  rubber  backing  being 
relatively  thick,  and  the  edges  of  the  pile  fabric 


being  turned  down  and  having  their  back  sur- 
face secured  to  the  vertical  edges  of  the  sponge 
rubber  backing. 


2.016.877 

PORTABLE  RAILWAY   TRACK  GRINDER 

Henry  H.  Talboys,  Milwaukee,  Wis.,  assignor  to 

Nordberg  Manufacturing  Co.,  MUwaukee,  Wis., 

a  corporation  of  Wisconsin 

AppUcation  December  10.  1934.  Serial  No.  756,779 

10  CUims.     (CI.  51—178) 


7.  In  a  track  working  tool,  a  frame,  means  for 
supporting  said  frame  upwn  one  rail  of  a  track, 
including  a  pair  of  flanged  rollers  longitudinally 
spaced  along  said  rail,  a  platform  on  said  frame, 
mounted  intermediate  said  rollers,  a  handle  ex- 
tending upwardly  from  one  end  of  said  frame,  an 
extension  upwardly  from  the  opposite  end  of 
said  frame,  and  a  single  barrow  wheel  rotatably 
mounted  on  said  extension,  the  diameter  of  said 
barrow  wheel  substantially  exceeding  the  diam- 
eter of  the  flanged  rollers,  the  sixes  of  rotation  of 
the  flanged  rollers  and  the  barrow  wheel  being 
parallel,  the  barrow  wheel  and  the  rollers  being 
longitudinally  aligned  in  the  vertical  plane  of  the 
rail  upon  which  the  flanged  rollers  ride. 


2.016.878 

METHOD   OF  MAKING   VALVE   CASINGS 

Harry  F.  Vickers.  Detroit,  Mich. 

AppUcation  December  30.  1933,  Serial  No.  704.735 

5  Claims.     (CI.  29—157.1) 


1.  The  process  of  forming  a  valve  casing  for 
a  valve,  which  comprises  forming  a  valve  body 
of  commercial  relatively  cheap  metal,  fabricat- 
ing a  valve  sleeve  of  nitralloy  and  of  such  di- 
mensions as  to  be  telescoped  within  the  valve 
body  by  a  shrink  fit  whereby  the  sleeve  Is  se- 
curely held  in  position  upon  the  two  parts  as- 
suming common  temperatures,  finish  machin- 
ing said  sleeve,  and  then  nitriding  said  assem- 
bled valve  casing  at  a  relatively  low  tempera- 
ture whereby  said  sleeve  is  hardened  \nnthout 
materially  changing  the  finished  dimensions. 
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2,016,879 

INTERNAL  COMBUSTION   ENGINE 

Jesse  G.  Vincent.  Grosse  Pointe.  Mich.,  assignor 

to  Packard  Motor  Car  Company,  Detroit.  Mich. 

a  corporation  of  Michigan 

.Application  March  31.  1932.  Serial  No.  602.209 

6  CUims.     iCl.  123— 14«) 


3.  In  an  internal  combustion  engine,  fuel  in- 
jection mechanism  including  adjustable  actuat- 
ing means,  a  housing  having  an  interior  bear- 
ing, a  cylinder  axiaily  movable  in  the  bearing  a 
plunger  in  the  housing,  spring  means  between 
the  cylinder  end  and  the  plunger  end,  means  as- 
sociated with  the  plunger  to  regulate  its  axial 
position,  a  rod  connected  to  regulate  the  adjust- 
able actuatmg  means  and  engaging  at  one  end 
against  the  cylinder,  and  governor  means  asso- 
ciated with  the  rod  to  move  it  toward  the  piston 
as  the  centrifugal  force  overcomes  the  sorina 
pressure.  *'*"-'» 


2.016.880 

ROT.ARY  SPRAY  MECHANISM  FOR 

DISHWASHERS 

Georye  Chester  Ward.  Jr..  Ventura.  Calif.,  as- 

^gnor  to  Economy  Products.  Inc.,  Los  Anyeles. 

Calif.,  a  corporation  of  Arizona 

AppUcation  February  1,  1932.  Serial  No.  590,13i 

5  Claims.     (CI.  299—69) 


txi 


1.  In  a  self -rota  ting  nozzle  adapted  to  be  ro- 
tated at  high  speed  and  comprising  a  vertical 
rotatable  outer  column  closed  at  its  upper  end 
and  having  spray  nozzles  thereon,  a  hollow  sup- 
porting shaft  within  said  column  having  open- 
ings  therethrough  for  supplying  water  to  said 
column,  and  a  lateral  thrust  bearing  at  the  lower 
end  of  said  column  and  a  lateral  and  end  thrust 
bearing  at  the  upper  end  of  said  column,  the  up- 
per bearing  construction  comprising  an  Inwardly 
extending  flange  on  the  upper  end  of  said  hollow 
shaft  defining  a  central  aperture  of  smaller  di- 
ameter than  the  Internal  diameter  of  said  shaft 
a  stub  shaft  of  diameter   to  fit  loosely  within 


said  aperture  secured  to  and  extending  down- 
wardly from  the  closed  upper  end  of  said  column 
through  said  aperture,  and  a  bearing  member 
mounted  on  said  stub  shaft  below  said  aperture 
for  engaging  the  under  edge  of  said  flange  and 
limiting  upward  movement  of  said  column 

4.  In  a  self -rotating  nozzle  adapted  to  be  ro- 
tated at  high  speed  and  comprising  a  vertical 
rotatable  outer  column  closed  at  its  upper  end 
and  having  spray  nozzles  thereon,  a  hollow  sup- 
porting shaft  within  said  column  having  open- 
ings therethrough  for  supplying  water  to  said 
column,  and  a  lateral  thrust  bearing  at  the  lower 
end  of  said  column  and  a  lateral  and  end  thrust 
bearing  at  the  upper  end  of  said  column  the 
lower  bearing  construction  which  comprises  a 
pair  of  vertically  spaced  annular  shoulders  ex- 
tending inwardly  from  the  lower  end  of  said 
outer  column  into  close  proximity  to  said  sup- 
porting shaft  and  defining  an  annular  water 
chamber  in  free  communication  with  the  space 
surrounding  said  shaft  and  column  through  the 
clearance  space  between  said  shaft  and  said 
lower  annular  shoulder. 


2.016.881 
Ft'EL  CONDITIONING  AND  SUPPLY  SYSTEM 

Maurice  Joseph  Zucrow.  Chicago.  111. 

AppUcaUon  November  20.  1931,  Serial  No.  576  295 

6  Claims.     (CI.  123— 133) 


1.  In  a  vaporizer  for  liquid  fuels  for  use  In 
internal  combustion  engines,  a  heated  conduit 
through  which  air  and  entrained  liquid  is  adapt- 
ed to  pass,  said  conduit  comprising  a  vaporizer 
for  subdividing  the  fuel  and  dispersing  it  into 
the  air  stream  to  form  a  fuel-air  mixture,  a  Ven- 
turi  construction  in  the  conduit  into  which  the 
mixture  is  adapted  to  pass  whereby  said  venturl 
will  be  heated,  and  means  intermediate  the  va- 
porizer and  venturi  for  collecting  the  unvapor- 
ized  fuel  particles  from  the  mixture  and  at  the 
same  time  subjecting  them  to  a  further  state  of 
subdivision  whereby  they  may  readily  inter- 
mingle in  that  state  with  the  fuel-air  mixture 
formed  by  the  vaporizer,  said  venturi  serving  to 
reduce  the  pressure  of  the  mixture  and  at  the 
same  time  continue  the  subdivision  of  the  fuel 
whereby  a  combustible  homogeneous  fuel-air 
mixture  is  formed 


2.016.882 

MOVABLE  WALL   AND  PARTITION 

Peter  Andes.  Cleveland.  Ohio 

Application  March  19.  1934.  Serial  No.  716  407 

8  Claims.     (CI.  72 — 46) 

1.  In  a  movable  wall  or  partition  made  of  tiers 

of   superposed    and    aligned    rigidly    interlocked 


building  units,  building  units  comprising  a  metal 
frame  emlx>dying  U-shaped  channel  irons  ar- 
ranged to  form  open,  unobstructed  vertical  chan- 
nels In  the  sides  of  said  frame,  plaster  supporting 
means  secured  to  the  flanges  of  said  frame  for 
covering  the  front  and  rear  faces  thereof,  and 
layers  of  plaster  secured  to  and  interlocked  with 


^i 


said  plaster  supporting  means;  and  spreaders  ar- 
ranged within  the  vertical  passages,  formed  by 
the  open  vertical  channels  of  adjoining  aligned 
units,  said  passages  and  spresuiers  extending  from 
the  top  to  the  bottom  of  said  walls  for  aligning  and 
interlocking  adjacent  units  and  superposed  tiers  of 
said  units. 


2.016,883 
BRAKE  DRLTVf      —    - 
James    H.   Barnes.    Detroit,   Mich.,    assignor   to 
Bndd    Wheel   Company,    Philadelphia,   Pa.,   a 
corporation  of  PennsyWania 
Substitute  for  application  Serial  No.  575,521.  No- 
vember  17,   1931.     This   appUcation   April  27, 
1934,  Serial  No.  722.622 

1  Claim.     (CI.  188—218) 


1 


A  composite  hub  and  drum  comprising  a  barrel 
portion,  a  radially  extending  flange  portion  and 
an  axlally  extending  braking  portion  constituting 
a  continuation  of  said  flange  portion,  all  an  in- 
tegral one  piece  fabrication,  said  flange  portion 
being  provided  additionally  with  axial  aligning 
and  radial  seating  abutment  means  for  a  re- 
placement drum. 


2.016.884 
COLLAPSIBLE   TIRE   BUILDING  DRUM 
Henry  C.  Bostwick.  Coventry  Township.  Summit 
County.  Ohio,  assiinior  to  The  Akron  Standard 
Mold  Company,  Akron.  Ohio,  a  corporation  of 
Ohio 
Application  December  10.  1934.  Serial  No.  756.761 
6  Claims.     (CI.  154—9) 
1.  A  collapsible  drum  structure  comprising  a 
rotary  power  shaft,  underlapping   and  overlap- 
ping drum  segments  supported  thereby,  a  retard- 
able  member  surrounding  the  shaft,  operating 
connections  from  said  member  to  the  underlap- 
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ping  segments,  and  operating  linkage  connecting 
said  member  with  the  overlapping  segments  at 


\  >,  M 


clrcumferentially  spaced  points  on  each  of  the 
latter.  

2.016.885 

VAPOR  DISCHARGE  DEVICE 

Carl  Braband.  Berlin,  Germany,  assignor  to  Gren- 

eral  Electric  Company,  a  corporation  of  New 

York 

Application  February  26.  1931.  Serial  No.  518.589 

In  Germany  March  7,  1930 

1  Claim.     (CL  250—27.5) 


In  a  vapor  discharge  device  comprising  an 
evacuated  metallic  receptacle,  a  mercury  cathode 
insulated  from  said  receptacle,  means  including 
a  cylindrical  member  of  insulating  material  im- 
mersed in  said  mercury  cathode  and  projecting 
upwardly  a  substantial  distance  from  the  surface 
of  said  cathode  to  separate  said  mercury  cathode 
into  a  central  active  portion  and  an  annular  por- 
tion surrounding  said  central  active  portion, 
means  to  condense  vapor  rising  from  the 
cathode,  and  a  condensate  collecting  receptacle 
arranged  above  said  annular  portion  of  the 
cathode,  a  plurality  of  condensate  discharge  con- 
duits mounted  outside  said  cylindrical  insulating 
member  and  dejjending  from  said  condensate 
collecting  receptacle,  each  of  said  conduits  hav- 
ing a  small  opening  adjacent  the  bottom  thereof 
to  cause  said  condensate  to  flow  from  said  con- 
duits under  pressure  in  the  form  of  a  plurality 
of  fine  jets,  and  means  including  a  member  in- 
sulated from  said  cathode  and  in  the  path  of 
said  jets  to  cause  said  condensate  to  flow  to  said 
annular  portion  of  said  cathode  In  the  form  of 
drops. 


2.016886 
CONCRETE  CONTAINER  WALL 

Walter  O.  Brassert.  Kalamazoo.  Mich. 

Application  December  29.  1932.  Serial  No.  649,363 

6  Claims.     (CI.  72 — 6) 

3.  A  concrete  silo  having  the  capillaries  and 
recesses  adjacent  that  side  of  the  silo  which  is 
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exposed  to  ensilage  acid  and  moistiire  filled  with 
a  molten  paraGn  or  asphalt  resistant,  and  a 


coating  of  the  same  resistant  over  said  side 
bonded  with  the  resistant  contained  in  said  capil- 
laries and  recesses. 


2.«  16,887 

PHONOGRAPH 

Thomas  C.  Brown,  San  Francisco.  Caltf .,  asslfnor 

to    Thomas    A.    Edison,    Incorpormted.    West 

Onm^e,  N.  J.,  a  corporation  of  New  Jersey 

Application  January  23.  1932.  Serial  No.  588.274 

11  Claims.     (CI.  274—21) 


7.  In  a  phonograph,  a  sound  box  carriage,  back 
spacing  means  lor  said  carriage,  means  compris- 
ing an  electromagnet  for  actuating  said  back 
spacing  means  and  rendered  operable  by  the  clos- 
ing of  the  circuit  of  said  magnet,  a  control  switch 
operable  at  will  to  open  or  close  said  circuit,  a 
movably  mounted  switch  in  series  with  said  con- 
trol switch  and  comprising  a  closed  vessel  having 
two  electrodes  at  opposite  ends  thereof,  and  con- 
taining mercury  adapted  to  establish  electrical 
connection  between  the  electrodes  In  one  position 
of  the  switch  and  to  break  such  connection  when 
the  switch  is  moved  to  another  position,  said 
second  switch  being  actuated  by  said  electromag- 
net to  repeatedly  open  and  close  said  circuit  when 
said  control  switch  is  maintained  closed. 


2.016,888 
LUBRICATION  APPARATUS 

William  Y.  Brown,  Charlotte,  N.  C  assignor  of 
part  interests  to  William  C.  Honey cutt,  Black 
Mountain,  N.  C,  and  Rol)€rt  H.  Garland.  Char- 
lotte. N.  C. 
AppUcation  July  25.  1934.  Serial  No.  736,913 

8  Claims,  f CI.  221— 47.1) 
1.  Lubrication  apparatus  comprising  a  port- 
able framework,  an  electric  motor  mounted  on 
the  framework,  a  plurality  of  grease  guns 
mounted  on  the  framework,  each  grease  gun 
having  a  piston  for  expelling  the  grease  under 
pressure,  a  reciprocating  member  driven  by  the 
motor  for  driving  the  pistons  of  said  pumps  and 


disposed  between  the  grease  guns  and  normally 
disconnected  from  the  pistons,  and  mechanical 
latching  means  on  each  end  of  the  reciprocating 


member  for  selectively  engaging  the  pistons 
when  pre-set  upon  reciprocation  of  the  recipro- 
cating member. 


2  016  889 

CONTROL  MEANS  FOR  LUBRICATION 

APPARATUS 

William  Y.  Brown.  Charlotte,  N.  C  assirnor  of 
one-third    to    William    C.    Honeycutt.    Black 
Mountain.  N.  C.  and  one-third  to  Robert  H. 
Garland.  Charlotte.  N.  C. 
AppUcation  March  12.  1935,  Serial  No.  10.735 
7  naims.     (CI.  221—47.1) 


1.  Lubrication  apparatus  comprising  a  lubri- 
cant container,  a  pump  for  pumping  the  lubri- 
cant from  the  container,  a  delivery  hose  con- 
nected to  the  output  end  of  said  pump,  a  fitting 
on  the  end  of  the  delivery  hose  for  connection 
to  a  bearing,  an  electric  motor  for  driving  the 
pump,  means  normally  disconnecting  the  pump 
from  the  motor,  a  circuit  for  the  motor,  a  con- 
trol circuit,  a  pressure  operated  switch  in  said 
control  circuit,  means  controlled  by  the  pressure 
operated  switch  for  opening  said  control  circuit 
for  stopping  the  motor  and  disconnecting  the 
motor  from  the  pump  when  a  predetermined  high 
pressure  has  been  created  In  the  delivery  hose 
and  for  closing  said  control  circuit  and  connect- 
ing the  pump  to  the  motor  when  the  pressure  in 
the  delivery  hose  reaches  a  predetermined  low 
point. 

2  016  890 

ELECTRICAL  LOAD  CONTROL  SYSTEM 

Dewey  L.  Chesnut.  Trenton.   N.   J.,   asslfnor   to 

General   Electric   Company,   a  corporation   of 

New  York 

AppUcation  April  4.  1933.  Serial  No.  664.364 

16  aaims.     (CI.  290 — 4) 
1.  In  combination,  an  electric  circuit,  a  load, 
electrical  means  for  operating  said  load  from  said 
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circuit,  a  prime  mover  for  operating  said  load,  and 
means  responsive  to  the  load  on  said  circuit  for 


xnc 


controlling  the  energy  input  to  said  prime  mover 
before  the  load  thereon  changes. 


2.016.891 

CHILD'S  INDOOR  SLIDE 

Patrick  J.  Clarke,  Duluth.  Minn. 

AppUcation  March  29.  1935,  Serial  No.  13,705 

3  Claims.     (CI.  155—188) 


1.  A  child's  slide  comprising  a  bottom  portion, 
aprons  secured  to  the  sides  of  the  bottom,  brack- 
ets secured  to  the  under  edge  of  the  aprons  at 
one  end  thereof  and  adapted  to  rest  up)on  the 
forward  edge  of  a  chair  seat  for  holding  the  upper 
end  of  the  slide  adjacent  the  forward  edge  of 
the  seat,  and  means  attachable  to  a  chair  rung 
for  securely  holding  the  brackets  on  the  chair. 


2.016.892 
COMPOSITION  OF  MATTER 
George  W.  Clarvoe.  Somerville,  N.  J.,  assignor  to 
Johns-Manville  Corporation.  New  York.  N.  Y., 
a  corporation  of  New  York 
No  Drawing:.    .Application  March  9,  1933, 
Serial  No.  660.093 
12  Claims.     (CI.  51—280) 
4.  A  polishing  composition  comprising  a  liquid 
containing  a  substantial  proportion  of  water,  a 
finely  divided  siliceous  material  adapted  to  form 
a  relatively  compact  mass  in  the  said  liquid,  and 
an  admixed  antlcaklng  agent  Including  calcium 
nitrate. 


2.016,893 
ELECTRIC  CIRCUIT  BREAKER 

William  A.  Coates,  Bowdon,  England,  assignor  to 

General   Electric  Company,   a   corporation  of 

New  York 

AppUcation  April  5.  1935.  Serial  No.  14.949 

In  Great  BriUin  April  23.  1934 

7  Claims.     (CI.  200— 150) 


1.  An  electric  circuit  breaker  of  the  explosion 
chamber  type  comprising  relatively  movable  con- 
tact structure  arranged  to  form  two  arcs  in  series, 
said  contacts  including  a  relatively  fixed  con- 
tact, a  movable  contact,  and  an  auxiliary  contact, 
and  an  arcing  contact  electrically  connected  to 
said  fixed  contact,  said  movable  contact  arranged 
to  move  said  auxiliary  contact  into  engagement 
with  said  arcing  contact  prior  to  engagement 
of  said  movable  and  fixed  contacts. 


2,016,894 
TEMPERATURE  COMPENSATION  DEVICE 
Harold  T.  Faus,  Lynn.  Mass.,  assigmor  to  Gen- 
eral Electric  Company,  a  corporation  of  New 
York 
AppUcation  October  22,  1932,  Serial  No.  639.134 
8  Claims,     (CL  73 — 32) 


7.  A  measuring  instrument  comprising  a  mov- 
able element,  means  for  subjecting  said  movable 
element  to  a  force  varying  in  accordance  with 
the  magnitude  of  the  quantity  to  be  measured. 
a  sprmg  connected  at  one  end  to  said  element 
and  serving  to  bias  said  element  to  a  zero  posi- 
tion, a  member  supporting  said  biasing  spring  at 
its  other  end,  a  temperature-responsive  deflect- 
ing element  connected  to  and  arranged  to  vary 
the  position  of  sa'd  supporting  member  in  re- 
sponse to  variations  in  temperature,  and  means 
for  varying  the  ratio  between  the  changes  in  po- 
sition of  said  supporting  member  and  said  tem- 
perature-responsive element  to  permit  varying 
the  degree  of  compensation  provided. 


2.016.895 

DOORLOCK 

Patrick  E.  Ford.  Cedar  Rapids,  Iowa 

AppUcation  July  30,  1932.  Serial  No.  626.478 

3  Claims.     (CI.  292— 221) 

1.  In  a  door  lock,  a  door  plate  adapted  to  be 

fastened  to  the  vertical  free  edge  of  the  door 

and  the  plate  having  an  opening  therethrough   a 

lever  plvotally  piounted  on  the  plate  for  rotation 


i 
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in  a  horizontal  plane  and  having  one  portion 
thereof  projecting  through  the  opening  to  form 
a  bolt  portion  and  having  a  rearwardly-extend- 
Ing  portion,  a  push  rod  slidingly  engaged  on  the 
rear  face  of  the  door  plate  for  transverse  mo- 
tion with  reference  to  the  door,  and  having  the 
Inner  portion  projecting  to  a  position  where  it 


/»■ 


may  engage  the  rearwardly  extending  portion  of 
the  lever,  and  a  button  slidingly  engaged  in  the 
outer  panel  of  the  door  and  connected  with  the 
push  rod  whereby  when  the  button  is  pushed  in 
the  push  rod  is  actuated  and  caused  to  bear 
against  the  lever  to  retract  the  bolt  portion  of 
the  lever. 


2.016.896 

PISTON  STKUCTURE 

Harry  S.  Frank.  New  York.  N.  Y. 

AppUcaUon  July  3.  1933.  Serial  No.  678,801 

5  Claims.     (CL  309—14) 


1.  A  multiple-piece  piston  structure,  compris- 
ing head  and  sleeve  members,  the  latter  cast  into 
the  head  material  and  provided  with  a  connect- 
ing end,  consisting  of  a  plurality  of  uniformly 
arranged  prongs,  finely  spaced  from  one  another 
at  their  lower  ends,  their  upper  ends,  separated 
by  much  larger  spaces,  being  imbedded  In  the 
head  material,  which  latter  fills  these  larger 
spaces,  whereas  the  finely  spaced  lower  ends  of 
the  prongs  are  entirely  free  of  the  head  material, 
said  prongs  thus  being  capable  of  mdividuaily 
adjusting  themselves  to  any  movement  induced 
by  the  expansion  or  contraction  of  the  head  ma- 
terial, without  loosening  their  firm  hold  within 
the  latter. 


2.016.897 

OVERALL  GARIMENT 

Cecil  C.  Garrett  and  Eagene  A.  Lockwood,  High 

Point,  N.  C,  assignors  to  High  Point  Overall 

Company,  High  Point,  N.  C,  a  corporation  of 

North  Carolina 

ApplicaUon  Apnl  19.  1934.  Serial  No.  721,376 
1  Claim.     (CL  2—227) 

A  man's  outer  garment  comprising  right  and 
left  leg  portions,  the  rear  portion  of  the  leg  por- 
tions extending  upwardly  to  cover  the  central 
portion  of  the  back  of  the  wearer  and  having  their 
outer  edges  cut  away  to  provide  arm  space  for  the 
wearer,  the  extensions  being  joined  together  and 
the  extension  for  the  right  leg  passing  over  the 
right  shoulder  of  the  wearer  and  the  extension 
of  the  left  leg  passing  over  the  left  shoulder  of 
the  wearer,  the  proximate  edges  of  the  ex*^ensions 
being  joined  together  by  a  seam  to  a  jwlnt  be- 
tween the  shoulders  of  the  wearer,  a  quadrilateral 
re-enforcing  flexible  member  secured  to  the  said 
extensions,  two  opposed  edges  of  said  re-enforc- 
Ing  member  being  aporoxlmatelv  parallel  to  the 
lines  of  force  exerted  by  one  of  the  extensions 


passing  over  one  shoulder,  and  the  other  two  edges 
of  said  quadrilateral  member  being  approximate- 
ly parallel  to  the  lines  of  force  exerted  by  the  other 
extension  passing  over  the  other  shoulder,  where- 
by shoulder  stresses  are  absorbed  by  said  re-en- 
forcing member  with  a  minimum  amount  of  cov- 


e- 


erage  of  the  extensions  by  said  re-enforclng  mem- 
ber, the  front  ends  of  said  extensions  having  each 
one  end  of  an  elastic  section  secured  thereto,  and 
means  on  the  other  end  of  each  elastic  section  for 
relea^ably  securing  the  elastic  sections  to  the 
front  of  the  garment. 


2.016,898 
LIGHTER 
Rassell  A.  Gulick.  Winthrop.  Mass..  assiirnor.  by 
mesne    assignments,    to    Archie    M.    Andrews. 
New  York.  N.  Y. 

Application  Jaly  21.  193.'^,  Serial  No.  681.439 
9  Claims.     (CI.  67—7) 


ffft* 


3.  A  lighter  comprising  a  casing,  a  wick  dis- 
posed within  said  casing,  a  member  mounted 
on  said  casing  above  said  wick,  a  support  mov- 
ably  carried  by  said  casing  above  said  member, 
a  catalytic  element  mounted  on  said  support, 
and  a  cover  movable  into  and  out  of  engagement 
with  said  casing  arranged  to  cover  an  air  port 
communicating  with  said  wick  and  to  cause  said 
support  to  engage  said  member  to  prevent  flow 
of  air  carrying  vapor  from  said  wick  to  said 
catalytic  element. 


2.016.899 
WELDING  ELECTRODE 

Joseph    H.    Hamberstone.    Schenectady.    N.    Y., 
assignor  to  General  Electric  Company,  a  cor- 
poration of  New  York 
Application  December  23.  1932.  Serial  No.  648.651 
9  Claims.     (CT.  219—8) 
6.  A  welding  electrode  comprising   a  metallic 
core,  and  a  sheath  of  flux  impregnated  tape  folded 
longitudinally  about  said  core  with  Its  edges  abut- 
ting one  another  and  parallel  to  the  axis  of  said 
core,  said  tape  being  formed  of  a  plurality  of 
threads  interconnected  to  form  a  fabric  which  will 
not  stretch   substantially   In   a  lengthwise   or  a 
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crosswise  direction,  and  the  threads  of  which  will 
not  ')e  displaced  relatively  to  one  another  when 


subjected  to  a  rubbing  action  such  as  occurs  when 
applying  said  tape  as  a  sheath  over  said  core. 


2,016,900 
WIRE  COATING  MACHINE 
Joseph    H.    Hamberstone,    Schenectady,    N.    Y.. 
assignor  to  General  Electric  Company,  a  cor- 
poration of  New  York 
AppUcaUon  January  27,  1934.  Serial  No.  708.642 
16  Claims.     (CL  117—34.5) 


1.  A  wire  coating  machine  comprising  a  paste 
container,  means  for  feeding  a  wire  through  said 
container,  means  spaced  from  said  wire  for  part- 
ly folding  a  tape  about  said  wire  and  the  paste 
in  said  container  adjacent  said  wire,  means  rest- 
ing on  said  partly  folded  tape  for  directing  the 
edges  of  said  tape  toward  one  another,  means 
for  supporting  said  last  mentioned  means  for 
limited  universal  movement  relative  to  said  wire, 
and  means  for  compressing  and  sizing  the  coat- 
ing on  said  wire  as  it  is  fed  from  said  container. 


2,016.901 
CIGARETTE   LIGHTER 
Stanley  Isenberg.  Chicago,  111.,  assignor  to 
Archie  M.  Andrews,  New  York.  N.  Y. 
Application  September  28,  1933.  Serial  No.  691,374 
8  Claims.     (CI.  67—7) 
2.  A  cigarette  lighter  comprising  a  casing,  a 
cataljrtic  element   supported  on  the  upper  end 
thereof  having  a  surface   disposed  for   contact 
with  a  cigarette  or  the  like,  a  body  of  absorbent 
material  adapted  to  be  charged  with  vaporizable 
fuel  spaced  from  said  catalytic  element,  means 
to  support  said  body  in  said  casing  spaced  there- 
from to   form  a  mixing  chamber  cidjacent   the 


outer  surface  of  said  body  which  communicates 
with  the  under  surface  of  said  catalytic  element, 


and  air  passages  opening  into  said  mixing  cham< 
ber  near  the  lower  end  thereof. 


2.016.902 

TURN    SHOE 

Charles  MiUer,  Long  Island  City,  N.  Y. 

Application  April  16,  1934,  Serial  No.  720,723 

11  Claims.    (CL  12—142) 


4.  A  turn  shoe  comprising  in  combination,  a 
sole,  an  upper  attached  to  said  sole,  a  portion 
of  said  sole  being  cut  away  at  the  shank,  and  a 
covering  of  the  said  upper  extending  across  said 
portion  and  attached  to  the  marginal  portion  of 
said  sole. 

10.  The  method  of  making  shoes  which  com- 
prises splitting  a  sole  from  the  heel  to  substan- 
tially the  ball  line,  removing  heel  and  shank  sec- 
tions from  one  of  the  split  portions  forming  a 
sole  of  reduced  thickness  at  the  heel  and  shank, 
attaching  an  upper  to  said  sole  with  the  full 
width  of  the  reduced  shank  portion  thereof  cov- 
ered by  the  upper,  and  finishing  the  shoe.   ^ 


2.016.903 

COVERED   SHANK   SHOE 

Charles  MiUer,  Long  Island  City.  N.  Y. 

AppUcaUon  April  16,  1934,  Serial  No.  720.724 

10  Claims.     (CI.  36 — 18) 


1.  A  shoe  having  an  upper  and  an  outsole,  and 
a  cover  of  material  corresjwnding  to  the  pattern 
of  said  upper  applied  to  and  covering  the  shank 
portion  of  said  outsole,  the  forward  portion  of 
said  outsole  being  exposed  in  the  finished  shoe. 
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2.016.904 
ELECTRIC  DISCHARGE  DEVICE 
Georye  F.  Murphy.   Schenectady,  and  Harry  C. 
Steiner.  Scotia.  N.  Y.,  assi«rnors  to  General  Elcc- 
trie  Comiwny,  a  corporation  of  New  York 
AppUcation  February  25.  1931,  Serial  No.  518.152 
4  Claims.     (CI.  250—27.5) 


1.  An  electric  di-scharge  device  comprising  An 
envelope  which  contains  an  ionizable  medium 
and  which  is  closed  by  oppositely  directed  stems, 
an  anode  supported  from  one  stem  by  means  of 
a  rigid  leading-in  conductor,  a  cathode  supported 
from  the  other  stem  by  a  rigid  framework  a 
flexible  lead  for  the  cathode,  an  extension  formed 
on  the  anode-supporting  stem,  said  extension 
terminating  in  a  member  which  closely  sur- 
rounds the  anode  leading-in  conductor  and  ex- 
tends toward  the  anode-supporting  stem  where- 
by said  anode  supporting  stem  is  protected  from 
positive  ion  bombardment. 


2.016,905 
METHOD   OF   APPLYING   INSULATION   TO 

THER^R^^^^^^     ^^^     APPARATUS 

''^T  D.  Nathan  and  AUan  B.  MerriU.  Akron. 
Ohio,  assignors  to  The  B.  F.  Goodrich  Company. 
New  York,  N.  Y.,  a  corporation  of  New  York 
AppUcation  June  3.  1935.  Serial  No.  24.680 
8  Claims.     (CL  18 — 5) 


6.  Apparatus  for  applying  insulation  to  a  fluid 
conduit,  said  apparatus  comprising  a  tubular 
sleeve  of  vulcanized  soft  rubber  adapted  to  en- 
close a  section  of  Insulation  applied  to  said  con- 
duit, means  for  sealing  the  ends  of  the  sleeve  to 
the  surface  of  the  conduit  beyond  the  section  to 
be  vulcanized,  and  means  for  circulating  a  heat- 
ing fluid  between  the  sleeve  and  the  applied  insu- 
lation. 


2.016.906 
SOUND  WAVE   APPARATUS 
Chester  W.  Bice,  Schenectady.  N.  Y.,  assignor  to 
General  Electric   Company,   a  corporation  of 
ritw  York 

AppUcation  April  22.  1931.  Serial  No.  532,006 
10  Claims.    (CI.  181— 0.5) 

1.  The  method  of  indicating  altitude  from  an 
aircraft  which  includes,  transmitting  sound  Im- 


pulses from  the  craft  toward  the  earth,  supply- 
ing said  sound  wave  impulses  to  the  ear  of  the 
operator  through   a  path  about   the   craft   and 

f?.T*^.!;^^^^"°''  ^'^^^  ^^^  ^»^^h.  and  so  con- 
trolling the  sound  wave  impulse  supplied  to  the 
ear  of  the  operator  through  said  path  about  the 


craft  that  It  Is  of  intensity  substantially  equal 
roflo  v*"^J"^'^^v°^  ^^^  '"^P"^s^  supplied  through 
th?  ?^°°/'"°°?  ^^^  ^^^^  ^^  '^^^  ^titude  at  which 
the  two  impulses  appear  to  blend  into  a  single 
impulse  and  that  at  higher  altitudes  it  is  of  great- 
er mtenslty  than  the  impulse  supplied  through 
reflection  from  the  earth.  *^wubu 

2.016.907 

r^K     .       J,^^?^   ^^V*^    APPARATUS 
Chester  W.  Rice,  Schenectady.  N.  Y..  assignor  to 
NewTork  Company,   a   corporation   of 

AppUcation  June  6.  1934.  Serial  No.  729  196 
7  Claims.     (CI.  177—352) 


oii  ^.  a  system  for  indicating  altitudes  from 
aircraft  wherein  sound  wave  Impulses  are  trans- 
mitted from  the  craft  toward  the  earth  and  the 

of  an?  mnn  ^^'^^^'^  ^^^  ^"^"^^^"^  ^^  transmission 
of  any  impulse  and  reception  thereof  due  to  re- 
flection from  the  earth  is  utilized  to  determine 
the  altitude,  the  method  which  comprises  IS  fl! 
extlnt'Ty.":^^^  ^^'i  '''^'  interval  to  such  ^ 
g?el?er  thin  thf  mf  ."^^'  ^'  ^^  ^"^  ^^^tude 
fxl?ute^^rflno^  f^^iV"^'  ^^  '^^'''^  ^^e  operator 
f^rilfl     .t  ?°*^  landing  operation  reception  of 

M  .ro^f  ^''^^  ^""^^^'^  ^PP^^"  ^o  occur  subsequent 
to  transmission  of  the  respective  Impulse  from  the 


o«rw,.,  2.016.908 

SWITCH     MECHANISM     FOR     DIRECTIOV 
INDICATORS    FOR   MOTOR   VEHICL^? 

*"'**  ^»»«™  ^"*'^   Kinfsway."£Smb?on 
*      ..     .,     *•"*■'  OnUrio,  Canada 
AppUcation  May  21.  1932,  Serial  No.  612.659 
2  aalms.     (a.  200—59) 


1.  In  a  switch  mechanism  for  direction  indi- 
cators for  motor  vehicles,  a  switch  mechanism 
suitably  secured  to  a  steering  column  and  com- 
prising a  gear  wheel  and  hub  coacting  with  the 
steering  post  in  rotation,  a  suspended  electrical 


11 


contact  slidably  mounted  In  a  bracket  and  op- 
erated by  said  gear,  spring-held  plungers  hav- 
ing cams  and  adapted  to  be  operated  through 
the  movement  of  said  suspended  electrical  con- 
tact, push  buttons  spring-held  within  compart- 
ments at  right  angles  to  said  plungers  and  hav- 
ing recesses  adapted  to  be  engaged  by  the  lugs 
of  said  plungers  and  forming  manual  means  for 
engaging  said  plungers  with  the  slidable  con- 
tact and  adapted  to  be  reset  by  the  operation 
of  said  gear. 

2,016.909 
PRODUCTION  OF  TITTED  FABRICS 
Jean  Gregoriou  Sakellarides,  Athens.  Greece,  as- 
signor to  The  Singer  Manufacturing  Company, 
Elizabeth.  N.  J.,  a  corporation  of  New  Jersey 
Application  February  25,  1933,  Serial  No.  658,552 
In  Greece  March  11,  1932 
6  Claims.     (Q.  112—9) 


tlally  deenergized  heater  element,  means  includ- 
ing electrical  connections  for  operatively  energiz- 
ing said  heater  from  said  circuit  in  response  to 
failure  of  said  unit,  combustible  material  placed 


3.  A  tufted  fabric  comprising  a  base  presenting 
adjoining  rows  of  tufts  located  wholly  on  one 
side  of  said  base,  each  row  of  tufts  comprising  a 
series  of  U-shaped  yarn  sections,  the  return  bend 
of  each  section  overlapping  the  return  bend  of 
an  adjoining  section  on  one  side  and  overlapped 
by  a  return  bend  of  the  adjacent  section  on  the 
other  side,  and  a  line  of  stitching  securing  the 
return  bends  of  the  yarn  sections  in  overlapping 
relation  with  one  another  to  said  base. 

6.  In  the  production  of  tufted  fabrics,  winding 
a  yarn  strand  spirally  about  a  former  with  the 
end-portion  of  each  convolution  crossing  the  be- 
ginning portion  thereof  along  one  edge  of  the 
former  to  form  a  chain  of  half-knots,  securing 
the  chain  to  a  base  by  stitching  along  said  edge, 
and  then  withdrawing  the  former. 

2.016.910 
FEEDER  FOR  CORN  SHREDDERS  AND  THE 

LIKE 

Walter  W.  P.  Stelter.  Echo,  Minn. 

AppUcation  August  4,  1932,  Serial  No.  627,397 

17  Claims.     (CI.  130—33) 


14.  In  a  machine  such  as  a  com  shredder  hav- 
ing oppositely  acting  rollers  between  which  ma- 
terial is  to  be  fed.  a  feeder  for  feeding  material 
forwardly  to  said  rollers,  comprising  means  ad- 
vancing the  material  towards  said  rollers,  said 
means  including  elements  In  contiguity  with  the 
rollers  gyrating  the  material  in  order  upwardly, 
forwardly  and  downwardly  consecutively. 

2.016.911 
PROTECTIVE  SYSTEM 
John  K.  Stafford,  Pittsfield,  Mass.,  assignor  to 
General    Electric   Company,   a  corporation   of 
New  York 
AppUcaUon  September  28.  1933.  Serial  No.  691,351 
SCUims.     (CI.  175— 294) 
1.  In  combination,  an  electric  circuit,  an  elec- 
trical unit  connected  therein,  a  normally  substan- 


adjacent  said  heater  and  adapted  to  be  burned 
through  when  said  heater  element  is  operatively 
energized,  and  protective  means  operative  in  re- 
sponse to  the  burning  through  of  said  combusti- 
ble material. 


2.016.912 
RETURN  BEND  FITTING  FOR  OIL  STILLS 

Herbert  C.  Stockham,  Birmingham,  Ala.,  assignor 

to  Fred  C.  Fanti,  Webster  Groves,  Mo. 

Application  February  15.  1933.  Serial  No.  656,799 

13  Claims.    (CI.  285—20) 


1.  In  a  refinery  apparatus,  a  conventional  re- 
turn bend  adapted  to  connect  adjacent  tubes  in 
a  still,  comprising  a  compound  housing  consist- 
ing of  two  sections,  each  of  which  has  an  annu- 
lar member  with  upwardly  extending  side  walls, 
there  being  slots  in  said  side  walls  and  toggles 
mounted  therein,  set  screws  in  said  toggles,  the 
inner  ends  of  which  engage  said  return  bend, 
a  pair  of  plates  having  tube  surrounding  portions 
which  engage  the  shoulders  on  said  tubes,  up- 
wardly extending  semi-cylindrical  portions  on 
said  plates,  shoulders  on  the  external  walls  of  said 
portions,  adapted  to  engage  registering  means 
on  said  annular  portions  and  means  to  lock  said 
plates  together.        . 


2,016.913 

METHOD  FOR  DECORATING   STRAW   HATS 

AND  THE  LIKE 

Alfons  Uriwal,  Laredo,  Tex.,  assignor  to  Texas 

Harvest  Hat  Co..  Laredo,  N.  Y. 

AppUcation  May  7,  1934,  Serial  No.  724,345 

3  Claims.     (CI.  101—32) 


1.  A  method  for  decorating  a  straw  hat  or  the 
like,  consisting  of  attaching  metal  mesh  of  pre- 
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determined  designs  upon  the  operating  surfaces 
for  a  forming  die.  using  said  forming  die  In  a 
conventional  manner,  and  substituting  other 
metal  meshes  of  different  designs  adapted  to  co- 
act  with  said  original  mesh  material,  and  then 
operating  the  die  again  in  a  conventional  man- 
ner, provision  being  made  for  relatively  aligning 
the  mesh  materials  and  the  hat  body  In  correct 
positions  for  each  operation,  consisting  In  em- 
bossing a  recessed  portion  upon  the  hat  body 
serving  as  a  guide,  and  subsequently  flattening 
out  the  recessed  portion. 


2,016.914 
FURNACE 
Robert  D.  Van  Nordstrand,  Scotia,  N.  T.,  assignor 
to  Creneral  Electric  Company,  a  corporation  ot 
New  York 

AppiicaUon  May  23,  1934.  Serial  No.  727,144 
3  Claims.    iCl.  263—3) 


-*75,ir.'-\.'jPji»^>ur.'.."\' 
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1.  A  furnace  having  therein  a  source  of  heat 
and  an  open  tube  through  which  material  to  be 
heated  is  drawn,  said  tube  being  arranged  above 
said  source  of  heat  and  a  body  of  light  weight 
heat  Insulating  material  In  said  furnace  arranged 
on  said  tube  for  retarding  the  heat  flow  to  said 
tube. 


2.016.915 

HAIR  DRIER 

Fred  J.  Verdi,  Jackson  Heighto.  N.  Y. 

Application  January  2,  1935.  Serial  No.  2 

4  Claims.     (CL  34—26) 


1.  A  hair  drying  device,  comprising  a  shell  with 
an  opening  through  which  the  head  of  a  person 
using  the  device  may  be  inserted,  a  hemispherical 
screen  within  the  shell  for  engaging  one's  hair  and 
having  Its  edges  extending  around  the  edges  of 
said  opening,  a  baffle  at  the  top  of  said  screen  and 
spaced  in  from  the  front  edge  thereof  and  trans- 
versely In  said  shell  for  dividing  off  a  tubular  por- 
tion above  the  head  whereby  cool  air  Is  admitted 
to  the  front  end  of  said  tubular  portion,  and  a  mo- 
tor driven  fan  and  heater  within  said  tubular  por- 
tion the  fan  reducing  the  pressure  In  the  front 
part  of  the  casing  over  the  part  of  tlie  screen  be- 
tween the  front  wall  of  the  casing  and  the  baffle 


2.016.916 
BATTERY  CONTAINER 
Roland  A.  Wentworth.  Wattham.  and  Ralph  Ed- 
win McCnrdy.  Wellesley.  Mass.,   aairignors  to 
Hood     Rabber     Company.     Inc..     Watertown, 
Mass.,  a  corporation  of  Delaware 
AppUcation  November  8.  1934.  Serial  No.  752,100 
2  Claims.    (CI.  206— 2) 


JV 


p 

1.  A  battery  container  comprising  a  multiple- 
celled  one-piece  Jar  having  substantially  vertical 
Interior  wall  faces  and  provided  with  a  thick  hor- 
izontal zone  of  material  extending  about  its  outer 
walls  between  the  bottom  and  the  top  of  the  con- 
tainer, the  remainder  of  the  vertical  outer  walls 
being  of  reduced  thickness. 


2,016.917 
FAN-COOLED  DYNAMO -ELECTRIC 
MACHINE 
George  B.  Whitney.  Lynn,  Bfass..  assignor  to  Cren- 
eral Electric  Company,  a  corporation  of  New 
York 
AppUcation  January  30.  1934.  Serial  No.  708,974 
4  Claims.     iCl.  171—252) 


1.  A  dynamo-electric  machine  provided  with  an 
enclosing  casing  including  a  frame  and  an  end 
bell  and  having  a  shaft  extending  through  said 
end  bell,  a  fan  mounted  on  the  extended  portion 
of  said  shaft,  studs  secured  to  said  casing  and 
projecting  axially  therefrom,  said  studs  being  pro- 
vided with  shoulders  adjacent  the  outer  ends 
thereof,  a  series  of  supporting  members  carried  by 
said  studs  projecting  radially  outward  beyond  said 
casing,  and  means  for  directing  air  from  said  fan 
over  said  enclosing  casing,  said  means  Including 
a  separable  cylindrical  sheet  metal  shield  sur- 
rounding said  end  bell  and  secured  to  the  radially 
projecting  members  on  said  studs  and  an  end 
shield  closing  the  outer  end  of  said  cylindrical 
shield  and  supported  on  the  ends  of  said  studs 
In  engagement  with  said  shoulders. 


2.016.918 
TILE  AND  LIKE  WALL  CONSTRUCTION 

George  E.  Bom.  Flttsburgh,  Pa.,  assignor  to  Bocjl 
Corporation,  Pittsburgh.  Pa.,  a  corporation  of 
Delaware,  as  trustee 
AppUcation  January  19.  1933,  Serial  No.  652.458 
18  Claims.     <CL  72—20) 
1.  A  wall  structure  comprising  a  panel  mem- 
ber, block  holding  members  regularly  arranged 
on  the  panel,  the  block  holding  members  and  the 
panel  having  regularly  spaced  cooperating  means 
for  positioning  and  holding  a  plurality  of  verti- 
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cal  and  horizontal  rows  of  the  block  holding 
members  on  the  panel  in  predetermined  relation 
to  one  another,  and  surfacing  blocks  in  the  block 


holding  members,  the  panel  member  having  an 
area  sufficient  to  receive  a  plurality  of  vertical 
and  horizontal  rows  of  surfacing  blocks. 

2.016.919 
BIETHOD  FOR  CEMENTING  AND  TESTING 

WELLS 

Walter  L.  Church,  Houston,  Tex. 

AppUcaUon  May  15.  1934,  Serial  No.  725.739 

4  Claims.     (CL  166—21) 


1.  The  process  of  testing  strata  in  a  well  which 
consists  in  locating  a  pipe  in  the  well,  forcing  a 
seal  ng  material  into  the  well  around  the  pipe, 
allowing  the  material  to  set  to  form  a  continuous 
seal  from  a  point  beneath  to  a  point  above  the 
strata,  perforating  the  pipe  and  seal  opposite 
the  various  strata  to  be  tested  from  the  lower- 
most upwardly,  closing  the  perforations  opposite 
a  stratum  beneath  prior  to  perforating  opposite 
a  stratum  above.    

2,016920 
MACHINE     FOR     MAINTAINING     CONSTANT 

MOISTLTIE     CONTENT    IN    A    GRANULAR 

MATERIAL 
Paul  K.  Fisher  and  Joseph  H.  Wichtner.  Detroit, 

Mich.,   assignors   to   The   Commercial   MiUing 

Company,  a  corporation  of  Michigan 
AppUcation  September  22,  1932,  Serial  No.  634,420 
18  Claims.     (CI.  83—28) 

18.  A  device  of  the  character  described,  com- 
prising a  hollow  conduit,  means  for  moving 
granular  material  therethrough,  means  for 
maintaining  a  constant  volume  of  granular  ma- 
terial in  one  portion  of  the  conduit,  means  for 
passing  electric  current  through  the  granular 
material  In  the  said  portion  of  the  conduit  con- 
taining the  constant  volume,  means  for  adding 
moisture  to  the  granular  material  prior  to  pass- 
ing to  the  portion  of  the  conduit  containing  the 


constant  volume,  and  means  responsive  to  changes 
in  electrical  conductivity  of  the  granular  ma- 
terial at  the  point  of  constant  volume  for  regu- 
lating the  amount  of  moisture  added  to  the  ma- 


terial, said  means  operating  to  increase  the 
amount  of  moisture  being  added  to  the  material 
upon  a  decrease  in  the  electrical  conductivity 
and  to  decrease  the  amount  of  moisture  being 
added  upon  Increase  in  electrical  conductivity. 

2,016,921 

MEANS  FOR  COOLING  COMBUSTION 

CHAMBERS 

Robert  H.  Goddard,  Worcester.  Mass. 

AppUcation  February  19,  1930.  Serial  No.  429.770 

1  Claim.      (CI.  60 — 46) 


Combustion  apparatus  and  cooling  means 
therefor  comprising  a  combustion  chamber  hav- 
ing a  thin  cylindrical  sheet  metal  side  wall,  an 
end  wall  for  said  chamber,  means  to  supply  a 
combustion  element  to  said  chamber  adjacent 
said  end  wall,  said  side  wall  having  a  plurality 
of  openings  adjacent  said  end  wall,  a  no^e  asso- 
ciated with  each  of  said  openings  and  located 
exterior  to  the  inner  surface  of  the  cylindrical 
side  wall  of  said  chamber,  and  means  to  supply  a 
liquid  under  pressure  to  said  nozzles  which  liq- 
uid takes  an  active  part  in  combustion,  each 
nozzle  having  its  axis  of  delivery  in  a  plane  sub- 
stantially perpendicular  to  the  axis  of  said  cy- 
lindrical combustion  chamber  and  the  axis  of 
delivery  of  e£w:h  nozzle  being  substantially  tan- 
gential to  the  inner  surface  of  said  cylindrical 
side  wall  and  adjacent  said  end  wall,  whereby 
streams  of  liquid  Introduced  through  said  nozzles 
enter  said  chamber  substantially  tangentlally  at 
the  zone  of  combustion  and  circulate  circum- 
ferentially  around  said  chamber  in  close  engage- 
ment with  said  side  wall  and  adjacent  said  end 
wall,  said  liquid  entering  actively  into  combus- 
tion In  the  zone  of  combustion  adjacent  said  end 
wall  and  being  also  engaged  and  spread  axially 
as  a  cooling  film  over  other  portions  of  said  cy- 
lindrical side  wall  by  the  axial  movement  of  the 
combustion  gases  in  said  cylinder  away  from  the 
zone  of  active  combustion  adjacent  said  end  wall, 

2.016.922 
TYPEWRITER  LINE  STOP 

Edwin    S.   Hall,   New   Haven.   Conn.,   assignor  to 
Remington  Rand  Inc..  Buffalo,  N.  Y.,  a  corpo- 
ration of  Delaware 
Application  June  20.  1934.  Serial  No.  731,497 

19  Claims.     (CI.  197—108) 
14.  In  a  typewriter  and  like  machine,  line  lock 

mechanism  comprising  a  spring,  and  means  con- 


390 


OFFICIAL  GAZETTE 


OciOBKRg,  1936 


trolled  by  the  movement  of  the  carriage  in  one 
direction  for  causing  said  spring  to  exert  its  ef- 
fective force  to  actuate  the  line  lock  and  con- 


trolled by  the  movement  of  the  carriage  in  the 
opposite  direction  for  causing  said  spring  to  exert 
its  elTectlve  force  to  release  said  line  lock. 


2  016  923 

ANTIFRICTION  BEARING  AND  METHOD  OF 

MAKING  SAME 

Karl  L.  Herrmann.  South  Bend,  Ind. 

AppUcation  May  19,  1934.  Serial  No.  726,441 

7  Claims.     (CI.  29 — 148.4) 

9 


5.  The  method  of  forming  a  roller  retainer 
which  comprises,  forming  a  pair  of  opposed  cup- 
shaped  members,  pressing  roller -receiving  re- 
cesses in  the  flanges  of  said  members,  stamping 
recesses  in  the  adjacent  faces  of  said  members, 
deforming  the  metal  between  said  last-named 
recesses,  and  welding  the  abutting  faces  of  the 
projections  between  said  named  recesses  together. 


2.016.924 

ANTIFRICTION    BEARING 

Karl  L.  Herrmann.  South  Bend,  Ind. 

Application  June  28,  1934.  Serial  No.  732,890 

3  Claims.     (CI.  308—212) 


1.  An  antl-frlction  bearing  comprising,  an 
Inner  race  member,  an  outer  race  member  com- 
prising, a  split  ring  normally  non-cyllndrlcal  in 
form  and  means  engaging  the  side  faces  of  said 
ring  to  compress  the  same  into  cylindrical  form. 
rollers  Interposed  between  said  race  members, 
and  means  on  said  first  means  to  maintain  said 
rollers  In  assembled  position. 


2,016.925 
RING  TRAVELER 
Edwin  R.    Jerome,   Cranston,   R.   I.,  assignor  to 
Victor  Ring  Traveler  Company,  a  corporation 
of  Rhode  Island 
Application  March  28.  1933.  Serial  No.  663.200 
6  Claims.     (CI.  118— 59.5) 
1.  In  a  ring  traveler  of  the  vertical  type,  a 
shank,  a  foot  portion,  connected   to  the  lower 


end  thereof  to  engage  the  lower  edge  of  the 
ring,  a  head  to  extend  over  the  upper  edge  of 
the  ring,  said  head  being  connected  to  the  upper 


end  of  the  shank  at  one  end  and  provided  with 
a  tip  at  the  other  end  doubled  outwardly  back 
upon  itself  and  terminating  at  a  point  outwardly 
of  the  ring. 


2.016.926 
APPARATUS  FOR  EMPTYING  AND  CLEAN- 
ING BEER  AND  OTHER  PIPES 

Adolph  Jos«powiU,  New  York,  N.  Y.,  assignor  to 
Joss  Equipment  and  Service  Corporation.  New 
York.  N.  Y.,  a  corporation  of  New  York 
AppUcation  June  26,  1934,  Serial  No.  732,423 
8  Claims.     (CI.  225—12) 
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1.  Apparatus  for  emptying  pipes  of  and  saving 
liquids  between  the  container  and  the  faucets 
and  cleaning  the  pipes,  comprising  a  receptacle 
having  a  removable  closure  to  receive  a  soluble 
cleaning  material,  two  hose  lengths  leading  into 
the  receptacle,  means  for  coupling  the  outer  ends 
of  the  two  hose  lengths,  to  two  liquid  faucets  or 
to  a  liquid  faucet  and  a  water  faucet,  a  com- 
pressed air  supply  and  pipe  leading  into  the  re- 
ceptacle, means  for  preventing  the  liquid  and 
water  from  entering  the  air  pipe  while  permitting 
the  air  to  enter  the  receptacle,  means  for  re- 
straining the  imdissolved  portion  of  the  soluble 
cleaning  material  in  the  receptacle  while  permit- 
ting the  water  to  pass  through  the  cleaning  ma- 
terial, the  hose  lengths,  and  the  liquid  pipes,  and 
means  for  permitting  the  compressed  air  to  pass 
through  the  receptacle,  the  hose  lengths  and  the 
liquid  pipes. 


2.016.927 
METHOD  OF  MAKING  VEHICLE  WHEELS 
Alfred  C.  Korte.  St.  Louis.  Mo.,  assignor  to  Metal- 
craft  Corporation,  St.  Louis,  Mo.,  a  corporation 
of  Missonri 
Original  application  September  16,  1932,   Serial 
No.  633,438.    Divided  and  this  application  Jan- 
uary 2,  1934,  Serial  No.  704.945 

4  Claims.  (CI.  29—159) 
1.  The  method  of  forming  a  rubber  tired  wheel 
for  toy  vehicles  which  comprises  forming  disks 
having  rim  portions  adapted  to  form  a  peripheral 
groove  when  two  disks  are  secured  together,  weld- 
ing said  disks  together,  dipping  the  said  welded 
disks  Into  a  suitable  coating  liquid  forming  a  rub- 
ber strip  with  parallel  grooves  along  opposite 
sides  and  adjacent  one  edge,  inserting  said  strip 
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in  the  said  first  named  groove  and  bringing  its 
ends  together,  and  pressing  the  edges  of  the  said 


disks  into  the  grooves  in  th3  said  strip  to  provide 
a  resilient  tire  for  the  wheel. 


2,016928 

ASH    SPRAYING   DEVICE 

Tarky  Lombardi,  Syracuse,  N.  Y. 

Application  February  5.  1934.  Serial  No.  709,772 

1  Claim.     (CI.  299—141) 


An  ash  spraying  device  for  the  ash  pits  of  fur- 
naces and  boilers  comprising  a  substantially 
straight  elongated  integrally  formed  hollow  shell, 
said  shell  being  pentagonal  in  cross  section  and 
having  a  back  and  a  top  wall  disposed  substan- 
tially at  right  angles  to  each  other,  front  and 
bottom  walls  disposed  respectively  adjacent  and 
at  right  angles  to  said  top  and  back  walls,  and 
a  diagonally  disposed  wall  joining  said  front 
and  said  bottom  wall,  at  least  one  of  the  end 
walls  of  said  shell  being  inclined  inwardly  with 
respect  to  the  back  wall,  a  plurality  of  water 
spraying  jets  disposed  in  said  front,  bottom,  in- 
clined front  and  inclined  end  walls  for  spraying 
water  in  divergent  paths  forwardly  and  down- 
wardly over  the  entire  ash  pit  area,  means  for 
connecting  a  source  of  water  supply  to  said  shell 
and  means  formed  integrally  with  said  back  wall 
for  supporting  said  shell  from  the  side  wall  of 
an  ash  pit. 

2.016.929 
LAWN  MOWER 

Paul  Makurath.  Philadelphia.  Pa. 

Application  April  28,  1933.  Serial  No.  668,321 

12  Claims.     (CI.  56 — 260) 

1.  A  lawn  mower  cutter  driving  mechanism  in- 
cluding an  elongated  member  on  the  cutter,  means 
laterally  held  relative  to  said  member  Including 
an  element  constructed  and  arranged  to  have  lon- 


gitudinal rolling  substantially  point-to-point  con- 
tact therewith,  and  a  shaft  supporting  a  member 


eccentric  to  said  shaft  and  movably  carrying  the 
contact  element. 


2.016.930 
FOOT  MANIPLXATING  APPARATUS 
John  H.  McCahan.  Canton.  Louis  J.  Fuller,  Mas- 
sillon,  and  Herman  L.  Samblanet,  Canton.  Ohio, 
assignors  to  Foot  Norm  Inc.,  Canton,  Ohio,  a 
corporation  of  Ohio 
AppUcation  January  27.  1934.  Serial  No.  708,626 
12  Claims.     (CI.  128 — 61) 


1.  Foot  manipulating  apparatus  including  a 
base,  a  foot-supporting  frame  universally 
mounted  on  the  base,  a  heel  support  mounted 
for  transverse  oscillatory  movement  on  the  base, 
and  means  operatively  cMinecting  said  frame  to 
said  heel  support  for  imparting  transverse  os- 
cillatory movement  to  said  heel  support  when 
the  frame  is  given  a  transverse  reciprocatory 
movement  relative  to  the  base. 


2,016,931 
HYDRALXIC   MECHAMSM  FOR  DETERMIN- 
ING THE  PATH  OF  MOVEMENT  OF  A  TOOL 
OR  OTHER  ELEMENT 
Clement  C.  Richard.  Detroit.  Mich.,  assignor  of 
one-third  to  Otis  K.  Richard  and  jne-third  to 
Clifford  H.  Kain,  both  of  Detroit.  Mich. 
Application  May  8,  1930,  Serial  No.  450,853 
42  Claims.     (CI.  82—14) 


1.  In  a  metal  forming  machine,  a  tool  and  a 
support  therefor  actuated  by  the  machine  in  caus- 
ing the  tool  to  perform  a  cutting  operation,  means 
by  which  the  tool  is  caused  to  traverse  a  prede- 
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tennlned  path  to  form  the  work  corresponding  to 
the  form  of  a  pattern  comprising  a  tool  actuating 
element,  a  fluid  pressure  actuated  control  mean^ 
therefor  comprising  a  tracer  suranged  to  traverse 
the  pattern  in  positively  fixed  relation  with  the 
tool  BLS  the  tool  is  caused  to  traverse  the  work,  a 
support  for  the  tracer  In  mechanically  fixed  rela- 
tion with  the  support  for  the  tool,  and  means 
whereby  movement  of  the  tracer  either  toward  or 
from  the  pattern  and  In  a  direction  at  an  angle 
to  its  direction  of  movement  in  traversing  the  pat- 
tern applies  fluid  pressure  to  the  tool  actuating 
element  to  move  the  tool  relative  to  Its  support 
in  a  direction  either  toward  or  frc«n  the  work  to 
a  like  extent. 

2016.932 
CONTROL  MECHANISM  FOR  GRINDING 
MACHINES 
Herbert  A.  Silven.  Worcester,  Mass..  assifnor  to 
Norton  Company.  Worcester.  Mass.,  a  corpo- 
ration of  Maasachosetts 
AppUcation  Aagnst  13.  1934.  Serial  No.  739.616 
10  Claims.    (CL  51—237) 


10.  In  a  grinding  machine,  a  work  support,  a 
work  holder  rotatabiy  mounted  on  said  support, 
means  including  a  clutch  to  rotate  said  work 
holder,  a  manually  operable  means  to  engage 
said  clutch  to  start  or  stop  the  rotation  of  said 
work  holder,  a  brake  associated  with  said  clutch 
to  positively  atop  the  rotation  of  the  work  holder, 
and  an  electrically  controlled,  cam  Etctuated 
mechanism  which  Is  rendered  effective  to  en- 
gage the  clutch  and  to  automatically  engage  the 
brake  and  stop  the  rotation  of  the  work  holder 
In  a  predetermined  position. 

2,016.933 
WRAPPER  GLUING  DEVICE 
Elmer  Lovell  Smith,  Longmeadow.  and  Carlton 
Wetsel.  Springfield.  Mass.,  assignors  to  Package 
Machinery  Company,  Springfield,  Mass.,  a  cor. 
poration  of  Massachusetts 
AppUcation  April  19.  1934.  Serial  No.  721.336 
14  Claims.     (CI.  93 — 2) 


1.  A  wrapping  machine  having  means  for  hold- 
ing an  article  having  a  projecting  flap,  means  for 


applying  sealing  liquid  to  one  side  of  the  flap,  and 
suction  means  engaging  the  other  side  of  the  flap 
to  free  the  flap  from  the  liquid  applying  means. 


2.016.934 
POWER  TAKE-OFF  MECHANISM 

Ralph  E.  Smith,  Gallon.  Ohio,  aasignor  to  The 

Gallon  Metallic  Vaait  Company,  Gallon.  Ohio, 

a  corporation  of  Olilo 
Original  application  January  25,  1934,  Serial  No. 

708.203.    Divided  and  this  applicaUon  Jane  11, 

1934,  Serial  No.  729,938 

4  Claims.     (O.  180—53) 


1.  In  a  power  take-off  mechanism  for  a  truck, 
a  housing,  a  driving  shaft  having  one  end  extend- 
ing into  the  housing,  a  hollow  take-off  shaft  ro- 
tatabiy mounted  on  the  driving  shaft  and  extend- 
ing into  the  housing,  a  truck  propeller  shaft  hav- 
ing a  recess  in  the  end  thereof  adapted  to  rotat- 
abiy receive  the  end  of  said  driving  shaft,  anti- 
friction bearings  in  said  recess  between  said  driv- 
ing shaft  and  said  propeller  shaft,  anti-friction 
bearings  between  the  outside  of  the  end  of  said 
propeller  shaft  and  said  housing,  said  hollow 
sliaft  and  said  propeller  shaft  at  their  ends  hav- 
ing clutch  teeth,  and  a  clutch  member  with  cor- 
responding teeth  slldably  mounted  on  said  driv- 
ing shaft  and  arranged  to  selectively  connect  said 
driving  shaft  with  said  propeller  shaft  or  said 
hollow  shaft,  said  anti-friction  bearings  being 
arranged  in  substantially  the  same  transverse 
plane  whereby  to  concentrate  the  support  of  said 
driving  shaft  and  said  propeller  shaft  in  said 
housing  at  substantially  the  same  location  so  as 
to  avoid  cross  thrusts  and  couples  therein. 


2.016.935 

CORD  RETRIEVER 

Stephen  T.  Strang  and  Alvln  E.  Strang, 

Canton,  Ohio 

AppUcation  October  31.  1934.  Serial  No.  7504^59 

4  Claims.     (CI.  242—107 ) 


1.  A  cord  retriever  for  electrical  apparatus 
having  a  tubular  member  and  a  conductor  cord 
extending  therethrough.  Including  a  stationary 
pulley  block  fixed  in  the  tubular  member,  a  mov- 
able pulley  block  slldably  mounted  In  the  tubular 
member,  each  pulley  block  having  a  plurality  of 
longitudinally  spaced  transversely  arranged 
shafts  angularly  disposed  to  each  other,  pulleys 
Joumalled  on  each  of  said  .shafts,  the  conductor 
cord  being  wound  successively  around  the  pulleys 
alternately  from  one  pulley  block  to  the  other, 
and  means  for  imposing  a  tension  on  the  movable 
pulley  block. 
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2.016,936 
CONTAINER  CLOSURE 

Olaf  I.  Waring.  Flushing,  N.  Y..  assignor  to  Ferdi- 
nand Gutmann  &  Co.,  Brooklyn,  N.  Y.,  a  corpo- 
ration of  New  York 

Application  May  15,  1934.  Serial  No.  725,710 
7  Claims.     (CL  215—37) 


1.  A  container  closure  embodying  therein  a  shell 
having  a  skirt  provided  with  -ittaching  means 
adapted  to  co-operate  with  complementary  means 
exteriorly  of  the  neck  of  a  container,  a  liner  within 
said  shell,  an  inner  seal  disk  consisting  of  thin, 
tough,  rupturable  material  having  an  imperforate 
central  portion  adapted  to  span  and  engage  the 
top  at)out  the  mouth  of  a  container,  and  an  edge 
portion  having  a  plurality  of  spaced  mutilations, 
whereby  stresses  applied  to  said  edge  portion  will 
extend  said  mutilations  into  the  imperforate  cen- 
tral portion  of  said  disk,  and  a  stratum  of  adhesive 
bonding  said  disk  to  the  top  of  the  neck  of  the 
container  intermediate  said  mutilations  and  said 
central  portion. 


2,016.937 

CAMERA  AND  METHOD  OF  PHOTOGRAPHY 

AUen  L.  Barnes,  Oak  Park,  lU..  assignor,  by  direct 

and  mesne  assignments,  to  Joseph  H.  Hinshaw, 

trustee,  Wilmette,  111. 

Application  November  2.  1933,  Serial  No.  696,313 

9  Claims.     (CI.  88—16.6) 


1.  Photographic  apparatus  comprising  lenses 
for  transmitting  light  rays  from  a  subject  de- 
sired to  be  photographed  to  two  series  of  frames 
of  photographic  sensitized  material,  a  movable 
endless  belt  shutter  having  opposite  series  of  ex- 
posure apertures  therein  for  exposing  one  series 
of  frames,  a  movable  endless  belt  shutter  having 
opposite  series  of  exposure  apertures  therein  for 
exposing  the  other  series  of  frames,  means  for 
causing  the  movement  of  said  belt  shutters  so  as 
to  cause  the  apertures  of  one  belt  shutter  to  be 
aligned  while  the  apertures  of  the  other  belt 
shutter  are  out  of  alignment,  and  means  for 
changing  one  series  of  frames  of  photographic 
sensitized  material  while  the  other  series  of 
frames  is  being  exposed  by  the  aligned  exposure 
apertures  of  its  cooperating  belt  shutter. 


2.016.938 
SEWING  MACHINE 
George  A.  Fleckenstein,  Stratford,  Conn.,  assignor 
to  The  Singer  ManufacturinK  Company,  Eliza- 
beth, N.  J.,  a  corporation  of  New  Jersey 
AppUcation  September  6,  1934.  Serial  No.  742,918 
12  Claims.     (CI.  112—235) 
1.  In  a  sewing  machine,  stitch-forming  mech- 
anism, a  work-support,  means  for  advancing  work 
upon  said  work-support  including  a  four-motion 
feed -dog.   a    presser-foot   yieldingly   opposed    to 


work-engaging   movements  of   said  feed-dog,   a 
presser-foot  carrying  bar,  a  presser-bar  bearing, 


and    thrust -absorbing    means    opposing    lateral 
thrust  of  the  presser-bar  upon  said  bearing. 


2,016.939 

LAWN  MOWER 

Herbert  L.  Gooch,  Coral  Gables,  Fla.,  assignor  to 

Josephine  A.  Gooch.  Miami,  Fla. 

AppUcation  August  3,  1934.  Serial  No.  738,337 

2  Claims.     (CI.  56 — 255) 

iiifiiyii|Iii!iii!ijix->/    ' 


1.  A  lawn  mower  comprising  a  pair  of  traction 
wheels,  a  frame  between  the  said  wheels,  a  cut- 
ter assembly  interposed  between  the  wheels  and 
supported  by  the  said  frame,  said  cutter  assembly 
including  a  plurality  of  transversely  aligned  hor- 
izontally rotatable  cutters,  drive  means  between 
the  said  traction  wheels  and  the  cutters,  and 
means  whereby  the  said  cutting  assembly  can  be 
adjusted  with  respect  to  the  ground,  said  means 
comprising  a  cross  shaft  on  the  frame,  a  hand 
wheel  on  the  shaft,  a  gear  at  each  end  of  the 
shaft,  a  rocker  member  at  each  end  of  the  as- 
sembly having  teeth  thereon  meshing  with  one 
of  the  said  gears,  and  a  connection  between  each 
of  the  rockers  and  one  end  of  the  cutter  as- 
sembly. 

2.016.940 

PROCESS  FOR  THE  DIRECT  COOLING  OF 

PRODUCER  GAS 

Conrad  Hahn,  Essen-Ruhr,  Germany,  assignor, 
by  mesne  assignments,  to  The  Koppers  Com- 
pauy  of  Delaware,  Pittsburgh,  Pa.,  a  corpora- 
tion of  Delaware 

AppUcation  June  29.  1931,  Serial  No.  547,771 
In  Germany  June  30.  1930 
1  Claim.     (CI.  48— 197) 
A  process  for  direct  cooling  and  washing  of 
producer  gas  or  the  like  from  producers  employ- 
ing  air  saturated   with   steam   for   gas   making 
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which  comprises:  bringing  producer  gas  while 
hot  from  a  producer  into  contact  in  a  final  cool- 
ing stage  with  cold  water  sufficient  for  finally 
cooling  the  same  to  the  required  final  tempera- 
ture and  thereby  preheating  the  water;  separat- 
ing a  portion  of  the  spent  cooling  water  from 
said  sUge  and  bringing  only  the  separated  part 
while  so  preheated  into  contact  in  a  preliminary 
cooling  stage  with  the  producer  gas  passing  to  the 
final  cooling  stage  and  before  the  gas  Is  cooled 
and  thereby  preliminarily  cooling  the  gas  in  the 
preliminary  cooling  stage  and  further  heating  the 
separated  part  only  of  the  spent  water  from  final 
cooling  stage  to  a  temperature  above  that  which 
would  obtain  were  all  of  the  cooling  water  from 


the  final  cooling  stage  used  to  preliminarily  cool 
the  gas  to  the  same  degree  in  the  preliminary 
cooling  stage;  thereafter  bringing  the  spent  water 
from  the  preliminary  gas-cooling  stage  while  still 
hot  therefrom  into  direct  contact  In  an  air  satu- 
ration stage  with  the  air  required  for  gas  making 
In  a  gas  producer  and  thereby  increasing  the 
saturation  of  the  air  during  such  direct  contact 
with  the  aid  of  the  heat  abstracted  from  the  ga^ 
in  the  gas  cooling  stages  over  that  which  would 
obtain  with  saturation  by  means  of  all  of  the 
water  from  the  final  cooling  stage;  cooling  the 
remaining  part  of  spent  water  from  final  cooling 
stage  and  the  spent  water  from  the  air  saturation 
stage;  and  recirculating  the  so  cooled  water 
through  the  final  gas  cooling  stage. 


2.016.941 
PICTURE  FRAME 
Nathan  George  Horwitt.  New  York,  N.  Y.,  as- 
signor,   by    mesne    assignments,    to    Nathan 
George  Horwitt.  New  York.  N.  Y. 
AppUcation  December  2. 1932,  Serial  No.  645,338 
4  Claims.    (CI.  40— 152.1) 


~-^-^i 


J.J 


-/t 


guide,  a  pair  of  spaced  flanges  on  the  opposite 
side  for  forming  guides,  a  tongue  extending  from 
said  latter  extension  between  the  spaced  guides, 
and  a  releasable  catch  mounted  upon  said  tongue 
for  locking  said  extensions  against  relative  mo- 
tion, whereby  said  cross-pieces  can  be  set  to  the 
size  of  the  picture. 

4.  A  frame  for  supporting  a  picture,  comprising 
an  upper  and  a  lower  cross-piece  formed  to  hold 
opposite  ends  of  the  picture,  an  extension  for 
each  cross-piece  and  joined  thereto,  said  exten- 
sions being  slidably  mounted  upon  each  other,  a 
releasable  catch  mounted  upon  one  extension  for 
locking  said  extensions  against  relative  motion, 
whereby  said  cross-pieces  can  be  set  to  the  size 
of  the  picture,  the  extension  for  the  lower  cross- 
piece  having  a  portion,  near  the  top,  set  back 
sufBclenUy  from  the  back  of  the  extension  for  the 
upper  cross-piece,  to  leave  a  space  between  said 
extensions  suitable  for  the  Insertion  Into  said 
space  of  a  mounting  for  said  frame,  said  set  back 
portion  being  provided  with  an  opening  lor  the 
insertion  therethrough  into  the  space  between  the 
extensions  of  said  mounting. 

2.016,942 
PICTURE  FRAME 
Nathan  George  Horwitt  and  Morris  Katcher.  New 
York,  N.  Y.,  assignors  to  Design  Engineers,  In- 
corporated, New  York,  N.  Y.  -,.  ^ti 
AppUcation  March  5,  1934.  Serial  No.  714.011 
5  Claims.     (CI.  40— 152.1) 


1  A  frame  for  supporting  a  picture,  compris- 
ing an  upper  and  a  lower  cross-piece  formed  to 
hold  opposite  ends  of  the  picture,  an  extension 
for  each  cross-piece  and  joined  thereto,  a  flange 
on  one  side  of  one  of  the  extensions  for  forming  a 


1    A  frame  for  supporting  a  picture  compris- 
ing  an    upper  and   a  lower   cross-piece  formed 
to  hold  opposite  ends  of  the  picture,  an  extension 
for  each  cross-piece  and  joined  thereto,  a  releas- 
able catch  for  adjustably  locking  said  extensions 
to  each  other  whereby  said  cross-pieces  can  be 
set  to  the  size  of   the   picture,   hinging  means 
mounted  upon  the  extension  of  the  lower  cross- 
piece  near  its  upper  end.  a  part  in  the  form  of 
a  loop,  one  leg  of  the  loop  being  connected  to 
said  latter  extension,  the  other  leg  of  the  loop 
being  provided  with  an  opening,  said  part  adapt- 
ed to  be  turned  to  have  the  leg  with  the  opening 
extend  In  a  direction  away  from  the  rear  of  said 
latter  extension  for  the  mounting  of  the  frame 
upon  a  support  having  a  substantially  vertically 
extending    portion,    whereby    when    said    frame, 
held  in  a  substantially  vertical  position  with  said 
latter  leg  extending  away,  is  moved  downwardly 
upon  said  substantially  vertically  extending  por- 
tion   said  opening  wUl  receive  said  support    and 
a  member  extending  downwardly  from  said  latter 
leg  adapted  to  serve  as  a  supporting  leg  for  said 
frame  when  swung  away  from  the  frame. 

3  A  frame  for  supporting  a  picture  compris- 
ing an  upper  and  a  lower  cross-piece  formed  to 
hold  opposite  ends  of  the  picture,  an  extension 
for  each  cross-piece  and  joined  thereto,  said  ex- 
tensions being  slidably  mounted  upon  each  other, 
a  releasable  catch  for  locking  said  extensions 
against  relative  motion,  whereby  said  cross-pieces 
can  be  set  to  the  size  of  the  picture,  and  a  part 
attached  to  the  extension  of  said  lower  cross - 
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piece  near  the  upper  end  of  said  latter  extension. 
a  portion  of  said  part  extending  in  a  direction 
away  from  the  rear  of  said  latter  extension  and 
another  portion  of  said  part,  immediately  adja- 
cent to  said  former  portion,  extending  In  a  di- 
rection substantially  parallel  to  the  extensions  of 
the  cross-pieces,  said  part  being  provided  with 
an  opening  located  partly  In  said  former  portion 
and  partly  in  said  latter  portion. 

2  016  943 

WHEEL   SUPPORT  FOR  TESTING 

APPARATUS 

Jerome  Leflar,  Dayton.  Ohio,  assignor,  by  mesne 
assignments,  to  The  Master  Electric  Company, 
Davton.  Ohio,  a  corporation  of  Ohio 
AppUcation  July  28.  1932,  Serial  No.  625.281 
11  Claims.     (CI.  73—51) 


1.  In  a  testing  apparatus  for  vehicle  wheels, 
a  stationary  base,  and  a  rotatable  wheel  support 
mounted  on  said  base  for  movement  with  respect 
thereto  laterally  of  the  direction  of  travel  of  the 
wheel,  said  wheel  support  comprising  means  to 
exert  lateral  thrusts  In  opposite  directions  upon 
the  wheel  tread,  whereby  a  relative  movement  Is 
caused  between  the  base  and  support  and  between 
the  support  and  wheel  until  said  thrusts  are 
equalized. 

2.016,944 
WATER-INSOLUBLE  AZO  DYES  AND 
PROCESS  OF  MAKING  THEM 
Heinrich  Ohlendorf .  Dessau  In  Anhalt.  Germany, 
assignor  to  General  Aniline  Works,  Inc.,  New 
York,  N.  Y..  a  corporation  of  Delaware 
No    Drawing.      AppUcation    December    4,    1934, 
Serial  No.  755,879.    In  Germany  December  19, 

1933 

10  Claims.     (CI.  260—90) 

1.  The  dyes  corresponding  to  the  general  for- 
mula 


OiN 


•N=N 


NOi 


CH»-CHOH-CHtOY 


refined  glass  accumulating  area  and  a  working 
chamber  having  a  bridge  wall  therebetween,  a 
throated  passage  through  said  bridge  wall  at  the 
bottom  of  said  area  and  working  chamber  and 
establishing  communication  therebetween,  said 
throated  passage  having  a  total  resistance  to  the 


wherein  X  means  chlorine  or  bromine,  Y  stands 
for  hydrogen  or  alkyl,  and  Z  means  hydrogen  or 
halogen,  these  dyes  being  insoluble  in  water  and 
dyeing  acetate  silk  clear  blue  tints  which  are  re- 
markably fast  to  light,  acids,  washing,  water,  and 
perspiration,  and  which  are  white  dischargeable. 

2,016.945 
CONTINUOUS   GLASS  MELTING  TANK 
Elisha  W.  Paxton  and  Arthur  W.  Schmid,  Wash- 
ington, Pa.,  assignors  to  Amco,  Incorporated, 
Pittsburgh,  Pa.,  a  corporation  of  Pennsylvania 
AppUcation  May  31,  1932.  Serial  No.  614.432 

6  Claims.     (CI.  49 — 54) 
1.  A  glass  melting  and  working  apparatus  com- 
prising a  melting  chamber  having  an  expanded 


glass  flow  so  that  the  normal  rate  of  flow  of  glass 
drawn  therethrough  shall  be  no  greater  than  the 
desired  rate  of  flow  of  the  glass  at  the  viscosity 
and  temperature  at  which  It  accumulates  adja- 
cent the  bottom  of  the  bridge  wall  in  the  melting 
chamber. 

2,016.946 
PNEUMATIC  DISPATCH  SYSTEM 

Joseph  M.  Scanlan.  Great  Neck.  N.  Y.,  assignor, 
by  mesne  assignments,  to  The  Lamson  Com- 
lukny,  Syracuse,  N.  Y.,  a  corporation  of  Massa- 
chusetts 

AppUcation  September  20.  1932.  Serial  No.  633,951 
8  Claims.     (CI.  243—28) 


1.  In  a  pneumatic  dispatch  system,  a  transmis- 
sion tube  having  inlet  and  discharge  ends,  means 
for  producing  a  partial  vacuum  within  said  tube, 
a  stop  effective  under  normal  minimum  flow  con- 
ditions for  preventing  the  transmission  of  a  car- 
rier through  said  tube,  and  pneumatic  means  con- 
trolled by  the  pressure  within  said  tube  for  with- 
drawing said  stop  whenever  a  sufficient  vacuum 
is  attained  within  the  tube. 


2.016,947 
CLAMPING   DEVICE 
John    S.    Townsend,    Chicago,    lU.,    assignor 
Wilson   &   Bennett  Mfg.   Co..   Chicago,   lU., 
corporation  of  Illinois 

AppUcation  June  28,  1934.  Serial  No.  732,800 
4  Claims.     (CI.  254—77) 


to 

a 


1.  A  clamping  tool  for  the  purposes  set  forth, 
comprising  a  pair  of  levers  which  are  pivoted  to- 
gether, pins  at  the  ends  of  said  levers  for  engage- 
ment with  the  parts  to  be  drawn  together,  and 
toggle  lever  mechanism  coactlng  with  the  first 
named  levers  for  drawing  the  free  ends  together. 


I 

1 
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2,016.948 
CONVERSION  OF  HYDROCARBON  OILS 
Richird  F.  Trow.  Port  Arthar.  Tej^.  ^^^otU> 
The  Texas  Company.  New  York.  N.  Y.  a  corpo- 
ration of  Delaware  roo  koo 
AppUcaUon  May  19.  l^^l.  SenaJ  No.  538.589 
11  Claims.     (CI.  196 — 58) 


vapor  fraction  comprising  vaporized  components 
of  the  charging  stock  as  ^^11  as  cracked  con- 
stituents. subjecUng  the  overhead  vapor  frac- 
tion to  fractionation  to  form  a  final  liK^t  dis- 
tillate and  a  gas  oil  condensate,  passing  said  gas 
oil  condensate  through  a  heating  coll  wherein 
the  condensate  oil  is  subjected  to  a  high  crack- 
ing temperature  to  effect  a  high  rate  of  cracking, 
combining  residual  oU  withdrawn  from  the 
columnar  distillation  zone  with  the  highly  heated 
products  from  said  heating  coU  and  direcUng  the 


1    The  process  of  cracking  hydrocarbon  oil  mat 
comprises  subjecting  a  condensate   oil  to  high 
cracking  temperature  in  transit  through  a  heat 
SJcoU  to  effect  a  high  rate  of  cracking  adapted 
S^cause  the  formation  of  constituen  s  of   high 
i^Hkl^k  Quality  passing  the  resultant  cracked 
^u'?^  Inrin'eSl^g?!  reaction  zone  main- 
*«!««/<  «t  rracking  temperature  under  superai- 
m^eric  preSu?f  wherSn  cracking  is  con  inued 
fnTseSaratiorof  vapors  from  liquid  occurs,  pass- 
f^ath?  separated  vapors  at  a  cracking  tempera- 
Sfe^nto  Tdttmlng  chamber  wherein  separa-   I 
tS?  toto  vapors  and  liquid  occurs    Passing  the   j 
latter  vapors  at  a  cracking  temperature  to  a  frac-   ! 
tlonatlng  tower  wherein  the  vapors  are  subjected 
to  ??actior^tion  to  form  a  condensate,  conduct- 
SglSd  condensate   to  aforesaid   heating   coil 
*c<^   frp-ih   c-harKlng   stock   in   indirect   heat 
SS^ge  ^h  va^rs  V  a  higher  temperature 
s^mSS  of  Sid  fractionating  tower  and  Introduc- 
fS  me  chafing  stock  thus  preheated  Into  said 
Sftimng   chamber   wherein   the   charging   stock 
^  subjlct^d    to    distillation    at    a    temperature 
^^th^n  the  cracking  range,  withdrawing  resultant 
roSd^r^idue  from^  distilling  chamber  and 
wmbiiiS  it  with  the  highly  treated  products 
dl^hwg^  from  aforesaid  heating  col    so  that 

tt^'^mblned  products  ,^^,^:^^9^'^,J^'thB 
enlarged  reaction  zone  to  thereby  increase  me 
?2STcr^klng  on  the  constituents  of  said^- 
nld  residue  and  decrease  the  rate  of  cracKing 
SrrtfTe  constituents  from  said  heating  coll  and 
^^mLthit\meS  reaction  on  the  residual  con- 
Stents  of  ™d  1  quid  residue  by  withdrawing 
hqSdf/om  s^d  enlarged  reaction  zone  at  a  rj^te 
adequate  to  prevent  the  accumulation  of  liquid 
therein. 


S  016  949 

CONVERTING  HYDROCARBON  OILS 

Rlchi^  F.  Trow.  Fort  Arthur   Tex    a«irnor  to 

The  Texas  Company,  New  York.  N.  Y.,  a  cor 

poration  of  Delaware  „  _.  ,  ^      «:•»«  kq9 

Application  May  19.  l^Jl.  fr**if^«    ^38.592 

5  Claims.  (CI.  196—58) 
1  The  process  of  converting  higher  boiling 
hydrSrb?n  oils  into  lower  tK3ili"f  ° J^  ,f  ^^ 
rnmorlses  introducing  charging  stock  to  a 
coZna?  distillation  zone  maintained  under 
wioeratmospheric  pressure  and  fed  with  vapors 
S^Si^rSking  temperature  from  an  enlarged 
?facwSgz^e  to  thereby  dephlegmate  the  vapors 
and  to  subject  the  charging  stock  to  vaporlza- 
Son  to  vaionze  portions  thereof  adapted  for 
c'^king  at  high  temperatures  and  to  subject 
S^^rized  portions  of  the  charging  stock  to 
^^wSgtemperatures  to  effect  cracking  w^th 
Affirmation  of  an  ultimate  residual  oil  maln- 
SSiedTt  cracking  temperature  and  an  overhead 


combined  products  into  an  enlarge<i  cracWng 
zone  wherein  separation  of  vapors  from  liquid 
occurs  and  wherein  cracking  temperature  under 
a  superatmospheric  pressure  materially  higher 
than  that  of  said  columnar  distillation  zone  is 
maintained  and  from  which  the  separated  vapors 
are  expanded  Into  said  columnar  diitillatlori 
zone  and  withdrawing  liquid  from  said  enlarged 
Xe  at  a  rate  adequate  to  prevent  accumiUai  on 
of  liquid  therein  without  conducting  any  of  the 
residual  oil  to  said  heating  coll. 


2.016.956  ^^  „ 

CONVERSION  OF  HYDROCARBON  OILS 
Richard  F.  Trow.  Port  Arthur   Tex    a«l«nor  to 
The  Texas  Company,  New  York,  N.  x..  »  cor- 
Doratlon  of  Delaware  .«»•«. 

AppUcaUon  May  4.  1933.  Serial  No.  669,301 
8  Claims.     ICL  196—49) 


9    The  orocess  of  convertmg  hydrocarbon  oU 
into  oils  of  relatively  low  boiling  points  which 
i^T^nHM^  heating  a  charge  oil  to  a  cracking  tem- 
SSSSfof  me  o?der  of  820-  P.^80-  P.  and  soak- 
S^th^  heated  oil  substantially  wimout  reduc- 
tion of  temperature  in  a  primary  cracking  zone 
to  r^uce  the  viscosity  of  the  oil  and  effect  a 
^aJking  per  pass  into  gasoline  constituents  not 
«!^M  12%Stroduclng  the  resultant  viscos- 
fty-^k?n  products  directly  Into  a  distilling  zone 
wher^?n  "aid  products  are  brought  Into  contact 
^Ith  hSt  vapors  produced  in  the  syst«n.mereby 
vaporizing    lighter    fractions    of    the    viscosiry 
b?Sken    products,    dephlegmatlng    the    evolved 
vS«r?  f?^  said    distillation    zone   to   recover 
m??e?rorrrilght  distillate  and  a  heavier  conden- 
iatP   sublectlng  said  heavier  condensate  to  heat- 
?na  fi.  elT^t  a  hlBh  rate  of  cracking  per  pass  in 
Tse^rate    crocking    zone    and    directing    the 
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cracked  products  into  an  enlarged  reaction  zone, 
conducting  residue  from  said  distillation  zone  into 
said  reaction  zone,  maintaining  a  temperature 
therein  of  the  order  of  870°-930°  P..  withdraw- 
ing liquid  constituents  from  said  reaction  zone 
at  a  rate  adequate  to  prevent  accumulation  of 
liquid  therein  passing  vapors  from  said  reaction 
zone  to  a  second  reaction  zone  wherein  the  vapors 
are  maintained  at  cracking  temperature  to  effect 
further  cracking  and  directing  vapors  from  said 
second  reaction  zone. 

2,016.951 

DENTAL  CLEANSING  AND  MASSAGE  DEVICE 

Harry  Lorue  Welker,  WllUamsport.  Pa. 

Application  April  17.  1934.  Serial  No.  721,016 

1  Claim.     (CI.  15—227) 


A  dental  cleansing  and  massaging  device  com- 
prising a  flexible  finger  cot.  a  rubbing  strip  ex- 
tending longitudinally  along  one  side  thereof,  a 
fragile  disintegrable  container  having  a  tooth 
cleaning  preparation  therein,  said  container 
positioned  beneath  the  strip  and  adjacent  the 
wall  of  the  finger  cot.  said  strip  forming  a  pro- 
tective covering  for  said  container. 

2  016  952 

FUEL  HEATING  OR  VAPORIZING 

ATTACHMENT 

Vincenso  Arato.  Peekskill,  N.  Y. 

Application  November  24.  1934.  Serial  No.  754.679 

3  Claims.     (CI.  219—38) 


uprights,  a  seat  comprising  forward  and  rear  rails 
provided  upon  their  inner  edges  with  grooves, 
slats  having  meir  ends  held  within  said  grooves, 
the  rails  being  mounted  upon  the  forward  and 


1  In  a  heating  or  vaporizing  attachment  for 
the'  purpose  set  forth,  a  peripherally  threaded 
sleeve  of  conducting  material  provided  at  one  end 
with  an  outwardly  directed  flange,  a  pair  of  op- 
positely disposed  flanged  non-conducting  bush- 
ings mounted  in  and  abutting  the  ends  of  said 
sleeve,  a  conducting  element  mounted  in  said 
bushings,  abutting  the  outer  edge  of  one  and  ex- 
tending from  the  outer  edge  of  the  other  of  said 
bushings,  an  electric  heater  element  electrically 
connected  to  that  portion  of  said  conducting  ele- 
ment which  abuts  one  of  said  bushings,  said  heat- 
er element  being  provided  with  an  extension  in 
electrical  contact  with  said  flange,  a  closed  cas- 
ing element  for  encompassing  5aid  heater  element, 
said  casing  encompassing,  anchored  to  and  ex- 
tended from  said  flange,  a  pair  of  non-conducting 
washers  on  said  sleeve  for  abutting  opposite  faces 
of  said  structure,  and  a  clamping  nut  threadedly 
engaging  with  said  sleeve  and  coacting  with  said 
washers  for  anchoring  the  sleeve  to  said  structure. 

2.016.953 
CHAIR 

Moses  W.  Arnold.  Darlington,  S.  C,  assignor  to 
Pee  Dec  Chair  Co.,  Inc.,  Darlington,   S.  C.  a 
corporation  of  South  Carolina 
AppUcation  Mav  1,  1935.  Serial  No.  19,287 

5  Claims.     (CI.  155—178) 
1.  A  chair  comprising  front  and  rear  uprights, 
upper  front  and  rear  side  rounds  connecting  me 

459   O.   G— -0 


rear  rounds  in  such  a  manner  that  the  ends  of 
the  slats  extend  over  the  points  of  contact  be- 
tween the  rails  and  rounds,  and  means  to  yield- 
ingly attach  the  rails  to  the  rounds  to  permit  of 
limited  rolling  movement  thereon. 


2,016,954 

PRINTING   SURFACE   HOLDER 

Charles  J.  Beck.  Philadelphia,  Pa. 

Original  appUcation  October  24,  1929,  Serial  No. 

402.024.    Divided  and  this  application  March  7, 

1934,  Serial  No.  714,514 

1  Claim.     (CI.  101—375) 


In  a  printing  machine,  the  combination  of  a 
type  block,  a  carrier  bar  secured  to  said  type 
block,  a  pair  of  axially  aligned  supporting  wheels 
respectively  secured  to  the  opposite  ends  of  said 
carrier  bar,  means  for  adjusting  the  carrier  bar 
circumferentially  of  me  supporting  wheels,  and 
means  for  adjusting  the  t>T>e  block  transversely 
on  said  carrier  bar. 


2,016.955 

COMBINATION  BUMPER  AND  RACK 

Virgil  F.  Bryant,  Memphis,  Tenn. 

AppUcation  November  26,  1934,  Serial  No.  754,883 

1  Claim.     (CI.  293 — 55) 


The  combination  of  a  pair  of  channeled  rails 
adapted  for  mounting  with  an  automobile,  a  rack 
slidably  fitting  said  channeled  rails,   a   bumper 
section  carried  by  the  rack,  outer  bumper  sec- 
,  tions  fixed  to  the  rails  and  to  a  chassis  of  the 
'   automobile   to  be  disposed  at   opposite  sides  of 
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said  rack,  means  for  fastening  the  racK  retreated 
or  extended,  the  said  channeled  raUs  being  cut 
away  at  their  lower  sides  for  a  distance  to  per- 
mit the  lowering  of  the  rack,  and  means  slidably 
connecting   the   rack   with   the  channeled  rails. 


2.016.956 

AMINO  DERTVATTVES   AND   PROCESS  OF 

PREPARING  THEM 

William  SUnsfleld  Calcott.  Pennsgrove,  N.  J.,  and 
Richard  Gesse  CUrkson,  Wilmington.  DeL,  as- 
signors to  E.  I.  dn  Pont  de  Nemours  8c  Com- 
pany, Wilmington,  Del.,  a  corporation  of 
Delaware 

No  Drawing.    Application  November  4,  1932, 
Serial  No.  641.S22 
11  Claims.     (CL  26*— 127) 
1.  In  a  process  of  producing   chemical  com- 
pounds having  the  following  formula 


(C0(OH).-i(H)mi-N 


\ 


Ri 


wherein  n  is  5  or  6,  Ri  is  an  aliphatic  radical 
having  an  open  chain  of  at  least  eight  carbon 
atoms,  and  Ra  is  hydrogen  or  an  aliphatic  radi- 
cal, the  step  which  comprises  reacting  an  amine 
having  the  formula 


(C.)(OH)^(H) 


in  which  n  is  5  or  6,  X  is  hydrogen,  and  Y  is 
hydrogen  or  an  aliphatic  radical,  with  an  ali- 
phatic halide  having  an  open  chain  of  at  least 
eight  carbon  atoms. 

5.  Compounds  of  the  group  consisting  of  com- 
pounds having  the  following  formula 


(C0(OH).-,(H)^, 


\ 


Bi 


Ri 


and  the  acid  addition  products  thereof,  in  which 
n  is  5  or  6,  Ri  is  an  aliphatic  radical  having  an 
open  chain  of  at  least  eight  carbon  atoms,  and 
Ra  Is  hydrogen  or  an  aliphatic  radical. 


2,016.957 

SIGNAL  CREATING  APPARATUS 

Charles  C.  Chenoweth,  AbDene.  Tex. 

AppUcation  June  1.  1934.  Sertal  No.  728,598 

9  Claims.     (CL  246— 126) 

■i       * 


1.  In  a  signal  creating  apparatus  for  railroad 
Intersections,  a  normally  Inactive  electrically  op- 
erated visible  vapor  producing  means  located  be- 
low the  ground  level  and  having  an  outlet  posi- 
tioned below  the  intersection,  means  for  conduct- 
ing the  vapor  produced  by  said  means  from  said 
outlet  in  a  direction  to  travel  upwardly  with  re- 
spect to  the  level  of  the  intersection  to  provide 
a  warning  signal  and  including  a  grid  at  the 
level  of  the  latter  for  the  passage  of  the  vapor,  and 
electrical  means  controlled  by  a  train  as  it  ap- 
proaches the  Intersection  for  making  active  said 
vapor  producing  means. 


2.016.958 

SPLINT 

Frederick  Clarke.  Long  Island  City.  N.  Y. 

Application  November  1,  1934.  Serial  No.  75M77 

3  Claims.     (CL  128—87) 


1.  A  splint  for  dogs  or  the  like,  comprising  a 
ring  adapted  to  encircle  the  leg  of  a  dog.  a  frame 
having  hollow  bars,  mearw  at  the  lower  end  of 
said  bars  presenting  laterally  extending  projec- 
tions, means  for  hingedJy  connecting  said  projec- 
tions together  so  as  to  permit  independent  move- 
ment of  the  respective  bars  in  a  plane  containing 
both  of  them  as  the  splint  is  adjusted,  means  act- 
ing as  an  arm  at  the  upper  end  of  each  of  said  bars 
for  connecting  the  bars  with  said  ring,  and 
threaded  means  including  traveling  nuts  as- 
sociated with  each  of  said  bars  for  moving  said 
ring  toward  and  from  said  projections. 


2.016.959 
COLLAR  HOLDER 
Arthur  M.  Cole  and  Henry  J.  Rivers.  Attleboro, 
Mass..  assignors  to  General  Findings  and  Sup- 
ply Co..  Attleboro.  Mass. 
AppUcation  February  6.  1934.  Serial  No.  710.031 
4  Claims.     (CI.  24 — 81) 


1.  As  a  new  article  of  manufacture,  a  collar 
holder  comprising  a  pair  of  elongated  extensible 
sections,  the  sections  having  overlapping  sharik 
portions,  spring  pressed  jaws  carried  by  the  outer 
ends  of  said  sections,  the  outer  ends  of  the  sections 
and  the  outer  ends  of  the  jaws  being  provided 
with  intumed  gripping  lips  extending  transverse- 
ly of  the  jaws  and  sections  and  being  relatively 
wide,  the  edges  of  which  are  formed  to  interflt 
in  concavo-convex  relation  and  provide  smooth 
fabric  gripping  surfaces  for  the  jaws,  whereby  the 
fabric  gripped  by  the  jaws  will  be  firmly  clamped 
without  danger  of  cutting,  and  frictional  means 
for  holding  the  sections  in  a  set  adjustable  rela- 
tion. 
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2,016.960 

BAIT 

Enos  L.  Dillon,  Bnttemnt.  Wis. 

Application  July  13.  1934.  Serial  No.  735,068 

1  Claim.     (CL  43—39) 


A  bait  comprising  a  rod,  a  spool  mounted  on 
the  rod  at  one  end  of  the  latter,  hooks  rigidly 
connected  to  the  latter,  an  inflatable  covering 
of  destructible  material  having  an  opening  to 
permit  said  covering  to  be  placed  over  the  hooks 
and  rod  with  the  spool  positioned  in  the  opening, 
wrappings  securing  the  covering  to  the  spool,  said 
covering  having  an  inflating  opening,  and  wrap- 
pings secured  about  the  covering  at  the  Inflating 
opening  to  close  the  latter. 


2.016.961 

PRESSING  IRON  STEAM  GENERATOR 

Samuel  Dowlnsky.  New  York,  N.  Y. 

AppUcation  November  20.  1934,  Serial  No.  753,933 

2  Claims.     (CL  257—263) 


1.  For  use  in  generating  steam  in  a  pressing 
iron,  a  metal  pipe,  and  a  mass  of  metal  cast 
about  and  in  Intimate  contact  with  the  pipe,  and 
forming  a  solid  body  having  an  opening  there- 
through, the  opp)osite  ends  of  the  pipe  projecting 
from  said  body,  one  of  said  ends  serving  for  re- 
ceiving water  and  the  other  end  projecting  into 
said  opening  and  serving  for  delivering  steam. 


2.016,962 
PROCESS  FOR  PRODUCING  GLUC AMINES 

AND  RELATED  PRODUCTS 
Robert  B.  FUnt  and  Paul  L.  Salzberg,  Wilmington, 

Del.,  assignors  to  E.  I.  du  Pont  de  Nemours  & 

Company,  Wilmington,  DeL.  a  corporation  of 

Delaware 

No  Drawing.    AppUcation  September  27,  1932, 

Serial  No.  635.045 

18  Claims.     (CL  260—127) 

1.  The  process  which  comprises  heating  a  re- 
action mixture  comprising  essentially  hydrogen. 
a  reducing  sugar  and  a  member  of  the  class  con- 
sisting of  ammonia  and  saturated  open-chain 
aliphatic  primary  and  secondary  amines,  at  a 
temperature  of  at  least  50'  C.  and  at  a  pressure 
of  at  least  15  atmospheres,  in  the  presence  of  a 
base  metal   hydrogenatlon   catalyst. 

12.  The  process  which  comprises  agitating  a 
reaction  mixture  comprising  essentially  hydro- 
gen, a  monosaccharide,  and  a  member  of  the 
class  consisting  of  ammonia  and  saturated  open- 
chain  aliphatic  primary  and  secondary  amines  at 
a  temperature  of  20-30°  C.  for  a  period  of  5  to  60 
minutes  at  a  pressure  of  at  least  15  atmospheres 
In  the  presence  of  a  base  metal  hydrogenatlon 
catalyst,  then  heating  at  a  temperature  of  at 
least  50"  C.  and  under  a  pressure  of  at  least  15 
atmospheres  until  hydrogen  absorption  is  com- 
plete. 


2,016.963 
PRODUCT   COMPRISING  GLUCAMINES   AND 

RELATED   SUBSTANCES 
Robert  B.  Flint  and  Paul  L.  Salzberg,  Wilmington, 
DeL,  assignors  to  E.  L  da  Pont  de  Nemours  A 
Company,  Wilmington,  DeL,  a  corporation  of 
Delaware 
No  Drawing.    AppUcation  September  27,  1932, 
Serial  No.  635.047 
9  Claims.     (CL  260—127) 
1.  A  compound  having  the  formula 


CHtOH(CHOH), 


H 

-A- 


(CH0H)4-.-H 


N 
Ri  Ri 

In  which  x  is  3  or  4,  Ri  Is  a  saturated  open-chain 
aliphatic  radical,  and  R2  is  hydrogen  or  a  satu- 
rated open-chain  aliphatic  radical. 
5.  An  alkyl  glucamine. 


2,016,964 

METHOD   OF  PREPARING   A   DISPENSING 

CONTAINER 

Oscar  C.  Huffman,  New  York,  N.  Y.,  assignor  to 
Continental    Can    Company,    Inc.,    New    Yorli, 
N.  Y.,  a  corporation  of  New  Yorls 
AppUcation  December  6,  1933,  Serial  No.  701.225 
2  Claims.     iCL  113—120) 
Jtf     J, 


2.  The  method  of  preparing  a  sealed  can  for 
dispensing  the  liquid  contents  therefrom  consist- 
ing in  penetrating  the  can  end  adjacent  the  seam 
joining  the  end  to  the  body  portion  and  along  a 
curved  line  extending  inwardly  from  one  pene- 
trating point  to  the  other,  whereby  a  blank  is 
cut  from  the  end  for  forming  the  spout,  lifting 
said  blank,  turning  said  blank  about  said  sesun 
for  forming  the  same  into  a  trough -shaped  spout, 
placing  said  spout  so  that  it  overhangs  the 
double  seam,  and  bending  the  wall  of  the  can 
body  beneath  the  seam  for  changing  the  angle 
of  the  spout  and  destroying  the  curved  cylin- 
drical contour  of  said  body. 


2,016.965 
SHUTTLE  CHECK  FOR  LOOMS 

Bon  Huggins,  GreenviUe.  S.  C. 

AppUcaUon  August  31,  1934.  Serial  No.  742.340 

3  Claims.     (CL  139 — 170) 


1.  In  a  loom,  the  combination  with  a  lay  hav- 
ing a  shuttle  box,  a  movable  shuttle  binder,  and 
a  picker  stick,  of  a  binder  operating  lever  pivot- 
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ally  mounted  upon  the  lay  to  swing  In  a  generally 
horizontal  plane  for  exerting  pressure  upon  the 
binder  and  having  a  face,  an  operating  lever  piv- 
otally  mounted  between  its  ends  upon  the  lay  to 
swing  generally  vertically  and  having  near  its 
upper  end  a  face  adapted  to  have  downward 
wedging  action  with  the  first  named  face  to 
swing  the  binder  operating  lever  upon  its  pivot, 
and  a  part  carried  by  the  lower  portion  of  the 
operating  lever  to  be  engaged  and  operated  by  the 
picker  stick. 


2.016.966 
EASY-OPENING  DREDGING  CONTAINER 
Paul  H.  Knop.  Maywood.  III.,  asairnor  to  Conti- 
nental Can  Company,  Inc..  New  York.  N.  Y..  a 
corporation  of  New  York 
Application  September  12,  1934.  Serial  No.  743.759 
1  Claim.    (CL  221—61) 


JO 


An  easy  opening  dredging  container  compris- 
ing a  body  having  ends  seamed  thereto,  said 
body  having  spaced  score  lines  adjacent  the 
double  seam  at  the  upper  end  thereof  forming 
a  tearing  strip  whereby  the  upper  end  may  be 
released  from  said  can  body,  a  coUar  located 
within  the  can  body  and  rigidly  attached  there- 
to, said  collar  being  provided  with  an  integral 
closed  end  having  openings  centrally  there- 
through for  dredging  the  contents  of  the  con- 
tainer when  the  tearing  strip  has  been  removed 
and  the  upper  end  of  the  can  released  and  re- 
moved, said  collar  being  inset  in  the  region  of 
the  score  lines,  and  said  upper  end  having  a  de- 
pending portion  adapted  to  frictlonaJly  fit  the 
inset  portion  of  the  collar  whereby  said  de- 
tached upper  end  can  be  used  for  recloslng  the 
container. 


2,016.967 

GOLF  BAG  SUPPORT 

Lester  C.  Komen.  Beaver  Dam.  Wis. 

AppUcation  Jane  19.  1933.  Serial  No.  676,555 

3  Claims.     (CI.  248—96) 


1.  A  golf  bag  support  comprising  a  substan- 
tially U-shaped  handle  element,  the  respective 
end  portions  of  which  extend  to  either  side  of  a 
golf  bag.  a  pair  of  leg  members,  a  pair  of  fittings 
respectively  attached  to  opposite  sides  of  the  golf 


bag  adjacent  the  top  thereof,  a  leg  and  an  end 
portion  of  the  handle  attached  to  each  fitting, 
a  rod  pivotally  connecting  each  leg  with  the  cor- 
responding end  of  the  handle,  and  the  fitting 
formed  with  means  for  taking  up  lost -motion  be- 
tween the  fittings  and  handle  end  portions  and 
legs. 


2.016.968 

MASONRY  JOINT 

James  E.  Marble.  Delawanna,  N.  J. 

Application  AprU  11.  1932,  Serial  No.  604.613 

3  Claims.     (CI.  72—106) 

J9^    *    ^     -r 


^ 


Zl. 


1.  The  combination,  with  spaced  adjacent 
building  blocks  subject  to  expansion  and  con- 
traction, of  bonding  material  subject  to  deteriora- 
tion by  light,  air  and  weather  elements  filling  the 
space  between  said  blocks  and  remaining  suffi- 
ciently plastic  to  allow  for  expansion  and  con- 
traction of  the  blocks,  and  a  guard  of  strip  for- 
mation, said  guard  having  a  head  portion  over- 
lapping saia  blocks  and  covering  the  interior  sur- 
face of  said  material  and  a  web  portion  extend- 
ing into  the  material,  means  for  anchoring  the 
web  portion  therein,  and  the  thickness  of  said 
web  portion  and  anchoring  means  being  less  than 
the  space  between  said  blocks  to  allow  expansion 
and  contraction  of  the  latter  and  said  bonding 
material. 


2.016.969 
ADJUSTABLE  DRIER  AND  STRETCHER 

FORM 

Sallie  B.  McKlnney.  Chmttanooga,  Tenn. 

AppUcation  December  15.  1933.  Serial  No.  702.618 

1  Claim.     (CI.  22S— «9) 


A  device  of  the  character  described  comprising 
a  form  constructed  of  wire  mesh  fabric  having 
the  contour  of  wearing  apparel,  said  form  being 
of  sectional  construction  throughout  the  extent 
of  said  apparel  with  its  sections  overlapped  for 
extending  or  contracting  the  form,  the  wire  mesh 
In  the  sections  providing  openings  and  fasteners 
extending  through  the  openings  for  adjustably 
and  detachably  connecting  the  same,  said  sections 
being  flat  throughout  their  extent,  and  a  rigid 
binding  extending  marginally  throughout  the  sec- 
tions of  said  form. 


2,016.970 

PORTABLE   SERVICE  TRAY 

Melyin  H.  Nussbaum.  Bainbridge.  Ga. 

AppUcation  May  13.  1933.  Serial  No.  670.970 

1  Claim.     (CI.  311—22) 
A   vehicle   service   device   comprising    a   tray, 
parallel  spaced  supports  on  the  underside  of  said 
tray  and  extending  beyond  one  of  the  edges  there- 


of,  said  supports  having  a  clamping  leg  at  the  end 
extending  beyond  the  edge  of  said  tray,  a  U- 
shaped  bracket  secured  to  the  underside  of  said 
tray  intermediate  said  supports,  a  supporting  arm 
pivotally  mounted  in  said  bracket  and  having  a 
cam  face  formed  at  one  end  adjacent  said  piv- 
otal point,  the  other  end  having  a  cup  adapted 


<^J 


to  contact  with  a  vehicle  wall,  a  fiat  bracket  se- 
cured adjacent  the  U-shaped  bracket,  a  locking 
bar  slidably  mounted  in  said  fiat  bracket  and  hav- 
ing a  wedge-shaped  end  with  one  face  parallel 
to  the  base  of  the  U-shaped  bracket,  the  other 
face  adapted  to  contact  with  the  cam  face  of  the 
support  tapered  inwardly,  the  outer  end  of  said 
locking  bar  turned  upwardly  to  form  a  handle. 


2.016.971 

VISIBLE  AUTOMOBILE  REGISTRATION 

CARD  AND  KEY 

Harry  W.  Otis.  South  Pasadena,  Calif. 

AppUcation  May  24.  1933,  Serial  No.  672.712 

1  Claim.     (CI.  40—2.2) 


A  device  of  the  character  set  forth  comprising 
a  substantially  rectangular-shaped  frame  se- 
cured to  a  windshield  of  an  automobile  and  hav- 
ing one  end  open,  insulating  guides  carried  by 
opposite  sides  and  one  end  of  the  trame.  elec- 
trical terminals  carried  by  oppwsite  guides  and 
one  terminal  being  located  adjacent  the  closed 
end  of  the  frame  and  the  other  terminal  being 
located  adjacent  the  open  end  of  the  frame, 
means  for  connecting  the  terminals  to  an  ig- 
nition system  of  an  automobile  to  break  said 
ignition  system,  a  card  slidably  and  removably 
received  by  the  guides  from  the  open  end  of  the 
frame  and  viewable  from  opposite  sides  of  said 
frame,  and  an  electrical  conductor  embedded  in 
and  arranged  diagonally  of  the  card  and  having 
its  ends  exposed  at  the  opposite  edges  of  the  card 
to  engage  the  terminals  for  closing  the  ignition 
system. 


2  016  972 
MECHANICALLY   OSCILLATING    SCREENING 

APPARATUS 

Georir  Hclnrich  Schiefersteln.  Berlin.  Germany 

Application  December  24.  1931.  Serial  No.  583,087 

In  Germany  April  11.  1929 

3  Claims.     (CI.  209 — 403 > 

1.  In  a  mechanically  oscillating  screening  de- 
vice in  combination,  a    rigid    frame,    a    screen 


fastened  to  said  frame,  supporting  members 
fastened  to  said  frame,  said  supporting  members 
provided  with  narrow  projections  for  engaging 
said  screen  at  a  plurality  of  points  to  subdivide 
the  same  and  increase  the  natural  oscillation  fre- 


quency thereof,  said  narrow  projections  being 
formed  by  winding  a  material  about  said  support- 
ing elements,  and  means  for  imparting  oscilla- 
tions, of  a  smaller  frequency  than  the  natural 
oscillation  frequency  of  the  subdivided  screen,  to 
said  frame.        

2.016.973 

BELTING 

Joseph  Charles  PistilU,  Meriden,  Conn. 

AppUcation  November  20.  1934,  Serial  No.  754,000 

3  Claims.     (CL  74—232) 


1.  A  belt  of  the  character  described  compris- 
ing a  wire  mesh  screening  strip,  fabric  tapings 
at  the  longitudinal  edges  thereof  to  constitute 
bindings  thereto,  wire  fabrics  enveloping  the 
said  strip,  and  a  wire  fabric  strip  carried  ex- 
teriorly of  the  outermost  wire  fabric. 


2.016.974 
LUBRICANT  DISTRIBUTOR 

Charles  Stern,  Jersey  City,  N.  J.,  assignor  to 
Ardco  Manufacturing  Company.  Hoboken,  N.  J., 
a  corporation  of  Delaware 

AppUcation  September  5,  1933,  Serial  No.  688,197 
16  Claims.     (CL  184 — 3) 


^2 


.-^9 


JA 


1.  A  rail  tread  and  wheel  fiange  lubricator, 
comprising  a  distributing  member  having  a  lubri- 
cant delivery  portion  for  engagement  against  the 
side  of  the  rail  head  and  adapted  to  be  secured 
against  one  side  of  a  rail,  a  source  of  lubricant 
supply  connected  to  said  distributing  member, 
automatic  feed  means  for  the  lubricant  connected 
to  the  source  of  lubricant  supply,  a  pivotal  sup- 
port for  said  distributing  member  adapted  to  be 
fastened  to  the  side  of  a  rail,  and  adjustable  hold- 
ing means  engageable  with  said  distributing  mem- 
ber for  maintaining  the  same  in  the  desired 
swung  position  against  the  head  of  the  rail. 


2.016.975 
RAIL  FLANGE   LL^RICATOR 

Charles  Stern.  Jersey  City.  N.  J.,  assignor  to 
Ardco  Manufacturing  Company.  Hoboken,  N.  J., 
a  corporation  of  Delaware 

AppUcation  September  29.  1933.  Serial  No.  691,550 
24  Claims.     (CI.  184—3) 
1.  A  rail  flange  lubricator  comprising  a  bracket, 

means  for  adjustably  securing  the  bracket  against 
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one  side  of  the  web  of  a  rail,  a  distribuUng  pipe 
mounted  to  turn  on  said  bracket  and  having  a 
plurality  of  outlet  noazlea  extending  upwardly  for 


^    m    M    '■>  "  *-    jL»    J-  JK       ■«"      *" 

engagement  against  the  side  of  the  head  of  the 
rail,  suid  a  protector  plate  adjustably  mounted 
on  the  bracket  and  engaging  across  the  outer 
sides  of  said  nozzles  for  protecting  the  same. 


2.01C^76 

RAIL  FLANGE  LUBBICATOB 

Chaiies  Stern,  Jeraey   CHy.  N.   J^   aarignor    to 

Ardco  Mannfactarlng  Company,  Hoboken.  N.  J.. 

a  corporation  of  Delaware 

ApplicaUon  February  19,  1934,  Serial  No.  712.067 

14  Claims.     (CU  184 — 3) 


1.  A  rail  flange  lubricator  comprising  a  brack- 
et having  a  chambered  lower  portion,  means  for 
clamping  the  bracket  against  one  side  of  the  web 
of  a  rail,  supporting  means  adjustably  mounted 
on  the  outer  lower  portion  of  the  bracket  for 
direct  engagement  with  the  bsisc  of  the  rail  to 
support  the  bracket,  a  plurality  of  Independent 
nozzles  mounted  upon  the  bracket  In  communi- 
cation with  said  chamber,  and  a  protector  plate 
Independent  of  the  rail  mounted  on  the  bracket 
across  the  outer  sides  of  the  nozzles,  said  nozzles 
and  protector  plate  extending  above  the  bracket 
and  adapted  to  lie  against  the  side  of  the  head  of 
a  rail. 

2  016  9T7 
*      DIRECTION   RESPONSIVE   SYSTEM 
Henry  P.  Thomas,  Schenectady,  N.  Y.,  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 
AppUeaUon  December  1,  1931.  Serial  No.  578.406 
25  Claims.     ( CI.  33 — 204 } 


6.  In  combination,  a  source  of  periodically 
varying  voltage,  a  circuit  supplied  from  said 
source,  means  responsive  to  a  magnetic  field  for 
rendering  the  wave  form  of  said  voltage  unsym- 
metrical  comprising  a  reactance  device  having  a 
permeable  core  member  adapted  to  be  threaded 
by  the  flux  of  said  field  and  provided  with  a  sta- 
tionary winding  connected  to  said  circuit,  a  direct 
current  electroresponsive  device  and  means  re- 
sponsive to  said  unsymmetrical  voltage  condition 
for  energizing  said  device. 

11.  In  combination,  a  circuit,  means  for  8Ui>- 
plylng  said  circuit  with  a  periodically  varying 
current,  means  responsive  to  a  magnetic  field  op- 
eraUvely  connected  with  said  circuit  for  effect- 


ing a  variation  in  an  electrical  characteristic  of 
said  circuit,  means  comprising  a  non-linear  re- 
sistance in  said  circuit  for  producing  a  direct 
current  component  in  said  circuit  as  a  result  of 
said  variation,  and  a  device  connected  to  said 
circuit  and  energized  responslvely  to  said  direct 
current  component. 


2,016.978 

ELECTRIC  GAUGE 

Henry  P.  Thomas,  Schenectady.  N.  Y..  assignor 

to  Creneral  Electric  Company,  a  corporation  of 

New  York 

Application  December  1,  1931.  Serial  No.  578,407 

15  Claims.     (CI.  177—351) 


1.  A  measuring  device  comprising  a  movable 
gauging  member,  an  electric  circuit,  means  for 
supplying  a  periodically  varying  voltage  to  said 
circuit,  means  responsive  to  movement  of  said 
member  for  effecting  an  unsymmetrical  variation 
in  wave  form  of  said  voltage,  and  indicating 
means  responsive  to  said  voltage  variation. 


2.016.979 

MILK  CAN  COVER 

Egbert  A.  Wilson.  Hay  field,  Minn. 

AppUcaUon  October  25.  1934,  Serial  No.  749.970 

1  Claim.     (CI.  220 — 44) 


A  cover  for  a  receptacle  having  a  mouth  open- 
ing having  a  straight  wall  and  a  straight  up- 
wardly and  outwardly  fiarlng  surrounding  lip. 
comprising  a  top,  a  straight  fiange  extending 
down  from  the  top  to  enter  said  mouth  open- 
ing, a  straight  upwardly  and  outwardly  flaring 
flange  surrounding  the  top  to  engage  the  inner 
surface  of  said  Up.  said  fiange  being  of  greater 
length  than  the  lip  and  projecting  above  the  top 
edge  of  the  same,  and  said  outwardly  and  down- 
wardly extending  fianges  having  merging  In- 
pressed  areas  extending  throughout  their  lengths 
to  maintain  an  air  passageway  between  the 
flanges  and  the  mouth  opening  wall  and  Up  and 
extending  throughout  the  lengths  of  the  latter. 


2.016.980 
CONTAINER 
Charies  S.  Baron.  Tiffin.  Ohio 
1      Application  October  6.  1933.  Serial  No.  692,525 

7  CUims.     (CI.  65—60) 
'       1.  The  combination  with  a  hollow  container 
I   having  a  mouth  defining  rim,  of  a  sUdable  cover 
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including  a  depending  skirt  comprising  a  pre- 
hensile flanged  portion  extending  substantlaUy 
half  way  around  the  periphery  of  the  skirt,  the 
remaining  portion  of  the  skirt  being  formed  with 

1      ^- f iZ 


a  resilient  Up  having  inclined  sides  tapered  off 
adjacent  the  ends  of  the  flange  portion  whereby 
to  permit  the  cover  to  be  slid  transversely  across 
the  top  of  the  container  to  bring  the  lip  into 
automatic  locking  engagement  with  the  rim. 


2,016,981 
SHEET  METAL  FORMING   MACHINE 
Henry  A.  BerUncr  and  Christian  De  Boer,  Wash- 
ington. D.  C,  assignors  to  The  Engineering  and 
Research  Corporation,  a  corporation  of  District 
of  Columbia 

AppUcaUon  April  4,  1932,  Serial  No.  603.096 
Renewed  Angust  16.  1935 
11  Claims.     (CI.  153—16) 


1.  A  machine  of  the  character  described  in- 
cluding a  support  for  the  material  to  be  operated 
upon,  a  member  engageable  with  the  material  for 
turning  a  flange  thereon,  and  means  for  clamp- 
ing the  material  onto  the  support  as  the  flange 
is  being  turned  and  guiding  the  flange,  said 
means  including  an  arm  pivotally  mounted,  an 
extension  depending  from  the  arm.  and  a  mem- 
ber detachably  connected  to  the  extension. 


2016.982 
MAGNETOELECTRIC  MACHINE 
WiUiam  Bradford,  Hampstead,  London,  England, 
a-Hsignor    to    Wico    Electric    Company,    West 
Springfield,  Mass..  a  corporation  of  Massachu- 
setts 
Application  October  6.  1934.  Serial  No.  747.216 
In  Great  Britain  February  1.  1933 
4  Claims.     (CI.  123—149) 
1.  A    magneto-electric    machine    for   internal 
combustion  engines  comprising  a  drive  shaft,  a 
stator  member  provided  with  a  bore  or  aperture 
having   a   bearing   fit   upon   a   boss   on    the   en- 
gine  and   being   adjustable   rotatlvely   with   re- 
spect to  said  drive  shaft  to  advance  or  retard 
the  timing,  a  rotor  member  mounted  upon  an 
integral   extension   of    said   drive   shaft,   spring 


urged  means  for  retaining  the  rotor  member  In 
operative  position  upon  said  shaft,  and  Inter- 


rupter mechanism  operated  by  a  cam  member 
formed  In  said  Integral  extension. 

2  016  983 

DEVICE  FOR  LTNDERGROUND  WATERING 

AND  FERTILIZING 

Dayion  S.  Bmce,  Amarillo.  Tex. 

Application  October  19,  1934,  Serial  No.  749,112 

7  Claims.     (CL  47—49) 
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1.  A  hydrauUc  fertilizer  distributor  comprising 
an  outer  cyUnder  having  an  opening  at  each  end. 
a  sleeve  within  the  cyUnder  dividing  the  same 
into  an  inner  and  outer  mixing  chamber,  said 
sleeve  provided  with  a  free  unimpeded  passage  on 
the  opposite  sides  of  the  middle  thereof  forming 
a  communication  between  the  inner  and  outer 
chambers,  a  valve  controlled  inlet  connected  to 
one  end  of  the  outer  cyUnder,  and  an  earth 
piercing  tube  connected  to  the  other  end  of  the 
outer  cylinder. 

2.016,984 

PUMP  LOCKING  DEMCE 

Conrad  R.  Buchet.  Long  Beach.  Calif.,  assignor  to 

Repeal  Brass  Mfg.  Co..  Los  Angeles.  Calif. 

AppUcaUon  January  25.  1933,  Serial  No.  653,522 

3  Claims.     (CI.  103—28) 


1.  In  a  dispensing  unit  including  a  fluid  con- 
tainer, a  pump  structure  comprising  a  cylinder 
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and  piston  mounted  in  said  container,  said  cyl- 
inder and  piston  having  holes  adapted  to  come 
into  alignment,  flow  control  mechanism  for  the 
ptimp  comprising  a  bell  crank  pivoted  to  the 
wall  of  the  cylinder,  a  float  cup  secured  to  one 
arm  of  said  crank,  a  latch  element  at  least  in 
part  carried  by  the  other  arm  of  said  crank,  said 
latch  element  adapted  to  engage  said  holes  when 
aligned  when  the  fluid  in  said  container  falls  be- 
low a  certain  level,  and  a  spring  interposed  be- 
tw^een  said  second  mentioned  arm  and  cylinder 
and  tending  to  mamtain  said  latch  disengaged 
from  said  piston  hole. 


2.016,985 

LETTERING  GUIDE 

Gnsiaf  Cmrlson,  S«7TiUe.  Lonf  IsUnd.  N.  Y. 

Application  May  24.  19S5.  Serial  No.  23.322 

3  Claims.     (CI.  33—110) 
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1.  A  lettering  guide  Including  a  pair  of  par- 
allel spaced  transparent  bars  having  scales  at 
their  adjacent  straight  edges,  the  upper  of  said 
bars  undercut  or  recessed  in  its  lower  face  and 
containing  parallel  lines  extending  substantially 
throughout  the  length  thereof. 


2.016.986 
PLASTER  AND  THE   LIKE 
Gerald  Otley  Case,  Sevenoaks.  England,  assirnor, 
by  mesne  assignments,  to  Carbo  Piaster  Lim- 
ited. Westminster,  England 
No  Drawing.    Application  August  13,  1932,  Serial 
No.  628,769.    In  Great  Britain  August  18.  1931 

2  Claims.  (CI.  106—24) 
1.  A  ready-for-use  cfmentitious  mixture  in  the 
form  of  a  dry  powder  Including  calcium  carbonate 
dried  by  heating  but  not  above  600'  C.  and  of  a 
fineness  to  pass  through  e  sieve  having  50  meshes 
per  linear  inch,  but  not  so  fine  that  all  passes 
through  a  200  mesh  sieve,  and  calcium  hydrate 
obtained  by  adding  to  the  oxide  from  which  the 
hydrate  Is  formed  only  that  amount  of  water 
content  to  chemically  combine  with  the  oxide  in 
the  proportions  of  about  4  to  1  by  weight  of  car- 
bonate to  hydrate. 


2.016.987 
MOWING   MACHINE 

Marion  Elizabeth  Cheadle.  Auckland. 

New  Zealand 

Application  December  8,  1933.  Serial  No.  701.525 

1  Claim,     (a.  56 — 294) 

In  a  mowing  machine  of  the  type  specified,  the 
combination  with  a  pivoted  carrier  of  a  reversible 
blade  having  opposed  toothed  edges,  a  strip  of  rub- 
ber arranged  directly  on  the  carrier  beneath  the 
blade  so  as  to  provide  a  cushioned  support  for  the 
blade,  said  blade  having  its  operating  toothed 
edge  projecting  beyond  the  carrier  and  strip 
and  adapted  to  cooperate  with  the  rotary  cutter  of 
a  mowing  machine,  a  relatively  narrow  and  elon- 
gated clamping  bar  arranged  on  top  and  medially 
of  the  blade  and  having  its  marginal  edges  spaced 
from  the  toothed  edges  of  the  blade,  and  de- 


tachable feistening  devices  engaging  the  opposite 
ends  of  the  bar,  the  strip,  the  blade  and  the  car- 


rier  for    releasably    securing    the    parts   to   the 
carrier. 


2.016.988 
CONTAINER  FOR  BOTTLES  AND  LIKE 
VESSELS 
Jack  M.  Cross.  New  York,  N.  Y..  assignor  to  Con- 
tinental Can  Company,  Inc.,  New  York,  N.  Y., 
a  corporation  of  New  York 
AppUcation  September  6.  1934.  Serial  No.  742,982 
1  Claim,     (a.  206 — 46) 
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A  container  for  enclosing  a  flat  bottle  or  like 
vessel  having  a  neck  portion  and  a  closure  cap  to 
which  is  attached  a  revenue  stamp,  comprising 
parallel  side  walls  spaced  to  receive  the  bottle 
flatwise  therebetween,  a  metal  strip  extending 
around  the  bottle  and  joined  to  the  peripheral 
edge  portions  of  said  parallel  side  walls  by  double 
seaming,  said  strip  having  the  ends  thereof 
joined  by  a  side  seam  so  as  to  provide  a  project- 
ing tearing  strip  disposed  adjacent  one  shoulder 
of  the  bottle,  said  strip  being  scored  along  lines 
parallel  and  adjacent  the  double  seam  and  ex- 
tending from  said  seam  joining  the  ends  of  the 
strip  substantially  to  the  other  shoulder  of  the 
bottle,  so  that  said  strip  may  be  torn  away  in  a 
region  extending  from  one  shoulder  to  the  other 
to  permit  the  removal  of  the  bottle,  said  strip  in 
the  region  of  the  closure  for  the  bottle  having  an 
opening  therethrough  so  that  the  revenue  stamp 
may  be  viewed  without  rupturing  the  container. 


2.016  989 
TARGET 

Ludovic  Plgnatelli  d'Aragon,  Nice.  France 
Application  Mav  14.  1934.  Serial  No.  725.661 

3  Claims.      (CI.  124—17) 

1.  A  frangible  target  comprising  a  disc,  a  raised 

portion  deflning  an  annular  shoulder  on  said  disc. 

and  an  annular  base  abutting  the  lower  periphery 

of  said  d?sc,  the  upper  surface  of  said  base  form- 
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Ing  with  the  periphery  of  the  disc  a  recess  for 
the  reception  of  the  throwing  element  of  a  trap. 
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said  recess  being  in  a  plane  between  the  upper  and 
lower  surfaces  of  the  disc. 


belt  adapted  to  make  contact  with  said  filtering 
medium  and  roll  means  adapted  to  feed  the  fil- 
tering medium  from  the  roll  and  support  said 
filtering  medium  and  endless  belt  in  a  sinuous 
path  between  said  inlet  and  outlet  openings  of 
said  casing. 

2.016,992 

AIR  FILTER 

Lewis  L.  DolUnger,  Rochester.  N.  Y..  assignor  to 

Staynew  Filter  Corporation,  Rochester,  N.  \. 

Application  October  26.  1932.  Serial  No,  639.669 

4  Claims.     (CI.  183—71) 


2,016.990 

DETACHABLE   CROTCH   GIRDLE 

Sam  Davis,  New  York,  N.  Y. 

AppUcation  May  7.  1935.  Serial  No.  20,249 

1  Claim.     ICI.  2—43) 


A  form  fitting  girdle  of  elastic  material  having 
a  cut-out  crotch  at  the  front  and  rear  and  a 
detachable  crotch  piece  of  Inelastic  material 
adapted  to  fit  such  cut-out  crotch,  and  coopera- 
tive fastening  means  on  said  girdle  and  on  said 
crotch  piece  for  attaching  said  crotch  Piece  to 
said  girdle,  said  fastening  means  on  said  girdle 
including  an  inelastic  tape  along  the  sides  of  the 
cut-out  crotch,  said  girdle  being  provided  with 
selvage  edges,  and  two  opposite  edges  of  the  de- 
tachable crotch  piece  being  provided  with  selvage 
edges  adapted  to  form  a  continuation  of  the  sel- 
vage edges  of  the  leg  portion  when  m  position, 
the  Inelastic  fastening  tape  of  said  girdle  hold- 
ing the  elastic  girdle  in  form  fitting  position  en- 
abling the  girdle  to  be  used  without  the  crotch 
piece. 

2.016,991 

AIR  FILTER 

Lewis  L.  DolUnger,  Rochester.  N.  Y..  assignor  to 

SUynew  Filter  Corporation.  Rochester.  N.  Y. 

Application  May  16,  1931,  Serial  No.  537,815 

4  Claims.     (CI.  183—62) 
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3  A  fUter  comprising  a  housing  open  at  the 
front  and  back  thereof,  a  Altering  medimn 
mounted  in  said  housing  intermediate  of  the  open 
front  and  back,  a  shutter  cooperating  with  said 
housing  at  the  back  thereof,  yielding  means  for 
operating  said  shutter  to  close  the  ©Pen  ba^k  of 
said  housing  and  fusible  means  associated  with 
said  yielding  means  for  releasing  said  shutter  to 
close  the  back  of  said  housing  on  the  passage  of 
air  into  the  housing  having  a  predetermined  high 
temperature. 

2.016.993 

AIR  FILTER 

Lewis  L.  DolUnger,  Rochester,  N.  Y.,  assirnor  to 

Stavnew  Filter  Corporation,  Rochester,  •>.  r. 

AppUclTuon  Oc..b.r''8.  .934   serial  No.  741,299 

8  Claims.     (CI.  183 — 71) 


1  In  a  filtering  mechanism  the  combination 
of  a  casing  having  an  inlet  and  an  outlet  open- 
ing   a  roll  of  filtering  medium,  an  endless  feed 


1  The  method  of  preparing  the  filtering  me- 
dium of  a  filtering  unit  which  consists  in  placing 
the  filtering  medium  against  a  reinforcing  screen, 
folding  the  longitudinal  edges  of  the  screen  in  one 
direction  over  the  longitudinal  edges  of  the  fil- 
tering medium  to  lock  the  filtering  medium  to  the 
screen,  then  folding  the  combined  edges  of  the 
filtering  medium  and  screen  in  the  opposite  di- 
rection so  as  to  hold  the  filtering  medium  ex- 
posed on  one  side  and  on  the  longitudinal  edges 
of  the  screen. 

4  A  tubular  filtering  unit  made  up  of  a  tilter- 
ing  medium  having  a  reinforcing  screen  on  one 
side  thereof,  a  pair  of  parallel  flanges  fornied 
along  the  edges  of  the  reinforcing  screen  with  a 
connection  at  their  inner  edges  so  as  to  form  an 
outwardly  opening  channel  between  these  flanges 
along  the  edges  of  the  screen  for  holding  the  fil- 
tering medium  over  the  longitudinal  edges  of  said 
screen  and  providing  sealing  means  at  each  end 
of  the  filtering  unit. 

2016.994 

COUPLING  DE\1CE  FOR  SECTIONAL 

CONVEYERS 

William  B.  Fleming,  Columbus.  Ohio,  assignor  to 
The  Jeffrey  Manufacturing  Company,  a  corpc- 
ration  of  Ohio  .  ^       _^^  ^„^ 

Application  June  7,  1934.  Serial  No.  729.526 

11  Claims.     (CI.  198—204) 
1.  In  an  apparatus  of  the  class  described,  a 

pair  of  conveyer  frames  operatively  disposed  in 
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end  to  end  relation  and  including  side  walla  hav- 
ing end  faces  disposed  in  abutting  relation,  com- 
bined aligning  means  and  securing  means  for 
the  adjacent  ends  of  said  frames  for  holding 
the  same  rigidly  in  predetermined  position,  said 
combined  means  comprising  members  fixed  to 
the  outer  faces  of  the  side  walls  of  one  frame 
and  adapted  to  overlap  the  end  of  the  side  walls 


50-I  C 


of  the  other  frame,  members  secured  to  the  outer 
faces  of  the  side  walls  of  the  second  mentioned 
frame  adjacent  the  abutting  end  thereof,  and 
tensionable  bolts  having  their  shanks  extending 
through  one  of  said  members  and  being  swing - 
ably  connected  at  their  other  ends  to  said  mem- 
bers on  the  other  frame  to  permit  disengagement 
of  said  other  ends  therefrom. 


2.016.995 

SAFETY  RAZOR  BLADE  HOLDER 

Awakl  R.  Frits,  Michigan  Clij,  Ind. 

AppUcation  February  4.  1935.  Serial  No.  4.929 

1  Claim,     (a.  aO— 101) 


J»4  ^ 


A  holder  of  the  character  described  comprising 
a  pair  of  plates  forming  clamping  cheeks,  pivot 
eyes  formed  on  one  of  said  plates,  a  web  portion 
on  the  other  plate  and  angled  outwardly  there- 
from, an  outwardly  arched  bridge  bent  at  an 
angle  from  said  web  portion  and  having  terminal 
pivot  ears  engaged  in  said  eyes  for  swingingly 
connecting  the  plates  with  each  other,  a  leaf 
spring  extension  formed  on  the  plate  having  the 
eyes  and  engageable  with  the  arched  bridge  for 
sustaining  the  plates  together  or  separated  from 
each  other,  studs  struck  from  one  of  said  plates 
and  seated  in  the  other  plate  when  both  plates 
are  together  for  the  holding  of  a  safety  razor 
blade  between  the  latter  and  means  for  fitting 
with  the  eyes  and  constituting  a  handle. 


2.016.996 

-    BRICK  AND  TILE  KILN 

Alois  Habla,  Handsworth,  Birmingham. 

England 

AppUcaUon  September  25.  1934.  Serial  No.  745.469 

In  Great  Britain  September  27.  1933 

6  Claims.     (CI.  25—134) 

/  «       a 


ff     J  J  9    ^ 

1.  A  brick  or  tile  kiln  having  an  arrangement  of 
division  walls  forming  chambers,  a  plurality  of 
zig  zag  firing  circuits  through  the  chambers  parti- 


tioned by  said  division  walls,  and  grates  combined 
with  the  division  walls  on  which  fuel  Ls  supported 
out  of  contact  with  the  goods  under  treatment  in 
the  chambers. 

2.016.997 
DRAINING  COCK 
Frits  Hartke.  Berlin -AltgUenieke.  Germany,  as- 
signor to    Saurcschnts-Geseilschaft  m.  b.  H., 
Berlin -AltgUenieke.  Germany 
AppUcaUon  BCay  24.  1933.  Serial  No.  672.679 
In  Germany  Biay  24.  1932 
4  Claims.     (CL  277—24) 


1.  In  a  vsJve.  the  combination  of  a  body,  a  valve 
seat  with  valve  passages  arranged  in  said  body, 
an  apertured  elastic  valve  disk  flexedly  mounted 
adjacent  said  valve  seat  so  as  to  close  and  seal  said 
passages  when  forcibly  moved  but  adapted  to  move 
away  from  said  seat  by  its  elasticity  and  flexed 
mounting,  and  means  for  moving  said  valve  disk 
axlally  into  engagement  with  said  seat. 

2.016.998 
STRAIGHT  WAY  COCK 
Frits  Hartke.  Berlin -AltgUenieke.  Germany,  as- 
signor  to    Sanreschnts-Gesellscluift  m.  b.  IL, 
BerUn- AltgUenieke.  Germany 
AppUcaUon  September  15.  1933.  Serial  No.  689.672 
In  Germany  Angnst  3.  1933 
7  Claims.     (O.  251—24) 
t 


3.  In  a  valve,  a  casing  comprising  a  pair  of 
threadedly  connected  parts,  a  valve  seat  with 
valve  passages  arranged  in  one  part  of  the  casing, 
an  elastic  valve  disk  secured  to  said  part  adja- 
cent said  seat  and  adapted  to  move  away  from 
said  seat  by  its  elasticity,  a  sleeve  carried  by  the 
other  part  of  the  casing  and  arranged  to  abut  said 
disk  at  one  end,  a  resilient  ring  carried  by  said 
other  part  in  abutting  relation  with  the  other 
end  of  said  sleeve,  and  means  carried  by  said 
other  part  for  actuating  said  sleeve  to  move  said 
disk  against  said  seat. 

2.016.999 

AUTOMATIC  CLUTCH  CONTROL 

APPARATUS 

Edward   G.   HiU.  Chicago.  111.,   assignor  to  Hill 

Engineering    CorporaUon.    Riclunond,    Va..    a 

corporation  of  Virginia 

AppUcaUon  April  29.  1933,  Serial  No.  668,657 
20  Claims.     (O.  192—01) 

1.  Motor  vehicle  control  apparatus  comprising 
a  power  device  connected  to  the  motor  vehicle 
clutch,  control  means  for  rendering  the  power 
device  operative  to  move  the  clutch  elements  to 
inoperative  position  and  for  releasing  the  clutch 
elements  for  return  movement  toward  engaged 
position,  and  unitary  means  having  portions  re- 
spectively automatically  operative  for  checking 
the  movement  of  the  clutch  elements  as  they 
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reach  substantiaUy  the  point  of  Initial  engage- 
ment and  for  subsequently  releasing  the  clutch 


tion  having  score  lines  adjacent  one  end  there- 
of forming  a  rip  strip,  a  collar  disposed  wOhin 
said  body  so  that  the  upper  end  extends  above 
the  lower  score  line,  said  collar  being  formed 
from  a  strip  having  the  ends  thereof  abutted  so 
that  said  collar  is  of  uniform  diameter  through- 
out the  entire  extent  of  the  collar,  said  collar 
being  dimensioned  so  as  to  fricUonally  contact 
with  the  inner  wall  of  the  container  whereby  said 


te    <5 


elements  for  controlled  movement  into  operative 
engagement. 

2.017.000  ^„   ^„ 

SILICON  CARBOXYLATE  AND  PROCESS  OF 

MAKING  THE  SAME 
Anton    Hintermaier.    Dusseldorf,    ^^^^^..^ 
signer  to  Henkel  &  Cle..  G.  m.  b.  H..  Dusseldorf, 

No^lrJX.    AppUcaUon  March  23.  1933    Serial 
No.  662,391.    In  Germany  April  22,  18JZ 
6CUams.     (CL  260— 112)   ^     ^  ^^ 

3    A  silicon  carboxylate  of  an  acid  selected  from 
the  group  consisting  of  hydroaromatic  acids  con- 
taining at  least  7  carbon  atoms  in  the  molecule 
and  fatty  acids  containing  at  least  6  carbon  atoms 
in  the  molecule. 

2.017,001  ^^^^ 

FLEXIBLE  COUPLING  FOR  VEHICLE  BOGIES 
^rn^Leopold  Ranfuriy  Hocking.  Wellington. 

New  Zealand 

AppUcaUon  April  10.  1934^  Serial  No.  719,965 

In  New  Zealand  May  4.  1933 

5  Claims.     (CI.  280— 124) 


collar  is  held  withm  the  container,  one  of  said 
abutted  ends  of  the  collar  having  a  projecting 
porUon  adapted  to  fit  within  a  recess  formed  m 
the  other  end  of  the  coUar  strip,  said  projecting 
portion  and  recess  being  shaped  so  as  to  prevent 
separation  of  the  ends  or  lateral  movement  of 
one  end  relative  to  the  other  in  an  endwise  di- 
rection and  a  fused  metal  bond  for  securing  said 
interengaging  portions  together. 


2.017.003 
ART  OF  ELECTRIC   ARC  WELDING 
Walter    Reginald    Hume,    Melbourne,    Victoria, 
AnstraUa,  assignor  to  Hume  Steel  Limited.  Mel- 
bourne. Victoria,  AustraUa  

AppUcation  January  2.  1935.  Serial  No.  130 

In  Australia  August  21.  1934 

19  Claims.     (CI.  219—8) 


1    In  a  vehicle  having  a  chassis,  the  combina- 
tion  of  side   beams   provided   with   Journals   at 
their  ends,  means  for  medially  connecting  the 
beams  to  the  chassis,  a  pair  of  parallel  tandem 
axles   provided  with   wheels   and   housings   and 
parallel  linked  connections  pivotally  connecting 
the  ends  of  each  axle  housing  to  the  correspond- 
ing ends  of  the  side  beams,  each  link  including 
a  ring -like   member  pivotally  mounted    n  said 
link  and  in  alignment  with  the  fdjacent  journal 
of  the  side   beams   and  supported  on  the   axle 
housing    and  each  link  provided  with  a  bearing 
for  receiving  the  journals  whereby  the  axles  may 
move  laterally  of  the  chassis. 

2,017.002 
METAL  CONTAINER 
William  W.  Hodgson,  Chicago,  lU..  assignor  to 
Continental   Can   Company.   Inc..    New    York, 
N  Y..  a  corporation  of  New  York 
AppUcaUon  January  9,  1933.  Serial  No.  650.926 
1  Claim.     (CI.  220—54) 
A  metal  container  comprising  a  body  portion, 
an  end  secured  thereto  by  seaming  said  body  por- 


10  In  electric  arc  welding  apparatus  the  com- 
bination with  means  for  effecting  relative  move- 
ment between  a  welding  electrode  and  a  work 
piece,  of  means  for  reciprocating  said  work  piece 
during  such  relative  movement  along  the  line 
of  said  relative  movement  in  order  to  cause  the 
molten  metal  to  be  reciprocated  longitudinally  of 
the  crater  in  the  work  piece  so  that  it  repeatedly 
passes  the  arcing  tip  of  the  electrode. 

19  The  improvement  in  the  art  of  electric  arc 
welding  which  consists  in  causing  molten  metal 
to  reciprocate  or  oscillate  in  the  crater  of  the 
work  piece  so  that  it  travels  back  and  ^orth  along 
the  line  of  the  joint  being  formed,  whereby  the 
work  piece  is  exposed  to  the  direct  influence  of 
the  arc  to  obtain  increased  penetration,  the 
molten  metal  is  prevented  from  overheating,  and, 
at  or  during  each  change  in  direction  of  its  travel, 
the  molten  metal  automatically  receives  Ppsitive 
agitation  that  results  in  the  escape  of  undesired 
gases  or  entrapments  therefrom. 


2  017.004  ^^^ 

SULPHURIC  ACID  DERH  ATnT!  OF  ORGANIC 

SULPHLTR  COMPOITVDS 
Alfred  KirsUhler.  Dusseldorf.  and  Wilhelm  Jakob 
Kaiser      Dusseldorf-Benrath,     Germany,     as- 
signor^ to  the  firm  Henkel  &  Cle.  GeseUschaf t 
mit    beschrankter   Haftung,   Dusseldorf,    Ger- 

'    No^Dra^wing.    Application  October  25.  1933,  Serial 
1       No   695.214.    In  Germany  November  18,  Vdze. 
6  Claims.     (O.  260—99.12) 

I       1    The   process   for   the   manufacture   of  sul- 
\  phuric  acid  derivatives  of  organic  sulphur  com- 
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pounds,  which  comprises  reacting  an  organic 
sulphide  of  the  general  formula  R.S.R'  in  which 
formula  R  means  an  organic  radical  selected 
from  the  group  consisting  of  aliphatic  and  cyclo- 
aliphatic  radicals  having  at  least  8  carbon  atoms 
and  in  which  R'  means  a  lower  aliphatic  alkyl 
radical  and  which  sulphide  is  substituted  by  at 
least  one  reactive  group  selected  from  the  group 
consisting  of  double  bonds  and  hydroxyl  radicals, 
with  oxygen-liberating  per-compounds,  and  re- 
acting the  products  oxidized  at  the  sulphur  atom 
with  sulphating  agents. 

6.  The  sulphatlon  product  of  an  organic  sul- 
phone  corresponding  to  the  general  formula 
R — SCh — R'.  in  which  R  denotes  an  organic  radi- 
cal selected  from  the  group  consisting  of  aliphatic 
and  cycloaliphatlc  radicals  having  at  least  8  car- 
bon atoms.  R'  denotes  a  lower  aliphatic  alkyl 
radical,  and  which  suiphone  is  substituted  in  one 
of  the  radicals  by  a  reactive  group  selected  from 
the  group  consisting  of  double  bonds  and  hy- 
droxyl radical=:. 


2.017.005 

CONVEYING  AND  LOADING  MECHANISM 

Nils  D.  Leyin.  Cohunbos.  Ohio,  aaslgnor  to  The 

Jeffery    Manafactniing    Company,    Columbos. 

Ohio,  a  corporation  of  Ohio 

AppUcation  November  17.  1931.  SeHal  No.  575.621 

9  Claims.     (CI.  198 — 8) 


1.  Apparatus  of  the  class  described  comprising 
a  receiving  conveyor  having  an  elongated  frame 
and  on  a  side  of  the  frame  a  longitudinally  ex- 
tending rail  having  an  outer  lateral  guide  sur- 
face, a  side  gathering  conveyor  comprising  a 
frame  adapted  to  move  along  the  receiving  con- 
veyor in  substantially  rectangular  relation  there- 
to to  discharge  thereto,  means  comprising  a 
winding  drum  on  the  gathering  conveyor  frame 
for  so  moving  said  gathering  conveyor  smd 
means  on  the  rear  portion  of  said  gathering  con- 
veyor horizontally  pivotal  on  and  movable  along 
said  rail  to  maintain  the  operative  relation  of  the 
gathering  conveyor  to  the  receiving  conveyor. 


of  the  air  in  the  bag  increases,  and  means  for 
connecting  said  reciprocating  arm  to  said  dome 


whereby  said  reciprocating  arm  is  moved  back 
and  forth  as  the  dome  is  actuated. 


2.017.007 

PACKING  MEANS 

Wilhelm  Uedle.  Cannstatt.  Germany,  assignor,  by 

mesne  aasicnraents,  to  Detroit  Gasket  &  Mfg. 

Co..  Detroit.  Mich.,  a  corporation  of  Michigan 

AppUcation  Jane  4.  1930.   Serial  No.  459.165 

In  Germany  November  13,  1929 

1  aaim.     (CI.  288—1) 

A  gasket  comprising  a  metal  layer  and  substan- 
tially coextensive  cushion  material  layers  on  op- 
posite sides  thereof,  said  metal  layer  having  a 
multiplicity  of  closely  spaced  projections  struck 
out  from  opposite  sides  thereof,  embedded  in  said 
cushion  material  layers  and  having  their  ends 
bent  over  to  lie  within  the  plane  of  the  surface 
thereof,  forming  metallic  barriers  substantially 
throughout  the  entire  area  of  the  gasket,  said  pro- 
jections being  arranged  in  longitudinal  and  trans- 
verse rows  extending  at  substantially  right  angles 
to  each  other,  the  projections  in  a  longitudinal 
row  being  all  struck  to  extend  on  the  same  side  of 
the  sheet,  and  alternate  longitudinal  rows  having 
the  projections  extending  from  opposite  sides  of 
the  sheet,  the  projections  of  each  transverse  row 
extending  alternately  from  opposite  sides  of  the 
sheet. 


2017.006 
PULSE  ACTUATED   SWITCH 

Frank  Liberson.  Brooklyn.  N.  Y. 

AppUcation  July  5,  1934,  Serial  No.  733,878 

4  Claims.     (CI.  200 — 83) 

1.  A  pulse  actuated  switch,  including  a  switch 
arm,  means  for  normally  holding  the  swl'ch  arm 
in  an  open  position,  a  reciprocating  arm  adapted 
to  engage  and  move  said  switch  arm  to  closed 
position,  a  pneumatic  bag  adapted  to  be  placed 
around  part  of  the  body  of  a  person,  means  for 
clamping  the  bag  against  the  person  so  that  the 
impulses  of  the  pulse  will  vary  the  density  of 
the  air  in  the  bag,  said  bag  having  a  resilient 
dome  adapted  to  become  enlarged  as  the  density 


2,017008 
DIRECT  WARPING 
Henry    J.    Loncteaux.    Joseph    F.    Norton,    and 
Lawrence   W.    GrifBs,   Tonawanda.    N.   Y.,   as- 
signors to  Van  Raalte  Company,  North  Tona- 
wanda. N.  Y. 
AppUcation  June  8.  1933.  Serial  No.  674.938 

6  Claims.  (CI.  28—51) 
1.  In  a  direct  warping  mechanism  a  creel,  cones 
of  thread  mounted  upon  the  creel,  a  frame  struc- 
ture, a  beam  mounted  on  the  frame,  means  for 
rotating  the  beam,  threads  extending  from  the 
cones  to  the  beam  and  being  wound  thereon  to 
form  a  warp  upon  rotation  of  the  beam,  an  elec- 
trode bar  extending  outwardly  from  said  creel 
and  comprising  the  open  ends  of  an  electrical 
circuit,  drop  wires  surrounding  said  electrode 
bar  and  each  supported  by  one  of  said  threads, 
manually  operable  means  for  starting  and  stop- 
ping the  beam  rotation  mounted  on  said  frame 
and  a  switch  bar  mounted  on  said  frsune  extend- 
ing longltudinaUy  thereof  having  operative  en- 
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gagement  with  said  manually  operable  means  for 
automatically  operating  the  same  to  stop  rotation 
of  the  beam,  and  electrical  means  normally  pre- 
venting the  operation  of  said  manually  operable 


means  by  said  switch  bar  and  energizable  by  elec- 
trical contact  of  said  wire  and  said  electrode  bar 
to  release  the  switch  bar  for  operating  said 
manual   means. 


2.017.009 

INJECTION   APPARATUS   FOR   FUEL  FOR 

INTERNAL   COMBUSTION  ENGINES 

WiUiam  Douglas  Marchant.  Liege.  Belgium,  and 

Robert   Neil    Stewart,   Klnlochmoidart,    Glen- 

flnnan.  Scotland  ».«„„. 

AppUcation  December  21.  1932.  Serial  No.  648.294 

In  Great  Britain  February  18.  1932 

19CUims.     (CI.  299— 107.2) 


of  Its  reciprocatory  movement,  Inking  means  co- 
operating with  the  cyUnder  and  means  to  sepa- 
rate cylinder  and  impression  surface  during  one 
phase  of  the  reciprocation  of  the  former. 

2,017.011 
METHOD   OF  MANUFACTURING  ELECTRIC 

RESISTANCES 
Wilfried    Meyer,    Berlin -StcgUti.    Germany,    as- 
signor   to    Patcnt-Treuhand-Gesellschaft    fur 
Elektrische    Gluehlampen    m.    b.    H.,    Berlin, 
Germany  ,      .^-  ^_^ 

AppUcation  December  21,  1934,  Serial  No.  758,670 
In  Germany  August  2,  1933 
7  Claims.     (CI.  201—76) 


17.  Fuel  Injection  apparatus  for  an  internal 
combustion  engine,  including  a  pump,  and  an  out- 
let valve  from  the  pump  in  conjunction  therewith 
In  combination  with  a  fuel  supply  valve  controlling 
the  supply  of  fuel  to  said  pump  and  a  single  elec- 
tromagnet both  to  operate  said  pump  and  con- 
trol said  supply  valve. 


2,017.010 
PRINTING   PRESS 
Charles  A.  Meisel,  MUton.  and  George  R.  Williams, 
BrookUne,  Mass..  assignors  to  Meisel  Press  Man- 
ufacturing Company,  Boston.  Mass..  a  corpora- 
tion of  Massachusetts  „„  a,,* 
AppUcation  May  4.  1934,  Serial  No.  723,850 
13  Claims.     (CI.  101—212) 


1  A  web  press  comprising  a  plate  cylinder, 
means  for  reciprocating  the  same  through  a 
stroke  substantially  equivalent  to  a  single  revolu- 
tion of  the  cylinder,  an  impression  surface  over 
which  the  web  is  trained  and  in  opposition  to 
which  the  cylinder  moves,  rack  and  pinion  means 
in  fixed  relation  to  the  cylinder  arranged  to  re- 
volve it  in  the  same  direction  during  both  phases 


1  In  the  method  of  manufacturing  resistance 
bodies  consisting  of  sintered  uranium  dioxide,  the 
step  which  consists  in  exposing  a  body  of  uranium 
dioxide  to  a  temperature  of  at  least  200°  C.  in  a 
non -oxidizing  atmosphere  having  a  slight  partial 
pressure  of  oxygen,  the  said  partial  pressure  of 
oxygen  being  less  than  is  needed  for  changing 
the  stage  of  oxidation  of  the  uranium  dioxide. 

2.017,012 

DOOR  STRUCTURE 

David  H.  Morgan,  Youngstown,  Ohio,  assignor  to 

Truscon  Steel  Company.  Youngstown,  Ohio,  a 

corporation  of  Michigan  ««««,„ 

AppUcation  July  5.  1932.   Serial  No.  620.912 

9  Claims.     (CI.  20—20) 


9.  A  counterweighting  mechanism  for  a  door 
that  is  raised  and  lowered  and  which  has  at  least 
a  portion  of  its  weight  supported  by  its  guide 
means,  said  counterweighting  mechanism  includ- 
ing a  sheave,  a  cable  fixed  to  the  door,  a  pulley  on 
said  cable,  an  upper  counterweight  directly  sus- 
pended from  said  pulley,  and  a  lower  counter- 
weight suspended  from  the  upper  weight  by  means 
which  permit  a  relative  sliding  of  the  weights 
after  the  lower  weight  reaches  the  limit  of  its 
travel. 

2.017.013 
FASTENER 

Wilhelm  Ohrstrom,  Stockholm,  Sweden,  assignor 
to  Aktiebolaget  Novitas.  Stockholm,  Sweden,  » 
corporation  of  Sweden 
AppUcation  March  24.  1933.  Serial  No.  662,617 
In  Sweden  July  4,  1931 
1  Claim.     (CI.  24—243) 
A  binding  clip  for  the  suspension  of  garments, 
comprising  a  pendent  loop  member,  a  pendent 
strap  member  in  overlying  relation  to  raid  loop 
member,   means   for   connecting   said   loop   and 
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Strap  members  together,  and  a  relatively  rigid 
tab  at  the  free  end  of  said  strap  member,  said 
tab  comprising  a  light  sheet  metal  plate  Imposed 
on  said  strap  member  and  a  rubber  covering  en- 
veloping  said  plate  and  the  end  of  said  strap 


member,  the  width  of  the  tab  being  greater  than 
the  width  of  the  free  end  portion  of  said  loop 
member,  the  clip  in  use  having  a  garment  por- 
tion inserted  through  said  loop  member  and 
overlying  the  face  of  said  tab  which  is  remote 
from  said  loop  member. 


2,017.tl4 
SPIRAL  FABRIC 

Clarence  E.  Ptnk,  Cambridge.  Md. 

AppUcaUon  May  4.  193S,  Serial  No.  19.858 

6  Claims.    (CL  245— 10) 


M.     /a 


1.  A  spiral  fabric  comprising  wire  coils  disposed 
with  their  axes  transversely  of  the  fabric  and 
with  the  convolutions  of  adjacent  coils  In  over- 
lapping intercurrent  relation,  cross  wires  cou- 
pling adjacent  coils,  and  a  chain  selvage  of  folded 
links  of  which  the  bights  of  one  engage  the  eyes 
of  the  next,  the  terminal  convolutions  of  the  coils 
passing  through  the  eyes  of  the  links,  and  the 
cross  wires  entering  the  bights  and  being  inter- 
locked with  the  terminal  convolutions  therein. 


Z.«17.015 
CAN  OPENING  AND  SPOUT  FORMING 
DEVICE 
WilUam  F.  Punte  and  Oliver  S.  Pease.  Syracuse, 
N.  T..  assignors  to  Continental  Can  Company, 
Inc.,  New  York,  N.  Y.,  a  corporation  of  New 
York 
Application  Febmary  16.  1934,  Serial  No.  711.591 
8  Claims.     (0.153—4) 
1.  A  can   opening  tuid  spout  forming   device 
comprising  a  cutting  means  for  cutting  the  can 
end  to  form  a  dispensing  opening  and  to  form 
within  the  cut  portion  a  blank  to  be  shaped  into 
a  pouring  spout,  means  for  lifting  the  blank  cut 
from  the  can  end.  and  means  for  shaping  said 


blank  into  a  pouring  spout  and  for  placing  said 


formed  spout  so  that  it  overhangs  the  double 
seam.  

2.017.016 

COIN-FREED  AMUSEMENT  APPARATUS 

Frank  James  Ralph,  Thorpe  Bay,  England 

AppUcation  December  6.  1934.  Serial  No.  756.315 

In  Great  Britain  December  12.  1933 

aClaisM.     (CI.  273— 119) 


f    ^ 


»*-o 


1.  An  amusement  apparatus  comprising,  a  ver- 
tical cabinet,  a  transparent  panel  in  said  cabinet, 
a   playing   surface   located  approximately  hori- 
zontal within   said  cabinet  so  as  to  be  visible 
through  said  transparent  panel,  said  playing  sur- 
face terminating  remotely  from  said  transparent 
panel  In  a  series  of  target  apertures,  a  series  of 
balls  for  plasrlng  individually  over  said  plajring 
surface,  a  resilient  deflector  located  on  said  play- 
ing surface   Intermediately  of   said   transparent 
panel   and   said   target    apertures,   ball    feeding 
means  to  bring  said  series  of  balls  to  the  level  of 
said  playing  surface,  a  hand-operated  device  to 
deliver  one  of  said  balls  at  a  time  on  to  said 
playing  surface,  a  horisontal  slot  in  said  cabinet 
below  said  transparent  panel,  a  hand -propelled 
multl-dlrectlonally    moimted   striker    accommo- 
dated slidably  in  said  horizontal  slot,  an  Inclined 
tray  located  within  said  cabinet  and  communi- 
cating with  some  of  said  target  apertures,  said 
inclined  tray  also  conmiunicating  with  said  ball 
feeding  means  whereby  a  ball  can  be  returned 
to  said  playing  surface  for  re-play,  and  a  second 
inclined  tray  within  said  cabinet  communicating 
with  others  of  said   target  apertures  and  also 
communicating  with  said  ball  feeding  means  to 
divert  a  ball  Jnto  the  "dead"  and  out  of  play 
position. 

2,017.017 
APPARATUS  FOR  DRYING  MOLDED  PULP 

ARTICLES 
Walter  H.  Randall.  Waterville.  Maine,  assignor, 
by  mesne  assignments,  to  The  Canal  National 
Bank  of  Portland.  Portland.  Maine,  a  national 
banking  association 
Application  Aognat  31,  1931.  Serial  No.  560,433 
9  Claims.     (CI.  34—12) 
1.  Apparatus  for  dle-dr3nng  a  molded  pulp  ar- 
ticle, comprising  an  Intermittently  moving  vac- 
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uum  die  on  which  the  article  to  be  dried  Is  held 
and  an  Intermittently  reciprocating  drying  die 
adapted  to  contact  the  article  held  on  said  vac- 
uum die,  timed  means  for  relatively  moving  said 


rr 


ri^- 


dies  to  ellect  such  contact,  an  intermittently 
swinging  die  for  thereafter  removing  the  dried 
article  from  said  vacuum  die.  and  means  for 
swinging  said  swinging  die  In  timed  relation  to 
the  operation  of  said  vacuum  and  drying  dies. 


2,017.018 

EDGE  CURLING  DEVICE 

Erik  Gunnar  Seastrom,  Easton.  Pa.,  assignor  to 

Individual      Drinking     Cup     Company,     Inc., 

Easton,  Pa.,  a  corporation  of  Pennsylvania 

AppUcaUon  October  23,  1934.  Serial  No.  749.672 

18  Claims.     (CI.  93 — 36) 


1.  A  device  of  the  character  described  for  curl- 
ing the  edge  of  a  container  Including  a  support 
for  the  container,  a  plunger  operable  in  the  sup- 
port, a  vertically  slidable  carriage,  means  for 
holding  the  carriage  normally  In  raised  position. 
means  for  lowering  the  carriage,  means  sup- 
ported by  the  carriage  and  adapted  to  be  en- 
gaged with  the  edge  of  the  rontalner  for  curl- 
ing the  same,  and  means  forming  a  part  of  the 
carriage  adapted  to  be  engaged  with  the  plung- 
er for  operating  the  plunger  to  raise  the  contain- 
er relative  to  its  support. 


2,017.019 
AUTOMATIC  BIAS  FOR  DECTECTORS  OF 
SUPERHETERODYNE   RECEIVERS 
Stuart  W.  Seeley.  Jackson,  Mich.,  assignor,  by 
mesne  assignments,  to  Radio  Corporation  of 
America,   New   York.   N.   Y..   a   corporation   of 
Delaware 

AppUcation  June  21.  1933.  Serial  No.  676,814 
1  Claim.     (CI.  250—20) 


In  superheterodyne  receiving  sets,  a  vacuum 
tube  oscillator  having  substantially  a  constant 
feed-back  coupling  tending  to  vary  the  oscillator 
voltage  directly  with  its  frequency  of  oscilla- 
tions, said  oscillator  having  a  control  electrode, 
a  cathode  and  an  anode,  a  resistance  in  the 
control  electrode -cathode  circuit  of  the  oscillator 
having  a  D.  C.  potential  drop  proportional  to  the 
voltage  In  said  circuit,  a  first -detector  tube  for 
rectifying  the  beats  produced  by  the  oscillator 
and  the  signal  frequencies,  said  detector  tube 
having  a  control  electrode,  a  cathode  and  an 
anode,  means  to  cormect  the  control  electrode 
and  the  cathode  of  said  first  detector  tube  re- 
spectively to  the  negative  and  positive  ends  of 
said  resistance  to  produce  a  negative  bias  on  the 
control  electrode  of  the  first  detector  tube  vary- 
ing directly  with  the  voltage  of  the  oscillator 
whereby  the  optimum  value  of  negative  bias  is 
automatically  produced  for  each  frequency  of 
oscillation. 

2,017,020 

NEGATIVE  BIAS  FOR  AUDIO  FREQUENCY 

AMPLIFIERS 

Stuari  W.  Seeley,  Jackson,  Mich.,  assign<v,  by 
mesne  assignments,  to  Radio  Corporation  of 
America,  New  York,  N.   Y.,  a  corporation  of 

AppUcation  September  30,  1933.  Serial  No.  691,577 
5  Claims.     (CI.  250—20) 


M:5QzrfZ3p- 


1,  In  superheterodyne  receiving  sets,  signal 
receiving  means,  an  oscillator  differing  in  fre- 
quency from  the  signal  by  a  desired  intermediate 
frequency  and  connected  with  said  means,  a  sec- 
ond detector,  an  audio  frequency  amplifier,  means 
to  connect  the  output  of  said  detector  to  the  audio 
frequency  amplifier,  and  means  to  rectify  the 
high  frequency  potential  of  said  oscillator  and 
Introduce  it  as  a  negative  bias  into  the  grid  cir- 
cuit of  the  audio  amplifier. 
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2.017.021 

BRIDLE  BIT 

Thomas  W.  Tepper,  Alturas,  Calif. 

AppUcaUon  April  18.  1935.  Serial  No.  17.106 

6  Claims.     (CL  54—7) 


0        " 


JV-^ 
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1.  A  bridle  bit  of  the  class  described  having 
cheek  pieces,  a  mouthpiece  bar  journaled  in  said 
cheek  pieces,  and  imperforate  enlargements  on 
the  mouthpiece  bar  continuous  about  the  same 
and  in  intimate  contact  with  the  cheek  pieces. 


2.017.022 
CEMENTITIOUS    MATERIAL 
Carlisle  K.  Rocs,  Fort  Dodce.  Iowa,  assignor  to 
United  States  Gypsum  Company,  Chlcaro.  111., 
a  corporation  of  Illinois 
No  Drawinf .    Application  Anrnst  20,  1924. 
Serial  No.  733.197 
12  Claims.     (CI.  106—24) 
4.  The  process  of  forming  a  cellular  cement 
which  comprises  forming  a  tenacious  foam  and 
mixing  the  foam  with  a  cement. 


2,017.023 
TOY  ANIMAL,  DOLL.  PUPPET,  AND  THE  LIKE 
Clifton  James  Rendle.  Wellington,  Salop.  Enc- 
land,   assignor   of   one-half   to   Merrythoaght 
Limited,  London,  England,  a  company  of  Great 
Britain 
AppUcation  October  12.  1932,  Serial  No.  637.529 
In  Great  Britain  December  28,  1931 
1  Claim.     (CI.  46 — 40) 


A  device  of  the  character  described  Including  a 
body  supporting  frame  for  toy  animals  consisting 
of  a  main  supporting  strut  having  formed  therein. 
loops  and  a  head  piece  pivotal  support,  a  separate 
head  supporting  means  moun'ed  in  said  pivotal 
support  consisting  of  a  plurality  of  supporting 
struts  mounted  for  pivotal  movement  in  divers 
directions  with  relation  to  said  frame,  and  aux- 
iliary supporting  struts  plvotally  mounted  In  the 
loops  in  said  body  supporting  strut,  the  limbs  of 
the  toy  animal  being  pivoted  on  said  auxiliary 
struts  and  said  limbs  being  plvotally  jointed  in- 
termediate their  lengths  to  provide  means  for 
disposing  the  limbs  of  said  toy  animal  in  divers 
set  positions,  the  pivotal  means  of  each  of  said 
limbs  comprising  supporting  pintles  on  which 
the  parts  are  pivoted  and  resilient  lock  washers 
arranged  to  create  a  frictional  pressure  against 
the  pivoted  parts  to  maintain  same  in  their  pre- 
disposed positions. 


2.017.024 
WALKING   BEAM  FURNACE 
Ralf   S.  Cochran   and   Jesse   R.   Moser,   Toledo, 
Ohio,  assignors  to  Surface  Combustion  Corpo- 
ration.   Toledo.    Ohio,    a   corporation    of   New 
York 
AppUcation  August  31,  1934,  Serial  No.  742,295 
8  Claims.    (CI.  26: 


1.  A  furnace  comprising  in  combination,  a  sup- 
port, a  tunnel  fixedly  secured  to  said  support  and 
extending  therebeyond,  a  second  support  on 
which  the  projecting  end  of  a  tunnel  is  movably 
supported,  a  firing  chamber  surrounding  the  mov- 
ably supported  part  of  the  tunnel,  two  sets  of  rails 
movably  supported  on  the  floor  of  the  tunnel, 
means  adjacent  the  movably  supported  end  of  the 
tunnel  for  exerting  outward  pull  on  the  rails,  and 
means  at  the  other  end  of  the  tunnel  for  recipro- 
cating said  rails. 


2,017.025 

SILICON-IRON-PHOSPHORUS-COPPER 

ALLOY 

Edward  S.  Cornell,  Jr.,  Larchmont,  N.  Y..  assignor 
to   American   Radiator   Company,    New   York, 
N.  Y.,  a  corporation  of  New  Jersey 
No  Drawing.    Application  September  6.  1934, 
Serial  No.  742.975 
2  Claims.     (CI.  75—1) 
1.  An  alloy  comprising  approximately  2.00 ''t  to 
2,75%  of  silicon.  .10%  to  .15%  of  iron.  .01%  to 
02%  of  phosphorus,  and  the  balance  of  copper, 
said  alloy  having  a  tensile  strength  of  at  least 
approximately  60,000  lbs.  per  square  inch  and  a 
melting  temperature  of  approximately   1040  de- 
grees  centigrade,   said    alloy    further    possessing 
useful  casting  qualities,  superior  in  mechanical 
properties  and  weldability  substantially  free  from 
pitting. 


2,017,026 
ACID  PUMP 
Frank  R.  Forrest  and  Frederick  I.  Lindau,  West 
Allis.  Wis.,  assignors  to  Allis- Chalmers  Manu- 
facturing Company,  Milwaukee,  Wis.,  a  corpo- 
ration of  Delaware 
Application  October  28,  1933.  Serial  No.  695,582 
3  Claims.     (CI.  103— 111) 


1.  A  centrifugal  pump  assembly,  comprising  a 
base,  a  bearing  pedestal  carried  by  said  base,  a 
bearing  housing  carried  by  said  bearing  pedestal, 
a  shaft  Journaled  in  said  bearing  housing,  a  driv- 
ing element  mounted  on  said  base  in  axial  allne- 
ment  with  said  shaft,  a  coupling  Joining  said 
driving  element  to  said  shaft,  a  pump  Impeller 
carried  by  said  shaft,  a  one-piece  spiral  pump 
casing  mounted  in  axial  alinement  with  said  bear- 
ing pedestal  and  said  driving  element  on  said 
base  In  position  to  enclose  said  Impeller  and  hav- 
ing an  Inlet  op>ening  adapted  to  admit  said  Im- 
peller and  an  alined  shaft  opening  adapted   to 
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admit  said  bearing  housing  and  said  shaft  cou- 
pling, and  a  stuffing  box  engaging  said  shaft 
mounted  in  said  casing  in  position  to  close  said 
shaft  opening  and  secured  in  such  manner  as  to 
be  removable  therefrom  through  said  Inlet  open- 
ing; whereby  said  stuffing  box.  together  with  said 
shaft,  said  bearing  housing,  and  said  coupling 
may  be  withdrawn  through  said  inlet  opening 
without  disturbing  the  relative  positions  of  said 
casing,  said  driving  element,  or  sawl  bearing  ped- 
estal. 


2.017.027 

METHOD   OF  AIR   CONDITIONING 

Henry  O.  Forrest,  Teaneck.  N.  J. 

Application  August  19,  1931,  Serial  No.  557,959 

2  Claims.     (CI.  261—11) 


.A* <""[> 


1.  A  method  of  conditioning  air  which  Includes 
the  steps  of  contacting  said  air  with  a  circulated 
hygroscopic  liquid  of  controlled  concentration 
and  dehydrating  said  air  to  a  high  degree  while 
continuously  removing  heat  of  absorption  from 
said  hygroscopic  liquid,  and  contacting  said  air 
with  a  spray  of  water  and  imparting  thereto  con- 
ditions of  temperature  and  humidity  to  place  it 
within  the  comfort  range. 


2.017.028 
INJECTION   NOZZLE   FOR   SELF-IGNITING 
INTERNAL  COMBUSTION  ENGINES 
Hans  Heinrich,  Stuttgart,  and  Willy  Voit,  Stutt- 
gart-Bad   Cannstatt.    Germany,    assignors    to 
Robert     Bosch     Aktiengesellschaft.     Stuttgart, 
Germany  ^_^ 

Application  February  26.  1934,  Serial  No.  713.072 
In  Germany  March  13.  1933 
8  Claims.     (CI.  299—107.5) 


1.  A  fuel  Injection  device  for  Internal  combus- 
tion engines  comprising  a  nozzle  body  supplied 
with  liquid  fuel  under  pressure  and  having  a  dis- 
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charge  nozzle,  a  needle  valve  for  said  nozzle  seat- 
ing therein  in  the  closed  position  of  the  valve  and 
having  a  rearward  abutment  surface  within  said 
nozzle  body  engaged  by  the  liquid  fuel  to  effect 
the  opening  stroke  of  said  valve,  said  nozzle  and 
valve  being  cooperatively  formed  and  arranged  to 
provide  a  fuel  discharge  opening  increasing  In 
cross-sectional  area  for  the  discharge  of  fuel 
therethrough  as  said  valve  increases  its  opening 
movement,  said  needle  valve  having  another 
abutment  surface  in  the  region  of  the  valve  seat- 
ing exposed  to  the  opening  pressure  of  said  liquid 
fuel  only  when  said  valve  is  moved  from  its  seat 
whereby  pressure  of  said  fuel  on  said  other  abut- 
ment surfaces  tends  to  accelerate  the  opening 
stroke  of  said  valve  aft€r  its  initial  movement 
from  its  seat  but  with  said  other  abutment  sur- 
face having  less  area  for  pressure  contact  ef 
.the  fuel  therewith  in  a  direction  tending  to  lift 
said  valve  than  that  of  said  rearward  abutment 
surface,  and  spring  means  opposing  the  opening 
movement  of  said  valve  with  a  force  sufficient 
to  substantially  prevent  said  acceleration  of  said 
opening  stroke  of  said  valve. 


2,017.029 
GLUE  AND  METHOD  OF  MAKING  THE 

SAME 
Herbert  W.  KcUey,  Winchester,  Mass.,  assignor  to 
Union  Paste  Company,  Medford,  Mass..  a  co- 
partnership 

No  Drawing.    Application  December  20,  1933, 
Serial  No.  703.301 
2  Claims.     (CI.  134 — 23.1) 
1.  The  method  of  preparing  a  glue  of  animal 
origin  or  the  like  having   an  available  sulphur 
content  for  employment  in  connection  with  the 
packaging  of  silverware  or  similar  metallic  ware 
tarnished  by  the  presence  of  sulphur,  which  con- 
sists in  permanently  adding  to  liquid  glue,  a  sol- 
uble silver  salt  in  excess  of  the  amount  necessary 
to  completely  combine  with  all  of  the  available 
sulphur  content  present  in  the  glue,  and  accord- 
ingly convert  a  substantial  portion  of  the  silver 
salt  into  a  resulting  stable  compound  of  silver 
sulphide  remaining  In  the  glue. 


2.017,030 

MANUFACTURE  OF  SHOVELS  AND 

LIKE  TOOLS 

William  A.  Ready,  Brookline.  Mass..  assignor  to 

Ames  Baldwin  Wyoming  Co.,  Parkersburg,  W. 

Va.,  a  corporation  of  Delaware 

Application  December  1,  1933,  Serial  No.  700,516 

5  Claims.     (CI.  76—113) 


1.  The  method  of  forming  a  shovel  blade  hav- 
ing a  handle-receiving  extension  which  com- 
prises forming  a  blade  blank  having  a  tapering 
notch  at  the  back,  forming  a  handle-receiving 
portion  having  a  correspondingly  tapered  end  of 
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approximately  the  form  and  depth  of  said  notch 
but  wider,  positioning  adjacent  the  back  of  the 
blade  heat-conducting  metal  pieces  having  edges 
presenting  continuations  of  the  sides  of  tne 
notch,  entering  the  end  into  said  notch  to  oppose 
Its  edges  to  said  edges  and  sides  and  electncallj 
butt-welding  the  end  to  the  blade  while  advanc- 
ing it  into  the  notch  until  the  outer  portion  of 
said  end  reaches  the  position  of  the  rear  edge  of 
the  blade  blank. 


the  said  terminal  convolutions  extend  inwardly 
of  the  spring  assembly  to  a  point  laterally  offset 


2.017.031 

VACUUM  DEMCE 

Ralph  F.  Stratton.  Wlnberry.  Oref..  MS^nor  of 

one-half  to  George  S.  Rfi^J/?^*  *?t„  It!  17? 
Application  September  17,  1934.  Serial  No.  744.373 
1  Claim.     (CI.  261— 1161 


, , -,  -T 

\  vacuum  device  of  the  type  described  consist- 
ing of  two  conical  members  having  their  bases 
joined  and  having  a  gas  inlet  pipe  within  same 
coaxial  with  said  conical  members,  the  discharge 
end  of  said  Inlet  pipe  being  near  the  outer  end 
of  one  conical  member,  said  gas  inlet  pipe  com- 
municating with  the  exterior  of  said  body,  a  high 
pressure   water   nozzle   projecting   coaxially   into 
said  gas  inlet  pipe  the  tip  of  which  nozzle  is  ad- 
justably disposed  within  said  gas  pipe,  the  dis- 
charge end  of  said  gas  inlet  pipe  being  spaced 
from  the  interior  of  its  adjacent  conical  body, 
means  for  admitting  water  to  said  conical  bodies 
under  a  relatively  low  pressure  compared  with 
the  pressure  of  the  water  delivered  to  said  spray 
nozzle,    and    a    perforated    spray    pipe    through 
which  the  discharge  from  said  injector  must  pass. 


and  materially 
convolutions. 


> paced  from  the  said  intermediate 


2.017.032 
CUSHION    SPRING   ASSEMBLY 
William  E.  Wunderlich,  Muncie,  Ind..  assignor  to 
The  Moore  Company,  Muncie.  Ind..  a  corpora- 
tion of  Indiana 
AppUcation  May  27.  1932.  Serial  No.  613.9d9 

2  Claims.      iCl.  5—260) 
I.  In  a  cushion  spring  assembly,  the  combina- 
tion including  a  plurality  of  upright  parallel  coil 
springs   arranged   abreast   along   the   margin   of 
the  assembly,  each  coil  spring  having  enlarged 
upper    and   lower   terminal   convolutions   and   a 
plurality  of  reduced  Intermediate  convolutions  of 
substantially  uniform  diameter,  said  intermedi- 
ate convolutions  being  vertically  aligned  and  hav- 
ing their  common  axis  offset  from  the  principal 
axis    of    the    terminal    convolutions    toward    the 
margin  of  the  assembly,  whereby  the  margin  of 
the  assembly  is  filled  out  and  reinforced  while 


2,017,033 
MANIFOLD   VALVE  FOR   SLUSH   PUMPS 

Charlie  L.  McGufRn.  Ada.  Okla. 

ADplication  February  9.  1935.  Serial  No.  5.841 

1  Claim.     iCl.  277— 20) 


A  slush  pump  manifold  valve  of  ^^he  class  de- 
scribed,   including    a    manifold    body    having    a 
flanged  cover  provided  with  a  threaded  connec- 
tion for  an  outlet  pipe:  bolt  and  gasket  nieans  for 
holding  and  securing  said  cover  to  said  body;  on- 
set shoulder  means  for  registering  said  cover  and 
body  In  proper  allnement.  the  base  of  said  body 
having  two  symmetrically  placed  threaded  open- 
ings; bushings  adapted  for  seating  In  said  open- 
ings and  having  ground  valve  seats  formed  at 
their  upper,  inner  ends:  hexagonal  flanges  on  sa  d 
bushings  for  removably  seating  said  bushings  In 
said  body:  a  swinging  arm  mounted  upon  a  plyot 
pin  centered  between  said  bushings  and  in  tne 
plane  of  the  said  ground  valve  seats:   adjusting 
plugs  at  both  ends  of  said  pivot  pin;  said  swing- 
ing  arm  having   two   branches   placed   at    right 
angles  to  each  other,  each  of  said  branches  having 
a  hub  opening  for  receiving  a  bolt  of  smaller  di- 
ameter than  said  opening:  a  valve  Integral  with 
said  bolt  and  so  secured  to  each  of  said  branches 
by  a  castle  nut  and  cotter  key  as  to  have  some 
axial  movement;  a  four  wing  guide  on  each  of  said 
valves  for  centering  said  valves  in  said  valve  seats, 
said  swinging  arm  being  adapted  to  automatically 
and  alternately  close  the  connection  to  one  of  said 
bushings  by  fluid  pressure  from  the  connection  of 
i   the  other  of  said  bushings. 


DESIGNS 

OCTOBER  8,  1935 


97,112 
»  DESIGN   FOR  LACE 

Leon  Birnbaum,  New  York,  N.  Y. 

Application  August  9.  1935,  Serial  No.  58.041 

Term  of  patent  3V2  years 


97,114 

DESIGN  FOR  A  TIE   RACK 

Maurice  Britz,  Chicago.  111. 

Application  June  29.  1935,  Serial  No.  57.459 

Term  of  patent  3^2  years 


The  ornamental  design  for  lace,  substantially 
as  shown  and  described. 


97,113 
DESIGN  FOR  A   SHOE 
Pasquale    Borda,    Brooklyn,    N.    Y..    assignor    to 
Bancroft  Walker  Co..  Waltham.  Mass.,  a  cor- 
poration of  Massachusetts 
.Apphcation  July  20,  1934.  Serial  No.  52.654 
Term  of  patent  3'^  years 


The  ornamental  design  for  a  tie  rack,  substan- 
tially as  shown. 


97,115 
DESIGN  FOR  A  CROWN   BLOCK 

Erwin  Burns,  Los  Angeles,  and  Harry  P.  W  icker- 

sham,  Huntington  Park.  Calif. 

Application  July  5.  1935.  Serial  No.  57.538 

Term  of  patent  14  years 


/^ 


The  ornamental  design  for  a  crown  block  as 
shown  and  described. 


97.116 
DESIGN  FOR  A  COMB 
Oswald  B.  Carson.  Scarsdale.  N.  Y.,  assignor  to 
American   Hard  Rubber  Company,  New   York. 
N.  Y.,  a  corporation  of  New  York 
Application  August  14.  1935.  Serial  No.  58,115 
Term  of  patent  14  years 


The  ornamental  design  for  a  shoe,  substantial- 
ly as  shown  and  described. 


The  ornamental  design  for  a  comb  as  shown 

and  described. 
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97.117 

DESIGN   FOR  A   SHOE 

David  Cohen.  Brooklyn.  N.  Y. 

Application  August  30,   1935.  Serial  No.  58.364 

Term  of  patent  3'.'  years 


V^^^^-.\ 


The  ornamental   design  for  a  shoe,  substan- 
tially as  shown. 


97.120 

DESIGN   FOR   A   DRKSS 

Madeleine  Croizat,  New  York.  N.  Y. 

Application  September  5.  1935.  Serial  No.  58,440 

Term  of  pat<'nt  3'  .■  years 


97.118 

DESIGN   FOR   A  FAN   GUARD 

Joseph  H.  Cohen.  Bridsreport.  Conn. 

Application  July  25.   1935.  Serial  No.   57.803 

Term  of  patent  14  years 


The  ornamental  design  for  a  dre.s.«;.  substantially 
as  shown  and  described 


97.121 

DESIGN   FOR  A   DRESS 

Madeleine  Croliat.  New  York.  N.  Y 

Application  September  6.  1935,  Serial  No.  58.453 

Term  of  patent  3':  years 


The   ornamental   design   for   a   fan   guard,  as 
shown. 


97.119 
DESIGN  FOR  A  CUP 

R.  Guy  Cowan,  Syracuse,  N.  Y.,  assigrnor  to  Onon- 
daga Pottery  Company,  Syracuse,  N.  Y..  a  cor- 
poration of  New  York 
Application  January  28.  1935.  Serial  No.  55,115 
Term  of  patent  14  years 


The  omament/al  design  for  a  cup  substantially   '       The  ornamental  design  for  a  dress,  substantially 
as  shown  and  described.  ,   as  shown,  and  described. 
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97,122 

DESIGN  FOR  .Vn  EMBLEM  KEY 

Charles  F.  Cwazka.  Jackson  Heights.  N.  Y. 

Application  AuR:ust  26.   1935,  Serial  No.  58,295 

Term  of  patent  7  years 


97.124 

DESIGN  FOR  A  SPOON  OR  OTHER  ARTICLE 

OF  FLATWARE 

Marwood  A.  Downs.  Muncie.  Ind. 

Application  August  19,  1935.  Serial  No.  58,200 

Term  of  patent  7  years 


The  ornamental  design  for  an  emblem  key  as 
shown. 


97,123 

DESIGN  FOR  A  COMBINED  DISPLAY  STAND 

AND  CONTAINER  THEREFOR 

John  F.  Daniell.  New  York.  N.  Y. 

Application  September  21.  1934.  Serial  No.  53,353 

Term  of  patent  3i.-  years 


J-BlinjLIL 


4  y  MM 


The  ornamental  design  for  a  combined  display 
stand  and  contamers  therefor,  as  shown. 


The  ornamental  design  for  a  spoon  or  other 
article  of  flatware,  substantially  as  shown. 

97,125 

DESIGN  FOR  A  KNITTED  TEXTILE  F.ABRIC 

Morris  Feldman,  New  York.  N.  Y. 

Application  Augrust  26,  1935,  Serial  No.  58,291 

Term  of  patent  3^2  years 


The  ornamental   design   for   a   knitted  textile 
fabric,  substantially  as  shown  and  described. 

97.126 

DESIGN  FOR  A  HANDKERCHIEF 

Adolf  Finaly.  New  York.  N.  Y..  assignor  to  Alfred 

Kohlberg,  Inc.,  a  corporation  of  New  York 

Application  February  7,  1935,  Serial  No.  55,297 

Term  of  patent  7  years 


The  ornamental  design  for  a  handkerchief,  as 
shown. 
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97.127 
DESIGN  FOR  A  FRUIT  BASKET 

James  H.  Fuller,  Akron,  Ohio,  assignor  to  D'Or 
Studios,  Inc.,  Akron,  Ohio,  a  corporation  of 
Ohio 

Application  November  15.  1934.  Serial  No  54.024 
Term  of  patent  7  years 


The  ornamental  design   for  a  fruit  basket  as 
shown. 


97,128 
DESIGN  FOR  A  BRIDGE  FOR  EYEGLASSES 

Henry  W.  Grom,  Rochester.  N.  Y.,  assifjnor  to 

Artcraft  Optical  Co.  Inc..  Rochester.  N.  Y. 

Application  August  5.  1935,  Serial  No.  57.957 

Term  of  patent  7  years 


The  ornamental  design  for  a  bridge  for  eye- 
glasses as  shown. 


97,129 
DESIGN   FOR  A  GAS  RANGE 
Donald  L.  Hadley,  M&nsfleld.  Ohio,  assignor   to 
The  Tappan  Stove  Company.  Mansfield.  Ohio, 
a  corporation  of  Ohio 

Application  March  30.  1935.  Serial  No.  56.125 
Term  of  patent  3!::  years 


The  ornamental  design  for  a  gas  range,  sub- 
stantially as  shown  and  described. 


97.130 

DESIGN  FOR   A  BOILER  OR   Fl'RNACE 

JACKET 

George  D.  Hauser,  I'tica,  N.  Y..  a.s.signor  to  Crane 

Co..  Chicago.  111.,  a  corporation  of  Illinois 

Application  March   16,  1935.  Serial  No.  5.'). 898 

Term  of  patent  14  years 


The  ornamental  de.^ign  for  a  boiler  or  furnace 
jacket  substantially  as  shown  and  described. 
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97  131 
DESIGN  FOR  A   HEAT  INSULATED  JVG 
Joseph  L.  Hemp,  Macomb.  111.,  assignor  to  Hemp  <& 
Company  Corporation  Manufacturers  of  Sheet 
.Metal    Cioods,    Macomb,   111.,   a   corporation   of 
Missouri 
Application  July  2,  1934.  Serial  No.  52,425 
Term  of  patent  14  years 


The  ornamental  design  for  a  heat  Insulated 
Jug  as  shown. 


97.132 

DESK.N  FOR  A  COMBINED  TESTING  AND 

CHARGING  RACK 

Benjamin  F.  W.  Heyer    Belleville.  N.  J. 

Application  January  19.  1935.  Serial  No.  54,915 

Term  of  patent  14  years 


The  ornamental  design  for  a  combined  testing 
and  charging  rack,  as  shown. 


S7.13S 

DESIGN   FOR  A  KEYBOARD  PLATE   FOR 

CHECK  WRITERS 

John  P.  Hunter.  East  Orange.  N.  J.,  assignor  to 
Safeguard.  Inc..  New  York.  N.  Y..  a  corporation 
of  Delaware 

Application  August  2,  1935.  Serial  No    57.917 
Term  of  patent  14  years 


f — L — ifji 


•>\ 
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The  omamenial  design   for  a  keyboard  plate 
for  check  writers,  substantially  as  shown. 


97,134 
DESIGN   FOR    AN   AUTOMOBILE    SEAT 

Roman  Jaramillo.  El  Kite.  N   Mex. 

Application  May  16    1935,  Serial  No.  56.876 

Term  of  patent  7  years 


SLIP 


The  ornamental  design  for  an  automobile  seat 
slip  as  shown. 


97.135 
DESIGN   FOR   AN   AUTOMOBILE    SEAT    SLIP 

Roman  Jaramillo.  El  Rito.  N.  Mex. 

Application  May  16.  1935.  Serial  No.  56.877 

Term  of  patent  7   years 


The  ornamental  design  for  an  automobile  seat 
slip,  as  shown. 
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97.136 

DESIGN  FOR  A  SHOE 

Robert  Stewart  Kilborne.  Jr.,  Chappaqua,  N.  Y. 

Application  April  4,  1935,  Serial  No.  56,207 

Term  of  patent  14  years 


97.139 
DESIGN  FOR  A  TRAILER 

Thurlow  E.  McEall,  Sparta.  Mich 

Application  May  20.  1935.  Serial  No.  56.916 

Term  of  patent  14  >ears 


The   ornamental   design   for   a  shoe,  substan- 
tially as  shown. 


97  137 

DESIGN  FOR  A  DISPLAY  RACK 

Roderic  M.  Koch.  Evansville.  Ind. 

Application  June  24.  1935.  Serial  No.  57.389 

Term  of  patent  7  years 


The  ornamental  design  for  a  trailer,  substan- 
tially as  shown. 


The  ornamental  design  for  a  display  rack,  as 
shown  and  described. 


97.140 
DESIGN  FOR  A  TRAILER 

Thurlow  E.  McFall,  Sparta,  Mich. 

Application  May   20.   1935.  Serial  No.  56,918 

Term  of  patent  14  years 


97  138 

DESIGN  FOR  A  RAZOR  BLADE  HOLDER 

Daniel  E,  Leahy,  San  Francisco.  Calif. 

Application  May  18,  1935,  Serial  No.  56  897 

Term  of  patent  14  years 


<^ 
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The  ornamental  design  for  a  razor  blade  hold- 
er, substantially  as  shown. 


The  ornamental  design  for  a  trailer,  substan- 
1  tially  as  shown. 
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97.141 
DESIGN  FOR  A  TRAILER 

Thurlow   E.  McFall,  Sparta.  Mich. 

Application  May   20.   1935    Serial  No.  56,919 

Term  of  patent  14  years 


The  ornamental  design  for  a  trailer,  substan- 
tially as  shown. 


97.142 
DESIGN  FOR  A  SirPORTING  BASE 
William    Millington.    Grand    Rapids,    Mich.,    as- 
sifrnor     to     Baker     Furniture     Factories.     Inc., 
Grand  Rapids,  Mich.,  a  corporation  of  Michi- 

Application  January  31    1934    Serial  No.  50,568 
Term  of  patent  3!-  years 


97  143 

DESIGN  FOR  A  SPOON  OR  ARTICLE  OF 

ANALOGOUS  NATURE 

Harold  E.  Nock.  Newburyport,  Mass..  assigmor  to 
Towle  Manufacturing  (  ompany.  Newburyport, 
Mass..  a  corporation  of  Massachusetts 

Application  September  4.  1935.  Serial  No.  58,420 
Term  of  patent  14  years 


4—\  -^ 


The  ornamental  design  for  a  spoon  or  article 
of  analogous  nature,  substantially  as  shown  and 
described. 

97.144 
DESIGN  FOR  A  STORAGE  BATTERY  CASE 
Oliver  O.  Rieser.  Oak  Park.  III.,  assignor  to  The 
Richardson   Company.   Lockland.  Ohio,  a  cor- 
poration of  Ohio 

Application  March  28.  1935.  Serial  No.  56.099 
Term  of  patent  7  years 


The  ornamental  design  for  a  supporting  base  as 
shown  and  described. 


The  ornamental  design  for  a  storage  battery 
case,  as  shown  and  described. 
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97,145 

DESIGN   FOR  A  TEXTILE   FABRIC   OR 

SIMILAR  ARTICLE 

B&mey  R<»aeiibloom,  New  York,  N.  Y. 

ApplicaUon  Auguai  9.  1935,  Serial  No.  58.035 

Term  of  patent  3U  years 


ff^mr^^ 


Vf  >////., 


97.147 
DESIGN  FOR  A  SMOKING  STAND 
Alfred  H.  Sander,  Mapiewood.  N.  J.,  and  Elon  G. 
Pratt,  New  York,  N.  Y..  assi«mors  to  Smokador 
Manufactarinf  Co..   Inc..  Bloomfleld.   N.   J.,   a 
corporation  of  Delaware 

Application  August  6.  1935,  Serial  No.  57.979 
Term  of  patent  3'^  years 
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The  ornamental  design  for  a  textile  fabric  or 
similar  article,  substantially  as  shown  and  de- 
scribed. 


97,146 

DESIGN  FOR  A  TRANSFORMER   HOUSING 

Harry   S.  Rubens,   Englewood,   N.   J.,  assirnor  to 

Comprex  Oscillator  Corp.,  New  York,  N.  Y.,  a 

corporation  of  New  York 

Application  July  29.  1935.  Serial  .No.  57,848 

Term  of  patent  14  years 


The  ornamental  design  for  a  smoking  stand, 
substantially   as  shown. 
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97.148 

DESIGN    FOR    A    FOLDIN(i    DOOR    HANDLE 

Lee  Segar.  Troy.  Pa. 

.Application   .April  23.   1935.  Serial  No.  56.525 

Term  of  patent  14  years 


i?=--^jyf>- 


-Hbi 


The  ornamenial  design  for  a  transformer  hous-   i       The  ornamental  design  for  a  folding  door  han- 
ing  substantially  as  shown.  i   die.  as  shown. 
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yr,i49 

DESIGN  FOR  A  TIRE 

Walter  E.  Shively,  Fairlawn,  Ohio,  assigrnor  to 
Winfffoot  Corporation.  Wilminj^ton,  Del.,  a  cor- 
poration of  Delaware 

Application  Aujrust  8.  1935.  Serial  No.  58.025 
Term  of  patent  14  years 


97,152 

DESIGN  FOR  A   SHOE 

Otto  F.  Stock.  Columbus,  Ohio,  a&siirnor  to  The 

JuUan     and     Kokencre    Company,     Columbus. 

Ohio,  a  corporation  of  Ohio 

.Application  July  8.  1935,  Serial  No.  57.557 

Term  of  patent  31 2  years 


The  ornamental  design  for  a  tire,  as  shown. 


97,150 
DESIGN  FOR  A  BELT  BUCKLE 

Reuben   Slote,  Mount  Vernon.  N.  Y.,  assignor  to 
Slote  Ol  Klein.  Inc..  a  corporation  of  New  York 
Application  July  30.  1935.  Serial  No.  57,864 
Term  of  patent  3' 2  years 


The  ornamental  design  for  a  belt  buckle,  as 
shown. 


97.151 

DESIGN  FOR  A  RADIO  TUBE  SHIELD 

Edward  F.  Staver.  New  York,  N.  Y.,  assignor  to 

Goat  Radio  Tube  Parts.  Inc..  a  corporation  of 

New  York 

Application  February  14,  1935,  Serial  No.  55,429 

Term  of  patent  14  years 


The  ornamental  design  for  a  radio  tube  shield, 
substantially  as  shown  and  described. 


The  ornamental  design  for  a  shoe  as  shown. 


97,153 
DESIGN  FOR  A  TEXTILE  PILE  FABRIC 

Juanita  Todd.  Yonkers,  N.  Y.,  assignor  to  Sidney 
Blumenthal   &   Co.,  Inc.,   New  York.  N.  Y.,  a 
corporation  of  New  York 
Application  July  2,  1935,  Serial  No.  57,485 
Term  of  patent  7  years 


The  ornamental  design  for  a  textile  pile  fab- 
ric substantially  as  shown  and  described. 
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97.154 

DESIGN  FOR  A  BOOK  END 

Sigrmund  Lee  Wolffs.  Chicago.  111. 

Application  May  27.  1935.  Serial  No.  57.033 

Term  of  patent  7  years 


The    ornamental    design    for    a    book    end    as 
shown    and  described. 


97.155 
DESIGN  FOR  AN  ALPHABET  FOR  FORMING 

MONOGRAMS  OR  THE  LIKE 
Mlchiiel  Chemow,   Brooklyn.   N.   Y..   assignor   to 
Service  Patents  Corporation,  a  corporation  of 
New  York 

Application  August  26.  1935.  Serial  No.  58,305 
Term  of  patent  7  years 


[R]  [U  IS  EI  C^  Cr" 
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The  ornamental  design  for  an  alphabet  for 
forming  monograms  or  the  like,  substantially  as 
shown  and  described 

97.156 
DESIGN  FOR  AN  ALPHABET  FOR  FORMING 

MONOGRAMS   OR  THE  UKE 
Michael   Chernow.  Brooklyn.  N.    Y.,   assignor  to 
Service  Patents  Corporation,  a  corporation  of 
New  York 

Application  August  26.  1935.  Serial  No.  58.306 
Term  of  patent  7  years 
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The  ornamental  design  for  an  alphabet  for 
forming  monograms  or  the  like,  substantially  as 
shown  and  described. 


97.157 

DESIGN  FOR  AN  ALPHABET  FOR  FORMING 

MONOGRAMS   OR   THE   LIKE 

Michael  Chernow,  Brooklyn.  N.  Y..  assignor  to 
Service  Patents  Corporation,  a  corporation  of 
New  York 

Application  August  2f5,  193.T,  Serial  No.  58.307 
Term  of  patent  7  years 


rani 
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The  ornamental  design  for  an  alphabet  for 
forming  monograms  or  the  like,  substantially  as 
shown  and  described. 


97  158 
DESIGN   FOR  AN  ALPHABET  FOR  FORMING 

MONOGRA.MS   OR  THE  LIKE 
Michael   Chernow,   Brooklyn,   N.    Y..   assignor   to 
Service  Patents  Corporation,  a  corporation   of 
New  York 

.Application  August  26.  1935.  Serial  No.  58.308 
Term  of  patent  7  years 
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The  ornamental  design  for  an  alphabet  for 
forming  monograms  or  the  like,  substantially  as 
shown,  and  described. 
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97,159 
DESIGN  FOR   A   Dl  MP   BODY   TRICK 
Charles  G.   Eisenberg.  Jr..  Wauwatosa,  Wis.,  as- 
signor to  The  Heil  Co.,  Milwaukee,  Wis.,  a  cor- 
poration of  Wisconsin 
Application  September  29,  1934,  Serial  No.  53,432 
Term  of  patent  14  years 
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97.161 

DESIGN  FOR  A  RACK  FOR  TESTING  AND 

CHARGING 

Benjamin  F.  W .  Heyer.  Belleville.  N.  J. 

Application  January  19,  1935,  Serial  No.  54,916 
Term  of  patent  14  years 


"^ 
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The  ornamental  design  for  a  dump  body  truck, 
substantially  as  shown  and  described. 


97.160 

DESIGN  FOR  A  TOTEM  POLE  AND  PICTURE 

TRANSPOSER   TOY 

Romv  F.  Ford.  New  York.  N.  Y. 

Application  July  26.  1934.  Serial  No.  52.700 

Term  of  patent  ZVi  years 


The  ornamental  design  for  a  rack  for  testing 
and  charging,  as  showTi. 


97,162 
DESIGN  FOR  AN  AUTOMOBILE  TIRE 

Harry  C.  Hower.  Chicago.  111. 

Application  July  24.  1935,  Serial  No.  57,799 

Term  of  patent  14  years 
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The  ornamental  design  for  a  totem  pole  and 
picture  transposer  toy  ajs  shown. 


The  ornamental  design  for  an  automobile  tire, 
as  shown. 
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97,163 

DESIGN  FOR  A  TABLE 

Karl  Kipp,  East  Aurora,  N.  Y. 

Applieation  Jvly  24.  1935,  Serial  No.  57,791 

Term  of  patent  3V4  years 


The  ornamental  design  for  a  table  substantial- 
ly as  shown. 


97.164 

DESIGN  FOR  AN  ANTISKID  DEVICE  FOR 

AUTOMOBILE   TIRES 

Austin  L.  McCarthy.  Syracuse.  N.  Y. 

AppUcation  June  19.  1935.  Serial  No.  57,330 

Term  of  patent  14  years 


-^ 


97.166 
DESIGN  FOR  A  CORNER  STORE  FRONT 

Albert  S.  Root,  Miami.  Fla..  and  Jacob  LeWn, 

Brooklyn.  N.  Y. 

Application  June  7.  1935,  Serial  No    57  191 

Term  of  patent  14  years 


)  K%J 
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The  ornamental  design  for  a  corner  store  front, 
as  shown  and  described. 


The  ornamental  design  for  an  antiskid  device 
for  automobile  tires  substantially  as  shown. 


97.165 
DESIGN  FOR  A  SIGN 
Ramsay  G.  Regester,  Philadelphia.  Pa.,  assigrnor 
to  Gill  Glass  &  Fixture  Company,  a  corporation 
of  Delaware 

Application  August  21,  1935,  Serial  No.  58.219 
Term  of  patent  7  years 

!  r. 

I 
I 


im 


97,167 
DESIGN  FOR  A  BRASSIERE 

William  Rosenthal,  New  York,  N.  Y..  assifnor  to 
Maiden    Form    Brassiere   Company,    Inc.,    New 
York,  N.  Y..  a  corporation  of  New  York 
AppUcation  August  1.   1935.  Serial  No.   57,892 
Term  of  patent  14  years 


The  ornamental  design  for  a  sign,  substantially  The    ornamental    design    fu    a    b 

as  showTi  and  described  I  shown. 


as 
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97,168 

DESIGN  FOR  A  TEXTILE  FABRIC 

Philip  F.  Rothmann.  Brooklyn,  N.  Y. 

Application  June  6,  1935,  Serial  No.  57,176 

Term  of  patent  SVz  years 


97.170 

DESIGN  FOR  A  POWER  UNIT  FOR  FOOD 

PREPARING   DEVICES 

Clarence  J.  Steinman.  St.  Louis.  Mo. 

Application  August  5.  1935.  Serial  No.  57,965 

Term  of  patent  14  years 


The  ornamental  design  for  a  textile  fabric  sub- 
stantially as  shown  and  described. 


97.169 

DESIGN  FOR  A  R.\DIO  Tl  BE   SHIELD 

Edward  F.  Staver,  New  York,  and  Frederick  Hafe- 

cost,  Brooklyn.  N.  Y..  assignors  to  Goat  Radio 

Tube  Parts.  Inc..  a  corporation  of  New  York 

Application  February   14.   1935.  Serial  No.  55,428 

Term  of  patent  14  jears 


The  ornamental  design  for  a  power  unit  for 
food  preparing  devices,  as  shown. 


97.171 
DESIGN  FOR  AN  ASH  RECEIVER 

John   Visser,   Grand   Rapids.   Mich.,   assignor   to 
Grand  Rapids  Metalcraft  Corporation.  Grand 
Rapids.  Mich.,  a  corporation  of  Michigan 
Application  July  20.  1935.  Serial  No.  57,750 
Term  of  patent  14  years 


The  ornamental  design  for  a  radio  tube  shield 
substantially  as  shown  and  described. 


The  ornamental  design  iui  an  ash  receiver,  as 
shown. 


Puteiits  Nos.  2,017,034  to  2,017,835 


THE 


OFFICIAL  GAZETTE 


OF  THE 


Initeb  States  |atfnt  fffite 


Vol.  459— No.  3 


TUESDAY,  OCTOBER  15,  1935 


Price-  $16  per  year 


Th,   OFFICIAlT^AZETT^  m.lUd   und.r    Ih.   direction    of    the    SuP.rinUnd-t   of    Dc^^^^^^^^ 


CONTENXQ  p^j, 

IssrK  or  OGtOKIH  15.  1935-..--- ^ 

TRaUE  NUE«  B»0I.STkAT10N8   CAHCILED  — *g 

ADJUDICATED    PATENTS .jB 

ADVERSE    DEaSlONS  IN   INTERFERENCE Jg 

NOTKE— attorney's  ADDRESS -r" ■"  iS 

Kkservation  Clauses  not  Permitted »2 

\ppiic\TK)N8  Under  Kxamination «" 

DiriSIONS  O?  THE   U.S.  COURTS—                                         ir»«n«  481 

D«v  r   I-onp  and  Evans,  and  Long  ».  D«F  and  ETans--  «i 

In  r*  Treiiting          - - ^35 

In  re  8mitb— - ^37 

In  re  Allen ^^ "" ^^ 

Patent  Hi'its *"  ^j 

TlrTDE-M^BIlB"  PuVuaHED  TlSb'A            ATIOJW) *« 

Trade-Mark  Registrations  Granted '« 

Traiie-Mark  Reoistkations  Renewed -  '^y 

l.AMKLS - - — ■ " 472 
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Dksigns 


October  15,  1935 


Trade-Marts 194— No. 

T.  M.  Renewals-..  23 

Labels. a»— No. 

Label!  Renewed....  I 

Prftits <-No. 

Reissues „J~C'° 

Patents 802-No. 

Designs 7ft— No. 

Total 1.1« 


328.977  to  No. 

46,S27  to  No. 

15.417  to  No 

19,720  to  No 

2,017,034  10  No, 

87,172  to  No 


329,170,  Inclusive 

4«,5C1,  inclusive. 

16.420,  inclusive. 

19,726,  inclusive. 

2,017,83fi,  Inclusive. 

97,24«,  inclusive. 


Trade-Mark  Registrations  Canceled 

•••'6  881  Autonioljile  igQition  timers.  Glendale  Engl- 
nt^^ring  Co.,  tilendale.  Calif.  Registered  April  19,  1927. 
Canceled  September  IT,  1935. 

2R7  640  Foot  pads,  foot  stralghteners.  and  bandages. 
Forest  City  Rubber  Company.  Cleveland.  Ohio  K««i»tered 
September  29.   1931.     Canceled  September  17    1935. 

300  168.  rotable  spirits,  whiskey,  and  liquors^  Dis- 
tillers Corporation  Limited,  Montreal.  Quebec.  Canada. 
Registered   January    10.    1933.      Canceled    September    17. 

1935. 

302  219  NqIIs.  Samuel  L.  MarkowltE.  Inc..  New  York, 
N.   Y.'     Registered   April    4.    1933.      Canceled    September 

17,  1986. 

qi3  081  GlD.  Interstate  Wine  &  Liquor  Co..  Balti- 
more, Md."  Registered  May  15.  1934.  Canceled  Septem- 
ber 17,  1935. 

325  564  Whiskey.  Barney  Clamage  Distilling  Co.,  Cbl- 
catro.  111.  Registered  June  26,  1935.  Canceled  September 
26.  1935. 


Adjodkated  Patents 

(CCA  Md.)  Ka'lel  and  rilchor  patent.  No.  1,268.726, 
for  railway  car,  claims  2  and  11  Held  valid  and  infringed. 
Wine  Ry.  Appliance  Co.  v.  Baltimore  d  O.  R.  Co.,  78 
F.(2d)  312. 

(C.  C.  A.  Md.)  Wine  patent.  No.  1,431.499,  for  car- 
door  lock,  claim  1  Held  invalid.    Id. 

(C  C.  A.  Md.)  Wine  patent,  No.  1,486,210.  for  door 
arrangement  for  railway  cars,  claims  1  and  4  Held  invalid. 
Id. 

(CCA  Md.)  Kadel  patent.  No.  1,738.057.  for  car- 
door-iocklng  device,  claims  7,  16,  16,  22.  and  27  Held  In- 
valid.    Id. 

(C  C  A.  Md.)  Kadel  patent.  No.  1,743,144.  for  rail- 
way car,  claims  8,  9,  16,  and  18  Held  Invalid.     Id. 

(D  C  N  Y  )  Shoemaker  patent.  No.  1,948,191,  for 
price' indicator,  claims  4.  5.  and  12  Held  invalid,  but  in^ 
fringed  if  valid.  Sinclair  Refining  Co.  v.  Martin  a 
Hchicartz,  11  F.  Supp.   153. 

(D.  C.  Md.)  Tumbler  patent.  No.  1.969,387,  for  cleans- 
ing and  polishing  preparation,  claims  1.  2,  4,  8.  16.  and 
•JO  Held  valid  and  infringed.  Tumbler  t.  Baltimore  Pa^nt 
d   Color   Workg,   11    F.    Supp.   183. 


Adverse  Decisions  in  Interference 

In  Interferences  Involving  the  indicated  claims  of  the 
following  patents  final  decisions  have  been  rendered  that 
the  respective  patentees  were  not  the  first  Inventors  with 
respect  to  the  claims  listed : 

Pat.  1,911.893,  Monroe  Guett.  Snap  pwitch  with  thermal 
release,  decided  August  27.  1935,  claim  8. 

Pat  1962  938.  C.  J.  RIchter.  Web  controlling  mecha- 
nism, de^ide'd  September  12,  1935.  claims  8.  5,  8.  9,  10. 
15,  and  16. 

Notice— Attorney's  Address 

xfAnv  letters  are  hrlnc  returned  to  this  OfBce  for  lack 
of  Afreet  address  The  nttorney's  full  post-offire  address 
Thnnlrt  IM.  civen  in  every  po«-er  of  aitorney.  The  prompt 
delivery  orcot^municatfons  will  thereby  be  facilitated. 


Reserration  Clauses  Not  Permitted 

Itvxr  44  A  reservation  for  a  future  application  of  sub- 
ect-matter  disclosed  but  not  claimed  in  a  p.  ndinp  appli- 
atloVwlll  not  be  permitted  in  the  pendin?  aprltration. 


ject 
c.t  " 
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Condition  of  Applications  Under  Examination  at  Gose  of  Business  September  28,  1935 


6 

a 


8024 
C70S 


Ton 


3«3B 

4896C 

573S 


(Total  number  of  arpli«tlons  awaiting  action.  eTcliidinj?  Tra(Je-Mark  Division,  32,000.  Trade-Mark 
Division,  l.HO.    Oldest  new  cue,  May  29,  \Vib\  oldest  anieoded.  May  28,  1936.) 

.     DmSIOMS,  EXAMINSES.  AND  SUBJKTS  Of  InTIMTIONS 


4BM 

«ei2 

60S7B 

7701 
9096 

9097 

4897 
9612 
9701 

4613 
4096 

M13 
7733 
9724 

7624 
50fQ 

5709 

9893 

5708 
4628 
9083 


4074 

4716 
4086 
0096 

0629 

3600 

7«tt 

58868 

7510 

4872 
7880 
6082 

9883 
4886B 

4087B 
7097 

4613 

7000 
5731 
7725 
4701 

9628 
7709 

6897 


SB74 

6887 

4725 
3625 


9605 

4700 
5896 

0724 

3876 
4888 

4708 

9634 

2090B 
2605 


1 


3. 
4. 


9. 


LOEFFLER,  F.  A..  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Veaeels;  Closore  Operators; 
Fences;  Oates;  Tillafre. 

HERRMANN.  D  ,  FlshlnR  and  Trapping;  Dairy,  Animal  Husbandry:  Presses,  Tobacco,  Veloci- 
pedes; ButcherinK;  Bee  Culture. 

LINDSEY,  A  ,  IleatinR;  Metal  Founding;  MeUllunry:  Metal  Treatment;  Electric  Furnaces 

DONNELLY,  A.  E.  (Act.^  Conveyors;  Hoists;  Handling  Apparatus  and  Implements;  Excavat- 
Inn;  Elevators;  Ftre  Escapes;  Ladders;  Scaffolds;  Store  Service;  F'neumatic  Despatch;  Fluid  Pres- 
sure Brakes. 

M  ACNAB,  J.  F^  Harvesters;  Music;  Aooustioa;  Sound  Recording;  Kootter*;  Buckles,  Buttons,  Ktc. 

6.  LEWER3,  A.  M..  Carbon  Chemistry .^._..,..-,^. — .^....... ........ 

7.  JARBOE.  C.  O.,  Optics,  Photofrraphy 

8.  ADAMS,  F.  L.,  Be<ls;  Chairs;  Kitchen  and  Table  Articles;  Raeirs  and  Cabinets 

9.  ADAMS.  R.  E.,  Pumps;  Fluid  and  Fluid-Currant  Motors 

10.  HUNTER,  O.  F  ,  I>and  Vehicles— Animal  Draft  Appliances,  Bodies  and  Tops,  Vehicle  Fenders. . 

11.  BENHAM,  E.  V.,  Boots,  Shoes,  and  Leggins;  Button,  Eyelet,  and  Rivet  Setting;  Harnes.s,  I.«ather 

Manufactures;  Nailing  and  Staplmg;  whip  Apparatus;  Hides,  Skins,  and  I^eather 

12.  HENRY,  C.  C,  Machine  Elements;  Cylinders  and  Pistons;  Mechanical  Starters.  .>*top  Mechanisms 

13.  BORLIK,  F  J.,  Gear  Cutting,  .Milling,  and  Planing.  Metal  Drawing;  Metal  Forging  anil  Welding; 

Metal  Rolling;  Metal  Working;  Needle  and  Pin  Making.  Turning;  Boring  and  Drilling. 

14.  BRUMBAUOH.  N.  J  .  Farriery;  Metal  Bending:  Metal  Tool*  and  Implements    Making;  Sheet 

Metal  Ware,  .Making;  Wire  Fabrics;  Wire  Working;  Metal  Working,  Blanks  and  Processes. 

15.  WORRELL,  L.  W  .  Olass;  Plastic  Block  and  Earthenware  Apparatus;  Plastics 

16.  SPENCER,  C.  J.,  Telegraphy;  Telephony 

17.  ARMSTRONG,  H.,  Ornamentation;  Paper  Manufactures;  Printing;  Type  Casting;  Sheet-Mate- 

rial .'\..oociatlng  or  Folding;  Sheet  or  Weo  Feedine;  Type  Setting. 

18.  PORTER,  M.  E.,  Motors,  Expaasible-Chamber  Type:  Power  Plants;  Speed-Responsive  Devices. 

19.  KENNEDY,  A.  R..  Furnaces  and  .Stoves;  Fuel  Burners 

20.  OROVE,  S.  D.,  Miscellaneous  Hardware;  Closure  Fasteners;  Locks;  Latches;  Safes:  Undertaking. 

21.  THOMPSON,  T.  J.,  Textiles;  Cloth  Finishing 

22.  RINOLE,  D  ,  Aeronautics;  Ftrearm.s,  Ordnance,  and  Explosive  Devices;  Air  Oans,  Catapults,  and 

Targets;  Boats  and  Buoys;  Ships;  .Marine  Propulsion. 

23.  BUTTNER,  W.  J.  (Act  ),  Coin  Handling;  Recorders;  Registers 

24.  DUR.AS,  C.  O.,  Apparel;  Apparel  .\pparatus;  Garment  Supporters;  Sewing  Machines .- 

25.  BLAKELY,  C.  F  ,  Clas-sifylng  Solids,  Centrifugal-Bowl  Separators;  MUls;  Threshlnr.  VefBtoWe 

and  Meat  Cutters  and  Comminutors. 
36.  ADAMS,  W.  M.,  Electricity,  Oeneratlon;  Motive  Power - 

27.  CL.\RK,  W.  N.,  Brushing,  Scrubbing,  and  Cleaning;  Washing  Apparattu ......... 

28.  BENSON,  A.  R.,  Internal-Combustion  Engines 

30.  3HKLARIN,  J.  B.  (Act.).  Woo«lwarking;  Tools;  Compound  Tools;  Furniture:  MeUl  Working; 

Cloth,  Leather,  and  Rubber  Receptacles;  Baggage,  Package  and  .Article  Carriers;  Deposit  and 
Collection  Receptacles;  Supports,  Tables 

30.  SHIPM.^N,  J.   L.,   .Automatic  Temperature  and  Humidity  Regulation;  Illuminating  Burners; 

Illumination;  Thermostats  and  Humidostats. 

31.  BUNCOMBE,  C.  3.  (Act.).  Oas,  Heating  and  Illuminating;  Mineral  Oils 

32.  BARTHOLOMEW,  J.  A.,  Oas  and  Llould  ConUct  Apparatus;  Heat  Exchange:  Gas  Separation. 

33.  WYMAN,  W.  I.,  Bridges;  Masonry,  Concrete,  Metallic,  and  Wooden  Structures:  Roofs:  Roads 

and  Pavements. 
8APERSTEIN,  S.,  Electricity,  Transmission  to  Vehicles;  Railways,  Rolling  Stock,  Switches,  and 

Signals;  Track  Sanders. 
REYNOLDS,  E.  C,  Card  and  Sign  Exhibiting;  Signals;  Dispensing;  Filling  and  Closing  PorUble 

Receptacles. 

McFaVdEN,  k   D.,  Measuring  Instruments;  Force  Mea.snring:  Automatic  Weighers 

WEAVER.  .M.  E.,  Electricity,  Circuit  Makers  and  Breakers:  Light-Sensitive  Circuits 

38.  KRAFFT,  C.  F.,  Earth  Boring:  Hydraulic  and  Earth  Engineering:  Mining  and  Quarrying;  Stone- 

working;  Wells;  Plastic  Compositions 

39.  WHITNEY,  F.  J.,  Fluid- Pressure  Regulators:  Multiple  Valves;  Valves;  Water  Distribution 

40.  OBERLIN,  J.  J..  Metallic.  Wood.  Paper,  and  Special  Receptacles  .     

41.  WHITNEY.  M.  L..  Railway  and  Ijind  Vehicles.  Wheels  and  Axles:  Resilient  Tires  and  Wheels; 

Wheel  Substitutes;  Railway  Draft  .Appliances;  Spring  Devices;  Typewriting  Machines. 

42.  CUTTING.  H.  O.  Electric  Signaling . 

43.  KLINGE.  E.  F.,  Medicines.  Poisons,  and  Cosmetics;  Bleacbinc  and  Dyeing;  EzploaiTe  Composi- 

tions; Sugar  and  Starch. 

44.  SHAFFER,  C.  FI  ,  Refrigeration:  Dispensing  Beverages 

45.  HILL,  H.  D.,  Pulleys  and  Shafting;  Lubrication;  Bearings  and  Guides;  Motors;  Valve-Operating 
.Mechanism;  Engine  Cooline 

TAYLOR.  M.,  Evaporators;  Fluid  Sprinkling;  Fire  Extinguishers;  Boilers;  Heating  Systems;  Coat- 
ing Implements. 

BARKER.  H.,  Clutches;  Brakes 

ROEPKE,  O.  B.,  Electricity.  General  Applications;  Igniters 

SHEFFIELD,  E.  L  ,  Check-ControIle<l  App<iratas;  Ventilation;  Driers;  Liquid  Purification 

50.  BL.AKE,  C.  L.,  Varnish;  Coating  Processes;  Carbohydrate  and  Condensation  Products;  Cellulose; 
Rubber.  . 

61.  BACKUS,  C.  D.,  Radiant  Energy 

63.  KN0TT8,  M.  K  ,  Supports;  Chucks;  Joint  Packing;  Pipe  and  Rod  Jotnts  or  Couplings;  TooK 

Handle  Fastenings;  Mains  and  Pipes,  Conduits  and  Housings;  I^minate'l  Packing. 
53.  PECK,  M.   K.,   Books:   Manlfoldine;   Printed  Matter:  Stationery:   Education:   Paper  Flies  and 
Binders;  Tents,  Canopies,  Umbrellas,  and  Canes;  Curtains,  Shades,  and  Screens;  Toilet:  Label 
Pasting  and  Paper  Hanging. 
94.  WAITE,  W    E  ,  Electric  Lamps:  Vapor  Electric  Devices;  Space  Discharge  Tubes;  Electricity, 
Medical  and  Surtrlcal. 

55.  BOWEN,  3.  T.,  Cutlery;  Artificial  Body  Members:  Dentistry;  Surgery 

56.  PORTER,  F   J  ,  Electrochemistry:  laminated  Fabrics;  Paper  Making,  Sabatance  Preparation... 

57.  NICOLSON,  G.  D.  G  ,  Cutting  and  Punchlne;  Bolt,  Nut,  Rivet,  Nail,  Screw,  Chain,  and  Horse- 

shoe Making;  Driven  and  Screw  Fastenings:  Jewelry;  Nat  and  Bolt  Locks;  Toys;  P^xercistng 
Devices. 

58.  DOWELL.  E.  F..  Abrading;  Bottles  and  Jars  , 

59.  RICHARD,  V.  I  ,  Chemistrv:  Fertilirers , 

60.  GLASS,  R.  L.,  Electricity,  Heating,  and  Welding;  Batterias;  Resistancas  and  RbeosUts;  Prime- 

Mover  Dynamo  Plants. 

61.  PARKS,  G.  E  .  I>aniinated  Electrical  Insulation,  Belt,  Hose,  Tire,  and  Ball  Making:  Winding  and 

Reeling;  Pushing  and  Pulling;  Horologv;  Time-Controlling  Apparatus. 

62.  COCHRAN,  W.  W  ,  Games;  Geometrical  InstmmenU , 

63.  WINKEL3TEIN,  A.  H  .  Preservtne:  Bread,  Pastry,  and  Confection  Making;  Agitating 

64.  NASH,  P.  M.,  Acetylene;  DLstillatlon;  Gas  Mixers;  Oils.  Fats,  and  Glue;  Liquid  Coating  Com- 

positions: Fuel:  .\lcohol 
66.  McDER.MOTT.  F.  P.,  Electricity,  Conductors;  Repeaters,  Relavs;  Wave  Transmission 

Tbadi-Marks,  Labils.  and  Prints:  F,  A.  RICHM0Nd|J^^'^^"^^jq^- 

DlSiOSS,  H.  H.  KALUPY  (Act  ) """"""""""" 


34. 

36. 

36. 

37. 


46. 

47. 
48. 
49 


Oldest  new  appli- 
cation and  old- 
est action  by  ap- 
plicant awaiting 
office  action 


N«w 


July    18 

Jane  36 

June  38 
July     0 

July  16 

June  0 

July  34 

June  12 

Aog.  19 

July  36 

June  6 

July  9 
July   17 

Jane  38 

July  31 
June  7 
July    16 

June  30 
July  3 
Aug.  1 
July  1 
July     9 

May  31 

June  38 
Joly     2 

July  18 

July  16 

July  18 

July  13 

June  28 

June  38 
Aug.  1 
June  39 


3  ■  a 

ak  o 
a«:S 
«     b 

o  wij 
Amended  SS 


July   30 

June  36 

June  28 
July   16 

July  17 
June  6 
July  24 
June  10 
Aug.  12 
Aug.  3 
June    7 


303 
687 

666 

340 


417 
1,099 
568 
539 
366 
303 
987 


July     8         417 
July    29  I      312 


July  3 

July  21 

June  9 

July  13 

June  27 

July  9 

Aug.  6 

July  3 

July  5 


July  1 

July  18 

July  17 

July  15 

July  13 

June  38 

June  38 

Aug.  13 

June  24 


May  31     June     1 
June  28     June  28 


July  8 
Jane  26 
Jane  18 

Joly  31 
July  1 
July   19 

July  15 
Jane  28 

June  7 
July  26 

Jane  16 

July  30 
1 

12 
June  27 


July 
July 


July   19 
Jane  38 

June  U 


June  20 

July  38 

June  28 

Aug.  8 


July     9 

July  8 
July     6 

June  28 

Joly  SI 
May  20 

July   16 

Joly  11 

Aug.  27 
Sept.  23 
Aug.  26 


July  9 
June  26 
June   18 


Aug. 
July 
July 


1 

1 

10 


July  10 

June  38 

Jona  7 

July  31 

Juna  :6 

July  29 

July  1 

July  24 

July  3 


July 
July 


July     9 


June  29 

July  28 
June  28 
Aug.  10 


July   16 

July    11 

July     6  j      367 


June  28 

Aug.    3 

May  29 
July    15 


460 

519 
708 
623 

410 
446 

182 
516 
900 


May  28         619 
June  29         989 


661 

394 

424 

361 
360 


476 

820 
188 

680 

930 

637 

284 
487 
454 

^9 
840 

415 

368 

543 

es7 

306 
649 

641 

466 
426 

772 

520 
6S5 

691 


573 

438 
666 
191 


300 
403 


287 

334 

637 
695 


July      9  !  480 

Sept.  16  1.065 

Sept.  36  85 

Sept.  10  I  483 
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DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


U.  S.  Court  of  Castoms  and  Patent  Appeals 

Day  v.  Long  and  Evaks,  and  Long  v.  Day  and 

Evans 

yot.  5,449  and  SASO.     Decided  ApHl  8.  £935 
[76F.(2d)  418] 

iNTKBribE.NCC — PRIOKITX^ — DiLIOKNCB. 

EJvldence  reviewed  and  Held  that  Evans,  the  senior 
party,  wan  the  first  to  reduce  to  practice  ;  that  Long 
and  Day,  who  conceived  the  Invention  earlier  than  Evans, 
were  not  diligent  in  the  interval  between  the  date  of  con- 
ception by  Evans  and  the  date  of  filing  of  his  applica- 
tion, and  that  priority  was  properly  awarded  to  Evans. 

AppKAL  from  the  Patent  OfBce.    Affirmed. 

Messrs.  Dike,  Calver  d  Gray  and  Mr.  Elmer  J. 
Oray  for  Day. 

Messrs.  Stcan  d  Frye  and  Mr.  George  Rex  Frye 
for  Long. 

Messrs.  Richey  and  Watts  and  Mr.  H.  F.  McNenny 
for  Evans. 
Graham,  P.  J.: 

An  interference  was  declared  In  the  United  States 

Patent  OfBce  between  the  application  of  Elmer  C. 

Long,  filed  February  13,  1928,  the  application  of  Ray 

E.  Day,  flled  March  1,  1926,  and  the  application  of 

Gordon  E.  Evans,  flled  January  30, 1926.    The  subject 

matter  of  the  interference  Is  described  sufficiently 

for  the  purposes  of  this  case  by  count  5,  which  Is  as 

follows : 

6.  A  piston  embodying  a  cup  shaped  head,  two  diametri- 
cally opposite  spaced  apart  supports  extending  downward- 
ly from  the  bottom  of  said  head,  two  wrist  pin  bosses 
secured  to  said  supports,  two  slipper  sections  separate  from 
said  head  and  forming  thrust  faces  for  said  piston,  and 
two  struts  rigidly  connected  with  and  diverging  from  the 
medial  portion  of  each  slipper  aectlon  and  connected  with 
the  two  wrist  pin  bosses,  said  struts  being  carried  by  tne 
head  only  throuph  said  supports. 

•  Each  of  the  parties  flled  a  preliminary  statement 
and  took  testimony.  The  party  Evans,  through  his 
assignee,  The  Cleveland  Trust  Company,  allied 
conception  and  disclosure  of  the  subject  matter  of 
the  Invention  on  or  about  August  7,  1925,  and  reduc- 
tion to  practice  as  of  December  3,  1925.  The  party 
Long,  In  his  preliminary  statement,  alleged  concep- 
tion on  or  about  the  first  day  of  April,  1921,  and  re- 
duction to  practice  as  of  July  15,  1921.  The  party 
Day,  In  his  preliminary  statement,  alleged  concep- 
tion of  the  subject  matter  of  counts  5,  8,  and  7,  in 
19ii0,  and  n  reduction  to  practice  of  the  same  in  the 
same  year.  As  to  counts  1,  2,  3,  and  4  of  the  inter- 
ference, February,  1922,  was  alleged  as  the  date  of 
conception,  and  a  reduction  to  practice  during  the 
summer  of  1926. 

Both  the  Examiner  and  the  Board  of  Appeals 
awarded  priority  to  the  party  Evans,  the  senior 
party.  There  Is  some  difference  of  opinion  between 
these  tribunals  as  to  various  facts,  but,  in  essen- 
tial particulars,  the  conclusions  of  the  Examiner  and 
the  Board  of  Appeals  are  In  harmony. 

The  parties  Ix>ng  and  Day  have  appealed.  The 
record  made  by  the  parties  is  very  voluminous,  and 
has  required  much  time  for  its  consideration.  No 
questions  of  law  are  presented,  and  the  matter  rests 


entirely  upon  the  proofs  which  the  parties  have  of- 
fered as  to  dates  which  should  be  awarded  them 
for  conception  and  reduction  to  practice,  respec- 
tively. In  what  we  have  to  say  we  shall  discuss 
the  case  which  each  party  has  made,  in  turn. 

The  Board  of  Appeals  awarded  the  party  Evans 
a  date  of  conception  of  November  16,  1925,  and  a 
constructive  reduction  to  practice  by  the  filing  of  his 
application  herein  involved  as  of  January  30,  1926. 
In  coming  to  this  conclusion,  the  Board  discusses 
Exhibit  24  of  Evans,  which  was  an  incomplete  pis- 
ton, lacking  the  head  and  some  other  features.  There 
was  some  difference  of  opinion  between  the  Examiner 
of  Interferences  and  the  Board  of  Appeals  upon  the 
matter  as  to  whether  this  exhibit  was  a  suflicient 
proof  of  conception.  The  Board  was  of  the  opinion 
it  was  not,  and  we  find  ourselves  In  agreement  with 
that  conclusion.  However,  other  pistons  were  made 
up  according  to  certain  drawings  which  were  known 
as  Exhibits  12  and  12a,  and  were  tested,  the  test 
being  completed  on  November  28,  1925.  This  date, 
November  16,  1925,  therefore,  was  given  to  the  party 
Evans  as  a  date  of  conception,  and,  inasmuch  as  the 
pistons  then  made  and  tested  seem  to  have  embodied 
all  the  features  of  the  subject  matter  of  the  Inter- 
ference here,  we  agree  with  the  Board  that  con- 
ception is  established,  as  of  that  date,  by  the  party 
Evans.  We  are  also  of  opinion  that  no  weight  may 
be  given  the  fact  that  the  party  Evans  did  not 
testify.  The  record  plainly  shows  that  an  effort 
was  made  to  locate  him,  and  that  his  whereabouts 
could  not  be  ascertained.  After  Evans'  date  of  con- 
ception, he  proceeded  with  celerity  to  tlie  filing  of 
his  application. 

As  to  the  party  Long,  the  Board  of  Appeals  was  of 
the  opinion  that  the  counts  of  the  interference  would 
not  read  upon  Long's  earlier  application,  Serial  No. 
602,660,  filed  November  22,  1922,  arid  which  is  al- 
luded to  by  appellant  Long  as  his  Case  M.  The 
disclosure  In  this  earlier  case  was  of  a  piston  In 
which  the  struts  supported  the  slipper  sections  of 
the  skirt  not  in  tlie  manner  shown  by  the  application 
here  involved,  but  in  which  the  support  was  made 
by  attachments  of  the  struts  near  the  ends  of  the 
segments  of  the  skirt  and  not  at  intermediate  points 
thei-eof ;  in  other  words,  the  structure  as  sliown  In 
the  Case  M  pistons  was,  as  the  Board  has  termed  It, 
an  "hour  glass  configuration."  We  find  no  error  in 
this  conclusion.  The  structures  seem  to  be  very 
different  in  principle. 

The  Board  further  held  that  the  party  Long  had 
failed  to  establish  conception  by  the  drawing  of 
plans  and  the  completion  of  pistons  for  the  Holmes 
car  in  1921,  as  alleged  by  him.  However,  the  Board 
was  of  opinion  that  Long  had  established  sufficient 
facts  to  show  a  conception  of  the  subject  matter  of 
the  Interference  In  connection  with  certain  pistons 
manufactured  and  sent  to  the  Paige  Motor  Com- 
pany in  August,  1925.  The  Board  was  of  opinion,  how- 
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ever,  tiint  there  was  not  sufficient  evidence  to  es- 
tablish a  r«]uction  to  practice  of  these  Paige  [Pis- 
tons. The  Long  application  here  in  issue  was  filed 
on  February  13.  1928,  and  the  Board  was  of  opinion 
that,  from  the  date  of  conception  in  August,  191.5, 
until  tiie  date  of  hling,  there  was  insathcient  activity 
on  the  part  of  the  party  Long  "to  overcome  the  show- 
ing by  Kvans."  Long,  ttierefore,  was  given  a  date 
of  August,  1925,  for  conception,  and  of  February  13, 
1928,  for  reduction  to  practice. 

Icing's  claim  to  conception  in  1921  depends  large- 
ly upon  the  testimony  of  himself,  Wilfred  I).  Fink,  U. 
Gerald    Kails,    Edward    A.    Ueuman,    and    Arthur 
Holmes.     To  understand  the  exact  situation,  it  is 
necessary  to  know  something  of  the  work  which  the 
party  Long  was  doing.    He  was  attempting  to  build 
up  a  business  in  the  manufacture  and  sale  of  pis- 
tons,  having  spent   the  principal   part   of   his  life 
in  this  business.    From  April,  1920,  until  about  the 
first  of  June,  1923,  he  was  located  at  4834  lieaublen 
Street,  in  Detroit,  Michigan.    At  tlds  and  his  other 
business  locations  he  solicited  and  obtained  business 
in  making  cylinders  for  many  makes  of  cars.    Draw- 
ings were  made  up,  from  time  to  time,  of  various 
models    of    pistons,    including    improvements    and 
changes  of  sizes  and  construction.    Constant  experi- 
mentation was  going  on  along  these  lines.     Draw- 
ings, as  they  were  n)ade,  were  numl)€red  accord- 
ing to  the  particular  number  which  was  given  some 
type  of  piston.    These  numbers  were  not  takeu  nu- 
merically, but  seem  to  have  been  fiapliazard  in  their 
selection,  so  tiiat  numbers  did  not  continue  chrono- 
logically.   The  drawings  were  not  date<J,  and,  hence, 
such  drawings  as  were  introduced  by  the  party  I-ong 
depend   for  tlieir  dates  upon   the  memui-y  of  wit- 
nesses.    As  a  consequence,  the  evidence  furnished 
by  such  drawings  is  unsatisfactory  aad  inconclusive. 
Tlie  witnesses  were  hazy  in  their  recollection,  i-nd 
did  not,  by  their  testimony,  clearly  establish  facts 
upon  which  a  fixed  determination  with  respect  there- 
to could  be  readily  and  conclusively  made.     For  in- 
stance, the  witness  Fink,  who  was  enii)loyed  by  the 
party  Long,  and  upon  whose  testimony  Long  largely 
relies,  gives  testimony  as  to  the  use  of  certain  pis- 
tons which  were  claimed  to  be  of  the  type  here  In- 
volved,  but    the  exact   character   of   which   is,   be- 
cause of  the  absence  of  clear  and  convincing  proof 
of  dates,  not  satisfactorily  shown.    The  witness  Fink 
testified  that  he  installed  in  a  Franklin  car  of  the 
■  party  Long,  a  piston,  which  fact,  it  is  claimed,  con- 
stitutes proof  of  conception  during  the  f)eriod  while 
Fink  was  employed  by  Long,  namely,  in  the  period 
from  July,  1921,  to  October,  1922.    This  piston,  how- 
ever, which  Is  known  as  Exhibit  7,  is  shown  on  ex- 
amination to  have  conforme<l  in  type  to  that  shown 
by  the  party  Long  In  his  Case  M  application,  which 
we  have  stated  the  Board  has  held  did  not  conform 
to  the  counts  here  in  l.saue.    It  is  true  that  the  n  Itness 
Fink  te.stitied  that  during  the  time  he  worked  for 
the  party  Long  he  saw.  nt  that  place,  a  piston  known 
as  Exhibit  6,  which  seoms  to  have  been  of  the  type 
which    is   the   subject   matter  of  this   Interference. 
However,  further  proof  as  to  the  use  or  orijrln  of 


this  particular  piston  Is  not  shown  by  the  record, 
and  this  testimony  is  not  sufficient,  as  we  view  It,  to 
establisJi  conception. 

In  reading  Long's  record,  which  is  extensive,  one 
is  impiesfiied  with  the  thought  that  tlie  party  Long 
was  constantly  attempting  to  improve  the  charac- 
ter of  his  pistons,  and  that  It  Is  possible,  and,  per- 
haps, probable,  that  he  may  have  had  a  conception 
of  the  subject  matter  here  in  Issue,  namely,  of  the 
so-called  "sti-awberry  box"  type  of  piston,  during 
his  years  of  experimentation  from  1921  to  1925.  The 
burden,  however  is  ujwn  him  to  establish  this  fact, 
and  we  feel,  after  a  careful  consideration  of  his  i*ec- 
ord,  tliat  the  facts  .shown  are  not  sufficient  to  sus- 
tain the  burden  resting  upon  tlie  party  Long. 

We  come  now  to  the  proof  of  reduction  to  practice, 
as  shown  by  the  pistons  furnished  to  the  Paige  com- 
pany in  1926,  by  Long.  That  such  pistons  were  fur- 
nished, and  that  they  embodied  the  subject  matter 
of  this  interference,  is,  we  think,  fairly  well  estab- 
lished by  the  record.  They  were  placed  In  Paige 
cars  and  were  operated.  The  record,  however,  con- 
tains testimony  to  the  effect  that  the  tests  were  un- 
satisfactory. The  witness  Q.  Palardy,  general  fore- 
man of  the  experimental  department  of  the  (Jrahani 
Paige  Motors  Corporation,  testified  at  length  rela 
five  to  these  pistons  received  from  the  Long  comimny 
In  the  spring  of  1925.  He  testified  that  these  pistons 
were  tested  with  dynamometer,  and  by  road,  tests, 
the  pistons  having  been  Installetl  under  his  direc- 
tions. The  tests  were  super visetl  by  an  employee 
by  the  name  of  Bachle.  These  tests,  according  to 
Palardy,  were  unsatisfactory.  The  only  other  testi- 
mony In  the  record  which  has  been  called  to  our 
attention,  which  seems  to  be  uiwn  this  iwint,  is  that 
of  the  witness  William  F.  Porth,  in  charge  of  the  ex- 
perimental department  at  the  Paige  company  from 
1914  to  1930.  Mr,  Porth  depended  entirely  ui)on  his 
memory  for  the  facts  to  which  he  testified.  He  stated 
that  he  had  conducted  the  tests  of  the  I»ng  piston.s, 
and  that  he  did  not  remember  whether  the  tests  were 
satisfactory  or  unsatisfactory.  He  was  calleil  as  a 
witness  for  the  party  Long,  and  testlfleil  in  answer 
to  questions  which  were  very  largely  leading  In  their 
character.  The  employee,  Bachle,  according  to 
Porth's  testimony,  was  deceased. 

We  are  unable  to  find.  In  the  re^-ord.  any  prf)of 
sufficient  to  establish  a  reduction  to  practice  of  the 
Long  pistons  of  the  particular  type  here  Involved 
until  his  constructive  reduction  to  practice  by  the 
filing  of  his  application.  It  Is  true  that  he  made 
pistons  from  time  to  time,  notably  for  the  Chrysler 
company,  but  whether  they  were  satisfactory  or  not, 
upon  a  test,  is  not  shown,  and  whether  those  were 
furnished  before  or  after  Evans'  date  of  filing  is  not 
shown.  The  record  is  unsatisfactory  In  that  respect, 
and  while,  as  we  have  said,  tlie  general  Idea  ran  be 
gathereil  from  the  record  that  the  party  L<mg  was 
In  possession  of  the  Invention  for  several  years  be- 
fore his  actual  filing,  the  difficulty  Ilea  In  the  fact 
that  his  proof  does  not  satisfactorily  establish  the 
same,  so  that  the  Court  may  conclude  that  the  de- 
cision of  the  Hoard  of  Appeals  is  In  error  and  should 
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be  reversed  on  the  weight  of  the  testimony  in  that 
respect.  No  proof  of  activity,  during  the  critical 
period  from  the  entry  of  Evans  into  the  field  until 
Long's  filing,  is  shown.  During  that  period.  Long's 
work  was  largely  experimental.  Other  patents  dur- 
ing the  interim  were  sought  for  upon  pistons,  dif- 
fering in  their  construction.  While  there  Is  no 
dii^ect  proof  of  abandonment,  there  Is  also  little  proof 
to  establish  any  Intention  on  the  part  of  Long  to 
proceed  to  patent  uix)n  the  subject  matter  here  in- 
volved. 

As  to  the  preparation  of  a  piston  of  the  type  here 
Involved  in  1921,  it  Is  a  significant  fact  that  the 
party  Long  testifies  that  he  prepare<l  such  a  piston 
and  had  It  Installed  In  a  Holmes  car  which  was 
then  in  the  possession  of  the  witness  Fink.  Long  stat- 
ed further  that  he  had  ridden  in  this  car  with  Fink, 
and  that  the  piston  worked  satisfactorily.  However, 
when  Fink  was  testifying,  he  failed  to  mention  this 
circumstance,  and  was  not  asked  about  the  same. 
Furthermore,  it  is  shown  by  the  testimony  of  the  Day 
witness,  Baustead,  that  the  drawing  known  as  Long's 
Exhibit  2,  which  is  relied  upon  by  Long  as  showing 
the  construction  here  involved,  and  which  It  was 
claimed  was  put  In  the  Holmes  car  engine,  would 
nctt  Ht  that  engine,  but  was  adaptable  for  but  one 
engine,  that  of  the  Packard  Six  of  1925  or  1926. 

Another  significant  circumstance  concerns  said 
Long's  Exhibit  2.  This  is  n  photostat  which  shows 
in  one  drawing  the  subject  matter  of  the  interference 
l»ere  involved.  This  drawing  was  produced  by  Long 
on  the  hearing,  with  the  statement  that  he  prepared 
the  same  in  April,  1921,  and  found  it,  while  conduct- 
ing a  search  with  the  witness  Ralls,  a  few  days  be- 
fore the  hearing.  In  his  office.  This  drawing  Is  relied 
upon  strongly  by  the  party  Ix)ng.  It  Is  numbered 
"Long  No.  99,"  and  this  number,  in  turn,  appears  In 
a  snmll  catalog  introduced  in  evidence,  which  was 
publlshe«l  about  that  time  by  Long.  The  drawing  is 
not  dated.  It  Is  a  significant  circumstance  that  this 
drawing  does  not  seem  to  have  been  seen  or  known 
of  by  any  other  witness  In  the  case  at  the  time  of 
the  allegetl  conception  In  1921,  and  seems  to  have 
slumbered  peacefully  In  the  book  in  which  it  was 
found  from  1921  to  1930.  The  original  of  this  ex- 
hibit was  not  found  or  accounted  for.  To  ascribe 
to  this  drawing  the  importance  which  Is  claimed  for 
It  at  this  time  Is,  In  our  view  of  the  matter,  not  Justi- 
fied by  this  record. 

It  is  seriously  contended  that  in  the  fall  of  1921 
Long  furnished  the  Holmes  Automobile  Company  pis- 
tons of  the  type  involved  here  for  installation  In  their 
cars.  However,  Mr.  Arthur  Holmes,  president  of 
that  company  until  it  went  Into  the  hands  of  a  re- 
ceiver In  1922,  was  placed  upon  the  witness  stand  by 
the  party  Long  and  stated  that  he  did  not  know 
whether  the  Long  Case  P  pistons  were  placed  In 
the  Holmes  cars,  but  that  definite  information  could 
be  obtained  from  his  employees,  Smith,  Whitman,  and 
Davis,  who  had  charge  of  that  particular  branch  of 
the  work.  The  whereabouts  of  these  parties  was 
disclosed  by  the  witness,  with  the  statement  that 
full  information  could  be  obtained  from  them,  par- 


ticularly from  Mr.  Whitman.  These  parties,  however, 
were  not  calletl  as  witnesses.  It  would  seem  that 
an  attempt  should  have  been  made  to  obtain  the  pres- 
ence of  some  of  them.  If,  as  a  matter  of  fact,  the 
Long  piston  of  the  type  here  involved  was  then  used 
in  the  Holmes  engines,  it  would  have  been  an  im- 
portant circumstance. 

Some  effort  was  made,  also,  to  show  that  Long 
installed  pis^tons  of  the  Case  P  type  in  a  Mitchell  car 
in  1924.  These  pistons,  however,  are  shown  by  the 
testimony  of  the  man  who  installed  them.  Joseph  M. 
Cosgrove,  to  have  been  pistons  with  struts  at  right 
angles  to  the  wrist  pin  axis,  and  not  of  the  hex- 
agonal type. 

We.  therefore,  find  ourselves  in  agreement  with 
the  finding  of  the  Board  of  Appeals,  as  to  date  of 
conception  and  reduction  to  practice  by  the  party 
Long. 

The  party  Day,  as  has  been  stated,  filed  his  appli- 
cation In  the  Patent  Office  on  March  1,  1926.  In  the 
proceedings  before  the  Patent  Office,  Day  claimed 
that  his  conception  of  the  subject  matter  of  the  vari- 
ous counts  of  the  interference  is  evidenced  by  what 
Is  known  In  the  record  as  Day  Exhibit  101.  This  ex- 
hibit was  an  aluminum  piston  in  which  the  slipper 
portions  were  unattached  to  the  head,  and  were  sup- 
ported and  held  In  place  by  two  iron  rings  in  the 
interior  of  the  piston,  one  of  said  rings  being  above 
the  wrist  pin  bosses  and  the  other  below  the  same. 
This  type  of  piston  was  manufactured  by  Day  for 
commercial  purposes  during  1920,  1921,  and  1922. 
W^e  agree  with  the  Board  of  Appeals  that  this  piston 
did  not  embody  the  principle  involved  in  the  counts 
of  this  Interference,  and  that  the  counts  do  not  read 
thereon.  The  particular  reasons  for  this  conclusion 
need  not  be  stated  here,  for,  as  we  read  Day's  brief 
and  argument  filed  herein,  his  claims  for  priority  ere 
largely  based  upon  a  later  piston,  which  is  delineated 
by  a  series  of  photostats  which  are  numbered  Day's 
Exhibits  102-A,  102-B,  and  102-C.  One  of  these 
drawings,  namely,  Exhibit  102-A,  bears  upon  its 
face  the  signature  of  Pierre  Barnes,  a  patent  at- 
torney, and  is  dated  by  Barnes  June  12,  1923.  Day 
testifies  that  he  exhibited  the  drawing  to  Barnes  on 
that  date,  and  that  Barnes  thereupon  witnessed  it  at 
Day's  request.  The  signature  of  Barnes  Is  satisfac- 
torily established  by  other  proof,  and  the  drawing 
plainly  embodies  the  subject  matter  of  this  interfer- 
ence. We  are  satisfied,  therefore,  that  Day  conceived 
as  of  said  date  of  June  12,  1923,  and  he  was,  there- 
fore, properly  awarded  that  date  for  conception. 

The  serious  matters,  so  far  as  Day's  reconfis  con- 
cerned, are  his  diligence  and  his  reduction  to  prac- 
tice. There  Is  no  proof  In  the  record  which  estab- 
lishes any  reduction  to  practice  until  his  constructive 
reduction  on  the  date  of  his  filing. 

The  principal  contention  of  Day's  counsel  is  that 
Evans  did  not  conceive  as  of  October  or  November, 
1925,  but  that  he  must  be  confined  to  his  filing  date, 
not  only  for  a  reduction  to  practice  but  for  proof 
of  conception.  If  Evans  conceived  In  October,  as 
found  by  the  Examiner,  or  In  November  of  1925,  as 
found  by  the  Board  of  Appeals,  then  It  is  not  seriou-^^lF 
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contended  by  counsel  for  Day  that  diligence  has  been 
shown  by  Day  from  that  time  until  Day's  tilinj?  dute 
of  March  1, 1926.  The  Board  of  Appeals  took  the  view 
that  from  November.  1925,  to  March  1,  1926,  ascrib- 
ing to  Evans  a  date  of  conception  in  November,  1925. 
Day  had  shown  no  diligence.  As  we  have  read  the 
record,  we  are  inclined  to  the  view  that  no  such 
diligence  was  established.  It  is  true  that  Day  was 
In  a  difficult  position  financially,  during  that  period. 
However,  he  had.  at  various  times  prior  to  this  criti- 
cal i>eriod,  receivetl  various  sums  of  money,  aggre- 
gating about  $9,000.00,  and  during  the  period  when 
diligence  was  chargeable  to  him  he  was  able  to  em- 
ploy the  services  of  an  attorney,  Mr.  Matheny,  whom 
he  consulte<l  on  January  25,  1926.  We  think  it  re- 
quired a  greater  degree  of  diligence  than  is  shown 
during  that  period  to  substantiate  the  party  Day's 
claims.  As  we  iiave  said,  diligence,  during  that 
period.  Is  not  relied  upon  by  counsel  in  the  argument 
made  in  this  a»urt,  it  being  rather  admitted,  by  Im- 
plication, that  if  Evans  did  conceive  in  November, 
1925,  the  party  Day  is  not  entitled  to  priority. 

We  find  no  error  in  the  decision  of  the  Board  of 
Appeals,  and  it  is  affirmed. 

Affirmed. 


U.  S.  Court  of  Ciutoms  aad  Patent  Appeals 

In  RK  Theuting 

No.  S,469.     Decided  April  8,  19S5 

[76  F.(2d)    310] 

1.  Patb.vtabilitt — Bkabi.vo     ScRrACK     AND     Method    ow 

POBMINO    8am I. 

Clalma  for  an  antifriction  bearing  sarface  for  ferrous 
articles  and  claims  for  the  method  of  forming  such 
surface  Held  unpatentable  over  the  prior  art. 

2.  Invention — DiscoviRt  or  Reasons  roa  Reactions. 

If  references  in  the  art  fully  dl.sclose  the  composi- 
tion and  stmcture  upon  which  a  patent  Is  sought.  It 
constitutes  no  Invention  within  the  meaning  of  the 
patent  laws,  to  discover  the  reasons  for  the  reactions 
involved. 

Appeal  from  the  Patent  Office.     Affirmed, 

Mr.   Sydney  I.   Prescott,    Mr.   Joseph  Shea,  and 

Mr.  George  S.  Hastingg  for  Treutlng, 

Mr.  T.  A.  Hostetler  and  Mr.  Uotcard  S.  MiUer  for 

the  Commissioner  of  Patents. 

Graham,  P.  J.: 

An  application  was  filed  in  the  United  States  Pat- 
ent Office  by  the  appellant  for  a  patent  ou  what  was 
claimed  to  be  a  new  and  useful  Improvement  In 
anti-friction  bearings  and  a  method  of  forming  the 
game.  As  finally  amended,  tiie  claims  of  the  appel- 
lant were  numbered  1,  2,  4,  5,  6,  7,  and  11  to  16,  in- 
clusive, all  of  which  were  rejected  by  the  Examiner, 
and,  on  appeal,  by  the  Board  of  Appeals.    Claims 

1  and  6  are  typical,  &nd  are  as  follows: 

1.  An  antifriction  bearing  surface  for  ferrous  articles 
having  a  bonding  layer  adhering  to  the  article  consisting 
mainly  of  lead,  and  a  layer  of  babbitt  metal  consisting 
mainly  of  lead  or  tin,  and  containing  antimony  and  cop- 
per and  adhering  to  said  bonding  layer,  said  lead  bonding 
layer  having  incorporated  therein  an  activating  ingredient 
for  causing  it  to  sticli  to  the  article  and  the  babbitt,  and 
the  opposed  surfaces  of  said  bonding  layer  and  t>abbitt 
being  alloyed  with  each  other. 

6.  The  method  of  forming  anti-friction  bearing  surfaces 
which  comprises  applying  to  the  article  to  be  surfaied 
molten   lead   having  a   modicum   of  phosphorus  therein   to 


coat  the  same  and  then  applying  bflbbitt  consisting  main- 
ly of  lead  or  tin,  and  containing  antimony  and  copper,  in 
molten  condition  to  the  coated  surface. 

The  claims  were  rejected  upon  the  following 
references:  Ahlhom,  74,029,  February  4,  1868;  I.*mp 
et  al.,  1,212,517.  January  16,  1917;  Klocke,  1,331,961; 
February  24,  1920;  Staack,  1,501.293,  July  15,  1924; 
Oilman,  1,581,083,  April  13,  1926. 

In  addition  to  these  references  there  appears  In 
the  record  an  exrerpt  from  the  UnittMl  States  Bureau 
of  Standards  Circular,  No.  78—1919,  which  Is  re- 
ferred to  by  the  Examiner,  but  which  tlie  Examiner 
states  he  Is  not  using  as  a  reference  in  rejecting 
the  claims.  The  Board  of  Appeals  wa.s  of  opinion, 
however,  as  expressed  In  its  decision,  that  said 
circular  was  cited  "for  the  puri>>se  of  showing  that 
a  solder  composed  of  these  materials  is  old."  This 
latter  statement  by  the  Board  of  .\pi»eals,  the  Solici- 
tor for  the  Patent  Office  considers  to  be  a  use  of  said 
excerpt  as  a  reference.  The  appellant  seems  to  have 
l)een  of  opinion  that  this  circular  was  thus  treated 
by  the  Board,  In  view  of  his  second  assignment  of 
error,  namely : 

2.  The  Board  of  Appeals  erred  In  holding  that  Circular 
No.  78  (1919)  of  the  United  States  Bureau  of  Standards 
suggests  the  use  of  a  trandlng  or  adhering  layer  having 
the  proportions  of  lead,  tin  and  ilnc  apeclfled  in  clalma  4, 
15  and  IR. 

Appellant's  claimed  Invention  relates  to  anti- 
friction bearings  and  a  method  of  producing  the 
same.  His  bearing,  used  for  a  variety  of  purposes. 
Including  an  exterior  coating  for  pistons  and  for 
bearings  where  wear  ordinarily  occurs,  is  con- 
structed as  follows:  A  machine  part  of  Iron  or  steel 
is  piciiled,  and  then  coated  with  a  layer  of  phos- 
phorus activated  lead,  this  activated  layer  being 
composed  largely  of  lead,  with  a  small  amount  of 
phosphorus  therein.  This  layer  adheres  etisily  to 
the  ferrous  portion.  Upon  the  surface  of  this  acti- 
vated lead  coating,  a  layer  of  babbitt  Is  then  placed, 
to  which  the  activated  lead  liiyer  readily  adheres, 
thus  making  a  permanent  bond  between  the  ferrous 
metal  and  the  babbitt,  which  would  otherwise  be 
bonded  together  with  difficulty.  The  babbitt  metal 
which  is  utilized  by  the  appellant  in  preparing  his 
bearings  Is  of  composition  which  varies  and  may 
be  mainly  of  lead  or  tin,  and  containing  antimony 
and  copper.  In  his  specification  the  appellant  givea 
various  proportions  which  he  may  use  In  this  babbitt. 
In  general,  he  recites  that  the  term  bai)bltt,  as  he 
uses  it,  may  mean  either  a  tin  base  babbitt  or  a 
lead  base  babbitt.  Examples  of  his  composition  are 
given,  although  appellant  does  not  bind  himself  to 
any  particular  proportions  by  his  sijeciflcation. 

All  of  the  appealed  claims,  except  method  claims 
6  and  7.  were  rejected  as  unpatentable  over  either 
of  the  references  to  Ahlbom,  Oilman,  or  Klocke,  In 
view  of  Staack,  on  the  ground  that  no  more  than 
mechanical  skill  would  be  involved  in  substituting 
for  the  tin  or  Br)lder  bonding  layer  of  the  first  three 
patents  cited,  a  layer  of  phosphorus  activated  lead 
as  shown  by  Staack.  Claims  6  and  7  are  method 
claims,   and   were   rejected. 

"as  being  merely  the  necessary  or  obvious  steps  of  making 
a  bearing,  also  a.s  unpatentable  over  either  of  the  refer- 
ences Staacli,  Ahlborn.  or  Oilman." 
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The  reference  Staack  is  a  patent  upon  a  method 
of  covering  metals  with  a  protective  coat  to  pre- 
vent corrosion,  and  is  applicable  principally  to  the 
treatment  of  Iron  or  steel.  In  this  patent  the 
patentee  shows  the  use  of  u  flux  upon  the  surface 
of  the  metal  which  consists  of  chloride  of  zinc  con- 
taining phosphorus  and  a  coating  bath  of  lead  con- 
taining a  small  amount  of  phosphorus.  Upon  the 
surface  of  this  may  be  placed  a  metal  coating  which 
is  caused  to  adhere  to  the  metal  to  be  coated  by 
means  of  the  intervening  layer  or  coating  of  phos- 
phorus activated  metal.  We  agree  with  the  Board  of 
Appeals  that  this  patent  fully  dlsclo.ses  the  valuable 
effects  Induced  by  the  use  of  such  a  phosphorus  acti- 
vated intervening  layer. 

The  patent  to  Ahlborn  discloses  the  method  of 
tinning  the  interior  of  carriage  boxes  in  order  to 
secure  a  metallic  alloy  coating  thereto.  The  patent 
to  Lemp  et  al.  discloses  the  coating  of  a  piston  with 
babbitt.  Klocke  shows  the  use  of  a  coating  of  solder- 
ing material  between  metallic  parts  to  assist  In  their 
union,  and  which  Is  to  be  used  In  lined  bearings. 
Oilman  discloses  the  use  of  a  tinning  material  to 
form  a  thin  coating  over  a  steel  bushing,  the  tinning 
material  being  used  to  bind  a  bronze  liner  In  place 
and  a  surface  to  which  a  babbitt  material  liner  will 
adhere  "much  better  than  it  will  to  steel." 

[1]  We  find  ourselves  constrained  to  agree  wltli 
the  Board  of  Appeals  as  to  the  rejection  of  these 
claims.  The  appellant  here,  as  it  seems  to  us,  has 
substituted  for  the  tinning  layer  shown  by  some  of 
the  references  the  activated  lead  layer  which  Staack 
disclosed  In  doing  this,  the  appellant  doubtless 
made  a  better  article  commercially.  However,  as 
we  see  It,  it  was  not  Inventive,  but  simply  the  use 
of  features  known  to  the  art  with  no  new  and  useful 
result.  The  apr)ellant  doubtles.s  reduced  the  cost, 
but,  after  all  is  said,  what  he  did  was  to  simply 
make  an  aggregation  of  features  which  were  already 
well  known  to  one  skilled  in  the  art 

As  to  the  method  claims,  no  new  or  novel  steps  are 
shown  over  the  prior  art,  as  cited,  and  we  therefore 
agree  with  the  Board  of  Appeals  that  these  claims 
likewise  were  properly  rejected. 

[2]  Appellant's  counsel  Is  of  opinion,  as  expressed 
in  his  brief,  that  the  art  of  metal  coating  as  shown 
by  Staack,  and  the  art  Involved  in  the  present  appli- 
cation, are  not  analagous.  However,  as  It  seems 
to  us,  the  point  is  not  well  taken.  In  addition,  coun- 
sel for  appellant  argues  that  the  appellant  was  the 
first  to  discover  the  cause  of  certain  defects  in  bond- 
ing materlal.s  used  in  the  art  involved.  This  may 
be  true,  but  if  the  appellant  found  in  the  art  refer- 
ences which  fully  disclosed  the  composition  and 
structure  which  he  now  seeks  a  patent  upon,  wc  are 
unable  to  believe  that  to  thus  discover  the  reasons 
for  the  reactions  obtained  constitutes  invention 
within  the  meaning  of  the  patent  laws.  One  who 
conducts  experiments  in  an  art  may  discover  that 
certain  combinations,  as,  for  Instance,  of  metals, 
will  produce  a  certain  new  and  useful  effect.  He 
may  not  understand  the  reason  for  this,  and  yet  he 
has  made  an  invention.    If  one  who  later  experi- 


ments In  the  same  art  discovers  the  reason  for  the 
effect  which  is  thus  produced,  this  does  not  constitute 
invention,  unless  something  further  is  added  to  the 
art,  except  the  mere  discovery  of  the  cause  for  the 
effect  produced.  Robinson  on  Patents,  Book  1, 
581.  82. 

The  decision  of  the  Board  of  Appeals  Is  afl5rmed. 

Affirmed. 


U.  S.  Court  of  Castomt  and  Patent  Appeals 

In  ke  Smith 

No,  S^SS.     Decided  April  8,  J9S5 

[76  F.(2d)  142] 

PATBNTABILITY — MITUOD      or      TKJEATINO       FRISH      KILLED 
MKAT. 

Claims  for  a  method  of  treating  fresh  killed  meat  Id- 
eluding  the  steps  of  molding  the  same  while  it  Is  still 
limp  and  retains  its  animal  heat  and  then  chilling  the 
same.  Held  unpatentable  over  the  prior  art. 

Appeal  from  the  Patent  Office.     Affirmed. 

Mr.  Roy  W.  Johns  for  Smith. 

Mr.  T.  A.  Hostetler  and  Mr.  Howard  8.  Miller  for 
the  Commissioner  of  Patents. 
BLAND,  J.: 

No  claim  was  allowed  and  claims  1,  2,  4,  5,  6,  and 
7  of  appellant's  application  for  a  patent  Involving  a 
method  of  dressing  and  preparing  meat  were  re- 
jected by  the  Primary  Examiner  of  the  United 
States  Patent  Office,  and  It  is  from  the  decision  of 
the  Board  of  Appeals  affirming  the  action  of  the  Ex- 
aminer In  rejecting  said  claims  that  appeal  has  been 
taken  to  this  court.    The  rejected  claims  follow : 

1.  The  method  of  dressing  carcassies  which  consists  In 
sei>aratine  desired  bone  freed  parts  immediately  after 
butchering  and  while  still  warm  and  flaccid,  then  mould- 
ing them  to  a  predetermined  shape,  and  while  so  moulded 
chilling  the  same,  whereby  they  become  set,  and  then  re- 
moving them  from  the  moulds  preparatory  to  marketing. 

2.  Tne  method  of  treating  fresh  killed  meat  which  con- 
sists in  mouldinK  a  specific  part  thereof  while  still  limp  and 
retaining  its  animal  heat,  and  then  chilling  the  same, 
whereby  it  becomes  set  and  adapted  to  retain  its  moulded 
form,  and  then  removing  It  from  the  mould  preparatory  to 
marketing. 

4.  The  method  of  preparing  meats  for  market  which  con- 
sists Id,  Immediately  alter  killing,  separating  parts  from 
the  carcass  or  carcasses,  arranging  in  parallel  grain  rela- 
tion and  co-forming  such  parts  to  predetermined  shape  and 
size  In  a  mould,  chilling  the  same  in  the  mould,  and  then 
removing  the  mass  from  the  mould  preparatory  to  market- 
ing. 

5.  The  method  of  preparing  meats  for  the  market  which 
consists  In  separating  selected,  skeletal-control  muscular 
parts  from  the  rest  of  the  carcass  or  carcasses  of  freshly 
killed  animals,  moulding  the  same  together  in  parallel 
grain  relation  to  desired  shape  and  size  and  thereupon 
chilling  the  same  as  thus  moulded. 

6.  The  method  of  preparing  meats  for  the  market  which 
consists  in  separating  bone  freed  parts  from  the  carcass, 
combining  ana  forming  such  parts  to  predetermined  shai* 
and  sizes  in  parallel  grain  relation  in  moulds,  chilling  the 
same  in  the  moulds,  removing  from  the  moulds,  sficing 
across  the  grain,  restoring  the  slices  to  their  previous 
relative  position,  and  wrapping  the  product  for  the  market. 

7.  The  method  of  preparing  meats  for  the  market  which 
consists  In  separating  selected,  skeletal-control  muscular 
parts  from  the  rest  of  the  carcass,  moulding  the  same  to 
desired  shapes  and  sizes  with  strips  of  fat  Interspersed, 
thereupon  chilling  the  same  as  thus  moulded,  and  remov- 
ing the  product  from   the  moulds. 

The  Examiner  de8crit)ed  the  alleged  Invention  In 
the  following  language : 

The  subject  matter  of  the  instant  case  relates  to  the 
treatment  of  meat,  the  process  comprising  separating  bone 
freed  parts  from  meat  carcasses  preferably  immediately 
after  the  butchering  of  the  animals,  at  which  stage  the 
meat  is  warm  and  flaccid.  The  warm,  bone  freed  parts  are 
then  placed  in  mold?  and  shaped  therein,  and,  while  dis- 
posed in  the  molds,  subjected  to  chilling  whereby  the  meat 
becomes  set  In  the  shape  of  the  mold.  It  is  then  removed 
from  the  mold  and  wrapped,  or,  alternatively,  It  Is  sliced 
after  removal  from  the  mold,  the  slices  are  assembled,  and 
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then  they  are  wrapped  to  form  a  package  such  as  shown 
in  Figure  4  of  the  drawing.  There  are  certain  variations 
8*t  forth  In  some  of  the  claims  such  as  Intersperalng  strips 
of  fat  amoni;  the  strips  and  the  like  of  the  meat  proper, 
and  arranging  the  parts  of  the  meat  in  the  mold  so  that 
the  grain  thereof  is  in  a  parallel  relation.     •      •      •. 

The  claims  were  rejected  upon  the  prior  art,  and 
the  references  relied  upon  are:  Chemioux  (Reissue), 
6,074,  October  6.  1874;  Lotz,  1.157,016,  October  19. 
1915;  Waters,  1,381,526,  June  14,  1921;  Petersen 
(Reissue),  15,683,  September  4,  1923;  Cushman, 
1,676,730.  July  10,  1928.  Australian  patents  to: 
Hallett,  10,682,  of  1927 ;  General  Foods  Co.,  12.125, 
of  1928. 

Chemioux  relates  to  cooked  corn  beef.  After  the 
bones  have  been  removed,  the  meat  is  packaged  and 
pressed.  The  patentee  states  that  the  meat  is  ar- 
ranged so  that  the  grain  extends  in  one  direction  so 
as  to  permit  cross-cutting  the  meat. 

The  Petersen  patent  involves  a  method  and  ap- 
paratus for  handling  tisli,  cuts  of  meat,  and  the  like, 
in  which  the  material  is  tightly  packetl  in  a  pan, 
and  then  placed  In  a  can  and  refrigerated  by  Im- 
mersing the  can  in  brine  in  a  tank. 

The  Ix)tz  patent  relates  particularly  to  the  process 
of  preparing  boneless,  cooked  hams.  The  ham  is 
bone<l  and  cooked  and  then  compressed. 

Waters  teaches  the  preparation  of  packing  tender- 
loins with  strips  of  beef  fat,  all  of  which  are  bound 
in  a  roll  with  strings.  The  object  is  to  get  cross 
cuts  of  the  ment,  uniform  in  quality. 

Cushman  prepares  smoked  joint  meats  by  placing 
the  hot  cooked  ham  or  other  piece  of  joint  meat  In  a 
suitable  container  and  pressing  the  same  so  as  to 
deform  It  to  the  shape  desired.  The  meat  is  cooled 
while  being  held  under  pressure  In  a  container. 

The  Australian  patent  to  Hallett  is  for  a  method 
and  apparatus  of  preservation  of  perishable  foods,  in 
which  the  food  is  wrapjied  In  greaseproof  paper  and 
packed  in  cartons  and  then,  by  the  use  of  a  conveyor 
belt,  passed  through  a  refrigerating  chamber. 

The  Australian  patent  to  General  Foods  Co.  also 
relates  to  a  method  and  apparatus  for  preparing 
food  products  Including  "fresh"  meat.  The  meat 
is  formed  into  blocks  by  the  use  of  a  rectangular 
carton,  nnd  the  blocks  are  squeezed  between  metal 
plates  and  then  frozen  or  chilled. 

Claims  1  and  2  were  rejected  by  the  Examiner  on 
each  of  the  patents  to  Petersen,  Hallett,  and  General 
Foods  Co,  in  view  of  each  of  the  patents  to  Birdseye 
and  Petersen.  The  Birdseye  patent  is  not  listed 
or  discu.ssed  by  the  Examiner,  and  we  find  no  such 
patent  in  the  record. 

The  Board,  in  affirming  the  Examiner's  rejection 
of  claims  1  and  2,  referred  to  the  Birdseye  patent 
but  did  not  discuss  It. 

Claims  4,  5,  and  6  were  rejected  for  lack  of  In- 
vention for  reasons  advanced  in  the  rejection  of 
claims  1  and  2,  In  view  of  the  Chemioux  patent. 
The  slicing  feature  of  the  claims  Is  disposed  of  by 
the  Examiner  in  the  following  language  : 

•  •  •  The  merchandising  of  various  edible  com- 
modities in  assembled  slice  form  Is  old  and  well  known, 
PS,  for  example,  the  sliced  bread  so  commonly  found  oa 
the  market  today. 
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Concerning  the  two  Australian  patents,  the  Exam- 
iner stated : 

•  •  •  Relative  to  the  citation  of  the  Hallett  and 
General  Foods  Company  patents,  the  pertinency  of  which 
applicant  hag  attacked  In  part  because  they  are  "foreign" 
patents,  It  may  be  stated  that  there  is  now  a  domentie 
patent  (No.  1,778,079)  which  contalni*  Bubstantlally  the 
same  disclosare  as  the  two  foreign  patents  and  which  baa 
on  effective  reference  date  prior  to  either  of  the  foreign 
patents.  Hence,  the  "foreign"  patent  argument  need  not 
be  considered. 

It  will  be  noted  that  Patent  No.  1,773,079,  is  also 
not  made  part  of  the  record. 

The  Examiner,  later,  in  referring  to  claim  7,  bag 
the  following  to  say : 

Claim  7  has  been  rejected  for  lack  of  invention  over  the 
art  and  for  the  reasons  set  forth  above  in  rejecting  claims 
1  and  2,  in  view  of  the  Waters  patent.  Raid  patent  shows 
It  to  be  old  to  embody  string  of  fat  and  Intersperse  the 
latter  in  piece.*?  of  meat  To  do  similarly  in  any  of  the 
procedures  of  Hallett.  General  F'oods  Company,  and  Pet- 
ersen  is  obviously   unlnventive. 

The  Board,  speaking  generally  of  the  claims,  said  : 

Re.spectlng  the  limitation  that  the  meat  is  treated  Im- 
mediately aftor  butchering  and  while  It  is  "warm  and 
flaccid",  the  Examiner  relies  upon  the  discldsures  In  the 
General  Foods  Co.  patent  and  the  patents  to  Hallett  and 
Petersen.  Reference  nl.so  may  be  made  in  this  connection 
to  the  Cushman  patent,  which  describes  the  Idea  of  wrap- 
ping meat  (ham)  consisting  In  placing  it  In  a  container 
'"while  In  a  flaccid  condition     and  subjecting  it  to  pressure. 

Concerning  the  distinction  that  the  applicant  is  attempt- 
ing to  draw  between  a  proces.^  Involving  the  chilling  of 
the  ment  and  one  involving  the  freeilng  of  the  meat,  It  may 
be  state<]  that  both  steps  being  ordinary  in  this  art,  the 
one  that  may  he  selected  Involves  nothing  more  than  the 
exercise  of  Judgment.  It  is  the  condition  of  the  meat  when 
It  Is  reshap^ul  that  Is  Important,  and  not  the  length  of 
time  thai   has  expired   before  the  meat  is  reshaped. 

Claims  4  to  7.  inclusive,  stand  rrjecte<l  primarily  on  the 
reference.9  and  for  the  reasons  noted  against  claims  1  and  2, 
when  considered  In  connection  with  the  patent  to  Che- 
mioux, which  disclases  the  Idea  of  arranging  dlflferent  pieces 
of  meat  In  the  mold  in  "parallel  grain  relation"  and  mt- 
ting  the  meat  across  the  grain  ;  and  the  patent  to  Waters, 
which  discloses  It  to  l>e  old  to  embody  strips  of  fat  In- 
terspersed between  pieces  of  meat 

While  It  mav  be  trup,  as  contended  by  the  applicant, 
that  no  one  of  the  cited  references  dl<»closeH  all  of  the 
limitations  specified  In  the  appealed  claims,  yet  we  agree 
with  the  Examiner  that  no  Invention  was  Involved  In  In- 
cluding with  the  basic  steps  of  his  process  "a  plurality  of 
procedures  which  are  old  and  common  practice  In  the  art." 
That  it  Is  Justifiable  In  alleged  processes  of  this  kind  to 
cite  a  plurality  of  references  Is  supported  by  the  decision 
In  Ex  parte  Fine,  .364  O.  G  511  As  n  matter  of  fact, 
there  Is  no  special  cooperative  relation  between  the  steps 
comprising:  (1)  "separating  bone  free<l  parts  from  tne 
carcass";  '2)  "combining  and  forming  such  parts  to  pre- 
determined shape  and  slees"  ;  (8)  arranging  such  parts 
"in  parallel  grain  relation  In  moulds";  (4)  "chilling  the 
same  In  the  moulds";  (6)  "removing  from  the  moulds"; 
(6)  "slicing  across  the  grain"  ;  (7)  "restoring  the  slices  to 
their  previous  relative  position";  and  (8)  "wrnpping  the 
product  for  the  market  (claim  6).  Obviously  tnese  are 
mere  disconnected  procedures  In  the  handling  of  the  meat 
from  the  time  It  Is  separated  from  the  bone  to  the  time  In 
which  it  is  wrapped  for  the  market,  and.  as  p<iinted  out 
by  the  Examiner  and  shown  bv  the  cited  patents,  these 
procedures  are  all  common  In  the  art. 

In  view  of  the  above  and  for  the  reasons  more  particu- 
larly stated  by  the  Examiner,  the  decision  of  the  Examiner 
is  afllrmed. 

In  this  court,  appellant's  principal  contention  is 
as  follows : 

The  applicant  has  discovered,  as  Is  brought  out  clearly 
In  his  prior  patent,  that  the  stretching  and  tensioning  of 
muscles  tends  to  toughen  them  and  that  It  is  desirable, 
therefore,  to  chill  the  mu.«cles  In  a   relaxed  condition. 

The  present  Invention  carries  the  concept  of  chilling  In 
relaxed  condition  a  step  farther  than  applicant's  prior 
patent,  for  here  relatively  absolute  relaxation  Is  secured 
since  the  muscles  are  chilled  after  separation  from  the 
skeletal  structure,  which  also  makes  possible  the  arrange- 
ment of  the  meat  with  respect  to  Its  grain.  The  Invention 
of  the  present  application  consi.sts  essentially  In  removing 
the  Individual  muscles  from  the  carcass  and  while  yet 
warm  and  flaccid,  disposing  the  muscles  as  desired,  and 
chilling.  It  must  be  borne  carefully  In  mind  In  consider- 
ing the  present  application  that  the  inventive  concept  in- 
volved herrin  definitely  requires  the  dissection  of  the  ani- 
mal while  yet  vnrm  and  flaccid  and  the  disposition  of  the 
muscles  before  the  onset  of  rigor  mortis,  hecause  only  bjr 
such  practice  can  the  benefits  of  the  Invention  be  secured. 
(Italics  quoted. 1 

The  present  Invention  does  not  Involve  merely  the  dis- 
section of  an  animal  or  merely  the  separation  of  the  several 


niuRcles  from  the  skeletal  structure  and  from  each  other ; 
the  present  invention  Involves  a  method  requiring  a  par- 
ticular sequence  of  steps  In  which  the  time  element  Is 
critical. 

Appellant's  former  patent,  which  appellant  states 
involved  processing  meat  which  had  not  heen 
stretched  or  tensioned,  is  not  found  in  the  record, 
nor  is  it  discussed  by  the  Pateut  Office  tribunals. 
Tills  feature  is  not  directly  embodied  in  any  of  the 
claims.  Appellant  does  not  deny  that  with  the  ex- 
ception ot  processing  meat  while  In  a  limp,  warm, 
and  flaccid  condition,  the  steps  of  the  process  re- 
cited In  the  claims  are  each  old  in  the  prior  art. 
He  emphasised  the  importance  of  processing  the 
meat  while  In  the  warm  condition  and  contends  that 
his  method  claims,  which  Include  this  important 
feature,  define  Inventive  and  patentable  subject  mat- 
ter, notwithstanding  the  prior  art  cited.  Appellant 
also  seems  to  complain  of  the  Pateut  Office  tribunals' 
use  of  the  foreign  patents  and  states: 
•  ••  •  •  the  Court  must  treat  the  Hallett  patent  and 
the  General  Foods  Company  patent  for  precisely  what  they 
are — foreign   patents." 

We  see  no  reason  why  the  foreign  patents  should 
not  be  considered,  since  they  clearly  disclose  the 
features  relied  upon  by  the  tribunals. 

Appellant  also  urges  that 
"no  one  of  the  cited  references  disclose  all  the  limitations 
specified  in  the  appealed  claims." 

It  is  not  necessary  that  one  reference  disclose  all 

the  limitations  of  the  claims.    See  In  re  Downs  et  al., 

18  C.  C.  P.  A.  (Patents)  803.  45  F.(2d)  251,  403; 

O.  G.  791. 

Claims  6  and  7  were  not  strongly  insisted  upon  by 
the  appellant  in  this  court,  and  we  think  that  these 
claims  were  proi)erly  rejected  by  the  tribunals  beiow 
for  the  reasons  assigned. 

The  chief  feature  of  claim  5  which  distinguishes 
It  from  claims  6  and  7,  and  relied  upon  by  the  ap- 
plicant, is  the  fact  that  it  calls  for  carcasses  of 
freshly  killed  animals.  It  is  clear  to  us  that  the 
General  Foods  Co.  patent  anticipates  this  feature  of 
the  claim,  since  it  treats  of  preparing  "fresh"  meats. 

Claim  4  calls  for  treating  the  meat  immediately 
after  killing.  This  rather  indefinite  feature  of  the 
claim,  we  think,  is  also  met  by  the  General  Foods 
Co.  patent. 

It  seems  to  us  that  as  the  appeal  is  presented 
here,  the  issue  narrows  down  to  the  question  as  to 
whether  or  not  the  feature  of  claim  1  "while  still 
warm  and  flaccid",  and  that  of  claim  2  "while  still 
limp  and  retaining  Its  animal  heat",  lend  inventive 
novelty  to  the  claims.  It  was  the  view  of  the  Patent 
Ollice  tribunals  that  there  was  nothing  Inventive  or 
novel  In  this  feature  In  view  of  the  teachings  of  the 
General  Foods  Co.  patent  relating  to  fresh  meat,  and 
of  the  teachings  of  the  Cushman  patent  relating  to 
smoked  joint  meats,  which  patent  tiiught  packaging 
of  the  meat  while  In  a  hot  and  plastic  condition. 

While  It  is  true  that  no  cited  prior  art  discloses 
the  packaging  of  meat  while  still  containing  animal 
heat,  it  is  not  thought  that  doing  so  was  inventive 
in  view  of  the  teachings  above  referred  to.  While 
"fresh  meat",  as  that  term  is  generally  understood, 
may  include  meat  which  is  not  warm  with  animal 
heat,  it  is  certainly  broad  enough  to  include  such 


meat.  If  appellant's  contentions  were  accepted,  any- 
one operating  under  the  General  Foods  Co.  patent 
could  only  process  such  meats  as  had  become  cold 
and  rigid.  This,  we  think,  would  unduly  limit  and 
narrow  the  rights  granted  by  that  patent.  It  is  not 
thought  that  further  discussion  by  us  of  the  other 
features  of  the  claims,  which  have  been  thoroughly 
discussed  by  the  tribunals  below,  would  be  helpful. 
We  approve  of  the  views  expressed  by  the  Board. 

The  decision  of  the  Board  of  Appeals  Is  affirmed. 

Affirmed. 


U.  S.  Courl  of  Customs  and  Patent  Appeals 

In  sx  Allen 

No.  S,440.     Decided  April  8,  19SS 
[76F.(2d)   145] 
PATSNTABI  L  ITT — PUBI  FT  I  NO    A  PP  ABATD8 . 

Certain  claims  for  a  purifying  apparatus  Including 
an  aspirator,  a  downflow  tube  and  an  upflow  tube,  which 
contain  the  limitation  that  said  tubes  are  of  approxi- 
mately the  same  cross-sectional  area.  Held  patentable, 
and  other  claims  omitting  such  limitation  Held  un- 
patentable over  the  prior  art. 

Appeax  from  the  Patent  Office.    Modified. 

Mr.  Theodore  W.  Miller  and  Mr.  Charles  M. 
Thomas  for  Allen. 

Mr.  T.  A.  Hosteller  and  Mr.  Uotoard  S.  Miller  for 
the  Commissioner  of  Patents. 
Lenboot,  J.: 

This  is  an  appeal  from  a  decision  of  the  Board 
of  Appeals  of  the  United  States  Patent  Office,  affirm- 
ing a  decision  of  the  Examiner,  rejecting  claims  6, 
7,  8,  9,  10,  83,  and  34  of  appellant's  application  for 
patent,  the  rejection  being  upon  the  ground  that 
said  claims  lacked  patentability  in  view  of  the  cited 
prior  art.  Certain  claims  of  the  application  were 
allowed  by  the  Examiner,  and  the  Board  reversed 
the  Examiner  upon  two  claims  rejected  by  him,  hold- 
ing that  they  were  allowable. 

Claims  6,  7,  8,  9,  and  33  are  illustrative  and  read 
us  follows: 

6.  In  an  apparatus  of  the  character  described,  the  com- 
bination of  an  aspirator  for  combining  a  pair  of  fluids 
having  a  relative  diflference  in  density,  a  downdow  tube 
for  conveying  the  combined  fluids  to  a  lower  level  and  an 
upflow  tube  of  approximately  the  same  cross  sectional  area 
as  the  downflow  tube  communicating  with  the  downflow 
tube  for  carrying  the  fluids  to  an  intermediate  level  Just 
below  said  aspirator. 

7.  In  an  apparatus  of  the  character  described,  the  com- 
bination of  an  aspirator  for  combining  a  pair  of  fluids 
having  a  relative  difference  in  density,  a  downflow  tube 
for  conveying  the  combined  fluids  to  a  lower  level  and 
means  communicating  with  the  downflow  tul)e  for  con- 
fining the  flow  therefrom  of  both  fluids  to  an  intermediate 
level  Just  below  said  aspirator  to  provide  a  predetermined 
relative  density  of  the  up  fluid  with  respect  to  the  density 
of  the  down  fluid. 

8.  In  an  apparatus  of  the  character  described,  the  com- 
bination of  an  aspirator  for  combining  a  pair  of  fluids 
having  a  relative  dilTerence  In  density,  a  downflow  tul)e 
for  conveying  the  combined  fluids  to  a  lower  level  and  an 
upflow  tube  communicating  with  the  downflow  tube  for 
carrying  the  fluids  to  an  Intermediate  level  Just  below 
said  aspirator,  the  cross-sectional  areas  of  the  upflow 
tube  bearing  the  predetermined  ratio  of  approximately  one 
to  corresponding  cross-sectional  areas  oi  the  downflow 
tube. 

9.  In  an  apparatus  of  the  character  described,  the 
combination  of  an  aspirator  for  combining  a  p.iir  of  fluids 
having  a  relative  difference  in  density,  a  downflow  tube 
for  conveying  the  combined  fluids  to  a  lower  level  and  an 
upflow  tube  communicating  with  the  downflow  tube  for 
carrying  the  fluids  to  an  intermediate  level  Just  below 
said  aspirator,  the  cross-sectional  area  of  the  upflow  tube 
for  a  given  depth  bearing  a  predetermine<l  ratio  of  ap- 
proximately one  to  the  cross-sectional  area  of  the  down- 
flow  tube  at  the  same  depth. 

33.  In  an  apparatus  of  the  character  described,  the 
combination  of  an  aspirator  for  combining  a  pair  of  flaids 
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having  a  relative  difference  in  density,  a  downflow  tube 
for  convoing  the  fluids  to  a  lower  level,  an  uptlow  tube 
communicating  with  the  downflow  tube  lor  carrying  the 
fluids  to  a  level  Just  below  the  aspirator  and  a  discharge 
receptacle  the  upflow  tube  discharging  thereinto  above 
the  fluid  level  thereof. 

The  references  cited  are :  Hyatt,  326,221,  Septem- 
ber 15,  1885;  Bradley,  996.500.  June  27,  1911;  Hove- 
man  et  al.  (Br.).  276,137,  August  25,  1927;  Allen, 
1,236,645,  August  14, 1917;  Allen,  1,256.862,  February 
19,  1918;  McElroy,  610,849,  September  13,  1898; 
Otto  (Fr),  388,962,  June  15,  1908;  Otto  (Fr.). 
423,223,  February  10.  1911. 

With  respect  to  claims  6,  8,  and  9  we  would  ob- 
serve that,  as  above  quoted,  they  are  in  the  form 
finally  considered  by  the  Examiner  and  tiie  Board 
of  Appejils,  as  appears  fr«)m  the  record,  although 
no  formal  amendments  of  the  original  claims  st-em 
to  have  been  made,  which  original  claims  are  print- 
ed in  the  record  under  the  heading  "Kejected 
Claims."  In  our  discussion  of  said  claims  we  will, 
of  course,  consider  them  In  the  form  above  quoted, 
and  will  treat  the  amendments  as  having  been  regu- 
larly made  and  accepted  by  the  Patent  Office. 

Appellant's  claimed  Invention  is  de8cril>ed  by  the 
Board  of  Appeals  in  its  decision  as  follows: 

The  present  application  appears  to  be  in  the  nature  of  nn 
Improveinent  on  applicant's  prior  patents.  In  the  appa 
ratua  disclosed  in  Figs.  1.  2.  3.  and  U  of  the  present 
application  there  is  provided  a  water  .storage  chamber  and 
above  the  storage  chamber  a  water  receiving  chamber 
JCxtendlne  from  the  storage  chamber  into  the  water  re- 
ftT  */*?'**,'■  'f  *  P'P*  having  at  Us  upper  end  Inner 
and  outer  bowls  between  which  is  formed  a  conveminK 
wa  er  passage.  The  buwls  are  provided  with  a  centrd 
hollow  ahank  through  which  a  chemical  for  treating  the 
water  may  be  suppUed.  This  shanli  la  extended  upwardly 
and  threaded  to  a  rod  which  passes  through  a  threaded 
gear  by  means  of  which  the  bowls  may  be  raised  and 
lowered  Surrounding  the  shanit  of  the  bowls  and  aup- 
ported  by  a  spider  is  an  annular  air  chamber  to  which 
air  may  be  supplied  by  a  blower  or  may  be  bUDplled 
through  an  upwardly  extending  pipe  opening  to  the  atmos- 
phere. Extending  downwardly  from  the  bottom  of  the 
annular  air  chamber  are  pipes  which  terminate  In  the 
■pace  between  the  inner  and  outer  bowU.  the  water  aa  It 
flows  into  the  space  between  the  bowls  causing  aspirating 
effect  upon  the  air.  By  the  provision  of  the  spider  the 
J^LVif*".!?  ^*  receiving  chamber  la  permitted  to  paaa  over 
both  the  outer  and  inner  lips  of  the  inner  and  outer 
bowls.  As  shown  in  Fig.  11  the  pipe  extending  down- 
warmy  from  tne  bowla  communicates  at  Its  lower  end 
with  an  upturned  pipe  which  ends  near  the  bottom  of 
if-f  water  receiving  chamber  and  forma  what  may  be  con- 

I!!r^r!5i/  ^V^V^iw"^*  ^^°  ^««*  °f  **»'<*  apparently  are 
of  sabstantlally  the  same  crosa-aectlon.  From  the  upper 
end  of  the  short  leg  the  air  which  la  entrapped  in  the 
water  may  be  discharged,  the  water  deacendlng  through  a 
space  between  the  short  leg  and  an  outer  casing  Into  the 
water-storage  chamber.  By  means  of  the  apparatus  of 
the  present  application  applicant  states  that  he  Is  able 
to  aecnre  a  more  Intimate  mixing  of  the  water  and  air. 

In  addition  to  the  foregoing  It  should  be  stated 
that  claims  33  and  34  embrace  an  element  not  re- 
ferred to  by  the  Board,  viz.,  that  tlie  upflow  tube 
dischargen  into  the  discharge  receptacle  at  a  point 
above  the  fluid  level  of  the  latter. 

While  it  will  be  observed  that  a  large  number  of 
references  are  cited,  it  is  conce<led  that  the  only 
ones  pertinent  to  the  question  before  us  are  Hyatt, 
Bradley,  and  Hoveman,  the  other  references  having 
been  cited  with  respect  to  claims  not  here  on  appeal. 

The  patent  to  Hyatt  relates  to  the  art  of  purifying 
water  and  discloses  an  apparatus  comprising  a  U- 
tube,  one  leg  of  which  is  provided  nt  the  upper  end 
with  an  open  conical  screen  into  which  water  Is 
discharged  by  a  pump.  Locate<l  below  the  screen 
there  Is  a  series  of  small  tubes  in  such  a  position  that 
the  water  passing  through  the  screen  will  drop  into 


them.  The  patentee  states  that  these  tubes  operate 
upon  the  principle  of  Sprengle  air  pumps.  Below 
these  tubes  a  be<i  of  gravel  is  provided  through 
which  the  air  and  water  pass.  Below  this  bed  of 
gravel  there  is  provided  a  series  of  screens.  Below 
these  screens,  and  extending  through  the  discharge 
leg  of  the  U-tube,  a  series  of  dellectiug  plates  is  pro- 
vided.   The  patentee  states: 

-  1^"*,  I  have  lUu.strated  In  the  pipe  A  [the  U-tube] 
a  bed  of  stone  K.  screens  L.  and  deflecting  plates  M  It  Is 
not  to  be  understoo.l  that  all  of  these  devlce.s  are  to  bo 
iTdesfred"        **'"''"' '  ''^'*"'"*^'^   ""*y   ™ay  ^  "o  employed. 

the  varied  means  which  may  be  employed  to  Iceep  the 
water  in  a  constant  state  of  agitation,  so  as  to  effectually 
accompll.^h  the  union  of  the  nlr  and  water.     •  "^^V     ' 

The  patent  does  not  disclose  an  aspirator  as  a 
part  of  the  apparatus.  The  di.sduirKe  ley  of  the 
U-tube  is  open  at  the  top  to  permit  the  dischnrge 
of  air  therefrom.  The  water  is  discharged  from 
this  leg  into  a  tank  by  means  of  a  connection  be- 
twe*'n  said  discharge  leg  and  said  tank.  The  draw- 
ings show  that  said  connection  is  below  the  level  of 
the  water  in  tlie  discharge  tank.  The  tlieory  of 
Hyatt's  invention  was  that,  by  the  use  of  the  appa- 
ratus he  disclosed,  a  chemical  action  resulted  be- 
tween the  air  and  the  water.     The  patent  states: 

*  .  *..    *     }^  '■  ^^^  understood  that  wlicn  uir  and  water 
are  Intimately  combined   there  will    be  a   chemical  action 
m.tuVi'  absorbing   the    oxygen   of   the   air  and   the    Im- 
purities in  the  water  being  consumed  or  rendered  Inert 

••••••• 

The  devices  arranged  within  the  pipe  or  recepUcle  A 
for  effecting  the  chemical  union  of  the  air  and  water  may 
vary  in  their  construction  to  a  considerable  extent,  the 
main  purpose  being  to  keep  the  water  in  a  constant  state 
of  agitation  in  connection  with  the  air.  and  to  prevent 
the  escape  of  the  latter  until  lt.-<  desired  union  with  the 
water  has  been  effected.      •      •      • 

Hyatt  discloses  another  form  of  his  invention 
which  is  hereinafter  referretl  to  and  considered. 

The  patent  to  Bradley  relates  to  an  apparatus  for 
purifying  water  by  the  use  of  ozone,  and  it  appears 
from  his  specltlcation  that   he,  too,  operated  upon 
the   theorj-    of   purlflcatlon   of   the   water    through 
chemical    action.     An    aspirator    Is    shown,    below 
which  is  a  U-shaped  tube.     The  combined  ozone  and 
water  flow  to  the  bottom  of  the  tube  and  pass  into 
a  dome-shaped   rhamb^r  which  is  substantially  at 
right  angles  with  the  legs  of  the  U-shaped  tube;  or, 
in  other  words,  the  dome-siiaped  chamber  constitutes 
the  bottom  of  the  "U".     As  the  ozone  and   water 
travel  in  a  horizontal  direction  through  the  dome- 
shaped  chamber  the  excess  air  and  other  gases  are 
released  and  collect  in  the  dome  of  the  chamber  and 
are  tlien  dlschargeil  into  a  lime  tower;  thn  sterilized 
water  then  passes  from  the  chamber  upward  into 
the  discharge  leg  of  the  tube  and  is  discharged  at 
a  point  below  the  aspirator. 

The  British  patent  to  Hoveman  et  al.  relates  to 
apparatus  for  the  aeration  of  water.  The  Ri>eclfl- 
cation  and  drawings  disclose  an  air  inlet  chamber,  a 
water  Inlet  chamber,  and  an  aeration  chamber  ut 
successively  lower  levels.  From  the  floor  of  the 
water  inlet  chamber  a  number  of  water  pipes  having 
flared  upper  ends  depend  verticaUy  into  the  aeration 
chamber,  where  ea^h  dips  nearly  to  the  bottom  of  a 
separate  water-sealed  ves.sel  "of  substantlnl  depth". 
Tapering  air  pipes  communicating  with  the  air  inlet 


chamber  and  adjustable  as  to  height  depend  through 
the  water  inlet  chamber  and  project  centrally  at 
their  lower  ends  Into  the  flanxi  upper  ends  of  said 
water  pipes,  leaving  an  annular  space  l)etween  the 
concentrically  arranged  pipes  for  the  flow  of  water. 
The  aerated  water  flowing  out  of  the  bottom  of  said 
water  pipes  Is  discharged  through  the  upper  ends  of 
the  sealing  ves^ls  surrounding  said  water  pipes. 
These  sealing  vessels,  according  to  the  drawings,  ex- 
tend upwardly  to  about  one-third  the  height  of  the 
aeration  chamber,  and  the  aerated  water  is  dls- 
cliarged  from  said  sealing  vessels  at  a  level  higher 
than  the  level  of  the  water  collected  In  the  aeration 
chamber.  Near  the  lower  part  of  said  aeration 
chamber  and  below  the  water  level  thereof  Is  an  out- 
let for  the  aerated  water,  and  near  the  upper  end 
of  said  chamber  is  an  outlet  for  the  excess  air  which 
has  separated  from  the  water. 

The  original  decision  of  the  Examiner  rejected 
claims  6,  7,  8,  9  and  10  upon  Bradley  and  also  upon 
Hoveman.  With  respect  to  the  rejection  upon  Hove- 
man he  held  that  no  invention  would  be  Involved 
In  extending  the  upflow  tube  disclosed  by  the  pat- 
ent to  a  level  just  below  the  aspirator.  Claims  33 
and  34  were  also  rejected  upon  Hoveman.  The 
Examiner  further  stated  that  the  downflow  and  up- 
flow tubes  of  Hoveman  constitute  the  full  equivalent 
of  a  U-tube. 

On  November  7.  1932  appellant  appealed  from  said 
decision  of  the  Examiner  to  the  Board  of  Appeals. 

On  June  8,  1933  appellant  filed  an  aflSdavit  made 
by  himself  and  an  affidavit  made  by  one  Edgar  L. 
Tenney,  both  of  which  affidavits  were  accompanied 
by  exhibits  illustrating  the  difference  between  the 
structures  of  the  references,  including  the  Hyatt 
patent,  and  appellant's  structure.  On  June  12,  1933 
the  case  was  remanded  to  the  Examiner,  and  on 
July  8,  1933  the  Examiner  made  a  "gkipplemental 
E^camlner's  Statement",  from  which  it  appears  that 
amendments  to  original  claims  6,  8,  and  9  were 
treated  as  admitted,  the  other  claims  here  on  appeal 
remaining  in  their  original  form;  In  said  supple- 
mental statement  said  claims  so  considered  as 
amended  were  rejected  as  being  unpatentable  over 
Hyatt,  In  view  of  Bradley  or  Hoveman.  As  to 
claims  7,  10,  33  and  34,  the  Examiner  adhered  to  his 
original  rejection  upon  Bradley  and  also  upon  Hove- 
man, making  no  reference  to  Hyatt. 

The  Board  of  Appeals  held  that  all  of  the  claims 
here  Involved  were  unpatentable  over  Hyatt  In  view 
of  Bradley  or  Hoveman.  In  general  terms  It 
affirmed  the  decision  of  the  Elxamlner  as  to  the 
claims  before  us  although,  as  above  stated,  the  re- 
jection of  the  Examiner  of  claims  7,  10,  33  and  34 
was  not  upon  Hyatt,  but  upon  Bradley  and  Hove- 
man. However,  a  general  affirmance  by  the  Board 
of  the  rejection  by  the  Examiner  of  all  the  claims 
Involved  in  this  appeal  brings  before  us  for  review 
all  the  grounds  of  their  rejection  by  the  Examiner, 
as  well  as  the  grounds  of  rejection  stated  by  the 
Board  in  Its  decision.  In  re  Wagenhorst,  20  C.  C. 
P.  A.  (Patents)  991,  64  F.(2d)  780,  433  O.  G.  223. 


We  will  first  discuss  the  rejection  by  the  Board  of 
all  the  claims  here  involved  upon  the  reference  Hyatt 
In  view  of  the  teachings  of  Bradley  or  Hoveman. 

The  Board  held,  and  appellant  concedes,  that 
both  Bradley  and  Hoveman  disclose  aspirators. 
This  being  true,  the  Board  held  that  it  would  not 
t>e  "a  matter  of  invention  to  substitute  for  the  de- 
vice in  Hyatt  by  which  the  air  and  water  are  mixed 
an  aspirator  such  as  disclosed  by  either  Bradley  or 
Hoveman."  We  would  observe  that  the  teaching  of 
Hyatt  Is  upon  a  very  different  theory  than  the  teach- 
ing of  appellant  It  was  Hyatt's  theory,  as  dis- 
closed In  his  patent,  that  air  and  water  weie  mixed 
for  the  purpose  of  bringing  about  chemical  action 
between  them.    As  hereinbefore  quoted,  his  patent 

states : 

•  •  •  It  Is  well  understood  that  when  air  and  water 
are  intimately  combined  there  will  be  a  chemical  action, 
the  water  absorbing  the  oxygen  of  the  air  and  the  Im- 
purities In  the  water  being  consumed  or  rendered 
inert.     •     •     • 

In  order  to  afford  sufficient  time  for  such  assumed 
chemical  action  to  take  place,  Hyatt  placed  Impedi- 
ments In  his  tube  to  retard  the  flow  of  water  and 
air  therethrough,  such  impediments  consisting  of 
a  gravel  bed,  screens,  and  deflecting  plates.  While 
he  states  that  nil  of  these  impediments  are  not  neces- 
sarily used  simultaneously,  he  clearly  teaches  that 
sufficient  of  them  must  be  used  to  retard  the  flow 
of  water  and  air  through  the  tube  in  order  that  the 
assumed  chemical  action  might  take  place. 

On  the  other  hand,  appellant  relies  wholly  upon 
mechanical  action  in  his  apparatus.  His  object  is  lo 
dilute  the  f(»ul  gases  in  the  water  to  a  much  greater 
extent  than  had  ever  been  done  in  the  prior  art  and 
to  discharge  them  into  the  atmosphere.  To  accom- 
plish this  he  depends  upon  the  velocity  of  the  flow 
of  water  and  air  through  the  U-tube  and  he  teaches 
that  the  flow  through  the  tube  should  not  be  Impeded 
in  any  way,  which  Is  exactly  contrary  to  the  teach- 
ing of  Hyatt.  In  his  affidavit  in  the  record,  appel- 
lant states : 

To  understand  the  necessity  of  reliable  and  efficient 
aeration,  when  water  is  violently  agitated  In  the  presence 
of  air  at  about  60*  Fahr.  and  at  atmospheric  pressure. 
1000  c/c  of  water  will  absorb  or  entrain  approximately 
17.9  c/c  of  air  and/or  gas.  Normally  about  12^  c/c 
wUl  be  absorbed  by  a  litre  of  a  liquid  or  1000  c/c  of  water 
will  normally  absorb  about  one-eightieth  litre  of  air.  One 
cubic  foot  of  water  will  therefore  contain  1/80  of  1728 
Inches,  or  21.6  cu.  Inches  of  air  and/or  ga.s.  Take  a  pro- 
portion that  in  actual  practice  can  be  aspirated  with  the 
Allen  U-tube  aerator,  namely.  H  cu.  ft.  air  to  1  cu.  ft. 
water,  the  results  will  be  ^  of  1728  =  864  cu  inches  of 
air  Introduced,  which  product  divided  by  21. G  gives  40 
This  means  that  the  original  absorbed  or  contained  foul 
air  or  gas  Is  diluted  about  40  times.  As  a  portion  of 
the  diluted  air  and/or  gas  may  remain  absorbed.  39/40 
of  the  original  foul  air  will  be  exhausted  above  the  level 
of  the  water  In  receiving  basin.  Any  oxidation  that 
occurs  will  further  Improve  the  condition  of  the  rrmalnlng 
mixture. 

Of  course,  If  merely  placing  an  aspirator  in  the 
Hyatt  device  would  anticipate  api)ellant's  Invention, 
we  would  be  In  agreement  with  the  Board  In  Its 
rejection  of  the  involved  claims.  In  view  of  the  refer- 
ences Bradley  and  Hoveman,  which  disclose  the  use 
of  aspirators.  But  it  Is  clear  that  such  simple 
modlflcatlon  would  not  render  the  claims  here  in- 
volved readable  upon  the  Hyatt  device  so  modlfled. 
To  modify  the  Hyatt  device  In  order  that  the  claims 
here  on  appeal  might  read  upon  It,  not  only  must 
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an  aspirator  be  placed  therein,  but  all  of  the  im- 
pediments   in    Hyatt's    U-tube    must    be    removed, 
which  would  be  directly  contrary  to  Hyatt's  teach- 
ing.    In  view  of  this  fact  we  do  not  think  that  it 
would  be  obvious  to  one  skilled   in  the  art  so  to 
modify  the  Hyatt  device  that  the  claims  here  In- 
volve<l   would   read   upon    it,   whether   the   embodi- 
ment  of   Hyatt's   invention   embracing    the  use  of 
gravel    bed.   screens   and   deflecting   plates   be   con- 
sldereil,  or  whether  the  second  embodiment  of  his 
Invention  be  considered,  embracing  a  large  number 
of  small  tubes  within  the  large  tube.     In  this  sec- 
ond embodiment,  a  large  number  of  small  tubes  are 
placed  within   practically   the  entire  length  of  the 
U-tube,  evidently  for  the  purpose  of  retanllng  the 
flow  of  water  and  air  through  the  U-tube  by  tlie 
internal  friction  exerted  In  such  tubes,  thus  accom- 
plishing the  teaching  of  the  patent  that  the  flow  of 
the  air  and   water  through   the   tube    must   be   re- 
tarded in  order  that  the  assumed  chemical  action 
between  the  air  and  water  may  take  place. 

Finally,  upon  this  phase  of  the  case,  we  are  of  the 
opinion  that,  In  view  of  this  difference  in  teaching 
in  the  Hyatt  patent  and  in  appellant's  application, 
and  In  view  of  the  differences  in  the  respective  de- 
vices disclosed,  tlw  Board  of  Appeals  erred  In  hold- 
ing that  appellant's  claims  would  be  met  if  Hyatt 
were  modified  by  merely  placing  In  his  device  an 
a5?pirator  as  shown  by  Bradley  or  Hoveman. 

We  have  hereinbefore  noted  that,  while  the  Board 
primarily  relied  upon  the  Hyatt  patent  in  rejecting 
the  Involved  claims.  In  view  of  Bradley  or  Hoveman, 
It  also  generally  affirmed  the  decision  of  the  Ex- 
aminer. The  Examiner  rejected  claims  7  and  10 
upon  Bradley  and  also  upon  Hoveman.  and  rejecte<l 
claims  33  and  34  upon  Hoveman  alone.  Originally, 
the  Examiner  also  rejected  claims  6,  8,  and  9  upon 
Bradley  and  Hoveman,  but  as  hereinbefore  noted 
these  claims  were  afterward  considered  by  the  Ex- 
aminer in  an  amended  form,  and  upon  reconsidera- 
tion were  rejected  by  him  only  upon  Hyatt  In  view 
of  Bradley  or  Hoveman. 

We  therefore  come  to  the  consideration  of  whether 
the  Board  erred  In  affirming  the  Examiner's  rejec- 
tion of  claims  7  and  10  upon  Bradley,  or  as  un- 
patentable over  Hoveman.  and  of  claims  33  and  34 
upon  Hoveman. 

We  are  clear  that  said  claims  should  not  have  been 
rejected  upon  Bradley.  As  hereinbefore  recited,  his 
patent  discloses  that  the  mixture  of  air  and  water 
takes  place  in  only  one  leg  of  his  tube,  and  only  the 
sterilizetl  water  passes  upward  through  the  discharge 
leg  of  the  tube.  If  it  may  be  called  such.  It  is 
therefore  apparent  that  there  takes  place  no  aeration 
of  the  water  causing  a  dilution  of  the  gases  In  the 
discharge  leg  of  the  tube  such  as  Is  disclosed  by 

appellant. 

With  respect  to  Hoveman,  his  discharge  vessels 
are  shown  by  the  drawings  as  extending  upward 
about  one-third  the  height  of  his  aeration  chamber, 
the  excess  air  being  discharged  through  a  pipe  at 
the  top  of  the  chamber,  and  the  water  at  the  upper 
end  of  the  sealing  vessel  into  the  aeration  chamber. 


Hoveman  discloses  a  plurality  of  down  tubes,  each 
extending  nearly  to  the  bottom  of  u  "weparate  water 
tilled   seal   vessel     •     •     •     of  substantial   depth." 
These  tubes  are  not  conflned  within  a  U-tube  as  in 
the  second  embodiment  of  Hyatt's    Invention,  but 
extend    into    the    aeration    chamber.     The    i)atent 
refers  to  this  element,  which  the  Examiner  held  to 
be  the  equivalent  of  the  discharge  leg  of  a  U-tube,  aa 
"the  sealing  vessels    •     •     •     surrounding  the  in- 
jectors."    The  patent  states  that  "Owing  to  the  fact 
that  all  the  sealing  vessels  are  maintained  full  of 
water  the  escape  of  foul  air  upwardly  through  any  of 
the  injectors  is  efl^ectively  prevented."     The  Exami- 
ner held  that  It  would  not  Involve  Invention  to  extend 
these  sealing  vessels  upwardly  to  a  level  just  below 
the  aspirator,  and  that  the  downflow  tubes  and  said 
sealing   vessels    constituted    the   equivalents   of    U- 
tubes.     While,  as  hereinbefore  note<I.  the  drawings 
of  Hoveman  show  the  sealing  vessel  as  extending 
upward  about  one-third  the  height  of  the  aeration 
chamber.   It  Is  interesting  to   note  that   his  provi- 
sional specification  contains  the  following: 

From  th»>  floor  of  the  water  inlet  chamber  a  number  of 
pipes  havlnjT  flare<l  upper  ends  depend  vertically  Into  the 
aeration  chamber  where  each  dips  nearly  to  the  bottom 
of  n  sepirate  vessel  orcupylnj;  about  ttcothirdt  of  tne 
depth  of  the  aeration  chamber.      (Italics  ours.  1 

The  distinctive  difference  between  claims  6,  8,  and 
9.  and  claims  7,  10,  33  and  34  appears  to  be  the 
limitation  in  said  first  group  of  claims  that  the  dis- 
charge leg  of  the  tube  shall  have  approximately  the 
siime  rross-.sectlonal  area  as  the  downflow  tube. 
This  limitation  Is  not  found  In  claims  7,  10,  33,  and 

34. 

As  shown  by  the  drawings,  the  Hoveman  discharge 
vessels  are  of  much  greater  cross-sectional  area  than 
his  downflow  tubes,  and  therefore  claims  0,  8.  and  9 
would  not  read  u{M)n  Hoveman  even  If  the  sealing 
vessels  of  the  latter  were  extended  upward  to  Just 
below   the   aspirator.     The  Examiner   held   that   It 
would  not  involve  invention  so  to  extend  said  seal- 
ing vessels.     If  Hoveman   were  so  modifle<l,  claim 
10  before  us  would  read  literally  upon   it,  and  as 
to  claims  7,  33  and  34.  we  are  of  the  opinion  that, 
if  Hoveman  was  modified  as  last  above  indlcateil, 
said  claims  would  be  anticipated  by  Hoveman.    The 
question  therefore  is  whether  it  would  Involve  In- 
vention to  extend  Hoveman's  seJillng  vessels  to  Just 
below  his  aspirator.     We  agree  with  the  Examiner 
that  it  would  not,  so  far  as  claims  7,  10.  33  and  34 
are  concerned,  especially  in  view  of  the  fact  that  In 
Hoveman's  Figure  1  the  discharge  pli>e  for  the  foul 
pases    and    excess    air    Is    placed    Just    below    his 
aspirator. 

Inasmuch  as  said  claims  7,  10.  33  and  34  are  so 
broad  as  to  permit  the  upflow  tube  to  have  a  much 
greater  cross-sectional  area  than  the  downflow  tube, 
these  claims  are  clearly  distinguishable  from  claims 
6,  8,  and  9,  and  we  are  of  the  opinion  that  there 
was  no  error  in  rejecting  the  former  group  upon 
Hoveman. 

The  decision  of  the  Board  of  Appeals  Is  afllrmed 
as  to  claims  7,  10.  33  and  34,  and  reversed  as  to 
claims  6.  8  and  9. 
Modified. 
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1,277,750,  J.  A.  Pearce,  Flotation  process  and  appara- 
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1,403.475,  H.  D.  Arnold,  Vacuum  tube  circuit;  1,520.994. 
same.  Electron  discharge;  1,403,932,  B.  H.  Wilson,  Elec- 
tron discharge  device;  1,465,332,  L.  de  Forest,  Vacuum 
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1.403.475  (a),  H.  D.  Arnold,  Vacuum  tube  circuit; 
1,403,932,  B.  H.  Wilson,  Electron  discharge  device; 
1,507,016,  L.  de  Forest.  Radio  signaling  system  ;  1,607,017, 
same.  Wireless  telegraph  and  telephone  system  ;  1,818,017, 
F.  Lowensteln.  Wireless  telegraph  apparatus;  1,702,833, 
W.  8.  Lemmon,  Electrical  condenser;  1,811,095,  H.  J. 
Bound,  Thermionic  amplifier  and  detector ;  Be.  18,679, 
Ballantine  &  Hull,  Demodulator  and  method  of  demodu- 
lation, D.  C,  N.  D.  Calif.  (San  Francisco),  Doc.  B  3897-L, 
Radio  Corp.  of  America  et  al.  v.  Kahn  Dept.  Store*.  Inc. 
Patents  held  valid  and   Infringed  Aug.  5.   1936. 

1.408.476  (b),  H.  1>.  Arnold,  Vacuum  tube  circuit; 
1,403,932,  R.  H.  Wilson.  Electron  discharge  device; 
1,507,016,  L.  de  Forest,  Radio  signaling  system;  1.507,017. 
same.  Wireless  telegraph  and  telephone  system  ;  1,702,833, 
W.  S.  Lemmon,  Electrical  condenser;  Re.  18.579,  Ballan- 
tine &  Hull,  Demodulator  and  method  of  demodulation, 
D.  C,  N.  D.  Calif.  (San  Francisco).  Doc.  E  3894-S,  Radio 
Corp.  of  America  et  al.  v.  C.  Silverman.  Patents  held 
valid  and   infringed   Aug.   7.    1036. 

1,403,475  (0),  H.  D.  Aruold,  Vacuum  tube  circuit; 
1,403,932,  B.  H.  Wilson,  Electron  discharge  device; 
1,507,016,  L.  de  Forest,  Radio  signaling  system  ;  1.507,017, 
same.  Wireless  telegraph  and  telephone  system  ;  1,811,095, 
fl.  J.  Bound.  Thermionic  amplifier  and  detector;  Be. 
18,579,  Ballantine  &  Hull.  Demodulator  and  method  of  de- 
modulation. D.  C,  N.  D.  Calif.  (San  Francisco),  Doc.  E 
389S-L,  Radio  Corp.  of  America  et  al.  T.  Bchwahacher-Frey 
Co.     Patents  held  valid  and  Infringed  Aug.  7,  1935. 

1.403.475.      (See    1.350,763.) 

1,403,932.  (See  1.356,763  and  1,403,476  (o),  (b)  and 
(0).) 

1,407.948,  B.  G.  Band.  Card-Index  cabinet;  1,429.628. 
J.  H.  Rand,  Jr.,  Record  cabinet,  filed  Aug.  27,  1935,  D.  C, 
N.  D.  Ohio.  E.  Dlv..  Doc.  5307,  Remington  Rand,  Inc.,  V. 
General  Fircprooflng  Co. 

1,410.499.  A.  Pac*.  Metal  and  its  manufacture,  filed 
Aug.  26,  1935,  D.  C,  E.  D.  N.  Y.,  Doc.  E  7723,  General 
Electric  Co.  v.  Wabath  Appliance  Corp.  et  al. 

1,429,628.      (See   1,407,948.) 

1,430.682,  A.  Pollak,  Initialed  buckle,  plate  and  the 
like,  filed  Aug.  27.  1035,  D.  C.  S.  D.  N.  Y..  Doc.  E  81/84, 
Service  Paienta  Corp.  v.  Coro-Oram,  Inc. 

1.460.492,  H.  L.  Latr..  Communication  sheet,  filed  Aug. 
27.  1935,  D.  C.  8.  D.  N.  Y.,  Doc.  E  81/88,  H.  Latz  et  al.  v. 
Reliance  Graphic  Corp.  et  al. 

1.465,332.       (See    1.356.763.) 

1,503.546,  A.  W.  Menties,  Method  and  apparatus  for 
obtaining  repeated  movement  of  a  liquid  and  its  vapor; 
1,866.098,  S.  S.  Green.  Novelty  lamp;  1.972.155,  J.  D. 
McMasler,  Display  device,  filed  Aug.  29.  1935.  D.  C, 
S.  D.  N.  Y.,  Doc.  E  81/108,  Biolite,  Inc.,  V.  Bubble  Olo  Sign 
Co.  et  al. 

1.607.016.  (See  1,356,783  and  1.403.475  (a),  (»),  and 
<c).) 

1.607.017.  (See  1,356,763  and  1,403,476  (a),  (6).  and 
(C).) 

1.520.994.      (See   1,356.763.) 


1.578.236,  H.  E.  La  Bour.  Centrifugal  pump,  filed  Aug. 
30.  1935,  D.  C,  N.  D.  Ohio,  E.  Dlv.,  Doc.  5310,  H.  E.  La 
Bour  et  al.  v.  Ch>rman-Rupp  Co. 

1.618,017.      (See  1,403.475    (o).) 

1,660.636,  B.  E.  Walllser,  Machine  for  making  and  ap- 
plying tufts,  filed  Aug.  27,  1936,  D.  C,  S.  D.  N.  Y.,  Doc. 
E  81/89,  Western  Dyeing  d  Procetting  Co.  v.  Contolidated 
Trimming  Co. 

1.702,833.      (See   1,403.475    (a)    and    (6).) 

1.752,856,  A.  H.  Schmidtke,  Method  and  apparatus  for 
making  baskets;  1.895,586,  same.  Basket,  D.  C,  W.  D. 
Mich..  S.  Dlv.,  Doc.  E  2558,  The  Straight-SiAe  Batket 
Corp.  et  al.  v.  Zapf  Fruit  Package  Co.  Bill  and  supple- 
mental bill  dlsmis&ed  for  want  of  equity  Aug.  27,  1936. 

1,771,737,  U.  G.  Surprenant,  Door  latch  ;  1.830.664, 
F.  D.  Grund,  same;  1,852,008,  same.  Door  fastener;  Be. 
19,223,  same.  Dog  releasing  device  for  door  latches ; 
1,911,648,  H.  W.  Rlghtmyer,  Door  latch,  D.  C.  E.  D.  Mich. 
(Detroit),  Doc.  6586,  The  American  Bufis0  Co.  v.  Hancock 
Mfg.  Co.    Dismissed  without  prejudice  Aug.  26,  1935. 

1,811,095.      (See   1,403.475    (o)    and    (C).) 

1,830,664.      (See    1,771,737.) 

1,836,469,  J.  W.  FltBgerald,  Envelope  lock;  1,967,706, 
same,  Envelope  fastener,  filed  Aug.  28.  1935.  D.  C.  Mass., 
Doc.  E  4226,  Amea  Safety  Envelope  Co.  v.  S.  8.  Randell. 

1,862,008.    (See  1,771,737.)    1,856,098.    (See  1,503,546.) 

1,867,926,  Mason  &  Mason.  Veneering  construction,  filed 
Aug.  27.  1935,  D.  C,  E.  D.  Mich.  (Detroit),  Doc.  7190. 
Maaon  2"  Brick  Veneer  Co.  v.  S.  Sarar. 

1.895.586.    (See  1.762,856.)    1,911,648.    (See  1,771,737.) 

1,936,162.    (See  1.856.763.) 

1,948.056,  L.  O.  Thompson,  Fusihle  blow-out  plug.  D.  C, 
W.  D.  Okla.  (Oklahoma  City),  Doc.  E  1771,  L.  M.  Thomp- 
*on  et  al.  v.  International  Supply  Co.  Defendant  enjoined 
Aug.  28,  1935. 

1. 957.700.     (See  1,836,459.) 

1.962,264.  H.  Velt.  Hair  cutting  and  thinning  shears. 
D.  C,  S.  D.  N.  Y..  Doc.  E  80/313.  Jeiter  d  Scheerer  Prod- 
vcta.  Inc.,  et  al.  v.  /.  Roaenbaum.  Decree  pro  confesso 
sustaining  patent  and  granting  injunction  (notice  Aug. 
29.  1935). 

1.968.409.  1,968,410,  B.  Liebowiti,  Apparel,  filed  Aug. 
27,  1935.  D.  C,  S.  D.  N.  Y.,  Doc.  E  81/86.  Trubenizing 
Proceaa  Corp.  v.  O.  Schnitzer  (Le  Roy  Shirt  Co.). 

1.968.410.  (See  1,968.409.)    1,972,155.    (See  1.503,646.) 

1,991,950,  C.  W.  HoflTrlti,  Illuminated  dial,  filed  Aug. 
22,  1935,  D.  C,  S.  D.  Calif.  (Los  Angeles).  Doc.  E  748-J. 
Olo-Dial  Clock  Corp.  et  al.  v.  H.  S.  Greenstone  (Artiatic 
Neon  Sign  Co.). 

2,002,792,  G.  D.  Sart,  Ornamented  leather  and  method 
of  making  same,  filed  Aug.  29,  1936,  D.  C.  Mass.,  Doc.  E 
4228,  Ornamented  Leather,  Inc.,  v.  Kiratein  Leather  Co. 
Doc.  E  4229,  Ornamented  Leather,  Inc.,  T.  Amdur  Leather 
Co.,  Inc. 

2,004,820.  R.  F.  McClenathan.  Shoe  pressing  machine, 
filed  Aug.  29,  1935,  D.  C,  N.  D.  Ind.  (South  Bend),  Doc. 
590,  Lamac  Proceaa  Co.  v.  J.  Lieherman  et  al. 

Re.  18,579.    (See  1,403,475  (a),  (6),  and  (o).) 

Be.   19.223.      (See  1,771,737.) 

T.  M.  281.602,  J.  A.  Livingston,  Inc..  Silk  piece  goods, 
C.  C.  A.,  3d  Cir..  Doc.  6529.  J.  A.  Livingston,  Inc.,  v. 
Pocono  Rubber  Cloth  Co.  Decree  modified  and  affirmed 
Aug.  30,  1985. 


Disclaimers 

1.809.720.— 2V  or  ton  A.  Mears  and   Dibrell  P.  Hynea,  Chi- 
cago, ni.     HOOD  Latch.     Patent  dated  June  9,  1931. 
Disclaimer  filed  September  25.  1935,  by  the  assignee, 
Chicago  Forging  d  Manufacturing  Co. 
Hereby  enters  its  disclaimer  to  claim  10. 
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1,832,328— VV.n/tfJd  Hcott,    Nltro,    W.    Va       Rdbbir    Vdu 

CaNIZATION    ACC«L«RAT0K    and   rROClSS    FOB    rHEPABIMQ 

SAMS.     Patent  Jated  November  17,  1931.     Disclaimer 
filed  September  17,  1935.  by  the  assignee,  The  Rubber 
Service   Luboratories    Co. 
Hereby  disclaim   that  part  of  the  claim  In  said  speclfl- 
catlon  which  is  In  the  following  words,  to  wit : 

"1.  A  proce8.s  of  prpparini?  a  rubber  vulcanization  accel- 
erator wiilch  comprises  reacting;  a  di  thio-carbamate  with 
a   nltro  substituted  phenyl  halogen  mercaptan." 

"9.  A  process  of  preparing  a  rubber  vulcanisation  ac- 
celerator which  \  comprises  reacting  a  dl-thlo-carbamate 
with  a   nltro  substituted   arjl   halogen   mercaptan." 

"11.  The  product  formed  by  reacting  a  dl-thlo-carba- 
mate with  a  nitro  substituted  phenyl   hulogen   mercaptan. 


1,889,433  —idi7ar  E.  Bro*tu«,  Pittsburgh,  Pa.  Mdd  GON. 
Patent  dated  November  29,  1932.  Disclaimer  filed 
September  IG,   1935,  by   the  patentee. 

Hereby  dlsclaimg,  because  of  the  disclosures  in  the 
following   patents,    to    wit  ; 

Wagner,  23,416,  March  25,  1869;  Troxell,  73,410.  Jan- 
uary 14,  1868;  Armstrong,  288,540,  November  13.  1883; 
Vanghen,  544.551,  August  13,  18«5;  McCarthy,  769.106, 
August  30.  19<Vt  ;  Wundrach,  931.363.  August  17.  1909; 
Bailey,  1.002.487,  September  5.  1911  ;  the  subject  matter 
of  claims  12  and  13  of  said  Letters  Patent. 


1,905,212.  — Carl   Alfred  Braun,  Munich.   Germany       Paor. 

ESS     OK     WATER     PROOriNO     MATBUALS     WITH     AQl  EOUS 

KMtjLaiova.     Patent  dated  April  25,  1933.     Disclaimer 
filed    September    20,    1935.    by    the    assignee,    Interna- 
tional Bitumen  Smultions  Corporation. 
Hereby   disclaims  claim   2  of   said   patent,  except  when 
the    quick  breaking    aqueous    emulsion    employed     in     said 
process  is  substantially   free  from   fatty  acids  or  saponitl 
cation  products  thereof. 


1,910,500. —  Walter  Van  B    Rnbrrtt,  Princeton,  N.  J.    Radio 
Rbceivin-,  Circuit.     Patent  dated  May  23.  1933.     l)l.>* 
claimer    filed    September    25,    1935.    by    the    assignee. 
Radio  Corporation  of  America. 
Hereby  enters  this  disclaimer  to  that  part  of  the  claims 

In  the  specification  of  said  Letters  Patent  which  Is  in  the 

following  words,   to   wit  : 

"6.  In  combination,  an  antenna  circuit,  a  stage  of 
tuned  radio  frequency  amplification  Including  an  electron 
discbarge  tube  coupled  thereto,  an  electron  discbarge  tube 
provided  with  a  tuned  Input  circuit  coupled  to  the  first 
stage,  the  second  tube  Including  a  screen  element,  a  third 
electron  dlschar',?e  tube  having  Its  control  electrode  di- 
rectly connected  to  the  anode  of  the  second  tube,  means 
for  regeneratlvely  connecting?  tire  screen  element  of  the 
second  tube  to  Its  tuned  Input  circuit,  a  common  source  of 
potential  for  the  second  and  third  tubes,  a  common  poten- 
tiometer connected  across  said  source,  the  screen  element 
of  the  second  tube  and  the  control  electrode  of  the  third 
tube  both  deriving  potential  from  said  common  poten- 
tiometer." 

"8.  A   radio  receiving  circuit  comprising  a   screen   grid 
tube  having  a  tuned  Input  circuit,  an  audio  frequency  am 
pllfler  connected  In  the  anode  circuit  of  said  tube,  and  an 
Inductive   reactance  In    the  screen   element   circuit   of   said 
tube  coupled  in  regenerative  phase  to  said   input  circuit  " 


"10.  In  combination,  a  source  of  ra<lio  freijuency  energy, 
a  screen  grid  tube  provided  with  a  tunable  input  clnuit 
oi'upied  to  said  source,  a  power  amplifier  tube  including 
a  s<-r«'en  grid  (lispos«'(l  bt-tween  the  cathode  and  anode 
thereof  and  a  shield  electrode,  at  cathode  potential,  be- 
tween the  screen  and  anode,  a  source  of  energizing  current 
common  to  the  drcult.s  of  said  tubes,  means  for  directly 
connecting  the  anode  of  said  first  tube  to  the  control 
electrode  of  the  amplifier  tube,  and  means  liifluding  a 
hUh  resistance,  connecting  said  anode  and  control  elec- 
trode  to   said   energizing   current    source" 

'•12.  In  a  radio  receiver,  h  detector  stage  including  a 
screen  grid  tube  provided  with  a  tunable  Input  circuit. 
a  power  pentode  amplifier  tube,  a  source  of  enerKizlng 
current  for  the  circuits  of  Ral<l  tubes,  means  condu(tlvely 
coupling  the  anode  of  said  detector  tube  and  the  c  ntrol 
grid  of  the  amplifier  tube,  additional  means,  including  a 
high  Impedance,  connecting  said  conductive  coupling  to 
FaTd  source,  and  means  in  the  screen  circuit  of  said  de- 
tector tube  to   secure   regeneration." 


1,926.806. — Charles   H.   Qrangtr,  Waterbury,  Conn.      Sns- 

TAI.NINU-POWER    SYNCHRONOUS    F:I  ICTBIC    CLOCK.       Pat- 
ent  dated   September   12,   1933.      Disclaimer  filed   Sep- 
tember   23,    1935.    by    the    patentee    and    the   assignee. 
The    Waterbury    Clock    Company. 
Hereby    disclaim    claim    13   of   the    said    patent. 


1,948.191  —H<//iaw  K  Shoemaker,  Fre*^port.  N.  Y  PmiCl 
INDICATOR.  Patent  datetl  February  20.  1934.  Dis- 
claimer filed  September  20,  1935.  by  the  assignee, 
Sinclair   Refining    Company. 

Hereby  enters  this  disclaimer  to  claims  4,  S,  and  12  of 
said  Letters  Patent,  which  are  In  the  following  words, 
to  wit  : 

"4.  In  apparatus  of  the  class  described,  the  combina- 
tion of  a  supporting  frame  having  channels  secured  to  an 
outer  surface  thereof,  said  channels  being  arranged  to 
form  a  longitudinal  slot  oi>en  at  one  end,  ana  an  indicating 
strip  folded  to  provide  a  plurality  of  flat  display  sections 
of  substantially  the  same  width  and  having  character 
bearing  surfaces  thereon,  said  channels  being  of  such 
width  and  so  positioned  relative  to  the  thickness  of  the 
folded  Indicating  strip  and  to  the  width  of  the  sections 
of  the  folded  Indicating  strip  respectively,  as  to  firmly 
hold  the  indicating  strip  when  closely  folded  and  Inserted 
in  the  said  slot. 

"5.  In  apparatus  of  the  class  described,  the  combina- 
tion of  a  supporting  frame  baring  channels  secured  to  an 
outer  surface  thereof,  said  channels  being  arranged  to 
form  a  plurality  of  longitudinal  slots  open  at  one  end,  and 
a  plurality  of  Indicating  strips  each  folded  to  provide  a 
plurality  of  flat  display  sections  having  character-bearing 
surfaces  thereon,  the  flat  sections  of  each  indicating  strip 
being  of  substantiallv  the  same  width,  said  channels  being 
so  pcsitloned  and  of  such  width  relatire  to  the  width  oi 
the  aections  of  the  folded  indicating  strips  and  the  thick- 
ness of  the  folded  Indicating  strips  respectively,  as  to 
firmly  hold  one  of  the  closely  folded  Indicating  strips 
when  inserted  in  each  of  said  slots  " 

"12  In  apparatus  of  the  class  described,  the  combina- 
tion of  a  casing  provided  with  a  transparent  section  in  at 
least  one  side  theret)f.  a  supporting  frame  proportioned  to 
snugly  fit  within  said  casing  and  removably  disposed  there- 
in, a  plurality  of  channels  attached  to  an  outer  surface 
of  said  supporting  frame  and  arranged  to  form  a  plurality 
of  retaining  slots  open  at  one  end  and  positioned  to  regis- 
ter with  tne  transparent  section  of  said  casing,  ana  a 
plurality  of  Indicating  strips  each  folded  to  provide  a 
plurality  of  flat  display  sections  of  substantially  the  .^ame 
width  as  the  width  of  said  slots  one  of  saiii  folded  indi- 
cating str1{>8  being  firmly   retained  in  each  of  said   slots." 
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The  following  trade-marks  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  days  of  this  publication. 

Marks  applied  for  "  under  the  ten-year  proviso "  are  registrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  Februarj-  18,  1911. 

As  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.  No.  367,397.     Sterilized  Fieri  Proddcts  Co.,  South 
Orange,  N.  J.     Filed  Oct.  22.  1934. 


STAZORv 


The   word  "Staxdry"  is  disclaimed. 

For  Sterilized  Bedding  for  Animals  and  Poultry. 

Claims  use  since  January,  1934. 


Ser.  No.  359,808.     New  England  Coal  k  Coke  CoMPAirr, 
Boston,  Mats.     Filed  Dee.  31,  1934. 


The  words  "Best  in  each  class"  and  "All  rail  coals"  are 
disclaimed  apart  from   the  mark. 
■    For  Coal. 

naims  use  since  Oct.  31,  1934. 


Ser.  No.  362,362.    J.  M.  Dickinson,  Nashville,  Tenn.    Filed 
Mar.    11,   1935. 

Travelers  Rest  Farm 

For  Live  Stock,  Arabian  Horses,  American  Saddle  Horses, 
and  Dogs. 

Claims  use  since  Jan.  1,  1810,  on  live  stock  and  Ameri- 
can saddle  horses  ;  since  Not.  1,  1931,  on  Arabian  horses ; 
since  Nov.  1,  1933,  on  dogs. 


Ser.  No.  367,085.     Resinox  Cohpobatiom,  New  York,  N.  T. 
Filed  July  8,  1936. 

RONYX 


For  Protein    Plastics. 

Claims  use  since  May  15,  1935. 


Ser.  No.  367,261.     Samobl  Shapiro,  New  York,  N.  Y.    Filed 
July  13,  1935. 

TIC-TAG 


For  Leather  for  Shoe  Uppers. 
Claims  use  since  June  1,  1935. 


Ser.  No.  367.829.     Killarxet  Smokhless  Coal  CompanT, 
INCORPOHATKD,  Lynchburg.  Va.     Filed  July  30,  1938. 


The  words  "Smokeless",    "Sawed",  and  "Coal"  are  dis- 
claimed. 
For  Coal. 
Claims  use  since  July  16,   1933. 
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S«r   No.  368,017.    B.  W.  HABRia  Manufactcrino  Company, 
St.  Paul,  Minn.     Filed  July  26,  1933. 


NORTHLAND 


Ser.  No.  368.600.     B«Nj  C.  B»1J«M  Co.,  Devon,  Pa.     Filed 
Aug.  23.   1936. 


^jifMcle^ 


For  Furs. 

Claims  use  since  Apr.  1,  1935. 


Ser.  No.  368.041.     Kotch  k  Sos8,  Inc.,  New  York.  N.  T. 
Filed  Aug.  6,  1936. 


BOLERO 
BROWN 


WJlPil>idriU>l 


No  claim  is  made  to  the  word  "Protected"  apart  from 

the  mark. 

For  Paper  Bags  or  Containers. 
Claims  use  since  Mar.  28,  1938. 


CLASS  3 

BaKgaj?e.    Animal    Equipments,    PortfolioR.    and 

PocketbookB 

Ser.    No.  356.849.     Duke  0*N«ai,,  Berkeley.  Calif.     Filed 
Oct.  6,  1934. 


Tke  word  "Brown"  l>  disclaimed. 

For  For  Sklus. 

Clalma  use  since  Mar.  1,  1935. 


W^^ 


the 


CLASS  2 

Receptacles 
Ser.  No.  368.599.     B«nj  C  Bitneb  Co..  Devon.  Pa.     Filed 


Aug.  23,   1935. 


The  word  "Bag*  is  disclaimed  apart  from  the  mark. 
For  Portfolios.  Brief  €••«•,  and  Pocketbooka. 
Claims  use  since  June  29.  1934. 


sS^jS^o. 


BOTL  PAC 


CLASS  4 

Abrasive.  Detergent,  and  Polishing  Materials 
Ser.  No.  355.275.    Tbipl»x  Rtob«8.  Imc,  New  Haven,  Conn, 
Filed  Aug.  21,  1984. 

TI^IPLE 


No  claim  Is  made  to  any  wording  apart  from  the  mark 

shown. 

For  Pappr  Bags  or  Containers. 
Claims  use  since  Jan.  22,   1936. 


For  Automobile  Top  Dressing 
Claims  use  since  Apr.  26,   1934. 
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Ser    No.  368.190.     Sieoel  h  Co  .  G    u    B.  H.,  KOln-Brauna- 
feld,  (iermany.     Filed  Aug.  10,  1935. 


For  Metal   I'ollBh.  Glass  Poli.sh,  Porcelain  Polish,  Stove 
Pollah.   and   Stone  Polish. 

Clalois  use  sluce  January,  1903. 


Ser.  No.  368,296.  Gem  pbodcctb  Sales  Company,  Camden, 
N.  J.     Filed  Aug.    14,  1935. 


"xa.  wa'^^&^SSf 


U^  ®  0  S  1^  S  9 


All   wording  except   "Gems"   is    dIsclalmKi    apart   from 
the  mark.     The  drawing  Is  lined  for   blue  end  green. 
For   Household  Chanlng  Compound. 
Claims  UHe  since  July  12,  1935. 


Ser.   No.   368.477.     Imperial    Iueh  and   roLOR  COEPOaA- 
TION,  Glen  Fnlls.  N    Y.     Filed   Aug    20,  1936. 

MARIGOLD 

For    Wnll    Paper    ("leaner. 
Claims  ujm;  since   M\g    ?•.   19.'U5 


CLASS  6 

ChemicaiR,  Medicines,  and  Pharmaceutical 

Preparations 

Ser.  No.  358,124.     F.dward  C.  COLLINS,  doing  business  as 
Collins    Laboratories,    St.    Louis,    Mo.      Filed    Nov.    12, 

1934. 


nuri7-Sheefi 


f 


COLUNUAaORATORItS 


L 


For  Cosmetics.  Hair  DrwslnKS,  and  Beauty  Shop  Sup- 
plies— Namely,  I'ermanent  Wave  Rohitloos.  Dandruff  Elim- 
inator. Shampoos.  Hair  Setting  Solutions,  Hair  Tonlca, 
Hair  Oils,  and  Hair  Dressings. 

Claims  use   since  June  1,  1932,   „.  .       — 

469  O.  G.— 29 


Ser.  No    366,324      Dh.  Rkx  Z    ITowabd,  Fort  Worth,  Tex. 
Filed  June  18.   1935. 


The  words  "Contact  Prescription"  are  disclaimed  apart 
from  the  mark. 

For  Nose  Medicine. 

Claims  use  since  Jan.  1,  1DS8. 

Ser.  No.  366,664.     Liland   .'^.    Lamphieb.  doing  business 
as  Nay-Tart  Co.,  Akron,  Ohio.     Filed  June  26,  1986. 


For  Stomach  Tablets. 

Claims  use  since  June  3,  1935. 


Ser.  No.  367,477.     Paul  F.  White,  Pittsburgh,  Pa.     Filed 
July  19.  1935. 


For  Liquid  Preparation  Used  in  the  Treatment  of  Corns, 
Callouses.   Warts. 

Claims  use  since  Jan.  1,  1927. 


Ser.  No.  867,560.     Alice  von  Giksewald,  San  Francisco. 
Calif.     FUed  July  22,  1935. 


No  claim  is  made  to  the  words  "for  Roof  of  Mouth  and 
Gums." 

For  Composition  Designed  to  Be  Used  for  Treatment  of 
the  Mouth  and  Gums  by  Wearers  of  Dental  Plates. 

Claims  use  since  May  15.  1935. 


Ser.   No.    367.692.     Wesco    Foods    Company,    Cincinnati, 
Ohio.     Filed  July  25,  1936. 

f  RUM|» 


For  Fly  fSpray 

Claims   use   since   Mar.    1,    1934. 


.  tlmijMmL  .j-jjwr 
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S«r.  No.  3rt7,Hu5.      piNACD  INCORPOHAIXD,  New  York,  N.  Y. 
Filed  July  J9,  i»35.     Under  10  year  pr-Tiso. 

LIS  de  FRANCE 

tor  Perfumee,  Toilet  Waters,  Face  and  Toilet  Powders, 
I'owder  and  Roufe  Compacts.  Rouges,  Llpsticltt.  Bath 
Salts.  LofloDi  for  the  Skin  and  Hair,  and  Sachets. 

Claims  use  since  Aug.  31,  1894. 


Ser    No    387  9t54       RithaRD  M    Ormv*    doln?  htwlness  AM 
Tli«  Tatauka  Company.  Ciujuiuiig.  N.   V.      Filed  Aua    8 
1935  • 


For    Diuretic    for    tlie    Relief    of    Kidney.    Bladder,    and 
Liver  Disorders. 

rialms  use  since  June.  1930. 


Ser.  No.  368.003.     Ralph  M.  Low,  doing  buainesa  as  Tele- 
phone Hygiene  Company.  New  York,  N.  Y.     Filed  Auk 
5.  1935. 

TEL-HY  #19 

For  Antiseptic  and  Germicidal  Liquid  Cleaner  for  Tele- 
phone Mouthpieces 

Claims  use  since  Aug.  1,  1035. 


Ser.    No.    308.057.      IIenby    K.    Wampoi.b    and    Cowpant, 
IMCORPORATED.    rhilndelphla,    Pa       Filed   Aug    6    1935* 

ESTIMUCOL 


For  Cholagojrie  and  Biliary  Stimulant. 
Claims  use  <lnce  Sept.  8.   1934 


Ser.   No.   368.080.     Thiodobjb   Pb-vger,  doing   business  a."? 
Mortni >■    Laboratories.    Brooklyn.    N     Y       Filed    Aug    7 

"  MORTONE 

For  Preparations  for  the  Hair— Namely.  Hair  Tonic 
Hair  Ointment.  Hair  Pomade.  Shampoo.  Dandruff  Re- 
mover. Scalp  Stimulant. 

rialmn  use  since  April,  1933. 


8«r.  No.  368,126.  CoLOATC-PALMOUTi-Pirr  Compajit 
Jerwjy  City.  N.  J.  Filed  Au,.  9.  IMS.  Under  10-year 
provlao. 

COLGATE'S 


For  (-ilyft-rliie 
Clalmtt  nsf  sinie   1858 


8«r.  No.  368,188.     CASTrLtAi*  Pboddcts  Cobp..  Los  Angelea 
C«llf.      Filed    Aug.    10.    1»;?5 

PRir\C€SS 

OF 

HOLLVUOOD 

For  Skin   Creams.   Skin    Lotions.    Brilliant Ine.    Hair  Oil. 
Nail    rolish.    and    P.-rfunies 

Clalma  tisr   Ni,i  .    .July  17.  1935. 


Ser.  No.  368.186.     Powi>K\  Cori-obation,  New  York    N    Y 
Filed  Aug.  10,  1935. 

CINQUARSEN 

For  Antlsf'ptlc  and   H»allng  Po«.lers.  for  External  and 
Internal    Use. 

Clalma  use  since  Feb.  18.    1035. 


Ser.  No.  368.188.  Habolo  J.  Roth,  doing  business  as 
The  Norma  Lite  Co.,  Des  Moines,  Iowa.  Filed  Aug.  10. 
1036. 


For  Wt-ljfht    Re<!urlnjj   Pro(tuct. 
Claims  use  since  Apr.   10.  H)34. 


Ser.  No.  868,267.     Wm   e    Hoopbb  A  Sons  Compant   Balti- 
more. Md.     Filed  Aug.  13.  1936 


For  Flameproof.  Waterproof.  Mildew  RenUtinK  Material 
Intende<l  to  |>p  Applied  a«  a  Coating  to  Cotton,  Wool 
Worsted.  Rayon.  Silk.  Hemp.  Jnte.  Slsal.  and  Othor  Cpi" 
luslc  and  Fibrous  Materials  an  a  Proteoflon  Against  the 
Destructive  Action  of  Fire.  Water.  an<l  Mildew  on  The«e 
Materials. 

Claims  use  since  Aug.  1,  1935. 
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Ser.  No.  368.289.    Chemical  Oahbs,  Inc.,  Long  Island  City. 
N.  Y.     Filed  Aug.   14.   19;{r>. 


•For  Chemical  Gases. 

Claims  use  since  July  17.  1935. 

Ser.   No.    368.321.      BOHMR  FBTTCHBMll-GKSELLSCHArX  MIT 

BEsrHRANKTKR    HArTUKO,    Chemnlti,    Germany.      Filed 
Aug.  15.  1935. 

Kayii 

For  Chemical  Dye  Aids — Namely,  Moistening  Prepara- 
tions, Thread  and  Fibre  Protecting  Preparations,  Smooth- 
ing, Finishing  and  Bleaching  Preparations  for  Textile 
Fabrics  In  the  Course  of  Their  Manufactore. 

Claims  use  since  Jan.  80.  1936. 


Ser.  No.  368.322.  BAhmb  FnTCHrMiB-GESELi.scHArr  hit 
BKSCHRA.NKTKB  HArTCNQ,  ChemniU,  Germany.  Filed 
Aug.  16,  10S6. 

Pellucit 

For  Chemical   Dye   Aids — Namely.   Moistening  Prepara 
tlons.  Thread  and  Fibre  Protecting,  Penetrating,  Smooth- 
ing,   Tanning,    and    Bleaching    preparations    for    Textile 
Fabrics  In  the  Course  of  Their  Manufacture. 

Claims  use  since  Feb.  8.  1935. 

Ser.  No.  368.323.  BAhmi  Fm^HBMiE-QBRBLLSCHArT  mit 
BESCHBANKTicB  HArTDNO,  Chemnlti.  Oermanv.  Filed 
Aug.  15.  19;i5. 

Carnitan 

For  Chemical  Dye  Aids — Namely.  Moistening  Prepara- 
tions, Thread  and  Fibre  I'rotecting.  Penetrating.  Smooth- 
ing, Tanning,  and  Bleaching  Preparations  for  Textile 
Fabrics  In  the  Course  of  Their  Manufacture. 

Claims  use  since  Feb.  8,  1935. 


Ser.  No.  368.326.  BOhmb  Fkttchemib-Gesbllschaft  mit 
BKSCHRANKTER  HAFTrNO,  Chemnlti,  Germany.  Filed 
Aug.  16.  1986. 

Setagard 

For  Chemical  Dye  Aids — Namely,  Moistening  Prepara- 
tions, Thread  and  Fibre  Protectlnj;  Preparations.  Smooth- 
ing. Finishing,  and  Blearhlng  Preparations  for  Textile 
Fabrics  and  Leather  In  the  Course  of  Their  Manufacture. 

Claims  use  since  Apr.  27,  19R6 


Ser.  No.  368,326.  BOhme  Fettchemie  GESELLSCHArr  utt 
BEscHBA.NKTEK  Haitung,  Chemnlti,  Germany.  Filed 
Aug.  15.  1935. 

Fibropnr 

For  Chemical   Dye  Aids — Namely,  Moistening  Frepara 
tlons,  Thread  and  Fibre  Protecting  Preparations,  Smooth- 
ing,   Finishing,    and    Bleaching    Preparations    for    Textile 
Fabrics  and  Leather  In  the  Courae  of  Manafacture. 

Claims  use  since  Apr.  27,  1935. 


Ser.  No.  368.327.  BOhme  Fettchemie  Gesellschaft  mit 
beschba.vkteb  Haitunq,  Chemnitz,  Germany.  Filed 
Aug.  15,  1935. 

Lombrasin 

For  Chemical  Dye  Aids — Namely,  Mois<tenlng  Prepara- 
tions, Thread  and  Fibre  Protecting  Preparations,  Smooth- 
ing. Finishing,  and  Bleaching  Preparations  for  Textile 
Fabrics  and  Leather  in  the  Course  of  Manufacture. 

Claims  use  since  Apr.  27,  1935. 


Ser.  No.  308,426.     Niaoaba  Falls  Smelting  &  refikino 
COBPOBATION,  Buffalo,  N.  Y.    Filed  Aug.  17,  19:{6. 

For  Chemical  Composition   Useful  as  a   Deoxldant   and 
Cleanser  for  Molten  Metal.  Particularly  Iron  and  SteeL 
Claims  use  since  Aug.  8,  1935. 


Ser.   No.  368,436.     Van   Pelt  A   Brown,  Inc.,  Richmond 
Va.     Filed  Aug.   17,  1935. 

VIRGITALIS 

For  Preparation  for  Use  in   the  Treatment  of  Cardiac 
Disorders. 

Claims  use  since  July  26,  1935. 


Ser.    No.   368.526.      Minnie   K.    Gobs,   doing   business   as 
Trupep  Company,  Waterloo,  Iowa.     Filed  Aug.  21,  1985. 

TRUPEP 


For  Tonic  and  Laxative  Medicine. 
Claims  use  since  June  1.  1935. 


Ser.  No.  368.560.     Van  Pelt  6l  Brown,  Inc.,  Richmond, 
Va.     Filed  Aug.  21,  1988. 

BARBIDONNA 

For  Preparation   for  Use  in  the  Treatment  of  Qaatro- 
Intestlnal  Disorders. 

Claims  use  since  July  28,  1986. 
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CLASS  8 
Smokers'  Articles,  Not  Including  Tobacco  Products 


S«r.  No.  367,772.  ALbxandbr  U 
ness  as  Safety  Tray  Company, 
July  27.  1935. 


SCLLiVAN,   dolni?    busl- 
St.    Louis.    Mo.      Filed 


% 


SAFE 


No  claim  Is  made  to  the  words  "Safe"  and  "Traj"  apart 
from  the  mark. 
For  Ash  Trays. 
Claims  use  .since  Apr    16,  1935. 


CLASS  11 

Inks  and   Inking   Materials 

Ber.  No.  367,015      Wooo.  Nathas  A  Vibkls  CO.  iMC,  New 
York,  N.  Y.      Filed  July  3.  1935. 


For  Printing  Inks 

Claims  use  since  Dec.  1.  1980. 


Ser.    No.    368.541.     Thb    Stanley    Wobks,    New    Britain. 
Conn.      Filed  Aug.  21,  1935 


3 


Trude  mnrk  contlats  of  a  series  of  crescents  appllHl  to 
the  surface  of  the  box  strapping,  no  claim  being  made 
to  tlie  representation  of  the  box  strnpplng  per  se 

For  Box  Strapping. 

Claims  U8»^  since  July  19,  1935. 


Ser.    No.    868.544.     Tm    Stanliv    Works.    New     Britain. 
Conn.     Filed  Au«,  21,   1935 


L 


n 


Trade  mark  conaiats  of  a  series  of  aquares  applied  to 
the  surface  of  the  box  strapping,  no  claim  being  made 
to  the  representation  of  the  box  strapping  per  M. 

For  Box  Strapping. 

Claims  use  since  July   li*.   1935. 


Ser.    No.    868,545.      Thi    Stani.«t    Works,    N^w    Britain, 
Conn.     Piled  Aug   21.  1935. 


Trade-mark  constats  of  a  series  of  stars  applied  to  the 
surface  of  the  box  strapping,  no  claim  being  made  to  the 
representation    of   the   box   strapping   per   se. 

For  Box   Strapping. 

Claims  use  since  July   19    1935. 


Ser.   No.    36fi  546.     Thi   Stanmy    Wohk«,   New    Britain, 
Conn       Fll.d  Aug.  21,  1935. 


Trade  mark  consists  of  a  series  of  triangles  applied  to 
the  surface  of  the  box  strapping,  no  claim  (>elng  made  to 
the   representation    of   the   box   strapping   per   se 

For  Box  Strnpplng. 

Claims  use  since  July  19,  1935 


CLASS  13 

Hardware   and    Plumbing   and    Steam-Fitting 

Supplies 

Ser     No     8M.751.     Tna   Yor.scsTOWN    SHtrr    and    Tcbe 
COMPANT,  Youngntown.  Ohio       Fllwl  June  27,  1985. 

YOLOY 

For  Butt  Weld^-d  IMpe,  Lap  WmLIp-I  Pipe,  S^.-imless  Pipe. 
Electrically  Welde<l  PlP^.  Dipped  IMpe,  Well  Casln.'.  Tub- 
Tng  nrlve  Pipe.  Drill  Pipe.  Line  IMpe.  Signal  Pipe.  Dry 
Kiln  Pipe,  Special  Well  Drillers'  Pipe.  English  Gas  and 
Steam  Pipe.  Pipe  Couplings,  Full  Weight  Conduit.  Hot 
Dlppeil  Calvanlzed  Conduit,  Electro  Oalvanlied  Conduit, 
Black  Enameled  Conduit.  Conduit  Couplings  and  Elbows, 
Forged  Steel  Unions,  Wire  Nails.  QalTanlxed  N-alls. 
Pollahed  Nails,  Blued  Nails.  Cement  Coated  Nails.  Wire 
Staples  for  Fencing.  Wire  Hoops.  Barbed  Wire.  Check 
Valves,  Tubular  Valves,  and  Ball   Valves. 

Claims  use  since  May   29,   1935. 


CLASS  14 

.Metals    and    Metal    Castings    and    Forgings 
8«r.   No.   355,195      Koibbl   Diamond   Tool   Co.,    Detroit^ 
Mich.      FUed   Aug    20,   1934. 

KOEBELITE 

For  Base  Metal  Alloys. 
Claims  use  since  June  8.  1934 


S«r    No.  859.604.     CotriiBiA   Stxel  ComPawt.   San   Fran- 
Cisco.  Calif.     Filed  Dec.  20.  1934. 


For  Steel  Sheets. 

Claims  use  since  Nov    29.  1983. 


II 
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C)CTOB£K  15,  1935 


U.  S.  PATENT  OFFICE 


449 


ir.  No.    861,343      WE8TCBN   Cartridoi    company^   Kast 
Alton.  111.     Filed  Feb.  12,  1935. 


For    Copper    and    Its    Alloys.    Particularly    Brass    and 
Bronze  In  Sheet,  Tube,  and  Hod  Form. 
Claims  use  since  Fpb    1,  1933. 


CLASS  15 

Oils  and  Greases 


Ser.  No.  842.096  Wiii-iam  C  McDurri*.  ncelver  of 
Richfield  Oil  Company  of  California,  Los  Angeles,  Calif. 
Filed  Oct.  2,  1983. 


&OLD  EAbLE 


For  Petroleum  and  Petrolium  Products — Namely, 
Gasoline,  LubrlcHtIng  Oils  and  Greases  for  Internal  Com- 
bustion, Steam  and  Diesel  Engines,  Kerosene  and  Dis- 
tillate for  Kn^lnp  Fufl. 

Claims  use  since  .^ug.  7,  19;5:) 


Ber.  No.  342.097.  William  C  McDirrii.  reielver  of 
Rlchfleld  Oil  Company  of  California,  Los  Augeles,  Calif. 
Piled  Oct.  2.   1983. 


60L0EN 
LAGLE 


For  Petroleum  and  Petroleum  Products — Namely.  Gaso- 
line, Lubricating  Oils  and  Greases  for  Internal  Combustion, 
Steam,  and  Diesel  Engines,  Kerosene  and  Distillate  for 
Engine   Fuel. 

Claims  use  since  Aug.  1,  1933. 


Ser.  No.  342.098  William  C.  McDrrriE.  receiver  of 
Richfield  Oil  Company  of  California,  Los  Angeles,  Calif. 
Piled  Oct.  2,  1938. 

CREEN  EAGLE 

For  Petroleum  and  Petroleum  Products — Namely,  Gaso- 
line, Lubricating  Oils  and  Greases,  Kerosene,  and  Distillate 
for  Engine  Fuel. 

Claims  use  since  Aug.  7,  1983. 


Ser.  No.  342.099  William  C.  McDrma,  receiver  of 
Richfield  Oil  Company  of  California,  Los  Angelep.  Calif. 
Filed  Oct.  2.  1988. 


RED  EAUE 


For  Petroleum  and  Petroleum  Products — Nam'  l.v,  <Ja8o- 
line,  Lubricating  Oils  and  Greases.  Kerosene,  and  IHstillate 
for  Engine  Fuel. 

Claims  use  since  Aug.  7,  1933. 


Ser.  No.  342,100.  William  C.  Mcdcitib,  receiver  of  Ricb- 
fleld  Oil  Company  of  California,  Los  Angeles.  Calif. 
Piled   Oct.  2,  1933. 

SILVER  EA6LE 

For  Petroleum  ai  d  Petroleum  Products — Namely,  Gas- 
oline. Lubricating  Oils  and  Greases,  Kerosene,  and  Di^til- 
late  for  Engine  Fuel. 

Claims  use  since  Aug.  7,  1933. 


CLASS  16 

PftiBth    and    Painters'    Materials 

Ser.   No    ."iaMtel       Ptboxtliji   Products,  Ikc,  Chicago, 
111.      I'^le(fiifcpt.   1,  1032. 


For  Nitrocellulose  Lacquers  for  Walls,  Ceilings.  Floors, 
Linoleum,  Wall  Paper,  .\utomobile8,  Furniture.  Rubber, 
Metal,  and  the  Like,  and  for  Primers  and  Thinners  for 
Such  Lacquers.  ^r-f 

Claims  use  since  Jane  26,  1928.  if 


Ser.   No    359,200.      Angklico  Valehio,  doing  bu.^lnpss  as 
Permo  White  Co.,  New  York,  N.  Y.     Filed  Dec.  12.  1934. 

PERMO      WHITE 

No  claim  is  made  to  the  word  "White"  apart  from  the 
mark. 

For  Artists'  Zinc  White  Water  Colors. 
Claims  use  since  December,  1922. 


Ser.  No.  362.816.     The  Fiebstonb  Tibi  k  Rubbkb   Coit- 
PAMT,  Akron,  Ohio.     Filed  Mar.  21,  1935. 

Applicant  is  owner  of  T.  M.  Reg.  No.  140.804. 

For  Ready  Mixed  Paint,  Lacquer,  Combined  Automobile 
Cleaner  and  Polish,  and  Paint  Enamel. 

Claims  use  since  Aug.  27,  1926.  on  paint,  lacquer,  and 
enamel :  and  since  Jan.  29,  1932.  on  automobile  cleaner 
and   poll»li. 
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B*r.  No.  366,662.     S.  H.  Kress  and  Comfant,  New  York, 
h.  T.     FUed  June  26,  1935. 


Dapt 


IV  lid 


For  PoHshefl  and  Cleaners  for  Automobile,  Floors,  Fur- 
niture, aiul  Othpr  Enampleil.  Laiqufred.  I'alntef),  or  Var- 
nished Surfaces  In  Liquid  or  Wax  Form  :  Paints,  Var- 
nlslie*.  Enamels.  Laoquers,  Putty,  and  Paint  an.l  Enamel 
Remover. 

Claims  use  since  January,  1935. 


8er.  No.  3ii7,:.u4      Tub  Gudukn  Compam,  Cleveland,  Ohio. 
FUed  July  20,  1936. 

GLOWOOD 

For  Stalnm  Paint  Fillers.  Varnishes,  and  Paint  Enamelt. 
Claims   nj«e  sinee    I>e<r.  7,   1934. 


8er.   No.    368,090.      MosTo.v    Winstojj,   doing   buslne«8    as 
Morton  Products,  Bronx.  N.  Y.     Filed  Aug.  7,  1935. 

MORTON'S 

EX-MAR 

For    Polish    for   Furniture  and   .Automobiles. 
Claims   u.se  since  July  29.  1935. 


8«r.    No.    36M,(»01.      Mohton    Wi.ssto.n,   doing    business    at 
Morton   Products.  Bronx,  N    Y.     Filed  Ang    7,   1935. 

MORTON'S 


KOTEM 


For  F'lof)r   and  Aotomoblle  Wat. 
Claims    use  since   July   '29,   1935 


8er      No     nt'.S.n:;        KKr.i.^.Nrr:    Vakntsh    ('<\fVAHT,    IWC, 

Louisville.  Ky.     Filed  Aug.   h.   1935 

VENEER-ITE 


For  Stains   an*1    Stain   Redurers 
Claims   uise   .since    .May    ^,    1934. 


Ser.  No.  368,538.     Scabs,  Roebuck  and  Co.,  Chicafo.  HI- 
Filed  Aug.   21,   1935. 


i 


earsiira 


For  Floor  Enamel,  Ham  I'liint.  Semi  <J1(>hh  I'aiiit,  Gloss 
Enamel,  4  hour  Enamel,  Linoleum  Varnish,  (ylor  Varnish, 
Spar  Varnish,  House  Paint,  and  Flat  Finish  Paint. 

Claims  us«  since  May  2,   1935. 


CLASS  17 

Tobacco   Products 


Ser.  No.  364,268.     Batik  Cioabs  iNCoaposATBD,  Philadel 
phla,  Pa.     Filed  Apr.   27.  1935. 


No   claim    Is   made   to   the    word   "Philadelphia"   apart 
from  the  mark. 
For  Cigars. 
Claims  use  since  Jan.  8,  1980. 


Ser.    No.   368,141.      Mbns.ndiz  Y  Compa.Su,  S.  bn  C,  Ha- 
bana,  Cuba      Filed  Aas.  9,  1936. 


The  words     Kabrlca  de  Tabacos    and  "Uabana  '  are  dis- 
claimed.     The   picture   Is   fanciful. 
For   Cigars 
Claims  u«€  since  September,  1934. 


CLASS  19 

Vehicles,    Not    Including    Engines 

Bar.  No.  ses,l64.     Simplex  Manufactcsiwo  COBPOaAxiOif, 
New   Orlean'^,    Iji       Filed  Aug.  9,   1936. 


No  claim  is  made  to  the  word  "Cyele"  apart  from  the 
mark. 

For   Motorcycle. 

Claims  use  since  July  15,  1035. 


Ser.  No.  368,667.     Saoinaw   Stampino  k  TOOL  CompanT, 
Saginaw,  Mich.     Filed  Aug.  24,  1935. 


mm 


For  Trailers  (Both  House  and  Baggage),  Utility  Trucks, 
Barrel  Trucks,    Fai  tory  Trucks,  and  Vehicle  Wheels. 
Claims  use  since  I9l'0. 


Ser.  No.  368,674.     .\mebican  Uybo  Company,  Denver,  Oolo. 
Filed  Aug.  26,    1935. 


For  Airplanes. 

Claims  use  since  Aug.  1,  1933. 


CLASS  20 

Linoleum  and  Oiled  Cloth 

Ser.    No.    369,106.      SANorsA    Company,    Inc.,   Paulsboro, 
N.  J.,  and  PhlUdelphia,  Pa.     Filed  Sept.  7,  1936, 


For  Composition  Floor  Coverlntrs  Including  Rugs.   Mats, 
and  Yard  Goodw  by  the  KoU. 
Claims  use  since  1927. 


Ser.    No.    869,107       SANDntA    Company,    Inc.,   Paulsboro, 
N.  J.,  and  Philadelphia.  I'a.     FUed  Sept.  7,  1935. 

For  Composition  Floor  Coverings  Including  Eugs,  Mats, 
and  Yard  Goods  by  the  Roll. 

Claims  use  since  December,  1934. 


Ser.   No.   369.218.     Columbus   Coated  Fabbics    Cokpoba- 
TloN,  Columbus.  Ohio.     Filed  Sept.  12,  1935. 


For   Table   Covering   and   Trimming   Fabrics    Made   of 
Oiled  Cloth. 

Claims  use  since  Aug.  81,  1986. 


CLASS  21 

Electrical  Apparatus,  Machines?,  and  Supplies 

Ser.   No.  365,737.      Midwest  K.^mo  Cobi  uhaiio.n,  Cincin- 
nati, Ohio.    Filed  June  3,  1985. 

COTALE 

For  Radio  Receiving  Sets  and  Parts  Thereof.  Radio  Loud 
Speakers  and  Combination  Radio  Receiving  Sets  and  Talk- 
ing Machines  and  Parts  Thereof. 

Claims  use  since  May  31,  1935. 


Ser.   No.   367.354.      Interxational  Gbaphite   and   Elec- 
TBODB  CoBPORATioN,   Niagara    Falls,   N.   Y.,   and    Saint 


Marys,  Pa.     Filed  July  16,  1935. 


For  Eaectro-Graphitlc  Products,  In  Rod.  Bar.  Tube.  Strip, 
Block,  or  Plate  Form,  Used  as  Furnace  Fllectrodes.  Elec- 
trolytic Anodes,  and  Electric  Furnace  Lining  Blocks. 

Claims  use  since  Nov.  1,  1933. 


Ser.  No.  367,869      RCA  Mandfactubixg  Company,  Inc., 
Camden,  N.  J.     Filed  July  31,  1935. 

Powertron 

For  .Vpparatu8  of  Electric  Use  Character — Namely,  In- 
verters, Converters,  Vlbrator-Rectitlers.  Rectifiers.  Circuit 
Interrupters.  Buwers,  Commutatlng  Device**.  Electric 
Current  Reversing  Switches,  Switches.  Potential  Changing 
and  Electric  Current  Modifying  Devices. 

Claims  use  since  Mar.  19,  1935. 


Ser.  No.  368,024.    The  B.  O.  Cobpobation,  New  York.  N.  Y, 
Filed  Aug.  6,  1935. 


The  representation  of  a  spark  plug  is  disclaimed  apart 
from  the  mark. 
For  Spark  Plugs. 
Claims  use  since  March.  1929. 


Ser.  No.  368,166.     Atlas  Supply  Company,  Newark,  N.  J. 
Filed  AuLg.  10,  1935. 

JUNIOR 
ATLAS 


For  Storage  Batterl^. 
Claims  use  since  July  8,  1935. 


L-tm.tL^.  .>*.^^-i>.<a»MliM<in 


m^-m^Tm 
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Ser.  No.   ".fiS.SOI       The  Blkctric  Stukaob  Battkbi  Com- 
PA.Nr,  Philadelphia.  Pa.     Filed  Aug.  29,  1935 


%^^. 


For  Electric  Storage  Batteries   »nd  Parts  Thereof 
Claims  use  since  Aprii.  1928. 


CLASS  22 

Games,  Toys,   and   Sporting   Goods 

Ser.   No    .306.972      Adams  h  Semplb,  Inc.,  Mount  Kl»co, 
N.  Y.     Filed  Juiy  ,'>.  1935. 


a 


N>^ 


t» 


-^^> 


p^' 


■^^ 


For  Puszle. 

Claitni  use  since  June  27.  1935. 


Ser.  No,   36>i,i21       S.   L.  .\llc.m  &  Co.,  Ixc,  Philadelphia, 
Pm.     Flletl  Aug.  9.  1935 

AIRLINE  PILOT 


For  Coasting  Sleds. 

Claims  use  since  Jaly  26.  1935 


S«r.    No    368,6S«3.      GoLT  Ball,   Isc.,  Chicago,   III.      Filed 
Aug.  26,  1985. 

Super  Scot 


For  Oolf  Balls. 

Claims  uae  alnce  Feb.  4.  1935.  ^^^"' 


Ser.  No.  368,42.1      Walter  A.  Meeujll,  Los  Angeles,  Calif. 
Filed  Aug.   IT,  1935. 


III>K 


EvciivBOflw  PMtvs  rr  \ 

^- 

No  claim   U  made  to   the  words  "Everybody   Plays   It" 
apart  trom  the  mark. 


Ser.  No.  368,051.     The  E.vtehpbisk  M-tNurAcriaiNa  COM- 
PANT,  Akron,  Ohio.     Filed  Sept    6.  1935. 

^OPHITE 


For  Artlfk-lal  Fiah   Bait 
Claims  use  since  July  5,  1935. 


Ser.    No.    309.240       Rockoi.a    Ma.m  rA(-n  «i.mo    Coapoaa- 
TION,  Chicago.  111.     Filed  Sept.  12,  1935. 

BLACK  MAGIC 

For  Coin  Controlled  Amusement  Apparatus. 
Claims  use  since  July  15.  1035. 


Ser.   No.    369,242       Kock-Ola    MANurAciTBiiH}   CoaPoaA- 
now,  Chicago,  111      Filed  Sept.  12,  1980. 

SCREAMO 

For  Coin   Controlled   Amusement    .Apparatus. 
Claims  use  since  June  29,  19.^5 


CLASS  23 

Cutlery.  .Machinery,  and  Tools,  and  Parts  Thereof 

Ser.    No.    362.161.      Kraasov    h    tiATNKM.    Inc..   Jackson, 
Mich.     Filed  Mar.  6.  1985. 

STAND^UP 


For  Vehicle  JacklnK  Structares 
Claims  use  «lnce  Jan    17,  1935. 


Ser,  No,  365,318.     Kkneht  A    Stibmen,  Long  Island  City, 
N.  Y.     FUed  May  23.  1086. 


For  Dyeing  Machinery  for  Textiles  and  the  Like,  In- 
cludlns:  Dye  Tanks,  HoMerc  Kxtrnftors.  Driers,  nnd  the 
Uke, 

Claims  use  since  .Vpr,  2:.'.   19aj. 


Ser.   No.   366,324       The  B<'wi'ii.  Compavt,  Bowdll.   Ohio, 
Filed  May  24,  1936. 

BOWDIU 

For  MInlnjr  Machine  Cutter  Bars,  Tool  Carrying  Chain 


For    Game    Combining    Basic    Principles    of    Cards    and        Links,  and  Repla.eahle  CiittiuK  Tools 


Dice. 

Claims  use  since  1932. 


Claims  uHe   since   '».r     .s     vy.VA   (.n   Cutter  Bars;   since 
Aug.  17,  1020  on  remninliiK  u'ocda. 
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Ser.  No.  367,824.    Tna  Feed  Goat  Co.  Ikc,  New  York  and 
Brooklyn,  N.  Y.     Filed  July  30.  1936. 


For  Bag  Filling  and  PackaKing  Macbioery,  Printing 
Presses,  Container  Capping  Machinery,  and  Printing 
Maohlner.v, 

Claims  use  since  July  1.  1920. 


Ser    No    368  122      Bird   Machine  Compant,  Sooth  Wal- 
pole,  Mass.     Filed  Aug   9,  1935. 

HI-FLEX 

For  Doctors  for   Calenders,   for  Drier  Rolls,  for  Press 
Rolls,  and  the  Like. 

Claims  use  since  June  16,  1033. 


CLASS  26 


Measurinff  and   Scientific  Appliances 

Ser.  No.  368,616.     Prkcikion  Thkhm^metee  and  Instkc- 
MBNT  Co..  Phlladcli.hlu,   Fa       Filed  Auk.   29,   1935. 


REFRAX 


For  Thermometers  and  Thermostats. 
Claims  use  since  May  24,  1935, 


CLASS  29  ' 

Broomn,   Brushes,   and    Dusters 

Ser.  No.  368,176.    Good  Humor  Corporation  or  Ambbica, 
Brooklyn.  N.  T.     Filed  Aug.  10,  1035, 


c 


oo 


UMOR 


For  Toothbrushes. 

Claims  use  since  July,  1035. 


CLASS  32 

Furniture  and   Upholstery 

Ser.  No.  366.933.     Chu  ago  Portrait  Compant,  Chicago. 
Ill      FUed  July  3.  1935, 

H€mEOOM 

For  Picture  Frames.   Mountings,  and  Cases;  Miniature 
Frames  and  Cast  g. 

Claims  use  since  Apr.  11,  1036. 


CLASS  34 


Heating,  Lighting,  and  Ventilating  Apparatus 

Ser.  No.  366.221,     Abm.stbono  Stove  and  MA.vrrAcrcRiNO 
Company,  PerryTllle,  Md.     Filed  June  15,  1935. 

SURETY 

For   Coal.    Wood.    Coke.    OH,    and    Gas    Burning   Ranges 
and  Furnaces,  and   Boilers  Employing  Similar   Fuels. 
Claims  use  since  Jan.  1,  1916. 


Ser.    No.    367,653,      CaREier    Enginkebino    Corporatio.'*, 
Newark.  N.  J.     Filed  July  26,  1936 

WEATHERMASTER 

For    Air    Conditioning,    Heating.    Ventilating.     Cooling, 
Humidifying,  and  Dehumldifylng  Units  and  Systems. 
Claims  use  since  Apr.  1,  1930. 


Sen  No.  868,647      Armstrong  Stove  and  MANCFACTrHi no 
Company,  Perrrviile,   Md.     Filed  Aug.   24,    1935 

CLIPPER 

For   Coal.   Wood,   Coke.   Oil,    and   Gas    Burning   Ranges 
and  Furnaces  and  Boilers  Employing  Similar  Fuels. 
Claims  use  since  July  1,  1915, 


Ser,    No.    868,714.     Titcsvilli    Iron    Works    Company, 
TltusTiUe,  Pa.     Hied  Aug.  26.  1935. 


For  Boilers  for  Heating  Houses. 
Claims  use  since  June  24,  1933. 


CLASS  36 


Musical  Instruments   and  Supplies 

Ser.  No.  861,172.     S.  H.  Kress  and  Compant,  New  York, 
N.  Y.    Filed  Feb.  8.  1085. 

JUNIOR  BAND 

The  word    "Band"   is   disclnlme<l   apart    from   the   mark. 

For  Mouth  Harmonicas,  Mouth  Organs,  Xylophones.  Ac- 
cordions, Violins,  Banjos,  Saxophones,  Ukeleles.  Flutes, 
Drums,  Clarinets,  and  Horns. 

Claims  use  since  Jan,  2,  1935. 
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Ser.   No.   366.609. 


MINIPIANO 


CLASS  38 

Prints  and   Publicafions 
''lied  May  6,  ISMS  ^^  ^"j.  CBiir. 


For  Pianos. 

Claims  use  since  Jan    i,  1**3.'> 


a«lm«  use  since  July  5.  1935 


fJOHg 


.slZt.'''^'   "'   Registration   H.>ok,  Sold  to  the  Trade 
Claims  use  slm-e  .Apr.  26.  193.*i 


^v/l' v^l^^'^      AMKaicvv    RscoHi,  CuKPoa.T.oN    New 
iork,  N.  Y.     FUed  July  31,  1935 

MACNA'TONE 

*^or  Phonograph  Needles 
Claims  use  since  July  9.   1935. 


""^m/I"?"'^      ''•"''    ^    CBOSBV.  McLean,  v..     F 


May  i;4,    1935 


'lied 


FREEDOM 

For  Printed  Periodicals 
Claims  us.'  since  Mar.  4.  1935. 


^tiom'^m*'^^^        '"■     «^^'-"""rs    Eut'CATIOM    A«80CIA. 
TIOM.  Chicago.  111.     Filed  June   lu    1985 

CHABACTfft 


MONOPOLE   _^ 

For  string.  Wind,  or  Beed  Instrument.  NameW  Ban 
J"s  Oaltars.  Mand..l,ns.  Violin.,  Zithers  LatTl  Hmi. 
H..«le.^  Basse.,  rUrlnets.  rornei.  Fl'  es.  ^/f';^^  SS^* 
Saxophone..  Trombone.,  .nd  Trumpet h.  ' 

Claims  use  since  Apr.  9,  1935 


Kor  Periodical  Publications. 
Claims  use  sine*'  Oct    l     1934 


''An;;^.".^!^-     "'■  ^-  ^'"''  ^"^  •^'^^^'-'  ^""^      "'-^ 


^^,^"  .^^^•"*^      *:^'^-«o  N.  I.A«E.«.  Washington.  D    C 
Filed  Aug.  13,  1985.  * 

Po7^.  ^*^'»''«'»'«°»~N*"Hy,     Periodicals.    Columns    for 
Periodical  Pnbllcatlons.  Hnd  Cartoons. 
Claims  u.«»e  «lnce  July     net.', 


CLASS  39 
Clothing 

Ann-Lee 


nZtl  ^°"*°"  ^P*"-*-  Wear-Namely.  Suits.  Dre.se. 
Skirt..  Sweater..  Blwiae..  Slack.,  and  Shorts  Set.-  and 
Won»en-s  Lingerie -Namely,  Chemises.  Dance  Se's  N,"i.1 
Slip..  Panties.  Bloomers.  Pyjamas.  Robe.,  Slip.,  .nd 
N.gn«ee«:     an.l     Foundation     Garments,     Brassiere.,    "d 

Claim,  use  since  Aog.  24,  1934 


For  .Sound   Recording   Discs  and   Sound  Uecordlne  and 
reproducing  Needles. 

Claims  use  since  Dec.  15,  1934. 


Ser    No.  361.455      W    n    Dav.s  a   Sox.  i.hc..  Fort  Payne 
Ala.     Filed  Feb    16.  193.'^  ^     ' 

DY-DEE-HO'S 

the^'m.rk.'"    '"    ""'*   ""    ""   '"^^^    "^"^'    '^^-'^   f'om 
For  Hosiery. 
Claims  use  since  Jan.  21,  19W. 
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8«r.  No.  864,807.      M    C    schrank   Company,   Brldgeton. 
N.  J.    Filed  Apr.  27.  1930. 


PETAL  CREPE 


The  word  "Crepe"  Is  disclaimed  apart  from  the  mark. 
For  Slip,  and   Pajamas   for   Womeu  and  Children. 
Claims  use  since  Apr.  4,  1986. 


Ser.    No.    864,824.      Th«    Loqan    Spobtwbab    Company, 
Logan,  Utah.     Filed  May  11,  1986. 


For  Ladies'  and  Misses'  Sport  Suit.,  DresMS,  Sweater., 
.nd  Underwear. 

Claims  use  since  Dec.  1,  1934. 


Ser.    No.    366,041.      U»ona    Shi.t   Coupamt,    New    York, 
N.  T.     Filed  June  10.  1936. 

SYLKLYKE 


The    word    "Sylklyke"    Is    disclaimed    apart    from    the 
mark. 

For  Dr«w,   Necligee,   and   Work  Shirt.. 
Claim.  UM  ^ince  Jan.  28.  1935. 


Ser.  No.  366,383.     CLKARriSLD  Undcrvvear  cobforation, 
Winiam.port,  Pa.     Filed  June  17,   1936.      , 


Aian«SStn 


WILI^  NOT  RIP 


The  word.  "Crotch"  and  "Will  Not  Rip"  are  dlBclalmed. 
For  Men's  and  Boys'   Underwear. 
Claim,  use  since  Mar.  1,  1935. 


Ser.  No.  866,768.     Hollywood  Gibui  Coa»  Co.,  New  York, 

N.  Y.    Filed  June  28,  1986. 


The  words  •Fabric"  and  '■UH)'\    Virgin   Wud     are  di^ 
claimed  apart  from  the  mark 

For  Coats  and  Suits  for  Girls.  Misses,  and  Ladies. 
Claims  use  since  Feb.  15.  1935 


Ser.  No.  867.183.     H.  D.   Bob  Company,  Inc.,  New  York, 
N.  Y.     Filed  July  12.  1936. 


JACKOAT 


For  Men's  and  Boys'  Dress.  Negligee,  and  Work  Shirt.; 
Blouses,  Paiainas,  Textile  Underwear  Made  of  Cotton, 
Linen,  Flannel,  Wool,  Silk,  and  Other  Textiles;  and  OTcr- 
Jackets  (These  Orerjacket."*  Being  Knit  Bottom  Blouses 
Commonly  Called  Windbreakers  and  Generally  Made  of 
Heavy  Buffalo  Flannel  ^.r  Plaid  Flannel). 

Claims  use  since  1920 


Ser.  No.  367,358.     L«  Bab,  Imcobpouated,  New  York,  N.  Y. 
Filed  July  16,  1936. 


The  words  "le  ba."  are  disclaimed  apart  from  the  mark. 
For     Hosiery,     Men's     and     Women's     Nlghtwear,     and 
Women'.  Underwear. 

Claims  use  since  Jan.  15,  1936. 


Ser.   No.   367,606.     Goldsmith    Bbos.,  New    York,    N.   Y. 
Filed  July  24.  1935. 


For  Negligee  Shirts. 

Claims  use  since  June  80.  1934. 
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Ser     No     367.656.      DuTf-Hcss    Underwear    COrpo«atiom, 
New  York,  N.  Y.      Filed  July  25,  1936 


8<.r.    No.    368.487        SBiBEL    A    yxMN,    New    York.    N      Y. 
Filed  Aug.  20,  1935. 


iffolen? 


For    L*dle8-     Kayon     Underwenr.    Pajamas,    and    Night 


Gowns. 

Claims  use  since  June  15.  193.'5 


Ser     No     367,657       Dctchess    Ukdcbweah    COEPoaATiox, 
New   York,  N.  Y.      Filed  July  25.   1035 


For  Children's  Dreaaes 
Claims  use  since  July  1,  1935. 


For    Indies'    Rayon    Underwear,     rajamas.    and    Night 
Gowns. 

ClaimH  1190  since  June  15.  1935 

Ser     No.    367.658.      Ddtchess    Undebweab    CoapuaAXiOK, 
New  York.  N    Y       Filed  July  25,  1935. 

L'AMOURAY 

For    Ijidl^s'     Rayon     Underwear.    Pajamas,    and    Night 
Gowns. 

Claims   um?   since  June   25,    1938. 

Ser     No     367.659       Dctthbs.s    UNOERWEAa    (ORi-OR.iTlo:*, 
New  York,   N    Y       Filed   July  25,   1935. 


S«r.   No.   .368.581'       M     r    schbahk   Coupant.  Brldgeton. 
N.  J.     Filed  Aug.  .'2.  1935. 

Petal' Glo 

For  Sllpa. 

Claims  use  glnc«  Apr    4.  1985. 


8«r.    No.   368.609       Eeslkt    Shibt   Compant,   IWC.    New 
York,  N.  Y.     Filed  Aug.  23.  19S5. 


Tru(3 


For    Ladles'     Rayon     Underwear,     I'lijamas,    and    Nlgbt 
Gowns 

Claims  use  since  June  10,  1935 


For  Mens  and  Boys'  Dress  and  Neglige*  Shirts  with 
Attached  Collars.  Detached  Collars  to  Match,  and  Sep- 
arate  White  Collars. 

Claims  uae  since  Aug.  16,  1935. 


Ser    No.  367.867       Harbt  Pasitz  h  Company,  Baltimore, 
Md       Filed  July  31,  1935. 


'        ®-_^ 


TfTl^/V 


'SSSS:SSi 


For  Men's   Suits. 

Claims  use  since  May  23,  1935. 


CLASS  42 
Knitted,   Netted,   and  Textile   Fabrics 

Ser     Nu     3«6.605.      (ontinbntai.    Milui.    INC.,    Philadel- 
phia, Pa       Filed  June  25.   1935. 

The  word  "Nub"  Is  dlscUlmed  apart  from  the  mark. 
For  Knitted  Woolen  Piece  Goodi. 
Claims  use  since  May  17,  1934 


Ser.    No.    367,928.      IBWILL    Kmitweab   Cobp  .   New   York. 
N.  Y.     Filed  Aug.  2,  1988. 


Ser.    No.    867.368       MoncBS    Ccbtain    CO.    IKC,    BoitOD. 
Mass      Filed  July  16,  1935 

Venesheen 

For  Textile  Fahrlcs  Made  of  Cotton,  SlU.  and  Ar- 
tificial Silk  and  More  Especially  Adapted  for  Curtains 
and  Shades,  and   Curtains  Made  Therefrom. 

Claim*  use  since  July  8,  1935. 


CLASS  43 

Thread   and   Yarn 

Ser.   No.  36S.5I7.     CaoctCHODc  L^BtJBATORiES,    Inc  ,   New 


d-rt 


York,  N    Y.     Filed  Aug.  21,  1985. 


The    words    "Fit    for    a    Queen"    and    "Mode"    are    dis- 
claimed apart  from  the  mark. 

For  Ladles'  Knitted  Suits.  Dresses,  and  Sweaters. 
Claims  use  since  Mar    16.  1923. 


FITRITE 

For  Elastic  Yarn  Formed  From  Elastlo  Material  Such 
as  Rubber,  Rubber  I.atex,  and  the  Like,  Either  Covered  or 
UncoTcred. 

Claims  use  since  Aug    1.  1984. 
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Ser.    No.    368,534.      Kobebt   Pickles,    Limited,    Burnley, 
England.     Filed  Aug.  21,  1985. 

VISCOLAX 


For  Yam. 

Claims  uae  rtnce  Mar   fi.  1935. 


CLASS  44 
Dental,    .Medical^    and    Surgrical    Appliances 

Ser.  No.  362  97J.  George  Wti.liam  MiM^R.  doing  bual- 
ness  as  Miller  Laboratory,  lx>ng  Beach,  Calif.  Filed 
Mar    25,  1935. 

VITAL'X 

For  Appliances  Designed  for  the  Effective  Relaxation 
of  Nerves  and  Muscles,  and  for  Relieving  Pain,  Con- 
gestion, Inflammatltin,  Nervousness  and  Insomnia. 

Claims  use  since  Mar.  16,  1984. 


Ser.  No.  364.209.     C.  H.  Davieb,  Philadelphia,  Pa.     Filed 
Apr.  25,  1985. 


A.iryoK  A  K  J 


SEAMLESS     METAL     LIMB 

The  words  "Trade  Mark"  and   "Seamless  Metal  Limb" 
are  disclaimed  apart  from  the  mark. 
For  A"  tifi<  ifll  Limbs. 
Claims  use  since  Jan.  1,  1929. 


Ser.    No.    366,554.      Condccto-Thehm    CoapoaATiox,    Los 
Angelet.    Calif.      Filed    June   24,    1938. 

CONDUCTO-THERM 

For  Electrically  Heated  Therapeutic  Pads  and  Blankets. 
Claims  use  since  Mar.  80,  1935. 


Ser.  No.   868.717.     Natham   Dhucb,   Chicago,   lU.     Filed 
Aug.  26,  1935. 

Mottled  durol 

The  word   "Mottled"  Is  disclaimed. 

For   Denture   Blanki   for   Artificial  Teeth. 

Claims  use  since  June  1,  1985. 


CLASS  45 
Beverages,  Nonalcoholic 

Sep.  No.  366,721.     J.  F.  Lazier  Makcfactubinq  CO.,  iMC, 
St.  Loula,  Mo.    Filed  June  27,  1935. 


For  Nonalcoholic  Maltless  Extracts  and  Concentrated 
Fruit  Syrups  Used  In  the  Preparation  of  Soft  Drinks,  Par- 
ticularly for  Orange  Beverage. 

Claims  use  since  Jan.  81,  1934. 


Sep.  No.  368,565.     Federal  Foods,  Inc.,  Columbus,  Ohio, 
FUed  Aug.  22,  1985. 


HDCOSimi 


For   Non-Alcohollc   Maltless    Powder    for   Making   Soft 
Drinks. 

Claims  use  since  Aug.  1,  1934. 


Ser.  No.  369.071.     C.  E.  Tbef.s  h  Company,  Inc.,  Indian- 
apolis, Ind.     Filed  Sept.  6,  1935. 


lltAL-AID 


For  Non-Alcohollc.  Non-Cereal,  Maltless  Beverages. 
Sold  as  Soft  Drinks,  and  Sirups,  Powders,  and  Extracts 
for  Making  the  Same. 

Claims  use  blnce  June  6.  1934. 


Ser.    No.    369,266.      Bi6    Bill    Bottling    Co.,    Reldayllle, 
N.  C.     Filed  Sept.  13,  1935. 


Ser.  No.  368,978.     Kaneb  Labobatobt  Co.,  Los  Angeles,] 
Calif.    Filed  Sept.  4,  1985. 

V  I  T  E  X 


BROAD 
ROCK 


For  Porcelain  Jackets  for  Teeth. 
Claims  use  since  Feb.  16.  1985. 


For  Nonalcoholic,  Noncereal,  Maltless  Beverages  Sold 
as  Soft  DriBkB  and  Syrups  and  Extracts  Used  in  Mak- 
ing the  Same. 

Claims  use  since  Apr.  1,  1932. 
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CLASS  46 

Foods  and   IniBrredients  of   Foods 

8«r.  No    355.599      Swa.vsov  Rakinq  Company,  Fltchburg, 
Mas^i.     Filed  Aug.  30,  1934. 


No   claim    Is    made   to   the   representation  of  the  goods 

apart  from  the  mark 
For  Bread  and  Roll.*. 
Claims  use  since  June  20,  1934. 


Ser.  No    356, 37«      Thk   Rath   I'ackin<;   compant,  Water- 
loo, Iowa.     Filed  Sept    24.  19.34 


The  drawing  Is  lined  for  blue  and  red 

For  Meat  Prodticts — Namely.  Sliced  Bacon,  Cooked 
Pickled  Pigs  Feet,  Boneless  Pigs  Feet.  Cooked  Pickled 
Boneless  PIrs  Foot  Choice  Bits,  Pickled  Boneless  Rocks, 
Pickled  Pigs  Hearts.  Pure  Lard.  Ham,  Skinnetl  Ham. 
Bacon,  Skinless  Boneless  Picnic  Roll,  Pork  Dainties, 
Boiled  Ham,  Tonfnie  I^oaf.  Lamb  Brains,  Ho«  Brains. 
Lamb  Fries,  Ijimb  Liv»'rs.  Boneless  Pork  Steaks,  Veal 
Steaks,  Pork  Chops.  Minute  Steaks.  Pork  Cntlets,  Veal 
Sweetbread.s,  Pork  Chitterlings.  Beef  Sweetbreads,  Sliced 
Dried  Beef.  Kettle  Rendered  Lard,  Dried  Beef  and  Hog 
Livers. 

Claims  use  since  Aug.  26,  1932. 


Ser.  No    3fl3,249.     D.  B.  Wiy«B««NJi«m  Company,  Hanover, 
Pa.     Filed  Mar.  30,  1988. 

DEWCO 


For  Canned  Vegetables. 
Claims  nse  since  Jane  27,  1984. 


Bar.  No.  364,909.  AlicsTcam.  dolnjj  btislness  as  Sonthera 
Girl  Products  Company,  Wl.  htta.  Kan-'  Filed  May  10 
1935. 


The    words      Wichita,    Kanwa"   and   "1    Pt.'   ara   dla- 

clalmed. 

For   Sliced    Pickles.    Pickle    Kellah. 
Claims  use  since  Feb.  1.  1935 


Ser.    No.    865,262.      Thb    Hdmko   CO.,    doinf   business    as 
Trl-State  Refining  Co.,  Memphis,  Tenn.     FlletJ  May  22 
1985. 


For  Shortening  .Viale   from   Vegetable  and  Animal  Fata. 
Claims  use  since  Apr.  22,  1985. 


Ser.   No.  865.471.     Millbidk  Farms,  Inc.,  Camden,  N.  J. 
Filed  May  27,  1985. 


in 


0^ 


...^ 


For  Bottled   Milk  and  Cream  Products — Namely,   Milk. 
Cream.   Butter  Milk,  and  Chocolate  Milk. 
Claims  use  since  June  15,  1931. 
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Ser.  No.  865.946.  But  Hl'mbkbt,  doing  bnsineas  aa 
Horton  Company,  Cedar  Rapids.  Iowa.  Filed  June  8., 
1985. 


The    representation    of    the    label    Is    disclaimed.      The 
drawing  la  lined  for  gold. 

For  RaHian  Salad  Dressing. 
Claimi  ase  since  Apr.  15,  1934. 


Ser.  No.  866,526.     NAan  Di  Camp  Compant,  San  Fran- 
cisco. Calif.     Filed  June  22,  1935. 


For  Fresh  Deciduous  Fruits. 
Claims  use  since  May  31,  1935. 


Ber.  No.  366,981.     Codat  FAa.\i8,  I.nc,  New  York,  N.  T. 
Filed  July  5,  1036. 


DEVA7NF7IRM 


The  words  "Devon  Farm     and  "Brand"  are  disclaimed 
apart  from  the  mark. 
For  Sour  Cream. 
Claims  use  since  May  15.  1984. 


Ser.   No.  367.028.      Chabljcs   J     Johnson,   Seattle,  Wash. 
Filed  July  6,  1935. 

HAYREMEL 

For    Prepared    Ce'-eal   for   Breakfast    Food. 
Claims  use  since  Feb.  6,  1933 


Ser.   No.   867,101.     Lkvy    Rick   Milu.no   Company,   Inc., 
New  Orleans,  La.     Filed  July  9,  1985. 


■■■■•■■* 


'">•'  '-^ 


TVhC  OtMLIT  Y 


ILEAM 


0 


The  words  "The  Quality"  and  "Rice"  are  dlsrlaimed. 

For  Rice. 

Claims  nse  since  July  6,  1986. 


Sep.  No.  867,214.     SHKLi_kBABo»K  (Jbain  PaoDoCTS  Com- 
pany, Decatur,  III.    Filed  July  12,  1935. 


SPECIAL 


No  claim   is  made  to  the   word   "Special"   apart    from 
the  mark. 

For  Soybean  Flour. 

Claims  use  since  June  25,  1932. 


Ser.  No.  867,235.  Stefano  CRiSArrLLi,  doing  business  as 
Beatrice  Distributing  Co.,  Brooklyn.  N.  T.  Filed  July 
13,  1935. 


LADYBEATRICE 


For  Olive  Oil. 

Claims  use  since  May  6,  1985. 
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S*r.    No.    367,691.      THi  WBIDIMAn   CO.,   Cleveland,   Ohio. 
FU^-d    July    25,    1985. 


No  claim   Is  made  to  the  words   Tender  Hearts.' 

For  Cannp<l  Fruits. 

ClaimH  u-te  since  Mar    12.   1935. 


8er.    No.    367, '<17       Amual    Foods    Comp.*.nt,    San    Jose, 
Calif.      Filed  July  30,  1935. 

0  BOY 

For   Canned    Foods    for    T>oits,    Cat.s.    Foxes,    and    Other 
Carnivorous  Animals. 

Claims  use  since  July  16,  1935. 


Ser.  No  367,919.  Cltd»  Collins  Chimicai,  Co.,  Imc, 
doing  buainesa  as  Clyde  Collins,  Inc.,  Iffemptala,  Tenn. 
Filed  Aug    2.  1935. 


COLLINS 

lOO 

FEB  CENT 


For   Table   Syrup*.   8plce«,  Jellies,  Food   Flavoring   Ex- 
tracts, and  Pie  Filler. 

Claims  us«  since  May  24,  1935 


Ser.  .No.  368,015      J    C.  Watson  Compani,  Tarma.  Idaho. 
Filed   Auk.   5,    l'J35 

COO 


For  Fresh   Mecldnous  Fruits  and  Vegetables. 
Claims  use  since  Mar    27,    1923. 


Ser.    No.    368,026.     Usbda.n    Breac    Compa.nt,    Bay    City, 
Mich.      Filed  Aug.  6,  1935. 


No  claim  is  mnde  to  the  words  "Cracked  Wheat'    apart 
from  the  mark.      The  drawing  is  llne<l  for  orange  and  blae. 
For  Bread 
C1aim<4  use  ^Inre  Aug    27,  1934 


Ser.  No   368,493      Spi««t  Flocb  Compant,  8ao  Fraoclaco, 
Calif.      Filed  Aug.   19.   1980. 

SURERABBIT 

For  Animal  Food.  Tartlcularlv    RabMf   Foo<! 
Claliiix  us.'   since  Dec.    1,   1926 


ir.  No.  368,696       na<:GBL.vDt  Maugci  cas  CO.,  San   Fran- 

dseo,  Calif       Filed   Aug.   26,   1985. 

DIVIDEND 


For   Fresh   Deciduous   Fruits 
Claims  u^e  sin<e  Aug    7,  1035 


HT.    No.    Sn^TM.     IltorARMiN.    Incorporatco,    Washing- 
ton, D.  C.      Fn«d  Aug    28.  15>35 

PROCARMIN 


For  Dog  Food. 

Clnims  use  since  Jan.  80.  1985. 


<l 


Ser.  No.  308,835*       DBlano  FloiT  Co.,  Los  Angeles,  Calif. 
Filed  Aug.  80,   1986. 


The  drawlni;  is  lined  for  black,   green,  mid   yelloi 
claim  Ih  made  to   the  r.»v)r(*sentatlon  of  a   lal>eL 
For  P'resh  Grapes. 
Claims  use  since  Aug.  6,  1935. 


No 


Ser.    No     368,846      R      F     Fdkunaoa,   doing   business    •■ 
R.  F.  Fukunaga  Co  .  Oceana.  Calif       Filed  Aug    30,  19S5 


For  Fresh  Vegetables. 

Claims  use  since  Aug    16,  1935. 
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CLASS  47 

Wines 

Ser.  No.   361,390.     R    S    Fi.htdny,  8.   A..  Blanes.   Spain. 
Filed  Feb.  14,   1935,  under  10  year  proviso. 


MONT-S^iliJiANT 


r  ORTONY    S  A 
BLANC S 


For  Sparkling  Wines. 

Claims  use  since  Feb.  28,  1894. 


8*P.  No.  368,068.     Fsdit  Indcsthies,  Ltd.,  Los  Angeles, 
Calif.     Filed  Aug.  7,  1935. 


EN  ST 


The  words  "Golden   State"  are  disclaimed  opart   from 
the  mark. 
For  Wines. 
Claims  use  since  October,  1912. 


Ser.  No.  868.282.     DiscAS  PcHi  &  FiLS,  Bordeaux.  France. 
Filed  Aug.  2.  1936. 


For  Wines. 

Claims  use  since  December,  1933. 

Ser.  No.  368,676.     K.  ahakelian,  I.nc.,  doing  business  as 
Madera  Winery.  Madera,  Calif.     Filed  Aug.  26,  1985. 


For  Wines. 

Claims  use  since  July  19,  1938. 


CLASS  48 

Malt    Beverages   and   Liquors 
Ser.    No.    ;{67,413       (Jabhiel    &   Jos.    S»olmatr    Spatbn- 
Franziskanku  L«i8tbkXu  A.-G.  MCncukn,  Munich,  Ger- 
many.    Filed  July  17,  1930. 

Franziskaner 

For  Beer. 

Claims  use  since  1855. 
450  O.  G.— SO 


Ser.   No.   368,197.      Stebling   Bbewebs,   Inc.,    EvansvlUe, 
Ind.     Filed  Aug.  10,  1936. 


Ale 


Applicant  Is  owner  of  T.  M.  Reg.  No.  300,673. 

For  Malt  Products,   and   More   Particularly,   Beer  and 


Claims  use  since  Nov.  1,  1934. 


Ser.   No.   368.589.     Sterling   Brewebs,    Inc.,   EvansvlUe, 
Ind.     Filed  Aug.   22,  1936. 


Applicant  is  the  owner  of  Reg.  306,673.     . 

For  Malt  I'roducts.  and  More  Particularly  Beer  and  Ale. 

Claims  use  since  Nov.  1,  1934. 


Ser.  No.  369.174.  Tivoli  Bbewi.vg  Compa.nt,  Detroit,  Mich. 
Filed  Sept.   10,   1935. 


For  Beer. 

Claims  use  since  Aug.  20,  1935. 


CLASS  49 

Distilled   Alcoholic    Liquors 

Ser.  No.  364,043.     Mant,  Blanc  ft  Co.,  iMC,  Chicago,  HL 
Filed  Apr.  19,  1935. 

For  Rum,  Whlske.v.  Gin,  Cordials,  and  Liqueurs. 
Claims   u.-e  since  Mar.   1,  19,35. 
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Ser.    No.    367,697.      Southwestbin    Drco    Corporatioi*, 
Dallas,   Tex.     FUed  July  25,  1935. 


1^^ 


l^BB 


For  Gin  and  Whiskey. 

Claims  use  since  May  22,  1935. 


Scr.    No.   367,945.      Stb   I'ikrre   SMiRNorF   FL8,    Incohpo. 
BATED,  New  York.   N.   Y.     Filed  Aug.  2,  1935. 


%'  I. 

■  ) 


No  claim   Is  made  to   the  word.s  "PurreyoM  to  the   Im 
perial    Kussian   Court   since   1886"   apart   from    the   mark. 
For  Vodka. 
Claims  use  since  Mar    IT,   19.14. 


Ser.   No.    Sfifl.llO      Owivos   Mit.LS   Distillehy,  Ixcoapo- 
SATID,   Owloga    M1II.1,    Md.      Filed    Sept.    9.    1935. 


t^fe    <^' 


For  Whiskey. 

Claims  use  since  Jan.  1,  1934. 


Ser.  No.  369,140.     8atti.br  Adoisox  Co.,  Inc.,  Baltimore, 
Md.      Filed   Sept.   9,   1035. 


For  Whiskey. 

Claims  use  since  Dec.  14,  1934. 


Ser.   No.  369,207.      Schranck  A   Shaw,  Inc.,  Milwaukee, 
Wis.       File.!    S..pf      11.    1935. 

CORAM  DY 


For  Brandy. 

Claims  u.«e  since  May  8,  19.35. 


CLASS    50 

Merchandi.se    Not    Otherwise   Classified 

Ser.   No.  3G8.031.     Chown   i ork  A   S»al  Compant,   Inc. 
Baltimore.    Mfl       Kll«d    .\nK     6.    1935 


For   Container  Closurei*. 
Claims  use  since  July   17,   1935. 


Ser.  No.  3G8.032.  CRow.v  Cork  *  Seal  Company,  Inc.,  Bal- 
timore. Md.     rtled  Aug.  6.  1930. 


VACUUM  PIW  OFF 


▼ 


No  claim  is  made  to  thf  wirds  "Vacuum  Pry  Off"   and 
the  reprf>«*ntat'"n   nf  a  rontainer  except  as  shown. 
For  Container  Ck>sure«. 
Claims  use  since  July  17,  1935. 


TRADE-MARK  REGISTRATIONS  GRANTED 


[ACT  OF  FEBRUARY  20,  1905] 
OCTOBER  15,  1935 


Waldxnsian  Baki.no  Company,  Val- 
356,974.      rUB- 


354,024.  PUBLISHED 
Seagram  k  Sons,  Inc., 
PUBLISHED 


328.977.  BREAD. 
dese.  N.  C. 

Filed    October    10.    1934.      Serial    No. 
LI8IIED  AUGUST  6.  1035.     Class  46. 

328.978.  CANNED  TUNA  FISH.  Seaboard  Packi.ng  Cor- 
poration, Long  Beach,  Calif. 

Filed  October  1.  1934.    Serial  No.  356.644.    PUBLISHED 
AUGUST  0,  1935.     Class  46. 

328.979.  PAINTS  (READY-MIXED,  PASTE  FORM,  AND 
I>RY(.  PAINT  ENAMELS.  LACQUERS,  JAPANS, 
VARNISHES.  AND  STAINS.  OxroHD  Varnish  Cor- 
poration,   Detroit,    Mich. 

Filed   September  29,   1984.      Serial  No.  356,600.      PUB- 
LISHED JULY  23,  1935.     Class  16. 

828.980.  PLAIN  AND  SELF-RISING  WHEAT  FLOUR. 
The  Colorado  Millino  h  Elevator  Co.,  Denver, 
Colo.,  also  doing  business  as  The  Dodge  City  Flour 
Mills,  Dodge  City,   Kans. 

Filed  July  25,  1934.     Serial  No.  354.278.     PUBLISHED 
I)ECE.VIKER  4,  1984.     Class  46. 

828.981.  SPLICERS,  CONNECTORS,  COUPLINGS.  AND 
CLAMPS.  FOR  ELECTRICAL  CONDUCTORS,  EX- 
CEIT  FOR  SUCH  CONDUCTORS  AS  ARE  EXPOSED 
OR  RAHEI)  AND  ACTUALLY  USED  AS  TROLLEY 
WIRES,  ETC.  Bdll  Doo  Electric  Products  Com- 
p.\.\Y,   Detroit,    Mich. 

Filed  July  18,  1934.     Serial  No. 
APRIL  9,  1935.     Class  21. 

828.982.  WHISKEY.     Joseph  E. 
Lawrencehurg,    Ind. 

Filed  June  20.  1934.     Serial  No.  353,353. 
OCTOBER  9,    1984.     Class  49. 

828.983.  WHISKEY.  THE  K.  TAYLOR  Distilling  Co.  Inc., 
Frankfort,  Ky. 

Filed  June  11.  1934.     Serial  No.  352.638.     PUBLISHED 
AUGUST  13.  1935.     Class  49. 

828.984.  STILL  AND  SPARKLING  WINES.  Societe 
BofCHAHn  Pehe  k  FiL.s  Societe  a  Respo.vsabilitb 
Limiteb,  Reims.  Prance. 

nied   February    14,    1934.      Serial    No.    347,381.      PUB- 
LISHED APRIL  30.  1935.     Class  47. 

328.9S5.       RUM,     BRANDY.     ETHYL     ALCOHOL,     AND 
OTHER  POTABLE  DISTILLED  LIQUORS.     Rovira  y 
COMPA.^iA  S.  EN  C.  Santiago.  Cuba. 
Filed    February    5,    1934.      Serial    No.    346.990.      PUB- 
LISHED AUGUST  13,  1985.     Class  49. 

328.986.  SAUTERNE  WINE.  J.  R.  Parkinqton  ft  Com- 
pany Limited,  London.  England. 

Filed    Deo'mber   26,   1933.      Serial   No.   345.845.      PUB- 
LISHED FEBRUARY  5,  1935.     Claas  47. 

328.987.  FOOD  PRODUCT  IN  TABLET  FORM  DE- 
RIVED FROM  WHEAT  GERM  AND  CONTAINING 
VITAMINS  A,  B,  E,  AND  G.  Vitami.n  PRODUCTS  Re- 
.seabch  Foundation,  Inc..  Chicago,  111. 

Filed    November   8.    1934.      Serial    No.    357,871.      PUB- 
LISHED AUGUST  13,  1935.     Class  46. 

328.988.  FLAMBLESS  CATALYTIC  CIGAR. CIGARETTE, 
AND  PIPE  LIGHTERS.  Be.ntleb  MAM'rACTURiNO 
Ct»HPORATio\,  New  York,  N.  Y. 

Filed   December  21.   1933.      Serial   No.   346.196.     PUB- 
LISHED AUGUST  6.  1935.    Class  34. 

328.989.  GIN  AND  WHISKEY.  W.  Hasikamp  ft  Co., 
Schiedam.   Netherlands. 

Filed   November  18.   193:^.     Serial  No.   343,690.      PUB 
LISHED  AUGUST  18,   1935.      Class  49. 


328,990.      GIN    AND    WHISKEY 
Schiedam,  Netherlands. 
Filed  November   13,    1933.      Serial   No.   343.589. 
LISHED  AUGUST  13,  1935.     Class  49. 


W,   Hasekamp   ft   Co., 
PUB- 


328,991.      GIN   AND   WHISKEY 
Schiedam,  Netherlands. 
.  Filed   November   13.    1933.      Serial   No.   343,588 
LISHED  AUGUST  18,  1935.     Class  49. 


W.   Hasekamp  ft   Co., 
PUB- 


328,992.      GIN    AND    WHISKEY. 
Schiedam,  Netherland.s. 
Filed  November   13,   1933.      Serial   No.   343,587. 
LISHED  AI'GUST  13,  1935.     Class  49. 


W.   Hasekamp  ft  Co., 
PUB- 


328.993.  VINEGAR  AND  TABLE  SYRUP.  CROWN  PROD- 
UCTS CORPORATION,  San  Francisco,  Calif. 

Filed    November   2.    1933.      Serial    No.    343.162.      PUB- 
LISHED AUGUST  6,  1935.     Class  46. 

328.994.  WATERPROOF  PAPER  SUITABLE  AS  A 
BLANKET  FOR  CONCRETE  CONSTRUCTION. 
Angier  Corporation,  Framingham,    Mass. 

Filed    October    1,     1931.       Serial    No.    319,603.       PUB- 
LISHED AUGUST  6,   1935.     Class  12. 

328.995.  WHISKEY  AND  OTHER  POTABLE  SPIRITS. 
JoS;  S.  Finch  ft  Company,  New  York,  N.  Y.,  assignor 
to  Joseph  £1  Seagram  ft  Sons,  Inc.,  a  corporation  of 
Indiana. 

Filed   December   30,   1932.      Serial   No.   333,565.      PUB- 
LISHED AUGUST  13,  1935.     Class  49. 

328.996.  GIN.  WHISKEY,  AND  BRANDY.  BlAUMART. 
Inc.,   Bridgeport,   Conn. 

Filed  July  5,  1935.     Serial  No.  366.975.     PUBLISHED 
AUGUST  13,  1935.     Class  49. 

328.997.  FRESH  VEGETABLES  AND  MELONS.  Geobgi 
G.  AvERiLL,  HoltvIIle,  Calif. 

Filed  May  6,  1935.     Serial  No.  364.565.     PUBLISHED 
AUGUST  6.  1935.     Class  46. 

328.998.  DYES  FOR  LEATHER.  SUEDE,  AND  FABRIC 
SHOES,  OR  LEATHER.  SUEDE,  AND  FABRIC, 
IN  THE  PIECE,  FOR  A  LEATHER  FINISHER  FOR 
FIXING  SCUFFS  AND  DENTS  AND  CEMENTING 
THE  SCUFFED  SURFACE.  FOR  THINNERS  FOR 
DYES.  Banner  Color  Dyes  Corporation.,  New  York, 
N.  Y. 

Piled  May  6,  1935.     Serial  No.  364,567.     PUBLISHED 
AUGUST  6,  1935.     Class  6. 

328.999.  READY  MIXED  PAINT  AUTOMOTIVE  FIN- 
ISHES, LACQUERS,  READY  MIXED  PAINTS,  PAINT 
ENAMELS,  AND  VARNISHES.  W.  P.  Fuller  ft  Co., 
San  Francisco,  Calif. 

Plied  May  6.  1935.     Serial  No.  864,577.     PUBLISHED 
JULY  23,  1935.     Class  16. 

329,000.      PERIODICAL   PUBLICATION.      The   Bcrdick 
Corporation,  Milton,  Wis. 
Piled  June  6,  1936.     Serial  No.  365,838.     PUBLISHED 
AUGUST  6.  1935.     Class  38. 

,329,001.     MENS  CLOTHING— NAMELY,  SUITS,  OVER- 
COATS,   COATS,    VESTS.    AND    PANTS.       IKTUNA- 
TioNAL  Tailoring  Co.,  New  York,  N.  Y. 
Filed  June  6.  1935.     Serial  No.  365,848.     PUBLISHED 

AUGUST  6,  1935.     Class  39.  ~" 

829,002.      RYE   WHISKEY.      D.   A.    Schulte,    Ihc,   New 
New  York,  N.  Y. 
Filed  June  6,  1936.     Serial  No.  366,856.     PUBLISHED 
AUGUST  13,   1935.     Class  49. 
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A.   ScHcLTK,  Inc.,  New  York, 
rOBLISHED 


329.003.      WHISKEY 
N.  Y. 
Filed  June  6,  1035.     SerUl  No.   365,857 
AUGUST  13.  1935.     Class  49. 

32y.004.      COUGH    SYRUP.      HorfMAN.v-LA    Rocn«.    IMC. 
.Vutley,  N.  J. 
Filed  June  7.  1935.     Serial  No.  366,888.     PUBLISHED 
AUGUST  6,   1935.     Class  6. 

320.005.  IIUM.XN  I1.\IR  NETS.  Paradis«  Packing  Co., 
Inc.,  New  York,  N    Y. 

Filed  June  7.  1935.      Serial  No.  365,893.     PUBLISHED 
AUGUST  6,  1935.     Class  42. 

320.006.  TEXTILE  FABRICS  .MANUFACTURED  OF 
WOOL.  William  Whitma.m  Compa.vt,  I.vc,  New 
York.  N.  Y. 

Filed  June  7.  19.15.     Serial  No.  365.913.     PUBLISHED 
AUGUST  6.  1935.     Claw  42. 

329.007.  SCOOPING  AND  DUMPING  HAND  TRICKS. 
Raymond  C.  Yant.  doing  business  as  Omaha  Trailer 
and  Equipment  Company,  Omaha,  Nebr. 

Filed  June  6.  1935.     Serial  No.  365.919.     PUBLISHED 
AUGUST  6,  1935.     Class   19. 

329.008.  WHISKEY.  GIN,  RUM,  BRANDY.  AND  ALCO- 
HOLIC C<iRr>I.ALS  T"NrTKD  DiSTiLLFR.s  (or  AllEB- 
ICA).    Ltd,    Baltimore.    Mtl. 

Filed  June  7.  lO.-^S.     Serial  No.  365.921.     PUBLISHED 
AUGUST   13,    1935.      Class   49. 

3:i9.(X)9  WHITI.N*;  AND  PRINTINQ  PAPER.  American 
Writing  Paper  Compant,  Inc.,  Holyoke,  Mas-s. 

Flle<l  June  S,   19:55.     Serial  No.  365.923.      PUBLISHED 
JULY  30,  1935.     Class  37. 

329.010.  DEODORANT  CREAM.  Feminixb  Products, 
In.-  .  N»-w  York,  N.  Y. 

Filed  June  H,  1035.     Serial  No.  366.933.     PUBLISHED 
AUGUST  6.    19.35      Class  «. 

329.011.  N.VRROW  BOILING  RANGE  TERPENK  HYDRO- 
CARBON SOLVENT  FOR  USE  IN  ALL  rR<»»KS.SE8 
AND  COMPOUNDS  USING  TURPENTINK  srCH 
AS  PAINTS  VARNISHES.  ENAMF,L.<  AND  OTHER 
PROTECTIVE  COATING.S.  Heu-  l  i  ks  i  .wdbr  Com 
PANT,  Wilmington,  Del. 

Filed  June  s.  19.35.     Serial  No.  365.942.     PUBLISHED 
AUGUST  0,    193-.     Class  16. 

329.012.  CORRESPONDENCE  AND  MAILING  ENVE- 
LOPES. The  Postage  Meter  Company,  Stamford, 
Conn. 

Filed  June  8.  1935.     Serial  No.  365.956.     PUBLISHED 
JULY   23,    1935.      Class  37 

.329.013.  TRADINC;  STAMI'S.  Red  Bird  St.amp  Com 
PANT.  Inc.,  St.   Louis,   Mo. 

Filed  June  8.   1935       .Serial  No.   365.959.     PUBLISHED 
AUGUST  6,   1935.     Class  .".S. 

3-'9.0l4.     LOOSE  LEAF  BINDERS.     Wilson  JoN«8  Com- 
pant, Chicago,  111. 
Filed  June  8,   1935.      Serial   No.   365.968.     PUBLISHED 
AUGUST    6.    1935.      Class    37. 

329.015.       .MEDICINAL    PREPARATION    MADE    FROM 

HERBS,    ROOTS.    AND    LEAVES    FOR    USB    AS    A 

GENERAL  TONIC.     Slm  Pbodcct.s  Company,  Detroit. 

Mich. 

Filed  May  8,  1935.     Serial  No.  364,690.      PUBLISHED 

AUGUST  6,  1935.     Class  6. 

329,018.     FURNITURE  POLISH.     ACMI  White  Lead  and 
Color  Works,  Detroit,  Mich. 
Filed   May  6.   1935.     .'<erlal  No.  364,563.     PUBLISHED 
JULY  30.  1935.     Cla.^s  16. 

329.017.  BRICK.  Hydraclic-Press  Brick  Compant, 
St.   Louln.  Mo. 

FUed   May   4,    1935.      Serial   No.   364,544.     PUBLISHED 
AUGUST  6.  1935.     Class  12. 

329.018.  ORANGE  BITTERS,  ALCOHOLIC  AROMATIC 
BITTERS,  GINGER  AND  -MINT  USED  AS  ALCO- 
HOLIC FI..\VORING  AGENTS  FOR  MIXING 
DRI.N'KS.       Ca.stie    I'RODCCTS.    Inc..    Newark,     N.    J. 

Filed   .May  4,    1935.      Serial    No.  364,636.      PUBLISHED 
AUGUST  13.  19.35.     Class  49. 


329.019.  GIN.     D.   A.   Schdlti,  Inc.,  New  York.   N.   T. 
Flle<l  May  2,  1935.     Serial  No.  364.485.      PUBLISHED 

AUGUST    13,   19.?5.      ilnss  49. 

329.020.  BAKERIES  SOLD  IN  KNOCK  DOWN  FORM. 
Tub  Pattt  Cake  Compant,  St.  Louis,  Mo.,  and  Mln- 
neapollg,  Minn.,  assignor  to  The  Patty  Cake  Company. 
MinueapoU.s,  .Minn.,  a  corporation  of  Minnesota. 

Filed  April  29,  1935.     Serial  No.  864.356.     PUBLISHED 
AUGU.ST  6.   1935      Class  12. 

329.021.  BAKERIES  SOLD  IN  KNOCK  DOWN  FORM. 
The  Pattt  Cake  Compant,  St.  Louis.  Mo.,  and  Min- 
neapolis. Minn.,  nsslgnor  to  The  Patty  Cake  Company, 
Minneapolis,    Minn  ,    a    corporation   of   Minnesota. 

Filed  April  29.  1935.     .Sprlal  No.  364,355.     PUBLISHED 
AUGUST  6,   1936.     Class  12. 

329.022.  TUMBLERS,  BOTTI^S,  JARS.  SaLBM  GlAss 
Works,  Salem.  N.  J. 

Filed  April  I'G,  1035.     Serial  No.  364.249.     PUBLISHED 
JULY  23,  1935.     Class  33. 

329.02.3.  DRY  AND  READY  MIXED  PAINTS.  VAR 
NISHES.  PAINT  ENAMELS.  AND  FINISHING 
PRODUCTS- NAMELY,  SHELLACS.  LACQUERS 
STAINS.  AND  POLISHES  FOR  WOODWORK,  FUR 
NITURB  AND  FLOORS.  Colfanite  Products  Com- 
pant, Inc.,  Seattle.  Wash. 
Filed  April  27.  1935.     8«>rUl  No.  364.275.     PUBLISHED 

JULY  23,  1038.     Class  16. 

829.024.  IRINTIN(;  PAPERS  AND  WRITING  PAPERS. 
Butler  Paper  Cobporationr,  ChlcEEo.  111. 

Flle<l  April  26.  1935.     Serial  No.  364.226.     PUBLISHED 
AUGUST  6.   1935.     Class  37. 

329.025.  MOTOR  LUBRICATING  OIL.  Wtnni  Oil  CuH- 
p.kNT.  Philadelphia.  Pa. 

Flle«l  April  23,  19.3.J.     Serial  No.  864.110.     PUBLISHED 
AUGUST  6,  1936.     Class  15. 

329.026  WHEAT  FLOUR.  Twin  Citt  Flouring  MlIXE, 
.New  York.  .\.  Y. 

Filed  April  22.  19.36.     Serial  No.  3«4.078.     PUBLISHED 
AUGUST  6.  1936.     Class  46. 

329.027  PAINTINGS.  PORTRAITS,  PICTURES,  AND 
Ml-M.VTURES.  CHICAGO  PORTRAIT  COMPANY,  Chi- 
cago.   111. 

Filed  April  22.  19.35.     Serial  No.  864,047.     PUBT.I8IIED 
AUGUST  6.    1936.      Class   38. 

329.028.  RESINS.  INCLUDING  SYNTHETIC  RESINS 
AND  PROCES.SEI>  NATURAL  RESINS;  RESIN  SO- 
LUTIONS. INCLUDING  PI^STIC  RESIN  SOLU- 
TIONS; AND  OILS.  INCLUDING  PROCESSED 
OILS  AND  SYNTHETIC  OILS,  FOR  USE  IN 
1AI.NT8.  VAR.MSHES.  ENAMELS,  AND  THE 
LIKE.     BECK.  Kollbr  k  Co.,  Inc.,  Detroit,  .Mich. 

Filed  April  20.  19.35     Serial  No.  363  994.    PUBLISHED 
JULY    23.    1935       Class    16, 

329.029.  MATERIAL  IN  THE  NATURE  OF  A  WATER- 
PROOFING AND  SEALING  COMPOUND  FOR  PRE- 
PARING OLL>  WALLS  FOR  NEW  PLASTER. 
AMERICAN  Building  Products  <orp<iration  Sew 
York,  N.  Y. 

Filed  April   19,  1935.    Serial  No.  363.963.    PUBLISHED 
AUGUST   6.    1935       Class    12. 

329.030.  LUBRICATING  OIL  COMPOUND  EFFECTIVE 
IN  THE  PRESENCK  OF  MOISTF  RE  War.ner 
QCINLAN   COMPANY,   New   York.   N.    Y. 

Filed  April  18.  1935.    Serial  No.  363,955.     PUBLISHED 
AUGUST  6.  1936.     Class  15. 

329.031.  WHITE  BURGUNDY  WINE.  J  MommBssin. 
Macon,    Frnnrp. 

Piled    November    22,    1934.      Serial    No.    858,627.      PUB- 
LISHED AUGUST    13.   1936.     Class  47. 

329.032.  WHISKEY.  GIN.  RUM,  BRANDY.  AND  ALCO- 
HOLIC CORDIALS.  CONTINBNTAL  distilling  COR- 
PORATION,   Philadelphia,    Pa. 

Filed  April  13.  1935.     Serial  No.  363.706.     PUBLISHED 
AUGUST   13.    1930.      Class  49. 
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329,038.     NEWSPAPER  CARTOONS  AND  NEWS  DRAW- 
INGS   AND    PICTORIAL    REPRESENTATIONS    OF 
NEWS     EVENTS.       Cabtogbapu     corporation     or 
AMERICA,    Chicago,   111. 
Filed  April  10,  1935.     Serial  No.  363.581.     PUBLISHED 

AUGUST  6,   1935.     Class  38. 

329.034.    CANNED  CORNED  BEEF  HASH  AND  CANNED 
CHILI  CON  CARNE  WITH  BEANS.     Chicago  Food 
PRODUCTS   CO.,   Chicago,   111. 
Filed  April  6,   1935.     Serial  No.  363,425.     PUBLISHED 
AUGUST    6,    1936.      Class    46. 

329,036.     HONEY  DEW  MELONS.     W.  R.  Gbace  k  Co., 
New  York.  N.  Y. 
Filed  April  2.  1936.     Serial  No.  363,323.     PUBLISHED 
AUGUST   6,    1936.      Class    46. 

329.036.  BLANK  BOOKS.  TRU88ELL  MANUrACTCBiNO 
Company.    Poughkeepsle,    N.    Y. 

Filed    March    29.    1936.      SerUl    No.    363.191.       PUB- 
LISHED  AUGUST   6.    1935.      Class  37. 

329.037.  ELECTROPLATING  BATH  INGREDIENTS. 
Hanbon-Van  WiNKLB-MUNMiNu  COMPANY.  Matawsn, 
N.   J. 

Filed    March    29,     1936.       Serial    No.    368,167.       PUB- 
LISHED AUGUST  6,   1935.     Class  6. 

329.038.  RUM.  manuel  Marin  &  Compant,  Mayaguez, 
Puerto   Rico. 

Filed    March    26.     1935.       Serial    No.    363,003.      PUB- 
LISHED AUGUST  18,  1986.     Class  49. 

329.039.  WHISKEY,  GIN.  RUM.  BRANDY,  AND  ALCO- 
HOLIC CORDIALS.  THE  Old  Quaker  Company, 
Lawrenceburg.  Ind. 

Filed  July  3.   1935.     Serial  No.  366,958.     PUBLISHED 
AUGUST    13.    1936.      Class  49. 

329.040.  WHISKEY.  LOS  ANOBLBS  Bbbwinq  Co..  Los 
Angeles.  Calif. 

Filed  July   3.   1935.     Serial   No.   360,951.     PUBLISHED 
AUGUST  13,  1935.     Class  40. 

329.041.  WHISKEY.  LOS  A-NOBLEB  Bbbwino  CO..  Los 
Angeles,   Calif. 

Filed  July  3,  1936.     Serial  No.  366,950.     PUBLISHED 
AUGUST  13.  1935.     Class  49. 

829.042.  DISTILLED  DRY  GIN.  Hutlebs,  New  York. 
N.  Y. 

Filed  July  3.   1935.     Serial  No.  366,940.     PUBLISHED 
AUGUST  1.3,  1935.     Class  40. 

829,048.      WHISKEY.      GLBNCOE    Distillebt    CO..    Louis- 
ville, Ky. 
Filed  July  3.  1935.     Serial  No.  366.938.     I'UBLISUED 
AUGUST   13.   1935.     Class  49. 

329.044.     WHISKEY.  BOTH  RYE  AND  BOURBON.     8.  S. 
PiEBCB  CO.,  Boston.  Mass. 
Filed  July  2.   1936.     Serial  No.  366.919.     PUBLISHED 
AUGUST   13.    1936.      Class  49. 

829.046.  WHISKEY.  INCLUDING  RYE,  BOURBON,  AND 
SCOTCH  WHISKIES  ;  BRANDY.  COGNAC.  AND 
GIN.     S.  8.  PIERCE  CO  ,  Boston.  Mass. 

Filed  July  2.  1935.     Serial  No.  366.917.     PUBLISHED 
AUGUST   13,    1935.      Class  49. 

329,040.       WHISKEY.       ADAmb.    MITCHELL    h    CO..    IlfC,. 
Boston,   Mass. 
Filed  March  21,  1935.   Serial  No.  362,800.    PUBU8HED 
AUGUST    13.    1935.      Class   49. 

329.047.  MEDICINE  FOR  RELIEF  OF  PAIN.  SIMPLE 
HEADACHES.  NEURALGIA.  HEAD  COLDS,  AND 
MUSCULAR  ACHES  AND  PAINS.  Landon  B.  COI^ 
LIN8.  Oakland.  Calif. 

Filed    March    21.    1936.       Serial    No.    362,797.      PUB- 
LISHED AUGUST  6.  1935.     Class  6. 

829.048.  DUPLICATING  MACHINES  OF  THE  STENCIL 
TYPE.     KEITH  W.  Gaab,  Des    Moines.  Iowa. 

Filed    March    14.     1935.       Serial    No.    362,647.      PUB- 
LISHED AUGUST  6,  1986.     Class  87. 


329.049.  PRINTING  AND  WRITING  PAPER  COM- 
MONLY EMPLOYED  FOR  PRINTING  AND  WRIT- 
ING PURPOSES.  Graham  Paper  Compant,  St.  Louis, 
Mo. 

Filed    March    14,     1935.       Serial    No.    362,516.       PUB- 
LISHED  AUGUST   6,    1936.      Class  37. 

329.050.  ASPHALT  SHINGLES.  UNITED  States  Gtp- 
SUM   COMPANT,   Chicago,   111. 

Filed    February    9,    1936.      Serial    No.    361,233.      PUB- 
LISHED AUGUST  6,   1936.     Class   12. 

329.051.  CLEANING  COMPOUND  AND  STAIN  RE- 
MOVER FOR  TEXTILES  AND  THE  LIKE  A.  L. 
WILSON  CHEMICAL  COMPANT,  Jersey  City,   N.  J. 

Filed   January    24,    1935.      Serial    No.    360,948.      PUB- 
LISHED AUGUST  6,  1935.      Class  6. 

829.052.  CLAY  PRODUCTS— NAMELY.  STRUCTURAL 
HOLLOW  CLAY  TILE,  FLOOR  TILE,  WALL  TILE, 
AND  SEWER  PIPE,  DRAIN  PIPE,  AND  CONDUITS 
OP  CLAY.  Gladding,  McBean  &  Co.,  Los  Angeles. 
Calif. 

nied    January    26,    1935.      Serial    No.    360,713.      PUB- 
LISHED AUGUST  6,   1935.      Class  12. 

329.053.  CHOCOLATE  COATED  LAXATIVE.  E  Brewer. 
doing  business  as  Better  Products  Company.  Marion, 
Ind. 

Filed    January    21.    1935.      Serial    No.    360,465.      PUB- 
LISHED JULY  16,  1935.     Class  6. 

329.054.  MEN'S  VESTS,  PANTS.  TRUNK  DRAWERS, 
UNION  SUITS  (COMBINATIONS).  WAISTCOATS. 
CARDIGANS,  PULLOVERS,  SLIPOVERS.  SWEAT- 
ERS. AND  SPORTS  SHIRTS  ;  BOYS'  VESTS.  PANTS, 
TRUNK  DRAWERS,  UNION  SUITS,  JERSEYS,  ETC. 
Two  Steeples.  Limited,  Wi^^ton  Magna,  Leicester- 
shire.   England. 

Filed    January    4.    1935.      Serial    No.    359.932.      PUB- 
LISHED AUGUST  6.   1935.      Class  39. 

329,065.      PIECE    GOODS    MADE    OP   COTTON,    WOOL, 
RAYON.    SILK,    ARTIFICIAL    SILK,    ARTIFICIAL 
FIBERS  AND  COMBINATIONS  OF  THE  SAME.   Fabr 
Alpaca   Company,   Holyoke,   Mass. 
Filed    December   19.    1934.      Serial   No.    359,463.      PUB- 
LISHED AUGUST  6,   1935.      CUss  42. 

329,056.  CANNED  RAVIOLI,  MUSHROOM  SAUCE. 
SPANISH  STYLE  CHILI  SAUCE.  CUT  MACARONI 
AND  MUSHROOMS  ITALIAN  STYLE,  CUT  MACA- 
RONI AND  GRAVY.  MACARONI  SAUCE.  MACARONI 
WITH  MUSHROOM  SAUCE.  8PHAGHETTI. 
Charles  Agostus  Bowexrman,  Los  Angeles,  Calif. 
Filed  December  17,  1934.  Serial  No.  359,450.  PUB- 
LISHED AUGUST  6.  1935.     Class  46. 

329.067.     CHECK-CASH  BOOKS.     Drehkr  &  Frost,  New 
York.  N.  Y. 
Filed   December   18.   1934.      Serial   No.   359,427.      PUB- 
LISHED AUGUST  6,  1935.     Class  37. 

829,058.      TOP    COATING    FOR    GASKETS.    ASBE^STOS 
SATURANTS.   ASBESTOS   FIBER   BINDERS.   RUST 
PREVENTIVES,  ALL  IN  THE  NATURE  OF  A  PAINT. 
Victor  Manufacturing  &  Gasket  Co..  Chicago,   IlL 
Filed    October    29.    1934.      Serial    No.    357.657,      PUB- 
LISHED AUGUST  6.  1935.     Class  16. 

829,050.    WHEAT  FLOUR.  Yukon  Mill  and  Grain  Com- 
pany, Yukon,  Okla. 
Filed    October    11.    1934.  Serial    No.    357.032.      PUB- 
LISHED AUGUST  6.  1935.  CTass  46. 

829.060.  WINEJS.  Lombabdt  Wine  Corporation,  New 
York,  N.  Y. 

Filed  May  16.  1985.     SerUl  No.  364,995.     PUBLISHED 
AUGUST  6,  1935.     Class  47. 

829.061.  SYNTHETIC  RESIN.  FOR  USE  IN  PAINTS. 
VARNISHES.  ENAMELS.  LACQUERS  AND  THE 
LIKE.     Beck.  Kollkb  &  Co.,  Inc.,  Detroit.  Mich. 

Filed  May  9.  1936.      Serial  No.  364.981.     PUBLISHED 
JULY  23,  1936.     Class  16. 
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329.062.       SAPONACEOUS    COMPOUNDS    FOR    (LEAN- 
ING   THE    HANDS.    SHAVING    CREAM,    SHAVING 
STICKS.  SHAVING  POWDER.  ETC.     Shdlton.  INC., 
New  York.  .N.   V. 
Filed  May  15.  1935.     SerUl  No.  364,973.     PUBLISHED 

AUGUST  6,    1935.     Class  4. 

329.06a.     LIQl'ID  ANI>  PASTE   PAINTS.   PAINT    PRIM 
BRS.    PAINT    ENAMELS    AND    LAQUERS.       Pitts 
BUROH  PL.tTK  (ii.Ass  i  oMPANT,  Pittsburgh.  Pa. 
Filed  June  11,  193^.      Serial  No.  366,067.     PUBLISHED 

JULY  30.  1936.     Class  16. 

329  064       MKDICINAL  PRBPAR.\TION    HEREINAFTER 

KNOW.N   .\S   A   PILE  SOLUTION.  AND   USABLE   IN 

THE     TREATMENT     OF     HEMORRHOIDS.        24-H 

Chemk  AL  CoMPA.NT,  Hazard.  Ky..  and  Knoxvllle,  Tenn. 

Filed  June  10.  19a5.     Serial  No.  366.039.     PUBLISHED 

AUGUST  6.  1935.     Class  6. 

,329,065.      PERIODICAL  PUBLICATION  ISSUED  WEFJC- 
LY.     Sr.vsHi.M  Stores.  Inc.,  doing  business  as  Sun- 
shine Feed   Store.   Chicago,   111. 
nied  June  10.  1935.     Serial  No.  366.036.     PUBLISHED 

JULY  30,  1935.     Class  88. 

329.066.  HEADACHE     PREPARATION.       Abbott-Fink 
CHEiiirAL  Co..  l!*C.,  Buffalo,  N.  Y. 

F11e<I  .Mny  27.  1935.     Serial  No.  365,433.     PUBLISHED 
AUGUST  6.   1935.     Class   6. 

329.067.  CANDLES.     Will  k  Baumb*  Candle  Co.,  Inc., 
Syracuse,  N.  Y. 

Filed  Mav  27.  1935      Serial  No.  865,421.     PUBLISHED 

ATGUST  6.   1935.     Class    15. 

329.06ft.  YEAST  FOOD.  I.  E..  A  CHEMICAL  COMPOUND 
WHOSE  PRIMARY  IN<;HKniENTS  ARE  STARCH 
AND  MINEKAU  SALTS.  WHICH  COMPOUND  IS 
MIXED  WITH  BREAD  DOUGH  FOR  THE  PURPOSE 
OF  CAUSINf;  ACTION  U1'"N  THE  YEAST  SO  AS  TO 
CREATE  A  GREATER  UATK  OF  GAS  PRODUC- 
TION AND  A  MORE  RAPID  CONDITIONING  OF  THE 
DOUtill.  (HAS.  P.  Waoner  &  Bug..  New  Orleans.  La. 
Filed  May   24,  1935.     Serial  No.  365,362.     PUBLISHED 

AUGl  ST  6,  19.'i5.     Class  46. 

329.069.  LTBRICATING  OILS  AND  GREASES.  INDUB- 
TBiAr.   Oil   Corporation.   Warren.    Pa. 

Filed  .May  24,  1935.     Serial  No.  365.339.      PUBLISHED 
AUGUST  6.   1935.     Class  15. 

329.070.  ANTISKITK  I'REPARATIONS  l-r>R  THE  RE- 
LIEF OF  ATHI.KTE  S  FOOT.  Harby  S.  Malbis, 
doing  business  ns  Malbln  Company.  New  York.  N.   Y. 

Flle.l  May  2'^,   i;»3r.      Serial  No.  365.300.     PUBLISHED 
AUGUST   6,   1935.     Class  6. 

329.071.  COFFEE.  Dwi.nell-Wbiqht  Company,  Boston. 
.Mass. 

Filed  May  23.  193r>.     Serial  No.  365.290.     PUBLISHED 
AUGUST  6,   1935.     Class  46. 

329.072.  FUEL  OILS.  Warner  Qdinlan  Compant,  New 
York.    N.    Y. 

Filed  May  22,  1935.     Serial  No.  365.279.     PUBLISHED 
AUGUST  6,  1935.     Class  15. 

329.07:1       STO<KIN(;     IliOTECTORS    FOR    THE    TOES 
OF    STOCKINGS.      H.    L.    Nelke,    Philadelphia,    Pa. 
Filed  .May  22.  1935.     Serial  No.  365,262.     PUBLISHED 
AUGUST  6,  1935.     Class  39. 

329.074.  BIJVNK  CHARTS  SOLD  TO  THE  TRADE  AS 
SUCH.     Dewakd  &  Rich.  Inc..  New  York.  .N.  Y. 

Flletl  May  21.  1935.     Serial  No.  365.191.     PUBLISHED 
JULY  23.  1935.     Class  37. 

329.075.  SIN«;LE  AND  DOUBLE  FAUCETS.  Hays  Maxu- 
PACTt  RiNii   roMF'ANY,    Erie,    I'a. 

Filed  May  20.  1936.     Serial  No.  366.130.     PUBLISHED 
AUGUST  6,   1935.     Class  U?. 

329.076.  CLEANING  PREPARATION  IN  FINELY  DI- 
VIDED FORM  FOR  HOUSEHOLD  TSE.  Fitzpatbick 
Bros     I.vc,  Chicago.   lU 

Filed  May  18.  1935.     Serial  No.  366.073.     PUBLISHED 
AUGUST  fl,   19.36.     Class  4. 


82«.077.  PRKSCRIITION      CHEMICALS  —  NAMELY, 

ACETANILID  POWDER.   ACBTPHENETIDlN   POW- 
DER,  ACID   ACETYL   SALICYLIC,   ACID   BENZOIC 
CRYSTALS.  KTi".     Ehhman!*  Strauss  Co.,  Inc..  New 
York.  N.  Y. 
Filed  May  18,  1935.     Serial  No.  865.071.     PUBLISHED 

AUGUST  6,   1935.      Claw  6. 

329.078.  WRAPPING  PAPER,  SUCH  AS  GLA88INB 
PAPER  WAXED  PAPER,  TRANSPARENT  CELLU- 
LOSE   AND    THE     LIKE.        DAMIBLB    MA.NCrACTCRINO 

Company,  Rblnelander,   Wis. 
Filed  May  18.  1935.     Serial  No.  365.065.     PUBLISHED 
AUGUST  6.  1935.     Class  37. 

329.079.  BEN  DAY  DRAWING  BOARD  AND  TOP  SHEET. 
The  CRArriNT  Manufactorino  Company,  Cleveland, 
Ohio 

Piled  May  18.  19."<6.     Serial  No.  365,063.     PUBLISHED 
JULY  23.  1936.     Class  87. 

329.080.  SPECIFIC  FOR  MAI^RIA  AND  KINDRED 
AILMENTS.  Harman-Dotal  Company,  Inc.,  New 
York.  N.  V. 

nied  May  17.  1936.     Serial  No.  865.034.     PUBLISHED 
AUGUST  6.   1936.     CUsa  6. 

329.081.  WHI8KBT.     S.  8.  Piebcb  Co..  Boston,  Masa. 
Filed  July  2.  1936.     Serial  No.  866.916.     PUBLISHED 

AUGUST  l.t.   1935.     Class  49. 

329.082.  WHISKEY.  Hiram  Walker  *  Boss,  Inc., 
Peoria.  III. 

Filed  July   1.   1935.     Serial  No.  366.890.     PUBLISHED 
AUGUST  13.    1986.     Cla«  49. 

329.083.  WHISKEY.  Rolandblu  CO.,  San  Francisco. 
Calif. 

Filed  July   1,   1885.      Serial   No.  366,874.      PUBLISHED 
AUGUST  13.  1936.     Class  49. 

320.084.  WHISKEY.  GIN.  RUM.  BRANDY,  AND  ALCO- 
HOLIC CORDIALS.  SCHENLEY  Import  Cobpobation. 
New  York,.  N.  Y. 

Flle<l  June  29.  1935.     Serial  No.  366.835.     PUBLISHED 
AUGUST  13.  1936.     CUss  49. 
829.086.     BRANDT.     Henry  A.  Markub.  Chicago.  HI. 

Filed  June  29.  1936.     Serial  No.  866.825.     PUBLISHED 
AUGUST  13,  1936.     Clasa  49. 

329.086.  WHISKEY.  CoLLroB  Inn  Food  Pbodccts  Com- 
pany, Chicago,  111. 

Filed  June  29.  1036.     Serial  No.  366.810.     PUBLISHED 
AUGUST  13,  1936.     Class  49. 

329.087.  WHISKEY.  Joseph  A.  Berson,  doing  business 
as    Springdale    Distilling    Company.    Stamford,    Conn. 

Filed  June  29.  1935.     Serial  No.  366,803.     PUBLISHED 
AUGUST  13.  1935.     Clasa  49. 

329.088.  WHISKEY.  William  Whiteley  k  Compawt, 
I.vc,    Dover,    Del. 

Filed  June  27.  1935.     Serial  No.  866,749.     PUBLISHED 
AUGUST    18.    1935.      Class  49. 

329.089.  WHISKEYS.  BRANDIES,  LIQUEURS.  AND  GIN, 
Bon  Ton.  Inc.,  ChlcaKo.  III. 

Filed  June  27.  1935.     Serial  No.  366,706.     PUBLISHED 
ATGUST  13,  1936.     Class  49. 

329.090.  WHISKEYS.  BRANDIES,  LIQUEURS.  AND  GIN, 
Bon   Ton.    Inc..   Chicago.    HI. 

Mled  June  27,  1935,     Serial  No.  366,706.     PUBLISH  FID 
AUGUST   13,   1935.      Class  49. 

329.091.  WHISKEY.  AUSTIK,  NiCHOLb  k  Co..  Inc., 
Brooklyn.  N.  Y. 

Filed  June  27.  1935.     Serial  No.  866,703.     PUBLISHED 
AUGUST  13.   1935.      Clasa  49. 

329.092.  WHISKEY.  SiBorRiEo  Loewenthal  Company, 
Cleveland.   Ohio. 

Piled  June  26.  1936      Serial  No.  866,076.     PUBLISHED 
AUGUST  13.  1935.     Class  49. 

329.093.  SCOTCH  WHISKY.  McKbbbom  h  Robbins  In- 
corporated.   New   York.   N.   Y. 

Filed  June  26.  1936.     SerUl  No.  366.632.     PUBLISHED 
AUGUST  13,  1935.     Clasg  49. 
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329,094.      GIN.    WHISKEY,    BRANDY,   AND  LIQUEURS. 
The  Black  Prince  Distillebies.  Inc.,  Nutley,  N.  J. 
Filed  June  25,  1936.     Serial  No.  366,603.     PUBLISHED 
AUGUST  13,  1935.     Class  49. 

329,096.      ALCOHOLIC    CORDIALS.      Mohawk    Liqcedb 
Corporation,    Detroit,    Mich. 
Filed  June  24.  1935.     Serial  No.  366,673.     PUBLISHED 
AUGUST  13,  1935.     Class  49. 

820.096.  WHISKEY.  Bohemian  Distbibdtino  Co.  Ltd., 
Los  Angeles.  Calif. 

Filed  June  22,  1935.     Serial  No.  866.507.     PUBLISHED 
AUGUST   13.   1936.     Class  49. 

329.097.  WHISKEY.  Bohemian  Distbibdtixg  Co.  Ltd., 
Los  Angeles.  Calif. 

Filed  June  22.  1935.     Serial  No.  866.506.     PUBLISHED 
AUGUST   13,   1935.     Clasa  49. 

329,098.      WHISKEY,    GIN,    BRANDY,    COGNAC,    RUM, 

ALCOHOLIC    CORDIALS.     AND    GIN     LIQUEURS. 

RECORDS  &  Golds  borough.  Incorporated,  Baltimore, 

Md. 

Filed  June  21,  1985.     Serial  No.  366,488.     PUBLISHED 

AlGUST  13,  1935.     Class  49. 

829.099.  WHISKEY.  Famocs  Distribltino  Corp.,  New 
York,    N.    Y. 

Filed  June  21.  1935.     Serial  No.  366,466.     PUBLISHES) 
AUGUST  18,  1936.     Class  49. 

829.100.  MIXED  DISTILLED  SPIRITS  PRIMARILY  FOR 
CULINARY  PURPOSES.  Philip  De  Jouhxo,  doing 
business  as  E.  De  Journo  k  Flls,  New  Y'ork,  N.  Y. 

Filed  May  7.  1935.     Serial  No.  364,619.     PUBLISHED 
AUGUST  13,  1985.     Class  49. 

329.101.  OVERCOATS.  TOP  COATS,  AND  SUITS  FOR 
MEN.    Lansky  Bros.  Inc.,  Buffalo.  N.  Y. 

Filed  May  9,  1935.     Serial  No.  364,725.     PUBLISHED 
AUGUST  6,  1985.     Class  39. 

329.102.  COVER  PAPER,  BOND  PAPER,  ENAMELED 
BOOK  PAPER,  LEDGER  PAPER.  WRITING  PAPER. 
DRAWING  PAPER.  LITHOGRAPH  PAPER.  AN- 
NOUNCEMENT AND  GREETING  PAPER.  ETC. 
Bradner  Smith  k  Company  Chicago,  III. 

Filed  May  10.  1935.     Serial  No.  364.758.     PUBLISHED 
JULY  23,  1935.     ClaBl  87. 

329.103.  JEWELRY  AND  ARTICLES  OF  ADORNMENT 
MADE  IN  GOLD  AND  PLATINUM,  NOT  INCLUDING 
WATCHES.     J.  k  H.  Flybb,  New  York.  N.  Y. 

Filed  May  11,  1935.     Serial  No.  364.814.     PUBLISHED 
AUGUST  6,  1936.     aaga  28. 

329.104.  MEN'S  AND  BOYS'  SUITS,  OVERCOATS,  AND 
DRESS,  NEGLIGEE,  OR  WORK  SHIRTS.  John  C. 
Macinnrs    Company,    Worcester,    Mass. 

Filed  May  11.  1935.     Serial  No.  364,825.     PUBLISHED 
AUGUST  6,  1036.     Class  39. 

329.105.  GASOLINE,  MOTOR  LUBRICATING  OILS. 
FUEL  OILS  FOR  LIGHTERS,  FUEL  OILS  FOR 
MOTOR  CARS.  AND  HEATER  FUEL  OILS.  Michael 
J.  Strassner,  doing  business  as  Q-D-A  Laboratories. 
Paterson,  N.  J. 

Filed  May  13.  1936.     Serial  No.  364,895.     PUBLISHED 
AUGUST  6,  1936.     Clasa  16. 

329.106.  LUBRICATING  OILS  AND  GREASES.  Native 
Statb  Oil  Company,  West  Los  Angeles.  Calif. 

Filed  May  15,  1935.     Serial  No.  364,966.     PUBLISHED 
AUGUST  6,  1935.     Class  16. 

329.107.  PERIODICAL.  Phillips  Packing  Company. 
Inc..  Cambridge.  Md. 

Filed  May  15.  1936.     Serial  No.  364,969.     PUBLISHED 
JULY  23,  1935.     Class  88. 

829.108.  WHISKEY.  GIN.  BRANDY,  COGNAC,  RUM. 
AND  ALCOHOLIC  CORDIALS.  Records  k  Golds- 
borough,  Incobporatbd.  Baltimore,  Md. 

Filed  June  11,  1935.     Serial  No.  366.069.     PUBLISHED 
ATGUST  13.  1935.     Class  49. 


329.109.  LIQUID  AND  PASTE  PAINTS,  PAINT  PRIM- 
ERS, PAINT  ENAMELS.  AND  LACQUERS.  Pitts- 
burgh Plate  Glass  Company,  Pittsburgh,  Pa. 

Filed  June  11,  1985.     Serial  No.  366,070.     PUBLISHED 
JULY  30,  1935.     Class  16. 

329.110.  PAPER  FASTENERS,  PAPER  CLIPS,  FOLD- 
ERS FOR  BINDING  AND  HOLDING  PAPERS  TO- 
GETHER. DESK  FILES,  CLIP  FILES,  FILE  FAS- 
TENERS, COVERS  AND  STENOGRAPHIC  BOOK 
HOLDERS.  Parrot  Speed  Fastener  Corporation, 
New  York,  N.  Y. 

Filed  Jnne  11,  1935.     Serial  No.  366,072.     PUBLISHED 
JULY  30,  1936.     Class  87. 

329.111.  AUTOMOTIVE  VEHICLE  RADIATOR  SHIELD. 
AN8ALEM  Orvillb  Cobbs.  doing  busluess  as  Cobbs 
Manufacturing  Co.,  Des  Moines,  Iowa. 

Filed  May  27,  1935.     Serial  No.  365.443.     PUBLISHED 
AUGUST  6,  1936.     Clasa  19. 

329.112.  BUILDING  MATERIALS— NAMELY,  WIN- 
DOWS AND  DOORS.  Kracss  Bros.  Lumber  Co.  or 
Fla.,  Tampa,  Fla. 

Filed  May  27,  1936,     Serial  No.  865,461.     PUBLISHED 
AUGUST  6,  1935.     Class  12. 

329.113.  LUBRICATION  OILS.  The  Leonard  Company, 
Chicago,   III. 

Filed  May  27,  1935.     Serial  No.  365,465.     PUBLISHED 
AUGUST  6,  1935.     Class  15. 

329.114.  CLEANSING,  INVIGORATING  AND  DEODOR- 
ANT COMPOUND,  AND  COMPOUND  FOR  THE 
BATH  IN  THE  NATURE  OF  A  WATER  SOFTENER. 
Robert  F.  Mokenus,  doing  business  as  Ferris  Prod- 
ucts, Chicago,  111. 

Filed  May  27,  1935.     Serial  No.  365,472.     PUBLISHED 
AUGUST  6,   1935.     Class  6. 

329.115.  SALVE  FOR  THE  EXTERNAL  TREATMENT 
AND  RELIEF  OP  MUSCULAR  PAINS  AND  THE 
LIKE.  Sinclair  G.  Stanley,  doing  bustness  as  Z.  G. 
Herbs  Co.,  Chicago,  111. 

Filed  May  27,  1935.     Serial  No.  365,486.     PUBLISHED 
AUGUST  6,  1935.     Class  6. 

29,116.  BRACELETS,  PENDANTS,  BARRINGS,  FINGER 
RINGS,  BROOCHES,  NECKLACES,  CHOKERS.  BAR 
PINS.  SCARF  PINS.  AND  OTHER  ARTICLES  OF 
JEWELRY  FOR  PERSONAL  WEAR,  NOT  INCLUD- 
ING WATCHES.  Vogue  Jewelry  Mancpactdring 
Company,  Inc.,  Providence,  R.  I. 
Filed  May  27,  1935.  Serial  No.  365,498.  PUBLISHED 
AUGUST  6,  1035.     Class  28. 

329.117.  CARBONATED  WINES.  Widmer's  Wine  CiX- 
LARS,  Inc.,  Naples,  N.  Y. 

Filed  May  27,  1935.     Serial  No.  366,496.     PUBLISHED 
AUGUST  6,  1036.     Class  47. 

329.118.  HOSIERY.     Claussner  Hosiery  Company,  Pa- 
ducah.  Kr. 

Filed  May  28.  1935.     Serial  No.  365,613.     PUBLISHED 
AUGUST  6,  1936.     Clasj  39. 

320,110.      MILK  MODIFIER  IN  LIQUID  AND  POWDE» 
FORM.      A.    B.    Laing,   doing    business    as    Homogen 
Ijiboratories,   Los  Angeles,   Calif. 
Filed  May  28,  1035.     Serial  No.  365,510.     PUBLISHED 

AUGUST  6.  1035.     Class  46. 

829.120.  CARPET  SWEEPERS.  Bissell  Carpet  Sweep- 
er  Co.,  Grand  Rapids.  Mich. 

Filed  May  31.  1035.     Serial  No.  365,503.     PUBLISHED 
AUGUST  6.  1035.     Class  23. 

320.121.  PRINTED  BIBLE  LESSONS.  Eleanor  Kincs- 
LEY  Bragdon,  Los  Angeles,  Calif. 

Filed  May  31,  1035.     Serial  No.  365,594.     PUBLISHED 
AUGUST  6,  1935.     Class  38. 

329.122.  PERIODICAL  PUBLICATIONS.  Coktainbr 
Corporation  or  America,  Chicago,  III. 

Filed  May  31,  1935.     Serial  No.  865,603.     PUBLISHED 
AUGUST  8,  1035.     Class  38. 
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329.123.  CLOSIKK  DEVICES  FOR  AUTOMOBILES — 
NAMELY.  GAS  TANK  CAPS,  RADIATOR  CAPS,  HUB 
CAI'S,  AND  OIL  FILLER  CAPS.  Eatox  Detroit 
Mktal  Company,  Cloveland,  Ohio. 

VUfii  May  31,   1935.     Serial  No.  365.609.     PUBLISHED 
AIGLST  6,  1935.     Oaas  19. 

329.124.  JEWELRY  FOR  PERSONAL  WEAR  OR 
AIMJIJNMENT  NOT  INCLUDING  W.VTCUES.  B.  F. 
HiRSCH,  Inc..  New  York.  N.  Y. 

Filed  May  31,  1935.     Serial  No.  365,623.     PUBLISHBD 
AUGUST  6.  1935.     Class  28. 

329.125.  FRf:SH  VEGKTABLES.  Major  DisTRiBCTixo 
CnMPA.NV,    Salinat*.    Calif. 

Filed  May  .:i,  1935.     Serial  No.  365.635.     PUBLISHED 
AUGUST   6,    1935.      Clasa   48. 

329.126.  CHEESE.  Tilla.viook  CoontT  Ckeamckt  Asso- 
ciATio.v,  'nilamook,  Oreg. 

FUe<I  May  31.   li»35      Serial  No.  365,674.     PUBLISHED 
AUGUST  6,  1935.     Class  i*\. 

329.127.  MEN'S  AND  BOYS'  SUITS.  SEPARATE  TROU- 
SERS. COATS.  FANCY  VESTS.  AND  OVERCOATS. 
HABBY  I.  GAN.v,  (loin;;  business  as  Harry  I.  Gann  A 
Co..  Baltimore,   Md 

FiU-.l  June  3,    1935       Serin!   No.   365.729.      PUBLISHED 
AUGUST    ti.    1935.      Cla-ss    39. 

320.128.  COCKTAILS.  Town  H0c8»  Corpobatjo.v.  Reno. 
Nev. 

Filed  June  ?    1935.      Serial  No.  365.750.      PUBLISHED 
AUGUST    13,    1935.      Class   49. 

329.129.  WHISKIES,  GIN,  AND  RUM.  KRADS  BR08  k 
CO  .   IM   .   New  York,    .N.   Y. 

Filed  June  4,   1935.      Serial  No.  365.769.      PUBLISHED 
AUGUST  13,   1935.     Clas.s  49. 

320.130.  PUBLICATION,  RATED  AS  A  PERIODICAL. 
J.  E.  (ioDwiN,  WHshliii?toii,  D.  C,  assignor  to  Known 
Truth    Inc.,    Washington.   D.    C. 

Filed   June  4.   1935.      Serial   No.  365,788.     PUBLISHED 
AliJUHT   6.    1935.      Class   38. 

329.131       DOG   FOOD.     BasMOCK  FOOD  Compant,   Incor- 
PORATiD.    West    ("hestpr.    Pa. 
Filed  June  5,    1935.     Serial  No.  365.792.     PUBLISHED 
.VUGUST   6,    1935.      Class   46. 

329.132.  READY   MIXED  PAINTS.  VARNISHES.  PAINT 
ENAMELS.    STAINS.    PAINT   C0I>f1RS    IN    OIL.    AU 
TOMOBILE    POLISH.    AND    Fl  RNITIRE    POLISH. 

ALBERT    K.    SHILDOM    ("OMPANY,    CambliflKP.     Ma»s 

Filed  June  5.    1935.     Serial  No.  365.821.      PUBLISHED 
AUGUST    6.    1935.      Cla.'iS    16. 

329.133.  LigilD  AND  PASTE  PAINTS.  PAINT  PRIM- 
ERS. PAINT  ENAMELS.  AND  LACQUERS  PITTS- 
BURGH   PLATi:   GLASS   COMPANY.    PlttsbuTuh,    Pa. 

Filed  June  20.  1935.  Serial  No.  366,432.     PUBLISHED 

JULY  30,   1935.     Clas-s  16. 

329.134.  WHISKEY.  Oldetyuk  I)isriLLKR.s.  Inc.,  New 
York.   N.  Y. 

Piled  Jane  20.  1935.     Serial  No.  366.430.     PUBLISHED 
AUGUST    13.    1935.      Class    49. 

329.135.  APPARATUS  FOR  TESTING  THE  QUALITY 
AND  QUANTITY  OF  OIL.  LCB-O-MiriH,  INC.,  Chi- 
cago,   III. 

Filed  June  20,  1935.     Serial  No.  366.420.     PUBLISHED 
AUGUST   6,    1935.      Class   26. 

329.136.  GIN.     F-C  G  IMPORTTRS,   IMC.  New  York.  N    Y. 
Filed  June  20,  1935      Serial   No.  306,410.     PUBLISHED 

AUGUST    13.    1935.      Class    49. 

329.137.  EMBOSSED  GLASSINE  PAPER.  WestfieI-d 
RiTEH  Pa«be  company,  lyr     Knssell.   Mas.s 

Filed  June  19.  1935      Serial  No.  366.386.     PUBLISHED 
JULY  30.  1935.     Class  37. 

329.138.  TYPEWRITING  MACHINES  AND  PARTS 
THEREOF.  U"»DERwooD  Elliott  Fishir  Compa.vy, 
New  York.  N.  Y. 

Filed  Jane  19,  1935      Serial  No.  366,383      PUBLISHED 
AUGUST    6,    1935.      Class    23. 


329,130.       MAGAZINE     PUBLISHED     MONTHLY.        Hit 
SAi.8BrRY'8   I>ABOBATORiE.s,  Charles  city.   Iowa. 
FUeil  June  19,  1935.     Serial  No.  366.376.     PUBLISHED 
JULY  30.  1935.     CIas«  38. 

329.140.  BOOK  AND  COVER  PAPERS.  Peninsulas  Pa- 
per   COMPANY,    Yp.<<IIantl.    Mich. 

Ftleil  June  19,  1935.     Serial  No.  366.370.     PUBLISHED 
JULY  30,  1035.     Class  37. 

329.141.  ONE  MAN  CROSSCUT  SAWS.  TWO  MAN 
CROSSCUT  SAWS.  AND  CIRCULAR  CROS8WOOD 
SAWS.  B.  C.  Atkins  and  Company,  doing  business 
as  Sheffield  Saw  Works.  Indianapolis,  Ind. 

Filed  June  19.  1935.     Serial  No.  366.351.     PUBLISHED 
AUGUST    6,    1035.      Class    23. 

329.142.  MONTHLY  PUBLICATION.  The  FEibndly  SO- 
ciBTY  or  ENOBAVER8,  doIng  business  as  The  Friendly 
Society  of  EngrsTers  and  Sketrhmakers,  Auburn,  R.  I. 

Flle^l  June  18,  1935.     Serial  No.  366.321.     PUBLISHED 
JULY   30,    1935.      CUss   38. 

329.143.  WHISKEY.  GIN,  RUM.  BR.VK.OY.  AND  ALCO- 
HOLIC   CORDIALS.       CONTINENTAL    DISTILLING    COR 
pobatiox,  Philadelphia,   Pa. 

File<l  June  15.  1985.     Serial  No.  366,220.     PUBLISHBD 
AUGUST   13,    1935.      Class  49. 


329.144.  BRANDY.     James  Clabk   Distilliko  Cobposa- 
nON.  Jersey  City.  N.  J. 

Filed  June  15,  1935.     Serial  No.  366,228.     PUBLISHED 
AUGUST   18.    1035.     CUss  40. 

329.145.  PILE  FABRICS  IN  THE  PIECE.  SIDNEY 
BLCMBNTHAL  A  CO.    INC.,   New   York.   N.   Y. 

Filed  June  13,  1035.     Serial  No.  366.136.     PUBLISHED 
AUGUST  6.   1935.     CUss  42. 

.■{29.146.       PILE     FABRICS     IN    THE     PIECE.       SiDNBY 
Blumbntiial  a  Co.  Inc.,  New  York.  N.  Y. 
Filed  June  13.  1935.     Serial  No.  366.135.     PUBLISHED 
AUGUST  e,    1035.     Class  42. 

329,147.      COLD  WATER   PAINTS.     ThB  AmebiCaN   GyP- 
SiM   Company.    Port    Clinton,    Ohio. 
Filed  June  13.  1035.     SerUl  No.  366.132.     PUBLISHED 
JULY   30.    19.35.      Class    16. 

329.148  I  U.MI(;aNT  West  Di8iNrECTlN«;  Compaky. 
LonK   Island  City,  N.  Y. 

Filed  June  12.  1935.     Serial  No.  366.128.     PUBLISHED 
AUGUST  6.   1936.     CUss  6. 

329.149  PAPER  SUITABLE  FOR  RECEIVING  IM- 
I'KEHSIONS  FUOM  CVRBON  SHEETS  V.*llby 
FORGB  Enyelops  a  pAPBB  COMPANY.  Philadelphia. 
Pa. 

Filed  June  12,  1035.     Serial  No.  366,126.     PUBLISHED 
JULY   30,   1935.      Class  37. 

329.150.  HEAI)IN<J  FOR  A  COLUMN.  A  DEPARTMENT. 
A  FEATURE.  AN  ARTICLE.  OR  SERIES  OF  AHTI- 
CLKS  DEALING  WITH  CURIOUS  ITK.MS.  ODD 
FACTS.  EMC.  Joseph  F  Montaoob.  New  York. 
N.  Y. 
Filed  June  12,  1936      Serial  No.  366,110.     PUBLISHED 

JULY    30,    1935.       Class    38. 

329,151  AIXTOHOLIC  CORDTAIJ?— NAMELY,  APRI- 
COT, ANISETTE.  BLACKBERRY,  CHARTREUSE. 
CHERRY.       CREME       DE       CACAO.      CREME      DE 

MENTIIE.     CURACAO,     GOLDWASSER.     KIMMEL, 

MARASCHINO      PEACH.     HOCK     AND     RYE.     AND 
SLOE  GIN.     Mar  Salle  Cmhaoo  Company,  Chicago, 
III. 
Filed  June  12,  1935      Serial  No.  866,104.     PUBLISHED 
AUGUST    13.    19.S6       Class    49 

329.152.     SWEATERS.     Oltmpia  KMixTiNO  Mills,  Inc., 
Olympla.   Wash. 
Filed    December    20,    19H3       Serial    No.    845.173.      PUB- 
LISHED JANUARY    29,    1935.      Clans   39. 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


329.153.  (CLASS  37.  PAPER  AND  STATIONERY.) 
TAGCRArr  Corporation,  Lancaster.  Pa.  Filed  July  19, 
1034.      Serial    No.    354,100. 

TAGCRAFT 

For  Tags  ami  Labels. 

Claims  use  since  June  20,  1934. 


320.154.  (CLASS  45.  BEVERAGES.  NONALCOHOLIC.) 
ALEX  Rosenthal,  doing  business  as  AtUntIc  Food 
I'Scking  Co.,  Trenton,  N.  J.  Filed  July  29,  1935.  Se- 
rUI   No.   367,807. 

For    Nonalcohoyc.    Msltless    Concentrate    for    Making 
Soft  Drinks. 

Claims   use   since   May   1.    1034. 


320,156.  (CL.\SS  44.  DENTAL.  MEDICAL.  AND  SUR- 
GICAL APPLIANCES.  MacGbboob  Inbtbombnt  Com- 
pany. Needham,  Mass.  Filed  June  22,  1935.  Serial 
No.  366.522 

Fur   Hyi>odermlc   Needles  and  Surgical   and   Dental    In- 
struments. 

Claims  use  since  1012. 


3-29.156.       (CLASS    11.       INKS    AND     INKING     MATE- 
RIALS.)      COLOMBIA    RIBBON    A    CARBON    MfO.   CO.,    INC., 

Glen   CoTe,    N.    Y.      Filed   June    20.    1935.      Serial   No. 
366,452. 

For  Carbon  Psper 

Claims  use  since  May   16,  1934. 


329,167.  (CLASS  38.  PRINTS  AND  PUBLICATIONS.) 
Jos.  O.  VOOBL,  Pittsbnrgb,  Pa.  Filed  June  28,  1985. 
Serial  No.  866.701. 

Guide  Syslein 

Easy  Drawing 

Lessons 

For  Books  of  Instructive  Drawing  Published  in  a  Series. 
Claims   use   since    May    1,    1934. 


329.158.  (CI>A88  46  FOODS  AND  INGREDIENTS  OF 
FOODS.)  ViCTOB  Frcit  Obowbbs.  iwc.,  Victor,  Calif. 
Filed  Mav  20.   1935.      Serial  No.   365,178. 

CHICACO 

^Pe<iAL 


For  Fresh  Grapes. 

Claims  use  since  Aug.  29.  1034. 


329.159.  (CLASS  23.  CUTLERY.  MACHINERY.  AND 
TOOLS,  AND  PARTS  THEREOF.)  SArrKE  QnoiN 
COMPANY,  Seattle,  Wash.  Filed  May  18,  1935.  Serial 
No.  .S65.108. 

SAFTEE 

For  Printers'  Quoins,  Perforating  and  Scoring  Qrlp- 
pers  for  Platen  Printing  Presses,  and  Scaled  Adjustable 
Gauge   Pins  for  Platen   Printing   Presses. 

CUiros   use  since  Aug.   1.    1934. 


329.160.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) Milton  H.  Lees,  doing  business  as  Westco 
Liquor  ProducU  Co.,  San  Francisco,  Calif.  Filed  Feb. 
27,  1935.      Serial  No.  361,891. 


I 


0 


Knnij  X9M^\ 


For  Whiskey. 

Claims  use  since   Sept.    1.    1984. 


329.161.  (CLASS  29.  BROOMS.  BRUSHES.  AND  DUST- 
ERS.) Stanley  Home  Pboddcts,  inc.,  Westfleld,  Mass. 
Filed  Feb.  7,  1935.     Serial  No.  361,150. 


For  Cleaning  Device  Composed  of  Special  Composition, 
Embodying  the  Principle  of  Static  Electricity  to  Pick  Up 
and  Hold  the  Particles  of  Dust  Thereon  by  Static  Suc- 
tion  or   Action    Particularly   a   Clothes   Cleaning    Device. 

Claims  use  since  Dec.   15,  1934. 


329,162.  (CLASS  23.  CUTLERY,  MACHINERY,  AND 
TOOLS,  AND  PARTS  THEREOF.)  Tub  National  MA- 
CHINERY COMPANY,  Tiffin,  Ohio.  Filed  Jan.  31,  1036. 
Serial    No.    360.897 

BOLTMAKER  , 

For  Upsetttnp  and  Heading  Mflchlnes  for  Bolt  Blanks. 
Claims  use  since  May  17,   1933. 


329,168.  (CLASS  45.  BEVERAGES.  NONALCOHOLIC.) 
GBISTEDB  BROS.  INC..  New  York,  N.  Y.  Filed  Jan.  15, 
1036.      Serial   No.   360.275. 

Qrisdalb 

For    Nonalcoholic    Maltless    Beverages     Sold    as    Soft 
Drinks. 

Claims  use  since  July  18,  1933. 
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329,ltt4.  (CLASS  49.  DISTILLED  ALCOHOLIC  LIQ- 
UORS.) MiLTO.N  H.  I.MS,  doing  business  as  Westco 
Liquor  Products  Co..  San  Francisco,  Calif.  Filed  Not. 
8,  1934       Serial  No.  358.035. 


terburw 


For  Gin 

Claims   u»p   since  Sept.   1.    1034. 


329,166.  (CLASS  42.  KM  ITKU,  NETTED,  AND  TEX- 
TILE FABRICS.)  RiKiKL  TK.vTiLB  COkpobation,  New 
York,   N.   y.     Filed  Oct.  31,   1934.     Serial  No.   357,744. 

DIONNE 


For  Cotton  Piece  Goods  and  Diapers. 
Claims  use  since  Aug.   28,   1934, 


329,166.  (CLASS  49  DISTILLKI-  ALCOHOLIC  LIQ- 
UORS.) LOUI8  i'HiLippE  iBXMiER,  .\Bnieres,  France. 
Filed  Oct.  29.   1934.     Serial  No.  357.649. 

PREMIER    FiLs 

For    Flavoring    for    L>lstiU^'d    Spirits. 
Claims  use  since  Aug.   10,   1934. 


329.167.       (CLASS    34.       IIE.ATING,     LIGHTING.     AND 

VE.N'Tir.ATI.N'G  ArPAi{.\TT  S  I  BHtJNNKR  Enoinbbhino 
CoKPoaATios'  or  .new  Iork.  New  York.  N.  Y.  Filed 
Sept.    24,    1934.      SerUl   No.   356,333. 

DRAFT 
BALANCER 

For    Fan   and    Blower    Forced    Draft    Coal    Furnace  At- 
tachment. 

Claims  use  since   May,    1930. 


329,168.  (CLASS  35.  BELTING,  HOSB.  MACHINERY 
PACKING,  AND  NONMBTALI.IC  TIRES.)  Bowls 
Sbal  Fast  Cobporation,  Indianapolis.  Ind.  Filed  Aug. 
31,    1934.      SfTial    .No     .'{.'.5  tjns 


For    Portable    Patching;    Kits    fnr    McnJlng    Pneumatic 
Tires  and  Tubes. 

Claims    use    since    Jan.    1,    1929. 

328.169.      (CLASS  48.     MALT  BBYKRAOBS   AND  LIQ- 
UORS.)     SABINA8  BBBWINQ  COMPANT,  SftO  Autonio,  TeZ. 

Filed  Apr.  12,  1084.     Serial  No.  349.910. 


BEER 


For  Keg  and  Bottle  Beer. 
Claims   use    since    .May    1      1909 


329,170.       (CLASS    37        PAPVR    AND    STATIONERY.) 

TH«     CHAMnOM     COATTD      I'Apta      COllPANT,      IlamtltOD, 

Ohio.     Filed  Dec.  1.  1932.     Serial  No.  332.644. 


k-Rite 


For   Bond   Paper. 

Claims  use  since  Nov.   18,  1932. 


TRADE-MARK  REGISTRATIONS  RENEWED 


12.765.  AGRICUr.TT'RAL  IMPLEMENTS  NAMED.  Reg- 
istered .N'ovember  17.  1885.  S.  L.  Atr.BS  A  Co.  Re-re- 
newed November  17.  1935,  to  8.  L.  Allen  k  Co.  Inc., 
Philadelphia,  Pa.,  a  corporation  of  Pennsylvania,  as- 
signee. 

105.741.  CFRTAIN  NAMFD  SPORTING  GOODS  Reg- 
istered August  17.  1915.  THK  IIOBACB  Parthidgb  Com- 
PAVT,  Boston.  Mass.,  a  corporation  of  Massachusetts. 
Renewed   Augu<Tt    17.   1935. 

10fl..31«(,  METAL  rnATNS  FOR  I'ERSONAL  WEAR. 
Registered  October  lf>,  1915.  W  Forstner  ro  ,  Provi- 
dence. R.  I.  Renewed  October  19.  1935,  to  General 
Chain  Company  Inc.  North  Attleboro,  Mass..  a  cor- 
poration ..f  Massachusetts,  assignee  by  mesne  as- 
signments. 

108,461.  POWDER  AND  DYNAMITE.  Registered  Feb- 
ruary 8.  1916  ATLA.S  POWDER  roMPAVT.  WllminKton. 
Del.,  a  corporation  of  Delaware.  Renewtd  February  8. 
1936. 


108.687.  LEATHER  BOOTS  AND  SHOES.  Registered 
February  15,  1916  Th«  B«ck  Shob  COMFAnt.  Brook- 
lyn, N.  Y.  Renewe<l  February  15,  1936.  to  R.  P.  Has- 
zard  Co.,  Aognsta.  Maine,  a  corporation  of  Maine,  •■- 
Rignee  by  mesne  assignments. 

108.595.  COFFBK.  TEA.  SPICES.  RICE.  AND  PEA- 
NUTS. Registered  Febraary  IB.  1916.  Th»  JaMES  O. 
Gill  Co.,  In-c.  Norfolk.  Va..  a  corporation  of  Virginia. 
Renewed   February  15.   1936. 

108.600.  CHEESE.  Registered  February  15.  1916. 
HACPT  A  Brnoi  New  York,  N.  Y.,  a  firm.  Renewed 
February    15,    19.16. 

108.661.  FUR.NITURK  Registered  Febmary  22,  1916. 
M.  R»iRCHM*Ns  A  RovB.  TNT,  New  York,  N.  Y.,  a  cor- 
poration of  .New  York.     Rt  n.  wed  F.brnary  22.  1936. 

108.684.  GA8-LAMP8.  VAPOR-LAMPS.  AND  OIL- 
LAMPS  Reclstered  February  22.  1910  TH»  BOCK- 
LlT,  .NEWHALi,  COMPANT,  .New  York  and  Brooklyn,  N.  Y., 
a  corporation  of  New  York.  Renewed  Febraary  22, 
1936. 


108.685.  CLOTHES-WRINGERS  AND  WASHING-MA- 
CHINES. Registered  February  22.  1916.  THE  BUCK- 
L»T,  NiwHALL  COMPANY,  New  York  and  Brooklyn,  N.  Y., 
a  corporation  of  New  York.  Renewed  February  22, 
1936. 

108.723.  WHEAT-FLOUR.  Registered  Febraary  22, 
1916.  The  Scott  County  Milling  company,  Sikeston, 
Mo.,  a  corporation  of  Missouri.  Renewed  February  22, 
1936. 

108.724.  WHEAT-FLOUR.  Registered  February  22,  1916. 
The  SroTT  County  Milling  company,  Sikeston,  Mo.,  a 
corporation  of  Missouri.      Renewed   February   22.   1936. 

108.854.  PAPER  BAGS.  Registered  February  29.  1916. 
COLUMBIA  PAPER  BAG  COMPANT.  Baltimore.  Md..  a  cor- 
poration   of    Maryland.      Renewed    February    29,    1936. 

108.855.  PAPER  BAGS.  Registered  February  29,  1916. 
COLUMBIA  I'ApKB  Bao  COMPANY,  Baltimore.  Md..  a  cor- 
poration   of    Maryland.      Renewed    February    29,    1936. 

108.856.  PAPER  BA(;8.  Registered  February  29,  1916. 
COLUMBIA  Papeb  BAG  COMPANT.  Baltimore,  Md..  a  cor- 
poration   of    Maryland.      Renewed    February    29.    1936. 

108.857.  PAPER  BAGS.  Reglntered  February  29,  1916. 
COLUMBIA  PAPER  BAG  COMPANY,  Baltimore.  Md.,  a  cor- 
poration   of    Maryland.      Renewed    Febraary    29.    1936. 


108.858.  PAPER  BAGS.  Registered  February  29,  1916. 
COLUMBIA  PAPER  BAG  COMPANY,  Baltimore,  Md.,  a  cor- 
poration   of    Maryland.      Renewed    February    29,    1936. 

108.859.  PAPER  BAGS.  Registered  February  29,  1916. 
COLUMBIA  PAPER  Bag  company,  Baltimore,  Md..  a  cor- 
poration  of    Maryland.      Renewed    February    29,    1936. 

108.860.  PAPER  BAGS.  Registered  February  29.  1916. 
COLUMBIA  Papeb  Bag  company,  Baltimore.  Md.,  a  cor- 
poration  of    Maryland.      Renewed    February    29,    1936. 

108.861.  PAPER  BAGS.  Registered  February  29,  1916. 
COLUMBIA  PAPER  Bag  company,  Baltimore,  Md..  a  cor- 
poration   of    Maryland.      Renewed    February    29.    1936. 

108.862.  PAPER  B.VGS.  Registered  February  29,  1916. 
COLUMBIA  PAPER  BAG  COMPANT,  Baltimore,  Md.,  a  cor- 
poration   of    Maryland.      Renewed    February    29.    1936. 

108.863.  PAPER  BAGS.  Registered  February  29,  1916. 
COLUMBIA  PAPER  BAG  COMPANY.  Baltimore,  Md..  a  cor- 
poration  of    Maryland.      Renewed    February    29,    1936. 

108.864.  PAPER  BAGS.  Registered  February  29.  1916. 
COLUMBIA  PAPER  BAG  COMPANY,  Baltimore,  Md.,  a  cor- 
poration   of    Maryland.      Renewed    February    29.    1936. 


LABELS 

REGISTERED  OCTOBER  15,  1935 


46,527.— THtfe;  LEGIONNAIRE  FAMOUS  EVERY- 
WHERE. For  Cigars.  Herman  C.  Bili.krbbck.  Val- 
paraiso, Ind.     Published  June  17.  1933. 

46.528.— r«le;  CHAMBERLAIN  VACUUM  DOUGH.  For 
t  ement  and  Patching  Material  for  Repairing  Pneu- 
matic Tubes.  Lee  Ralph  Chamberlain,  doing  busi- 
ness as  Chamberlain  Sales  Co.,  San  Antonio,  Tex. 
Published  January   14,  1935. 

46,629.— ril/c.  CHAPPEL  KKNL-RATION.  For  Canne<l 
Dog  Food.  CHAPPEL  BROS.,  INC.,  Rockford,  111.  Pub- 
lished August  30,  1935. 

46.5.30— Tf</r.  CHOTTAY  PROCESS  CROQUIGNOLE  LO 
TION.  For  Croqulgnole  Lotion.  ChottaT.  Inc., 
Long  Island  City,  N.  Y.     Published  June  12,  1936. 

46.531— TifJe.  CHOTTAY  PROCESS  SPIRAL  IX)TION. 
For  Spiral  Lotion.  ChottaT.  Inc..  Long  Island  City, 
N.  Y.     Published  June  12.  1935. 

46.532.— 7'<f/e;  SPELLING  BEE  BLOCKS.  For  Game 
Blocks.  The  Educational  Bi.ock  and  Game  Com- 
pany, Inc.,  doing  business  as  The  Educational  Block 
and  Game  Co..  Grand  Rapids,  Mich.  Published  July 
1.  1935. 

46.533— T<«e;  SPELLING  BLOCKS.     For  Game  Blocks. 

THE    EDtJCATIONAL    BLOCK    AND    GAME    COMPANY,    INC., 

doing  business  as  The  Educational  Block  and  Game 
Cx).,  Grand  Rapids.  Mich.     Published  July  1,  1935. 

46,534— TiHe.-  SPELLING  BEE  BLOCKS.  For  Game 
Blocks.  The  educational  Block  and  Game  Com- 
pany, INC..  doing  business  as  The  Educational  Block 
and  Game  Co..  Grand  Rapids.  Mich.  Published  July 
1.  1935. 

46,535.— Title;  EHLER8  1-4-12  COFFEE.  For  Coffee. 
albert  Ehlehs,  inc..  New  York.  N.  Y.  Published 
September  9.  1935. 

46,636.— 7 i<l«:  SEMINARY  OIL.  For  an  Oil  for  Reliev- 
ing Periodic  Pains  and  Treating  Itching  Piles. 
Charles  M.  Fabbeh,  doing  business  as  The  Seminary 
Oil  Co..  Seattle,  Wash.     Published  June  21.  1935. 

46,637. — rule:  STERl-MAT-PACK.  For  Sterilised  Ma- 
ternity Bundles.  James  Professional  supplies.  New 
York,  N.  Y.     Published  June  3.  1935. 

46,538. — Title:  ESTORIL.  For  Candles  and  Chocolate. 
Robt.  a.  Johnston  Co..  Milwaukee.  Wis.  Published 
Jaly  12,  1935. 


46,539— V'i»c;  EDUCATIONAL  SUGAR  MINTS.  For 
S>jgar  Mints.  Abthur  Knohpp,  doing  business  as 
Knorpp  Candy  Co.,  Brooklyn,  N.  Y.  Published  July 
1,  1935. 

46.540. — Title:  PANACEA.  For  a  Foot  Powder.  The 
L.  &  R,  PRODUCTS  Co.,  Inc.  Portsmouth,  Ohio.  Pub- 
lished July  20,  1935. 

46.541.— 7'if'c;  COCKTAIL  MIX.  For  a  Blended  Mix- 
ture Used  in  Making  Cocktails.  MOBRig  Lepofskt, 
doing  business  as  Morris  Extract  Company.  Detroit, 
Mich.      Published   July  2.   1935. 

46.542— 7'«/I«;  ZOBELEINS  EASTSIDE  TASTE  OF  ITS 
SUPERIOR  QUALITY.  For  Beer.  Los  Angeles 
BBEwiNo  Co.,  Los  Angeles,  Calif.  Published  May  1. 
1935. 

46.543— r«Ie;  DIAMOND  JIM.  For  Whiskey.  A.  Ltox, 
Los  Angeles.  Calif.     Publlphed  August  21.  1935. 

4Q,544— Title:  MAGIC  WASHING  SOLUTION.  For  a 
Washing  Solution.  Magic  Manufactcbing  Co., 
Charleston,  W.  Va.     Published  August   16.   1935. 

46.646— 7'it/c;  TRUSTWORTHY.  For  Used  Pneumatic 
Tires.  IIabry  Malasky.  Washington,  D.  C.  Pub- 
lished  August  28,  1935. 

46.546— ri/Je;  MCELROYS  PREFERRED.  For  Sliced 
Bacon.  John  T.  Mcelroy  Packing  Company,  East 
El  Paso.  Tex.     Published  September  1,  1934. 

46,547.— Title;  ORCHARDS  TRUE  MAPLE  FLAVORED 
DEXTROSE  SUGAR.  For  True  Maple  Flavored  Dex- 
trose Sugar.  Orchard  Products  Company,  Chicago, 
111.      Published    October    18.    1934. 

46,648— 7'<fle;  ORCHARD'S  FRUITED  DEXTROSE  SU- 
GAR WITH  FRUIT  ACID.  For  Fruited  Dextrose 
Sugar  with  Fruit  Acid.  Obchard  Pbodccts  Com- 
pant,  Chicago,  111.     Published  October  18.  1984. 

46.549. — 7«/If;  WHITE  PEPPER.  For  White  Pepper. 
A.  SCHILLING  A  COMPANY,  San  Francisco,  Calif.  Pub- 
lished June  1,  1933. 

46.660.— T«Ze;  SAVORY.  For  Savory.  A.  Schilling  k 
COMPANY,  San  Francisco.  Calif.  Published  June  1, 
1933. 

46.551.— T«/c;  MUSTARD.  -For  Mustard.  A.  Schilling 
A  COMPANY,  San  Francisco.  CallfT  Published  June  1, 
1933. 
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46.552— TitU:  PASTRY  SPICE.  For  Pastry  Spice.  A. 
SCHILLING  &  COMPANY.  S«n  Fr«nclgco,  Cailf.  Pub- 
lished June  1.  1033. 

4«,55S.— T«i«:  CRE.VM  Ob'  TARTAR.  For  Cream  of  Tar- 
tar. A.  SCHiLUNo  &  COMPANY,  San  Francisco,  Calif. 
Published  June  1,  1933. 

4&,5o4— Title:  TUMERIC.  For  Tumeric.  A.  Schilling 
A  COMPANY,  San  Francisco.  Calif.  Published  June  1, 
1933. 

4Q,55o.— Title:  POULTRY  SEASONING.  For  Poultry 
Seasoning.  A.  Schilling  k  Company,  San  Francisco. 
Calif.      I'ubllshed  June   1.   1933. 

46.556.— rifle;  SOUTHERN  PRIDE.  For  Bourbon  Whis- 
key. WALKWa  or  boston.  Inc.,  Bostoo.  Masa.  Pub- 
lished July  18.  1935. 


46.557.— T«I«;  OHIO  SUPERFINE  BRAND.  For  Straight 
Bourbon  WbUkey.  Walkm'8  or  Boston,  Inc.,  Bo^ 
ton.  Mass.     PubllMhe<l  July  17.  1935. 

46.558— r«i«.  OHIO  BRAND  STRAIGHT  RYE  WIIIS- 
KKY.  For  Straight  Rye  Whiskey.  Walkbe's  or 
BOSTON,  INC.,  Boston,  MasM.  Published  July  18, 
1936. 

46,569 —r<ti«;  OHIO  BRAND  STRAIGHT  BOURBON 
WHISKEY.  For  Straight  Bourbon  Whiskey.  Walk- 
«Bg  or  BOSTON,  INC.,  Boston,  Mass.  Published  July 
17.    1935. 

46,560  —r«.'«:  WIGHTCREST.  For  Straight  Rye  Whis- 
key. Thi  F«ank  L.  wight  distilling  Co..  Ix>rle7 
and  Baltimore.  Md.     Published  May  14.  1935. 

46.561 —r«te.-  WRIOLEY'S  DOUBLE  MINT  CHEWING 
GUM.  For  Chewing  Gum  Wm  vvhi<;ibt  Jb.  Com- 
pany, Chicago.  111.     Pobllsliea  beiituuiber  6.   1935. 


LABELS  RENEWED 


14,323.  NILBS  4  MOSBR'S  HAND  MADK  FOR  CIGARS. 
Registered  August  26,  1908.  Nii.s.s  k  .Mussr  Cioai 
Company,  Kansas  City.  Mo.,  a  corporation  of  Missouri. 
Renewed   August   25.    1936. 


PRINTS 


REGISTERED  OCTOBER  15,  1935 


15.417— T«Ie.-  SIX  YEARS  OF  SPECIAL  HAZARDS' 
For  Wheat  Brfakfiist  Food  The  CHkam  or  Whcat 
COBPORATiov.  Mlaru'apolis,  Minn.  I'ublishPd  Septem- 
ber 5.   1935. 

15,418.— Tif/?.  TRANSPARO  ARTCORNERS  For  Cor- 
ners for  Mounting  i'hotoKi  aphs,  I'rints.  Stamps,  Etc. 
Engbl  Abt  Corners  Mro.  Co.,  Chicago,  111.  Pub- 
lished August  19.  1933. 
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16,420.— Tit  J«;    MARK  WELL    ?.    WAY    FASTENER.      For 

Fasteners.   Makkwbll  Mro.  Co.  Inc.,  New  York,  N.  Y. 

Published   September   10.   1936. 
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19.720 

PROCESS   OF   RECOVERING    HALOGENS 
Harry  E.  Bierbaum.  Long  Beach,  Calif.,  assijfnor 

to  General   Salt  Company,  Ltd..  Los  Angeles, 

Calif.,  a  corporation  of  California 
No  Drawing.     Original  No.  1.972.546.  dated  Sep- 
tember 4.  1934,  Serial  No.  669.795.  May  6.  1933. 

Application  for  reissue  August  12,  1935.  Serial 

No.  35,809 

20  Claims.     (CI.  23—217) 

1.  The  process  for  recovery  of  halogens  from 
solutions  containing  the  same  which  cnmprL'^es: 
adsorbing  elemental  halogen  on  an  adsorbent 
agent;  contacting  said  adsorbent  agent  contain- 
ing adsorbed  halogen  with  an  aqueous  .solution  of 
a  reagent  capable  of  reacting  with  said  halogen 
to  form  a  substantially  non-volatile  substance,  so 
as  to  produce  a  wet  mixture  containmp  .said  ad- 
sorbent agent  and  said  substance:  heatmg  said 
mixture  to  dry  the  same  and  eliminate  organic 
impurities  therefrom  while  retaining  said  ad- 
sorbent agent  and  said  substance  in  the  dried 
mixture;  separating  said  substance  from  .said 
adsorbent  agent;  converting  the  halogen  con- 
tained in  .said  substance  to  elemental  form;  and 
recovering  said  halogen. 


19.721 

ADJUSTABLE  AUTO  ARMREST 

Harrington  Solon  Genung.  Minneapolis.  Minn. 

Original  No.  1.892.048.  dated  December  27.  1932, 

Serial  No.  451.477.  May  10.  1930.     Application 

for  reissue  March  21,  1934,  Serial  No.  716.683 

2  Claims.     (CI.  155—198) 


2.  An  arm  rest  for  vehicle  doors  comprising 
in  combination  a  supporting  plate,  havmg  an 
elongated  horizontally  disposed  opening  formed 
therein,  said  supporting  plate  adapted  to  be  .se- 
cured to  a  door,  a  plate  having  laterally  extended 
parallel  end  portions  and  an  opening  there- 
through, a  shank  having  an  elongated  opening 
and  disposed  between  the  parallel  end  portions 
of  the  .second  named  plate  and  at  an  angle  to 
the  opening  in  the  supporting  plate,  means  ex- 
tending through  the  openings  of  the  plates  and 
of  the  snank  to  adjustably  clamp  the  shank  to 
the  plate.s  and  an  arm  support  secured  to  one  end 
of  the  shank. 


19.722 
WALL-SLTPORT  STRUCTtTlE 

Earl  F.  Hauserman.  Cleveland  Heights,  Leroy  D. 
Mowery,  Cleveland,  and  John  A.  Bohnsack, 
Cleveland  Heights.  Ohio,  assignors  to  The  E.  F. 
Hauserman  Company,  Cleveland,  Ohio,  a  cor- 
poration of  Ohio 

Original  No.  1.725.349,  dated  Augrust  20.  1929, 
Serial  No.  134,112.  September  7,  1926.  Reissue 
No.  17.547,  dated  December  31.  1929.  Serial  No. 
404,187,  October  29.  1929.  This  application  for 
reissue  February  18.  1935,  Serial  No.  7,152 
7  Claims.     (CI.  189— 34 J 


1.  In  construction  of  the  character  described, 
a  hollow  sheet  metal  support  open  longitudinally, 
and  a  panel-locking  face-cover  therefor  adapted 
to  be  held  by  resiliency. 


19.723 
RECEIVING   APPARATUS   FOR    ELECTRO- 
MAGNETIC WAVES 

Charles  C.  Lauritsen,  Pasadena,  Calif.,  assignor, 
by  mesne  assignments,  to  Radio  Corporation  of 
America,  a  corporation  of  Delaware 

Original  No.  1,655.553,  dated  January  10.  1928, 
Serial  .No.  637,641,  May  9.  1923.  Application  for 
reissue  '  '      '^35,  Serial  No.  34,117 

•^  .a,kuui.     {CI.  250 — 20} 


1.  Receiving  apparatus  for  electromagnetic 
waves  comprising  a  collector  circuit  and  a  closed 
oscillatory  circuit  connected  in  the  collector  cir- 
cuit in  such  manner  that  one  portion  of  the  oscil- 
latory circuit  constitutes  a  by-pass  branch,  and 
the  other  portion  a  signal  receiving  branch,  the 
by-pass  branch  containing  impedance,  and  the 
signal  receiving  branch  containing  inductance 
and  capacity  elements  adjusted  to  render  the  os- 
cillatory circuit  resonant  to  signals  of  the  fre- 
quency to  be  received,  the  impedance  of  the  ca- 
pacity element  of  the  signal  receiving  branch  to 
said  signal  current  being  of  higher  value  than 
the  impedance  In  the  by-pass  branch,  and  means 
associated  with  the  signal  receiving  branch  for 
detecting  the  received  signals. 
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19,724 
APPARATUS   FOR   THERAPEUTIC   AND 
OTHER  PURPOSES 
Wendell  L.  Martin,  Cleveland,  Ohio,  assignor  to 
The  Martin  Brothers  Electric  Company,  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
Original  No.  1,858.714,  dated  May  17,  1932,  Serial 
No.  585.482,  January  8.   1932.     Application  for 
reissue  May  12,  1934,  Serial  No.  725.393 
25  Claims.     (CI.  34—26) 


■ey 


3.  A  drier,  comprising:  a  casing  provided  with 
an  inlet  and  with  an  outlet;  a  circulator  for  draw- 
ing a  stream  of  air  In  through  said  inlet  and  ex- 
pelling such  air  through  said  outlet;  a  heater 
for  heating  such  air;  a  universal  electric  motor 
for  operating  said  circulator;  a  shell  surrounding 
said  casing,  but  spaced  therefrom,  and  opening 
into  the  stream  of  such  air.  whereby  additional 
air  is  drawn  through  between  said  casing  and 
said  shell  into  said  stream,  absorbing  heat  from 
said  casing  to  maintain  said  casing  against  over- 
heating, and  joining  said  stream  only  when  at 
least  partially  heated;  a  resistance  unit,  for  in- 
serting a  resistance  into  circuit  with  said  motor 
when  said  motor  is  operated  on  direct  current, 
having  its  resistance  located  in  said  stream  of  air 
to  additionally  heat  the  air  of  said  stream  and 
at  the  same  time  be  held  thereby  against  over- 
heating; and  a  rheostat,  for  controlling  the  speed 
of  said  motor,  having  its  resistance  located  in  the 
path  of  such  additional  air  to  additionally  heat 
such  additional  air  and  at  the  same  time  be  held 
thereby  agsUnst  overheating. 

19.  An  apparatus  for  drying  by  fluid  circula- 
tion comprising  an  outer  shell  open  at  its  front 
and  rear  ends,  hollow  supporting  means  for  said 
shell  engaging  the  rear  end  thereof,  and  in  com- 
munication with  the  open  atmosphere,  a  motor 
supported  by  said  means  in  axial  alignment  with 
said  shell,  an  inner  shell  axially  aligned  with  and 
supported  by  said  first  shell,  said  inner  shell  be- 
ing spaced  from  the  inner  wail  of  said  first  shell 
for  forming  a  substantially  ring-shaped  passage 
between  said  shells,  and  a  circulator  supported 
and  driven  by  said  motor  in  axial  alignment  with 
said  shells,  said  circulator  being  a  centrifugal  fan 


adapted  to  draw  air  into  said  inner  shell,  and  said 
outer  and  inner  shells  being  in  open  communi^'a- 
tion  at  their  front  ends  to  permit  of  fresh  air 
being  drawn  from  said  ring-shaped  passage  into 
said  inner  shell. 


19.725 
CARBON-FREE   MET.'VL 
Paul  Dyer  Merica,  New  York.  N.  Y..  and  Auirustus 
Ernest  Kayes.   Huntinrton,  W.  Va.,  assignors, 
by    mesne   aaslrnments.   to   The   International 
Nickel  Company.  Inc.,  New  York,  N.  Y.,  a  cor- 
poration of  Delaware 
No  Drawing.     Orifinal  No.  1,811.696,  dated  June 
23.  1931.  Serial  No.  192.782.  May  19,  1927.    Ap- 
plication  for  reissue  December  31,  1931.  Serial 
No.  584.274 

3  Claims.  (CI.  75 — 66) 
1.  The  process  of  producing  nickel-contatnlng 
castings,  which  comprises  melting  the  metal, 
subjecting  it  to  a  treatment  which  completely 
oxidizes  any  carbon  present,  boiling  out  the  re- 
sultant gaseous  oxides,  and  thereafter  adding  sili- 
con and  magnesium  and  substantially  completely 
deoxidizing  the  nickel. 


19,726 
HAIR  DRYING  MACHINE 
Achille  TroccoU.  Belmont,  Mass..  assignor  to  The 
Charles    Arnao    Company,    Inc.,    Minneapolis, 
Minn.,  a  corporation  of  Minnesota 
Original    No.    1.773.083.   dated    Aurnst    12,    1930. 
Serial  No.  341.130,  February  19,  1929.    Applica- 
tion for  reissue  May  12,  1932.  Serial  No.  610.964 
5  Claims.     (CI.  34 — 26) 


4.  A  hair  drier,  comprising:  a  hood,  open  at 
its  front,  and  adapted  to  receive  loosely  the  head 
of  a  person,  and  thereupon,  to  define  a  space 
open  to  the  atmosphere  surrounding  the  upper 
part  of  such  head;  air  heating  means;  and  means 
for  recirculating  a  stream  of  air  over  a  path  com- 
prehending flow  in  said  space  toward  such  head 
about  the  periphery  of  such  head  and  beyond 
the  edges  of  said  open  hood  loosely  fitting  the 
head  and  under  pressure,  flow  in  said  space  along 
such  head  to  the  crown  area  of  such  head,  flow  in 
said  space  from  such  head  at  said  crown  area  and 
under  suction,  and  flow  subject  to  the  action  of 
said  heating  means. 


PATENTS 

GRANTED  OCTOBER  15,  1935 


2.017.034 
VEHICLE  WHEEL 

William  Leicester  Avery,  Thorley,  Bishop's 

Stortford,  England 

Application  March  15,  1934,  Serial  No.  715,763 

In  Great  BriUin  March  7,  1933 

4  Claims.     (CL  301—63) 


1.  A  vehicle  wheel  comprising  separable  wheel 
body  parts,  detachable  rim  parts  carried  by  one 
of  said  body  parts,  cooperating  castellations  on 
said  rim  parts  each  consisting  of  a  plurality  of  ribs 
disposed  parallel  to  each  other,  a  conical  seating 
for  both  detachable  rim  parts  on  the  other  body 
part,  and  a  locking  member  interlocking  the  rim 
parts  together  and  with  the  second  mentioned 
body  part. 


2,017.035 

OPERATING  MEANS  FOR  BRAKES   AND 

THE  LIKE 

William  Leicester  Avery,  Thorley,  Bishop's 

Stortford.  England 

Application  September  17,  1934,  Serial  No.  744.456 

In  Great  BriUin  September  19,  1933 

8  Claims.     (CI.  60 — 54.6) 


1.  A  pump  for  supplying  pressure  fluid  to 
brakes,  for  example,  comprising  a  cylinder  con- 
taining the  pressure  fluid,  a  hollow  piston  mov- 
able within  the  cylinder  to  expel  the  fluid  there- 
from, the  interior  of  the  piston  forming  a  reser- 
voir for  make-up  fluid  for  the  cylinder,  and  a 
valve  carried  by  the  piston  and  adapted  to  be 


opened  to  establish  communication  between  the 
reservoir  and  cylinder  when  the  piston  reaches  a 
position  within  the  cylinder  where  the  volume  of 
the  cylinder  is  a  maximum. 


2,017,036 

AUTOMATIC  BOTTLE  CAP 

James  Henry  Brady,  Louisville.  Ky. 

Application  September  27,  1933,  Serial  No.  691,224 

4  Claims.     (CI.  215—37) 


1.  In  a  bottle  cap.  a  cover  for  the  open  mouth  of 
a  bottle,  provided  \vath  a  flanged  rim  adapted  for 
detachable  engagement  with  the  neck  of  the  bot- 
tle and  having  a  plurahty  of  perforations  includ- 
ing a  central  perforation,  a  disk  having  a  central 
perforation  and  being  otherwise  imperforate  and 
adapted  to  rest  on  said  cover  to  close  the  per- 
forations thereof  with  the  exception  of  the  central 
perforation,  and  a  pin  engaging  the  central  per- 
forations of  both  said  cover  and  said  disk,  the 
latter  being  tiltable  on  said  pin;  said  pin  having 
loose  slidable  engagement  with  the  central  per- 
foration of  and  being  tiltable  with  respect  to  said 
cover,  said  disk  being  bodily  movable  away  from 
said  cover  along  with  said  pin,  and  said  pin  hav- 
ing an  upset  lower  extremity  engaging  said  cover 
to  limit  the  movement  and  ha\ing  a  weighted  en- 
larged upper  end  normally  engaging  the  perfora- 
tion of  said  disk  to  close  the  same. 


2.017.037 

PROCESS    OF   TREATING   WOOD   FOR 

SLTIFACE  ORNAMENTATION 

John  Brown.  Glasgow,  Scotland 

Application  May  31,  1933,  Serial  No.  673,761 

In  Great  Britain  June  10,  1932 

15  Claims.     (CI.  41—35) 


1.  A  process  of  treating  wood  for  surface  orna- 
mentation which  consists  in  first  softening  a  sheet 
of  wood,  thereafter  subjecting  the  softened  sheet 
to  the  action  of  heated  complementary  dies  so 
as  to  configure  or  wave  the  grain  or  fibre  through- 
out the  thickness  of  the  sheet,  subjecting  the 
sheet  to  end  pressure  while  being  subjected  to 
the  action  of  the  complementary  dies,  the  heat 
of  the  dies  simultaneously  permanently  setting 
the  grain  or  fibre  as  configured  or  waved,  and 
thereafter  treating  at  least  one  of  the  surfaces 
of  the  sheet  to  form  a  smooth  surface  and  expose 
the  grain  or  fibre  as  configured  or  waved  to  pro- 
duce the  desired  ornamentation  on  the  finished 
surface,  such  ornamentation  being  solely  due  to 
the  altered  configuration  of  the  grain  or  fibre 
and  subsequent  treatment  of  the  surface  of  the 
sheet. 
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2.017,038 
HEEL  PROTECTING  PLATE 

Sam  Carelli,  Florence,  S.  C.  assigrnor  to  Mauro 

Andreucci.  Florence,  S.  C. 

Application  September  12.  1934,  Serial  No.  743,761 

1  Claim.     (CI.  36—73) 


A  heel  plate  of  substantially  semi-circuJar 
shape  with  its  front  edge  having  a  pair  of  arcu- 
ate shaped  recesses  therein,  located  one  on  each 
side  of  the  center  of  the  plate,  said  recesses 
forming  a  short  and  rounded  central  projection 
and  a  pair  of  longer  and  rounded  end  projec- 
tions, the  rear  arcuate  shaped  edge  of  the  plate 
having  an  upstanding  flange  thereon  for  enter- 
ing the  heel,  a  substantially  semi-circular  bead 
formed  In  the  rear  part  of  the  plate  and  slightly 
spaced  from  the  flanged  edge,  the  end  of  the 
bead  terminating  in  spaced  relation  from  the  end 
projections,  said  bead  projecting  from  the  lower 
face  of  the  plate  forming  an  arcuate  shaped 
groove  in  the  upper  face  thereof,  and  said  plate 
having  nail  receiving  holes  therein,  said  holes 
being  punched  in  the  plate,  the  metal  offset  by 
the  punching  of  the  holes  extending  upwardly 
from  the  upper  face  of  the  plate  and  entering 
the  heel  when  the  plate  is  nailed  to  the  heel. 


2.017.039 
TOOL 
Clarence  O.  Carlson,  East  Cleveland.  Ohio,  as- 
sirnor  to  The  American  Steel  and  Wire  Com- 
pany  of   New   Jersey,   a  corporation   of   New 
Jersey 
AppUcation  November  21.  1934.  Serial  No.  754,156 
4  Claims.     (CL  14»— 55) 


1.  A  tool  for  rigidly  connecting  an  element  to  a 
second  element  having  a  deformable  groove  in- 
cluding, in  combination,  a  lever,  a  die  member 
secured  to  said  lever  adjacent  one  of  Its  extremi- 
ties, a  relatively  short  lever  pivoted  to  said  first 


named  lever  adjacent  the  extremity  to  which  said 
die  is  secured,  a  die  member  on  said  relatively 
short  lever,  said  last  named  die  being  immediately 
opposite  said  first  named  die  member,  an  operat- 
ing lever  pivotally  connected  to  the  end  of  said 
relatively  short  lever  which  is  remote  from  the 
extremity  to  which  said  second  named  die  mem- 
ber is  .secured,  a  link  connecting  said  last  named 
lever  to  said  first  named  lever,  and  means  for 
maintaining  said  first  named  element  in  the 
groove  of  suid  second  named  element  while  be- 
tween said  die  members. 


2.017.040 
ROLL  MILL   SETTING 

Lawrence  S.  Dahl.  Gary.  Ind.,  assignor  to  Ameri- 
can Sheet  and  Tin  Plate  Company,  a  corpora- 
tion of  New  Jersey 
Application  March  21.  1933,  Serial  No.  661,973 
2  Claims.     (CL  80—56) 


■  ■Vv 


1.  A  rolling  mill  Including  the  combination  of 
a  set  of  rolls,  at  least  two  screws  arranged  to 
apply  pressure  to  the  opposite  ends  of  said  set. 
at  least  two  electric  motors  one  of  which  is  geared 
to  one  of  said  screws  and  the  other  of  which  is 
geared  to  the  other  of  said  screws,  and  means 
for  energizing  said  motors,  said  means  including 
a  controller  providing  a  manually  operable  op- 
erating member  that  is  movable  in  at  least  two 
directions  and  which  is  .so  constructed  and  so 
arranged  in  circuit  with  .said  motors  that  move- 
ment of  said  member  in  one  direction  effects 
simultaneous  operation  of  .said  motors  in  oppo- 
site directions,  whereby  said  screws  are  simulta- 
neously driven  In  opposite  directions,  while  move- 
ment of  said  member  in  another  direction  effects 
simultaneous  operation  of  said  motors  in  opposite 
directions  which  are  the  reverse  of  the  directions 
in  which  they  were  operated  upon  movement  of 
said  member  in  the  first  named  direction,  where- 
by said  screws  are  simultaneously  driven  in  op- 
posite directions  which  are  the  reverse  of  the 
directions  in  which  they  were  driven  upon  move- 
ment of  said  member  in  the  first  named  direc- 
tion, said  means  being  characterized  In  that  it 
effects  the  named  operations  continuously  as  long 
as  said  member  is  moved  in  either  of  said  direc- 
tions regardless  of  the  extent  said  screws  are 
driven. 


2.017,041 
DOOR  GnOE 

Thomas  L.  Donahie.  Wheelinjf,  W.  Va.,  assignor 
to  National  Tube  Company,  a  corporation  of 
New  Jersey 

Application  March  17.  1932.  Serial  No.  599.560 
3  Claims.     (CI.  20— 19) 

1  In  combination  with  a  sliding  door  closing 
over  an  obstruction,  puideways  alined  with  and 
beneath  said  door  and  laid  on  either  side  of  said 
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obstruction,  and  guides  depending  from  said  door 
into  said  guideways.  said  guides  being  pivotally 


carried    by   said   door   for   swinging    movement 
alined  with  the  latter's  sliding  direction. 

2.017.042 

PIPE   PAINTING   MACHINE 

Georre    Dougherty.    Port    Vue.    Pa.,    assignor   to 

National  Tube  Company,  a  corporation  of  New 

Jersey 

AppUcation  February  27.  1932.  Serial  No.  595.603 

3  Claims.     (CI.  91— 25) 


1.  A  machine  for  coating  the  in.sides  of  pipes 
comprising  a  frame  carrying  an  axle  and  having 
radially  extending  legs  proportionately  adjust- 
able to  hold  this  axle  substantially  at  the  axis  of 
a  pipe,  said  axle  carrj'ing  radially  extending  arms 
having  hinged  brushes  resiliently  urged  into 
alinement  with  these  arms  and  also  carrying 
radially  directed  nozzles  and  being  constructed 
with  internal  ducts  for  leading  compressed  air 
and  coating  fluid  to  the  latter,  and  a  motor  car- 
ried by  said  frame  and  geared  to  said  axle, 

2,017,043 

DEVICE  FOR  CONVEYING  GASEOUS 

STREAMS 

Norbert  Galliot,  Vaucresson,  France 

Application  September  12.  1931.  Serial  No.  562,555 

In  France  September  17.  1930 

3  Claims.     (CI.  138—40) 


1.  A  pipe  for  conveying  a  fluid,  which  com- 
prises a  plurality  of  helical  ribs  having  substan- 
tially in  cross  section  along  a  plane  parallel  to 
the  axis  of  the  tube  the  shape  of  a  cross  section 
of  a  propeller  blade,  said  ribs  extending  along  a 
part  of  the  length  of  the  pipe. 

459  O.   O.— 31 


2.017.044 

SHEET  FILER 

Julius  E.  Graf,  Avalon,  and  William  A.  Marshall. 

Sharon,  Pa.,  assigrnors  to  American  Sheet  and 

Tin  Plate  Company,  a  corporation  of  New  Jersey 

Application  June  25,  1932,  Serial  No.  619.324 

12  Claims.     (CI.  271— 88) 


1,  A  sheet  piler  including  a  descending  pile 
support,  releasable  means  arranged  to  control 
the  descent  of  said  support,  a  solenoid  arranged 
to  release  said  means,  and  contacts  constructed 
and  arranged  in  series  with  said  solenoid's  en- 
ergizing circuit  and  to  sepMr^te  when  said  means 
is  released. 

5.  A  sheet  piler  including  lateral  guides,  an  end 
guide  and  a  sheet  catcher,  said  catcher  lacluding 
vertically  5«iziging  alined  Y-shaped  arms  open- 
ing towards  tlM^ili|vering  direction  of  the  sheets 
being  piled  and  n^vuide  being  carried  by  said 
catcher  in  alinement  therewith 


2.017,045 
ROCKING  BLOTTLNG  PAPER  HOLDER 

Vera  Gunhild  Granholm.  Warsaw,  Poland 

Application  November  23,  1934,  Serial  No.  754,488 

4  Claims.     (CI.  120—24) 


1.  A  rocking  blotting-paper  holder  character- 
ized by  the  feature  that  it  consists  of  two  or  more 
segments  of  a  circular,  egg-shaped,  or  approxi- 
mately egg-shaped  cylinder  which  are  made  of 
stiff  material  and  are  removably  connected  to- 
gether. 


2.017.046 
DOUGHPROOFING  MACHINE 
David  J.  Hanna  and  John  M.  Van  Houten,  Beacon. 
N.   Y..   assigrnors   to   Dutchess   Tool   Company, 
Beacon.  N.  Y.,  a  corporation  of  New  York 
Application  March  15,  1933.  Serial  No.  660.956 
6  Claims.     (CI.  198—153) 
1.  In  a  dough  proofing  apparatus,  the  combi- 
nation of  spaced  endless  traveling  elements,  arms 
pivoted   on   said   traveling   elements,   containers 
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suspended   from  said  arms   in   which  lumps  of 
dough  to  be  proofed  are  deposited,  and  means 


for  rocking  said  arms  to  impart  a  rolling  motion 
to  lumps  of  dough  in  the  containers. 


2.017,047 

DIRECTIONAL  ANTENNA  ARRANGEMENT 

Clarence  Weston    Hanseil.   Rocky    Point.   N.   Y.. 

asslimor  to  Radio  Corporation  of  America,  a 

corporation  of  Delaware 

Application  Bfarch  11.  1932.  Serial  No.  598.124 

1«  Clataas.    (CL  250—33) 


"V 


10.  An  antenna  arrangement  for  obtaining 
beams  of  radiation  in  two  different  directions 
comprising  an  approximately  horizontal  single 
wire  antenna,  a  reflector  wire  parallel  to  said 
horizontal  wire  and  spaced  vertically  a  distance 
away,  the  projection  of  the  line  Joining  the  cen- 
ters of  the  two  wires  upon  the  desired  directions 
of  MMttAtion  being  made  an  odd  multiple  of  a 
wave  length,  and  means  for  energizing 
•aid  wires  out  of  phase  with  respect  to  each 
other. 


2.017.048 

AMUSEMENT  MACHINE 

Harry  H.  Hoke,  Jr.,  Wasliin^ton.  D.  C. 

Application  January  H.  1935.  Serial  No.  1.397 

24  Claims.     (CI.  273—95) 


1.  A  machine  of  the  character  described  com- 
prising a  shooting  gallery,  prize  racks  connected 
to  said  gallery  and  having  delivery  means  for 
each  rack,  mechanism  arranged  to  hold  the  de- 
livery means  selectively  rele&sable,  a  plurality  of 
resetting  targets  located  In  said  gallery,  locking 
means  releasable  on  the  striking  of  all  of  the 
targets  and  connected  to  said  mechanism  for  ren- 
dering the  same  operative,  manually  operated 


mechanism  for  operating  said  holding  mecha- 
nism, manually  operated  means  for  setting  said 
holding  mechanism  for  the  actuation  of  a  se- 
lected delivery  means,  a  pistol  arranged  for  fir- 
ing action  in  the  gallery  and  having  a  range  In 
the  direction  of  the  targets,  means  controlled 
by  said  pistol  for  the  resetting  of  the  targets  after 
being  struck,  and  means  compelling  the  resetting 
means  to  complete  its  movement  before  returning 
to  initial  position. 


2.017.049 

METHOD  OF  TREATING   NITRATED 

CELLULOSE  FIBERS 

W.    Bartlett    Jones,    Chicafo,    III.,    assii^nor,    by 
mesne  assignments,  to  Ceilovis.  Inc.,   Chicago. 
111.,  a  corporation  of  Illinois 
AppUcation  August  20.  1930.  Serial  No.  476.561 
1  Claim.     (CI.  204—1) 


A  method  of  treating  nitrated  cellulose  fibers 
derived  from  a  nitration  reaction  which  consists 
of  suspending  the  fibers  in  water,  passing  a  cur- 
rent of  electricity  through  the  suspension,  and 
changing  the  water  during  the  flow  of  electric 
current. 


2.A17.050 
DIAPER 

Doris  B.  Kennard.  Tallahassee.  Fla. 

AppUcation  November  28.  1934.  Serial  No.  755.212 

3  Claims.     (CI.  12»— 284) 


1.  A  diaper  comprising  a  sheet  of  waterproof 
material  provided  with  a  pocket,  a  strip  of  soft 
material  forming  the  outer  wall  of  said  pocket, 
a  pad  of  absorbent  material  disposed  longitudi- 
nally of  the  waterproof  material  and  having  one 
end  received  by  the  pocket,  said  pad  being  spaced 
outwardly  of  the  waterproof  material. 
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2.017.051 
SYNTHESIS  OF  AMINES 
Herrick  Ransom  Arnold,  Elmhnrst,  Del.,  and 
Thomas  Leigk  Williams.  Fairvilie,  Pa.,  as- 
sigrnors  to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany, Wilming^ton,  Del.,  a  corporation  of  Dela- 
ware 

No  Drawing.    Application  February  6.  1931, 
Serial  No.  514,056 
20  Claims.     (CI.  260—127) 
1.  In   the   process   of   producing   amino   com- 
pounds by  passing  the  mixed  vapors  of  an  or- 
ganic hydroxy  compound  of  the  clsiss  consist- 
ing of  alcohols  and  phenols  and  an  amino  com- 
pound having  at  least  one  hydrogen  atom  at- 
tached to  nitrogen  over  a  heated  catalyst,  the 
Improvement  which  consists  in  passing  said  va- 
pors  over   a   catalyst    comprising   essentially   a 
dehydrating  metal  oxide  and  active  carbon  con- 
taining less  than  1%   ash. 

3.  In  the  process  of  producing  amino  com- 
pounds by  passing  the  mixed  vapors  of  an  or- 
ganic hydroxy  compound  of  the  class  consisting 
of  alcohols  and  phenols  and  an  amino  com- 
pound having  at  least  one  hydrogen  atom  at- 
tached to  nitrogen  over  a  heated  catalyst,  the 
improvement  which  consists  in  passing  said  va- 
pors over  a  catalyst  prepared  by  extracting  ash 
from  active  carbon  with  acid  and  then  im- 
pregnating the  treated  carbon  with  a  dehydrat- 
ing metal  oxide. 


2.017.052 

BEACON 

John  B.  Bartow,  Blue  Bell.  Pa.,  assignor,  by  direct 

and   mesne   assignments,   to   Bartow   Beacons, 

Inc.,  a  corporation  of  Pennsylvania 

AppUcation  May  26,  1934.  Serial  No.  727.657 

3  Claims.     (CI.  240—1.2) 


1.  In  a  beacon,  an  annular  lens  system,  means 
for  rotating  said  system  about  a  substantially  ver- 
tical axis,  the  lens  system  comprising  an  equator- 
ial segment  arranged  to  project  radially  a  rela- 
tively broad  sheet  of  light  substantlaUy  horizon- 
tally, of  such  arcuate  extent  as  to  form  a  dash 
component  of  a  signal  to  an  observer  on  the  sub- 
stantially horizontal,  the  lens  system  further  com- 
prising an  equatorial  segment  arranged  to  project 
a  pencil  type  of  beam  substantially  on  the  hori- 
zontal of  such  arctuate  extent  as  to  form  a  dot 
component  of  a  signal  to  such  observer  on  the  sub- 
stantially horizontal,  said  lens  system  further 
comprising  an  equatorial  segment  arranged  to 
project  a  relatively  broad  sheet  of  light  inclined 
upwardly  from  the  substantially  horizontal  so  as 
to  provide  a  flash  to  an  observer  above  the  hori- 
zontal within  the  vertical  angular  dispersion  of 
the  last  mentioned  sheet  of  light. 


2.017.053 
PROCESS  FOR  ELIMINATING  MARKS 
FORMED  IN  THE  ROLLER  PRINTING  OF 
TEXTILE  FABRICS  BY  THE  ACCIDENTAL 
SPREADING  OF  DISCHARGE  AGENT  BE- 
YOND THE  ENGRAVED  AREAS  OF  THE 
PRINTING  ROLLER 
Fre3  Baumann,  Glen  Rock.  N.  J.,  assignor  to 
Alexander  Chemical  Company,  a  corporation 
of  New  Jersey 

No  Drawing.    Application  January  20.  1933, 
Serial  No.  652,772 
12  Claims.     (CI.  8 — 5) 
1.  In    the    roUer    printing    of    textile    fabrics 
wherein  a  reduction  discharge  agent  is  applied 
to  the  fabric  by  means  of  the  engraved  areas  of 
a    printing    roller,    the    process    of    eliminating 
marks    accidentally    resulting     from    discharge 
agent  carried  by  the  smooth  surfaces  of  the  roll- 
er when  riding  over  the  fabric,  which  comprises 
applying  to  the  goods  after  printing  hydrogen 
peroxide. 

2,017.054 
MACHINE  FOR  MAKING  PLAITED  METAL- 
FOIL  CAPSLT^S 
Otto  Johannes  Bruun,  Copenhagen.  Denmark 
Application  September  5,  1933.  Serial  No.  688,261 
17  CUims.     (CI.  93 — 60) 


1.  A  machine  for  manufacturing  plaited  metal- 
foil  capsules  and  the  like,  compriisng  a  matrix 
having  a  funnel-shaped  orifice,  a  patrix  coop- 
erating therewith,  and  a  spring-actuated  annular 
piston  encircling  said  patrix  and  tUtable  rela- 
tively thereto,  the  organization  being  such  that 
upon  relative  movement  of  the  matrix  and  pa- 
trix toward  each  other  the  said  funnel-shaped 
orifice  will  engage  said  piston  and  move  the  same 
along  the  patrix  against  increasing  spring  ten- 
sion. 

2,017.055 
EDGE  FINISHING  MACHINE 
Henry  T,  Doulette,  Brockton,  and  Fred  E.  Hooper, 
Swampscott.  Mass..  assignors  to  United   Shoe 
Machinery  Corporation,  Paterson,  N.  J.,  a  cor- 
poration of  New  Jersey 
Application  September  28,  1934,  Serial  No.  745,974 
21  Claims.     (CL  69— 1) 


1.  A  machine  for  finishing  the  edge  of  a  p4ece 
of  leather  having,  in  combination,  a  support  for 
the  leather  piece,  a  shrinking  tool  having  a  work- 
contacting  portion  extending  substantially  paral- 
lel to  the  edge  of  the  work,  a  torch  positioned  to 
direct  a  flame  against  said  work -contacting  por- 
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suspended   from   said   arms   in   which  lumps  of 
dough  to  be  proofed  are  deposited,  and  means 


for  rocking  said  arms  to  impart  a  rolling  motion 
to  lumps  of  dough  in  the  containers. 


2.017.047 

DIRECTIONAL  ANTENNA  ARRANGEMENT 

Clarence   Weston    Hanseil.   Rocky    Point.   N.   Y.. 

assignor  to  Radio  Corporation   of   America,   a 

corporation  of  Delaware 

Application  March  11.  1932.  Serial  No.  598.124 

1«  Claims.     (CI.  250 — 33) 


::^^ 


X. 


il 


10.  An  antenna  arrangement  for  obtaining 
beams  of  radiation  in  two  different  directions 
comprising  an  approximately  horizontal  single 
wire  antenna,  a  reflector  wire  parallel  to  said 
horizontal  wire  and  spaced  vertically  a  distance 
away,  the  projection  of  the  line  joining  the  cen- 
ten  of  the  two  wires  upon  the  desired  directions 
of  XAdlAUon  being  made  an  odd  multiple  of  a 
wave  length,  and  means  for  energizing 
•aid  wires  out  of  phase  with  respect  to  each 
other. 


2.017.048 

AMUSEMENT  MACHINE 

Harry  H.  Hoke,  Jr..  Washington.  D.  C. 

Application  Jannary  H.  1935.  Serial  No.  1.397 

24  Claims.     (CI.  273—95) 


1.  A  machine  of  the  character  described  com- 
prising a  shooting  gallery,  prize  racks  connected 
to  said  gallery  and  having  delivery  means  for 
each  rack,  mechanism  arranged  to  hold  the  de- 
livery means  selectively  releasable,  a  plurality  of 
resetting  targets  located  In  said  gallery,  locking 
means  releasable  on  the  striking  of  all  of  the 
targets  and  connected  to  said  mechanism  for  ren- 
dering the  same  operative,  manually  operated 


mechanism  for  operatmg  said  holding  mecha- 
nism, manually  operated  means  for  setting  said 
holding  mechanism  for  the  actuation  of  a  se- 
lected delivery  means,  a  pistol  arranged  for  fir- 
ing action  in  the  gallery  and  having  a  range  in 
the  direction  of  the  targets,  means  controlled 
by  said  pistol  for  the  resetting  of  the  targets  after 
being  struck,  and  means  compelling  the  resetting 
means  to  complete  its  movement  before  returning 
to  initial  position. 


2.017.049 

METHOD   OF  TREATING    NITRATED 

CELLULOSE   FIBERS 

W.    Bartlett    Jones,    Chicago.    111.,    assif^nor,    by 

mesne  assignments,  to  Cellovis.  Inc.,   Chicago, 

111.,  a  corporation  of  Illinois 

Application  August  20.  1930.  Serial  No.  478,561 

1  Claim.     (CI.  204—1) 
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A  method  of  treating  nitrated  cellulose  fibers 
derived  from  a  nitration  reaction  which  consists 
of  suspending  the  fibers  in  water,  paissing  a  cur- 
rent of  electricity  through  the  suspension,  and 
changing  the  water  during  the  flow  of  electric 
current. 


2.017, 950 
DIAPER 

Doris  B.  Kennard.  Tallahassee.  Fla. 

AppUcaUon  Norember  28.  1934.  Serial  No.  755.212 

3  Claims.     (CI.  12»— 284) 


1.  A  diaper  comprising  a  sheet  of  waterproof 
material  provided  with  a  pocket,  a  strip  of  soft 
material  forming  the  outer  wall  of  said  pocket, 
a  pad  of  absorbent  material  disposed  longitudi- 
nally of  the  waterproof  material  and  having  one 
end  received  by  the  pocket,  said  pad  being  spaced 
outwardly  of  the  waterproof  material. 
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2.017.051 
SYNTHESIS  OF  AMINES 
Herrick.  Ransom  Arnold.  Elmhnrst.  Del.,  and 
Thomas  Leigh  Williams.  Fairville.  Pa.,  as- 
signors to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany, Wilmington,  DeL,  a  corporation  of  Dela- 
ware 

No  Drawing.    Application  February  6,  1931, 
Serial  No.  514.056 
20  Claims.     (CI.  260—127) 
1.  In   the   process   of   producing   amino   com- 
pounds by  passing  the  mixed  vapors  of  an  or- 
ganic hydroxy  compound   of   the  class  consist- 
ing of  alcohols  and  phenols  and  an  amino  com- 
pound having  at   least  one  hydrogen  atom  at- 
tached to  nitrogen  over  a  heated  catalyst,  the 
Improvement  which  consists  in  passing  said  va- 
pors  over   a    catalyst    comprising    essentially    a 
dehydrating  metal  oxide  and  active  carbon  con- 
taining less  than  1%   ash. 

3.  In  the  process  of  producing  amino  com- 
pounds by  passing  the  mixed  vapors  of  an  or- 
ganic hydroxy  compound  of  the  class  consisting 
of  alcohols  and  phenols  and  an  amino  com- 
pound having  at  least  one  hydrogen  atom  at- 
tached to  nitrogen  over  a  heated  catalyst,  the 
improvement  which  consists  in  passing  said  va- 
pors over  a  catalyst  prepared  by  extracting  ash 
from  active  carbon  with  acid  and  then  im- 
pregnating the  treated  carbon  with  a  dehydrat- 
ing metal  oxide. 


2.017.052 

BEACON 

John  B.  Bartow.  Blue  Bell.  Pa.,  assignor,  by  direct 

and   mesne   assignments,   to   Bartow   Beacons, 

Inc.,  a  corporation  of  Pennsylvania 

Application  May  26,  1934.  Serial  No.  727,657 

3  Claims.     (CI.  240—1.2) 


1.  In  a  beacon,  an  annular  lens  system,  means 
for  rotating  said  system  about  a  substantially  ver- 
tical axis,  the  lens  system  comprising  an  equator- 
ial segment  arranged  to  project  radially  a  rela- 
tively broad  sheet  of  light  substantially  horizon- 
tally, of  such  arcuate  extent  as  to  form  a  dash 
component  of  a  signal  to  an  observer  on  the  sub- 
stantially horizontal,  the  lens  system  further  com- 
prising an  equatorial  segment  arranged  to  project 
a  pencil  type  of  beam  substantially  on  the  hori- 
zontal of  such  arctuate  extent  as  to  form  a  dot 
component  of  a  signal  to  such  observer  on  the  sub- 
stantially horizontal,  said  lens  system  further 
comprising  an  equatorial  segment  arranged  to 
project  a  relatively  broad  sheet  of  light  inclined 
upwardly  from  the  substantially  horizontal  so  as 
to  provide  a  flash  to  an  observer  above  the  hori- 
zontal within  the  vertical  angular  dispersion  of 
the  last  mentioned  sheet  of  light. 


2.017,053 
PROCESS  FOR  ELIMINATING  MARKS 
FORMED  IN  THE  ROLLER  PRINTING  OF 
TEXTILE  FABRICS  BY  THE  ACCIDENTAL 
SPREADING  OF  DISCHARGE  AGENT  BE- 
YOND THE  ENGRAVED  AREAS  OF  THE 
PRINTING  ROLLER 
Fre3  Baumann,  Glen  Rock.  N,  J.,  assignor  to 
Alexander  Chemical  Company,  a  corporation 
of  New  Jersey 

No  Drawing.    Application  January  20,  1933, 
Serial  No.  652.772 
12  Claims.     tCI.  8 — 5) 
1.  In    the   roller    printing    of    textile    fabrics 
wherein  a  reduction  discharge  agent  is  applied 
to  the  fabric  by  means  of  the  engraved  areas  of 
a    printing    roller,    the    process    of    eliminating 
marks    accidentally    resulting     from    discharge 
agent  carried  by  the  smooth  surfaces  of  the  roll- 
er when  riding  over  the  fabric,  which  comprises 
applying  to  the  goods  after  printing   hydrogen 
peroxide. 

2.017.054 
MACHINE  FOR  MAKING  PLAITED  METAL- 
FOIL  CAPSULES 
Otto  Johannes  Bruun,  Copenhagen,  Denmark 
Application  September  5,  1933.  Serial  No.  688,261 
17  Claims.     (CI.  93 — 60) 


1.  A  machine  for  manufacturing  plaited  metal- 
foil  capsules  and  the  like,  compriisng  a  matrix 
having  a  funnel-shaped  orifice,  a  pwitrix  coop- 
erating therewith,  and  a  spring-actuated  annular 
piston  encircling  said  patrtx  and  tiltable  rela- 
tively thereto,  the  organization  being  such  that 
upon  relative  movement  of  the  matrix  and  pa- 
trlx  toward  each  other  the  said  funnel-shaped 
orifice  will  engage  said  piston  and  move  the  same 
along  the  patrix  against  increasing  spring  ten- 
sion. 


2,017,055 
EDGE  FINISHING  MACHINE 
Henry  T.  Doulette.  Brockton,  and  Fred  E.  Hooper, 
Swampscott.  Mass.,  assignors  to  United   Shoe 
Machinery  Corporation,  Paterson.  N.  J.,  a  cor- 
poration of  New  Jersey 
Application  September  28,  1934,  Serial  No.  745,974 
21  Claims.     (CL  69— 1) 


1.  A  machine  for  finishing  the  edge  of  a  piece 
of  leather  having,  in  combination,  a  support  for 
the  leather  piece,  a  shrinking  tool  having  a  work- 
contacting  portion  extending  substantially  paral- 
lel to  the  edge  of  the  work,  a  torch  positioned  to 
direct  a  flame  against  said  work-contacting  por- 
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tlon  on  the  side  thereof  away  from  the  work 
thereby  to  heat  said  shrinking  tool  to  a  tempera- 
ture sufficient  to  cause  the  leather  to  become  plas- 
tic and  the  edge  to  curl,  and  means  for  causing 
relative  movement  between  the  leather  piece  and 
the  shrinking  tool  thereby  to  subject  successive 
portions  of  the  margin  of  the  leather  to  the  action 
of  the  tool. 

2.017,056 

FURNACE  REFRACTORY 

George  J.  Easter.  Niacara  Falls,  N.  Y..  assirnor  to 

The    Carborundum    Company.    Niagara    Falls, 

N.  Y.,  a  corporation  of  Pennsylvania 

Application  AprU  17,  1934.  Serial  No.  720.989 

10  Claims.     (CI.  49—79) 


4.  The  method  of  producing  cast  refractory 
blocks  with  a  large  proportion  of  corundum  crys- 
tals from  raw  materials  containing  alumina  and 
silica  which  comprises  melting  raw  materials  con- 
sisting essentially  of  alumina  and  silica,  casting 
the  molten  mixture,  and  cooling  the  casting  rap- 
idly through  the  stage  at  which  the  crystalliza- 
tion of  muUlte  would  result  by  allowing  the  mass 
to  come  to  equilibrium. 


2,017,057 

DEMOUNTABLE  FREIGHT  CONTAINER 

jRj»tij|amin  F.  Fitch,  Greenwich.  Conn.,  assifnor 

to    Motor    Terminals    Company,    Wilmington. 

DeL.  a  corporation  of  Delaware 

Application  November  13.  1931,  Serial  No.  574,745 

2  Claims.     ( CI.  105—366 ) 


1.  A  demountable  freight  container  adapted 
for  mounting  Interchangeable  on  a  railway  flat 
car  or  a  highway  truck,  said  container  having  a 
vertical  depression  in  one  wall  adjacent  a  comer 
of  the  container  and  a  ladder  having  Its  rungs  In 
said  depression,  said  rungs  being  supported  at 
one  end  by  the  offset  portion  of  the  container 
wall  at  the  edge  of  the  vertical  recess  distant 
from  the  corner,  the  other  end  of  the  rungs  being 
supported  by  means  extending  beyond  them  so 
that  the  ladder  is  between  vertical  protecting 
members. 

2.017,058 
CORRUGATED  METALLIC  CONDUIT  AND 

PROCESS   OF   MAKING   IT 
Jonathan  Roy  Freexe,  MIddletown.  Ohio,  assiimor 
to  The  American  RoUinr  Mill  Company.  MId- 
dletown, Ohio,  a  corporation  of  Ohio 
Application  December  3.  1930.  Serial  No.  499,844 
10  aaims.     (CI.  29—148.2) 
3.  A  process  of  forming  corrugated  conduit  sec- 
tions which  comprises  roll  corrugating  rectangu- 


lar metal  pieces  heavier  than  8  gauge  with  the 
corrugations  parallel  to  the  shorter  dimension  of 
said  pieces,  perforating  the  edges  of  said  pieces 
for   the  passage  of  fastening  members,  bending 


said  pieces  by  means  of  a  die  transversely  to  said 
corrugations  to  an  arcuate  shape  subtending  less 
than  180  degrees  of  arc,  and  fastening  the  said 
pieces  together. 


2.017.059 
FILTER  WINDOW  FOR  WELDERS'  HELMETS 

Edwin  U.  Gingf.  San  Francisco,  Calif. 

Application  November  4.  1933,  Serial  No.  696.680 

2  Claims.     (CI.  2—8) 


1.  A  welder's  helmet  having  an  opening  in  the 
front  thereof:  a  flanged  frame  surrounding  said 
opening;  a  sash  open  at  one  end  fitting  within  and 
hinged  to  the  flanged  enclosure  of  said  frame,  and 
composed  of  a  U  shape  channel  having  opposed 
inner  and  outer  flanges;  spring  members  formed 
in  both  of  said  flanges  by  slots  cut  therein,  said 
members  being  tensioned  inwardly:  a  translucent 
plate  Insertable  into  the  open  end  of  said  sash 
and  held  out  of  contact  with  said  sash  flanges  by 
said  spring  members. 


2,017.060 

LAMINATED  STRIP  FOR  SPORTING  GOODS 

AND  METHOD  OF  MAKING  THE  SAME 

John  A.  Hlllerlch.  LouisvUle.  Ky. 

AppUcation  November  25.  1932,  Serial  No.  644,347 

1  Claim.     (CI.  144—309) 


The  method  of  making  sporting  goods  shafts 
designed  for  absorbing  shocks  imparted  thereto 
In  a  radial  direction  with  respect  to  the  axis  of 
the  shaft,  which  method  comprises  assembling  a 
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plurality  of  sections  of  laminated  wood  in  con- 
tiguous relation  In  the  dry  state  with  the  lami- 
nations of  one  strip  extending  at  right  angles  to 
those  of  an  adjacent  strip,  Interposing  integral 
self-supporting  sheets  composed  entirely  of  dry 
glue  film  of  uniform  thickness  between  contigu- 
ous sections,  subjecting  the  assembled  sections  to 
soften  said  glue  films,  applying  pressure  to  said 
assembly  to  cause  the  entire  softened  glue  sheets 
to  become  completely  Incorporated  in  and  uni- 
formly absorbed  by  the  fibrous  textures  of  the 
wood  and  to  press  the  adjacent  laminated  sections 
of  wood  Into  intimate  contact  with  one  another 
to  form  a  composite  billet,  and  turning  the  com- 
posite billet  thus  obtained  to  the  desired  diame- 
ter and  configuration,  whereby  the  completed 
shaft  is  resistant  to  shocks  and  strains  Imparted 
from  any  direction  radial  to  the  axis  of  the  shaft. 

2.017,061 

CONTAINER  OPENING  KEY 

John  M.  Hoihersail,  Brooklyn,  N.  Y.,  assignor  to 

American  Can  Company.  New  York,  N.  Y.,  a 

corporation  of  New  Jersey 

Application  February  20.  1933.  Serial  No.  657,536 

4  Claims.     (CI.  220—52) 


'^/-V^y/ 


1.  A  key  for  openmg  cans,  consisting  of  a  piece 
of  metal  blanked  to  form  a  transverse  handle 
by  which  the  key  may  be  rotated  and  having  a 
shank  portion  bent  into  channel  shap>e  with 
spaced  longitudinal  side  walls,  one  of  said  walls 
being  provided  with  a  laterally  extending  curved 
arm  adapted  to  project  upwardly  and  perforate 
a  can.  and  the  other  of  said  walls  forming  a  ful- 
crum at  a  distance  from  said  arm  and  adapted 
to  bear  on  the  can  when  said  shank  is  turned  and 
when  said  arm  is  thereby  lifted  to  tear  a  can 
wall  along  a  weakened  line. 

2,017.062 
CONTAINER  OPENING  KEY 

John  M.  Hothersall.  Brooklyn,  N.  Y.,  assignor  to 
American  Can  Company,  New  York,  N.  Y.,  a 
corporation  of  New  Jersey 
Application  June  23.  1933.  Serial  No.  677.331 
1  CUim.     (CI.  220—52) 


■^  ,/* 


A  key  for  openmg  cans,  constructed  of  sheet 
metal  substantially  U -shape  in  cross-section,  the 
median  web  of  said  key  terminating  in  an  axially 
aligned  can-puncturing  element,  one  of  the  side 
flanges  of  the  key  having  a  lateral  extension  for 
engagement  with  the  opening  made  by  said  punc- 
turing element  to  remove  a  portion  of  the  con- 
tainer by  a  rolling  movement  of  said  key. 

2.017.063 
CONTAINER 

John  M.  Hothersall.  Brooklyn.  N.  Y.,  assignor  to 
American  Can  Company,  New  York,  N.  Y.,  a 
corporation  of  New  Jersey 

Application  September  18.  1933.  Serial  No.  689,973 
8  Claims.     (CI.  221—28) 
1.  A  liquid  container  having  a  nozzle,  and  a 

vent  housing  located  inside  of  the  container  and 

having  a  discharge  opening  of  smaller  diameter 


than  the  diameter  of  the  opening  of  said  nozzle, 
said  housing  opening  being  positioned  within 
the  line  of  the  container,  and  offset  laterally  rela- 
tive to  the  axis  of  the  nozzle  opening  so  that  the 
liquid  contents  of  the  container  when  being  dis- 


pensed is  conflned  to  a  discharging  stream  which 
In  leaving  the  housing  opening  passes  through 
the  larger  nozzle  opening,  leaving  a  lateral  space 
of  decreasing  width  In  the  latter  for  entrance  of 
air  for  venting. 


2.017.064 
TRUCK  CONCRETE  MIXER 
Gebhard  Jaeger,  Columbus,  Ohio,  assignor  to  The 
Jaeger  Machine  Company,  Columbus,  Ohio,  a 
corporation  of  Ohio 
Original   application  November   30,   1928,   Serial 
No.  322.640.    Divided  and  this  appUcation  Oc- 
tober 31,  1931,  Serial  No.  572,742 

13  Claims.     (CI.  83—73) 


1.  In  a  motor  truck  concrete  mixer,  a  rota ta We 
mixing  drum,  power  applying  means  for  rotat- 
ing said  drum  in  mixing  and  discharging  direc- 
tions including  a  suitable  clutch  and  a  lever  for 
operating  the  same,  a  metering  device  for  the 
rotations  of  the  drum  in  ft.e  mixing  direction, 
and  means  controlled  by  the  metering  device  in- 
cluding an  arm  provided  with  a  stop  to  be  en- 
gaged by  movement  of  the  clutch  lever  to  cause 
the  mixing  rotations,  and  a  stop  to  prevent  move- 
ment of  the  clutch  lever  to  cause  discharge  oper- 
ation of  the  drum  until  after  said  arm  has  been 
released  by  a  predetermined  number  of  revolu- 
tions of  the  drum. 


2.017,065 

ALTTOMATIC  LOOM 

Henry    Downer   Johnson,   Jr.,   and    Woodruff    T. 

Sullivan,  Norwich,    Conn.,   assignors  to   J.   B. 

Martin  Company,  Norwich,  Conn.,  a  corporation 

of  Delaware 
Application  November  15.  1933.  Serial  No.  698,044 
46  Claims.     (CI.  139—224) 

1.  A  loom  construction  including  a  fixed  shut- 
tle box  assembly  located  at  one  side  of  the  lay,  a 
replaceable  operating  shuttle  box  unit  assembly 
located  at  the  other  side  of  the  lay.  and  a  re- 
serve shuttle  box  unit  assembly  located  adjacent 
said  replaceable  operating  shuttle  box  unit  as- 
sembly to  replace  the  same  when  exhausted, 
means  to  shift  said  replaceable  operating  shuttle 
box  unit  assembly  out  of  operating  position  and 
said  reserve  shuttle  box  unit  assembly  into 
operating  position  when  said  replaceable  operat- 
ing shuttle  box  unit  is  exhausted,  a  frame  struc- 
ture at  said  other  side  of  the  lay  to  convey,  guide 
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and  hold  said  reserve  and  replaceable  unit  as- 
sembly while  in  reserve  position,  while  moving 
from  reserve  position  to  operating  position  and 
while  moving  out  of  operating  position,  and  addi- 
tional means  to  place  the  reserve  shuttle  box  unit 
assemblies  in  the  upper  part  of  the  frame  and  to 


distillate  vapors  of  the  three  materials  In  the 
presence  of  a  sufiBclent  body  of  water  to  form  a 
dilute  solution  of  the  first  material  with  which 


^^ 


<u 


*n^ 


remove  the  exhausted  shuttle  box  assemblies 
from  the  lower  part  of  the  frame,  said  unit  as- 
semblies and  said  frame  structure  being  provided 
with  cooperating  groove  and  track  guide  means 
at  the  sides  thereof  to  control  the  movement  of 
said  unit  assemblies,  the  shuttles  being  enclosed 
within  said  assemblies. 


2.017.066 

TELESCOPIC   SIGHT  FOR  GUNS 

James  C.  Karnes,  Buffalo,  N.  Y. 

AppUcaiion  October  9,  1934.  Serial  No.  747,556 

5  Claims.     (CL  33 — 50) 

(Granted   under  the  act   of  March   3.    1883.   as 

amended  April  30,  1928:  370  O.  G.  757) 


/9    X  M 


5.  In  a  telescopic  sight,  a  tube,  a  shaft  rotat- 
ably  carried  by  the  tube  and  arranged  at  a  slight 
Inclination  to  the  vertical  axis  of  the  tube,  range 
dnims  for  i^iirallty  of  calibers  of  guns  carried 
by  the  shaft,  a  sighting  reference  guided  In  the 
tube  for  movement  along  a  line  parallel  to  the 
shaft,  £ind  means  connecting  the  shaft  and  ref- 
erence whereby  rotation  of  the  former  vertically 
moves  the  latter. 


2.tl7,M7 

PROCESS   AND   APPARATUS  FOR 

DEHYDRATING  UQUIDS 

Wheaion  W.  Kraft,  East  Oranfe.  N.  J^  assignor 

to  The  Lommiis  Company,  New  Yotlc,  N.  Y.,  a 

corporation  of  Delaware 

Application  April  29,  1933.  Serial  No.  668,611 

20  Claims.  (CI.  202 — 42) 
1.  The  process  of  dehydrating  a  first  liquid 
material  which  is  mlsclble  with  water  and  forms 
a  constant  boiling  mixture  therewith,  which  con- 
sists in  distilling  said  material  and  water  In  the 
presence  of  a  third  material  miscible  with  the 
first  material  but  Immiscible  with  water  and 
capable  of  forming  a  ternary  azeotropic  mixture 
with  the  first  materlsil  and  water,  withdrawing 
the  first  material  eis  concentrate,  condensing  the 
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the  third  material  is  substantially  Immiscible, 
separating  the  condensate  layers,  and  dlstUUng 
the  condensed  dilute  solution. 


2.117.068 
WEB   ROLL    SLTPORT 
Frederick  Lamatseh,  Grantwood,  N.  J.,   assignor 
to  Irving  Trust  Company,  permanent  trustee 
for  R.  Hoe  dk  Co..  Inc..  New  York.  N.  Y.,  a  cor- 
poration of  New  York 

Application  June  6,  1932.  Serial  No.  615,603 
11  Claims.     (CI.  242 — 68) 


1.  A  frame,  an  outer  sleeve  shdably  mounted 
therein,  a  shaft  mounted  in  the  frame  and  pro- 
vided with  a  crank  pin  having  rotating  means 
adapted  to  quickly  reciprocate  said  outer  sleeve 
and  its  attachments,  an  inner  sleeve  shdably 
mounted  in  said  outer  sleeve,  a  rotatable  web 
roll  support  cone  on  said  inner  sleeve,  and  a  screw 
rotatably  mounted  on  said  outer  sleeve  and 
adapted  to  slowly  and  axially  project  and  retract 
said  Inner  sleeve. 


2.017,M9 
SYNTHESIS  OF  AMINES 
Wilbur  A.  Laxier.  Wilmington.  Del.,  assignor  to 
E.  I.  du   Pont  de  Nemours  St  Company.  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.     Application  February  6.   19S1. 
Serial  No.  514.055 
22  Claims.     (CI.  260—127) 
1.  A  process  for  producing  amines  which  com- 
prises passing  the  mixed  vapors  of  a  compound 
selected   from  the  group  consisting  of  alcohols 
and  phenols  and  a  compound  selected  from  the 
group  consl.sting   of  ammonia  and  amino  com- 
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pounds  having  at  least  one  hydrogen  atom  at- 
tached to  nitrogen  over  a  heated  catalyst  com- 
prising essentially  a  catalytic  dehydrating  agent 
supported  on  activated  carbon. 

14.  A  process  of  producing  amines  which  com- 
prises passing  the  mixed  vapors  of  an  alcohol  and 
ammonia  over  heated  activated  charcoal  impreg- 
nated with  alumina. 


2.017.070 
PLASTIC  COMPOSITION 
Wilbur  Arthur  Lazier.  Roselle.  Del.,  assignor  to 
E.  I.  du  Pont  de  Nemours  A  Company,  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  March  28.  1934.  Serial 
No.  717,782.    In  Canada  December  19,  1932 

11  Claims.     (CI.  106—37) 
1.  Composition  of  matter  ccxnprlsing  a  cellu- 
lose derivative,  and  as  a  plastlcizer   therefor,  a 
lower  aliphatic  monocarboxylic  acid  ester  of  a  di- 
hydrlc  alcohol  having  from  12  to  22  carbon  atoms. 


2.017.071 
METHOD   OF   SECURING   ADHESION   OF 
RUBBER  TO  METAL 
Henry    R.    Minor,    Oak    Park.    111.,    assignor,    by 
mesne  assignments,  to  Industrial  Process  Cor- 
poration. Saratoga  Springs.  N.  Y.,  a  corporation 
of  New  York 
Application  March  10.  1934.  Serial  No.  714,920 
23  Claims.     (CI.  18 — 59) 


^ 

14.  A  composite  article  comprising  a  layer  of 
ferrous  metal  and  a  soft  rubber  bonded  directly 
thereto  and  inseparable  therefrom  by  a  force 
less  than  400  lbs.  per  sq.  in. 

21.  The  method  of  bonding  un vulcanized  rub- 
ber to  metal  comprising  subjecting  the  rubber 
m  contact  with  the  metal  to  temperatures  in  ex- 
cess of  vulcanizing  temperatures  so  that  the  sur- 
face of  the  rubber  while  in  contact  with  the 
metal  is  depolymerized. 


2,017.072 

STABILIZING  APPARATUS 

Nicolai  Minorsky,  Swarthmore.  Pa. 

AppUcaUon  April  11.  1932,  Serial  No.  604.385 

40  Claims.     (CI.  114—125) 


16.  In  combination,  a  ship,  port  and  starboard 
tanks,  a  transverse  channel  communicating  with 
the  tanks,  propulsive  means  for  securing  liquid 
flow  through  the  channel  between  the  tanks,  an 
Instrument  responsive  to  the  angular  acceleration 
of  rolling  of  the  ship,  and  means  operatively 
associating  the  instrument  and  the  propulsive 
means  to  secure  a  rate  of  flow  responsive  to  a 
function  of  the  angular  acceleration  of  rolling. 


2,017.073 
SPRING  NEEDLE  PILE  FABRIC  KNITTING 

MACHINE 

David  Pelton  Moore.  Avon  Parti,  Fla. 

AppUcaUon  June  25,  1931.  Serial  No.  546393 

7  Claims.     (CL  66—147) 


1.  A  fiber  feeding  attachment  for  knitting  ma- 
chines including  a  frame,  a  carding  means  mount- 
ed therein,  means  for  receiving  the  fibers  from 
the  carding  means  and  for  delivering  the  fibers  to 
the  needles  of  the  knitting  machine,  a  presser 
device  carried  by  the  frame  and  disposed  In 
spaced  relation  to  the  latter  means,  whereby  the 
said  latter  means  and  the  presser  device  are  upon 
opposite  sides  of  the  needles,  and  a  pile  setting 
means  is  operably  connected  to  the  carding  means 
to  be  driven  simultaneously  therewith. 


2.017,074 
ENGINE  STARTER 
Frank  H.  Prescott,  Anderson,  Ind.,   assignor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, Detroit,  Mich.,  a  corporation  of  Dela- 
ware 

AppUcation  May  29,  1931,  Serial  No.  540,845 
Renewed  August  31.  1934 
8  Claims.     (CL  290— 37) 


6.  E^ngine  starting  apparatus  for  autcMnotive 
vehicles  comprising,  in  combination,  a  current 
source,  a  starting  motor,  a  switch  for  effecting 
the  connection  of  the  current  source  with  said 
motor,  automatic  means  for  controlling  the  op- 
eration of  said  switch,  said  means  including  a  gen- 
erator, an  electromagnet  controlled  by  the  gen- 
erator and  adapted  to  open  the  switch  of  the 
starting  motor  when  the  generator  Is  charging 
at  a  predetermined  rate  and  means  operated  by 
engine  suction  for  positively  locking  the  electro- 
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magnet  in  switch  open  position  after  it  has  been 
so  moved  by  action  of  the  generator  and  main- 
taining it  locked  in  this  position  as  long  as  the 
engine  continues  to  run  under  its  own  power  ir- 
respective of  the  action  of  the  generator. 


2,017.075 
LIGHTING  SYSTEM 
Thomas  W.  Eolph.  Newark.  Ohio,  and  Henry  L. 
Locan,  New  Rochelle,  N.  Y..  assigrnors  to  Holo- 
phane  Company,  Inc.,  New  York.  N.  Y.,  a  cor- 
poration of  Delaware 
AppUcation  February  9,   1933,  Serial  No.  655,920 
6  Claims.     (CL  240—78) 


1.  A  lumlnair  comprising  a  hemispherical 
sheet  metal  shell,  means  to  support  the  shell  with 
its  lower  edge  in  an  oblique  plane,  a  translucent 
hemispherical  globe  of  substantially  the  same  di- 
ameter as  the  shell  fitted  over  the  open  side  of 
the  shell  to  form  an  envelope,  a  strap  secured 
to  the  inside  of  the  shell  underneath  the  upper 
part  of  the  shell,  a  lamp  soclcet  secured  to  the 
strap  and  adapted  to  carry  a  lamp  bulb  with 
the  ^qjnpnf  within  the  globe,  and  a  reflector 
carriedby  the  strap  Inside  the  shell. 


2.017.076 
,,^P  WHEEL  STRUCTURE 

Cuade    Sauxedde,    Detroit,    Mich.,    assignor    to 
Detroit  Hydrostatic  Brake  Corporation,  Detroit, 
Mich.,  a  corporation  of  Michigan 
AppUcation  October  20.  1932.  Serial  No.  638.805 
8  Claims,     (CI.  301—6) 


1.  In  wheel  structures  for  service  with  motor 
vehicles  or  the  like,  wherein  the  wheel  tire  is  of 
relatively  low  pressure  characteristic,  and  where- 
in the  tire  seat  support  is  in  the  form  of  a  hollow 
structure  adapted  to  receive  brake  mechanism 
therein,  said  hollow  structure  comprising  a  pair 
of  side  members  axially  alined,  each  member 
having  an  axial  zone  arranged  to  be  supported 
on  an  axle  by  anti-friction  bearings  and  for  the 
positioning  of  dust-excluding  means  within  the 
bearing  zone,  each  member  including  an  annular 
zone  extending  internally  as  a  plane  surface  In- 
clined both  to  the  member  axis  and  a  plane  nor- 
mal thereto  on  a  radial  section  of  the  member 
with  the  plane  surface  adapted  to  serve  as  a 
braking  surface,  the  inclination  of  such  zone 
of  one  member  being  approximately  opposite  that 
of  the  companion  member,  the  hollow  structure 


being  completed  by  an  annular  spacing  structure 
positioned  to  space  said  Inclined  zones  and  hav- 
ing an  internal  diameter  approximately  equal  to 
the  greatest  diameter  of  such  inclined  zones, 
means  m  the  zone  of  the  spacing  structure  oper- 
ative to  removably  secure  the  opposed  members 
in  predetermined  relation  with  the  inclined  zones 
and  spacing  structure  completing  the  peripheral 
zone  of  the  hollow  structure,  the  outer  periphery 
of  the  spacing  structure  extending  substantially 
to  the  tire-seat  zone  of  the  wheel. 


2.017.077 

CONTAINER  OPENING  KEY 

Alfred  G.  Schoettei.  Brooklyn.  N.  Y..  assirnor  to 

American  Can  Company.  New  York,  N.  Y..  a 

corporation  of  New  Jersey 

Application  February  20.  1933.  Serial  No.  657.550 

4  CUims.     (CL  220—52) 


1.  A  key  for  opening  cans  having  a  removable 
area  defined  by  score  lines,  said  key  having  a 
shank  portion  provided  at  one  end  with  a  trans- 
versely disposed  arm  having  spaced  sharpened 
legs  adapted  for  insertion  into  said  removable 
area,  a  said  leg  breaking  the  can  wall  at  said  score 
line  during  such  insertion  and  a  second  leg  break- 
ing the  can  wall  at  a  spaced  position  inside  of  said 
score  line  while  forming  a  seat  for  the  key,  the 
turning  of  the  key  in  its  inserted  position  and 
utilizing  said  seat  moving  said  second  leg  to 
bring  it  under  said  removable  area  for  opening 
the  can  by  further  breaking  along  said  score  line 
as  the  key  is  further  rotated. 


2.017.078 

VENDING   MACHINE 

Albert  W.  Schwab  and  William  J.  Norrls, 

Cape  Girardeau.  Mo. 

Application  February  12.  1934.  Serial  No.  710.788 

3  Claims.     ( CL  312—97.1 ) 


3.  In  a  coin-controlled  vending  machine  having 
a  discharge  opemng  through  which  the  merchan- 
dise is  removed,  a  horizontal  platform  provided 
with  a  series  of  circumferentially  arranged  com- 
partments to  hold  said  merchandise  and  from 
which  the  same  may  be  removed  when  the  com- 
partments register  successively  with  said  dis- 
charge opening,  an  operating  plunger,  a  spring 
normally  urgmg  said  platform  in  one  direction 
of    rotation,    a   pair    of    independently    movable 
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lever  means  operable  In  succession  by  said  plunger 
to  permit  said  platform  to  rotate  a  distance  less 
than  the  amount  required  to  bring  the  next  ad- 
jacent compartment  into  registry  with  said  open- 
ing, and  permitting  the  balance  of  the  required 
rotational  movement  of  the  platform  upon  the 
retrieving  movement  of  the  plunger  to  normal 
position  the  first-acting  of  said  lever  means  being 
fixed  to  said  plunger. 

2,017.079 

APPARATUS  FOR  STERILIZING 

CONTAINER   PARTS 

Godfrey     Steerup.    Maywood,     III.,    assignor    to 

American  Can  Company.  New  York.  N.  Y.,  a 

corporation  of  New  Jersey 

AppUcation  April  24.  1931.  Serial  No.  532,452 

20  Claims.     (CL  250 — 34) 


1.  A  sterilizing  apparatus,  comprising  in  com- 
bination, a  pair  of  elongated,  coextensive  elec- 
trodes arranged  at  an  angle  to  each  other  and 
in  the  same  plane,  an  electrical  circuit  includ- 
ing said  electrodes,  means  for  creating  leakage 
paths  between  said  electrodes,  and  a  circuit 
breaker  in  said  circuit,  whereby  a  succession  of 
electrical  discharges  are  passed  along  said  leak- 
age paths  beginning  at  the  proximate  ends  of 
said  electrodes  and  advancing  toward  the  op- 
posite ends. 

2.017.080 
MEDICrVAL  COMPOl'ND 

Wilbur  Willis  Swingle  and  Joseph  John  Pfiffner. 

Princeton.  N.  J.,  assignors  to  Parke.  Davis  & 

Company,    Detroit,    Mich.,    a    corporation    of 

Michigan 

No  Drawing.     Application  August  10,  1931, 

Serial  No.  556.298 

5  Claims.     (CL  167—77) 

1.  The  method  of  purifying  an  extract  of  the 
suprarenal  cortex  which  consists  in  distribut- 
ing the  solution  t)etween  aqueous  alkali  suffi- 
ciently dilute  to  prevent  destruction  of  said  hor- 
mone and  an  immiscible  solvent  of  the  class  con- 
sisting of  benzene  and  ether,  thereby  obtaining 
the  active  cortical  hormone  in  the  immiscible 
solvent. 

2.017,081 

APPARATUS  FOR  COLLECTING  AIR  MAIL 

AND  EXPRESS 

Harrv  P.  Trusty,  Los  Angeles,  Calif. 

Application  May  21,  1934,  Serial  No.  726,687 

7  Claims.     (CL  258— 1) 


plane  Into  a  position  for  picking  up  an  object, 
said  arm  comprising  two  telescopic  sections,  one 
of  said  sections  being  pivoted  to  the  airplane,  a 
pick-up  hook  on  the  outer  end  of  the  other  sec- 
tion, a  spring  in  said  pivoted  section  against 
which  bears  the  inner  end  of  said  hook  section, 
and  means  for  swinging  said  arm  and  an  object 
hooked  thereon  upwardly  adjacent  the  plane. 


"  2.017.082 

KNITTING  MACHINE 

Carleton  Warren.  Natick,  Mass. 

Application  January  13.  1932.  Serial  No.  586,351 

38  Claims.     (CL  66—153) 


1.  Fabric  take-up  mechanism  for  circular  knit- 
ting machines  comprising  a  series  of  reciprocating 
elements,  means  operative  to  reciprocate  said  ele- 
ments longitudinally  of  the  web  one  after  another 
in  orderly  sequence,  and  a  fabric  gripping  brush 
carried  by  each  reciprocable  element,  said  brushes 
being  operative  to  slip  freely  over  the  web  as  the 
reciprocable  element  rises  but  fnctionally  to  grip 
the  web  as  said  element  descends. 


2.017.083 
BRAKE 

Arthur  Willink,  United  States  Army, 
Philadelphia,  Pa. 
Original   application    April    25.    1930.    Serial   No. 
447.391.    Divided  and  this  application  January 
5.  1934.  Serial  No.  705,386 

1  Claim.     (CI.  188—1) 

(Granted   under   the   act   of   March   3,    1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


3.  A  pick-up  device  comprising  a  pick-up  arm 
pivoted  to  an  airplane  to  be  swung  out  from  the 


In  a  brake  mechanism,  a  reversible  power  mo- 
tor having  a  drive  shaft,  a  worm  on  said  shaft,  a 
control  motor  having  a  shaft  adjacent  the  drive 
shaft,  and  reversible  worm  wheel  close  to  the 
critical  helix  angle  and  meshing  with  the  worm, 
said  gearing  applying  friction  in  the  control  shaft 
whereby  the  control  motor  balances  the  power 
motor. 
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2.017,084 
VACUUM  THEKMOCOUPLE 
Hmld   A.   Wilaon.   Houston,   Tex.,   aasicaor  to 
Standard  OU  Deyelopment  Company,  a  corpo- 
ration of  Delaware 
AppUeation  Norember  27,  19S1,  Serial  No.  577.512 
3  Claims,     id.  177—351) 


v^^^^^^^'l^ 


1.  In  combination  with  a  vacuum  thermocou- 
ple comprising  an  evacuated  tube  having  a  trans- 
parent face,  a  metal  strip  in  the  tube  adapted  to 
absorb  heat  rays,  wires  of  different  material  than 
the  strip  formmg  thermal  junctions  with  spaced 
portions  of  the  strip  within  the  tube  so  that  heat 
applied  to  a  localized  portion  of  the  strip  nearer 
one  junction  than  the  other  heats  the  nearer 
junction  hotter  than  the  other  and  creates  an 
electric  current,  means  connected  to  the  wires  for 
indicating  the  current,  and  means  Including  an 
oscUlatory  member  mounted  for  directing  heat 
rays  upon  the  localized  portion  of  the  strip  In  an 
oaciliatory  path  extending  longitudinally  of  the 
strip  whereby  optimum  current  U  developed  at 
the  ends  of  the  period  of  the  oscillatory  member 


2.017.085 

RAOIORECEIVER 

Robert  P.  Wnerfel.  Ann  Arbor.  Mich.,  assignor 

VlwiS*u '*'**'    B«e*rch    CorporaUonTAnn 
Arbor   Mich.,  a  corporation  of  Michigan 
AppUeation  October  31.  1933.  Serial  No.  695.961 
6  Claims.     (CI,  250—27) 


^.}^^  «,°  '■^e^ver  comprising  an  electron  tube 
having  a  filamentary  heater,  a  cathode,  a  grid  a 
screen  grid,  an  anode,  a  second  grid  and  a  secoiid 
anode,  an  antenna,  a  plurality  of  input  circuits 
connected  across  said  grids  and  cathode,  a  plu- 
rality of  output  circuits  connected  across  said 
^J^^w  V"^  cathode,  means  for  Impressing  radio 
signa^  from  said  antenna  across  said  grid  and 

«aif '^n^JJ*'^'^^^  ^'t  ^*«^a^^  a^«  repeated  Icro^ 
^2  r^?J"?  cathode,  means  for  Impressing 
said  repeated  signals  across  said  second  grid  and 

Sidf^onS'Ln'^^'^^^"^^  ^^^  detect^  acr'os? 
said  second  anode  and  cathode,  and  means  for 

^t^ff^"^^  "^^^"il^y  said  detected  signals  Vre 
repeated  across  said  anode  and  cathode 


*  .rw^„  2,017,086 

rJt^^^V^  POWER  REVERSE  GEAR 

N^?^J5;J^J  ^"^J^  Company,  New  York, 
N.  T..  a  corporation  of  Delaware 
Application  April  19,  1983,  Serial  No.  666  795 
1  Claim,     (a.  121—38) 


As  an  article  of  manufacture,  a  valve  casing 
member  for  a  fluid  pressure  operated  power  re- 
verse  gear,   said    member    having    a    dome-like 
cavity  therein  for   the  controlling  valve  of  the 
gear,  said  member  further  having  a  cyUndrical 
valve  cavity  therein  adapted  to  receive  a  shuttle 
valve,  the  cylindrical  cavity  having  its  axis  ex- 
tended   approximately    tangent    to    the    wall    of 
the  dome-like  cavity  and  having  a  port  at  each 
end  for  connection  with  different  sources  of  op- 
erating fluid  for  the  gear,  and  said  member  hav- 
ing portage  interconnecting  the  two  cavities  ad- 
jacent the  point  of  approximate  tangency 


_  2.017.087 

TELEGRAPHIC  PRINTING  CONTROL 
METHOD  AND  APPARATUS 

Hubert  L.  Panlding.  Port  WashinrtMirN.  Y 
Msifnors  to  The  Financial  Press  CMnpanies  of 
America,    Boston.    Mass..    a    trust    of    Massa- 
etaasetts 

Application  NoTcmber  17.  1934.  Serial  No.  753  454 
71  Claims.     (CL  178 — I) 


1.  In  apparatus  of  the  class  described  means 
for  producing  successive,  periodic  pulses  of  the 
same  polarity  in  an  electric  circuit,  feeler  means 
arranged  to  cooperate  with  a  punched  tape  cir- 
cuit closing  means  controlled  by  said  feeler  means 
and  means  cooperating  with  said  circuit  closing 
means  for  controlling  the  number  of  pulses  pro- 
duced in  accordance  with  the  control  of  said 
feeler  means. 


.  it 


2,017,088 

DEVICE  FOR  HOLDING  ARTICLES 

Henry  Bihler,  Akron,  Ohio 

ApplicaUon  Jnly  20.  1931.  Serial  No.  551,835 

1  Claim.     (CI.  211—70) 


In  a  device  for  holding  articles,  the  combina- 
tion of  a  horizontal  rotatable  shaft,  end  supports 
in  which  said  shaft  is  Journaled,  and  a  pair  of 
spaced  article  supporting  structures  mounted 
upon  said  shaft,  said  structures  comprising  rubber 
that  is  formed  with  aligned  article-receiving  re- 
cesses and  entrance  slots  of  narrower  width  ex- 
tending from  a  margin  of  said  rubber  structures 
to  said  recesses,  said  recesses  being  of  smaller 
size  than  the  articles  whereby  the  latter  are  yield- 
ingly gripped  by  the  rubber  at  spaced  points  inter- 
mediate their  ends  so  that  longitudinal  move- 
ment of  the  articles  relatively  of  the  article  sup- 
porting structures  is  prevented,  and  cut-away 
portions  between  the  article -receiving  recesses  to 
prevent  buckling  of  the  rubber  structure  when 
adjacent  recesses  hold  an  article. 


2.017,089 
OPERATING  FLUID  FOR  HYDRAULIC 
TRANSMISSION 
John  C.  Cox,  St.  Louis,  Mo.,  assiinor  to  Wagrner 
Electric  Corporation.  St.  Louis.  Mo.,  a  corpora- 
tion of  Delaware 

No  Drawing.    Application  July  16,  1934. 
Serial  No.  735.445 
3  aaims.     (CI.  252-^) 
1    An  operating  fluid  for  a  fluid  clutch,  com- 
prising alpha-chJomaphthalene  and  a  fluid  lubri- 
cant. 


2.017.090 
FERTILIZER  AND  METHOD  OF  FERTILIZING 
William  Eggert,  Jr.,  Brooklyn,  N.  Y. 
No  Drawing.    Application  May  5.  1934, 
Serial  No.  724.208 
4  Claims.     (CI.  71—9) 
1.  A  fertilizer  comprising  feldspar  as  a  source 
of  potash  and  phosphate  rock  as  a  source  of  phos- 
phoric acid,  both  of  said  minerals  being  finely 
ground,  and  an   organic   nitrogenous  substcmce 
Including  the  meal  of  oil  bearing  seeds  in  propor- 
tions whereby  when  said  ingredients  are  incorpo- 
rated In  the  soil  the  potash  and  phosphoric  acid 
contents  of  the  minerals  are  acted  upon  by  con- 
stituents of  said  organic  substance  to  rwider  said 
potash  and  phosphoric  acid  available  to  plant  life. 


2.017.091 
PRINTING  TELEGRAPH  SYSTEM 

Arthur  G.  Eklund.  Chicago.  111.,  assignor  to  Tele- 
ty'>c  Corporation,   Chicago.  III.,   a   corporation 

AppUeation  February  7,  1934.  Serial  No.  710.106 
5  Claims.     (CI.  178— 53.H 

1.  In  a  start-stop  motor-driven  telegraph  unit, 
a  continuously  rotating  power  element,  a  start- 


stop  element  driven  Intermittently  by  power  de- 
rived from  said  power  element,  means  for  asso- 
ciating said  start-stop  element  with  said  power 


element,  and  means  operable  after  operation  of 
said  last  recited  means  and  after  said  start-stop 
element  has  started  to  vary  the  effect  of  said 
power  element. 


2,017,092 

SCANNING  APPARATUS 

Frank  Gray,  New  York,  N.  Y.,  assignor  to  Bell 

Telephone    Laboratories,     Incorporated,     New 

York,  N.  Y.,  a  corporation  of  New  York 

AppUcaUon  May  21,  1931,  Serial  No.  538,959 

20  Claims.     (CI.  178—6) 


C. 

A 


1.  Scanning  means  comprising  a  rotatable  mir- 
ror device  having  a  plurality  of  reflecting  sur- 
faces helically  positioned  about  the  axis  of  rota- 
tion, and  a  primary  source  of  light  for  said  de- 
vice positioned  laterally  thereof  and  having  con- 
siderable extent  in  a  direction  parallel  to  said 
axis  but  less  than  the  extent  of  the  combined  re- 
flecting surfaces  in  the  direction  of  said  axis. 


2,017.093 
OSCILLATORY  CIRCL^T 
Clarence  W.  Hansell,  Port  Jefferson,  N.  Y.,  as- 
signor to  Radio  Corporation  of  America,  a  cor- 
poration of  Delaware 
Application  May  1,  1931,  Serial  No.  534,255 
10  Claims.     (CL  250—36) 


1.  An  electron  discharge  device  oscillator  com- 
prising an  electron  discharge  device  having  an 
anode,  a  cathode,  and  a  control  electrode,  a 
transmission  line  having  uniformly  distributed 
inductance  and  capacity  and  being  a  plursdlty  of 
half  wavelengths  long  at  the  wave  length  of  a  de- 
sired operating  frequency,  an  output  impedance 
connected  between  said  anode  and  cathode,  and, 
a  tunable  circuit  connected  to  said  line,  the  cir- 
cuit and  line  being  connected  between  said  con- 
trol electrode  and  cathode,  said  tunable  circuit 
being  coupled  to  said  output  imF)edance  for  sup- 
plying energy  to  said  line  whereby  standing  waves 
on  said  line  react  to  pull  the  oscillations  gener- 
ated by  said  device  to  a  frequency  where  the  line, 
as  modified  by  its  associated  circuits,  is  substan- 
tially resonant. 
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2.017.094 
FILM  FORMING  MACHINE 
Charles  E.   Hetzel.    Soath    Hadley    Falls.   Mass.. 
assignor  to  Zeloid  Products  Corporation,  Hol- 
yoke,  Mass.,  a  corporation  of  Delaware 
Sabstitate  for  abandoned  application  Serial  No. 
137,462.  September  24.  1926.     This  application 
May  15.  1931,  Serial  No.  537.591 
1  Claim.     (CI.  18—15) 


"In  combination,  a  coating  carrying  belt, 
processing  means  comprising  means  for  the  ap- 
plication of  material  thereto,  and  means  for  re- 
moving processed  materials  from  said  belt,  means 
for  minimlElng  the  transfer  of  material  to  the 
back  of  said  belt,  means  for  cleaning  the  coating 
surface  of  said  belt  and  additional  means  for 
cleaning  the  back  surface  of  said  belt. 


2.017.095 
HYDROMETER 

Fred  V.  Hierresell,  Rochelle  Park.  N.  J. 

AppHc«tion  February  7,  1933.  Serial  No.  655.571 

2  Claims.     (CL  265 — 45) 


15- 

i 

1  : 

11  ~ 

\ 

'  ^ 

\r 

hsd 

1.  In  a  hydrometer  or  similar  article  having  a 
graduated  upper  portion,  the  combination,  with 
a  lower  reinforced  float  bulb  portion  attached 
thereto  terminating  in  a  tapered  lower  extrem- 
ity which  is  also  tapered  interiorly  in  an  un- 
broken manner  and  provided  with  a  loaded  ballast 
means  containing  a  wax  body  set  within  said 
bulb  portion,  of  means  for  greatly  reinforcing 
said  bulb  against  shock  and  in  case  of  fracture 
tending  to  adherently  and  positively  retain  frag- 
ments of  the  broken  glass  in  place  while  present- 
ing an  attractive  and  finished  appearance  to  the 
eye.  also  presenting  a  substantially  chemically 
inert  surface  to  fluids  in  which  the  hydrometer 


may  be  inserted  In  case  any  glass  fragment  should 
become  detached,  comprising  a  closed  Integral 
reinforcing  extension  and  uninterrupted  thick- 
ening of  the  tapered  extremity  of  the  bulb  con- 
forming with  the  general  outline  of  said  tapered 
extremity,  and  a  deposited  coating  of  a  phenol 
condensation  product  impregnated  with  a  powder 
of  metallic  appearance  closely  and  firmly  adher- 
ing directly  to  the  interior  surface  of  the  bulb 
from  within  the  extremity  up  to  a  predetermined 
level  and  forming  an  insulating  and  cushioning 
bond  between  said  interior  surface  and  said 
ballast  means,  which  powder  in  the  coating  con- 
ceals said  ballast  means  within  said  bulb. 


FEEDING 
IN    CAM- 


2,017.096 
APPARATUS    FOR   HOLDING    AND 
PHOTOGRAPHIC    FILM- SHEETS 
ERAS 

John  H.  Hoc  an.  New  York.  N.  Y. 

Application  February  16.  1934,  Serial  No.  711,465 

11  Claims.     (CI.  95—31) 


■40 


^S^ 


1.  In  a  camera,  a  film-sheet  magazine,  and 
means  for  supporting  a  fllm-sheet  in  superposed 
loops  therein,  the  shape  of  the  interior  of  said 
magazine  conforming  to  the  solid  figure  outlining 
the  loaded  fllm-sheet  supporting  means. 


2,017,097 

LABORATORY  BURNER 

Carl  S.  Hornberger,  Glen  EUyn.  111.,  assiirnor  to 

Central  Scientific  Company,   a  corporation  of 

Illinois 

Application  December  21.  1931.  Serial  No.  582.248 

3  Claims.     (CI.  158— 111) 


3.  A  laboratory  burner  having  an  extended 
base  having  portions  with  flat  coplanar  bottom 
surfaces  adapted  to  seat  on  the  top  surface  of 
a  supporting  ring  or  disk,  said  portions  having 
teet  depending  therefrom  having  side  faces 
equidistant  from  the  center  of  the  base  and 
adapted  to  engage  a  side  face  of  said  ring  or 
disk  to  hold  the  burner  in  place  when  the  ring 
or  disk  is  tilted  from  the  horizontal. 


2.017.098 
CURTAIN  ROD  AND  SUPPORTING  MEANS 
THEREFOR 
Max  Kahle.  Chicagro.  111. 
Application  February  23.  1934,  Serial  No.  712,555 
10  Claims.     (CI.  248—263) 
1.  In  a  device  of  the  class  described,  including 
a  slidable  member  having  a  slot  therein,  a  sup- 
porting bracket  for  said  member  comprising  a 
base,  an  arm  extending  at  right  angles  to  said 
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base,  and  a  leaf  spring  carried  by  said  arm  hav- 
ing its  outer  end  fixed  thereto  and  the  inner  end 
slidably  mounted  thereon,  said  spring  having  a 


V  shaped  intermediate  portion  adapted  to  be 
inserted  in  said  slot  whereby  to  lock  said  mem- 
ber to  said  bracket. 


2.017,099 

AMUSEMENT    DEVICE 

Herman  F.  J.  Kuiel,  Dunellen.  N.  J. 

Application  April  22.  1933.  Serial  No.  667,414 

Renewed  April  9.  1935 

11  Claims.     (CI.  272 — 39) 


1.  An  amusement  device  comprising,  in  combi- 
nation, a  plurality  of  cars  for  carrying  passengers, 
means  for  driving  said  cars  at  a  predetermined 
speed  and  at  a  predetermined  distance  from  one 
another,  and  additional  means  for  varying  the 
speed  of  one  of  said  cars  so  that  the  predeter- 
mined distance  between  said  last  named  car  and 
the  adjoining  cars  is  varied. 


2.017.100 

NEEDLE  OR  TUFTING   DEVICE 

Rudolph  C.  Lanj.  New  York,  N.  Y.,  assignor  to 

to  A.  B.  A.  Specialties  Company,  Inc.,  New  York, 

N.  Y.,  a  corporation  of  New  York 

Application  June  6.  1931.  Serial  No.  542,541 

3  aalms.     (CI.  223—102) 


r 


v... 

'■/^ 
/ 

1.  A  hand  needle  for  tufting  mattresses,  up- 
holstery and  the  like,  including  an  elongated  tubu- 
lar body  having  a  handle  at  one  end  and  provided 


with  a  point  at  the  other  end.  said  body  having 
an  opening  leading  thereinto  near  its  pointed  end. 
an  elongated  plunger  having  a  handle  at  one  end 
movably  mounted  within  said  hollow  body  and 
having  a  hook  at  its  lower  end  which  in  one  posi- 
tion is  located  near  the  opening  into  said  hollow 
body  so  as  to  receive  an  end  member  of  a  tufting 
element  and  to  hold  the  same  in  said  hollow  body 
while  the  latter  is  in  position  within  the  article 
being  tufted,  said  hollow  body  being  then  adapt- 
ed to  be  withdrawn  through  the  article  being 
tufted. 


2.017.101 

TRANSMISSION 

Robert  Lapsley.  Berrien  Springs.  Mich.,  assignor 

to     Clark     Equipment     Company,     Buchanan, 

Mich.,  a  corporation  of  Michigan 

Application  June  29.  1931.  Serial  No.  547,576 

11  Claims.     (CI.  74 — 473) 


1.  Gear  shifting  mechanism  comprising  a  shift 
lever  three  gear  shifting  rods  having  lugs  adapted 
for  selective  engagement  tjy  said  shift  lever,  gear 
shifting  forks  carried  by  two  of  said  rods,  on«  of 
said  forks  being  slidable  on  the  rod.  and  means 
connecting  the  slidable  fork  with  the  third  shift 
rod. 

2.017,102 
AMUSEMENT  APPARATUS 

Ralph  Mayhew,  New  York.  N.  Y. 

Application  August  21,  1933,  Serial  No.  685,990 

Renewed  April  12.  1935 

36  Claims.     (CI.  46— 40) 


iO-^x 


1.  In  apparatus  of  the  class  described,  a  loose 
play  piece,  a  support  from  which  said  play  piece 
may  be  detachably  suspended,  said  play  piece  and 
support  having  a  relative  revolving  movement 
with  respect  to  each  other,  and  means  *rhereby 
the  relative  revolving  movement  of  said  play 
piece  and  support  will  cause  them  to  separate  and 
project  the  play  piece  through  space. 
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2.017.102 
MACHINE   FOR  SCORING  METAL  CON- 
TAINERS  OR  PARTS   THEREOF 
Isidor  Newman.  New  York.  N.  Y. 
Application  May  22.  1934.  Serial  No.  727  OIV 
12  Claims.     (CI.  113 — 15) 


1.  A  scoring  machine  having  a  die  provided  with 
a  flat  plane,  ring  shaped  cutting  edge,  said  die 
adapted  to  receive  a  piece  of  stock  thereon  to  be 
scored,  and  a  roller  arranged  to  press  the  stock 
against  the  cutting  edge  of  said  scoring  die  and 
acting  at  a  single  point  at  a  time  and  acting 
progressively  on  the  stock  to  progressively  score 
the  same  along  the  scoring  line  defined  by  the 
cutting  edge  of  said  die,  means  for  revolving  said 
die  and  stock  in  relation  to  said  roller,  and  means 
for  revolving  the  roller  on  its  own  axis  while 
pressing  the  stock  against  said  die. 


2,017.104 
AUTOMATIC  CALCULATOR 
Walter  J.   Paainski.   Detroit.   Mich.,   assifnor   to 
Barroafhs  Adding  Machine  Company,  Detroit. 
Mich.,  a  corporation  of  Michiiran 
Original    appUcaUon    July    2,    1928,    Serial    No. 
289,865.     Divided  and  this  application  Aueust 
22, 1930,  Serial  No.  477.012 

28  Claims.     (CT.  235—144) 


1.  A  calculating  machine  having  a  register,  a 
zeroizing   mechanism   therefor,   a   normally   in- 
active motor  for  driving  said  zeroizing  mecha- 
nism, a  slldable  means  urged  toward  a  normal 
position,  a  depressible  key  for  moving  said  slld- 
able means  away  from  its  normal  position,  a  latch 
for  holding  said  slidable  means  in  the  position  to 
which  It  is  moved,  a  linkage  mechanism  for  con- 
necting said  motor  to  said  zeroizing  mechanism 
connections  operated  by  said  slidable  means  as  it 
is  moved  to  start  said  motor,  said  slidable  means 
also  having  a  portion  acting  to  move  said  link- 
age mechanism  to  position  for  connection  to  said 
motor,  and  means  carried  by  said  linkage  mech- 
anism operating  to  release  said  latch  during  the 
movement  of  said  linkage  mechanism  to  there- 
by release  said  slidable  means  to  permit  It  to  re- 
turn to  normal,  said  slidable  means,  in  return- 
ing to  normal,  acting  to  release  said  motor  start- 
ing mechanism  to  stop  said  motor  and  to  release 
said  linkage  mechanism  to  permit  it  to  be  dis- 
connected from  said  motor. 


2.017.105 
AIRCRAFT    HAVING    SUSTAINING    ROTORS 
Joseph    S.    Peclcer.    Philadelphia,    and   Agnew   E. 
Larsen.   Huntingdon    Valley.   Pa.,   assifnors    to 
Autociro   Company   of   America.    Philadelphia 
Pa.,  a  corporation  of  Delaware 
Application  August  31,  1931.  Serial  No.  560  314 
3  Claims.     (CI.  244—19) 


1.  In  an  aircraft  having  a  sustaining  rotor 
rotor  axis  mechanism,  a  rotor  blade  pivotally 
connected  with  the  axis  mechanism  on  at  least 
two  spaced  pivots,  and  rotor  driving  means  in- 
cluding gearing  mounted  adjacent  the  axis  mech- 
anism, at  least  a  portion  of  said  gearing  being 
disposed  adjacent  the  path  of  rotative  movement 
of  said  blade  in  a  plane  generally  perpendicular 
to  the  longitudinal  axis  of  the  blade  and  passing 
between  its  spaced  pivots 


2.017.106 
WATERPROOF   SHEET   MATERIAL   FOR 
BtTLDING    CONSTRICTION 
Harry  N.  Sandell,  Boston.  Mass..  assignor  to  H   N 
Sandell  Company.  Boston.  Mass..  a  corporation 
of  Massachusetts 
Application  December  5.  1933.  Serial  No.  701  006 
7  Claims.     (CI.  154—53) 


7.  A  flashing  material  of  the  character  de- 
scribed comprising  outer  layers  of  woven  textile 
fabric  impregnated  with  liquid  asphalt  and  dried 
to  provide  waterproof  outer  layers  and  a  rela- 
tively non-adhesive  outer  surface,  a  continuous 
layer  of  plastic  asphalt  interposed  between  said 
outer  layers  of  fabric  and  filling  the  space  there- 
between, and  a  woven  wire  fabric  embedded  In 
said  layer  of  plastic  asphalt,  said  outer  layers  of 
fabric  being  depressed  from  opposite  sides  of 
said  sheet  material  into  the  spaces  between  the 
strands  of  wire  fabric  and  forming  ridges  and  de- 
pressions in  the  outer  surfaces  of  said  material 


2.017.107 

FLUID   POWER  TRANSMISSION 

Rudolph  E.  Schley.  Beaver  Dam.  Wis. 

Application  January  11.  1929.  Serial  No.  331.800 

3  Claims.     rCl.  103 — 120) 

2.  In  a  pump,  the  combination  with  a  casing 

having  spaced  walls,  of  a  pumping  rotor  movable 

between  said  walls  and  peripherally  slotted   to 

provide  a  pair  of  face  flange  members  Integrally 


joined  and  sufficiently  resilient  to  tend  to  expand.      position,  and  means  slidable  with  respect  to  one 
the  outer  faces  of  said  members  being  held  in      of  said  members  for  automatically  venting  said 
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substantial  parallelism  by  confinement  between 
said  walls. 


2.017408 
CRUSHING  APPARATUS 
Ed«:ar  B.  Symons.  Hollywood.  Calif.,  assignor  to 
Nordberg    Manufacturing    Company,    Milwau- 
kee, Wis.,  a  corporation  of  Wisconsin 
Orifinal  application   September  19.   1927,   Serial 
No.    220.471.      Divided    and    this    application 
August  4,  1930.  Serial  No.  472,874 
17  Claims.     (CI.  83—10) 


"f/'" 


1.  The  association  with  a  gyratory  crusher 
having  a  head  and  a  gyrated  shaft  upon  which 
said  head  is  mounted,  of  a  securing  sleeve  for  said 
head  screw  threaded  to  the  upper  portion  of  said 
shaft,  and  a  feed  limiting  plate  engaging  the  top 
of  said  sleeve  and  means  for  securing  it  In  rela- 
tion thereto,  the  upper  portion  of  said  sleeve  be- 
ing outwardly  flared  to  receive  said  plate. 


2.017.109 
FOUNTAIN    PEN 

Milford  Guy  Sypher.  Belleville,  N.  J.,  assignor  to 
The  Chilton  Pen  Company,  Inc..  Long  Island 
City.  N.  Y..  a  corporation  of  New  York 
Application  August  18.  1933,  Serial  No.  685,700 
In  Canada  December  5,  1932 
27  Claims.     (CI.  120 — 47) 
1.  In  a  fountain  pen  of  the  class  described,  the 
combination  of  an  ink  sac.  a  pair  of  telescoping 
tubular   members  adapted   to   form   a   chamber 
about  said  ink  sac  whereby  said  air  chamber  may 
be   enlarged   by   retracting  one   of  said   tubular 
members  and  may  be  reduced  to  Its  normal  size 
by  returning  said  tubular  member  to  its  original 


air  chamber  when  one  of  said  tubular  members 
is  retracted. 


2.017.110 
FOUNTAIN    PEN 

Henry  J.  Upton,  West  Medford,  Mass.,  assignor, 
by  mesne  assigimients,  to  The  Chilton  Pen  Com- 
pany, Inc.,  Long  Island  City,  N.  Y.,  a  corpora- 
tion of  New  York 
Application  December  17.  1932.  Serial  No.  647,705 
21  Claims.     (CI.  120 — 47) 
■rr  /a- 
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1.  In  a  fountain  pen.  the  combination  of  a  pair 
of  telescoping  tubes,  one  of  said  tubes  having  a 
button  shdably  attached  to  the  end  thereof  for 
manual  engagement  to  move  one  of  said  tubes 
with  respect  to  the  other,  an  Ink  sac  within  said 
tubes,  means  for  opening  the  chamber  within  said 
tubes  and  about  said  ink  sac  to  atmosphere  when 
said  button  is  engaged  to  retract  one  of  said  tubes, 
and  means  on  said  button  for  locking  said  tele- 
scoping tubes  in  their  normal  position. 


2.017.111 
CONCENTRATOR 
John  R.  Walsh.  Peoria.  IlL 
Application  November  4,  1932.  Serial  No.  641,217 
3  Claims.     (CI.  210 — 57) 
1.  In  a  device  of  the  character  described,  a  ver- 
tically elongated  casing,  an  inlet  pipe  in  the  upper 
portion  of  said  casing,  a  bafBe  within  the  inner 
portion  of  said  casing,  for  directing  liquid  flow- 
ing through  said  inlet  pipe  tangentlally  to  the 
casing,  vertically  extending  cross  baffles  resting  on 
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the  lower  end  of  said  casing  and  extending  a  sub- 
stantial distance  upward  within  said  casing,  a 
plate  extending  transversely  within  said  casing 
and  supported  on  the  upper  end  of  said  cross 
baffles,  louvers  in  the  peripheral  portion  of  said 
plate  and  extending  against  the  direction  of  the 
flow  of  said  tangentially  directed  liquid,  a  cone 
supported  on  said  plate  having  its  base  located 
within  the  area  defined  by  said  louvers,  a  cylin- 


drical shell  extending  upward  through  said  cone 
to  the  top  of  said  casing  with  its  lower  end  rest- 
ing on  said  plate,  vertically  extended  openings 
in  the  lower  portion  of  said  cylindrical  shell,  an 
outlet  for  cla/lfled  liquid  in  the  lower  portion  of 
said  casing  and  extending  upward  through  said 
plate  and  cone  to  a  point  within  the  upper  portion 
of  said  shell,  and  an  outlet  for  sludge  in  the  bot- 
tom of  said  casingf. 


«  2,017,112 

AMPUFIEB 
Waldemar  Wchnert,  Berlin.  Germany,  assirnor 
to  Telelmnken  Gesellschaft  fur  Drahtlose  Tele- 
rraphie  m.  b.  H.,  Berlin,  Germany,  a  corpora- 
tion of  Germany 
\  Application  Aoffust  6.  1931.  Serial  No.  553.448 
"^  In  Germany  January  30.  1931 

9  Claims.     (CI.  179— 171) 


•  0WH.'t^^»f 


1.  In  a  high  frequency  system,  a  space  dis- 
charge device  including  a  cathode,  an  external 
control  electrode,  and  two  anodes  arranged  so 
that  the  conductance  of  the  two  anode-cathode 
paths  are  difTerent.  a  high  frequency  Input  cir- 
cuit connected  between  said  control  electrode  and 
said  cathode,  an  Impedance  connected  to  one  of 
said  anodes  for  coupling  it  to  a  load  circuit,  and 
a  high  frequency  path  connecting  the  other  an- 
ode to  said  cathode. 


extruding  a  solution  of  an  organic  derivative  of 
cellulose  in  a  volatile  solvent  through  orifices  im- 
mediately into  a  column  of  heated  evaporative 


«.017.113 

METHOD  OF  AND  APPARATUS  FOR 

SPINNING 

William  Whitehead.  Cumberland.  Md..  assignor 
to  Celanese  Corporation  of  America,  a  corpora- 
tion of  Delaware 

AppUcation  January  21.  1929.  Serial  No.  333,844 
7  Claim*.     (CI.  18—8) 
1.  Method   of   forming   artificial   filaments  of 

substantially  uniform  properties,  which  comprises 


-« 


medium  having  a  cross-section  not  substantially 
greater  than  the  area  occupied  by  the  group  of 
extruded  filaments. 


2.017.114 
CLAMPING-NUT  ASSEMBLY 

Franlt  U.  Winchester.  Lansing,  Mich.,  assirnor  to 
Motor  Wheel  Corporation.  Lansinr.  Mich.,  a 
corporation  of  Michigan 

AppUcation  March  2.  1932.  Serial  No.  596.220 
4  Claims.     (CI.  151—38) 


1,  The  combination  with  a  plurality  of  inde- 
pendent bodies  of  means  for  removably  securing 
the  same  together  comprising  a  securing  bolt  hav- 
ing an  exteriorly  threaded  outer  extremity  ex- 
tending through  aligned  openings  formed  in  the 
bodies,  a  securing  nut  provided  with  an  integral 
elongated  neck  threaded  on  to  the  outer  extremity 
of  the  said  securing  bolt  whereby  the  elongated 
neck  extends  within  the  opening  formed  in  one 
of  the  bodies,  and  a  cup-like  washer  encircling 
the  elongated  neck  and  disposed  with  one  extrem- 
ity thereof  contacting  the  sloping  surface  of  the 
nut  and  the  other  extremity  contacting  the  sur- 
face of  the  adjacent  body  remote  from  the  open- 
ing therethrough. 


2.017.115 

LOCOMOTIVE  POWER  REVERSE  GEAR 

MECHANISM 

George    H.    Zouck.    Orangre,    N.    J.,    assignor    to 
Franklin  Railway  Supply  Con>pany.  New  York, 
N.  Y..  a  corporation  of  Delaware 
AppUcaUon  July  24.  193.1,  Serial  No.  681,854 

7  Claims.     (CI.  121—38) 
1.  Locomotive  power  reverse  gear  mechanism 
I  including.  In  combination  with  a  source  of  air 
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and  a  source  of  steam,  a  controlling  valve  for  the 
gear,  a  valve  device  closely  associated  with  said 
controlling  valve,  a  pair  of  passages  extended 
from  said  valve  device  to  the  controlling  valve 
and  through  which  the  valve  device  is  adapted 
alternatively  to  place  said  steam  source  and  said 
air  source  in  communication  with  the  controlling 


valve,  and  valve  means  in  said  passages  having 
portage  communicating  with  atmosphere,  the 
valve  means  being  adjustable  to  different  posi- 
tions in  which  fluid  may  flow  through  said  pas- 
sages to  the  controlling  valve  and  in  which  fluid- 
flow  to  the  controlling  valve  may  be  cut  off  and 
diverted  from  said  passages  to  atmosphere. 


2.017.116 

AGITATING  APPARATUS 

Harold  D.  BonneU.  Plalnfleld,  N.  J. 

AppUcaUon  April  2.  1932,  Serial  No.  602.704 

7  Claims.     (CI.  259— 110) 


1.  An  article  of  manufacture,  a  rotary  agitator 
unit  comprising  a  hub  formed  with  stepped  ends, 
there  being  a  single  step  at  each  end  and  the 
step  at  one  end  being  complementary  to  that  at 
the  other,  a  vane  projecting  radially  from  the 
hub,  said  vane  being  twisted  intermediate  its 
length  to  provide  a  pair  of  angled  impelling  sur- 
faces, the  angle  of  one  of  said  surfaces  being 
opposed  to  the  angle  of  the  other. 


2,017,117 
INTERMITTENT  FEED  FOR  MOTION 
PICTURE  APPARATUS 
Joseph  A.  Brifffs,  Erlton,  N.  J.,  assignor  to  Radio 
Corporation  of  America,  a  corporation  of  Dela- 
ware 
Application  December  12.  1932.  Serial  No.  646.782 
2  Claims.     (CI.  88—18.4) 


1.  Intermittent  feed  mechanism  for  motion  pic- 
ture apparatus  comprising  an  osclllatable  arm. 

469  O.   G. — 32 


one  end  of  which  is  adapted  to  c(X)perate  with 
one  surface  of  the  fllm  and  yieldable  ratchet  grip- 
ping means  mounted  upon  the  said  arm  and  co- 
operating with  the  other  face  of  the  said  film  with 
a  uniform  pressure  at  all  times. 


2J17.118 
MODULATED  CARRIER  WAVE  TRANS- 
MITTER 

William    Theodore   Ditcham.   Chelmsford.   Eng- 
land, assirnor  to  Radio  Corporation  of  America, 
a  corporation  of  Delaware 
ApplicaUon  April  9.  1934.  Serial  No.  719.632 
In  Great  Britain  April  27.  1933 
4  Claims.     (CL  179— 171) 


T   • 
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2.  An  amplitude  modulated  carrier  wave  trans- 
mitter comprising  a  load  circuit,  two  thermionic 
valves  having  their  outputs  coupled  to  said  load 
circuit  in  such  manner  that  the  power  developed 
by  said  amplifiers  adds  in  said  load  circuit,  a 
source  of  modulating  energy  and  a  source  of 
carrier  energy,  means  for  modulating  the  phase 
of  the  carrier  energy  with  the  modulating  energy 
to  produce  two  differentially  phase  modulated 
carrier  energies,  means  for  applying  one  of  the 
phase  modulated  energies  to  the  input  of  one  of 
the  said  two  amplifiers,  means  for  applying  the 
other  phase  modulated  energy  to  the  input  of 
the  other  of  said  two  amplifiers,  said  first  named 
means  including  means  for  fixedly  advancing  the 
phase  on  the  input  of  one  of  said  amplifiers,  and 
said  second  named  means  including  means  for 
fixedly  retarding  by  a  like  amount  the  phase  on 
the  input  of  the  other  of  said  amplifiers. 


2.017.119 

TREATMENT  OF  TEXTILE  AND  OTHER 

MATERIALS 

George  Holland  Ellis  and  Ernest  William  Kirk, 

Spondon.   near   Derby.    Ensrland.    assignors   to 

Celanese  Corporation  of  America,  a  corporation 

of  Delaware 
No  Drawing.    Application  February  4.  1932.  Serial 

No.   590,982.     In   Great   Britain   February    11, 

1931 

24  Claims.     (CI.  8 — 5) 

1.  Process  for  improving  the  fastness  of  col- 
orations on  textile  materials,  comprising  incor- 
porating in  the  materials  a  substantially  colorless 
organic  compound  containing  a  basic  amino 
group  directly  attached  to  an  alkyl  group,  said 
compound  being  free  from  basic  amino  groups 
attached  directly  to  aryl  residues. 

6.  Process  for  improving  the  fastness  of  colora- 
tions on  materials  comprising  cellulose  acetate, 
comprising  incorporating  in  the  materials  sub- 
stantially colorless  aralkylamines. 
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2.017.120 
PRODUCTION  OF  DISCHARGE  EFFECTS 
G«orre  Holland  Ellis  and  John  Allan,  Spondon, 
near    Derby,    England,   assiirnors    to    Celanese 
Corporation  of  America,  a  corporation  of  Dela- 
ware 
No  Drawing.     Application  April   13.   1932.  Serial 
No.  605,115.    In  Great  Britain  May  19.  1931 

4  Claims.  (CI.  8 — 5) 
1.  Process  for  the  production  of  discharge  ef- 
fects on  materials  comprising  organic  derivatives 
of  cellulose  which  comprises  applying  locally 
thereto  a  discharge  composition  containing  zinc 
formaldehyde  sulphoxylate  and  a  water-insoluble 
metal  compound  of  a  leuco  vat  dyestufT. 


2.017.121 

AERIAL  OF  LOW  DIRECTIONAL  EFFECT 

AND   HORIZONTAL  POLARIZATION 

Michel  Gouriaud,  Paris,  France,  assignor  to  Com- 

pagnie  Generale  de  Telegraphie  Sans  Fil.  Paris, 

France 

AppUcation  April  4,  1933.  Serial  No.  664.379 
In  France  April  11.  1932 
4  Claims.     (CL  250 — 33) 


1.  Horizontally  polarized  antenna  comprising 
four  conductors  forming  a  square  In  a  horizon- 
tal plane  and  Insulated  from  each  other,  the 
length  of  each  conductor  being  equal  to  one- half 
length  of  the  transmitted  wave,  a  radio  frequency 
source  having  two  output  terminals  and  provided 
with  means  for  simultaneously  delivering  at  all 
instances  on  both  respective  terminals  equal  but 
sign  opposed  potentials,  means  for  feeding  a  pair 
of  opposed  square  sides  from  one  of  said  termi- 
nals, and  means  for  simultaneously  feeding  the 
other  pair  of  square  sides  from  the  other  terminal 
of  said  source. 


2.fll7,122 

DOUBLE   REFLECTOR   TYPE    MICROPHONE 

Oscar  B.   Hanson,  Westport.  Conn.,   assignor  to 

Radio  Corporation  of  America,  a  corporation  of 

Delaware 

Application  March  11,  1932,  Serial  No.  598.104 

7  Claims.     (CI.  179—1) 


1.  In  combination  ."a  directive  sound  receptive 
microphone,  a  large  parabolic  reflecting  surface 


mounted  upon  a  stand,  a  small  reflecting  surface 
adjustably  mounted  upon  a  support  fastened  to 
said  large  reflecting  parabolic  surface,  and  an 
adjustable  funnel-shaped  sound  absorbing  means 
for  changing  the  characteristics  of  the  reflected 
sounds,  said  microphone  being  mounted  on  said 
large  reflector. 


2.017.123 
SHAFT  AND  RATCHET  LOCKING  MEANS 

Victor  H.  Harbert.  Chicago.  111.,  assignor  to  Illinois 
Railway  Equipment  Company,  Chicago,  111.,  a 
corporation  of  Illinois 

Application  May  18,  1934.  Serial  No.  726.253 
4  Claims.     (CI.  287—52) 


1.  Shaft  and  ratchet  locking  means  compris- 
ing, in  combination  with  a  shaft,  a  ratchet  having 
a  hub  provided  with  a  shaft  receiving  bore,  one 
side  wall  whereof  Is  off-set  intermediate  of  the 
ends  of  the  bore,  and  a  key  insertable  in  the  hub- 
bore  between  the  shaft  and  said  off-set  wall, 
said  key  having  flanges  at  opposite  ends,  the 
flange  at  one  end  being  adapted  to  engage  be- 
neath said  off-set. 


2.017,124 

APPARATUS  FOR  ASSEMBUNG  RECEPTACLE 

CLOSURE  CAPS 

John  A.  Johnson.  Woodhaven.  N.  Y. 

AppUcation  January  19.  1934.  Serial  No.  707.425 

20  Claims.     (CI.  113 — 80) 


1.  In  apparatus  for  assembling  linings  in  re- 
ceptacle closure  caps,  pairs  of  parallel  cap  sup- 
porting rails,  a  conveyer  in  ahnement  with  and 
terminating  in  spaced  relation  to  an  end  of  the 
cap  supporting  rails  and  adapted  to  transport 
caps  toward  said  rails,  a  pair  of  conveyers  travel- 
ing in  the  direction  of  travel  of  the  first  conveyer 
and  adjacent  the  marginal  portions  of  said  first 
conveyer  and  cap  supporting  rails,  guide  rails  ex- 
tending from  the  first  conveyer  to  the  pair  of 
conveyers,  vibrating  means  to  engage  and  direct 
the  caps  on  the  first  conveyer  relative  to  the  guide 
rails,  the  caps  t)eing  positioned  by  said  srulde  rails 
to  be  transferred  from  the  first  conveyer  to  the 
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pair  of  conveyers  by  the  travel  of  the  conveyers 
and  means  to  transfer  the  caps  from  the  pair  of 
conveyers  to  the  cap  supporting  rails 


_,  2,017,125 

?i^^^^^     SILICON   ALKAU    ACID   SOLU- 
SAME  METHOD    FOR    STABILIZING 

Charl^  J.  KInzie.  Niagara  Falls.  N.  Y.,  assignor 
to  The   TiUnium  Alloy   Manufacturing   Com- 
pany, New  York.  N.  Y..  a  corporation  of  Maine 
No  Drawing.     Application  July  27,  1932, 
Serial  No.  625.214 
22  Claims.     (CL  23—250) 
1.  A  method   of  converting  zirconium  silicate 
or  zircon  into  a  stabilized  acid  zirconium  solu- 
tion containing  silicon  and  an  alkali  metal  which 
comprises   decomposing   said   zirconium   silicate 
mixed  with  said  alkali  through  heating,  treating 
the  roasted  product  with  nitric  acid  to  solution  of 
silicon  and  soluble  zirconium  compounds    sepa- 
rating the  clear  acid  liquor  containing  zirconium 
silicon  and  alkali  in  solution,  and  adding  a  readily 
water-soluble   organic   compound   selected   from 
the  group  consisting  of  tartaric  acid,  citric  acid 
and  sodium  zirconium  tartrate  to  stabilize  same 


fluorescent  viewing  screen,  a  source  of  electrons 
and  an  anode  which  upon  the  application  of  volt- 
age thereto  causes  the  electrons  developed  at  the 
source  to  be  projected  toward  said  screen  to  pro- 
duce fluorescent  effects  thereon,  a  plurality  of 
pairs  of  deflecting  elements  located  intermediate 
.!it  «l,^tron  source  and  the  screen  for  causing 
upon  the  apphcation  of  suitable  deflecting  volt- 


2.017.126 
ULTRA-SHORT  WAVE   TRANSMITTING 
SYSTEM 
Fred  H.  Kroger.  Brooklyn.  N.  Y.,  assignor  to  Radio 
corporation  of  America,  a  corporation  of  Dela- 
ware 

Application  May  17,  1932.  Serial  No.  611.769 
5  Claims.     (CL  256—17) 


ages  thereupon  the  electron  beam  developed  to 
i^jKu^l^?*  fluorescent  screen  according  to  pre- 
established  patterns  of  traversal,  and  mean"  to 
maintain  a  permanent  biasing  voltage  upon  at 

law°"^  °f  ^^""^  ?^''"  °^  deflecting  elements  of  a 
value  negative  with  respect  to  the  voltage  applied 
to   the   anode   during  operation   to  prevent   the 

Spflt^n''"  °{  ^l«^tn>ns  of  the  beam  upon  the  saSd 
deflecting  elements. 


2.017.128 

EXERCISING  DEVICE 

4«  IS     f.'"^"S  0?^e*".  Jr..  New  York.  N.  Y. 

Application  September  12.  1934.  Serial  No.  743.691 

17  Claims.     (CI.  272— 69 » 


1.  An  ultrashort  wave  radio  relaying  com- 
munication system  comprising  a  first  station  a 
second  station  and  a  third  station,  each  of  said 
stations  having  a  direcUve  antenna  pointed  at  iU 
next  adjacent  station,  apparatus  for  energizing 
said  antennae  to  radiate  two  sets  of  power  sup- 
ply equipment  at  each  station  for  said  apparatus 
only  one  set  of  said  equipment  being  adapted  to 
be  operatively  connected  to  said  appartaus  at  a 
time,  and  means  at  each  station  responsive  to  a 
failure  of  radiation  In  its  associated  antenna  for 
automatically  changlng-over  from  said  opera- 
tively connected  set  to  the  spare  set 


2,017,127 
CATHODE  RAY  SCANNING  DEVICE 
^^ii\  i**chelssen,   Berlin,   Germany,   assignor  to 
Telefunken    GeselUchaft    fur    Drahtiose    Tele- 
graphie m.  b.  H.,  Berlin.  Germany,  a  corpora- 
tion of  Germany 
Application  October  1.  1932.  Serial  No.  635,762 
In  Germany  October  1.  1931 
1  Claim.     tCl.  250—27) 
In  a  system  for  electro-optically  reproducing 
transient  effects,  a  cathode  ray  tube  having  a 


-rif 


1.  Exercising  apparatus  of  the  treadmill  tyne 
comprising  a  substantially  flat  supporting  plaS 
having  downwardly  rounded  ends  and  in  endZ 
less  tread  band  extending  over  and  entirely  sup- 
ported and  frictioned  by  said  supporting  plate 
and  downwardly  curved  ends  of  the  same 


2.017,129 
HINGED  BOX  AND  COVER  DEVICE 

Carl  T.  Osterberg.  Milwaukee,  Wis. 

Application  August  16,  1934,  Serial  No.  740.080 

7  Claims.     (CI.  229 — 44) 

1.  A  box  of  paper-like  material  including  a 
body,  a  cover  hinged  to  the  body  and  provided 
with  side  walls,  at  least  one  of  which  is  braced 
against  lateral  movement,  and  a  resilient  side 
member  of  paper-like  material  connecting  the 
cover  and  body  and  foldable  to  and  from  a  posi- 
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tion  between  the  body  and  said  braced  wall  of 
the  cover  in  closing  and  opening  the  latter  and 


opeT&ting  through  its  resiliency  to  resist  move- 
ment of  the  cover  from  open  and  closed  positions. 


UGHT  VALVE 

George  E.  Perreaolt,  Bronxrille,  N.  Y.,  assignor  to 

Bell     Telephone     Laboratoriet,     Inoorporated. 

New  York.  N.  Y.,  a  corporation  of  New  York 

AppUcation  AprU  5.  1934.  Serial  No.  719.119 

4  Claims.     (CI.  SS--61) 


1.  In  a  light  valve  having  a  plurality  of  ribbons 
suspended  therein  in  spaced  relation,  in  coirbi- 
nation,  means  for  supporting  said  ribbons  in  said 
valve,  said  means  comprising  an  apertured  body 
member,  bridge  means  mounted  on  said  body 
member  to  receive  the  ends  of  said  ribbons  in 
adjusted  spaced  relation,  means  for  clamping  the 
ends  of  each  ribbon  to  said  bridge  member,  said 
means  c<Hnpri;^ng  a  plurality  of  clamping  arms 
plvotally  mounted  at  one  end  thereof  to  said 
bridge  means,  each  of  said  clamping  arms  having 
at  the  free  end  thereof  a  ribbon  engaging  sur- 
face the  width  of  which  is  less  than  the  width 
of  the  ribbon  engaged  thereby,  and  means  to  se- 
cure said  clamping  arms  in  clamping  position. 


2.«17.131 

INTERMEDIATE  FREQUENCY  AMPLIFIER 

Klaas    Posthumiis    and    Theodonaa    Josephns 

Weljen,  Eindhoren,  Netherlands,  assignors  to 

Radio  Corporation  off  America,  a  corporation 

off  IMaware 

Amplication  March  9.  19S2.  Serial  No.  597.7M 
In  the  Netherlands,  Angnst  1.  1931 
13  Claims.     iCl.  17ft— 44) 
1.  An   intermediate   frequency  amplifier  net- 
work including  at  least  two  tuned  circuits,  each 
circuit  including  a  coil  and  said  colls  being  in- 
ductively coupled,  means  for  adjusting  the  said 
coupling  between  said  circuits  in  such  a  manner 


that  the  resonance  curve  of  the  network  may  be 
changed  from  one  having  a  sharp  crest  to  one 
having  the  shape  of  a  trapezium  with  steep  up- 


right  sides,  said  means  including  telescoping 
metal  screening  cases,  and  said  colls  being  dis- 
posed within  said  cases. 


2.tI7.1S2 
SIREN 
Harry  Riod,  Staten  Island.  N.  Y..  assignor  to  The 
Sireno  Company,  Inc..  Staten  Island.  N.  Y..  a 
corporation  off  New  York 

Application  Janoary  IS.  1934.  Serial  No.  706.474 
5  aaims.     (O.  177—7) 


1.  In  a  siren  rotor,  a  hollow  shaft,  a  hub  ro- 
tatably  mounted  on  said  shaft  and  carrying  the 
rotor  vanes,  a  free  wheeling  clutch  interposed 
between  said  shaft  and  hub.  and  means  securing 
said  elements  together  In  a  unitary  assembly. 


2.017.133 
DISPENSER 

Frank  E.  Rice.  Detroit.  Mich.,  assignor  to  Ameri- 
can Tap-Bosh  Company.  Detroit.  Mich.,  a  cor- 
poration off  Michigan 
AppUcaUon  April  14,  1934.  Serial  No.  720.503 

6  Claims.  (CI.  225— 3) 
1.  In  combination,  an  eighth  keg  having  a  tap 
bush  In  one  head,  a  dispensing  faucet  structure 
connected  to  said  bush,  said  structure  comprising 
a  lug  member  for  engaging  said  bush,  a  valve 
body  engaging  said  lug  member,  said  valve  body 
having  a  tapered  bore  extending  throiigh  it  and 
having  a  boss  with  two  passages  through  it  com- 
municating with  said  bore  in  axlally  spaced  rela- 
tion to  each  other,  a  tapered  ground  barrel  valve 
member  in  said  tapered  bore,  said  valve  member 
having  an  endwise  bore  extending  inwardly  from 
the  larger  end  and  another  endwise  bore  extend- 
ing Inwardly  from  the  smaller  end  and  a  partition 
axlally  separating  said  bores,  said  valve  member 
having  a  port  for  establishing  communication 
between  said  first  bore  and  one  of  the  passages  In 
said  boss  and  having  another  port  for  establishing 
communication  between  said  second  bore  and  the 
other  of  said  passages  in  said  boss,  said  ports 
being  axlally  and  also  angularly  spaced  f  rcxn  each 
other  drcumferentially  of  said  barrel,  an  elbow 
connected  to  said  barrel  adjacent  the  larger  end 
thereof,  a  spout  swiveled  to  said  elbow,  an  air 
valve  connected  to  the  barrel  adjacent  the  smaller 
end  thereof  and  communicating  with  the  valve 
member  bore  at  that  end  of  said  valve  member,  a 
pipe  or  rod  connected  to  said  boss  communicat- 
ing with  said  one  passage  thereof,  a  handle  con- 
nected to  said  member  for  oscillating  it.  move- 
ment of  said  valve  barrel  in  one  direction  estab- 
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lishing  communication  between  the  bore  from  the 
smaller  end  of  said  barrel  and  the  interior  of 
the  keg  through  said  other  passages  in  said  boss 
and  closing  communication  between  said  other 
valve  member  bore  and  said  one  passage  in  said 


boss,  movement  In  the  opposite  direction  closing 
communication  between  the  first  bore  in  said 
valve  member  and  opening  communication  be- 
tween the  rod  or  pipe  and  the  valve  member  bore 
from  the  larger  end  of  said  barrel  for  discharg- 
ing beer  through  the  spout. 


S,017aS4 
LOCOMOTIVE 

Eugene  L.  Schellens,  Ridgewood.  N.  J.,  assignor 

to  C-S  Engineering  Company,  Englewood,  N.  J., 

a  corporation  off  Delaware 
Original    application   Jane    27.    1932.    Serial    No. 

619,458.      Divided    and    this   application    Jane 

8,  1933,  Serial  No.  674.793 

14  Claims.     (O.  110—122) 


1.  In  a  locomotive  having  a  smoke  box  and 
stack,  the  combination  of  cinder  separating  means 
in  the  smoke  box  including  means  in  surrounding 
relation  to  the  stack  inlet  opening  having  a  non- 
foraminous  rounded  rear  wall  and  foraminous 
side  walls  merging  at  their  rear  ends  with  the 
rounded  rear  wall  and  extending  forwardly  at 
angles  to  meet  at  a  ridge  with  each  other  at  their 
front  ends  whereby  cinders  are  caused  to  flow 
tangentially  along  the  foraminous  side  walls  to- 
ward the  front  of  the  smoke  box. 


2.017,135 
TYPEWRITING  MACHINE 
Jesse  A.  B.  Smith,  Stamfford,  Conn.,  assignor  to 
Underwood  Elliott  Fisher  Company.  New  York, 
N.  Y..  a  corporation  off  Delaware 
Application  October  2.  1933.  Serial  No.  691,790 
29  Claims.     (CI.  197—63) 
1.  In  a  margin -stop  device  for  a  typewriter - 
carriage,   the  combination   with   a  margin-stop 
having  a  stop-face  co-operative  with  a  counter- 
stop  and  adjustable  in  the  direction  of  carriage 
travel,  of  an  element  mounted  independently  of 
the   margin-stop    for   selective    interposition    or 
withdrawal,  between  or  from  between  said  stop- 


face  and  counter-stop,  to  thereby  vary  the  line- 
length  without  readjusting  the  margin-stop,  said 
element  and  the  mounting  thereof  being  arranged 


so  that  in  shifting  the  margin-stop  in  the  direc- 
tion of  carriage  travel,  said  element  may  be  cor- 
respondingly shifted. 


2.017,136 
TELEVISION  SYSTEM 
Merrill  A.  Trainer.  Westmont,  N.  J.,  assignor  to 
Radio  Corporation  off  America,  a  corporation  off 
Delaware 

AppUcation  Jane  25,  1932.  Serial  No.  619.169 
7  Claims.     (CI.  178—6) 


1.  In  a  television  system,  a  rotary  scanning  ele- 
ment, an  arc  source  of  IDuminatlcm  for  illuminat- 
ing a  subject,  of  which  the  image  is  to  be  trans- 
mitted, at  successive  elemental  areas  during  the 
rotation  of  said  scanning  element,  means  for  ro- 
tating said  scanning  element  to  cause  the  light 
produced  by  said  arc  to  pass  through  elemental 
scanning  areas  of  the  scanning  element  to  trav- 
erse successive  adjacent  paths  of  the  subject  <rf 
which  the  image  is  to  be  produced,  and  a  plu- 
rality of  relay  means  of  which  at  least  one  is  c<hi- 
nected  with  the  rotor  of  the  scanning  element  ro- 
tating means  and  each  relay  being  inter-con- 
nected with  the  other  to  cooperate  with  the  other 
for  controlling  the  scanning  element  rotating 
means  and  the  arc  source  of  illumination  In  ac- 
cordance with  the  current  flow  through  the  rotor 
means  so  as  to  quench  the  arc  at  a  time  period 
simultaneous  with  periods  of  stopping  of  ro^tlon 
of  the  scanning  element  rotating  means. 


2,017.137 
SURGICAL  LAMP  DEVICE 

Frederick  Charles  Wappler.  New  York,  N.  Y. 

AppUcation  December  22.  1933.  Serial  No.  703.517 

2  Oaims.     (a.  128—23) 

1.  A  lamp  device  of  the  character  described 
comprising  a  closed,  elongated,  glass  sheath,  a 
tube  of  heat -conductive,  oimque  material  nested 
within  said  sheath  and  almost  coextensive  in 
length  with  the  latter,  the  forward  end  of  said 
tube  extending  almost  to  the  forward  wall  of  said 
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sheath,  a  lamp  bulb  disposed  within  the  forward 
end  of  said  tube  with  its  filament  behind  the  for- 
ward edge  of  said  tube,  and  means  projecting 
rearwardly  through  said  tube  and  out  of  the  rear 
end  of  said  sheath  for  establishing  electrical  con- 


rV 


nection  to  said  filament,  whereby  the  heat  from 
the  bulb  is  absorbed  and  distributed  by  said  tube, 
and  whereby  the  effective  illumination  of  the  de- 
vice is  restricted  to  a  beam  projecting  forwardly 
out  of  said  shf'ath. 


2,017.138 
EASILY  THREADED  FILM  MOVING 
ASSEMBLY 
Otto  Wittel.  Reehester,  N.  Y..  assignor  to  East- 
man Kodak  Comi»any,  Rochester,  N.  Y.,  a  cor- 
poration of  New  York 

Application  Jannary  11,  1935.  Serial  No.  1,373 
7  Claims.     iCl.  271—2.3) 


3f  Si  26 


1.  In  an  easily  threaded  film  moving  assembly 
the  combination  with  a  feeding  drum  for  engaging 
and  moving  a  film  strip,  of  a  pair  ot  guide  mem- 
bers for  giiiding  the  edge  of  the  film  during  edge- 
wise threading  toward  and  around  the  periphery 
of  said  drum,  one  of  said  members  being  located 
at  one  end  of  said  drum  and  having  a  guiding 
surface  sloping  toward  the  periphery  of  said  drum, 
and  the  other  of  said  guide  members  being  sta- 
tionary and  located  adjacent  said  drum  and  hav- 
ing a  surface  sloping  oppositely  to  the  guiding 
surface  on  the  first-mentioned  guide  n>ember  but 
also  for  guiding  the  edge  of  said  film  toward  and 
around  the  periphery  of  said  feeding  drum. 


2.dl7.1S9 
FORM  ROLL  DRIVE 
Henry  A.  Wise  Wood,  New  York.  N.  Y.,  assignor 
to  Wood  Newspaper  Bfachinery   Corporation. 
New  York.  N.  Y.,  a  oorporati<Mi  of  Virginia 
AppUcation  Febmary  27.  1931.  Serial  No.  518,713 
Renewed  March  6.  1935 
7  Claims.     (CI.  101— 25«) 
1.  In  an  Inking  mechanism,  the  combination 
with  a  form  roller  and  means  for  driving  It  hav- 
ing a  free  driving  surface  capable  of  yielding  ctr- 


cumferentiaily  to  permit  the  surface  of  the  form 
roller  to  move  at  plate  speed  when  the  form  roller 


is  set  with  its  axis  at  different  distances  from 
the  axis  of  Its  driving  element. 


2.017.140 
PERMANENTLY  RETAINED  CAP  FOR  PHAR- 
MACEUTICAL CONTAINERS 
Charles  Engene  Worth.  Indianapolis,  Ind. 
AppUcation  October  17,  19SS,  Serial  No.  693,961 
4  Claims.     (CI.  221—60) 


1.  In  combination  with  a  pharmaceutical  con- 
tainer or  the  like,  a  head  formed  on  such  con- 
tainer, said  head  forming  a  container  outlet 
channel,  a  tapered  extension  formed  on  the  re- 
mote end  of  said  head,  the  exterior  of  said  ex- 
tension being  stepped  to  smaller  size  by  both 
co-Joined  conical  surfaces  and  spcu:ed  conical 
surfaces,  the  most  remote  one  of  said  conical  sur- 
faces being  more  abruptly  tapered  than  the 
others,  said  head  having  a  diametrically  con- 
tinuous cylindrical  surface,  said  extension  hav- 
ing a  port  through  an  Intermediate  one  of  said 
conical  surfaces  communicating  with  said  chan- 
nel, the  length  of  said  port  being  less  than  the 
length  of  the  respective  surface  along  the  axial 
line  of  said  head,  said  head  having  male  threads 
on  the  container  end  of  said  head  of  greater 
diameter  than  the  remainder  thereof,  a  cap  sur- 
rounding said  head,  said  cap  having  threads 
which  engage  said  male  threads  and  enable  the 
screwing  of  said  cap  along  on  said  head,  a  sleeve- 
like spout  formed  on  said  cap,  said  spout  sub- 
stantially fitting  over  said  tapered  extension 
throughout  its  length  In  closed  position  and  hav- 
ing a  female  conical  surface  especially  fitting  the 
conical  surface  of  said  head  having  said  port. 
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and  serving  to  close  same,  and  having  a  female 
cylindrical  portion  which  makes  a  substantially 
leak-proof  joint  with  the  cylindrical  portion  of 
said  head  when  said  cap  is  in  open  position  and 
preventing  the  leaking  of  any  pharmaceutical 
product  passing  through  said  port,  working  back 
between  said  threads,  the  more  abruptly  tapered 
surface  of  said  cap  fitting  the  more  abruptly 
tapered  surface  of  said  head  and  making  a  more 
intensive  contact  therewith  when  said  cap  is  in 
closed  position  than  with  any  other  surface  of 
said  head  and  forming  a  seal  therewith  and  mak- 
ing a  final  outside  seal  therewith  of  more  in- 
tensive contact  than  between  any  other  respec- 
tive surfj  ce  of  said  cap  and  head. 


2,017,141 
PROCESS  OF  PREPARING  CELLULOSE  FOR 

ITS  FIBROUS  ESTERIFICATION 
Edward    C.    Yackel    and    WUUam    O.    Kenyon. 
Rochester,  N.  Y.,  assignors  to  Eastman  Kodak 
Company,  Rochester,  N.  Y.,  a  corporation  of 
New  York 

No  Drawing.    Application  May  19,  1933, 
Serial  No.  671,898 
7  Claims.     (CI.  260—101) 
1.  In  the  preparation  of  an  organic  acid  ester 
of  cellulose  in  fibrous  form,  the  step  which  com- 
prises pretreating  the  cellulose  with  a  mixture  of  a 
lower  fatty  acid  and  a  low  boiling  aliphatic  hydro- 
carbon diluent  at  a  temperature  of  approximately 
20-25°  C.  preliminary  to  its  esterification. 


2,017.142 
FILM  HOLDER 
Charles   E.  Bedaux.  Monts,   France,   assignor 
Eastman  Kodak  Company,  Rochester,  N.  Y., 
corporation  of  New  York 

AppUcation  May  10,  1933.  Serial  No.  670.301 
5  Claims.     iCl.  206—52) 
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1.  A  film  filing  device  comprising  a  sheet  mem- 
ber, and  a  housing  which  Is  attached  to  said 
sheet  member,  which  is  provided  In  one  side  with 
an  opening  to  permit  insertion  of  a  coil  of  film, 
and  within  which  the  coil  of  film  may  expand 
to  a  dimension  greater  than  the  least  dimension 
of  said  opening. 


2,017.143 
AUTOMATIC   PIN   SETTER  FOR  BOWLING 

ALLEYS 

Albert  R.  Bentz.  Toledo.  Ohio,  assignor  to  Singer 
Manufactaring  Company,  Toledo.  Ohio,  a  cor- 
poration of  Ohio 
Application  July  17.  1933.  Serial  No.  680.676 

10  Claims.  (CI.  273 — 43) 
1.  The  combination  with  a  bowling  alley  having 
a  pit  at  the  rear  end  thereof  of  a  crowned  mem- 
ber spaced  above  the  bottom  of  the  pit  with  its 
edges  spaced  from  the  sides  of  the  pit  a  distance 
greater  than  the  largest  diameter  of  the  pins  but 
less  than  the  diameter  of  the  balls,  whereby  the 


balls  are  separated  from   the   pins  in   the  pit, 
means  for  returning  the  balls  to  the  front  of  the 


alley,  and  means  for  elevating  the  pins  and  dis- 
tributing them  in  position  for  resetting. 

2,017,144 
PHOTOGRAPHIC  DRY  MOUNTING  TISSUE 
Arthur    W.    M.    Dlckins    and    Neil    S.    Kocho-, 
Rochester,  N.  Y.,  assignors  to  Eastman  Kodak 
Company,  Rochester,  N.  Y.,  a  corporation  of 
New  York 
No  Drawing.     Application  September  18,  1933, 
Serial  No.  689.876 
2  Claims.     (CI.  91— 68) 
2.  A  photographic  dry  mounting  tissue  con- 
sisting of  paper  coated  on  both  sides  with  a  com- 
position consisting  essentially  of  100  parts  of  low- 
viscosity  nitrocellulose,  from  110  to  150  parts  of 
tricresyl  phosphate  and  from  10  to  200  parts  of 
a  resin. 

2,017.145 

PNEUMATIC  LIQL7D  DISPENSER 

William  G.  Dunn,  Clarinda.  Iowa 

Application  August  17.  1933,  Serial  No.  685,588 

2  Claims.     (CI.  299—96) 


^^z^ 


2.  A  fitting  of  the  character  disclosed  compris- 
ing a  single  body  having  faces  thereon,  a  pump 
having  its  outlet  against  one  of  said  faces,  means 
for  attaching  said  pump  thereto,  a  closed  reser- 
voir against  another  face  of  said  body,  a  pas- 
sageway in  said  body  from  said  pump  to  said  res- 
ervoir and  a  passageway  therein  from  said  reser- 
voir, means  for  attaching  said  reservoir  to  said 
body,  said  reservoir  attaching  means  being  lo- 
cated in  said  second  mentioned  passageway  and 
containing  a  check  valve  opening  away  from  said 
reservoir. 

2.017.146 

MOP  WRINGING  ATTACHMENT 

Ernest  L.  Farrin,  Medford,  Mass. 

Application  August  8,  1933.  Serial  No.  684,135 

2  Claims.     (CI.  IS— 120) 
1.  In  combination  with   an   elongated  handle 
having  a  mop  holding  clamp  mounted  on  the  bot- 
tom end  thereof,  and  an  operating  lever  for  said 
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clamp  pivotally  mounted  on  said  handle  and  ar- 
ranged to  be  held  in  longitudinal  relation  there- 
with, a  sleeve  arranged  to  be  slidably  mounted 
on  said  handle  from  its  top  end  and  having  a  pair 
of  upwardly  projecting  ears  arrsmged  to  be  slld-i 
ably  engaged  with  opposite  sides  of  said  lever,  to" 


hold  said  sleeve  against  rotatable  and  downward 
movement  on  the  handle,  a  projection  on  said 
sleeve  at  one  side  thereof,  and  a  shaft  rotatably 
mounted  In  said  projection  and  held  to  extend 
towards  said  clamp  obliquely  with  relation  to  the 
handle,  said  shaft  having  a  handle  at  its  top 
end  and  mop  engaging  means  at  its  bottom  end. 


8,017.147 
EMULSIFIED  WOOD  OILS 
Louis  J.  flfC,  Jr^  Kingsport,  Tenn^  assignor  to 
Eastman  Kodali  Company,  Rochester,  N.  T.,  a 
corporation  of  New  York 

Application  March  24.  1933.  Serial  No.  ««2.48« 
4  Claims.     (CL  167—27) 
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1.  A  stable,  liquid  emulsion  of  wood  oil  with  an 
aqueous  solution  of  caustic  soda,  resulting  from 
the  addition  of  from  3  to  5  grams,  approximately, 
of  caustic  soda  per  100  cc.  of  wood  oil  and  water, 
the  wood  oil  constituting  from  5  to  50%,  approx- 
imately, of  the  total  volume  of  wood  oil  and 
water. 


2.117.148 
DISTRIBUTION   SYSTEM  FOR  SHOE 
FACTORIES 
Myron  O.  Frost,  Richmond  Heights,  and  Peter 
Mattler,  St.  Loois,  Mo.,  assignors,  by  mesne  as- 
signments, to  The  Lamson  Company,  Syracuse, 
N.  T.,  a  corporation  of  Massachosetts 
Original  appUcation  June   20,   1932.    Serial   No. 
flS,251.    DiTided  and  this  application  Novem- 
ber 10,  1932,  Serial  No.  042,916 

8  Claims.  (CI.  214—11) 
1.  In  shoe  machinery,  a  conveyor  having  in 
respect  to  a  loading  station,  an  outwardly  mov- 
ing reach  and  a  return  reach,  unloading  sta- 
tions located  on  the  return  reach,  clamps  con- 
veyed by  the  conveyor  and  adapted  to  support 
material,  a  mechanism  for  driving  the  conveyor, 
an  automatically  opening  clutch  in  said  mecha- 
nism, a  moTable  platen  having  opening  and  clos- 
ing positions  with  respect  to  the  clamps,  operat- 
ing means  whereby  said  operator  simultaneously 
closes  the  clutch  and  positions  said  platen  for 
opening  a  clamp,  each  action  of  said  clutch  re- 
sulting   in    predetermined    movement    of    said 


clamps,  the  clamps  being  spaced  so  that  during 
said  movement  an  anterior  clamp  is  progressed 


into  the  former  position  adjacent  the  platen  of 
a  posterior  clamp. 


2.017,149 

ROPE  SHEAVE 

Herald  B.  Greening.  Hamilton,  Ontario.  Canada, 

assignor   to    GaDoway    Engineering   Company 

Limited.  Hmmii^f^,  Ontario,  Canada 

AppllcaUon  August  8.  1931.  Serial  No.  555,970 

2  Claims.     (CI.  74—230.7) 


m^^^^^MA 


^^ 


1.  An  improved  sheave  for  multiple  ropes  or 
cables  having  a  peripheral  band  of  resilient  rub- 
ber material  moulded  with  spaced  rope  engaging 
grooves  in  Its  outer  periphery  and  formed  with 
cavities  on  its  inner  wall  spaced  between  the  rope 
grooves,  the  rubber  material  fUling  the  space  be- 
tween the  rope  and  the  supporting  sheave  rim 
having  a  body  firmness  sufBclent  to  sustain  nor- 
mal loads  when  applied  uniformly  by  said  ropes 
or  cables  and  being  capable  of  being  displaced 
laterally  under  abnormal  pressures  to  reduce  the 
effective  surface  diameter  of  the  rope  groove  sub- 
ject to  the  greatest  strain,  whereby  said  resilient 
rubber  band  acts  as  a  yielding  compensating  sup- 
port for  said  ropes  or  cables  to  distribute  the  load 
therebetween. 


2,017,150 

MANUFACTURE  OF  METAL  OXIDES 

Charles  F.  Hannx,  Buffalo.  N.  Y. 

AppUoaUon  July  21,  1933,  Serial  No.  681.589 

28  Claims.     (CI.  23—139) 


1.  The  process  of  preparing  a  metal  oxide 
which  comprises  fusing  the  metal  whose  oxide  Is 
desired,  discharging  the  fused  metal  while  fluid 
in  finely  divided  particles  against  a  wall  with 
sufficient  force  to  cause  the  particles  to  flatten 
out  In  thin  films  on  said  wall,  exposing  said  films 
while  on  said  walls  to  free  oxygen  to  form  an 
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oxide  of  the  metal  of  the  films,  separating  the 
oxide  from  the  films  continuously  as  the  oxide 
forms,  and  collecting  the  separated  oxide. 

13.  An  oxide  creating  machine  comprising  a 
chamber,  means  for  discharging  fluid  metal, 
whose  oxide  Is  desired,  as  a  fine  spray  and  with 
considerable  force  against  a  wall  of  said  cham- 
ber, whereby  the  particles  of  fluid  metal  in  said 
spray  will  flatten  out  by  impact  and  form  thin 
films  of  metal  adherent  to  said  wall,  means  for 
supplying  free  oxygen  to  said  chamber  along 
said  wall  whereby  the  metal  films  on  said  wall 
will  be  converted  to  an  oxide,  and  means  adapted 
to  press  said  films  directly  against  said  wall  for 
separating  and  removing  the  oxide  from  said 
walls  and  collecting  it  without  any  substantial 
portion  of  unoxidized  metal. 


coiinsUqti/ 
2.017.151 
SKIVING  BIACHINE 
George  Haselton.  Cyril  EUury  James,  and  William 
Isaac  Bacon,  Leicester.  England,  assignors  to 
United  Shoe  Machinery  Corporation,  Paterson, 
N.  J.,  a  corporation  of  New  Jersey 
AppUcaUon  January  29,  1934.  Serial  No.  708,746 
In  Great  Britain  July  1,  1933 
11  CbOms.    (CI.  12—31.5) 


1.  A  skiving  machine  having,  in  combination. 
a  support  constructed  and  arranged  to  be  en- 
gaged by  the  heel  portion  of  the  inside  of  a  shoe 
upper  to  which  an  outsole  is  attached,  a  knife, 
a  plate  constructed  and  arranged  to  be  positioned 
between  the  shoe  upper  and  the  heel  end  of  said 
outsole,  means  for  causing  relative  movement  of 
the  support  and  plate  on  one  hand  and  the  knife 
on  the  other  hand  to  force  the  heel  end  of  the 
outsole  against  the  cutting  edge  of  the  knife 
preparatory  to  skiving  said  outsole,  and  mecha- 
nism for  moving  the  knife  in  a  predetermined 
path  to  skive  said  outsole. 


2,017.152 
REFRIGERATING   APPARATUS 
Harry  B.  Hull,  Dayton,  Ohio,  assignor  to  General 
Motors  Corporation,  Dayton,  Ohio,  a  corpora- 
tion of  Delaware 
AppUcation  January  30.  1934.  Serial  No.  709.011 
13  Claims.     (CI.  62—116] 


1.  Refrigerating  apparatus  comprising  in  com- 
bination, a  refrigerator  cabinet  Including  a  plu- 


rality of  stationary  walls  forming  a  food  storage 
compartment,  said  cabinet  having  a  single  open- 
ing leading  to  said  compartment,  removable 
means  closing  the  opening  in  said  cabinet,  said 
means  including  a  portion  firmly  attached  to  the 
cabinet  and' another  movably  mounted  portion 
forming  a  door  providing  access  to  said  compart- 
ment, a  closed  refrigerating  system  associated 
with  said  firmly  attached  rmrtion  of  said  means 
and  including  a  cooling  element  disposed  within 
said  food  storage  compartment  and  a  refrigerant 
liquefying  unit  disposed  exteriorly  of  said  com- 
partment, and  said  refrigerating  system  and  said 
first  named  portion  of  said  means  being  remov- 
able from  said  cabinet  as  a  unit. 


2,017.153 

SOLTVD   REPRODUCING    SYSTEM 

Edward  W.  Kellogg.  Moorestown.  N.  J.,  assignor 

to  Radio  Corporation  of  America.  New  Yorii, 

N.  Y.,  a  corporation  of  Ddaware 

AppUcation  November  10.  1932,  Serial  No.  641,955 

16  Claims.     (CI.  179—100.1) 


^ 
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1.  The  method  of  producing  natural  reverbera- 
tion effects  In  an  auditorium  in  connection  with 
reproduced  sound  which  comprises  reproducing 
sound  with  as  little  reverberation  as  possible  at 
one  Fwint  in  the  auditorium  and  simultaneously 
reproducing  the  same  sound  with  reverberation 
at  at  least  one  other  point  in  said  auditorium. 


2,017.154 
VALVE  SEAT  CONSTRUCTION  FOR  ENGINES 

AND  THE  LIKE 
Elwood  T.  Laridn.  Egrertsville,  N.  Y.,  assignor  to 

Charles  A.  Criqui.  Buffalo,  N.  Y. 

AppUcation  September  15.  1934,  Serial  No.  744,237 

12  Claims.     (CI.  123—188) 


ir  A 


1.  A  valve  seat  insert  construction  for  cylinder 
blocks  or  heads,  including  an  insert  provided 
on  its  outer  surface  with  tapering  grooves  and 
teeth  arranged  with  bottoms  of  the  grooves  con- 
verging toward  the  axis  of  the  insert  and  toward 
the  face  of  the  insert  on  which  a  valve  is  to 
seat  and  the  peaks  of  the  teeth  diverging  from 
the  axis  of  the  insert  toward  the  face  of  the 
insert  on  which  a  valve  is  to  seat,  the  metal  of 
the  cylinder  block  or  head  being  forced  into  the 
grooves  formed  on  the  insert  for  holding  said  in- 
sert against  any  movement  relatively  to  said 
cylinder  block  or  head. 


2.017.155 
OIL  PUMP 
Adolph  W.  F.  Manzel.  Buffalo,  and  William  C.  H. 
Pf  ell,  Ebenexer,  N.  Y..  assignors  to  ManseV  Bros. 
Co..  Buffalo.  N.  Y.,  a  corporation  of  New  York 
AppUcation  January  2,  1932.  Serial  No.  584.404 
7  Claims.     (CI.  184 — 27) 
1.  In  an  oil  pump,  the  combination  of  a  cyl- 
inder, a  piston  plunger  reciprocable  within  said 
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cylinder,  means  for  actuating  said  piston -plunger 
with  lost  motion  between  the  two,  and  a  friction 


device  engaging  said  piston  plunger  peripherally 
at  diametrically  opposite  points  only. 


2.017,156 
CONVEYER  FOR  SHOE  FACTORIES 
Peter  Mattler,  St.  Loois.  Mo.,  assignor,  by  mesne 
assignments,  to  The  Lamson  Company.  Syra- 
cuse, N.  Y.,  a  corporation  of  Massachusetts 
Application  June  20,  1932.  Serial  No.  618.249 
5  aaims.     (CL  19»— 110) 
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1.  A  conveyer  comprising  an  endless  article 
bearing  element,  mechanism  for  advancing  said 
element  at  a  predetermmed  rate  of  speed,  and 
manually  operable  means  for  increasing  the  rate 
of  speed  of  the  element,  such  means  acting  while 
the  mechanism  for  advancing  the  element  at  the 
predetermined  rate  Is  in  operation. 


2.017.157 

OIL  BURNING  STEAM  BOILER 

Philias  P.  Monflls.  Worcester.  Mass. 

Application  December  15.  1933.  Serial  No.  702.572 

4  Claims.     <C1.  122—261) 


1.  In  a  boiler  construction   adapted   for  the 
combustion  of  liquid  or  gaseous  fuels,  a  boiler 


head,  a  water-leg  depending  therefrom  and 
forming  a  continuous  spiral  about  a  substantially 
vertical  axis,  said  water-leg  defining  a  continuous 
spiral  path  through  which  the  products  of  com- 
bustion are  directed  and  a  horizontal  dividing 
member  between  the  top  and  bottom  of  said  wa- 
ter-leg for  preventing  verUcal  movement  of  the 
products  of  combustion  In  said  spiral  path,  the 
inner  end  of  said  dividing  member  being  spaced 
from  the  center  of  the  spiral  to  permit  vertical 
movement  of  the  products  of  combustion  at  the 
center  of  the  spiral. 


2.017.158 

TIRE  INFLATING  ARRANGEMENT 

Aivle  C.  Mosser  and  John  F.  Methard. 

Detroit.  Mich. 

AppUcation  January  12,  1954.  Serial  No.  706,390 

6  Claims.     (CI.  152—11) 


1.  A  tire  Inflating  arrangement  comprising  an 
air  feed  line  mounted  upon  a  vehicle  having  pneu- 
matic tired  wheels  equipped  with  air  inlet  valves,  a 
cylinder  in  which  the  feed  line  terminates  placed 
adjacent  one  of  the  wheels,  a  piston  in  said  cylin- 
der actuated  by  compressed  air  from  the  feed  line, 
a  grooved  plate  rotatable  with  the  wheel,  a  tubular 
connection  extending  from  the  air  valve  on  said 
adjacent  wheel  and  terminating  in  said  groove,  a 
member  movable  against  the  plate  to  cover  the 
groove  so  that  the  latter  then  becomes  an  in- 
closed channel,  means  operated  by  the  movement 
of  the  piston  for  moving  the  member  against  the 
grooved  plate,  and  a  pipe  extending  from  the 
cylinder  through  the  member  opposite  the  plate 
groove  through  which  air  from  the  cylinder  is 
adapted  to  pass  Into  the  Inclosed  channel  and 
from  the  latter  Into  the  tubular  connection  and 
air  inlet  valve. 


2.017.159 
METHOD    OF    PROTECTING    CLOTHING 
AGAINST   DAMAGE   BY   INSECTS   AND 
MEANS  THEREFOR 

Plnchns  Mucha.  Irvington,  N.  J. 

Application  January  31.  1934,  Serial  No.  709,243 

20  Claims.     (CI.  43—124) 


1.  As  an  Insect  trapping  device,  an  Insect- 
attractive  fabric  being  inherently  of  an  Insect- 
attractive  color,  the  member  Including  an  insect - 
destructive  means. 
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2,017.160 

UGHT  TIGHT  FILM  PACKAGE  FOR 

CAMERAS 

J  Henry  S.  Parker,  Rochester,  N.  Y.,  assignor  to 

Eastman  Kodak  Company,  Rochester,  N.  Y.,  a 

corporation  of  New  York 

Application  October  11.  1933.  Serial  No.  693,131 

10  Claims.     (CI.  242—71) 


'V 


2d  JO 


8.  In  a  light  tight  package  of  film,  the  combi- 
nation with  a  flanged  spool,  of  an  enclosure  there- 
for including  a  flexible  tubular  member  having 
overlapping  edges  forming  a  curved  film  guide- 
way,  the  diameter  of  said  tube  being  substan- 
tially the  same  as  the  spool  flanges  and  being 
adapted  to  contact  therewith,  perforated  caps  on 
the  ends  of  the  tubular  member  adapted  to  en- 
gage the  ends  of  the  flexible  tubular  member  and 
hold  the  same  in  shape,  and  means  between  the 
perforated  caps  and  .spool  flanges  for  preventing 
light  from  leaking  through  the  perforations  and 
around  the  flanges. 


2.017.161 
DETACHABLE  CORNER  STRUCTURE  FOR 

CRATES 

Edward   M.    Pennock.    Minneapolis.   Minn.,    and 
Elmer   W.    McClelland,   Hollywood,    Calif.,    as- 
signors  to   G.   H.   Tennant    Company.   Minne- 
apolis, Minn.,  a  corporation  of  Minnesota 
Application  May  5.  1930,  Serial  No.  449,753 
8  Claims.     (CI.  217—12) 


9  . 
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8.  A  corner  lock  for  slatted  milk  bottle  crates 
including  a  pair  of  relatively  disengageable  inner 
and  outer  corner  members,  means  cooperable 
with  said  outer  comer  member  for  detachably 
connecting  said  members  together  and  for  hold- 
ing the  slats  In  proper  relationship,  said  outer 
corner  member  including  means  engageable  with 
said  first  named  means  to  permit  one  member 
to  be  slldably  disengaged  from  the  other,  to  dis- 
assemble the  comers  of  the  crate  for  repair  when 
it  is  so  desired. 


2,017,162 

SAUSAGE  CASING  AND  METHOD  OF 

MAKING  THE  SAME 

Gustav  F.  Peters  and  Otto  Reissner, 

St.  Paul,  Minn. 

AppUcation  May  5,  1934.  Serial  No.  724.059 

5  Claims.     (CI.  17— 45) 


1.  A  sausage  casing  of  the  large,  sewed  type 
comprising  a  liner  and  an  outer  covering  each 
made  of  a  plurality  of  longitudinal  strips  sewed 
together,  the  liner  being  arranged  within  the 
outer  covering  so  that  an  unbroken  surface  of 
the  latter  covers  the  seams  of  the  former  and  an 
unbroken  surface  of  the  liner  is  directly  beneath 
the  seams  of  the  outer  covering. 


2,017,163 

ABRADING  MACHINE 

William    A.    Reed,    Beverly,    Mass.,    assignor    to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  February  6,  1933.  Serial  No.  655,304 

2  Claims.     (CI.  51—192) 


1.  An  abrading  tool  comprising  a  rotary  body 
for  supporting  a  frusto-conlcal  abrasive  sleeve, 
and  means  for  clamping  the  end  portions  respec- 
tively of  the  abrasive  sleeve  to  said  rotary  body, 
said  rotary  body  and  said  clamping  means  being 
constructed  and  arranged  to  conform  to  the  di- 
ameters of  the  end  portions  of  the  abrasive  sleeve 
and  to  enable  the  abrasive  sleeve  to  be  applied 
to  the  rotary  body  by  passing  the  larger  end  of 
the  sleeve  over  the  means  for  clamping  the  small- 
er end  of  the  sleeve. 


2.017.164 
PROCESS  FOR  POLYMERIZING 

CHINA-WOOD  OIL 
Louis  J.  Reisenstein,  Pittsburgh,  Pa. 
Application  February  2,  1932,  Serial  No.  590,389 
1  Claim.     (CI.  87—12) 
The   process  of   polymerizing   an   unsaturated 
glyceride  oil  such  as  China-wood  oil.  which  com- 
prises maintaining  a  suitable  supply  of  oil.  con- 
tinuously pumping  from  the  supply  a  stream  of 
oil  through  a  polymerizing  zone,  diverting  a  por- 
tion of  the  oil  pumped  from  the  supply  back  to 
the  supply  before  reaching  the  polymerizing  zone 
and   creating   a   constant   pressure  gradient   on 
the  balance  thereof  in  the  neighborhood  of  150 
Ibs./sq.  in.,  discharging  the  oil  from  the  poly- 
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merizing  zone  back  to  the  supply  until  the  oil 
leaving  the  polymertzing  zone  has  attained  the 


o^o^^  temperature,  in  the  range  from  500"  to 
6Q0  F  and  thereafter  discharging  the  heated  oU 
Into  a  discharge  tank. 

2J17.165 

CELLULOSE  ACETATE  PROTECTIVE 

COATING 

Earle  E-  lUcli»rdson  and  Cyril  J.  SUad.  Rochester, 

N.  T..  assiiiiart  to  Eartman  Kodak  Company 

*  "^!f**''  ^'  ^-  •  corporation  of  New  York 

AppUcaUon  NoTember  W.  19M,  Serial  No.  410.708 

5  Claims.     (CI.  91— S8) 
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1.  An  article  of  manufacture  which  has  a 
closely  adhering  lacquer  coating  decomposable 
by  sunlight,  and  a  light-filtering  overcoating  com- 
prising a  cellulose  organic  derivative  and  a  com- 
pound selected  from  the  group  consisting  of 
naphthalene  and  halogenated  naphthalenes  the 
^J^L^^^iV'l^  ^^^«  substantially  transparent  to 
visible  light  and  having  the  characteristic,  due 
to  Jts  content  of  the  selected  compound,  that  it 
IS  absorbent  of  substantially  all  the  rays  of  light 
shorter  than  320  millimicrons,  the  light-filtering 
substance  being  present  In  the  overcoating  in  an 
amount  sufficient  to  substantially  completely  pre- 
vent decomposition  of  the  lacquer  coating. 

2.017.166 

ELECTRIC   SIGNALING   SYSTEM 

Robert  W.  Richardson.  Cleveland,  Ohio 

AppUcation  April  2,  1929.  Serial  No.  351,993 
2  Claims.     (CI.  177— 311) 

1.  In  an  electrical  signaling  system,  a  plurality 
of  indicator  units,  a  plurality  of  rows  of  signaling 
elements  in  each  indicator  unit,  an  electric  cir- 
cuit connected  with  a  source  of  power  by  two 
single  conducting  elements,  one  of  said  elements 
connected  with  a  single  contact  member  mov- 
able relatively   to  a  series  of  opposite  contact 
members  each  connected  with  separate  parallel 
circuits  each  having  In  series  corresponding  sig- 
naling elements  of  corresponding  rows  in  each 
ndicator.  a  plurality  of  selective  switches  carry- 
ing contacts  in  said  parallel  circuits,  each  of  said 
switches  having  a  series  of  fixed  contacts  equal  to 
the  total  number  of  signaling  elements  In  a  row 
and  each  switch  having  a  movable  member  hav- 
ing individual  contact  members  equal  to  the  num- 
ber of  fixed  contacts  and  movable  thereover  in 
circuit  changing  relation,  said  movable  member 
carrying  collector  rings  equal  in  number  to  the 
number  of  individual  contact  members  and  indi- 


vidually connected  therewith  respectively  and  in- 
dividual brushes  equal  in  number  to  the  number 
of  collector  rings  and  connected  in  separate  par- 
allel circuits  with  said  respective  signaling  ele- 


ments, and  the  other  single  conducting  element 
connected  with  the  sourc?of  power  haflM^m- 
mon  connection  with  all  of  said  parallel  circuits 
through  said  Signaling  elements  Snd  switches 

t,»17,167 
»       .^   PHOTOGRAPHIC  DEVELOPER 
Harold  D.  RosmII.  Rochester.  N.  Y..  assignor  to 
Eastman  Kodak  Company.  Rochester.  N.  Y.,  a 
corporaUon  of  New  York 
No  Drawing.    AppUcation  Angnst  1.  1934. 
Serial  No.  737,958 
4  Claims.     (CL  95— 88) 
^J^Jl  J**^o^5apti|c  developer  comprising  a  de- 
veloping agent  and,  as  an  essential  alkaline-re- 
acting  component   of   the   developer    an   alkali 
metal  salt  of  triethanolamine.  ^ 

2.817.168 

SUPPER-NAPKIN  FOR  DRINKING 

RECEPTACLES 

.\rnold  S.  Sanders.  Los  Angeles.  Calif 
Application  December  10,  1934,  Serial  No.  756  836 
3  Claims.     (CI.  65—53) 


/«  -f 


3.  A  napkm  consisting  of  two  sheets  hingedly 
united  to  each  other,  one  of  said  sheets  having  a 
slit  to  admit  the  stem  of  a  goblet  to  Its  central 
portion,  the  outer  end  of  said  slit  terminating  at 
an  edge  portion  of  the  sheet  in  which  it  is  formed 
and  at  a  point  substantially  diametrically  oppo- 
site to  the  hinge  union  between  said  sheets  and 
an  adhesive  tab  formed  on  the  unslltted  sheet 
and  foldable  against  the  sUtted  part  of  Its  fellow 
to  unite  the  material  thereof  at  opposite  sides  of 
tald  slit. 

2.017.169 

PUMP  JACK 

Roy  E.  Slader.  Fort  Calhoun.  Nebr 

AppUcation  April  7.  1934.  Serial  No.  719.474 

1  Claim.     (CI.  74 — 45) 
In  a  pump  Jack  for  mounting  over  an  upright 
pump  having  a  vertically  reciprocable  pump  rod 
and  a  base  portion  at  its  ground  line,  a  jack  In- 


OCTOBER  15, 1935 


U.  S.  PATENT  OFFICE 


MK» 


eluding  a  pair  of  spaced  parallel  sills  adapted  at 
one  end  to  receive  the  pump  base  between  them 
and  being  braced  apart  at  the  opposite  end.  means 
for  locking  the  sill  ends  at  the  pump  base  to  the 
base,  a  U-shaped  drive  yoke  pivoted  at  its  bight 


to  an  intermediate  portion  of  the  base  remote 
from  the  pump  and  extending  at  its  free  ends  to 
a  point  alongside  the  pump  rod.  connecting  rods 
pivoted  at  their  lower  ends  to  the  free  ends  of  the 
yoke  and  plvotally  connected  at  their  upper  ends 
to  the  pump  rod^ 

2.017.170 

GUDER  FRAME 

Milton  B.   SmUh.  Perrysbnrr.  Ohio,   assignor  to 

The  Hettrick  Manafactnring  Company.  Toledo. 

Ohio,  a  corporation  of  Ohio 

AppUcation  December  5.  1934,  Serial  No.  756,130 

1  Claim.     (CI.  5—129) 


A  glider  frame  comprising  end  pieces,  each  con- 
sisting of  a  horizontal  arm  portion  having  one 
end  free,  a  leg  extending  downwardly  from  the 
opposite  end  of  said  arm  portion,  a  base  part 
secured  at  one  end  to  the  lower  end  of  said  leg 
and  extending  rearwardly  in  substantially  par- 
allel relation  to  said  arm  portion  and  terminating 
at  a  point  beyond  the  free  end  thereof,  and  a 
relatively  short  inwardly  extending  tubular  por- 
tion on  the  rear  end  of  said  base  portion  and  ar- 
rsinged  at  sut)stantially  right  angles  thereto,  a 
rail  having  substantially  U-shaped  end  portions 
adapted  to  fit  respectively  over  and  partially  em- 
brace said  inward  extensions,  said  extensions  rest- 
ing on  the  supporting  surface  but  said  rail  being 
free  therefrom,  and  detachable  means  for  secur- 
ing said  U-shaped  end  portions  to  said  extensions. 

2.017,171 
PREPARATION  OF  MOISTURE  RESISTANT 

THREAD 

Cyril  J.  Stand  and  Russel  H.  Van  Dyke.  Roches- 
ter, N.  Y..  assignors  to  Eastman  Kodak  Com- 
pany, Rochester.  N.  Y.,  a  corporation  of  New 
York 

No  Drawini:.     AppUcation  July  22,  1932, 
Serial  No.  624.149 
17  Claims.     (CI.  8—20) 
1.  The  process  of  preparing  an  acylated  cellu- 
lose thread  suitable  for  electrical  insulation  which 


comprises  treating  the  thread  with  an  esterifying 
bath  comprising  a  lower  fatty  acid  anhydrid  in 
the  presence  of  a  non-esterifiable  plasticizer. 

2.  The  process  of  preparing  an  acetylated  cel- 
lulose suitable  for  electrical  insulation  which 
comprises  treating  the  cellulose  with  an  esterify- 
ing bath  comprising  an  acetic  acid  anhydrid  In 
the  presence  of  a  non-esterlflable  plasticizer. 


2,017,172 

REFRIGERATING  STRUCTURE 

Edward  A.  Sweeley,  Alexandria,  Va.,  and  Norman 

T.  Anderson,  Washington,  D.  C. 

AppUcation  February  19,  1932,  Serial  No.  594,064 

2  Claims.     (CL  62—19) 


1.  A  combined  ice  and  brine  tank  unit  for  re- 
frigerator structures,  comprising  an  upper  retic- 
ulated wall  portion  for  an  Ice  and  salt  mixture, 
and  a  lower  imperforate  wall  portion  for  a  brine 
concentrate,  said  upper  reticulated  portion  hav- 
ing substantially  the  major  part  of  its  wall  area 
possessing  characteristics  of  a  screen-like  forma- 
tion for  the  passage  of  air  from  all  sides  through 
said  reticulated  wall  whereby  maximum  surface 
contact  between  air  and  ice  is  obtained  and  a 
lower  air  temperature  produced,  said  lower  por- 
tion presenting  irregular  outer  surfaces  of  en- 
larged superficial  area  and  being  provided  with 
means  for  controlling,  at  will,  the  discharge  of 
brine  concentrate;  said  elements  in  the  relation- 
ship specified  cooperating  to  produce  two  differ- 
ent temperatures,  one  by  direct  contact  of  air 
with  ice  and  the  other  by  a  contact  of  air  with 
outer  surfaces  of  the  lower  portion  of  the  said 
unit  containing  brine  concentrate,  each  modify- 
ing the  other,  and  lessening  formation  of  ice 
incrustation  on  the  wall  and  producing  a  more 
umform  and  relatively  lower  temperature 
throughout  the  said  refrigerator  structure. 


2.017.173 
FASTENING  FOR  PACKAGES 
Michl    WoUncr    and    Franx    Weber,    Kienberg, 
Czechoslovakia,  assignors  to  the  Firma  Moldau- 
muhl  Bruder  Porak.  Papier  und  Pappenfabri- 
ken  A.  G.,  Kienberg,  Bohemia,  Cxechoslovakia 
AppUcation  March  8,  1935.  Serial  No.  10.118 
In  Czechoslovakia  November  25,  1932 
1  Claim.     (CI.  229 — 47) 


Fastening  means  for  boxes  and  like  packages, 
comprising  an  inner  flap  formed  with  three  holes 
in  a  line  with  one  another,  an  outer  flap  formed 
with  one  hole  registering  with  the  middle  hole 
In  the  inner  flap,  a  stirrup  member  having  its 
central  portion  and  Its  two  ends  bent  upwards. 
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the  central  portion  of  the  stirrup  member  ex- 
tending in  an  outward  direction  through  the  mid- 
dle hole  m  the  Inner  flap  and  through  the  hole 
m  the  outer  flap  and  projecting  above  the  sur- 
face of  the  outer  flap  In  the  form  of  a  loop  and 
a  binding  strip  adapted  to  pass  through  the  pro- 
jecting loop  of  the  stirrup  member  outside  the 
flaps  and  right  round  the  box  or  package  the 
bent  up  ends  of  the  stirrup  extending  through  the 
other  two  holes  in  the  inner  flap  and  the  end  por- 
tions bent  over  the  inner  flap  toward  the  strip 
Ki«H^^^^/v  ^  outward  strain  on  the  strip  tends  to 
bind  said  bent-over  end  portion  more  tightly  be- 
tween the  flaps  and  prevent  pulling  out  the  stir- 
rup member. 


2.017.174 

HOOK-OFT  DEVICE  FOR  WELLS 

Theodore  J.  Adkins,  Bamsdall.  Okla 

Application  February  25.  1935.  Serial  No.  8.161 

4  Claims.     (CI.  74 — 593) 


I^=r^ 


1.  A  hook-off  device  for  pump  jack  power  lines 
comprising  a  supporting  structure,  a  sleeve  opera- 
ble in  said  supporting  structure  and  adapted  to  be 
connected  to  a  pump  jack,  a  rod  slldable  in  the 
siceve  and  adapted  to  be  connected  to  a  source  of 
power,  means  releasably  connecting  the  rod  to  the 
sleeve  for  actuating  said  sleeve  in  one  direction 
means  for  arresting  movement  of  the  sleeve  in 
the  opposite  direction  for  releasing  the  connect- 
ing means,  means  operable  by  the  sleeve  for  re- 
leasably securing  the  arresting  means  In  Inopera- 
tive position,  and  means  for  yieldingly  main- 
tatolng  the  sleeve  out  of  engagement  with  the 
last-named  means. 


2.017.175 
MEASUREMENT  OF  RETURN  LOSS 
Leonard     Gladstone    Abraham.    Madison,     and 
Doren  MitcheU.  Bound  Brook.  N.  J.,  and  RosseU 
Shaw  Hawkins,  Osone  Park.  N.  Y..  assignors  to 
American  Telephone  and  Telegraph  Company 
a  corporation  of  New  York 
Application  June  1,  1934.  Serial  No.  728.608 
16  Claims.     (CT.  179—175.31) 
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1.  In  a  two-way  transmission  system  including 
a  two-wire  line  and  two  oppositely  directed  paths 
connected  therewith  in  approximately  conjugate 


relation,  whereby  energy  coming  In  toward  the 
two- wire  line  will  be  in  part  returned  over  the  out- 
going path,  the  method  of  measuring  the  return 
loss  which  consists  in  comparing  the  magnitude 
of  the  energy  in  the  incoming  path  and  the  mag- 
nitude of  the  returned  energy  in  the  outgoing 
path,  and  determining  the  degree  of  the  return 
loss  from  the  difference  discovered  by  such  com- 
parison. 

2.017.176 
DISPENSING  CONTAINER 

Champc  S.  Andrews.  North  Chattanooga.  Tenn 

AppUcaUon  December  14.  1931.  Serial  No.  580  751 

10  Claims.     (CI.  229—17) 


1  A  dispensing  container  of  the  character  de- 
scribed comprising  a  body  portion  and  a  dispens- 
mg  medium  formed  from  a  single  blank  of  sheet 
material,  said  dispensing  medium  including  a  top 
wall  and  side  walls,  said  side  walls  having  a  part 
which  extends  into  and  is  secured  to  the  open 
end  of  said  body  portion  and  another  part  which 
extends  outside  said  body  portion  to  form  a  collar 
and  a  cover  adapted  to  telescope  over  said  collar 
forming  part. 

2.017.177 
PROCESS  OF  REMOVING  SOLVENTS  FROM 
PLASTIC  COLLOIDS 
Harry  P.  Bassett.  Cynthiana.  Ky. 
No  Drawing.    AppUcation  June  19.  1931. 
Serial  No.  545.632 
10  Claims.     (CI.  18—51) 
1.  The   process   of   removing    solvent    from    a 
cellulose  ester  plastic  composition  containing  the 
same  and  also  containing  a  plastlclzlng  agent, 
without  substantial  removal  of  said  plastlclzlng 
agent,  which  comprises  Immersing  such  plastic 
composition  In  a  bath   of  a   nonsolvent  of  the 
plastic  composition  having  an  osmotic  pressure 
at  least  as  great  as  the  osmotic  pressure  within 
the  plastic  composition,  the  amount  of  nonsol- 
vent In  said  bath  being  InsuflBclent  substantlaUy 
to  remove  the  plastlclzlng  agent  from  said  plas- 
tic composition,  reducing  the  asmotlc  pressure  of 
the  bath  below  that  within  the  plastic  composi- 
tion, introducing  the  thus  treated  product  Into 
a  drier,  and  gradually  raising  the  temperature 
m  said  drier  to  approximately  from  150°  to  160° 
P.  over  a  period  of  several  days. 

2.017.178 

CUSHION  SEAT  COVER 

Robert  Braukhof ,  Clinton.  Wis. 

Application  December  26.  1934.  Serial  No.  759  300 

1  Claim.     (CI.  155—182) 


An  attachment  for  farm  implement   seats   ol 
the  concaved  type  wherein  the  edge  portion  ol 


li  \ 


the  seat  Is  disposed  downwardly  in  spaced  rela- 
tion to  the  side  wall  of  the  seat:  a  resihent  pad  for 
disposition  over  the  seat  and  edge  portion  there- 
of, said  pad  being  provided  with  a  beaded  edge 
portion  for  snug  tensional  engagement  over  and 
between  the  downward  portion  and  the  side  wall 
of  the  seat. 


2,017.179 
SWITCH 

Charles  E.  Brjant.  Inman.  Va..  assignor  to  The 
Bowdil  Company.  Bowdil,  Ohio,  a  corporation 
of  Ohio 
Application  Julv  2.  1934.  Serial  No.  733.510 
3  Claims.     (CI.  200— 151 J 


3.  A  switch  comprising  a  rotor  of  Insulation,  a 
conducting  segment  set  In  the  periphery  of  the 
rotor,  blocks  of  Insulation  spaced  from  each  other 
clrcumferentially  of  the  rotor  and  having  elon- 
gated arcuate  Inner  faces  confronting  the  periph- 
ery of  the  rotor  In  close  but  slightly  spaced  rela- 
tion thereto,  resilient  strips  connected  with  said 
blocks  and  having  free  end  portions  projecting 
from  the  blocks  between  the  blocks,  contact 
fingers  carried  by  the  free  end  portions  of  said 
strips  and  bearing  against  the  periphery  of  the 
rotor  between  the  blocks  in  slightly  spaced  rela- 
tion to  the  blocks,  and  ch(*e  blades  of  insulation 
carried  by  certain  of  said  blocks  and  each  pro- 
jecting from  the  inner  face  of  the  block  carrying 
the  same  at  one  end  thereof  and  having  a  short 
Inner  end  face  contacting  with  the  periphery  of 
the  rotor  in  close  proximity  to  the  adjacent  con- 
tact finger. 

2.017.180 

COMMUNICATION   AMPLIFIER   WTTH 

FEED-BACK 

Frank  A.  Cowan.  East  Orange,  N.  J.,  assignor  to 

American  Telephone  and  Telegraph  Company, 

a  corporation  of  New  York 

Application  September  20.  1933.  Serial  No.  690,283 

16  Claims.     (CI.  178 — 44) 
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1  A  wave  transmission  system  comprising  a 
direct  wave  transmission  path  over  a  circuit  from 
one  location  to  a  location  remote  therefrom,  an 
amplifier  connected  in  said  path,  and  an  elec- 
tromagnetlcally  complete,  non-singing  feedback 
for  said  amplifier,  said  feedback  path  having  a 
portion  providing  a  path  from  one  of  said  loca- 
tions to  the  other,  said  portion  being  over  the 
direct  transmission  circuit. 


2.017,181 

PROTECTOR  FOR  BOTTOM  PORTIONS  OF 

WINDOW  AND  DOOR  DRAPERIES 

Emily  Dewey.  Lake  Placid.  Fla. 

Application  May  27,  1935.  Serial  No.  23.762 

2  Claims.     (CL  156 — 33) 


1.  A  hanging  or  drapery  proiector  of  bag-form. 
open  from  top  to  bottom  and  closed  on  all  sides 
except  for  a  slit  at  one  side  that  reaches  from 
the  top  part  way  to  the  bottom,  and  having  means 
to  separably  close  said  sht.  the  protector  being 
supportable  in  position  for  use. 


2,017,182 
MANUFACTtHE  OF  ANHYDRIDES  OF 
ALKOXY  FATTY  ACIDS 
Carl  J.  Malm  and  Charies  R.  Fordyce,  Rochester, 
N.  Y.,  assignors  to  Eastman  Kodak  Company, 
Rochester,  N.  Y.,  a  corporation  of  New  York 
No  Drawing.    Application  January  23, 1932, 
Serial  No.  588.494 
6  Claims.     (CI.  260—123) 
1.  A  process  of  preparing  a  lower  alkoxy  fatty 
acid  anhydride  from  the  corresponding  alkoxy 
fatty  acid,  which  comprises  heating  the  alkoxy 
fatty  acid  with  the  anhydride  of  a  fatty  acid,  the 
boiling  point  of  the  acid  corresponding  to  the 
anhydride  employed  in  the  reaction  being  con- 
siderably lower  than   the  boiling  point  of  the 
alkoxy  fatty  acid  employed  in  the  reaction,  and 
distilling  off  the  fatty  acid  formed  in  the  reac- 
tion. 

2,017,183 

INDICATING  MECHANISM  FOR  MEASURING 

INSTRUMENTS 

Alfred  Nutsford,  Famborough,  England,  assignor 
to  S.  Smith  &.  Sons   (Motor  Accessories)  Lim- 
ited, London,  England 
AppUcation  August  10.  1934,  Serial  No.  739.336 
In  Great  Britain  August  14,  1933 
10  CUims.     (CL  73 — 4) 


10.  Indicating  mechanism  for  measuring  instru- 
ments comprising  a  rotatable  pointer,  a  quick- 
thread  screw  secured  to  the  pointer  to  rotate 
therewith,  means  for  supporting  the  screw  and 
pointer  for  rotation  and  for  resisting  axial  move- 
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ment  of  the  screw,  a  resilient  rod  having  one  end 
bent  back  against  itself  to  form  a  slot  through 
which  the  screw  passes  without  clearance  and 
3o  formed  as  to  be  flexible  adjacent  its  other 
end,  a  bearing  wherein  the  latter  end  of  the  rod 
is  mounted  for  movement  in  the  direction  of 
the  length  of  the  rod  and  means  for  securing  the 
rod  in  an  adjusted  position  in  the  bearing. 

2.017.184 
CUTTING  WEBS  OF  PAPER 
KoH    Rien.    Wolfen.    Kreis    Bitterfeld.     Adolf 
Knodel,  Dessaa  In  Anhalt,  and  Radolf  Klaus, 
Wolfen,  Kreis  Mitof eld,  Crermany,  susirnors  to 
Agfa  Ansco  Corporation,  Bingham  ton.  N.  T., 
a  corporation  of  New  York 
AppUcaUon  September  28,  1933,  Serial  No.  691.410 
In  Ciermany  October  4.  1932 
1  Claim.     (CL  164 — 48) 


^ 


b. 


An  apparatus  for  automatically  cutting  paper 
provid^  with  marks  comprising  an  axle,  a  feed 
drum  mounted  on  said  axle  said  feed  drum  being 
provided  with  two  arcs  hinged  to  said  drum,  a 
cutting  device  provided  with  a  knife  cutting 
against  said  feed  drum,  an  illuminating  device 
projecting  two  pencils  of  light  on  the  path  of  said 
marks  at  a  distance  from  each  other  substantial- 
ly corresponding  with  the  length  of  said  marks, 
a  mask  for  masking  said  pencils  of  light,  an  ec- 
centric moimted  on  said  axle  actuating  said  knife 
and  said  mask  by  a  rod  connection  so  that  the  pen- 
cils of  light  are  projected  on  said  paper  web  a 
short  Interval  before  cutting,  two  photoelectric 
cells  arranged  so  as  to  receive  said  pencils  of  light 
after  reflection  by  the  paper,  an  amplifier  con- 
nected with  said  photoelectric  cells,  a  tappet  in 
contact  with  said  arcs,  a  rack  provided  with  a 
wedge  in  contact  with  said  tappet,  a  reduction 
gearing  for  (Usplacing  said  rack,  a  motor  for  driv- 
ing said  reduction  gearing,  said  photoelectric  cells. 
said  amplifier,  said  motor,  said  reduction  gearing 
said  rack  and  said  tappet  co-operating  so  as  to 
change  the  circumference  of  said  feed  drum  in  ac- 
cordance with  the  incorrect  position  of  said  marks 
in  relation  to  said  pencils  of  light,  and  to  effect 
cutting  of  the  paper  web  at  the  center  of  said 
pointed  marks. 

2.017,185 
SLTVER  POCKET  FLOORING 
Byrd  C.  RoekweD,  Sheffield,  Ala. 
tion  Aogusi  21.  1934.  Serial  No.  740.827 
ISCteims.     (CL20— 8) 


i*o    yo 


1.  A  flooring  element  having  a  tongue,  and  an 
Indented  silver  receiving  recess  provided  in  the 
body  of  said  element  adjacent  the  tongue. 


2,017.186 

ANTIFRICTION  BEARING 

Hugh  M.  Rockwell.  FrMport.  N.  Y. 

AppUcaUon  Jane  17,  1929.  Serial  No.  371.674 

8  Claims.     (CI.  308— 217) 


1.  An  anti-friction  crank  throw  bearing  com- 
prising inner  and  outer  race  members,  a  plural- 
ity of  tubular  rollers  interposed  between  said 
race  members,  pins  extending  through  said  rollers 
and  having  malleable  end  portions  of  less  diam- 
eter than  the  centraJ  portion,  said  central  por- 
tion of  each  pin  having  a  hardened  surface,  a 
pair  of  integral  split  rings  with  free  ends  during 
the  operation  thereof  coaxial  with  said  race  mem- 
bers and  having  correspondingly  arranged  aper- 
tures through  which  project  end  portions  of  said 
pins,  said  end  portions  being  headed  over  to  rivet 
the  rings  to  said  pins,  and  anti-friction  balls  in- 
terposed between  the  central  portion  of  each  pin 
and  the  corres(>onding  roller. 


2,017,187 

BEER  TAP 

Elmer  G.  Steffen,  Mihraokee.  Wis.,  assignor  to 

Bfilwaokee  Gas  Specialty  Company,  Milwaukee. 

Wis.,  a  corporation  of  Wisconsin 

Application  January  26.  1934,  Serial  No.  708.347 

5  Claims.     ( CI.  225 — 3 ) 


-f 


^  U'7^  yy, 


^a 


1.  In  a  tap  of  the  character  described,  an  outer 
casing  having  means  for  releasably  attaching  the 
tap  to  a  tap  fitting  on  a  barrel,  a  bushing  in  said 
casing,  and  a  pressure  hose  attaching  nipple  car- 
ried by  the  bushing  smd  extending  laterally  out- 
ward from  thie  bushing  through  an  elongated  slot 
In  the  casing,  said  slot  extending  transversely  of 
the  axis  of  the  bushing,  the  latter  being  rotatably 
mounted  In  the  casing  whereby  the  nipple  may 
be  adjusted  lengthwise  of  the  slot,  said  slot  also 
serving  to  guide  the  nipple  in  its  adjustment  along 
the  length  of  the  slot. 


SHEET 


2.017.188 
TEMPORARY  BINDER  OR  LOOSE 
HOLDER 

Urban  R.  Tannehill,  Kalamaxoo.  Mich.,  assignor 
to  Western  Tablet  St   Stationery   Corporation. 
Dayton,  Ohio 
AppUcation  November  8.  1934.  Serial  No.  751.986 
18aaims.     (CI.  129— 11) 
14.  In  a  sheet  holder,   the  combination  of  a 
chambered  base  member,  posts  having  arms  ex- 
tending into  said  base  member,  and  a  rocker  bar 
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disposed  within  said  base  member  above  said  arms 
in  supporting  engagement  with  the  base  member 


and  with  said  arms,  said  rocker  bar  having  g^oards 
coacting  with  said  posts. 


2.017,189 
ROTARY  CONTAINER  OR  DISPLAY 

DEVICE 

Peter  P.  Van  Dyken,  Manhattan,  Mont. 

AppUcaUon  August  27,  1934,  Serial  No.  741,716 

1  Claim.     (O.  312—173) 


In  a  device  of  the  kind  described,  a  base  In- 
cluding a  horizontally  disposed  top  wall,  drawers 
mounted  in  the  base  below  the  said  top  wall,  a 
base  plate  mounted  upon  the  said  top  wall,  an 
operating  shaft  Joumaled  centrally  through  the 
top  wall  and  base  plate,  a  collar  secured  on  the 
operating  shaft  below  the  said  top  wall,  spaced 
support  posts  mounted  vertically  on  the  base 
plate  a  top  supported  in  spaced  parallel  relation 
above  the  base  plate  upon  the  said  support  posts, 
the  said  top  comprising  a  bottom  plate  and  an 
arched  top  plate  spaced  from  the  bottom  plate, 
the  said  operating  shaft  being  joumaled  upwardly 
through  the  said  top  and  bottom  plates,  a  knob 
rigidly  mounted  on  the  operating  shaft  above  the 
top  plate,  a  drive  gear  rigidly  mounted  on  the 
operating  shaft  between  the  said  top  and  bottom 
plates  carrier  doors  mounted  between  the  said 
base  plate  and  the  bottom  plate  of  the  top.  the 
said  doors  having  medial  studs  at  their  upper  and 
lower  sides  and  the  top  wall  and  bottom  plates 
having  recesses  to  rotatably  receive  the  studs,  the 
uppermost  studs  being  joumaled  entirely  through 
the  bottom  plate  and  there  being  pinions  secured 
on  the  upper  ends  of  the  studs  in  mesh  with  the 
said  drive  gear,  the  said  base  plate  having  an  an- 
nular row  of  ratchet  notches  in  Its  underside  con- 
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centric  with  the  operating  shaft,  and  springs 
mounted  on  the  top  wall  of  the  base  in  engage- 
ment with  the  said  ratchet  notches. 


2.017,190 

OPTICAL   SYSTEM  FOR  NATURAL  COLOR 

CINEMATOGRAPHY 

MerriU    Waide,   New   York,    N.    Y.,    assignor    to 
Natural -Color  Inc..  Long  Island  City,  N.  Y.,  a 
corporation  of  Delaware 
Application  March  10,  1933,  Serial  No.  660,261 
7  aaims.     (CI.  88—16.4) 


1.  A  motion  picture  camera  apparatus  utiliz- 
ing standard  motion  picture  film  for  natural  color 
cinematography  of  objects  in  an  object  field  of 
substantial  depth  comprising,  a  delineator  for 
limiting  the  object  field;  an  anterior  diverging 
lens  having  an  object  plane  and  a  predetermined 
plane  conjugate,  adapted  to  form  a  virtual  image 
of  the  entirety  of  said  delineated  portion  of  the 
object  field:  a  plurality  of  like  converging  lenses 
of  equal  focal  length  arranged  in  coplanar  rela- 
tionship and  disposed  to  the  rear  of  said  anterior 
diverging  lens,  each  of  said  lenses  being  adapted 
to  take  up  the  virtual  image,  and  said  lenses  to- 
gether producing  a  plurality  of  separate  groups 
of  rays,  each  group  consisting  of  rays  initially 
refiected  from  the  said  delineated  portion  of  the 
object  field  but  appearing  to  emanate  from  the 
said  virtual  image:  a  chromatic  filter  associated 
with  each  of  said  plurality  of  converging  lenses: 
and  a  posterior  converging  lens  optically  com- 
mon to  all  of  said  plurality  of  coplanar  lenses 
adapted  to  concurrently  converge  all  of  the  rays 
of  the  chromatically  filtered  separate  groups  of 
rays,  to  form  a  plurality  of  separate  juxtaposed 
non-overlapping  geometrically  similar  monochro- 
matic real  images  in  a  common  plane  which  in- 
cludes the  sensitized  surface  of  the  film:  whereby 
each  of  said  real  images  hsis  substantial  depth  of 
definition  and  parallax  is  substantially  minimized 
within  said  depth  of  definition. 


2.017.191 
SHEET  HANDLING  MACHINE 

Paul  R.  Whelan,  St.  Louis.  Mo.,  assignor  to  David 

O.  Royster.  St.  Louis,  Mo. 

AppUcation  September  12,  1932,  Serial  No.  632,716 

27  Claims.     (CL  271—3) 


1.  Sheet-handling  mechanism  comprising 
sheet-inverting  means,  sheet-positioning  means, 
and  intermittently  actuable  means  for  feeding  an 
inverted  sheet  to  the  sheet-positioning  means. 
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ment  of  the  screw,  a  resilient  rod  having  one  end 
bent  back  against  itself  to  form  a  slot  through 
which  the  screw  passes  without  clearance  and 
3o  formed  as  to  be  flexible  adjacent  its  other 
end,  a  bearing  wherein  the  latter  end  of  the  rod 
is  mounted  for  movement  in  the  direction  of 
the  length  of  the  rod  and  means  for  securing  the 
rod  in  an  adjusted  position  in  the  bearing. 

2.017,184 
CUTTING  WEBS  OF  PAPER 
Kurt    Blew.    Wolfen,    Kreis    Bitterfeld.     Adolf 
Knodel,  Deasao  In  Anhalt,  and  Rndoif  Klaus, 
Wolfen,  Kreis  Bitterfeld,  Germany,  assignors  to 
Agfa  Ansco  Corporation,  Binghamton.  N.  Y., 
a  corporation  of  New  Yorlt 
AppUcaUon  September  28,  1933,  Serial  No.  691,41§ 
In  Germany  October  4,  1932 
1  Claim.     (CL  164 — 48) 


u* 


An  apparatus  for  automatically  cutting  paper 
provided  with  marks  comprising  an  axle,  a  feed 
drum  moimted  on  said  axle  said  feed  dnun  being 
provided  with  two  arcs  hinged  to  said  drum,  a 
cutting  device  provided  with  a  knife  cutting 
against  said  feed  drum,  an  illuminating  device 
projecting  two  pencils  of  light  on  the  path  of  said 
marks  at  a  distance  from  each  other  substantial- 
ly corresponding  with  the  length  of  said  marks, 
a  mask  for  masking  said  pencils  of  light,  an  ec- 
centric mounted  on  said  axle  actuating  said  knife 
and  said  mask  by  a  rod  connection  so  that  the  pen- 
cils of  light  are  projected  on  said  paper  web  a 
short  interval  before  cutting,  two  photoelectric 
ceUs  arranged  so  as  to  receive  said  pencils  of  light 
after  reflection  by  the  paper,  an  amplifier  con- 
nected with  said  photoelectric  cells,  a  tappet  in 
contact  with  said  arcs,  a  rack  provided  with  a 
wedge  In  contact  with  said  tappet,  a  reduction 
gearing  for  displacing  said  rack,  a  motor  for  driv- 
ing said  reduction  gearing,  said  photoelectric  cells. 
said  amplifier,  said  motor,  said  reduction  gearing 
said  rack  and  said  tappet  co-operating  so  as  to 
change  the  circimif erence  of  said  feed  drum  in  ac  - 
cordance  with  the  incorrect  position  of  said  marks 
in  relation  to  said  pencils  of  light,  and  to  effect 
cutting  of  the  paper  web  at  the  center  of  said 
pointed  marks.^ 

2.«17,185 

SLTVER  POCKET  FLOORING 

Byrd  C.  Rockwell.  Sheffield.  Ala. 

AppUcaUon  August  21,  1934.  Serial  No.  740,827 

18  Claims.     <C1.  20 — 8) 


x> 


^jj       x> 
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1.  A  flooring  element  having  a  tongue,  and  an 
indented  silver  receiving  recess  provided  In  the 
body  of  said  element  adjacent  the  tongue. 


2,017.186 

ANTIFRICTION  BEARING 

Hugh  M.  Rockwell.  Freeport.  N.  Y. 

Application  June  17.  1929.  Serial  No.  371,674 

8  Claims.     (CI.  308— 217) 


1.  An  anti-friction  crank  throw  bearing  com- 
prising inner  and  outer  race  members,  a  plural- 
ity of  tubular  rollers  interposed  between  said 
race  members,  pins  extending  through  said  rollers 
and  having  malleable  end  portions  of  less  diam- 
eter than  the  central  portion,  said  central  por- 
tion of  each  pin  having  a  hardened  surface,  a 
pair  of  integral  split  rings  with  free  ends  during 
the  operation  thereof  coaxial  with  said  race  mem- 
bers and  having  correspondingly  arranged  aper- 
tures through  which  project  end  portions  of  said 
pins,  said  end  portions  being  headed  over  to  rivet 
the  rings  to  said  pins,  and  anti-friction  balls  in- 
terposed between  the  central  portion  of  each  pin 
and  the  corresponding  roller. 


2.017.187 

BEER  TAP 

Elmer  G.  Steffen.  Milwaukee.  Wis.,  assignor  to 

Milwaukee  Gas  Specialty  Company,  Milwaukee, 

Wis.,  a  corporation  of  Wisconsin 

Application  January  26.  1934,  Serial  No.  708,347 

5  Claims.     (CI.  225 — 3) 


1.  In  a  tap  of  the  character  described,  an  outer 
casing  having  means  for  releasably  attaching  the 
tap  to  a  tap  fitting  on  a  barrel,  a  bushing  in  said 
casing,  and  a  pressure  hose  attaching  nipple  car- 
ried by  the  bushing  and  extending  laterally  out- 
ward from  the  bushing  through  an  elongated  slot 
in  the  casing,  said  slot  extending  transversely  of 
the  axis  of  the  bushing,  the  latter  being  rotatably 
mounted  In  the  casing  whereby  the  nipple  may 
be  adjusted  lengthwise  of  the  slot,  said  slot  also 
serving  to  guide  the  nipple  in  its  adjustment  along 
the  length  of  the  slot. 


2.017.188 

TEMPORARY  BINDER  OR  LOOSE  SHEET 

HOLDER 

Urban  R.  Tannchill.  Kalamaxoo,  Mich.,  assignor 
to  Western  Tablet  A   Stationery   Corporation. 
Dayton.  Ohio 
AppUcation  November  8.  1934.  Serial  No.  751.986 
18  Claims.     (CI.  129— 11) 
14.  In  a  sheet  holder,   the  combination  of  a 
chambered  base  member,  posts  having  arms  ex- 
tending into  said  base  member,  and  a  rocker  bar 
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disposed  within  said  base  member  above  said  arms 
in  supporting  engagement  with  the  base  member 


and  with  said  arms,  said  rocker  bar  having  g'lards 
coacting  with  said  posts. 


2.017,189 
ROTARY  CONTAINER  OR  DISPLAY 

DEVICE 

Peter  P.  Van  Dyken,  Manhattan,  Mont. 

Application  August  27,  1934,  Serial  No.  741,716 

1  Claim.     (CI.  312—173) 


In  a  device  of  the  kind  described,  a  base  in- 
cluding a  horizontally  disposed  top  wall,  drawers 
mounted  in  the  base  below  the  said  top  wall,  a 
base  plate  mounted  upon  the  said  top  wall,  an 
operating  shaft  joumaled  centrally  through  the 
top  wall  and  base  plate,  a  collar  secured  on  the 
operating  shaft  below  the  said  top  wall,  spaced 
support  posts  mounted  vertically  on  the  base 
plate,  a  top  supported  in  spaced  parallel  relation 
above  the  base  plate  upon  the  said  support  posts, 
the  said  top  comprising  a  bottom  plate  and  an 
arched  top  plate  spaced  from  the  bottom  plate, 
the  said  operating  shaft  being  joumEiled  upwardly 
through  the  said  top  and  bottom  plates,  a  knob 
rigidly  mounted  on  the  operating  shaft  above  the 
top  plate,  a  drive  gear  rigidly  mounted  on  the 
operating  shaft  between  the  said  top  and  bottom 
plates,  carrier  doors  mounted  between  the  said 
base  plate  and  the  bottom  plate  of  the  top.  the 
said  doors  having  medial  studs  at  their  upper  and 
lower  sides  and  the  top  wall  and  bottom  plates 
having  recesses  to  rotatably  receive  the  studs,  the 
uppermost  studs  being  joumaled  entirely  through 
the  bottom  plate  and  there  being  pinions  secured 
on  the  upper  ends  of  the  studs  in  mesh  with  the 
said  drive  gear,  the  said  base  plate  having  an  an- 
nular row  of  ratchet  notches  in  its  underside  con- 
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centric  with  the  operating  shaft,  and  springs 
mounted  on  the  top  wall  of  the  base  in  engage- 
ment with  the  said  ratchet  notches. 


2,017,190 

OPTICAL  SYSTEM  FOR  NATURAL  COLOR 

CINEMATOGRAPHY 

MerriU    Waide.    New   York.    N.    Y..    assignor    to 
Natural-Color  Inc.,  Long  Island  City,  N.  Y.,  a 
corporation  of  Delaware 
AppUcation  March  10,  1933,  Serial  No.  660,201 
7  Claims.     (CI.  88—16.4) 


1.  A  motion  picture  camera  apparatus  utiliz- 
ing standard  motion  picture  film  for  natural  color 
cinematography  of  objects  in  an  object  field  of 
substantial   depth   comprising,   a  delineator  for 
limiting  the  object  field;  an  anterior  diverging 
lens  having  an  object  plane  and  a  predetermined 
plane  conjugate,  adapted  to  form  a  virtual  image 
of  the  entirety  of  said  delineated  portion  of  the 
object  field;  a  plurality  of  like  converging  lenses 
of  equal  focal  length  arranged  in  coplanar  rela- 
tionship and  disposed  to  the  rear  of  said  anterior 
diverging  lens,  each  of  said  lenses  being  adapted 
to  take  up  the  virtual  image,  and  said  lenses  to- 
gether producing  a  plurality  of  separate  groups 
of  rays,  each  group  consisting  of  rays  initially 
refiected  from  the  said  delineated  portion  of  the 
object  field  but  appearing  to  emanate  from  the 
said  virtual  Image;  a  chromatic  filter  associated 
with  each  of  said  plurality  of  converging  lenses; 
and  a  posterior  converging  lens  optically  com- 
mon to  all  of  said  plurality  of  coplanar  lenses 
adapted  to  concurrently  converge  all  of  the  rays 
of  the  chromatically  filtered  separate  groups  of 
rays,  to  form  a  plurality  of  separate  juxtaposed 
non-overlapping  geometrically  similar  monochro- 
matic real  Images  in  a  common  plane  which  in- 
cludes the  sensitized  surface  of  the  film ;  whereby 
each  of  said  real  images  has  substantial  depth  of 
definition  and  parallax  is  substantially  minimized 
within  said  depth  of  definition. 


2,017,191 
SHEET  HANDLING  MACHINE 

Paul  R.  Whelan,  St.  Louis,  Mo.,  assignor  to  David 

O.  Royster,  St.  Louis,  Mo. 

AppUcation  September  12,  1932,  Serial  No.  632,716 

27  Claims.     (CI.  271—3) 


1.  Sheet-handling  mechanism  comprising 
sheet-inverting  means,  sheet-positioning  means, 
and  intermittently  actuable  means  for  feeding  an 
inverted  sheet  to  the  sheet-positioning  means. 
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2.017.192 
ELECTRICAL  NETWORK 

Irviof  Wolff.  MerchantvUle.  N.  J.,  asslfnor  to 
Radio  Corporation  of  America,  a  corporation  of 
Delaware 

AppUcation  October  29.  1932.  Serial  No.  640.249 
9Cliiiiii«.     (CL  179—171) 


iPl^ft  «i»«r».  */»»/•< 


3.  A  thermionic  tube  having  a  plurality  of  elec- 
trodes and  a  network  including  at  least  one  re- 
sistance element  connected  between  two  of  the 
electrodes  of  said  tube,  the  value  of  said  resistance 
element  being  proportional  to  CI"'  over  a  substan- 
tial range,  where  C  represents  a  constant  which 
determines  the  resistance  when  current  Is  unity 
and  a  Is  another  constant  depending  upon  the 
physical  structure  of  the  resistance  element,  and 
the  structure  of  the  tube  being  such  that  its  nor- 
mally non-lineax  characteristic,  when  operated  in 
the. said  network  exclusive  of  said  resistance  ele- 
ment, assumes  a  linear  characteristic  by  virtue 
of  the  introduction  of  said  resistance  element  into 
said  network. 


2.017.193 

PRINTING  PRESS 

James  A.  Wray,  Los  Angeles.  Calif. 

AppUcation  November  7.  1932.  Serial  No.  041.508 

6  Claims.     (CI.  101—186) 


1.  In  a  printing  press,  a  movable  bed.  a  print- 
ing frame  on  the  bed.  paper  supporting  means,  a 
connection  for  moving  the  printing  frame  with 
the  bed  into  alinement  with  the  paper  support- 
ing means,  and  driving  means  distinct  from  said 
connection  for  moving  the  alined  printing  frame 
past  the  paper  supporting  means,  the  afore- 
mentioned connection  permitting  movement  of 
the  printing  frame  relative  to  the  bed  during  and 
In  the  direction  of  movement  of  the  printing 
frame  past  the  paper  supporting  means. 


2.017.194 

TEMPERING  AND  HEATING  SYSTEM 

George  Dewey  Zimmerman,  New  York.  N.  Y. 

ApplicaUon  April  27.  1935.  Serial  No.  18.677 

4  Claims.  (CI.  236—12) 
1.  In  a  tempering  system,  a  heating  chamber, 
a  main  casing  having  a  relatively  cold  and  hot 
fluid  chamber,  an  Inlet  extending  Into  the  relative- 
ly cold  fluid  chamber  carrying  the  source  of  the 
relatively  cold  fluid  content,  piping  means  pro- 
jecting from  the  heating  chamber  and  forming  the 


communicating  means  between  the  relatively  cold 
and  hot  fluid  chambers,  an  auxiliary  chamber  in 
communication  with  the  relatively  hot  fluid  cham- 
ber and  disposed  within  the  said  cold  fluid  cham- 
ber, a  mixing  chamber  cooperating  with  the  main 
casing  having  an  outlet  projecting  therefrom  from 
which  the  mixed  fluids  issue  at  a  regulated  tem- 
perature, a  plurality  of  conduits  connecting  the 
auxlliiiry   and  relatively  cold   fluid   chambers,  a 


plurality  of  apertures  extending  Into  the  mixing 
chamber  from  the  auxiliary  chamber  whereby  the 
contents  thereof  flow  into  the  said  mixing  cham- 
ber, a  valve  plate  provided  with  apertures  where- 
by the  fluid  content  of  the  auxiliary  chamber  and 
of  the  relaUvely  cold  water  chamber  are  regulable 
as  to  flow  Into  the  mixing  chamber,  automatic 
means  of  regulating  the  said  valve  plate  within 
the  mixing  chamber. 


2.017.195 
PERFORATING  MACIDNE 
John   Raymond  Anderson   and   Edward   G.   Rix. 
Chicago,  111.,  aaslffnors  to  The  American  Per- 
forator Company.  Chicago.  III.,  a  corporation 
of  Illinois 
AppUcation  Febmary  2.  1933.  Serial  No.  654,797 
3  Claims.     (CI.  164— 91 1 


1.  A  perforator  cwnprislng  a  base  having  a 
die  plate  portion  having  perforations,  for  the 
punches,  a  stripper  and  guide  plate  portion  hav- 
ing Individual  guide  openings  for  the  punches, 
said  stripper  plate  being  spaced  from  said  die 
plate  sufllclently  to  permit  the  Insertion  of  the 
papers  to  be  perforated,  a  punch-holding  mem- 
ber overlying  said  baae  and  pivoted  directly 
thereto  at  the  end  opposite  the  stripper  and  die 
plate  portions,  said  punch-holding  member  hav- 
ing a  plurality  of  perforations  therein,  one  for 
each  of  the  punches  in  alignment  with  the  open- 
ings in  the  stripper  plate  and  die  plate,  a  plu- 
rality of  punches  In  said  punch  holder  openings 
having  headed  upper  ends  and  having  such  a 
length  that  a  portion  of  the  punches  alwas^  re- 
mains in  the  guide  openings  In  the  stripper  and 
guide  plate  portion,  a  punch-retaining  plate  over- 
lying the  upper  headed  ends  of  said  punches  and 
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secured  to  said  punch-holding  member  for  hold- 
ing the  punches  in  position,  said  punches  being 
Insertable  Into  said  pivoted  punch-holding  mem- 
ber from  the  upper  side  thereof  and  said  punch- 
retaining  plate  being  superposed  on  said  pivoted 
punch-holding  member  and  being  readily  de- 
tachable therefrom,  leaving  the  punch  holding 
member  in  place,  means  for  operating  said  punch 
holding  member,  the  space  above  said  punch  re- 
taining plate  being  open  and  unobstructed  to 
permit  the  removal  of  the  punches  when  the  re- 
taining plate  Is  detached. 


2,017.196 
VALVE   PORT   SEALING   DEMCE 
Joseph  A.   Anglada  and  Axel  H.  Asprooth,  New 
York.  N.  Y..  asstgnors  to  Anglada  Motor  Cor- 
poration, New  York.  N.  Y.,  a  corporation  of 
Delaware 

Application  April  29,  1931.  Serial  No.  533,604 
12  Claims.     (CI.  123 — 59) 


:^4 


1.  In  an  internal  combustion  engine  of  the 
class  described  having  a  cylinder  head,  a  rotary 
valve  surrounding  said  head  and  having  a  valve 
port  therein,  means  carried  by  said  cylinder  head 
adapted  to  seal  said  valve  port  Including  a  bellows 
and  a  sealing  shoe,  said  sealing  shoe  closely  fit- 
ting against  said  valve,  means  to  force  said  shoe 
Into  pressure  tight  contact  on  the  increase  of 
gaseous  pressure  on  said  bellows,  said  cylinder 
head  having  projections  on  each  side  of  the 
valve  ports  centering  said  sealing  shoe  and  pre- 
venting  rotary  motion   thereof. 


2.017,197 
VALVE   PORT   SEALING  DEVICE 
Joseph  A.  Anglada  and  Axel  H.  Asprooth.  New 
York.  N.  Y..  assignors  to  Anglada  Motor  Cor- 
poration. New  York.  N.  Y.,  a  corporation  of 
Delaware 
Application  September  10.  1931.  Serial  No.  562.007 
19  Claims.     (CI.  123 — 59) 


1.  In  a  valve  port  sealing  means  of  the  class 
described,  a  ported  member,  a  valve  member,  a 
port  sealing  shoe  cooperating  with  said  vaive 
member,  and  ring  means  carried  by  one  of  said 
members  for  sealing  said  shoe  and  said  ported 
member  against  leaks,  means  to  tension  said  seal- 
ing shoe  against  said  valve  member,  said  ring 
means  being  mounted  between  said  shoe  and  said 
ported  member,  said  ring  means  being  expansible 
and  sealing  against  pressure  leaks  on  the  face 
thereof. .  ,^   . 


2.017.198 
CUFF  VALVE  ENGINE 

Joseph  A.  Anglada  and  Axel  H.  Asprooth,  New 
York,  N.  Y„  assignors  to  Anglada  Motor  Cor- 
poration. New  York,  N.  Y.,  a  corporation  of 
Delaware 

Application  October  17,  1931.  Serial  No.  569.384 
12  Claims.    (CI.  123 — 80) 


1.  In  a  multiple  cylinder  internal  combustion 
engine  of  the  class  described  a  casing  for  intake 
and  exhaust  ports,  a  head  secured  in  the  casing, 
said  head  having  intake  and  exhaust  ports,  the 
ports  in  said  head  having  edges  out  of  alignment 
with  the  ports  in  the  casing,  and  a  ported  valve 
operating  between  the  head  and  the  casing  to 
control  the  passage  of  fluid  through  ports  in  the 
casing  and  the  head. 

2.017,199 
PUSH-PULL  AMPLIFIER 
WiUIam  S.  Barden,  Stapleton.  N.  Y.,  assignor  to 
Radio  Corporation  of  America,  a  corporation  of 
Delaware 

AppUcation  July  27.  1932.  Serial  No.  624^39 
4  Claims.     (CI.  179—171) 


1.  In  combination,  a  source  of  audio  frequency 
energy  at  a  predetermined  potential  level  a  pow- 
er amplifier  stage  Including  a  pair  of  electron 
discharge  tubes  having  their  input  electrodes  con- 
nected in  push-pull  to  the  said  source,  and 
having  their  output  electrodes  connected  in 
push-pull,  the  control  electrodes  of  said  push- 
pull  tubes  being  connected  to  the  cathodes 
thereof  through  a  path  of  substantially  low  im- 
pedance to  direct  current  whereby  the  control 
electrodes  are  at  the  same  direct  current  poten- 
tial as  the  cathodes  throughout  the  operation  of 
the  stage,  and  means  for  coupling  said  source  to 
the  input  electrodes  of  said  push-pull  tubes  in 
such  a  manner  that  the  potential  level  of  the 
audio  frequency  energy  is  decreased  to  a  prede- 
termined lower  potential  level,  said  push-pull 
tubes  being  of  the  pentode  type  and  said  push- 
pull  stage  operating  as  a  class  A  amplifier. 

2.017.200 
METHOD  AND  MEANS   FOR   MOLTNTING 

PRINTS 
Charles   B.   Beck.   Brooklyn.   N.   Y..    assignor  to 
Rudolf  Lesch  Fine  Arts.  Inc.,  New  York,  N.  Y.,  a 
corporation  of  New  York 
Application  March  15,  1934.  Serial  No.  715.782 

1  Claim.     (CI.  154 — 36) 
In  the  herein-described   method  of  mounting 
prints,  the  step  or  steps  which  consists  in  con- 
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tinuously  advancing  a  strip  of  gutta  percha  from 
a  supply  reel  to  a  take-up  reel,  applying  to  the 
gutta  percha,  during  Its  advancement,  a  plurality 
oX  prints,  face  up.  subjecting  said  prints,  suc- 


cessively, to  heat  and  pressure  so  as  to  cause  them 
to  adhere  to  said  strip,  and  interwinding  the 
gutta  percha  on  the  take-up  reel  with  a  con- 
tinuous reinforcement  strip  of  relatively  strong 
sheet  material. 


2.917JS01 
CONDENSER  TUBE 
Otto    A.    Boanrt    and    Enuuiael    G.    Eberhardt. 
Racine,  Wis.,  aasignon  to  Modlne  Manufactiir- 
ing  Company,  Racine.  Wis.,  a  corporation  of 
Wisconsin 
Application  NoYember  27.  1931.  Serial  No.  577,560 
7  Claims.     (CL  257—262) 


// 


1.  In  a  heat  exchange  device,  a  plurality  of  in- 
dependent parallel  sheet  metal  tubes  adapted  for 
the  passage  of  a  fluid  therethrough,  each  tube 
having  a  pair  of  substantially  parallel  walls,  a 
plurality  of  inwardly  extending  transverse  inden- 
tations formed  In  one  wall  of  said  tube  in  stag- 
gered relation  and  spaced  from  each  other  lon- 
gitudinally of  the  tube  and  extending  trsmsverse- 
ly  to  the  direction  of  flow  of  fluid  through  the 
tubes,  each  indentation  In  one  wall  cooperating 
with  the  opposite  wall  of  said  tube  to  form  a 
transverse  restriction  in  the  passage  through  said 
tube  offset  from  the  central  plane  of  the  tube. 


2.017,202 
GATE  MECHANISM 

Kline  Clark.  Savannah.  Mo. 

AppUcation  Jnly  26,  1934,  Serial  No.  737.042 

6  Claims.     (CI.  39—14) 


1.  In  a  gate  mechanism,  a  supporting  post,  a 
movable  gate,  means  for  supporting  one  end  of 
said  gate  on  said  post,  a  counterbalance  for  said 
gat€  comprising  an  elongated  member  secured  to 
said  gate  and  extending  upwardly  and  rearward- 
ly  beyond  said  gate  for  a  substantial  distance 
past  said  supporting  means,  the  rearwardly  ex- 
toiding  portion  of  said  counterbalance  approxi- 
mating the  area  and  weight  of  said  gate. 


2.017.203 

FILM  GATE 

Mnrray  G.  Clay.  New  York,  N.  T.,  assignor  to 

Radio  Corporation  of  America,  a  corporation  of 

Delaware 

Application  September  5.  1931.  Serial  No.  561,327 

1  Claim.     (CL  8ft— 17) 


A  fllm  gate  comprising  an  aperture  plate  and  a 
movable  pressure  plate,  and  unitary  means  con- 
stituting a  supporting  link  mechanism,  operating 
mechanism,  and  locking  means  for  actuating  said 
movable  pressure  plate. 


2.017.204 

IXECTRICAL  TERMINAL 

John    H.   Fisher   and    Samuel    Siegel.   Brooklyn. 

N.     Y..     assignors     to     Aerovox     Corporation, 

Brooklyn,  N.  Y..  a  corporation  of  New  York 

ApplicaUon  March  8.  1932.  Serial  No.  597,478 

7  Claims.     (CL  173 — 324) 


1.  A  method  of  forming  a  liquid-tight  electri- 
cal terminal  which  includes  the  steps  of  dispos- 
ing at  opposite  sides  of  an  opening  in  a  container, 
insulating  washers  of  the  character  subject  to  flux 
and  weld  under  pressure,  backing  said  washers 
with  pressure  applying  washers  and  riveting  all 
of  said  washers  together  with  a  rivet  having  a 
shank  of  less  diameter  than  the  opening  in  the 
container  and  passed  through  said  washers  and 
applying  sufficient  force  to  the  rivet  to  induce  the 
flow  of  the  material  of  the  Insulating  washers  into 
the  space  between  the  rivet  shank  and  the  wall  of 
said  opening. 

3.  An  electrical  terminal  mount  of  the  class  de- 
scribed, including  a  thin  supporting  plate,  rigid 
washers  of  insulating  material  resting  against  op- 
posite faces  of  said  plate,  said  washers  having  a 
connecting  neck  constituting  a  short  bridge  inte- 
gral and  homogeneous  in  texture  with  both  said 
washers  and  snugly  lining  an  aperture  through 
said  plate,  and  a  rivet  through  said  aperture  and 
through  said  washers  maintaining  the  latter  se- 
curely pressed  against  said  plate. 


2017.205 

INTERNAL  COMBUSTION  ENGINE 

Otto  J.  Gingerich.  Trenton.  Ohio 

AppUcation  July  8.  1932,  Serial  No.  621,391 

12  Claims.     (CL  123—191) 
1.  In  an  internal  combustion  engine,  a  cylin- 
der having  a  fuel  inlet  in  the  center  of  its  head, 
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having  an  exhaust  valve  In  alignment  with  the 
longitudinal   axis  of  the  cylinder,  and   having 


ports  leading  from  each  side  of  said  fuel  inlet 
to  said  exhaust  valve. 


2.017.206 
DRAFT  AND  BUFFER  GEAR 
SUcy  B.  Haseltine.  Chicago,  111.,  assignor  to  W.  H. 
Miner,    Inc.,   Chicago,    IlL,    a   corporation    of 

AppUcation  October  14,  1933.  Serial  No.  693,639 
12  Claims.     (CI.  213 — 9) 


1.  In  a  draft  and  buffing  gear  for  mine  cars, 
the  combination  with  a  draft  member  having 
means  for  coupling  the  same  to  an  adjacent  car. 
said  draft  member  having  guideways  at  oppo- 
site ends  thereof;  of  a  buffing  member,  said  draft 
and  buffing  members  being  movable  toward  and 
away  from  each  other;  spring  means  interposed 
between  said  members  and  having  the  front  and 
rear  ends  thereof  bearing  respectively  on  said 
buffing  and  draft  members;  supporting  means 
having  guide  lugs  thereon  extending  through 
the  guideways  of  said  draft  member;  and  attach- 
ing means  extending  lengthwise  of  the  car 
through  said  buffing  member  and  said  lugs,  said 
attaching  means  having  shouldered  engagement 
with  the  buffing  member  and  car  to  limit  out- 
ward movement  of  said  buffing  member. 


2.017,207 
STRUT  FAIRING  BRACKET 

Charles  E.  Hathom,  Hempstead,  N.  Y..  assignor 
to  Curtiss  Aeroplane  A  Motor  Company,  Inc., 
a  corporation  of  New  York 

AppUcation  February  15,  1933,  Serial  No.  656,928 
11  Claims.     (CL  244—31) 


r.fi.^*-" 


1.  In  a  fairing  bracket  for  use  in  aircraft  con- 
struction, a  clampinc  ring  and  a  substantially 
U-shaped  one-piece  fairing  supporting  member 
having  the  rounded  portion  forming  its  leading 


edge  and  Its  free  ends  forming  Its  trailing  edge, 
said  member  secured  to  said  clamping  ring  at 
points  Intermediate  the  leading  and  trailing  edges 
of  said  member. 


2,017,208 
lODATED   HYDROXY   DIFHENYL    SULPHIDE 
AND      METHOD      OF      PREPARING      THE 
SAME 

Treat  Baldwin  Johnson,  Bethany,  Conn.,  assignor 
to  Sharp  ft  Dohme,  Incorporated,  Baltimore, 
Md.,  a  corporation  of  Maryland 
No  Drawing.    AppUcation  Joly  16,  1930, 
Serial  No.  468,468 
12  Claims.     (CL  260—150) 
3.  4 -hydroxy -diphenyl  sulphide  with  iodine  in 
the  phenol  nucleus. 

10.  The  method  of  preparing  lodated  diphenyl 
sulphides  which  comprises  dissolving  a  para-hy- 
droxy -diphenyl  sulphide  in  aqueous  ammonia  and 
combining  it  with  iodine  solution. 


2,017,209 

BOTTLE  AND  THE  LIKE 

Joseph  M.  Kennedy,  St.  Loois,  Mo. 

AppUcation  January  31.  1935,  Serial  No.  4,235 

6  Claims.     (CL  221—147) 


1  A  bottle  or  the  like  having  a  body  portion, 
a  measuring  well  of  substantially  conical  shai>e 
located  outside  of  said  body  portion  and  arranged 
in  communication  with  the  interior  thereof,  and 
a  closure  element  removably  attached  to  said 
measuring  well  at  the  outer  discharge  end  there- 
of, said  bottle  being  adapted  to  be  tipjjed  to  cause 
liquid  to  flow  from  said  body  portion  into  said 
measuring  well  to  trap  a  measured  amount  of 
liquid  therein,  and  said  measuring  well  being  so 
shaped  that  when  the  bottle  is  placed  in  a  prede- 
termined position  all  liquid  within  the  measur- 
ing well  in  excess  of  the  amount  of  liquid  it  Is 
desired  to  measure  therein  will  flow  from  the 
measuring  well  back  into  the  body  portion  of 
the  bottle,  and  that  when  said  closure  element  is 
removed  the  trapped  liquid  will  be  discharged 
from  the  measuring  well  without  additional  tip- 
ping of  the  bottle. 


2.017.210 
SLAT  FOR  VENETIAN  BLINDS 

Guy  W.  Kirsch,  Sturgis,  Mich.,  assignor  to  Kirsch 

Company,  Sturgis,  Mich. 

AppUcation  Augnst  16,  1934,  Serial  No.  740,039 

19  Claims.     (CL  156—17) 


8.  A  slat  for  Venetian  blinds  comprising  a  plu- 
rality of  separate  sections  joined  at  their  ends  by 
metsUlic  fastening  means  and  having  their  ends 
spaced  apart  to  provide  a  space  for  the  passage 
of  a  lift  cord  through  the  slat. 
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2,tl7^11 

CONTROLLING  MECHANISM  FOR  WA&P 

tlNTTING  MACHINES 

Frederick  Klein.  Glen  Rock.  N.  J.,  Msicnor   to 
Warp  Twistin^-In  Machine  Company.  Brooklyn 
N.  Y.,  a  corporation  of  New  York 
AppUcation  Ancnat  2,  1M4.  Serial  No.  738.088 
16  Claims.     (CL  28—47) 


1.  In  combination,  means  to  support  two  warps 
means  to  advance  successively  the  threads  of 
one  warp  and  those  of  the  other  warp  to  position 
for  uniting  with  each  other,  means  to  unite  each 
thread  of  one  warp  with  that  of  the  other  on 
their  advancement,  detecting  means  normaUy 
urged  to  detecting  position  through  the  path  of 
advancement  on  faUure  of  a  thread  of  one  warp 
to  be  so  advanced  but  arranged  to  be  held  from 
such  position  by  such  thread  if  the  latter  is  so 
advanced,  and  means  to  move  the  last-named 
means  back  through  said  path  on  each  advance 
of  the  threads. 


^^,^_  2,il7;812 

KNOCK-DOWN  PARTITION  ASSEMBLY 
Hmer  Edward  Koenig.  Garfield  Heighta.  Ohio. 
i|«iinior    to   The   MUla   Company,   aeyeland. 
OUo,  a  corporation  of  Ohio 
AppOcatimi  February  8,  19S2,  Serial  No.  591.671 
15  Claims.     (CL  189—34) 


1.  A  partition  assembly  including  hoUow  ver- 
OtM  and  horizontal  members,  and  adjustable 
take-up  means  concealed  within  said  hoUow 
members  and  adjustably  connecting  the  same 
said  take-up  means  comprising  a  yoke  having 
spaced  arms  connected  to  one  of  said  members 
and  an  adjustable  screw  connecting  said  yoke 
and  another  of  said  members. 


« 


2317JS1S 

VEHICULAR  TOY  AND  EXERCISER 

Richard  Laborda.  Brooklyn.  N.  Y. 

Application  Angnst  17,  1933,  Serial  No.  685.555 

13  Claims.     (CI.  272—53) 

12.  A  toy  vehicle  comprising  a  seat,  supporting 

naeans  pivotally  connected  with  the  forward  end 

or  the  seat  and  including  front  and  rear  members 

pivotally  connected  for  angular  movement  relative 

to  each  other,  means  directly  mounted  on  one  of 

2uf  ^^JU?""  '"^^Xf °»ent  as  a  unit  therewith, 

and  positioned  beneath  and  in  sustaining  reJaUon 

to  the  rear  portion  of  the  seat  during  relative 

movement  of  the  supporting  members,  a  spring 


connecUng  said  members  with  each  other  to 
yieldingly  resist  relative  movement  thereof  from  a 
normal  position  with  respect  to  said  seat,  an  oper- 
ating member  extending  above  the  seat  and  con- 
nected with  the  front  supporting  member  to  man- 


ually naove  the  same  with  respect  to  the  rear 
supporting  member  and  the  seat,  ground  engaging 
rollers  upon  which  said  supporting  members  are 
mounted  at  their  lower  ends,  and  brake  means 
preventing  rearward  rotaUon  of  said  rollers 


^„ 2.017  J614 

MULTIPLE  TUBE  TIRE  AND  INDICATOR 

Siegfried  Ubo.  Mllwaakee.  Wis. 

ApplicaUon  October  27.  1933.  Serial  No.  695.528 

3  Claims.     (CL  152 — 22) 


1.  In  an  inflating  unit  for  pneumatic  tires  or 
inner  tubes  with  a  plurality  of  compartments  the 
unit  comprised  of  a  casing,  a  perforated  station- 
ary disc,  a  perforated  vertically  movable  disc,  hav- 
ing an  airtight  enclosure  moving  on  a  screw- 
bolt   by    means   of  an   elongated   nut.   a   valve 
mounted  on  such  yertlcal  movable  disc  for  in- 
flating and  deflating  through  feed  lines  all  com- 
partments simultaneously,  metal  tubes  with  suit- 
ably Inserted   rubber   tubes  endliw  In   a  solid 
end  moiuted  on  such  movable  disc  for  each  com- 
partment, the  rubber  tubes  inside  the  meUl  tubes 
directly  communicating  through  feed  Unes  with 
the  respecUve  compartments  in  the  pneumatic  tire 
or  inner  tube,  when  the  two  discs  are  locked 
together  in  airtight  relaUon  and  giving  a  sig- 
nal if  its  respective  compartment  in  the  pneu- 
matic tire  or  inner  tube  is  inflated— by  forcing 
the  solid  endstick  of  the  rubber  tube  upward  the 
ocation  of  a  puncture  In  the  pneumatic  tire  or 
Inner  tube  being  identified  by  having  the  com- 
partments in  the  pneumatic  tire  or  inner  tube,  or 
both  and  their  reepecUve  communicating  rubber 
tubes  inside   the  metal   tubes  numbered  corre- 
spondingly. «   w  *c 
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V  REFRIGERATING  APPARATUS 

Sylrester  A.  limpert.  Bay  Shore.  N.  Y.,  assignor 

to    Mechana    Kold   Corporation.    Bay    Shore. 

N.  Y..  a  conxvatioo  of  New  York 
AppUcati«n  December  9.  1933,  Serial  No.  701. 6M 
21  CUims.     (CL  62—108.5) 


«  *< 


«    a 


f      l\        ^ ' ^ — ''      V 


1.  In  a  freezing  unit  for  a  refrigerating  ma- 
chine, the  combination  comprising  a  supporting 
surface  for  an  ice  tray,  having  a  downwardly  pro- 
jecting hollow  extension,  a  plunger  member 
mounted  in  said  extension  and  arranged,  when 
in  a  certain  position,  to  exert  upward  pressure 
directly  upon  the  bottom  of  a  tray  resting  on  said 
support  and  means  for  optionally  elevating  such 
plunger  element  to  effect  the  lifting  of  said  tray 
off  of  its  support. 


2.017jei6 
APPARATUS  FOR  PLASTIC  MOLDING 

Samnel  Marcos.  New  York.  N.  Y..  assignor,  by 

mesne   assignments,    to   Bfargon   Corporation, 

New  York.  N.  Y.,  a  corporation  of  New  York 

AppUcation  Aagiist  14.  1930.  Serial  No.  475.169 

13  Claims.     (CL  18—42) 


1.  Apparatus  for  the  manufacture  of  one-piece 
dolls*  heads  out  of  a  moldable  composition,  com- 
prising separable  mold  portions  with  a  mold  im- 
pression having  the  shape  of  a  doll's  head,  a  core 
comprising  an  Indestructible  rigid  retractable  por- 
tion and  a  destructible  surrounding  portion  made 
of  a  material  which  may  be  readily  broken  down 
without  Injury  to  the  molded  composition,  said 
surrounding  portion  having  the  shape  of  the  in- 
terior of  the  doll's  head  and  including  protuber- 
ances for  directly  and  accurately  forming  the 
eye  openings  in  the  doll's  head,  said  retractable 
portion  extending  out  of  the  body  of  the  core  at 
the  neck  opening  of  the  doll's  head  and  being 


tightly  clamped  betwe«i  the  separable  portions  of 
the  mold,  the  aforesaid  protuberances  on  the  core 
further  serving  to  support  and  locate  the  core  in 
the  mold. 


2.017.217 
PROCESS  OF  MANUFACTURING  SPONGE 

RUBBER 

Henry  R.  Minor.  Oak  Park,  U..  assignor,  by 
mesne  assignments,  to  Industrial  Process  Cor- 
poration. Saratoga  Springs.  N.  Y.,  a  corporation 

of  New  York 

No  Drawing.    Application  November  28,  1932. 

Serial  No.  644,687 

11  CUims.     (CI.  18—53) 

1.  The  process  of  manufacturing  sponge  rub- 
ber, comprising  adding  to  the  rubber  compound 
a  quantity  of  triethanolamlne  which  has  been 
subjected  to  and  into  which  has  been  absorbed 
a  volume  of  carbon  dioxide  gas,  milling  at  a  low 
temperature  so  that  the  gas  is  retained  by  the 
triethanolamlne,  and  then  vulcanizing  the  rubber 
so  compounded,  the  heat  employed  In  vulcaniza- 
tion releasing  the  gas. 


2.017,218 

LOOSE  LEAF  BINDER  ., 

Reginald  M.  Raynolds.  New  York,  N.  Y. 

AppUcaUon  October  10. 1934.  Serial  No.  747.700 

8  Claims.     (CL  129—8) 


^H 


1.  In  a  looseleaf  binder,  a  pair  of  opposed  U 
strips,  a  set  of  binder  posts  carried  by  the  base 
of  each  U,  a  pair  of  slidably  superposed  back  ele- 
ments, means  hinging  the  U  bases  to  the  outer 
edges  of  the  back  elements,  respectively,  and 
means  articulating  each  of  the  arms  of  one  U  to 
the  corresponding  arm  of  the  other  U  to  limit  the 
pivotal  movements  of  said  U  strips. 


2,017.219 

TUBING  HEAD 

Edmund  J.  Roach,  Beaumont,  Tex.,  assignor  to 

Beanmont  Iron   Worlcs    Company,  Beaumont. 

Tex.,  a  corporation 

Application  May  20.  1935,  Serial  No.  22.445 
11  Claims.     ( a.  166— 14) 

1.  A  tubing  head  including  a  well  casing,  a 
casing  head  on  said  casing  having  a  lateral  out- 
let, a  downwardly  tapered  shoulder  above  said 
outlet,  a  cylindrical  chamber  above  said  shoul- 
der, a  packer  in  said  chamber  including  an  an- 
nular plate  adapted  to  fit  said  shoulder,  a  rub- 
ber packing  sleeve  supported  on  said  plate,  said 
sleeve  having  an  inner  flexible  wall  to  engage 
an  inner  pipe,  flexible  rubber  wiping  rings  at  the 
upper  and  lower  ends  of  said  sleeve  of  smaller 
mternal  diameter  than  said  inner  pipe,  a  me- 
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talllc  Ting  at  the  upper  end  of  said  packer,  means 
to  hold  said  plate,  sleeve  and  rings  assembled  to- 


gether as  a  unit,  and  means  to  retain  said  packer 
on  said  shoulder. 


BOOK  BINDER  CONSTRUCTION 

Frank  Stanley  Schade,  Holyoke,  Mass.,  assirnor 

to  National  Blank  Book  Comitany,   Holyoke, 

Mass.,  a  corporation  of  Massachusetts 

AppUcaUon  Aociist  24.  1934.  Serial  No.  741.241 

3  Claims.     (CI.  281—25) 


1.  A  book  construction  made  of  a  single  piece 
of  spirally  wound  spring  wire,  filler  sheets  with 
perforations  engaged  by  the  successive  turns  of 
said  wire,  a  stiff  metal  strip  placed  on  the  inside 
of  said  coil  and  extending  from  end  to  end. 
a  back  panel  and  hinged  covers,  a  second  metal 
strip  on  the  back  panel,  and  means  on  said  strips 
to  clamp  them  tightly  together  with  the  wire 
turns  and  back  panel  between  them,  the  ends  of 
said  spring  wire  being  under  the  first  mentioned 
strip. 


2,017JS21 
COMPOUND  SPRING 
Roy  B.  Simning,  Minneapolis,  Minn.,  assignor  to 
Motor  Car  Carriers.  Inc..  Detroit,  Mich.,  a  cor- 
pM'ation  of  Mlehigan 
Sabstitate  for  abandoned  application  Serial  No. 
520,S39,  March  7.  1931.    This  appUcation  Feb- 
ruary 12,  1934,  Serial  No.  710.951 
.  4  Claims.     (CL  267—38) 


1.  A  compound  spring  for  dual  drop  axle  assem- 
blies of  the  character  described  Including  spaced 


wheel -spindles,  hangers  depending  from  said  spin- 
dles, cross  rods  supported  in  the  lower  ends  of 
said  hangers,  two  groups  of  graduated  leaf  spring 
members  rigidly  held  together  in  abutting  relation 
centrally,  said  compound  spring  being  plvotally 
united  centrally  to  load  supporting  means,  each 
pair  of  adjacent  termini  of  said  spring  groups 
being  plvotally  fixed  within  one  of  said  hangers. 


BERRT  BOX 

Robert  A.  Thomas,  HoUowrille,  N.  Y.,  assignor  of 

one-half  to  Horton  Gardner.  ClaTerack.  N.  Y. 

ApplicaUon  November  14,  1934.  Serial  No.  752.903 

1  Claim.     (CL  2fe— 44) 


In  a  container  for  berries  and  the  like,  an  outer 
frame  having  depending  supporting  members  ad- 
jacent the  comers  thereof,  an  inner  frame  hav- 
ing depending  supporting  members  adjacent  the 
corners  thereof,  the  inner  frame  designed  to  be 
placed  within  the  outer  frame  with  its  support- 
ing members  crossed  with  the  supporting  mem- 
bers of  the  outer  frame,  a  transparent  box-shaped 
lining  placed  between  the  inner  and  the  outer 
frames,  securing  means  passed  through  both  the 
inner  and  outer  frames  and  through  said  box,  and 
flaps  formed  on  the  upper  sides  of  said  box  and 
adapted  to  be  folded  down  upon  the  contents  of 
the  container. 


2.017,223 

PORTABLE  TABLE  STRUCTURE 

Edmond  Verstraete,  NuUey.  N.  J. 

Application  November  9.  1934.  Serial  No.  752,265 

3  Claims.     (CI.  311—17) 


:r^std 


1.  A  portable  table  structure  comprising,  a  table 
top,  a  bracket  hlngedly  connected  at  Its  forward 
upper  portion  to  the  under  surface  of  said  table 
top,  the  rear  portion  of  said  bracket  projecting 
rearwardly  of  said  table  top.  and  bolt  means  de- 
pending from  said  table  top  and  having  means 
thereon  for  engaging  said  bracket  for  adjust- 
ably limiting  the  turning  movement  of  said  brack- 
et about  its  hinged  connection  with  said  table 
top. 


2.017.224 
WIND  T  FOR  AIRPORTS 
Arthur  M.  Wilhelm.  Randolph,  N.  Y. 
Application  November  16.  1932,  Serial  No.  642,947 
14  Claims.     (CI.  73—55) 
1.  A  landing  Indicator  for  airports  comprising 
a  standard  having  a  chamber,  a  spindle  mounted 
in  the  standard  for  both  rotary  and  axial  move- 
ments, the  lower  end  of  the  spindle  constituting 
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a  wall  of  the  chamber,  an  Indicating  member  car- 
ried by  the  spindle  to  move  therewith,  means 
acted  upon  by  the  wind  to  rotate  the  indicating 
member,  a  reservoir  connected  by  a  passage  to 
the  chamber  for  supplying  fluid  thereto,  a  check 
valve  preventing  retrograde  flow  of  fluid  from  the 
chamber  through  such  passage,  means  for  ef- 
fecting axial  movement  of  the  spindle  to  displace 


fluid  from  the  reservoir  to  the  chamber  for  sup- 
porting the  spindle  and  Indicating  member  for 
such  rotary  movement,  a  return  passage  from  the 
chamber  to  the  reservoir,  a  release  valve  In  said 
return  passage  normaUy  open,  and  wind  respon- 
sive means  for  rendering  the  release  valve  in- 
operative in  the  presence  of  a  predetermined 
wind. 


2,017.225 
METHOD  AND  APPARATUS  FOR  DETERMIN- 
ING.    RECORDING,     AND     CONTROLLING 
THE    DENSITY.    CONSISTENCY.    OR    SPE- 
CIFIC  GRAVITY  OF  FLUENT  MATERIALS 

George  S.  Witham.  Jr.,  Lincoln,  N.  H. 

Application  May  14.  1931,  Serial  No.  537,342 

23  Claims.     (CI.  92—46) 


10.  In  a  device  for  indicating  the  consistency 
of  paper  stock,  means  forming  a  conduit  through 
which  the  stock  may  flow,  and  means  comprising 
an  element  floating  upon  and  continuously  mov- 
able by  said  flowing  stock  for  indicating  the  con- 
sistency thereof 

14.  In  a  device  for  regulating  the  consistency 
of  a  liquid  material,  means  forming  a  conduit  for 
the  flow  of  liquid  material  therethrough,  means 
comprising  an  element  floating  upon  and  con- 
tinuously movable  by  said  flowing  material  and 
automatic  means  responsive  to  variations  in  the 
rate  of  movement  of  said  element  for  regulating 
the  consistency  of  said  material. 


2,017,226 

CATALYST,  AND  THE  PRODUCTION  AND 

USE  THEREOF 

John  D.  Zieley,  Belmar,  N.  J.,  assignor  to  Amarel 
Corporation,  Wilmington.  DeL,  a  corporation 
of  Delaware 

No  Drawing.     Application  May  25,  1932, 

Serial  No.  613,591 

2  Claims.     (CI.  196 — 53) 

1.  The  process  of  hydrogenatlng  a  hydrocarbon 

material  comprising  maintaining  said   material 

in    a    hydrogen-containing    atmosphere    in    the 

presence  of  a  catalyst  comprising  Mariel  asphalt 

residues. 


2,017,227 

WHEEL  GUARD  STRUCTURE 

Homer  W.  Bamhart,  Akron,  Ohio 

AppUcation  December  31.  1934.  Serial  No.  760,012 

3  Claims.     ( CI.  280—153 ) 


1.  The  combination  with  a  vehicle  body  struc- 
ture having  a  fender  portion  for  cooperating  with 
a  steerable  wheel  forming  a  part  of  the  usual  ve- 
hicle running  gear,  said  fender  portion  extending 
substantially  about  the  wheel  circumferentlally 
and  spaced  therefrom  to  permit  relative  move- 
ment between  the  wheel  and  the  body  structure, 
and  the  fender  portion  extending  laterally  out- 
wardly from  the  body  structure  over  the  wheel 
and  deflning  a  laterally  open  guard  therefor,  of 
a  cover  plate  for  substantially  closing  the  guard 
opening,  means  for  maintaining  said  cover  plate 
in  substantially  parallel  relation  to  said  wheel 
during  steering  operation  of  the  latter  and  Inde- 
pendently of  the  fender  portion,  and  closure 
means  intermediate  said  cover  plate  and  fender 
portion,  for  maintaining  the  substantially  closed 
condition  of  the  guard  irrespective  of  the  posi- 
tion of  the  cover  plate  in  maintaining  its  parallel 
relation  to  the  wheel  aforesaid. 


2,017.228 
MANUFACTURE  OF  ARTIFICIAL  GRIND- 
STONES FOR  FLXP  GRINDING 

Raymond  C.  Benner,  Niagara  Falls,  N.  Y..  as- 
signor to  The  Carborundum  Company,  Niagara 
Falls.  N.  Y.,  a  corporation  of  Pennsylvania 
No  Drawing.  Continuation  of  application  Serial 
No.  469,931,  July  22,  1930.  This  application 
November  14,  1934,  Serial  No.  753,021.  In 
Canada  June  1,  1931 

12  Claims.  (CI.  51—280) 
1.  A  Silica-lime  abrasive  article  comprising  a 
mixture  of  silica  particles  varying  in  size  from 
coarse  to  fine,  with  the  coarse,  medium  and  fine 
particles  in  proportions  of  approximately  two,  one 
and  two  respectively  by  volume  measured  sepa- 
rately, the  coarse  particles  in  each  of  said  coarse, 
medium  and  fine  groups  having  a  diameter  of 
approximately  2  to  3  times  the  diameter  of  fine 
particles  in  the  same  group,  and  the  fine  group 
having  a  substantial  proportion  of  particles  pass- 
ing through  a  200  mesh  screen. 
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METHOD   AND   APPARATUS   FOB   HEATING 

GALVANIZING  TANKS 

Recinald  A.  Bererley,  ChiMico,  IlL,  aaiicner  to 

The   Carbomndun   Company,   Niacara   Falls, 

N.  T.,  a  corporation  of  Pennsylvania 

AppHeation  Deoember  22. 19S3.  Serial  No.  703.659 

4  Claims.     <CI.  263—42) 


1.  A  furnace  for  heating  a  galvanizing  tank 
which  c(»nprlse8  a  ccHnbustion  chamber  extend- 
ing along  a  wan  of  the  said  tank  adjacent  thereto 
and  siMieed  therefrom,  a  wall  of  refractory  mate- 
rial closing  the  said  combustion  chamber  on  the 
side  adjacent  the  said  tank  composed  of  mate- 
rial capable  of  absorbing  heat  from  the  said  com- 
bustion chamber  and  radiating  the  same  to  the 
said  wall  of  the  tank,  a  second  chamber  adja- 
cent the  said  combustion  chamber  and  extend- 
ing along  the  length  thereof  and  adjacent  and 
spaced  from  the  said  wall  of  the  tank  and 
adapted  to  receive  products  of  combustion  from 
the  said  combustion  chamber,  a  wall  closing  the 
said  second  chamber  on  the  side  adjacent  the 
said  wall  of  the  tank  and  provided  with  open- 
ings connecting  the  said  second  chamber  and 
the  space  between  the  said  second  chamber  and 
the  said  wall  of  the  tank,  and  a  flue  leading  from 
the  said  space. 

2.017,230 

BUILDING  COVERING 

Edward  Roocoe  Black.  Cliica4:o.  111.,  amiffnor  to 

Hack  Systems  Inc.,  Chicairo,  HI.,  a  corporation 

ofUUnois 

AppUcation  Febnuur  25.  1930.  Serial  No.  431JS64 

6  Claims.     (CL  108—33) 


1.  A  building  covering  imlt  having  a  rigid  un- 
der-turned portion,  and  means  associated  with 
said  under-turned  portion  for  attaching  the  cov- 
ering unit  to  the  building,  said  means  adapted  to 
be  attached  to  the  building  with  the  covering  unit 
In  a  turned-over  position. 


2.017JS31  *****' 

POT  CLEANER 
Edward   S.  Bradford.  Jr.,   Longmeadow,   Mass., 
assignor  to  Springfield  Wire  A  Tinsel  Co.,  West 
Springfield.   Blass.,    a   corporation    of    Massa- 
chnsetts 
AppUcation  November  5.  1934.  Serial  No.  751.471 
3  CUlms.     (CL  15—208) 
1.  A  pot  cleaner  comprising  a  central  mass  of 
tangled  colls  of  spring  metal  wire  and  a  covering 
mass  of  definitely  wound  loops  of  said  wire  in 
flattened  ribbon  form  of  closely  spaced  helical 


coils,  the  coyerlng  man  constituting  a  substantial 
thlcknesB  of  looped  pUes  or  layers  ot  such  wire, 
the  cleaner  mass  being  characterized  by  the  fea- 
ture of  substantially  larger  coils  of  wire  in  the 


central  tangled  mass  than  the  helical  coils  of  said 
covering  mass  whereby  the  cleaner  has  a  softer 
puffier  central  mass  made  of  spring  metal  coils  as 
compared  to  the  covering  mass  of  smaller  coils. 


2J17432 

FILTER 

Jerome    Brown,    Milwaokee.    Wla.,    asalgnor    to 

Brlggs    A    Siratton    CorporaUon,    MUwaakee, 

Wis.,  a  corporation  of  Delaware 

AppUcation  March  12.  1934.  Serial  No.  715,131 

2  Claims.     (CI.  210— 131) 


1.  A  filter  of  the  character  described  com- 
prising a  substantially  cylindrical  casing  having 
a  cylindrical  side  wall  and  substantially  flat  end 
walls,  spaced  filter  units  disposed  in  the  casing 
in  superimposed  relation  with  their  adjacent  por- 
tions spaced  from  each  other  to  define  a  central 
space  and  opposite  ends  and  spaced  from  the 
end  walls  of  the  casing  to  define  end  spaces,  an 
inlet  tube  carried  by  one  end  wall  of  the  casing 
and  extending  through  one  of  the  filter  units  to 
communicate  with  the  central  space  to  conduct 
liquid  to  said  central  space  for  passage  simul- 
tsuieously  through  both  filter  units,  an  outlet 
leading  from  one  end  space  to  the  exterior  of 
the  casing  and  a  duct  carried  by  one  end  wall 
and  passing  through  both  of  said  filter  units, 
said  duct  having  communication  at  its  opposite 
end  portions  with  the  end  spaces  whereby  liquid 
passing  through  both  of  said  filter  units  is  con- 
ducted to  said  outlet. 
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2,017,233 

LOUPE 

Frank   Reginald   Chester,   Vancouver,    British 

Columbia,  Canada,  assignor  to  Chester  Bros. 

Ltd.,  Vancouver,  British  Colombia,  Canada 

AppUcation  February  26, 1934.  Serial  No.  712.866 

5  ChUms.     (CI.  88 — 41) 


Tf     r.,t,,T 


1.  A  pair  of  loupes  comprising  a  spectacle 
frame,  an  object  lens  support  and  a  pair  of  ob- 
ject lenses  carried  thereby,  said  support  consist- 
ing of  a  cylindrical  hinge  barrel  carried  by  the 
spectacle  frame,  screws  entering  the  ends  of  the 
barrel,  a  pair  of  spring  blades  joumalled  at  one 
end  upon  the  screws  and  supporting  the  object 
lenses  at  the  other  end.  and  means  for  clamping 
the  screws  against  roUtion  within  the  hinge 
barrel. 

2  017,234 

METHOD  OF  HEELING   SHOES 

Frank  B.  Dopp,  St.  Louis.  Mo.,  assignor,  by  mesne 

assignments,   to  Perma   Corporation.   Chicago, 

111.,  a  corporation  of  Illinois 

.4ppUcation  October  24.  1932.  Serial  No.  639,221 

16  Claims.     (CI.  12—147) 


1.  The  method  of  heeling  a  shoe,  which  con- 
sists of  cutting  to  shape  the  heel  seat  portion  of 
the  outsole  of  a  shoe,  attaching  a  pronged  heel 
seat  plate  having  apertured  ears  under  pressure 
to  the  heel  seat  of  the  shoe  and  simultaneously 
therewith  finally  shaping  the  heel  seat  of  the 
shoe  applying  a  wooden  heel  having  transverse 
recesses  to  the  heel  seat  of  the  shoe  with  the 
apertured  ears  of  the  plate  Insertable  in  the  re- 
cesses of  the  heel,  applying  pressure  to  the  heel, 
inserting  a  pin  in  a  breast  opening  of  the  heel 
and  applying  pressure  to  the  pin  for  moving  it 
into  interlocking  engagement  with  the  apertured 
ears  ol  the  heel  seat  plate. 


2,017  JK35 

APPARATUS  FOR  AGING  ALCOHOLIC 

SPIRITS 

Leslie  L.  Drew.  Asbnry  Pai^  N.  J. 
AppUcation  March  14,  1934.  Serial  No.  715,463 
2  Claims.     (CL  262 — 79) 


1  In  a  container  for  aging  alcohoUc  spults,  &n 
Insert  therefor  having  baffle  members  formed 
with  a  plurality  of  angularly  disposed  chaired 
surfaces  extending  substantially  from  one  end  of 
the  container  to  the  other,  and  supporting  means 
secured  to  the  baffle  members  and  supporting  the 
same  in  fixed  angular  position  within  the  con- 
tainer, the  last  named  means  supporting  the 
baffle  members  to  cause  the  same  to  extend  from 
adjacent  the  central  porUon  of  the  container  to- 
ward the  side  walls  thereof  and  in  proximity 
thereto,  the  baffle  members  being  formed  to  be 
spaced  from  each  other  and  certain  portions  of 
the  edges  thereof  being  spaced  from  the  container 
whereby  the  baffle  members  will  form  a  partial 
obstruction  to  the  natural  motion  of  the  spirits  In 
the  container  when  the  contamer  is  in  storage. 


2.017JW6 

FREE  BALANCE  ESCAPEMENT 

Joseph  Enkle.  Landstnhl.  Pfals.  Germany 

ApplicaUon  November  14.  1931,  Serial  No.  575,068 

In  Germany  November  14.  1930 

1  Claim.     (CI.  58—117) 


A  free  balance  escapement,  comprising  in  com- 
bination a  balance  wheel,  a  spiral  spring  connect- 
ed at  its  inner  end  to  said  balance  wheel,  a  pallet 
wheel  connected  to  the  outer  end  of  said  spring 
and  fitted  with  pins  uniformly  distributed  around 
its  circumference,  and  a  driven  star  wheel  acting 
as  escapement  wheel  and  having  arms  extending 
within  the  path  of  said  pins,  each  of  said  arms 
adapted  to  successively  cooperate  with  one  of  said 
pins  to  arrest  the  movement  of  said  star  wheel 
and  pallet  wheel  and  thereby  tension  said  spring 
to  reverse  the  movement  of  said  balance  wheel 
and  of  said  pallet  wheel  to  disengage  said  pin  and 
allow  said  star  wheel  to  rotate  through  substan- 
tially an  angle  equal  to  the  angle  between  adja- 
cent arms  and  said  pallet  wheel  through  substan- 
tially an  angle  equal  to  the  angle  between  adja- 
cent pins,  said  star  wheel  bemg  then  arrested  by 
the  next  following  pin  of  said  pallet  wheel. 
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2.017.237 

UQUTD  FUEL  BURNER  AND  METHOD  OF 

BURNER  OPERATION 

Harold  L.  FInley,  L»  Porte,  Ind.,  asidriior  to  The 

Lonerfan   Bfanofftetwinc   Company.   Inc.,   La 

Porte,  Ind..  a  corporation  at  Indiana 

AppUcaUon  June  25.  1934.  Serial  No.  732.232 

1  Claim.     (CI.  153—37) 


In  combination  with  a  burner,  a  gravity  fuel 
fee<llng  system  comprising  a  constant  level  cham- 
ber determining  the  maximum  level  to  which  the 
fuel  may  rise  in  the  burner,  a  reservoir  interme- 
diate said  chamber  and  burner,  a  conduit  for 
connecting  said  reservoir  and  the  burner  that  Is 
capable  of  passing  fuel  at  a  race  materially  ex- 
ceeding the  normal  rate  of  fuel  consumption  of 
the  burner,  means  controlling  the  flow  of  fuel 
through  said  conduit,  and  means  connecting  said 
constant  level  chamber  and  reservoir  operable  to 
deliver  fuel  to  said  reservoir  at  a  rate  approxi- 
mating the  ncHinal  rate  of  fuel  consumption  of 
the  burner  whereby,  upon  the  opening  of  said 
fuel  controlling  means,  the  initial  rate  of  fuel 
feed  to  and  the  level  of  the  fuel  In  said  burner 
materially  exceeds  that  obtained  during  normal 
operation. 


SPACE  HEATER 

Harold  L.  Finley.  La  Porte,  Ind.,  assimor  to  The 
Lonergan   Mannfactoring   Company,   Inc.,   La 
Porte,  Ind..  a  corporation  of  Indiana 
Application  July  20.  1934.  Serial  No.  736,194 
4  Claims.     (CI.  126—93) 


1.  A  space  heater  comprising  an  outer  open- 
ended  casing,  a  liquid  fuel  burner  disposed  In  said 
casing  at  the  lower  end  thereof,  an  Inner  drum 
for  confining  the  products  of  combustion  above 
said  burner,  a  fuel  tank  within  said  casing  on  a 
side  wall  theretJT  for  supplying  fuel  to  said  burner, 
an  enclosing  wall  for  said  drum  spaced  there- 
from and  from  said  tank  for  providing  air  pas- 


sageways adjacent  said  drum  and  for  insulat- 
ing said  tank  from  the  heat  from  said  drimi,  the 
walls  of  said  drum  converging  so  as  to  direct 
heated  air  through  said  passageways  at  sub- 
stantially uniform  velocity. 


2,017JE39 

CARBURETOR 

John  W.  Fits  Gerald,  Milwaukee,  Wis.,  assignor 

to  Briers  A  Stratton  Corporation,  Milwaukee. 

Wis.,  a  corporation  of  Delaware 

Application  February  10.  1934,  Serial  No.  710,689 

8  Claims.     (CI.  261 — 44) 


1.  In  a  carburetor,  the  combination  of  comple- 
mentary rotatable  Venturl  forming  members  mov- 
able to  vary  the  cross  sectional  area  of  the  ven- 
turl. means  on  said  Venturl  forming  members 
responsive  to  changes  In  static  pressure  differen- 
tial at  opposite  ends  of  the  venturi  to  effect  ad- 
justment of  said  members  In  response  to  change.s 
In  engine  suction,  a  fuel  discharge  jet  disposed 
within  the  venturl.  a  tubular  stem  axially  parallel 
with  the  axes  of  the  rotatable  Venturl  forming 
members  supporting  the  discharge  jet  and  afford- 
ing means  for  conducting  fuel  thereto,  a  metering 
pin  slidable  longitudinally  in  said  stem  to  meter 
the  volume  of  fuel  flowing  to  the  Jet,  and  a  mo- 
tion transmitting  connection  between  one  of  said 
complementary  Venturl  forming  members  and 
the  metering  pin  whereby  the  metering  pin  is 
adjusted  in  accordance  with  changes  in  the  cross 
sectional  area  of  the  venturi. 


2,017.240 
PROCESS    AND    APPARATUS    FOR    THE 
RESOLUTION  OF  GASEOUS   MIXTURES 
Mathias  FriLnkl.  Aagsbnrr,  Germany,  assignor  to 
American  Oxythermic  Corporation,  New  York. 
N.  Y.,  a  corporation  of  Delaware 
Application  May  2,  1934.  Serial  No.  723.480 
In  Germany  May  9,  1933 
15  Claims.     (CT.  62—175.5) 
1.  A  process  for  the  resolution  of  a  gaseous 
mixture  which  comprises  liquefying  said  mixture 
with  accompanying  fractionation  and  rectifica- 
tion having  countercurrent  liquid  and  gas  fiow. 
vaporizing  liquid  so  produced  by  trickling  In  con- 
tinuous films  in  a  continuously  downward  direc- 
tion and  countercurrently  in  indirect  heat  ex- 
change relation  with  the  gaseous  mixture,  con- 
ducting and  maintaining  the  liquid  formed  by 
liquefaction  away  from  the  heat  exchange  sur- 
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face  during  the  liquefaction,  and  alternately  con- 
ducting the  trickling  liquid  away  from  with  ac- 


companying rectification  and  then  back  to  the 
heat  exchange  surface. 


2,017.241 
TILE  FOR  JOIST  AND  TILE  CONSTRUCTION 
FOR  FLOORS  AND  THE  LIKE 
Hnrxthal  F.  Frease,  Canton.  Oliio 
Original   appUcation   May    23,    1931,    Serial   No. 
539.545.     Divided  and  this  appUcation  Decem- 
ber 12,  1932,  Serial  No.  646,868 

6  Claims.     (CI.  72—66) 
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1.  An  elongated  hollow  block  having  a  rectan- 
gular transverse  cross  section  and  including  nor- 
mally outer  rectangular  walls,  rectangular  side 
walls  extending  between  the  longitudinal  side 
edges  of  the  normally  outer  rectangular  walls, 
the  distance  between  the  outer  surfaces  of  the 
outer  walls  constituting  the  depth  of  the  block, 
the  distance  between  the  outer  surfaces  of  the 
side  walls  constituting  the  breadth  of  the  block, 
and  the  distance  between  the  end  edges  of  one 
of  the  outer  walls  constituting  the  length  of  the 
block,  the  length  of  the  block  being  greater  than 
its  breadth  and  greater  than  Its  depth,  and  the 
side  walls  and  one  of  the  outer  walls  including 
opposite  end  portions  extending  longitudinally 
beyond  other  portions  of  the  side  walls  and  the 
other  outer  wall,  the  side  wall  end  portions  serv- 
ing as  opposite  end  supports  for  the  block  and 
the  depth  of  the  side  wall  end  portions  being 
substantially  greater  than  one-half  the  total 
depth  of  the  side  walls. 


2.017.242 
DRESSING   COMPOSITION 
Henry  Hans  Freund.  CUfTside.  N.  J.,  asstirnor  to 
Du  Pont  Rayon  Company.  New  York,  N.  Y.,  a 
corporation  of  Delaware 

No  Drawing.     Application  June  1.  1932, 

Serial  No.  614.847 

20  Claims.     (CI.  134 — 18) 

19.  A   non-aqueous   composition    for    dressing 

artificial   threads   comprising    a    mineral   oil.   a 

textile  softening  compound  and  a  phosphatide. 


the  latter  permitting  the  use  of  a  small  quantity 
of  softening  compound  in  relation  to  the  mineral 
oil  and  being  pres«it  in  an  amount  of  from 
0.1%  to  3.0%  by  weight  of  the  composition. 

20.  A  non-aqueous  composition  for  dressing 
artificial  thread  containing  more  than  60%  by 
weight  of  a  mineral  oil.  less  than  40%  by  weight 
of  a  textile  softening  compound  and  from  0.1% 
to  3.0%  by  weight  of  a  phosphatide. 


2,017,243 

FLUID  HEATING  APPARATUS 

Carl  Warn  Gibson,  Tulsa,  Okla.,  assignor  to  The 

Webster  Engineering  Company,  Tulsa,  Okla.,  a 

corporation  of  Delaware 

Application  March  28,  1933,  Serial  No.  663.179 

9  Claims.     (CI.  122 — 356) 
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1.  A  furnace  comprising  in  combination  a  series 
of  combustion  and  heating  chambers  arranged  In 
alternating  relation  and  separated  by  heat  per- 
meable walls,  means  for  burning  fuel  in  the  com- 
bustion chambers,  fluid -handling  tubes  in  said 
heating  chambers,  and  a  chamber  common  to 
all  of  the  combustion  chambers  for  receiving  com- 
bustion gases  from  the  combustion  chambers. 


2,017,244 
WINDOW  REGULATOR 

Austin  Gudmundsen,  Milwaukee.  Wis.,  assignor  to 
Briggs  &  Stratton  Corporation,  Milwaukee  Wis 
a  corporation  of  Delaware 

Application  January  25,  1933.  Serial  No.  653.359 
3  Claims.     (CL  16—200) 


2.  In  combination  with  a  window  pane  mov- 
able past  a  window  sill,  counterbalancing  mech- 
anism beneath  the  window  sill  and  connected 
with  the  window  pane  to  counterbalance  the 
window  pane  to  an  extent  enabling  free  actuation 
of  the  window  pane  to  any  position  by  the  ap- 
plication of  a  slight  force  directly  on  the  window 
pane,  holding  means  operable  on  said  counter- 
balancing mechanism  for  holding  it  and  con- 
sequently the  window  pane  against  actuation  in 
either  direction  at  any  one  of  many  definitely 
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spaced  predetermlnecK  positions  of  adjustment, 
including  a  toothed  member  movable  with  the 
counterbalancing  mechanism,  a  dog  slidable  to 
and  from  engagement  with  the  teeth  of  said 
toothed  member,  a  vertical  rod  Joumalled  in  the 
window  sill  and  connected  with  the  dog  to  shift 
the  same  toward  and  from  engagement  with  the 
toothed  member  upon  rotation  of  said  rod,  and 
a  manually  operable  handle  attached  to  the  rod 
above  the  window  sill  to  turn  the  same. 


2.017.245 

CAN  HOLDER  FOR  OIL  MOPS 

Harry  Hertiberg,  New  York.  N.  Y. 

AppUcation  May  23,  1934,  Serial  No.  727.097 

3  Claims.     (CI.  248— 311) 


3.  The  combination  with  a  supporting  bar,  of  a 
pair  of  split  rings  clampingly  mounted  on  the  sup- 
port in  spaced  relationship,  each  of  said  rings  be- 
ing provided  with  an  out-struck  tooth  portion 
adapted  to  engage  the  rim  of  a  container,  means 
for  clamping  each  ring  to  the  supporting  bar.  one 
of  said  rings  being  adjustable  relative  to  the  other, 
and  one  of  said  rings  being  provided  with  means 
of  connection  to  a  tool. 


HOLDER  FOR  POLISHING  SWABS 

Harry  HertBberg.  New  York.  N.  Y. 

AppUcation  November  24,  1934.  Serial  No.  754.597 

6  Claims.     (CI.  15—147) 


1.  In  a  holder  of  the  kind  described,  a  hollow 
cylinder  adapted  to  hold  a  handle,  a  longitudinal 
extension  on  said  cylinder,  a  shelf  attached  to 
said  extension  forming  a  plane  angularly  Inter- 
secting a  continuation  of  the  cylinder  axis,  a 
transverse  shoulder  parallel  to  said  shelf  between 
said  extension  and  shelf,  a  pair  of  plates  having 
faces  parallel  to  each  other,  each  plate  having  a 
ledge  perpendicular  to  said  face  and  along  said 
face,  said  ledges  being  in  overlapping  relationship 
to  space  said  plates  apart  at  one  longitudinal  side, 
one  of  said  ledges  abutting  against  said  shoulder 
and  clamping  means  extending  through  said 
shelf  and  through  the  center  of  both  plates  hold- 
ing them  transversely  perpendicular  to  the  cyl- 
inder axis  in  a  plane  inclined  thereto. 


2.017.247 

TOOL  ATTACHMENT 

Hugh  M.  Hodge.  Detroit,  Mich.,  assignor  of 

one-half  to  George  A.  Vis,  Detroit.  Mich. 

Application  October  17.  1934.  Serial  No.  748.613 

10  Claims.     (CL  164—118) 


1.  A  tool  attachment,  comprising,  a  positioning 
block  having  a  hole  therein,  a  tool  having  a  shank 
Insertlble  within  said  hole  and  provided  with  an 
abutment,  a  supporting  member,  and  clamping 
means  co«u:tlng  directly  with  said  abutment  for 
detachably  fastening  both  said  tool  and  said 
block  directly  to  said  member. 


2.017je48 

TOWEL  BOOK  SUPPORT 

August  I.  HoadeTille,  Mereed.  Calif.,  assignor  to 

Sery-A-Towel   Bfanafacturiiig   Company,    San 

Franeiseo,  OaUf..  a  corporation 

AppUcation  January  10.  1934.  Serial  No.  706,061 

1  aaim.     (Ci.  211—6) 


A  support  for  a  fabricated  book  of  towels  hav- 
ing a  relatively  stiff  back  formed  with  spaced  orl- 
flces,  comprising,  a  rod.  supporting  means  for  the 
rod.  a  plurality  of  upstanding  and  tumable  pins 
sp«u:ed  apart  on  the  rod  over  which  the  orifices 
in  the  back  of  the  towel  book  are  adapted  to  be 
threaded,  and  fingers  formed  on  the  upper  ends 
of  the  pins  and  extending  substantially  at  right 
angles  to  said  pins  and  adapted  when  turned  in 
parallelism  with  the  rod  to  maintain  the  rela- 
tively stiff  back  of  the  book  of  towels  in  a  rela- 
tively rigid  position  along  the  rod,  the  said  rela- 
tively stiff  back  of  the  book  of  towels  forming 
with  the  rod  a  unit  over  which  the  Individual 
towels  may  be  thrown  as  used. 


2.017.249 
PHOTOGRAPHIC  CAMERA 

Albert  S.  HoweU.  Chleago,  lU..  assignor  to  The 
Bell  Sc  HoweU  Company,  Chicago,  111.,  a  corpo- 
ration of  nUnois 
AppUcation  May  29.  1933.  Serial  No.  673.416 

22  Claims.  (CI.  9S— 44) 
1.  In  a  photographic  camera  the  combination 
of  two  relatively  movable  members  for  effecting 
focusing  adjustment  of  a  selected  photographic 
lens,  a  movable  focusing  member,  means  for  ef- 
fecting relative  focusing  movement  of  said  two 
members  with  movement  of  said  focusing  mem- 
ber and  adapted  for  adjustment  to  vary  said  rela- 
tive focusing  movement  to  correspond  the  same 
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with  lenses  of  different  focusing  characteristics, 
and  means  individual  to  the  selected  lens  for  ad- 


justing said  adjustable  means  to  correspond  to 
the  focusing  characteristics  of  the  selected  lens. 


2.017.250 

LEATHER  STRETCHING  FRAME 

Ira  MUton  Jones.  Thiensville.  Wis. 

AppUcation  November  2.  1933.  Serial  No.  696,330 

10  Claims.     (CI.  149— 21) 


1.  A  leather  stretching  frame  unit  comprising 
a  distendable  border  frame  having  diagonal  cor- 
ner portions,  a  perforated  metal  sheet  attached 
to  the  border  frame  by  having  its  comers  folded 
over  the  comer  portions  of  the  border  frame, 
so  that  said  comers  of  the  sheet  have  a  sliding 
engagement  with  the  diagonal  corner  portions 
of  the  frame,  and  means  for  distending  and  hold- 
ing the  frame  distended  so  as  to  stretch  the  sheet 
both  longitudinally  and  transversely. 


2.017.251 
HOT  WATER  HEATER 

Silard  Klein,  New  York.  N.  Y. 

AppUcation  October  19.  1932.  Serial  No.  638,454 

1  Claim.     (CI.  122 — 4) 

—    r^ gn 
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In  a  hot  water  heater,  a  casing  constituted  by 
top,  intermediate  and  bottom  sections  in  verti- 
cally superposed  and  communicating  relation,  the 
Intermediate  section  being  supported  on  the  bot- 
tom section  and  the  top  section  being  supported 
on  the  intermediate  section,  the  top  section  hav- 
ing arranged  therein  a  plurality  of  water  sections 


provided  with  inlet  and  outlet  connections,  the 
intermediate  section  having  an  opening  therein, 
a  stoker  unit  arranged  in  the  intermediate  sec- 
tion and  including  a  fire  box  and  fuel  and  air 
passages  thereto,  said  air  passage  including  a 
chamber  about  said  fire  box,  said  passages  ex- 
tending through  the  opening  of  said  last-named 
section  and  the  walls  of  said  passages  ha\'ing  pro- 
visions for  closing  said  opening  and  to  thus  form 
a  part  of  the  intermediate  section  wall,  the  bot- 
tom section  being  arranged  to  receive  ashes  dis- 
charged from  the  fire  box,  and  the  bottom  wall 
of  said  cnamber  having  a  normally  closed  clean- 
out  opening  delivering  to  said  bottom  section. 


2.017.252 

HATRACK 

John  R.  Lentz,  Philadelphia.  Pa. 

AppUcation  December  7,  1934.  Serial  No.  756,455 

1  Claim.     (CI.  211—31) 


A  hat  rack  consisting  of  a  single  length  of  wire 
forming  two  straight  end  portions  and  a  straight 
medial  portion,  the  body  of  the  wire  intermediate 
each  end  portion  and  the  medial  portion  being 
bent  at  right  angles  and  curved  to  provide  gen- 
erally U-shaped  hat  crown  retaining  portions  dis- 
posed to  lay  in  the  same  plane,  each  of  said  end 
portions  being  bent  upon  itself  to  provide  paral- 
leling generally  L-shaped  extensions,  the  branch 
of  the  L-extensions  immediately  following  the 
end  portions  being  positioned  to  project  in  a  di- 
rection of  substantially  forty-five  degrees  with 
respect  to  the  plane  in  which  said  U-shaped  por- 
tions are  laying,  the  other  branch  of  said  L- 
shaped  extensions  being  positioned  to  project  in 
a  direction  diametrically  opposite  to  that  of  said 
U-shaped  portions  but  laying  in  a  plane  parallel- 
ing that  of  the  latter,  and  the  free  extremities 
of  said  extensions  having  means  for  securing  the 
rack  to  a  supporting  surface. 


2,017,253 

LID  FOR  ICE-CREAM  CABINETS  AND 

THE  LIKE 

JuUus  Moss,  Brooldyn,  N.  Y. 

AppUcation  October  26,  1931,  Serial  No.  571,089 

3  Claims.     (CI.  220 — 24) 


1.  A  lid  for  ice-cream  cabinets,  comprising,  in 
combination,  an  annular  rim  member  composed  of 
a  single  piece  of  material  and  having  adjacent  to 
the  bottom  edge  a  perimetric  groove,  a  separable 
imperforate  bottom  member  composed  of  a  single 
piece,  having  a  body  portion,  circular  in  conforma- 
tion, and  an  inwardly-directed  edge  flange  adapt- 
ed to  be  sprimg  into  locking  engagement  with  the 
said  perimetric  groove  in  the  rim  portion,  a  sep- 
arable top  member  connectible  with  the  opposite 
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side  of  said  annular  rim  to  close  the  same  and  an 
insulating  filler  witliin  the  space  enclosed  by  said 
top  and  bottom  members. 


ZM1,Z54 

auxhjart  seal,  and  measure  for 
collapsdeile  tubes 

WillUun  A.  Molford.  GUdwyne,  Pa. 

AppUcaUon  Bfarcb  5.  1935.  Serial  No.  9.405 

2  Claims,     (a.  2tl— «9) 


2.  In  combination  with  a  collapsible  tube  hav- 
ing a  nipple  formed  with  an  outlet  therethrough, 
an  auxiliary  seal  and  measure  comprising  a  flat 
member  mounted  for  limited  reciprocating  move- 
ment toward  and  away  from  said  nipple  and  held 
against  either  partial  or  complete  rotation  rela- 
tive to  said  nipple,  and  a  support  for  said  member 
comprising  a  rod  of  irregular  outline  passing 
through  a  hole  of  similar  outline  In  said  nipple 
and  having  its  Inner  end  bent  to  form  a  stop. 


2.917JS55 

ELECTRIC  MOTOR 

Charles  F.  Norton,  West  Bend.  Wis.,  assignor  to 

The  Louis  AIlls  Company,  Milwaukee,  Wis.,  a 

eorporation  of  Wisconsin 

Application  November  23,  1933,  Serial  No.  699,311 

8  Claims.     (CI.  172—279) 


2L^ 


2,017.25« 
SIFTING  AND  DIRECTING  DEVICE  FOR 
FLEXIBLE  CONTAINERS 
John    Vance   Fidgoon.   Minneapolis,   Minn.,   as- 
signor to  PUIsbary  Floar  Mills  Company,  Min- 
neapolis. Minn.,  a  corporation  of  Minnesota 
AppUcaUon  May  22,  1933.  Serial  No.  672.127 
2  Claims.     (CI.  20*— 248) 


1.  In  combination  with  a  container  having  a 
flexible  open  upper  end,  a  sifting  device  includ- 
ing a  depending  skirt  adapted  to  fit  within  the 
open  end  of  said  conta.ner.  a  flexible  resilient 
annular  clamping  band  mounted  for  disposition 
In  spaced  relation  to  the  periphery  of  said  skirt, 
a  pair  of  take-up  means  for  clamping  said  band 
against  said  skirt  respectively  inserted  In  dia- 
metrically opposite  portions  of  said  band,  a  di- 
recting spout  connected  with  said  depending  skirt 
and  having  communication  with  the  interior  of 
said  container  through  a  suitable  opening,  a  sieve 
traversing  said  opening  and  an  agitator  mounted 
for  cooperation  with  said  sieve. 


2.017JS57 

APPARATUS  FOR  PREVENTING  PRINT 

OFFSET 

Thomas  Fenn  Plndcr,  Merion.  Pa. 

AppUcation  January  2,  1932.  Serial  No.  584.471 

8  Claims.     (CI.  101— 416) 
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2.  In  combination  with  an  electric  motor  hav- 
ing an  enclosing  housing  provided  with  an  air 
inlet  and  means  to  draw  a  current  of  ventilating 
air  into  the  motor  Interior  through  said  inlet, 
a  capacitor  for  the  motor,  and  commcm  means  to 
mount  the  capaclt<»-  on  the  exterior  of  the  motor 
housing  adjacent  said  air  inlet  and  to  direct  the 
current  of  ventilating  air  over  the  capacitor  and 
into  the  air  Inlet. 


8.  An  ink  treating  apparatus  comprising  in 
combination,  a  heating  drum  around  which  a 
freshly  printed  web  of  paper  Is  adapted  to  pass, 
a  battery  of  ozonators  arranged  about  a  section 
of  said  drum,  a  heater  positioned  about  another 
section  of  said  drum,  a  hood  encasing  the  major 
portion  of  the  drum  and  mounted  for  movement 
with  respect  tiiercto.  said  hood  enclosing  and 
supporting  the  battery  of  ozonators  and  the 
heater,  a  cooling  device  disposed  upon  the  outer 
face   of   said   hood    and    made   rigid   therewith 
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means  adjustably  supporting  said  hood  for  mov- 
ing the  same,  together  with  the  battery  of  ozon- 
ators, heater,  and  cooling  device  as  a  unit  in  rela- 
tion to  the  surface  of  the  drum,  and  a  cooling 
unit  mounted  separately  of  said  hood  for  subject- 
ing the  treated  ink  to  a  cooling  treatment  at  a 
predetermined  point  in  the  travel  of  the  paper 
over  the  periphery  of  the  drum,  and  means  asso- 
ciated with  said  cooling  unit  for  displacing  the 
same  with  respect  to  the  drum  independently  of 
said  hood. 


.5 


2.017,258 

HOOK   SWITCH  ADAPTER  FOR  HAND 

TELEPHONE   SETS 

Alexander  C.  Held,  Genoa,  HI.,  assignor  to  Leicb 

Electric  Company.  Genoa.  111.,  a  corporation  of 

Hlinois 

Application  January  22.  1934,  Serial  No.  707,751 

4  Claims.     (CI.  179—164) 


4.  A  saddle  for  attachment  to  the  hook  lever 
of  a  telephone  set  to  provide  a  support  for  a  hand 
telephone  set  such  saddle  comprising  an  arcu- 
ate supporting  portion  on  which  one  end  of  the 
hand  set  may  be  seated  and  a  mounting  portion 
projecting  laterally  from  the  plane  of  the  arcu- 
ate portion. 


2,017.259 

SIDE  BEARING  FOR  RAILWAY  CARS 

Charles  De  Los  Rice,  West  Hartford,  Conn. 

Application  April  30.  1934.  Serial  No.  723,025 

3  Claims.     (CI.  308— 226) 


1.  A  side  bearing  for  railway  cars  comprising, 
a   track  member   having  a   transversely   curved 
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trackway,  a  cradle  mounted  for  oscillating  move- 
ment about  a  longitudinal  axis  generally  parallel 
to  the  length  of  said  trackway,  and  a  roll  jour- 
naled  in  said  cradle  on  an  axis  transverse  to 
said  first  mentioned  axis,  said  roll  having  its 
periphery  transversely  curved,  and  the  radius  of 
transverse  curvature  of  said  trackway  being  less 
than  the  distance  between  said  longitudinal  axis 
and  said  trackway. 


2,017,260 

ROTARY  xMACHINE  HAVING  IMPROVED  OIL 

CIRCLTLATION  MEANS 

Da\id  M.  Smith,  Hermosa  Beach,  Calif.,  assigrnor 
to  Emsco  Derrick  &  Equipment  Company,  Los 
.4ng:eles,  Calif.,  a  corporation  of  California 

Original  application  June  3,  1931.  Serial  No. 
541,771.  Divided  and  this  application  Febru- 
ary 13.  1933,  Serial  No.  656.604 

22  Claims.     (CI.  255—23) 


1.  In  a  rotary  machine  of  the  type  employed  in 
the  drilling  of  oil  wells,  the  combination  of:  a 
base;  a  table  above  said  base,  said  table  and  base 
cooperating  to  provide  an  annular  oil  chamber; 
a  main  bearing  supported  by  said  base  adjacent 
said  oil  chamber  and  in  open  communication 
therewith;  means  for  driving  said  rotary  table, 
including  a  pinion,  and  a  ring  gear  mounted  on 
said  rotary  table  within  said  chamber,  said  pinion 
being  adapted  to  deliver  oil  to  said  ring  gear;  and 
means  for  directing  the  oil  from  said  ring  gear 
inwardly  above  the  oil  level  of  said  chamber  to 
said  main  bearings. 


2.017,261 

METHOD  OF  SECURING  AN  EYEGLASS 

LENS  TO  ITS  StTPORT 

Fred    H.    Soden.    Rochester,    N.    Y.,    assignor    to 

Continental  Optical  Company,  Inc.,  Rochester. 

N.  Y.,  a  corporation  of  Indiana 

Application  October  15,  1934.  Serial  No.  748.324 

1  Claim.     (Ci.  88 — 47) 


The  method  of  securing  an  eyeglass  lens 
having  a  pin-receiving  opening  between  the  arms 
of  a  support,  said  arms  having  pin-receiving 
openings,  which  consists  of  forming  a  pin  with 
a  cylindrical  body  portion  and  a  reduced  end 
portion,  positioning  a  sleeve  of  solder  around  said 
reduced  end  portion  of  the  pin.  inserting  the  pin 
carrying  the  sleeve  of  solder  through  the  open- 
ings in  said  arms  and  lens  with  the  cylindrical 
body  portion  of  the  pin  closely  fitting  the  opening 
in  the  lens  and  the  reduced  end  portion  being 
spaced  from  the  wall  of  the  surrounding  opening 
in  the  lower  arm  and  the  sleeve  of  solder  lo- 
cated between  the  lower  arm  and  the  end  of  the 
cylindrical  body  portion  of  the  pin,  then  melting 
the  solder   and  applying   pressure   to  force   the 
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arms  together  and  to  force  the  pin  and  solder 
through  the  lens  opening  and  toward  the  lower 
arm  of  the  support,  causing  the  solder  to  fill  the 
opening  in  the  lower  arm  around  the  reduced  end 
portion  of  the  pin. 


2.017.262 

DEVICE   FOR   SECURING   AN   EYEGLASS 

LENS   TO  A   SUPPORT 

Fred   H.    Soden.    Rochester.   N.    Y..    assignor    to 
ContinenUl  Optical  Company,  Inc..  Rochester. 
N.  Y.,  a  corporation  of  Indiana 
AppUcation  October  15,  1934,  Serial  No.  748.325 
3  Claims.     (CI.  88 — 47) 


1.  A  device  for  securing  an  eyeglass  lens  to  a 
support  by  soldering  a  pin  to  the  support,  com- 
prising a  pin  including  a  cylindrical  body  portion 
adapted  to  pass  through  and  cloeely  fit  a  corre- 
sponding cylindrical  opening  in  a  lens,  an  end 
portion  of  less  diameter  than  said  body  portion 
adapted  to  extend  through  an  opening  In  one 
arm  of  the  support,  the  end  of  the  body  portion 
affording  a  shoulder  surrounding  said  end  por- 
tion, and  a  sleeve  of  solder  slidable  endwise  on 
said  reduced  end  portion  and  having  an  exterior 
surface  of  no  greater  diameter  than  said  body 
p<»tlon.  one  end  of  said  solder  sleeve  being  en- 
gageable  by  endwise  movement  against  said 
shoulder  formed  by  the  end  of  the  body  portion 
of  the  pin. 


2,017JM3 

FLUSHING  APPARATUS 

Michael  D.  SalUTan  and  William  B.  Campbell, 

NaahTille,  Tenn. 

AppUcation  October  17.  1933,  Serial  No.  6934>'74 

1  Claim.     (C.  4—43) 


The  combination  with  a  water-closet  tanlc.  of 
flushing  apparatus  therefor  comprising  a  dis- 
charge pipe  for  the  tanic  having  a  bent  portion 
thereof  forming  a  water  trap  disposed  in  the  tank, 
a  siphon  pipe  having  one  leg  thereof  connected 
directly  to  one  side  of  the  water  trap  and  having 
the  other  leg  thereof  extending  downwardly  to  a 
point  below  the  top  of  the  water  trap  in  position 
for  sealing  both  legs  of  the  siphon  with  water 
coliunns  in  the  lower  portions  thereof  and  provid- 
ing an  air  trap  in  the  upper  connected  ends  of 
the  legs  of  the  siphon,  a  valve  attached  directly 
to  the  upper  portion  of  the  siphon  and  having  an 
air  opening  in  the  tank  above  the  normal  water 
level   therein,    and   actuating   means   cormected 


with  said  valve  and  extending  to  a  point  outside 
of  the  tank  for  opening  said  valve  and  releasing 
the  pressure  of  the  trapped  air  in  the  siphon  to 
start  the  siphoning  action  of  the  water  through 
the  discharge  pipe. 


2.017.264 
MILK  BOTTLE  CRATE 
Joseph  Paai  Taylor,  Detroit.  Mich.,  assignor,  by 
mesne   assignments,  of   one- fifth   to  Miles   A. 
Crysler.  one-Efth  to  Edward  S.  Fox.  one- fifth 
to  Friendy  J.  Cryaler.   one-fifth  to   Edgar  D. 
Uttle,  and  one- fifth  to  Lewis  F.  Brady,  all  of 
Detroit.  Mich. 
AppUcation  November  4,  1933,  Serial  No.  696.700 
14  Claims.     (CI.  217— 19) 


1.  A  milk  bottle  crate  comprising  an  upper  and 
lower  substantially  rectangular  section,  a  periph- 
eral groove  formed  in  said  lower  rectagular  sec- 
tion, a  grid  shaped  member,  an  apertured  separa- 
tor reinforced  by  said  grid  shaped  member  and 
supported  in  said  peripheral  groove,  and  means 
for  securing  said  upper  and  lower  sections  in 
superimposed  relation  for  clamping  said  separator 
therebetween  for  providing  spacing  means  for  a 
plurality  of  bottles  in  said  crate. 


2,017.265 

ANIMAL  FEEDING  AND  WATERING 

DEVICE 

Arthur  D.  Tracy.  Lonenbarg,  Mass. 

AppUcation  April  18.  1934.  Serial  No.  721,192 

2  Claims.     {CI.  119—61) 


1.  A  device  of  the  character  described  compris- 
ing a  base  having  an  opening,  a  removable  feed 
pan  fitting  Into  said  opening  and  having  its  top 
portion  su-ranged  substantially  flush  with  the  top 
surface  of  said  base,  spaced  walls  supported  by 
said  base,  and  a  slidable  partition  borne  by  said 
walls  to  present  Juxtaposed  stalls  therebetween, 
said  partition  having  a  projection  extending  to 
the  bottom  of  said  feed  pan  to  secure  the  Matter 
within  said  opening  and  to  divide  the  same  into 
separate  compartments,  one  for  each  stall. 


2.017.266 
WALL  BOARD  JOINT 

Curry  Ora  Walper.  Hamilton,  Ontario.  Canada 

Application  Jane  9.  1933.  Serial  No.  675.015 

In  Canada  May  6,  1933 

6  Claims.     (CI.  72— 16) 

1.  In  a  wall  construction,  vertical  studs  and 
wallboards    arranged    horizontally    across    said 
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studs,  shims  asociated  with  said  studs  and  spaced 
from  the  edges  of  said  boards,  the  marginal  edges 
of  the  boards  being  bent  over  said  shims  to  form 


ISXr: 


depressions  to  receive  a  joint  filler,  and  a  joint 
filler  in  said  depressions  arranged  flush  with  and 
merged  into  the  surfaces  of  said  wallboards. 


2.017.267 
CALIBRATING  MECHANISM  FOR  PISTON 

METERS 
Harry  G.  Weymouth.  Pittsburgh,  Pa.,  assignor  to 
Pittsburgh   EqoiUble   Meter   Company,   Pitts- 
burgh. Pa.,  a  corporation  of  Pennsylvania 
AppUcation  September  30.  1930,  Serial  No.  485.513 
8  CUlms.     (CI.  73 — 30) 


1.  In  a  liquid  meter,  the  combination  of  a  casing, 
a  crank  shaft  adapted  to  operate  a  register  and 
having  a  crank  member  thereon,  a  block  carry- 
ing a  crank  pin  adjustably  secured  to  said  crank 
member,  a  reciprocating  piston  connected  to  said 
crank  pin  for  operating  said  crank  shaft,  means 
rota  table  with  said  crank  member  for  adjusting 
the  radial  position  of  said  block  and  pin  without 
the  necessity  of  halting  said  crank  member  and 
bringing  it  to  a  predetermined  position,  and  re- 
ciprocable  means  extending  through  said  casing 
and  adapted,  in  a  forward  operative  position,  to 
engage  said  adjusting  means  for  causing  move- 
ment thereof  relative  to  the  crank  member  to 
adjust  the  radial  position  of  said  block  and  pin. 
said  means  being  retractible  into  an  inoperative 
position,  and  means  for  sealing  said  reciprocable 
means  against  leakage. 


2.017.268 
INDEX  CALENDAR 
Orion  P.  Winford,  St.  Paul,   Minn.,  assignor  to 
Brown  A  Bigelow.  St.  Paul.  Minn.,  a  corpora- 
tion of  Minnesota 
AppUcation  September  17,  1932,  Serial  No.  633,587 
1  Claim.     (CI.  283 — 3) 
An  index  calendar  including,  a  series  of  sheets, 
means  connecting  said  sheets  superimposed  one 
upon  another  to  form  a  lower  edge  extending  in 
overlapping   step   formation,   a   cover   flap  con- 
cealing all  but  the  lower  marginal  edge  of  the 
uppermost  sheet,  indicia  for  dividing  the  lower 
edge  of  said  cover  flap  to  designate  the  days  of 
the  week,  and  numerical   indicia  on   the  lower 
marginal  edges  of  said  sheets  in  vertical  rows  be- 


neath said  cover  indicia  designating  the  dates  of 
the  month,  the  numerals  of  each  row  co-oper- 
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ating  with  the  divisions  on  said  cover  sheet  to  in- 
dicate the  date  of  each  week  day. 


2,017.269 

COMPOSITION  FOR  TREATING 

DISEASED   TREES 

Alvls  Tates.  Lenoir.  N.  C. 

No  Drawing.    AppUcation  March  20,  1935, 

Serial  No.  12.105 

3  Claims.     (CI.  47—1) 

1.  A  composition  for  tree  injection  of  the  char- 
acter described  comprising  substantially  sixteen 
parts  of  turpentine  and  one  part  of  oil  of  pinetar. 


2.017,270 
ELECTRONIC  TONE  CONTROL 

Jacob  ToUes,  Brooklyn,  N.  Y.,  assignor  to  Radio 
Corporation  of  America,  a  corporation  of  Dela- 
ware 
Application  October  19,  1932,  Serial  No.  638,514 
20  Claims.     (CI.  250—20) 
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1.  A  method  of  suppressing  background  noises 
in  a  radio  receiver  which  consists  in  collecting 
signal  energy,  amplifying  such  energy,  detecting 
the  amplified  energy,  varying  the  amr^cation  of 
the  collected  energy  to  maintain  the  amplified 
signal  energy  for  detection  at  a  predetermined 
level  during  reception,  and  utilizing  the  detected 
energy  to  vary  the  capacity  of  an  electronic 
capacitance  in  a  sense  to  suppress  the  relatively 
high  frequency  components  of  the  detected  signal 
energy  during  such  periods  of  reception  when  the 
signal  field  strength  decreases  below  a  predeter- 
mined value. 


2,017.271 
EMERGENCY  LINK 

Charles  M.  Young,  New  Britain,  Conn,,  assignor 

of  one-half  to  Leo  J.  Gervais,  Hartford,  Conn. 

Application  February  21,  1927,  Serial  No.  169,684 

Renewed  June  6,  1929 

3  Claims.     (CI.  59—85) 

1.  An  emergency  link  formed  of  a  single  piece 

of  wire  so  as  to  provide  a  pair  of  loops,  one  at 

each   end:    a    diagonally   directed    cross    strand 
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connecting  said  loops;  a  terminal  for  one  of  said 
loops  in  the  form  of  a  short  free  end;  and  a 
terminal  for  the  other  of  said  loops  in  the  form 
of  a  relatively  long  free  end.  the  butt  end  face 
of  said  short  free  end  and  one  of  the  side  faces 
of  the  middle  portion  of  said  cross  strand  defin- 
ing a  gap  for  admitting  a  link  to  the  adjacent 
loop,  said  long  free  end  being  located  in  a  plane 
that  is  common  to  said  butt  end  face  and  inter- 
sects said  middle  portion,  being  directed  at  an 


inclination  so  as  to  clear  said  middle  portion  by 
a  space  to  provide  a  link-admitting  passage  for 
the  other  loop,  and  said  long  free  end  terminat- 
ing beyond  said  middle  portion  with  the  tip  end 
in  registration  with  said  gap.  so  that,  responsive 
to  the  bending  of  said  long  free  end  under  con- 
ditions of  use  said  tip  end  will  be  forced  into 
close  association  with  the  walls  of  said  gap  so 
as  to  effectively  close  said  gap  and  simultane- 
ously said  long  free  end  will  close  said  link- 
admltting  passage. 


2.017J272 
VALVE 
David  T.  Barnett.  Cincinnati.  Ohio,  and  Martin 
W.  Doty.  Indianapolis.  Ind.,  assirnora  of  one- 
third  to  Charles  E.  Utter,  Cincinnati,  Ohio 
Application  May  12,  1934.  Serial  No.  725.350 
14  Claims.     (CI.  303— 76) 
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1.  A  valve  adapted  to  cooperate  with  a  railway 
air  brake  system  and  to  be  associated  one  each 
with  the  brake  apparatus  on  each  car  of  a  train, 
said  valve  comprising  a  chamber  communicating 
with  the  exhaust  port  of  the  triple  valve  of  the 
brake  apparatus  to  receive  exhaust  air  from  the 
brake  cylinder  after  release  of  the  brakes,  said 
chamber  being  provided  with  an  exhaust  port  for 
normally  releasing  said  exhaust  air.  means  oper- 
able from  the  cab  for  controlling  said  communi- 
cation, means  associated  with  the  chamber  for 
releasing  said  exhaust  air  in  excess  of  a  prede- 
termined pressure,  and  a  bleed  valve  selectively 
operable  by  said  communication-controlling 
means  and  associated  with  the  auxiliary  reser- 
voir for  exhausting  said  reservoir. 


2.017.273 
ELECTRICAL  SYSTEM  AND  APPARATUS 
Charles  P.  Boocher.  Montreal,  Quebec.  Canada 
Application  March  12.  1934.  Serial  No.  715.225 
11  Claims.     (CL  171—119) 
10.  In  single  phase  electrical  systems  of  the 
character  described,  in  combination,  a  source  of 
single  phase  alternating  current  electrical  en- 
ergy, a  transformer  having  a  primary  winding  and 
a  secondary  winding  comprising  a  plurality  of 
Individual  coil  sections  mounted  on  a  common 
section  of  transformer  core,  means  connecting  the 
primary   winding   of   said   transformer   to  said 
source,  conductor  means  interconnecting  one  end 


of  each  of  said  transformer  secondary  winding 
coil  sections  placing  one  of  said  coil  sections  in 
phase  opposition  to  said  remaining  coil  sections, 
a  plurality  of  devices  having  negative  electri- 
cal resistance  characteristics  corresponding  to 
the  number  of  said  coil  sections  of  like  phase  se- 
quence, conductor  means  connecting  the  other  end 
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of  said  transformer  secondary  winding  coil  sec- 
tions connected  in  phase  opposition  to  one  end 
of  each  of  said  devices,  and  conductor  means  con- 
necting the  opposite  ends  of  said  respective  de- 
vices to  the  other  ends  of  said  transformer  sec- 
ondary winding  coil  sections  of  like  phase 
sequence. 


2.017.274 

SWITCH  DEVICE 

Herbert  G.  Breitenstein.  Chicago.  Hi.,  assirnor  to 

Raymond  T.  Moloney,  Chicago.  111. 
Original    appUcaUon    April    5.    1934.    Serial    No. 
719,075.    Diyided  and  this  application  Septem- 
ber 5,  1934,  Serial  No.  742.775 

2  Claims.     fO.  200—52) 


1.  A  circuit  maker  and  breaker  device  for  a 
substantially  horizontally  disposed  tiltable  game 
board,  said  device  including  an  insulated  well 
member  carried  on  the  board  and  having  a  dished 
upper  surface  with  its  lowest  point  at  the  center 
thereof,  a  vertical  central  bore  being  formed 
through  the  well  member  and  board,  a  sleeve  in 
said  bore  forming  a  guide  for  a  main  plunger 
mounted  for  vertical  sliding  movement  in  said 
sleeve,  means  to  limit  the  downward  movement 
of  the  plunger  in  the  sleeve,  the  lower  end  of  said 
plunger  carrying  an  Insulator  sleeve  for  mount- 
ing a  cap  in  spaced  relation  to  the  main  body 
portion  of  said  plunger,  a  contact  for  a  circuit 
carried  by  the  cap.  an  auxiliary  plunger  slldably 
carried  for  vertical  movement  In  the  main  plung- 
er, the  lower  end  of  the  auxiliary  plunger  carry- 
ing a  contact  to  abut  the  contact  on  the  cap,  a 
spring  carried  within  the  main  plunger  to  press 
a  head  formed  on  the  upper  end  of  the  auxiliary 
plunger  to  raise  the  latter  whereby  to  hold  the 
contacts  separated,  a  free  ball  weight  within  the 
well  member  to  lodge  on  the  head  to  lower  the 
auxiliary  plunger  relative  to  the  main  plunger  to 
close  the  contacts  when  the  main  plunger  is  in  a 
lowered  position,  the  sleeve  being  wired  in  the 
circuit  ^ith  said  cap  contact,  means  for  raising 
or  lowering  both  plungers  as  a  unit  said  ball 
leaving  the  head  when  the  board  Is  tilted  caus- 
ing the  spring  to  raise  the  auxiliary  plunger  in- 
dependently of  the  main  plunger  to  separate  the 
contacts  and  break  the  circuit. 
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2,017,275 
ORCHARD  HEATER 

Howard  H.  Christcnsen.  San  Antonio,  Tex.,  as- 
signor to  OTKeefe  &  Merritt  Co.,  Los  Angeles, 
Calif.,  a  corporation  of  California 

Application  February  23,  1932.  Serial  No.  594,407 
12  Claims.     (CI.  158— 91) 


1.  An  orchard  heater  of  the  character  described 
including,  a  fuel  container  having  an  outlet  for 
gases  of  combustion,  a  stack  of  greater  diameter 
than  said  outlet  spaced  above  the  outlet,  a  longi- 
tudinally corrugated  tubular  collar  receiving  the 
gases  from  the  outlet  and  extending  into  the 
lower  end  of  the  stack,  said  collar  being  provided 
with  longitudinal  slots  in  the  upper  end  portion 
thereof,  a  baffle  witliin  the  collar,  and  arms  on 
the  baffle  extending  through  the  spaced  slots  and 
in  supporting  engagement  with  the  lower  end  of 
the  stack. 


2.017.276 
HYPODERMIC  SYRINGE— AIR  OPERATED 

.Adolph  E.  Ericson  and  Gilbert  C.  Zcidler, 

Minneapolis.  Minn. 

Application  May  31,  1933.  Serial  No.  673,668 

6  Claims.     (CI.  128—218) 


1.  In  a  hypodermic  syringe  for  use  with  car- 
tridges each  comprising  a  tube  having  a  closure 
at  one  end  and  a  slidable  plunger  within  the 
medial  portion  thereof,  a  barrel  having  a  cham- 
ber therewlthin  adapted  to  receive  one  of  said 
cartridges,  means  at  the  rear  end  of  said  barrel 
for  connection  to  a  source  of  compressed  air.  a 
valved  passage  between  said  means  and  the  rear 
end  of  said  chamber,  and  means  for  establishing 
communication  between  the  rear  end  of  said 
chamber  and  the  exterior  of  said  barrel  when 
said  valve  is  closed. 


with  slots,  resting  on  the  first  mentioned  flange, 
the  slots  of  the  flanges  registering,  swinging  bolts 
positioned  in  the  registering  slots,  winged  nuts 
I  on  the  bolts  adapted  to  secure  the  cover  in  posi- 
tion, an  annular  flange  depending  from  the  cover 
and  spaced  from  the  cover,  the  last  mentioned 
annular  flange  presenting  a  vertical  wall,  a  fllter- 


2.017.277  "^     ^ 

FILTER 

Crutohfleld  Gatewood.  Louisville.  Ky, 
Application  June  7,  1934.  Serial  No.  729.486 
1  Claim.     (CI.  210—155) 
A  filtering  device  comprising  a  body  portion 
having  an  outwardly  disposed  annular  flange  at 
the  upper  end  thereof,  said  flange  having  a  plu- 
rality of  slots  extending  Inwardly  from  the  edge 
thereof,  a  cover  for  the  body  portion  and  having 
an  outwardly  extended   annular  flange  formed 


ing  member  secured  to  the  last  mentioned  an- 
nular flange,  a  tubular  member  supported  by  the 
cover  and  communicating  with  the  body  portion, 
a  pipe  extending  into  the  tubular  member 
through  which  material  is  discharged  into  the 
Altering  member,  and  a  cover  for  the  tubular 
member. 


2,017.278 
GLOW   DISCHARGE   DEVICE 
Heinrich  H.  Geffcken  and  Hans  R.  Richter.  Leip- 
zig. Germany,  assignors,  by  mesne  assignments, 
to  Radio  Corporation  of  America,  New  York, 
N,  Y.,  a  corporation  of  Delaware 
Application  August  23.  1930.  Serial  No.  477,272 
In  Germany  August  26,  1929 
11  Claims.     (CI.  176—122) 


1.  In  a  glow  discharge  lamp  comprising  a  ves- 
sel containing  a  gaseous  atmosphere,  a  flat  cath- 
ode electrode  within  said  vessel  having  a  mirrored 
operating  glowing  surface,  and  a  flat  frame-like 
anode  disposed  opposite  said  mirrored  surface  and 
circimiscribing  the  desired  field  of  luminescence 
on  said  mirrored  surface. 


2,017.279 

PROCESS  FOR  MAKING  READILY  SOLLTBLE 

COMPLEX  THEOPHYLLINE  COMPOUNDS 

Paul  Reinhold  Griiter,  Berlin -Charlottenburg, 

Germany 
No  Drawing.     Application  April  16.  1935.  Serial 
No.  16.731.    In  Germany  July  30.  1931 
5  Claims.     (CI.  260—33) 
1.  Process  for  preparing  readily  soluble  com- 
plex theophylline  compwunds  consisting  in  inter- 
acting 5.5-phenylethyl  barbituric  acid,  in  a  quan- 
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Uty  which  does  not  exceed  Hj  molecule  of  the 
acid,  with  1  molecule  of  equimolecular  theophyl- 
line-ethylenediamine  until  a  product  is  formed 
which  is  soluble  in  water. 


2.017JS80 

GAS   ELECTRODE   FOR   PRIMARY 

BATTERIES 

Georre  W.  Heise.  North  Olmsted,  and  Erwin  A. 
Schumacher,  Lakewood.  Ohio,  assirnora  to 
NaUonal  Carbon  Company.  Inc..  a  corporation 

of  New  York 

No  Drawing.    Application  Jarnuur  28,  1931. 

Serial  No.  511.924 

14  Claims.     (CI.  136 — 121) 

9.  A  gas-permeable  battery  electrode  compris- 
ing a  porous  block  of  molded  carbon,  and  a  coat 
of  electrolyte-repellent  material  comprising  rub- 
ber and  a  petroleum  oil. 


2,017,2«1   

LOAF  CREASING  AND  CUTTING  MEANS 

FOR  DOUGH  MOLDERS 

William  G.  Kirchhoff,  ancinnati,  Ohio,  assimor 

to  The  J.  H.  Day  Company,  Cincinnati,  Ohio,  a 

corporation  of  Ohio 

AppUcaUon  February  23,  1933,  Serial  No.  658.012 

17  Claims.     (CI.  107—9) 


1  In  a  device  of  the  class  described  the  com- 
bination of  a  molder  dnim  having  a  curved  outer 
surface,  a  pressure  board  having  approximately 
the  same  curvatura  as  the  said  drum  surface  and 
arranged  in  spaced  relation  therewith,  and  load 
creasing  and  severing  means  carried  by  the  pres- 
sure board,  said  creasing  and  severing  means  com- 
prising a  tapering  curved  rib  having  a  decidedly 
rounded  top  edge  incapable  of  puncturing  the  skin 
of  a  molded  loaf,  a  sharpened  cutting  element 
fixed  relative  to  the  rib  and  adapted  to  cut  the  loaf 
at  the  crease  formed  by  the  rounded  top  edge  of 
the  rib,  and  adjusting  means  for  said  element  dis- 
posed wholly  within  the  circle  arc  which  defines 
the  pressure  board. 


for  opening  said  gripper.  and  means  for  intro- 
ducing a  sheet  into  the  jaws  of  said  gripper,  said 


2.017.282 
AUTOMATIC   SHEET  HANDLING  ARRANGE- 
MENT IN  STITCHING  MACHINES 
Oicar  Kleinachmit  and  Oskar  Miiller.  Leipxic- 
PUfwits,    Germany,    utaLgnon    to    Gebmder 
Brehmer,  Leipsif-Platwita.  Germany,  a  Ger- 
man firm 
Application  September  17.  1930.  Serial  No.  482,638 
In  Grcrmany  June  6,  1939  % 

24  Claims.     (CI.  112 — 21) 
1.  In  a  stitching  machine,  automatic   sheet- 
handlins  mechanism  comprising  a  reciprocating 
slide,  a  sheet  gripper  carried  by  said  slide,  means. 


opening-means    being    adapted    to    be    removed 
from  the  path  of  travel  of  said  sheet. 


2.tl7;e8S 

AUTOMATIC  REPEATING  GUN 

Rene  Laloax.  Bnmels,  Beliium 

AppUcation  September  8.  1933.  Serial  No.  688.658 

In  Germany  September  8.  1932 

4  Claims.     (CI.  42 — 3) 


1.  An  automatic  repeating  gun  having  a  barrel 
adapted   to  recoil   through   a   short   distance,   a 
breech  movable  with  said  barrel,  a  laterally  shift- 
able  bolt  slidably  mounted  in  said  breech,  a  lever 
pivoted  on  a  fixed  part  of  said  gun  and  wedged 
in   position   between   one   side   of    the   bolt   and 
breech  when  the  breech  is  locked,  means  on  the 
breech  for  shifUng  said  lever,  one  side  of  said  bolt 
having  a  lateral  notch  provided  therein  near  the 
rear  and  in  front  of  which  said  lever  is  placed  by 
the  breech  aftor  a  short  recoil  of  the  barrel,  and 
a  longitudinally  inclined  projecUon  provided  on 
the  face  of  the  bolt  opposite  said  lateral  notch 
adapted  near  the  end  of  the  recoil  of  the  barrel 
to  cooperate  with  a  f^.xed  cam  surface  provided  on 
the  casing  of  the  breech  to  unbolt  the  bolt  and 
breech. 

2.017.284 

MASSAGING  DEVICE 

Walter  E.  Lembrifht.  West  Los  Anceles.  and 

Edker  L.  Pope.  Alhambra.  Calif. 

AppUcaUon  April  16.  1934.  Serial  No.  720.898 

1  Claim.     (CI.  128 — 38) 


In  a  device  of  the  character  described,  a  mas- 
sage cup,  a  cylinder  connected  to  said  cup,  a 
nipple  extending  between  said  cup  and  said  cyl- 
inder ports  formed  in  said  nipple,  a  piston  sur- 
rounding one  of  said  ports  and  slidable  in  said 
cylinder,  means  for  moving  said  piston  away 
from  said  cup  to  create  a  vacuum  between  said 
piston  and  said  cup,  and  a  needle  valve  closing 
the  other  of  said  ports  during  the  period  oi 
vacuum  in  said  device. 
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2.017.285 
REFRIGERATOR 

Carl  E.  L.  Lipman.  Chicago.  111.,  assignor  to  Lip- 
man  PatenU  Corporation.  Chicago,  111.,  a  cor- 
poration of  Delaware 

Application  July  18,  1932,  Serial  No.  623,077 
10  CUims.     (CI.  62 — 116) 


lit  I?V 


U-i, 


C5^ 


1.  In  combination  a  refrigerator  cabinet  having 
a  plurality  of  compartments  therein  closed  upon 
one  side  by  a  removable  wall  having  a  door  there- 
in leading  to  one  of  said  compartments,  said  wall 
being  detachable  in  its  entirety  from  the  cabi- 
net, means  for  securing  said  wall  in  position,  and 
a  refrigerating  unit  carried  by  said  wall  and  re- 
movable therewith  said  unit  comprising  a  cool- 
ing element  carried  by  said  wall  in  position  to  be 
disposed  in  one  of  said  compartments  and  a  re- 
frigerant circulating  apparatus  for  supplying  said 
element  with  refrigerant  carried  by  said  wall  in 
position  to  be  disposed  within  another  of  said 
compartments. 


2.017.286 

DRIER 

Emll  F.  Mueller.  Arpin.  Wis. 

AppUcation  May  16.  1933,  Serial  No.  671,412 

Renewed  March  16.  1935 

1  Claim.     (CL  34—38) 


A  drier  of  the  class  described  comprising  a 
blower  casing  open  at  its  top  and  having  a  heat- 
ing chamber  extending  laterally  from  one  side 
thereof,  means  arranged  in  the  heating  cham- 
ber for  circulating  a  heating  medium  there- 
through, a  blower  fan  mounted  in  the  blower 
casing  for  drawing  heated  air  through  the  blower 


casing  and  upwardly  through  the  top  thereof. 
a  drying  chamber  pivotally  mounted  at  its  lower 
end  on  the  blower  casing,  said  drying  chamber 
being  open  at  the  front,  top  and  bottom  thereof, 
a  plurality  of  inclined  screens  arranged  in  the 
drying  chamber  to  provide  a  tortuous  passage 
for  the  material,  alternate  screens  having  Im- 
perforate plates  extending  transversely  thereof 
at  one  end  to  retard  the  downward  passage  of 
such  of  the  material  as  falls  on  said  Imperforate 
plates  in  the  downward  passage  of  the  material 
through  the  drying  chamber,  and  an  inclined 
discharge  chute  mounted  in  the  blower  casing 
and  having  one  end  extending  upwardly  through 
the  bottom  of  the  drying  chamber,  and  a  lower 
end  extending  through  an  opening  m  one  wall  of 
the  blower  casing. 


2,017,287 
DISTRIBLTING  VALVE  FOR  PNEUMATIC 

TOOLS 

Gustave  M.  NeU.  Detroit,  Mich.,  assirnor  to  Chi- 
cago   Pneumatic    Tool    Company,    New    York, 
N.  Y..  a  corporation  of  New  Jersey 
Application  May  7,  1935,  Serial  No.  20,122 
2  Claims.     (CL  121—26) 


•♦  45  >J  fl 


1.  In  a  fluid  pressure  motor,  a  cylinder  having 
a    reciprocable   piston   therein   and   providing   a 
front  cylinder  chamber  and  a  rear  cylinder  cham- 
ber, a  valve  chest  supported  by  the  cylinder  and 
situated  in  the  rear  of  the  rear  cylinder  chamber, 
said  valve  chest  comprising  a  valve  case  and  a 
valve  cap  acting  as  a  closure  for  the  rear  end 
of  the  case,  said  valve  cap  having  an  extension 
projecting  within  the  valve  case,  a  tubular  valve 
within  said  valve  chest,  said  valve  encircling  the 
extension  and  having  a  sliding  fit  thereon  and  be- 
ing adapted  to  move  fonv-ardly  and  rearwardly. 
passages  arranged  to  supply  pressure  fluid  to  said 
front   and  rear  cylinder  chambers  and  exhaust 
fluid  from  said  front  cylinder  chamber,  said  cylin- 
der having  an  atmospheric  exhaust  port  located 
centrally  between  said  cylinder  chambers,  said 
valve  having  a  first  area  in  communication  with 
said  rear  cylinder  chamber  and  intermittently  ex- 
posed to  pressure  fluid  and  air  compressed  by 
rearward  movement  of  said  piston  for  the  pur- 
pose of  moving  said  valve  rearwardly.  a  second 
area  opposed  to  said  first  area  and  of  larger  ex- 
tent and  intermittently  exposed  to  pressure  fluid 
under  control  of  said  piston  for  the  purpose  of 
moving  said  valve  forwardly,  a  third  area  of  less 
extent  than  and  opposed  to  said  first  area  and 
continuously  exposed  to  live  pressure  fluid  under 
constant  pressure  for  the  purpose  of  assisting  in 
the  forward  movement  of  the  valve  and  holding 
it  in  its  forward  position  when  fluid  pressure  on 
the  second  area  becomes  relatively  low.  said  valve 
having  a  flange  on  its  rearward  end.  the  rear  face 
of  which  provides  said  second  area,  said  valve 
having  a  counterbore  at  its  rearward  end  which 
cooperates  with  the  extension  on  the  valve  chest 
cap  to  form  a  chamber  adjacent  said  third  area, 
said   valve   having    an   external    annular   groove 
on  its  forward  end  so  arranged  that  said  groove 
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is  located  wholly  forwardly  and  said  counter- 
bore  wholly  rearwardly  of  a  plane  normal  to  the 
longitudinal  axis  of  said  valve  for  the  purpose  of 
decreasing  the  weight  of  said  valve  without  de- 
creasing its  thinnest  section  and  consequently  its 
relative  strength  between  the  said  counterbore 
and  groove. 

2.017.288 
REFRIGERATION  APPARATUS 
Rudolph  S.  Nelson.  Rockford,  111.,  assignor  to  The 
Hoover  Company.  North  Canton.  Ohio,  a  cor- 
poration of  Ohio  ««*-eA 
AppUcaUon  July  17.  1933.  Serial  No.  680.750 
11  Claims.    (CL  261—21) 


said  bearings,  and  a  sleeve  axially  arrranged  In 
said  body  and  surrounding  said  spindle  shaft  for 


1.  In  an  absorption  refrigerating  system,  an 
absorber  having  three  parts,  one  of  which  con- 
sists of  a  conduit  having  a  number  of  bends 
therein  to  provide  a  tortuous  path  for  the  flow 
of  fluids  therethrough,  the  second  of  which  con- 
sists of  a  vessel  located  below  the  first  mentioned 
part  and  the  third  of  which  consists  of  a  vessel 
located  below  the  second  mentioned  part,  said 
second  and  third  mentioned  parts  having  baffle 
plates  therein,  means  for  causing  absorption  liq- 
uid to  flow  by  gravity  through  said  parts  in  the 
order  recited  and  means  for  causing  an  inert 
gas  laden  with  gas  to  be  absorbed  by  the  ab- 
sorption liquid  to  flow  through  the  second  men- 
tioned part,  then  through  the  third  mentioned 
part  and  then  through  the  first  mentioned  part. 

2.017.289 
TABLE 
Edwin    W.    North.    Rockford.    111.,    assiicnor.    by 
mesne    assignments,    to    Landstrom    Furniture 
Corporation.   Rockford,   111.,   a   corporation   of 

IllinoU 

Application  June  30,  1930.  Serial  No.  464.761 
31  Claims.     (CI.  311—55) 


maintaining  the  major  portion  of  said  wick  means 
in  spaced  relation  with  respect  to  rotatable  parts 
of  said  tool. 

2.017JJ91 
FLEXIBLE  BELT 
George  T.  Pfleger,  Loa  Angeles,  Calif.,  assifnor  to 
United  States  Electrical  Manufacturing  Com- 
pany. Los  Angeles.  CaUf..  a  corporation  of  Cali- 

ApplkaUon  December  4.  1933,  Serial  No    700.868 
4  Claims.     (CL  74—233) 


14.  In  a  draw  table,  the  combination  of  a 
frame,  a  table  top  supported  thereon,  a  draw  leaf, 
slides  reclprocable  on  the  frame  and  serving  to 
support  the  draw  leaf  in  a  position  substantially 
ooplanar  with  the  table  top,  a  fixed  means  of 
support  on  the  frame  for  the  inner  ends  of  the 
slides,  an  adjustable  means  of  support  for  the 
slides  on  the  frame  Intermediate  the  ends  of  the 
slides,  and  a  screw  adjustment  for  the  last  men- 
tioned means  whereby  the  draw  leaf  is  arranged 
to  be  adjusted  into  alignment  with  the  table  top. 

2.017.290 
SPINDLE  CONSTRUCTION 
John  W.  Parker,  Detroit,  Mich. 
AppUcation  March  3,  1934,  Serial  No.  713.806 
3  Claims.     (CI.  308—187 ) 
1.  In   a  boring   tool,   a  spindle   comprising   a 
longitudinally  hollow  spindle  body,  aligned  bear- 
ings arranged  In  spaced  relation  In  said  body, 
a  spindle  shaft  Joumaled  In  said  bearings,  said 
hollow  body  providing  a  lubricant  reservoir  In- 
termediate said  bearings,  wick  means  for  con- 
veying lubricant  from  said  reservoir  to  each  of 


4  A  flexible  belt  having  opposed  Inclmed  side 
surfaces  for  engaging  a  pulley  having  opposed  in- 
clined belt  engaging  faces,  said  belt  having  Inner 
and  outer  faces  and  means  for  passing  air  through 
the  belt  from  the  inner  face  to  the  outer  face. 

2.017.292 

MICRO-PROJECTOR 

Ray  P.  Porter,  Abilene.  Tex. 

Application  January  9,  1933.  Serial  No.  650.875 

10  Claims.     (CI.  88—24) 


1.  A  micro-projector  Including  a  stage,  mount- 
mg  means  therefor,  a  specimen  slide  carried  on 
the  stage,  a  condenser  mounted  above  the  stage, 
an  objective  mounted  beneath  the  sUge,  Illumi- 
nating means  mounted  above  the  condenser,  and 
a  dark  box  mounted  beneath  the  objective  and 
having  a  sight  opening  and  a  hinged  front  wall. 
said  Illuminating  means  cooperating  with  the 
condenser  and  objective  for  projecting  the  Image 
of  the  specimen  on  the  slide  into  the  dark  box 
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and  said  hinged  front  wall  being  adapted  to  per- 
mit Insertion  of  the  hands  whereby  tracing  of 
the  Image  seen  through  the  sight  opening  may 
be  efifected. 

2.017.293 

POP  CORN  VENDING  MACHINE 

Willard  A.  Priest,  Chicago.  111. 

Application  October  28,  1931.  Serial  No.  571.610 

23  Claims.     (CL  53 — 4) 


1.  A  measuring  device  for  use  In  a  pop  com 
vending  machine,  ha\ing  a  receptacle  for  con- 
taining a  supply  of  corn,  comprising  a  chamber 
for  measuring  a  quantity  of  corn  from  said  re- 
ceptacle to  be  popped,  said  measuring  chamber 
being  provided  with  an  opening  in  the  top  there- 
of for  admitting  corn  from  said  receptacle,  a 
plate  member  having  an  opening  therein  for  in- 
termittently registering  with  the  opening  in  the 
top  of  said  supply  chamber,  means  for  control- 
ling the  operation  of  said  plate,  a  closure  mem- 
ber In  the  bottom  of  said  measuring  chamber,  and 
means  connecting  said  first  mentioned  plate  to 
said  closure  member  to  cause  said  closure  mem- 
ber to  be  actuated  to  open  position  when  said 
first  plate  is  in  closed  position. 


2.017.294 

POPPET  valvt: 

George  R.  Rich,  Pasadena,  Calif. 

Application  October  10,  1934,  Serial  No.  747,658 

12  Claims.     (CL  1E3— 177) 


low  stem  provided  with  a  cavity  which  is  closed  at 
Its  upper  end  and  having  orifices  at  the  lower  end 
thereof  for  admitting  relatively  cool  air  to  the 
hollow  of  the  stem,  a  plunger  contained  entirely 
in  the  hollow  of  the  stem,  and  a  resilient  mount- 
ing for  holding  the  plunger  substantially  station- 
ary during  the  upstrokes  of  rapid  reciprocations 
of  the  valve  body,  and  acting  to  move  the  plunger 
upward  at  the  limit  of  the  upstrokes. 


2,017.295 
PHOTOGRAPHIC  DEVELOPER 

Hermann  Schiiltes,  Mains-Mombach,  Germany, 
assignor  to  Deutsche  Gold-  und  Silber-Schei- 
deanstalt  vormals  Roessler,  Frankfort-on-the- 
Main,  Germany,  a  German  company 

No  Drawing.     Application  August  10,  1934.  Serial 
No.  739.279.    In  Germany  December  8.  1933 

4  Claims.     (CI.  95 — 88 > 
1.  A  photographic  developer  containing  a  py- 

rogallol  monoalkyl  ether. 


2.017.296 
DREDGING  APPARATUS 

Colen  S.  Smith.  Otis  Orchard.  Wash. 

Application  August  25,  1933,  Serial  No.  686.813 

Renewed  December  21.  1934 

5  Claims.     (CI.  37 — 67) 


,,'''■  r  f  },  i .'  ^'  /,   'J  t/  .  >  '  >  iii   ' 


'/,•/■• 
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1.  In  a  dredging  apparatus,  a  suction  pipe  hav- 
ing a  flexible  section  and  an  elongated  rigid  noz- 
zle section  provided  with  an  open  end,  an  assem- 
bly of  rods  extending  across  the  open  end  of  said 
nozzle  section  and  being  spirally  disposed  length- 
wise about  the  periphery  of  said  nozzle  section 
with  a  suJHlcient  pitch  to  coact  with  the  weight 
of  said  nozzle  section  to  cause  penetration  of  the 
latter  Into  the  material  with  which  it  contacts, 
means  revolubly  mounting  said  assembly  of  rods  In 
spaced  relation  on  said  nozzle  section,  and  flexible 
driving  means  for  causing  rotation  of  said  assem- 
bly of  rods. 


to 
of 


1.  An   air   cooled   poppet   valve   comprising   a 
valve  body  formed  of  a  disc-like  head  and  a  hol- 


2.017.297 
PRESStTRE  ACTUATED  VALVE 

Alfred    K.    Sorensen,    Chicago.    111.,    assignor 
Crane    Co.,     Chicago,    111.,    a    corporation 
Illinois 
Application  August  25.  1933.  Serial  No.  686.724 
3  Claims.     (CI.  137—53) 
1.  In  a  pressure  actuated  valve,  comprising  a 
casing,  a  reclprocably  movable  closure  member 
therefor  guided  within  a  cylindrical  bore  within 
said  casing,  transverse  grooves  circumferentially 
disposed  upon  said  closure  member,  snap  rings 
positioned  within  said  grooves,  the  said  rings  ex- 
erting substantially  uniform  radial  outward  pres- 
sure on  the  circumferentially  curved  surface  of 
said  bore,  the  inner  diameter  of  said  rings  being 
greater   than   the   inner   diameter    of   the   said 
grooves,  the  width  of  said  rings  being  substan- 
tially less  than  the  width  of  the  grooves  in  which 
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they  are   disposed,   whereby   the   valve    closure 
member  Is  initially  movable  in  its  opening  move- 


ment without  the  frictlonal  resistance  of  the  said 
snap  rings. 


DRAW  TABLE 

Bror  J.  Swaason,  Roekf ord,  ID.,  aasiffiior,  by  meme 
asfligimienU,  to  Landstrmn  Pnmitare  Corpora- 
tion, Boekf  ord,  HL.  a  corporation  of  Illinois 
Application  July  t,  193«,  Serial  No.  465,319 
14  Claims,     (a.  311—55) 


gg^r 


^-^ 


^ m 


i 


13.  A  metal  fixture  for  extension  tables  com- 
prising an  attaching  plate  having  a  vertical  flange 
projecting  therefrom,  the  attaching  plate  having 
an  opening  provided  therein  forming  the  entrance 
to  a  slot  provided  hi  the  flange  extending  for- 
wardly  from  the  attachtog  plate. 


SASH  HOLDER 

Jacob  N.  Vikre.  Lake  City.  S.  Dak. 

Application  July  7.  1934.  Serial  No.  734,136 

2  Claims.     (CL  292—74) 


1.  In  a  window  sash  having  a  recess  in  its  side, 
a  retaining  member  mounted  in  said  recess,  a 
window  Jamb  engaging  member  slidably  mounted 
in  said  retaining  member  and  smoothly  guided 
thereby,  said  engaging  member  having  a  closed 
outer  end  and  an  open  inner  end  provided  with 
an  Intumed  flange,  a  plate  within  said  flange, 
compression  springs  Interposed  between  said 
plate  and  said  closed  end.  a  member  screw  thread- 
ed through  the  inner  end  of  said  retaining  mem- 
ber, and  two  spaced  washers  secured  to  the  outer 
end  of  said  member  engaging  opposite  sides  of 
said  plate. 


2.017400 

ADJUSTABLE  LOAD  SUPPORTING 

STRUCTURE 

William  A.  Wlesman.  Dayton,  Ohio 

Application  March  7,  1935,  Serial  No.  9,908 

14  Claims.     (CI.  254—98) 


1.  In  a  structure  of  the  character  described,  a 
load  supporting  element  having  plungers  depend- 
ing therefrom,  a  plurality  of  tubular  members  In 
which  said  plungers  are  slidably  mounted,  each 
tubular  member  having  a  laterally  extending 
portion,  a  flexible  element  mounted  In  each  tubu- 
lar mwnber  and  having  one  end  connected  with 
the  corresponding  plunger,  a  controlling  device 
having  parts  extending  into  and  movable  length- 
wise of  the  respective  laterally  extending  portions 
of  said  tubular  members  and  connected  with  the 
adjacent  ends  of  said  flexible  element,  and  means 
for  imparting  movement  to  said  parts  of  s&Id 
controlling  device. 


2.017.301 

ADJUSTABLE  BULKHEAD  FOR 

REFRIGERATOR  CARS 

Hogb  V.  Wynn.  Orosi,  Calif. 

AppUcation  December  29,  1932,  Serial  No.  649,428 

5  Clainu.     (CI.  105—369) 


1.  In  a  freight  car  having  top.  bottom,  side 
and  end  walls,  and  a  partition  disposed  trans- 
versely of  the  car  and  fixed  with  relation  to  an 
end  wall,  a  shif table  partition  ptu-aUeling  the 
fixed  partition,  hanger  elements  carried  by  the 
shiftable  partition,  supporting  guide  means  car- 
ried by  the  side  walls  smd  having  said  hanger  ele- 
ments slidably  engaged  therewith,  whereby 
shiftable  partition  is  slidably  supported  by  side 
walls,  a  plurality  of  screws  adjacent  walls  of  car 
each  secured  at  one  end  to  the  shiftable  parti- 
tion and  extending  therefrom  through  the  fixed 
partition,  housings  adjacent  and  carried  by  side 
walls  of  car  and  by  the  fixed  partition  upon  the 
side  opposite  from  the  shiftable  partition  and  into 


N 


which  said  screws  extend,  interiorly  threaded  nut- 
like elements  swiveUy  mounted  upon  the  fixed 
partition  adjacent  walls  of  car  and  each  having  a 
^rew  threaded  therethrough,  and  means  con- 
necting said  sprocket  elements  for  effecting  the 
simultaneous  rotation  of  the  same. 


2.017,302 

CIRCULATOR 

Howard   D.    Yoder,   Detroit,   Mich.     ^^^<*l  ^ 

Penberthy  Injector  Company,  Detroit,  Mich.,  a 

corporation  of  Delaware  .,40  ^a* 

Application  October  22.  1934,  Serial  No.  749,403 

4  Claims.     (CI.  103—87) 


hingedly  connected  to  the  cultivator^a  ^^^ 
utor  eSrried  by  said  hanger   a  hopper  ^ or  sa^d 

distributor,  an  agitator  for  the  hoPP^^-.f.iS^^ 
means  between  the  agitator  and  the  distributor 
a  discharge  means  for  the  distributor   a  driving 
means  for  the  agitator  carried  by  said  hanger  and 


«'# 


1  An  impeller  pump  structure  including  in 
combtnation'^^means  Providing  a  circulator  body, 
a  bonnet  adapted  for  connection  with  said  booy 
a  m  "tor  shaft  bearing  in  said  bonnet,  an  impeller 
shTf°  extending  through  said  bearing  and  car nj- 
inc  an  impeller  at  one  end.  a  motor  floatingiy 
suDi^ne^on  said  bonnet,  a  flexible  coupler  be- 
tw?S  the  motor  and  impeller  shafts  adapted  to 
dlS^n  vibrations,  and  sound  insulating  gasket 
m^m  interposed  between  the  body  and  bonnet 
10  prevent  sound  transmission  to  connected  pipe 
lines. 

2.017.303 
TUBULAR  FISHING  ROD 
Paul  8.  Bear.  Dowaglac,  Mich.,  asslrnor  to  James 
Heddon's  Sons,  Dowaciac,  Mich.,  a  corporation 

ApplJ^iu'ifn'Sovember  10,  1934,  Serial  No.  752.477 
7  Claims.      (Ci.  43—18) 


2  A  tubular  metallic  fishing  rod  tapered 
throughout  a  subsUntial  portion  of  its  length 
and  formed  throughout  from  a  plurality  of  ta- 
pered tubular  laminations  interfitted  one  within 
Se  other  and  all  partaking  of  the  taper  charac- 
teristic of  any  particular  laminated  section  of 
the  rod  and  mutually  reinforcing  one  another 
and  all  partaking  of  flexations  when  the  rod  is 
bent  under  strain. 


adapted  to  be  engaged  and  disengaged  with  the 
ground  wheels,  and  means  for  connectiiig  the 
hanger  to  the  shovel  beams  to  engage  and  dis- 
engage the  last-named  drive  means  from  the 
ground  wheels  by  the  adjustment  of  the  shovel 
beams.  

2.017.305 
PROCESS  OF  HARDENING  CAMS 
Donald    J.    CampbeU.    Spring    Lake    Township. 
OtUwa  County.  Mich.,  assignor  to  CampbcU. 
Wyant  &  Cannon  Foundry  Company,  Muskegon 
Heights.  Mich.,  a  corporaUon  of  MJchigan 
AppUcation  June  19,  1933,  Serial  No.  676,467 
1  Claim.     (CI.  148—10) 


The  process  of  heat  treating  a  cast  iron  c^ 
shaft  which  consists  in  separately  heating  t^e 
cams  on  said  cam  shaft  by  passing  electncity 
through  the  cams  in  two  paths  so  as  ^o  symmet- 
rically heat  the  cams,  said  path  startmg  near 
the  highest  point  of  the  cam  but  on  opposite 
sides  thereof,  and  then  cooling  the  cams. 


2,017.304 
SOWING  DEVICE 
Frank  Blackney,  Clear  ^^^  .'*J*"-    _  _.- 
AppUcation  November  19.  1934.  Serial  No.  753,747 
3  Claims.     (CI.  Ill— 67) 
1    In  combination  with  a  straddle  row  culti- 
vator   having    ground    wheels    and    adjustably 
mounted  shovel  beams,  a  hanger  removably  and 


2.017.306 
REGISTER 

Harold    S.    CoveU.   Holland,   Mich.,    assignor    to 
Hart  &  Cooley  Manufacturing  Company,  Hol- 
land. Mich.,  a  <»n>oration  of  Michigan 
AppUcation  October  28.  1933.  Serial  No.  695.590 
3  Claims.     (CL  98—114) 
1    A  device  of  the  class  described  comprising 
a  bodv  structure  formed  of  a  pluraUty  of  plates 
arranged  adjacent  each  other  and  having  eltm- 
gated  grooves  provided  in  the  respective  plates 
whereby   a  plurality  of  elongated  passages  are 
provided  through  the  structure,  said  grooves  and 
said  passages  being  of  increasing  size  from  the 
inlet  side  to  the  outlet  side,  means  for  attaching 
a  furnace  flue  to  the  inlet  side  of  the  said  body 
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In  communication  with  the  passages  therethrough 
and  means  for  mounting  said  device  in  a  wall 


in  a  manner  to  expose  its  outlet  side  through 
the  wall. 


2,017,307 
DOUBLE  ACTION  SPINNING  AND 
TWISTING  FRAME 
Walter  Cox.  Methaen.  and  Gardner  W.  Pearson. 
Lowell,    mass.,  aasirnors  to  Box    Supply   Co., 
Lowell,  Mass.,  a  corporation  of  Massachusetts 
Application  January  26, 1933,  Serial  No.  653.572 
4  Claims.     (CL  lift— 54 


2J    T    w     s«  r.vj 


1.  The  combination  in  a  spinning  or  twisting 
machine  having  a  fixed  frame,  a  fixed  spindle 
rail  with  fixed  guide  rods  extending  up  vertically 
therefrom,  bobbin  holders  each  revoluble  and 
slidable  on  a  guide  rod  and  supported  on  a  bobbin 
rail,  means  to  revolve  the  boblMn  holders,  a  build- 
er motion  to  cause  the  bobbin  rail,  holders  and 
bobbins  to  reciprocate  progressively  downward, 
the  reciprocations  increasing  in  length  to  a  pre- 
determined maximum  after  which  they  remain 
constant  in  length  but  move  progressively  down- 
ward, and  revoluble  means  to  operate  the  builder 
motion:  a  ring  rail  carrjrlng  rings  and  having 
supports  which  permit  the  rings  to  move  with 
their  centers  each  alcHig  the  axis  of  a  guide  rod; 
and  means  connecting  the  revoluble  means  to 
operate  the  builder  motion  with  the  ring  rail, 
whereby  it  moves  steadily  upward  as  the  bobbin 
rail  reciprocates  progressively  downward. 


2.017.308 
PLANT  CONTAINER 
Leon  H.  Elmer.  San  Jose,  Calif. 
ApplicaUon  October  20.  1934.  Serial  No.  749.266 
4  Claims.    (CI.  47— 37) 
4.  A  container  for  the  root  portion  of  a  plant 
and  including  a  tubular  body  closed  at  one  end  and 
open  at  the  opposite  end.  a  flexible  closure  disk 
adapted  to  close  the  open  end  and  to  be  secured 
to  the  body,  said  disk  being  provided  with  a  cen- 
tral opening  and  a  silt  extending  from  said  open- 
ing to  the  edge  of  the  disk  whereby  the  portions 
of  the  disk  at  opposite  sides  of  the  slit  may  be 
distorted  to  provide  a  radially  extending  passage 


therebetween  for  passing  a  plant  stalk  to  the 
central  opening,  said  disk  being  further  provided 
with  a  series  of  slots  extending  radially  from  the 
opening  to  provide  a  series  of  yieldable  segments 


around  the  opening,  said  segments  having  their 
free  inner  ends  bent  In  the  direction  of  the  closed 
end  of  the  container  and  rolled  to  provide  smooth- 
ly rounded  beads  at  said  inner  ends. 

2  017  309 
METHOD  OF  AND  APPARATUS  FOR  MANU- 
FACTURE   OF  BOLTS,   RIVETS,   AND   LIKE 
ARTICLES 
John  H.  Friedman.  Tiffin,  Ohio,  assirnor  to  The 
NaUonal  Machinery  Company.  Tiffin.  Ohio,  a 
corporation  of  Ohio 
AppUcation  May  4.  1934,  Serial  No.  723,933 
12  aaims.     (CI.  10—27) 


1.  In  the  manufacture  of  bolts,  rivets  and  like 
metal  articles,  the  process  which  consists  in  the 
steps  of  shearing  rough  wire  or  rod  stock  into 
suitable  blank  lengths,  passing  the  blanks  com- 
pletely through  a  reducing  die  to  obtain  the  de- 
sired blank  diameter,  and  upsetting  the  blanks 
to  head  the  latter. 


2.017.310 

MACHINE  FOR  FORGING  HOLLOW 

METAL  BLANKS 

Ezio  Giacchino,  Brussels,  Belgium 

Application  August  31.  1933.  Serial  No.  687.694 

8  Claims.     (CI.  219—3) 


1.  In  a  machine  for  forging  hollow  metal  bodies 
from  tubular  blanks,  the  combination  of  means 
for  applying  pressure  to  one  end  of  a  tubular 
blank,  means  for  applying  Independent  pressure 
to  the  inside  of  said  blank,  and  an  anvil  engage- 
able  with  the  end  of  the  blank  remote  from  the 
first  of  said  pressure  applying  means  and  mov- 
able in  response  to  the  operation  of  the  latter 
means. 
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2,017.311 
FLOW-RESPONSIVE   DEVICE 

Eugene  Jacobson,  San  Francisco,  Calif. 

AppUcation  December  5,  1927,  Serial  No.  237.879 

12  Claims.     (CI.  137—156) 


4.  In  combination,  a  conduii  and  a  movable 
Venturi -control  core  within  said  conduit:  said 
conduit  and  core  being  relatively  formed  and  po- 
sitioned to  form  a  Venturi  passage  therebetween; 
an  expansible  pressure  chamber  having  a  mov- 
able wall  of  substantially  greater  area  than  the 
maximum  effective  cross  sectional  area  of  said 
core,  means  connecting  said  chamber  in  pressure- 
responsive  relation  to  said  venturi,  and  means 
connecting  said  core  to  said  wall  for  Venturi- 
controlling  operation  thereby. 


2.017.312 

PISTON  SPREADER 

Charles  E.  Johnson,  North  Muskegon,  Mich. 

Application  March  18,  1935.  Serial  No.  11,557 

9  Claims.     (CI.  309—12) 


1.  In  combination  with  a  piston  having  an 
anniilar  groove  at  the  inner  side  and  near  the 
lower  end  thereof,  said  piston  being  vertically 
slotted  for  permitting  spreading  at  its  lower  end 
portion,  of  a  spreader  comprising  a  divided  ring 
member  adapted  to  seat  in  said  groove  and  bodily 
movable  extensible  means  bearing  sigainst  one 
end  of  the  ring  member  and  also  adapted  to  bear 
against  the  other  end  thereof,  said  means  being 
movable  into  said  groove  to  thereby  sprecid  the 
ends  of  said  ring  member  apart  and  engage 
against  and  diametrically  spread  the  lower  end 
portion  of  said  piston,  the  sides  of  the  grooves 
holding  the  said  means  against  movement  axial- 
ly  of  the  piston  when  the  ring  member  is  spread. 


2,017.313 

FREE  RUNNING  SPINNING  RING 

Gompei  Kuwada,  Maetani-Mura, 

Kawabe-Gun,  Japan 

Application  October  22,  1934,  Serial  No.  749.426 

In  Japan  August  18,  1934 

5  Claims.     (CI.  118—59.5) 


1.  A  device  of  the  class  described,  comprising 
a  ring  holder,  a  spinning  ring  rotatably  mounted 
in  said  holder,  said  ring  and  said  holder  having 
cooperating  grooves  in  opposed  faces,  and  an 
open-ended  metallic  ring  positioned  in  the  space 
defined  by  said  grooves  and  preventing  the  spin- 
ning ring  from  being  hfted  out  of  the  holder. 


2,017.314 

WRAPPING   MACHINE 

Albert  S.  Kux,  Chicago,  111. 

AppUcation  July  21,  1933.  Serial  No. 

24  Claims.     (CI.  93— 2) 


681.471 


1.  In  a  wrapping  machine,  means  for  position- 
ing a  wrapper  across  the  path  of  movement  of  the 
article,  means  for  moving  the  article  into  con- 
tact with  the  wrapper  and  for  advancing  both, 
means  for  partially  folding  the  wrapper  about 
the  article  as  it  is  advanced,  retaining  means 
between  which  the  partially  wrapped  article  is 
positioned,  means  for  folding  in  the  ends  of  the 
wrapper  as  the  article  is  thus  advanced,  a  recipro- 
cable  carriage,  fingers  indej)endent  of  each  other 
and  successively  engaging  behind  the  wrapped 
article  from  opposite  sides  of  the  article  for  sep- 
arately advancing  the  article,  and  means  indi- 
vidual to  the  fingers  for  automatically  controlling 
the  operation  of  said  fingers. 


2.017,315 
TENTER  LINK 

Frank  A.  Lane,  Providence,  R.  I.,  assignor  to  The 
Textile -Finishing  Machinery  Company,  a  cor- 
poration of  Rhode  Island 

AppUcation  July  28.  1932.  Serial  No.  625  329 
13  Claims.     (CI.  26 — 62) 

■^^ 
M  _" 

-J      -  ^ 


1.  A  device  for  pivotally  mounting  a  pawl  on 
the  gate  of  a  tenter  clip  comprising  a  body  hav- 
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Ing  side  walls  with  openings  therein  adjacent  one 
end  to  receive  the  pivot  pin  of  said  gate  and  open- 
ings adjacent  the  other  end  to  pivotally  mount 
a  pawl. 

2.017^16 

INDIVIDUAL  FRONT  WHEEL  SUSPENSION 

FOB  MOTOR  VEHICLES 

John  WycliiTe  Leighton.  Port  Huron.  Mich. 

AppUcaUon  November  8.  1934.  Serial  No.  752.053 

10  Claims.     (CI.  267— 20) 


1.  In  an  individual  front  wheel  suspension  for 
motor  vehicles,  the  combination  with  a  pivot 
member  mounted  on  the  frame  of  the  vehicle,  of 
a  pair  of  separate  arms  adapted  for  individual 
assembly  at  one  end  on  a  respective  end  of  said 
pivot  member,  said  arms  converging  toward  their 
outer  ends,  bridge  means  formed  separate  from 
said  individual  arms  and  attending  transversely 
therebetween  and  adapted  to  rigidly  connect 
said  respective  arms  Intermediate  of  their 
length,  and  a  wheel  support  member  Joumalled 
in  the  outer  ends  of  said  arms,  the  connection 
between  said  arms  and  bridge  means  being  of 
an  adjustable  character  to  facilitate  accurate 
assembly  of  said  elements. 


M17J17 
VALVE  OPEKATINO  MECHANISM 
Leo  Magaey,  Grmnd  Forks,  N.  Dal^,  anignor  of 
forty-ftre  per  cent  to  L.  E.  FergiMon,  Grand 
Forks,  N.  Dak. 

AppUeatioa  May  9,  1934.  Serial  No.  7?4.744 
3  Claims.    (CL  74—194) 


1.  In  combination  with  a  rectllinearly  recipro- 
cable  valve  or  the  like,  an  operating  mechanism 
comprising  a  mounting,  a  cross  head  affixed  to 
said  reciprocable  member  and  including  a  yoke 
disposed  transversely  of  said  reciprocable  mem- 
ber, a  guide  rod  secured  to  said  cross  head  and 
disposed  oo-axially  of  said  reciprocable  member, 
a  slide  bc^ng  on  said  mounting  in  which  said 


guide  rod  worlcs,  a  crank  joumaled  in  said  mount- 
ing and  disposed  transversely  of  said  recipro- 
cable member,  its  axis  traversing  said  cross  head. 
said  crank  having  crank  arms  straddling  said 
cross  head  and  having  a  crank  pin  confined  in 
said  yoke  and  means  for  facilitating  the  turning 
of  said  crank,  and  adjustable  means  on  said 
mounting  for  frictionally  engaging  said  guide  rod 
to  retain  said  reciprocable  member  in  a  number  of 
different  positions. 


2.017.318 
METHOD  FOR  TREATING  GLAZED 
CERAMIC  WARE 
William  McCoy.  Zanesville.  Ohio 
No  Drawing.    Application  October  6,  1931, 
Serial  No.  567.305 
15  Claims.     (CI.  91—681 
1.  The  method  of  treating  finished  glazed  ce- 
ramic ware  which  consists  in   Incorporating  in 
such  ware  after  the  same  has  been  klln-flred  an 
Inorganic  salt  having  the  property  of  inhibiting 
crazing  of  the  glazed  surfaces  of  the  ware  when 
the  latter  is  in  Juxtaposition  to  a  moisture  con- 
taining body. 


2.017.319 

FIRE  EXTINGUISHER  BRACKET 

Ralph  W.  McMiillen.  East  Grand  Rapids.  Mich. 

AppUcaUon  Jnly  23.  1934.  Serial  No.  736.469 

4  Claims.     (CI.  248 — 311) 


4.  A  bracket,  adapted  to  support  a  fire  extin- 
guisher Having  valve  operating  means  thereon, 
comprising  a  body  member  to  support  said  extin- 
guisher, a  hook  member  pivoted  to  said  body 
member,  said  hook  member  in  hooked  position 
preventing  removal  of  the  extinguisher  from  the 
bracket,  a  finger  pull  on  said  hook  member  to 
manually  release  said  hook  member,  and  said 
finger  pull  preventing  opening  of  the  valve  on 
the  ezUngulaher  when  the  hook  member  is  in 
hooked  position. 


2,917.329 
RAZOR  BLADE  STROPPER 
Nicholas  Mercer,  New  York.  N.  T. 
Application  January  25.  1933.  Serial  No.  653,458 
1  Claim,     (a.  30— 97) 
A  razor  blade  holder  comprising  a  handle  hav- 
ing  a    longitudinally    extending   blade-canying 
plate  equipped  with  a  plurality  of  blade  centering 
lugs,  said  lugs  being  stamped  from  said  plate  and 


each  having  legs  with  an  offset  head  connecting 
them  and  extending  transversely  of  the  plate,  a 
U-shaped  blade -clamping  member  to  endwise 
straddle  said  blade-carrying  plate  and  having  one 


--  -  -^>-' 
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leg  provided  with  a  longitudinal  slot  to  receive 
the  legs  of  said  lugs  and  fit  under  the  heads 
thereof,  the  other  leg  of  said  clamp  resiliently 
engaging  the  opposed  face  of  said  plate  to  hold 
the  clamp  in  operative  position. 


2.917,321 
CHAIR  BED 

Fred  E.  Moore,  Los  Angeles,  Calif. 

Application  July  6.  1931,  Serial  No.  548.889 

4  Claims.     (CL  155—49) 


1.  In  a  chair,  a  main  frame,  a  swing-back  ad- 
justably connected  to  the  main  frame,  a  ver- 
tically adjustable  bottom  in  the  main  frame, 
means  adajjted  to  support  the  adjustable  bot- 
tom in  any  one  of  a  plurality  of  p>o6itions.  and  a 
movable  stool  overlying  said  adjustable  bottom 
and  supported  thereby  in  the  retracted  position 
and  extending  outwardly  from  said  chair  when 
in  the  extended  position,  the  inner  end  of  said 
stool  being  supported  by  said  adjustable  bottom. 


2.917422 
SELF  LUBRICATING  BOD  UNE  GUIDE 

Wesley  W.  Moore,  Joinerville,  Tex. 

ApplicaUon  July  25.  1933.  Serial  No.  682.050 

4  Claims.     (CI.  398--5) 


jeJt 


1.  A  pump  rod  line  guide  comprising,  a  lubri- 
cant reservoir  adapted  to  be  mounted  on  a  post, 
a  removable  guide  block  mounted  on  the  reser- 
voir for  receiving  a  rod,  a  shank  on  the  bottom 
of  the  block  for  holding  the  block  against  dis- 
placement in  the  reservoir  and  extending  down 
into  the  liquid  in  the  reservoir,  said  shank  being 
of  considerably  less  area  than  the  area  of  the 
reservoir  to  provide  amplified  lubricant  storage 
space  and  havmg  an  upright  bore  therethrough, 
means  extending  through  the  bore  of  the  block 
and  shank  and  depending  into  the  lubricant  in 
the  reservoir  for  lubricating  said  rod,  means  to 
prevent  extraneous  matter  entering  the  reservoir, 
and  means  for  freeing  said  rod  of  extraneous 
matter. 


2,017.323 
PROCESS  FOR  THE  DISTILLATION  OF 
AMMONIA 
Daniel  Pyxel,  Piedmont,  Calif.,  assignor  to  Shell 
Development  Company,  San  Francisco,  Calif., 
a  corporation  of  Delaware 
Original    application    Jnne   7,    1932.    Serial    No. 
615,807.    Divided  and  this  application  May  7, 
1934,  Serial  No.  724.350.     In  Canada  October 
25    1932 

2  Claims.     (CL  202—67) 


1.  In  a  process  for  the  preparation  of  gaseous 
ammonia  from  an  aqueous  solution  of  ammonia 
the  steps  comprising  contacting  an  aqueous  solu- 
tion of  ammonia  with  steam  in  a  tower,  with- 
drawing the  ammonia  gas  and  water  vapor  pro- 
duced, passing  said  ammonia  gas  and  water  vapor 
in  a  second  tower  countercurrent  to  a  cold  aque- 
ous solution  of  ammonia  having  a  substantially 
limited  capacity  for  the  further  adsorption  of  am- 
monia, withdrawing  a  hot  aqueous  solution  of  am- 
monia from  the  bottom  of  said  second  tower,  cool- 
ing the  same  and  injecting  part  of  the  cooled  aque- 
ous solution  of  ammonia  into  the  upper  portion 
of  said  first  tower,  and  part  into  the  upper  por- 
tion of  said  second  tower,  while  withdrawing 
gaseous  ammonia  from  the  upper  portion  of  the 
second  tower. 


2.017424 
WIND  WING 

Albert  P.  Robinson.  Seattle.  Wash. 

AppUcaUon  October  3,  1929.  Serial  No.  396,996 

9  Claims,     (a.  296—44) 


4.  In  combination  with  an  automobile  door  or 
the  hke  having  a  window  op)ening  and  a  slotted 
sill  affording  access  to  a  storage  chamber  there- 
beneath.  a  wind  deflector  movable  from  an  inop- 
erative   position,    disposed    within    the    storage 
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chamber,  through  the  sill  slot  into  operative  posi- 
tion adjacent  to  an  edge  of  and  inclined  at  an 
angle  to  the  window  opening,  a  closure  disposed 
upon  the  upper  edge  of  the  deflector  to  close  its 
slot  when  the  deflector  is  in  Inoperative  position, 
and  a  member  mounted  on  the  deflector  to  close 
its  slot  when  the  deflector  is  in  operative  posi- 
tion. 


2.017.325 
POLYMERIZATION  OF  GASES 
Robert  F.  Rathmff,  Hammond,  Ind.,  assignor  to 
Standard  Oil  Company,  Chicago,  111.,  a  corpo- 
ration of  Indiana 
Application  August  24.  1932.  Serial  No.  630,282 
9  Claims.     (CI.  196—10) 


}yri 


1 .  In  a  process  for  the  pol3rmerization  of  olefinlc 
gases  at  temperatures  of  750-1000°  F.  and  under 
pressures  of  500-3000  lbs.  per  sq.  in.,  the  steps  of 
separating  liquid  products  from  unreacted  gases 
in  at  least  three  stages  at  progressively  lower 
pressures,  separating  fixed  gases  from  products 
in  the  first  stage,  eliminating  fixed  gases  from 
the  system,  separating  oleflnic  gas  from  at  least 
one  stage  subsequent  to  the  first  stage  and  re- 
cycling substantially  all  of  said  gas  directly  to 
the  pols^nerlzation  step,  and  eliminating  the  pre- 
dominatingly saturated  gsises  separated  in  the 
other  stages  from  the  system. 


2,017.326 
TUFTING  MECHANISM 
Henry   J.    Schomer,   Oshkosh,   Wis.,    assignor   to 
Waite  Carpet  Company,  Oshkosh,  Wis.,  a  cor- 
poration of  Wisconsin 

AppUcation  March  S.  1934.  Serial  No.  713.836 
11  Claims.     (CI.  112—79) 


dilating  head  and  means  for  affording  oscillatory 
movements  thereto  In  timed  relation  to  the  move- 
ments of  the  needle,  said  head  having  a  portion  of 
its  periphery  configured  in  the  form  of  a  bill- 
shaped  looper.  a  rotating  loop  cutter  carried  by 
the  oscillating  head,  and  means  for  rotating  the 
cutter. 


2  017.327 
DRY  CLEANING  FLUID 
Frederick  W.   Sullivan,  Jr..  Hammond,  Ind.,  as- 
signor to  Standard  Oil  Company,  Chicago.  111., 
a  corporation  of  Indiana 
No  Drawing.    AppUcation  December  9,  1932. 
Serial  No.  646.523 
20  CUims.     (CI.  87—5) 
1.  A  dry  cleaning  fluid  for  textile  fabrics  corn- 
comprising  from  about  0.17c  to  about  2%  of  an  or- 
ganic lusterizing  agent  selected  from  the  group 
consisting  of  the  chlorinated  naphthalenes,  the 
chlorinated    anthracenes,    the    chlorinated    di- 
phenyls.  the  chlorinated  di phenyl  ethers  and  the 
chlorinated  paraffin  waxes,  said  organic  lusteriz- 
ing agent  containing  at  least  20^c  chlorine. 

16.  A  dry  cleaning  fluid  of  the  chlorinated  sol- 
vent type  for  dry  cleaning  textile  fabrics  com- 
prising from  about  0.1%  to  about  3%  of  a  chlori- 
nated organic  lusterizing  agent  selected  from  the 
group  consisting  of  the  chlorinated  naphthalenes, 
the  chlorinated  anthracenes,  the  chlorinated  dl- 
phenyls,  the  chlorinated  diphenyl  ethers  and  the 
chlorinated  parafBn  waxes. 


2.017.328 

GARMENT    PROTECTOR 

Agnes  E.  Taylor,  Detroit,  Mich. 

Application  May  29,  1933.  Serial  No.  673,529 

2  Claims.     (CI.  2—174) 


1.  A  garment  and  head  protector  comprising  a 
radially  split  ring  of  sheet  material,  and  fas- 
teners secured  to  the  inner  edge  of  said  ring 
to  secure  the  portions  on  opposite  sides  of  the 
split  In  overlappingg  relation,  said  fasteners  be- 
ing so  positioned  that  in  one  adjustment  the  said 
inner  edge  will  flt  about  the  head  above  the  hair 
to  drape  down  the  face  and  hair,  and  in  an- 
other adjustment  will  flt  about  the  neck  and 
to  extend  upward  therefrom  about  the  face  and 
hair  the  radial  dimension  of  said  ring  being  suf- 
ficient for  thus  overlapping  the  face  and  hair. 


1.  In  a  tufting  machine  of  the  class  described, 
the  combination  of  a  reciprocating  needle,  an  os- 


2,017.329 

EXPLOSIVELY  ACTUATED  DEVICE 

Robert  Temple,  Jr..  Brooklyn,  N.  Y. 

Application  April  24,  1933,  Serial  No.  667,686 

9  Claims.     ICI.  140—145) 
1.  In  a  device  of  the  class  described,  a  cutting 
element,  means  for  supporting  the  cutting  ele- 
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ment,  explosive  means  for  actuating  the  cutting 
element,  and  means  for  ccmfining  the  explosive 
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gases  for   preventing   recoil   of   the   supporting 
means. 


2,017,330 
METALLURGICAL  PROCESS  AND 
APPARATUS 
Frank  W.  Traphagen,  Golden,  Colo.,  assignor,  by 
mesne  assignments,  to  Ore  Solvents  Corpora- 
tion, a  corporation  of  Delaware 
AppUcaUon  February  7,  1929.  Serial  No.  338.062 
8  Claims.     (CL  204—15) 
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1.  In  the  process  of  treating  complex  sulphide 
ores  by  aj?plying  chlorine  directly  to  an  aqueous 
suspension  of  the  pulverized  ore  thereby  directly 
liberating  sulphur  therefrom,  introducing  the 
chlorine  at  a  rate  to  keep  the  temperature  of  the 
solution  near  the  boiling  point  and  keeping  the 
pressure  below  the  point  at  which  the  boiling 
point  of  the  solution  will  equal  the  melting  point 
of  sulphur. 


2,017,331 
ART  OF  MANUFACTURING  CONTAINERS 
Emery    L.    Walker,    Wauwatosa,    and    John    W. 
Kieckhefer,     Milwaukee,     Wis.,     assignors    to 
Kiecidiefer    Container    Company,    Milwaukee, 
Wis.,  a  corporation  of  Maine 
Application  September  8.  1933.  Serial  No.  688,611 
7  Claims.     (CI.  93 — 36) 


1.  The  method  of  forming  impregnated  con- 
tainers comprising  applying  to  a  fibre  board 
blank,  melted  impregnating  material  which, 
when  cool,  will  lend  rigidity  to  the  fibre  board, 
and  folding  the  blank  into  container  form  while 
the  impregnating  material  is  in  a  liquid  state 
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2,017,332 

TOOL  HOLDER 

Edward  A.  Zempel,  Milwaukee,  Wis. 

Application  July  31,  1933,  Serial  No.  682,938 

7  Claims.     (CI.  279—16) 


1.  The  combination  with  a  tool  holder,  of  a 
driving  arbor,  connections  between  the  driv- 
ing arbor  and  tool  holder  adapted  to  allow  piloted 
movement  of  the  tool  holder  out  of  line  with  the 
axis  of  the  arbor,  and  a  sliding  clutch  asso- 
ciated with  the  arbor  and  adapted  in  one  posi- 
tion to  retain  the  tool  holder  in  alignment  with 
the  arbor  subject  to  a  release  of  the  tool  holder 
under  manual  pressure  applied  to  the  sliding 
clutch  member,  said  member  being  movable  while 
the  arbor  is  in  rotation,  and  normally  adapted 
to  be  manually  held  against  rotation  with  the 
arbor. 


2.017.333 

FISH  LURE 

Stanley  F.  Zuck,  Ann  Arbor,  Mich.,  assignor  to 

South  Bend  Bait  Company,  South  Bend,  Ind. 

Application  November  30,  1932.  Serial  No.  645,014 

15  Claims,     (a.  43—40) 


1.  In  a  minnow-holding  fish  lure,  an  upright 
concavo-convex  plate,  line  attaching  means 
carried  by  said  plate  at  an  Intermediate  point 
thereof,  an  elongated  minnow  impaling  member 
extending  angularly  rearwardly  from  the  lower 
end  of  said  plate,  a  pair  of  hooks  pivoted  to  said 
impaling  member  adajcent  said  plate  and  each 
being  provided  with  a  pointed  end  portion  sub- 
stantially concentric  of  said  pivot,  a  fish  hook, 
and  means  secured  to  the  lower  end  of  said  plate 
and  carrying  said  fish  hook. 


2.017,334 

SUPPOSITORY  HOLDER 

Edward  Ackerman.  Woodmere,  N.  Y. 

AppUcation  March  2.  1934.  Serial  No.  713.652 

7  Claims.     (CI.  128—272) 


1.  A  suppository  holder  comprising  a  perforated 
tubular  portion  of  elastic  material  and  an  end  wall 
at  its  inner  end  closing  the  end  of  the  tubular 
portion. 
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2.017.335 

GRAVE  MARKER 

William  i.  Adams.  Fort  Wayne,  Ind. 

AppUcaUon  November  13.  1933.  Serial  No.  697,711 

1  Claim.     (CL  40—124.5) 


A  device  of  the  class  described  comprising  a 
frame  having  a  socket  in  one  side  and  an  open- 
ing in  the  opposite  side  communicating  with  the 
socket  and  being  less  In  width  than  the  width  of 
the  socket,  a  transparent  member  sealed  to  the 
rear  wall  of  the  socket  about  the  opening,  a  dis- 
play carrier  behind  the  transparent  member,  a 
plate  in  the  socket  having  a  central  boss  thereon 
and  a  support  attached  to  the  frame  and  adapted 
to  engage  the  boss  on  the  plate  and  press  the 
plate  and  the  carrier  firmly  against  the  trans- 
parent member. 


2.017,336 

CONCRETE  SLAB 

Earl  C.  Alexander.  Glen  Ellyn.  111..   assi«rnor   to 

Maasey   Concrete   Products   Corporation,   Chi- 

caco.  IlL.  a  corporation  of  Vlrrinia 

AppUcation  Joly  31.  1933.  Serial  No.  682.907 

6  Claims.      (CI.  238 — 8) 
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1.  A  railway  crossing  assembly  comprising  a 
plurality  of  ties  and  rails  and  a  plurality  of  longi- 
tudinally extending  concrete  slabs,  said  slabs  be- 
ing of  sufBcient  width  to  fill  the  space  between 
the  rails  and  cover  the  ties  outside  of  the  rails, 
each  of  said  slabs  extending  longitudinally  of  the 
rails  over  a  plurality  of  ties,  said  slabs  being  sup- 
ported solely  at  their  ends,  and  means  passing 
through  said  slabs  and  secured  to  said  ties  for 
preventing  relative  movement  between  said  slabs 
and  ties. 


2.017.337 

CASTING  FURNACE 

Elmer  H.  Berryman,  San  Francisco,  Calif. 

AppUcation  Joly  2.  1932.  Serial  No.  620,616 

8  Claims.  (CI.  22— 69.1) 
1.  A  casting  furnace  comprising  a  chamber 
of  refractory  material  having  an  open  side:  a 
heating  element  supported  within  the  chamber; 
work  supporting  means  adapted  to  be  brought 
Into  registration  with  the  open  side  of  said  cham- 
ber;  means  for  sealing   a  casting  ring  against 


said  work  supportmg  means:  and  means  for  seal- 
ing the  work  supporting  means  against  the  open 


side  of  the  chamber  to  form  a  substantially  her- 
metic furnace. 


2,017,338 
GAS  BURNER 

Luther  S.  Brown,  Fresno,  Calif. 
Application  March  16.  1931,  Serial  No.  523.039 
11  Claims.     (CL  158—104) 


1.  In  a  gas  burner  the  combination  with  a  man- 
ifold having  a  burner  tip  therein,  said  tip  having 
an  orifice;  of  a  burner  tube  superposed  above  said 
burner  tip  concentric  therewith,  said  tube  grad- 
ually increasing  in  cross-sectional  or  transverse 
area  from  the  bottom  to  the  top  and  terminating 
at  its  upper  end  in  a  pair  of  spaced  arcuate  hol- 
low arms,  the  upper  ends  of  which  terminate  at 
a  distance  apart  and  are  so  positioned  that 
streams  of  fluid  flowing  therefrom  will  impinge 
upon  each  other. 


2,017.339 
REENFORCED  FIBROUS  LAYER 
Frank  L.  Bryant.  East  Oranre,  and  Gustave  S. 
Mathey,  Elizabeth.  N.  J.,  assigrnors  to  Cellufoam 
Corporation.    Chicago,    Dl..    a    corporation    of 
Delaware 
Application  November  11.  1933.  Serial  No.  697,628 
1  Claim.     (CI.  92 — 40) 


As  a  new  article  of  manufacture,  a  gauze  sheet, 
absorbent  distended  fibrous  material  attached  to 
one  side  and  moisture  resisting  distended  fibrous 
material  attached  to  the  opposite  side. 


2.017340 
COMBUSTION  APPARATUS 
Lawrence  W.  Corbeit,  Belmont,  Mass.,  assignor, 
by  direct  and  mesne  asaifnments.  of  thirty -fonr 
per  cent  to  William  H.  Doble.  Quincy,  Mass., 
and  thirty-three  per  cent  to  Blanche  L.  Doble, 
Hingham,  Mass. 
Application  November  15.  1930.  Serial  No.  495.863 
2  Claims.     (O.  11(^—36) 


1.  In  a  heating  apparatus  for  domestic  use  In 
burning  solid  fuel,  in  combination,  a  combustion 
chamber,  a  grate  rotatably  mounted  therein,  fuel 
feeding  means  responsive  to  and  controlled  by  the 
volume  of  the  fuel  bed,  said  fuel  feeding  means 
and  grate  cooperating  to  maintain  a  relatively 
thin  fuel  bed  on  the  grate,  a  motor  and  connec- 
tions between  the  motor  and  the  grate  for  inter- 
mittently rotating  the  grate  during  the  combus- 
tion of  the  fuel  to  thereby  effect  the  continuous 
elimination  of  excess  ash  and  to  maintain  the 
thin  fuel  bed  in  an  incandescent  condition  dur- 
ing combustion,  air  supply  means  and  means  for 
effecting  the  operation  of  the  air  supply  means 
and  the  rotation  of  the  grate  in  predetermined 
relation. 


2,017,341 

METHOD   OF   MAKING   BLANKS 

Norman  W.  Cummins,  Louisville,  Ky.,  assignor  to 

The    National     Machinery    Company,     Tiffin. 

Ohio,  a  corporation  of  Ohio 

Application  December  28,  1931.  Serial  No.  583,421 

5  Claims.     (CI.  10— 27) 


S  .  '^''°- 


1.  The  method  of  producing  a  cold  upset  formed 
product  from  a  hot  wire  stock  of  indeterminate 
length  In  a  unitary  machine  wherein  a  portion  of 
said  stock  is  extruded  to  a  given  uniform  diam- 
eter throughout  its  entire  length  by  pushing  said 
portion  through  a  sizing  die  in  a  separate  opera- 


tion prior  to  severing,  to  form  a  blanlc  which  is 
subsequently  operated  upon  to  form  the  product 
before  being  expelled  from  said  machine. 


2,017,342 
LOOSE  LEAF  BINDER 
George  H.  Dawson.  Chieago,  lU.,  assignor  to  WU- 
son -Jones  Company.  Chicago,  IlL,  a  corpora- 
tion of  Massachusetts 
Application  March  23.  1934.  Serial  No.  716.967 
8  Claims.     (CL  129—38) 


1.  In  a  loose  leaf  binder,  a  cover  member,  a 
metal  strip  secured  in  said  cover  member,  a  plu- 
rality of  loops  having  their  ends  positioned  under 
said  metal  strip,  and  a  sheet  retaining  wire  se- 
cured to  one  end  of  said  metal  strip  and  insert- 
able  through  said  looi>s. 


2,017  343 
WEB  RENEWING  MECHANISM 
Hobart  N.  Durham,  Jackson  Heights,  N.  Y.,  as- 
signor to  The  Goss  Printing  Press  Company, 
Chicago,  111.,  a  corporation  of  Illinois 
AppUcation  January  14,  1932,  Serial  No.  586,555 
9  Claims.     (CI.  242—58) 


6.  Web  renewing  mechanism  Including  in  com- 
bination rotatable  means  for  supporting  a  reserve 
web  roll  and  an  active  web  roll  and  a  guide  roller 
mounted  at  one  side  of  the  active  web  roll  said 
roller  being  positioned  to  cause  a  substantial 
turning  moment  to  be  exerted  on  the  rotatable 
means  in  the  direction  of  movement  of  said  ro- 
tatable means  as  the  active  web  roll  approaches 
exhaustion. 

2.017,344 
FIREPROOF   HEAT   AND   SOUND 
INSLT.ATING  BODY 
George  H.  Ellis,  St.  Paul,  Minn.,  assignor  to  The 
Insulite  Company,  Minneapolis,  Minn.,  a  cor- 
poration of  Minnesota 
AppUcation  November  15,  1930,  Serial  No.  495.915 
7  Claims.     (CI.  154—44) 
1.  A   heat   and   sound   insulating   body   faced 
with  fire -proof  material  which  is  sealingly  se- 
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cured  to  the  body  with  a  layer  of  Are  resistant 
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Z^ 


material,  and  composed  of  three  parts  of  silicate 
of  soda  and  one  part  of  whiting. 

2.017,345 

PUMPING  AND  METERING  SYSTEM  FOR 

TANK  TRUCKS 

Albert  J.  Granberf,  Berkeley,  Calif.,  assifnor  to 
Ralph  N.  Brodie  Company,  Oakland.  Calif.,  a 
corporation  of  California 

AppUcation  January  30.  1934.  Serial  No.  708,972 
1  Claim,     (a.  221—95) 


—I     ■  —  I  >« 

Ti 
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In  combination  with  a  tank,  a  meter  for  me- 
tering fluid  flowing  to  and  Ixom  said  tank,  two 
pipe  lines  forming  communication  between  the 
tank  and  meter,  two  valves  in  each  of  said  lines,  a 
pump,  a  conduit  connecting  the  suction  inlet  of 
the  pump  with  one  of  said  lines  between  its  two 
valves,  a  conduit  connecting  the  discharge  outlet 
of  the  pump  with  the  other  of  said  lines  between 
its  two  valves,  whereby  said  valves  may  be  op- 
erated to  cause  the  pump  to  pump  fluid  either 
from  the  tank  to  the  meter  or  from  the  meter  to 
the  tank,  a  pair  of  air  release  valves  positioned 
one  on  each  side  of  the  meter,  and  air  conduits  so 
connected  to  said  valves  that  air  in  the  fluid  line 
wlU  by-pass  the  meter  regardless  of  the  direction 
of  flow  through  the  meter. 

2.017.346 

LEVELING  ROD 

<3eorge  G.  Linn,  Columbiis,  Ohio 

AppUcation  March  22.  1934.  Serial  No.  716.825 

7  Claims.    (CL  3^—74) 


1.  A  leveling  rod  comprising  a  frame,  a  front 
slide  bar  extending  vertically  of  said  frame, 
guides  carried  by  said  frame  in  which  said  bar 
is  vertically  adjustable,  said  slide  bar  being  pro- 
Tided  with  spaced  apertures  and  having  its  front 


surface  graduated,  means  for  maintaining  said 
bar  In  Its  various  positicms  of  vertical  ad.iust- 
ment  within  said  guides,  and  a  second  substan- 
tially rigid  slide  bar  adjustably  carried  in  the 
guides  of  said  frame  and  disposid  parallel  and 
immediately  to  the  rear  of  said  front  slide  bar. 
the  second  slide  bar  being  provided  with  numerals 
Indicating  feet  disposed  in  registration  with  the 
apertures  In  the  front  slide  bar. 


2.017347 

MOWING  MACHINE 

Edward  Moore  Loeke,  Lockeford,  Calif. 

Application  Aagnst  24,  1934,  Serial  No.  741.251 

2  Oaims.     (CL  56—218) 


1.  In  a  mowing  machine  having  a  tongue,  and 
a  draft  connection  device  mounted  on  and  de- 
pending from  the  tongue,  a  leg  to  engage  the 
ground  depending  from  the  device,  and  means 
mounting  said  leg  on  the  device  for  movement 
from  a  ground  engaging  position  to  one  clear  of 
the  same. 


2.017.348 
INTERNAL  COMBUSTION  ENGINE  PISTON 
Elmer  C.  Long,  Qnincy.  IlL.  assignor,  by  mesne 
assignments,  to  Security  Trust  Company.  De- 
troit, Bfich.,  a  corporation  of  Michigan 
AppUcaUon  August  13.  1919,  Serial  No.  317.273 
4  Claims.     (0.309—11) 


l.A  piston  having  a  solid  end  portion  and  a 
skirt  portion  which  is  adapted  to  engage  substan- 
tially the  entire  circumferential  wall  of  the  cyl- 
inder in  which  it  reciprocates,  said  piston  being 
provided  with  an  annular  slot  cut  entirely  through 
the  thickness  of  its  peripheral  wall,  said  skirt 
portion  having  a  series  of  sections  which  are 
wholly  separated  from  one  another  each  extend- 
ing from  the  open  end  of  the  piston  to  said  annu- 
lar slot,  said  skirt  portion  having  a  pair  of  wrist 
pin  bearings  formed  Integral  therewith,  and  a  rib 
extending  from  a  respective  bearing  to  a  respec- 
tive section. 


2,017.349 

SLUB  CATCHER  FOR  BEAM  WARPERS 

Charles  H.  Moody.  AUbama  City.  Ala. 

AppUcation  May  29,  1933.  Serial  No.  673.470 

13  Claims.     (CI.  28—71) 
10.  A  device  of  the  character  described,  com- 
prising a  lower  rigid  rail  over  which  the  yam 
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strands   pass,   a   plurality   of   spaced   standards 
vertically  adjustably  mounted  in  the  lower  rail, 


.  ..^^- 
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and  upper  vertically  movable  rail  sections  guided 
and  adjustably  supported  by  said  standards. 


2.017.350 
PUMP  FITTING 

Porter  S.  Morgan.  New  York,  N.  Y.,  assignor  to 

Liberty  Share  Corporation.  Buffalo,  N.  Y. 

Application  June  14.  1934.  Serial  No.  730,595 

2  Claims.    (CI.  210— 166) 


1.  A  fitting  comprising  a  housing  having  an 
open  cylindrical  chamber  formed  at  one  extremity 
with  means  for  attachment  to  a  liquid  conduit,  an 
annular  valve  seat  within  the  housing  adjacent 
said  extremity,  a  valve  on  said  seat  closing  toward 
said  extremity,  guide  means  for  retaining  said 
valve  in  concentricity  with  the  seat,  a  head  re- 
movably secured  to  the  opposite  extremity  of  the 
chamber,  a  rod  secured  to  the  head  and  ex- 
tending axlally  in  the  chamber  to  a  position 
spaced  from  said  valve  to  provide  a  stop  therefor, 
a  cylindrical  strainer  having  one  end  mounted  on 
said  head,  a  perforate  cup  secured  to  the  opposite 
end  of  the  strainer  and  secured  to  said  rod.  said 
housing  chamber  being  formed  with  a  portion 
receiving  said  cup,  whereby  liquid  entering  the 
housing  through  the  valve  seat  is  directed  through 
the  cup  to  the  interior  of  the  strainer,  and  a  dis- 
charge passage  formed  in  the  side  wall  of  the 
housing  adjacent  said  strainer. 


bered  portion;  an  air  ingress  in  the  lower  portion 
of  the  chambered  portion,  and  substantially  below 
the  smoke  egress;  and  a  stem  attaching  portion 
Integral  with  the  chambered  portion. 


2.017.351 
SMOKE     REGULATOR     FOR     PIPE     STEMS. 
CIGARETTE     AND/OR    CIGAR    HOLDERS, 
AND  THE  LIKE 

James  Henry  Murphy.  Shaker  Heights.  Ohio 

AppUcation  December  13.  1934.  Serial  No.  757,321 

1  Claim.    (CI.  131— 12) 


In  a  smoke  regulator  for  pipes  and  the  like,  com- 
prising, a  chambered  portion;  a  chamber  therein; 
a  smoke  egress  in  the  upper  portion  of  the  cham- 


2  017.352 

WINCH  AND  LIKE  HOISTING  APPARATUS 

Alfred  Arthur  Quick,  Thombury,  Victoria. 

AustraUa 

AppUcation  August  28,  1934,  Serial  No.  7413S6 

In  AustraUa  September  8,  1933 

20  CUims.     (a.  254—187) 


1 .  In  winches  and  hoisting  apparatus  navlng  a 
winding  dnmi  provided  with  a  spur  gear  wheel, 
a  combined  flexible  pinion  and  friction  clutch  in 
geared  relationship  with  the  spur  wheel,  means 
for  placing  the  combined  pinion  and  friction 
clutch  in  fixed  relationship  with  a  driving  mem- 
ber to  impart  movement  to  the  winding  drum,  a 
combined  flexible  pinion  and  friction  brake  in 
geared  relationship  with  the  spur  gear  wheel, 
pawl  and  ratchet  mechanism  for  normally  pre- 
venting rotation  of  the  combined  flexible  pinion 
and  brake,  and  means  for  releasing  the  frictional 
engagement  between  the  elements  of  the  com- 
bined flexible  pinion  and  brake  to  permit  of  the 
reverse  movement  of  the  winding  drum. 


2,017.353 

GAS  UFT  FOR  OIL  WELLS 

Asbury  S.  Parks,  Refugio.  Tex. 

AppUcation  June  18,  1934,  Serial  No.  731.163 

14  Claims.     (CL  103—234) 


1.  In  a  gas  lift  for  wells  including  a  tubing,  a 
fluid  actuated  control  device  cm  the  lower  end  of 
the  tubing  and  having  a  liquid  inlet  thru  which 
liquid  rises  in  the  tubing,  valve  means  in  the 
control  device  operable  upon  a  given  head  of 
liquid  in  the  tubing  to  close  the  Uquid  Inlet  and 
admit  air  under  pressure  into  the  tubing  beneath 
the  column  of  liquid  therein,  and  control  valve 
means  automatically  operable  by  a  back  pressure 
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In  the  tubing  for  providing  a  pressure  differential 
upon  the  valve  means  in  the  control  device  to 
cause  opening  of  the  liquid  inlet  and  shutting  off 
entrance  of  gas  to  the  tubing  after  the  column  of 
liquid  has  been  ejected  from  the  tubing. 


2,017.354 
SOLDEBING  FLUX 
Harry  V.  Rees,  Long  Beach,  and  Horace  Ketche- 
•en,  WOmiBffton.  Calif.,  assignors  to  The  Texas 
Company.  New  York,  N.  Y.,  a  corporation  of 
Delaware 

No  Drawing.    Application  September  2,  1933, 

Serial  No.  688.028 

3  Claims.     (CI.  148—23) 

1.  A  soldering  flux  comprising  a  waste  sludge 

resulting  from  the  refining  of  a  petroleum  oil 

with  zinc  chloride. 


2,017355 
VINYL  ETHER 

Walter  Reppe  and  Werner  Wolff.  Ludwigshafen- 

on-the-Rhine,    Germany,    assignors    to    I.    G. 

Farbenindustrie  Aktiengesellschaft.  Frankfort- 

on-the-Main,  Germany 
No    Drawing.      Application    December    8,    1934, 

Serial  No.  756.705.    In  Germany  December  20, 

1933 

3  Claims.    (CI.  260—150) 

1.  The  process  of  producing  vinyl  ethers  which 
comprises  leading  mononuclear  IsocycUc  mono- 
hydroxy  compounds  in  the  vapor  phase  together 
with  acetylene  over  a  catalyst  selected  from  the 
group  consisting  of  zinc  and  cadmium  salts  of 
organic  acids. 

2.017,356 

MANUFACTURE  OF  SHEET  STEEL 

Albert  T.  Reichenbach.  Pittsburgh.  Fa. 

No  Drawing.    Application  March  6,  1934, 

Serial  No.  714.357 

9  Claims.     (CI.  29— 19) 

2.  A  method  of  facilitating  the  opening  of 
sheet-packs  hot-rolled  from  rimmed  steel,  of  a 
suitable  sheet-bar  composition,  with  at  least  six 
sheets  to  a  petck.  Including  swlding  from  0.05  to 
0.15  percent  nickel  to  said  steel  while  it  is  in  a 
molten  condition. 

3.  A  method  of  facilitating  the  opening  of 
sheet-packs  hot-rolled  from  rimmed  steel  of  a 
suitable  sheet-bar  composition,  with  at  least  six 
sheets  to  a  pack,  including  adding  from  0.02  to 
0.10  per  cent  chromium  to  said  steel  while  it  is  in 
a  molten  condition. 


of  sheet  metal  and  in  which  the  base  plate  thereof 
is  provided  with  longitudinal  tubes  arranged  at 
the  angles  of  the  box  near  the  bottom  or  base 
plate  thereof,  longitudinal  tensioning  means  in 
combination  with  said  bottom  or  base  plate  to 
put  same  under  longitudinal  tension,  bearing 
parts  on  said  base  plate  associated  to  said  longi- 
tudinal tubes,  and  transverse  extending  members 
having  regulating  means  cooperating  with  said 
bearing  parts  to  put  the  bottom  or  base  plate 
under  transverse  tension 


2.017.357 
METAL  CARRIAGE  FOR  MLXE  MACHINES 
Roger    Taine,    La    Madelelne-lex-Lille,    France, 
assignor  of  one-half  to  the  firm  Soclete  Alsaci- 
enne  de  Constructions  Mecaniqucs,  Mulhousc, 
Ht.  Rhine,  France 
AppUcation  July  6,  1934,  Serial  No.  734,059 
In  France  July  29,  1933 
3  Claims.     (CI.  118—30) 


H 
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1.  A  metal  carriage  for  mule  machines, 
prising  a  body  consisting  of  a  box  of  one 


com- 
piece 


2,017,358 

HEARING  AID  APPARATUS  AND 

AMPLIFIER 

Samuel  Gordon  Taylor,  New  York,  N.  Y. 

AppUcation  July  1,  1932,  Serial  No.  620.512 

9  Claims.    (CI.  17^—107) 


6.  In  hearing  aid  amplifiers,  the  combination 
of  a  hearing  aid  comprising  a  microphone,  a  tele- 
phone receiver  and  plug  and  jack  means  for  con- 
necting said  microphone  and  receiver  together 
fur  use  as  a  hearing  aid,  an  electron  discharge 
device  having  input  and  output  circuits,  a  trans- 
former connected  to  said  input  circuit,  jack  means 
cooperating  with  said  plug  means  for  connecting 
said  microphone  of  said  hearing  aid  to  said  in- 
put transformer,  and  jack  means  cooperating  with 
.said  plug  means  for  connecting  said  telephone 
receiver  of  said  hearing  aid  to  said  output  circuit. 


2,017.359 
RAZOR  BLADE  HOLDER 

Frank  Clement  Thcsslng.  Toledo,  Ohio 
Application  May  10.  1933,  Serial  No.  670.333 
1  CUim.     (CI.  30—98) 


In  a  device  for  detachably  holding  razor 
blades,  a  blade  of  the  type  in  which  the  corners 
of  the  blade  are  provided  with  rectangular  re- 
cesses to  define  projections,  a  length  of  flat 
spring  metal  bent  tranversely  between  the  ends 
thereof  to  define  a  pair  of  flat  blade  gripping  ele- 
ments between  which  a  blade  is  Inserted,  with 
the  forward  end  of  the  blade  flatly  in  engage- 


I 


ment  with  the  bight  portion  defined  by  the  grip- 
ping elements,  and  a  handle  having  an  opening 
extending  entirely  therethrough  and  being  of 
rectangular  form  in  cross  section  for  the  snug 
reception  of  said  blade  holding  elements,  said 
forward  portions  of  said  handle  having  means 
for  engaging  the  longitudinal  and  transverse 
sides  of  the  adjacent  recesses  in  the  blade. 


diameter  than  that  of  the  nut  opening  and  hav- 
ing a  press  fit  engagement  with  the  inside  of  the 
reduced  end  portion  of  said  element,  the  end  of 
said  neck  having  locking  engagement  with  said 
shoulder  so  as  to  maintain  the  parts  in  secure 
assembly,   said  intermediate   connecting   means 


2.017,360 
METHOD  OF  SINKING  WELDED  TUBES 
Fred  W.  Waterman.  Pittsburgh.  Pa.,  assignor  to 
National  Tube  Company,  a  corporation  of  New 

Application  October  22,  1932.  Serial  No.  639,132 
3  Claims.     (CI.  80 — 62) 

c  ^       4_ 
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1  The  continuous  method  of  making  pipes  and 
tubes  which  consists  in  heating  strip  skelp  to  ap- 
proximately welding  temperature,  transferrmg 
said  strip  skelp  while  in  a  deoxidizing  atmosphere 
to  a  deoxidizing  chamber,  heating  the  skelp  to 
welding  temperature  while  in  said  deoxidizing 
chamber,  transferring  the  said  strip  skelp  while 
in  a  completely  deoxidizing  atmosphere  to  weld- 
ing apparatus,  forming  and  welding  said  skelp 
while  still  in  a  completely  deoxidized  condition, 
and  finally  in  sinking  the  tube  formed  in  said  last 
named  operation. 


2,017.361 
METHOD  OF  MAKING  A  METAL  CONT.AINER 
John  F.  Wcrder.  Lakewood,  Ohio,  assignor  of  one- 
half  to  Edmund  Rogers,  South  Euclid,  Ohio 
AppUcation  March  9,  1931,  Serial  No.  521,227 
1  Claim.     (CI.  113—120) 


O 


The  method  of  making  a  metal  container 
adapted  to  withstand  substantial  internal  pres- 
sure, consisting  in  first  forming  the  main  body 
portion  with  a  true  circular  cross  section  at  any 
point  therealong  and  the  edge  portions  thereof 
overlapping  each  other  in  the  form  of  a  plain 
two-ply  joint  and  arranged  concentrically  with 
respect  to  each  other  throughout  their  entire  cir- 
cumferential extent  and  also  with  respect  to  the 
main  body  portion,  clamping  the  overlapping  joint 
region  including  the  extreme  edge  portion  of  the 
outer  overlapping  part  of  the  joint,  and  then 
securing  said  overlapping  portions  together  as  a 
permanent  joint. 


2,017.362 
HOSE  COUPLING 

John  F.  Werder,  Lakewood.  Ohio,  assignor  of  one- 
half  to  Edmund  Rogers.  South  Euclid.  Ohio 

Application  April  12.  1933.  Serial  No.  665.736 
2  Claims.     (CI.  285— 120) 

1  A  hose  coupling  comprising  a  hose-attach- 
ing element  of  a  given  size,  a  nut  having  an  open- 
ing smaller  than  the  diameter  of  the  main  body 
of  said  element,  said  element  having  a  reduced 
end  portion  adapted  to  be  received  within  the 
opening  of  the  nut  and  having  an  annular  shoul- 
der upon  its  inner  surface,  a  .separate  intermedi- 
ate connecting  means  having  a  neck  of  smaller 


having  a  head  of  larger  diameter  than  that  of 
the  nut  opening  so  as  to  be  engaged  by  the  niar- 
glnal  portion  of  the  nut  opening  for  coupling 
action  therewith,  and  a  companion  attaching  ele- 
ment adapted  for  coupling  engagement  by  said 
nut  and  with  the  head  of  said  intermediate  con- 
necting means. 


2.017.363 
DEVICE   FOR  HANDLING  UVE   ELECTRIC 

WIRES 

Josiah  B.  Wisner,  Camden,  N.  J. 

AppUcation  October  15,  1934,  Serial  No.  748,394 

5  Claims.     (CI.  294— 104) 


1  A  device  for  handling  live  electric  con- 
ductors, comprising  a  handle,  a  jaw  fixedly  car- 
ried at  an  end  of  said  handle  having  a  gripping 
surface,  a  cam  surface  adjacent  the  grippmg  sur- 
face and  a  resting  surface  adjacent  the  cam 
surface  a  pivoted  jaw  arranged  cooperatively 
with  said  fixed  jaw  so  as  to  impel  a  conductor 
over  said  cam  surface  onto  said  gripping  surface 
when  actuated,  and  means  for  actuating  the  piv- 
oted jaw  from  the  other  end  of  said  handle. 


2,017.364 
SPARK  PLUG  WITH  SUPPORTED  GAP 

August  Eugene  Anderson.  Montclair.  N.  J. 

AppUcation  August  3,  1934.  Serial  No.  738,345 

4  Claims.     (CI.  123—169) 

1.  In  a  spark  plug  having  a  metal  housing 
member  an  Insulator  core  member  seated  therein, 
main  and  ground  electrodes,  an  annular  ledge  at 
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the  Inner  end  of  said  housing  member  forming 
a  seat  for  said  Insulator  core  member  and  a  metal 
gasket  between  the  core  member  and  the  ledge, 
a  skirt  forming  an  sucial  extension  on  the  Inner 
end  of  said  core  member  and  extending  beyond 
the  end  of  said  housing  member,  a  bore  being 
provided  through  the  core  member  and  said  skirt, 
the  main  electrode  being  mounted  in  said  bore. 


an  enlarged  head  on  the  main  electrode  seated 
against  the  end  of  said  skirt,  the  main  electrode 
being  constltutea  by  two  rods  adapted  for  assem- 
bling in  said  bore  from  opposite  ends  of  the  core 
member  and  provided  with  interengaging  ele- 
ments at  their  Juncture  and  being  cemented  in 
position  In  said  bore,  a  projection  on  said  gasket 
terminating  substantially  level  with  said  head  and 
forming  a  horizontal  spark  gap  therewith. 


2,017.365 

DEVICE  FOR  TAPPmO  KEGS 

August   L.  Klein,  MUwankee.   Wis.,  assignor  to 

Blats  Brewing  Company.   MUwankee.  Wis.,  a 

corporation  of  Wisconsin 

AppUcation  April  26.  1934.  Serial  No.  722.604 

1  Claim.     (O.  225—16) 


A  tapping  device  comprising  a  tubular  spindle 
having  a  solid  sharpened  lower  end  and  having 
openings  adjacent  the  solid  end.  a  head  secured  to 
the  spindle,  the  lower  portion  of  said  head  having 
a  channel  in  alignment  with  said  hollow  spindle 
and  connected  therewith,  the  upper  portion  of 
said  head  being  solid  to  facilitate  the  forcing  of 
said  device  into  a  container,  a  chamber  being 
formed  in  said  head  below  said  solid  portion  and 
connecting  with  said  channel  and  having  two 
ports,  a  pipe  secured  at  one  end  to  one  of  said 
ports  and  having  its  other  end  adapted  to  be  se- 


cured to  a  source  of  air  under  pressure,  and  one- 
way valve  mechanism  detachably  secured  in  said 
pipe  to  permit  the  entrance  of  air  under  pressure 
through  said  pipe  into  said  chamber  and  prevent 
emission  of  liquid  therefrom,  and  a  pressure  gage 
connected  to  the  other  port  to  indicate  air  pres- 
sure in  said  chamber. 

2.017.366 

ROTARY    SHEARS 

Fred  E.  Kling.  Youngstown,  Ohio 

AppUcation  May  21.  1934.  Serial  No.  726,792 

1  Claim.     (CL  164—66) 


A  shear  including  the  combination  of  rotary 
knives  that  are  constructed  to  cooperatively  shear 
work  passing  therebetween,  swinging  arms 
mounting  said  knives  for  reciprocation  between 
positions  where  they  clear  said  work  when  rotated 
and  positions  where  they  cooperatively  shear  said 
work  when  rotated,  springs  arranged  to  urge  said 
arms  to  their  first  named  position,  a  linkage  In- 
terconnecting said  arms,  a  shaft  arranged  to  turn 
a  part  of  said  Unkage  so  as  to  reciprocate  said 
arms  to  their  second  named  position,  gearing  con- 
structed and  arranged  to  Interconnect  said  knives 
for  proper  synchronous  operation,  a  lever  fixed  to 
said  shaft,  a  rotary  cam  arranged  to  throw  said 
lever  so  as  to  effect  reciprocation  of  said  arms 
between  said  positions,  and  reduction  gearing 
continuously  lnterc(xinecting  the  first  named 
gearing  and  said  cam,  the  second  named  gearing 
and  said  cam  being  constructed  and  arranged  so 
that  said  arms  are  reciprocated  from  their  first 
named  positions  at  a  time  when  said  knives  are 
rotated  adjacent  each  other  by  rotation  of  the 
first  named  gearing  and  arrive  at  their  second 
naxned  positions  at  least  approximately  at  the 
time  said  knives  are  rotated  to  their  ultimate  co- 
operative shearing  positions  by  rotation  of  the  first 
named  gearing,  whereby  the  shearing  action  pro- 
duced is  a  combination  of  the  stction  of  a  vertical 
shear  and  that  of  a  rotary  shear. 

2  §17.367 
METHOD    OF   PRODUCING    AN    EBfBOSSING 
FOIL  BY  PROVIDING  A  SUPPORT  ADAPTED 
TO     BE     EMBOSSED     WITH     A     MIRROR 
COATING 

Konrad  Kors,  Forth.  Germany 

AppUcaUon  March  3.  1934.  Serial  No.  713.876 

In  Germany  February  1.  1934 

6  Claims.     (CI.  91—68) 


1.  A  method  for  producing  an  embossing  foil, 
consisting  in  applsrlng  a  coating  of  wax  on  a 
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support  in  the  shape  of  a  sheet  or  band  and 
of  a  material  suitable  for  embossing,  in  then 
applying  a  thin,  hard  and  smooth  skin  on  said 
wax  coating,  in  depositing  chemically  a  metal 
layer  on  said  skin  and  in  coating  said  metal  layer 
with  a  layer  of  material  becoming  adhesive  under 
heat. 


2.017.368 

SYSTEM  FOR  CONTROLLING  THE 

TURBULENCE  OF  FLUIDS 

FhiUp    G.    Magner.    Wabash.    Ind.,    assignor    to 
MinneapoUs-HoneyweU    Regulator    Company. 
MinneapoUs.  Minn.,  a  corporation  of  Delaware 
AppUcaUon  July  5.  1934.  Serial  No.  733,766 
17  Claims,     (a.  236—1) 


3  The  combination  with  a  container  having 
liquid  therein,  of  a  conductor  located  out  of  con- 
Uct  with  the  liquid,  means  for  causing  turbu- 
lence of  the  liquid  whereby  the  same  may  en- 
gage said  conductor,  and  an  electrical  circuit 
controlled  by  engagement  of  the  liquid  with  the 
conductor  for  controlling  the  turbulence  causing 
means  to  reduce  the  turbulence  of  the  liquid. 


2.017.369 

FIRE  HOOK 

Curtis  E.  McGhee,  Washington.  D.  C. 

AppUcaUon  April  16.  1935.  Serial  No.  16.762 

1  CUim.     (CI.  7—17) 


tially  in  alignment  with  the  side  of  the  handle, 
the  opposite  side  of  the  head  extending  laterally 
of  the  handle  and  terminating  at  its  lower  end 
in  a  hook  portion,  the  underside  of  the  hook  por- 
tion being  blunt  and  slightly  curved,  a  pointed 
portion  extending  beyond  the  triangular  metal 
head  one  side  of  the  pointed  portion  being  suh- 
stantiaUy  in  alignment  with  the  first  mentioned 
side  of  the  head,  the  other  side  of  the  pomted 
portion  being  inclined  at  an  angle  to  the  secoud 
mentioned  side  of  the  head,  the  head  having 
a  sharpened  edge  extending  between  the  tip  oi 
the  hook  and  the  base  of  the  pointed  portion. 


2.017,370 
OYSTER-OPENER 

Friedrich  W.  Mittel,  Brooklyn,  N.  Y. 

AppUcation  June  9,  1932,  Serial  No.  616,171 

7  Claims.     (CT.  17—9) 


2  In  an  opener  for  bivalves,  a  back  stop,  a 
platform  supporting  the  bivalve  and  tiltable  from 
a  position  substantially  against  said  stop  in  which 
the  bivalve  is  opened  Into  a  position  in  which 
the  Juice  flows  out  of  said  bivalve. 

6  An  opener  for  bivalves,  comprising  means 
supporting  a  bivalve,  a  knife  and  stop,  means  for 
pressing  said  knife  between  the  valves  of  said 
bivalve  up  to  said  stop,  and  means  rotating  said 
knife  when  said  stop  is  pressed  with  predeter- 
mined pressure  onto  said  bivalve. 


2.017.371 
PRODUCTION  OF  CAM  SHAFTS  AND  OTHER 

NONCmCULAR  OR  ECCENTRIC  BODIES 

John  Morris,  Wolverhampton,  England.  f»if?or 

to    Sunbeam    Motor    Car    Company    Limited, 

Wolverhampton,  England  -,,001 

AppUcaUon  July  5,  1934,  Serial  No.  733,891 

In  Great  Britain  July  27.  1933 

3  Claims.     (CL  82—19) 


A  fireman's  hook  comprising  a  handle,  having 
a  flat  metal  substantially  triangular  head  at  one 
end  thereof,  one  side  of  the  head  being  substan- 


3  For  use  in  the  production  of  cam-shafts  for 
internal  combustion  engines  and  other  analogous 
non-circular  or  eccentric  bodies  in  machines  ol 
the  lathe  type,  the  combination  of  a  cutting  tool 
having  at  one  side  a  cutting  edge  and  also  having 
a  rounded  extremity  at  the  end  which  comes  Into 
contact  with  the  work-piece,  which  roimded  ex- 
tremity forms  with  the  swd  side  of  the  tool  a 
curved  continuation  of  the  cutting  edge  and  ex- 
tends the  said  edge  from  the  upper  towards  the 
under  side  of  the  tool,  with  a  reciprocatory  holder 
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for  the  said  tool,  a  slide  in  which  the  holder  can 
be  reciprocated,  a  rotary  cam  abutting  against 
one  end  of  the  holder  for  moving  it  in  one  direc- 
tion, and  a  spring  associated  with  the  slide  for 
moving  the  holder  in  the  opposite  direction,  sub- 
stantially as  described. 


2.017.372 

GUTOEWAY 

James  J.  Morrison,  Worcester,  Mass.,  assignor  to 

The  American  Steel  and  Wire  Company  of  New 

Jersey,  a  corporation  of  New  Jersey 

AppUcation  May  21,  1934.  Serial  No.  726,815 

2  Claims.     (CI.  187—1) 


n. 


a 


1.  A  cable  guideway  for  elevators  comprising 
an  elongated  vertical  trough  disposed  In  the  ele- 
vator hatch,  resilient  means  carried  by  the  ele- 
vator car  for  maintaining  the  cables  in  said 
trough,  said  resilient  means  being  movable  out- 
wardly from  said  elevator  car,  and  means  for 
preventing  excessive  outward  movement  of  said 
resilien:  means. 


2,017.373 

DIE 

Edward  M.  Murphy,  Lakewood,  Ohio,  assignor  to 

The  American  Steel  and  Wire  Company  of  New 

f,  Jersey,  a  corporation  of  New  Jersey 

AppUcation  Aagust  28.  1933.  Serial  No.  687,183 

1  Claim.     (CI.  205—26) 


A  die  comprising  a  pair  of  spaced  elongated 
cylinders  arranged  with  their  axes  in  parallelism, 
a  continuous  annular  wear-resistant  insert  car- 
ried by  the  intermediate  portion  of  each  of  said 
elongated  cylinders,  a  pair  of  spaced  and  substan- 
tially shorter  cylinders  disposed  Intermediate  said 
elongated  cylinders,  the  axes  of  said  substantially 
shorter  cylinders  being  parallel  with  respect  to 
each  other  but  at  right  angles  with  respect  to  the 
axes  of  the  said  elongated  cylinders,  and  dia- 
metrically opposite  non-continuous  wear-resist- 
ant inserts  carried  by  each  of  said  substantially 
shorter  cylinders,  the  ends  of  said  substantially 


shorter  cylinders  being  grooved  at  right  angles 
to  conform  to  the  contour  of  said  elongated  cylin- 
ders whereby  an  interlocking  construction  is  pro- 
vided. 


2,017,374 

TUBE  ROLLING   MILL 

Olof  F.  Olson,  Gary,  Ind.,  assimor   to  National 

Tube  Company,  a  corporation  of  New  Jersey 

Application  September  7.  1932,  Serial  No.  632.052 

2  Claims.     (CL  80 — 13) 


r  ,1  „U,    t.. ,-    -r  '-"1  M<„,  tl 


1.  A  tube  rolling  mill  including  the  combina- 
tion of  an  open-topped  frame,  axial  working  rolls 
journaled  by  said  frame,  a  cap  for  closing  the 
top  of  said  frame  and  including  a  central  remov- 
able segment,  a  roller  for  holding  tubes  against 
rising  from  the  working  pass  of  said  rolls.  Jour- 
nals for  said  roller,  said  segment  having  a  de- 
pending portion  providing  chairs  above  said  pass 
for  said  Journals,  and  means  for  holding  said 
Journals  from  dropping  from  said  chairs. 


2.017.375 

HYDRAULIC  CHANGE  SPEED  MECHANISM 

Leo  Robin.  Brussels,  and  Mathieu  Van  Rofcen, 

Sprimont,  Belirium 

AppUcation  October  11,  1933.  Serial  No.  693,158 

In  Belgium  October  14,  1932 

6  Claims.      (CI.  60 — 53) 


1.  A  hydraulic  change  speed  mechanism  com- 
prising a  primary  shaft,  a  secondary  shaft  and 
two  groups  of  cylinders  both  formed  in  a  single 
cylinder  block  with  slide  valves  situated  in  bores 
therein,  said  block  being  operatively  connected 
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to  and  rotatable  with  said  primary  shaft,  pis- 
tons movable  in  said  cylinders  and  rods  on  said 
pistons,  and  ducts  connecUng  said  groups  of  cyl- 
inders together  whereby  the  suction  and  delivery 
of  the  cylinders  of  one  group  form  respectively 
the  delivery  and  suction  of  the  cylinders  of  the 
other  group,  operating  means  connected  to  the 
piston  rods  of  one  group,  said  means  being  ad- 
justable for  varying  the  stroke  of  said  pistons 
and  comprising  a  primary  ring  operatively  con- 
nected to  said  primary  shaft,  and  operatmg 
means  connected  to  the  piston  rods  of  the  other 
group  and  comprising  a  device  keyed  on  said 
secondary  shaft  and  a  loosely  rotatable  ring 
mounted  on  said  device  and  operatively  con- 
nected to  the  primary  shaft  and  to  the  piston 
rods  of  said  other  group. 


2,017478 

GUIDE 

John  SUta,  Worcester,  Mass.,  assignor  to  ™ 

American  Steel  and  Wire  Company  of  New 

Jersey,  a  corporation  of  New  Jmw         -*.  ei».» 

Application  December  29.  193J.  ^al  No.  704,567 

1  Claim.     (CL  80—51) 


2,017.376 
DETERMINATION  OF  THE  PERCENTAGE  OF 
WATER  IN  WOOD,  TEXTILES,  AND  OTHER 
SUBSTANCES 

Paul  Bother  and  Georg  Gran.  Chemnits, 

Germany 

Application  June  7.  1933.  Serial  No.  674,740 

In  Germany  June  13,  1932 

2  Claims.     (CI.  73—51) 


1  Apparatus  for  determining  the  percentage 
of  water  in  wood,  textiles  and  other  substances, 
comprising  a  testing  chamber  formed  at  least  Ln 
part  of  a  transparent  material,  a  moisture  Indi- 
cating device,  the  testing  chamber  being  adapted 
to  contain  the  moisture  indicating  device,  means 
for  placing  the  interior  of  the  testing  chamber  in 
communication  with  a  cavity  formed  in  the  ma- 
terial to  be  tested,  means  for  withdrawing  air 
from  the  testing  chamber,  and  means  for  closing 
the  testing  chamber  in  an  air-tight  manner,  while 
leaving  it  In  open  communication  with  the  cavity 
in  the  material,  when  such  air  is  withdrawn. 


2,017.377 
MOLDING 

Robert  C.  Schemmel,  Union  City,  Ind. 

Application  October  26.  1931,  Serial  No.  571,195 

7  Claims.     (CI.  155— 184) 


2  A  finishing  molding  including  a  flexible  core 
provided  with  a  continuous  longitudinal  kerf  and 
a  continuous  groove  communicating  therewith 
spaced  inwardly  from  the  bottom  surface  of  the 
core  in  combination  with  a  stiffening  wire  con- 
tained within  the  groove  having  a  plurality  of 
spaced  fastening  elements  permanently  united 
to  the  wire  and  extending  through  the  bottom 
surface  of  the  core,  the  kerf  being  tangent  to  the 
groove  and  breaking  the  outer  surface  of  the  core 
along  a  line  off-center  of  the  groove. 


^^777m^ 
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In  a  guide  for  rod  mills,  a  support  adjacent  the 
reel  for  said  mill,  a  conduit  disposed  between  said 
support  and  said  reel,  a  plurality  of  upper  and 
lower  shafts  secured  to  said  conduit  and  defining 
a  curved  path  between  them,  at  least  one  anti- 
friction bearing  on  each  of  said  shafts^  and  a 
grooved  roller  mounted  on  each  of  said  bearings, 
said  upper  shafts  being  offset  with  respect  to  ver- 
tical planes  through  said  lower  shafts. 


2.017.379 
TIE  FASTENER 

Henry  L.  Waite,  Boone  County  A^*'". 
Application  February  7,  1934    Serial  No.  710,174 
4  Claims.     (CI.  24—18) 


3F 
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1  In  a  tie  fastener,  the  combination  of  a  U- 
shaped  plate,  its  legs  forming  posts  to  receive  the 
looped  ends  of  the  tie  thereabout;  and  con- 
vergent extensions  on  the  ends  of  the  legs  to  form 
retaining  abutments  for  the  loops. 


2,017,380 
PACKAGE  FOR  SHEET  MATERIAL 
Bruno   H.  Walter,  Pittsburgh,  Pa.,   assignor   to 
American  Sheet  &  Tin  PUte  Company,  a  cor- 
poration of  New  Jersey 
Application  December  29,  1933.  Serial  No.  704.529 
3  Claims.     (CI.  206—60) 


1  A  fibre  board  package  for  metal  sheets  com- 
prising one-piece  inner  and  outer  cartons,  each 
of  said  cartons  being  composed  of  a  bottom  por- 
tion a  pair  of  end  portions,  and  a  pair  of  side- 
wall  portions,  and  Integral  flaps  extending  from 
said  end  portions  and  said  side-wall  portion^, 
each  corresponding  pair  of  said  flaps  being  fold- 
able  into  a  plane  parallel  to  said  bottom  portion 
to  form  a  top  enclosure,  and  an  integral  rein- 
forcing strip  extending  from  each  end  of  each  of 
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the  side  wall  portions  of  said  inner  carton,  said 
strips  being  of  a  length  which  is  less  than  the 
total  length  of  the  package,  and  greater  than  the 
width  of  the  side  wall  portions,  the  edges  of  the 
integral  flaps  of  said  inner  and  outer  carton 
abutting  the  corresponding  edges  of  similar  ele- 
ments throughout  their  entire  lengths. 


2.017.381 

DEVICE  FOR  CLEANING  AND  POUSHING 

METALUC  SHEETS 

AlTm  F.  Warden.  Gary,  Ind.,  aaslgnor  to  American 

Sheet  and  Tin  Plate  Company,  a  corporation 

of  New  Jersey 

Application  October  17.  1934.  Serial  No.  748.721 

2  Claims.    (CL51— 18) 


1.  In  a  device  for  cleaning  and  polishing  me- 
tallic sheets,  a  conveyer  for  supplying  an  ab- 
sorptive medium  to  said  device,  a  conveyer  for 
removing  the  absorptive  medium  after  it  has 
been  utilized  by  said  device,  a  conduit  connected 
to  said  second  named  conveyer,  said  conduit  pro- 
viding a  reservoir  at  each  of  its  ends,  a  screw  con- 
veyer in  said  conduit,  a  feed  tube  connected  be- 
tween said  first  named  conveyer  and  the  adja- 
cent end  of  said  conduit,  and  overflow  means 
associated  with  said  feed  tube  for  diverting  ex- 
cessively fed  absorptive  medium  therefrom. 


2J174S2 
TRIMMING  MECHANISM  FOR  SEWING 
MACHINES 
John  M.  Washburn,  West  Hartford.  Conn.,  as- 
signor   to    The    Merrow    Bfachine    Company. 
Hartford.  Conn.,  a  corporation  of  Connecticut 
Application  Jannary  24,  1935.  Serial  No.  3,317 
5  Claims.     (CL  112—126) 


1.  A  trimming  mechanism  for  sewing  machines 
including  in  combination,  an  oscillatory  carrier 
having  an  arm  extending  transversely  to  its  plane 
of  movement  and  provided  with  a  groove,  a  cutter 
holder  and  a  nut,  each  having  a  tongue  to  match 
the  groove  in  the  arm  of  the  carrier  and  slldable 
therein,  and  a  screw  extending  through  the  holder 
to  engage  the  nut  whereby  tightening  of  the  screw 
will  clamp  the  holder  to  the  arm. 


2.017.383 
BLIND  OFF  VALVE 
Franlc  J.  Winterson.  Lockport.  111.,  and  Andrew 
T.  Dudley  and  John  Carlstrom,  Fort  Arthur, 
Tex.,  assignors  to  The  Texas  Company,  New 
York,  N.  T.,  a  corporation  of  Delaware 
Application  September  10,  1932.  Serial  No.  632,494 
1  Claim.    (CI.  251— 91) 


JLl 


~J» 


A  valve  device  comprising  a  pair  of  pipes  con- 
nected in  a  pipe  line,  a  valve  body  comprising  a 
pair  of  clamping  members  connecting  said  pipes 
each  of  said  clamping  members  being  secured  to 
the  end  of  one  of  said  pipes,  a  ball  valve  disposed 
between  said  clamping  members  and  having  a  pas- 
sage therethrough,  seats  for  said  valve  in  the  ends 
of  said  pipes,  means  for  rotating  said  valve,  bolts 
connecting  said  clamping  members  and  adapted 
when  tightened  up  to  draw  the  clamping  members 
together  and  to  force  said  valve  rigidly  onto  its 
seats,  the  arrangement  being  such  that  the  valve 
may  be  rotated  to  open  and  close  the  passage 
through  said  pipes  upon  loosening  said  bolts,  and 
one  of  said  clamping  members  being  provided  with 
a  transverse  opening  opposite  the  passage  in  said 
valve  so  that  an  operator  can  determine  when  said 
valve  is  in  its  closed  position  by  directly  observing 
said  valve  passage  through  said  opening. 


2,017384 

APPARATUS  FOR  STRIPPING  INGOT 

MOLDS 

David  P.  Anderson.  Pittsburgh,  Pa. 

Application  October  19,  1933.  Serial  No.  694,317 

1  Oaim.     (a.  22—95) 


\\\  ■  m 


Apparatus  for  stripping  an  ingot  mold  having 
a  plug  in  its  bottom  ccxnprising  a  carriage  sup- 
ported by  an  overhead  crane,  a  pair  of  hoisting 
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links  pivoted  on  said  carriage,  a  pair  of  oppositely 
threaded  elongated  nuts  slldably  disposed  in  said 
carriage  in  vertical  juxtaposition,  a  double  act- 
ing screw  in  threaded  engagement  with  said  nuts, 
means  associated  with  said  overhead  crane  for 
rotating  said  screw,  a  ram  connected  to  the  low- 
ermost of  said  elongated  nuts,  interiocking  means 
on  said  ram  and  said  hoisting  links  for  restrain- 
ing the  latter  from  separation  when  said  ram  is 
in  a  predetermined  position,  and  means  for  ro- 
tating said  screw  in  such  manner  as  to  cause  saia 
ram  to  move  downwardly  when  said  links  are 
moving  upwardly  with  respect  to  said  carriage. 


2.017385  _^^ 

APPARATUS  FOR  STRIPPING  INGOT 
MOLDS 
David  P.  Anderson.  Pittsburgh,  Pa,.  "»Jr?«'  *f 
The    Alliance    Machine    Company,    Alliance, 
Ohio,  a  corporation  of  Ohio  *«,.,« 

AppUcitfon  October  19.  1933    Serial  No.  694.318 
2  Claims.     (0.22—95) 


with  respect  to  each  other,  and  blank  feeding 
means  including  blank-engaging  cross-feed  rolls 
located  in  the  pass  with  their  a»s  lengthwise 
thereof,  said  feed  rolls  being  conical  and  present- 
ing portions  extending  lengthwise  of  the  pass  for 
contact  with  the  blank  longitudinally  thereof  to 
Umit  bulging  of  the  blank  and  to  apply  extraneous 


2    Apparatus  for  stripping  ingot  molds  com- 
prising   a   carriage   supported   by   an   overhead 
crane    a  pair  of  hoisting  links  pivoted  to   said 
carri^e.  a  yoke  adapted  for  vertical  movement 
with  respect  to  said  carriage,  said  yoke  beirig 
movable  by  said  overhead  crane,  a  freely-float- 
ing  cam  pivoted  to  each  of  the  ends  of  said  yoke, 
and  means  on  said  freely-floating  cams  for  grip- 
ping the  metal  of  the  ingot,  said  cams  being  de- 
void of  mechanical  connection  with  said  carriage 
and  having  surfaces  adapted  to  fulcrum  on  me 
top  of  the  ingot  mold  in  such  manner  as  to  dis- 
pose said  last  named  means  in  contact  with  the 
ingot,  whereby  the  ingot  Is  caused  to  move  up- 
wardly with  respect  to  said  ingot  mold  solely  by 
the  fulcnimlng  movement  of  said  freely-float- 
ing cams. 

2,017,386 
APPARATUS  FOR  FORMING  TUBULAR 
BLANKS 
Brvant  Bannister,  Mount  Lebanon.  Pa. 
AppUcIuon  ^mber  21,  1933,  Serial  No.  690,475 
1  Claim.     (CI.  80—13) 
In  an  apparatus  for  expanding  a  tubular  metal 
work-piece  the  combination  of  a  conical  mandrel, 
conical  reducing  rolls  disposed  in  cooperative  re- 
lation with  the  mandrel  to  form  a  pass  and  cause 
the  blank  to  bulge  laterally  away  from  the  man- 
drel and  to  move  the  metal  of  the  blank  helicaUy, 
said  reducing  rolls  having  their  wall-reducing 
portions  materially  longer  than  their  individual 
remaining  portions  and  substantially  divergent 


feeding  forces  to  the  blank  for  assisting  both  the 
longitudinal  and  peripheral  components  of  the 
movement  of  the  metal,  said  ^eed  rolls  being 
peripherally  grooved  for  furthering  the  longitudi- 
nal component  and  having  their  contact  surfaces 
spaced  a  materially  greater  distance  from  the  lon- 
gitudinal center  line  of  the  pass  than  the  corre- 
sponding surfaces  of  said  reducing  rolls. 


2.017.387  _  ,„ 

APPARATUS  FOR  PROCESSING  TUBULAR 
METAL  WORK-PIECES 

Bryant  Bannister,  Mount  Lebanon.  Pa. 

AppUcation  September  21. 1933,  Serial  No.  690,476 

1  Claim.     (CI.  80—13) 


In  an  apparatus  for  elongating  a  tubular  metal 
work -piece  the  combination  of  an  elongated  cy- 
lindrical mandrel,  reducing  rolls  disposed  in  co- 
operative relaUon  with  the  mandrel  to  form  a 
pass  ana  cause  the  blank  to  bulge  laterally  away 
from  the  mandrel  and  to  move  the  metal  of  the 
blank  helically,  said  reducing  rolls  including  a 
conical  wall  reducing  portion  and  a  cyUndrical 
reeUng  portion  with  their  wall-reducing  portions 
materially  longer  than  their  individual  remain- 
ing portions  and  substantially  convergent  with 
respect  to  each  other,  and  blank-feeding  means 
including  blank -engaging  cross  feed  rolls  Includ- 
ing  elongated  conical  portions  and  cylindncal 
portions   located   in  the  pass  with  their   axes 
lengthwise    thereof,    said    feed    rolls    extending 
lengthwise  of  the  pass  for  contact  with  the  blank 
longitudinally   thereof  to  limit  bulging  of   the 
blank  and  to  apply  extraneous  feeding  forces  to 
the  blank  for  assisting  both  the  longitudinal  and 
peripheral  components  of  the  movement  of  the 
metal  said  feed  rolls  having  their  elongated  coni- 
cal portions  peripherally  grooved  for  furthering 
the   longitudinal   component  and  having  their 
contact  surfaces  spaced  a  materially  greater  dis- 
tance from  the  longitudinal  center  line  of  the 
pass  than  the  corresponding  surfaces  of  said  re- 
ducing rolls. 
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2,0173M 
METHOD  AND  APPARATUS  FOB  MANUFAC- 
TURING SEAMLESS  PIPES  AND  TUBES 

Bryant  Bannister,  Moant  Lebanon,  Pa. 

Application  Jue  21.  1934.  Serial  No.  731.772 

15  Claims.     (CL  80—13) 


*  1.  Apparatus  for  manufacturing  seamless  pipes 
and  tubes  compriMng,  in  combination,  a  plurality 
of  metal-working  rolls  and  an  Intermediately  dis- 
posed mandrel,  the  cooperating  contact  swriwces 
of  said  rolls  and  mandrel  being  constructed  and 
arranged  to  provide  a  pass  in  which  the  several 
values  of  the  el«nentary  length  increments  of  the 
metal  of  the  work-piece  are  progressed  geo- 
metrically. 

5.  The  method  of  manufacturing  seamless  pipes 
and  tubes  which  includes  the  steps  of  helically 
advancing  a  tubular  work-piece  through  a  pass 
defined  by  a  plurality  of  metal-working  rolls 
wherein  successive  increments  are  formed  by  the 
successive  roll  contacts,  and  working  the  tubular 
work -piece  in  such  manner  that  the  mean  width 
of  each  of  its  elementary  length  increments  so- 
formed  are  in  geometrical  progression. 


2.017.389 

MILL  MANDREL  BAR 

William  Bark.  James  V.  Mazorie.  and  Olof   F. 

Olson,  Gary.  Ind..  assignors  to  National  Tube 

Company,  a  corporation  of  New  Jersey 

Application  Jane  2.  1932,  Serial  No.  615.017 

2  Claims.    ICI.  80—13) 

1.  A  mandrel  bar  including  a  plurality  of  super- 
imposed tub^s.  a  plurality  of  spaced  annular 
and  apcrtured  bracing  members  arranged  in  cir- 
cumferential allnement  between  said  tubes,  a 
mandrel  supporting  pin  carried  at  one  end  of  said 
tubes,  a  water  pipe  within  the  iimermost  one  of 
sa'd  tubes,  means  for  supporting  said  pipe  at 
said  tuk>es'  axes,  a  compressed  fluid  i^ik  in  said 
water  pipe  and  communicating  with  the  extreme 
end  cf  said  pin  and  apertures  in  the  walls  of  £dl 
the  inner  ones  of  said  tubes. 


2.017,390 
CONTROL 
James  H.  Barse,  Lakewood,  Ohio 
Application  February  6.  1934.  Serial  No.  710,019 
1  Claim.     (CI.  198— 27) 
A  control  for  the  comblnatic«i  of  an  endless 
conveyer  having  a  driving  motor  and  a  mecha- 
nism for  individually  transferring  loads   away 
frwn  said  convejrer,  said  control  including  the 
combination   of    manually   operable   means   for 
starting  said  motor,  means  responsive  to  opera- 
tion of  said  conveyer  a  predetermined  extent  for 


automatically  stopping  said  motor,  means  re- 
sponsive to  operation  of  the  second  named  means 
for  rendering  the  first  named  means  inoperative 


and  means  responsive  to  operation  of  said  trans- 
ferring mechanism  a  predetermined  extent  for 
rendering  the  first  named  means  operative. 


2.017,391 

INSECnCIDAL   AND  FLTNGICIDAL 

COMPOSITION 

Arthur     George     Vale     Berry,     Pointe-a-Pierre, 

Trinidad,    British    West    Indies,    assignor    to 

Trinidad  Leaseholds,  Limited,  London.  England 
No    Drawing.      Application    December   22.    1933. 

Serial  No.  703,666.    In  Great  BriUin  November 

15,  1933 

13  Claims.     (CI.  167— 22) 

1.  The  process  of  producing  compositions 
adapted  to  be  used  £is  insecticides  and  fungicides 
and  otherwise  for  agricultural  and  horticultural 
purposes  which  comprises  dissolving  free  sulphur 
in  the  product  obtained  by  acidifying  alkali  wash 
liquors  which  have  been  employed  In  the  refining 
of  crude  hydrocarbon  oils  of  a  character  yielding 
products  suitable  for  use  as  fuels  in  internal  com- 
bustion engines,  separating  the  oily  layer  con- 
taining the  acidic  bodies  from  the  aqueous  layer 
and  treating  the  oily  layer,  if  necessary,  with  a 
weak  alkali  in  order  to  convert  the  naphthenic 
acids  into  their  corresponding  salts. 


2.017.392 

VEmCLE  STOP 

Shenoan  J.  Blake,  Conneaut.  Ohio 

AppUcation  N^^-^nher  20    i"-"*    s— «tU  No.  644.857 

4  Claims.     (CI.  214—123) 


1.  The  combination  of  a  vehicle  passage,  a 
reciprocative  and  rotative  shaft  substantially 
paralleling  said  passage,  shock  absorbing  means 
arranged  in  connection  with  said  shaft,  an  arm 
fixed  on  said  shaft  and  stationary  means  in  slid- 
ing rotative  association  with  said  shaft. 
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2  017.393 

PIPE  TESTING  MACHINE 

John  J.  Boax.  McKeesport.  and  John  A.  Miller. 

Brentwood.   Pa.,   assignors   to   National   Tube 

Company,  a  corporation  of  New  Jersey 

ApplicaUon  April  16,  1934.  Serial  No.  720368 

3  Claims.     (CI.  73—51) 


1.  A  pipe  testing  machine  Including  the  com- 
bination of  spaced  rotary  mounts  arranged  in 
axial    alinement,   rotary   carriers   arranged   be- 
tween said  mounts  in  axial  alinement  therewith 
and  constructed  for  the  horizontal  carriage  of 
the  pipes  to  be  tested,  bored  reciprocable  heads 
arranged  on  one  of  said  mounts  for  registration 
with  pipes  carried  by  said  carriers,  means  in- 
cluding individual  valves  for  said  heads  for  sup- 
plying the  latter  with  fluid  under  testing  pres- 
sure, reciprocable  rams  arranged  on  the  other  of 
said  mounts  for  registration  with  said  pipes,  fluid 
motors  individually  operatively  associated  with 
said  rams,  means  including  individual  valves  for 
said  motors  for  supplying  the  latter  with  operat- 
ing fluid,  means  for  successively  opening  the  sec- 
ond named  valves  as  said  pipes  are  moved  past  a 
predetermined  position  by  said  carriers,  means  for 
thereafter  successively  opening  the  flrst  named 
valves,  means  for  successively  reciprocating  said 
heads  towards  said  pipes  prior  to  the  opening  of 
the  flrst  named  valves,  means  for  successively 
closing  the  flrst  named  valves  as  said  pipes  are 
moved  past  a  second  predetermined  point  by  said 
carriers,  means  for  thereafter  successively  clos- 
ing the  second  named  valves,  and  means  for  suc- 
cessively reciprocating  said  heads  away  from  said 
pipes  after  the  first  named  valves  are  closed. 


2,017.394 
METAL  CASTING 
John    J.    Boax,    McKeesport.    Pa.,    assignor    to 
National  Tube  Company,  a  corporation  of  New 
Jersey 

ApplicaUon  April  16.  1934.  Serial  No.  720,869 
1  Claim.     (CT.  22—79) 


of  said  second  portion  at  spaced  positions,  all  of 
said  passages  being  straight  and  opening  through 
the  bottom  of  said  body. 


2,017.395 

RAIL  JOINT 

James  K.  Boyd,  Wilklnsburg,  and  Frank  F.  SUck. 

North  Braddock,  Pa. 

Application  April  16.  1934,  Serial  No.  720,896 

2  Claims.    (CI.  238—206) 


A  teeming  nozzle  for  molten  metal,  including  a 
refractory  body  shaped  for  insertion  in  the  nozzle 
opening  of  a  tundish  and  having  a  top  construct- 
ed to  provide  a  central  upstanding  portion  through 
which  a  passage  is  formed,  and  a  second  portion 
that  concentrically  surrounds  said  central  portion 
and  which  has  a  sloping  top  edge  that  spirals 
downwardly  around  the  same,  other  passages  be- 
ing formed  through  said  body  parallel  to  the  first 
named  passages  so  as  to  open  into  the  top  edge 


1.  A  rail  joint  comprising,  in  combination,  a 
pair  of  rails,  a  combined  chair  and  fish-plate 
member  connecting  said  rails,  said  combined 
chair  and  fish-plate  member  comprising  a  base 
portion  of  laterally  tapering  thickness  and  fish- 
plate portions,  said  fish-plate  portions  having 
inwardly  extending  portions  overlying  the  base 
fianges  of  said  rails  and  upstanding  web-engag- 
ing portions,  said  inwardly  extending  portions  of 
said  fish-plate  portions  overlying  the  base 
fianges  of  said  rails  being  pro\aded  with  al- 
ternate projections  and  depressions  so  as  to  form 
definite  points  of  contact  and  intermediate 
spaces  of  contrafiexure  for  the  rails,  a  wedge 
adapted  to  cooperate  with  the  laterally  tapering 
thickness  of  the  base  portion  of  said  chair  for 
adjusting  said  rails  vertically  with  respect  to  the 
fish-plate  portions,  a  bolt  adapted  to  extend 
through  the  rail  and  said  fish-plate  portion,  nuts 
for  locking  said  bolt  in  adjusted  position,  and 
an  extension  on  said  bolt  which  contacts  said 
wedge  whereby  the  latter  is  forced  by  the  move- 
ment of  said  bolt. 


2  017  396 

SHOWER  BATH  ATTACHMENT 

Percy  Brown.  Chicago,  111. 

Application  February  7.  1935,  Serial  No.  5,481 

1  Claim.     (CL  4—145) 


In  an  attachment  of  the  class  described,  a 
bracket  having  a  f  rusto-conical  member,  a  shower 
including  a  pipe  extending  through  the  frusto- 
conical  member,  and  a  wedge  for  insertion  in  said 
member  to  hold  said  pipe  in  different  adjusted 
positions. 
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BfETHOD  AND  APPARATUS  FOR 

WELDING  TUBES 

Hdnrieh  Ease^,  Hllden,  Germany 

AppUcation  JaniuuT  13.  1933,  Serial  No.  651.610 

In  Germjuiy  May  23, 1932 

7  Claims.     (CL  2«5— 9) 


1.  A  method  of  welding  tubes  in  which  air  is 
supplied  for  heating  the  tube  and  for  removing 
slag  from  the  welding  place,  characterized  by  the 
feature  that  immediately  before  the  welding  place 
the  air  flows  in  a  direction  opposite  to  the  draw- 
ing direction. 


2.tl7498 

BfANUFACTURE  OF  POROUS  RUBBER 

Marie  FakUai,  Milan.  Italy,  aarignor  to  Society 

Italiana  Pirelli.  Milan,  Italy 

Application  September  19. 1933.  Serial  No.  694.163 

In  Italy  September  20.  1932 

34  Claims.     (CL  1»— 53) 


k 


1.  A  process  for  the  manufacture  of  sponge 
rubber  or  articles,  more  especially  moulded  ar- 
ticles, composed  thereof,  which  consists  in  co- 
agulating an  aqueous  rubber  dispersion  in  the 
presence.  In  distribution  through  the  mass  of  dis- 
persion, of  a  temporary  pore- forming  core  ma- 
terial consisting  of  beads,  grains,  pellets  or  frag- 
ments of  a  substance  which  is  capable,  while  Ln 
distribution  through  the  dlsperson.  of  remaining 
solid  at  normal  temperatures  and  is  soluble  or 
coUoidally  dispersible  by  action  of  hot  water  or 
prolonged  action  of  cold  water  upon  it.  and  there- 
after extracting  the  core  material  so  m  to  leave 
a  porous  product. 


2.017.399 
COOKING  AND  LIKE  APPARATUS 
Herbert  Dan  Galvin.  EweU,  England,  assignor  ol^ 
one-third    to    Geoffrey    Reginald    Devereaax 
Shaw,  Northampton.  England,  and  one- third 
to  Watidn  Lindsay  WatUns,  Surrey,  England 
AppUcaUon  October  23,  1931.  Serial  No.  570,722 
In  Great  Britain  July  10.  1931 
14  Claims.     (CL  126—272) 


1.  In  combination  with  a  treatment  chamber, 
a  plurality  of  endless  conveyors  for  passing  a  se- 
ries of  articles  through  the  chamber,  means  for 


supporting  said  conveyors  within  the  treatment 
chamber,  means  for  moving  said  supporting 
means,  means  for  moving  the  endless  conveyors 
relatively  to  the  supporting  means  and  means  for 
retaining  the  articles  on  said  conveyors  through- 
out substantially  the  entire  path  of  travel  of  the 
conveyors. 


2.017.400 

MASSAGING  APPARATUS 

Sigurd  Hdyer,  Oslo.  Norway 

Application  November  27.  1933.  Serial  No.  699.957 

In  Sweden  December  12.  1932 

1  Claim.    (O.  128—60) 


An  article  of  manufacture  for  the  purpose  of 
massaging  large  body  surfaces  comprising  a 
squat,  substantially  circular,  solid  body  of  heavy 
metal,  the  under  side  of  said  body  constituting 
the  working  surface,  said  under  surface  being 
convex  and  increasing  In  curvature  from  the  cen- 
ter toward  the  edges  thereof,  the  upper  side  of 
said  body  being  substantially  flat  and  having  a 
short  rigid  upstanding  handle  mounted  thereon, 
the  average  thickness  of  said  body  in  a  vertical 
direction  being  not  more  than  one  half  the  horl- 
aontal  diameter  of  said  body,  the  center  of  grav- 
ity of  the  body  being  a  substantial  distance  below 
the  upper  flat  surface  of  the  body,  and  the  weight 
of  said  body  in  itself  being  substantially  great 
enough  to  exert  the  necessary  massaging  pres- 
sure. 


2.017.401 
DISTILLATION  OF  READILY  VOLATILIZABLE 

METALS 
Friedrich  Johannsen,  Bfagdebarg.  Germany,  as- 
signor to  the  firm  Fried.  Kmpp  Gnisonwerk 
Aktiengesellflchaft.  Magdebarg-Buckaa  Ger- 
many 
Original  application  February  2.  1933.  Serial  No. 
654.965.  Divided  and  this  application  October 
12.  1933.  Serial  No.  693.372.  In  Germany  Feb- 
mary  12,  1932 

7  Claims.     (O.  266—18) 


^££i 


1.  An  apparatus  for  the  distillation  of  readily 
volatilizable  material  such  as  zinc,  cadmium,  and 
the  like,  comprising  a  rotary  furnace,  a  retort 
disposed  in  said  furnace  for  rotation  therewith,  a 
condenser  mounted  for  rotation  with  said  furnace 
and  being  at  least  partially  disposed  therein, 
means  for  feeding  material  to  be  distilled  into 
said  furnace  and  through  said  retort,  means  for 
conducting  the  distillation  vapors  into  the  con- 
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denser  at  a  point  in  said  furnace  where  the  con- 
denser and  the  material  being  treated  are  above 
the  temperature  of  condensation  of  said  vapors, 
whereby  precipitation  of  said  vapor  on  said  ma- 
terial Is  prevented,  and  means  independent  of 
said  condenser  for  discharging  the  residue  of  the 
distillation  process. 


2,017.402 

PROCESS  OF  PRODUCING  SOLID  FUEL 

BRIQUETTES 

Gustav  Komarek  and  Walter  J.  Chapman,  Chi- 
cago. 111.,  assignors  to  Komarek-Greaves  and 
Company,  Chicago,  111.,  a  corporation  of  IIU- 

nois 
AppUcation  August  3.  1933,  Serial  No.  683,540 
10  Claims.     (CL  44—15) 


1.  The  process  of  producing  solid  fuel  bri- 
quettes which  comprises  bringing  together  a  solid 
fuel  combustible,  a  carbohydrate  and  gluten  con- 
taining binder  which  becomes  coagulated  or  gela- 
tinized by  the  application  of  heat,  and  water  un- 
der conditions  to  prevent  premature  coagulation 
or  gelatinlzation  of  the  binder,  continuously  agi- 
tating the  mixture  to  spread  the  binder  and  si- 
multaneously heating  the  mixture,  controlling  the 
temperature  of  the  mixture  to  remove  excess  wa- 
ter and  bringing  the  binder  to  a  coagulated  or 
gelatinized  state,  thereby  forming  a  plastic  bri- 
quettable  mass,  and  briquetting  the  plastic  bri- 
quettable  mass. 

2,017.403 

METHOD  OF  PROCESSING  SHEET  METAL 

Edwin  T.  Lorig  and  Carl  E.  Moore,  Gary,  Ind.. 

assignors   to    American    Sheet    and    Tin   Plate 

Company,  a  corporation  of  New  Jersey 

Application  November  13.  1933,  Serial  No.  697.864 

3  Claims.     (CL  29—18) 


1.  The  method  of  cold-working  sheet  metal 
which  includes  passing  the  work-piece  through 
the  rolls  of  a  mill  and  simultaneously  delivering 
a  liquid  lubricant  into  the  area  of  initial  reduc- 
tion of  the  rolls  of  the  mill,  the  liquid  lubricant 
being  under  high  pressure  and  in  quantities  su- 
perfluous to  that  required  to  form  a  mere  film, 
the  delivery  of  the  liquid  lubricant  taking  place 
only  on  that  side  of  the  mill  on  which  the  work- 
piece  is  entering  whereby  the  exiting  work -piece 
is  substantially  free  therefrom. 

459  O.   G.— 3G 


2.017,404 

CONVEYER  TROLLEY 

Frank  W.  Lorig,  Lakewood.  Ohio 

Application  December  8,  1933,  Serial  No.  701,555 

2  CUims.     (CL  104—93) 


1.  In  a  conveyer  trolley,  a  trolley  frame  com- 
prising a  continuous  yoke  having  a  recess  in  each 
of  its  outer  sides,  a  cover  plate  for  each  of  said 
recesses,  thrust  bearings  associated  with  said 
cover  plates,  radial  bearings  within  said  recesses, 
a  shaft  joumaled  in  said  radial  bearings  and 
abutting  said  thrust  bearings  in  said  cover  plate. 
a  trolley  wheel  affixed  to  said  shaft,  a  hanging 
member  integral  with  said  yoke,  cable  clamping 
means  associated  with  said  hanging  member,  and 
a  conveyer  hook  pivotally  mounted  on  said  hang- 
ing member. 

2.017.405 

DISPENSING  CONTAINER 

Vincent  PanUlone.  New  Haven,  Conn.,  assignor  to 

National  Folding  Box  Company,  New  Haven, 

Conn.,  a  corporation  of  New  Jersey 

Application  May  18,  1932.  Serial  No.  611.962 

11  Claims.     (CI.  206—58) 


1.  A  dispensing  container  for  roll  material  in- 
cluding in  combination,  a  body  portion  mclud- 
ing  paperboard  side  walls  and  a  paperboard  bot- 
tom wall,  and  substantially  flat  disc  pieces  seated 
against  the  ends  of  said  roll  strip  and  accessible 
from  the  exterior  of  the  body  portion  for  manip- 
ulating and  revolving  said  roll. 


2.017,406 
DISPENSING  CONTAINER 
Gilberi  S.  Gmber,  Cambridge,  Mass.,  assignor  to- 
National  Folding  Box  Company,  New  Haven. 
Conn.,  a  corporation  of  New  Jersey 
AppUcation  July  15.  1932,  Serial  No.  622,607 

4  Claims.  (O.  206—52) 
1  A  dispensing  container  for  a  rolled  strip  in- 
cluding in  combination,  a  body  portion  formed 
from  a  single  blank  of  paperboard  material,  said 
body  jxirtion  comprising  side  walls  and  a  bottom 
wall,  and  a  dispensing  device  Inserted  within  said 
body  portion  and  housing  the  rolled  strip,  said 
device  comprising  a  tubular  member  having  a  top 
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wall  supporting  the  unrolled  portion  of  the  strip, 
the  rear  edge  of  said  top  wall  being  arranged  and 


operative  to  guide  the  unrolled  portion  of  said 
strip  forwardly  into  dispensing  position. 


2.017.407 
REGULATING  DEVICE  FOR  FORCED 
AIR  REGISTERS 
Stanley  Hart.  New  Britain,  and  Juiius  Carlson. 
Hartford,  Conn^  assiirnors  to  Tnttle  &  Bailey. 
Inc.  New  Britain,  Conn.,  a  corporation  of  Con- 
necikmt 
Application  February  24.  1934,  Serial  No.  712,697 
4  Claims.     (CL  98—106) 


.M 


■AJ 


4,  A  control  device  for  a  forced  air  register 
comprising  a  grill,  a  valve  member  hinged  to  said 
grill  and  movable  from  one  to  the  other  of  two 
operative  positions  to  cover  or  uncover  said  grill, 
and  means  for  moving  said  valve  member  from 
one  to  the  other  of  its  two  positions  comprising 
a  screw  threaded  shaft  rotatably  but  axially 
immovably  mounted  on  said  grill,  means  for  ro- 
tating said  shaft,  a  nut  on  said  shaft  axially 
movable  with  respect  to  but  restrained  against 
rotation  therewith,  said  nut  having  a  lug.  an 
adjustable  abutment  member  for  limiting  the 
movement  of  said  nut  comprising  a  plate  adjust- 
ably mounted  on  said  frame  adapted  to  engage 
said  lug,  means  for  securing  said  plate  In  ad- 
justed position,  and  an  operative  connection  be- 
tween said  nut  and  said  valve  member. 


2.017.408 
COBIPRESSION  OF  CORROSIVE  GASES 
Rndolph  Leonard  Hasche,  Red  Bank.  N.  J.,  as- 
signor   to    American    Smelting    and    Refining: 
Company.  New  York.  N.  Y..  a  corporation  of 
New  Jersey 
Application  November  6.  1930.  Serial  No.  493.722 
18  Claims.     (CL  230—208) 
2.  In  a  system  for  compressing  corrosive  gases, 
a  first  compressor  stage,  a  second  compressor 
stage,  a  cooling  device  receiving  gas  from  said 
first  stage,  a  water  separator  receiving  gas  from 
said    cooling    device    for    separating    the   water 


therefrom,  said  second  stage  receiving  gas  from 
said  separator,  a  path  between  the  outlet  of  the 
second  stage  and  the  inlet  of  the  second  stage 
between  said  second  stage  and  separator,  where- 

I  mm  mmf  tm  ■■  »a  \  J/mtrmeM 


by  the  condition  of  the  gas  In  the  outlet  of  the 
second  stage  Is  used  to  cause  the  gas  entering  the 
second  stage  to  hold  all  its  water  In  the  vapor 
phase. 


2.017,409 
BAG  FRAME 
William    C.    Hiering.    Millbum    Township.    Essex 
County.  N.  J.,  assignor  to  J.  E.  Mergott  Com- 
pany, Newark.  N.  J.,  a  corporation  of  Delaware 
AppUeaUon  February  3.  1933.  Serial  No.  655.065 
1  CUim.     (CL  150—29) 


In  a  hand  bag,  a  bag  frame  comprising  frame 
members  hingedly  connected  together,  each  of 
said  members  being  made  from  a  channelled 
strip  of  material  bent  into  a  U -shape  having  a 
longitudinal  section  and  leg  members,  the  longi- 
tudinal section  being  in  the  form  of  an  out- 
wardly opening  channel  adapted  to  receive  and 
be  crimped  over  the  bag  material,  the  free  edges 
of  the  leg  members  being  pressed  together  to  form 
substantially  tubes  adapted  to  overlie  the  gussets 
of  the  bag  material,  the  upper  ends  of  the  leg 
memt)er8  being  cusped  to  provide  a  neat  fit  when 
the  longitudinal  section  is  crimped  to  hold  the 
bag  material. 


2.017.410 
BAG  FRAME 

WiUiam  C.  Hiering,  Newark.  N.  J.,  assignor  to  The 
J.  E.  Mergott  Company.  Newark.  N.  J.,  a  cor- 
poration of  Delaware 
Application  July  25.  1934.  Serial  No.  736.815 

3  Claims.     (CI.  150—29) 
1.  In  a  handbag,  a  pair  of  outwardly  opening 
channelled  main  frame  members  of  substantially 
U -shape,  each  of  said  frame  members  having  a 
bottom  wall  and  inner  and  outer  walls,  an  aux- 
,   illary  frame  member  for  each  of  said  main  frame 
members,  said  auxiliary  frame  member  having  a 
I  depending   tab  abutting  the  inner  wall   of   the 
frame  member  and    provided   with    projections 
passing  through  apertures  in  the  bottom  wall  of 
the  frame  member,  bag  covering  material  pass- 
ing over  the  outer  side  wall  and  clamped  between 
the  side  walls  of  the  main  frame  member,  said 
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auxiliary  frame  member  extending  over  said  bag 
covering  material  and  the  outer  side  wall,  and 


slide  fastening  devices  attached  to  said  auxiliary 
frame  members. 


2,017.411 
BOTTLE  CROWNER 
James  Kantor,  Chicago.  III.,  assignor  to  The  Liq- 
uid Carbonic  Corporation.  Chicago,  III.,  a  cor- 
poration of  Delaware 
Original  application  December  29.  1932.  Serial  No. 
649.275.     Divided  and  this  application  June  9. 
1933.  Serial  No.  674.994 

9  Claims.     (CL  226 — 84) 


r  -It  I  \  f  « 


tUiJ-:. 


1.  A  crowning  unit  for  bottle  filling  machines 
comprising  a  member  adapted  for  reciprocation. 
a  crown  crimper  earned  by  said  member,  latch- 
ing means  for  positively  connecting  said  crimper 
with  said  member,  means  moved  by  engagement 
with  the  crown  for  positively  moving  said  latch- 
ing means  to  releasing  position  to  permit  rela- 
tive movement  between  said  crimper  and  said 
member  and  means  movable  relatively  to  said 
latching  means  for  engaging  and  locking  said 
latching  means  in  engaging  position  during  a 
predetermined  portion  of  the  movement  of  said 
member. 


'\  «i 


2.017.412 
HEDDLE  FRAME 
John  Jacob  Kaufmann,  Elkins  Park.  Pa.,  assignor 
to  Steel  Heddle  Manufacturing  Company,  Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
Application  June  13,  1934,  Serial  No.  730,416 

14  Claims.     (CL  139—92) 

1.  A  supporting  device  for  the  heddle  bars  of 

loom  harne.ss  frames  including  a  bolt  member. 

said  bolt  member  having  a  threaded  portion,  a 

complementally  threaded   member   mounted  on 


said  bolt  member  ahd  having  an  annular  shoul- 
der, a  pair  of  plates  between  which  said  shoulder 


is  positioned,  and  screws  mounted  in  the  rail  of 
the  frame  for  securing  said  plates  in  position. 


2,017,413 

OPERA  PUMP  HOLDING  RACK 

Frank  A.  La  Mort.  Bronx,  N.  Y. 

AppUcation  April  5.  1934.  Serial  No.  719,065 

8  Claims.     (CL  211—35) 


1.  An  opera  pump  holding  means  comprising 
a  supporting  cross  bar.  a  pump  supporting  rack 
affixed  to  said  cross  bar  and  extending  outwardly 
and  at  a  slight  upward  angle  therefrom,  said  rack 
comprising  a  substantially  U -shaped  member 
formed  of  wire  and  having  two  widely  spaced 
pump  vamp  engaging  means  thereon  and  a  loop 
connecting  said  vamp  engaging  means. 


2.017.414 

SEATING  ABUTMENT  FOR  CONTAINER 

CARRIERS 

George  H.  Liebegott.  Duncansville.  Pa. 

Application  August  1.  1934.  Serial  No.  737.883 

7  Claims.     (CL  105—366) 


1.  In  a  container  carrier,  fixed  attachments  at 
the  edges  of  the  carrier  lioor  defining  corner  seats 
for  a  relatively  large  container,  and  abutments 
pivotally  mounted  on  the  carrier  at  said  attach- 


560 


OFFICIAL  GAZETTE 


OcToHKK 15, 1935 


ments,  said  abutments  being  normally  housed  be- 
neath the  level  of  the  top  of  the  floor  and  being 
swlngable  to  raised  positions  wherein  they  form 
irith  said  fixed  attachments  comer  seats  for  a 
relatively  small  container. 


2.017.415 
HAND  BAG 
Mordie  L.  Lindy,  Irringion.  N.  J.,  aaaignor  to  J.  E. 
Mergott  Company,  Newark.  N.  J.,  a  corporation 
of  Delaware 

AppUcaUon  July  19.  1932.  Serial  No.  623.342 
1  Claim,     (a.  150—28) 


In  a  frameless  hand  bag,  an  Inner  pocket,  a 
strip  positioned  in  the  bottom  of  the  hand 
bag  tor  reenf  orclng  the  bag  and  maintaining  the 
shape  thereof,  said  btrlp  being  provided  with  piv- 
oting arms  for  the  inner  pocket,  said  arms  being 
secured  to  said  pocket,  and  means  for  securing 
the  arms  of  said  strip  to  the  oppositely  disposed 
ends  or  gussets  of  the  hand  bag. 


2.017.416 
SANITARY     APPLIANCE     SUCH     AS     WASH 
BASINS.  BIDETS,  SINKS,  BATHS,  AND  THE 
LIKE 
Charles    Mallet    and    Henri    Charles    Cooetoax, 
Paris,    France,    assignors    to    EtabUssements 
Jacob  Delafon  Compagnie  Ceramiqae  de  Pou- 
iUy-sor-Saone    et    Behroye,    Paris.    France,    a 
company  of  France 
AppUcation  March  30,  1934,  Serial  No.  718.138 
In  France  April  6,  1933 
11  Claims.     (CI.  4—199) 


1.  In  a  sanitary  appliance  such  as  a  wash 
basin,  a  wash  basin  body  having  a  basin,  an  emp- 
tying duct,  an  overflow  duct  and  a  discharge 
duct,  these  three  ducts  having  from  their  inlet 
to  their  outlet  openings  a  constant  section  and 
smooth  walls,  the  overflow  duct  being  connected 
to  the  emptying  duct  by  curves  of  large  radius, 
a  valve  having  a  vertical  axis  mounted  in  the 
emptsring  duct  and  controlling  the  orifice  of  the 
said  duct,  a  guiding  member  having  a  vertical 


axis  movably  mounted  in  the  overflow  duct,  a 
rigid  rod,  guided  by  the  guiding  member,  engag- 
ing in  the  overflow  duct  and  actuating  the  valve, 
this  rigid  rod  having  a  shape  corresponding  to 
that  of  the  curves,  connecting  the  overflow  duct 
with  the  empt3rlng  duct. 


2,017.417 
GARBAGE.  ASHES.  AND  REFUSE  DISPOSAL 
AND  LAND  RECLAMATION  PROCESS 
Lewis  M.  McCarthy.  Jamaica,  N.  T. 
No  Drawing.    Application  November  6.  1933, 
Serial  No.  696.922 
1  Claim.     (CL  61—35) 
In  the  process  of  disposing  of  garbage,  ashes 
and  refuse,  the  steps  of  digging  a  trench,  burying 
garbage,  ashes  and  refuse  at  the  bottom  of  said 
trench,  digging  an  adjacent  trench,  depositing 
the  soil  dug  from  the  second  trench  on  top  of 
the  garbage,  ashes  and  refuse  deposited  on  the 
bottom  of  the  flrst  trench,  burying  garbage,  ashes 
and  refuse  at  the  bottom  of  said  adjacent  trench 
and  digging  an  additional  adjacent  trench  and 
depositing  the  soil  from  said  additional  adjacent 
trench  on  the  top  of  the  garbage,  ashes  and  ref- 
use deposited  in  the  flrst  adjacent  trench. 


2.017.418 

OIL  BURNER 

Thomas     Henry    McCaaley,    Toronto,    Ontario, 

Canada,   assignor   of   one- half   to    Morley   H. 

Brenls.  Toronto,  Ontario,  Canada 

ApplicaUon  December  29,  1933.  Serial  No.  704.457 

6  Claims.    (CL  122— 451) 


1.  An  open  topped  steam  generator,  a  water 
supply  duct  leading  Into  the  generator  bottom,  a 
pressure  control  chamber  extending  over  the  open 
top  of  the  generator,  means  for  heating  the  gen- 
erator and  control  chamber  to  convert  the  water 
into  steam,  a  valve  for  controlling  the  water  sup- 
ply, a  drain  valve  in  the  water  supply  duct,  and 
means  for  automatically  opening  the  drain  valve 
on  the  closing  of  the  water  supply  valve  and  for 
closing  the  drain  valve  on  the  opening  of  the 
water  supply  valve. 


2.017.419 
CUSHIONING  DEVICE 
Jean  Mercier,  Neullly-siir-Selne.  France 
Application  December  16.  1932,  Serial  No.  647,627 
In  France  December  30,  1931 
IClahn.    (CL  267—35) 
A    cushicming    device    between    two    members 
whose  relative  displacements  are  to  be  damped 
comprising  a  substantially  tubular   deformable 
casing  of  flexible  material  bounded  at  its  ends  by 
two  rounded  beaded  edges,  at  each  end  of  said 
casing  an  inner  plate,  means  for  securing  said 
inner  plate  to  said  corresponding  member,  and  an 
annular  external  guides  ay  of  rounded  section  ex- 
tending in  the  adjacent  faces  of  each  inner  plate 
and  of  the  corresponding  member  and  having 
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walls  diverging  from  the  adjacent  surfaces  of  said 
plate  and  member  at  the  inner  end  of  said  guide- 

— It---- 


way   to   the   free   edges   of   said   guideway   and 
adapted  to  guide  said  beaded  edges  of  said  casing. 


2.017.420 
ELECTRIC  TURNTABLE 

Louis  Pauiero  and  Alfonso  M.  Paulero, 

Baltimore.  Md. 

Application  November  28,  1934.  Serial  No.  755.214 

8  Claims.     (CL  40— 33) 


1.  A  device  of  the  class  described  comprising  in 
combination,  a  base,  a  sub-base  bed  plate  spaced 
therefrom  but  connected  thereto,  a  plurality  of 
platforms  adapted  to  operate  together  and  rotate 
in  the  same  direction,  another  platform  disposed 
above  the  first-mentioned  platforms  In  a  station- 
ary position,  a  manikin  mounted  above  the  last 
mentioned  platform  and  adapted  to  actuate 
thereon  distinctly  from  the  said  first  mentioned 
platforms,  a  motor  on  the  bed  plate,  mechanism 
operated  by  the  motor  for  operating  said  first- 
mentioned  platform  and  manikin,  and  advertis- 
ing displays  carried  by  the  platforms. 


a  sheet  metal  resihent  barrel,  the  diameter  of 
which  is  sUghtly  greater  than  the  diameter  of  the 
hole  into  which  it  is  to  be  pressed  and  than  that 
of  its  nut,  and  provided  with  a  center  or  hub, 
and  with  three  or  more  bendable  arms  extending 
symmetrically  from  the  center  or  hub  forming  the 
resilient  barrel,  the  ends  of  each  arm  being  bent 
to  form  a  finger,  the  portions  of  said  fingers  by 
which  they  are  cormected  to  the  barrel  together 


2.017,421 

CRIMP  NUT 

Lawrence  M.  Post.  Drexel  Hill.  Pa.,  assignor  to 

Henry  B.  Newhall  Corporation,  Garwood,  N.  J.. 

a  corporation  of  New  Jersey 

Application  April  16.  1934.  Serial  No.  720.880 

2  Claims.     (CI.  85— 40) 
1.  A  crimp  nut  adapted  to  withstand  the  rela- 
tively heavy  strains  and  stresses  of   supporting 
work  on  a  sheet  metal  partition,  or  similar  sheet 
metal  support,  comprising  a  screw  threaded  nut. 


forming  a  resilient  self-centering  head  adapted 
to  center  the  crimp  nut  in  a  circular  hole  in  a 
sheet  metal  support  and  insure  that  the  longi- 
tudinal axis  of  the  crimp  nut  coincides  with  the 
longitudinal  axis  of  the  hole,  so  that  the  work  to 
be  supported  will  be  held  flat  and  true  against  the 
sheet  metal  support,  and  means  to  secure  the 
screw  threaded  nut  and  resilient  sheet  metal  bar- 
rel together. 

2.017,422 
DEVICE  FOR  APPLYING  GRANULAR 
MATERIALS 
Orlando  D.  Shonnard.  Upper  Montclair.  N.  J.,  as- 
signor  to    Joseph   Dixon   Cmcible    Company, 
Jersey  City,  N.  J.,  a  corporation  of  New  Jersey 
AppUcation  Febmary  4,  1935,  Serial  No.  4,771 
5  aaims.     (CL  221—32) 


1.  A  device  for  applying  granular  material  c» 
surfaces,  comprising  a  reservoir  having  resilient 
walls  and  a  threaded  mouth,  a  closure  threaded 
into  the  mouth  of  the  reservoir,  the  inner  end 
of  said  c'osure  having  a  recess,  a  plug  in  the  Irmer 
end  of  said  closure,  a  tubular  nozzle  rotatably 
mounted  in  said  closure  with  its  inner  extremity 
pressed  against  said  plug  to  close  it,  the  inner 
portion  of  said  nozzle  having  an  aperture  in  the 
side  wall  thereof,  resilient  means  located  In  said 
recess  for  laterally  pressing  the  inner  portion  of 
the  nozzle  against  the  wall  of  the  recess,  said  wall 
of  the  recess  serving  to  close  the  aperture  in  the 
inner  end  of  the  nozzle  when  the  nozzle  is  turned. 

2.017.423 
APPARATUS  FOR  CLEANING  TIRE  MOLDS 

George  L.  Walker,  Jersey  City,  N.  J.,  assignor  to 
Air   Reduction    Company,   Incorporated,   New 
York,  N.  Y.,  a  corporation  of  New  York 
Application  Angost  17,  1933,  Serial  No.  685.521 
10  Claims.     (CL  263 — 5) 
1.  A  machine  for  cleaning  tire  molds  compris- 
ing a  substantially  horizontal  turntable  for  re- 
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volving  a  tire  mold ;  mechanism  operable  to  shift 
a  tire  mold  on  the  turntable  to  bring  the  axis  of 
the  tire  mold  in  line  with  the  axis  of  the  turn- 
table and  hold  it  in  centered  position;  mechanism 
for  rotating  the  turntable  at  a  substantially  uni- 
form speed;  a  support;  a  torch  holder  carried  by 


the  support  and  movable  with  respect  to  the  sup- 
port to  bring  said  torch  holder  into  position  to 
hold  a  torch  over  the  tire  mold  with  the  end  of 
the  torch  In  position  to  direct  diverging  flame 
jets  against  the  wall  of  the  tire-receiving  recess 
while  the  mold  revolves  with  the  turntable. 


2.117.424 

APPARATUS  FOB  TESTING  RAILROAD 

SIGNAL  SYSTEMS 

Archie  D.  WhauMnd.  Philadelphia,  Pa. 

Apiklicakioii  Jane  27,  1934.  Serial  No.  732.573 

9  Claims.     (CI.  246 — 63) 


1.  ApiMtratus  for  testing  a  railroad  signal  sys- 
tem comprising  a  plurality  of  separate  track  cir- 
cuits, a  test  circuit  adapted  for  connection  with 
any  one  of  said  track  circuits,  said  test  circuit 
including  a  code  transmitting  device  for  inducing 
eode  signals  in  a  prescribed  succession  in  the 
track  circuits,  means  for  selectively  initiating  a 
teat  on  any  one  of  said  track  circuits,  and  circuit 
eontrcdllng  means  for  governing  the  operation  of 
said  code  transmitting  device,  said  circuit  con- 
trolling means  serving  to  postpone  a  test  so  Initi- 
ated on  one  of  said  track  circuits  while  a  similar 
test  is  being  performed  on  another  of  said  track 
circuits,  and  automatically  to  set  the  initiated 
test  In  operation  at  the  completion  of  the  test 
in  progress. 


2.017.425 

FRICTION  TESTING  MACHINE 

Harley  T.  Wheeler,  Dallas.  Tex. 

AppUcation  March  30.  1931.  Serial  No.  526.287 

14  Claims.  (CL  73—51) 
4.  A  testing  machine  having  a  frame  within 
which  are  formed  two  stuflBng  boxes  with  packing 
glands,  a  movable  rod  extending  through  the 
aforesaid  assembly  substantially  as  described,  said 
stulBng  boxes  adapted  to  receive  rod  packing 
Hunples.  means  to  supply  fluid  to  said  boxes  under 


regulated  pressure,  and  means  to  impress  pressure 

Eigainst  said  packing,  means  to  measure  the  force 
necessary  to  move  said  rod.  said  frame  having  a 
plurality  of  openings,  a  plurality  of  tubes  each 
having  one  open  end.  pressure  indicating  gauges 


aflflxed  to  the  other  end  of  said  tubes,  the  open 
ends  of  said  tube?  being  Inserted  through  said 
passages  into  various  portions  of  said  packings, 
said  gauges  indicating  the  Internal  pressures  ex- 
isting at  the  location  of  the  open  ends  of  said 
tubes. 


2,017.426 

BEVERAGE  CONTAINER 

Renx  Willeke.  Bronx.  N.  Y.,  assii^nor  to  Bepco. 

Inc.,  New  York,  N.  Y. 

Application  September  1.  1933.  Serial  No.  687.753 

1  Claim.    (CL  225 — iO) 


In  a  liquid  storing  and  dispensing  container 
having  a  bottom  formed  with  an  opening,  a 
raised  and  threaded  flange  encircling  said  open- 
ing within  said  tank,  a  screw  plug  having  its 
upper  edge  bevelled,  and  a  small  Ice  tank  remov- 
ably held  in  said  container  by  engagement  of 
its  flanged  lower  end  with  the  bevelled  edge  of 
said  plug,  a  nut  for  locking  the  parts  In  their 
relative  position,  a  charge  valve  and  tube  for 
charging  the  liquid  in  said  container  with  a  gas 
and  to  dispense  the  beverage  from  said  container, 
and  a  relief  valve  at  the  top  of  said  container  to 
release  any  surplus  of  pressure  In  the  con- 
tainer. 


2.017.427 
BOTTLE  HOLDER 
Philip  K.  Williams.  Glmstonbnry,  Conn.,  assirnor 
to  The  J.  B.  Williams  Company.  Glastonbury. 
Conn.,  a  corporation  of  Connecticut 
Application  September  2.  1930.  Serial  No.  479J307 
1  Claim.     (CI.  215— 12) 
In  combination,  a    metallic  casing  having  a 
flat  side  and  a  bottom,  a  bottle  corresponding  la 
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shape  to  the  casing  and  snugly  received  therein, 
the  bottom  of  the  bottle  engaging  the  bottom  of 
the  casing,  the  bottle  being  formed  with  a  sub- 
stantially rectangular  depression  on  the  lower 
portion  of  the  flat  side  thereof  corresponding  with 
the  flat  side  of  the  casing,  the  metal  of  the  cas- 


ing being  slit  along  lines  homologous  to  two  op- 
posite parallel  sides  of  the  depression  in  the  bot- 
tle and  a  projection  of  the  casing  constituting 
the  metal  between  the  slits  fltted  in  the  depres- 
sion of  the  botUe  to  set  up  an  interlock  between 
the  bottle  and  the  casing. 


2.017,430 

CIRCLE  CUTTING  OR  WELDING  MACHINE 

James  L.  Anderson.  Closter,  N.  J.,  assignor  to  Air 

Reduction  Company.  Incorporated,  New  York, 

N.  Y.,  a  corporation  of  New  York 

ApplicaUon  October  10.  1933,  Serial  No.  692,971 

13  Claims.     (CI.  266—23) 


2.017.428 
PROTECTION  OF  METAL  SURFACES 

John  A.  Almquist.  Wilmington.  Del.,  assignor,  by 
mesne  assignments,  to  E.  I.  du  Pont  de  Nemours 
Si  Company,  Wilmington,  Del.,  a  corporation 
of  Delaware 
No  Drawing.     Application  October  7,  1930, 
Serial  No.  487.095 
13  Claims.     (CI.  23—239) 
1.  In  a  process  involving  the  handling  of  hot 
gaseous  ammonia  the  method  of  affording  protec- 
tion to  metallic  surfaces  subject  to  attack  by  hot 
gaseous  ammonia  which  comprises  covering  said 
surfaces  with  an  ammonia-decomposing  catalyst. 


2.017.429 
CIRCLE  CUTTING  OR  WELDING  MACHINE 

James  L.  Anderson.  Closter,  N.  J.,  assignor  to  Air 
Reduction  Company,  Incorporated,  New  York, 
N.  Y.,  a  corporation  of  New  Y'ork 
Application  October  10,  1933,  Serial  No.  692,969 
14  Claims.     iCl.  266— 23) 


1.  A  torch  cutting  or  welding  machine  com- 
prising a  fixed  standard;  a  frame  supported  by 
the  standard  and  rotatable  thereon  about  an  axis 
normal  to  the  plane  of  the  work;  a  bar  parallel 
to  the  plane  of  the  work  and  supported  inter- 
mediate its  ends  for  longitudinal  movement  with 
respect  to  said  frame  by  bearing  means  on  the 
frame  adjacent  the  standard:  releasable  clamp- 
ing means  on  the  frame  for  preventing  longitudi- 
nal movement  of  the  bar;  and  a  driving  wheel 
connected  with  the  bar  in  position  to  run  on  the 
surface  of  the  work  and  rotate  the  bar  about  said 
axis  normal  to  the  work. 


'■''*'■■■■ — ■ — — C-»— 
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1.  A  circle  cutUng  or  welding  machine  includ- 
ing a  center  post;  a  radius  arm  connected  to  the 
center  post;  a  torch  holder;  a  connection  between 
the  torch  holder  and  the  radius  arm;  means  for 
causing  the  radius  arm  to  rotate  about  the  center 
post  so  that  the  torch  holder  describes  a  circle 
around  the  center  post;  and  means  for  causing 
the  torch  holder  to  describe  a  circle  around  an- 
other axis  when  the  radius  arm  is  stationary. 


2,017,431 
GUARD  FOR  ELECTRIC  FANS 
Oscar  M.  Anderson  and  Fred  W.  Juengst,  New 
Britain,  Conn.,  assignors  to  Landers.  Frary  & 
Clark,   New   Britain,  Conn.,  a  corporation   of 
Connecticut 
AppUcaUon  February  24.  1933.  Serial  No.  658,335 
2  Claims.     (CI.  230—275) 


1.  A  guard  for  a  rotatable  fan  blade  structure 
comprising  front,  circumferential  and  rear  sec- 
tions said  front  and  rear  sections  comprising  an 
inner  ring  concentric  to  the  blade  structure,  an 
outer  ring,  a  plurality  of  intermediate  rings  dis- 
posed concentrically  of  said  Inner  and  outer  rings 
and  In  spaced  relation  thereto,  said  Intermediate 
rings  being  also  spaced  one  from  the  other,  means 
extending  from  the  Inner  to  the  outer  rings  and 
secured  thereto  and  to  the  intermediate  rings  for 
holding  the  rings  in  concentric  relation,  said  cir- 
cumferential  section  comprising  a  plurality  of 
spaced  apart  rings,  and  means  secured  to  said 
rings  and  integral  with  said  first  means  for  hold- 
ing the  rings  in  spaced  apart  relation. 
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2.017.432 
REFINING  LUBRICATING  OILS 
WlttUun  Herbert  Bahlke,  Hammond.  Ind.,  assignor 
to  Standard  Oil  Comimny,  Chicaffo,  111.,  a  cor- 
poration of  Indiana 
Application  Noyember  21.  1932.  Serial  No.  643,5S6 
6  Claims.     (CL  196—13) 


1.  A  process  of  producing  lubricating  oil  from 
oil  containing  parafflnoid  and  non-parafflnoid 
components  which  comprises  mixing  liquid  pro- 
pane and  dichlorethyl  ether  with  said  oil  and  sep- 
arating the  solution  of  non-parafflnoid  compo- 
nents in  said  dichlorethyl  ether  from  the  solu- 
tion of  parafflnoid  components  in  said  liquid  pro- 
pane. 


2.017,433 

FOOT   STOOL  AND  THE  LIKE 

Frederick  Doaglas  Carrington,  South  Croydon, 

England 

AppUcation  January  23.  1934,  Serial  No.  707.894 

In  Great  Britain  January  31.  1933 

S  Claims.     (CL  155>-169) 


'// 


a 


~S^^^^ 


5.  A  footstool  embodying  therein  a  body  por- 
tion of  box  like  form,  a  normally  horizontal  top 
closure  of  a  length  to  engage  the  ends  of  the 
top  of  said  body  portion,  and  of  a  width  less 
than  that  of  said  body  portion,  means  carried 
by  said  body  pcxtion  for  adjustably  supporting 
said  closure  through  means  upon  said  closure 
co-operating  with  said  last  mentioned  means,  and 
an  inclined  foot  rest  within,  and  adjacent  one 
end  of  said  body  portion,  said  foot  rest  and  clo- 
sure pnyvldlng  simultaneous  support  for  the  legs 
and  feet  of  a  user. 


2.017.434 
PACKER  AND  SETTING  TOOf. 
Waltw  L.  Church.  Houston,  Tex. 
Application  January  2.  1934.  Serial  No.  704391 
11  Claims.    (CL  166—10) 
1.  A  packer  and  setting  tool  comprising  a  tubu- 
lar packer  support,  an  expansible  packer  there- 
on, a  setting  xUpple  connected  to  the  packer,  a 
ring  nut  arranged  to  be  threaded  to  the  packer 
support  and  to  be  detached  therefrom,  a  setting 
string,  having  a  slldable  and  non-rotatable  con- 


nection with  the  ring  nut  and  a  housing  adapted 
to  be  supported  on  the  packer  support  and  to  sup- 


port the  string  and  having  a  swlveling  connection 
with  the  string. 


2,017.435 

PRESSURE  GAUGE 

Victor  Ey.  New  York,  N.  Y. 

Application  October  16,  1933,  Serial  No.  693.717 

11  Claims.     (CL  73—31) 


7.  A  pressure  gauge  Including  an  inner  tubu- 
lar shell  having  a  longitudinally  extending 
grooved  portion  provided  with  a  notch  at  its  low- 
er end.  an  outer  transparent  tubular  shell  fitting 
thereover  and  intimately  contacting  with  the 
portion  of  the  outer  shell  lying  beyond  the 
grooved  portion  of  the  inner  shell,  heads  closing 
the  opposite  ends  of  the  shells  to  define  a  pres- 
sure chamber  and  a  gauging  chamber,  the  for- 
mer being  of  greater  cross  sectional  area  than 
the  latter  and  said  chambers  commimicating  at 
their  lower  ends  through  the  notch,  a  gauging 
liquid  in  said  chambers,  the  lower  head  having 
a  pressure  intake  leading  into  the  pressure  cham- 
ber above  the  normal  level  of  the  liquid  and  the 
upper  head  having  a  vent  from  the  upper  end 
of  the  gauging  chamber,  and  an  outer  casing 
connecting  said  heads  and  having  a  sight  slot 
extending  longitudinally  thereon  and  located  in 
alignment  with  the  grooved  portion  of  the  inner 
shell,  said  outer  casing  extending  beyond  the 
upper  head  and  defining  therewith  a  pocket,  a 
compressible  elAstlcally  expansible  element  filling 
said  pocket  when  expanded,  said  element  having 
a  vent  opening  registering  with  the  upper  head 
vent  and  a  cap  fitted  over  the  upper  end  of  the 
casing,  threadedly  engaged  therewith  and  hav- 
ing a  central   opening  defining  a  vent  and   a 


OCTOBKB  15. 193& 


U.  S.  PATENT  OFFICE 


565 


plunger  loosely  extending  through  said  cap  vent 
opening  and  having  an  inner  enlarged  head  of 
greater  size  than  the  cap  vent  and  seated  against 
the  compressible  element. 


2,017.436 

WEEDING  DEVICE 

Henry  L.  Gebhardt,  CUffslde  Park,  N.  J. 

Application  January  16.  1935.  Serial  No.  1,982 

6  CUims.     (CI.  254—132) 


1.  A  weed  pulling  device  comprising  a  body 
member  having  a  forked  end  for  straddling  the 
stem  of  the  weed  and  an  integral  portion  having 
a  groove  for  receiving  the  roots  of  the  weed, 
said  groove  merging  into  the  V  of  the  forked  end 
for  receiving  the  root  of  the  weed  as  the  same  is 
withdrawn  from  the  ground. 


2.017.437 
ANTIRAVEL  KNITTED  FABRICS  AND 
METHOD  OF  PRODUCING  THEM 
George  W.   Goetsch,  Elkins  Park,   and   Otto  F. 
SmeUna.  Philadelphia.  Pa.,  assignors  to  Quaker 
Hosiery  Company.  Philadelphia,  Pa.,  a  corpora- 
tion of  Pennsylvania 
AppUcation  November  12,  1932.  Serial  No.  642,345 
12  Claims.     (CI.  66—198) 

-^-Jr3S\k  /l^(t*^'°lk  yWLsT"^  3BL  ^X 
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1.  Anti-ravel  fabric  comprising  plain  knit 
courses:  and  intervening  lock  stitch  rows  each 
composed  of  two  courses,  and  one  having  con- 
tiguous loops  thereof  doubled  with  each  other, 
and  the  other  course  having  certain  loops  thereof 
trebled  with  the  doubled  loops  of  the  first  course. 


2.017.438 

IMPULSE  TRANSMITTER 

Harold  W.  GofP,  Great  Neck.  N.  Y..  assignor  to 

Bell  Telephone  Laboratories.  Incorporated.  New 

York.  N.  Y..  a  corporation  of  New  York 

AppUcation  March  29,  1934.  Serial  No.  717,962 

2  Claims.     (CI.  179—90) 


1  A  call  transmitter  mechanism  comprising 
an  annular  number  plate,  a  mounting  for  said 
mechanism  provided  with  a  flange  for  mounting 


said  number  plate,  a  shaft  Joumaled  in  said 
moimting,  a  fingerwheel  carried  by  said  shaft 
in  superposed  spaced  relation  to  said  number 
plate  and  provided  with  an  annular  groove,  a 
ring  resting  on  the  irmer  edge  of  said  number 
plate  and  extending  therefrom  into  the  groove 
in  said  fingerwheel,  said  ring  constituting  a  bar- 
rier between  said  number  plate  and  said  finger- 
wheel, and  means  for  securing  said  ring  on  the 
inner  edge  of  said  number  plate. 


2  017  439 
CEMENT  GROUT  MIXING  MACHINE 
George  Wentworth  Grayson.  Darling  Point,  near 
Sydney,  Australia,  assignor  of  one-foorth  to 
Ronald  Butler  Hinder,  lindfield,  near  Sydney, 
Australia,  one-fourth  to  John  Thomas  McKee, 
Sydney,  Australia,  and  one-fourth  to  Edmund 
Percival  Weber,  Turramuna,  near  Sydney, 
AustraUa 

AppUcation  October  20,  1932.  Serial  No.  638,756 

In  AustraUa  October  31,  1931 

2  Claims.     (CL  83—73) 


1.  In  a  cement  mixing  machine  the  combina- 
tion including  a  distributing  channel,  a  shaft  ro- 
tatably  mounted  within  the  distributing  channel, 
a  plurality  of  helically  arranged  agitating  and 
conveying  blades  on  the  shaft  within  the  dis- 
tributing channel,  means  for  maintaining  a  par- 
ticular Inclination  of  the  agitating  and  distribut- 
ing channel  including  a  post  hinged  at  one  end 
to  the  machine  and  mounted  in  the  same  ver- 
tical axis  as  the  axis  of  radiation  of  the  distribut- 
ing channel,  a  swivel  head  on  the  post,  an  ad- 
justable guy  extending  from  the  post  supporting 
S€Ud  distributing  channel,  means  for  maintaining 
the  swivel  head  in  alignment  with  the  support- 
ing guy,  an  adjustable  stay  hinged  to  the  machine 
and  the  said  post,  and  means  to  rotate  the  agi- 
tator in  the  channel. 


2,017.440 
PURIFICATION  OF  HYDROGEN  PEROXIDE 
Alfred  T.  Hawldnson.  NUgara  Falls.  N.  Y.,  as- 
signor to  The  E.   I.  du  Pont  de  Nemours   & 
Company,   Incorporated,   Wilmington,   DeL,    a 
corporation  of  Delaware 

No  Drawing.    AppUcation  April  19,  1933, 
Serial  No.  666.929 
14  Claims.     (CI.  23 — 207) 
3.  A  process  for  the  purification  of  a  hydrogen 
peroxide  solution  comprising  adjusting  the  acid- 
ity of  said  solution  to  a  pH  value  of  1.4  to  3.5 
and  adding  thereto  a  colloidal  sol  of  stannic  oxide 
to  precipitate  stannic  hydroxide  therein. 


2.017,441 
SECURING  MEMBERS  FOR   SELF-SUPPORT- 
ING STRUCTURAL  BUILDING  UNITS 

Guy  F.  Kotrbaty,  New  York,  N.  Y.,  assignor  to 
Fer-O-Con  Corporation,  Bryn  Mawr,  Pa.,  a  cor- 
poration of  Delaware 
AppUcation  November  17.  1933.  Serial  No.  698,433 
8  Claims.     (CI.  72—115) 
3.  Sheet  metal  keying  members  for  composite 
structural  supporting  members,  including  spaced 
head  sections,  each  comprising  flanged  sides  in- 
tumed  towards  each  other;  a  web  member  Join- 
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ing  the  head  sections  and  substantially  In  the 
central  longitudinal  axis  of  the  Inner  segments 
of  the  head  sections;  the  said  head  sections  and 


intermediate  web  sections  severally  comprising 
spaced,  parallel  sheet  sections,  and  one  of  the 
head  sections  having  a  longitudinal  slit  in  the 
external  face  thereof. 


2.017.442 

DISTILLATION   OF  FRAGMENTARY 

MATERIALS 

Samuel  Moore,  HoyUke,  England 

AppUcation  April  30,  1932.  Serial  No.  608.545 

In  Great  Britain  April  30.  1931 

2  Claims.     (CI.  202— 117) 


JQk: OL I..    :\ibr'.*i-k'' 


1.  In  an  apparatus  for  destructively  distilling 
coal,  shale  and  the  like  material,  a  horizontal  re- 
tort having  a  feed  opening,  means  for  feeding 
material  through  said  opening  to  the  retort,  an 
endless  chain  conveyor  provided  with  spaced 
push  plates  and  having  upper  and  lower  runs 
movable  through  said  retort,  a  platform  Inter- 
mediate the  runs  of  the  conveyor  beneath  said 
opening,  an  inclined  partition  plate  having  one 
end  plvotally  attached  to  said  platform,  a  pres- 
sure plate  pivoted  to  said  partition  plate  at  its 
opposite  end,  said  partition  and  pressure  plates 
being  located  intermediate  the  runs  of  the  chain 
conveyor. 


2.017.443 
ADVERTISING   SIGN 
Richard  Orth.  Philadelphia.  Pa.,  assignor  to  Gill 
Glmm  A   Fixture  Company,   a  corporation   of 
Delaware 

AppUcation  July  29.  1931,  Serial  No.  553,733 
6  Claims.     (CL  40—131) 


6.  In  an  advertising  sign,  a  one-piece  blown 
globe  body  of  crystal  glass  having  a  circular  bead, 
a  convex  cover  plate  of  crystal  glass  having  its 
edges  bearing  on  the  sign  body  adjacent  the  bead 
and  a  split  ring  of  U-shaped  cross  section  receiv- 
ing the  bead  and  edge  of  the  cover  plate  to  se- 
cure the  cover  plate  in  position. 


2.017,444 
METHOD  OF  MAKING  ELASTIC  FABRIC 
Albert  E.  Page,  Brooklyn,  N.  Y.,  assiirnor  to  Scott 
&   Williams,  Incorporated,  New  York,  N.  Y.,  a 
corporation  of  Massachusetts 
AppUcation  March  26.  1935,  Serial  No.  13.078 
11  Claims.     (CL  66 — 169) 


1.  That  method  of  making  elastic  textile  fabric 
which  comprises  as  steps  preparing  a  composite 
substantially  inextenslble  yam  including  a  strand 
of  normally  stretchable  material,  and  limiting 
means  operative  substantially  to  prevent  stretch 
of  said  strand,  manipulating  said  yarn  in  ac- 
cordance with  any  selected  procedure  thereby  to 
cause  said  strand  to  become  a  constituent  part  of 
a  textile  fabric  of  predetermined  type,  and  there- 
after rendering  said  limiting  means  substantially 
ineffective  so  as  to  free  the  stretchable  strand 
to  stretch  in  normal  manner  in  response  to  ap- 
plied stress 


2.017,445 
CIGARETTE  CASE  OR  SIMILAR  ARTICLE 
John  E.  Peterson.  Milford,  Conn.,  assignor  to  The 
Waterbary  Lock  A  Specialty  Company.  Milford, 
Conn.,  a  corporation 

Application  March  27.  1935.  Serial  No.  13,203 
2  Claims.     (0.200—41) 


1.  A  case  of  the  class  described,  comprising  a 
back  and  a  cover,  each  comprising  a  frame  formed 
w:th  an  Inwardly-extending  flange  and  with 
knuckles,  one  of  the  knuckles  of  each  frame 
formed  with  a  notch  in  its  outer  edge,  a  pintle 
extending  through  said  knuckles,  whereby  the 
frames  are  hinged  together,  plates  formed  with 
lugs  adapted  to  engage  with  the  said  flanges  and 
with  a  finger  adapted  to  engage  with  a  corre- 
sponding notch,  and  an  ornamental  surface  ap- 
plied to  the  outer  fsices  of  the  plates. 


2.017.446 

AIRCRAFT  AND  THREE-POINT  LANDING 

GEAR  FOR  SAME 

Igor  Sik<V8ky.  College  Point,  N.  Y.,  assignor,  by 
mesne  assignments,  to  United  Aircraft  Corpora- 
tion, a  corporation  of  Delaware 
ApplicaUon  April  12,  1929,  Serial  No.  354,552 
12  aaims.     (CL  244—2) 


2.  In  an  amphiblon.  a  body  boat,  a  plane  there- 
above  comprising  a  plurality  of  longitudinal 
frame  members,  axles  pivoted  to  the  body  boat 
at  opposite  sides  thereof  for  oscillatory  move- 
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ment  In  transverse  vertical  planes,  landing  wheels 
on  said  axles  adjacent  their  ends  remote  from 
their  pivot  points,  and  linkage  systems  adapted 
for  flexure  in  transverse  planes  interposed  be- 
tween one  of  said  frame  members  and  free  por- 
tions of  the  respective  axles,  the  members  of 
each  linkage  system  standing  in  substantial  align- 
ment when  the  wheels  are  in  operative  position, 
each  linkage  system  including  a  member  com- 
prising telescopic  elements,  and  means  to  con- 
tract said  telescopic  elements  to  move  the  mem- 
bers of  the  linkage  system  out  of  alignment  and 
thereby  move  the  axles  and  therewith  the  wheels 
to  an  upper  inoperative  position. 


2.017.447 

CUTTING  TOOL 

Charles  Wade  Simmons.  Bryan,  Tex. 

Application  September  22.  1933.  Serial  No.  690,606 

1  Claim.     (CL  30—11) 

(Granted   under   the   act   of   March   3.    1883,   as 

amended  April  30,  1928;  370  O.  G.  757) 


In  a  cutting  tool  of  the  character  described,  a 
blade,  and  a  handle  extending  centrally  from 
the  back  of  the  blade,  said  blade  having  a  pro- 
jection at  one  end  and  at  the  front  thereof  and  a 
second  projection  at  the  back  of  the  blade  extend- 
ing along  the  handle,  the  edge  of  the  blade  be- 
tween the  two  projections  being  sharpened  to  a 
contlnuou-s  cutting  edge  and  formed  in  an  abrupt 
concave  edge  and  a  convex  edge,  the  concave  cut- 
ting edge  being  distinctly  hook  shaped  and  ad- 
jacent the  first  mentioned  projection,  whereby 
materials  being  cut  will  not  slide  off  said  hook 
shaped  cutting  edge  before  being  severed,  and  the 
convex  cutting  edge  being  adjacent  the  second 
mentioned  projection. 


2.017,448 
METHOD  OF  MAKING  BEARINGS 
Berber  Stockfleth,  Niles.  Mich.,  assignor,  by  mesne 
assignments,  to  The  Cleveland  Graphite  Bronie 
Company.    Cleveland,    Ohio,    a   corporation   of 

Application  February  4,  1931.  Serial  No.  513,317 
4  Claims.     (CL  29—149.5) 


character  described,  which  consists  in  providmg 
a  backing  member  of  tough,  strong  material  such 
as  steel  roughly  formed  to  approximately  semi- 
cylindrical  shape  and  somewhat  greater  than  180 
degrees  in  transverse  extension,  applying  bear- 
ing metal  to  the  inner  surface  of  such  member 
and  compressing  the  rough  sleeve  between  suit- 
able die  members  with  sufficient  pressure  to  cause 
both  the  backing  member  and  the  lining  to  be 
projected  circumferentially  to  accurately  form  the 
inner  and  outer  surfaces  and  the  thickness  of 
the  sleeve,  and  completing  the  sleeve  by  trimming 
off  the  extending  edge  portions  of  both  the  back- 
ing and  the  lining  suflQciently  to  leave  a  sleeve 
having  a  transverse  extension  of  180  degrees  and 
whereby  the  original  side  edge  portions  are  elim- 
inated. 


1.  The  herein  described  method  of  making  a 
half-cylindrical  bi-metal  bearing    sleeve  of  the 


2,017,449 
SEPARATING  SHEET  MATERIAL 
Herbert  L.  Thompson,  East  Pepperell,  Mass..  as- 
signor to  Nashua  River  Paper  Company,  East 
Pepperell,  Mass.,  a  corporation  of  Massachu- 
setts 

No  Drawing.    Application  May  3.  1933, 
Serial  No.  669,207 
2  Claims.      (CL  91—68) 
1.  Material  for  use  as  a  separating  sheet  com- 
prising a  flexible  fibrous  sheet  coated  with  a  coat- 
ing solution  containing  approximately  140  parts 
by  weight  of  silicate  of  soda,  15  parts  by  weight  of 
glycerine,  and  a  relatively  small  amount  of  wax 
emulsion. 


2.017.450 
BAND  HEATER  RELEASE 

Anton  Van   Veen.   Brooklyn.  N.  Y.,  assignor  to 
American  Machine  &  Foundry  Company,  a  cor- 
poration of  New  Jersey 
Application  March  15,  1934,  Serial  No.  715,726 
5  Claims.     (CL  154—1) 


1.  The  combination  with  a  heater  unit,  of 
means  for  intermittently  feeding  a  continuous 
band  over  said  heater  unit  In  contact  therewith, 
and  mechanism  for  automatically  moving  the 
band  out  of  contact  with  said  heater  unit  when 
its  feed  is  interrupted. 


2.017.451 
PACKING  CASING  BOWL 
Harrv  P.  Wickersham.  Huntington  Park,  Calif., 
assignor    to    Baash-Ross    Tool   Company,    Los 
Angeles.  Calif.,  a  corporation  of  California 
Application  November  21.  1933.  Serial  No.  699,003 
12  Claims.     (CL  166—10) 
1.  In  a  casing  bowl,  a  tubular  body  adapted  to 
be  passed  over  a  casing,  ductile  packing  in  the 
body  for  packing  between  the  body  and  the  cas- 
ing, and  con  tract!  ble  members  at  the  opposite 
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ends  of  the  packing  Inltialiy  freely  passing  the 
casing  and  adapted  to  contract  under  pressure 


onto  the  casing  to  prevent  the  packing  from  es- 
caping along  the  casing. 

2J17.452 

RAILWAY  SIGNALING  SYSTEM 

Henry   S.  Yoanc,  Wilktnsbiirf ,  Pm^  aMdirxKur  to 

The  Unton  Switch  4k  Slciud  Company,  Swiaa- 

▼ale.  Pa.,  a  corporation  of  Pennayhrania 

AppUcation  Ancnst  10,  19S3,  Serial  No.  684^17 

Renewed  February  25,  1935 

5  Claims.     (CL  246—39) 

4, 
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1.  In  combination,  a  stretch  of  railway  track 
divided  into  blocks,  a  signal  of  the  searchlight 
t3rpe  for  each  block  arranged  to  indicate  proceed 
or  caution  according  as  current  of  normal  or  re- 
verse polarity  is  supplied  to  its  controlling  wind- 
ing, a  slow-releasing  relay  associated  with  each 
signal,  means  operating  when  a  signal  indicates 
proceed  or  caution  to  supply  current  of  normal 
relative  polarity  to  the  controlling  winding  of 
the  signal  next  in  the  rear  through  the  winding 
of  the  slow -releasing  relay  associated  with  the 
forward  signal,  means  operating  when  a  signal 
indicates  stop  to  supply  current  of  reverse  rela- 
tive polarity  to  the  controlling  winding  of  the 
signal  next  in  the  rear  through  a  back  contact  of 
the  slow-releasing  relay  associated  with  the  for- 
ward signal,  and  track  circuits  for  said  blocks  for 
controlling  said  signals. 

2.017.453 

EMBOSSED  LEATHER  AND  METHOD  OF 

PRODUCING  THE  SAME 

Kenneth  E.  BeD.  MarMehead,  Mass.,  assirnor  to 
A.    C.    Lawrence   Leather    Company,    Boston. 
Mass.,  a  corporation  of  Maine 
No  Drawing.    Application  Jane  17,  1933, 
Serial  No.  676.328 
17  Claims.     (CL  149—4) 
1.  That  improvement  in  methods  of  embossing 
hides  and  skins  which  comprises   treating  the 
un tanned  skin  with  tanning  material,  and  be- 
fore the  tanning  has  progressed  suflBclently  to 
set  the  surface  of  the  skin,  imparting  an  embossed 
surface  to  the  untanned  skin  and  thereafter  con- 
tinuing the  tanning  to  set  the  embossed  surface. 


2.017.454 

TORCH 

Fred  W.  Fnnke.  Oakland.  CaUf.;  dedicated  to  the 

free  use  of  the  Public 
AppUcaUon  December  14.  1932.  Serial  No.  647.146 

3  Claims.     (CL  158—42.1) 

(Granted   under  the  act  of  March   3,   1883,   a& 

amended  April  30,  1928;  370  O.  G.  757) 


M- 


ij 


1.  A  flame-throwing  torch  adapted  to  the  use 
of  cold  fuel  oil  comprising  a  nozzle  having  a  tur- 
bulence chamber  and  orifice,  a  hollow  coupling 
attached  to  said  nozzle  and  having  a  chamber 
smaUer  than  the  first  mentioned  chamber,  the 
said  chambers  being  adjacent  to  each  other  in 
the  assembled  device,  whereby  a  solid  stream  of 
fuel  oil  surrounded  along  its  outer  wall  by  a 
highly  aerated  section  of  fuel  oil.  is  projected 
from  the  nozzle,  means  to  convey  cold  fuel  oil 
under  pressure  to  said  chamlwrs  and  nozzle, 
means  to  automatically  stop  the  flow  of  fuel  oil 
when  the  pressure  is  terminated  and  means  to 
Ignite  the  aerated  oil  as  it  passes  from  the  ori- 
fice of  said  nozzle. 


2,017.455 

MACHINE  FOR  MOISTENING  CLOTH 

David  Geasner.  Worcester,  Mass. 

AppUcation  February  15.  1932.  Serial  No.  593,062 

7  Claims.     (CL  26 — 46) 


1.  In  a  cloth  moistening  machine,  a  rotatably 
mounted  perforated  cylinder,  and  a  suction  mem- 
ber mounted  In  fixed  supports  and  extending 
through  said  perforated  cylinder,  said  suction 
member  having  a  central  air  passage  and  having 
an  air-inlet  covered  by  a  mouth-piece  having  a 
longitudinally  slotted  convex  outer  surface  close- 
ly engaging  the  concave  inner  surface  of  said  per- 
forated cylinder,  and  said  mouth-piece  having 
an  inwardly  enlarged  air  passage  of  greater  width 
throughout,  than  the  width  of  said  slot  connecting 
the  longitudinal  slot  of  said  mouth-piece  with 
the  alr-lnlet  and  central  air  passage  of  said  suc- 
tion member. 
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2,017,456 

PORTABLE  WATER  TREATING  APPARATUS 

Austin  Gudmundsen,  Bfilwaukee,  Wis. 

Application  May  10,  1933,  Serial  No.  670,274 

6  Claims.    (CL  210—105) 


f      1^     16 
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3.  A  portable  water  treating  apparatus  com- 
prising, in  combination,  a  container  to  receive 
the  treated  water,  a  receptacle  to  receive  the  raw 
water  carried  by  the  container,  a  filter  barrel 
communicating  with  the  receptacle  and  tightly 
connected  thereto  depending  into  the  container, 
a  filter  support  spaced  from  the  lower  end  of  the 
barrel  providing  a  water  receiving  chamber,  a 
germicidal  filter  bed  carried  by  the  filter  support, 
a  second  filter  support  disposed  above  the  germi- 
cidal filter  bed.  an  activated  carbon  filter  bed 
carried  by  the  second  filter  support,  and  a  re- 
movable filter  support  disposed  above  the  acti- 
vated carbon  filter  bed  for  retaining  the  carbon 
in  position  when  subjected  to  a  fiow  of  water  in 
either  direction  and  a  standpipe  outside  the  filter 
barrel  for  dLscharging  the  water  from  the  filter 
bed,  said  standpipe  extending  upwardly  to  a  point 
above  the  filter  bed  to  maintain  a  water  level  in 
the  barrel  above  the  filter  bed. 


2,017,457 

CUTTER  CHAIN 

William  A.  Hamilton.  Birminfham.  Ala. 

Application  October  12,  1934.  Serial  No.  748.141 

3  Claims.     (CL  262—33) 


1.  A  cutter  chain  comprising  cutter  bit  links 
and  connecting  links  disposed  in  alternate  artic- 
ulated arrangement  throughout  the  length  of  the 
chain,  each  cutter  bit  link  having  a  respective 
centrally  extending  open  throated  projection  at 
the  two  extremities  therof  and  a  solid  bit  re- 
ceiving portion,  each  projection  having  a  bear- 
ing recess  therein,  each  of  said  connecting  links 
including  a  pair  of  plate  portions,  fianking  said 
projections  and  being  homogeneously  integrated 
by  spaced  pin  portions  adapted  to  be  received  in 
the  bearing  recesses  of  either  of  said  projections 
to  connect  the  cutter  bit  links  and  connecting 
links  together  substantially  free  from  end  or  side 
play  between  the  links. 


2  017  458 

RADIO  TRANSMITTING-RECEIVING 

CIRCUIT 

Warren  C.  Hill,  Grand  Island,  Nebr. 

AppUcation  March  23,  1932,  Serial  No.  600,767 

9  Claims.     (CL  250—13) 


1.  The  combination  of  commercial  telegraph 
printers  in  a  radio  telegraph  system  comprising 
a  master  transmitter,  a  plurality  of  stations,  each 
of  said  stations  comprising  a  regenerative  oscil- 
lating detector  with  an  inductive  frequency  de- 
termining circuit,  each  of  the  stations  being  nor- 
mally tuned  to  the  frequency  of  the  master  trans- 
mitter, and  means  at  each  station  operable  for 
transmitting  intelligence  to  all  stations  in  the 
system,  said  means  comprising  an  audio  fre- 
quency generator  for  keying  an  inductive  loop  in 
the  oscillating  circuit  for  varying  the  frequency 
an  audio  number  of  times  per  second  thereof, 
and  electro-mechanical  means  for  producing  a 
single  audible  note  for  operating  the  printer. 

2.017,459 

STENCIL  PRINTING  AND  FLOCKING 

MACHINE 

Hallett  D.  Howe,  North  Adams,  and  Stacy  T.  Lyon, 

West  Roxbury.  Mass. 

AppUcation  July  16,  1932.  Serial  No.  622,844 

AO  Claims.     (CL  101—115) 


1.  The  combination  with  suitable  work  feed- 
ing mechanism,  of  a  stencil  printing  mechanism, 
and  means  for  applying  flock  to  both  the  upper 
and  lower  faces  of  stencil  impressions. 

2,017,460 

CONTAINER  AND  METHOD  OF 

MANUFACTURE 

John  M.  HothersalL  Brooklyn.  N.  Y..  assignor  to 

American  Can  Company,  New  York,   N.  Y.,  a 

corporation  of  New  Jersey 

AppUcation  August  22.  1931.  Serial  No.  558.745 

7  Claims.     (CL  113— 121) 


1.  The  method  of  producing  an  easy-open  con- 
tainer adapted  to  be  opened  by  severance  of  a 
part  along  a  score  line,  which  comprises  scoring 
a  cover  blank  circularly  and  thereafter  forming 
said  blank  into  a  can  end  by  compression  of  the 
parts  at  and  adjacent  said  score  lines  so  as  to 
form  a  depressed  shoulder  and  a  seaming  fiange 
at  the  outer  side  of  said  line. 
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2.017,461 

BINDING  OB  COVEB  FOB  PEBIODICALS 

AND  THE  UKE 

William  Hull,  Blackbam.  Encland 

Application  October  2,  1933,  Serial  No.  691.849 

In  Great  Britain  October  7,  1932 

2  Claims.     (CI.  129 — 42) 


1.  A  binding  or  cover  for  periodicals  and  the 
like,  comprising  a  pair  of  spaced  cover  boards 
and  an  intermediate  attaching  plate,  a  flap 
hinged  externally  to  one  cover  board.  <ind  an  out- 
side pocket  on  the  other  cover  board  to  receive 
said  flap. 


2.017.462 

BOOK  TRIMMING  MACHINE 

Paul    E.    Kleineberf.    Eaaton.    Pa.,    assirnor.   by 

mesne  assimments.  to  T.  W.  A  C.  B.  Sheridan 

Company,  a  corporation  of  New  Yorii 

Application  January  13.  1932.  Serial  No.  586,338 

18  Claims.     (CI.  164 — 48) 


1.  In  a  book  trimming  machine,  the  combina- 
tion of  a  longitudinal  table  for  supporting  a  suc- 
cession of  stacks  of  books,  and  having  an  up- 
standing longitudinal  guide  or  wall  at  one  side 
against  which  the  back  edges  of  the  stacked  books 
may  abut  during  travel,  and  means  for  advancingi 
the  stacks  longitudinally  from  station  to  station? 
^fnr  ^^^^^  °^  said  table  in  abutting  contact 
with  said  guide,  trimming  mechanisms  disposed 
at  different  stations,  one  of  said  trimming  mech- 
anisms having  a  longitudinal  knife  for  trimming 
the  front  edges  of  the  stacked  books,  and  an- 
other of  said  trimming  mehanlsms  having  one 
or  two  transverse  knives  for  trimming  an  end 
edge  or  edges  of  the  stacked  books. 


2,017,463 

SWIMMING   DEVICE 

George  Komadlna.  Gallup.  N.  Mex..  assignor  of 

one-third  to  Tony  Ynrcic  and  one-third  to  Pete 

Mervosh,  both  of  Gallup.  N.  Mex. 

AppUcatlon  April  10.  1934,  Serial  No.  719.960 
2  aaims.     (CI.  9— 21) 

1.  In  a  swimming  device,  a  flat  main  plate  to  be 
attached  to  the  hands  or  feet  of  the  user  and 
having  adjacent  its  ends  round  openings,  a  hinged 
plate  longitudinally  arranged  and  centrally  posi- 
tioned on  the  main  plate,  flat  semi-circular  blades 
normally  resting  against  the  main  plate  and  hav- 
ing substantially  V-shaped  barrels  pivots  passing 
through  the  longitudinal  edges  of  the  hinged 
plate  and  said  barrels,  said  blades  having  their 
edges  from   their  straight  inner  edges  to  point 


equidistant  from  outer  edges  formed  with  a  bead- 
ing and  the  outer  edge  of  said  plates  between 


such  beading  being  slightly  rounded  in  one  direc- 
tion. 


2.017.464 
ENGINE   STARTER 
Raymond  P.  Lansing.  MontcUir.  N.  J.,  assignor, 
by  mesne  assignments,  to  Eclipse  Aviation  Cor- 
poration, East  Orange.  N.  J.,  a  corporation  of 
New  Jersey 

Application  April  25.  1932.  Serial  No.  607.459 
6  Claims.     (CI.  123— 179) 


1  In  an  engine  starter  of  the  type  wherein  an 
engine  engaging  member,  a  driving  member  and 
motion  transmitting  connections  therebetween 
are  enclosed  in  a  sectional  casing  through  one 
end  of  which  the  engine  engaging  member  ex- 
tends, the  combination  with  said  driving  member 
and  engine  engaging  member,  means  for  ener- 
gizing said  driving  member  including  a  laterally 
displaceable  shaft  disposed  transversely  with  re- 
spect to  the  axis  of  rotation  of  said  engine-en- 
gaging member,  means  including  interchangeable 
clutch  teeth  mounted  on  a  common  longitudi- 
nally disposed  shaft,  said  shaft  being  shiftable 
end  for  end  for  drivably  connecting  said  trans- 
versely disposed  shaft  with  said  driving  member, 
a  pair  of  casing  sections  having  parallel  bear- 
ing surfaces  to  support  said  laterally  displaceable 
shaft,  and  common  means  extending  through 
both  said  parallel  surfaces  to  retain  said  lateral- 
ly displaceable  shaft  in  any  selected  one  of  a 
plurality  of  positions. 
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2.017.465 

TOOL  GRINDING  MACHINE      * 

Patrick  T.  Lennon,  Cleveland,  Ohio 

Application  January  22,  1931.  Serial  No.  510,440 

9  Claims.     (CL  51—95) 


^  1.  In  a  machine  of  the  class  described,  the  com- 
bination of  a  grinding  wheel,  work  supporting 
means,  a  drive  shaft  having  connections  for  rotat- 
ing said  grinding  wheel  and  the  work  at  a  relative- 
ly uniform  speed,  means  for  producing  a  relative 
infeed  between  said  grinding  wheel  and  the  work 
including  an  eccentric  member,  and  magnetic 
clutch  means  controlled  by  the  work  for  coupling 
said  eccentric  member  with  said  drive  shaft. 


2.017.466 

MOWER  GUARD  CROSS  BAR 

Elmore  J.  H.  Liebctrau.  Black  Earth.  Wis. 

Application  June  14.  1934.  Serial  No.  730,651 

5  Claims.     (CI.  56—307) 


1.  A  finger  bar  for  agricultural  machines, 
comprising  a  plurality  of  guard  fingers,  remov- 
able cross  bars  having  cut-out  portions  in  their 
lower  surfaces  and  fitted  over  the  guard  fingers, 
means  for  securing  the  cross  bars  to  the  fingers, 
each  cross  bar  having  a  recess  in  its  upper  sur- 
face near  one  end  thereof,  the  opposite  end  of 
each  cross  bar  t)eing  formed  into  an  extension, 
and  the  extension  of  one  bar  being  fitted  in  the 
recess  of  the  adjacent  cross  bar.  securing  the 
bars  together. 


2.017.467 

SPRAY  NOZZLE 

Leavitt  R.  Loomis.  Claverack.  N.  Y. 

Application  November  23.  1934.  Serial  No.  754.543 

4  Claims.     (CI.  299—59) 

1.  In  a  spray  nozzle,  a  fluid  conduit  having  an 

outlet  in  the  side  thereof  and  a  closed  end.  a 

nozzle  barrel  slidable  on  said  conduit,  said  barrel 


having  a  spray  orifice  In  the  end  thereof,  a  disk 
on  said  conduit,  said  disk  having  a  plurality  of 
passages  therein  for  imparting  a  whirling  mo- 
tion to  fluid  passing  therethrough,  a  portion  of 
the  inner  surface  of  said  barrel  being  spaced  from 
said  conduit  and  forming  an  annular  chamber 
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connecting  said  outlet  and  said  passages,  a  clear- 
ing pin  on  said  disk,  and  a  coil  spring  in  said 
chamber  for  moving  said  barrel  on  the  conduit 
to  project  said  pin  through  the  orifice  and  for 
preliminarily  Imparting  a  whirling  motion  to 
fluid  flowing  from  said  conduit  outlet  toward  said 
passages. 

2.017,468 
METHOD  OF  PRODUCING  PHOSPHATIC 
MATERIALS 
George  H.  McCoy.  David  M.  Wright,  and  Jesse 
Pankey  Hall.  Bartow.  Fla..  assignors,  by  mesne 
assignments,  to  Swift  and  Company  Fertiliser 
Works,  Chicago.  III.,  a  corporation  of  Delaware 
Application  June  26.  1930.  Serial  No.  463.984 
12  Claims.     (CI.  209 — 49) 


1.  The  method  of  separating  phosphatic  mate- 
rials from  sand  and  other  Impurities  which  con- 
sists in  agglomerating  the  phosphatic  material, 
while  leaving  the  sand  and  other  Impurities  in 
their  original  physical  form  and  causing  the 
mass  to  pass  down  an  inclined  screen  submerged 
In  water,  of  a  size  permitting  the  sand  and  other 
impurities  to  pass  therethrough  and  not  the  ag- 
glomerated phosphatic  material. 


2.017.469 

CONTAINER 

Harry  H.  McKee  and  Carl  L.  Lohner.  Chicago.  111., 

assignors    to    Industrial    Patents    Corporation, 

Chicago.  111.,  a  corporation  of  Delaware 

Application  May  26.  1934.  Serial  No.  727.620 

5  Claims.     (CI.  62— 91.5) 
4.  A  collapsible  refrigerator  container  compris- 
ing hinged  insulated  side  walls,  removable  insu- 
lated end  pieces,  racks  within  said  container  ad- 
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Jacent  the  sides  and  bottom  to  provide  air  cir- 
culation, a  rack  near  the  top  within  said   con- 


tainer, a  cover  for  said  container  and  means  far 
closing  said  cover. 


2,017.470 

MECHANICAL  HAMMER 

Frederick  B.  Miller.  Connellsyllle.  P». 

Application  May  16.  1935.  Serial  No.  21.879 

3  Claims.     (CL  125—33) 


1.  A  mechanical  hammer  comprising  a  hous- 
ing, an  operating  shaft  reciprocably  mounted  in 
said  housing,  said  shaft  being  spring-pressed  in 
opposite  directions,  a  helve  reciprocably  mounted 
in  said  housing  and  In  allnement  with  said  op- 
erating shaft,  said  helve  being  spring -pressed  In 
opposite  directions  and  constructed  and  arranged 
to  contact  the  adjacent  tnd  of  said  operating 
shaft,  means  for  reciprocating  said  helve,  and 
means  In  addition  to  said  last  named  means  for 
controlling  the  velocity  of  said  helve. 


2,017.471 

ABSORPTION     REFRIGERATING     MACHINE 

WITH  HEAT  RECOVERY 

Wolf  Beneliofl  Normelli.  Strasboorg.  France 

AppUcaUon  Aagnst  20,  1929.  Serial  No.  387.221 

In  Germany  Ancvat  21,  1928 

10  Claims.     (CL62— 118) 


1.  In  an  absorption  refrigerating  machine  of 
the  class  described,  a  liquid  container,  means  for 
dividing  the  liquid  container  into  two  chambers, 
an    absorber -generator    and    a    heating    device 


therefor  disposed  in  one  of  said  chambers,  a  body 
of  liquid  to  be  heated  In  the  other  of  said  cham- 
bers, an  absorbent  substance  In  the  absorber - 
generator  comprising  a  chemical  compound  in 
solid  state  and  a  chemically  combined  refriger- 
ating medium,  a  liquid  medium  in  the  absorber 
generator  chamber,  means  for  conducting  the 
last  named  medium  in  a  closed  circuit  through 
the  chamber  containing  the  liquid  to  be  heated, 
means  for  starting  and  stopping  the  said  circu- 
lation, condensing  means  for  condensing  the  re- 
frigerating medium  driven  out  of  the  absorber - 
generator,  means  for  evaporating  the  refrigerant 
and  means  for  supplying  the  liquid  container 
with  liquid  and  carrying  the  liquid  away  from 
said  container  to  use. 


2.017.472 
STAND  MIRROR 
Albert  J.  Re.  Wilminrton,  DeL.  assignor  of  forty- 
nine  per  cent  to  Clarke  F.  Resmolds.  Wilming  • 
ton,  Del. 

ApplicaUon  Jane  12.  1934.  Serial  No.  730,337 
1  Claim.     (CI.  88— 97) 


#j 


-^7, 


A  mirror  comprising  a  base,  an  upright,  a  rod 
adjustably  telescoping  the  upright  and  provided 
with  a  laterally  disposed  arm  at  its  upper  end. 
said  arm  at  its  outer  end  being  provided  with  a 
depending  member,  a  mirror  including  a  frame, 
a  tubular  member  extending  upwardly  from  the 
top  of  the  frame,  a  yoke,  a  pin  disposed  through 
the  leg  portions  of  the  yoke  and  through  the  de- 
pending member  on  the  arm  to  plvotally  con- 
nect the  yoke  to  the  sum,  a  shank  depending  from 
the  yoke  and  through  the  tubular  member  on  the 
frame,  the  upper  portion  of  the  frame  being 
provided  with  a  pocket  adjacent  the  said  tubiilar 
member  for  receiving  the  lower  end  of  the  shank, 
and  stop  means  on  the  lower  portion  of  the  shank 
to  prevent  the  said  shank  from  being  pulled 
through  the  tubular  member,  and  means  on  the 
said  tubular  member  for  retaining  the  tubular 
member  and  frame  in  a  rotatably  adjusted  posi- 
tion on  the  shank. 


2.017.473 
GAME  DEVICE 
Oscar  Reimert,  Fort  Thomas.  Ky. 
AppUeation  November  20.  1934.  Serial  No.  753.916 
2  Claims.     (CI.  35—69) 
1.  A  toy  spelling  device  comprising  an  open- 
topped  box,  a  ball  supporting  block  positioned 
within  the  box  and  having  a  plurality  of  pock- 
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ets  in  its  upper  surface,  a  lettered  ball   rota- 
tlvely  seated  In  each  pocket,  and   a  cover   for 


the  box  having  a  series  of  openings  registering 
with  the  balls. 

2,017,474 
LOCKING  DEVICE 

Frederick  D.  Sanborn,  Jr.,  Cleveland,  Ohio,  as- 
sijfnor,  by  mesne  assignments,  to  The  M.  L. 
Jeffrey  Corporation,  Cleveland.  Ohio,  a  corpo- 
ration of  Ohio 

Application  October  30.  1931,  Serial  No.  572,091 
4  Claims.     (CI.  70—14) 


1.  In  a  device  of  the  character  described  a  ro- 
tatable  barrel  having  a  plurality  of  recesses  formed 
therein,  a  body  portion  having  a  bore  extending 
therethrough,  means  in  selective  communication 
with  said  recesses,  a  locking  element  m  said  bore. 
means  normally  urging  said  locking  element 
against  jaid  barrel  in  a  selective  recess,  the  walls 
of  said  bore  being  substantially  parallel  to  a  wall 
of  each  recess  when  said  recess  is  in  communi- 
cation with  said  bore  whereby  rotation  of  said 
barrel  in  one  direction  is  prevented. 

2.017.475 
MACHINE  FOR   THE   GUIDANCE   OF  TOOLS. 
AND    MORE    PARTICLXARLY    OF    FUSING 
BURNERS 

Adam   Schmidt.   Vienna.   Austria 

Application  October  28.  1933.  Serial  No.  695,693 

In  Austria  October  31,  1932 

13  Claims.     (CI.  266—23) 


1.  A  machine  for  the  guidance  of  tools,  and 
more  particularly  of  fusing  burners,  comprising  a 
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carriage  supported  upon  rails,  a  tool  holder  car- 
ried by  said  carriage  and  slidable  in  a  direction 
transver.se  to  the  rails,  a  cylinder  rotatably  joiu*- 
naled  on  said  carriage  and  connected  with  said 
tool  holder,  a  driving  wheel  swivelly  mounted  on 
said  carriage  and  adapted  to  roll  on  the  outer 
surface  of  the  said  cylinder,  a  handle  to  adjust 
the  angular  position  of  said  driving  wheel  for 
guiding  said  fusing  burner  along  a  design  on  the 
work  piece,  a  gearing  head  adapted  to  drive  the 
said  wheel,  and  a  guide  head  rigidly  connected 
with  said  tool  holder  and  capable  of  receiving 
said  gearing  head  for  guiding  the  tool  along  a 
drawing  or  a  template. 

2.017,476 
PENCIL  AND  PEN  POCKET 

Alexis  M.  Shafer.  McCall.  Idaho 

Application  April  25,  1933.  Serial  No.  667,894 

1  Claim.     (C\.  24—3) 


/< 


A  device  as  set  forth,  comprising  a  pair  of  sub- 
stantially rectangular-shaped  flexible  members, 
stitching  securing  the  members  together  along 
three  sides,  a  U-shaped  tensioning  member  dis- 
posed between  the  flexible  members,  and  a  clip 
secured  to  one  of  said  flexible  members,  said  clip 
comprising  a  base  plate,  means  for  securing  said 
plate  to  said  one  flexible  member,  a  pair  of  de- 
tents integral  with  the  plate  and  disposed  in 
vertically  spaced  relation  to  each  other,  a  yield- 
able  arm  integral  with  the  plate  and  disposed 
in  substantially  parallel  relation  thereto,  and  a 
looped  clamping  member  integral  with  the  arm 
and  disposed  between  the  detents  for  clamping  a 
fabric  against  the  plate. 

2.017,477 

EXCAVATOR  ANT)  LOADER 

Charles  W.  Shippee.  Worcester,  Mass. 

Application  December  1.  1932.  Serial  No.  645.268 

4  Claims.     (CI.  37—8) 


2.  An  excavator  and  loader  comprising  a  motor 
vehicle  having  a  single  front  wheel,  a  shovel  and 
conveying  mechanism  at  each  side  of  said  ma- 
chine, and  fluid-operated  means  to  raise  and 
lower  said  shovels  and  conveying  mechanism, 
and  to  definitely  position  said  shovels  at  a 
definite  distance  below  the  surface  on  which  the 
vehicle  Is  supported. 
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2.617.478 

DEVICE  FOR  IRONING  NECKTIES 

Anna  Stoflel,  nee  von  der  Hoden, 

D—eldorf.  Germany 

Applieatiwi  Deeember  19.  1934.  Serial  No.  758.335 

In  Germany  AprU  15.  1932 

1  Claim.     <C1.  6«--26> 

b 


■■■ •^: 
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An  iron  for  ironing  opeii-ended  neckties,  com- 
piising  a  thin  body  tapering  both  in  width  and 
thiCkness  from  one  end  to  the  other,  all  of  the 
edges  of  said  body  being  rounded  so  that  the  iron 
may  be  freely  manipulated  within  a  necktie,  a 
hendle  extending  longitudinally  of  the  iron,  and 
a  s  ngle  supporting  member  adjacent  the  wider 
and  thicker  end  of  the  iron  for  securing  the  han- 
dle to  the  iron. 


2.817,479 

GAME   BOARD   OR  THE   LIKE 

Albert  B.  Tcrkeisen.  Newton.  Mass.,  assiirnor  to 

Andrew  Terkelsen,  Newton.  Mass. 

Application  November  12,  1934,  Serial  No.  752.589 

10  Claims.     (CI.  273— 148) 
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1.  A  game  board  or  the  like  comprising  a  thin 
molded  panel  having  a  plurality  of  cavities  in  one 
face  arranged  in  groups  and  a  plurality  of  raised 
portions  on  its  opposite  face  each  arranged  op- 
posite one  of  said  groups  of  cavities  and  into 
which  said  cavities  project,  said  panel  having 
an  edge  portion  projecting  therefrom  in  the  samf 
direction  and  at  least  the  same  distance  sis  said 
raised  portions. 


2.017.480 

.METALLURGICAL  FURNACE 

Paul  B.  Tonnar,  Cleveland.  Ohio 

Continuation    of  application   Serial    No.  611.022. 

May  13,  1932.    This  appUeaUon  Aarust  17.  1932. 

Serial  No.  629.249 

7  Claims.     (CL  263—15) 


1.  An  open  hearth  furnace  having  a  refining 
chamber,  outlet  ports  disposed  at  opposite  ends 
of  the  furnace  for  continuously  conveying  waste 
gases  from  the  chamber,  inlet  ports  for  discharg- 


ing streams  of  air  into  the  chamber  disposed  In 
IMurs  on  opposite  sides  of  each  outlet  port,  means 
for  projecting  fuel  into  the  chamber  within  each 
of  said  air  streams  and  means  for  adjustably 
controlling  the  angle  of  projection  of  the  air 
stream  into  the  chamber. 


2.017.481 
CLOSED-CYCLE    INTERNAL    COMBUSTION 
ENGINE   AND   METHOD   OF   OPERATING 
SAME 

Fritz  von  Opel,  Russelsheim-on-the-Main. 

Germany 

Application  April  19.  1932.  Serial  No.  606,261 

In  Germany  April  28.  1931 

4  Claims.     (CI.  123—1) 


1.  The  method  of  operating  internal  combus- 
tion engines  in  a  closed  cycle  with  a  charge  of 
inert  gas  which  circulates  as  the  vehicle,  com- 
prising Injecting  liquid  oxygen  into  the  hot  mix- 
ture of  exhaust  and  vehicle  after  every  power 
stroke  of  the  engine. 


2.017.482 

DEVICE  FOR  PREVENTING  OVERHEATING 

OF  GENERATORS 

Bruce   D.   Voircl,  Lonff  Beach,  Calif.,  assignor   of 
three-elfhths  to  W.  W.  Fisher  and  two-eighths 
to  Lvnn  O.  Hossom.  Lonf  Beach.  Calif 
Application  June  14.  1934.  Serial  No.  730.647 
3  Claims.     (CI.  171—206) 


1.  A  device  for  preventing  overheating  and 
burning  mt  of  electric  generators  of  the  char- 
acter having  a  normally  grounded  brush,  compris- 
ing a  thermal  responsive  contact  member  adapted 
to  act  In  response  to  abnormal  heat  to  ground  the 
armature  windings,  said  contact  member  having 
direct  metallic  contact  with  the  armature  shaft 
and  core  whereby  heat  developed  either  in  the 
commutator  or  within  the  windings  of  the  arma- 
ture is  readily  conducted  to  said  contact  member. 
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2.017,483 

BACTERIAL  ANALYSIS  OF  GASEOUS  BODIES 

William  F.  WelU.  Cambridge,  Mass. 

Application  October  22,  1932,  Serial  No.  639,122 

1  Claim.     (CI.  209—144) 


The  improvement  in  the  art  of  air  analysis 
which  comprises  forming  a  predetermined  volume 
of  normally  congealable  material  while  in  a  liquid 
state  by  centrifugal  action  into  a  tubular  col- 
lecting film,  passing  a  tubular  column  of  air  in 
an  axial  direction  through  said  tubular  f\lm  while 
rotating  said  fUm  at  sufficiently  high  speed  to  im- 
part sufficient  revolution  to  said  column  of  air  to 
centrifugally  expel  heavier  than  air  particles  car- 
ried by  said  air  column  and  collecting  in  a  fixed 
distribution  such  particles  upon  said  film,  there- 
by permitting  the  subsequent  examination  and 
count  of  said  particles  after  any  desired  interval 
of  time. 

2.017,484 
SHAD^:  ROLLER  OPERATING  MECHANISM 

Charles  Wheeler,  Requa,  Calif. 

Application  October  2,  1934.  Serial  No.  746,606 

2  Claims.     (CI.  156—36) 


2,017,485 

STEEL  CHEST  OR  BOX 

Harvey  H.  Yawman.  Le  Roy,  N.  Y..  assignor  to 

Union  Steel  Chest  Corporation,  Le  Roy,  N.  Y.,  a 

corporation  of  New  York 

Application  March  6,  1935.  Serial  No.  9.668 

2  CUims.     (CI.  206—16) 


1.  In  combination  with  a  shade  roller  having  a 
longitudinally  extending  bore  in  one  end  portion 
thereof,  a  spring  in  the  bore  and  a  ferrule  having 
a  portion  closing  the  outer  end  of  the  bore,  said 
ferrule  having  a  bearing  opening  therein,  a  shaft 
having  a  portion  passing  through  said  opening 
into  the  bore,  the  spring  being  connected  to  said 
part  of  the  shaft  located  in  the  bore,  a  bracket 
to  which  the  outer  end  of  the  shaft  Is  connected, 
a  clutch  part  on  the  outer  face  of  the  end  portion 
of  the  ferrule,  a  spring  actuating  clutch  part  en- 
gaging the  same,  means  for  slidably  but  non-ro- 
tatably  supporting  the  spring  actuating  clutch 
part  on  the  .shaft,  and  manually  operative  means 
for  moving  the  spring  actuating  clutch  part  away 
from  the  other  clutch  part  to  permit  the  spring  in 
the  roller  to  rotate  the  shaft. 


1.  In  combination,  a  box  body  having  front, 
rear  and  side  walls,  the  rear  wall  terminating  at 
its  upper  edge  substantially  below  the  upper 
edges  of  the  front  and  side  walls,  a  flanged  cover 
having  its  rear  flange  hinged  to  the  rear  wall  of 
the  body  and  extending  at  its  free  edge  above  the 
upper  edge  of  said  rear  wall  when  the  cover  is 
in  open  position,  a  tray  pivotally  connected  at  its 
rear  portion  to  the  cover  and  seating  on  the  up- 
wardlv  projecting  rear  edge  of  said  cover  flange 
when  the  cover  is  open,  and  links  pivotally  con- 
necting the  forward  portion  of  the  tray  with  the 
bodv  sides,  maintaining  the  tray  in  substan- 
tially horizontal  position  during  opening  and 
closing  of  the  cover  and  coacting  with  the  tray 
when  the  latter  is  seated  on  the  cover  flange,  to 
limit  opening  movement  of  the  cover  and  sup- 
port the  latter  in  the  open  posi  ion  and  at  the 
same  time  support  the  tray  above  and  out  of 
contact  with  the  rear  wall  of  the  box  body. 


2.017.486 

FISH  LURE 

Frank  Refinald  Chester,  Vancouver,  British 

Columbia.  Canada 

Application  June  13,  1934.  Serial  No.  730,502 

5  Claims.     (CI.  43 — 45) 


1.  A  fishing  spoon  comprising  a  strip  of  sheet 
material  divided  longitudinally  at  one  end  by  a 
web  and  a  slot,  said  web  being  provided  with 
means  for  connecting  a  line  and  swivel,  said 
connecting  means  providing  a  lateral  movement 
between  the  strip  and  the  line  whereby  the  line 
of  pull  exerted  upon  the  strip  may  vary  from  the 
longitudinal  axis  of  said  strip. 
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2.017.487 
GRINDING  WHEEL  FOR  BRISTLES 

William  S.  Elliot,  Northampton,  Mass.,  assiirnor 
to   Pro-Phy-Lac-Tic  Brush   Company,   North- 
ampton, Mass..  a  corporation 'Of  Delaware 
Application  May  28.  1935,  Serial  No.  23.858 
1  Claim.    (CI.  51—206) 
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A  grinding   wheel   formed  of  a  body  on   the 
surface  of  which  are  formed  right  and  left  hand 
spiral   grooves  which   cross  each   other  at   180 
intervals,  said  grooves  alternately  increasing  and 
decreasing  in  depth   through  an  angle  of   180 
and   forming   two   flat   longitudinal   bands    180 
apart,   separated  by   two  grooved   bands  whose 
maximum  groove  depth  is  180"  from  each  of  the 
flat  bands. 


2.017.488 
ARC  WELDING  ELECTRODE 
Lionel  E.  FaoUuier.  Hillside.  N.  J.,  assignor   to 
Wilson    Welder    A     Metals     Company,     Inc.. 
Hoboken,  N.  J.,  a  corporation  of  New  York 
No  Drawing.    Application  March  3.  1934. 
Serial  No.  713.881 
8  Claims.     (CI.  219 — 8) 
1.  An  arc  welding  electrode  comprising  a  me- 
tallic rod  having  a  coating  of  fluxing,  deoxidizing, 
and  slag-forming  materials.  Including  a  quantity 
of  a  pjrrogenous  residue  of  organic  materials  In- 
corporated In  said  coating  and  proportioned  in 
amount  relative  to  the  other  ingredients  so  that 
the  coating  will  produce  in  the  heat  of  the  arc  the 
desired  amount  of  slag  while  maintaining  a  shield 
for  the  arc. 


2.017,489 

MULTIPLE  FUSE  PLUG 

John  B.  GlowmcU.  Chicago.  111. 

AppUcation  January  22.  1934.  Serial  No.  707.647 

19  Claims.     (CI.  200—125) 


*^,40 


1.  A  multiple  screw  type  fuse  plug  comprising 
a  screw  type  body  unit,  a  contact  sleeve  unit 
therein,  a  spring  controlled  contact  post  slidably 
mounted  In  the  sleeve  unit,  a  head  formed  on 
the  projecting  end  of  the  contact  post,  a  plu- 
rality of  fuse  elements  in  said  body  unit,  an  aj)er- 
tured  plate  engaged  against  one  end  of  the  body 
unit,  a  plurality  of  contact  sockets  in  said  plate 
and  engaging  the  fuse  elements,   an  apertured 


transparent  disc  engaged  against  one  side  of  said 
plate,  and  a  contact  member  connected  with  the 
contact  post  and  projecting  from  the  contact 
head  through  the  apertured  transparent  disc  Into 
contacting  engagement  with  a  selected  one  of 
said  contact  sockets. 


2,017.490 

NONREFILLABLE  CARTRIDGE  FUSE  AND 

ELEMENT 

John  B.  Glowacki,  Chicago.  III. 

Application  March  31,  1934,  Serial  No.  718.418 

21  Claims.     (CI.  200—131) 


1.  A  non-reflllable  cartridge  fuse  comprising 
an  insulation  casing,  end  cups  engaged  in  the 
ends  of  the  casing,  a  fuse  element  supE)orted  by 
the  end  cups  and  disposed  longitudinally  within 
the  casing,  an  insulation  filling  within  the  casing 
and  within  the  end  cups  for  Imbedding  the  fuse 
element,  apertured  and  grooved  closure  discs  po- 
sitioned adjacent  the  outer  ends  of  the  cups,  aper- 
tiured  end  caps  rigidly  secured  on  the  ends  of  the 
casing,  grooved  contact  plates  secured  in  the  caps 
and  in  contact  with  the  ajjertured  and  grooved 
closure  discs,  and  porous  fillings  within  the  clo- 
sure caps  held  in  position  by  the  grooved  contact 
plates. 


2,017,491 

CARTRIDGE  FERRULE  TYPE 

REFILLABLE  FUSE 

John  B.  GlowacU,  Chicago.  III. 

Application  March  26,  1934.  Serial  No.  717.320 

20  Claims.     ( CI.  200— 131) 


1.  A  cartridge  ferrule  type  refillable  fuse  com- 
prising an  Insulation  casing  having  reduced 
threaded  end  sections,  an  apertured  and  slotted 
insulation  disc  integraly  formed  on  one  end  of 
the  casing,  an  apertured  and  slotted  insulation 
disc  removably  engaged  in  the  opposite  end  of 
the  casing,  a  fuse  element  in  said  casing  having 
the  ends  thereof  projecting  through  the  slots  in 
the  end  discs  and  bent  over  to  lie  against  the  outer 
surfaces  of  said  end  discs,  apertured  end  caps 
removably  engaged  on  the  reduced  threaded  end 
portions  of  the  casing,  contact  means  secured  in 
the  end  caps  and  contactmg  the  ends  of  the  fu.se 
element,  disc  means  forming  a  part  of  the  contact 
means  and  having  a  network  of  escape  passages 
formed  therein,  and  layers  of  wire  screening  re- 
tamed  in  the  caps  by  the  contact  means. 


2,017,492 

CARTRIDGE    FERRULE    TYPE    REFILLABLE 

FUSE  AND  ELEMENT 

John  B.  Glowacki.  Chicago,  111. 

Application  March  24.  1934.  Serial  No.  717.196 

11  Claims.     (CI.  200—131) 

1.  A  cartridge  ferrule  type  refillable  fuse  com- 
prising an  insulation  casing,  an  insulation  core 
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removably  engaged  In  the  casing,  a  fuse  element 
supported  on  the  insulation  core,  metallic  end 
caps  removably  engaged  on  the  ends  of  the  in- 
sulation casing,  metallic  contact   means  in  the 


end  caps  projecting  inwardly  into  contact  with 
the  fuse  element,  and  insulation  coverings  en- 
gaged around  the  contact  means  to  separate  the 
same  from  the  casing. 


2.017.493 

NUT 

John  B.  Glowacki.  Chicago.  111. 

Application  December  26.  1933,  Serial  No.  703.879 

4  Claims.     (CI.  173—324) 


7  o 


/6 

1.  A  nut  having  a  flange  and  presenting  there- 
with a  base  clamping  face  with  a  central  portion 
of  hard  metal  bounded  by  a  peripheral  portion 
of  a  metal  softer  and  thermally  and  electrically 
more  conductive  than  the  central  portion,  the 
central  portion  having  a  threaded  bore. 


2.017.494 

STEERING  SYSTEM  LOCK 

Samuel  Greenberg  and  William  J.  Tyler, 

Chicago.  111. 

Application  May  31.  1934.  Serial  No.  728.291 

5  Claims.     (CI.  70—90) 


1.  A  locking  device  for  a  shaft,  comprising  a 
casing  Including  fcctlons  or  parts  adapted  to  be 
detachably  attached  or  assembled  together  so  as  to 
embrace  the  said  shaft;  means  arranged  within 
the  said  casing  for  detachably  attaching  or  assem- 
bling said  casing  parts  or  sections  together;  one 
of  said  casing  sections  or  parts  having  an  open- 
ing formed  therein;  a  closure  member  in  said 
opening;  a  latch  member  in  said  casing  adapted  to 
have  latching  engagement  with  said  shaft;  a 
member  slidably  carried  by  said  closure  member 
and  adapted  to  have  latching  engagement  with 
one  of  said  casing  parts  or  sections  so  as  to  pre- 
vent movement  of  said  closure  member  in  said 
opening  and  removal  of  the  same  from  said  cas- 
ing; means  In  said  casing  normally  urging  said 
second-named  latch  member  Into  latching  en- 
gagement with  the  said  last-mentioned  casing 
part  or  section;  and  key-controlled  means  in  said 
casing  for  moving,  at  different  times,  said  flrst- 
named  latch  members  into  latching  engagement 
with  said  shaft  and  said  second-named  latch 
member  out  of  latching  engagement  with  the  said 
second-named  casing  part  or  section  against  the 
action  of  said  urging  means. 


2.017.495 

CAN  CLOSING  TOOL 

Carl  C.  Grotnes.  Park  Ridge,  111. 

AppUcation  April  3.  1933,  Serial  No.  664,079 

11  Claims.     (CI.  113—18) 


1.  In  a  can  closing  tool  of  the  character  de- 
scribed having  a  base,  a  plurality  of  crimping 
levers  pivotally  mounted  about  the  periphery  of 
the  base  and  a  Imk  extending  radially  inwardly 
from  each  of  the  levers,  a  collar  to  which  said 
links  are  connected  to  effect  simultaneous  actu- 
ation of  the  levers,  compris  ng  a  pair  of  separable 
parts  each  formed  with  equi-distantly  spaced 
radial  projections  about  its  periphery  to  which 
the  links  are  pivotally  connected,  said  parts  being 
rigidly  secured  together  with  the  radial  projec- 
tions In  staggered  relationship. 

10.  In  a  can  closing  tool,  a  standard,  a  collar 
reciprocal  on  said  standard,  means  for  reciprocat- 
ing sa"d  collar,  sprine  clips  on  said  collar,  and 
engageable  means  adjacent  the  top  of  said  stan- 
dard for  engagement  by  said  clips  upon  move- 
ment of  said  collar  adjacent  to  said  engageable 
means,  said  spring  clips  being  flexible  to  yield 
and  release  said  engageable  means  when  a  given 
positive  pressure  is  exerted  on  said  collar  in  a 
direction  away  from  said  engageable  means. 


2,017.496 
METHOD  OF   MAKING   SOUND  REPRO- 
DUCING DIAPHRAGMS 
Jesse  B.  Hawley,  Geneva,  III. 
Original  application  December  24, 1930,  Serial  No. 
504,536.    Divided  and  this  application  June  18, 
1934.  Serial  No.  731,074 

7  CUims.     (CI.  181—32) 


1.  In  a  process  of  making  molded  fibrous  dia- 
phragmatic sound  producers,  the  steps  of  forming 
a  blank  on  a  porous  former,  and  compressing  a 
portion  of  the  formed  blank  to  make  said  portion 
thinner  and  more  compmct  than  the  remainder 
of  said  blank. 


2.017.497 
VAPORIZER 
Lucean  Arthur  Headen,  Cleveland.  Ohio,  assignor 
to   National   Oil  Manifolds,  Inc..  Wilmington. 
Del.,  a  corporation  of  Delaware 
Application  May  16.  1930,  Serial  No.  453.023 
Renewed  July  3,  1933 
6  Claims.     (CI.  123— 122) 
1.  A  vapwrizer  including  an  exhaust  manifold 
having  a  chamber  provided  with  spaced  nipples 
connected  to  the  exhaust  ports  of  an  engine  and 
an  outlet  in  communication  with  the  chamber, 
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a  hollow  fuel  conveying  pipe  extendint?  into  the 
chamber,  a  second  fuel  conveying  pipe  formed 
integral  with  the  first  pipe  and  extending  later- 
aLy  therefrom  in  opposite  directions  within  the 
chamber  and  having  oppositely  extending  curved 
extensions  disposed  between  pairs  of  the  nipples 


/jp 


sa.'d  second  named  fuel  conveying  pipe  having 
passages  through  the  waUs  thereof  and  disposed 
in  alignment  with  a  pair  of  the  nipples,  and  nip- 
ples in  communication  with  the  extensions  and 
the  second  named  fuel  conveying  pipe  extending 
through  the  exhaust  manifold  for  connection  with 
the  inlet  ports  of  the  engine. 


2.017,498 

FLYER  FOR  SPINNING  MACHINES 

Henry  C.  Herr.  Buffalo.  N.  Y..  assignor  to  Herr 

Manufacturinff  Company.  Inc. 

AppUcation  March  27.  1935.  Serial  No.  13.303 

8  Claims.    (CI.  117— 26.5) 


1.  A  flyer  for  spinning  machines  and  the  like 
comprising  a  journal -sleeve  adapted  for  attach- 
nrient  to  a  bobbin -spindle  and  having  a  thrust 
shoulder  thereon  Intermediate  its  ends,  a  bearing 
member  mounted  on  the  sleeve  and  having  a 
socket  therein  about  said  thrust  shoulder  and  a 
freely-floating  element  disposed  within  sa.d 
socket  about  the  sleeve  and  ensaeeable  with  said 
shoulder. 


2,017.499 

SANITARY  BELT 

.      „     '""*  **»*^  Hower.  St.  Louis.  Mo. 

Application  August  17.  1934,  Serial  No.  740.269 

2  Claims.     (CI.  128 — 291) 


".-tt  f 


1.  In  a  sanitary  belt  construction,  a  one  piece 
strap  formed  of  flexihle  cloth  material,  there  be- 
ing a  tab  sewed  to  and  depending  midway  the  ends 
of  the  strap,  there  being  two  pairs  of  spaced  apart 
button*  sewed  to  one  face  of  the  strap  on  one  side 
Of  said  tab.  there  being  a  second  tab  sewed  to  and 


depending  from  said  strap  a  short  distance  from 
the  end  of  the  strap  opposite  the  end  to  which 
tlie  buttoris  are  sewed,  and  there  being  a  pair 
of  button  holes  formed  in  the  strap  one  on  each 
side  of  the  second  mentioned  tab 


2.017.500 

FLOW   CONTROLLER 

Herman  A.  Hood.  Houston.  Tex. 

Application  November  10.  1933.  Serial  No.  697  367 

2  CUims.     (CI.  50—35) 


1.  In  a  flow  controller,  a  casing  having  a  cham- 
nliivnl^ifH  *  P^""»"  ^'alve  movable  longitudi- 

llX  ^^  kV^*"^^-  ^*^  ^*^'"8  ^»vmg  a  trans- 
verse bore  which  continues  through  said  plunger 
valve,  one  end  of  said  valve  having  an  outlet 
bore  whose  inner  end  terminates  in  an  elongated 
s  de  openmg.  said  casing  having  a  channel  which 
connects  said  transverse  bore  with  said  side  open- 
?L*Jl°  *^^°  having  an  outlet  passageway  aligned 
with  the  outlet  bore  of  said  valve,  a  cylinder  con- 
nected into  said  outlet  passageway'  a  plunger 
in  said  cylinder  having  a  transverse  bore  movable 
•  nto  and  out  of  registration  with  said  pa'^sage- 
way,  a  yleldable  member  acting  against  one  end 
of  said  plunger  and  said  cylinder  having  a  duct 
arranged  to  admit  liquid  under  pressure  from 
said  passageway  to  operate  against  the  other 
end  of  said  plunger. 


2.017.501 
GAME 

Edward  T.  Howard.  Cleveland.  Ohio 

Application  June  5.  1933.  Serial  No.  674  347 

2  Claims.     (CI.  273— 133) 


/O^      /  '* 


2.  A  game  board,  comprising  a  sheet  metal 
container  having  a  playing  surface  thereon  the 
surface    having    depressions    therein,   a    down- 

TnYf^f^fl^^'''^'"!  ^^''^^  adjacent  the  marginal 
edge  of  the  playing  surface  and  terminating  in 
a  bead,  a  bottom  for  the  container  lying  in  a 
Plane  parallel  to  the  playing  surface  and  having 
ts  marginal  edge  secured  to  the  bead,  and  open- 

SSrH^„^^^  ?^^^"^  ^'''■^^"  *"d  the  flange  fcr 
inserting  and  removing  respectively,  the  play- 
ing pieces.  ^  ^ 


2.017.502 

ARTICULATOR 

George  J.  Keller.  Detroit.  Mich. 

Applieatkm  May  5.  1934.  Serial  No.  724  126 

14  ClaioM.     (CI.  32—52) 
1.  An  articulator  comprising  in  combination  a 
lower   mandible   plate  and   an    upper  maxillar? 
p:ate  supported  above  the  lower  mandible  plate 
a  shdable  plate  mounted  on.  and  slldably  engag- 
ing, the  lower  mandible  plate,  degree  plates  ad- 
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justably  mounted  on  the  lower  mandible  plate, 
and  means   operatively  connecting   the  slidable 


plate  and  the  degree  plates  to  guide  the  slidable 
plat^  during  its  movement. 


2,017.503 

CONSTRUCTION  PROJECTOR 

Edward  P.  Knox.  Toms  River,  N.  J. 

Application  November  2.  1933,  Serial  No.  696,40S 

4  Claims.     (CI.  88— 24) 


1.  In  a  projector,  a  head,  a  light  chamber  cut 
away  to  form  an  open  framework  and  a  light 
therein,  both  swlngingly  mounted  in  relation  to 
said  head,  a  slideway  in  said  head  exposed  when 
said  light  chamber  is  swung  away  from  said  head 
and  a  porous  heat  resisting  lining  for  said  light 
chamber  surrounding  said  light  and  combining 
with  said  open  framework  of  said  light  chamber 
to  reduce  the  conduction  of  heat  from  said  light 
chamber  to  said  slideway. 


2.017.504 

REFRIGERATED  CONTAINER 

Carl  L.  Lohner,  Chicago.  111.,  assignor  to  Industrial 

Patents  Corporation.  Chicago,  111.,  a  corporation 

of  Delaware 

Application  October  27.  1934.  Serial  No.  750,292 

4  Claims.     (CL  62—91.5) 


1.  A  refrigerated  food  package  comprising  an 
outer  shell  of  rigid  material,  a  closed  bag  within 
said  shell,  a  closed  inner  bag  within  said  first 
mentoned  bag.  a  corrugated  circlet  between  said 
bags  at  the  bottom  thereof,  a  corrugated  pad  be- 


tween said  bags  at  the  sides  thei  eof .  a  corrugated 
pad  above  the  top  of  the  inner  bag,  solidified  car- 
bon dioxide  above  said  upper  corrugated  pad.  a 
ccH-rugated  p>ad  above  said  solidified  carbon  di- 
oxide within  said  first  mentioned  bag.  a  cov?r  for 
said  conta  ner.  and  product  within  said  inner  bag. 

2,017.505 

PROPELLER  BLADE  MOUNTING   FOR 

VARIABLE  PITCH  PROPELLERS 

Howard    C.  Meon,  Cleveland,   Ohio,  assignor   to 

Meon    Engineering    Corporation,    New    York. 

N.  Y..  a  corporation  of  Delaware 

Application  February  15.  1933,  Serial  No.  656.865 

9  Claims.     (CI.  170— 173) 


1.  A  propeller  blade  mounting  for  variable 
pitch  propellers  comprising  a  hub  having  a  recess 
adapted  to  receive  the  end  of  the  propeller  blade 
therein,  an  end  bearing  member  non-rotatably 
secured  to  the  inner  end  of  said  blade  and  being 
split  diametrically,  a  ring  securing  said  bearing 
member  to  said  blade,  a  spht  sleeve  surrounding 
said  blade  and  abutting  said  end  bearing  member, 
a  pair  of  ring  members  surrounding  said  split 
sleeve  and  a  nut  surrounding  said  blade  and  en- 
gaging said  hub  and  securing  the  blade  and  asso- 
cift'ed  parts  in  place,  and  a  gear  carried  by  said 
end  bearing  member  adapted  to  engage  and  mesh 
with  a  worm  carried  by  said  hub. 

2.017.506 
INSECTICIDE 
Lindley  E.  Mills.  Midland.  Mich.,  assig^nor  to  Ths 
Dow    Chemical    Company,   Midland,    Mich.,    a 
corporation  of  Michigan 

No  Drawing.    Application  June  26,  1933. 

Serial  No.  677.690 

5  Claims.     (CI.  167—43) 

1.  A  composition  of  matter  adapted  to  be  mixed 

with  water  and  an  emulsifying  rgent  to  form  an 

emulsion  suitable  for  use  as  a  plant  and  tree  spray 

comprising  a  petroleum  distillate  and  ortho-dl- 

chlorobenzene. 


Y. 

733.001 


2,017.507 
SHOE  COVER 

Ruth  L.  Moehling.  Brooklyn.  N. 
Application  June  29,  1934.  Serial  No. 
1  Claim.     (CI.  150—52) 

As  a  new  article  of  manufacture,  a  shoe  cover 
comprising  an  envelope-like  container  formed  of 
a  flat  piece  of  material  folded  over,  with  the  edges 
stitched  together  and  with  one  end  closed  and  the 
other  open,  in  which  the  closed  end  is  formed 
converging  to  correspond  with  the  toe  of  a  shoe. 
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and  the  open  end  is  provided  with  flaps  having 
ribbons  extending  therefrom,  by  which  the  parts 
thereof  may  be  folded  over  the  heel  of  a  shoe, 
wrapped  around  the  shoe,  and  the  edges  tied  to- 


gether  by  the  ribbon,  thereby  forming  a  complete 
cover  with  a  shoe  on  the  inside,  said  piece  of  ma- 
terial from  which  the  device  is  formed  being  soft 
and  flexible. 

2.017.508 

STAMP   PAD 

Whitney  K.  Munson.  Orange.  N.  J.,  assignor  to 

Munson  Stamp  Pad  Co.  Inc..  New  York,  N.  Y.,  a 

corporation  of  New  York 

Application  September  17.  1930.  Serial  No.  482.406 

5  Claims.     (CI.  91—54.5) 

-4 


■s 


J    .'J  ' 

1.  A  stamp  pad  having  a  relatively  stiff  frame 
open  on  both  faces,  absorbent  material  enclosed 
by  said  frame  and  having  its  opposite  faces  lying 
substantially  in  the  planes  of  the  respective  faces 
of  the  frame,  and  a  fabric  sheath  enclosing  said 
frame  and  overlying  the  opposite  faces  of  said 
absorbent  material  to  hold  the  absorbent  mate- 
rial in  its  aforesaid  position,  said  frame  having 
one  or  more  resilient  portions  exerting  tension  on 
the  fabric  envelope  to  hold  the  latter  taut. 


2.0 17^509 

ARC  WELDING  APPARATUS 

Samuel  C.  Osborne,  EncUd  City.  Ohio,  assignor  to 

Wilson   Welder   and   Metals   Co.    Inc..   North 

Bergen.  N.  J.,  a  corporation  of  New  York 

Application  December  19,  1932.  Serial  No.  647.876 

37  Claims.     (Ci.  219—8) 


comprising  a  pair  of  motor-reciprocated  elec- 
trode holders,  electric  motors  for  Individually  re- 
ciprocating .said  holders,  and  motor  control 
means  actuated  in  accordance  with  the  position 
of  the  e.ectrode  holders  for  selectively  render- 
ing one  of  said  motors  effective  to  actuate  Its  cor- 
responding electrode  holder. 


2.017.510 

POWDERING  MACHINE 

Frank  T.  Powers,  Doaglaston.  N.  Y. 

ApplicaUon  February  4,  1931.  Serial  No.  513,364 

29  Claims.     (CI.  91—55) 


1.  In  a  machine  for  powdering  photo  mechani- 
cal printing  plates  for  etching,  the  combination 
of  resist  applying  means,  burning  in  means, 
means  for  applying  a  cooling  liquid  to  the  back 
of  the  plate,  and  plate  rotating  means,  and  auto- 
matic means  for  simultaneously  conveying  a  plu- 
rality of  the  plates  into  operative  relationship 
therewith  consecutively  and  repeatedly. 


2.017.511 
WINDOW  FRAME  CHANNEL 
Bert  L.  Prentice.  Cleveland   Heights,  Ohio,  as- 
signor to  The  Reid  Products  Company,  Cleve- 
land, Ohio,  a  corporation  of  Ohio 
AppUcation  April  29.  1932,  Serial  No.  608.195 
2  Claims,     id.  29G— 44.5) 


1.  As  an  article  of  manufacture  adapted  to  be 
associated  with  a  bendable  molded  rubber  or  like 
channel  during  the  manufacture  of  the  same,  a 
bendable  strip  of  bead  material  and  a  longitudinal 
series  of  elongated  anchoring  elements  extending 
laterally  therefrom  and  Joined  to  the  bead  strip  on 
longitudinally  spaced  portions  of  lesser  extent 
than  the  spaces  between  adjacent  elements. 


2.017.512 

GATHERING  AND  STITCHING  MACHINE 

Daniel  Reiser  and  Orin  J.  Reiser, 

Shaker  Heights.  Ohio 

ApplicaUon  February  2S.  1932.  Serial  No.  594.420 

17  Claims.     (O.  1—7) 


1.  Automatic  arc-welding  am>aratus  for  con-  1.  A  book-binding  machine  having  a  gathering 

tinuous  welding  with  a  plurality  of  electrodes  '  station  and  an  operating  station  for  signatures. 
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a  single  conveying  element  traversing  both  said 
stations,  projecting  elements  carried  by  said  con- 
veying element  and  between  which  the  signatures 
are  introduced,  a  reciprocating  crosshead  for 
advancing  said  conveying  element  in  a  step-by- 
step  manner,  chain  means  operatively  connect- 
ing said  crosshead  and  said  conveying  element. 
a  dog  carried  by  said  crosshead,  and  means  for 
selectively  reciprocating  said  crosshead  and  mov- 
ing said  dog  into  and  out  of  engagement  with 
said  chain  means  independently  of  any  move- 
ment of  said  crosshead  as  steps  respectively  pre- 
cedent and  subsequent  to  the  moving  of  said  con- 
veying element. 


2,017.513 
AUTOMATIC  COPYING  LATHE 

Aaron  Shatkin,  Brooklyn.  N.  Y. 

.Application  March  23,  1933.  Serial  No.  662,212 

23  Claims.     (CI.  82—14) 


1.  In  a  machine  of  the  class  described,  the  com- 
blnaUon  of  a  lathe  bed.  a  carriage  slidable  thereon, 
means  to  move  the  carriage  to  and  fro  along  the 
lathe  bed.  a  member  slidably  mounted  on  the 
carriage,  means  to  move  said  slidable  member 
along  the  carriage,  a  pattern  tool  associated  with 
a  working  tool,  both  adapted  to  be  moved  to  and 
fro  with  respect  to  the  lathe  bed  by  said  slidable 
member,  and  means  to  simultaneously  impart  to 
the  working  tool,  a  comparatively  rapid  short 
range  reciprocating  motion;  the  lines  of  both 
motions  of  the  working  tool  being  identical. 

7.  In  a  machine  of  the  class  described,  the 
combination  of  a  lathe  bed,  a  carriage  slidable 
thereon,  means  to  move  and  control  the  motion 
of  the  carriage  to  and  fro  along  the  lathe  bed. 
a  member  slidably  mounted  on  the  carriage. 
means  to  mo'  3  and  control  the  motion  of  said 
member  to  and  fro  along  the  carriage,  a  shaft 
rotatably  mounted  onto  the  lathe  bed.  a  member 
revolvably  mounted  onto  the  slidable  member, 
means  adapted  to  Impart  a  rotary  motion  to  said 
revolvable  member  slidably  associated  with  and 
adapted  to  be  driven  by  the  shaft,  a  pattern  tocri 
associated  with  a  working  tool  holder,  both 
adapted  to  be  moved  to  and  fro  with  respect  to 
the  lathe  bed  by  said  slidable  member,  a  work- 
ing tool  rotatably  mounted  In  the  working  tool 
holder  and  means  to  Impart  rotary  motion  to 
the  working  tool  from  the  aforesaid  revolvable 
member. 


2.017.514 

POSE  REFLECTING  BOOTH 

Luther  G.  Simjlan.  New  Haven.  Conn. 

ApplicaUon  June  4.  19S1.  Serial  No.  542.070 

16  Claims.  (O.  8S— 74) 
1.  In  a  multi-pose  reflecting  apparatus,  a 
mirror  positioned  hi  front  of  the  poser,  an  angu- 
larly positioned  mirror  on  either  side  of  the  poser 
and  in  which  the  poser  may  see  his  profile  as  re- 
flected from  said  first  named  mirror  to  one  of  said 


angular  mirrors,  covering  means  for  the  angular 
mirrors,   and   means   for  uncovering   a   selected 


angular  mirror  and  simultaneously  covering  the 
other  angular  mirror. 


2.017.515 
RADIO  PHONOGRAPH  SYSTEM 
Chester  M.  Sinnett.  Haddonfield,  N.  J.,  assignor 
to  Radio  Corporation  of  America,  a  corporation 
of  Delaware 

AppUcation  June  24.  1933.  Serial  No.  677,369 
8  Claims.     (CI.  179— 100.11) 


1.  In  a  radio  phonograph  system,  the  combina- 
tion of  means  for  rendering  said  system  inopera- 
tive to  receive  radio  signals,  a  detector  grid  cir- 
cuit forming  part  of  the  signal  channel  of  said 
system,  a  phonograph  pickup  device  connected 
permanently  in  series  with  said  grid  circuit,  vol- 
ume control  means  comprising  a  variable  re- 
sistor connected  in  parallel  with  said  pickup 
device,  said  resistor  being  variable  between  a 
maximum  resistance  value  substantially  higher 
than  the  resistance  of  said  pickup  device  and  a 
minimum  resistance  value,  and  means  providing 
an  operating  connection  between  said  volume 
control  means  and  said  first  named  means  for 
actuating  the  latter  when  said  volume  control 
means  is  moved  from  the  substantially  zero 
volume  position. 


2.017.516 

DOORLATCH 

Bernhard  Thai.  Boston,  Mass. 

Application  April  28,  1933.  Serial  No.  668.339 

4  Claims.     (CL  292 — 340) 


3.  In  a  door  latch,  a  rocking  striker  member 
having  an  outer  face  and  an  inner  face,  the  outer 
face  being  provided  with  a  forwardly  inclined 
outer  cam  surface  adapted  to  be  engaged  by  a 
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bolt  head,  the  striker  member  having  also  a  bolt- 
reoeivlng  opening  bounded  by  front  and  rear  walls, 
the  cam  surface  terminating  at  the  front  wall, 
and  the  striker  member  being  pivoted  interme- 
diately thereof  between  the  Iront  and  rear  walls 
adjacent  to  the  inner  face. 


2.017.517 
CONVERTER 

Georr  Friedrich  Uhde,  Dortmund,  Germany,  as- 

sirnor   to    Shell   Development   Company,    San 

Francisco,  Calif.,  a  corporation  of  Delaware 

Application  Jane  28.  1932.  Serial  No.  619,652 

4  Claims.     (CI.  23—289) 


1.  A  converter  comprising  a  pressure  sustain- 
ing vessel,  a  catalyst  basket  solely  supported  in 
said  vessel  by  the  gas  outlet  piece  from  the  vessel 
said  gas  outlet  piece  having  its  interior  end  of 
greater  diameter  than  the  remainder  of  said  gas 
outlet  piece  whereby  an  internal  pressure  in  said 
vessel  tightens  said  piece  in  the  wall  of  the  vessel, 
and  projections  from  the  top  of  said  basket 
whereby  the  basket  is  held  in  spaced  relationship 
from  the  wall  of  the  vessel. 


2.017,518 

BOOK  SUPPORT 

Robert  E.  Wagner.  Lakewood.  Ohio 

Application  September  18, 1933.  Serial  No.  689.856 

4  Claims.      iCl.  45 — 80) 


1.  A  book  supporting  device,  comprising  a  base, 
a  brace  having  one  of  its  ends  pivotally  mounted 
on  said  base,  a  book  rest  pivotally  mounted  inter- 
mediate its  ends  on  the  other  end  of  said  brace, 
whereby  said  parts  can  be  folded  into  generally 
flat  form  when  use  of  the  device  is  not  desired, 
said  book  rest,  when  the  device  is  in  such  rela- 
tively flat  form,  having  one  of  its  end  portions 
im>jecting  beyond  said  case  for  convenient  manlp- 
uitotlon  in  opening  up  said  device  to  locate  the 
book  rest  thereof  in  a  book-receiving  position. 


2.017.519 
TERMINAL  INSULATOR 
Richard  C.  Waldron.  Clifton.  N.  J.,  assignor  to 
The  Okonlie  Company.  Passaic.  N.  J.,  a  cor- 
poration Qt  New  Jersey 

AppUcatkm  April  11.  1932.  Serial  No.  604.442 
4  Claims.     (CI.  173 — 353) 


C^^nyt'H  ■.«■<<£ 


1.  In  combination  a  high  voltage  power  cable 
comprising  a  compressible-rubber  insulated  sin- 
gle conductor  having  a  terminal  at  one  end  and 
a  grounded  means  spaced  from  said  terminal 
end.  a  protective  means  comprising  a  terminal 
insulator  having  a  bore  therethrough  receiving 
the  insulation  of  the  conductor,  the  Inside  diam- 
eter of  said  bore  before  assembly  being  smaller 
than  the  outside  diameter  of  the  rubber  insu- 
lation of  the  conductor,  thereby  eliminating  air 
pockets  and  reducing  electrical  leakage  along  the 
area  ot  contact  between  the  cable  insulation  and 
the  bore  of  the  insulator  by  maintaining  Intimate 
contact  between  the  rubber  insulation  of  the  cable 
and  the  insulator,  the  leakage  path  along  the 
under  surface  of  the  insulator  to  said  grounded 
means  being  stronger  than  the  flashover  through 
the  air.  whereby  in  the  event  of  breakdown  (he 
discharge  follows  a  path  remote  from  the  lower 
surface  of  the  insulator. 


2.017.520 
GLOW   DISCHARGE   DEVICE    SUCH    AS    IS 
USED  IN  THE  RECORDING  OF  SOUND 
Alfred   Whltaker.   West   Drayton,   England,   as- 
signor, by  mesne  assignments,  to  Radio  Corpo- 
ration of  America,  New  York.  N.  Y.,  a  corpora- 
tion of  Delaware 

Application  J  one  5.  1930.  Serial  No.  459.395 

In  Great  Britain  June  20.  1929 

8  Oaims.     (CI.  179—100.3) 


1.  In  a  system  for  converting  low  frequency 
electrical  oscillations  into  light  variations  and 
employing  a  flow  discharge  device,  a  source  of 
super  audio -frequency  osciUations.  means  includ- 
ing an  audio  frequency  circuit  for  modulating 
said  super-audio  frequency  oscillations  in  accord- 
ance with  audio-frequency  08Cilla*ions,  means 
for  impressing  the  modulated  super  audio-fre- 
quency oscillations  upon  said  glow  discharge  de- 
vice, means  for  controlling  said  device  to  con- 
dition said  device  so  that  no  rectification  of  said 
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modulated  super  audio-frequency  oscillations 
takes  place,  and  means  for  selectively  uncou- 
pling said  super-audio  frequency  source  from 
said  device  and  coupling  said  audio  frequency  cir- 
cuit thereto. 


2,017.521 
CONE  FEEDING  MECHANISM 

William  S.  Whitting.  Jr.,  Canton.  N.  C.  assignor 
to    The    Champion    Fibre   Company,    Canton, 
N.  C,  a  corporation  of  Ohio 
Application  March  3,  1934,  Serial  No.  713,941 
15  Claims.     (CI.  312—44) 


1.  In  a  cone  feeding  mechanism,  a  chute  for 
receiving  nested  cones  and  through  which  same 
are  adapted  to  be  individually  fed  to  a  point  of 
discharge;  combined  Integral  holding  and  releas- 
ing means  formed  with  an  inclined  detent  sur- 
face adapted  to  engage  the  side  of  a  cone  for 
normally  maintaining  a  nest  of  cones  in  one 
position  ^^ith  respect  to  said  chute,  said  means 
having  a  lug  formed  above  said  detent  surface 
for  freeing  the  lowermost  cone  from  said  nest 
and  an  inclined  shoulder  above  said  lug  adapted 
to  engage  the  side  of  a  superposed  cone  for  re- 
taining the  remainder  of  said  nest  meanwhile 
In  said  normal  position;  and  means  for  impart- 
ing operative  movement  to  said  combined  means. 


2,017.522 
APPARATUS  FOR  GEOLOGICAL  SURVEYING 
Thomas  Laval  Bailey  and  Walter  Sigmund  Wie- 
busch,  Ventura,  Calif.,  assignors  to  Shell  De- 
velopment Company,  San  Francisco,  Calif.,  a 
corporation  of  Delaware 
ApplicaUon  October  30,  1933.  Serial  No.  695,770 
6  Claims.     (CI.  255— 1) 


i« 


1.  In  a  core  taking  device,  an  outer  barrel,  a 
cutter  on  the  lower  end  of  said  barrel,  a  core 
barrel  collar  attached  to  the  upper  end  of  said 
outer  core  barrel  and  separable  therefrom,  an 
Inner  core  barrel  split  into  longitudinal  secticms. 
said  sections  being  rigidly  attached  to  said  core 
barrel  collar  by  a  removable  ti-ansverse  pin. 


2,017.523 
AMPLIFIER 

George  L.  Beers,  Collingswood.  N.  J.,  assignor  to 
Radio  Corporation  of  America,  a  corporation 
of  ^^d&wftrc 

AppUcation  January  26,  1932,  Serial  No.  588,909 
41  Claims.     (CI.  250—20) 


1.  In  a  signal  receiving  system,  a  plurality  of 
amplifying  devices,  coupling  means  inter-con- 
necting said  devices  in  cascade,  means  for  alter- 
ing the  selectivity  of  the  system  through  at  least 
one  of  said  coupling  means  in  response  to  a 
change  in  the  amplitude  of  a  signal  impressed  on 
said  system  and  means  connected  with  at  least 
one  other  of  said  coupling  means  for  compensat- 
ing losses  in  gain  caused  by  operation  of  said 
lecond  named  means. 

2.017,524 

POWER   OPERATED  MOWER 

Harrv  W.  Boiens.  Port  Washington.  Wis. 

Application  September  8,  1933,  Serial  No.  688.559 

4  Claims.     (CI.  56— 25i 


^ 


1.  A  mower  of  the  character  described  com- 
prising a  wheel  supported  housing  having  a  closed 
top  and  sides  and  a  closed  rear  end  and  open  at 
its  bottom  and  at  its  forward  end.  a  horizontally 
disposed  rotatable  cutter  operable  in  said  hous- 
ing, means  for  rotating  the  cutter,  and  a  guard 
adjustably  supported  on  the  housing,  extending 
transversely  of  and  positionable  to  block  the 
opening  at  the  fonn'ard  end  thereof  and  thereby 
intercept  objects  that  might  be  thrown  forwardly 
from  the  cutter  and  also  positionable  to  leave 
the  forward  end  of  the  housing  open  to  facilitate 
cutting  of  high  growths. 

2.017,525 
HEATER  FOR  MOTOR  VEHICLES 
Joseph  B.  Brennan.  Fort  Wayne.  Ind.,  assignor  to 
The  Magnavox  Company,  Chicago,  HI.,  a  cor- 
poration of  Arizona 
Application  January  2,  1932.  Serial  No.  584,505 
5  Claims.     (CI.  257—125) 
1.  A  heating  device  for  a  motor  vetiicle  having 
a  radiator,  a  fan  and  a  tonneau.  comprising  ducts 
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communicating  with  said  tonneau  and  with  parts 
of  said  radiator  for  circulation  of  air  there- 
through, means  estabhshing  communication  be- 


tween saad  parts  of  said  radiator,  and  an  aspirat- 
ing duct  connected  to  a  communicating  duct  and 
havmg  its  inlet  located  to  receive  air  under  pres- 
sure from  said  fan. 


2.017.526 
HOLDING  AND  RELEASE  TRIPPING  MECIIA 
NISM  FOR  RAILWAY  CAR  HAND  BRAKES 

Richard  W.  Burnett.  Chicago.  111. 

Application  Aarnst  5.  1929.  Serial  No.  383.678 

12  Claims.     (CI.  188 — 81.1) 


1.  In  a  railway  car  hand  brake,  the  combina- 
tion with  hand  power  mechanism  operable  in  one 
direction  to  set  the  brake,  of  means  for  holding 
said  mechanism  in  and  releasing  it  from  its  brake 
setting  position,  comprising  a  pivoted  holding 
member  and  a  releasing  member,  one  of  which  is 
formed  with  a  portion  emkH*aeing  a  part  of  the 
other  and  engaging  therewith  at  spaced  locations 
on  the  same  side  of  the  pivotal  axis  thereof  but 
at  different  distances  from  said  pivotal  axis, 
whereby  movement  of  the  releasing  member  in 
one  direction  exerts  multli^ed  leverage  on  the 
holding  member  and  when  moved  in  another  di- 


rection exerts  pressure  on  the  holding  member 
to  hold  it  movably  in  its  normal  brake  holding 
position. 


2,017.527 
SPINDLE  UNIT  FOR  MULTIPLE  SPINDLE 
MACHINES 
Raymond  A.  Carlson.  Roekford.  111.,  assirnor,  by 
mesne  assignments,  to  Borg- Warner  Corpora- 
tion. Chicago,  UL.  a  corporation  of  Illinois 
Application  October  20.  1933,  Serial  No.  694.451 
5  CUims.     (CI.  77—24) 


1.  In  a  spindle  unit,  a  driving  shaft  carrying 
a  driving  gear  on  the  end  thereof,  a  face  plate  in 
spaced  relation  to  said  gear,  a  spindle  rotatably 
mounted  in  a  holder  slidably  received  in  a  hole 
provided  in  the  face  plate,  said  spindle  project- 
mg  from  the  front  of  said  plate  and  being  dis- 
posed with  its  inner  end  in  a  plane  spaced  from 
the  aforesaid  gear  so  that  the  spindle  can  be 
disposed  in  any  position  of  orientation  relative 
to  said  gear  and  adjusted  endwise  to  a  certain 
extent  toward  and  away  from  the  plane  of  said 
gear,  said  holder  having  a  retaining  part  along- 
side the  same  also  slidably  received  in  another 
hole  provided  in  the  face  plate  and  movable  end- 
wise with  the  holder,  means  operable  from  in 
front  of  the  face  plate  to  adjust  said  holder  and 
related  part  endwise  relaUve  to  the  face  plate  and 
the  aforesaid  gear,  said  retaining  part  having 
an  inward  extension  reaching  to  the  plane  of  the 
aforesaid  gear,  a  gear  rotatably  mounted  on  said 
extension  and  meshing  with  the  aforesaid  gear 
in  all  positions  of  normal  adjustment  of  said 
holder  and  retaining  part,  and  another  gear 
driven  by  the  second  gear  and  mounted  on  the 
inner  end  of  the  spindle  to  transmit  drive  to  the 
latter. 


2.017.5*t 

COWL  VENTILATOR 

Gustavc  Chntoraah.  Detroit,  Bfieh.,  assignor  to 

General  Motors  Corporation.  Detroit.  Mich.,  a 

corporation  of  Delaware 
Appiieation  Febnuur  It.  19S4.  Serial  No.  710,741 
8  Claims.     (CL  98—2) 

2.  Tlie  combination  with  a  irfvoted  closure  hav- 
ing a  handle  fixed  thereto  for  moving  the  same 
to  open  and  dosed  position,  of  an  adjusting  device 
comprising  a  pivoted  arm  having  a  plurality  of 
Dotcbss.  means  on  said  handle  for  engaging  the 
said  arm  and  movable  from  one  notch  to  the 
other  as  the  handle  ts  moved  to  effect  adjustment 
of  the  closure,  and  yleldable  means  mounted 
upon  the  said  pivoted  arm  In  vertical  aligiunent 
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with  said  notches  for  yleldably  retaining  the  said 


arm    in    engagement    with    the    aforementioned 
means  on  the  handle. 

2.017.529 
COLORED  LUBRICATING  OIL 
Frederick    Stanley   Clulow.   Martinei,   Calif.,   as- 
signor   to    Shell    Development    Company,    San 
FrancLsco.  Calif.,  a  corporation  of  Delaware 
No  Drawing.    Application  August  29.  1932, 
Serial  No.  630.785 
1  Claim.     (CI.  196—151) 
As  a   new   article  of  manufacture:    the   com- 
pound of  a  mineral  oil  and  an  oil-coloring  por- 
tion of  the  pitch  from  pyrolytic   decomposition 
at  substantially  atmospheric  pressure  of  a  hy- 
drocarbon oil  in  a  chamber  packed  with  a  mass 
of  refractory  material  heated  to  a  temperature 
above  1400'  F.  and  in  the  atmosphere  of  steam, 
said  pitch-like  product  having  a  flash  point  of 
at  least  325=  F. 

2.017.530 

HANDLE  ASSEMBLY 

Stephen    De   Orlow.   Detroit,   Mich.,    assignor   to 

Temstedt   Manufacturing    Company.    Detroit, 

Mich.,  a  corporation  of  Michigan 

Application  March  31,  1933,. Serial  No.  663.725 

9  Claims.     (CI.  70—91) 


2.  A  handle  assembly  comprising  in  combina- 
tion a  spindle  and  a  shank,  the  one  being  freely 
rotatable  relative  to  the  other,  and  a  clutch  be- 
tween the  shank  and  the  spindle  comprising  a 
pair  of  interengageable  meml>ers  and  resilient 
means  for  yleldably  holding  the  members  inter- 
engaged,  and  a  key  controlled  blocking  mem- 
ber arranged  to  be  moved  into  the  path  of  the 
yleldable  member  when  already  yleldably  inter- 
engaged  with  the  other  member  to  positively  hold 
the  clutch  members  Interengaged  whereby  the 
shank  and  spindle  are  locked  against  relative 
rotation.  

2.017.531 

FIRE  EXTINGnSHER  HOLDER  OR 

SUPPORT 

Fred  Albert  Dodelln.  Glen  Rldre.  N.  J..  a.ssi«rnor 
to   Pyrene  Manufacturing   Company,   Newark, 
N.  J.,  a  corporation  of  Delaware 
Application  .Tune  29.  1934.  Serial  No.  732,977 
3  Claims.     (CI.  248— 361) 

3.  A  fire  extinguisher  holder  comprising  a  base 
adapted  to  receive  a  fire  extinguisher  thereon;  a 


yoke  pivoted  to  said  base  and  adapted  to  be  moved 
into  a  straddling  relation  to  a  fire  extinguisher 
supported  on  said  base;  and  a  clamp  unit  includ- 
ing a  pressure  bar.  and  a  pair  of  open  hooks  car- 
ried by  said  pressure  bar  adapted  to  receive  said 
yoke  and  to  afford  a  pivotal  and  slidable  connec- 
tion between  said  clamp  unit  and  said  yoke,  said 
clamp  unit  being  adapted  to  be  moved  about  it« 
pivotal  connection  with  said  yoke  into  engagement 
with  the  supported  fire  extinguisher  and  to  be 
thereafter  further  moved  toward  and  into  a  past- 
center  position  with  respect  to  the  common  center 
line  of  the  pivotal  connection  of  said  clamp  unit 
with  said  yoke  and  of  the  pivotal  connection  of 
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said  yoke  with  said  base,  whereby  a  clampmg 
thruot  is  exerted  on  the  supported  fire  extin- 
guisher by  said  clamp  unit  in  the  direction  of  said 
base  and  whereby  said  thrust  is  maintained,  said 
clamp  unit  including  variable  means  for  adjust- 
ing said  clamp  unit  radially  with  respect  to  its 
point  of  pivotal  connection  with  said  yoke,  where- 
by the  clamping  thrust  to  be  maintained  on  the 
fire  extinguisher  by  said  clamp  unit  may  be  varied, 
said  variable  means  including  a  pair  of  bearing 
screws  carried  by  said  pressure  bar  and  adapted 
to  function  as  bearings  and  as  thrust  elements 
for  said  clamp  unit  as  it  assumes  a  clamping  posi- 
tion on  the  supported  fire  extinguisher. 

2  017  532 

DRILL  SHARPENING  MECHANISM 

Nicholas  J.  Elter  and  David  B.  St.  Jacques. 

New  York,  N.  Y. 

Application  October  11.  1933.  Serial  No.  693.058 

Renewed  February  25.  1935 

18  Claims.     (CI.  51—241) 


1  A  drill  sharpening  attachment  comprising  a 
base,  a  pair  of  rotatable  sharpening  devices  car- 
ried by  said  base  and  means  actuated  by  the  drill 
for  rotating  the  sharpening  devices  about  their 
individual  axes  and  also  about  the  axis  of  the 
drill. 
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2.017.533 

CANDLE  PROTECTOR 

Greorffe  Aml»r««  Frledrichs,  Erie,  Pa. 

Application  September  18.  1934.  Serial  No.  744.54« 

1  CUim.     <CL  67—23) 


A  candle  protector  comprising  a  shell  having 
a  tapered  outer  surface  and  a  substantially 
straight  inner  surface,  said  shell  having  a  re- 
stricted aperture  formed  in  the  smaller  end 
thereof,  an  inner  annular  shoulder  adjacent  the 
inner  side  of  said  aperture  adapted  to  abut 
against  the  rim  of  a  candle  and  being  disposed 
at  such  an  angle  to  the  inner  wall  of  said  shell 
that  the  protector  will  gravitate  with  the  candle 
because  of  the  distribution  of  its  own  weight, 
over  a  wide  range  of  candle  sizes,  and  an  annular 
beveled  surface  adjacent  the  outer  side  of  said 
aperture  forming  an  open  cup  when  the  candle 
is  in  operative  position  to  hold  melted  wax. 


2.017.534 

FLYING  MACHINE 

Spencer  Gray,  Soittle,  Wash. 

Application  Jnly  5.  1934,  Serial  No.  733.818 

6  Claims.     (CI.  244—20) 


3.  In  a  machine  of  the  class  described,  the  com- 
bination with  a  fuselage  of  two  parallel  syn- 
chronously-driven rotary  shsifts  mounted  there- 
on, a  crank  on  each  shaft,  a  pin  projecting  from 
each  crank,  a  sleeve  loosely  mounted  on  each  pin. 
a  wing-supporting  bar  pivotally  connected  to  each 
sleeve,  a  pair  of  links  fixedly  secured  respectively 
to  said  sleeves  and  extending  toward  each  other 
and  pivotally  connected  together,  said  links  act- 
ing to  compel  a  rocking  or  partial  rotation  back 
and  forth  of  said  sleeves  during  the  rotation  of 
rbe  cranks  whereby  the  two  wing -supporting  bars 
fMid  the  wings  carried  thereby  are  moved  up  and 
down. 


2.0t7.SSS 

APPARATUS  FOR  HANDLING  MAT  BOARD 

Richard  B.  Hammer,  Ames,  Iowa 

Application  February  20,  1933.  Serial  No.  657.608 

14  Claims.     (CI.  198 — 81) 


1.  Apparatus  of  the  character  set  forth  com- 
prising a  plurality  of  press-loading  racks  placed 
side  by  side,  each  rack  having  a  plurality  of  super- 
posed spaces,  a  plurality  of  compound -direction 
convejring  units  aligned  with  the  respective  racks, 
each  of  said  units  having  longitudinal  convey- 
ing elements  and  lateral  conveying  elements 
adapted  to  be  placed  selectively  in  condition  for 
effective  operation,  means  for  depositing  mat 
board  or  the  like  on  the  central  unit,  the  longi- 
tudinal conveying  elements  of  said  central  unit 
being  operable  to  deliver  a  load  to  the  central 
rack,  means  selectively  operable  to  place  the  lat- 
eral conveying  elements  of  the  central  unit  in 
position  to  engage  a  load  thereon  and  transfer 
the  same  to  either  laterally  disposed  unit,  the 
longitudinal  conveying  elements  of  the  latter 
units  being  operable  to  deliver  a  load  to  the 
aligned  laterally  disposed  rack. 


2.017.536 

GAME 

August  Hase  and  Marie  Hase.  Sheboyran.  Wis. 

Application  April  25.  1934.  SerUl  No.  722.343 

4  Claims.     (CL  273—1) 


/« 
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1.  In  a  portable  appliance  for  forming  the 
playing  field  of  the  game  of  'Hop  scotch",  flexi- 
ble stretches  disposed  at  an  angle  to  one  an- 
other, and  rigid  clamping  members  at  the  Inter- 
^•ection  of  said  stretches  connecting  the  stretches 
together,  each  of  said  clamping  members  being 
of  a  substantially  U -shape  in  cross  section. 
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2  017,537 
PRODUCTION    OF    HYDROXY-ALKYLAMINO 

CARBOXYLIC  ACID  COMPOUNDS 
Ulrich    HofTmann    and   Bemhard    JacoM.    Lud- 
wi«:shafen-on-ihe-Rhine.    Germany,    assignors 
to    I.    G.    Farbenindvstrie    AktiengeseUschaft. 
Frankfori-on-the-Maln.  Germany 
No  Drawing.    Application  Angust  11.  1932.  Serial 
No.  628.361.    In  Germany  August  26.  1931 
8  Claims.     (CI.  260—106) 
1.  The  process  for  the  production  of  hydroxy- 
alkyl -amino    carboxylic    acid   compounds   which 
comprises  reacting  an  alkylolamine.  containing 
at  least  one  hydrogen  atom  connected  to  nitrogen, 
with  an  a,  /i-olefinlc  carboxylic  acid  substance. 

6.  Hydroxy-alkylamino  carkxDxylic    acid    com- 
pounds containing  the  grouping 

HO— X— NU-CH— CHr-Y 

k 

in  which  X  denotes  an  alkylene  radicle,  R  denotes 
hydrogen  or  an  aliphatic  or  cycloaliphatic  radicle 
and  Y  denotes  — COOH.  — CCX)M  «M  being  an 
alkali  or  alkaline  earth  nietal>.  — CO — OR3  <R3 
being  the  radicle  of  an  alcohol*.  — C  =  N,  or 
— CO — NHZ  iZ  being  hydrogen,  an  aliphatic,  cy- 
cloaliphatic or  acyl  radicle ) . 


2  017*538 

MEANS  PERTAINING  TO  TOILET  ARTICLES 

Otto    Kaparin.     Garfield,     N.     J.,     assignor     to 

Northam  Warren  Corporation,  New  York,  N.  Y^ 

a  corporation  of  New  York 

Application  November  10.  1934.  Serial  No.  752.512 

4  Claims.     (CI.  36—59) 


1.  A  sleeve-like  device  for  embracing  the  tip  of 
the  finger  of  a  F)erso.i.  and  consisting  of  a  sub- 
stantially colorless,  annular  portion  adapted  to 
encircle  said  finger  tip.  an  artificial,  colored  nail 
firmly  secured  to  said  annular  portion,  elongated, 
sub.stantially  colorless  and  flexible  portions  form- 
ing an  integral  part  of,  and  being  laterally  dis- 
pised  with  respect  to  the  annular  portion,  said 
elongated  portions  being  formed  with  outwardly 
extend  ng  bends  at  their  upper  and  lower  ends. 


2.017.539 
ATTACHMENT  FOR  WINDOWS   OR   THE 

UKE 

Elias  Kaplan.  Hoboken,  N.  J.,  assignor  to  Elias 
Kaplan.  Inc..  Hoboken.  N.  J.,  a  corporation  of 
New  Jersey 

.Application  July  20.  1934,  Serial  No.  736.149 
3  Claims.     (CI.  156—14) 


1,  In  an  attachment  longitudinally  extendible 
means  for  supporting  a  ventilating  or  similar  de- 
vice arranged  on  the  inside  of  a  window  and 
secured  to  the  window  frame  and  means  for  re- 
movably fastening  said  device  to  said  supporting 
means,  said  supporting  means  being  longitudi- 
nally extendible  to  fit  different  sizes  of  windows. 


2.017.540 

PROCESS  OF  TREATING  ZINCIFEROUS 

SOLUTIONS 

Joseph  Kemp,  Bmssete.  Belgium 

Application  Jannary  23,  1932,  Serial  No.  588.367 

In  Belgivm  Janoary  27.  1931 

6  Claims.     (CL  23— 2C0) 


■jfaen*u>^ 
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1.  A  process  for  separating  iron  in  useful  form 
and  ultimately  recovering  zinc  from  zinciferous 
solutions  containing  ferrous  Iron,  the  prelimi- 
naiy  steps  of  remov  ng  said  ferrous  Iron,  which 
consists  in  introducing  into  said  solution  an  al- 
kaline earth  carbonate  in  a  finely  divided  condi- 
tion, spraying  air  into  said  solution,  while  both 
the  air  and  the  solut-on  are  at  atmospheric  tem- 
perature, causing  said  air  to  be  repeatedly  in- 
tercepted and  atomized  as  it  rises  within  said 
solutiMi  in  the  presence  of  said  alkaline  earth 
carbonate,  and  thus  causing  iron  to  precipitate 
in  said  solution  in  the  form  of  ferroso-ferric  ox- 
ide Fe304,  removing  the  precipitated  ferroso- 
ferric  oxide  from  the  solution  and  subsequently 
separately  removing  the  zinc  from  the  remaining 
solution. 


2.017,541 
VENETIAN    BLIND    CONSTRUCTION 
Peter  H.  Kuyper.  Pella.  Iowa,  assignor  to  Rol- 
screcn  Company,  Pella,  Iowa,  a  corporation  of 
Iowa 
Original  application  March  12,  1934,  Serial  No. 
715.148.    Divided  and  this  application  Septem- 
ber 21,  1934.  Serial  No.  744.923 

4  Claims.     (CI.  150—17) 


>rrr 


1.  In  a  Venetian  blind  head  member,  a  casing, 
means  within  said  casing  for  suspending  a 
Venetian  blind  comprising  plural  tape  ladders 
and  slats  and  means  within  said  casing  for  tip- 
ping said  slats,  said  last  means  being  adjustable 
and  in  one  position  of  its  adjustment  .support- 
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ing  one  side  of  each  tape  ladder  loosely  and  the 
other  side  of  each  tape  ladder  taut,  whereby  the 
slats  will  assume  a  position  of  suspension  adja- 
cent the  side  of  each  tape  ladder  that  Is  taut  to 
effect  maximum  closure  of  the  slats. 

2.017.542 

ELECTRICAL   MUSICAL  INSTRUMENT 

Nicholas  Lanfer,  Deep  Riyer,  Conn.,  assignor  of 

sixty-six    and    two-thirds    per    cent    to    John 

Halmairyl.  Budapest.  Hnn^ ary 

Apptication  April  5.  1933.  Serial  No.  664.487 

8  Claims.     (CI.  84—1) 


knJjpy 


^ 
«i^ 


1.  An  electrical  musical  instrument  compris- 
ing a  plurality  of  circuits,  a  glow -discharge  lamp 
oscillator  adapted  to  produce  electrical  oscilla- 
tions connected  in  each  of  said  circuits,  the  fre- 
quencies of  said  oscillators  being  adjusted  to 
have  simple  numerical  relations,  coupling  means 
associated  with  all  the  said  circuits  said  coupling 
means  providing  sufBciently  tight  coupling  for 
impress&ig  part  of  the  alternating  current  out- 
put of  each  oscillator  on  all  of  the  other  oscil- 
lators and  thereby  stabilizing  their  frequency 
relations,  a  common  source  of  current  and  a 
common  thermionic  amplifier  for  all  the  said 
circuits,  a  switching  key  for  each  of  the  said 
circuits  located  intermediate  the  oscillator  and 
the  common  amplifier  and  capable  of  permitting 
and  stopping  the  transfer  of  said  oscillations  to 
the  amplifier;  and  sound-producing  means  op- 
era tlvely  associated  with  said  amplifier  and  t>eing 
capable  of  emitting  a  musical  sound  for  every 
switching  key  operated  and  a  musical  chord 
when  a  plurality  of  keys  are  operated. 

SUPPORTING  AND  ADJUSTING  HARDWARE 
FOR  SASHES  AND  THE  UKE 

Sem  Madaen.  Clinton.  Iowa,  assignor,  by  mesne 
aaaigninents,  to  George  L.  Curtis.  Eugene  J. 
Chirtis,  and  Charles  A.  Armstrong,  trustees,  all 
of  Clinton,  Iowa 

Application  0'>t'«h^r  16.  1!)33.  Serial  No.  693.775 
6  Claims.    (CL  20— 42) 


1.  In  a  window  structure,  a  frame,  a  swlngable 
sash  and  a  hinge  comprising  a  roller  adjacent 
one  edge  of  said  sash,  a  track  therefor  on  said 
frame  and  inclined  relative  thereto  and  arm 
means  hinged  to  the  center  of  the  sash  and  to 
the  frame  whereby  the  opening  side  of  the  sash 
moves  substantially  in  a  straight  line  perpendic- 
ular to  the  plane  of  the  frame. 


2.tl7,544 

SEALING  DEVICE  FOR  CENTRIFUGAL 

PUMPS 

Anthony   L.   McHogh,   Easton,   Pa.,  assignor   to 
Ingersoll-Rand  Company,  Jersey  City,  N.  J.,  a 
corporation  of  New  Jersey 
ApplicaUon  August  7.  19S5.  Serial  No.  35.081 
3  Claims.    (CI.  103—111) 


f    ■•  ■] r— 1  r 


1.  In  a  centrifugal  pump  of  the  type  descrilaed. 
a  cylinder,  a  pair  of  heads  therefor,  a  plurality  of 
segments  forming  a  diaphragm  assembled  in  the 
cylinder,  an  annular  flexible  sealing  member  at 
the  periphery  of  the  diaphragm  and  positioned  be- 
tween the  diaphragm  and  the  cylinder  and  one  of 
its  heads,  and  means  firmly  securing  the  outside 
and  inside  portions  of  the  sealing  meml)er,  but 
leaving  the  intermediate  portion  free  to  flex  un- 
der relative  expansion  and  contraction  of  the 
diaphragm  and  the  cylinder. 


2.017,545 
INK  FOUNTAIN   FOR   PRINTING   PRESSES 

Joseph  E.  McMullen,  Milwaukee,  Wis. 

AppUcaUon  August  31,  1934.  Serial  No.  742,278 

11  Claims,     (a.  101—367) 


1.  An  ink  fountain  for  printing  presses  com- 
prising a  casing  having  a  longitudinal  row  of  out- 
lets, an  agitator  in  said  casing  disposed  adjacent 
to  the  inner  surface  of  the  outer  wall  thereof, 
means  for  reciprocating  the  agitator  including  an 
operating  rod  connected  with  the  agitator,  a 
crosshead  connected  with  the  rod.  a  cros.s  shaft 
opera tively  connected  to  the  crosshead,  a  drive 
shaft  operatively  connected  to  the  crosshead,  and 
means  for  driving  the  drive  shaft. 


2.017,546 
RAILWAY  TRACK  CIRCUIT  APPARATUS 
Bernard  E.  OUagan,  Swlnrale.  Pa.,  assignor  to 
The  Union  Switch  A  Signal  Company.  Swiss- 
vale.  Pa.,  a  corporation  of  Pennsylvania 
Application  July  17.  1934.  Serial  No.  735.57G 

22aafm8.     (CI.  246 — 41) 
1.  In  combination,  two  .sections  of  railway  track 
each  provided  with  a  source  of  track  circuit  cur- 
rent, a  track  relay  having  two  magnetic  circult.s 
each   including   a   common  magnetic   path,   two 


armatures,  one  Included  in  each  magnetic  cir- 
cuit, and  two  windings  one  associated  with  each 


magnetic  circuit  and  each  connected  to  a  differ- 
ent one  of  said  track  sections. 


2.017,547 

ELEVATOR  CONTROL  DE\TCE 

Frederick  A.  Pavone,  Brooklyn,  N.  Y. 

Application  December  19.  1931.  Serial  No.  582,035 

11  Claims,    (a.  187—29) 


1.  In  elevator  controlling  apparatus  a  regular 
control  box  for  the  elevator,  a  remote  control  box 
for  the  elevator,  releasable  means  for  connecting 
said  auxiliary  control  box  to  said  regular  control 
box,  and  automatic  means  for  disconnecting  the 
power  supply  of  the  regular  control  box  when  the 
auxiliary  control  box  is  cormected. 

2,017,548 

BUILDING  CONSTRUCTION 

Maurice  C.  RoMnbUtt.  Philadelphia.  Pa. 

Application  January  14.  1930.  Serial  No.  420,668 

1  Oaim.     (CI.  20 — 4) 


In  a  ceiling  construction,  a  supporting  slab,  an 
area  of  ceiling  material   including   a  restricted 
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area  of  porous  ceiling  material  spaced  from  the 
slab  and  with  the  porous  area  of  smaller  area 
than  said  slab,  and  sound  absorfooit  material 
arranged  between  the  slab  and  said  ceiling  mate- 
rial of  far  greater  area  than  either  the  reflected 
slab  area  or  the  porous  ceiling  area. 


2,017,549 
ELECTRON  DISCHARGE  DEVICE 

Bernard  Saliberg,  East  Orange.  N.  J.,  assignor, 
by  mesne  assignments,  to  Radio  Corporation  of 
America.   New  York,   N.   Y.,   a  corporation   of 
Delaware 
Application  March  6.  1935,  Serial  No.  9.543 
4  Claims.     (CL  250—27.5) 


1.  An  electron  discharge  devic  including  an 
envelope,  a  unitary  electrode  mount  assembly 
positioned  within  the  envelope  and  comprising  a 
pair  of  insulating  plate  memt>ers  and  electrodes 
positioned  between  and  secured  to  said  members, 
stiff  lead-in  conductors  extending  thru  the  wall 
of  the  envelope  and  positioned  around  the  pe- 
riphery of  one  of  said  insulating  plate  members, 
means  at  the  inner  ends  of  said  stiff  lead-in  con- 
ductors securing  the  conductors  to  said  one  of 
said  insulating  plate  members  for  supporting  the 
mount  within  the  envelope  and  for  electrically 
connecting  the  conductors  to  the  electrodes  po- 
sitioned between  the  insulating  plate  members, 
and  electrostatic  shielding  members  positioned 
on  opposite  ends  of  the  electrode  mount  assem- 
bly and  secured  to  said  insulating  plate  mem- 
bers out  of  contact  with  said  electrode  assembly. 


2.017.550 

SCREW 

John  Scherer.  Green  Bay,  Wis. 

ApplicaUon  June  21.  1933.  Serial  No.  676,843 

1  Claim.     (CI.  85 — 47) 


In  an  anchoring  screw  for  vitreous  material, 
an  elongated  shank  having  a  screw  thread  on  its 
outer  surface  extending  substantially  to  the  for- 
ward end  thereof,  the  leading  end  of  the  shank 
being  provided  with  a  conical  depression,  the 
walls  of  the  depression  extending  to  the  outer 
front  leading  end  of  the  shank  defining  an  an- 
nular cutting  edge,  said  shank  also  having  a 
laterally  extending  notch  extending  from  the 
inner  end  of  the  depression  to  the  outer  end 
I   of  the  depression,  and  communicating  with  the 
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interior  of  the  depression  and  extending  through 
the  leading  end  of  the  thread  to  form  a  sharp 
cutting  end  thereon,  the  notch  being  of  an  in- 
verted V-shape  with  its  walls  diverging  from 
the  inner  end  thereof. 


2.017.551 

SANITARY  NAPKIN  BELT  CLASP 

Estella  E.  Statter,  Sioux  City.  Iowa 

Application  Jane  13.  1935,  Serial  No.  26.392 

5  Claims.     (CI.  24 — 186) 


2.  A  clasp  for  holding  the  end  of  a  sanitary 

napkin,  comprising  an  annulus  suspended  from  a 
belt,  napkin  piercing  means  projecting  upwardly 
from  the  bottom  portion  of  the  annulus.  in  the 
plane  thereof,  and  a  projection  on  a  side  arm 
of  the  annulus,  directed  laterally  toward  the  up- 
per end  of  said  piercing  mean^,  and  forming  there- 
with a  napkin  receiving  .space  having  a  constricted 
upper  end  and  widening  downwardly. 


2,017.552 
ELECTRODE   MOUNT 
Theodore  A.   Sternberg.  Newark.  N.  J.,  assifnor, 
by  mesne  assignments,  to  Radio  Corporation  of 
America,   N?w   York.   N.    Y.,  a   corporation   of 
Delaware 
Application  April  6.  1935.  Serial  No.  15,006 
2  Claims.     (CI.  250— 27.5) 


1.  In  a  discharge  device,  an  envelope  with  a 
flat  end  portion,  an  electrode  assembly  of  the 
unit  mount  con.st ruction,  supporting  means  for 
said  assembly  comprising  two  upstanding  par- 
allel rods  joined  at  their  lower  ends  by  an  in- 
tegral portion  of  the  rods  to  said  flat  portion  of 
the  envelope,  and  means  for  securing  said  elec- 
trode assembly   to  the  upp^r  ends  of  said  rods. 


2.017.553 
FORM  FOR  PLASTIC  STRUCTURAL  WORK 
Arthur  E,  Trol?l.  Berkeley.  Calif. 
Application  November  9.  1931.  Serial  No.  573.739 
9  Claims.     (CI.  25 — 131) 
1.  In  a  form  for  plastic  structural  work,  a  plu- 
rality of  panels  having  U-shaped  flanged  edges 
presenting  surfaces  at  right  angles  to  the  plane  of 
the   panels  for  abutment  when  the  panels  are 
placed  edge  to  edge,  tie  members  adapted  to  be  in- 
serted between  abutting  edges  of  adjacent  panels, 
and  wedge  members  engaging  said  tie  members 


and  having  portions  interlocking  with  the  free 
edges  of  the  flanges  to  secure  the  panels  In  posi- 
tion to  form  a  continuous  form  surface. 


3.  For  combination  with  a  wall  form,  compris- 
ing panels  hav.ng  vertically  extending  brace 
members  thereon,  pins  in  said  brace  members,  and 
vertical  aligning  members,  clamps  engageable  with 
said  vertical  aligning  members  and  the  pins  in 
said  braces  to  draw  the  panels  toward  the  align- 
ing members,  horizontal  aligning  memt)ers  en- 
gageable with  the  vertical  aligning  members  and 
means  carried  by  said  clamps  for  connecting  the 
vertical  and  horizontal  aligning  members. 


2.017.554 
COUNTER -POISED  TILTING  DOOR.  PARTIC- 
ULARLY FOR  MOTOR-CAR  GARAGES 
Edmond  Wanner.  Geneva.  Switzerland 
Application  September  14.  19,'?3,  Serial  No.  689.359 
In  Great  Britain  October  4,  1932 
4  Claims.     (CL  20—19) 


1.  In  a  counter-poised  tilting  door  of  the  kind 
having  guide  rollers  at  the  lower  end  of  the  door 
engaging  vertical  guides  In  the  door  frame  and 
having  supporting  surms  connected  to  one  face 
of  the  door  by  pivots  at  points  in  a  horizontal 
plane,  which  substantially  at  all  times  bl-sects 
the  angle  subtended  at  such  connection  by  the 
pivots  of  the  other  ends  of  the  arms  and  the 
axis  of  ihe  guide  rollers,  brackets  .supporting  the 
said  guide  rollers  a  .substantial  distance  from  the 
median  plane  of  the  door  and  on  the  other  side 
thereof  relative  to  the  connecting  pivots  of  the 
supporting  arms. 


2.017,555 

MECHANICAL  PENCIL 

Charles  E.  Wehn.  Alameda.  Calif. 

Application  October  30.  1934,  Serial  No.  750.629 

7  Claims.     (CI.  120—18) 


■"  '•■■'/.'i. 
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1.  In  a  pencil  of  the  character  described,  a  bar- 
rel section,  a  lead-carrying  section  and  an  actu- 
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ating  section  disposed  between  the  lead -carrying 
section  and  the  barrel  section,  an  anchor  mem- 
t>er  secured  in  the  barrel  section  and  extending 
into  the  actuating  section,  said  anchor  member 
having  a  shoulder  engaging  a  shoulder  in  the 
actuating  section  and  securing  the  actuating  sec- 
tion against  endwise  removal  from  the  barrel  sec- 
tion but  permitting  free  rotation  of  the  actuat- 
ing section  about  the  anchor  member,  a  detach- 
able connection  between  the  actuating  section 
and  the  lead-carrying  section,  a  pusher  rod  car- 
ried by  the  anchor  member,  and  means  actuated 
by  relative  rotation  of  the  actuating  section  and 
the  barrel  section  for  Imparting  longitudinal 
movement  to  the  pusher  rod  and  the  lead  in  the 
lead-carrying  section.  .:....-. 


2,017.556 
WINDOW  GLASS  RUNWAY  *^  * '  ' 
Fred   J.   Westrope,    Detroit,   Mich.,    assignor,   by 
mesne  assignments,  to  The  Reld  Products  Com- 
*    panv.  Cleveland,  Ohio,  a  corporation  of  Ohio 
Application  November  16,  1931.  Serial  No.  575,167 
11  Claims.     (CL  296 — 44.5) 


1.  A  nmway  strip  for  a  slldable  window  glass 
which  includes,  In  combination,  a  channel  strip  of 
sponge  rubber  having  a  web  portion  and  two  up- 
standing side  port  ons,  a  reinforcing  strip  of  rub- 
ber extending  across  the  web  portion  of  the 
channel  strip,  metal  finish  strip  having  longitu- 
dinally spaced  portions  embedded  in  the  up- 
standing side  portions  of  said  channel  strip  form- 
ing a  bendable  finish  strip  for  the  top  edges 
thereof,  and  fr  ctionless  material  secured  on  the 
inner  surface  of  said  channel  strip. 


2.017.557 
RECOVERY  OF  MOLYBDENUM 
Karl  Winkler  and  Walter  Kroenlg.  Ludwigshafen- 
on-the-Rhine.  Germany,  assignors  to  I.  G.  Far- 
benindustrie  Aktiengesellschaft.  Frankfort-on- 
t  he -Main,  Germany 
Original  application  August  27,  1930,  Serial  .No. 
478.111.  now  Patent  No.  1,923.652,  dated  August 
22    1933.     Divided  and   this  application   April 
18,  1933.  Serial  No.  666.684.    In  Germany  Sep- 
tember 27.  1929 

7  Claims.     (CI.  23—23) 


jUv^  ft 


1.  A  process  for  the  recovery  of  molybdic  acid 
from  a  mixture  comprising  molybdenum  and  a 
constituent  comprising  another  metal  soluble  in 
acids  after  roasting  said  mixtiire  which  com- 
prises roasting  the   said   mixture  by  treatment 


with  a  gas  comprising  oxjrgren  at  a  temperature 
not  exceeding  600'  C.  and  treating  the  roasted 
mixture  containing  the  molybdenum  in  the  form 
of  its  oxides  with  an  acid  in  an  amount  and  con- 
centration which  will  dissolve  out  from  the  roasted 
mixture  only,  but  at  least  substantially,  the  con- 
stituent comprising  said  other  metal,  and  simul- 
taneously with  an  oxidizing  agent. 


2,017^58 

PROCESS  OF  PREPARING  CALCIUM 

CARBIDE 

Ernst  Winter.  Cologne-Braunsfeld,  and  Fridolin 
Hartmann,  Knapsack,  near  Cologne,  Germany, 
assignors  to  Aktiengesellschaft  fiir  Stickstoff- 
dunger,  Knapsack,  Bezirk  Cologne -on- the- 
Rhine,  Germany 
No  Drawing.  Application  November  9,  1931, 
Serial  No.  574,030.  In  Germany  January  17, 
1930 

5  Claims.  (CL  23—208) 
5.  The  process  which  comprises  converting 
dustlike,  practically  dry  calcium  hydroxide  pow- 
der, as  Is  obtained  according  to  the  dry  gasifica- 
tion process,  alone  into  strongly  coherent  shaped 
bodies  consisting  of  calcium  oxide  by  the  steps 
of  pressing  and  calcination,  and  thereupon  sub- 
jecting, in  the  presence  of  carbon,  the  shaped 
bodies  thus  obtained  to  a  smelting  and  burning 
process  to  form  calcium  carbide. 


2.017.559 

BEET   SLICER 

Joseph  Wolfinger.  Dundas.  Wis. 

Application  November  6.  1931.  Serial  No.  573,354 

4  Claims.     (CL  146 — 169) 


P^t-/^-1^ 


-A-s 


3 


2.  A  vegetable  cutter  comprising  a  supporting 
frame,  a  transverse  row  of  resilient  vegetable 
receiving  cups  mounted  on  the  frame,  a  set  of 
vertically  disposed  stationary  knives  mounted  be- 
low each  cup.  a  transversely  extending  cross  head 
reciprocally  mounted  on  the  frame  above  the 
cups,  a  plunger  for  forcing  the  vegetables  through 
the  cups  secured  to  the  cross  head  for  each  cup, 
an  operating  shaft  rotatably  mounted  on  the 
frame  above  the  cross  head,  means  for  actuating 
the  shaft,  crank  wheels  secured  to  the  opposite 
ends  of  the  shaft,  pitman  rods  operatlvely  con- 
necting the  crank  wheels  to  the  cross  head, 
transversely  movable  knife  frames  arranged  be- 
low the  cups,  oppositely  disposed  cutting  knives 
secured  to  the  knife  frames,  guide  thimbles  se- 
cured to  the  opposite  ends  of  the  knife  frames, 
and  depending  cam  rods  connected  with  the  cross 
head  sUdably  received  in  the  guide  thimbles. 
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2.017.566 

COMBINATION  FOOD  AND  UQUID  JUG 

Joseph    WoodJey.    BeUeTille.    DL.    masicnor    to 

Knapp- Monarch    Company.    BeUeyille.    111.,   a 

corporation  at  Miasoari 

AppUcaUon  December  7.  1931.  Serial  No.  579.356 

3  Claims.     (CI.  215—13) 


1.  In  a  combination  food  and  liquid  jug  a 
container  having  a  substantially  vertical  side 
wall,  said  container  being  open  at  its  upper  end 
substantially  the  full  diameter  thereof,  a  casing 
surrounding  said  container  and  spaced  there- 
from. Insulating  material  interposed  between  said 
container  and  said  casing,  a  cover  for  said  con- 
tainer, means  to  retain  said  cover  in  position  on 
said  container,  said  cover  comprising  upper  and 
lower  walls,  each  having  a  perforation  there- 
through, a  tubular  element  extending  through 
said  perforations,  the  ends  of  said  tubular  ele- 
ment being  flanged  over  said  upper  and  lower 
wsills  to  retain  said  element  in  assembled  posi- 
tion, insulating  material  between  the  walls  of 
said  cover  and  said  tubular  element  and  a  clo- 
sure element  for  said  tubular  element. 


2.017,561 
METHOD  OF  PRODUCING  CRYSTALLINE  HY- 
DRATES OF  ALKALI  METAL  SILICATES 
Chester  L.   Baker,  Berkeley,  Calif.,   assignor   to 
Philadelphia   Quarts   Company   of   California, 
Ltd..  Berkeley,   Calif.,  a  corporation  of   Cali- 
fornia 

No  Drawing.  AppUcation  July  18.  1931, 
Serial  No.  551.785 
18  Claims.  (CI.  23—110) 
14.  In  a  method  of  making  a  definite  crystalline 
hydrate  of  an  alkali  metal  silicate,  the  steps 
which  include  preparing  a  solution  of  the  said 
hydrate,  establishing  the  solution  at  a  tempera- 
ture below  the  melting  point  of  the  crystal  sought 
but  high  enough  to  keep  the  solution  relatively 
fluid,  initiating  crystallization  while  substantially 
maintaining  the  temperature,  mechanically  sep- 
arating the  crystals  from  the  liquor  without  ma- 
terial reduction  of  the  temperature  and,  there- 
fore, of  the  fluidity  of  the  residual  mother  liquor, 
and  drying  the  separated  crystals  at  substantially 
the  same  temperature. 


at  its  end  farthest  from  the  pipe  and  a  baffle  plate 
forming  a  partition  in  the  pipe  and  projecting 


2.017.562 

COMBUSTION  CONTROLLER 

Edward  A.  Brown.  Des  Moines,  Iowa 

Application  January  14.  1935,  Serial  No.  1.629 

9  Claims.     (CL  126—307) 

1.  In  a  device  of  the  kind  described,  a  pipe 

section,  a  box  projecting  laterally  therefrom  open 


into  the  box  and   having  adjacent  its  free  end 
a  slot  extending  substantially  across  it. 


AND 


2.017.563 

COMBINED  EXTENSION  LADDER 

TRESTLE 

John  S.  Cantelo,  East  Cambridge.  Mass. 

Application  December  22.  1933.  Serial  No.  703,511 

6  Claims.     (CI.  228— 22) 


1.  An  extension  ladder  and  trestle  having  in 
combination  two  cooperating  ladder  members, 
means  for  pivotally  connecting  said  ladder 
members  comprising  a  pair  of  oppositely  dis- 
posed connecting  members,  each  connecting 
member  comprising  unitary  metal  structure, 
having  in  combination  upper  and  lower  guide 
members  extending  inwardly  and  between  which 
the  rails  of  an  extension  ladder  section  are  adapt- 
ed to  be  slidably  received,  each  connecting  mem- 
l)er  provided  with  an  outwardly  extending  fin 
beginning  at  the  upper  end  thereof,  continuing 
down  and  passing  through  central  of  inclined 
wings  terminating  at  the  lower  end  of  said  con- 
necting members  forming  T-shaped  sections  be- 
low and  above  the  inclined  wings,  said  wing 
members  being  integral  with  each  connecting 
member  to  which  said  ladder  members  are  se- 
cured, the  outside  surface  of  said  wings  form- 
ing bearing  members  for  the  rails  of  said  ladder 
and  bearing  incline  to  cause  the  rails  to  assume 
a  divergent  relation. 


2.017.564 

LATCH  FOR  AUTOMOBILE  FENDER 

SHROUDS 

Arthur  Claud-Mantle,  Trumbull,  Conn  .  assignor 
to  The  Bassick  Company,  Bridgeport.  Conn.,  a 
corporation  of  Connecticut 
AppUcation  October  1.  1934.  Serial  No.  746.286 
9  Claims.     (CI.  70—14) 
1.  In  a  latch  of  the  character  described,  a  cas- 
ing, a  latch  bolt  in  said  casing,  a  pivotal  mounting 
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for  said  bolt  with  respect  to  which  it  is  adapted 
to  have  rectilinear  movement  and  swinging 
movement  at  one  end  of  said  rectilinear  move- 
ment, a  cam  surface  on  said  bolt  including  a  por- 
tion parallel  to  said  rectilinear  movement  and  a 
portion  which  at  said  one  end  of  rectilinear  move- 
ment is  concentric  to  the  axis  of  said  swinging 
movement,  guide  means  carried  by  said  casing 


and  adapted  to  successively  engage  said  parallel 
and  concentric  portions  of  said  cam  surface  dur- 
ing said  rectilinear  and  swinging  movements,  a 
rotatable  acuating  member,  and  means  connected 
between  said  actuating  member  and  said  bolt 
adapted  to  Impart  sliding  and  swinging  move- 
ment to  said  bolt  upon  actuation  of  said  actuating 
member, 

2.017.565 

RAILWAY   CAR  TYPE  CONTAINER 

John  P.  McWilliams.  Cleveland.  Ohio,  assignor  to 

Youngstown  Steel  Door  Company.  Cleveland. 

Ohio,  a  corporation  of  Ohio 

Application  February  1,  1932,  Serial  No.  590,083 

2  Claims.     (CI.  105 — 366) 


1.  In  a  railway  car  type  of  container  of  gener- 
ally rectangular  shape  having  four  sides  and  a 
roof,  the  combination  with  a  rectangular  bottom 
framework;  of  comer  posts  secured  at  their  lower 
ends  to  the  respective  corners  of  said  framework; 
upper  frame  elements  on  two  opposite  sides  of  the 
container  extending  between  and  secured  to  the 
respective  corner  posts  adjacent  the  tops  thereof, 
each  of  said  sides  being  provided  with  a  door 
opening  and  door  closure  means,  each  of  the  re- 
maining pair  of  opposed  side  walls  of  the  con- 
tainer being  comprised  of  two  relatively  light 
gauge  sheet  metal  pemels  provided  with  integral 
substantially  vertically  disposed  reinforcing  cor- 
rugations and  a  centrally  disposed  vertically  ex- 
tending post,  the  outside  and  bottom  edges  of  the 
panels  being  secured  to  the  comer  posts  and  bot- 
tom framework  respectively  and  the  central  post 


secured  at  its  bottom  to  the  bottom  framework 
and  to  the  panels;  a  top  spacer  bar  secured  to  and 
along  the  top  edges  of  said  panels  and  to  the 
upper  end  of  the  central  post,  the  spacer  bar  ter- 
minating at  its  ends  adjacent  the  respective 
corner  posts;  four  upper  comer  members  each 
secured  to  the  upper  end  of  the  corresponding 
comer  post  and  adjacent  end  of  a  spacer  bar. 
each  said  member  having  means  for  attachment 
of  lifting  tackle;  and  a  pluraUty  of  carlines  ex- 
tending between  said  spacer  bars,  the  said  spacer 
bars  and  carlines  being  placed  under  compression 
and  both  panel-post  sides  under  tension  from  the 
respective  spacer  bars  to  the  bottom  framework, 
when  the  container  is  lifted  by  tackle  attached  to 
said  four  upper  corner  members. 


2.017.566 

ENGINE  STARTER  DRIVE 

William  L.  McGrath,  Elmlra,  N.  Y.,  assignor  to 

Eclipse    Machine    Company,    Elmlra    Heights. 

N.  Y..  a  corporation  of  New  York 

Application  June  13,  1934,  Serial  No.  730.517 

24  Claims.     (O.  74—7) 


M      ^t:     «*    * 


1.  In  an  engine  starter,  a  unitary  drive  includ- 
ing a  mounting  and  actuating  member,  a  screw 
shaft  loosely  mounted  thereon,  a  torsion  spring 
connecting  said  mounting  member  and  shaft,  a 
nut  threaded  on  the  screw  shaft,  an  engine  driv- 
ing member  connected  for  rotation  and  longitudi- 
nal movement  with  the  nut.  and  means  on  the 
mounting  member  arranged  to  be  engaged  by  said 
nut  for  limiting  longitudinal  movement  of  the  nut 
in  the  direction  to  engage  the  engine  driving  mem- 
ber and  for  transmitting  driving  torque  from  the 
mounting  member  to  the  nut. 


2.017.567 

DYE  HOLDER  AND  APPLICATOR 

Hans  Meyer,  London,  England,  assignor  to 

Lawrence  M.  Gelb,  New  York,  N.  Y. 

Application  May  31,  1934,  Serial  No.  728.272 

In  Germany  September  14.  1932 

7  Claims.    (CI.  206—15.1) 


1.  A  receptacle  having  a  convex  arcuate  shaped 
side,  said  side  having  a  shoulder. 


2,017.568 

PROCESS  OF  MANUFACTURING   A  FLAME 

RESISTANT  CLEANING  FLUID 

George  L.  Parkhurst.   Chicago,  111.,  assignor  to 

Standard  Oil  Company,  Chicago,  111.,  a  corpora- 

tion  of  Indiana 

Application  March  12.  1932,  Serial  No.  598.358 

9  Claims.     (CI.  87—5) 
4.  Process  of  manufacturing  a  flame-resistant 
solvent  mixture  suitable  for  use  in  dry  cleaning 
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from  a  mixture  of  hydrocarbons  substantially 
free  from  hydrocarbons  having  more  than  two 
carbon  atoms  per  molecule,  comprising  intensive- 
ly chlorinating  said  hydrocarbons,  separating  the 
liquid  chlorinatlon  products,  fractionally  distill- 
ing said  liquid  chlorinatlon  products  to  yield  a 
cut   having   an   Initial    distillation    temperature 


substantially  within  the  range  150°  F.  to  275°  F. 
and  a  maximum  distillation  temperature  sub- 
stantially within  the  range  195'  F.  to  350'  F.,  said 
initial  and  maximum  distillation  temperatures 
being  separated  by  from  about  45°  F.  to  about 
180^  F.  and  blending  said  cut  with  a  substantial 
amount  of  a  naphtha  having  distillation  charac- 
teristics substantially  similar  to  those  of  said  cut. 


2.017,569 

APPARATUS  FOR  SHAPING  GLASSWARE 

Karl  E.  Peller,  West  Hartford,  Conn.,  assig:nor  to 

Hartford -Empire  Company,  Hartford,  Conn.,  a 

corporation  of  Delaware 

Application  Jaly  9.  1929,  Serial  No.  376.895 

1  Claim.     (CI.  49—9) 


A  glassware  forming  machine  comprising  a  ro- 
tary blank  mold  carrier,  a  blank  mold  thereon. 
a  neck  mold  associated  with  the  blank  mold,  said 
blank  mold  being  openable  to  leave  the  blank 
suspended  from  the  neck  mold,  means  for  hold- 
ing the  neck  mold  above  the  blank  mold  when 
sa'd  blank  mold  is  opening,  a  blow  mold  carrier. 
a  blow  mold  on  the  blow  mold  carrier,  auto- 
matic means  for  rotating  said  carriers  in  opposite 
directions  including  intermeshing  horizontal 
gears  mounted  respectively  on  said  carriers  and 
means  for  driving  said  gears  continuously,  means 
supporting  said  carriers  in  such  adjacent  rela- 
tion and  for  so  holding  the  neck  mold  and  blow 
mold  on  their  respective  carriers  that  the  path  of 
the  blow  mold  cavity  is  substantially  tangent  to 
rhe  path  of  the  blank  left  .suspended  from  the 
neck  mold  over  the  intermeshing  portions  of  said 
gears,  and  means  for  directly  transferring  the 
blank  from  the  neck  mold  to  the  blow  mold  dur- 
ing the  rotation  of  said  carriers,  including  auto- 


matic means  for  closing  the  blow  mold  about  the 
blank  while  the  blank  is  suspended  from  the  neck 
mold. 


2.017,570 
DISPENSING  CONTAINER  FOR  ROLLED 

TAPE 

•     Arnold  A.  Pollak.  Waterbary.  Conn. 
Application  October  20.  1932,  Serial  No.  638.705 
5  Claims.     (CI.  206 — 52) 


1.  In  a  dispenser  for  a  roll  of  tape,  a  cylindri- 
cal container  having  a  transverse  slot  for  per- 
mitting the  passage  of  said  tape,  and  a  longitu- 
dinal slot  near  one  edge  thereof,  a  cutter  plate 
having  a  plurality  of  lugs  extending  into  said 
longitudinal  slot,  said  cutter  plate  being  adapted 
to  cover  the  end  portion  of  said  tape  and  said 
transverse  slot  said  cutter  plate  having  a  knife 
edge  for  cutting  off  the  end  of  said  tape,  leaving 
the  adjacent  portion  under  said  plate  ready  to 
be  grasped  for  removing  another  section  thereof. 


2.017.571 

MEANS  FOR   HANDLING   FRANGIBLE   TILES 

ANT)  THE  LIKE 

Walter  Pursell,  Cincinnati.  Ohio,  and  Fdward  C. 

Gaertner,  Terrc  Haute.  Ind.. 

Application  Aasrust  31.  1933.  Serial  No.  687,604 

6  Claims.     (CI.  206 — 46) 


»^t  ,-** 


r 


1.  A  package  comprising  a  series  of  frangible 
building  units  resting  in  side  by  side  relationship 
with  their  ends  resting  upon  a  pair  of  spaced, 
parallel,  longitudinal  ledge  members,  each  ledge 
member  having  secured  to  an  outer  face  thereof  a 
strip  of  wood  extending  above  the  resting  areas 
of  the  units,  to  preclude  shifting  of  the  units 
laterally  of  the  ledge  members,  and  a  pair  of  end 
strips  each  having  an  upper  and  a  lower  edge 
extending  respectively  above  and  below  the  rest- 
ing areas  for  thp  units,  the  lower  edges  being 
slightly  elevated  relative  to  the  ledge  members 
to  provide  a  simple  hand-hold. 


2.017.572 
PROCESS  FOR  THE  M.\NUFACTURE   OF 
SOLVENTS 
James  M.  Sherman,  Ithaca.  N.  Y..  and  Norris  M. 
Erb.  Pasadena.  Md..  assicnors  to  C  S.  Indus- 
trial Alcohol  Co.,  New  York.  N.  Y,  a  corpora- 
tion of  West  Virrinia 

No  Drawing.     Application  October  1.  1932, 
Serial  No.  635.862 
12  Claims.     (CI.  260—1.35) 
1.  A  process  of  producing  solvents,  consisting 
principally   of   butyl   alcohol    and    isopropyl    al- 
cohol,   by    fermentation,    which    comprises    pre- 
paring a  sterilized,  inverted  molasses  mash,  add- 
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ing  thereto  a  culture  of  the  herein-described 
micro-organism.  Clostridium  viscifaciens,  and 
conducting  the  fermentation  caused  by  said 
micro-organism. 

6.  A  process  of  producing  solvents,  consisting 
principally  of  butyl  alcohol  and  isopropyl  alcohol, 
which  comprises  partly  diluting  molasses  with 
water,  heating  the  partly  diluted  molasses  in  the 
presence  of  sufficient  acid  to  invert  the  sucruoc 
contained  in  the  molasses,  then  cooling  and  dilut- 
ing the  mash  by  adding  sufficient  cold  sterile 
water  to  give  a  sugar  concentration  between  5.5 
and  6.5  gms.  invert  sugar  per  100  cubic  centimeters 
of  mash,  then  adding  basic  ingredients  adapted  to 
furnish  available  nitrogen  and  to  adjust  the  acid- 
ity of  the  mash,  then  seeding  the  mash  with  a  cul- 
ture of  the  herein  described  micro-organism  Clos- 
tridium viscifaciens.  and  conducting  the  fermen- 
tation caused  by  said  micro-organism. 


2,017,573 
MINING  MACHINE 

William    W.    Sloane.    Chicago,    III.,    assignor    to 

Goodman    Manufacturing    Company.   Chicago, 

111.,  a  corporation  of  Illinois 

Application  October  13.   1930.  Serial  No.  488.439 

Renewed  October  8.  1932 

44  Claims.     iCI.  262— 28) 


s-p r 


1.  In  a  mining  machine,  a  frame,  a  motor  on 
said  frame,  cutting  mechanism  guided  for  hori- 
zontal movement  along  said  frame  including  a 
projecting  cutter  bar,  drive  connections  between 
said  motor  and  cutting  mechanism  for  moving 
said  cutting  mechanism  along  said  frame  and  for 
independently  swinging  said  cutter  bar  in  a  plane 
substantially  parallel  to  the  direction  of  move- 
ment of  said  cutting  mechanism  along  said  frame, 
said  drive  connections  Including  a  spllned  shaft 
driven  by  and  fixed  from  endwise  movement  rel- 
ative to  said  motor  and  extending  parallel  to  the 
direction  of  movement  of  said  cutting  mechanism 
along  said  frame. 


2,017.574 

APPARATUS     FOR     CORRUGATING     SHEET 

METAL  RECEPTACLES 

Jacques  Stanitz,  Warren,  Ohio,  and  George  D. 
Boyer,  deceased,  late  of  Warren.  Ohio,  by  Clara 
M.  Boyer,  Warren,  Ohio,  and  the  McDowell 
National  Bank,  Sharon.  Pa.,  executors,  as- 
signors to  The  Youngstown  Pressed  Steel  Com- 
pany, Warren,  Ohio,  a  corporation  of  Ohio 

Orginal  application  July  24.  1933,  Serial  No. 
681.833.  now  Patent  2.003,981,  June  4,  1935. 
Divided  and  this  application  May  2,  1935.  Serial 
No.  19,472 

6  CUlms.     (CI.  153—70) 


^ 


.luU 


/ 


each  having  spaced  inner  axially  extending 
grooves,  a  ring  plate  interposed  between  adjacent 
rings,  and  rotatable  members  in  each  of  the 
grooves  of  certain  of  said  rings,  the  lowermost 
rotatable  member  in  each  groove  resting  on  the 
ring  plate  next  below;  and  a  male  die  adapted  to 
be  relatively  telescoped  within  said  female  die 
having  a  series  of  grooves  adapted  to  register 
with  said  rotatable  members. 


1.  Apparatus  for  forming  grooves  In  th?  side 
walls  of  sheet  metal  receptacles,  including  a  fe- 
male die  provided  with  a  rerics  of  removable  rings 


2,017,575 
LIGHT  SOURCE  FOR  PROJECTORS 

Richard  Thomas.  Los  Angeles.  Calif.,  assignor  of 
one-half  to  Wm.  Jennings  Bryan,  Jr.,  Los 
Angeles,  Calif. 

Application  December  5,  1933,  Serial  No.  700,983 
5  Claims.     (CL  88—16.4) 


i^iK^^ 


1.  A  projector  apparatus  comprising  a  light 
8ourv-e.  a  condenser  unit,  and  a  beam  spreading 
device  embodying  a  pair  of  prisms  mounted  apex 
to  apex  in  position  to  receive  the  light  beam 
from  said  condenser  unit,  said  prisms  being  of 
truncated  isosceles  form  with  their  base  axes 
in  the  same  plane,  and  a  second  pair  of  similar 
prisms  mounted  base  to  base  with  their  base 
axes  in  the  same  plane,  and  selectively  spaced 
from  the  first  pair  of  prisms  according  to  the 
desired  spreading  of  the  light  rays,  said  second 
pair  of  prisms  adapted  to  change  the  direction 
of  the  light  rays  into  approximate  parallelism. 


2.017.576 
SCREEN  STENCILING  ART 

William  Courtney  Wilson.  Chicago.  111.,  assignor 
to  Pyroxylin  Products,  Inc..  Chicago,  III.,  a  cor- 
poration of  Illinois 

Application  January  23,  1931.  Serial  No.  510.657 
6  Claims.    ICl.  101—129) 


LArtR 
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Airnci  t  TO  81  ntCORATtO 

5.  The  method  of  making  a  decorated  surface 
which  consists  of  applying  to  raid  surface  through 
a  screen  stencil  a  composition  having  a  base  con- 
sisting of  cellulose  ester  and  having  a  solvent 
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which  Includes  a  substantial  quantity  of  ester  of 
furoic  acid  with  an  alcohol  from  methyl  to  amyl 
inclusive,  said  composition  being  characterized 
by  being  non-oxidizing,  and  by  such  slow-drying 
properties  that  the  screen  does  not  stick  to  said 
surface  during  the  stenciling  operation,  and  re- 
mains wet  for  a  sufficiently  long  period  to  permit 
continuous  re-use  of  the  stencil. 


2.017.577 

DIFFERENTIAL  GEAR  FOR  AL^TOMOTIVE 

VEHICLES 

Tredf  ert  Lee  Adams,  Owen  Sound, 

Ontario,  Canada 

Application  November  1,  1934,  Serial  No.  750,949 

4  Claims.     (CI.  74—316) 


2    The  combination  with  a  differential  gear  in- 
cluding alined  axles  and  a  rotatable  differential 
case  of  a  positive  clutch  whereby  one  of  the  axles 
may  be  locked  to  the  differential  case;  and  clutch 
operating   mechanism   including   a   crank   shaft 
formed  with  a  crank  arm,  a  spring  connected  to 
a  stationary  part  and  the  crank  arm  tending  to 
move  the  clutch  to  the  locking  position,  a  wire 
connected  to  the  rock  arm  adapted  when  suffi- 
ciently tensloned  to  rock  the  said  arm  to  disen- 
gage the  clutch,  a  spring  engaging  the  wire  and 
a  stationary  part  adapted  to  apply  sufficient  ten- 
sion to  the  wire  to  disengage  the  clutch  a«ainst 
the  action  of  the  first  mentioned  spring,  th^  wire 
being  provided  with  means  whereby  it  may  be 
manually  moved  against  the  pressure  of  the  sec- 
ond mentioned  spring. 


2.017.578 

DOOR  OPERATING  MECHANISM 

Eugene  Alsworth.  Union  Church,  Miss. 

Application  Ancust  2.  1934.  Serial  No.  738,135 

8  Claims.     (CI.  20— 16) 


means  connected  with  the  first  named  cable  for 
acting  thereon  m  opposition  to  the  first  named 
weight  and  door  opening  mechanism  cormected 
with  the  first  named  cable  and  releasable  upon 
movement  of  the  first  named  cable  In  the  direction 
of  pull  exerted  thereon  by  the  first  named  weight. 


2.017,579 
AIR   CONDITIONER  FOR   VEHICLES 
Samuel  M.  Anderson.  Sharon.  Mass..  assignor  to 
B.   F.   Sturtevant  Company.  Inc.,  Hyde  Park. 

AppUcaUon  February  8.  1934.  Serial  No.  710,256 
5  Claims.    (CL  257— 7) 


8  In  a  door  opening  mechanism,  door  locking 
means  including  a  locking  pin.  a  cable  connected 
at  one  end  with  said  pin.  suitably  mounted  puUcys 
over  which  said  cable  is  trained,  a  weight  on  the 
free  end  of  said  cable,  additional  weight  and  cable 


2.  An  air  conditioning  system  for  a  passenger 
automobile,  comprising  an  air  conditioning  unit 
mounted  below  and  to  the  rear  of  the  instrument 
panel,  a  heat  exchange  coll  in  said  unit,  a  fan 
In  said  unit  for  passing  air  over  said  coll  and 
discharging  It  to  the  passenger  space,  a  discharge 
outlet  from  said  unit  arranged  between  said  In- 
strument panel  and  the  windshield  of  said  auto- 
mobile, and  means  for  supplying  heating  or  cool- 
ing effects,  at  will,  to  said  unit. 


2.017.5M 

ENSILAGE  CUTTER  AND  BLOWER 

Elden  Dleos  Bayley.  Springfield.  Ohio 

Application  June  15.  1929.  Serial  No.  371.172 

16  Claims.     (CI.  14ft— 107) 


2  A  feeding  roll  for  an  ensilage  cutter  or  the 
like  comprising  a  series  of  radially  disposed  sub- 
stpntially  V-shaped  vanes  formed  from  sheet 
metal,  a  shaft  about  which  the  vanes  are  radially 
disposed,  and  circular  heads  of  sheet  metal  at 
the  extremities  of  the  vanes,  the  component  parts 
of  the  structure  being  inteninlted  by  welding. 


2.017.581 
SAFETY  HOOK 
Warren  F.  Bleecker,  Tulsa.  Okla..  assignor  to  Zero 
Hour  Torpedo  Company,  Casper.  Wyo.,  a  cor- 
poration of  Wyoming 
Application  October  22.  1934.  Serial  No.  749,397 
16  Claims.     (CI.  24 — 238) 
1    In  a  device  of   the  chjuracter  described,  a 
hook  having  overlapping  coincident  end  portions, 
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and  means  movable  on  the  hcok  for  engaging 
said  ends  to  lock  the  ends  in  coincident  relation 


k 


ment  to  the  end  walls  to  insure  inter-engage- 


'^'^.il 


said  hook  having  bendable  portions  to  anchor 
said  locking  means. 


2,017,582 

TUBE  FOR  VENTING  TIRES 

Harold    A.   Brittaln,   Akron,   Ohio,    assignor,   by 

mesne  assignments,  to  Wingfoot  Corporation, 

Wilmington,  Del.,  a  corporation  of  Delaware 

Application  October  29,  1931,  Serial  No.  571,719 

13  Claims.     (CI.  152—13) 


ment   between  the  hook  G&ps  and  slitted  side 
walls. 

2.017,584 

ELECTROLYTIC  CELL 

John  H.  Calbeck.  Joplin.  Mo. 

Application  July  11,  1931.  Serial  No.  550.166 

16  Claims.     (CI.  204—5) 


9.  An  inner  tube  for  pneumatic  tire  cas'ngs 
having  an  air  containing  portion  and  an  Inflat- 
ing valve  stem,  said  air  containing  portion  and 
stem  being  provided  with  minute  means  for  per- 
mitting the  escape  of  air  trapped  between  a  cas- 
ing in  which  the  tube  Is  mounted  and  the  tube 
to  a  point  bevond  the  valve  stem. 


2.017.583 
MACHINE  FOR  FOLDING  CARTON  BLANKS 
Frank  J.  Burrow,  Toledo,  Ohio,  assignor  of  one- 
half  to  Ernest  I.  Stephensen,  Toledo.  Ohio 
Application  September  14,  1933,  Serial  No.  689.485 
6  Claims.     (CI.  93—49) 
1 .  In  a  machine  for  folding  cartons  having  slit- 
ted side  walls  adapted  to  receive  hook  flaps  on 
end  walls  thereof,  a  suppwrt  for  a  carton  blank, 
means  for  folding  the  sides  and  ends  of  the  blank, 
means    operable    conjointly    with    said    folding 
means  for  inserting  each  flap  through  the  adja- 
cent slip  and  causing  the  parts  to  lock  together, 
said   folding   means   l>€ing   operable   slightly    to 
buckle  a  portion  of  the  end  walls  to  enable  the 
flaps  to  be  forced  freely  into  the  respective  sHtted 
portions,  and  means  to  impose  retrograde  move- 


1.  An  electrolytic  cell  Including  a  tank  having 
an  outlet  above  the  bottom  thereof  for  maintain- 
ing a  level  of  electrolyte  In  the  tank,  a  buoyant 
electrode  In  the  tank  floatable  in  the  electrolyte, 
and  an  insoluble  electrode  having  fixed  position 
in  the  tank,  and  means  for  regulating  buoyancy 
of  the  buoyant  electrode. 


2,017.585 

UGHT  ATTACHMENT  FOR  FIREARMS 

Robert  A.  Casey,  Struthers,  Ohio 

Application  July  12.  1934.  Serial  No.  734.789 

1  Claim.     (CI.  240— 6.41) 


In  a  device  of  the  class  described  comprising  a 
gun  in  combination  with  a  detachable  electric 
light  unit  earned  underneath  barrel  of  said  gim, 
a  pair  of  prong  sockets  formed  underneath  the 
barrel  of  said  gun.  a  pair  of  prongs  extending 
backwardly  formed  on  said  electric  light  imit  for 
the  purpose  of  holding  the  electric  light  unit  in 


598 


OFFICIAL  GAZETTE 


OCTOBEK  15,  1935 


a  parallel  position  to  the  gun  when  the  prongs 
are  projected  Into  the  prong  sockets,  an  electric 
socket  formed  on  said  gun.  an  electric  plug  car- 
ried on  said  electric  light  unit  adapted  to  be 
projected  into  said  electric  socket  simultaneously 
with  the  engagement  of  said  prongs  and  prong 
sockets  to  connect  the  light  with  a  source  of 
current. 

2.017.586 

DEHYDRATING    GLAUBERS    SALT 

AND  THE   LIKE 

Clifford  Hethrington  Frank  Cottee. 

OtUwa.  Ontario.  Canada 

Application  May  31.  1933.  Serial  No.  673,588 

5  Claims.     iCl.  34—24) 


1.  A  method  of  drying  granular  material  in  a 
moving  current  of  air  which  comprises  passmg 
the  material  and  drying  air  in  the  same  direction 
in  continuous  flow  through  a  unitary  drying 
chamber,  agitating  the  material  in  one  portion  of 
the  ch-^.mber  to  successively  project  the  material 
into  the  drying  current  of  air  during  the  fore- 
ward  movement  of  the  material,  substantially 
reducing  the  velocity  and  obstructing  the  flow  of 
the  material-laden  air  in  an  enlarged  portion  of 
the  chamber,  discharging  the  air.  and  separately 
withdrawing  along  the  floor  of  the  chamber  the 
dried  material  precipitated  therein. 

2.017.587 

MASONRY  FACED  WALL  BOARD  AND 

PROCESS  OF  PRODUCING  THE  SAME 

Walter  R.  Dennis.  Minneapolis.  Minn. 

Application  Jane  29.  1931,  Serial  No.  547,643 

Renewed  March  22.  1935 

6  Claims.     (CL  18 — 59) 


ammonia  and  carbon  dioxide,  the  steps  which 
comprise  distilling  the  major  part  of  uncombined 
ammonia  from  the  synthesis  melt,  removing  a 


1.  The  process  of  making  masonry-faced  wall 
board  which  consists  in  laying  a  body  of  plastic 
cement.  In  coating  the  fibers  of  a  porous  body 
with  a  bath  of  liquid  cement,  in  laying  the  body 
of  fibrous  material  thus  treated  against  said 
plastic  body  while  the  latter  is  still  in  plastic 
condition,  in  subjecting  the  same  to  pressure 
whereby  said  body  of  fibrous  material  Is  mate- 
rially reduced  in  volume  and  density  and  is 
pressed  partly  into  the  unset  plastic  body  against 
which  it  is  laid,  and  In  maintaining  said  mate- 
rials under  pressure  until  the  said  plastic  body 
and  the  cement  adhering  to  said  fibrous  material 
have  set. 

2.017.588 
UREA  SYNTHESIS 
Harald  W.  de  Ropp  and  Harry  C.  Hetherington. 
Witaninsien,  Del.,  aasirnors  to  E.  I.  da  Pont  de 
Nemoan  &  Company,  Wilmington.  Dei.,  a  cor- 
poration of  Delaware 
AppUeatien  May  20.  1932,  Serial  No.  612,474 

7  Claims.     (CI.  71—9) 
1.  In  a  process  for  the  combined  synthesis  of 
solid  urea  and  a  liquid  fertilizer  material  from 


n^pD 


substantial  part  of  the  urea  in  solid  form  from 
said  melt,  and  adding  a  relatively  small  quantity 
of  ammonia  and  water  to  the  resultant  modified 
melt  to  produce  a  liquid  fertilizer  material. 


2,017.589 

FRAMING  MECHANISM 

Aurusto  Dina,  New  York.  N.  Y. 

Appliration  December  20.  1930,  Serial  No.  503.681 

3  Claims.     (CI.  88— 17) 


^- 


^_  ^  ,  \ 


1.  In  a  framing  mechanism,  in  combination,  a 
supporting  frame,  a  rotatable  framing  member 
including  a  gear,  and  mounted  on  said  frame, 
means  for  displacing  said  rotatable  framing 
member  comprising  a  lever  provided  with  a  gear 
segment  pivoted  at  one  end  on  said  frame  and  a 
pinion  wheel  mounted  on  said  frame  operatively 
connecting  the  gear  segment  of  said  lever  with 
the  gear  of  said  rotatable  framing  member, 


2,«17,590 

AIR  PURIFIER 

Carl  A.  DafTner.  Cleveland  Heights.  Ohio 

Application  November  2,  1933,  Serial  No.  696.355 

7  Claims.     (CI.  4— 213) 

1.  In  an  air  filter,  the  combination  of  a  casing 

open  at  the  bottom,  and  containing  a  motor  in  the 

lower  portion,  said  motor  b^ing  mounted  with  it.s 

shaft  vertical,  absorbing  material  near  the  top.  a 

diaphragm  therebeneath  with  a  central  opening. 

a  fan  mounted  on  the  motor  shaft  boneath  the 

diaphragm,  a  second  diaphragm  beneath  the  fan 
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and  having  a  central  opening  and  vanes  adapted 
to  direct  a  current  of  air  towards  the  central 


opening,  and  a  second  fan  mounted  on  the  motor 
shaft  and  beneath  the  second  diaphragm. 


2,017.591 

VIBRATION   CI  SIIIONING   DRIVING 

DEVICE 

Edwin  J.  Dumm.  Marion,  Ohio 

Appliration  June  27,  1934.  Serial  No.  732,595 

2  Claims.     (CI.  64—100) 


1.  The  combination  of  a  hub  having  a  flange 
provided  with  cam  notches  in  its  edge,  a  ring  sur- 
rounding said  flange  and  having  radial  guides, 
rollers  fitting  in  said  notches,  plungers  slidable 
in  the  guides  and  bearing  against  the  rollers,  and 
a  spring  carried  by  the  ring  and  bearing  against 
the  outer  end  of  each  plunger, 


"1  •■iVTrr? 


2,017.592 

ASH  TRAY  HOLDER 

Tibor  A.  Feuerstein.  Yonkers.  N.  Y. 

Application  March  3.  1934    Serial  No.  713,847 

4  Claims.     (CI.  206—19.5) 


1.  In  an  ash  tray,  a  bracket  for  attachment  on 
a  wall  or  the  like,  and  an  ash  receptacle  engag- 
ing agairi5t  the  front  of  the  bracket  and  hav'ng 
portions  interengaged  with  complementary  por- 
tions on  the  bracket  for  preventing  turning,  an 
element  mounted  on  and  engaged  through  the  rear 
wa'i   of  the  receptacle  and  extending  into  said 


bracket,  and  resillert  means  urging  said  element 
inwards  to  hold  the  receptacle  in  the  position 
in  which  said  portions  interengage.  said  resilient 
means  being  located  within  said  bracket. 


2,017.593 
COMPOSITION  FOR   TREATING  COLLOIDAL 

SURFACES 
William  C.  Geer.  Ithaca.  N.  Y. 
No  Drawing.    Application  July  7,  1930. 
Serial  No.  466,049 
2  Claims.     (CI.  134—17) 
1.  A  composition  of  matter  which  consists  of 
a  mixture  of  non-volatile   liquids,  which  has  a 
freezing  point  below   ice-forming   temperatures, 
v.'hlch  is  fiuid.  of  low  viscosity  and  non-adhesive 
toward  ice  at  these  temperatures,  which  is  ab- 
sorbed by  rubber  at  ordinary  temperatures  but  is 
lubricating  at  ice  forming  temperatures,  one  such 
liquid  being  freely  soluble  in  rubber  and  capable 
of  swelling  rubber  and  another  being  insoluble 
in  rubber  and  capable  of  preventing  the  swelling 
of  rubber,  the  liquids  being  in  common  solution 
in  such  relative  proportions  that  the  mixture  will 
not  substantially  swell  or  otherwise  deteriorate 
a  rubber  surface  to  which  it  is  applied. 


2.017.594 
INSECTICIDE 

Charles  B.  Gnadinger,  Minneapolis,  Minn. 

No  Drawing.    Application  January  16.  1932. 

Serial  No.  587.147 

13  Claims.     (CL  167—14) 

8.  An  Insecticide  containing  a  seleno-suiphlde 
of  an  alkali  metal  selected  from  the  group  con- 
sisting of  sodium  and  potassium. 


2.017.595 
INSECTICIDE 

Charles  B.  Gnadinger.  Minneapolis.  Minn. 

No  Drawing.    Application  February  4,  1935. 

Serial  No.  4.984 

9  Claims.     (CI.  167—14) 

1.  An  insecticide  containing  ammonium  seleno- 

sulphide. 


2.017.596 
FLEXIBLE  VEHICLE 
Frank  A.  Hoffman,  Mansfield.  Ohio,  assignor  of 
fifty-one   one-hundredths   to   Otto   J.   Kuhlke. 
Akron.  Ohio 

No  Drawing.    .Application  May  11,  1934, 
Serial  No.  725  087 
12  Claims.     (CL  167— 82) 
1.  A  vehicle  for  the  purpose  of  holding  medica- 
ments and  releasing  them  when  used  as  a  bandage 
about  the  body  or  for  similar   purposes,  com- 
prising a  soft,  non-friable,  flexible,  elastic  sub- 
stance, said  vehicle  being  composed  of  a  water 
solution   of   gelatine  and   glycerine   which   have 
been  boiled  together  until  the  water  is  substan- 
tially eliminated  therefrom. 


2.017.597 
ELECTRIC   SIGN 

James   A.   Howenstlne.  Lima.   Ohio,    assignor   to 
Neon  Products,  Inc.,  Lima,  Ohio,  a  corporation 
of  Ohio 
Application  May  14,  1935,  Serial  No.  21.427 

7  Claims.     (CI.  40—130) 
3.  In  an  electric  sign,  the  combination  with  a 
glass  sign  plate  having  light  intercepting  indicia 
and  a  free  uncovered  edge,  of  an  electric  lamp 
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of  tubular  bulb  form  disposed  along  said  edge, 
said  bulb  being  transiucent  except  substantially 
for  a  narrow  window  portion  of  greater  trans- 
lucency  disposed  in  register  with  and  lengthvvise 


of  said   edge    whereby  the   lamp   when   lighted 


produces  a  diffused  border  light  for  the  sign 
plate  and  directs  a  brighter  light  through  the 
plate  edgewise  thereof. 


2.017.598 

MEANS  FOE  REDUCING  AND 

GRADING  ORES 

Gabriel  Chrtetiaan  Erasmus  Keet.  Johannesbarg. 

Transraal  Provixice.  Union  of  Soath  Africa 

ApplicaUon  December  29.  1933,  Serial  No.  704.506 

In  Union  of  South  Africa  July  26.  1933 

3  Claims.     (CL  83—10) 


JH^Ji 


1.  Means  for  reducing  ores  and  other  materials, 
including  an  external  rotated  vessel,  a  stationary 
shaft  around  which  the  vessel  is  arranged,  means 
for  rotating  the  vessel  around  said  shaft  at  a 
high  rate  of  speed,  a  crushing  element  arranged 
within  said  vessel,  a  further  stationary  shaft 
formed  as  an  extension  of  the  first  mentioned 
shaft  and  eccentric  thereto  around  which  the  in- 
ternal crushing  dement  is  rotatably  arranged, 
means  for  introducing  the  material  to  be  treated 
into  the  vessel  between  the  co-operating  crushing 
siu*f  aces  of  the  vessel  and  Internal  element,  means 
for  Introducing  water  into  the  vessel,  a  plurality 
of  outlets  in  the  upper  portion  of  the  wall  of  the 
vessel,  means  for  regulating  the  height  of  the 
outflow  of  the  product  through  said  outlets,  de- 
flectors over  said  outlets,  a  receptacle  for  receiv- 
ing the  product  from  the  deflectors,  and  a  closable 
opening  in  the  vessel  for  removing  material  re- 
tained In  the  vessel,  as  set  forth. 


2,017^99 

FOLDABLE  ROCKING  CHAIR 

Levis  Lehncr,  Memphis.  Tenn. 

ApplicaUon  April  11.  1934.  Serial  No.  720.003 

4  Claims.     iCl.  15S~75) 
2.  A  chair  having  a  baclc.  a  seat  pivoted  to  said 
back,  front  legs  pivoted  to  said  seat,  arm  rests 


pivoted  to  said  back,  Imks  pivoted  to  said  seat 
and  said  arm  rests  forming  parallelograms  with 
said  arm  rests,  seat  and  back,  rear  legs  pivoted 
to   the  pivot  of   said  arm   rests  and  links  and 


releasably  engaging  said  seat  to  retain  the  back 
and  seat  In  fixed  relation  to  each  other,  and  rock- 
ers pivotally  connected  to  the  ends  of  the  front 
and  rear  legs. 

2.017.60O 
FIRE  HYDRANT 
Herbert  M.  Lofton.  Chattanooga,  Tenn. 
Original  appUcaUon  March  SO,  1934.  Serial  No. 
718.108.     Divided  and  this  application  Decem- 
ber 5.  1934.  Serial  No.  756.080 

7  Claims.    (CL  2SS— 140) 


1.  In  a  fire  hydrant,  a  stock  or  barrel  composed 
of  a  plurality  of  flanged  parts  clamped  in  vertical 
abutting  relation  of  clamping  means  having  a 
frangible  coupling  member  comprising  an  suinu- 
lar  structure  supported  In  direct  contact  with  the 
under-surf  aces  of  the  flanged  stock  or  k>arrel  parts 
of  the  hydrant  and  clamped  thereto  by  bolts,  said 
frangible  coupling  member  having  a  deep  circu- 
lar groove  extending  clrcumferentlally  and  close 
to  a  plurality  of  the  bolts,  and  wherein  also,  one 
of  the  flanged  portions  of  the  stock  or  barrel  is 
provided  with  a  downward  extension  so  as  to 
form  an  abutting  contact  with  the  outer  and  up- 
per surface  of  the  frangible  coupling  meml)er. 


2.017.S01 

SLIDING  CAR  DOOR  GUIDE  CLOSURE 

Thonrald   Madland,   Chicago.   HI.,   assignor,   by 

mesne  assignments,  to  The  Toungstown  Steel 

Door  Company,  Clereland,  Ohio,  a  corporation 

of  Ohio 

AppUcaUon  May  18.  1934.  Serial  No.  725.841 
18  CUims.     (CI.  16—99) 

1.  In  a  railway  house  car,  a  track,  a  sliding 
door  adapted  to  be  frictionally  supported  upon 
said  track,  lift  mechanism  comprising  roller 
housings  Joumaled  eccentrically  upon  said  door 
and  rollers  mounted  on  said  housings,  guide 
means  for  said  door,  said  giiide  means  being  se- 
cured to  said  door  so  that  said  door  is  capable 
of  verUcal  movement  relative  thereto,  said  guide 
means  having  interlocking  relationship  with  said 
track,  said  mechanism  being  operable  to  elevate 
said  door  relative  to  said  guide  means  and  said 
track  for  support  upon  said  rollers. 

18.  Oulde  means  for  lift  doors  adapted  to  be 
supported    for    horizontally    sliding    movement 
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upon  a  track  comprising  a  member  having  a 
flange,  a  hook  shaped  portion  adapted  to  have 
interlocking  engagement  with  said  track  and  a 


shoulder  for  supporting  said  member  upon  said 
track,  and  a  bracket  adapted  to  be  secured  to 
said  door,  said  bracket  slidably  engaging  said 
flange. 


2.017.602 
RECEPTACLE 

Sahatiel  G.  Mandalian.  North  Attleboro   Mags. 

Application  August  22,  1935,  Serial  No.  37,32ti 

7  Claims.     (CI.  132 — 82) 
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1.  In  an  article  of  the  class  described,  a  re- 
taining ring  provided  with  an  annular  recess,  an 
annular  resilient  carrier  frame  In  the  recess,  a 
bag.  and  a  spiral  suspension  ring  laterally  en- 
gaging both  the   frame  and  the  bag. 


2.017.603 

COMBINED  BOTTLE  CAP  AND  FOUNTAIN 

APPUCATOR  BULB 

Glenn    A.    Mengle.   Brockway,   Pa.,    assignor    to 

Brockway    Sales   Company,    Brockway,    Pa.,    a 

corporation  of  Pennsylvania 

Application  March  31.  1933.  Serial  No.  663,828 

1  Claim.     (CI.  221—148) 


Combined  bottle  cap  and  applicator  comprising 
a  soft  flexible  tubular  portion  closed  at  the  outer 
end  forming  a  bulb  and  open  at  its  inner  end  to 
receive  an  applicator  tube,  said  tubular  portion 
intermediate  its  ends  having  an  integral  annulus 
extending  laterally  therefrom,  said  annulus  being 
hard  and  having    an   integral    hard    depending 


threaded  flange  forming  with  said  annulus  a  bot- 
tle cap.  an  applicator  tube  inserted  in  said  tubular 
portion  up  to  a  point  beyond  the  zone  of  junc- 
ture of  said  annulus  with  said  tubular  portion, 
the  innsr  extending  end  of  said  tubular  por- 
tion constituting  a  teat  adapted  to  be  forced  into 
the  mouth  of  a  bottle  by  the  screwing  on  of  said 
cap.  and  the  hard  annulus  exerting  constricting 
pressure  upon  the  soft  tubular  portion  in  the  zone 
of  said  annulus  when  the  applicator  is  in  place. 


2,017.604 

METHOD  OF  CONSTRUCTING  ELASTIC 

HOSEWEAR 

Sara  Elizabeth  Mountford  and  John  O.  Frost, 

Philadelphia,  Pa. 

Application  October  19,  1933.  Serial  No.  694,328 

1  Claim.     (CI.  18 — 59) 


--* 


A  method  of  constructing  elastic  leg  wear  con- 
sisting in  dipping  a  mold  in  a  latex  substance,  per- 
mitting this  coating  on  the  mold  to  dry  and  set 
to  form  a  hose-shap)ed  article  on  the  mold,  ap- 
plying a  stretched  elastic  band  around  the  upper 
portion  of  the  article  on  the  mold,  redipping  the 
mold  with  the  article  and  band  thereon  to  in- 
crease the  thickness  of  the  article  and  to  cover 
and  embed  the  said  band  in  stretched  condition 
on  the  i>aid  article,  permitting  the  article  to  dry 
and  set.  and  removing  the  completed  article  from 
the  mold  to  permit  contraction  of  the  band  and 
incident  crimping  of  the  upper  portion  of  the 
article. 


2.017,605 
APPARATUS  FOR  MECHANICALLY  FOLDING 
OVER   THE   SIDE   FLAPS   OF   A   SHEET   OF 
DOUGH 

Johannes  Philippus  Peters,  Rotterdam. 

Netherlands 

Application  January  27.  1934.  Serial  No.  708.635 

In  the  Netherlands  January  31,  1933 

9  Claims.     (CI.  107—12) 


6.  Apparatus  for  mechanically  folding  over  the 
side  flaps  of  a  sheet  of  dough  comprising  a  con- 
veyor, endless  folding  over  ropes,  means  for  actu- 
ating and  guiding  said  ropes  so  that  the  working 
portions  of  said  ropes  travel  at  the  same  speed 
and  in  the  same  direction  just  above  the  conveyor 
and  converge  in  the  direction  of  travel  of  the 
conveyor,  means  for  preshaping  and  feeding  the 
dough  to  the  conveyor  including  members  locat- 
ed in  the  path  of  the  sheet  of  dough  for  forming 
grooves  in  the  dough  to  delimit  the  portions  form- 
ing the  flaps. 
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2.017.S06 
ANTHRAX  ANTIGEN  PREPARATION 
AND  PRODUCT 
John  Rciehel,  PhUftdetphla,  and  Joseph  Edward 
Sehneider,  Teaden  Boroivh.  Pa.,  assignors  to 
Sharp  A   Dohme,  Ineorporated.  Philadelphia. 
Pa^  a  corporation  of  Maryland 
No  Drawinr.    AppUcatlon  Deeember  24.  1932. 
Serial  No.  648J26 
IS  Claims.    (CL  167—78) 
1.  The  method  of  preparing  an  anthrax  anti- 
gen product  which  comprises  growing  the  bacilh 
with  the  aid  of  a  suitable  culture  medium,  sepa- 
rating the  bacilli  from  the  culture  medium  and 
from    free    polysaccharides    resulting    from    the 
grow.h  of  the  bacilli  in  the  form  of  a  concentrated 
mass  of  the  bacilli,  and  suspending  the  final  prod- 
uct to  a  definite  bacillary  count  or  protem  con- 
tent, the  bacilh  having  been  killed  prior  to  the 
suspension  of  the  final  product. 


2,017.607 
INSULATED  ELECTRICAL  CONDUCTOR 
Alfred  Rhelner,  Basel.  Switzerland,  assignor  to 
the  firm  of  Chemical  Works  Formerly  Sandoz, 
Basel.  Swiixerland 

Application  June  30.  1931.  Serial  No.  547,893 
In  Germany  July  8,  1930 
3  Claims.     (CI.  173—264) 


1.  A  metallic  conductor  for  electrical  purposes 
provided  with  an  insulation  containing  a  cellulose 
acetate  of  the  group  consisting  of  the  mono-  and 
di-acetates  prepared  from  natural  cellulose  ma- 
terial without  alteration  of  the  original  fibrous 
structure  of  the  latter. 


2.017.608 
BOX   LINER 
James  Monroe  Smith.  Shelbyville,  Ind..  assignor 
to  The  Kennedy  Car  Liner  &  Bag  Co.,  Shelby- 
ville, Ind.,  a  corporation  of  Indiana 
Application  January  2.  1934.  Serial  No.  705.006 
1  CUim.     (CI.  217—3) 


r 

\ 

T 

-r 

T        ^ 

.  « 

1 

^ 

a-- 

\    1 

{, 

—m  — 

'^ 

• 

\-i 

jfu 

1/ 


A  box  liner  comprising  a  rectangular  sheet  of 
material  folded  to  form  a  rectangular  lining  for 
the  bottom  and  sides  of  a  box,  triangular  flaps 
extending  above  the  top  edges  of  said  sides,  said 
top  edges  forming  the  bases  of  said  triangles  said 
flaps  being  adapted  when  folded  inwardly  to  cover 
the  .same  area  as  the  bottom  or  top  of  the  box. 
said  sheet  being  cut  to  provide  triangular  flaps 
on  the  opposite  ends  of  one  pair  of  opposite  sides 
adapted  to  be  folded  against  and  secured  to  the 
opposite  ends  of  the  outer  faces  of  the  other  pair 
of  sides  to  form  an  a.ssembled  liner  for  said  box. 


2.017.609 

BALANCING  OF  TUBULAR  SHAFTS 

WllUam  Edwin  Sparrow.  Blrmlncham.  England. 

assignor  to  Hardy.  Spicer  St  Company  Limited. 

Birmincham.  Enfland 

AppUcatlon  January  23.  1934.  Serial  No.  707.990 

In  Great  BriUln  February  10.  1933 

2  Claims.     (CI.  74 — 573) 


at  urn  to  _ji      ^.  tr  \^^  ^^ 

1.  The  combination  with  a  tubular  propeller 
shaft  welded  at  its  ends  to  parts  of  universal 
coupUngs  which  spigot  into  the  ends,  of  plugs 
formed  with  eccentric  centres  of  mass  and  fitted 
in  the  interior  of  the  shaft,  at  different  places 
along  its  length,  so  as  to  substantially  counter- 
act any  out-of-balance  effects  which  would 
otherwise  occur  on  the  rotation  of  the  shaft. 

2.017.610 
REFINING  OF  CRACKED  PETROLEUM 
PRODUCTS 
Donald   R.  Stevens.  Pittsburgh,  and  William  A. 
Gruse.  Wilklnsburf.  Pa.,  assirnors  to  Gulf  Re- 
fining Company,  Pittsburgh.  Pa.,  a  corporation 
of  Texas 

No  Drawinff.     Application  February  9.  1932. 
Serial  No.  591,928 
22  Claims.     (CI.  196 — 40) 
10.  In  the  refining  of  cracked  petroleum  prod- 
ucts, the  process  which  comprises  mixing  such 
products  with  a  small  amount  of  sulfuric  acid 
and  a  hydroxylated  aromatic  compound,  selected 
from  a  group  consisting  of  tar  acid,  phenols  and 
naphthoLs,  and  reacting   said  mixture  to  obtain 
a  flni.shed  product  having  a  low  gum  content  and 
substantially    free   from   gum-forming   constitu- 
ents. 


2.017.611 
CORE  FOR  THREAD  OR  YARN  PACKAGES 

Lawrence  B.  Stogner,  Hartsville.  S.  C.  assignor 
to  Sonoco  Products  Company.  Hartsville.  S.  C, 
a  corporation  of  South  Carolina 

.Application  November  4.  19.3.^.  Serial  No.  696  734 
2  Claims.     (CI.  242— 119) 


■i/ 
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1.  A  cylindrical  paper  core  for  a  yarn  pack- 
age having  spaced  inwardly  distorted  portions 
adjacent  one  end  thereof,  said  portions  compris- 
ing stop  means  to  limit  the  movement  of  the  core 
onto  a  cylindrical  core  holder. 


2.017.612 
IMPROVEMENTS     IN     HYDROMETALLURGI- 
CAL    RECOVERY    OF    LEAD    FROM    ORES 
AND   OTHER   LEAD   BEARING   MATERIALS 
Urlyn  C.  Tainton.  St.  Louis.  Mo. 
Application  November  22.  1929.  Serial  No.  409  184 
6  Claims.     (CI.  204—15) 
1.  In  the  electrolytic  extraction  of  lead  from 
lead    bearing    material    containing   sulphate    by 
means  of  an  alkaline  .solution,  the  cyclic  method 
which  comprises  leaching   of   the   lead   bearing 
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material  with  a  caustic  alkaline  solution,  remov- 
ing lead  from  the  leaching  solution,  thereafter 
removing  alkaline  sulphate  from  the  leaching 
solution,  converting  the  said  alkaline  sulphate 
from  the  leach  ng  solution  by  heat  treatment 
into  an  alkaline  sulphide,  causing  the  sulphide 
to  combine  with  a  metal  oxide  to  form  a  metallic 
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sulphide  and  caustic  alkali  employing  the  caus- 
tic alkali  thus  produced  so  as  to  maintain  the 
solution  alkaline  for  leaching  incoming  lead  or 
fresh  lead  t>earing  material,  converting  the  me- 
tallic sulphide  thus  obtained  into  metallic  oxide 
and  using  the  metal  oxide  for  the  oxidation  of 
the  alkaline  sulphide. 

2.017,613 
PROCESS     FOR     THE     MANI'FACTURE     OF 
H.ALOGENATED  PHENYLTHIOGLYCOLLIC 

ACIDS 

Hans  Veraguth.  Basel,  and  Ernst  Stocklin.  Bin- 
ningen.  near  Basel.  Switzerland,  assignors  to 
the  firm  of  Society  of  Chemical  Industry  In 
Basle,  Basel,  Switzerland 
No  Drawing.  .Application  December  22,  1933, 
Serial  No.  703.680  In  Switzerland  December 
23    1932 

5  Claims.  (CI.  260—108) 
1.  Process  for  the  manufacture  of  phenylthio- 
glycollic  acids' containing  halogen,  consisting  in 
causing  halogenating  agents,  in  the  presence  of 
halogen  carriers,  to  act  on  phenylthioglycoUic 
acids  of  the  general  formula 


II- 


A-. 
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-s-cn,-cooH 


wherein  at  least  one  of  the  four  letters  x  repre- 
sents a  substituent  which  does  not  form  salts, 
orientates  to  the  ortho-  and  para -position,  and 
contains  not  more  than  two  cark)on  atoms,  and 
wherein  those  letters  i.  which  do  not  represent 
such  a  substituent,  stand  for  hydrogen. 

2.017,614 
PREPARATION   OF    MIXTURES   OF    HYDRO- 
CHLORIC. SLXPHURIC,  AND  SULPHI'ROUS 

ACIDS 

Artturi  Ilmari  VIrtanen,  Helsinki.  Finland 

No  Drawing.     Application  June  28.  1933, 

Serial  No.  678.102 

1  Claim.     (CI.  23— 139) 

A  method  for  the  preparation  of  dilute  mix- 
tures of  hydrochloric,  sulphuric  and  sulphurous 


acids,  comprising  hydrolyzing  a  mixture  of  sul- 
phuryl  chloride  and  thlonyl  chloride  in  the  pres- 
ence of  excess  water. 


2,017,615 
PACKING  FOR  ROTARY  SHAFTS 

Victor  Alexander  Bary,  London,  England 

Application  April  20.  1933.  Serial  No.  667.004 

In  Germany  April  21,  1932 

24  Claims.     (CL  286— 22) 


1.  Packing  of  a  rotary  shaft  against  the  hous- 
ing arranged  upon  it,  more  particularly  oil  and 
dust  packing  for  axle  bearings  for  rail  vehicles, 
comprising  the  shaft,  the  bearing  housing  on  the 
shaft,  means  for  packing  the  shaft  against  the 
said  housing,  a  packing  chamber  for  receiving  the 
packing,  the  said  packing  means  consisting  of  a 
metallic  packing  device  arranged  between  shaft 
and  housing  in  the  said  packing  chamber,  the 
said  packing  device  consisting  of  a  plurality  of 
metallic  parts  which  are  separated  by  partial 
planes  at  right  angles  to  the  axis  and  by  dividing 
planes  containing  the  axis,  means  for  spreading 
apart  the  metallic  parts  in  an  axial  direction  and 
for  drawing  the  said  parts  towards  one  another 
in  a  radial  direction,  the  said  packing  device 
bearing  with  its  metallic  end  faces  directly 
against  the  metallic  walls  of  the  packing  cham- 
ber, an  annular  recess  in  the  inner  surface  of  the 
metallic  parts  of  the  packing  device  turned  to- 
ward the  shaft,  a  flexible  packing  means  ar- 
ranged in  the  said  recess  and  encased  by  the 
metalhc  packing  parts  after  the  manner  of  a 
casing,  said  packing  means  bearing  directly 
against  the  shaft  to  be  packed,  the  distance  of 
the  metallic  parts  from  the  shaft  being  greater 
than  the  change  in  thickness  of  the  flexible  pack- 
ing means  due  to  wear  and  compression. 


2.017,616 
LOADING  STATION  FOR  TOY  TRAINS 
James  Edward  Cuff.  Hinsdale.  111. 
Application  October  26.  1934.  Serial  No.  750,225 
14  Claims.     (CI.  46 — 48) 
1    The  combination  with  a  toy  train  and  the 
train  tracks,  of  a  loading  station  supported  above 
the  track,  means  included  in  said  station  to  re- 
ceive and  hold  material  and  to  unload  said  ma- 
terial when  the  train  operator  manually  releases 
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said  means,  and  supports  for  mounting  said  sta- 
tion above   the  tracks  and  including  a  portion 
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passing  beneath  the  tracks  and  engaged  there- 
with.   

2.017,617 

STREET  REFLECTOR  SIGN 

CarmiBe  di  Gaistin,  Vancouver,  British 

Colainbia,  Canada 

Application  October  25,  1934.  Serial  No.  749.985 
1  Claim.     (CI.  40— 130) 


A  street  indicating  sign  comprising  a  base,  an 
elongated  body  of  triangular  cross  section  se- 
cured to  said  base,  one  face  of  said  body  being 
disposed  In  a  vertical  plane  and  Its  ooposed  face 
IncJincd  to  the  vertical,  a  name  plate  bent  upon 
Itself  in  the  form  of  a  triangle  adapted  to  fit  over 
the  vertical  and  inclined  faces  of  said  body,  raid 
plate  having  names  printed  on  the  opposed  por- 
tions thereof,  end  frame  members  connected  to 
the  ends  of  said  body  and  extending  above  the 
top  thereof,  brackets  adjustably  connected  to 
said  end  members  adjacent  their  upper  ends,  and 
a  mirror  supported  by  said  brackets,  said  end 
members  having  their  upper  portions  curved  to 
position  said  mirror  directly  over  the  Inclined 
face  of  said  body,  for  reflect' ng  light  from  a  suit- 
able source  disposed  on  the  vertical  side  of  the 
body,  onto  the  inclined  face  of  the  body. 

2.017.618 

HEADING  TAPE  FOR  CURTAINS   AND 

THE  LIKE 

George  Frederick  French,  Manchester, 

England 

Application  February  23,  1935,  Serial  No.  7,860 

In  Great  Britain  July  28.  1933 

4  Claims,     i  CI.  139— 387) 
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2.ei7,6l» 
FOLDING  DEVICE  FOR  ROTARY  PRINTING 

MACHINES 

Hanns  Frits.  Worsbnrf.   Germany,  assignor   to 

firm   *'SchiieIIpressenfabrik   Koenif   A   Baaer 

AkUengesellscbaft".  Wnrxbnrff.  Germany 

AppUcaUon  November  2.  1934,  Serial  No.  751.225 

In  Germany  January  25.  1934 

5  Claims.     (CI.  270—77) 


a 

1.  A  heading  tape  for  curtains  comprising  a 
woven  foundation  web,  a  number  of  woven  tubes 
arranged  with  their  axes  lengthwise  with  the 
foundation  web.  each  tube  being  woven  into  the 
web  at  both  ends  only,  and  a  continuous  draw- 
cord  passing  through  the  tubes  and  through  the 
web  at  the  tube  ends,  whereby  crowding  of  the 
web  on  the  drawcord  causes  the  web  to  be  pleated 
and  to  form  pockets  between  itself  and  the  tubes. 
to  receive  curtain  suspension  hooks  In  which  the 
tubes  may  lie. 


1.  In  a  folding  apparatus  a  cutting  cylinder,  a 
folding  cylinder  working  together  with  the  cut- 
ting cylinder,  sheet  holding  means  on  the  fold- 
ing cylinder,  two  folding  rollers  arranged  under- 
neath the  folding  cylinder,  into  and  between 
which  rollers  the  cut  sheets  are  folded,  means  for 
releasing  the  sheets  from  said  holding  means  In- 
cluding a  shiftable  cam  and  means  for  auto- 
matically shifting  the  cam  in  proportion  to  the 
speed  of  the  machine  to  hasten  or  retard  the  re- 
lease of  the  sheets  from  the  sheet  holding  means. 


2.017.620 

SPINNING   OR  TWISTING   DEVICE 

Georre  H.  Gilllgan.  Providence.  R.  I.,  assignor  to 

U.  S.  Ring  Traveler  Company.  Providence,  R.  I., 

a  corporation  of  Rhode  Island 

ApplicaUon  May  15.  1933.  Serial  No    671  117 

1  Claim.     (CI.  118—591 


In  combination,  a  ring  having  an  inner  face 
and  an  outer  face,  a  traveler  having  a  shank  en- 
gageable  with  said  inner  face,  a  foot  extending 
across  the  bottom  edge  of  the  ring,  and  a  head 
including  an  Inwardly  and  upwardly  and  then 
outwardly  directed  top  portion  adapted  to  engage 
with  the  top  edge  of  the  ring,  an  inwardly  and 
downwardly  directed  nose  portion  upon  the  out- 
ward end  of  the  top  portion,  and  a  loop  com- 
prising a  convex  bearing  portion  formed  by 
bending  inwardly  and  upwardly  said  nose  por- 
tion, said  loop  engageable  with  the  outer  ring 
face  when  the  traveler  Is  in  running  position  and 
terminating  in  a  free  end  portion  extending 
upwardly  and  outwardly  and  lying  between  said 
nose  portion  and  the  outer  face  of  the  ring. 


2.017.621 

HEATER 

Dore  W.  Grazier.  Johnstown.  Pa. 

Application  November  29.  1932.  Serial  No.  644.889 

2  Claims.     (CI.  126—90) 

1.  In  a  heater,  a  combustion  chamber  equipped 

with  a  .spiral  baffle   for  conducting   products  of 
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combustion  in  a  tortuous  path  through  the  cham- 
ber, said  baffle  being  of  multi-part  construction 


the  ends  of  said  parts  being  complemental  to  in- 
terlock. 


2,017,622 
CUTTING  MACHINE 

Thomas  Blair  Hawkes,  Champlain.  N.  T.,  assignor 
of  one-half  to  The  Sheridan  Iron  Works,  a  cor- 
poration of  New  York,  and  one-half  to  T.  W.  & 
C.  B.  Sheridan  Company,  a  corporation  of  New 
York 
Application  August  29,  1933,  Serial  No.  687,277 
16  CUims.    (CI.  164 — 54) 


1.  In  a  cutting  machine  having  a  bed  to  sup- 
port the  material  to  be  cut  and  a  cutter  movable 
down  and  up  in  each  cycle,  a  clamp  movable 
down  and  up  adjacent  the  cutter,  an  actuator  or 
shaft,  and  a  train  of  connections  from  the  actua- 
tor to  the  clamp  Including  a  reducing  gear  to 
force  the  clamp  down  and  thereby  apply  power- 
ful clamping  pressure  to  the  material,  said  trsUn 
Including  at  its  high  speed  end  an  element  adapt- 
ed to  yield  with  progressively  increasing  resilient 
resistance  thereby  to  increase  progressively  the 
clamping  pressure. 


2.017.623 
BURIAL  VAULT 
Harry  G.  Helfenstein,  Jersey  City.  N.  J. 
AppUcation  February  7.  1934,  Serial  No.  710,15% 
1  Claim.     (CI.  91—68) 
The   herein    described    method   of   coating    a 
burial   vault  consisting  in  coating  the  exterior 
walls  of  the  vault  with  a  thick  layer  of  cement, 
then  treating  the  exterior  surface  of  the  cement 
to  roughen  the  same  by  producing  ridges  and  re- 
cesses in  the  surface,  then  covering  the  surface, 

459  O.  Q.— 39 


before  the  coating  dries,  with  sheets  of  pliable 
material  to  form  fine  lines  on  the  roughened  sur- 

/*- — '   •  ■  \\     •  - — = — ■'  •  ^  " — • — :" .  -     -^ 


face  of  the  coating  after  the  sheets  are  removed, 
removing  the  sheets  and  finally  painting  the  sur- 
face with  coloring  material. 


2,017.624 

SYNCHRONOUS  MOTOR 

Otto  Jansen,  Berlin,  Germany 

AppUcation  January  13,  1931,  Serial  No.  508.538 

In  Germany  January  17,  1930 

1  Claim.     (CI.  172—275) 


—^ 


■  '      J      ' 


In  a  slow  speed  synchronous  motor  of  the  char- 
acter described  for  direct  driving  purposes,  in 
combination  a  solid  stator  provided  with  teeth, 
a  solid  rotor  having  the  same  number  of  teeth 
and  similar  geometrical  configuration  relative  to 
the  magnetic  field  as  the  stator,  an  exciting  coil 
adapted  for  the  simultaneous  excitation  of  stator 
and  rotor,  an  alternating  current  source  for  ex- 
citing the  said  coil,  the  solid  stator  and  solid  ro- 
tor consisting  of  cast  iron  which  forms  a  path  of 
the  lines  of  force  having  a  high  magnetic  rema- 
nence  for  the  magnetic  flux. 


2,017.625 
CABLE  GRIP 

Edgar  E.  Kellems.  New  York,  N.  Y.,  assignor  to 
KeUems  Products.  Inc.,  New  York,  N.  Y.,  a 
corporation  of  New  York 

Application  November  20,  1933,  Serial  No.  698,856 
13  Claims.     (CI.  24—123) 


1.  A  gripping  device  of  the  character  described 
comprising  a  plurality  of  wire  strands  interwoven 
to  form  an  open  mesh  tube  having  its  strands  at 
one  end  grouped  into  separate  branches,  each 
branch  being  returned  upon  the  other  branch  to 
form  an  open  loop  including  both  branches,  and 
a  U-shaped  sleeve  embracing  the  overlapping  ends 
of  both  branches  and  maintaining  the  remaining 
portions  thereof  in  spaced  relation. 
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2.017.626 

PIPE   COUPLING   FOB   SCAFFOLDS  AND 

THE  LIKE 

Johan  Friedrich  Kdhnke,  Haarlem,  Netherlands 

AppUcation  April  6.  1934.  Serial  No.  719.377 

In  the  Netherlands  April  12,  1933 

3  Claims.     (CL  189—36) 


1.  For  use  in  scaffolding  of  the  kind  referred 
to.  a  pipe  coupling  consisting  of  a  central  piece 
provided  with  two  arcuate  grooves  which  cross 
each  other  at  90".  and  upon  each  of  which  one 
pipe  may  be  clamped  by  means  of  a  clamp  of 
horse-shoe  shape,  characterized  in  that  each 
clamp  is  provided  with  four  extensions  of  which, 
if  the  clamp  is  placed  around  one  of  the  pipes 
arranged  in  the  grooves  of  the  central  piece,  one 
extends  past  the  central  piece  in  each  quadrant 
formed  by  the  two  pipes,  and  that  the  extensions 
are  provided  with  slots  so  that  each  pipe  may  be 
clamped  by  two  wedges  arranged  parallel  to  the 
other  pipe. 


2,017.627 

MOUNTING  FOR  PLATES 

William  La  Hodny,  Buffalo,  N.  Y. 

AppUcation  November  4.  1933,  Serial  No.  696,654 

8  Claims.     (CL  88 — 98) 


/^'  V 


1,  A  mounting  for  a  plate  such  as  the  reflecting 
plate  of  a  rear  view  mirror,  which  comprises  a 
pair  of  members  disposed  face  to  face  and  over- 
running one  another,  one  of  said  members  hav- 
ing, at  its  overrunning  end,  a  hook  which  engages 
one  edge  of  said  plate  to  be  mounted,  and  the  oth- 
er member  at  the  opposite  overrunning  end  hav- 
ing a  hook  engaging  with  the  opposite  edge  of  said 
plate,  said  members  having  cooperating  cam  sur- 
faces causing  relative  movements  of  said  mem- 
bers in  a  direction  to  draw  said  hooks  toward  one 
another  when  said  members  are  drawn  together 
face  to  face,  means  detachably  coupling  said 
members  and  adjustably  drawing  them  together 
face  to  face,  and  means  connected  to  said  cou- 
pled members  for  supporting  the  same  in  a  de- 
sired position. 


2.017.628 
MEANS    FOR    RESILIENTLY    MOUNTING 
ENGINES  ON  AUTOMOTIVE  VEHICLES 
Vincenzo  Lancia.  Tnrtn.  Italy 
Application  June  30,  1932.  Serial  No.  620.207 
In  Italy  July  13.  1931 
8  Claims.     (CI.  24ft— 7) 
1.  Means  for  resiliently  mounting  an  engine  on 
a  vehicle  frame,  comprising  members  each  con- 
sisting of  a  plurality  of  resilient  leaves  and  adapt- 
ed to  be  connected  with  said  engine  and  said 
vehicle  frame  at  points  horizontally  spaced  from 
each  other,  frictlonal  means  intermediate  said 


leaves,  and  means  including  resilient  elements 
for  forcing  together  said  leaves  with  said  inter- 


— ""T ( — I  i* 
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•       V 

mediate  frictlonal  means  for  resisting  relative 
movement  of  said  leaves  during  the  flexure  of 
said  member. 

2.017.629 

INSULATED  HOUSING  STRUCTURE 

Harvey  B.  Lindsay.  Evanston.  ni. 

Application  November  9.  1931.  Serial  No.  574,006 

10  Claims.     (CL  105—409) 


6.  A  housing  structure  comprising,  in  combi- 
nation: frame    members    assembled    to    define 
openings;  said  members  formed  to  present  grooves 
I   parallel  with  all  sides  of  each  opening;  clamping 
j  members  dimensioned  to  enter  said  grooves  and 
of  lengths  to  be  substantially  coextensive  there - 
I  with;  each  clamping  member  formed  with  par- 
:  allel  ribs  on  their  clamping  faces  to  He  closely 
\  adjacent  to  and  parallel  with  the  sides  of  said 
1  grooves;   imperforate  sheathing  sheets  covering 
'  said  openings;  each  margin  of  said  sheets  forced 
i  into  one  of  said  grooves  by  a  coacting  clamping 
'  member  and  formed  Into  a  reverse  bend  about  the 
1  edge  of  the  groove  and  the  contacting  portion  of 
the  rib  of  the  clamping  member  to  form  rigid 
vapor- tight  joints  between  sheets  and  framr  and 
to  develop  brsu^ing  of  said  sheets  in  their  planes 
to  prevent  angular  distortion  of  said  openings. 

2.017.630 

PISTON  FOR  INTERNAL  COMBUSTION 

MOTORS 

Elmer  C.  Long.  Detroit,  Mich. 

AppUcaUon  September  24.  1924,  Serial  No.  739.522 

11  Claims.     (CL  309—11) 

___'\    -f      _ 
j- 
e 


1.  A  piston  having  an  aluminum   alloy  skirt 
containing   a   casted   metallic    insert   which   Is 
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adapted  to  engage  the  cylinder  in  which  the  pis- 
ton is  reciprocated,  said  metallic  Insert  being  of  a 
material  different  than  the  material  of  the  skirt 
and  weakened  on  a  pair  of  opposing  edges. 


2.017,631 

METHOD  AND  MEANS  FOR  PRINTING 

Walter  K.  Miller,  Chicago.  111. 

AppUcation  April  28,  1931.  Serial  No.  533.472 

12  Claims,     (a.  101—420) 


1.  The  process  of  preparing  sheet  cellulose  ma- 
terial comprising  printing  upon  a  web  of  such 
material  and  drying  the  same  by  winding  the  ma- 
terial Into  a  roll  with  an  Intermediate  flexible 
sanded  sheet,  the  projecting  points  of  the  sand 
contacting  with  and  spacing  the  printed  surface 
of  the  web,  and  permitting  air  to  penetrate  the 
convolutions  of  the  roll. 


2.017.632 
ROAD  SURFACING  MATERIAL 
Joseph  E.  Moody,  Chicago.  IlL 
No  Drawing.    Application  January  30, 1933. 
Serial  No.  654.305 
5  Claims.     {C\.  106—31) 
1.  The  method  of  producing  a  road  surfacing 
material  which  comprises  the  violent  agitation 
of  a  dry  hard  stony  aggregate  with  a  hard  asphalt 
of  a  penetration  of  less  than  50  A.  S.  T.  M.  at  a 
temperature  high  enough  to  make  the  asphalt 
liquid,  continuing  the  agitation  of  the  mass  and 
cooling  It  until  the  asphalt  coating  of  the  par- 
ticles has  hardened  on  the  surface  and  thereafter 
without  allowing  the  mass  to  set  adding  thereto  a 
soft  asphalt  coating  of  a  penetration  around  100 
A.  S.  T.  M.  or  above  which  is  not  fluid  at  ordi- 
nary  atmospheric    temperatures   while   violently 
agitating  the  mass  to  coat  the  particles  and  ex- 
pand the  mass  into  a  fluffy  air  filled  state  and 
thereafter  mixing  with  the  mass  a  quantity  of 
pulverulent  filler. 


2.017.633 
RECORD  DISPLAY  DEVICE 

Elliott  T.  Mottram.  Broolilyn,  N.  Y..  assignor  to 
Bell  Telephone  Laboratories.  Incorporated,  New 
York,  N.  Y.,  a  corporation  of  New  York 
Application  December  26.  1934.  Serial  No.  759,165 
3  Claims.      (CL  88—24) 
1.  A  message   display  projector  including  an 
automatic  telegraph  recorder  h.iving  a  recording 
strip    of    combustible    material    exposed    for    il- 
lumination   and   projection,   an    optical   system 
comprising  a  source  of  illumination  and  an  ob- 
jective for  projection  of  an  image  of  the  exposed 
strip,  a  ventilating  system  for  keeping  said  ex- 
posed strip  cool,  and  compri.'^ing  two  long  sound- 
proof ventilating  passages  with  openings  toward 
said  exposed  strip,  and  a  blower  for  forcing  air 
across  the  space  between  said  passages  to  pass 
over  said  exposed  strip  and  a  sound-proof  cabinet 
enclo.<5ing  said  recorder  and  said  optical  and  ven- 


tilating system  and  having  openings  for  said  ven- 
tilating system,  characterized  In  this  that  said 
cabinet  has  a  door  in  the  side  back  of  said  re- 
corder, that  the  elements  constituting  the  optical 
system  and  the  ventilating  system  are  mounted 


in  front  of  and  to  the  sides  of  said  recorder,  and 
that  said  recorder  is  mounted  on  tracks  for  esisy 
withdrawal  from  its  operating  position  to  pass  at 
least  part  way  out  through  said  door  without  in- 
terference with  the  elements  of  the  optical  and 
ventilating  sj'stems  in  their  normal  positions. 


2,017,634 

ANAMORPHOSING    PROJECTION    SYSTEM 

Harry  Sidney  Newcomer,  New  York,  N.  Y. 

Application  November  30,  1932.  Serial  No.  644.993 

17  Claims.     (CL  88—24) 


2 


1.  In  a  photographic  or  projection  objective, 
the  combination  with  a  spherical  lens  system,  the 
tangential  Image  surface  of  which  is  curved  In 
one  direction  from  the  focal  plane  of  an  afocal 
anamorphosing  system  whose  oblique  tangential 
imagery  has  a  convergence  effect  which  will  sub- 
stantially neutralize  the  curvature  of  the  tangen- 
tial image  surface  of  the  spherical  lens  system 
whereby  the  resultant  tangential  image  surface 
of  the  complete  combination  is  substantially  flat. 


2,017.635 
BRAKING  APPARATUS 

Steve  Schnell,  St.  Louis,  Mo.,  assignor  to  Wagner 
Electric  Corporation,  St.  Louis.  Mo.,  a  corpora- 
tion of  Delaware 
Application  July  9,  1932,  Serial  No.  621,590 

21  Claims.  (CL  188— 78) 
1.  In  braking  apparatus,  the  combination  of  a 
supp>ort,  a  brake  drum,  a  brake  band  adapted  to 
have  its  ends  expanded  to  engage  it  with  the 
drum,  and  a  lever  pivoted  to  the  support  adja- 
cent one  end  of  the  band  and  connected  to  the 
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band  at  a  point  intermediate  the  pivot  and  the 
other  end  of  the  bemd,  said  lever  being  adapted  to 


apply  radial  pressure  to  the  band  over  a  substan- 
tial arc  thereof. 


2  #17  636 

STATIONERY  GUIDING  INSTRUMENTALITY 

Merwin  N.  Smalley.  Westwood,  N.  J^  amicnor  to 

Bell  Telephone  Laboratorlea,  Incorporated*  New 

York,  N.  Y^  a  corporation  of  New  York 

AppUeation  May  26.  19S4,  Serial  No.  727.778 

1  Claim.     (O.  242—124) 


A  device  for  holding  a  roll  of  stationery  upon 
a  roDer  having  a  circumferential  groove  In  and 
near  each  end.  said  device  Including  apparatus 
for  reducing  lateral  misalignment  of  the  sta- 
tionery, said  apparatus  comprising  fiat  end- 
plates  having  openings  therein  for  enabling  the 
ends  of  the  roller  to  be  passed  through  the  end- 
plates,  each  of  said  end-plates  having  a  larger 
diameter  than  the  roll  of  stationery,  and  instru- 
mentalities for  holding  the  end-plates  in  place 
upon  the  roller  and  in  close  juxtaposition  with 
the  edges  of  the  roll  of  stationery,  said  instru- 
mentalities including  a  plurality  of  helically 
colled  springs  attached  to  each  end-plate  and 
stretched  across  the  opening  in  each  end- plate 
for  engaging  with  the  grooves  in  the  roller. 


2.617.637 

LETTER  CARD 

Robert  M.  Smith.  San  Franelseo.  Calif. 

Application  October  25.  1933.  Serial  No.  695.125 

4  Claims.     (CL  229—92.5) 


'■:     ..- 

connected  at  a  common  edge  thereof,  a  said  mem- 
ber having  four  mutually  independent  marginal 
extensions  therectf  folded  solely  over  iU  inner 
face  and  permanently  secured  together  to  cooiv- 
eratlvely  provide  an  L -shaped  pocket  having 
closed  ends  and  extending  along  coterminous 
edges  of  the  member  for  receiving  the  corre- 
sponding side  edge  parts  of  the  other  member. 


1.  A  letter  card  provided  with  front  and  back 
members   of    rectangular   outline   and   hlngedly 


2.617.638  

CENTRIFUGAL  SWITCH 

BCllton  H.  Spletanan.  Silver  Lake,  Ohio,  assignor 

to  The  Black  A  Decker  Electric  Company.  Kent, 

Ohio,  a  corporation  of  Ohio 

Application  Norember  26.  1936.  Serial  No.  498,377 

3  Claims.     (CL  266— S6) 


1.  A  movable  ccmtactor  mechanism  for  a  cen- 
trifugal switch  having  annular  contact  rings 
and  a  rotary  shaft  concentric  therewith,  said  con- 
tactor mechanism  comprising  an  arcuate  arm 
spaced  fran  and  extending  partially  around  such 
shaft,  a  pivotal  support  for  said  arm  eccentric 
to  the  shaft  and  movable  therewith,  a  weight 
supported  on  one  end  of  said  arm,  a  brush  piv- 
otally  mounted  on  the  other  end  of  said  arm  for 
movement  radially  toward  said  shaft  independ- 
ent of  the  movement  of  said  arm.  yieldable 
means  for  normally  moving  the  brush  holding 
end  of  said  arm  arcuately  outwardly,  and  means 
other  than  said  brush  for  limiting  the  inward 
movement  of  the  brush  holding  end  of  said  arm. 


2.617.639 
CIRCUIT  PROTECTING  DEVICE 
Hugh    A.    Triplett.    Wilmette.    IIL.    assignor    to 
Schweitier  A  Conrad,  Inc..  Chicago.  U..  a  cor- 
poration of  Delaware 

AppUcaUon  Jane  21,  1933,  Serial  No.  676,913 
27  Claims.     (CI.  206—120) 


■^-■ 


10.  Protecting  apparatus  comprising  a  tube 
of  insulation,  capping  means  for  the  ends  of 
the  tube.  Including  bushings  and  conductors  ex- 
tending through  the  bushings  and  in  alignment 
with  one  another,  said  tube  having  a  longi- 
tudinally extending  opening  in  the  periphery 
thereof,  a  closure  for  the  opening,  a  circuit  pro- 
tecting device  carried  by  the  closure  by  means 
Including  contact  making  members  engaging  the 
ends  of  the  device,  said  device  extending  between 
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and  in  alignment  with  the  conductors  when  the 
closure  is  closed,  and  spring  terminal  clips  mount- 
ed within  the  tube  and  connected  with  the  re- 
spective conductors  and  engaging  the  contact 
making  members  when  the  closure  is  closed. 


2.017.640 

TREATMENT  OF  FELTS  FOR  PAPER 

MACHINES 

Leo  Ubbelohde.  Karlsruhe.  Germany 

No  Drawing.    Application  January  4,  1933,  Serial 

No.  650.139.    In  Germany  January  6.  1932 

14  Claims.     iCl.  92 — 49) 

1.  In  the  treatment  of  felts  for  paper  making 
machines  the  use  of  dyestuffs. 


CUR- 


2,017.641 
SAFETY  DRIVING  MECHANISM  AND 
RENT  BREAKER  THEREFOR 

George  J.  Uhlig.  Chicago.  UL.  assignor  to  Victor 
Adding  Machine  Company,  Chicago,  111.,  a  cor- 
poration of  Delaware 

Application  December  30.  1933,  Serial  No.  704,648 
18  Claims.    (CI.  192—150] 


1.  A  device  of  the  character  described,  com- 
prising in  combination,  a  main  driven  shaft,  an 
electric  motor  for  driving  the  driven  shaft,  resil- 
ient driving  means  connecting  the  motor  with 
the  driven  shaft,  a  switch  in  series  with  the  mo- 
tor normally  closing  the  circuit,  and  planetary 
gearing  under  the  control  of  the  motor  and  the 
driven  shaft  movably  supporting  the  switch 
closed  with  the  circuit,  said  resilient  means  form- 
ing means  for  a  differential  movement  of  the 
planetary  gearing  for  moving  the  said  switch  to 
open  the  circuit  when  the  driven  shaft  is  withheld 
from  turning  movements 


2.017.642 

CHEESE -CUTTING  MACHINE 

Norris  Earl  Wines.  East  Cleveland.  Ohio 

Application  September  29.  1934.  Serial  No.  746,259 

6  Claims.     (CI.  31—5) 


-* 


1.  In  a  cheese  cutter  comprising  a  table,  a  cut- 
ting blade,  spaced  blocks  slidably  mounted  upon 
said  table,  means  for  connecting  said  cutter  to 
said  bloclcs  whereby  It  will  be  supported  above 
said  table  and  means  carried  by  said  blocks  for 
vertically  moving  said  cutter  to  and  from  said 
table  top. 


2.017,643 

CHARGE -FORMING  DEVICE 

Maurice  Joseph  Zncrow,  Chicago,  111. 

AppUeation  November  20.  1931.  Serial  No.  576,296 

4  Claims.     (CI.  123—25) 


1.  A  fuel  vaporizer  for  an  engine  comprising 
a  carburetor  for  forming  an  over-rich  fuel-air 
mixture,  a  heated  conduit  through  which  said 
mixture  passes,  means  in  said  conduit  for  whirl- 
ing the  mixture  to  force  un vaporized  fuel  par- 
ticles against  the  inner  wall  of  the  conduit,  a 
!  manifold  connected  to  said  conduit  and  having  a 
plurality  of  ports  communicating  with  the  engine, 
a  second  manifold  having  a  plurality  of  ports 
communicating  with  the  first  named  ports  at 
p>olnts  closely  adjacent  the  engine  for  passing 
relatively  cold  air  into  the  heated  mixture  and 
means  for  injecting  water  into  the  cold  air  con- 
duit. 


2.017,644 
SERVICE  OBSERVATION  SYSTEM 
Lawrence  H.  Allen.  Summit,  N.  J.,  and  Robert  F, 
Massonneau,  Brooklyn,  N.  Y..  assignors  to  Bell 
Telephone     Laboratories,     Incorporated,     New 
York.  N.  Y.,  a  corporation  of  New  York 
Application  January  6,  1933.  Serial  No.  650,474 
22  Claims.    (CI.  179—175.2) 


1.  A  service  observation  system  comprising  a 
plurality  of  three  or  more  observation  positions, 
a  Une  the  service  on  which  is  to  be  observed,  a 
service  observation  trunk  capable  of  connection 
in  a  preferential  order  of  rotation  with  any  of 
said  positions,  means  responsive  to  the  occupa- 
tion of  any  one  of  said  positions  for  rendering 
said  trunk  connectible  to  said  position,  means 
responsive  to  the  initiation  of  a  call  by  said  Une 
for  connecting  said  line  to  said  trunk,  means 
responsive  to  the  occupation  of  said  position 
prior  to  the  initiation  of  the  call  by  said  line  for 
locking  said  line  to  said  trunk  and  means  respon- 
sive to  the  locking  of  said  line  to  said  trunk  for 
locking  said  trunk  to  said  position. 
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2.017,645 

VOLUME  CONTROL  SYSTEM 

Harold  L,  Barney.  New  York.  N.  Y..  asaifnor  to 

Bell     Telephone     Laboratories,     Incorporated, 

New  York,  N.  Y..  a  corporation  of  New  York 

Application  June  16,  1933,  Serial  No.  676,137 

11  Claims.     (CI.  178 — 44) 


-^s^zz:?^'  ,^« 


.       .. , 


1.  In  a  signal  system,  a  transmission  line,  vol- 
ume control  means  comprising  a  control  device 
in  the  line  and  circuit  means  operated  according 
to  the  volume  of  the  signals  on  said  line  for  main- 
taining the  signals  on  said  line  beyond  said  con- 
trol means  at  substantially  constant  volume  and 
operating  with  a  time  constant  to  retain  the  char- 
acteristic variations  of  intensity  from  syllable  to 
syllable,  and  means  controlled  by  the  volume  of 
the  signals  on  the  line  beyond  said  device  for 
governing  said  control  means  to  effect  a  quick 
acceleration  thereof  to  raise  the  volume  of  the 
signals  in  case  the  volume  of  the  signals  on  the 
line  is  suddenly  reduced 


2.017,646 
BATH  FOR  THE  ELECTBODEPO  SITING 
OF  COBALT 
Henri  Berger,  Paris,  France 
No  Drawing.    Application  Jane  7,  1934,  Serial 
No.  729.418.    In  France  October  3,  1933 
4  Claims.     (CI.  204— 1) 
1.  A  bath  for  the  electro-depositing  of  cobalt 
containing  cobalt  chloride  mixed  with  an  alkaline 
bi  flue  ride. 


2,017,647 

ELECTRON  DISCHARGE  DEVICE 

Walter  L.  Betts,  Brooklyn,  N.  Y.,  assignor  to  BeU 

Telephone    Laboratories,     Incorporated.    New 

York,  N.  Y..  a  corporation  of  New  York 

Application  April  15,  1931,  Serial  No.  530.237 

3  Claims.     (CI.  250—27.5) 


*4      M 


1.  An  electrical  device  comprising  a  receptacle, 
means  In  said  receptacle  to  be  connected  to  an 
electrical  circuit,  a  metallic  shell  open  at  each 
end,  said  receptacle  extending  Into  one  end  of 
said  shell,  an  insulating  disc  In  and  closing  the 
other  end  of  said  shell,  terminal  members  em- 
bedded In  and  projecting  from  said  disc,  said  disc 
having  a  protuberance  on  each  side  thereof, 
sp>aced  from  and  surrounding  one  of  said  mem- 
bers, and  means  in  said  shell  connecting  the 
means  in  said  receptacle  with  said  members. 


2,017,648 
DEFEATHERING  COMPOUND 
Oscar  T.  Bloom  and  Levi  Scott  Paddock,  Chicago, 
lU.,  assignors  to  Industrial  Patents  Corpora- 
tion, Chicago,  IlL,  a  corporation  of  Delaware 
No  Drawing.     AppUcation  March  27,  1934. 
Serial  No.  717.613 
3  Claims.     (CI.  17—45) 
1.  A   defeathering   compound   Including  Bur- 
gundy pitch,  Montan  wax  and  paraffin. 


2,017.649 
CELLULAR  CUSHION  TIRE 

Jules  Brunswick,  Boulogne /Seine,  France 

AppUcation  January  10,  1933.  Serial  No.  650.979 

In  France  January  12,   1932 

3  Claims.     (CI.  152 — 1) 


1.  A  cellular  cushion  tire  of  rubber  for  vehicle 
wheels,  comprising  Internal  transverse  partitions 
of  rubber  and  moulded  in  a  single  piece  with  the 
tread  of  the  tire,  said  transverse  partitions  hav- 
ing a  thickness  which  is  thinner  near  the  tread 
than  near  the  rim  and  unsupported  at  the  oppo- 
site end.  whereby  said  tire  has  greater  suppleness 
In  the  vicinity  of  the  tread  and  a  certain  rigidity 
near  the  rim. 


2.017.650 
CARTON 
Martin  Burger,  Morris.  111.,  assignor  to  Self -Lock- 
ing Carton  Co..  Chicago,  111.,  a  corporation  of 
Illinois 

AppllcaUon  May  29.  1933,  Serial  No.  673.458 
5  Claims.     (CL  Zt9—Z9) 


M        l-J 


2.  A  carton,  comprising  front  and  rear  walls, 
cross  partitions  hinged  to  the  upper  portion  of 
said  walls,  front  and  rear  bottom  sections,  and 
front  and  rear  longitudinal  partition  sections 
connected  to  the  inner  edges  of  said  bottom  sec- 
tions and  being  connected  to  said  cross  partitions, 
said  bottom  sections  having  openings  adjacent 
their  edges  to  which  the  longitudinal  partition 
sections  are  connected. 


2,017.651 
SAFETY-PIN 

Adolph  T.  Campbell.  MiUville.  N.  J. 

AppUcation  May  6,  1935.  Serial  No.  20,002 

7  Claims.     (CT.  24—156) 

1.  In  a  safety  pin  having  the  usual  pin  bar, 
the  combination  of  a  guard,  a  guide  projecting 
into  the  guard  sufficiently  far  to  prevent  the  pin 
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bar  from  passing  to  one  side  or  the  other  thereof, 

and  a  locking  ear  carried  by  and  projecting  from 

.a 

\7^  ' 


the  guide  toward  the  guard  Into  the  path  of 
movement  of  the  pin  bar. 


2.017,652 

WINDOW 

Gustav  R.  Carl,  Chicago,  111. 

Application  January  12,  1934.  Serial  No.  706,374 

5  Claims.     (CI.  20—49) 


\' 

ML  ^ 

\ 

Mr*" 

\ 

f\ 

^ 

1.  A  window  including  a  frame  having  guide- 
ways  In  the  sides  thereof,  slides  mounted  In  said 
guldeways.  a  sash  pivoted  at  its  lower  edge  to 
said  slides  and  adapted  to  fit  closely  between 
the  slides,  links  pivotally  connected  at  their 
lower  ends  to  the  sash  at  a  distance  above  the 
sash  pivots,  pins  secured  to  the  upper  ends  of 
the  links  and  projecting  through  slots  in  said 
slides,  bearings  engaging  with  said  pins,  counter- 
balances having  flexible  members  connected  with 
said  bearings,  catches  for  securing  the  upper 
edge  of  the  sash  to  the  slides,  stop  members  on 
the  sides  of  the  frame  serving  to  guide  the  sash 
In  Its  upward  movement,  but  permitting  the  sash 
to  be  swung  when  in  a  lowered  position,  and 
means  on  said  slides  adapted  to  engage  with  the 
stop  members  to  prevent  the  upward  movement 
of  the  slides  when  the  sash  is  swung  inwardly. 


2,017,653 
VELOCITY  COMPARING  SYSTEM  FOR  FILM 

DRIVING    APPARATUS 
Carole  A.  Clarke.  Chatham,  and  Lloyd  A.  Elmer, 
West  Orange.  N.  J.,  assignors  to  Bell  Telephone 
Laboratories.  Incorporated,  New  York.  N.  Y.,  a 
corporation  of  New  York 
AppUcation  April  6.  1933.  Serial  No.  664,784 

3  Claims.     (CI.  88 — 14) 
1.  Apparatus  for  determining  the  variations  in 
instantaneous  relative  velocity  between  a  driving 


source  and  a  film  driven  thereby  through  a  pos- 
itive connecting  means  m  a  film  driving  appa- 
ratus, said  means  comprising  a  film  having  a 
constant  frequency  record  thereon  and  adapted 
to  be  driven  from  said  driving  source  at  an  aver- 
age velocity  equal  to  the  average  velocity  of  said 


driving  source,  means  for  translating  said  record 
into  electrical  Impulses,  a  lamp  lighted  by  said 
electrical  Impulses,  and  a  stroboscopic  member 
mounted  on  said  driving  source  to  be  driven  there- 
by and  positioned  in  the  path  of  light  frc«n  said 
lamp. 


2.017,654 
GAIN  CONTROL  CIRCL^T 
Jay  A.  Coy.  Glen  Ridge,  and  Haakon  I.  Ro-nnes. 
Bloomfield,  N.  J.,  assignors  to  Bell  Telephone 
Laboratories,  Incorporated,  New  York,  N.  Y.,  a 
corporation  of  New  York 
AppUcation  October  17,  1931,  Serial  No.  569,360 
16  Oaims.     (a.  178 — 44) 


1.  In  a  gain  control  system  for  a  transmission 
line,  a  Wheatstone  bridge  circuit  having  one  arm 
thereof  in  the  form  of  a  pilot  line  associated  with 
said  transmission  line,  a  galvanometer  connected 
to  said  bridge  circuit  and  operated  according  to 
the  variations  of  a  characteristic  of  said  pilot  line, 
means  comprising  a  main  motor  of  a  continu- 
ously operable  type  controlled  by  said  galvanom- 
eter for  restoring  the  bridge  circuit  balance  upon 
operation  of  the  galvan»meter,  means  operated 
by  the  main  motor  for  limiting  each  movement 
of  said  motor  to  a  fixed  step  so  that  the  motor 
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Steps  are  equal,  and  means  comprising  a  control 
motor  governed  by  said  galvanometer  for  govern- 
ing the  gain  on  the  transmission  line. 


2.017,655 

TICKER  TAPE   CONTROLLING  MEANS 

James  W.  Decker,  New  York.  N.  Y. 

Application  Janaary  25.  1928,  Serial  No.  249,384 

Renewed  May  29.  1934 

6  Claims.      (CL  88 — 24) 


r 


1        '' 

a 
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1.  In  a  stock  quotation  projection  machine,  the 
combination  with  a  horizontally  disposed  light  ap- 
erture, of  a  tape  puller  for  pulling  the  tape  along 
said  light  aperture,  an  extended  convex  friction 
creating  surface  curving  downwardly  from  said 
light  aperture  at  the  anterior  end  thereof,  and  a 
finger  having  a  concave  tape  engaging  face  for 
frictlonally  pressing  the  tape  between  the  convex 
face  of  said  friction  creating  surface  and  said 
finger.  

2.017,656 

MECHANICAL  MOVEMENT 

William  Henry  Fumess.  Riverton,  N.  J.,  assignor 

to   American  Rayon  Company,  Inc.,  Riverton, 

N.  J.,  a  corporation  of  New  Jersey 

AppUcation  May  16,  1934,  Serial  No.  725,865 

7  Claims.     (CI.  74—63) 


1.  A  mechanical  movement  including  a  rev- 
oluble  plate  member  having  parallel  teeth  ex- 
tending over  a  face  thereof,  a  power  take  off 
shaft  offset  with  respect  to  the  plate,  a  gear 
member  on  the  shaft  meshing  with  teeth  of  the 
plate,  and  means  for  mounting  said  gear  member 
to  be  revoluble  on  its  own  axis  but  otherwise  rev- 
oluble  as  one  with  the  shaft,  said  gear  and 
mounting  means  constituting  means  for  trans- 
mitting rotative  movement  from  the  plate  mem- 
ber to  the  shaft  in  one  to  one  ratio. 


2,017,657 

CONTINUOUSLY  LOADED   CONDUCTOR 

James  E.  Harris,  Newark,  N.  J.,  assignor  to  Bell 

Telephone    Laboratories,    Incorporated.     New 

York,  N.  Y..  a  corporation  of  New  York 

AppUcation  Jvne  8.  1029,  Serial  No.  369,479 

8  Claims.     (CI.  178 — 45) 
1.  As  a  new  article  of  commerce,  a  heat  treated 


ferro-magnetic  metal  covered  copper  wire,  whose 


copper  portion  consists  of  commercial  copper  sub- 
stantially completely  freed  of  copper  oxide. 


2,017.658 
RECTIFIER  SUPPLY  SYSTEM 
Angnst  Hand,   West  Orange,  N.  J.,  assignor  to 
Wired  Radio,  Inc..  New  York,  N.  Y.,  a  corpo- 
ration of  Delaware 

AppUcation  March  8,  1934.  Serial  No.  714,663 
1  Claim.     (CI.  175—320) 


^t 
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A  rectifier  supply  system  comprising,  in  com- 
bination, a  pair  of  conductors  connected  to  a 
source  of  alternating  current  supply,  a  plurality 
of  rectifier  units,  a  plurality  of  coextensive  inter- 
leaved electromagnetic  windings,  conductive  con- 
nections connecting  similar  terminals  of  each  of 
said  rectifier  units  with  corresponding  terminals 
of  each  of  said  windings  respectively,  conductive 
connections  connecting  the  remaining  terminal  of 
one  of  said  rectifier  units  to  one  conductor  of 
said  pair  of  conductors  and  the  remaining  ter- 
minal of  the  winding  connected  with  said  rectifier 
unit  with  the  opposite  conductor  of  said  pair  of 
conductors,  conductive  connections  connecting 
the  remaining  terminal  of  the  other  of  5aid  recti- 
fier units  and  the  remaining  terminal  of  the  other 
of  said  windings  to  said  pair  of  conductors  in  an 
opposite  sense  with  respect  to  the  instantaneous 
polarity  of  the  connections  of  the  first-mentioned 
rectifier  unit  and  winding  whereby  a  substan- 
tially continuous  electromagnetic  field  of  the 
same  polarity  is  produced  by  said  windings. 


2,017,659 

ELECTROOPTICAL  SYSTEM 

Herbert  E.  Ives,  Montclair,  N.  J.,  assignor  to  BeU 

Telephone     Laboratories,     Incorporated,     New 

York.  N.  Y.,  a  corporation  of  New  York 

AppUcation  October  13.  1930.  Serial  No.  488,304 

Renewed  March  22,  1935 

6  Claims.     (CL  178—6) 


Wm^^ 
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1.  Electro-optical  apparatus  for  producing  im- 
ages in  natural  colors  comprising  a  plurality  of 
light  sources  energized  by  Incoming  image  cur- 
rents and  respectively  emitting  light  waves  of 
different  lengths  within  the  range  for  which  the 
eye  Is  sensitive,  and  means  acting  upon  said  light 
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waves  to  form  superimposed  images  of  said 
sources,  comprising  an  optical  system  including  a 
bank  of  light  directing  elements  much  greater  in 
number  than  the  number  of  light  sources,  said 
elements  acting  continuously  on  the  light  sources. 


zones  of  said  skirt  portion  and  extending  in  oppo- 
site directions  more  than  half  way  around  the 
periphery  of  said  skirt  portion,  and  spring  means 
engaging  the  inner  surfaces  of  said  skirt  and  strip 
portions  for  expanding  the  latter  radially  out- 
wardly with  respect  to  the  skirt  portion. 


2,017,660 

TOOTHBRUSH 

Francis  M.  Jahn.  Philadelphia,  Pa. 

Application  Febmary  2,  1933,  Serial  No.  654,789 

1  Claim.     (CI.  15—176) 


/4 


ob^ 


lunmtm 


A  tooth  brush  comprising  an  elongated  unitary 
handle  member  having  adjacent  one  end  a  series 
of  transversely  arranged,  equal-sized  and  equally 
spaced  dove-tailed  tongues,  an  elongated  brush 
head  having  corresponding  tongues  and  grooves 
provided  transversely  of  the  entire  extent  of  the 
elongated  brush  head,  the  handle  and  brush  mem- 
bers each  being  formed  with  a  passageway  ex- 
tending length-wise  thereof  through  said  tongues 
and  being  equidistantly  spaced  from  the  sides  of 
the  brush  and  handle  members,  said  passage- 
ways being  aligned  when  the  handle  and  brush 
members  are  assembled,  and  a  locking  pin  In 
said  aligned  passageways. 


2,017.661 

GOLF  PRACTICING  DEVICE 

Eric  W.  Johanson.  St.  Charles.  lU. 

AppUcation  June  16,  1933,  Serial  No.  676.103 

6  Claims.     (CI.  273 — 35) 


1.  A  golf  practicing  device  comprising  a  sup- 
porting base,  a  member  pivotally  supported  for 
horizontal  rotation  upon  said  base,  and  a  one- 
piece  flexible  arm  secured  up>on  and  extending 
from  said  member  and  terminating  in  an  en- 
larged ball-shaped  end  having  a  relatively  large 
unoccupied  cavity  therein. 


2,017,662 
PISTON  CONSTRUCTION 
Virgil   R.    Johnson,    Detroit.    Mich.,    assignor   to 
Virgil  R.  Johnson  Company.  Detroit.  Mich.,  a 
corporation  of  Michigan 

AppUcation  March  5,  1934,  Serial  No.  713.984 
5  Claims.     (CI.  309—11) 


.*'. 
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1.  A  piston  comprising  head  and  skirt  portions, 
said  skirt  portion  having  spaced,  integral  and 
annularly  directed  strip  portions  severed  there- 
from except  at  one  end  of  each  strip  portion. 
said  strip  portions  being  located  at  intermediate 


2,017,663 

BURNER  ATTACHMENT 

Frederick  C.  Lahn,  Brooklyn,  N.  Y..  assignor  of 

ten  per  cent  to  Percy  W.  Valentine  and  five 

per  cent  to  Pasquale  Leanza,  Brooklyn,  N.  Y. 

Application  March  30,  1935,  Serial  No.  13377 

17  Claims.     (CL  158—113) 


'fi 


1.  A  burner  attachment  of  the  class  described 
comprising  a  body  haviiig  spaced,  vertically  dis- 
posed central  walls  forming  a  fiue  passage  there- 
between and  opening  through  the  top  and  bot- 
tom of  said  body,  said  walls  terminating  at  their 
lower  ends  in  outwardly  and  upwardly  extending 
baflfles  arranged  longitudinally  of  the  first  named 
walls. 


2.017,664 
DISPENSER  FOR  BEVERAGES 
Oscar  J.  Leins,  MUwaokee,  Wis.,  assignor  to  Bfil- 
waukee   Gas    Specialty   Company,   Milwaukee, 
Wis.,  a  corporation  of  Wisconsin 
AppUcation  October  1,  1934,  Serial  No.  746,382 
11  Claims.     (CI.  225—3) 


1.  A  dispenser  for  carbonated  beverages  com- 
prising a  tap  rod,  a  gas  holder  having  a  discharge 
nipple  provided  with  a  valve  biased  to  closed  po- 
sition, means  for  establishing  a  sealed  connec- 
tion between  the  discharge  nipple  and  the  tap 
rod  Including  a  sealing  cup  connected  to  the  tap 
rod,  a  valve  trip  pin  connected  with  the  sealing 
cup,  a  sealing  washer  within  the  cup  and  sur- 
rounding the  trip  pin,  said  sealing  washer  being 
engageable  with  the  discharge  nipple  with  the 
pin  and  its  cup  to  establish  a  sealed  connection 
between  the  nipple  and  the  pin,  and  means  for 
providing  a  mechanical  connection  between  the 
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nipple  and  the  tap  rod.  said  pin  unseating  the 
valve  in  the  assembly  and  having  a  passage  there- 
through to  provide  for  communication  between 
the  nipple  and  the  tap  rod.  said  means  es- 
tablishing a  mechanical  connection  between  the 
holder  and  the  tap  rod.  also  embracing  the  body 
of  the  holder  and  straddling  the  nipple  to  relieve 
the  nipple  and  weaker  portions  of  the  holder  of 
mechanical  strains. 


2.017.665 
ELECTRIC  BRAKE  APPARATUS 

John  W.  Logan,  Jr..  Wilkinsborg,  Pa.,  assignor  to 
The  WesUnghonse  Air  Brake  Company.  Wil- 
merding,  Pa.,  a  corporation  of  Pennsylvania 

Application  November  11.  1933.  Serial  No.  697,641 
15  Claims.     (CI.  188 — 2) 


1.  In  a  vehicle  brake  apparatus,  the  combina- 
tion with  a  plurality  of  axles  adapted  to  support 
a  vehicle  producing  different  loads  on  said  axles 
when  the  speed  of  said  vehicle  is  varying,  of  elec- 
tro-dynamic brakes  associated  with  said  axles 
and  Inherently  operable  to  produce  a  braking  ef- 
fect on  each  axle  corresponding  closely  with  the 
load  of  each  axle. 


2.017.666 

ELECTRIC  BRAKE  CONTROL 

George  W.  Baaghman,  Edgewood.  Pa.,  assignor 

to  The  Westinghoose  Air  Brake  Company,  Wil- 

merding,  Pa.,  a  corporation  of  Pennsyhrania 

AppUcation  NoTember  11,  1933,  Serial  No.  697.632 

17  Claims.     (CL  188—2) 


1.  In  a  vehicle  brake  system,  the  combination 
with  a  plurality  of  electrodynamic  brake  devices, 
of  electrically  operated  contact  means  having  an 
energized  position  and  a  deenergized  position, 
and  means  rendered  operable  by  said  means  in 
one  of  said  positions  for  causing  some  of  said 
brake  devices  to  produce  a  greater  braking  effect 
than  other  of  said  brake  devices. 


2.017.667 
RETARDATION  CONTROLUNG  DEVICE 
John  W.  Logan.  Jr.,  Edgewood,  Pa.,  assignor  to 
The  Westinghoose  Air  Brake  Company.  Wil- 
merding.  Pa.,  a  corporation  of  Pennsylvania 
AppUcati«n  December  22,  1934.  Serial  No.  758.769 
21  Claims.     (CL  303 — 24) 
1.  In  a  vehicle  brake  system,  in  combination, 
an  electric  brake  device  having  a  winding  and 
being  operable  to  produce  a  braking  effect  in  ac- 
cordance with  the  degree  of  energization  of  said 
winding,  a  circuit  for  supplying  current  to  said 
winding,  a  retardation  controller  device  having 
a  first  body  manually  movable  a  distance  in  ac- 


cordance with  a  desired  rate  of  retardation  and 
having  a  second  body  movable  according  to  the 
rate  of  retardation  of  the  vehicle,  means  ojpera- 
tive  upon  movement  of  said  first  body  for  supply- 


mg  current  to  said  winding  at  an  Increasing  rate, 
and  means  operative  upon  movement  of  said  sec- 
ond body  for  holding  said  winding  energized  at 
a  substantially  constant  current. 

2.017.668 
TEMPERATURE  RELIEF  VALVE 
James  H.  Meagher,  Springfield,  Mass.,  assignor 
to  The  Chapman  Valve  Manufacturing  Com- 
pany, Indian  Orchard,  Mass.,  a  corporation  of 
Massachusetts 

Application  April  12,  1933,  Serial  No   665.812 
Renewed  March  23,  1935 
8  Claims.     (CI.  122—504) 


1.  A  valve  of  the  class  described  comprising  in 
combination,  a  body  and  cap  having  inlet  and 
outlet  openings,  a  tube  extending  upwardly  from 
the  body  in  communication  with  the  Inlet  there- 
of having  a  valve  seat  in  its  upper  side,  a  valve 
engageable  with  said  seat,  spring  means  asso- 
ciated with  said  tube  normally  holding  said  valve 
on  said  seat  and  a  thermostat  In  said  tube  oper- 
able to  engage  said  valve  to  move  it  from  said 
seat. 


2.017,669 

DEPOSIT   RECEPTACLE 

Charles  F.  Meilink.  Toledo.  Ohio 

Application  May  3,  1934.  Serial  No.  723,651 

4  Claims.     (CI.  70—50) 


S*' 


/^ 


1.  A   protective    receptacle    Including   a   fixed 
housing  and  an  openable  member,  a  bolt  for  pre- 
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venting  the  opening  of  the  member,  a  solenoid 
for  withdrawing  said  bolt  to  release  the  member 
for  opening  movement,  a  circuit  for  said  solenoid 
including  a  switch,  opening  and  closing  solenoids 
for  opening  and  closing  the  switch,  the  first 
named  solenoid  being  operable  only  when  the 
switch  is  closed.     ^ 


2,017,670 
FOOT  PROTECTOR 
George  A.  Moriarty.  New  Haven,  Conn.,  assignor 
of  one-third  to  Joseph  F.  Dray.  New  Haven, 
Conn.,  and  one- third  to  George  T.  Cooke,  Nor- 

AppUcation  October  17,  1933.  Serial  No.  693,906 
22  Claims.     (CI.  36 — 72) 


1.  A  foot  protector  comprising  a  shaped  metal 
shell;  an  abutment  on  said  sheU  twiapted  to  rest 
upon  the  welt  of  a  shoe;  a  plurality  of  arms  on 
said  shell  adapted  to  grip  the  upper  of  the  shoe; 
and  means  for  moving  said  arms  Into  and  out  of 
gripping  position. 


2.017.671 
METHOD  OF  PRODUCING  CHEMICALLY 
PURE  4.4'-DI-  (l-PHENYL-3-METHYL-PY- 
RAZOLONYL) 
Iwan  I.  Ostromislensky.  New  York,  N.  Y.,  as- 
signor, by  mesne  assignments,  to  Medico 
Chemical  Corporation  of  America,  New  York, 
N.  Y. 

No  Drawing.     Application  March  28,  1934. 

Serial  No.  717,723 

6  Claims.     (CI.  260 — 45) 

1.  A  step  In  the  process  of  producing  4,4 '-di- 

(l-phenyl-3-methyl-pyrazolonyl)  in  a  pure  state 

and  of  a  comparatively  low  toxicity,  consisting  in 

heating    a    mixture    of    ethylacetoacetate    with 

phenylhydrazine.  and  regulating  the  temperature 

of  the  reaction  mixture  so  that  it  shall  reach  210" 

C.  but  will  not  exceed  255'  C. 


2.017.672 
METHOD  OF  PRODUCING  CHEMICALLY 
PURE  4.4-DI- (l-PHENYL-3-METHYL-PY- 
RAZOLONYL) 
Iwan  I.  Ostromislensky.  New  York,  N.  Y.,  assignor 
to  Medico  Chemical  Corporation  of  America. 
New  York,  N.  Y. 

No  Drawing.    Application  July  5,  1934, 
Serial  No.  733.870 
4  Claims.      (CI.  260 — 45) 
1.  A  step  in  the  process  of  producing  di-phenyl- 
methylpyrazolonyl.  in  a  pure  state  and  of  a  com- 
paratively low  toxicity,  consisting  In  heating  a 
mixture  of  phenylmethylpyrazolon  with  phenyl- 
hydrazine,  and  regulating  the  temperature  of  the 
reaction  mixture  so  that  it  shall  reach   190°  C. 
but  shall  not  exceed  255°  C. 


2.017.673 
KNITTING  MACHINE 

Anton  Streli.  New  York.  N.  Y. 

Application  February  20.  1933.  Serial  No.  657.595 

6  Claims.     (CL  66— 63) 

1.  In   a  needle   bed   of   knitting   machines,   a 
recess  formed  transversely  to  the  needle  grooves 


of  the  bed.  a  resilient  ribbon  operatively  held  in 
said  recess  and  divided  into  individual  8|>ring 


strips,  each  strip  adapted  to  engage  a  sinker  or 
helper  operating  in  the  needle  grooves. 


2.017.674 

FLUID  PRESSURE  GOVERNOR 

Benjamin  H.  Thompson,  Ardara,  Pa,^  assignor  to 

The  Westinghouse  Air  Brake  Company,  Wil- 

merding.  Pa.,  a  corporation  of  Pennsylvania 

Application  August  13.  1930.  Serial  No.  475.074 

13  Claims.     (CL  50—26) 


1.  A  fluid  pressure  operated  control  device  com- 
prising a  control  member,  a  movable  abutment 
subject  on  one  side  to  variations  in  the  jwessure 
of  fluid  for  ccKitrolling  the  operation  of  said 
member,  the  opposite  side  of  said  abutment  be- 
ing arranged  in  a  plane  at  right  aisles  to  the 
direction  of  movement  of  said  abutment,  resilient 
means  for  controlling  the  movement  of  said  abut- 
ment by  the  pressure  of  fluid,  and  a  plurality 
of  levers  operatively  engaging  said  opposite  side 
of  said  abutment  and  providing  a  pressure  trans- 
mitting connection  between  said  abutment  and 
said  resilient  means,  said  levers  having  corre- 
sponding arms  movable  in  different  directions 
across  one  face  of  said  abutment  for  amplifying 
the  power  delivered  by  said  abutment  to  said  re- 
silient means  upon  an  increase  in  the  pressure  of 
fluid  acting  on  said  abutment  and  for  amplify- 
ing the  power  delivered  by  said  spring  to  said 
abutment  upon  a  decrease  in  the  pressure  of  fluid 
acting  on  said  abutment. 


2,017,675 

WALL  PLATE  FOR  FURNACES 

Edgar  B.  Tolman,  Jr.,  Chicago,  IlL 

Application  June  21,  1934.  Serial  No.  731,622 

9  Claims.     (CL  72—101) 


1.  A  plate  adapted  as  a  backing  for  a  wall  built 
of  rectangular  brick,  and  a  plurality  of  anchor 
bars  projecting  from  the  plate  at  right  angles,  said 
bars  being  angular  in  cross  section  and  of  a  thick- 
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ness  adapting  them  to  occupy  the  mortar  spaces 
between  and  adjacent  the  ends  of  the  brick,  each 
of  said  bars  having  a  boss  at  Its  Inner  end  provid- 
ing a  spacer  adapted  to  limit  the  proximity  of  the 
plate  and  the  brick. 


CON- 


METHOD  OF  AND  APPARATUS  FOB 
DENSING  SULPHURIC  ACID 
Conway  Baron  von  Girsewald.  Wotfhart  Siecke. 
and  Max  WohlwUl,  FrankfoH-on-the-Maln, 
Ciermany,  assignors  to  American  Lnrgl  Corpo- 
ration, New  York.  N.  T..  a  corporation  of  New 
York 

AppUcatlon  March  8.  19S4,  Serial  No.  714,562 

In  Germany  March  11.  1933 

6  Claims.     (CI.  257—224) 


1.  A  condensing  tube  for  condensing  sulphuric 
acid  which  comprises  an  Inner  tube  of  refractory 
material,  an  outer  tube  of  a  metal  capable  of 
transmitting  heat  freely  and  structurally  inde- 
pendent of  said  inner  tube,  and  a  layer  of  loose, 
dry.  solid  material  interposed  between  said  tubes 
and  adapted  to  transmit  heat  from  said  inner 
tube  to  said  outer  tube  and  to  maintain  thermal 
stabUity. 


2.017,677 

DISHWASHING  MACHINE 

George  Webb.  West  Hartford.  Conn.,  assignor  to 

Colt's  Patent  Fire   Arms   Manufacturing   Co., 

Hartford,  Conn.,  a  corporation  of  Connecticut 

AppUcaUon  July  29,  1932.  Serial  No.  625,668 

4  Claims.     (CL  141—9) 

-     ^s  4- 


having  supply  and  discharge  openings  at  opposite 
ends  thereof,  means  in  the  casing  for  guiding  the 
articles  to  be  washed  through  the  casing  from  the 
supply  opening  to  the  discharge  opening  a  pair 
of  similar  oppositely  disposed  upper  and  lower  Jet 
devices  in  the  casing  respectively  above  and  below 
the  path  of  the  articles  being  guided  through  the 
casing  for  directing  Jets  of  washing  liquid  respec- 
tively downward  and  upward  against  the  said  ar- 
ticles, and  means  for  projecting  a  curtain  of  liquid 
moving  continuously  in  one  direction  across  the 
path  of  the  articles  between  the  supply  end  of  the 
casing  and  the  said  opposed  spray  devices. 


2.617,678 

FLUID  PBESSUBE  BRAKE 

Uncas  A.  Whitaker.   Canton,   Ohio,   assignor  to 

The  Westinghoosc  Air  Brake  Company,  Wil- 

merding.  Pa.,  a  corporation  of  Pennsylvania 

Application  January  9,  1930.  Serial  No.  419.519 

11  Claims.     (CI.  303—74) 


J^r 


1.  In  combination,  a  valve  device  for  control- 
ling the  brakes  on  a  car,  a  control  reservoir  as- 
sociated with  said  valve  device,  and  a  brake  pipe, 
said  valve  device  being  movable  by  the  pressure 
of  fluid  in  said  control  reservoir  upon  a  reduc- 
tion In  brake  pipe  pressure  to  a  position  for  ef- 
fecting a  reduction  in  brake  pipe  pressure  and 
for  reducing  the  pressure  In  said  control  reser- 
voir to  stop  the  operation  of  said  valve  device, 
and  movable  to  another  position  by  the  reduced 
pressure  in  said  control  reservoir,  upon  a  further 
reduction  in  brake  pipe  pressure,  to  apply  the 
brakes. 


1.  A  washing  machine  for  dishes  or  similar  ar- 
ticles, comprising  in  combination  a  main  casing 


2.017,679 
METHOD   OF    LACING    AND   THE   PRODUCT 

OBTAINED    THEREBY 
Robert   T.  Aliis.  Springfield,   Mass.,  assignor  to 

The  Standard  Corset  Company.  Holyoke.  Mass., 

a  corporation  of  Massachusetts 
Original   appUcation    July    29,    1933.    Serial    No. 

682,744.    Divided  and  this  application  January 

12,  1935,  Serial  No.  1,561 

2  ChUms.     (a.  24—140) 

1.  The  method  of  threading  a  single  strand 
through  two  opposed  rows  of  eyes,  the  eyes  of 
each  row  being  in  fixed  relation  to  each  other, 
which  consists  in  threading  one  end  of  the  strand 
through  an  eye  in  one  row.  then  through  the 
opposite  eye  in  the  other  row.  then  again  through 
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the  first-mentioned  eye  and  then  through  the 
next  eye  in  the  same  row.  and  in  repeating  this 


operation    until    the    desired    length    has    been 
threaded. 


2,017.680 

REGISTER 

James  H.  Bailey.  New  Canaan.  Conn.,  assignor  to 

Hart,  Cooley.  Higbton,  Co.,  New  BriUin.  Conn. 

ApplicaUon  June  6,  1932,  Serial  No.  615,491 

1  Claim.     (CI.  98—101) 


In  combination,  an  air  conduit,  a  register 
mounted  in  the  air  conduit  and  comprising  a  sta- 
tionary plate,  a  sliding  damper,  the  plate  and 
damper  each  being  formed  with  openings,  the 
openings  of  one  part  being  adapted  to  be  in  or 
out  of  register  with  the  openings  of  the  other  part 
when  the  parts  are  in  open  or  closed  positions, 
respectively,  a  plurality  of  deflector  vanes  carried 
by  the  stationary  plate,  each  vane  being  located 
above  an  opening  and  extending  Into  the  conduit, 
one  of  the  deflector  vanes  being  located  above 
the  other  and  the  upper  vane  extending  farther 
into  the  conduit  than  the  lower  vane. 


2,017,681 

STEERING  WHEEL 

Magnus  M.  Burgess,  Detroit.  Mich.,  assignor  to 
Shelter  Manufacturing  Corporation.  Portland, 
Ind.,  a  corporation  of  Indiana 
Application  May  4,  1934,  Serial  No.  723.950 

4  Claims.  (CI.  74—552) 
1.  In  a  steering  wheel,  a  hub  portion  and  a 
spider  portion  having  spokes,  said  hub  portion 
having  a  body  part  for  fixed  engagement  with  a 
steering  post  and  forming  a  cavity  In  Its  top  with 
radial  spoke-recelving  openings  In  its  side  walls, 
a  rlng-Uke  member  disposed  within  said  cavity 
and  having  fixed  connection  with  the  Inner  ends 


of  the  spider  spokes  projected  inwardly  through 
said  <^;)enlngs.  and  a  resilient  material  dispoeed  in 
said  cavity  and  openings  in  surrounding  relation 


to  the  ring  and  respective  portions  of  the  spokes 
and  permitting  predetermined  relative  move- 
ments between  the  spider  and  body  portion  of  the 

hub.  

2.017.682 

TRAIN   CONTROL   APPARATUS 

Earle  S.  Cook,  Wilmerdlng,  Pa.,  assignor  to  The 

Westinghonse  Air  Brake  Company,  Witanerding, 

Pa.,  a  corporation  of  Pennsytrania 

AppUcaUon  August  8.  1927.  Serial  No.  211,347 

5  Claims.     (CI.  303—18) 


1.  In  a  fluid  pressure  brake,  the  combination 
with  a  brake  pipe  and  valve  means  for  effecting 
a  service  application  of  the  brakes  by  a  reduc- 
tion in  brake  pipe  pressure  in  two  stages,  of 
means  controlled  electrically  and  according  to 
the  speed  of  the  train  for  rendering  said  valve 
means  to  cause  a  reduction  in  brake  pipe  pres- 
sure in  a  single  stage. 

2,017,683 
CATALYST  AND  PROCESS  FOR  THE  PRO- 
DUCTION AND  REGENERATION  THEREOF 

Eugene  Dwight  Crittenden,  Syracuse,  N.  Y.,  as- 
signor  to  Atmospheric  Nitrogen  Corporation, 
New  York,  N.  Y.,  a  corporation  of  New  York 
No  Drawing.    Application  November  13,  1930, 
Serial  No.  495.539 
16  CUims.     (CI.  23 — 162) 
1.  The  process  of  preparing  a  catalyst  for  the 
oxidation  of  ammonia  which  comprises  treating 
cobalt   metal    containing    impurities    heated    to 
fusion     with    calcium    carbonate    and    calcium 
fluoride  in  proportions  of  about  3.5  to  5  parts  of 
calcium  carbonate  and  1.7  to  3.5  parts  of  cal- 
cium fluoride  for  every  70  parts  of  cobalt,  sepa- 
rating the  thus  treated  metal  from  the  slag  and 
converting  the  separated  metal  into  cobalt  oxide. 


2.017.684 
FLUID  COMPRESSOR 
Philip  L.  Crittenden.  Edgewood.  Pa.,  assignor  to 
The  Westinghonse  Air  Brake  Company,  Wil- 
merdlng, Pa.,  a  corporation  of  Pennsylrania 
Application  October  31.  1933,  Serial  No.  695,995 
12  Claims.     (CI.  230—27) 
1.  The  combination  with  a  compressor,  of  an 
unloader  comprising   a  check   valve  controlling 
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communication  from  a  chamber  in  which  fluid  is 
compressed  to  the  atmosphere,  means  normally 
yleldlDcly  holding  said  check  valve  In  closed  po- 
sition, yielding  means  for  holding  said  check 
valve  open,  a  pump  actuated  by  the  compressor 


for  circulating  fluid  lubricant  under  pressure  in 
said  system  and  a  movable  abutment  actuated  by 
fluid  lubricant  in  said  system  for  rendering  said 
Shielding  means  ineffective  to  hold  said  check 
valve  open. 


2,017.685 
PILL  BOX 

Ernest  G.  De  VaJera,  New  York,  N.  Y 

AppUcation  March  2.  1934,  Serial  No.  713,671 

3  Claims.     (CI.  206 — 42) 


1.  In  a  device  of  the  class  described,  two  tele- 
scoping, dished  members,  their  dished  portions 
being  in  frlctional  engagement  with  one  an- 
other, one  of  said  members  provided  with  a  re- 
duced comer  portion  having  a  content  dispens- 
ing aperture,  said  portion  being  offset  below  the 
plane  of  said  member,  a  pair  of  pintle  receiving 
sockets  provided  adjacent  to  said  aperture,  a 
flanged  cover  for  said  aperture  provided  with 
pintlets  in  engagement  with  the  sockets  of  said 
apertured  member,  said  cover  adapted  to  either 
overlap  said  reduced  comer  portion  and  its  aper- 
ture. In  its  normal,  closing  position,  or  to  expose 
said  aperture  when  temporarily  swung  upwards, 
and  means  provided  with  said  apertured  member 
and  said  cover  for  holding  the  latter  In  Its  tem- 
porary open  position,  when  desired,  said  cover. 
when  closed.  l3ring  substantially  in  the  plane  of 
said  member. 


2.017,686 
DISPENSING  CAP 
Ernest  G.  De  Valera.  New  York.  N.  Y. 
AppUcaUon  September  11.  1934.  Serial  No.  743,525 
3  Claims.     (CI.  221—60) 
2.  In  a  dispensing  cap  intended  to  be  associated 
with  the  threaded,  orifliced,  neck  member  of  a 
collapsible  tube  or  the  like,  a  hollow  cylinder 
open  at  one  end  and  closed  at  Its  other  end.  and 
provided    with    a    sharp-edged    side   opening,    a 
pi3tc»Q  operatively  mounted  within  said  cylinder 
and  provided  with  a  concave  depression,  the  lat- 
ter adapted  to  face  the  orlflce  of  such  neck  mem- 
ber, and  terminating  in  a  sharp  peripheral  edge. 


oppositely  disposed  and  vertically  spaced  inden- 
tations on  said  cylinder,  said  indentations  being 
adapted  to  make  interlocking  connection  with 
the  threaded  neck  member  for  removably  retain- 
ing the  said  dispensing  cap  In  assembled  oper- 


ative position  on  said  tube  neck,  the  uppermost 
indentation  on  said  cylinder  also  providing  a 
stop  for  the  piston  to  retain  same  in  said  cylinder 
when  the  latter  is  removed  from  said  threaded 
neck. 


2.017,687 

ALARM   DEVICE 

Ernest  G.  De  Valera,  New  York,  N.  T. 

AppUcation  October  15,  1934.  Serial  No.  748,318 

5  CUOms.     (CI.  177—7) 


4  In  an  alarm  device,  a  solenoid,  a  core  reclpro- 
catlngly  mounted  therein,  said  core  having  a  body 
of  uniform  cross-section,  an  enlargement  pro- 
vided at  one  end  of  the  core,  a  sound  producing 
element  secured  to  the  other  end  of  the  core,  said 
solenoid  having  a  through-passage  divided  into 
portions  of  different  cross -sections,  one  portion 
adapted  to  accommodate  the  core  body,  another 
portion  adapted  to  accommodate  the  enlargement 
said  enlargement  serving  as  stop  for  the  core  in 
one  direction  of  its  movement,  and  means  for  bias- 
ing the  core  to  its  stopped  position. 


2.017.688 

BRAKE  CYLINDER  MOITNTING 

Sidney  G.  Down,  Edrewood,  Pa.,  assignor  to  The 

Westinffhonse    Air   Brake    Company,    WUmer- 

ding.  Pa.,  a  corporation  of  Pennsylvania 

Application  January  28.  1932,  Serial  No.  589.435 

1  Claim.     (CI.  188 — 205) 


In  a  brake  cylinder  mounting,  the  combina- 
tion with  a  truck  frame,  of  a  brake  cylinder  car- 
ried by  said  truck  frame,  means  securing  said 
brake  cylinder  to  the  truck  frame,  and  a  crucl- 
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form  member  interposed  between  and  engaging 
with  said  truck  frame  and  brake  cylinder  for 
preventing  the  securing  means  from  being  sub- 
jected to  shearing  action  and  for  supporting 
the  brake  cylinder  from  the  truck  frame  Inde- 
pendently of  the  securing  means. 


2.017,689 

ELECTRICALLY   CONTROLLED  BRAKE 

VALVE 

Sidney  G.  Down,  Edgewood,  Pa.,  assignor  to  The 
H  estinchouse    Air   Brake   Company,   Wilmer- 
dinf ,  Pa.,  a  corporation  of  Pennsylvania 
AppUcation  April  28,  1934.  Serial  No.  722,904 
1  Claim.    (CI.  303—20) 
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In  a  fluid  pressure  brake  apparatus,  the  combi- 
nation with  a  brake  cylinder  and  a  fluid  pressure 
storage  means  from  which  fluid  under  pressure 
is  adapted  to  be  supplied  to  the  brake  cylinder, 
of  a  valve  device  operative  to  control  the  supply 
of  fluid  under  pressure  to  and  the  release  of  fluid 
under  pressure  from  the  brake  cylinder,  said 
valve  device  comprising  a  main  casing  section 
having  a  chamber  and  a  passage  leading  from 
said  chamber  through  both  of  which  fluid  under 
pressure  is  adapted  to  be  supplied  to  and  released 
from  the  brake  cylinder,  a  brake  cylinder  pipe 
connected  to  said  casing  section  and  establish- 
ing communication  between  said  passage  and 
brake  cylinder,  a  fluid  pressure  supply  passage 
in  said  casing  section,  a  supply  pipe  connected 
to  said  casing  section  and  establishing  communi- 
cation from  said  fluid  pressure  storage  means  to 
the  supply  passage,  a  valve  casing  section  remov- 
ably secured  to  the  main  casing  section  and  hav- 
ing a  fluid  pressure  supply  communication  reg- 
istering with  said  supply  passage  and  leading  to 
said  chamber  and  having  a  brake  cylinder  ex- 
haust communication  leading  from  said  cham- 
ber to  the  atmosphere,  valve  mechanism  carried 
by  said  valve  casing  section  for  controlling  said 
supply  and  exhaust  communications  In  the  valve 
casing  section,  said  valve  casing  section  and 
valve  mechanism  being  removable  as  a  unit  from 
the  main  casing  section  without  disturbing  the 
supply  and  brake  cylinder  pipe  connections  to 
the  valve  device,  electrically  controlled  means 
for  controlling  the  operation  of  said  valve  mech- 
anism, and  a  casing  section  securing  said  elec- 
trically controlled  means  to  the  main  casing  sec- 
tion, said  electrically  controlled  means  and  cas- 
ing section  therefor  being  removable  from  the 
main  casing  section  without  disturbing  said  sup- 
ply and  brake  cylinder  pipe  connection  or  said 
valve  mechanism. 


2,017.690 
PROCESSING  APPARATUS  FOB  FIBEB 
CASlES 
Harry  S.  Drum,  Abington,  and  WiUiam  C.  Dod- 
son,   Meadowbrook,   Pa.,  assignors   to    Smith, 
Drum  and  Company,  Philadelphia,  Pa.,  a  cor- 
poration of  Pennsylvania 
AppUcation  August  15,  1934.  Serial  No.  739.996 
17  Claims.    (CL  18—8) 


1.  An  apparatus  for  treating  fiber  cakes  com- 
prising a  rotatable  receptacle  for  receiving  a 
fiber  cake,  means  to  cause  an  endwise  fiow  of 
liquid  through  said  cake,  and  means  to  rotate 
said  receptacle  to  cause  a  transverse  flow  of  liq- 
uid in  said  cake. 


2,017,691 
METHOD   OF  PROCESSING   FIBER   CAKES 
Harry  S.  Drum.  Abington,  and  WiUiam  C.  Dod- 
son,    Meadowbrook.    Pa.,   assignors    to    Smith, 
Drum  and  Company,  Philadelphia,  Pa.,  a  cor- 
poration of  Pennsylvania 
AppUcation  August  15,  1934,  Serial  No.  739,997 
6  Claims.     (CI.  18 — 54) 


1.  The  method  of  processing  fiber  cakes  which 
consists  in  causing  a  body  of  liquid  to  flow  across 
the  inner  face  of  a  flber  cake,  and  subjecting  said 
flowing  body  to  centrifugal  force. 


2,017.692 
LANDING  LIGHT  FOR  AIRPLANES 
John  P.  Gaty,  Woodside,  N.  Y.,  assignor  to  Fair- 
child   Aerial    Camera   Corporation,   Woodside, 
N.  Y..  a  corporation  of  New  York 
AppUcation  March  9,  1935.  Serial  No.  10.180 

8  Claims.     (CI.  33 — 46) 
4.  In  combination  with  an  airplane,  a  pair  of 
lamps  thereon  so  positioned  as  to  project  light 
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beams  extending  forwardly  and  substantially 
parallel  to  each  other  but  downwardly  with  re- 
spect to  the  longitudinal  axis  of  said  airplane,  a 


.4*         t0 


second  pair  of  lamps  so  positioned  as  to  project 
light  beams  downwardly  and  forwardly  and  in- 
wardly so  as  to  intersect  each  other  and  the 
beams  of  said  first  pair  of  lamps. 


Z.tl7.69S 

CONTAINER 

Charles  GAd,  New  York.  N.  Y. 

AppUcation  December  t%,  1933.  Serial  No.  703.179 

5  Claims.     (CI.  312 — 45) 


2.  A  dispenser  for  cigarettes,  embodying  two 
separate  compartments  longitudinally  offset  rela- 
tively to  each  other,  each  being  of  a  length  slight- 
ly greater  than  the  length  of  a  cigarette  and  of  a 
width  slightly  in  excess  of  the  diameter  of  a 
cigarette,  the  defining  walls  of  each  compartment 
cooperating  to  guide  a  quantity  of  cigarettes  en- 
tered therein,  into  a  stack  formation,  one  cig- 
arette being  disposed  upon  another,  and  an  out- 
let at  one  lower  end  of  each  compartment,  the 
respective  outlets  being  located  at  opposite  ends 
of  the  dispenser  and  laterally  offset  relatively  to 
one  another,  the  length  of  each  compartment  in 
the  zone  of  its  outlet  being  less  than  that  of  the 
portion  thereabove.  whereby  a  part  of  the  lower- 
most cigarette  of  the  stack  alined  therein  will 
protrude  from  such  outlet,  to  permit  such  cig- 
arette to  be  grasped  for  withdrawal  from  the 
dispenser,  the  cigarettes  in  one  compartment  be- 
ing available  only  at  one  end  of  the  container, 
while  those  in  the  other  compartment  are  avail- 
able only  at  the  opposite  end  of  the  container. 


2.»17.694 
OIL  WELL  PUMPING  APPARATUS 
David  M.  Hammett.  Tulsa,  Okla. 
AppUcation  Deeember  7.  1934.  Serial  No.  756.495 
3  Claims.     (CT.  1»3— 1) 
1.  In  an  oil  well,  the  ccMnbination  of  a  string  of 
casing,  a  string  of  tubing  therein,  a  partition  be- 
tween said  casing  and  said  tubing  at  the  upper 
end  of  said  casing,  a  partition  between  said  casing 
and  said  tubing  at  the  lower  end  of  said  tubing, 
an  outlet  for  the  passage  of  fluid  from  said  tubing 
into  said  casing  and  situate  intermediate  of  said 


partitions,  an  upper  outlet  from  said  casing,  a 
pump  connected  into  the  lower  end  of  said  tubing. 


-V  ' 


and  a  string  of  sucker  rods  passing  thru  said  tub- 
ing and  operatlvely  connected  with  said  pump. 


2,«17,695 
APPARATUS  FOR  GENERATING  OR  RECEIV- 
ING MECHANICAL  OSCILLATIONS 
Walter  Hahnemann.  Berlin-Marienfelde, 
Germany 
ApplicaUon  October  21.  1929.  Serial  No.  4«1.1M 
In  Germany  May  25.  1928 
8  Claims.     (CL  181—0.5) 


1.  A  device  for  inter -converting  electric  and 
acoustic  wave  energy  and  having  a  casing  and 
a  mounting  member  supported  thereby  and  form- 
ing a  closure  therefor,  a  vibratory  body  of  sub- 
stantial mass  mounted  In  said  casing  solely  by 
means  of  the  mounting  member,  said  vibratory 
body  having  its  inner  end  in  spaced  relation  to 
the  casing  and  its  outer  end  extending  outside 
said  casing  and  being  of  such  size  and  shape  and 
distributed  mass  that  the  amplitude  of  vibration 
at  one  end  is  greater  than  the  amplitude  of  vi- 
brations at  another  end. 


2  017  696 

STYLUS  FOR  MAKING  SOUND  RECORDS 

Walther  Hesse,  Aachen,  Germany 

Application  October  15,  1932.  Serial  No.  637.961 

In  Germany  Oetober  29.  1931 

3  Claims.     (CL  274—38) 


*       6    ' 


.1.  A  stylus  for  making  sound  records,  comprls- 
iD«:  a  shank  having  a  cutting  point  and  cutting 
side  edges  with  flattened  and  converging  front 
and  rear  faces,  said  cutting  side  edges  being 
formed  by  an  upwardly  and  rearwardly  bevelled 
end  of  iiit  stylus,  forming  a  blunt  V-shaped 
cutting  edge,  the  stylus  at  the  end  of  said  bevels 
being  laterally  enlarged. 
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2.017.697 
OIL  BURNER 
Julius  J.  Jorgensen,  Detroit.  Mich.,  assignor  to 
Kelvinaior  Corporation.  Detroit.  Mich.,  a  cor- 
poration of  Michigan 
Application  December  31,  1932,  Serial  No.  649,699 
5  Claims.     (CI.  158—77) 


2  In  a  fuel  burner  for  a  heating  system,  the 
combination  with  a  rotatable  frusto-conically 
shaped  fuel  delivering  means,  of  a  rotatable  fuel 
distributing  well  lying  radially  outwardly  of  said 
fuel  delivering  means  and  In  fuel  receiving  rela- 
tion with  the  exterior  surface  of  said  means,  ro- 
tatable means  providing  a  plurality  of  radially  ex- 
tending fuel  feed  tubes  communicating  with  the 
distributing  well  for  receiving  fuel  therefrom  and 
for  distributing  such  fuel  radially,  means  for  ro- 
tating said  elements,  and  means  for  feeding  fuel 
to  the  exterior  surface  of  the  fuel  delivering 
means. 


2,017,698 

SLIDE  FASTENER 

Joseph  Levy,  Brooklyn,  N.  Y. 

ApplicaUon  April  3,  1935,  Serial  No.  14,432 

3  Claims.     (CI.  150—3) 


-jL 


1  In  a  container,  a  body  having  a  mouth  pro- 
vided with  continuous  lips  extending  throughout 
the  length  thereof,  a  slide  fastener  comprising  a 
plurality  of  hollow  longitudinally  split  telescopi- 
cally  associated  sections,  the  splits  of  the  said 
sections  being  of  substantially  uniform  width, 
one  of  which  sections  is  fixed  to  the  l)ody  at  one 
end  of  the  mouth,  the  remainder  of  said  sections 
being  telescopically  movable  from  a  retracted  po- 
sition overlying  the  fixed  section  to  an  extended 
position  encompassing  the  lips  with  the  edges 
defined  by  the  split  portions  thereof  clamping  the 
walls  of  the  body  together  continuously  through- 
out the  length  of  the  mouth  adjacent  the  lips 
so  as  to  close  and  seal  the  mouth. 


in  series  with  said  supply  means  and  said  motor, 
said  coils  being  heated  by  the  flow  of  current 
therethrough,  circuit  control  means  for  deener- 
gizing  said  preventive  coils,  and  time  delay 
means  responsive  to  a  predetermined  difference 


2,017,699 
CONTROL  SYSTEM 
Jacob  W.  McNairy  and  John  F.  Tritle.  Erie.  Pa.. 
asaignora  to  General  Electric  Company,  a  cor- 
poration of  New  York 
Application  Aagnst  21,  1934.  Serial  No.  740,777 
8  aaims.     (CI.  172—179) 
4    In  combination,  a  motor,  variable  voltage 
supply  means  therefor,  preventive  coils  connected 
in  parallel  circuit  relation  with  each  other  and 
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between  the  current  flowing  through  said  respec- 
tive preventive  coils  for  duplicating  the  heating 
of  said  preventive  coils,  and  means  responsive  to 
the  operation  of  said  time  delay  means  for  oper- 
ating said  circuit  control  means  to  deenergize 
said  supply  means. 


2.017.700 
SYNCHRONOUS  MOTOR 
Lothar    Michaelis,    Berlin-Charlottenborg,    Ger- 
many, assignor  to  General  Electric  Company,  a 
corporation  of  New  York 
AppUcation  May  16,  1934.  Serial  No.  725.982 
In  Germany  June  13.  1933 
5  Claims.     (CL  172—275) 


1.  A  rotor  for  synchronous  motors  comprising 
an  even  number  of  salient  pole  pieces  uniformly 
spaced  about  the  circumference  of  a  cylinder, 
the  axis  of  which  corresponds  to  the  axis  of  ro- 
tation of  the  rotor,  a  magnetic  spider  member  at 
one  end  of  the  rotor  supporting  alternate  pole 
pieces  and  a  magnetic  spider  at  the  other  end  of 
the  rotor  supporting  the  remaining  pole  pieces, 
and  a  stationary  permanent  magnet  coaxial  with 
the  rotor  extending  between  said  two  spider  mem- 
bers for  magnetizing  the  pole  pieces  supported 
thereby  with  opposite  jwlarity  fluxes. 

2.  A  single-phase  self-starting  synchronous 
motor  having  a  shaded-pole  stator  member  and 
a  salient -pole  rotor  member,  a  cyllndrically 
shaped  permanent  magnet  containing  aluminum, 
nickel,  and  Iron,  within  said  rotor  and  coaxial 
with  the  rotor  axis  for  supplying  excitation  to 
the  salient  poles  of  said  rotor. 


2,017,701 

DEVICE  FOR  MAKING  COFFEE 

AND  THE  LIKE 

Earl  R.  MilUs.  Kansas  City,  Mo. 

Application  July  2,  1934.  Serial  No.  733,399 

3  Claims.     (CI.  53 — 3) 

1.  In  a  coffee  or  tea  brewing  vessel,  a  pot  pro- 
viding a  brewing  chamber,  a  main  exterior  pour- 
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ing  spout  communicating  with  said  chamber,  a 
thermostatic  valve  controlling  the  outlet  through 
said  spout,  and  thermostatically  actuated  means 
responsive  to  temperature  changes  in  the  upper 


portion  of  the  chamber  and  operatlvely  connected 
with  said  valve  to  close  the  same  on  a  predeter- 
mined rise  In  temperature  in  said  upper  portion 
of  the  chamber. 


2.017.702 
REFRIGEEATOR  CABINET 
Delberi  F.  Newman,  Sehenectady,  N.  Y.,  assifiior 
to  Genera]  Electric  Company,  a  corporation  of 
New  YoriK 

Application  June  8.  1934,  Serial  No.  729,622 
3  Claims.     (CI.  220—9) 


1.  A  refrigeiator  cabinet  having  a  door  opening 
and  comprising  spaced  inner  and  outer  metallic 
walls,  heat  insulating  material  between  said  walls. 
a  bead  formed  on  one  of  said  walls  about  said 
door  opening,  a  strip  of  moisture  impervious  ma- 
terial of  low  heat  conductivity  arranged  between 
said  walls  about  said  door  opening  and  having  a 
groove  engaging  said  bead,  and  means  including 
a  bridging  member  secured  to  said  strip  and  hav- 
ing a  portion  thereof  engaging  said  bead  for 
securing  said  strip  to  said  one  wall  and  for  clamp- 
ing said  bead  in  said  groove. 


2.017,703 

INTEGRATING  METER 

William  H.  Pratt,  Lynn,  Bfam.,  assignor  to  General 

Electric  Company,  a  corporation  of  New  York 
Application  Septeml>er  15.  1934.  Serial  No.  744,181 
20  Claims.     (CI.  171— 34) 
11.  A  light  output   integrator   for  an   incan- 
descent electric  lamp  comprising  in  combination 


with  the  lamp,  an  electric   meter  connected  in 


shunt  therewith  arranged  to  integrate  a  power  of 
voltage  between  2.5  and  5. 


2,017.704 
BAG  FASTENER 
Alfred   German  Rose,  Gainsborouch.  England, 
assignor  to  Rose  Brothers    (Gainsboroufh) . 
Limited,   Gainsboroojrtat.    EngUnd,   a   British 
company 

AppUcation  May  5.  1934.  Serial  No.  724.057 

In  Great  Britain  June  28.  1933 

5  Claims.     (CI.  229 — 65) 


3.  A  package  Including  a  bag  having  side  and 
end  walls,  a  ductile  strip  secured  to  the  bag  of 
greater  length  than  the  greatest  width  of  the 
package,  extensions  of  the  side  walls  of  the  bag 
including  that  portion  to  which  the  strip  Is  se- 
cured being  pressed  down  upon  the  contents  in 
the  bag,  the  ends  of  the  extensions  of  the  sides 
beyond  the  pressed  down  portions  being  folded 
upon  each  other,  all  of  the  plys  of  said  folded 
ends  being  clamped  between  the  bent  ends  of  the 
strips  and  the  body  of  the  strip. 


2.017.705 
MANUFACTURE  OF  MATERIALS  FOR  PRO- 
DUCING    OR     DETECTING     POLARIZED 
UGHT 

Foster  Sproxton,  Manningtree,  England,  assignor 

to  The  British  Xylonite  Company  Limited,  Hale 

End.  London,  England 

AppUcaUon  April  3,  1934,  Serial  No.  718302 

In  Great  Britain  May  4.  1933 

18  Claims.     (CI.  18 — 51) 

1.  A  process  for  the  manufacture  of  a  light - 
polarizing  material  which  comprises  arranging  in 
a  transparent  material  which  can  be  brought  into 
the  plaistic  form  transparent  reflecting  lamellar 
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particles  having  a  refractive  index  different  from 
that  of  the  transparent  material,  the  lamellae  be- 
ing regularly  arranged  so  that  their  surfaces  lie 
substantially  m  parallel  planes  inclined  to  the 


surface  of  the  material  at  an  angle  greater  than 
the  angle  made  with  the  normal  by  a  refracted 
ray  entering  the  transparent  material  at  grazing 
incidence. 


2.017,706 
METHOD  OF  AND  APPARATUS  FOR  MOUNT- 
ING  SHEET   MATERIAL  ON   A   FLAT   SUP- 
PORT   FOR    PRINTING    OR    OTHER    PUR- 
POSES 
John     Sylvester    Wheelwright.    Tonbridge,    and 
George  Henry  Abell,  Esher.  England;  said  Abell 
assignor  to  said  Wheelwright 
AppUcation  November  29,  1933,  Serial  No.  700.336 
In  Great  Britain  December  10,  1932 
21  Claims.     (CI.  101—407) 


l»0  ** ^     Si    ^       _ 


13.  In  a  printing  apparatus,  means  for  mount- 
ing sheet  material,  comprising  a  movable  sup- 
port having  a  flat  waterproof  upper  surface  on 
which  the  sheet  material  is  to  be  laid,  means  for 
providing  the  sheet  material  with  a  base  having 
a  waterproof  surface  on  its  underside,  moans  for 
damping  one  of  said  waterproof  surfaces,  means 
for  feeding  the  sheet  material  with  the  water- 
proof face  of  the  base  downwards  on  to  the 
waterproof  surface  of  the  support  at  one  end.  a 
rotatable  card  wheel  situated  at  the  other  end 
of  the  movable  support  for  separating  the  sheet 
material  from  its  base,  and  means  for  adjusting 
the  tension  of  the  sheet  material  as  it  is  being 
separated  from  said  base,  which  tension-adjust- 
ing means  is  a  manually  operable  differential  de- 
vice which  is  operatively  connected  to  the  card 
wheel. 


tion  and  setting  up  turbulent  currents  therein  to 
minimize  the  escape  of  fluid  from  said  nrachine 


&- 
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through  said  connection  when  said  device  is  dis- 
connected from  said  machine. 


2.017.707 
FLOW  RETARDER  FOR  COMPRESSORS 
Harry  A.  Whitcsel.  Fort  Wayne.  Ind..  assignor  to 
General   Electric   Company,   a  corporation   of 
New  York 
AppUcation  January  11.  1934.  Serial  No.  706.219 
9  Claims.     (CI.  62 — 1) 
1.  A    refrigerating    machine    containing    fluid 
under  pressure,  a  pressure  responsive  device,  a 
detachable  connection  between  said  device  and 
said  refrigerating  machine,  and  means  for  isolat- 
ing a  portion  of  the  fluid  passing  to  said  connec- 


2,017,708 
POLYPHASE   OSCILLATOR 

Burnice  D.  Bedford,  Schenectady,  N.  Y..  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 

AppUcation  November  28.  1930.  Serial  No.  498.773 
21  Claims.     (CL  175 — 363) 


3.  Apparatus  for  producing  a  variable  fre- 
quency polyphase  periodic  potential  comprising 
a  source  of  current,  a  plurality  of  parallel  cir- 
cuits connected  across  said  source,  each  includ- 
ing an  electric  valve  provided  with  a  control  grid 
and  an  impedance,  commutatinp  capacitors  con- 
nected between  certain  of  said  valve  circuits,  and 
means  for  rendering  said  valve  conductive  in  a 
predetermined  sequence  comprising  a  source  of 
variable  negative  bias  potential  for  the  several 
control  grids  and  means  associated  with  each 
control  grid  responsive  to  the  potential  across 
the  sequentially  adjacent  valve. 

20.  Apparatus  for  producing  a  periodic  poten- 
tial comprising  a  source  of  current,  a  plurality  of 
parallel  circuits  connected  across  said  source, 
each  including  an  electric  valve  provided  with 
a  control  electrode,  commutating  means  con- 
nected between  certain  of  said  valve  circuits, 
and  means  for  rendering  said  valves  conductive 
in  a  predetermined  sequence  comprising  bh  im- 
pedance circuit  including  a  capacitor  connected 
between  the  anode  and  cathode  of  each  valve, 
and  a  connection  from  the  control  electrode  of 
each  valve  to  the  impedance  circuit  associated 
with  the  sequentially  adjacent  valve. 
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M17.709 
CARRIER  AND  THE  LIKE  FOR  PHOTO- 
GRAPHIC PURPOSES 
Noel  Pemberton  Billinr.  London.  England 
AppUcation  October  23,  1934,  Serial  No.  749,655 
In  Great  Britain  November  3. 1933 
14  Claims.     (CL  95— 6«) 


i 


i 


-n 
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1.  A  carrier  for  photographic  film  or  other 
light-sensitive  material  comprising  two  relatively 
slidable  envelope  elements  to  enclose  the  sensi- 
tive material  one  of  which  elements  has  a  wall 
formed  as  a  mask  for  the  sensitive  material  and 
the  other  of  which  elements  has  an  open  end 
for  the  entry  of  the  sensitive  material  and  inter- 
engaging  stops  operative  between  the  inner  end 
of  the  inner  envelope  and  the  outer  envelope 
to  be  intercngagcd  to  prevent  complete  separa- 
tion of  the  two  envelope  elements,  characterized 
in  that  both  envelope  elements  are  formed  of 
paper  or  paper-like  material  and  a  bent-over 
flap  on  one  of  the  elements  constitutes  one  of 
the  tnterengaging  stops. 

2.917,710 
TUB  BRACKET 
Harold  W.  Clark.  AlHanee.  Oliio,  aasirnor  to  The 
Steel  Sanitary  Company,  Alliance,  Ohio,  a  cor- 
poration of  Ohio 
AppUcaUon  December  21.  1931.  Serial  No.  5S2,245 
7  Claims.     (CL  4—173) 


1.  As  an  article  of  manufacture,  a  tub  holding 
and  adjusting  bracket,  comprising  a  wall  engag- 
ing portion  having  an  outwardly  projecting 
flange,  an  adjusting  screw  carried  by  said  flange 
and  adapted  to  underlie  a  portion  of  the  tub  to  be 
supported  thereby,  and  a  flange  clamp  for  clamp- 
ing a  tub  flange  in  adjusted  position. 

2,017.711 

FERTILIZER 

John  Seddoni  Demomtis.  Bridgeport.  Conn. 

No  Drawing.    Application  Aagost  1,  1934, 

Serial  No.  737.925 

2  ClalBM.     (CL  71—9) 

1.  In    a    fertilizer    composition,    hydrochloric 

acid,  vinegar,  flour,  and  water. 

2  917  712 

FREQUENCY  DETERMINING   MEANS 

Reginald  L.  Downey.  Scotia,  N.  T..  assignor  to 

General  Electric   Company,  a  corporation  of 

New  York 

AppUcation  March  24.  1934.  Serial  No.  717.224 

5  Claims.     (CL  250 — 39) 
3,  In  combination,  a  pair  of  electron  discharge 
devices,  each  of  said  devices  having  an  anode,  a 


cathode  and  a  plurahty  of  grids,  oscillation  gen- 
erating means  including  a  pair  of  grids  in  each 
device,  said  oscillation  generating  means  includ- 
ing the  grids  of  one  device  comprising  a  piezo 
electric  crystal,  and  the  oscillation  generating 
means  including  the  grids  of  the  other  discharge 
device  comprising  means  to  vary  the  frequency  of 
oscillations  produced  over  a  range  including  the 
frequency  produced  by  said  crystal,  means  to  sup- 
ply radio  frequency  oscillations  to  an  additional 


grid  In  one  of  said  devices,  a  coupling  between 
the  anode  of  said  one  device  and  an  additional 
grid  in  the  other  device,  and  an  audio  frequency 
output  circuit  connected  to  the  anode  of  said 
other  device  whereby  oscillations  either  gener- 
ated by.  or  received  in.  said  one  discharge  device 
are  supplied  to  the  other  discharge  device  and  a 
beat  note  between  said  oscillations  and  oscilla- 
tions produced  in  said  other  device  appears  in 
said  output  circuit. 


2.017.713 
AIR  CONDITIONING  APPARATUS 
William  S.  Elliott,  PitUburgh.  Pa.,  assignor  to 
Elliott  Company.  Pittsburgh,  Pa.,  a  corporation 
of  PennsylTania 

Application  Jaly  6,  1933.  Serial  No.  679.213 
S  Claims,     (a.  257— «) 


1.  In  an  air  conditioning  apparatus,  a  liquid 
supply  chamber,  means  for  heating  the  liquid 
therein  when  desired,  means  for  cooling  the  liquid 
therein  when  desired,  an  air  conditioning  cham- 
ber, connections  arranged  to  lead  the  heated  or 
cooled  water  from  the  supply  chamber  to  the  air 
conditioning  chamber,  and  means  for  feeding 
the  heated  or  cooled  water  in  different  paths 
through  said  air  conditioning  chamber. 
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2.017.714 
ELECTRIC  LAMP  MOUNTING  AND  CURRENT 

SUPPLY  CONNECTION 
Theodore  W.  Freeh,  Shaker  Heights,  and  Walter 
J.   Geiger,  Cleveland   Heights,   Ohio,   assignors 
to  General  Electric  Company,  a  corporation  of 
New  York 
Application  March  30,  1933,  Serial  No.  663,518 
6  Claims.     (CI.  240— 41) 


2.  An  electrical  device  comprising  a  bulb  and 
a  base,  said  base  having  a  terminal  pin  extending 
from  the  end  thereof  and  an  elongated  protective 
skirt  surrounding  the  entire  length  of  said  pin 
and  spaced  therefrom  to  provide  clearance  for  a 
connector. 


2,017,715 
HUB  BRAKE 
Ernest     Frederick     Goodyear.     Moxhall     Park. 
Wishaw.  and  Joseph  Wright,  Stoke  Park.  Cov- 
entry.   England,   assignors   to   Dnnlop   Rubber 
Company.  Limited,  London.  England,  a  corpo- 
ration of  Great  Britain 
AppUcation  November  30.  1934,  Serial  No.  755,334 
In  Great  BriUin  December  22,  1933 
6  Claims.     (CI.  188—18) 
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1.  A  vehicle  wheel  assembly  which  comprises 
an  axle,  a  vehicle  wheel  hub  rota  table  on  said 
axle,  an  abutment  fixed  on  said  axle,  a  brake 
unit  between  said  hub  and  said  abutment,  said 
brake  unit  comprising  an  abutment  plate  de- 
tachably  secured  to  said  abutment  and  having  a 
collar  encircling  said  axle  and  extending  toward 
said  hub,  longitudinal  splines  on  the  surface  of 
said  collar,  a  reinforced  plate  on  said  axle  at 
the  free  end  of  said  collar  and  secured  thereto 
and  spaced  from  said  hub.  an  extension  from 
said  hub  over  said  reinforced  plate  and,  on  said 
collar  between  said  plates  and  in  succession  from 
said  abutment  plate,  an  inflatable  annular  tube. 
a  heat  insulating  plate,  and  a  series  of  slidable 
friction  discs,  alternate  discs  being  keyed  to  the 
splines  on  said  collar  and  to  said  extension  from 
said  hub. 


2.017.716 
SODIUM  LUMINAIR 
Cromwell  A.  B.  Halvorson,  Lj^n.  Mass.,  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 
AppUcation  August  24,  1934.  Serial  No.  741.253 
4  Claims.     (CI.  240—25) 
1.  In  a  street  lighting  fixture,  the  combination 
of  an  elongated  lamp,  a  pair  of  reflecting  surfaces 


arranged  to  distribute  light  from  said  lamp  on 
a  roadway  in  opposite  directions  having  their 
line  of  intersection  parallel  to  the  said  lamp,  a  pair 


of  reflectors  suspended  from  said  joined  reflectors 
and  arranged  parallel  to  said  lamp  on  the  two 
sides  thereof,  and  a  plane  reflector  arranged  at 
one  end  of  said  lamp  and  perpendicular  thereto. 


2.017,717 

STUFFING  BOX  CASING  HEAD 

Colonel  C.  Heeter,  Butler,  Pa. 

AppUcation  May  16,  1933.  Serial  No.  671.345 

2  Claims.     (CL  166—141 


1.  In  a  casing  head,  a  tubular  section  adapted 
to  make  threaded  connection  with  an  outer  cas- 
ing, and  dimensioned  to  receive  a  suspended  inner 
casing  string  with  its  couplings,  a  gasket  adapted 
to  seat  in  the  head,  a  gland  adapted  to  engage 
the  gasket,  said  gasket  and  gland  being  split  to 
permit  their  installation  while  maintaining  the 
inner  casing  suspended,  and  a  clamping  ring  en- 
gaging the  gland  and  threaded  onto  the  section, 
the  gasket  and  the  gland  having  inside  diameters 
sufficient  to  pass  said  inner  casing  and  its 
couplings. 


2,017,718 
KNITTING  MACHINE 
Henry  Harold  Holmes  and  Robert  Harold  Robin- 
son. Leicester,  England,  assignors  to  Wildt  and 
Company  Limited.  Leicester.  England,  a  British 
company 
AppUcation  November  11,  1932.  Serial  No.  642.254 
In  Great  Britain  December  2,  1931 
12  Claims.     (CI.  66— 135) 
1.  In  a  knitting  machine  having  a  stitch-cam, 
means  for  suppl3^ng  a  ground-thread  and  means 
to  supply  wale-threads  to  the  needles,  the  com- 
bination of  means  to  adjust  the  loop  size  of  the 
knitted  ground-thread,  a  thread  draw-off  device 
serving  to  draw  off  from  each  warp- thread  sup- 
ply and  prior  to  the  formation  of  a  needle  loop 
a  length  of  warp-thread  sufficient  for  that  loop, 
a  thread-release  part  associated  with  the  draw- 
off  device  and  relatively  adjustable  with  respect 
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to  the  stitch-cam  in  the  direction  of  knitting. 
and  a  control  member  actuated  in  conformity 
with  the  means  for  controlling  the  ground-thread 
loop  size  and  having  an  operative  connection  with 


the  thread-release  part  whereby  adjustment  of 
the  latter  is  automatically  controlled  in  con- 
formity with  the  control  of  the  loop  size  of  the 
ground-thread. 

2.017.719 
ELECTRIC  LAMP 
George  E.  Inman,  East  Cleveland,  Ohio,  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 

Application  January  30. 1935.  Serial  No.  4,113 
4  Claims.     (CL  176—1) 


3C 


1.  A  lamp  unit  comprising  in  combination,  two 
or  more  g£iseous  electric  discharge  lamps  each 
comprising  an  envelope  containing  a  pair  of  elec- 
trodes, one  of  said  lamps  having  a  rising  starting 
voltage  characteristic  and  another  of  said  lamps 
having  a  drocH>li^  starting  voltage  characteristic , 
and  an  Incandesclble  filament,  the  said  filament 
and  the  gaps  between  the  said  electrodes  of  each 
of  said  discharge  lamps  being  in  series. 

2.017.72« 

APPAKATUS  FOR  PRACTICING  BALL  GAMES 

Philip  Lake,  London,  England,  assignor  to  Kwn- 

Bak    Sports    Toys    *    Chunes    Mannfaetnring 

Company  Limited.  London,  England,  a  British 

c<Mnpaay 

Application  Jane  13.  1933.  Serial  No.  675.572 

In  Great  Britain  Febmary  9.  1933 

13  Claims.     (CI.  273— 26) 

1.  An  ai>paratii8  for  iHticticing  a  ball  game 

comprising  a  supporting  stand,  an  arm  mounted 


on  said  stand  to  rotate  about  an  upright  axis 
which  Is  transverse  to  the  length  of  the  arm. 
means  for  constraining  the  arm  to  rotate  in  one 


direction  of  rotation  only,  a  cord  attached  at 
one  end  to  said  arm  and  means  for  attaching  a 
ball  to  the  other  end  of  said  cord. 


2.617.721 
HAT  RAKE 
Aiezns  C.  Lindgren,  Chicago,  111.,  assignor  to  In- 
ternational Harvester  Company,  a  corporation 
of  New  Jersey 

Application  June  6.  1934.  Serial  No.  729.181 
8  Claims.     (CI.  56—367) 


1 .  In  a  rake,  a  reel  shaft  carrying  a  polygonal- 
ly  shaped  plate,  a  reel  comprising  a  head  having 
a  recess  to  fit  and  receive  the  plate,  and  means 
to  secure  the  plate  and  head  together. 


2.617.722 
COMBINATION  CIGARETTE  AND  VANITY 

CASE 
Harold  Magnns,  London.  England,  assignor  to 

Tobe  Coller  Davis,  New  York,  N.  Y. 

AppUcation  October  27,  1934.  Serial  No.  750.282 

In  Great  Britain  Jime  11.  1934 

8  Claims.     (O.  132 — 83) 


1.  A  VEUiity  case  comprising  a  powder  compart- 
ment and  a  mirror  positioned  thereover  in  spring 
hinged  relation  so  as  to  assume  an  upstanding 
position  and  to  expose  said  powder  compartment 
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when  released,  channeled  members  provided  on 
said  vanity  case,  a  cigarette  case  provided  with 
flanges  adapted  to  engage  said  channeled  mem- 
bers in  sliding  relation,  said  cigarette  case  being 
slldable  into  a  position  so  as  to  overlie  said  mir- 
ror and  to  hold  same  in  position  over  said  powder 
compartment  and  out  of  said  position  so  as  to 
release  said  mirror,  said  cigarette  case  being  pro- 
vided with  a  hinged  cover  and  with  a  spring  piv- 
oted element  adapted  to  retain  cigarettes  within 
the  case,  and  stop  means  adapted  to  prevent  fur- 
ther relative  sliding  of  the  two  cases,  after  said 
mirror  has  assumed  its  upstanding  position. 


2,017.723 
FIRED  SILICEOUS  TRIBARIUM  ALtmiNATE 

REFRACTORY 
John  M.  McKinley.  East  Cleveland,  and  Willard  K. 
Carter,  Columbus,  Ohio,  assignors  to  National 
Aluminate  Corporation,  Chicago,  111.,  a  corpo- 
ration of  Delaware 
Application  September  25,  1933.  Serial  No.  690,882 
6  Claims.     (CI.  106—9) 
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1.  The  process  of  bonding  highly  siliceous  par- 
ticles to  produce  refractory  articles  which  com- 
prises the  steps  of  mixing  said  particles  with  an 
aqueous  dispersion  of  barium  aluminate,  and  dry- 
ing and  firing  the  resultant  mixture. 


2,017,724 

SELF-LOCKING  PAPER  BOX 

Theodore  L.  Neumann.  Dayton,  Ohio 

AppUcation  May  3,  1933,  Serial  No.  669,236 

4  Claims.     (CI.  229—41) 


1.  A  self -locking  box  comprising  hingedly  con- 
nected side  and  end  walls  adapted  to  be  brought 
from  a  collapsed  state  to  a  full  open  position  by 
pressure  against  two  opposite  corners  of  the  con- 
nected walls,  folding  bottom  sections  for  said 
box.  integral  with  its  side  and  end  walls,  alter- 
nate bottom  sections  formed  with  recessed  edges, 
and  foot -shaped  locking  tongues  on  the  remain- 
ing bottom  sections  for  entrance  into  said  re- 
cesses, and  also  for  engagement  with  each  other 
at  their  heel  portions,  when  the  box  is  fully 
opened,  to  firmly  hold  It  In  said  position  with  its 
bottom  securely  closed. 


2.017.725 

THERMOSTATIC  STRUCTURE 

Robert  E.  Newell.  Irwin,  Pa.,  assignor  to  Robert- 

shaw  Thermostat  Company,   Youngwood,  Pa., 

a  corporation  of  Pennsylvania 

Application  January  28.  1935,  Serial  No.  3,685 

5  Claims.     iCl.  297—11) 


1.  A  thermostatic  structure  having,  in  com- 
bination, a  support,  a  member  having  a  flexible 
return  bend  with  arms  extending  therefrom,  one 
of  said  arms  being  fastened  to  said  support,  a 
thermally-responsive  cross-piece  secured  to  one 
of  said  arms  and  in  free  bearing  connection  with 
the  other  arm.  whereby  thermostatic  expansion 
or  contraction  of  said  cros.s-piece  will  result  in  a 
sensitive  flexing  of  said  bend  and  movement  of 
the  free  arm  of  said  member,  and  means  for  ad- 
justing said  free  bearing  connection. 


2,017,726 
ELECTRIC  CATHODE  GLOW  DEVICE 
Percy  Dale  Oakley  and  John  Norman  Aldington, 
Ashton-on-Rlbble,  England,  assignors  to   Sie- 
mens   Electric   Lamps    and    Supplies   Limited, 
London,  England,  a  British  company 
AppUcation  February  21,  1934,  Serial  No.  712,370 
In  Great  Britain  February  25,  1933 
3  Claims.     (CI.  176—14) 


2.  An  electric  cathode  glow  device  for  opera- 
tion with  alternating  current  including  a  sealed 
container,  feet  projecting  from  the  walls  of  and 
into  said  container,  a  pair  of  bus  bars  being 
supported  between  said  feet,  connecting  c&ps  ad- 
jacent said  feet  on  the  outside  of  said  container, 
connections  between  the  bus  bars  and  the  con- 
tact points  of  said  caps,  characters  forming  cath- 
odlc  electrodes  arranged  in  sequential  formation 
and  connected  some  to  one  bus  bar  and  some  to 
the  other  bus  bar  such  that  an  area  of  character 
on  one  bus  bar  is  succeeding  by  an  approximately 
equal  area  of  character  on  the  other  bus  bar.  the 
areas  acting  as  opposite  electrodes,  and  insulation 
covering  said  bus  bars. 


2.017.727 
TAPING  MACHINE 
Cari   A.   Olsen.   Lynn,  Mass..   assignor   to   Excel 
Taping  Machine  Co.,  Lynn,  Mass.,  a  corporation 
of  Massachusetts 
AppUcation  October  3.  1933.  Serial  No.  691,966 
12  Claims.     (CI.  154 — 42) 
1.  A    taping    machine    comprising    a    presser 
member,  a  cooperating  part  in  relation  to  which 
the  presser  is  movable  to  press  tape  on  a  sheet 
article,  feeding  means  to  grip  the  tape  and  sup- 
ply it  to   the  presser  member,  and  cooperating 
rolls  arranged  to  receive  a  run  of  the  tape  there- 
between to  pull  the  tape  from  a  tape  roll  and 
supply  it  to  the  feeding  means,  a  movable  sup- 
port for  one  of  said  rolls  arranged  so  that  the 
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rolls  may  be  spaced  apart  or  juxtaposed,  said 
support  having  a  part  engageable  with  the  tape 
between  said  rolls  and  the  feeding  means,  where- 


by the  position  of  the  support  and  relative  posi- 
tion of  the  rolls  is  controlled  by  the  tension  of 
the  tape  extending  from  the  rolls  to  the  feeding 
means. 


2,017.728 

DEHYDRATION  APPARATUS 

Howard  E.  Oskamp,  Wtaeaton.  HI. 

AppUeation  Janojur  23.  1933.  Serial  No.  653.075 

6  Claims.    (CI.  34—39) 


40 


1.  An  apparatus  for  dehydrating  foodstuffs 
and  the  like  comprising  only  a  single  dehydrating 
chamber  having  a  squared  interior,  means  for 
supporting  foodstuffs  in  spaced  relationship  in 
said  chamber,  a  fan  mounted  at  one  wall  of  the 
chamber  in  the  center  thereof,  means  for  heat- 
ing the  air  to  be  supplied  to  the  fan,  air  dif- 
fTJsing  means  mounted  directly  in  front  of  the 
fan  for  directing  the  air  from  the  fan  forwardly 
and  outwardly  therefrom  in  an  inverted  cone 
shape,  said  sUr  diffusing  means  including  a  plu- 
rality of  connected  deflector  segments  with  the 
outside  faces  in  a  single  vertical  plane  and  po- 
sitioned in  a  manner  to  present  pairs  of  segments 
extending  from  the  center  of  the  said  means  out- 
wardly in  opposite  directions,  with  each  deflector 
segment  comprising  a  plurality  of  space<l  apart 
concentric  deflectors  extending  inwardly  from 
the  face  thereof  and  toward  the  center  of  said 
diffusing  means,  whereby  to  provide  a  uniform 
heated  air  distribution  and  circulation  to  the 
entire  squared  chamber,  and  an  air  outlet  ad- 
jacent the  bottom  of  the  chamber  providing  for 
the  passage  of  air  therefrom. 

6.  An  apparatus  for  dehydrating  foodstuffs 
and  the  like  comprising  a  single  dehydrating 
chamber  having  four  walls,  a  top  and  a  bottom, 
means  for  supporting  material  to  be  dehydrated 


in  spaced  relationship  in  said  chamber,  a  fan 
mounted  at  one  wall  of  the  chamber  having  air 
diffusing  means  mounted  directly  in  front  of 
said  fan  to  distribute  air  throughout  said  cham- 
ber, said  air  diffusing  means  including  a  plu- 
rality of  connected  deflector  segments  with  the 
outside  faces  in  a  single  vertical  plane  and  po- 
sitioned in  a  manner  to  present  pairs  of  seg- 
ments extending  from  the  center  of  the  said 
means  outwardly  in  opposite  directions,  with 
each  deflector  segment  comprising  a  plurality 
of  deflectors  spaced  substantially  equally  apart 
over  their  length  extending  inwardly  from  the 
face  thereof  and  toward  the  axis  of  the  fan.  a 
shaft  opening  out  of  the  chamber  for  carrying 
air  for  recirculation  to  the  chamber,  and  an  air 
outlet  adjacent  the  bottom  of  the  chamber  for 
removing  moisture -laden  air  therefrom. 


2.917,729 
TRACK   ADJUSTMENT  FOR  TRACK   TYPE 
TRACTORS 
Norman  O.  Panaegraa  and  William  C.  Rosenthal. 
Chicago,  HI.,  assignors  to  International  Har- 
vester Company,  a  corporation  of  New  Jersey 
AppUcation  BCarch  30.  1934.  Serial  No.  718.140 
9  Qaims.     (CL  74—242.15) 


1.  In  a  track  type  tractor,  a  frame  carrying  a 
movable  idler  wheel,  a  spring  cushion  for  the 
wheel  comprising  a  head,  a  yoke  connected  to 
the  wheel,  adjusting  means  between  the  yoke  and 
head  to  move  the  wheel  without  moving  the  head, 
said  means  comprising  telescoplcally  associated 
members  between  the  head  and  yoke,  one  of  the 
members  being  threaded  and  carrying  a  nut. 
means  to  detachably  secure  the  nut  to  the  head, 
and  a  splined  connection  between  said  telescopic 
members. 


2.017.730 

PROCESS  OF  REFINING  HYDROCARBONS. 

THEIR  DERTVATTVES.  AND  THE  LIKE 

John  W.  Poole.  JafTrey,  N.  H. 

Application  March  24.  1933.  SerUl  No.  602.500 

5  Claims.     (CL  196—17) 


5.  The  process  of  refining  petroleum  substances 
containing  fluid  and  non-fluid  material  at  the 
temperatures  of  operation,  which  comprises  add- 
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ing  thereto  and  thoroughly  diffusing  there- 
through an  unsaturated  aldehyde  selected  from 
the  group  of  unsaturated  aldehydes  and  their 
Isomers  which  includes  crotonaldehyde  and 
acrolein  and  which  are  characterized  in  that  a 
multiple  bond  of  the  unsaturated  compound  oc- 
curs in  an  aliphatic  chain  which  are  selectively 
absorptive  by  solvent  action  of  hydrocarbons  of 
relatively  low  hydrogen-carbon  ratio  and  such 
other  hydrocarbon  derivatives  as  are  soluble 
therein,  in  amount  sufficient  to  dissolve  hydro- 
carbon derivatives  and  hydrocarbon  constituents 
of  low  hydrogen  carbon  ratio  to  produce  one  sub- 
stantially homogeneous  liquid  phase  and  another 
heterogeneous  phase  consisting  of  liquids  and 
solid  or  semi-solid  material  including  paraffin 
wax  or  petrolatum,  separating  by  centrifugal 
force  tho  homogeneous  liquid  phase  and  there- 
after subjecting  said  heterogeneous  phase  to  cen- 
trifugal force  of  sufficient  intensity  to  separate 
the  same  into  a  liquid  phase  and  solid  or  semi- 
solid phase. 

2.017.731 
AXLE  BOX 
Frederick   John   Pascoe,   London.   England,   as- 
signor to  The  Tlmken  Roller  Bearing  Company. 
Canton,  Ohio,  a  corporation  of  Ohio 
AppUcation  May  7,  1934.  Serial  No.  724.253 
In  Great  Britain  July  8.  1933 
7  Claims.     (0.309—180) 


1.  An  axle-box  comprising  a  bearing  assembly, 
an  inner  housing  containing  the  bearing  assem- 
bly and  forming  therewith  a  self-contained  unit 
adapted  to  be  mounted  upon  an  axle,  an  outer 
housing  containing  the  inner  housing  and  adapt- 
ed for  mounting  upon  a  vehicle  underframe.  an 
external  flange  on  the  inner  end  of  the  inner 
housing  engaging  the  Inner  end  of  the  outer 
housing,  and  means  for  detachably  securing  said 
flange  to  the  outer  housing:  the  said  outer  hous- 
ing being  removable  from  the  inner  housing  and 
wheel  axle  in  an  outward  axial  direction  while 
the  said  Inner  housing  and  bearing  assembly 
remain  upon  the  axle. 


2.017.732 

SPARK  ARRESTER 

Courtney  F.  Russell,  Rochester,  Ind.,  assignor  of 

one-half    to    James    M.    McCarty.    Rochester, 

Ind. 

AppUcation  April  12,  1934,  Serial  No.  720.268 

10  Claims.     (CI.  183 — 97) 
1.  A  spark  arrester   adapted   to    be   mounted 
on  a  chimney,  comprising  a  frame  adapted  to  be 


supported  by  the  upper  end  of  the  chimney  and 
having  an  opening  therein  substantially  similar 
to  and  coinciding  with  the  opening  of  the  chim- 
ney, an  open  ended  screen  carried  by  said  frame 
adjacent   the   inner   edges   thereof,   said   screen 


member  Including  portions  extending  angularly 
relative  to  the  vertical  and  Inwardly  of  a  vertical 
projection  of  said  frame  opening,  and  an  outer 
screen  member  carried  by  the  chimney  and  In- 
cluding sides  and  a  top  spaced  from  said  inner 
member. 


2,017,733 
PROCESS     FOR    FROSTING    GLASS    BULBS 

FOR  INCANDESCENT  LAMPS 
Ynkitoshi  Sakakura,  Shibuya  Ku.  Tokyo,  Japan 
No  Drawing.    AppUcation  May  5,  1933, 
Serial  No.  669.582 
2  Claims.    (CI.  91— 70) 
1.  In  a  process  for  Internally  frosting  incan- 
descent lamp  bulbs,  the  steps  of  coating  the  inside 
of   the  bulbs  with  a  solution  including  soluble 
alkaline  silicate  and  sodium  carbonate,  and  bak- 
ing the  coating  so  as  to  produce  a  light  dispers- 
ing medium  of  fine  and  uniform  crystals. 


2.017,734 
CREAM  SEPARATOR  BOWL 
FeUx  C.  Sandstrom.  Milwaukee.  Wis.,  assignor  to 
International  Harvester  Company,  a  corpora- 
tion of  New  Jersey 
AppUcaUon  January  24.  1933.  Serial  No.  653,299 
2  Claims.     (CI.  233—29) 


1.  A  cream  separator  comprising  a  bowl  hav- 
ing a  tubular  shaft  extending  above  the  bowl,  a 
stack  of  disks  carried  in  the  bowl  around  the 
lower  end  of  said  shaft,  a  division  disk  at  the 
top  of  said  stack  of  disks  and  having  a  neck  sur- 
I  rounding  the  upper  end  of  the  shaft  to  provide  a 
!  cream  passage,  a  cover  shell  for  the  bowl  to 
I  provide  a  skim  milk  passage,  said  shell  having  a 
I  neck  surrounding  the  neck  of  the  division  disk. 
'  said  shaft  provided  with  whole-milk  inlets  leading 
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to  the  stack  of  disks,  said  neck  of  the  division  disk 
formed  with  cream  outlets  disposed  tangent  to 
the  direction  of  rotation,  said  neck  of  the  cover 
shell  foimed  with  skim  milk  outlets  also  disposed 
tangentlally.  said  whole-milk  inlets  in  the  shaft 
being  two  In  number  and  located  in  diametrically 
opposed  relationship,  said  cream  outlets  and  skim 
milk  outlets  also  being  arranged  in  pairs  respec- 
tively and  in  diametrically  opposed  relationship, 
and  means  for  interlocking  the  tubular  shaft,  di- 
vision dtsk  neck  and  shell  neck  to  locate  said  parts 
in  one  way  only  for  assembly. 


M17.7S5 

DOOR  OPERATING  MECHANISM 

Jnlius  A.  Schweig,  St  Louis,  Mo. 

AppUcaUon  January  6,  1934.  Serial  No.  705,501 

11  Claims.     (CI.  26S--59) 


1.  In  a  door  operating  mechanism,  a  door  com- 
prising vertically  slldable  upper  and  lower  door 
sections,  a  pair  of  sheaves,  chains  passing  over 
said  sheaves  and  connecting  said  door  sections,  an 
electric  motor  geared  to  one  of  said  sheaves  for 
driving  the  same,  a  gear  rotatable  with  said 
sheave,  a  second  gear  driven  by  said  first  gear. 
a  sprocket  wheel  rotatable  with  said  second  gear, 
a  sprocket  wheel  rotatable  with  the  other  sheave, 
and  an  endless  sprocket  chain  passing  over  said 
sprocket  wheels. 


2,017,736 

DOOR  OPERATING  MECHANISM 

Jolhis  A.  Schweir,  St.  Louis,  Mo. 

AppUeatioii  February  1,  1934.  Serial  No.  709.268 

13  Claims.     (CI.  268 — 59) 


1.  In  a  door  operating  mechanism,  a  door  com- 
prising vertically  slldable  upper  and  lower  door 
sections,  a  pair  of  drive  wheels  located  one  ad- 
jacent to  each  upper  comer  of  said  door,  chains 
passing  over  the  respective  drive  wheels  and 
connecting  said  door  sections,  sprocket  wheels 
rotataMe  with  the  respective  drive  wheels,  an 
electric  motor,  a  driving  sprocket  wheel  fixed  to 
the  armature  shaft  of  said  motor,  and  an  endless 
sprocket  chain  passing  around  said  driving 
sprocket  wheel  and  one  of  said  first  mentioned 
sprocket  wheels  with  one  stretch  in  engagement 
with  the  other  of  said  first  mentioned  sprocket 
wheels. 


2,017.737 

COMBINED  WRITING  AND  DRAWING 

INSTRUMENT 

Abraham  Smith.  Erie.  Pa. 

Application  May  17,  1934.  Serial  No.  726.115 

7  Claims.     (CI.  33—27) 


1.  The  combination  with  a  substantially  tubu- 
lar body  portion  comprising  two  semi -circular 
sections  pivotally  connected  at  one  end  thereof, 
two  holders  for  writing  instruments  adapted  to 
be  disposed  within  said  tubular  portion,  a  writing 
instrument  disposed  in  one  of  said  holders,  and  a 
pointed  cap  fitting  over  the  end  of  the  other  of 
said  holders,  the  point  on  said  cap  and  one  of  said 
writing  instruments  cooperating  to  form  a  com- 
pass. 

3.  A  combined  fountain  pen  and  pencil  holder 
comprising  a  substantially  cylindrical  body  por- 
tion disposed  in  a  plurality  of  sections  pivotally 
connected  at  one  end  thereof,  two  holders  for  in- 
stnmients.  a  writing  instrument  carried  by  one 
of  said  holders,  and  another  instrument  carried 
by  the  other  of  said  holders,  and  connections  for 
said  holders  on  said  body  permitting  one  of  said 
holders  to  be  disposed  within  said  cylindrical  body 
portion  while  the  other  holder  extends  outwardly 
from  said  cylindrical  body  portion. 


2,017,738 
DETACHABLE   CUP  FOR  PLANTERS 
Frank  Thompson,  Marcq  en  Baroeol,  France,  as- 
signor  to    International    Harvester   Company, 
a  corporation  of  New  Jersey 
Application  July  5,  1934.   Serial  No.  733.798 
In  Germany  November  18.  1933 
6  Claims.     (Cl.  198 — 151) 


1.  In  a  conveyer  mounted  and  driven  to  pass 
vertically  through  a  hopper,  and  In  combination. 
a  pair  of  transversely  lUlgned  supports  extending 
substantially  at  right  angles  from  said  conveyer, 
said  supports  being  formed  with  notches  therein, 
a  receptacle  removably  mounted  on  said  supports. 
and  a  latch  means  for  securing  the  receptacle 
to  the  supports  by  engagement  with  the  notches 
therein. 
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2,017.739 

FAUCET 

Alfred  E.  Tomlinson.  Cleveland.  Ohio 

Application  March  10.  1932.  Serial  No.  598,015 

7  Claims.     (O.  277—29) 


3.  In  a  faucet,  in  combination,  a  valve  cham- 
ber open  to  a  supply  of  liquid,  a  screw  plug  en- 
tering said  chamber,  a  closure  member  on  the 
lower  end  of  said  plug  and  of  less  diameter  than 
the  plug,  movable  mounting  means  of  said  clo- 
sure member  on  said  plug  permitting  limited  In- 
dependent movement  of  the  closure  member,  said 
mounting  including  resilient  means  urging  said 
closure  member  In  advance  of  said  plug,  an  an- 
nular valve  face  on  the  lower  end  of  said  plug, 
seating  means  for  said  closure  member  compris- 
ing a  spout  secured  below  said  plug  and  below  the 
valve  chamber,  a  flange  and  a  washer  seat  on 
the  upper  end  of  said  spout,  a  washer  on  said 
seat  adapted  to  receive  said  closure  member  to 
shut  said  chamber  off  from  said  spout,  means 
for  removably  securing  said  spout  to  the  faucet 
casing,  and  an  internally  directed  flange  at  the 
lower  end  of  said  valve  chamber,  the  upper  face 
of  said  flange  constituting  a  valve  seat  adapted 
to  be  engaged  by  the  lower  face  of  said  plug. 


2,017.740 
SLIME  TABLE 

Charles  B.  Ulrich,  Jamestown,  N.  T. 

Application  May  13,  1931,  Serial  No.  537.070 

26  Claims.     (Cl.  209—14) 


^ 


•-«> 


1.  In  a  slime  table  construction,  the  combi- 
nation of  a  base  supported  in  Inclined  position 
for  alternate  movement  in  opposite  directions,  a 
layer  of  covering  material  on  said  base  inactive 
relatively  to  mercury,  said  covering  material 
having  first  grooves  therein  extending  in  the 
direction  of  movement  of  said  base,  s€ud  covering 
material  having  seccmd  grooves  therein  extending 
across  said  first  grooves,  partitions  in  said  second 
grooves  dividing  said  first  grooves  respectively 
into  a  plurality  of  short  portions  each,  mercury 
In  eaoh  of  said  groove  portions,  and  means  for 
moving  said  base  alternately  in  opposite  direc- 
tions. 


2,017,741 
SAFETY  RAZOR  AND  CONTAINER 

THEREFOR 

Walfrid  Wallenthin,  Attleboro,  Mass. 

Application  July  13,  1933,  Serial  No.  680,188 

8  Claims.     (Cl.  30 — 85) 


1.  A  safety  razor  having  a  flexible  safety  razor 
blade  having  a  cutting  edge  on  each  side  thereof 
and  three  longitudinally  aligned  holes  centrally 
thereof,  a  laterally  toothed  transversely  concaved 
upper  guard  member  having  three  aligned  holes 
therein,    a    transversely    concaved   lower    guard 
member  having  a  threaded  handle  attaching  lug 
projecting  upwardly  through  the  centrally  aligned 
holes  in  said  blades  and  upper  guard  member  and 
guide  lugs  projecting  upwardly  on  each  side  of 
said  handle  attaching  lug  through  the  aligned 
guide  holes  in  said  razor  and  upper  guard  mem- 
ber, a  handle  for  said  razor  having  a  lower  mem- 
ber having   an   internally   threaded    lower    end 
adapted  to  receive  the  threads  of  said  handle  at- 
taching lug  and  adapted  on  threading  thereon  to 
have  the  lower  end  thereof  abut  said  upper  guard 
member  to  compress  it  downwardly  against  said 
lower  guard  member  to  bend  said  flexible  razor 
blade  to   a  transversely  concaved  cutting  posi- 
tion and  having  an  enlarged  externally  threaded 
upper  end.  and  a  hollow  upper  handle  member 
having  an  internally   threaded  inner  periphery 
Eidapted  to  receive  the  threaded  upper  end  of  said 
lower   handle  member   and   a  conically   tapered 
lower  end  tapered  to  the  periphery  of  the  main 
portion  of  said  lower  handle  member,   the  co- 
operating threads  on  said  upper  and  lower  han- 
dle members  being  of  a  reverse  pitch  to  that  of 
said  cooperating  threads  on   said  lower  handle 
member  and  handle  attaching  lug  and  of  rela- 
tively fast  pitch,  whereby  on  initial  threaded  en- 
gagement of  said  handle  attaching  member  with 
said  handle  attaching  lug  said  handle   may  be 
screwed  onto  said  lug  until  the  lower  end  thereof 
abuts  said  upper  guard  member,  on  further  rota- 
tion thereof  said  upper  handle  member  may  rise 
rapidly  on  said  lower  handle  member  until  the 
upper  end  of  said  lower  handle  member  becomes 
tightly  bound  within  the  tapered  lower  end   of 
said  upper  handle  member  and  on  further  rota- 
tion thereof  said  handle  member  may  further  ro- 
tate on  said  handle  attaching  lug  to  compress 
said  guard  members  to  bend  said  flexible  razor 
blade   to  a  transversely  concaved  cutting  posi- 
tion. 


2.017.742 

LOOSE  LEAF  BINDER 

William  J.  Weatherly.  Tampa,  fla. 

Application  October  23,  1933.  Serial  No.  694,701 

8  Claims.     (Cl.  129—1) 

1.  A  loose  leaf  binder  including  a  pair  of  rigid 

backing  members  adapted  to  support  the  outer 

leaves  of  a  loose  leaf  filler  in  open  position,  and 

binding  rods  extending  between  said  members. 
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said  members  being  slidable   toward  and  away 
from  each  other  along  said  rods  and  being  re- 


tained thereby  with  their  upper  faces  substan- 
tially in  a  common  plane. 


2.017,743 
SWITCH-BOARD  CONSTRUCTIOV 
William  Wardack,  Jr.,  St.  Louis,  Mo.,  assifnor  to 
WilUam  Wardack  Electric  Manufacturing  Com- 
pany, St.  Lomis,  Mo.,  a  corporation  of  Missouri 
Application  October  22,  1931,  Serial  No.  570,397 
4  Claims.     (CL  175—298) 


1.  In  a  switch-board,  in  combination,  a  panel 
having  an  aperture,  and  a  switch-shell  compris- 
ing side  walls  having  converging  extensions  pro- 
jecting through,  and  snugly  engaging  the  walls 
of,  said  aperture. 


2,017.744 
SOUND  ATTENUATING  DEVICE 
Roland  B.  Boame,  Hartford,  Conn.,  assignor  to 
Tlie  Mjudm  SUenew  Company.  Hartford,  Conn., 
a  eorpormtion  of  Conneeticat 
Application  April  30.  1934.  Serial  No.  723.085 
57  Claims.     (O.  181—0.5) 


yj^ 


£ 


1.  An  acoustic  silencer  comprising  a  main 
sound  channel  and  one  or  more  closed  side- 
branches  acoustically  coupled  to  the  channel  and 
having  a  cross  sectional  area  decreasing  progres- 
sively with  the  distance  from  a  zone  adjacent 
its  coupling  to  the  closed  end  of  the  sidebranch. 


2J17.745 

SOUND  ATTENUATING  DEVICE 
Roland  B.  Bourne,  Hartford.  Conn.,  assignor  to 
The  Maxim  Sllenoer  Company.  Hartford,  Conn., 
a  corporation  of  Conneeticat 
Original  applleation  April  SO.  1934,  Serial  No. 
723.085.  Dlrided  and  this  application  Decem- 
ber 14, 1934,  Serial  No.  757,551 

10  Claims,    (a.  181—0.5) 
1.  A  silencing  device  comprising  a  main  sound 
conducting    channel,    and    a    closed    cylindrical 


sidebranch    and    a    closed 
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acoustically  coupled   to  said   channel   at   points 
spaced  alonR  its  length. 

2.017.746 
SOUND  ATTENUATING   DEVICE 
Roland  B.  Bourne.  Hartford,  Conn.,  assignor  to 
The     Maxim     SUencer     Company,     Hartford, 
Conn.,  a  corporation  of  Connecticut 
Original   application   April   30,    1934,    Serial    No. 
723,085.     Divided  and  this  application  Decem- 
ber 14.  1934.  Serial  No.  757.552 

9  Claims.     (CI.  181—0.5) 


1.  A  sound  wave  attenuating  device  compris- 
ing a  closed  acoustic  sidebranch  having  a  cross 
sectional  area  decreasing  from  one  end  of  the 
sidebranch  to  the  other,  and  acoustically  coupled 
to  a  main  conducting  channel  at  a  point  inter- 
mediate the  length  of  the  sidebranch. 

2,017,747 
SOUND  ATTENUATING  DEVICE 
Roland  B.  Boome.  Hartford.  Conn.,  assignor  to 
The  MAxim  Silencer  Company.  Hartford.  Conn., 
a  corporation  of  Connecticut 
Original   appiicaUon   April   SO.   1934.   Serial   No. 
723,085.     Divided  and  this  application  Decem- 
ber 14.  1934.  Serial  No.  757,553 

12  Claims.     (Ci.  181—0.5) 
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7.  An  acoustic  wave  filter  comprising  a  main 
sound  conducting  channel  and  a  plurality  of  sets 
of  closed  sldebranches  of  the  linear  type  acousti- 
cally coupled  thereto  at  Intervals  along  its  length, 
the  sldebranches  In  each  set  being  coupled  in 
parallel  to  the  nmin  channel  and  being  in  the 
form  of  complete  cones  open  at  their  bases,  one 
of  the  cones  of  each  set  being  substantially  twice 
as  long  as  the  other  of  said  cones. 

2.017.748 
SOUND  ATTENUATING  DEVICE 
Roland  B.  Boome.  Hartford,  Conn.,  assignor  to 
The  Maxim  MleBeer  Company,  Hartford,  Conn., 
a  oorporati«B  «f  Conneeticat 
Original  appUestioB  April  SO.   19S4.  Serial   No. 
723.085.     Divided  and  tills  application  Decem- 
ber 14,  1934,  Serial  No.  757.554 

8  CUims.     (a.  181—0.5) 


1.  A  sound  wave  attenuating  device  compris- 
ing a  caidng  and  at  least  three  chamber  defining 
members  arranged  within  the  casing  in  annularly 
nested  relation,  at  least  one  of  said  members 
being  conical  In  form,  said  members  being  con- 
nected to  the  casing  and  to  each  other  so 
as  to  define  a  main  sound  conducting  channel 
and  a  plurality  of  closed  acoustic  sldebranches 
acoustically  coupled  thereto.  ■  • 


OOtOBER  15, 1935 


U.  S.  PATENT  OFFICE 


633 


2.017.749 

«.  VEHICLE  BLOCKING   DEVICE 

Kenneth  A.  Brainard.  Beverly  HiUs.  Calif. 

Application  Febmary  23,  1932.  Serial  No.  594,501 

16  Claims.     (CI.  188 — 5) 


/t;,.- 


1.  A  vehicle  blocking  device  embodying  a 
mounting  member  adapted  to  be  mounted  on  a 
vehicle,  a  pair  of  levers  having  Intermediate  piv- 
otal mountings  on  said  mounting  member  so  as 
to  swing  In  a  vertical  plane,  each  of  said  levers 
comprising  a  lower  arm  adapted  at  its  free  end 
for  ground  engagement  and  an  upper  arm.  said 
levers  normally  occupying  a  position  with  their 
lower  tirms  elevated  and  oppositelj'  extended,  and 
means  for  moving  the  upper  arms  of  the  levers 
apart  to  lower  the  lower  arms  and  force  them 
into  ground  engagement. 

2.017.750 

DRESS 

Alexander  Caraflol,  St.  Louis,  Mo. 

AppUcation  July  23.  1934,  Serial  No.  736,449 

3  Claims.     (O.  2—74) 


1.  A  turn-about  dress  comprising  a  central 
panel  made  up  of  a  lower  skirt-portion  curved  at 
its  upper  edge  to  rise  medially  above  the  waist- 
line and  an  upper  waist-portion  formed  at  its 
lower  edge  on  a  different  curve  and  drawn  in  and 
stitched  to  the  upper  curved  edge  of  the  skirt- 
portion  to  give  tucked  fullness  in  the  waist- 
portion  above  the  waist-line,  end  flap-panels 
comprising  skirt-portions  and  walst-portlons 
marginally  joined  to  the  margins  of  the  cen- 
tral panels,  the  end  flap-portions  having  the 
material  thereof  tucked  in  dart-shaped  formations 
in  the  region  of  the  waist-line  to  give  fullness  to 
the  waist-portions,  and  means  to  secure  the  end 
flap-ptinels  in  overlapping  relation  to  draw  the 
skirt-portions  around  the  figure  and  to  leave  full- 
ness in  the  upper  part  of  the  walst-portlon  in  each 
of  the  turn-about  fittings  of  the  garment. 

2.017.751 
HATCH   CONSTRUCTION 
John  T.  Cralley,  Chicago,  111.,  assignor  to  P.  H. 
Murphy  Company,  New  Kensington,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  July  13.  1933.  Serial  No.  680.201 

15  CUims.     (CI.  108—5) 
1.  A  hatch  construction  for  railway  cars  com- 
prising a  cast  metal  plate  provided  with  a  hatch 


opening  having  a  continuous  flange  surrounding 
said  opening  and  cast  integral  with  said  cast 
metal  plate,  and  a  cast  metal  cover  for  said  open- 


ing the  free  margin  of  said  flange  being  provided 
with  an  inwardly  extending  portion  forming  a 
seat  for  said  cover. 


2,017,752 

HOLDDOWN  DEVICE  FOR  AUTOMATIC 

SHEARING  MACHINES 

Joseph  C.  Fisher,  St.  Marys,  Ohio,  assignor  to  The 
Streine  Tool  and  Manufacturing  Company, 
New  Bremen,  Ohio,  a  corporation  of  Ohio 

AppUcation  February  27,  1934,  Serial  No.  713,157 
1  Claim.     (CI.  164—51) 


In  a  machine  for  shearing  sheet  material,  a 
shear,  a  vertically  reciprocable  cutter  blade  for 
said  shear,  a  hold-down  bar  vertically  recipro- 
cable along  the  face  of  said  cutter  blade,  and 
upwardly  inclined  guide  arms  secured  to  the 
under  surface  of  said  hold -down  bar  to  guide  the 
sheets  to  positions  under  said  bar  without  inter- 
fering with  the  free  flow  of  said  sheets  through 
the  machine,  the  portions  of  said  guide  arms 
under  the  hold-down  bar  being  flat  to  hold  the 
front  edges  of  the  sheets  smoothly  and  firmly 
after  the  latter  have  been  guided  into  shearing 
position  by  said  arms. 

2.017.753 

UMBRELLA 

Harry  Goldman,  Chicago,  m. 

AppUcaUon  June  12,  1935,  Serial  No.  26,104 

6  Claims.     (CI.  135—36) 


1.  An  umbrella  covering  secured  to  umbrella 
ribs,  and  a  reinforcing  patch  for  each  point  of 
connection  interposed  between  the  covering  and 
the  contiguous  rib  and  secured  to  the  covering 
along  an  intermediate  radial  line  of  stitching  ex- 
tending to  the  margin  of  the  covering,  the  side 
portions  of  the  patch  being  unsecured  and  free 
to  overlap  the  sides  of  the  rib. 

2.017.754 
PULSATOR  FOR   MILKING   MACHINES 
Floyd  G.  Hodsdon,  Milwaukee,  Wis.,  assignor  to 
International  Harvester  Company,  a  corpora- 
tion of  New  Jersey 
AppUcation  July  20,  1933.  Serial  No.  681,241 

11  Claims.     (CI.  31 — 61) 
1.  In  a  milking  machine  pulsator,  a  body  In- 
cluding a  connection  to  a  source  of  vacuum  and 
a  connection  to  air,  a  milker  slide,  a  control  slide, 
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said  slides  being  relatively  reclprocable  in  tiie 
body  and  fonned  with  pockets,  said  pockets  being 
formed  to  receive  loosely  and  floatingly  separate 
valve  plates  movable  with  their  respective  slides. 


a  ported  plate  between  the  two  valve  plates, 
said  two  valve  plates  formed  with  grooves  and 
passages  to  regulate  porting  to  vacuum  and  air 
to  move  the  slides. 


2.tl7.755 
TRACTOR  HARVESTER  THRESHER 
Benjamin  M.  Hyman.  Moline.  HL,  aasicnor   to 
International  Harvester  Company,  a  corpora- 
tion of  New  Jersey 
Application  March  8.  1935.  Serial  No.  9.937 
10  Claims.     (CI.  56— 2t) 


m^ 


u 
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1.  The  combination  with  a  tractor  having  a 
central  narrow  body  carried  at  its  front  end  on  a 
central  steering  wheel  support  suid  having  a 
transverse  rear  axle  structure  supported  on  a 
pair  of  widely  spaced  wheels,  of  a  harvester 
thresher  including  a  longitudinal  thresher  part 
supported  on  the  rear  axle  structure  and  from 
the  body  of  the  tractor  along  one  side  thereof  and 
parallel  therewith,  said  thresher  part  being  lo- 
cated between  the  rear  wheels,  and  a  harvester 
part  diqx>sed  transversely  of  the  rear  end  of  the 
tract(M'  and  supported  therefrom,  said  harvester 
part  and  thresher  part  being  cooperatively  asso- 
ciated. 


2.tl7.756 
OIL  FILTER  BASE 
Charles  B.  Jahnke,  Oak  Park,  111.,  assignor  to 
iBlcmaUoiial  Hanrester  Company,  a  corpora - 
tkm  of  New  Jersey 
AppUeatlon  March  12,  1934.  Serial  No.  715.051 
4  Claims.     (CI.  210— 165) 
1.  An  oil  filter  comprising  a  filtering  element, 
a  conduit  for  supplying  oil  to  be  filtered  to  one 
side  of  said  element,  a  conduit  for  removing  fil- 
tered oil  from  the  other  side  of  the  element,  a  by- 
ooiMiuit  connecting  said  conduits,  a  relief 


valve  in  said  conduit  positioned  to  be  opened  by 
a  predetermined  pressure  In  the  oil  supplying  con- 
duit for  by-passing  oil  around  the  filtering  ele- 
ment, a  drain  conduit,  and  a  single  valve  means 


operable  to  close  both  the  oil  supplying  and  re- 
moving conduits  and  to  connect  said  conduits  be- 
tween the  valve  member  and  the  filtering  element 
with  the  drain  conduit. 


«.tl7.757 
DUPLEX  METAL  ARTICLE 
Fred    KeUer   and   George   F.   Sager,    New    Ken- 
sington, Pa.,  assignors  to  Ahiminam  Company 
of  America.  Pittsburgh.  Pa.,  a  corporation  of 
Pennsylvania 
Application  October  20,  1933.  Serial  No.  694.448 
4  Claims.     (CL  29—181) 


1.  A  corrosion -resistant  duplex  metal  article 
consisting  of  an  aluminous  metal  base  provided 
with  a  laminated  coating  consisting  of  a  plural- 
ity of  Intimately  bonded  layers  of  worked  alumi- 
nous metal. 


2.017.758 
ENSILAGE  HARVESTER 
Andrew   Kowalsky.   Oak   Park.   HL.  assignor   to 
International  Harvester  Company,  a  corpora- 
tion of  New  Jersey 
Application  November  10,  1934,  Serial  No.  752.405 
8  Cteims.     (CL  56—16) 
1.  A  harvester  comprising,  in  combination  with 
a  tractor  having   a  power  take-off.  a  wheeled 
harvester  frame  connected  to  the  tractor  and 
extending    rearwardly   therefrom,   a   harvesting 
unit  mounted  on  said  frame,  a  conveyer  mount- 
ed on  the  frame  extending  from  the  harvesting 
unit  forwardly  to  a  point  adjacent  the  tractor. 
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and  a  material  reducing  device  mounted  on  the 
frame  at  the  forward  end  positioned  to  receive 


material  from  the  conveyer,  said  device  includ- 
ing means  for  delivering  the  material  therefrom. 


2.017.759 
SEED  DISPENSING  DEVICE  FOR  PLANTERS 
George   M.   Kriegbanm   and   Clarence   C.    Haas, 
Richmond,  Ind.,  assignors  to  International  Har- 
vester Company,  a  corporation  of  New  Jersey 
Application  Febmary  14.  1934,  Serial  No.  711.210 
3  Claims.     (CL  221-135) 


I.  A  seeding  device  comprising  a  hopper  hav- 
ing an  Inclined  bottom  pwrtion,  a  seed  plate  hav- 
ing seed  cells  formed  therein  rotatably  mounted 
above  said  bottom  portion,  a  seed  discharge  open- 
ing formed  in  the  bottom  portion  at  the  upper 
edge  thereof,  a  partition  mounted  In  the  hopper 
spaced  above  the  seed  plate  forming  a  compart- 
ment alwve  the  seed  plate  and  a  seed  supply 
compartment  above  the  partition,  said  partition 
being  provided  with  a  side  opening  uncovering  a 
plurality  of  the  seed  cells  and  forming  a  com- 
munication between  the  seed  supply  compart- 
ment and  the  seed  plate  compartment,  and  a 
deflector  member  removably  secured  to  said  par- 
tition adjacent  the  opening  and  reversible  to  form 
in  one  position  a  small  opening  for  relatively 
small  seeds  and  in  another  position  a  large  open- 
ing and  a  directing  wall  extending  towards  the 
seed  plate  for  large  seeds. 


2.017.760 
EXTENSION  TABLE 

Cecil  D.  Lanum.  Bloomington,  Ind. 

Application  March  16.  1935,  Serial  No.  11,506 

1  CUim.     (CI.  311—55) 


center  leaf  and  adjustable  end  leaves,  said  end 
rails  formed  with  transverse  openings  having 
lateral  extensions  and  with  grooved  upper  edges, 
a  pair  of  slides  carried  by  each  end  leaf  and 
working  through  the  transverse  openings  in  the 
end  rails,  guiding  means  for  the  slides,  means  to 
limit  the  outward  movement  of  the  slides,  hori- 
zontal dowel  pins  carried  by  the  slides  and  adapt- 
ed to  rest  in  the  grooved  upper  edges  of  thp  end 
rails  when  the  end  leaves  are  in  open  or  extended 
position,  bevel  blocks  carried  by  the  free  ends 
of  the  slides  and  co-operating  with  the  dowel 
pins  in  supporting  said  end  leaves  on  a  level  with 
the  center  leaf  and  set  screws  mounted  in  the  up- 
per edges  of  the  end  rails  directly  beneath  the 
projecting  ends  of  the  dowel  pins  when  in  groove 
engaging  position,  for  adjusting  the  end  leaves  in 
perfect  horizontal  alinement  with  the  ends  of  the 
stationary  center  leaf. 


2.017.761 

PANTS  HANGER 

Mayo  E.  Leonard,  Toledo,  Ohio 

Application  April  23.  1935.  Serial  No.  17,852 

2  Claims.     (CI.  22J— 95) 


t 


oj; 


1.  In  a  device  of  the  class  described,  a  casing, 
trouser  engagmg  devices  at  the  ends  of  the  cas- 
ing and  slidable  therein,  each  device  comprising 
a  pair  of  members  having  semi-cylindrical  por- 
tions in  the  casing  merging  into  downwardly  dis- 
posed portions  which  tn  turn  merge  into  outwardly 
disposed  portions  which  in  turn  merge  into  de- 
pending plates  the  outer  edges  of  which  are 
pro\lded  w*th  corrugated  teeth  and  the  Inner 
edges  of  which  are  provided  with  notches,  fol- 
lowers slidable  in  the  casing  between  springs  and 
said  members  and  having  inverted  T-shaped  stems 
the  heads  of  which  are  engageable  in  the  notches. 


In  an  extension  table  of  the  character  specified. 
a  top  comprising  side  and  end  rails,  a  stationary- 


2.017.762 
ROTATABLE   CYLINDER  FOR   DRYING   AND 

OTHER  PURPOSES 
Harry  Lord,  Bury,  England,  assignor  to  Walmsleys 
(Bur>-)  Limited.  Bury,  England,  a  British  com- 
pany 

AppUcation  January  30,  1935,  Serial  No.  4,167 

In  Great  Britain  October  13.  1934 

4  Claims.     (CL  34—4) 


2.  A  drying  cylinder  comprising  a  rotatable  cy- 
lindrical shell,  means  for  supplying  steam  in- 
ternally of  said  shell,  buckets  fixed  to  the  internal 
periphery  of  said  shell  to  be  displaced  therewith, 
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a  trough  to  pick  up  condensate  from  said  buclcets 
during  the  upper  portion  of  travel  of  said  buckets 
around  the  axis  of  rotation  of  said  shell,  a  ccmdult 
extending  upwardly  from  the  axis  of  rotation  of 
said  shell  for  gravitational  discharge  of  said  con- 
densate from  said  trough,  a  second  conduit  ex- 
tending above  said  axis  of  rotation  of  said  shell 
and  a  fixed  bucket  hydraulically  connected  to  the 
upper  end  of  said  second  conduit  and  having  an 
inlet  adjacent  the  internal  periphery  of  said  shell. 


M17.7C3 

CHECKERWORK  CONSTRUCTION 

Samoel  L.  Manmla  and  Joseph  Mnhvich, 

Clerelaiid.  Ohio 

AppUcaUon  Janvary  18.  1935.  Serial  No.  2.434 

15  Ciaims.    (CL  263—51) 


1.  A  checker  brick  comprising  a  vertically  ap- 
ertuped  body  of  subatantially  square  contour,  said 
body  being  provided  on  Its  back  face  with  a  pair 
of  spaced  parallel  vertical  ribs  spaced  from  the 
side  termini!  of  said  face,  and  each  of  said  ribs 
having  its  ends  oppositely  beveled. 


2.917.764    

THREADING  BIACHINE 

Samael  W.  Mathtas.  Waynesboro.  Pa.,  assignor  to 

Landis  Marhine  Company,  Waynesboro,  Pa.,  a 

eorpMmtimi  of  Pennsylrania 

AppUeatlon  September  29. 1932.  Serial  No.  635,447 

15  Claims.    (CL  19—96) 


1.  In  a  threading  machine,  the  combination 
with  means  for  supporting  the  woiic,  of  a  plural- 
ity of  thread  fom^ng  cutters,  a  support  for  said 
cutters  movable  longitudinally  of  the  work  and 
in  which  the  cutters  are  movable  transversely  of 
the  work,  a  cam  ring  mounted  on  the  cutter  sup- 
port and  operative  by  rotation  to  convergently 
and  divergently  move  the  cutters  in  the  trans- 
verse direction,  a  rack  slidably  mounted  in  the 
cutter  support,  adjustable  linkage  operatively 
connecting  the  rack  with  the  cam  ring,  and  a 
relatively  fixed  bar  having  slidable  connection 
with  said  rack  and  adjustable  to  positions  angu- 


larly disposed  to  the  path  of  said  cutter  support 
whereby  the  rack  in  its  movement  with  the  cut- 
ter support  is  longitudinally  displaced  to  actuate 
the  cam  ring. 


2.917.765 

ADJUSTABLE  SAUSAGE  GAUGE 

Theodore  H.  Mattheiss.  Baltimore.  Md. 

AppUcaUon  Angnst  7.  1933.  Serial  No.  684.098 

5  Claims.     (CL  33—143) 


-■4 


1.  In  a  gauging  device  of  the  class  described, 
comprising  a  combination  of  two  cooperating 
members  each  having  flat  top  table  and  side 
component  parts  adapted  to  be  slidable  one  upon 
the  other  the  top  table  part  of  each  member  be- 
ing planar,  and  a  gauging  flange  on  each  mem- 
ber extending  above  the  combined  table  portions 
at  opposite  ends  of  the  latter  whereby  said  table 
parts  are  free  to  support  the  article  to  be  gauged 


2,917.766 

SEALING  MACHINE  AND  METHOD 

George  W.  MnUen.  Lowviile.  N.  Y..  assignor  to 

Anchor  Cap  4k  Closare  Corporation.  Long  Island 

City,  N.  T..  a  corporation  of  New  York 

AppUcaUon  October  19.  1928.  Serial  No.  311.426 

Renewed  December  17. 1934 

26  Claims.    (CL  22»— 82) 


•M 


1.  The  method  of  sealing  containers  which 
comprises  presenUng  a  container  to  a  sealing 
mechanism,  supporting  a  closure  cap,  moving  the 
container  away  from  the  sealing  mechanism  to 
space  the  cap  from  the  container  throughout 
its  periphery,  Injecting  a  hot  fluid  between  the 
cap  and  container  to  partially  remove  the  air 
therefrom  and  thereafter  sealing  the  cap  to  the 
container. 
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2.917.767 
DRAIN  TRAP 

Mathew  G.  Norman,  Wewoka,  Okla. 

AppUcaUon  March  28,  1934.  Serial  No.  717.825 

2  Claims.     (CL  137—13) 


operated  by  said  lever  contacting  said  cam  siu*- 
faces,  said  member  being  operatively  connected 


1.  In  combination  with  a  hydrant  having  a 
control  valve,  and  a  water  supply  pipe,  a  tank 
adapted  to  be  submerged  in  the  ground  and  hav- 
ing a  restricted  port  adjacent  its  lower  end  and 
connected  to  the  water  supply  pipe,  said  hydrant 
connected  to  said  tank  adjacent  the  lower  end 
of  the  latter,  a  bypass  pipe  between  the  hydrant 
and  the  tank  and  located  adjacent  the  upper  end 
of  the  latter,  a  water  discharge  pipe  connected 
to  the  water  supply  pipe  and  terminating  in  the 
tank  adjacent  the  upper  end  of  the  latter,  and  a 
float  controlled  pressure  supply  means  connected 
to  the  tank  to  displace  water  from  the  hydrant 
when  the  control  valve  occupies  a  closed  position 
and  automatically  closed  during  the  opening  of 
the  control  valve  by  the  water  entering  the  tank 
from  said  water  supply  pipe. 


2.017,768 

SHOE   HEEL 

Alfred  E.  Norris.  Seattle,  Wash. 

ApplicaUon  June  12,  1934,  Serial  No.  730.290 

3  Claims.     (CL  36—36) 


1.  In  combination  a  heel  tap  for  detachable 
connection  to  a  heel  body,  a  pair  of  spaced  pegs 
secured  to  the  tap  and  projecting  from  one  face 
of  the  tap  and  adapted  to  extend  into  the  heel 
body,  and  a  tap  coupling  and  centering  member 
with  the  inner  portion  secured  to  the  tap,  said 
member  projecting  from  said  face  of  the  tap 
and  adapted  to  extend  into  the  heel  body,  said 
member  having  its  outer  end  portion  formed  with 
peripheral  grooves  adapted  to  be  selectively  en- 
gaged by  a  means  within  the  heel  body  for  detach- 
ably  anchoring  the  tap  to  the  latter. 


2.017.769 

RAILWAY  SWITCH  CONTROLLING  MEANS 

Harry  C.  Odenkirk.  Cleveland.  Ohio 

ApplicaUon  Mav  12,  1934.  Serial  No.  725.382 

15  CTaims.     (CL  246— 411) 
1.  Railway  switch  controlling  means,  compris- 
ing an  operating  lever,  a  rocking  member  having 
spaced  end  portions  formed  with  inner  cam  sur- 
faces and  disposed  in  the  path  of  the  lever  and 
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with  means  adapted  to  display  a  danger  signal  or 
a  safety  signal  by  the  movement  of  the  lever. 


2.017.770 
FLOOR  TOOL  FOR  AIR-METHOD  CLEANING 

SYSTEMS 
Daniel  Benson  Replogle.  Berkeley.  Calif.,  and 
Harold  E.  Queen,  Washington,  D.  C  assignors, 
by  direct  and  mesne  assignments,  to  Citizens 
Trust  Company,  Toledo.  Ohio,  a  corporation  of 
Ohio,  as  trustee 

AppUcation  May  23.  1932,  Serial  No.  613.068 

In  Great  Britain  June  17.  1931 

7  Claims.     (CL  15 — 156j 


1.  A  strc*.er  element  for  the  floor  tool  of  a 
suction  cleaner,  comprising  a  slitted  tube  of  non- 
metallic  material,  having  thread-picking  notches 
formed  therein. 

5.  A  floor  tool  of  generally  cylindrical  form 
formed  from  sheet  material,  and  including  a  pair 
of  spaced  parallel  lips  outlining  a  mouth  hav- 
ing end  openings,  said  lips  having  downwardly 
and  outwardly  rolled  beads  integral  therewith 
formed  from  the  material  used  to  provide  the 
mouth,  said  beaded  lips  providing  end  openings 
for  the  tool. 


2.017.771 

DUST  COLLECTOR  FOR  AIR-METHOD 

CLEANERS 

Daniel  Benson  Replogle.  Berkeley,  Calif.,  and 
Harold  E.  Queen.  Washington,  D.  C.  assignors, 
by  direct  and  mesne  assignments,  to  Citizens 
Trust  Company.  Toledo.  Ohio,  a  corporation  of 
Ohio,  as  trustee 
AppUcation  Mav  25,  1932.  Serial  No.  613,508 

10  Claims.  (CI.  183— 51) 
6.  In  combination  with  a  pneumatic  cleaner, 
an  exhaust  outlet  and  a  handle;  a  dust  collector 
adapted  to  be  detachably  carried  by  the  handle 
and  operatively  and  releasably  connected  to  the 
exhaust  outlet,  said  dust  collector  comprising  a 
filtering  liner  having  a  mouth  portion  adapted  to 
be  operatively  and  detachably  connected  to  said 
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exhaust  outlet,  a  cover  portion  having  opposed 
side  walls  separated  at  their  upper  edges  and 
adapted  to  be  opened  at  least  partway  along  their 
end  edges,  each  wall  being  individually  and  de- 


I* 


tachably  suspended  from  the  cleaner  handle,  the 
mouth  portion  of  the  liner  lying  between  one 
pair  of  the  end  edges  of  the  cover,  and  zipper 
means  for  opening  and  closing  the  end  opening 
about  said  mouth  portion. 


2,017,772 

BEARING  CAGE 

Georg  Schildcen  and  Geoig  Wehr. 

Schweinfurt.  Germany 

AppUcmtlon  February  18.  1935.  Serial  No.  7.122 

In  Germany  September  8,  1933 

2  Claims.     (CL  29—84) 


1.  A  product  of  the  class  described  comprising 
a  cage  composed  of  two  similar  and  comple- 
mentary rings  of  material  plastic  when  heated  to 
a  degree  substantially  above  normal  atmospheric 
temperatures  but  hard  when  cooled  to  such  tem- 
peratures and  having  a  considerable  coefficient 
of  contraction  during  such  hardeneng  process, 
an  elongated  member  for  holding  said  rings  to- 
gether, said  member  being  formed  of  a  material 
having  a  much  smaller  coefficient  of  contraction 
when  subjected  to  such  temperature  changes, 
means  on  said  member  for  spacing  said  rings 
^art  along  their  common  axis  the  extremities 
of  such  member  being  whoUy  embedded  In  said 
rings  and  firmly  gripped  by  surface  pressures 
exerted  thereby. 


2.017.773 

PROCESS  OF  RECOVERING  WASTE 

PICKLING  SOLUTIONS 

Noah  B.  Smith.  Russell  M.  Berry,  and  Horace  C. 

Knerr.  Philadelphia,  Pa. 

AppUcaUon  Angnst  2,  1932.  Serial  No.  627,250 

3  Claims.  (CI.  23—126) 
1.-  The  process  of  reclaiming  waste  pickling  so- 
lutions ccmtaining  unconsumed  acid  and  inhibi- 
tor which  comprises  heating  the  solution  to  ap- 
proximately the  boiling  point  and  concentrating 
the  solution  until  ferrous  sulphate  crystals  at 
the  heating  temperature  appear,  placing  said 
concentrated  solution  In  a  cooling  and  crystalliz- 
ing tank,  slowly  cooling  the  solution  and  allowing 
the  crystallization  to  continue  without  agitation 
for  an  extended  time  to  obtain  relatively  large 
crystals  of  ferrous  sulphate  heptahydrate  which 
adhere  to  the  sides  of  the  crystallizing  tank,  de- 


canting the  supernatant  liquor  from  the  crystals, 
and  returning  the  recovered  supernatant  liquor 
containing  acid  and  an  inhibitor  to  the  pickling 


bath,  and  diluting  said  liquor  with  respect  to  the 
ferrous  sulphate  content  thereof,  at  any  stage 
of  the  process  subsequent  to  its  recovery,  to  pro- 
vide an  effective  pickling  bath. 

2,017.774 
BRAKE  EQUALIZER 

Antoinc  Theriault.  Nashua.  N.  H. 

AppUcation  February  27.  1934.  Serial  No.  713.170 

2  CUims.     (CI.  188—204) 


1.  An  equalizer  for  four  wheel  brakes  compris- 
ing a  primary  differential  unit,  a  pair  of  second 
differential  units,  each  of  said  units  including  a 
shaft  having  a  beveled  gear  thereon,  a  pair  of 
sleeves  on  each  of  the  shafts  arranged  one  sleeve 
at  each  side  of  the  beveled  gear,  a  ring  gear  on 
the  inner  end  of  each  ol  the  sleeves  meshing  with 
said  beveled  gear,  and  an  arm  on  the  remaining 
ends  of  the  sleeves  of  the  secondary  units  for 
connection  with  front  and  rear  brakes,  a  brake 
pedal  connected  arm  on  one  end  of  the  shaft  ot 
the  primary  unit,  and  driving  connections  be- 
tween the  remaining  ends  of  the  sleeves  of  the 
primary  unit  and  the  inner  ends  of  the  shaft  of 
the  secondary  units. 

2.017.775 

LADDER  ASSEMBLING  MACHINE 

Ned  L.  Thrasher.  Perrysburg,  N.  Y. 

AppUcation  October  9,  1934.  Serial  No.  747,615 

3  Claims.     (CI.  144 — 2) 


/  '» 


1.  A  ladder  assembling  machine  comprising  a 
supporting  structure,  brackets  on  the  supporting 
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structure  engageable  with  one  side  of  a  ladder, 
castings  mounted  on  the  supporting  structure. 
sleeves  joumalled  in  the  castings,  shafts  splined 
in  the  castings  and  threadedly  engaged  in  the 
sleeves,  brackets  on  said  shafts  engageable  with 
the  other  side  of  the  ladder,  a  drive  shaft  rotat- 
ably  mounted  on  the  supporting  structure,  means 
for  actuating  said  drive  shaft,  and  means  oper- 
atively  connecting  the  sleeves  to  the  drive  shaft 
for  moving  the  second  named  brackets  toward 
the  first  named  brackets  for  clamping  the  ladder 
therebetween. 


changing  elements,  and  valves  for  said  pistons 
for  controlling  the  action  of  fluid  pressure  thereon 


2.017.776 
GEAR  SHIFTING  DEVICE 
Edward    John    Thurber,    New    Orleans.    La.,    as- 
signor of  one-half  to  Ralph  K.  Rothrock,  New 
Orleans,  La. 
Application  September  4,  1934,  Serial  No.  742,649 
18  Claims.     (CI.  74 — 364) 

•—7 


5.  A  gear  changing  device  for  an  automobile 
transmission  mechanism   having   a  pair   of  re- 
ciprocatory  gear  changing  elements,  comprising 
a  reciprocatory  actuating  member,  electro-mag- 
netic means  for  operatively  connecting  said  mem- 
ber to  one  or  the  other  of  said  elements,  elec- 
tro-magnetic means  controlling  the  direction  of 
movement  of  the  reciprocatory  actuating  mem- 
ber, a  switch  including  a  governing  contact  con- 
trolling the  electro-magnetic  means  for  opera- 
tively connecting  the  actuating  member  to  one 
or  the  other  of  said  elements  and  a  series  of 
contacts  connected  to  the  electro-magnetic  means 
for  controlling  the  direction  of  movement  of  the 
actuating   member,    and    a   controlling   cpntact 
member  common  to  said  governing  contact  and 
series  of  contacts  and  movable  successively  into 
engagement  with  said  series  of  contacts  and  also 
into   engagement   with    said    governing    contact 
prior   to   its   engagement   with   certain   of   said 
series  of  contacts. 


2.017.777 
GEAR  SHIFTING  MECHANISM 
Edward  J.  Thurber,  New  Orleans.  La.,  assignor 
of    one-half    to    Ralph    K.     Rothrock,    New 
Orleans,  La. 
Application  November  19.  1934.  Serial  No.  753,739 
21  Claims.     (CI.  74—364) 
1.  Shifting  mechanism  for  an  automobile  trans- 
mission   mechanism    embodying    shiftable    gear 
changing  elements,  comprising  fluid  pressure  op- 
erated actuating  means  including  a  plurality  of 
pistons  concentrically  pivoted  each  to  swing  in 
opposite  directions  and  having  means  for  opera- 
tively connecting  them  respectively  to  said  gear 


to  cause  actuation  of  one  or  another  thereof  in 
one  or  the  other  direction. 


2.017.778 

TOY  AIRPLANE   PROJECTOR   GUN 

Michael  VIdo,  Hopelawn.  N.  J. 

AppUcation  May  8,  1935,  Serial  No.  20,456 

1  CUim.     (CI.  124—12) 


In  a  toy  of  the  character  described,  a  gun  in- 
cluding a  barrel  and  a  stock,  a  tensioned  pro- 
jector hammer  slidably  mounted  longitudinally 
of  the  barrel  and  carrying  a  finger  grip  at  each 
end  above  and  below  the  barrel,  a  tensioned  trig- 
ger with  which  the  projector  hammer  is  en- 
gageable. a  pair  of  spaced  upstanding  ribs  on  the 
top  of  the  forward  end  of  the  barrel  with  their 
adjacent  faces  diverging  towards  the  forward 
end  of  the  barrel  adapted  for  semi -wedging  en- 
gagement with  a  toy  airplane  mounted  there- 
between for  aerial  projection  by  the  hammer. 


2,017,779 

PROCESS  FOR  RECOVERING  CARBON 

DIOXIDE  FROM  A  GAS   MIXTURE 

Charles  H.  Vosburgh,  Forest  Hills,  N.  Y.,  assignor 

to  Harry  W.  Cole.  New  York.  N.  Y. 

Application  April  18,  1931,  Serial  No.  531,157 

4  Claims.     (CL  23—150) 


SiJ  ' 


*l>  <l 


1.  A  process  of  recovering  carbon  dioxide  from 
a  gas  mixture  of  carbon  dioxide  and  gas  less 
readily  adsorbed  than  the  carbon  dioxide,  includ- 
ing passing  said  gas  mixture  through  a  plurality 
of  carbon  dioxide  adsorption  material  masses 
contained  in  interconnected  serially  arranged 
enclosed  spaces,  respectively,  and  permitting  the 
unadsorbed  gas  to  escape:  then  consecutively  ex- 
pelling the  adsorbed  gas  from  each  mass  and 
progressively  forcing  it  through  the  following 
masses  of  the  series  for  adsorption  thereby,  while 
allowing  unadsorbed  gas  to  escape,  until  carbon 
dioxide  gas  from  the  preceding  masses  Is  con- 
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centrated  In  the  last  mass  of  the  series;  and  finally 
expelling  the  adsorbed  carbon  dioxide  from  said 
last  mass  and  collecting  the  expelled  carbon 
dioxide. 


2  017  780 

APPARATUS   FOB  CLEANING  HORSES  AND 

OTHER  ANIMALS 

Frederick  Walters,  Pariutone.  near 

Boumemoath.  Enf  land 

ApplicaUon  December  22,  1934.  Serial  No.  75«,772 

In  Great  Britain  September  23.  1933 

3  Claims.     (CI.  119—84) 


1.  An  apparatus  for  cleaning  horses  and  other 
animals,  comprising  a  stock  provided  with  a  con- 
duit adapted  to  be  connected  to  an  exhaust  appa- 
ratus and  having  a  central  downwardly  extend- 
ing nipple  and  an  outer  peripheral  downwardly 
extending  rim  providing  a  recess  between  said 
nipple  and  rim,  an  oriflced  pad  of  rubber  having 
a  plurality  of  integral  projections  on  its  outer 
face  and  a  plate  attached  to  its  inner  face  pro- 
vided with  key-hole  slots,  said  plate  located  in 
said  recess,  and  a  plurality  of  members  in  said 
recess  arranged  to  enter  said  slots  for  detachably 
locking  said  pad  to  the  stock. 


2.017.781 
METHOD  AND  APPARATUS  FOR  CIRCULAT- 
ING  AND    HUMIDU'VING    THE    AIR   IN    A 
REFRIGERATING    ROOM    AND    FOR    DE- 
FROSTING 

Carl  S.  Zedlik.  MinneapoUs,  Minn. 

AppUeation  Angiist  25,  1933,  Serial  No.  6S6.714 

4  aaims.     (CI.  62—6) 


^'A^vv^^.^ff^^^uvv^vyM^^j^^^«.^««|^^\^^^  ■ —- 


1.  A  refrigerating  device  having  in  combina- 
tion with  a  chamber  to  be  cooled,  a  plurality  of 
conduits  in  said  chamber  to  which  a  cooling  me- 
dium Is  supplied  at  Intervals  for  cooling  said 
chamber,  means  for  directing  air  over  said  con- 
duits and  circulating  the  same  In  said  chamber, 
and  chronometric  means  for  starting  and  stop- 
ping said  last  mentioned  means  at  regular  Inter- 
vals and  Independently  of  the  temperature  In  said 
chamber,  whereby  ice  at  times  is  melted  and  re- 
moved from  said  conduits,  moisture  is  carried  by 
2*****5f^  to  said  chamber  to  maintain  a  high 
huinidlty  therein  and  a  uniform  distribution  of 
air  in  said  chamber  Is  effected. 


2.017,782 

RECEPTACLE  HANDLE 

John  J.  Bacon,  Gasport.  N.  Y. 

Application  September  26.  1932.  Serial  No.  634,966 

7  Claims.     (CI.  217—125) 


1.  A  receptacle  comprising  In  combination  a 
body  unit  having  a  rim  and  including  staves  and 
hoops  for  securing  the  staves  together,  with  a 
cover  unit  Including  a  rim  adapted  to  be  engaged 
upon  the  rim  of  the  body,  said  cover  unit  having 
projections  extending  diametrically  opposite  be- 
yond the  rim  thereof,  and  handles  through  which 
the  projections  of  the  cover  unit  extend,  said 
handles  being  formed  of  balls  having  extensions 
passing  through  the  rim  of  the  body  and  then  bent 
upwardly  at  an  angle  of  between  fifteen  and  thirty 
degrees  to  the  edge  of  the  rim  of  the  body  unit 
with  their  extreme  ends  each  acting  as  a  point  to 
form  an  axis  about  which  the  baU  from  which  It 
extends  may  be  moved  during  the  application  or 
removal  of  the  cover  unit. 


2.017.783 

CAPSULE  ADMINISTERING  DEVICE 

Joseph  C.  Clark.  San  Anfelo.  Tex. 

ApplicaUon  October  9.  1933.  Serial  No.  692.845 

4  Claims.     iCI.  128—264) 


>«: 


1.  An  Instrument  of  the  character  de.scnbed 
comprising  a  hollow  shank  equipped  at  one  end 
with  a  grip  extending  at  an  angle  thereto,  duck- 
bill Jaw  means  at  the  other  end  of  the  hollow 
shank  adapted  to  grip  a  capsule  in  substantially 
enclosing  relation  thereto,  a  plunger  slldable 
longitudinally  of  said  hollow  shank  and  equipped 
with  an  operating  head,  means  opposing  move- 
ment of  said  plunger  in  one  direction,  and  means 
connecting  the  plunger  with  the  jaw  means  for 
moving  the  latter  into  open  or  closed  position, 
said  plunger  extending  into  the  space  within  the 
jaw  means  for  engagement  with  the  capsule  to 
eject  the  same  upon  opening  of  the  jaw  means. 


2,017.784 

COLD  PRESS 

William  L.  Cloose.  TUBn.  Ohio,  assignor  to  The 

National  Machinery  Company,  Tiffin.  Ohio 

Application  April  1.  1931.  Serial  No.  526.991 

6  Claims.  (CI.  78—39) 
1.  In  a  cold  press  a  one-piece  solid  frame,  a 
shaft  extending  through  the  frame,  a  guide  above 
the  shaft  having  an  Integral  back  and  sides  form- 
ing an  upper  guide  channel,  a  guide  below  the 
shaft  having  an  Integral  back  and  sides  forming  a 
lower  guide  channel,  a  die  carrying  slide  having 
a  main  portion  adapted  to  reciprocate  in  the 
lower  guide  channel,  and  an  upper  steadying  por- 
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tlon  adapted  to  reciprocate  in  the  upper  guide 
channel,  said  portions  being  connected  by  an 
integral  intermediate  connecting  portion  passing 


one  side  of  the  shaft,  cover  plates  for  the  chan- 
nels, and  a  driving  connection  between  the  main 
portion  of  the  slide  and  the  shaft  thereabove. 


2.017,785 

LOCK 

William  J.  Con  well,  Elwood.  Ind..  assignor  to  G.  1. 

Sellers  &  Sons  Company.  Elwood.  Ind. 

AppUeation  December  10,  1934.  Serial  No.  756.880 

3  Claims.     (CI.  311—49) 


U    Jp  p    XB 


1.  In  a  lock  lor  an  extendible  sectional  table 
top.  an  inner  and  an  outer  striker  arranged  in 
endwise  opposed  spaced  relation  and  adapted  to 
be  secured  to  the  lower  face  of  and  bodily  car- 
ried with  a  section  of  said  top.  said  strikers  in- 
cluding depending  legs  at  their  outer  ends,  and 
an  adjustable  pivotally  supported  locking  mem- 
ber for  selectively  abutting  the  lees  of  said  outer 
and  inner  strikers  for  securely  locking  said  table 
section  respectively  in  non-extended  and  ex- 
tended positions. 


2.017.786 

BOTTLE  LOCKER 

Nonas  W.  Coverdale  and  Glenn  T.  Eaton. 

Fontana.  Calif. 

Application  December  24.  1934.  Serial  No.  759.088 

3  Claims.     (CI.  232—41) 


strip  and  including  recessed  means  to  receive  the 
first  mentioned  means  for  securing  the  bottles 
therein,  and  locking  means  for  the  movable  strip. 


2,017,787 
COMBINED  COUPLING  AND  RELEASING 

DEVICE 

Henry  M.  Davis,  Portsmoath,  Va. 

Application  November  20,  1934,  Serial  No.  753,930 

2  Claims.     (CL  9—23) 


1.  A  bottle  locker  comprising  a  body  strip,  re- 
silient means  secured  to  the  body  strip  for  sup- 
porting bottles,  a  movable  strip  hinged  to  the  body 


1.  A  combined  coupling  and  releasing  device 
for  the  purpose  set  forth,  comprising  an  inverted 
L -shaped  keeper  formed  of  a  horlzMitally  dis- 
posed upi>er  arm  pivoted  adjacent  its  Inner  end 
and  a  counterweighted  pendant  lower  arm,  said 
upper  arm  being  formed  with  a  groove  in  prox- 
imity to  its  outer  end  and  an  opening  extending 
from  the  base  of  the  wall  of  the  groove  to  the 
lower  face  of  such  arm,  a  holder  formed  with 
an  offset  pivoted  part  at  its  inner  end  and  a 
counterweight  adjacent  the  pivot  for  said  offset 
part,  said  holder  having  a  loop  at  its  outer  end 
and  an  opening  in  the  outer  end  wall  of  the  loop 
for  registry  with  said  other  opening,  an  automati- 
cally releasing  latching  means  extending  through 
said  openings  when  the  openings  register  for  de- 
tachably connecting  the  keeper  and  holder  to- 
gether. 

2  017  788 

STEEL  WELDING  METHOD 

Clarence  Leon  Delachaux.  Gennevilliers.  France. 

assignor    to    Acieries    de    Gennevilliers.     An- 

ciens  Etablissements  Delachaux.  Gennevilliers, 

France,  a  corporation  of  France 
No  Drawing.    Application  May  17.  1933,  Serial  No. 
671,592.    In  France  July  27.  1929 
9  Claims.     (CI.  148—3) 

1.  A  method  for  welding  steel  parts  containing 
0.2  to  0.5 9^  carbon.  0.6  to  27f  chromium,  2  to  57o 
nickel.  0.1  to  1.5%  molybdenum  plus  tungsten  In- 
cluding   0.1    to    1%    molybdenum,    0.2    to    1% 
manganese.     0.1      to     0.5%      silicon,     elements 
from   a    group   comprising   the   following   Euldi- 
tions:    from  trace  up  to  0.5%   vanadium,  from 
trace  up  to  0.5%    titanium,  less  than  0.035  and 
0.015%    of   phosphorus  and   sulphur  respective- 
ly and  the  balance  iron,   consisting  in  placing 
the  ends  of  the  parts  to  be  welded  in  a  mold, 
pouring    into    said    mold    a    welding    material 
of  a  self -hardening  steel  with  0.2  to  0.4%  carbon. 
0.3  to  1.2%  chromium.  1.5  to  3.5%  nickel,  from 
trace  up  to  1.5%  molybdenum  plus  tungsten.  0.3 
to  1  %  manganese,  less  than  1  %  silicon,  elements 
from  a  group  comprising  the  following  additions: 
from  trace  up  to  0.5%  vanadium,  from  trace  up 
to  0.5%  titanium,  less  than  0.075%  and  0.050%  of 
phosphorus  and  sulphur  respectively,    and    the 
balance  iron,  said  welding  material  being  charac- 
terized by  having  contents  of  carbon,  chromium 
molybdenum  and  nickel  lower  than  in  the  parts 
to   be  welded  and  stripping  the  mold  between 
1000°  C.  andO'  C. 
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2.tl7.789 
FLUID  PRE8SUBE  BRAKE 
Sidney  G.  IKrwn  and  Ellis  E.  Hewitt,  Edfewood. 
Pm..  assicnora  to  The  Westinffhoase  Air  Bralie 
Company.  Wilmerdinf,  Pa.,   a  corporation   of 
Pennsylvania 
AppHeation  December  18,  1930.  Serial  No.  502,780 
19  Claims.     (CI.  303— 35) 


1.  In  a  fluid  pressure  brtUce  equipment,  the 
combination  with  a  brake  pipe  and  a  brake  cylin- 
der, of  a  triple  valve  device  operated  upon  a  re- 
duction in  brake  pipe  pressure  at  a  certain  rate 
to  establish  communication  through  which  fluid 
under  pressure  is  supplied  to  the  brake  cylinder 
at  one  rate  to  effect  a  service  application  of  the 
brakes  and  operated  upon  a  reduction  In  brake 
pipe  pressure  at  a  faster  rate  to  establish  com- 
munication through  which  fluid  under  pressure 
is  supplied  to  the  brake  cylinder  at  a  slower  rate 
to  effect  a  service  applicatlcHi  of  the  brakes. 


2.017.790 

DOOK  LATCHING  DEVICE 

Olhrer  H.  Ernst,  Sr..  BilUngs,  Mont. 

AppUeation  Janaary  24.  1933.  Serial  No.  653.338 

2  Claims.    (CL  292—189) 


1.  The  combination  with  a  latch  bolt,  of  a  hous- 
ing for  the  latch  bolt,  said  housing  having  sin 
opening  and  two  spaced  flanges,  said  flanges  hav- 
ing aligned  openings,  a  pair  of  rollbacks  positioned 
between  said  flanges,  each  rollback  having  one 
trunnion  rotatably  positioned  within  one  of  said 
openings,  said  rollbacks  being  arranged  In  juxta- 
posed relation  each  having  an  opening  aligning 
with  the  opening  in  the  other  rollback,  a  first 
operating  shaft  anchored  in  the  opening  in  one  of 
said  rollbacks,  a  second  operating  shaft  anchored 
In  the  opening  in  the  other  rollback,  and  a  con- 
necting element  between  the  anchored  ends  of  the 
shaft  so  constructed  and  arranged  as  to  permit 
Independent  rotation  of  either  shaft  and  Its  asso- 
ciated rollback. 


2.017.791 
ELECTRO-PNEUMATIC  BRAKE 
Clyde  C.  Farmer,  Ptttsbnrrb.  Pa.,  assignor  to  The 
Westinghonse  Air  Brake  Company,  Wilmerding, 
Pa.,  a  corporation  of  Pennsylvania 
AppUeation  January  10. 1931.  Serial  No.  507,783 
39  Claims.     (CL  30 J— 20) 
1.  In  an  electric  brake  system,  the  combination 
with  means  operating  on  a  normally  open  cir- 
cuit for  controlling  the  brakes,  of  meams  opera- 


tive to  selectively  cl(wc  or  open  said  circuit  to 
effect  the  operation  of  said  means  to  control  the 
brakes,   means  operating  on  a  normally  closed 

circuit  and  unaffected  by  the  closing  and  opening 
of  the  normally  open  circuit  by  the  second  men- 


.M^m 


tloned  means  for  indicating  the  condition  of  said 
normally  open  circuit,  and  means  Included  in 
said  normally  closed  circuit  operative  without  in- 
terfering with  the  integrity  of  the  normally  open 
circuit  to  control  the  operation  of  the  indicating 
means  to  Indicate  a  signal. 


2.017,792 

FLUID  PRESSURE  BRAKE 

Clyde  C.  Farmer.  Pittsburgh,  Pa.,  assignor  to  The 

Westinghoase  Air  Brake  Company.  Wilmerdinf, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcaUon  August  1.  1931.  Serial  No.  554,426 

Renewed  October  21, 1933 

38  Claims.     (O.  303—35) 


1.  The  combination  in  a  train  of  at  least  two 
vehicles,  of  a  brake  equipment  on  one  of  said 
vehicles,  means  operative  according  to  a  relative 
movement  between  said  vehicles  to  effect  a  reg- 
ulated application  of  the  brakes  on  the  vehicle, 
and  means  operative  automatically  at  a  predeter- 
mined time  after  an  application  of  the  brakes  is 
initiated  to  effect  an  application  of  the  brakes 
without  regulation. 


2,017,793 
FLLID  PRESSURE  BRAKE 

Clyde  C.  Farmer.  Pittsburgh,  Pa.,  asslgner  to  The 
Westinghouse  Air  Brake  Company.  WilmerdinK, 
Pa.,  a  corporation  of  Pennsylvania 
Application  February  10,  1932.  Serial  No.  591.940 
11  Claims.     (CI.  303—86) 
1.  In  a  fluid  pressure  brake,  the  combination 
with  a  brake  pipe,  of  a  triple  valve  device  having 
a  valve  operated  upon  a  reduction  in  brake  pipe 
pressure    for    effecting    an     application    of  the 
brakes  and  upon  an  increase  in  brake  pipe  pres- 
sure for  effecting  the  release  of  the  brakes,  of  a 
reservoir    normally    charged    with    fluid    under 
pressure,    a    release    valve    device    operated    by 
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brake  pipe  pressure  for  supplying  fluid  from  said 
reservoir  to  the  brake  pipe,  said  valve  being  oper- 


able upon  an  increase  in  brake  pipe  pressure  to 
supply  fluid  from  the  brake  pipe  to  said  release 
valve  device. 

2  017  794 

BRAKE  CONTROLLING  DEVICE 

Clyde  C.  Farmer,  PitUburgh,  Pa.,  assignor  to  The 

Westinghouse  Air  Brake  Company,  Wilmerding. 

Pa.,  a  corporation  of  Pennsylvania 

AppUeation  August  2,  1933.  Serial  No.  683,335 

1  CUim.     (CI.  303—54) 


ArrueATteitiot* 


c^m^tone. 


cavity  and  against  an  extruding  pin  having  a 
portion  spaced  therein  from  the  die  walls,  and, 
while  holding  said  v^  staUonary.  driving  said 
slug  against  the  pin  with  a  series  of  blows,  to  ex- 
trude the  material  of  the  slug  progressively  into 
the  space  between  said  pin  and  the  walls  of  the 
die  thereby  producing  a  socketed  article. 

2,017,798 
TABLE  SKITTLE  ALLEY 

Heinrich  Freytag,  Neuenklrchen  Kreis  Soltau 

Hann.  Soltan-Land,  Germany 

AppUeation  July  8,  1932.  Serial  No.  621,386 

In  Germany  July  13,  1931 

2  Claims.     (O.  273—38) 


t.*'C^.^.S' 


In  a  fluid  pressure  brake,  the  combination  with 
a  brake  cylinder,  a  source  of  fluid  under  pressure 
and  a  brake  valve  device  comprising  a  valve  for 
controlling  the  supply  of  fluid  under  pressure  to 
the  brake  cylinder,  a  spring,  a  movable  abutment 
subject  to  the  opposing  pressures  of  said  spring 
and  the  pressure  of  fluid  supplied  to  the  brake 
cylinder  for  operating  said  valve,  and  a  manually 
operable  member  movable  in  an  application  zone 
in  which  zone  the  pressure  of  said  spring  on  said 
abutment  is  varied,  of  means  operable  upon  move- 
ment of  said  member  to  a  certain  position  within 
the  limits  of  said  application  zone,  for  supplying 
fluid  under  pressure  from  said  source  of  fluid 
under  pressure  to  the  brake  cylinder. 

2  017,795 

METHOD   AND    APPARATUS   FOR   FORMING 

TUBULAR  RIVETS  AND  THE  LIKE 

Roy  J.  Freter,  Toms  River.  N.  J.,  assignor  to  Ta<>k 
Button  Company.  Toms  River,  N.  J.,  a  corpora- 
tion of  Delaware  ^^.  ^„„ 

Application  November  10,  1933.  Serial  No.  697,523 
27  Claims.     iCL  10—27) 


1.  On  a  table  skittle  alley  with  arrangement 
for  setting  up  the  skittles  a  ball  track  oscillat- 
able  about  its  longitudinal  axis,  a  curved  ball 
projecting  strap  adapted  to  the  shape  of  the 
balls  rotatably  mounted  on  said  track  perpen- 
dicularly to  the  longitudinal  direction  thereof, 
and  lateral  handles  on  said  strap  adapted  to 
turn  said  strap  and  hold  said  track. 

2.017,797 
MANUFACTURE    OF   COMPOSITE    ARTICLES 
Henry  A.  Gardner,  Washington.  D.  C. 
No  Drawing.    AppUeation  February  14.  1934. 
Serial  No.  711.278 
17  Claims.     (CI.  91—70) 
2   In    the    manufacture    of    coatings,    plastic 
compositions  and  the  like,  the  process  which  com- 
prises applying  a  composition  comprising  an  al- 
kaline aqueous  solution  of  an  arylsulfonamid  resin 
to  a  base  material  and  subsequently  precipitating 
said  resin  as  a  continuous  film  on  said  base  ma- 
terial from  said  composition  by  the  addition  of 
water. 

2  017  798 

VEHICLE  DIRECTION  SIGNAL 

Robert  E.  Gillespie,  Springfield,  Mo. 

AppUeation  June  17,  1932.  Serial  No.  617,892 

5  Claims.     (CI.  177—329) 


1    The   method   of   forming   socketed   articles 
which  consists  in  inserting  a  slug  within  a  die 


1  In  a  vehicle  direction  signal,  an  elongated 
semi -cylindrical  shaped  reflector,  a  U-shaped 
clip  having  a  crown  portion  of  substantial  width 
and  mounted  in  the  reflector  with  the  crown 
portion  of  the  clip  inwardly  tangent  to  the  re- 
flector a  fastening  element  extended  through 
the  reflector  and  the  crown  portion  of  the  clip 
for  securing  the  clip  in  fixed  longitudinal  align- 
ment with  the  reflector  and  a  cylindrical  lamp 
receiving  socket  supported  in  the  clip  longitu- 
dinally of  the  reflector. 

2.017.799 
BALL  COCK 

Michael  D.  Helfrich.  Evansville,  Ind. 

AppUeation  July  8,  19.32,  Serial  No.  621,488 

8  Claims.     (CI.  137— 104) 

8  In  a  ball  cock  for  flush  tanks,  the  combina- 
tion of  a  supply  tube,  a  worm  having  an  open- 
ing  therethrough,   the   lower   end   of   which   Is 
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threaded  on  the  supply  tube  and  the  upper  end 
of  which  forms  a  valve  seat,  a  valve  for  said 
seat,  a  body  having  a  chamber  therein  surround- 
ing the  valve  seat,  said  body  having  a  threaded 
opening  in  the  lower  portion  thereof,  the  wram 
having  an  external  flange  at  its  upper  end  por- 


tion threaded  into  the  threaded  body  opening, 
and  a  hush-tube  having  the  upper  end  thereof 
threaded  into  said  threaded  body  opening  be- 
neath the  worm  flange  and  extending  down- 
wardly therefrom  around  the  worm  and  sup- 
ply tube. 


2,017.800 

PHARMACEUTICAL  PACKAGE 

Carl  G.  Hilgenberg,  Baltimore,  Md.,  assirnor  to 

Carr-Lowrey  Glass  Co.,  Baltimore,  Md. 

AppUcatlon  December  11,  1934,  Serial  No.  757,051 

5  Claims.     (CI.  206 — 17) 


I.  A  phai-maceutical  package  including  an  in- 
ner container,  a  closure  therefor,  and  an  outer 
container  having  a  restricted  neck  portion  and 
an  eye  cup  extending  from  the  neck  portion,  said 
inner  container  being  removably  and  snugly  seat- 
ed within  the  neck  portion  and  extending  into 
the  outer  container  and  eye  cup. 


2,017301 
FLUSHING  APPARATUS 
Per  Gostaf  Homell.  Lidlngo,  Sweden 
AppUcation  Aognst  23.  1933,  Serial  No.  686,453 
In  Grermany  August  26,  1932 
10  Claims.     (CI.  4— 7) 
1.  In  a  device  for  the  flushing  of  the  external 
surfaces  of  the  cavities  of  the  human  abdomen, 
the  combination  with  a  Jacket  open  at  the  top  and 
bottom,  of  a  spray  device  for  directing  a  free  Jet 
of    flushing    liquid    Into    and    laterally   of    the 
geometrical  axis  of  the  Jacket,  said  spray  device 
comprising  a  supply  body  for  a  flushing  liquid,  and 
Jet-snt)Jecting  s^rtares  extending  through  the 
wall  of  said  supply  body,  said  apertures  being  lo- 
cated in  a  portion  of  the  wall  of  said  body  ex- 


terior to  and  posiUoned  laterally  of  said  Jacket 
and  being  directed  into  and  laterally  of  the  space 
enclosed  by  said  Jacket;  whereby  the  Jet  of  flush- 


ing liquid  ejected  into  said  Jacket  is.  after  disin- 
tegration into  a  spray,  directed  against  the  area 
bounded  by  the  up];>er  border  of  said  Jacket. 


2,017.802 
CLOTHES  DRYING  APPARATUS 
John  T.  Hume,  Chicago,  111.,  assignor  to  Electric 
Household  Utilities  CorporaUon.  Chicago,  111., 
a  corporation  of  Illinois 

AppUcaUon  April  8.  1932,  Serial  No.  603.993 
7  Claims.     (CI.  100—50) 


1.  A  clothes  drying  apparatus  comprising  in 
combination,  a  reservoir  tub  for  holding  a  body 
of  water,  a  removable  unit  carried  on  the  periph- 
eral edge  of  the  tub  comprising  a  drain  board 
rotarlly  shif table  on  the  tub  edge,  a  container  at- 
tached to  the  board  and  extending  downwardly 
into  the  tub.  a  water  impervious  bag  suspended 
from  the  wall  of  the  container  for  receiving  a 
mass  of  wet  clothing,  a  cover  detachably  secured 
I  to  the  container  and  spaced  therefrom  in  prede- 
I  termined  locations  to  provide  openings  for  the 
discharge  of  water  expressed  from  the  clothing 
onto  the  drainboard,  and  means  for  pumping  the 
{  water  from  the  tub  into  the  container  to  squeez- 
'  Ingly  press  the  bag  against  the  clothing  contained 
;   therein. 


2,017303 

MANUFACTURE  OF  ALKYLATED  SULPHONIC 

ACIDS  AND  ESTERS 

Robert  M.  Isham,  Okmulgee,  Okla.,  assignor  of 
three-fourths  to  William  B.  Pine.  Okmulgee. 
OUa. 
No  Drawing.     Application  April  6,  1934, 
Serial  No.  719,412 
13  Claims.    (CL  260— 99.10) 
1 .  A  process  for  producing  alkylated  sulphonat  - 
ed  and  esterifled  aromatic  bodies  which  consists 
In  reacting  an  aromatic  body  with  a  sulphonat - 
ing  agent  and  an  olefin  In  the  presence  of  an  in- 
ert solvent  for  said  aromatic   body  and   olefin 
'   to  sulphonate  and  alkylate  said  aromatic  body 
j   and  continuing  the  treatment  with  olefln  to  es- 
[  terify  the  sulphonic  acid  group. 
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2,017304 
DELUSTERED  ARTIFICIAL  SILK  YARN 
Frederick  W.  Roster,  Meadville,  Pa.,  assignor  to 
The  Viscose  Company,  Marcus  Hook,  Pa.,   a 
corporation  of  Pennsylvania 
No  Drawing.    Application  September  16,  1931, 
Serial  No.  563,233 
2  Claims.     (CI.  28—1) 
1.  As  a  new  article  of  manufacture,  delustered 
artiflcial  silk  thread  having  immersed  in  and  dis- 
tributed throughout  its  mass  material  fine  par- 
ticles of  chlorinated  naphthalene. 


2,017305 
PROCESS  FOR  FIREFROOFING  CELLULOSIC 

MATERIALS 

Martin  Lcatherman,  Hyattsville,  Md.;  dedicated 

to  the  free  use  of  the  Public  of   the  United 

States  of  America 

No  Drawing.    Applicall«m  February  17,  1934, 

Serial  No.  711.727 

3  Claims.     (CL  91—68) 

(Granted   under  the  act  of  March   3.   1883,   as 

amended  April  30.  1928;  370  O.  G.  757) 

1.  The  process  of  flre-prooflng  and  preserving 
celluloslc  materials  and  fabrics  which  comprises 
immersing  the  fabric  until  thoroughly  saturated 
in  a  one  per  cent  aqueous  solution  of  a  metallic 
salt  of  a  sulfate  ester  of  an  aliphatic  alcohol, 
rinsing  the  celluloslc  material  thoroughly  In 
water,  pressing  out  as  much  of  the  water  as  pos- 
sible; then  impregnating  the  celluloslc  material 
with  sodium  stannate,  drying,  and  then  immers- 
ing the  dried  celluloslc  material  in  a  water  solu- 
tion of  a  salt  of  a  strong  mineral  acid  with  a 
weakly  base -forming  metal,  the  hydroxide  of 
which  is  water-insoluble,  then  washing  the  ma- 
terial in  water  to  remove  acid  residues,  drying  the 
material,  impregnating  the  material  with  chlo- 
rinated petroleum  derivatives  and  incorporating 
in  the  resulting  cellulose  fabrics  coloring  ma- 
terials. 


2,017,806 

DE^^CE  FOR  MANIPULATING  TUBE  STOCK 

Herbert  E.  Risfs.  Akron,  and  Everett  D.  George, 

Cuyahoga  Falls.  Ohio,  assignors  to  Wingfoot 

Corporation.  Wilmington,  Del.,  a  corporation  of 

Delaware 

AppUcation  March  9,  1935.  Serial  No.  10,282 
20  Claims.     (CI.  18—13) 


11.  In  combination  with  a  machine  for  extrud- 
ing rubber  tubing  having  opposite  wall  portions 
of  different  rubber  stock  initially  formed  with 
the  lines  of  union  therebetween  disposed  in  a  sub- 
substantially  vertical  plane  and  a  conveyor  coop- 
erating with  said  machine,  a  pluraUty  of  laterally 
spaced  rollers  mounted  for  rotation  about  sub- 


stantially vertical  axes  for  flattening  said  tube 
as  it  passes  therebetween,  a  plurality  of  other 
rollers  di^xieed  at  progressively  varying  angles 
to  the  vertical  for  supporting  said  flattened  tube 
and  guiding  the  same  cmto  said  conveyor  with 
said  lines  of  unlcKi  disposed  in  a  substantially 
horizontal  plane,  and  means  for  rotating  one  of 
said  flattening  rollers  in  synchronism  with  the 
movement  of  said  conveyor. 


2.017,807 
REGULATING  DEVICE  FOR  PULSATORS 
John  A.  Sclunitt,  Waukesha,  Wis.,  assignor  to  The 
Universal   Milking   Machine  Company,   Wau- 
kesha, Wis.,  a  corporation  of  Wisconsin 
AppUcation  February  3,  1930.  Serial  No.  425,518 
3  Claims.     (CL  251—92) 


1.  A  speed  regulator  for  a  pulsator  mechanism 
including  a  hollow  revoluble  regulator  valve  the 
interior  of  which  is  in  constant  conununicatiOTi 
with  one  portion  of  a  passage  and  having  in  its 
lateral  waUs  a  plurality  of  radial  ports  of  different 
size  to  be  separately  registered  with  the  other 
portion  of  the  passage  by  the  rotation  of  said 
regulating  valve,  and  a  spring  finger  exerting 
axial  pressure  on  the  valve  and  also  having  oper- 
ative engagement  therewith  in  different  posi- 
tions of  revoluble  adjustment  for  automatically 
arresting  the  rotation  of  the  regulator  valve  when 
a  lateral  port  is  in  registering  position  with  said 
passage.  

2.017,808 
VULCANIZATION  OF  RUBBER 
Herman  R.  Thies,  Akron,  Ohio,  assignor  to  Wing- 
foot  Corporation,  Wilmington,  Del.,  a  corpora- 
tion of  Delaware 

No  Drawing.     AppUcation  January  16,  1932, 
Serial  No.  587.151 
5  Claims.     (CL  18—53) 
1.  The  Improvement  in  the  prevention  or  re- 
tarding of  scorching  of  rubber  compounds  which 
comprises  incorporating  in  the  rubber  compound 
a  vulcanizing  agent,  an  active  accelerator  and 
a  small  amount  of  furoic  acid. 


2.017.809 
LOCOMOTIVE  TENDER 

Edwin  Archer  Turner.  New  York,  N.  Y..  assignor 
to   The   Standard   Stoker   Company,   Incorpo- 
rated, a  corporation  of  Delaware 
Application  January  18. 1933.  Serial  No.  652,268 
10  Claims.     (CI.  105—234) 


1.  In  combination  in  a  tender,  a  fuel  compart- 
ment comprising  a  bunker  portion  and  a  trcMigh 
pKDrtion  beneath  the  bunker  portion,  said  bunker 
portion  being  formed  by  pieu-tition  plates  and 
said  trough  portion  being  formed  by  a  casting 
substantially  V-shaped  in  transverse  cross  section 
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and  arranged  with  its  sidewalls  securely  fixed  to 
said  partition  plates,  a  removable  trough  sheet 
positioned  with  said  casting,  and  a  seat  on  each 
longitudinal  sidewall  of  said  casting  slidably  re- 
ceiving said  trough  sheet  and  having  means 
formed  therewith  for  preventing  vertical  move- 
ment of  the  sheet  out  of  normal  posiUon. 

2.017,810 

PAPER  BLANK  FOB  PAPER  BOTTLES 

AND  THE  LIKE 

Andrew  Bodor.  Newark,  N.  J.,  and  Lydia  B.  Koch, 
New  York,  N.  Y.,  assicnora  to  Reinforced  Paper 
Bottle  Corporation.  New  York.  N.  Y..  a  corpora- 
tion of  Delaware 

Application  March  9.  1933.  Serial  No.  660,089 
1  Claim.     (CI.  229—48) 


A  paper  blank  for  paper  bottles  wound  con- 
volutely  into  a  plural  thickness  and  having  a  se- 
ries of  indentations  formed  up  adjacent  the  outer 
edge  of  the  blank  and  on  the  Inside  face  which 
lies  against  the  main  body  to  such  a  degree  that 
the  fibre  of  the  paper  is  broken  to  such  an  ex- 
tent that  when  adhesive  is  applied  thereunto  Just 
prior  to  its  being  wound  convolutely  into  a  plrnral 
thickness  to  form  a  paper  bottle  the  Indented 
edge  will  ciurve  and  conform  of  its  own  accord 
to  the  curved  outer  surface  of  the  convolutely 
wound  body  portion  of  the  blank. 

2.017311 
CHLOROETHYL  CHLOROETHOXY  -  ETHYL 

ETHER 
Henry  L.  Cox.  Soath  Charleston.  W.  Va..  assignor 
to  Carbide  and  Carbon  Chemicals  Corporation, 
a  corporation  of  New  York 

No  Drawing.    Application  April  17,  1934. 
Serial  No.  720.947 
3  Claims.    (CI.  260—151) 
1.  As  a  chemical  compound.  /3-chloroethyl-3- 
chloroethoxy-ethyl  ether,  the  same  being  a  liq- 
uid Insoluble  in  water,  and  boiling  at  about  118 
C.  at  10  mm.  absolute  pressure,  and  at  about  230 
C.  at  atmospheric  pressure. 

2.017.812 
HYDRAULIC  BRAKE  FITTING 
Charles  H.  Crawley,  Lakewood.  Ohio,  assignor,  by 
mesne  assignments,  to  The  Weatherhead  Com- 
pany. Cleveland,  Ohio,  a  corporation  of  Ohio 
AppUcatlon  March  18,  1933.  Serial  No.  661.549 
7  Claims.     (CI.  285— 209) 


through  a  supporting  member,  a  recess  In  one 
end  portion,  a  conical  seat  within  said  recess  and 
an  axial  passageway  extending  through  said  con- 
ical seat,  a  cylindrical  opening  In  the  other  end 
portion  extending  parallel  to  said  axial  passage- 
way, and  a  communicating  passageway  extend- 
ing obliquely  through  said  shank  frwn  the  inner 
surface  of  said  cylindrical  opening  to  said  axial 
passageway. 

2  017  813 

APPARATUS  FOR  MEASURING  THE  FOOT 

Bruno  Giontini.  Alger,  Algeria 

AppUcatlon  September  5,  1931,  Serial  No.  561.378 

In  France  September  15.  1930 

7  Claims.     (CI.  33— 3)  <1 


1.  Apparatus  for  taking  measurements  of  a 
part  of  the  body  and  particularly  of  the  foot, 
comprising  a  support,  a  flexible  base  plate  having 
its  front  portion  mounted  on  said  support,  a  ver- 
tical socket  supporting  said  plate  adjacent  its 
rear  end.  two  other  vertical  sockets  supporting 
said  plate  arranged  one  beside  the  other  in  front 
of  the  first  socket,  means  for  raising  and  lower- 
ing said  sockets  independently  of  each  other 
and  means  for  indicating  the  position  of  each 
socket.  

2.017.814 

DEVICE  FOR  THE  MANUFACTURE  OF 

SLIDING  CLASP  FASTENINGS 

Hngo  Henkels,  Wuppertal-Elberfeld,  Germany 

Application  January  22.  1934.  Serial  No.  707,860 

In  Germany  February  4.  1933 

13  Claims.     (Cl.  153—1) 


h:^-"^^ 


1.  A  fitting  of  the  character  described,  having 
end  portions,  a  shank  portion  adapted  to  extend 


1.  In  an  apparatus  of  the  kind  referred  to  for 
charging  with  fastening  members  a  rack-like 
collector  bar  having  teeth  and  notches  for  catch- 
ing and  positioning  the  fastening  members,  the 
combination  of:  a  plurality  of  parallel  rack-like 
collector  bars  located  above  each  other  in  a  .sub- 
stantially vertical  plane:  two  sets  of  inclined 
feeding  plates  located  one  on  each  .side  of  said 
collector  bars,  two  corresponding  plates  of  said 
two  sets  of  plates  being  adapted  to  feed  one  cor- 
responding collector  bar;  and  means  for  feeding 
fastening  members  to  the  top  collector  bar,  sub- 
stantially as  described. 
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2,017.815 
PREPARATION    OF    1- PHENYL -3- METHYL- 
PYRAZOLONE-5     AND     RELATED     COM- 
POUNDS 
FrankUn  Johnston,  Charleston,  W.  Va.,  assignor 
to  Carbide  and  Carbon  Chemicals  Corporation, 
a  corporation  of  New  York 

No  Drawing.    AppUcatlon  April  21.  1934, 
Serial  No.  721.767 
12  Claims.     (CL  260 — 45) 
1.  The  process  which  comprises  reacting  equal 
molecular  proportions  of  a  hydrazine  of  the  tyF>e 
RNH — NHa,  in  which  R  represents  a  radical  of 
the  benzene  series,  with  diketene,  at  a  tempera- 
ture higher  than  about  40'=  C. 


2.017,817 
COIN  CONTROLLED  VENDING  MACHINE 

Milton  H.  Perry,  East  Lansing.  Mich. 

Application  May  17,  1934.  Serial  No.  726,144 

2  Claims.     (Cl.  194—69) 


2,017.816 

CUTTER  FOR  HYDRAULIC  DREDGES 

London  E.  MacFadyen.  Easton,  Pa.,  assignor  to 

Taylor- Wharton  Iron  A  Steel  Company,  High 

Bridge.  N.  J.,  a  corporation  of  New  Jersey 

AppUcatlon  October  6.  1934.  Serial  No.  747.233 

4  Claims.     (Cl.  37— 67) 


1.  In  a  hydraulic  dredge,  in  combination,  a 
suction  head,  a  cutterhead  in  operative  relation 
therewith,  and  a  back  ring  on  the  cutterhead 
having  inwardly  directed  radial  guard  fingers 
with  free  ends  In  lapping  relation  with  the  suc- 
tion head. 


1.  In  a  coin  controlled  vending  machine,  the 
combination  with  a  base,  of  a  slide  constructed 
to  receive  and  deliver  an  article  when  operated, 
said  base  having  opposed  spring  pressed  ball 
locks,  said  slide  having  portions  constructed  to 
engage  tne  balls  and  resist  inward  movement  of 
the  slide  when  no  coin  Is  present,  and  said  slide 
being  constructed  and  arranged  to  force  a  depos- 
ited coin  between  the  balls  permitting  inward 
movement. 


2,017.818 
LIQUID  DISPENSING  DEVICE 
Henry   T.  Reynolds,   Lombard,  VL, 

Elmer  L.  NaU.  Wheaton,  IlL 

ApplicaUon  Jane  27.  1933.  Serial  No.  677333 

8  CUUms.     (CL  221—23) 


to 


1.  A  liquid  dispensing  device,  comprising  in 
combination,  a  dispenser  adapted  to  receive  a 
sealed  receptacle  containing  a  liquid  to  be  dis- 
pensed and  also  adapted  to  receive  and  hold  the 
liquid  from  said  receptacle,  and  a  cutter  secured 
to  the  inside  wall  of  said  dispenser  and  having  a 
cutting  edge  spaced  from  and  substantially  paral- 
lel to  the  said  dispenser  wall  for  cutting  into  the 
bottom  of  said  receptacle  and  close  along  one  side 
when  It  is  inserted  into  the  dispenser  and  forced 
down  on  the  cutter  to  provide  an  opening  In  the 
bottom  wall  through  which  the  liquid  flows  into 
the  said  dispenser,  the  latter  having  a  Uquid-con- 
taining  bottom,  the  said  opening  being  at  the  low 
drainage  position  during  the  dispensing  of  said 
liquid  from  said  dispenser. 

2.017.819 

PACKAGING  SURGICAL  DRESSINGS 

Andrew  A.  Rohlflng.  Bound  Brook.  N.  J.,  assignor 

to  Johnson  A  Johnson.  New  Brunswick,  N.  J., 

a  corporation  of  New  Jersey 

Application  October  6.  1934.  Serial  No.  747.226 

2  Claims.     (Cl.  229— 87) 


\SxM^ 


1.  A  first-aid  dressing  and  means  for  keeping 
it  clean  and  sterile  comprising  an  enveloping 
wrapper  of  transparent  cellulosic  material,  said 
wrapper  comprising  a  body  portion  having  side 
fiaps  and  end  tabs  constructed  and  arranged  to 
be  folded  over  the  body  portion  in  aseptic  sealing 
relation,  the  lapping  side  flap  and  its  securing 
end  tab  having  cooperating  notched  portions  es- 
tablishing a  tongue  free  to  be  availed  of  to  divide 
the  wrapper  along  the  transverse  line  Initiated 
by  one  of  the  notches. 

2.017.820 
MINERAL  OIL  DISTILLATION 

John   E.    Schuize,   Hammond.   Ind..   assignor,   by 
mesne  assignments,  to  Red  River  Refining  Com- 
panv.  Chiraifo,  III.,  a  corporation  of  Delaware 
Application  August  24.  1925.  Serial  No.  52.118 
i  26  Claims.      (Cl.  196 — 77 > 

I  1.  The  process  of  producing  lubricating  oil  dis- 
i  tillates  which  comprises  mixing  a  basic  neutral- 
'  izing  agent  with  a  body  of  mineral  oil  containing 
lubricating  oil  components  and  also  lighter  and 
'  lower-boiling  odor-producing  components,  heat- 
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ing  said  body  of  mineral  oil  to  vaporizing  temper- 
ature and  thereby  obtaining  lubricating  oil  vapors 
in  mixture  with  malodorous  gases  and  relatively 
light  condensable  vapors,  conducting  the  result- 
ant hot  vapors  and  gases  into  a  zone  wherein  they 
are  caused  to  pass  upwardly  in  countercurrent 
contact  with  downwardly  flowing  lubricating  oil 
condensate  formed  at  a  higher  point  in  said  zone, 
so  regulating  the  temperature  conditions  in  said 
zone  as  to  ensure  sufficient  cooling  of  the  vapor  to 
condense  therefrom  substantially  all  the  desired 
lubricating  components  thereof  but,  at  the  same 
time,  to  avoid  further  cooling  to  a  temperature 


so  much  below  the  vaporizing  point  of  said  con- 
densate as  to  permit  condensation  of  said  rela- 
tively light  malodorous  vapors  or  substantial  ab- 
sorption of  said  malodorous  vapors  and  gases  by 
said  condensate,  rapidly  conducting  the  uncon- 
densed  vap«rs  and  gases  away  from  said  zone,  sep- 
arately conducting  the  hot  lubricating  oil  con- 
densate away  from  said  zone  and  out  of  contact 
with  said  uncondensed  vapors  and  gases,  and 
then,  after  the  condensate  has  left  said  zone,  per- 
mitting it  to  cool  further,  all  the  stated  operations 
being  conducted  under  non-oxidizing  conditions 
and  under  low  absolute  pressure. 

2.«17.821 

DRAINAGE  OF  FLOATING  ROOFS 

Edgar  E.  Shanor.  Sharon,  Pa.,  aasigiior  to  The 

Petroleum    Iron    Works    Company    of    Ohio, 

Sharon,  Pa.,  a  corporation  of  Ohio 

Application  December  21.  1932.  Serial  No.  648.282 

5  Claims.     (CL  22«— 26) 


1.  In  storage  tanks  of  the  float  closure  type, 
the  combination  of  a  floating  roof  having  a  drain- 
age collecting  basin  equipped  with  an  overflow 
having  fixed  and  movable  pipe  extensions,  where- 
of one  is  a  depending  drain  pipe  and  whereof 
the  other  is  a  factor  for  priming  purposes,  and 
a  double  U  trap  terminating  the  drain  pipe,  and 
providing  a  liquid  seal  that  is  effective  to  prevent 
rise  of  the  liquid  contents  of  the  tank  in  the  drain 
pipe. 

2.617.822 

VEGETABLE  SLICER 

Ewing  H.  Taylor,  Dallas.  Tex.,  assignor  to  J.  H. 

Msrshall.  Dallas.  Tex. 

AppUcation  September  22. 1933.  Serial  No.  690.532 

Renewed  August  6.  1935 

1  Claim.     (CI.  146—166) 

A  vegetable  slicing  device  including  a  frame 

having  upturned  portions  to  define  a  U -shape. 


one  of  said  upturned  pwrtions  having  a  series  of 
convoluticms  to  provide  a  handle  receiving  por- 
tion and  to  define  a  bearing,  a  rod  rotatably 
mounted  in  said  bearing  and  carrying  a  chuck, 
a  substanUally  rectangular  plate  having  a  blade 
struck  outwardly  therefrom  to  extend  along  the 
longitudinal  axis  of  said  plate  and  provided  with 
an  aperture  also  in  the  longitudinal  axis  and 
adjacent  the  inner  end  of  the  blade  to  be  received 


by  the  other  upturned  portion  of  said  frame. 
a  lug  also  carried  by  said  plate  at  the  other  side 
of  the  aperture  from  the  blade  and  arranged  to 
engage  the  upturned  pwrtion  when  said  plate  is 
rotated  to  a  perpendicular  positlcm  intersecting 
the  rotatable  axis  of  said  chuck,  to  hold  said 
plate  in  secure  relation  to  said  frame  and  means 
to  rotate  said  chuck  toward  and  away  from  said 
plate. 

2.017.823 
LENS  ATTACHING  MEANS 
William  Taylor,  Leicester,  England,  assignor  to 
Kapella  Limited.  Leicester,  England,  a  corpo- 
ration of  England 
AppUcation  December  1.  1934.  Serial  No.  755.540 
In  Great  Britain  December  8.  1933 
IS  Claims.     (CI.  88 — 57) 


^^^:".z 


1.  Means  for  detachably  attaching  a  lens  mem- 
ber to  an  apparatus  member,  said  members  hav- 
ing coacting  positioning  abutment  surfaces,  said 
means  comprising  two  claws  on  one  of  said  mem- 
bers on  opposite  sides  of  the  lens  axis,  and  a  latch 
movable  on  the  other  of  said  members  and  hav- 
ing claw-engaging  parts  which  move  tangentially 
of  the  claws  and  are  formed  to  act  as  wedges  to 
force  the  abutment  surfaces  of  said  members  to- 
gether, and  rocking  means  for  equalizing  the 
pressures  between  the  engaging  surfaces  of  the 
claws  and  the  latch. 


2,017.824 

VALVE  CONSTRUCTION 

Arthur  C.  Wade.  Chicago.  IlL.  assignor  to  SUnd- 

ard  Oil  Company   (Indiana).  Chicago.  111.,  a 

corporation  of  Indiana 

Application  July  17,  1930.  Serial  No.  468.592 
4  Claims.    (CL  251— 121) 

1.  In  a  surge  valve  of  the  character  described 
means  providing  a  fluid  chamber  with  an  inlet 
oriflce  and  an  outlet  orlflce.  a  valve  seat  member 
providing  a  valve  seat  about  said  inlet  oriflce,  a 
valve  cage  projecting  Into  said  chamber  toward 
and  in  substantially  axial  alignment  with  the 
axis  of  said  seat  member,  said  cage  at  its  upper 
end  being  recessed  to  receive  a  holding  means, 
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said  cage  at  its  end  adjacent  said  seat  member 
being  spaced  therefrom  to  provide  a  fluid  pas- 
sage to  said  outlet  oriflce  circumferentially  of 
said  seat  member,  said  cage  at  its  lower  end  being 


recessed  and  having  substantially  continuous  side 
walls  and  a  ball  valve  normally  seated  on  said 
seat  member  and  movable  into  said  recess  end  of 
said  cage  away  from  said  seat. 


2.017,825 

FLUID  METER 

Joseph  C.  Woodford,  Haverford.  Pa.,  assignor  to 

Service  Station  Equipment  Company,  Consho- 

hocken.  Pa.,  a  corporation  of  Delaware 

Application  May  22,  1934.  Serial  No.  726.923 

5  Claims.     (CI.  73— 37) 


1.  The  combination  with  a  casing  inclosing  a 
fluid  chamber  having  a  fluid  Inlet  and  a  fluid  out- 
let and  a  cylindrical  inner  wall;  of  a  shaft  ex- 
tending in  said  chamber  in  coaxial  relation  with 
said  wall;  a  plurality  of  blades  mounted  to  ro- 
tate on  said  shaft  and  having  their  outer  ends 
in  close  relation  with  said  cylindrical  wall;  a 
rotor  comprising  a  hollow  cylindrical  cup  with 
a  series  of  inwardly  flared  slots  in  its  rim  fitted 
over  said  shaft  and  blades  with  said  blades  ex- 
tending through  respective  slots  in  said  rotor  in 
direct  sliding  contact  with  said  rim  at  the  outer 
ends  of  said  slots;  a  shaft  on  said  rotor  in  co- 
axial relation  with  said  cup;  means  supporting 
said  rotor  shaft  with  said  rotor  in  said  chamber 
In  eccentric  relation  with  said  cylindrical  wall; 
and  means  for  adjustably  varying  the  spaces  be- 
tween said  rotor  and  wall  and  so  that  diamet- 
rically opposite  sides  of  said  cup  are  respec- 
tively in  close  relation  with  said  wall  and  in 
spaced  relation  therewith;  whereby  predeter- 
mined and  adjustably  variable  volumes  of  fluid 
are  entrapped  between  the  blades,  rotor  and  cy- 


lindrical wall  and  passed  through  said  chamber 
from  said  inlet  to  said  outlet  during  the  rotation 
of  said  blades  and  rotor. 


2.017.826 
PUMP 
Michael  D.  Aisensteln.  Berkeley.  Calif.,  assignor 
to  United  Iron  Works,  Oakland,  Calif.,  a  cor- 
poration uf  California 
Application  February  6.  1933.  Serial  No.  655,461 
2  Claims.     (CI.  103—108) 


1.  A  centrifugal  multi-stage  pump  having  an 
outer  casing  and  an  inner  casing,  said  casings 
having  cooperating  inlet  and  outlet  openings, 
longitudinal  means  on  contiguous  ends  of  each 
casing  and  arranged  in  telescopic  relation,  where- 
by the  inner  casing  is  centered  within  the  outer 
casing  and  said  inner  casing  is  mounted  for  lon- 
gitudinal, freely  slidable  engagement  at  one  end 
with  said  outer  casing  to  compensate  for  dif- 
ferences in  expansion  and  contracting  relatively 
of  said  casings,  said  casings  having  cooperating 
shoulders  or  flanges  in  spaced  relation  from  their 
opposite  ends  but  adjacent  the  inlet  end  of  the 
pump,  said  shoulders  or  flanges  being  arranged 
to  provide  centering  means  for  the  inner  casing 
in  said  outer  casing  and  to  form  a  single  seal 
between  the  mlet  and  outlet  openmgs  of  said 
inner  casing,  means  comprising  bolts  located  at 
the  inlet  end  of  the  pump  to  draw  said  shoulders 
or  flanges  together  and  positively  prevent  rela- 
tive angular  displacement  of  said  casings,  said 
outlet  openings  being  in  direct  communication 
with  each  other  and  with  the  space  between 
said  casings,  thereby  substantially  equalizing  both 
the  temperature  and  pressure  on  the  major  p>or- 
tions  of  said  casings,  said  bolts,  for  drawing  the 
choulders  or  flanges  together,  having  their  major 
portions  exposed  to  a  liquid  receiving  space  of 
said  pump,  whereby  said  bolts  may  respond  to 
the  temperature  of  the  contained  liquid  even 
though  liquids  at  widely  different  temperatures 
are  suddenly  changed,  thereby  relieving  said  bolts 
and  parts  connected  thereby  from  undue  strains 
resulting  from  sudden  wide  differences  in  tem- 
perature. 


2.017.827 
Gl^M  INHIBITOR  FOR  MOTOR  FUEL 
William  J.  Bannister.  Terre  Haute.  Ind..  assifoior 
to    Commercial    Solvents    Corporation.    Terre 
Haute,  Ind..  a  corporation  of  Maryland 
No  Drawing.     Application  February  23.  1934, 
Serial  No.  712.661 
19  Claims.     (CI.  44 — 9) 
1.  A  liquid  hydrocarbon  mixture  of  the  type 
tending  to  form  gum  during  storage,  containing  as 
a  gum  inhibiting  agent  an  amount  of  a  reaction 
product    formed    by    condensing    a    monocyclic 
phenol  and  an  aliphatic  ketone  substantially  less 
than  that  of  the  potential  gum  of  the  said  liquid 
hydrocarbon  mixture. 
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2,017.828 

PROCESS  FOR  PRODUCING  DISODIUM 

PHOSPHATE 

Chmrles  F.  Booth.  Anniston.  AU..  assifnor  to 
Swann  Research,  Incorporated,  a  corporation 
of  Alabama 

No  Drawinf .    Application  May  26.  1932. 
Serial  No.  613.769 
1  Claim.    (CI.  23— 107) 
Process  of  producing  crystalline  disodlum  ortho- 
phosphate  having  the  property  ot  inhibiting  tur- 
bidity when  dissoved  in  water  having  a  high  con- 
tent of  Iron  and  Edumlnum  from  solution  com- 
prising adding  to  said  solution  between  0.25% 
and  2.0%    by  weight  of  tetrasodium  pyrophos- 
phate and  crystallizing  both  phosphates  together 
from  said  solution. 


2,017.829 

CAN  OPENER 

Henry  Cave.   Hartford,  Conn.,   assignor  to   The 

Fuller    Bmsh    Company,    Hartford.    Conn.,    a 

corporation  of  Connecticut 

Application  Febmary  1.  1933.  Serial  No.  654.594 

6  Claims.     (CI.  30—3) 


1.  A  can  opener  including  a  support,  a  cutter 
secured  to  said  support,  a  carrier  rotatably 
mounted  on  said  support,  a  feed  shaft  eccentri- 
cally mounted  for  rotation  in  said  carrier,  a  feed 
wheel  secured  to  said  shaft  in  cooperative  relation 
to  said  cutter,  a  handle  secured  to  said  shaft,  and 
a  frictional  disk  mounted  on  the  shaft  between 
the  handle  and  carrier  to  create  a  frictional  con- 
nection between  said  shaft  and  carrier  to  effect 
simultaneous  rotation  of  both  by  force  applied  to 
the  handle  in  one  direction  and  to  effect  rotation 
of  the  shaft  Independently  of  the  carrier  by  more 
force  applied  to  the  handle  in  the  same  direction. 


engaging  eyelet  passageways  separately,  the  par- 
tially disaligned  eyelets  frictionally  engaging  the 
opposite  walls  of  a  rod  to  lock  the  curtain  against 


2.017.830 
ADJUSTABLE  CURTAIN 
Hago    GeDer,    New    York,    N.    Y..    assignor    to 
Patchogne-Plymonth   Mills    Corporation.   New 
York,  N.  Y..  a  corporation  of  New  York 
Application  Jannary  12,  1935.  Serial  No.  1.449 
5  Claims.     (CL  156—10) 
1.  As  an  article  of  manufacture  a  ready-to- 
hang  adjustable  curtain  having  a  body  portion 
and  a  surplus  fabric  top  portion  merging  with 
the  upper  end  of  the  body  portion  and  in  exten- 
sion thereof,  a  plurality  of  horizontal  rows  of 
eyelets  formed  in  said  top  portion  constituting 
rod-engaging  eyelet  passageways  for  extending 
the  body  portion  of  the  curtain  to  effect  length 
adjustment  thereof,  the   spacing  between   said 
rows  measuring  generally  the  shrinkage  in  said 
curtain  as  in  washing,  corresponding  eyelets  in 
two  of  said  rows  being  p€u-tlally  disaligned.  the 
curtain  being  freely  slidable  upon  a  rod  when 
threaded  thereon  from  either  one  of  said  rod- 


"is 
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free  sliding  movement  relative  thereto  when  the 
said  eyelet  passageways  are  simultaneously 
threaded  thereon,  and  a  finished  edge  band  at 
the  upper  extremity  of  the  curtain. 


2.017.831 
ELECTRIC   STEAM  HEATING   PLANT 

John  Grosseth,  Long  Beach.  N.  Y..  assignor  of 
one-foarth  to  Martin  Mittelmark.  New  York. 
N.  Y. 

Application  February  9.  1934.  Serial  No.  710.550 
1  Claim.     (CI.  219—39) 


mm-^ 


^ 
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A  steam  heating  plant  having  in  combination 
a  steam  generator  Including  a  cylinder  shaped 
water  chamber  and  horizontally  disposed  spaced 
electrical  heating  devices  extending  In  opposite 
sides  thereof  at  approximately  the  normal  level 
of  the  water,  said  heating  devices  having  a  por- 
tion thereof  extending  in  the  water  below  the 
water  level  and  a  portion  above  the  water  level, 
and  a  longitudinally  extending  coU  in  said  cylin- 
der disposed  between  said  heating  unit  whereby 
the  heated  water  may  be  drawn  from  said  heat- 
ing plant  without  Interference  to  the  water  In  said 
cylinder,  said  coil  consisting  of  a  plurality  of  sub- 
stantially U-shaped  connected  coils  all  disposed 
in  a  common  plane. 


2.017.832 
FLOORING   STRICTURE 
Otis  W.  Hoyey,  Philadelphia,  Pa.,  assignor  to  Ed- 
ward  G.  Badd  Mannfactnring  Company.  Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
AppUcation  Jannary  13,  1933.  Serial  No.  651.553 
12  Claims.     (CI.  72—^4) 
2.  A  flooring  structure  comprising  spaced  ver- 
tical   besons    interconnected    adjacent    the    top 
thereof  by  webbing  and  metal  strips  of  hollow 
section  extending  between  the  beams  below  said 
webbing  and  having  marginal  portions  overlap- 
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ping  and  secured  to  said  beams  to  reinforce  the 
same  and  to  form  a  continuous  bottom  for  a  filler, 


and  a  filler  filling  the  spaces  between  said  beams 
and  webbing  above  said  bottom. 


2,017,833 
FLOORING  STRUCTURE 
Otis  W.  Hovey.  Philadelphia,  Pa.,  assignor  to  Ed- 
ward G.  Budd  Manufacturing  Company,  Phila- 
delphia, Pa.,  a  corporation  of  Pennsylvania 
Application  January  13,  1933,  Serial  No.  651.554 
10  Claims.     iCl.  72—64) 


1 .  A  flooring  structure  comprising  a  plurality  of 
spaced  beams  having  vertical  web  portions,  me- 
tallic means  bridging  the  space  between  said  web 
portions  a  substantial  distance  above  the  base 
portions  thereof,  and  transverse  tie  members  con- 
necting said  webs  above  said  bridging  means. 


2,017,834 
DRILL  BIT 

Arthur  P.  Hummel,  Bakersfleld.  Calif. 

.\ppUcation  March  4.  1935.  Serial  No.  9.329 

1  Claim.    (CI.  255—61) 

In  a  drill  bit.  having  a  water  flow  hole  there- 


through, an  elastic  tubular  bushing  fitting  said 


"-f- 


hole   and   including    a    metallic   sleeve   removed 
from  the  wall  of  the  bore  of  said  bushing. 


2,017.835 
ELECTROLYTIC  CELL 

Alexander  Georgiev,  Brooklyn,  N.  Y.,  assignor  to 
Aerovox  Corporation,  Brooklyn,  N.  Y.,  a  corpo- 
ration of  New  York 

Application  December  26.  1930.  Serial  No.  504,911 
7  Claims.     (CI.  175 — 315) 

Km 


2.  The  method  of  forming  in  parallel  a  plu- 
rality of  substantially  identical  electrolytic  con- 
densers of  the  type  Involving  closely  superposed 
electrodes,  which  consists  in  submerging  the 
completely  wound  condenser  assemblies  in  an 
electrolyte  of  low  aqueous  content,  appl3^ng  di- 
rect current  voltage  concurrently  thereto  and 
slowly  and  continuously  increasing  the  voltage  on 
each  condenser  assembly  under  control  of  the 
rising  resistances  of  the  forming  di-electric  films 
from  the  beginning  until  the  formation  is  com- 
pleted. 


DESIGNS 

OCTOBER  15,  1935 


97.172 
DESIGN  FOR  A  VELOCIPEDE 
Wilbur  Henry  Adams,  Cleveland.  Ohio,  assignor 
to  The  Colson  Commuiy.  Elyria,  Ohio,  a  corpo- 
ration of  Ohio 

ApplicaUoa  May  1.  1935,  Serial  No.  36.656 
Term  of  patent  3i<>  years 


^ — N.  -.     -  y     i>  V -z 


^JJ 


The  omamentaJ  design  for  a  velocipede  sub- 
stantially as  shown  and  described. 


97.173 
DESIGN  FOR  A  FLOUR  SIFTER  OR  THE 

LIKE 

Charles  Andrews.  Rockford.  111.,  aasirnor  to  The 

Washbam  Company,  Worcester,  Mass.,  a  cor- 

poraiioB  of  Massachusetts 

Application  April  1.  1935,  Serial  No.  56.147 

Term  of  patent  7  years 


The  ornamental  design  for  a  flour  sifter  or  the 
like,  substantially  as  shown  and  described. 
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97.174 
DESIGN  FOR  A  FOUNTAIN  PEN  OR  SIMILAR 

WRITING  IMPLEMENT 

.Andreas   Bienenstein,  Toledo,   Ohio,   assignor  to 

The   Conklin   Pen   Company.   Toledo.    Ohio,   a 

corporation  of  Ohio 

Application  Auffust  19,  1935.   Serial  No.  58,198 

Term  of  patent  7  years 


The  ornamental  design  for  a  fountain  pen  or 
similar  writing  implement,  substantially  as  shown 
and  described. 


97475 

DESIGN  FOR  A  MONOGRAM  FRA.ME 

Michael   Chemow.   Brooklyn.   N.   Y.,   assis^nor   to 

Senrice  Patents  Corporation,  a  corporation  of 

New  York 

Application  May  16,  1935.  Serial  No.  56.854 

Term  of  patent  7  years 


[ 


The  ornamental  design  for  a  monogram  frame, 
substantially  as  shown  and  described. 


15,1935 
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87.176 
DESIGN  FOR  A  MONOGRAM  FRAME 
.Michael  Chemow.  Brooklyn.  N.  Y.,  assignor 
Service  Patents  Corporation,  a  corporation  of 
New  York 
Application  May  16.  1935.  Serial  No.  56.855 
Term  ot  patent  7  years 


The  ornamental  design  for  a  monogram  frame, 
substantially  as  shown. 


97,177 

DFSIGN  FOR  A  MONOGRAM  FRAME 

Michael  Chemow,  Brooklyn.  N.  T.,  assignor  to 

Service  Patents  Corporation,  a  corporation  of 

New  York 

Application  May  16.  1935.  Serial  No.  56,856 

Term  of  patent  7  years 


97.179 

DESIGN  FOR  A  TEXTILE  FABRIC,  OR  SIMI 

LAR  ARTICLE   OF  MANUFACTURE 

Gertrude  Deist,  New  York,  N.  Y. 

Application  January  10,  1935,  Serial  No.  54,791 

Term  of  patent  3H  years 


1 


The  ornamental  design  for  a  monogram  frame, 
substantially  as  shown  and  described. 


97,178 
DESIGN  FOR  A  BOTTLE 
Glen  M.  Clerenfer,  North  Linthicum,  Md.,  as- 
signor to  Maryland  Glass  Corporation,  Balti- 
more. Md.,  a  corporation  of  Maryland 
Application  Anmst  3.  1935.  Serial  No.  57.921 
Term  of  patent  14  years 


The  ornamental  design  for  a  bottle,  as  shown. 

451)  O.   Q. — 42 


The  ornamental  design  for  a  textile  fabric,  or 
similar  article  of  manufacture,  as  shown  and  de- 
scribed 

97.180 

DESIGN  FOR  A   SHOE 

Ernest    C    Doring.    Quincy.    Mass.,    assignor    to 

Scholnick    Shoe   Co..   Jamaica   Plain.   Mass.,   a 

corporation  of  Massachusetts 

Application  January  19,  1935,  Serial  No.  54,925 

Term  of  patent  3'  -  years 


The  ornamental  design  for  a  shoe  substantially 
as  shown  and  described. 


97.181 
DESIGN  FOR  A  NOSE  PAD  FOR  SPECTACLE 

FRAMES 

Charles  J.  Eagle.  Rochester,  N.  Y. 

Application  September  4,  1934.  Serial  No.  53  197 

Term  of  patent  3^2  years 


The    ornamental   design   for   a  nose   pad   for 
."spectacle  frames,  as  shown  and  described. 
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97  182 

DESIGN  FOR  AN  ELECTRIC  TOASTER 

Edward    A.   Fair,   Meriden,   Conn.,    assifnor    to 

Bfanninf.  Bowman  A  Co.,  Meriden.  Conn.,  a 

corporation  of  Delaware 

Application  Anciui  24,  1935,  Serial  No.  58.273 

Tom  oi  patent  7  years 


The  ornamental  desigrn  for  an  electric  toaster 
substantially  as  shown. 

97  183 
DESIGN  FOR  A  GAME  TABLE 
Herman  L.  Feldblet  and  Otcar  Goldberger.  New 
York,  N.  Y.,  assirnors  to  Rotor-Table  Games. 
Inc.,  New  York,  N.  Y..  a  corporation   of  New 
York 

Application  Aogmt  21.  1935,  Serial  No.  58.227 
Term  of  patent  14  years 


The  ornamental  design  for  a  game  table  sub- 
stantially as  shown. 


97.184 

DESIGN  FOR  TEXTILE  FABRIC 

Curt  Erwin  Forstmann.  Montclalr,  N.  J. 

AppUcaUon  May  18,  1985.  Serial  No.  56.819 

Term  of  patent  14  years 


The   ornamental   design   for   textile   fabric   as 
shown  and  described. 


97,185 
DESIGN   FOR  TEXTILE   FABRIC 

Curt  Erwin  Forstmann,  Montclair.  N.  J. 
Application  September  4.  1935.  Serial  No.  58.4:^1 
Term  of  patent  14  years 


The  ornamental  design  for   textile   fabric  as 
shown  and  described. 
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97.186 

DESIGN  FOR  A  DISPLAY  BOX 

Emanael  Ck>ldl>err,  Woodmere,  N.  Y. 

Application  February  12.  1935,  Serial  No.  55,364 

Term  of  patent  7  years 


■Si'Ci:; 


i^~'" 


The   ornamental   design    for   display   box,    as 
shown. 


97,187 

DESIGN  FOR  A  BURIAL  CASKET 

Hans   P.    Hansen,   Syracuse,  N.  Y.,   assignor   to 

Marsellus  Casket  Company,  Syracuse,  N.  Y.,  a 

corporation  of  New  York 

Application  August  30,  1935,  Serial  No.  58,378 

Term  of  patent  7  years 


BLU 


The  ornamental  design  for  a  burial  csisket  sub- 
stantially as  shown  and  described. 


97,188 

DESIGN  FOR  A  STREET  AND  fflGHWAY 

MARKER  OR  LIKE  ARTICLE 

John  A.  Harriss.  New  Yoric,  N.  Y. 

Application  December  11,  1933,  Serial  No.  59,923 

Term  of  patent  3^4  years 


The  ornamental  design  for  a  street  and  high- 
way marker  or  like  article,  as  shown. 


97,189 
DESIGN  FOR  A  SHOE 
Arent  Heil,  Upper  Darby.  Pa.,  assignor  to  Laird 
Schober  &  Company,  Pliiladelphia,  Pa.,  a  firm 
comprising  George  S.  Laird,  Samuel  S.  Laird, 
and  J.  Laird  Schober 
Application  August  31,  1935,  Serial  No.  58.397 
Term  of  patent  3»2  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown. 


97.190 
DESIGN  FOR  A   SHOE 
Arent  Heil.  Upper  Darby,  Pa.,  assignor  to  Laird 
Schober  &  Company,  Philadelphia,  Pa.,  a  firm 
comprising  George  S.  Laird,  Samuel  S.  Laird, 
and  J.  Laird  Schober 
Application  August  31.  1935,  Serial  No.  58.398 
Term  of  patent  3^2  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown. 
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97.191 

DESIGN  FOR  A  PENHOLDER  DESK  UNIT  OR 

SIBOLAR  ARTICLE 

Thomas  HUl,  New  York.  N.  Y. 

ApplicaUon  February  28.  1935,  Serial  No.  55,650 

Term  of  patent  3V^  years 


The  ornamental  design  for  a  penholder  desk 
unit  or  similar  article  substantially  as  shown  and 
described. 


97.192 

DESIGN  FOR  A  COLLECTION  BOX 

FOR  SALES  TAX 

William  Arthur  Honeyman.  San  Anselmo.  Calif. 

AppUcation  Mareh  1.  1935.  Serial  No.  55.689 

Term  of  patent  7  years 


The  ornamental  design  for  a  collection  box  for 
sales  tax,  as  shown  and  described. 


97.198 

DESIGN  FOR  A  COSMETIC  DISPLAY  STAND 

Georve  Horter,  Baldwin.  N.  Y..  and  Enooh  Nonis 

Brown.  Brockton.  Blass..  assignors  to  Lentheric 

Incorporated,  New  York,  N.  Y..  a  corporation 

of  New  York 

Application  Aarust  21.  1935.  SerUl  No.  58,226 
Term  of  patent  Sis  years 


The  ornamental  design  for  a  cosmetic  display 
stand  substantially  as  shown  and  described. 


97.194 
DESIGN  FOR  A  SHOE 
Leo  J.  Jordan.  St.  Louis.  Mo.,  assignor  to  Interna- 
tional Shoe  Company,  St.  Louis.  Mo.,  a  corpo- 
ration of  Delaware 

Application  August  5.  1935.  Serial  No.  57.955 
Term  of  patent  14  years 


TIm  ornamental  design  for  a  shoe,  substantially 
as  shown  and  described. 


October  15, 19S6 
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97,195 
DESIGN  FOR  A  SHOE 

Leo  J.  Jordan,  St.  Louis.  Mo.,  assignor  to  Interna- 
tional Shoe  Company,  St.  Louis,  Mo.,  a  corpo- 
ration of  Delaware 

Appllratioii  August  5,  1935,  Serial  No.  57.956 
Term  of  patent  14  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown  and  described. 


97.196 

DESIGN  FOR  A  GLASS  BOTTLE 

Lawrence  J.   Kihn,   Pittsburgh.   Pa.,   assignor    to 

J.  T.  &  A.  Hamilton  Company,  a  corporation  of 

Pennsylvania 

Application  June  6.  1935.  Serial  No.  57.171 

Term  of  patent  7  years 


97,197 

DESIGN  FOR  A  HAND  BAG 

Florence  N.  Lewis,  New  York,  N.  Y. 

AppUcation  August  9,  1935.  Serial  No.  58,034 

Term  of  patent  7  years 


The  ornamental  design  for  a  glass  bottle,  sub- 
stantially as  shown. 


The  ornamental  design  for  a  handbag,  as  shown 
and  described. 

97,198 

DESIGN  FOR  A  BOTTLE 

Frank  McLaughlin,  CtUcago.  111.,  assignor  to  Carr- 

Lowrey  Glass  Co..  Baltimore,  Md. 

.Application  July  5,  1935.  Serial  No.  57.536 

Term  of  patent  14  years 


The  ornamental  design  for  a  bottle,  as  shown. 


97,199 
DESIGN  FOR  A  CURTAIN  FABRIC 

Joseph  Meyer,  New  York.  N.  Y. 

Application  August  20.  1935,  Serial  No.  58.213 

Term  of  patent  7  years 


-\- 


The  ornamental  design  for  a  curtain  fabric,  as 
shown. 
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DESIGN  FOR  A  SHOE 

ChATles  Mormli.  Forest  HiOs,  N.  T.,  aarifnor  to 

Defamui,  Ine^  New  Terk,  N.  Y. 

AppUcation  Amrvst  28. 1935,  Seriml  No.  58,342 

Term  of  patent  3H  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown  and  described. 


97JS«1 

DESIGN  FOR  A  SHOE 

Charles  MoraU.  Forest  Hills.  N.  T..  assUrnor  to 

Defanan.  Inc..  New  York,  N.  Y. 

AppUcation  An^vst  28, 1935.  Serial  No  58.344 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  shoe,  substantially 
as  shown  and  described. 


97;M2 
DESIGN  FOR  AN  ASH  TROUGH 

Roy  O.  Nereim.  Chicaffo,  HL,  assignor  to  General 

Electric  ComiMuiy,  a  eorpormtlon  of  New  York 

Application  July  24,  1935,  Serial  No.  57,796 

Term  of  patent  14  years 


Tho  ornamental  design  for  an  ash  trough,  as 
shown,  ^ 


97,MS 
DESIGN  FOR  A  PENCIL  OR  SIMILAR 

Edcar  R.  Niehols,  Moorestown.  N.  J. 

Application  Aurnst  7,  1935.  SerUI  No.  57385 
Term  of  patent  7  years 


^ 


\l 


1) 


y 


The   ornamental  design   for  pencil   or  similar 
article  substantially  as  shown. 

97,204 
DESIGN  FOR  A  CLOCK  CASE 
.Amos  E.  Northup.  Royal  Oak.  Mich.,  assignor  to 
General    Electric    Company,    a    corporation    of 
New  York 

AppUeatlon  Aagnst  13.  1935.  Serial  No.  58.113 
Term  of  patent  14  years 


The   ornamental    design    for   a   clock    ca.se    as 
shown. 


97,295 

DESIGN  FOR  A  CONTAINER  CAP 

OR  THE  LIKE 

Robert  G.  Peck,  Jr..  Chicago,  111.,  assijrnor  to  The 

Aridor  Company,  Chlcaro,  111.,  a  corporation  of 

Illinois 

AppUcation  July  25.  1935.  Serial  No.  57.804 

Twm  of  patent  3Vi  years 


The  ornamental  design  for  a  container  cap  or 
the  like  substantially  as  shown. 
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97.2t6 

DESIGN  FOR  A  COASTER  WAGON 

John  G.  Rideout,  Perrysborf,  Ohio,  asslfnor  to 

The     American-National     Company.     Toledo, 

Ohio,  a  corporation  of  Ohio 

AppUcation  April  13.  1935.  Serial  No.  56.363 

Term  of  patent  7  years 


/»• 


/ 


V 


r-l-JN» 


m 

\  ^  -»»*/*' 


"E 


r-k^^;i 


The   ornamental   design   for   a   coaster   wagon, 
substantially  a.s  shown  and  de.scnbed. 


97,207 

DESIGN  FOR  A  COMBINATION  SALT  ANT) 

PEPPER  SHAKER 

Arihar  A.  Rirny.  MOford,  Pa. 

AppUcation  July  13,  1935,  Serial  No.  57.616 

Term  of  patent  7  years 


/^?        ^ 


\So  ^ 


^=^ 


m^ 


Y     •  •  *     •••T 
^^>i    •  •  •     •  •  •    pi^^ 

^Wi      •  •  •      •   •  •      V^^ 


97,2t8 
DESIGN  FOR  A  DOOR  HANDLE 
Frederick  C.  Rnppel,  Grand  Rapids,  Mich.,  as- 
signor to  W.  B.  Janris  Company,  Grand  Rapids, 
Mich. 

AppUcation  August  31,  1935.  Serial  No.  58,381 
Term  of  patent  14  years 


■s 


The  ornamental  design  for  a  door  handle,  as 
shown. 


97,299 

DESIGN  FOR  AN  AUTOMATIC  TOASTER 

Abe  O.   Samuels,  Rochester,   N.  Y.,  assignor  to 

Samson-United  Corporation,  Rochester,  N.  Y. 

AppUcation  NoTomber  26,  1934,  Serial  No.  54,165 

Term  of  patent  14  years 


CL 


The  ornamental  design  for  a  combination  salt  |       The  ornamental  design  for  an  automatic  toast- 
and  pepper  shaker  as  shown.  '  er.  as  shown  and  described. 
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DESIGN  FOR  A  SHOE  OR  ARTICLE  OF 
ANALOGOUS  NATURE 
James  Shapiro,  BrookUne,  Maas.,  aasiinor  to  Uni- 
versal Shoe  Corporation.  Sanford,  Maine,  a  cor- 
poratiMi  of  Maasaehnsetts 
Application  Avrnst  29,  1935,  Serial  No.  58.357 
Term  of  patent  3 '  2  years 


The  ornamental  design  for  a  shoe  or  article  of 
analogous  nature,  substantially  as  shown. 


97,211 

DESIGN  FOR  A  BOTTLE 

Frasier    Smith,   Wheeling    W.    Va.,   assignor   to 

Hasel-Atlas  Glass  Company.  Wheelinc,  W.  Va.. 

a  corporation  of  West  VIrffinia 

AppUcation  June  29,  1935.  Serial  No.  57,465 

Term  of  patent  7  years 


97^112 
DESIGN  FOR  A  BOTTLE 

John  H.  Steaemaffle,  Da  Bois,  Pa.,  assimor  to 

Brockway  Glass  Company,  Inc.,  Brookway,  Pa. 

AppUcaUon  Aofiist  24.  19S5,  Serial  No.  58.274 

Term  of  patent  7  years 


The  ornamental  design  for  a  bottle,  as  shown. 


The  ornamental  design  for  a  bottle  as  shown 
and  described. 


97jeiS 

DESIGN  FOR  A  UGHTING  FIXTURE 

William  A.  Stone.  Kalamaxoo,  Mich. 

Application  December  21.  1934.  Serial  No.  54,533 
Term  of  patent  7  years 


ll 


The  ornamental  design  for  a  lighting  fixture, 
as  shown. 
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97,214 

DESIGN  FOR  A  JEWELRY  DISPLAY 

STAND 

Foster  Cecil  TroU.  Salem,  Ohio 

Application  June  28, 1935,  Serial  No.  57,437 

Term  of  patent  7  years 


The  ornamental  design   for  a  jewelry  display 
stand  as  shown^^ 

97,215 

DESIGN  FOR  A  CLOCK 

Paul    Schuyler   van  Bloem,   Great   Neck.   N.   Y., 

assignor  to  Viklnff  Products  Corporation.  New 

York.  N.  Y.,  a  corporation  of  New  York 

.Application  Aurust21.  1935.  Serial  No.  58.224 

Term  of  patent  3V^  years 


The  ornamental  design  for  a  clock,  as  shown. 

97,216 

DESIGN   FOR   A  MULTICELLULAR 

RECEPTACLE 

Louis  Marie  Paul  Charles  Vemin,  Melun,  France. 

assiirnor    to    Laboratoires    Galeniques    Vernin, 

Melun,  France,  a  corporation  of  France 

Application  June  30,  1934.  Serial  No.  52,416 

In  France  January  5,  1934 

Term  of  patent  14  years 


97,217 
DESIGN  FOR  A  HAND  MIRROR 
Albert  Wewetser,  Elgin,  IlL,  assiirnor  to  Illinois 
Watch  Case  Company,  Elgin,  m.,  a  corporation 

of  Illinois 
Application  August  15,  1935,  Serial  No.  58,128 
Term  of  patent  7  years 


The  ornamental  design  for  a  hand  mirror,  as 
shown. 


97.218 

DESIGN  FOR  A  BOTTLE 

Harry  H.  Wise,  Chicago.  111. 

Application  August  21,  1935,  Serial  No.  58,233 

Term  of  patent  7  years 


The  ornamental  design  for  a  multicellular  re- 
ceptacle as  shown. 


The  ornamental  design  for  a  bottle,  as  shown. 
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V1M9 

DESIGN  FOR  A  HAT 

Bertk»  Apf  el.  New  York.  N.  T. 

Applieatton  Avgiwt  tS.  1935.  Serial  No.  5»Jt6A 

Term  of  patent  m  years 


The  ornamental  design  for  a  hat,  as  shown  and 
described. 


97^220 
DESIGN  FOR  A  PHONOGRAPHIC  TRAN- 
SCRIBING MACHINE 
Leiand  Stanford  Brifgt,  Dooflaston,  N.  Y..  and 
Lelaad  D.  Bfortoa,  Biidceport,  Conn. 
ApiOicatloa  June  17,  19S5,  Serial  No.  57.302 
Term  of  patent  14  years 


97^1 

DESIGN  FOR  A  NOVELTY  DOLL 

William  A.  Carter,  Memphis,  Tenn. 

Application  Mareb  It.  1935.  Serial  No.  55.855 

Term  of  pa^nt  14  years 


c^'=:'t'v».TX=^j:  z-rs 


The  ornamental  design  for  a  novelty  doll  sub- 
stantially as  shown  and  described. 


97,222 

DESIGN  FOR  A  BRACELET  OR  THE  LIKE 

Michael  Chemow.  Brooklyn.  N.  Y.,  assignor  to 

Service  Patents  Corporation,  a  corporation  of 

New  York 

Application  Aurust  26.   1935.  Serial  No.  58.309 

Term  of  patent  14  years 


The  ornamental  design  for  a  bracelet  or  the 
like,  substantially  as  shown  and  described. 


97.223 
DESIGN  FOR  A  TEXTILE  FABRIC  OR  SIMI- 
LAR ARTICLE  OF  MANUFACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenick, 
New  York.  N.  Y. 
Application  Aafnst  SI.  1935.  Serial  No.  59.399 
Term  of  patent  iH  years 


The   ornamental    design    for    a   phonographic 
transcribing  machine,  as  shown. 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture,  as  shown  and 
described. 
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97,224 
DESIGN  FOR  A  TEXTILE  FABRIC  OR  SIMI- 
LAR ARTICLE  OF  MANUFACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenlck, 
New  York,  N.  Y. 
Application  August  31.  1935,  Serial  No.  58,400 
Term  of  patent  ZM  years 


The  ornamental  design  for  a  textile  fabric  or 
sunilar  article  of  manufacture,  as  sho\*Ti  and 
described. 


97,225 
DESIGN  FOR  A  TEXTILE  FABRIC  OR  SIMI- 
LAR ARTICLE  OF  MANUFACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenlck, 
New  York.  N.  Y. 
Application  August  31,  1935.  Serial  No.  58,401 
Term  of  patent  3}/k  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  as  shown  and 
described. 


97,226 
DESIGN  FOR  A  TEXTILE  FABRIC 

Curt  Erwin  Forstmann,  MontclaJr.  N.  J, 

Application  September  4,  1935,  Serial  No.  58,432 

Term  of  patent  14  years 


97  227 
DESIGN  FOR  A  TEXTILE  FABRIC 

Curt  Erwin  Forstmann,  Montolair,  N.  J. 

Application  January  2,  1935,  Serial  No.  54,637 

Term  of  patent  14  years 


The   ornamental   design    for   textile   fabric   as 
shown  and  de>cribed. 


97.228 

DESIGN  FOR  LEATHER  OR  SIMILAR 

ARTICLE 

Edwin  A.   Gallun.  Milwaukee,  Wis.,  assignor  to 

A.  F.  Gallun  &  Sons  Corporatkm.  Milwaukee, 

Wis.,  a  corporation  of  Wisconsin 

AppUcation  August  5.  1935,  Serial  No.  57.966 

Term  of  patent  3H  years 


The  ornamental  design   for  textile  fabric  as  '       The  ornamental  design  for  leather  or  similar 
shown  and  described.  '  article,  as  shown. 
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97;829 

DESIGN  FOR  A  BLOUSE 

Irying  Geist.  New  York.  N.  Y. 

Application  September  20,  1935.  Serial  No.  58.623 

Term  of  patent  3^4  years 


The  ornamental  design  for  a  blouse,  substan- 
tially as  shown,  and  described. 


97.230 

DESIGN  FOR  A  VEHICLE  PANEL 

ORNAMENT 

Werner  H.  A.  Gobits,  Detroit.  Mich.,  assis^nor  to 

Pacltard  Motor  Car  Company,  Detroit,  Mich.,  a 

corporation  of  Miehiran 

Application  January  30.  1935.  Serial  No.  55.139 
Term  of  patent  3V4  years 


The  ornamental  design  for  a  vehicle  panel  or- 
nament as  shown. 


97,231 

DESIGN  FOR  AN  AUTOMOBILE  STEERING 

WHEEL  COVER 

Franic  P.  Jackson.  Chicaf  o.  111. 

Application  Aurust  29.  1934.  Serial  No.  53.108 

Term  of  patent  14  years 


97.232 

DESIGN  FOB  A  RADIATOR  GRILLE   COVER 

Harry  E.  Kaemmer.  Fremont,  Ohio 

Application  AiMmst  23,  1935.  Serial  No.  58.254 

Term  of  patent  7  years 


The   ornamental   design   for   a   radiator  grille 
cover  substantially  as  shown  and  described. 


91JtZ3 

DESIGN  FOR  AN  ELECTRIC  CABLE 

TERMINAL 

Louis  A.  Koch.  Jr.,  Loaisville.  Ky. 

Application  January  16,  1934,  Serial  No.  50.420 

Term  of  patent  14  years 


The  omamentaJ  design  for  an  electric  cable 
terminal  as  shown  and  described. 


97.234 

DESIGN  FOR  LACE 

Seymour  Llndenbaam,  New  York,  N.  Y. 

Application  September  24.  1935.  Serial  No.  58.676 

Tom  of  patent  3Vi  yean 


The  ornamental  design  for  an  automobile  steer-  |       The  ornamental  design  for  lace,  substantially  as 
Ing  wheel  cover  as  shown.  i   shown,  and  described. 
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97,235 

DESIGN  FOR  LACE 

Seymour  Lindenbaum,  New  York,  N.  Y. 

Application  September  25.  1935,  Serial  No.  58,690 

Term  of  patent  3^2  years 


The  ornamental  design  for  lace,  substantially 
as  shown,  and  described. 


97  236 
DESIGN    FOR    A    COMBINATION    MIFF    AND 

HAND  BAG 

Rudolph  Lobel,  New  York,  N.  Y. 

Application  An^rust  30,  1935.  Serial  No.  58,368 

Term  of  patent  SVa  years 


The  ornamental  design  for  a  combination  muff 
and  handbag  substantially  as  shown. 


97  237 

DESIGN  FOR  A  COMBINED  MUFF  AND 

HAND  BAG 

Rudolph  Lobel,  New  York,  N.  Y. 

Application  August  30,  1935.  Serial  No.  58,369 

Term  of  patent  3H  years 


The  ornamental  desipn  for  a  combined  mufT 
and  handbag  substantially  as  shown. 


97  238 

DESIGN  FOR  A  COMBINED  MUFF  AND 

HAND  BAG    OR  SIMILAR  ARTICLE 

Rudolph  Lobel.  New  York.  N.  Y. 

Application  September  4.  1935,  Serial  No.  58,427 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  combined  muff 
and  handbag  or  similar  article  substantially  as 
shown. 
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97J839 
DESIGN  FOR  A  COMBINED  TRAILER  AND 

CANOPY 

Thmiow  E.  McFaU.  Sparta,  Mich. 

AppUcation  May  2«,  19S5.  Serial  No.  56.917 

Term  of  patent  14  years 


The  ornamental  design  for  a  combined  trailer 
and  canopy,  substantially  as  shown  and  described. 


97,249 

DESIGN  FOR  A  RADIATOR  COVER  FOR 

AUTOMOBILES 

Hyman  Mover,  Brookline,  Maas. 

Original  appUcation  October  23,  1934,  Serial  No. 

53.728.     Divided  and  this  appUcaUon  Aamst 

24.  1935.  Serial  No.  58,280 

Term  of  patent  14  years 


The  ornamental  design  for  a  radiator  cover  for 
automobiles  as  shown,  and  described. 


97,241 

DESIGN  FOR  A  VARIABLE   SPEED 

TRANSMISSION   UNIT 

Paal  B.  RecTes,  Colambas,  Ind.,  aasimor  to  Reeves 

Pulley  Company.  Colambas,  Ind..  a  corporation 

of  Indiana 

Application  June  21,  1934.  Serial  No.  52.260 

Term  of  patent  7  years 


The   ornamental   design  for  a  variable  speed 
transmission  unit,  as  shown. 


97.242 
DESIGN   FOR   A   SOUVENIR    KEY 

Herman  Rubenstein.  New  York.  N.  Y. 

Application  September  4,  1935,  Serial  No    58  423 

Term  of  patent  7  years 


to 


The  ornamental  design  for  a  souvenir  key.  as 
shown. 
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97,243 
DESIGN  FOR  A  HAT 

Samuel  Schener,  New  York,  N.  Y. 

Application  September  7,  1935.  Serial  No.  58,467 

Term  of  patent  3H  years 


''■'-■•  ».  . 


The  ornamental  design  for  a  hat  as  shown  and 
described. 


97,244 
DESIGN  FOR  A  CARPET   SWEEPER 
Findley   Williams,  Park   Ridfe,  IlL,  assimor  to 
Bissell  Carpet  Sweeper  Company,  Grand  Rapids, 
Mich. 

AppUcation  August  21,  1935,  Serial  No.  58,229 
Term  of  patent  7  years 


97,245 

DESIGN  FOR  A  CARPET  SWEEPER 

END  PLATE 

Findley  Williams,  Park  Ridfe,  IlL,  assirnor  to 
Bissell  Carpet  Sweeper  Company,  Grand  Rapids, 
Mich. 

AppUcation  August  21.  1935.  Serial  No.  58,230 
Term  of  patent  7  years 


The  ornamental  design  for  a  carpet  sweeper 
end  plate  substantially  as  shown. 


97,246 

DESIGN  FOR  LACE 

WiUiam  H.  Woodhonse,  Hightstown,  N.  J. 

AppUcation  September  24,  1935,  Serial  No.  58,675 

Term  of  patent  3^  years 


The  ornamental  design  for  a  carpet  sweeper.  The  ornamental  design  for  lace,  substantially 

substantially  as  shown.  I  as  shown. 
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4fl,C15,  Indus' ve. 
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18,742.  inclusive. 


Patents 814— No.  2,017.h36  to  No.  2,018.649,  inclusive. 

Design.* 74— No.       97,247  to  No.       97.320  indu«ive. 

Total 1,180 


Adverse  Decisions  b  Interference 

In  Interfereiicf^s  irivnlvlnjf  the  linilcatod  claims  of  th« 
following  patents  final  cUci.'^KiDs  have  ln-en  rendered  that 
the  re8i)ectlve  patentees  were  not  the  first  inrentors  with 
respect  to  the  claims  listed: 

Tat.  1,875.216,  W.  T.  Cappt,  Looomotlre  stoker,  de- 
cided August  6,  1985,  claim  11. 

Pat.  1,900.764.  F.  C.  Blanchard,  Labricatlng  s.VBtem,  de- 
cided September  9,  1936,  claims  4,  5,  6,  8,  and  9. 

Pat.  1,!»04.041.  O.  V.  Evana,  Cleaning  brush,  decided 
October  4,  1935.  claim  5. 

Pat.  1,918,181,  H.  O.  Cram.  Digestion  of  fibrous  mate- 
rial. de<l<!ed  Sf>ptember  12.  1935,  claims  1,  2,  4,  6.  and  6. 

Pat.  1.955,130.  D.  D.  Israel.  Radio  receiving  circuit, 
decided  October  1,  1935,  claims  2,  8.  4.  5,  and  6. 

Pat.  1.970.311.  n.  K.  Ives.  Projection  of  images  for 
▼lewlng  in  atereoscopic  relief,  decided  September  11,  1986, 
claims  1,  2.  3,  5.  7,  8,  and  9. 


Briefs  in  Appealed  Cases 

.Ml  liripf-s  filed  in  this  Offlre  should  hnve  consplriionsly 
printed  thfrerm  a  stnff^ment  deslirnstinc  the  pnrtlnilar  trf- 
bunnl  of  the  Patent  Office  to  which  the  brief  Is  addressed. 


Adjadkated  Patents 

(D.  C.  N.  Y.)  Maccarone  patent.  No.  1.669,823,  for 
shoe  structure,  claim  2  Beld  unpatentable  over  prior  art. 
Maccarone  v.  Pincut  rf  Tobiag,  11  F.  Supp.  248. 

(C.  C.  A.  N.  J.)  Marcalus  patent.  No.  1.630,495.  for 
box  for  paper  rolls,  claims  1  and  2  Held  infringed.  Au- 
tomatic Paper  Machinery  Co.  v  Julivt  Lerine  dt  Co  78 
F.{2d)  504. 

(C.  C.  A.  111.)  Clark  patent.  No.  1.807.587,  for  oil  seal, 
claims  3,  4.  5,  6.  7.  and  8  Held  valid  and  Infringed,  claims 
1,  2,  0.  and  10  Held  Invalid.  Chicago  Rawhide  Ufg.  Co.  t. 
Victor  Mfg.  d  Oahket  Co.,  78  F.  (2d!  417. 

(C.  C.  A.  Ul.)  Clark  patent.  No.  1.807,569.  for  oil  t«- 
falner,  claims  1  and  '2  held  inralld.     Jd. 

(C.  C.  A  III  >  Clark  patent.  No.  1.819,871.  for  oil  seal, 
claims  3  and  4  Held  Invalid.     Id. 

(D.  C.  N.  Y.)  Sblcca  patent.  No.  1.838.708,  for  shoe 
and  method  of  making  same,  claim  2  Held  invalid.  Sbicca- 
Method  Hhoes  V.  M.  Wolf  d  Bona,  11   F.  Supp.  239. 

(D.  C.  N.  Y.)  Sblcca  patent.  No  1,902,726.  for  method 
of  producing  complementar.v  insole-outsole  combinations 
claims  1  to  4  Held  invalid      Jd. 

(D.  C.  N.  Y.)  RosHnberK  patent.  No.  1,978,145,  for  An- 
chorage device  Held  Infringed.  Rotenberg  v.  Oroov-Pin 
Corporation,  11   F.  Supp.  380. 


Trade-Mark  Registrations  Canceled 

124.814.  Bituminous  compositions.  Briggs  Bituminous 
Composition  Co.,  New  York.  N.  Y.  Registered  March  18. 
1919.     Canceled  September  26,  1985. 

152.243.  Bluing.  Morris  Nedlln.  Chicago,  111.  Regis- 
tered February  21,  1922.    Canceled  September  26,  1936. 

184,480.  Internal-combustion  engines  and  their  parts. 
Ray  Motor  Company.  Detroit,  Mich.  Registered  May  27, 
1924.     Canceled  September  20.  1935. 

316,026.  Hair  (onlc.  Capatoue  Products  Co.,  Inc..  New 
York.  N.  Y.  Registered  August  7,  1934.  Canceled  Septem- 
ber 26.  1935. 

317.237.     Brandy,  whiskey,  and  rum.     Protective  Union. 
Inc.,   Worcester,    Mass.      Registered   September    18.    1984 
Canceled  September  26,  1935. 

828,369.  Coal.  Qluliano-Carplne  Coal  Company.  Flor 
ence.  Colo.  Registered  April  9.  19:55.  Canceled  Septem 
ber  26,  1936. 


Printed  Copies  of  Trade-Marks 

A   printed   copy  of   the  drawing  and   statement  of  nnv 
registered  trade  mark  can  be  obtained  for  ten  cents. 
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(ToUl  oumbar  o/  applimtiom  awaiting  action,  exdoding  Trsd»-Mark  Division.  32,381;  Trade-Mark 
DiHilon.  1.087     Oktet  n«w  cam,  June  5,  ltS5;  oldest  amended,  June  5,  1935  ) 


DiwoNs,  EzAMivBaa.  i.in>  Sitbjbcts  or  Iktbntioms 


1.  LOEFFLER.  F.  A.,  Baths  and  Closets;  Sewerage;  Domestic  Cooking  Vessels;  Clonire  Operators; 
Fences;  Oates;  TlUbwe. 

X  HERRMANN.  D..  Fishing  and  Trapping;  Dairy.  Animal  Husbandry;  Presses.  Tobaoco.  Veloci- 
pedes; Butchering;  Bee  Culture. 

t.  LIND3EY,  A.,  Heating;  MaUl  Founding;  MetaDurgr,  Metal  Treatment;  Electric  Furnaces 

4.  DONNELLY,  A.  E.  (Aet).  Conveyon;  HolsU;  Handling  Apparatoi  and  Implements;  Eicavat- 
Ing;  Elevators:  Fire  Escapes;  Ladders;  Scaffolds;  Store  Service;  PneumaUc  Deepatcb;  Fluid  Pres- 
sure Brakes. 

5   MACNAB.J.F.  Harvesters;  Mtjsic;  Aeoastles;  Soasd  Reeordinr.  Knotters;  Boeklee,  Buttons,  Etc 

6.  LBWBR3,  A.  M..  Carbon  Chemistry - ,  .  «-, 

7.  JARBOE,  C.  O..  Optics;  Photography 

8.  ADAMS,  F.  L.,  Beds;  Chairs;  KitelMB  and  Table  Articlaa;  Racks  and  Cabinets. „  .. 

9.  ADAMS,  R.  E.  Pomps;  Fluid  and  Fluid-Current  Motors 

10.  HUNTBR,  O.  F..  Land  VeMdaB— Animal  Draft  Ap{tUaae«,  Bodies  and  T«ps;  Vetiieie  Fenders. . . 

11.  BBNHAM,  B.  v..  Boots,  Sheea,  and  Untair,  Button.  Byelet,  and  Rivet  8e«^  Haraess;  Leather 
_Mam^h(to«8;  NaUing  and  BUpttnc:  Whip  AppwBtos:  Hl^ 

la.  HENRY.  C.CMaefataw  Elements;  CyUndersand  Pistons;  MeekaaiealBtMters;  Stop  Mechanisms. 

13.  BORLIK,  F.  J.,  Oear  CutUng.  MUUng,  and  Planing:  Metal  Drawinr  Metal  Forglnc  and  WekUn; 

Metal  Roiling;  Meta)  WorUng;  Needle  and  PtaMakliw:  Tarotar.  Bortiw  and  Drilling. 

14.  BRUMBAUOH,  N.  J.,  Farriery;  Metal  Bending;  Meta)  Tools  and  ImptaneDts.  MOctac.  Sbaet 

Metal  Ware,  Making;  Wire  Fabrics;  Wire  Working;  Metal  Working.  Blanks  and  Prooaasaa. 

15.  WORRELL.  L.  W  ,  Olaas;  Plastic  Block  and  Earthenware  Apparatus;  Plastics  

16.  SPENCER- C.  J.,  Telegraphy;  Talephony 

17.  ARMSTRONG.  H.,  OmameDtatlon;  Paper  ManufBctores:  Printing;  Type  Casting;  Sheet-Mate^ 

rial  AsBociaUng  or  Folding- Sheet  or  Web  Feeding;  Tyn  Setting. 
15-  S^?,TJL'?i  ^-  *  •  Motors,  Expansible-Chamber  Type;  Power  Plants;  Speed- Responsive  Devices. 
10.  KENNEDY.  A.  R..  Furnaces  and  Stoves;  Fuel  Burners 

^  259yjl:„^A  J?  •J*'*^S*°^"  Hardware:  doswe  Fasteners;  Lock*;  LatelMB;  Safes;  tJnderUklng. 

21.  THOMPSON.  T.  J.  Textiles;  Cloth  Finishing .7.7?^ 

32.  RINQLE,  D.,  AaronauticB;  Firearms.  Ordnance,  and  Explcahre  Devices;  Air  buns.  Catapults,  and 

Targets- Boats  and  Buoys- Ships;  Marine  Propulsion. 

23.  BUTTNER,  W.  J.  (Act.).  Coin  Handling;  Recorders;  Registers 

34.  DURA8.  C.  O.,  Apparel:  Apparel  Apparatus:  Oarroent  Supportws;  Sewtog  Machines. 

36.  BLAKELY.  C.  F  ,  Classifylne  Solids;  Centrifugal- Bowl  Separators;  Mills;  Threehlng;  Vegetable 

and  Meat  Cutters  an<i  Commlnutors. 
36l  ADAMS,  W.  M.,  Eleetrtdty,  Oeneratlon;  MoUve  Power .    . 


27.  CLARK.  W.  N.,  Brushing,  Scrubbing,  and  Cleaning;  Washiiw  Apparatus 

28,  BENSONi  A.  R.,  IntaTiJ-Combustlon  Engines.. 


SHKLArIn.  J.  B.  (.Act.).  Woodworking: "Tools;  Compound  TooU;  Foraitnre;' Metal "Workt^: 
Cloth.  Leather,  tod  Rubber  Reoentaeleit;  Baggage;  Package  and  Article  Carriers;  Deposit  and 
Collection  Receptacles;  Supports,  Tables. 

30.  SHIPMAN,  J.  L..  Aotamatle  Temperature  and  Humidity  Regulation;  IDuminating  Burners; 

IIlumiQation;  Thermostats  and  Hnmidostats. 

31.  DUNroMBE,  C.  3.  (Act.).  Oas,  Heatlmt  and  niumlnating;  Mineral  Oils       

3Z  BARTHOLO.MEW,  J.  A,  Oas  and  Liquid  Contact  Apparatus;  Heat  Exchange;  Oas  Separation 

33.  WYM .AN.  W.  I.,  Bridges;  Masonry,  Concrete,  Metallic,  and  Wooden  Structures;  Roob;  Roads 

and  Pavements. 

34.  3APERSTEIN.  S  .  Electricity,  Transmission  to  Vehicles;  Ralhrays.  Rolling  Stock.  Switches,  and 
•      Simab;  Track  Sanders. 

35.  REYNOLDS,  B.  C,  Card  and  Sign  Exhibiting;  Signals;  Dispensing;  Filling  and  Closing  Portable 

Raosptacies. 

36.  McFaVdEN,  a.  D.,  Measuring  Instruments;  Force  Measuring;  Automatic  Weighers 

!!•  ^JF^^*"*'  ^-  K-.  Btoctridty.  Cirrult  Makers  and  Breakers;  Light-Sensltlve  Circuits 

38.  KRAFFT.  C.  F.,  Earth  Boring;  Hvdraullcand  Earth  Engineering;  Mtniiw  and  Quarrytxw;  Stone- 
working;  Wells;  Plastic  Compositions. 

S    ^J^JIV^y-Ji  '-i  "a«<»-P«wnra  Regulators;  Multiple  VaHea;  Valvas;  Water  Distrihotlon 

!?•  2,'^K,Sy^,v"^.i''^»'*'^*'^^«xl^P»P«'«>dSpeciarReceptad« 

41.  WHITNEY.  M.  L..  Raflway  and  Land  Vehicles.  Wheels  and  Axles;  ResOfent  Tires  and  WheeU; 
^«    r^^^S^^'^^f^^}^'  ^»0^*l  I>«ft  Appliances;  Spring  Devices;  Typewriting  Machines 
41  CUTTING,  H.  O.  Electric  Signaling.. 

43.  KLINOE,  E.  F..  Medicines.  Poisons  and  Cosmetics;  Bleaching  and  Dyeing;  Explosive  Composi- 

tions-Sugar  and  Starch. 

44.  SHAFFER,  C.  H..  Refrigeration;  Dbpen.<<lng  Beverages . 

45.  HILL.  H.  £>..  Pulleys  and  Shafting;  LubricaUon;  Bearings  and  Guides;  Metori;  Vidy-Oimnthm 

Meefaanlam;  Engine  Cooling.  »^-~^ 

46.  TAYLOR,  M..  Evaporators;  Fluid  Sprinkling;  Fire  Extinguishers;  Boilers;  Heating  Systems;  Coat- 

tM  Implements. 

47.  BARKER,  H..  Clutch«;  Brakes 

48.  ROEPKE.  O.  B..  Electricity,  General  Applications;  igniters 

S-  «?^E-^^^^^'  ^-  ^  •  Check-Controlled  Apparatus;  Ventilation;  Driers;  Liquid  Purlfkaitlon.     .  .. 

50.  BLAKE,  C.  L.,  Varnish;  Coating  Processes;  Carbohydrata  and  Condensation  Products;  Cellulose; 

Rubber. 

51.  BACKUS.  C.  D^  Radiant  Energy 

5i  KNOTTSjM    K  .  Supports;  Chucks;  Joint  Packing;  Pipe  and  Rod  Joints  or  CoupUngs;  TooY-" 

^    T,¥!^^^T*^^"^'  ***tos  and  Pipes:  Cooduita  and  Housings;  Laminated  Paekii». 

•*•  *^«r^*  **■  *^'  »<'<*':  Manifolding;  Printed  Matter:  Stationery;  Education;  Paper  Files  and 

Binders;  Tents,  Canopies,  Umbreflas,  and  Canes;  Curtains,  Shades,  snd  Screens:  Toilet;  Label 

Pasting  and  Paper  Hanging. 
54.  WAITE.  W.  E  .  Electric  Lamps;  Vapor  Electric  Devices;  Space  Discharge  Tubes:  Electricity, 

Medical  and  Surgical. 

**•  59S^J?^'  ^-  '^-  Catlery;  Artifldal  Body  Members;  Dentistry:  Surgery 

«    rr9J?JA^- J  i'  Kleftrochemlstry;  Laminated  Fabrics:  Paper  Making,  Substance  Preparation... 

57.  NIC0L80N,  O.  D   O  .  Cutting  and  Ptanchfng;  Bolt.  Nut.^lvet.  Nan.  Screw.  Chain,  and  Horse- 

shoe Making;  Driven  and  Screw  Fastenings;  Jewehr:  Not  and  Bolt  Locks;  Toys;  ExertMng 

D6T1069, 

58.  DOWELL,  E.  F..  Abrading;  Bottles  and  Jars 

50.  RICHARD.  V.  I.,  Chemistry:  Fertilisers  

60.  GLAS3,  R^.,  Elertricity.  Heating,  and  Weiding;  BattMiM;  Redstanoes  and  Rhiostats;  Prime- 
Mover  Dynamo  PlanU. 

6L  PARKS,  CK  E.,  Laminated  Electrical  InsulaUon,  Belt.  Hose.  Tire,  and  Ball  Making;  Winding  and 
ReMlng;  Pushing  and  Pulling:  Horology:  Time-Controlling  Apparatus. 

62.  COCHRAN.  wTw  .  Games;  Geometrical  Instruments 

2^-  ^l^^^JiT^J.^^'  ^   °-'  Prtmnrlne.  Bread,  Pa.stry,  and"  Confection  Making;  Agitating!""""" 

64.  NASH.  P   .M..  Acetylene:  Distillation;  Gas  Mixers;  Oils,  Fats,  and  Ghie;  Liqufd  Co«tii«  Com- 

JpontJoos;  Fuel;  .Vloohoi. 

65.  McDERMOTT,  F.  P.,  Electricity,  Conductors:  Repeaters:  Relays;  Wave  Transmission 

TnAoc-Maau.  Lab«u.  awd  Pmnrrs:  P.  A.  RICHMONd(T3;^~?'^1;.--v 

Dbhows,  H.  H.  KALUPY  (Act).     ...  viMmt  ana  mnjs 
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U.  S.  Court  of  CsttoBt  aad  Patest  Appeab 

In  re  jBNifiNos 

No.  t^Si,    Decided  April  IS,  JM5 
176  P.(2d)  404] 
PATB.VTABIMTT— ClBCniT   INTMBCTPTWI. 

Clalma  for  a  circuit  Interrupter  Held  patentiible  over 
the  prior  art. 

Appeal  from  the  Patent  Office.    Reversed. 

Mr.  O.  H.  Bgchholz,  Mr.  F.  W.  Lyle,  Mr.  Ralph  B. 
Swinffle,  and  Mr.  Raymond  L.  Jonet  for  Jennlnga 

Mr.  T.  A.  Hottetler  and  Mr.  Howard  S.  Miller  for 
the  Commissioner  of  Patents. 
Bland,  J.: 

After  allowing  several  claims  In  appellant's  ap- 
plication for  a  patent  on  electrical  switch  mecha- 
nism, the  I'rlmary  Examiner  of  the  United  States 
Patent  Office  rejected  claims  1  to  9,  inclusive.  Upon 
api^eal  to  the  Board  of  Appeals,  the  Examiner's  de- 
cision as  to  claims  6,  7,  and  8  was  reversed,  and  as 
to  the  remainder  of  the  claims  his  decision  was  af- 
firmed. Appeal  has  been  taken  here  from  the  de- 
cision of  the  Board  of  Appeals  as  to  claims  1,  2,  3,  4, 
5,  and  9,  and  in  this  court  appellant  has  moved  to 
dismiss  the  appeal  as  to  claim  9.  Claims  1,  2,  3,  4, 
and  5  follow : 

1.  In  a  circuit  interrupter,  means  to  establish  an  arc. 
are  eztlntulshlnflr  means  for  said  arc  comprlslna  a  plu- 
rality of  metal  plates  having  open  space*)  there  be  twten. 
one  or  more  of  said  plates  having  openings  extending 
therein  from  one  edge  thereof  and  being  of  iron  for  mov- 
ing Raid  arc  in  said  plates  and  retaining  It  therein  until 
eztingulalied. 

„  2.  In  a  circuit  Interrupter,  a  moving  contact  for  estab- 
llshlng  an  arc.  arc  extinguishing  means  for  said  arc  com- 
prising a  plurality  of  metal  plates  having  open  spaces 
therebetween,  one  or  more  of  said  plates  having  elon- 
gated openings  extending  therein  from  one  e<lge  thereof 
and  said  openings  being  of  a  width  only  Blightly  greater 
than  said  contact  and  said  plates  being  of  a  ferrous  ma- 
t^rUl  'or  retaining  said  arc  therein  untU  extinguished. 

3.  In  combination,  means  to  establlah  an  arc,  and  arc 
extinguishing  means  for  said  arc  comprising  a  plurality 
of  plates  of  a  ferroUK  material  havlcg  ventilating  passages 
therethrough  for  moving  said  arc  in  said  arc  extinguish- 
ing means  and  opposing  motion  of  said  arc  out  of  said 
arc  extlnguiahing  mt-ans,  said  ventilating  passages  being 
open  at  one  or  more  edges  of  said  plates  to  permit  the  es- 
cape of  gas  from  between  said  plates. 

4.  In  combination,  means  to  ettabllsh  an  arc,  and  arc 
eztlnguisliing  means  for  said  are  comprising  one  or  more 
platea  of  iron,  having  narrow,  deep  slots  extending  there- 
in from  one  edge  thereof  and  open  spaces  therebetween, 
for  morlng  aald  arc  in  said  arc  extlcguiiihlng  meau^<  and 
opposing  motion  of  said  arc  out  of  said  arc  exfingulshlne 
means. 

5.  In  combination,  means  to  establish  an  arc.  and  arc 
extinguishing  means  for  said  arc  consisting  of  a  plurality 
of  slotted  plates  of  a  ferrous  matorlalL  having  spaces 
therebetween  which  are  open  to  permit  flow  of  arc  gasPs 
out  from  between  aald  plates  In  a  direction  transverse  to 
the  arc,  for  moving  said  arc  in  said  arc  extinguishing 
means  and  opposing  motion  of  said  arc  out  of  said  arc 
extinguishing  means,  said  slots  in  all  of  said  plates  being 
aligned. 

In  order  that  the  precise  invention  here  claimed 
may  be  fully  understood,  it  Is  regarded  as  essential 
to  set  out  In  considerable  detail  the  history  of  the 
application  at  bar  and  related  applications  by  appel- 
lant, as  well  as  a  rather  detailed  description  and 
explanation  of  the  construction  and  characteristics 
of  appellant's  switch. 

The  feature  of  the  switch  mechanism  Involved 
here  is  In  the  art  relating  to  arc  extingnlshing  de- 
vices, which  device  Is  applied  to  the  contacts  of  n 


circuit  interrupter,  such  as  knife  switch  or  other 
circuit  breaker.    When  the  circuit  is  interrupted,  an 
arc  is  drawn  between  the  fixed  and  moving  contacts. 
The  arc  Is  frequently  of  such  high  temperature  that 
the  contacts  will  be  melted  or  burned  if  not  con- 
trolled quickly.     Appellant  has  provided  an  extin- 
guisher which  quickly  quenches  the  arc.    While  the 
device  may  be  applied  to  different  kinds  of  circuit 
interrupters,    its   performance   is    best   understood 
when  applied  to  an  ordinary  knife  switch.    In  order 
to  break  the  circuit  In  such  a  switch   which  has 
one  end  pivoted,  the  knife  blade  Is  moved  to  open 
position  and  at  the  instant  of  opening  the  arc  be- 
gins.   Appellant's  device  comprises  a  stack  of  metal 
plates  having  magnetic  qualities,  such  as  iron  or 
other  ferrous  material,  surrounded  by  nonconduc- 
tive  material.    Between  each  plate  Is  left  an  open 
space  for  ventilation,  and  the  plates  are  held  apart 
by  Insulating  strips  which  are  substantially  of  the 
same  thickness  as  the  plates.     Each  plate  is  pro- 
vided  with  a   groove  or  slot,   which   slots   are   so 
disposed  as  to  be  In  alignment.     In  the  case  of  a 
knife  blade  switch,  when  the  knife  blade  is  moved 
out  of  contact  position,  the  blade  passes  into  the 
slotted  aperture  in  the  stack  of  plates,  and  the  arc 
is  divided  up  by  coming  Into  close  contact  with  the 
magnetic  metal  plates,  and  the  heat  is  dissipated 
and  any  gases  which  accumulate  pass  out  through 
the  ventilating  holes.    One  of  appellant's  construc- 
tions involves  disposing  the  plates  at  an  angle  to  one 
another  and  In  another  the  plates  are  placed  in 
staggered  relation. 

The  references  relied  upon  are:  Dempster, 
854,723,  May  28,  1907 ;  German  patent,  266,745,  No- 
vember 29,  1913 ;  German  patent,  272,742,  AprU  8, 
1914 ;  British  patent,  208,521,  July  24,  1924. 

The  Examiner,  in  an  elaborate  statement  of  his 
grounds  of  rejection,  held  first,  that  the  claims  were 
fully  met  by  the  applicant's  British  Patent  No. 
208,521,  the  application  for  which  corresponded  to 
applicant's  original  United  States  application,  Se- 
rial No.  606,565,  filed  December  13, 1922. 

The  Board  of  Appeals  reversed  the  Examiner  on 
this  holding  and  held  that  the  British  patent  should 
not  be  regarded  as  prior  art  In  view  of  the  fact  that 
the  present  application  was  a  proper  continuation 
of  applicant's  1922  United  States  application  No. 
006,565,  which,  as  we  have  before  stated,  corre- 
sponded to  and  was  for  the  same  invention  as  the 
British  application. 

The  claims  of  appellant's  application  Serial  No. 
606,565,  filed  December  13,  1922,  were  rejected  by 
the  Primary  Examiner  and  appeal  was  taken  to 
the  Board  of  Appeals,  and  the  Examiner's  rejection 
was  affirmed,  the  claims  being  rejected  on  the  Ger- 
man patent  266,745.  In  appellant's  said  original 
United  States  application  No.  606,565,  the  claims 
di<l  not  call  for  the  use  of  plates  of  iron  or  ferrous 
material  as  do  the  claims  at  bar. 
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The  second  ground  of  rejection  of  the  Examiner 
was  that  the  claims  were  "unpatentable  over  Ger- 
man patent  26t),745  In  view  of  Dempster,  e8i)ecially 
In  further  view  of  German  patent  272,742."  As  to 
all  the  claims,  the  Examiner  was  of  the  opinion 
that  It  was  not  Inventive  to  make  the  plates  of  the 
German  patent  266,745  of  Iron  or  steel,  It  being  pro- 
vided In  the  said  German  patent  that  the  plates 
were  to  be  made  of  metal,  no  particular  metal  be- 
ing named. 

The  Dempster  patent  No.  854,723  relates  to  an  arc 
quenching  device  for  a  fuse  and  shows  a  stack  of 
round  plates  having  a  central  aperture  for  the  fuse. 
Demi)8er  taught  that  the  multiplicity  of  iron  plates 
near  the  point  of  contact  would  subdivide  and  cool 
the  arc  when  the  electrical  current  was  broken. 
Dempster  stressed  the  heat  conducting  and  magnetic 
properties  of  iron  plates  when  used  In  this  art. 

The  first  German  patent  266,745,  also  shows  a 
stack  of  metal  plates  containing  slots  comparable 
to  the  slots  involved  in  the  Instant  application 
through  which  slots  passes  the  blade  of  the  switch. 
No  particular  metal  was  named  but  it  is  stated  by 
the  patentee  that  the  plates  possess  good  heat  con- 
ductivity. 

The  second  German  patent  272,742,  according  to 
the  patentee,  was  a  further  development  of  his  first 
patent  2tJ6,745.  He  there  disclosed  a  stack  of  metal 
or  metal-surfaced  round  plates  comparable  to  those 
shown  by  Dempster.  It  is  stated  by  the  Examiner 
that  this  patent  was  cited  for  the  purpose  of  show- 
ing "that  the  circular  t^-pe  plate  with  an  aperture 
through  the  center  is  closely  related  to  the  slotted 
type  of  patent  266,745.' 

After  holding  that  the  Examiner  was  In  error  in 
his  conclusion  that  the  present  application  was  not 
a  proper  continuation  of  his  original  application,  the 
Board,  in  reversing  the  Examiner  and  allowing 
claims  6,  7,  and  8,  had  the  following  to  say  : 

We  agree  with  the  Elxamlncr's  conclusions  to  the  ex- 
tent that  If  the  structural  arrangement  of  the  apparatua 
did  not  necessarily  and  unavoidably  produce  the  result 
that  It  would  not  be  permlMlble  to  add  reftrence  to  It  but 
we  are  unable  to  agree  with  the  Examiner  s  view  that  the 
device  shown  where  the  plates  are  of  Iron  does  not  necea- 
Mrilv  pr^uce  such  action.  The  line  of  formation  of  any 
arc  lies  between  the  ends  24  of  the  Jaw  members  13  »nd 
thl  end  of  the  receding  blades  14  This  U  well  with  n 
Ihe  confines  of  the  slots  In  the  plates  and  the  »lots  In 
the  plate*  are  shown  as  being  refatlvely  narrow  and  the 
walls  approaching  closely  to  the  sides  of  the  blade  14. 
Th  s  stiojcture  amply  ^upport8  the  showing  of  the  theoretl- 
Sl  action  of  this  devlc;  as  magnetically  causing  the  arc 
to  be  urged  towards  the  bottom  of  the  slots.  We  believe 
clalftis  fairly  defining  this  structure  together  with  the 
limitation  that  the  pUtes  are  formed  of  magnetic  mate- 
rial should  be  warranted  in  this  application  and  not  re- 
garded as  involving  new  matter.     ^     ^       ,   ,  . 

None  of  the  references  on  which  the  claims  are  also 
rejected  dlacloses  thU  principle  nor  structurally  antici- 
pates the  details  disclosed.  «  t  -n^  b  .. 
Of  the  appealed  claims  we  regard  claims  6,  7.  and  8  as 
Including  sufficient  structure  to  Inherently  accomp  Ish 
this  result  and  to  clearly  read  upon  the  original  showing. 
In  affirming  tlie  Examiner  in  his  rejection  of 
claims  1,  2,  3,  4,  5.  and  9,  the  Board  stated  that  the 
claims  were  in  broader  terms  than  claims  6,  7,  and  8, 
and  were  not  allowable  for  the  reasons  set  forth  in 
the  Boards  opinion  of  August  6,  1931,  In  rejecting 
the  claims  In  said  application  606,565.  The  claims 
of  the  application  in  the  parent  ca.se  606,565,  were 
rejected  on  the  German  patent  266,745. 


Concerning  claims  1,  2.  3,  4.  5,  and  9  of  the  instant 
application  the  Board  said : 

•  •  •  While  It  Is  noted  that  theae  claims  1,  2,  3,  4. 
5.  and  9  are  limited  to  plates  of  Iron  or  ferrous  material 
we  think  this  does  not  serve  to  distinguish  them  from  the 
German  Patent  No.  268,745.  whore  the  structural  features 
are  only  broadly  set  forth  and  do  not  necessarily  oper- 
ate differently  from   that  device. 

While  claim  4  is  limited  in  respect  to  the  relatively 
narrow  deep  slots  In  the  plates.  It  does  not  include  the 
combination  with  the  knife  blade  element  and  jaw  mem- 
ber 13  or  equivalent  means.  We  think  this  record  does 
not  warrant  broadening  the  application  of  this  principle 
to  arc  extinguishing  devices  of  this  nature  generally. 
This  ground  of  rejection  applies  also  to  claims  1.  2.  3.  5, 
and  9. 

Upon  reconsideration,  the  Board  stated  In  sub- 
stance that  It  was  In  error  in  the  last  above  quoted 
part  of  its  decision  and  that  It  was  of  the  opinion 
that  the  jaw  memt)er  feature  of  certain  of  the 
claims  was  an  unnecessary  limitation  and  that 
"the  principle  of  action  of  this  switch  does  not  depend 
upon  having  a  Jaw  13  of  spared  prong  members  as  in 
the  conventional   knife  blade   switch". 

and  it  recommended  the  allowance  of  claim  9  If  pre- 
sented In  proper  formal  amendment.  This  fact  ac- 
counts for  the  dismissal  here  of  the  appeal  as  to 
claim  9. 

In  this  court,  appellant  complains  that   the  Ex- 
aminer has  rejected  the  claims  without  finding  any 
reference  anticipating  his  Invention  and  urges  that 
the  combination  of  references  relied  upon  by  the 
Examiner  and  Board  does  not  anticipate  the  claims 
and  constitutes  no  proper  ground  of  rejection  for 
the  reason  that  the  combination  has  produced  new, 
useful  and  unexi)ected  results  and  was  unobvlous. 
He  points  out  that  to  make  the  plates  of  the  German 
patent  266,745  of  iron  would  defeat   the  puriwses 
of  the  blowout  coll  disclosed  in  the  German  patent, 
since  the  magnetic  plates   would   short-circuit  the 
magnetic  flux  of  the  blow-out  wlndlixg,  so  that  the 
flux  set  up  by  the  winding  would  flow  In  the  mag- 
neUc  plates,  leaving  practically  no  flux  In  the  spaces 
between  the  plates  where  it  could  move  the  arc ;  that 
the  advantages  of  combining  the  features  suggested 
by  the  references  was  not  obvious  Is  shown  by  the 
fact  that  the  Dempster  patent  which  used  Iron  issued 
In  1907,  the  German  patent  Issued  In  1912,  and  that 
for  20  years  afterwards  no  one  had  ever  thought 
of  combining  these  features  Into  a  commercial  struc- 
ture until  the  applicant  did  It,  with  unusually  good 
results.    It  Is  shown  by  afladavit  that  both  the  Demp- 
ster and  the  German  patents  are  controlled  by  the 
same  assignee. 

It  Is  argued  by  appellant,  and  supported  by  sworn 
aflidavlts,  that  the  use  of  slotted  Iron  plates  in  this 
kind  of  device  produces  new  functions  and  new  re- 
sults not  obtained  from  any  prior  art  device;  that 
the  magnetic  quality  of  the  Iron  when  In  the  form 
of  iron  plates  having  slots  extending  from  the  outer 
edge  of  the  plates  towards  the  center  thereof  has 
the  effect  of  distorting  the  magnetic  field  and  mov- 
ing the  arc  further  Into  the  plates  due  to  the  higher 
reluctance  of  the  magnetic  flux  paths  In  front  of 
the  arc  than  behind  the  arc. 

The  record  contains  convincing  proof  of  the  fact 
that  there  Is  cooperation  between  the  shape  of  the 
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slotted  plates  and  the  material  thereof,  which  co- 
operation produces  new  and  desirable  results.  The 
affidavits  filed  point  out  the  new  and  beneficial  re- 
sults obtained,  show  the  defects  and  shortcomings  of 
the  old  art  devices,  and  one  of  the  affidavits  shows 
that  spaced  iron  plates  have  been  used  in  arc  ex- 
tinguishers since  1925,  in  accordance  with  the  teach- 
ings of  the  Jennings  application  at  bar,  and  that 
over  350,000  arc  extinguishers  so  constructed  had 
been  sold  prior  to  February  24,  1933.  One  of  the 
affiants,  manager  of  the  circuit  breaker  engineering 
department  of  a  large  electrical  manufacturing  com- 
pany, stated  that  to  the  best  of  his  knowledge  no 
circuit  interrupters  embodying  arc  extinguishing 
structures  of  the  type  disclosed  in  the  two  refer- 
ence German  patents  have  ever  gone  into  commercial 
use  In  this  country. 

It  seems  to  us  that  it  would  not  be  obvious  to 
the  skilled  mechanic  to  do  what  appellant  has  done. 
To  say  the  least,  It  is  not  clear  that  inventive  genius 
was  not  involved.  It  is  shown  here  that  when  the 
arc  is  moved  by  the  magnetic  material  Into  the  spaces 
between  the  iron  or  other  ferrous  metal  plates,  it  is 
successfully  held  there  and  extingulshe<l  without  em- 
ploying magnetic  blow-out  colls  or  air  blasts  as  a 
mean.s  of  amplifying  the  buoyancy  of  the  arc.  Ap- 
pellant has  eliminated  certain  features  of  the  prior 
art  and  retained  the  benefits  thereof  by  using  fer- 
rous material  with  the  grooved  stack  of  plates  con- 
structed In  the  manner  described.  We  think  it  is 
sufticlently  shown  here  that  if  the  plates  are  not  of 
magnetic  material  there  Is  no  attraction  between  the 
■  plates  and  the  arc  to  move  the  arc  into  the  spaces 
between  the  plates,  and  we  feel  sure  that  notwith- 
standing the  fact  that  Dempster  taught  the  use  of 
round  plates  of  iron  with  round  holes  In  the  center 
thereof,  he  had  no  conception  of  nor  did  his  dis- 
closure suggest  appellant's  Invention. 

It  follows  that  the  reasons  assigned  by  the  tribu- 
nals below  for  rejecting  the  claims  at  bar  cannot 
be  Bpprove<i.  The  decision  of  the  Board  of  Appeals 
is  reversed  as  to  claims  1,  2,  3,  4,  and  5,  and  the 
appeal  Is  dismissed  as  to  claim  9. 
Reversed. 


-DNJ'AIB 


U.  S.  Court  of  Cattoms  and  Patent  Appeals 

The  Pbocter  &  Gamble  Co.  v.  J.  L.  rREscorr  Com- 
pany 

No.  3^.     Decided  April  »,  X9« 

[77  F.(2d)    981 

1.  TaAD»-MABK8 OOClDS  OF  Samb  Dkscbiptivi  raopiRTiES. 

Soap  chips  and  a  detergent  preparation  in  crystal 
form  for  washing,  cleansing,  and  the  harmless  bleach- 
ing of  clothes,  Held  goods  of  the  same  descriptive  prop- 
erties. 

2.  Same — "Chipso"    and   "Cha8»-0"    Held   Cokfusinolt 

SiMitaB. 
Held  that  the  trade-mark  "Chipso"  should   not   have 
been   replstered,   In   view  of  Its   confusing  similarity   to 
the  previously  used  and  registered  mark  "Chase-O". 
3    Same — CoNrcsio.v  Need  Not  Be  Proved. 

To  justify  cancellation  of  registration  because  of  con- 
fuslnjr  similarity  between  trade-marks,  no  actual  con- 
fusion nee<l  be  proved  :  likelihood  of  confusion  being 
aufDctent. 


4,  Same — Changee    in    fobmdla    and    Packag 

roMPrriTioN. 
Owner  of  trade-mark  Held  entitled  to  make  certain 
changes  in  the  formula  of  the  goods  and  in  the  slxe 
and  color  of  the  package,  and  to  rely  on  the  mark  and 
owner's  name  on  the  package  to  distinguish  its  goods 
from  the  goods  of  others.  Such  matters  belonging  to 
the  domain  of  unfair  competition,  the  Court  is  not  con- 
cerned therewith. 

5.  8ame — Cancellation— Jurisdiction    or    U.    S.    Cocbt 

OF  Customs  and  Patent  Appeals  Not  That  or 
Equity  Court. 
In  statutory  proceeding  to  cancel  registration  because 
of  confusing  similarity  between  trade-marks,  court  Is 
bound  by  fact  that  registration  of  trade-mark  is  based 
on  right  to  exclusive  use  thereof,  and  cannot  exercise 
Juriadlction  of  court  of  equity  which  frequently  permits 
more  than  one  person  to  use  same   trade-mark. 

Appeal  from  Patent  OflUce.    Affirmed. 

Lewboot,  J.     Dissenting. 

Mcsftrs.  Allen  d  Allen,  Mr.  Drury  W.  Cooper,  Mr. 
Walter  M.  Shohl,  Mr.  Marston  Allen,  and  Mr.  E.  S. 
Allen  for  The  Procter  &  Gamble  Co. 

Mr.  Joshua  R.  H.  Potts,  Mr.  Basel  U.  Brune,  and 
Mr.  Eugene  Vincent  Clarke  for  Prescott  Co. 
Bland,  J.: 

This  Is  an  appeal  from  the  decision  of  the  Com- 
missioner of  Patents,  affirming  a  decision  of  the  Ex- 
aminer of  Trade-Mark  Interferences,  sustaining  the 
petition  of  appellee  for  the  cancellation  of  appellant's 
trade-mark  "Chipso",  both  tribunals  holding  that 
said  mark  was  confusingly  similar  to  the  registered 
trade-mark  of  appellee  "Chase-O",  said  marks  being 
applied  to  goods  of  the  same  descriptive  properties. 

Appellant's  mark  "Chipso",  printed  at  an  oblique 
angle,  was  registered  on  April  12,  1921,  upon  an  ap- 
plication filed  October  22,  1920,  under  the  Trade- 
Mark  Act  of  February  20,  1905.  The  application 
statetl  that  the  mark  was  used  for  soap  chips.  Ap- 
pellee's mark  "Chase-O",  printed  at  an  oblique 
angle  in  a  rectangle,  was  registered  December  9, 
1913,  under  said  Trade-Mark  Act  of  February  20, 

1905. 

It  Is  conceded  by  appellant  that  through  mesne 
assignments  appellee  is  the  owner  of  the  mark 
"Chase-O",  and  that  the  appellee's  use  and  regis- 
tration of  the  mark  was  prior  to  any  use  of  the 
mark  "Chipso"  by  tlie  appellant. 

[1]  Appellant's  mark  "Chipso"  was  registered  for 
use  for  "soap  chips",  while  appellee's  mark 
"Chase-O",  according  to  the  application,  was  "for  a 
detergent  preparation  In  crystal  form  for  washing, 
cleansing,  and  the  harmless  bleaching  of  clothes". 
The  goods  of  both  parties  are  used  for  the  washing  of 
clothes,  and  unquestionably  the  goods  are  of  the 
same  descriptive  properties. 

Section  13  of  the  Trade-Mark  Act  of  February  20, 

1905,  under  the  provisions  of  which  application  to 

cancel  appellant's  registration  was  made,  reads  as 

follows : 

Sec.  13.  That  whenever  any  person  shall  deem  himself 
Injured  by  the  registration  of  a  trade-mark  In  the  Patent 
Office  he  may  at  any  time  apply  to  the  Commissioner  of 
Patents  to  cancel  the  registration  thereof.  The  Commis- 
sion shall  refer  such  application  to  the  Examiner  In  charge 
of  Interferences,  who  is  empowered  to  hear  and  determine 
this  question  and  who  shall  give  notice  thereof  to  the 
registrant.  If  it  appear  after  a  hearing  before  the  Ex- 
aminer that  the  registrant  *ro«  not  entitled  to  the  uge  of  the 
mark  at  the  date  of  his  application  for  reffittration  thereof, 
or  that  the  mark  Is  not  used  by  the  registrant,  or  has  been 
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abandoned,  and  the  Examiner  shall  ao  decide,  the  Com- 
mi*»ioner  thall  cancrl  the  reoperation.  Appeal  maj  b« 
taken  to  the  Commisaioner  In  person  from  the  decision  of 
Examiner  of  Interferences.      [Italics  oars.] 

The  only  Issues  before  us  are  whether  the  marks 
of  the  respective  parties  were  confusingly  similar  at 
the  time  appellant's  application  for  certificate  of 
registration  was  filed,  and  whether  appellee  is,  by 
its  conduct,  precluded  from  raising  the  question  of 
appellant's  right  to  use  the  mark  at  the  time  of 
application  for  registration.  Both  tribunals  of  the 
Patent  OflBce  held  that  the  marks  were  confusingly 
similar  and  that  appellee  was  not  estopped  from 
raising  the  issue. 

Both  sides  took  voluminous  testimony.  Appellee's 
testimony  tends  to  establish  that  confusion  actually 
existed  l)et\veen  the  two  marks  from  1924  or  1925 
to  the  time  that  the  testimony  was  taken  in  1932. 
It  is  appellant's  contention  that  there  was  no  like- 
lihood of  confusion  between  the  two  marks  at  the 
time  of  appellant's  registration  of  its  mark  in  1921, 
and  that  appellee  is  estopped  by  its  own  acts  from 
claiming  that  there  was  confusing  similarity  be- 
tween the  two  marks  at  the  time  of  the  registration 
of  appellunt'8  mark. 

It  appears  from  the  testimony  that  at  the  time 
of  the  registration  of  appellant's  mark  it  had  no 
actual  knowledge  of  any  pnxiuct  being  sold  under 
the  trade-mark  "Chase-O".  (Appellant  had  caused 
an  examination  of  registered  marks  to  he  made).  It 
further  appears  from  the  testimony  that  the  use  of 
appellant's  mark  on  soap  chips  began  in,  and  has 
continued  since,  1920. 

The  first  use  of  said  mark  by  appellant  was  in 
Michigan.  The  colors  of  the  front  panel  of  the  car- 
ton bearing  the  mark  were,  and  have  since  con- 
tinued to  be,  blue  and  orange — a  broad  orange  bar 
extended  in  a  diagonal  direction  from  about  the 
center  of  the  left  side  of  the  panel,  as  it  presents 
Itself  to  the  eye,  to  the  upper  right-hand  corner  of  the 
panel  In  this  orange  bar  the  mark  "Chipso"  In  blue 
letters  is  place<l,  the  mark  extending  through  said 
diagonal.  The  balance  of  the  panel  is  blue,  with 
certain  descriptive  words  thereon  which  are  not  ma- 
terial here.  Appellee  contends  that  the  first  diagonal 
bar  employed  by  appellant  was  yellow  In  color, 
and  that  in  1929  it  changed  the  color  on  Its  granule 
cartons  to  orange.  With  respect  to  this  contention 
of  appellee,  while  tliere  seems  to  be  a  slight  differ- 
ence in  the  shades  of  orange  in  appellant's  diagonal 
bars,  there  is  no  greater  difference  than  in  the 
shades  of  orange  In  appellee's  cartons,  and  we  do 
not  deem  such  differences  In  shades  material  here. 

It  further  appears  that  appellant's  product 
"Chipso"  entered  Into  the  Philadelphia-Baltimore 
territory  In  a  small  way  in  1920,  but  In  1923  its 
sales  in  such  territory  amounted  to  over  60,000  cases 
of  large-size  "Chipso"  packages,  containing  36  pack- 
ages to  a  ca.se.  and  over  75,000  cases  of  small-size 
"Chipso"  packages  containing  100  packages  to  a  case. 
From  1920  to  1924,  Inclusive,  appellant  expended 
$1,562,043^22  in  general  advertising  of  its  product 
"Chipso". 

It  appears  from  the  record  that  the  trade-mark 
"Chase-O"  originated  in  1912  in  Philadelphia.     It 


was  then  applied  to  a  product  consisting  of  about  75 
per  centum  soda  ash  and  about  25  per  centum  bl- 
sodlum,  with  sufficient  blue  to  color  it  and  to  blue 
the  water  when  the  directions  on  the  carton  were 
followed.  This  product  was  manufactured  by  the 
Chase-O  Manufacturing  Company  of  Philadelphia. 
The  packages  retailed  for  5  cents  each.  The  front 
panel  of  the  carton  had  a  white  background,  with  a 
blue  diagonal  bar  extending  from  the  lower  left 
hand  comer  to  the  upper  right  hand  corner  of  the 
panel.  In  this  blue  bar  was  placed  the  mark 
"Chase-O",  extending  practically  the  entire  length  of 
the  bar.  Upon  the  white  background  there  was 
printed  certain  descriptive  matter  not  material  here. 
It  was  this  cluiracter  of  carton  and  pro<lnct  above 
described  which  was  upon  the  market  at  the  time 
of  the  registration  of  appellant's  mark. 

In  March,  1924,  appellee  acquired  said  trade- 
mark and  the  business  and  good  will  in  connection 
therewith  from  the  A  1  Manufacturing  Company, 
which  latter  company  had  acquired  It  from  tiie 
Chase-O  Manufacturing  Company  In  1918.  In  the 
Fall  of  1924  appellee  placed  upon  the  market  a 
package  of  "Chase-O"  to  retail  for  10  cents.  In  this 
carton  the  color  plan  of  the  5-cent  package  was 
not  followed.  Instead  of  the  body  of  tlie  front  panel 
being  white,  as  in  the  5-cent  package,  it  was  made 
orange — the  same  color,  substantially,  as  the  broad 
diagonal  bar  of  appellant's  "Chipso"  carton.  The 
diagonal  bar  of  blue,  with  the  mark  "Chase-O"  in 
white,  remained  substantially  the  same  as  on  the 
5-cent  carton,  but  the  angle  of  said  bar  across  the 
panel  was  more  obtuse  tlian  in  the  5-cent  package. 
The  change  in  color  from  white  to  orange  made  ap- 
pellee's 10-cent  package  much  more  similar  in  gen- 
eral appearance  to  appellant's  "Chipso"  packages 
than  was  appellee's  5-cent  package  with  the  white 
background.  Appellee  continued  to  market  the  5- 
cent  package  with  its  white  background,  as  well  as 
its  new  10-cent  package. 

I-^rly  in  1924  appellee  also  changed  the  formula 
of  its  "Chase-O"  product,  adding  15  per  centum  of 
soap  and  reducing  the  percentages  of  other  con- 
stituents accordingly.  The  result  of  this  change  in 
formula  was  that  the  goods  of  appellee  to  which  the 
mark  "Chase-O"  was  applied  were  more  similar  In 
character  to  appellant's  pro<luct  "Chipso"  than  they 
were  at  the  time  of  the  registration  of  appellants 
mark. 

Appellee's  goods  were  marketed  largely  in  the 
Philadelphia  and  Baltimore  territory.  It  appears 
from  the  testimony  that  the  sales  of  the  product 
"Chase-O"  marketed  by  the  Chase-O  Manufacturing 
Company  amounted  to  about  $97,500  from  the  years 
1913  to  1917,  inclusive,  and  that  during  the  years 
1918  to  1981,  Inclusive,  the  sales  by  appellee  and  its 
predecessor,  A-1  Manufacturing  Company,  of  the 
product  bearing  the  mark  "Chase-O"  were  as  fol- 
lows: 1918,  $6,456.00;  1919,  $47,009.04;  1920, 
$64,962.96;  1921,  $89,740.20;  1922,  $105,194.60;  1923, 
$100,632.75;  1924,  $107,778.00;  1925,  $114,919.08; 
1926,  $89,038.66;  1927,  $73,283.66;  1928,  $68,832.58; 
1929,  $39,915.67;  1930.  $28,463.75;   1931,  $16,487.98. 
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It  is  the  contention  of  appellee  that  the  sales  of 
appellee's  product  "Chase-O"  rapidly  declined  from 
1925  to  1931,  due,  It  claims,  to  the  confusion  exist- 
ing between  Its  mark  "Chase-O"  and  appellant's 
mark  "Chipso". 

A  great  deal  of  testimony  is  contained  in  the 
record  upon  the  subject  of  confusion,  and  we  think 
It  Is  fairly  established  that  confusion  to  a  certain 
extent  did  exist  In  the  minds  of  purchasers  between 
appellee's  10-cent  package  of  "Chase-O"  and  ap- 
pellant's smaller  package  of  "Chipso".  However, 
there  is  no  definite  evidence  of  actual  confusion  ex- 
isting prior  to  appellee's  adoption  of  its  10-cent 
package,  the  front  panel  of  which,  as  hereinbefore 
stated,  much  more  nearly  resembled  appellant's  front 
I>anfel  of  its  packages  of  "Chlpeo"  than  did  ap- 
pellee's 5-cent  package  of  "Chase-O".  We  do  not 
think  that  actual  confusion  is  established  between 
appellee's  5-cent  package  of  "Chase-O"  and  ap- 
pellant's iwickages  of  "Chipso". 

We  find  no  evidence  in  the  record  of  the  adver- 
tising expenditures  of  appellee  with  respect  to  its 
"Chase-O"  product,  and  to  what  extent  its  falling 
off  uf  sales  may  have  been  due  to  confusion  between 
the  packages  of  the  respective  parties  or  between 
the  trade-marks  here  involved,  or  to  what  extent 
such  falling  off  may  have  been  due  to  lessened  ad- 
vertising or  other  causes,  we  are  unable  to  deter- 
mine. 

We  do  not  deem  it  necessary  to  set  out  or  to  com- 
ment further  upon  the  very  voluminous  testimony 
with  respect  to  confusion  l)etween  the  respective 
marks  of  the  parties. 

Concerning  the  evidence  of  both  parties  regarding 
actual  confusion  with  respect  to  the  marks  of  the 
parties  hereto,  the  Examiner  of  Trade-Mark  In- 
terferences said: 

The  testimony  of  both  parties  that  has  been  properlj 
prpwnted  which  Is  directed  to  the  question  of  confusion 
or  lack  of  confusion  between  the  markx  her*  inrolved  has 
been  carefully  considered.  Testimony  of  this  character 
as  a  rule,  If  not  wholly  biased,  Is  inclined  to  be  favorable 
to  the  Plde  presentlnir  It  and,  irenerally  speaklnft.  is  found 
to  be  of  little,  If  any  help  In  the  determination  of  the 
question  of  confusing  resemblances  between  marks,  which, 
after  all.  is  larjrely  a  matter  of  opinion  of  the  tribunal 
whose  duty  it  la  to  pass  upon  this  question. 

Such  testimony,  however.  In  this  kind  of  case,  is 
ndnilsslble  and  may  have  a  bearing  upon  the  likeli- 
hood of  confusion  between  the  two  marks  at  the 
time  of  registration. 

The  Patent  Office  tribunals  held,  and  properly  so. 
that  mere  delay  or  laches  was  not  a  well-founded 
defense  on  the  part  of  appellant  in  this  action,  and 
among  the  cited  authorities  supporting  this  view  is 
Cluett,  Peabody  d  Co.  (Inc.)  v.  Samuel  Hartogenftit, 
17  C.  C.  P.  A.  (Patents)  1166,  41  F. ( 2d )  94,  396  O.  G. 
707.  Appellant  concedes  In  this  court  that  "mere 
laches"  Is  not  a  good  defense,  but  it  argues  that  the 
conduct  of  appellee  hereinbefore  referred  to  is  a 
matter  for  our  consideration.  It  argues  that  ap- 
pellee's delay,  coupled  with  the  affirmative  acts  of 
appellee  in  simulating  appellant's  packages  l)oth  In 
appearance  and  size,  and  appellee's  change  of  for- 
mula, and  not  the  use  of  the  mark  of  appellant,  has 
brought  about  such  confusion  as  Is  shown;   that 


the  acts  which  brought  about  such  confusion  were 
Intentionally  performed  with  a  view  of  profiting 
thereby;  and  that  by  reason  of  such  wrongdoing, 
appellee  is  estopped  from  obtaining  the  relief  It  seeks. 
Equity  cases  Involving  the  doctrine  of  unclean  hands 
are  cited  and  discussed  by  appellant  in  connection 
with  this  phase  of  the  case. 

[2, 3]  It  is  our  view  that  the  trade-mark  "Chipso", 
as  registered,  so  nearly  resembled  the  previously  reg- 
istered and  previously  used  "Chase-O"  mark  that 
there  was  likelihood  of  causing  confusion  and  mis- 
take in  the  mind  of  the  public,  and  that  t)ecause  of 
this  fact,  the  appellant  was  not  entitled  to  the  use 
of  the  mark  at  the  time  of  its  application  for  regis- 
tration thereof,  and  the  same  should  not  have  been 
registered.    While  the  testimony  of  actual  confusion 
in  the  use  of  the  marks  when  applied  to  packages 
in  the  manner  shown  by  the  testimony  may  be  some 
Indication  that  the  marks  were  confusingly  similar 
at  the  time  of  registration,  it  Is  obvious  that  It  is 
not  always  easy  to  determine  to  what  extent  such 
confusion  is  due  in  whole  or  in  part  to  the  similarity 
of  the  marks  or  to  other  considerations.    No  actual 
confusion  need  be  proven.    Patton  Paint  Co.  v.  Orr*8 
Zinc  White,  Ltd..  48  App.  D.  C.  221,  258  O.  G.  814 ; 
California  Packing  Corp.  v.  Tillman  d  Bendei,  Inc., 
17  C.  C.  P.  A.  (Patents)  1048,  1058,  40  F.(2d)  108, 
394  O.  G.  789;  8un-Maid  Raisin  Orotcera  of  Cali- 
fornia V.  American  Orocer  Co^  17  C.  C.  C.  P.  (Pat- 
ents) 1034,  1036  40  F(2d)   116,  395  O.  G.  3;  Apex 
Electrical  Mfg  Co.  v.   Landers,   Frary,   and   Clark 
17  C.  C.  P.  A.   (Patents)   1184,  1187,  41  F.(2d)   99, 
398  O.  G.  708. 

We  agree  with  the  decisions  of  the  tribunals  below 
that  the  marks  at  the  time  of  registration  so  nearly 
resembled  each  other  that  likelihood  of  confusion 
would  result.  It  is  impossible  to  escape  this  con- 
clusion, and  while  appellant  has  asserted  that  there 
was  no  confusing  similarity  between  the  marks  at 
the  time  of  registration,  that  phase  of  the  case  has 
not  been  pressed  with  much  vigor,  and  certainly  not 
convincingly,  in  this  court.  Appellant  has  relied 
chiefly  upon  its  estoppel  defenses. 

Both  marks  have  the  same  numl>er  of  letters.  The 
first  two  letters  are  the  same  and  sound  alike.  The 
marks  have  the  same  terminal  letter  "o".  The  end 
of  the  word  "Chase-O"  and  that  of  the  word  "Chipso" 
have  the  same  sound.  There  is  much  similarity  in 
the  general  appearance  and  sound  of  the  two  words. 
While  the  registrations  show  some  differences  in  the 
angle  at  which  the  marks  are  placed,  both  of  them 
show  that  they  are  placed  at  an  angle  leaning  to 
the  right 

We  have  held  the  following  marks  to  be  confus- 
ingly similar:  "Epco"  and  "Esso"*;  Calcyanide" 
and  "Calcium  Cyanide"';  "Molo"  and  "Poro"*; 
"Hexol"  and  "Hexcide"*;  "Tex"  and  "Lux"*;  "Zip- 

^atandard  Oil  Co.  (2fe%i>  Jertey)  v.  Clarence  W.  Epley,  17 
C.  C.  P.  A.  (Patente)  1224,  40  P.(2d)  997;  K'ali'omia 
Cyanide  Co.  v.  American  Ctranamid  Co.,  17  C.  C.  P.  A. 
(Patents)  1198.  40  F.(2d)  1013;  ^Matone  t.  HorovHtt,  17 
C.  C.  P.  A.  (Patents)  1262.  41  F.(2d)  414  ;  *MacBachen  v. 
Tar  Producte  Corp.,  17  C.  C.  P.  A.  (Patents)  1264.  41 
F.(2d)  295;  *Lever  Brothers  Co.  v.  Jiiodela  Chemicai  Co., 
17  C.  C.  P.  A.  (Patents)  1272,  41  F.(2d>  408;  *B.  P.  Good- 
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On"  and  "Zippt'r"  ' ;  "Peroxogen"  and  "Dloiogen"  ' ; 

•Air-O"    and     'Arrow'";    "Oxol"    and    "Oxydol"*; 

"Solvlt-Air'  and  "Solvite"**;  "Zeno"  and    "Zanol"" ; 

Ammo-Phos-Ko"    and      "Nltrophoska"" ;     "Novite" 

and  "Oakite'" ;  and    'Z.  B.  T."  and  T.  Z,  L.  B."". 

As  to  whether  the  doctrine  of  unclean  hands,  aris- 
ing from  conduct  happening  subsequent  to  the  reg- 
istration of  the  newcomer's  mark  in  view  of  the 
particular  provisions  of  the  statute  above  quoted, 
may  constitute  a  defense  in  a  Patent  OflBce  can- 
cellation proceeding,  we  find  it  unnecessary  to 
to  decide.  We  think  It  proper  to  say,  however,  that 
no  authority  has  been  cited  and  none  has  been 
found  which  holds  that  such  a  defense  under  such 
circumstances  Is  well  foundeil.  It  is  our  view  that 
if  such  a  defense  could  be  properly  lnterpose<l  "the 
cliarge  was  not  established  by  the  evidence. "  The 
last  quoted  language  was  useil  by  the  Court  of  Ap- 
peals of  the  District  of  Columbia  in  Krank  v. 
Philippe,  54  App.  D.  C.  180,  295  Fed.  1001,  an  appeal 
involving  a  Patent  Offlce  cancellation  proceeding. 

[4]  Aside  from  the  fact  that  when  appellee  en- 
larged the  size  of  its  package,  its  mark  was  place<l 
In  more  of  a  horizontal  position  than  that  shown  In 
the  registration  and  more  in  the  same  position  as 
that  occupied  by  appellant's  mark,  we  And  nothing 
complained  of  that  relates  to  the  use  of  the  mark 
Itnelf.  It  Is  true  that  appellee  changed  the  color  of 
a  portion  of  Its  package  from  white  to  orange.  This 
portion  of  appellant's  mark  on  appellant's  package 
Is  blue.  Appellee  did  somewhat  change  its  formula 
and  change<l  the  size  of  its  package  from  a  5-cent  to 
a  10-cent  package,  but  even  then  its  package  was 
little  more  than  one-fourth  as  large  as  appellant's 
package.  As  far  as  concerns  us  In  this  particular 
case,  appellee  had  the  right  to  make  the  said  change 
in  its  formula  and  adopt  the  color  and  the  package 
wldch  it  did,  since  it  was  the  owner  of  the  mark. 
Being  the  owner  of  the  mark,  It  had  a  right  to  rely 
upon  the  mark  and  its  name  upon  the  package  to 
distinguish  its  goods  from  the  goods  of  others. 
J/or«e  Co.  V.  Loxcney  Co.,  256  Fed.  935.  9  T.  M.  Rep. 
341 :  Thum  Co.  v.  Dickinson  et  al.,  7  T.  M.  Rep.  496 
( reversed  on  other  grounds,  Thum  Co.  v.  Dickinnon, 
245  Fed.  609)  ;  Oliver  Chilled  Plow  Works  v.  Wm.  J. 
Oliver  Mfg.  Co.,  40  App.  D.  C.  125,  192  O.  G.  217. 

The  question  of  simulating  the  size  and  color  of 
packa;,'es  is  a  subject  matter  which  belongs  to  the 
domain  of  unfair  competition,  and  we  are  not  con- 
cerned with  it  here.  Oliver  Chilled  Plow  Works  v. 
Wni.  ./.  Oliver  Mfg.  Co.,  supra ;  f^oot  Tissue  Co.  v. 
Interlake  Tissue  Mills  Co..  Ltd.,  151  M.  D.  145,  16 
T.  M.  Rep.  200. 

rich  Co.  V.  Uockmryer  et  al.,  17  C.  C.  P.  A.  (Patents) 
1068.  40  F.(2d)  99:  '•Uoohman  v.  The  Oakland  Chemical 
Co.,  17  C.  C.  P.  A.  (PatentB)  121.3.  40  F.(2d)  1006  ;  HJluett. 
Peabody  d  Co.,  Inc.,  v.  Denver  M.  WHght,  18  C.  C.  P.  A. 
(Patents)  987,  46  F.(2d)  711  ;  »THe  Procter  d  Gamble  Co. 
V.  J.  L.  Prescott  Co.,  18  C.  C.  P.  A  (Patents)  1433.  40 
F.(2d)  959;  ^"Langfleld  v.  Solvit  All  Corp.,  18  C.  C.  P.  A. 
(Patents)  1313,  49  F.(2d)  480;  '»rh«  American  Products 
Co.  r.  y.  A.  Leonard,  19  C.  C.  P.  A.  (Patents)  742.  53 
P.  (2d)  894:  ^^Amerioan  Cyanamid  Co.  ▼.  Synthrtio  Nitro- 
gen Products  Corp.,  \q  c.  C.  P.  A.  (Patents)  1235,  58 
F  (2d)  834:  ^Buckeye  Soda  Co.  v.  Oakite  Produef.  Inc., 
19  C.  C.  P.  A.  (Patents)  1034.  56  F.(2d)  462;  ^HJrystal 
Corp.  V.  Manhattan  Chemical  Mfg.  Co.,  22  C.  C.  P.  .\. 
(PatentB)    ,   75   F.(2d)    506 


Api)eliant  argues  that  the  record  fails  to  show  any 
proof  of  confusion  or  damage  at  or  near  the  time 
of  registration.  The  mere  fact  that  the  record  does 
not  show  confusion  makes  no  difference  If  the 
marks,  at  the  time  of  registration,  so  nearly  resem- 
bled each  other  as  to  make  confxislon  likely,  and  the 
injury  contemplated  by  the  seition  of  tl:e  statute  un- 
der consideration  Is  sufficiently  established  when 
mere  likelihood  of  confusion  is  shown.  I'atton  Paint 
Co.  V.  Orr's  Zinc  White,  Ltd.,  supra. 

Appellant  in  this  court  has  8tres8e<l  with  great 
persistence  the  hardships  resulting  from  the  ruling 
of  the  Patent  Office  tribunals.  Any  resulting  hard- 
ships, of  course,  are  regrettable,  but  such  a  situ- 
ation, when  brought  about  in  the  manner  shown 
here,  affortls  no  Justlflcation  for  this  court  to  hohl 
that  the  two  trade-marks  at  the  time  of  registra- 
tion did  not  so  closely  resemble  each  other  as  to 
make  confusion  likely.  The  trade-mark  decisions  of 
this  court.  Involving  this  question,  are.  we  think, 
characterized  by  great  uniformity,  not  only  In  deny- 
ing registration  where  confusion  was  likely,  but 
doing  so  If  the  question  were  doubtful.  To  now  hold, 
as  we  would  be  required  to  hold  If  the  decision 
of  the  Commissioner  was  reversed,  that  the  two 
marks  were  not  confusingly  similar  at  the  time  of 
registration  would.  In  our  Judgment,  result  in  far 
more  regrettable  consequences  than  flow  from  our 
affirmance  of  the  Commissioner's  decision. 

Appellant  states  that  tlie  Patent  Office  has  "seen 
fit  to  order  cancellation  of  the  mark  'Chlpso',  thus 
striking  to  the  ground  a  trade  property  of  Inestimable 
value  •  •  •".  The  registrability  of  the  mark— the 
right  of  appellant  to  assert  exclusive  ownership 
thereto  which  registration  Implies — and  not  merely 
the  right  to  use  the  mark  was  the  question  before 
the  Patent  Office  tribunals  and  is  the  question  here. 

[5]  This  Patent  Office  cancellation  proceeding  is 
goveme<l  by  the  terms  of  the  statute,  and  its  terms 
are  not  indefinite.  It  Is  Intended  to  afford  a  means 
of  cancelling  certain  registrations,  among  them  regis- 
trations which  should  not  have  been  allowed.  Regis- 
tration Is  based  upon  the  right  of  the  registrant 
to  the  exclusive  use  of  the  mark  sought  to  be  regis- 
tered. Equity  frequently  permits  more  than  one 
person  to  use  the  same  mark,  since  the  conduct  of 
the  parties  may  affect  the  exclusive  right  to  use.  We 
have  frequently  pointed  out  this  difference  between 
our  Jurisdiction  and  that  of  the  court  of  equity. 
California  Packing  Corp.  v.  Tillman  d  Bendel,  supra  ; 
B.  F.  Goodrich  Co.  v.  Uockmeyer,  17  C.  C.  P.  A.  ( Pat- 
ents) 1068,  40  F.(2d)  99,  304  O.  G.  795;  Van  Camp 
Sea  Food  Co.  v.  A.  B.  Stewart  Organizations,  18  C.  C. 
P.  A.  (Patents)   1415,  50  F.(2d)  976,  412  O.  O.  274. 

Since  we  conclude  that  appellant  "was  not  entltle<l 
to  the  use  of  the  mark",  "Chipso",  within  the  mean- 
ing of  the  statute  Involved,  at  the  time  of  the  filing 
of  the  application  for  registration,  and  that  ap- 
pellee is  not  estopped  from  raising  the  question, 
we  find  no  error  in  the  decision  of  the  Commissioner, 
and  the  same  is  affirmed. 

Affirmed. 

Gasrktt,  J.,  concurs  In  the  conclusion. 

Lenboot,  J.,  dissents. 
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U.  S.  Court  of  Costomi  and  Patent  Appeals 

In  RE  FlTZOEKALD 

No.  S^IO.     Decided  April  S,  t9JS 

[76  F.(2d)    8001 

P4T»NTABILITT — ELICTHICAL  JDICI   EXTHACTOR   AND  MiXXR. 

Certain   claims  for  an  electrical  Juice  extractor  and 
nalxer  Held  unpatentable  over  the  prior  art. 

Appeal  from  the  Patent  Office.    Affirmed. 

Messrs.  iSturtevant  d  Mason,  Mr.  Eugene  O.  Mason, 
and  Mr.  Herbert  H.  Porter  for  Fitzgerald. 

Mr.  T.  A.  Hosteller  and  Mr.  Howard  8.  MUler  for 
the  CommissioDer  of  Patents. 
BLAND,  J.: 

The  alleged  Invention  Involved  In  this  appeal  re- 
lates to  an  electrical  Juice  extractor  and  mixer, 
used  In  the  preparation  of  foods  in  the  kitchen.  Ap- 
plicant states  that  it  may  also  be  used  as  a  grinder 
or  buffeter. 

The  machine  comprises  a  base  upon  which  is  an 
upstanding  post.  Adjustably  fastened  to  the  post 
is  an  electric  motor  assembly,  at  one  end  of  which 
is  provision  for  attaching  suitable  tools  for  perform- 
ing the  functions  aforesaid.  Since  it  is  desirable  to 
have  the  motor  above  the  food  to  be  mixed,  and 
below  the  fruits  from  which  the  Juice  is  to  be  ex- 
tracted, the  construction  permits  of  the  motor  being 
removed  from  the  post  and  Its  position  reversed. 
If  the  Juice  from  fruit  is  to  be  extracted,  a  cup- 
shaped  member  containing  a  revolving  conical- 
shaped  extraction  part  and  a  drainage  spout  is  at- 
tached to  the  tool  end  ot  the  motor  when  that  end 
is  positioned  upwardly.  When  the  motor  is  reversed 
on  the  post  and  the  tool  end  is  positioned  downward- 
ly, the  extractor  is  removed  and  laid  aside.  Other 
tools  may  be  attached  to  the  motor  and  they  perform 
their  work  in  a  vertical  position.  The  motor  assem- 
bly has  a  handle  which  is  integrally  associated  with 
tlie  clamping  means  on  the  post.  The  adjustable 
means  on  the  post  consists  of  notches  into  which 
passes  an  adjustable  spring  ratchet.  Around  the 
post,  near  the  bottom,  Is  an  adjustably  positioned 
ring  which  serves  to  stop  the  downward  movement 
of  the  motor  and  tool. 

The  Primary  Examiner  of  the  United  States  Pat- 
ent Office  allowed  claim  19  and  rejected  claims  15, 
16,  17,  18,  and  20,  which  rejected  claims  read  as 
follows : 

15.  In  an  electrical  utility  device,  the  combination  of  a 
stand,  an  electric  motor  with  tool  engaging  means  at  one 
end  thereof  actuated  thereby,  said  motor  being  adapted 
to  operate  with  said  means  in  a  position  In  which  It  is 
directed  substangRllv  Tertlcallv  upward  or  a  position  In 
which  It  is  directed  substantiallj  vertically  downward 
and  releasable  connecting  means  for  supporting  said 
motor  on  said  stand  with  uld  tool  engaging  means  In 
either  of  aald  positions. 

10.  In  an  electrical  utility  device,  the  combination  of  a 
itand  having  a  stem  portion,  an  electrical  motor  having 
tool  engaging  means  at  one  end  thereof  and  supported 
thereon,  a  support  connected  to  said  motor  and  embracing 
said  stem  wliereliy  the  motor  is  reversible  end  for  end,  and 
a  clamping  device  operated  to  fix  said  motor  and  support 
against  movement  along  said  stem  when  said  motor  la 
located  oii  said  stem  with  the  tool  engaging  means  lo- 
cated  above    or   below   the   motor. 

17.  In  a  device  of  the  class  described,  a  motor,  a  stand 
having  an  upright  stem,  a  bracket  to  which  the  motor  Is 
attached,  a  handle  on  the  bracket  reversible  end  for  end 
on  said  stem,  with  means  for  adjusting  It  on  said  stem, 
said  motor  havins  n  gear  casing  with  gears  thereon 
operated  from  the  motor  hhaft,  a  Juice  extractor  supported 
on  said  gear  casing  and  operatlvely  connected  to  the 
gears  In  said  casing  when  the  motor  Is  set  in  one  position. 


and  mixer  members  carried  by  the  gear  casing  and  oj»- 
erated  by  the  genrs  in  said  casing  wnen  the  motor  is  In 
reversed  position  on  the  stem. 

18.  In  a  device  of  the  class  described,  a  stand  ba\i:ig 
a  vertical  stem,  a  bracket,  a  motor  supported  on  said 
bracket,  said  bracket  having  a  handle  adjustably  secured 
on  said  stem,  and  means  for  supporting  the  handle  on 
the  stem  In  reverse  position  whereby  In  one  position  the 
tools  operated  by  the  motor  extend  vertically  upward  nud 
in  the  other  position  vertically  downward. 

20.  In  a  device  as  set  forth  in  claim  16.  a  hollow 
handle  on  the  motor  support  removably  and  reversibly 
attached  to  the  stem  with  means  carried  in  the  handle 
for  adjustably  supporting  the  8ame  on  the  stem  in  the 
position  where  the  tools  operated  by  the  motor  extend 
vertically  downward,  and  a  stop  on  tne  stem  for  limiting 
the  downward  movement  of  the  handle  on  the  stem  when 
the  tools  operated  by  the  motor  extend  vertically  upward. 

The  Board  of  Appeals  affirmed  the  action  of  the 
Examiner  and  the  applicant  has  appealed  here. 

Allowed  claim  19  was  drawn  to  cover  appellant's 
particular  construction  of  a  rotary  extractor  and 
did  not  cover  the  combined  mixer  and  extractor. 

The  references  relied  upon  are:  Smitii,  842,717, 
January  29,  1907;  Jorgensen,  1,125,337,  January 
19,  1015;  Brophy,  1,454,918,  May  15,  1923;  Johnson, 
1,783,651,  December  2,  1930. 

The  Examiner  held  that  claims  15  and  16  clearly 
read  on  the  device  of  Johnson,  and  the  claims  were 
rejected  on  that  patent.  Johnson  shows  a  motor 
with  tool-engaging  means  reversibly  supported  on 
posts.  The  tool-engaging  means  could  operate  either 
upwardly  or  downwardly. 

Claims  15  and  16  were  also  held  unpatentable 
over  Jorgensen.  The  Jorgensen  patent  discloses  a 
mixing  apparatus  with  a  spring  motor,  with  an  off- 
set sleeve  which  is  adjustably  mounted  on  a  post  by 
means  of  a  setscrew.  The  motor  carries  a  mixer. 
The  Examiner  and  the  Board  concluded  that  it  did 
not  require  invention  to  substitute  an  electric  motor 
for  Johnson's  spring  motor,  and  that  any  skilled 
workman,  without  the  exercise  of  invention,  would 
appreciate  that  the  motor  could  be  reversed  and 
operated  for  such  purposes  as  were  desired. 

Claim  18  Is  drawn  to  cover  the  adjustably  secured 
handle  on  the  stem.  The  tribunals  below  held  that 
the  handle  feature  of  claim  18  did  not  lend  pat- 
entability to  the  claim,  since  If  it  was  desired  to 
reverse  Johnson's  device  from  a  downward  to  an 
upward  working  position,  the  connection  of  the  de- 
vice to  the  post  could  be  designated  n  handle  and 
could  be  grasped  for  the  purpose  of  removal  and 
reversal. 

Appellant  points  out  that  the  handle  in  Johnson's 
Is  wholly  different  In  character  and  use  from  the 
handle  of  applicant's  device.  While  this  is  true,  we 
do  not  think  that  the  handle  feature  of  the  claim 
lends  patentability  to  it. 

Claim  20  calls  for  the  device  described  in  claim 
16  and  has  additional  provision  for  the  hollow 
handle  removably  and  reversibly  attached  with 
means  carried  in  the  handle  for  adjustably  support- 
ing the  same  on  the  stem  and  having  a  stop  on  the 
stem  for  limiting  the  downward  movement  of  the 
handle  when  the  tool  is  operated  by  the  motor  ex- 
tending vertically  downward. 

With  reference  to  the  feature  of  claim  20  relating 
to  the  stop  on  the  post,  the  tribunals  concluded  that 
there  was  no  invention  In  providing  a  stop,  especial- 
ly in  view  of  Smith,  which  the  Examiner  stated  dis- 
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closed  a  stop.     We  hare  examiued  the  Smith  dis- 
closure, and  we  find  no  reference  to  a  stop  in  the 
specification  or  claims.     Whether  anything  is  dis- 
closed which  fully  answers  to  the  ordinary  nwanjng 
of  that  term  is  immaterial  in  view  of  our  conclu- 
sion.   He  does  show  a  notch  on  the  poet  into  which 
a  ratchet,  operated  by  a  spring,  enters  so  as  to  ad- 
Just  the  upward  and  downward  motion  of  the  mem- 
ber which  slides  on  the  ixwt    The  stop  called  for  by 
the  claim  of  applicant's  alleged  Inrention  is  near 
the  bottom  of  the  post  and  Is  referred  to  as  a  fixed 
stop,  and  prevents  the  device  from  going  lower  on 
the  post    While  we  do  not  think  that  this  particu- 
lar feature  la  met  precisely  by  tlje  references,  we  are 
in  accord  with  the  views  of  the  Board  that  It  did 
not  require  invention  to  provide  a  stop  to  prevent 
the  sliding  member  from  going  too  far  down  on  the 
post.    The  claim  does  not  call  fur  any  new  kind  of 
stop. 

Claim  17  recites  the  features  of  the  device  and 
covers  a  combination  of  a  Juice  extractor  and  a  mix- 
er. The  Examiner  rejected  claim  17  on  the  ground 
of  aggr^jation,  holding  that  there  was  no  combina- 
tion between  the  Juice  extractor  and  the  mixer,  and 
stated  that  when  one  was  in  use  the  other  was  de- 
Uched  and  laid  aside  and  that  each  device  performs 
Its  own  function  without  any  relation  to  the  other. 
The  Examiner  further  stated  that  If  it  should  be 
held  to  be  a  proper  combination  claim  It  was  further 
rejected  for  the  reason  given  In  rejecting  claim  15. 
The  llmltaUon  In  the  claim  as  to  specific  tools  to  be 
used  was  not  regarded  as  adding  patentability  since 
Johnson  shows  it  to  be  old  to  Interchangeably  at- 
tach various  tools  to  the  tool-engaging  means  of  the 
motor.  Johnson  makes  no  mention  of  attaclilng  a 
Juice  extractor.  The  Examiner  pointed  out  that 
Brophy  shows  it  to  be  ordinary  to  make  such  ele- 
ments, including  a  Juice  extractor,  readily  detach- 
able from  an  electric  motor. 

The  Froney  Patent  No.  1,569,472,  of  January  12, 
1926,  Is  found  In  the  record.  It  is  not  relied  upon  by 
eitlier  tribunal  of  the  Patent  Office  but  was  referred 
to  by  tiie  applicant  during  the  prosecution  of  the 
claims  as  the  only  combination  mixer  and  Juice  ex- 
tractor of  which  counsel  for  applicant  had  knowl- 
edge. Under  these  circumstances,  it  wUl  not  be 
necessary  for  us  to  consider  the  Froney  patent 

As  to  claim  17,  without  passing  on  the  rejection  on 
the  ground  of  aggregation,  we  agree  with  the  tribu- 
nals below  tiiat  the  subject  matter  defined  by  the 
claim  Is  not  inventive  over  the  prior  art  cited. 

We  conclude  that  the  Board  properly  rejected  the 
claims  for  the  reasons  which  it  assigned. 

The  decision  of  tlxe  Board  Is  affirmed. 

Affirmed. 
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Evidence  reviewed  and  Held  that  J.,  the  Junior  partj. 
waa  the  flrat  to  conceive  and  tlie  flrat  to  reduce  the 
Invention  to  practice  and  that  priority  waa  properly 
awarded  to  him. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  Albert  L.  Bly  and  Mr.  Charle*  H.  Thomas  for 
I*flueger. 

Mr.  Frank  M.  Slough,  Mr.  Qtorge  J.  OlUch,  and 
Mr.  BMgme  C.  Knoblock  for  Jordan. 

LXNBOOT,  J.: 

This  Is  an  appeal  In  an  Interference  proceeding 
from  a  decision  of  the  Board  of  Appeals  of  the 
United  SUtes  Patent  Office,  affirming  a  decision  of 
the  Examiner  of  Interferences,  awarding  priority  of 
InvenUon  as  to  all  of  the  counts  In  Issue  to  the  ap- 
pellee, Jordan. 

The  Issue  of  the  Interference  consists  of  10  counts, 
of  which  counts  2,  6,  and  8  are  Illustrative  and  read 
as  follows: 

2.  A  lure  comprlalnx  a  relaUvely  thin  elongated  plate. 

-5J*"*i'"*l*?fi*^  thereof,  a  welcbt  Arrled  by  the  for- 
ward end  of  the  olaie.  and   neaua  aecurlng  aald  weight 

ihaS  to**ild  iiile.  ■*^^***»°  ^**<*"  •••^rtns  wild  h^k 
6.  A  lure  coaaprlalng  a  reJaUvely  thin  elonsated  plate  a 
weight  carried  by  aald  pUte  at  and  below  the  level  of  the 
forward  end  of  aald  plate  to  facilitate  Uteral  redprocatory 
movement  of  the  pUte  aa  It  ainHa  In  the  water  ami  to  nre- 

^*?5  f''*^ *°i?i?*  **'  ^^  ^^^•'  •  *>oolt  carried  by  said  ptate 
with  Ita  barb  dlapoaed  adjacent  the  rear  end  thereof  meana 
secured  to  the  rear  end  of  the  lore  for  movement  Inde- 
pendently thereof  to  retard  sinking  of  the  rear  end  of  said 
lure,  and  meana  at  the  forward  end  of  aal 


pendenUv  thereof  to  retard  Blnkinx  of  the  rear  end  of  said 
lure.  and  line  atUchlng  meana  carried  by  the  forward  end 
of  said  lure. 

As  may  be  gathered  from  the  counts  above  quoted, 
the  invention  Involved  Is  a  fish  lure  or  artificial 
bait :  the  novelty  resides  in  tlie  provision  of  a  weight 
carried  by  the  forward  end  of  the  plate.  Certain 
counts  specify  that  the  weight  is  placed  at  the  under 
side  of  the  plate.  The  function  of  the  weight  is  to 
improve  the  oscillating  movement  of  the  lure  while  It 
is  drawn  through  the  water  or  allowed  to  sink,  and 
also  to  prevent  overturning.  Ojunts  8  and  8  are. 
further  limited  to  "means  secured  to  the  rear  end  of 
the  lure  for  movement  independently  thereof  to  re- 
tard sinking  of  the  rear  end  of  said  lure,"  as  stated 
in  claim  6.  This  limitation  refers  to  a  spangle  of  the 
usual  form. 

[1]  The  Interference  arises  between  an  application 
of  appellant  Pflueger,  Serial  No.  362,733,  filed  May 
13,  1929,  for  combination  spoon  and  lure  with  weed 
jfuard  and  a  patent  Issued  to  appellee.  Jordan,  No. 
1333,681,  granted  November  24,  1931,  for  fishing 
lures,  upon  an  application  filed  June  24,  1931.  Serial 
Na  646,581.  Appellee  Is  therefore  the  Junior  party 
and  the  burden  rested  upon  him  to  prove  priority  of 
invention  in  himself  by  a  preponderance  of  the  evi- 
dence; since  Jordan's  patent  was  inadvertently  is- 
sued while  the  application  of  Pflueger  was  copending 
In  the  Patent  Office,  no  advantage  accrued  to  Jordan 
by  virtue  of  the  Issuance  of  his  patent 

The  claims  of  the  Jordan  patent  were  Incorporated 
into  the  application  of  appellant  by  amendment:  nn 
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interference  was  declared  between  appellant's  appli- 
cation and  said  Jordan  patent  on  March  2, 1932,  said 
Interference  having  been  requested  by  appellant 

The  preliminary  statement  of  appellant  alleged 
conceptI(m  of  the  involved  invention  on  or  about 
October  15,  1925,  disclosure  to  others  on  or  about 
the  same  date,  the  writing  of  a  description  of  said 
invention  and  the  making  of  the  fir^t  drawings  also 
on  or  about  the  said  date,  and  reduction  to  practice 
on  or  about  October  21,  1925. 

The  preliminary  statement  of  appellee,  Jordan,  al- 
leged conception  of  the  Involved  Invention  on  or 
about  September  1,  1924;  that  no  written  descrip- 
tion or  drawings  were  made  of  the  Invention;  that 
It  was  first  disclosed  to  others  on  or  about  the  said 
date  of  September  1,  1924,  and  was  reduced  to  prac- 
tice by  the  making  of  a  fuU-siied  specimen  and  fully 
testing  the  same  on  or  about  said  September  1,  1924 ; 
that  he  disclosed  another  embodiment  of  the  Inven- 
tion to  others  on  or  about  March  1, 1928,  and  reduced 
the  same  to  practice  by  the  making  and  successful 
testing  of  a  full-sired  working  specimen  of  the  same ; 
that  he  further  disclosed  another  embodiment  of 
his  Invention  to  others  on  or  about  July  2nd,  1928, 
and  again  reduced  the  same  to  practice  about  June  1, 
1929,  by  making  and  successfully  testing  a  full-sized 
specimen  of  the  same. 

The  Board  stated  In  Its  decision  that  it  may  be  as- 
sumed that  appellant's  alleged  dates  of  conception 
and  reduction  to  practice  are  established  by  the  rec- 
ord, and  that,  upon  this  assumption,  It  was  necessary 
for  appellee  to  establish  a  conception  and  reduction 
to  practice  prior  to  October,  1925.  and  further  stated 
that,  since  there  was  no  corroboration  of  appellee's 
evidence  respecting  his  activities  in  1925  relatinp  to 
the  Invention,  consideration  should  be  limited  to  ap- 
pellee's activities  in  1924. 

It  appears  from  the  record  that  In  1924  appellee 
was  a  practicing  surgeon  of  Birmingham.  Alabama ; 
that  he  was  an  enthusiastic  fisherrann  and  made 
many  of  the  fishing  lures  used  by  him;  that  In  the 
early  part  of  1924  he  Invented  a  mechanical  lure 
which  appears  to  have  been  quite  a  radical  departure 
from  the  prior  art  In  respects  not  Involving  the  in- 
vention here  In  Issue,  and  on  April  W  1924.  filed  In 
the  United  States  Patent  Office  two  applications 
for  patents  upon  the  same,  which  applications  re- 
sulted in  the  issue  of  Patent  No.  1,606.078  on  Novem- 
ber 9.  1926,  and  No.  l,«f)7.96e  on  January  81,  1928. 
Neither  of  these  patents  embraced  the  Invention  here 
Involved.  According  to  the  testimony  of  appellee, 
It  was  while  experimenting  with  various  materials 
employed  to  construct  the  devices  embraced  In  said 
patents  that  he  conceived  the  invention  here  In- 
volved ;  that  In  the  spring,  summer  and  fall  of  1924 
he  made  several  lures  which  included  a  weight  added 
to  and  made  a  part  of  the  forward  end  of  the  lure 
covered  by  the  Inventions  which  resulted  in  the  issue 
of  the  above  described  patents.  He  introduced  in 
evidence  three  lures  marked  "Exhibit  A"  and  three 
lures  marked  "Exhibit  B,"  which  appellee  testified 
that  he  personally  made  and  tested  successfully  In 
1924.    The  Examiner  held  that  the  two  largest  Ex- 


hibit A  lures  and  the  metallic  Exhibit  B  lure  support 
all  of  the  counts  Involved  in  this  appeal.  It  appears 
that  the  Exhibit  A  lores  were  made  of  brass,  and 
that  the  metallic  Exhibit  B  lure  was  made  of  tin. 

Appellee  testified  positively  that  these  lures  were 
made  in  1924 ;  that  they  were  first  tested  In  a  bath 
tub  to  see  whether  they  gave  the  desired  movement, 
and  that  subsequently  in  1924  they  were  used  on  fish- 
ing trips,  one  of  which  was  to  Pine  Log  Creek, 
Florida  ;  that  on  this  trip  he  was  accompanied  by  his 
son  Augustus,  then  19  years  of  age,  and  by  his  col- 
ored chauffeur,  one  Albert  Sagere.  each  of  whom,  ap- 
pellee testified,  witnessed  the  test  of  the  lures  em- 
bodying the  Invention  here  involved.  The  testi- 
mony of  ai^)ellee  was  corroborated  by  his  said  son 
and  chauffeur.  Appellant  challenges  the  sufficiency 
of  said  corroboration  and  points  to  testimony  of  ap- 
pellee's son  Augustus,  wherein  the  latter  testified  that 
he  was  "unfamiliar  with  the  details  of  construction 
of  these  lures,"  and  the  testimony  of  said  Sagere  that 
appellee  did  not  start  to  make  lures  of  brass  until 
1928.  Appellant  also  relies  upon  the  fact  that  In  ap- 
pellee's applications  upon  which  patents  were  Issued 
as  aforesaid  no  mention  was  made  of  the  Issue  here 
involved,  although  amendments  to  said  applications 
were  made  after  the  time  that  appellee  claimed  to 
have  made  the  Invention  in  issue.  Appellant  also 
points  out  that  appellee  did  not  file  his  present  ap- 
plication for  patent  until  about  7  years  after  he 
claimed  to  have  made  the  Invention  and  reduced  It 
to  practice,  and  that  the  first  written  evidence  In 
the  record  of  appellee  having  made  the  invention 
here  involved  Is  a  letter  of  appellee  to  the  South 
Rend  Bait  Co.,  a  llc«isee  under  his  said  patents, 
including  the  said  patent  here  Involved,  which  let- 
ter is  dated  February  14,  1929.  although  voluminous 
correspondence  had  passed  l)etween  appellee  and  said 
South  Bend  Bait  Co.  prior  to  that  time.  From  all 
the  foregoing,  appellant  contends  that  whatever  ap- 
pellee did  In  1924  with  respect  to  the  Invention  em- 
braced within  the  counts  before  us  should  be  re- 
garded as  an  abandoned  experiment,  and,  granting 
that  appellee  conceived  the  invention  In  1924,  that 
he  was  not  diligent  In  reducing  it  to  practice  at  the 
time,  and  immediately  before,  appellant  entered  the 
field. 

As  hereinbefore  noted,  the  South  Bend  Bait  Co.  is  a 
licensee  ULder  all  of  apiK^Jlee's  patents  hereinbefore 
referred  to.  Appellant's  application  has  been  as- 
signed to  the  Enterprise  Mfg.  Co..  of  which  ap- 
pellant Is  superintendent  and  vice  president.  Both 
the  South  Bend  Bait  Co.  and  the  Enterprise  Mfg. 
Co.  are  large  manufacturers  of  fishing  tackle. 

It  appears  from  the  record  that  the  testimony 
taken  in  this  interference  proceeding  was  also,  by 
stipulation  between  the  parties  hereto,  taken  to  ^e 
used  In  a  certain  action  pending  In  the  United  States 
District  Court  for  the  Northern  District  of  Indiana, 
wherein  said  South  Bend  Bait  Co.  was  plaintiff  and 
one  Abraham  Berman  was  defendant,  which  action 
was  for  Infringement  of  appellee's  patent  here  in- 
volved, and  that  said  action  was  defended  by  appel- 
lant's assignee,  the  Enterprise  Mfg.  Co.     Upon  the 
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oral  argument  before  us  it  was  agreed  by  counsel 
for  the  respective  parties  that  the  decision  in  said 
action  in  the  United  States  District  Court,  insofar 
as  the  question  of  priority  of  invention  between  the 
parties  hereto  is  concerned,  was  based  upon  the  same 
testimony  as  is  here  t)efore  us. 

It  is  further  conceded  that  said  decision  found  as  a 
fact  that  appellee  here,  Jordan,  conceived  the  in- 
vention and  reduced  it  to  practice  In  1924,  prior  to 
the  conception  of  the  invention  of  appellant.  Upon 
appeal  the  Circuit  Court  of  Appeals  (7th  Circuit) 
afflrmed  this  finding  of  fact.  Berman  v.  South  Bend 
Bait  Co.,  71  F.(2d)  575. 

In  view  of  the  foregoing,  the  rule  is  e8i)ecially  ap- 
plicable that  concurring  decisions  by  the  Patent 
Offlce  tribunals  upon  a  question  of  fact  will  not  be 
disturbed  by  us  unless  manifestly  wrong. 

It  is  true  that  appellee's  conception  and  re<luction 
to  practice  of  the  invention  in  1924  rests  wholly  upon 
oral  testimony,  and  it  is  also  true  that  such  testi- 
mony, given  many  years  after  the  event,  should  be 
carefully  scrutinized.  Oalamb  v.  Oilmer,  21  C.  C.  P. 
A.  (Patents)  918.  68  F.(2d)  967,  445  O.  G.  7.  This 
we  have  done.  We  find  nothing  in  the  testimony  of 
appellee  himself  to  lead  us  to  t)elleve  that  his  recol- 
lection was  faulty  or  that  he  was  lacking  in  candor 
and  frankness.  The  difficulty,  if  any,  with  regard  to 
the  establishment  of  conception  and  reduction  to 
practice  of  the  Invention  by  appellee  lies  In  the 
corroborating  testimony  of  appellee's  son.  Augustus, 
and  the  testimony  of  his  chauffeur,  Sagere.  As  here- 
inbefore noted,  Augustus  testified  that  he  was  "un- 
familiar with  the  details  of  construction  of  these 
lures."  However,  he  did  testify  positively  to  the 
use  In  1924  of  lures  embodying  the  Invention  hero 
Involved.  The  witness  Sngere  was  of  the  opinion 
that  appellee  did  not  use  lures  having  brass  plates 
until  1928.  If  this  was  a  fact,  the  lures  embraced  in 
Exhibit  A  could  not  have  been  made  In  1924,  as 
testified  by  appellee.  However.  Sagere  testified  posi- 
tively that  lures  with  tin  plates  embo«lying  the 
Invention  here  Involved  were  used  by  appellee  in 
1924.  and  one  of  the  lures  of  Exhibit  B,  the  metallic 
one,  embraces  the  Invention  here  In  Issue. 

Another  circumstance  which  appellant  stresses  Is 
the  lack  of  any  written  evidence  re5?pectlng  appellee's 
invention  until  February  14,  1929,  although  much 
correspondence  had  theretofore  pas8e<l  between  ap- 
pellee and  his  licensee,  the  South  Bend  Bait  Co.  This 
would  be  an  Important  circumstance  were  it  not  for 
the  fact  that  appellee  testifle<l  that  he  left  with  one 
Pagin,  vice  president  of  the  South  Bend  Bait  Co., 
In  July,  1928,  a  lure  received  In  evidence  and  marked 
"Exhibit  O,"  which  embodies  the  Invention  here  In 
Issue.  Said  Pagin  corroborated  this  testimony  very 
positively.  In  view  of  this  fact  the  failure  to  refer 
to  the  invention  here  involved  in  the  correspondence 
prior  to  February  14,  1929,  would  not  seem  to  be  of 
great  Importance. 

Appellant  also  stresses  the  fact  that,  although  ap- 
pellee claims  to  have  reduced  the  invention  to  prac- 
tice In  1924,  he  did  not  file  an  application  for  patent 
therefor  until  November  24,  1931,  and  contends  that 


this  long  delay  is  an  Indication  that  appellee's  ac- 
tivities in  1924  should  be  regarded  as  an  abandoned 
experiment.  Upon  this  point  we  are  inclined  to  agree 
with  the  Board  of  Appeals  that  neither  appellee  nor 
the  South  Bend  Bait  Co.  appreciated  that  the  addi- 
tion of  a  weight  to  the  lure  disclosed  in  appellee's 
previous  patents  constituted  a  patentable  feature. 
Had  that  been  earlier  appreclateil,  we  can  not  un- 
derstand why  the  South  Bend  Bait  Co.,  as  a  licensee 
under  appellee's  earlier  patents,  should  have  laur- 
keted  lures  embracing  the  Invention  here  Involved 
for  nearly  two  years  prior  to  the  filing  by  appellee 
of  the  application  which  resulteil  In  the  Issue  of  the 
patent   involved    In    this   Interference. 

We  do  not  understand  there  Is  any  contention  that 
appellee  suppressed  or  concealed  his  Invention,  cre- 
ating an  estoppel  in  favor  of  appellant,  and  there  Is 
no  evidence  to  warrant  such  a  finding. 

The  testimony  shows  that  appellee's  licensee,  the 
South  Bend  Bait  Co.,  placed  lures  upon  the  market 
embracing  the  invention  here  involved  prior  to  the 
placing  upon  the  market  by  appellant  of  lures  em- 
IxKlylng  the  Invention. 

[21  We  do  not  deem  it  necessary  further  to  discuss 
the  evidence.  While,  as  hereinbefore  Indicated,  then? 
are  some  circumstances  which  might  lead  to  the  con- 
clusion that  appellee  had  not  sufficiently  establlshetl 
conception  and  reduction  to  practice  of  the  Inven- 
tion by  him  In  1924,  we  are  of  the  opinion  that  upon 
the  whole  record  we  can  not  say  that  the  Examiner 
of  Interferences  and  the  Board  of  Appeals,  in  coming 
to  the  conclusion  that  such  conception  and  reduction 
to  practice  had  been  established  by  a  preponderance 
of  the  evidence,  were  manifestly  wrong. 

Accordingly,  the  declson  of  the  Board  of  Appeals  Is 
afflrmed. 

.\fflrmed. 
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and  range:  1,S25.373.  same.  Safety  device  for  gas  stoves 
and  ranges,  filed  Aug.  20,  1935.  D.  C,  N.  D.  111.,  E.  Dlv., 
Doc.  14769,  Teller  Btove  De»iffnipg  Corp.  r.  Crotpn  Stove 
Works. 

1,.S85,182.    (Sec  1.342,894.)    1,434,268.     (See  1,342.894.) 

1.828.982,  E.  W.  Hill,  Stencil  sheet,  filed  Aug.  28.  1938. 
D.  C,  E.  D.  Pa.,  Doc.  9001.  A.  B.  Dick  Co.  r.  J.  E.  Sharer, 
Jr. 
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1,578,374.     (See  1,297,188.) 

1,601,815,  Feinbcrg  &  Halverton.  Deflector  arrange- 
ment for  building  ventilating  and  cooling  syptem.  fih'd 
July  11.  1935,  D.  C.  N.  D.  lU.,  E.  Dlv.,  Doc.  14678,  U.  8. 
Atr  ConditioninQ  Corp.  v.  B.  F.  Rrvnold^  d  Co.  et  al. 

1,633,084,  J.  J  Flanlgan,  Spindle;  1,687,157,  1,703.140, 
same.  Duplicating  machine,  suit  for  an  accounting  under 
contract,  filed  July  1,  1936,  D.  C,  N.  D.  111.,  E.  Dlv.,  Doc. 
14635.  J.  J.  Flanigan  v.  Ditto,  Inc. 

1,640.0.'>2,  A.  Olsen,  Jr.,  Candy  package,  filed  Aug.  13, 
1935,  D.  C,  N.  D.  111.,  E.  Dlv.,  Doc.  14747,  Ramco,  Inc.,  et 
al.y.  Traver  Corp. 

1,669,918,  II.  Streeter,  Evaporating  unit  for  refrigerat- 
ing system  :  Re.  18,182,  Re.   19.136,   M.  F.  Booth.  Cooling 
unit   for  refrigerating  system,   filed  Aug.   16,   1935,  D.   C, 
N.  D.  111.,  E.  Dlv.,  Dec.  14760,  Mullins  Mfff.  Corp.  v.  Oen 
eral  Houaehold  Utilitiet  Co.  et  al. 

1,687,157.     (See  1,633,084.) 

1,693,236,  J.  J.  Kaufmann,  Heddle  frame.  D.  C,  E.  D. 
Pa.,  Doc.  7117.  Steel  Heddle  Mfff.  Co.  v.  Walker  Mfff.  Co. 
Bill  dismissed  without  prejudice  Aug.  21,  1936. 

l.TOS.HO.    (See  1,633,084.)    1,728,879.    (See  1.297,188.) 

1,733.451.  A.  E.  Dixon.  Lamp  shade  and  process  of  mak- 
ing same,  D.  C  ,  E.  D.  Pa.,  Doc  6995,  Rembrandt  Lamp 
Corp.  V.  A.  Scherer  (Patent  Lamp  i^'hcde  Co.).  Consent 
decree  for  Injunction  Sept.  3,  1938. 

1,739,450.      (See  Re.  17,R89.) 

1,764.573,  C.  W  Murller.  Sewing  machine  work  sup- 
port; 1,905,391,  1.989,602,  same.  Sewing  machine,  filed 
June  20.  1935.  D.  C.  N.  D.  111..  E.  Dlv  ,  Doc.  14652,  Lewig 
Inx'igible  Stitch  Machine  Co.  v.  Borit  Smoler  d  Son*,  Inc. 

1,777.256.  J.  C.  Daley,  et  al..  Transformer,  filed  July 
5,  1935,  D.  C.  N.  D  111.,  E.  Dlv.,  Doc.  14666.  Jefferton 
Electric  Co.  v.  Sola  Electric  Co.  et  al. 

1.796.347,  H.  W.  Sanford,  Mine  car,  1.796,348.  same. 
Railway  car.  filed  Aug  27,  1935,  D.  C,  E.  D.  Pa..  Doc. 
8997,  H.  W.  Sanford  et  al  v.  Philadetphia  Reading  Coal  d 
Iron  Co. 

1.796.348.  (See  1,796.347.)    1,817,866.    (See  1.383,743.) 
1.826.378.      (See   1.. 353. 743.) 

1.866.692,  O.  Comerford,  Wrapper  for  use  In  hair  wav- 
ing procesi.  filed  June  29,  1938,  D.  C,  N.  D.  111.,  E.  Dlv., 
Doc.    14649,   The  Hettle-LeMur  Co.   v.  The  Vational   Min 
eral  Co. 

1,868,037,  A.  Novlck.  Method  of  making  window  enve- 
lopea.  filed  Aug.  13.  1935.  D.  C,  N.  D.  111.,  E.  Dlv..  5>oc. 
14746,  Ramoc,  Inc.,  et  al.  v.  Travm  Corp. 

1.871,432.      (See  Re    17.889.) 

1,905.391.      (See  1,764.573.) 

1,914,010,  W.  E.  Eccles,  Electrical  connection,  filed  Sept. 
4,  1986,  D.  C.  8.  D.  N.  Y.,  DoC.  E  81/138,  National  Enffi- 
neering  Corp.  ▼.  Arroto  Conduit  d  Fitting  Corp. 

1,930,207.    (See  Re.  17,889.) 

1.938.667.    (See  Re.  17.889.) 

1.953.122.  Munson  k  Becker.  Apparatus  for  the  manu- 
facture of  containers  from  cellulose  sheets,  filed  July  10, 
1935.  D  C,  N.  D.  Ill  .  E.  Dlv.,  Doc.  14673,  Du  Pont  Cello- 
phane Co.,  Ino.,  V.  Vi$OTube  Co. 

1,964,811,  C.  O.  Cofsens,  Ophthalmic  mounting,  filed 
July  1,  1938.  D.  C,  N.  D.  111..  E.  Dlv..  Doc.  14656.  Amer- 
ican Optical  Co.  et  al.  v   Saper  Olore  Corp. 

1.973.842,  F.  C.  Broderlck.  Hot  water  beating  system, 
filed  July  2,  1936,  D.  C,  N.  D.  111.,  E.  Dlv.,  Doc.  14661, 
F.  O.  Broderick  v.  Bell  d  Ooi>$ett  Co. 

1,988.281.  F.  Maccarone,  Shoe  making  method,  filed  Aug. 
27,  1935,  D.  C,  S.  D.  N.  Y.,  Doc.  E  81/90,  Del-Mac  Shoe 
ProcetM  Corp.  et  al.  v.  /.  Miller  d  Son*,  Ine. 

1,989.602.      (See  1,764,873.) 

1.996,818,  R.  Rlddlesbarger,  Pessary,  filed  July  12. 
1085.  D.  C,  N.  D.  IlL,  E.  Dlv.,  Dec.  14681,  Lanteen  Labo- 
ratoric*.  Inc.,  et  al.  v.  Cert  one  Co.,  Inc.,  et  al. 


2.005.361,  G.  D.  Rollins,  Cap,  filed  Aug.  31.  1935.  D.  C. 
E.  D.  N.  Y.,  Doc.  E  7728,  O.  D.  Rollin*  v.  Liggett  Drug  Co., 
Inc. 

Re.  15,061,  Cantrell  k  Miller,  Oil  retainer,  filed  July 
31,  193,'5.  D.  C,  N.  D.  111.,  E.  Dlv.,  Due.  14725,  National 
Motor  Bearing  Co.,  Inc.,  v.  Oitg  Bro*.  Mfg.  Co. 

Be.  17,889.  R.  B.  Fageol,  Road  vehicle,  1,739,450, 
1,871,432,  same,  Multi-wheel  road  vehicle ;  1,933.667, 
same,  Tandem  axle  drive  ;  1,930,207,  A.  I.  Marcum,  Road 
vehicle  construction,  filed  June  12,  1935,  D.  C,  N.  D.  111., 
E.  Dlv.,  Doc.  14005,  Automotive  Engineering  Corp.  v. 
Hendickson  Motor  Truck  Co. 

Re.  18,161,  H.  P.  Elliott,  Stencil  machine  and  stencil 
therefor,  appeal  filed  Aug.  27,  1935,  C.  C.  A.,  2d  Cir.,  Doc. 
— ,  Elliott  Addressing  Machine  Co.  v.  W.  McParlan  et  al. 

Re.  18.182.     (See  I,6fi9,9l8.) 

Re.  18,547,  M.  Burger.  Machine  for  setting  up  cartons, 
bill  for  Declaratory  Judgment,  filed  July  23.  1936.  D.  C, 
N.  D.  111..  E.  Dlv.,  Doc.  14704,  Egg-Safety  Carton  Corp.  T. 
Self-Locking  Carton  Co. 

Re.  19,136.     (See  1,669.918.) 

Des.  82,007.      (See  1,353,743.) 

Des.   87,097,   J.   J.   Klecka,   Finger   ring,   filed   Aug.    17, 

1935,  D.  C,  N.  D.  111..  E.  Dlv.,  Doc.  14752,  J.  R.  Wood  d 
Sons,  Inc.,  v.  Joseph  Bagn  Co. 

Des.   96.194.   H.  O.   Maryan.   Colposeope,   filed  July   28, 

1936,  D.  C,  N.  D.  111.,  E.  Div.,  Doc.  14707,  H.  O   Maryan  ▼. 
H.  Leusohe  et  al.   (General  Soientiflc  Instrument  Co.). 

T.  M.  46.460,  Emerson  Dru^  Co.,  Medical  compound, 
filed  July  1.  1035,  D.  C,  N.  D.  111.,  E.  Dlv.,  Doc.  14657. 
The  Emerson  Drug  Co.  v.  C.  Honoroff  (Bromo  Chemical 
Co.). 

T.  M.  316,023,  T.  M.  315.1.38,  J.  E.  Seagram  k  Sons,  Inc., 
Whiskey,  filed  Aug.  27.  1935.  D.  C,  N.  D.  111.,  E.  Dlv., 
Doc.  14772,  J.  E.  Seagram  d  Sons,  Inc.,  v.  Atlas  Distilled 
Products,  Inc.,  et  al. 

T.  M.  315,138.     'See  T.  M.  315,023.) 


Disclaimers 

1,790,288. — Herbert  H.  Tautg.  Milwaukee,  Wis.  FiNCI 
FOB  J0INTBR8.  Patent  dated  January  27,  1931.  Dis- 
claimer filed  September  30,  1935,  by  the  patentee,  the 
assignee,  Delta  Manufacturing   Company,  consenting. 

Hereby  enters  this  disclaimer  to  claim  8  of  said  speci- 
fication which  Is  In  the  following  words,  to  wit  : 

"8.  The  combination,  with  a  wood-working  machine 
having  a  work-receiving  table  and  a  cutter,  of  a  bracket 
secured  to  the  outer  end  portion  of  said  table,  a  fence 
extending  longitudinally  over  the  table  and  having  at  itg 
end  portion  an  angularly  adjustable  pivotal  mounting  on 
said  bracket,  there  being  a  pair  of  co-operating  stop  lugs 
on  said  bracket  and  fence,  and  an  adjusting  screw  carried 
by  one  of  said  lugs  for  engagement  with  the  other  lug  to 
determine  a  terminal  position  for  said  fence  In  which  the 
surface  of  said  fence  is  at  right-angles  to  the  upper  sur- 
face of  said  table."  

1,911,893. — Monroe  Ouett,  Haitford,  Conn.  Snap  Switch 
WITH  Thcbual  Relbasb.    Patent  dated  May  30,  1933. 

Disclaimer  filed  Septemoer  27.  1936.  by  the  assignee. 
The  ArrovhHart  d  Hegeman  Electric  Company. 

Hereby  enters  this  disclaimer  to  claim  8  of  the  afore- 
said Letters  Patent  which  is  In  the  following  words  : 

"8.  A  manually  and  automatically  operable  switch  hav- 
ing fixed  and  movable  contacts,  a  U-6ihaped  switch  frame, 
a  U-B^aped  manual  operator  pivoted  en  said  frame,  a 
U-shaped  nuxlliary  operator  pivoted  to  said  manual  actu- 
ator, a  U-shaped  carrier  for  said  movable  contact  pivoted 
in  said  frame,  and  spring  means  to  cause  engagement  and 
disengagement  of  said  contacts  with  a  snap  motion." 


1,925.477. — William  B.  Boice  and  John  E.  Boice,  Toledo, 

Ohio.      ANOLB   Gadgb.      Patent    dated    September    5, 

1933.     Disclaimer   filed   September   30,   1935,   by   the 

assignee.  Delta  Manufacturing  Company. 

Hereby  enters  this  disclaimer  to  claims  13  and  14  of 

said   specification   which   are   in   the    following   words,   to 

wit : 

"13.  In  a  woodworking  machine,  the  combination  with 
a  fence,  of  means  for  mounting  said  fence  for  adjustment 
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from  a  Tertieal  position  to  an  Inwardly  or  an  oatwardly 
tilted  position,  and  a  atop  mounted  to  swing  at  tbe  option 
of  tb«  operator  Into  or  oat  of  a  position  to  itop  the  fence 
as  the  latter  Is  moved  to  the  vertical  position. 

"14.  In  a  woodworking  machine,  the  combination  with 
a  fence  hinged  to  be  i>wnng  in  either  direction  from  a 
▼ertica.1  pontlon,  and  a  atop  member  arranged  to  stop 
paid  fence  in  the  vertical  position  when  desired,  said  stop 
member  being  hinged  so  that  it  may  be  swung  out  of  fence- 
stopping  position. 

1,^37.116.— Herbert  E.  Ives,  Montclalr,  N.  J.  Pkojbctiko 
PiCTcaxa  IN  8T«H»oacopic  Rausr.  Patent  dated  No- 
vember 28,  1933.  Disclaimer  filed  September  26, 
1936,  by  the  asslguee,  Bell  Telephone  Laboratori-et, 
Ineorporated. 

Hereby  enters  this  disclaimer  to  the  said  claims  of  said 
Letters  Patent  which  are  In  the  following  words  to  wit 

"1.  In  a  system  for  prodacing  pictures  in  stereoscopic 
relief,  means  to  project  an  image  of  a  stereoscopic  paral- 
lax panoramagram,  and  means  utilising  tbe  light  ray? 
which  form  separated  portions  of  a  panoramic  strip  of  said 
image  to  form  a  real  image  of  said  projecting  means. 

"2,  In  a  system  for  producing  pictures  in  stereoscopic 
relief,  a  plurality  of  elemental  Image  forming  means  ar- 
ranged side  by  side  to  constitute  a  viewing  screen,  and 
means  to  project  a  stereoscopic  parallax  panoramagram 
upon  one  side  of  said  screen,  each  elemental  image  form- 
ing means  functioning  to  form  a  real  image  of  said  pro- 
jecting means. 

"3.  In  a  system  for  producing  pictures  In  stereoscopic 
relief,  a  plurality  of  elemental  Image  forming  means  ar- 
ranged side  by  side  to  constitute  a  viewing  screen,  means 
to  project  a  stereoscopic  parallax  pauoramaKram  upon  one 
side  of  said  screen,  each  elemental  image  forming  means 
functioning  to  form  a  real  image  of  said  projecting  means, 
and  means  to  cause  planar  diffusion  of  the  elemental  light 
beams  forming  said  real  images. 

"4.  In  a  system  for  producing  pictures  In  stereoscopic 
relief,  a  plurality  of  elemental  lenticular  elements  ar- 
ranged side  by  side  to  constitute  a  viewing  screen,  and  a 
projecting  lens  to  project  a  stereoscopic  parallax  panoram- 
agram upon  said  elements,  each  element  utilising  the  light 
from  said  projecting  lens  to  form  a  real  image  of  said 
lens. 

"5.  In  a  system  for  producing  pictures  in  stereoscopic 
relief,  a  plurality  of  elemental  lenticular  elements  ar- 
ranged side  by  side  to  constitute  a  viewing  screen,  a  pro- 
jecting lens  to  project  a  stereoscopic  parallax  panorama- 
gram  upon  said  elements,  each  element  utllliln^  tfe  linht 


from  said  projection  lens  to  form  a  real  image  of  said  lens. 
and  means  to  cause  planar  diffusion  of  the  elemental  light 
beams  forming  said  real  Imageb." 

"9.  In  a  system  for  producing  pictures  In  stereoscopic 
relief,  means  for  projecting  a  stereoscopic  parallax  pan- 
oramagram, means  for  Indlvldnslly  viewing  separate  por- 
tions of  each  panoramic  strip  from  a  given  horlsontal  di- 
rection, and  means  for  causing  vertical  planar  diffusion  of 
the  projected  elemental  beams  of  light  representing  ele- 
mental strip  images  of  said  panoramagram. 

"10.  lo  a  system  for  prodncinc  pictures  in  stereoscopic 
relief,  a  motion  picture  film  having  a  plurality  of  stereo- 
scopic parallax  panoramagram  pictures  printed  thereon, 
means  for  projecting  strip  images  of  said  panoramagram 
pictures,  a  viewing  screen  upon  which  said  images  are 
[)roJected,  comprising  means  to  control  the  direction  of 
horizontal  transmission  of  the  light  rays  forming  different 
portions  of  tbe  panoramic  strips,  and  means  for  causing 
vertical  planar  alffusion  of  the  projected  elemental  light 
beams  representing  strip  Images  of  said  panoramagram 
pictures. 

"11.  In  a  system  for  producing  pictures  for  viewing  In 
stereoscopic  relief,  means  for  projecting  stereoscopic  strip 
Images  of  an  object  upon  a  viewing  screen,  said  screen 
having  horizontallv  positioned  means  for  causing  vertical 
diffusion  exclusively  of  the  elemental  light  beams  repre- 
senting strip  images  of  said  object,  and  vertically  posi- 
tioned means  for  causing  horlsontal  diffusion  exclusively 
of  said  elemental  beam,  whereby  pictures  may  be  viewed  in 
stereoscopic  reMef. 

"12.  Tne  method  of  projecting  images  visible  in  stereo- 
scopic relief  which  comprises  projecting  an  Image  of  a 
stereoscopic  parallax  panoramagram.  deviating  the  light 
rays  which  form  elemental  portions  of  each  panoramic 
strip  so  that  they  all  pass  to  and  through  a  point  in  space 
close  to  said  image,  and  viewing  said  rays  after  they  pass 
through  said  point." 

"14.  In  a  svstem  for  producing  pictures  In  stereoscopic 
relief,  a  plurality  of  elemental  concave  mtrror-llke  reflect- 
ing surfaces  arranged  side  by  side  to  constitute  a  view- 
ing screen,  and  a  projecting  lens  to  project  a  stereoscopic 
parallax  panoramagram  upon  said  elements,  each  element 
utilising  the  light  from  said  projecting  lens  to  form  a 
real  Image  of  said  lens. 

"15.  In  a  system  for  producing  pictures  In  stereoscopic 
relief,  a  plurality  of  elemental  concave  mirror-like  reflect- 
ing surfaces  arranged  side  by  side  to  constitute  a  viewing 
screen,  a  projecting  lens  to  project  a  stereoscopic  parallai 
panoramagram  upon  said  elements,  each  element  utllislnK 
fhe  light  from  said  projecting  lens  to  form  a  real  Image 
of  said  lens,  and  means  to  cause  planar  diffusion  of  the 
elemental  light  beams  forming  said  real  Images." 
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The  following  trade-marks  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  days  of  this  publication.  ....,,  j       ,^v, 

Marks  applied  for  *'  under  the  ten-year  proviso  are  registrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  February  18,  1911. 

As  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.    No.    368,496.      Samcil    Shapiro,    New   York,   N.   T. 
Filed  Auk.  19.  1935. 

TIC-TAC-TOE 


Ser.  No.  368,611.     Gafco,  Inc.,  New  York,  N,  Y.     Filed 
Aug.  23.  1935. 


For  T^'alher. 

Claims  use  since  July  1.  1B85. 


Ser.  No.  368. ^.{9.     SMOKkLESs  I-\»l  Compani,  Charleston, 
W.  Va.     FUed  Am:.  21,  198o, 


''Gold  SUndard 


S$ 


For  Coal. 

Claims  use  since  Aug.  9,  1985. 


Ser.   No.  868.567.     Oafco,  Inc.,  New  York,  N.  Y.     Filed 
Aug.  22,  1935. 


For  Fnr  Pelts  and  Dyed   Skins  and  Plates. 
Claims  nse  since  Aug    1,  1935. 


G 


^ 


c^-^o«e^ 


^<- 


For  Fur   Telts   ami   Dyed   Skins  and   riatcfi. 
Claims  use  since  1029. 


CLASS  2 

Receptacles 

Ser.  No.  864.603.     United  Statbs  Papm  company,  Ltd., 
Los    Angeles,    Calif.      Filed    May    6.    1985. 


STEELCRAFT 


For  Paper  Bags. 

Claims  use  since  Jan.  1,  1935. 


Ser.  No.  868.668.     OAtco,  Inc.,  New  York,  N.   Y.     Filed 
Aug.  22.  1986. 


'0^ 


^/VCH\^ 


V 


For  Fur   Pelts   and   Dyed    Skins   and   Plates. 
Claims  use  since  Aug.  1,  1935. 


Ser.   No.    866.640.      Tat   Popsicle   Corporation    of   thb 
Unitso  States,  New  York,  N,  Y.     Filed  June  26,  1935. 

TWIN  l>()l>vSI<)LH 


For  Elmpty  Wrappers  and  Bags  Made  of  Glaasine,  Vege- 
table  Parchment,   Plain  and/or  Waxed   Paper. 
Claims  use  since  Apr.  18,  1934. 
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CLASS  4 

Abrasive,  Detergent,  and  Polishing  Material* 

Ser.    No.    362,413       Fehro    Enamel    Cobporation,    Cleve- 
land. Ohio.     Klled   Mar.    12.    193S. 


All   •wordliy?   except   "Ferro"    la   disclaimed   apart   from 
tbe  mark. 

For  Rubbing  Stones. 

Claims  use  ai^ce  Sept.  11,  1934. 


S«r.   No.   367.125.     Thb   Fihestone  Tire  A   Rubber   Coii- 
PANT,  Akron,  Ohio.     Filed  Juljr   10,   1933. 

Tin$tont 


For  Cleaner  for  Aatomobllefl,  Furniture,  Chromium, 
Glass,  EJnamel,  and  Varnish  Finishes  ;  White  Sldewall 
Tire  Cleaner  ;  Automobile  Top  Dres.sing  ;  and  Tire  Dress- 
ing Compound   for  Cleaning  and  Polishing  Tire.s. 

Claims  use  since  on  or  about  Oct.  18,  1932,  on  cleaner 
for  automobiles,  furniture,  chromium,  glass,  enamel,  and 
varnish  finishes  ;  since  on  or  abuut  Aug.  13,  1931.  on  white 
sldewall  tire  cleaner  ;  since  on  or  about  Aug.  27,  192fi.  on 
automobile  top  dressing  ;  slnct-  on  or  about  P'eb.  2.  1932, 
•on  tire  dressing  compound  for  cleaning  and  polishing  tires. 


Ser.   No.   368.048       rtRM-ATsx   Compact,   IXC.,   Brooklyn. 
N.  Y.     Filed  Aug.  0.  193:*. 


MiM) 


For   Black   Top  Dressing    la  Thin   Asphaltum    Paint  or 
Vamlsh). 

Claims  use  ««l:ic«?  Oct.  29.  1934. 


Ser.  No.  368,33."».     L*.\y.»\  &  Kemp  H.vrclay  &  Co    l.vcoi 
POKATCD,  New  York.  N.  Y      Filed   Aug    15.  1930. 


The   drawing   is   lined  for  red  and  gold.      No   claim  b*> 
Ing  made  to  the  representation  of  the  cnrtim  blank  per  M. 
Kor  Soap. 
Claims  use  since  June  11,  1935. 


8«r.  No.  8«8.403. 
Aog.  17.  1935. 


FoKD  HoPKi.NS  Co.,  ChU-ago,  111.     Filed 


IVAN  HOE 


unvf 

For  Shaving  Cream 
Claims  use  since  May,  1939. 


Ser.  No.  368,431.     The  J.  T.   H<>bebtsum  Co.,  Ihc,  Syra- 
cuse, N.  T.     Filed  Aug.  17.  1985. 


For  Soaps  and  Toilet  Soaps 
Claims  use  since  Nov.  21.  1933. 


Ser.   No     368,690.      Kitzpatbk  k    Bbos    Inc.,  Chicago,    111. 
Filed  Aug.  20.  1935. 


Ser.  No.  359.871.    A.  E.  Stalit  Manlfactubing  Company, 
Chicago.    111.      Filed  Dec.   15.  1934. 

ECLIPSE 

For    Inedible  Starch  Products   for  Industrial   Pnrposes. 
Claims  use  since  January,  1920. 


Ser.    No.    359,872.      A.   E     Stalky    MAXCFAcrrBiNO    Com- 
pany, Decatur,  111.     Filed  Dec.  15,  1934. 

STAIDUX 

For   Inedible    Starch  Products  for   Industrial   Purposes. 
Claims  use    since   November.    1923. 


The  drawing  Is  lined  for  red. 
For  Soap  hihI  Soap  Flakes. 
Claims  use  since  June  1.  1935. 


Ser  No  368.905  Jam«8  A.  Tyson,  doing  buslueiw  as 
The  House  of  Fayrln.  Louisville.  Ky.  Filed  Aug.  81, 
1985. 


For    Shoe    v  leaner    untl    Whit'ii»T 
Claims  use  since  July  12.  1935. 


CLASS  6 

Chemicals,  Medicines,  and  Pharmaceutical 
Preparations 

Ser.  No.   3r>.%.47H,     Ki.kk>  Khk   riioi.rcT  Co.,  New    York. 
N.  Y.     Filed  Aug.  27,  1934. 


Ser.  No.  859.374.     A.  E.  Stai>ky  Mancfactcbi.ng  Company, 
Decatur.   III.     Filed  D»h.   15,   1934. 

ANCHOR 

For    Starch    Products    Ordln.arliy    I'sed    for    Industrial 
Purpoaes. 

Claims   use  since  May  8.    1923. 


Ser    No.  :iM,618.     Thomas   L.  CrwNiNOHAM,  New   York, 


N.  Y.     Filed  Dec.  24.  1934 


RUST6ABD 

The  word  "Rust"  Is  dlsclnimed  apart  from  the  word 
"Gard"  and  the  word  "Oard"  opart  from  the  word  "Uust." 

For  Liquid  Conipositlmi  for  Prevention  and  Elimination 
of  Rust  and  Corrosion  of  M»'tal    Surfaces. 

Claims  use  since  Dec.  3.  1934. 


Ser.  No.  362.831.     Kubna  D.  Lattabclo.  New  York,  N.  T. 
Filed  Mar    21,  1935. 

TORODYNE 

For  Restorative  and  Tonic. 
Claims  use  since  Dec.  1,  1983. 


Ser.   No.  862,845.      Socibte  Anonyme   Publicite  I-'ra.vco 
Amkbicaine    Pnrls.  France       Filed   Mar.   21.  1935. 

GENIPLASME 

For    Disinfectants    and    I'Unruiaceutlcal    Preparations — 
Namely,   for   the   Treatment    of   Glands. 
Claims  use  since   Mar.   21.    1934. 


The   word    'Kleen  Rife"    is    dlsdalmed   except    ns   shown. 
For  Washing  Compound    Ised  as  a   Bleach.   Germicide, 
and  Deodorant. 

Claims  use  since  Aug.  22.  1984. 

469  O.  G.— 44 


Ser.   No.   362.846.     Societe  An<'vyme   PrRt.utTE   Fbaxco 
Amkbicaixb.  Paris.  France.      Filed   Mar    21     11^35. 

ORMOSAN 

For    Disinfectants    and    Pharmaceutical    Preimrations — 
Namely,  f<-r  the  Treatment  of  Glands. 
Claims   use  sluoe  November,    1933. 
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Ser.  No.  864,230.     I xtsbxatioxal  Vitamix  Corporation, 
New  York,  N.  Y.     Filed  Apr.  i'«.  1935. 


©OD-Es^ 


For  Vitamin  (^'oncentrate  IiiKr»^llent  tn  h*-  Adile^l  to 
Br»»fJfr  Milk.  I't-anut  Huftpr  OltHiniarirHrtne  ami  Other 
Like  Food  Products  to  Increase  Tlielr   Vitaniiii  Potency. 

Claims  utte  since  January,  19d3. 


8«r.  No.  305. 5«7      Amkrk  an   chemk  al  i'.\i.\T  Cnuvxsr, 
Ambler,    Pa       Filed   May   31.   19.W. 


The  words*  '•Chemicals"  ami  "Prw **»«««'  are  disclaimed 
apart  from   the  mark. 

For  Chemical  Ruj<t   Inhibitors  for  Metals. 
ClRlma  use  sinte  Mar.  1.  li«3.'> 

Ser.  No.   365. &49.      I^.\th«hic.  Ixcorpor.^tid.   New  York. 
N.  Y.     Filed  Juue  8.   1935. 

VAGABOND 

For    Perfumes    an<l    (osmetic    Cream.s. 
ClaimK  U)**'  «ln<v  June  A.  19.35. 


Ser.    .\o.   365.950.      Lenthkrh-.    I.\roKii>«iTEn,   New    York. 
N.  Y.     Filed  June  K.  19.J5 

L'lNTUmON 


For    Perfumes    and     Coanieti<'    Cre.mis. 
Claim*  Qj-e  since  June  3,  1935. 


Ser    -\o.  366.165.     NriWLL  M.wrr.UTT  ai.Vfj  (  ompa.\v  Ixc, 
ChicaKo,    111       Filed  Jane   1.^.   19.35. 


»iU-Ll^ 


^ 


For    Nail    Condltlonera    ami    Pollidi.    a    I.lquhl    Prepara- 
tion l'.-.e<l   tor  the  Removal   of  Nail   Polisii. 
Claim<»  one  slncp  .lune   1.   19:{.l. 


Ser.    No.    366.304.      Smi-IIo    PROoncTS   Company,    Denver. 
Colo.     Filed  June  17,   1935. 

SMI-HO 


ers. 


For  Chemical  (.'ompound  Uaed  fer  PuHfylng  Dry  Clean- 


CUima  uae  alnce  Mar.    14.   1084. 


Ser.  No.  .!«0.9O»J.     Ethix  Phaimacal  Co   Inc..  New  York, 
N.  Y.      Flle.l  July  2,    1935 

ETHIX 

For  AnalKeidc  Balm.  Anti-Acid  Powder,  Aspirin  Tublets, 
Rlaud  Pill-^.  Boric  Add.  Candy  laxative  Wafers,  laxative 
SalfH.  laxative  Tablets,  Casoara  Hairrada  I-^tract  Tablets. 
Ca>tor  Oil.  Compound  Hesorclnol  Ointment.  F^paom  Salt. 
Saccharin  Tablet.*,  Sodium  BIcnrbonate.  Zlnr  Oxide  Oint- 
ment. Couifli  Syrup  (Ompound  Syrup  of  White  IMne,  Dls- 
Infectant-Compouud  Cresol  S<dutU)n,  Iron  gulniue  and 
Strychnine  Tonic.  Liniment  for  Kxternal  I'si-,  Me<llclnal 
Mineral  Oil.  Milk  uf  MiiKiieHla,  .\.)He  Drops.  Soda  .Mint 
TaUletM.  and  Tincture  oi  Iodine 
Claims   Ufe  since  Apr.   19,   1935. 


Ser.    No.    367.055.      CHab.    PRoruMO,    New    urleaua     La 
Filed  July  1.   19:15  '. 


Trade-mark  coualats  of  a  fa'^siuille  of  api>lifnnt's  slgna- 

Wot   Preparation    for    the  Treatment    of    Chronic    Dysen- 
tery   and    Consumption    of    the    Boweln. 
Claims  as«  since   Sept     1.    1911. 


Ser.   No.  M7.O06.     Carl  Sandow.   doln«   IJUsineHs  as   Dr. 
Ernst  Sandow.  Hamburg.  Ormany.     Filed  July  8,  1935. 


For   Salts  for   Artlflcinl   Mineral    Waters. 
Claims  use  since    l!)13. 


Ser.  No.  "67,087.     Soap  Lakic  pKnincTs  ('oaruRATiON,  8c. 
attic.  Wash.     Filed   July  8.    I!>.i5. 

MOTHER  NATURE 

For    KfferTescent   Compound   of   Natural    Mineral    Water 
.*4alts,  and  Li(jui<l  Concentrates  of  Natural  .Mineral  Waters. 
Claims   ui*e   rtin<».   Feb.    16,    193."j. 
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Ser.  No.  367.601.  William  H.  Cox.  doing  business  as 
W.  H  Cox  Drug  Company,  BrCK^ksville.  Kla  Flle<l  July 
24.   1935 


Ser.  No    3G8.191      T    J    SMITH  k  Nrphbw,  Limitbd,  Hull, 
England      Filed  Aug.  10,  1935. 


TENSOPLAST 


For  Medicated  Plasters  and  Me<llcated  Bandages. 
Claims    use    since    Mar.    1.    1934. 


Ser.   No.  368.337       Kh>est  A.   1  km  mo.   Flushing,  Long  Is- 
land,   N.   Y.     Filed  Aug.    15.    1935. 


The    indicia    "B"    is   dlsdaimeH    apart    from    the   mark 

shown 

For    Medicinal    Preparation    for    the   Treatment    of   Ma- 
laria. 

Claims   use   since  July   6,    1935. 


Ser.    No.    367.988.      Battle    chiek    DRCOS,    inc..    Battle 
Cr«ek,  Mich.     Filed  Aug.  5,   l'J35. 


BohYida 


Th*  portraits  are   fanciful. 

For    L>epilatory    <"ream. 

Claims    use    ^ince    Aug.    1,    1935. 


a^.   No.    »68,3SS.      MaCkir  Hbxkrls,    Inc.,    Philadelphia 
Pa.     Filed  Aug.  15,  l»a5- 


For    Medicinal    T'  ulc    Tablets    Containing    Vitamins    B 

and  G. 

Claims  Uf^c  since  July   1.  1935. 


■sr.  No.  868.144.  Morton  m  a."*!  FArrraiNo  Corporation, 
doing  business  as  Cu-Crema  Company,  Lynchburg,  Va. 
Flleil   Aug    9     18.35. 

The  word    'Crema"   Is  dlrclainie<l  apart   from  the   mark. 
For   Toilet    Pr<paratlon    for    Henutlfylng   the    Skin    and 
Complexion. 

Claims  use   since  July   25,    1935. 


For  Colloidal  Iodine. 

Claims   use   since  July   1.   1933. 


Ser  No  368  342.  Morton  G.  Nrcmann,  doing  business 
as  Valmor  Products  Co..  Chicago.  111.  Filed  Aug.  15. 
1935. 


Ser    No.  868,174.     Oooi>  Mi  won  corporation  op  Amrrica. 
Brooklyn.  N.  Y.     Hied  Aug    10.  1935. 


UMOR 


For  Dentifrices. 

Claims   use   since   July,    1935 


The  iKjrtrait  is  fanciful. 

For   Vegetable  Compound   Tonic   for  Female    Disorder*, 
External   Liniment,    Herb   Tonic,    LaxatlTe    Pills.    Female 
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Tablets,  Laxatlre  Ch«wiog  Oum,  Skin  Salve.  Headache 
Tablets,  Aspirin  Tablets,  Cough  Synip.  Menthol  Salve, 
Body  Powder,  Hair  Pomade,  Hair  Dye.  I^iquid  Face  Pow- 
der, Tooth  Paste,  Face  Powder,  Cleansing  Cream,  Bleach 
Cream,  Cold  Cream,  Lemon  Cleansing  Cream,  Vanishing 
Cream,  Skin  Tonic,  Bath  Saltf.,  Brilliantine,  Rouge,  Lip- 
•tlck.  Tooth  Powder,  Sachet  I'owder,  Massage  Cream,  Tls- 
mie  Cream,  Lemon  Lotion,  Glycerine  and  Rose  Water, 
Beauty  Cream,  Beauty  Clay,  Talcum  Powder,  Hair  Dress- 
ing, Hair  Oil,  Eye  Brow  Pencil.  Toilet  Water,  Perfume, 
Hair  Straightening  Comb  Preparation,  Pressing  OH, 
Deodorant  Cream,  Deodorant  Liquid,  Deodorant  Powder, 
Hair  Gloss,  Hand  Lotion,  Ileney  and  Almond  Lotion, 
Peroxide  Cream,  Peroxide  Vauishing  Cream,  Skin  Fresh- 
ener, Nail  Polish,  Nail  Polish  Remover,  Mouth  Wash, 
Tooth  White,  Foot  Powder.  Foot  Balm,  Liquid  Corn 
Remover,  Skin  Ointment,  Mustard  Rub,  Cold  Tablets,  Iron, 
Wine  and  Quinine  Tonic,  Diuretic  1111s,  Xom-  Drops,  and 
Douche  Powder. 

use  since  May   14,   1V35. 


Ser.    No.    368,371.      Cott,    I.nc,    Wilmington,    Del.      Filed 
Aug  16.  lo:?.-; 

CELLOTOP 


For  Face  Powder. 

Claims  use  since  Aug.  12,   1935. 


Ser.    No.   368,463.      Scott    Phillips,    Inc.,    Chicago,    III. 
Filed  Aug.  19,  1935. 


PfSI 

•..mi 
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The   drawing    is   lined   for   blue. 

For  Eye  Lotion. 

Claims    use   since   July   9.    1935. 


Ser.    No.    368,576.      Pa«ki,    Davis    k    Companx,    Itetroit, 
MicL.     Filed  Aug.  22,  1935. 


ADEOL 


For    Preparation    for    th*-     I  rtarnieut    of    Vitamin    De- 
ficiency in  Animals. 

Claims  use  since  July  31,  I9<i5. 


Ser.    No.    368,576.      Pahke,    Davis    ft    Compaxv.    Detroit, 
Mich.     Filed  Aug.  22,  1!)35. 


AOEVIT 


For    Preparation    for    the    Treatment    of    Vitamin    De- 
ficiency In  Animals. 

Claims  use  since  July  31,  1036. 


Ser.  No.  868,587.    STANDaaD  Oil  Company  or  New  Jissbt, 
Wilmington.   Del.     F11e<l  Aug.  22.   1935. 

£ssotane 


For  Hydrocarbon  Oases. 
Claims  use  since  July  10.  1936. 


Ser.  No.  868.631.     Polk  Millbb  paoorcTs  Cobpohatio!*, 
Richmond,   Va.     Filed  Aug.  23,   1935. 


For  Flea  Powder. 

Claims  use  since  April,  193.'> 


Ser.  No.   368.699.     Mia-KiL   I^boodcts  Co.,   Los  Angeles, 
Calif.     Filed  Aug.  26,  1935. 


For    Germicide,    Dixinfectant,    Antiseptic,    and     Deodo- 
rant. 

CMms  use  since  June  1,  1936. 

Ser.  No.  368.704.     P«»lk  Miller   Pboduits  CoapoHATiOM, 
Richmond,   Va.      Filed   Auk.   26.    1985. 


-o  trjtuni 


The  drawing  is  llne<l   for  red   and  yelloi 

For  Flea  Powder. 

Claimn  use  since  Apiil.  198C. 
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ger.   No.   368,806.      Israel  Goldbihq,    New   York,   N.   Y. 
riled  Aug.  29,  1985. 


The  portrait  Is  fanciful. 

For  Ointment   Preparation   for   Infection. 

Claims  use  since  Aug.  17.  1935. 


Ser    No.  868.816.     Cracs   WM.   Rice  *  Compant.  Incos- 
POiATSD.  Pittsburgh.  Pa.     Filed  Aug.  29.  1935. 

PHOSCALOID 

For  Boiler  Water  Conditioning  MaterUls. 
Claims  use  since  June  11,  1935. 


Ser.  No.  368.941.     Orris  B.  Miller,   Peoria,   111.     Filed 
Sept.  3,  1936. 

flbeteboo 


Ser.  No.  368.658.     The  Barber  Asphalt  Compant,  Phila- 
delphia, Pa.     Filed  Aug.  24,  1935. 

TRiNii]AS(:n 

For   Bituminous    Paving   Mixture   and   for   Aggregates, 
Fillers,  and  Bitumen,  and   Mixtures  Thereof. 
Claims  use  since  July  19,  1935. 

Ser.   No.   868.864.     Qciolet   Compast.   Inc.,   New   York, 
N.  Y.    Filed  Aug.  30,  1985. 

INSULBLOX 

For  Bodies  of  Heat  Resisting  Highly  Refractory  Mate- 
rial. ,. 
Claims  use  since  1920. 

CLASS  13 
Hardware  and  Plumbing  and  Steam -Fit  ting 

Supplies  ^.^^ 

Ser.  No.  360.177.  Ksswsdy  Manufacttrino  Company, 
Van  Wert.  Ohio,  assignor  to  National  Builders  Bank  of 
Chicago  and  II.  P.  Vlcborn,  trustees.  Filed  Jan.  12, 
1935.  ^ . 

THE  ORDERLY 

For  Base  Metal  Trays  for  UtlHtarlan   Purposes. 
Claims  use  since  Dec.  7.  1934. 


For  Toilet  Cream. 

Claims  use  since  Jan.  1,  1935. 


Ser.    No.    368,972.     THB    IIebtleas  Company,  Nanticoke, 
Pa.    Filed  Sept.  4,  1985. 


For    PreiMiration    for    Treating    Sunburn. 
Claims  use  since  July  1,  1985. 


Ser.  No.  366.576.     Bexoeman  Beasox  Owens,  Van  Nuys, 
Calif.     Filed  June  24,  1935. 


ZO 


For    PlumbiuR    and    Steam    Fitting    Valves    Including 
Tank  Feed  Valves. 

Claims  use  since  June  13,  1935. 

Ser.   No.   868,671.     Speedy   Metal  Products,   Inc.,  New 
York.  N.  Y.     Filed  Aug.  24,  1935. 


CLASS  12 

Construction  Materials 
S^.    No.    367.899.     I.    F.    Lal'Cks.   Inc.,    Seattle.    Wash. 
Filed  Aug.  1.  1935. 

UNIWaVLL 

For  Plywoo<l  and  Structures  of  Studding  with  Sections 
of  Plywood.  Composition  B<inrd.  and  the  Like. 
Claims  vw  cince  July  17.  1935. 


No    claim    is    made    to    the    words    "Trade-Mark* 
"Metal"    and    to   the   representation    of   the   goods 
from  the  mark. 

For    Slide   Controlieil    Separable    Fasteners. 

Claims  use  since  Aug.  9.  1935. 

CLASS  15 
Oils  and  Greases 

Ser    No.  855.384.     Columbia  Wajc  Works.  0»one 
L.   I.,   N.  Y.     Filed  Aug.   23,   1984. 


'    and 
apart 


Park, 


For  Candles. 

Claims:  use  since  June  10,  1934. 


/^ 
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8«r.  No.  367,036.     Pabagon  Oil  Company^  Inc.,  GI«ndaIe, 
N.  Y.      Filed  July  6,  1935. 


For  Lubricating  Oil. 

Claims  us*  since  l>ec.  10,  1084. 


8er.  No.  368.911.     Watult  Oil  Wobks  Company,  Pltts- 
bvgb.  Pa       PMIed  Aug.  31,   19.^. 

PeddaitO 


For  Lubiicatin;;  Oils  and  (ireases. 
Claims  us«  since  Aug.  21,  1935. 


Ser.  No.  369,063.  Hauuv  .M  Ubtnolob,  doing  business  as 
Reynolds  Sales  Company,  Columbus,  Ohio.  Filed  Sept. 
6,   1935. 


For   Lubricants  Containing  Graphite   wltli  Oil,   Water, 
•r  Other  Vehicle. 

Claims  use  since  June  28,  1934. 


CLASS  16 

Paints  and  Painters'  Materials 

Ser.  No    ^es.hO.n      Frb.vch-Wolt  Paimt  Pbouccts  Cobp., 
Philadelphia,   Pn       Filed  .Vug.  29,  1935. 

White  Flash 

For  Inside  and  Outside  Paints. 
Claims  use  since  Aag.  27.  1936. 


Ser.   No.   Sd9,173.     Vbobtablb   Oil   Pboducts    Company, 

Inc.,  Los  Angeles,  Calif       Filed  Sept.  10.  1936. 


For  Paint  Oil. 

Claims  use  since  June  29,  10S8. 


CLASS  17 

Tobacco  Products 

Ser.  No.  868,757.     Royal  Tobacco  Company  or  Flobida, 
INC..  Miami,  na.      Filed  Aug.  27,  1935. 


.-fS^^ 


For  Cigarettes. 

Claims  use  since  June  12,  1935. 


CLASS  19 

Vehicles,   Not   Including   Engines 

Ser.  No.  867,278.    Aitomotivb  Sapbtt  Dbvicbb,  Inc.,  Lob 
Angeles,  Calif       FIMI  July    !.'»,    1936. 

Mac-Wayde 

For  Steering   Stabilliers  for  Automotire   Vehicles. 
Claims  use  since  Apr.  1,  1984. 


CLASS  21 

Electrical  Apparatus,  Machines,  and  Supplies 

Ser.  No.  865.766.     c;km:rai,  I'bintino  Ink  Cobpobation, 
Dover,  Del  .  and  Neu    York,  N    V       Filed  June  4,  1985. 


« 


^ 


For  Radio  Receiving  Apparatus  and  Tubes  Therefor. 
Claims  use  since  Apr.  25.   193.'S. 


Ser.    No.   864,44i>.     Fi>win    L.    Wiboand   Company,   Pitts- 
burgh, I>a.      Filed  Juue  20,  1986. 

Chromalox 

For  Klettrlf  Heating  PHetneiits,  El-ctrU  Heslxtor  Ele- 
ments, Electric  Hentinji  f'nlts,  Klecfrlr  Revlsf.ir  Units, 
Electric  Ilt-ntfrn.  rikI  Kle.  trl^-  Ii.-i«tur»'  IN.m1  Hoth  An 
Component  I'nrts  of  N'HrloiiH  I<>4uii)m»>iit  ami  .-KIho  Sepa- 
rately and  Wlthoat  Incorporation  Into  Equipment,  and 
for  Parts  Thereof.  Also  for  Electric  Rheostats.  Electric 
Thermal    Cut    Outs,    Electric   Reaistor    Wire    and    HiUbon, 


^i 
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Electric  Circuit  Breakers.  Electric  Switches.  Electric 
Soldering  Irons.  BSlectrlc  Air  Heaters.  K»^/'-»5.  ^'^T 
Heaters,  Electromagnetic  Circuit  Clo^jrs.  Electrtc  Melt- 
ing Pots.  BlectrV  Stoves,  Electric  Space  Heaters.  Electric 
booking  Plate*  Electric  Heating  Plates,  Electric  Immer- 
sion Heaters.  Electric  lUdlators,  Electric  Infra-Red-Ray 
Generators.  Electric  Fl«tiron  Bases.  Electric  Branding 
Apparatus,  and  Parts  Thereof. 
Claims  use  since  Oct.  16,  1920. 


«er.  No.  366.489.     Samson-I.mtbo  Cobpobation,  Roches- 
ter, N.  Y.      Filed  Junf  21,  l'.i3r>.  _ 

LIFTO 


For  Electrically  Heated  Baking  Devic< 
trie  Waffle  Irons 

Claims  uite  since  Nov.   15.   1984. 


Namely,  Elec- 


^> 


Ser    No.  869.056      Thb  B.  F.  Goodbich   Company.  New 
York.  N.  Y.     Filed  Sept.  6.  1936. 

For  Electric  Storage  Batteries. 
ClalBM  use  since  July  19,  1935. 


CLASS  22 

Games,  Toys,  and  SportinR  Goods 
Ser     No     368.007.       Molly   es    DOLL    OCTpitters,     Inc 
Phllftdelphln.  Pa.      Filed  Mar.  26,  1933. 


Ser.    No.    868.428.     Rbminoton    Abms    Company.    Inc., 
Bridgeport.  Conn.     Filed  Aug.  17,  1985. 


Trade-mark  c-onnists  of  :.  .inular  yellow  band.  No 
claim  is  made  to  the  representation  of  the  goods. 

For  Frangible  Targets  D«^slgned  for  Projection  from 
Target  Throwing  Devices. 

Claims  use  since  1896 


Ser  No  868.811.  Th«  India  RrBBia,  Gutta  Pmcha  & 
Telegbaph  wobks  Company.  Limited,  London,  Eng- 
land.    Filed  Aug    29.  1935 

SILVER  PRINCE  ' 

For  Golf  Balls. 

Claims  use  since  .\pr.  17,  1935. 


Ser.  No.  :W8,88K.     Hazelle  H.  Hedoes,  Kansas  City,  Mo. 
Filed  Aug.  31,  1935. 


SELF  HELP 
EDUCATIONAL  TOY 

N..  claim   i8  mad*;   to  the   words  '•Self-Help  Educational 
Toy'   and   'Trade-Mark."  »    .      ,„ 

For   Doll    Clothes,   Dolls,   and    Stuffed    Toy    Animals. 
Claims  use  since  Jan.  1.  1035. 


«er  No  366.250.  F.  L.  Bohaxan,  doing  business  as 
Bohanan  Manufacturing  Company.  Los  Angeles,  Calif. 
Filed  June  17,  1986. 

QUALITY         ~ 


BABY    TONKIN 

TPADtMARK    RLG 


QUARANTLED 


.Ml  words  except   'HHl.y  Tonkin'  arc  disclaimed. 
For  Fishing  Ko<ls  and   Poles. 
Claims  use  since  May.  1932. 


For  Marionettes  and  Toy  Marionette  Stages. 
Claims  u*»e  since  July   1.    1934.         • 


CLASS  23 
Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.    No.    .H.VJ.832.      Modekn    Tbadkks    Li. mixed,    London, 
England.      Filed   Dec.    in*,   1934. 

REDOX 

For  Saf«t.v  Razors  nmi  Safety  liiiior  Blad*^. 
Claims  use  sinoe  Sept.  7.   1934. 

Ser    No    361,221.     Sanlin  Opfbet  Press  Mpo.  Cobpoba- 
tion, New  York,  N.  Y.     Filed  Feb.  9.  1936. 

For  Rotarv  Printing  and  Lithographing  Machines  and 
Metal  Sheets  Vsed  as  Functional  Parts  in  Printing  and 
Lithographing  Machines. 

Claims  use  since  Dec.  31.  1934. 


vV3S 
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S*r.  No.  364.685.    Thb  Kidoi  Tool  Company,  North  Rldge- 
vllle.  Ohio.     Filed  May  8.  1935. 


For  Apparatus  for  I)istrlhutlng  Chemical  Insecticideft — 
Namely,  Hand  Operated  Dust  Ouns  and  Po»wer  Operated 
Dust  Ouns. 

Claims  uw  since  Jan.  31,  1935. 


Ser.  No.  866,116.     Pl7iiP  Cnmxrring  Skbvick   corpora- 
tion, aeveland.  Ohio.     FII.hI  June  12.  1935. 

PESCO 


For  Fnel.  Vacuum,  and  Oil  Pumps. 
Claims  Ufe  Bince  June  15,    1934. 


Ser.    No.   367,032.      McChosky   Tool  Corporatiok,  Mead- 
ville.   Pa.      Filed   July  6,    1935. 

SolE  X 


For  Reamersi.         ^ 

Claims   use  since  January,  1932. 


Ser.  No.  3«>7,0S3.     GEonoic  Pirich,  doing  buslnes.s  as  Four 
J>'s  Company.  Minneapolis,  Minn.     Filed   July  8,   1935. 


FOUR     D*S 


For  Hand  Garden  Tool*,  to  wit.  Hoes,  Kakes.  Weedera, 
Pmners,  Seeders,  and  Weed  and  Dandelion  Removers. 
Claims  use  since  Feb.  15.  1935. 


Ser.  No.  368.1 3«.     Levix  Bros.,  New  York,  N.  Y.     Filed 
Aug.  9.  1935. 

JIublekeen 


For  Rasor  Blades. 

Claini"'  use  since  Jan.  1,  1928. 


Ser.  No.  368.572.    E.  H.  Jacob-h  MAivrFACTURiMO  Compant, 


ixc,  Danlelson,  Conn 


Filed  Aug.  22.  1935. 


For  Ice  Crusher  Sets.  Including  Mallet  Scoop,  Ice  Bag, 
and  Container  for  the  Set. 

Claims  use  aliire  May    20.  1935. 


Ser.  No.  .■l»J8,l>98.     Conti.vbntal  Sat-Whi.n  Corporatio.h, 
Cleveland,  Ohio.      Filed   Sept.   4.    1935. 


For  I'l^tablf   i'limp  Devices  for  B4>verage«  and    Liquids. 
Claims   use  since  July    8,    19.'io. 


CLASS  24 

Laundry    .AppliarcfH   and   Machines 

Ser.    No.   ;i»;H.;,»4;{.      J. v Mica   W.   Steele,    Kansas  City,   Mo. 
Filed  Aug    12,  1935. 

B,N.B. 

F'or  Cla.xps  and  Loop.-*  uf  Metal  ur  Fll>«'r  liourd  for  Laun- 
dry IMirposes. 

Claims  use  since  May,   1933. 


CLASS  26 

Measuring  and  Scientific  .\ppliances 
Ser.  No.  369,076.     Ati.as  Sippi.t  Company.  Newark,  N.  J. 


Filed  Sept.  7,  1935. 


CAPACI  TEST 


F'or  Battery  TesterH, 

Claims  use  8inc<>  July  15.  19.35. 


CLASS  27 


Horoio((ical    Instruments 

Ser.  No.  368.552.     Baima.v-Mabsa  Jewelry  compact,  St. 
I^uis.  Mo.      Filled  Aug.  22.  1935. 

CARDINAL 


For    Watch-Movements  an<l   Wit'h  <  a-.- 
Claims  use  since  Jan.  1.  1935. 
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CLASS  28 

Jewelry  and  F*recious-Metal  Ware 
Ser.  No.  367.54M».     CoH.v  it  Ro.se.nbbhoeh,  Inc.,  New  York, 
N.  Y.      Filed   Jnlv  24.    VXVk 

RENAISSANCE 

For  P-aiTini;^.  Flujjer  Kings,  Broochtti,  Clijxi,  Necklaces, 
Buckles,  Vanity  CRaes,  Cigarette  Cases,  Compacts.  Brace- 
lets, Ash  Trays.  Picture  Frames,  Cigarette  Boxes,  Trinket 
Boxe«,  Knives.  I>etter  Openers,  Bag  Frames,  Beada,  All 
Made  Wholly  or  Partly  or  Plated  Wholly  or  Partly  with 
Precious   Metals,   and   Stones  for   Setting. 

Claims  use  since  Apr.  20.  1935. 


Ser.  No.  368,746.     International  Silver  Company,  Meri- 
den.  Conn.     Filed  Aug.  27,  1935. 

Hiawatha  Plate 

No  claim  is  made  to  the  word  "Plate"  apart  from  the 
mark. 

For  Sliver  Plated  Flatware  for  Table  Use  and  the  Like. 
Claims  use  since  July   19,   19.'{5. 


CLASS  32 

Furniture  and  I  pholstery 

Ser.  No.  360.757.     Clopay  Corporation.  Clnciunati,  Ohio. 
FIIe<i  Jan.  28.  1935. 

FABRAY 


F'or  Window  Shade-s. 

Claims  use  since  Nov.  1,  1984. 


Ser.  No.  360,758.     Clopat  Corporation.  Cincinnati.  Ohio. 
Filed  Jan.  28.  1935. 

FAB-TEX 


For  Window  Shades. 

Claims  use  since  Deo    20,  1934. 


CLASS  34 

Heating.  LiRhtinK.  and  Ventilating  Apparatus 

Ser.  .Nu.  ;'.tth,t>GU.     TuK  .SHitKVKi><iKT  Ksfii.NEKHiNt;  Co..  I.nc. 
Sbreveport,  L«.      File<l  Aug.  24.  1935. 


CLASS  37 

Paper  and   Stationery 

Ser.   No.   368,807.      Goldsmith   Bros.,   New   York,   N.    Y. 
Filed  Aug.  29,  1935. 


-V' 

For  Lead  Pencils. 
Claims  Mse  since  Jan.  2,  IBM. 


Ser.  No.  368.920.    Comport  Paper  Corporatiox,  San  Fran- 
cisco, Calif.     Filed   Sept.  3.  1985. 


For  Toilet  Tissue. 

Claims  use  since  Jan.  13.  199^. 


Ser.  No.  369,224.     Fort  Howard  Paper  Company,  Green 
Bay,   Wis.      Filed   Sept.    12.    1935. 

For  Toilet   Paper,    Paper  Towels,   Paper   Napkins,   and 
Crepe  Paper. 

Claims  use  since  Aug.  19,  1935. 


For  Electric  Ventilating  Fans. 
Claims  use  since  1933. 


CLASS  38 

Prints  and  Publications 

Ser.  No.  368,793.     Arts  and  Decoration  I^tblishing  Co. 
Inc..  New  York,  N.  Y.     Filed  Aug.  29,  1985. 

ARTS  AND 

DECORATION 

For  Monthly  Magflsine. 
Claims  use  since  hi&r.  5,  1910. 


Ser.  No.  368.804.    Frkeport  Silphir  Company,  New  York, 
N.  Y.     Filed  Aug.  29.  1935. 

BRIMSTOBE   BREVITIES 

For  Publication  Issued  Periodically. 
Claims  use  since  Aug.  16.  1935. 


Ser.    No.   868,995.      The    Time8-Pbess    company,    Akron. 
Ohio.     Filed  Sept.  4,  1935. 

The  Akron  Times -Press 

The  word  "Akron"'  is  disclaimed  ap«rt    from  the  mark. 

For  Newspaper. 

Claims  use  since  June  27,  1927. 
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8«r.  No.  360.1:22.     Rkbmard  Beroeb,  doint;  businetis  as  Na- 
tional Column   Review,   Inc..   New  York,   N.   Y.        Filed 

Sept.  9,  IB.!.'). 


<OLUMN 


For  I'eriodlcal. 

Clainit  use  alnce  Mar.  1.  10:i5. 


S«r.  No.  369.202.     Ocb  Ahvt    Inc..  Brooklyn.  X.  Y.     Filed 
Sept.    11.   1933. 


Our 


i%4i*mY 


For  PariodlcaL 

ClaliM  oae  aince  October.  1028. 


l»er.  No.  369,233.     Maqazinc  Publishirs,  Ixc,  New  York. 
N.  Y.      nied   Sept.  12,  1936. 


For  MaKazinf  I'ublishe<l  Monthly  and  at  Other  Intervalfi. 
daims  use  since  \\\k.  21.  lf>3.">. 


CLASS  39 

Clothing 


fler.  No.  365.816.    Pbimkose  Focndations.  Inc.,  New  York. 

N.  Y.     Filed  June  .^,  1935. 

For   Foundati<jn    Oarmenrs —  Nam^tly,    Hrassi^rt-s.    Corse- 
lets. Corsets,  Bandeaux.  Panties    fiirtlles,  and  fJarter  Belts, 
i'lalms  use  since  Jan.    17.   lU.lo. 


Ser.  No.  366.688.    Sid  Ccstom  Taii,obi.\o,  Philadelphia.  Pa. 
Filed  June  2.'.,  1935. 


♦,• 


<r 


tda^rnOA 


u 


The  notations  'Tustom  Tailoring"  and  "Trade-Mark"  are 
disclaimed  apart   from  the  mark. 

For  Mens  SuitK,  Overcoats,  Top  Coats,  Riilinc  Habits; 
Oolf.   Tpnnls.  an«l   Huntinj:  Suits. 

(^'lalm.x  use  since   Nov.   1,   19.34. 


8«r.    No.    366.941.      SoLOMO.N    I.    Htman,   doing    busli 
as  National  Wboteaale  Millinery  Company  and  National 
.Millinery  Conpuqr,  Baltimore.  Md.     Filed  July  3,  1935. 


(^ttUi 


ioTidl  TTlillincry  Company 


The  word  "Hats"  la  db«rlainie<l.  The  scroll  is  Uueii  for 
green. 

For  Ladies',  Mi».>m-x  and  Children's  R»'ad>'-to-Wear, 
Trimmed  and  Untrtmmed  Hats,  Bonnets,  Caps.  Tama, 
Berets,  and  Hat  Frames,  and  Hat  Liniugs.  and  Sweat 
Bands. 

Claims  aae  aincc  Feb.  4.  1935. 


8«r.  No.  867,442.     Municipal  8hob  Co..  Inc..  Brooklyn, 
N.   Y.     Filed  July   18,   lWt5. 


For  Footwear-  .Niiiiuly,  Shocti  Maile  of  Leather,  Rub- 
ber, and  Fabric  Maurial ;  Leather  and  Fabric  SaodaU ; 
and   Leather  and    Rubber   Boots. 

Claims   use  since   March,    19.'{5. 


Ser.   No    367,465.      11.    4   A.   Gau.X8KT    Iwc,   New    York, 
N.    Y.      Filed   July    19.    1935. 


For  Ladles  Llniserie — Namely,  T^ndcrwfar.  Hra.><»lfer»t», 
Chemises,  NightKownn.  I'njamas,  and  rndershirts,  Outer- 
pbirts,  Olovew  "f  I.»ather  •uid  Fabric,  Mat  bin  jr  Suits,  Cor- 
sets, Sports  I'Hjamax,  Blouses,  and  Hosiery. 

Claims    use    since    May    1,    11)24 


Ser.    No.    367.518       .Wai.on    Knitweab    CoMPiJIT.    Utlca, 
N.   Y.      Filed   July    Ih.    r.tS.'.. 


SprSm 


Applicant  Is  the  owner  of  roKistratlons  number  08.019 
and  number  171.324. 

For  Men's,  Women's,  and  Children's  Underwear,  Sweat- 
ers, and  Sweater  Coats. 

Claims  use  since  July,   1914. 
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Ser.  No.  367,643.     Ricb's  FaBhiom  Cobsbb  Inc.,  Norfolk, 
Va.     Filed  July  22,  1935. 


For  Fur  Coats,  Fur  Wraps,  Fur  Neckpieces,  Fur  Muffs, 
and  Fur  Scarfs. 

Claims  use  since  June  16,  1986. 


ir.  No.  167,561.    F«AKKUN  bmOM  ft  Co.  Ikc,  New  York, 
N.   Y.     Filed   July  23,    1935. 


ronnlEij 


The  word  "Balanced"  Is  disclaimed  apart  from  the  mark. 
For  Men's.  Women's,  and  Children's  leather  and  Fabric 
Shoes. 

Claims  UKe  since  July    11,   1935. 


Ser.  No.  367.654.     Casti.e  Spubtwiab  Co.  iwc..  New  York. 
N.    Y.      Filed  July   26,    1935. 


Ser.   No.  367,704.     A.   S.  BrcK    Shoe   Cokporation.   New 
York,  N.  Y.     Filed  July  IT..  1935. 


For    Ladles'    Sport    Skirts    and    Sport    Suits    Made    of 
Wool.    Cotton,    or    Linen    Fabrics. 
Claims  use   since   June   1.   1983. 


The  words  "Miami"  and    "Modes"  are  disclaimed  apart 

from  the  mark. 

For  Women's  leather  and  Fabric  Shoes  and  Sandals. 
Claims   use  since   June   6,   1035. 


Ser.  No.  367.761.     Bebodohf  &.  Goodman   Company,  New 
York    N    Y       Filed   July   27.  1935. 

GLIDES 

For    Footwear — Namely,    t^indal^    «f    I^eatlier.     Fnbrtc, 
and/or   Combinations  of   Thebe  Materials. 
Claims  use  since  July  22,  1985. 


Ser.  No.  367,762.     Jacobs  Tailubw>  Clothcs.  Inc.,  PhlU- 
delphia.  Pa.     Filed  July  27,   1035 

ANDEAN 

For  Men's  and  Younj;  Men  s  Suits,  Overcoats,  and  Top- 
coats. 

Claims   ube   since   Oct.    1,    1932. 


Ser.   No.    367,783.      L.   Bambebgeb   &   Company,    Newark, 
N.  J.     nied  July  29,   1935 


For  Men's  Wear — Namely.  I'ajamas.  Bath  Robes.  Beach 
Robes,  Lounging  Robes,  Hosiery,  Sweaters,  Neckties, 
Undershirts,  Drawers,  Union  Suits,  Dress  Shirts,  Negligee 
Shirts,  Work  Shirts.  Trousers.  Sport  Coats,  Two,  Three, 
and  Four  Piece  Suits,  Overcoats,  Top  Coats,  Shoes  and 
Slippers  of  Leather,  Leather  and  Cloth  and  Cloth.  Leather 
and  Fabric,  Hats,  Leather  Jackets.  Wool  Jackets.  Belts 
for  Outer  Wear.   Garters,  and   Suspenders. 

Claims   use  since   February.   1932. 
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Ser.   No.   367,854.     THE  Cow»i>   Suoi   IKC,   New   York, 
N.   Y.     Filed   July   31,   193-V 


V\Jf\VC 


OGU€ 


The   wt>r«l    'Vogue     in  »liKcl.iiuie<l   ai.art    Iroia   tlie   mark. 

For  Hosiery. 

Claims  use  since  July   17,   lO.'^S. 


Ser.  Xo.  367,060.      Daniel   F.    F.bbebt,  Wheeling.    W.    Va. 
Filed  Auk.  3.  in;{r) 

"WIDOWS  MITE" 

For  Ladles'  ilut.s.  Gloves  Made  of  Leather.  Fabric,  and 
Kubt)er,  and   Ureases. 

Claims    use   since   July    6.    lO.'iS. 


Ser.  No.  367.1)72.     The  Lima  Cord  SOlk  and  II««l  Com- 
PAM.  Lima,  Ohio.     Flle<1  .\-\v.  .S,  1935. 


.   All  wording  is  disclaimed  ap^frt  from  the  mark. 

For  Soles  Made  or  Formed  of  a  Combination  of  Uubber 
and  Fabric  for  Sh*e8. 

Claims  use  since   1927 


Ser.   Xo.   368.105.     Intkb.nath.nal  CORsrr  Company.   Au- 
rora.   111.      KilA.l    Aug.    8.    1935. 


The  word  '"Lace"  is  disolalmet!  except  as  shown. 
For  Corsets  and  Foundation  (iarnients. 
Claims  use  since  July  20,   193.'). 


Ser.  Xo.  36S,149.     Chablottk  Bbimmek   l'EN\tX(;TO.\.   Los 
Angele--.  Calif.     File.i  Anu'.  ''.  1935. 


w 


OSTESS 


The  wuril  "Hostesii"   is  (lis.l;iiiiu'<l  apart   fruiii   the  mark. 
For  Gowns  in  the  nature  of  Hostess  (;<)wiih. 
Claims    use    since    Jiil.v    •">.    l'«ori. 


Ser.  Xo.  368.212.     YorvKKR   I'.rdthf.rs.  Inc.,  Des  Moines, 

Town       Fllpd  Aug    10.  It).-!," 

HI  -  TEEN  SHOP 

The  woril    "Sh>.p "    is    cli'<  laini^.l    ,11, art    fmtv    the    mark. 

For  I.Adies'.  Misces',  or  Girls'  Dresses.  Coats.  Shoes 
of  Leather.  Rubber,  hjhI  Fabric.  Gloves  of  I>»ather  and 
Fabi  Ic.  an.i  Hnts. 

Claims  use  tlnce  February.  1934. 


Ser.  Xo.  368.^14.     D.  Abmitbono  ft  Compa.nt,  IKc.,  Roch- 
ester, X.  Y.     Filed  Aug.   12,  19S6. 


The  words  "Balanced  Model"  are  disclaimed  apart 
from  the  mark. 

For  Shoes  Principally  of  Leather,  Shoes  Principally 
of  Fabric,  aiid  Shoes  of  a  i  onibiuation  of  Leather  and 
Pabrlc. 

Claims  use  since  July  15,  19S5. 


Ser.  Xo.  368.229.     Thi  Manhatta.v  Shibt  Company,  Nem* 
York,  X    Y      Filed  Aug.  12.  193.1 

MANTONE 


P'or  uuter  .^hlrts. 
Claims  use  rlnce  1981. 


Ser.  Xo.  368.231.     Thb  Manhattan  Shibt  Company,  New 
York,  N.  Y.     Flle<l  Aug.  12.  1935. 

MANROBE 

The   word   "Man"   per  se  and    the  word   "Robe"'  per   se 
are  disclaimed. 

For  Robes  for  Personal  Wear. 
Claims  Uhe  since  1926. 


Ser.  No.  ;m8.315.     White-Kings  Co.  Inc.,  New  York,  N.  Y. 
Filed  Aug.  14,  1036 


For    Silk    Underwear    for    Women. 
Claims  use  since  Jan.  1,  1936. 


Ser.    Xo.    368,378.      Natkinai.    Shoe    Stobeb.    Inc.,    Xew 
York.X.  Y.     Flle«l  Aug.  16,  193o. 


}f(UK/l 


The  repre8eD*^«tion  of  a  shoe  i.s  disclaime<l  apart  fronr 
the  mark. 

For  Men's.  Women's,  and  Children's  Shoes  of  LeatVer. 
Cloth,   and   Combinations   of   Leather   and   Cloth. 

Claims  use  5lnce  July  1.  1935 


•i. 
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Sep.  No.  368,441.     Cablibl*  Shok  Company.  Carlisle,  Pa., 
and  New  York,  X.  Y.     Filed  Aug.  19.  1936. 


For  Ladles'   Shoes  Made  of   Uatber.  Fa»)rlc,  and  Com- 
binations of  These  Materials. 
Claims  use  since  Aug.  2,  1985. 


Ser.   Xo.   368.621.     Thb   Mods   Knittino   Mills,  Chicago, 
111       Filed  AuK    '-'3.  1935 

OLIVER    TWIST 

For    Knltteil    Hats    and    <  aps    for    Men.    Women,    and 
Children. 

Claims  use  since  Aug.  18,  1935. 


Ser.   No.  S«8,6r>l       ABoKstN-CAPiiN   Company,   Inc.,  Xew 
York,    N.   T.      Filed    Auk.    24.    1935. 

TANBAK 

For  Women's  Apparel  Comiirlslng  :  Slips.  Bloomers, 
Petticoats,  Nightgowns,  Pajamas,  Chemises,  Step-ins, 
Panties. 

Claims  use  since  Aug.  1.  1936. 


Ser.   Xo.   .368,658.     <;otham   Knitting   Mills,   Inc.,  New 


York.  N.  Y.     Filed  Aug.  24,  1936. 


una 


For  ladles'  Knitted  Dresses. 
Claims  use  since  July  20,  1935. 


Ser.   No.  3rt8.7r>0.     Lkvy   Bbos    &  Akler   Rochbsteb.  1n- 
COBPOBAtkd.  Rochester.   X.  Y.     Flle«l  Aug.  27,   1935. 

WEATHER 


For   Men's  and   Boys'  Topcoats  and  Overcoats. 
Claims  use  since  Aug.  19.  1935. 


Ser.  Xo.  368.891.     L««D8  Silk  Hosieby  Mills  inc.,  Xew 
York,  X.  Y.     Filed  Aug.  31.  1935. 


PEDIGRAIN 


For  Stockings. 

Claims  use  since  Aug.  6,  1985. 


Ser.   No.  369.008.     Facltless  Clothing  Co.,  Inc.,  Xew 
York,  N.  Y.    Filed  Sept.  5.  1935. 


KE 


RCU 


NA 


For  Men's  Over-Coats. 

Claims  use  since  Aug.  24,  1935. 


Ser   No.  369,011.     Gotham  Silk  Hosieby  Company,  Inc., 
New   York,   N.   Y.     Filed   Sept.   5,    1985. 


Gotham  GoLp^ii 


^IT  EVER"' 


The   words   "They   Fit   Every    Leg"    are   disclaimed   ex- 
cept as  shown. 
For  Hosiery. 
Claims  use  since  Aug.  26.  1935. 


Ser.  Xo.  3«'.9.012.     (Jotham  Silk  Hosieby  Company.  Inc., 
Xew  York,   N.   Y.      Flleil   Sept.   5,   1935. 


^^ 


p^^/I 


^''eyfJjgvcB^^^^ 


The  words   "They   Fit   Every   Leg"   are   disclaimed  ex- 
cept as  shown. 
For  Hosiery. 
Claims  use  since  Aug.  26.  1035 
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8er.   No.  369.181.     Chicaoo   Mail  Obdcb  Company,   Cbl- 
cago,  111.     Filed  S«pt.  11.  1933. 

STYLECLAD 


For  M*"!!  s   r»r»>«'s   Shirts. 
Claims  u>»-  -ihrt'  Nov    11.    1934. 


S«r.  No.  369.198.     S.  MaKranskt  axd  Sons,  Inc.,  Phila- 
delphia. Pn       FU«l  Sept.  11,  1935. 

Q^oumwirxa 

For  Solta,  Coats.  Vests.  Pants.  Topcoats,  and  Overcoats 
for  Men. 

Claims  use  ginc»'  July,  1935. 


CLASS  40 

Fancy   Goods   FurnishiriKs  and  Notions 

8«r.     No.    368.61.r     "Oovbbwoe"    SpactALTiBs    Company, 
New  York.   N.  Y.      Filed  Aug.  23.  1935. 

GOVERNLINK 

For  Fasteners  or  CoaplinK  Hevlceg  for  Undergarments. 
Claims  iis^  tiiiKf  Jnne.  1983. 


CLASS  42 

Knitted,    Netted,   and   Te.xtile    Fabrics 

Ser.     No.    3o6.393.     W-F>R     Ribbon    Cokpobation,    New 
York.    N.  Y.      Filed   Sept.  24,  1934. 


WE^THy^ 


For  Ribbons  Sold  by  the  Bolt,  and  Piece  Goods  of  Silk. 
Rayon,  and  Metallic  Cloth. 
Claims  use  since  Mar.  1,  1934. 


Ser.    No.    365.015.     Jlmebican    Hosiery    Compa.vy,    New 
Britain.   Conn.      Flle«1    May   17,    1935. 


ACDHO 

♦  KNIT* 


The   word      Kiii'-'    is    ilimiaimpd    aiiarf    from    thn    mark. 

For  Knitted  Hud  Wuvt-n  lioods  Comprisinjf  Undershirts. 
L'nderdrawers*.  I'nion  Suits.  Bathinif  Suits.  Sweaters,  and 
Hosiery  for  Men.  Women,  and  Children,  of  Various  Ma- 
terials Compriding  Cashmere.  Cashmere  Wool,  Wool, 
Merino,  Pare  Linen,  Pure  Silk,  Silk  Mixed.  Cotton.  Lisle 
Thread,  and  Rayon  or  .\rtlflcial  Silk  and  Mixtures  of  the 
Same. 

Claims  use  since  Apr.  10.  19SS. 


Ser.  No.  366,687.     Intbknatiokal  Looms,  Inc.,  New  York, 
N.  Y.      Flle<l  June  25,   1936.* 


HTERMAUQJiAL 


jUiSi. 


ffi 


inc. 


R!WYDRK 


The  words  Muk-  ra  of.  "VelTets",  "Old  Time  Crafts- 
manship", and  "New  York"  are  diaclaimed  apart  from  the 
mark. 

For  Textile  Fabrics  Known  as  Pile  Fabrics  of  Cotton, 
Wool,  Linen,  Rayon,  Mohair,  and  Silk,  in  Divers  Propor- 
tions and  Are  Piece  Goods. 

Claims  use  since  Dec.  1,  1933. 


Ser.  No.  368.348.     Onondaga   Silk   Company,  Inc.,  New 
York,  N    Y      Filed  Aug.  16,  19.S6 

Cri  -  Cri 


For  Slllc  Piece  Goods. 

Claims  use  sloce  Apr.  21.  1935 


Ser.   No.   368.488.     Kmtwbab   Mru.   Co.,   I.\c.,   Brooklyn, 
N.  Y.      Filed   Aug.   17.   1935. 

HUDDLESPUN 

For     Knitted     KiNrir     nf     Silk,    Cotton,     Wool      and/or 
Rayon  in  the   I'i»-ce  and  Hulk 
Claims  use  since  Sept    10.   1<JS4 


CLASS  43 

Thread   and    Yarn 

Ser."  No.   .uim  thh      amebp  ^n   Kxka  Cobpobation,   Bnka, 

N.  C      Filed  Atin    J**.  1  •■;<.-> 

RINGLESS 

YARN 

No  claim  is  made  to  the  word  "Yarn"  apart   from  the 
mark. 

For  Rayon  Yarn. 

Claims  use  since  .\ag.  2S,  1885. 


Ser.  No.  369.347.     Charlbb  F.  Fiflriirrri.  Rosedale,  Long 
Island,  N.  Y.      Filed  Sept.  16,  1935. 


For  Yiirii 

Claims   use   since    Sept.    3,    1936. 
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CLASS  44 
DenUl,  Medical,  and  Surgical  Appliances 

Ser.  No.  365,230.  Phillip  S.  N«wtok,  doing  business  as 
Chemo-Ray  Lens  Company,  San  Francisco,  Calif.  Filed 
May  20,  vyA:> 


For  Optometriial   InstrunKiiih  lor  Testing  the  Eyes. 
Claims  use  since  1933. 


Ser.  No.  868,759.     The  .Stak  dental  MANrrAcrrBiNO  Co., 
I.VC,  I'hilndelpliin.   Pa        Filed  .\utt    27.  1035 

HELDRYTE 

For  Dental  Tools  and  Instruments — Namely,  Explorers, 
Excavators.  Scalers,  Elevators,  and  Mandrel  Mounted 
Teeth  Cleaninj:  Brushes. 

Claims  use  since  1929. 


Ber.  No.  869.080.     J.  P.  Fischeb,  Inc.,  New  York,  N.  T. 
Filed  Sept.  7,  1935. 


Tk 


FISCHER 


HAIR    DRYER 

The  words  "Hair  Dryer"  are  disclaimed  except  as  shown. 
For  Electrical  Hair  Dryers. 
Claims  use  since  July  1,  1935. 


CLASS  45 

Beverajtes,    Nonalcoholic 


■er.  No.  364,467.     Bbimb  Hekmanos,  Mexico  City.  Mexico. 
Filed  May  2.  1935. 


The  drnwing  is  lined  for  blue. 

For  Cider. 

Claims  use  since  May  21.  1928. 


CLASS  46 

Foods  and   Ingredients   of   Foods 

Ser.    No.    334.948.     Apple    Groweh.s   ASSOCiatio.v,    Hood 
River.  Oreg.      Filed  Feb.  14,  1933. 

HoodI<ive^ 

CHOICE 


The   words  "Good"  and   "Hood   River   Choice"  are  dis- 
claimed apart  from  the  mark. 

For  Canneil  Fruits  and  Canned  Vegetables. 
Claims  use  i»ince  Oct.  1,  1929. 


Ser.  No.  350,i'51».     Robkbt  H.  McEXboy,  Jb..  Chicago.  IlL 

Filed  Sept.  21.    1934. 

niO-VAL 


For  Fresh  Citrus  Fruits. 
CJaiuis   use  since  May   1.   1934. 


Ser    Xo.  :ir.9.SL'7.     Whkatlky  Mayonnaise  Co..  I/OulsvlUe. 
Ky.     Filed  Dec.  31,  1934. 

flomeRu)( 


For  Salad  Dre»*«ing  and  Relish  Spread. 
Claims  tise  t4nce  Apr.  1,  10:i3. 


Ser.   No.  361.280.     Modebn  Health  Pbodccts,  Inc.,  Mil- 
waukee.  Wis.      Filed   Feb.    11,    1935. 

m 

For  Prepare*!  Food  Powder  Containing  Calcium  and 
Pho.<;phoru8  and  Adapted  for  Independent  Consumption  or 
to  Be  Mixed  with  Other  Foods. 

Claims  use   since   Felt.   1,    1935. 


Ser.  No.  3r»3.722.     Sirf.  y  Abmaua,  S.  en  C,  Guanabacoa, 
Cuba.      Filed   Apr.    13.   15»r^5. 

ARMADA 

For  Crackers.  Bonbons,   ChocoiiHe^    (  aramels.  and  Can- 
dles of  All   Kinds. 

Claims  use  since  Sept.  8,   1931. 
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S«?r.  No.  363,899.  Sheboygan  Daiit  Pbodccts  Compant, 
dolog  bu8ines8  as  Vpriflne  Dairy  Products  Company, 
Sbcbosrgao.   Wis.      Filed  Apr.   17.   1936. 


The   words  "Verlfine    Kviiporated   Milk"  are  disclaimed 
apart   from  tli*'   mark. 
For    Evaporated    Milk. 
Claims   use   since  Feb.  23,   1935. 


Ser.  No.  365,258.    Mekwanjee  i'uONJiAjEa  k  Sons,  Mandvl, 
Bombay,    India.      Filed  May  22,    1935. 


Applicant  Is  th'j  uwntT  ■jI  Lnlted  States  trade  murk 
registration  No.  38.114,  of  April  16.  1902  <RMn.w.d». 
The  word  "Brand"   Is  disclaimed. 

For  Chutneys,  Tap  Saaces,  Curry  Powder  and  Paste, 
Marmalades,    Jams,   Jellies. 

Claims   use   since    1906 


Ser.  No.  366.992.     Compa.^ia  Azucakera  Centbal  Toledo, 
S.  A.,  Marianao  City,  Cuba.     Filed  June  10.  1935. 

5  LBS  ^JET^^ 


mm 


CENTRAL  TOLEDO 

MARIANAO 
CUBA 


All  wording  ii  di.'^c.'lalmt'd   except  "Aspuru' 

For  Sugmr. 

Claims  use  since  1932. 


Ser.   No.  .".66,118.      Sa.nt.v  Ci..\ts.  iNroBPORAXED,  Chicago, 
111.,  and  Santa  Claus,  Ind.     Filed  June  12,  1936. 

For   Table    Syrups,    Ice    Cream.    Candles,    Nuts,    Frosen 
Confections. 

Claims  use   since  Jooe   1,  1932. 


Ser.  No.  366,119.      Sa.nta  (  i,.4i  .s,   iNCOKPOHATro,  Chicago, 
III.,  and  Santa  Claus,  Ind      PMled  June  12.  1935. 

SANTA  CLAUS 

For   Ice  Crpam.    <'andit*><.    Frozen   » '(iiifei-Tioiis. 
Claims    use    -luce  June    1,    1982. 


Ser.    No.    367,532.      P.    I).    Owaltsby.    Jl.    k   Co..    INC., 
Smitbfleld,  Va.     Filed  July  22,  1936. 


Jr   CURED    ^ 


li<r%»l 


Applicant  is  the  owner  of  registration  No.  284.173. 
granted  under  the  10-year  proTiso.  The  drawing  ia  lined 
for  red.  The  words  "(ienuine  Razorback — Cured  by"  and 
are  disclaimed. 

For  Ham. 

Claims  UM  alnct  Not.  25,  lOSO. 


Ser.  No.  367.533.    P.  D.  Owaltxit,  J«.  k  Co..  Inc.,  Smith- 
field,   Va       Filed  July  22,  1935. 


^"^   RAZOt-BACK 


Applicant  is  the  owner  of  Ke^lBtration  No.  286,509. 
granted  under  the  10-year  proviso.  The  drawing  is  llne«l 
for  red.  The  words  ""(Jenulne  KHzorback — Cured  by'"  and 
"Smlthfleld.   Virginia"  are  disclaimed. 

For  Ham. 

Claims  use  since  Nov.  25.  1930. 


Ser.    No.    367.966.      (iiM.    Iiic.,   Philadelphia,    Pa.      Filed 
Aug.    3.    1935. 


The  word  "Bubble"  is  disclaimed  apart  from  the  mark. 

For  Chewing   fJum. 

Claims  use   since   Sept.   1,  1931. 
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Ser.    No.    868,028.      BONMt    Packiiig    iompaxt.    Fresno 
Calif.      Filed  Aujj.  6,  1936. 


X 


^ 


e 


L 


e 


For  Dried  Frulti. 

CUima  use  since  Feb.   1,   1935. 


Ser.  No.  368.131.     T.  M.  Duchb  k  So.ns,  Ixc,  New  York, 
N.  T.     Filed  Aug.  9.  19S6. 


LIIFFIYOLlV 


The  worda  'Tmche'a  Golden"  are  disclaimed  apart  from 
the   mark. 

For  Prepared  Etrg  Yolks. 
Clnims  use  since  Aug.  1,  1935. 


•r.  No.  868.910.    James  M.  Washbcrne  Candt  Spxciai.tt 
COBPORATio.N.  Long  Island  City,   N.  Y.     Filed  Aug.    SI. 


WASH  BURNERS 


For  Candy. 

Clnims  use  since  July  30,  1935. 


■er.  No.  368,914.     Bat  Canxixo  Co.,  Inc..  Bay  St.  Louis, 
MlsM      Fne<l  Sept.  8,  1935. 


For  Canned  Shrimp  and  Canned  Oysters. 
Claims  use  since  Apr.  13,  1936. 
459  O.  G. — 45 


Ser.  No.  368.947.     E.  C.  Ortioa  Compant,  Inc.,  Los  An- 
geles,  Calif.     Filed  Sept.  3.  1935. 


For  Canned  Peeled  Chile  Peppers.  Canned  Plmientos. 
Claims  use  since  Oct.  1,  1899. 


Ser.  No.  368,98*5.     E.  M.  SsirEax,  Jr.,  Inc.,  Los  Angeles, 
Calif.     Filed  Sept.  4,  1935. 


For  Fresh  Vegetables.  _ 

Claims  use  since  Oct.  13.  1933. 


Ser.  No.  369.090.     Nash  De  Camp   CoMPA^ii,   San  FVan- 
cisco,  Calif.     FUed  Sept.  7,  1935. 


For  Fresh  Deciduous  Fruits. 
Claims  use  since  .\ug.  18,  1936. 


CLASS  47 
Wines 


Ser.   No.   355.645.     SoriET.\   Vimcola  Torino,  Inc.,  New 
York,   N.  Y.     Filed  Auk.   31.    1034. 


The  name  and  portrait  are  those  of  the  celebrated  com- 
poser Gioachino  Antonio  Kossini. 
For  Wines. 
Claims  use  since  Mar.  11,  1934. 
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S«r.   No.   366,000.      -I<'ra>cb-<'hampai^nb",    doinc  baaineas 
as  L^n  Cbandon.  Helms,  France.     Filed  June  10,  19&5. 

RED  CORK 

Applicant  disclaims   the  right   to   uae  of  a  cork  colored 
red. 

For  Winea. 

Claima  use  since  1892. 


Ser.  No.  S68,06T.  Fhltt  I.ndi  .stkiks.  Ltd..  Los  Angeles 
and  San  Frandaco,  <  allf.,  and  New  York,  N.  Y.  Filed 
Ann.  7.  1935. 


The  words    'Aati   Ruuge     arv  dU«l;iliutHl  apurt  from  the 
mark  as  sh^wn. 
For  Wines. 
Claims  use  since  October,  1912. 


Ser.   No.    SG^.IST       KK>f  s    Bros.    4   Co.,  I.vc,   New    York, 
N.  T.     Filed  Aug    9,  19i5 

THE  KING  OF  SHERRY 
THE  SHERRY  OF  THE  KINGS 

No  claim  is  made  to  the  word  "Sherry." 

For  Sherry  Wines. 

Claims  use  since  February,  1934. 


Ser.  No.  368,936.     Italian  Wini  Co.,  Los  Angelea,  Ciillf. 
Filed  Sept.  3.  1935. 


For  Wines 

Claims  oqK  since  Aug    1'),  1"  {.'i. 


CLASS  49 

Distilled  Alcoholic   Liquors 

Ser.  No.  342,883.     Contisknt.\l  ni.vriixiNO  CotPORATlM.H. 
Philadelphia,  Pa.     Filed  Oct.  25,  1933. 


For    Whiskey,    (ilu.    Hum,    Brandv,    and    Alcoholic    Cor 
(]ial3. 

Claims  use  since  Oct.  11.  1933.  • 


Ser.  No.  359,000.     Sattljeb  AootsoN  Co.,  Inc.,  Baltlmoro, 
Md.     Filed  Dec.  6.  1934. 

OLD  HENRY 


For  Wlilsk»'y. 

Claims  use  since  August,  IU34. 


Ser.  No.  359,598.  UnioR  dcs  Pkopeibtaikbh  di  Vionoblbs, 
BOUTELLKAU  Sc  CiB,  FouK.MKu  ft  CiE  .  Bafbesieux,  France. 
Filed  Dec.  22,  1984. 


The  words  **CoKn«c"  and  'Trade  Mark"  are  d1«cl«lia«d. 

For   Brandy. 

Claims  use  since  1876. 


Ser.  No.  359,5M.  Uiiok  oi.<4  rEOPmrrAiaas  de  Vionobijcs, 
BouTEr  I  KAO  A  I  II.  *oua.>ii«a  4  Cui.,  B*rt)exleux,  France. 
Filed  Dw.  2::,  19S4. 


#^ 


Vv 


Tl  e  word  "Cojfnac"  is  disclaimed. 

For    Brandy. 

Claims  use  stnce  184S. 


Ser.   No.   301,204.     Jakk  (Iiaxowbkt,  Fort  Worth,   Tex. 
Filed   Feb.  4.   1935. 


For  Whiskey. 

Claims  use  since  1006. 
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Ser.  No.   867,626.     G»o.  O.   Sanobman,  Sosa  k  Oo.  LiM 
ITED,  London,  E)ngland.     Filed  July  24,  1935. 


Ser.  No.  368,215.     Abbow  Distillebiks,  Inc.,  Peoria,  ID. 
Filed  Aug.  12,  1935. 

Hope 


»» 


THE      DON'» 


For  Whiskey. 

Claius  use  since  Feb.  1,  19S4. 


Ser.  No.  368,216.     Abbow  Distiu.khies,   I.nc,  Peoria,  III. 
Filed  Aug.  12,  1935. 


For  Gin,  Whiskey,  Rum. 
Claims  use  since  Feb.  14,  1935. 


Ser.  No  3(57.840  I'lCKtK  Linz  iMioRTEaa,  Inc.,  New 
York.  N.  Y.,  ftusivnor  to  Manuel  Fernandez  y  On  8.  L.. 
Jerei  de  la  tronttra,  Spain,  a  corporation  of  Spain. 
File«l  July  31,  1935. 


V^i^^Ji'J 


f'-^' 

:'**i    ■ 


88AiaBll?!iPi«"-5I2  7:f 


"^eoua^ 


For  Whl  kc.v. 

CI;  Ims  use  since  Feb.  1.  1934. 

Ser.  No.  1«8,448.     Kbacs  Bbo.s.   &  Co.,  Inc..  New  York, 
N.  Y.     Filed   Aug.   19,    1935. 

HIGHLAND    DEW 

For  Scotch  and  American  Rye  and  Bourlmn   Whiskies, 
All  Whiskies  Being  Blended  In   this  Country. 
Claims  use  since  August,  1934. 


The  words  "Ojen"  and  "Superior"  are  dlsilalmed  apart 
from  th«  mark. 
For  OJ«n  Liqueur. 
Claims  use  since  1913. 


Ser.    No.    368,848.      Nat   U.   (JoLPBEBa,  doing   business  •• 
Sunset  DistllUnR  Cwnpany,  Chicago,  111.     File<i  Aug.  30, 


1935. 


Ser.   No.  868.204.     Thbeb  G  Distillebt  Coui-.,  Burbank, 
Calif.     Filed  Aug.  10,  1935. 


For  Bl«<kl>erry.  Ra.-pberry,   Peach.  Cherry,  and   Straw- 
berry Liqueurs. 

Claims  use  since  Feb.  Ifl.  19^.5. 


For  Cordials,  Sloe  Gin,  Liqueurs,  Ktiai,  Bniady,  KummeL 
and  Whiskey. 

Claims  use  since  November,  1934. 


Ser.  No.  368,892.  Lyons-Magms,  Inc..  doing  business  as 
The  E.  G.  Lyons  4  Raas  Co.,  San  Francisco,  Cnllf.  Filed 
Aug.  81.  19S5. 

OROS£(3 


For  Alcoholic  Cordials. 

Claims  use  since  May  21.  1*85. 
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Ser.    No.    369,040.       Abrow    DisTiLLiBiEa    Incobpor-ited. 
Peoria,   111.      Flle<l  Sept    ^     1935. 


The  words     .Mint  Gin*  are  disclaimed. 

For  Qln  Liqueur. 

rialma  use  since  Aujc.  7,  1936. 


Ser.  No.  369.275.  Ibvino  B.  Ho«s,  doing  business  aa 
The  Horn  Company.  Baltimore,  Md.  Filed  Sept  13. 
1930. 


i. 


COURT  SQUARE 

For  Whl.skey,  Gin,  Brandy.  Cognac.  Rum,  and  .\lcohoIlc 
CordUls. 


Claim.-*  use  sine*    May  1,  1936. 


*  » 


^ 


Ser.  No.  369,280.     Rkjinald  M.   Utwis.  New  twk,  N.  Y 
Filed  Sept.  i:^,  19.35. 


For  Scotch  Whl.-ky. 

Claims  us*-  since  Aug.  28,  1934. 


Ser.  No    3rtft  282      Oldetymk  DirnLL«a8,  l.xc.  New  York, 

N    Y       Fil»^l   S^-pt    13,  1935. 


For  WhiBkey 

Claims    use  glncp  Ft'b    26,    1934. 


Ser.  No.  360.356.     Looia  U.  Ooldbmq,  New  York,  N.  T. 
Filed  Sept.  16,  1936. 


For  Brandy. 

Clalma  use  since  .Ttioe  29.   19.X%. 


Ser.  No.  S69,36S.  LtonsMaondb,  Imc,  doing  buslnen  as 
The  E.  (i.  Lyons  *  Rna"  Co  .  San  Kranrt«co.  Calif  Filed 
Sept.  16,  1986. 

FRIJITINE 


For  Li<nR'ur> 

Claims  use  since  Aug.  -1,   11».'{5. 


Ser.  No.  369.364  Lton«-Mao.vu«,  Inc..  doing  business  as 
The  E.  O.  Lyons  ft  Kaas  Co..  Ban  Francisco,  Calif.  Filed 
Sept.  16.   1936. 

Bmimo 


For   Rum 

Claims   u-**'  Mince  Dec.  24.   1933, 


Ser.   .No     :.!!.. s,-,-,      .Mant.  Blanc  ft  Co.,  Inc.,  Chicago.  111. 
Filed  S^pf     U5,   1935. 


For  Oin,  Wliiskey,  Rum.  Cordials,  and  Llgu«-u 
Clalau  oae  since  Jan.  17.  1934. 


rs. 


Ser.   No.    869,887.      Walkks's   or   Bohtox,   Inc.,   Boston 
Mass.     Filed  Sept.  16,  1936. 

P 

SOUTH(Rn 

I 
D 


For  Gin.  Whiskey,  and  Brandy 
Claims  use  since  July  18,  1986. 


e 


I 

^ 
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Ser.    No.    369.401.  Fclton    ft    Sox,    Iwc,    Boston.    Mass. 
Filed  Sept.  17.  1035 

For  Rum. 

Claims  use  since  Nov.  14,  1933. 

Ser.    No.   369,414       ParamO0nt   Distiluno   Cobpobation, 
Chicago,  III.     Fil»'d  Sept.   IT.  1»36. 

For  WliiKkey. 

Claims  u»»>  since  June  24.  1935. 

S^r.    No.    369,415.      I'knn  .M.^m  land    Cobpobation,    New 
York,  N.  Y.     Filed  Sept.  17,  1936. 


For  WhiHkey. 

Claims  use  since  1898. 


Ser.  No.  369,432.     C.  U.  Graves  and  Sons  Company,  Bos- 
ton, Mass.     Filed  Sept.  17,  1935. 


j^nufffib  n^^ 


For  Oin. 

Claims  use  since    1891. 


Ser.  No.  369.457.     Oldbttmk  Distili.krr.  Inc.,  New  York, 
N.  Y.     Filed  Sept.   18,   1986. 


For   Whl.skey 

Claims  UH«'  siiicc  Ftli.   15,  1934. 


Ser.  No.  369,475.     Be.x-Bcbk,  Inc.,  Boston,  Mass.     Filed 
Sept.  19,  1035. 

ROCKING  CHAIR 

For  Whiskey. 

Claims  use  since  Sept.  18.  1935. 


Ber.  No.  889,458      Oldktymk  Pistillws,  Inc.,  New  York, 
N.   Y.      Flle<l    Sept.   18,   19.35. 


For  Whiskey. 

Claims  use  since  Jan.  9.  1934. 


Ser.    No.    369,482.      Felton    ft    Son,    Inc.,    Bostoli,    Mass. 
Filed  Sept.  19,  1935. 


For  Bum. 

Claims  use  since  Sept.  17.  1935. 


Ser.  No.  860,499.     McKesson  ft  Bobbins,  Incorporated, 
Bridgeport  and  Fairfield.  Conn.      Filed  Sept.  19,  1936 


ANJUA 


Applicant  Is  the   owner  of   registered   Trade-Mark   No. 
318,668  for  Wine. 
For  Rum. 
Claims  use  since  Aug.  1,  1936. 


CLASS  50 

Merchandise  Not  Otherwise  Classified 

Ser.    No.    368.110.     Mcltigraph    Company,    Wilmington, 
Del.,  and  Cleveland,  Ohio.     Filed  Aug.  8,  1936. 


0 


ua 


liih 


For  PlauograpUic  Printing  Plates. 
Claims  use  since  July  23.  1935. 


Ser.  No.  368,486.    Pktersimk  Incubator  Company,  Gettys- 
burg, Ohio.     FUed  Aug.  20,  1935. 


For  Incubators  for  Eggs 
Claims  u(««  since  Aug.  2,   1935. 


TRADE-MARK  REGISTRATIONS  GRANTED 


[ACT  OF  FEBRUARY  20,  1»05] 
OCTOBER  22,  1935 


t29.171.     WHISKEY.     MOKUIN   Distii.lino  Cobpobation, 
Jersey  CJty.     N.  J. 
File<l    Ootob*>r    25.    1934        Serial    X.>     357. 4»8.       PUB- 
LISHED AUGUST  20.  1935.     Claw  4». 

329.172.  LADIES  AND  CHILDREN'S  SLIPS.  Berobk 
Hosiery    CosiP.tNT,   Ixcobpobateo.    Philadelphia,    Pa. 

Filed    I)«><»-mber    5,    1934.      8*rial    No     358,917.      PUB- 
USHED  AIGIST  13,  1935.     Claaa  39. 

329.173.  COTTON  DAMASK.  8HBETS  SHEETINGS,  PIL- 
LOW CASES.  AND  COTTON  FIE<'B  GOODS.     UnCA 

WiLMOWVALK    ItLKACHI.NO   CO.,    Wlll'>WVHle.    N.    Y. 

Filed    January     2.     1935.       Serial    No.    359.S»19.       PUB- 
LISHED ALtJUST  1:5.    1935.     Class  4-' 

329.174.  PREPARATION  KOK  TRK.VTING  FLUOR 
ALBUS  AND  DI.SINFECTANTS.  Da,  MBD.  HBlSKicH 
.VfCu.BB  4  Co.,  Obenirael.  GerDMoy. 

F!le<l    January    2.    1935.      SerUl    No.    359,880.      PUB- 
LISHED AUGUST  6,  1935.     Claaa  8. 
329.175        NEWSPAPER    COLUMN.      R«vkfohd    Co-xaoLl- 

DATBD    NKWSIMPKK.S.     l-NC.,    FtuOkfor  :.     111. 

Fil^'d    January    IT.    1935.      Serial    No.    3^0.375.      PUB- 
LISHED MARCH  19,  1935.      Class  3.S. 

329,170.      LAUNDRY  WRINGER  ROLLS.     THE  F1BE8TONK 
Tire  &  RrBSCR  Coup.wr,  Akron.  Ohio. 
Filed  Ju)y  10.  193.5.     Serial  No    :W7  123.      PUBLISHED 
AUGUST  13     193.",       ClaM  24 

329,177  TOOTH  PA.STE.  Al  lIl.ETES  FOOT  LOTION, 
MANGE  MEDICINE,  DIASTASTIC  MALT  AND  WILD 
CHERRY  AND  HYPOPHOSPMITE.  KPHEDRINE 
DROI'S.  HAARLEM  Oil.  CAPSULES,  REDUCING 
SALTS.  ETC.  .\i^o  Chemical  Co.,  Philadelphia.  Pa. 
Filed  January  29.  1935.  Serial  Na  360.817.  PUB- 
LISHED AUGUST  13.  1935.     Class  6. 

329.178.  CLOTHING— NAMELY.  RAINCOATS  AND 
OVERCO.\TS  FOR  MEN  AND  WOMEN.  COHEN  k 
WiLK.s.  Ltd.,  Cheetham,  Mancliester,  En»;land. 

F1U4    February    5,    1935.       Serial    No.    361.850.      PUB- 
LISHED AI(;rST  13.  1935.     Class  39. 

329.179.  .MEDICINES  FOR  TR1:ATIN«;  ISTHAKMIA 
AND  ANOXK.MIA  OF  THH  HKAUT  MCSCLK.  DIS- 
TURBANCES OF  THE  ( ORONARY  BLOOD  CIRCU- 
I^ATION.    ANGINA    PECTORIS.    ETC.         Da.    Ocoro 

HENMVQ         ChEMISCH  i-H.\BMAZEL"n8CHE8  WeRK 

Gesei.i.si  iiAF-r    Mix    BKsrnK-iXKT5R    Hafttjno,   Berlin 
and    Berlin-T»-npetbo(.    Germany. 
Filed    February    14,    19.;5.      SerUl    No.    361,392.      PUB- 
LISHED AUGT'Jrr  a,  19.':.5.     Class  6. 

329.180  BEVERAGE  ALCOHOLS.  WHISKIES.  BRAN- 
DIES. (HNS.  LU^lEUIiS,  AND  AIXTOHOLIC  COR- 
DIALS—NAMELY.   APERITIFS.      MARQU&8   LBL  REAL 

TicsoKO  Y  CoMP-iSiA.  Jerez  d*"  la  Frontera.  Spain. 
File«I    F^>l)nlary    14,    1935.      SerUl    No.    361.396.      PUB- 
LISHED AUGUST  20.  1935.     CUsa  49. 

329.181  CHOCOLATE  CONTAINING  ALMONDS. 
RcvKEL  Brothers.  I?rr..  New  York,  N.   Y. 

Filed    February   21.    1935.      Serial    No.    361,696.      PUB- 
LISHED AUGUST  13,   193.-)       Class  46. 

329.182  PREPARATION  1.\>K  THE  TREATMENT  OF 
ASTHMA.     Maxwell  A    8<.cthbt,  Los  Ani5Ple«.  Calif. 

Filed    Ffbrnary    26.    1935       ,>;^r1al    No     361.824.      PUB- 
LISHED AUG!  8T    13.   19.35       tlag*,   .;. 

329.1g3.       BREWERS'    SYRUP    USED    IN    THE    MANU 
FACTURE    OF    BEER    AND    ALE.      Thb    National 
Sugar    Rzrisiso   Company    or   Nrw    Jersey,    Jeraey 
City,  N.  J.,  and  New  York.  N.  Y. 
Filed  MarrL  9,  19.3.5.     Serial  No.  362.317.     PUBLISHED 

AUGUST  13,  1935.      Class  48. 
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329.184.  MEDICINE  FOR  THE  TREATMENT  OF 
PHARYNGITIS.    LARYNGITIS.    BRONCHITIS,     IN- 

KTJBNZA.  LUMBAGO,  SCIATICA  GOUT.  NEU- 
UAUJIA.  NEURITIS,  AND  (^HMKR  1>\)RM8  OP 
RHEUMATISM.  AN  ANTIARTH lilTlC,  ANALGB81C. 
ANTIPYRKTK.  SEDATIVE.  AND  ANTI  I'HI.OGIS- 
TIC.  FBEDEiurn  Newto.1.  doing  business  as  Freder- 
ick Newto«  CLe«lcal  Ccnpauy.  IVtroU,  Mich. 
Flle<l  March  11,  1916  Serial  N<.  362.? 78  PUBLISHED 
AUGUST  13,  1935      <  lans  «. 

329.185.  MEDICINE  FOR  THE  TREATMENT  OF 
CHRONIC  CONSTIPATION,  CATARRHAL  JAUN 
DICE,  HEPATIC  (  IHUHOSIS,  INTESTINAL  IN- 
DIGESTION. DIABETES  MKLLITU8.  DDOI^KNITIS, 
DUODENAL  UI.»  ETtS,  GASTRIC  UL(  ERS.  ACIDO- 
SIS. A.VD  SIMPLE  COLDS.  Frkdmick  Nkwton, 
doing  buslnesK  as  Frederltk  Newton  Chemical  Com- 
pany, rvtmlt,   Mi<-h. 

Filed  March  11.  19;;5      Serial  No.  »«2,S77.     PUBLISHED 
AUGUST  13,  1985.     Class  0. 

329.186.  CHEMICAL    ••C)M10UND    DBSIGNED    TO    BE 

USED   IN   THE    REFINISHING    OF  HATS.      Georce 
BiLUH,  dolnjf  bn.iln.*?*  as  Tli.-  Revivnl  Hat  Kehnlshlng 
MfK.   Co.,   cnilcak'o.    Ill 
Filed  June  2<>.  lU.'^r.      S.'rial  No.  36«,3»«.     PUBLISHED 
AUGUST   13.   1935.      Claa*  6. 

329.187.  MICROSCOPE  OUTFITS,  MICROSCOPES. 
MICROSCOPE  SLIDES  ANI"  PARTS  THKREOp  Ml- 
CROSCOPE  ACCESSORIES  AND  APPARATUS.  AND 
BI0LO<;iCAL  AND  CTTEMrCAL  MATERIAL  AND 
EQUIPMENT  FOR  USE  IN  MICROSCOPY.  The 
Porter  Cmkmical  Company,  Hagerstown.  Md 

Filed  June  19,  1935.     8«^ial  No.  3«6,372.     PUBLISHED 
AUGUST  13,  1935,     ClasB  26. 

329.188.  .MlNKItALOGV  OUTFITS.  MINERAL  SPECI- 
MENS. AND  MATERIAL  AND  APPARATUS  FOR 
MAKING  I'HYSICAL  AND  CHEMICAL  TESTS 
THEREOF.  The  Pi»bter  Chemical  Compact,  U«««n- 
town,  Md. 

Filed  June  19.  1936.     8«rial  No.  •e«,871.     PUBLISHED 
AUGUST   13,    19.35.      Clasa   ZC 

329.189.  WINES  GotMABABNS  *  CO.,  Villa  .Nova  de  Gaya, 
PortuKrl. 

Filed    Novenil»er    13.    1933       Serial    No.    343.607.      PUB- 
LISHED APRIL  8,  1884.     Class  47. 

329.190.  PERFUMES.  Par^cms  Ronni.  Inc..  New  York, 
N    Y 

Flle<I   May  14.   19.35       Serial  No.  364.926.      PUBLISHED 
AUGUsfT  6,   1936.      Ctoa«   6. 

329.191  PERMANENT      WAVING      SOLUTION      .\ND 

CHE.MICAL     HEATING     PADS    h\>R     PERMANENT 

WAVING  PURPOSES.     Raymond  Lee.  doing  business 

as  Raymond   Laboratories.   St.    Paul,    Minn. 

nied  .May  13,  nt.{.-.      .Serial  No.  364,878.     PUBM8HED 

AUGUST  6.  19.;o.     (  laaa  6. 

329.192.  DEODORANT.  MacLeak  Ci»mmee<iai  Pbodcctb 
Comfani.  N.'w  York,  N    Y 

Filed  May  16.  193.-,      Serial  No.  304,996      PUBLISHED 
AUGUST  18.  1935.     Class  6. 

329.193.  TAMPONS  I.nternatiojjai.  CEi^LrcoTTON  Pbod- 
DCT8  Com  PA  NT,  Chicago.   III. 

Filed  May  11.  1985.     Serial  :*o.  364.820      PUBLISHED 
AUGUST   13,   1935.      Clatm  44. 

329.194.  INSKCTICIDES.  Baldwin  Labobatobiis.  Inc., 
Saegertown,    Pa. 

Filed  May  11.  1936.     Serial  No.  344.80*.     PUBLISHED 
AUGUST  6,   1935.     Class  6. 
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329.196       MICROSCOPE   SLIDES.   MICROSCOPES,  AND 
BTKKBOI'TICONB.       Micbovitaridm,     Incobpokated, 
Chi<nt;o.    111. 
Piled  May  9.  1936.     Sirlal  Na   364,729.     11IBLI8HED 

AU(JUST    1.;,    1935.      Class   26. 

829.196.  FISHING    LINE.      UnitW)    Statm    Whip    Co., 
doliwf  businesa  as  U.  S,  Une  Co.,   Westfleld,  Mass. 

Filed  May  9.  1935.     Serial  No.  364.746.     PUBUSHED 
AUGUST  13,  1935.     Clawi  22. 

329.197.  SALT    COD    FISH.      Collikb,    Lbb    Compact, 
Chelsea.  Mass. 

Filed  May  9,   1935.     Serial  No    364,711.     PUBUSHED 
AUGUST  13.  1935.     Class  46. 

829.198.  LAXATIVE     IN      TABLET     FORM        MAhXEB 
DRrfiB    Incorporated.  Omaha,  Nebr. 

Filed  May  31.  1936.     Serial  No.  365,639.     PUBLISHED 
AUGUST  13.  1935.     Class  6. 
829  199      VERMOUTH.     STfi  FbaxNCAM,  MaraeiUe.  France. 

Filed  Ma>  31,  1935.     Serial  No.  366.664.     PUBUSHED 
AUGUST   13.   1935.     Class   47. 

829.200.  PENETRATING   WOOD  VARNISH  AND  SEAL- 
ER.     The    American    Ceaton    Company,   Sandusky. 

Ohio.  _ 

Filed  June  1.  1935.     Serial  No.  365,682.     PUBLISHED 
AUGUST  13,  1935.     Class  16. 

829.201.  YARNS.      Celaxese  Cobpobation  or  Amebica. 
New   York,  N.  Y. 

Filed  Jnne  1.  1936.     Serial  No.  365.685.     PUBLISHED 
AU(;UST  13,  1935      ClasB  48. 

329  202       ANTISEPTIC    PRKPAR.\TION   FOR    VAGINAL 
'  INFECTIONS    AND    FE.MININE    HYGIENE.       The 

Fabastan  Company.  Philadelphia.  Pa. 
Filed  June  1.  1935.     Serial  No.  865,694.     PUBLISHED 
AUGUST  6.  1985.     CIbbb  8. 

329.203.  L-\XATIVE    PILLS.      HILDA    Kbuo,    Brooklyn. 
N.   Y. 

Filed  June  1.  1986.     Serial  No.  365.700.     PUBUSHED 
AUGUST  13.  1935.     Class  6. 

329.204.  BRONCHIAL    ELIXIR.      August   G.    Rbimkb, 
'  doing  business  as  A.   G.   Relmer'a  Laboratories,    Chi- 
cago.   111. 

Filed  June  3.  1935.     Serial  No.  365.742.     PUBLISHED 
AUGUST  6.  1936.     CUss  6. 

329  205       STORAGE  BATTERIES.  STORAGE  BATTERY 

PLATES.   AND   STORAGE   BATTERY   CONT^ECTOB 

STRAPS.     Cablile  k  Douchty,  Incobi-ob-vtbd.  Con- 

shobocken.    Pa. 

Filed  June  4.  1936.     Serial  No.  366,768.     PUBLISHED 

AUGUST   13,   1935.     Class  21. 

329.206.  CLIPS  T'SED  IN  MAKING  ELECTRICAL  CON- 
NECT10N8.     Mt»ia.Ea  Electbic  CO..  Ciereland.  Ohio. 

Filed  June  4.  1936.     8«rlal  No.  366,774.     PUBUSHED 
AUGUST  13.   I9;i6.     Claas  21. 

329.207.  INSULATED  ELECTRICAL  WIRES  AND   CA 
BLES.      Genebal    Cablb    Cobpobation.    New    York. 

N    Y 

Filed  June  5,  1936.     Serial  No.  365,800.     PUBUSHED 
AUGUST  13,  1935.     Claas  21. 

829  208.      LUBRICATING    DEVICES    IN   THE    NATURE 

OF  OIL  CUPS  FOR  LUBRICATING  THE  BEARINGS 

OF    ELECTRIC   MOTORS,    ETC.      Tbico   Ftsb  Mpo. 

Co..  Milwaukee,  Wis. 

Filed  June  6.  1935.     Serial  No.  365.861.     PUBLISHED 

AUGUST   13,    1935.      C1p«8   23. 

829.209.      SPRINKLER    HEADS.      General   Fire   Extin- 
otTiHHBB  Company,  Providence.  R.   I. 
nied  June  7,  ir35.     Serial  No.  365,881.     PUBLISHED 
AUGUST  IS.   1985.     Cla^s  28. 

329,210      BATHIN«;  SUITS  MADE  OF  N.\TURAL  SILK. 
VOOT7B  Silk  Hohiebt  Company,  Philadelphia.  Pa. 
Filed  June  7.  1985.     Serial  No.  365.909.     PUBLISHED 
AUGUST  13.  19.35.     Class  39. 

829.211.      TEXTILE    FABRICS    MANUFACTURED    OF 
WOOL.      William    Whitman    Company,    Inc..    New 
York.   N.  Y. 
Filed  June  7.  1935.     Serial  No.  365.911.     PUBUSHED 
AUGUST  13.  1936.     Class  42. 


329.212.       TEXTILE    FABRICS    MANUFACTURED    OF 
WOOL.      William    Whitman    Company,    l!fc..    New 

York,  N.  Y. 

Filed  June  7,  1935.     Serial  No.  865,912.     PUBLISHED 
.'AUGUST   13,  1935.     Class  42. 

.329,213.     CAMERAS  AND  FILMS.     IlLCA  CiMXsa  Cob- 
pobation, Pittsburgh.  Pa. 
Filed  June  8.  1935.     Serial  No.  365.964.     PUBLISHED 
AUGUST  13.  1935.     Class  26. 

329,214.      ANIMAL    FOODS.      Calwo«nia    Cotton    Oil 
CoHFOBATiON,  Lob  Angeles,  Calif. 
Filed  June  10.  1935.     Serial  No.  365,984.     PUBLISHED 
AUGUST  13,  1936.     Class  46. 

329  215        RAKES,    HAKE    HANDLES,    FORKS.    HOES. 

SHOVELS,      SPADES,      CULTIVATOR      SHOVELS, 

GRAIN    DRILL  Tl  BF.S,  MOWER.  BINDER.   HEAD- 

*      ER    AND   BEAI'ER   GUARDS.    ETC      R.    HKascuBX 

Manufactcbinq  Co.,  Incoepohated.  Peoria.  111. 
Filed  Jun«  10.  1935.     Serial  No.  366,007.     PUBUSHED 
AUGUST  13,  1935.     Class  23. 

3  2  9,216,  CHECKBOOKS.  PASSBOOKS,  DEPOSIT 
SLIPS,  LETDGER  SHEETS.  STATEMENT  SULETS, 
SIGNATURE  CARDS,  ENVELOPES,  AND  CONTAIN- 
ERS COMPRISING  MATERIAL  EMPLOYED  BY 
BANKS  IN  CONDUCTING  CnE(T?:iNG  ACCOUNTS. 
AND  SOLD  TO  THE  TRADE  AS  SUCH.  Albxavtvek 
Efron,  New  York.  N.  Y. 
Filed  June  19,  1936.  Serial  No.  366,359.  PUBLISHED 
AUGUST  13.  1935.     Class  37. 

329.217.  FRESH    GRAPES.      Alfred    E.    Joenb,    LodI, 
Calif. 

Filed  Juue  10.  1935.     Serial  No.  866,011.     PUBLISHED 
AUGUST  13,  1935.     CtahS  46. 

329.218.  INFANT  AND  INVALID  FOOD.    S18TEB  LaCBAs 
'  Infant  and  Invalid  Food  Company,  Limited,  Glas 

gow,  Scotland. 
Filed  June  10.  1936.     Serial  No.  366.029.     PUBLISHED 
AUGUST  13,  1935.     Class  46. 

329.219.  TEXTILE  FABRICS  MANX'FACTURED  OF 
WOOL.      William    Whitman    Company,    Inc.,    New 

York,  N.  Y. 
Filed  June  7,  1935.     Serial  No.  365,910.     PUBLISHED 
AUGUST   13.   1935.      Class   42. 

329.220.  RADIO  AND  TELEVISION  TESTING  APPA- 
RATUS.  James  J.  McCarthy,  doing  business  as  Tri- 
umph Mfg.  Company,  Chicago,  111. 

Filed  June  10.  1935.     Serial  No.  366.038.     PUBUSHED 
AUGUST   13.  1935.     Class  26. 

829.221.  ELECTRICALLY  ILLUMINATED  LIGHTING 
FIXTURES.  The  Grego  Mancfactcbino  Company, 
Fredericktown,  Ohio. 

Filed  June  11.  1935.      Serial  No.  366.056.     PUBLISHED 
AUGUST  13,   1935.     Class   21. 

329.222.  PREPARATION  FOR  THE  TREATMENT  OF 
ANEMIA.      THE   WM.    S.   Mehrell   Company,    ancin- 

natl,  Ohio. 
Filed  June  11.  1935.      Serial  No.  366.064.     PUBLISHED 

AUGUST  13.  1985.      Hass  6. 

329  223.  MEDICINAL  PREPARATION  FOR  THE 
TREATME.NT  OF  DISORDERS  OF  THE  PERIPH- 
ERAL CIRCULATORY  SYSTEM  AND  TOR  STIMU- 
LATION OF  PARA-SYMPATHETIC  NERVOUS  SYS- 
TEM. Mkrck  k  Co.  Inc.  Ilahway,  N.  J. 
Filed  June  12.  1935.     SerUl  No.  366,109.      PUBLISHED 

AUGUST  13,  1935.     Class  6. 

329.224.  LAUNDRY    BLUINGS.      CabmaM    4    CO.,    IBC, 
New  York.  N.  Y. 

Filed  June  12.  1935.      Serial  No.  366,084.     PUBLISHED 
AUGUST  IS.  1935.     Clasa  6. 

329.225.  HOUSE     ORGAN      PUBLISHED      MONTHLY. 
STandabd  Oil  company  or  New  Jebsey,  Wllmlngtoo. 

Del. 
FUed  June  22.  1935.     Serial  No.  366,535.     PUBLISHED 
AUGUST  13,  1935.     Class  38. 
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32fl,226.      TOOTH     POWDER 
N.  Y. 
Filed  June  22.  1935.      Serial  No.  366.517 
AUGUST  13.  1935.     Clan  6. 


HOPB,    INC..    New    York, 
PUBLISHED 


329,227       BIRD      FOOD.      Ha«T7      Mocjttaix      Pboducts 
INC..  New  York,  N.  T. 
Fllwi  June  17.  1!)35.      Serial  No.  366,279.      PUBLISHED 
AUGUST  13,  1930.     Class  46 

329.228.  FRESH    GR.MBS       Alba   Gkapt   i   Fbcit   CO.. 
San  Kranclsco,  Calif. 

Filed  June  17,  1935.      Serial  No.  366.254       PUBLISHED 
AUGUST   13,   1935.     Class  46. 

329.229.  FRESH      DECIDUOUS      FRUITS.     CalifoBnu 
Fhdit  Exchange,  Sacramento.  Calif. 

Filed  June  17,  19.35       Serial  No.  366.261.      PUBLISHED 
AUGUST  13.  193.-..      Class  46. 

329.230  LIPSTICK,  FACE  POWDER,  AND  WET  AND 
DRY   KUfGE.     MiNtB's.  Inc..  New  York,   N.  Y. 

Filed  June  14.  1935.      Serial  No.  366.247.      PUBLISHED 
AUGUST  13,  1935.      Class  6. 

329.231  ALCOHOLIC  BITTERS  AND  CORDIALS. 
JOSEPH  r.ASTORK,  Jers»y  City.  N.  J. 

Filed  June  lo,  1935       Serial  No.  366.239.      PUBLISHED 
AUGUST  20.  1935.     Class  49. 

329.232  TEXTILK  DRESSING  AGENT.  Gbxbbal  DtE- 
STirr  Cobporation.  New  York,  N.  Y. 

Filed  June  15.  19,{5.      Serial  No.  366,231.      PUBLISHED 
AUGUST  13,  1935.     Oass  6. 

329,2.33  WETTING  AGENTS  FOR  USE  IN  REDUCING 
THE  F.\CIAL  TENSION  BPTTWEKN  LIQUIDS  AND 
SOLIDS       OR       BETWEEN       TWO        I.MMLSCIBLE 

LIQUII'S         .\MIRICAN     CTaNaMID     k     CHBMICAL     COB 

POBATiov,  .New  York,  N.  Y. 
Filed  June  15,  1935.      Serial  No   366.220.      PUBLISHED 
ATGUST  13.   1935.      Class  6 

329.234.  WETTING    ACJENTS    FOR    USB    IN    REDUC 
ING   THE  FAC1.\L   TENSION    BETWEEN   LIQUIDS 
AND    SOLIDS    OR    BETWEEN    TWO    IMMISCIBLE 

LIQUIDS         AMERICAN     CTANAMID     k     CHEMICAL     COB 

poration,  New  York,  N.  Y. 
Filed  June  15.  1935.      Serial  No.  366.219.      PUBLISHED 
AUGUST  13,   1935.      Class  C. 

329.235.  MAG.\Z1NE  PUBLISHED  MONTHLY  AND  AT 
OTHER  INTERVALS.  Pxbiodical  Hocsi,  Inc..  New 
York.  N.  Y 

Filed  June  14,  1935      Serial  No.  866.211.     PUBLISHED 
AUGUST  13,  1935.     Class  38. 

329.236.  SUBSTANCE  TO  BE  ADDED  TO  LAL^NDKY 
STARCH  TO  FACILITATE  IRONING.  Ralph 
MOOBB.  Inc..  St.  Louis.  Mo 

Filed  June  14.  1935.      Serial  No.  366.207.      PUBLISHED 
AUGU.ST  13.   1935.      Class  6. 

329.237.  SALT  (OD  FISH.  COIXINS.  Lit  (OMPant, 
Chelsea,  Mass. 

Filed  May  9.   1935       Serial   No.   364.710.      PUBLISHED 
AUGUST  13.  15)35.     Class  46. 

329.2.38        VITAMIN        YE.VST        EXTRACT.       Vita-LDx 
1  RODCCT8.  Inc.,  .New  York,  N.  Y. 
Filed   May  7,   1935.      Serial  No    364.645.     PUBLISHED 
AUGU.ST  0,  1935.     Class  6. 

329.239.  BREECHES  OF  KNEE  FITTING  TYPE. 
Glbnn  ().  Vav  BERBER,  Denver.  Colo. 

Filed  April  30,  1935.      Serial  No   S64.402.      PUBLISHED 
AUGUST  6.  1935.      Oass  39 

329.240.  GUM  MASSAGE  JELLY.  Rodbbick  O. 
Stbvbns,  doing  business  as  Hy-Kare  Laboratories 
Chicago,  HI. 

Fll^d  April  29,  19.35.     Serial  No.  364.362.     PUBLISHED 
AUGIST  6.  1935.     Class  6. 

329.241.  SPRAY  FINISHES  FOR  BOOTS  AND  SHOES. 
Boston  blacking  k  Chemical  Co.,  Boston,  Ma.<is 

Filed  June  22,  1935.     Serial  No.  366..'509.     PUBLISHED 
AUGUST  13,  1935.      Class  4. 


329,242        «;UM        MA.SS.\(JE       JELI.Y.       Roderick       Q. 

STBVBN8.    doinjj    business    as    Hy-K«re    Laboratories 

Chicago.  111. 
Pllwl  April  -y.  1935.     Serial  No.  364.361.     PUBLISHED 
AU'iLST  t5    1935       Class  6. 

329.243.        PREPARATION      FOR     THE      PREVENTION 

AND  TREATMK.NT  OF   DISEASES   OF   THE   SKIN 

AND    SCALP       D     D     D.    Cobpobatio.v,    Batavla,    Hi. 

Filed  April  24.  1936.     Serial  No,  864.128.    PUBLISHED 

AUGUST   13.    1935       Class   6. 

329.244  KNITTED    GARMENTS    FOR    MEN.    WOMEN 
AND     CHILDREN— NAMELY,      BATHLNG      SUfTs! 
SWIMMING    SUITS.    ATHLETIC    SUITS.     SWEAT- 
ERS. AND  KNITTED  SUITS.      Geist  A  Geist,  IHC, 
New  York,   NY 

Filed  April  18    1935      Serial  No.  363.918.     PUBLISHFJJ 
AUGUST    13,    1035       (lass   39 

829.245  TOOTH    POWDER       F»ed   Laubb.   Cblcago.    ni. 
Filed  April  8.  1935       .Serial  No    363.508.      PUBLISHED 

AUGUST  6.  1935.      Class  6. 

S2».246,     WHISKEY.     R    II    Mact  4  CO..  IKC.,  New  York 
N.  Y. 
FUed  July  11.  1935      Serial  No.  367.163.     PUBLISHED 
AUGUST   20.    1935.      Class    49 

329.247,    WHISKY,    Hunteb  Baltimobb  Rte  Distillebt 
Il»c..    Baltimore.    Md. 
Filed  June  14.  1955.     Serial  No.  366,200.     PUBLISHED 
AUGUST  20.   1935.     Class  49. 

829,348.     FRESH   VEGETABLES.      Fbancibcan   Packing 
Company.   .Salinas,   i  allf. 
Filed  June  14.  1935.     Serial  No.  366,196.     PUBLISHED 
AUGUST    13,    1935.      Class    46. 

329,249     AMPOULES  CONTAINING  LOCAL  ANESTHET- 
IC  MATERIAL  IN   80LITI0N  FOR   DENTAL   PUR- 
POSES     RELIANCE  DENTAL  MTO    CO,,  Chlra^o.  111. 
Filed  June  13.  1985.     Serial  No    366.172.     PUBLISHED 

AUGUST    13.    1935       Class   6. 

329.260        GIN,      WHISKEY,     AND     BRANDY         LlQt^OR 
Deaijirs  Supply  tompant,  ChlcaRo.  111. 
Filed  June  13.  1935      Serial  No.  366,153.     PUBLISHED 
AUGUST   20.    19.35       Class    49 

329.231.      WHISKEY.      Kolmab.    Inc..    Cincinnati.    Ohio. 
Filed  July  5,   19.35.      Serial   No.  366.992.     PUBLISHED 
AUGUST   20     1935.      Class    49. 

329.252  WHISKEY       Kolmab.    mc^    Cincinnati.    Ohio, 
Filed   July  5.    1935.      Serial    No.  SatJtS.      PUBLISHED 

AUGUST    20.    1935.      CUas    49. 

829.253  <;OLF  BALLS  AND  OOLF  BALL  COVERS. 
The  Wobthi.vgton   Ball  Compant,  Elyrla,  Ohio 

Filed  July  6,    1035.     Serial  No.  367,048.      PUBLISHED 
AUGUST    1.3.    1936       Class   22. 

829.254  WHISKEY.  Ukitbd  Spibit  ft  Winb  Inc  New 
York.  NY 

Filed  July   15    19.35      Serial  No    367,326      PUBLISHED 
AUGUST  20.   1935      Cla.>«s  49 

829.255  MEDICINAL  PREPARATION  USED  IN  THE 
TREATMENT  OF  HEADACHE.  BILIOUSNESS. 
DIZZINESS.  AND  DIS<^HI)EREI.  STOM.M'H  WHEN- 
DUE  TO  CONSTIPATIO.N  RE.xk  J.  Bienve.nu,  doing 
business  as   Dixie  Diuk  ».'onii>any.  Colfax.   La. 

Filed  June  22.   1935      .'ierlal  No.  .30*5, 50*.     PUBLISHED 
AUGUST    13.    1935.      Class  ti. 

329.256.  SALVE  FOR  USE  IN  TREATING  CHILBLAINS. 
SCABIES  (ITCH).  RINGWORMS.  SOFT  CORNS. 
ATHLETES  FOOT.  RUN  AROUND8,  BOII^,  PIM- 
PLES. CARBUNCLES.  ETC  J  B.  AKMarnoNo,  do- 
ing business  as  Arnol«i  Dru:,  Company,  Topeka,  Kans. 
Filed  June  22.  1935.     Serial  No.  366.502.     PUBLISHED 

AUGUST  13.    1935       Class   G. 

329,237.     AUTO   POLISH   HAVING  INCIDENTAL  PROP 
ERTIES  AS  A  CLEVNER      Thb  amebican  Oil  Com- 
pany    Baltimore.    .Md 
Filed  June  22.  1935.     Serial  No.  366.500      PUBLISHED 

AUGUST   III.    19'.5.      Class   16. 
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329.258      WRAPPING  PAPER.     SOUTHBBn  Kbaft  Cobpo- 
bation.    New    York.    N.    Y. 
Filed  June  21.  1935.     Serial  No    366,493.     PUBLISHED 
AUGUST   13.    1936.      CUaa   87. 

.329,259       OLIVES.      Francis    H.    Lbooett    k    Compant, 
New  York.  N.  Y. 
Filed  June  21,  1935      Serial  No.  366,477.     PUBLISHED 
AUGUST   13.    1936.      Class  46. 

829,260.       GOLF     BALLS.       Gbbat    Webtekn     athletic 
GOODS  CO..  Chicago,  111. 
Filed  June  21.  1935.     Serial  No.  866,473.     PUBLISHED 
AUGUST  13,  1935.    Class  22. 

329.201.       GOLF    BALLS.       Gbkat    W«8TKmN     ATHLCTiC 
GOODS  CO.,  Chicago,  IIL 
Flle<l  June  21,  1935.     Serial  No.  366,472.     PUBLISHED 
AUGUST  13.  1935.     Class  22. 

329,262.       GOLF'     BALLS.       GbeaT     WMTehn     AThlbtic 
GOODS  CO..  ChiCSRO,  111. 
Pllsd  June  21.  1936.     Serial  No.  866.470.     PUBLISHED 
AUGUST  13.  1035.    Class  22. 

829,263        GOLF    BALLS.      Gr»at    Western     ATHLmc 
GOODS  CO.,  Chicago,  111. 
Filed  June  21.  1935.     Serial  No.  866,468.     PUBLISHED 
AUGUST  13.  1936.     Class  22. 

329.264.  CKKE  FLOUR.  The  Kihk  Milling  Company. 
Flndlay,  Ohio. 

Filed  June  20.  1935.     Serial  No.  866,419.     PUBLISHED 
AUGUST   13,   1933.      Class  46. 

829.265.  WHISKEYS.  BRANDIES.  LIQUEURS,  AND 
GIN       Bon  Ton,  inc..  Chicago,  111. 

Filed  July  11.  1935.     Serial  No.  367,152.     PUBLISHED 
AUGUST   20.    1936.      Ctass  49. 

829.266.  CONTAINERS  MADE  OF  FIBRE  OR  MADE 
PARTLY  OF  FIBRE  AND  PARTLY  OF  SHEET 
METAL  FOR  THE  PACKING,  PRESERVING,  OR 
SMIPPINf;  OF  A  GREAT  VARIETY  OF  PRODUCTS. 
AMERICAN  Can  Compant.  New  York.  N.  Y. 

Filed  July  8.  1985.     Serial  No.  367,067.     PUBLISHED 
AUGUST    18.    1936.      Class    2. 

329.267.  WHISKEY  AND  GIN.  Clkah  Spbino  Distill- 
ing Compant,  Chicago.  111. 

Filed  July  8.   1935.     Serial  No.  387,067.     PUBLISHED 
AUGUST  20,    1935.      Class  49. 

329.268.  GOLF  BAGS  AND/OR  CADDY  BAGS.  John 
K.  HOTEE,   St.  Louis,  Mo. 

Filed   July  «.   1935       Serial   No.   867,072.      PUBLISHED 
AUGUST  13,  1935.     Class  22. 

329.269.  FRESH  CITRUS  mUITS.  Jos.  Eichelbebgbii 
A  CO..  Eustls.  Fla. 

111«d  July  6.  1935      Serial  No.  366,984.     PUBLISHED 
AUOU8T  18.  1935.     Class  46. 

329.270.  MONTHLY  MAGAZINE,  LIMITED  AP  PRES- 
ENT TO  TEN  ISSUES  PER  ANNUM.  SCHOOL  Man- 
aobmbnt.  Inc..  New  York,  N.  Y. 

Filed  July  1,   1935.     Serial  No.  36«,879.     PUBLISHED 
AUGUST    13.    1935.      Class   38. 

329,271  BALL  AND  CUP  GAME  Robbbt  H.  McCbba, 
OakmoDt.    Pa. 

FUed  Julj  1.  1935.     Serial  No.  366.868.     PUBIJSHED 
AUGUST  13,  1935.     Class  22. 

320.272.  MEDICATED  CORN    PADS.    CALIX)D8   PADS, 
AND    BUNION    PADS.      Stkide    Pbodccts    Cobpoba 
tion,  Cleveland.   Ohio. 

Filed    March     23,     1035.       Serial    No.     862,931.       PUB- 
LISHE:D  AI:GUST  6.  1935.     CIbss  6. 

329.273.  CLEANSING  TISSUE.  MAX  Citbin,  New  York, 
N.   Y 

Filed  July  1,    1035      Serial  No.  366,852.     PUBLISHED 
AUGUST  13,  1985.     Clasa  37. 

329.274.  FRESH  VEGETABLES.  Ptteb  F.  Aiillo  &  CO., 
San   Jose.    Calif. 

Filed  July  1.  1935.     Serial  No.  366.847.     PUBUSHED 
AUGUST  13.  1935.     Class  46.       hi-  • 


329.275.  PERIODICAL.      Whitmobe    k    Smith,    Book 

agents,    PlBLISHIKO    HOUSE,    M.    E.    CHCHCH,    SOUTH, 

NashTlUe.  Tenn..  Dallas,  Tex.,  and  Richmond.  Va. 
Filed  June  29.  1935.     Serial  No.  366,846.     PUBLISHED 
AUGUST   13.    1935.     Class  38. 

329.276.  NEWSPAPER  COLUMN  CONSISTING  OF  4 
SERIES  OF  RELATED  PHOTOGRAPHS  ILLINOIS 
PrSLISHING    AND    PRINTING    COMPANY,    Chicago,     HI. 

Filed  June  28.  1935.     Serial  No.  366.769.     PUBLISHED 
AUGUST  13.   1936.     CUss  38. 

329.277.  HAIR  TONIC.  SHAMPOO,  FACE  LOTIONS, 
LAXATIVES.  PREPARATION  FOR  COLD,  NOSE 
DROPS.  ECZEMA  MEDICINE,  AND  TOOTH  POW- 
DER.    Spati  Bbos.,  New  York,  N.  Y. 

Filed  June  27.  1935.     Serial  No.  366,745.     PUBLISHED 
AUGUST   13,   1935.     Qass  6. 

329.278.  TOILET  TISSUE.  Odoba  Company,  Inc.,  New 
York,  N.  Y. 

Filed  June  27.  1935.     Serial  No.  366.729.     PUBLISHED 
AUGUST   13,  1935.     Class  37. 

529.279.  TOILET  TISSUE.  Odoba  Company,  Inc.,  New 
York.  N.  Y. 

Filed  June  27.  1935.     Serial  No.  366.728.     PUBLISHED 
AUGUST  13.  1036.     Class  37. 

329.280.  TOY  GUNS,  THi  HoGi  MaMCFactobing  Com- 
pant.  Inc.,  New  York,  N.  Y. 

Filed  June  27.  1935.     Serial  No.  366,717.     PUBLISHED 
AUGUST  13,  1936.     Class  22. 

.329,281.     MIXTURE  FOR  MAKING  ICE  CREAM      Gold- 
en State  Compant,  Ltd.,  San   Francisco,   Calif. 
Filed  June  27,  1936.     Serial  No.  366.715.     PUBLISHED 
AUGUST  13,  '9.35.     Class  46. 

329.282.  WALL  PAPERS.  United  Wall  Papeb  Fac- 
tories, Inc.,  Jersey  City.  N.  J. 

Filed  June  26.  1935.     Serial  No.  366,682.     PUBUSHED 
AUGUST  13,  19?'«      Class  37. 

329.283.  GOLF  BALLS.     Th»  Indla  RrBBER,  GdiTa  PEi- 

CHA    &    TELEGRAPH    WOBKS    COMPANT,     LIMITED,    Lon- 
don,  England. 
Filed  June  25,  1935.     Serial  No.  366,615.     PU'BLISHED 
AUGUST  13,  1935.     Class  22. 

3-29,284.     PAINT  IN  PASTE  FORM  AND  ART   COLORS. 
United  States  Gtpsdm  Compant,  Chicago,  111. 
FUed  June  22.  1936.     Serial  No.  366.641.     PUBLISHED 
AUGUST  13,  1935.     Class  16. 

329.285.  MEDICINAL  PREPARATIONS  FOR  THE 
TREATMENT  OF  INFECTIONS  OF  THE  KIDNEYS. 
URINARY  TRA(^,  LIVER  AND  GALL  DUCT.  RHEU- 
MATIC DISEASES.  HIGH  BLOOD  PRESSURE.  ANV 
STIMULATION  OF  THE  METABOLISM.  CHEMO- 
san-Union  IND  Fbite-Pszoldt  a.  G..  Vienna.  Austria. 

Filed  March  30.  1935.    Serial  No.  363,206.    PUBLISHED 
AUGUST  6.  1935.     Class  6. 

829.286.  PEROXIDE.  PETROLEUM  JELLIES,  EYE 
DROPS.  MEDICINAL  MINERAL  OIL,  WITCH  HA- 
ZEL. RUBBING  AIXX)HOL,  GLYCERIN.  SULPHUR 
AND  CREAM  TARTAR  LOZENGES.  COD  LIVER 
OIL.  ETC.    J.  Abbamson  k  Sons.  Brooklyn.  N.  Y. 

Filed  April  1.  1935.     Serial  No.  863.255.     PUBLISHED 
AUGUST  13.  1935.    Class  6. 

329.287.  RADIUM  CONES  THAT  ARE  PLACED  IN 
WATER  TO  IMPROVE  IT  FOR  DRINKING  PUR- 
POSES BY  MAKING  IT  RADIOACTIVE.  Char- 
lotte THOMAS,  Los  Angeles.  Calif. 

Filed  May  28,  1935.     Serial  No.  365,633.     PUBLISHED 
AUGUST  13,   1935.     CIbps  6. 

329.288.  VERMIFT'GE  The  Black  Flag  Compant,  Bal- 
timore. Md. 

Filed  May  28.  1936.     Serial  No.  365.507.     PUBLISHED 
AUGUST  6.  1935.     Class  6. 

329.289.  FLEA  POWDER.  THi  Black  Flag  Compact. 
Baltimore.  Md. 

Filed  May  28.  1935.     Serial  No.  .365.606.     PUBLISHED 
AUGUST  6.  1935      Class  6. 
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■SM,-Mi).      FKESH    UKANGBS,  GRAI'KKKUIT,   AND  TAN- 

UKHINKS.      Geobob    W.    Clatp,    Orlando,    Fla..    and 

New   York.   N     Y. 
Mled   May  -.',  1»35.     Serial  No.  365,430.     PUBUBHED 
AUGUST   la.   ll'!'>       riass  46. 
329J?«1.       BEKSWAX      BOTH    YELLOW    ANI>     WHITE. 

Will    A   B-U  mek  Caj<dl»   Co.,  Ikc,   Syracuse,  N.   Y. 
Kilf.l  May  27.   1935.     S.-rlal  No.  366,423.      FIBLISHED 
AUGUST  6,  19^.     Class  6. 
32P.292.      SKIN    REFINER.    A    TISSUE   CREAM.    A    RK 

MOVAL  CREAM,  A  I'UKl  ARATION   POWDEH,  AND 

A    FINISHINt,     rOWI»Ea         VIKOIMA    SHEKIDAN,    I.VC, 

Cbhago.    Ill 
KllP(i  May  .'.->,   litS."      Serial  No.  3^,407.     PUBLISHED 
AUGUST  ♦k  10,;5.     Class  6. 

329.293  KAU  DE  COLOGNE.  J«an  Patoo,  I1»c.,  Ntw 
York.  N.  Y. 

Filv^  May  24.  1935.     Serial  No.  365,351.     PUBLISHED 
.VUGUST  ft.  1935.     Class  6. 

329.294  WHISKEY,  GIN.  BBANDY.  COGNAC.  BUM. 
AM'  AIX:0H0LIC  CORDIALS.  RECORDS  k  GOLDS- 
B«>Roi  r,H.  IXC,  Baltimore.  Md. 

Kil.d  July  10.  1935.     Serial  No.  367.135.     PUBLISHED 

AUGUST  20.   1935.      Clniw  49. 

329.295.     WHISKEY.  GIN.  RUM.   BRANDY,  AND  ALCO- 
HOLIC   CORDIALS        Felsev,    Incorpobatid.    (k>ln« 
tiusiness   as  Felseii   Bros     l^lqiior  Co..   East   St.    Louis, 
111. 
Filed  July  12.  1935.     Serial  No.  367.192      PUBLISHBD 

AUCUST  20.  19:«.     Class  49. 

329  2«6      WHISKEY.     Pacific  Win»  ahd  Spiarrs  Com- 
p.WT,  San  Francisco.  Calif. 
Filed  July   12,  \UAr>      Serial  No.  367.206.     PUBLISHBD 

AUGUST  20.  19;i^.     CLa.ss  4<t 

329.297       APPLE  JACK  BRANDY.     BVTAIL  DtPT.  Stob«« 
or  Amebica.  Inc.,  doint;   business  as^   Schulte  United 
Dept.  Stores,  New  Y'ork,  N.  Y. 
nif'd  July  12.  1935.      Serial  No.  367,207.     PUBLISHED 

AUGU.<5T  20    193.1      Class  49. 

329.20S       BR.V.NT»Y       K     AR.^KSLIAN.  INC.,  dolnR  business 
aa  Madera  Wineries  &  rdstillerles,  Madera,  Calif. 
Piled  July  15.  1935.     Serial  No.  367.276.     PUBLISHED 

AUGUST  20.  1935.     Class  49 

321^.299      Gin      ArsTTV.  Nichols  k  Co.,  Ihc,  Brooklyn. 
N    Y 
Filed  July  l.^V.  1935      Serial  No.  367,279.     PUBLISHED 

AUGUST  20.  1935.     Class  49. 

32«.3tK>.    RT'M      Chirr  k  Pickerimo  Un.,  Vtm  York.  N.  T. 
Filed  July  l.">.   19  55       Serial  No.  3*7.288.     PUBLISHED 

AUGUST  20,  1935.     Class  49. 

329,301.     WHISKF.Y      Umticd  Spirit  *  Win«  Inc..  New 
York,  N,  Y 
FHed  Julv  15,  1935      Serial  No    367.325      PUBLISHED 

AUGUST  20.   19.^';      Class  49 

329.302       FLAKKI>  WHRKT.  WHEAT  FI...\KKS.  ROUTED 
OATS.  AND  PANC.VKE  FLOUR.     Ai.bers  Bros.  Mill- 
ing Company.  F'ortland,  Oreg. 
PUed   November   2s.    I!t32.      Serial    No.    33:^.505.      PUB- 
LISHBD JULY  23,  1935.     (lass  46. 

329,303.  COMPLETE  ELEiTRICAI.  REFRIGERATORS 
All-Amebicas  Mohawk  Corp<jhatI'i.s,  OilcaKo.  111., 
and  North  Tonawanda.  N.  Y.,  Howard  F.  Cunnlnjrham. 
trustt'e  in  Ijankruptcy  nf  said  .Ml  .American  Mdtiawk 
Corporation,  a^sigaor  to  The  Rudolph  Wurlitier  .Manu- 
facturing Company,  North  Tonawanda,  N.  Y^  a  corpo- 
ration of  New  Y'ork. 
Filed  May  14.  1931.     Serial  No.  314,640.     PUBLISHED 

JUNE  23,  1931.     Class  81. 

329.304  BREW       HOT'SF       BQT'TrMBNT— NAMELY, 

COOKERS    BHKW    KFTTI.I-iS     MASH  TANKS    FER 
ME.NTERS.    MASH    STRAINER    TUBS.    MASH    .MA 
THINKS       HOP      STRAINERS.      COOLERS,      MALT 
iIJiXNEntS,    .MAI.T   HOI'I'ERS.  MALT   MILLS.   AND 
MALT    MILL    HOUSE    EQUIPMENT        Fbeym    Knoi- 
neerinc;  ("ompany,  ("hicajKj,  111. 
Filed    November    17,    19.3.'.       S«>rial   No.   843,772.      PUB 

LI  SHED  AUGUST  13.  1935.     Class  23. 


329.30r>       VISroUS  CHEMICAL,  COMPOUND  OF  VEGE 

T.VHLi;  (»R!<;i\  APAPTKI'  TV)  HK  USED  AS  A 
CHEMICAL  AtiBM  IN  E.MI  LSIFH  ATlUN  AND  IN 
THE  CONTROL  OF  SUKFACB  AND  INTERFACIAL 
TENSION.  Chemical  Noveltiks  Corporation,  Cin- 
cinnati. Ohio. 
FUed  February  8,  1934.  Serial  No.  347,127.  PUB 
LI  SHED  AUGUST  6,  1935.     Oass  G. 

329,806.  THREAD  AND  YARN  OF  ARTIFICIAL  ORI- 
GIN. American  Glanmt^jit  Corporation.  New  York, 
N.  v.,  iK»w  by  chauKe  of  name.  North  American  Rajon 
Corporation. 

Filed  May  12.  1934.     Serial  No.  361,239.     ITBLISHED 

AUGUST  6,  1035.     Claas  43. 

329,307  MOUTH  HARMONICAS,  HARMONICA  BODIES. 
HARMflNICA  KKKOS.  HARMONICA  CASINGS, 
HARMONICA  Mm  IH  PIECES,  HVRMONICA  REED 
PI>.1TB8.  HARMONICA  TONM  MODlFIKItS  AND 
TtJNE  CONTROL  Iii:\I<KS  AND  H.\RMONICA 
PARTS.  Habmo.vica  DiirrciBi  Ttox  Corporation  or 
AMKRir,\.  New  York.  .\  Y, 
Flb^  Juite  u.  i\^M      .Serial  No.  352,487.     PUBLiSHKO 

AUGUST  13,  1936.     Cla«  36. 

82930S       RUM.    FRAMMES     FTHYL    ALCOHOL,    COG- 
NACS.    AND     WMISKKY        CompaHia     LicoRBRa    DB 
GoAtrriNAMO  .<^    A  ,  i;utfntanaDio,  Cuba. 
m.Hl  June  11.  1934.     Serial  No.  352.522.     PUBLISHED 

AUGUST  20.  1936.     Class  49 

329.309.  LIQUEFIED  PBTROLEl.M  GA.HES.  AND 
TANKS  FILI^D  WITH  SUCH  OA8.     NomTHWBaTBBN 

Br  Atr,  ^.s  Ci.MPA.vY,  St.  Paul.  Mina. 
Fii«*l  July    .'>.  lu.U.     Serial  No.  353,635.     PUBLISHED 
AUGUST  13,  1085.     Cla.ss  6. 

d2w,310  STENCIL  PAl'KR  CONSISTIMO  OF  TYPE 
AND/OR  STYLUS  IMI'RF^SSIBLK  SHRBTS  ADAI-T- 
ED  FOB  CONVERSION  INTO  .STENCILS.  AND 
8TBNCII.,S  MADW  BY  THE  STH.SCI  LIZATION  OF 
SUCH  STENCIL  P.U'FIK.  A.  li.  UK  K  CuMPA.nT, 
Cklcago.  III. 
Filed    AuKUst    25.     1934        Serial    No.    355.43.3.       PUB 

LISHED  OCTOBER  9.  19.34.     Class  37. 

329.311.  WHISKEY.  ToNnsi  Distribctiwo  Co.,  doliiK 
businens  as  iolunbla  DtstUlinK  Co..  Ban  Francisco. 
Calif 

Filed    October    15.    19.34.       Serial    No.    357.158.       PUB- 
LISHED AUGIST  20.  1935       Class  49 

329.312.  ZINC  OXIDE  HAVING  GENERAL  TSB  LV  THE 
INDUSTRIAL   ARTS    BUT    EXCLUSIVE  UF   PHAR- 
MACEUTICAL   PREPARATIONS    MADE    WITH    OR 
FROM    ZINC    OXIDE        AMRRirAN    ZiNC   SaLBS    COM 
P^NY,   St.   Ixiuis,  Mo 

Filed    October    16,    1934        Serial    No.    357.166.       PUB 
LISHED  DECEMBER  2.'.    1934.     Class  6, 

329,313  I'lNEBAL.SVM  EfCAT. VITUS  BALSa.MPFP- 
PERMINT  BAI  >^AM  IMNK  MILK  EMULSION,  PINE 
H.VTH  S.UTS,  I'KKFI  MMi  BATH  S.VLTS,  DISIN- 
FECTANTS. ETC.  WiLiiELM  .Vr.cKER,  Baden.  Aus- 
tria. 
Filed    October    IS.     1834        Serial     No.    357.253.       PITB- 

LISHKI)  AU«;rST  13,   i'.f.io      t  lass  «). 

329.314.  IMPROV^ED    EXCESS    ACIDITY   TEST    SOLU 
TION   FOR  Tin:   IMMEDIATE  DFTTECTION  OF  AB- 
NORMAL MILK      Fm^mki.  M    MrYEi    (lolnj?  bu«lnesa 
as  I.«ns:don  Meyer  J*boralorle»<    <  Incliiuatl.  Ohio. 

Filed  .May  24     1935.     Serial  No    3t  .-  .i45.     PUBLISHED 
AUGUST  fl,    1935      Claaa  6. 

329.315.  MENS  DRESS  AND  NEGLIGEE  SHIRTS. 
Jacob  Mii.i.ER'a  Sonr  Company.  Philadelphia.  Pa. 

Fll.<d  May  23.   1 !».!.'.       Serial  No.  365,303.     PUBLISHED 
AUGUST  13.  1936.     Class  39. 

329.316.  POULTRY  TRE.\TMENT  FOR  COCCTDIOSIS. 
WiixiAM  BRNNlweHOBV.  doing  business  as  William  F. 
Bennlnxbofr  k  Co.,  Tiffin,  Ohio. 

Filed  May  23.   19.35.     Serial  No.  366,283.     PUBLISHED 
AUGUST  13.  1935.     Class  6. 
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829.317.  CHILDREN'S  SUITS  AND  SUN-SUITS.  BlPBL- 
A-Rain  Compa.'«y.  Philadelphia.  Pa. 

Filed  May  22.  1938.     Serial  No.  3654J67.     PUBLISHED 
AUGUST  13,  1935.     Class  89. 

829.318.  PRESSES  FOR  CEMENTING  SOLES  TO 
SHOES.     Lamac  Pbocms  Coiffaui,  Erie.  Pa. 

Filed  May  21.  1935.     Serial  No    365,200.     PUBLISHED 
AUGUST  18,  1935.     Clasa  23 

329.319.  I>OUI»  8PF-AKERS  AND  SOUND  CONTROL- 
LING Al^lAi  HMKNTS  FOR  USB  THEREWITH. 
Strombkro  -  Carlson  Trlbphonb  MANurAcruRiNO 
Company,  Rochester.  N.  Y. 

Filed  May  18.  1935.     Serial  No.  365.186.     ITJBLISHED 
AUGUST  13.  1936.     Class  21. 

829.320.  MEN'S.  WOMEN'S.  AND  CHILDREN'S  KNIT- 
TED AND  WOVEN  UNDERWEAR,  HOSIERY,  KNIT- 
TED AND  WOVEN  OUTER  SKIRTS,  KNITTED 
POLO  SHIRTS,  SPORT  SHIRTS,  SWEATERS. 
ROBES.  COATS  AN1>  JACKETS.  AND  BATHING 
SUITS.     A.  M    WeBB  k  Co.,  INC.,  New  York.  N.  Y. 

FUed  May  20.  1935      Serial  No.  365,180.     PUBLISHED 
AUGUST  13,  10S5.    ClBBa  80. 

329.321.  CANNED  CITRUS  FRUIT  JUICES  FOR  FOOD 
PURPOSES.        MUTUAL    CITRUS     PRODUCTS     CO.,     INC., 

Anaheim,  Calif. 
Filed  May  20.  1936.     Serial  No.  366.150.     PUBLISHED 
AUGUST  18,  1936.     Class  46. 

329.322.  ACETATE  AND  COTTON  FANCY  WOVEN 
FABRIC  IN  THE  PIECE.  Fbm>  Bcttbrfibld  k  Co., 
INC.,  New  York,  N.  Y. 

Filed  May  20.  1935.     Serial  No    366,120.     PUBLISHED 
AUGUST  13,  1036.     Oms  42. 


329.323.  READY  MIXED  PALNTS,  PAINT  ENAMELS* 
VARNISHES^  AND  LACQUERS.  Bbbby  BROTHMS, 
Detroit,  Mich. 

Filed  May  20,  1935.     Serial  No    365.116.     PUBLISHED 
AUGUST  6,  1035.      Class  16. 

320.324.  COGNAC.      SociBTi    dkb    PRorsirr-uRES    Vini- 

COLJDB     DB     COGNAC,     J.     G.     MONXET    k     ClE..     SOCIETB 

A  BONY  MB,  Cogrnae,  Fraocc. 
Filed  May  16.  1935.     Serial  No.  365.008.     PUBLISHED 
AUGUST  20,  1935.    Class  40. 
329,326.      COGNAC.      SOCibtb    dBS    PbopSietaibes    ViNl- 

COLBS     DB     COO.NAC,     J.     G.     MONNET    k     CIE..     SOCIKTB 

ANONYMB,  Cognae,  France. 
Filed  May  16.  1935.     Serial  No.  365,007.     PUBUSHID 
AUGUST  20,  1935.    Class  49 

329.326.  COGNAC.      Socibtb   dbs    Prophietaieks    Vini- 

COLES     DB     COGNAC,     J.     G.     MONXBT    4     ClE.,     SOCIBTE 

AXONTMB,  Cognac,  Frsjice. 
FUed  May  1«.  1935.     Serial  No.  565,006.     PUBLISHED 
AUGUST  21*,  1936.     Class  4i. 

329.327.  GOLF  CLUBS.     THi  Cbawpobd,  McGrw>o«  and 
CaNbt  COMPANY,  Dayton,  Ohio. 

Filed  July  10.  1985.     Serial  No.  367,117.     PUBLISHED 
AUGUST  13,  1936.     Class  22. 

329,828.     TENNIS  RACKETS.      A.   G.   SPALDING  k  BROS., 
New  York,  N.  Y. 

Filed  July  9,  1935.     Serial  No.  367.113.     PUBLISHED 
AUGUST  13,  1935.     Class  22. 

320,329,     WHISKEY.     Silver  Swan  UQcob  Cobpobation, 
San    Francisco,    Calif. 

Filed  July  9.  1935.     Serial  No.  367,110.     PUBLISHED 
AUGUST    20.    li»35.      Class    49. 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


329,830.  (CLASS  48.  THREAD  AND  YARN.)  UORNBr 
BROTUBRs  WooLB.N  MILLS,  Eaton  Uaplda,  Mich.  Filed 
Anc.    21,    1034.      Serial   No.    355,203. 


American  League  Yarn 


For  Wool  Yam. 

Clalns   arse   since  Dec.  20,  1032. 


329.333.  (CLASS  23.  CUT1.BRY.  MACHINERY,  AND 
TOOLS.  AND  PARTS  THEREOF.)  Maubicb  E.  PROC- 
TOR,  New  HaTen,  Conn.  Filed  Sept.  6.  1935.  Serial  No. 
369,118. 


___!  (CLASS  48.  THREAD  AND  YARN.)  UoR.vra 
SaOTUBES  WooLBN  MiLL«.  Eston  Raplds,  Mich.  Filed 
Aug.    21,    1934.      Serial    No.    365.265. 


Major  League  Yam 


For  Wool  Yarn. 

Claims  u»«  since  Dec.   20,   1932. 


320.332.  (CLASS  25.  LOCKS  AND  SAI-TCS.t  LimBB 
8TONB  SALES  COMPANT.  Chicago.  lU.  Filed  Apr.  27, 
1934.      Serial   No.    S50.683. 


For  Vehicle  Door  Lockins  liaacHes. 
Claims   use   slnre  .\pr.    1.    1030. 


For  Rator  Blades. 

Claims  use  since  .\prll,  1933 


329,334.  (CLASS  50.  MERCHA^^DISE  NOT  OTHER- 
WISE CLASSIFIED.)  KiSTEB  and  Williams,  Pitts- 
burgh, Pa.     FUed  Aug.  5.  1935.     SerUl  No.  368,002. 


VACUUM-TITE 


For  (inning  Jar  Closures. 
Claims  use  since  Jnly.  19S4. 
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32tJ,.135  H  L.ASS  43.  THREAD  AND  TARN.)  J.  C. 
YAtN  CO  .  New  York,  N.  Y.  Filed  Apr.  23.  1935.  Se- 
rial No.  3ft4,lll. 


For  Thread  and   Yarn. 

Claims   use   since   Jan.    1.    1934. 


Xt9,93G.       (CLASS     34.       HEATING,  LIGMTIN«.     AND 

VENTIL.\TINO  APPARATUS.)      A.  Ooldinstbix,  IHc., 

Brooklyn,     N.    Y.       Filed    Jan.    15.  1935.       Serial    No. 
360^69. 

For    Submerged    Hot    Water    Heaters    Used    in    Steam 
Boilers 

Claims   use  since  Aug.    1.   1934. 


329.337.  (CLASS  22.  GAMP:S.  TOYS.  .VND  SPORTING 
GOODS.)  THB  L.  A.  YovsQ  Company.  Detroit,  Mich. 
Filed  Sept.  29,   19,'^4.      Serial   No.  356,609 

CASEHARDENED 

For  Golf  Balls 

Claims  use  since  Aujr.   20,  1934. 


329.838.  (CI^SS  46  FOODS  AND  INGREDIENTS  OF 
FOODS.)  Brx)TH  FisHBBiig  Co»poa*Tiov,  Chicago,  111. 
Filed  Sept.  '22,  19S4      Serial  No,  356,293. 


'oAitSjJ^m/n/i- 


For  Fresh   Fish. 

Clalm.s   use  since   Sept.    12.   1934. 


329.339  (CLASS  43  THREAD  AND  YARN  )  Hornm 
BKOTHsas  WooL«N  MILLS,  fcaton  Rapids,  Mich.  Filed 
Aug.    21.    1934.       Serial    No.    366.268. 

Official  League  Yarn 

For  Wool  Yarn. 

Claims  use  since  Dec.  29.    1932. 


329,340.  (CLASS  43.  THRE  VD  AND  YARN.)  Hohneb 
BBOTHER.S  WooLiN  M1LL8.  Katon  Raplrls,  Mich.  Flletl 
Aug.    21,    1934.      Serial    No     355,267. 

National  League  Yarn 

For  Wool  Yarn 

Claims  use  since  Dec.   29,   1932. 


TRADE-MARK  REGISTRATIONS  RENEWED 


2,097.  ARTGUM  THE  DRY  CT^EANER  AND  MASSAGER 
FOR  A  CLEANING  rOMPOSITION  Rfulstfred  August 
27.  1907.  Adoi.ph  Sommbr  ("ambrldgp.  Ma.xs  Renewp<l 
August  27.  195."..  to  .\hraham  K  roh»'n,  receiver  of  the 
estate  of  .Vdolph  Sommer,  deceased,  Boston,  Mass.,  as- 
signee. 

9«.*<29  GRAPES.  Retrt«tpre<i  May  T..  1914  Ridb.wk.s 
ORCHARD  COMPAWT,  Vlaalla.  Calif  Renewed  May  5, 
19.14.  to  Bedbanks  Properties  Incorporated,  Woodlake. 
Calif  ,  a  corporation  of  California,  aHsignee 

104. .VtQ  PURE  BUTTER  OF  (OCOANUT  FOR  FRYING, 
BAKING,  AND  SHORTENING  Registered  June  1, 
1915.  SAt  TE  pHODiCT^.s  Corporation  Renewed  June 
1.  1935.  to  The  Best  Foods  Inc..  New  York,  N  Y..  a  cor- 
poration of  Delaware,   successor 

105.173.     CERTAIN  NAMED  PAPER  AND  STATIONERY 
SUPPLIES.     Registered  July  6.  1915      F    Sobnneckr.v 
Renewed  July  6.  1935,  to  F,  Soennecken,  Bonn,  Germany, 
a  limited  company  of  Clermany,  successor. 

105.911.  MENS  FLANNEL  SHIRTS,  I^M'NDRIED 
SHIRTS.  WORK  SHIRTS.  BOYS'  WORK  SHIRTS  AND 
LAUNDRIED  SHIRTS.  Registered  August  24.  1916. 
D«ATR»-K»NNEi>Y  COMPAXT.  Renewed  August  24.  1935, 
to  Deaver  Dry  Goods  Company,  Inc.  Knoxvllle.  Tenn., 
a  corporation  of  Tennessee,  by  change  of  name. 

105.964.  RUBBER  VEHICLE  TIRES  ReRlntered  Au- 
gust 31,  1915  Thr  roRTA<;r,  Rcbbrb  Company,  Barber- 
ton,  Akron.  Ohio.  Renewed  August  31,  1935,  to  Selber- 
ling  Rubber  Company.  Akron,  Ohio,  a  norporatlon  of 
Delaware,  succesaor 

106.042.  CERTAIN  NAMED  MEDICINES  AND  TOILET 
PREPARATIONS.  Regl8tere<I  September  21.  1915. 
Thb  De  PRja  CHEMICAL  COMi'ANT  Renewed  September 
21,  1936.  to  The  De  Pree  (^ompany.  Holland.  Mich.,  a 
corporation  of  Michigan,  by  chanse  of  nam«. 


106.480.  UNDERSHIRTS,  r)RAWERS,  UNIONSUITS 
NIGHT  ROBES.  AM>  PAJAMAS  R.-iflntere.l  Ocfot>er 
19.  1015  OPPEMiriM.  ()BERM>OKir  4  (  o  .  Baltimore. 
Md.  Renewed  October  19,  19.<5,  to  The  B.  V.  D.  Com- 
pany, Inc  ,  New  York.  N.  V  ,  a  corporation  nf  Delaware, 
assignee  by  mesne  assignments. 

106.521  PRESERVED  AM.  CANNED  FISH  Registered 
October  19.  1915.  Sthohmrtkh  k.  A»p»  Compant.  New 
Yoik.  N.  Y..  a  corporation  of  New  York  Renewed 
October  19,  193.- 

106.741  BELTIIOOKS.  BELT  FASTENERS,  AND  BELT- 
PINS.  Registered  Octob.r  26.  1915.  Cliphkk  belt 
I>.vn:B  CoiiP.^NY.  (;rand  Raphli,.  Mich  a  corporation  of 
.Michigan        Renewe4l    October    2t?,    1935 

106.842.  CANDIES  ReRlstered  November  2.  1915.  Cox 
CONFECTIONERY  COMPANY.  BoatoH.  MaSM.  ReDewed  No- 
vember 2.  19.36.  to  San  Man  Chocolates  Company.  East 
Boston.  Mass.  a  corporation  of  Massachusetts,  as- 
signee 

106.920.  RUBBER  PACKIN<;  Re^Utered  November  2. 
1915.  York  .MAMjFACTt-RiNo  Company.  Renewed  No- 
vember 2.  19:{5,  to  York  I(e  Machinery  Corporation, 
Y'ork,  Pa.,  a  corporation  of  Delaware,  assignee. 

107,091  COFFEE.         Registered      November      9.      1016. 

Oullibkr  coitrb  Company.  Int  ,  New  Orleans,  \a.,  a 
corporation   of   Louisiana.     Renewed  November  9.    1935. 

107,092.  COFTEE.  Reulsfered  November  9.  1915. 
OtJfLiBKB  CorrVB  COMPANY.  Inc.  New  Orleans.  I.a..  a 
corporation  of  I^oaisiana.     Renewed  November  9.    1935. 

107,100.  WORSTED  YARN.  Registered  NoTeml)er  9. 
1915  SA*  HSIRCHE      WOLLOAHNPaBRIC      AKTIENOE.SKLL- 

SCHAFT,  Leipzig  Pliijrwltz.  Germany.  Renewe'i  Novem- 
ber 9,  1935.  to  Wollgarnfabrlc  TIttel  A  KHlger  und 
StemwoUsplnnerl  .VktlengemMIschaft,  Bremen,  Bremen. 
Germany,  a  corporation  of  Germany,  assignee  by  mesne 
assliromentR. 
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107,194.  CHICK  FEED.  Registered  November  16,  1918. 
Wm.  PolUktk  Mii»li.no  k.  EutVATOR  Co.  Renewed  No- 
vember 16,  1935,  to  W.  W.  I'ollock  Milling  &  Elevator 
Company,  Mexico,  Mo.,  a  corporation  of  Missouri,  aa- 
iifiiee. 

107.244.  GLASS.     Bccistered  November  16,  1916.     Corn- 
ing GLASS  WOKKS,  Coming,   N.  Y.,  a  corporation  of 

New  York.     Renewed  November  16,  1935. 

107.245.  GLASS.  Registered  November  16.  1915.  CORN- 
IKO  GLA88  Works.  Corning.  N.  Y.,  a  coriwratlon  of  New 
York.     Renewed  November  16,  1936. 

107.246.  GLASS.  Registered  November  16.  1916.  Corn- 
iwo  GLASS  works.  Corning,  N.  Y.,  a  corporation  of  New 
York.     Renewed  November  16,  1936. 

107,397.  CERTAIN  NAMED  PETROLEUM  PRODUCTS. 
Registered  November  23.  1915.  TiM  Water  Oil  Co., 
New  York,  N.  Y.,  a  corporation  of  New  Jersey.  Re- 
newed November  23,  1935. 

107.970.  MOTORCYCLES  AND  BICYCLES.  Registered 
January  4.  1916.  Hahlby-Davidson  Motor  Co.,  Mil- 
waukee, Wis.,  a  corporation  of  Wisconsin.  Renewed 
January  4.  1986. 

108,067.  SILKS  IN  THE  PIECE.  BRglrtired  January 
11,  1916.  8TBHU81LK8  COHPORATiOM,  N«w  York.  N.  Y.. 
a  corporation  of  New  York.     Renewed  January  11,  1936. 

108,191.      CORSETS    AND    COJ^SET-STAYS.      Registered 

January  18,  1916.     Barclbt  Corset  Company.  Newark. 

N.  J,  a  corporation  of  New  Jersey.     Renewed  January 

18.  1986. 
108,224       A  MEDICATED  80.VP.     Registered  January  18. 

1916.   THE  Omioa  chemical  Company,  New  York.  N.  Y. 

Renewed    January    18,    1936.    to    Societe   Cadum,    Cour- 

bevoie,  Seine.  France,  a  corporation  of  France,  assignee 

by  mesne  assignments. 

108,238.  STOVE  POLISH,  DUSTLESS  DUST-CLOTHS, 
POLI8HING-CLOTH8,  MOP-CLEANING  PREPARA- 
TION, AND  CARPET-CLEANING  SWEEPING  COM- 
POUND. Registered  January  18.  1916.  Wizard  Prod- 
ucts CO.  Renewed  January  18,  1936,  to  Wlxard,  Inc., 
Chicago,  111.,  a  corporation  of  Delaware,  assignee. 

108,257.  WASHING-SODA.  Registered  January  25, 
1916.  National  ChimiCal  Compawt,  Syracuse,  N.  Y., 
•  corporation  of  New  York.     Renewed  January  26,  1936. 


108,307.  CERTAIN  NAMED  METALS  AND  METAL 
CASTINGS  AND  FOR(iIN(;S.  Registered  January  25, 
miO.  Raritan  copper  Works,  Perth  AmtK>y,  N.  J.  Re- 
newed January  25,  1936.  to  International  Smelting  and 
Refining  Company.  New  York.  N.  Y..  a  corporation  of 
Montana,  a8»<ignee. 

108,353.  LIQUID  AND  OTHER  ANTISEPTIC.  VACCIN. 
AND  GERMICIDE  I'REPARATIONS.  Registered  Feb- 
ruary 1.  1910.  Ralph  B.  Waitk,  Springville,  N.  Y.  Re- 
newed February  1,  1936,  to  The  Antidolor  Mfg.  Co., 
Inc..  New  York.  N.  Y.,  a  corporation  of  Delaware,  as- 
signee. 

108.456.  HYDRATED  LIME.  Registered  February  8, 
1916.  THB  WESTBRN  LiME  k.  CEMENT  CO.,  Milwaukee, 
Wla,  a  corporation  of  Wisconsin.  Renewed  February 
8,  1936. 

108,485.  KNITTED  UNDERWEAR.  Registered  Febru- 
ary 8.  1916.  THE  May  Compa.ny,  Cleveland,  Ohio,  a  cor- 
poration of  Ohio.     Renewed  February  b.  1936. 

108,652.  READY-MADE  PASTE  PAINTS  IN  WHITE 
AND  COLORS.  Registered  February  22,  1916.  John 
W.  MASfHY  k  Son,  New  York,  N.  Y..  a  corporation  of 
New  York.     Renewed  February  22,  1936. 

108,708.  BUST-SUPPURTERS  AND  BRASSIERES.  Reg- 
istered February  22,  1916.  Madame  iRBNa  Renewed 
February  22.  1936.  to  Lily  of  France  Corset  Company, 
Inc.,  New  York.  N.  Y..  a  corporation  of  New  York,  as- 
signee by  mesne  assignments. 

108,805.  COTTON,  WORSTED,  AND  MERINO  YARNS. 
Registered  February  29.  1916.  Nashawena  Mills.  New 
Bedford,  Mass.,  a  corporation  of  Massachusetts.  Re- 
newed February  29,  1936. 

108,878.  UNDERWEAR,  BOTH  WOVEN  AJs'D  KNIT,  HO- 
SIERY, GLOVES,  DRESSES,  WAISTS,  COLL.^.RS, 
CUFi'^J.  CHEMISES,  VESTS.     Registered  February  29, 

1916.        WlLI>COX    &    GIBBS    SBWINO    MACHINE    COMPANT, 

New  York,  N.  Y.,  a  corporation  of  New  York.     Renewed 
February  29,  1936. 

108.889.  PAPER  BAGS.  Registered  March  7,  1916. 
Columbia  Paper  Bag  Company,  Baltimore,  Md.,  a  cor- 
poration of  Maryland.     Renewed  March  7,  1936. 

108.890.  PAPER  BAGS.  Registered  March  7,  1916. 
Colombia  Paper  Bag  Company,  Baltimore,  Md.,  a  cor- 
poration of  Maryland.     Renewed  March  7,  1936. 


LABELS 

REGISTERED  OCTOBER  22.  1935 


46,562.— r<rle:  ADMIRACION  BATH  OIL.  For  Bath  Oil. 
ADMIRACION  Laboratoribs  INC.,  Harrison.  N.  J.  Pub- 
lished September  11,  1935. 

46,563.— rifle:  TABL  BREAD.  For  Bread.  P.  D. 
ARCHBB.  Kansas  City,  Mo.  I^bllshed  August  19, 
1935. 

46.564.— r«Je;  SURE  DEATH  TO  RATS  k   MICE.  For  a 

Rat  Exterminator.  Victor  H.  Bean.  doing  business 
as  8t.  Clair  Co.,  Erie,  Pa.  Published  July  2,  1935. 
40,566.— r«l«;  'FOUR-DIET'  PETS  FOOD.  For  Food  for 
I>og8  and  Cats.  ¥.  C.  Brown  k  Company,  Chicago, 
111.      Published  February   1,   1936. 

46,666— r^le;  BUDWEISER  CONCENTRATED  INSECT- 
SPRAY.  For  an  Insecticide.  Bernard  Bcdweisbb. 
Chicago,   lU.      Published    August   21.    1935. 

40,667.— ri</«.-  CAI'lTOL  WINE  k  SPIRIT  CORP.  For 
Straight  Whiskey.  Capitol  Wine  k  Spibit  Corp., 
New  York,  N.  Y.     Publlsheil  September  1,  1936. 

46,668.— iifle.-  CHAMPALE  BOTTLING  COMPANY.  For 
Ginger  .\le.  champalb  Bottling  Company,  New 
York,  N.  Y.     Published  November  1,  1932. 

46,369.— rWi*.-  PER  BRETH  DENTAL  CLEANSER.  For 
Tooth  Psste.  COMFORT  MANorACTi'RiNu  Company. 
Chicago.  111.     Published  September  5.  1936. 


46.670.— 7<fk-;  HENRY  A.  DIX  *  SONS  CORIX)RATION. 
For  Ladies'  Dresses  and  Uniforms.  Henry  A.  Dix  k 
SONS  corporation.  New  York,  N.  Y.  Published  Au- 
gust 23.  1935. 

46.571— ritk-;  ASAPO.  For  a  Neutral  Antiseptic  De- 
tergent. THE  DBCG  PRODUCTS  CO.,  INC.,  Long  Island 
City,  N.  Y.     inibli^hed  Septembei-  17,  1935. 

46,572.— ritJe;  TANG  TANG.  THE  5<  CUP.  For  Cran- 
berry Fruit  Sauce.  The  hi  Cup  INC.  or  Nbw  Jersey. 
Edgewater,   N.   J.      I'ublished   August   1,   1936. 

46,573— rWIe.-  DRIP  RENDERED.  For  Lard.  Thb 
FhBNCH  OIL  MILL  Machinery  Co.,  Piqua.  Ohio.  Pub- 
lished March  11,  1936. 

46,574.— 5f'i«te;  ETRO.  For  a  Fortified  Aspirin  Compound. 
The  Gknbral  Pharmacal  Company,  Cincinnati,  Ohio. 
Published  May  1.  1935. 

46,576.— Title:  GIFT  P.\CKAGE.  For  Hates.  Thb  GiL- 
ULAND  Groves,  Phoenix,  Arts.  I^ublished  August  29, 
1935. 

46,576.— rfrte:  DITTO  MILK  NTT  CHEWS.  For  Candy. 
D.  GOLDENBBRO.  INC.  Philadelphia,  Pa.  Published 
September  16,  1935. 
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4rt.5TT       Title       HON  E  I'KUN         Ft     Kread.        Ea»l     A. 

iiAkxis,  liiuuK  buxiiipss  UH  HarriM   Baking  Co.,  Sogers, 

Ark.      Pablisb^d    Auxnst   9.    1»35. 
4«^78.— :'«''■     QTAKKR    MAID.       For    Boxes.       Hoat.ub- 

8P«M;rB    t  uui'oKATi'-.N.    Lynn,    Ma«8.      Fubli«b*<l    Au- 
gust ly.  1935. 
4S,579.— Title :     KLA«8    TEKS.       For    Boze*.       HOAOOB- 

SruAut'E  COKpocATioM,   LjBn,    Mats.      Pvhlivbed   Au- 
gust 1.  lB3o. 
4C,680.— 'i'«/ic.     4l'XI>    STKEBT.       For    Bojms.       UOA(iC»- 

SPUAtiUE   CORPuiiAXiu.N,   LynD.   Mass.      i^iblished   May 

la,  1935. 
A&,5S1.— Title:    THE    KVAN8    SHOE    FOR    BOYS.      For 

Boxes.      HOAOCE  Spbaouk  Cobpo«ation.   Lynn,    Mass. 

Published   August   8,   1935. 
46,582.— rUJ«.     THE     EVANS    SHOE    FOR     MEN.       For 

Boxe«.      Hoagi»-Spb.»uie   Cobpobation,    Lyuu,    Mass. 

Published  AuKUSt  8.  19S8. 
46.583.— TIHe;    FAUST.      For    Boxes.       Hoagcb-Spbaoi  ■ 

COBPOB.\TiO.\.    Lynn,     Ma.nw.       Published     August    12, 

!93o. 
46.5fA.—TitU:     IJONDETTES.        For     Boxes.        HOAGUi- 

Spbagce   Corpobatiox,   Lynn,   Mass.     I'ubllsbed   July 

10.  193o. 
46.585.— rir/e.    E.VRLES       Fox    Boxrs.      HOAorB-SPBAcrE 

COBPOR.tTiON.   Lynn,  Mass.     Published  July  15,  1935. 
48,586.— r»rl€.-  COLLEGE  KICKS.     For  Boxes.     Hoaqck- 

SpttAocE   i'OBPoRATiox,  Lynn,   Ma.«*«.     PublUhed  July 

24,  1935. 

46.587— ri«f.  THE  HAZMORE  SHOE.  For  Boxes. 
HoAGUE-SpR.vouE  CoRPOB.\TiOM,  Lyou,  Mbss.  Pub- 
lished July  30.  1935. 

46,588.— rif/f.-  ARCH  COMFORTS.  For  Boxes.  Hoagli- 
SnuMJie  Corporation,  Lynn,  Mass.  Published  July 
81.  1935. 

46,589. — Title:  PRIN'CESS  MAT.  For  Boxes.  Hoagub- 
Spua<jce  Corporation,  Lynn,    Mass.     Publlabed  July 

25,  1935. 

46,590— ri7/r;  MARVEL  SHOES.      For  Boxes.      Hoagub- 

SPRAtirE  CftRi-tiRATiow,  Lynn.  Mass.     Published  .\ugutkt 

12.  1935. 
46.591.— ruJf.    CLASSY    JANE.       For    B<.xe^*.       Hoaocb- 

Spsagte  CoupoBATiojr.  Lynn,  Mass.     Published  Aagust 

9.  1935. 
46,592— Tif Jr.-    LAl>T    ESTHER       For    Boxes.       Hoagui- 

HpBAGtT:  iV»«roR.\TiON.   Lynn,  Mass.      Published  June 

24,  1935. 
46,593— Titk-.-  STOUT  STEPPER.     For  Boxes.      lh>A4.cii- 

Spbagck  Cobpobation,   Lynn,   Mass.      Publiahed  July 

30,  19:55. 
4H?,94— Title:    TOM.    DIt  K    AND    llAltUY.       For    Boxes. 

Hoagck-Spbacotb    Corporation.     Lynn,    Mass.      l*nb- 

lislHxl  July  11.  19;i5 
46.595. —  Title:  CAVALIER      For  Boxes.     Hoaoi  ■-Si'aA<;CE 

CoBPORATi'iv.  Lynn,  .Mii-s      Publl.sh««l  June  3,  1935. 
4H.r>i^.~TitU:  SUPRELME  STOUT.     For  Boxes.     HoAtiUE- 

SPR.%<:cr  C<>BP<^>RATinN  ,  Lynn    Ma.^«      Published  Aucust 

1,  19.35. 


46 'fiT       Titlr      WAT.K-O-RITE.       For     Boz«m.       IfOAavB- 

SiftAiifK  (  oKi-oKATioN,  LynD,   MasB.     Pablislie<l  July 

19.  1933. 
46,598— T<#te;      SMART      FOOTWR\R.         For      Boze«. 

HoAUCE-SpBAOt'i    CoBPosATiON,     Lynn,    Mast.      Pab- 

Uhbed  July  24.  1935. 
4»^l».— Title     .Ioi!\8(»NS   FURNITLTIE   POLISH.      For 

Furnlturt-  l'<.U«h.     S.  C.  Joh.n.son  4  Hon,  Ikc.  Racine, 

Wis.     Pubii.>hed  A»«u*«t    1.  I».i5. 
46.600.— r«*«.    TUAFKl*"    WAX    PASTE.      For    Preparetl 

Paste  Wax.     S.  C.  Johnso.n  k.  Sow,  Inc..  Racine.  Wla 

Published  August  1,  1935. 
46,601— r«I«.   STATE  STORE  SPECLVL.     For   WhUkey. 

SiEoraiEn    Ta>ewenthal    Company,    Clevelnnd.    Ohio. 

I'ubllsh.-.l   Auk-iist    in.   19.'?5. 

46,602.— 7iUr  MANN  .<  KAKKI>  BKANS  FROM  liOKTON. 
For  Haked  B«*hii8  Thk  Mann  Food  Cobpobation, 
NewtoB  Oent.r.    Mass.     Published  May   1.  1985. 

46,603  Till,-  Kliisi'v  For  Flsli  ISiitt.r  Petkr  J. 
McKii  Lir.  JoiD;.'  bu.HinesH  sm  Krifipy  Ktab  Butter  Com- 
pany. Oakland,  Calif,     inibll.sbed  July  2,   19S6. 

46.604.— Til^;  PARAGON.  For  Fre«h  Orauge.s.  Mt-BPHT 
Ranch.   Whittlfr,  Calif.     Publlsheii  July  5,   1985. 

46,609. — Titim:  HOMO.  For  Bread.  National  Bcbau 
Company,  New  Yt*tic,  N.  T.  ItiblMied  Auguitt  15, 
1935. 

46.606.- TU/c;  BLUE  MILL  COCOA.     For  Pure  Cocou  for 
Erery   Uae.     E.  A  A.  Oplbb.  Inc.,  Chicago,  111.     Pub 
llabed  September  13.  l»:id. 

46,607.— r<«e.  BLUE  MILL  BAKING  CIIOCOL.iTE.  For 
Chocotatv  for  Baking  Porpoaes  or  Bererages.  E.  k. 
A.  Oplxb.  Inc.,  Chicago,  lU.  Publiahed  Septpmber  13. 
1935. 

46,608.— rule;  SNOMAID.  For  Freali  Cherries.  PACiric 
Frcit  a  PBUDt;ca  Co.,  Seattle,  Wash.  Published  June 
14,  1935. 

46,609.— rule;  CHARMING.  For  Hosiery.  Piebce  Litu- 
OoaAPHic  COBP.,  Brooklyn,  N.  Y.  Published  June  15, 
1935. 

46.610.— rule;  PURITAN  SHOCK  ABAORBKU  OIL.  For 
Shock  A>w>r)ier  Oil.  ITBrrAM  Soap  Compant,  Roches- 
ter, N.  Y       l-ubllsLed  August  16.  1936. 

46,611.— rUJe;  JACOB  UUPPBRT  BEiCR.  For  Beer. 
Jacob  Ruppbbt,  New  York,  N.  T.  inibllsbod  Septem- 
ber 16,  1935. 

46,612.— r«I«;  DUK-KALL8.  For  Phonograph  Reconls 
WIdch  Reproduce  the  Calls  of  Wild  Ducks.  Sbb-Duk- 
Tvfx  DcK  Kalls  Co.,  Kansas  City,  Mo.  Publlshe^l 
SepCmber  19,  19.35. 

46,613— TiHc.  .^KV  WAY.  For  Candy.  Spebry  Candy 
Co.,  MJlwaukw.  w  N       Published  September  16.  1935. 

46,614.— r«le.  VFXIETO.NK  For  a  Preparation  for  Trent- 
ing  Sour,  renaentlri'.  I^lntresyfd  and  Over-Arid  Con- 
ditions of  the  StoniM(  h  Emil  E.  Stbinbb,  Olendale, 
Calif.     PubllslMd  St-ptrmber   10,  1985. 

46.616.— ritte;  THE  AUL^ToCKAT  OF  OUMS.  For  Chew- 
Inc  <;tini  Stkim'v  .  \livT  til  ,  I.\c..  New  York,  N.  Y. 
I'libllnbed    .^"■I'tt  in!f  r   ;i,    IJ<;;."i. 


PRINTS 


REGISTERED  OCTOBER  22,  1935 


15,421 —Tff/r;  HONEY  CHOCOLATE  CAKE.     For  Flour 
Ge.ner.u.  Mir.r.s,  Inc..  Minneapolia.  Minn.     rublishe<l 
SeptPrii'i.r  12    103.* 

15.422— Tir/r;  TRY  THIS- IF  HE'S   "OFT  HIS  FBED". 
For   Biscuit   Flour       (;e.nebai.    Mii-ls.   Inc.,   Mlnneap 
oils,  .Minn.      Puldished   .*^t  pfemfter  tj.   1935. 

15,423— ri//f        MItS       t  IIA-NI'IKK      OSBOHN      RK(«».\I 
MKNI;S  THiH  S.MART   NKW  AUTUMN  LDNCHBON. 

For    Kiscuir    Flour.      (iEMRAL    Mii-Lh,    L><'  .    .Minneap- 
olis. Minn       ruiili-bpcl  September  1.3.   11*^5. 


15.424.- TifV  IT'S  rilK  Tn|'  KTON.  For  Pale  Dry 
Glnser  Ale  (Jnukr  ^,Aw>R.^T«tRlr.8,  Inc.,  New  York, 
N.  Y.     rublihhe.l  March  1,  1935. 

i5.42r)  —  rif<»     ,^TFin.iN<;   st.vndard  heavy  duty 

TRIULK    <'.Ar(;E    n.XTTKHlES.       For    Triple    Gauge 
BatterleH  StM    .1     K'riivrR     Hl.ksrllle.    L    I.,    New 

York.      I'uhliHhed  July  tl.  1W.34. 

15,42« —rtfff  NOW  IN  CANS'— OPEN  IT— ENJOY  IT— 
THROW    TIIK    CAN    AWAY.       P«;r    Beer    and    Ale. 

N'Mii  iiAwrniN    RiEwrHY   rotPOtATMiv,   Northampton. 
I'l      Publi-hid   ♦usu-t  12.  1935. 
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16,427— rule;  NOW  ENJOY  TRU-BLU  IN  THE  NEW 
SCIENTIFIC  CAN-SEALED  PACKAGE.  For  Beer 
and  Ale.  Northampton  Brewery  Cobpobation, 
Northampton,    Pa.      Published    August    12.    1935. 

16,428.— r«/e;  NOW  IN  CANS  !— IN  BOTTLES — IN 
KEGS.  For  Beer  and  Ale.  Northampton  Brewery 
Corporation,  Northampton,  Pa.  Published  August 
6,  1935. 

15,4i'9.— 'i<r/e;  IT'S  TIME  FOR  PABST— ,  AD.  NO.  220. 
For  Beer  and  Ale.  Premibb-Pabst  Corporation, 
Peoria  Heights,  111.      Published  August  30,  1935. 

15.430.— riZ/c;  ITS  TIME  FOR  PABST—,  AD.  NO.  218. 
For  Beer  and  Ale.  Prkmier-Pabst  Corporation, 
Peorin  Heights,  III.     Published  September  1.  1936. 

16.431.— Tille;  IT'S  TIME  FOR  PABST—,  AD.  NO.  229. 
For  Beer  and  Ale.  Pricmier-Pabst  Corporation, 
Peoria  Heights,  IlL     I>ubllslied  September  1,  1935. 

15,432.— r<r;e;  —FOR  THE  BEST  IN  MALT  ALWAYS 
ASK  FOR  BLUE  RIBBON,  AD.  NO.  1,639.  For 
.Malt  Extract.  Premieb-Pabst  CofiPOB.vTiON,  Peoria 
Heltchts,  III.     Published  August  23,  1936. 

15.483.— Tif/c;  —FOR  THE  VERY  BEiST  IN  WHOLE 
SO.MENBSS.  PURITY  AND  UNVARYING  HIGH 
QUALITY  USE  BLUE  RIBBON  MALT  PACKED 
FULL  3  POUNDS,  AD.  NO.  2.640.  For  Malt  Extract, 
PBEMIEB  PAB8T  COHpoBATioN,  Peorla  Heights,  111. 
Published  August  30,  1985. 

16,484,— rifle;  SAVB  SPACE  IN  YOUR  REFRIGER- 
ATOR DELICIOUS  PABST  IN  THE  NEW  HAN- 
DY KEtJLINED  TAPACAN,  AD.  NO.  3,315.  For  Beer. 
PBEMIEB  PAB8T  COBPOBATION,  Peorla  Heights,  IlL 
Published  September  4,  1935. 

15.435— r<f/f;  WHEN  GUESTS  ARRIVE  DELIGHT 
THEM  WITH  DELICIOUS  PABST  IN  THE  NEW 
HANDY  KEGLINED  TAPACANS.  AD.  NO.  3.316. 
For  Beer.  Preuicb  Pabst  Cobporation,  Peorla 
Heights,    111,      Published    September    10,    1935. 


15.436.— Tif/e;  I  LOVE  THE  CONVENIENCE  OF  DE- 
LICIOUS PABST  IN  THE  NEW,  HANDY  KEG- 
LINED TAPACANS.  AD.  NO.  3,317.  For  Beer. 
I'rbmieb  PABsr  Corporation.  Peoria  Heights.  111. 
Published  September  19,  1935. 

15,437— rifle;  —HEAPING  FTJLL  IN  QUANTITY  AND 
QUALITY,  AD.  NO.  2,723,  For  Malt  Extract. 
PREMIER  PABST  CORPORATION,  Peorla  Heights.  IIL 
Published  August  23,  1935, 

16,438.— r</Ie;  NO  BOTTLES  TO  SAVE  DELICIOUS 
PABST  IN  THE  NEW  HANDY  KEGLINED  TAPA- 
CAN. AD.  NO.  3,311.  For  Beer.  Premier  Pabst  Cor- 
poration, Peoria  Heights,  III.  Published  August  21, 
1936. 

15.439,— r«/e;  ITS  FLAVOR  IS  SO  DELICIOUS  AND 
THE  HANDY  KEGLINED  TAPACANS  ARE  SO 
AMAZINGLY  CONVENIENT,  AD.  NO.  3,312.  For 
Beer.  Premier-Pabst  Corporation,  Peorla  Heights, 
III.     Published  August  23,  1935. 

16,440— rif/e;  EASY  TO  CARRY  .  ,  NO  BOTTLES  TO 
BREAK  DELICIOUS  PABST  IN  THE  NEW  HANDY 
KEGLINED  TAPACAN,  AD.  NO,  3.313.  For  Beer. 
PBEMIEB  PAB8T  CORPORATION,  I'eofla  Heights.  IlL 
Published  August  27,  1935. 

15.441.— r«Ie;  TREAT  YOURSELF  AT  MEALTIME 
WITH  DELICIOUS  PABST  IN  THE  NEW.  HANDY 
KEGLINED  TAPACANS,  AD.  NO.  3,314.  For  Beer. 
PBEMIEB-PAB8T  CORPORATION,  Peoria  Heights.  IlL 
Published  August  29,  1935. 

15.442.— r<f/e;  WRINKLE-PROOF.  For  Mens  and  Boys' 
Clothing.  J.  ScHOENEMAN,  lNCORPOR.\TE»,  Baltimore, 
Md.     Published  September  18,  1935. 

15.443. — r<f  Je;  RIO,  For  Safety  Raior  Blades.  Standard 
Safety  Razor  Corporation,  Wilmington,  Del.,  apd 
East  Norwalk.  Conn.     Published  September  13.  1935. 

15,444.— r«/e;  RIO.  For  Safety  Razor  Blades.  Standard 
Sapety  Razor  Corporation,  Wilmington,  DeL,  and 
Fairfield,   Conn.      Published    September    18,    1935. 

15.445— r<f/e;  THIS  WAY?  OR  SAFE  WAY?  For  Liquor. 
The  Umtersal  Match  Corporation,  Ferguson  and 
St.  Louis.  Mo.     Published  August  29,  1936. 


■'■«l»cjii»-iiiiiiLU     mm 


REISSUES 

OCTOI^KK  22,  1935 


19,727 
STOCK  QUOTATION  PROJECTING  MACHINE 
AND      METHOD      FOR      FEEDING       TAPE 
THERETHROUGH 

Junes  W.  Decker.  New  York.  N.  Y. 
Oririnal  No.  1,903,806,  dated  April  18,  1933.  Serial 
No.  249.383.  January  25,  1928.  Renewed  Feb- 
ruary 16.  1932.  Reissue  No.  19,572.  dated  May 
21.  1935.  Serial  No.  678,697.  July  1.  1933.  This 
application  for  reissue  July  19.  1935.  Serial  No. 
32.160 

22  Claims.     (CI.  88—24) 


^45^ 


22  The  combination  with  a  ticker  tape,  of  a 
ticker  having  a  printing  mechanism  for  print- 
ing on  said  tape  and  having  a  feeding  mecha- 
nism for  imparUng  a  feeding  impulse  to  said 
tape,  a  projecting  mechanism,  a  tape  drawing 
roller,  a  rewind  reel,  a  motor,  a  belt  connecting 
said  drawing  roller  with  said  motor,  and  a  re- 
silient belt  connecting  said  rewind  reel  with  said 
motor,  said  drawing  roller  cooperating  with  said 
feeding  mechanism  to  pass  the  tape  through  said 
projecting  mechanism,  said  rewind  reel  receiv- 
ing the  tape  from  said  drawing  roller,  said  re- 
wind reel  being  free  to  slip  relative  to  said  draw- 
ing roller  and  to  said  motor  to  compensate  for 
the  increasing  diameter  of  said  re\^nnd  reel  as 
the  tape  is  being  wound  thereon. 


19  728 

THERMOSTATIC  RADIATOR  CONTROL 

Jean  Greorres  Dintilhac.  Paris.  France,  assignor 

to  Society  "Yacco  S.  A.  F.".  Paris.  France 
Original  No.  1.949.009.  dated  February  27.  1934. 
Serial  No.  637.349.  October  11,  1932.    Applica- 
tion for  reissue  November  17.  1934.  Serial  No. 
753.554.     In  Belfium  Augrust  23.  1932 

7  Claims.  (CI.  236—35) 
1.  In  combination  with  a  motor  provided  with 
a  radiator  adapted  to  contain  a  cooling  fluid. 
a  threaded  shaft,  a  shutter  provided  with  a  nut 
threadedly  engaging  with  said  shaft,  said  shut- 
ter being  positioned  to  move  in  front  of  said  ra- 
diator, a  motor  connected  in  driving  relation  to 
said   threaded  shaft,  a  thermometer   positioned 

459  O.   O— 46 


to  respond  to  variations  in  the  temperature  of 
the  cooling  fluid  circulating  through  said  radiator 


and   a   switch   controlled    by    said   thermometer 
and  controlling  said  motor. 


19  729 
AIR  CONDITIONING  SYSTEM  AND  METHOD 
Edward  L.  Garfield,  Scarsdale.  N.  Y..  assignor  to 
Ice  Air  Conditioninf  Company.  Inc..  New  York, 
N.  Y.,  a  corporation  of  New  York 
Oririnal   No.    1,987,188.   dated   January   8.    1935, 
Serial  No.  496,424.  November  18.  1930,     Appli- 
cation for    reissue   April    12,    1935.    Serial   No. 

16.057 

9  Claims.     iCl.  62—176) 


9.  In  an  apparatus  of  the  type  described  the 
combination  comprising  means  for  deflning  a 
path  of  air  flow  having  an  inlet  and  an  outlet,  a 
space  into  which  the  outlet  discharges,  means  for 
effecting  heat  exchange  between  water  and  the 
air  as  it  flows  through  said  means  for  deflning  a 
path  of  air  flow,  an  ice  chamber  having  a  re- 
ceptacle below  the  ice,  means  for  returning  the 
water,  part  for  circulation  over  the  ice  and  part 
to  the  receptacle,  and  thermostatic  mean? 
subject  to  the  temperature  of  the  water  going 
to  the  circulating  means  for  automatically  pro- 
portioning the  parts  circulated  over  the  ice  and 
leturned  to   the  receptacle. 

717 


718 


OFFICIAL  GAZETTE 


OCTOBEB  22, 1935 


19.730 
CHUCKING  DEVICE 

William  F.  Groene,  Cincinnati.  Ohio,  asslgTior  to 
The  R.  K.  Le  Blond  Machine  Tool  Company. 
Cincinnati.  Ohio,  a  corporation  of  Delaware 

Original  No.  1,878.130.  dated  September  20,  1932. 
Serial  No.  297.881.  Augrust  6.  1928.  Application 
for  reissue  September  18.  1934.  Serial  No. 
744,565 

22  Claims.     iCl.  82 — 40} 


1.  In  a  chucking  device  for  crank  shafts,  fluid 
power  actuating  means,  a  wedging  element  oper- 
ated thereby,  a  fbced  locating  abutment  for  en- 
gaging a  web  of  such  shskft.  and  movable  means 
actuated  by  the  wedging  element  and  serving  to 
force  said  web  against  the  abutment,  and  there- 
by to  clamp  said  web  from  opposite  sides  thereof. 


19.731 
TUBULAR  METALLIC  SHAFT 

Walter  William  Hackett.  Oldbury.  near  Birming- 
ham, Enirland,  assignor  to  The  American  Fork 
Si  Hoe  Company,  Geiieya,  Ohio,  a  corporation 
of  Ohio 

Orifinal  No.  1.974,271.  dated  September  18.  1934, 
Serial  No.  463,981,  June  26,  1930.     Application 
for    reissue    December    28,    1934,    Serial    No. 
759,554.    In  Great  Britain  October  26.  1929 
18  Claims.     (CI.  273— 80) 


m* 


1.  A  golf  club  shaft  in  the  form  of  a  metallic 
tube  the  medial  portion  of  which,  throughout  a 
major  portion  of  the  length  of  the  shaft,  is  of 
concave  conoidal  form. 


19,732 
AIR   FILTER 
Richard  R.  Halstead,  Beach.  N.  Dak.,  assignor  to 
Halstead   Corporation.   Beach,  N.  Dak.,  a  cor- 
poration of  North  Dakota 
Oririnal  No.   1.948,791,  dated  February  27,  1934, 
Serial  No.  576.164.  November  19,  1931.     Appli- 
cation   for    reissue    May    23,    1935,    Serial    No. 
23,054 

2  Claims.     (CI.  183 — 63) 


a 

.■:   :     ;: 

Itm 

:.M 

ih  -rii 

1.  An  air  filtering  device  comprl.«lng  a  casing 
having  an  air  Inlet  and  an  air  outlet  and  includ- 
ing a  sump  basin;  a  liquid  well  arranged  at  the 
bottom  of  said  ca.sing:  said  sump  basin  and  well 
being  spaced  from  each  other;  an  air  filtering  or 
cleaning  element  m  the  said  casing  between  the 
said  inlet  and  the  said  outlet;  a  member  rotatably 
mounted  in  said  casing  and  having  a  portion 
movable  into  and  out  of  said  well  for  conveying 
the  air  filtering  or  cleaning  liquid  from  said  well 
mto  said  filtering  or  cleaning  element;  and  a  tube 
or  conduit  extending  from  the  upper  area  of  said 
sump  basin  into  said  well  for  conveying  the  rela- 
tively lighter  and  cleaner  air  filtering  liquid  from 
the  upper  area  of  said  sump  basin  into  said  well. 


19,733 
PROCESS   FOR   THE   PRODUCTION   OF 
HYDROGEN 
Fritz  Hansgirf,  Radenthein,  Carinthia,  Austria, 
assignor  to  American  Marneaium  Metals  Cor- 
poration.   Pittsborch,    Pa.,    a    corporation    of 
Delaware 
No  Drawinf.     Oririnal  No.   1.836.919.  dated  De- 
cember  15.   1931.   Serial   No.  457.500.   May   29. 
1930.     Application  for  reissue  March  13.  1934. 
Serial  No.  715.378 

15  Claims.  (CI.  23— 213) 
1.  The  process  of  obtaining  hydrogen,  including 
reacting  a  mixture  of  carbon  monoxide  and  steam 
in  the  presence  of  an  intimate  mixture  of  a  car- 
bonaceous material  and  magnesium  oxide,  the 
steam  being  present  in  amount  insufficient  to  re- 
act substantially  at  the  working  temperature  with 
the  carbonaceous  material. 


19.734 
METHOD  OF  DRAWING  Tl^ES 
John  Heddon,  Dowafiac,  Mich.,  assignor  to  James 
Heddon's  Sons,  Dowa^iac,  Mich.,  a  corporation 
of  Michigan 
Original    No.    1.993.883.    dated    March    12.    1935. 
Serial  No.  704.375,  December  29.  1933.     Appli- 
cation for  reissue  May  2,  1935.  Serial  No.  19,481 

3  Claims.  (CI.  80 — 62) 
1.  The  method  of  fabricating  a  flexible  me- 
tallic tubular  structure,  which  consists  in  first 
producing  a  tube  having  a  uniform  external  di- 
ameter and  tapered  on  the  interior  to  afford  a 
tapering  wall  thickness  and  in  thereafer  advanc- 
ing the  tube  through  dies  with  a  resultant  elon- 
gation and  redistribution  of  the  metal  to  afford 
an  exterior  taper  by  progressive  reduction  of  the 
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exterior  diameter  toward  the  end  initially  having 
the  lesser  wall  thickness  and  a  progressive  in- 
crease in  wall  thickness  toward  the  end  whose 


exterior  diameter  is  being  reduced  as  compared 
with  the  initial  wall  thickness  of  the  correspond- 
ing region. 


19.735 
MILLIVOLTMETER 

Karl  M.  Lederer,  Newark.  N.  J.,  assignor  to 
Weston  Electrical  Instrument  Corporation, 
Newark,  N.  J.,  a  corporation  of  New  Jersey 

Original  No.  1,958.006,  dated  May  8.  1934.  Serial 
No.  621.085.  July  6.  1932.     Application  for  re- 
issue August  30.  1935,  Serial  No.  38.663 
2  Claims.     (CI.  171—95) 


:^5^ 


-Ctt»^>^ 


1.  In  a  millivoltmeter.  the  combination  of  a 
magnet  formed  of  steel  having  a  coercive  force  of 
the  order  of  upward  of  100  and  having  spaced 
pole  pieces,  a  core  positioned  between  said  pole 
pieces,  and  a  moving  system  Including  a  coil 
consisting  of  a  winding  of  alimiinum  wire  pivot- 
allv  mounted  in  the  air  gaps  between  said  core 
and  said  pole  pieces,  said  magnet  having  a  length 
resulting  in  a  substantially  permanent  field  when 
each  of  said  air  gaps  has  a  radial  length  of  the 
order  of  substantially  more  than  0.05  inch. 


/ 


19,736 
AUTOMATIC  CENTERING  REEL 
Frederick  J.  Littell,  Chicago.  111.,  assignor  to  F.  J. 
Littell  Machine  Company.  Chicago.  111.,  a  cor- 
poration of  Illinois 
Original  No.   1.885.613.  dated  November  1.  1932, 
Serial  No.  551.121,  July   16.  1931.     Application 
for  reissue  October  25,  1934,  Serial  No.  750,023 

9  Claims.  (CI.  242—110) 
5.  A  reel  of  the  character  described,  including 
in  combination,  a  supporting  standard,  a  hub 
member  mounted  for  rotation  by  said  standard, 
a  plurality  of  rods  projecting  radially  from  said 
hub  member,  an  elongated  screw  mounted  for  ro- 


tation on  each  rod,  a  supporting  arm  for  each 
radial  rod  having  a  pair  of  lugs  projecting  there- 
from, one  lug  being  non-rotatably  mounted  on 


the  rod  and  the  other  lug  having  threaded  en- 
gagement with  the  elongated  screw,  and  means 
for  causing  rotation  of  said  elongated  screws. 


19,737 
CEDAR  CHEST 
Lawrence  K.  Loftin,  Alta vista,  Va.,  assignor  to 
The    Lane    Company,    Inc..    a    corporation    of 
Virginia 
Original  No.  1.890.999.  dated  December  13.  1932, 
Serial  No.  387.688,  Aufust  22,  1929.    Application 
for  reissue  December  4.  1934.  Serial  No.  755.991 
20  Claims.     (CI.  206—10) 


20.  A  clothes  holding  receptacle  adapted  to  pre- 
vent moth  depredations  comprising  a  body  having 
walls  provided  with  cedar  oil  bearing  material, 
an  external  sheathing  on  at  least  a  part  of  said 
walls  to  prevent  the  escape  of  cedar  aroma  out- 
wardly from  said  material,  said  walls  being  joined 
to  each  other  and  the  contacting  surfaces  of  the 
Joints  being  provided  with  sealing  means  insoluble 
in  cedar  oil.  a  closure  for  the  receptacle,  resilient 
means  for  sealing  the  joint  between  the  body  and 
closure  when  the  latter  is  in  closed  position,  and 
means  for  securing  the  closure  in  closed  position 
and  holding  the  sealing  means  under  tension. 
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19,738 
CONTROLUNG  GENERATOR 
Charles  L  McNeU,  Bloomfleld.  N.  J..  Mslmor  to 
Eclipse    Machine    Company,    Elmira    Heifhts, 
N.  Y.,  a  corporation  of  New  York 
Original  No.    1.896,142.   dated  February   7.   1933, 
Serial  No.  332,998.  January  16.  1929.     AppUca- 
tion  for  reissue  February  27.    1934.  Serial  No. 
713  213 

5  Claims.     (CI.  171— 2291 


1.  In  combination  with  a  generator  having  a 
field  winding  and  a  field  resistance,  means  for 
regulating  the  voltage  output  of  said  generator  by 
intermittently  placing  said  resistance  in  circuit 
with  said  field  winding  including  a  pair  of  coacting 
contacts,  and  means  including  an  electro-magnet 
for  controlling  the  engagement  of  said  contacts, 
the  electro-magnet  embodying  a  coil  in  series  with 
said  contacts  and  in  parallel  with  said  winding  and 
another  coil  In  parallel  with  said  contacts. 


19.739 

MACHINE  FOR  WORKING  FINE  GOLD 

Ulysses  H.  Nottingham.  Bearcreek.  Mont. 

Original  No.  1.961.428,  dated  June  5,  1934,  Serial 

No.  689,472,  September  14,   1933.     Application 

for  reissue  July  13,  1934,  Serial  No.  735,052 

2  Claims.     (CL  209—183) 


1.  An  amalgamator  compri.«iing  a  vertical,  sta- 
tionary tube,  a  second  and  shorter  tube  rotatable 
about  the  lower  end  portion  of  the  stationary 
tube  and  equipped  with  agitating  means,  a  mer- 
cury pan  having  a  flared  side  wall,  and  into 
which  the  lower  portions  of  said  tubes  extend 
and  in  which  said  agitating  means  is  movable, 
an  annular  flange  on  the  lower  end  of  the  sta- 
tionary tube  and  disposed  adjacent   the  bottom 


of  said  pan.  and  a  bearing  casing  carried  by 
the  rotatable  tube,  surrounding  said  flange  and 
having  a  bottom  opposed  to  and  spaced  from 
the  pan  bottom  and  also  having  a  central  open- 
ing in  said  bottom:  said  bearing  casing  hav- 
ing its  jjeriphery  spaced  from  the  said  side  wall 
of  the  pan  for  the  upward  passage  of  substance 
jetted  through  said  central  opening. 


19,740 
FREE  REEUNG  FISHING  REEL 

John  Pierson  Shaw,  Craddock,  Portsmouth.  Va. 

Original  No.  1.897.499.  dated  February  14,  1933. 
Serial  No.  607.861.  April  27.  1932.  AppUcalion 
for  reissue  September  7.  1934,  Serial  No.  743,165 
17  Claims.     (CI.  242—84.1) 


1.  In  a  reel  of  the  character  specified,  a  frame, 
a  spool  rotatably  mounted  therein,  a  pinion  for 
rotating  the  spool;  a  movable  gear  Journaled  in 
the  frame  adapted  to  mesh  wtih  the  pinion  to 
rotate  the  spool  in  one  direction  to  wind  the  reel; 
manual  means  for  rotating  the  gear;  yleldable 
means  normally  maintaining  the  gear  in  mesh 
with  the  pinion;  a  brake  for  the  spool;  said  brake 
being  inactive  when  the  manual  means  is  rotating 
to  wind  the  reel;  and  means  whereby  attempted 
movement  of  the  manual  means  in  the  other  di- 
rection will  initially  immesh  the  gear  and  pinion 
to  permit  free  rotation  of  the  spool  and  further 
attempted  movement  in  said  other  direction  will 
actuate  the  brake. 


19,741 
TELEPHONE  SYSTEM 

Thomas  S.  Skillman.  Aldwych.  London.  England, 
assignor  to  Western  Electric  Company,  Incor- 
porated, New  York.  N.  Y.,  a  corporation  of  New 
York 

Original  No.  1,763,013,  dated  June  10.  1930.  Serial 
No.  375.715,  July  3,  1929.  Application  for  re- 
issue June  3.  1932,  Serial  No.  615.258.  In 
Great  Britain  July  20,  1928 

37  Claims.     (CI.  179—16) 


1.  In  a  telephone  system,  lines  each  including 
a  pair  of  talking  conductors,  mearts  for  Intercon- 
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nectlng  said  lines,  a  repeater,  and  means  con- 
trolled over  the  talking  conductors  of  an  estab- 
lished connection  between  two  of  said  lines  for 
inserting  said  repeater  in  said  established  con- 
nection. 


19,742 
COMPRESSION  IGNITION  INTERNAL 
COMBUSTION   ENGINE 
Otis  D.  Treiber,  Canton,  Ohio,  assignor  to  Her- 
cules Motors  Corporation,  Canton.  Ohio,  a  cor- 
poration of  Ohio 
Original  No.  1,960.093,  dated  May  22,  1934.  Serial 
No.  655.079.  February  3,  1933.     Application  for 
reissue  February  2,  1935,  Serial  No.  4,722 

42  Claims.  (CI.  123 — 32) 
1.  In  an  internal  combustion  engine,  a  cylinder 
having  a  cylinder  bore  extending  therethrough,  a 
cylinder  head  having  an  inner  face  extending 
across  one  end  of  the  cyUnder  bore,  a  piston  oper- 
ating in  the  cylinder  bore,  walls  forming  a  spheri- 
cal chamber  closely  adjacent  to  and  entirely  at 
the  side  of  the  cylinder  bore,  and  walls  forming  a 
passageway  extending  and  communicating  be- 
tween the  cylinder  bore  and  the  spherical  cham- 


ber,  the   passageway  having  one  face   laterally 
continuous  with  the  inner  face  of  the  cylinder 


head  and  tangential  to  the  curved  face  of  the 
spherical  chamber. 


PATENTS 
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2,017,836 

CONVERSION  AND  COKING  OF 

HYDROCARBONS 

Charles  H.  AnreU.  Chicafo.  lU.,  mssimor  to  Vni- 
versal  Oil  Products  Company,  Chicago,  111.,  a 
corporation  of  Delaware 
Application  March  26,  1934.  Serial  No.  717,319 
6  Claims.     (CI.  196 — 49) 


1.  A  combined  coking,  cracking  and  reforming 
process  which  comprises  distilling  the  charging 
oil  to  coke  in  a  coking  zone,  fractionating  re- 
sultant vapors  to  form  a  reflux  condensate  heavier 
than  gasoline  and  a  lighter  fraction  containing 
a  substantial  quantity  of  gasoline  boiling  hydro- 
carbons, heating  the  reflux  condensate  to  crack- 
ing temperature  under  pressure  while  flowing 
in  a  restricted  stream  through  a  heating  zone, 
passing  the  lighter  fraction  in  a  restricted  stream 
through  a  second  heating  zone  maintained  at 
higher  temperature  than  the  first -named  heat- 
ing zone  and  heating  the  same  therein  sufficient- 
ly to  enhance  the  anti-knock  value  of  its  gaso- 
line content,  commingling  the  thus  heated  light- 
er fraction  with  the  heated  reflux  condensate 
discharged  from  the  first-named  heating  zone, 
separating  the  commingled  oils  in  a  separating 
zone  into  vapors  and  residual  oil.  withdrawing 
such  separated  residual  oil  from  the  separating 
zone  and  mtroducing  the  same  to  said  coking 
zone  and  reducing  it  to  coke  therein  in  admix- 
ture with  the  charging  oil.  separately  removing 
the  last-named  vapors  from  the  separating  zone 
and  fractionating  and  condensing  the  same. 


2,017.837 

ATTACHMENT  FOR  GAS  TANKS 

Rndolph  J.  Anschicks,  Chicago,  III.,  assignor  to 

Protectoseal    Company    of    America.    Chicago, 

111.,  a  corporation  of  Illinois 

Application  April  18,  1934.  Serial  No.  721.113 
8  Claims.     tCl.  220—24) 

1.  Closure  apparatus  for  the  filler  opening  of 
a  tank,  said  apparatus  comprising  a  ring  per- 
manently fastened  to  the  tank  and  surrounding 
said  opening,  a  closure  device  adapted  as  an  at- 
tachment for  said  ring,  and  means  within  said 
ring  providing  a  cam  surface,  said  device  com- 
prising a  member  positioned  on  and  forming  an 
extension  of  the  ring,  detent  means  adapted  to 
permsuiently  fasten  said  member  to  the  ring  when 
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the  member  Is  positioned  thereon,  a  gasket  posi- 
tioned between  the  member  and  ring  and  provid- 
ing a  seat  for  the  member,  a  hinged  plate  operable 
to  close  the  member,  a  gasket  adapted  to  rest 
up)on  the  member  and  provide  a  seat  for  the  plate 
when  in  closed  position,  a  fastening  device  pro- 
jecting through  said  plate  and  Into  operative  re- 


lation with  said  cam  surface  when  the  plate  is 
in  closed  position,  said  fastening  device  being  ro- 
tatable  to  operatively  disengage  and  engage  the 
fastening  device  with  said  cam  surface,  the  move- 
ment of  said  fastening  device  into  operative  en- 
gagement with  said  cam  surface  operating  to  pull 
said  plate  to  a  close  fit  on  its  seat  and  thereby  to 
compress  said  gaskets. 


2.017,838 
BAG 
Webster  Noyes  Baker,  Baldwin.  Harry  C.  Knode, 
Larchmont.  and  John  Walker  Grimm.  Brook- 
lyn, N.  Y.,  assignors  to  Bagpak,  Inc.,  a  corpora- 
tion of  Delaware 
Application  November  15,  1934,  Serial  No.  753,118 
4  Claims.     (CI.  229 — 55) 
tt.^ _^ 


1.  As  an  article  of  manufacture,  a  heavy-duty, 
open-mouth,  paper  shipping  bag  comprising  a 
flattened  tubular  body  portion  provided  with 
gussets  extending  along  its  opposite  longitudinal 
edges,  a  closure  at  one  end  of  said  body  portion 
forming  a  gussetted  bag  having  an  open  mouth 
at  one  end.  and  means  for  preventing  spreading 
of  the  ends  of  said  gussets  adjacent  said  open 
mouth  during  the  filling  of  the  bag  and  the  sub- 
sequent closing  of  said  open  mouth,  comprising 
fastening  means  located  adjacent  to.  and  on  each 
side  of.  the  open  mouth  within  the  area  of  the 
gussets,  said  fsistening  means  being  of  sufficient 
strength  to  withstand  strains  set  up  In  those 
portions  of  the  gussets  adjacent  the  open  mouth 
by  the  operations  of  filling  and  closing  the  bsig, 
and  by  the  outward  bulging  of  the  intermediate 
portion  of  the  bag  when  filled. 
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2  017  839 

MEASURING  STOPPER  FOR  BOTTLES 

Alfred  Berendt,  New  York.  N.  Y. 

AppUcation  October  7,  1933,  Serial  No.  692,573 

1  Claim      (CI.  221—147) 

,10 


A  bottle  stopper  having  an  axial  bore  therein, 
a  tube  mounted  in  said  bore  and  having  Its  ends 
outwardly  flared  to  form  tapering  seats,  a  flexible 
string  passing  through  said  tube,  and  a  pear- 
shaped  valve  member  secured  to  each  end  of  said 
string   the  upper  of  said  members  seating  in  the 
upper' of  said  seats  when  the  bottle  containing 
the   stopper   is   upright   and  the   lower   of   said 
members  being  suspended  at  a  distance  from  the 
lower  of  said  seats.  tUtlng  of  the  bottle  from  the 
upright  to  the  horizontal  posiUon  causing  the 
lower  of  said  members  to  fall  against  the  lower 
nm  of  said  stopper  and  said  string  being  thereby 
bent  around  said  lower  seat,  said  lower  member 
thereupon  lying  in  a  position  downwardly  in- 
clined from  the  axis  of  the  main  body  of  said 
string   to  permit  a  wide  opening  of   the  lower 
end  of  said  bore. 


2,017,840 

FLUSHING  VALVE 

Robert  A.  Brooks.  Chicago,  111. 

Application  August  18,  1930,  Serial  No.  476,028 

15  Claims.     (CI.  137—93) 


and  said  flanged  valve  member  being  arranged 
to  close  communication  between  said  ports  in  a 
normal  closed  position  of  the  valve  and  to  open 
communication  through  said  ports  when  shifted 
to  opposite  open  position,  and  means  for  actuat- 
ing said  valve  stem. 


2,017,841 
DOMESTIC  SPRINKLER  SYSTEM 
John  B.  Coleman,  Providence,  R.  L.  assignor  to 
General    Fire    Extinguisher    Company,    Provi- 
dence, R.  I.,  a  corporation  of  P^J^^are 
AppUcation  June  20.  1932,  Serial  No.  618,265 
2  Oaims.     (CI.  137—78) 


1  A  flushing  valve  comprising  a  casing  hav- 
ing inlet  and  outlet  flow  passages  and  a  main 
valve  seat  therebetween  and  a  cylindrical  pres- 
cure  chamber  and  a  sleeve  forming  a  relief  valve 
chamber  extending  axiaUy  into  said  pressure 
chamber,  a  main  valve  cooperating  with  said 
main  valve  seat,  a  piston  in  said  pressure  cham- 
ber said  valve  and  piston  being  connected  and 
provided  with  an  axial  connecting  sleeve,  a  relief 
valve  assembly  including  a  hollow  stem  closed 
at  the  top  having  its  lower  Portion  arranged  to 
make  sliding  sealed  engagement  with  the  bore 
m  said  connecting  sleeve  and  equipped  above 
with  a  flexible  flanged  valve  member  slidingly 
arranged  in  said  relief  valve  chamber,  the  wall  of 
said  valve  chamber  and  said  hollow  stem  of  the 
relief  valve  assembly  being  provided  with  ports. 


2.  Distributing  piping  for  a  domestic  sprinkler 
installation  comprising,  in  combination,  a  T- 
coupllng  having  an  inlet  adapted  to  be  connected 
to  a  domestic  water  supply,  and  having  two-out- 
lets of  a  different  size  from  said  inlet  with  exter- 
nal threads  on  one  of  them;  and  means  constitut- 
ing a  distributing  loop  between  said  outlets;  said 
means  comprising  a  piece  of  bendable  pipe  at- 
tached to  one  outlet  of  the  T-coupling;  a  coupling 
nut  on  said  piece  of  pipe  at  the  end  remote  from 
the  T-coupling;  a  fitting  having  an  externally 
threaded  stem  engaged  by  said  coupling  nut  to 
connect  said  piece  of  pipe  and  fitting  together, 
an  opening  adapted  to  receive  a  sprinkler  head, 
and  another  opening;  another  piece  of  bendable 
pipe  attached  to  said  other  opening:  and  a  cou- 
pling nut  on  said  other  piece  of  pipe  at  the  re- 
mote end  from  said  fittlnge  adapted  to  engage 
the  external  threads  on  the  T-coupling  and  there- 
by connect  the  other  bendable  pipe  thereto  and 
complete  the  loop. 


2,017.842 

UNIDIRECTIONAL  CURRENT -CARRYING 

DEVICE  AND  PROCESS  OF  PRODUCING 

THE  SAME  ,       ^ 

Harold  B.  Conant.  Kansas  City.  Kans. 

Application  November  16,  1934.  Serial  No.  753,294 

7  Claims.     (CT.  175—363^ 


1    The  method  of  forming  electrode  elements 
for  rectifiers  of  the  kind  described,  which  com- 
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prises  heating  a  copper  plate  in  a  furnace  hav- 
ing a  temperature  of  1060  degrees  C.  until  a  coat- 
ing of  oxygen  compound  is  formed  thereon:  cool- 
ing the  plate  to  the  reducing  temperature  of  sub- 
stantially 600  degrees  C;  thereafter  quenching 
the  plate  in  a  bath  of  heavy  mineral  oil  having 
a  temperature  of  at  least  70  degrees  C:  and 
thereafter  cooling  the  plate  to  room  temperature 
in  a  bath  of  relatively  light  mineral  oil. 


2.017^43 
REPRODUCING  MACHINE 
William   R.   Cnthbert.   Fort  Madison.   lowm,   as- 
signor to  W.  A.  Sheaffer  Pen  Company.  Fort 
Madison.  Iowa,  a  corporation  of  Delaware 
Application  July  9.  1934.  Serial  No.  734,403 
6  Claims.      (CI.  33—22) 


1.  In  combination  with  a  pantograph  Includ- 
ing a  fixed  point  and  linkage  mechanism  extend- 
ing therefrom  carrying  a  tracing  point  for  mov- 
ing over  a  flat  outline  and  a  second  tracing  point 
for  making  the  desired  copy  on  the  work,  a  work 
support,  a  carriage  on  which  said  work  support 
is  rotatably  mounted,  means  for  positively  con- 
necting said  pantograph  and  said  carriage  for 
movement  of  the  latter  in  a  direction  transverse- 
ly of  the  axis  of  said  rotatable  work  support,  and 
means  between  said  carriage  and  said  suppxjrt  to 
rotate  the  latter  upon  transverse  movement  of 
the  former  for  continuous  alignment  of  the  axes 
of  said  support  and  said  second  tracing  point. 

5.  In  combination  with  a  pantograph  including 
a  fixed  point  and  linkage  mechanism  extending 
therefrom  carrying  a  tracing  point  for  moving 
over  a  flat  outline  and  a  second  trsicing  point 
for  making  the  desired  copy  on  the  work,  a  work 
support  comprising  a  sleeve  for  removably  re- 
ceiving various  mandrels  in  fixed  relation  there- 
with, a  carriage  in  which  said  sleeve  is  remov- 
ably mounted,  means  for  positively  connecting 
said  pantograph  and  said  carriage  for  movement 
of  the  latter  in  a  direction  transversely  of  the 
axis  of  said  rotatable  work  support,  a  fixed  rack, 
and  a  pinion  engaging  said  rack  and  fixedly 
mounted  on  said  sleeve,  the  movement  of  said 
carriage  relatively  to  said  fixed  rack  rotating  said 
mandrel  for  continuous  alignment  of  the  axes 
of  said  mandrel  and  said  second  tracing  point. 


2.017.844 
TABLE 

Daniel  F.  Femey,  Grand  Rapids,  Mich. 

Application  November  22.  1934.  Serial  No.  754,257 

18  Claims.     (CI.  311— 67) 

16.  In  a  table  having  an  upwardly  opening 
compartment  having  a  closed  bottom,  a  top 
adapted  to  fit  within  said  compartment,  and 
means  acting  to  automatically  elevate  said  top 


out  of  said  compartment  when  set  in  operation, 
said  means  comprismg  spaced  top  elevating  units 
mounted   within   said   compartment   and   under 


said  top.  and  means  securing  said  units  in  place 
In  said  compartment,  said  last  named  means  be- 
ing accessible  for  manipulation  from  below  said 
compartment. 


2.017.845 

METHOD  OF  BRISTUNG  A  BRUSH 

SUPPORT 

Bfilton  W.  Alexander,  Albany.  N.  Y.,  aasirnor  to 

Autofraf  Tooth  Bmsl*  Co.,  Inc.,  Troy,  N.  Y.,  a 

corporation  of  New  York 

Application  May  10.  1933,  Serial  No.  670,316 

Renewed  December  13.  1934 

15  Claims.     ( CI.  300—21 ) 


1.  The  step  in  the  method  of  inserting  a  tuft 
of  bristles  in  the  opening  of  a  brLstle  support 
which  comprises  applying  a  film  of  lubricating 
material  between  the  portion  of  the  wall  forming 
the  orifice  of  said  opening  and  the  tuft  of  bristles 
during  the  insertion  of  the  latter  in  said  opening. 


2,017.846 

BOILER  CLEANER 

Leo  J.  Bayer.  St.  Louis.  Mo. 

Application  October  1.  1932.  Serial  No.  635,722 

2  Claims.     (CI.  122 — 392) 


1.  In  combination  with  a  boiler,  an  anchor 
plate  carried  by  the  wall  of  the  boiler,  a  boiler 
cleaner  Including  a  blower  tube  and  an  operat- 
ing head  therefor  operatively  connected  with 
said  tube,  vertically  adjustable  supporting  means 
for  said  head  and  tube  comprising  a  supporting 
element  fixed  to  the  anchor  plate  beneath  the 
blower  tube  and  on  which  said  blower  tube  rests, 
and  an  anchor  bolt  projecting  outwardly  from  the 
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anchor  plate  and  so  connected  to  the  head  near 
the  top  thereof  as  to  provide  relative  movement 
between  the  anchor  bolt  and  head  in  all  direc- 
tions in  a  plane  parallel  to  the  boiler  waU. 


2.017.847 
LUBRICATION 
Joseph  Bijur,  New  York,  N.  Y..  assignor  to  Anto 
Research  Corporation,  a  corporation  of  Dela- 


ware 


Application  January  22.  1930,  Serial  No.  422,534 
28  Claims.     (CI.  184— 7) 


1  In  a  motor  vehicle,  means  for  lubricating 
the'engine  bearings  and  the  chassis  bearings  con- 
tinuously during  operation  of  the  vehicle  from  a 
common  oil  pump  in  an  engine  oil  pan.  said  means 
including  an  oil  cleaning  return  from  the  oil  pump 
to  the  oil  pan  and  a  chassis  lubricating  systeni 
of  the  drip  plug  type  supplied  with  lubricant 
from  said  oil  cleaner,  said  oil  cleaner  comprising 
a  settling  chamber  delivering  substantially 
through  Its  top  to  the  oil  cleaning  return  and  to 
the  chassis  system. 


2.017.848 

LUBRICATION  INSTALLATION  AND  THE 

ELEMENTS  THEREOF 

Joseph    BiJur.    New    York.    N.    Y..    assirnor.    by 
mesne  assignments,  to  Auto  Research  Corpo- 
ration, a  corporation  of  Delaware 
Application  October  25.   1922.  Serial  No.  596.856 
Renewed  January  29.  1932 
48  Claims.     (CI.  184—7) 


2,017,849 

APPARATUS  FOR  SIGNALING 

Harry   H.   Bice,    SanU   Ana,   CaUf.,   Fr»nci«   C. 

Breckenridge,   Providence,   R.   L,   and   M»™n 

Eugene  Lynch.  Plains,  Mont.,  assignors  to  The 

Government  of  the  United  States,  represented 

by  the  SecreUry  of  Commerce  .„^  ,^« 

Application  January  12.  1932.  Serial  No.  586,162 

4  Claims.     (CI.  177—329) 

(Granted   under  the  act  of  March   3,   1883,   as 

amended  April  30.  1928;  370  O.  G.  757) 


9  A  central  lubricating  system  includmg  a 
hand-discharged,  spring -returned,  single-cylin- 
der plunger  pump,  distributing  piping  leading 
therefrom  to  the  parts  to  be  lubricated,  meas- 
uring valves  in  said  piping,  each  of  said  valves 
having  a  seating  part  and  an  associated  coU 
spring  maintaining  the  valve  seated,  each  of 
said  valves  having  a  screen  cup  at  its  inlet,  yield- 
ins  under  pressure  transmitted  from  the  pump 
and  automatically  restored  as  the  pressure  drops, 
to  slowly  pass  lubricant  therebeyond.  and  a  fil- 
ter of  large  area  and  low  resistance  to  flow  at 
the  outlet  of  the  pump,  serving  to  protect  said 
measuring  valve  screens  from  becoming  clogged 
with  fine  solid  particles. 


1    In  a  portable  light  projector  for  signaling, 
the  combination  with  a  supporting  casing  opti- 
cally opened  at  one  end.  of  an  electric  lamp  sup- 
ported by  said  member,  a  principal  concave  re- 
flector mounted  at  the  other  end  of  said  casing 
with  its  focus  approximately  in  the  center  of  the 
light  emitting  source  and  provided  with  a  sight 
opening    a  plurality  of  color  filters  mounted  on 
said  casing,  means  for  selectively  placing  one  of 
said  filters  between  said  light  source  and  said  re- 
flector and  transversely  of  the  light  flux,  and  a 
relatively  small   auxiliary  reflector  mounted   in 
said  casing  and  positioned  on  the  side  of  the  light 
.source  opposite  said  principal  reflector  and  with 
its  center  of  cun^ature  approximately  m  the  cen- 
ter of  the  light  emitting  source  and  facmg  said 
primary  reflector. 


2.017.850 
MANUFACTURE  OF  ALUMINUM  BRONZE 
POWDER 
Dale  M.  Boothman.   Oakmont,  Pa.,  assignor  to 
Aluminum   Company   of   America.    Pittsburgh, 
Pa.,  a  corporation  of  Pennsylvania 
Application  March  10,  1932.  Serial  No.  597.901 
5  Claims.     (CI.  83— 94) 


1.  In  the  manufacture  of  aluminum  bronze 
powder  from  thin  flat  aluminum  in  the  form  of 
sheet,  foil,  and  the  like,  the  steps  comprising 
coating  the  thin  flat  aluminum  with  material  pre- 
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venting  welding  of  overlapping  pieces  under  pres- 
sure, thinning  the  coated  metal  by  rolling  pres- 
sure to  break  up  the  metal,  and  continuing  the 
rolling  and  consequent  thinning  to  break  up  the 
metal  into  flakes. 


2.917.851 

PRODUCING  BRONZE  POWDER  PIGMENTS 

Dale  M.   BooUunan.  Oakmont,  Pa.,  assignor  to 

Alnmlnnm  Company  of   America,   Pittsbanrh, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcaUon  June  27.  1933,  Serial  No.  677.811 

22  Claims.     (CI.  134—76) 


3.  The  process  of  preparing  aluminum  bronze 
pigment,  which  comprises  repeatedly  rolling 
aluminum  material  coated  with  a  lubricant  to 
form  fine  flakes  of  aluminum  bronze  powder  held 
together  in  the  form  of  a  cake  by  the  lubricant, 
and  separating  the  flakes  from  said  cake. 


2.017,852 

VANITY  CASE 

Arron  R.  Cliiaholm,  East  Orange.  N.  J. 

AppUcation  February  7.  1934.  Serial  No.  710,161 

5  Claims.     (CI.  132 — 82) 


1.  In  a  powder  container  and  comp€u:t,  an 
outer  container  comprising  a  bottom,  vertical  side 
wall  and  a  cover  member,  and  a  partition  mem- 
ber within  said  container,  comprising  a  puff  sup- 
porting substantially  horizontal  top  or  deck  wall 
and  two  spaced  walls  depending  vertically  from 
said  deck  wall,  the  outer  of  said  spaced  walls 
frlctlonally  fitting  within  said  vertical  side  wall  of 
said  outer  container,  said  deck  wall,  spaced  walls 
and  bottom  forming  two  separate  powder  com- 
partments and  a  restricted  passage  between  said 
compartments  whereby  powder  may  be  slowly 
transferred  from  one  compartment  to  the  other. 


2.017.853 
METHOD      OF      PATTERNING       ARTIFICIAL 
LEATHER    OR    OIL    CLOTH    AND    SIMILAR 
BAND-FORMING  FIBROUS  MATERIAL 
Karl  EichstiLdt.  Berlin,  Germany,  assirnor  to  Ox- 
ford   Varnish    Corporation,    Detroit.    Mich.,    a 
corporation  of  Michigan 
No  Drawing.     AppUcation  May   18.   1933.   Serial 
No.  671.699.    In  Germany  May  27.  1932 
3  Claims.     (CI.  95 — 6) 
3.  The  method  of  decorating  a  surface   com- 
prising drying  the  light  sensitive  emulsion,  re- 


ducing the  dried  emulsion  to  a  powder,  mechani- 
cally mixing  said  powder  with  a  varnish,  applying 
the  mixture  to  the  surface,  exposing  the  surface 
to  light,  photographically  developing  and  fixing 
the  surface  in  the  presence  of  a  varnish  solvent 
and  subsequently  drying  the  material. 


2.017354 
STOCK  QUOTATION  PROJECTING 
MACHINE 
Aogost  D.   Eitsen,   Rocl^vllle  Centre.  N.  T.,  as- 
signor   to   News   Projection   Corporation.   New 
York.  N.  Y..  a  corporation  of  New  York 
Application  January  29.  1932.  Serial  No.  589,555 
Renewed  January  19,  1935 
12  CUims.     (CL  88—24) 


1.  The  combination  with  a  high  speed  ticker 
in  which  the  tape  feed  is  disabled  and  through 
which  ticker  the  tape  may  be  freely  drawn  while 
being  printed,  of  a  tape  p>ulling  roller  for  contin- 
uously drawing  the  tape  from  the  ticker  and  dis- 
sipating the  vibrations  transmitted  to  the  tape 
by  the  ticker,  a  pressure  roller  for  maintaining 
the  tape  in  pulling  engagement  with  said  tape 
pulling  roller,  means  for  continuously  actuating 
said  tape  pulling  roller  continuously  to  draw  the 
tape  through  said  ticker  both  when  printing  and 
not  printing,  a  rewind  reel  for  pulling  the  tape 
across  the  light  aperture  of  a  projecting  machine, 
a  continuously  running  motor,  and  a  slippage  de- 
vice for  drivlngly  connecting  said  rewind  reel  to 
.said  motor  to  wind  up  the  tape  as  fast  as  it  is 
drawn  from  said  ticker. 


2,017,855 
PHOTOGRAPHIC  APPARATUS 
Warren  Dunham  Foster,  Washington  Township, 
Bergen  County,  N.  J.,  and  Earle  L.  Parmelee. 
Pittsburgh,  Pa.,  assignors,  by  direct  and  mesne 
assignments,  to  Kinatome  Patents  Corporation. 
New  York.  N.  Y.,  a  corporation  of  New  York 
Original    application   April    28.    1926.    Serial   No. 
105,159.     Divided   and   this   application   Janu- 
ary 18,  1932.  Serial  No.  587,392 

40  Claims.  (CI.  88—17) 
1.  In  a  film  handling  apparatus,  a  fllm-sup- 
porting  member  and  a  toothed  fllm-feedlng  mem- 
ber between  which  a  film  is  fed.  means  operable 
for  rendering  the  teeth  of  said  feeding  member 
inaccessible  by  the  film,  and  means  responsive  to 
changes  In  the  tension  of  that  portion  of  the  film 
between  said  supporting  member  and  said  feed- 
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ing  member  as  it  is  fed  therebetween  said  mem- 
bers for  operating  said  means  for  rendering  the 


teeth  of  said  feeding  member  inaccessible  by  the 
film. 


2.017.856 

MANUFACTURE  OF  SHOES 

George   Goddu,   Winchester,   Mass.,   assignor   to 

The  Littleway  Process  Company,  Lynn,  Mass., 

a  corporation  of  Massachusetts 

Application  November  20,  1931,  Serial  No.  576.342 

14  Claims.     (CI.  12— 145) 


1.  That  improvement  in  methods  of  making 
shoes  which  consists  In  assembling  upon  a  last 
an  upper  and  an  insole  having  an  inwardly  ex- 
tending lip  lying  substantially  flat  against  the 
surface  of  the  insole,  applying  cement  for  se- 
curing the  upper  in  lasted  relation  to  the  insole, 
working  j>ortlons  of  the  upper  over  the  insole 
into  lasted  position,  raising  portions  of  the  lip. 
Inserting  metallic  fastenings  through  the  upper 
materials  and  the  lip  close  to  the  base  of  the 
lip,  and,  after  the  cement  has  set,  trimming  off 
the  lip  and  the  portion  of  the  upper  secured 
thereto  flush  with  that  portion  of  the  surface  of 
the  upper  which  overlies  the  insole. 


2.017,857 
GUN  CARRIAGE 

Elmer  C.  Goebert,  United  SUtes  Army, 

PhUadelphia,  Pa. 

Application  February  1,  1934,  Serial  No.  709,345 

3  Claims.     (CI.  89 — 40) 

(Granted    under    the   act    of    March   3,   1883,   as 

amended  April  30.  1928;  370  O.  G.  757) 


means  on  the  support  for  guiding  the  lower  end 
of  the  vertical  pin.  a  trail  mounted  on  the  ver- 
tical pin  for  swinging  movement,  and  means  for 
moving  the  vertical  pin  about  its  trunnions  and 
holding  it  in  position  of  adjustment. 


2.017.858 

DUPLEX  FREQUENCY  CONTROL  AND 

MONITORING  SYSTEM 

William  S.  Halstead,  Washington,  D.  C. 
Application  October  8,  1932,  Serial  No.  636,888 

15  Claims.     (CI.  250—36) 

(Filed  but  not  Issued  under  the  act  of  March  3, 

1883,  as  amended  April  30.  1928;  370  O.  G.  757) 


wm^. 


1.  In  a  frequency  control  and  monitoring  sys- 
tem employing  oscillating  circuits  under  control 
of  frequency-determining  resonators  of  opposite 
temperature  frequency  coeflBcients;  common  heat- 
ing means  for  said  resonators;  means  for  pro- 
ducing resultant-wave  oscillations  of  variable  fre- 
quency, the  frequency  variations  of  said  resultant 
wave  being  dependent  upon  the  temperature 
changes  of  said  resonators;  means  for  amplify- 
ing said  resultant  wave  oscillations;  and  resonant 
frequency-selective  means  for  utilizing  the  fre- 
quency changes  of  the  resultant  wave  to  control 
the  temperature  of  said  resonators,  and  simul- 
taneously to  provide  precise  visual  Indication  of 
the  degree  of  frequency  change  In  said  resultant 
wave.  Including  a  resonant  frequency  meter  hav- 
ing an  indicating  needle  whose  response  to  fre- 
quency variations  controls  the  current  flow 
through  said  common  heating  means  thereby  ef- 
fecting temperature  frequency  control  of  said 
resonators. 


3.  In  a  gun  mount,  a  support,  a  vertical  hinge 
pin  trunnioned  at  its  upper  end  in  the  support, 


2,017,859 

ELECTRONIC  TEMPERATURE  INDICATING 

AND  CONTROL  SYSTEM 

William  S.  Halstead.  White  Plains,  N.  Y. 

ApplicaUon  June  14,  1933.  Serial  No.  675,864 

11  Claims.     (CI.  236 — 15) 

10.  A  temperature  control  system  comprising 
Independent  wave  generators  for  producing  elec- 
tric waves  of  different  frequencies;  frequency  de- 
termining resonators  operative  with  each  genera- 
tor and  having  temperature  coeflBcients  of  fre- 
quency opposite  in  sign;  common  heating  means 
for  varying  the  temperature  of  said  resonators; 
electronic  means  for  combining  the  waves  of  dif- 
ferent frequencies  to  produce  a  single  low  fre- 
quency resultant;  and  means  solely  responsive  to 
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said  resultant  to  effect  temperature  regulation  of 
said  heating  means,  and  simultaneously  to  pro- 


vide visible  and  audible  monitoring  of  the  degree 
of  accuracy  of  such  regulation. 


2,017,860 
PROCESS  AND  APPARATUS  FOR  PRODUCING 

UGHT  HYDROCARBONS 
Guy  N.  Harccurt,  Kansas  City,  Mo.,  assifnor,  by 
mesne  assignments,  to  Cross  Development  Cor- 
poration, a  corporation  of  Delaware 
AppUcation  May  7.  1925,  Serial  No.  28,640 
12  Claims.     (CI.  196—96) 


1.  A  process  for  producing  light  hydrocarixjns. 
comprising  the  steps  of  cracking  the  oils  by  heat 
and  pressure,  dephlegmating  the  vapors,  passing 
the  dephlegmated  vapors  to  a  purifying  stage 
and  limiting  the  hydrocarbon  fractions  passed 
to  the  purifying  stage  to  those  fractions  having 
a  range  of  boiling  point  temperatures  and  an 
end  point  temperature  substantially  within  the 
range  of  the  boiling  point  temperatures  of  the 
desired  final  product  recovered  by  withdraw- 
ing a  portion  of  the  vapors  passing  from  the 
dephlegmating  to  the  purifying  stage,  condensing 
the  portion  so  withdrawn,  and  contacting  the 
condensate  with  the  vapors  being  dephlegmated. 


2.0174)61 

ELECTRICAL  CONDUIT  SYSTEM 

Howard  W.  Hartman.  Sonth  Williamsport.  and 

James  F.  Brown.  Williamsport,  Pa. ;  said  Brown 

assignor  to  said  Hartman 
Original  application  Angust  22,  1933.  Serial  No. 

686,294.     Divided  and  this  application  March 

10,  1934.  Serial  No.  715,015 

6  Claims.     (CI.  247—31) 

1.  An  electrical  conduit  system  comprising  a 
channel  of  substantially  U-shaped  cross  section 
having  a  web  provided  with  an  aperture,  a  tubu- 
lar outlet  box  having  its  front  end  detachably 
secured  to  said  channel,  the  interior  of  the  box 
communicating  with  said  aperture  and  the  box 


b^ing  arranged  at  an  angle  to  said  channel,  a  wall 
partially  closing  the  rear  end  of  the  box,  the  re- 
mainder of  said  last  mentioned  end  being  open, 
the  same  end  portion  of  the  top  of  the  box  being 


^J 


also  open,  a  substantially  curved  door  plvotally 
mounted  in  the  box  and  designed  to  close  the 
rear  end  of  the  latter,  and  a  tube  carried  by  the 
door  and  adapted  to  receive  electrical  conductors. 

2,617.862 
INCANDESCENT  LAMP  STEM 
Alfred  Hofmann,  Palisade,  and  Victor  Anderson, 
North  Bergen,  N.  J.,  assignors  to  Alfred  Hof- 
mann Si  Company.  West  New  York,   N.  J.,   a 
corporation  of  New  Jersey 
Application  December  3.  1931,  Serial  No.  578.700 
5  Claims.     (CI.  176 — 35) 


1  As  an  article  of  manufacture  a  lamp  stem 
comprising:  a  skirt  or  flare  section  for  subse- 
quent fusion  to  a  lamp  bulb  the  same  being  rela- 
tively shallow  or  short  in  a  longitudinal  direction, 
an  exhaust  pipe  projecting  integrally  near  the 
axis  of  the  stem  at  the  exterior  side  of  said  skirt 
section,  said  skirt  section  t)eing  transversely  closed 
except  as  to  the  air  passage  In  said  exhaust  pipe 
which  passage  extends  through  the  skirt  section 
and  is  open  near  the  axis  at  the  interior  thereof 
for  subsequent  exhaustion  of  air,  a  body  portion 
projecting  integrally  at  the  interior  side  of  said 
skirt  section  the  same  being  relatively  deep  or 
long  in  a  longitudinal  direction,  and  having  an 
open  recess  with  which  said  passage  connects 
near  the  axis  of  the  stem  and  leadwires  extended 
through  said  skirt  section  and  longitudinally  em- 
bedded and  sealed  in  said  body  portion. 

2,017,863 
SYNTHETIC  TANNING  MATERIAL 
Alphons   O.   Jaeger,   Greentree,   Pa.,  assignor    to 
American   Cyanamid   St    Chemical    Corp.,   New 
York.  N.  Y.,  a  corporation  of  Maine 
No  Drawing.     Application  March  12.  1934, 
Serial  No.  715,163 
14  aalms.     (CI.  149—5) 
1.  A    tanning    agent   comprising   a   syntan    of 
the  sulfonic  acid  type  and  a  soluble  carbohydrate 
mixed  therewith. 
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2.017.864 
MIXING  VALVE 

John  E.  Lundegard.  Bremerton.  Wash. 

Application  February  16,  1932,  Serial  No.  593,295 

13  Claims.     (CI.  277—18) 


1.  In  a  mixing  valve,  in  combination  with  a 
chamber  connected  to  hot  and  cold  water  supply 
sources  and  having  a  common  discharge  outlet, 
two  valves  controlling  the  admission  to  the  cham- 
ber from  the  respective  sources,  and  separate 
means  governing  the  opening  of  each  valve,  that 
means  governing  the  hot  water  valve  being  also 
operable  to  govern  initiaUy  the  cold  water  valve, 
and  each  means  being  Individually  operable,  fol- 
lowing the  initial  operation,  whereby,  by  their 
conjoint  effect,  to  supply  aU  variations,  from  aU 
hot  to  all  cold  water. 


2,017.865 
MACHINE   TOOL 
Everette  K.  Morgan.  Rockford.  III.,  assignor  to 
The  IngcrsoU  Milling  Machine  Co.,  Rockford, 
111.,  a  corporation  of  Illinois 
Original    application   April    28.    1932.    Serial    No. 
608,040.    Divided  and  this  application  April  29, 
1933,  Serial  No.  668.519 

26  Claims.     (CI.  192 — 125) 
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means  being  so  related  whereby  to  permit  man- 
ual operation  of  the  valve  only  after  manual  op- 
eration of  the  work  locatmg  means. 


1.  In  a  machine  of  the  class  described,  com- 
prising a  work  support,  a  tool  support,  one  of 
said  supports  being  movable  toward  and  away 
from  the  other,  a  working  cylinder  operatively 
associated  with  the  movable  support,  and  a 
source  of  pressure  fluid  supply  for  delivering  fluid 
under  pressure  to  said  cylinder  to  cause  move- 
ment of  the  support,  a  valve  controlling  commu- 
nication between  the  source  and  the  cylinder, 
manually  operable  work  locating  means  for  said 
work  support,  and  manually  operable  means  for 
operating    the    valve,    the    two   last    mentioned 


2  017  866 
PROCESS  FOR  IMPROVING  ROSIN 
Avery  A.  Morton,  Watertown.  Mass..  assignor,  by 
mesne  assignments,  to  Columbia  Naval  Stores 
Company  of  Delaware,  Savannah,  Ga..  a  corpo- 
ration of  Delaware 

No  Drawing.  Application  May  3,  1930, 
Serial  No.  449,695 
8  Claims.  (O.  87—2) 
3.  A  process  for  increasing  the  melting  point 
of  rosin  over  that  of  pure  abietic  acid  when  in  the 
resinous  state,  which  comprises  dissolving  the 
rosin  in  a  quantity  of  gasolene  whose  weight  is 
less  than  that  of  the  rosin  dissolved  therein;  add- 
ing strong  sulfuric  acid,  which  however  has  its 
strength  somewhat  less  than  that  of  commercially 
concentrated  sulfuric  acid;  the  commercially  c(M1- 
centrated  equivalent  of  that  sulfuric  acid  which  is 
actually  present  being  of  a  volume  which  is  less 
in  number  of  cubic  centimeters  than  the  number 
of  grams  of  rosin  present:  agitating  together  for 
a  period  suflBcient  to  promote  reaction  while  min- 
imizing crystallization;  and  by  suitable  steps  re- 
covering the  rosin. 


2,017367 

MIXING  DEVICE 

Merle  E.  Nantz.  Berkeley,  Calif. 

Application  February  5,   1930,  Serial  No.  426.086 

11  Claims.     (CI.  259—1) 


1.  In  a  mixing  device  comprising  a  closed  pres- 
sure circuit  including  a  pump,  an  injector  re- 
ceiving fluid  from  said  pump,  means  for  deliver- 
ing a  fluid  around  said  injector  for  entry  into  the 
fluid  stream  of  the  circuit,  a  second  injector, 
means  to  deliver  the  fluid  stream  from  the  first 
injector  to  the  second  injector,  means  to  intro- 
duce a  second  fluid  into  the  fluid  stream  around 
said  second  injector,  and  means  for  conducting 
said  fluid  stream  to  the  pump. 


2.017.868 
LIFE  BELT 

Roger  A.  Nolan.  United  States  Navy 

Application  April  20.  1934,  Serial  No.  721,503 

2  Claims.     (CI.  9—17) 

(Granted   under   the  act   of   March   3.    1883,   as 

amended  April  30.  1928;  370  O.  G.  757) 

1.  A    substantially    flattened    rectangular   life 

belt,  flotation  material  secured  within  said  life 

belt,  said  life  belt  being  divided  into  a  plurality 
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of  rectangular  panels  preventing  the  flotation 
material  therein  from  being  displaced,  one  end 
panel  of  said  belt  being  free  of  flotation  mate- 
rial, fastening  means  secured  to  said  end  panel 
free  of  flotation  material,  additional  fastening 
means  secured  to  the  adjoining  panel  and  coop- 
erating fastening  means  secured  to  the  other  end 
of  said  belt  and  adapted  to  cooperate  with  either 


fastening  means,  said  belt  being  of  sufBclent 
length  to  form  a  figure  eight  about  the  wearer, 
the  smaller  upper  loop  encircling  the  throat  and 
the  larger  lower  loop  encircling  the  body,  said 
panels  being  sufficiently  wide  and  flat  so  that  the 
throat  encircling  loop  may  extend  from  the  chest 
to  over  the  mouth  to  protect  the  mouth  against 
spray. 


2.017,869 

UGHT  COMPENSATOR 

John  A.  Plagfe,  Washlnfton,  D.  C. 

Application  October  19,  1933,  Serial  No.  694.272 

11  Claims.     fCl.  88—14) 
(Granted   under   the   act   of   March    3.    1883, 
amended  April  30.  1928;  370  O.  G.  757) 


as 


7.  In  a  device  for  compensating  for  the  re- 
tardation of  a  ray  of  light  with  respect  to  a 
second  ray.  two  equally  thick  plates  of  birefrin- 
gent  material,  each  of  which  has  two  plane  faces 
parallel  to  each  other  and  parallel  to  the  optic 
axis  of  the  material,  placed  in  face-to-face  con- 
tact with  their  optic  axes  kept  at  right  angles  to 
each  other  during  use  and  means  to  rotate  said 
plates  about   mutually  perpendicular  axes. 


2.017.870 
ENGINE    STARTER 
Frank  H.  Prcscott.  Anderson.  Ind..  assignor,  by 
mesne  assignments,  to  General  Motors  Corpora- 
tion. Detroit,  Mich.,  a  corporation  of  Delaware 
Application  June  8,  1931,  Serial  No.  542.806 

37  Claims.     (CI.  290— 38) 

10.  Engine  starting   apparatus  comprising.   In 

combination,  an  engine  starting  motor,  a  pinion 

operated  thereby  and  movable  into  mesh  with  a 

gear  of  the  engine  to  be  started,  a  rotary  electric 


motor,  means  operated  by  said  rotary  motor  for 
directly  moving  the  pinion  into  mesh  with  the 
engine  gear  and  for  causing  the  engine  cranking 


motor  to  be  energized  independently  of  said  ro- 
tary motor,  and  means  for  controlling  said  rotary 
motor. 


2,617.871 
LUBRICANT  SPREADFIi  FOR  GEARS 
William  J.  Strain,  Upper  Montclair,  N.  J.,  aasimor 
to  R.  Hoe  &  Co..  Inc..  New  York,  N.  Y..  a  cor- 
poration of  New  York;  Irrlnf  Trust  Company, 
permanent  trustee 

Application  April  1.  1932.  Serial  No.  602.513 
7  Claims.     (CI.  184—1) 


■>'j.:in^i 


1.  A  toothed  gear  wheel,  a  fixed  casing  there- 
for, a  spreader  plate,  secured  to  and  within  said 
casing,  with  Its  forward  end  with  respect  to  the 
rotation  of  the  gear  wheel  nearer  to  the  teeth 
of  said  gear  wheel  than  its  rear  end,  and  means 
for  supplying  viscous  lubricant  into  the  space  be- 
tween said  plate  and  said  teeth  at  the  rear  of 
the  plate,  said  means  passing  through  the  plate 
and  a  portion  of  the  said  casing,  the  rotation  of 
said  gear  wheel  causing  the  spreader  plate  to  dis- 
tribute the  lubricant  over  the  gear  teeth. 


2.017,872 
PLOW 
Carl    G.   Strandlund,    Moline.    111.,   assiitrnor    to 
Deere  &  Company.  Moline.  III.,  a  corporation 
of  Illinois 
Application  March  12,  1934.  Serial  No.  715.085 
22  Claims.     (CI.  97—26) 
1.  A  plow  comprising  a  generally  longitudinally 
disposed  supporting   bar  liaving  a  first  spindle 
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portion  at  its  forward  end  and  a  second  spindle 
portion  at  its  rear  end  arranged  at  an  angle  to 
said  first  spindle  portion,  a  furrow  opener  car- 
ried by  said  bar.  supporting  means  including  a 
longitudinally  disposed  bearing  in  which  the  front 
spindle  is  joumaled  for  rotation,  rear  supportmg 
means  Includmg  a  bearing  in  which  the  rear  spin- 


able  for  use  as  motor  fuel  in  which  a  heavy 
hydrocarbon  oil  containing  residual  constituents 
is  subjected  to  a  mild  cracking  temperature  un- 
der a  high  super  atmospheric  pressure,  the  prod- 
ucts are  fractionated  to  recover  a  clean  condens- 
ate said  condensate  is  separately  subjected  to 
more  drastic  cracking  conditions  and  the  P^^- 
ucts  are  fractionated  to  separate  gases,  naphtha 
and  heavier  distiUate,  the  improvements  which 


die  portion  of  said  bar  is  journaled.  and  means 
for  rocking  said  supporting  bar  in  said  bearings 
to  raise  and  lower  said  furrow  opener,  the  angu- 
larity of  the  spindle  portions  automatically 
changing  the  position  of  said  front  and  rear  sup- 
porting means  with  respect  to  one  another  as  the 
bar  IS  rocked. 


2,017,873 

PLOW 

Carl   G.   Strandlund,   MoUne,   III.,   assifnor   to 

Deere  &  Company,  Moline,  111.,  a  corporation 

of  Illinois  _.  ,  ^„^ 

AppUcation  March  12,  1934.  Serial  No.  715,086 

22  Claims.     (CI.  97—26) 


1.  An  Implement  comprising  a  tool  supporting 
bar  mounted  for  movement  Into  working  and 
non-working  positions  and  having  a  spindle  at 
each  end.  tool  means  carried  by  said  bar.  a  bear- 
ing in  which  the  front  spindle  is  journalled  for 
rotation  about  a  generally  longitudinal  axis, 
means  for  supporting  said  bearing,  a  rear  frame 
having  a  bearing  in  which  the  rear  spindle  por- 
tion of  said  bar  is  journaled.  wheel  means  sup- 
porting said  frame,  and  means  deriving  power 
from  said  wheel  means  for  rotating  said  sup- 
porting bar  in  its  bearings  to  raise  said  tool 
means  from  a  working  to  a  non-working  posi- 
tion. 

2,017.874 
TREATMENT  OF  HYDROCARBONS 
Pike  H.  Sullivan.  New  Rochelle.  N.  Y..  assignor  to 
(iasoline  Products  Company.  Inc..  Newark,  N.  J., 
a  corporation  of  Delaware 
Application  October  26,  1934.  Serial  No.  750,030 
8  Claims.     (CI.  196—9) 
1    In  a  process  for  converting  hydrocarbon  oil 
Into  relatively  low-boiling  hydrocarbon  oil  suit- 


^^r^ 


comprise  fractionating  said  gases  to  separate 
them  into  a  lean  fraction  comprising  principally 
hydrogen  and  methane  and  a  rich  fraction  con- 
taining a  relatively  large  amount  of  gaseous  ole- 
fins, and  commingling  said  rich  fraction  with  the 
heavy  hydrocarbon  oil  for'  subjection  to  said  mild 
cracking  temperature  and  said  high  superatmos- 
pheric  pressure  to  effect  a  polymerization  of  gase- 
ous olefins  contained  in  said  rich  fraction  to 
normally  liquid  products. 


2,017.875 
LAPPING  MACHINE 
Frederick  J.  Theler.  CincinnaU,  George  V.  John- 
ston. Loveland,  and  WiUetts  Peaslee.  Cincln- 

AppUcation  December  5,  1932.  Serial  No.  645,730 
36  Claims.     (CL  51—103) 


19  In  a  lapping  machine  of  the  class  described, 
the  combination  of  a  bed.  a  pair  of  heads  mount- 
ed on  said  bed,  a  ppindle  rctatably  joumaled  m 
each  head,  a  lapping  member  on  one  spindle, 
a  work  rotation  contiolline  member  on  the  other 
spindle,  means  for  adjusting  the  position  of  one 
of  said  heads  in  a  direction  toward  or  away  from 
the  other,  and  means  for  adjusting  one  of  said 
heads  in  a  substantially  horizontal  plane  whereby 
the  axis  of  one  of  the  spindles  may  be  disposed 
angularly  to  the  other  in  said  horizontal  plane 
and  whereby  the  said  axes  of  the  spindles  may 
be  disposed  paraMel  to  one  another. 
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2,017.876 

EXTENSOBfETER 

CoBsUntine  D.  TripoUtis,  SanU  Monica.  Calif.. 

aaricnor   to   Baldwin -SooUiwarii   Corporation, 

Eddystone,  Pa.,  a  corporation  of  Pennsylvania 

Application  December  19.  1931.  Serial  No.  582.0M 

5  Claims.     (CI.  33—147) 


1.  An  extensometer  comprising  a  pair  of  inde- 
pendent gripping  members  or  clamps  adapted  to 
be  attached  to  a  test  specimen  and  to  be  bodily 
movable  away  from  each  other  upon  imparting  a 
tensile  stress  to  such  test  specimen,  means  for 
holding  said  gripping  members  in  Juxtaposition 
to  each  other  uix)n  failure  of  the  specimen  at  a 
point  between  the  points  at  which  it  is  held  by 
the  gripping  member,  and  indicating  means  piv- 
otally  supported  by  one  of  said  gripping  members 
and  with  a  portion  thereof  resiliently  held  in 
operative  contact  with  the  other  of  said  gripping 
members. 


2,017,877 
PHENOUC  RESINOUS  PRODUCTS  AND  COM- 
POSITIONS  CONTAINING   THEM 
Victor    H.    Tnrkington.    Caldwell,    and    WlUiam 
Henry   Butler,   Arlington.  N.   J.,   assignors   to 
Balielite  Corporation.  New  York.  N.  Y..  a  cor- 
poration of  Delaware 

No  Drawing.    Application  January  29,  1929. 
Serial  No.  336.007 
6  Claims.     (CI.  260—4) 
1.  A  com.position  of  matter  comprising  a  resin- 
ous reaction  product  of  a  hydroxydiphenyl  and 
formaldehyde. 


2,017,878 
AUTOMATIC  DECELERATION  CONTROL 
DEVICE 
Albert  G.  H.  Vanderpoel.  Los  Angeles,  Calif.,  as- 
signor of  one-third   to  James  OXaverty  and 
one-third    to  David   E.    Seward,   both   of   Los 
Angeles.  CaUf. 

Application  April  10.  1934.  Serial  No.  719388 
10  Claims.     (CI.  123—97) 


1.  The  combination  with  a  carburetor  having  a 
main  valve  for  controlling  the  flow  of  gaseous  fuel 
through  said  carburetor,  of  a  secondary  valve  lo- 
cated in  the  outlet  from  the  carburetor  adjacent 
the  main  valve  thereof  operating  connections  be- 
tween said  valves  whereby  full  opening  movement 
Imparted  to  the  main  valve  imparts  opening 
movement  to  said  secondary  valve,  means  for 
holding  said  secondary  valve  normally  in  partial 
open  position  and  means  for  imparting  full  clos- 
ing movement  to  said  secondary  valve  when  said 
holding  means  is  released. 


2.017.879 

APPARATUS  FOR  CARBONATING  BEER  OR 

OTHER  BEVERAGES 

Fred  J.  C.  Wiechmann.  Maywood,  111. 

AppUcation  September  24,  1934,  Serial  No.  745.272 

7  Claims.     iCl.  225—17) 


1.  In  combination,  a  beer  barrel,  a  tube  extend- 
ing thereinto,  a  source  of  carbon  dioxide  under 
pressure,  means  connected  to  said  source  for  de- 
livering a  small  but  substantially  constant  stream 
of  carbon  dioxide  to  the  beer  following  with- 
drawal of  the  beer  beneath  its  surface  through 
the  tube  so  as  to  keep  the  beer  carbonated  and 
to  build  up  a  pressure  on  the  surface  of  the  beer 
sufficient  for  slow  withdrawals  thereof,  and  means 
connected  to  said  source  for  supplying  carbon 
dioxide  to  the  surface  of  the  beer  much  more  rap- 
idly for  rapid  withdrawal  thereof. 


2.017.880 
CAN  AND  COVER  WASHING  MACHINE 
Lester  J.  Williams.  CanastoU,  N.  Y..  assignor  to 
Carl  Braon.  Inc.,  Canastota,  N.  Y.,  a  corpora- 
tion of  New  York 

Application  July  15.  1930.  Serial  No.  468,184 
12  Claims.     (CL  29— «4) 


1.  Can  cover  handling  and  washing  mechanism 
comprising  a  guideway  supporting  can  covers  for 
linear  advance  in  approximately  edgewise  upright 
position,  means  for  advancing  the  covers  step  by 
step  in  the  guideway.  a  tilting  table  at  the  rear 
end  of  the  guideway  adapted  to  be  tilted  to  dis- 
charge the  covers,  and  a  laterally  operating  push- 
er acting  on  the  covers  to  tilt  them  to  horizontal 
position  on  the  tilting  table. 


OcTOBEB  22, 1935 


U.  S.  PATENT  OFFICE 


'33 


2.017.881 

DENTAL   TOOL 

Adolph  D.  Wiseman,  San  Francisco.  Calif. 

AppUcation  July  5.  1932.  Serial  No.  620,772 

7  Claims.     (CI.  32—59) 


r  f  * 


1.  A  dental  tool  comprising  a  soft  rubber  tooth 
polishing  cup  adapted  to  hold  an  abrasive  powder, 
a  reversely  directed  soft  rubber  socket  at  the  base 
of  the  cup  provided  with  a  wide  outer  margin  of 
greater  diameter  than  the  cup  arranged  and 
adapted  to  cooperate  with  a  rotary  dental  tool 
shank  having  a  bulbous  end  fitting  frictionally 
within  the  socKet  and  a  flange  bearing  tightly 
against  the  surface  of  the  wide  outer  margin  of 
the  socket  to  thereby  transmit  rotary  motion  to 
the  cup  without  slipping  when  in  use  against  a 

tooth.  ,    ,  .  -  , 

6  A  soft  rubber  dental  polishing  cup  formed 
with  a  plurality  of  relatively  thick  internal  ribs 
around  its  interior  terminating  at  their  upper 
ends  about  half  way  down  in  the  cup  and  form- 
ing a  central  reservoir  for  reserve  grinding  pow- 
der below  the  more  flexible  upper  portion  ol  the 
cup  and  which  powder  may  gradually  escape  be- 
tween the  ribs  when  the  cup  is  in  use  against  a 
tooth. 

2  017  882 
ACETOTRICARBALLYLIC  ESTER 

Frithjof  Zwilgmeyer.  Hamburg.  N.  Y.,  assignor  to 
National  Aniline  and  Chemical  Company,  Inc., 
New  York.  N.  Y..  a  corporation  of  New  York 
No  Drawing.    Application  April  18.  1930, 
Serial  No.  445.530 
5  Claims.     (CI.  260— 106) 
1.  An  acetotricarballylic  ester  having  the  fol- 
lowing probable  formula: 

CHi-CO-CH-CO-OR 
I 
CH— CO— OR' 


image  signals,  generating  in  the  system  at  the 
central  station  electrical  impulses  of  selected  fre- 
quency, and  utilizing  the  generated  impulses  to 


CHiCO-OR" 

being  a  viscous  liquid  or  low-melting  solid,  in- 
soluble in  water,  soluble  in  alcohol,  acetone  and 
other  organic  solvents,  and  obtainable  by  react- 
ing an  acetoacetlc  ester  having  the  formula: 

CHr-CO-CHr-CO-OR 

with  the  halogensuccinlc  ester  having  the  for- 
mula: 

X— CH-CO-OR' 
CHr-CO-OR" 

R  R'  and  R"  representing  hydrocarbon  radicals 
of  which  the  hydrocarbon  radical  represented  by 
R  is  different  from  the  hydrocarbon  radicals  rep- 
resented by  R'  and  R"  and  X  representing  chlo- 
rine or  bromine. 


2.017.883 
TELEVISION   SYSTEM 

Vladimir  K.  Zworykin,  Haddonfield.  N.  J. 

Application  March  17.  1924.  Serial  No.  699.630 

Renewed  June  27.  1931 

23  Claims.     (CI.  178—6) 

4  In  the  art  of  simultaneous  communication 
by  telephone  and  television  between  two  of  a  plu- 
rality of  operating  stations  connected  through  a 
single  central  station,  the  method  which  comprises 
developing  at  each  of  the  stations  a  cathode  ray 
for  producing  image  signals,  developing  at  each 
of  the  stations  a  cathode   ray  for  reproducing 

450  O.  O. — 47 


synchronize  and  frame  the  operation  of  the  image 
signal  producing  ray  at  each  station  with  the 
image  reproducing  ray  at  the  opposite  station. 


2,017,884 

LL^RICATING  DEVICE  FOR  SHAFTS  AND 

CAR  WHEEL  JOURN.AL  AXLES 

Ernest  Armstrong,  West  Collingwood,  N.  J. 

Application  September  23.  1933,  Serial  No.  690,660 

2  Claims.     (CI.  308—87) 


1  Within  a  car  wheel  journal  box.  having  an 
oil  cavity,  an  axle  of  a  car  wheel,  a  bearmg  mem- 
ber upon  said  axle  and  a  wedge  member  mounted 
upon  said  bearing  member,  a  lubricating  device 
comprising  a  wire  holding  means  and  a  wick,  said 
wire  holding  means  including  a  wire  member 
holding  said  wick  against  said  axle,  said  wick 
connecting  with  said  oil  cavity,  spaced  upstanding 
wire  ends  to  said  last  named  member,  hanging 
upon  the  ends  of  said  bearing  meml)er,  with  said 
wedge  member  between  said  ends,  said  wire  mem- 
ber being  free  from  the  bearing  contact  area  of 
said  wedge  member  and  said  bearing  member, 
and  reinforcing  pieces  integral  with  said  upstand- 
ing ends,  at  their  upper  parts,  to  prolong  the  wear 
of  said  ends. 


2,017,885 
EXERCISING  MACHINE 
James   H.    Atcheson.    deceased,   late   of  Detroit, 
Mich.,  by  Louise  A.  Atcheson,  administratrix, 

Detroit.  Mich.  ^^^ 

Application  May  25.  1934.  Serial  No.  727,479 
4  Claims.     (CI.  272 — 69) 


1.  In  a  tread  mill  exerciser,  a  frame  comprising 
a  pair  of  spaced  side  members,  a  pair  of  spaced 
shafts  journaled  in  said  side  members,  a  pair  of 
annularly   flanged   spaced    pulleys   mounted    on 
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each  of  said  shafts,  an  endless  belt  mounted  on 
said  pulleys  and  bridged  across  each  pair  thereof, 
and  restrained  from  lateral  shifting  by  the 
flanges  of  said  pulleys,  and  anti-friction  means 
carried  by  said  frame  in  supporting  relation  to 
the  top  span  of  said  belt. 


2.017.886 
DUO- SIGNALING  SYSTEM 

William  S.  Barden,  Stapleton,  N.  Y..  and  Walter 
van  B.  Roberts.  Princeton,  N.  J.,  assignors  to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 
Application  March  21.  1932.  Serial  No.  600.152 
3  Claims.     iCI.  250— 9) 


I    I « 1"  ii — — ^- 


■M-M-f i —k 


1.  Means  for  receiving  a  plurality  of  different 
signals  on  a  complex  wave  including,  signal  re- 
ceiving and  amplifying  means,  a  plurality  of  de- 
tectors, there  being  a  detector  for  each  separate 
signal  transmitted,  each  detector  comprising,  a 
pair  of  thermionic  tubes  having  their  output  elec- 
trodes connected  in  push-pull  relation,  a  Wheat- 
stone  bridge  circuit  coupled  by  way  of  one  of  its 
diagonals  to  the  control  grids  of  said  tubes,  means 
for  impressing  received  signal  on  the  other 
diagonal  of  said  bridge  circuit,  a  circuit  for  sepa- 
rating carrier  energy  only  from  said  received  sig- 
nal, thermionic  means  for  separating  said  sepa- 
rated carrier  into  separate  portions  and  for  pro- 
ducing a  phase  shift  between  said  portions,  and  a 
circuit  for  appljring  energy  from  each  of  said 
phase  shifted  portions  differentially  to  the  con- 
trol grids  of  the  tubes  in  each  of  said  detectors. 


2.017.887 

CABLE  CLAMP  OR  CONNECTER 

Jasper  Blackbam,  Webster  Groves.  Mo. 

Application  November  1,  1933.  Serial  No.  696.193 

1  Claim.     (CI.  24— 126) 


In  a  clamp  for  use  upon  the  end  of  a  three 
strand  cable  and  comprising  a  link  having  a 
tapered  socket  triangular  in  cross-section  ex- 
tended straightly  therethrough  and  a  comple- 
mental  wedge  for  locking  the  separated  strand 
ends  each  into  a  separate  angle  of  the  socket,  the 
provision  of  a  peep-hole  through  one  wall  of  the 
link  adjacent  the  larger  end  of  the  socket  of  the 
link,  the  said  peep-hole  communicating  with  the 
socket  for  facilitating  the  adjustment  of  the  sep- 
arated strand  ends  into  and  relative  to  the  angles 
of  the  socket  and  of  the  wedge  relative  to  the 
strand  ends. 


2.017,888 
TELEPHONE   SYSTEM 
Phillip    A.    Bolander.    Chicai:o,   111.,   assignor,    by 
mesne     assigTiments.     to     Associated     Electric 
Laboratories,  Inc.,  Chicai:o,  III.,  a  corporation 
of  Delaware 
Application  February  25.  1932,  Serial  No.  595,133 
13  Claims.     (CI.  179—27) 

® 


1.  In  a  telephone  system,  a  trunk  terminating 
in  a  jack,  an  auxiliary  jack  for  the  trunk,  an 
operator's  cord  circuit  adapted  to  be  connected 
to  said  first  jack  to  answer  a  call  extended  over 
the  trunk,  and  automatic  means  for  transferring 
the  trunk  from  the  first  jack  to  said  auxiliary 
jack  responsive  to  the  calling  party  disconnecting 
from  the  trunk  prior  to  the  disconnection  of  the 
cord  circuit  from  said  first  jack. 


2,017.889 

LIGHT     WEIGHT     AGGREGATES     ANT) 

METHOD  OF  MAKING  THE  SAME 

CarreU  W.  Bowyer,  Highland,  Ind. 

No  Drawing.    Application  July  29,  1932, 

Serial  No.  626.238 

9  Claims.     (CI.  49— 77.5) 

9.  The  method   of   producing   a    light   weight 

aggregate     which     comprises     rapidly     cooling 

molten  slag,  reheating  it  nearly  to  the  melting 

point  and  gradually  recooling  it. 


2.017,890 

CHOKE  AND  DASH  ADJUSTMENT  FOE 

CARBURETORS 

Robert  F.  Bracke,  Chicago,  III.,  assignor,  by  mesne 
assignments,  to  Lynn  A.  Williams,  Evanston, 
lU.,  and  CUfford  C.  Bradbury,  Glencoc,  lU., 
successor  trustees 

Application  July  5.  1927.  Serial  No.  203,295 

Renewed  February  8.  1934 

7  Claims.     (CI.  137—139) 


4.  An  air  regulating  valve  of  the  class  described 
mounted  in  the  air  intake  passage  of  a  carbu- 
retor, a  shaft,  lobes  mounted  in  obtu.se  rela- 
tion on  said  shaft,  one  lobe  having  a  sub.stan- 
tially  greater  area  than  the  other,  stops  mount- 
ed on  said  shaft,  means,  manually  operable,  co- 
operating with  said  stops  to  control  said  valve 
and  to  unyieldingly  hold  it  in  completely  opened 
or  closed  position,  means  urging  said  valve  nor- 
mally to  closed  position  and  yielding  to  a  dif- 
ferential of  pressure  on  the  two  lobes. 


i 


i 


2.017,891 

SKID  PREVENTER 

George  L.  Briggs,  Oneida,  N.  Y. 

Application  August  11,  1933.  Serial  No.  684,624 

5  Claims.     (CI.  152—14) 


1.  An  annular  skid-preventer  arranged  to  be 
secured  to  a  vehicle  wheel  alongside  of  the  tire, 
said  skid-preventer  being  of  readily  deformable 
resilient  material  and  having   its  outer  margin 
thickened  to  form  a  continuous  bell-crank  por- 
tion, one  continuous  arm  of  which  normally  ex- 
tends toward  the  road  and  has  a  peripheral  run- 
ning surface  for  engagement  with  the  road,  the 
other  continuous  arm  of  the  bell-crank  portion 
extending  laterally    and    having    an    emergency 
skid-preventing  surface  normally  at  a  distance 
from  the  road,  said  skid-preventer  also  having  a 
preformed,   laterally -extending,   continuous   roll 
portion  arranged  to  resist  thrust,  and  a  link-por- 
tion connected  to  the  bell-crank  portion  interme- 
diate the  peripheral  running  surface    and    the 
emergency  surface  of  the  bell-crank  portion  and 
also  connected  to  the  roll  portion  to  pull  down 
and  unroll  the  latter  when  skidding  occurs,  to 
allow  the  peripheral  running  surface  to  turn  to 
an  erect  position  out  of  contact  with  the  road 
and  the   emergency   skid-preventing  surface   to 
turn  down  into  contact  with  the  road,  said  link- 
portion  being  arranged  to  transmit  upward  thrust 
from  the  peripheral  running  surface  to  the  roll 
portion  during  normal  running  of  the  vehicle. 

2.017.892 

METHOD   OF  PROCESSING   COFFEE 

Patrick  T.  Clary.  Carnegie,  Pa. 

Application  April  24.  1933.  Serial  No.  667,562 

3  Claims.     (CI.  99—11) 


formed  with  a  mouth,  surface-contacting  lips 
defining  said  mouth,  one  of  said  lips  including  a 
surface-contacting  portion  and  a  second  surface- 
contacting  jKjrtion  spaced  therefrom  in  the  di- 
rection of   the  other  nozzle  lip,  said  lip  being 


1.  The  method  of  processing  coffee  beans  which 
comprises  the  steps  of  roasting  the  beans,  then 
applying  moisture  to  the  heated  beans  and  con- 
fining the  resultant  steam  in  contact  with  the 
beans  to  properly  impregnate  the  latter. 

2.017,893 
SUCTION  CLEANER 

Christian  G.  Boettler,  North  Canton,  Ohio,  as- 
signor to  The  Hoover  Company,  North  Canton, 
Ohio,  a  corporation  of  Ohio 

Application  December  14.  1933.  Serial  No.  702,281 
1  Claim.     (CI.  15—8) 
In  a  suction  cleaner,  suction-creating  means, 

a  nozzle  Interiorly  connected  to  said  means  and 


formed  to  admit  air  to  said  nozzle  between  said 
portions,  and  a  driven  surface-contacting  agi- 
tator positioned  in  said  mouth  and  cooperating 
with  said  second  surface-contacting  portion  in 
holding  a  surface  covering  undergoing  cleaning 
from  said  mouth. 


«,017.894 
FREQUENCY  STABILIZATION  OF  A  GENER- 
ATOR OF  ALTERNATING  CURRENT 

Walter  G.  Cady,  Middletown,  Conn.,  assignor  to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 

AppUcation  November  12,  1930.  Serial  No.  495,122 
3  Claims.     (CI.  250—36) 


1.  A  frequency  control  system  comprising,  a 
first   generator   of   electrical    oscillations    whose 
frequency  Is  to  be  controlled,  a  second  generator 
of  electrical  oscillations  of  a  known  frequency. 
said  frequencies  difTering  by  a  beat  frequency,  a 
circuit   connected   to   both    of    said    generators, 
rectifying  means  in  said  circuit  to  produce  there- 
in a  beat  frequency  equal  to  the  difference  fre- 
quency,   a   control   device    for    determining    the 
frequency  generated  by  said  first   generator,   a 
circuit  tuned  to  resonance  at  said  beat  frequency, 
a  connection  between  said  resonating  circuit  and 
said  combining  circuit,  an  impedance  connected 
with  said  resonating  circuit,  said  resonating  cir- 
cuit and  said  impedance  both  being  subject  to 
potentials  produced  by  the  beat  frequency  in  said 
combining  circuit  whereby  changes  in  said  beat 
frequency  produce  changes  in  the  phase  relation- 
ship between  the  currents  or  potentials  in  said 
impedance   and   in  said  resonating  circuit,  and 
means  actuated  by  said  changes  in  phase  rela- 
tionship between  the  currents  or  potentials  in 
said  resonating  circuit  and  in  said  impedance  for 
actuating    said    control    device    to    control    the 
frequency  of  the  oscillations  produced  by   said 
second  generator. 


2.017.895 

SAW  HANDLE 

John  E.  Davey,  New  York,  N.  Y. 

Application  May  27.  1935,  Serial  No.  23  594 

7  Claims.     (CI.  145—108) 
1.  A  device  including  a  blade  having  a  longi- 
tudinal closed  ended  slot,  a  transverse  slot  open 
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at  one  end.  a  holding  means  having  a  stud,  said 
stud  having  a  head  adapted  to  pass  through  said 
slot  to  engage  the  blade  on  angular  movement 
thereof  and  being  elongated  transversely  of  the 
blade  and  the  holding  means,  and  the  latter  hav- 
ing  a    pin    engageable   in   the   open    ended   slot 


upon  angular  movement  of  the  blade,  said  open 
ended  slot  having  a  cam  portion  to  engage  the 
pin  and  cause  the  blade  to  move  longitudinally 
so  that  the  stud  abuts  an  end  of  the  closed  ended 
slot  to  rigidly  hold  the  blade  in  the  longitudinal 
direction. 


2.017.896 
FLASH    UGHT 
Anthony  J.  Desimone,  Lyndhurst,  N.  J.,  assifnor 
to    Bright    Star    Battery    Company,    Hoboken, 
N.  J.,  a  corporation  of  New  York 
Application  October  18.  1932.  Serial  No.  638.283 
4  Claims.     (CI.  200—60 


4.  In  a  flashlight,  a  casing,  a  housing  mounted 
thereon,  a  contact  member  within  said  housing 
attached  at  one  end  to  the  inner  wall  thereof  and 
having  a  slot  adjacent  the  other  end.  said  contact 
member  having  its  free  end  offset  from  said  fixed 
end,  a  slide  mounted  on  the  outer  wall  of  said 
housing,  a  plate  within  said  housing  overlying  the 
free  end  of  said  contact  member  and  being  con- 
nected to  said  slide,  a  projection  extending  from 
said  plate  through  said  slot,  said  projection  hav- 
ing two  opposed  cam  surfaces  adapted  to  engage 
said  contact  member  to  flex  the  same  into  circuit- 
closing  position  upon  movement  of  the  slide  in 
either  of  two  directions,  one  of  said  cam  surfaces 
having  a  dwell  for  engagement  with  the  contact 
member  to  hold  the  same  in  flexed  position  and 
the  other  cam  surface  at  all  times  extending 
through  said  slot  to  cooperate  with  the  contact 
member  to  allow  return  thereof  to  its  original 
position  upon  release  of  the  slide  after  movement 
in  the  other  direction. 


2.017.897 

LUMINESCENT  TL'BE  FOR  WAVE 

INDICATION 

Otto   Emenleben.    Berlin-Zehlendorf,    Germany, 

assiirnor  to  Radio  Corporation  of  America,  a 

corporation  of  Delaware 

AppUcation  March  31.  1932,  Serial  No.  602,173 
In  Germany  April  13,  1931 
6  Claims.     (CI.  250 — 39) 
1.  An   arrangement   for   indicating   radio  fre- 
quency oscillations  of  low  power  comprising  a  gas 
filled  glow  tube  having  a  transparent,  hermetical- 
ly  sealed   envelope   containing   gas   therein    and 
which  is  adapted  to  exhibit  luminous  phenomena, 


a  wire  within  said  envelope,  a  conducting  band 
adjacent  said  envelope  and  insulatingly  posi- 
tioned with  respect  to  said  wire,  a  source  of  radio 
frequency  oscillations  of  low  power,  and  an 
electrical   connection   from   said   source   to  said 


wire,  said  band  being  physically  separated  from 
and  not  connected  to  said  source,  the  length  of 
said  connection  determining  the  threshold  value 
of  the  amplitude  of  the  oscillation  which  it  is 
desired  to  detect. 


2.017.898 
METHOD  AND  MEANS  FOR  AUTOMATICALLY 

CHANGING  PHONOGRAPH  RECORDS 
Benjamin  L.  Gates,  Chicaro,  111.,  assignor  of  one- 
half  to  Henry  G.  Saal.  McHenry,  111. 
.4ppUcaUon  June  25.  1932.  Serial  No.  619,216 
9  CUims.     (CI.  274—10) 


JIL 


mwl 


k.«  /«» 


1.  In  a  phonograph,  a  rotating  shaft,  a  record 
turntable  slidably  mounted  upon  said  shaft,  a 
magazine  comprising  a  shaft  positioned  above  said 
turntable  and  normally  eccentric  with  respect  to 
said  turntable  shaft,  means  for  slidably  raising 
said  turntable  along  said  turntable  shaft  to  thread 
a  record  from  the  turntable  upon  the  magazine 
shaft  comprising  means  for  bringing  said  two 
shafts  into  coaxial  relationship,  and  means  for 
offsetting  said  magazine  shaft  with  respect  to  the 
turntable  shaft  to  retain  the  record  in  threaded 
position  upon  the  magazine  shaft. 


2.017.899 

BUILDING  STRUCTURE 

Josiah  Gibson,  Glendale.  CaUf. 

AppUcation  June  13,  1933,  Serial  No.  675.601 

2  Claims.  (CI.  61—30) 
2.  A  dam  structure  comprising  a  monolithic 
cementltious  skeleton  which  includes  a  plural- 
ity of  vertically  extending  horizontally  parallel 
rows  of  cells,  said  rows  progressively  decreasing 
in  helghth  from  the  upstream  side  of  the  dam 
and  the  walls  of  said  cells  progressively  decreas- 
ing in  thickness  from  the  base  of  the  dam,  the 
foremost  walls  of  the  first  row  of  cells  on  the 
upstream  side  of  the  dam  being  battered,  the 
inner  faces  of  said  cells  being  formed  with  ver- 
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tlcally    arranged   horizontally   extending   corru- 
gations, the  vertical  openings  in  said  cells  bound 


H^ 


by  said  corrugated  walls  being  filled  with  gran- 
ular material. 


2.017.900 

COMBINATION  MAGNETIC  COMPASS  AND 

LEVEL  INDICATOR 

Edwin  J.  Grant,  Los  Angeles,  Calif. 

Application  July  6,  1932,  Serial  No.  621,011 

16  Claims.     (CI.  33— 223) 


1.  In  a  compass,  a  magnetic  needle,  a  support, 
and  a  fiexlble  member  securing  one  end  of  said 
needle  to  said  support  for  free  universal  move- 
ment relative  to  said  support. 


2.017.901 
ELECTROOPTICAL   SYSTEM 

Charles  E.  HufTman.  Montclair,  N.  J. 

Application  October  18,  1930,  Serial  No.  489,503 

1  CUim.      (CI.  178 — 6) 


V/  i^      7v     * 


p:^^ 


A  television  transmitting  system  comprising  a 
source  of  light,  a  scanning  disc,  a  film  to  be 
scanned,  a  light  sensitive  device,  and  a  screen 
having  alternate  lenses  and  opaque  sections  for 
projecting  said  light  upon  said  device  through 


said  film,  so  that  the  device  is  affected  intermit- 
tently by  light  projected  through  contiguous  non- 
overlapping  elemental  areas  of  said  film. 


2,017,902 
TWO -SIGNAL  RECEIVTNG  DE^TCE 
Charles  Francis  Jenkins.  Washington,  D.  C,  as- 
signor,  by  mesne  assignments,  to  Radio  Corpo- 
ration of  America,  a  corporation  of  Delaware 
Refiled    for    abandoned    application    Serial    No. 
727.272,  July  21,  1924.    This  application  August 
29,  1927.  Serial  No.  216,295 

1  Claim.     (CI.  250-9) 
W 


^o'^-r 


In  a  signaling  system  the  method  which  con- 
sists in  transmitting  message  signals  to  a  signal 
reproducing  device  only  at  super-audible  irregu- 
lar signal  frequencies,  said  signals  being  trans- 
mitted in  groups  comprising  two  or  more  signals, 
the  transmission  period  of  a  group  being  shorter 
than  the  period  essential  for  the  establishment  of 
an  audible  wave,  and  visually  indicating  said 
signals. 


2.017.903 

ARTIFICIAL   FISHING  BAIT 

Carl  A.  Johnson,  Chicago,  111. 

AppUcation  January  31.  1935,  Serial  No.  4,294 

16  Claims.     (CI.  43 — 46) 


1.  An  artificial  bait  including  a  body  of  sub- 
stantial length,  a  flexible  guide  secured  by  one 
end  to  the  body  and  extending  lengthwise  of  the 
t>ody  for  a  substantial  distance  and  spaced  there- 
from, a  stop  on  the  guide,  a  hook  slidable  upon 
the  guide  and  adapted  to  impact  said  stop,  and 
means  for  securing  the  hook  to  said  body,  the 
said  hook  being  detachable  from  the  body  under 
strain. 


2.017,904 
MANUFACTURE  OF  VERMICUXITE  BONDED 

MATERIAL 

James  Keeth.  Spokane.  Wash.,  assignor  to  Uni- 
versal Insulation  Company,  Chicago,  111.,  a  cor- 
poration of  Illinois 

No  Drawing.    Application  May  4.  1932, 
Serial  No.  609.269 
12  Claims.     (CI.  106—18) 
1.  The   process   which  consists   in  exfoliating 
Jefferisite.    finely    comminuting    the    exfoliated 
mineral   in  water  to  form   a   self-binding  pulp, 
finely  comminuting  a  vegetable  fiber  in  water  to 
form  a  filling -pulp,  mixing  these  pulps  to  form 
a   plastic   composition,   dehydrating   the   plastic 
composition,  and  then  hydrating  the  last  men- 
tioned material  preparatory  to  use. 
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2.017.905 
SUCTION  CLEANER 
William  H.  Kitto.  Canton,  Ohio,  assignor  to  The 
Hoover  Company.  North  Canton,  Ohio,  a  corpo- 
ration of  Ohio 

Application  July  13.  1934.  Serial  No.  734.884 

In  Great  BriUin  Aujrust  24.  1933 

1  Claim.     (CI.  230—132) 


In  a  suction  cleaner  having  a  motor  casing  and 
a  fan  chamber  separated  by  a  common  wall,  there 
bcdzLg  a  driving  motor  in  said  casing  the  shaft 
of  which  extends  thru  said  common  wall  Into 
aald  fan  chamber,  and  a  fan  having  a  circular 
channel  in  its  back  carried  by  said  shaft  in  said 
chamber;  a  tubular  bearing  housing  formed  cen- 
trally in  said  common  waD  comprising  a  cylin- 
drical wall  surrounding  said  shaft,  the  end  of 
said  wall  being  defined  by  a  flange  perpendicular 
to  said  shaft,  a  ball  bearing  seated  in  said  hous- 
ing with  its  outer  race  held  by  said  flange  to 
prevent  movement  of  said  bearing  toward  said 
motor,  the  fan  chamber  side  of  said  housing  being 
closed  by  a  separate  closure  member  secured  to 
said  common  wall  around  said  housing  and  which 
extends  toward  said  shaft  to  a  point  beyond  the 
periphery  of  the  outer  race  of  said  bearing  at 
which  point  it  is  formed  as  a  cylindrical  flange 
which  extends  Into  the  circular  channel  on  the 
back  of  said  fan  to  form  a  labyrinth  seal. 


2.017.906 

TRANSMISSION 

Robert  Lapsley.  Berrien  Sprinf^s.  Mich.,  assignor 

to     Clark     Equipment     Company,     Buchanan. 

Mich.,  a  corporation  of  Michigan 

Application  November  5,  1932.  Serial  No.  641.327 

6  Claims.     (CL  74—333) 


1.  A  change  speed  transmission  compnsing  a 
housing,  driving  and  driven  shafts  joumaled 
therein,  a  countershaft  joumaled  for  rotation 
in  the  housing  and  operatively  driven  from  said 
driving  shaft,  a  tubular  countershaft  concen- 
trically disposed  with  respect  to  said  first  counter- 
shaft and  also  operatively  driven  from  said  driv- 
ing shaft,  a  countershaft  gear  carried  on  each 


of  said  countershafts  in  axially  spaced  relation, 
a  splLned  gear  shlftably  mounted  on  said  driven 
shaft  and  disposed  between  said  countershaft 
gears,  said  splined  gear  being  shiftable  in  either 
direction  to  optionally  engage  one  of  said  counter- 
shaft gears,  a  second  splined  gear  carried  by  said 
driven  shaft,  and  means  for  effecting  reverse 
drive  comprising  a  reverse  Idler  in  the  form  of  a 
compound  gear,  one  gear  portion  of  which  is  shift- 
ably  mounted  and  adapted  to  be  shifted  Into  en- 
gagement with  either  of  said  countershaft  gears 
for  operatively  driving  said  reverse  idler,  and 
means  for  effecting  a  driving  connection  between 
said  second  splined  gear  on  the  driven  shaft  and 
the  other  gear  portion  of  said  compound  gear. 


2.017.907 

SWITCHING  MEANS 

Titus  G.  Le  Clair  and  Charles  M.  Gross, 

Chicago,  III. 

Application  August  20.  1931,  Serial  No.  558.227 

7  CUims.     (CI.  200—166) 


1.  A  switch  contact  having  a  channel  shaped 
contact  holder,  a  pair  of  contact  shoes  between 
the  fianges  of  the  channel  and  movable  at  right 
angles  to  the  planes  of  the  fianges,  and  U-shaped 
leaf  springs  disposed  between  the  flanges  and 
the  contact  shoes  and  urging  the  contact  shoes 
towards  one  another,  said  springs  being  secured 
at  their  bight  portion  to  the  contact  shoes  and 
bearing  with  their  free  ends  against  the  flanges 
of  the  holder,  and  said  holder  having  a  groove 
formed  therein  for  guiding  the  free  ends  of  the 
springs. 


2.017.908 
DIRECTION   FINDI.NG   APPARATl'S 

August  Leib.  Berlin.  Germany,  assignor  to  Tele- 
funken  Gesellschaft  fur  Drahtlose  Telegraphic 
m.  b.  U.,  Berlin,  Germany,  a  corporation  of 
Germany 

Application  May  16.  1930.  Serial  No.  452.838 

In  Germany  July  26,  1929 

7  Claims.     (CI.  250—11) 


1.  Apparatus  for  taking  bearings  from  one  or 
more  radio  beacons  comprising  a  rotatable 
crossed  loop  direction  finder  aerial,  a  fixed  grad- 
uated scale,  a  rotatable  optical  Indicating  means 
located  within  said  scale  comprl.sing  a  plurality 
of  optical  Indicators  radially  mounted  upon  a 
rotatable  support,  driving  means  connecting  said 
aerial  and  said  optical  indicators,  means  for  con- 
trolling said  Indicators  including  a  plurality  of 
separate  relay  resonant  circuits  Interposed  be- 


i 
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tween  said  frame  aerial  and  said  indicators,  each 
one  of  said  resonant  circuits  and  each  of  said 
indicators  having  contact  elements  combined 
with  each  relay  so  as  to  be  controlled  by  the  co- 
ordination of  the  frequencies  of  a  radio  beacon. 


2.017,909 
DIRECTION  FINDER 

August  I>elb,  Berlin,  Germany,  assignor  to  Tele- 
funken  Gesellschaft  fur  Drahtlose  Telegraphic 
m.  b.   H.,   Berlin.   Germany,   a   corporation  of 
Germany 
Application  July  8.  1933.  Serial  No.  679.503 
In  Germany  July  13,  1932 
4  Claims.     (CI.  250—11) 


1.  A  receiver  switching  arrangement  for  a  di- 
rection finder,  comprising  a  plurality  of  switch 
blades  and  switch  contacts,  a  linear  antenna  con- 
nected to  one  of  said  switch  blades,  a  coil  antenna 
having  coupling  means  for  coupling  said  coll  an- 
tenna to  a  radio  receiver,  said  coil  antenna  con- 
nected to  contacts  associated  with  one  of  the 
switch  blades  that  is  connected  to  said  linear  an- 
tenna, a  radio  receiver  connected  to  two  of  the 
other  switch  blades,  a  head  set  comprising  tele- 
phone receivers  for  use  with  the  right  and  left 
hand  ear,  said  telephone  receivers  having  separa- 
rate  electrical  connections  connected  to  the  con- 
tacts of  said  radio  receiver  switch  blades,  and 
means  for  simultaneously  operating  the  radio  re- 
ceiver switch  blades  with  said  antenna  switch 
blades  so  that  the  telephone  receiver  for  the  left 
hand  ear  and  one  for  the  right  hand  ear  are 
changed  over  in  synchronism  with  the  changes 
in  connection  of  said  antenna. 


2.017.910 
COMBINED  AMPLIFYING   AND  RECTIFYING 

SYSTEM 

Michel  Macksoud.  St.  Albans.  N.  Y..  assignor  to 
The  Electron  Corporation.  East  Orange.  N.  J., 
a  corporation  of  New  Jersey 
Application  July  1,  1933,  Serial  No.  678,661 
23  Claims.     (CI.  250— 27) 


1.  In  a  rectifying  and  amplifying  circuit  the 
combination  comprising  an  envelope  having  an 


ionizable  gas  content,  a  grid,  a  plate  and  a  cath- 
ode emitter  within  said  envelope,  a  pair  of  elec- 
trodes within  the  said  envelope  adjacent  said 
emitter,  an  input  circuit  connected  between  the 
grid  and  emitter,  an  output  circuit  connected 
between  the  plate  and  emitter,  a  current  source 
connected  between  said  pair  of  electrodes  for 
effecting  ionization  of  the  gas  content,  a  resist- 
ance connected  across  said  electrodes,  and  an 
adjustable  connection  from  the  midpoint  of  said 
resistance  to  said  grid  circuit. 


2,017,911 
WALL  ANT)   CEILING  CONSTRUCTION 
Fred  A.  Manske  and  Oliver  E.  Gibson.  Chicago, 
111.,  assignors  to  United  States  Gypsum  Com- 
pany, Chicago.  111.,  a  corporation  of  Illinois 
Application  February  20,  1932,  Serial  No.  594,262 
10  Claims.     (CI.  72— 118) 


j**T^'» 


10.  In  a  building  construction,  a  runner  of 
sheet  metal  having  a  body  portion  with  edges 
folded  back  to  form  rear  and  front  flanges  of 
opposed  channels  for  the  reception  of  the  edges 
of  adjoining  boards,  said  front  flanges  lying  flush 
against  the  front  face  of  said  boards,  said  rear 
flanges  lying  adjacent  the  rear  face  of  said  boards, 
clip  means  for  engaging  said  rear  flanges,  and 
means  for  supporting  said  clip. 


2.017.912 
FASTENING  DEVICE 
Charles  T.  Manville,  Woodbury,  Conn.,  assignor, 
by  mesne  assignments,  to  United  States  Rubber 
Company.  New  York,  N.  Y.,  a  corporation  of 
New  Jersey 

Application  April  14.  1934,  Serial  No.  720,532 
1  Claim.     (CI.  24 — 205) 
i 


In  a  separable  fastener  assembly,  a  pair  of  an- 
choring stringers  having  co-operating  fastening 
elements  disposed  along  their  edges,  a  slider  for 
manipulating  said  elements,  said  elements  on  one 
of  said  stringers  terminating  in  a  metallic  sleeve 
disposed  about  the  edge  of  the  stringer,  a  socket 
member  carried  by  the  other  stringer  for  receiv- 
ing the  sleeve  with  its  upper  edge  serving  as  a 
stop  for  said  slider,  the  surface  of  engagement 
of  said  slider  and  said  socket  member  being  in- 
clined upwardly  and  outwardly  from  the  support- 
ing stringer  to  permit  the  slider  to  tilt  relative  to 
the  socket  member  to  facilitate  the  insertion  of 
ihe  sleeve. 


740 


OFFICIAL  GAZETTE 


BKU  2.1,  1U35 


OCTOBEB  22, 1035 


U.  S.  PATENT  OFFICE 


i41 


3,017.913 
MILLING  MACHINE 
Newman    M.    Marsilios.    Brid«:eport.    Conn.,    as- 
signor, by  mesne  assifnments.  to  The  Biidice- 
port    Bronze    Company,    Bridgeport.    Conn.,   a 
corporation  of  Connecticut 
Application  July  9.   1934,  Serial  No.  734.317 
5  Claims.     (CI.  90 — 15) 


1.  A  duplex  milling  machine  comprising  a  base, 
a  bed.  a  relatively  long  reciprocable  table  mount- 
ed upon  one  portion  of  the  bed,  two  separate  se- 
ries of  sets  of  work  holders  mounted  on  the  table 
in  spaced  relation  to  each  other,  a  pair  of  spaced - 
apart  columns  mounted  on  the  bed  and  adjust- 
able toward  and  from  each  other,  a  vertical  mov- 
able shde  mounted  on  each  column  and  in  spaced 
relation  one  to  the  other,  a  supporting  arm  ad- 
justably mounted  on  each  vertical  slide  and  ex- 
tending out  over  the  table,  a  cutter  arbor  and 
cutters  carried  by  each  arm  and  extending  crqss- 
wlse  of  the  table,  cam  means  for  moving  both 
slides  and  cutter  arbors  verticsdly,  a  single  drive 
shaft  for  the  two  cutter  arbors,  change  speed 
gearing  between  the  drive  shaft  and  cutter  arbors, 
separate  series  of  work  holders  mounted  on  the 
table  for  supporting  work  pieces,  means  for  recip- 
rocating the  table  in  a  manner  to  serve  both  sets 
of  cutters  in  a  way  to  permit  them  to  cooperate 
upon  the  series  of  work  pieces  mounted  on  oppo- 
site end  portions  of  the  table. 


2,017,914 
CARBURETOR  BY- PASS  VALVE  AND 
CONTROL  MEANS  THEREFOR 
Lester  H.    Messing:er,   Jr..   Trumbull.   Conn.,   as- 
signor    to     Messinger    Devices.     Incorporated, 
Bridgreport.  Conn.,  a  corporation  of  Connecticut 
Application  January  24.  1933.  Serial  No.  653.255 
23  Claims.     (CI.  123—102) 


1.  The  combination  with  an  internal  combus- 
tion engine  including  a  fuel  supply  means,  an 
intake  member  between  the  fuel  supply  and  the 


engine   block,  means  to  establish  a  circuit  be- 
tween a  battery  and  the  Ignition  means  of  the 
engine,  and  a  generator  driven  by  the  engine  to 
charge  the  battery,  an  air  port  to  admit  air  to 
the    engine    Independently    of    the    fuel    supply 
means,  a   valve   normally  closing  said  port,  an 
armature   connected    with    said   valve,   electro- 
magnetic means   for  shifting  said  armature   to 
open  the  valve,  a  movable  contact,  a  second  con- 
tact movable  relative  to  the  first  contact  and 
adapted  when  in  engagement  with  the  same  to 
close  a  circuit  between  the  battery  and  said  elec- 
tromagnetic means,  means  operated  by  the  throt- 
tle control  mechanism  of  the  engine  to  move  said 
second  contact  toward  said  first  contact   when 
the  throttle  mechanism  is  reUrded.  an  electro- 
magnet in  circuit  with  the  generator,  an  arma- 
ture mounting  said  first  contact  and  adapted  to 
be  held  stationary  by  said  electromagnet  when 
the  same  is  energized  from  the  generator  where- 
by to  permit  the  second  contact  to  engage  the 
first  contact  to  bring  about  an  opening  of  said 
valve  when  the  engine  is  operating  above  a  pre- 
determined speed  with  the  throttle  mechanism 
in  retarded  position. 


2.017,915 
CLUTCH  MECHANISM 

Alfred    Moorhouse,    Detroit.    Mich.,    assignor    to 
Packard   Motor  Car  Company,  Detroit.  Mich., 
a  corporation  of  Michigan 
Application  July  20,  1932,  Serial  No.  623,505 
13  Claims.     (CL  192—55) 


12.  In  a  clutch  mechanism,  the  combination  of 
a  driving  member,  a  cover,  and  resilient  means 
forming  the  sole  connection  between  the  cover 
and  the  driving  member,  said  resilient  means  be- 
ing in  tension  when  the  clutch  is  disengaged  and 
being  in  compression  when  the  rlutch  is  engaged. 


2.017.916 

WASHER 

Nadia  A.  Ovsey.  Los  Anfeles.  Calif. 

.Application  July  24,  1933.  Serial  No.  681,896 

2  Claims.  (CI.  68— 15) 
1.  In  a  washing  machine,  the  combination  of 
a  tank,  an  upright  driven  shaft  In  said  tank,  an 
agitator  carried  by  said  shaft  In  the  lower  por- 
tion of  said  tank,  a  removable  imperforate  an- 
nular container  positioned  In  the  upper  portion 
of  said  tank,  said  container  being  provided  with 
a  tubular  axial  bore  surrounding  said  shaft,  and 
an  agitator  arm  removably  attached  to  said 
driven   shaft  and  extending   into  said  annular 


container  for  agitating  liquid  in  said  container 
whereby  garments  may  be  washed  simultaneously 


\ 


in  said  tank  and  container  in  separate  bodies  of 

washing  fluid. 


2,017,917 

CRATE  FOR  RECTANGULAR- SECTIONED 

ARTICLES 

James  C.  Nichols,  Chicafo,  111. 

Application  May  18,  1934,  Serial  No.  726»201 

3  Claims.     (CL  217 — 5) 


1.  A  crate  for  refrigerators  or  the  like  which 
comprises  in  combination,  a  top,  a  bottom  and 
opposite  sides  joined  in  the  form  of  a  parallelo- 
piped.  characterized  in  that  the  walls  of  said  con- 
fining members  comprise  relatively  thin  plywood 
panels  and  are  supported  by  frame  members  and 
the  frame  members,  of  two  opposite  sides  are 
positioned  interiorly  of  the  crate  and  serve  to 
maintain  the  refrigerator  rigid  within  the  crate. 


2.017.918 

TOOL  FOR  SEATING  RAIL  ANCHORS 

John  F.  Reilly.  Greenfield,  Mass. 

Application  October  20.  1934,  Serial  No.  749,181 

8  Claims.     (CI.  104 — 1) 


1.  A  rail  anchor  seating  tool  comprising  a  head 
portion,  arms  extending  downwardly  from  the 
head  and  spaced  apart  to  embrace  the  head  por- 
tion of  a  railroad  rail;  the  lower  ends  of  said  arms 
being   provided   with  surfaces   adapted   to   seat 


against  portions  of  the  anchor  device  at  opposite 
sides  of  the  rail  whereby  application  of  force  to 
the  upper  end  of  the  tool  is  distributed  equally  to 
opposite  ends  of  the  anchor. 


2.017.919 

CARBURETOR 

Charles  F,  Robbins.  Glenora,  N.  Y. 

Application  Augrust  2,  1933,  Serial  No.  683,262 

16  Claims.     (CI.  261—39) 
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1.  The  combination  in  a  carburetor  of  a  valve,  a 
thermostat  connected  with  the  valve  and  serving 
to  modify  the  movements  of  the  latter,  and  a  sub- 
stantially inelastic  restricting  means  co-£icting 
with  the  thermostat  for  preventing  movement  of 
the  thermostat  to  points  beyond  its  elastic  limit. 


2.017,920 

PRINTING  MACHINE 

William  Henry  Rost,  Pasadena,  Calif.,  assignor  to 

National  Postal  Meter  Company,  Los  Angeles, 

Calif.,  a  corporation  of  California 

Application  January  30.  1935,  Serial  No.  4,062 

6  Claims.     (CL  101— 288) 


1.  In  a  printing  machine,  printing  means,  han- 
dle means  operable  through  one  portion  of  its 
operating  cycle  for  actuating  the  printing  means 
and  through  another  portion  of  the  cycle  for  re- 
turning to  its  initial  starting  position,  a  guideway 
for  directing  gummed  tape  to  the  printing  means, 
roller  means  for  feeding  tape  along  the  guideway. 
helicoidal  drive  means  for  the  rollers  including 
driving  and  driven  members,  a  unidirectional 
clutch  means  interposed  between  the  rollers  and 
hehcoidal  drive  means,  friction  means  arranged 
to  slidingly  support  and  yieldingly  resist  rotation 
of  the  helicoidal  driving  member,  and  means  for 
operatively  connecting  the  helicoidal  driving 
member  with  the  handle  means  for  driving  the 
feed  rollers  during  the  other  portion  of  the  oper- 
ating cycle  of  said  handle. 


2.017.921 

DOClTVfENT  PROTECTOR 

Abraham  J.  Rothman,  New  York,  N.  Y. 

Application  January  5,  1935.  Serial  No.  475 

10  Claims.     (CI.  101—26) 

1.  A  device  as  described,  comprising  a  pair  of 

joined    spring    plates    having    piercing    means 


I 


i42 


OFFICIAL  GAZETTE 


OcTOBCB  2^1, 1935 


thereon  which  cooperate  when  moved  towards 
each  other,  and  a  stripper  plate  interposed  be- 
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tween  said  plates,  said  stripper  plate  having  a 
stop  thereon  for  engagement  with  one  of  said 
spring  plates  when  moved  towards  the  other. 


2.017.922 
DOOR   CLAMP 
Joseph  B.  Sando.  Norwood.  Ohio,  assigrnor  to  The 
American  Laundry  Machinery  Company.  Nor- 
wood. Ohio,  a  corporation  of  Ohio 
Application   February  9.  1934.  Serial  No.  710,489 
13  Claims.     (CI.  220 — 55> 


1.  In  a  machine  of  the  class  described  and  com- 
prising a  cylinder  having  a  side  opening  and  a 
circumferentially  slidable  door  therefor,  means 
for  securing  said  door  and  comprising  a  circum- 
ferentially extending  clamping  band  arranged 
with  an  intermediate  part  in  overlying  relation 
with  said  door  and  having  an  end  part  secured 
with  said  cylinder,  a  rock  shaft  mounted  longi- 
tudinally extending  on  said  cylinder,  mpans  con- 
necting part  of  said  band  with  said  rock  shaft  to 
provide  tightening  of  said  intermediate  band  part 
against  said  door  dependent  upon  rotary  adjust- 
ment of  said  shaft,  an  operating  member,  and 
gear  means  arranged  to  transmit  motion  irre- 
versibly from  said  operating  member  to  said  shaft. 
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gains  of  all  of  said  repeaters  over  their  entire 
operating  ranges,  said  means  consisting  of  a  plu- 
rality of  pairs  of  gears,  one  of  the  gears  of  each 
of  the  various  pairs  being  mounted  concentrically 
about  a  common  shaft,  the  other  gear  of  each  of 
the  various  pairs  being  coupled  to  a  correspond- 
ing repeater,  the  two  gears  of  each  pair  having 
selected  diameters  corresponding  to  the  range  of 
variation  of  the  associated  repeater. 


2.017.923 
GAIN  CONTROL  APPARATUS 
Samuel  P.  Shackleton.  Wyoming,  N.  J.,  assii^nor 
to  American  Telephone   and   Telegraph  Com- 
pany, a  corporation  of  New  York 
Apptication  September  24.  1932.  Serial  No.  634,775 
1  Claim.     (CI.  178 — 44) 


The  combination  of  a  plurality  of  repeaters 
which  have  different  ranges  of  variation  in  gain. 
and   means   for   simultaneously   controlling   the 


2.017.924 

AUTOMATIC  APPUCATOR 

Joseph  C.  Smith.  Kansas  City,  Mo. 

Application  October  19.  1933.  Serial  No.  694,335 

1  Claim.     tCl.  128—234) 


An  automatic  applicator  comprising  Ein  elon- 
gated glass  tube  having  one  end  open  and  said 
end  having  an  outwardly  extending  flange  there- 
on, the  other  end  being  closed  and  having  a  cen- 
trally arranged  port,  an  elongated  metal  bar- 
rel of  the  same  interior  diameter  throughout 
snugly  receiving  the  upper  portion  of  the  tube, 
a  gsisket  between  the  upper  end  of  the  barrel 
and  the  flange  of  the  tube,  the  upper  portion 
of  the  barrel  t)eing  exteriorly  reduced  and  ex- 
teriorly screw -threaded,  a  flanged  cap  having 
the  lower  portion  of  its  flange  Interiorly  screw 
threaded  to  engage  the  screw  threads  of  the  bar- 
rel, the  exterior  circumference  of  the  flanged  cap 
being  the  same  as  the  exterior  circumference  of 
the  major  portion  of  the  barrel,  a  gasket  be- 
tween the  flange  of  the  tube  and  the  top  part 
of  the  cap,  a  rod  passing  through  the  cap  into 
the  tube,  a  piston  connected  to  the  inner  end 
of  the  tube,  a  spring  connected  with  the  rod  and 
beswing  against  the  piston  and  the  cap  for  hold- 
ing the  piston  in  lowered  position,  a  handle  on 
the  outer  end  of  the  rod.  a  shoulder  on  the  rod 
intermediate  the  ends  thereof,  and  a  latch  mem- 
ber carried  by  the  cap  for  engaging  the  shoulder 
for  holding  the  piston  in  raised  position. 


2  017.925  " 
BUTT  WHEEL  AND  METHOD  OF  FORMING 

THE   SAME 

John  J.  Siefen.  Detroit.  Mich. 

Application  May  20,  1933,  Serial  No.  672.052 

;  Claims.     (CI.  51—193) 

r 


1.  A  buffing  wheel  comprising  a  plurality  of 
individual  sectors,  each  sector  consisting  of  a 
multiplicity  of  layers  of  woven  material  loosely 
secured  to  one  another  by  spiral  involute  stitch- 
ing. 
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2.017.926 
RECEPTACLE 

Reeves  R.  vSolar,  Ann  Arbor,  Mich. 

Application  March  8.  1934.  Serial  No.  714,706 

Renewed  March  18,  1935 

1  Claim.     (CI.  229—31) 


A  receptacle  of  the  character  described  compris- 
ing a  sheet  of  substantially  square  shape  con- 
structed to  provide  side  walls  having  flap  mem- 
bers, a  pair  of  oppositely  disposed  flap  memt>ers  be- 
ing provided  with  indentures  at  the  corner  por- 
tions, backwardly  disposed  tongue  members  on  the 
remaining  flap  meml)ers  engageable  into  the  said 
Indentures,  foldable  webs  connecting  the  said  side 
walls,  said  flap  members  having  their  outer  end 
portions  bent  downwardly  from  an  upstanding 
position,  said  tongues  being  disposed  around  the 
corners  of  the  receptacle  and  engaged  into  the 
said  indentures  of  the  complementary  flaps  at  the 
outside  of  the  receptacle. 


2,©17,927 
CAM  GRINDING  MACHINE 
Amos  P.  Steiner.  Kd^ar  P,  Wine.  Conrad  L.  Ott, 
and  Harold  E.  Balsiffer.  Waynesboro.  Pa.,  as- 
sigrnors  to  Landis  Tool  Company.  Waynesboro, 
Pa.,  a  corporation  of  Pennsylvania 
Application  August  7,  1929.  Serial  No.  384,068 
32  Claims.     (CI.  51—101) 


11.  An  automatic  cam  grinding  machine  having 
a  work  support,  index  mechanism  for  said  sup- 
port, a  grinding  wheel,  a  support  for  said  wheel, 
mechanism  to  move  one  of  said  supports  trans- 
versely of  the  other,  mechanism  to  move  the  other 
support  longitudinally  of  the  flrst-named  support, 
and  means  whereby  the  movements  of  said  sup- 
ports are  controlled  by  said  Indexing  mechanism. 


2.017.928 
AIR(  RAFT  WHEEL  BRAKE 
Frederick  John  Tarris.  London,  England,  assignor 
to  The  India  Rubber.  Gutta  Perrha  and  Tele- 
graph Works  (  ompany  Limited,  London,  Eng- 
land, a  British  company 
Application  February  2.  1933.  Serial  No.  654,805 
In  (ireat  Britain  February  23,  1932 
12  Claims.     (O.  244—2) 
1.  For  the  operation  of  wheel-brakes  in  an  air- 
craft having  wheels  on  opposite  sides  of  the  fore 
and  aft  center  line  of  the  craft,  control  mecha- 


nism comprising  in  combination  a  main  control 
device,  a  pair  of  auxiliary  control  devices,  each 
said  auxiliary  device  comprising  pressure-pro- 
ducing means,  pressure -relieving  means,  and  an 
operative  connection  therebetween,  and  for  each 
said  auxiliary  device  a  connection  t>etween  the 


pressure-producing  means  thereof  and  the  wheel- 
brakes  on  one  side  of  the  aforesaid  center  line 
and  another  connection  between  the  pressure- 
relieving  means  of  that  auxiliary  device  and  the 
wheel-brakes  on  the  opposite  side  of  said  center 
Une.  

2.017,929 
HAIR  DRIER 

Leo  J.  Wahl,  Sterling.  111.,  assignor  to  Wahl  Clip- 
per Corporation,  Sterling,  111.,  a  corporation  of 
Illinois 
Application  July  3.  1933.  Serial  No.  678.819 
7  Claims.     iCI.  34 — 26) 


2.  A  device  of  the  character  described  com- 
prising a  fan  casing  of  thin  sheet  material  hav- 
ing an  outlet  opening,  a  fan  in  said  casing,  a 
motor  moimted  on  a  side  of  the  casing  and  hav- 
ing a  drive  shaft  on  which  said  fan  is  mounted 
said  motor  having  its  core  mounted  on  the  out- 
side of  the  casing  and  directly  against  the  casing 
wall  said  casing  having  an  opening  beneath  the 
core  and  said  core  having  a  field  coil  thereon  pro- 
jecting through  the  casing  opening  into  the  fan 
chamber. 

3.  The  combination  in  a  hair  drier  of  a  cas- 
ing comprising  a  pair  of  complementary  cupped 
sections  each  substantially  circular  in  plan  and 
provided  with  a  tangential  open-ended  extension 
to  provide  an  outlet,  one  of  said  sections  having 
a  motor  mounted  thereon  said  motor  having  a 
shaft  and  a  fan  on  said  shaft  within  the  casing, 
and  a  heating  unit  in  said  outlet  said  casing  hav- 
ing an  opening  in  the  circular  wall  thereof  and 
a  handle  projecting  into  said  opening  and  having 
a  portion  within  the  casing  secured  to  the  side  of 
one  of  said  sections  inwardly  from  said  circular 
wall. 

2,017.930 
PURIFICATION   OF    ZINC    SALT    SOLUTIONS 
Leon  R.  Westbrook,  Cleveland  Heights.  Ohio,  as- 
signor  to   The   Grasselli   Chemical    Company, 
Cleveland.  Ohio,  a  corporation  of  Delaware 
No  Drawing.     .Application  February  10,  1932, 
Serial  No.  592.191 
6  Claims.     (CI.  23—125) 
1.  The  process  of  purifying  an  impure  technical 
zinc  salt  solution  containing  as  an  impurity  a 
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compound  of  the  alkali  and  alkaline  earth  metals 
which  comprises  adding  zinc  fluosilicate  to  said 
solution,  and  separating  the  precipitate  formed 
from  the  zinc  salt  solution. 

t.017.931 

CORN  CUTTER 

Henry  J.  Wheeler.  Buffalo.  N.  Y. 

Application  November  19.  1932.  Serial  No.  643.360 

18  Claims.     (CI.  130 — 9» 


11.  In  a  high  speed  rotary  corn  cutter,  a  single 
rotary  head  rotating  about  an  axis,  means  for  con- 
veymg  the  ears  of  corn  endwise  through  said  head, 
means  for  rotating  said  head  relative  to  said 
ears,  a  cutting  device  pivotally  carried  by  said 
head  and  having  a  cutting  edge  adapted  to  pass 
circumferentially  about  said  ear  and  severe  the 
kernels,  a  scraping  and  gaging  device  pivotally 
carried  by  said  head  immediately  adjacent, 
lengthwise  of  the  ear.  said  cutting  edge  and  hav- 
ing a  blunt  edge  which  is  relatively  short  and  has 
relatively  short  contact  lengthwise  of  the  ear  and 
adapted  to  scrape  out  the  remaining  portions  of 
the  kernels,  said  cutting  and  scraping  edges  being 
connected  to  move  in  unison  so  that  the  scraping 
edge  of  the  scraping  device  is  at  all  times  disposed 
inside  of  the  cutting  line  of  said  cutting  device 
and  the  depth  of  the  cut  thereby  determined  by 
the  engagement  of  said  scraping  device  with  the 
cob  and  whereby  said  cutting  and  blunt  edges 
closely  follow  the  undulation  of  the  cob  surface 
while  traversing  the  entire  length  of  the  ear. 


2,017.932 
INKING  MECHANISM 
Henry  A.  Wise  Wood.  New  York.  N.  Y.,  assignor 
to   Wood   Newspaper   Machinery   Corporation, 
New  York,  N.  Y.,  a  corporation  of  Virginia 
Original  application  October  28.  1926,  Serial  No. 
144,877.     Divided  and  this  application  Novem- 
ber 7,  1929,  Serial  No.  405.505 

3  Claims.     (CL  101—350) 


1.  In  an  inking  mechanism  for  a  printing  press, 
the  combination  with  an  ink  drum,  a  fountain 


roll  and  a  due  tor  roll,  of  means  for  intermittently 
swinging  the  ductor  roll  from  the  fountain  roll 
to  the  ink  drum  and  back  again,  comprising  a  cam 
on  the  ink  fountain  shaft  and  a  roll  therefor, 
means  for  controlling  the  duration  of  contact  of 
the  ductor  roll  with  the  fountain  roll  and  ink 
driun  by  adjusting  said  roll,  a  shaft  parallel  with 
the  shaft  of  the  ink  drum,  arms  thereon  provided 
with  bearings  for  the  studs  of  the  ductor  roll, 
means  adjustably  fixed  to  said  parallel  shaft  for 
supporting  said  roll  and  means  for  adjusting  said 
arms  circumferentially  and  holding  them  in  ad- 
Justed  position. 


2.017.933 
APPARATUS  FOR  WELDING  SILICON  STEEL 

SHEETS  FOR   MAGNETIC  USES 
Ralph  E.  .Asbury,  Middletown,  Ohio,  assignor  to 
The  American  Roilinr  Mill  Company,  Middle- 
town,  Ohio,  a  corporation  of  Ohio 
Application  May  9,  1932.  Serial  No.  610.063 
13  Claims.     (CI.  219 — 8) 


1.  In  a  welding  device,  means  for  holding  sheets 
with  their  edges  in  abutting  relationship,  said 
means  comprising  a  pair  of  opposed  clamping 
devices,  a  backing  bar.  and  mean.s  for  forcing 
said  backing  bar  up  against  abutted  edges  of 
sheets  held  by  said  clamping  devices  so  £ls  to 
support  said  sheets  at  the  actual  edges  thereof, 
and  exclude  oxygen  from  said  abutted  edges, 
means  for  heating  said  backing  bar.  and  mechan- 
ical means  for  causing  a  welding  instrumentality 
to  traverse  the  line  of  the  abutting  edges  of  the 
sheets. 


2.017,934 

LOCKING  BINDER 

Hubert  Auburn,  Mount  Healthy.  Ohio 

Application  November  1.  1934.  Serial  No.  751.063 

8  CUlms.     (CI.  129—24) 


4.  A  binder  metal  comprising  In  combination 
a  back  member,  a  pair  of  spaced  pintle  slide  hous- 
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Ings  mounted  upon  the  back  member,  a  pintle 
slide  reciprocably  supported  within  each  of  said 
housings,  an  end  plate  on  the  back  member  said 
plate  having  formed  therein  a  pair  of  spaced  key- 
holes, and  key  operated  means  behind  each  key- 
hole for  Individually  preventing  movement  of  the 
slides  and  releasable  by  means  of  a  key  inserted 
selectively  Into  the  keyholes,  said  key  operated 
means  including  a  pair  of  movable  slide  bolts 
and  a  common  mounting  member  ror  said  bolts. 


2,017.935 
DUPLEX  DRIVING  MECHANISM 
Friti  Balier.  Cincinnati,  Ohio,   assigrnor  to  The 
American  Laundry  Machinery  Company,  Cin- 
cinnati, Ohio,  a  corporation  of  Ohio 
Application  September  15,  1930,  Serial  No.  482.124 
1  Claim.     (CI.  74— 230.13} 


In  apparatus  of  the  character  described,  and 
including  a  pair  of  motors  and  means  to  be 
driven  thereby,  each  motor  having  driving  con- 
nection with  said  driven  means  and  Including 
a  belt,  a  base  frame  for  each  motor,  each  motor 
being  secured  on  its  base  frame,  a  sub-base  frame 
for  each  base  frame,  each  base  frame  being 
mounted  on  its  sub-base  frame  for  adjustment 
thereon  in  a  direction  to  adjust  the  correspond- 
ing belt,  and  means  interconnecting  said  base 
frames  for  their  coincident  adjustment  to  pro- 
vide simultaneous  adjustment  of  both  said  belts. 


2,017,936 

AROYLAMINO  ANTHRAQUINONE  ACRIDONE 

DERIVATIVE 

Friti  Baumann,  Leverkusen-I.  G.  Werk.  Germany, 
a.ssifrnor  to  General  Aniline  Works,  Inc.,  New 
York.  N.  Y..  a  corporation  of  Delaware 
No  Drawinif.     Application  June  21.   1933.   Serial 
No.  676,979.     In  Germany  June  25,  1932 
6  Claims.     (CI.  260—37) 
5.  The  products  of  the  general  formula:  — 

o        NU-X 


/\/^v/\ 


o=c 


Nn-Y 


wherein  X  and  Y  mean  aroyl  radicals  of  the  ben- 
zene series,  R  stands  for  a  radical  of  the  benzene 
series,  said  compounds  forming  blue  to  bluish  grey 
needles,  dissolving  in  concentrated  sulfuric  acid 
with  a  yellow  to  green  coloration,  dyeing  cotton 
from  an  alkaline  hydrosulfite  vat  clear  and  strong 
shades  of  excellent  fastness  properties,  also  to 
chlorine. 


2.017,937 
SUCTION  CLEANER 
Bernard    C.    Becker,    Canton,   Ohio,    assig:nor   to 
The  Hoover  Company,  North  Canton,  Ohio,  a 
corporation  of  Ohio 

Application  April  22,  1933,  Serial  No.  667,376 
8  Claims.     (CI.  240—2) 


1.  In  a  suction  cleaner,  a  body  including  a  noz- 
zle and  a  fan  chamber,  said  nozzle  having  an 
opening  in  one  of  its  walls  to  permit  access  to  the 
interior  thereof,  a  removable  closure  unit  for  said 
opening  having  spaced  top  and  bottom  walls  and 
interiorly  shaped  as  a  reflector,  said  reflector  be- 
ing arranged  on  said  nozzle  to  direct  light  rays 
downwardly  against  a  surface  covering  under- 
going cleaning  forward  of  and  across  said  nozzle, 
an  electric  hght  bulb,  insulating  means  mount- 
ing said  bulb  relative  to  said  reflector,  and  cur- 
rent-carrying means  conveying  electricity  to  said 
bulb. 


2.017.938 

BOTTLE  CLOSURE 

Andrew  Berger,  Omaha.  Nebr. 

Application  October  8,  1934.  Serial  No.  747,395 

3  Claims.     (CI.  215 — 21) 

?2 


1.  In  a  closure  for  a  bottle  having  a  rectilinear 
neck  provided  with  a  flat  annular  ledge,  a  curved 
terminal  wall  forming  an  annular  recess  out- 
wardly of  and  above  said  ledge  and  provided  with 
a  weakline,  a  rectilinear  stopper  snugly  fitting 
In  said  neck  and  having  a  valve-controlled  pas- 
sageway extending  therethrough,  an  annular 
flange  ha\ing  a  flat  base  for  a  seating  on  said 
ledge  and  having  a  threaded  part  outwardly  of 
said  flange,  a  cap  engaging  the  threaded  part  of 
the  stopper,  and  a  sealing  element  in  said  re- 
cess engaging  said  flange  and  covering  said  cap. 


2.017.939 

VEHICLE  ACTUATED  GATE 

Odessa  D.  Boardman.  Chester.  Tex. 

Application  April  17,  1935,  Serial  No.  16,873 

4  Claims.     (CI.  39 — 1) 
1.  A  vehicle  actuated  gate  comprising  a  pair  of 
hollow  posts,  a  weight  in  each  post,  upper  and 
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lower  drums  in  each  post,  a  cable  having  Its  ends 
connected  to  said  drums,  a  sate  including  a  pair 
of  lazytongs  structures  and  cross  bars  connecting 
said  structures  together,  means  for  connecting  the 
upper  part  of  the  gate  to  the  cables,  shafts  jour- 
naled  in  the  posts  and  connected  with  the  drums. 
a  pulley  on  each  shaft,  a  pulley  at  each  end  of 
each  weight,  an  upper  cable  having  one  end  con- 
nected to  the  top  of  the  post  and  passing  around 


the  top  pulley  of  each  weight  and  having  its  other 
end  connected  to  the  pulley  of  the  top  shaft,  a 
second  cable  having  its  one  end  connected  to  the 
bottom  of  the  post  and  passing  around  the  pulley 
at  the  lower  end  of  each  weight  and  having  its 
other  end  connected  to  the  pulley  of  the  lower 
shaft  and  treadle  means  for  raising  the  weights 
by  a  vehicle  approaching  the  gate,  said  means  in- 
cluding means  for  depressing  the  other  treadle 
means  when  the  first  treadle  means  are  depressed. 


SOCKET 


2.017.940 
FOR   VACTXM  TUBES   AND 
THE   lAKE 
Edward  F.  Bessey,  Crystal  Lake.  111.,  assignor,  by 
mesne    assignments,   to   Cinch    Manufacturings 
Corporation,  a  corporation  of  Illinois 
.Application  January  14,  1933.  Serial  No.  651.691 
14  CUuins.     (CI.  173—328) 

Ji 


1.  A  socket  for  receiving  and  establishing  elec- 
tric contact  with  a  rod-like  contact,  including 
an  insulating  base,  said  base  having  an  aperture 
through  which  said  rod-like  contact  may  be  pro- 
jected, and  a  unitar>'  contact  spring,  said  spring 
having  a  mounting  portion  adapted  to  lie  on  a 
portion  of  said  base  adjacent  said  aperture  to 
support  said  spring,  said  spring  having  a  contact 
making  portion  extending  through  said  aperture 
and  depending  below  said  b£use.  said  contact  mak- 
ing portion  having  a  back  portion  formed  as  a 
prolongation  of  said  moimting  portion,  side  por- 
tions extending  only  from  the  sides  of  said  back 
portion  and  being  bent  to  form  an  enclosed  region 
with  a  pair  of  edges  separated  throughout  their 
entire  length,  said  edges  being  perpendicular  to 
said  base  and  parallel  with  the  line  of  move- 
ment of  said  rod-like  contact  and  being  adapted 
to  tightly  embrace  said  rod-like  contact,  said  side 


portions  and  back  portion  together  providing  a 
plurality  of  parallel  line  contacts  and  means  for 
supporting  at  least  one  of  said  side  portions  from 
said  base  to  prevent  said  contact  making  portion 
from  bending  at  the  junction  of  said  mounting 
and  contact  making  portions  upon  insertion  of 
said  rod -like  contact. 


2.017.941 
DEMCE  FOR  CLEANING  RECEPTACLES 

Carl   Braun.   (  anastota.   N.   Y.,  assignor   to  Carl 
Braun,  Inc.,  C  anastota,  N.  Y.,  a  corporation  of 
New  York 
Application  January  4.  1927.  Serial  No.  158.926 
16  Claims.     (CI.  15 — 70) 


J-  / 


r7^\    '^V^rV   i 


'^^^ 
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1.  Apparatus  for  purposes  described,  compris- 
ing means  for  advancing  a  series  of  cans  in  In- 
verted position  in  a  substantially  horizontal  path. 
a  tank  beneath  said  path,  a  brush  therein,  means 
for  lowering  the  successive  cans  into  the  tank  In 
inverted  position  and  into  cooperation  with  the 
brush,  and  means  for  rotating  the  can  while  so 
positioned  to  produce  brushing  action. 

6.  Apparatus  for  the  purpose  described  com- 
bining means  for  advancing  a  series  of  cans, 
means  for  advancing  a  series  of  covers  at  one  side 
of  the  advancing  cans,  a  receiving  platform  at 
the  delivery  end  of  said  can  and  cover  advancing 
means,  means  for  placing  the  cans  In  an  upright 
position  on  the  platform,  means  for  moving  the 
cans  In  an  upright  position  laterally  to  a  posi- 
tion near  the  delivery  end  of  the  cover  advancing 
means  and  means  for  dropping  the  covers  on  the 
can  tops. 


2.017.942 

EXTRACTION   OF  VITAMINS 

Sophie  Botcharsky,  Ix)ndon,  England,  assignor  of 

one-fifth  to  Solomon  Teitelbaum 

No   Drawing.      .Application    .^pril   2.    \9'X1.    Serial 

No.  602.878.    In  Great  Britain  June  25,  1931 

6  Claims.     (CI.  167—81) 
1.  The  process  of  extracting  fat  soluble  vita- 
mins from  food  sources  comprising  mincing  the 
food    and   subjecting   the   same   to    plasmolysls. 
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causing  any  remaining  whole  cells  of  the  food  to 
burst  by  the  addition  of  a  suitable  quantity  of 
deaerated  hot  water  of  such  temperature  that  the 
resultant  mixture  does  not  exceed  75°  C,  cooling 
the  mixture,  filtering  the  same  under  pressure, 
drying  the  residue  at  a  relatively  low  tempera- 
ture below  atmospheric  pressure  and  cooling  and 
crushing  the  same,  and  extracting  it  with  a  low 
boiling  solvent  for  the  fat  soluble  vitamins,  fil- 
tering and  distilling  off  the  solvent  at  low  tem- 
perature in  a  vacuum,  all  of  which  steps  are  car- 
ried on  in  an  Inert  atmosphere. 


2,017.943 
METHOD  OF  MAKING  MICA  PRODUCTS 

Willis  A.  Boughton  Cambridge,  and  William  R. 
Mansfield.  Boston.  Mass..  assignors  to  New 
England  Mica  Co..  Waltham.  Mass.,  a  corpora- 
tion of  .Massachusetts 

Application  June  20.  1934.  Serial  No.  731^60 
11  Claims.     (CI.  154 — 2.6) 


6.  The  method  of  making  composite  mica  tubes 
which  comprises  building  a  preparatory  struc- 
ture, consisting  of  a  sheet  of  flexible  mica  bound 
with  an  aqueous  solution  of  an  inorganic  com- 
pound rolled  into  a  cylinder,  interior  and  ex- 
terior coverings  for  said  cylinder  formed  of  car- 
bonlzable  material  and  a  pliant  non-combustible 
outer  covering,  upon  a  non-combustible  core  and 
securing  said  structure  thereto,  then  concurrent- 
ly converting  the  solution  into  a  substantially 
anhydrous,  viscous  adhesive  fluid  and  reducing 
said  carbonlzable  material  to  a  friable  carbon 
by  heat,  and  then  cooling,  leaving  said  mica 
cylinder  as  a  stiff  tube  readily  removable  from 
between  the  core  and  the  outer  covering. 


pair  of  clamp  means  being  as-sociated  with  its 
shelf  for  adjustment  of  said  lateral  spacing  of  its 


2.017,944 

GARMENT   SUPPORT 

Charles  L.  Braley,  Cincinnati.  Ohio,  assignor  to 

The   .American  Laundry  Machinery  Company. 

Cincinnati,  Ohio,  a  corporation  of  Ohio 

Application  June  25.  1932.  Serial  No.  619,303 
3  Claims.     (CL  211—89) 

1.  A  multiple  garment  support,  comprising  a 
plurality  of  shelves,  each  adapted  for  underlying 
support  of  the  collar  and  yoke  parts  of  a  garment 
with  the  remaining  garment  parts  dependent 
from  the  near  shelf  edge,  and  each  shelf  hav- 
ing a  pair  of  laterally  spaced  clamp  means  for 
releasably  securing  said  overlying  garment  parts, 
on  opposite  sides  of  the  garment  collar,  means 
mounting  said  shelves  one  above  the  other  in 
spaced  relation  to  receive  and  clear  the  gar- 
ment collars  therebetween,  with  said  dependent 
garment  parts  disposed  in  shingled  relation,  each 


clamp  means  to  fit  a  selected  one  of  a  plurality  of 
garment  sizes. 


2.017.945 
YIELDING   REED 
Carl    D.    Brown,    Hopedale,    Mass..    assignor    to 
Draper  Corporation,  Hopedale,  Mass.,  a  corpo- 
ration of  Maine 
Application  November  2.  1934,  Serial  No.  751.222 
4  Claims.     (CL  139—188) 


1.  In  a  loom,  a  reciprocating  lay,  a  spring-con- 
trolled reed  structure  and  reed  mounted  on  the 
lay  to  5aeld  rearwardly  at  the  time  of  beat -up. 
a  stand  fixed  with  respect  to  the  lay,  a  locking 
member  pivoted  on  said  stand  and  engaging  said 
reed  structure  for  positively  locking  the  same 
against  rearw^ard  movement  as  the  lay  moves 
rearwardly,  the  pivot  for  said  locking  member  be- 
ing comprised  of  an  eccentric  stud  for  adjusting 
said  membf^r  toward  and  from  said  reed  struc- 
ture, and  means  for  pivoting  said  member  about 
said  stud  out  of  locking  position  as  the  lay  ap- 
proaches the  limit  of  its  forward  movement. 


2,017.946 
REFRIGERATION 
Robert   R.    Candor,   Dayton.    Ohio,    assignor,    by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, a  corporation  of  Delaware 
Application  April  28,  1932,  Serial  No.  608,026 

10  Claims.     (CI.  62— 127  » 
1.  An  expander  for  a  refrigerating  system  or 
the  like  comprising  means  forming  an  elongated 
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orifice   for   the    expansion   of    refrigerant,    and 
means  for  varying  the  transverse  cross-sectional 


area  and  the  length  of  said  orifice  to  vary  the 
flow  of  refrigerant  through  said  orifice. 


2,017.947 
REFRIGERATING  APPARATUS 
Harry  T.  Chambcrlin,  Dayton,  Ohio,  assli:nor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, a  corporation  of  Delaware 
Application  November  30,  1927.  Serial  No.  236.726 
Renewed  July  25,  1933 
23  Claims.      CI.  62— 126) 


5.  Refrigerating  means  for  mechanically  re- 
frigerated cabinets  comprising,  an  elongated  hori- 
zontally disposed  header  forming  a  reservoir  for 
liquid  refrigerant,  heat  exchange  means  extend- 
ing horizontally  from  said  reservoir  and  provid- 
ing lower  liquid  refrigerant  and  upper  gas  pas- 
sages interconnected  intermediate  the  ends  there- 
of, and  means  within  the  reservoir  for  prevent- 
ing the  liquid  refrigerant  level  from  ri.sing  above 
a  certain  level  m  said  heat  exchange  means. 


2.017.948 

TOURXIQUET 

Henry  L.  Chenery,  Portland,  Maine 

Application  October  30.  1933,  Serial  No.  695.814 

6  Claims.     (CI.  128— 327) 


.'J,'-./*' 


1.  A  tourniquet  comprising  a  bed-frame  hav- 
ing two  longitudinally  extending  side  portions,  a 
gear-tooth  rack  on  each  of  the  side  portions,  a 
bifurcated,  swingingly  mounted  toggle-arm,  a 
gear  on  the  end  of  each  of  the  bifurcated  por- 
tions of  said  toggle-arm.  said  gears  adapted,  re- 
spectively, to  mesh  in  the  two  said  raclcs.  and 
means,  including  a  retainer  element,  to  hold  the 
gears  in  constant  mesh  with  the  racks,  whereby 
in  whatsoever  angular  position  said  toggle-arm 
is  disposed,  its  fulcruming  contact  with  the  bed- 
frame  is  such  as  to  prevent  slipping  longitudi- 
nally thereof. 


2,017.949 
LOOM  STOPPAGE  RECORDER 

F.  Gordon  Cobb,  Charlotte.  N.  C.  assiifnor  to 
Draper  Corporation,  Hopedale.  Mass.,  a  corpo- 
ration of  Maine 

Application  November  23.  1934.  Serial  No.  754.493 
7  Claims.     (CI.  139—336) 
1.  The  combination  of  a  loom  having  a  frame, 

controlling  means  including  a  shipper  handle,  a 


warp  stop  motion,  a  register,  and  means  depend- 
ent upon  actuation  of  both  said  warp  stop  mo- 


tion  and   said   controlling   means  for  operating 
said  register. 


2.017,950 

EMERGENCY    BRAKE    MECHANISM    FOR 

AUTOMOTIVE  VEHICLES 

Samuel  M.  CofTman,  Kansas  City,  Mo.,  as- 
signor of  one-third  to  Lily  O.  Coffman,  Kansas 
City.  Mo. 

.Application  January  16.  1934.  Serial  No.  706.815 
3  Claims.     (CI.  74—538) 


1.  In  combination,  a  sector,  a  detent,  spring 
means  engaRing  the  detent  and  adapted  to  nor- 
mally hold  the  lower  end  thereof  In  frictlonal 
engagement  with  the  .sector,  a  hand  lever  having 
a  longitudinal  cavity  in  which  tho  detent  and 
said  spring  means  are  operably  mounted,  said 
lever  being  adapted  when  swung  in  one  direc- 
tion to  contact  and  disengage  the  lowor  end  of 
the  detent  from  frlctional  engagement  with  the 
sector,  and  manually  controlled  means  carried  by 
the  lever  for  disengaging  the  lower  end  of  the 
detent  from  frictional  engagement  with  the  sec- 
tor to  permit  the  lever  to  be  swung  in  the  re- 
verse direction. 


2,017.951 

LEAK  DETECTING   APPARATUS 

Don  E.  Dasher,  Dayton.  Ohio,  assifrnor.  by  mesne 

assignments,  to  General  Motors  Corporation,  a 

corporation  of  Delaware 

Application  May  29.  1931.  Serial  No.  541.094 

2  Claims.  (CI.  23—253) 
1.  Apparatus  for  detecting  leaks  in  a  closed 
system  containing  a  halogen  derivative  compris- 
ing a  burner  having  venturi  means  for  drawing 
in  air  from  the  vicinity  of  said  closed  system  to 
be  tested,  a  fiexible  exploring  tube  connected  to 
the  venturi  means  for  conducting  the  air  to  be 
tested,  means  for  conducting  fuel  to  said  venturi 
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means  to  provide  a  flame,  and  a  metal  capable 
of  reacting  with  free  halogen  and  coloring  the 


flame,   said   metal   being  supporting  within  the 
flame  by  the  apparatus. 


2,017.952 
CHAPLET 
Ralph   Ditty.   Shaker  Heights,  Ohio,  assignor  to 
The  Federal  Foundry  Supply  Company,  Cuya- 
hoga  Heights  Village,  Ohio,   a  corporation  of 
Ohio 

Application  February  4.  1935,  Serial  No.  4,785 
3  Claims.     (CI.  22—184) 


1.  A  metal  chaplet  having  a  shank  which  in 
section  comprises  a  solid  central  portion  substan- 
tially polygonal  in  shape,  .said  polygon  having  a 
number  of  sides  expressed  by  a  small  number  such 
as  four,  and  said  section  including  outwardly  ex- 
tending portions  at  the  corners  of  said  polygon, 
said  outwardly  extending  portions  terminating  in 
edges  formed  In  a  manner  to  be  easily  fusible  by 
heat. 


2.017,953 
LIGHTING   FIXTURE 

Leroy  C.  Doane.  Meriden,  Conn.,  assignor  to  The 
Miller  Company,  Meriden.  Conn.,  a  corporation 
of  Connecticut 

Application  Mav  12.  1932,  Serial  No.  610,801 
1  Claim.     (CI.  240—78) 


A  semi -indirect  lighting  fixture  comprising 


a 


pendant  lamp  bulb,  an  upwardly  and  outwardly 
flaring  reflector  below  the  lamp  bulb  and  having 
a  central  aperture  underneath  the  bulb,  a  diffus- 

459  O.   G. — 48 


ing  glass  disk  having  an  upper  flange  resting  on 
the  surface  of  the  reflector  adjacent  the  aperture 
and  a  diffusing  annular  skirt  projecting  below  the 
reflector,  and  a  second  annular  depending  ring- 
like portion  inside  the  skirt. 


2.017,954 

DOORLATCH 

Amos  S.  Draa  and  Elton  Geer,  Warren.  Ohio 

Application  May  10.  1935.  Serial  No.  20,874 

1  Claim.     I  CI.  292—173) 


A  closure  fastener  comprising  a  slide  bolt, 
spring  means  for  projecting  the  bolt,  said  bolt 
being  provided  with  a  notch,  a  bell  crank  rock- 
ably  supported  and  having  one  end  engaged  in 
the  notch,  a  pivotally  mounted  arm.  and  a  presser 
member  pivotally  mounted  on  the  closure  and 
normally  engaging  the  said  arm.  said  presser 
member  when  depressed  being  adapted  to  actu- 
ate the  arm  and  rock  the  bell  crank  to  actuate 
the  bolt,  and  a  detent  for  engaging  and  holding 
the  said  arm  against  operation,  said  detent  com- 
prising a  vertical  rotary  shaft,  a  lateral  mem- 
ber on  the  shaft  provided  with  a  notch  therein 
for  receiving  the  said  arm  when  the  same  is 
rotated  to  a  position  engaging  the  said  lateral 
member  with  the  arm. 


2,017,955 

DEVICE  FOR  FORMING  AMALGAM 

FILLINGS 

.Anders  Ejde.  Poulsbo.  Wash. 

Application  November  21,  1934.  Serial  No.  754,139 

3  Claims.     (CI.  32 — 63) 

-\^ 
J 


1.  A  matrix  retainer  comprising  a  bar.  a  frame 
element  flxed  to  said  bar  and  arranged  trans- 
versely thereof  and  provided  with  a  tootii  re- 
ceiving notch,  a  flexible  mold  element  removably 
secured  to  either  end  of  said  frame  element,  and 
means  adjustably  mounted  to  the  bar  and  hanng 
the  mold  element  adjustably  connected  thereto. 


2,017.956 
SPINDLE  DOFFER  GUARD 

Emile    H.    Erhard.    Dedham,    Mass..    assignor    to 
Draper   Corporation.    Hopedale,   Mass.,   a   cor- 
poration of  Maine 
Application  September  29.  1934.  Serial  No.  746.197 
5  Claims.     (CI.  118— 65 1 
1.  A  spinning  spindle  comprised  of  a  spindle 
blade  having  a  whorl  flxed  thereto,  a  base  hav- 
ing a  cylindrical  surface  co-axial  with  said  blade. 
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a  flange  on  said  whorl,  a  sleeve  fitting  over  said 
cylindrical  surface  and  having  a  portion  overly- 
ing said  flange,  a  bayonet -type  connection  be- 


tween said  sleeve  and  said  base,  and  manually  re- 
leasable  means  for  locking  said  sleeve  against 
rotation  in  either  direction. 

2.017.957 
SPINDLE 
Emile    H.    Erhard,    Dedham.    Mass..    assijirnor    to 
Draper  Corporation,  Hopedale.  Mass..  a  corpo- 
ration of  Maine 
Application  September  29,  1934,  Serial  No.  746,199 
6  Claims.     (CI.  3«8 — 169) 


1  A  spindle  base  consisting  of  a  hollow  outer 
member  adapted  to  be  fixed  in  a  spindle  rail,  a 
hollow,  separately  removable  inner  member  ex- 
tending entirely  through  .';aid  outer  member  con- 
centrically therewith,  said  outer  member  being 
enlarged  at  Its  upper  end  to  provide  an  annular 
space  between  the  members  wh:ch  space  consti- 
tutes an  oil  reservoir,  and  cooperating  annular 
shoulders  on  said  members  providing  an  oil  seal 
below  said  reservoir,  said  inner  member  Ijeing 
closed  at  its  lower  end  and  being  provided  with 
oil  leads  above  said  oil  seal. 

2.017.958 
SPINDLE  WITH  DOFFER  GT' ARD 

Emile  H.  Erhard.  Dedham.  Mass..  assignor  to 
Draper  Corporation.  Hopedale.  Ma.ss..  a  corpo- 
ration of  Maine 

Application  September  29.  1934.  Serial  No.  746.200 
1  Claim.     (CI.  118 — 65  > 
A"  spinning    spindle    comprised    of    a    spindle 

blade,  a  whorl  fixed  to  said  blade,  a  base  within 


which  said  spindle  blade  revolves,  a  hollow  oil- 
collecting  memt)er  having  a  frusto-conlcal  Inte- 
rior surface,  said  member  being  fixed  to  said  base 
co-axially  w^th  said  spindle  blade,  a  sleeve  de- 


pending from  said  whorl  and  extending  into  said 
member,  and  a  doffer  guard  comprised  of  coop- 
erating threads  formed  on  the  exterior  of  said 
sleeve  and  the  Intenor  of  said  member  at  the  top 
edge  thereof. 


2.017,959 

PIANOFORTE     AND     LIKE     MECHANICALLY 

OPERATED   STRING   INSTRIMENT 

Willie  Evans,  London.  England 

Application  May  18.  1934.  Serial  No.  726.323 

In  Great  Britain  June  30.  1933 

ISCIaim.s        CI.  84— 197) 


1.  A  pianoforte  comprising  a  soundboard,  a 
framework,  three  overlapping  groups  of  strings 
secured  at  their  ends  to  said  framework,  three 
bridge  pieces  separate  from  one  another  and  each 
arranged  to  support  a  group  of  strings  on  said 
soundboard,  which  bridge  pieces  are  so  disposed 
that  the  mid  tone  group  of  strings  passes  over 
the  bridge  piece  which  supports  the  high  tone 
group,  a  lever  arm  extending  between  and  at- 
tached to  both  the  high-tone  and  mid-tone  bridge 
pieces  and  means  for  attaching  said  lever  arm  to 
the  upper  face  of  the  soundboard  beneath  the 
high-tone  bridge  piece. 


2.017.960 
FRITfT  JI'ICE  EXTRACTOR 

Norval  M.  Faulds.  Clearwater.  Fla. 
Application  November  13.  193.3.  Serial  No.  697.837 
4  Claims.  (CI.  146—3) 
1.  In  a  fruit  Juice  extractor,  vertically  mounted 
reamers,  means  for  rotating  them,  a  bracket  sus- 
pended above  the  reamers,  shutters  slldable  on 
the  bracket,  said  shutters  having  oppositely 
curved  Inner  edges  and  adapted  to  support  fruit 
and  engage  the  reamers  when  moving  with  rela- 
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tlon  to  the  reamers,  curved  fianges  at  the  inner 
edges  of  the  shutters  forming  cams  for  engaging 
the  reamers  mean.*;  for  forcing  the  .'^hutters  to- 
ward each  other,  a  suitably  guided  reciprocating 
sleeve    on  which  the  bracket  is  supported,  in- 


cover  mounted  thereon  and  provided  with  a  win- 
dowed display  opening,  a  display  tray  slidably 
mounted  upon  said  cover  at  said  windowed  open- 
ing and  normally  occupying  the  space  beneath 
said  opening,  a  holder  for  said  tray  detachably 


verted  cups  suspended  above  the  shutters,  means 
for  reciprocating  the  cups  with  relation  to  the 
reamers  and  shutters,  including  means  for  mov- 
ing the  sleeve  means  for  retummg  the  cups  and 
means  for  returning  the  sleeve  to  their  Initial 
po.sltions. 


2.017.961 

FLUID   CURRENT   MOTOR 

Frederic  Ferral.  Paris,  France 

Application   October  6.   1931.   Serial  No.   567.266. 

Renewed  June  21,  1935.     In  France  September 

1,  1931 

3  Claims.     (CL  170—5) 


1.  A  motor  operated  by  a  fluid  stream,  com- 
prising a  rotatable  member  adapted  to  be  driven 
by  the  fluid  stream,  a  stationary  distributor  for 
directing  the  fluid  stream  onto  the  rotatable 
member,  a  sucking  or  exhausting  device  consist- 
ing of  a  plurality  of  spaced,  hollow  boxes,  having 
substantially  triangular  cross-sections,  and  form- 
ing between  them  Internal  nozzles  converging 
outwardly  and  opening  on  the  periphery  of  the 
exhausting  device,  said  rotatable  member  being 
disposed  adjacent  the  exhausting  device  In  such 
manner  as  to  utilize  the  action  of  the  displace- 
ment of  fluid  caused  by  the  decrease  In  pressure 
produced  inside  said  exhausting  device  when  It 
is  surrounded  by  a  stream  of  fluid,  said  stream 
of  fluid  also  directly  influencing  said  rotatable 
member. 

2.017.962 
DISPLAY   RECEPTACLE 
Chester  E.  Fussnor    rieveland.   Ohio 
Application  December  22.  1934.  Serial  No.  758,816 
6  Claims.     (CI.  206—44) 
1.  In    a   display   receptacle   of   the  class   de- 
scribed,  in   combination,   a   main   receptacle,   a 


connected  with  said  cover  and  open  at  one  side 
to  permit  the  slidable  shifting  movement  of  the 
tray  when  the  cover  is  in  open  position,  and 
manlpulatable  holding  means  on  the  cover  for  de- 
tachably supporting  the  window  and  tray  holder 
on  the  cover. 


2.017,963 
VIBRATION   DA^TPER 
Walter  R.   Griswold,  Detroit.  Mich.,  assignor  to 
Packard  Motor  Car  Company.  Detroit,  Mich., 
a  corporation  of  Michigan 
Original   application   June    27,    1925,    Serial    N». 
39,896.     Divided  and  this  application  December 
2.  1931,  Serial  No.  578,520^-.    Renewed  May  20. 

1935 

19  Claims.      CI.  188—88) 


1.  A  damping  device  for  vehicle  springs  com- 
prising means  connected  between  the  vehicle  and 
the  spring  to  resist  flexure  of  the  latter,  means 
for  varying  the  resistance  of  the  first  said  means, 
and  an  inertia  device  operable  in  response  to  all 
relative  accelerative  movements  of  the  spring  and 
vehicle  in  excess  of  a  predetermined  relative  ac- 
celeration to  control  said  second  means. 


2  017.964 

TYPEWRITING   MACHINE 

George  F.  Handley,  Glendale.  N.  Y..  assignor  to 

Royal    Typewriter   Company,   Inc.,   New   York, 

N.  Y.,  a  corporation  of  New  York 
Application  May  2,  1935,  Serial  No.  19.482 
4  Claims.     (CI.  197—88) 

1.  An  escapement  mechanism  for  typewriting 
or  like  machines  comprising  a  frame,  an  escape- 
ment wheel  journaled  thereon,  a  trunnion  pivot- 
ed on  the  frame  below  the  wheel  for  rocking 
movements  about  a  plane  at  right  angles  to  the 
axis  of  the  escapement  wheel,  a  dog  rocker  piv- 
oted on  the  trunnion  to  rock  at)out  an  axis  dis- 
posed in  a  plane  parallel  to  the  axis  of  the  es- 
capement wheel,  a  fixed  dog,  a  stop,  and  a  pivoted 
dog  mounted  on  the  rocker  for  cooi^eration  with 
the  escapement  wheel  to  permit  the  latter  t-o  ro- 
tate intermittently  upon  rocking  movements  of 
the  rocker  about  the  trunnion  axis,  means  for 
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jrleldably  resisting  the  downward  rocking  move- 
ment of  the  rocker  about  Its  pivotal  connection 
with  the  trunnion  upon  successive  impacts  of  the 
pivoted  dog  against  the  stop  under  the  stepping 


influence  of  the  escapement  wheel  teeth,  and  a 
pin  and  slot  connection  between  the  trunnion  and 
the  rocker  for  limiting  the  upward  pivotal  move- 
ment of  the  rocker. 


2.017.965 

PRESSING  MACHINE 

Angus  F.  Hanney.  Cincinnati.  Ohio,  assignor  to 

The  American  Laondry  Machinery  Company. 

Cincinnati,  Ohio,  a  corporation  of  Ohio 

Application  March  17.  1934.  Serial  No.  716,072 

26  Claims,     t  Ci.  68 — 9 1 


rUM 


1.  In  a  press  of  the  class  described,  a  pair  of  co- 
acting  pressing  members  relatively  movable  later- 
ally into  and  out  of  registration  and  into  and  out 
of  pressure  engagement,  fluid  pressure  operated 
power  means  for  causing  said  movement  Into 
registration,  a  supply  of  fluid  under  pressure 
therefor,  and  control  means  for  supplying  fluid 
to  said  power  means  at  a  relatively  high  rate  to 
initiate  said  movement  toward  registration,  and 
thereafter  at  a  relatively  low  rate  to  maintain 
substantially  uniform  velocity  of  the  member 
moving  into  registering  positldn. 


2.017,966 
FLUID  PRESSURE  SWITCH 
Charles  J.  Hardison,  deceased,  late  of  St.  Peters- 
burg. Fla..  by  Betty  Hardison.  administratrix, 
Jacksonville,  Fla.:  said  Charles  J.  Hardison.  as- 
signor of  fifty-one  per  cent  to  Maxey  D.  Moody, 
Jacksonville,  Fla. 
Original  application  March  23,   1933.   Serial   No. 
662.401.     Divided  and  this  application  June  20. 
1934.  Serial  No.  731.513 

2  Claims.     (CL  200—62) 


1.  A  switch  comprising  a  cylinder  having  its 
inner  end  open  and  adapted  for  connection  with 
a  lubricating  system,  a  head  closing  the  outer  end 
of  said  cylinder  and  formed  with  an  opening,  a 
stationary  contact  carried  by  the  outer  end  por- 
tion of  said  cylinder  and  having  a  portion  ex- 
tending radially  therefrom,  a  bracket  extending 
from  said  cylinder  at  the  opposite  portion  thereof 
from  the  stationary  contact  and  having  an  arm 
projecting  outwardly  thereof,  a  movable  contact 
disposed  in  front  of  the  cylinder  and  the  radially 
extending  portion  of  the  stationary  contact,  a 
spring  strip  extending  from  an  end  of  the  mov- 
able contact  and  having  a  portion  extending  hori- 
zontally under  the  arm  of  said  bracket,  a  rigid 
strip  overlying  the  horizontal  portion  of  the 
spring  strip  and  projecting  forwardly  with  a  por- 
tion bent  to  form  a  stop  for  engaging  the  mov- 
able contact  and  limiting  movement  thereof  away 
from  the  stationary  contact,  an  insulated  fas- 
tener connecting  the  horizontal  portions  of  the 
spring  strip  and  stop  with  the  arm  of  said  bracket, 
a  piston  in  said  cylinder  having  a  stem  engaged 
through  the  opening  of  .said  head  and  contacting 
with  the  movable  contact  to  separate  the  contacts 
when  the  piston  is  moved  outwardly,  and  a  spring 
urging  the  piston  inwardly. 


2.017,967 

TEMPERATURE  CONTROLLING   APPARATUS 

FOR   INTERNAL  COMBUSTION   ENGINES 

Louis  G.  Hartdorn.  Forest  Hills.  N.  Y. 

Application  May  9.  1929.  Serial  No.  361,562 

14  Claims.     (CI.  123—174) 


1.  In  combination  with  an  engine,  a  thermostat. 

!  a  temperature  control  device  for  the  engine,  a 
connection  between  the  thermostat  and  the  device, 
a  backing  against  which  the  thermostat  may  re- 
act to  operate  said  device,  means  actuated  by  the 
engine  for  moving  said  backing  against  and  away 
from  said  thermostat,  and  mearis  for  positively 
locking  the  backing  in  advanced  position  against 

I  the  thermostat. 
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2.017,968 
ELECTRICALLY   OPERATED    SYSTEM 
Sidney  W.  Hetherington.  Piqua.  Ohio,  assignor  to 
Delco-Llght  Company.  Dayton,  Ohio,  a  corpo- 
ration of  Delaware 
Application  November  6.  1929.  Serial  No.  405.258 
8  Claims.     (CI.  230—18) 


1.  A  pumping  system  comprising  a  pump,  a 
motor  for  driving  said  pump,  a  single  switch  for 
automatically  maintaining  the  operation  of  said 
pump  between  predetermined  low  and  high  fluid 
pressure  limits  respectively,  said  switch  having 
incorporated  therein  pressure  responsive  means 
apart  from  the  pump  for  preventing  the  operation 
of  said  pump  whenever  the  fluid  pressure  of  said 
system  reaches  a  predetermined  pressure  limit 
beyond  said  first  named  limits  until  said  switch 
is  manually  reset. 

2,017.969 
KNITTING  MACHINE 
Henry  Harold  Holmes  and  Robert  Harold  Robin- 
son. Leicester,  England,  assignors  to  Wildt  and 
Company  Limited.  Leicester.  England,  a  British 
company 

Application  .Mav  25.  1934.  Serial  No.  727  540 

In  Great  BriUin  May  27.  1933 

7  Claims.     (CI.  66—134) 


1 .  Yam  feeding  mechanism  comprising  in  com- 
bination a  yarn  feeder  movable  into  and  out  from 
a  yarn  feeding  position,  a  yarn  gripper  associ- 
ated therewith  to  grip  the  yarn  at  such  a  posi- 
tion as  to  leave  a  free  trailing  end  thereof  ex- 
tending from  the  feeder  prior  to  the  actuation  of 
the  feeder  into  a  yarn  feeding  position,  and  means 
to  release  the  gripper  only  when  the  free  end  of 
yarn  presented  by  the  yarn  feeder  to  the  needles 
has  been  taken  by  at  least  one  needle. 

2.017.970 
DUMP  TRAILER 

Hiram    A.    Holier.   Pittsburg.   Kans..   assii^nor  to 
United  iron  Works  Company,  Pittsburg.  Kans.. 
a  corporation  of  Delaware 
Application  August  13.  1931,  Serial  No.  556.733 
1  Claim.     (01.  298— 30) 
A  dump  vehicle  including  a  frame,  a  body  on 
the  frame  having  a  bottom  dump  opening,  a  door 
hinged  at  one  end  to  the  body  for  closiiig  the  open- 
ing, a  shaft  rotatably  mounted  on  the  body  in  par- 
allel relation  to  and  adjacent  the  free  end  of  the 

7 


door,  a  latching  member  fixed  on  said  shaft  for 
latching  engagement  with  the  free  end  of  the 
door,  a  lever  fixed  to  the  shaft  and  normally  tend- 
ing to  rotate  the  shaft  by  weight  of  the  lever  to 
urge  said  latching  member  to  engagement  with 
the  door,  and  a  flexible   member  connected  to 


the  body  and  the  lever  for  holding  said  latch- 
ing member  in  the  path  of  said  free  end  of  the 
door  whereby  the  door,  when  moving  to  closed 
position,  can  displace  the  latching  member  and 
be  again  engaged  by  said  member  when  fully 
closed.  

2.017.971 

HAY  PRESS  FEEDER 

Willis  V.  Howard,  Leavenworth,  Kans. 

Application  February  24.  1932.  Serial  No.  594,772 

1  Claim.     (CI.  198—168) 


In  combination  With  a  baling  chamber  having 
an  inlet  for  the  insertion  of  material  to  be  baled, 
a  platform  on  which  the  material  is  forked  pre- 
paratory for  movement  to  the  baling  chamber, 
means  supporting  the  platform  with  the  delivery 
end  thereof  in  discharging  relation  with  said 
inlet,  rakes  movable  across  the  platform  in 
spaced  relation  with  each  other  so  that  when 
one  rake  is  moving  the  material  off  the  plat- 
form, another  rake  is  moving  Into  position  at 
the  other  end  of  the  platform  preparatory  to 
movement  of  material  forked  on  the  platform 
back  of  the  first  rake,  side  rails  extending  lon- 
gitudinally of  the  sides  of  the  platform  and 
having  ends  projecting  beyond  the  end  of  the 
platform  opposite  to  said  delivery  end  and  hav- 
ing inclined  end  portions,  and  a  hood  fixed  to 
said  inclined  ends  including  an  inclined  guard 
member  extending  upwardly  in  the  direction  of 
the  table  for  prevent  :ng  the  rake  that  is  moving 
into  position  from  interfering  with  forking  of 
material  onto  the  platform,  and  means  for  oper- 
ating the  rakes. 

2.017.972 
BEARING   FOR    PRINTING    PRESS    COITLES 
John  A.  Isbell.  Plainfield,  N.  J.,  assignor  to  Wood 
Newspaper  Machinery  Corporation,  New  York, 
N.  Y.,  a  corporation  of  Virginia 
Application  Marrh  20.  1933.  Serial  No.  661.819 
2  Claims.     (CL  308 — 60) 
1.  The  combination  of   two  shafts,   eccentric 
collars  for  said  shafts,  bearings  in  the  collars,  a 
pair  of  arcuate  shoes  on  the  collars  adjacent  to 
each  other  but  spaced  apart,  shaped  to  leave  a 
converging  passage  extending  through  the  space 
between  them,  a  member  located  in  said  passage 
having  a  wedge  portion  extending  from  end  to 
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end  of  said  passage,  means  whereby  said  wedge- 
shaped  member  can  be  moved  in  a  direction  to- 
wards its  smaller  end  to  force  the  shoes  against 
the  collars,  means  for  turning   said  collars   for 


adjustment,  and  yielding  means  always  tending 
to  force  the  wedge  shaped  member  toward  its 
smaller  end,  whereby  vibration  will  tighten  the 
wedge  shaped  member. 

2.017.973 

STEEL  BUILDING  UNIT 

Samuel  A.  Jenkins.  Hibbing,  Minn. 

Application  Julv  16,  1934.  Serial  No.  735,456 

13  Claims.     (CI.  72 — 48) 


1.  A  building  unit  formed  from  a  continuous 
length  of  sheet  metal,  comprising  end  and  side 
walls,  certain  of  said  walls  having  interlocking 
means  formed  therein  for  joining  the  unit  to  ad- 
jacent units,  and  a  partition  integral  with  one 
side  wall  and  extending  transversely  for  the  full 
width  of  the  un^t 

2.017.974 
METHOD  OF  AND  APPARATUS  FOR 
PLUMPING  CONCRETE 
Ott«  M.  Kastner.  Nordeney,  Orniany.  assignor 
to  Jacobas  C.  Kooyman.  Th€  Hacrue,  Nether- 
lands 
AppUcation  January  16.  1933.  Serial  No.  652,081 
In  France  March  8.  1930 
22  Claims.     (CI.  103—153) 


1.  In  a  pump  for  handling  concrete  mixtures, 
having  a  working  chamber,  a  pressure  member 
working  in  said  chamber,  and  a  material  passage 
communicating  with  said  chamber,  the  combina- 
tion of  a  valve  arranged  to  alternately  partially 
restrict  but  never  completely  close  said  passage 
and  to  remove  said  restriction.  In  timed  relation 


to  the  movements  of  said  pressure  member, 
whereby  flow  of  the  material,  which  may  freely 
occur  when  the  passage  is  unrestricted,  may  be 
prevented  when  it  is  restricted,  through  stowing 
of  the  material  at  the  restriction. 


2.017.975 
CONCRETE   PUMP 

Jacobus  C.  Kooyman.  The  Ha^ue.  Netherlands 

Application  January  16.  1933.  Serial  No.  652.077 

In  the  Netherlands  February  17.  1932 

24  Claims.     iCl.  103—227) 


1.  In  a  concrete  pump  having  a  pressure  cham- 
ber, a  pressure  member  working  therein.  Eind  a 
material  passage  communicating  therewith,  a 
seatless  valve  for  controlling  said  passage  in- 
cluding a  housing  and  an  oscillatory  valve  plug 
having  complete  circumferential  clearance  in  the 
zone  of  its  ports  between  itself  and  said  hous- 
ing at  aH  times  through  which  paste-flowable 
constituents  of  the  mixture  may  find  their  way. 
said  plug  having  an  aperture  providing  a  pair  of 
spaced  elements  at  opposite  sides  thereof;  said 
aperture  being  of  a  size  and  shape  to  provide  a 
stowage-avoiding  continuation  of  said  material 
passage  when  alined  therewith;  and  means  for 
intermittently  oscillating  said  valve  plug  between 
an  open  position,  in  which  its  aperture  is  in  axial 
alinement  with  the  passage  to  afford  unrestricted 
communication  with  the  pressure  chamber,  and  a 
position  in  which  said  aperture  is  angularly  dis- 
posed relative  to  the  passage  and  each  of  said 
spaced  elements  at  least  partially  restricts  said 
passage. 

20.  A  seatless  valve  for  handling  plastic  con- 
crete mixtures  of  paste,  fines  and  large  aggre- 
gate, comprising  a  housing  h  iving  a  port  of  sub- 
stantially larger  area  than  that  of  a  grading- 
screen  opening  through  which  the  largest  ag- 
gregate will  pass,  and  a  movable  valve  member 
in  said  housing  controlling  said  port  and  hav- 
ing a  passage  which  in  one  position  fully  opens 
the  port,  there  being  complete  clearance  at  all 
times  between  said  valve  member  and  its  hous- 
ing in  the  ported  zone  of  the  latter  through  which 
the  paste-flowable  constituents  of  the  mixture 
may  freely  pass, 

2.017.976 

COMPLEX     COMPOUND     OF     ALKAU-     AND 

ALKALINE   EARTH-METAL   HALIDES 

Walter    Kropp.    Wuppertal-Elberfeld.    Germany, 

assifnior  to  Winthrop  Chemical  Company.  Inc.. 

New  York.  N.  Y..  a  corporation  of  New  York 

No  Drawing.     Application  March  24.  1934.  Serial 

No.  717.267.    In  Germany  April  1.  1933 

7  Claims.     ICl.  260— 127) 

3  Complex  compounds  of  a  calcium  halide 
with  a  secondary  or  tertiary  amine  at  least  twice 
substituted  by  a  hydroxyalkyl  group,  which  com- 
plex compounds  form  white  crystalline  water- 
soluble  products. 

7.  A  complex  compound  of  calcium  bromide 
with  triethanolamlne.  which  complex  compound 
forms  white,  water-soluble  crystals. 
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2.017.977 
AUTOMATIC  BIAS  ELIMINATOR 

Henry  Ladner.  Jersey  City,  N.  J.,  assignor  to 
American  Telephone  &  Telegraph  Company,  a 
corporation  of  .New  York 

Application  October  25,  1932,  Serial  No.  639.520 
1  Claim.     (CI.  178—88) 


1- 1 =<»»* 


In  an  electrical  transmission  system,  a  source 
of  electrical  impulses,  a  relay  at  a  point  distant 
from  said  source,  said  relay  including  an  arma- 
ture and  two  windings  oppositely  poled,  the  first  of 
said  windings  being  adapted  to  operate  the  arma- 
ture to  a  position  indicative  of  the  start  of  the 
electrical  pulse  and  the  second  of  said  windings 
being  adapted  to  operate  the  armature  to  a  posi- 
tion indicative  of  the  termination  of  said  pulse,  a 
first  rectifier  adapted  to  impress  rectified  received 
energy  on  said  first  winding,  a  second  rectifier 
adapted  to  impress  rectified  received  energy  on 
said  second  winding,  and  means  in  the  output  cir- 
cuit of  said  second  rectifier  for  retarding  the 
growth  and  decay  of  the  energy  in  said  circuit. 


2,017,978 

SAFETY  VALVE  FOR  PNEl^ATIC  TIRES 

Alex  Lapp.  Clereland.  Ohio 

Application  December  9.  1933.  Serial  No.  701.713 

2  Claims.      (CI.  152—11.5) 


1.  A  safety  valve  for  pneumatic  tires  compris- 
ing an  elongated  casing  having  an  open  outer  end, 
an  air  exhaust  opening,  a  sight  opening,  and  a 
partition  formed  in  the  bore  thereof  inwardly  of 
said  openings,  said  partition  being  constructed  to 
provide  an  annular  valve  seat  and  an  internally 
threaded  sleeve  spaced  axial ly  from  said  seat  to 
form  an  air  companmeni  between  the  seat  and 
sleeve,  an  air  tube  arranged  within  said  casing 
to  be  threaded  into  said  partition  sleeve  and  to 
project  through  the  open  outer  end  of  the  casing, 
said  tube  having  an  opening  connecting  its  bore 
with  said  air  cc«npartment  and  an  air  Inlet  check 
valve  adjacent  its  outer  end,  a  safety  exhaust 
valve  slidable  on  said  tube  to  cooperate  with  the 
valve  seat  for  closing  the  outer  side  of  said  air 
compartment,  said  exhaust  valve  being  of  proper 
dimension  to  permit  air  to  pass  by  the  same  to 
discharge  through  said  air  exhaust  opening  as 


soon  as  said  valve  leaves  its  seat,  a  spring  en- 
circling said  tube  to  bear  against  said  exhaust 
valve  for  holding  said  valve  seated  until  a  pre- 
determined pressure  is  reached  in  said  air  cham- 
ber, a  member  adjustably  guided  on  said  tube  to 
compress  the  spring  against  the  exhaust  valve  for 
holding  the  valve  seated  until  the  desired  air 
pressure  is  reached  in  said  air  compartment,  said 
member  having  calibrations  thereon  to  be  seen 
through  said  sight  opening,  and  means  operable 
from  the  exterior  of  the  casing  for  adjusting  said 
member  to  vary  the  spring  pressure  on  said  ex- 
haust valve. 


2.017.979 

CAMERA 

Alfred  Croger  Mayo.  Richmond.  England 

Application  September  12.  1934.  Serial  No.  743,775 

In  Great  Britain  September  22.  1933 

13  Claims.     tCl.  95 — 31) 


1.  In  a  camera  a  focal-plane  shutter  compris- 
ing in  combination  a  back-plate  with  a  picture- 
aperture  therein  means  to  hold  a  light-sensitive 
surface  close  against  the  back  of  the  picture- 
aperture  in  the  back-plate,  a  shutter-plate  with 
an  exposure-aperture  therein,  mounted  to  slide 
on  the  front  of  the  back-plate,  yielding  means  to 
urge  the  shutter-plate  across  the  picture-aper- 
ture, setting  means  to  retract  the  shutter-plate 
against  said  yielding  means  into  "set"  position 
at  one  side  of  said  aperture,  a  releasable-catch 
to  hold  said  shutter-plate  in  set  position,  means 
for  covering  the  aperture  in  the  shutter-plate 
comprising  a  covering-plate  closely  overlying  the 
shutter-plate,  slidable  relatively  thereto,  provided 
with  an  exposure-aperture  adapted  to  coincide 
with  the  exposure-aperture  in  the  shutter-plate, 
yieldingly  urged  in  such  a  direction  that  said  ex- 
posure-apertures coincide,  and  provided  with  an 
abutment  for  engagement  with  the  setting  means 
so  that  movement  in  the  setting  direction  causes 
the  covering-plate  to  slide  over  the  shutter-plate 
to  close  the  said  apertures  during  the  setting  op- 
eration. 


2.017.980 

CRYSTALLIZATION   OF   MANGANESE 

NITRATE  HYDRATE 

Howard  S.  McQuaid.  Lakewood,  Ohio,  assignor  to 

The   Grasselll   Chemical   Company,   Cleveland, 

Ohio,  a  corporation  of  Delaware 

No  Drawing.    Application  October  25.  1933, 

Serial  No.  695.163 

3  Claims.     (CI.  23— 102 1 

2.  The  process  of  crystallizing  a  manganese 
nitrate  hydrate  by  stirring  its  melt  with  solid  car- 
bon dioxide  in  direct,  intimate  contact  with  said 
melt. 

3.  Manganese  nitrate  hydrate  in  the  form  of 
separate  crystals,  a  mass  of  such  crystals  re- 
sembling light,  dry  snow. 


756 


OFFICIAL  GAZETTE 


OCTOBEB  22. 1U35 


OcTOBEit  22, 19tS 


U.  S.  PATENT  OFFICE 


757 


2,017.981 

CARDING  MACHINE  CLEANER 

James  E.  McWilliam,  North  Oxford.  Mass. 

AppUcation  Au^st  28.  1933.  Serial  No.  687.091 
3  Claims.     (CI.  19—108) 


1.  In  a  carding  machine,  the  combination  with 
a  main  cyUnder  having  teeth  on  its  surface,  a 
fancy  engaging  the  surface  of  the  main  cylinder, 
workers,  a  stripper  for  each  worker,  and  a  rotary 
cleaning  roll  between  two  adjacent  workers  hav- 
ing teeth  extending  backwardly  with  respect  to 
its  direction  of  rotation  and  projecting  into  the 
teeth  of  the  main  cylinder  farther  than  the  teeth 
of  the  fancy  do. 

2.017.982 

SOLE   PRESSING    PAD 

Frank   R.   Merritt,  Haverhill.   Mass..   assi^rnor  to 

United  Shoe  Machinery  Corporation,  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  May  22.  1933,  Serial  No.  672.131 

In  Great  Britain  October  15.  1932 

27  Claims.     (CI.  12—38) 


/ 
^^ 


,-^»# 


^^         'to. 


27.  A  pad  structure  for  use  in  pressing  soles  on 
shoe  bottoms  comprising  a  rubber  member  hav- 
ing a  shoe  receiving  surface  conforming  approxi- 
mately to  the  profile  of  a  shoe  bottom,  the  oppo- 
site surface  of  said  member  being  provided  with  a 
groove  comprising  two  portions  extending  length- 
wise of  the  pad  and  separated  by  a  distance  ap- 
proximately the  width  of  the  shoe  bottom,  said 
two  portions  of  the  groove  being  connected  by  a 
curved  portion  at  the  toe  end  of  the  shoe,  said 
opposite  surface  also  having  a  transversely  ex- 
tending groove  underlying  the  break  line  of  the 
sole  of  a  shoe  operatively  positioned  on  the  rub- 
ber member,  said  rubber  member  resting  upon  a 
harder  rubber  member  the  surface  of  which  op- 
posite to  that  engaged  by  the  first  rubber  mem- 
ber is  provided  with  a  transversely  extending 
groove  substantially  underlying  the  transverse 
groove  cf  the  first  rubber  member. 

2.017.983 

FRL^T  PICKER 

Peter  P.  Moirnet  and  Jacob  G.  Dumbauid. 

Somerset.  Pa. 

Application  September  25.  1934,  Serial  No.  745.466 

4  Claims.     (CI.  56 — 334 » 

1.  A  fruit  picker  comprising  a  tubular  handle, 

a  substantially  frusto-comcal  member  having  an 


Integral  pin  fitting  within  one  end  of  the  han- 
dle, a  cage  includmg  a  pair  of  side  members 
secured  at  one  end  to  said  frusto-conlcal  mem- 
ber, said  side  members  having  free  ends  provided 
with  crotch  portions  for  straddling  a  branch  of 


tf  - 


a  tree,  a  pair  of  cooperating  jaws  pivoted  be- 
tween the  side  members  on  shafts  disposed  at 
right  angles  to  the  side  members,  and  means  for 
swinging  said  jaws  into  open  and  closed  posi- 
tions including  a  rod  slidably  engaged  with  said 
handle. 


2.017,984 
GARMENT  ATTACHMENT 

Emanuel  Morells.   Rochester.   N.   Y..    as.sijfnor   to 
Michaels,  Stern  &  Co..  Rochester,  N.  Y..  a  part- 
nership 
Application  October  17,  1933.  Serial  No.  693,963 
2  Claims.     (CI.  2—93) 


1.  In  a  garment  having  a  collar  portion,  a  back 
and  a  lining  and  for  the  purposes  described,  the 
combination  therewith  of  a  downwardly  tapering 
pad  secured  between  the  back  and  the  lining  with 
its  broader  upper  edge  at  the  base  of  the  collar, 
said  pad  compn.slng  a  triangular  envelope  having 
a  filling  of  soft  material. 


2,017.985 
MANUFACTURE  OF  CELLULOSE 
Erich    Opfermann.    Berlin-Charlottenburr,    and 
Gustav- Adolf    Feldtmann,   Dessau    in    Anhalt. 
Germany,   assifoiors   to   I.   G.   Farbenlndustrie 
Aktienfesellschaft.   Frankfort  -  on  -  the  -  Main, 
Germany,  a  corporation  of  Germany 
No  Drawinf.    Application  June  9.  1933.  Serial  No. 
675.116.     In  Germany  June  15.  1932 
14  Claims.      (CI.  92 — 9) 
1    A  process  of  manufacturing  cellulo.se  which 
comprises  treating  a  cellulose  pulp  obtained   by 
alkaline  digestion  with  chlorine  while  maintain- 
ing during  the  chlorination  a  pH-value  between 
6  .md  9  by  continuous  addition  of  alkali. 


2,017,986 
TUCKER 
Hale  Paxton.  Redlands.  Calif.,  assigrnor  to  Paxton 
Credit  Corporation,  Sanger.  Calif.,  a  corpora- 
tion of  California 
Application  February  13,  1931,  Serial  No.  515.509 
3  Claims.     (CI.  1—10) 

^s 


1.  In  combinaticMi:  a  box  support;  a  lid  presser 
head  dispcsed  thcreabove:  means  for  accurately 
posltionmg  a  box  longitudinally  on  said  box  sup- 
port; end  tuckers  normally  disposed  over  end 
portions  of  said  box  when  the  latter  is  positioned 
as  aforesaid,  arm  means  extending  outwardly 
from  said  tuckers  when  the  latter  are  normally 
positioned;  tucker  support  means  rigidly  mounted 
on  said  presser  head,  said  tucker  arm  means  being 
pivotally  connected  to  said  support  means  on  axes 
disposed  outwardly  from  over  said  box.  Inward 
and  outward  movement  of  said  tuckers  being 
limited  substantially  to  those  movements  thereof 
which  are  occasioned  by  rotation  of  said  arm 
means  about  said  pivotal  connections;  and  means 
causing  relative  movement  between  said  head  and 
said  box  support  to  pre.ss  a  lid  on  said  box,  said 
tuckers  being  actuated  to  tuck  the  overflow  in- 
wardly and  then  withdraw  from  over  said  box 
ends  by  engagement  of  said  tuckers  with  said  box 
and  said  overflow  Incidental  to  said  relative  verti- 
cal movement. 


2  017  987 
AUTOMATIC   FRUIT  TUCKER 

Hale  Paxton,  Redlands,  Calif.,  assignor  to  Paxton 
Credit  Corporation,  Sanger,  Calif.,  a  corpora- 
tion of  California 

AppUcation  May  24.  1932.  Serial  No.  613.224 
Renewed  May  7,  1935 
18  Claims.     (CI.  1—10) 


t 
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for  pressing  a  lid  onto  said  box;  means  for  tuck- 
ing end  portions  of  said  crown  inwardly  between 
said  box  and  said  lid  during  said  pressing  oper- 
ation; means  for  flushing  side  portions  of  said 
crown  between  said  box  and  said  lid  during  said 
pressing  operation;  and  means  for  operating  said 
side  flushing  means  from  said  end  tucking 
means. 


2.017.988 

CARTRIDGE  CLIP 

John  D.  Pedersen.  Jackson,  Wyo. 

Application  August  2.  1929.  Serial  No.  383,030 

Renewed  February  13,  1931 

9  Claims.     iCl.  42 — 87) 


1.  A  cartridge  clip  arranged  to  hold  a  stack  of 
cartridges  in  staggered  relation  formed  in  a 
double  row  with  one  row  higher  than  the  other, 
said  clip  comprising  a  back  and  two  sides  for 
embracing  the  stack,  said  sides  extending  for- 
wardly  from  said  back  to  engage  said  cartridges 
at  points  distantly  spaced  from  the  bases  of  said 
cartridges,  and  the  side  of  said  clip  engaging  the 
lower  row  of  said  stack  having  a  shoulder  near 
its  forward  edge  and  below  Its  top  edge  for 
abutting  the  upmost  cartridge  of  said  lower  row. 


2,017,989 
AUTOMATIC  CLUTCH  MECHANISM 

Eugene  S.  Pleasonton.  Ossining.  N.  Y..  assignor  to 
.\utomatic    Drive    &    Transmission    Company, 
Gloucester  City,  N.  J.,  a  corporation   of  New 
Jersey 
Application  March  15,  1934,  Serial  No.  715,733 
29  Claims.     (CI.  192—13) 


1.  In  a  lidding  machine  the  combination  of: 
means  for  supporting  a  crown  packed  box ;  means 


1.  In  a  clutch  mechanism  of  the  character  hav- 
ing parts  which  may  be  moved  into  one  position 
so  as  to  render  clutch  engagement  speed  respon- 
sive, and  which  may  be  moved  into  another  posi- 
tion to  render  clutch  engagement  non-speed  re- 
sponsive, a  driven  member:  braking  means  adapt- 
ed to  exert  braking  influences  upon  said  driven 
member;  and  common  means  for  moving  said 
clutch  parts  into  said  second  named  f)osition  and 
actuating  said  braking  means. 
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2.017.990 

ADHESIVE  DISPENSIN(;  RECEPTACLE 

Eugene  J.  Ray.  Bfverly.  Mass..  assignor  to  United 

Shoe  Machinery  Corporation,  Paterson.  N.  J.,  a 

corporation  of  New  Jersey 

Application   May    13.    1933.    Serial  No.   670^8 

19  Claims.      CI.  91—67.1) 


1.  In  a  dispensing  device  for  cements,  a  re- 
ceptacle, a  support  on  the  receptacle  for  holding 
an  inverted  supply  tank  in  p>osition  to  supply  the 
receptacle,  said  receptacle  having  a  top  open- 
ing at  one  side  of  said  support,  a  cover  for  said 
opening  hinged  to  the  receptacle,  and  a  spring 
constructed  and  arranged  to  hold  said  cover  either 
in  a  closed  position  against  the  top  of  the  re- 
ceptacle or  in  an  open  position  against  the  sup- 
port for  the  tank. 


2,017.991 
OVEN  CONVEYER 

Laurent    Rondolin,    Bermondsey.    England,    as- 
signor   to    Peek    Frean    &    Company    Limited,. 
London,     England,     and     Laurent     Rondolin, 
London,  England 

Application  June  27.  1935,  Serial  No.  28.739 

In  Great  Britain  November  29,  1934 

7  Claims.      (CI.  107—57) 


1.  In  an  oven,  a  skeleton  endless  conveyer,  a 
non-perforated  support  In  relation  to  which  one 
run  of  the  .skeleton  conveyer  is  in  close  juxta- 
po.sition.  and  means  whereby  the  said  run  can  be 
separated  from  the  companion  support. 


2.017,992 
TIMER 

Carl   W.    Schrelber,   Alton,   111.,   and   Leonard   D. 
Soubier.    Toledo.    Ohio,    assignors    to    Owens- 
Illinois  Glass  Company,  a  corporation  of  Ohio 
Application  September  14.  1933.  Serial  No.  689,490 
11  Claims.     iCl.  161— 7  i 
1.  In   a  timer,   a  continuously   rotating   .shaft. 
a  plurality  of  drums  rotatively  supported  on  the 
shaft,  radial  fingers  carried  by  said  drums,  means 
for  operatively  connecting  the  drum.s  and  shaft 
at  regular  time  intervals  including  roller  clutches 
individual  to  the  drums   means  normally  holding 
the   clutch    rollers    moperative,    and    mechanism 


operating   said   holding   means  to   effect  move- 
ment of  the   clutch  rollers  in  a  predetermined 
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order  and  thereby  effect  driving  connection  be- 
tween said  drums  and  shaft. 


2.017,993 
RESIN  AND  COATINfi   OR   PLASTIC  COMPO- 
SITION C  ONTAINING   THE  SAME 
George  \\'.   Seymour,  Cumberland,  Md.,  assignor 
to  Celanese  Corporation  of  .\mcrlca.  a  corpora- 
tion of  Dei.iware 

No  Drawing      Application  April  16,  1932, 
Serial  No.  H05.791 
1   Claim.      (CI.  260—2) 
Method   of  prcpar.ng  a  synthetic  resin  com- 
prising reacting   100  parts  by  weight  of  phenol 
with  substantially  175  parts  by  weight  of  sulfur 
dichloride  at  temperatures  below  20'  C.  and  then 
removing  all  the  uncombined   sulfur  dichloride 
at    temperatures   not    substantially   above   room 
temperatures  and  then  hardening   the  resin  by 
fusing  the  same. 

2.017.994 
PIPE  JOINT 

Ferdinand  J.  Spang.  Butler,  Pa. 

Application  January  12.  1932.  Serial  No.  586,118 

6  Claims.     (CL  285— 196) 
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1.  A  pipe  Joint  including  a  casing  element  hav- 
ing a  pipe  stop  interior  thereof  and  pipe  cen- 
tering means,  a  longitudinally  movable  spring 
pressed  element  within  the  casing  and  cooperat- 
ing therewith  for  yieldingly  connecting  a  pipe 
section  to  the  joint,  and  a  self -sealing  cup-pack- 
ing element  within  the  casing  engaging  the  outer 
surface  of  a  pipe  section  entered  therein  and  the 
interior  of  the  casing. 


2,017.99.T 

USE  OF   SIXPHONATED   ORGANIC 

COMPOINDS 

Edmund  Stanlev,  Henry  Charles  Olpin.  and 
George  Holland  Ellis,  Spondon.  near  Derby, 
England,  assignors  to  Olanese  Corporation  of 
.America,  a  corporation  of  Delaware 
No  Drawing.  .Application  November  ?,.  1930, 
Serial  No.  493.224  In  (;reat  Britain  December 
10,   1929 

16  Claims.     (CI.  8—5) 
1.  Process  for  the  coloration  of  materials  com- 
prising organic  .substitution  derivatives  of  cellu- 
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lose,  comprising  applying  thereto  a  relatively  in- 
soluble coloring  compound  in  the  form  of  an 
aqueous  dispersion  obtained  with  the  aid  of  a 
sulphonated  condensation  product  of  a  higher 
alcohol  and  a  cyclic  compound. 


2.017.996 

VEHICLE  VENTILATOR 

William  L.  Stonehouse.  Detroit.  Mich. 

Application  June  22,  1933.  Serial  No.  677,048 

4  Claims.     (CI.  98— 2 j 


1.  In  combination  with  a  vehicle  body,  venti- 
lating means  therefor  including  a  window  open- 
ing having  a  vertically  slidable  window  closure 
therein,  a  baffle  angularly  arranged  near  the  top 
of  the  opening  and  lying  closer  to  the  plane  of 
the  closure  at  Its  bottom  than  at  its  top,  said  baffle 
being  opened  at  its  ends,  whereby  air  may  flow 
through  the  opening  around  either  end  of  the 
baffle,  and  regulatable  means  for  controlling  the 
flow  of  air  around  the  rear  end  of  the  baffle. 


2.017.997 
SYNCHRONIZING   MEANS  FOR  TRANS- 
MISSION MECHANISMS 
Horace  T.  Thomas,  Lansing,  Mich.,  assignor   to 
Reo  Motor  Car  Company.  Lansing.  Mich.,  a  cor- 
poration uf  Michigan 
Application  August  15.  1932.  Serial  No.  628,937 
4  Claims.     (CL  192—53) 


1.  In  a  transmission  mechanism,  the  combina- 
tion with  axially  aligned  shaft  members  and  co- 
operating clutch  members  carried  thereby,  of 
synchronizing  means  comprising  a  tongue  pro- 
jecting from  one  of  said  shaft  members  Into  a 
cylindrical  recess  in  the  other  of  said  shaft  mem- 
bers, said  tongue  having  a  flat  face,  a  shoe  of 
relatively  small  mass  having  a  segmental  face  for 
fitting  the  cylindrical  face  of  said  recess  and  a  flat 
face  for  engaging  the  flat  face  of  said  tongue,  and 
a  spring  for  yieldably  pressing  said  shoe  into  fric- 
tional  contact  with  the  wall  of  said  cylindrical 
recess  with  a  predetermined  limited  pressure. 


2.017.998 
MACHINE  FOR  FORMING  HOLLOW  GLASS 

ARTICLES 

William  H.  Watkins,   San  Francisco    Calif.,  and 
Clarence    C.    Kinker.    .^Iton.    III.,    assignors    to 
Owens-Illinois  (ilass  Company,  a  corporation  of 
Ohio 
Application  May  15.   1934,  Serial  No.  725,718 

13  Claims.      (CI.  49—9) 
1.  In  combination,  an  annular  series  of  partible 

finishing  molds  mounted  for  rotation  about  a  ver- 


tical axis  whereby  they  are  brought  in  succession 
to  blank  transferring  and  article  remonng  sta- 
tions, bottom  plate  holders  individual  to  and  mov- 
ing with  the  molds,  a  bottom  plate  mounted  in 
each  holder  for  free  vertical  movement  relative 
thereto,  said  mold  and  bottom  plate  hanng  co- 
operating faces  which  during  closing  of  the  mold 
at  the  transferring  station  lift  the  bottom  plate 
to  its  uppermost  position,  means  for  closing  the 
molds  at  the  blank  transferring  station,  means 


^^^^ 


for  op>ening  the  molds  as  they  approach  the  arti- 
cle removing  station,  means  supporting  the  mold 
bottom  plates  against  appreciable  dropping  dur- 
ing and  for  a  predetermined  period  following 
opening  of  the  molds  in  advance  of  arrival  at  the 
article  removing  station,  and  separate  bottom 
plate  supporting  means  holding  the  plates  against 
dropping  during  a  predetermined  period  of  the 
time  the  molds  occupy  the  article  discharging  sta- 
tion and  then  allowing  the  plates  to  move  to  their 
lowermost  positioi*. 


2,017.999 
HYDRAULIC  ACTUATING   MECHANISM  FOR 

M.ACHINE   TOOLS 

Donald  H.  West,  Marlboro.  Mass..  assignor  to  The 

Lapointe     Machine     Tool    Company,     Hudson, 

Mass.,  a  corporation  of  Maine 

Application  April  22.  1931.  Serial  No.  532,001 

1  Claim.     (CL  121—45) 
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In  a  machine  having  a  reciprocating  member 
and  an  actuating  mechanism  therefor  including 
a  cylinder  and  piston  by  which  all  movements 
of  said  member  are  effected  and  said  piston  hav- 
ing a  piston  rod  extending  out  through  one  end 
only  of  said  cylinder,  in  combination,  means  to 
supply  liquid  under  pressure  and  at  a  constant 
rate  to  said  cylinder,  and  control  valve  mecha- 
nism including  a  speed  control  valve,  a  revers- 
ing valve,  and  liquid-conducting  connections  be- 
tween said  valves  and  said  cylmder.  said  re- 
versing valve  being  located  in  said  connections 
between  said  speed  control  valve  and  said  cyl- 
inder,  said   control   and   reversing    valves   being 
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movable  to  different  positions  and  thereby  estab- 
lishing different  liquid  circuits  through  said  con- 
nections between  said  valves  and  the  two  ends 
of  said  cylinder,  said  control  and  reversing  valves 
in  one  position  connecting  the  two  ends  of  said 
cylinder  and  effecting  a  working  stroke  of  said 
reciprocating  member  in  one  direction  at  a  rela- 
tively high  speed  by  delivery  of  liquid  under  pres- 
sure to  said  cylinder  at  a  constant  rate,  and  said 
control  and  reversing  valves  in  a  second  rela- 
tive position  connecting  the  piston  rod  end  of 
said  cylinder  to  the  exhaust  and  effecting  a 
working  stroke  of  said  reciprocating  member  at 
a  relatively  low  speed  m  the  same  direction  by 
delivery  of  liquid  to  said  cylinder  at  the  same 
rate,  and  said  control  and  reversing  valves  In  a 
third  relative  position  connecting  the  piston  rod 
end  to  the  pressure  supply  and  the  pressure  end 
to  the  exhaust  and  effecting  return  movement 
of  said  reciprocating  member  by  delivery  of  liq- 
uid to  said  cylinder  at  the  same  rate. 


2.018,000 
CAN  WASHING   MACHINE 

Lester  J.  Williams.  CanastoU.  N.  Y. 

Application  July  15.  1930.  Serial  No.  468.185 

3  Claims.     (CI.  141—7) 


3.  A  machine  for  washing  cans  having  flanged 
cover  receiving  ends,  combining  a  washing  unit, 
means  for  supporting  the  cans  in  inverted  posi- 
tion, a  movable  member  on  said  supporting  means 
adapted  to  be  moved  by  the  cans  and  having  a 
flange  adapted  to  overly  the  can  flange  to  prevent 
its  overturning  and  means  connecting  the  mov- 
able member  and  the  washing  unit  so  that  move- 
ment of  the  member  operates  the  unit. 


2.018.001 
AIRCRAFT 

Constantine  L.  Zakhartchenko.  B«echharst.  Long 
Island,  N.  Y..  assignor  to  Ze«  Aircraft  Corpora- 
tion, a  corporation  of  New  York 
Application  Jane  27,  1931.  Serial  No.  547.212 

5  culms.  (CI.  244 — 12) 
1.  In  an  airplane,  a  wing  with  means  for  vir- 
tually dividing  it  in  flight  into  a  few  panels  of 
small  aspect  ratio,  by  the  action  of  a  strong,  lo- 
calized atmospheric  jet  striking  up  through  the 
front  of  the  wing  and  cleaving  the  smooth  air- 
flow around  the  wing  without  spread  of  disturb- 
ance along  the  span  and  without  materially  af- 
fecting the  magnitude  of  maximum  lift,  said 
means  consisting  of  a  single  slot  of  vertical  char- 
acter, substantially  free  and  unobstructed,  of 
small  dimension  along  the  span,  and  extending 


from  the  leading  edge  rearward,  the  upper  limit 
for  the  depth  of  said  slot  being  substantially  25% 
of  the  cnord  and  the  upper  limit  for  the  width 


of  said  slot  being  about  10%  of  the  chord,  and 
means  for  opening  and  closing  the  slot,  substan- 
tially as  set  forth. 

2,018.002 
BOTTLE  SHELF 

Howard   W.   Avery.   Detroit,  Mich.,  assifrnor.   by 
mesne  assirnments,  to  Borg-Wamer  Corpora- 
tion, a  corporation  of  Illinois 
Application  June  21.  1933.  Serial  No.  676.807 
6  Claims.     (CI.  211— 153) 


-j-J. 


^^^^^m. 


2.  In  a  refrigerator  provided  with  a  shelf  ex- 
tending thereacross  for  supporting  articles  to  be 
cooled  in  the  interior  thereof,  an  apparatus  for 
supporting  bottles  comprising  a  carnage  having 
means  for  slidably  supporting  tht>  latter  beneath 
said  shelf,  said  carnage  being  provided  with 
supporting  members  extending  longitudinally 
thereof  and  having  an  open  space  between  the 
same,  said  members  bemg  adapted  to  removably 
support  in  parallel  relation  on  said  carriage  a 
plurality  of  bottles  disposed  adjacent  said  shelf. 

2  018  003 

ROOT  WATERING  TOOL 

Leonard  E.  Axtell.  Blair.  Nebr. 

Application  June  6.  1934.  Serial  No.  729,225 

4  Claims.       CI.  47—49) 


1.  A  plant  watering  tool  comprising  a  plurality 
of  Intercommunicating  tubular  tines  having 
pointed  ends  and  a  foot  rest  for  facilitating  forc- 
ing the  tines  Into  soil,  said  tines  provided  with 
outlet  ports  adjacent  their  pointed  ends,  an  inlet 
port  for  the  tines  having  a  hose  ronnertion  for 
a  communication  with  a  source  of  water  supply, 
and  a  cut-off  valve  carried  by  the  tool  for  regu- 
lating the  amount  of  water  communicated  to  the 
outlet  ports. 
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2,018,004 
CONTAINER  AND  CLOSURE  THEREFOR 
Herbert    A.    Barnby,    Toledo,    Ohio,    assignor    to 
Owens-Illinois  Glass  Company,  a  corporation 
of  Ohio 

Application  April  12,  1933,  Serial  No.  665,705 
2  Claims.     (CI.  2 IS— 52) 


1.  A  closure  comprising  a  circular  top  portion, 
a  continuous  flange  depending  from  the  margin 
thereof,  an  internal  collapsible  bead  at  the  lower 
margin  of  said  flange  providing  an  external  chan- 
nel, and  a  gasket  arranged  in  .said  channel,  the 
walls  of  said  channel  prior  to  collapse  thereof  be- 
ing disposed  substantially  at  right  angles  to  each 
other. 


2.018.005 

SEALING  MEANS  FOR  EMPTY  CONTAINERS 

Herbert    A.    Barnby.    Toledo,    Ohio,    assignor    to 

Owens-Illinois   Glass  Company,   a  corporation 

of  Ohio 

Application  November  17.  1933,  Serial  No.  698.473 

4  Claims.     (CI.  206 — 46) 


_i    5     i __\  i-.  it!  '; 


3.  A  package  comprising  a  carton,  hollow  empty 
glass  articles  packed  in  said  carton  with  their 
mouths  in  substantially  the  same  plane,  and  a 
sheet  or  layer  of  sealing  material  separate  from 
the  carton  overlying  said  mouths  and  in  sealing 
contact  therewith,  said  sheet  having  an  adhe- 
sive surface  which  will  adhere  to  the  mouths  of 
the  articles. 


2.018.006 
METAL  CLOSURE 
Herbert   A.    Barnby,    Toledo.    Ohio,    assignor   to 
The  Closure   Service   Company,  a  corporation 
of  Ohio 

Application  March  9,  1935.  Serial  No.  10,273 
6  Claims.     (CL  215 — 43) 


1.  In  combination,  a  container  having  an  ex- 
ternally screw  threaded  neck  defining  a  filling 
and  discharge  opening,  a  closure  for  said  opening 
comprising  a  top  portion,  a  sealing  gasket,  a 
threaded  attaching  flange  extending  about  and 
depending  from  the  margin  of  said  top  portion 
and  means  providing  rotary  connection  between 
the  flange  and  top  portion  but  restricting  the  rela- 
tive rotation  to  less  than  a  complete  revolution 
of  either  the  flange  or  top  portion. 


2.018.007 

SIDETRACKING  TOOL 

William  G.  Brewster,  Long  Beach,  Calif. 

Apphcalion  December  19.  1933.  Serial  No.  703.091 

5  Claims.     (CI.  255 — 1) 


1.  A  sidetracking  tool  comprising  a  casing,  the 
lower  end  of  said  casing  being  at  an  obtuse  angle 
to  the  upper  end  of  the  casing,  means  on  the  cas- 
ing whereby  it  is  non-rotatably  held  in  the  hole, 
a  mandrel  extending  thru  the  casing  and  rotat- 
able  therein,  a  bit  on  the  lower  end  of  said  man- 
drel, a  universal  joint  in  said  mandrel,  a  shear  pin 
extending  thru  the  casing  into  the  mandrel,  said 
mandrel  being  longitudinally  slidable  in  the  cas- 
ing whereby  the  shear  pin  is  severed. 


2.018.008 
JOURNAL  BOX 
Richard  J.  Brittain,  Jr.,  Bloomfleld,  and  Otto  W. 
Young,  East  Orange,  N.  J.,  assignors  to  General 
Motors   Corporation.   Detroit.   Mich.,   a   corpo- 
ration of  Delaware 

Application  Julv  12.  1932.  Serial  No.  622,100 
9  Claims.     (CL  308 — 41) 


1.  In  a  device  of  the  character  described,  a 
journal  box  having  an  end  wall,  a  shaft  journalled 
in  the  box.  a  thrust  block  interposed  between  the 
shaft  and  the  end  wEill.  a  ring  in  the  box  and  hav- 
ing a  portion  abutting  against  the  end  wall,  a 
bearing  sleeve  in  the  box  and  holding  said  ring 
against  ihe  abutment,  the  ring  having  an  internal 
flange  projecting  inwardly  towards  the  center  of 
the  ring  and  located  in  a  plane  beyond  the  end 
of  the  shaft,  and  the  thrust  block  having  a  por- 
tion projecting  outwardly  and  overlapping  the 
internal  flange  and  lying  between  the  latter  and 
the  end  wall  of  the  box  whereby  the  thrust  block  Is 
held  from  movement  towards  the  shaft  by  th'^ 
internal  flange;  substantially  as  describedr 
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2.018.009 
KEY  RETAINING   MEMBER 
Warner  R.  Buxton,  Lonjfmeadow.  Mass.,  as-slgnor 
l«  Buxton,  Incorporated.  Springfield.  Mass  .  a 
corporation  of  Massachusetts 

Serial  No.  736,822 
2  Claims.     iCl.  5&— 98) 


.Application  July  25.  1934, 


1.  A  key  retaining  member,  comprising,  a  stir- 
rup-shaped Icop  of  stiff  spring  wire  having  its 
sides  brought  together  to  form  a  neck  portion 
and  a  ball-shaped  head  portion  at  the  upper  end. 
said  wire  having  each  end  upset  into  substan- 
tially hemi-sphencal  form  with  the  flat  faces  of 
s?id  hemi-spherical  ends  matching  to  form  said 
head  portion  and  held  together  by  sufficient 
spring  pressure  applied  by  the  sides  of  the  loop 
to  put  the  head  portion  in  condition  to  operate 
as  the  ball  element  of  a  ball  and  socket  joint,  the 
mating  faces  of  said  hemispherical  ends  having 
interfltting  male  and  female  parts  for  maintain- 
ing them  while  held  together  by  said  sprmg  pres- 
sure in  matching  relation  and  preventing  each 
from  being  laterally  ofTset  from  the  other  in  a 
direction  at  right  angles  to  that  in  which  said 
spring  pressure  acts  and  at  right  angles  to  a 
plane  in  which  both  sides  of  the  loop  are  in- 
cluded. 


2.018.010 

.APPARATUS  FOR  SEPARATING  MATERIALS 

OF   DIFFERENT    SPECIFIC   GRAVITIES 

Henry  M.  Chance.  Philadelphia.  Pa. 

Application  June  9.  1933.  Serial  No.  675.032 
2  Claims.     iCl.  209—471. 


In  cross  sectional  area  serving  to  compensate  for 
the  reduction  in  the  bulk  of  the  material  toward 
the  discharge  end  due  to  removal  of  one  of  the 
separated  coniponent.s,  and  to  progressively  re- 
duce the  passageway  above  the  material  for  flow 
of  the  gaseous  medium  throughout  the  separator 
so  as  to  result  in  an  increase  in  the  velocity  of 
the  gaseous  medium  in  its  passage  through  the 
separator,  and  means  for  longitudinally  recipro- 
cating the  trough. 

2.018,011 
TOBACCO    FEEDING    APPARATUS    FOR   CIG- 
ARETTE MAKING  MACHINES 

Robert  John  .Alexander  Chandler,  London.  Eng- 
land, assignor  to  American  Machine  &  Foundry 
Company.  New  York.  N.  Y..  a  corporation  of 
New  Jersey 

Application  Julv   19.   1934.  Serial  No    736  067 

In  Great  Britain  July  22.  1933 

13  Claims.       CI.  131—39) 


1.  In  a  separator  of  the  type  in  which  a  mix- 
ture of  materials  is  caused  by  agitation  to  stratify 
according  to  their  relative  specific  gravities  dur- 
ing movement  of  the  material  along  a  surface 
upon  which  they  rest,  and  in  which  the  risen 
material  i.=  carried  away  by  a  blast  of  air  passed 
over  the  materials,  a  trough  having  all  portions 
of  its  bottom  progressively  advancing  toward  a 
lowermost  forward  end  of  the  trough,  and  a  cover 
inclosing  the  trough  throughout  the  entire  length 
thereof  to  form  a  closed  pa.ssageway.  said  separa- 
tor having  inift  means  tor  the  admission  at  the 
higher  portion  thereof  of  a  mixture  of  materials 
to  be  separated  and  for  the  admission  of  gaseous 
medium  under  pressure,  said  separator  having 
outlet  means  for  the  separate  di.scharge  from  the 
lower  portion  thereof  of  the  separated  materials 
and  said  cover  throughout  the  length  of  the 
trough  having  a  fixed  convergence  toward  the 
lower  portion  of  the  bottom  of  the  trough  to  pro- 
gressively reduce  the  cross  sectional  area  of  the 
separator  toward  the  delivery  end,  said  reduction 


mLr\ 


1.  Mechanism  for  feeding  tobacco  to  cigarette 
rod  making  machines  comprising  a  main  hopper, 
an  auxiliary  hopper  for  shorts,  means  for  ex- 
tracting shorts  from  the  main  hopper,  suction 
means  for  conveying  the  extracted  shorts  to  the 
shorts  hopper,  means  for  formmg  a  predeter- 
mined layer  of  short-free  tobacco  from  the 
main  hopper,  means  for  delivering  shorts  from 
the  auxiliary  hopper  onto  said  layer  and  means 
for  showering  the  combined  layer  into  the  chute 
of  the  machine^ 

2.018.012 
SPINNER   COWL 
Roland    C  h  Iton.    KidRewcmd.   N.   J.,   assignor,   by 
mesne  assignments,  to  The  Reed  Propellr r  Co., 
Inc..  Garden  C  ity,  N.  V..  a  corporation  of  New 
York 
Application   February  9,  1933,  Serial  No.  655,917 
8  Claims.     (CI.  244 — 31) 


1.  A  spinner  for  a  propeller  comprising  front 
and  rear  members  secured  respectively  in  front 
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of  and  behind  the  propeller  hub.  each  member 
having  pitched  spokes,  a  shell  secured  to  both 
members,  and  vanes  secured  within  the  spinner 
and  to  said  front  member  spokes. 


2.018.013 

APPARATUS  FOR  AUTOMATIC  FEEDING  OF 

METAL  TO   ROLLING  MILLS 

Nils  Ericsson.  Bofors.  Sweden 

Application  January  8.  1934.  Serial  No.  705.719 

In  Sweden  January  11,  1933 

10  Claims      (CI.  80—43) 


Mf^ 

K— 


1  A  device  for  the  automatic  feed  of  metal  to 
be  rolled  between  the  rolls  in  a  rolling  mill, 
comprising  a  grasping  and  forward  moving  device 
for  the  metal  arranged  in  front  of  the  rolls. 
means  for  positively  operating  said  grasping  and 
moving  device,  means  for  controlling  th?  initia- 
tion and  termination  of  the  operation  of  said 
operating  means,  and  means  for  actuating  said 
controlling  means  through  the  action  of  impulses 
which  are  released  by  the  metal  when  it  is  mov- 
ing towards  the  rolls. 


2.018.014 

HYDRAULIC  CLUTCH 

Emery  H.  Fahrney.  Oak  Park.  HI. 

Application  February  16.  1934,  Serial  No.  711.515 

14  Claims.     (CI.  74— 297) 


2.018.015 
METER    READING  CAMERA 

Emerv  H.  Fahrney.  Oak  Park.  111. 
Original   application    April    14.    1933.    Serial    No. 
666.109.    Divided  and  this  application  March  3, 
1934,  Serial  No.  713.801 

11  Claims.     (CL  95 — 34) 


1  In  combination  a  driving  element  having  a 
consUnt  direction  of  rotation,  a  driven  element. 
a  forward  drive  clutch  connection  and  a  reverse 
drive  connection  between  said  elements,  fluid 
pressure  controlled  means  indindual  to  said  con- 
necUons  for  controlling  them,  a  ma.st«r  control 
common  to  the  said  pressure  controlled  means, 
and  fluid  pressure  controlled  means  individual  to 
said  connecUons  and  operating  when  said  master 
control  is  actuated  to  cause  one  of  said  connec- 
tions to  become  inactive  when  the  other  becomes 
act  ve  a  portion  of  the  fluid  pressure  which  op- 
erates to  cause  either  of  said  connections  to  be- 
come active,  also  operating  to  render  the  last  re- 
cited fluid  pressure  controlled  means  of  the  other 
of  said  connections  active. 


1.  A  portable  hand  apparatus  for  photograph- 
ically reproducing  readings  of  a  metered  service 
meter  embodying  a  casing,  means  within  the  case 
for  holding  a  film  roll,  a  portion  of  the  casing 
telescoping  with  the  meter  for  supporting  the  ap- 
paratus adjacent  the  meter  face,  means  for  pho- 
tographing the  meter  face  upon  said  film,  and 
means  for  controlling  the  movement  of  the  film. 

2.018.016 
TROLLEY 
Harrison    J.    L.   Frank    and    Joseph    A.    Messing. 
Detroit.    Mich.,    assignors    to    Bulldog    Electric 
Products  Company,  Detroit.  Mich.,  a  corpora- 
tion of  West  Virginia  ^ 
AppUcation  May  25.  1934.  Serial  No.   <2«.ol6 
14  Claims.     (CI.  105—155) 


1  For  use  with  a  duct  having  a  narrow  elon- 
gated continuous  slot,  a  trolley  device  comprising 
a  vertical  member  for  riding  within  said  duct  ana 
provided  with  a  head  narrow  enough  in  one 
dimension  to  permit  it  to  be  inserted  into  the 
duct  through  the  slot  and  wide  enough  m  the 
other  to  straddle  the  slot,  and  having  a  port  on 
riding  outside  said  duct  and  through  said  slot. 
and  a  horizontal  member  rotatably  mounted  on 
the  portion  of  said  vertical  member  that  rides 
outside  the  duct  to  rotate  about  the  vertical  axis 
of  said  portion  and  having  parts  riding  against 
the  outside  of  the  slotted  wall  of  the  duct. 

2.018.017 
TREATMENT  OF   TEXTILE   MATERIALS 

Stephen  Miller  Fuhon  and  Cieorge  Crawford  Tyce, 
Spondon.    near    Derby.    England     assignors    to 
Celanese  Corporation  of  America,  a  corporation 
of  Delaware 
Application  March  19    1931.  Serial  No.  523.S38 
In  Great  Britain  May  24.  1930 
2  Claims.     (CI.  117—2) 
1    Apparatus  for  the  treatment  of  yarns,  com- 
prising in  combination  a  twisting  device  adapted 
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to  support  a  yam  package,  means  for  applying 

a  liquid  to  twisted  yarn  drawn  from  said  pack- 
age, a   winding  device  for  form.ng  the  treated 


;^|AA 


yam  into  a  hank,  a  casing  surrounding  said 
winding  device,  and  means  for  supplying  a  dry- 
ing medium  to  the  interior  of  said  casing. 


2,018.018 
REGULATOR 

Bemt  Garllus.  Detroit,  Mich.,  assii^nor  to 

Alexander  J.  McDonough,  Detroit.  Mich. 

Application  May  29.  1933.  Serial  No.  673.543 

4  Claims.     (CI.  121—41) 


1.  A  regulator  comprising  a  cylinder,  a  piston 
therein,  a  connection  between  said  piston  and 
the  device  to  be  regulated,  an  inlet  valve  for  ad- 
mitting fluid  under  pressure  to  said  cylinder, 
an  outlet  valve  for  the  fluid  in  said  cylinder,  a 
lever  connected  to  said  valves  to  operate  the 
same  respectively  by  opposite  movements  from  a 
neutral  position,  steam  actuated  means  for  mov- 
ing said  lever  to  operate  one  of  said  valves. 
counteracting  loading  means  for  resisting  such 
movement  of  the  lever  and  for  moving  the  same 
in  the  opposite  direction,  and  a  connection  be- 
tween said  piston  and  said  lever  including  an 
auxiliary  lever  fulcrumed  upon  said  flrst  lever 
and  a  resilient  yieldable  element  adapted  to  in- 
crease or  diminish  the  counteracting  load  there- 
on respectively  upon  opposite  movements  of  the 
piston  in  said  cylinder  whereby  the  amplitude  of 
movement  of  said  piston  will  be  in  proportion  to 
variation  in  pressure  of  steam. 


2.018.019 

NONREFILLABLE   BOTTLE 

Solomon  Grauer.  Brooklyn,  N.  Y. 

AppUcation  July  20.  1934,  Serial  No.  736,196 

7  Claims.      (CI.  215—25) 


1.  A  bottle  stopper  for  preventing  the  refilling 
of  a  bottle;  comprising  a  body  member  having  an 
upper  and  a  lower  chamber;  a  lap.  having  an 
orifice,  secured  on  top  of  the  upper  chamber;  a 
valve  located  between  the  upper  and  the  lower 
chamber;  said  valve  having  a  valve  stem  of  tri- 
angular cross-section  extending  Into  the  lower 
chamber;  a  separate  valve,  comprising  a  cork 
disc,  located  In  the  bottom  of  the  lower  chamber; 
a  washer  havmg  a  downwardly  extending  and 
closed  tubular  member  on  which  the  cork  disc  is 
slldingly  mounted;  a  relatively  heavy  washer 
placed  on  top  of  tho  flrst -mentioned  wa.'iher;  both 
of  said  washers  slidlngly  mounted  on  the  valve 
stem;  a  light  compression  spring  secured  on  the 
valve  stem  for  aiding  in  seating  the  cork  disc 
against  Its  valve  seat;  and  means  for  securing 
the  stopper  In  the  neck  of  the  bottle. 


2,018,020 

VENTILATOR 

Rudolph  H.  (iuenther,  (  hiraKO,  III. 

Application  October  24.  1934.  Serial  No.  749.778 

2  CUims.      (CI.  98 — 68) 


1.  A  ventilator  of  the  character  described  em- 
bodying a  supporting  base,  a  hood  separate  from 
the  base  and  having  an  open  side  and  an  open 
bottom,  the  latter  encompassing  the  base,  a  sup- 
porting member  within  the  hood,  said  member 
comprising  an  upright  portion  of  substantial 
length  and  laterally  projecting  arms  extending 
from  the  ends  of  said  portion  in  opposite  direc- 
tions, means  securing  the  respective  arms  to  the 
hood,  a  bracket  carried  by  said  upright  portion 
of  the  supporting  member  and  comprising  spaced 
superposed  and  substantially  parallel  bearing 
members  laterally  projecting  from  the  support- 
ing member,  said  bearing  members  also  spaced 
from  the  said  arms,  and  a  stationary  upright  spin- 
dle secured  to  said  base,  said  spindle  passing 
loosely  through  one  of  the  bearing  members  and 
having  an  end  bearing  with  the  other  of  said  bear- 
ing members,  the  bearing  points  of  said  spindle 
with  said  bearing  members  being  intermediate 
and  .spaced  for  a  substantial  distance  from  the 
ends  of  said  arms. 
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2,018.021 
MACHINE  FOR  MOLDING  GLASS  ARTICLES 
Victor   E.    Hofmann,    Toledo,   Ohio,    assignor   to 
Owens-Illinob  Glass  Company,  a  corporation 
of  Ohio 

Application  May  31,  1933.  Serial  No.  673,645 
19  Claims.     (CI.  49—9) 


vices  carried  by  the  said  other  bracket,  pedals 
mounted  on  the  flrst  bracket  and  arranged  to  ac- 
tuate certain  of  said  hydraulic  devices,  a  vacuum 
booster  device  carried  by  said  first  bracket  and 


1  A  machine  for  forming  glass  articles  com- 
prising a  mold  including  separable  sections  hav- 
ing meeting  faces,  and  mechanism  for  opening 
the  mold  comprising  automatic  means  for  mov- 
ing the  mold  .sections  bodily  from  each  other  in 
a  straight  path  during  the  initial  opening  move- 
ment and  means  for  then  automatically  moving 
the  mold  sections  farther  apart  In  a  curved  path 
for  completing  the  opening  movement  of  the  mold. 


2.018.022 
METHOD  OF  MAKING   SHEET  METAL  CAPS 

Edward    H     Johnson.   Toledo,    Ohio,   a.ssignor   to 
The  Closure  Service  Company,  a  corporation  of 

Application  March  27,  1933.  Serial  No.  662,911 
2  Claims.     (CI.  113—121) 


"FN^ 


1  The  method  of  forming  a  cap  from  sheet 
material  which  comprises  cutting  a  circular  blank 
from  a  sheet  of  the  material,  drawing  an  inter- 
mediate portion  of  the  blank  downward  sub- 
stantially at  right  angles  to  a  central  circular 
portion  of  the  blank  to  form  an  inner  wall  or 
skirt  portion  depending  from  said  central  por- 
tion drawing  the  outer  circumferential  portion 
of  the  blank  upward  into  approximate  parallelism 
with  said  inner  skirt  portion,  and  rolling  the 
free  edge  or  margin  of  said  outer  portion  inward- 
ly and  downwardly  into  the  space  between  said 
Inner  and  outer  skirt  portions  and  below  the  cir- 
cular top  portion. 


2,018023 
CONTROL 

Victor  W.  Kliesrath.  South  Bend.  Ind..  assignor  to 
The  Steel  Wheel  Corporation,  Chicago,  111.,  a 
corporation  of  New  York  «-,  ajo 

Application  May  15.  1933.  Serial  No.  671.049 

14  Claims.  (CI.  180—77) 
1  An  automobile  control  assembly  comprising, 
in  combination  with  a  dash,  a  steering  column 
having  a  supporting  bracket  engaging  one  face 
of  the  dash,  another  supporting  bracket  engaging 
the  other  face  of  the  dash  opposite  the  flrst 
bracket  means  for  securing  the  two  brackets  to- 
gether and  to  the  dash,  operating  hydraulic  de- 
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arranged  to  actuate  one  of  said  pedals,  and  a 
gear-shift  lever  mounted  on  the  dash  and  ar- 
ranged selectively  to  operate  certain  of  said  de- 
vices for  shifting  gears. 


2.018.024 

HEATING   AND   DISPLAYING   CABINET 

Claude  W.  Kress,  New  York,  N.  Y. 

Application  March  12,  1932.  Serial  No.  598,353 

4  Claims.     (CI.  34—21) 


1    In  a  heated  display  cabinet,  in  combination, 
a  removable  downwardly  and  forwardly  inclined 
transparent  cabinet  front,  a  horizontally  extend- 
ed electrical  heating  device  at  an  intermediate 
level  in  said  cabinet  and  extending  horizontally 
substantially  throughout  the  limits  of  the  cabinet 
at  that  level,  means  spaced  above  said  heating  de- 
vice adapted  to  maintain  commodities  in  position 
to  be  heated  by  said  device,  and  a  downwardly  and 
forwardly  inclmed  tray  disposed  adjacent  said  in- 
clined transparent  front  with  its  elevated  rear 
portion  extending  in  downwardly  spaced  relation 
below  the  forward  portion  only  of  said  horizon- 
tally extended  heating  device  so  that  commodities 
upon  said  tray  will  be  warmed  by  said  heating 
device  and  so  that  such  commodities  anywhere 
upon  the  tray  will  be  clearly  displayed  through 
said  Inclined  transparent  front. 


2.018.025 
METHOD  OF  CENTRIFI3GALLY 
CASTING  PIPE 
Frederick  C.   Langenberg.  Edgewater  Park,  and 
Horace  S.  Hunt,  Burlington.  N.  J.,  assignors  to 
United    States    Pipe    and    Foundry    Company, 
Burlington.  N.  J.,  a  corporation  of  New  Jersey 
No  Drawin  .    .Application  December  24,  1934, 
Serial  No.  758.936 
7  Claims.     (CI.  22—192) 
1.  In  the  method  of  centrifugally  casting  pipes 
In  which  an  externally  cooled  centrifugal  metal- 
lic pipe  mold  is  coated  with  a  finely  divided  dry 
coating     material     by     progressively     directing 
against  adjacent  sections  of  the  mold  surface  a 
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jet  of  a  carrier  gas  charged  with  finely  divided 
dry  particles  of  mold  coating  material  and  the 
mold  being  in  rotation  at  a  speed  eflectlve  for  the 
centrifugal  casting  of  pipe,  pouring  molten  metal 
in  contact  with  so  coated  portions  of  the  mold  to 
form  a  centrifugaily  cast  pipe,  the  improvement 
which  consists  in  charging  the  jet  of  carrier  gas 
with  a  finely  divided  dry  coating  material  of  such 
a  state  of  diyision  that  not  more  than  5%  of  Its 
constituent  particles  will  be  retained  on  a  150 
mesh  screen  and  not  less  than  lO'c  of  its  con- 
stituent particles  will  be  retained  on  a  200  mesh 
screen. 

2.018.026 

DRAFT  RIGGING 

Harvey  J.  Lounsbary,  Glen  EUyn,  III..  assi«rnor  to 

W.  H.  Miner.  Inc.,  Chicago,  111.,  a  corporation  of 

Delaware 

.AppUcation  December  5.  1932.  Serial  No.  645.733 

6  Claims.     (CI.  213—9) 


1.  In  a  draft  rigging  for  mine  cars,  the  combi- 
nation with  a  supporting  member  fixed  to  the 
end  of  the  car;  of  a  casing  slidingly  carried  on 
said  supporting  member,  said  casing  having  a 
front  wall  provided  with  a  central  opening;  spring 
means  at  opposite  sides  of  said  opening  opposing 
movement  of  said  casing  inwardly  toward  the 
end  ot  the  car;  a  coupler,  said  coupler  overlap- 
ping the  edges  of  said  opening  and  engaging  said 
front  wall  of  the  casing  to  move  the  latter  In- 
wardly of  the  end  of  the  car;  additional  spring 
means  opposing  inward  movement  of  the  casing; 
and  means  connected  to  the  coupler  and  extend- 
ing through  said  opening  for  transmitting  draft 
forces  to  said  additional  spring  means. 

2.018.027 
SELF  ADJUSTABLE  ANTIFRICTION  BEARING 
Henry  Maries,  Detroit,  Mich..  assi«rnor  to  Gemmer 
Manufactnring  Company,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
Application  July  9,  1934.  Serial  No.  734,409 
6  Claims.     (CI.  308— 197) 


1.  An  antl-frictlon  bearing  for  steering  stems 
in  steering  posts  comprising  a  cupped  race  mem- 


ber of  an  external  dimension  not  less  than  the 
maximum  internal  dimension  of  the  steering  post 
and  having  a  press  fit  with  a  machined  internal 
surface  on  the  latter,  an  inner  tubular  race  mem- 
ber having  an  internal  dimension  which  is  not 
less  than  the  maximum  external  dimension  of 
the  steering  stem  and  also  provided  with  a  por- 
tion of  larger  internal  diameter,  with  a  tapering 
portion  between  the  portions  of  larger  and  smaD- 
er  diameters,  balls  between  said  race  members 
engaging  the  tapering  portion  of  the  inner  race 
member,  a  resilient  spacer  arranged  between 
the  stem  and  said  enlarged  portion,  and  resilient 
means  for  holding  said  race  members  in  contact 
with  the  balls. 


2.018.028 
METHOD  OF  MAKING  CELLULOSE  ACETATE 

George  W.  Miles.  Boston,  Mass.,  assignor  to  Cela- 
nese  Corporation  of  America,  a  corporation  of 
Delaware 
No  Drawing.     Application  March  14,  1932, 
Serial  No.  598.879 
2CUim8.     (CI.  260— 101) 
1.  Method    of    producing   cellulose   acetate   of 
high  acetyl   value  comprising  treating  cellulose 
with  a  restricted  quantity  of  acetylating  agent 
not  substantially  greater  than  that  required  for 
esterlficatlon  In  the  presence  of  a  catalyst  and  a 
substantial  quantity  of  diluent  that  has  no  sol- 
vent action  on  the  cellulose  acetate  being  formed, 
until  a  cellulose  acetate  of  acetyl  value  between 
63  and  79%  is  formed. 


2.018.029 

TYPEWRITER  ERASER  HOLDER 

Louis  C.  NeCr.  Brooklyn.  N.  Y. 

Application  October  26.  1934.  Serial  No.  750.117 

12  Claims.     (CI.  120—36) 


1.  A  typewriter  eraser  holder  embodying 
therein  an  elongated  hand  grip  having  one  end 
thereof  formed  to  provide  a  bearing  seat  adapted 
to  engage  the  palm  of  the  hand,  means  whereby  a 
circular  eraser  may  be  detachably  and  rotatably 
mounted  adjacent  the  other  end  of  said  grip,  and 
a  manually  operative  presser  arm  mounted  for 
unrestrained  movement  towards  and  from  said 
means  toward  said  bearing  seat  end  of  said 
grip  and  extending  at  an  angle  into  engageable 
relation  with  the  periphery  of  an  eraser  adjacent 
the  top  thereof,  whereby  a  variable,  manually  con- 
trolled erasing  pressure  upon  an  eraser  may  be 
developed  with  resultant  resistance  to  its  turning. 


2.018.030 

GLASSWARE   FORMING  MACHINE 

Frank    O'Neill.    Toledo.    Ohio,    and    Clarence    C. 

Kinker.  Alton.  111.,  assignors  to  Owens-Illinois 

Glass  Company,  a  corporation  of  Ohio 

Application  June  7,  1934.  Serial  No.  729.424 

22  Claims.     (CI.  49 — 9) 
1.  In  combmation,   a  mold  carnage  mounted 
for  rotation  about   a   vertical   axis,  an   annular 
series  of  bottle  forming  units  on  said  carriage. 
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each  unit  including  blank  and  finishing  molds 
arranged  side  by  side  and  spaced  apart  clrcum- 
ferentially  of  the  carriage,  means  for  forming  a 
blank  in  the  blank  mold,  means  for  expanding 
a  blank  to  the  form  of  a  finished  article  in  the 


finishing  mold,  and  a  single  transferring  device 
for  each  unit  moving  therewith  and  operable  to 
transfer  a  blank  from  the  blank  mold  to  the  fin- 
ishing mold  and  for  removing  a  finished  article 
from  the  finishing  mold. 

2.018,031 
CONCENTRATION  OF  ALIPHATIC  ACTOS 

Horace  Finningley  Oxley  and  Walter  Henry 
Groombridge,  Spondon,  near  Derby,  England, 
assignors  to  Celanese  Corporation  of  America, 
a  corporation  of  Delaware 

No  Drawing.  Application  February  17,  193S, 
Serial  No.  657,260.    In  Great  Britain  March  7, 

1932 

6  Claims.     (CI.  260—122) 

1.  Method  of  concentrating  a  dilute  aliphatic 
acid,  which  comprises  extracting  the  dHute  acid 
with  an  organic  liquid  which  is  a  solveht  for  the 
acid,  at  least  partially  separating  the  said  or- 
ganic liquid  from  the  extract,  removing  water 
from  the  acid  solution  so  obtained  in  the  form 
of  an  azeotropic  mixture  with  the  vapor  of  a 
further  organic  liquid  such  that  the  boiling  point 
of  the  azeotropic  mixture  is  higher  than  that  of 
the  extracting  agent,  and  passing  the  hot  azeo- 
tropic vapor  mixture  in  heat  exchange  with  the 
extract. 

2  018  032 
TRANSMISSION  MECHANISM 
Carl    F.    Rauen,    Grosse    Fointe,    and    John    T. 
Rauen,  Detroit,  Mich.,  assignors,  by  mesne  as- 
signments, to  Borg-Warner  Corporation,  a  cor- 
poration of  Illinois 
Application  January  20.  1934.  Serial  No.  707,582 
14  Claims.     (CI.  74—336) 


tween  the  engine  of  a  vehicle  and  the  road  wheels 
thereof,  the  combination  of  a  driving  shaft  adapt- 
ed to  be  connected  to  the  engine  of  a  vehicle,  an 
intermediate  shaft,  a  driven  shaft  connected  to 
the  road  wheels  of  a  vehicle  for  driving  the  same, 
all  of  said  shafts  being  in  axial  alignmerit.  an 
overrunning  clutch  operatively  disposed  between 
said  driving  and  intermediate  shafts,  speed  reduc- 
tion means  including  a  free  wheeling  clutch  oper- 
able for  connecting  said  intermediate  and  driven 
shafts  to  effect  a  free  wheehng  driving  connec- 
tion between  said  driving  and  driven  shafts  to 
initiate  the  rotation  of  said  driven  shaft  at  a  rela- 
tively low  rate  of  speed  with  respect  to  that  d 
the  driving  shaft,  an  automatic  clutch  including 
members  operatively  associated  with  the  inter- 
mediate and  said  driven  shafts,  said  membei^ 
being  operable  responsive  to  predetermined  con- 
ditions of  rotation  thereof  at  such  time  as  said 
free  wheeling  driving  connection  is  provided  for 
direct  connecting  said  intermediate  and  driven 
shafts  whereby  the  driven  shaft  will  be  rotated 
at  a  direct  and  a  relatively  low  rate  of  speed  with 
respect  to  that  of  the  driving  shaft,  and  means 
for  simultaneously  locking  up  said  overrunning 
and  automatic  clutches  to  provide  a  positive  direct 
driving  connection  between  said  driving  and 
driven  shafts  whereby  the  rotation  of  said  driven 
shaft  will  be  continued  at  a  direct  rate  of  speed 
with  respect  to  that  of  said  driving  shaft. 


2,018,033 
CONTAINER  CLOSLTIE 
Hazel  C.  BJckerd,  Detroit,  Mich.,  assignor  of  one- 
half  to  Bertha  M.  Kaler  and  one -fourth  to  Fred 
S.  Rickerd,  both  of  Detroit,  Mich. 
AppUcation  April  2,  1934,  Serial  No.  718,673 
1  Claim.     (CI.  221—60) 


1 .  In  a  power  transmitting  mechanism  for  pro- 
viding a  variable  speed  driving  connection  be- 


A  manually  actuable  closure  piece  for  a  con- 
tainer, comprising,  in  combination  with  an  aper- 
tured  wall  thereof,  a  similarly  apertured  man- 
ually slidable  member  adapted  to  have  its  aper- 
tured portion  moved  to  position  of  registry  there- 
with, a  correspondingly  apertured  frame  piece 
spacedly  supported  by  said  container  wall  above 
the  aperture  therein  and  adapted  to  limit  the 
degree  and  direction  of  possible  movement  of 
said  slidable  member,  and  means  carried  by  said 
slidable  member  and  movable  into  and  out  of  the 
frame  by  sliding  movement  of  said  member 
adapted  to  cooperate  with  the  confining  action  of 
the  frame  relatively  to  said  slidable  member  to 
frictionally  oppose  movement  of  said  member 
from  a  position  of  non-registry  to  a  position  of 
registry. 

2.018.034 
PILOT  REGULATING  COCK 

Thomas  H.  Roberts,   Detroit.  Mich.,  asslpnor  to 
Roberts   Brass   Manufacturing   Company,   De- 
troit. Mich.,  a  corporation  of  Michigan 
Application  October  2,  1933,  Serial  No.  691.862 
1  Claim.     (CI.  251— 92) 
In  a  gas  cock,  a  body  having  substantially  cy- 
lindrical bores  forming  inlet  and  outlet  passages, 
and  a  rotary  plug  for  controlling  the  flow  of  gas 
from  the  inlet  to  the  outlet  passage,  said  plug 
having  a  cylindrical  bore  adapted  to  coirununicat€ 
with  said    inlet  and   outlet   passages,   the   bore 
in  the  plug  and  one  of  the  bores  aforesaid  having. 
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cooperating  walls  provided  with  complementary 
restricted  registrable  orifices,  the  thickness  of 
each  wall  at  the  edges  of  each  orifice  being  less 
than  the  diameter  of  the  orifice  therein,  whereby 
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the  over- all  thickness  of  said  walls  at  said  ori- 
fices when  the  latter  are  in  registration  is  ap- 
proximately equal  to  the  diameter  of  one  of  said 
orifices. 


2,018.035 

REGLXATING  APPARATUS 

Joseph  L.  Roth,  Wheelinj:,  W.  Va. 

AppUcation  April  3.  1934.  Serial  No.  718.804 

14  Claims.     (CL  137—164) 


1.  A  regulator  comprising  a  regulating  element, 
a  continuously  operated  motor  for  selectively 
actuating  said  element,  a  planetary  gear  unit 
interposed  between  and  disposed  to  connect  said 
motor  to  said  regulating  element,  and  means  re- 
sponsive to  the  condition  controlled  by  said  regu- 
lating element  for  connecting  it  to  and  discon- 
necting it  from  said  planetary  gear  unit. 


2.018.036 
TLME  CONTROLLED  FXtSH  VALVE 
Victor  E.   Schmiedeknecht  and  Robert  C.  Boyd. 
Louisville,  Ky.,  assigntiors  to  Standard  Sanitary 
Mannfactorinc  Company,  a  corporation  of  New 
Jersey 
AppUcation  November  14,  1932.  Serial  No.  642,512 
8  Oaima.     (CI.  4—52) 


1.  A  fixture  of  the  character  described  com- 
prising a  closet  bowl  having  a  flush  rim  at  the 
top  thereof,  a  water  storage  tank  supported  on 
said  lx)wl  and  having  its  bottom  located  In  a 
plane  below  the  flush  rim,  and  a  water   outlet 


therein,  connected  to  said  flush  rim.  a  valve  In 
said  tank  adapted  to  normally  seat  over  and 
close  said  outlet,  a  float  connected  to  said  valve, 
means  for  raising  said  valve  and  float,  and  means 
cooperating  with  said  float  for  holding  the  valve 
In  \.\£>  raised  position  for  a  predetermined  length 
of  time  after  the  water  in  the  tank  has  dropped 
below  the  point  of  flotation  of  said  float,  said 
float  being  spaced  above  the  valve  and  having 
its  point  of  flotation  located  in  a  plane  above 
the  top  of  the  bowl  whereby  the  valve  closes  In 
a  predetermined  length  of  time  after  the  water 
has  dropped  below  the  plane  of  buoyancy  of  the 
float  and  prevents  the  bowl  from  overflowing. 


2.018.037 
HEAT  EXCHANGER 
Everett  Norman  Sieder.  Westfleld.  N 
to    Foster    Wheeler    Corporation, 
N.  Y.,  a  corporation  of  New  York 
ApplicaUon  September  29.  1933.  Serial  No.  691,446 
16  CUims.     (CI.  257—239) 


J.,  assignor 
New    York. 


1.  Heat  exchange  apparatus  comprising  a  shell, 
tubes  viithin  the  shell,  means  for  supporting  the 
tubes  at  their  ends,  and  means  comprising  a  plu- 
rality of  groups  of  bars  for  supporting  the  tubes 
Intermediate  their  ends,  the  bars  in  each  group 
extending  transversely  of  the  tube  bundle  with 
the  bars  in  one  group  extending  in  a  direction 
different  from  that  of  the  bars  of  another  group. 


2.018.038 

SELECTING  DEVICE 

Morris  Steinberg,  Detroit.  Mich. 

Application  November  24.  1933.  Serial  No.  699.568 

3  Claims.     (CI.  273— 141) 


1.  A  selecting  device  comprising  a  pair  of  In- 
dependently rotatable  pointers  mounted  upon  a 
substantially  common  axis  and  one  longer  than 
another,  a  plurality  of  substantially  concentric 
inner  charts  arranged  In  the  area  swept  by  the 
shorter  pointer,  and  an  outer  chart  arranged  sub- 
stantially in  the  path  of  an  extremity  of  the  long- 
er pointer,  one  of  said  inner  charts  being  divided 
into  stepped  values  numerically  evenly  spaced, 
another  lielng  arranged  to  divide  into  a  plurality 
of  sections  each  of  the  divisions  of  said  first 
mentioned  inner  chart,  and  the  outer  chart  be- 
ing divided  Into  steps  representing  divisions  of 
said  first  mentioned  inner  chart. 
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2.018.039 
METHOD   AND    APPARATUS   FOR    AIR    SEP- 
ARATION     OF     DIATOMACEOIIS      EARTH 

MILLING  ^   .., 

McKinley  Stockton,  Los  Angeles.  Calif.,  assignor 
to  The  Dicalite  Company,  Los  Angeles.  Calif.,  a 
corporation  of  Delaware 

Application  July  23.  1932.  Serial  No.  624.306 
7  Claims.     (CI.  209— 138) 


1    Apparatus    for    the    separation    of    heavy 
granular   particles    from   comminuted   diatoma- 
ceous   earth,   comprising;    a   primary    separator 
adapted  to  effect  an  initial  separation  of  said 
granules  from  a  column  of  air  carrying  said  earth 
In  suspension  and  having  an  interior  chamber 
adapted  to  collect  said  granules;  means  for  in- 
troducing said  air  and  said  earth  into  said  pri- 
mary separator;  a  blower  arranged  to  maintain 
said  air  column  in  motion;  a  secondary  separator 
comprising  a  shell  having  an  outlet  for  said  gran- 
ules from  the  lower  part  thereof;  a  channel  ar- 
ranged to  permit  said  granules  to  flow  by  gravity 
from  said  interior  chamber  of  said  primary  sep- 
arator into  the  upper  part  of  said  secondary  sep- 
arator, and  means  for  causing  a  secondary  air 
stream  to  enter  said  secondary  separator  through 
said  granule  outlet  and  in  counterflow  to  said 
granules    and    for    causing    said    secondary    air 
stream  to  leave  said  secondary  separator  at  a 
level  intermediate  its  ends  and  to  return  to  the 
intake  end  of  said  primary  separator. 


working  face  along  which  the  metal  is  bent, 
means  for  securing  the  work  to  the  die.  a  yield- 
able  Ironer  reciprocably  mounted  at  an  angle  to 
the  reciprocable  die  and  projectable  into  the 
pathwav  of  the  die  whereby  as  the  die  is  pro- 
jected the  vieldable  ironer  engages  the  work  and 
bends  the  same  along  the  working  face  of  the  die. 
and  means  engageable  with  the  work  during  tne 
retracting  stroke  of  the  die  for  disengaging  the 
bent  work  from  the  die. 


2,018.040 
METAL  BENDING  MACHINE 

James  C.  Sweeney.  Detroit.  Mich.,  assignor  to 
Temstedt  Manufacturing  Company,  Detroit, 
Mich.,  a  corporation  of  Michigan  „,-  ,-_ 

Application  October  18.  1934.  Serial  No.  748,775 
11  Claims.     (CI.  153—33) 


2,018.041 

GAME  CONTRIVANCE 

Nicholas  Tomasevich.  Ithaca,  N.  Y. 

Application  August  16.  1934.  Serial  No.  740.104 

12  Claims.     (CL  273— 141) 
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1    In  a  game  contrivance,  the  combination  of  a 
box   a  disc  pivotally  on  said  box  bottom,  a  cir- 
cumferentially  arranged  series  of  humps  and  a 
yieldingly  connected  roller  interchangeably  car- 
ried by  said  bottom  and  disc  respectively,  another 
disc  pivotally  mounted  over  said  first  meritioned 
disc  so  as  to  be  tumable  independently  thereof, 
means  for  actuating  said  last  mentioned  disc,  one 
of  said  discs  being  similarly  fashioned  \^nth  a  cir- 
cumferentiallv  arranged  series  of   humps  appo- 
siUoned  to  the  other  one  of  said  discs,  a  roller 
yieldingly  carried  by  the  other  one  of  said  discs 
and  adapted  circularly   to   ride  over   said   disc 
humps,  a  dial  carried  by  said  superposed   disc, 
the  indicia  on  said  dial  being  circumferentially 
arranged  in  predetermined  relationship  with  re- 
spect to  the  lowermost  series  of  humps,  a  pointer 
above  said  dial  and  attached  to  said  lower  disc, 
a  transparent  cover  for  the  box  and  marked  with 
a  pointer  for  likewise  registering  over  the  mov- 
able indicia  on  said  dial,  the  disc -carried  humps 
likewise  having  a  predetermined  circumferential 
arrangement  whereby  both  pointers  always  point 
indubitably  to  one  indicia  or  to  a  distinct  pair 
thereof. 

2.018.042 

SAFETY  RAZOR 

Andrew  F.  Thompson.  Dorchester,  Mass. 

Application  April  18.  1933,  Serial  No.  666.685 

4  Claims.     (CI.  30—12) 


1    A  bending   machine   for   bending   a  metal 
strip  comprising   a  reciprocating  die  having   a 


1.  A  safety  razor  including  a  resilient  blade,  a 
head  comprising  a  clamp  and  a  guard  ha\'ing 
coacting  faces  disposed  to  maintain  flexation  of 
said  blade  when  interposed   therebetween,  said 
blade,  clamp  and  guard  having  aligned  assembly 
apertures,  and  a  handle  adapted  to  pass  through 
said  apertures  and  having  guard  retaining  mem- 
bers blade  retaining  members  and  clamp  retain- 
ing members,  said  retaining  members  being  so 
disposed  radially  of  said  handle  and  said  aligned 
apertures  so  formed  as  to  permit  an  interlock  of 
each  of  said  blade,  guard  and  clamp  with  its 
respective  retaining  members  on  said  handle  on 
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suitable  rotation  thereof,  and  so  that  on  further 
rotation   of  said   handle  said  guard  and  clamp 
may  be  released  therefrom,  while  said  blade  re-   i 
mains  locked  on  said  handle. 


„ 2,018.043 

SYNCHRONIZING  MOTION  PICTURES  AND 

SOUND  RECORDS 

Alexander  Ferdinand  Victor.  New  York.  N.  Y. 

AppUcation  July  30.  1931.  Serial  No.  553,971 

2  Claims.     (CI.  179— 100.4) 


1.  A  device  of  the  kind  described  comprising  a 
support,  a  horizontal  rotatable  spindle  thereon  a 
phonograph  disk  operatively  connected  to  and 
rotated  by  said  spindle,  a  pivoted  arm  extended 
upwardly  across  a  portion  of  the  vertical  face  of 
said  disk,  a  counterbalance  on  said  arm.  means 
that  yieldably  urge  said  arm  normally  in  a  lateral 
direcUon  towards  said  disk,  an  electro- magnetic 
pick-up  on  the  outer  free  end  of  said  arm  and 
coacting  with  the  record  face  of  said  disk  an 
electric  manually  adjustable  volume  and  tone 
control  unit  in  electrical  connection  with  said 
plck-up,  an  amplifying  unit  in  the  electrical  in- 
fluence of  said  control  unit,  and  a  dynamic  speak- 
er electrically  connected  to  said  amplifying  unit. 

2.018.044 

MACHINE  FOR  SEPARATING   THE 

CONTENTS  OF  EGGS 

George  Weiss.  Chicago.  111. 

AppUcation  October  13.  1930.  Serial  No.  488  418 

20  Claims.      (CI,  146 — 2) 


1.  In  a  machine  for  opening  eggs  to  remove 
the  contents  thereof,  a  carrier  for  the  eggs 
means  for  advancing  the  carrier,  means  for 
holdmg  the  eggs  upon  the  carrier,  means  for 
actuating  the  last  said  means  means  for  posi- 
tioning the  eggs  to  be  engaged  by  said  holding 
means,  the  said  positioning  means  embodying  a 
rotatable  support,  a  plurality  of  egg  receivers 
mounted  upon  said  support  for  bodily  rotation 
therewith  and  for  pivotal  movement  with  re- 
spect thereto,  means  for  maintaining  said  re- 
ceivers against  being  inverted  while  bodily  ro- 
tating with  said  support,  and  means  for  rotat- 
ing the  support. 


2.018.045 
JH^^  ^P^^^l^iG   MULE   BUNCH  BUILDER 
ChMter  E,  Williams  and  James  W.  H.  Congdon 
Worcester.    Mass..    assigrnors     to    Johnson    & 
Baaaett  Inc..  Worcester,  Mass..  a  corporation  of 
Massachusetts 

Application  May  31.  1935.  Serial  No.  24,229 
4  Claims.     (CI.  118—28) 


1.  In  a  bunch  builder  for  a  wool  spinning  mule 
the  combination  with  a  builder  rail  a  builder 
screw  for  raising  and  lowering  it.  a  builder  arm, 
and  a  wheel  joumaled  on  the  builder  arm  and 
adapted  to  rest  on  the  builder  rail,  of  an  adjusting 
piece  supported  from  above,  a  rod  connected  with 
said  builder  arm  in  adjustable  engagement  with 
said  adjusting  piece,  and  means  for  connecting  the 
rod  with  the  adjusting  piece  when  the  builder  arm 
is  raised  until  such  time  as  released  for  the  pur- 
pose of  buildmg  a  bunch  on  the  bobbin. 


2.018.046 

VIBRATOR 

Glenn  A.  Wilson.  Elizabeth.  N,  J, 

AppUcation  October  21,  1931.  Serial  No.  570  095 

4  Claims.     (CI.  128 — 36) 


1.  In  a  vibrator  of  the  general  nature  of  that 
herein  described,  in  combination,  a  rigid  casing 
an  electric  motor  within  the  said  casing,  means' 
driven  from  said  motor  adapted  to  vibrate  said 
casing,  said  casing  comprising  a  body  portion 
within  which  the  motor  is  positioned  and  an  ex- 
tension in  the  direction  of  the  wrist  of  the  hand 
upon  which  It  is  mounted,  controlling  means 
within  said  extension  adapted  to  control  the  rate 
of  rotation  of  said  motor,  said  extension  being 
downwardly  inclined  with  respect  to  the  body  of 
the  ca.sing.  yielding  means  adapted  to  extend 
about  the  hand  and  connected  to  said  casing  and 
means  adapted  to  extend  about  the  hand  and 
connected  to  said  extension. 


2,018.047 
ADJUSTABLE  WRENCH 

Raymond  L.  Woolley,  Detroit,  Mich. 

AppUcation  June  28.  1934.  Serial  No.  732,777 

2  Claims.     (CI.  81—116) 


lively  connected  to  said  load  support,  a  scale,  a 
pointer  movable  over  the  scale,  a  spindle  carry- 
ing the  pointer,  and  a  plurality  of  gear  elemenU 
of  different  sizes  operatively  connected  to  the 
spindle  and  engageable  and  disengageable  with 
the  respective  racks,  said  racks  and  gear  ele- 
ments being  relatively  positioned  so  that  the  re- 
spective racks  can  successively  mesh  with  and 
actuate  the  different  gear  elements  when  the  load 
support  is  depressed,  one  rack  coming  into  opera- 
tion as  another  rack  goes  out  of  operation,  there- 
by causing  the  pointer  to  move  through  a  greater 
distance  for  a  given  movement  of  the  load  sup- 
port when  a  smaller  gear  element  is  actuated 
than  it  does  when  a  larger  gear  element  is  actu- 
ated. 


1    A  wrench  comprising  two  arms  and  jaws, 
the  arms  being  pivoted  together  at  one  end  and 
the  Jaws  being  at  the  opposite  end  and  having 
practically  parallel  opposed  faces,  the  jaws  ex- 
tending across  each  other  Intermediate  their  ends, 
the  said  jaws  having  overlapping  portions  in  a 
tongue  and  groove  relationship  preventing  lateral 
displacement   under   pressure,   the  arms  havmg 
converging  inner  side  faces,  a  rib  on  each  arm 
extending  inwardly  of  the  said  side  face,  a  cam 
member  between  the  arms  and  having  converg- 
ing side  faces  in  engagement  respectiv;ely  with  the 
converging  faces  of  the  arms  providmg  an  ar- 
rangement whereby  the  sliding  of  the  cam  mem- 
ber toward  the  apex  of  the  converging  faces  of 
the  arms  t^nds  to  close  the  jaws,  the  said  faces 
of  the  cam  member  being  grooved  and  the  ribs 
on  the  arms  lying  therebetween  slidably  support- 
ing the  cam  member,  and  a  spring  tending  to 
separate  the  jaws. 


2.018.048 
WEIGHING    APPLIANCE 

Frank  Wyatt,  Birmingham,  ^^f^"^^^' ^[f^^^^X" 
George  Salter  and  Company  Limited,  Stafford- 
shire, England  „     .   .  ^t     .^ct  caa 
Application  November  6,  1934,  Serial  No   751,699 
In  Great  Britain  September  21,  1933 
5  Claims.     (CI.  265—68) 


2,018.049 
DISTILLING  AND  CONDENSING  APPARATUS 

Frederick  J.  AUen,  San  Diego,  Calif. 

AppUcation  March  26,  1934.  Serial  No.  717,459 

12  Claims.      (CI.  202— 236 » 


j^-:^jr? 


1    A   weighing   appliance    comprising   a   load 
support,  a  plurality  of  racks  adapted  to  be  opera- 


1.  In  a  distilling  and  condensing  apparatus,  a 
mixing  chamber,  a  heating  chamber,  and  a  cool- 
ing chamber  all  in  adjacent  vertical  alinement, 
the  heating  and  cooling  chambers  connected  to- 
gether side  by  side  and  communicating  with  said 
mixing  chamber  at  their  upper  and  lower  ends. 


2,018,050 
SIFTER    CAP  FOR  PO^^-DER   CONTAINERS 

Bede  John  Francis  Bentley,  Longfield,  England 

AppUcation  May  24,  1934.  Serial  No.  727.240 

In  Great  Britain  May  30.  1933 

6  Claims.     (Cl.  221—64) 


1    A  sifter  device  for  receptacles  for  powder 
and    the    like,    comprising    a    fixed    distributing 
member  having  a  closed  end  in  which  are  formed 
sifting  perforations  and  an  arcuate  slot,  a  cap 
member  rotatable  on  the  fixed  distributing  mem- 
ber and  having  sifting  perforations  registrable 
with  the  perforations  of  the  fixed  member,  means 
projecting  inwardly  from  said  cap  member  and 
engaging  in  said  arcuate  slot  to  limit  the  rota- 
tional movement  of  the  cap  member  relative  to 
the  fixed  member  and  spring  closure  actuating 
means  comprising  a  substantially  circular  bow 
spring  of  one  convolution  only  having  one  end 
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engaged  with  said  inwardly  projecting  means  and 
the  other  end  anchored  on  the  inner  face  of  the 
closed  end  of  the  fixed  member  at  a  point  con- 
tiguous to  said  arcuate  slot 


2.018.051 

SHOCK  ABSORBER 

Russell  S.  Carter.  Hewlett.  N.  Y. 

Application  February  5,  1930,  Serial  No.  425.953 

24  Claims.     (CI.  188 — 89) 


1.  A  liquid  type  shock  absorber  comprising  a 
liquid-containing,  substantially  cylindrical  cham- 
ber, a  rotary  spmdle  coaxially  journalled  therein, 
a  wing  piston  forming  a  rigid  part  of  such  spin- 
dle with  its  free  end  fitting  the  chamber  wall,  and 
a  movable  chamber  end  wall  extending  trans- 
versely of  said  spindle  and  normally  out  of  con- 
tact therewith  and  adapted  to  yield  under  liquid 
pressiire  to  enlarge  the  liquid  flow  passage  be- 
tween Itself  and  the  edge  of  the  piston. 


2.018.052 

RECORD  CONTROL  FOR  TABULATING 

MACHINES 

WilUam   D.   Caton,   Elmira.   N.   Y..   assignor,   by 
mesne  assignments,   to   American    Sales   Book 
Company,  Inc..  a  corporation  of  Delaware 
Application  June  30,  1931,  Serial  No.  547.807 
8  Claims.     (CI.  197—133) 


7.  A  record  control  guide  for  writing  machines 
Including,  in  combination,  two  pairs  of  relatively 
superposed,  parallel,  longitudinally  curved,  rec- 
ord, guide  plates  side  by  side  and  cooperative  to 
cause  a  record  strip  passing  therebetween  to 
move  in  a  curved  path,  curved  lateral  guide  bars 
having  flanges  to  which  the  edges  of  said  plates 
are  connected  respectively,  a  supporting  bar.  and 
means  for  supporting  said  guide  bars  in  different 
positions  longitudinally  of  said  supporting  bar. 


2.018,053 

AUTOMATIC   CONTROLLING    MECHANISM 

FOR  TAXIMETERS 

Grover  Cleveland  Coil.  Dayton.  Ohio,  assigrnor,  by 
mesne  assi«:nments,  to  Central  United  National 
Bank,  Cleveland,  Ohio,  as  trustee 
AppUcation  May  9.   1932,   Serial  No.  610.149 

9  Claims.     (CI.  235 — 30) 
1.  In  a  taximeter,  a  control  shaft,  a  spring  to 

rotate  said  shaft  automatically  from  its  home  po-   j 


sition  to  its  operative  position,  and  means  where- 
by when  said  shaft  is  rotated  In  the  same  direc- 


tion as  its  initial  movement,  said  spring  will  be 
rewound  by  a  step  by  step  movement. 


2.018,054 

SHOE  LACE 

Clemens  Czajkowski.  Milwaukee,  Wis. 

Application  October  27,   1934.  Serial  No.  750.273 

4  Claims.     (CL  24—143) 


1.  In  a  shoe  lace  provided  with  a  pointed  tip 
on  one  end  and  a  flared  portion  on  the  other  end. 
the  method  of  attaching  said  lace  to  a  shoe  by 
passing  the  pointed  end  through  an  upper  eye- 
let so  that  the  flared  end  only  projects,  the  rest  of 
the  lace  passing  through  eyelets  on  opposing  up- 
pers alternately,  mearis  for  securing  the  pointed 
end  of  the  lace  to  a  lower  eyelet,  and  a  loop 
formed  by  the  lace  at  the  upper  eyelet. 


2.018.055 

BEARLNG     CONSTRUCTION     FOR     ROLLING 

MILLS  AND  THE  UKE 

Frank  P.  Dahlstrom.  Worcester.  Mass..  assifrnor 
to  Moriran  Construction  Company,  Worcester, 
Mass.,  a  corporation  of  Massachusetts 
Application  August  7.  1931.  Serial  No.  555,758 
9  Claims.     (CL  308—70) 
1.  A  bearing  construction  for  rolling  mill  roll 
necks,  comprising  an  inner  member  fltted  to  and 
rotating  with  the  neck  and  a  surrounding  outer 
casing  or  chock,  the  latter  having  a  bore  which 
provides  for  said  inner  member  a  sliding,  plain. 
or  oil-fllm  bearing  whose  diameter,  owing  to  the 
negligible  space  required  by  the  oil  film,  can  be 
large  enough  to  allow  the  neck  in  its  zone  of 
maximum  breaking  stress  to  have  a  diameter  not 
materially  reduced  from  the  neck  diameter  nor- 
mally required  by  the  size  of  the  barrel  portion 
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of  the  roll,  when  said  bearing  construction  oc- 
cupies the  limited  space  available  for  its  recep- 


tion between  the  necks  of  adjacent  cooperating 
rolls. 


2,018,056 

METHOD  AND  MEANS  FOR  FINISHING 

SILICEOUS  ARTICLES 

Gaston    Delpech.    Clamart.    France,    assignor    to 
Societe  Anonyme  des  Manufactures  des  Glaces 
&  Produits  Chimiques  de  Salnt-Gobain,  Chau- 
ny  &  Cirey,  Paris,  France 
Application  July  6.  1933.  Serial  No.  679,207 
In  France  July  9,  1932 
10  Claims.     (CI.  49 — 1) 


Ufc=t3 


arranged  to  operate  a  stop  bar  and  a  pusher  bar. 
and  a  shaft  for  supporting  said  cams,  the  pairs 


1.  A  method  of  treating  siliceous  articles,  com- 
prising grinding  the  surfaces  of  a  hot  siliceous 
article,  said  surfaces  being  maintained  at  a  tem- 
perature which  is  at  least  equal  to  the  transforma- 
tion point  of  cristobalite.  heating  the  ground  sur- 
faces while  they  are  maintained  at  said  tempera- 
ture to  glaze  the  same,  and  then  reheating  the 
article. 

2.018.057 
LEER  LOADER 
John  V.  Donner.  Monaca.  Pa. 
Application  October  27.  1933.  Serial  No.  695,440 
2  Claims.     (CI.  198—31) 
1.  The  combination  with  a  leer  belt,  of  appara- 
tus for  transferring  articles  thereto,  comprising  a 
conveyer  movable  in  proximity  to  the  belt,  a  series 
of  stop  bars  movable  across  the  conveyer  to  in- 
dividually limit  traveling  movement  of  articles,  a 
series  of  pusher  bars  movable  across  the  con- 
veyer to  effect  transfer  of  the  articles  to  the  leer 
belt    pairs  of  rotatable  cams,  each  pair  being 


-» — rrrr 


ooo 
ooo 

■^■OOi 

•oo/     . 


of  cams  being  offset  relative  to  one  another  in 
directions  circumferentially  of  said  shaft. 


2,018.058 
TYPEWRITER 

Herbert  Etheridge,  Rodelheim.  near  Frankfort- 
on-the-Main,   Germany,  assignor   to   the   firm 
Torpcdo-Werke    Aktiengesellschaft    Fahrrader 
und  Schreibmaschinen.  Rodelheim,  near  Frank- 
fort-on-the-Maln.  Germany 
Application  February  7.  1931,  Serial  No.  514.079 
In  Germany  February  10,  1930 
6  Claims.     (CL  197—27) 


3.  A  typewriter  comprising  in  combination  with 
key's  and  type  levers,  links  in  connection  with  the 
upper  part  of  the  keys  and  links  in  connection 
with  the  lower  part  of  the  keys,  a  flxed  pivot  for 
the  lower  links,  an  extension  to  each  of  said  links. 
a  type  lever  supporting  segment,  a  pivot  carried 
by  said  segment  type  levers  being  turnably 
mounted  on  said  pivot,  extension  arms  on  said 
type  levers,  drawbars  between  said  link  exten- 
sions and  said  type  lever  extension  arms,  said 
drawbars  being  all  of  same  length  and  of  same 
inclination  to  the  horizontal,  the  progressively 
increasing  sizes  of  the  link  extensions  and  the 
type  lever  extension  having  a  ratio  which  is  the 
same  with  respect  to  said  extensions  in  each  link 
motion  mechanism,  a  cross-shaped  segment  sup- 
porting frame,  said  frame  having  a  pluraUty  of 
arms  means  to  fix  a  portion  of  said  segment  to 
the  arms  of  said  cross-shaped  supporting  frame, 
means  to  vary  the  angle  between  said  supporting 
frame  and  the  segment,  and  means  to  impart  a 
limited  up  and  down  movement  to  said  supporting 
frame  and  the  segment  block. 


2,018,059 

CARRIER     ROD     OPERATING     MECHANISM 

FOR   FLAT    KNITTING   MACHINES 

Albert  Friedmann.  Wyomissing.  Pa.,  assignor  to 
Ivouis  Hirsch  Textile  Machines.  Inc.,  New  York. 
N.  Y..  a  corporation  of  New  York 
AppUcation  December  28.  1934.  Serial  No.  759,524 
21  Claims.     (CI.  66 — 127) 
1.  In  a  flat  knitting  machine  having  a  multi- 
plicity of  carrier  rods  and  means  for  reciprocating 
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them;  means  equal  in  number  to  said  carrier  rods, 
each  of  which  is  adapted  to  arrest  the  inward 
traverse  of  a  different  carrier  rod  at  a  point  inter- 
mediate its  full  traverse  without    affectmg   the 


traverse  of  the  other  carrier  rods,  and  means  on 
each  carrier  rod  for  rendering  inoperative  the 
said  arresting  means  for  another  carrier  rod  when 
each  carrier  rod  approaches  an  end  stop. 


2.018.060 
PRINTING   INK 
Auirvst  J.  Gautsche.  St.  Loais,  Mo. 
No  Drawing.    Application  March  29.  1934. 
Serial  No.  718.086 
2  Claims.     (CI.  134 — 36) 
1.  An  improved  printing  Ink  for  lithographic 
use  consisting  of  an  offset  ink  to  which  is  added  a 
c<Mnpound   composed  of  substantially  four   and 
one-half  parts  of  a  hard,  rosin-like  phenol-con- 
densation product,  4  parts  China- wood  oil  as  a 
liquefying  agent,  and  4  parts  wool  grease  as  a 
body-holding  fatty  ingredient,  and  '2  02.  to  2  oz.  of 
said  compound  being  mixed  with  each  pound  of 
the  offset  ink  according  to  the  brilliancy  desired. 


2.018.061 

BOTTLE   CLOSURE 

George  M.  Gillen.  Paterson,  and  William  Herven 

Packer.  Wyckoff,  N.  J, 

Application  December  8.  1933.  Serial  No.  701,420 

2  Claims.     (CL  215—38) 
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1.  In  combination  with  a  milk  bottle  of  the 
type  having  a  relatively  heavy  glass  wall,  an  in- 
terior shoulder  adjacent  the  top  thereof  receiving 
a  thick  horizontally  positioned  jaaper  disk  closure, 
an  upwardly  extending  vertical  wall  around  said 
Moulder,  and  a  pouring  lip  mcluding  a  circular 
top  portion,  and  an  external  downwardly  extend- 
ing curved  portion  of  decreasing  curvature;  a 
pouring  lip  closure  for  covering  said  pouring  lip 
and  preventing  contamination  thereof,  said  clo- 
sure including  a  thin  transparent  inverted  cellu- 
loslc  cup  with  a  horizontal  portion  extending 
over  the  top  of  the  bottle  and  a  skirt  portion  ex- 
tendin^r  downwardly  along  the  upper  side  of  the 
bottle  and  an  inverted  annular  thin  sheet  metal 
cup  outside  of  and  clamping  said  transparent  cup 
to  said  pouring  lip,  said  metal  cup  being  provided 
with  a  horizontal  rim  portion  extending  over  said 
circular  top  portion  and  a  skirt  extending  over 
said  external  downwardly  extending  curved  por- 
tion, said  metal  cup  leaving  the  central  portion 
of  the  cellulosic  cup  uncovered  whereby  the  paper 
closure  may  be  observed  therethrough,  said  metal 
cup  being  collapsed  to  conform  to  the  shape  of 
said  pouring  lip.  to  hold  said  cellulosic  cup  in 
tension  and  to  depress  the  horizontal  portion  of 
said  cellulosic  cup  substantially  down  within  the 
mouth  of  the  bottle  and  below  the  upper  portion 
of  said  pouring  lip.  said  closure  including  means 
to  hold  said  cellulosic  cup  in  predetermined  as- 
sembled position  inside  of  said  metal  cup. 


2  018  OG'' 

INDIVIDUAL  SaTl  DEVICE 

Casper  Hardt.  Detroit,  Mich. 

Application  June  3,  1935,  Serial  No.  24.620 

6  Claims.     iCL  20&— 183) 


1.  A  device  for  the  purpose  described  includ- 
ing a  rectangular  frame,  a  sail  carried  by  said 
frame,  a  ring-shaped  member  secured  to  the 
frame  to  embrace  the  body  of  the  person,  and 
means  on  the  frame  for  engaging  over  and  rest- 
ing upon  the  shoulders  of  the  user  of  the  device. 


2.018.063 
CALENDAR  RACK 

Robert  J.  Higginbotham.  Salisbnry,  and  Carl  M. 
Martin.    Winston -SaJera,    N.    C.    assignors    to 
Carl  M.  Martin  and  Luther  E.  Martin,  both  of 
Winston -Salem.  N.  C. 
Application  March  31.  1933.  Serial  No.  663,752 
9  Claims.     (CI.  19—162) 
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1.  In  a  device  of  the  class  described  compris- 
ing a  rack,  a  lap  pin  bearing  head  having  one 
end  thereof  engaging  the  rack,  means  engag- 
ing the  central  portion  of  the  head  and  being 
slldably  mounted  in  the  rack,  and  a  shearing 
pin  in  the  rtick  penetrating  said  means  engaging 
the  central  portion  of  the  head. 


2,018,064 

FOLDING  RUNNING  BOARD  FOR  ROAD 

VEHICLES 

Anton  Hofaeker,  Henderson,  Md. 

AppUcatlon  March  6,  1935,  SeHal  No.  9.556 

2  Claims.  (CI.  280—166) 
1.  In  a  vehicle  having  a  side  door  hinged  to 
swing  outwardly  and  a  running  board,  hinges 
connecting  the  inner  edge  of  said  board  to  the 
body  of  the  vehicle,  springs  associated  with  said 
hinges  operative  to  fold  said  board  normally  up- 
ward against  the  vehicle  body  below  said  door, 
supports  for  said  board  when  turned  outwardly 
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on  its  hinges,  a  lever  fixed  on  said  door,  a  roll 
carried  by  said  lever  to  engage  the  adjacent  sur- 
face of  said  board  and  adapted  to  move  it  into 
operative  position  upon  opening  the  door,  a  sec- 


ond lever  pivotally  mounted  in  said  door  having 
a  handle  accessible  only  from  the  Interior  of 
the  vehicle  and  a  clamp  element  actuated  by 
said  second  lever  adapted  to  retain  said  board 
when  folded  upwardly. 

2,018.065 
CATALYSTS 

Vladimir  Ipatieff,  Chicago,  III.,  assignor  to  Uni- 
versal Oil   Products  Company,  Chicago,  IlL,  a 
corporation  of  Delaware 
No  Drawing.    Application  August  15,  1934, 
Serial  No.  739.873 
5  Claims.     (CL  23 — 233) 
1.  A  catalyst  for  polymerizing  unsaturated  hy- 
drocarbons comprising  a  mixture  of  a  phoei^oric 
acid  and  a  solid  adsorbent,  calcined  prior  to  the 
polymerizing    process   at    between    180°    C.    and 
300°  C.   without  any  substantial  heating  above 
300^  C. 

2.018.966 
TREATMENT    OF    HYDROCARBON    OILS 
Vladimir  Ipatieff,  Chicago,  IlL.  assignor  to  Uni- 
yersal  Oil  Products  Company.  Chicago,  Ill.»  a 
corporation  of  Delaware 

No  Drawing.    Application  March  7,  1935, 
Serial  No.  9.831 
S  Claims.     (CL  196—10) 
1.  A  process  for  the  conversion  of  normally  gas- 
eous olefins  into  liquid  hydrocarbons  which  com- 
prises subjecting  olef^nic  gas  under  polymeriza- 
tion conditions  of  temperature  and  pressure  to 
the  action  of  a  solid  phosphoric  acid  catalyst  In 
the  presence  of  an  added  amount  of  steam  such 
that  the  vapor  pressure  of  the  acid  at  the  oper- 
ating   temperature    and    pressure   conditions   is 
balanced  by  the  steam  in  the  gas  so  that  loss  of 
water  from  the  catalyst  is  substantially  prevented. 

2,018.067 
CONDENSER  FOR  REFRIGERATING  UNITS 

Maxwell  R.  Karge.  Brockport.  N.  Y. 
Original   application   April    16,    1932.    Serial   No. 

605.682.     Divided  and  this  application  May  15, 

1934.  Serial  No.  725.680 

7  Claims.     (CI.  257—43) 

1.  A  condenser  for  a  refrigerating  unit  com- 
prising a  tubular  shell,  a  head  having  an  annular 
groove  on  the  inside  thereof  at  each  end  of 
said  shell  to  have  the  end  of  said  shell  engage 
into  said  grooves,  tie  rods  extending  thru  said 
heads  and  said  tubular  shell  with  the  ends  of 
said  tubular  shell  nested  into  said  annular 
grooves,  condenser  tubes  passing  thru  said  head 
and  said  tubular  shell  and  encircling  said  tie  rods 
and  suitably  spaced  from  them,  bushings  thread- 
ed on  the  outside  of  said  condenser  tubes  to  fas- 
ten the  ends  of  said  tubes  to  said  heads,  and  aux- 
iliary heads  on  the  outside  of  said  heads  and 


connected  with  each  other  by  said   tie  rods  to 
clamp  said  auxiliary  heads  against  said  first  men- 


tioned  heads  and   said   first  mentioned   heads 
against  the  ends  of  said  shell. 

2.018.068 

CONNECTER  OR  FASTE^^NG  DE^^CE  FOR 

CHAIN  BRACELETS 

Charles  H.  Kestenman,  Providence,  R.  I.,  assignor 

to  Kestenman  Bros.  Mfg.  Co.,  Providence,  R.  I., 

a  corporation  of  Rhode  Island 

AppUcation  June  22.  1935,  Serial  No.  27,905 

9  Claims.     (CL  63 — 4) 


JTJT' 


1.  A  flexible  chain  bracelet  adapted  for  de- 
tachable connection  to  articles  of  jewelr>'  com- 
prising a  plurality  of  curbed  links  forming  a  sub- 
stantially flat  chain,  and  a  connecting  end-link 
having  a  curbed  portion  for  cooperation  with  a 
terminal  curbed  link  of  the  chain  and  straight  in- 
wardly-directed end  portions  terminating  in 
spaced-apart  relationship  to  pro\ade  an  opening 
therebetween. 

2,018.069 

CONTINUOUS  PROJECTOR  WITH  SLOW 

SPEED  DEFLECTORS 

Wilho  A.  Kosken.  New  York.  N.  Y..  assignor  to 
Wilho  A.  Kosken,  Inc.,  a  corporation  of  New 

AppUcation  March  17.  1930.  Serial  No.  436,562 
Renewed  March  1.  1935 
8  Claims.     (CI.  88 — 16.8) 


1.  In  an  optically  compensating  apparatus  for 
continuous  uniform  motion  of  a  strip  bearing  a 
series  of  images,  means  for  producing  a  light 
beam  transverse  to  the  path  of  said  strip;  a  pro- 
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jector  lens  system  arranged  with  Its  axis  in  the 
plane  defined  by  the  direction  of  travel  of  said 
strip  and  the  axis  of  said  light  beam,  but  inter- 
cepting the  axis  of  said  light  beam;  a  single  series 
of  similar  deflectors,  having  pairs  of  symmetri- 
cally inclined  reflectors  throughout  the  operative 
travel  of  said  deflectors  functioning  to  effect  dou- 
ble reflection  from  one  reflector  to  a  second  re- 
flector and  thence  to  the  lens  system,  always 
along  paths  of  equal  focal  length;  means  for 
imparting  traveling  movement  to  said  deflectors 
functionally  synchronized  with  said  strip  in  an 
endless  closed  path,  a  portion  of  which  is  straight 
and  lies  in  the  plane  defined  by  the  travel  of 
said  strip,  said  light  beam  and  the  axis  of  said 
projector  lens  system. 


2.018.070 

WRAPPED  BOX 

Gideon  R.  Kreider,  Jr.,  Lebanon,  Pa. 

AppUcaUon  April  15,  1932.  Serial  No.  605,420 

6  Claims.      (CI.  229 — 6) 


^^   M 


1.  As  a  product  of  manufacture,  a  wrapped  box 
comprising  a  box  body,  a  covering  material  for 
said  box  body  comprising  a  decorated  sheet  and 
a  transparent  sheet  wrapped  around  said  box, 
the  edges  of  said  transparent  sheet  extending 
beyond  the  edges  of  said  decorated  sheet,  the 
edges  of  both  said  sheets  being  glued  to  the  in- 
side face  of  the  box  body. 


2.018.071 
SHORT  WAVE  TUBE 
Wilhelm    Eberhard    Kiihle    and    Dietrich    Prinz, 
Berlin,  Germany,  assigrnors  to  Telefunken  Ge- 
sellschaft  fiir  Drahtlose  Telerraphie  m.  b.  H.. 
Berlin,  Germany,  a  corporation  of  Germany 
AppUcation  September  29.  1934,  Serial  No.  746,215 
In  Germany  October  7.  1933 
4  Claims.     ( CI.  250—27.5 ) 


1.  An  electron  discharge  tube  for  use  at  high 
frequencies  and  comprising  a  tubular  metal  en- 


velope open  at  one  end,  member  of  ceramic  ma- 
terial closing  the  open  end  of  said  envelope,  a 
plurality  of  concentric  tubular  leads  imbedded  in 
said  member,  and  electrodes  supported  solely  by 
said  leads  within  said  envelope. 


2.018.072 

PRINTING   MACHINE 

Charles  M.  Lamb,  Pasadena.  Calif.,  and 

Herbert  W.  Lamb.  Adrian.  Mich. 

Application  December  3.  1931.  Serial  No.  578,748 

6  Claims.     (CI.  101—269) 


1.  In  a  printing  machine,  a  bed  plate  on  which 
type  are  to  be  positioned  for  a  printing  operation, 
a  flexible  cover  member  including  means  for 
holding  a  sheet  to  be  printed  and  adapted  to  po- 
sition the  said  sheet  in  printing  relationship  with 
the  type,  a  guide  diagram  on  the  sheet  support- 
ing side  of  the  cover  and  relative  to  which  the 
sheet  may  be  positioned,  a  type  holding  device 
consisting  of  a  sheet  of  fibrous  material  detach- 
ably  supported  on  the  bed  plate,  a  diagram  on 
the  said  type-holding  sheet  corresponding  to  the 
diagram  on  the  cover,  the  type  holding  sheet  be- 
ing positionable  with  the  diagram  thereon  In 
alignment  with  the  cover  diagram,  a  wax-like 
semi-adhesive  coating  for  the  type  holding  sheet 
through  which  the  diagram  is  visible,  an  impres- 
sion roller  for  traversing  the  cover  member,  said 
coating  being  of  a  character  to  support  the  type 
from  displacement  in  the  printing  operating  op- 
eration or  removal  of  the  printed  sheet  there- 
from. 


2,018,073 
ELECTRODE  OR  CONTACT  MECHANISM 
Clemens  A.  Laise.  Tenafly,  N.  J.,  assirnor  to  Eisler 
Electric  Corporation.  Union  City,  N.  J.,  a  cor- 
poration of  Delaware 
Application  March  25.  1933.  Serial  No.  662,701 
3  Claims.     iCl.  200—166) 


1  Electrode  or  contact  mechanism  comprL«?ing 
in  combination  a  refractory  metal  rivet  and  a 
base  metal  support  therefor,  one  of  said  members 
being  provided  with  a  shank,  the  other  with  a 
depression,  said  shank  and  depression  interflt- 
ting  with  a  press  fit.  the  sides  of  one  of  said 
members  being  provided  with  depre.-^^sions  so  ar- 
ranged as  to  afford  capillary  passages  between 
the  two  members,  and  a  fusible  material  confined 
to  and  filling  said  capillary  pas.«:ages  and  the  area 
between  the  end  of  the  shank  and  the  bottom  of 
the  depression,  thereby  to  weld  or  braze  the  two 
members  to  each  other. 


I 


2.018.074 
AIR  CLEANER 

Ralph  R.  Layte.  Short   Hills.  N.   J.,  assignor  to 
Motor  Improvements,  Inc.,  Newark,  N.  J.,  a  cor- 
poration of  Delaware 
Application  October  3,  1930.  Serial  No.  486,139 
12CUIm8.     (CI.  183— 75) 


1  An  air  cleaner  comprising  a  fluted  drum,  a 
cylinder  surrounding  said  drum  and  forming  with 
said  flutes  conduits  leading  into  the  interior  of 
said  drum,  said  cylinder  comprising  a  helix  of 
thin  metal  ribbon  having  its  turns  minutely 
spaced,  an  outlet  from  the  top  of  said  drum,  and 
a  drainage  opening  In  the  bottom  of  said  drum. 


2.018.075 
BUFFING  MATERIAL  PACKAGE 

Robert  S.  Leather,  Waterbury.  Conn.,  assignor  to 
The  Lea  Manufacturing  Company.  Waterbury, 
Conn.,  a  corporation 
Application  January  9.  1934    Serial  No.  705.885 
3  Claims.     (CI.  206—56) 


2.018.076 

METHOD  OF  FORMING   PRESSED  SHEET 

METAL  SPOKED  WHEELS 

John    MacLennan,    Detroit,    Mich.,    assignor    to 

Kelsey -Hayes  Wheel  Company.  Detroit,  Mich., 

a  corporation  of  Delaware 

AppUcation  April  16,  1934.  Serial  No.  720.871 

5  Claims.     (CL  29—159.03) 


1  A  new  article  of  manufacture  comprising: 
an  air-tight  metal  container  including  a  casing; 
and  a  bar  of  water-containing  solid  buffing  ma- 
terial filling  said  casing:  said  casing  consisting 
of  an  elongated,  transversely  and  longitudinally 
continuously  integral  side-wall  and  a  top-end 
cap.  said  casing  being  preformed  to  its  final  shape 
and  size  independently  of  said  bar  of  buffing  ma- 
terial, said  side-wall  being  composed  of  metal  the 
nature  of  which  is  such  that  portions  thereof 
can  be  successively  readily  torn  away  with  the 
fingers  to  expose  an  end  of  the  bar  of  buffing 
material  as  the  latter  is  consumed. 


1.  In  a  method  of  forming  pressed  sheet  metal 
spoked  wheels,  the  step>s  of  pressing  a  fiat  sheet 
metal  blank  forming  a  flaring  bowl  with  pockets 
pressed  inward  from  the  convex  side  to  form 
projections  from  the  concave  side  thereof,  and 
reversely  forming  the  bowl  thereby  bringing  said 
projections  on  the  convex  side  thereof. 


2.018,077 

METHOD  OF  FORMING   PRESSED  SHEET 

METAL  SPOKED   WHEELS 

John  MacLennan,  Detroit.  Mich.,  assignor  to 
Kelsey -Hayes  Wheel  Company.  Detroit.  Mich., 
a  corporation  of  Delaware 

AppUcation  April  16.  1934,  Serial  No.  720,873 
3  Claims.     (CI.  29—159.03) 


1.  In  a  method  of  forming  pressed  sheet  metal 
spoked  wheels,  the  steps  of  cupping  the  central 
portion  of  a  sheet  metal  blank  leaving  a  sur- 
rounding annular  portion  in  the  original  plane, 
bowling  the  annular  flange  in  a  direction  to  sur- 
round said  cup.  corrugating  the  bowl  thereby 
decreasing  the  diameter  thereof,  forming  the 
convex  portion  of  said  corrugations  into  hollow 
spokes  with  closed  ends  and  with  the  concave 
portions  of  the  corrugations  separating  the 
spokes  from  each  other. 


2.018.078 

METHOD  OF  FORMING   PRESSED  SHEET 

MET.AL  SPOKED   WHEELS 

John    MacLennan.    Detroit.    Mich.,    assignor    to 
Kelsey -Hayes  Wheel  Company,  Detroit,  Mich., 
a  corporation  of  Delaware 
AppUcation  April  16.  1934.  Serial  No.  720.874 
5  Claims.     (CI.  29—159.03) 


C  Jt    J- 


1.  In  a  method  of  forming  pressed  sheet  metal 
spoked  wheels,  the  steps  of  bowl  ng  a  sheet  metal 
blank  and  simultaneously  corrugating  the  pe- 
ripheral portion  of  the  bowl  with  the  axes  of  the 
corrugations  extending  substantially  radially  and 
at  right  angles  to  the  axis  of  the  bowl,  and  in 
reversely  bowling  the  blank  thereby  bringing  said 
corrugations  with  their  axes  substantially  paral- 
lel to  the  ax  s  of  the  bowl  and  forming  a  series 
of  spaced  radial  spokes  having  closed  ends. 
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2.018.079 

MEANS    OF    MOUNTING    A    CHARACTER 

Peter  Macioci,  Providence.  R.  I.,  assignor  to  Uncas 

Manofacturinsr    Company,    a    corporation    of 

Rhode  Island 

AppUcation  February  21,  1934.  Serial  No.  712.375 

4  CUlms,     (CI.  40—143) 


4.  In  combination,  a  base  having  an  obverse 
face  and  provided  with  a  pair  of  openings  ex- 
tending through  the  base  In  close  adjacency,  a 
character  resting  against  said  face,  a  recess  on 
the  rear  surface  of  said  base  adjoining  said 
openings,  and  a  pair  of  fingers  secured  to  said 
character  and  each  extending  Into  one  of  said 
openings,  one  of  the  fingers  being  sufiBclently 
short  to  extend  short  of  said  recess,  and  the  other 
finger  extending  into  said  recess  and  bent  to 
lie  therein  and  over  the  shorter  finger  to  lock 
the  character  in  position,  said  recess  being  of 
a  depth  at  least  the  thickness  of  the  stock  of 
said  finger  to  wholly  receive  said  finger  and  leave 
the  same  flush  with  the  rear  surface  of  the  beise. 


2.018,080 
METHOD  or  AND  DEVICE  FOR  DIFFEREN- 
TIATING   BETWEEN    GEOLOGIC    STRATA 
TRAVERSED  BY  BORE  HOLES 

Oscar  Martienssen,  Kiel,  Germany 

AppUcation  May  31,  1935.  Serial  No.  24.226 

In  Germany  July  9.  1934 

15  Claims.     (CI.  175—182) 


1.  Method  of  exploring  characteristic  differ- 
ences between  different  geologic  strata  traversed 
by  a  bore  hole,  consisting  in  moving  a  generator 
of  high  frequency  oscillations  and  an  appertain- 
ing radiator  of  a  high  frequency  field  of  force 
through  the  bore  hole  to  successively  expose  each 
stratum  individually  to  the  field  of  force  produced 
by  said  radiator,  locally  converting  the  different 
electric  reactive  effects,  produced  upon  said  gen- 
erator by  the  different  reactions  of  said  field 
to  the  different  strata  characteristics,  into  cor- 
respondingly varjing  electric  forces  non-reac- 
tive upon  said  high  frequency  generator,  trans- 
mitting said  electric  forces  from  the  different 
points  of  exploration  to  the  point  of  observation, 
and  there  observing  the  variation  of  said  forces 
as  a  measure  of  the  varying  character  of  the 
traversed  strata. 


2,018,081 
RADIORECEIVER 

John  P.  Minton.  White  Plains.  N.  Y..  assignor,  by 
mesne  aAsi«rnments,  to  said  Minton  and 
Herbert  H.  Frost.  New  York.  N.  Y. 

Application  November  16.  1931.  Serial  No.  575,17« 
10  Claims.      CI.  250 — 14) 


1.  A  radio  receiver  comprising  a  sheet  metal 
chassis  having  a  fiat  top  and  flanged  along  lt« 
front  and  rear  edges,  said  chassis  having  an  in- 
ward extending  recess  in  its  top  and  front  flange, 
a  loud  speaker  projecting  into  said  recess  and 
having  its  front  substantially  flush  with  the  front 
of  said  chassis,  and  retaining  rings  at  the  front 
of  the  loud  speaker  affixed  to  the  front  flange  at 
the  sides  of  said  recess. 

10.  A  raxiio  receiving  set  comprising  a  chassis, 
a  condenser  having  a  metallic  enclosure  on  said 
chassis,  a  loud  speaker  on  said  chassis,  amplifier 
tubes  between  the  speaker  and  the  condenser 
and  shielded  on  one  side  by  the  enclosure  for  the 
condenser  and  on  the  other  by  the  parts  of  the 
loud  speaker,  said  tubes  also  having  shielding 
means  over  them  and  between  them. 


2.018.082 
APPARATUS  FOR  BLENDING  MATERIALS 

Frank  J.  Mnench.  Newark,  and  John  L.  Mnench. 
Short  Hills,  N.  J.,  assirnors  to  General  Machine 
Company,  Newark.  N.  J. 

Application  July  23.  1932.  Serial  No.  624.166 
7  Claims.     (CI.  259—81) 


1.  In  combination  a  hollow  double  cone  mixer, 
means  for  rotating  It  around  an  axis  at  right 
angles  to  the  conical  axis,  a  bin  for  ground  mate- 
rial above  the  mixer,  a  flexible  cormection 
adapted  to  be  connected  from  the  bin  to  an  open- 
ing In  the  mixer,  a  slide  gate  in  said  opening, 
means  to  move  the  mixer  so  that  the  gate  is  dis- 
posed at  the  bottom  thereof,  and  a  separate  flex- 
ible sleeve  to  connect  the  discharge  opening  with 
a  barrpl  or  o*her  container  to  fill  the  same  with 
mixed  material. 


li 


2.018,083 
BOTTLE-CAP  REMOVER 

James  .Andrew  Murdock.  Chicago.  111.,  assignor  to 
Vaughan  Novelty  Mfg.  Co.,  Chicago,  ill.,  a  cor- 
poration of  Illinois 

Application  November  9.  1934,  Serial  No.  752,201 
2  Claims.     iCL  65 — 46) 

12 


12.  r 


1.  A  bottle-cap  remover  stamped  from  a  blank 
of  comparatively  thin  metal,  comprising  a  handle 
part  and  long  and  short  spaced  prong  parts,  the 
short  prong  part  having  an  end  part  wider  than 
the  thickness  of  the  metal  of  the  blank  and  said 
end  part  being  twisted  upon  itself  through  an 
angle  of  approximately  90  degrees  to  present  a 
comparatively  wide  lip  extending  at  right  angles 
to  and  at  each  side  of  the  plane  of  said  handle 
afid  long  prong. 


2,018,084 

SILENCER 

Sidney  Oldberg.  Detroit.  Mich. 

Application  September  24.  1934.  Serial  No.  745,173 

3  CUims.     (CL  137—160) 


1.  A  Silencer  of  the  retroverted  passage  tjrpe 
comprising  an  outer  casing  of  substantially  oval 
cross  section,  an  Inner  and  an  end  header  provid- 
ing an  expansion  chamber  at  each  end  thereof, 
means  providing  an  inlet  and  an  outlet  therefor, 
and  three  parallel  through-fiow  tubes  mechani- 
cally connecting  the  chambers  and  lying  In  a 
single  row  and  having  their  axes  disposed  In  sub- 
stantially a  common  plane,  and  having  a  multi- 
plicity of  perforations  therein,  a  circular  inter- 
mediate transversely  split  shell  surrounding  the 
center  one  of  the  tubes  and  tangentially  engag- 
ing the  side  walls  of  the  casing  to  provide  a  sound 
wave  absorption  space  in  the  shell  around  the 
center  tube  and  in  conjunction  with  the  outer 
casing  a  sound  wave  absorption  space  around  each 
of  the  other  tubes,  a  central  header  through  which 
pass  said  tubes,  and  which  divides  each  of  said 
absorption  spaces  in  said  shell  into  longitudinally 
isolated  absorption  spaces,  the  central  header  hav- 
ing a  central  dished  portion  seated  within  the  end 
of  one  of  the  parts  of  the  shell  and  seating  the  end 
of  the  other  part  of  the  shell. 


2.018,085 
METHOD  OF  MAKING  FLAT  EXPANDED 
GRILLES 
Otho  M.  Otte.  Tarrntum.  Pa.,  assignor  to  .Alle- 
gheny Steel  Company,  a  corporation  of  Penn- 
sylvania 
Application  Mav  29.  1934.  Serial  No.  728.060 

5  Claims.     (CI.  29—160) 
1.  In  the  method  of  making  an  expanded  metal 
grille  in  which  the  upper  surfaces  of  the  bars 
bounding  its  interstices  lie  in  a  common  plane. 


the  steps  consisting  In  forming  corrugations  In  a 
metal  sheet  or  strip  which  corrugations  extend 
in  the  direction  In  which  the  material  is  to  be 
expanded,  in  slitting  the  material  at  spaced  posi- 
tions with  the  slits  extending  at  right  angles  to 


the  corrugations  and  then  in  expanding  or  pull- 
ing out  the  slit  pKjrtions  of  the  material  and 
during  such  pulling  out  procedure  in  flattening 
the  corrugated  parts  of  such  slit  off  portions  into 
the  plane  of  the  original  strip  or  sheet. 


2.018,086 
BOTTLE  CLEANING  DEVICE 

John  L.  Parsons,  Pittsburg,  Kans. 

Application  April  26,  1934,  Serial  No.  722,411 

1  Claim.     (CI.  15—164) 


In  a  device  for  cleaning  bottles  having  extended 
neck  portions  with  laterally  expanded  rings 
thereon,  the  said  device  embodying  a  tubular 
handle  thru  which  the  shaft  of  a  conventional 
bottle  cleaning  brush  may  be  passed  and  adjust- 
ably locked  thereto,  and  embodying  a  bottle  neck 
cleaning  assembly  adjustably  mounted  upon  the 
tubular  handle  which  is  slidably  passed  there- 
thru,  the  neck  cleaning  assembly  having  a  brush 
cup  open  at  one  end  and  exteriorly  threaded 
thereat  for  engaging  an  open,  flanged  and  inte- 
riorly threaded  cap,  the  interior  of  the  brush 
cup  being  formed  with  an  annular  ledge  sup- 
porting a  washer,  the  provision  of  a  two-part 
brush  ring  parted  diametrically  in  a  plane  cut- 
ting the  ring  perpendicularly,  the  resulting  ring 
segments  having  neck  cleaning  bristles  upon 
their  irmer  concaved  faces  for  engaging  the  ex- 
teriors of  the  bottle  necks,  the  two-part  struc- 
ture of  the  brush  ring  enabling  the  spreading  of 
the  assembly  asunder  for  embracing  the  said  lat- 
erally expanded  rings  of  the  bottle  necks,  the 
said  threaded  cap  of  the  brush  cup  serving  to 
lock  the  elements  together  within  the  cup. 


2.018.087 
MEANS  OF  TRANSPORTATION 

William  C.  Plass.  St.  Louis.  Mo. 

Application  April  28,  1932.  Serial  No.  607,941 

2  Claims.     (CL  105— 153) 

1.  In  a  transportation  tractor  of  the  class  de- 
scribed, adapted  for  movement  along  a  track. 
composed  of  two  vertically  spaced  elements  and 
having  wheels  on  said  elements  for  operative 
engagement  with  the  upper  and  lower  surfaces 
respectively  of  said  tracks,  the  combination  of 
means  for  resiliently  interconnecting  said  ele- 
ments one  above  the  other  to  permit  of  their 
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movement  vertically,  and  fluid -actuated  means 
operable  to  selectively  increase  the  grip  of  said 


f/t 


wheels  to  said  tracks  to  serve  £is  a  braking  means 
for  the  tractor. 


2.018.088 
MACHINE  TOOL 
Loais  F.  Poock  and  Willard  C.  Powell.  Dayton. 
Ohio,  aasifnon,  by  mesne  assifnments,  to  The 
Cinuitool  Company,  Dayton,  Ohio,  a  corpora- 
tion of  Ohio 

Application  May  16.  1932.  Serial  No.  611.548 
16  Claims.     (CI.  279— Ij 


[^ 


-X 
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1.  In  a  chuck,  a  chuck  body,  stop  means  there- 
on adapted  for  positioning  a  work  piece,  means 
for  holding  the  work  piece  against  said  stop 
means,  jaws  movable  to  clamp  the  work  piece. 
Jaw  operating  means,  means  on  the  jaw  operating 
means  for  moving  the  holding  means  toward 
holding  position,  and  means  independent  of  the 
Jaw  operating  means  for  maintaining  the  holding 
means  In  holding  position  under  tension. 


2  018  089 
APPARATUS  FOB  HAIVDLING  TUBING 
Bert  L.  Qnarastrom.  Detroit,  Mich.,  assignor  to 
Bandy  Tabinf  Company.  Detroit.  Mich.,  a  cor- 
poration of  Michigan 
Original    application    May    25.    1932,    Serial    No. 
613.570.    Divided  and  this  application  June  21, 
1934,  Serial  No.  731,725 

12  Claims.     (CI.  198 — 127) 
1.  A   device   for   pa.ssing   a   plurality    of   tubes 
lengthwise  comprising  a  rubber  roller,  a  coop- 
erating grooved  roller  immediately  adjacent  the 
rubber  roller,  said  tubes  being  disposed  between 


the  rollers  and  engaged  on  opposite  sides  by  the 
rollers  and  located  m  part  in  the  grooves  and 


tSt? 


in  part  in  distorted  portions  of  the  rubber  roller, 
and  means  for  driving  one  of  the  rollers. 


2.018.090 

VEHICLE 

Ernst   Reiner   and    Arnold    Htiper.   Zeeaen,   near 

Konigswusterhaasen,  Germany  j 

ApplicaUon  June  22,  1932,  Serial  No.  618.654 

In  Germany  Jane  29.  1931 

15  Claims.     (CI.  298—18) 


r 


1.  In  a  vehicle  and  in  combination,  a  platform, 
longitudinal  members  carried  by  the  axles  of  the 
vehicles,  a  plurality  of  pairs  of  transverse  sup- 
porting bars  for  the  platform,  each  pair  of  bars 
crossed  in  the  form  of  shears  and  inserted  be- 
tween the  longitudinal  members,  a  joint  plate 
between  the  bars  of  each  pair  of  transverse  sup- 
porting bars  holding  said  members  in  spaced  rela- 
tionship, and  a  pin  connection  through  each  pair 
of  supporting  bars  and  the  joint  plate  between 
them. 


2,018.091 
EXTRACTING  OIL  FROM  CASHEW  NUTS 
Thomas  M.  Rector.  Rutherford,  N.  J.,  assignor, 
by  mesne  assignments,  to  Baker-Bennett-Day, 
Inc.,  New  York,  N.  Y.,  a  corporation  of  Dela- 
ware 

Application  July  30,  1931.  Serial  No.  553,959 
13  Claims.     (CI.  87— 6) 


2.  The  process  of  extracting  oil  from  the  shells 
of  whole  nuts  which  includes  as  an  essential  step 
the  immersion  of  the  nuts  in  a  heated  bath  of 
the  shell  oil.  the  temperature  of  the  bath  and 
the  period  of  immersion  being  relatively  adjusted 
to  effect  discharge  of  a  major  portion  of  the  con- 
tained shell  oil  without  scorching  of  the  nut  ker- 
nels. 
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2.018,092 

LIQUID  Pl^P 

Charles  H.  Rickert,  Wood  River,  Nebr. 

Application  December  24.  1934.  Serial  No.  759,107 

2  Claims.     (CI.  103—103) 


2.018.094 
HOLLOW  ARTICLE 
Charles  C.   Smith,   Cleveland,   Ohio,  assignor  to 
The   .Matchless   Company,   Cleveland,   Ohio,   a 
corporation  of  Ohio 

Application  July  9,  1934,  Serial  No.  734,279 
9  Claims.    (CI.  67— 7.1) 


2.  A  water  pump  comprising  a  cylindrical  cas- 
ing whose  length  is  less  than  Its  diameter,  said 
casing  having  one  end  wall  provided  with  a  cen- 
tral relatively  small  inlet,  said  casing  having  a 
second  end  wall  provided  with  a  central  outlet 
of  substantially  the  same  diameter  as  said  inlet, 
a  bearing  secured  centrally  in  said  outlet,  a  rotor 
in  said  casing  coaxial  with  the  cylindrical  side 
wall  of  said  casing,  said  rotor  comprising  a  cen- 
tral shaft  rotatably  and  non-slldably  mounted  in 
said  bearing,  an  imperforate  disk  secured  at  its 
center  to  said  shaft  and  situated  substantially 
midway  between  said  end  walls,  the  peripheral 
edge  of  said  disk  being  spaced  from  said  casing 
side  wall,  and  spirally  directed  water-moving 
vanes  secured  to  the  side  of  said  disk  toward  said 
one  end  wall,  said  vanes  extending  from  said  disk 
substantially  to  said  one  end  wall  and  extending 
from  said  inlet  to  said  edge  of  said  disk,  heli- 
cally directed  water-moving  vanes  secured  to  said 
casing  side  wall  around  said  rotor  and  extending 
from  said  one  end  wall  substantially  to  the  plane 
of  said  disk,  and  spirally  directed  water-moving 
vanes  situated  between  said  disk  and  said  second 
end  wall,  these  vanes  being  secured  to  said  sec- 
ond end  wall  and  to  said  side  wall,  extending  from 
said  second  end  wall  toward  said  disk  and  ex- 
tending from  said  side  wall  to  said  outlet. 


2,018.093 

DOORLOCK 

Walter  R.  Schlage,  San  Francisco,  Calif.,  assignor 

to  Schlage  Lock  Co.,  San  Francisco,  Calif.,  a 

corporation  of  California 

Apphcation  February  23.  1932,  Serial  No.  594,642 

17  Claims.     (CI.  70—91) 


1.  In  a  door  lock,  a  housing,  a  latch  bolt,  a 
retractor  on  each  side  of  the  housing,  a  key  mech- 
anism on  the  outer  side  for  retracting  the  latch 
bolt,  said  key  mechanism  adapted  to  be  actuated 
by  a  plurality  of  keys,  means  on  the  inner  side 
for  rendering  the  outer  retractor  inoperative  and 
simultaneously  preventing  full  insertion  in  the 
key  mechanism  of  said  keys,  and  means  actuated 
by  closing  of  the  door  in  which  the  lock  is  mount- 
ed for  releasing  a  key  obstructing  means  to  per- 
mit full  insertion  of  certain  keys,  said  closing 
of  the  door  leaving  the  outer  retractor  inoper- 
ative. 

459  0.  o.— 00 


5.  A  lighter  comprising  a  casing  consisting  of 
two  channel-shaped  sheet  metal  pieces  having 
the  edges  of  the  flanges  thereof  interlocked  to 
form  between  them  a  hollow  space,  two  plugs  in- 
serted within  the  space  so  formed  and  closing  its 
ends,  a  piece  of  pyrophoric  material  frictionally 
held  between  said  interlocked  flanges,  the  plugs 
overlapping  the  ends  of  the  bar  of  pyrophoric 
material,  an  aperture  through  one  of  said  plugs 
and  a  striker  removably  positioned  in  said  aper- 
ture. 

8.  A  casing  consisting  of  two  channel-shaped 
pieces  having  the  edges  of  the  flanges  thereof 
Interlocked  to  form  between  them  a  hollow  space 
and    two    plugs    inserted    within    the    space    so 
formed  and  closing  its  ends. 


2.018,095 
PROCESS  OF  PREPARING  SOLID  DIAZONIUM 

SALTS 

Karl  Schnitzspahn.  OfTenbach-on-the-Main. 
Germany,  assignor  to  General  Aniline  Works! 
Inc.,  New  York,  N.  Y.,  a  corporation  of  Dela- 
ware 

No  Drawing.    Application  April  7,  1934,  Serial  No 

719.587.     In  Germany  April  12,  1933 

3  Claims.     (CL  260 — 69) 

3.  The  process  which  comprises  causing  the 
mineral  acid  diazonlum  salts  of  4-halogen-2- 
aminodiphenylethers.  at  least  one  phenyl  nucleus 
of  which  may  be  substituted  by  a  substituent  of 
the  group  consisting  of  methyl  and  halogen  to 
separate  in  solid  form  by  addition  to  their  aque- 
ous mineral  acid  solutions  of  an  alkali  salt  of  the 
mineral  acid  in  question. 


2,018.096 
PERCUSSIVE  TOOL  VALVE 
Herman  J.  Schorle.  Astoria,  N.  Y..  and  William 
A.  Smith.  Jr.,  North  Arlington,  N.  J.,  assignors 
to  Worthington  Pump  and  Machinery  Corpora- 
tion. New  York.  N.  Y.,  a  corporation  of  Virginia 
Application  March  1.  1934,  Serial  No.  713,514 

4  Claims.  (CI.  121—19) 
1.  In  a  percu.ss!ve  tool,  the  combination  of  a 
cylinder  having  a  piston  chamber  therein,  a  pis- 
ton in  said  chamber,  an  exhaust  port  in  the  cyl- 
inder, a  valve  chest  having  a  valve  chamber  and 
a  pressure  fluid  Jnlet  therein,  inlet  passages  lead- 
ing from  the  valve  chamber  to  the  piston  cham- 
ber, a  valve  In  said  chamber  comprising  a  body 
having  opposed  annular  channels  in  its  opposite 
faces,  said  valve  provided  with  a  plurality  of 
transverse  ports  opening  into  said  pressure  inlet 
to  supply  pressure  fluid  to  said  channels  and  op- 
posite faces  for  throwing  the  valve,  an  actuating 
surface  on  one  end  of  said  valve  exposed  to 
compression  from  piston  chamber  for  assisting 
In  throwing  the  valve,  said  valve  provided  with 
a  bore  formed  actuating  surface  opposed  to  said 
first  actuating  surface,  a  stem  extending  into 
said  bore  and  provided  with  a  port  opening  to 
atmosphere  to  subject  said  bore  formed  actuat- 
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Ing  surface  to  atmospheric  pressure,  a  flange  on 
said  valve  and  extending  into  said  bore,  said 
stem  provided  with  ports  open  to  compression 
from  the  cylinder  to  subject  one  surface  of  said 


flange  to  compression  from  the  cylinder  during 
one  period  of  operation  of  the  valve  and  to  sub- 
ject the  flange  to  live  air  pressure  during  another 
period  of  operation  of  the  valve. 


2,018.097 

HUMIDIFIER 

Ferris  N.  Smith.  Grand  Rapids.  Mich. 

AppUcaUon  April  2,  1934.  Serial  No.  718.691 

19  Claims.    iCL  122 — 451.1) 


9.  In  an  automatic  steam  generator,  the  com- 
bination of  a  boiler  having  a  steam  outlet,  a  hous- 
ing constituting  a  water  inlet  chamber,  a  water 
inlet  valve  discharging  into  said  chamber,  a  wa- 
ter pipe  connecting  said  chamber  to  said  boiler,  an 
expansion  element  in  said  chamber  for  operating 
said  valve,  and  a  closed  heat  responsive  fluid  con- 
tainer in  said  boiler  connected  to  said  expansion 
element. 


2.018,098 

LOCK 

Frank  J.  Sallivan,  Oshkosh.  Wis. 

ApplicaUon  January  3.  1934,  Serial  No.  705,098 

4  Claims.     (CI.  70— 14) 

/ 


1.  A  device  of  the  character  described  com- 
prising a  flat  elongated  locking  member  having 
an  opening  therethrough  adjacent  one  end.  and 
an  operating  member  for  rotating  said  locking 
member  provided  with  a  shank  portion  inter- 
mediate its  ends  corresponding  substantially  in 
shape  and  size  to  said  opening  to  project  there- 
through, said  operating  member  having  a  smooth 
conical  driving  point  terminating  in  a  circular 
shoulder  facing  toward  the  other  end  thereof. 


2.018.099 

SEPARABLE  FASTENER 

Gideon    Sundback,    Meadville.    Pa.,    assif^ior    to 

Hookless  Fastener  Company,  Meadville,  Pa.,  a 

corporation  of  Pennsylvania 

Application  August  8,  1933,  Serial  No.  684,238 

6  Claims.     (CI.  24—205) 


1.  A  separable  interlocking  fastener  compris- 
ing a  pair  of  continuous  coils  having  cooperating 
engaging  means  adapted  to  interlock  when  the 
colls  are  intermeshed.  and  means  providing  a 
flexible  support  for  each  of  said  coiLs.  comprising 
a  flexible  strand  extending  through  said  coils 
and  the  contacting  surfaces  of  said  strand  and 
coils  l)eing  intimately  bonded  together,  and 
means  engaged  around  said  strand  and  extend- 
ing at  one  side  of  the  coil  to  provide  means  for 
attachment  of  the  fastener  to  an  article. 


2,018,100 

ROTARY  ENGINE 

Manuel  Humberto  Peres  Solofalstoa.  San  Pedro 

Sola.  Honduras 

AppUcation  May  10.  1929.  Serial  No.  361,994 

Renewed  January  14,  1935 

eCUims.     (CI.  60 — 44) 


1.  In  a  rotary  engine,  a  casing  defining  an  an- 
nular chamber,  a  shaft  extending  into  said  cham- 
ber through  one  side  of  said  casing,  a  partition  in 
said  chamber,  stationary  abutments  in  said  cham- 
ber spaced  from  each  other  circumferentially 
thereof  at  one  side  of  said  partition  and  each 
formed  with  a  passage  opening  through  one  end. 
a  rotor  in  said  chamber  fixed  to  said  shaft  and 
turning  about  a  hub  projecting  from  said  parti- 
tion, an  annular  cam  element  in  said  chamber 
encircled  by  said  rotor  and  having  sets  of  cam 
surfaces,  movable  abutments  carried  by  said  rotor 
in  spaced  relation  to  each  other  circumferentially 
thereof  and  engaging  one  set  of  cam  surfaces  for 
guidance  past  the  stationary  abutments  as  the 
rotor  turns,  compressors  carried  by  said  rotor  be- 
tween the  movable  abutments  and  consisting  of 
cylinders  having  pistons  slidable  therein  and  re- 
ciprocated by  the  other  cam  surfaces,  a  carbu- 
retor in  said  chamber  at  the  opposite  side  there- 
of from  said  rotor  having  pipes  leading  therefrom 
and  communicating  vtith  the  cylinders  through 
ports  in  the  partition  whereby  fuel  may  be  drawn 
into  the  compressors  and  highly  compressed  and 


OcTOBEB  22, 1935 


U.  S.  PATENT  OFFICE 


783 


delivered  In  an  Ignited  condition  through  passages 
of  the  stationary  abutments  to  act  against  the 
movable  abutments  and  rotate  the  rotor,  and 
means  for  controlling  operation  of  said  carbu- 
retor. 


2,018.101 
AUTOMATIC  CLUTCH 
Benjamin  A.  Swennes  and  Kay  Miller,  Rookford, 
111.;    said    Swennes    assignor   to    Borg-W'arner 
Corporation,  Chicago,  111.,  a  corporation  of  Illi- 
nois 
Application  January  23,  1933,  Serial  No.  653.026 
11  Claims.     (CI.  192—105) 


1.  The  combination  with  a  conventional  clutch 
structure  comprising  driving  and  driven  mem- 
bers, spring  loaded  engaging  means  for  main- 
taining clutch  engagement  and  manual  means 
for  disengaging  said  clutch,  of  means  cooperat- 
ing therewith  retractable  by  centrifugal  force, 
said  means  in  It^  unretracted  position  being 
adapted  to  disengage  said  clutch  and  In  its  re- 
tracted position  to  be  withdrawn  from  the  clutch 
structure  to  permit  normal  engagement  there- 
of, and  manually  controlled  means  for  locking 
out  said  cooperating  means  to  disengage  the 
same  to  prevent  the  disengagement  of  the  clutch 
thereby. 

2.018.102 
OSCILLATORY    GRID-CONTROLLED 
DETECTOR  OR  RELAY 
Pryor  L.  Watts.  Brooklyn,  N.  Y.,  and  Keith  B. 
EUer.  Metuchen.  N.  J.,  assignors  to  The  West- 
ern   Union    Telegraph    Company,    New    York, 
N.  Y..  a  corporation  of  New  York 
Application  December  20.  1933.  Serial  No.  703,270 
5  Claims.     (CI.  178—70) 


3.  In  a  signaling  system  wherein  the  signals 
compri.se  groups  of  current  oscillations,  a  receiv- 
ing apparatus  having  a  detector  comprising  an 
electrostatically  controlled  gaseous  arc  discharge 
tube  provided  with  anode,  cathode  and  grid- 
controlling  elements  having  an  input  circuit  con- 
nected to  receive  said  signals  and  an  oscillatory 
output  circuit  Including  translating  means. 


2,018,103 
HYDRAZINE   SIT^PHONATE 

Arthur  Zitscher  and  Wilhelm  Seidenfaden.  Oflfen- 
bach-on-the-Main.  Germany,  assignors  to 
General  Aniline  Works,  Inc.,  New  York.  N.  Y., 
a  corporation  of  Delaware 

No  Drawing.  Application  December  29.  1932, 
Serial  No.  649.446.  In  Germany  January  12, 
1932 

4  Claims.     (CI.  260—124) 
1.  The  hydrazine  sulphonates  corresponding  to 

the  general  formula: 


Z-NH- 


-NH—NH—80j— alkali  metol 


wherein  Z  means  an  acyl  radical  of  the  lower 
aliphatic  series  or  of  the  aromatic  isocyclic  series 
and  Y  stands  for  alkyl.  alkoxy  or  halogen,  which 
compounds  represent  when  dry  yellowish  to 
brownish  powders  and  are  valuable  intermediates 
for  the  production  of  azo  dyestuffs. 


2.018.104 

TACK  BUTTON 

Franklin  R.  White.  Waterbury.  Conn.,  assignor  to 

The     Patent     Button     Company.     Waterbury, 

Conn.,  a  corporation  of  Connecticut 

Application  November  2.  1934,  Serial  No.  751,209 

3  Claims.     (CL  24—95) 


1.  A  tack  button  comprising  a  shell,  said  shell 
having  an  upwardly  extending  peripheral  rim, 
a  hub  tapering  slightly  toward  its  lower  ex- 
tremity which  latter  is  slightly  enlarged,  a  metal 
reinforcing  perforated  disc  held  tightly  within 
the  enlarged  extremity  of  the  hub,  an  anvil  lo- 
cated in  the  hub  and  at  its  lower  portion  bearing 
against  said  metal  reinforcing  perforated  disc,  a 
cap  over  said  anvil  and  the  rim  of  the  shell,  the 
said  metal  reinforcing  perforated  disc  adapted 
to  properly  guide  the  prong  of  a  tack  to  the  anvil, 
and  the  anvil  adapted  to  turn  the  prong  of  the 
tack  downwardly  and  against  the  said  metal 
reinforcing  perforated  disc. 


2.018.105 
TACK  BUTTON 

Franklin  R.  White,  Waterbury.  Conn.,  assignor  to 
The     Patent     Button     Company.     Waterbury, 
Conn.,  a  corporation  of  Connecticut 
Application  January  19.  1935.  Serial  No.  2.571 

3  Claims.  (CI.  24— 95) 
1.  A  tack  button  comprising  a  shell,  said  shell 
formed  of  relatively  soft  metal  and  having  an 
upwardly  extending  peripheral  rim,  an  integral 
hub  having  a  slightly  enlarged  lower  extremity,  a 
reinforcing  disk  of  relatively  hard  metal  clamped 
within  said  enlarged  extremity,  an  anvil  having 
a  pocket  and  the  anvil  fitted  within  the  hub.  a 
cap  over  said  shell,  the  bottom  wall  of  the  hub 
and  the  reinforcing  plate  being  perforate  and  the 
displaced  metal  caused  by  the  perforation  form- 


784 


OFFICIAL  GAZETTE 


OcTOBEB  22, 1935 


ing  a  tube-like  entrance  for  a  tack,  and  the  walls 
of  the  tube-like  entrance  adapted  to  hold  the  tack 


M.  »     tZ     IS     10   IS 


in    an    upright    position    during    an    attaching 
operation. 


2,018.106 
PISTON  RING  Ql  ALITY  INDICATOR 
Victor  F.  Zahodiakin,  Cinctnnati.  Ohio,  assifrnor 
to  The  Z-FIex  Piston  Ring  Corporation,  a  cor- 
poration of  New  Jersey 
Application  November  15,  193,3.  Serial  No.  698,141 
1  Claim.     I  CI.  73— 51^ 


"^  —*-  MS    •«•»" 


OQQQOOO 


/r    /*  *9  j*^  Tt 


As  an  article  of  manufacture,  a  piston  ring 
gauge  comprising  a  plat^  having  a  plurality  of 
bores  therein,  one  of  said  bores  being  truly  cylin- 
drical and  one  or  more  varying  from  a  true  cyl- 
inder, whereby  a  piston  ring  can  be  placed  in  said 
first  opening  for  determining  whether  or  not  It 
is  truly  circular  and  can  be  placed  in  said  other 
opening  or  openings  for  determining  whether  or 
not  it  will  expand  to  rake  up  variation  from  a  true 
cylinder. 


2.018,107 
ELECTRICAL  APPARATUS 
Joseph  W.  .Allen.  East  Orange.  N.  J.,  assignor,  by 
mesne  assignments,  to  Eclipse  .Aviation  Corpo- 
ration.  East   Orange.  N.   J.,   a   corporation   of 
New  Jersey 
Application  March  25.  1933.  Serial  No.  662.805 
12  Claims.     (CI.  171—223) 


.«        It 


1.  In  a  dynamo  electric  machjne  having  a  main 
field  winding  and  an  auxiliary  field  winding  each 
constituting  a  distinct  magnetic  circuit,  means 
for  electrically  connecting  said  windings  .so  that 
one  winding  is  divided  to  form  two  links  of  a 
multi-lateral  network  and  the  other  winding  con- 
stitutes an  additional  link  in  series  with  the  first, 
and  means  for  varying  the  amount  and  direction 
of  current  flow  in  the  second  named  winding, 
said  means  constitutmg  another  part  of  said 
network. 


2.018,108 
ELECTRIC  AL  APPARATUS 

Joseph  W.  Allen,  East  Orange.  N.  J.,  assignor  to 
Eclipse  Aviation  Corporation.  East  Orange, 
N.  J,,  a  corporation  of  New  Jersey 

AppUcation  October  22.  1934.  Serial  No.  749.469 
4  Claims.     (CI.  171—223) 


1.  In  combination  with  a  dynamo  electric  ma- 
chine having  a  current  receiving  armature  wind- 
ing and  a  current  generating  armature  winding,  a 
plurality  of  sets  of  field  pole  pieces  within  the 
induction  range  of  said  current  receiving  arma- 
ture winding,  a  corresponding  plurality  of  field 
windings,  one  for  each  of  .said  sets  of  field  pole 
pieces,  and  means  for  causing  opposing  curients 
to  flow  through  one  of  said  field  windings  so  that 
the  voltage  across  that  portion  of  the  current 
receiving  armature  windmg  which  is  within  the 
induction  range  of  one  of  said  field  windings 
tends  to  supplement  or  oppose  the  E.  M.  F.  in  the 
remaining  portion  of  said  current  receiving  arma- 
ture winding  in  accordance  with  whether  the 
latter  is  above  or  below  a  predetermined  value, 
whereby  the  current  generated  in  the  second 
named  armature  winding  is  maintained  at  sub- 
stantially constant  potential  regardless  of  varia- 
tions in  voltage  across  said  first  named  armature 
winding. 


2.018.109 
AEROPLANE   CONSTRl CTION 

Michial  .Aslanian  and  Daniel  .'\slanian, 

Los  .Angeles,  Calif. 

AppUcation  February  20.  1934,  Serial  No.  712,167 

9  Claims,     (CL  244 — 25) 


1,  An  aeroplane  having  an  engine  with  a  pro- 
peller for  propulsion  through  the  air,  a  fuselage 
having  a  vertical  opening  on  one  side  with  a  hous- 
ing inside  thereof,  a  wind  operated  rotor  having 
vanes,  certain  of  said  vanes  extending  outwardly 
through  the  opening  beyond  the  side  of  the 
fuselage  to  be  driven  by  the  slip  stream  of  air 
past  the  fu.selage.  a  rock  shaft,  a  propeller  shaft 
having  a  non-rotatable  section  connected  thereto 
to  rock  through  an  arc.  the  prop)eller  shaft  hav- 
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Ing  a  rota  table  section  with  a  propeller  mounted 
thereon,  and  drive  from  the  rotor  to  the  rotatable 
section  of  the  propeller  shaft. 


2,018,110 
UQL1D  CONDUCTION  SIPHON 

Jose  Palahi  Auter,  San  Feliu  de  Guixols, 

Gerona,  Spain 

Application  August  1,  1932,  Serial  No.  627,209 

In  France  May  27.  1932 

5  Claims.     (CI.  137—20) 


1.  A  siphon  for  conducting  liquids,  having  a 
descending  branch  comprising  sections  set  at  dif- 
ferent inclinations  and  forming  at  their  junctions 
secondary  apices,  where  the  gases  of  the  siphon 
tend  to  collect  in  a  state  of  rarefaction  less  than 
that  which  exists  in  the  highest  part  of  the  si- 
phon, and  provided  with  means  whereby  the 
said  gases  may  be  removed  from  such  secondary 
apices  of  the  siphon  without  passing  to  the  high- 
est part  of  the  siphon  and  without  subjecting  the 
gases  to  a  rarefaction  as  great  as  that  of  the  said 
highest  part  of  the  siphon. 


2.018,111 
VACUUM  PUMP 

Abraham  M  Babitch.  Flint,  Mich.,  assignor  to 
General  .Motors  Corporation,  Detroit,  Mich.,  a 
corporation  of  Delaware 

Application  April  23,  1932,  Serial  No.  607,130 
2  Claims.     (CI.  230— 170) 


1.  In  a  pump,  a  fiexible  diaphragm,  means 
forming  with  said  diaphragm,  a  pump  chamber, 
a  block  of  resilient  material  secured  to  said  dia- 
phragm on  Its  side  remote  from  said  chamber, 
and  a  reciprocable  plunger  to  operate  said  dia- 
phragm through  the  instrumentality  of  said  re- 
silient block,  additional  means  to  deliver  to  said 
diaphragm  strokes  of  varying  amplitude  in  the 
opposite  direction  whereby  there  occurs  a  varying 
space  relation  between  the  plunger  and  the  re- 
silient block  together  with  a  coil  spring  surround- 
ing said  block  and  engaging  said  diaphragm  and 
reciprocating  plunger. 


2.018.112 

MIXER  AND  AGITATOR  FOR  CONCRETE 

AND  THE  LIKE 

Charles  F.  Ball,  Milwaukee.  Wis.,  assigrnor  to 
Chain  Belt  Company.  Milwaukee,  Wis.,  a  cor- 
poration of  Wisconsin 

Application  March  9.  1932.  Serial  No.  597,829 
5  Claims,     i CI.  83— 73) 


1.  A  mixing  receptacle  for  concrete  mixers  and 
the  like  having  a  substantially  coniform  end  wall 
provided  with  a  portion  toward  its  outer  perime- 
ter extending  substantially  perpendicular  to  the 
axis  of  said  receptacle  and  having  a  charging 
opening  therethrough. 


2,018,113 
CAN  VACUUMIZING  AND  SEAMING 
MACHINE 
George  A.  Bardet  and  George  V.  Bardet,  Berke- 
ley. Calif.,  assignors  to  M.  J.  B.  Company,  a 
corporation  of  Delaware 
Application  November  5.  1932.  Serial  No.  641,382 
10  Claims.     (CL  113—24) 


1.  A  can  vacuumizing  and  seaming  machine 
comprising  a  vacuumizing  chamber  having  a  base 
opening,  a  revolving  double  seamer  head  in  the 
chamber,  a  can  support,  means  for  locating  a 
can,  with  cover  loosely  applied  thereto,  on  the 
support  for  seaming  and  means  for  actuating  the 
support  to  lift  the  can  into  the  chamber  for  vac- 
uumizing and  seaming:  said  seamer  head  com- 
prising a  central,  stationary  abutment  pad 
against  which  the  can  cover  is  pressed  to  retain 
it  against  displacement  during  vacuumization  of 
the  can,  a  chuck  movable  against  the  can  cover 
to  seat  it  after  vacuumization  of  the  can.  and 
seaming  rolls  operable  against  the  cover  flange 
to  seam  it  to  the  can  body. 

2.  In  a  can  vacuumizing  and  closing  machine, 
a  vacuumizing  chamber,  and  a  valve  for  con- 
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trolling  application  of  vacuum  to  said  chamber 
comprising  a  housing  having  spaced  pcclcets 
opening  to  a  face  of  the  housing  and  connected 
respectively  with  a  source  of  vacuum  and  with 
the  chamber  and  a  rotary  valve  plate  overlying 
that  face  and  normally  closmg  the  pockets  and 
havmg  a  slot  therein  adapted  to  overlap  the 
pockets  simultaneously  during  a  certain  interval 
of  rotation  of  the  plate  thereby  to  provide  a 
connection  between  the  source  of  vacuum  and 
chamber;  said  slot  being  gradually  retricted  in 
size  toward  its  forward  end,  thereby  to  provide 
for  a  gradual  enlargement  of  the  connecting 
passage  as  the  vacuum  is  applied. 

7.  In  a  can  vacuumizing  machine,  said  can 
having  a  flexible  wall,  an  indicator,  an  actuating, 
member  for  the  Indicator  resting  against  the 
said  wall  of  the  can  and  adapted  to  be  moved 
therewith  between  active  and  inactive  positions 
incident  to  movement  of  the  wall  effected  by  vac- 
uumizing the  can. 

8.  In  a  can  closing  machine,  a  revolvable 
seamer  head,  a  pair  of  slides  radially  movable  In 
the  head,  each  mounting  a  seaming  roll  at  its 
outer  end  for  one  seaming  operation,  another 
pair  of  slides  mounted  radially  of  the  head  and 
having  seaming  rolls  at  their  outer  ends  for  an- 
other seaming  operation,  a  member  axially  mov- 
able in  the  head,  toggle  links  connecting  the 
member  with  the  slides  of  the  first  pair  whereby 
movement  of  the  member  upwardly  and  down- 
wardly from  a  neutral  position  will  effect  an  in- 
ward and  an  outward  adjustment  of  the  slides, 
and  means  interconnecting  the  slides  of  the  first 
pair  with  those  of  the  second  pair,  whereby  the 
latter  will  be  adjusted  with  the  first  pair  but  In 
an  opposite  direction. 


2.018.114 
CHANNEL-TYPE   WEATHER  STRIP 

Elmer  D.  Barringer,  Cleveland.  Ohio 

Application  Jaly  15,  1935,  Serial  No.  31,497 

7  Claims.     (CI.  20 — 69) 

c 


^    9  J>, 


a    /*• 


1.  In  weatherstrip  means  of  the  class  described, 
in  combination,  a  sash,  a  sill,  a  channel  member 
mounted  on  the  sill  below  the  sash,  a  bottom  plate 
between  the  channel  member  and  the  sill,  and  a 
fastening  member  passing  through  the  bottom  of 
the  channel  member  and  into  the  sill  to  connect 
these  parts,  the  bottom  plate  being  provided  with 
means  at  Its  inner  edge  coactlng  with  the  fas- 
tening member  and  tending  to  push  outwardly  on 
the  l)ottom  plate  to  properly  position  It  In  respect 
to  the  channel  member. 


2.018,115 
WEATHER  STRIP  CONSTRUCTION 
Elmer  D.  Baurrlnger.  Cleveland,  Ohio 
AppUeation  Jannary  27,  1934.  Serial  No.  708,681 
11  Claims.     (CT.  20—69) 
1.  In  weatherstrip  construction   for  casement 
windows,  as  described,  in  combination,  a  window 
sash,  a  channel  member  disposed  beneath  said 
sash  and  comprising  an  inner  flange  located  ap- 
proximately in  line  with  the  inner  face  of   the 


sash  and  an  outer  weather  flange  approximately 
in  line  with  the  outer  face  of  the  sash,  and 
weatherstrips  mounted  on  the  sash  at  the  por- 


tions thereof  adjacent  to  said  flanges  to  engage 
with  said  ilanges  for  sealing  action  when  the 
sash  IS  closed  against  the  channel  member. 

2.018,116 
WELDING  OR  FUSING   BAR 

Walter  S.  Binfham.  Cassopolis,  Mich. 

No  Drawing.     ApplicaUon  June  2,  1934, 

Serial  No.  728.702 

12  Claims.     (CI.  219 — 8) 

9.  A  fusing  bar  or  welding  rod  comprising  an 
alloy  of  iron  containing  carbon,  manganese,  sili- 
con, phosphorus  and  sulphur  in  such  proportions 
that  a  weld  deposit  made  therewith  on  a  larger 
mass  of  parent  metal  and  air  cooled  from  the 
molten  state  has  the  cementite  structure  of  hypo- 
eutectic  white  cast  iron  and  a  brittleness  less 
than  that  of  such  white  cast  iron. 


2,018,117 
SOLDERING   MEANS 
Harold  W.  Birk,  East  Hartford,  Conn.,  assignor 
of  fifty  per  cent  to  Ralpha  M.  Birk,  Kast  Hart- 
ford. Conn.,  and  fifty  per  cent  to  Ufa  E.  Guth- 
rie, Hartford.  Conn. 

Appli(  ation  .May  19,  1934.  Serial  No.  726.468 
4  Claims.     (CI.  113 — 110) 


1.  A  soldering  strip  for  securing  metal  joints 
comprising  a  sheet  of  high  fusing  metal,  a  layer 
of  low  fusing  soldering  material  on  one  side  there- 
of, and  a  layer  of  readily  Ignitible  inflammable 
material  on  the  opposite  side  thereof,  said  strip 
being  pliable  whereby  it  may  be  bent  to  properly 
conform  to  the  joint  to  which  it  Is  to  be  applied. 

2.018.118 
METHOD     FOR     TRA.NSFORMING     INTO     A 
MIXTURE    OF     CARBON    MONOXIDE.     NI- 
TROGEN      AND      HYDROGEN.      RESIDUAL 
GAS    ANT)     BLOW-OFF    GAS     RESUXTING 
FROM    THE    MANUFACTURE    OF    HYDRO- 
GEN BY  THE  PROCESSES  BASED  ON  THE 
IRON-WATER  VAPOR  REACTION 
Raymond     Blondelle,     Henin     Lietard,     France, 
assignor    to    Societe    des    Mines    de    Donrges, 
Henin  Lietard,  France 
Application   January  9.   1931,   Serial  No.   507.750 
In  France  February  28.  1930 
1  Claim.     (CI.  23 — 5) 
A  complete  cyclic  process  for  obtaining  a  mix- 
ture of  hydrogen  and  carbon  njonoxide  with  a 


October  22. 1935 


U.  S.  PATENT  OFFICE 


■87 


small  proportion  of  nitrogen  and  only  traces  of 
hydrocarbons  Involving  the  change  of  Pe  to  PeO 
and  back  again  by  alternate  treatment  with 
steam  and  coke  oven  gas,  consisting  in  first  caus- 
ing coke  oven  gases  to  pass  over  iron  oxides  at 
about  750°  in  hydrogen  producing  apparatus  of 
the  "iron-water  steam"  type,  then  causing  the 
gases  resulting  from  the  said  operation  and  com- 


ably  securing  the  flaps  in  overlapped  position, 
comprising  strap  members  of  unequal  length  se- 
cured together  at  one  end  to  form  an  unitary 
attachment  having  a  common  buttonhole  for  en- 
gaging a  button  fixed  on  a  side  of  the  garment, 
the  opposite  ends  of  such  strap  members  being 


■>%s»-. 


ing  directly  from  the  said  apparatus  to  pass  con- 
tinuously through  a  mass  of  coke,  heated  from 
the  exterior  at  about  1^00°  C,  and  in  collecting 
the  gaseous  mixture  leaving  the  said  mass  of 
coke,  the  coke  being  of  sufficiently  small  sized 
particles  to  offer  to  the  gas  the  maximum  con- 
tact surface  without  causing  excessive  loss  of 
pressure  in  the  apparatus. 


2,018,119 
BY-PASS   VALVE   FOR   UQITD   DISPENSERS 

William  H.  D.  Brouse.  Toronto.  Ontario,  Canada, 
assiKnor  to  Service  Station  Equipment  Com- 
pany Limited.  Toronto,  Ontario,  Canada 

Application  November  22.  1933.  Serial  No.  699,149 
9  Claims.     (CL  103 — 42) 


^^^^^^^'. 


1.  In  a  liquid  dispensing  equipment  having  a 
motor  operated  pump  and  a  by-pass  for  connect- 
ing the  discharge  and  intake  of  the  pump,  and  a 
spring-closed  valve  in  said  by-pass  directly  acted 
upon  by  the  pressure  of  the  pumped  liquid  to  open 
the  valve  against  the  closing  pressure  of  the  spring 
and  thereby  permit  the  flow  of  liquid  through  the 
by-pass  from  the  pump  discharge  back  to  the 
pump  intake,  the  combination  therewith  of  pres- 
sure responsive  means  co-operatively  associated 
with  the  valve,  and  means  co-operating  with  the 
flow  of  liquid  through  said  by-pass  and  connected 
with  said  pressure  responsive  means  to  impart  an 
operating  pressure  influence  thereto  and  effective 
only  after  said  valve  has  opened  for  assisting  the 
opening  movement  of  said  valve. 


attached  to  the  edges  of  the  respective  flaps,  the 
outer  flap  having  an  opening  therein  at  a  point 
remote  from  its  edge,  to  receive  the  longer  strap 
outwardly  therethrough,  so  that  engagement  of 
the  said  button  by  the  said  common  buttonhole 
in  said  attachment  will  tend  to  overlap  the  said 
flai>s. 

2  018  121 

BREAD  SLICING  MACHINE 

Harrv   J.   Criner,   Davenport.   Iowa,   assignor   of 

one-half  to  A.  G.  Bush.  Davenport,  Iowa 

Application  April  26,  1934.  Serial  No.  722.459 

17  Claims.     (CL  146—153) 


2.018.120 
GARMENT   FLAP   F.ASTENER 

Uriah  G.  Bumbarger.  Cleveland.  Ohio 
Application  April  2.  1934.  Serial  No.  718.649 

5  Claims.     <C1.  2—78) 
1.  In  a  garment  having  an  opening,  flaps  for 
covering  the  opening,  and  a  fastener  for  detach- 


1.  A  bread  slicing  machine  comprising  a  hous- 
ing, a  pair  of  rectangular  frames  mounted  there- 
in, each  frame  havinp  a  series  of  slicing  blades 
mounted  therein,  guide  rolls  pivotally  mounted 
within  the  housing  and  extending  between  the 
rectangular  frajmes.  resilient  means  attached  to 
the  frames  adapted  to  exert  a  constant  traction 
thereon  towards  each  other,  operative  means 
connected  to  the  frames  adapted  to  drive  them 
reciprocatingly  in  alternation  and  means  to  feed 
the  bread  to  the  slicing  blades. 


2  018  122 
AIR  ANT)  MIXTURE  HEATER  FOR  GASIFIERS 

William   H.   Duthoit,   Winnipeg.   Manitoba,   and 

George    W.     Wallace.    Transcona,    Manitoba, 

Canada 

Application  July  31,  1933.  Serial  No.  683.058 
3  Claims.     (CL  261—13) 

1.  The  combination  with  the  carburetor  and 
the  intake  and  exhaust  manifolds  of  an  internal 
combustion  engine,  of  a  transverse  fuel  intake 
conduit  passing  through  the  exhaust  manifold 
and  connecting  the  carburetor  with  the  intake 
manifold,  said  conduit  having  spaced  tubes  pass- 
ing centrally  therethrough  and  Inset  portions  up- 
on the  sides  thereof  and  alternated  with  the 
tubes,  said  tubes  and  inset  portions  forming  pas- 


788 


OFFICIAL  GAZETIE 


.1935 


sages  through  the  conduit  for  the  exhaust  gases 
and  also  forming  internal  deflectors  for  mixing 


the  firing  mixture  passing  through  the  conduit 
from  the  carburetor  to  the  intalte  manifold. 


2.018.123 

MACHINE  FOR  FINISHING  ARMOR  PLATE 

PIERCING   SHELLS 

Vincenxo  FUfleilo,  Temi.  Italy 

Application  Jaly  24.  1933.  Serial  No.  682,029 

In  Italy  December  14,  1932 

20  Claims.     iCl.  29—28) 


r^,". 


1.  A  machine  for  grinding  and  finishing  sheUs 
comprising  a  rotatable  work  holding  mandrel,  a 
movable  carriage,  a  rotatable  grinding  device 
adjustably  mounted  on  said  carriage  for  finish- 
ing the  fore  ring  of  the  shell,  a  rotatable  grind- 
ing device  for  finishing  the  ogival  head  of  the 
shell,  and  a  tool  holder  mounted  on  said  carriage 
for  movement  therewith  and  adapted  to  coact 
with  a  shell  mounted  on  said  mandrel,  the  two 
grinding  devices  and  said  tool  holder  k)eing  inde- 
pendently adjustable. 


2.018.124 

TUBE  SCRAPER 

Harry  J.  Forster.  Chicago,  111.        ^. 

Application  Aaimst  30.  1933.  Serial  No.  687.399 

13  Claims.     (CL  15—104.19) 


1.  A  tube  cleaner  comprising  a  mandrel  adapt- 
ed to  be  connected  to  an  operating  rod  and  to  be 
inserted  into  a  tube  to  be  cleaned,  a  scraper  blade 
mounted  on  said  mandrel  for  movement  relative 
thereto  toward  the  tube  wall,  means  for  resilient- 
ly  pressing  the  blade  at  a  given  pressure  against 
the  tube  wall  as  the  cleaner  is  pushed  inwardly 
through  the  tube,  and  means  associated  with  said 
resilient  means  and  scraper  blade  and  moved  by 
engagement  of  the  blade  with  a  severe  obstruc- 
tion in  the  tube  to  reduce  said  pressure. 


2.018.125 
BEVERAGE  MIXER 

Frank  E.  Fowler.  Athens,  Ga..  assignor  to  Bev- 
erage Mixer  Co..  Bainbridge.  Ga. 
AppUcation  February  13.  1935.  Serial  No.  6.367 
11  Claims.     iCL  259—54) 


1.  In  a  machine  for  mixing  the  ingredients  of 
bottled  liquids;  a  support,  a  conveyor  for  moving 
filled  and  sealed  bottles  in  one  direction  along 
said  support,  a  chamber  hinged  to  said  support 
In  the  path  of  movement  of  said  conveyor,  means 
for  feeding  a  predetermined  number  of  bottles 
into  said  chamber,  and  means  operable  by  the 
presence  of  said  predetermined  number  of  bottles 
in  said  chamber  for  automatically  rocking  said 
chamber  about  its  hinge  axis  to  mix  the  contents 
of  the  bottles  therein. 


2.018.126 
PRESS 

Simms  Garrett,  Charing.  Ga. 

Application  August  23.  1933.  Serial  No.  686,455 

8  Claims.     (CI.  100 — 44) 


*'j'J^A'.'*^\v 


1.  A  press  comprising  a  vertical  cylinder  hav- 
ing discharge  pwissages  therein,  a  plunger  mov- 
able downwardly  In  the  upper  end  of  said  cyl- 
inder, a  closure  member  for  the  lower  end  of  said 
cylinder,  means  for  supporting  said  closure  mem- 
ber in  operative  position  with  respect  to  the  lower 
end  of  said  cylinder,  and  means  for  supporting 
said  last  named  means  for  lateral  movement  with 
respect  to  said  cylinder  to  permit  its  engagement 
with  said  closure  member  and  its  disengagement 
from  said  closure  member  to  permit  the  removal 
thereof. 


2.018.127 
HAIR  WAVING  PAD 
Fred  Hauser,  White  Plains,  N.  Y. 
Application  May  11,  1933,  Serial  No.  670.442 
Renewed  March  12.  1935 
1  Claim.     (CI.  132—36.2) 
A  hair  waving  pad  comprising  a  pair  of  sub- 
stantially rectangular   members   of  like   dimen- 
sions joined  together  edKP  to  edge  by  a  seam  or 
the  like,  each  of  said  members  having  an  exten- 
sion forming  a  tongue,  said  tongues  extending 
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from  opposite  extremities  of  the  same  side  of 
the  pad  to  form  a  recess  therebetween,  one  of  said 
members  being  formed  of   two  layers  of  gauze 


M  ^ 


with  a  sheet  of  flannel  therebetween,  the  other 
member  being  formed  of  a  layer  of  waxed  paper 
and  a  layer  of  tin  foil. 


2.018.128 
BUCKLE  FOR  REVERSIBLE  BELTS 

Alvis  C.  Husketh,  Klttrell.  N.  C. 

Application  Mav  9.  1935.  Serial  No.  20.693 

6  Claims.     (CI.  24—191) 


1.  A  buckle  for  a  reversible  belt  adapted  for 
personal  wear,  comprising  a  body  section  pro- 
vided with  a  front  plate,  clamping  means  hinged 
to  and  cooperating  with  said  body  section  for  re- 
leasably  securing  '  '  free  end  of  said  belt  be- 
tween said  body  Sv  n  and  clamping  means,  and 
means  lor  securin  'le  other  end  of  the  belt  to 
said  buckle,  said  means  t>eing  rotatably  connected 
to  said  clamping  means  about  an  axis  which  is 
angularly  related  to  the  hinge  axis  of  said  clamp- 
ing means  so  as  to  permit  the  reversibility  of  said 
belt  with  respect  to  said  front  plate. 


2.018.129 
SPIKE  DRIVING  MACHINE 

Corwill  Jackson.  Ludington,  Mich. 

Application  July  9.  1934,  Serial  No.  734,361 

53  Claims.     (CI.  104 — 17) 

1.  In  a  machine  of  the  class  described,  the 
combination  with  a  railway  truck,  of  a  driving 
head  mounted  for  vertical  adjustment  and  pro- 
vided with  impact  means,  a  plunger  head  pro- 
vided with  a  plunger  guide  and  with  a  vertically 
adjustable  rail-engaging  roller  at  its  front  end 
and  with  rail-engaging  guide  members,  a  sup- 
porting bracket  for  said  plunger  head  pivotally 
mounted  on  said  truck,  a  pivotal  and  vertically 
adjustable  connection  for  the  rear  end  of  said 
plunger  head  to  said  bracket,  a  truck  engaging 
guide  at  the  rear  of  said  plunger  head,  a  plunger 
mounted  in  said  guide  in  operative  relation  to 
the  impact  means  of  said  driving  head,  said 
plunger  being  connected  with  said  driving  head 
to  be  retracted  thereby  when  the  head  is  raised, 
a  feed  magazine  on  said  plunger  head  adapted  to 
support  a  plurality  of  spikes  in  upright  position, 
a  pivotally-mounted  inwardly-facing  channeled 
.spike  holder  disposed  to  receive  the  .<:plkes  as  they 
are  successively  discharged  from  said  magazine, 
a  spring  spike  supporting  jaw  disposed  in  op- 
posed relation  to  .said  spike  holder,  means  actu- 
ated on  the  downward  movement  of  .said  driving 
head  for  swinging  the  holder  out  of  the  path 


of  the  plunger,  a  feed  gate  for  said  magazine, 
operating  connections  for  said  feed  gate  to  said 
spike  holder  whereby  the  feed  gate  is  opened  to 


T^--ii^- 


•V    j^ 


deliver  a  spike  when  the  spike  holder  is  swung  to 
retracted  position,  and  spring  means  for  urging 
said  spike  holder  to  spike  receiving  position. 


2,018,130 
CHECK  VALVE 

Robert  J.  Jauch,  Fort  Wayne,  Ind. 

Application  September  18,  1933,  Serial  No.  689.847 

1  Claim.     tCL  251—127) 


A  check-valve  structure  having  a  body  pro- 
vided with  antero  and  p>ostcrn  chambers  and  a 
spout  through  which  said  chambers  have  com- 
munication and  constituting  the  sole  outlet  from 
said  antero  chamber,  a  diaphragm  disposed  in 
said  body,  a  valve  attached  to  said  diaphragm 
norm -illy  closing  said  spout,  and  a  chambered 
cap  in  said  body  securing  the  diaphragm  in  place, 
one  end  of  which  is  shaped  to  limit  movement 
of  the  diaphragm,  and  provided  with  a  perfora- 
tion therein  to  permit  passage  of  fluid  there- 
through to  create  pressure  on  the  top  of  said 
diaphragm  whereby  to  close  the  valve,  there  be- 
ing a  passageway  and  ducts  in  said  body  and  cap 
respectively  to  permit  flow  of  fluid  therethrough 
from  the  postern  chamber  to  counterbalance  said 
diaphragm. 

2.018,131 
MtXTI- STAGE  TYPE  AIR  CLEANER 
Herbert  G.  Kamrath,  Flint,  Mich.,  assignor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration, Detroit,  Mich.,  a  corporation  of  Dela- 
ware 
Application  November  30.  1928.  Serial  No.  322,848 
4  Claims.     (CI.  183—15) 
4.  An  air  filter  comprising  a  casing,  filter  ma- 
terial therein,  a  wall  extending  through  the  csis- 
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ing  and  forming  an  air  inlet  extending  longitu- 
dinally of  the  casing,  said  casing  containing  a 


liquid  in  the  bottom  thereof,  and  air-centrlfugat- 
ing  means  in  said  air  inlet. 


2.018.132 
SLUG  CASTING  MACHINE 

George  P.  Kinirsbury,  Hoilis,  N.  T.,  assignor  to 
Mergenthaler  Linotype  Company,  a  corpora- 
tion of  New  York 

AppUcaUon  May  31.  1934.  Serial  No.  728.203 
22  Claims.     (CL  19»— 49) 


1.  In  a  slug  casting  machine  having  a  verti- 
cally movable  transporter  normally  operative  to 
present  a  compHDsed  line  of  matrices  in  casting 
relation  to  the  mold,  the  combination  of  a  holder 
detachably  secured  to  a  stationary  member  of 
the  machine  for  sustaining  at  the  casting  level 
a  hand  stick  wherein  a  composed  line  of  matrices 
is  supported,  and  means  carried  by  the  holder 
for  arresting  the  transporter  above  Its  lower 
level  when  the  hand  stick  holder  Is  In  use  to 
prevent  Interference  therewith. 


2.018.133 
BIANUFACTURE  OF  SIUCON  CARBIDE 
Henry  P-  Klrclmer,  Niarara  Falls.  N.  T..  assignor 
t«  The  Carbomndnn  Company.  Niagara  Falls, 
N.  T.,  a  corporation  of  Pennsylvania 
No  Drawinc    Application  Auffnst  2,  1933. 
Serial  No.  683.343 
4  Claims.     (CI.  204— «2) 
1.  A  raw  batch  for  the  manufacture  of  silicon 
carbide  in  an  electric  furnace,  said  batch  contain- 
ing, in  addition  to  sand,  carbon  and  salt,  a  small 
proportion  of  buckwheat  hulls. 


2.018,134 

ELECTRIC  SOCKET  AND  CASING 

Francis  C.  Kollath,  Chicaffo.  111.,  assignor  of  one- 

lialf  to  Daniel  Woodhead,  Evanston,  I1L 

AppUcation  March  17.  1930.  Serial  No.  43«,289 

9  Claims.     (CI.  173—358) 

1.  In  combination,  a  flexible  rubber  open-ended 

casing  having  alined  grooves  extending  from  the 

margin  of  the  opening,  said  grooves  merging  with 


deeper  grooves  and  providing  shoulders,  a  flat 
base  in  said  casing  and  engagmg  said  grooves,  said 
base  having  projections  received  m  said  deeper 
grooves,  said  projectioni>  providing  shoulders  en- 
gaging the  first  shoulders  and  holding  the  base 
In  position. 


8.  A  connector  comprising  a  casing  having  an 
openmg  therein,  a  disk  arranged  in  the  opening  of 
the  casing,  a  base  plate  connected  to  and  extend- 
ing substantially  normal  to  the  disk,  said  base 
plate  and  casing  having  interfltting  means  to  se- 
cure the  base  plate  to  the  casing,  and  terminals 
secured  to  said  base  plate  and  disk. 


2,018.135 
PROCESS  FOR  THE  PRODUCTION  OF  HIGH 

PERCENTAGE     ALKALI     CYANIDES     FREE 

FROM  SLXFHIDES  AND  CHLORIDES 
Hermann    Theodor    Joseph     Konig:,    Dordrecht, 

Netherlands,  assirnor  to  N.  V.  StikstofbindinKs- 

industrie  "Nederland".  Dordrecht,  Netherlands, 

a  Dutch  body  corporate 
No  Drawing.    Application  August  10,  1932,  Serial 

No.  628,269.     In  the  Netherlands  February   9, 

1931 

16  CUims.     (CI.  23—79) 

1.  A  process  for  the  production  of  high  per- 
centage alkali  metal  cyanide  free  from  sulphide 
and  chloride,  comprising  heating  an  alkaline 
earth  metal  cyanamlde  in  the  absence  of  chlo- 
rides at  a  reacting  temperature  above  500"  C. 
with  an  alkali  metal  sulphide,  a  carbon  yielding 
material  and  an  excess  of  an  alkaline  earth  metal 
compound  capable  of  reacting  at  said  tempera- 
ture with  the  alkali  metal  sulphide  to  the  forma- 
tion of  an  alkaline  earth  metal  sulphide,  extract- 
ing the  reaction  mass  so  obtained  with  a  solvent 
for  the  formed  alkali  metal  cyanide,  in  which  the 
formed  alkaline  earth  metal  sulphide  is  insol- 
uble and  recovering  the  alkali  metal  cyanide 
from  the  extract. 


2.018.136 

ELECTRIC  SWITCH 

Emll  Lange.  Berlin.  Crermany 

ApplieaUon  February  10,  1932.  Serial  No.  592.093 

in  Germany  January  12.  1930 

6  Claims.     (CI.  200—148) 


mnimmm 


1.  An  electric  switch  of  the  type  in  which  the 
contact  is  made  within  a  gaseous  medium  having, 
in  combination,  a  pressure  chamber  provided  with 
an  outlet,  a  stationary  contact  member  disposed 
in  the  path  of  the  gas  flowing  into  the  outlet,  a 
movable  contact  member  within    said    pressure 
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chamber  for  co-operating  with  the  stationary 
contact  member,  a  valve  in  the  pressure  chamber 
for  normally  closing  the  outlet,  and  means  oper- 
able independently  of  the  movement  of  the  mov- 
able contact  member  for  automatically  opening 
th2  valve  when  the  pressure  in  the  pressure  cham- 
ber rises  to  a  predetermmed  value. 


2,018.137 
CONDENSATION  PRODUCTS  FROM  PHLOR- 
OGLUCINE  AND  PROCESS  OF  PREPARING 
THEM 

Leopold  Laska  and  Oskar  Haller.  Offenbach-on- 
the-Main.  Germany,  assignors  to  General  Ani- 
Une  Works.  Inc.,  New  York.  N.  Y.,  a  corporation 
of  Delaware  ^     .  , 

No  Drawing.     Application  March  31.  1934.  Serial 
No.  718.520.    In  Germany  April  8.  1933 
7  CUimc.     (CI.  260—109) 
1.  The     process     of     preparing     condensation 
products  from  phloroglucine  which  still  contain 
at  least  one  hydroxy  group  of  the  phloroglucine 
nucleus  which  comprises  heating  in  the  presence 
of  water  phloroglucme  with  an  aromatic  amine 
of  the  group  consisting  of  amines  of  the  benzene 
and  naphthalene  series  containing  at  least  one 
nuclear   substituent  of  the  group  consisting  of 
hydroxy,    carboxylic    acid    and    sulfonic     acid 
groups.  ,  ^  , 

3.  The  compounds  of  the  general  formula: 


OH 


R-HN 


wherein  X  represents  —OH  or  the  group 
_NH— R  and  R  stands  for  a  radical  of  the  ben- 
zene or  naphthalene  series  containing  at  least 
one  nuclear  substituent  of  the  group  consisting 
of  hydroxy,  carboxylic  acid  and  sulfonic  acid 
groups,  being  gray  to  brown  powders  which  form 
with  liydrochloric  acid  yeUow  hydrochlorides. 


2.018,138 

DITCHING  PLOW 

Robert  G.  Le  Toumeau,  Stockton,  Calif. 

AppUcation  February  9,  1934.  Serial  No.  710.454 

3  Claims.    (CL  37—98) 


2  018  139 
REFRIGERATING  APPARATUS 
Carl  E.  L.  Lipman,  Chicago,  111.,  assignor  to  Lip- 
man  Patents  Corporation,  Chicago,  111.,  a  cor- 
poration of  Delaware 

Application  April  8,  1933,  Serial  No.  665.070 
5  Claims.     (CI.  62—116) 


1.  A  ditching  plow  comprising  a  centrally  dis- 
posed plow  beam,  transversely  spaced  parallel 
walls  forming  the  sides  of  the  beam,  and  depend- 
ing therefrom  to  the  bottom  and  determining  the 
width  of  the  ditch,  vertically  extending  cutters 
mounted  on  said  walls  at  their  forward  end  to 
cut  the  sides  of  the  ditch,  a  bottom  cutter  ex- 
tending between  the  walls  rearwardly  of  the 
side  cutters  and  a  floor  extending  rearwardly  and 
upwardly  from  the  bottom  cutter  for  the  full 
width  between  the  walls;  one  wall  only  having 
an  opening  extending  upwardly  from  the  floor, 
the  bottom  of  the  opening  following  and  being 
on  a  level  with  the  floor. 


1.  The  combination  of  a  cabinet  providing  a 
food  compartment  having  an  opening  at  its  up- 
per end,  a  heat  insulating  closure  for  said  open- 
ing, a  refrigerating  apparatus  attached  to  and 
removable  from  the  cabinet  as  a  unit  with  said 
closure,  said  apparatus  comprising  a  compressor 
located  in  a  recess  in  the  upper  face  of  the  clo- 
sure, an  evaporator  suspended  in  the  food  com- 
partment beneath  the  closure  and  a  condenser 
at  the  rear  of  the  cabinet,  and  supports  carried 
by  and  extending  rearwardly  from  said  closure 
and  supporting  said  condenser  in  proximity  to 
the  outer  face  of  the  rear  wall  of  said  cabinet. 


2,018.140 
BAND  PASS  NETWORK 
John   S.  Low,  Berkeley.  Calif.;  Herbert  W.  Low. 
administrator  of  said   John  S.   Low,  deceased, 
assignor  to  American  Telephone  &  Telegraph 
Company,   Incorporated.   New    York,   N.    Y.,   a 
corporation  of  New  York 
Application  August  19.  1929.  Serial  No.  386.786 
15  Claims.     (CL  178 — 44) 


1.  A  band-pass  network  comprising  a  pair  of 
tuned  circuits  having  a  common  capacitor  there- 
in and  a  bridging  capacitor  between  said  circuits, 
said  capacitors  being  proportioned  to  provide  a 
substantially  constant  width  of  pass  band  as  said 
circuits  are  tuned  syntonously  over  a  range  of 
frequencies. 

I      2,018.141 
DRINTt  MIXER 

William  Luxmore,  Chicago,  111.,  assignor  of  one- 
half  to  Albert  G.  McCaleb.  Evanston.  111. 
Application  October  29.  1932.  Serial  No.  640,284 
11  Claims.     (CL  259—108) 

1.  A  drink  mixer  comprising  a  standard,   an 
electric  motor  mounted  on  the  standard,  a  de- 
pending agitator  driven  by  the  motor,  a  cup  sup- 
port on  the  standard  for  retaining  the  cup  around 
the  agitator  when  manipulated  Into  such  posi- 
tion,  time-keeping   mechanism    carried   by   the 
standard,  circuit  controlling  devices  actuated  by 
the  time-keeping  mechanism  to  open  the  motor 
circuit  following  a  predetermined  time  interval 
after  the  time-keeping  mechanism  is  placed  in 
operation,  a  member  which  is  engaged  by  the  cup, 
when  the  latter  is  being  manipulated  into  posi- 
tion around  the  agitator,  for  placing  the  time- 
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keeping  mechanism  in  operation,  smd  additional 
circuit  controlling  devices  for  insuring  that  the 


motor  circuit  is  not  completed  until  after  the  de- 
posit of  the  cup  on  its  support. 


2.018.142 

WASHBOARD 

Alfred  Mabry,  Lorane,  Ga. 

Application  September  23. 1933,  Serial  No.  690.719 

1  Claim.     (CI.  6»— 29) 


i> 


A  washboard  comprising  a  frame  including  side 
arms  and  a  bridge  connecting  the  side  arms,  the 
Inner  surfaces  of  the  side  arms  having  parallel- 
walled  grooves,  and  the  Inner  surface  of  the  bridge 
having  a  parallel-walled  groove  opening  at  its 
lower  ends  into  the  grooves  of  the  side  euths,  the 
grooves  of  the  side  arms  being  wider  than  the 
groove  of  the  bridge,  a  metal  body  comprising  a 
single  layer  upper  portion,  the  edge  of  which  Is 
received  in  and  completely  fills  the  groove  of  the 
bridge,  the  body  comprising  a  lower  portion  hav- 
ing corrugations,  the  ends  of  the  corrugations 
being  received  in  the  parallel -walled  grooves  of 
the  side  arms,  the  body  being  provided  with  a 
transverse,  soap  holding  shelf,  and  a  securing  de- 
vice connecting  the  lower  portions  of  the  side 
arms,  each  end  of  the  shelf  having  oppositely  dis- 
posed converging  edges  defining  pointed  extrem- 
ities on  the  shelf,  and  the  securing  device  being 
short  enough  to  force  the  pointed  extremities  of 
the  shelf  into  the  side  arms. 


2.018.143 
METHOD   OF   MAKING   ALUMINVM- 
BARIUM  ALLOYS 
John  E.  McCarty  and  Donald  W.  Randolph,  Flint. 
Mich.,    assignors,    by    mesne    assifcnments,    to 
General  Motors  Corporation,  Detroit.  Mich.,  a 
corporation  of  Delaware 
No  Drawing.    Application  August  6,  1932, 
Serial  No.  627.807 
7  Claims.     (CI.  75—1) 
1.  The  method  of  making  an  alloy  of  aluminum 
and  barium  which  consists  in  melting  aluminum 
and  maintaining  it  at  a  temperature  in  the  neigh- 
borhood   of    from    1300="    to    1350^    F.,    providing 
barium  with  a  coating  to  prevent  oxidation  and 
immersing  it  in  the  melt,  removing  the  resultant 
slag,  adding  another  portion  of  barium  in  like 
manner,  removing  the  slag,  and  repeating  until 
the  desired   barium  content  has  been  obtained, 
holding   the  melt   for   a  few   minutes   to  insure 
thorough  alloying  and  pouring  it  into  a  suitable 
mold. 


2.018,144 
METHOD  AND  APPARATl'S  FOR  TRANS- 
FERRING GAS  MATERIAL 

William  F.  Mesinfer,  Flushing.  N.  Y.,  assiirnor  to 
The  Linde  Air  Products  Company,  New  York, 
N.  Y..  a  corporation  of  Ohio 
AppUcation  April  29,  1933.  Serial  No.  668  668 
10  Claims.     (CI.  62—1) 


9.  Apparatus  for  transferring  gas  material  In 
the  liquid  phase,  which  can  be  stored  under  at- 
mospheric pressure  only  when  the  temperature 
is  below  273°  K..  comprising,  in  combination,  a 
heat  insulated  container  adapted  to  hold  the 
liquid  to  be  stored  having  a  filling  opening  pro- 
vided with  a  closure  whereby  it  may  be  closed 
against  the  atmosphere,  a  pump  positioned  to  be 
maintained  at  the  temperature  of  the  liquefied 
gas  material  by  thermal  contact  with  stored  liq- 
uid, said  pump  having  a  casing  and  a  fluid  dis- 
placing element  reciprocating  therein  and  pro- 
vided with  an  inlet  communicating  with  said 
contEiiner  at  a  point  near  the  bottom  thereof, 
means  for  reciprocating  said  element,  means  for 
venting  said  pump  casing  to  the  upper  part  of 
said  container  when  said  element  has  moved  to 
clear  a  space  for  the  reception  of  liquid  and  opens 
said  inlet  whereby  gas  generated  by  the  heat  of 
pumping  is  supplied  to  the  upper  part  of  said 
container  and  builds  pressure,  and  a  discharge 
connection  leading  from  said  pump  casing  hav- 
ing a  normally  closed  discharge  valve  controlling 
the  same. 
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2.018,145 
TRIMMING  MECHANISM  FOR  GRINDING 

WHEELS 

Arthur  Hitchcock  Orcutt,  Handsworth,  Birming- 
ham, England,  assignor  to  The  Gear  Grinding 
Company   Limited,   Handsworth,  Birmingham, 
England 
Application  May  9,  1935.  Serial  No.  20,677 
In  Great  BriUin  April  11,  1935 
4  Claims.     (CI.  125—11) 


1.  In  a  trimming  mechanism  for  grinding 
wheels,  the  combination  of  a  pair  of  spindles,  each 
rotatable  about  a  pair  of  axes  at  right  angles 
to  each  other,  and  each  provided  at  or  near  one 
end  with  a  trimming  tool,  a  lever  on  each  spindle 
situated  at  or  near  the  end  remote  from  the  trim- 
ming tool,  an  operating  slide  acting  on  both  of 
the  said  levers,  and  fixed  templates  associated 
with  the  levers  for  controlling  the  movements 
of  the  spindles,  substantially  as  described. 


2,018,146 
GOLF  TEE 
Fred  C.  Fenny,  Avalon.  Calif.,  assignor  of  one- 
half  to  Harry  D.  Diffin.  Avalon.  Calif. 
Application  July  29.  1932.  Serial  No.  626.120 
6  Claims.     (CI.  273—33) 


1.  A  golf  tee  comprising  a  globular  head  for 
supporting  a  ball,  a  tapered  shank  depending 
from  said  head,  a  knife  edge  extending  along 
the  front  of  the  shank  and  head,  a  groove  ex- 
tending only  along  a  lower  part  of  the  back  side 
of  the  shank  and  defining  a  pair  of  ground  en- 
gaging rearwardly  directed  sharp  edges. 


2.018.147 
SAFETY   RAZOR 

Emil  Pirwiti,  Riga,  Latvia 
Application  January  21.  1933.  Serial  No.  652.826 
In  Latvia  February  1.  1932 
7  Claims.  (CI.  219— 21 1 
1.  A  heatable  safety  razor  comprising  means 
for  holding  the  blade  in  position,  a  hollow  handle 
constituted  by  a  cylindrical  metallic  tube  of  rela- 
tively great  and  constant  diameter  from  one  end 
to  the  other,  an  outersleeve  of  heat  insulating 
material  covering  .said  tube,  a  bolt  of  heat  storing 
and  conductive  material  the  outside  diameter  of 
which  is  adapted  to  the  Inside  diameter  of  said 
tube,  said  bolt  being  of  greater  length  than  said 
tube,  extending  loosely  through  the  inner  space 
of  it  from  one  end  to  the  other,  said  bolt  having 
at  one  of  its  ends  a  thread  for  being  screwed  to 


said  means  for  holding  the  blade  in  position  and 
being  provided  with  a  cover  of  heat  insulating 


r-— — rp 


material  at  its  opposite  end  which  projects  out 
of  said  tube. 

2,018.148 
SAFETY  CONTROL  FOR  MECHANICAL 
GARAGE  JACKS 
Edward  M.  Pfauser.  Milwaukee,  Wis.,  assignor  to 
Blackhawk  Mfg.  Co.,  Milwaukee,  Wis.,  a  corpo- 
ration of  Wisconsin 
Application  December  15.  1933,  Serial  No.  702,455 
19  Claims.      CI.  254 — 6) 


2.  A  jack  comprising  raising  and  lowering 
mechanism,  means  for  operating  said  mecha- 
nism, and  means  responsive  to  a  rate  of  move« 
ment  of  said  operating  means  in  excess  of  a  given 
rate  for  automatically  checking  the  further  move- 
ment of  said  operating  means. 

2.018.149 

CUTTING  TOOL 

Ira  R.  Randle  and  Herbert  R.  McCune, 

Decatur.  111. 

Application  October  10.  1934.  Serial  No.  747,717 

2  Claims.     (CI.  30— 9i 


1.  A  cutting  device  comprising  a  holder  formed 
of  a  pair  of  plate  members  terminating  at  their 
lower  edges  in  a  slidable  foot,  a  substantially 
triangular  depression  in  the  inner  surface  of 
each  of  said  plate  members  forming  a  recess 
therebetween,  a  blade  carrier  mounted  for  angu- 
lar movement  in  said  recess,  a  blade  mounted  in 
said  carrier,  an  adjusting  screw  connected  to 
said  carrier,  and  a  thrust  nut  mounted  on  said 
screw  and  having  contact  with  said  holder  for 
adjusting  one  end  of  said  blade  a  predetermined 
distance  beyond  the  contact  surface  of  said  foot. 
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2.018,15« 
FUEL  PUMP 

Edward    A.   Rockwell,    Chicago,    111.,   assignor   to 
General  Motors  Corporation,  Detroit,  Mich.,  a 
corporation  of  Delaware 
Application  February  1,  1930.  Serial  No.  425,107 
Renewed  August  23.  1933 
V  2  Claims.     (CI.  103 — 40) 


1.  A  fuel  pump  comprising  a  casing  having 
a  pumping  chamber  therein,  a  constant  stroke 
pumping  member  cooperating  with  said  pump- 
ing chamber,  an  outflow  passage  leading  up- 
wardly from  said  pumping  chamber,  a  check 
valve  in  said  passasie  adapted  to  seat  vertically 
against  the  direction  of  fuel  flow,  the  flow  pas- 
sage beyond  the  check  valve  forming  a  pressure 
chamber,  a  flexible  diaphragm  forming  a  mov- 
able sealing  wall  at  the  top  of  said  pressure 
chamber,  a  valve  lifter  having  mturned  flngers 
extending  beneath  said  check  valve  arranged  to 
move  with  said  diaphragm,  a  securing  member 
for  clamping  the  valve  lifter  to  the  central  por- 
tion of  said  diaphragm,  said  securing  member 
having  a  depending  stem-shaped  extension,  a 
compression  spring  surrounding  said  stem-shaped 
extension  and  reacting  upon  said  check  valve  to 
normally  hold  said  check  valve  in  seated  po- 
sition, a  hood  member  enclosing  the  exterior  of 
said  diaphragm  and  clamping  the  marginal  edge 
thereof,  said  hood  member  having  a  centrally 
depressed  portion,  a  second  compression  spring 
adapted  to  be  positioned  by  the  hood  depression 
and  reacting  upon  said  diaphragm  whereby  the 
check  valve  opens  upon  each  discharge  stroke  of 
the  pumping  member  and  closes  upon  each  suc- 
tion stroke  until  the  fuel  pressure  in  the  pres- 
sure chamber  reacting  upon  the  diaphragm 
reaches  a  predetermined  amount  whereupon  the 
diaphragm  and  valve  lifter  are  moved  to  hold 
the  check  valve  open  and  prevent  further  deliv- 
ery or  fuel. 


2,018.151 
PACKING  MACHINE 
Alfred    German    Rose.    Gainsborough.    England. 
assiflrnor    to    Rose    Brothers     (Gainsborough) 
Limited.    Gainsborough,    England,    a    British 
company 

Application  July  17.  1934,  Serial  No.  735,599 

In  Great  Britain  May  26,  1933 

3  Claims.     (CI.  226 — 18) 


1.  In  a  packing  machine,  a  holder  having  an 
article  passage  therethrough  adapted  to  receive 
a  receptacle  at  one  end  thereof  means  for  mov- 
ing the  holder  from  one  station  to  another  sta- 
tion, means  for  Inserting  an  article  into  the  hold- 
er at  one  station  at  the  end  oppasite  the  recep- 
tacle, and  mean.s  at  another  station  for  pressing 
the  article  Into  the  receptacle  and  for  removing 
the  receptacle  from  the  holder,  said  last-men- 
tioned means  comprising  a  plunger  having  a  lat- 


eral projection  thereon  to  bear  on  the  edge  of 
the  receptacle,  there  being  guides  through  the 
holder  for  said  projections,  and  means  for  mov- 
ing said  plunger  into  and  endwise  through  the 
holder  from  a  position  outside  the  holder. 


2.018.152 
CHARGE  SEVERING  MECHANISM 
Carl  W.  Schreiber,  Alton,  Hi.,  assignor  to  Owens- 
Illinois  Glass  Company,  a  corporation  of  Ohio 
AppUcation  April  18,  1933.  Serial  No.  666,727 
12  Claims.     (CL  49—5) 


1.  In  combination,  a  ram  mounted  for  recipro- 
cation between  horizontally  spaced  cutting  and 
rest  positions,  shears  at  one  end  of  the  ram  in- 
cluding a  pair  of  shear  arms,  a  vertical  hinge  pin 
carried  by  the  ram  and  supporting  said  arms,  a 
pair  of  pinions  mounted  for  oscillation  about 
separate  vertical  axes,  means  providing  operating 
connection  between  said  pinions  and  shear  arms 
whereby  rotary  movement  of  the  pinions  in  one 
direction  a  predetermined  degree  moves  the 
shears  toward  and  away  from  each  other,  a  rack 
bar  disposed  between  and  meshing  with  the  pin- 
ions, and  means  for  reciprocating  the  rack  bar  in 
timed  relation  with  movement  of  the  ram  to 
thereby  move  the  shear  arms  toward  and  away 
from  each  other. 


2.018.153 
VACUUM  PUMP 

WiUiam  H.  Schulxe,  Chicago.  HI.,  assignor,  by 
mesne  assignments,  to  General  Motors  Corpo- 
ration. Detroit,  Mich.,  a  corporation  of  Dela- 
ware 

Application  January  21,  1932.  Serial  No.  587,857 
3  Claims.     (CI.  230—381 


-AC 


1.  In  a  pumping  device,  a  casing  having  an 
expansible  and  reducible  pumping  chamber,  a 
pumping  member  forming  a  movable  wall  of  said 
pumping  chamber,  a  stem  secured  to  said  pump- 
ing member,  a  sprng  reacting  between  said  cas- 
ing and  said  stem  to  move  said  pumping  member 
in  a  direction  to  expand  said  pumping  chamber, 
said  stem  having  a  socketed  opening  formed 
therein,  a  second  stem  member  slidably  fitted  in 
the  socketed  opening  of  said  first  stem  member, 
a  pick-up  member  supported  by  said  second  stem, 
said  first-mentioned  stem  having  an  abutment 
face  adapted  for  engagement  by  said  pick-up 
member  when  .said  pick-up  member  is  moved  In 
one  direction  and  a  pivoted  operating  lever  car- 
ried by  said  pump  ca.slng  for  Imparting  a  con- 
stant stroke  of  movement  to  said  pick-up  mem- 
ber whereby  said  pumping  member  Is  moved  for 
reduction  of  said  pumping  chamber  through 
actuation  of  said  pick-up  member. 
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2.018.154  '     •     -    * 

WRENCH 

Archie  J.  Scott,  International  Falls,  Minn. 

Apphcation  December  8,  1934.  Serial  No.  756.594 

3  Claims.     (CI.  81—72) 


-1^ 


1.  In  a  device  of  the  kind  described,  a  handle 
having  a  diametrically  extended  aperture  near 
one  end,  a  shank  journaled  through  the  said 
bearing  aperture,  a  jaw  assembly  mounted  on  one 
end  of  the  shank  and  including  a  hinged  arcuate 
jaw  serrated  on  its  Inner  and  outer  rounded  faces, 
and  a  head  on  the  other  end  of  the  shank  and 
having  a  rounded  and  serrated  outer  face. 


2,018.155 

UGHT  REFLECTOR 

Thomas  B.  Shanahan,  Rochester,  N.  Y. 

AppUcaUon  October  26,  1931.  Serial  No.  571.105 

Renewed  March  16.  1935 

1  CUlm.     (CI.  240—48.6) 


S    J 


An  anti-glare  shield  for  electric  light  bulbs 
having  a  groove  In  the  end  thereof,  said  anti- 
glare shield  comprising  a  substantially  seml- 
spherlcal  refiector  adapted  to  snugly  fit  over  the 
end  of  said  light  bulb,  an  inwardly  projecting 
locking  member  provided  on  the  rim  of  said  re- 
flector and  adapted  to  engage  into  the  groove  of 
the  bulb  on  one  side  of  the  light  bulb  and  a  spring 
bale  pivotally  mounted  on  said  reflector  and 
adapted  to  engage  the  light  bulb  on  the  same  side 
as  said  locking  member  in  order  to  yieldingly 
draw  the  reflector  against  the  opposite  side  of  said 
light  bulb. 

2.018.156 

ASH  MIXING  AND  MOISTENING  DEVICE 

Edgar  B.  Tolman,  Jr..  Chicago.  HI. 

Application  September  4.  1934.  Serial  No.  742,697 

1  Claim.     (CI.  259—9) 


In  apparatus  of  the  kind  described,  a  rotatably 
supported  inclined  drum  open  at  Its  upper  end.  a 
stationary  inlet  member  adapted  to  deliver  ma- 
terial Into  the  upper  end  of  the  drum,  means 
providing  a  dust  tight  seal  between  said  station- 
ary member  and  drum,  a  baffle  device  in  the  up- 
per end  of  the  drum  adapted  to  retard  the  flow 
of  material,  a  driving  shaft  positioned  in  and 
projecting  from  the  upper  end  of  the  drum,  a 
stationary  tube  positioned  In  the  lower  end  of 


the  drum  and  adapted  for  connection  with  a 
water  supply,  means  adapted  to  discharge  water 
laterally  from  the  tube  into  the  drum,  said  shaft 
and  tube  being  coincident  with  the  longitudinal 
axis  of  the  drum,  a  stationary  scraper  bar  op- 
eratively  related  to  the  ascending  side  of  the 
drum,  means  carried  by  the  tube  providmg  sup- 
ports on  which  said  bar  is  pivotally  mounted,  and 
resilient  means  carried  by  said  supporting  means 
adapted  to  normally  maintain  the  scraper  bar  in 
said  operative  relation  to  the  drum,  said  resilient 
means  adapted  to  yield  to  permit  rotation  of  the 
bar  away  from  the  drum  when  excessive  pressure 
is  applied  to  the  bar. 


2.018,157 
BLUEBERRY  CLEANER 

William  E.  Urschel.  Valparaiso.  Ind. 

AppUcaUon  January  13,  1932.  Serial  No.  586.403 

9  Claims.     (CI.  146—55) 
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1.  In  a  device  for  cleansing  berries,  a  tank  con- 
taining a  cleaning  liquid,  a  rotatable  cylinder  hav- 
ing a  foramlnous  wall  for  containing  berries  and 
disposing  such  berries  below  the  surface  of  such 
liquid,  a  discharge  spout  extending  into  said  cyl- 
inder, means  for  lifting  the  berries  to  said  dis- 
charge spout  comprising  a  pocket  having  walls  of 
apertured  material  disposed  on  the  interior  of  the 
wall  of  said  cylinder  opposite  to  said  spout  and 
open  in  the  direction  of  the  axis  of  rotation  of  said 
cylinder,  and  means  for  directing  a  spray  of  clean- 
ing liquid  over  said  pocket  when  it  is  above  the 
surface  of  the  cleaning  liquid  in  said  tank. 


2,018.158 
FOUNTAIN  TOOTHBRUSH 

Richard  J.  Violette,  Virginia.  Minn. 

AppUcaUon  April  20.  1933.  Serial  No.  666.997 

4  Claims.     (CI.  15—137) 


Z3r 


|£^..| 


1.  A  fountain  tooth-brush  comprising  in  com- 
bination a  hollow  handle  portion  the  interior  of 
which  Is  divided  into  two  communicating  cham- 
bers, a  dentrifrice  tube  removably  carried  in  the 
major  one  of  said  chambers,  and  a  dentifrice 
extrusion  press  carried  within  the  minor  one  of 
said  chambers  and  cooperatively  engageable  with 
the  tube. 

2.018.159 
ELECTRICAL  FUEL  INJECTION  SYSTEM  FOR 

INTERNAL  COMBUSTION  ENGINES 

Brooks  Walker,  Piedmont,  and  Harry  E.  Kennedy, 

Berkeley.  Calif. 

AppUcation  June  20,  1934.  Serial  No.  731.446 

29  Claims.  (CI.  123 — 32) 
1.  A  fuel  injection  system  for  internal  combus- 
tion engines  which  includes  a  magnetic  fuel  in- 
jection valve,  a  source  of  electromotive  force,  a 
condenser,  a  charging  circuit  connecting  the 
source  of  electromotive  force  with  the  condenser. 
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a  discharging  circuit  connecting  the  condenser 
with  the  valve,  engine  operated  means  opening 


and  closing  said  circuits  alternately  and  in  syn- 
chronism with  the  engine  crankshaft  operation. 


2,018,160 

VEHICLE-WHEEL   TESTLVG    APPLIANCE 

Ira  A.  Weaver,  Springfield.  111.,  assignor  to  I.  A. 

Weaver     En^neering:     Company.     Springfield. 

111.,  a  corporation  of  Illinois 

Application  October  15,  1934.  Serial  No.  748, ."llO 

6  Claims.     (CI.  73—51) 

\ 


1.  In  a  portable,  vehicle-wheel,  testing  appli- 
ance adapted  to  be  used  with  a  vehicle-wheel 
raised  from  the  floor  or  ground  by  means  struc- 
turally separate  from  the  testing  appliance,  the 
combination  of  a  support,  a  single  revoluble 
driving-wheel  on  said  support  adapted  to  engage 
the  tread  of  a  vehicle-wheel  without  supporting 
such  wheel  and  to  rotate  the  vehicle-wheel  at 
high  speed  when  the  weight  of  the  vehicle  is 
removed  from  the  wheel,  and  means  on  said  sup- 
port to  revolve  said  driving-wheel  at  the  required 
speed. 


2.018.161 
TREATMENT  OF  HYDROCARBON  OILS 
Harold  C.  Weber,  Milton.  Mass.,  assignor  to  Uni- 
versal Oil  Products  Company.  Chicago,  111.,  a 
corporation  of  South  Dakota 
No  Drawing.    Application  November  3.  1930, 
Serial  No.  493.247 
2  Claims.     (CI.  204—31) 
1.  A  proce.ss   for  treating   liquid   hydrocarbon 
oil  in  liquid  phase  which  comprises  immersing  in 
the  liquid  oil  a  pair  of  electrodes  at  least  one 
of  which  is  made  of  a  catalytic  metal,  passing 
a  radio  frequency  current  between  said  electrodes 
whereby  the  catalytic  metal  is  dispersed  in  fine- 
ly divided  form  throughout  the  liquid,  contact- 
ing hydrogen  with  the  oil,  simultaneously  sub- 


jecting the  oil  to  cracking  conditions  of  tem- 
perature and  pressure  and  maintaining  a  body 
of  hydrocarbon  liquid  being  hydrogenated  as  a 
dispersing  medium  for  the  catalytic  material. 


2.018.162 
EGG   SEPARATOR 

Samuel  Weldon,  Portland,  Oreg. 

Application  January   11.  1935,  Serial  No.  1.371 

2  Claims.     (CI.  146 — 2) 


1.  A  unitary  egg  separator  consisting  of  an  an- 
nular body,  the  lower  portion  thereof  tapering 
downward,  a  yoke-receiving  cup  whose  capacity 
is  adapted  to  hold  only,  approximately,  the  yolk 
of  the  egg.  said  cup  fixed  concentrically  within 
said  tapered  body  portion,  the  bottom  rim  of  said 
body  being  of  slightly  greater  diameter  than  the 
rim  of  said  yoke-cup.  and  the  interior  periphery 
of  said  tapered  body  portion  bemg  spaced  from 
the  circumference  of  said  yolk-cup  to  form 
around  the  latter  an  annular,  narrow  passageway, 
a  bracket  rigidly  supporting  said  yolk-cup  In 
place,  said  bracket  of  narrow  cross-section,  the 
opposite  ends  thereof  being  fastened  to  the  up- 
per portion  of  said  body,  and  depending  part 
spaced  laterally  from  said  tapered  lower  portion 
of  the  body,  said  yolk-cup  being  secured  to  the 
central  portion  of  said  bracket,  and  the  portions 
of  the  latter  intermediate  its  said  points  of  con- 
nection being  arranged  in  two  pendent  loops  of 
substantial  length  on  each  side  of  the  yolk-cup. 
thus  placing  only  negligible  obstructions  in  the 
way  of  the  white  of  the  egg  dropping  from  the 
separator. 


2.018,163 
HEAT  EXCHANGE  APPARATUS 

Walter  T.  Wells.  Glendale.  (  aJif..  aa.slgnor  to  The 
Teohnicraft  Engineering  Corporation,  Los  An- 
geles. Calif.,  a  corporation  of  California 
Application  July  14,  1934.  Serial  No.  735,214 
3  Claims.     (CI.  257— 236) 


1.  A  heat  exchanger  including  a  pair  of  head- 
ers and  two  equal  groups  of  similar  tubes  extend- 
mg  between  said  headers,  said  tubes  being  tapered 
and  those  of  one  group  having  their  smaller  ends 
communicating  with  one  header  and  the  tubes  of 
the  other  group  having  their  larger  ends  com- 
municating with  said  header. 
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2.018,164 
PATTERNING   MECHANISM   FOR  CIRCLXAR 
KNITTING    MACHINES    AND    METHOD    OF 
KNITTING 

Edwin  Wildt  and  Henry  Harold  Holmes.  Leices- 
ter. England,  assignors  to  Wildt  and  Company 
Limited,  Leicester,  England,  a  British  company 
Application  February  23,  1929,  Serial  No.  341,874 
In  Great  Britain  March  16.  1928 
19  Claims,     i  CI.  66— 135) 


1.  The  method  of  operating  a  knitting  machine 
having  a  plurality  of  needles,  which  consists,  in 
individual  courses,  in  first  feeding  a  ground 
thread  to  successive  needles  and  wrapping  a  wale 
thread  around  one  of  said  needles,  and  then,  in 
some  of  said  courses,  knocking  over  both  the 
previously  formed  loops  on  said  needles  and  the 
newly-made  wrapping  of  the  wale  thread  on  said 
one  of  the  needles,  and,  in  other  of  said  courses, 
knocking  over  only  the  previously  formed  loops 
on  said  needles. 


2,018.165 

PATTERNING   MECHANISM   FOR  CIRCLXAR 

KNITTING  MACHINES 

Edwin  Wildt  and  Henry  Harold  Holmes.  Leices- 
ter, England,  assignors  to  Wildt  and  Company 
Limited.  Leicester,  England,  a  British  company 
Application  March  7.  1930,  Serial  No.  433.987 
In  Great  Britain  March  16.  1928 
12  Claims.     (CI.  66—135) 


1.  A  method  of  knitting  a  wale-thread  in  addi- 
tion to  a  continuously  laid  ground-thread  into 
the  fabric  on  each  course,  which  consists  in  first 
wrapping  the  wale-thread  round  the  needle  and 
subsequently  relatively  adjusting  the  position  of 
the  thread  on  the  needle  to  determine  whether 

459  O.  G.— 51 


it  is  to  be  knitted  by  the  hook  of  the  needle  or  is 
alternatively  to  be  cast  off  without  being  drawn 
into  a  loop  by  the  needle  hook. 


2,018,166 
KNITTED  FABRIC  PRODUCED  ON  CIRCULAR 

KNITTJNG  MACHINES 
Edwin  Wildt  and  Henry  Harold  Holmes.  Leices- 
ter, England,  assignors  to  Wildt  and  Company 
Limited,  Leicester,  England,  a  British  company 
Original  application  February  23.  1929.  Serial  No. 
341.874.  Divided  and  this  application  March  7, 
1930,  Serial  No.  433.988.  In  Great  Britain 
March  16.  1928 

3  Claims.     (CL  66—201) 


1.  An  article  composed  of  a  ground -thread  or 
ground -threads  knitted  to  form  a  base-fabric 
decorated  with  a  design  comprising  substantially  a 
vertical  stripe  or  vertical  stripes  produced  by  an 
embroidery  thread  or  embroidery  threads  plated 
on  certain  ground-thread  loops  and  which  gener- 
ally cross  from  course  to  course  of  the  ground- 
thread  loops,  in  which  an  embroiden-'  thread  Is 
formed  into  knitted  looi>s  along  with  ground- 
thread  looi>s  of  some  of  the  ground -thread  courses, 
thereat  being  plated  on  said  ground -thread  loops 
and  forming  therewith  multiple  loops  in  the  same 
wales  and  courses  as  said  ground-thread  loops, 
and  at  other  of  said  ground-thread  courses  be- 
ing passed  across  ground-thread  loops  and  there 
interknitted  with  ground-thread  loops  of  the  two 
sinker  wales  respectively  adjacent  the  wales  con- 
taining said  ground-thread  loops  across  which  the 
said  embroidery  thread  passes. 


2.018.167 
KNITTING   MACHINE 

Edwin  Wildt  and  Henry  Harold  Holmes.  Leices- 
ter. England,  assignors  to  Wildt  and  Company 
Limited.  Leicester.  England,  a  British  company 
Application  March  20.  1930,  Serial  No.  437,315 
In  Great  Britain  March  23.  1929 
15  Claims.     (CI.  66 — 135) 
1.  The   method    of   knitting,    on    a    bank    of 
needles.  In  the  formation  of  an  Individual  row  of 
stitches  of  a  fabric.  Including  wale-threads,  to- 
gether with  a  ground  thread,  which  consists  in 
disposing   wale-thread   wrapping   on   needles    at 
positions   thereon   wherefrom   said   wale-thread 
wrappings  will  be  cast-off.  thereafter  disposing 
wale-thread  wrappings  on  needles  at  positions 
thereon  wherefrom  the  latter  wrappings  will  be 
i   drawn  into  loops  at  the  needle  hooks,  at  least  one 
of  the  last  mentioned  needles  lying  between  a 
;  needle  bearing  a  wale-thread  disposed  for  cast- 
ing-off  and  a  needle  from  which  loops  are  about 
I  to  be  cast-off,  and  after  the  second  mentioned 
I  wrappings  have  been  so  disposed  casting-off  the 
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first    mentioned    wrappings    together    with    the 
thread-loops  produced  on  the  needles  prior  to  the 

i        .   •  -  111       '  ;  •, 
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said  disposing  of  said  first-mentioned  wrappings 
on  needles. 

2.018,168 
CARBURETOR 

Everett  A.  Wiley,  Maywood,  Calif.,  assig^nor,  by 
direct  and  mesne  assiimments,  to  Dieselator 
Corporation  of  America,  a  corporation  of  Cali- 
fornia 

Application  February  17.  1934,  Serial  No.  711,684 
7  Claims.     (CI.  261—18) 


-W     c 


a       M   J3 


1.  A  carburetor  for  Internal  combustion  en- 
gines comprising  a  branch  manifold  adapted  to 
be  attached  to  the  engine,  a  low  gravity  fuel  car- 
buretor secured  to  one  end  of  said  branch  mani- 
fold, a  gasoline  carburetor  attached  to  the  other 
end  of  said  branch  manifold,  a  freely  pivoted  and 
automatic  swing  valve  in  said  branch  manifold, 
said  swing  valve  being  adapted  and  arranged  to 
close  the  branch  manifold  to  either  the  low  grav- 
ity fuel  carburetor  or  the  gasoline  carburetor,  a 
heating  jacket  around  said  branch  manifold 
above  the  low  gravity  fuel  carburetor  and  ribs 
extending  inwardly  from  the  heating  jacket  into 
the  branch  manifold  whereby  gases  passing  thru 
the  branch  manifold  are  heated. 


2.018,169 

MECHANISM  FOR  AUTOMATICALLY 

FLUSHING  WATER  TANKS 

Walter  W.  Williams  and  Glenn  F.  Zellhoefer. 
Bloomlngton,  III.;  said  Zellhoefer  assiKnor  to 
Williams  Oil-O-Matic  Heating  Corporation. 
Bloominrton.  III.,  a  corporation  of  Illinois 
Original  application  February  15.  19.33,  Serial  No 
656,818.  Divided  and  this  application  Decem- 
ber 28,  1933,  Serial  No.  704,271 

1  Claim.     (CI.  137—103) 
An  automatic  self-flushing  tank  valve  mecha- 
nism for  water  tanks  having  a  float  operated  sup- 


ply valve,  including  a  normally  closed  tank  valve 
in  the  bottom  of  the  tank,  a  support  upon  the 
tank  bottom  adjacent  said  valve,  an  arm  pivoted 
upon  said  support  and  extending  over  said  valve, 
a  connection  between  the  valve  and  arm,  an  ad- 
ditional arm  similar  to  the  first  arm  pivoted 
thereabove  to  said  supp>ort.  a  vertical  float  guide 
pivotally  connected  to  the  free  ends  of  said  arms, 
a  float  mounted  to  travel  over  said  guide,  adjust- 
able stops  upon  the  guide  to  be  engaged  by  said 
pivot   adapted   at   predetermined   high   and   low 


levels  of  the  water  in  the  tank  to  rotate  the  first 
arm  to  open  and  close  the  tank  valve,  detachable 
means  in  engagement  with  said  arm  to  normally 
maintain  the  tank  valve  in  its  clo.sed  and  open 
position  during  the  intermediate  travel  of  the 
float  including  a  continuation  of  said  arm  on  the 
other  side  of  its  pivot  having  spaced-apart 
notches  and  a  spring -pressed  pawl  mounted  upon 
said  support  adapted  to  engage  in  one  of  said 
notches  at  the  ends  of  travel  of  said  arm  until 
the  float  overcomes  the  tension  of  the  pawl  in 
imparting  a  movement  in  the  opposite  direction. 


2.018,170 
LOST  MOTION  LINKAGE   FOR  FUEL  PUMPS 

Joseph  Zubaty,  Flint,  Mich.,  assignor,  by  mesne 
assignments,  to  General  Motors  Corporation, 
Detroit,  Mich.,  a  corporation  of  Delaware 

Application  September  12.  1928.  Serial  No.  305.423 
1  Claim.     iCI.  103—215) 


A  fuel  pump  having  a  pump  chamber,  a  mov- 
able pumping  member,  a  stem  carried  thereby, 
a  spring  operable  upon  said  pumping  member  to 
reduce  the  pump  chamber  capacity,  a  lever  piv- 
oted to  said  pump  and  having  opposed  work  and 
power  arms,  a  link  pivoted  to  said  stem  and  to 
the  work  arm  of  said  lever,  said  link  and  said 
stem,  and  said  link  and  said  lever  having  co- 
operating faces  adapted  to  engage  and  limit  rela- 
tive movement  therebetween,  mechanical  means 
to  engage  the  power  arm  and  rock  said  lever  In 
one  direction  of  rotation  only  whereby  said  lever 
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together  with  the  link,  when  said  faces  are  In      izing  neutralizer  with  air,  and  means  for  inject- 
engagement,  operate  as  a  rigid  unit  to  produce  a 
suction  stroke  of  said  pump. 


2.018.171 

FOLDING  BOX 

Addison  N.  Himes.  Piedmont,  Calif. 

Application  February  20.  1935.  Serial  No.  7,369 

4  Claims.     (CI.  229 — 41) 


1  A  folding  box  blank  comprising  a  central 
strip  creased  transversely  to  form  a  pair  of  side 
and  a  pair  of  end  wall  sections,  a  pair  of  bottom 
sectloi^  foldably  connected  one  to  each  side  wall 
section  and  at  one  side  of  the  central  strip,  a 
cover  member  foldably  connected  to  the  central 
strip,  and  a  pair  of  inner  end  wall  sections  fold- 
ably connected  to  one  of  the  bottom  sections, 
one  at  each  end  thereof,  one  of  said  inner  end 
sections  being  also  foldably  connected  to  one  of 
the  first-named  end  wall  sections. 


2.018.172 

TANDEM  CONTROL  FOR  PRESSING 

MACHINES 

George  W.  Johnson.  Cincinnati.  Ohio,  assignor  to 

The   American  Laundry  Machinery  Company, 

Norwood,  Ohio,  a  corporation  of  Ohio 

Application  April  5.  1935.  Serial  No.  14.790 

12  Claims.      (CL  68—9) 


1.  In  combination,  two  independently  operable 
presses,  power  means  for  closing  each  press,  pow- 
er actuated  release  means  for  causing  opening 
of  each  press,  control  means  for  each  press-clos- 
ing means,  means  normally  effective  upon  actua- 
tion of  said  control  means  at  a  first  of  said  presses 
to  energize  said  release  means  at  the  second  of 
said  presses,  and  a  manually  controlled  device  at 
said  first  press  for  disabling  said  last  named 
means. 


2,018.173 

DEVICE  FOR  APPLYING  NEUTRALIZERS  TO 

SOUR  CRFAM 

Charley  Jorgensen.  Springfield.  Mo. 
Application  January  10.  1935.  Serial  No.  1.169 

6  Claims.      (CI.  31—2) 
2.  A  device   for  applying  neutralizer  to  sour 
cream,  said  device  comprising  a  means  for  atom- 


Ing  said  air  into  a  body  of  cream  near  the  bot- 
tom thereof.     

2.018.174 
ELECTRON  DISCHARGE  TUBE 
Charles  J.  Kayko,  Jackson,  Mich.,  assignor  to  The 
Sparks-Withington  Company,  Jackson,  Mich.,  » 
corporation  of  Ohio 

Application  June  27,  1931,  Serial  No.  547.298 
9  Claims.    (CI.  250— 27.5) 


3  -:'■ 


1.  An  electron  discharge  tube  comprising  an 
anode,  a  cathode,  a  control  grid  positioned  be- 
tween said  anode  and  said  cathode,  a  shield  grid 
positioned  about  said  anode,  a  metallic  shield 
member  joining  the  ends  of  said  control  grid  and 
said  shield  grid,  an  ionizable  gas  within  the  tube 
at  substantially  a  pressure  of  100  microns  of  mer- 
cury, said  control  grid  having  a  helical  config- 
uration, the  turns  of  which  are  sufBciently  closely 
spaced  that  when  energized  by  a  sufficiently  low 
voltage  the  flow  of  current  from  the  cathode  to 
the  anode  may  be  completely  interrupted. 

2.018.175 
X-RAY  PLATE  AND   FILM  MARKER 

Robert  Knight.  Seneca  Falls,  N.  Y. 

AppUcation  November  1.  1929.  Serial  No.  404.054 

10  Claims.     (CL  250 — 34) 


1.  An  X-ray  plate  and  film  marker  comprising 
a  holder  having  inturned  flanges  along  its  oppo- 
site lengthwise  edges  forming  lengthwise  grooves. 
a  plate  having  its  opposite  lengthv,1se  edges  en- 
gaged in  said  grooves  and  provided  with  rows  of 
type  along  said  edges,  and  separate  type-bearing 
sections  having  their  opposite  lengthwise  edges 
shdably  engaged  in  said  grooves  and  their  type 
disposed  between  said  opposite  rows  of  type. 
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2,018.176 
MEANS  FOR  CONNECTING  WIRE  ENDS 
Joseph    Kraft,    Rockaway.    N.    J.,    assiirnor    to 
Stmi»linr  Machines  Co.,  a  corporation  of  Dela- 
ware 

AppUcation  July  13,  1934.  Serial  No.  734.974 
9  Claims.     (CI.  24—29) 


1.  As  an  article  of  manufacture,  a  bight  adapt- 
ed to  be  connected  to  a  wire  end  comprising  a 
wire  bent  to  form  a  U-shaped  bight  and  having 
each  end  coiled  to  provide  an  enclosed  opening 
to  receive  the  wire  to  which  it  is  to  be  connected. 
said  enclosed  openings  being  of  substantial  length 
and  in  substantial  parallelism. 


ing  about  the  innermost  axis  to  permit  separa- 
tion of  the  cooperating  socket  and  pivot  mem- 


2.018477 
METHOD    OF    EQUIPPING    BOX    BINDING 

WIRES  WITH  FASTENING  MEANS 
Joseph  Kruft,  Rockaway,  N.  J.,  assignor  to 
Stapling  Machines  Co.,  a  corporation  of  Dela- 
ware 
Orislnal  application  July  13.  1934.  Sena!  No. 
7S4.974.  Divided  and  this  application  March  6. 
1935,  Serial  No.  9,571 

7  Claims.     (CI.  140—111) 


fT" 


^ 

£ 


1.  The  method  of  equipping  a  wired  box  part 
with  fastening  means  which  consists  in  bending 
a  i^ece  of  wire  to  form  a  U-shaped  bight,  coiling 
each  end  of  the  piece  of  wire  to  provide  an  en- 
closed opening  within  the  coll  through  which  the 
wire  on  the  box  part  may  be  passed,  and  passing 
the  wire  on  the  box  part  upwardly  through  the 
opening  in  one  coll  and  downwardly  tiirough  the 
opening  in  the  other  coil. 


2.018.178 

DUMP  WAGON 

Joseph  Kochar,  Chicago,  IlL.  assignor  to  Athey 

Truss  Wheel  Co..  Chicago,  Dl.,  a  corporation  of 

nUnois 
AppUcation  December  11.  1933.  Serial  No.  701.763 
10  Claims.     (CI.  298— 18) 

1.  In  a  dump  wagon,  in  combination,  a  wagon 
body,  a  frame  on  which  said  body  is  carried, 
socket  members  and  pivot  members  carried  by 
the  body  and  frame  providing  axes  for  dumping 
on  either  side,  means  providing  further  axes  out- 
wardly beyond  the  first  said  axes,  a  locking  bar 
extending  trarisversely  of  the  body  adapted  to 
lock  a  socket  on  one  side  or  the  other,  and  an 
eccentric  member  on  the  associated  pivot  lo- 
cated adjacent  said  bar  during  normal  support 
and  moving  remote  from  the  bar  during  dump- 
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bers   during    further   tilting   movement   on    the 
outermost  axis. 


2.018,179 

FUEL  BURNER 

Max  H.   Kuhner,   Worcester,   Mass.,   assignor  to 

Riley  Stoker  Corporation.  Worcester,  Mass..  a 

corporation  of  Massachusetts 

AppUcation  February  29.  1932.  Serial  No.  595.7S9 

1  Claim.     (CI.  110—104) 
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A  burner  for  fuel  comprising  a  flat  burner  plate 
having  a  plurality  of  openings  therethrough 
tubes  mounted  in  front  of  the  op)enings  to  dis- 
charge jets  of  fuel  therethrough,  an  air  valve  slid- 
ably  mounted  on  each  tube  to  control  the  air  flow 
through  the  adjacent  opening,  and  means  to 
operate  the  air  valves  simultaneously. 


2.018.180 

RESILIENT  SUPPORT 

Harvey  B.  Lawton.  Bloomingion.  III.,  assignor  to 

Williams    OU-O-Matlc     HeaUnc     Corporation, 

Bloomington.  III.,  a  corporation  of  IlUnois 

Application  June  28,  1934.  Serial  No.  732.755 

2  CUims.     (CI.  248—26) 


1.  In  a  vibration  absorbing  support  for  an  elec- 
tric motor,  including  a  stator  mounted  between 
end  plates  with  each  of  said  end  plates  provided 
with  similar  spaced-apart  radially  depending  feet 

'  terminating  in  flat  surfaces  approximately  forty- 
flve  degrees  to  the  vertical,  the  combination  with 
a  base  arranged  under  each  end  plate  having 
struck-up  parallel  medial  portions  between  said 

'   feet,  of  spring  members  looped  back  upon  them- 
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selves  having  opposite  ends  provided  with  flat 
surfaces  with  one  secured  upon  the  said  raised 
porUon  of  the  base  and  the  other  secured  to  the 
angular  surface  of  the  adjacent  foot  and  with  the 
loop  of  the  spring  extending  downwardly  over 
said  raised  portion  of  the  base  in  parallel  relation 
to  the  axis  of  the  adjacent  loot. 


2,018.181 

FRUIT  PRESS 

Herbert  T.  Leo.  Anaheim,  Calif. 

AppUcation  February  13,  1933.  Serial  No.  656.413 

4  Claims.     (CL  100 — 49) 


1.  A  press  comprising  a  frame,  a  rotatable 
member  carried  by  said  frame,  attaching  means 
on  said  member,  a  rod  in  spaced  relation  from 
said  means,  a  filter  bag  adapted  to  be  secured  at 
one  end  to  said  rotatable  member  by  said  attach- 
ing means,  rings  secured  to  said  bag  adjacent 
the  corners  of  the  other  end  thereof  for  sliding 
along  said  rod  and  means  to  actuate  said  rotatable 
member  whereby  said  bag  is  twisted  around  it- 
self and  said  rings  slide  towards  each  other  to 
permit  a  tighter  twisting  of  the  bag  and  a  more 
thorough  pressing  action. 


2,018.182 
DRUM  HEAD 
George  H.   Logan,  Pittsburgh,  Pa.,  assignor,  by 
direct  and  mesne  assignments,  to  Merlon  Com- 
pany, Inc.,   Pittsburgh,  Pa.,  a   corporation  of 
Pennsylvania 
AppUcation  October  4,  1932.  Serial  No.  636,151 
Renewed  February  23,  1935 
19  Claims.     (CI.  84— 414) 


*ii 


1.  A  drum  head  comprising  a  plurality  of  lay- 
ers of  woven  fabric  permeated  by  a  bonding  me- 
dium consisting  of  a  cellulose  ester. 


said  horizontal  beam,  and  curving  downwardly 
and  Inwardly  at  their  rearward  extremities;  a 
digging  blade  secured  to  the  lower  rearward  ex- 


2.018.183 
SUGAR  BEET   PULLER 

Carl  Lurtdgren.  Greeley.  Colo. 

AppUcation  December  17.  1934,  Serial  No.  757,823 

10  Claims.     (CI.  55 — 106) 

1.  A  beet  digging  device  for  attachment  to  a 
tractor  comprising:  a  horizontal  beam  secured 
to  said  tractor  and  vertically  adjustable  thereon; 
a  pair  of  puller  arms  extending  rearwardly  from 


;"  /.'■T* 


tremity  of  each  arm;  an  inverted  U-shaped  yoke 
secured  at  its  lower  extremities  to  said  arms; 
and  means  for  supporting  said  yoke  frcwn  said 
tractor. 


2,018,184 

TRACTOR 

Elmer  McCormIck,  Waterloo,   Iowa,   assignor   to 

John  Deere  Tractor  Company,  Waterloo.  Iowa, 

a  corporation  of  Iowa 

AppUcation  November  27.  1933.  Serial  No.  699.867 

17  Claims.     (CL  123— 198) 


1.  In  a  tractor  motor  having  a  water  jacket 
and  carburetor,  the  combination  of  a  radiator  in- 
cluding a  core,  a  radiator  head  connected  with 
the  core  and  including  a  water  chamber  com- 
municating with  the  core  and  an  air  chamber 
formed  in  said  head,  an  air  cleaner  disposed 
within  and  carried  by  the  air  chamber  within 
said  radiator  head,  conduit  means  connecting  said 
air  chamber  with  said  carburetor,  and  conduit 
means  connecting  the  water  chamber  of  the  ra- 
diator head  with  the  water  jacket  of  said  motor. 


2.018,185 
CITTTER  BAR  FOR  KEY  SEATERS 

Henry  E.  Morton.  Muskegon  Heights.  Mich. 

AppUcation  November  9,  1934.  Serial  No.  752.309 

4  Claims.     (CI.  29—97) 

4.  A  device  for  forming  a  key  seat  in  a  wall  of 
a  bore,  said  means  including  a  bar  formed  with 
a  longitudinal  rib  along  one  side  face  of  said  bar, 
said  bar  being  also  formed  with  a  recess  within 
said  ribbed  face,  said  recess  extending  longitudi- 
nally of  said  bar  and  cutting  through  said  rib 
with  said  recess  open  through  said  face  through- 
out the  length  of  said  recess;  a  tool  having  a  lon- 
gitudinal tongue  at  one  side  to  fit  within  said  re- 
cess and  a  body  portion  at  its  opposite  side  to  pro- 
ject from  said  recess  and  formed  with  an  end  cut- 
ting edge,  a  member  seated  in  one  end  of  said 
recess  in  interlocking  engagement  with  the  end 
of  said  tongue,  a  wedge  block  in  said  recess  to 
engage  the  opposite  end  of  said  tool,  one  end 
of  said  block  being  inclined  inwardly  of  said  re- 
cess and  the  adjacent  end  of  said  recess  being 
similarly  inclined  to  be  engaged  by  said  end  of 
said  block,  and  a  screw  passing  through  a  bore  in 
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said  bar  opening  through  the  side  of  said  bar  op- 
posite that  through  which  said  recess  opens,  said 


Inner  end  of  said  screw  engaging  a  screwthreaded 
opening  in  said  block  and  said  head  of  said  screw 
being  countersunk  in  said  side  of  said  bar. 


2.018,186 

BLIND  STITCH   SEWING  MACHINE  FOR 

SEAMING  HEMS 

Charles  W.  Mueller.  St.  Louis,  Mo.,  assignor  to 
Lewis  Invisible  Stitch  Machine  Company,  St. 
Louis,  Mo.,  a  corporation  of  Maine 
AppIicaUon  Jannary  17.  1934,  Serial  No.  707,029 
39  Claims.     (CL  112—177) 


rxa' 


1.  In  a  sewing  machine  for  seaming  hemmed 
fabrics,  the  combination  with  a  stationary  presser 
foot  having  an  opening,  of  a  needle  mounted 
above  the  foot  for  reciprocatory  movements 
across  the  opening  in  the  foot,  means  for  inter- 
mittently feeding  the  fabric  up  to  and  past  the 
needle,  a  ridge  forming  element  for  intermittent- 
ly projecting  a  node  of  the  hemmed  fabric  up- 
wardly through  the  presser  foot  opening  into 
needle  penetrating  position,  means  for  actuating 
the  ridire  forming  element  including  devices  for 
intermittently  projecting  the  body  fabric  and 
the  hem  and  then  the  hem  only  Into  needle  pene- 
trating positions,  and  manually  controlled  means 
cooperating  with  the  ridge  forming  element  actu- 
ating means  for  successively  projecting  both  the 
body  fabric  and  the  hem  into  needle  penetrat- 
ing position. 


2.018.187 
CUFF   DEVICE 

Eemn  Aieksanteri  Myntti.  Helsinki.  Finland 

AppUcation  April  21.  1934.  Serial  No.  721,815 

In  Finland  April  19,  1933 

5  Claims.     (CI.  2—123) 

3.  A  device  for  stiflfening  cuff  corners,  com- 
prising a  right-angle  triangular  shaped  member, 
the  walls  of  which  are  adapted  to  be  along  the 
transverse  edge  and  the  fold  of  one  longitudinal 


part  of  a  folded  cuff,  the  hypotenuse  having  two 
concave  indentations  together  defining  a  central 


protuberance  adapted  to  be  near  to  and  receive 
reinforcement  from  a  button-hole  of  the  cuff. 


2.018.188 
DRIVE    AXLE 
Joseph  E.  Padgett  and  Robert  P.  Lewis, 
Toledo.  Ohio 
Origrinal  application  January  5.  1932.  Serial  No. 
591.098.  now  Patent  No.  1,968.618.  dated  July  31. 
1934.     Divided  and  this  application  August  17, 
1932,  Serial  No.  629.170 

5  Claims.     (CI.  184—11) 


1.  In  a  driving  axle  the  combination  of  a  hous- 
ing having  a  gear  chamber  therein,  a  differential 
in  said  housing,  bearinss  in  .said  housing  for 
rotatably  supporting  said  differential,  said  hous- 
ing having  an  opening  In  the  wall  thereof  to 
admit  said  differential,  lubricant  in  said  chamber, 
and  a  cover  closing  said  opening,  .said  cover  hav- 
ing Integral  angularly  di.sposed  portions  against 
which  a  quantity  of  said  lubricant  Is  delivered 
by  the  rotation  of  said  differential,  said  angularly 
disposed  portions  being  arranged  to  deflect  said 
quantity  of  lubricant  and  direct  the  same  to  said 
bearings  and  differential 


2.018.189 

AUTO  TIRE 

William  L.  Prihcc.  BellevUle.  111. 

Application  April  1.  1935.  Serial  No.  14,044 

1  Oaim.      (CI.  152—13) 

An  auto  tire  having  in  combination,  an  inner 

tube  under  air  pressure,  a  tire  casing,  and  an 

Interposed  elastic  cushion  having  cellular  walls 

forming  multiple  inter-connected  communicating 

air  passages  in  direct  communication  with  the 

outer  walls  of  the  Inner  tube  and  the  inner  walls 

of  the  casing  and  aLso  throughout  said  cushion 

and   effecting   dispersion   of  heat  therefrom  by 

circulation  of  air  in  the  more  or  less  compressed 

condition  of  the  cushion,  the  tread  of  said  casing 

having  openings  inclined  Inward  substantially  30 

degrees  to  a  tangent  at  the  surface  forming  taper- 


\ 


October  22, 1935 


U.  S.  PATENT  OFFICE 


803 


Ing  overlapping  tongues  at  the  respective  outer 
and  inner  surfaces  of  the  casing  substantially 
closing  said  openings  when   subject  to   ground 


pressure  and  forming  valviilar  openings  supply- 
ing outside  air  to  said  passages  in  the  cushion 
and  displacing  heated  air  therein,  substantially 
as  described.     ___^ 

2.018.190 

DEMOtTNTABLE   WHEEL 

Alvln  Wilbur  Robinson.  Ocean  Beach,  Calif. 

Application  March  15,  1934.  Serial  No.  715,755 

Renewed  August  28.  1935 

1  Claim.     (CI.  301—9) 


slidable  In  the  casing,  a  keeper,  a  loop-like  ball 
for  engaging  the  keeper  and  having  ends  passed 
through  the  slotted  sides  and  swingingly  seated  in 
the  block,  a  spring  within  the  casing  and  active 


upon  the  block  for  urging  the  bail  in  locking  en- 
gagement with  said  keeper  and  a  push  plunger 
engaged  in  the  block  and  guided  through  one 
perforated  end  of  the  casing  for  external  grip- 
ping thereof. 

2.018.192 
METHOD  OF  PRODUCING  CEMENTITIOUS 

TILE 

August  H.  Sexton.  Portsmouth.  Ohio,  assignor  to 
Superior  Cement  Corporation,  Portsmouth, 
Ohio,  a  corporation  of  Ohio 

Application  September  14.  1932.  Serial  No.  633.158 
3  Claims.     (CI.  25 — 155) 


The  combination  of  an  Inner  hub  having  a 
radially  outwardly  extending  annular  flange,  a 
demountable  wheel  having  a  hub  shell  from  which 
an  annular  flange  projects  radially  inwardly, 
apertures  in  said  last  mentioned  flange,  headed 
studs  fixed  to  said  first  mentioned  flange  and 
projecting  through  said  apertures,  a  plate  rotat- 
ably mounted  on  said  last  mentioned  flange  and 
provided  with  key  hole  slots  adapted  to  receive 
the  headed  studs,  a  handle  secured  to  said  plate, 
means  to  lock  said  handle  to  said  hub  shell  flange 
after  said  plate  has  been  rotated  to  position  said 
studs  in  the  smaller  ends  of  said  key  hole  slots 
to  secure  the  demountable  wheel  to  the  inner  hub, 
and  lugs  projecting  from  the  hub  shell  flange 
and  engaging  the  handle  when  the  latter  is  in 
locking  position  for  preventing  rotary  movement 
of  the  handle  in  a  plane  parallel  to  the  median 
plane  of  the  wheel. 

2.018.191 

LOCK 

Herman  F.  Schmidt.  San  Antonio.  Tex. 

\ppllcation  December  11.  1934.  Serial  No.  757,039 

2  Claims.     (CI.  292— 246) 

1.  The  combination  of  a  casing  having  a  top, 

bottom,  perforated  ends,  and  slotted  sides,  a  block 


1.  The  method  of  producing  a  cementitious 
building  unit,  which  consists  in  forming  a  fluid 
mixture  of  cementitious  material  having  a  sub- 
stantially cream-like  consistency,  placing  said 
mixture  in  a  sheet  metal  pan-shaped  mold  hav- 
ing resilient  side  walls,  vibrating  the  mold  to 
dispel  air  from  the  mixture  and  to  cause  the 
completed  unit  to  possess  a  hard  smooth  dense 
surface  where  it  contacts  with  the  surfaces  of 
the  mold,  allowing  the  cementitious  mixture 
therein  to  set  and  harden,  and  inverting  and 
resilient ly  separating  the  sides  of  the  mold  to 
release  the  unit. 


2  018  193 
INKING  MECHANISM  AND  METHOD 
Ernest  James  Smith,  Fleet  Street.  London.  Eng- 
land, assignor  to  The  Goss  Printing  Press  Com- 
pany. Chicago,  111.,  a  corporation  of  Illinois 
Application  August  27.  1931.  Serial  No.  559,717 
Renewed  August  6.  1935 
29  Claims.     (CI.  101—366) 
1.  In  an  ink  fountain,  the  combination  of  an 
ink  drum,  a  pressure  cavity   having  a  pair  of 
edges  closely  adjacent  to  the  drum  and  extend- 
ing axially  thereof  one  of  said  edges  being  closer 
to  the  drum  than  the  other,  one  edge  permitting 
only  a  predetermined  amount  of  ink  to  remain 
on  the  drum,  while  the  other  permits  surplus 
ink  to  flow  out  of  the  cavity  and  means  for  sup- 
plying ink  under  pressure  to  the  cavity. 

18.  The  method  of  supplying  ink  to  a  rotating 
cylindrical  member  of  a  printing  press  which 
includes  maintaining  a  relatively  large  amount  of 
ink  under  pressure  in  contact  with  the  surface 
of  the  cylinder,  rotating  the  cylinder,  obstruct- 
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ing  the  flow  of  ink  with  the  cylinder  so  that  only 
a  thin  film  of  ink  remains  on  the  cylinder  and 


obstructing  the  flow  of  ink  reversely  to  the  rota- 
tion of  the  cylinder  to  a  lesser  extent. 


2.018.194 

OIL  AND  GAS  WELL   CAPPING   DEVICE 

Gabriel  Syobo.  Lemoore,  Calif. 

Application  Aarust  22.  1934.  Serial  No.  741.011 

3  Claims.     (CL  277—63) 


1.  In  an  oil  or  gas  well  capping  device,  a  valve 
body  comprising  alined  inlet  and  outlet  nipples, 
said  inlet  nipple  having  means  for  connecting 
the  same  to  the  casing  head  of  the  well,  said 
valve  body  having  a  lateral  opening  between  said 
nipples  completely  surrounded  by  a  packing  seat 
lying  in  a  plane  subetantially  parallel  to  the  axis 
of  said  nipples,  a  cover  plate  covering  said  open- 
ing and  packing  against  said  seat,  a  valve  pivot- 
ally  mounted  upon  said  cover  plate  by  means 
lying  wholly  within  said  valve  body,  said  valve 
body  having  a  seat  within  the  same  adjacent 
said  outlet  nipple  against  which  said  valve  is 
adapted  to  seat  to  close  said  outlet  nipple,  said 
valve  being  adapted  to  swing  to  a  position  par- 
allel to  said  cover  plate  and  wholly  clear  of  the 
space  between  the  openings  of  said  nipples,  and 
a  thrust  member  connected  to  the  face  of  said 
valve  next  to  said  cover  plate,  said  cover  plate 
having  an  opening  in  which  said  thrust  member 
is  tightly  guided. 


AND 
POSI- 


2.018.195 
PRODUCTION      OF      PHOTOGRAPHIC 
CINEMATOGRAPH   MOSAIC    COLOR 
TIVES 
John  Edward  Thornton,  Jersey.  Channel  Islands 
AppUcation  April  25.  1934.  Sfrial  No.  722.348 
In  Great  Britain  March  29.  1934 
4  Claims.     (CI.  95 — 2) 


1.  A  process  for  producing  a  multi-color  posi- 
tive picture  of  colored  colloid  relief  images  of 
broken  tone  pyramidlcal  dot  formation  in  two 
groups  of  different  colors  upon  opposite  sides  of  a 
transparent  support  but  in  the  same  picture  area 
which  comprises: — projecting  from  or  through 
a  broken -tone  multi-colored  image  of  negative 
character,  printing  onto  opposite  sides  of  the 
sensitized  support  (by  exposure  to  light)  a  pair 
of  partial  pictures  in  accurate  back  to  back  in- 
terspersed registry  one  with  the  other,  one  of 
which  represents  one  complementary  color-part 
of  the  picture  <for  example,  red),  and  the  other 
represents  the  other  complementary  color-part 
(for  example,  green)  by  Interposing  between  neg- 
ative and  positive  film  a  filter  upon  one  side 
which  will  pas  light  of  one  complementary  color 
only  and  another  filter  upon  the  other  side  which 
will  p€iss  light  of  the  other  complementary  color 
only,  each  color  filter  cutting  out  all  other  col- 
ors, developing  the  film  and  forming  a  pair  of 
broken-tone  partial  pictures  of  metallic  silver 
upon  opposite  sides  of  the  suppxjrt:  applying  a 
differently-colored  azoplaster  to  each  peu^tial  pic- 
ture of  metallic-silver;  applying  a  bleach-hard- 
ening bath  to  insolubilize  the  colored  colloid 
wherever  it  is  in  contact  with  the  metallic  silver; 
applying  a  solvent  to  dissolve  and  remove  the 
surplus  colloid  and  form  relief  Images  composed 
of  pyramidlcal  dots  of  Insolubillzed  colored  col- 
loid; applying  a  silver  solvent  to  dissolve  and  re- 
move the  salts  of  silver  and  leave  the  gelatine 
layer  completely  transparent ;  and  finally  washing 
and  drying  the  film  picture. 

2.  A  photographic  or  cinematographic  broken- 
tone  positive  composed  of  pyramidlcal  points  of 
insolubillzed  colored  colloid  of  two  different  col- 
ors, disposed  upon  opposite  sides  of  a  transpar- 
ent support,  and  connected  to  the  support  by  an 
intervening  layer  of  insoluble  transpeirent  gela- 
tine from  which  the  silver  image  has  been  dis- 
solved and  removed;  the  complete  positive  com- 
prising the  transparent  support,  a  transparent 
gelatine  layer  upon  and  united  to  each  side  of 
each  support,  and  a  differently  colored  pcu-tial 
positive  Image  united  to  each  transparent  gela- 
tine layer;  each  of  such  partial  positive  images 
being  composed  of  pyramidlcal  dots  of  colored 
colloid,  with  their  broader  bases  inward  and 
their  narrower  points  outwards,  and  the  dots  of 
one  color  posltionally  interspersed  with  the  dots 
of  the  other  color  upon  opposite  sides  of  the  sup- 
ports so  that  by  transmitted  light  they  appear 
in  close  juxtaposition  with  no  uncovered  Inter- 
spaces through  which  white  light  could  filter  to 
degrade  the  brilliancy  of  the  picture. 
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2,018,196 
PRODUCTION      OF      PHOTOGRAPHIC      AND 

CINEMATOGRAPHIC  COLOR   POSITIVES 

John  Edward  Thornton,  Jersey,  Channel  Islands 

AppUcation  May  10,  1934.  Serial  No.  724.898 

In  Great  Britain  April  6.  1934 

5  Claims.     (CI.  95—2) 


1.  A  process  for  producing,  from  a  multi-color 
broken-tone    picture    of    negative    character,    a 
multi-color    photographic     or    cinematographic 
positive  picture  of  highly  transparent  character, 
built  up  from  two  relief  images  of  subtractive  full- 
tone  type  formed  of  insolublized  colored  colloid 
containing  no  silver,  and  in  superimposed   Dack 
to  back  registry,  the  said  process  comprising  the 
following   operations   or   steps: — <a>    projecting 
two   images   both   alike    of    the   one   multi-color 
broken -tone  negative  picture  on  to  opposite  sides 
of  a  double-sensitized  positive  film  in  superim- 
posed back-to-back  registry,  the  light-rays  of  the 
said  negative  images  of   broken-tone  character 
being  slightly  spread  diverted  or  scattered  in  the 
process  of  projection  to  form  images  of  full -tone 
character;  <b»  separating  the  colors  by  a  pair  of 
complementary  filters  during  projection,  by  ex- 
posing and   printing  one  partial-positive  image 
upon  one  side  of  the  film  through  a  filter  of  one 
complementary   color  which   cuts  out   all  other 
colors   but   the  one.  and  exposing  and  printing 
the  other  partial-positive  image  upon  the  other 
side  of  the  film  through  a  filter  of  the  other  com- 
plementary color  which  cuts  out  all  other  colors 
but  the  one;   (c)  developing  and  forming  a  pair 
of  metallic  silver  images  upon  opposite  sides  of 
the  film  which  are  complementary  to  each  other; 
<d)   applying  a  layer  of  colored  colloid  to  each 
of  the  silver  Images,  each  layer  of  colloid  being 
of  a  color  which  is  the  same  as  the  original  subject 
and  is  complementary  to  the  color  of  the  negative, 
and  is  complementary  to  the  other  layer  of  col- 
ored colloid;  »e)  treating  the  colloid-colored  film 
in  a  bleach-hardening  bath  to  form  Images  of 
insolublized   colored   colloid;    (/)    dissolving   the 
surplus  colored  colloid  in  a  solvent  bath;  (g)  dis- 
solving the  silver  salts  in  another  solvent  bath; 
ih)  finally  washing  and  drying  the  film;  thereby 
producing  a  color-positive  comprising  a  pair  of 
colored-colloid    relief    images    adhering    to    and 
superimposed  upon  a  pair  of  silverless  imageless 
transparent  gelatine  layers  which  are  firmly  ad- 
herent to  opposite  sides  of  the  transparent  sup- 
port, and  in   colors  which  are  the  same  as  the 
original  oblect  and  complementary  to  the  colors 
of  the  negative. 

2.018.197 
STEERING   MECHANISM 

Stephen  Vorech  and  Stephen  Johnson.  Jr..  Pitts- 
burgh. Pa.,  assignors  to  Bendix-Westlnehouse 
Automotive    Air   Brake    Company.    Pittsburgh, 
Pa.,  a  corporation  of  Delaware 
Application  January  28.  1933.  Serial  No.  654.054 
15  Claims.     (CI.  180—79.2) 
1.  A  motor  vehicle  power  steering  mechanism 
having  a  manually-rotatable  shaft,  a  lever  hav- 


ing one  end  thereof  secured  to  said  shaft,  a  pit- 
man arm  having  one  end  thereof  joumaled  on 
said  shaft,  an  intermediate  lever  pivotally  con- 
nected to  both  said  lever  and  said  arm  and  hav- 
ing an  end  surrounding,  but  spaced  from,  said 


shaft,  a  power  actuator  operatively  connected 
with  said  pitman  arm.  and  means  controlled  by 
pivotal  movement  of  said  intermediate  lever  with 
respect  to  said  first  lever  and  arm  for  governing 
the  operation  of  said  actuator. 


2,018.198 
NEWSPAPER  CLIP 

William  Tillman  Baggett,  Dallas.  Tex. 

AppUcation  May  4,  1933,  Serial  No.  669.381 

1  CUim.     (CI.  24—261) 


A  newspaper  clip  formed  of  spring  wire  of  ap- 
proximately the  same  cross  sectional  area 
throughout  its  length  and  adapted  to  maintain 
the  paper  in  folded  position  during  handling 
thereof,  said  clip  comprising  a  flexible  edge  bar 
extending  across  the  edge  of  the  folded  paper,  and 
flexible  pressure  clip  portions  or  prongs  integral 
with  the  edge  bar  and  extending  in  meeting  direc- 
tions in  the  same  plane  so  as  to  engage  the  sides 
of  the  folded  p>aper,  the  edge  bar  and  prongs  ly- 
ing in  a  common  plane  and  the  free  ends  of  the 
prongs  being  outwardly  curved  so  that  the  clip 
will  readilv  receive  the  folded  paper  and  being 
formed  with  external  enlargements  formmg 
bumpers  whereby  damage  to  the  paper  during  in- 
sertion in  the  clip  and  during  the  handling  of 
the  paper  is  prevented. 


2  018  199 
BALANCED    PRESSURE    METHOD    FOR    jW- 
TRODUCING    ACID    REAGENTS    INTO    OIL 
WELLS 
Richard  H.  Carr  and  Howard  C.  Humphrey.  Chi- 
cago, III.,  assignors  to  The  Pure  Oil  Company, 
Chicago.  III.,  a  corporation  of  Ohio 
AppUcation  October  21,  1932.  Serial  No.  638,949 
5  Claims.     (CI.  166—21) 
1.  The  method  of  acid-treating  a  deep  well  to 
Increase  fluid  production  therefrom,  which  con- 
sists in  closing   the  upper  ends  of  valved  fluid 
passages  leading  from  the  usual  casing  and  tub- 
ing of  a  well  whereby  to  fill  the  casing  and  tubing 
with   fluid   under   the  pressure   of   the   produc- 
ing formation  of  the  well,  and  following  the  sut>- 
stantial  balancing  in  pressures  between  the  pro- 
ducing formation  and  the  casing  and  tubing,  and. 
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without  release  of  such  pressures,  introducing  an 
acid  reagent  into  the  casing  to  provide  for  the 


2,018.202 
VALVE  STRLCTl RE 
Wilfred    A.    Eaton    and    Stephen   Vorech.   Pltts- 
bnrfh.  Pa.,  assirnors  to  Bendix  Westinghoase 
Automotive  Air   Brake   Company,   Pittsburgh, 
Pa.,  a  corporation  of  Delaware 
Application  January  19,  1931.  Serial  No.  509,857 
8  Claims.     (CI.  303—28) 


delivery  of  the  reagent  into  contact  with  the  pro- 
ducing formation. 


2.018.200 

SOUND  RECORD  FOR  OPTIC  SOUND 

REPRODUCTION 

Fernando  Crudo,  Buenos  Aires.  Argentina 

.Application  April  28.  1932.  Serial  No.  608  104 

5  Claims.     (CI.  41—25) 


1.  A  phonogram  recorded  by  photoelectric  or  ' 
similar  process,  having  the  shape  of  a  sheet  and 
being  free  throughout  its  entire  perimeter,  said 
sheet  having  the  sound  record  tracks  arranged  In 
the  form  of  multiple  straight  parallel  tracks  cor- 
responding to  a  transversely  cut  helicoldal  track, 
in  such  a  manner  that  the  parallel  tracks  are 
adapted  to  comprise  a  continuous  sound  record. 


2.018.201 

WALL  OR  BASE  TILE 

Nelson  P.  Currie,  West  Newton.  Mass..  assignor 

to  Mosaic  Tile  Company,  Zanesville,  Ohio,  a 

corporation  of  Ohio 

Application  December  20.  1932.  Serial  No.  648,053 

3  Claims.    (CI.  72—18) 


2.  A  tile  unit  composed  of  a  porous  ceramic 
material  having  in  its  inner  face  a  conduit-form- 
ing depressed  portion  extending  from  one  edge 
of  said  tile  unit  to  another,  said  conduit-forming 
depressed  portion  being  provided  with  a  glazed 
surface  and  having,  on  opposite  sides  of  said 
glazed  depressed  surface,  portions  provided  with 
unglazed  surfaces  for  bonding  with  a  wall. 


1.  In  a  control  valve  structure,  a  casing  mem- 
ber, a  diaphragm  within  said  casing,  an  exhaust 
valve  seat  provided  within  said  casing  and  con- 
structed to  receive  said  diaphragm  adjacent  the 
periphery  of  the  latter,  and  spring  means  resll- 
lently  urging  the  peripheral  portion  of  said  dia- 
phragm on  said  valve  seat. 


2.018.203 
TERMINAL 
William    W.    Eitel    and    Jack    McCullough,    San 
Bruno.  Calif.,  assignors  to  Heintz  &  Kaufman, 
Ltd.,   San   Francisco,  Calif.,  a   corporation   of 

Application  December  11,  1933.  Serial  No.  701,755 
1  Claim.     (CI.  250—27.5) 


-I 


In  combination,  a  cylindrical  envelope  having 
a  hemispherical  end  of  substantially  the  same 
curvature  as  that  of  the  cylinder,  a  cylindrical 
electrode  contamed  therein,  concentrically  posi- 
tioned with  respect  to  said  envelope,  a  plurality 
of  spaced  lead  wires  extending  upwardly  from  the 
periphery  of  said  electrode  through  said  hem- 
ispherical end,  and  a  substantially  hemispherical 
cap  having  a  diameter  at  least  as  great  as  that  of 
said  electrode  on  the  outside  of  said  end.  said 
lead  wires  being  fastened  to  said  cap  near  the 
periphery  thereof. 
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2,018.204 

PLUNGER  CONSTRUCTION 

Seth  Evans  and  Henry  B.  Woods,  Houston,  Tex., 

assignors  to  Hughes  Tool  Company.  Houston, 

Tex.,  a  corporation  of  Texas 

Application  July  24,  1934.  Serial  No.  736.624 

5  Claims.     (CI.  103—52) 


1.  A  plunger  of  the  character  described  adapt- 
ed to  operate  in  an  eduction  tube  including  a 
tubular  body  having  an  outer  cylindrical  periph- 
ery, grooves  cut  clrcumferentially  about  said 
body,  the  outer  margins  of  said  grooves  having  a 
scraping  action  on  the  wall  of  said  tube,  the  up- 
permost grooves  being  widened  and  having  open- 
ings therein  to  allow  passage  of  material  inward- 
ly through  the  wall  of  said  body,  and  a  downward- 
ly opening  valve  controlling  the  passage  of  fluid 
through  said  body. 


2,018.205 

PLL^GER 

Seth  Evans.  Houston.  Tex.,  assignor  to  Hughes 

Tool  Company,  Houston,  Tex.,  a  corporation  of 

Texas 

Application  September  29.  1934.  Serial  No.  746.064 

4  Claims.     (CI.  103—52) 


1.  In  a  pneumatically  operated  pump,  an  educ- 
tion tube,  a  freely  moving  plunger  body  having 
an  approximately  cylindrical  outer  surface  with 
circumferential  outwardly  flared  grooves  therein, 
said  body  being  of  smaller  diameter  than  said 
tube,  packing  rings  of  flexible  material  and  of 
uniform  thickness  fitting  at  their  inner  sides  in 


said  grooves  and  extending  outwardly  to  contact 
with  the  inner  walls  of  said  tube,  said  plunger 
having  a  longitudinal  passage  and  an  upwardly 
closing  valve  at  the  lower  end  of  said  passage. 


2.018.206 

APPARATUS  FOR  PLUNGER  LIFT 

CONTROL 

Harold  W.  Fletcher,  Houston.  Tex,,  assignor  to 
Hughes  Tool  Company,  Houston,  Tex.,  a  cor- 
poration of  Texas 

Application  September  29,  1934,  Serial  No.  746  063 
5  Claims.     (CI.  103 — 52) 


1.  A  plunger  lift  device  including  a  well  casing, 
an  eduction  tube  therein,  a  pneumatically  oper- 
ated plunger  movable  freely  from  end  to  end 
of  said  tube,  a  container  positioned  to  receive 
the  liquid  raised  by  said  plunger,  a  discharge  out- 
let from  said  tube  to  said  container,  a  flow  line 
connected  with  the  lower  end  of  said  container. 
a  choke  valve  in  said  line  to  control  the  rate  of 
emptying  of  said  container,  a  gas  bypass  from  the 
upper  end  of  said  container  to  said  flow  line 
downstream  from  said  valve,  and  a  control  valve 
in  said  bypass  adapted  to  open  when  the  fluid 
pressure  in  said  discharge  outlet  reaches  a  pre- 
determined minimum  amount. 


2,018,207 
VACCXTVI  CLEANER 

Andrea  Giambcrtonl,  Milan,  Italy 

Application  February  8.  1933.  Serial  No.  655,837 

In  German}  February  12.  1932 

12  Claims.     (CI.  183— 37) 


1.  In  a  vacuum  cleaner,  a  casing,  a  suction 
pump  and  a  fllter  cowl  in  said  casing,  said  cowl 
and  said  casing  deflning  a  return-flow  passage 
for  the  air  from  said  pump,  a  cap  at  the  rear 
end  of  said  casing  to  which  said  passage  is  con- 
nected, an  outlet  pipe  on  said  cap,  and  a  partition 
of  foraminous  and  sound-deadening  material  in- 
terposed between  said  passage  and  said  pipe. 


2.018.208 
SIGN 

Forest  P.  Gill.  Kansas  City.  Mo. 

AppUcation  May  9.  1934.  Serial  No.  724.670 

7  Claims.     (CI.  40—135) 

7.  A  sign  including  a  plurality  of  letter  blocks 
each  comprising  a  flexible  backing,  a  metal  foil 
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facing  secured  to  the  backing  and  having  a  se- 
ries of  protuberant  reflecting  surfaces  defining  a 
letter,  a  water-proof  coating  covering  the  reverse 


side  of  the  backing  and  edges  of  the  letter  block 
to  seal  the  joint  between  the  backing  And  the 
facing,  and  means  securing  the  letter  blocks  to- 
gether to  form  a  unitary  strip. 


2  018  209 

SPRING  COILING   MACHINE 

Joseph  Gocan,  Lakewood,  Ohio 

Application  February  23.  1934.  Serial  No.  712.599 

10  Claims.     fCl.  153 — 67) 


1.  In  a  machine  of  the  character  described, 
the  combination  of  a  ^.-ame.  a  mandrel  adapted 
to  have  rod  stock  colled  thereabout  to  form  a 
helical  coil  rotatably  supported  by  said  frame, 
means  for  clamping  one  end  of  the  rod  stock  Into 
engagement  with  said  mandrel,  means  for  rotat- 
ing said  mandrel,  means  for  engaging  the  rod 
stock  projecting  from  said  mandrel  and  limiting 
the  rotation  thereof,  means  for  feeding  the  rod 
stock  longitudinally  of  the  mandrel,  and  fluid 
pressure  actuated  means  for  stripping  the  heli- 
cal coil  from  said  mandrel. 


2.018^10 

CONDENSER  STRUCTURE 

Earl  E.  Hindman.  Washinfton.  D.  C. 

Application  May  29.  1930.  Serial  No.  457,206 

3  Claims,     (CI.  175—41.5) 


/^ 


1.  A  condenser  comprising  stator  and  rotor 
plates,  each  comprising  a  body  portion  for  sub- 
stantial capacity  effects,  and  each  plate  having 
radial  projecting  salient  members  parallel  to  and 
sp€u:ed  uniformly  along  the  path  of  relative  move- 
ment of  the  plates  whereby  the  salients  of  the 
rotor  will  move  into  and  out  of  registry  with  those 
of  the  stator  repeatedly  during  movement  of  the 
rotor  from  one  extreme  to  the  other,  the  plates 
and  salients  being  constructed  and  proportioned 


so  that  the  aggregate  area  of  registered  salients 
of  rotor  and  stator  at  any  time  will  at  least  equal 
the  area  of  a  unit  of  segments  in  all  plates  com- 
prised within  the  projected  base  of  one  salient. 


2.018JS11 
WIRE  DRAWING  MACHINE 

Henry  J.  Hocue.  Lakewood,  Ohio,  assifnor  of  one- 
third  to  Charles  L.  Waamer  and  one- third  to 
John  C.  Wasmer,  both  of  Lakewood.  Ohio 

Application  November  21.  1934.  Serial  No.  754.105 
6  Claims,     (CI.  29—33) 


5.  In  apparatus  of  the  class  described,  the 
combination  of  a  power-driven  fabr. eating  ma- 
chine for  wire  stock,  a  wire-drawing  machine 
arranged  in  tandem  with  said  fabricating  ma- 
chine for  reducing  the  size  of  the  stock  before 
it  enters  said  fabricating  machine,  said  wire- 
drawing machine  embodying  a  reciprocating 
wire-drawing  die  and  an  oscillating  lever  for  ac- 
tuating said  die.  an  actuating  mechanism  for 
said  lever  separate  from  said  fabricating^  nia- 
chine  and  arranged  on  the  opposite  side  of  said 
fabricating  machine  from  said  wire-drawing 
machine  and  embodying  a  rotating  shaft  and  a 
rocking  member  actuated  thereby  and  having  a 
crank  pin  thereon  the  stroke  of  which  is  adjust- 
able, drivmg  means  for  connecting  said  shaft 
with  said  fabricating  machine  so  as  to  rotate 
the  shaft  in  definitely  timed  relation  to  the  oper- 
ating cycle  of  the  fabricating  machine,  and  a 
connecting  rod  between  said  crank  pin  and  said 
lever  for  operatively  connecting  the  same. 


2,018.212 
BRAKE  MECHANISM 
Stephen  Johnson.  Jr.,  PittsborKh.  Pa.,  assignor  to 
Bendix    Westinfhouse    Automotive    Air    Brake 
Company,    Pittsburgh,    Pa.,    a    corporation    of 
Delaware 
AppUcation  August  23,  1932.  Serial  No.  630.12S 
6  Claims.     (CI.  303—26) 


1.  In  a  fluid  pressure  braking  system  having  a 
compressor  and  a  governor  therefor  of  the  type 
having  a  unloading  line  exhausting  to  the  atmos- 
phere only  when  the  compressor  Is  loaded,  a  res- 
ervoir, a  connection  from  said  reservoir  to  said 
governor,  and  a  second  reservoir  connected  to  said 
first  named  reservoir  through  said  governor  only 
when  the  compressor  Is  unloaded. 
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2  018.213 

4-ALKYL-  AND  4-a'rALKYL-DIHYDRO-RE8- 
ORCINOLS  AND  PROCESS  FOR  THE 
MANUFACTURE  OF   SAME 

Max  Klingcnfuss.  Basel.  Switxerland.  assirnor  to 
Hoffmann-La  Roche  Inc.,  Nutley,  N.  J.,  a  cor- 
poration of  New  Jersey 

No  Drawing.  AppUcation  December  21.  1934, 
Serial  No.  758,705.     In   Germany   January   20. 

1934 

25  Claims.     (CI.  260—131) 

1.  The  4-ethyl-dihydro-resorcinol,  bemg  a  very 
reactive  compound  forming  colorless  crystals 
melting  at  lOQ^'C  easily  soluble  in  organic  sol- 
vents, difficultly  soluble  in  water. 

2.  The  process  for  the  manufacture  of  4-R-di- 
hydro-resorcinols  (R  representing  an  alkyl  or 
aralkyl  group) .  which  consists  in  subjecting  solu- 
tions of  4-R-resorcinols  (R  representing  an  alkyl 
or  aralkyl  group)  in  the  presence  of  at  least  one 
equivalent  of  a  strongly  basic  compound  to  cata- 
lytic hydrogenation. 


2,018.214 
ADVERTISING  DISPLAY  DEVICE 

Edwin  H,  Land.  Wellesley  Farms,  Mass.,  assignor 
to  Sheet  Polarixer  Company,  Inc.,  Union  City, 
N.  J.,  a  corporation  of  New  Jersey 

Application  December  5.  1933.  Serial  No.  700.971 
6  Claims.     (CI.  240—10) 


1.  In  combination,  a  light  source,  means  asso- 
ciated therewith  and  adapted  to  project  a  diverg- 
ing beam,  a  plurality  of  relatively  thin  light- 
polarizing  elements  positioned  in  the  path  of  said 
beam,  double  refracting  material  interposed  be- 
tween said  polarizing  elements  and  positioned 
with  its  axes  at  an  angle  to  the  polarizing  axis  of 
each  of  said  elements,  at  least  that  polarizing  ele- 
ment positioned  farthest  from  said  Ught  source 
being  adapted  to  transmit  all  of  said  diverging 
beam  impinging  upon  its  surface. 


the  chamber  of  the  cylinder  above  said  valve 
means  and  upon  upward  movement  of  the  pis- 
tons said  last  named  fluid  will  be  transferred  into 


2.018,215 

LIQUID  PLTVfP 

Christian  A.  Lausen.  Fort  Worth,  Tex.,  assignor 

of  one-half  to  Hugh  Leslie  Barber.  Fort  Worth. 

Tex. 
Application  September  28.  1934.  Serial  No.  745,979 
13  Claims.     (CI.  103 — 46) 

1.  A  well  pumping  device  comprising  a  well 
casing,  a  hollow  cylinder  within  said  casing  in 
spaced  relation  thereto,  a  flange  carried  by  said 
cylinder  and  forming  the  casing  into  upper  and 
lower  compartments  with  the  upper  portion  of 
the  cylinder  in  the  upper  compartment  and  the 
lower  portion  of  the  cylinder  in  the  lower  com- 
partment, a  double  piston  within  the  cylinder, 
said  double  piston  having  a  chambered  portion 
slidably  mounted  in  the  flange,  a  valve  carried 
by  the  lower  piston,  a  valve  carried  by  the  upper 
piston,  valve  means  for  trapping  fluid  in  the  lower 
end  of  the  cylinder  upon  upward  movement  of 
the  piston,  said  valve  means  in  the  lower  piston 
forming  means  whereby  upon  downwardly  move- 
ment of  the  chambered  member  connecting  the 
pistons  fluid  trapped  in  the  lower  end  of  the 
cylinder  will  be  transferred  to  a  position  within 


the  chamt)ered  member  connecting  the  pistons 
and  forced  upwardly  through  the  valve  control 
means  carried  by  the  upper  piston. 

2,018,216 

BUILDING  COVERING.  AND  METHOD  OF 

MANUFACTURING  SAME 

Robert  S.  Maclean,  Michigan  City,  Ind.,  assignor 
to  Mastic  Asphalt  Corporation.  Michigan  City, 
Ind.,  a  corporation  of  Indiana 

ApplicaUon  November  16.  1931.  Serial  No.  575.449 
4  CUims.     (CI.  20—5) 


4.  An  article  of  mar'.'facture  comprising  a 
composition  board  for  u^  as  a  building  cover- 
ing unit,  said  board  having  a  layer  of  asphaltum 
applied  to  a  surface  thereof,  a  coating  of  gr;ts 
pressed  into  said  asphaltum  and  a  plurality  of 
depressions  pressed  into  said  surface  to  effect 
an  uneven  appearance  thereto,  said  depressions 
having  differently  colored  grits  pressed  therein. 

2.018.217 

MEASURING  DEVICE 

Owen  A.  McNamee,  Worcester,  Mass. 

Application  June  25.  1932.  Serial  No.  619,317 

6  Claims.     (CI.  33—125) 


6.  An  apparatus  for  measuring  material   ex- 
truded from  a  press  op>erated  by  a  ram.  including 
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indicating  means  operable  by  movement  of  said 
ram  when  associated  with  the  latter  and  means 
responsive  to  the  application  of  extrusion  force 
to  said  material  for  associating  said  indicating 
means  with  said  ram. 

2,018,218 
REGULATING   SYSTEM 
Alexander  C.  Monieith,  WUkinsburg:,  Pa.,  assignor 
to    Westingrhouse    Electric    &    Manufacturing 
Company,  East  Pittsburgh,  Pa.,  a  corporation  of 
Pennsylvania 

AppUcation  March  1,  1933,  Serial  No.  659.123 
10  Claims.     (CI.  171—312) 


1.  In  combination  with  a  dynamo-electric  ma- 
chine having  excitation-adjusting  means  asso- 
ciated therewith,  means  responsive  to  a  prede- 
termined rate  of  change  in  the  machine-exciting 
current  and  to  the  machine  load  for  Initiating  op- 
eration of  said  adjusting  means,  and  means  for 
causing  each  operation  so  initiated  to  be  con- 
tinued for  a  predetermined  time. 

2.018.219 
COIL   SPRING  TESTER 

John  D.  Morgan,  South  Orange,  N.  J.,  and  Percy 
B.  Levitt.  Jackson  Heights,  N.  Y.,  assignors  to 
Doherty  Research  Company,  New  Yorlc,  N.  Y.,  a 
corporation  of  Delaware 
AppUcaUon  March  24,  1933.  Serial  No.  662.426 
5  Claims.     (CI.  265 — 19) 


JV    Jt! 
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plication  of  squeezing  pressure  to  the  transmis- 
sion lever  and  lever  handle,  and  a  grip  lever  plv- 
otally  mounted  on  one  of  said  jaw  shanks  and 
having  a  knob  adapted  to  supply  pressure  to  the 
transmission  lever  at  a  substantially  constant 
distance  from  the  pivotal  mounting  of  the  grip 
lever. 


3.  In  a  spring  deflectometer.  expanding  pliers 
comprising  a  pair  of  bifurcated  jaws  having 
shanks  pivotally  connected,  one  of  such  jaws 
having  a  lever  handle  extension,  a  rocker  arm 
mounted  on  the  shank  of  one  of  said  jaws  and 
having  an  actuating  lever  extension,  a  link  con- 
necting said  rocker  arm  with  the  shank  of  the 
other  jaw.  a  power  transmission  lever  pivotally 
mounted  on  said  actuating  lever  extension,  a  de- 
flection gauge  having  an  indicating  needle  and 
actuating  mechanism  therefor  mounted  in  posi- 
tion for  deflection  by  said  transmission  lever,  a 
calibrated  coll  spring  mounted  in  position  to  re- 
sist movement  of  the  unplvoted  end  of  the  trans- 
mission lever  toward   the  lever  handle  on   ap- 


2.018.220 

ELECTRIC   CIRCUIT   CONTROLLING 

THERMOMETER 

Robert  H.  Morrison.  Morristown,  N.  J. 
Original    appUcation    July    15.    1931.    Serial   No. 
551.013.    Divided  and  this  application  May  29. 
1933.  Serial  No.  673.376 

1  Claim.     (CI.  201—48) 


H 


The  combination  with  a  thermometer  having 
a  bulb,  a  column  tube  rising  from  the  bulb  and 
electrically  conductive  material  in  the  bulb  adapt- 
ed to  rise  and  fall  as  a  column  within  the  bore 
of  the  tube,  connection  terminals  for  the  device, 
a  plurality  of  contacts  disposed  along  the  tut)e 
within  the  bore  thereof  in  positions  to  be  serially 
contacted  by  the  conductive  material  In  its  move- 
ments, the  lowermost  of  such  contacts  being  above 
the  normal  position  of  the  top  of  the  column 
when  the  thermometer  is  subjected  to  tempera- 
tures lower  than  those  at  which  the  device  is  In- 
tended to  function,  said  conductor  being  con- 
nected to  one  terminal  of  the  device,  of  a  sec- 
tionalized  resistance  unit  adapted  to  be  connect- 
ed to  the  circuit,  lead  wires  connecting  the  ele- 
ments of  the  resistance  unit  with  the  other  of  the 
said  contacts,  the  lead  wire  from  the  upper  of 
said  contacts  being  connected  to  the  other  ter- 
minal of  the  device,  the  organization  being  such 
that  the  circuit  is  normally  open  and  the  mercury 
in  the  column  is  normally  out  of  engagement  with 
said  lowermost  contact,  and  when  the  instrument 
is  in  operation  the  main  circuit  passes  thru  the 
column  of  mercury  from  such  lowermost  contact 
to  one  or  another  of  the  other  contacts,  and  a 
condenser  connected  across  said  terminals. 


2.018.221 
BEARING 

Erich  O.  Mueller.  Irwin.  Pa.,  assignor  to  Westing- 
house  Electric  &  Manufacturing  Company.  East 
Pittsburgh.  Pa.,  a  corporation  of  Pennsylvania 

Application  February  23,  1934,  Serial  No.  712.542 
7  Claims.     (CI.  308—236) 
1.  In    a    motor    structure   in    combination,    a 

motor  housing  having  an  opening  for  a  bearing. 

a  bearing  disposed  in  said  opening,  a  washer  In 

engagement  with  the  bearing,  a  resilient  mem- 
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ber  engaging  said  washer  along  a  line  and  a 

housing  cap  for  imposing  substantially  uniform 
pressure  on  said  resilient  member  along  the  line 


w 


of  engagement  to  bias  the  washer  against  the 
bearing  to  hold  it  against  rotation  In  the 
housing. 

2  018.222 

MOLD  FOR  CASTING   HOLLOW  ARTICLES 

Allen  B.  Norton.  Shaker  Heights.  Ohio,  assignor 

to  Aluminum  Company  of  America,  Pittsburgh, 

Pa.    a  corporation  of  Pennsylvania 

Application  January  14.  1933.  Serial  No.  651,662 

6  Claims.     (CI.  22—126) 


of  passages  oblong  In  cross  section  and  extend- 
ing between  two  opposed  sides  of  the  brick  and 
having  an  aggregate  passage  wall  surface  area 
substantially  in  excess  of  the  aggregate  area  of 


M      ■      «      ^ 


ID 


^ 
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the  portions  of  the  external  surface  of  the  brick 
between  said  sides  and  having  an  aggregate  cross 
sectional  area  less  than  the  average  cross  sec- 
tional area  of  the  portions  of  the  brick  extending 
between  said  two  sides. 


2.  A  casting  assembly  for  casting  metal  arti- 
cles comprising  a  mold  base,  a  core-supporting 
member  positioned  In  said  mold  base,  a  sand 
core  disposed  in  said  supporting  member  and 
defining,  in  entirety,  the  interior  contour  of  a 
casting  cavity,  permanent  mold  sections  mov- 
ably  mounted  on  said  base  to  move  into  and  out 
of  operable  contact  with  one  another,  said  per- 
manent mold  sections  being  adapted  to  support 
and  enclose  a  core-supporting  member  having 
a  second  sand  core  secured  thereto,  said  per- 
manent mold  sections  and  said  second  sand  core 
cooperating  with  each  other  to  define  the  ex- 
terior contour  of  said  casting  cavity,  and  a  gas- 
collecting  cavity  provided  adjacent  said  second 
sand  core  and  between  it  and  the  coop>eratmg 
mold  sections,  wherein  a  portion  of  the  gases 
evolved  during  a  casting  operation  may  be  col- 
lected. 

2.018,223 
REFRACTORY  BRICK 

Carl  Otto.  Essen-Ruhr.  Germany 

Application  July   1.  1931,  Serial  No.  548.147 

3  Claims.     (CI.  263—51) 

1.  A  regenerator  checkerwork  brick  rectangu- 
lar in  general  outline  and  formed  with  a  plurality 


2,018.224 
CONSTRUCTION  OF  HEAT  REGEN'ERATORS 

Carl  Otto,  Essen,  Germany 

Application  January  20.  1934,  Serial  No.  707,484 

In  Germany  January  5.  1933 

5  Claims.    (CI.  263—19) 

'^'-  ''■■ ' .:: — : 


^W^ 
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1.  In  providing  a  horizontally  elongated  re- 
generator chamber  vi-ith  a  checker  brick  filler, 
the  method  which  consists  in  forming  said  filler 
of  superposed  sections,  each  consisting  of  a  row 
of  hollow  blocks  arranged  end  to  end  and  each 
formed  with  a  \iinde  open-ended  groove  in  its 
bottom  face  extending  longitudinally  of  the  block, 
by  extending  into  the  chamber  preparatory  to 
the  formation  of  each  section,  a  bar-like  support 
having  its  upper  side  shaped  to  enter  and  engage 
the  roofs  of  the  bottom  grooves  of  said  blocks  and 
supporting  said  support  on  the  subjacent  por- 
tion of  the  regenerator,  sliding  blocks  into  the 
chamber  on  said  support  to  form  a  row  of  blocks 
above  the  support,  and  withdrawing  the  support 
from  the  chamber  by  a  longitudinal  movement 
of  the  support  while  preventing  the  blocks  from 
sharing  in  said  movement,  and  thereby  trans- 
ferring the  weight  of  the  blocks  from  the  support 
to  the  subjacent  portion  of  the  regenerator. 


2  018  225 
NETWORK  SYSTEM  FOR  DISTRIBUTION 

John  S.  Parsons.  Swissvale.  Pa.,  assignor  to  West- 
inghouse  Electric  &  Manufacturing  Company, 
East  Pittsburgh,  Pa.,  a  corporation  of  Penn- 
sylvania 

Application  July  30.  1932.  Serial  No.  627,081 
Renewed  February  26,  1935 
13  Claims.     (CI.  175—294) 
1.  In  an  alternating-current  system  of  distri- 
bution, a  supply  circuit,  a  network  load  circuit 
a  network  switch  connecting  said  circuits,  means 
for  supplying  other-than-normal  frequency  con- 
trol currents  to  one  of  said  circuits,  and  control 
means    for    said    network    switch,    said    control 
me-ans  including  means  directly  responsive  to  a 
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fault   on   said   supply    circuit    for   causing    said 
switch  to  open,  and  closing  means  for  said  switch. 


said  closing  means  including  means  responsive  to 
said  other-than -normal  frequency  currents. 


2.018,226 
SIMPLITIED  NETWORK  PROTECTOR 
John  S.  Parsons,  SwissvaJe,  and  Rolla  E.  Powers. 
Verona.  Pa.,  assirnors  to  WestinKhouse  Electric 
A  ManufactorinK  Company,  East  Pittsbarfh, 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  May  19.  1934.  Serial  No.  726,575 
7  Claims.     (CI.  17S— 294) 


1.  In  an  alternating-current  system  of  trans- 
mission and  distribution,  a  polyphase  supply  cir- 
cuit, a  pol3rphase  load  circuit,  a  circuit  breaker 
for  cormecting  said  circuits,  control  means  for 
said  circuit  breaker  operable  to  cause  opening 
thereof  in  response  to  a  fault  on  said  supply  cir- 
cu  t  and  to  cause  closure  thereof  in  response  to 
a  predetermined  normal  condition  of  energiza- 
tion of  said  supply  circuit,  and  means  responsive 
to  voltage  conditions  derived  from  both  of  said 
circuits  and  operable  only  in  the  event  of  incor- 
rect phase  connections  of  one  of  said  circuits  for 
preventing  closure  of  said  circuit  breaker. 


2.018.227 

SPRAYER 

Joseph  W.  Patterson,  Tnlsa,  Okla.,  assignor   to 

J.  A.  Vanchan  Mfr-  Company,  Tnlsa,  Okla..  a 

corporation  of  Delaware 
AppUcation  November  4.  1933.  SeHal  No.  696.646 
10  Claims.     ( CI.  299—89 ) 

1.  A  sprayer  comprising,  a  head  provided  with 
a  forwardly  directed  conical  portion  terminating 
in  a  nozzle  opening,  a  receptacle  secured  to  said 
head,  a  passageway  between  said  head  and  re- 
ceptacle affording  communication  therebetween, 
means  for  supplying  air  to  the  head  Including 
a  valve  for  building  up  air  pressure  within  the 
head  and  nozzle,  and  an  eduction  tube  provided 


with  an  opening  adjacent  one  end  of  said  tube  for 
admitting  air  from  the  head  into  .said  tube,  said 
tuJse  being  arranged  in  said  sprayer  with  the  end 
adjacent  said  aperture  engaging  in  said  nozzle 
opening    and    extending    rearwardly    therelrom 


x/ 


through  said  peissage-way  into  said  receptacle 
with  an  Intermediate  portion  of  said  tube  in  en- 
gagement with  the  wall  of  said  passageway,  said 
tube  being  so  bent  as  to  afford  a  resilient  holding 
engagement  with  said  nozzle  and  passage  wall. 


2.018.228 

CONTAINER  AND  CLOSURE  THEREFOR 

Adolph  Potdevin.  Garden  City,  N.  Y.,  assig:nor  to 

Potdevin  Machine  Company.  Brooklyn,  N.  Y..  a 

corporation  of  New  York 

Application  November  9.  1934,  Serial  No.  752,238 

6  Claims.     (CI.  229 — 65) 


1.  As  an  article  of  manufacture,  a  paper 
covered  metal  tying  strip  for  closing  a  container, 
j  the  paper  covering  for  the  typing  strip  being 
I  folded  over  the  end  of  a  flap  on  the  container  and 
adhesively  secured  to  both  faces  of  the  flap,  the 
tying  strip  projecting  beyond  both  edges  of  said 
flap.  

2.018.229 

ENGINE   STARTER 

Joseph  G.  Rayniak,  Waukegan,  111.,  assifnor  to 

Johnson    Motor   Company.   Waakegan.   111.,   a 

corporation  of  Delaware 

Application  Aagnst  3.  1931.  Serial  No.  554.741 

5  Claims.    (CI.  123—185) 


1.  A  horizontally  rotatable  starter  mechanism 
for  an  engine  havinp:  a  flywheel  comprising  a 
part  attachable  to  a  flywheel,  a  fixed  .support  at- 
tachable to  the  engin3  and  extending  about  the 
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flywheel,  a  starter  part  rotatable  with  respect  to 
the  support  and  means  including  passages  In- 
clined to  the  horizontal  and  gravity  clutch  mem- 
bers therein  for  engaging  it  in  one  direction  of 
rotation  with  said  flywheel  part,  means  attached 
to  the  starter  part  for  rotating  it,  and  rewind- 
ing means  attached  to  the  sup1?ort  and  the 
starter  part  for  recoiling  the  starter  rotating 
means. 

2.018.230 

ROPE 

Andrew  Robertson.  Fairview,  Ferryhlll.  Aberdeen. 

Scotland,  assignor  to  Robertson's  Rope    iPat- 

ents)  Limited,  Aberdeen.  Scotland 

Application  February  20,  1934,  Serial  No.  712,163 

In  Great  Britain  July  10,  1933 

1  Claim.     (CI.  117 — 53) 


A  rope  comprising  strands  of  substantially  in- 
extensible  material  forming  a  core,  an  inner 
layer  of  vulcanized  rubber  enclosing  said  core, 
a  plurality  of  rope  strands  spaced  from  each 
other  upon  said  vulcanized  layer,  a  layer  of  un- 
vulcanized  rubber  upon  said  inner  vulcanized 
layer  surrounding  and  embedding  said  rope 
strands  and  an  outer  layer  of  vulcanized  rubber 
enclosing  said  unvulcanlzed  layer  and  the  rope 
strands  therein,  the  inner  and  outer  vulcanized 
layers  being  united  to  the  unvulcanlzed  layer  by 
partial  vulcanization. 

2,018.231 
SELF-INDUCTANCE  VARIOMETER 
Hans  Rochow,  Berlin -Tcmpelhof,  Germany,  .as- 
signor to  C.  Loreni  Aktlengesellschaft,  Bcrlin- 
Tempelhof,  Germany,  a  company 
Application  June  30.  1934.  Serial  No.  733,197 
In  Germany  June  30,  1933 
3  Claims.     (CI.  171—242) 


M                        1   U 

/ 

.  /        \  \  ^\ 

c 

ym-  }  '"TC'1  \  Mini 

Ing  the  coarsest  of  said  materials  and  discharging 
same  against  said  ascending  stream  for  the  pur- 
pose of  further  reducing  the  size  of  the  pieces  in 


1,  A  self-inductance  variometer  comprising  two 
relatively  rotatable  concentric  members,  and  coils 
of  substantially  triangular  form  secured  to  the 
surfaces  of  these  concentric  members. 

2  018  232 
METHOD  OF  AND  APPARATUS  FOR 

CRUSHING  ROCK 

Dravton  A.   Silver,  Goldendale,  Wash. 

Application  June  5.  1933.  Serial  No.  674.382 

7  Claims.     (CI.  83 — 46) 
1    A  method  of  grinding  materials  consisting  of 
progressively  elevating  a  mixture  of  coarse  and 
fine  materials  in  stream  formation,  then  segregat- 
450  o.  G. — B2 


the  upwardly  moving  stream  and  in  the  down- 
wardly moving  stream  and  returning  all  of  said 
reduced  portions  to  said  upwardly  moving  stream. 


2  018,233 

AUXILIARY   METATARSAL   CUSHION 

FOR  SHOES 

Alexander  Smith.  Jr..  New  York.  N.  Y. 

Application  October  4.  1932.  Serial  No.  636.101 

1  Claim.     (CI.  36—71) 


An  auxiliary  device  as  characterized  having  a 
body  adapted  to  fit  within  a  shoe  and  particularly 
the  shank  portion  thereof,  the  forward  end  of  said 
body  having  a  concave  section  adapted  to  fit  over 
and  upon  an  upstanding  metatarsal  pad.  and  a 
convex  section  extended  from  the  upper  side  of 
said  body  and  at  the  rear  of  said  concave  section. 
said  convex  section  being  shaped  in  correspond- 
ence with  said  metatarsal  pad  and  adapted  for 
lengthwise  adjustment  thereon. 


2  018.234 
AZO  DYE  ANT>  METHOD  FOR  ITS 
PREPARATION 
Francis   Hervey    Smith.   Woodstown,   N.   J.,   and 
Crayton    Knox    Black.    Wilmingrton,    Del.,    as- 
signors to  E.  I.  du  Pont  de  Nemours  &  Com- 
pany, Wilmington,  Del.,  a  corporation  of  Dela- 

ware 

No  Drawing.     Application  July  26.  1932, 

Serial  No.  624.900 

12  Claims.     (CI.  260—72) 

6.  A  process  for  producing  azo  dyes  which 
comprises  coupling  diazotized  sulfanilic  acid  with 
resorcin.  couphng  this  compound  with  diazo- 
tized plcramic  acid,  treating  to  convert  the  nitro- 
group,  ortho  to  the  hydroxy  group,  to  an  amino 
group,  then  diazotlzing  and  coupling  with 
resorcin. 
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2.018.235 
PEOTECTTVE  SYSTEM  FOR  DISCHARGE 
DEVICES 
Franz    Socher,    Finkenkrug.    near    Berlin,    and 
Clemens    Hofmann.    Berlin- Spandau,    Ger- 
many, assignors  to  Wcstinfhouse  Electric  & 
Manufacturing    Company,    Ernst    Pittsburgh, 
Pa.,  a  corporation  of  Pennsylvania 
Application  September  26,  1934,  Serial  No.  745,540 
In  Germany  October  20.  1933 
10  Claims.     (CI.  175—363) 


1.  An  electric  conversion  system  comprising  a 
multl -valve  vapor-electrlc  converter,  a  control 
electrode  for  each  valve  of  the  converter,  a  source 
of  control  potential  for  said  electrodes,  connec- 
tions from  one  terminal  of  said  source  to  each 
of  said  electrodes  for  constantly  applying  block- 
ing potential  thereto,  voltage  consuming  devices 
In  each  of  said  connections,  means  for  periodi- 
cally connecting  an  opposing  potential  of  said 
source  to  said  electrodes  In  predetermined  se- 
quence, said  potoitial  being  of  a  value  sufQclent 
to  overcome  the  normal  blocidng  potential,  a 
vapor-electric  device  connected  in  parallel  with 
said  voltage  consuming  device,  means  for  main- 
taining said  device  In  operative  condition  and 
a  relay  responsive  to  the  operating  condition  of 
said  converter  for  controlling  operation  of  said 
device. 

2.018,236 
AIR  CONDITIONING   SYSTEM 
James  A.  Space.  East  Orange,  N.  J.,  assignor  to 
Doherty  Research  Company,  New  York,  N.  Y..  a 
corporation  of  Delaware 

AppUcaUon  April  14.  1931,  Serial  No.  529.911 
16  Claims.     (CI.  257—8) 


2.  Air  conditioning  and  ventilating  system  for 
buildings  which  comprises  a  wall  casing  disposed 
along  a  side  wall  of  a  room  to  be  venUlated.  which 
side  wall  has  at  least  two  windows  therein,  the 
said  casing  being  divided  by  partitions  Into  a 
plurality  of  chambers  including  an  air  Inlet 
cliamber  extending  the  length  of  the  casing,  an 
air-conditioning  chamber  disposed  directly  in 
front  of  each  window,  an  air-conditioning  cham- 
ber within  the  casing   at  a  point  Intermediate 


adjacent  windows,  means  controlling  commum- 
catlon  between  adjacent  air-cond'.tloning  cham- 
bers, means  controlling  communication  between 
the  air  Inlet  chamber  and  each  of  the  respec- 
tive air-conditioning  chambers  located  in  front 
of  a  corresponding  window,  heat  transfer  ele- 
ments In  each  of  the  air-conditlonmg  chambers, 
louver -controlled  openings  respectively  in  the 
top  and  in  the  lower  portion  of  the  front  of 
each  of  those  alr-conditlonmg  chambers  which 
is  located  in  front  of  each  window,  and  a  mo- 
tor-driven fan  adapted  to  draw  air  from  the 
air  inlet  chamber  past  the  heat  transfer  elements 
In  each  of  the  other  air-conditlonmg  chambers 
and  to  discharge  the  air  Into  the  upper  part  of 
the  room  at  potots  remote  from  the  walls  and 
windows  thereof. 


2,018^37 
BOX  FORMING  SYSTEM 
John  S.  Stokes,  Huntingdon  Valley,  and  Ernest  G. 
Rider,  Philadelphia,  Pa.,    assignors  to   Stokes 
and  Smith  Company,  Philadelphia,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  February  28.  1933.  Serial  No.  658,934 
52  CUims.      (CI.  93 — 43) 


mm^' 


1.  Box  blank  bending  mechanism  comprising  a 
plunger,  a  conveyor,  means  for  delivering  blanks 
in  succession  to  said  plunger  for  transfer  to  said 
conveyor,  and  means  movable  transversely  of  the 
path  of  the  plunger  for  bending  the  blanks  over 
the  edges  of  the  plunger  while  engaged  by  said 
plunger. 

2  018^^38 
TRANSPORTATION   SYSTEM 
Norman  W.  Storer.  Plttsbargh,  Pa.,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, East  Pittsburgh.  Pa.,   a  corporation   of 
Pennsylvania 

Application  May   18,  1932,  Serial  No.  612.014 
40  Claims.     (CI.  104— 20) 


1.  In  a  transportation  system,  in  combination, 
a  plurality  of  vehicles,  means  for  propelling  the 
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vehicles  at  variable  rates  of  speed  in  continuous 
regular  cycles,  one  vehicle  being  accelerated  while 
another  is  being  decelerated,  and  elecLncal  means 
for  effecting  a  transfer  of  energy  from  one  ve- 
hicle to  another  when  one  vehicle  is  being  &c- 
celerated  and  the  other  is  being  decelerated. 


2  018  239 
DEVICE   FOR  FACILITATING   DARNING 

Arnold  Arthur  Storey,  Leicester,  England 

Application    August   7,    1934.    Serial   No.    738,871 

In  Great  Britain  September  1,  1933 

5  Claims.     (CL  223—100) 


1.  A  device  for  facilitating  darning  comprising 
a  holder  body,  and  a  needle  guiding  part  having  a 
aeries  of  parallel  walls  of  heights  which  diminish 
gradually  from  the  center  of  the  part  to  the  edge 
and  combined  with  the  holder  body  in  such  a 
way  that  said  part  and  body  are  capable  of  rela- 
tive rotation  and  axial  movement,  whereby,  when 
the  device  is  in  use  with  the  needle  guiding  part 
under  the  hole  to  be  darned,  the  spaces  between 
the  walls  serve  to  guide  the  darning  needle  in 
forming  the  usual  first  series  of  bars  of  yarn 
forming  warps  and  when  the  relative  positions  of 
the  walls  and  work  are  changed  so  as  to  bring 
the  walls  at  right  angles  to  the  warps,  the  walls 
support  the  warps  upon  their  upper  edges  so  as 
to  facilitate  the  passage  of  the  darning  needle 
alternately  under  and  over  the  warps  while  the 
spaces  guide  the  needle  in  forming  the  second 
series  of  bars  forming  wefts. 

2.018,240  

MACHINE   FOR   MAKING   CORRUGATED 

PAPER  BOARD 

George  W.  Swift,  Jr..  Bordentown,  N.  J.,  assignor 

to  George  W.  Swift,  Jr.  Inc.,  Bordentown,  N.  J., 

a  corporation  of  New  Jersey 

Application  December  20,  1933.  Serial  No.  703,273 

8  culms.     (CI.  154 — 31) 


1.  In  a  corrugated  paper  board  machine,  the 
combination  of  a  corrugated  roll  rotatable  about 
an  axis  and  constructed  to  mesh  with  a  continuous 
corrugated  web  for  conveying  said  web  past  an 
adhesive  roll  to  a  liner -applying  roll,  an  adhesive 
roll  arranged  to  apply  adhesive  to  the  outwardly 
presented  tips  of  said  corrugated  web  as  said  web 
is  conveyed  thereby  around  the  rotary  axis  of  said 


corrugated  roll,  a  liner-applying  roll  co<^;wrating 
with  said  corrugated  roll  at  a  peripherally  spaced 
distance  from  said  adhesive  roll  for  applying  a 
liner  web  to  said  corrugated  web.  said  liner-apply- 
ing roll  being  constructed  and  arranged  to  guide 
a  continuous  liner  web  into  engagement  with  the 
adhesive-bearing  tips  of  the  corrugated  web  and 
to  convey  the  liner  web  with  corrugated  web  at- 
tached thereto  away  from  said  corrugated  roll, 
and  a  receiver  for  compressed  air,  having  an  arc- 
uate wall  conforming  to  and  presented  in  close 
juxtaposition  to  the  corrugated  roll  between  said 
adhesive  roll  and  said  liner-applying  roll,  said 
arcuate  wall  being  provided  with  compressed  air 
discharge  outlets. 

2  018,241 

ELECTRIC  PROTECTIVE  SYSTEM 

Sylvester  M.  Viele,  Swarthmore,  Pa. 

AppUcation  December  14.  1933.  Serial  No.  702,312 

11  Claims.     (CL  175—294) 
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1.  In  combination  with  a  plurality  of  con- 
ductors, an  electrical  protective  system  compris- 
ing a  circuit  connecting  said  cMiductors  and  hav- 
ing a  gap  of  predetermined  breakdown  value 
therein,  and  looting  means  actuated  by  said  cir- 
cuit when  energized  for  ionizing  the  space  in 
said  gap  to  set  up  an  arc  therein  completing  the 
circuit  and  thereby  reducing  the  potential  dif- 
ference between  said  conductors. 

2,018^242 
ROTARY  HEARTH  FITINACE 

Felix  Freiherr  von  Schlippenbach.  Malaga,  Spain, 

assignor  to  American  Lurgi  Corporation,  New 

York,  N.  Y.,  a  corporation  of  New  York 

Application  April  21.  1934.  Serial  No.  721,799 

In  Germany  April  25.  1933 

16  Claims.     (CI.  263 — 35) 


1.  A  rotary  hearth  furnace  for  the  production 
of  lead  from  sulphide  ores  comprising  an  aimu- 
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lar  rotary  hearth,  a  stationary  hood  above  same, 
said  hood  extending  close  to  the  outer  rim  of  the 
hearth,  a  wlndbox  In  the  center  of  the  hearth 
with  tuyeres  which  open  on  to  the  hearth,  a  rab- 
bling device  with  a  stirrer  which  extends  through 
an  opening  in  the  hood  to  the  hearth,  means  for 
delivering  ore  to  the  hearth,  means  for  tapping 
lead  from  the  hearth,  and  a  working  door  for 
handling  the  charge  on  the  hearth. 


2.018.243 
TIMING  RELAY 

Roy  J.  Wensley,  Bloomfleld.  N.  J.,  assi^Bor   to 
Westinr house  Electric  &  Manafactnrinf  Com- 
pany.  East   Pittsburgh.   Pa.,   a  corporation   of 
Pennsylvania 
AppUcation  March  29.  1934.  Serial  No.  717.982 
8  Claims.     (CI.  175 — 375) 
.r 


1.  In  a  direct-current  timing  device,  an  sUtcr- 
nating -current  motor  having  a  winding,  a  rotary 
armature  operable  at  substantially  constant 
speed  In  response  to  periodic  energization  of  said 
winding,  and  starting  means  effective  to  pro- 
duce a  quadrature  excitation  component  in  said 
motor  when  said  winding  is  periodically  ener- 
gized at  a  predetermined  frequency,  contact 
members,  direct -current  energizing  means  in- 
cluding a  circuit  controlled  by  said  contact  mem- 
bers for  energizing  said  winding,  and  means  for 
operating  said  contact  members  in  response  to 
a  periodically  varying  electrical  condition  of  said 
circuit,  said  last-mentioned  means  Including  a 
vibratory  mechanical  element  tuned  to  said  fre- 
quency. 

2.018,244 

PAPER  PRODUCT  AND  METHOD  OF 

MAKING 

Alexander  V.  Aim,  Marblehead,  Mass.,  assignor  to 
Dennison  Manafactaring  Company,  Framinr- 
ham,  Mass.,  a  corporation  of  Massachusetts 
Application  October  7.  1931.  Serial  No.  567,419 
4  Claims.     (CI.  92 — 3) 


1.  The  method  of  preparing  a  thin,  soft  flexi- 
ble porous  sheet  of  paper,  which  comprises  quick- 
ly p€u-chmentlzing  only  the  surfaces  of  the  fibers 
of  a  sheet  of  tissue  paper  of  open  formation  to 
bind  the  fibers  together  with  a  water  resistant 
bond  without  substantially  filling  the  interstices 
of  the  paper.     

2.018.245 

ART  OF  SHOE  STIFFENING 

Fred    L.    Ayers,    Watertown,   Mass.,    assignor  to 

Brown  Company,  Berlin.  N.  H.,  a  corporation  of 

Maine 

AppUcation  May  6.  1933.   Serial  No.  669,702 

2  Claims.     (0.36 — 68) 
1.  A  partially  shaped  counter  composed  essen- 
tially of  a  felted  fibrous  base  impregnated  with 


rubber  and  having  a  bottom  flange  only  at  the 
region  corresponding  to  the  heel  seat,  the  front 
end  portions  being  substantially  unbent  and  ex- 
tending in  divergent  relation  to  esich  other,  said 


rubber-impregnated  base  being  possessed  of  resid- 
ual porosity  or  "breathing"  quality  and  being 
readily  and  accurately  moldable  in  the  lasting  op- 
eration to  the  shape  of  the  last  after  only  a  short 
immersion  in  an  aqueous  bath. 


2.018JS46 
QUARTZ    CRYSTAL   MANUFACTURE 
Joseph  G.  Beard.  Springfield.  Mass..  assignor  to 
Westinff house  Electric  8t  Manufacturing  Com- 
pany.  East  Pittsborfh,  Pa.,  a  corporation   of 
Pennsylvania 
AppUcaUon  October  9.  1934.  Serial  No.  747.650 
4  Claims.     (CL  171— 327) 


1.  A  resonator  of  the  crystal  type  having  a 
pair  of  flat  parallel  electrode  faces  and  a  surface 
joining  said  electrode  faces,  the  shortest  distance 
between  said  electrode  faces  as  measured  on  said 
Joining  surface  being  longer  than  the  perpendicu- 
lar distance  between  said  electrode  faces. 


2.018.247 
ROLL  AND  METHOD  OF  MANUFACTURING 

ROLLS 
Florence    C.    Biggert.    Jr.,    Crafton.    and    Henry 
Mueller,   Pittsburgh,   Pa.,   assignors   to   United 
Enrineerinff  &  Foundry  Company,  Pittsburgh. 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  June  11.  1935.  Serial  No.  25,974 
18  Claims.     (CI.  80—58) 


1.  Roll  for  rolling  metal  comprising  an  arbor 
having  a  shell  fitted  thereon  by  a  shrink  fit  and 
characterized  by  the  shell -enKaging  the  arbor 
over  substantially  the  entire  length  of  the  shell 
and  the  two  parts  being  so  constructed  as  to  pro- 
vide a  unit  tension  between  them  over  a  portion 
of  their  length  intermediate  the  ends  of  the  shell 
which  is  considerably  in  excess  of  the  unit  ten- 
sion provided  between  them  over  the  remaining 
opposed  portions  of  their  lengths. 


2.018.248 

STOCKING 

Richard  P.  Bomer.  West  Reading.  Pa.,  assignor 

to   The   Nolde   and   Horst   Company.   Reading. 

Pa.,  a  corporation  of  Pennsylvania 

AppUcation  April  7.  1933.  Serial  No.  664.859 

3  Claims.      (CI.  66—187) 
1.  A    stocking    having    a    toe-pocket    formed 
from  a  fashioned  flat-knit  blank  comprising  a 
narrowing  central  section  defined  by  opposite  side 
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gore  sections  of  angular  shape  having  suture  lines 
of  connection  to  said  central  section  with  angu- 
lar bends  intermediate  their  length  conforming 
to  increased  inclination  of  narrowing  at  the  front 
portion  of  said  central  section,  and  an  outer  sec- 


tion forming  a  foot-bottom  portion  of  the  blank, 
cormected  to  each  gore  section  by  a  suture  line 
spaced  from  and  parallel  to  the  corresponding 
suture  line  connecting  said  gore  section  to  said 
central  section. ,,■' 

2,018.249 

PROCESS  OF  CARRYING  THROUGH  GAS 

REACTIONS 

NIkodem  Caro  and  Albert  Rudolf  Frank.  Berlin. 

and  Rudolf  Wendlandt  and  Thomas  Fischer, 

Piesteriti,  near  Wittenberg,  Germany 

Application  July  5,  1929,   Serial  No.   376,267 

In  Germany  November  24.  1927 

13  Claims.    (CI.  23— 162) 


*»•  k.m  ^wgr^MM 


'f^^'^tmrnt  ffmvw*  iCX 


1.  A  process  of  carr>'ing  out  gas  reactions  which 
comprises  reacting  together  a  plurality  of  gases 
which  will  form  a  condensible  constituent  and  a 
desired  gaseous  reaction  product,  preliminarily 
condensing  a  major  part  of  said  condensible  con- 
stituent from  the  gases  while  maintaining  said 
gases  above  the  saturation  temperature  or  dew 
point  for  said  constituent  and  then  subsequently 
recovering  the  reaction  product,  said  condensing 
being  effected  by  contacting  the  gases  with  cold 
surfaces  which  are  maintained  at  a  temperature 
substantially  below  the  dew  point  or  saturation 
temperature  for  the  condensible  constituent, 
whereby  said  condensible  constituent  will  be  con- 
densed in  large  part  upon  said  cold  surfaces  and 
may  be  removed  from  said  cold  surfaces,  the  cool- 
ing of  said  gases  being  so  regulated  as  to  avoid 
cooling  said  gases  down  to  the  dew  point  or  sat- 
uration temperature  for  said  condensible  con- 
stituent. 

2018.2.'>0 

TI'BE  JOINT 

Morris  J.  Cohan.  Brooklyn,  N.  Y. 

Application  June  30.  1934.  Serial  No.  733,213 

6  Claims.      (CI.  287—54) 
6.  In  a  tube  Joint  of  the  nature  described,  a 
connecting  plug  adapted  at  one  end  thereof  to 


longitudinally  enter  and  be  secured  to  one  end 
of  a  tut)e,  an  expansible  projection  at  the  oppo- 
site end  of  the  plug  adapted  to  radially  enter  a 
perforated  second  tube  and  to  be  expanded  there- 


in for  clamping  engagement  with  the  said  sec- 
ond mentioned  tube,  a  plug  seating  flange  above 
the  said  expansible  projection,  and  a  saddle  for 
engagement  with  the  second  mentioned  tube  and 
upon  which  the  flange  rests. 


2,018.251 

ANCHORING  SOCKET  FOR  BOLTS 

Gteorge  Frederick  Croessant,  Wyomissing.  Pa. 

Application  May  23,  1934.  Serial  No.  727,079 

7  Claims.     (CI.  85—2.4) 


4      JU 


1.  A  wall-clamping  socket  for  bolts,  comprising 
a  non-rotatable  sleeve  adapted  to  project  through 
a  wall  aperture,  an  alined  nut  spaced  from  the 
inner  end  of  said  sleeve,  and  a  plurality  of  con- 
necting anchoring  strips  having  their  respective 
ends  secured  within  said  sleeve  and  nut  and  radi- 
ally spreading  therefrom  to  the  diameter  of  said 
sleeve  at  weakened-section  intermediate  bends 
located  in  a  transverse  plane  dividing  said  strip 
lengths  into  shorter  sleeve  connections  and  longer 
nut  connections,  said  strips  being  spread  out- 
wardly at  said  intermediate  bends  by  longitudinal 
collapsing  movement  of  said  nut  toward  said 
sleeve,  and  said  longer  nut  connections  radially 
bending  said  shorter  connections  from  their  sleeve 
connected  ends  to  position  said  intermediate  bends 
in  anchored  wall  engagement  in  a  transverse 
plane  within  the  length  of  said  sleeve  and  spaced- 
ly  surrounding  the  latter. 


2,018,252 

REFRIGERATOR  TRAY 

Frank  Gordon  A.  Cruickshank,  Philadelphia.  Pa. 

Application  June  11,  1934.  Serial  No.  730.048 

1  Claim.      (CI.  62—108.5) 


I 


1 


/o 

■i- 


A  refrigerator  tray  comprising  side  and  end 
walls  and  a  plane  bottom  plate,  said  walls  and 
plate  defining  a  space  in  which  materials  to  be 
frozen  are  contained,  said  bottom  plate  being 
formed  with  indentations  from  the  interior,  said 
indentations  being  evidenced  on  the  under  side 
cf  the  plate  in  the  form  of  spherically  segmental 
protuberances,  which  protuberances  constitute  a 
means  for  maintaining  the  trays  spaced  from 
a  supporting  surface. 
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2.018.253 
MOTOR  CONTROL  SYSTEM 
Carl  E.  L.  Dapprich,  Ed^ewood,  Pa.,  assifnor  to 
Westinrhoase  Electric  &  Manafacturinir  Com- 
pany,   East   Pittsburgrh,   Pa.,   a   corporation  of 
Pennsylvania 
•Application  February  23,  1933.  Serial  No.  658,039 
10  Claims.     (CI.  172—274) 


■•VMifivuviTAnri 


2.  In  a  system  of  control  for  a  plurality  of 
wound-rotor  induction  motors  all  supplied  with 
alternating  current  from  the  same  source  of  sup- 
ply, eeuch  of  said  motors  having  a  primary  wind- 
ing and  a  pair  of  secondary  windings,  said  sec- 
ondary windings  comprising  a  working  winding 
and  a  speed  corrective  winding,  and  means  for 
connecting  corresponding  points  of  the  speed 
corrective  winding  of  all  the  motors  to  common 
junctions. 


2.018.254 
ILLUMINATING  DEVICE 
Sajweli  DolMnsskin,  Berlin,  Germany,  assirnor  of 
forty  per  cent  to  Radio  Patents  Corporation, 
New  York,  N.  Y. 

Ap^plication  June  14.  1929.  Serial  No.  371,004 
In  Germany  February  6.  1929 
11  Claims.     (CI.  176—124) 


1.  An  illuminating  device,  comprising,  in  com- 
bination, a  gaseous  conduction  lamp  having  ad- 
jacent co-axial  electrodes  forming  a  substantially 
annular  discharge  path  therebetween  annular  in- 
sulating means  with  peripheral  recesses  adjacent 
said  electrode. 


2.018,255 

TABLE  FOR  ROLLING  MILLS 

Ernest  Drexler,  Pittsbvrrh.  Pa. 

Application  June  23,  1932.  Serial  No.  618.850 

3  Claims.     (CI.  80 — 47) 
1.  A  table  for  rolling  mills  comprising  a  con- 
stantly horizontally  disposed  material  supporting 
and  conveying  element,  means  for  driving  said 


element  continuously  In  a  single  direction,  a 
second  constantly  borizontally  disposed  material 
supporting  and  conveying  element  mounted  for 
vertical  movement  above  and  below  the  first  men- 
tioned conveyor  element  and  disposed  so  that 
when  elevated  it  is  effective  to  lift  material  off 
the  first  mentioned  conveyor  element,  means  for 
driving  said  second  mentioned  conveyor  element 
continuously  in  a  direction  opposite  to  the  first 


mentioned  conveyor  element,  power  means  ro- 
tating continuously  in  a  single  direction  for  ele- 
vating said  second  mentioned  conveyor  element 
from  a  position  below  to  a  position  above  the 
first  mentioned  conveyor  element,  and  a  connec- 
tion between  said  power  means  and  said  second 
mentioned  conveyor  whereby  during  continued 
rotation  of  said  power  means  said  conveyor  ele- 
ment may  be  permitted  to  gravitate  to  a  position 
below  said  first  mentioned  conveyor  element. 


2.018.256 
AUTOMATIC  RECLOSING  CIRCUIT 
BREAKER  SYSTEM 
E.   Vernon    EUett.   Pocahontas.   Va.,   assifnor    to 
Westinchonse  Electric  A  Manufacturing  Com- 
pany.  East   Pittsburfh.   Pa.,   a  corporation   of 
Pennsylvania 
Application  March  11.  1933.  Serial  No.  660,377 
17  Claims.     (CL  175—294) 


1.  In  an  automatic  recloalng  circxiit  breaker 
system,  in  combination,  a  circuit  breaker,  means 
for  opening  the  circuit  breaker,  and  means  includ- 
ing a  set-up  relay,  a  timing  relay  and  a  lockout 
relay  alternately  responsive  to  said  relays  respon- 
sive to  the  opening  operation  of  the  breaker  for 
effecting  a  substantially  Instantaneous  reclosure 
thereof,  said  means  being  disposed  to  effect  a  pre- 
detflxmined  number  of  additional  reclosures  of  the 
breaker  In  the  event  that  It  continues  to  reopen 
following  the  first  reclosure. 
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2,018.257 
THERMIONIC  VACUUM  Tl^E 
Hubert  M.  Freeman,  deceased,  late  of  East  Pitts- 
burgrh.   Pa.,   by   Max    F.   Reres.  administrator. 
Bloomfield.  N.  J.,  and  Wallace  G.  Wade,  Phila- 
delphia, Pa.;  said  Freeman  and  Wade  assignors 
to  Westinghouse   Electric   and   Manufacturing 
Company,  a  corporation  of  Pennsylvania 
Original  application  January  8.  1923,  Serial  No. 
611.263,  now  Patent  No.  1.909.051.  May  16,  1933. 
Divided  and  this  application  Au«:ust  13,   1932, 
Serial  No.  628,696 

13  Claims.     (CI.  250—27) 


7.  An  electrical  discharge  device  comprising 
a  uni-potential  cathode  having  an  alternaUng- 
current  heater,  an  anode,  a  control  electrode, 
and  an  electrostatic  screening  means  positioned 
between  the  surface  of  said  cathode  and  said 
anode. 

2.018.258 

METHOD  OF  BLTLDING  LT  BATTERED 

RAIL  ENDS 

John  G.  Hartley,  Wayne.  Pa. 

Application  May  17.  1934.  Serial  No.  726.189 

5  Claims.     (CI.  29—169) 


1.  A  method  of  building  up  battered  rail  ends 
which  consists  in  uniformly  heating  in  one  simul- 
taneous operation  the  surface  of  the  rail  head  to 
be  built  up.  throughout  the  width  thereof,  and 
depositing  at  the  same  time  welding  material 
over  said  surface  from  a  ribbon  form  welding  rod 
of  uniform  thickness  held  above  the  rail  and 
moved  therealong,  thereby  confining  heat  pene- 
tration in  the  rail  head  to  near  the  surface 
thereof. 

2.018.259 

APPARATUS  FOR  HEATING  RAILS 

John  G.  Hartley.  Wayne.  Pa. 

Application  May  17,  1934.  Serial  No.  726,190 

8  Claims.     (CI.  263—9) 


Q     ^-     O 


1.  Apparatus  for  heating   rails   comprising   a 
multiple  frame  torch,  and  means  for  supporting 


and  guiding  said  torch  on  a  rail,  the  tips  of  said 
torch  being  maintained  transversely  of  the  rail 
head  at  a  fixed  distance  therefrom  with  their 
axes  corresponding  to  extended  radii  of  the  circle 
of  which  the  rail  head  curve  is  a  segment. 


2.018.260 
HIGHWAY  TRAFFIC  DIRECTING  DEVICE 
Charles  Henderson,  Lansdowne,  Pa.,  assignor  to 
The  8.  S.  White  Dental  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 
Application  January  23,  1931.  Serial  No.  510,597 
8  Claims.     (CI.  94—1.5) 


1.  The  combination  with  a  highway  traffic  di- 
recting device  comprising  a  body  of  yieldable 
material  having  a  unitary  head  and  stem,  of  a 
retainer  into  which  said  stem  may  be  fitted,  and 
comprising  a  sleeve  arranged  to  be  entered  into 
a  suitably  provided  aperture  in  the  highway  and 
provided  with  means  arrange<J  to  engage  said  stem 
to  prevent  its  accidental  displacement  therefrom, 
and  a  readily  distortable  slug  distinct  frcnn  said 
sleeve  arranged  to  be  expanded  in  said  sleeve  to 
force  it  into  frictional  contact  with  the  walls  of 
said  aperture. 


2.018.261 
SLrVER  COILER  AND  CAN  THEREFOR 

Clifford  Holds  worth,  Springvale,  Maine,  assignor 
to  GkMMiall  Worsted  Company,  Sanford,  Maine, 
a  corporation  of  Maine 

Application  June  10.  1933,  Serial  No.  675.272 
2  Claims.     (CI.  19—159) 


1.  A  sliver  coller  having  a  rotary  can  base  and 
a  rotary  coiler  plate  above  the  base  in  combina- 
tion wit^  a  sliver  can  upon  and  rotary  with  the 
base  in  which  the  sliver  can  comprises  a  false 
bottom  in  the  can.  a  spring  within  the  can  be- 
neath the  false  bottom  acting  yieldingly  to  force 
the  false  bottom  upward,  and  means  extending 
to  the  exterior  of  the  can  waJl  for  locking  the 
false  bottom  to  the  can  adjacent  the  can  bottom 
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with  the  spring  compressed  to  permit  a  mass  of 
sliver  to  be  coiled  on  the  false  bottom  and  for 
unlocking  the  false  bottom  from  the  can  after 
a  mass  of  sliver  has  been  coiled  thereon  within 
the  can  to  permit  the  spring  yieldingly  to  force  the 
false  bottom  upward  and  yieldingly  to  maintain 
the  sliver  mass  during  its  further  accretion  with 
its  upper  surface  against  the  bottom  surface  of 
the  coiler  plate^ 

2.018.262 

AUDIPHONE  FOR  DEAF  MUTES 

Tukitsiine  Hoshino.  Nishikikoji-Affarn.  Yanagino- 

babadori,     Nakakyo-Ka,     Kyoto,     and     Iwao 

Ognahi.  Meguro-Ka,  Tokyo,  Japan 

AppUcation  May  12.  1934.  Serial  No.  725.268 

In  Japan  October  21, 1933 

3  Claims.     (CI.  181—28) 


1.  An  apparatus  for  assisting  the  deaf  to  hear 
the  voices  of  other  people  and  their  own  utter- 
ances, and  for  use  in  educating  deaf-mutes  to 
speak,  comprising  a  casing,  a  mouthpiece  on  said 
casing,  a  rod  passing  through  the  mouthpiece, 
a  vibratory-diaphragm  transmitter,  one  end  of 
said  rod  being  attached  to  the  vibratory  dia- 
phragm and  the  other  end  being  provided  outside 
the  mouthpiece  with  a  resilient  member,  said  re- 
silient member  being  adapted  to  be  held  between 
the  teeth  and  to  remain  constantly  in  contact 
with  them  even  when  they  are  moved. 

2,018.263 
METHOD   OF   FLASH    BUTT   WELDING 

Masajj  Ito,  Samaura-Dori,  Sama-Ka.  Kobe.  Ja- 
pan, assignor  to  Kabashiki  Kaisha  Kawasaki 
Zosensho  (Kawasaki  Dockyard  Co.,  Ltd.,)  Kobe, 
Japan,  a  corporation  of  Japan 

Original  application  May  17.  1933.  Serial  No. 
671,497.  Divided  and  this  application  April  3. 
1934.  Serial  No.  718.801.  In  Japan  October  4. 
1932 

2  Claims.     fCl.  219—10) 


BT 


2.  A  method  of  flash  butt  welding,  which  con- 
sists in  bringing  a  metallic  rod  into  contact  with 
a  metal  sheet  by  an  elastic  means,  passing  an 
electric  current  through  the  contact  portions  of 
the  rod  and  sheet,  generating  an  electric  arc  be- 
tween said  rod  and  sheet  until  the  contact  por- 
tions of  the  rod  and  sheet  have  reached  a  welding 
temperature  and  rotating  the  metallic  rod  about 
Its  axis  while  it  is  forcibly  pressed  against  the 
sheet  metal. 

2,018.264 
FURNITURE  LEG  SUPPORT 
Louis  A.  Jones,  Montclair.  N.  J. 
AppUcaUon  October  19,  1934.  Serial  No.  749,001 
3  Claims.     (CI.  45 — 137) 
J-  A  furniture  leg  support  comprising,  a  cylin- 
drical member  having  a  receiving  recess  extend- 


ing downwardly  from  its  upper  surface,  the  walls 
of  said  receiving  recess  being  stepped  to  provide 
a  plurality  of  concentric  annular  ledges  for  sup- 
porting circulsu-  furniture  legs  of  various  sizes, 
said  ledges  being  horizontal,  and  the  step  risers 


between  consecutive  ledges  being  vertical,  said 
step  risers  comprising  clrcumferentially  spaced 
arcuate  portions  and  intervening  portions  form- 
ing right-angle  Indentations,  said  Indentations 
extending  outwardly  the  full  width  of  the  respec- 
tive ledges. 


2  018  265 
METHOD  OF  CONDENSING  MAGNESIUM 

VAPOR 

Frank  R.  Kemmer,  Larchmont,  N.  T.,  assignor  to 
American  Magnesium  Metals  Corporation, 
Pittsburgh.  Pa.,  a  corporation  of  Delaware 

AppUcaUon  January  12,  1934,  Serial  No.  706,358 
8  Claims.     (CI.  75— 17) 


1.  The  method  of  condensing  magnesium  va- 
por, comprising  causing  said  vapor  to  Impinge 
against  a  cooled  surface  provided  with  a  film  of 
liquid  inert  to  magnesium,  thereby  conder^ing 
the  magnes  um  to  solid  state,  and  continuously 
moving  said  surface  to  continuously  present  new 
cooled  areas  thereof  and  fresh  liquid  to  the  vapor 
to  thereby  maintain  continuous  condensation, 
and  preventing  access  of  air  during  said  step. 


2,018,266 
APPARATUS  FOR  CONDENSING  MAGNESIt^M 

VAPOR 

Frank  R.  Kemmer,  Larchmont.  N.  Y..  assignor  to 
American  Magnesium  Metals  Corporation. 
Pittsburgh.  Pa.,  a  corporation  of  Delaware 

Original  application  January  12,  1934,  Serial  No. 
706,358.  Divided  and  this  application  Novem- 
ber 20.  1934,  Serial  No.  753.883 

8  Claims.     (CI.  266 — 1) 


'■//■'■ '^ 
•  ' ' ' '  ■  -  f 

1.  Apparatus  for  condensing  magnesium  vapor, 
comprising  a  rotatably  mounted  drum,  means  op- 
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erably  connected  to  the  drum  for  rotating  it, 
means  for  directing  a  stream  of  magnesium  vapor 
against  a  surface  of  the  dram,  means  for  pro- 
viding said  surface  with  a  film  of  liquid  inert  to 
magnesium,  means  for  cooling  said  surface  in- 
teriorly of  the  drum,  and  means  for  collecting 
the  magnesium  condensed  on  the  drum. 


2,018.267 
MACHINE  ELEMENT 

Augustus  B.  Kinzel.  Flushing,  and  Walter  Crafts. 
New  York,  N.  Y.,  assignors  to  Electro  Metallur- 
gical Company,  a  corporation  of  West  Virginia 
No  Drawing.    Application  October  4, 1933, 
Serial  No.  692,228 
4  Claims.     (CI.  74 — 434) 
1.  A  machine  element  designed  to  withstand 
shock  at  temperatures  t>etween  about  -20°  C.  and 
—80°  C.  and  having  at  said  temperatures  an  Izod 
impact  strength  of  at  least  about  10  foot  pounds; 
said  element  being  composed  of  an  alloy  steel  con- 


taining substantially  0.25 


Vo 


to  3.25 vc 


chromium. 


1^5%  to  0.25 7o  copper,  not  over  0.5%  carbon,  re- 
mainder chiefly  iron. 


2,018.268 
MEANS     FOR     INDICATING     SMALL     PHASE 
DIFFERENCES  OF  INTERCONNECTED  SYS- 
TEMS 

Dewey  D.  Knowles.  Wilkinsburg,  Pa.,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 

Application  September  22,  1931,  Serial  No.  564^66 
4  Claims.     (O.  172—245) 


1.  Indicating  apparatus  for  a  plurality  of  gen- 
erating stations  which  comprises  a  gas  filled  elec- 
tric discharge  device  of  the  type  including  a  con- 
trol electrode  and  a  plurality  of  principal  elec- 
trodes, means  for  coupling  certain  of  said  stations 
to  said  control  electrode  and  one  of  said  principal 
electrodes,  means  for  coupling  certain  other  of 
said  stations  to  said  principal  electrodes  and  fre- 
quency changers  at  said  stations,  said  gas  adapt- 
ed to  glow  at  the  coincidence  of  the  peak  values 
of  the  voltages  In  the  last  two  mentioned  means. 


2,018.269 
FLUID  PRESSURE  MECHANISM 

Joseph  Kuchar,  Chicago.  111.,  assignor  to  Athey 

Truss  Wheel  Co.,  Chicago.  111.,  a  corporation  of 

Illinois 

Application  May  6.   1932.  Serial   No.  609.603 
14  Claims.     (CI.  60—52) 

1.  In  combination,  a  by-pass  valve  adapted  to 
withstand  working  pressures,  means  adapted 
automatically  to  open  said  by-pass  valve  when  a 
predetermined  pressure  is  attained  on  the  pres- 
sure side,  said  by -pass  being  arranged  to  permit 
a  flow  with  substantially  no  pressure  loss  and  to 
keep  open  by  said  flow,  a  manually  operable  by- 
pass valve  in  parallel  with  the  automatic  by-pass 
valve,  and  means  tending  to  close  the  automatic 


by-pass  valve,  the  capacity  of  the  manually  op- 
erable by-pass  being  such  that  its  opening  reduces 


-  r 


Cii^i.i 


the  aforesaid  flow  to  a  degree  insufflclent  to  keep 
the  first  said  by-pass  valve  open. 


2,018,270 
FLUID  STORAGE  SYSTEM 

Wilbur  G.  Laird,  Pleasantville,  N.  Y.,  assignor  to 
Doherty  Research  Company,  New  York,  N.  Y., 
a  corporation  of  Delaware 
Application  June  15,  1931,  Serial  No.  544,484 
8  Claims.     (CI.  220—1) 


jox 


1.  A  fluid  storage  system  comprising  a  normally 
sealed  oil  storage  tank,  a  variable  volume  gas- 
holder, a  breather  line  communicably  connecting 
the  gas  space  at  the  top  of  said  tank  and  said 
holder,  and  a  safety  valve  connected  in  said 
breather  line  having  mechanism  operably  re- 
spx)nsive  to  variations  of  pressure  within  said 
system  from  a  predetermined  maximum  and  a 
predetermined  minimum  for  simultaneously  cut- 
ting off  communication  between  said  tank  and 
said  holder  and  breaking  the  seal  between  said 
tank  and  atmosphere. 


2.018.271 
ARTICLE        AND       NONSLIP        SLTPORTING 
MEANS     THEREFOR     AND     METHOD     OF 
PRODUCING  AND  ASSEMBLING  THE  SAME 

Samuel  Lewis.  Woodmere,  N.  Y, 

Application  April  12,  1935.  Serial  No.  16,012 

2  Claims.     (CI.  29—84) 


2.  The  method  of  producing  a  non-slip  sup- 
porting element  and  assembling  the  same  with 
an  article  consisting  in  forming  a  groove  in  the 
lower  surface  of  the  article,  cutting  a  strip  from 
a  sheet  of  sp>onge  rubber  having  a  surface  skin 
on  its  opposite  sides,  then  emplacing  and  secur- 
ing the  strip  in  the  groove  with  the  skin  surface 
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disposed  parallel  to  and  in  contact  with  the  side 
walls  thereof  respectively,  with  a  portion  of  said 
strip  protruding  from  said  groove  and  with  one 
of  the  cut  surfaces  disposed  below  the  bottom 
of  the  article  forming  a  suction  gripping  surface. 


2.018.272 
ANALYZER 

Lawrence  J.  Lanas,  Nniley,  N.  J.,  assis:nor  to 
Westinghoase  Electric  &  Mannfactarini:  Com- 
pany, East  nttsbargh,  Pa.,  a  corporation  of 
Pennsylyania 

Application  September  13.  1934,  Serial  No.  743,856 
5  Claims.     (CI.  175— 183) 


1.  In  a  device  for  measuring  electrical  chjur- 
acteristics  of  an  alternating -current  circuit  hav- 
ing at  least  Uiree  main  conductors,  a  pair  of 
voltage  taps  to  be  energized  in  accordance  with 
voltages  derived  from  a  first  and  second  of  said 
main  conductors,  a  pair  of  voltage  conductors, 
means  for  selectively  connecting  said  voltage 
conductors  directly  to  said  first  and  second  main 
conductors  or  to  said  voltage  taps,  a  polyphase 
meter  responsive  to  a  condition  dependent  on  a 
plurality  of  voltages,  said  meter  having  voltage 
coils  connected  between  each  of  said  voltage 
conductors  and  the  third  of  said  main  conduc- 
tors, a  single  phase  voltmeter,  and  switch  means 
for  connecting  said  voltmeter  to  any  two  con- 
ductors of  the  group  consisting  of  said  pair  of 
voltage  conductors  and  said  third  main  con- 
ductor. 


2.018.273 
SHORT  WAVE  REFLECTOR 
Heinx  Lax,  Berlin,  Germany,  aasirnor  to  Tele- 
funken  Cresellschaft  fiir  Drahtlose  Telerraphie 
m.   b.  H.,  Berlin,  Germany,  a  corporation   of 
Germany 
Application  January  7,  1933,  Serial  No.  650,635 
In  Germany  January  13,  1932 
3  Claims.     (CL  250—11) 


1.  A  short  wave  system  for  reflecting  radio 
waves  comprising  a  reflector  in  the  form  of  a 
parabolic  surface  of  rotation,  an  accessory  re- 
flector being  oppositely  directed  with  respect  to 
said  first  mentioned  reflector  so  as  to  shut  off 
the  undesired  part  of  the  direct  radiations  of  said 
radio  waves,  a  source  of  radio  waves  at  the  focus 
of  said  first  reflector  and  between  said  two  re- 
flectors, said  sujcessory  reflector  having  an  aper- 


ture and  located  centrally  and  In  front  of  the 
said  first  reflector  so  that  a  useful  part  of  the 
radial  radiation  from  said  source  Is  utilized. 


2.018,274 
METHOD     AND     APPARATUS     FOR     CONDI- 
TIONING   AIR    IN    RAILWAY    PASSENGER 
CARS 

William  J.  Madden,  Lansdowne.  Pa. 

Application  July  10,  1933,  SeHal  No.  679.745 

6  Claims.     (CI.  98—10) 


/ 


1.  A  method  of  conditioning  air  in  a  railway 
car  which  consists  in  admitting  air  from  the  out- 
side atmosphere  at  one  end  of  the  car  into  the 
interior  thereof,  drawing  air  from  the  passenger 
space  toward  said  end  of  the  car.  there  passing 
the  air  from  the  car  in  indirect  contact  with  the 
air  from  the  atmosphere  with  heat  interchange, 
humidifying  the  air  from  the  outside  atmos- 
phere and  then  mixing  it  with  the  air  from  the 
car,  heating  the  mixed  air,  and  discharging  the 
mixed  air  back  to  the  pcissenger  space. 


2,018.275 

KNITTED  FABRIC  CONSTRUCTION 

Jack   Markowitz,   Brooklyn.   N.   Y..   assignor    to 

Josef  Knitted  Fabrics  Co.,  Inc.,  New  York.  N.  Y.. 

a  corporation  of  New  York 

ApplicaUon  March  26.  1935.  Serial  No.  13.061 

2  Claims.     (CI.  66 — 190) 


1.  A  pebbled  or  crepe  knitted  fabric  composed 
of  an  inlay  of  mohair  and  a  knitted  base  of  silk, 
the  mohair  of  the  Inlay  alternately  laying  in  front 
of  and  back  of  successive  loops  in  the  longitudinal 
rows,  one  inlay  being  provided  for  each  lateral 
row  of  loops  and  a  plurality  of  tuck  loops  Inter- 
mingled with  the  standard  Jersey  or  plain  loops, 
the  tuck  loops  however  at  no  time  being  In  sub- 
stantially greater  number  than  the  standard  Jer- 
sey or  plain  loops 
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2,018,276 

ART  OF  TREATING  VEGETABLE  FIBERS 

Ralph  H.  McKee,  Jersey  City,  and  Earle  H.  Morse, 

Nutley,  N.  J. 

No  Drawing.    Application  July  10,  1930, 

Serial  No.  467.127 

8  Claims.     (CI.  8—20) 

1.  The  process  of  treating  vegetable  fibers  to. 

convert  the  same  into  fibers  resembling  natural 

wool  which  comprises  subjecting  the  vegetable 

fibers  to  oxidizing  treatment  at  a  pH  between  5 

and  8,  then  crinkling  the  thus  treated  fibers  by 

subjecting  them  to  the  action  of  a  caustic  soda 

solution  of  approximately  10%  strength. 


receptacle  thereby  to  simultaneously  form  a  spout 
of  Its  outer  portion  and  a  receiver  for  a  fresh 
charge  of  material  of  its  inner  portion  during 
each  pouring  operation. 


2.018.277 

GRAVE  COVERING  APPARATUS 

Ninian  R.  Moore,  Du  Bols,  Pa. 

AppUcation  May  16.  1934,  Serial  No.  725.984 

24  Claims.     (CL  27—30) 


1.  In  combination  with  a  casket  lowering 
mechanism,  a  pair  of  devices  disposable  at  the 
ends  of  a  grave,  means  on  said  devices  engaging 
and  supported  upon  the  lowering  mechanism,  a 
pair  of  members  slldably  mounted  transversely 
along  said  means  and  treadle  means  engageable 
by  a  casket  or  vault  and  connected  with  said 
members  for  moving  the  same  toward  each  other. 


2,018.278 

MEASURING  AND  DISPENSING  C0NTAINT:R 

John  B.  Myers,  Lakewood.  Ohio 

Application  February  5.  1935.  Serial  No.  5,075 

8  aaims.     (CL  221—98) 


1.  In  combination,  a  container  for  granular 
material  or  similar  commodity,  the  same  having 
an  opening  in  its  wall,  and  an  open  top  measur- 
ing and  dispensing  receptacle  sustained  for  free 
swinging  movement  within  said  opening,  the  re- 
ceptacle overbalancing  Inwardly  when  the  con- 
tainer is  upright,  and  having  a  front  that  closes 
said  opening,  the  receptacle  swinging  outwardly 
by  gravity  when  the  container  is  tilted  In  a  pour- 
ing operation,  and  means  limiting  the  outward 
movement  of  the  receptacle  to  considerably  less 
than  the  Inward  and  outward  dimension  of  the 


2.018.279 

WEED  PULLER 

Le  Roy  Norcross  and  Theodore  E.  Samuelson, 

Bushnell.  111. 

Application  September  7,  1934.  Serial  No.  743,148 

2  Claims.     (CL  5S— €5) 


»♦ 


1.  A  weed  pulling  tool  comprising  a  handle- 
providing  shank,  a  blade  extension  at  one  end  of 
said  shank,  said  blade  being  substantially 
straight  in  the  direction  of  Its  length  and  provid- 
ing a  constricted  substantially  U-shaped  weed 
receiving  throat  adjacent  the  jimction  of  the 
handle  with  the  blade,  said  blade  throat  fiaring 
outwarxily  to  the  ground  entering  end  of  the 
blade,  and  the  top  edges  of  said  throat  being  cut 
on  a  bias  inwardly  from  the  outer  edges  toward 
the  shank,  whereby  to  provide  prongs  adapted  to 
be  rocked  beneath  the  crown  of  a  weed  after  the 
blade  has  been  Inserted  downwardly  along  the 
weed  root,  the  bias  cut  edges  providing  support- 
ing shoulders  for  the  weed  crown  so  that  the 
same  can  be  readily  pulled  up. 


2,018.280 

MEANS  FOR  IMPREGNATING  PAPER 

WITH  UQUID 

Max  Oberdorfer,  St.  Helens,  Oreg. 

AppUcation  June  11,  1934,  Serial  No.  730,117 

1  Claim.     (CL  91—18) 


Means  for  uniformly  Impregnating  a  web  with  a 
liquid  comprising  a  stack  of  rolls,  a  housing  in- 
closing one  side  of  the  peripheral  face  of  one  of 
said  rolls,  means  for  generating  a  fog  of  liquid 
within  said  housing,  said  means  comprising  a 
trough  for  the  liquid,  a  driven  roll  rotating  in 
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said  trough,  and  a  brush  cylinder  rotated  at  high 
velocity  adjacent  to  and  parallel  with,  but  not 
touching,  said  driven  roll,  whereby  to  generate 
a  continuous  current  of  air  of  high  velocity  over 
the  coating  of  liquid  carried  by  said  driven  roll, 
and  thus  generate  a  fog  of  the  liquid  within  said 
housing  and  cause  the  exposed  surface  of  said  roll 
to  receive  a  continuous  deposit  of  the  liquid  from 
said  fog. 


2.018.281 

SASH  FASTENER 

David  Roberts,  West  Elizabeth.  Pa. 

Application  April  24.  1935.  Serial  No.  18.020 

1  Claim.     (CI.  292— 153) 


A  fastener  of  the  class  described,  comprising 
a  casing  having  an  elongated  slot  in  the  top  and 
a  second  elongated  slot  arranged  at  right  angles 
to  the  first  slot  and  communicating  at  one  end 
with  an  intermediate  part  of  the  first  slot,  a  bolt 
slidably  supported  in  the  casing  and  an  edge  wall 
of  the  casing  having  an  opening  therein  for  the 
bolt,  a  spring  for  projecting  the  bolt,  a  handle 
forming  projection  extending  at  right  angles 
from  the  bolt  and  passing  through  the  first  slot, 
and  a  substantially  L-shaped  lever  pivoted  to 
the  inner  face  of  the  top  of  the  casing  and  hav- 
ing an  upstanding  projection  thereon  passing 
through  the  second  slot,  whereby  said  lever  can 
be  moved  by  the  projection  into  and  out  of  en- 
gagement with  the  handle  forming  projection  of 
the  bolt,  said  lever  holding  the  bolt  retracted 
when  in  position  engagirfg  the  handle  forming 
projection. 


2.018.282 
PRESSURE    ADJUSTMENT   FOR    CYLINDERS 
OF  PRINTING   AND   OTHER   MACHINES 
Leslie  Thomas  Albert  Robinson. 
Sydenham.  Eng:iand 
Application  March  29,  1934,  Serial  No.  718.060 
In  Great  Britain  June  23.  1932 
13  Claims.     (CI.  101—247) 
5.  Means  to  control  the  relative  positions  of 
cooperable  cylinders  In  plural  sets  of  a  printing 
machine,   said   means   Including    toggle    mecha- 
nism at  each  end  of  and  for  supporting  one  cyl- 
inder of  each  set,  fluid  pressure  means  to  actuate 
each  toggle  mechanism,  a  valve  to  control  the 
fluid   pressure   means,   means    to   actuate   each 
valve,  a  cross  rod  connecting  both  valve  operat- 
ing means,  a  manually  operable  member  cooper- 
able  with  each  valve  operating  means,  whereby 
the  toggle  mechanisms  of  a  cylinder  may  be  si- 
multaneously   controlled    through    operation    of 
either  manually  operable  member,  rods  connect- 
ing the  valve  operating  means  of  similar  toggle 


mechanisms  of  all  cylinders,  and  selectively  op- 
erable   means    whereby    the    manually   operable 


members  of  all  valves  may  be  simultaneously  and 
similarly  operated  at  will. 


2  018  283 

METHOD   AND   MEANS    FOR  WELL 

DEVELOPMENT 

Reuben  R.  Schweitzer  and  Chester  R.  Sundquist, 

Norfolk,  Va.;   said  Sundquist  assi)!:nor   to  said 

Schweitzer 

Application  December  9.  1933.  Serial  No.  701.712 

Renewed  September  11.  1935 

15  Claims.     (CI.  166— 21) 


1.  The  herein  described  method  of  developing 
bored  wells  of  the  gravel  envelope  type,  consisting 
in  dividing  the  area  about  the  well  tube  Into  dis- 
tinctive gravel-receiving  spaces  and  subjecting 
the  wall  of  the  outermost  space  to  a  hydraulic 
mining  action,  the  operative  phase  of  which  Is 
gradually  moved  upwardly  from  the  bottom  of 
the  bore,  the  distinctive  gravel-receiving  spaces 
being  merged  below  and  as  the  operative  phase 
of  the  hydraulic  mining  action  moves  upwardly. 


2,018.284 
METHOD  AND  MEANS  FOR  WELL 
DEVELOPMENT 
Renben  Richard  Schweitzer  and  Chester  Royal 
Sundquist,    Norfolk.    Va.;    said    Sundquist    as- 
signor to  said  Schweitzer 
Application  May  21.  1934.  Serial  No.  726.818 

10  Claims.     (CI.  166 — 20) 
10.  A    means   for    under-reaming    the    water- 
bearing stratum  of  a  water  well,  comprising  jet- 
ting conduits  ha\  Jng  an  Inherent  tendf>ncy  to  as- 
sume a  maximum  angle  position  approximating 
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a  right  angle  to  the  wall  of  the  well  bore,  the 
normal  wall  of  the  well  bore  serving  to  hold  the 
Jets  at  a  minimum  angle,  the  jet  Impact  increas- 
ing the  displacement  of  material  as  the  jetting 
conduits  move  from  the  minimum  angle  position 
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to  the  maximum  angle  position,  the  displacement 
of  the  material  from  the  wall  under  the  jet  im- 
pact serving  to  permit  the  jetting  conduits  under 
their  inherent  tendency  to  move  from  the  mini- 
mum angle  position  to  the  maximum  angle  posi- 
tion. 

2  018,285 
METHOD  OF  WELL  DEVELOPMENT 

Reuben  Richard  Schweitzer  and  Chester  Royal 

Sundquist,  Norfolk.  Va. 

Application  November  27.  1934,  Serial  No.  755,046 

4  Claims.     (CI.  166 — 21) 


1,  A  method  of  well  development  consisting  In 
hydraulically  reaming  the  unconsolidated  water- 
bearing area  of  the  well  with  muddy  water  as  the 
hydraulic  medium,  the  effective  pressure  of  the 
column  of  muddy  water  in  the  well  being  utilized 
to  direct  and  maintain  particles  of  mud  and  the 
like  from  such  muddy  water  in  the  Interstices  and 
between  the  sand  particles  of  the  reamed  wall  to 
thereby  substantially  seal  the  reamed  wall  against 
substantial  passage  of  water  therethrough  from 
the  well,  the  effective  hydrostatic  head  In  the  well 
being  utilized  to  prevent  collapse  of  the  reamed 
wall  following  cessation  of  the  hydraulic  action. 


2.018.286 

LLTBRICATOR 

Lester  A.  Smith  and  Robert  A.  Blunck, 

Grandmound,  Iowa 

Application  AprU  3,  1933,  Serial  No.  664.268 

4  Claims.     (CL  184 — 69) 


1.  The 

mounted 


combination   with 
for  back  and  forth 


a  bearing  member 
movement,  of  a  lu- 
bricator shlftable  therew^ith.  said  lubricator  in- 
cluding a  closed  container  havmg  an  outlet,  and 
freely  movable  balls  within  the  container  smy  one 
of  which  Is  adapted  to  close  the  outlet  and  sup- 
port the  remainder  above  the  level  of  the  outlet  to 
freely  pound  the  wall  of  the  lubricator  when  near- 
ly or  entirely  empty. 


2,018,287 

VARIABLE   SPEED   THREE-PHASE   MOTOR 

WITH  VARIABLE  TORQUE 

Josef  Sousedik,  Vsetin,  Czechoslovalda 

Application  June  22,  1932.  Serial  No.  618.787 

In  Czechoslovakia  May  1.  1931 

2  Claims.     (CI.  172—274) 


1.  A  three-phase  commutator  motor  with  va- 
riable speed  and  torque  having  a  primary  stator 
winding  and  a  secondary  rotor  winding,  divided 
auxiliary  windings  mounted  on  the  said  stator, 
a  commutator  connected  to  the  said  rotor,  a  di- 
vided contact  switch  lo  which  the  said  divided 
auxiliary  windings,  commutator  and  the  stator 
winding  are  connected,  and  which  has  a  mov- 
able contact  arm  serving  as  a  neutral  point  and 
capable  of  being  displaced  according  to  the  re- 
quirements of  speed  regulation  for  sub  and  hy- 
persynchronlsm  and  for  effecting  a  change  in 
the  direction  of  the  current  and  voltage  so  that 
the  voltage  may  be  either  added  to  or  subtract- 
ed from  the  primary  voltage,  for  the  purpose  of 
changing  the  output  of  the  motor  and  if  desired 
also  the  characteristic  thereof,  by  changing  over 
the  ends  of  the  auxiliary  windings  so  that  the 
torque  either  increases  or  decreases  with  the 
speed,  as  set  forth. 


2.018^88 

PLTMP  VALVE 

Albert  R.  Steirly.  Houston,  Tex. 

Application  May  5.   1930,  Serial  No.  449,869 

Renewed  March  19,  1935 

4  Claims.     (CI.  251— 127) 

3.  A  valve  for  pumps  including  a  valve  ring 

having  a  flat  upper  end  and  a  downwardly  tapered 

seat  thereon,  upper  and  lower  valve  plates,  a  gas- 
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ket  between  said  piates.  said  gasket  extending 
slightly  outside  the  margin  of  said  upper  plate, 


the  lower  margin  of  said  gasket  having  a  flat  sur- 
face to  fit  the  upper  end  of  said  ring  and  a  tap- 
ered surface  to  fit  said  seat. 

2,018.289 

CONVEYER  FOR  COTTON 

Jolui  Arnold  Str«nn,  Sherman,  Tex.,  assiimor  to 

Hardwicke-Etter  Company,  a  corporation 

Application  April  4,  1932.  Serial  No.  602.887 

3  Claims.     (CI.  19—74) 


1.  A  cotton  convejrer  for  delivering  cotton  to 
the  hoppers  of  a  plurality  of  gins,  Including  a 
longitudinal  housing,  a  single  screw  conveyer 
mounted  to  rotate  therein  to  move  the  cotton  lon- 
gitudinally thereof,  a  bottom  wall  therein  having 
openings  leading  to  the  several  gins,  vertical  side 
walls  closely  adjacent  esich  side  of  said  conveyer, 
sloping  walls  between  said  side  walls  and  said 
bottom  wall,  the  walls  above  the  side  walls  being 
sloped  Inwardly  and  spaced  closely  adjacent  said 
conveyer  to  retain  said  cotton  In  position  to  be 
engaged  by  said  conveyer  and  carried  forcibly  to 
said  openings. 

2,018,290 
KNITTING    MACHINE    ADAPTED   TO    SHAPE 
KNITTED  ARTICLES 
David  Stromberg ,  Brooklyn,  N.  Y. 
Application  February  19.  1934.  Serial  No.  711,893 
3  aahns.     (CL  60—132) 
1.  In  a  knitting  machine,  In  combination  with 
a  needle  frame,  of  feeding  means  for  advancing 
an  Inlaid  thread  to  said  needle  frame,  said  feed- 
ing means  having  two  sections,  one  section  com- 
prising opposed  feed  rollers,  each  of  substantial- 
ly equal  diameter  and  the  second  section  com- 
prising conical  feed  rollers  with  their  respective 


major  and  minor  diameters  In  mutual  registra- 
tion, means  for  controlling  the  action  of  said  sec- 
ond feeding  section  comprising  a  thread  carrying 
arm.  and  automatic  means  for  actuating  said 
arm  In  accordance  with  a  predetermined  pattern 
comprising  a  pattern  chain  and  means  for  mov- 


ing the  same  in  a  vertical  path,  two  levers,  one 
having  an  arm  engaged  by  said  pattern  chain 
and  movable  in  a  vertical  plane  and  the  second 
lever  mounted  for  movement  In  a  horizontal 
plane,  an  adjustable  connection  between  said 
levers  and  a  link  connecting  the  horizontal  mov- 
able lever  with  the  thread  carrying  arm. 


2,018.291 

GOLF  MACHINE 

Glenn   L.   Thompson,   Chlcafo,   111.,   assifnor  •# 

forty-nine  one- hundredths  to  Michael  G.  Lisak. 

Chicago.  IlL 

Application  February  3,  1934,  Serial  No.  709,550 

11  Claims.     (CL  273 — 35) 


1.  In  a  golf  machine,  a  body,  a  lever  swlngably 
carried  by  the  body,  and  support  means  Included 
in  the  lever  to  carry  a  ball,  said  support  means 
being  mounted  for  turning  movement  about  Its 
lengthwise  axis  with  the  ball  independently  of 
the  lever. 

2,018.292 
SHIPPING  CRATE 

Woodson  C.  Tucker.  Miami.  Fla. 

Application  May  18.  1934.  Serial  No.  726.386 

4  Claims.     (CI.  217—20) 
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1.  A  brace  for  supporting  the  rods  of  a  bot- 
tle crate  comprising  a  body  piece,  one  end  of 
said  body  piece  being  provided  with  fingers  for 
en^ragement  with  a  longitudinal  partition  rod, 
means  Intermediate  said  fingers  for  supporting  a 
transverse  partition  rod.  the  opposite  end  being 
bent  upon  Itself  %nd  having  apertures  adjacent 
the  extremity  of  the  upturned  end  for  the  re- 
ception of  bottom  supporting  rods,  whereby  said 
bottom  rods  are  supported  by  said  upturned  end. 
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2,018.293 
ELECTRICAL  HEATING   SYSTEM 

Stanley  Austen  WilUams,  Osterley  Park,  and 

Joseph  Leslie  Musjrave,  London.  England 

Application  February  18,  1931,  Serial  No.  516,770 

In  Great  Britain  March  28,  1930 

1  Claim,     (a.  219— 19) 


As  an  article  of  manufacture,  a  heating  unit 
adapted  to  be  Incorporated  in  a  wall  of  a  build- 
ing comprising  a  circular  header  box.  a  plurality 
of  one  piece  substantially  U-shaped  tubes  hav- 
ing both  ends  thereof  opening  Into  said  header 
box.  tube  terminal  engaging  portions  arranged 
in  pairs  one  without  and  the  other  within  the 
box  and  carried  by  the  wall  thereof,  said  pairs 
of  tube  terminal  engaging  portions  being  circum- 
ferentially  spaced  from  one  another,  and  at  least 
certain  ones  of  said  pair  of  tube  terminal  engag- 
ing portions  providing  a  support  for  adjacent  legs 
of  adjacent  tubes,  a  plurality  of  insulating  ele- 
ments loosely  fitting  within  each  of  said  tubes 
and  substantially  filling  the  same  from  end  to 
end  thereof,  each  of  said  Insulating  elements 
being  slidable  in  said  tubes  and  having  a  bore 
extending  therethrough,  and  a  conductor  wire 
for  each  of  said  tubes  extending  through  the  bores 
of  each  of  said  Insulating  elements,  electric  ter- 
minals within  said  header  box  and  adjacent  said 
tube  terminals,  and  the  ends  of  said  wires  pro- 
jecting Into  said  header  box  from  the  ends  of 
the  respective  tubes  and  secured  to  said  terminals. 


2.018,294 
APPARATUS  FOR  ELIMINATING  THE 

TRANSMISSION  OF  \^BRATIONS 

Robert  WilUam  Bally,  Philadelphia,  Pa. 

AppUcation  November  23,  1931,  Serial  No.  576,727 

Renewed  August  13.  1934 

21  Claims.     (CI.  94 — 48) 


^^S^^ 


1.  In  a  device  of  the  kind  descrit)ed.  a  bracket 
having  belt  supporting  means  at  its  opposite  sides, 
a  second  bracket  having  spaced  vertical  portions 
on  opposite  sides  of  the  first  bracket  provided  with 
belt  supporting  means,  belts  on  opposite  sides  of 
the  first  bracket,  connecting  belt  supporting  means 
thereon  with  belt  supporting  means  on  the  second 
bracket,  said  belts  being  arranged  in  pairs  di- 
verging with  respect  to  the  second  bracket,  the 
belt  supporting  means  of  one  bracket  being  rela- 
tively adjustable  for  tensioning  the  belts. 


2,018.295 
SHIP'S  LIGHT 
Frederick  Mark  Burgis,  Sidcup.  England,  assiitmor 
to   J.    Stone   St    Company.    Limited.   Deptford, 
England,  a  company  of  Great  Britain 
Application  August  28.  1933,  Serial  No.  687.231 
In  Great  Britain  September  6.  1932 
6  Claims.     (CI.  114—178) 
1.  In  a  ship's  light,  the  combination  with  a 
sash  ring,  a  dead  light  and  a  plurality  of  fasten- 


ing means  common  to  said  sash  ring  and  dead 
light  and  comprising  hinged  bolts  with  clip  de- 
vices and  clip  adjusting  means  thereon,  and 
means  on  the  sash  ring  and  dead  light  adapted 
to  cooperate  with  said  clip  devices  for  holding 
said  sash  ring  or  sash  ring  and  dead  light  closed, 
of  auxiliary  devices  in  the  form  of  tooth-like  mem- 


bers projecting  outwardly  from  the  sash  ring  at 
points  corresponding  with  the  positions  of  some 
at  least  of  the  clip  devices,  said  members  being 
adapted  for  temporarily  cooperating  with  one  at 
least  of  the  clip  devices  to  hold  the  sash  ring 
closed,  independently  of  the  remaining  clip  de- 
vices, whilst  the  dead  light  is  being  opened  or 
closed. 

2.018.296 

PENCIL  ATTACHMENT 

Peter  Clow,  Easton.  Pa.,  assignor  of  one-tenth  to 

Paul   Bleika   and  one-third   to   Israel  Krohn. 

both  of  Easton,  Pa. 

Application  August  29,  1934.  Serial  No.  741,975 

3  Claims.     (CL  120—35) 

/ 
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1.  A  paper  cutting  attachment  for  pencils  con- 
sisting of  a  tubular  metallic  holder  having  a 
tapering  end  with  a  slot  in  one  side  thereof,  and  a 
cutting  element  enclosed  within  said  holder,  a 
portion  of  the  cutting  edge  of  said  element  pro- 
truding through  said  slot. 


2.018.297 
PENCIL  SHARPENER 
Irwin  E.  Cohn  and  Wilfred  E.  Tait, 
New  York,  N.  Y. 
ApplioaUon  January  28.  1935.  Serial  No.  3,780 
2  Claims.     (CI.  120 — 96) 
1.  A  pencil  sharpener  comprising  opposed  ver- 
tical plates,  a  sleeve  carried  by  one  plate,  a  stud 
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shaft  rotatably  carried  by  the  second  plate,  a 
handle  mounted  upon  said  stud  shaft,  a  bracket 
comprising  a  piece  of  sheet  metal  having  sections 
at  its  ends  bent  to  form  opposed  arms,  one  arm 
being  mounted  on  the  stud  shaft  and  one  arm  on 
the  sleeve,  a  pencil-guiding  abutment  carried  by 


the  bracket  at  its  section  intermediate  said  arms. 
a  spiral  toothed  cutter  rotatably  mounted  on  the 
arms  opposite  said  abutment,  and  an  armular 
rack  carried  by  one  of  said  vertical  plates  ana 
having  its  teeth  directly  in  mesh  with  the  spirals 
of  said  cutter. 


2.018.298 

FUSE   CENTER 

Loais  W.  Cole.  New  York,  N.  Y. 

ApplicaUon  December  12.  1929.  Serial  No.  413,544 

10  Claims.     (CI.  247—10) 


1.  In  a  fuse  box,  the  combination  of  an  open 
sided  conUiner,  screws  adjustable  in  the  wall 
thereof  opposite  the  open  side,  a  bar  having  slots 
adjacent  its  ends  to  receive  the  screws  and  open- 
ings outside  of  the  slots,  a  fuse  base  carried  by 
the    bar.    screw    bolts    projecting    through    said 
openings  in  the  bar.  the  threaded  stems  of  the 
bolts  projecting  forwardly  through  the  base  to- 
wards the  open  side  of  the  box.  nuts  turned  down 
on  the  bolts  against  the  base  to  hold  the  bar  and 
base  rigidly  together,  a  cover  for  the  open  side 
of  the  box  comprising  a  frame  portion  to  overlie 
the  sides  and  a  depressed  mid  portion  having  an 
opening  to  receive  the  face  of  the  base  and  fur- 
ther openings  through  which  the  screw  bolts  pro- 
ject into  the  space  formed  by  the   depressed  por- 
tion, nuts  adjustable  over  the  bolts  and  against 
the  front  cover  to  draw  the  latter  towards  the 
box  and  tightly  about  the  base  and  a  hinged  door 
for  the  depressed  portion  to  conceal  the  face  of 
the  base  and  nuts. 


intermediate  of  the  base  and  Its  crown  portion 
being    formed   with   hinge   connections   midway 


2.018.299 
MATCH  BOOK 
Ellsworih  L.  Davidson.  Chicago.  111. 
Application  February  15,  1935,  Serial  No.  6,710 
4  Claims.     (CI.  206 — 29) 
1    In  a  match  book,  the  combination  of  a  carry- 
ing base,  a  plurality  of  match  splints  detachably 
carried   thereon,   and  a  protecting  covering  for 
said  splints,  the  same  comprising  a  folded  sheet 
attached  at  its  respective  ends  to  said  base  and 
with  its  crown  portion  formed  by  Its  fold  formed 
with  an  opening  for  passage  over  and  guiding 
engagement  with  said  match  splints  towards  the 
base  aforesaid,  the   portions  of  its  cover  sheet 


their  extent  to  permit  of  the  movement  of  said 
crown  portion  to  and  from  the  base. 


2.018.300 

METHOD  OF  PRODUCING  INDUSTRIAL  IRON 

BY  MEANS  OF  IRON  SPONGE 

Heinrich  Esser,  HUden.  Germany 

Application  January  12.  1933.  Serial  No.  651,411 

In  Germany  January  13.  1932 

9  Claims.      (CI.  75 — 14) 


A  : 
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1,  Method  of  producing  technical  iron  which 
consists  in  pressing  Iron  sponge  containing  car- 
bon and  iron  oxide  in  its  original  pulverulent 
form  Into  a  rough  form  and  subjecting  the  pressed 
material  thus  obtained  to  a  further  treatment 
in  an  extrusion  press  which  causes  a  considerable 
flow  of  the  particles  of  the  material  subjected  to 
pressiire  and  the  friction  between  said  particles 
causes  them  to  become  further  heated. 


2.018,301 
CAP  NTT 

Edward  W.  Ferry.  Lakewood,  Ohio 

AppUcation  June  10,  1935.  Serial  No.  25.769 

2  Claims.     iC\.  85—35) 


1.  A  fastening  device  comprising  a  bolt  termi- 
nal member  having  a  polygonal  body  portion  with 
flat  peripheral  faces,  a  champfered  portion  at  its 
outer  end  and  a  round  tapering  projection  ex- 
tending axlally  outwardly  from  said  champfered 
portion   concentric   with    the   polygonal   portion 
whereby  ledges  are  provided  at  the  apices  of  said 
polygonal  body  portion,  said  member  having  a 
marginal  rabbet  forming  a  circumferential  ledge 
at  its  Inner  end  and  a  flat  thru.st  receiving  bear- 
ing face  radially  Inwardly  of  the  rabbet,  and  a 
cap  in  the  form  of  a  cup-shaped  stamping  having 
a  polygonal  portion  which  fits  over  the  polygonal 
body  portion  of  said  member,  a  dome  portion 
which   fits   upon   said   tapering   projection    and 
shoulder  portions  which  seat  upon  the  ledges  at 
the  base  of  said  projection,  said  cap  having  a 
marginal  inturned  flange  seated  upon  the  ledge 
formed  by  the  rabbet  to  retain  the  cap  on  said 
member,  the  thickness  of  said  flange  being  less 
than  the  depth  of  the  rabbet  whereby  the  rim  of 
the  cap  Is  offset  outwardly  from  the  plane  of  said 
thrust  receiving  bearing  face. 
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2.018.302 

CONTINUOUS  PROCESS   CONTACT 

DEHYDRATION 

Harmon  F.  Fisher,  Long  Beach.  Calif.,  assignor  to 

Petroleum   Rectifying  Company  of  California, 

Los  Angeles.  Calif.,  a  corporation  of  California 

Application  June  8,   1931,  Serial  No.  542,997 

23  Claims.     (CI.  196 — 3) 


1.  A  continuous  mineral-contact  process  of 
breaking  emulsions  of  oil  and  water,  which  in- 
cludes the  steps  of;  continuously  introducing  and 
withdrawing  a  mmeral  mixture  into  and  from  a 
chamber  at  such  rates  as  to  mamtain  a  substan- 
tially constant  quantity  of  said  mixture  therein, 
said  mixture  comprising  a  mixture  of  a  finely  di- 
vided substance  preferentially  wetted  by  water 
and  a  finely  divided  substance  preferably  wetted 
by  oil;  continuously  bringing  a  stream  of  emul- 
sion into  the  vicinity  of  said  mineral  mixture; 
agitating  said  emulsion  and  said  mineral  mixture 
whereby  the  equilibrium  of  said  emulsion  is  upset 
to  resolve  the  emulsion  into  its  component  phases 
of  oil  and  water;  and  continuously  removing  said 
oil  and  water  from  said  chamber. 


2.018.303 
ELECTRICAL  CONDUIT   SYSTEM 
Howard  W.  Hartman,   South  Williamsport,  and 
James  F.  Brown,  Williamsport,  Pa. ;  said  Brown 
assignor  to  said  Hartman 
Original  application  August  22.  1933.  Serial  No. 
686.294.     Divided   and  this  application   March 
10.  1934.  Serial  No.  715.014 

6  Claims.      (CL  247—3) 
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1.  In  a  structure  of  the  character  described,  a 
main  channel  provided  with  forwardly  projecting 
legs,  each  leg  terminating  in  an  apertured  flange. 
a  second  channel  arranged  in  superposed  rela- 
tion with  respect  to  the  main  channel  and  hav- 
459  o.  G— iS.S 


ing  a  short  leg  secured  to  one  leg  of  the  main 
channel,  the  second  channel  also  having  a  long 
leg  terminating  in  a  flange,  a  flush  confronting 
plate  having  one  of  its  edges  of  hook-shape  and 
engaging  the  last  mentioned  flange,  the  opposite 
edge  of  the  confronting  plate  being  provided 
with  spaced  lugs  which  are  interlocked  with  one 
of  the  legs  of  the  main  channel,  and  another 
surface  confronting  plate  having  edge  portions 
provided  with  projecting  lugs  detachably  inter- 
locked with  the  flanges  of  the  main  channel. 

2,018,304 
SAFETY  RAZOR 

Colbert  G.  Hayhurst.  Sioux  Falls,  S.  Dak. 

Application  April  16,  1935,  Serial  No.  16.664 

5  Claims.      (CI.  30 — 51) 


5.  A  razor,  comprising  a  handle  portion  and  a 
blade  holding  portion  in  which  the  handle  por- 
tion constitutes  two  elongated  members  ar- 
ranged in  side  by  side  relation  and  permanently 
joined  at  one  end  and  the  blade  holding  portion 
constitutes  two  plates  each  carried  by  a  handle 
member,  one  of  said  handle  members  being  bent 
transversely  and  normally  resiliently  tending  to 
move  at  its  bent  portion  away  from  the  other 
member  whereby  to  urge  said  blades  together. 

2.018.305 
PEDAL  LOCK  FOR  PRESSING  MACHINES 

Louis  Hoysradt.  Kingston.  N.  Y. 

Application  October  17.  1934,  Serial  No.  748,658 

3  Claims.     (CL  74—539) 


1.  In  a  pedal  lock  for  pressing  machines,  the 
combination  with  a  frame  and  a  pressing  arm  hav- 
ing a  foot  operated  lever,  of  a  frictional  locking 
member  mounted  on  said  frame,  a  gripping  link 
coacting  with  said  locking  member,  supporting 
means  for  said  gripping  link  pivoted  to  said  foot 
lever  and  to  said  link,  a  release  pedal  pivoted  to 
said  foot  lever,  and  means  adjustably  attached 
to  said  link  and  pivoted  to  said  release  pedal  for 
tilting  said  link  with  respect  to  said  friction 
locking  member  to  release  the  same  therefrom. 

2018.306 
INTERNAL  COMBUSTION  ENGINE 
Daniel  F.  Hunt.  Buflfalo.  N.  Y. 
Application  May  3.  1933.  Serial  No.  669.157 
10  Claims.     (CI.  123—16) 
1.  A  rotary  engine  comprising  a  stator,  a  rotor 
rotatably  mounted  within  the  stator.  the  stator 
and   rotor  being   so  formed  that  an  expansion 
chamber  is  provided  between  portions  of  their 
peripheries,  a  plurality  of  radially  arranged  cyl- 
inders carried  by  the  rotor,  a  piston  sleeve  slid- 
ably  mounted  within  each  of  the  cvlinders  for 
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preventing  gas  leakages  around  the  space  be- 
tween the  stator  and  rotor  during  the  inlet  and 
compression  strokes  of  the  engine  and  formed 
with  an  apertured  head  flange,  a  reciprocating 


piston  mounted  within  each  sleeve,  and  cam 
means  for  causing  the  reciprocation  of  the  pis- 
tons in  timed  relation  to  the  cycle  of  operation  of 
the  motor.         _^ 

2,018.307 

DIRIGIBLE   HEADUGHT 

Joseph  Fleming  Jacks,  Gasconade,  Mo. 

AppUcaUon  February  5.  1935.  Serial  No.  5.137 

ICUim.     (CI.  240— €2.51) 


of  said  sash  projecting  into  said  guide  channel, 
a  pair  of  interflttlng  vertically  relatively  movable 
elements,   said   elements   being   secured   in    said 


In  a  dirigible  headlight  structure  for  automo- 
biles, a  pair  of  headlights,  means  for  mounting 
the  headlights  on  the  fender  of  the  motor  vehicle 
for  rotative  movement  in  a  horizontal  plane,  each 
of  the  headlights  having  an  arm  provided  with 
a  split  substantially  spherical  socket,   a  tie  rod 
connecting  said  headlights  and  provided  at  its 
ends  with  ball  engaging  sockets,  means  connect- 
ing the  tie  rod  with  the  steering  apparatus  of  an 
automobile  for  rotating  the  headlights  incidental 
to  a  steering  of  an  automobile,  a  retaining  arm 
pivotally  mounted  on  the  rear  of  the  casing  of 
the  headlight,  a  socket  disposed  below  the  piv- 
otal point  of  connection  of   the  retainmg  arm, 
the  free  end  of  said  arm  being  receivable  therein, 
said  socket  being  secured  to  the  automobile,  resil- 
ient means  for  normally  holding  said  retaining 
arm  in  a  position  adjacent  the  headlight  when 
not  in  use  and  within  said  socket  for  preventing 
rotation    of    the    headlight    when    the    rotating 
mechanism  of  the  headlight  becomes  inoperative 
and  a  laterally  extending  projection  on  the  free 
end  of  said  arm  adapted  to  abut  the  side  of  the 
casing  of  the  headlight  for  holding  a  portion  of 
said  arm  in  spaced  relation  to  the  side  of  said 
casing  defining  a  tool  receiving  slot  whereby  a 
tool  may  be  inserted  therein  for  moving  said  arm 
away  from  said  casing. 

2.018.308 

SASH  WINDOW 

Gunnar  L.  Johnson.  Jamestown,  N.  Y 

Application  October  11,   1933,  Serial  No.  693.130 

8  CTalms.     (CI.  189—72) 

6.  In  a  window   structure,  a  frame,  a   guide 

channel  In  said  frame,  a  sash  In  said  frame,  a  rail 


charmel  against  lateral  displacement,  one  of  said 
elements  being  frictionally  engaged  with  said 
sash  rail. 


2,018,309 
DISTILLATION  OF  MINERAL  OIL 

Leo  D.  Jones,  Philadelphia.  Pa.,  assiirnor  to  The 
Sharpies  Specialty  Company,  Philadelphia,  Pa., 
a  corporation  of  Delaware 

Application  March  14.  1932.  Serial  No.  598,580 
33  Claims.     (CI.  196—94) 


9  In  the  distillation  of  petroleum  oil.  the  steps 
comprising  contacting  with  carrier-vapor  oil  sep- 
arately heated  sufficiently  to  effect  partial  va- 
porization of  the  oil,  out  of  contact  with  the  va- 
pors resulting  from  said  f^rst-mentloned  con- 
tacting step,  contacting  the  liquid  residue  of  said 
first  mentioned  contacting  step  In  a  heated  state 
with  carrier-vapor,  cooling  the  mixed  vapors  of 
said  second  mentioned  contacting  step  sufficiently 
to  condense  oil  therefrom,  and  utilizing  the  re- 
sulting vapors  containing  carrier-vapor  in  ef- 
fecting the  first  mentioned  contacting  step. 


2.018.310 

ELECTRIC  MERCURY  TIBE   SWITCH 

Ira  E.  McCabe.  Chicago.  111. 

Application  December  31.  1928.  Serial  No.  329.548 

2  Claims.     (CI.  200— 152) 


ae'^ 


7 — 


1.  An  electric  mercury  tube  switch  Including 
a  cylindrical  container  having  a  tipless  closure 
at  one  end  and  having  projecting  electrodes  and 
an  Interposed  filling  stem  sealed  in  the  other  end 
with  flexible  lead  \^ires  attached  to  the  projecting 
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electrodes  on  each  side  of  the  filling  stem,  and 
means  securing  the  electrodes  with  the  attached 
fiexible  lead  wires  to  the  rigid  filling  stem,  where- 
by the  lead  wires  may  be  fiexed  without  impart- 
ing movement  or  strain  to  the  projecting  elec- 
trodes. 


2,018.311 

RAKE 

Georfe  W.  McGuire,  tpper  Montclair,  N.  J. 

Application  July  15.  1933.  Serial  No.  680,540 

7  Claims.     (CI.  55 — 10) 


1.  A  device  of  the  character  described  compris- 
ing a  plurality  of  tines  secured  to  a  handle,  a 
metal  reenforclng  and  spacing  clip  secured  to 
said  tines  intermediate  the  ends  thereof,  and  a 
mutual  reenforclng  member  secured  to  said  tines 
intermediate  the  outer  ends  thereof  and  the  edge 
of  said  clip,  said  reenforclng  member  comprising 
a  wire  shaped  to  provide  alternate  ix)ckets  In 
substantial  parallelism  with  the  tines  seated  in 
said  pockets. 


2,018,312 

SHOCK    ABSORBER 

Rollin  H.  Moulton,  Berwyn.  III. 

Application  August  20,  1930.  Serial  No.  476,590 

13  Claims.     (CI.  188 — 88) 


1.  In  a  shock  absorber,  the  combination  of  a 
cylinder,  a  hollow  piston  disposed  therein,  a  hol- 
low piston  rod  secured  to  said  piston  and  com- 
municating therewith,  said  piston  rod  extending 
outwardly  of  one  end  of  said  cylinder,  a  by-pass 
for  conducting  compressed  fiuld  from  the  end  of 
said  cylinder  through  which  said  rod  extends  to 
the  other  side  upon  movement  of  said  piston 
toward  the  first  named  end  of  said  cylinder,  and 
means  in  said  piston  for  conducting  compressed 
fluid  into  said  hollow  piston  upon  movement  of 
said  piston  in  an  opposite  direction  from  that 
first  named,  said  piston  having  means  for  per- 


mitting supply  of  fiuid  from  said  piston  to  the 
side  of  said  cylinder  from  which  said  piston  Is 
moving. 


2  018  313 
COMPOSITION  OF  OR  CONTAINING  Rt^BER 

AND  METHOD  OF  MAKING  THE  SAME 
Edward  Arthur  Murphy,  Erdingrton,  Birmingham, 
Frank  Theodore  Purkis,  Moseley.  and  Douglas 
Frank  Twiss,  Wylde  Green,  England,  assignors 
to  Dunlop  Rubber  Company,  Ltd.,  Erdington, 
Birmingham,  England,  a  corporation  of  Great 
Britain 
No  Drawing.  Application  January  27,  1932, 
Serial  No.  589,307.  In  Great  Britain  February 
11.  1931 

10  Claims.  (CI.  134— 17) 
1.  A  method  of  producing  substantially  un- 
coagulated  aqueous  compositions  comprising  rub- 
ber or  the  like  from  aqueoa:  dispersions  thereof 
and  suitable  as  adheslves  for  fibrous  material  to 
rubber  which  comprises  admixing,  without  co- 
agulation, a  dispersion  of  rubber  with  an  aqueous 
emulsion  of  a  rubber  solvent  in  the  presence  oX 
one  or  more  suitable  destabilizing  agents. 


2,018,314 
MTLTTPLE  DISCHARGE  TCBE 

Alexander  Nyman,  Dobbs  Ferry.  N.  Y.,  assignor, 

by  mesne  assignments,  to  Radio  Corporation  of 

America,  a  corporation  of  Delaware 

Application  December  7.  1929.  Serial  No.  412,566 

In  Germany  August  14,  1929 

12  Claims.     (CI.  250—27.5) 


1.  A  multiple  electric  discharge  device  com- 
prising a  vessel;  a  plurality  of  discharge  paths 
arranged  within  said  vessel,  each  having  main 
electrodes  and  a  control  electrode,  the  output 
electrode  of  one  unit  being  disposed  adjacent  to 
the  control  electrode  of  the  succeeding  unit;  said 
output  electrode  and  control  electrode  cooperat- 
ing to  provide  a  capacity  coupling  unit  between 
successive  discharge  paths. 


2.018.315 
SOUND  REPRODUCTION 
William  H.   Offenhauser,  Jr.,   New  York.  N.  Y., 
assignor   to  Radio  Corporation  of  America,   a 
corporation  of  Delaware 
Origiiud  application  December  18,  1929.  Serial  No. 
414.878.     Divided  and  this  application  April  2, 
1931,  Serial  No.  527.322 

3  Claims.     (CL  274—41.6) 


1.  A  talking  motion  picture  record  in  which  the 
sound  is  recorded  as  a  variable  density  record, 
and  volume  is  recorded  by  variations  in  the  area 
of  said  record. 
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2.018.316 

DRUM  OR  CONTAINER  OR  STORAGE  TANK 

FOR  OIL  OR  OTHER  UQUIDS 

Thomas  Dorsey  Owlnfs,  Valley  Stream.  N.  Y. 

Application  September  22,  1933.  Serial  No.  690,529 

3  Claims.     (CI.  220 — 86) 


1.  The  combination  with  a  drum  or  container, 
of  a  separate  feed  pipe  connected  with  the  drum 
or  container,  a  plug  or  closure  mounted  in  the 
feed  pipe  a  considerable  distance  from  the  outer 
end  thereof,  and  a  key  adapted  to  be  inserted 
in  the  feed  pipe  and  to  engage  with  the  plug  or 
closure  whereby  the  plug  or  closure  may  be  re- 
moved and  the  drum  or  container  re-flUed,  and 
a  separate  discharge  pipe  so  constructed  that  the 
liquid  may  be  discharged  therethrough  but  can- 
not be  fed  into  the  drum  therethrough. 


2,018,317 
POWER  OPERATED  TYPEWRITER 
Walter    J.    Pasinski,    Howell,    Mich.,   assigrnor    to 
Burroughs  Adding  Machine  Company,  Detroit, 
Mich.,  a  corporation  of  Michifan 
Original  application  January  25.  1930,  Serial  No. 
423,338.    Divided  and  this  appUcaUon  June  11. 
1934.  Serial  No.  729.943.    In  Great  Britain  Jan- 
uary 25.  1930 

10  CUims.     (CI.  197—17) 


3.  In  a  typewriting  machine  having  a  shift  key 
for  bringing  capital  letters  Into  function  and  a 
power  roller  driven  by  a  variable  speed  electric 
motor;  means  responsive  to  a  depression  of  said 
shift  key  for  accelerating  said  motor  and  said 
power  roller  when  a  capital  letter  Is  to  be  struck. 


2.018.318 

SYSTEM   FOR  TRANSMITTING   ELECTRO - 

RADIANT  ENERGY 

Ellison  S.  Purington,  Gloucester,  Mass..  assignor 

to  John  Hajrs  Hammond.  Jr. 
Oriinnal  application  December  23, 1925.  Serial  No. 
77.194.     Divided  and  this  application  Septem- 
ber 30.  1932,  Serial  No.  635.492 

5  Claims.     (CI.  250—36) 
2.  An  oscillation  generator  comprising  an  elec- 
tronic tube  having  an  anode,  a  cathode  and  a 
grid,    a   circuit   connection   between   said   anode 


and  cathode  including  a  source  of  space  current, 
a  second  circuit  connected  between  said  anode 
and  cathode  including  a  coupling  coil,  a  circuit 
for  connecting  the  grid  and  cathode  including 
a  coil,  said  two  colls  l)eing  Inductively  related  so 
as  to  effectively  couple  said  second  circuit  and 


said  last  named  circuit,  a  resonator  driving  means 
in  one  of  said  first  two  named  circuits  and  shunt- 
ed across  at  least  the  first  named  coll.  a  reso- 
nator adapted  to  be  driven  thereby  and  to  induce 
electrical  actions  in  said  circuits  for  determinmg 
the  frequency  of  the  produced  oscillations. 


2.018.319 
BRAKING   MECHANISM   FOR  PAPER   ROLLS 
Horace    H.    Raymond,    Berlin,    and    Johnstone 
Vance.  New  Britain.  Conn.,  assimors.  by  direct 
and  mesne  assignments,  of  one-half  to  John- 
stone   Vance    and    one- half    to    The    Stanley 
Works,  New  Britain.  Conn.,  a  corporation  of 
Connecticut 
AppUcation  June  1.  1933.  Serial  No.  673.890 
11  Claims.     (CI.  192—2) 


1.  In  combination,  a  paper  roll  brake  device 
for  stopping  the  roll,  power  means  for  applying 
said  brake  device,  means  for  releasing  said  power 
means  to  thereby  apply  said  brake,  drive  means 
for  said  releasing  means,  means  for  Initiating 
operation  of  said  drive  means  when  the  machine 
in  which  the  paper  roll  is  incorporated  is  stopped, 
and  means  associated  with  said  releasing  means 
for  stopping  said  drive  means  when  said  releas- 
ing means  has  completed  its  cycle  of  movement. 


2.018.320 
RADIO  FREQUENCY  TRANSMISSION   LINE 
Walter  van  B.  Roberts,  Princeton,  N.  J.,  assignor 
to  Radio  Corporation  of  America,  a  corporation 
of  Delaware 

Application  June  29,  1932,  Serial  No.  619.843 
14  Claims.     (CI.  178 — 44) 


J^J^UULlljUUiA 


1.  A  radio  frequency  Impedance  matching  de- 
vice having  terminals  adapted  to  be  connected  to 
loads  of  different  Impedances  comprising  a  pair 
of  conductors,  whose  length  is  an  exact  number 
of   half    wave   lengths,    the    impedance   of   said 
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matching  device  tapering  in  an  exponential  man- 
ner sub6tantially  continuously  along  the  length 
of  said  conductors  whereby  its  terminals  present 
impedances  having  values  which  are  equal  to  the 
Impedances  to  be  matched. 


2.018.321 
THERMOSTATICALLY  CONTROLLED  PIEZO- 
ELECTRIC CRYSTAL  HOLDER 
Hans    Otto    Roosenstein,    Berlin.    Germany,    as- 
signor to  Telefunken  Gesellschaft  fur  Draht- 
lose  Telerraphie  m.  b.  H.,  Berlin,  Germany,  a 
corporation  of  Germany 

Application  March  3,  1933.  Serial  No,  659.495 

In  Germany  March  4.  1932 

5  CUims.     (CI.  171— 327) 


5.  A  temperature  controlled  piezo-electric  crys- 
tal holder  comprising  an  enclosing  chamber,  con- 
tact actuating  means  comprising  a  bi-metal  strip 
arranged  with  an  electrical  contacting  element 
located  within  said  chamber  and  adapted  to  con- 
trol the  temperature  of  a  piezo-electric  crystal, 
spring-like  members  arranged  each  side  of  said 
bi-metal  strip,  one  of  said  spring-like  members 
having  an  electrical  contact,  a  thread-like  mem- 
ber retaining  said  spring-like  members  in  a  pre- 
determined position  with  resf>ect  to  the  contact 
on  said  bi-metal  strip,  an  upper  and  lower  elec- 
trode spaced  by  insulating  means,  a  piezo-elec- 
tric crystal  Interposed  between  said  electrodes, 
heating  means  surrounding  said  electrodes  and 
said  bi-metal  strip,  the  temperature  of  said  heat- 
ing means  being  controlled  by  the  expansion  and 
contraction  of  both  the  bi-metal  strip  and  the 
thread-like  metallic  member,  and  magnetic  mesois 
for  adjusting  said  actuating  means  located  out- 
side of  said  enclosing  chamber  for  varying  the 
temperature  to  be  controlled  by  said  contacts. 


2.018.322 

SUPRAPL15IC  DRAINER 

Leo  SavaUy.  New  York,  N.  Y. 

Application  October  29.  1934.  Serial  No.  750,483 

2  Claims.     (CI.  128—350) 


1.  A  perineal  drainer  comprising  a  solid  rubber 
ring  to  be  supported  by  the  genitals  during  a 
prostate   operation,   a  body  of   flexible  material 


connected  with  said  ring  below  the  same  and  hav- 
ing a  central  opening,  an  air  duct  and  a  per- 
forated drain  duct  in  said  opening  and  extending 
from  said  body  to  drain  wounds  of  secretions. 


2,018.323 
ELECTRIC  FUSE  SOCKET 

Lambert  Schmidt.  Jr.,  Brooklyn,  N.  Y.,  assignor 

to  himself,  and  Louis  Freund,  New  York,  N.  Y. 

Application  November  5,  1928.  Serial  No.  317,227 

19  Claims.     (CI.  200—119) 


19.  For  use  in  an  electric  socket  of  character 
described  including  a  metal  screw  shell  and  a 
center  contact,  an  adapter  insertable  in  the  shell 
and  including  a  substAntially  cylindrical  thread- 
ed shell,  and  within  the  adapter  shell  near  the 
bottom  thereof  a  disk  of  insulating  material  re- 
tained for  slight  axial  movement,  the  disk  having 
at  its  center  a  contact  piece  extending  through 
it  and  arranged  for  engagement  with  the  socket 
center  contact  and  the  center  contact  of  an  ordi- 
nary plug  inserted  in  the  adapter  shell,  the  disk 
having  its  outer  face  concaved  to  prevent  short- 
ing by  insertion  of  a  simple  metal  object  and  to 
permit  engagement  of  the  center  contact  of  the 
plug  with  the  disk  contact  piece. 


2,018.324 
HIGH    FREQUENCY    TRANSMISSION    LINE 
Ommo    Schmidt,    Berlin,    Grermany,    assignor    to 
Telefunken    Gesellschaft   fiir   Drahtlose    Tele- 
graphie  m.  b.  H.,  Berlin,  Germany,  a  corpora- 
tion of  Germany 

ApplicaUon  March  6.  1931,  Serial  No.  520,737 
In  Germany  April  3,  1930 
3  Claims.      (CI.  178 — 44) 


*, 


1.  A  transmission  line  for  high  frequency  cur- 
rents comprising  three  long  parallel  conductors, 
a  connection  at  each  far  end  of  the  outer  con- 
ductors to  maintain  each  of  said  outer  conduc- 
tors at  the  same  potential,  the  inner  conductors 
having  terminals  located  at  each  end  and  hav- 
ing a  different  potential  than  said  outer  con- 
ductors and  centrally  disposed  with  respect  to 
said  outer  conductors. 


2,018,325 
LIQLTD  PRESSURE   MECHANISM 

Steve  Schnell,  St.  Louis.  Mo.,  assignor  to  Wagner 
Electric  Corporation,  St.  Louis.  Mo.,  a  corpora- 
tion of  Delaware 
Application  July  9,  1932,  Serial  No.  621,591 

11  Claims.  (CI.  60—54.6) 
1.  In  a  fluid  pressure  mechanism,  a  casing  hav- 
ing its  axis  substancially  vertical  and  a  generally 
upright  cylinder  positioned  in  the  lower  portion 
of  said  casing  and  opening  into  the  upper  por- 
tion thereof,   said  cylinder  being   of   somewhat 
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smaller  diameter  than  the  casing  and  said  open 
end  of  the  cylinder  being  provided  with  a  flange 
engaging  the  walls  of  the  casing  to  position  said 


end  of  the  cylinder  therein,  and  means  for  re- 
movably securing  the  bottom  of  the  casing  and 
cylinder  together  whereby  cylinders  of  varying 
diameter  may  be  positioned  in  the  casing. 


2.018^26 

HAT  BRIM  IRONING  MACHINE 

Rudolph  G.  Seffschneider,  Yonkers,  N.  Y. 

AppUcation  April  16.  1935.  Serial  No.  16.544 

17  Claims.     (CI.  223— 21) 


1.  In  a  hat  brim  ironing  machine,  the  combina- 
tion of  two  irons  mounted  for  rotation  about  par- 
allel axes  laterally  displaced  from  one  another 
and  having  parallel  overlapping  ironing  faces 
transverse  to  said  axes  and  respectively  adapted 
to  engage  the  upper  and  lower  sides  of  an  Inter- 
posed hat  brim. 


2.018.327 
MACHINE  FOR  USE  IN  THE  M.\NLFACTURE 

OF  CORDAGE 

Kenneth  R.  Shaw,  Easthampion.  Mass.,  assigrnor 

to    United   Elastic   Corporation,   Easthampton, 

Mass.,  a  eorp4M>ation  of  Massachusetts 

AppUcation  February  1.   1933.  Serial  No.  654,665 

10  CUims.     (CI.  117—34) 


1.  In  a  machine  of  the  character  described, 
the  combination  of  mechanism  for  feeding  a  plu- 
rality of  cord-like  members,  one  of  which  is  of 
an  elastic  nature,  means  for  guiding  said  mem- 


bers while  they  are  so  fed  to  hold  them  In  a  side 
by  side  relationship  to  each  other,  mechanism 
for  holding  said  elastic  member  In  a  stretched  and 
elongated  condition  while  it  is  so  fed,  means  for 
wrappmg  a  flexible  element  around  all  of  said 
members  to  bind  them  together  while  they  are 
held  in  said  relationship  and  while  they  are  be- 
ing so  fed,  and  mechanism  for  periodically  shift- 
ing said  elastic  member  relatively  to  the  other 
member  or  members  with  which  It  is  associated 
while  said  binding  operation  continues  uninter- 
ruptedly. 

2  018  328 

SURGICAL  APPUANCE 

Lawrence  M.  Smith.  Chicaco,  111. 

Application  June  24.  1933.  Serial  No.  677,399 

3  Claims.      (CI.  128 — 1) 


— y* 


1.  In  an  appliance  of  the  character  described, 
a  yleldable  member  having  a  concave  recess  in  It* 
lower  surface  extending  longitudinally  thereof, 
spaced  yielding  straps  extending  from  the  lower 
opposite  edges  of  said  concave  recesses,  said  mem- 
ber sloping  upwardly  from  its  forward  end  and 
having  laterally  sloping  parts  at  its  rear  end. 


2.018.329 
ELECTRON   DISCHARGE   TUBE   CIRCUIT 

Karl  Steimel,  Berlin,  Germany,  assignor  to  Tele- 
funken  Gesellschaft  fur  Drahtlose  Telecraphie 
m.    b.   H.,   Berlin.   Germany,   a  corporation   of 
Germany 
AppUcation  November  13.  1933.  Serial  No.  697,782 
In  Germany  November  2.  1932 
4  Claims.     (CL  250—27) 


^^^WS' 


1.  A  circuit  arrangement  for  the  detection  of 
high  frequency  currents  comprising  a  discharge 
device  having  a  cathode,  an  anode,  a  double  grid 
interposed  In  the  space  between  cathode  and 
anode  and  arranged  in  coplanar  relation,  and  a 
space  charge  grid  positioned  between  said  co- 
planar  grids  Euid  the  cathode,  a  tuned  circuit 
connected  to  said  coplanar  grids,  a  common  path 
for  the  grid  returns  comprising  a  resistance  and 
a  shunt  condenser  connected  between  the  cath- 
ode and  the  tuned  circuit,  a  positive  biasing  po- 
tential connected  between  the  space  charge  grid 
and  the  cathode,  and  a  utilization  circuit  con- 
nected between  the  anode  and  the  cathode. 


2.018.330 

ELECTRIC  LAMP 

Henry  F.  Teichmann,  Washlng:ton,  Pa. 

Application  July  14.  1933.  Serial  No.  680,388 

Renewed  October  3.  1934 

11  Claims.     (CI.  176—26) 

1.  An  electric  lamp  comprising  a  polygonal  bulb. 

a  stem  of  glass  sealed  in  the  mouth  of  said  bulb. 
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a  plurality  of  supporting  wires  secured  to  the 
head  of  said  stem,  filaments  carried  by  said  sup- 
porting wires,  which  filaments  are  distributed 
axially  of  the  bulb  and  include  portions  that  are 
located  op>po6ite  and  adjacent  the  edges  of  said 
bulb,  whereby  In  service  all  exposed  faces  of  the 


%- 


bulb  are  illuminated  with  substantially  uniform 
Intensity,  two  contact  pieces  secured  in  isolation 
from  one  another  upon  the  assembled  stem  and 
bulb,  and  lead-in  wires  extending  through  the 
glass  body  of  said  stem,  and  severally  connecting 
said  contact  pieces  with  the  terminals  of  said 
filaments. 


2  018.331 
ANTENNA  COUPLING 
Bernardus   Domlnicus  Hubertus  Tellegen,  Eind- 
hoven. Netherlands,  assirnor  to  Radio  Corpora- 
tion of  Anierlca.  a  corporation  of  Delaware 
Application  August  18,  1931.  Serial  No.  557,788 
In  Germany  January  29.  1931 
3  Claims.     tCl.  250—20) 


1.  A  tunable  Input  system  for  an  electronic  tube 
amplifier  adapted  to  be  connected  to  either  long 
or  short  antennae  for  the  reception  of  signalling 
energy  of  widely  different  frequencies  comprising 
in  combination,  a  tuned  circuit  including  a  fixed 
condenser,  an  Inductance  and  a  variable  con- 
denser connected  In  the  order  named  In  loop 
fashion,  a  pair  of  auxiliary  terminals,  a  connec- 
tion between  one  of  said  terminals  and  a  point 
of  said  loop  circuit  Intermediate  the  variable  con- 
denser and  the  Inductance,  said  connection  in- 
cluding a  coupling  condenser,  a  connection  be- 
tween the  other  of  said  terminals  and  a  point  of 
said  loop  circuit  intermediate  the  variable  con- 
denser and  the  fixed  condenser,  an  antenna  ter- 
minal and  a  selector  means  for  connecting  said 
antenna  terminal  to  either  of  said  auxiliary  termi- 
nals, said  antenna  terminal  being  connected  to  one 
of  said  auxiliary  terminals  when  the  input  system 
Is  connected  to  a  comparatively  long  antenna  and 
to  the  other  of  said  auxiliary  terminals  when  the 
system  Is  connected  to  a  comparaUvely  short  an- 
tenna. 


2.018.332 
IRRADIATING  APPARATUS 
Henninftr  A.  Trebler.  Baltimore.  Md..  and  Carl  J. 
Larsen.  Ea.st  Oranjfe,  N.  J.,  assignors  to  Hanovia 
Chemical  and  Manufacturing  Company.  New- 
ark. N.  J.,  a  corporation  of  New  Jersey 
Application  March  16,  1934,  Serial  No.  715.814 
4  Claims.     (CI.  99 — 2) 
4.  In  an  apparatus  for  irradiating  liquids  with 
ultraviolet  rays,  a  carriage,  a  track  upon  which 
the  carriage  is  moved,  a  source  of  ultraviolet  rays 
mounted  on  the  carriage,  a  compartment  into 
which  the  carriage  is  moved  during  the  starting 


of  the  source  of  ultraviolet  rays,  a  surface  over 
which  the  liquid  being  irradiated  is  caused  to  flow, 
a  reservoir  for  the  liquid,  a  valve  controlling  the 
flow  of  the  liquid  from  the  reservoir  to  said  sur- 
face, a  float  device  controlling  said  valve  so  that 
when  the  liquid  falls  below  a  predetermined  level 
In  the  reservoir  the  valve  will  be  closed,  a  latch 
movably  mounted  on  the  reservoir,  a  tongue  at- 
tached to  the  carriage  and  having  a  slot  therein 


adapted  to  receive  the  latch  to  hold  the  carriage 
in  a  predetermined  position,  means  associated 
with  the  float  to  release  the  latch  from  engage- 
ment with  said  tongue  when  the  rate  of  flow  of 
the  liquid  falls  below  a  predetermined  amount,  a 
cable  attached  to  one  end  of  the  carriage  and 
passing  over  a  pulley,  and  a  weight  attached  to 
said  cable  to  automatically  move  the  carriage 
to  a  position  remote  from  said  surface  when  the 
latch  is  released. 


2.018,333 

AUTOMATIC  PINTLE  CLOSING  DEVTCE  FOR 

LOOSE  LEAF  BINDERS 

Paul  O.  Unger.  Glen  Ellyn,  111.,  assignor  to  Wilson - 
Jones  Company,  Chicago,  111.,  a  corporation  of 
Massachusetts 

Application  June  4.  1932.  Serial  No.  615,269 
18  Claims.     (CI.  129—24) 


1.  In  a  loose  leaf  binder,  a  pintle  slide,  means 
for  holding  said  slide  in  latching  position,  and 
automatic  means  for  releasing  said  first  men- 
tioned means  from  holding  position  when  said 
binder  is  closed. 


2,018.334 
BITLDING  CONSTRUCTION 
Homer  H.  Van  Hagan.  Buffalo.  N.  Y.,  asslgmor  U 
Certain-Teed  Products  Corporation.  New  YmIc, 
N.  Y..  a  corporation  of  Maryland 
AppUcation  December  9.  1929,  Serial  No.  412.601 
11  Claims.     (CL  72—106) 
1.  A  building  construction  comprising  support- 
ing  members   providing    a   self-sustaining   rigid 
frame,  and  precast,  set  and  predried  blocks  of 
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plastic  material .  said  blocks  being  of  cellular 
body  structure  and  being  of  a  composition  to 
provide  and  to  retain  in  said  precast,  predried 
condition  a  form  predetermined  by  the  casting 
operation  to  fit  between  said  supporting  members 


es  to  generator  position,  and  means  independent 
of  the  manual  means  for  causing  the  other  dyna- 


of  the  frame  and  to  abut  thereto  without  cut- 
ting the  block,  the  exposed  uncut  faces  as  cast 
of  the  blocks  on  either  side  of  a  supporting  mem- 
ber providing  with  said  member  a  substantially 
continuous  surface  for  bonding  of  finishing  ma- 
terial. 


2.018.335 

ENDOSCOPIC  INSTRUMENT 

Frederick  Charles  Happier,  New  York.  N.  Y. 

Application  Auinist  16,  1933.  Serial  No.  685,360 

15  Claims.     (CI.  174 — 89) 


h*      '*' 


1.  In  a  device  of  the  character  described,  a 
conductive  endoscopic  tube  having  a  lateral  fe- 
nestra at  its  forward  end,  and  an  insulating  ele- 
ment carried  by  the  tube  along  the  margin  of 
said  fenestra  to  provide  a  non-conductive  edging 
for  said  fenestra. 


2.018.336 
ELECTRIC  POWER  TRANSMISSION 
APPARATUS 
Hans  Weichsel.  St.  Lonis,  Mo.,  assirnor  to  War- 
ner Electric  Corporation,  St.  Louis.  Mo.,  a  cor- 
poration of  Delaware 
Application  December  7,  1931.  Serial  No.  579,437 
16  Claims.     (CI.  290 — 17) 
9.  In  apparatus  of  the  class  described,  the  com- 
bination of  an  internal  combustion  engine,  a  driv- 
ing shaft,  a  driven  shaft,  a  pair  of  dynamoelectric 
machines  for  transmitting  power  from  the  driv- 
ing shaft  to  the  driven  shaft,  one  of  the  dynamo- 
electric  machines  being  provided  with  shiftable 
brushes  whereby  the  machine  may  be  caused  to 
act  as  a  motor  or  as  a  generator,  manual  means 
for  shifting  the  brushes,  means  biasing  the  brush- 


moelectnc  machine  to  act  as  a  generator  to  pro- 
duce a  braking  effect  on  the  driven  shaft. 


2,018.337 
AERIAL  SYSTEM 
Norman    Wells,    London,    Encland,    assignor    to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 

AppUcation  May  7.  1932,   Serial  No.  609,783 

In  Great  BriUln  May  15.  1931 

4  Claims.     (CI.  250 — 33) 


4.  A  wireless  signalling  system  comprising  a 
transmitting  dipole  and  a  receiving  dipole  ar- 
ranged horizontally  in  a  straight  line  and  insu- 
lated from  one  another,  a  pair  of  down  leads  from 
the  transmitting  dipole  to  an  associated  trans- 
mitter, a  second  pair  of  down  leads  from  the 
receiving  dipole  to  an  tissociated  receiver,  screen- 
ing wires  having  damping  resistances  therein 
running  parallel  to  and  adjacent  the  down  leads 
from  the  transmitting  and  receiving  dipoles,  said 
screening  wires  being  located  intermediate  said 
transmitting  and  receiving  down  leads. 


2  018  338 
CONNECTING   DEVICE 

Dmitri  C.  Abdelnour.  Port  Chester,  N.  Y..  assignor 
to  D.  A.  &  H.  Corporation.  New  York.  N.  Y., 
a  corporation  of  New  York 
AppUcation  November  24.  1934.  Serial  No.  754.610 
3  Claims.     (CI.  IS— 250) 
1.  In  combination  with  a  wiper  blade,  a  uni- 
versal clip  attached  to  said  blade  for  operative 
engagement  with  the  swinging  arm.s  of  windshield 
wipers  of  the  hooked  and  slot  and  ears  types, 
which  comprises  a  single  strip  of    sheet   metal 
folded  to  form  a  channel  having  two  sides  and 
a    bight   portion,   the   sides   being   spaced    suffi- 
ciently for  reception  of  a  hooked  arm  and  close 
enough   to   permit   in.sertion    between  ears  of    a 
slot  and  ears  type  arm  and  one  side  having  an 
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extension  projecting  from  the  end  thereof  and 
then  outwardly  from  the  line  of  said  bight  por- 


tion for  engagement  in  the  slot  of  a  slotted  wiper 
arm. 


2.018.339 
STEAM   HEATING   SYSTEM  FOE^ 
AL^rOMOBILE  BODIE6 
Rofer  W.  An^stman.  Detroit,  Mich.,  assifrnoV  to 
McAleer  Manufacturing  Co.,  a  corporation  iff 
Michigan  v 

Original  application  June  6.  1934.  Serial  No. 
729.212.  Divided  and  this  application  Decem- 
ber 12.  1934.  Serial  No.  757.192 

9  Claims.     (CI.  237—12.3)  ,     ^ 


1.  In  combination  with  a  water  cooling  system 
of  an  internal  combustion  engine,  a  heating  radi- 
ator, a  feed  pipe  connecting  said  cooling  system 
and  radiator,  a  steam  generator  in  said  feed  pipe, 
a  check  valve  in  said  feed  pipe  between  said 
cooling  system  and  said  generator  for  preventing 
return  flow  of  fluid  from  the  generator  to  the 
cooling  system,  a  return  pipe  connecting  said 
radiator  and  cooling  system,  a  by-pass  conduit 
communicating  at  one  end  with  the  portion  of 
said  feed  pipe  extending  between  the  check  valve 
and  the  steam  generator  and  at  the  other  end 
with  a  second  portion  of  the  feed  pipe  extending 
between  the  steam  generator  and  the  radiator, 
said  by-pass  being  subjected  to  a  varying  pres- 
sure differential  between  the  ends  thereof  during 
operation  of  the  heating  system,  and  pressure 
responsive  means  in  said  by-pass  conduit  oper- 
able in  response  to  a  predetermined  pressure  dif- 
ferential to  pass  fluid  from  the  first  named  pwr- 
tion  of  said  feed  pipe  Into  the  second  portion  of 
the  feed  pipe. 

3.  In  an  automobile  body  steam  heating  sys- 
tem including  a  steam  generator  and  a  body  ra- 
diator connected  in  series  with  different  portions 
of  the  automobile  engine  cooling  system  and  hav- 
ing a  metering  device  and  a  check  valve  in  the 
connection  for  conducting  fluid  from  the  cooling 
system  to  the  generator,  the  combination  with 
the  body  radiator,  of  means  responsive  to  a 
condition  in  the  system  which  accompanies  ex- 
cess heating  in  said  radiator  for  introducing  low- 
er temperature  fluid  thereinto  for  the  purpose  of 
reducing  the  temperature  of  fluid  therein. 


2.018.340 
RELAY 
George  C.  Armstrong.  Wilkinsbnrg,  and  Delbert 
Ellis,  Turtle  Creek,  Pa.,  assirnors  to  V/ eating- 
house    Electric    &    Manufacturing    Company, 
East  Pittsburgh,  Pa.,  a  corporation  of  Penn- 
sylvania 
Original    application    July    30,    1932.    Serial    No. 
626.594.    Divided  and  this  application  April  14, 
1934,  Serial  No.  720,612 

11  Claims.     (CL  175—294) 


1.  A  circuit  controlling  device  comprising  a  plu- 
rality of  relatively  movable  contact  members 
means  including  an  electro-magnet  operable  to 
actuate  the  contact  members  into  engagement, 
switch  means  operable  to  control  the  energization 
of  the  electro-magnet,  means  responsive  to  the 
closure  of  the  relatively  movable  contact  mem- 
bers disposed  to  retain  the  switch  means  in  the 
closed  position,  and  thermal  means  disposed  to 
normally  hold  the  switch  means  in  a  predeter- 
mined position  and  operable  to  open  said  switch 
means  in  the  event  that  the  current  flowing 
through  the  contact  members  exceeds  a  prede- 
termined value. 


\ 


2,018,341 

ROTARY  COMPRESSOR 

Harry  M.  Badger,  New  Britain,  Conn.,  assignor  to 

Landers,  Frary  &  Clark,  New  Britain.  Conn.,  a 

corporation  of  Connecticut 

Application  August  12.  1933.  Serial  No.  684.833 

3  Claims.     (CI.  230 — 207^ 


Z  — 


2.  A  rotary  pump  including  a  cylinder,  a  piston 
eccentrically  mounted  in  and  of  smaller  diameter 
than  said  cylinder,  there  being  a  crescent  shaped 
space  between  said  elements,  a  shaft  for  eccen- 
trically moving  said  piston  relative  to  said  cyl- 
inder to  progress  said  space,  a  i>artition  member 
dividing  said  space  into  an  Intake  compartment 
and  a  compression  compartment,  a  thrust  bear- 
ing surface  on  said  cylinder,  a  radially  extending 
bearing  surface  on  said  shaft  engaging  said 
thrust  bearing  surface,  a  spring  carried  by  said 
shaft  and  urging  the  same  endwise  whereby  said 
bearing  surfaces  are  resiliently  held  In  engage- 
ment, said  bearing  surfsice  of  said  shaft  ha\ing  a 
pocket    adapted    to    contain    a    predetermined 
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amount  of  lubricant,  a  duct  leading  from  said 
thrust  bearing  surface  directly  to  said  intake 
compartment,  said  duct  and  pocket  being  con- 
structed and  arranged  to  register  on  each  rota- 
tion of  said  shaft  and  on  the  suction  portion  of 
the  stroke  of  said  piston,  said  duct  being  closed  by 
said  bearing  surface  on  said  shaft  at  all  times 
except  when  said  pocket  and  duct  are  in  registry, 
and  means  for  supplying  lubricant  to  said  pocket. 


2.018.342 
ANTENNA  FOR  DIRECTED  RAYS 

Rudolf  Bechmann.  Berlin.  Germany,  assignor  to 
Telefanken   Gesellschaft   fiir   Drahtlose   Tele- 
graphie  m.  b.  H.,  Berlin,  Germany,  a  corpora- 
tion of  Germany 
Application  March  23,  1933,  Serial  No.  662,293 
In  Germany  March  23.  1932 
3  Claims.     (CI.  250—11) 


2.018.343 
ELECTRICAL  CONDUCTOR  AND  METHOD  OF 

MAKING  THE  SAME 
Henri  Bienfait  and  WiUem  Leendert  Carolus  van 
Zwet.    Eindhoven.    Netherlands,    assignors    to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 
Application  October  19,  1932,  Serial  No.  638,478 
In  the  Netherlands  October  27,  1931 
4  Claims.     (CL  173 — 13) 


U 


K"   'fit   <•»<    »*f  * 


Ji».''  HT"*    '«rr  '*%' 


1.  A  composite  electrical  conductor  compris- 
ing a  solid  non-conducting  core  member  and  a 
uniform  firmly  adherent  coating  of  high  con- 
ductivity, said  coating  comprising  finely  divided 
silver  coated  metal  particles  mixed  with  an  or- 
ganic binding  agent. 


1.  A  directional  antenna  array  of  three  dimen- 
sions comprising  a  plurality  of  spaced  simple 
dlpole  antenna  units  arranged  in  the  same  ver- 
tical plane  and  osciDating  in  the  same  phase,  and 
another  plurality  of  spaced  simple  dlpole  antenna 
units  arranged  in  another  vertical  plane  which  is 
parallel  to  said  first  vertical  plane,  the  antenna 
units  in  said  second  plane  also  oscillating  in  the 
same  phase  with  respect  to  one  another,  but  in 
opposite  phase  with  respect  to  the  antenna  units 
In  the  first  plane,  whereby  the  waves  radiated 
from  said  antenna  units  are  highly  concentrated 
in  a  horizontal  plane,  a  vertical  transmission  line 
comprising  a  pair  of  closely  spaced  wires  coupling 
the  dlpole  antenna  units  of  each  plane  together, 
and  a  pair  of  connections  having  a  length  sub- 
stantially equal  to  an  odd  multiple  of  half  the 
wave  length  coupling  together  said  vertical  trans- 
mission lines. 


2.018.344 

POWER  TRANSMITTING  DEVICE 

Otto  Bratz,  Adrian.  Mich.,  assignor  to  American 

Cable    Company.    Inc.,    Bridgeport.    Conn.,    a 

corporation  of  Delaware 

.Application  November  13.  1933.  Serial  No.  697,877 

4  Claims.     (CI.  74 — 502) 


1.  In  combination,  a  flexible  tubular  casing 
formed  with  a  rigid  terminal  sleeve  portion,  a  flex- 
ible strand  slidable  in  the  casing  and  having  a 
rigid  terminal  rod  portion  fixed  thereto,  and 
means  on  the  sleeve  portion  providing  a  fulcrum 
for  relative  oscillation  of  the  sleeve  and  rod. 


2.018.345 
CHLORINATION  OF  .ALIPHATIC 
HYDROCARBONS 
Edgar  C.  Britton.  Gerald  H.  Coleman,  and  Bart- 
holdt  C.  Hadler.  Midland,  Mich.,  assignors  to 
The  Dow  Chemical  Company.  Midland.  Mich., 
a  corporation  of  Michigan 
No  Drawing.     Application  February  1.  1933, 
Serial  No.  654.770 
16  Claims.      (CI.  260—166) 
1.  In  a  method  of  chlorinating  saturated  ali- 
phatic hydrocarbons  wherein  chlorine  Is  reacted 
with  a  saturated  aliphatic  hydrocarbon,  contain- 
ing from  three  to  five  carbon  atoms,  to  form  a 
mixture   containing   saturated    chloro-hydrocar- 
bons.  hydrogen  chloride,  and  oleflnlc  compounds, 
the  step  which  consists  in  reacting  hydrogen  chlo- 
ride, formed  during  the  chlorinatlon.  with  said 
oleflnic  compounds  at  a  temperature  below  about 
200°  C.  to  convert  the  latter  Into  saturated  chloro- 
hydrocarbons. 


2.018.346 

WINDOW   SASH  LOCK 

Harper  A.  Busby.  Chicago.  111. 

ApplicaUon  June  18.  1934.  Serial  No.  731.034 

8  Claims.     (CL  70— 14) 


-a 


1.  A  locking  device  for  windows,  comprising  an 
Internally  threaded  sleeve  member  adapted  to  be 
mounted  in  a  frame  member  of  a  window  sash,  a 
sleeve  member  having  apertured  forward  and 
rear  ends  and  adjacent  shoulders  with  an  un- 
obstructed Interior  therebetween  and  being 
adapted  to  be  mounted  in  an  oppositely  disposed 
frame  member  of  another  window  sash,  a  locldng 
member  mounted  in  said  second-named  sleeve, 
said  locking  member  having  threads  at  one  end 
and  an  enlarged  head  having  a  non-circular  re- 
cess at  the  other  end.  and  a  coll  spring  in  said 
second-named  sleeve  having  an  end  abutting  said 
enlarged   head   and   an  end   abutting  said   rear 
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shoulder,  said  non-circular  recess  being  adapted 
to  receive  the  shank  of  a  key  insertable  through 
the  aperture  at  the  forward  end  of  said  second 
named  sleeve  member  whereby  the  threaded  end 
of  said  locking  member  may  be  rotated  into  and 
out  of  engagement  with  the  threads  of  said  first- 
named  sleeve  when  said  frame  members  are  In 
oppositely  disposed  relation,  said  coil  spring  serv- 
ing to  retract  said  locking  member  when  released 
from  said  first-named  sleeve  member  to  permit 
relative  movement  of  said  sashes,  the  shoulder 
at  the  forvvard  end  of  said  second  named  sleeve 
member  serving  as  a  stop  for  said  locking  mem- 
ber when  retracted  under  the  action  of  said 
spring. 

2,018,347 
ELECTRIC  RARE  GAS  FILLED  LAMP 
Jean  Marie  Edouard  de  Beaufort,  Paris,  France, 
and  Anton  Lederer.  Vienna,  Austria,  Cathennc 
Danzer  and  General  Conrad  Randa.  executors 
of  said  Anton  Lederer,  deceased,  assignors  of  the 
entire    right    of    Anton    Lederer,    deceased,    to 
Ernest  Anton  Lederer,  Glen  Ridge.  N.  J-     ^  ,^^ 
Application  December  22.  1930.  Serial  No.  504,138. 
In  Austria  February  22,   1930.     Renewed  De- 
cember 21,  1934 

1  Claim.     (CI.  176—122) 


An  electric  illuminating  lamp  for  operation  on 
alternating  current,  comprising  a  globular  bulb 
having  a  rare  gas  atmosphere  at  least  containing 
neon,  a  small  quantity  of  mercury,  and  two  coop- 
erating electrodes  at  least  one  of  which  is  adapted 
to  be  Indirectly  heated  to  electron  emission  tem- 
perature and  Is  capable  of  electron  emission  at 
relatively  low  temperature,  whereby  to  produce  a 
luminous  gaseous  discharge,  said  electrodes  be- 
ing located  symmetrically  in  the  center  of  the  bulb 
at  about  10  mm  apart,  said  bulb  being  about  60 
to  70  mm.  diameter,  and  the  pressure  of  the  con- 
tained gas  being  between  about  2  and  10  mm., 
such  that  at  a  voltage  of  about  20  volts  the  gase- 
ous discharge  current  Is  about  0.4  to  0.5  ampere 
while  the  total  Illumination  given  by  the  lamp  is 
due  to  the  simultaneous  excitation  to  luminescence 
of  the  rare  gas  and  mercury  vapor. 


2,018.348 

MEANS  FOR  CONTROLLING  THE  TERMINAL 

PRESSURE  OF  AN  ELECTRIC  DEVICE 

Popko  Relnder  Dijksterhuis.  Eindhoven.  Neth- 
erlands,   assignor    to    Radio    Corporation    of 
America,  a  corporation  of  Delaware 
Application  June  20.  1929.  Serial  No.  372,228 
In  the  Netherlands  July  31.  1928 
3  Claims.     (CL  175—363) 


ter  circuit  coupled  to  said  rectifier  circuit,  a  load 
circuit,  a  variable  impedance  in  said  first  named 
circuit,  a  space  discharge  device  having  an  input 
and  an  output  circuit,  said  output  circuit  being 
shunted  across  said  filter  circuit  and  including 
means  for  controlling  said  variable  impedance  in 
accordance  with  the  flow  of  current  in  said  out- 
put circuit,  said  input  circuit  including  a  resist- 
ance, an  auxiliary  source  of  current,  means  for 
shunting  said  auxiliary  current  source  across  said 
resistance  comprising  a  relay  device,  means  for 
connecting  said  filter  circuit  to  said  load  circuit, 
Including  means  for  energizing  said  relay  where- 
by said  relay  device  is  affected  in  accordance 
with  the  intensity  of  current  flowing  from  the 
filter  output  to  the  load. 


2,018,349 
WIRELESS  DIRECTION  FINT)ING  SYSTEM 
Harry  MelviUe  Dowsett,  Winchmore  Hill,  London, 
and    Louis   Edward    Quintrell   Walker,    Maida 
Vale,  London,  England,  assignors  to  Radio  Cor- 
poration of  America,  a  corporation  of  Delaware 
AppUcation  June  22,  1934.  Serial  No.  731.814 
In  Great  Britain  May  6,  1933 
8  Claims.     (O.  250—11) 


1.  In  a  transmitting  station  for  use  in  a  wire- 
less direction  finding  system  wherein  television 
signals  corresponding  to  a  picture  giving  an  Indi- 
cation Identifying  the  said  station  are  transmitted, 
a  directional  aerial,  a  non-directional  aerial, 
means  for  causing  the  directivity  of  said  direc- 
tional aerial  to  be  continuously  rotated,  means 
for  energizing  said  non-directional  aerial,  means 
for  modulating  the  energy  supplied  by  said  last 
named  means  with  energy  characteristic  of  tele- 
vision picture  signals  obtained  by  scanning  a  pic- 
ture indicative  of  the  instantaneous  directivity  of 
the  directional  system  and  with  energy  Identify- 
ing the  station,  means  for  interrupting  said  non- 
directional  radiation  for  a  predetermined  short 
interval  during  each  scanning  operation,  means 
for  energizing  said  directional  aerial  system  dur- 
ing the  intervals  when  the  non-directional  radia- 
tion is  interrupted,  and  means  for  modulating  the 
energy  supplied  to  said  directional  aerial. 


1.  A  circuit  Including  a  source  of  alternating 
current,  a  rectifier  circuit  coupled  thereto,  a  fll- 


2,018.350 

PRODUCTION  OF  ALDEHYDES  FROM 

DICAFBOX^XIC   ACIDS 

Otto  Drossbach  and  .\doIf  Johannsen.  Ludwigs- 
hafen-on-the-Rhine.    Germany,    assignors    to 
General  Aniline  Works.  Inc.,  New  York,  N.  Y., 
a  corporation  of  Delaware 
No  Drawing.    Application  January  18.  1927.  Serial 
No.  161,953.    In  Germany  January  28.  1926 
3  Claims.     (CI.  260— 136) 
1.  The  process  of  producing  aldehydes  which 
comprises  treating  a  dicarboxylic  acid  substance 
with  a  reducing  gas  at  a  temperature  between 
200°  C.  and  400°  C.  in  the  presence  of  a  hydrogena- 
tlon  catalyst  activated  by  the  addition  thereto  of 
a  substance  selected  from  the  group  consisting  of 
lead,  glucinium,  cerium,  uranium,  chromium.  Iron, 
copper,  manganese  and  cobalt  and  the  oxides  of 
these  metals,  the  metal  contained  in  the  activat- 
ing constituent  being  different  from  the  metal  con- 
tained In  the  hydrogenation  catalyst. 
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2,018.351 
BRAKE   CONTROL   APPARATUS 
Walter  R,  Freeman.  Jay.  Okla..  aasifnor  to  Mid- 
West  Encineerlnx:  Corporation.  Tulsa,  Okla..  a 
corporation  of  Olilaiioma 

AppUcation  March  9.  1932,  Serial  No.  597,674 
10  Claims.     (CL  192 — 4) 


1.  In  apparatus  of  the  class  described,  the 
combination  of  a  fluid  brake  mechanism  and  a 
shifting  mechanism  for  a  change  speed  gearing, 
valve  means  for  holding  the  brake  applied,  and 
means  operated  by  the  shifting  mechanism  when 
It  Is  in  its  high  speed  or  next  to  high  speed  posi- 
tion to  render  the  holding  means  inoperative,  said 
means  being  ineffective  under  other  positions  of 
the  shifting  mechanism. 


2.018,352 
OPERATING   DEVICE    FOR    PERFORATING 
BLADES      USED     IN     THE      FORMS      OF 
PRINTING  MACHINES 

Eagen  Frolich.  Zurich.  Switxerland 

AppUcation  May  17,  1934,  Serial  No.  726.186 

In  Germany  June  24,  1933 

3  Claims.      (CI.  164—98) 


1.  A  device  for  operating  perforating  blades 
mounted  in  the  form  of  a  printing  machine, 
comprising  a  casing,  a  spring-controlled  operat- 
ing bolt  in  said  casing,  a  shaft  in  the  casing, 
a  ratchet  wheel  on  the  shaft,  a  spring-controlled 
plunger  projecting  from  the  casing,  a  pawl  on 
the  plunger  adapted  to  co-operate  with  said 
ratchet  wheel  for  imparting  partial  rotation  to 
the  shaft  at  each  depression  of  the  plunger,  a 
toothed  cam  wheel  mounted  exchangeably  on  the 
shaft,  a  shoulder  on  the  bolt  adapted  to  co-op- 
erate with  the  teeth  of  said  cam  wheel  for  ad- 
vancing the  bolt,  and  means  enabling  the  plung- 
er to  act  directly  on  the  bolt  for  advancing  the 
latter  whenever  such  advancing  movement  is 
Initiated  by  the  cam  wheel. 


2.018,353 
TRANSMISSION    UNE 
Albrecht    Gothe.    Berlin,    Germany,    assignor    to 
Telefnnken    Gesellschaft   fiir   Drahtlose    Tele- 
graphic m.  b.  H.,  Berlin,  Germany,  a  corpora- 
tion of  Germany 
AppUcation  November  18.  1931.  Serial  No.  575.701 
In  Germany  November  21.  1930 
7  Claims.     (CI.  173—265) 
1.  A  radio  frequency  cable  comprising  spaced 
inner  and  outer  conductors  means  for  spacing  said 
conductors,  said  spacing  means  being  in  the  form 


of  spherical  beads  threaded  over  the  inner  con- 
ductor, said  beads  t>eing  of  low  loss  material  hav- 
ing apertures  substantially  '?qual  at  the  ends  of 


said  apertures  to  the  diameter  of  said  inner  con- 
ductor, but  gradually  increasing  in  diameter  to- 
ward the  center  of  said  spacing  means. 


2.018.354 
METHOD  OF  PtTlIFYING  AND   DECOLORIZ- 
ING  CINCHOPHEN 
Ernest  F.  Grether.  Midland,  Mich.,  assignor  to  The 
Dow   Chemical   Company,    Midland,    Mich.,    a 
corporation  of  Michigan 

No  Drawing.    Application  April  28.  1932. 

Serial  No.  608.137 

12  Claims.     (CI.  260 — 39) 

1.  In  a  method  of  purifying  and  decolorizing 

clnchophen,  the  step  which  consists  In  cr3rstal- 

lizlng  ammonium  alpha-phenylcinchonate  from 

an  aqueous  solution  thereof. 

3.  In  a  method  of  purlfsrlng  and  decolorizing 
clnchophen.  the  step  which  consists  in  acidifying 
a  solid  salt  of  clnchophen  selected  from  the 
group  consisting  of  the  ammonium,  alkali  metal, 
alkaline  earth  metal,  and  magnesium  salts  of 
clnchophen  with  more  than  Its  chemical  equiva- 
lent of  a  concentrated  liquid  water  soluble  car- 
boxylic  acid. 


2.018.355 
COMPOSITION  OF  MATTER  FOR  THE  M.4NU- 
FACTURE  OF  ARTIFICIAL  STONE 
Charles  H.  Hagopian.  New  York,  N.  Y. 
No  Drawing.     AppUcation  December  1.   1933, 
Serial  No.  700,568 
2  Claims.      (CI.  106 — 29) 
2.  A  composition  for  producing  molded  artifi- 
cial stone,  consisting  of  a  solution  of  water,  mag- 
neslum  sulphate,  sulphuric  acid,  magnesium  chlo- 
ride, chrome  alum  and  magnesium  fluoride,  hav- 
ing  mixed  therewith   in  quantify   to   produce    a 
plastery  mass  having  a  cream-like  consistency,  a 
mixture    of  casein,   talcum,  calcined    magnesite. 
borax  and  sard,  and  having  added  thereto,  just 
previously  to  pouring  in  the  mold.  China-wood  oil. 


2  018  356 
TRANSMISSION   OF  RELATED   RADIANT 

FREQUENCIES 
John  Hays  Hammond,  Jr.,  Gloucester.  Mass. 

Application  November  9.  1929,  Serial  .No.  405.873 
16  Claims.     (CI.  250—10) 


• 


1.  The  method  of  producing  a  plurality  of  ac- 
curately related  frequencies  which  comprises  pro- 
ducing a  main  frequency  and  a  modulating  fre- 
quency, said  modulating  frequency  having  a  value 
equal  to  the  difference  between  any  two  successive 
frequencies  to  be  produced,  combining  said  two 
generated  frequencies  and  producing  from  said 
combination  a  frequency  equal  to  the  sum  of  said 
two  frequencies  and  a  frequency  equal  to  the  dif- 
ference between  said  two  frequencies,  combining 
at  least  one  of  said  last  two  produced  frequencies 
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with  said  modulating  frequency  and  producing 
from  said  combination  a  frequency  equal  to  the 
sum  of  the  two  last  combined  frequencies  and  a 
frequency  equal  to  the  difference  t>etween  the  two 
last  combined  frequencies. 


2.018.357 
NAVIGATIONAL  GUIDE    SYSTEM 
John  Hays  Hammond,  Jr.,  Gloucester,  Mass.,  as- 
signor to  Radio  Corporation  of  America,  a  cor- 
poration of  Delaware 

Application  May  31,  1934.  Serial  No.  728,216 
6  Claims.     (CI.  250—11) 


2.  In  a  navigational  guide  system  of  the  type 
wherein  signals   are  transmitted  from  a  known 
point  and  received  by    a    craft  the   position  of 
which  it  is  desired  to  determine  relative  to  the 
known  point  and  surrounding  terrain  and  where- 
in for  determining   the  position  of  the  craft   a 
particular  interval  of  time  is  taken  during  which 
the  velocity  and  direction  of  movement  of  the 
craft  are  fixed  and  the  direction  of  the  incoming 
signals  determined  at  the  beginning  and  at  the 
end  of  said  interval  of  time  from  which  data  the 
position  of  the  craft  is  determined,   a  plotting 
mechanism  comprising  in  combination  a  plotting 
surface  including  a  map  of  the  terrain  adjacent 
the  kno\)^Ti  point  and  having  an  indication  there- 
on representative  of  the  location  of  the  known 
point,  means  for  indicating  the  direction  of  travel 
of  the  craft  with  respect  to  the  map  comprising 
a  settable  member  pivoted  on  said  plotting  sur- 
face  at  the   point  on  said  map   indicating   the 
position  of  the  known  point,  means  comprising  a 
slidable  member  cooperating   with  said  pivoted 
member  and  adapted  to  be  set  on  said  pivoted 
member  a  distance  from  the  pivot  point  of  the 
pivoted  member  corresponding  to  a  unit  of  dis- 
tance the  craft  will  travel  at   a  predetermined 
velocity  in  the  kno^^Ti  period  of  time,  a  second 
settable  member  pivoted  on  the  slidable  member 
repeater  means  for  rotating  said  second  member 
about  its  pivot  point,  a  third   settable  member 
pivoted  at  the  same  point  as  the  first  settable 
member,  repeater  means  for  rotating  said  third 
member  about   its  pivot   point,  direction  finder 
apparatus    for   Intercepting   signals   transmitted 
from  the  known  point  and  means  for  selectively 
connecting  said  repeater  means  to  said  appara- 
tus to  operate  said  pivoted  members  in  accord- 
ance with  the  operation  of  the  direction  finder 
apparatus. 


connecting  a  group  of  like  circuits  of  said  oscil- 
lators in  parallel  with  like  polarity,  and.  means 
for  coupling  the  other  circuits  of  said  oscillators 


2.018. 3!>8 
FILTER 
Clarence  W.   Hansell,  Port  Jefferson,  N.  Y.,  as- 
signor   to    Radio    Corporation    of    America,    a 
corporation  of  Delaware 
Original   application   September  24,  1931.   Serial 
No.  564.770.     Divided  and  this  application  Oc- 
tober 19,  1932.  Serial  No.  638.475 

4  Claims.     (CI.  178 — 44) 

1.  A   filter   circuit   comprising   a   plurality   of 

magneto-strictlcn  oscillators  having  overlapping 

resonance  curves,  each  of  said  oscillators  having 

an  input  circuit  and  an  output  circuit,  means  for 
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effectively  in  series,  some  of  the  other  circuits 
being  connected  with  relatively  reversed  polarity 
with  respect  to  said  group  of  circuits  in  parallel. 

2.018,359 
DEPILATORY  AGENT 

Oonah  Margaret  Hedberg,  Christchurch,  New 
Zealand,  assignor  to  Oonah  Limited,  Christ- 
church,  New  Zealand,  a  company  of  New  Zea- 
land 

No  Drawing.     AppUcation  April  20.  1933.  Serial 
No.  667,056.    In  New  Zealand  May  13.  1932 
5  Claims.     (CI.  149— 2) 
1.  A  depilatory  for  application  to  the  flesh  side 

of  hides  as  a  paint  and  consisting  of  a  sodium 

sulphide  base,  a  thickening  agent,  and  a  soap. 

2,018.360 

CONVEYER  APPARATUS 

Ernst  Wilhelm  Heintges,  Hennigsdorf,  near 

Berlin,  Germany 

AppUcation  June  1.  1934,  Serial  No.  728.517 

In  Germany  August  28,  1933 

8  Claims.     (CI.  198 — 1) 


1.  A  conveyer  apparatus  for  operating  be- 
tween two  work  places,  more  particularly  intend- 
ed for  conveying  rolled  material  to  and  fro  be- 
tween a  rolling  mill  and  a  furnace,  comprising 
a  stationary  guide  adapted  for  support  at  any 
determined  elevation  from  a  supporting  surface, 
a  carrier  mounted  for  movement  in  opposite  di- 
rections upon  the  guide  with  a  travel  such  that 
it  may  project  from  either  end  of  the  guide,  a 
work  support  mounted  for  movement  from  end 
to  end  of  the  carrier,  means  for  traversing  the 
carrier  upon  the  guide  and  means  for  imparting 
movement  to  the  work  support  consequent  upon 
the  movement  of  the  carrier. 

2.018,361 

FLt^D  METER 

Roy  O.  Henszey,  Oconomowoc,  Wis. 

Application  February  23,  1929.  Serial  No.  341380 

12  Claims.     (CI.  73—37) 


^ 


in/fn n 


1.  In  a  device  of  the  character  descrit)ed.  the 
combination  with  a  meter  chamber  of  substan- 
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Ually  circular  cross  section  provided  with  an 
off-center  inlet  for  admitting  to  said  chamber  a 
fluid  to  be  measured  and  an  unobstructed  out- 
let adapted  for  direct  peripheraJ  discharge  of 
the  full  stream  moving  about  the  chamber 
whereby  to  permit  the  egress  of  such  fluid  from 
said  chamber  substantially  unimpeded,  of  a  rotor 
disposed  within  said  chamber  and  subject  to  a 
vortex  produced  therein,  said  rotor  being  sub- 
stantially co-axial  with  said  chamber  whereby 
to  turn  freely  at  the  rate  of  rotation  of  said 
vortex. 

2.018.362 
ELECTRON  DISCHAKGE  TUBE 
Edward  W.  Herold,  Bloomfleld,  N.  J.,  assirnor  to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 
Application  September  9,  1932,  Serial  No.  632,285 
3  Oaims.     (CI.  250—27.5) 
4 
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2.  An  electron  discharge  tube  comprising  a 
cathode,  a  helical  control  grid  surrounding  the 
cathode,  a  helical  screen  grid  surrounding  the 
control  grid,  an  anode  electrode  In  the  form  of  a 
plate  surrounding  the  screen  grid,  and  a  plu- 
rality of  parallelly  arranged  metal  strips  mounted 
on  the  inner  surface  of  and  at  substantially  right 
angles  to  said  anode  electrode 


2.018.363 
ATTACHMENT   FOR  MACHINE   TOOLS 
William  G.  Hoelscher.  Norwood,  and  Albert  E. 
Robinson,  Cincinnati,  Ohio,  assignors  to  The 
American    Tool    Works   Company.    Cincinnati, 
Oliio,  a  corporation  of  Ohio 
Application  May  19.  1934,  Serial  No.  726..  32 
5  Claims.     (CI.  82 — 34) 

If' 


1.  In  a  lathe,  a  bed.  a  tool  carriage  slidably 
mounted  on  said  bed  for  movement  longitudi- 
nally thereof,  said  carriage  including  an  apron 
housing,  a  stop  element  mounted  on  the  bed 
adapted  to  be  engaged  by  the  carriage,  a  scale 
bar  mounted  in  the  side  of  the  bed  .^itudi- 
nally  thereof  adjacent  to  and  extending  behind 
the  apron  housing  whereby  the  amount  of  move- 
ment of  the  carriage  can  be  rea  "-  certained 
for  setting  the  stop  element. 

2.018.364 
REMOTE  CONTROL  DE\^CE 
Paul  E.  G.  Jensen.  Brooklyn.  N.  Y..  assifirnor  to 
Radio  Corporation  of  America,  a  corporation  of 

AppUcation  Aofust  15.  1931.  S*-         .:     557,407 
1  Claim.     iCl.  177  ) 

A  control  unit  for  sound  pict'  e  apparatus,  in- 
cluding means  for  adjusting  a  cdntrol  of  said  ap- 
paratus at  the  apparatus,  means  for  actuating  the 
adjusting  means  comprising  a  reversible  motor. 
a  reversing  switch  in  the  audience  for  controlling 
the  operation  of  said  motor,  manual  means  at 
said  adjusting  means  for  actuating  the  adjust- 


mg    means    Independent    of    said    motor,    afltl 
luminous   means   adjacent    said    aprjaratus    and 


visible  from  said  reversing  switch  for  Indicating 
the  position  of  the  adjusting  means. 


2,018.365 
BALL  JOINT 
Reynold   E.  Kla^es  and   William   A.   Flumerfelt. 
Colombas,   Ohio,   assirnors   to  The   Columbus 
Auto  Parts  Company.  Columbus,  Ohio,  a  corpo- 
ration of  Ohio 
AppUcation  December  11.  1933.  Serial  No.  701,742 
5  Claims.     (CI.  287—90) 


1.  A  ball  Joint  Including  a  housing  having  a 
bore  therethrough;  a  second  bore  in  said  hous- 
ing having  its  axis  arranged  at  an  angle  to  the 
axis  of  said  first  mentioned  bore;  a  ball  stud 
having  a  ball  portion  arranged  in  said  first  men- 
tioned bore  in  the  housing ;  ball  seats  having  con- 
cave inner  surfaces  and  being  interposed  be- 
tween the  surface  of  said  ball  and  the  walls  of 
the  first  mentioned  bore  in  said  housing;  a  plung- 
er arranged  in  said  second  mentioned  bore,  said 
plunger  having  a  curved  portion  engageable  with 
the  exterior  surface  of  one  of  said  seats,  said 
curved  portion  of  said  plunger  being  of  a  radius 
slightly  greater  than  the  radius  of  curvature  of 
the  exterior  surface  of  said  ball  seat;  and  spring 
means  for  urging  said  plunger  into  engagement 
with  the  curved  exterior  surface  of  one  of  said 
ball  seats. 


2.018.366 
PLTWCH 

Karl  Klatise,  Appleton,  Wis. 

Application  January  22.  1934.  Serial  No.  707,768 

7  Claims.     (CI.  164 — 99) 


Octobek22.1935 


U.  S.  PATENT  OFFICE 


843 


mounted  for  advance  during  a  punching  opera- 
tion of  a  penetrable  die  between  the  members  for 
advance  during  each  punching  operation,  an  arm 
provided  with  a  friction  detent  for  engaging  the 
penetrable  die.  a  stop  positioned  to  prevent  the 
arm  from  advancing  the  full  distance  of  each 
advance  of  the  web.  and  resiUent  means  for  re- 
tracting the  arm  after  each  advance. 

2.018.367 
PFPMANENT  WAVING  DEVICE 

Armand  E.  La<"kenbach.  New  York.  NY. 

Application  August  25,  1932,  Serial  No.  630,332 

35  CUims.     (CL  132—36.2) 


providing  for  the  passage  of  an  igniting  flame 


t 

1  A  pad  for  permanent  waving  without  the 
use  of  electricity  comprising  an  envelope  of  soft 
pliable  metal  material  having  a  plurality  of  aper- 
tures in  at  least  one  face  thereof  and  contain- 
iZl  mixture  of  chemicals,  and  a  film  of  soluble 
material  over  said  perforated  face. 

2.018.368 
END-OF-LINE   INDICATOR 
Ross  A.  Lake.  Chicago,  HI.,  assignor  to  ^^^^''tyPe 
Corporation.    Chicago.    111.,    a    corporation    of 

Application  July  13.  1932.  Serial  No.  622.180 

Renewed  January  12.  1935 

21  Claims.     (CI.  178—25) 


from  one  of  said  fuel  grooves  to  the  nfxt^  and 
separate  means  for  supplying  fuel  to  said  igniter. 

2,018.370 
HIGH  FREQUENCY  CIRCLTIT  ARRANGEMENT 
Frederick  Charles  Lunnon,  Chelmsford,  England, 
assignor  to  Radio  Corporation  of  America,  a 
corporation  of  Delaware         ^  _,  ,  ^,     K,t  ooi 
Application  January  26,  1931,  Serial  No  511.281 
In  Great  BriUin  February  19,  1930 
2  Claims.     (CI.  250— 17 

T 


1  The  combination  with  an  electron  discharge 
device  having  an  output  circuit,  and  another  elec- 
tron discharge  device  having  an  input  cu-cuit 
of  a  condenser  potentiometer  comprising  lour 
seriaily  connected  condensers  for  coupling  said 
inputand  output  circuits  together,  ana  individual 
connections  from  said  output  circuit  to  tap  points 
on  said  potentiometer  between  the  first  and  sec- 
ond condensers  and  third  and  fourth  condenseis 
resoectively  and  a  connection  from  said  input 
c^c^t  to  a  tap  point  on  said  potentiometer  be- 
tween the  .',econd  and  third  condensers. 

2,018,371  ^^^ 

ELECTRIC  MOTOR  AND  PUMP  HEAD 

Roy  M.  Magnuson,  San  Jose.  C^f..  assignor  to 
Food  Machinery  Corporation,  San  Jose,  Calif., 
a  corporation  of  Delaware    ^     ^  ,  ^^      „.^  ..- 
AppUcation  October  2.  1933,  Serial  No.  691.866 
7  Claims.     (CI.  172—36) 


7.  The    combination    with    opposed    members 
comprising  a  male  die  and  an  anvil  respectively 


1  In  combination  with  a  telegraph  transmitter 
Including  a  cyclically  operating  cam  shaft,  a 
control  switch  actuated  by  said  cam  shaft  and  a 
carriage  return  signal  key.  of  a  signal  recording 
mechanism  including  a  progressively  operative 
signal  recorder  under  control  of  said  switch  and 
a  cumulative  signal  indicator,  means  for  actuat- 
ing said  indicator  under  control  of  said  recorder, 
and  means  for  restoring  said  recorder  under  con- 
trol of  said  key. 

2.018.369 
PILOT   LIGHT  FOR  OIL   BURNERS 
Louis  V.  Lucia.  Hartford.  Conn. 
Application  March  15.  1932.  Serial  No.  598.970 
8  Claims.     (CI.  158—86) 
8   A  burner  comprising  a  base  having  spaced 
concentric  fuel  grooves  therein,  means  for  sup- 
Dlving  fuel  to  said  grooves,  a  single  Igniter  for  Ig- 
niting the  fuel  in  one  of  said  fuel  grooves,  means 


TiflC 


1    An  electric  motor  comprising  a  vertical  hous- 
ing." a  stator  secured  therewithin,  a  fixed  hollow 
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reentrant  axle  projecting  centrally  upward  into 
said  housing  from  the  lower  portion  thereof,  bear- 
ing means  mounted  on  said  axle  externally  there- 
of, an  axially  bored  rotor  surrounding  said  axle 
and  directly  journalled  on  said  bearing  means,  a 
drive  shaft  secured  to  said  rotor  and  projecting 
downwardly  through  said  axle,  a  shaft  protective 
tubing  surrounding  said  drive  shaft  and  project- 
ing upwardly  into  said  axle,  and  a  take-up  means 
for  said  protective  tubing  disposed  within  said 
axle  and  accessible  through  the  upper  end  of  the 
axle. 

2,018.372 

LABYRINTH  PACKING  DEVICE 

Harold  Lyall  Mason.  Hampstead. 

London,  England 

AppUcation  March  IS,  1930,  Serial  No.  435.549 

In  Great  Britain  April  24.  1929 

8  Claims.     (CI.  286—10) 

njpf  


?  fr't...<..  AJ-j^^ 


1.  Labyrinth  sealing  means  between  a  high 
pressure  area  and  a  lower  pressure  area  com- 
prising in  combination  a  labyrinth  block,  a 
series  of  spaced  recesses  in  said  block,  a  rod  pass- 
ing centrally  through  said  block  and  said  recesses, 
each  recess  communicating  with  the  next  one 
through  a  narrow  channel  between  said  block  and 
said  rod.  said  recesses  progressively  diminishing 
in  cross  sectional  area  from  the  high  pressure  to 
the  lower  pressue  area,  the  dimensions  of  the  re- 
cesses being  such  that  the  second  recess  has  a 
volumetric  capacity  of  about  fifty  per  cent  less 
than  the  first  recess,  the  subsequent  recesses  pro- 
gressively diminishing  in  the  same  way. 


2.018.373 

BAND.   STAMP.   OR   LABEL   MAGAZINE   AND 

HANDLING  MECHANISM 

Charles  G.  Maxwell,  Durham.  N.  C.  assiinior  to 
International  Banding  Machine  Company.  New 
York,  N.  Y.,  a  corporation  of  New  York 
Application  May  2,  1933,  Serial  No.  669.062 
13  Claims.     (CI.  271^30) 


^■  T.^i 


ZJ. 


1.  A  band  magazine  consisting  of  a  curved  sec- 
tion having  an  "up-leg"  and  a  "down-leg"  both 
extending  vertically  to  provide  a  continuous  un- 
obstructed channel  to  receive  a  stack  of  bcmds, 
a  portion  of  which  is  in  curved  formation,  the  . 
curved  section  of  the  magazine  having  a  slot  or  ! 
(H>ening  in  its  lower  waJI  to  expose  an  edge  of 
the  band  stack.  i 


2.018.374 

SOUND  RECORDING  SYSTEM 

Walter  A.  MaoNair.  Millbam.  N.  J.,  assignor  to 

Bell  Telephone  Laboratories,  Incorporated,  New 

York.  N.  Y..  a  corporation  of  New  York 

AppUcation  Joly  28.  1934.  Serial  No.  737,347 

4  Claims.     (CI.  179— 100.3) 


1.  In  a  recording  system,  a  source  of  modu- 
lated currents,  means  for  amplifying  said  cur- 
rents Including  a  controlled  amplifier,  a  circuit 
for  supplying  the  output  ef  said  amplifier  to  a 
recording  device,  a  detector  energized  by  said 
modulated  currents  and  having  an  element  con- 
trolling the  output  of  said  controlled  amplifier, 
an  asymmetrically  conductive  device  in  parallel 
relation  with  said  element,  and  a  source  of  po- 
tential in  serial  relation  with  said  asymmetrl- 
caUy  conductive  device  and  connected  to  oppose 
the  potential  difference  developed  across  said 
element. 


2.018.375 

REGULATING  VALVE  FOR  FLOOR 

WAXING  DEVICES 

GUbert  Edward  McCants.  Chicago.  III.,  assignor 

to  Federal  Varnish  Company.  Chicago.  111.,  a 

corporation  of  Illinois 

AppUcation  May  14.  1934.  Serial  No.  725,496 
2  Claims.     (CL  251—80) 


^  - 

■ '  -^ 

V 

- 
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1.  In  a  valve  for  a  liquid  applicator,  a  regu- 
lating valve  body  member  adapted  to  ha^e  one 
end  attached  to  a  hollow  handle,  said  body  mem- 
ber formed  with  a  stepped  bore  including  a 
smooth  portion,  a  threaded  portion  adjacent  the 
open  end  thereof  and  provided  with  a  packing 
nut,  an  intermediate  threaded  portion,  said 
smooth  portion  formed  with  a  transverse  port 
communicating  with  said  bore  and  cutting 
through  the  side  wall  of  said  body  member,  a 
tubular  valve  stem  having  one  end  adapted  to 
be  rigidly  secured  to  the  hollow  handle  and  the 
body  thereof  rotatably  mounted  within  the  bore 
of  said  body  member,  threads  formed  on  said 
valve  stem  to  engage  with  the  threaded  portion 
of  said  body  member,  a  p  lot  end  extending  into 
the  smooth  portion  of  the  bore  of  said  body  mem- 
ber, said  pilot  end  provided  with  a  duct  adapted 
to  be  brought  into  registry  with  the  transverse 
port  in  the  body  member  by  the  partial  rotation 
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of  the  valve  stem  within  the  body  member  estab- 
lishing communicat.on  between  the  bore  of  the 
valve  stem  and  the  port  in  the  body  member. 


2,018.376 

TOOL  HANDLE 

Joseph  McMenamin,  Philadelphia.  Pa. 

Application  May  24,  1934.  Serial  No.  727,263 

2  Claims.     (CI.  279—104) 

13       ..  .    u 


1.  A  tool  handle  fastener  comprising  a  ta- 
pered tang  formed  upon  the  tool,  a  handle  hav- 
ing a  substantially  cylindrical  bore,  and  barbs 
formed  upon  the  exterior  and  inclined  away  from 
the  end  of  the  tang  for  penetrating  the  wall  of 
the  bore  when  forced  in. 


2.018,377 
METHOD  AND  APPARATUS  FOR  DEHY- 
DRATING AND  DISTILLING  TAR 
Stuart  Parmelee  MiUer,  Scarsdale.  N.  Y.,  assignor 
to  The  Barrett  Company.  New  York,  N.  Y.,  a 
corporation  of  New  Jersey 
AppUcation  March  24.  1927.  Serial  No.  177,862 
Renewed  November  15,  1933 
5  Claims.     (CL  202 — 30: 


1.  The  method  of  dehydrating  tar  and  of  re- 
covering oils  vaporized  during  the  dehydration, 
which  comprises  cooling  fresh  hot  coal  distilla- 
tion gases  to  separate  tar  therefrom,  reheating 
the  cooled  gases  and  passing  them  Into  direct 
contact  with  water-containing-tar  to  heat  the  tar 
and  vaporize  the  water  therefrom  and  admixing 
the  resulting  gases  with  fresh  coal  distillation 
gases,  then  passing  the  admixed  gases  to  a  light 
oil  absorber  of  a  by-product  recovery  system 
thereby  recovering  with  light  oil  from  the  coal  dis- 
tillation gases  any  light  oil  vapor  distilled  from 
the  tar  during  the  dehydration. 


2  018  378 

COMBINATION  HAND  AND  MACHINE  GAS 

CUTTING   APPARATUS 

Hallvard  Nass,  Moss,  Norway,  assignor  to  Magnus 

Bjomdal.  Jersey  City,  N.  J. 

AppUcation  October  26.  1934,  Serial  No.  750,118 

In  Norway  November  20.  1933 

7  Claims.     (CI.  266—23) 

1.  In  a  gas  cutting  machine  the  combination 

of    a    torch    carriage   having    on    one    side    two 

grooved  pulleys  suitably  mounted  to  travel  on  an 

elevated    guide    rail;    a    knurled    driving    wheel 

mounted  on  the  other  side  of  said  carriage,  a 

shaft  connecting  said  driving   wheel  through  a 

suitable  gear  reduction  to  a  hand  driven  flywheel; 

a  compound  slide  rest  mounted  on  one  end  of 

459  O.  G.— M 


said  torch  carriage,  the  outermost  slide  carrying 
a  rod  extending  longitudinally  and  horizontally 
away  from  said  carriage;  a  sliding  fixture  mount- 
ed on  said  rod.  a  transverse  rod  slidably  mount- 
ed in  said  fixture,  means  for  fixing  said  fixture 
and  rods  in  a  fixed  position;  a  demountable  torch 


clamp  rotatably  mounted  on  the  end  of  said 
transverse  rod;  a  split  bushing  held  in  said  torch 
clamp,  said  split  bushing  being  permanently 
mounted  on  a  hand  torch,  said  hand  torch  being 
held  by  said  split  bushing  in  said  torch  clamp 
and  extending  longitudinally  of  the  carriage  and 
being  adjustable  in  all  directions. 


2,018,379 
APPARATUS  FOR  ELECTRIC  WELDING 
Conrad  Louis  Pfeiffer,  CMcago,  lU.,  assignor  to 
Western  Electric  Company,  Incorporated,  New 
York,  N.  Y.,  a  corporation  of  New  York 
Original  appUcation  March  16.  1928.  Serial  No. 
262.228.    Divided  and  this  application  February 
28,  1929.  Serial  No.  343,264.     Renewed  May  1, 
1935 

10  Claims.     (CI.  219 — 4) 


W\^ 


^  ^ii^^l^^ 
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1.  In  an  electric  welding  apparatus,  a  welding 
circuit  including  the  materials  to  be  welded, 
means  for  compressing  the  materials  to  be 
welded,  means  for  applying  a  welding  current 
for  a  predetermined  period  of  time,  and  means 
for  gradually  reducing  the  compressing  force  to 
zero  as  the  materials  are  fused  together. 


2.018.380 

METHOD  OF  ELECTRIC  WELDING  AND 

ANNEALING 

Conrad  L.  Pfeififer.  Chicago,  lU.,  assignor  to 
Western  Electric  Company,  Incorporated.  New 
York,  N.  Y.,  a  corporation  of  New  York 
Continuation  of  appUcation  Serial  No.  262.228, 
March  16,  1928.  This  appUcation  April  13, 
1934,  Serial  No.  720.473 

17  Claims.  (CI.  219—10) 
15.  A  method  of  producing  between  copper 
rods  a  weld  capable  of  withstanding  substantial 
reduction  in  cross-sectional  area  by  repeated 
drawing  operations,  comprising  abutting  the 
rods  in  end  to  end  relationship,  applying  a  pres- 
sure to  the  rods  not  greater  than  5000  pounds 
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per  square  inch  cross-sectional  area,  sitfiultane- 
ously  passing  a  current  through  the  rods,  the 
density  of  said  current  being  an  inverse  function 
of   the  cross-section  of   the   rods   and  over   0.1 


ampere  per  circular  mil,  decreasing  the  pres- 
sure durmg  the  movement  of  one  rod  toward 
the  other  and  controlling  the  period  of  applica- 
tion of  the  current  by  said  movement. 


2.018.381 

JOCKEY  WAGON 

John  C.  Bamaey.  Lawrence,  Kans. 

Application  December  14.  19S3.  Serial  No.  702.285 

1  Claim.     (CL  20ft— 34) 


A  jockey  wagon  comprising  a  platform  pro- 
vided with  propelling  wheels,  a  stiff  supporting 
spring  secured  to  the  front  end  of  said  platform 
and  projecting  rearwardly  in  upwardly  inclined 
position,  a  seat  carried  by  the  free  rear  end  of 
said  spring,  and  operating  connections  from  said 
seat  for  transmitting  a  propelling  action  to  said 
wheels,  said  operating  connections  comprising 
relatively  adjustable  elements  for  varying  the 
height  of  said  seat  as  well  as  correspondingly  ad- 
justing the  tension  of  said  supporting  spring. 


top  stream  and  the  stock  of  the  base  sheet  and 
then  quickly  dehydrate  the  composite  sheet  and 
draw  down  the  fibers  of  the  under  part  of  the 
top  stream  into  interlockmg  mixed  relation  with 


2.018.382 

ART  OF  PLY  PAPER  OR  BOARD 

MANUFACTURE 

John  W.  Sale,  Hopewell,  Va.,  assigrnor  to  Hnm- 
mel-Ross  Fibre  Corporation,  Hopewell.  Va..   a 
corporation  of  Viririnia 
AppUcation  October  24.  1934.  Serial  No.  749.839 
8  Claims.     (CI.  92 — 44) 
1.  In  the  art  of  making  ply  paper  or  ply  board 
or  products  of  a  similar  nature  on  a  traveling 
endless  wire,   continuously  laying   down  a  base 
sheet  on  the  wire  and  continuously  moving  the 
same  with  the  wire,  partially  dehydrating  said 
base  sheet  as  it  travels,  continuously  delivering 
on  the  top  side  of  said  base  sheet  a  highly  di- 
luted stream  of  paper  stock  at  a  point  where  the 
base  sheet  has  become  partially  dehydrated,  then 
applying  suction  to  the  underside  of  the  wire  ad- 
jacent the  point  where  the  diluted  top  stream  of 
stock  is  delivered  to  the  base  sheet,  to  first  mix 
together  adjacent  portions  of  the  stock  of  the 


the  fibers  of  the  upper  portion  of  the  base  sheet 
to  thus  form  a  single  homogeneous  sheet,  then 
further  dehydrating  the  composite  bonded  sheet 
thus  formed,  and  finally  flnlsliing  the  compos- 
ite sheet  in  a  suitable  manner. 


2.018383 

AUTOMATIC  TIDE  GATE  AND  SEWAGE 

REGULATOR 

Edwin  R.  Schofleld.  Philadelphia.  Pa. 

Application  February  10.  19S4.  Serial  No.  711,495 

19  Claims.     (CI.  137—78) 


f^^ggi^^ 


1.  In  a  sewage  system  comprising  a  district 
sewer,  an  interceptor  sewer  into  which  sewage 
from  the  district  sewer  normally  flows  and  an 
outlet  through  which  flood  water  and  sediment 
from  the  district  sewer  may  be  freely  discharged: 
a  sluice  gate  normally  extending  across  such  flood 
water  outlet  and  preventing  the  passage  of  liquid 
in  either  direction,  and  means  controlled  by  the 
liquid  level  In  said  district  sewer  for  moving  said 
gate  to  open  the  flood  water  outlet  and  for  pre- 
venting the  flow  of  sewage  into  the  Interceptor 
sewer  when  said  liquid  level  rises  above  a  prede- 
termined level  and  for  closing  the  gate  and  ad- 
mitting sewage  to  the  interceptor  sewer  when  the 
liquid  level  falls  below  a  predetermined  level. 


2.018.384 
GAUGE 
Arthur   W.    Schoof.    Riverside.    Hi.,   assignor   to 
Western  Electric  Company.  Incorporated.  New 
York.  N.  Y..  a  corporation  of  New  York 
AppUcaUon  September  14. 1933.  Serial  No.  689.367 
5  Claims.     (CI.  33 — 147) 
1.  In  a  gauge,  a  work  engaging  plunger  mov- 
able in  response  to  work  being  gauged,  two  gaug- 
ing units  each  comprising  a  movable  element  con- 
nected by  parallel  reeds  to  a  fixed  element  and 
operatlvely  associated  with  said  plunger,  a  dial, 
means  for   operatlvely   connecting   one   of   said 
gauging  units  to  said  dial,  a  pointer,  and  means 
for  operatlvely  connecting  the  other  of  said  gaug- 
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Ing  units  to  said  pointer  so  that  said  dial  and 
pointer  may  be  moved  In  opposite  directions  rela- 


tive to  each  other  when  said  gauging  plunger 
is  moved. 


2.018.385 

TENSILE  STRENGTH  TESTING  MACHINE 

David   C.   Scott,   Providence,   R.   I.,   assignor  to 

Henry  L.  Scott  Company,  Providence,  R.  I.,  a 

corporation  of  Rhode  Island 

AppUcation  September  20.  1928.  Serial  No.  307.158 

4Chiims.     (a.  265— 2) 


4.  In  a  testing  machine,  a  container,  a  liquid 
therein,  a  float  in  said  liquid,  means  by  which 
one  end  of  the  specimen  to  be  tested  may  be  at- 
tached to  said  float,  an  inclinable  support,  a 
weight  movably  mounted  thereon,  means  by 
which  said  weight  is  attached  to  the  other  end 
of  the  specimen,  means  for  inclining  said  support 
whereby  the  weight  exerts  a  pull  on  the  speci- 
men and  thus  produces  a  movement  of  said  float, 
a  recording  mechanism,  and  means  responsive  to 
the  effective  changes  of  said  liquid  £ts  effected 
by  said  float,  and  to  the  movement  of  said  weight 
to  operate  said  recording  mechanism. 


2.018.386 

SHANK  STIFFENER  AND  ADJUSTABLE 

METATARSAL  SUPPORT 

David  Sherman.  Kansas  City,  Mo. 

Application  August  27.  1934.  Serial  No.  741,557 

2  Claims.    (CI.  36 — 71) 


Inner  and  outer  soles  of  a  shoe,  a  pair  of  plate* 
interposed  between  said  inner  and  outer  soles 
along  the  shank  and  ball  regions  thereof,  the 
forward  end  of  the  upper  plate  having  a  convex 
portion  In  foot-supporting  relation  to  the  meta- 
tarsal region  of  the  foot,  said  inner  sole  having 
a  feather-edged  opening  surrounding  said  con- 
vex portion  of  the  upper  plate,  and  adjusting 
means  operable  from  the  outer  face  of  the  outer 
sole  for  raising  and  lowering  said  forward  end 
of  the  upper  plate. 

2.018.387 
PLAITING  MACHINE 

Edwin  Skedden.  National  City,  Calif. 

AppUcation  July  15.  1933.  Serial  No.  680.587 

9  Claims.     (CL  93 — 60) 

.:3. 


1.  A  shank   stiff ener  and  metatarsal  support 
for  shoes  comprising,  in  combination  with  the 


1.  In  a  machine  for  plaiting  the  walls  of  hollow 
cylindrical  objects,  a  forming  means  having  gen- 
erally the  desired  finished  shape  of  the  object  be- 
ing treated  and  arranged  to  receive  said  object 
In  Its  Initial  form,  said  means  including  a  irfu- 
rality  of  plait  delineating  channels,  each  under- 
cut at  one  side,  and  a  plurality  of  elements  each 
forming  to  said  channels  and  undercut  por- 
tions arranged  to  urge  the  walls  of  the  object 
being  treated  into  said  plait  delineating  chan- 
nels and  undercut  portions 

2  018  388 
TREATING  ALUAHNL^  AND  ALLTVONUM 
ALLOY  SURFACES 
Martin  Tostenid,  Arnold,  Pa.,  assignor,  by  mesne 
assignments,    to   Aluminum    Colors.    Incorpo- 
rated, Indianapolis,  Ind.,  a  corporation  of  Dela- 
ware 
No  Drawing.     AppUcation  August  11,  1930.  Serial 
No.  474,665.    Renewed  September  8,  1934 
17  Claims.     (CI.  148 — 6) 
1.  Method  of  providing  the  surface  of  alumi- 
num and  aluminum-alloy  articles  with  color  of 
uniform  and  permanent  characteristics  by  form- 
ing on  the  surface  of  the  aluminum  or  aluminum- 
aUoy  adsorbent  oxide  coating  and  adsorbing  in 
said    coating    inorganic    compounds    separately 
from    solutions    thereof,   said   compounds  being 
adapted  to  react  to  precipitate  an  insoluble  in- 
organic compound  of  characteristic  color. 


2  018  389 
FRUIT  JtlCE  CONTAINER  AND  MIXER 

Paul  G.  Wagner.  Los  Angeles,  CaUf . 
AppUcation  May  8.  1933.  Serial  No.  669«929    : 

19  Claims.     (CI.  225—26) 
1.  In  a  device  of  the  character  described,  a 
trap  chamber  of  given  capacity  adapted  to  fill 
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with  liquid,  a  reciprocable  valve  controlling  liq- 
uid flow  Into  said  trap  chamber,  a  faucet  em- 
bodying a  body  and  a  rotatable  valve  which  com- 
municates directly  with  said  trap  chamber,  said 
rotatable  valve  adapted  to  open  and  close  flow 
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from  said  chamber  through  said  faucet,  and  on 
operative  interconnnection  between  the  rotatable 
faucet  valve  and  the  reciprocable  trap  chamber 
valve  such  that  said  trap  chamber  valve  Is  closed 
as  said  faucet  valve  Is  opened. 


2.018.390 

ANIMAL  SYMBOL 

Horace  H.  Welch.  New  York.  N.  Y. 

AppUcation  October  5,  1933.  Serial  No.  692.353 

20  CJbOms.     (CI.  46 — 40) 


20.  The  article  of  manufacture  which  includes 
a  body-member  having  a  shape  representing  in 
miniature  the  body  of  an  animal  and  formed  with 
an  interior  housing  space,  a  wire  supported  by 
the  body-member  In  position  inside  the  housing - 
space :  and  a  heart-simulating  member  supported 
by  said  wire  also  in  position  inside  the  housing 
space  In  an  arrangement  providing  for  pseudo- 
pulsation  of  the  heart-member  relative  to  the 
body-member;  the  body-member  between  the 
pulsating  heart -member  and  the  eye  of  an  ob- 
server, consisting  of  material  sufiBclently  trans- 
parent to  provide  visibility  of  the  pulsating 
heart-member  in  the  housing-space  inside  the 
body-member;  and  the  heart-supporting  wire 
providing  small  frictional  area  between  the  rela- 
tively moving  parts  thereby  providing  for  ease 
of  initiation  of  heart-pulsation  and  a  long  time 
of  pulsation. 

2.018.391 
ROTARY  COMPRESSOR  UNIT 
Joseph  E.  Whitfield.  Batter,  Pa. 
Application  Noyember  18,  1933,  Serial  No.  698,647 
3  Claims.     (CI.  230—140) 
1.  A  rotary  compressor  comprising  a  casing 
having  inlet  and  discharge  openings,  a  compres- 
sor cage  within  the  casing  and  having  nmning 
fit  with  the  Inner  peripheral  wall  thereof  through 
a  portion  of  its  circiunference.  a  rotor  eccentri- 


cally positioned  in  the  cage  and  having  engage- 
ment therewith  when  passing  from  the  discharge 
opening  to  the  inlet  opening,  radially-movable 
vanes  carried  by  the  rofcor.  means  for  maintain- 
ing the  vanes  in  contact  with  the  inner  periphery 
of  the  cage,  and  a  plursdity  of  teeth  carried  by 
the  rotor  between  each  of  said  adjacent  vanes 


and  arranged  to  move  into  slots  formed  In  the 
cage,  when  passing  from  the  discharge  to  the 
Inlet  opening,  the  vanes  being  provided  with 
shoes  of  greater  width  than  the  width  of  the 
teeth  and  the  cage  having  widened  unslotted 
portions  with  which  the  shoes  engage  when  pass- 
ing the  said  discharge  opening. 


2  018  392 

DIE   AND  METHOD  of' MAKING   THE  SAME 

Arthur  WUlink,  Philadelphia.  Pa. 

AppUcaUon  April  2,  1934.  Serial  No.  718.571 

4  Claims.     (CI.  76— 107) 


1.  A  method  of  hardening  a  die  that  comprises 
forming  a  die  blocic  having  an  aperture  defin- 
ing surface  through  the  die  slightly  less  in  cross- 
section  than  the  cross-section  desired,  forcing  an 
object  through  saia  aperture  which  object  is 
slightly  larger  in  cross-section  than  the  cross- 
section  of  the  aperture  in  order  to  enlarge  said 
aperture,  and  coating  the  aperture  defining  sur- 
face with  a  surface  hardening  material. 

2.  A  die  comprising  a  hardened  steel  body  of 
fibres  having  a  continuous  wearing  surface  de- 
fining an  opening,  said  fibres  in  an  initial  state 
of  compression,  and  a  covering  of  chromium  on 
the  wearing  surface  of  said  die. 


2,018,393 

AMUSEMENT  DEVICE 

Oliver  B.  Andrews,  Chattanooga.  Tenn. 

AppUoation  April  16.  1935,  Serial  No.  16,632 

9  Claims,  (a.  46—37) 
1.  An  amusement  device  Including  in  combina- 
tion, a  box  structure  comprising  a  bottom  wall 
and  surrounding  side  walls  decorated  to  resemble 
a  theatre  Interior,  a  film  at  one  end  of  the  box 
carrying  successive  story  plcturlzations  thereon, 
electric  illuminating  means  within  said  box  op- 
erative to  cast  a  beam  of  light  on  to  said  film. 
a  peep  hole  at  the  other  end  of  the  box  through 
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which  the  story  picturizatlons  on  said  film  may 
be  viewed,  and  an  adjustable  color  screen  mov- 


able  over  said  peep  hole  operative  to  give  color 
effects  to  said  film. 


2  018  394 

PROCESS    FOR    THE    MANUFACTURE    OF 

BAKING  PREPARATIONS  FROM  MILK 

Alexander  Axelrod,  Zurich.  Switierland 

No  Drawing.    Application  May  12,  1934.  Serial  No. 

725,341.     In  Germany  February  27,  1934 

29  Claims.     (CI.  99—10) 

1.  A  process  for  the  manufacture  of  a  baking 
preparation  from  milk,  which  comprises  subject- 
ing milk  to  peptonization  with  the  aid  of  bac- 
teria and  to  lactic  acid  fermentation,  the  said 
lactic  acid  fermentation  being  prevented  from 
detrimentally  influencing  the  peptone  formation 
by  limiting  the  milk  sugar  content  of  the  milk, 
and  subsequent^  adding  lactic  acid  producers. 


2  018  395 

ARTICLE    SUPPORTING    DEVTCE 

Byron  F.  Bower,  Batavia,  III.,  assisrnor  to  Western 

Electric    Company,    Incorporated,    New    York, 

N.  Y.,  a  corporation  of  New  York 

Application  October  27,  1933.  Serial  No.  695,419 

3  Claims.     (CI.  204—5} 


articles  may  be  freely  suspended  between  the 
spaced  portions  of  said  cross  member  and  upon 
retraction  of  said  rod  permitting  the  suspended 
articles  to  drop  from  the  device. 


1.  An  electroplating  rack  for  supporting  ar- 
ticles to  be  electroplated  comprising  a  pair  of 
spaced  supporting  members,  a  cross  member  con- 
necting said  supporting  members,  said  cross 
member  having  a  plurality  of  spaced  portions 
provided  with  alined  apertures,  and  a  retractable 
rod  inserted  through  the  apertures  upon  which 


2,018,396 
AUTOMATIC  CARTON  SETTING-UP 
MACHINE 
Martin   Burger,   Morris,    111.,    assignor    to    Self- 
Locking  Carton  Company,  Chicago,  IlL,  a  cor- 
poration of  Illinois 

AppUcation  June  20,  1931,  Serial  No.  545,788 

Renewed  February  17.  1933 

34  Claims.     (CI.  93 — 37) 


1.  In  a  carton  setting-up  machine,  separate 
mechanisms  movable  relatively  toward  each  other 
to  complete  the  setting  up  of  a  partially  opened 
carton,  means  to  feed  a  collapsed  carton  opposite 
the  space  between  said  mechanisms,  means  to  lift 
the  carton  into  said  space  and  partially  open  It, 
and  means  to  actuate  said  mechanisms  in  proper 
time  relation  to  the  lifter  to  cause  them  to  close 
on  a  carton  positioned  between  the  same  by  the 
Ufter. 


2.018.397 
ANHYDROUS  HYDROGEN  FLUORIDE 

William   S.  Calcott.  Pennsgrove,   N.  J.,   and  Lee 

Cone  Holt,  Edgemoor,  Del.,  assignors  to  E.  I. 

du  Pont  de  Nemours  &  Company,  Wilmington, 

Del.,  a  corporation  of  Delaware 
No  Drawing.    Application  August  15,  1933, 
Serial  No.  685.246 
13  Claims.     (CI.  23—153) 

5.  The  process  of  producing  substantially  an- 
hydrous hj'drogen  fluoride  from  a  crude  mate- 
rial which  contains  less  water  than  the  constant 
boiling  mixture,  comprising  fractionally  distilling 
such  crude  material  from  a  still,  the  final  tem- 
perature of  which  is  brought  to  about  the  boiling 
point  of  the  constant  boiling  mixture,  and  through 
a  fractionating  device  so  controlled  that  the  exit 
gas  from  the  same  shaU  be  at  the  temperature  of 
the  boiling  point  of  anhydrous  hydrogen  fiuoride. 


2,018,398 
CLAMP 
Harry  W.  Denhard,  Oakland,  Calif.,  assignor  to 
Oliver  United  Filters  Incorporated.  San  Fran- 
cisco, Calif.,  a  corporation  of  Nevada 
AppUcation  January  4.  1935.  Serial  No.  389 
4  Claims.     (CI.  210—202) 


1,  In  a  filter;  a  division  strip  provided  with  a 
'  shoulder  having  an  undercut  face;    a  sheet  of 


860 


OFFICI.VL  GAZETTE 


OcTOBM  22, 1936 


filter  medium  restlnu  on  the  upper  face  of  said 
shoulder;  a  V-shaped  clip  straddling  said  filter 
medium  and  undercut  face  and  means  for  locking 
said  clip  in  place. 


2  018^99 
GAUGING  APPARATUS 

Norbert  K.  Enrst,  L»  Gnuif«  Park,  and  Arthur 
W.  Schoof ,  Rireraide,  m.,  anicnon  to  Western 
Electric    ComiMUiy,   Incorporated,   New    York. 
N.  T..  a  corporation  of  New  York 
AppUcaUon  March  11.  1932.  Serial  No.  598.206 
23  Claims.     (CL  177—351) 


/es 


J>¥ 


15.  In  a  gauging  apparatus,  a  pliUTdlty  of  gaug- 
ing elements  movable  responsive  to  portions  of  an 
article  being  gauged,  contacts  operated  by  the 
gauging  elements,  a  plurality  of  indicating  de- 
vices, and  a  chain  of  relays  controlled  by  said 
contacts  for  controlling  said  indicating  devices 
and  having  sets  of  relay  contacts,  one  set  of 
said  relay  contacts  being  normally  closed  and 
the  other  set  being  normally  opened  whereby  the 
closing  of  the  contacts  by  certain  of  the  portions 
of  the  article,  if  dimensionally  defective,  will  se- 
lecUvely  energi2e  one  of  said  relays  to  move 
one  of  its  contacts  Into  closed  position  to  energize 
one  of  said  indicating  devices  and  to  move  its 
other  contact  into  open  position. 


2  018  400 

DEVICE  FOB  STRAIGHTENING  PLATES, 

WIRES,  AND  THE  LIKE 

Knrl   Hack.   ReatHngen,   Germany,   assignor   to 

Friti  Ungerer,  Pf oraheim.  Germany 

AypUeattmi  December  3.  1931.  Serial  No.  578,697 

In  Germany  December  13.  1930 

8  Claims.    (O.  153—54) 


I.  A  device  for  straightening  plates,  band  ma- 
terial, fiat  material,  profiled  material,  wires  of 
any  cross-sectional  shape  and  the  like  by  bend- 
ing the  material  backwards  and  forwards,  com- 
prising In  combination  opposite  rotatable  bodies 
adapted  to  be  driven  in  opposite  directions  to 
one  another  and  Jn  either  direction  relative  to 
the  direction  of  feed  of  the  material,  intcren- 
gaglng  cylinders  alternately  arranged  in  said  ro- 
tatable bodies,  and  pairs  of  feed  rolls  adapted 
to  feed  the  material  between  said  cylinders. 


2.018.401 

WAVE  TRANSMISSION  AND  MODULATION 

Raymond  A.  Heising.  East  Orange.  N.  J.,  assignor 

to   Western   Electric   Comiwny.   Incorporated. 

New  York,  N.  Y..  a  corporation  of  New  York 

Application  October  25.  1920.  Serial  No.  419,221 

44  Claims.    (CI,  179—171 


1.  In  a  signaling  system,  a  device  having  an 
output  circuit  for  supplying  high  frequency 
waves,  a  variable  impedance  device  for  acting  on 
said  first  mentioned  device  in  accordance  with 
signaling  waves,  signaling  wave  transfer  means 
coimecting  said  devices  and  means  connected  to 
said  transfer  means  whereby  signaling  waves  are 
transferred  efficiently  between  said  devices  and 
non-signaling  waves  originating  in  said  variable 
impedance  device  are  attenuated. 

27.  In  an  electric  energy  translation  system,  a 
source  of  signals,  a  source  of  oscillations,  means 
for  modulating  said  oscillations  in  accordance 
with  said  signals,  means  for  supplying  recti- 
fied current  for  maintaining  said  oscillations. 
and  means  traversed  by  said  rectified  current  for 
suppressing  ripples  therein. 

31.  A  thermionic  amplifier  combined  with 
means  for  preventing  Inherent  oscillations  In  the 
grid  circuit  thereof,  comprising  a  high  reactance 
and  a  condenser  shunted  across  the  filament- 
grid  circuit. 


2.018.402 
TRACK  LUBRICATOR 
Albert  G.  Humphries.  San  Anselmo.  and  Allan  F. 
Bonnalie.   San   Francisco,   CaUf..  assignors   to 
Maintenance    Equipment    Company,    Chicago, 
111.,  a  corporation  of  Illinois 
AppUcaUon  Jane  1.  1931,  Serial  No.  541.224 
9  Claims.     (CI.  184—3) 


1.  In  a  track  rail  lubricator,  a  plunger  mounted 
on  the  rail  at  one  side  thereof  in  position  to  be 
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depressed  by  a  passing  car  wheel,  there  being  an 
unobstructed  duct  formed  in  said  plunger  having 
its  upper  end  positioned  to  direct  lubricant  toward 
the  side  of  the  rail-head  engaged  by  a  car  wheel 
flange,  and  means  for  holding  a  supply  of  lubri- 
cant into  which  the  lower  end  of  the  plunger  is 
forced  whereby  lubricant  from  said  supply  means 
is  forced  upwardly  through  the  duct  and  projected 
forcibly  against  the  rail  head  during  the  down- 
ward movement  of  said  plunger. 


2,018.405 
DYNAMO -ELECTRIC  MACHINE  AND  METH- 
OD OF  MAKING  LAMINATIONS  THEREFOR 
William  P.  Langworthy,  AsplnwaU,  Pa.,  assignor 
to    Allegheny    Steel    Company,    Brackenndge, 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  January  22,  1934,  Serial  No.  707,S49 
3  Claims.     (CL  171—206) 


2.018.403 

MACHINE  FOR  TESTING  AUTOMOBILE 

RADIATORS 

Julius  A.  Hussar.  Cleveland.  Ohio 

Application  January  10,  1934,  Serial  No.  706,058 

6  Claims.     (CI.  73— 51) 


--C 


1.  An  apparatus  for  testing  the  condition  of  a 
cooling  system  of  an  internal  combustion  motor, 
comprising  means  Including  a  conduit  in  series 
with  the  system  to  circulate  fluid  under  pressure 
through  the  system,  settable  means  In  the  con- 
duit and  a  visible  indicating  means  associated 
with  the  settable  means  for  variably  restricting 
and  indicatmg  the  flow  of  fluid  therethrough  so 
that  the  conduit  capacity  may  be  set  to  corre- 
spond with  the  circulating  cap€u;ity  of  the  system 
to  be  tested  when  free  from  foreign  substances, 
and  means  for  measuring  the  pressure  of  fluid  in 
the  conduit  between  said  settable  means  and  the 
system. 

2.018,404 
METHOD  OF  TREATING  STRANDS 
Leslie  F.  Lamplough.  Baltimore,  Md..  and  Curtis 
E.  Plass,  East  Orange,  N.  J.,  assignors  to  West- 
em  Electric  Company,  Incorporated,  New  York, 
N.  Y.,  a  corporation  of  New  York 
Application  September  19.  1931,  Serial  No.  563,768 
7  Claims.     (CI.  91—68) 


1.  The  method  of  weatherprooflng  textile  in- 
sulated conductors  which  consists  in  a  continuous 
operation  of  first,  impregnating  the  conductor 
with  a  heated  asphalt  compound,  slightly  cooling 
the  impregnated  conductor,  applying  a  coating 
of  heated  liquid  wax  to  the  partially  cooled  con- 
ductor, and  thereafter  coating  with  anti-sticking 
material.  ._^ „. 


1.  The  method  of  makmg  rotor  and  stator 
punchings  or  laminations  for  electric  machines 
that  consists  in  starting  with  a  sheet  or  strip  of 
imannealed  magnetic  material,  making  the  sta- 
tor and  rotor  laminae  from  the  body  of  the  sheet 
or  strip,  then  in  heat  treating  the  laminae  for  one 
only  of  said  machine  elements,  so  that  when  said 
laminae  are  assembled  in  a  machine  one  or  the 
other  of  said  elements  will  have  high  permeabil- 
ity and  low  watt  loss  and  the  element  having  the 
untreated  laminae  will  have  low  permeability  and 
high  watt  loss. 


2,018.406 

SHOE  FORM 

Alfred  G.  Legge,  Brockton.  Mass. 

Application  August  1,  1934.  Serial  No.  737,938 

2  Claims.     (CI.  12—128^) 


1.  A  shoe  form  having  a  toe-part  adapted  to  fit 
snugly  in  the  toe-part  of  a  shoe,  the  bottom  of  the 
toe-part  of  the  form  being  cut  away  to  provide  a 
passage  permitting  the  circulation  of  air  between 
the  form  and  the  major  portion  of  the  insole  of 
the  shoe,  said  form  having  means  providing  a  pas- 
sage extending  to  the  rear  end  of  said  toe  part 
for  the  circulation  of  air  between  the  form  and 
shoe  upper  and  communicating  at  a  point  for- 
ward of  the  rear  end  of  the  toe  part  with  the 
cut  away  portion  in  the  bottom  of  the  form. 


2.018.407 

SHOE  FORM 

Alfred  G.  Legge,  Brockton.  Mass. 

AppUcation  August  1.  1934,  Serial  No.  737.939 

4  Claims.     (CI.  12—128.2) 


1.  A  shoe  form  having  a  longitudinally  split 
toe  part,  guide  means  connecting  said  portions 
of  the  toe  part  near  the  forward  end  thereof 
permitting  limited  relative  lateral  movement, 
said  portions  of  the  toe  part  each  having  a  slot 
with  a  surface  which  extends  forwardly  and  in- 
wardly, a  resilient  member  extending  into  said 
slots  and  Icmgitudinally  movable  therein,  and  a 
heel  part  cormected  to  said  member. 
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2.018.408 

ADJUSTABLE  SHOE  FORM 

Alfred  G.  Lecse.  Brockton.  Mass. 

AppUcaUon  August  1.  1934.  Serial  No.  737.940 

5  Claims.     (CI.  12—128.2) 


JO 


1.  A  shoe  form  comprising  a  toe  part,  a  heel 
part  connected  to  said  toe  part,  said  heel  part 
comprising  two  portions  one  of  which  has  a  lon- 
gitudinal slot  and  spaced  recesses  in  the  surface 
defining  one  edge  of  the  slot,  and  means  for  con- 
necting said  portions  including  a  longitudinally 
movable  member  having  a  projection  adapted  to 
extend  into  said  slot  and  recesses,  and  a  spring 
interposed  between  said  member  and  one  of  said 
portions  tending  to  maintain  said  projection  in 
engagement  with  one  of  said  recesses. 

2.018,409 

APPARATUS  FOR  APPLYING  HOODS  TO 

CONTAINERS 

William  C.  McCoy.  Shaker  Heights.  Ohio 

Application  April  20,  1934,  Serial  No.  721,568 

13  Claims.     (O.  226 — 81) 


1.  An  apparatus  for  applying  hoods  to  con- 
tainers comprising  means  for  shaping  a  sheet  of 
material  over  and  around  the  top  of  the  con- 
tainer to  form  a  cover  and  a  skirt,  means  for 
carrying  an  elastic  band  to  a  position  surround- 
ing the  skirt,  and  means  for  positively  removing 
said  band  from  Its  carrier. 

2.018.410 

DENTIFRICE  PREPARATION 
Gny  A-  McDonald  and  Dariel  Miller.  Chicago 
Heighto,   ni.,  assignors  to   Victor  Chemical 
Works,  a  corporation  of  Illinois 
No  Drawing.    AppUcstion  December  11,  1933. 
Serial  No.  701.944 
11  Claims.    (CL  167—93) 
1.  An  abrasive  composition  comprising  com- 
minuted dicalcium  phosphate  dlhydrate  and  a 
small  proportion  of  a  stabilizing  agent,  of   the 
class  consisting  of  magnesium  phosphates,  mag- 
nesium stearate  and  magneslimi  sulfate. 

2.018.411 

RAIL  GRINDER 

Charles  A.  MlOer.  Weatherly.  Pa. 

AppUcaUon  August  22,  1934.  Serial  No.  740.987 

13  Claims,     (a.  51—178) 
4.  Rail-grinding  apparatus  comprising,  in  com- 
bination: a  railway  vehicle;  a  grinding  member 
mounted  on  said  vehicle  to  register  with  a  track 


rail;  compressed  air  means  to  cause  said  member 
to  be  pressed  against  the  rail  and  means  acting 
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automatically  upon  cessation  of  said  pressure  to 
raise  said  member  from  the  rail. 

2.018.412 
EXPANDER  FOR  PISTONS 
Allen  W.  Morton.  Baltimore.   Md..  assignor    by 
mesne  assignmenU.  to  The  Bartlett  Hayward 
Company.    Baltimore,    Md.,    a   corporation    of 
Maryland 

AppUcation  June  10.  1933,  Serial  No.  675,270 
14  Claims.     (CI.  309—12) 


1.  In  combination  with  a  piston  having  a  split 
skirt  and  oppositely  disposed  crank  pin  bosses  a 
spring  expemder  located  within  the  piston  skirt 
bearing  directly  against  the  under  face  of  the 
piston  head  in  substantial  alignment  with  the 
uppermost  ring-receiving  groove  formed  ex- 
teriorly of  the  piston,  also  against  each  boss 
above  the  axes  and  at  that  side  thereof  near- 
est the  split  and  likewise  bearing  upon  the 
inner  face  of  the  skirt  to  each  side  of  the  split  • 
and  means  for  placing  the  expander  under  great- 
er or  less  stress. 


2.018.413 

WRINGER  MOP 

John  L.  Nilson.  Chicago.  111. 

Application  May  17.  1935.  Serial  No.  22,084 

8  Claims.     (CL  15—120) 


^'■i 
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3.  In  a  wringer  mop.  a  torque  arm  construction 
comprising  an  elongated  handle,  a  torque  arm 
pivoted  transversely  to  said  handle  to  swing 
toward  and  away  from  said  handle  and  a  spring 
attached  to  said  torque  arm  at  one  end  and  to 
the  handle  at  its  other  end  for  springing  the 
wringer  mop  to  and  retaining  It  in  wringing  po- 
sition. 
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2.018.414 
CORE  BARREL  RETRIEVER 

Jens  N.  Oksenholt.  Shreveport.  La.,  assignor  of 
one-fourth  to  Everett  B.  Hand,  one-sixteenth  to 
Charles  B.  Emery,  one-sixteenth  to  Frank  T. 
Gibbes.  and  one-sixteenth  to  Edgar  B.  Hands, 
Sr.,  all  of  Shreveport,  La. 

AppUcation  May  11.  1934.  Serial  No.  725,186 
17  Claims.     (CI.  255—72) 


1.  In  combination,  a  core  barrel  member  adapt- 
ed to  be  associated  with  a  drill  stem,  and  a  retriev- 
ing member  adapted  to  be  lowered  into  said  stem 
for  connection  to  the  core  barrel  to  withdraw  the 
latter  from  the  stem,  one  of  said  members  having 
a  movable  spindle  and  the  other  of  said  members 
having  mechanism  adapted  to  automatically  en- 
gage said  spindle  when  the  retrieving  member  is 
lowered  into  the  drill  stem,  and  meanjs  carried  by 
the  spindle  for  disconnecting  said  members  when 
the  core  barrel  cannot  be  withdrawn  from  the 
stem,  said  means  being  movable  by  the  spindle 
into  a  position  whereby  upon  movement  of  the 
members  toward  each  other  said  means  will  force 
said  mechanism  from  engagement  with  the  spin- 
dle.  

2,018.415 

TOY  AIRPLANE 

Burnev  A.  Petrofske.  Cudahy,  Wis. 

Application  May  26,  1934,  Serial  No.  727,643 

10  Oaims.     (CI.  46—50) 
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1.  A  toy  airplane  comprising  a  longitudinally 
extending  body  strip,  a  flexible  wing  structure 
secured  to  the  body  strip,  a  propeller,  means  for 
rotating  the  propeller,  a  vertical  rudder  and  a 
horizontal  elevator  carried  by  the  rear  end  of 
the  body  stick,  means  for  flexing  the  wing  struc- 
ture, to  tilt  the  wing  tips  in  opposite  directions 
and  means  for  adjusting  the  vertical  rudder  and 
the  horizontal  elevator. 

2.018,416 
HEIGHT  MEASURING  APPARATUS 

Michael  Quinte.  Ix)s  Anireles.  Calif. 
Application  November  23.  1932.  Serial  No.  644.056 
1  Claim.     (CI.  33—169) 
A  height  measuring  apparatus   comprising  a 


base,  a  vertically  arranged  casing  having  Its  low- 
er end  connected  with  the  rear  part  of  the  base 
and  said  lower  end  having  an  opening  in  its  front 
part,  a  vertically  movable  platform  horizontally 
arranged  on  the  base  and  having  a  part  passing 
through  the  opening  into  the  lower  part  of  the 
casing,  spring  means  for  normally  holding  the 
platform  in  raised  position  with  an  intermediate 
part  thereof  bearing  against  the  top  wall  of  the 
opening  in  the  front  of  the  casing,  a  double  drum 
rotatably  supported  in  the  upper  part  of  the 
casing,  a  cable  connected  to  one  part  of  the  drum 
and  having  a  weight  attached  to  its  lower  end  and 
acting  to  cause  the  drum  to  rotate  in  one  direc- 
tion, a  graduated  tape  connected  to  the  other  part 
of  the  drum  and  wound  thereon  in  an  opposite 


direction  to  the  cable  for  rotating  the  drum  in  an 
opposite  direction  when  the  free  end  of  the  tape 
is  pulled  upon,  the  top  part  of  the  front  of  the 
casing  having  an  opening  therein  through  which 
the  free  end  of  the  cable  passes,  a  pulley  sup- 
ported in  the  top  part  of  the  casing  adjacent  the 
opening  last  mentioned  and  over  which  the  tape 
passes,  a  second  pulley  in  an  intermediate  part  of 
the  casing  and  under  which  the  tape  passes,  a  dog 
pivoted  in  the  top  of  the  casing,  a  ratchet  wheel 
attached  to  the  drum  and  engaged  by  the  dog,  said 
dog  and  wheel  acting  to  prevent  rotary  movement 
of  the  drum  by  a  pull  upon  the  tape  and  a  link 
connecting  the  dog  with  the  rear  part  of  the  plat- 
form for  releasing  the  dog  from  the  wheel  when 
the  platform  is  lowered  by  a  person  standmg  on 
the  front  part  of  the  platform. 


2.018.417 

RAIL  VEHICLE    AXLE    JOLTINAL   BRASS 

Walter  Peyinghaus,  Egge,  near  Volmarsteln. 

Germany 

No  Drawing.     Application  August  9.  1933.  Serial 

No.  684,464.    In  Germany  August  12,  1932 

1  Claim.     (CI.  75—1) 

RaU  vehicle  axle  journal  brass,  comprising  1.5 

to  7  %  manganese  by  weight  and  lead-bronze  as 

the  remainder,  the  said  lead-bronze  containing 

from  10  to  30%  lead  by  weight  and  copper  as 

the  remainder. 


2.018.418 

CANDY  CLEANING   MECHANISM 

Edward  D.  Rapisarda,  Agawam.  Mass. 

Application  January  18.  1935.  Serial  No.  2,407 

6  Claims.     (CI.  107 — 44) 
1.  A  device  for  cleaning  candies,  candy  centers 
and  the  like  which  comprises  an  inclined  support- 


'**!*VB^'^***<<*1<^ 


854 


OFFICIAL  GAZETTE 


OcToBCK  22, 1935 


tag  brush  upon  which  the  candies  are  received, 
said  supporting  brush  having  a  transversely 
curved  surface  forming  a  trough  down  which  the 
candles  pass,  a  relatively  narrow  brush  posi- 
tioned to  engage  the  candies  (Hi  the  supporting 
brush  and  mounted  for  vertical  and  pivotal 
movement  at  its  center  on  an  axis  normal  to 
the  surface  of  the  candy  supporttag  brush,  means 


to  oscillate  the  narrow  brush  about  said  axis,  and 
means  to  cause  the  ends  of  the  narrow  brush 
to  follow  paths  conforming  to  the  curvature  of 
the  supporting  brush  whereby  the  center  por- 
tion of  the  elongated  brush  moves  toward  and 
from  the  surface  of  the  supporting  brush  as  the 
narrow  brush  moves  Into  and  out  of  alignment 
with  the  supporting  brush. 


2,018.419 

APPARATUS  FOR  COOKING 

Sanf  ord  E.  Richeson,  New  York.  N.  Y..  assignor  to 

Masa  Ballaieen.  Brooklyn.  N.  Y. 

Application  Janaary  17,  1933.  Serial  No.  652,241 

25  Claims.     (CI.  53—7) 


•rw.,,     in.      M 


1.  In  combination,  a  cooking  chamber,  a  body 
of  heated  liquid  maintained  therein,  means  for 
conveying  articles  of  food  through  said  body  of 
heated  liquid,  a  drain  pcui  for  receiving  said  food 
£md  means  actuated  by  said  convesrlng  means 
discharging  said  food  from  said  drain  pan. 


2.918.420 
MERCHANDISE  CONTROL  SYSTEM 
Harold  C.  RoMjuon  and  Leith  Johnston,  Chicago, 
nL.  assIgn<H^   to  Anociated  Electric  Labora- 
tories, Inc.,  Chicago,  HL,  a  corporation  of  Dela- 


AppUcation  September  8.  1933,  Serial  No.  688.562 
40  Claims.  (O.  178—3) 
1.  In  an  electrical  operated  recording  system 
for  merchandising  stores  wherein  articles  of  mer- 
chandise are  recorded  at  the  time  of  sale,  means 
for  electrically  transmitting  a  plurality  of  series 
of  code  pulses  from  a  sales  floor  to  a  recording 
position  identifying  a  sales  transaction,  means 
respoDsive  to  the  transmission  of  one  series  of  code 


pulses  for  receivtag  and  for  retransmltttag  said 
series  bcu;k  to  said  sales  floor  with  the  pulses  of 
the  retransmitted  code  being  concurrent  with  the 
pulsn  of  the  retransmitted  code,  means  respon- 
sive to  the  receipt  of  the  retransmitted  code  for 


automatically  causing  the  transmission  of  a  sec- 
ond of  said  series  of  code  pulses,  and  checking 
means  at  said  sales  floor  operative  only  in  case 
of  a  disagreement  between  the  transmitted  and 
retransmitted  codes. 


2,018.421 

ANTIFRICTION  BEARING 

Joseph  M.  Roshong,  Canton,  Ohio,  assignor  to 

Tyson  Roller  Bearing  Corporation,  Massillon, 

Ohio,  a  corporation  of  Delaware 

Application  May  3.  1934.  Serial  No.  723,673 

6  Claims.     (CL  308— 214) 


1.  In  a  tapered  roller  bearing  having  inner  and 
outer  raceway  members  and  rollers  rolling  on  and 
between  said  raceway  members,  an  annular  groove 
provided  In  the  outer  surface  of  the  Inner  race- 
way member  adjacent  to  and  spaced  from  one  end 
thereof,  a  continuous  spring  metal  retaining  ring 
having  an  inner  cyUndrical  shoulder  and  an  an- 
nular flange  projecting  radially  inwardly  from  the 
shoulder,  the  shoulder  and  flange  being  provided 
with  a  series  of  notches,  and  the  notched  flange 
being  resiliently  sprung  into  and  interlocked  in 
said  groove. 


2,018.422 

PROCESS  FOR  FROSTING  GLASS  BLXBS 

IN  GRADATION 

Yokitoshi  Sakaknra.  Shibaya  Machi.  Toyotama 

Gun,  Tokyo  Fn.  Japan 

Application  Aagnst  29.  1932.  Serial  No.  630,840 

1  aaim.    (a.  41—42) 


Improvements  ta  glass  bulbs  frosting  process, 
consisting  in  filling  a  glass  bulb  with  a  solution  of 
hydrogen  fluoride  of  sodium,  vertically  dipping  the 
bulb  in  a  heat  conveying  liquid,  and  heating  the 
liquid  at  the  bottom  to  cause  convection  currents. 
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whereby  said  bulb  is  frosted  ta  gradation  at  its 
inner  side  and  a  transparent  portion  left  at  the 
top  of  the  neck. 


2,018,423 
SHEET-PILING  WALL  STRUCTURE 

Wallace  W.  Smith.  Chicago,  111.,  assignor  to  In- 
land Steel  Company,  Chicago,  111.,  a  corpora- 
tion of  Delaware 
Application  August  25,  1932.  Serial  No.  630,444 
20  Claims.     (CI.  61—39) 


^a 
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1.  A  wall  structure  comprising  sheet  piling,  an- 
chored tie  rods  engaging  said  sheet  piling  and 
formed  of  sections  certain  of  which  are  pivotally 
connected  at  one  end  with  said  sheet  piling  below 
the  surface  of  the  water  for  movement  downward- 
ly from  a  substantially  vertical  position  and  are 
of  a  length  less  than  the  distance  from  their  pivots 
to  the  top  of  the  piling,  and  pivoting  means  con- 
necting said  pivotally  connected  sections  with  the 
anchored  ones  of  said  sections. 


2,018.424 
DEVICE   FOR   CARBONATING  UQUIDS  IN 

BOTTLES 

George  Francis  Sugden,  Marple  Bridge.  England, 

assignor    to    Sodax    (1929)    Umited,    London, 

England,  a  British  company 

AppUcation  December  16,  1933.  Serial  No.  702.829 

In  Great  Britain  December  19. 1932 

8  Claims.     (CI.  226—67) 


above  said  bottle  supporting  means  and  adapted 
to  extend  within  said  botUe  when  swung  over 
said  bottle  supporting  means,  a  shield  adapted  to 
cover  said  bottle  when  held  by  said  supporting 
means  and  means  for  pressing  said  gas  delivery 
device  downwardly  into  gas-tight  engagement 
with  the  lip  of  said  bottle  when  held  by  said  sup- 
porting means. 


2,018,425 

AUTOMATICALLY   CONTROLLED   COASTING 

DEVICE    FOR    AUTOMOBILES    OR    OTHER 

VEHICLES  ^        ^^   ^ 

George  H.  Taber,  Binghamton,  N.  Y. 

Application  February  1,  1932.  Serial  No.  590,289 

31  Claims.     (CI.  123—124) 


1.  Apparatus  for  carbonating  liquids  in  bot- 
tles comprising  means  for  supporting  a  bottle  in 
an  upright  position,  a  gas  delivery  device  mount- 
ed to  pivot  about  a  horizontal  axis  and  move  in  a 
vertical  direction,  a  gas  delivery  tube  projecting 
downwardly  therefrom  and  adapted  to  be  insert- 
ed within  said  bottle  when  said  gas  delivery  device 
is  swimg  outwardly  on  its  horizontal  axis  from 
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1.  In  a  coasting  device,  the  combination  with 
a  motor  driven  vehicle  having  an  Internal  com- 
bustion engine  provided  with  an  intake  manifold 
and  also  having  an  ignition  system  and  an  accel- 
erator and  a  carburetor  provided  with  a  throttle 
having  operative  connection  with  the  accelerator, 
of  a  chamber  having  communication  with  the  in- 
take manifold  and  the  engine  between  the  latter 
and  the  carburetor,  a  plurality  of  valves  in  said 
chamber,  a  magnet  in  said  chamber,  an  air  intake 
tube  having  communication  with  said  chamber, 
means  including  a  part  having  operative  connec- 
tion with  said  connection  between  the  accelerator 
and  carburetor  throttle  whereby  to  energize  said 
magnet  to  move  all  but  one  of  the  valves  from 
normal  position,  means  whereby  to  lift  the  re- 
maining valve  in  said  chamber  so  as  to  permit 
the  flow  of  air  through  said  air  intake  tube  and 
through  said  chamber  to  and  through  the  intake 
manifold  to  the  combustion  chamber  of  the  en- 
gine, said  magnet,  whUe  energized,  assisting  said 
lifting  means  to  hold  said  last  mentioned  valve 
off  of  Its  seat  during  said  passage  of  the  air.  and 
means  whereby  to  render  the  ignition  system 
inoperative  when  the  first  mentioned  valves  are 
moved  from  normal  position  and  thereby  provide 
for  the  passage  of  the  air  through  the  combustion 
chamber  and  permit  coasting  of  the  vehicle. 


2.018.426 

INTERNAL  COMBUSTION  MOTOR  FOR 

MOTOR  DRIVEN  VEHICLES 

George  H.  Taber,  Binghamton,  N.  Y. 

AppUcation  December  5,  1932,  Serial  No.  645,815 

16  Claims.     (CL  123 — 124) 

1.  The  combination  with  an  internal  com- 
bustion motor  for  motor  vehicles  having  a 
combustion  chamber  and  also  having  a  carbure- 
tor provided  with  a  throttle  to  regulate  the  sup- 
ply of  combustible  mixture  through  the  carbure- 
tor to  the  combustion  chamber  for  power  pro- 
ducing purposes,  of  a  chambered  member  Inter- 
posed between  the  carburetor  and  the  combustion 
chamber  and  having  conmiunlcation  with  the 
latter  and  with  the  carburetor  and  having  a  port 
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therein  spaced  from  the  carburetor,  an  automatic 
valve  including  a  casing  mounted  on  said  cham- 
bered member  and  communicating  therewith 
through  said  port,  a  hollow  piston  valve  located 
in  said  casing  and  normally  located  over  said 
port  between  the  valve  casing  and  said  cham- 
bered member,  said  hollow  piston  valve  having 
an  intermediate  hollow  passage  portion  extend- 
ing through  said  port,  an  intermediate  valve 
member  normally  closing  said  intermediate  hol- 
low passage,  and  electrical  means  operable  ac- 
cording to  speed  movements  of  the  vehicle  for 
raising  said  intermediate  valve  from  closed  posi- 
tion with  relation  to  said  passage  whereby  to 
create  a  vacuum  of  lifting  force  in  the  casing  to 
lift  the  said  piston  valve  off  of  said  port,  said 
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electrical  means  including  a  magnet,  a  core  and 
an  armature,  the  core  of  the  magnet  being 
adapted  to  raise  said  intermediate  valve  from 
its  seat  and  the  partial  vacuum  created  in  said 
valve  casing  raising  the  hollow  valve  until  the 
magnet  reaching  the  upper  limit  of  its  move- 
ment is  magnetically  attracted  and  held  by  con- 
tact of  the  upper  pole  of  the  core  of  the  mag- 
net with  the  upper  end  of  the  said  casing,  and 
thereby  permit  a  flow  of  full  volume  of  air  only 
through  the  valve  casing  and  the  said  cham- 
bered member  to  the  combustion  chamber  re- 
gardless of  the  position  of  the  carburetor  throttle 
and  without  danger  of  accidental  lowering  of  the 
piston  valve  prior  to  a  predetermined  degree  of 
a  lowered  speed  of  the  vehicle. 


2,018,427 
VARIABLE  COMPENSATION  FOR  CONTROL- 
LING   THE    SUPPORTING    STRENGTH    OF 
VEHICLE   BODY    RESILIENT    SUSPENSION 
BfEANS 

George  H.  Taber,  Binghamton.  N.  Y. 

AppUcaUon  April  12,  1934,  Serial  No.  720.304 

23  Claims.     (CI.  267—11) 


1.  In  a  power  prcqpelled  vehicle,  the  combina- 
tion with  a  body  frame,  a  running  gear,  a  re- 
silient supporting  means  between  the  body  frame 
and  the  nmnlng  gear  to  srleldably  support  the 
body  frame  in  spaced  relation  to  the  running 
gear,  of  means  operatlvely  connected  with  the 
body  frame,  and  the  resilient  supportlnrr  means 
for  controlling  against  the  characteristic  varia- 
tions in  the  supporting  strength  of  the  re- 
silient supporting  means  to  control  the  degree 
of  space  between  the  body  frame  and  the  run- 
ning gear  incident  to  varying  loads  on  the  body 
frame,  comprising  an  energy  storing  means,  a 
cam  mechanism  including  two  spaced  cam  ele- 
ments having  different  cam  contours  and  a  roll- 
er to  ride  over  each  cam  contour,  a  compensat- 
ing means  between  the  energy  storing  means  and 


the  cam  mechanism,  operative  connections  be- 
tween the  energy  storing  means  and  the  com- 
pensating means,  operative  connections  between 
the  compensating  means  and  the  cam  mechanism 
and  supporting  said  rollers  of  the  cam  mecha- 
nism, said  compensating  means  being  operable  to 
selectively  change  and  control  the  degrees  of 
forces  from  the  energy  storing  means  to  said 
different  contours  of  the  cam  mechanism  to 
thereby  control  the  supporting  strength  of  the 
resilient  supporting  means  and  the  space  between 
the  running  gear  and  the  body  frame  according 
to  varying  loads  carried  by  the  body  frame,  and 
means  for  actuating  the  compensating  means  so 
as  to  control  the  same  for  governing  the  control 
of  the  strength  of  the  resilient  supporting  means 
for  the  purposes  stated. 


2.018.428 

JOURNAL  BOX  COVER 

Ernest  R.  Viberg ,  Montreal.  Quebec.  Canada 

Application  October  30,  1933.  Serial  No.  695,875 

9  Claims.     (CI.  308 — 47) 


1.  A  journal  box  cover  assembly  comprising  a 
lid.  a  hood,  a  spring  confined  between  the  lid  and 
hood,  tmd  a  shoe  carried  by  the  spring  for  en- 
gagement with  the  lug  of  a  Journal  box.  said  shoe 
and  hood  being  provided  with  complementary 
openings  adapted  to  be  aligned  to  receive  a  re- 
movable retaining  pin  for  temporarily  holding 
the  shoe  in  a  retracted  position  against  the  pres- 
sure of  the  spring  to  facilitate  application  or  re- 
moval of  the  lid. 


2,018.429 
OPERATION  AND  REGULATION  OF 

RECIPROCATING  PUMPS 

Gnnnar  A.  F.  WInckler.  Worcester,  Mass. 

AppUcation  April  25,  1934.  Serial  No.  722.256 

6  Claims.  (CI.  103—53) 
1.  In  an  apparatus  for  operating  and  regulat- 
ing a  reciprocating  pump  having  a  corrugated 
bellows,  a  lever  pivotally  connected  to  the  bellows, 
a  solenoid  magnet  having  an  armature  connected 
to  the  opposite  end  of  the  lever,  an  electrical 
circuit  connected  to  the  magnet,  a  thermo-elec- 
tric switch  connected  into  the  electrical  circuit 
for  operating  the  pump  in  one  direction,  a  T-arm 
integral  with  the  lever,  a  spring  anchored  to  the 
pump  base  and  the  T-arm  for  operating  and 
regulating  the  pump  in  the  opposite  direction,  a 
progressive  increase  in  pressure  in  the  cylinder 
win  progressively  bring  the  spring  pressure  into 
balance  with  it  for  regulating  the  said  pressure 
to  a  maximum,  a  progressive  reduction  of  the 
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pressure   in   the   cylinder   will   again   bring   the      ing   variable   to    ^al^ance    said   bridging   ciroiit 
pumping  spring  and  depending  members  in  the  '   whereby  the  flow  of  fluid  through  said  orifice  will 


pumping  range  in  cooperation  with  the  solenoid 
magnet  and  the  thermo-electric  switch. 


2.018.430 

EXTENSION  TABLE 

Louis  W.  Wokosin.  Oshkosh,  Wis. 

Application  October  20,  1934,  Serial  No.  749.285 

2  Claims.     (CI.  311—72) 


1.  An  extension  table  comprising  a  frame,  com- 
panion table  top  sections  thereon,  interengaging 
means  on  each  of  said  top  sections  and  the  frame 
for  retaining  the  respective  sections  in  sliding  en- 
gagement with  the  frame  and  against  movement 
in  vertical  and  lateral  directions,  and  an  equal- 
izer structure  connecting  said  sections  for  trans- 
mitting movement  of  one  section  to  the  other 
whereby  said  sections  will  be  caused  to  move  an 
equal  distance  in  opposite  directions,  said  equal- 
izer consisting  of  an  equalizing  bar  pivotally 
mounted  within  the  table  frame,  and  provided 
with  a  pair  of  parallel  grooves,  and  depending 
pins  on  the  companion  sections  engaging  in  said 
grooves. 

2,018.431 

ELECTRIC  FLOW  METER 

Roberi  E.  Wolf.  Milwaukee,  Wis. 

Application  July  11.  1931.  Serial  No.  550,096 

2  Claims.  (CI.  177 — 351) 
1.  In  a  device  for  measuring  the  flow  of  fluid 
through  an  orifice,  a  pair  of  resistances,  means 
associated  with  said  resistances  and  said  orifice 
for  varying  the  value  of  said  resistances  depend- 
ing upon  the  difference  in  pressure  on  each  side 
of  said  orifice,  a  bridge  circuit  including  said 
resistances,  a  source  of  electrical  supply,  an  am- 
meter and  an  Archimedean  spiral  resistance, 
whose  resistance  is  approximately  proportional  to 
the  square  of  the  radius,  said  spiral  resistance  be- 
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be  equal  to  a  constant  times  the  radius  of  the 
spiral  resistance. 


2.018,432 
FLAT  WRAPPING  MACHINE 
Raymond   E.   Ackley,  Chicago,  lU.,   assignor  to 
R.  R.  Donnelley  &  Sons  Co.,  Chicago.  III.,  a  cor- 
poration of  Illinois 

Application  July  16,  1932,  Serial  No.  622,935 
24CUims.     (CI.  93— 2) 


1.  In  a  wrapping  machine,  the  combination  of 
a  hopper  for  the  articles  to  be  wrapped  and  hav- 
ing a  slotted  bottom,  means  for  feeding  the  arti- 
cles from  said  hopper  to  a  wrapper  beneath  it, 
said  hopper  and  means  being  relatively  vertically 
adjustable  for  the  purpose  set  forth,  and  means 
forming  a  slideway  for  the  articles  discharging 
from  the  hopper  inclining  downwardly  therefrom 
and  flexibly  connected  at  its  upper  end  with  said 
hopper. 

2  018.433 
CENTRIFUGAL  MACHINE 
George  AUken.  Rutherglen,  Scotland,  assignor  to 
Watson  Laidlaw  &,  Company  Limited,  Glasgow. 
Scotland,  a  corporation  of  Great  Britain  and 
Northern  Ireland  ,..,«•« 

Application  November  7,  1934.  Serial  No.  751.939 
In  Great  Britain  September  11,  1934 
4  Claims.     (CI.  210—63) 
1,  A  centrifugal  machine  embodying,  in  com- 
'■    bination  with  a  rotary  basket  and  a  monitor  cas- 
'\    ing  having  an  openable  cover,  a  cover-locking 
bolt,  a  lever  mounted  on  said  monitor  casing  for 
j    operating    said    bolt,    striking    means    rotatable 
with  the  basket  and  engageable  with  said  lever 
I   to  effect  the  shooting  movement  of  said  bolt, 
'   latch  means  for  holding  said  bolt  in  shot  position, 
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and   manually  operable  bolt-unlatching   means 
mounted  on  said  monitor  casing  to  permit  with- 


drawal of  said  bolt  by  said  lever  until  the  next 
engagement  of  said  lever  by  said  striking  means. 


2.tl8.434 
APPARATUS  FOR  GENERATING  IONS 
Earle   W.   BallenUne.  Chicago.   HI.,   anifnor   to 
Solar  Indostries,  Ine..  Chicago,  IIL,  a  corpora- 
tion of  niinois 
AppUcation  March  15.  1934.  Serial  No.  715.789 
8  Claims.     (CI.  2«4 — 32) 


1.  In  apparatus  for  generating  negative  Ions 
substantially  free  from  positive  Ions  in  air  at 
atmospheric  pressure,  and  In  combination;  a 
metal  anode;  a  resistance  wire  of  nickel-chro- 
mium alloy  adapted  serve  as  a  hot  cathode;  and 
a  source  of  alternating  current  whereby  said  wire 
is  energized  and  said  anode  Is  given  a  potential 
difference  with  respect  thereto. 


2.918.435 

PROFILING  MACHINE 

Frederic  J.  Biekel,  Clereiand,  Ohio,  aoainior  to 

The  Osbom  MannfactnriBc  Compaoy,  Clere- 

land,  Ohio,  a  eorporation  of  Ohio 

AppHeaUon  May  12,  1933,  Serial  No.  67»,729 

21  Claims.    (CL  9^—13.7) 


felirA 


18.  In  a  mechanism  of  the  class  described.  In 
combination,  a  work  moving  unit,  a  tracer  unit 


and  a  path  forming  unit,  a  carriage  supporting 
both  said  units  in  operative  relation  to  the  work 
moving  unit  and  in  fixed  relation  to  one  another, 
a  follower  upon  said  tracer  unit,  means  for  mov- 
ing said  carriage  under  guidance  of  said  fol- 
lower, said  tracer  unit  and  said  cutter  unit  be- 
ing Interchangeable  upon  said  carriage,  whereby 
a  pattern  path  may  be  generated  by  said  cutter 
In  response  to  the  action  of  said  follower  along 
a  layout  line,  and  a  cam  surface  may  be  generated 
along  said  layout  line  following  the  movement 
of  said  follower  in  said  pattern. 


2.018.436 
PRINTING  OF  ANIMAL  FIBERS   WITH 
MORDANT  DYESTUFFS 
Philippe  Brandt.  Malhonae.  France,  assignor  to 
firm  Darand  A  Hugnenin  S.  A.,  Basel.  Switzer- 
land 
No  Drawing.    AppUcation  May  8.  1933.  Serial  No. 
670.032.     In  Germany  May  12,  1932 
10  Claims.     <a.  8—5) 
1.  A  process  for  producing  prints  or  dyeings 
on  animal  fibers  with  acid  mordant  dyestuffs  by 
steaming,  said  prints  or  dyeings  being  fast  to  rub- 
bing and  of  deep  Intensity,   which   consists   in 
adding  to  the  printing  paste  or  padding  solution, 
besides  the  usual  ingredients,  at  least  4  per  cent 
of  a  non-volatUe  add  for  3  per  cent  of  dyestuff. 
so  that  the  acid  condition  Is  maintained  through- 
out  steaming,  printing   or  padding   the   fabric 
with  the  thus  prepared  printing  paste  or  pad- 
ding solution  and  fixing  the  dyestuff  on  the  fiber 
by  a  steaming  for  about  8  minutes. 


2.018.437 

BOW  SAW 

Hermann  Barkhardt,  Weiningen.  Switierland 

AppUcation  May  31,  1934.  Serial  No.  728.391 

In  SwitserUuid  Jnne  10,  1933 

1  Claim.     (CI.  145—32) 


R^ 


i;' 


•»    ( 


i.    ♦ 


A  buck  hand  saw  having  two  straight  wooden 
uprights  of  the  same  shape,  a  metal  bow  with 
ends  bent  down  at  an  angle  loosely  engaging  In 
recesses  of  said  uprights,  tension-rods  with  wing- 
screws  at  one  end  attached  to  the  angle-points 
of  the  bow  by  means  of  a  Joint  and  at  the  other 
end  lying  in  alignment  with  the  mean  part  of 
the  bow  In  shta  of  the  uprights  open  on  top.  a 
blade  paraUel  to  the  mean  part  of  the  bow.  said 
blade,  bow  and  rods  forming  the  only  trans- 
versal parts  between  the  uprights. 


2.018,438 
PROCESS    OF   MAKING   PIGMENTS   FROM 
LEAD  ORES 
Niels  C.  Christensen,  Salt  Lake  Cfty.  Utah 
AppUcaUon  October  12.  1931,  Serial  No.  568.511 
5  Oaims.     (CI.  23—146) 
1.  The  process  of  recovering  lead  from  a  rela- 
tively   concentrated    chloride    brine    containing 
lead  salts  which  consists  In  treating  said  brine 
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with  an  amount  of  calcium  hydroxide  substan- 
tially less  than  that  chemically  equivalent  to  the 


R"!^ 


tarsi  es 


lead  in  solution  in  said  brine,  but  more  than 
three-fourths  of  said  equivalent. 


2.018.439 

FEEDING  MECHANISM  FOR  SEWING 

MACHINES 

Norman  V.  Christensen,  Chicago.  111.,  assignor  to 

Union    Special    Machine    Company,    Chicago. 

III.,  a  corporation  of  IlUnois 

AppUcation  July  8.  1932.  Serial  No.  621.460 

3  Claims.     (CL  112 — 215) 


1.  In  a  sewing  machine,  the  combination  of  a 
supporting  bed.  a  work  support  mounted  there- 
on, a  standard  carried  by  said  bed  and  disposed 
at  one  side  of  said  work  support,  a  main  shaft 
mounted  on  said  standard  above  said  work  sup- 
port and  extending  in  a  direction  at  an  acute 
angle  to  the  line  of  feed,  a  feeding  mechanism 
including  a  feed  bar  mounted  beneath  the  work 
support,  a  feed  dog  carried  thereby,  a  feed  rocker 
to  which  said  feed  bar  is  attached,  an  eccentric 
on  said  main  shaft,  an  eccentric  strap  cooperat- 
ing therewith,  an  arm  projecting  from  the  feed 
rocker  to  which  said  eccentric  strap  Is  connected 
for  moving  the  feed  dog  back  and  forth,  a  sec- 
ond eccentric  on  said  main  shaft,  an  eccentric 
strap  cooperating  therewith,  and  a  member  rigid- 
ly connected  to  said  feed  bar  adjacent  the  free 
end  thereof  to  which  said  last-named  eccentric 
strap  is  directly  connected  for  raising  and  lower- 
ing the  feed  dog.  .  . 


2,018.440 
SIGN 
Charles  B.  Drake,  NorfoUt,  Va..  assignor  to  Neon- 
Globe  Company,  Incorporated,  Norfolk,  Va.,  a 
corporation  of  Virginia 
AppUcaUon  May  8,  1934.  Serial  No.  724,559 

16  Claims.  (CT.  40— 132) 
1.  A  sign  of  the  character  described  including 
a  circular  band,  eye  portions  struck  from  the 
band,  a  luminous  tube,  and  means  engageable 
with  the  eye  portions  for  connecting  the  luminous 
tube  to  the  band. 


10.  A  sign  of  the  character  described  Includ- 
ing a  base,  a  band  formed  of  inner  and  outer  cir- 
cular members,  the  ends  of  the  outer  member  be- 
ing overlapped,  a  casting  engageable  with  the 
outer  member  with  the  ends  of  the  inner  member 
engageable  therewith,  means  engageable  with 
the  band  and  casting  for  securing  the  same  to 
the  base,  and  opposed  face  plates  carried  by  the 
band. 

2,018,441 
THERMOHTDROMETER 
Leo  Edelmann.  Chicago.  IIL,  assignor  to  E.  Edel- 
mann  A   Co.,  Chicago,  IIL.   a  corporation  of 

IlUnoU 

AppUcation  July  30,  1932.  Serial  No.  626,998 
4  Claims.     (CL  265—46) 


1  A  thermo-hydrometer  for  use  in  testing 
liquids  of  relatively  different  specific  gravity  com- 
prising, a  plurality  of  liquid  barrels  to  provide  one 
barrel  for  each  of  the  liquids  to  be  tested,  a 
single  liquid  suction  nozzle  connected  with  each 
of  the  barrels,  a  single  suction  and  expulsion 
means  connected  with  each  of  said  liquid  barrels, 
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a  gauge  float  in  each  barrel  calibrated  for  the 
particular  liquid  to  be  tested  therein,  and  a  single 
valve  means  associated  with  the  nozzle  to  selec- 
tively open  communication  to  any  one  of  the 
liquid  barrels. 


2.018,442 

GLOVE 

Edward  Elkm,  San  Francisco.  Calif.,  asslarnor  to 

The  Boss  Manafacturlns  Company,  Kewanee, 

111.,  a  corporation  of  Illinois 

Application  JdUe  1,  1934.  SeHal  No.  728.596 

1  Claim.     (CI.  2—161) 


A  glove  comprising  a  continuous  blank  of 
leather  constituting  a  palm  section,  front  finger 
portions,  and  a  front  thumb  portion  projecting 
laterally  from  one  side  edge  thereof,  a  cloth  back 
for  the  glove,  including  a  main  back  portion  and 
finger  backs,  said  first  mentioned  blank  having 
a  straight  silt  t  extending  a  substantial  distance 
at  an  inclination  downwardly  and  inwardly  from 
one  side  edge  thereof  below  the  base  of  the  front 
of  the  first  fljiger  and  creating  corresponding 
elongated  edge  portions  intermediate  the  said 
thumb  and  palm  portions,  and  a  separate  thumb 
back  portion  of  leather  comprising  a  main  part 
of  a  shape  to  match  with  the  front  thumb  por- 
tion and  having  at  one  side  of  said  main  part 
straight  edge  portions  II  and  12  to  match  with 
the  said  elongated  edge  portions  along  the  slit 
I  in  the  first  mentioned  blank,  said  straight  edge 
portions  M  and  12  diverging  substantially  away 
fnmi  each  other  and  converging  to  a  substantial- 
ly projected  intermediate  portion,  said  main 
thumb  b€u;k  portion  being  stitched  along  its  mar- 
ginal edge  to  the  edge  of  the  front  thumb  portion. 
the  diverging  straight  edge  portions  i  I  and  1 2  of 
the  thumb  back  portion  being  stitched  to  the  edge 
portions  that  extend  along  the  slit  8.  and  the  ad- 
joining side  edge  portion  of  the  thumb  back  por- 
tion being  stitched  to  an  edge  portion  of  the  back 
of  the  glove. 


2.018.443 

LOW  BED  DELIYERT  TRUCK 

William  B.  Fageol,  Kent.  Ohio 

AppUcation  Angust  28.  1929.  Serial  No.  388.994 

7  Claims.     (CL  180—77) 


1.  In  an  automotive  delivery  vehicle  comprising 
a  body,  an  internal  combustion  engine,  axles  car- 


rying wheels  supporting  said  body  and  engine,  a 
clutch  and  brake  mechanism,  a  control  mecha- 
nism for  said  vehicle  comprising  a  clutch  oper- 
ating lever,  a  link  for  operating  said  brake  mech- 
anism, an  equalizing  link  pivoted  between  its  ends 
to  said  clutch  operating  lever  and  plvotally  con- 
nected adjacent  one  end  to  said  link,  an  arm 
attached  to  the  other  end  of  said  equalizing  lever, 
and  an  abutment  in  the  path  of  movement  of  said 
arm  to  limit  the  movement  of  the  end  of  the 
equalizing  lever  to  which  it  is  attached. 


2,018,444 

AUTOMOBILE  ROOF  CONSTRUCTION 

William    F.    Hayes.    Detroit.   Mich.,    assignor    to 

Gairnier    Fibre    Products    Company,    Detroit, 

Mich.,  a  corporation  of  Michif  an 

Application  April  4.  1932.  Serial  No.  603,149 

6  Claims.     (CI.  296—137) 


^ 


.  // 


■^■.«..  a: 


1.  In  an  automobile  roof  panel  consisting  of  an 
open  metallic  frame  including  side,  end  and  in- 
termediate members,  said  sides,  end,  suid  inter- 
mediate members  being  rigidly  secured  together, 
a  cover  for  said  frame  constructed  of  a  single 
piece  of  relative  stiff  and  flat  material,  and  means 
to  secure  said  cover  under  tension  to  said  inter- 
mediate members  without  penetration  of  said 
cover,  said  means  substantially  limiting  motion  of 
said  cover  to  movements  as  a-  unit  with  said 
frame. 


2.018.445 

FLAT  GARTER  GRIP 

Joseph    Jacobs,   Bridgeport.   Conn.,    assignor    to 

A.  J.  Donahoe  Corporation,  Milford.  Conn.,  a 

corporation  of  Connecticut 

AppUcation  April  27.  1934.  Serial  No.  722,693 

8  Claims.     (CI.  24—248) 


1.  In  a  garter  grip,  a  one-piece  frame  having 
an  opening  therein  which  is  large  enough  to  per- 
mit a  loop  in  the  top  end  of  a  stocking  to  be 
drawn  therethrough,  and  a  rigid  tongue  member 
hlngedly  connected  directly  to  the  upper  end  of 
said  frame  and  adapted  to  swing  away  from  the 
plane  of  said  frame,  said  tongue  member  being 
adapted  to  press  said  stocking  tightly  against  said 
frame  for  holding  it  securely  in  detachable  posi- 
tion, said  tongue  member  lying  at  all  times  at  one 
side  of  said  frame.  —   — 
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2.018,446 

SHEET  PILING 

Johannes  Jensen.  Aagaard,  Denmark 

Application  June  18,  1934.  Serial  No.  731,210 

In  Germany  September  9.  1933 

4  Claims.     (CI.  61— 62) 


1.  A  border-piling  element  of  the  type  adapt- 
ed, when  assembled  with  an  adjacent  element, 
to  form  a  pipe,  comprising  an  element  of  U- 
shaped  cross-section,  claw-like  embracing  guides 
extending  longitudinally  of  the  element  on  the 
free  edges  of  the  substantially  parallel  side  plates 
thereof,  and  tongue-like  members  of  dovetail 
cross-section  extending  longitudinally  of  the  ele- 
ment adjacent  the  edges  of  the  substantially  par- 
allel side  plates  which  are  connected  by  the  Join- 
ing web,  said  claw-like  guides  being  adapted  to 
cooperate  with  the  dovetail  tongue-like  members 
of  a  previously  driven  element. 


2.018,447 

VENDING  MACHINE 

Wiley  Bledsoe  Johnson,  Cismont.  Va..  assignor  of 

one -half  to  Essie  F.  Johnson.  Cismont,  Va. 

Application  April  12.  1934,  Serial  No.  720,309 

3  Claims.     (CI.  194—2) 


2.  The  combination  with  coin  controlled  oper- 
ating mechanism  including  an  actuating  arm, 
and  a  dog  for  limiting  the  operation  of  said  arm, 
of  a  merchandise  delivering  device  mounted  for 
movement  In  one  direction,  means  for  holding  the 
same  against  movement  in  the  opposite  direction, 
a  latch  for  holding  the  dog  against  movement,  a 
rotatable  member  having  separate  tripping  and 
locking  pins,  means  carried  by  the  operating  arm 
for  actuating  the  rotatable  member,  a  locking 
lever,  means  carried  thereby  and  cooperating 
with  the  locking  pins  for  actuating  the  rotatable 
member,  a  tripping  lever  extending  into  the  path 
of  the  tripping  pins  for  actuation  thereby,  a  lock- 
ing dog  shif table  by  the  tripping  lever  for  holding 
the  delivering  device  against  movement,  means 
on  said  dog  for  holding  the  locking  lever  against 
movement,  said  means  being  shiftable  with  the 
dog  by  the  actuation  of  the  tripping  lever  to  re- 
lease the  locking  lever  from  restrained  position 
and  to  support  the  dog  out  of  holding  position. 

459  0.  G.— 55 


means  for  actuating  the  delivering  device  when 
released  by  the  dog.  and  cooperating  means  car- 
ried by  the  delivering  device  and  the  loclcing  lever 
for  shifting  said  locking  lever  to  release  the  dog 
into  locking  position  and  restore  the  tripping  lever 
to  normal  position. _^ 

2.018  448 
AIRCRAFT 
Jolin  Juergens,  Chicago.  111.,  assignor  of  eleven 
and  twenty-five  one -hundredths  per  cent  to 
Michael  J.  Hayes,  eleven  and  twenty-five  one- 
hundredths  per  cent  to  Robert  J.  Thompson, 
eleven  and  twenty-five  one -hundredths  per 
cent  to  Louis  G.  Bunker,  eleven  and  twenty-five 
one-hundredths  per  cent  to  William  J.  O'Brien, 
and  five  per  cent  to  Edward  T.  Howe,  all  of 
Chicago.  111. 

Application  July  14.  1932.  Serial  No.  622.536 
6  Claims.     (CL  244—21) 


1,  In  an  airship,  a  housing  member,  a  para- 
chute folded  in  said  housing  member,  a  closure 
member  for  said  housing  member,  means  for  de- 
tachably  securing  said  closure  member  to  said 
parachute,  a  tubular  member,  shroud  lines  con- 
necting said  parachute  to  said  tubular  member, 
anchor  lines  connecting  said  tubular  member  to 
said  airship,  a  plunger  having  said  tubular  mem- 
ber telescoped  thereon  for  projecting  said  para- 
chute, said  tubular  member  and  said  closure  mem- 
ber from  said  airship,  and  means  for  actuating 
said  plunger.    

2,018.449 

MANUFACTURE  OF  MONOCALCILTtf 

PHOSPHATE 

William  H.  Knox,  Jr.,  Nashville,  Tenn.,  assignor 
to   Victor   Chemical  Works,  a   corporation   of 
Illinois 
No  Drawing.     Application  March  16.  1934. 
Serial  No.  715.999 
5  Claims.    (CI.  23—109) 
1.  The  process  of  reacting  strong  phosphoric 
acid  and  a  substantially  dry  lime  base  to  produce 
monocalcium  phosphate  and  water,  characterized 
by  carrying  out  substantially  all  of  the  resulting 
reaction  under  a  substantial  vacuum,  whereby  the 
evaporation  of  water  maintains  a  reaction  tem- 
perature below  100°  C. 

2.018.450 

SWITCH  JOINT  PROTECTOR  AND 

RERAILER 

Joseph  Kostecka,  Powhatan  Point.  Ohio 

AppUcation  January  31.  1934.  Serial  No.  709,212 

1  Claim.     (CI.  104—268) 


^  ^ 


In  combination  with  a  main  rail,  a  transfer 
rail  and  a  switch  point,  a  combined  jomt  pro- 
tector and  re-railer  comprising  a  tapered  elon- 
gated body  placed  between  the  main  rail  and 
adjacent  parts  of  the  transfer  rail  and  switch 
pomt.  said  body  having  a  thickened  edge  engag- 
ing the  bases,  webs  and  under  portions  of  the 
heads  of  the  transfer  rail  and  switch  point,  the 
other  edge  of  the  body  being  comparatively  thin 
and  engaging  a  portion  of  the  base  and  web  of 
the  main  rail,  the  upper  face  of  the  body  sloping 
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downwardly  and  outwardly  from  the  thick  edge, 
an  elongated  splice  plate  contacting  those  sides 
of  the  transfer  rail  and  switch  points  opposite 
the  sides  engaged  by  the  body,  a  plurality  of 
bolts  passing  through  the  plate,  the  transfer  rail 
and  portion  of  the  body,  a  single  bolt  passing 
through  the  plate,  the  switch  point  and  a  part 
of  the  body,  said  body  having  recesses  therein 
to  receive  portions  of  the  bolts  and  that  end  of 
the  body  remote  from  the  switch  curving  down- 
wardly and  rearwardly. 


2.018.451 
BRAKE  TESTER 
Harry  B.  Kr«ft.  Sharon,  Pa.,  assignor  to  Bendix 
Cowdrey  Brake  Tester,  Inc..  a  corporation  of 
Delaware 

Application  Jane  30.  1931,  Serial  No.  547.933 
16  Claims.     (CI.  265 — *7) 


6.  An  apparatus  adapted  for  testing  vehicle 
brakes,  comprising  means  for  effecting  vertical 
movement  of  the  vehicle,  means  for  opposing  such 
movement  by  a  force  exerted  upon  each  vehicle 
wheel  so  as  to  create  a  turning  moment  thereon, 
and  means  for  measuring  each  force  as  the  wheel 
is  turned  thereby  against  the  resistance  of  Its 
brake. 

2.018.452 

COLLET 

Guy  Laaghlin.  Birmingliain,  Mich. 

Application  August  3.  1933.  Serial  No.  683.520 

10  Claims.     (CI.  279—51) 


1.  In  a  collet,  a  body  having  a  plurality  of 
fingers  provided  with  bearing  surfaces  straight 
from  end  to  end  and  angled  outward  toward  the 
meeting  portions  thereof,  and  pads  having  spheri- 
cal perimeters  engaging  at  longitudinally  spaced 
points  the  said  bearing  surfaces  of  the  fingers, 
there  being  a  loose  fitting  pin  and  socket  con- 
nection between  the  fingers  and  the  pads  allow- 
ing longitudinal  and  transverse  shifting  of  the 
pads  and  turning  of  the  pads  about  the  axis  of  the 
pins. 

2.018.453 
COOLING  OF  AIR  BY  REFRIGERATION 
Matthew  M.  Lawler.  Beverly  Hills,  Calif.,  assignor 
to  The  Cooling  and  .Air  Conditioning  Corpora- 
tion. Boston.  Mass.,  a  corporation  of  New  York 
Application  March  6.  1934.  Serial  No.  714.219 

4  Claims.     (CI.  62—129) 
1.  Air    conditioning    apparatus    comprising    a 
cooling  compartment,  a  cooling  tower  for  evapo- 


rative cooling  of  the  water,  a  refrigeration  plant 
including  a  condenser  and  an  evaporator,  and  a 
water  circulation  circuit  including  said  compart- 


ment, said  cooling  tower,  and  said  evaporator  In 
series,  and  said  cooling  compartment  and  said 
condenser  in  parallel  with  respect  to  flow  from 
said  cooling  tower. 


2.018.454 

FIRE  HYDRANT 

Herbert  M.  Lofton.  Chattanooga.  Tenn. 

Application  January  17.  1934.  Serial  No.  706.926 

14  Claims.     (CI.  137—13) 


2.  A  fire  hydrant,  comprising  a  stock,  valve  and 
operating  valve  stem,  combined  with  a  closure  for 
the  upper  end  of  the  stock,  a  stuffing  box  through 
which  the  valve  stem  extends,  a  gland  for  the 
stuffing  box  having  an  upstanding  flange  forming 
an  oil  reservoir  secured  to  its  upper  end.  and  an 
operating  nut  at  the  upper  end  of  the  hydrant 
providing  a  screw  threaded  engagement  with  the 
valve  stem,  and  further,  the  operating  nut  ex- 
tends downwardly  into  the  oil  reservoir  and  is 
provided  with  transverse  apertures  below  the  level 
of  the  oil  communicating  both  with  the  oil  space 
in  the  reservoir  and  with  the  screw  threaded  en- 
gaging means  between  the  operating  nut  and 
valve  operating  stem. 


2.018.455 
FIRE  HYDRANT  VALVE  ROD  COUPLING 
Herbert  M.  Lofton.  Chattanooga,  Tenn. 
AppUcation  March  30.  1934.  Serial  No.  718,108 
10  Claims.     (CI.  287—117) 
1.  A  coupling  member  for  providing  a  yield- 
ing connection  between  two  rod  ends,  said  cou- 
pling having  screw  threaded  portions  of  differ- 
ent pitches  on  the  inside  thereof  and  into  which 
the  ends  of  the  rods  are  screwed  to  bring  them 
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into  abutting  relation,  said  coupling  also  provided 
with  apertures  along  the  length  thereof  for  per- 


mitting the  coupling  to  spread  under  excessive 
lateral  pressure  and  release  one  of  the  rod  ends. 


2.018.456  

EMBROIDERING  OR  LIKE  MACHINE 

Hans  Jonas,  Berlin-Lichtenberg,  Germany 

Application  March  10,  1932.  Serial  No.  597.876 

In  Germany  June  19.  1931 

3  Claims.     (CI.  112—158) 


1.  In  an  embroidering  or  sewing-machine  of 
the  type  specified  for  making  flat-stitch  work, 
having  a  rotary  shuttle,  a  two-part  needle  bar 
having  a  needle  carrying  part  capable  of  an  os- 
cillatory lateral  movement  transverse  to  the  feed 
of  the  work,  means  for  reciprocating  the  needle 
bar  vertically  and  means  for  simultaneously  im- 
parting to  the  needle  carrier  part  an  oscillatory 
movement,  a  device  whereby  the  operator  is  inde- 
pendently enabled  to  vary  the  said  amplitude  of 
the  oscillatory  movement  of  the  needle  and  which 
device  comprises  an  index  member  participating 
In  the  said  movement  proportioned  to  the  oscil- 
lation amplitude,  a  transmitting  gear  deriving 
from  the  machine  main  shaft  the  normal  drive 
motion  for  the  rotary  shuttle,  the  said  transmit- 
ting gear  comprising  a  differential  gear,  the  ad- 
Justing  member  of  which  Is  operatlvely  connected 
with  the  above-mentioned  index  member  so  as  to 
move  automatically  in  unison  therewith,  thus  im- 
parting to  the  speed  of  the  rotary  shuttle  a  cor- 
respondingly retarding  or  accelerating  effect  with 
the  result  that  the  tip  of  the  rotating  shuttle 
is  presented  always  in  correct  position  to  the  nee- 
dle eye. -—•  


2,018,457 

TELEPHONE  SYSTEM 

Gerald    V.    King,   Chatham,  N.   J.,   assignor    to 

Bell     Telephone    Laboratories.    Incorporated, 

New  York,  N.  Y..  a  corporation  of  New  York 

Application  May  22,  1934.  Serial  No.  726.901 

9  Claims.     (CI.  179—18) 


MNOSXMS 


HI  II  II  II  H     iniLMMl 


1.  In  a  telephone  system,  a  plurality  of  cross- 
bar switches  arranged  in  divisions,  lines  multi- 
pled  to  appear  in  each  divisic«i  and  arranged  in 
groups  in  separate  parts  of  each  division,  a  link 
for  each  division  having  a  calling  branch  and  a 
called  branch  appearing  in  each  part  of  said 
diWsion,  and  means  for  connecting  a  calling  line 
to  a  called  line  through  an  idle  link. 


2.018,458 

BRAKE 

Douglas  J.  Martin,  New  York.  N.  Y. 

AppUcation  May  19,  1934.  Serial  No.  726,561 

9  Claims.     (CL  188— «0> 


1.  Means  for  applying  a  tangential  frictional 
force  to  the  periphery  of  a  rotating  wheel  com- 
prising a  braking  wheel,  means  for  continuously 
rotating  the  periphery  of  the  braking  wheel  in  the 
same  axial  direction  as  the  wheel  and  in  direct 
proportion  to  the  rotating  speed  thereof,  means 
for  moving  said  already  continuously  rotating 
braking  wheel  into  tangential  contact  with  the 
wheel,  whereby  the  contacting  point  of  the  wheel 
and  of  the  braking  wheel  will  be  moving  in  oppo- 
site directions,  and  means  normally  urging  said 
braking  wheel  out  of  contact  with  the  wheel. 


2.018,459 
SURGE  CURRENT  INSTRUMENT 

Francis  B.  Menger.  Schenectady.  N.  Y..  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 

Application  March  18.  1933.  Serial  No.  661.550 
13  Claims.  (CI.  177—311) 
1.  A  surge  current  instrument  for  use  with  a 
conducting  body  through  which  an  electric  cur- 
rent surge  may  flow,  said  instrument  comprising 
a  strip  of  magnetic  material  possessing  a  high 
degree  of  magnetic  retentivity  and  being  adapted 
to  be  so  pasltloned  adjacent  the  conducting  body 
that  the  magnetic  flux  surrounding  the  latter 
during  a  current  surge  therethrough  tends  to 
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change  the  magnetic  condition  of  the  strip,  said 
strip  being  suflQciently  free  of  eddy  currents  due 
to  surges  as  to  make  the  change  due  to  niagnetl- 
zation  therein  produced  by  a  surge  independent 
of  the  rate  of  change  of  said  surge,  and  a  non- 


polarized magnetic  armature  movable  from  one 
to  the  other  of  two  positions,  one  of  said  positions 
being  its  attracted  position  when  said  strip  is 
magnetized,  said  armature  being  biased  to  move 
toward  its  second  position. 


2.018.460 
STRAIGHT  KNITTING  MACHINE 
Cluistian  F.  Meyer,  Wyomiaslnc.  Pa.,  maakgnor  to 
Textile  Machine  Works.  Wyomiasinc.  Pa.,  a  cor- 
poration of  Pennsyiranla 
AppUcaUon  Angiist  16.  1932.  Serial  No.  62S.967 
3  Claims.     (CI.  66 — 126) 


1.  A  straight  knitting  machine  comprising  a 
yarn  carrier,  and  operating  means  for  the  carrier 
including  a  longitudinally  reclprocable  friction 
rod  having  a  hollow  portion,  a  friction  box  having 
friction-grip  connection  to  the  rod  for  movement 
therewith  to  operate  the  carrier,  means  for  limit- 
ing movement  of  the  box  with  the  rod  and  caus- 
ing it  to  slip  relative  thereto,  sind  means  for 
maintaining  substantially  uniform  the  gripping 
and  sliding  coaction  between  the  rod  and  the  box 
including  means  affecting  the  temperature  of 
the  rod  sind  the  box.  said  temperature  affecting 
means  including  means  for  applying  a  cooling 
medium  to  the  Interior  of  said  hollow  friction-rod 
portion  during  reciprocation  of  the  rod. 


2,018.461 
MULTIPLE  CONDUCTOR  SECTOR 
ELECTRIC  CABLE 
Neil  L.  Morgan.  Mount  Royal.  Qnebec,  Canada, 
assignor  to  Western  Electric  Company,  Incor- 
porated, New  York.  N.  Y.,  a  corporation  of  New 
York 
Application  November  13.  1931.  Serial  No.  574.697 
2  Claims.     {CI.  173—264) 


1.  A  method  of  manufacturing  multi-core 
electric  cables  having  sector-shaped  conductors 
which  comprises  stranding  the  component  wires 
of  each  individual  conductor  into  helices  with 
spaces   between   layers   of   adjacent   helices    of 


wire,  the  alternate  layers  of  said  helices  being 
stranded  in  opposite  directions,  wrapping  insu- 
lating tapes  around  said  conductors  while  still  in 
substantially  round  shape,  then  stranding  said 
conductors  together  and  forcing  them  together 
through  a  die  to  obtain  the  sector  form  in  one 
operation. 


2,018.462 
FREEZING  APPPARATU8 
Clifford  Morrow.  Canton,  Oliio.  assignor  to  The 
H.  H.  Miller  Industries  Company,  Canton,  Ohio, 
a  corporation  of  Oliio 

AppUcation  May  12.  1934,  Serial  No.  725.375 
12  Claims.     (CL  62—114) 

T- 


1.  In  apparatus  of  the  class  described,  the 
combination  with  a  heat  exchange  device,  of  a 
container  provided  with  an  intermediate  wall 
forming  a  chamber  for  a  liquid  volatile  refriger- 
ant and  a  chamber  for  a  refrigerated  fluid,  and  a 
circulation  system  for  the  fluid  connected  to 
said  device,  said  system  comprising  a  pipe  lead- 
ing from  said  fluid  chamber  to  said  device,  a  pipe 
leading  from  said  device  into  said  fluid  chamber, 
a  circuitous  conduit  connected  at  one  end  to  said 
last  mentioned  pipe  and  submerged  in  the  vola- 
tile refrigerant  in  said  chamber  therefor  and 
connected  at  its  opposite  end  to  said  fluid  cham- 
ber through  said  intermediate  wall  for  discharg- 
ing the  fluid  into  said  fluid  chamber,  and  means 
in  one  of  said  pipes  for  Inducing  a  flow  of  the 
fluid  through  said  system. 


2.018.463 
SONIC   LOCATOR  SYSTEM 

Albert  J.  Mochow,  Scotia.  N.  Y..  assignor  to  Gen- 
eral Electric  Company,  a  corporation  of  New 
York 

AppUcation  April  12.  1935,  Serial  No.  16.017 
8  CUims.     (CL  181—0.5) 


1.  The  method  of  locating  an  object  which 
includes  projecting  a  plurality  of  sound  waves 
of  different  frequencies  in  a  selected  direction, 
and  utilizing  the  beat  frequencies  of  the  sound 
waves  reflected  from  the  object  to  be  located  to 
excite  the  binaural  sense  of  an  auditor. 
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2.018,464 
VOICE  OPERATED  TRANSMISSION  CIRCUIT 

Charles  N.  Nebel.  Newark,  N.  J.,  assignor  to  Bell 
Telephone    Laboratories.    Incorporated,     New 
York.  N.  Y.,  a  corporation  of  New  York 
Application  June  7,  1930.  Serial  No.  459.663 
15  Claims.     (CI.  179— 170) 


1.  In  a  signal  transmission  circuit,  a  space  dis- 
charge device  for  repeating  signals  in  said  circuit,  a 
source  of  anode  voltage  therefor,  an  electromag- 
netic relay  controlling  a  switch  contact  in  said 
circuit,  said  relay  being  operated  by  the  space 
current  of  said  device,  and  means  acting  in  re- 
sponse to  signals  to  be  transmitted  for  condition- 
ing said  device  for  the  transmission  of  said  sig- 
nals over  said  circuit  and  for,  in  turn,  operaUng 
said  relay  to  close  the  switch  contact  to  estab- 
lish said  circuit. 


2.018.465 
VOICE  OPERATED  SWITCHING  CIRCUIT 

Charles  N.  Nebcl,  Newark.  N.  J.,  assignor  to  Bell 
Telephone  Laboratories.  Incorporated.  New 
York.  N.  Y..  a  corporation  of  New  York 

Application  February  28.  1931.  Serial  No.  518,931 
3  Claims.     (CI.  179— 170) 


SfS LSfj—Lp. 


1.  In  a  telephone  system,  a  first  line  having  a 
hybrid   coil   and   balancing    network   to   provide 
two  two-wire  branches  conjugate  to  each  other, 
one  a  transmitting  branch  for  transmitting  waves 
received  over  said  line  and  the  other  a  receiving 
branch  for  impressing  received  waves  upon  said 
line,  one  side  of  each  branch  comprising  a  con- 
ductor in  common,  a  second  line  of  such  high  at- 
tenuation that  the  transmitting  energy  level  is 
very  high  in  comparison  with  the  receiving  energy 
level  connectible  to  both  of  said  branches  for  re- 
ceiving from  said  transmitting  branch  and  al- 
ternatively transmitting  to  said  receiving  branch. 
said  second  line  having  one  side  connected  to  said 
common   conductor,  switching   means  having  a 
member   movable   between   fixed   contacts,   said 
member  being  connected  to  the  remsUning  side 
of  said  second  line,  said  fixed  contacts  being  re- 
spectively connected  to  the  side  of  each  branch 
not  common,  a  one-way  amplifier  in  each  branch, 
said  movable  member  constituting  the  sole  point 
of  interruption  of  said  branches  throughout  their 
operation,   and  means  actuating  said  switching 
means  under  control   of   waves   In  one  of   said 
branches. 


2.018,466 
SOUND  REPRODUCING  SYSTEM 
Horace  T.  O^Neil,  Williston  Park,  and  Hugh  K. 
Dunn.  St.  Albans,  N.  Y.,  assignors  to  BeU  Tele- 
phone Laboratories,  Incorporated,   New   York, 
N.  Y.,  a  corporation  of  New  York 
Application  December  16,  1932.  Serial  No.  647.510 
In  Great  Britain  December  21,  1931 
8  Claims.     (CI.  179—100.3) 


1.  In  a  reproducing  system,  a  record  of  the 
harmonic  structure  of  a  sound  wave  modified  in 
amplitude,  a  complementary  record  of  the  ampli- 
tude variations  of  said  wave,  means  for  simultane- 
ously moving  both  said  records,  a  single  beam  of 
light  successively  modulated  by  both  said  records 
and  means  for  transforming  said  modulated  beam 
into  sound  energy. 


2,018.467 
SHAFT  SUSPENSION 

Charles  H.  Patten,  Allentown,  Pa.,  assignor   to 
Tray  lor   Engineering    &   Manufacturing    Com- 
pany, Allentown.  Pa.,  a  corporation  of  Delaware 
AppUcation  March  17,  1932.  Serial  No.  599,584 
5  Claims.     (CI.  308— 142) 


5  In  a  gyratory  crusher  suspension,  the  com- 
bination with  an  externally  screw-threaded  gy- 
ratory crusher  shaft  of  a  surrounding  spherical 
supporting  bearing  also  having  a  stationary  in- 
ternal journal  surface  for  taking  the  side  thrust 
of  the  gyratory  shaft,  a  shaft  sleeve  coactmg 
with  said  journal  surface  internally  tapered  at 
its  own  upper  end  and  having  a  spherical  sur- 
faced external  supporting  flange  or  collar  por- 
tion resting  on  said  spherical  bearing  above  its 
said  stationary  journal  surface,  and  a  tapered 
contractile  nut  screwed  on  the  shaft  and  fitting 
in  said  collar,  so  as  to  be  squeezed  tight  on  the 
screw  threads  by  the  downward  pull  of  the  shaft, 
and  thus  holding  said  bearing  collar  fixed  to  the 
gyratory  shaft. 


2.018.468 

FISHING   REEL 

Charles  T.  Pflueger.  Akron,  Ohio,  assignor  to  The 

Enterprise    Manufacturing    Company,    Akron, 

Ohio,  a  corporation  of  Ohio 

Application  April  26.  1934.  Serial  No.  722,45V 

7  Claims.     (CI.  242—84.1) 
1.  A  reel,  particularly  for  use  in  casting,  com- 
prising a  reel  casing  and  a  spool,  the  interior  of 


866 


OFFICIAI.  GAZETTE 


CK-TuBKR  li*J,  1935 


OcTOBEB  22, 1935 


U.  S.  PATENT  OFFICE 


867 


ths  spool  being  hollow  and  having  a  passage  to 
the  exterior  of  the  spool,  means  to  close  the  pas- 


sage, and  ballast  located  within  the  hollow  inte- 
rior of  the  spool. 


2,018.469 

INTER-RELATED    POWER    TRANSMISSION 

CONTROL  AND  BRAKE  MECHANISM 

Bruno  Charles  Roehrl.  Binshamton.  N.  Y. 

AppUcation  July  12,  1933.  Serial  No.  680,101 

13  Claims.     (CI.  192 — 4) 


1.  In  an  inter-related  power  transmission  and 
brake  mechanism  for  motor  vehicles,  a  drive-con- 
trolling element  shiftable  from  a  neutral  posi- 
tion to  a  driving  position  about  a  fixed  center 
and  provided  with  a  cam  movable  therewith  about 
said  center,  means  for  shifting  said  element,  a 
brake-controlling  element  shiftable  from  a  neu- 
tral position  to  a  brake-applying  position,  re- 
leasable  means  for  holding  the  second  element 
in  its  brake-applying  position,  and  means  actu- 
ated by  said  cam  when  the  first  element  is  shifted 
from  its  neutral  position  to  its  driving  position 
for  releasing  said  holding  means  from  its  holding 
position. 


2,018.470 
INCANDESCENT    LAMP.   FILAMENT   THERE- 
FOR  AND  PROCESS  AND  APPARATUS  FOR 
MAKING  THE  SAME 
Samnel  Rnben,  New  Yoiii.  N.  Y..  assignor  to  Sirian 
Lamp  Company.  Newark,  N.  J.,  a  corporation  of 
Delaware 
AppUcation  September  23.  1929.  Serial  No.  394.649 
2  Claims.     (CI.  176—131) 


ji^ 


2.  A  filament  for  an  electric  lamp  comprising 
a  refractory  metal  wire  and  a  coating  thereon 
formed  of  a  mixture  of  approximately  99%  of 
thorium  oxide  and  1%  of  cerium  oxide  through 
which  boron  oxide  is  uniformly  distributed  to  an 
extent  less  than  25%  by  weight  of  the  mixture  of 
thorium  and  cerium  oxide. 


2.018.471 

ELECTROPLATING  UPON  A  METALLIZED 

SURFACE 

Alexander  G.  Russell,  Red  Bank.  N.  J.,  assignor 

to  Bell  Telephone  Laboratories.  Incorporated, 

New  York,  N.  Y.,  a  corporation  of  New  York 

Application  June  20.  1934.  Serial  No.  731,424 

2  Claims.     (CI.  204 — b) 


1.  As  an  article  of  manufacture,  a  wax  master 
record  with  a  metal  coated  surface  and  clips  se- 
cured to  the  metal  coated  surface  and  spaced 
about  the  periphery  of  the  record. 


2.018.472 

MULTICYLINDER  COMBUSTION 

ENGINE 

Friedrich  Sass,  Charlottenburf,  Germany,  as- 
signor to  General  Electric  Company,  a  corpo- 
ration of  New  York 

ApplicaUon  March  18,  1935.  Serial  No.  11.697 

In  Germany  March  13,  1934 

5  Claims.     (CI.  60— 16) 


->f^-«-:^^ 


^:;^>i->i-- 


1.  In  a  multi-cylinder  combustion  engine  the 
combination  of  a  first  cylinder,  a  second  cylinder 
for  receiving  starting  air.  means  for  supplying 
fuel  to  both  of  .said  cylinders,  means  for  control- 
ling the  fuel  supply  to  said  first  cylinder,  means 
for  controlling  the  fuel  supply  to  said  second 
cylinder,  both  of  said  means  being  biased  to  full 
charge  position  and  coupled  by  a  lost  motion  de- 
vice whereby  said  second  control  means  is  nor- 
mally operable  only  after  said  first  control  means, 
and  means  for  securing  said  second  control  means 
against  normal  operation,  said  securing  means 
being  operable  to  control  the  charging  of  said 
second  cylinder. 


2.018,473 

PROCESS  OF  OBTAINING   BERYLLIUM   AND 
ALUMINUM  COMPOUNDS 

Charles  B.  Sawyer  and  Benrt  Kjellfren,  Cleve- 
land Heiffhts.  Ohio,  assiffnors  to  The  Brush 
Berylliam  Company,  Cleveland.  Ohio,  a  corpo- 
ration of  Ohio 

No  Drawing.  Original  application  October  14, 
1930.  Serial  No.  488.662,  now  Patent  1.823.864, 
September  15.  1931.  Divided  and  this  applica- 
tion May  11,  1931,  Serial  No.  536,518.  In  Can- 
ada January  6.  1927 

15  Claims.     (CI.  23—18) 
1.  The  process  of  recovering  beryllium  sulphate 

from  a  mixture  of  beryllium  and  aluminum  sul- 


phates by  converting  the  aluminum  sulphate  of 
the  mixture  with  an  alkali  sulphate  to  an  alum 
and  effecting  separation  of  the  alum  in  a  solution 
of  beryllium  sulphate  and  an  alkali  sulphate, 
characterized  by  adjustment  of  the  concentra- 
tion of  the  said  solution  with  respect  to  beryllium 
sulphate  to  or  sufficiently  close  to  saturation  to 
prevent  said  solution  from  holding  in  solution 
more  than  any  predetermined  small  amount  of 
alum  at  the  final  temperature  at  which  the  alum 
is  separated. 

2.018,474 

CENTRIFUGAL  SEPARATOR 

John    F.    Tholl,    Needham.    Mass..    assigrnor    to 

American  Tool  and  Machine  Company,  Boston, 

Mass..  a  corporation  of  Massachusetts 

Application  December  21.  1932,  Serial  No.  648,221 

6  Claims.     (CI.  210—63) 


1.  In  a  centrifugal  separator,  the  combination 
with  a  basket  and  a  shaft  supporting  said  basket 
for  rapid  rotation,  of  a  casing  surrounding  the 
basket,  said  casing  having  an  opening  for  the 
passage  therethrough  of  said  shaft,  and  a  sub- 
stantially rigid  closure  for  said  opening  having 
a  rotary  but  substantially  gas  tight  connection 
with  said  shaft  and  a  laterally  slidable  but  sub- 
stantially gas  tight  connection  with  said  casing. 


2,018.475 
CONVERSION  OF  HYDROCARBON  OILS 
Richard  F.  Trow,  Port  Arthur.  Tex.,  assignor  to 
The  Texas  Company,  New  York,  N.  Y.,  a  corpo- 
ration of  Delaware 

Application  May  4.  1933.  Serial  No.  669,300 
6  Claims.     tCl.  196 — 49) 


duced  pressure,  withdrawing  a  second  residual 
liquid  in  a  more  advanced  state  of  cracking  from 
a  later  stage,  cooling  said  second  liquid  and 
introducing  it  into  said  reduced  pressure  dis- 
tillation zone,  and  withdrawing  a  final  combined 
residual  liquid  from  said  reduced  pressure  dis- 
tillation zone. 


2.018,476 
ELECTRIC  SWITCH 

Alfred  G.  von  Nermann,  Seattle,  Wash.,  assignor 

to  Trumbull  Electric  Company,  Pacific  Division, 

Seattle,  Wash.,  a  corporation  of  Washingrton 

Application  August  16.  1933.  Serial  No.  685,329 

5  Claims.     (CI.  200—50) 


1.  The  process  which  comprises  subjecting  a 
hydrocarbon  oil  to  cracking  in  a  series  of  crack- 
ing stages  under  superatmospheric  pressure, 
withdrawing  residual  liquid  from  an  earlier  stage 
and  subjecting  it  to  distillation  in  a  zone  of  re- 


1.  In  an  electric  safety  switch  of  the  class  de- 
scribed, a  housing  of  substantial  depth,  a  carriage 
plate  guided  for  endwise  movement  in  said  hous- 
ing substantially  midway  of  the  depth  thereof, 
switch  blades  mounted  on  one  side  of  said  car- 
riage plate,  fuse  clips  mounted  on  the  other  side 
of  said  carriage  plate  and  electrically  connected 
with  said  switch  blades,  switch  jaws  positioned 
for  engagement  by  said  switch  blades,  fuse  mem- 
bers supported  in  said  fuse  clips,  a  box  like  cover 
pivotally  mounted  on  said  carriage  plate  and  dis- 
posed partially  within  said  housing,  said  box  like 
cover  having  one  open  side  positioned  adjacent 
the  carnage  plate  whereby  said  box  like  cover 
may  close  over  said  fuse  members,  partition  means 
in  said  cover  positioned  to  entei  between  said 
fuse  members  and  provide  a  separate  compart- 
ment for  each  fuse  member,  and  cover  holding  de- 
vices operatively  connecting  the  cover  and  the 
housing  and  holding  adjacent  sides  of  the  the 
cover  closed  when  the  switch  is  in  electrically 
closed  position. 


2,018.477 

COAXIAL  CONDUCTOR  SYSTEM 

Jesse  F.  Wentz,  New  York,  N.  Y.,  assignor  to  Bell 

Telephone     Laboratories,     Incorporated,     New 

Y'ork.  N.  Y..  a  corporation  of  New  York 

AppUcation  August  26,  1932.  Serial  No.  630.552 

4  Claims.     (CI.  173— 265) 


1.  A  radio  frequency  transmission  system  com- 
prising a  pair  of  coaxial  conductors  connected 
one  as  the  return  for  the  other,  the  outer  of  said 
conductors  being  a  hollow  tube  made  up  of  a  plu- 
rality of  laterally  elongated  profiled  strips  dis- 
posed in  overlapping  relation,  each  of  said  strips 
comprising  two  integral  strip-like  portions  in 
different  tubular  layers  laterally  offset  from  each 
other  several  times  the  thickness  of  one  of  said 
portions,  the  inner  of  said  portions  being  ar- 
ranged with  their  edges  abutting  to  form  a 
smooth,  substantially  cylindrical  inner  conduct- 
ing j^in.  and  an  external  restricting  member 
adapted  to  force  said  abutting  portions  together 
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to  render  said  conductor  self-supporting,  the 
relative  angular  positions  of  adjacent  strips  be- 
ing maintained  principally  by  radial  forces  ex- 
erted on  the  outer  of  said  strip  portions. 


2,018.478 

MACHINE  FOR  M.\KING  CHEMICAL 

ASBESTOS 

Charles  C.  Whittier.  Chicago,  111. 

Application  January  16.  1933,  Serial  No.  652.093 

2  Claims.     (CI.  49— Ij 


1  An  asbestos  making  apparatus  comprising 
a  fusing  furnace  having  a  discharge  cascade 
outlet,  a  horizontally  disposed  temperature  reg- 
ulating combustion  chamber  substantially  annu- 
loidal  in  shape  arranged  coaxial  with,  and  sur- 
rounding, an  intermediate  portion  of  said  outlet 
in  open  communication  therewith,  a  burner  en- 
tering, and  arranged  tangential  to,  the  outer  pe- 
riphery of  said  chamber  to  cause  rotation  of  the 
atmosphere  in  the  chamber  about  the  slag  in  the 
course  of  its  discharge  through  said  outlet,  and 
means  to  promote  the  drawing  of  filaments  from 
.said  slag  below  the  discharge  end  of  the  outlet. 


2.018.479 
ELECTROMAGNETIC   HORN 
Gustav  Zeinincer.  Oberessiingen,  Germany,   as- 
signor   to    Robert    Bosch    Aktiencesellschaft, 
Stuttgart,  Germany 
AppUcation  August  11,  1930.  Serial  No.  474.596 
In  Germany  August  31,  1929 
3  Claims.     (CI.  177—7) 


2.  An  electromagnetic  horn  comprising  in  com- 
bination a  pot  casing  having  a  ma^rnetic  bottom, 
a  diaphrsigm  secured  at  Its  periphery  to  the  open 
end  of  said  casing,  a  ma«;netlc  armature  secured 
at  one  end  to  and  supported  solely  by  said  dia- 
phragm and  extending  at  right  angles  thereto, 
an  electromagnet  secured  to  said  bottom  in  align- 
ment with  said  magnetic  armature,  a  magnetic 
U-shaped  yoke  member  mounted  In  said  casing 
with  its  arms  In  engagement  with  said  magnetic 
bottom  and  its  loop  extending  toward  said  dia- 
phragm, said  yoke  member  being  provided  with 
an  aperture  in  its  web  portion  through  which  said 
armature  extends  to  provide  an  air  gap  between 
said  yoke  member  and  said  armature. 


2.018.480 

MOLD   FOR    DYNAMO   MACHINE    ELEMENTS 

Vincent    G.    Apple.    Dayton.    Ohio;    Herbert    F. 

Apple,  Edward  M.  Apple,  and  Gourley  Darroch 

executors  of  said  Vincent  G.  Apple,  deceased 

AppUcation  May  4.  1932.  Serial  No.  609.065 

4  Claims.     (CI.  18 — 42) 


3.  A  mold  for  making  a  dynamo  electric  ma- 
chine element,  said  element  comprising  a  hollow 
body  of  insulation  having  brush  pockets  extend- 
ing laterally  through  the  sides  of  said  hollow 
body,  said  pockets  being  lined  at  their  outer  ends 
with  a  round  interiorly  threaded  metal  brush 
terminal  and  at  the  inner  end  with  a  rectangular 
metal  brush  pocket  lining,  the  mold  comprising 
a  body  having  a  cavity  corresponding  to  said  hol- 
low body  of  insulation,  and  brush  pocket  form- 
ing means  extending  through  the  side  of  said 
mold  body  Into  said  cavity  comprising  a  sleeve 
rotatable  and  axially  slldable  through  a  smooth 
opening  in  the  side  of  said  body  and  threaded  at 
Its  inner  end  Into  said  brush  terminal,  and  a  p'Ul 
bar  rotatable  and  axially  slldable  in  said  sleeve 
having  a  rectangular  inner  end  extending  into 
and  supporting  said  brush  pocket  lining. 


2.018.481 

PRECISION  CHANNEL  GAUGE 

Gustavus  A.  AuU.  Nyack,  N.  Y. 

Application  January  31.  1935,  Serial  No.  4.356 

4  Claims.     (CI.  93 — 58) 


-» J 


1.  A  precision  channel  gauge  comprising  a  pair 
of  flat  bar  members  lying  side  by  side  in  the 
same  plane,  the  adjacent  edge  of  each  bar  mem- 
ber adjacent  to  the  other  bar  member  being 
bevelled,  and  means  for  securing  said  bar  mem- 
bers In  said  plane  for  a  limited  adjustment  rela- 
tive to  each  other. 


2.018.482 
TYPEWRITER 
Harry  Bates.  New  York.  N.  Y..  assignor  to  Bates 
Laboratories.  Inc..  New  York,  N.  Y..  a  corpo- 
ration of  New  York 
AppUcation  January  11.  1934.  Serial  No.  706.245 
6  Claims.     (CI.  197—57) 
1.  The  combination  with  a  main  frame,  of  a 
secondary  frame  plvotally  connected  on  a  hori- 
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zontal  axis  to  said  main  frame,  a  plate  constitut- 
ing a  keyboard  having  a  plurality  of  character 
designating  areas  corresponding  in  number  and 
position  to  the  keys  of  a  universal  keyboard  at 
one  end  of  said  secondary  frame,  a  paper  sup- 
port carried  by  the  other  end  of  said  secondary 
frame  to  move  therewith,  means  for  actuating 
said  paper  support  to  register  successive  areas 
at  a  common  printing  area,  a  shaft  mounted  to 
extend  upwardly  from  said  main  frame,  a  sleeve 
rotatably  mounted  on  said  shaft,  an  arcuate 
bracket  extending  laterally  from  said  sleeve  and 
having  an  arcuate  surface  substantially  concen- 
tric with  the  axis  of  rotation  of  said  sleeve,  a 
bracket  secured  to  said  main  frame  and  having 
a  pin  extending  upwardly  therefrom,  a  roller 
of  shorter  radius  than  the  radius  of  said  arcuate 
surface  disposed  between  said  arcuate  surface 
and  said  papier  support  and  rotatably  mounted 
on  said  pin,  a  flexible  band  having  type  formed 


thereon  corresponding  to  the  character  designat- 
ing areas  on  said  keytward  and  secured  at  Its 
ends  to  said  arcuate  bracket  to  extend  around 
said  arcuate  surface  and  said  roller,  the  type  of 
said  band  being  movable  into  and  out  of  a  com- 
mon printing  position  on  that  portion  of  the 
periphery  of  said  roller  nearest  to  said  paper  sup- 
port in  accordance  with  the  motion  of  said  arcu- 
ate bracket,  and  a  type  selector  connected  to  said 
sleeve  to  oscillate  with  said  sleeve  about  said  shaft 
and  to  oscillate  independently  of  said  sleeve 
about  a  horizontal  axis,  said  selector  being  guided 
by  said  keyboard  to  actuate  said  sleeve  and  arcu- 
ate bracket  and  thereby  select  the  type  desired, 
the  actuation  of  said  selector  about  its  horizontal 
axis  in  a  downward  direction  effecting  the  actu- 
ation of  said  keyl)oard  and  thereby  the  actuation 
of  said  paper  support  Into  engagement  with  the 
type  selected  and  positioned  on  said  roller  in  said 
common  printing  area  to  form  an  impression  of 
the  type  so  positioned. 


to 


2.018.483 
POWER  SUPPLY 
Francis   T.    Brewer,    Dayton,   Ohio,    assignor 

General  Motors  Corporation.  Detroit,  Mich.,  a 

corporation  of  Delaware 
Application  January  28.  1933.  Serial  No.  654.095 
15  Claims.     (CI.  171—97) 

15.  A  system  for  obtaining  an  alternating  po- 
tential of  predetermined  value  from  a  direct  cur- 
rent source  having  a  different  potential  value, 
comprising,  in  combination,  a  transformer  hav- 
ing a  primary  winding:  a  source  of  direct  current 
and  a  circuit  therefor:  thermionic  current  con- 
trolling means  for  controlling  current  flow  from 
said  source  thru  the  primary  winding  to  produce 
a   rapidly  varying  current  flow  in  the  primary 


winding,  said  thermionic  current  controlling 
means  having  a  control  electrode  for  controlling 
the  current  flow  therethru;  and  means  for  ap- 


plying a  rapidly  varying  potential  to  said  control 
electrode  from  the  circuit  of  said  source  to  effect 
the  control  of  the  current  flow  thru  the  ther- 
mionic means. 


2,018.484 
PLUG  FUSE  AND  ADAPTER 

George  R.  Brown.  Stratford,  Conn.,  assignor  to 
General  Electric  Company,  a  corporation  of 
New  York 

Application  October  27,  1934.  Serial  No.  750.254 
7  Claims.     (CI.  200—119) 


1.  The  combination  with  a  fuse  socket  having 
two  terminals,  of  an  adapter  comprising  an  outer 
shell  which  is  in  contact  with  one  terminal  of  the 
fuse  socket,  a  non-metallic  disk  positioned  in 
said  shell  having  an  opening  through  its  center, 
vertically  extending  contact  means  held  between 
the  disk  and  the  outer  shell,  and  means  for  lock- 
ing said  adapter  in  the  fuse  socket,  and  a  fuse 
comprising  an  outer  shell  which  is  in  contact  with 
the  vertically  extending  contact  means  of  the 
adapter,  a  pin  which  passes  through  the  opening 
in  the  non-metallic  disk  and  is  in  contact  with 
the  second  terminal  of  the  fuse  socket,  and  fuse 
means  connecting  said  pin  and  said  outer  shell. 


2,018,485 

CAN  PUNCH  AND  SEALER 

Alfred  J.  Clark,  Caldwell.  N.  J. 

AppUcation  August  11,  1933,  Serial  No.  684,726 

1  Claim.    (CI.  220—51) 


A  liquid  can  punch  and  sealer  comprising  a 
band,  means  for  securing   said  band   in  direct 
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squeezing  contact  with  the  upper  cylindrical  sur- 
face of  a  liquid  can,  a  bridge  secured  directly  on 
said  band,  and  a  punch  and  sealing  mechanism 
pivotally  mounted  on  said  bridge,  the  ends  of  said 
band  being  spaced  apart,  a  pm  member  lying  in 
a  tangential  direction  to  said  band  securing  the 
ends  of  said  band  together,  and  said  means  for 
securing  said  band  to  the  can  comprising  a  cam 
eccentrically  pivoted  on  said  securing  pin  and 
adapted  to  be  rotated  so  as  to  press  the  cam 
portion  directly  against  the  cylindrical  side  of 
the  can. 


2.018,486 

ELECTROLYTIC  CONDENSER 

Samuel    I.    Cole,    Brooklyn,    N.    Y.,    assignor    to 

Aerovox    Corporation,    a   corporation   of    New 

York 

AppUcation  September  2,  1932.  Serial  No.  631,459 

5  Claims.     (CI.  17S— 315) 


1.  An  electrolytic  condenser  comprising  a  cy- 
lindrical metallic  container,  a  condenser  roll 
therein  having  a  positive  and  a  negative  terminal 
lead  protruding  from  the  upper  end  thereof,  an 
insulating  washer  maintaining  the  negative  lead 
adjacent  the  inner  wall  of  the  container  and  pre- 
senting an  opening  for  the  positive  lead,  an  insu- 
lating button  having  a  central  metal  rivet  piece 
mechanically  and  electrically  connected  to  the 
positive  lead,  the  periphery  of  said  button  press- 
ing the  negative  lead  into  electrical  and  mechan- 
ical contact  with  the  inner  wall  of  the  container. 


2,018,487 

OLTLET  BOX  HANGER 

John  F.  Cornish.  New  York.  N.  Y. 

Application  September  24,  1934,  Serial  No.  745,332 

3  Claims.     (CL  247—21) 


terminating  in  an  eye  securable  to  said  nipple,  a 
slotted  leg  formed  at  the  other  end  of  each  arm, 
said  slotted  leg  and  said  eye  being  in  parallel 
planes,  an  angular  neck  connecting  said  slotted 
leg  to  said  eye,  said  nipple  extending  completely 
through  said  outlet  box.  and  a  link  bar  on  .said 
nipple  below  said  outlet  box.  said  link  bar  being 
adapted  to  straddle  the  ceiling  opening  through 
which  said  outlet  box  is  located. 


2.018.488 
AUTOMATIC  TRANSMISSION  GEARING 

Frederick  W.  Cotterman,  Dayton.  Ohio,  asslgrnor 

of  one-half  to  Bessie  D.  Apple,  Dayton.  Ohio 

Application  July  13.  1934.  Serial  No.  735,015 

20  Claims.     (CI.  74— 336) 


1.  An  electric  outlet  box  hanger  comprising  a 
nipple  to  which  the  outlet  box  is  adapted  to  be 
secured,  a  plurality  of  supporting  arms,  each  arm 


=Ki 


B 
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1.  Power  transmission  mechanism  comprising, 
in  combination,  a  driving  member,  a  driven  gear 
and  an  intermediate  gear  having  helical  teeth  in 
mesh  with  each  other,  means  for  connecting  the 
intermediate  gear  to  the  driving  member  to  re- 
volve the  driven  gear,  a  second  means  whereby  the 
driven  gear  may  be  revolved  otherwise  than 
through  the  Intermediate  gear,  said  Intermediate 
gear  being  shiftable  axially  by  the  thrust  of  the 
helical  teeth,  means  operative  by  said  axial  shift 
in  one  direction  to  effectuate  connection  between 
said  intermediate  gear  and  the  driving  member 
connecting  means  when  the  Intermediate  gear 
starts  to  drive  the  driven  gear,  and  by  said  axial 
shift  in  the  other  direction  to  .sever  connection 
with  the  driving  member  connecting  means  when 
the  driven  gear  is  being  driven  by  said  second 
means. 


2.018.489 
SIGNAL  TRANSMISSION  SYSTEM 

Stephen  Doha.  Jr..  New  York,  N.  Y.,  assicnor  to 

Bell     Telephone     Laboratories,     Incorporated. 

New  York,  N.  Y..  a  corporation  of  New  York 

AppUcation  August  12.  1932.  Serial  No.  628.505 

20  Claims.     (CI.  178 — 44) 


jjUmatsME' 


1.  In  combination,  a  signal  path,  an  impedance 
element  connected  to  said  path,  a  rectifier  circuit 
connected  to  said  path  beyond  the  connection  of 
the  impedance  element  to  the  path  for  controlling 
the  impedance  element,  and  means  for  effecting  a 
definite  relation  between  the  characteristics  of 
the  impedance  element  and  the  rectifying  circuit 
to  obtain  a  variation  in  volume  output  on  the 
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path  beyond  the  impedance  element  which  is  a 
fixed  fraction  of  the  variation  in  volume  input 
on  the  path  before  the  impedance  element. 


2.018.490 
METHOD  OF  PRODUCING  PAPER  PULP 
FROM  FIBROUS  MATERIAL 
Edwin    P.    Jones,    Garden    City,    and    James   M. 
Dempsey,  New  York,  N.  Y.,  assignors  to  Cham- 
pagne Paper  Corporation.  New  York.  N.  1'.,  a 
corporation  of  New  York 

No  Drawing.    Application  April  10,  1935. 
Serial  No.  15.620 
8  Claims.     (CI.  92—11) 
1.  The  improved  method  of  producing  paper 
pulp  from  flax,  which  consists  in  submitting  me- 
chanically   decorticated    flax    to    the    action    of 
water,  washing  the  same,  cooking  the  fibers  In 
a  digester  in  the  presence  of  an  alkaline  chemical 
in  combination  with  a  soluble  sulphite  and  then 
bleaching  the  fibers. 


2.018.491 
SOUND  SIGNAL 
Robert  M.  Critchfield.  Anderson,  Ind..  assignor, 
by  mesne  assignments,  to  General  Motors  Cor- 
poration, Detroit,  Mich.,  a  corporation  of  Dela- 
ware 
Application  February  23.  1933.  Serial  No.  658,034 
7  Claims.     (CI.  177—7) 


1.  A  signal  device  comprising  in  combination; 
a  casing;  a  sound  producing  diaphragm  support- 
ed by  the  casing;  an  electromagnet  for  operating 
the  diaphragm;  a  projector  attached  to  the  cas- 
ing; a  support  having  an  aperture  through  which 
th?  projector  extends;  a  plurality  of  leaf  spring 
members  provided  with  apertures  intermediate 
their  ends  to  receive  a  portion  of  the  casing; 
means  for  securing  the  casing  to  the  intermediate 
portion  of  the  spring  members;  and  means  for 
attaching  the  ends  of  the  spring  members  upon 
the  support  .so  that  the  free  portion  of  the  spring 
members  will  cause  the  casing  and  the  projector 
to  move  along  the  axis  of  the  aperture  in  the 
support  when  the  signal  device  is  actuated. 


2.018.492 
PLASTIC  COMPOSITION  AND  METHOD  OF 
MAKING   THE   SAME 
Herman  L.   Grupe.   Scotia,  and    Roy   H.  Kienle, 
Schenectady,  N.  Y..  assignors  to  General  Elec- 
tric Company,  a  corporation  of  New  York 
No  Drawing.    Application  October  27,  1931, 
Serial  No.  571.454 
9  Claims.     (CI.  134—17) 
1.  A  composition  comprising  an  intimate  mix- 
ture of  discrete  particles  of  vulcanized  rubber  and 
surface-coated  with  a  flexible  alkyd  resin. 

8.  A  composition  of  matter  comprising  an  In- 
timate mixture  of  rubber  latex  and  an  aqueous 
dispersion  of  an  alkyd  resin.  „... - 


2,018.493 
AIR  CLEANER 
Richard  R.  Halstead.  Beach.  N.  Dak.,  assignor  to 
Halstead  Corporation,  Beach,  N.  Dak.,  a  cor- 
poration of  North  Dakota 
AppUcation  June  23,  1934,  Serial  No.  732,157 
2  Claims.     (CI.  183—9) 


J 
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1.  An  air  cleaning  or  filtering  device  comprising 
a  casing  having  an  air  inlet  and  an  air  outlet  and 
including  a  lower  or  bottom  portion  providing  a 
well  adapted  to  contain  an  air  filtering  or  clean- 
ing liquid;  an  air  filtering  or  cleaning  element  in 
the  said  casing  between  the  said  inlet  and  the 
said  outlet;  and  a  rotor  in  the  said  casing  in 
the  path  of  air  flowing  from  the  said  inlet  to  the 
said  filtering  element,  and  including  blades  ac- 
tuated by  air  draft  through  the  said  casing  from 
the  said  inlet  to  the  said  outlet;  said  rotor  in- 
cluding means  for  supplying  the  said  cleaning  or 
filtering  liquid  from  the  said  well  to  the  said 
filtering  or  cleaning  element. 


2.018,494 

TRANSMISSION  CONTROL  CIRCUIT 

Richard  B.  Hearn,  Hollls,  N.  Y.,  assignor  to  BeU 

Telephone     Laboratories,     Incorporated,     New 

York.  N.  Y.,  a  corporation  of  New  York 

Application  June  30,  1934,  Serial  No.  733,153 

4  Claims.     (CL  179—170) 
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1.  In  combination,  lines  each  having  a  sending 
circuit  and  a  receiving  circuit,  a  receive  relay  for 
each  line  each  having  its  winding  operatively 
connected  to  the  receiving  circuit,  a  send  relay 
for  each  line  having  an  energizing  circuit,  and  a 
time  delay  device  for  each  line  controlled  from 
the  energizing  circuit  for  the  send  relay  of  the 
respective  line,  the  receive  relay  and  the  time  de- 
lay device  of  the  same  line  conjointly  controlling 
the  send  relay  energizing  circuit  of  another  line. 


2.018.495 
AUTOMATIC  SWITCHING  SYSTEM 

Daniel  C.  Hoffmann,  Philadelphia,  Pa.,  assignor 
to  Greneral  Electric  Company,  a  corporation  of 
New  York 

AppUcation  September  1.  1934.  Serial  No.  742.371 
10  Claims.     (CI.  171—97) 
10.  In  combination,  a  load  circuit,  two  supply 

circuits,  an  individual  circuit  breaker  for  con- 
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necting  each  supply  circuit  to  said  load  circuit, 
a  closing  circuit,  means  responsive  to  a  prede- 
termined abnormal  electrical  condition  of  said 
load  circuit  for  successively  energizing  said  clos- 
ing circuit  a  predetermined  number  of  times,  a 
two  position  polarized  relay  having  an  operating 
winding,  means  responsive  to  the  energization 
of  said  closing  circuit  when  said  relay  is  in  one 
of  its  positions  for  effecting  the  opening  of  one 


of  said  circuit  breakers  and  the  closing  of  the 
other  circuit  breaker  and  when  said  relay  is  in 
the  other  position  for  effecting  the  opening  of 
said  other  circuit  breaker  and  the  clasing  of  said 
one  of  said  circuit  breakers,  and  means  respon- 
sive to  the  closing  of  each  circuit  breaker  for 
completing  an  energizing  circu  t  through  said  op- 
erating coil  so  that  current  flows  therethrough 
in  the  proper  direction  to  reverse  the  position  of 
said  relay. 


2.018.496 
RECORDER  STYLUS 
Arthur  C.  Keller,  Mount  Vernon,  N.  Y.,  assignor 
to  Bell  Telephone  Laboratories,  Incorporated, 
New  York,  N.  Y.,  a  corporation  of  New  York 
Original   application   April    18.    1931.    Serial   No. 
531,026.     Divided  and  this  application  April  7, 
1933.  Serial  No.  664.875.    In  Great  BriUin  Sep- 
tember 4.  1931 

5  Claims.     (CI.  274—38) 


1.  A  stylus  for  cutting  deep  hill  and  dale  grooves 
having  a  conical  portion  with  a  double  angle  of 
taper  less  than  10  degrees  terminating  in  an  ellip- 
tical cutting  face  extending  the  full  width  of  the 
conical  portion  from  the  stylus  point  upwardly 
for  a  distance  substantially  equal  to  the  maximum 
width  of  the  cutting  face  and  disposed  at  such 
an  angle  to  the  axis  of  the  stylus  that  when  the 
cutting  face  is  vertical  the  back  clearance  angle 
is  substantially  greater  than  40  degrees. 


2.018.497 

WINDING  MACHINE 

Frederick   Klein.   Glen   Rock.   N.  J.,  assignor   to 

Sipp-Eastwood  Corporation.  Paterson.  N.  J.,  a 

corporation  of  New  Jersey 

Application  November  10.  1933.  Serial  No.  697.460 

8  Claims.     (CI.  242 — 39) 


1.  In  combination,  with  the  frame,  a  rotating 
driver  Journaled  therein  on  a  substantially  hori- 
zontal axis,  a  revoluble  core  structure  for  the 
yam  windings  confined  by  the  frame  to  move- 
ment toward  and  from  and  normally  held  in  pe- 
ripheral contact  with  and  thereby  adapted  to  be 
driven  by  the  driver  and  having  a  relatively 
slender  axial  portion,  and  a  cam  device  movable 
in  the  frame  against  said  axial  portion  to  cam 
the  core  structure  clear  of  the  driver. 


2.018.498 

MOP 

Caswell  L.  Leonard,  Memphis.  Tenn. 

Application  October  8.  1934.  Serial  No.  747.313 

2  Claims.     iCl.  1&— 151) 


1.  In  a  refillable  mop  comprising  a  handle,  and 
a  filler-material  receiving  loop  secured  at  the 
lower  end  thereof  and  projecting  laterally  out- 
ward from  opposite  sides  of  said  handle,  a  sleeve 
closely  embracing  and  slidably  movable  along 
said  handle  and  means  for  clamping  said  sleeve, 
said  sleeve  having  its  lower  end  slotted  to  slid- 
ably receive  and  pass  beyond  the  upper  portion 
of  said  loop,  and  into  engagement  with  filler 
material  in  said  loop. 


2.018.499 

FIRE  INDICATING  SYSTEM 

William  D.  Llndsey,  South  Orange.  N.  J.,  assignor 

to  Garrison  Fire  Detecting  System,  Inc..  New 

York.  N.  Y..  a  corporation  of  Delaware 

AppUcation  June  4.  1931.  Serial  No.  542.004 

4  CUimi.     (CI.  177—355) 
1.  An  electrical  system  for  indicating  the  exist- 
ence of  undesirable  thermal  conditions  in  a  ve- 
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hide  comprising  a  vehicle  circuit  operative  while 
the  vehicle  is  in  transit  and  including  an  elec- 
trically actuated  signal  mounted  on  the  vehicle, 
a  source  of  electrical  energy  carried  by  the  ve- 
hicle and  a  thermo-responsive  device  comprising 
juxtaposed  normally  insulated  conductors  mount- 
ed on  the  vehicle  for  connecting  the  source  of 
energy  to  operate  the  signal  device  upon. the  ex- 
istence of  abnormal  thermal  conditions,  and  an 
electrical  circuit  at  a  stopping  place  for  the  ve- 


hicle comprising  a  source  of  electrical  energy, 
an  electrically  actuated  device  and  means  for  dis- 
connecting the  thermo-responsive  device  from  the 
vehicle  circuit  and  connecting  it  in  circuit  with 
the  electrically  actuated  device  at  the  stopping 
place  with  the  elements  thereof  forming  a  part 
of  a  closed  circuit  with  the  electrically  actuated 
device  and  said  second  mentioned  source  of  en- 
ergy, the  circuit  being  such  that  the  current  flow- 
ing therethrough  normally  operates  the  electri- 
cally actuated  device. 


(T 


2.018.500 

CONDENSER 

Leon  A.  McDermott.  HoweU.  Mich.,  assignor  to 

Howell     Electric     Motors     Company,     Howell, 

Mich.,  a  corporation  of  Michigan 

Application  September  28.  1932.  Serial  No.  635.167 

1  Claim.     (CI.  175—315) 


In  a  condenser  having  an  electrode  of  metal 
foil,  a  terminal  connection  to  the  electrode  com- 
prising a  conducting  wire  bent  upon  itself  to  form 
a  narrow  loop,  the  end  of  the  foil  electrode  be- 
ing extended  into  said  loop  and  bent  back  on 
Itself,  the  wire  with  the  foil  looped  therethrough 
being  rolled  together  to  provide  firm  contact  be- 
tween the  wire  and  the  electrode. 


of  applied  impressions,  and  the  coating  on  the 
other  side  colored  to  give  contrast  between  the 


2.018.501 
STENCIL  SHEET  ASSEMBLY 

William  George  D.  Orr.  Chicago.  111.,  assignor  to 
A.  B.  Dick  Company,  Chicago,  111.,  a  corporation 
of  Illinois 
Application  October  30.  1931.  Serial  No.  572.011 
7  Claims.      (CI.  41—3.5) 
5.  A  stencil  sheet  assembly  comprising  a  back- 
ing sheet,  a  type  impressible  sheet  impregnated 
with    a   colored    material,   and    a    homogeneous 
sheet  of  elastic   material   having  a   waxy   color 
bearing  coating  on  each  side  thereof,  the  coating 
on  one  side  being  colored  to  yield  offset  copies 


stencillzed  Impression  and  the  undisturbed  por- 
tions of  the  type  impressible  sheet. 


2.018,502 

MOTOR  VEHICLE 

Cl.vde  R.  Paton,  Birmingham.  Mich.,  assignor  to 

Packard  Motor  Car  Company.  Detroit,  Mich.,  a 

corporation  of  Michigan 

Application  November  6.  1931,  Serial  No.  573,435 

13  Claims.     (CI.  280—124) 


10.  In  a  vehicle  body  suspension  system  having 
longitudinally  extending  leaf  springs  and  a 
chassis  frame,  the  combination  of  a  cylinder  fixed 
to  the  frame,  a  piston  reciprocable  in  the  cylin- 
der, means  for  reciprocating  said  piston,  a  spring 
shackle  pivoted  to  the  frame  beneath  the  cylinder 
and  liaving  a  recess  into  which  said  piston  can  be 
engaged  or  withdrawn  and  coiled  springs  be- 
tween the  cylinder  and  the  shackle,  said  piston 
preventing  any  pivotal  movement  of  said  shackle 
relative  to  said  frame  when  engaged  in  said 
recess. 


2,018.503 

ADJUSTABLE  GARMENT  EDGE  CITTTER 

AND   GRADER 

Justyn  Shovlowsky.  Brooklyn.  N.  Y. 

Application  February  14.  1935.  Serial  No.  6,528 

17  Claims.     (CI.  164 — 60) 


16.  A  device  of  the  class  described,  comprising 
a  table  with  a  top  opening  closed  with  a  cover 
plate,  a  tray  mounted  beneath  said  cover  plate, 
a  machine  body  mounted  on  the  cover  plate  and 
being  of  substantially  inverted  U -shape,  one  arm 
of  said  U -shape  being  swivelly  mounted,  a  drive 
through  the  upper  F>ortion  of  said  machine  body, 
means  for  feeding  the  top  edge  of  superimposed 
and  stitched  together  layers  of  material,  said 
latter  means  being  operated  by  said  drive,  means 
for  feedinp  a  bottom  layer  of  said  materials,  a 
bottom  cutter  and  means  for  driving  said  twttom 
cutter,  said  bottom  feeder  including  discs  with 
serrated  peripheries  for  engaging  the  edge  of  the 
material,  a  plunger  head  operative  against  the 
edges  of  said  serrated  discs  for  holding  the  cloth 
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material,  resilient  means  for  urging  said  plunger 
into  operative  position,  and  a  manually  controlled 
means  for  moving  the  plunger  to  an  idle  position, 
including  a  depressible  foot  pedal  connected  with 
a  link  carrying  a  pin  engaging  into  an  inclined 
slot  in  a  rod  carrying  said  plunger  head. 


2.018,504 

TYPEWRITER   ATTACHMENT 

William  Smith.  Winthrop.  Mass. 

ApplicaUon  October  25.  1933.  Serial  No.  695.137 

3  Claims.     (CI.  197—126) 


3.  A  typewriter  attachment  comprising  In  com- 
bination a  telescopic  frame  adjustable  to  be  sub- 
stantially co-extensive  with  the  length  of  the  car- 
riage of  a  typewriter  machine,  said  frame  being 
composed  of  extensible  front  and  rear  elements 
disposed  in  substantially  parallel  relation,  means 
for  removably  attaching  said  frame  to  said  car- 
riage, a  paper  guide  carried  by  the  rear  element 
of  said  frame,  a  socket  secured  to  the  front  ele- 
ment of  said  frame  substantially  midway  between 
the  ends  thereof,  and  a  rearwardly  inclined  paper 
support  removably  secured  in  said  socket. 


2.018.505 
DRIER 
Herman  Sahr,  Milwaukee,  Wis.,  assignor  to  Acme 
Sheet  Metal  Woriu,  Milwaukee,  Wis.,  a  corpora- 
tion of  Wisconsin 
Continuation  of  application    Serial   No.   447.652, 
April  26. 1930.    This  application  October  9. 1931, 
Serial  No.  567.954 

6  Claims.     (CI.  34— 19i 


1.  A  laundry  drier  comprising  a  cabinet,  a 
spaced  inner  wall  for  the  top,  bottom,  and  one 
side  of  said  cabinet,  the  top  and  bottom  of  said 
inner  wall  being  perforated,  a  hood  carried  on 
one  side  of  said  cabinet  and  provided  with  an 
inlet  and  outlet  communicating  with  the  interior 
of  said  cabinet  and  having  a  fresh  air  inlet  and 
an  outlet  to  atmosphere,  a  heater  mounted  with- 
in said  hood  in  alinement  with  said  fresh  air  in- 


let, a  burner  positioned  at  the  outside  of  said 
hood  for  projecting  a  flame  into  said  heater,  and 
means  mounted  within  said  hood  for  circulating 
air  from  said  cabinet  and  past  said  heater. 


2,018,506 

HYDRAULIC  JACK 

WiUard    T.    Walker.    Racine.    Wis.,    assignor    to 

Walker  Manofacturing  Company,  Racine.  Wis., 

a  corporation  of  Wisconsin 

AppUcation  February  18,  1935.  Serial  No.  6,975 

15  Claims.     (CI.  254—93) 


12.  A  hydraulic  jack  assembly  comprising  a 
reservoir,  a  pressure  cylinder,  a  ram.  a  pump, 
valved  passages  connecting  the  reservoir,  cylin- 
der and  pump  and  so  arranged  that  the  normally 
vertically  positioned  jack  may  also  be  operated 
in  more  than  one  horizontal  position,  and  a  single 
means  for  supporting  the  jack  in  each  of  the  hori- 
zontal positions. 


2.018.507 
DRY  CLEANING  COMPOSITION  AND 
PROCESS 
William  H.  Alton.  New  York,  N.  Y..  assignor  to 
R.  T.  Vanderbilt  Company.  Incorporated.  New 
York.  N.  Y..  a  corporation  of  New  York 
No  Drawing.    Application  December  7.  1934. 
Serial  No.  756,473 
4  Claims.     (CI.  210—203) 
1.  In  the  dry  cleaning  of  fabrics,  with  cleaning 
of  the  dirty  dry  cleaning  liquid   by  circulating 
through   a  filter,  the  Improvement  which  com- 
prises adding  to  the  dirty  dry  cleaning  liquid  a 
filtering  material  in  the  form  of  graded  sizes  of 
a  material  which  absorbs  little  water,  and  pas.s- 
Ing  the  resulting  liquid  and  admixed  filtering  ma- 
terial through  the  filter  whereby  the  larger  sizes 
of  the  graded  material  build  up  a  filtering  founda- 
tion supporting  the  finer  particles  which  insure  a 
fine  straining  action  on  the  passing  liquid. 


2.018.508 
MANUFACTURE  OF  RUBBER  ARTICLES 

Arthur  E.  Barnard,  Waterbury.  Conn.,  assignor, 
by  mesne  assignments,  to  United  States  Rub- 
ber Company.  New  York.  N.  Y..  a  corporation 
of  New  Jersey 
No  Drawing.    Application  October  4.  1933, 
Serial  No.  692.148 
12  Claims.     (CI.  18—58) 
1.  The  process  of  manufacturing  a  rubber  arti- 
cle having  a  wrinkled  surface  comprising  coating 
a  form  with   latex,  chemically  coagulating  the 
latex  coating  from  an  inner  stratum  outwardly, 
and  applying  a  swelling  agent  to  the  outer  sur- 
face of  the  coating  before  substantially  complete 
drying  thereof. 
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2.018,509 

KINDLER 

Henry  C.  Beits,  Peoria,  HI. 

Application  April  15.  1935.  Serial  No.  16.413 

3  Claims.     (CI.  158—10) 
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1.  A  kindling  device  comprising,  an  elongated 
receptacle  for  combustible  materials  having  out- 
wardly directed  flanges,  a  cover  having  its  longi- 
tudinal edges  bent  about  the  flanges  to  constitute 
a  sliding  connection,  a  hanger  member  having  its 
ends  bent  about  the  edges  of  the  cover  and  slid- 
able  on  the  latter. 


2.018.510 
SHOE  AND  PROCESS  OF  MAKING  THE 

SAME 

Arthur  J.  Brauer   and  Frederick  P.  Wagner,  St. 
Louis,  Mo.,  assignors  to  Brauer  Bros.,  Inc.,  St. 
Louis,  Mo.,  a  corporation  of  Missouri 
Application  July  1,  1932.  Serial  No.  620,344 
2  Claims.     (CI.  12—146) 


1.  In  the  art  of  making  shoes,  the  process  com- 
prising, cutting  an  integral  quarter  section  and  a 
vamp  of  a  shape  such  that  when  the  respective 
ends  of  the  quarter  section  are  connected  to  tht 
opposite  sides  of  the  vamp  a  closed  upper  of  non- 
planiform  shape  is  formed,  connecting  the  ends 
of  the  quarter  section  to  opposite  sides  of  the 
vamp,  thereafter  securing  a  continuous  lining  for 
the  vamp  and  quarter  section  to  the  upper  in  the 
region  of  the  opening  and  with  the  obverse  faces 
of  the  upper  and  lining  in  contact,  and  invagi- 
nating  the  upper  and  lining. 


2.018.511 
DEEP  SEA  DIVING  SUIT 

Thomas  Patrick  Connelly.  Jersey  City.  N.  J.,  as- 
signor to  Empire  Marine  Salvage  &  Engineer- 
ing Corporation,  a  corporation  of  New  Jersey 
Application  July  6.   1934.   Serial  No.  733.955 

4  Claims.  (CI.  61— 71) 
1.  Ifi  a  diving  apparatus  in  combination,  a 
water-tight  chamber,  grappling  jaws  externally 
affixed  thereto,  and  means  for  manipulating  said 
jaws  from  within  said  chamber  comprising,  a  rod 
linked  to  said  jaws  and  axially  dlsplaceable  with- 
in a  sleeve  to  adjust  said  jaws,  a  resiliently  re- 
strained threaded  member  carried  by  said  rod  and 
adapted  to  engage  a  threaded  portion  of  said 
sleeve  to  lock  said  jaws  in  a  desired  closure,  means 


for  causing  said  threaded  member  to  engage  said 
sleeve  and  means  for  rotating  said  member  while 


so    engaged    to   adjust    said    jaws    by    threaded 
leverage. 

2,018.512 
ELECTRIC  HEATING  PAD 
Wallace  W.  De  Laney,  New  Haven,  and  Walter  R. 
Weeks.  Hamden.  Conn.,  assignors  to  The  Seam- 
less    Rubber     Company,     Incorporated,     New 
Haven.  Conn. 

Application  June  30,  1931,  Serial  No.  547,910 
25  Claims.     (CI.  219—46) 
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1.  A  heating  pad  comprising  a  plastic  sheet,  a 
resistor  structure  embedded  in  the  sheet  and  com- 
prising a  hollow  coil,  and  a  plastic  core  within 
the  coil,  said  coil  being  of  helical  formation  and 
said  plastic  core  being  integrally  joined  with  the 
body  of  the  sheet. 

2,018,513 
DIE  PRESS 
George  A.  Dclf.  University  City.  Mo.,  assignor  to 
B  4&  W   Shoe  Machinery  Company,  St.  Louis, 
Mo.,  a  corporation  of  Missouri 
Application  January  26,  1933.  Serial  No.  653,744 
4  Claims.     (CI.  12—31.5) 


1.  The  combination  with  a  die  press  of  an 
anvil  comprising  an  adjustable  block,  a  wedge 
supporting  said  block  and  movable  to  adjust 
the  same,  and  resilient  means  between  said  block 
and  said  wedge  and  yieldable  to  permit  the  wedge 
and  block  to  contact. 
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2.018.514 
VBAMTNG  MECHANISM  FOB  PROJECTORS 

Herman  A.  de  Vry.  Chicaco.  III. 

AppUcation  Aamst  27.  1934.  Serial  No.  741.584 

10  Claims.     (CI.  88 — 17) 


1.  A  motion  picture  apparatus  having  in  com- 
bina  ion  an  aperture  In  which  the  pictures  are 
framed,  and  intermittent  mechanism  including 
a  film  sprocket  for  moving  the  film  lAiSt  said  ap- 
erture and  means  to  frame  the  picture  in  said 
aperture  comprising  a  rotatably  mounted  support 
for  said  intermittent  mechanism,  drive  means  for 
said  intermittent  mechanism  including  a  flexible 
drive  member  and  means  movable  in  response  to 
rotation  of  said  support  for  framing  the  picture 
for  changing  the  course  of  said  flexible  drive 
member. 


2.018.515 

REFRIGERATING  APPARATUS 

Ralph  W.  Doer,  Detroit,  Mich.,  aasirnor  to  Kelvi- 

nator  Corporatioii,  Detroit.  Mich.,  a  corporation 

of  Michigan 

AppUcation  September  9.  1932.  Serial  No.  632.347 

2  Claims.     (O.  230—147) 


1.  Pumping  mechanism  comprising  a  cylinder 
block  provided  with  a  compression  cylinder  and  a 
recess  adjacent  said  compression  cylinder,  a  sta- 
tionary protruding  bearing  surface  formed  on  one 
side  and  extending  inwardly  into  said  recess,  a 
piston  mounted  for  operation  in  said  compres- 
sion cylinder,  a  blade  rigidly  attached  to  the 
piston  to  provide  a  partition  between  the  high  and 
low  pressure  sides  of  the  cylinder,  said  blade  ex- 
tending into  and  being  of  lesser  width  than  said 
recess  and  operating  with  a  sliding  and  rocking 
contact  with  said  stationary  protruding  bearing 
surface,  said  cylinder  block  also  being  provided 


with  an  outlet  passage  for  discharge  of  high  pres- 
sure fluid,  and  means  for  maintaining  engage- 
ment between  said  blade  and  bearing  surface  to 
seal  said  high  and  low  pressure  sides  of  said  com- 
pression cylinder  and  to  maintain  a  clearance 
space  in  said  recess  on  the  side  opposite  said  bear- 
ing surface  to  permit  said  high  pressure  fluid 
to  pass  to  said  outlet  passage,  said  means  in- 
cluding a  push  rod  positioned  substantially  at 
right  angle  to  said  blade  and  slidable  in  said 
cylinder  wall  and  a  compression  spring  carried 
by  said  cylinder  wall  and  tending  to  urge  said  push 
rod  against  said  blade. 


2.018.516 

INTERNAL  CORfBUSTION   ENGINE 

Herbert  C.  Edwards,  Detroit.  Mich.,  assirnor  to 

Pacliard  Motor  Car  Company.  Detroit.  Mich.,  a 

corporation  of  Michigan 

AppUcation  March  20.  1931.  Serial  No.  524,205 

2  Claims.     (CI.  103—40) 


1.  Fuel  injection  mechanism  for  Internal  com- 
bustion engines  comprising  a  plurality  of  pump 
barrels  each  having  a  constant  stroke  plunger 
therein,  a  spring  urging  each  plunger  away  from 
the  outlet  of  the  associated  barrel,  a  push  rod  for 
each  plunger,  a  housing  adjacent  each  barrel 
having  a  fuel  feeding  passage  therein,  a  balanced 
slidable  valve  mounted  in  each  housing  to  con- 
tat)l  the  flow  of  fuel  therethrough,  said  valves 
being  unbiased  by  springs,  a  push  rod  associated 
with  each  valve,  a  rock  lever  for  Eu;tuatlng  each 
set  of  valve  and  pump  plunger  push  rods,  an  en- 
gine driven  cam  for  tripping  the  rock  levers,  a 
control  means  connected  to  the  valve  push  rods, 
and  means  for  adjusting  the  control  means,  the 
movement  of  said  control  means  changing  the 
position  of  the  valve  push  rods  similarly  and 
simultaneously  to  vary  the  closing  time  of  the 
valves  relative  to  the  injection  strokes  of  the 
plungers. 


2.018.517 

ELASTIC  ADHESIVE  BANDAGE 

Edward  Fetter.  Baltimore,  Md. 

AppUcation  April  1.  1933.  Serial  No.  663,881 

2  Claims.     (CI.  128—335) 


1.  An  elastic  bandage  as  a  substitute  for  stitch- 
ing for  use  In  closing  a  wound,  the  same  consist- 
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Ing  of  a  sheet  of  stretchable  elastic  compound 
having  an  adhesive  adapted  to  adhere  to  the 
human  skin  on  one  side,  the  ends  being  reinforced 
on  the  opposite  side  from  the  coating  with  sheet 
material  adapted  to  prevent  transverse  contrac- 
Uon  during  stretching,  the  bandage  being  adapted 
to  be  affixed  to  the  skin  on  both  sides  of  the 
wound  In  stretched  condition  to  close  the  wound 
by  the  tendency  of  the  bandage  to  contract. 


2.018,518 

FLANGE  AND  RAIL  LUBRICATOR 

WiUiam  H.  Foster  and  Ira  L.  Dudley, 

Princeton.  W.  Va. 

Application  July  1,  1932,  Serial  No.  620,324 

15  CUlms.     (CI.  184—3) 


2.018.521 
REFRIGERATING  APPARATUS 
Edward  Heitman,  Detroit  Mich.,  assignor  to  Kel- 
Tinator  Corporation,  Detroit,  Mich.,  a  corpora- 
tion of  Michigan 
Application  February  13.  1933.  Serial  No.  656.415 
5  Claims.     (CI.  230 — 1S9) 


1.  A  device  of  the  kind  described  comprising  In 
combination,  an  operating  member  arranged  for 
engagement  with  a  passing  vehicle  part,  said 
member  disposed  for  non -uniform  movement  upon 
such  engagement,  a  pump  operated  by  said  mem- 
ber, and  means  for  maintaining  the  discharge  of 
said  pump  uniform. 


2.018.519 

PACKAGE  OR  CONTAINER  FOR  CANDY  AND 

SIMILAR  MERCHANDISE 

Harper  M.  HaU.  Brooklyn.  N.  Y. 

ApplicaUon  June  2,  1934.  Serial  No.  728,648 

10  Claims.     (CI.  229—14) 


i'trin 


1.  A  package  Including  a  one-piece  container 
comprising  an  open  top  receptacle  with  Its  side 
and  end  wall  and  Its  bottom  formed  of  spaced- 
apart  shells  forming  air  chambers  therebetween, 
and  said  receptacle  provided  with  a  double  wall 
top  closure  all  integrally  connected,  and  means 
providing  a  reinforcement  to  the  outer  sides  of 
the  air  chambers. 


2.018.520 
HIGH    STRENGTH  ALLOY 
George  P.  HaUiwcU.  Wllkinsburg.  Pa.,  assignor  to 
Westinghouse  Electric  &  Manufacturing  Com- 
pany, a  corporation  of  Pennsylvania 

No  Drawing.    Application  March  3.  1932, 
Serial  No.  596.565 
4  Claims.     (CI.  148—13) 
1.  The  process  of  improving  the  physical  prop- 
erties  of   an   alloy   containing   essentially   from 
20%  to  70%   nickel.  60%  to  10%  cobalt,  5%  to 
50%  iron,  and  0.5%  to  10%  titanium,  which  com- 
prises quenching  the  alloy  from  temp)eratures  of 
at  least  900"  C.  and  ageing  It  at  temperatures  of 
from  500°  to  800°  C.  for  a  period  of  at  least  one- 
half  hour. 

4B9  O.  G. — 66 


1.  In  a  compression  mechanism,  a  fluid  tight 
enclosure  divided  Into  a  motor  compartment  and 
a  compressor  compartment,  a  motor  and  a  com- 
pressor disposed  in  said  compartments,  respec- 
tively, said  compressor  compartment  providing 
a  reservoir  for  lubricant,  means  for  supplying  lu- 
bricant UD  the  compressor,  communicating  means 
between  the  outlet  of  the  compressor  and  the  mo- 
tor compartment  to  conduct  the  compressed  me- 
dium discharged  by  the  compressor  and  lubri- 
cant to  the  motor  compartment  before  said  com- 
pressed medium  and  lubricant  enters  said  com- 
pressor compartment,  and  additional  communi- 
cating means  arranged  for  conducting  lubricant 
and  compressed  medium  from  a  point  adjacent 
the  lower  part  of  the  motor  compartment  to  said 
compressor  compartment  at  a  point  above  the 
level  of  lubricant  In  said  reservoir,  said  lubricant 
being  forced  through  said  additional  communi- 
cating means  by  the  pressure  of  the  compressed 
medium  in  said  motor  compartment. 


2.018.522 
ELECTROLYTIC  CONDENSER 
Werner  Herrmann.  FinkenJmig.  near  Berlin,  and 
Erich  Evcrs.  Berlin-Wilmersdorf ,  Germany,  as- 
signors to  Siemens  &  Halske.  Aktiengesell- 
schaft,  Slemensstadt,  near  Berlin.  Germany,  a 
corporation  of  Germany 

AppUcation  July  18.  1934,  Serial  No.  735.728 

In  Germany  August  8.  1932 

2  Claims.     ( CI.  1 7  5 — 3 15 ) 


1.  In  the  method  of  producing  an  electrolytic 
condenser,  the  steps  of  spirally  winding  a  spac- 
ing strip  of  fibrous  material  on  at  least  one  thin 
metallic  ribbon  completely  enclosing  the  ribbon, 
moving  the  wound  ribbon  through  an  electrolyte 
and  winding  it  afterwards  on  a  core. 
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2.018.523 

FORMING  AND  MILLING  TOOL  FOB  DIES 

William  J.   Uocf.  ClereUnd.  Ohio,  Msiffnor  to 

The  National  Acme  Company,  Cleveland,  Ohio, 

a  corporation  of  Ohio 

Application  March  16,  1934,  Serial  No.  715^18 

9  Claims.     (CI.  82—20) 


8.  A  die  for  use  with  automatic  single  or 
multiple  spindle  screw  machines  and  comprising 
a  body,  a  series  of  automatically  radially  shift- 
able  shankless  circular  cutters  mounted  on  said 
body,  means  for  shifting  them,  each  cutter  com- 
prising a  circular  disk  having  a  sector  thereof 
removed  to  form  opposed  spaced  edges  and  having 
circumferentially  located  adjoining  stepped  por- 
tions, each  terminating  at  one  of  said  edges  in  a 
cutting  portion  for  cutting  a  stock  bar  with  dif- 
ferent dlametered  portions. 


2.018.524 
CARPET  MATERIAL 
Albert  W.  Holmberg,  Nangatnek.  Conn.,  assignor, 
by  mesne  assignments,  to  United  SUtes  Rabber 
Company,  New  York.  N.  Y.,  a  corporation  of 
New  Jtnej 

No  Drawing.    AppHeatlon  September  1.  1933, 
Serial  No.  687.817 
4  Claims.     (CL  91—68) 
2.  A  carpet  comprising  a  wearing  surface  and 
a  backing,  said  backing  having  a  coating  thereon 
comprising  an  admixture  of  raw  starch  and  rub- 
ber. 


2.018.525 

DUST  APPLICATOR 

John  A.  Johnson  and  Walter  E.  McVay,  Craw- 

fordsyiUe,  Ind.,  assignors  to  National  Supply  A 

Service  Corporation,  Crawfordsville.  Ind. 

AppUcation  November  21.  1934,  Serial  No.  754,010 

7  Claims.     (CI.  43—147) 


:;|| 


5.  In  a  dust  applicator,  a  dust  carrying  cham- 
ber, means  for  creating  a  pressure  in  the  cham- 


ber, a  dust  conductor  along  the  chamber  having 
openings  therein  affording  passages  from  respec- 
tive ends  of  the  ciiamber  to  the  conductor,  the 
opening  toward  the  discharge  end  of  the  con- 
ductor being  of  less  area  than  that  of  the  other 
opening,  a  screen  over  each  opening  In  spaced  re- 
lation from  the  conductor,  and  a  member  alldable 
over  said  openings  under  the  influence  of  grav- 
ity, said  member  being  proportioned  in  relation 
to  the  spacing  apart  of  said  openings  to  alter- 
nately cover  and  uncover  them  upon  tilting  of 
the  chamber  to  always  have  the  then  upper  open- 
ing covered  and  the  lower  opening  uncovered. 


2.018.526 

TONE  CONTROL 

John  Kelly  Johnson.  Rye,  N.  Y.,  assignor  to 

Haseltine  Corporation 

Application  September  8.  1932.  Serial  No.  632.150 

4  Claims.     (CI.  250 — 20) 


H^ 


atTwcm> 


4.K4 


^ 


V 


B5 


1.  In  a  radio  receiver,  the  combination  with 
means  for  receiving,  detecUng,  amplifying  and 
reproducing  a  signal-modulated  carrier  wave, 
means  for  altering  the  sensitivity  of  said  receiver, 
means  for  altering  the  tone  of  the  reproduced 
signal,  a  signal  means  for  simultaneously  op- 
erating said  last  two  means,  and  manually  oper- 
able means  connected  in  series  with  the  tone- 
altering  means  for  varying  the  effect  of  said 
tone-altering  means  upon  the  reproduced  signal. 


2.018.527 
COLLAPSIBLE  PUSH  CART 

Alice  J.  Kerr.  Cincinnatus,  N.  Y. 

Application  August  28.  1933.  Serial  No.  687,153 

3  Claims.     (CI.  280—39) 


1.  In  a  push  cart  for  milk  bottle  delivery  and 
adapted  for  stacking  when  not  in  use,  the  combi- 
nation of  a  body,  slotted  axle  supports  carried  by 
the  body,  movable  axle  members  positioned  in  the 
slotted  recesses  of  the  axle  supports  and  adapted 
to  be  normally  horizontal  when  in  operable  posi- 
tion, pivoted  means  for  the  movable  axle  mem- 
bers permitting  the  axle  members  to  be  moved 
into  a  vertical  position  beneath  the  body,  wheels 
mounted  on  the  free  ends  of  the  movable  axle 
members  and  adapted  to  assume  a  horizontal  po- 
sition beneath  the  body  when  the  movable  axle 
members  are  moved  into  vertical  position,  and 
roller  elements  carried  by  the  body  and  so  dis- 
posed as  to  have  their  outer  surfaces  in  vertical 
alignment  with  the  peripheries  of  the  wheels 
when  said  wheels  are  folded  into  horizontal  po- 
sition. 
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2.018,528 
PRICE  TAG  MOLDING 
Harry  E.  Marsh.  Cleveland  Heights,  Ohio,  assignor 
to  Marsh  Wall  Tile  Company,  a  subsidiary  of 
The  Marsh  Lumber  Company,  Dover,  Ohio,  a 
corporation  of  Ohio 

Application  June  5,  1933.  Serial  No.  674,391 
5  Claims.     (CI.  40—16) 


4.  A  card  holding  molding  comprising  a  strip 
having  upper  and  lower  beads  on  its  front  face 
which  extend  forwardly  beyond  the  rest  of  said 
face,  each  bead  forming  a  groove  at  its  inner  por- 
tion for  receiving  an  edge  of  a  card,  said  front 
face  having  a  longitudinally  extending  depression 
therein  extending  from  the  lower  groove  upward- 
ly to  a  point  an  appreciable  distance  below  the 
upper  groove  and  a  longitudinally  extending  sub- 
stantially convex  portion  extending  from  the 
upper  edge  of  the  depression  to  the  upper  groove. 


2.018.529 
REVERSIBLE   BED  SPRING   AND  MATTRESS 

SUPPORT 

James  I.  Parrish,  Indianapolis,  Ind. 

Application  August  22,  1934,  Serial  No.  740,919 

7  Claims.      (C\.  5—209) 


1.  In  conjunction  with  the  side  rail  of  a  bed, 
a  vertical  plate  having  ledge  engaging  holes  at 
different  heights,  a  supporting  ledge  having  two 
right  angularly  arranged  sections  of  different 
lengths,  each  section  having  a  hole  engaging  hook 
formed  on  the  extremity  thereof,  either  section 
of  which  ledge  serves  to  hook  in  any  selected 
hole  in  the  respective  plate,  whereby  the  ledge 
may  be  removably  attached  to  the  plate  by  either 
section,  and  support  a  bed  mattress  or  springs  on 
the  other  section  at  a  height  different  from  the 
supporting  height  of  said  one  section  when  said 
other  section  is  engaged  in  the  same  hole. 


formed  with  said  arced  member  and  comprising 
a  hub  section,  and  a  pair  of  arms  diverging  from 
said  hub  section  at  substantially  right  angles,  said 


2.018.530 
BICYCLE  MUD  GUARD  BRACE 
Ewald  F.  Pawsat,  Maysville,  Ky.,  assignor  to  Wald 
Manufacturing  Company,  Incorporated,  a  cor- 
poration of  Kentucky 
Application  April  28,  1934.  Serial  No.  722,953 

2  Claims.  (CI.  208— 141) 
1.  A  brace  for  a  mud  guard  comprising  an 
arced  member  of  substantially  equal  extension 
with  said  mud  guard,  the  peripheral  edge  of  said 
member  being  adapted  to  be  attached  to  and  to 
bear  continuously  against  the  lateral  flange  of 
said   guard,    a   web,   said   web   being    integrally 


hub  section  being  not<;hed  so  as  to  engage  an  axle, 
whereby  the  brace  may  be  secured  to  said  axle  by 
the  ordinary  axle  nut. 

2.018.531 
STAND  FOR  BICYCLES 
Ewald  F.  Pawsat,  Maysville,  Ky.,  assignor  to  Wald 
Manufacturing  Company,  Incorporated,  a  cor- 
poration of  Kentucky 

Application  October  19.  1934,  Serial  No.  749,093 
1  Claim.     (CI.  208—79) 


A  stand  for  bicycles  comprising  a  plate,  a  front 
extension  on  the  upper  portion  of  said  plate,  a 
rear  extension  on  the  upper  portion  of  said  plate, 
said  front  and  rear  extensions  being  disposed  at 
an  oblique  angle  with  reference  to  the  plane  of 
the  plate  proper,  said  front  extension  being  pro- 
vided with  a  pair  of  perforations  in  substantially 
vertical  alignment,  and  said  rear  extension  being 
provided  with  a  single  perforation  adapted  to  fit 
over  the   axle   of    a  bicycle,  a  clamping  plate 
adapted  to  cooperate  with  said  front  extension, 
said  clamping  plate  being  provided  with  a  pair 
of  perforations  arranged  to  register  with  the  per- 
forations on  the  front  extension,  bolts  whereby 
said  front  extension  and  clamping  plate  may  be 
secured  together  on  opposite  sides  of  a  portion  of 
the  frame  of  said  bicycle,  shallow  intersecting 
channels  in  said  plate,  said  plate  being  provided 
with  a  perforation  at  the  central  point  of  inter- 
section of  said  channels,  a  standard,  a  bolt  ar- 
ranged to  fit  rotatably  through  the  perforation  at 
the  intersection  of  the  channels  in  said  plate  to 
secure  said  standard  thereto,  and  a  spring  around 
said  bolt  adapted  to  hold  said  standard  in  com- 
pression against  said  plate. 

2.018.532 
INSULATOR  BRACKET 
Ralph  R.  Plttman,  Pine  Bluff,  Ark. 
AppUcation  February  25.  1935,  Serial  No.  8,034 
5  Claims.     (CI.  173— 321) 
1.  A  bracket  comprising   a  base,  an  integral 
portion  extending  laterally  with  respect  to  said 
base  intermediate  the  ends  thereof,  and  an  in- 
tegral pin  extending  substantially  parallel  to  said 
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base  and  normally  with  respect  to  the  laterally 
extending  portlcMi  from  the  outer  end  of  the  lat- 
ter, a  longitudinal  slot  in  said  base  extending  on 
either  side  of  said  laterally  extending  portion, 


and  an  opening  through  the  latter  merging  with 
said  slot  whereby  a  plurality  of  positions  are  pro- 
vided for  a  fastening  bolt  through  said  slot  either 
above  or  below  said  laterally  extending  portion. 

2,018,533 

CONTINUOUSLY  VARIABLE  CHANGE 

SPEED  GEAR 

Jean  Robert  Ramin.  Paris,  France 

Application  November  St.  1934.  Serial  No.  755.320 

In  Franee  December  14,  1933 

7  Clainw.     (CI.  74—69) 


1.  A  continuously  variable  change  speed  gear 
comprising  in  combination  with  a  primary  shaft 
and  a  seccmdary  shaft  substantially  in  line,  a 
disc  excentric  in  relation  to  the  conunon  axis  of 
the  said  two  shafts,  coupling  means  between  the 
disc  and  the  primary  shaft  to  drive  the 
disc  about  Its  own  axis,  coupling  means  between 
the  disc  and  the  secondary  shaft  arranged  to 
guide  the  disc  In  a  movement  of  circular  trans- 
lation about  the  ccxnmon  axis  and  to  rotate  the 
secondary  shaft  at  the  same  angular  velocity. 
and  means  for  modifying  the  directl(Hi  of  the  re- 
sultant movement  of  the  disc  at  some  fixed  point 
In  its  plane  so  as  to  produce  corresponding  vari- 
ations in  the  angular  speed  ratio  between  the  pri- 
mary and  secondary  shafts. 

2.018.534 
FILL  PIPE  CAP 
Frederick    F.    Rlke,    Dayton.    Ohio,    assignor    to 
Buckeye  Iron  and  Brass  Works.  Dayton,  Ohio, 
a  corporation  of  Ohio 

Application  May  25.  1934.  Serial  No.  727,512 
9  Claims.     (CI.  220—86} 


1.  In  combination  with  a  tanic,  a  filler  pipe 
therefor,  a  cap  adapted  to  close  the  pipe,  a  sleeve 


rotatably  mounted  on  the  pipe,  means  extending 
between  said  pipe  and  the  interior  only  of  said 
sleeve  for  securing  said  sleeve  against  unauthor- 
ized removal,  and  locking  means  adapted  to  be 
attached  to  the  cap  to  prevent  the  removal  of  the 
cap  from  the  pipe. 

2.018.535 
HEATER 

Anton  Rober,  Mllwaakee,  Wis. 

Application  March  10.  1934.  Serial  No.  714.969 

11  Claims.     (CL  257—137) 


;f    r» 


4.  A  heater  comprising  a  shell,  a  plurality  of 
apertures  in  said  shell,  a  closure  for  one  end  of 
said  shell,  a  radiator  within  said  shell,  said  radi- 
ator comprises  a  plurality  of  tubes  lying  adja- 
cent the  inner  wall  of  said  shell,  means  for  an- 
choring said  radiator  In  said  shell,  an  electric 
motor  rigidly  mounted  in  said  shell,  a  fan  actu- 
ated by  said  motor  for  inducing  a  flow  of  air 
through  said  apertures  in  said  casing  and  in  in- 
timate contact  with  said  radiator  for  effecting  a 
transfer  of  heat  from  said  radiator  to  said  flowing 
air.  a  plurality  of  movable  vanes  disposed  across 
the  open  end  of  said  shell,  and  means  within  said 
shell  actuated  by  said  motor  for  effecting  oscil- 
lation of  said  vanes. 

2.018.536 

COMPASS 

Gostave  A.  Salsgeber,  Dorchester.  Mass. 

AppUcation  December  11.  1930,  Serial  No.  501.504 

10  Claims.     (CI.  33— 223) 


1.  A  compass  ccMnprising  a  cylindrical  com- 
pass bowl  having  a  bottom  member,  cylindrical 
side  walls  and  a  top  member,  a  base  ring  on 
which  the  bottom  member  rests,  posts  secured  to 
and  rising  from  said  ring,  a  top  ring  secured  to 
the  top  of  the  posts,  a  clamping  ring  engaging 
the  peripheral  portion  of  the  top  of  the  ccmipass 
bowl,  and  means  to  clamp  the  clamping  ring, 
whereby  said  top,  bottom  and  cylindrical  side 
walls  are  clamped  together  to  form  a  closed  cas- 
ing to  said  top  ring. 

2.018.537 

SPINNING  TOP 

Edward  S.  Savage.  Rochester.  N.  T. 

Application  August  30.  1934.  Serial  No.  742.064 

4  Claims.     (CL  46—32) 

1.  In  a  spinning  top.  an  upright  supporting 

shaft   adapted    for   endwise   ground   contact,   a 
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frame  rotatably  mounted  upon  the  shaft,  a  drive 
member  journaled  upon  the  shaft  and  connected 
to  the  frame  through  speed  reduction  driving 
means  and  vertically  disposed  spinning  means 
supported  by  the  shaft  and  axially  in  line  there- 
with, said  spinning  means  being  adapted  to  en- 
gage the  drive  member  and  apply  rotational  force 


thereto,  said  spirming  means  comprising  a  ver- 
tically reciprocable  screw,  a  handle  attached  to 
the  upper  end  of  the  said  screw,  a  revolvable 
tube  in  which  the  screw  reciprocates  and  with 
which  the  said  screw  has  threaded  connection, 
and  clutch  connection  between  the  screw  and 
the  drive  member. 

2.018.538 

UQUID  MEASURING    APPARATUS 

Herbert  H.  Webb,  Dayton.  Ohio 

Application  November  20.  1933,  Serial  No.  698.748 

3  Claims.     (CL  73—167) 


each  of  which  has  extension  portions  provided 
with  surfaces  such  that,  when  said  separable 
complementary  parts  are  mated  together,  sock- 
eted extensions  are  formed  the  interiorly  and  ex- 
teriorly peripheral  surfaces  of  which  are  dissimi- 


3.  In  combination,  a  measuring  tank  having  a 
discharge  orifice,  opening  and  closing  means  for 
the  orifice,  means  of  maintaining  liquid  in  said 
tank  at  a  constant  level,  means  of  Indicating  by 
a  time  mechanism  the  quantity  of  Uquid  passing 
through  the  orifice  in  a  given  period  of  time, 
means  for  causing  the  time  indicating  mechanism 
to  operate  upon  opening  the  orifice  in  the  tank. 
and  means  of  adjusting  the  relative  position  of 
the  opening  and  closing  means  for  the  orifice  in 
the  tank  according  to  temperature. 

2.018.539 
ADJUSTABLE  TERMINAL 
Paul  James  Welsh,  Cleveland.  Ohio,  assignor  of 
one-fourth    to    Charles    M.    Soule.    Cleveland, 
Ohio,  and  one-fourth  to  Coral  R.  Watson,  Lake- 
wood,  Ohio 
Application  October  5.  1933   Serial  No.  692,287 
4  aalms.     'C!   287— M^ 

4.  A  coupling  for  supporting  structural  mem- 
bers comprising  separable  complementary  parts. 


lar  so  that  said  socketed  extensions  are  adapted 
to  interfit  closely  with  structural  members  of 
dissimilar  forms,  and  U-shaped  fastening  means 
for  securing  said  separable  parts  together  and 
for  securing  structural  members  to  said  socketed 
extensions.        ^ 

2,018,540 
DETECTING   AND  INDICATING  DEVICE 

Harold  A.  Wheeler.  Great  Neck,  Long  Island,  N.  Y., 
assignor  to  Haxeltlnc  Corporation,  a  corpora- 
tion of  Delaware 

Original  application  April  1.  1931.  Serial  No. 
526,857.  Divided  and  this  application  February 
17,  1934.  Serial  No.  711,791.  In  Great  Britain 
AprU  1,  1931 

4  Claims.     (CL  250—27) 


1.  In  combination  with  a  vacuum  tube  rectifier 
in  which  alternating  and  direct  rectified-current 
components  are  produced,  said  rectifier  having 
input  and  output  terminals  and  requiring  for  best 
operation  an  output  impedance  connected  to  said 
output  terminals  which  is  equivalent  to  a  pure 
resistance,  a  network  connected  to  said  output 
terminals  which  has  a  total  Impedance  substan- 
tially equal  to  a  pure  resistance  over  a  wide  range 
of  frequencies  Including  audio  frequencies  and 
direct-current,  and  which  includes  impedance 
elements  whose  impedances  vary  oppositely  with 
frequency,  said  Impedance  elements  having  equal 
impedances  at  a  frequency  lower  than  the  desired 
audio  frequencies,  so  that  the  respective  audio 
frequency  and  direct  current  components  are 
separated  into  the  paths  of  said  impedance  ele- 
ments.  

2.018.541 
BRICK 

Clarence  P.  Austin.  Binghamton.  N.  Y. 

Application  Julv  30.  1932.  Serial  No.  626,486 

1  Claim.     (CI.  72 — 37) 

A  comer  facing  brick  comprising  a  substan- 
tially rectangular  block  having  a  cut  through 
its  body  for  a  portion  of  its  length  and  a  second 
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cut  at  an  angle  to  and  intersecting  said  first  cut, 
tlie  portions  of  said  block  divided  by  said  cuts 
adhering  together  and  being  separable  by  tap- 
ping, one  of  said  portions  extending  from  a  point 


spaced  from  one  end  of  said  block  and  from  sub- 
stantially half  the  width  thereof,  for  the  rest  of 
the  length  of  the  block  and  leaving  a  substan- 
tially L  shaped  comer  fsicing  brick. 


2.018,542 

APPARATUS  AND  METHOD  FOB  MAKING 

PROJECTION  PRINTS 

Solon  J.  Boughton,  Shaker  Heiffhts,  Ohio 

Application  November  19,  1932,  Serial  No.  643,495 

7  Claims.     (CI.  8»— 24) 


1.  In  combination,  a  set  of  masks  for  use  in 
preparing  negatives  for  the  making  of  projec- 
tion prints  of  a  given  width-height  ratio,  said 
masks  being  of  uniform  shape  and  size,  each  of 
said  masks  having  a  window  therein  which  is 
a  known  fraction  of  the  size  of  the  desired  print 
and  bears  an  identifying  designation  relating  to 
that  fraction,  and  all  of  said  windows  being  of 
the  same  width-height  ratio,  the  windows  In  the 
various  masks  being  of  different  sizes  and  being 
centered  about  the  same  point,  and  a  projection 
apparatus  adapted  to  receive  said  masks,  paid 
apparatus  being  provided  with  marks  correspond- 
ing to  the  marks  on  said  masks  and  indicating 
settings  of  the  apparatus  necessary  for  enlarging 
the  various  window  areas  up  to  the  projection 
ftrea  of  predetermined  size. 


2.018.543 
BEER  TAPPING  MECHANISM 

William  Boirk.  St.  Bernard.  Ohio 

AppUcation  October  12.  1933.  Serial  No.  693.329 

2  Claims.     (CI.  225—3) 

1.  In  a  beer  tapping  mechanism,  the  combina- 
tion of  a  tap.  an  air  inlet  in  said  tap.  a  valve  hous- 
ing connected  to  said  air  inlet,  an  air  line  having 
connection  with  said  housing,  a  passage  through 
said  housing,  a  valve  plug  in  said  passage,  inlet 
and  outlet  ports  in  said  housing,  auxiliary  ports 
in  said  housing  about  said  valve  plug,  one  of  said 


ports  open  to  the  atmosphere  and  the  other  pro- 
vided with  a  safety  valve,  an  opening  in  said  valve 


plug   for  connecting   a  plurality   of  ports  and 
means  for  operating  said  vaJve. 

2.018.544 

PIVOTED  LETTER  BOX  DOOR 

Andrew  J.  Carlson.  Beresford.  S.  Dak. 

Application  August  6,  1934,  Serial  No.  738,602 

3  Claims.     (CI.  232 — 28) 


1.  In  combination  with  a  letter  box.  a  letter  re- 
ceiving receptacle  pivoted  thereto,  said  receptacle 
being  pivoted  at  its  upper  ends,  said  receptacle  in- 
cluding a  forward  wall  having  an  opening,  trans- 
parent covering  means  attached  over  the  opening, 
and  said  receptacle  Including  a  rear  wall  having 
an  inner  dark  colored  surface,  a  flap  adapted  to 
overlie  the  receptacle  when  In  a  vertical  position, 
said  flap  Including  an  extended  portion,  the  rear 
wall  of  the  receptacle  having  a  cut  out  portion 
adapted  to  receive  the  extended  portion  when  the 
receptacle  is  tilted. 

2,018.54.') 
COUPLING   SYSTEM 
Nelson  P.  Case.  Bayside.  N.  Y..  assignor  to  Hazel- 
tine  Corporation.  Jersey  City.  N.  J.,  a  corpora- 
tion of  Delaware 

AppUcation  May  31.  1934,  Serial  No.  728,451 
18  CUims.     ( CI.  250 — 40 ) 


'g^^g 


1.  A  high  frequency  coupling  system  adapted 
to  operate  over  a  plurality  of  frequency  ranges, 
comprising  a  transformer  having  at  least  two 
secondary  coils  of  different  inductance  adapted 
to  be  coupled  to  a  load  circuit,  a  switch  for  ef- 
fectively removing  one  of  said  secondary  colls 
from  said  load  circuit,  and  an  open  end  shielding 
winding  around  one  of  said  colls,  said  winding 
having  a  point  thereof  conductlvely  connected  to 
a  point  of  said  latter  coil. 
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2.018.546 
».  AILERON    CONTROL 

Vir^inlus  E.  Clark,  Baltimore.  Md..  asslfirnor,  by 
mesne  assignments,   to  North  American  Avia- 
tion, Inc..  a  corporation  of  Delaware 
Application  May  3.  1933.  Serial  No.  669,219 
8  Claims,     (tl.  244—29) 


1.  The  combination,  in  an  airplane,  of  a  wing, 
an  upturning  aileron  pivoted  thereto,  and  a  bal- 
ancing means  acting  as  a  stop  for  the  aileron 
mounted  on  said  aileron  below  the  wing. 

2.018,547 
JUSTIFYING  APPARATUS  FOR  PRINTING 

DEVICES 

Alpha  F.  Colton,  Ashland,  Ohio 

Application  September  29,  1933,  Serial  No.  691.427 

19  Claims.     (CI.  197—84) 


t^jm    «0  »^»*» 


MMi  aai^t* 


1.  In  a  typewriter  having  a  movable  carriage, 
a  standard  uniformJy  operable  escapement  mech- 
anism for  providing  standard  type  spacing, 
graduating  mechanism,  and  means  connecting  the 
graduating  mechanism  with  said  escapement 
mechanism  for  moving  the  latter  with  respect  to 
the  carriage  to  vary  the  extent  of  movement  of 
the  carriage. 

2.018.548 

SURF  BOARD 

William  T.  Currey,  Galveston.  Tex. 

AppUcation  February  5.  1935.  Serial  No.  5,119 

1  Claim.     (CI.  9 — 11) 


rv  ri-  ^o  /-'/  /f  /9 


'^n      i    .V    i  h^-i  I 


f^ 


/-/r 


having  an  opening  adapted  to  receive  a  telescope, 
a  manually  operable  adjusting  screw  threaded  to 
said  member  and  adapted  to  engage  and  adjust 
the  telescope  within  said  opening,  a  spring- 
pressed  abutment  to  oppose  said  screw,  said  screw 
being  provided  with  a  shank  having  a  manu- 
ally manipulable  element  thereon,  and  a  spring- 
pressed  member  on  said  shank  to  engage  the 
member  and  vary  the  resistance  to  the  turning 
of  the  screw. 


A  device  of  the  kind  described  including  a  cas- 
ing having  top.  bottom,  and  side  walls  and  an 
open  end,  inflatable  members  within  the  casing 
each  having  a  filling  nipple  connected  thereto, 
side  flaps  connected  to  the  side  walls  and  adapt- 
ed to  overlie  the  inflatable  members,  said  flaps 
having  openings  to  receive  the  nipples  there- 
through, tabs  connected  to  opposite  walls  of  the 
casing  and  adapted  to  overlie  the  side  flaps, 
means  for  connecting  the  tabs  together,  a  pro- 
tecting flap  secured  to  the  casing  and  adapted 
to  overlie  the  nipples,  closure  flaps  secured  to  the 
casing  and  adapted  to  overlie  the  protecting  flap, 
and  means  for  securing  the  closure  flaps  to- 
gether. ^__ 

2.018.549 

MOLTNTING  FOR  TELESCOPIC  GUN  SIGHTS 

Carl  E.  Ekdahl.  New  Haven,  Conn.,  assijrnor  to 

Marlin  Firearms  Company,  New  Haven.  Conn., 

a  corporation  of  Connecticut 

AppUcation  March  21.  1935.  Serial  No.  12,263 

9  Claims.     {C\.  33—50) 
1.  A  mounting  for  telescopic  gun  sights  com- 
prising a  member  for  attachment  to  the  gun  and 


C^ 


7.  A  mounting  for  telescopic  gun  sights  com- 
prising a  member  for  attaclynent  to  the  gun  and 
having  an  opening  to  receive  the  telescope,  a 
split  sleeve  adapted  to  embrace  the  telescope  and 
provided  with  longitudinal  ridges,  there  being  a 
relatively  wide  slot  formed  by  the  meeting  edges 
of  said  sleeve,  and  said  member  being  provided 
with  a  spring -pressed  plunger  entering  said 
opening  and  engaging  in  the  slot  in  the  sleeve 
to  hold  the  telescope  in  position. 


2.018,550 

CENTERING  GAUGE 

Lloyd  E.  Freeman  and  Fred  V.  Clancy, 

San  Jose.  Calif. 

Application  October  6,  1933.  Serial  No.  692,489 

2  Claims.     (CI.  33—180) 


1.  A  device  of  the  character  described  com- 
prising, a  bearing  member  mountable  upon  a  ve- 
hicle axle  and  having  centralizing  means  asso- 
ciated therewith  and  adapted  to  be  fixeuly 
mounted  on  the  axle,  a  hub  adapted  to  slidably 
engage  the  bearing  member,  radially  adjustable 
gauge  members  associated  with  the  hub,  and 
actuating  means  for  the  gauge  members  cen- 
tralized on  the  hub. 


2.018.551 
HAND  CASE 
Kathrine  A.  Frcling .  Kansas  City,  Mo. 
AppUcation  November  12.  1934,  Serial  No.  752,659 
1  Claim.     (C\.  45—57) 
In  a  device  of  the  character  described,  a  sec- 
tion comprising  a  top.  front,  rear,  and  end  walls, 
another  section  associated  with  the  first-men- 
tioned section  to  provide  a  hand  case  and  com- 
prising a  bottom,  front,  rear  and  end  walls,  a 
hinge  member  secured  to  the  rear  portion  of  the 
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flrst-mentloned  section  and  bent  at  right  angles  to 
reinforce  the  top  and  rear  walls  of  said  first - 
mentioned  section,  another  hinge  member  secured 
to  the  rear  portion  of  the  second-mentioned  sec- 


6- 


tlon  and  bent  at  right  angles  to  reinforce  the  bot- 
tom, and  rear  walls  thereof,  and  a  iHntle  op- 
erably  connecting  adjacent  ends  of  said  hinge 
members. 


2.018.552 

DISPENSING  CONTAINER 

Allen  L.  Grammer.  Meadowbrook.  and 

Harry  C.  Cole,  Philadelphia.  Pa. 

Application  January  24.  1934.  Serial  No.  708,046 

4  Claims.     (CI.  221— «1) 


1.  A  dispensing  container  for  powder  compris- 
ing a  closed  receptacle  having  a  flexible,  resilient 
wall  and  a  discharge  opening.  In  combination 
with  a  closure  of  less  diameter  than  the  diameter 
of  the  opening  and  adapted  to  occupy  a  space 
bounded  by  the  rim  of  the  opening  and  to  be 
projected  outward  from  the  rim.  and  a  rigid  con- 
nectlMi  between  the  closure  and  said  flexible  re- 
silient wall  whereby  flexure  of  the  wall  projects 
the  closure  outward  from  the  rim. 


2.018.553 

FEED  CONTROL 
George  E.  Hallenbeck,  Toledo,  Ohio,  assignor  to 
Baker  Brothers,  Inc..  Toledo.  Ohio,  a  corpora- 
tion of  Ohio 
AppUcation  May  15,  1930.  Serial  No.  452.792 

18  Claims.  (CL  71—32) 
1.  A  machine  frame  providing  a  giiide,  a  slide 
mounted  on  the  guide,  a  rotary  holder  mounted 
on  the  slide,  a  first  drive  for  rotating  the  holder, 
an  actuator  for  reciprocating  the  slide  axlally  of 
the  rotary  holder  along  the  guide  Including  a 
piston  and  cylinder  device  between  the  frame 
and  slide,  a  fluid  pressure  supply,  a  slide  control 
cycle-determining  valve  means  for  the  supply  to 
the  device  to  actuate  the  slide  along  the  guide,  a   i 


variable  speed  escapement  providing  a  control 
for  the  actuator,  and  a  second  drive  for  the  valve 


means  and  escapement  Independent  of  the  drive 
for  the  holder. 


2,018.554 

BIBB  SEATING  TOOL 

Roland  G.  Hawker,  Troy.  N.  T. 

AppUcaUon  October  7.  1933,  Serial  No.  692,602 

1  Claim.     (CL  90—12.5) 


A  valve  seating  tool  for  contouring  the  valve 
seats  of  plumbing  fixtures,  a  shouldered  body 
having  an  overhanging  portion  the  maximum  di- 
ameter of  which  Is  substantially  equal  to  the 
fixture  opening  through  which  the  body  must  be 
Introduced  and  a  tapered  reamer  portion,  said 
body  having  Inverted  J -shaped  cutting  edges, 
the  stems  of  the  J 's  being  Inclined  with  respect  to 
the  axis  of  rotation  of  the  cutter  and  extending 
along  the  tapered  portion  to  centralize  the  cut- 
ting tool  and  ream  the  throat  of  the  fixture,  the 
loops  of  the  J -shaped  cutting  edges  extending 
along  the  terminal  face  of  the  overhanging  por- 
tion for  cutting  a  bead-like  cross  sectional  shape 
of  the  valve  seat  utilizing  the  maximum  amount 
of  available  diaphragm  therefor,  the  periphery 
of  the  overhanging  body  portion  being  reversely 
tapered  with  respect  to  the  centralizing  tapered 
reamer  portion  to  provide  a  clearance  between 
the  outer  cut  wall  and  the  overhanging  body 
portion. 


2.018,555 
REGULATOR 
William    A.   Heaney.   Salem.   Mass..   assignor   to 
Locke  Regulator  Company.  Salem.  Mass..  a  cor- 
poration of  Massaohusetts 
AppUcaUon  June  15.  1931.  Serial  No.  544.463 

14  Claims.  (CI.  137—158) 
1.  In  a  regulator,  a  steam-conducting  pipe,  a 
valve  therein,  a  fluid  pressure- producing  pump  ac- 
tuated by  steam  passing  through  the  valve,  means 
Including  a  member  actuated  by  said  fluid  pres- 
siu-e  for  automatically  controlling  the  passage  of 
steam  through  the  valve,  and  other  means  Includ- 
ing a  steam  conducting  port  and  a  normally  open 
valve  member  actuated  In  a  closing  direction  by 
said  fluid  pressure  to  close  said  port,  said  other 
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means  acting  automatically  to  cause  the  closure  of 
the  first-named   valve  by  steam  pressure  when 


said  fiuid  pressure  reaches  a  predetermined  mini- 
mum.  , 

2.018,556 
ELECTRIC  FUSE 

Vernon  Hope.  Tpton  Hall,  Macclesfield.  England 

AppUcation  October  4,  1933.  Serial  No.  692.205 

In  Great  Britain  October  13,  1932 

11  Claims.     (CI.  200—131) 


■> 


:t 


for  applying  a  strip  of  adhesive  marginally  to  the 
folded  sheet,  and  means  for  canring  the  sheet 
with  the  adhesive  thereon  to  a  packing  means 
which  is  adapted  to  pack  the  sheets  together  to 
form  a  book  of  checks,  the  leaves  of  which  are 
marginally  attached  together. 


JB  ^  M 


1.  An  Improved  electric  fuse  comprising  a 
fusible  element  having  a  metal  of  low-melting 
point  embedded  in  an  arc-quenching  powder.  | 
and  boric  acid  held  In  position  in  contact  with 
the  surface  of  the  said  metal  to  cause  the  metal 
to  run  when  it  is  melted  by  an  overload  current. 

2,018.557 
RESINOUS  COATING  COMPOSITION 
Horace  H.  Hopkins.  Ridley  Park.  Pa.,  assignor  to 
E.  I.  du  Pont  de  Nemours  &  Company,  Wil- 
mington, Del.,  a  corporation  of  Delaware 
No  Drawing.    AppUcation  January  7.  1932, 
Serial  No.  585,396 
3  Claims.     (O.  134—26) 
1.  A  coating  composition   comprising   a  solu- 
tion of  a  resin  in  solvent  distilled  from  petro- 
leum refined  by  a  cracking  process,  said  solvent 
boiling  within  the  range  of  about  60'  C.  to  260 
C    and  having  an  aniline  point  of  from  about 
-5'  C    to  about  50°  C.  and  a  dilution  value  of 
from  about  15  to  about  35,  said  resin  being  se- 
lected from  the  class  of  synthetic  resins  consist- 
ing of  polyhydric   alcohol -polybaslc  acid  resins 
and  phenol  formaldehyde  resins. 

2.018.558 

SHEET  FOLDER  AND  BINDER 

WiUiam  Roy  Hotchkiss.  St.  Paul,  Minn. 

AppUcation  September  12,  1932.  Serial  No.  632.660 

15  Claims.     (CI.  11—1) 

1.  A  sheet  folder  and  binder  for  forming  bank 

checks  Including,  a  carrier  adapted  to  receive  flat 

sheets,  a  folder  at  one  end  of  said  carrier,  means 

for  receiving  the  sheets  from  said  folder,  means 


^*» 


14.  The  method  of  making  a  book  of  printed 
sheets  consisting  in  folding  the  sheets  with  Uie 
printed  surface  inside,  applying  a  strip  of  adhe- 
sive adjacent  the  folded  edge  of  the  sheets  while 
said  sheet  is  maintained  in  loosely  folded  posi- 
tion, and  pressing  said  folded  sheets  together 
only  adjacent  the  fold  while  said  sheets  are  re- 
tained in  loosely  folded  position. 

2,018.559 
TENNIS  BALL 
Edward  Everett  Homer.  Eaton  Rapids,  Mich.,  as- 
signor to  Homer  Brothers  Woolen  Mills.  Eaton 
Rapids.  Mich.,  a  corporation  of  Michigan 
Application  June  30.  1933,  Serial  No.  678,521 
3  Claims.     (CI.  273—61) 


1.  The  combination  of  a  rubber  ball,  a  cover 
composed  of  two  substantially  similarly  shaped 
half  sections  of  knitted  felted  fabric  stretched 
over  the  spherical  surface  of  the  ball  in  opposed 
ball -enveloping  relation  to  each  other  to  conform 
to  the  shape  of  said  surface,  adhesive  means  for 
permanently  securing  said  half  sections  together, 
and  to  the  spherical  surface  of  the  ball. 

2.018.560 
APPARATUS  FOR  ISSLTNG  GLTVfMED 
STRIP  PAPER 
Robert  Levane,  Hampton.  England 
Application  Febmary  20.  1933.  Serial  No.  657.722 
In  Great  BriUin  Febmary  24,  1932 
5  Claims.     (CI.  101—212) 
1.  In  apparatus  for  printing  and  issuing  strip 
paper  from  a  plurality  of  rolls  of  paper,  printing 
mechanism  comprising  at  least  one  rotary  type- 
bearing  means  freely  rotatably   mounted  on  a 
spindle,  at  least  one  rotary  inking  means  in  con- 
tact with  said  type-bearing  means,  a  plurality  of 
guide  means  at  least  one  for  each  roll  of  paper 
and  each  constituted  by  a  spring  blade  suranged 
substantially  tangential  to  and  closely  adjacent 
the  type-bearing  means  whereby  when  the  paper 
is  pulled  through  between  the  guide  means  and 
the  type-bearing  means  rotation  is  imparted  to 
the  type  bearing  means  which  roll  upon  the  paper 
and  thus  print  thereon,  means  for  moving  each 
individual  guiding  means  towards  or  away  from 
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the  type  bearing  means,  and  means  for  moving 
the  entire  guiding  means  away  from  or  back  into 


positions  determined  by  the  means  for  moving 
each  individual  guiding  means. 

2.018.561 

GAS  MIXER 

GioTanni  Lacich,  Trieste,  Italy 

AppUcaUon  March  11.  1933.  Serial  No.  660.405 

In  Italy  March  11.  1932 

1  Claim.     iCl.  4»— 180) 


A  gas  mixer  comprising  a  two-part  hollow 
body  having  an  inlet  opening  and  an  outlet  open- 
ing at  the  opposite  ends  thereof,  internal  abut- 
ments in  the  respective  parts  of  the  body,  a  disk 
valve  constituting  a  supporting  member  seated  on 
one  of  said  abutments,  a  shaft  carried  by  said  sup- 
porting member  and  extending  axially  through 
the  body,  superposed  vane  wheels  rotatably 
mounted  on  said  shaft,  separable  sleeve-like 
members  flitted  within  the  body  and  confined  be- 
tween the  supporting  member  and  the  other  abut- 
ment, foraminous  elements,  interposed  between 
the  sleeve-like  members  and  certain  of  the  abut- 
ments and  located  one  behind  each  of  the  vane 
wheels  with  respect  to  the  direction  of  flow  of  fluid 
through  the  body,  and  means  removably  clamping 
the  body  parts  together  to  maintain  the  sleeve- 
like members,  supporting  member  and  foram- 
inous elements  in  position. 

2,018.562 
CAR  DOOR  CONSTRUCTION 

Gabriel    Madland,    Chicairo,    111.,    aasirnor.    by 
mesne  assignments,  to  The  Yonnrstown  Steel 
Door  Comimny.  Cleveland,  Ohio,  a  corporation 
of  Ohio 
Application  Jannary  3,  1933,  Serial  No.  649,797 
6  Claims.     (CI.  189 — 46) 
1.  In  a  railway  house  car.  In  combination,  a 
sliding  door,  a  jamb  capable  of  vertical  move- 
ment relative  to  said  car  secured  to  said  door 
adjacent  the  forward  edge  thereof  extending  In- 
wardly and  transversely  of  said  car.  a  fixed  pro- 
jection extending  laterally  from  the  top  of  said 
Jamb,  a  stop  member  for  said  jamb  secured  to 
said  car,  spaced  flanges  extending  laterally  from 
one  side  of  said  member  in  the  direction  of  said 
jamb  projection,  said  projection  being  received 
between  said  flanges  In  the  lowered  home  posi- 


tion of  said  Jamb  to  prevent  sliding  movement 
of  said  door,  said   projection   and  said  flanges 


being  adapted  to  clear  in  the  elevated  position 
of  said  Jamb,  and  means  for  elevating  said  Jamb. 


2.018,563 
ELECTRIC  CELL 
Martin  L.  Martus,  Woodbury,  and  Edmund   H. 
Becker,  Waterbury,  Conn. 
No  Drawing.     Application  February  27,  1932, 
Serial  No.  595.654 
15  Claims.     (CI.  136 — 116) 
1.  In  an  electric  cell  of  the  usual  Lalande  type 
having  a  zinc  anode,  a  caustic  alkali  electrolyte 
solution  containing  about  1  per  cent  by  weight  of 
an  added  magnesium  salt  of  the  type  of  magnesi- 
um chlorid.  magnesium  carbonate  and  magnesium 
phosphate  and  about  2  per  cent  of  an  added  or- 
ganic reducing  agent. 


2,018,564 

HINGE  WITH   HYDRAULIC   BRAKE 

Lucien  Charles  Eugene  Milly,  Paris,  France 

Application  March  30.  1933.  Serial  No.  663.629 

In  France  March  30,  1932 

3  Claims.    (CI.  16 — 84) 


1.  A  hydraulic  hinge  comprising  a  cylinder, 
means  for  attaching  said  cylinder  to  a  door,  cas- 
ing, a  spindle  movably  smd  eccentrically  mounted 
within  said  cylinder,  a  resilient  blade  secured  to 
said  spindle  to  move  therewith  and  disposed  to 
form  variable  compression  chambers  within  said 
cylinder,  plug  shaped  bearings  closing  the  ex- 
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tremities  of  said  cylinder  and  guiding  the  spindle 
and  means  connected  to  the  spindle  for  moving 
the  same  with  the  displacement  of  the  door. 


2.018,565 
SPINNING  PROCESS  AND  APPARATUS 

Adrianus  J.  L.  Moriti.  Enka,  N.  C,  assignor  to 
American  Enka  Corporation,  Enka,  N.  C,  a  cor- 
poration of  Delaware  c,  _i  i  ^t 

Original  application  November  2.  1931,  Serial  No. 
572  670.  Divided  and  this  application  January 
28,  1935,  Serial  No.  3.863.    In  Germany  March 

14,  1931 

5  CUims.     (18—8) 


.wiaA  » 


rjf 


I. 


1.  A  process  for  the  manufacture  of  artificial 
silk  having  substantially  uniform  dyeing  qualities 
throughout  all  parts  of  a  wound  package  which 
comprises  ejecting  a  cellulosic  solution  from  a 
spinnerette  into  a  spinning  bath,  tensioning  the 
thus  formed  filaments  by  leading  the  same  over 
guides  in  advance  of  a  collecting  device,  and 
gradually  increasing  the  said  tension  durmg  the 
formation  of  the  package  to  compensate  for  dif- 
ferent degrees  of  contraction  normally  occurring 
which  would  otherwise  cause  non -uniformity  in 
the  dyeing  quality  of  the  filaments  in  different 
parts  of  the  package. 


said  cylinder  having  pistons  extending  into  op- 
posite ends,  which  method  consists  in  pounng 
the  material  to  be  cast  Into  said  cylinder  while 
maintaining  one  of  said  pistons  in  a  position  at 
one  side  of  and  closely  adjacent  to  said  passage, 
moving  said  other  piston  inwardly  from  the  op- 
posite side  of  said  passage  to  force  the  material 
through  said  passage,  continuing  the  motion  of 
said  other  piston,  while  moving  the  one  piston  m 
the  same  direction,  to  break  the  surplus  material 
in  said  cylinder  from  the  material  in  said  passage 
and  removing  said  surplus  metal  from  between 
said  pistons,  said  one  piston  at  no  time  covering 
said  passage. 

2,018.567 
AUTOMATIC  BRAKE  ADJUSTER 

James  H.  Page,  San  Jose,  Calif. 

Application  May  8,  1934,  Serial  No.  724,560 

1  Claim.     (CI.  188— 79.5) 


U    ,6 


2.018.566 

CASTING  MACHINE 

GnsUv  Nyselius.  New  York,  N.  Y. 

Application  October  21,  1932.  Serial  No.  638,885 

4  Claims.     (CI.  22—209) 


\sV>^^ 


4    A  method  of  casting  through  a  passage  ex- 
tending laterally  from  the  interior  of  a  cylinder, 


In  combination  with  a  brake  mechanism  in- 
cluding a  brake  supporting  plat*  and  a  pair  of 
brake  shoes  pivotally  mounted  on  said  plate,  and 
a  brake  drum  capable  of  being  contacted  by  said 
brake  shoes,  of  an  arm  supporting  the  free  ends 
of  each  of  said  brake  shoes,  said  arm  having  a 
bolt  formed  integral  therewith  and  extending 
through  said  plate,  friction  means  mounted  on 
said  bolt  and  held  against  rotation  with  respect 
to  said  plate,  a  friction  plate  keyed  to  said  bolt 
and  engaging  said  friction  means  on  one  side  of 
said  plate  graduations  formed  on  said  plate  and 
said  adjacent  friction  means,  whereby  movement 
of  said  plate  with  relation  to  said  friction  means 
may  be  observed,  a  slot  formed  in  each  of  said 
brake  shoes,  a  lost  motion  roller  carried  by  said 
arm  and  engaging  the  slot  in  one  of  said  shoes, 
whereby  limited  movement  of  the  shoe  with  re- 
spect to  the  arm  may  take  place. 


2,018.568 

HOIST 

Rudolph  Payson,  Flushing.  N.  Y. 

Application  July  31.  1931,  Serial  No.  554,228 

3  Claims.     (CI.  189—14) 
3    A  hoist  including  a  mast  consisting  of  a  tubu- 
lar lower  section,  a  tubular  upper  secUon  telescop- 
ing in  said  lower  section,  said  upper  section  hav- 
ing a  worm  gear  formed  therein,  an  upwardly  ex- 
tending shaft  adjacent  said  mast,  gears  adjacent 
the  lower  end  of  the  shaft,  a  housing  for  said  gears, 
mounted  on  the  lower  mast  section,  and  means 
outside    said    housing   for   operating    the    shaft 
through  said  latter  gears,  a  houshig  for  the  upper 
end  of  said  shaft,  mounted  and  supported  on  the 
lower  mast  section,  a  worm  on  the  upper  portion 
of  said  shaft,  acting  on  said  worm  gear  to  raise 
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and  lower  the  upper  mast  section,  said  worm  being 
di^}06ed  in  and  supported  by  said  housing  whereby 


I     1 


,,  t. 


iffiiL 


the  shaft  is  relieved  of  the  support  of  the  upper 
mast  section. 


2.018.569 
RADIO  SIGNALING  APPARATUS 
George  W.  Pettengill.  Aadnbon.  and  Carleton  D. 
Haigis.  Camden.  N.  J.,  assignors  to  Radio  Cor- 
poration of  America,  a  corporation  of  Delaware 
AppUcaUon  June  17.  1933.  Serial  No.  676.246 
18  Claims.     (CI.  250 — 13) 


2.  The  method  of  intelligence  reception  and 
transmission  through  the  use  of  a  plurality  of  elec- 
tronic tubes  disposed  in  balanced  relatiMi  and 
having  common  grid  and  plate  circuits,  which  In- 
cludes causing  said  tubes  to  generate  oscillations, 
impressing  signal  waves  upon  said  plate  circuit, 
selectively  causing  said  oscillations  to  be  inter- 
rupted at  a  predetermined  rate  to  receive  said 
signal  waves,  and  impressing  upon  said  plate  cir- 
cuit a  modulation  signal  without  Interrupting  said 
oscillations,  for  transmitting  corresponding  signal 
waves. 


2.018.570 

METHOD  AND  BfEANS  FOR  TREATING 

MOTOR  FUELS 

Paol  Poetschke.  Forest  Hills.  N.  T. 

Application  October  15.  1932.  Serial  No.  638,005 

6  Claims.     (CI.  44^9) 

1.  A  pellet  comprising  a  stearic  acid  container 


and  a  solid  core  comprising  tetra-ethyl  lead  and 
stearic  acid. 


■^^ 


3b:Sfc^ 


2.  A  pellet  comprising  a  stearic  acid  container 
and  a  solid  core  comprising  powdered  tetra-ethyl 
lead  and  stearic  acid 


2.018.571 

BURIAL  VAULT 

James  W.  Prince.  Parsons.  Kans. 

Application  September  29.  1934.  Serial  No.  746.18t 

5  Claims.     (Q.  72—7) 


''^A, 


1.  A  burial  vault,  comprising  inner  and  outer 
spaced  concrete  casings,  reinforcing  wires  em- 
bedded in  the  concrete  casings  forming  spacing 
members  for  the  casings,  a  plastic  mass  filling 
the  space  between  the  casings,  a  lid  for  the  casing 
including  spaced  concrete  slabs,  one  of  said  slabs 
having  an  overturned  edge  to  form  a  marginal 
recess,  a  plastic  mass  Interposed  between  the  slabs 
and  in  the  marginal  recess,  the  upper  ends  of  the 
casing  reinforcing  members  for  being  received  in 
the  marginal  recess  and  anchored  in  the  plastic 
material  therein. 


2.018.572 
MOVABLE    SPLIT  BED  FOR  FLAT  BED 

PRINTING  PRESSES 

John  Ralph  Reichenbach.  Palmerton  Pa 

AppUcation  December  21.  1934.  Serial  No.  758.638 

16  Claims.     (CI.  101—250) 


f- 


.•ii.'::'J':''j:;;!":::;:;:5::;:i  ::  ; 


tt— 


-* 


SS  3f    U      XS 


1.  A  printing  press  bed  comprising  a  mobile 
supporting  structure,  a  carrier  slidably  mounted 
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in  and  extendible  from  one  end  of  said  structure 
and  adapted  to  support  a  form  locked  thereupon, 
an  ink  plate  forming  element  anchored  to  the 
other  end  of  said  structure,  upstanding  stops  on 
the  inner  end  of  the  carrier,  said  element  having 
means  for  housing  said  stops  when  the  carrier  is 
in  form  supporting  position,  and  means  earned 
by  said  structure  for  latching  the  earner  therein. 

2.018.573 

HAMMER 

Arthur  James  Richardson  and  Edward  James 

Richardson,  Baltimore,  Md. 

Application  June  25.  1932.  Serial  No.  619.352 

5  Claims.     (CI.  S06 — 43) 


drum  wheel  supporting  the  other  end  of  the  axle, 
a  frame  on  the  axle,  a  plow  secured  to  the  frame 
and  adapted  to  dig  onions  from  the  ground  and 
deposit  them  into  the  dnun  wheel,  a  self-revolv- 


3.  A  hammer  including  a  head,  said  head  hav- 
ing a  notch  which  extends  thereacross  and  pro- 
vided with  an  opening  of  restricted  width  which 
forms  a  continuation  of  the  notch,  the  head  hav- 
ing a  flange,  a  blade  fitted  to  the  notch  and  rest- 
ing against  the  flange  and  having  a  tongue  which 
extends  through  the  opening  and  into  a  handle, 
and  means  extending  through  the  blade  and 
flange  for  securtng  the  blade  to  the  head. 

2.018.574 
LOCK   BOLT 
Charles  RIchter,  Tampa.  Fla..  assignor  of  one- 
half  to  Nelson  C.  Gelse.  Palatka.  Fla. 
Application  June  6.  1934,  Serial  No.  729.300 
4  Claims.      (CI.  40—125) 


1.  A  safety  lock  bolt  comprising  a  bolt  member 
having  a  threaded  portion  and  a  head,  having  on 
one  face  an  annular  groove  and  a  lock  washer, 
a  plurality  of  radiating  grooves  merging  into 
the  annular  groove,  and  a  pair  of  lugs  on  the 
other  face,  a  nut  adapted  to  be  screwed  onto  the 
threaded  part  of  said  bolt  member,  said  nut  hav- 
ing slots  cut  therein  from  the  inner  end  to  a 
point  near  the  upper  end.  and  at  the  outer  end 
being  formed  with  a  notch  In  line  with  said  slot. 
so  that  when  the  material  is  removed  between 
the  notch  and  the  slots  said  nut  will  be  divided  in 
two.  said  nut  being  provided  with  a  projection 
fitted  into  said  annular  groove  In  said  lock  washer, 
and  a  reciprocaUng  catch  carried  by  the  nut  po- 
sitioned to  snap  Into  any  of  said  radiating  grooves 
in  said  lock  washer,  whereby  when  said  nut  is 
screwed  down  tightly  against  said  lock  washer  it 
cannot  be  removed  until  divided  in  half. 

2.018.575 
ONION  SET  HARVESTER 

Charles  B.  Robinson.  Georges  Mills.  N.  H. 

Application  June  21.  1935.  Serial  No.  27.799 

8  CUlms.     (CI.  55—50) 

5    An    onion    harvester   including    an    axle,    a 
wheel  supporting  one  end  of  the  axle,  a  screened 


Ing  colter  carried  with  the  frame  and  adapted  to 
cut  the  onion  tops  In  advance  of  the  plow,  a  trans- 
versely extending  screened  dnun  and  a  hopper 
carried  by  the  frame  receiving  onions  from  the 
drum  wheel  and  directing  them  Into  the  drum. 


2,018.576 

SHEET  METAL  PRESS 

Fredrich  J.  Rode  and  Meredith  R.  Hatch, 

Toledo,  Ohio 

AppUcaUon  December  14.  1934.  Serial  No.  757,418 

9  Claims.     (CI.  113—38) 


1.  A  sheet  metal  press  having  a  pair  of  ro- 
tatable  machine  drive  shafts,  a  pair  of  movable 
plungers,  each  plunger  operably  connected  to  a 
machine  drive  shaft,  a  source  of  power,  a  con- 
trollably  operable  mechanism  for  connecting  each 
machine  drive  shaft  to  the  source  of  power,  actu- 
ating means  for  each  of  said  mechanisms  opera- 
tlvely  connecting  each  machine  drive  shaft  and 
the  respective  mechanism  of  the  other  shaft  for 
actuating  the  same  upon  a  predetermined  rota- 
tion of  the  former  shaft 


2,018.577 
ANIMATED  DISPLAY  DEVICE 

John  G.  Ruckelshaus.  Newark.  N.  J.,  assignor  to 

Motion   Displays,   Inc..   a   corporation   of   New 

York 

AppUcation  June  30,  1933.  Serial  No.  678,389 
7  Claims.      (CI.  40—52) 

1.  In  combination,  a  prime  mover,  a  stationary 
display  poster,  a  movable  display  poster,  a  link- 
age arrangement,  one  end  of  which  Is  associated 
with  said  prime  mover,  a  member  carried  by  said 
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stationary  display  poster  for  securing  said  prime  ( 
mover   thereto  and   a  member  carried   by  said  i 


movable  display  poster  and  adapted  to  receive 
tlie  other  end  of  said  linkage  arrangement. 

2.018.578 

CARD  HOLDER 

Raymond  W.  Rush,  Girard,  Kans. 

ApplicaUon  December  31.  1934,  Serial  No.  759.977 

2  Claims.     (CI.  40—11) 


^  .rf- 


2.  A  card  holder  formed  from  resilient  mate- 
rial and  comprising  a  body  terminating  at  its 
lower  end  in  a  rearwardly  curved  portion,  a  spring 
strip  formed  with  and  rising  from  the  body  and 
extending  rearwardly  thereof,  a  forwardly  in- 
clined portion  included  in  the  spring  strip  and 
terminating  adjacent  said  body,  means  formed 
on  said  body  and  cooperating  with  the  forwardly 
inclined  portion  and  the  lower  curved  end  of  the 
body  for  securing  the  holder  in  position  for  use, 
and  means  cooperating  with  the  spring  strip  in 
providing  clamping  means  for  a  card. 

2.018.579 
LIFE  BOAT 
Ane  Pieter  Schat.  Utrecht.  Netherlands 
AppUcation  June  17.  1931.  Serial  No.  545.087.    Re- 
newed Auirust  23.  1935.    In  Great  Britain  Jane 
21.  1930 

12  CUims.     iCl  9—22) 


1.  A  life-boat  provided  with  skate-like  mem- 
bers for  guiding  the  boat  over  the  side  of  the 
vessel  from  which  it  is  launched,  said  members 
forming  integral  parts  of  the  boat,  said  boat 
being  provided  at  its  inside  with  a  resilient  struc- 
ture interconnecting  the  skate-like  members  on 
either  side  of  the  boat. 


2.018.580 

FLOOD   WATER  GATE 

Herman  C.  Schonhoff  and  Samuel  Breed, 

EUsabeth.  ni. 

AppUcation  September  17,  1934,  Serial  No.  744,410 

3  Claims.     (CL  39 — 4) 

-J  ,4 


1.  A  gate  of  the  kind  described  comprising  a 
plurality  of  spaced  parallel  elongated  sections 
having  at  one  end  of  each  spaced  longitudinally 
disposed  slots,  a  suspension  cable  for  the  sec- 
tions, and  cUps  engaging  the  cable  and  adjustably 
engaged  in  said  slots  for  the  hanging  of  the  plu- 
rality of  sections. 


2.018.581 

ROAD  CONSTRUCTION 

Francis  Gordon  Small,  Battersea. 

London,  Enf  land 

AppUcation  July  28.  1931.  Serial  No.  553.671 

In  Great  BrtUin  September  26,  1930 

12  Claims.     (CI.  94—11) 


1.  A  paving  block  comprising  a  triangular  hol- 
low metal  body  having  a  wearing  surface  and 
marginal  side  walls  depending  from  said  surface, 
each  of  these  walls  sloping  outwardly  down- 
wardly, and  said  body  being  provided  at  the 
apices  of  the  triangle  with  feet  depending  below 
the  lower  edges  of  said  walls  and  which  are 
adapted  to  penetrate  into  a  sealing  plastic,  said 
sloping  side  walLs  being  adapted  to  cooperate 
with  similar  opposed  walls  of  similar  adjacent 
blocks  to  form  dovetail  keyways  for  receiving  a 
yleldable  plastic  filler. 


2,018.582 
GAS  BURNER  OR  THE  LIKE 
Herve  Theunlssen,  Charleroi.  Belgium 
AppUcation  May  14,  1932.  Serial  No.  611,341 
In  Belgium  August  6.  1931 
3  CUims.     (CI.  158 — 109) 
1.  A  gas  burner  having  a  cylindrical  chamber 
connected    to    a    convergent    truncated    conical 
chamber,  the  latter  being  connected  to  a  diver- 
gent truncated  conical  chamber,  means  for  ad- 
mitting   air    tangentially   inside   the   cylindrical 
chamber,   means   for   admitting   gas  inside   the 


OCTOBEK  22, 1935 


U.  S.  PATENT  OFFICE 


891 


convergent    truncated    conical     chamber,    and 
means  for  admitting  air  through  a  plurality  of 


valve  part  in  said  stem,  and  a  rim  on  which  said 
tire  is  mounted,  said  rim  having  a  hole  through 
which  said  stem  projects  elongated  in  the  cir- 
cumferential direction  of  the  rim  to  a  length 
greater  than  the  length  of  said  rigid  valve  part  to 
provide  clearance  for  the  withdrawal  of  the  valve 
stem  and  valve  part  on  deflation  of  the  tire  with- 
out jamming  in  the  hole  regardless  of  the  angle 
to  the  perpendicular  at  which  said  valve  part  may 
be  presented  to  the  rim  hole. 


small  jets  perpendicular  to  the  surface  of  the  di- 
vergent truncated  conical  chamber. 


2.018.583 
CAR  DOOR 
Kenneth  J.  Tobin.  Chicago.  lU..  assignor,  by  mesne 
assirnments,  to  The  Youngstown   Steel  Door 
Company,   Cleveland,   Ohio,  a  corporation 

Ohio 

APpUcaUon  April  27,  1934,  Serial  No.  722.610 
7  Claims.     (CI.  189—46) 


of 


1  A  railway  car  door  comprising  a  sheet  metal 
panel,  a  member  secured  to  the  front  margin  of 
said  panel,  said  member  having  a  flange  extend- 
ing transversely  and  inwardly  of  said  panel  and 
a  second  member  secured  to  the  inner  face  of  said 
panel  having  a  flange  extending  transversely  and 
inwardly  thereof  and  a  flange  disposed  in  spaced 
substantially  parallel  relationship  to  said  panel, 
and  securing  means  fastening  said  members  and 
panel  together  to  provide  a  channel  shaped  rein- 
forcement for  said  margin  of  the  door,  said  lat- 
ter flange  of  said  second  mentioned  member  co- 
operating with  said  panel  to  provide  a  pocket  for 
receiving  one  margin  of  a  wooden  lining. 


2.018.584 

VALVE  STEM 

Frank  HilUard  Watson,  Jonesboro.  Ark. 

Application  March  29,  1932,  Serial  No.  601,893 

5  Claims.     (CI.  152 — 12) 


1.  The  combination  of  a  tire,  a  valve  stem  of 
yleldable  material  on  said  tire,  a  relatively  rigid 


2,018.585 

ELECTROSTATIC  FLYING  TOY 

Hans  Hermann  Weil,  Stockholm,  Sweden 

Application  January  14.  1935,  Serial  No.  1,813 

In  Sweden  November  11.  1933 

2  Claims.     (CI.  46—49) 


1  An  electrostatic  toy  comprising  a  member 
formed  of  light  thin  material,  in  combinaUon 
with  a  rod  of  non-conducting  material,  said  rod 
being  provided  at  one  end  with  a  metal  covering, 
a  handle  surrounding  the  rod  and  slldable  there- 
on, and  an  exciter  carried  by  said  handle  in  con- 
tact with  said  rod.  whereby  movement  of  said 
handle  charges  said  rod.  and  whereby  said  mem- 
ber may  receive  an  electrical  charge  from  the 
metal  covering  and  thereafter  may  be  held  float- 
ing and  maneuvered  in  the  air  by  means  of  the 
charged  rod. 


2.018,586 
METAL  CASTING  SYSTEM 
Samuel  Price  WetheriU,  Jr.,  Haverford,  and  Fred- 
erick  F.    Shoemaker,  Chestnut   HIU,   Fa.,  as- 
signors to  WetheriU-Morris  Engineering  Com- 
pany, Inc.,  Philadelphia,  Pa.,  a  corporation  of 

Delaware 

AppUcation  June  4.  1934.  Serial  No.  729.002 
28  Claims.     (CI.  22—69) 


^^-c^jt:>- 
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1  In  casting  apparatus  of  the  character  set 
forth  the  combination  with  a  crucible  of  non- 
metallic  refractory  composition,  of  a  relatively 
strong  structure  remote  to  the  crucible,  means 
for  applying  heat  to  the  exterior  of  the  crucible, 
means  for  applying  pressure  to  the  interior  of 
the  crucible,  said  pressure  being  in  excess  of  the 
pressure  in  the  area  surrounding  the  crucible  and 
thereby  tending  to  expand  and  disrupt  the  rela- 
tively weak  walls  of  the  latter,  and  means  for 
transferring  to  ihe  said  structure  the  disruptive 
forces  thus  imposed  upon  the  said  walls  of  the 
1  crucible. 
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2,018^7 

NOVELTY  PICTURE 

Ira  B.  Whltcomb,  Dorrls.  Calif. 

AppUcation  June  21.  1934,  Serial  No.  731,752 

1  Claim.     (CL  41—34) 


^- 


A  picture  of  the  kind  described  comprising  a 
panel  having  scenic  Indicia  on  the  outer  face 
thereof,  a  ledge  carried  by  said  panel  and  hav- 
ing scenic  indicia  at  its  outer  face  effecting  the 
continuity  of  the  indicia  of  said  panel,  the  ledge 
being  provided  with  sockets  opening  through  its 
top  and  images  removably  and  changeably  seated 
upon  said  ledge  and  having  pins  selectively  and 
removably  engaged  in  said  sockets. 


2^18.5M 
PROCESS  OF  FILLING  LEATHER  AND  THE 
RESULTING  PRODUCT 
Later  M .  Whitmore,  Salem.  Va.,  assignor  to  Leas 
and  McVItty.  Inc..  Philadelphia.  Pa.,  a  corpo- 
ration of  Delaware 

No  Drawing.     Application  July  27,  1934. 
Serial  No.  737.29« 
14  Claims.     (CI.  14»— 4) 
1.  The  process  of  filling  leather  which  com- 
prises reacting  a  vegetable  tanning  extract,  alde- 
hyde, and  an  ammonium  salt  together  between 
and  on  the  fibres  and  fibrils  of  leather  to  deposit 
an  insoluble  material  therebetween  and  thereon. 


2.018389 

REFRIGERATING  APPARATUS 

George  F.  Woelfel,  Madison.  Fla.,  assignor  to  The 

Commercial    Cleaning    Corporation.    Jackson - 

▼ille,  Fla.,  a  corporation  of  Florida 

Application  January  It,  1929.  Serial  No.  331.678 

Renewed  Norember  20,  1934 

13  Claims,    (a.  62— 127) 


1.  An  expansion  device  for  refrigerating  appa- 
ratus comprising  telescopic  cup-shaped  members, 
one  wall  of  one  member  having  a  groove  co- 
operating with  the  opposite  wall  of  the  other 
member  to  provide  a  passageway,  a  closure  for 
the  mouth  of  the  outer  member,  openings  in  the 
outer  member  and  closure  communicating  with 
opposite  ends  of  the  passageway,  the  inner  mem- 
ber being  of  less  depth  than  the  outer  member, 
separator  rings  seated  upon  the  end  of  the  side 
wall  of  the  inner  member  and  clamped  there- 
agalnst  by  said  closure,  and  screens  having  their 
edges  Inserted  between  adjacent  separators. 


2.018.590 

CURRENT  SHUT-OFF  MECHANISM 

Frank  F.  Adams.  El  Dorado,  Kans. 

ApplicaUon  January  3.  1934.  Serial  No.  705,151 

10  Claims.    (CI.  200—52) 


1.  A  current  shut-off  mechanism  comprising  a 
switching  means  Including  a  normally  active 
bodily  slidable  spring  controlled  compressible 
bridging  element  for  normally  closing  a  circuit,  a 
normally  Inactive  pivoted  weighted  combined 
impacting  and  compressing  element  automatical- 
ly movable  on  the  application  of  shock  thereto 
in  a  direction  to  impact  and  compress  said  bridg- 
ing element  for  moving  the  latter  to  Inactive  po- 
sition to  open  the  clrctiit.  and  said  switching  means 
including  a  spring  controlled  pivot  lockout  lever 
automatically  acting  on  the  compressing  of  the 
bridging  clement  to  maintain  the  latter  in  circuit 
opening  position,  the  pivot  for  said  impacting  and 
compressing  element  being  disposed  at  right  an- 
gles to  the  path  of  travel  of  the  bridging  element, 
and  the  pivot  for  said  lever  being  disposed  par- 
allel to  the  path  of  travel  of  the  bridging  element. 


2,018.591 

GARDENING  IMPLEMENT 

Elva  H.  Angel.  Los  Angeles.  Calif. 

AppUcation  September  6,  1933.  Serial  No.  688,379 

4  Claims.     (CI.  97— 66) 


1.  In  a  gardening  Implement  of  the  character 
described,  a  head  stamped  from  a  single  piece  of 
sheet  metal  and  Including  a  narrow  transverse 
intermediate  portion,  a  segment-shaped  forward 
portion,  and  a  rear  portion,  said  forward  portion 
extending  forwardly  at  an  obtuse  angle  from  one 
longitudinal  edge  of  the  intermediate  portion 
and  having  a  curved  cutting  edge  to  provide  a 
hoe  blade  and  lawn  edge  trimmer,  said  rear  por- 
tion extending  rearwardly  from  the  other  longi- 
tudinal edge  of  the  Intermediate  portion  at  right 
angles  to  the  latter  and  composed  of  forward  and 
rear  parts  centrally  connected  by  a  narrow  shank, 
said  rear  part  being  bent  to  form  a  handle  socket 
co-extensive  with  said  shank,  and  a  handle  se- 
cured in  said  socket  and  extending  forwardly 
through  the  latter  beneath  said  shank  and  abut- 
ting said  intermediate  portion  of  the  head. 
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2.018.592 

CINEMATOGRAPHY  IN  RELIEF 

Albert  Arnulf,  Paris.  France 

AppUcation  December  5.  1932.  Serial  No.  645,784 

In  France  December  4.  1931 

5  Claims.     (CI.  88 — 16.6) 

(Granted  under  the  provisions  of  sec.  14,  act  of 

March  2.  1927;  357  O.  G.  5) 


5.  In  a  system  for  taking  views  and  projecting 
cinematographic   films   In  relief,   a   lenticulated 
film  having  equidistant  cylindrical  lenticulations, 
a  lens  whose  pupil  situated  with  respect  to  the 
film  is  conjugated  with  the  emulsion  thereof  rel- 
ative to  the  lenticulations  of  said  film,  an  optical 
device  having  two  systems  of  equidistant  lenticu- 
lations parallel  to  those  of  the  film,  the  lenticula- 
tions for  the  two  systems  having  radii  of  different 
curvature  and  arranged  in  such  a  manner  that 
the  first  system  is  conjugated  with  the  lenticula- 
tions of  the  film  relative  to  the  lens  and  that  the 
images  of  the  pupil  of  the  lens  situated  with  re- 
spect to  the  optical  device  and  given  by  the  first 
system  are  In  a  plane  from  which  the  second 
system  gives  an  image  suitably  placed  in  con- 
sideration of  the  optical  element  which  follows 
the  same,  the  radius  of  the  Inlet  lenticulations 
being  such  that  the  images  of  the  pupil  of  the 
said  lens  which  they  furnish  have  a  width  which 
is   not   larger    than    the    equidistance    of    these 
images,  the  relation  of  the  widths  of  the  lenticu- 
lations of  the  film  and  optical  device  being  chosen 
in  such  a  manner  that  each  lentlculatlon  of  one 
of  these  two  elements  receives  the  light  from  a 
corresponding  lentlculatlon  of  the  other. 


2  018  593 

MACHINE  FOR  TESTING  METALS  AND 

OTHER  SOLID  MATERIALS 

Albert  Rrne  Arthuis,  Paris.  France 

AppUcaUon  February  13,  1934,  Serial  No.  711,061 

In  France  February  13,  1933 

4  Claims.     tCl.  265 — 18) 


and  the  said  second  means,  a  scale  moimted  on 
said  frame,  and  a  pointer  mounted  on  said  pis- 
ton so  as  to  move  along  said  scale. 


1.  A  machine  for  testing  specimens  compris- 
ing a  frame  having  a  reciprocable  means  at  one 
end  and  a  means  at  the  other  end  comprising  a 
cylinder,  a  reservoir  in  communication  with  said 
cylinder,  a  stop  cock  therebetween,  a  hydraulic 
pump  In  communication  with  said  cylinder,  a 
piston  In  said  cylinder,  springs  connected  to 
said  piston,  means  for  mounting  a  test  speci- 
men In  connection  with  the  reciprocating  means 

459  O.  O.— 67 


2.018,594 
GAS  CONDENSING  AND  SEPARATING 
SYSTEM 
Alvin    H.    Baer,    Carbondale,    Pa.,    assignor,    by 
mesne  assignments,  to  Worthington  Pump  and 
Machinery  Corporation,  Harrison,  N.  J.,  a  cor- 
poration of  Virginia 
AppUcation  May  1,  1934,  Serial  No.  723,421 
10  Claims.     (CI.  257—29) 

XT       «■ 


1.  A  condensing  and  separating  system  for 
carbon  dioxide  and  the  like  comprising  a  cooler- 
condenser,  a  gas  Inlet  therefor,  a  super-cooler 
above  the  condenser,  means  for  supplying  cool- 
ing liquid  to  the  super -cooler  and  thence  to  the 
condenser,  means  below  the  condenser  for  re- 
ceiving the  products  of  condensation  and  for 
separating  heavy  liquids  and  non -condensed 
gases  from  the  condensed  carbon  dioxide,  means 
for  leading  the  non-condensed  gases  to  the  super- 
cooler,  an  adjustable  pressure-responsive  valve 
for  releasing  gas  from  the  super-cooler,  an  ad- 
justable pressure-responsive  valve  controlling  the 
discharge  of  cooling  liquid  from  the  condenser, 
a  magnetic  valve  also  adapted  to  control  such 
discharge,  and  thermostatic  means  for  control- 
ling said  magnetic  valve,  said  thermostatic  means 
being  governed  by  the  temperature  of  the  cool- 
ing liquid  about  to  be  discharged. 


2,018.595 

KNOCKDOWN  SHIPPING  CASE 

HolUs  W.  Blair.  North  Troy.  Vt. 

AppUcation  September  5,  1934,  Serial  No.  742,835 

3  Claims.     (CI.  217 — 44) 

^^     -  ;^^. 
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1.  A  case  or  drum  of  the  character  described 
comprising  a  bendable  body  formed  to  become 
flattened  or  cylindrical  shaped,  companion  plates 
for  Interfltting  engagement  with  each  other  on 
the  body  to  sustain  the  latter  in  cylindrical  shape, 
sleeves  on  one  of  the  plates  and  received  in  slots 
in  the  other  plate,  a  fastening  key  engaging 
said  sleeves  on  the  Interfltting  of  said  plates  and 
the  sleeves  engaged  In  the  slots,  end  heads  of  a 
size  to  fit  within  the  body  in  opposite  ends  there- 
of, bendable  hasps  on  one  of  the  end  heads  at 
diametrically  opposite  points  thereof  and  over- 
hanging the  edge  of  the  body  next  thereto,  keeper 
eves  on  the  body  and  engaged  by  said  hasps,  a 
tie  wire  Insertable  in  the  keeper  eyes  and  made 
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fast  about  the  body,  and  cleats  within  the  body 
to  form  rests  for  the  other  head  and  each  made 
from  a  single  strip  bent  on  itself  to  straddle  the 
body  both  interiorly  and  exteriorly  thereof,  with 
these  interior  and  exterior  portions  made  fast 
to  the  body,  the  said  head  supporting  the  cleats 
being  inset  within  said  body. 


2  018  596 
MACHINE  FOB  MAKING  BRAIDED  BRAKE 

LININGS 
Sidney  B.  Blaisdell,  Wyncot«,  Pa.,  assiirnor  to 
Fidelity  Machine  Company,  WiIming[ton,  Del., 
a  corporation  of  Delaware 
Original  application  Aumst  18.  1930.  Serial  No. 
476,147.  Divided  and  this  application  January 
26.  1932.  Serial  No.  588,954 

3  Claims.     (CI.  96 — 3) 


1.  The  combination  of  a  supporting  platform. 
a  plurality  of  thread  guides  movable  in  inter- 
twining paths  over  said  platform,  and  a  series  of 
spray  nozzles  spaced  apart  on  and  projecting 
above  the  platform  between  the  threads  carried 
by  the  thread  guides  with  some  of  said  nozzles 
extending  at  an  angle  with  respect  to  the  plat- 
form. 


2,018,597 
SUPPORT  OR  MOUNTING  FOR  PNEUMATIC 

TIRES 

Pierre  Marcel  Bourdon,  Paris,  France,  assiimor  to 

Michelin  et  Cie,  Clermont-Ferrand,  France,  a 

corporation  of  France 

Application  December  14,  1931,  Serial  No.  580.961 

In  France  March  23,  1931 

2  Claims.     (CI.  295—31) 


2.  In  a  vehicle  tire,  a  tire  casing  traveling  on 
a  rail,  a  side  member  extending  alongside  the 
casing  and  beyond  the  perimeter  of  the  casing  at 
the  side  of  the  rail,  and  reinforced  rubber  pads 
carried  in  the  side  walls  of  the  ca&ing  and  com- 
pressibly  fitting  against  said  member. 


2.018,598 
MOUNTING  OF  TWIN  TIRED  WHEELS 
Pierre  Marcel  Bourdon,  Paris,  France,  asairnor  to 
MicheUn  et  Cie.,  Clermont-Ferrand,  France,  a 
corporation  of  France 
AppUcation  May  9,  1933,  Serial  No.  670,171 
In  France  March  22,  1932 
1  Claim.    (CI.  152—36) 
In  a  twin  tired  wheel,  the  combination  of  a 
hub,  a  hub  flange  having  an  abutment  face,  a 


wear  plate  on  said  abutment  face,  a  cap  also  hav- 
ing an  abutment  face  in  spaced  relation  to  the 
hub  flange,  said  cap  being  removably  fltted  over 
the  outer  portion  of  the  hub.  a  wear  plate  for  the 
abutment  face  of  said  cap,  bolts  extending  across 
from  the  hub  flange  to  the  cap.  rubber  sleeves 
fitted  over  said  bolts,  a  rim  assembly  including  a 
pair  of  road  engaging  tires  and  having  circulau' 


'^  f  i  ->»4?  j^m^ 


openings  receiving  said  rubber  -ileeves  to  sup- 
port the  rim  assembly  thereon,  said  rim  assembly 
and  rubber  sleeves  at  the  parts  thereof  between 
said  wear  plates  being  spaced  at  both  ends  from 
the  wear  plates  to  permit  transverse  flexing  move- 
ment, and  flexible  strips  extending  from  the  rim 
assembly  respectively  to  said  hub  flange  and  cap 
for  excluding  foreign  matter  from  the  joint  ad- 
jacent said  wear  plates. 


2,018.599 

APPARATUS  FOR  TREATING  HUMAN 

BODIES  WITH  ELECTRONS 

.^rno   Brasch.   Berlin-Charlottenburir.    Germany, 

assii^nor   of    one-half   to    Friti   Lange,    Berlin, 

Germany 

Application  April  25.  1933.  Serial  No.  667.911 

In  Germany  April  17,  1932 

3  Claims.     (CI.  174 — 177) 


,  -y 


~9 
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1.  An  apparatus  for  treating  the  human  or  ani- 
mal body  by  means  of  rapid  electrons,  comprising 
an  electric  discharge  vessel,  a  canula.  suitable 
connection  between  the  canula  and  said  vessel,  said 
canula  having  a  narrow  passage  and  means 
adapted  to  transfer  electrons  from  said  vessel 
directly  through  said  passage  to  the  part  of  the 
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body  to  be  treated,  said  canula  being  of  the  known 
injection  type  made  of  metallic  tube  having  high 
atomic  weight  and  terminating  in  a  point  adapted 
to  be  introduced  into  a  cavity  of  said  body. 

2,018,600 
PORCELAIN    RESISTANT   TO   THE   PASSAGE 
OF    X-RAYS    AND    METHOD    OF    MAKLNG 
THE   SAME 

Leslie  Brown,  Trenton,  N.  J.,  assignor  to  Lenox 
Incorporated.  Trenton,  N.  J.,  a  corporation  of 
New  Jersey 

No  Drawing.     Application  May  15,  1935, 
Serial  No.  21.696 
11  Claims.     <  CI.  25— 156) 
1.  The  process  of  preparing  a  porcelain,  rela- 
tively resistant  to  the  passage  of  X-rays,  which 
comprises  heating  together  a  reactive  lead  com- 
pound, an  acidic  oxide,  and  a  relatively  small 
amount  of  a  heat -decomposable  alkali  metal  salt 
to  form  a  vitrified  calcine  of  relatively  high  melt- 
ing point,  adding  said  calcine  to  a  porcelain  mix, 
and  thereafter  pressing  the  mixture  in  finely  di- 
vided form  to  the  desired  shape  and  firing  the 
shaped  object  to  cause  vitrification  thereof. 

2,018,601 
GENERATOR  GASOLINE  BURNER 

Isaa?  Vernon  Brumbaugh.  St.  Louis.  Mo.,  assignor 
to  American  Stove  Company,  St.  Louis,  Mo.,  a 
corporation  of  New  Jersey 

Application  June  26.  1930.  Serial  No.  463,931 
15  Claims.     (CI.  158 — 61) 


]^.__^ 


1.  The  combination  with  a  gasoline  burner  of 
means  for  producing  an  initial  heating  blue  fiame 
comprising  a  burner  housing  having  depending 
therefrom  a  sub-fire  housing,  a  generator  tube 
located  under  the  burner  and  adjacent  the  sub- 
fire  housing  to  be  heated  thereby,  a  pressure  gas- 
oline supply  connected  with  the  inlet  end  of  the 
generator,  a  valve  mechanism  connected  with  the 
outlet  end  of  the  generator,  an  air  pressure  tube 
having  its  inlet  connected  with  said  supply  above 
the  normal  level  of  the  gasoline  in  said  supply, 
its  outlet  having  communication  with  the  said 
valve  mechanism,  a  manifold  communicating 
with  the  said  burner  and  the  said  sub-fire  hous- 
ing, the  inlet  end  of  the  manifold  in  communi- 
cation with  the  outlet  end  of  the  valve  mecha- 
nism, whereby  a  blue  initial  heating  flame  for 
the  generator  i.s  produced. 

2.018.602 
APPAF  ATI'S  FOR  ADJUSTING   AND   STOP- 
PING   THE     PRINTING     IN    AUTOMATIC 
PLATEN  PRINTING  PRESSES 
Artur  Biittner.  Heidelberg.  Germany,  assignor  to 
Schnellpressenfabrik  Aktiengesellschaft  Heidel- 
berg. Heidelberg.  Germany 
Application  May  22.  1933.  Serial  No.  672,313 
In  Germany  June  4.  1932 
0       6  Claims.     (CI.  101—306) 
5.  An   apparatus   for   adjusting   and   stopping 
the  printing  in  automatic  platen  printing  presses 


having  a  toggle  mechanism  for  actuating  the 
platen,  comprising,  in  combination  with  an  os- 
cillable  platen  carrier,  a  toggle  lever  attached 
at  one  end  thereto,  a  bolt  connected  with  the 
opposite  end  of  the  toggle  lever  and  extending 
in  the  direction  of  the  same;  a  worm  connected 
with  said  bolt,  a  stationary,  internally  threaded 
sleeve  engaged  by  said  worm;  an  arm  connected 
with  the  worm  at  the  free  face  thereof,  a  projec- 
tion extending  forth  from  said  arm  in  the  di- 
rection to  the  toggle  lever;  a  toothed  sector  sup- 
ported on  the  stationary  sleeve  and  having  a  re- 
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cess  engaged  by  said  projection,  another  sector 
meshing  with  the  first-mentioned  sector;  a  lever 
connected  with  said  other  sector,  said  lever  com- 
prising a  body  portion  and  a  handle  portion 
which  is  turnable  at  said  body  portion  at  right 
angles  to  the  direction  of  motion  of  the  same; 
a  threaded  spindle  supported  in  the  frame  ol 
the  machine  near  the  handle  end  of  said  lever; 
means  for  turning  said  spindle;  a  nut  located 
on  the  spindle  and  having  a  lateral  recess,  a 
graduated  scale  extending  along  the  path  of  the 
nut,  and  a  member  extending  forth  from  lever 
handle  end  into  said  recess. 


2.018,603 
COMBINATION  KNIFE  ANT)   AXE 

John  Russell  Case  and  Arthur  H.  Pneuman.  Brad- 
ford. Pa.;  said  Pneuman  assignor  to  said  Case 
Application  November  2.  1934,  Serial  No.  751,249 
5  Claims.     (CI.  145 — 61} 


1.  In  a  device  of  the  class  described,  a  handle 
Including  side  members  spaced  apart,  connect- 
ing devices  between  the  side  members,  a  spring 
mounted  by  one  of  said  connecting  devices  and 
positioned  between  corresponding  edges  of  the 
side  members,  a  notched  and  shouldered  imple- 
ment having  pivotal  movement  about  one  of  the 
connecting  devices  and  limited  in  movement  in 
one  direction  by  the  spring,  and  a  locking  lever 
operable  between  the  end  portions  of  the  side 
members  remote  from  the  implement  and  there 
engaged  by  an  end  portion  of  the  spring,  one  end 
of  the  lever  engaging  and  retaining  a  shouldered 
portion  of  the  implement. ' 
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2.018.604 

BICYCLE  TIRE 

Roi  Cash  ColUns.  Westfleld.  N.  J. 

ApplicAtion  September  12. 1934.  Serial  No.  74S.6M 

15  Claims.     iCl.  152—6) 


«  a 


1.  A  pneumatic  tire  embodying  a  valve  for  In- 
flating and  deflating  same,  having  an  externally 
threaded  metal  sleeve  and  similarly  threaded 
nut.  said  sleeve  loosely  mounted  on  the  valve 
stem  and  attached  to  wires  extending  in  oppo- 
site directions  from  the  sleeve  juid  loosely  em- 
bedded in  the  inner  circumferential  body  (xsr- 
tlon  of  the  tire,  said  wires  extending  circumfer- 
entially  around  a  portion  of  the  tire  and  hav- 
ing their  ends  fastened  to  the  body  portion  of 
the  tire  on  opposite  sides  of  the  sleeve  substan- 
tially as  described  and  as  shown  on  the  drawing. 


2.018.605 
MEANS  FOB   PACKING  ARTICLES   WITHIN 

PACKING  BOXES 

WilUam  Henry  Craig.  Philadelphia,  Pa.,  assignor 

to    Philadelphia    Storage    Battery    Company. 

Philadelphia,  Pa.,  a  corporation  of  PennayWania 

AppUcation  February  20.  1933.  Serial  No.  657.698 

6  Claims.     (CI.  229 — 14) 


1.  The  combination  with  a  packing  box  or  the 
like,  of  means  for  supporting  and  immobUiaiBg 
an  art  cle  within  said  box.  comprirtng  a  pair  of 
auxiliary  walls  dispos^-d  adjacent  and  interiorly 
of  opposite  walls  of  ^^Id  boA,  »ad  s  suspensory 
member  for  supporting  said  article,  said  member 
comprising  a  flexible  sling  extending  -between 
said  auxll  ary  walls  and  teYing'^ffSfd  ends,  said 
ends  extending  downwa  %^?«tween  said  auxil- 
iary walls  and  the  adja<  .«,  walls  of  said  box. 
whereby  said  auxiliary  walls  retain  said  ends  and 
support  said  suspensory  member. , 


2,018.606 
CARRYING  AND  SUPPORTING  APPARATUS 

Edward  M.  Cmnings.  Flint,  Mich. 
AppUcaUon  January  11.  1934.  Serial  No.  706,272 
3  CUims.     (CI.  224 — 7) 
1.  In    a   carr3ring   and    supporting   apparatus 
adapted  to  be  worn  by  a  flsherman,  a  spUt-skirt 
structure  formed  of  a  belt  element  for  encom- 
passing the  waist  of  the  wearer,  a  combined  front 
and  side  section   for  opposing  one  side  and  a 
part  of  the  front  of  the  wearer  below  said  ele- 
ment, a  front  section  for  opposing  the  remaining 
part  of  the  front  of  the  wearer  below  said  ele- 


ment, a  side  section  for  opposing  the  other  side 
of  the  wearer  below  said  element,  a  back  section 
for  opposing  the  back  of  the  wearer  below  said 
elenjeot,  said  sections  having  their  upper  portions 
extended  into  the  lower  portion  of  said  belt  ele- 
ment from  the  bottom  edge  of  the  latter  and 
means  for  securing  the  lower  portion  of  the  belt 
element  and  the  upper  portions  of  said  sections 
together,  said  sections  being  free  of  connection 
throughout  from  the  bottom  edge  of  said  element 


¥ i 


I  to  the  lower  ends  thereof,  each  of  said  sections 
!  being  formed  with  means  to  constitute  a  carrier, 
smd  a  shoulder  suspension  structure  for  said  split- 
skirt  structure  connected  at  three  spaced  points 
to  the  front  and  at  two  spaced  points  to  the  back 
of  said  element,  comprising  a  bracing  strap  ex- 
tending from  one  of  said  front  spaced  points  in 
proximity  to  the  side  of  the  wearer  to  the  siis- 
pension  structure  on  the  upper  front  portion 
thereof. 


2.018.607 
PROCESS  OF  MAKING  SODIUM  ALUMINATE 
Russell  E.  Cushing.  Haddonfleld,  N.  J.,  and  Clar- 
ence W.  Burkhart.  Lansdowne.  Pa.,  assignors  to 
Pennsylrania  Salt  Manufacturing  Company, 
Philadelphia.  Pa.,  a  corporation  of  Pennsyl- 
vania 

No  Drawing.    ApplicaUon  NoTember  It.  1934. 
Serial  No.  752,536 
15  Claims.     (CL  23—52) 
1.  The    process    of    preparing    solid    sodium 
aluminate  by  reacting  powdered  alumina  hydrate 
and  solid  caustic  soda  directly  without  aqueous 
dissolution  or  fusion  of  the  caustic  soda  which 
comprises  mixing  together  powdered  alumina  hy- 
drate and  solid  caustic  soda,  in  the  absence  of 
sufficient  added   water   to  dissolve   the   caustic 
soda ;  and  reacting  the  mixture  of  solid  materials 
at  a  temperature  insufficient  to  fuse  the  caustic 
soda. 


2.018.608 
APPARATUS  FOR  THE  TRANSPORTATION 
AND  CONSERVATION  OF  ICE   CREAM 
Ernest  Dn  Boia,  Itterbeek.  Belgium,  assignor  to 
International  Carbonic  Engineering  Company, 
Kennett  Square,  Pa.,  a  corporation  of  Delaware 
AppUcation  April  15,  1931,  Serial  No.  530,368 
In  Belgium  June  7,  1930 
17  CUims.     (CI.  62—91.5) 
17.  In  combination,  a  receptacle  having  an  open 
end  to  receive  material  to  be  refrigerated,  and  a 
refrigerating  closure  for  the  open  end  of  said  re- 
ceptacle embodying  a  closure  member  for  remov- 
able mounting  in  the  open  end  of  the  receptacle, 
and  a   solidified    gas  refrigerant  receiving  and 
holding  structure  at  the  inner  side  of  said  closure 
for  positioning  thereby  in  heat  exchange  relation 
with  the  space  within  the  receptacle,  said  refrig- 
erant receiving  and  holding  structure  including 
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separable  heat  insulating  material  sections  form- 
ing a  gas-tight  refrigerant  holding  structure,  and 
means  removably  securing  and  maintainiiVg  said 
sections  in  sealed,  gas-tight  engagement  and  re- 

.i',ff,.,-^,ir 


latlonship  to  form  the  refrigerant  enclosing  and 
holding  structure  carried  by  said  closure  member, 
said  structure  providing  for  escape  of  refrigerant 
gas  therefrom  to  the  exterior  of  the  receptacle. 

2.018.609 

SAND   DISTRIBUTING   DEVICE 

Waldo  N.  Dull  and  Paul  B.  Mutifeld.  Butler.  Ind. 

Application  April  20,  1935.  Serial  No.  17,520 

7  Claims.     (CI.  275— 15) 


ing  movement  of  said  door,  a  link  upon  the  for- 
ward end  of  said  door  and  encircling  one  rod,  and 


1.  A  distributing  means  comprising  a  frame, 
means  for  detachably  mounting  the  frame  on  a 
support,  a  hopper  mounted  in  the  frame  and  pro- 
vided with  a  lower  discharge  opening,  a  valve  for 
said  opening,  a  rota  table  distributing  member  dis- 
posed below  the  discharge  opening,  means  for  ro- 
tating said  member,  an  adjustable  distributing 
nozzle  interposed  between  the  discharge  opening 
and  the  distributing  member  to  discharge  loose 
material  on  to  the  distributing  member  at  a  pre- 
determined point,  a  lug  secured  to  the  hopper,  and 
means  carried  by  the  rotating  means  and  engag- 
ing the  1  tig  to  vibrate  the  hopper. 

2.018.610 
DOOR  FOR  STOCK  CARS 
Carl  E.  Ekiind  and  Kenneth  J.  Tobin,  Chicago, 
ni.,  assignors,  by  mesne  assignments,  to  The 
Youngstown  Steel  Door  Company,  Cleveland. 
Ohio,  a  corporation  of  Ohio 
Original   appUcatlon   April   22.    1929,    Serial    No. 
356.971,  now  Patent  No.  1,925,375.  dated  Sep- 
tember 5.  1933.     Divided  and  this  application 
July  26.  1933,  Serial  No.  682.303 

10  Claims.     (CI.  20—23) 
1.  In  a  stock  car,  a  pair  of  spaced  rods,  a  sliding 
door,  said  rods  extending  in  the  direction  of  open- 


a  link  upon  rear  end  of  said  door  encircling  the 
other  rod,  said  links  moving  along  said  rods  dur- 
ing the  sliding  movement  of  said  door. 

2.018.611 
ABRASIVE  PAD 

Harold  Feuerstein,  Great  Neck,  N.  Y..  assignor  of 

one-third  to  Michael  Kaplan.  Brooklyn.  N.  Y. 

ApplicaUon  October  9.  1934.  Serial  No.  747,613 

2  Claims.     (CI.  51—185) 


1.  An  abrasive  pad  comprising  a  slab  forming 
a  carrier,  a  plurality  of  sheets  of  abrasive  ma- 
terial of  a  size  corresF>onding  to  the  slab  and 
arranged  at  opposite  sides  thereof  and  superim- 
posed one  upon  the  other  with  their  abrasive 
surfaces  outermost,  the  edges  of  the  slab  and  the 
sheets  being  substantially  flushed  with  each  oth- 
er and  a  binder  strip  about  the  slab  and  sheets 
and  joined  with  the  edges  thereof  for  separable 
assembly  of  the  same  and  constituting  a  case- 
ment for  said  slab  and  sheets. 


"2.018.612 
INTERNAL  COMBUSTION  ENGINE 
Roscoe  F.  Good,  United  States  Navy.  John  F.  Fox, 
New  RocheUe,  N.  Y..  and  George  Marcus,  de- 
ceased, late  of  Brooklyn,  N.  Y.,  by   Benjamin 
Bflarcus,  executor 
Application  January  31.1933.  Serial  No.  654.516 
11  Claims.     (CL  123—195) 
1.  In   an  internal  combustion  engine,  a  one- 
piece   frame   including   a  crankcase.   a  cylinder 
head,  a  cylinder  liner  in  said  frame  having  at  its 
upper  end  a  laterally/Textending  portion  secured 
to  said  cylinder  heaiC   a  frame  top  cover,  said 
cylinder  head  having  a  laterally  extending  portion 
supported  on  and  engaging  said  frame  top  cover, 
said  frame  top  cover  being  in  turn  supported  by 
and  engaging  said  frame,  an  intermediate  water 
Jacket  member  disposed  between  said  liner  and 
said  frame  and  secured  to  said  frame  top  cover, 
a  filler  ring  disposed  between  said  liner  and  said 
frame  adjacent  the  lower  end  of  said  liner  and 
connected    to    said    Intermediate    member,    said 
cylinder   head   having   formed   integrally  there- 
with an  exhaust  header  and  a  water  jacket  en- 
closing said  header,  said  cylinder  head  having  in 
it  passages  for  the  circulation  of  water  there- 
through in  communication  with  the  jacket  around 
said  exhaust  header  and  a  passage  adjacent  said 
laterally  extending  portion,  all  of  said  passages 
being  in  communication  with  the  space  between 
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said  intermediate  member  and  said  liner,  a  piston 
In  said  liner,  a  crankshaft  connected  thereto, 
transverse  bridging  members  across  said  crsink- 
case,  crankshaft  main  bearings  carried  by  said 
bridging  members,  tie  rods  extending  from  said 


bridging  members  through  said  cylinder  head, 
and  other  tie  rods  extending  transversely  of  said 
frame,  all  of  said  tie  rods  placing  the  cylinder 
head  and  frame  assembly  under  initial  com- 
pressive stress. 

2,018.613 

FLEXIBLE  SEAL  EXPANSION  JOINT 

Robert  Hall,  Lockport,  N.  Y.,  assignor  to  American 

District   Steam  Company.  North  Tonawanda, 

N.  Y..  a  corporation  of  New  Yorit 

AppUcation  October  18,  1934,  Serial  No.  748.955 

4  Claims.     (CI.  285— 162) 


1.  In  an  expansion  Joint,  a  tubular  sealing 
member  constituted  as  a  series  of  successive  U- 
shaped  annular  flexible  sections  having  their 
bollow  faces  all  dlsiwsed  on  the  side  of  the  mem- 
ber which  is  subject  to  pressure  from  within  the 
jo^t.  and  a  series  of  rigid  rings  all  located  on 
U»e  side  of  the  flexible  member  to  which  the  pres- 
sure is  applied  seating  in  the  hollows  of  all  the 
various  annular  sections  and  snugly  engaging  the 
rounded  bottoms  thereof,  said  rings  being  nar- 
rower than  the  width  of  the  U-shaped  sections 
but  spacing  the  opposite  flexible  side  walls  of  the 
sections  and  conforming  generally  to  the  contour 
aasumed  thereby  when  the  sections  are  com- 
pressed to  a  predetermined  extent  so  as  to  engage 
said  walls  of  the  sections  when  the  flexible  mem- 
ber as  a  whole  is  compressed  and  thus  distribute 
the  total  compression  of  the  member  equally  be- 
tween all  of  the  annular  sections. 

2,018.614 

HAT 

Frank  H.  Lee,  Danbary.  Conn. 

AppUcation  October  31.  1934.  Serial  No.  750,884 

3  Claims.     (O.  2—181) 

1.  In  a  hat  construction,  the  combination  of 

a  hat  having  a  crown  and  a  brim,  a  sweat  band 

dlspcsed  Interiorly  of  the  crown  and  adjacent  the 


brim,  the  band  having  an  upturned  bottom  flange 
disposed  between  the  inner  crown  surface  and 
the  band  and  folded  with  respect  to  the  band 
along  a  line  of  fold  which  is  a  continuation  of 
the  normal  bottom  edge  of  the  band,  the  flange 
extending  along  the  forehead  engaging  portion 


only  of  the  band,  means  for  securing  the  flange 
to  the  hat  crown,  and  means  for  securing  the 
normal  bottom  edge  of  the  portions  of  the  band 
engaging  the  sides  and  back  of  the  head  to  the 
hat  at  about  the  junction  of  the  crown  and  brim 
thereof.  

2.018.615 

METER   BOX 

Herbert  M.  Lofton,  Chattanooga.  Tenn. 

Application  February  26,  1934.  Serial  No.  712,970 

5  Claima.     (CI.  285—3) 


1.  Coupling  means  for  a  service  meter  having  a 
threaded  inlet  extension,  combined  with  a  supply 
valve  having  a  threaded  outlet  extension,  com- 
prising an  adapter  means  for  adjustably  coupling 
the  service  meter  to  the  supply  valve,  said 
adapter  means  comprising  a  tubular  part  screwed 
upon  the  inlet  of  the  meter  and  provided  at  one 
end  with  means  for  permitting  adjustment  there- 
on and  at  the  other  end  with  an  annular  flange, 
a  union  nut  screwed  upon  the  threaded  extension 
of  the  supply  valve  to  form  a  rotary  engage- 
ment with  the  adapter  for  moving  it  and  the 
meter  relatively  toward  the  supply  valve,  and  an 
annular  gasket  arranged  between  and  abutting 
the  inlet  extension  of  the  meter  and  the  threaded 
extension  of  the  supply  valve. 

2.018.616 
HYDRODYNAMIC  GEAR 
Effon  Martyrer.  Frankenthal.  and  Friti  Obenaus, 
Bad-Darrenberg ,  Germany,  amlgnors  to  Klein, 
Schanzlin  Sc  Becker  Aktiengesellschaf  t,  Frank- 
enthal (Ffals).  Germany 
Application  October  8.  1934,  Serial  No.  747,396 
In  Germany  Jane  19.  1933 
8  Claims.    (CI.  60— 54) 
1 .  In  a  composite  hydrodynamlc  gear  the  com- 
bination with  a  primary  power  transmitter  of  the 
Fottinger  type,  having  an  Impeller  wheel  and  a 
turbine  wheel,  of  a  second  power  transmitter  of 
the  Fdttlnger  type,  having  an  Impeller  wheel  and 
a  turbine  wheel  and  differing  in  its  ratio  of  gear- 
ing from  that  of  the  primary  power  transmitter, 
a  driving  shaft,  to  which  the  impeller  wheels  of 
both  power  transmitters  are  keyed,  a  sleeve  at- 
tached to  and  Interconnecting  the  turbine  wheels 
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of  both  power  transmitters,  a  driven  shaft,  to 
which  one  of  the  said  turbine  wheels  is  keyed,  and 
a  self-acting  gear-changing  apparatus,  includ- 
ing a  pump,  a  hquid  distributing  device  and  a  re- 


lay, so  designed  and  cooperatively  asoclated  with 
said  power  transmitters,  that  the  supply  of  liquid 
to  the  latter  is  reciprocally  connected  and  cut 
off  in  response  to  sp>eciflc  changes  of  the  load  on 
the  driven  shaf t^ 

2.018,617 
PRINTING   HEAD 
Paul  M.  Pope.  Greenwich,  Conn.,  assignor  to  A. 
Kimball  Company,  New  York,  N.  Y..  a  corpora- 
tion of  New  York 

Application  June  12,  1934.  Serial  No.  730,190 
4  Claims.     (CI.  101—390) 


1.  Printing  apparatus,  comprising.  In  combina- 
tion, a  type  chase,  a  holder  therefor,  a  carrier, 
said  holder  being  mounted  on  said  carrier  for 
pivotal  movement  about  an  axis  perpendicular  to 
the  plane  of  the  faces  of  the  type  carried  by  said 
chase,  and  a  latch  to  hold  said  holder  in  a  plu- 
rality of  positions  of  adjustment. 

q   A]  fi   f>  1  S 

MACHINE   FOR  TREATING   MATERIAL 

Oscar  C.  Schmidt.  Cincinnati.  Ohio,  assigrnor  to 

The    Cincinnati    Butchers'    Supply    Company, 

Cincinnati,  Ohio,  a  corporation  of  Ohio 

Application  October  7,  1933.  Serial  No.  692,685 

19  Claims.    (CI.  259 — 10) 


CMe 


1.  In  a  machine  for  treating  material,  the  com- 
bination of  a  supply  passage,  a  discharge  passage, 
a  cylinder  between  said  passages,  an  agitator  in 
said  cylinder,  a  by-pass  passage  l)etween  said  sup- 
ply passage  and  said  discharge  passage  by-pass- 
ing said  cylinder,  said  supply  passage  communi- 
cating with  similar  ends  of  said  cylinder  and  said 
by-pass  passage,  and  said  discharge  passage  com- 


municating with  the  opposite  ends  of  said  cylin- 
der and  said  by-pass  passage,  for  passage  of  the 
material  in  similar  directions  through  said  cyl- 
inder and  said  by-pass  passage,  and  a  valve  be- 
tween said  supply  passage  and  said  discharge  pas- 
sage for  controlling  the  passage  of  material  selec- 
tively through  said  by-pass  passage  and  said  cyl- 
inder. 


2,018.619 

APPARATUS  FOR  PYROGENTC  CON'VERSION 

OF  HYDROCARBONS 

Fritz  Winkler,  Hans   Haeuber,  and  Paul  Feller, 
Ludwigshafen-on-the-Rhine,      Germany,      as- 
sigrnors  to  I.  G.  Farbenindustrie  Aktiengesell- 
schaft.  Frankfort-on-the-Main,  Germany 
Application  May  18,  1931.  Serial  No.  538,130 
In  Germany  May  22.  1930 
5  Claims.     iCl.  196 — 10) 


1.  An  apparatus  for  treating  a  hydrocarbon  in 
the  vaporized  state  at  an  elevated  temperature 
the  walls  of  which  exposed  to  said  temperature 
and  coming  into  contact  wiih  said  hydrocarbon 
consist  of  a  material  prepared  by  burning  a 
moulded  mixture  of  elementary  silicon  with  an 
addition  of  a  ceramic  binding  agent. 


2,018,620 
POSITIVE  COLLTVfN  LAMP 
Leo  L.  Beck.  Westfield,  N.  J.,  assignor  to  Claude 
Neon  Lights,  Inc.,  New  York,  N.  Y.,  a  corpora- 
tion of  New  York 

AppUcation  May  31,  1932,  Serial  No.  614,403 
Renewed  March  16,  1935 
6  Claims.     (CI.  176—124) 


1.  A  positive  column  gaseous  discharge  tube 
containing  a  principal  filling  of  neon,  a  ther- 
mionic  cathode  capable  of  transferring  to  the 
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gas  fllllng  electrical  energy  imving  a  density  of 
the  order  of  0.05  to  2.50  amperes  per  square 
centimeter  of  positive  column  cross  section,  a  gas 
selected  from  the  group  consisting  of  argon,  kryp- 
ton and  xenon,  the  proportion  of  said  gas  being 
the  maximum  that  can  be  employed  with  respect 
to  the  current  density  without  imiMdring  the 
characteristic  color  of  the  neon,  the  range  of 
this  proportion  being  from  0.05  to  1.25  per  cent, 
and  means  to  discharge  through  the  tube  currents 
having  a  density  of  0.05  to  2.50  amperes  per 
square  centimeter  of  positive  column  cross  sec- 
tion. 


2.018.621 
METHOD  OF   FORMING   CONTAINERS 
Loran  A.  Beeker,  Lakewood,  Ohio,  aaaignor  to  The 
Dobeekmnn  C<nnpaiiy,  C^eiand,  Ohio,  a  cor- 
poration of  Ohio 
AppUcaUon  June  4.  1934,  Serial  No.  728.903 
11  Claims.     (CI.  93 — 36) 


fS 


1.  The  method  of  forming  a  container,  com- 
prising folding  one  side  of  a  blank  of  relatively 
stiff  material  over  on  itself,  placing  a  sheet  of 
transparent  material  over  the  Wank  and  securing 
it  to  the  folded  side  and  the  opposite  edge  of  the 
blank,  then  folding  outwardly  the  folded  over 
side  and  a  part  of  the  blank  at  the  opposite  side 
to  form  another  side,  and  interfolding  and  secur- 
ing the  ends  of  the  sides  and  the  transparent  ma- 
terial to  form  the  ends  of  the  container. 


to 


2.018.622 
METHOD  OF  FORMING  WINGS  FOR 
FISH  LURES 
Sam   F.    DaTenport.    Garrett,   Ind.,   assignor 
Creek  Chab  Bait  Company,  Garrett,  Ind. 
Original    appUeation    July    6.    1932.    Serial    No 
621.105.    Divided  and  this  application  Septem- 
ber 29,  1934.  Serial  No.  746.229 

3  Claims.     (C\.  43 — 48) 


1.  The  method  of  preparing  hair  wings  for 
artiflcial  lures  which  comprises  securing  a  bundle 
of  hairs  intermediate  their  ends  to  provide  tufts, 
flattening  out  the  tufts  of  hairs  at  each  side  of 
the  securing  means,  and  applying  a  lacquer  or 
the  like  to  said  tufts  to  maintain  them  in  their 
flattened  condition. 


2,018.623 

DISPLAY  BOX 

Sam  Derman,  Long  Island  City,  N.  Y.,  assignor  to 

Quality  Art  Novelty  Co.,  Inc..  Long  Island  City. 

N.  Y.,  a  corporation  of  New  York 

Application  March  23.  1935.  Serial  No.  12,597 

6  Claims.     (CI.  206 — 44) 


1.  A  display  container  of  the  class  described 
comprising  a  box  proper  Including  a  hinged 
cover,  a  plurality  of  trays  contained  within  the 
box  in  sWpment  thereof  and  within  which  arti- 
cles of  merchandise  are  arranged,  means  on  the 
container  for  supporting  the  cover  thereof  in 
an  upwardly  inclined  open  position,  and  means 
for  supporting  one  of  the  trays  In  connection 
with  the  cover  with  the  lower  edge  of  said  tray 
arranged  above  and  forwardly  of  the  lower  hinged 
side  of  said  cover,  said  means  comprising  a  mem- 
ber on  the  bottom  wall  of  the  tray  engaging  the 
hinged  side  wall  of  said  cover. 


2.018,624 

MOTOR-SUPPORT  AND  BOBBIN- WINDER 

OF  SEWING  MACHINES 

George  M.  Eamea,  Bridgeport,  Conn.,  assignor  to 

The  Singer  Manufacturing  Company,  Elisabeth, 

N.  J.,  a  corporation  of  New  Jersey 

AppUcaUon  April  7,  1932.  Serial  No.  603.775 

8  Claims.     (Cl.  112—220) 


1.  In  combination  with  a  sewing  machine  hav- 
ing a  main  shaft,  a  motor  having  a  rotor  shaft 
with  a  l)obbln -supporting  spindle  thereon,  means 
connecting  said  rotor  shaft  with  said  main  shaft, 
a  lever  for  shifting  said  motor  into  and  out  of 
driving  relation  with  said  connecting  means,  and 
means  on  said  lever  for  locking  said  motor  out 
of  driving  relation  with  said  connecting  means, 
whereby  said  motor  may  be  disconnected  from' 
the  main-shaft  of  the  machine  for  the  purpose 
of  winding  a  bobbin 


2.018.625 
PILING 
Otto  Grave,  Peine/ Hanover,  Germany 
Continuation  of  applieaUon   Serial  No.  590,693, 
February  3.  1932.     This  applieaUon  August  2, 
1935,  Serial  No.  34,425.     In  Germany  July  31, 
1933 

1  Claim.     (CI.  61—61) 
A  metal  piling  structure  comprising.  In  com- 
bination, one-piece   H -shaped  sections  substan- 
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tlally  symmetrical  about  their  longitudinal  axis 
and  capable  of  being  rolled  to  finished  size  and 
shape  and  having  parallel  faced  flanges,  said  sec- 
tions being  arranged  side  by  side  with  the  longi- 
tudinal edges  of  their  flanges  adjacent  each  other, 
said  flanges  having  their  outer  faces  only  ma- 
terially thickened  for  a  relatively  short  distance 
from  their  longitudinal  edges  toward  the  webs  of 
said  sections  to  form  locking  ribs,  and  one-piece 


substantially  H -shaped  connecting  bars  having  a 
dimension  In  a  direction  parallel  with  the  flanges 
of  said  sections  substantially  co-extenslve  with 
said  locking  ribs  and  constructed  and  arranged 
so  that  their  flanges  embrace  both  the  inner  and 
outer  faces  of  the  flanges  of  said  sections  and  in- 
terlock v'ith  said  locking  ribs  and  the  webs  of  said 
bars  substantially  filling  the  space  between  the 
adjacent  longitudinal  edges  of  the  fianges  of  said 
sections. 


2.018.626 
HIGH-FREQUENCY  INDUCTOR 
Wladimir  J.  PoiydorofT,  Chicago,  III.,  assignor  to 
Johnson  Laboratories,  Inc..  Chicago.  111.,  a  cor- 
poration of  Illinois 
AppUeation  May  13.  1935.  Serial  No.  21,166 
In  Great  Britain  February  2.  1934 
13  CUims.     (Cl.  171—242) 


1.  A  high-frequency  Inductor  comprising  a 
compressed  comminuted  ferro-magnetic  core 
having  a  length  at  least  twice  its  diameter,  and 
a  plurality  of  serially  connected  vrindings  of 
stranded  conductor,  each  of  said  windings  having 
at  least  as  many  layers  as  turns  per  layer  and 
being  mutually  spaced  lengthwise  of  said  core  the 
size  of  the  particles  In  said  core  and  of  the  strands 
In  said  conductor  being  so  proportioned  that  the 
copper  losses  are  substantially  equal  to  the  iron 
losses. 


2.018.627 

MEANS  FOR   CONDITIONING  YARNS   IN 

KNITTING  MACHINES 

Robert  N.  Apprich,  Wyomlssing,  Pa.,  assignor  to 
Textile  Machine  Works,  Wyomlssing,  Pa.,  a  cor- 
poraUon  of  Pennsylvania 
AppUcaUon  September  19.  1934,  Serial  No.  744.631 
11  Claims.     (Cl.  66 — 125 1 
1,  A  knitting  machine  comprising  a  source  of 
yarn  supply,  a  knitting  mechanism,  means  for 
feeding  the  yarn  from  said  .source  to  said  mech- 
anism, means  for  conditioning  the  yarn  for  knit- 


ting comprising  means  for  circulating  a  liquid 
with  which  the  yam  cooj)erates  for  treatment 


thereby,  and  means  for  controlling  the  tempera- 
ture of  the  yarn-treating  liquid. 


2.018.628 

EXCAVATING   DIPPER 

William  M.  Bager,  Fox  Point,  Wis.,  assignor   to 

Bucyrus-Erie  Company,  South  Milwaukee,  Wis., 

a  corporation  of  Delaware 

AppUeation  April  26,  1934,  Serial  No.  722,424 

11  Claims.     (CL  214—145) 


<y-''>e 


1.  In  an  excavating  dipper,  the  combination 
of:  a  main  body,  having  a  back,  two  sides  and  a 
front,  the  bottom  edges  of  the  sides  sloping  up- 
wardly from  front  to  rear;  a  bottom  door,  having 
a  substantially  flat  bottom  portion,  a  back  por- 
tion tangent  thereto  and  curving  gradually  up- 
wardly therefrom,  and  side  portions  tangent  to 
the  fiat  portion  and  curving  gradually  upwardly 
therefrom,  said  side  portions  being  less  and  less 
high  as  they  approach  the  front  of  the  door, 
combined  hinges  and  stiffening  ribs,  extending 
beneath  a  portion  of  the  bottom  of  the  door;  and 
pivots  for  the  hinges,  carried  by  the  back  of  the 
main  body  closely  adjacent  the  juncture  of  this 
back  with  the  back  of  the  door. 


2.018.629 

BOX  FASTENER 

Kenneth  F.  Berthold,  North  Attleboro,  Mass.,  as- 

siirnor  to  The  Mason  Box  Company,  Attleboro 

Falls,  Mass.,  a  corporation  of  Massachusetts 

AppUeation  December  12.  1933.  Serial  No.  701.973 

20  Claims.     (Cl.  292 — 253) 


1.  A  fastener  attached  to  the  body  of  a  con- 
tainer and  adapted  to  be  detachably  secured  to  a 
closure  member  for  the  container,  comprising  a 
loop  member  formed  of  ductile  wire  and  having 
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its  free  ends  embedded  in  the  wall  of  said  con- 
tainer, and  a  shield  embracing  the  Intermediate 
portions  of  said  loop  member  to  clamp  it  in  posi- 
tion against  the  wall  of  said  container,  said  shield 
having  inwardly  bent  prongs  projecting  through 
the  wall  of  the  container  and  overlapping  the 
ends  of  said  loop  member,  the  ends  of  said  prongs 
being  bent  about  the  ends  of  said  member  and 
embedded  in  the  inner  wall  of  said  container. 


2.018.630 
FOOT  MEASURING   MACHINE 
Elmer  J.  Bliss,  Boston,  Mass.,  assignor  to  Regal 
Shoe  Company,  Whitman,  Mass.,  a  corporation 
of  Massachusetts 

AppUcation  April  6.  1933,  Serial  No.  664.716 
4  Claims.     (CI.  33—3) 


1.  A  foot  measuring  device  embracing  a  foot 
supporting  base  having  a  longitudinally  slldable 
toe  gauge  associated  with  a  length  measuring 
scale  on  said  base,  and  transversely  movable  par- 
allel side  gauges  in  telescopic  engagement  one 
with  the  other,  each  capable  of  movement  inde- 
pendently of  the  other  toward  and  from  the  ball 
portions  of  an  interposed  foot,  one  of  said  side 
gauges  being  provided  with  a  width  measuring 
scale  laid  out  at  intervals  equal  to  the  unit  of 
ball  width  measurement  and  in  association  with 
identifying  numerals,  the  opposite  gauge  being 
provided  with  a  coordinated  indicating  member 
for  indicating  on  said  scale  the  actual  width 
measurement  of  an  interposed  foot. 


2.018,631 
TOE  GAUGING  DEVICE  FOR  SHOE  FITTING 
Elmer  J.  Bliss,  Boston,  Mass.,  assignor  to  Regal 
Shoe  Company,  Whitman,  Mass.,  a  corporation 
of  Massachusetts 

AppUcaUon  March  2,  1934.  Serial  No.  713,716 
4  Claims.     (CL  33 — 3) 


1.  A  toe  gauge  for  shoe  fitting  embracing  a 
plate  having  a  convexiy  curved  forward  edge  ap- 


proximately corresponding  to  the  Interior  curva- 
ture of  the  toe  of  the  shoe  and  terminating  at  its 
rear  substantially  m  advance  of  the  ball  of  the 
foot  when  in  its  gauging  position,  said  plate  being 
provided  rearwardly  of  said  forward  edge  with 
an  upstanding  gauging  lip  extending  transversely 
of  the  shoe  axis  in  opposition  to  the  tip  of  the 
toe  of  an  inserted  foot. 


2,018.632 
PROCESS    OF    M.^KING    AN    EASILY    WATER 

SOLL18LE  ALKALI  METAL  METASILICATE 
Ernest   R.   Boiler,   Cleveland    Heights,   Ohio,   as- 
signor   to    The    GrasselU    Chemical    Company, 
Cleveland,  Ohio,  a  corporation  of  Delaware 
No  Drawing.    Application  December  20.  1932, 
Serial  No.  648.098 
4  Claims.     (CI.  23—110) 
1.  The  process  of  producing   a  porous,  easily 
water   soluble  alkali  metal  metasilicate  hydrate 
which  comprises  mixing  a  molten  alkali  metal 
metasilicate  hydrate  with  an  easily  decompo.sable 
peroxide  and  solidifymg  the  mixture. 


2.018.633 
FLAKED  SODIU'M  CHLORIDE  COMPOSITION 
Ernest  R.  Boiler,  Willoughby.  Ohio,  assignor  to 
The  GrasselU  Chemical  Company,  Cleveland, 
Ohio,  a  corporation  of  Delaware 

No  Drawing.     Application  May  31,  1934, 
Serial  No.  728,308 
1  Claim.      (CI.  23—239) 
The  process  of  making  a  sodium  chloride  com- 
. position  in  flake  form  which  comprises  preparing 
'a  paste  of  sodium  chloride  particles  In  an  or- 
ganic adhesive,  spreading  this  paste  into  a  film, 
solidifying    said    film    and    breaking    it    up    into 
flakes. 

2.018,634 
METHOD  OF  REFINING  ROSIN 
Joseph  N.  BorgUn,  Wilmington.  Del.,  assignor  to 
Hercules  Powder  Company,  Wilmington,  Del.,  a 
corporation  of  Delaware 

No  Drawing.    Application  November  29.  1932, 
Serial  No.  644.827 
28  Claims.      (CI.  87—2) 
16.  The   method   of   refining   rosin   which   in- 
cludes admixing  rosin  in  solution   in  a   solvent 
capable  as  such  of  substantial  immiscibillty  with 
resorcinol  and  a  boron  compound  with  a  mixture 
of  resorcinol  and  a  suitable  boron  compound  and 
separating  resorcinol,  boron  compound  and  col- 
or bodies  from  the  rosin -.solvent  solution. 


2.018.635 

SEPARABLE  SNAP  FASTENER 

Moses  F.  Carr,  Lincoln.  Mass.,  assignor  to  Unlted- 

Carr  Fastener  Corporation.  Cambridge.  Mass., 

a  corporation  of  Massachusetts 

AppUcation  January  12,  1933,  Serial  No.  651,293 

1  Claim.     (CI.  24—216) 


A  snap  fastener  socket  member  formed  from  a 
single  piece  of  sheet  metal  and  having  a  rolled 
reinforced  continuous  rim.  a  central  dome-shaped 
stud-receiving  portion,  extending  at  both  sides  of 
the  plane  of  the  rolled  rim.  said  socket  being  di- 
vided by  slits  into  a  series  of  yieldable  stud-en- 
gaging portions  surroundlnK  an  aperture  leading 
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Into  said  dome-shaped  stud -receiving  portion, 
and  one  end  of  each  of  said  slits  terminating  ad- 
jacent to  said  rolled  rim,  and  each  of  said  yield- 
able  stud-engaging  portions  having  their  edges 
at  the  slits  in  contact  with  other  yieldable  stud- 
engaging  portions  adjacent  to  the  stud-receiving 
cperture  to  cooperate  with  the  continuous  rolled 
rim  and  prevent  crushing  of  said  cocket. 


2.018.636 
HOPPER  CONSTRUCTION 
William   G.  Davenport  and  Joseph  K.  Weni^er, 
Philadelphia.  Pa.,  assigrnors  to  Beaumont  Birch 
Company.  Philadelphia,  Pa.,  a  corporation  of 
Pennsylvania 
Application  March  22,  1934.  Serial  No.  716,917 
2  Claims.     (CI.  202—227) 


1.  In  a  hopper  construction  having  a  gate 
frame  arranged  at  the  bottom  of  the  hopper  and 
defining  a  rectangular  opening  and  a  rectangular 
gate  slidable  in  respect  to  the  frame  to  cover 
and  uncover  the  opening,  means  for  draining 
quench  water  from  the  hopper  and  comprising 
the  combination  of.  an  open  top  drain  gutter 
fixedly  arranged  around  three  sides  of  the  open- 
ing, a  generally  flat  marginal  portion  of  the  gate 
spaced  from  the  frame  and  arranged  at  three 
sides  of  the  gate  and  flush  with  the  upper  surface 
thereof  and  over  all  three  of  which  water  may 
freely  flow  Into  the  drain  gutter,  there  being  on 
the  fourth  stde  of  the  gate  an  upstanding  rib 
adapted  to  abut  on  the  outer  face  of  the  fourth 
side  of  the  frame  to  provide  a  positive  water 
seal. 


losic  derivative  film-material  with  anhydrous 
lanolin  dispersed  therein,  said  film-matrix  having 
substantially  the  same  index  of  refraction  as  the 
fiber  substance,  enclosmg  the  fibers  in  direct 
optically  uninterrupted  contact  with  their  sur- 
faces. 


2.018.637 
PACKAGE  OF  CHEESE  AND  PROCESS  OF 
PREPARING  SAME 
Charles  F.  Doane,  Salem,  Oreg. 
No  Drawini:.    Application  March  26,  1929, 
Serial  No.  350.133 
11  Claims.     (CI.  99—11) 
1.  The  method  of  packaging  cheese  which  con- 
sists in  cutting  a  large  cheese  to  prevent  growth 
of  mold  thereon  into  a  plurality  of  comparatively 
small   sub-di visions,   covering  said   sub-divisions 
to  form  a  space  around  the  surface  of  each  sub- 
division and  retaining  In  such  spaces  a  preserva- 
tive gaseous  envelope  generated  from  the  cheese, 
and  loosely  confining  and  sealing  the  covered  sub- 
divisions In  a  container. 


2.018.638 
MANlJFACTtTlE  OF  TRANSPARENT  PAPER 

William  Michael  Driesen,  Clifton,  N.  J.,  assigrnor 
to  S.  D.  Warren  Company,  Boston,  Mass.,  a  cor- 
poration of  Massachusetts 
No  Drawing.     Application  October  5,  1928, 
Serial  No.  310.671 
10  Claims.     (CI.  91—68) 
1.  Sheet  material,  comprising  a  web  of  paper 
constructed  substantially  exclusively  of  fibers  of 
transparent  substance,  and  a  film-matrix  of  cellu- 


2  018  639 
FUEL  DELIVERY  LTNIT 
Reuben  G.  Dykeman,  Dayton.  Ohio,  assignor  to 
United   Aircraft  Products,  Incorporated.   Day- 
ton, Ohio,  a  corporation  of  Ohio 
Application  May  11,  1931,  Serial  No.  536,479 
12  Claims.     (CI.  103—5) 


3.  In  a  delivery  system  for  liquids  as  described, 
a  power  pump  having  a  discharge  capacity  in  ex- 
cess of  the  delivery  requirement  of  the  system, 
a  supply  conduit  leading  thereto,  a  return  con- 
duit leading  from  the  discharge  side  of  the  pump 
and  discharging  into  the  supply  conduit  only  the 
excess  liquid  and  forming  therewith  a  circuitous 
path  through  which  the  excess  liquid  is  circulated 
at  high  velocity,  and  a  booster  unit  including  in- 
jector means  cooperating  with  the  return  con- 
duit for  creating  a  vacuum  for  automatically  sup- 
plying additional  liquid  to  the  quantity  being  cir- 
culated to  compensate  for  the  delivery  require- 
ment of  the  system,  said  booster  unit  having  a 
main  outlet  conduit  connected  to  the  power  pump 
and  an  auxiliary  outlet  passage  communicating 
with  said  return  passage  for  supplying  fuel  when 
the  power  unit  Is  inoperative. 


2,018.640 
UTHOLSTERY  INSTALLATION 
Henrik  Severin  Johnsen,  Detroit,  Mich.,  assignor 
to    United-Carr    Fastener    Corporation,    Cam- 
bridge. Mass..  a  corporation  of  Massachusetts 
Application  November  14,  1934.  Serial  No.  753.019 
6  Claims.     (CL  45—138) 


1.  A  trimming  installation  comprising.  In 
combination,  a  relatively  stiff  backing  material 
having  an  edge  turned  back  in  substantial  par- 
allelism with  the  body  thereof,  a  flexible  covering 
material  covering  the  front  face  of  said  backing 
and  said  turned-back  portion  and  secured  to  the 
rear  face  of  said  backing  material,  a  supporting 
member  providing  snap  fastener  means  for  en- 
gagement with  cooperating  snap  fastener  mem- 
bers, a  plurality  of  Individual  snap  fastener 
members  securing  said  backing  to  said  support, 
each  of  said  fasteners  having  a  base  provided 
with  a  sharp  pointed  portion  for  piercing  gaid 
covering  material  and  each  of  said  bases  being 
located  In  the  space  between  said  backing  and 
the  turned-back  portion  thereof,  and  means  car- 
ried by  each  base  for  cooperating  with  the  means 
on  said  supporting  structure  whereby  said  back- 
ing is  secured  to  said  support. 
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2.018.641 
PAPER  FILE 
John  A.  Johnson,  Jamestown,  N.  Y.,  sssirnor,  by 
mesne  assignments,  to  Art  Metal  Construction 
Company,  Jamestown,  N.  T.,  a  corporation  of 
Massachusetts 
AppUcation  October  22.  1934.  SeHal  No.  749.386 
11  Claims.     (CL  12»— 16.7) 


1.  In  a  paper  file,  the  combination  of  a 
foldable  and  unfoldable  main  sheet  normally 
folded  to  present  two  hlngedly  connected  leaves 
connected  to  each  other  only  by  the  fold,  each 
having  a  margin  opposite  the  fold,  a  folded 
sheath  within  which  one  of  said  margins  is  re- 
ceived, a  sheet  carrier  extending  lengthwise  of 
and  adjacent  to  the  fold,  and  an  auxiliary  sheet 
disposed  between  said  leaves  and  having  a  mar- 
gin also  received  within  said  sheath,  said  auxil- 
iary sheet  having  a  portion  received  within  the 
fold  of  said  main  sheet  adjacent  to  said  carrier, 
said  auxiliary  sheet  being  accessible  for  the  mak- 
ing of  records  thereon  and  for  the  inspection  of 
said  records  by  merely  unfolding  said  main  sheet. 

2.918.642 
ROTARY  PRINTING  MACHINE 
Edward  Thomas  Morris,  Catford,  London,  Eng- 
land, assignor  to  R.  Hoe  A  Co.,  Inc.,  New  York. 
N.  Y.,  a  corporation  of  New  York;  Irving  Trust 
Company,  permanent  trustee 
Application  July  9.  1931.  Serial  No.  549,597 
In  Great  Britain  September  1,  1930 
ZCbUms.     (CL  270—37) 


s'Tj^L-..^ 


GO 


G3 


^J^ 


1.  In  a  folder  for  a  printing  machine,  a  frame, 
separate  formers  supported  in  the  frame  and 
adapted  to  longitudinally  fold  separate  webs  from 
the  printing  machine,  a  cutting  and  folding 
mechanism  for  each  former  operably  supported 
in  the  frame,  means  In  the  frame  for  associating 
the  longitudinally  folded  printing  machine  webs 
and  leading  these  associated  webs  to  one  of  the 
cutting  and  folding  mechanisms,  a  complete 
stapling  mechanism  operably  supported  in  the 
frame  independently  of  the  cutting  and  folding 
mechanism,  a  plurality  of  supplemental  webs  from 
a  source  external  of  the  printing  machine,  means 
for  leading  the  supplemental  webs  to  the  folder, 
means  for  associating  the  plurality  of  supple- 
mental webs  in  advance  of  the  stapling  mecha- 
nism, means  operably  supported  in  the  frame  and 
interposed  between  the  stapling  mechanism  and 
a  cutting  and  folding  mechanism  for  leading  the 
associated  supplemental  webs  from  the  stapling 


mechanism  to  the  folding  and  cutting  mecha- 
nisms where  the  associated  stapled  supplemental 
webs  are  associated  with  the  associated  printing 
machine  webs  and  folded,  cut  and  delivered  there- 
with.   

2.018.643 
METHOD  OF  PLASTICIZING   RUBBER  AND 

PRODUCT  THEREOF 
Ira  Williams,  Woodstown,  and  Carroll  Cummings 
Smith.  Cameys  Point,  N.  J.,  assignors  to  E.  I. 
du  Pont  de  Nemours  A  Company,  Wilmington. 
Del.,  a  corporation  of  Delaware 

No  Drawing.   Apiriication  Jane  16, 1934. 
Serial  No.  730,914 
13  Claims.     (CI.  106 — 23) 
1.  In  the  art  of  compounding  rubber,  the  step  of 
plasticlzing  unvulcanized  rubber  which  consists 
in  subjecting  the  rubber,  in  the  absence  of  more 
than  3%  of  sulfur,  to  sufficient  amounts  of  an 
unsymmetrlcally  substituted  hydrazine  for  a  suffi- 
cient length  of  time  for  said  hydrazine  to  effect 
a  marked  Increase  in  the  capacity  of  the  rubber 
to  flow  under  a  load  over  that  which  the  rubber 
would  have  if  subjected  to  the  same  conditions 
in  the  absence  of  said  hydrazine. 

2.018,644 
PLASTIC  RUBBER  PRODUCT 
Ira  Williams,  Woodstown.  and  Carroll  Cummings 
Smith.  Cameys  Point.  N.  J.,  assignors  to  E.  I. 
dn  Pont  de  Nemours  Sc  Company,  Wilmington, 
Del.,  a  corporation  of  Delaware 

No  Drawing.    AppUcation  July  6,  1934, 
Serial  No.  733.967 
28  Claims.     (CI.  18—50) 
1.  Unvulcanized  rubber  of  Incretised  plasticity 
obtainable  by  subjecting  the  rubber  to  action  of 
a  salt  of  an  unsymmetrlcally  substituted  hydra- 
zine which  salt  has  the  formula 


[><:] 


wherein  R  represents  an  alkyl.  aralkyl  or  aryl 
nucleus;  Ri  represents  hydrogen  or  an  alkyl. 
aralkyl  or  aryl  nucleus;  X  represents  hydrogen, 
one  valence  of  a  doubly  bonded  carbon  atom,  or 
an  alkyl.  aralkyl  or  aryl  nucleus,  except  that  X 
must  be  of  a  d  fferent  class  than  R  when  Ri  rep- 
resents hydrogen;  Y  represents  hydrogen  or  one 
valence  of  a  doubly  bonded  carbon  atom;  and  A 
represents  one  equivalent  of  a  salt-forming  acid- 
reacting  compound,  for  a  sufficient  length  of  time 
to  produce  an  increase  in  the  plasticity  of  the 
rubber. 

2,018,645 
RUBBER  CEMENT  OF  HIGH  RUBBER  CON- 
TENT AND  LOW  VISCOSITY 
Ira  Wniiams.  Woodstown.  and  Carroll  Cummings 
Smfth.  Cameys  Point.  N.  J.,  assignors  to  E.  I. 
dn  Pont  de  Nemours  A  Company,  Wilmington, 
DeL,  a  corporation  of  Delaware 
No  Drawing.    Application  August  28.  1934, 
Serial  No.  741.824 
20  Claims.    (Q.  134->17) 
1.  The  method  of  reducing  the  viscosity  of  un- 
vulcanized rubber  solutions  which  comprises  the 
step  of  subjecting  the  rubber  to  the  action  of  a 
small  amount  of  an  unsymmetrlcally  substituted 
hydrazine  compound  selected  from  the  group  of 
hydrazines  having  the  formula 

B  X 

wherein  R  represents  an  alkyl.  aralkyl  or  eurl 
nucleus;  Ri  represents  hydrogen  or  an  alkyl,  ar- 
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alkyl  or  aryl  nucleus;  X  represents  hydrogen,  one 
valence  of  a  doubly  bonded  carbon  atom  or  an 
alkyl,  aralkyl  or  aryl  nucleus  but  is  of  a  different 
class  than  R  when  Ri  is  hydrogen;  and  Y  repre- 
sents hydrogen  or  one  valence  of  a  doubly  bonded 
carbon  atom;  and  salts  of  such  hydrazines,  for 
a  length  of  time  sufficient  to  decrease  its  vis- 
cosity.   

2.018.646 

CONTROL  SYSTEM  FOR  ELECTRIC 

WELDERS 

James  V.  Caputo.  Girard,  Ohio 

AppUcation  July  8.  1931,  Serial  No.  549.44« 

14  Claims.     (CI.  219—4) 


:t 


;m 


r 
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12.  In  a  welder,  means  for  supplying  welding 
current  to  the  work,  a  current  source  for  said 
means,  and  means  actuated  by  the  movement  of 
the  work  past  the  first-mentioned  means  for 
varying  the  voltage  of  said  current  source. 


2.018.647 

DIRECT  CURRENT  GENERATOR 

James  V.  Caputo,  Crafton.  Pa. 

Application  July  19.  1934,  Serial  No.  736,018 

26  Claims.     (CI.  171—212) 


1.  A  dsmamo  electric  machine  comprising  a 
pair  of  yokes  spaced  apart  axially.  a  core  sup- 
ported for  rotation  within  said  yokes,  means  for 
inducing  magnetic  flux  in  said  core  and  yokes, 
said  yokes  being  composed  of  laminations  assem- 
bled between  frame  rings,  said  laminations  and 
rings  being  discontinuous  circumferentially. 
with  electrical  insulation  between  separated  por- 
tions. 

24.  In  a  dynamo  electric  machine,  a  plurality 
of  terminal  leads  extending  radially  therefrom, 
said  radially  extending  leads  being  bent  circum- 
ferentially of  the  machine  toward  one  of  a  plu- 
rality of  points  adjacent  the  exterior  thereof,  all 
said  leads  extending  radially  from  the  machine 
sul>stantially  at  said  points. 


2,018.648 

APPARATUS  FOR  CLEANING  WITH 

SOLVENTS 

Clarence   F.   Dinley,   Detroit,   Mich.,   assignor  to 

James  H.  Bell.  Philadelphia,  Pa. 

Application  October  1,  1932.  Serial  No.  635,791 

3  Claims.     (CI.  87—6) 

1.  Apparatus  of  the  character  described,  for 

treating  wire  with  volatile  solvent  whose  vapor 


is  heavier  than  air.  closed  to  exclude  air  and  re- 
tain the  vapor,  but  open  for  the  continual  passage 
of  the  wire  into  and  out  of  the  same,  and  com- 
prising a  vessel  for  the  solvent,  means  for  guid- 
ing the  wire  therethrough  as  aforesaid,  with  an 
intermediate  pass  or  nm  across  the  interior  of 
the  vessel,  means  for  condensing  the  solvent  va- 


por In  the  vessel  and  delivering  the  condensate 
upon  said  intermediate  run  of  the  wire,  revolving 
brushes  above  and  below  said  intermediate  run 
for  brushing  it  with  the  solvent,  and  a  common 
upright  drive  shaft  for  said  brushes  extending 
down  from  the  vessel  top  between  the  brush 
shafts  and  directly  geared  to  both  of  them,  so  as 
to  drive  them  oppositely. 


2,018,649 
VEHICLE   SQUEAK  LOCATOR 
Erling   Haugland,  Brookljrn,  N.  Y.,   assignor  of 
two-thirds    to     Asbjom     E.     Ulfeng,     Brook- 
lyn, N.  Y. 

Application  May  16,  1934,  Serial  No.  725,873 
5  Claims.     (CI.  73— 51) 


1.  In  a  portable  squeak  locator  for  automobiles 
the  combinat  on  of  a  motor -driven  speed  re- 
ducer; a  shaft  extending  to  both  sides  of  said 
speed  reducer;  crank  members  fastened  on  both 
ends  of  said  shaft;  slotted  levers  engageably 
mounted  with  said  crank  members;  a  housing 
surrounding  said  speed  reducer,  shaft,  cranks 
and  levers,  said  housing  being  formed  as  a  foot- 
ing for  the  complete  machine. 
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97.247 
DESIGN  FOR  A  PYROPHORIC  LIGHTER 

Louis  V.  Aronson,  Newark.  N.  J.,  assigrnor  to  Art 
Metal  Works.  Inc..  a  corporation  of  New 
Jersey 

Application  Auirust  2,  1935,  Serial  No.  57,914 
Term  of  patent  7  years 


The  ornamental  design  for  a  pyrophoric  light- 
er, substantially  as  shown. 


97.248 
DESIGN   FOR   A   SEMITRAILER   TANK  BODY 
Donald  A.  Bering   and   Delos  W.   Davisson,    San 
Francisco,  Calif.,   assignors  to   Shell  Oil  Com- 
pany,  San   Francisco.   Calif.,  a  corporation  of 
California 

Application  March  21,  1934.  Serial  No.  51.136 
Term  of  patent  3' 2  years 
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The  ornamental  design  for  a  semi-trailer  tank 
body,  as  shown  and  describeci. 
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97,249 

DESIGN  FOR  A  SETTEE  FRA.ME  OR 

SIMILAR  ARTICLE 

Sylvester    M.    Berth.    Chicago,    111.,    assignor    to 

.Anton     Sznmny.     doing     business     as     Anton 

Szumny  and  Sons,  Chicago.  111. 

Application  August  30.  1935.  Serial  No.  58,371 

Term  of  patent  3Vi  years 


The  ornamental  de.slgn  for  a  aettee  frame  or 
similar  article,  as  .-huwn  and  described. 


97.250 

DESIGN  FOR  A  SETTEE  FRA.ME  OR 

SIMILAR  ARTICLE 

Sylvester    M.    Berth.    Chicago.    111.,    assignor    to 
.Anton     Szumny.     doing     business     as     Anton 
Szumny  and  Sons.  Chicago.  III. 
Apphcation  August  30,   1935.  Serial  No.  58.372 
Term  of  patent  3^  years 


The  ornamental  design  for  a  .settee  frame  or 
similar  ariicie,  a.s  ."^hown  and  described. 


97.251 

DESIGN  FOR  A  SETTEE  FRAME  OR 

SIMILAR   ARTICLE 

Sylvester    M.    Berth,    Chicago,    III.,    assignor    to 
Anton     Szumny,     doing     business     as     .Anton 
Szumny  and  Sons,  Chicago.  111. 
AppUcatlon  August  30.   1935,  Serial  No.  58.373 
Term  of  patent  3Vi  years 


The  ornamental  de.sign  for  a  settee  frame  or 
similar  article,  as  shown  and  described. 
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97  252 

DESIGN  FOR  A  SETTEE  FRAME  OR 

SIMILAR  ARTICLE 

Sylvester  M.  Berth.  Chicago,  lU.,  assignor  to 
Anton  Siumny.  doing  business  as  Anton 
Szumny  and  Sons.  Chicago,  III.  co  9-^4 

Application  August  30.  1935,  Serial  No.  58.374 
Term  of  patent  3 '2  years 


97,255 
DESIGN  FOR  A  PNEUMATIC  TIRE 

Pierre  Marcel  Bourdon,  Paris,  France,  assignor  to 
Michelin  &  Cie.  Clermont-Ferrand,  France,  a 
corporation  of  France 
Apphcation  April  5.  1935.  Serial  No.  56.220 
Term  of  patent  7  years 


The  ornamental  design  for  a  settee  frame  or 
similar  article,  as  shown  and  described. 


97,253 

DESIGN  FOR  A  SETTEE  FRAME  OR 

SIMILAR  ARTICLE 

Sylvester    M.    Berth.    Chicago.    III.,    assignor    to 
Anton     Szumny.     doing     business     as     Anton 
Szumny  and  Sons,  Chicago.  111. 
Application  August  30,  1935,  Serial  No.  58,375 
Term  of  patent  ZH  years 


«c««< 


The  ornamental  design  for  a  settee  frame  or 
similar  article,  as  shown  and  described. 


97.254 

DESIGN  FOR  A  SETTEE  FRAME  OR 

SIMILAR  ARTICLE 

Sylvester  M.  Berth.  Chicago,  III.,  assignor  to 
Anton  Szumny,  doing  business  as  Anton 
Szumny  and  Sons,  Chicago,  III.  „o  o-/- 

Application  August  30.  1935.  Serial  No.  58,3 <6 
Term  of  patent  3^2  years 


The  ornamental  design  for  a  settee  frame  or 
similar  article,  as  shown  and  described. 


The  ornamental  design  for  a  pneumatic  tire 
as  shown. 


97.256 

DESIGN  FOR  LACE 

George  D.  Boysen.  Philadelphia.  Pa. 

Apphcation  October  2.  1935,  Serial  No.  58.-90 

Term  of  patent  ZVz  years 


The  ornamental  design  for  lace,  substantially 
as  shown. 
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97.257 

DESIGN  FOR  A  GLOVE 

EUaa  Breath.  New  York,  N.  Y. 

Application  October  1.   1935,  Serial  No.  58.773 

Term  of  patent  3^  years 


97  259 
DESIGN  FOR  A  TEXTILE  FABRIC 

Nathaniel  E.  Barress.  New  York.  N.  Y. 

ApplicaUon  September  26.  1935.  Serial  No.  58,725 

Term  of  patent  3»2  years 


X 


The  ornamental  design  for  a  glove,  substan- 
tially as  shown  and  described. 


97  258 
DESIGN  FOR  A  TEXTILE  FABRIC 

Nathaniel  E.  Barress,  New  York,  N.  Y. 

AppUcaUon  September  26,  1935,  Serial  No.  58,724 

Term  of  patent  3Vi  years 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown. 


97.260 

DESIGN  FOR  A  TEXTILE  FABRIC 

Nathaniel  E.  Burreas,  New  York,  N.  Y. 

AppUcation  September  26.  1935,  Serial  No.  58,726 

Term  of  patent  3V4  years 


SMfVk 


The  ornamental   design   for  a  textile   fabric 
subatantlally  as   shown   and  described. 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown  and  described. 
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97.261 

DESIGN  FOR  AN  ALPHABET  FOR  FORMING 

MONOGRAMS  OR  THE  LIKE 

Michael   Chemow,   Brooklyn.  N.   Y..   assirnor   to 
Service  Patents  Corporation,  a  corporation  of 
New  York 
Application  March  27.  1935.   Serial   No.   56,079 
Term  of  patent  14  years 


jgygiPli 


97.263 

DESIGN  FOR  A  PROGRAM  REMINDER 

Richard  E.  Conover.  Deer  Park,  Ohio 

Application  January  16.  1935.  Serial  No.  54.871 

Term  of  patent  3' 2  years 


The  ornamental  design  for  a  program  reminder, 
substantially  as  shown  and  described. 


The  ornamental  design  for  an  alphabet  for 
forming  monograms  or  the  like,  substantially  as 
shown  and  described. 


97,262 
DESIGN  FOR  A  TEXTILE  FABRIC  OR   SIMI- 
LAR ARTICLE   OF  MANUFACTURE 
Emmanuel  M.  Cohen  and  Jesse  Olenick, 
New  York,  N.  Y. 
Application  September  18,  1935.  Serial  No.  58.616 
Term  of  patent  3» :  years 


The  ornamental  design  for  a  textile  fabric  or 
similar  article  of  manufacture  as  shown  and  de- 
scribed. 

459  O.  U.— 58 


97.264 

DESIGN  FOR  A  BUCKLE 

David  Cooper,  Brooklyn.  N.  Y. 

.Application  June  21.  1935,  Serial  No.  57.365 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  buckle  as  shown. 


97,265 

DESIGN  FOR  A  BUCKLE 

David  Cooper,  Brookbii,  N.  Y. 

Application  June  21,  1935,  Serial  No.  5"; 

Term  of  patent  SVa  years 


.366 


The  ornamental  design  for  a  buckle  as  shown. 
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DESIGN  FOR  A  DRESS 

Madeleine  Croiut.  New  York.  N.  Y. 

AppiicaUon  September  28,  1935.  Serial  No.  58,746 

Term  of  patent  3V2  years 


The  ornamental  design  for  a  dress,  substantial- 
ly as  shown,  and  described. 


97,267 

DESIGN  FOR  A   SHOE 

Josephine  Davies,  New  York,  N.  Y.,  assignor  to 

Scholnick   Shoe  Co..  Jamaica  Plain.   Mass.,  a 

corporation  of  Massachusetts 

Application  February  21.  1935.  Serial  No.  55,529 

Term  of  patent  3Mj  years 


The  ornamental  design  for  a  shoe  substantially 
as  shown  and  described. 


97.268 

DESIGN  FOR  A  SHOE 

Jacob  Fishman.  New  York.  N.  Y. 

AppUcation  September  !•,  1935,  Serial  No.  58.49« 

Term  of  patent  3H  years 


97.269 

DESIGN   FOR   A   BATHING   SUIT 

Alfred   L.  Flesh.   Piqna.   Ohio,  asslfnor   to   The 

Piqoa  Hosiery  Company.  Inc..  Piqua,  Ohio,  a 

corporation  of  Ohio 

Application  September  26.  1935,  Serial  No.  58,728 

Term  of  patent  3Hj  years 


The  ornamental  design  for  a  bathing  suit,  as 
shown. 


97.270 
DESIGN   FOR   A    BATHING   SUIT 

Alfred  L.  Flesh.  Plqna,  Ohio,  asslfnor  to  The 
Piqua  Hosiery  Company,  Inc.,  Piqua,  Ohio,  a 
corporation  of  Ohio 

Application  September  26,  1935.  SeHal  No.  58.729 
Term  of  patent  3 !  a  years 


The  ornamental  design  for  a  shoe,  substantially   \       The  ornarr.ental  design  for  a  bathing  suit,  as 
as  shown.  '  shown. 
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97,271 

DESIGN   FOR    A   BATHING    SUIT 

Alfred   L.   Flesh.   Piqua,   Ohio,   assignor   to  The 

Piqua  Hosiery  Company.  Inc.,  Piqua.  Ohio,  a 

corporation  of  Ohio 

AppUcation  September  26,  1935,  Serial  No.  58.730 

Term  of  patent  3»'2  years 


The  ornamental  design  for  a  bathing  suit,  as 
shown. 


97,272 
DESIGN  FOR  A  CURTAIN  FABRIC 

Frederick  Centner.  Philadelphia.  Pa. 

Application  October  1.   1935.  Serial  No.  58,780 

Term  of  patent  14  years 
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97.273 

DESIGN  FOR  A  CURTAIN  FABRIC 

Frederick  Gentner,  Philadelphia,  Pa. 

AppUcation  October  1,  1935,  Serial  No.  58,781 

Term  of  patent  ZH  years 


The  ornamental   design  for  a  curtain  fabric, 
substantially  as  shown,  and  described. 


The   ornamental   design   for  a  curtain   fabric, 
substantially  as  shown,  and  described. 


97.274 

DESIGN   FOR   A   WIRE   DOOR   RACK   OR 

SIMILAR  ARTICLE 

Edward  Willard  Genti.  Jackson,  Mich.,  assignor 
to  The  Sparks-Withingrton  Company,  Jackson, 
Mich.,  a  corporation  of  Ohio 
AppUcation   July   19.  1935.  Serial  No.  57,728 
Term  of  patent  7  years 


The  ornamental  design  for  a  wire  door   rack 
or  similar  article  as  shown. 
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97.275 
DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Julius  A.  Goldberf .  Hifhland  Park.  lU. 

Application  September  10,  1935,  Serial  No.  58,492 

Term  of  patent  SVz  years 


The  ornamental  design  for  a  shoe  or  similar 
article,  substantially  as  shown. 


97;276 
DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Julias  A.  GoldberK.  Hifhland  Park,  lU. 

AppUcation  September  10,  1935,  Serial  No.  58,493 

Term  of  patent  3V2  years 


The   ornamental  design  for  a  shoe  or  similar 
article,  substantially  as  shown. 


97,277 
DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Julius  A.  Goldberr,  Hiffhland.  Park,  111. 

Application  September  10.  1935,  Serial  No.  58.494 

Term  of  patent  3V^  years 


97.278 
DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Julius  A.  Goldberr,  Hlf hland,  Park.  lU. 

Application  September  10,  1935,  Serial  No.  58,495 

Term  of  patent  3H  years 


The  ornamental  design   for  a  shoe  or  similar 
article,  substantially  as  .shown. 


97,279 
DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Julius  A.  Goldberr.  Hirhland  Park.  111. 

Application  September  10,  1935,  Serial  No.  58.497 

Term  of  patent  3 '  2  years 


The  ornamental  design  for  a  shoe  or  similar 
article,  substantially  as  shown. 


97.280 
DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Julius  A.  Goldberr.  Hirhland  Park.  111. 

Application  September  10.  1935.  Serial  No.  58.498 

Term  of  patent  3Vi  years 


The  ornamental  design  for  a  shoe  or  similar 
article,  substantially  as  shown. 


The  ornamental  design  for  a  shoe  or  similar 
article,  substantially  as  shown 
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97,281 

DESIGN  FOR  A  BABY  BATH  LAVATORY 

William  C.  Grocnirer,  Columbus,  Ohio,  and 

Robert  L.  Davison,  New  York.  N.  Y. 

Application  Aurust  16,  1934,  Serial  No.  52,973 

Term  of  patent  14  years 


The  ornamental  design  for  a  baby  bath  lava- 
tory, as  shown.^ 

97.282 

DESIGN  FOR  A  SHOE 

Max  Gustin,  New  York,  N.  Y. 

Application  Aurust  9.  1935,  Serial  No.  58,026 


Term  of  patent  3 '  '-i  years 


The  ornamental  design  for  a  shoe  substantially 
as  shown  and  described. 


97  ''SS 

DESIGN  FOR  A  TEXTILE  F.^BRIC 

August  Hafner,  Flushing.  N.  Y. 

Application  September  10,  1935,  Serial  No.  58,487 

Term  of  patent  Z\<i  years 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown. 


97,284 
DESIGN  FOR  A  TEXTILE  FABRIC 

August  Hafner,  Flushing,  N.  Y. 

Application  September  10.  1935,  Serial  No.  58,488 

Term  of  patent  ZVi  years 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown. 


97  285 

DESIGN  FOR  A  STANT)  FOR  SEWING 

MACHINES 

Howard  T.  Hallowell  and  Frank  Bennett,  Jenkin- 
town.  Pa.,  assignors  to  Standard  Pressed  Steel 
Co..  Jenkintown.  Pa.,  a  corporation  of  Penn- 
sylvania 

Application   July   17,  1934.   Serial  No.  52  621 
Term  of  patent  7  years 


t 


I 


3CL=3 


The  ornamental  design  for  a  stand  for  sewing 
machines,  substantially  as  shown. 


97.286 

DESIGN  FOR  A  COMBINED  CHARGING  AND 

TESTING  UNIT 

Benjamin  F.  W.  Heyer.  Belleville.  N.  J. 

Application  November  16.  1934,  Serial  No.  54,052 

Term  of  patent  14  years 


The  ornamental  design  for  a  combined  charg- 
ing and  testing  unit,  as  shown. 
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97.287 
DESIGN  FOR  AN   EYESHIELD 

Eduard  Hilgert,  Brno,  Czechoslovakia 

Application  April  23.  1934.  Serial  No.  51,487 

Term  of  patent  3';:  years 


The  ornamental  design  for  an  eye  shield  or 
similar  article,  substantially  as  shown  and  de- 
scribed. 


97JJ88 

DESIGN  FOR  A  UGHTING  FIXTURE 

Carl  A.  Hoiletn.  Chicago.  111. 

Application  Aagrust  12.  1935.  Serial  No.  58.093 

Term  of  patent  3'»  year? 


The  ornamental  design  for  a  lighting  fixture 

substantially  as  shown. 


97.289 
DESIGN    FOR    MIRROR    ATTACHMENT    FOR 

SUN  VISOR 

Glen  A.  Johnson.  Connersville.  Ind. 

Application  Auirust  3.  1934.  Serial  No.  52.800 

Term  of  patent  7  years 


The  ornamental  design  for  mirror  attachment 
for  sun  visor  as  shown  and  described. 


97 .2M 
DESIGN  FOR  A  PIANO  CASE 

Gardner  C.  Kavanafh,  Rochester.  N.  Y..  assignor 
to  Aeolian  American  Corporation,  East  Roches- 
ter. N.  Y.,  a  corporation  of  New  York 
Application  August  8.  1935.  Serial  No    58.016 
Term  of  patent   14   years 


The  ornamental   design  for  a  piano  case  as 
shown, 

97,291 
DESIGN   FOR  A  PIANO  CASE 
Gardner  C.  Kavanafh.  Rochester,  N.  Y.,  assignor 
to  Aeolian  American  Corporation,  East  Roches- 
ter. N.  Y.,  a  corporation  of  New  York 
Application   August   8.   1935.   Serial   No.   58.017 
Term  of  patent  14  years 


The   ornamental   design  for  a   piano   case   as 
shown. 

97  292 
DESIGN  FOR  A  PIANO  CASE 
Gardner  C.  Kavanagh.  Rochester,  N.  Y..  assignor 
to  .Aeolian  American  Corporation,  East  Roches- 
ter. N.  Y.,  a  corporation  of  New  York 
Application  August  8,  1935,  Serial  No    58.018 
Term  of  patent  14  years 


The  design   for  a   piano  case  substantially  as 
shown  and  described. 


97.293 
DESIGN  FOR  A  BELT  Bl  CKLE  OR  SIMILAR 

ARTICLE 

Irving   M.    Kestin,   Brooklyn,   N.  Y..   assignor  to 
.\tlas  Metal  Products  Corporation,  New  York. 
N.  Y.,  a  corporation  of  New  York 
Application  August  17.  1935,  Serial  No.  58,169 
Term  of  patent  3H  yean 


The  ornamental  de.sign  for  a  belt  buckle  or  sim- 
ilar article  substantially  as  shown. 


97.294 

DESIGN  FOR  A  SPOON  OR  SIMILAR 

ARTICLE 

Frederick  W   Koonr.  Bemardston,  Mass..  assignor 
to   Rogers.   Lunt  &   Bowlen  Company.   Green- 
field, Mass..  a  corporation  of  Massachusetts 
Application  June  26,  1935.  Serial  No.  57,415 
Term  of  patent  14  years 


/ 


^■»— 


-    4J 


The  ornamental  design  for  a  .spoon  or  similar 
article,  substantially  as  shown. 


97,295 
DESIGN  FOR  A   SADDLE  SEAT 
Herman  L.  Kraeft.  Cleveland  Heights.  Ohio,  as- 
signor   to    The    Murray-Ohio    Manufacturing 
Company,    Cleveland.   Ohio,    a    corporation    of 
Ohio 
Application  August  24.  1935.  Serial  No.  58^77 
Term  of  patent  7  years 


The  ornamental  design  for  a  saddle  seat  sub- 
stantially as  shown. 


97.296 
DESIGN  FOR  A  H.\ND  MIRROR  OR  THE  LIKE 
Cecil  H.  Lawrence.  Attleboro,  Mass..  assignor  to 
Evans  Case  Company,  a  corporation  of  Massa- 
chusetts 
Application  September  12,  1935,  Serial  No.  58,538 
Term  of  patent  3^4  years 


The  ornamental  design  for  a  hand  mirror  or 

the  like  as  shown. 
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97.297 
DESIGN    FOR  A  DRESS 

Yetta  Levy,  New  York.  N.  Y. 

Application  September  27.  1935.  Serial  No.  58,726 

Term  of  patent  3'  .•  years 


The  ornamental  design  for  a  dress,  substan- 
tially as  shown,  and  described. 


97,298 

DESIGN   FOR   A    SI  IT 

Samuel  Lipman.  New  York,  N   Y 

Application  September  28,  1935,  Serial  No.  58.747 

Term  of  patent  3'  j  years 


97.299 
DESIGN  FOR  A  RANGE  FINDER  CASING 

Joseph  Mihalyi.  Rochester.  N.  Y..  assignor  to  East- 
man Kodak  Company.  Rochester,  N.  Y.,  a  cor- 
poration of  New  York 

Application  September  4,  1935.  Serial  No.  58,424 
Term  of  patent  7  years 


The  ornamental  design  for  a  range  finder  cas- 
ing as  shown. 


97.300 

DESIGN  FOR   A   STAND   FOR  A  HAMMOCK 

OR   SIMILAR   ARTK  LE 

William  .A.  Moeller.  Los  Angeles,  Calif. 

Application    .'\ugust    5,    1935.    Serial    No.   57.962 

Term  of  patent   14  years 


The  ornamental  design  for  a  stand  for  a  ham- 
mock or  similar  article  as  shown. 


97.301 
DESIGN  FOR  A  SHOE  OR   SIMH.AR  ARTICLE 

Samuel  Morgen.stern.  New  York.  N.  Y 

Application  September  10.  1935.  Serial  No.  58,499 

Term  of  patent  3'  .■  years 


The  ornamentai  design  for  a  suit,  substantial 
ly  as  shown. 


The  ornamental  design  for  a  shoe  or  similar 

article,  substantially  as  shown. 
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97,302 

DESIGN  FOR  A  JEWELRY  BOX  OR 

SIMILAR  ARTICLE 

Reuben  Parness.  Brooklyn,  and  Samuel  Sweet, 

Bronx,  N.  Y. 

Application  October  5.   1934.   Serial  No.  53,500 

Term  of  patent  SVa  years 


^ 


97,305 

DESIGN  FOR   A   DRESSING  TABLE   BOX   OR 

SIMILAR  ARTICLE 

Jacob  Rubin.  Brooklyn,  N.  Y. 

Application  August  7,  1935.  Serial  No.  57.989 

Term  of  patent  7  years 


The  ornamental  design  for  a  jewelry  box  or 
similar  article  as  shown  and  described. 


97,303 

DESIGN    FOR   A    CIGARETTE    BOX    OR   LIKE 

RECEPTACLE 

Forrf'st  (i.  Purinton,  Waterbury.  Conn.,  assignor 
to    The    Patent    Button    (  ompany.    Waterbury, 
Conn.,  a  corporation  of  Connecticut 
Application  June  22.   1934.   Serial  No.  52.283 
Term  of  patent    14   years 


The  ornamental  design  for  a  cigarette  box  or 
like  receptacle  as  shown  and  described. 


The  ornamental  design  for  a  dressing  table  box 
or  similar  article  substantially  as  shown  and  de- 
scribed. 


97.306 

DESIGN  FOR    A    SERYICE    STAND  FOR    THE 

DISPLAY   OF  HORS  D'CEl'YRES 

Emil    A.    Schuelke.    Meriden.    Conn.,    assignor    to 
The   Napier  C  ompany,   Meriden,  Conn.,  a  cor- 
poration 
Application  August  27.    1935.  Serial  No.  58,321 
Term  of  patent  7  years 


n 


97.304 
DESIGN   FOR   A    RICKLE 

Solomon  Putman,  Newark.  N.  J. 

Application   September  5.   1935.  Serial  No.  58,445 

Term  of  patent  3'  2  years 


The  ornamental  design  for  a  buckle  as  shown. 


The  ornamental  design  for  a  service  stand  for 
the   display   of   hors   d'ceuvres   substantially 
shown. 


as 


918 


OFFICIAL  GAZEITE 


October  22, 1935 


97,307  I 

DESIGN   FOR   A   COWBINED   TANK   HOLDER 

AND  PEDESTAL  THEREFOR 

Rallston  M.  Sherman,  Glastonbury,  and  Malcolm 

R.  Knox,  Hartford,  Conn. 

Application  April  18.   193.5,  Serial  No    56,457 

Term  of  patent  14  years 


mj 


^     ii 


97,309 
DESIGN  FOR  A  KITCHEN  CABINET 

Allen  E.  Stoltz,  Dubuque.  Iowa,  assignor  to  Carr, 
Ryder  &   Adams  Company,   Dubuque.   Iowa,   a 
corporation  of  Iowa 
Application  April  15,  1935,  Serial  No    56,397 
Term  of  patent  3hi  years 


h 

/    \ 


n 


The  ornamental  desipn  for  a  combined  tank 
holder  and  pedestal  therefor,  as  shown  and  de- 
scribed. 


97,308 
DESIGN  FOR  A  BOWL 
Edward  D.   Sledjfe,  Jr.,  Atlanta,  Ga., 
Coca-Cola  Company,  Atlanta,  Ga. 
tion  of  Delaware 
Application  July  18,  1935,  Serial  No.  57.709 
Term  of  patent   14  years 


assis:nor  to 
a  corpora- 


The  ornamental  design  for  a  kitchen  cabinet, 
as  shown  and  described. 


97.310 
DESIGN  FOR  A   COMBINED    ST.\NT)  AND 
HOLDER  FOR  CIGARETTES  OR  OTHER 
ARTICLES 

George  R.  Thurman,  St.  Louis,  Mo. 

Application  June  20,  1935.  Serial  No.  57,344 

Term  of  patent  14  years 


The  ornamental  design  for  a  combined  stand 
and  holder  for  cigarettes  or  other  articles,  sub- 
stantially as  shown 


The  ornamental  design  for  a  bowl,  as  shown. 


97  311 

DESIGN  FOR  A  SHOE  OR  SIMILAR  ARTICLE 

Seymour  Troy,  New  York.  N.  Y. 

Application  July  23,  1935    Serial  No.  57,785 

Term  of  patent  3»/2  years 


The  ornamental  design  for  a  shoe  or  similar 
article  as  shown  and  described. 
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97,312 

DESIGN   FOR  TRIMMING   FOR   SHOES  OR 

SIMILAR  ARTICLE 

Frederick  P.  Wagner,  St.  Louis,  Mo.,  assignor  to 
Brauer  Bros.  Inc.,  St.  Louis,  Mo.,  a  corporation 
of  Missouri 

Application  October  4,  1934.  Serial  No.  53,478 
Term  of  patent  3 '2  years 


<•>   c>   <•>   <•>   <•>   <•>   <•><•>  .<•> 


I 


The  ornamental  design  for  trimming  for  shoes 
or   similar    article   substantially   as   shown   and 

described.  

97,313 

DESIGN    FOR  TRIMMING    FOR    SHOES  OR 

SIMILAR    ARTICLE 

Frederick  P.  Wagner.  St.  Louis,  Mo..  a.ssignor  to 
Brauer  Bros.  Inc.,  St.  Louis.  Mo.  a  corporation 
of  Missouri 

Application  October  4.  1934    Serial  No.  53,479 
Term  of  patent  3!  2  years 


^vwvw 


97.315 

DESIGN  FOR  A  FLOWER  HOLDER 

Lewis  P.  Weil,  Oak  Lane.  Pa. 

Application  August  23,  1935.  Serial  No.  58,263 

Term  of  patent  7  years 


vwvj 


The  ornamental  design  for  trimming  for  shoes 
or  similar  article  .substantially  as  shown  and  de- 
scribed. 

97.314 

DESIGN  FOR  TRIMMING   FOR   SHOES  OR 

SLMILAR    ARTICLE 

Frederick  P.  Wagner.  St.  Louis.  Mo  .  assignor  to 
Brauer  Bros.  Inc..  St.  Louis.  Mo.,  a  corporation 
of  Missouri 

Application  October  4,  1934.  Serial  No.  53,481 
Term  of  patent  3^  years 


The  ornamental  design  for  a  flower  holder  as 
shown. 


97.316 
DESIGN  FOR  A  COMBINED  TOAST   TRIM- 
MING  KNIFE  ANT)   BOARD 

Everett  Worthington  and  Findley  Williams.  Chi- 
cago, 111.,  assignors  to  McGraw  Electric  Com- 
pany. Chlca«:o,  111.,  a  corporation  of  Delaware 
Application  July  27.  1935.  Serial  No.  57,829 
Term  of  patent  SV^  years 


m  m  BIB  m 


^ 


I 


jt 


^ 


The  ornamental  design  for  trimming  for  shoes 
or  similar  article  substantially  as  shown  and  de- 
scribed. 


The  ornamental  design  for  a  combined  toast 
trimming  knife  and  board  as  shown. 
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97,317 

DESIGN  FOR  A  TEXTILE  FABRIC 

Walter  T.  Younir,  New  York.  N.  Y. 

Application  September  28.  1935.  Serial  No.  58.748 

Term  of  patent  ZVi  years 


97.319 

DESIGN   FOR  A   DRESS 

Mary  Porpora.  New  York.  N.  Y.,  assijfnor  to 

Franklin  Simon  &  Co..  Inc.,  New  York.  N.  Y 

Application  September  10.  1935.  Serial  No.  58.489 

Term  of  patent  3'  ■>  years 


The  ornamental  design  for  a  textile  fabric   sub- 
stantially as  shown. 


97  318 

DESIGN  FOR  SHEET  GLASS 

Marc  A.  M.  J.  Galliano.  Paris.  France 

Application  March  21.  1935.  Serial  No.  55.996 

Term  of  patent  14  years 


The  ornamental  design  for  a  dress,  substan- 
tially as  shown,  and  described. 


97  320 
DESIGN  FOR  A  TEXTILE  FABRIC 

Walter  T.  Youns:.  New  York.  N    Y 

Application  September  28,  1935,  Serial  No.  58.749 

Term  of  patent  3 ^  years 


The  ornamental  design  for  sheet  glass  as  shown 
and  descril)ed. 


The  ornamental  design  for  a  textile  fabric,  sub- 
stantially as  shown,  and  de  cribed. 
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ChaoLfes  in  CUssification 

Order  No.  3.329.  October  0.  1935.  direct!  : 

In  class  S,  Artificial  liodu  Mrmhern  (  Division  56),  abolish 

the  first   note  tinder  the  clans  deflnitloii  and  establish   in 

lieu  thereof  the  following  not* : 

Note. — .\rtiflclal  body  members  intended   for  use  with 
dnmmles.  display  forms,  or  the  like,  are  in  class  46, 

AMl-SEMENT    l)BVICIg,    TOTS 

III  cla^s  tst,  DrpoBit  and  Collection  Receptaclet  (Divi- 
sion 29 J,  <hatiKe  the  search  note  following  subclass  4  by 
cnncelinK  the  words  "a  fancifnl  shape  or."  and  changing 
the  reference  to  cla.>;s  46,  Toys,  subclass  36,  Toy  money 
boxes,  to  read  class  46.  Amusement  Devices,  Toys,  sub- 
clauses 2 — 5. 

In  clatg  rrt,  Atnutrment  and  Exerciting  Detices  (Divi- 
sion 57).  nboliah  the  following  subclass,  with  its  defi- 
nition : 

85   Trundles  and  hoops. 

The  i>atprit«  furmrrly  contained  In  this  subclass  have 
l>een  placed  for  the  most  part  in  class  46.  AmuHemenf  De- 
vices, Toys,  uubclasses  106,  114.  nnd  220,  established  in 
this  order. 


In  class  m,  Amuecment  and  Exercising  Devices  (Divi- 
sion 57),  change  the  definition  of  subcUss  1  to  read  as 
follows  : 

1    Miscellaneous    amuRement    devices   not    otherwise    pro- 
vided for, 

and  add  the   followlnj?  search   note  after  subclass  27: 
Note. — Surprise  water  guns   are   in   class  42,   Fibearms. 
subclnss    56.      Surprise    detonating    devices    are    in 
class  48.  AiinsKUKvT  Devicbs.  Tots,  subclass  176. 

In  cla»g  m.  Amuaement  Devices ,  Ocmet  (Division  62). 
after  the  definition  of  subclass  106  add  the  following 
notes  : 

Note.^Thls  is  the  mlscellaneons  subclasfi  for  aerial 
projectiles  and  Includes  such  aerial  projectiles  as 
boomerangs,  quoits,  etc.,  not  otherwise  t^peclally 
provided   for. 

Note. — For  bnlls.  Fee  this  class,  subclass  58,  and  in- 
dented  9ul>cln8ses. 

Note. — For  surface  projectiles,  see  this  class,  subclasis 
12S. 

Note. — Projectiles  capable  of  being  fired  from  firearms 
or  ordii.Tiice,  1  t  ,  the  bullet,  shell,  or  other  pnrt  pio- 
jected    or    flre<l    fnm    the    gun.    are    In    class    102 

AMMLMTION  AND  EXPLOSIVE  DETICES 

In  cla$g  ^,  Tot/»  (Division  57),  change  the  title  of  the 
class  to  read  46.  Amusement  Derlres.  Ttrys.  abolish  the 
existing  suhclftsg  titles,  and  establish  in  lieu  thereof  the 
subclasses  indicated  in  the  new  loose  leaves  now  being 
printed  for  Insertion  In  the  Manual  of  Classification,  and 
definitions  which  will  appear  In  Bulletin  No.  69. 

(Lists  of  subclass  titles,  and  the  definitions,  may  be 
seen  In  the  Search  R(K)m  ai>d  ki  Hie  Classification  DlTision, 
Room  oUlG,  pending  publication  ) 


Notice  of  Cancellation 


T7.  S    PATEN r  OrriCE,  Waghinffton.  Oct    II.  m5. 
Bondholdrrg   Uanagement  Committee   for  Chicago  Conxolt- 
dated  B^rwing  d  Malting  Company/  5%   Refunding  Mort- 
gage Gold  Bonds,  itt  assigns  or  legal  repregeutaitifg  take 
notice: 

A  cancellation  proceeding  having  been  Instituted  by  this 
OfTic*'  upon  the  .Tpplication  of  The  Star  Beverage  Coniiniuy, 
Minster.  Ohio,  to  effect  the  cancel'atlon  of  trad»-iuark 
Rpirlstratlon  .No  98.822.  i-sued  Aupu«t  4,  l'J14.  to  Conrad 
Seipp  Browing  Coiniiany,  Twenty-seventh  Sttcct  hhiI  Cot- 
taife  Grove  Avenue.  Chicago.  111.,  and  renewed  by  Bond- 
holders Management  Committee  for  Chlcatfo  Consolidated 
Brewing  A  Mal'ine  Company  S'lt-  Refunding  Mortsage  Gold 
Bonds.  Chicajro,  111  .  and  n  notice  of  sue'"  prooeedlr»s  sent 
hy  registered  mail  to  said  Bondholders  Management  Com- 
mittee for  Chicago  Consolldatetl  Brewing  A  Mnltlng  Com- 
pany r)'~r  Refundine  Mortgage  Gold  Bonds  at  Chicago,  III., 
baving  been  r<'tiirned  hy  the  post  office  as  uiideliverable. 
notice  Is  herfliv  civen  that  unless  said  Bondholders 
Management  Commltte  for  Chlcngo  CrnsoHdated  Brewing 
ft  Mnlfing  Company  '<t%  Refunding  Mortgage  Gold  Bonds, 
Its  flss|i:ns  or  leeal  reprt-sentn fives  shall  enter  an  api)ear- 
ance  within  tMrty  r'ays  from  the  first  publication  of  this 
order  the  i~nncellat1on  will  bp  procpfdo<i  with  as  In  case  of 
default.  This  notice  wil!  be  published  In  the  Official 
(3A7ITTE  for  three  consecutive  we«»ks 

RICHARD  SFENCER 
First  Asaistant  Comfn)s>iioner. 

021 


G)n(lition  of  Applications  Under  Examination  at  Close  of  Business  October  12,  1935 


o 

a 


0624 

0708 

4099 
7083 


3628 
4B9eC 

5725 


(Total  number  of  applications  aviralting  action,  •xcludlng  Trad»-Marli  Division,  32,400:  Trade-Mark 
DlviOoo.  l.OQU.     Oid«at  a«w  casa,  June  13,  1936;  oldMt  amended,  June  U,  193&.) 


4624 

6612 

M87B 

7701 

48arT 

5613 
5701 

4613 
4006 

9613 
77S3 
8724 

7034 
5083 

aToe 

5803 
5708 
4628 
5082 


4074 

471fl 
4086 
«M 

aooo 

7S02 
S888B 

7610 

4872 
7880 
6082 

5882 
4880B 

4087B 
7097 

4613 

7600 
5731 
7728 
4701 

5628 

7700 
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t 


Dttbions,  BxAMUiBiia,  and  Subjicth  or  iMviMnoMt 


f      I 


1.  LOEFFLER.  F.  A.,  Baths  and  Closets;  3ewera«e.  Domestic  Cooking  Vessels;  Cloeure  Operators; 

Fences:  Gates;  Tillage. 

2.  HERRMANN,  D  ,  Fishing  and  Trapping;  Dairy,  Animal  Husbandry;  Presse*.  Tobacco,  Veloci- 


pedes; Butchering;  Bee  Culture. 
LIND3EY,  A.,  Heating;  Metal  Founding;  Meialliirgy;  MeUl  Treatment;  F.lectrlc  Fumaoes- 


9897  I  S3 


fi874 

6887 
4725 
3625 


5606 

4709 
5896 

0734 

3878 
4888 
4706 

5634 

3009BI 

2605 


..  DONNELLY,  A  E.  (Act.).  Conveyors;  Hoista;  Handlintj  Apparatus  and  Implements;  Kicarat- 
Ing;  Elevators;  Fire  EsoapeB;  Ladders;  Soaaolds;  dtore  S«rvlc«:  Pneumatio  E>espatob.  Fluid  Pre^ 
sure  Brakes. 

6.  MACN'AB,  J.  F,  Harvesters;  Music;  Acoustics;  3ound  Recording;  Knotten;  Buckles,  Buttons.  Etc 

6.  LEWERa,  A.  M...  Carbon  Chemistry 

7.  JARBOE,  C.  Q.,  Optics;  Photography . 

8.  ADAMS,  P.  L.,  Beds;  Chairs;  Kitchen  and  Table  Artldee;  Racks  and  CabloeU 

9.  ADAMS,  R.  E,  Pumps;  Fluid  and  Fluid-Current  Motors 

10.  HUNTER,  O.  F.,  Land  Vehicles— Animal  Draft  ApplianoeB,  Bodies  and  Tope;  Vehicle  Fenders     . 

11.  BEiVHAM.  E.  v..  BooU.  Sboea,  and  Lenins;  Button,  Eyelet,  and  Rivet  Setting;  Harness;  Leather 

Maaolactuns;  NaUlng  and  SUidiog:  whip  Apparatus;  Hides,  Skins,  and  L«ather. 
IX  HBNRT,  C.  C,  Machine  Blemeots;  Cylinders  and  Pistons,  Meehanloai  Starters,  Stop  Mechanisms. 
IS,  BORhiK^F  J.,  Gear  Cutting,  MilUng.  and  Ptaning;  Metal  Drawiog;  Metal  Forgincaad  Weldiog; 

Metal  Rolling;  Metal  Working;  Needle  and  Pin  Makine.  TuminK;  Boring  and  Drilling. 
li.  B&UMBAUOH,  N.  J.,  Farriery:  Metal  Bending:  Metal  Tools  and  Implemaots,  Making;  Sheet 

Metal  Ware.  Making;  Wire  FatMics;  Wire  Working;  Metal  Working,  Blanks  and  Proeeassj. 

15.  WORRELL,  L.  W     Glass;  Plastic  Block  and  Earthenware  Apparatus,  Plastics 

16.  SPENCER.  C.  J    Telegraphv;  Telephony. 

17.  ARMSTRONG,  H.,  Ornamentation;  Paper  Manufactures:  Printing;  Type  Cast^;  8beet-Mat*- 

rlal  A^swclatlng  or  Folding;  Sheet  or  Web  Feeding;  Type  Setting. 

18.  PORTER.  M.S.  Motors,  Ripanslble-Chamber  Type;  Power  Plants,  Speed-Responsive  Devices. 

19.  KE.N'NEDY.  A    R.,  Furnaces  and  .Stoves:  Fuel  Burners 

30.  GROVE,  S.  D.,  Miscellaneous  Hardware,  Closure  Fasteners;  Locks;  Latches;  Safes;  UnderUklng. . 

21.  THOMPSON,  T  J,  Teitlles:  Cloth  Finishing 

22.  RINOLE,  D  ,  Aeronautics;  Firearms.  Ordnance,  and  Explosive  Devices;  Air  Guns,  Catapults,  and 

Targets;  Boats  and  Baoys:  Ships;  Marine  PropuLMon 

23.  BUTTNER,  W.  J.  (Act.),  Coin  Handling;  Heoorders:  Registers 

24-  DUR.KS,  C.  O.,  Apparel;  Apparel  Apperatus;  Oarment  .Supporters;  Sewing  Machines — 

36.  BLAKELY,  C.  F.,  ClMsifyiog  Solids;  Centrifugal -Bow  I  Separators;  Mills;  Threshing;  VegeUble 

and  Meat  Cutters  and  Commlnutors. 

26.  ADAMS,  W   M.,  Etectrldty.  Oeneratlon;  Motive  Power 

27    CLARK.  W.  N.,  Brushing.  Scrubbing.  an<1  Cleaning;  Washing  Apparatus 

28.  BENSON.  A.  R.,  Internal-Combustion  Engines 

29.  SHKLARIN,  J.  B.  (Act.),  Woodworking;  Tools;  Compound  Tools;  Fumltore:  Metal  Working: 

Cloth,  Leather,  and  Rubber  Receptacles:  Baggage;  Package  and  Article  Carriers;  Deposit  and 
CoOeetton  Reeeptaolae;  Sapports.  Tables. 

30.  SHIPMAN,  /.  L.,  Automatlo  Temperature  and   Humidity  Regulation;  mumioating  Burners; 

Illumination;  Thermostats  and  Humidoetats. 

31.  DUNCOMBE,  C.  8.  (Aet.).  Gas.  Heating  and  Dlumlnatlng;  Mineral  Oils --- 

32.  BARTHOLO.MEW.  J.  A.,  Gas  and  Liquid  Contact  Apparatus;  FTeat  Exchange;  Gas  Separation. . 

33.  WYMAM,  W.  L,  Bridgv;  Masonry,  Concrete,  Meulllo,  and  Wooden  Structures;  Roob;  Roads 

and  Pavements. 
S4.  SAPBRdTEIN,  S..  Eleetridty,  Transmiasioa  to  Vehicles;  Railways,  Rolling  Stock,  Switches,  and 

Sienals:  Track  Sanders. 
U.  REYNOLDS,  E.  C,  Card  and  Sign  Exhibiting;  Signals;  Dispensing;  Filling  and  Closing  PorUble 

36.  McFAYDEN,  A.  D  ,  Measuring  Instruments.  Force  Mea-surlng;  Antomatle  Weighers 

*r.  WBAVER,  M.  E.,  Etectrldty.  ClrctJtt  Maker?  and  Breakers;  I.lKht-flensltlve  Circuits 

38.  KR.AFFT.  C.  F..  Earth  Boring:  Hydraulic  and  Karth  Engineering;  Mining  and  Quarrying;  Stone- 

working;  Wells;  Plastic  Compositions. 

39.  WHITNEY,  F.  J     Flnld-Pressare  Regulators;  Multiple  Valves:  Valvw;  Water  Distrlbutloo 

40.  OBERLIN,  J.  J..  Metanic,  Wood,  Paper,  and  Spertal  Receptarles 

41.  WHITNBY,  M.  L.,  Railway  and  Land  Vehicles.  Wheeb  and  Axles:  Resilient  Tires  and  Wheals; 

Wheel  Substitutes;  Railway  DraU  Appliances;  Spring  Devices;  Typewriting  Machines. 

42.  rUTTTNG.  H.  0,  Electric  Signaling.. 

43.  ELINGB.  B.  F  .  .Medidnee,  Polaoos  and  Coemetios;  Bleaching  and  Dyeing;  Explosive  Composl> 

tlons;  Sugar  and  Starch. 

44.  STTAFFEk.  C.  n  ,  Refrigeration;  DLspen.Mng  Beverages 

45.  HILL.  H.  D  .  Pulleys  and  Shafting;  Lubrication;  Bearings  and  Guides;  Motors;  Valve-Operating 

MechanLsm;  Engine  Cooline 

46.  TAYLOR,  M..  Evaporators:  Fluid  Sprinkling;  Fire  Extloguisbers;  Boilers;  Heating  Systems;  Coat- 

ing Implements. 

47.  BARKER,  H..  ChitcheS;  Brakes 

48.  ROKPICE.  O.  B,  Electricity,  Oeneml  Applications;  Ignften  

40.  SHEFFIELD,  E.  L.,  Cbeek-Controlle<l  AppRratas;  Ventilation:  Driws;  Liquid  Purification 

50.  BL.4.KE,  C.  L..  Varnish;  Coating  Processes;  Cartwhydrate  and  Condensation  ProducU;  Cellulose; 

Rubber. 

51.  BACKUS.  C.  D^  Radiant  Energy 

52.  KNOTTS.  M.  K  .  Supoorts;  Chucks;  Joint  Packing;  Pipe  and  Rod  Joints  or  ConpUngs;  Tool- 
Handle  Fastening!!;  Vfain"»  anfl  Pipes:  Conduits  ao'l  Hou.sines;  I>amlnated  Packing. 

PECK.  M.  K..  Books;  Manlfoldln?:  Printed  Matter;  Stationery:  F.duoitlon;  Pajier  Files  and 
Binders;  Tents,  Caaopies.  Umbrellas,  and  Canes;  Curtaias,  Shades,  and  Screens:  Toilet;  Label 
Pasting  and  Paper  Hanging. 

54.  WAITE,  W.  E..  Electric  Lamps;  Vapor  Electric  Devices;  Space  Discharge  Tubes;  Electricity, 
Medical  and  Sunrlcal. 

56.  BOWEN.  3.  T,  Cutlery;  Artlfldal  Bod V  Members:  Dentistry;  Surgery 

56.  PORTER.  F.  J..  Electrochemistry;  Laminated  Fahricp;  Paper  Maklntr,  SuheUnce  Preparation... 

57.  NIC0L8ON,  O.  D   O  ,  Cuttlntr  and  Punching;  Bolt.  Nat,  Rivet.  Nail.  Screw.  Chain,  and  Horse- 

shoe Making;  Driven  and  Screw  Fastenings;  Jewelry;  Nut  and  Bolt  Locks;  Toys;  Exercising 
Devices. 

58.  DOWELL.  E.  F  ,  Abrading;  Bnule<s  and  Jars •. 

50.  RICHARD,  V.  I.,  Chemistry;  Fertiluers 

GLASS.  R.  L  .  Electrldty,  Heating,  and  Welding;  Batteries;  Resistances  and  Rheostats;  Prime- 
Mover  Dynamo  Plants 
PARKS,  O.  E.,  Laminated  Electrical  Insulation.  Belt.  Hose.  Tire,  and  Bail  Making.  Winding  and 
ReeJine;  Pushing  and  Pulling:  Horology;  Time-Controlling  .Apparatus. 

62.  COCHRAN,  W.  W  .  Games;  Geometrical  Instruments 

«3.  WINKEL3TEIN.  A.  H  ,  Preserving;  Bread.  Pa.stry,  and  Confection  Making;  Agitating 

64.  NASH,  P.  M..  Acetylene;  Distillation,  Gas  Mixers;  Oils,  Fats,  and  Glue;  Liquid  Coating  Com- 

positions; Fuel;  .\lcohol. 

65.  McDKRMOTT,  F.  P  ,  Electridty,  Conductors:  Repeaters;  Relays:  Wave  Transmission- 


Oldest  new  appli- 
cation and  old- 
est action  by  ap- 
plicant awaiting 
office  action 


60, 

61, 


New      Amended  2 
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July  9 
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June  18 
Aug.  10 
June  17 

Aug.  29 
Aug  16 
June  30 
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July   36 
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Aug.  1 
June  21 
Aug.  10 
June  21 
Sept.  3 
Aug  34 
June  17 

July  15 
Aug.    8 

July  U 

Aug.  4 
June  18 
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Aug  30 

July  U 

July  30 

June  12 
July  17 
July  16 
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July  20 

July  26 

July  26 
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Aug.  27 

July  15 
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July  12 
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T«adi-Mark.s.  Labils,  a.vd  Prints:  F.  A.  RICHMOND{L^^^nj^p,.jn^; 
Diajoirs.  H.  H.  KALUPY  (Act.). 
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DECISIONS  IN  PATENT  AND  TRADE-MARK  CASES 


Commissioner's  Decision 

In  re  National  Bboach  and  Machine  Company 

Decided  September  10,  19S5 

AccBss  TO  Abando.nco  Rkisbub  Application. 

Party  gued  for  iufringement  of  a  patent  Held  en- 
titled to  access  to  abandoned  application  for  reissue  of 
the  patent. 

On  petition. 

Messrs,  Whittcmore,  Hulbcrt.  Whittemore  d  Bel- 
knap for  National  Bronch  and  Machine  Company. 
SPENCER,  First  Assistant  Commissioner: 

Petition  has  been  made  on  behalf  of  the  National 
Broach  and  Machine  Company  for  a  certified  copy  of 
an  abandoned  application  for  reissue  of  Patent  No. 
1,537,583. 

In  support  of  the  petition  it  is  stated  that  peti- 
tioner has  been  sued  for  infringement  of  said  patent 
and  that  he  believes  that  certain  admissions  were 
made  in  said  application  for  reissue  which  would 
tejid  to  show  that  the  claims  of  the  patent  are  not 
infringed  by  tlie  machioes  manufactured  by  i)eti- 
tloner. 

•  The  petition  Is  opposed  on  the  ground  that  since 
the  application  for  reissue  was  abandoned  or  with- 
drawn, nu  change  in  the  disclosure  or  the  claims 
of  tlje  orif^nal  patefit  were  made  by  said  application 
for  reissue  and  that  the  reissue  application  is  en- 
tirely Immaterial  and  without  effect  upcm  the  pro- 
tection a/lorded  by  the  original  patent. 

The  patent  Is  a  public  record  and  under  rule  16 
of  the  rules  of  practice  of  this  offlc*e  any  person 
is  entitled  to  inspect  the  papers  relating  to  the  grant 
thereof. 

While,  as  the  i)atente€  contends,  the  reissue  ap- 
plication had  no  bearing  on  the  grant  of  the  patent, 
It  is  thougtit  that  ono  sued  for  infringement  of  the 
patent  and  who  therefore  has  the  right  to  in.spect 
the  proceedings  leading  up  to  the  grant  thereof, 
has  also  a  right  to  see  how  the  patentee  himself 
construed  his  patent  in  asking  for  a  reissue  thereof. 
A  reissue  can  l»e  liased  only  upon  defects  in  the 
original  patent  and  having  alleged  such  defects  as 
a  basis  for  reissue,  it  is  not  thought  that  the  pat- 
entee could  justly  object  to  disclosing  to  the  de- 
fendant In  an  infringement  suit  the  defects  which 
were  alleged. 
The  petition  is  granted. 


U.  S.  Court  of  Customs  and  Patent  Appeals 

In  be  MoCurdy 

No.  Sjon.     Decided  April  IS.  ms 
176  F.(2d)   400] 
1.    PATBNTaBIUTT— M»THOD — FUWCTION   OT   APPABATTS. 

•'•  •  •  the  Inventor  of  an  apparatus  may  be  al- 
lowed method  claims  If  the  method  performed  by  the 
apparatus  may  be  performed  by  other  apparatus  or  bj 
hand." 


2.  Same — Mfthod  or  Tkasbmitting  rowrn. 

Certain  claims  for  a  method  of  transmitting  power 
Held  properly  rejected  where  it  was  not  made  clear  that 
the  feteps  of  the  method  are  not  merely  the  functlona  of 
the  particular  apparatus  dlsclosetl  or  that  these  stepg 
might  be  performed  by  any  other  kind  of  apparatus  or 
by  hand. 

3.  Same — rowKB  Tbansmitti.ng  APPAnATcs. 

Certain  claim*  for  a  power  trausmitticg  apparatus 
Held  unpatentable  over  the  prior  art. 

APPEAL  from  the  Patent  Oflke.    Affirmed. 

Mr.  Sheldon  H.' Graves  for  McCurdy. 

Mr.  T.  A.  Hosteller  and  Mr.  Hoxcard  8.  Miller  for 
the  Commissioner  of  Patents. 
BLAND,  y.; 

Api)ellant  has  iiere  appealed  from  a  decision  of 
the  Board  of  Appeals  of  the  United  States  Patent 
Office,  whicli  affirmed  the  action  of  the  Examiner  in 
refusing  to  allow  claims  4,  5,  6,  11,  and  12  of  an 
application  which  relates  to  means  and  method  for 
trantuuittiug  power  over  an  extending  transmissioa 
line.  Claims  5  and  6  are  regarded  as  illustrative 
and  follow : 

5.  The  method  of  traasmltllog  power  over  an  eztecdlng 
transmlsBlon  line,  which  method  consists  In  causing  a  lag- 
ging voltage  dr(.>p  across  aa  impedance  In  series  with  tht 
line,  causing  lagging  current  to  flow  through  au  admittance 
In  shunt  to  the  ilae  and  maintaining  said  voltage  drop  and 
aiiunt  current  of  such  value  and  phase,  throoguout  changes 
in  load,  that  the  line  voltage  and  current  at  one  part  of 
the  line  are  substantially  in  phase  respectively  with  tlM 
line  voltage  and  current  at  a  distant  part  of  the  line. 

6.  As  a  means  for  maintaining  the  voltage  and  current 
at  one  end  of  an  eJtteaded  traobminftiou  liue  in  phase  re- 
spectively with  the  voltage  and  current  at  the  opposite 
end  of  the  line,  correcting  apparatus  cvnnected  to  the  Um, 
said  apparatus  comprising  a  condenser  in  series  with  the 
line  and  an  ln('actance  in  shunt  to  the  line. 

The  references  in  the  record  are  as  follows  :  Stein- 
metz,  513,370,  January  23,  1894;  Bradley,  589,556, 
September  7,  1897;  Le  Blanc,  874,411,  December  24, 
1907;  Swiss  patent,  82,852,  March  1,  1920. 

The  Board  did  not  malce  application  of  the  refer- 
ences in  the  same  manner  as  did  the  Examiner, 
which  fact  will  be  discussed  more  in  detail  herein- 
after. 

The  alleged  invention  at  bar  relates  to  the  elec- 
trical transmission  art  and  particularly  to  an  ap- 
paratus which  is  designed  to  improve  the  transmis- 
sion and  load  capacity  of  a  transmission  line  and 
to  stabilize  the  line  under  varying  conditions  of 
power  demand.  It  is  intended  to  talte  care  of  sud- 
den increases  in  the  load  which  often  cause  machines 
operated  electrically  to  fall  out  of  synchronization 
and  stop.  Applicant  proposes  to  remedy  the  difficul- 
ties experienced  in  the  prior  art,  such  as  are  al)ov« 
referred  to,  by  connectixig  to  the  line  electrical  cor- 
rective means,  which  has  the  effect  of  causing  volt- 
ages at  opposite  ends  of  the  line  to  be  in  phase  with 
one  another  and  to  maintain  the  current  at  opposite 
ends  of  the  line  in  phase  with  one  another  witliin 
desired  limits  and  throughout  changes  in  load.  In 
this  court,  appellant  refers  to  his  alleged  invention 
in  the  following  language: 

Present  methods  in  practical  use  for  improving  the  load 
carrying  capacity  of  the  line  have  been  by  means  of  syu- 
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cbroDous  machines  coonected  to  the  Hoe,  tb«  effect  of 
vhlch  bas  beeo  to  cauM  the  voltages  at  oppoalte  tnda 
of  the  line  to  be  of  equal  value  regardless  of  the  phase 
ahift  b«twe«n  the  oppo«lt»  eoda.  In  fact  tbe  asc  of  Mcb 
condeowr*  has  accentuated  the  normal  shift  of  phase  with 
the  reaaltlng  disadvantages  above  noted. 

By  employing  stationary  apparatOA,  applicant  secures 
as  adcntlona]  advantage  over  existing  types  of  corrective 
apparatus  as  the  latter  not  only  involve  moving  parts  but 
to  functi«n  properly  require  regulation  with  changes  of 
load. 

Applicant's  corrective  apparatus  not  only  has  the  effect 
of  producing  the  desired  counter-shift  of  voltage  and  cur- 
rent but  In  its  preferred  form,  this  apparatus  Is  constructed 
to  have  an  impedance  equal  to  the  characteristic  Impedance 
of  the  transalasloD  Hue  that  is.  the  Impedance  of  the 
corrective  apparatus  is  substantially  equal  to  the  Im- 
pedance which  the  transmission  line  would  have  were  it 
of  Infinite  length.     •     •     • 

The  Examiner  rejected  claims  1,  2,  3,  and  9  on 
the  ground  that  It  would  require  nothing  more  than 
the  skill  of  the  electrical  engineer  to  do  what  the 
applicant  has  done,  in  view  of  the  prior  art.  As  to 
these  claims,  the  Board  of  Appeals  reversed  the  Ex- 
aminer and  used  the  following  language : 

•  •  •  We  consider  however  that  there  are  advan- 
tages in  the  arrangement  set  forth  in  claims  1,  2,  3,  and 
9  which  are  not  to  be  found  In  the  power  transmission 
lines  disclosed  and  the  artificial  lines  described  in  con- 
nection with  them  in  any  of  the  references.  It  may  be 
possible  that  with  the  references  placed  before  a  capable 
engineer  familiar  with  the  calculations  of  the  electtical 
characteristics  of  power  transmission  lines,  he  might,  if 
h*-  were  told  what  reomt  the  applicant  desired,  produce  an 
artificial  line  of  the  character  claimed.  No  one  however 
•eems  to  have  socceeded  in  doing  this  notwithstanding  the 
obvious  advantage  of  automatic  regulation  with  varvlng 
load  on  a  power  transmlssioa  line  of  this  type.  We  tnink 
these  four  claims  allowable. 

While  these  claims  are  not  before  us  on  appeal,  we 
think  the  Issues  raised  by  the  claims  which  are  on 
appeal  will  be  somewhat  simplified  by  a  considera- 
tion of  the  Board's  position  with  reference  to  said 
allowed  claims. 

The  Examiner  rejected  claims  4  and  5,  being  the 
only  method  claims  in  the  application,  on  the 
grounds,  first,  because  they  were  not  proper  method 
claims  but  "are  merely  descriptive  of  the  l)ehavlor 
and  functioning  of  a  line  having  the  characteristics 
which  the  applicant's  has" ;  second,  for  the  reason 
that  the  claims  "are  anticipated  by  the  behavior  and 
functioning  of  the  completely  neutralized  line  which 
Bradley,  of  record,  discloses." 

As  to  claims  4  and  5,  the  Board,  In  affirming  the 
£Ixaminer*s  rejection,  makes  no  mention  of  the  prior 
art,  but  expressly  afllrms  the  Examiner  in  his  first 
ground  of  rejection. 

As  to  claims  6,  11,  and  12,  which  were  rejected 

by  the  Examiner  for  the  same  reasons  as  were  claims 

1,  2,  3,  and  9,  the  Board  said : 

Claims  6,  11,  and  12  are  considered  too  broad  to  be  al- 
lowed over  Le  Blanc.  Substantially  all  claim  6  recites  is 
a  co^den^>er  in  series  snd  an  luductance  in  shunt  to  a 
transmission  line.  Qalms  11  and  12  recite  little  more 
than  claim  6  save  that  there  is  a  proportioning  of  the  in- 
ductance and  capacitance.  Le  Blanc  explains  these  mat- 
ters at  considerable  length  and  in  the  absence  of  anything 
more  definite  as  to  the  results  accomplished  by  this  ar- 
rangement, we  deem  these  claims  properly  denied  by  the 
Kxamlner. 

We  will  first  consider  the  question  raised  with 
reference  to  the  rejection  of  claims  4  and  5  upon 
the  ground  that  they  are  not  proper  method  claims. 
Appellant  has  argued  at  great  length  that  these 
claims  should  be  allowed  for  the  reason  that  the 
methods  set  forth  are  not  "merely  functions  of  the 
apparatus  disclosed"  [Italics  ours],  although  he  con- 
cedes that  they  are  the  functions  of  such  apparatus. 
lie  contends  that  the  method  which  the  claims  call 


for  can  be  i)erforrae<l  by  apparatus  of  other  kinds 
and  by  hand.  He  mentions,  as  an  example  of  other 
apparatus  which  could  be  used,  a  synchronous  con- 
denser or  condensers  which  could  be  substituted  for 
both  of  the  stationary  condensers  involved  In  bis 
disclosure.  H«  then  states  that  the  use  of  such  a 
condenser  would  necessitate  providing  a  means  for 
regulating  the  same  and  that  this  might  be  operated 
by  hand  ;  that  a  rotary  machine  might  t)e  substituted 
for  the  applicant's  shunt  inductance,  which  machine 
would,  if  used  to  carry  out  the  applicant's  method, 
require  periodic  adjustment.  Applicant  concedes 
that  he  has  made  no  showing  here  or  before  the 
Board  which  Illustrates  any  hand  control  method  of 
producing  the  desired  phase  shift  or  as  showing  how 
a  synchronous  condenser  might  be  used,  but  states 
that  these  matters  are  obvious  from  the  statements 
In  applicant's  specification. 

It  will  be  noticed  that  neither  the  Board  nor  the 
Examiner  discussed  this  phase  of  the  grounds  of 
rejection  of  claims  4  and  5  at  any  great  length.  The 
Solicitor  for  the  Patent  Ofl!lce,  in  this  court,  how- 
ever, replies  to  appellant's  suggestion  that  a  syn- 
chronous condenser  might  be  substituted  for  the 
stationary  condenser  in  the  following  language  : 

•  •  •  Such  may  be  true  enough,  but  obviously  any 
species  of  condenser  is  still  a  condenser,  and  genencally 
functions  as  a   condenser.     •      •      • 

Appellant's  Illustration  of  a  synchronous  condenser 
whicli  has  a  band  control  does  not,  however,  bring  bis 
process  within  the  class  of  methods  csrried  cut  by  hand. 
Although  many  things  can  be  done  by  hand,  the  first  step 
of  claim  4,  for  example,  "causlnx  a  voltage  drop  tbrougn 
an  Impedance,"  is  something  which  can  not  t)e  dune  by 
hand.  It  is  merely  the  inherent  operation  and  result  of 
the  electric  current  and  the  Impedance,  or  the  apparatus 
used.  Appellant's  example  of  the  hand  control  is  some- 
thing which  can  not  be  done  by  hand.  It  is  adjusting  the 
apparatus  which  In  its  Inherent  operation  carries  out  the 
alleged  process.  A  process  which  is  only  the  function  of 
a  machine  or  apparatus  ia  not  an  iuveotion,  but,  at  most, 
the  result  of  one.  In  re  Wataon.  18  C.  C.  V.  A.  (Patents) 
712,  1931  C.  D.  15;  in  re  Weeks,  18  C.  C.  P.  A.  (I'atents) 
12^4.  1931  C.  D.  4W.      •      •      • 

[1]  We  think  It  is  well  settled  that  the  Inventor 
of  an  apparatus  may  be  allowed  method  claims  if 
the  method  performed  by  the  apparatus  may  be  per- 
formed by  other  apparatus  or  by  hand.  The  mere 
fact  that  he  has  invented  a  macttine  for  carrying 
out  his  process  does  not  make  him  any  the  less  an 
Inventor  of  the  process,  provided  the  machine  and 
process  both  are  new  and  useful  and  otherwise  meet 
the  requirements  of  the  statute.  Bell,  the  inventor 
of  the  telephone,  discovered  that  by  gradually  chang- 
ing the  intensity  of  a  continuous  electrical  current 
so  as  to  make  it  correspond  exactly  to  the  cltanges 
in  the  density  of  the  air,  cau&ed  by  the  sound  of  the 
voice,  speech  could  be  reproduced  and  underKtood, 
and  he  devised  an  instrument  for  doing  IL  He  was. 
the  discoverer  of  the  underlying  principle  which  his 
machine  or  device  made  serviceable  to  humanity. 
He  was  the  inventor  of  a  method  and  also  of  a 
mechanism  for  performing  the  method.  (See  The 
Telephone  Cases,  126  U.  8.  1  at  pages  532,  533.) 

This  whole  subject  matter  has  been  considered  on 
several  occasions  by  this  court.  In  in  re  Watson,  18 
C.  C.  P.  A.  (Patents)  712,  44  F.(2d)  868,  402  O.  G.  3, 
and  In  re  Weeks,  18  C.  C.  P.  A.  (Patents)  1234,  48 
F.  (2d )  6«2,  411  O.  G.  7,  It  was  held  that  the  methods 
i   claimed  in  those  cases  amounted  to  nottdng  more 


VI  m  <r»» 


fH^Pi 


OcTOBicH  20, 1935 


U.  S.  PATENT  OFFICE 


925 


than  the  functions  of  the  machines  involved.  In  in 
re  Ernst  et  al,  21  C.  C.  P.  A.  (Patents)  1235.  71 
F.(2d)  169,  449  O.  O.  007,  the  whole  subject  was 
again  discussed  and  the  various  authorities  re- 
viewed, and  tills  court  said  : 

*  *  *  It  appears  that  appellants'  process  is  abso- 
lutelv  dependent  upon  s  machine,  or  macnines,  for  which 
appellants  hare  been  allowed  apparatus  claims,  and  each 
of  the  method  claims  here  involved  states  a  function,  and 
nothing  more  than  a  function,  of  the  appsratus  described 
in  the  allowed  claims.  Nowhere  In  appellants'  si>ecifica- 
tlon  is  it  pointed  out  how  their  process  could  be  carried 
out  except  by  means  of  apparatus  for  which  they  have 
l>een  allowed  claims,  and  we  agree  with  the  decision  of 
the  Board  of  Appeals  wherein  It  is  stated  that  "•  •  • 
It  is  not  apparent  bow  the  alleged  method  could  be  per- 
formed Independently  of  this  specific  apparatus  or  one 
hsvliig  exactly  equivalent  corre*»pondlng  elements." 
•  •••••  • 

It  seems  to  as  that  appellants'  so-called  process  Is  in- 
separably connected  with  the  apparatus  described  bv  them, 
and  for  which  they  have  been  allowed  claims.  Their  in- 
vention was  not  complete  without  apparatus  with  which 
to  apply  the  process,  and  as  the  apparatus  itself  was  In- 
vestJve.  and  no  other  neans  are  shown  for  applying  the 
process,  we  do  not  see  how  It  could  be  said  that  the  process 
claims  and  the  apparatus  claims  are  both  allowable, 

[2]  It  has  not  tieen  made  clear  to  us  that  the  steps 
of  the  method  claims  4  and  5  at  bar  are  not  merely 
the  functions  of  the  particular  apparatus  disclosed, 
or  that  these  steps  might  be  performed  by  any  other 
kind  of  apparatus  or  by  hand.  Under  these  circum- 
stances, we  think  that  the  principles  laid  down  In 
the  above  cited  cases  are  controlling  here,  and  we 
agree  with  the  Board  and  the  Examiner  In  their 
rejection  of  claims  4  and  5  for  the  reasons  stated, 
and  It  will  not  be  necessary  for  us  to  consider  the 
prior  art  rejection  of  these  claims  on  the  part  of  the 
Examiner. 

As  to  claims  6,  11,  and  12,  It  will  be  noticed  that 
the  Board  did  not  discuss  all  the  references  referred 
to  by  the  Examiner,  but  stated  that  the  claims  were 
too  broad  to  be  allowed  over  Le  Blanc.  As  to  these, 
and  other  claims  rejecte<l  upon  the  same  ground 
which  are  not  before  us,  the  Examiner  was  of  the 
opinion  (and  this  view  was  not  disapproved  by  the 
Board)  that  applicant's  insertion  of  "artificial  lines" 
into  the  transmission  line  In  the  manner  descril)ed 
In  the  claims  would  be  obvious  to  any  skilled  elec- 
trical engineer  when  told  what  results  were  desired. 

[3]  We  are  constrained  to  agree  with  the  Board 
that  In  view  of  the  teachings  of  Le  Blanc,  there 
would  be  nothing  Inventive  In  constructing  a  device 
such  as  Is  defined  by  claims  6,  11,  and  12. 

The  Le  Blanc  patent  relates  to  a  system  of  elec- 
trical transmission  and  propulsion  In  which  he 
teaches  the  proportioning  of  the  Inductance  and 
capacitance,  and  goes  into  this  subject  at  great 
length.  We  find  the  following  In  the  Le  Blanc  speci- 
fication : 

•  •  •  I  have,  therefore,  in  Fig.  3  shown  a  series  of 
condensers  in  shunt  across  the  outgoing  and  return  con- 
ductor at  points  along  the  line,  the  consecutive  distances 
between  which  are  snort  with  respect  to  a  half  wave 
length  and,  In  this  way,  I  have  increased  the  capacity  o 
of  the  line  which  means  that  I  have  decreased  the  ratio 
of  the  self  induction  to  the  capacity.  This  results  in 
diminishing  the  voltage  along  the  line.  In  Fig.  4,  on  the 
otiier  hand,  I  have  shown  condensers  in  series  in  the  out- 
going line  by  which  means  I  have,  in  effect,  reduced  the 
apparent  sell  induction  1  of  the  line.  This  means  that  I 
have  again  decreased  the  ratio  of  the  self  induction  to 
the  capacity  of  the  line  and  with  it  the  voltage  which  the 
line  is  compelled  to  support.     •     •     • 

The  Solicitor  for  the  Patent  Office  In  this  court 
has  said.  In  substance,  that  in  view  of  the  fact  that 
Le  Blanc  had  explained,  at  great  length,  the  subject 


of  proportioning  of  inductance  and  capacitance, 
there  would  be  nothing  inventive  in  picking  out  par- 
ticular values  or  adjustments  of  constants.  We 
agree  with  this  contention. 

The  subject  matter  of  appellant's  application  In- 
volves highly  technical  electrical  matters.  Both 
tribunals  of  the  Patent  Ofl5ce  concur  in  holding 
that  what  appellant  has  done,  as  defined  in  the  re- 
jected claims,  would  be  obvious  to  the  skilled  elec- 
trical engineer,  and  it  has  not  been  made  clear  to 
us  that  the  tribunals  were  in  error  in  this  particular. 

Tlie  decision  of  the  Board  of  Appeals  is  afiirmed. 

Affirmed. 


U.  S.  Court  of  CottoBM  and  Patent  Appeals 

In  bb  Smith 

A'o.  S^.     Deads*  May  t7,  OSS 

177  F.(2d)    614] 

FAia-VTABILITT — DK810N NATURAL      FORM       NOT      PaTBWT- 

ABLB. 

Claim  for  a  design  embodying  the  natural  form  of 
a  baby  Held  unpatentable  as  there  is  no  such  departure 
from  the  natural  form  as  to  render  the  design  sufl- 
ciently  distinctive  in  this  respect  to  merit  allowanea 
of  the  claim. 

ApptAx  from  the  Patent  Office.     Affirmed. 

Mr.  Edmund  H.  Parry,  Jr.,  for  Smith. 

Mr.  T.  A.  Hostetler  and  Mr.  Hov>ard  S.  Miller 
for  the  Commissioner  of  Patents. 
Blxnd,  J.: 

The  Primary  Examiner  of  the  United  States 
Patent  Office  rejected  appellant's  claim  for  an 
ornamental  design  for  a  naked  baby  doll,  which 
decision  of  the  Examiner  was  affirmed  by  the 
Board  of  Appeals.  From  the  decision  of  the  Board, 
appellant  has  appealed  here. 

The  design  Involved  is  that  of  a  naked  baby  doll 
which  has  the  natural  or  life-like  characteristics 
and  the  form  and  posture  of  a  baby.  The  legs  are 
drawn  up  toward  the  trunk  and  one  foot  over- 
laps the  other,  the  feet  pointing  slightly  down- 
ward. While  the  drawings  show  the  doll  in  an 
upright  position,  It  is  obvious  that  it  could  not 
stand  In  that  position  and  might  be  designated  as 
a  reclining  figure.  One  hand  rests  up<m  the  at>- 
domen  and  the  other  on  a  knee.  The  head  is 
turned  slightly  to  one  side  and  there  Is  a  pleasing, 
smiling,  baby  expression  on  the  face.  While  the 
postures  and  features  of  the  d(rfl  may  not  in  all 
respects  be  those  of  a  living  baby,  they  do  not  fall 
far  short  of  being  such. 

The  denial   of  appellant's  claim   by  the  Patent 

Office  tribunals  is  based  upon  two  grounds :  First, 

it  was  held  by  the  Examiner  that — 

"The  design  still  appears  to  Involve  substantially 
nothing  more  than  a  mere  Imitation  or  simulation  of 
known  or  recognised  expressions  and  attitudes  of  a  young 
baby', 

and   the   Board   stated   that — 

"It  seems  to  us  that  there  is  no  such  departure  from 
the  natural  form  as  to  render  the  design  sufficiently  dis- 
tinctive In  this  respect  to  merit  allowance  of  the  claim" ; 

second,  upon  the  prior  art  references  which  are  as 
follows:  Harrison,  Design  48,442,  January  11,  1916; 
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I'eruggl,  Design  ri6,iy0,  August  24,  1920;  Jason 
Weiler  &  Sons,  Boston,  Mass.,  46th  Annnal  cata- 
Ine  of  jewelry,  etc.,  p.  82F.  (Cat.  reed  May  6, 
1924.) 

In  view  of  our  conclusions  as  to  the  first  ground, 
ft  Is  not  necessjiry  for  us  to  consider  the  references 
of  record.  We  tluuJc  the  Board,  In  it.s  apprOTal 
of  the  first  ground  of  rejecti<«i  of  thn  Examiner, 
arrlvefi  at  the  right  conclnsion,  and  Its  apt  lan- 
guage, above  <iuote<i,  meets  with  our  approval. 

Appellant,  in  a  very  full  and  exhaustive  brief, 
has  revlewe<l  the  authorities  in  considerable  detail 
and  made  various  contentions,  some  of  which,  in 
Tlew  of  our  condnsioo,  will  require  no  considera- 
tion here.  As  we  understand  apt)eUant's  position, 
it  is  to  the  effect  that  a  patented  dt-slgn  of  a  naked 
baby  doll,  which  usually  Is  aj>plie<l  to  a  doll  molded 
of  resilient  rubber,  may  coiusitit  of  faithful  and 
exact  representations  of  natural  living  objects,  if 
in  the  execution  of  the  same  there  is  such  a  de- 
parture from  the  prior  art  In  the  way  of  giving 
a  pleasing  and  attractive  appearance  as  to  amount 
to  invention.  Appellant  argues  that  Uie  graceful 
ukd  attractive  p<rsitiou  and  appealing  expression 
of  the  figure  "Imbuetl  with  the  spirit  of  animation" 
In  his  design  shows  that  Inrention  was  required  in 
its  production  and  emphajslses  the  Importance  of 
tke  consideration  of  the  commercial  success  of  the 
doll  "Squeeie  Me",  which  is  jnade  in  accordance 
with  the  design.  While  appellant  urges  that  his 
design— 

"k  eoasidered  to  be  entirely  unique  and  a  Rklll/uUv 
executed  product  uf  the  creative  and  imaginative  facul- 
ties •(  th«  deslitner" 

and  Is  not  intended  to  be  merely  the  reproduction 
or  Imitation  of  a  live  baby,  he  p<Mnt8  to  the  fact 
that  there  are  certain  features  of  the  design  which 
are  not  found  In  the  physical  features  of  a  baby. 
He  argues  that  while  the  design  suggests,  quite 
clearly,  the  human  form.  It  is,  nevertheless,  an 
original  creation  with  unique  and  original  individ- 
uality. 

Appellant  calls  attention  to  the  fact  that  the 
Patent  Office  has  granted  numerous  design  patents 
on  baby  dolls  which  as  nearly  simulated  the  fea- 
tures, characteristics  and  poses  of  the  natural  in- 
fant as  does  thn  one  at  bar,  and  calls  attention 
to  a  number  of  ca.ses  involving  the  consideration 
of  designs  for  naked  dolls,  and  particularly  has 
referred  to  Wilson  v.  Haher,  275  Fed.  346,  which 
involved  the  "Kewpie"  doll,  and  Borgfcldt  d  Co.  v. 
Wei«^,  26,5  Fe<l.  268,  which  Involved  the  "Splashme" 
and  ''Duckme"  bathing  dolls. 

Appellant  suggests  that  his  contentions  in  re- 
spect to  the  design  at  bar  are  supported  by  the 
fact  that  paintings  and  statuary  may  be  the  sub- 
ject matter  of  a  design  patent,  citing  Louis  De 
Joriffc  d  Co.  V.  Dreuker  et  al.,  182  Fed.  150.  Special 
emphasis  Is  given  the  case  of  Ex  parte  Kaupmann, 
1918  C.  D.  49,  a  decision  by  Commissioner  Newton, 
in  which  it  was  held  that — 

"  •  •  •  I  sep  no  reason  for  rt  quiring,  as  the  Ex- 
«infner«-in-rhlpf  have  done,  that  the  grote.<«]Ue  or  some 
dpformity  that  wou'd  arrest  and  hold  the  attentiua 
Bhouii]   t'Xist." 


Aside  ./  the  last-cited  decision,  no  authority 
has  been  1,  and  we  have  found  no  other  which 

support  conclusion   that    a   naked   baby   doll 

Simula'  .'le  natural  features,  iKjsltlons  and  char- 

acteris*  >t  a  baby  without  embodying  some  gro- 
tesquen.-s  or  departure  from  the  natunU  form  can 
involve  such  invention  us  to  comply  with  the  re- 
quirements of  the  design  patent  statute. 

We  are  In  full  airreement  with  the  conclusion 
of  the  Patent  (>flke  tribunals  in  this  case  that  no 
invention  is  shown  in  embiKlyiug  the  natural  form, 
features,  expresslon.s,  an<l  attitudes  of  a  baby,  and 
in  the  design  at  bar — 

"there  Ib  no  Boch  departure  from  the  natural  form  at 
to  render  the  d«>tltcn  suflJcltTitly  distinctive  In  this  re- 
spect  to  merit   allowance  of  the  claim." 

We  agree  with  the  coiiclusion  reached  by  the  £Ix- 
a  miner   that — 

"Mere  simulation  or  imitation  of  natural  forms,  which 
any  arti.'Uin  has  the  rU{bt  to  appi>  to  any  obj«-ct.  Is  not 
properly  the  HUbject  of  •  patent." 

See  In  re  Smith,  22  C.  C.  P.  A.  (Patents)  — , 
77  F.f2.l)  513  (Suit  No.  34S6)  decided  concurrently 
herewith. 

If  appellant's  contentions  were  carried  to  their 
natural  conclusion,  a  monopoly  could  be  secured 
in  that  which  everyone  has  the  right  to  apply  to 
any  object.  If  every  natural,  pleasing  expression, 
po.sture  or  characteristic  of  a  living  baby  could  be 
made  the  subject  matter  of  a  design  patent  merely 
because  all  i.  particular  poses  and  attractive  fea- 
tures were  njt  disclosed  in  a  prior  art  reference, 
conse<iuences  might  result  similar  to  those  ex- 
pressed in  the  opinion  of  Circuit  Ju<lge  Kohlsaat, 
restated  In  Boltc  d  Weyer  Co.  v.  Knight  Light  Co., 

180  Fed.  412,  as  follows: 

If  everyono  who  mnkeH  a  graceful  adaptation  of  a 
utility  to  the  purpose*  for  which  it  Is  endarfd  at  all 
can  secure  a  munop<j|y  thereby,  one  may  soon  be  afraid 
to  twist  a  wire  or  whittle  a  stick,  lest  he  Infringe. 

While  we  agree  with  the  contentions  of  counsel 
tliat  the  "S<iueeze  Me"  doll  at  bar  is  pleasing  and 
attractive.  It  Is  our  view  that  the  production  of  th« 
desigu  thereof  did  not  r**^"';  3  the  exercise  of 
inventive  genius  such  a£  ,  contemplated  by  the 
design  patent  statute,  and  the  decision  of  the  Board 
of  Appeals  is  afi^rmed. 

Affirmed. 


U.  S.  Court  of  Castoms  and  Patent  Appeals 

In  re  Colvin 

No.  S,^M.     Decided  ApHl  t9,  Oti 

[78  F.(2d)   910] 

PATBNTABrLITT — PiTOT-STATIC   TCBB. 

Certain  claims  for  the  combination  of  a  Pltot-statlc 
tube  and  means  for  heating  the  same  and  a  claim  for  a 
method  uf  prcvcutiug  the  formation  of  Ice  and  the  pack- 
ing of  snow  In  a  Pltot  tube,  Held  unpatentable  over  the 
prior  art. 

.\i'PEAL  from  the  Patent  Office.    AfBrmed. 

Lenboot,  J.,  Dissenting  as  to  claims  17, 18,  and  19. 

Messrs.  McConkey  d  Smith,  Mr.  Stephen  Cerstvik 
and  Mr.  N.  D.  Parker,  Jr.,  for  Colvin. 

Mr.  T.  A.  ITostetler  and  Mr.  Howard  S.  Miller 
for  the  Commissioner  of  Patents. 
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IlATFlEU),  J.:  ■■\  ■<i„i\ 

This  Is  an  appeal  from  a  decision,  he  Board 
of  Appeals  of  the  United  S^tates  Patent,  .  #  affirm- 
ing the  decision  of  the  Primary  Exam\  .  j-ejectlng 
claims  4,  12,  13,  17,  18,  and  19  in  appe.  ...^'s  appli- 
cation for  a  patent  for  an  alleged-  Invent).^  .relating 
to  improvements  In  Pltot-statlc  tubes. 

Claims  4,  17,  and ,19  are  iUuslrative.    TLey  read: 

4  In  combination  with  a  I'itot  sUUc  tube  unit  haying 
a  chamber  with  one  end  open  to  receive  the  Impact  of 
an  nir  stream,  of  a  heating  device  for  maintaining  salU 
chamber  free  from  ice  or  kdow.  , 

17  K  method  of  preventing  the  formation  of  ice  and 
the  packing  of  snow  In  a  Pltot  tube  adapted  for  nw  in 
determining  the  velocity  of  an  object  moving  U>rough 
the  air,  which  method  consists  In  heating  the  relatively 
moving  air  as  It  passes  througli  aald  tube. 

19  In  comhinaflon  with  a  Pltot  tube  having  two  chara^ 
bers  one  of  which  Is  arranged  to  receive  the  Impact  of 
an  air  stream  for  transmitting  velocity  preasure.s  and 
the  other  of  which  la  open  to  the  surrounding  a  mofiphere 
but  unaffected  by  the  air  stream  for  transnalttlng  static 
pressure.,  of  a  heating  device  asPocUtejl  with  8af<lJ>"t 
chaml)or  for  maintaining  the  latter  fn^e  from  Ice  or  snow 

The  references  are :  Bristol,  1,240.790,  September 
18.  1917;  Kilburu  (British),  156,446.  January  13, 
1821;  Badin  (French),  607,407,  March  26,  1926. 

It  appears  from  the  record  that  appellant  wa>> 
allowed  thirteen  claims,  which  detine  the  particular 
structure  disclosed  In  his  application,  Including,  as 
stated  in  allowed  claim  20,  a  heating  device  "dis- 
posed concentrically  with  the  Inner  wall  of  the 
velocity  pressure  chamber." 

It  may  be  said  In  explanation,  that  Pltot-statlc 
tubes  are  used  on  aircraft  for  determining  the  "air 
speed  thereof."  The  subject-matte  defined  by  tlie 
Involved  claims  relates  to  a  combiiiHtlon  of  such 
a  tube  and  an  electrical  heating  unit.  The  purpose 
of  the  heating  element  In  the  combination  Is  to 
prevent  the  forming  of  Ice  or  the  packlilgr  of  snow 

within  the  tube. 

**  It  is  not  denied  by  counsel  for  appellant  that, 
with  the  exception  of  the  electrical  heating  unit, 
the  patents  to  Bristol  and  Badln  disclose  appellant's 
combination,  which.  It  will  be  observed,  Is  claimed 
broadly  In  the  appealed  claims. 

Accordingly,  the  sole  question  in  the  caae  is 
whether  the  comb '"^'f  on,  broadly,  of  an  electrical 
heating  unit,  with  fi' .'  >«^tatic  tube,  as  defined  In 
some  of  the  appealed  Halms,  or  the  association  of 
such  a  heating  device  with  the  "first  chamber  for 
maintaining  the  latter  [chamber]  free  from  ice  or 
snow,"  as  stated,  #or  example,  In  claim  19,  involres 
invention. 

It  appears  from  the  patent  to  Kllburn  that  It  Is  old 
to  use  an  electrical  hetiting  unit  to  prevent  the 
formation  of  snow  or  ice  on  gauges  for  liquids  when 
used  at  low  temperatures. 

The  Primary  Examiner  and  the  Board  of  Appeals 
pointed  out  that  it  was  old  to  use  heating  coils 
in  conne<'tion  with  carburetors,  wind-shiehl  wipers, 
hair  driers,  airplane  wings,  etc.,  in  addition  to  such 
a  unit  for  gauge  glasses,  as  shown  In  the  patent  to 
Kilbum,  and  each  of  those  tribunals  was  of  opinion 
that,  In  view  of  those  facts,  it  would  not  involve 
Invention  to  utilize,  broadly,  an  electrical  heating 
unit.  In  combination  with  a  Pltot-statlc  tube,  for 
the  purpose  of  preventing  the  accumulation  of  snow, 
ice,  and  water  therein. 


Counsel  for  appellant  contends  that  the  references 
do  not  suggest  the  use  of  an  electrical  heating  unit 
in  combination  with  a  Pitot-static  tube;  that  those 
skilled  in  the  art  have  long  been  confronted  with  the 
problem  of  overcoming  the  accumulation  of  mois- 
ture which  would  prevent  the  tube  from  functioning 
properly ;  that  the  patents  to  Badin  and  Bristol 
"attempted  to  solve  the  problem  by  providing  structures 
whrreby  the  ingress-igf  moisture  lo  the  air-speed  indi- 
cator was  partiallv  prt rented.  Nevertheless,  several  years 
elapsed  after  the  Issuance  of  the  patents  of  record  and 
nobo<lv  thought  of  solving  the  problem  by  con.'^tructiug 
the  Pltot  tube  in  the  manner  deflnetl  In  the  claims  now 
on  appeal.  It  remained  fir  appellant  to  solve  the  prob- 
lem which  he  did  successfully  by  his  Invention.  It 
would  seem  that  if  appellant's  novel  combination  was  bo 
obvious  to  those  skUled  in  the  art  as  the  Honorable  Board 
appears  to  Indicate  by  contending  that  no  Invention  was 
involved  In  providing  such  a  combination.  It  would  nave 
occurre<l  to  some  one  nt  an  earlier  date." 

It  is  further  contended  tbat  the  Air  Forces  of  the 
United  States  Army   and  Navy,  as  well  as  those 
engaged  In  "commercial  lines,"  recognized  the  diffi- 
culties and  the  problem  which  confronted  appellant ; 
that  those  connected  with  the  Army  Air  Corps  at» 
tempted  to  solve  tlie  problem  by  making 
"the  tube  so  large  that  l)efore  it  became  inoper.itlve   due 
to    Ice   formation    the   airplane    became    so    crusted    with 
ice  that   it  became  too  heavy  for  its  wings  to   sustain  It 
in   flight  and  the  pilot  had  to  descend  to  avoid  a  crasn. 
Thus,    as   long   as    the  pilot    could   keep   his   craft   in   tb« 
air  the  Pltot    tube  was  operative.     This  solved  the  prob- 
lem   only    temporarily    because    later,    devices    known    as 
rubber  shoes'  were  introduced  which  were  placed  on    the 
wings   of   the   airplane   and   were   periodically    Inflated   by 
air    pressure   thereby    breaking   the   Ic^   formation    on   the 
wings       Hence     the    .aircraft    could    then    continue    to    re- 
main In  flight   In  Inclement  weather  or  at  high  altitudes 
without   any   danger  of  becoming   overweight   due   to   Ice 
formation    thereon.      The    Pitol    tut>e    troubles     however, 
again   came  Into  existence  because  even  though   the  tube 
were    large    It    eventually    becomes    clogged    with    ice    ana 
packed    with    snow    Inasmuch    ns    the    airplane    was    able 
to   continue   In   flight   without   ice   forming   on    the   wtrigs 
thereof        Bv    providing    a    hentlng    device    for    the    Pltot 
tube   in  accordance  with  appellants  lnv»ntlon.  such  clog- 
ging of  the   tube   Is  ellmluated   because   ice   cannot  form 
at   the  opening  thereof  or  for  that  matter  on   any   part 
of  the  tul)e." 

Counsel  for  appellant  further  stated  In  their  brief 
that  when  the  officials  of  the  United  States  Army 
Air  Con^s  were  informed  by  appellant  that  the 
chamber  of  the  Pltot-statlc  tube,  which  had  one  end 
open  to  receive  the  impact  of  an  air  stream,  could 
be  kept  free  from  snow  and  ice,  they  inquired  as  to 
how  it  could  be  done,  and  that  when  Informed  by 
appellant  that  the  problem  could  be  solved  by 
"placing  a  heating  unit  In  the  tube  the  ofllciale  stated 
their  belief  that  this  could  n'>t  be  done  becau.se  the  heat- 
ing unit  would  obstruct  the  passage  of  air  through  the 
tube  thereby  rendering  the  airspeed  Indicator  connected 
thereto  Inoperative.  Appellant,  however,  proved  that 
this  could  be  done  and  did  do  It.  thus  Indicating  inven- 
tion and  making  a  distinct  step  forward  in  the  art. 

Counsel  also  contends  that,  although  appellant  has 
been  allowed  claims,  for  example  14  and  20,  which 
define  his  combination,  which   includes  a  heating 
device  associated,  as  stated  in  claim   14,   "within 
said  velocity  head  tube  for  preventing  the  collec- 
tion of  water,  snow  and  ice  therein,"  or,  as  stated 
in  claim  20,  "disposed  concentrically  with  the  Inner 
wall  of  the  velocity  pressure  chamber  for  preventing 
the  formation  of  ice  on  said  Pltot  tube,"  appellant 
is  entitled  to  broader  claims,  which  include  a  heat- 
ing device  in  combination  with  a  Pitot-statie  tube, 
without   regard   to  whether   it   Is  "inside,   outside, 
connected  to  or  disconnected  from  the  chamber,"  re- 
ferred to  in  appealed  claim  19,  otherwise  the  claims 
of  his  patent  could  readily  be  avoided  by  placing  tiie 
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heating  device  outside  the  "chamber"  without  In- 
fringing appellant's  patent.  Counsel  further  con- 
tends that  the  alleged  Invention  defined  by  the 
claims  is  new,  useful,  is  not  suggested  by  the  prior 
art,  is  commercially  successful,  and,  therefore,  in- 
volves invention. 

It  may  be  conceded  for  the  purpose  of  this  de- 
cision that  those  skilled  in  the  art  were  confronted 
with  the  problem  of  preventing  the  accumulation  of 
water,  ice,  or  snow  in  Pitot-statlc  tubes  used  on 
aircraft ;  that  appellant  8oIve<l  that  problem  by  the 
utilization  of  an  electrical  heating  coil  in  the  velocity 
pressure  chamber;  tmd  that  his  device  Is  new,  use- 
ful, and  commercially  successful.  Nevertheless,  such 
concessions  do  not  necessarily  warrant  the  allow- 
ance of  the  broad  claims  here  on  appeal. 

The  Patent  Office,  as  has  been  hereinl)efore  stated, 
recognized  that  appellant  had  made  an  invention, 
and  thirteen  claims  specific  to  the  structure  dis- 
closed by  him  were  allowed.  It  was  pointed  out 
by  the  tribunals  of  the  Patent  Office  that  it  was 
old  to  use  electrical  heating  coils  to  warm  such  ob- 
jects as  carburetors,  windshield  wipers,  airplane 
wings,  etc.,  and,  as  disclosed  In  the  patent  to  KIl- 
burn,  to  use  such  a  heating  device  to  prevent  the 
formation  of  snow  or  Ice  on  gauge  glasses.  Ac- 
cordingly, they  were  of  opinion  that  appellant's  in- 
vention was  not,  broadly,  the  combining  of  a  Pltot- 
static  tube  and  an  electrical  heating  coll,  but  re- 
slde<l  rather  In  the  particular  location  of  his  elec- 
trical heating  element  in  his  combination,  for  which 
claims  were  allowed. 

We  find  nothing  of  record  to  Indicate  that  the 
prevention  of  the  formation  and  accumulation  of 
water.  Ice,  or  snow  in  a  PItot  tube  by  the  use,  broad- 
ly, of  an  electrical  heating  element,  in  view  of  the 
facts  of  record,  involves  Invention.  The  quotetl 
statement  of  counsel  for  appellant,  that  officials  of 
the  United  States  Army  Air  Corps  were  doubtful 
of  appellant's  contention  that  a  heating  unit  could 
be  placed  In  the  tnbe  without  obstructing  the  pas- 
snge  of  air  herethrough,  is  entirely  consistent  with 
the  idea  that,  so  far  at  lea«<t  as  the  electrical  heat- 
ing coil  is  concerned,  appellant's  Invention  resided 
In  placing  such  heating  unit  "concentrically  with 
the  inner  wall  of  the  velocity  pressure  chamber." 
as  stated  in  allowed  claim  20.  or  "within  said  velocity 
head  tube,"  as  stated  In  allowed  claim  14. 

It  may  be  observed,  furthermore,  that  practically 
all  of  the  discussion  by  counsel  for  appellant  rela- 
tive to  the  problem  confronting  those  skillet!  in  the 
art,  and  the  commercial  success  of  appellant's  In- 
vention is  not  based  upon  facts  of  record,  but  rather 
upon,  what  we  assume  to  be,  the  personal  knowledge 
of  connsel.  Assuming,  however,  the  correctness  of 
the  statements  made  by  connsel  relative  to  those 
matters,  we  are,  nevertheles.s,  of  opinion  thht  ap- 
pellant has  been  allowed  claims  commensurate  with 
his  Invention,  and  that  the  tribunals  of  the  Patent 
Office  were  right  in  holding  that  the  appealed  claims 
were  not  patentable.  ' 

The  decision  of  the  Board  of  Appeals  Is  affirmed. 

Affirme<l. 

Le.nroot,  J.,  dissents  as  to  claims  17,  18,  and  19. 


U.  S.  GmuI  of  CattoBt  and  Patent  Appealt 

Sneed  v.  McCoifxrr 

No.  S,4S9.      Decided  April  IS,  1936 
(76  F(2d)   422] 

1.  IrrTBurcaaNCB — Tbstiiioxt — Wbiqht  of. 

Oral  teatlmony  alone  maj  t>«  relied  upon  to  eatab- 
llah  the  facta  eaaential  to  ihow  reduction  to  practice 
but  Boch  teatlmony  must  t)e  scrutinised  with  great  car» 
and  it  must  be  quite  clear  and  conrlndng. 

2.  Sam* — PaioirTT. 

Record  revlened  and  Held  that  priority  was  properly 
awarded  to  M.,  the  senior  party. 

Appeal  from  the  Patent  Office.     Affirmed. 

Me»»r».  Rickey  d  WatU,  Mr.  Donald  A.  Oardiner, 
and  Mr.  F.  M.  Bo4 worth  for  Sneed. 

Mr.  F.  Bcucon  Smith  for  McOonkey. 
Qawudtt,  J.  : 

This  Is  an  appeal  from  the  decision  of  the  Board 
of  Appeals  of  the  United  States  Patent  Office  re- 
versing the  decision  of  the  Examiner  of  Interfer- 
ences and  awarding  priority  to  the  party  McConkey 
upon  two  counts  of  an  Interference,  which  read : 

1.  In  a  brake,  the  cooiblnatloa  of  a  shoe  having  an 
Inwardly  eztcDdlnz  flanse.  an  adjaater  for  cbandng  the 
effective  lenirth  of  said  shoe  harlng  a  slot  in  which 
•aid  flanice  fits,  screw  meana  for  moving  said  adjaater 
in   one   direction   and   spring   means   for   moving  said   ad- 

Ci»ter  In   the  opposite  direction    when   said   screw   means 
releasefi. 

2.  In  apparatus  of  the  class  described  the  combination 
of  a  brake  shoe  having  an  inwardly  extending  flange  an 
adjusting  member  adapted  to  engage  said  flange  and  to 
extend  clrcumferentlaliy  t>eyond  one  end  of  said  shoe, 
and  aerew  means  adapted  when  turned  in  one  direction 
to  move  said  adjusting  member  to  Increase  the  effective 
length  of  said  shoe  and  wb*n  turned  In  the  opposite  di- 
rection to  allow  said  adjusting  member  to  be  moved  to 
decrease  the  effective  length  of  aald  aboe. 

The  Interference  was  declared  May  15,  1931,  be- 
tween a  patent.  No.  1,780.302.  l8sue<l  to  Sneed  Jnuu- 
arj'  20.  1931.  upon  his  application.  Serial  No. 
390,063.  filed  September  6.  1929.  and  an  application 
of  McConkey,  Serial  No.  520,800,  filed  Manh  7.  1931, 
as  a  division  of  his  then  pen<ling  prior  application. 
Serial  No.  339,008,  filed  February  11.  1929. 

The  Sneetl  patent  seems  to  have  been  assigned  to 
the  Midland  Steel  Products  Company,  as  trustee  for 
Steeldraulic  Brake  Corporation.  The  applications 
of  McConkey  stand  assigned  to  the  Bendix  Brake 
Company,  for  which  company  McConkey  seems  to 
have  been  a  regularly  employe<I  potent  attorney  at 
the  time  of  the  filing  of  the  applications  nnd  for  a 
number  of  years  previously. 

McConkey  was  given  the  benefit  of  his  flllnj:  date 
of  Serial  No.  339.000,  February  11,  1929.  for  reduc- 
tion to  practice.  This  Is  not  In  Issue  before  us,  and 
McConkey,  therefore,  stamis  in  the  position  of  senior 
party  with  the  burden  of  proof  resting  upon  Sneed 
whose  filing  date  was  approximately  six  months 
later. 

Both  tribunals  of  the  Patent  Office  agreed  In 
awarding  to  McConkey  the  date  of  October  5,  1927, 
for  conception,  approximately  the  date  claimed  by 
him  in  his  preliminary  statement.  This  award  is 
not  here  challenged  and  the  date  Is  prior  to  any  date 
of  conception  at  any  time  seriously  clalme<l  by  the 
party  Sneed. 

McConkey  made  no  claim  of  reduction  to  practice 
earlier  than  the  filing  date  of  application.  Serial  No. 
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339,000,  February  11, 1929.  Sneed  originally  claimed 
reduction  to  practice  on  or  about  December  15,  1928. 
Sut)»equently,  after  the  respective  preliminary  state- 
ments of  the  parties  had  been  opened  and  certain 
proof  had  been  taken,  he  moved  to  amend  so  as  to 
claim  a  date  "prior  to  September  1,  1928."  His  mo- 
tion so  to  do  was  denied  by  the  Examiner  of  Inter- 
ferences and  does  not  seem  to  have  been  presented 
to  the  Board  of  Appeals.  It  is  not  made  an  issue 
here. 
The  Examiner  of  Interferences  said: 

It  Ih  held  that  Sneed  has  established  the  construction 
and  snccesRful  oppratlon  of  a  device  satlafj-lnjr  the  counts 
as  Parly  as  8eptemt)er  1.  1928.  He  is  therefore  accorded 
this  date  for  conception.  For  reduction  to  practice  he 
Is  restricted  to  December  15,  1928,  the  date  alleged  in 
his  statement. 

The  Examiner  of  Interferences  further  found  that 
McConkey  was  Lacking  in  diligence  from  Just  prior 
to  the  time  of  Sneed's  entrance  into  the  field  until 
his  (McConkey '8)  filing  date  of  February  11,  1929. 
and  hence  awarded  priority  to  Sneed. 

Upon  appeal,  the  Board  of  Appeals,  while  find- 
ing that  Sneed  probably  conceived  "in  the  latter  part 
of  192ij,  namely,  from  an  uncertain  time  before  Sep- 
tember 1,  until  December,"  held  that  the  evidence 
failed  to  show  any  reduction  to  practice  at  any  time 
prior  to  the  filing  date  of  McConkey,  and,  holding 
that  since  McConkey  was  the  first  to  conceive  and 
the  first  to  reduce  to  practice.  It  was  "unnecessary  to 
consider  any  question  of  diligence  on  McConkey's 
part,"  reversed  the  decision  of  the  Examiner,  and 
awarded  priority  to  McConkey. 

It  Is  proper  to  recite  that  the  particular  feature 
of  the  combination  Involved  In  the  counts  that  is  of 
importance  here  is,  as  stated  in  the  brief  on  t>ehalf 
of  Sneed,  the  feature  of  "an  adjuster  arranged  to 
coact  with  the  inwardly  extending  portion  or  leg 
of  a  T-sectlon  brake  shoe."  and  the  primary  question 
to  be  determined  is  whether  the  evidence  on  t>ehalf 
of  Sneed,  upon  whom  the  burden  of  proof  rests,  Is 
sufficient  to  establish  that  he  reduced  a  brake  con- 
taining this  feature  to  practice  as  early  as  Decem- 
ber 15,  1928,  or  at  least  prior  to  February  11,  1929, 
the  date  of  McConkey's  constructive  reduction  to 
practice. 

While  there  Is  a  somewhat  elaborate  record  In 
the  case,  including  a  number  of  physical  and  docu- 
mentary exhibits,  the  testimony  relating  to  Sneed's 
reduction  to  practice  at  some  time  prior  to  Mc- 
Conkey's filing  date  is  exclusively  oral,  no  drawings 
or  other  documentary  or  physical  exhibits  produced 
by  or  for  him  during  the  critical  period  having 
been  presented. 

The  ornl  evidence  upon  the  point  at  issue  on  l)e- 
half  of  Sneed  is  contained  in  his  o>vn  testimony  and 
in  that  of  Mr.  Chas.  E.  Gable  and  Mr.  Gordon  Stoner. 
This  testimony  was  taken  in  1932,  beginning  the 
latter  part  of  April  of  that  year,  which  was  more 
than  three  years  subsequent  to  the  activities  relied 
upon  to  establish  the  reduction  to  practice  claimed. 

Sneed  seems  to  have  been  quite  a  prolific  Inventor, 
his  testimony  being  to  the  effect  that  he  had  made 
about  100  applications  for  patents.  Just  how  many 
of  these  related  specifically  to  brakes  does  not  ap- 


pear. He  was  president  of  the  Steeldraulic  Brake 
Corporation,  and,  early  in  1927,  entered  the  employ 
of  the  Midland  Steel  Products  Company  shortly  after 
the  latter  became  the  licensee  of  the  former.  His 
employment  continued  until  '^very  near  the  Summer 
of  1929."  It  was  after  his  employment  began  that 
the  Midland  Steel  Products  Company  commenced  the 
manufacture  of  vehicle  brakes. 

Gable  was  sales  engineer  for  the  Steeldraulic 
Brake  Corporation,  and  he  also  became  an  employee 
of  the  Midland  Steel  Products  Company  In  1926 
or  1927,  working  under  the  direction  of  a  Mr.  Bob 
Wallace  until  the  latter  left  the  company,  and  con- 
tinuing thereafter  apparently  as  successor  to  Wal- 
lace. 

Stoner,  at  the  time  of  testifying,  was  assistant  to 
the  president  with  the  power  of  general  manager  of 
the  Midland  Steel  Products  Company,  having  been 
with  the  company  from  the  time  of  its  organization. 

The  testimony  seems  fairly  to  establish  that  in 
the  first  brakes  produced  and  placed  upon  the  market 
by  the  Midland  Steel  Products  Company  under  Its 
license  from  the  Steeldraulic  Brake  Company,  the 
brake  shoe  was  made  "channel  shaped  or  of  U-sec- 
tlon  to  lend  It  rigidity"  and  also  that  there  was  a 
heavy  malleable  Iron  part  In  the  adjusting  mecha- 
nism at  one  end  of  the  shoe. 

Each  of  the  witnesses  heretofore  named  testified 
that  these  brakes  gave  trouble  on  account  of  rattling, 
and  It  is  claimed  that,  being  confronted  with  this 
difficulty,  Sneed,  in  the  fall  of  1927,  began  an  at- 
tempt to  solve  the  problem,  which  attempt  culmi- 
nated in  brakes  corresponding  to  the  counts,  a  set 
of  which  are  alleged  to  have  been  installed  upon  a 
car  belonging  to  Sneed  and  to  have  been  used  there- 
on prior  to  Septeml)er  1,  1928.  Gable  testified  that 
the  set  was  put  on  the  car  "about  May  1928  and 
was  taken  oflF  after  Mr.  Wallace  left,  which  was 
around  October,  that  is  the  latter  part  of  1928." 
There  is  evidence  indicating  that  more  than  one 
set  of  brakes  may  have  been,  at  different  times, 
instaUed  upon  Sneed's  car,  but  this  evidence  is 
lacking  In  definlteness  and  clarity,  and  there  Is  a 
dearth  of  testimony  as  to  the  question  of  actual 
successful  operation  of  any  of  the  brakes  claimed  to 
have  been  so  Installed.  /-\ 

The  testimony  of  Stoner^Is  jiot  positive  that  he. 
In  fact,  ever  saw  the  brakes  on  Sneed's  car,  al- 
though he  seems  quite  certain  as  to  an  installation 
of  some  character  of  brake  in  E>ecember,  1928. 

The  event  principally  relied  upon  by  Sneed  to  aid 
his  recollection  as  to  the  time  when  the  brakes  were 
installed  upon  his  person.nl  car  seems  to  have  been 
that  of  the  retirement  of  Wallace  from  the  com- 
pany's employ.  Referring  to  work  alleged  to  have 
l)een  done  on  the  adjuster  In  the  snmmer  of  1928, 
he  testified : 

•  •  •  I  cannot  fix  that  dnte  accurately  because  therr 
was  no  record  msde  of  It.  no  offlrlal  record,  nnd  t^ere  were 
no  outstanding  events  at  th«t  period  which  would  fix  the 
date  in  mv  nH>mory.  hut  T  can  state  that  it  was  quite 
a  while.  1  think  pwhnp«  two  or  three  monthB.  before  the 
first  t»f  September.  1928.  because  this  Job  had  been  op- 
erated on  my  personal  car  for  quite  a  while  before  Mr. 
Wallace  left  Midland  Steel  Products  Company,  and  that 
date  was  September  1.  1928. 
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Gable  seems  to  have  relied  upon  three  events  for 
aid  to  bis  recollection,  viz.,  (1)  a  move  of  the  ex- 
perimental department  of  ttie  plant,  which,  be  says, 
took  place  in  April,  1928;  (2)  tbe  retirement  of 
Wallace  wblch,  upon  croes  examination,  he  fixed  as 
of  November  1,  1928,  and  (3)  his  observation  of  a 
certain  drawing  filed  as  Sneed's  Exhibit  17,  which 
bears  date  of  January  23,  1929. 

It  is  proper  to  say  that  Gable  testified  that  the 
drawings  and  prints,  made  after  what  we  have  desig- 
nated the  critical  period,  were  made  from  brakes 
that  had  actually  been  pro<iuced  before  the  draw- 
ings and  prints  were  produced. 

In  its  decision  tbe  Board  of  Appeals  comments 
upon  the  uncertainty  disclosed  by  the  record  as  to 
tbe  date  when  Wallace  actually  left  the  employ  of 
tiie  company,  and  refers  to  the  discrepancy  in  this 
regard  between  the  testimony  of  Sneed  and  Gable, 
the  former  placing  it  as  of  September  1,  1928,  and 
the  latter  as  of  November,  1928. 

It  is  argued  on  behalf  of  appellant,  in  effect,  that 
this  uncertainty  and  the  discrepancy  are  not  ma- 
terial since  a  reduction  to  practice  even  prior  to 
November,  in  the  absence  of  diligence  on  tbe  part 
of  McConkey,  is  sufficient  to  enable  Sneed  to  prevaiL 

We  are  Inclined  to  the  belief  that,  in  view  of  the 
burden  resting  upon  Sneed  and  in  view  of  the  fact 
that  he  relies  solely  upon  oral  testimony  to  meet 
that  burden,  the  record  should  have  been  made  more 
clear  upon  this  point.  It  would  seem  that,  assuming 
the  whereabouts  of  Wallace  to  have  be&a  unknown 
so  that  he  was  not  available  as  a  witness,  the  time 
might  have  been  definitely  fixetl  by  the  records  of 
the  company. 

But,  even  If  It  be  conceded  that  this  is  not  par 
ticularly  material,  we  feel  constrained  to  agree  with 
the  further  and  more  Important  finding  of  the  Board 
of  Appeals  to  the  effect  that  the  evidence  Is  not 
efficiently  specific  as  to  the  fact  of  the  brakes, 
aasumeil  to  have  been  placed  upon  Sneed's  car,  be- 
ing successfully  operated. 

[IJ  It  Is  quite  true,  as  was  said  in  effect  by  this 
Court  in  the  case  of  Frank  Jardine  and  Ferdinand 
Jehle  V.  Elmer  C.  Ixyng.  19  C  C.  P.  A.  (Patents) 
1243,  58  F.(2d)  836,  423  O.  G.  933.  that  oral  testi- 
mony alone  may  be  relied  upon  to  establish  the  facts 
essential  to  show  reduction  to  practice  of  an  Inven- 
tion. Nevertheless,  such  testimony  m\ist  be  scruti- 
nized with  great  care  and  It  must  be  quite  clear  and 
convincing. 

The  following  comment  of  the  Board  of  Appeals 
we  regard  ns  accurate  and  timely  : 

Thpri»  \n  no  testimony  In  the  rorord  concernlnK  the  ex- 
tent of  any  t^xts  or  as  to  anv  resnltn  whether  R«t1«factory 
or  not  nor  i"  it  clear  that  one  certain  model  of  brake  wnn 
on  the  car  lone  enouzh  to  wnrrant  a  conclusion  that  It 
vn«  probahlT  Ratlsfactory.  It  la  not  conolunlvely  Phown 
that  a  brake  emlxxlylne  the  screw  ndjustpr  at  that  time 
cln'med  to  have  been  pnt  on  cars  waa  reasonably  nur. 
cesafiil  either  In  the  ordinary  operation  of  the  brakes  In 
driving  t^e  car  or  successful  in  th«>  operation  of  maklnc 
adjustment  for  wear.  T'ncertalnty  In  this  relation  Is  In- 
creased by  the  fact  that  Sneed.  Q.  34.  appears  to  state 
that  dnrin?  thla  period  three  different  brakes  were  on  hl« 
car  while  Gable  appears  to  Indicate  only  one.  namely, 
before  September  lat  and  Stoner  only  one  or  broadly 
that  a  set  of  these  brakes  were  running  In  Deceml)er  1928. 
The  fact  If  true  that  three  different  modifications  were 
tried  during  this  period  appear  to  Indicate  that  the  de- 
vice was  still  being  experimented  with  and  was  not  con- 


sidered to  b«  satisfactorily  operative.  This,  we  think, 
taken  with  tbe  fact  that  no  showing  as  to  succesaful 
tests  or  operations  is  furnished,  falls  to  afford  ■ufDclent 
i,'ruuQd  fur  Ending  reduction  to  practice. 

[2]  The  record  has  been  examined  with  care, 
with  the  result  that  we  regard  the  decision  of  the 
Board  of  Appeals  as  correct  and  the  same  is  affirme<l. 

Affirmed. 


U.  S.  Court  of  Castomt  and  Patent  Appeals 

In  RE  Dc  Masteb 

No.  SM8.     Decided  April  IS,  1»M. 
[76  F.(2d)   2»e] 

PATlifTABILITT — BALL    TOSSIXO    QAMB. 

A  claim  for  a  balljosalng  game  Held  patentable  over 

the  prior  art. 

Appeal  from  the  Patent  Office.     Reversed. 

.Ur.  Clarence  A.  O'Brien,  Mr.  Chas.  E.  A.  Smith  and 
Mr.  Thomas  E.  Turpin  for  De  Master. 

Mr.  T.  A.  Ho$tetler  and  Mr.  Howard  S.  MiUer  for 
the  Commissioner  of  Patents. 
Garbett,  J.: 

This  is  an  appeal  fnmi  the  decision  of  the  Board 
of  Appeals  of  the  United  States  I'atent  Office  affirm- 
ing that  of  the  Examiner  denying  patentability  In 
view  of  the  prior  art  of  application  for  patent  en- 
titled "For  Ball  Tos-^itig  Game."  \a  finally  acted 
upon,  the  application  contained  only  one  claim.  It 
reads: 

4.  A  ball  bagging  derlce  for  use  In  playing  a  t>all  toss- 
ing game  of  the  class  described,  said  device  comprising  a 
relatively  tall  substantially  rectangular  board  adapted, 
when  In  playing  position,  to  be  malntalneil  In  an  ap- 
proxlnaately  vertical,  slightly  Inclined  position  with  its 
lowtT  edge  resting  on  tbe  floor,  said  board  being  sub- 
stantially Imperforate  throughout  its  entire  area  with  the 
exception  of  a  single  l>all  accommodating  hole,  the  bole  U- 
\ng  formed  In  the  upper  central  portion  of  the  board  and 
being  of  comparatively  large  diameter,  a  prop  In  ihe  form 
uf  a  braced  frame  having  legs  of  a  longitudinal  dimension 
less  than  the  longitudinal  dimension  of  the  board,  the  ex- 
treme upper  ends  of  the  legs  of  the  frame  being  blngedly 
attached  to  the  rear  upper  portion  of  the  board  at  a  point 
above  tbe  top  of  the  ball  accommodation  bole,  foldable 
link  stay  devices  connected  with  the  Intermediate  por- 
tions of  the  leas  of  the  fran»e  and  adjacent  longitudinal 
edge  portions  of  the  board  to  permit  tbe  frame  to  be  folded 
I'ompactlv  against  the  rear  side  of  the  hoard  and  also  to 
permit  the  frame  to  occupy  a  downwardly  dlrerglng  po- 
sition with  respect  to  the  board  when  the  latter  is  in  use, 
and  a  normally  distended  self  sustaining  bag  hanging  down 
between  tbe  t>oard  and  frame  and  bavlog  its  upper  mouth 
portion  attached  to  the  r*>ar  side  of  the  board  about  and 
in    registration   with    the    ball   accommodation    hole. 

The  references  cited  are:  Shedlock,  243,407.  June 
28.  1881;  Parker.  922,717.  May  25.  1909;  Shaw, 
1,206.148,  Nov.  28,  1916;  Carl,  German,  203,782,  Oct. 
2a  1908. 

The  claim  defines  the  device  In  detail.  The  ma- 
terial elements  are  a  l)oard  with  a  hole  therein 
through  which  the  ball  Is  to  be  pitched  Into  a  bag 
attached  at  the  back  of  the  board,  the  board  hav- 
ing a  prop  blngedly  fastened  to  Its  back,  and  fold- 
able  link  stay  devices  to  permit  the  fnnne  to  be 
folded  compactly  against  the  board's  rear  side. 

The  German  patent  to  Carl  relates  to  a  ball  game 
apparatus  in  which  the  ball  is  thrown  upon  a  l>ounc- 
Ing  board,  the  objective  being  to  have  It  bounce  from 
tbe  board  to  be  received  by  some  one  of  a  series  of 
nets  In  the  form  of  pockets  attached  beneath  holes 
In  a  plate  arrange*)  above  and  at  an  appropriate  dis- 
tance from,  and  in  proper  relation  to  the  board.  The 
plate  is  blngedly  attached  to  a  support.    The  de\  ice 
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Is  so  constructed  as  that  it  may  be  compactly  packed, 
but  in  order  to  do  this  It  is  necessary  to  separate  cer- 
tain of  its  parts. 

The  patent  to  Parker  also  relates  to  a  game  in 
which  bags  filled  with  beans,  or  the  like,  are  pitched, 
after  the  fashion  of  quoit  pitching,  at  holes  in  a 
rectangular  board  which  is  so  placed  in  a  case  or 
container,  with  proper  hinging,  as  that  its  upper 
end  can  be  raised  or  lowered  to  the  desired  eleva- 
tion so  as  to  obtain  the  prop<^r  slant.  The  pocket 
lx»ard  can  l»e  lowered  In  tbe  case  so  that  the  case 
lid  may  be  closed  for  convenience  in  transportation, 
or  for  any  purpose  desired.  The  holes  in  the  t)oard 
have  pockets  l)eneath  them. 

The  patent  to  Shedlock  relates  to  an  easel  for  pic 
tures  and  includes  a  support  or  prop  with  foldable 
links,  while  the  patent  to  Shaw  relates  to  a  bulletin- 
board  and  Seems  to  have  been  cited  be<^'ause  of  its 
showing  of  an  easel-like  support  having  pivoted  legs. 

It  is  conceded,  ns  of  course  It  must  be,  that  the 
claim  does  not  read  upon  any  one  of  the  references 
taken  alone. 

We  think  It  must  be  further  conceded  that  no 
one  of  the  individual  features  in  the  respective 
patents  cited  could  be  of  the  slightest  use  in  ap- 
pellant's device  without  material  alteration.  This 
Is  particularly  tnie  of  the  features  of  the  two  pat- 
ents relating  to  games — those  of  Parker  and  Carl. 

Parker  provides  a  device  adapted  to  one  kind  of 
game ;  Carl  a  device  adapted  to  another  kind ;  ap- 
pellant provides  a  device  adapted  to  a  game  dlrfer- 
Ing  from  both,  and  presents  a  structure  wblch  dif- 
fers materially  and  radically  from  the  structures  of 
both.  Appellant's  device  Is  quite  as  distinct  from 
each  of  the  patented  devices  as  each  of  those  is  from 
the  others. 

Viewing  his  structure  ns  a  whole  and  measuring  It 
by  the  art  cited,  we  feel  constrained  to  disagree  with 
tbe  tribunals  of  the  Patent  Office  upon  the  question 
of  Its  patentability.  That  any  substantial  doubt 
should  l>e  resolved  in  an  applicant's  favor  is  a  fa- 
miliar rule  which  we  regard  as  applicable  here. 

The  decision  of  the  Board  of  Appeals  Is,  therefore, 
reversed. 

Reversed. 


U.  S.  Court  of  Cnttoni  and  Patent  Appesli 

In  re  Coroes 
.Vo.  S^.     Decided  April  IS,  ms 

(76  F.(2d)  302] 

r.vTrvTAHiLiTT — Oar  MAcni«r«. 

Claims    for   a    gas    machine   Held   unpatentable   over 
the  prior  art. 

Appeal  from  the  Patent  Office.    Affirmed. 

Mr.  iMirrrnce  C.  Kingsland,  Mr.  John  D.  Rippey, 
and  Mr.  John  IT.  Cansidy  for  Cordes. 

Mr  T.  A.  Hostetlcr  and  Mr.  Howard  S.  Miller  for 
the  Commissioner  of  Patents. 
ijiimooT,  J.: 

This  Is  an  appeal  from  a  decision  of  the  Board.x)f 
Appeals  of  the  United  States  Patent  Office,  afflnhlng 
n   decision  of  the  Examiner,  rejecting  all  of  the 


claims  of  appellant's  application,  four  in  number,  for 
lack  of  invention  over  the  prior  art. 

Claim  1  is  illustrative  and  reads  as  follows: 
1.  In  a  device  of  the  class  described  the  combination 
Including  a  liquid  supply  tank,  a  carbureting  chamber  in 
communication  with  the  tank,  means  adapted  to  maintain 
a  constant  liquid  level  in  said  chamber,  a  fixed  air  nonle 
in  the  chamber,  an  air  tank,  a  conduit  between  said  air  tank 
and  said  nosile,  a  pressure  regulator  in  said  conduit,  a 
service  pipe  leading  from  said  chamber,  and  a  pressure 
regulator  in  said  pipe. 

The  references  cited  are:  Garred,  568.672.  Sep- 
tember 29.  1896 ;  Cornish,  750,433,  January  26.  1904 : 
Colbath,  763,965.  July  5, 1904  ;  Bruce,  768,732.  August 
30.  1904, 

Appellant's  alleged  Invention  Is  well  described  In 
the  decision  of  the  Examiner  as  follows : 

The  Invention  relates  to  a  system  for  producing  a  com- 
bustible gaseous  mixture  for  use  as  a  domestic  fuel.  In 
such  systems  air  Is  brought  Into  contact  ^Itb  light  liquid 
hydrocarbon,  osuallv  gasoline,  which  vaporizes  Into  tbe 
air  and  produces  the  mixture  which  is  supplied  to  the 
burners  for  use. 

Appellant  provides  a  submerged  blast  type  carburetor  ID 
wblch  the  liquid  is  maintained  at  a  constant  level  over 
the  Ruhmerired  air  inlet.  lie  also  maintains  the  air  Inlet 
flt  a  constant  pressure  bv  means  of  a  suitable  pressure 
regulator  and  places  a  sfmllar  regulator  In  the  gaseous 
mixture  outlet  to  maintain  a  constant  delivery  pressure. 
The  mixture  Is  supplied  to  a  plurality  of  burners,  any  or 
all  of  which  may  be  operatlne  at  any  one  time  and  the 
demand  for  the  mixture  therefore  is  variable.  Appellant 
states  that  normally  such  a  variable  demand  would  tend 
to  cause  the  qtiallty  of  the  mlxtnre  to  vary  bat  that  by 
providing  a  constant  level  carburetor  and  a  constant  pres- 
sure at  the  air  inlet  he  produces  a  uniform  mlxttire  under 
all  conditions. 

The  patent  to  Garred  relates  to  a  machine  for 
generating  gns  and  shows  a  carbureting  chamber  hav- 
ing a  submerged  air  Inlet  and  a  float  for  main- 
taining a  constant  level  of  liquid  supplied  from  the 
tank. 

The  patent  to  Cornish  also  shows  a  similar  ar- 
rangement. Including  a  constant  level.  Ribmerged 
blast  carbureter. 

The  patent  to  Br-nce  shows  a  carbureter  not  of  the 
constant  level  type,  with  pressure  rejrnlntors  \}y*ov 
either  side  of  the  carbureter,  that  Is  to  say.  n  pres- 
sure regulntor  In  tlio  air  pipe  leading  to  the  car- 
bureter and  a  pressure  regulator  in  tbe  service  pipe 
lending  from  the  carbureter  to  the  burners.  Tbe 
patent  states : 

The  objects  of  this  invention  are.  first,  to  provide  an  im- 
proved carburetor  in  which  the  Introduction  of  the  air 
and  the  llould  hvdrocarbon  In  proper  proportions  Is  auto- 
matically  controlled  ;  second,  to  provide  an  Improved  car- 
bureter In  which  the  amount  of  carbureted  air  produced 
is  controlled  by  the  amount  consumed  :  third,  to  provide 
an  improved  carbureter  in  which  practically  all  of  the 
liquid  hydrocarbon  Is  utilized  :  fourth,   to  provide  an   Im- 

firoved    carbureter    which    although    simple    and    compact 
n  structure  is  of  large  capacity  and  is  economical  to  pro- 
duce and  not  likely  to  get  out  of  repair. 

The  patent  to  Colbath  shows  a  carbureter,  not  ol 
the  constant  level  type,  and  a  pressure  regulator  be- 
tween the  carbureting  chaml)€r  and  tbe  burners. 

The  Board  of  Appeals  and  the  Examiner  held  that 
all  of  the  elements  of  the  combination  set  out  In 
the  Involved  claims  were  old ;  that  It  was  old  to 
maintain  uniform  pressure  In  gas-mlxlng  apparatus 
In  which  the  liquid  was  not  maintained  as  a  body 
in  tbe  carbureting  chamber ;  that  it  was  old  to  main- 
tain the  level  of  the  body  constant  In  the  type  of 
apparatus  disclosed  In  appellant's  application,  and 
that  It  would  not  Involve  Invention  to  add  the  pres- 
sure control  disclosed  in  the  Bruce  patent  to  the 
type  of  carbureter  shown  by  Garred  or  Corrrish,  In 
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which  the  body  of  tlie  liquid  Ls  maintained  at  a 
constant  level. 

The  Board  of  Appeals  in  its  decision  stated: 

In  the  pr««eiit  Instance  we  believe  that  anr  one  familiar 
with  the  constant  liquid  level  trpe  of  carbareter.  upon 
•eelnff  In  the  Bruce  patent  the  dealrabiUtv  of  malntaln- 
ln«r  a  constant  pressure  on  the  air  woold  receive  tho 
susrrestlon  of  applrtng  a  pressure  control  to  the  constant 
liquid  level  type,  we  cannot  discover  that  any  unexpected 
result  flows  from  the  addition  of  the  pressure  control. 
We  believe  that  the  additional  advantage  of  the  pressure 
control  would  be  the  same  with  both  types  of  carbureters. 

Appellant  concedes  that  the  elements  of  his  com- 
bination are  old,  as  is  disclosed  by  the  references, 
but  contends  that  his  combination  of  elements  Is  new 
and,  as  a  matter  of  law,  cannot  be  held  to  be  antici- 
pated because  no  single  reference  cited  shows  all  of 
the  elements  or  their  mechanical  equivalents^  or 
the  function  of  his  new  con>btnatlon.  In  this  con- 
tention he  relies  upon  our  decision  In  the  case  of 
In  re  Dann,  18  O.  C.  P.  A.  (Patents)  1031,  47  F.(2d) 
356,  409  O.  C.  7.  This  case  does  not  support  ap- 
pellant's contention.  In  our  opinion,  speaking  of 
tlie  combination  there  Involved,  we  said : 

•  •  •  The  combination  was  not  obvious  to  one  skilled  In 
th*-    art    and,    in    our    opinion.    Involves    invention.    •    •    • 

We  there  quoted  with  approval  from  a  decision  of 

the  Commissioner  of  Patents  in  the  case  of  Ex  parte 

McCullum,  C.  D.  1914,  70,  as  follows: 

In  determlnlntr  the  patentability  of  a  claim  over  features 
found  only  In  a  plurality  of  references  it  Is  necessary  to 
consider  the  structural  differences  sped  fled  In  the  clalmx 
as  well  as  their  functional  differences  or  result.  If  the 
structures  of  the  several  references  can  not  he  comblne<l 
without  the  exercise  of  Invention,  even  thoueh  the  result 
Is  old,  the  claims  should  be  allowed.  If  the  structures 
of  the  references  may  be  combined  or  substituted  one  for 
the  other  and  the  comtdned  fanctlon  or  result  la  new 
the  claim  should  be  allowed.  It  Is  only  when  both  the 
structural  features  found  In  the  references  mav  t)e  com- 
bined without  invention  to  meet  the  structure  called  for 
by  the  claim  and  the  function  or  result  Involves  no  Inven- 
tion that  the  claim  should  be  rejected. 

In  passing  upon  the  patentability  of  combination 
claims  we  have  frequently  combined  references  and 
held  that,  In  view  of  such  references,  an  alleged  new 
combination  would  be  obvious  to  one  skilled  in  the 
art,  and  hence  unpatentable.  The  case  of  In  re 
Farrand,  18,  C.  C.  P.  A.  (Patents)  1452,  49  F.(2d) 
1085,  413  O.  G.  560,  Is  lUustratlve  of  this  class  of 
cases.  The  claims  there  involvetl  were  combina- 
tion claims.  The  elements  of  the  combination  were 
not  found  In  any  single  reference,  but  one  element 
was  disclosed  In  one  of  the  references  and  the  other 
two  elements  of  the  combination  were  disclosed  In 
another  of  the  references.  In  holding  that  the 
claims  there  Involved  were  unpatentable  we  said : 

•  •  •  The  modiflcations  of  these  old  elements  requialte 
to  produce  appellant's  device  were,  in  our  opinion,  merely 
a  matter  of  mecliAoical  skill. 

•  •••••• 

•  •  •  It  seenn  to  us  that  the  combination  is  obvious 
to  persons  sklUed  In  the  art  and,  therefore,  not  new  or 
novel  in  the  patentable  sense. 

We  are  therefore  of  the  opinion  that  the  only  ques- 
tion here  Involved  Is  whether  appellant's  combina- 
tion would  be  obvious  to  one  skilled  In  the  art  hav- 
ing the  Bruce,  Garretl,  and  Cornish  patents  be- 
fore him. 

Both  the  patentee  Bruce  and  appellant  had  the 
same  objective,  viz,  the  securing  of  a  uniform  gas- 
eous mixture;  both  employed  pressure  regulators  for 
this  purpose,  but  appellant  by  the  use  of  a  constant 
level  type  of  carbureter  secures,  no  doubt,  a  more 


nearly  uniform  mixture  than  could  be  secured  with 
the  Bruce  apparatus.  The  Examiner  In  his  state- 
ment expressed  the  opinion  that  Bruce  wouhl  pro- 
duce a  uniform  mixture  under  all  conditions,  but 
that,  assuming  that  appellant  secures  a  somewhat 
better  mixture,  no  new  result  was  produced  ren- 
dering his  combination  patentable.  It  is  our  view 
that  no  unexpectetl  result  is  secure<l  by  appellant's 
combination  and  that  one  skilled  in  the  art,  with  the 
Bruce.  Oarred.  and  Cornish  patents  before  him, 
would  reallie  that  by  substituting  In  the  Bruce  ap- 
paratus the  constant  level  type  of  carbureter  shown 
by  Garred  or  Cornish  for  the  carbureter  shown  by 
Bruce  a  more  uniform  mixture  would  be  secure*!. 
Therefore  the  new  combination  did  not  require  the 
exercise  of  the  Inventive  faculty.  If  this  substitu- 
tion were  made,  the  claims  here  involved  would 
read  upon  the  Bruce  apparatus.  : 

For  the  reasons  stated,  the  decl.«ilon  of  the  Board 
of  Appeals  Is  affirmed, 

Afflrme<l. 


PftttBt  S«kf 

(Notices  under  sec.  4921.  R  8  ,  as  amended  Feb.  18.  1922) 
1.089.405,  W.  S.  Ffrmison,  Reinforced  concrete  dock 
or  pier,  appeal  flle<l  Feb  8.  19S0.  C.  C.  A.,  3d  Clr..  Doc. 
5757,  The  Dock  .t  Terminal  Enoine^ring  Co.  et  al  v  J'eitm- 
»vlvania  Rrd.  Co. 

1.104.589.  Wnrtl  k  Taylor.  Gear  grlndlnit  machine: 
1.155.532.  F.  A  Ward.  Marhlne  for  Krindliii:  fp!lne«l 
shafts:  1,271,495,  same.  Method  of  grinding  spllned  nhaftn 
nnd  other  interrupted  cylindrical  bodies:  1,273.016,  same. 
SpUned  shaft.  D.  C.  N.  D.  Ohio.  W.  Dlv.,  Doc.  E  844, 
The  Gear  OHndinp  Machine  Co.  v.  The  WUly-Overlamd 
Co.     Dismissed  .Hept    12.  1935 

1.156.582      (See  1,104.589  ) 

1.200,890.  P.  Schuttlcr  et  al  ,  Carbureter,  D  C,  E  D. 
Mich.  (Detroit).  Doc.  6126,  Pallaa  Apparate  v.  Chry»ler 
Corp.  DiHffllsMHl  without  prejudice  Sept  6.  10.'?5,  same, 
D.  C  .  N  D  Ohio,  W.  Dlv..  r>oo.  E  1370.  Pallaa  Apparate 
V.  The  Tillotaon  Mfg.  Co.     Dismissed  Sept    10,  1935 

1,231,764,  F.  Lowenstein,  Telephone  relay;  1.818.017. 
same.  Wireless  telejcrnph  apparatus:  1,403.475.  H.  D. 
Arnold.  Vacuum  tube  circuit:  1.465,832.  same.  Vacuum 
tube  amplifier  ;  1.403.9.32.  R.  H  Wilson.  Electron  dis- 
charge device;  1.507,016.  L.  de  Forest.  Radio  RlgnallnK 
system;  1.507,017.  same.  Wireless  telegraph  and  tele- 
phone system;  1.702.8;<3,  W.  S  Lemmon,  Electrical 
condenser;  1,811,096,  H.  J.  Round,  Thermionic  ampli- 
fier and  detector  ;  Re.  18.579.  Ballantlne  *  Hull.  Demodu 
lator  and  mPtho<l  of  demodulation.  D.  C.  S.  D  Calif.  (Ix>n 
Anxeles),  Doc.  E  78— M.  Radio  Corp.  of  America  et  s/.  v. 
Wettori  Radio  Corp  Decree  for  plaintiff.  Injunction 
granted  Sept.  3.  1935. 

1,247,540.  1.247,542.  Re  15,140.  W.  Jone*.,  Purification 
of  sewage  and  analogous  liquids;  1,282.687.  same.  Appa- 
ratus for  the  purification  of  sewage  and  analogous  llquldc. 
D  C,  E.  D.  WI.K.  (Milwaukee).  Doc.  4492.  Activated 
Sludge,  Inc.,  v.  Metropolitan  Bevserage  Commi*aion  of 
the  County  of  Milicaukee,  Wis      Dismissed   Sept.  9.   1935. 

1.247,542.     (See  1.247,540.)    1.271.495.    (.See  1.104.589  ) 

1.273.016.  (See  1,104.589.)    1.282,587.    (See  1.247,540.) 
1,282.587.   W.  Jones.  Apparatus  for  the  purification  of 

sewage  and  analogous  liquids;  1.286,017,  Re.  19,577,  name. 
Purification  of  sewage  and  analogous  liquids,  filed  Sept. 
12,  1936.  D.  C.  8.  D.  N.  Y..  Doc.  E  81/160,  Aetivated 
Sludge,  Inc.,  t.  City  of  New  York. 

1.286.017.  (See  1.282.587.) 

1.299.024.  B.  A.  Proctor.  Stock  quotation  projector  ; 
1.666.804.  1.666.305.  same,  Projecting  machine;  1.6C6,306, 
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same,  Tension  control  for  ticker  tape;  1,666,307,  same. 
Jump  absorbing  mechanism,  filed  Sept.  18,  1935,  D.  C, 
8.  D.  N.  Y.,  Doc.  K  81/151,  Trama-Lu^  MomU  Ticker  Corp. 
et  ml.   V.  B.  T.  Burton  et  ai,   (Burton,  I'luett  d  Dana) 

1,373.957,  W.  C.  Farnum,  Gear  cutting  mechanism  ; 
1,680,268,  C.  H.  Schurr,  Proeess  oi  generating  or  grinding 
gear  teeth  ;  1.720,404.  same.  Gear  grinding  machine,  filed 
Sept.  12,  1985,  D.  C,  N.  D.  Ohio,  E.  Dlv.,  Doc.  E  5317, 
The  Leet  Bradner  Co   v.  Pratt  <t  Whitney  Co.  et  al. 

1,403.475.    (See  1.281,764.)     1.403.932.    (See  1,231,764.) 

1,421.014.  F.  J.  Lapolnte.  Attachment  for  broaching 
machines;  1.937.121,  same.  Hydraulic  broaching  machine; 
1.951,194.  »ame,  Automatic  broaching  machine,  filed  Sept, 
12,  1935.  D.  C,  E.  D.  Mich.,  8.  Dlv.,  Doc.  7206,  F.  J. 
Lapointe  et  al.  v.  The  Colonial  Broach  Co. 

1,430,682,  A.  PoUak.  Initialed  buckle,  plate  and  the 
like,  flle<l  Sept  12.  1935,  I).  C.  S.  D.  N.  Y.,  Doc.  B 
81/149,  Service  Patenta  Corp.  v.  Carole  Bagtt  li*c, 

1,465.832.      (See  1.231,764.) 

1,470.524.  H.  B.  Burt,  Process  of  tasking  frosen  con- 
fections; 1.718,997,  same,  Proxen  confectionery;  1,505,692, 
F.  W.  Epperson,  Hsme,  D.  C,  S.  D.  Calif.  (Los  Angeles), 
Doc.  B  R — 77— J,  National  Popaicle  Corp.  et  al  v.  Icy- 
claire,  Inc.,  «t  al.  Claims  1  and  2  of  1.470,524.  claims 
1  and  7  of  1,718.997.  and  (lalms  2  to  7  incl.  of  1,606,592 
held  valid  and  infringed  May  16,  1935.  Decree  for  plain- 
tiff for  injunction  Sept.  11,  1935. 

1.482.151,  H.  Rosenberg.  Metallic  fastener;  1.978,146. 
same,  Anchoiage  device,  appeal  filed  Sept.  11,  1985,  C.  C. 
A.,  2d  Clr.,  Doc.  — ,  H.  Roaenberg  et  al  v.  Oroov  Pin  Corp. 

1,505,.%92.    (See  1.470,524.)    1.507.016.    (See  1,281,764.) 

1.507,017.      (See  1.281,764.) 

1.593.264,  J.  A.  KHly.  Shoe;  1,714.271.  same.  Process 
of  making  shoes,  filed  Sept.  3,  1936.  D  C,  8.  D.  N.  Y.. 
Doc.  E  81/130,  Kelly  Proceaa,  Inc.,  et  al.  v.  Dtlman,  Inc. 

1.618.017.      (Kee  1.281,764.) 

1.683.739.  H.  J.  Galrman.  Safety  rasor.  filed  Feb.  14, 
1936,  C.  C.  A.,  3d  Clr.,  Doc.  6760.  OUtette  Safety  Razor  Co. 
V.  Etxes  Razor  Blade  Corp 

1,602.035.  1.710.804.  F.  L.  Smith  et  al.  Retread  mold 
for  tirea;  1.760.944.  E.  A.  Glynn.  Tire  retreading  mold, 
filed  Aug.  9.  1935.  D  C.  N.  D  Calif.  (San  Francisco), 
Doc.  E  3913 — L,  Sup^  Mold  Corp.  v.  J.  V.  Rovig  et  al. 
(Truck  Tire  SenHce  Co.). 

1.666.304.     (See  1.299.024.)     1,666.806. 

1.660.306.  (  Se*'  1.299.024.)    1.666.307. 

1.G80.258.    (See  1.373.957.)    1.702,833. 

1.710.804.    (See  1,662,036.)    1,714.271. 

1.718,997.    (See  1.470,524.)     1.720.404. 

1,782,708,  Wlthrow  &  Close.  Burner,  filed  Sept.  9.  1985, 
D.  C.  E.  D.  Mich.  (I>etrolt).  Doc.  7203,  The  Toledo 
Preased  Steel  Co.  v.  Keller  Tractor  d  Equipment  Co. 

1.760.944.     (See  1.662,036.) 

1.709.858,  C.  L.  Roberts,  Marine  derrick  footing; 
1.811.761.  same.  Submarine  oil  well  deriick;  1,867,030, 
same.  Marine  oil  well  derrick,  filed  Sept.  6,  1935.  D.  C, 
8.  D.  Calif.  (Ijoh  Angeles).  Doc.  B  754 — Y,  C.  L.  Roberta 
V.  Oentral  Petroleum  Corp.  of  Calif. 

1,811.096.    (See  1.281.764.)    1,811,761.    (See  1.769.858.) 

1.863.560.  1,853,561,  P.  8.  Hauton.  Mechanical  pencil, 
appeal  filed  Sept.  12.  1985.  C.  C.  A.,  2d  Clr.,  Doc.  — , 
Bcripto  Mfg.   Co.  v.  Eagle  Pencil  Co. 

1.853.561.  (See  1.858,660.)    1.867.217.    (See  1,879,584.) 
1,865.037,   A.  Novlck.  Method  of  making  window  enve- 
lopes, D.   C,   B.   D.    Pa..   Doc.   7385.  Continental  Paper  d 
Bag  Corp.  et  al.   v.    T.  M.    Royal  d   Co.     Stipulation   of 
counrel  dUcontlnulng   case   Sept.  6,   1936. 

1.867.080,       (See    1.769.858.) 

1.879  584,  H.  8t.  Pierre,  Antl-akld  device;  1.857.217, 
aame.  Buckle.  D.  C,  8.  D.  N.  Y..  Doc.  E  79/294,  H.  St. 
Pierre  et  al.  v.  Timea  Square  Storea  Corp.  Consent 
order  of  discontinuance  (notice  Sept.  6.  1935). 


(See  1.299.024.) 
(See  1.299.024.) 
(See  1,231,704.) 
(See  1.698.264.) 
(See  1.373.967.) 


1.896,744,  C.  S.  Frick,  Liquid  atomlaer,  filed  Sept.  12, 
1935.  D.  C,  E.  D.  N,  Y.,  Doc.  E  7731,  C.  S.  Frick  et  al.  r. 
O.  B.  Criap  et  al. 

1.937,121.    (See  1,421.014.)    1,961,194.    (See  1.421,014.) 

1,978.145.      (See  1,482,161.) 

1,989,535.  F.  W.  Stolzenberg,  Pile  fabric,  filed  Sept. 
14,  1935.  D.  C.  Conn.  (New  Haven),  Doc.  E  2484,  Sidney 
Blumcnthal  Co.,  Inc.,  v.  Ro$aie  Velvet  Co. 

lie.  15,140.     (See  1,247.640.) 

Re.  18,579.      (See  1.231,764.) 

Re.  19.577.     (See  1.282,587.) 

DeB.  76.293,  J.  Evans,  Dipping  spoon,  filed  Sept.  10, 
1935,  D.  C,  N.  D.  Ohio.  E.  Dlv.,  Etoc.  5816.  J.  Evana  v. 
The  laaly  Dairy  Co.  et  al. 

Des.  92.218,  Des.  92.219,  E.  A.  Walton.  Design  for  a 
drinking  glass,  filed  Aug.  1,  1935,  D.  C,  N.  D.  Calif.  (San 
Francisco),  Doc.  B  3912 — S.  Nu-Art  Colorglaze  Co.  v, 
T.  A.  Dillon  et  al.    (Labelart  Product  a  Co.). 

Des.  92.219.     (See  Des.  92,218.) 

T.  M.  178,725,  The  Shredded  Wheat  Co.,  Biscuits  op 
crackers ;  T,  M.  213,456.  same,  Foods  and  ingredients, 
filed  April  1.  1935,  C.  C.  A.,  3d  Clr.,  Doc.  5801,  Sational 
Biscuit  Co.  V.  Kellogg  Co. 

T.  M.  213,456.      (See  T.  M.  178.725.) 


Adkenc  DecisioES  m  liiterf  ereacc 

In  interferences  Involving  the  indicated  claims  of  the 
following  patents  final  decisions  have  bo«n  rendered  that 
the  respective  patentees  were  not  the  first  Inventors  with 
respect  to  the  claims  listed  : 

Pat.  1.92."».346.  K.  El  Summers,  Screw  thread  caliper 
gauge,  decided   Septeml)er   10,    1935,    claim    7. 

Pat.  1,926,806,  C.  H.  Granger,  Sustaining  power  syn- 
chronous electric  clock,  decided  October  7,  1935,  claim  13. 


Be 


Disclaimers 

18,111. — Frederick     K.     WooOtoard,     Newton,     Mass. 
ROLL.      Reissue   Patent    dated   June   23,    1931.      Dis- 
claimer filed  October  2,  1936,  by  the  assignee,  St  owe- 
Woodward,  Inc. 
Hereby  makes  the  following  disclaimer  : 
It    disclaims   in   line  9   of   the   specification   the   words 
"and  elsewhere". 

Under  claims  1,  2,  3.  4,  6.  6,  and  8,  It  disclaims  from 
the  scope  of  said  claims  all  rolls,  if  such  be  in  law  com- 
prehended by  said  claims  in  their  present  form,  other  than 
paper  machine  rolls  for  operation  in  contact  with  a  moist 
web. 


1,807,567.— WoroW  A.   Clark,  Northbrook,   111      C)IL  SuiL. 

Patent  dated  May  26,  1931.     Disclaimer  filed  October 

6,  1935,  by  the  assignee,  Chicago  Ratchide  Hanufao- 

turing  Company. 

Hereby    enters   this   disclaimer    to    those    claims   of   the 

specification  of  said  Letters  Patent  which  are  as  follows  : 

"1.  In  a  seal,  two  axially  spaced  centrally  apertured 
cage  members,  one  of  which  is  attached  to  the  other,  a 
flexible  sheet  packing  which  is  sbiftable  radially  wtthln 
the  space  enclosed  by  said  cage  members  and  has  a  radial- 
ly flanged  portion  in  shiftable  fluid-tight  association  with 
the  inner  face  of  one  of  said  cage  members  and  an  axially 
sleeved  portion  of  smaller  inside  diameter  than  the  aper- 
tures in  said  cape  members  for  rotatable  fluid-tight  asso- 
ciation with  a  shaft  passing  through  the  same,  a  spacer 
member  which  is  positioned  about  the  axially  sleeved  por- 
tion of  said  packinp  and  is  clamped  jnder  pressure  against 
the  radially  flanged  portion  of  said  packing  by  the  inner 
face  of  the  other  of  faid  cage  members,  and  a  spring  mem- 
ber which  is  positioned  under  tension  within  the  spacer 
member  about  the  axially  sleeved  portion  of  said  packing 
for  constricting  the  i>acklng  on  the  shaft. 

"2.  In  a  seal,  two  axially  spaced  centrally  apertured 
cage  members,  one  of  which  is  attached  to  the  other,  a 
leather  packing  which  is  shiftable  radially  within  the 
space  enclosed  by  said  cage  members  and  has  a  radially 
flanged  portion  of  substantially  uniform  thickness  In  ra- 
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dlally  sliifTablt'  tluid-tijjlit  assoclatiou  with  the  inner  face 
of  one  of  said  cage  ruenibers  ainl  an  axially  sleeved  por- 
tion of  smaller  inside  diameter  than  tlie  apertures  in  said 
rage  meml)*>ra  {><r  rotatalde  fluid  tight  aHHooiatlon  with  a 
shaft  passing  through  the  same,  a  spacer  ring  which  is 
positioned  about  the  axially  sleeved  portion  of  sai'l  pack- 
ing in  radially  spaced  relation  to  the  same  and  18  clamped 
under  pressure  against  the  radially  flanged  porti'jn  n(  said 
packinif  by  the  Inner  face  of  the  otiier  of  said  cage 
members,  and  un  endless  coll  soring  of  less  thickness  than 
the  spacer  ring  which  is  positioned  under  tension  within 
the  spacer  ring  ab<iut  the  axially  sleoveil  portion  of  said 
packing  for  constrict inL;  the  packing  about   the  shaft." 

"St.  As  an  article  of  manuiactuie,  a  self-i  ijntained  seal 
for  insertion  as  an  assemtjled  unit  within  a  tubular  hous- 
ing in  enconuassing  relation  to  a  centrally  located  shaft, 
consisting  of  a  hollow  inwardly  op»'n;ng  annular  cage,  n 
flangtd  packing  niemb-r  )iouse<l  within  the  cage  with  the 
radially  ex'endliig  portion  of  the  member  positioned 
against  one  «»nd  of  thf  caaie  in  spare*!  relation  to  the 
other  end.  a  spacing  ring  positioned  between  the  radially 
extending  portion  of  ttie  packing  uiembt-r  and  th*-  op- 
p<jsite  en<l  of  the  <*a>?e.  a  spring  member  foclomvl  within 
the  spacing  ring  for  constricting  the  packing  member  on 
tbe  shaft,  and  circumferentially  interlocking  means  be- 
tween both  the  packing  member  and  the  ring  and  the 
cage  and  the  ring. 

10.  As  an  .irticle  of  manufacture,  a  self-contained  seal 
for  insertion  as  an  ass«'mble<1  unit  within  a  tubular  hous- 
ing in  euconipa-'sing  relation  to  a  centrally  lo«'aied  shaft, 
consisting  of  a  hollow  inwardly  opening  annular  cage,  a 
flanged  packing  member  housed  within  the  cage  with  the 
radially  extending  portion  of  tie  membtr  positioned 
against  one  fnd  of  the  cag>'  in  spaced  relation  to  the  other 
end,  a  spacing  ring  posit ion>Ml  betwf«'n  the  radially  ex- 
tending portion  of  the  packing  m«niber  and  the  opposite 
end  of  the  cage,  a  spring  nienil>-r  •■nclosed  within  the  .^pac- 
ing ring  for  constrlctliii^  the  packing  member  on  the  shaft, 
spurs  on  the  sparing  ring  in  eml>eddeJ  engagement  with 
the  packing  member  to  prevent  relative  rotation  ther*- 
between,  and  a  pmJ*»ctlon  on  the  cage  In  Interlocked  en- 
gagement with  the  recess  in  the  spacing  ring  to  preTent 
relative  rotation   therebetween.'' 


1,851.162.— John   W.    Coagrove,  dec^a$ed,   by   Caroline   E 
t'oggrove,    adminiatratrix,    Medf'rd,    Ma.i.x.       Coati.no 
Machi.hb.     Patent  dated  March  29,  19-"?2.     IMsclalmer 
filed   October  3,    1935.    by   the   as.'^ignee,   United  8ho, 
Machinery  Corporation 
Hereby  enters  this  disclaimer  to  said  claims  32,  33.  34, 
35,  36,  and  37  of  said  Letters  Patent,  which  are  In  the  fol- 
lowing words,  to  wit  : 

"'32.  In  a  cementing  machine,  a  cement  applying  mem 
ber,  and  a  gage  associated  with  the  member  and  having 
portion*  relatively  adjustable  toward  and  from  each  other. 
and  means  for  holding  said  portions  In  adjusted  relation, 
said  portions  being  arranged  to  engage  opposite  sides  of 
the  work. 

"33.  In  a  cementing  machine,  a  cement-applying  mem- 
ber, and  a  gage  associated  with  the  meml>er  and  having  a 
flTe<l  portion  and  a  portion  adjustable  toward  and  from  the 
fixed  portion,  said  portions  being  arranged  to  engage  op- 
posite sides  of  the  work  and  one  being  inclined  with  re- 
spect to  the  other. 

"34.  In  a  cementing  machine,  a  cement  applying  mem 
b«r,  a  gage  associated  with  the  member  and  having  a  fixed 
portion  and  a  portloD  adjustable  toward  and  from  the  tlx»'(J 
portion,  a  spring  forcing  one  portion  toward  the  other, 
and  a  screw  threaded  through  one  portion  and  contacting 
with  the  other 

"35.  In  a  cementing  machine,  a  cement-applying  mem- 
ber, and  a  gage  having  relatively  movable  portions  ar- 
ranged for  contact  with  opposite  sides  of  the  work,  there 
being  a  gaging  projection  upon  one  portion  arrange<l  for 
contact  with  tne  edge  of  salcf  work. 


'ati  In  a  cementing  machine,  a  cement  applying  mem- 
ber, and  a  gaije  havLug  relatively  movable  portions  ar- 
ranged for  contact  with  opposite  sides  of  the  work,  there 
being  a  projection  upon  one  portion  arranged  for  contact 
with  the  edge  of  said  work  and  an  opening  In  the  other 
portion   to  receive  the  projection. 

"3"  In  a  cementing  machine,  a  cement-applying  mem- 
ber, and  a  gage  haTing  relatively  movable  portions  ar- 
ranged for  contact  with  opp<  site  sides  of  the  work,  there 
being  a  projection  upon  one  portion  arranged  for  cNjntact 
with  thf  edge  of  said  work,  the  portions  having  work-en- 
gaging surfaces  diverging  from  the  projection.  ' 


2, 010,TW.— Julian  H.   9tark.  Fort    Wayne,   Ind.    Demand 
Meter       Patent    dated   August    6,    1936.      Disclaimer 
llle<l    September   28,    1935,    by    the   assignee.    General 
Electric  Company. 
Hereby  enters  the  f'dlowlng  disclaimer  of  claims  9,  10, 
and  11  of  the  said  Letters  Patent,  which  are  In  the  fol- 
lowing words,  to  wit : 

"9.  A  demand  meter  romprlslng,  a  driving  gear  which 
Is  rotate<l  in  acconlanc*-  with  the  demand  to  be  measured, 
a  demand  measuring  mt  mber.  a  driving  connection  Includ- 
ing a  gear  train  between  said  driving  gear  and  measuring 
member,  an  lultiuUy-tensioned  spring  connected  to  tb« 
measuring  member  end  of  said  gear  train  so  as  to  be 
further  tenBione<l  when  said  gear  train  Is  advanced  by  ro- 
tation of  !*ald  driving  gear,  time  controlled  m»ans  for 
moinentarllv  demeshiug  said  drive  gear  from  s«i<l  gear 
train  to  allow  said  spring  to  return  the  gear  train  to  a 
sero  position  at  the  end  of  demand  measiirink:  int.'rvais, 
means  tor  stopping  such  return  movement  at  the  aero  po- 
sition lonipnsing  a  -top  ge«r  which  Im  blocked  against 
backward  rotation  in  the  zero  position  thereof,  wlilch 
is  not  included  lu  said  driving  coiintcllon  but  which  is 
meshed  with  the  driving  end  of  the  gear  train,  said  ar- 
rangement serving  to  eliminate  all  back  lasli  in  th»-  driv- 
ing gear  train  wnlch  Is  returned  to  a  eero  position  and 
to  ^losltiou  the  demeshed  gear  thereof  In  a  iletlnite  rotary 
position  upon  its  return  to  a  lervi  position 

H>  A  demand  meter  Including  a  ilriving  gear  which  is 
Intermittently  advance<l  In  equal  steps  in  response  to  a 
measurement,  .a  demand  measuring  part  including  a  gear 
irlven  by  said  driving  g^ar,  meant  for  momentarily  de- 
me^hing  said  gears  to  allow  the  return  of  the  demand- 
measuring  part  to  a  zero  position,  means  for  returning 
sui<l  part  to  a  zero  position  when  said  gears  are  de- 
ineshed,  .said  driving  gear  liavlng  a  numtier  ■  f  teeth  equal 
to  or  a  multiple  of  the  number  of  steps  required  to  rotate 
said  gear  a  complete  revolution  such  that,  when  station- 
ary, its  teeth  always  assume  a  similar  orienteu  position, 
ami  means  for  positioning  said  driven  gear  with  It'*  teeth 
in  proper  mesiifng  alignment  with  the  driving  gear  when 
the  latter  Is  in  any  one  of  Its  stationary  positions  upon 
the  return  of  said  demand  measuring  part  to  a  zero  po- 
sition. 

'11  A  demand  meter  including  a  driving  gear  which  is 
advanced  in  'sjual  steps  in  response  to  a  measurement,  a 
demand  measuring  gear  train  naving  at  on<'  end  a  gear 
driven  by  said  driving  gear,  means  for  monientarlly  de- 
nie.-hlng  said  driving  and  driven  gears  at  ttie  end  of  de- 
mand-measuring Intervals,  an  Inltlally-tensioned  spring 
connected  to  the  other  end  of  the  (lemand-measurlnK  gear 
train  which  Is  further  tensioned  when  said  train  Is  ad- 
vanced for  returning  the  train  to  a  zero  position  when 
said  gears  are  dfmesh<d,  and  means  for  stopping  the  driven 
eear  in  a  definite  zero  position  upon  such  return  movement 
with  all  of  the  back  lash  in  said  gear  train  teken  up  due 
to  the  Initial  tension  of  .said  spring,  said  driving  gear 
having  a  numt>er  of  teetli  equal  to  or  a  multiple  of  the 
number  of  advancing  steps  thereof  re«iulred  to  make  a 
complete  revolution  so  that,  when  In  a  stationary  posi- 
tion between  advancing  steps.  Its  teeth  always  assume  a 
similar  oriented  position,  said  position  being  such  that 
the  driving  and  driven  gears  may  be  meshed  without  ro- 
tation of  elth'»r  when  tne  latter  Is  In   Its  sero  position." 
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The  following  trade-marks  are  published  in  compliance  with  section  6  of  the  act 
of  February  20,  1905,  as  amended  March  2,  1907.  Notice  of  opposition  must  be  filed 
within  thirty  days  of  this  publication. 

Marks  applied  for  "  under  the  ten-year  proviso "  are  registrable  under  the 
provision  in  clause  (b)  of  section  5  of  said  act  as  amended  February  18,  1911. 

As  provided  by  section  1  of  said  act,  a  fee  of  ten  dollars  must  accompany  each 
notice  of  opposition. 


CLASS  1 

Raw  or  Partly-Prepared  Materials 

Ser.  No.  340.027.     Amebican  Flb  dyei.nq  Company,  North 
Bergen,  N.  J.     Filed  July  24.  19:^3. 


The  words  *'E^1  Grey"  are  disclaimed   apart  from  the 
mark. 

For  Dyed  Skins. 

Claims  use  since  July  8,  1938. 


Ser.  No.  .•^08,841      .\.  i  J.  Enghl.  l>rc.,  New  York,  N.  Y. 
Filed  Aug.  80,  1»SS. 


REGAL  nUTRIAJi 


CLASS  2 

Receptacles 

Ser.   No.   8«8,900.     Ww  I'RorvtrTs   CoiiPAKy,   Inc.,  New 
York,  N.  Y.    Filed  Aug.  31,  1936. 


For  Moulded  Pulp  Troducts — Namely,  Bottles  and  Con- 
tainers for  Aqueous  and  Non-Aqueous  Liquids,  Boxes. 
Cans,  and  Containers  for  Dry  Materials  and  Pulverulent 
Materials,  and  Boxes.  Cans,  and  Containers  for  Plastic 
and   Semi  Solid   Materials 

Claims  use  ^ince  June  1,  1935.      .    _  .^^ 


Ser,  No.   369,859.     Uvrr,   Barntis  and  Ofik,   Inc.,   Pitts- 
burgh, Pa.     Filed  Sept.  16,  1035. 


The  word  "Nutria"  Is  disclaimed  apart  from  the  mark. 

For  Fur  Skins. 

Claims  use  since  Aug.  26,  1935. 


Ser.  No.  369,164.  Mackib  Cuemenb  Fcei.  Company,  Pitts- 
burg. Kans.,  and  Kansas  City,  Mo.  Filed  Sept.  10, 
19;<5. 

HUMMERIZED 


For  Hard  and  Soft  Coal. 

Claims  use  since  December,  1933. 


val-u 


For  Paper  Bags. 

Claims  us*  since  July  1,  1935. 


Ser.  No.  869,714.     Th«  Rapid  ELictrottpe  Co..  Cincin- 
nati, Ohio.     Filed  Sept.  25,  1935. 


For  Paperboard  Boxes  or  Containers. 
Claims  use  since  Sept.  9,  1935. 
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CLASS  3 

Baggage,    Animal    Equipments,    Portfolio*,    and 

Pocket  books 

S+T.   No.   368,334.      Kitty  KM-lt   Shok   ('OHPOR.iTio.v,   New 
York,  N.  Y.     Kiietl  Aug.  15,  1836. 

I^ttffy  Kelly 

"Kitty  Kelly"   Is   a  flcflonal  name. 

For  Travelllni;  Bags,  Hand  Bags,  Truuks,  I'ocketbookg, 
Suit-Cases,  Bill  t'olds-  Portfolios,  and  Travelling  KltH — 
Namely.  Bagn  or  Rolla  for  Liolding  Toilet  or  other  Arti- 
cles for  Travelling. 

Claims  use  since  Oct.  1.   1930. 


8er    No    368,578.     Fhaxk  J    gciGAN.  Ixc  ,   Maspetb,  Long 
Island.  N,  Y.     Flletl  Aug.  21'.  1935. 

NUA-GRIP 

The  word  "Grip"  ia  disclaimed  apart  from  the  mark 
For  Pocket  Book  Frames  and  Pocket  Books 
Claims  use  since  July   1,   10.15 


Ser     No     3»t8.8-'5.      U.    S.    Haui   C0»ip.4.\y,    Buffalo,   N.    Y. 
Filed  Aug.  29.  1935. 
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For  Ilames. 

Claims  use  since  Ang.  20,  1936. 


Ser.  No.    368,856.      H.    Mahqolin   k   Company,    inc..   New 
York,   N.  Y.,  and  Fltchburg.  Ma(<8.    Filed  Aug    30.   1935. 

For   Handbags   and   Purses 
Claims  use   since  July  1,  1935. 

CLASS  4 

Abrasive,  Detergent,  and  Polishing  Materials 

HfT.  No.  :{61,771.     Phodcction   Machine  CXHiIPa.ny,  <;reeD- 
Held,  Mass.     Filed  Feb.  23,  1935. 


i 

For  Polishing  Wheels. 

Claims  use  since  Oct.  4,   1934. 


Ser.    No.    366.889 
July  1,  1935. 


THYo.v,    INC,    Danhury.    Conn       KUed 


The  word  "Shave"   is  disclaimed   apart   from   the   mark. 
For   Shaving  Cream    Having    Incidental   I'ropert'es   as  a 
Facial  Cream. 

Claims  use  since  Jan    15.  193."^ 


Ser.    No.    368.128.       Coloatb-Palmolivb  r»«T     Compaxt, 
Jersey  City,  N    J.     Filed  Aut{    'd,  1935. 


The  drawing  is  lined  for  blue.  Applicant  is  owner  of 
T.  M  Keg.  No.  227, ♦)47  uruler  the  ten  yt-ur  proviso  of  the 
act  of  Feb.  20,  1905. 

For  Shaving  Cream   and  Bnishlesa  Shave  Cream. 

Claims  use  nince  .\ug.   1.   1934. 


Ser      No      368.129        rni>;  \Ti  I'>lmoli  vB  P«iiT    COMPANT, 
Jersey  I  Ity.  N.  J.     Filed  .Vug.  9,  1936. 


.\pplicant  is  the  owner  of  Registration  No  102.S(ji'  (Ke- 
newed).  The  drawing  la  lined  for  green  and  gold  or  yel- 
low. 

For    Shaving   Creaxn   and    Brushl**«B   Shnvf    ("team. 

Claims  use  since  Aug    1,    19.'i4 


8er.  No.  3e8,6.?2.     Old  Ditch  Ixdcstrial  PaODDcxa  Co., 
Ixc.   Kpiirne^,   N.  J.     Filed    Aug.   21,    1935. 

WHITE  ACE 


For    Shoe    Cleaner. 

Claims  use  Mince  July,    1932. 


Ser     .No    368.626.      I'oi  k    .Miii.ch   Pboductb  Corpokation, 
Richmond,    Va       Flh-d  Aug.  23.  1935. 


No  claim  Is  made  to  the  ri-presentaflon  of  a  carton 
apart  from  the  mark  T)\'^  ilrawing  Is  lined  for  red  and 
yellow. 

For  Soap. 

Claims  use  since  April.  1935. 


OCTOBEK  1*9,  1935 
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8«r.   No.  368.627.   Polk   Millkb   Pboddcts  CotPO»ATiox, 
Richmond,  Va.     Filed  Aug.  23,  1935. 


Th»'  reprv.seiitutlon  of  a  carton  is  disclaimed  apart  from 
the  mark.     The  drawing  is  lined  for  red.  yellow,  and  black. 
For  Soap. 
Claims  use  since  April,   1935. 


Ser.  No.  808,628.     1'olk   Miller  Pbodccts  Corporatiom, 
Richmond.  Va.      Filed   Aug.   23.    1935. 


j 


The  portrait   is  fanciful.     The  repreaentatlon  of  a  car- 
ton is  disclaimed. 
For  Soap 
Claims  use  since  April,   1935. 


Ber.  No.  308,630.     Polk  Millkr  Proddcts  Corpobatiok, 
Richmond,  Va.     Filed  Aug.  23,   1935. 


For  Soap. 

Claims  use  since  April,   1935. 

459  O.  G.— CO 


Ser.  No.  369,187.  Habby  A.  GBOROB,  doing  business  as 
The  Livingston  Company,  West  Hartford,  Conn.  Filed 
Sept.  11,  1936. 

SHAVETTES 


For  Shaving  (irnnules. 

Claims  use  since  May  24,  1935. 


Ser.  No.  869,230      Kbkk  Gi'ild,  Inc.,  Utica,  N.  T.     Filed 
Sept.   12,   1935. 


For  Soap  Products,    Particularly  Toilet   Soap,   Shaving 
Soap,  Etc. 

Claims  use  since  June  26,  1935. 

f  \         ». 

Ser.  No.  369,425.     John  Wanamakisr  Philadelphia,  Phil- 
adelphia, Pa.     Filed   Sept.   17,  1935. 

For  Toilet  Soaps. 

Claims  use  since  Sept.   5,  1935.  ^ 


CLASS  5 

Adhesives 

Ser.  No.   367.074.      Leef   Bros,   inc.,   Minneapolis.   Minn. 
Filed  July  8,  1935. 

GLU-O-PASTE 

The  words    'Glu  '  and  "Paste"  are  disclaimed  apart  from 
the  mark. 

For  Adhesive  Paste. 

Claims  UNe  since   June   13,    1935. 


Ser.  No.  389,078.     Binxey  k  Smith  Co.,  New  York,  N.  Y. 
Filed  Sept.  7,  1935. 

WUNIDA 


For   Adhesive  Latex    Paste. 
Claims  use  since  Aug.  26,  1935. 
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CLASS  6 

Chemicals,  Medicines,   and   Pharmaceutical 
Preparations 

8«r.  No.  863,001.     Iomacio  Lopez   t   CompaSu,   Habana, 
Culw.     Fll«d  Mar    2^,   1935. 

GRAVI 

For  Tooth  Paste,  Dentifrices,  Face  Powder,  and  a  Prep- 
aration  Used  as  a  Dig^tlve. 
Claims  use  since  Aug.   IH.    1927. 


Ser.  No.  364,254.    Sociidad  .\nonima  La  Toja,  Pontevedra, 
Spain.     Filed  Apr,  26,  1935. 

LA  TOJA 

For  Mliuri:  an. I  MH.iicinal  Waters  fur  F^xtt-rnal  Use 
Only,  and  .>a.'s  imj  Muil.s  Obtained  from  Said  MtHliclnal 
Waters  for  the  Treatment  of  Skin  Diseases;  Also  Toilet 
Creams,  Tooth  Pa,-<t*»,  ami  Medicinal  Pomades  Prepared 
from  Said  Salts  and  .Mudn. 

Clalma  use  since    March,    19<)6. 


Ser.   No.   366.963.     The    Roxoh   Cobpokation,   Nashville, 
Tenn.      Filed    July    3,    1935. 

ROXOR 


For    In9«*ct!clf1#«s. 

Clalma  use  since  Mar.    17.   1932. 


Ser.  No.  S««,08.'>.     loDo  TAOR.Mt>A  CuRPORATto!*,  New  Or 
leans,   Im..  ami  Lo.-»  .\nfele8,  (7alif      P1l,»d  .\iiif.  7,  1935. 


The  expression    "ijurf  Klean"   ia  disclaimed  a|?art   from 
the  marl{. 

For  Bleach,  Dlslnfei'tant,  Deodorant,  and  Cleanser. 
Clalma  lue  alnce  193<) 


Ser.   No.   368,.395.     Th«  Grsat  ArtavTrr  tc  Pacific  T«a 
COMPANY,  New  York.  N.  Y.     Filed  Aujt    17,  193?). 

KLEEN-LIN 

The  word      Kleon"  is  dls<lalniHd   Hpart  from   the  mark. 

For  BleH..h  Wafer,  Germicide,  Deodorant.  Which  Is  Also 
Used  aa.  a  CK-nnser  for  Cleaning  Floors,  Linoleom,  Pota 
and  Paw.  .'^Inks.  Marble,  Porcelain,  Enamel  Ware,  Bath 
Tub.*,    Drains,    and    Windows. 

Claims  use  since  June  13,  1920. 


Ser.  No.  368,442.   CairrBAL  Labobatobics,  Ihc,  St.  Peters- 
burg, Fla.     Filed  Aug.  10,  1935. 


For  Qeoeral  Tonic. 

Claims  use  since  July  1,  1935. 


Ser.  No.  36S,480.     PcTBaa  Labobatobibs  I:«c.,  Chicago,  III. 
Filed  Aug.  20,  1935. 


The  representation   is  fanciful. 

For  Facial  Cream.   Face  Powder,  and  Lipstick. 

Claims  use  since  June  11.  1935. 


Ser.  No.  368,529.     Tub  Lamdib  Co.,  I.nc.,  New  York.  N.  Y. 
Filed  Aug.  21,  1985. 

MOVIE  STAR 

For  Astringents,  Astringent  Cerates.  Bleach  Creams. 
Beauty  Creams.  Cold  Creams,  Cleansing  Creams.  Obesity 
Creams.  Refreshing  Creams,  Obesity  Astringents,  Dry 
Rouges,  Liquid  Rouges,  Face  Bleaches.  Face  Packs.  Skin 
Whltener  In  Liquid  and  Solid  Form.  Eyebrow  and  Eyelash 
Grower.  Eye  Drops.  Eyebrow  Pencils.  Chemical  Prepara- 
tions Suitable  for  the  Darkening  of  Eyelashes  and  Eye- 
brows, Eyebrow  Pencils.  Hand  Ix)tlon.s.  Skin  r.,otloni. 
After  ShavlnK  Lotions,  I'oma."'*.  Face  Powders,  Talcum 
Powders.  Body  Powder,  Sachets,  Hair  Salves.  Hair 
Elixirs,  Dandruff  Preparations,  Hair  Tonics,  Hair  Oils. 
Shampoos.  Hair  Dy^-s,  Bath  Salts.  Bath  Oils,  Smelling 
Salts,  Lip  Sticks,  Incense,  Tooth  Powders,  Mouth  Washes, 
Dentifrices.  Tooth  Pastes,  Depilatories,  Nail  Creams,  Nail 
Powders,  Nail  Bleaches,  Nail  Polishes,  Witch  Hazel,  Per 
oxide,  Petroleum  Jellies,  Witch  Hazel  Salves.  Camphor 
Creams,  Foot  Powders,  Lorn  Salves.  Deodorants,  Disin- 
fectants. Bay  Rum.  Perfumes,  and  Toilet  Waters. 

Claims  use  since  Aug.  15,  1985. 
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Ser.  No.  368,754.  Nobden  Labobatobibs,  Lincoln,  Norfolk, 
Grand  Island,  Nebr.,  and  Sioux  City,  Iowa.  Filed  Aug. 
27.  1935. 

Norcalcinate 

For   Solutions   of   Calcium    Gluconate,    Eitlier    with    or 
wlth'^nt  Dextrose   for  Veterinary   Use. 

Claims  use  since  October,  lO'^H 


Bar.   No.  368,981.     The  Gbnebal   Ph.xbmacal  Company, 
Cincinnati.  Ohio.     Filed  Sept.  4,  1935. 


£TRO 


For   Fortified   Aspirin    Compound. 
Claims  use  since  May   1,   19.T'S. 


Ser.  No.  369,111.    Soctueb.v  I.ndepe.vdent  Oil  and  Rbtin- 
INQ  COMPANT,  INC.,  Evansvllle,  Ind.    Filed  Sept.  7,  1935. 


For  Insecticides,   Fly  Spray,  and  St^ck  Dip. 
Claims  use  since  Oct,  27,  1934. 


Ser.  No.  869,270.     Joh.n    FREAKaics  P sari  Mas  Cou>oba- 
Tiow,  New  York,  N.  Y.     Filed  Sept.  13,  1»35. 

SILVER   ARl^OW 

F'or  Perfumes. 

Claims  use  since  Apr.  3,  1035. 


Ser.   No.  369,271.     John   FHKi>CBiC8  PBRruuEs  Corpora- 
tion, New  York,  N.  Y.     Hied  Sept.  13,  1935. 

CRYSTAL  ARROW 


For  Perfumes. 

Claims  use  since  Apr.  3.  1935. 


Ser.  No.  369,284.     O.  D.  Skarle  k  Co.,  Chicago,  III.    Filed 
Sept.  13.  1935 

SYLASOL 

For   Prei"ariitii>Ti    for    L  se   In    the   Treatment  of   Hernia. 
Claims  use  since  Mar.  28,  1935. 


Ser.   No.   369,666.      Thi    Methcsa   Co.,   Cleveland,   Ohio. 
Filed  Sept.  24,  1935. 

METHUSA 

For  Sedatives.  Anal(resi<s.  Diuretics.  Stomachic,  and 
Intestinal  Tonics,  for  Relieving  Rheumatism,  Neuritis. 
Backache,  Nervous  Headache, 

Claims  use  since  October.  1933. 


CLASS  11 

Inki^   and   Inking    .Materials 

Ser.  No.  348,485.     Fclton  Specialty  Company,  Elizabeth, 
N.  J.     Filed  Mas.  12,  1934. 


The  rej.rfsentaiidn  of  the  container  per  se  and  the 
words  "Drl-Kwik  Stamp  Pad"  apart  from  the  mark  are 
disclaimed.  The  color  frold  Indicated  on  the  drawing  la 
claimed  as  a  desirable  feature  of  the  mark. 

For  Stamp  Pads  and  Robber  Stamp  Ink. 

Claims  use  since  Nov.  12,  1930. 


CLASS  12 

Construction  Materials 


Ser.  No.  £66,672.     Missotrtii  PobtI^nd  (  ime.m   ( umpany, 
St.  Loals,  Mo      Filed  June  24,  ISiif. 


The  drawing  Is  lined  for  red. 

For  High  Early  Strength   Portland  Cement. 

Claims  use  since  June  17.  19.'i5. 


Ser.  No.  366,954.     Macklanburo-Doncan  Company,  Okla- 
homa City,  Okla.     Filed  July  3,   1985. 


For    Calking    Conapounti,    Glaiing    Compound,    Roofing 
Compound,  and  Roofing  Cement. 

Claims  use  since  Jan.   1,  1935.  ^^ 


Ser.  No.  366,955.     MACKtANBDBODuNCAN  Company,  Okla- 
homa  City.  Okla.      Filed   July   3.    1935. 


-g5H]P-[Ml 


For    Calking    Compound,    Glazing    Compound,    Roofing 
Compound,  and  Roofing  Cement. 
Claims  use  since  May  28,  1935. 


Ser.  No.  368,620.      William   C.   Mehedith   Co.,   Inc.,   At- 
lanta. Ga.      Mled  Aug.  23,  1936, 


For  Door  Step  and  Stringers. 
Claims  use  since  Feb.  5,  1932. 
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CLASS  13 

Hardware   and    Plumbing   and    Steam-Fitting 

Supplies 

8«r.   Xo.   368,560.     The   Chica«jo   S^riw    Compant,    Chi- 
cago, 111.     Filed  Aug.  1'2,  1935. 


The  word  •'Safety"  Is  disclaimed  apart  from  the  mark. 

For  Socket  Set  Screws,  Socket  Head  Cap  Screws,  Socket 
Head  Shoulder  Screws,  and  Square  Head  Dog  Point 
Screws. 

C"laim.-<  u.s;p  slnf'e  June  1,  1928. 


CLASS  14 

Metals   and   Metal   Castings   and    Forgings 

»er.  No.  366,643.     RfrTAPBi.vT  Akt-Gss^  Berlin,  Germany. 
Filed  June  26,  1935. 

ROTAPLATE 


For    Reproducing    Materlala-  -Namely,    Blank    Printing 
Plates. 

Claim*   use  since  June,  1936. 


8er.  No.  368,874.  .vmehican  S-mbltino  and  RcriMNO  Com- 
pany, New  York,  N.  Y  Filed  Aug.  31.  1936.  Under  10- 
year  proviso. 


For   Copper. 

Claims  u.«e  .«iince    1894. 


CLASS  16 

Paints   and   Painters'   Materials 

Rer.    No.   3»>5,490.     T.vemic   Compant   Inc.,   Kansaa  City, 
Mo      Filed  May  27.  1935. 

TNEMETANK 


Ser.    No     366,711.      OscAB    EiSBNsniM,   Brooklyn,    N.   I. 
Piled  June  27,  1935. 


Pickwick 


For  Ready-Mixed  Taint. 
Claims  use  since  July,  1934. 


For   Furniture   and   Automobile    Polish. 
Claims  use  since  April,   1936. 


Ser.  No.  367.132.     Moumd  Citt  Paimt  4  Color  CompanT, 
St.  Louis.  Mo.     Filed  July  10,  1936. 

5YH-TUNC  ENAMEL 

The   words   "Tung  Knamel"  are  disclaimed   apart  from 
the  mark 

For   I'alnt    Enamel. 

Claim?*  U!^  .since  June  10,   IMS. 


Ser.  No.   367,133.     MOOND  t  ity  Paint  4  COLOR  CompamT, 
St.  Louis.  Mo.     Filed  July  10,  1935. 

fiYH-TUHCUNQF!H15H 

The    words    "Tung   Lino   Finish"    are   disclaimed   apart 

from    the   mark 

For  Varnish   Linoleum   Finish. 

Claims  US*'   (dnff  Jmit'    10,  1936. 


Ser.   No.   368,213       Acme    White    \.t.\d  4   Color  Works, 
Detroit.  Mich.      Filed    .Aug     IJ,    1!».H5. 


The    words    "Knamel  KoIp"    are    disclaimed    apart    from 
the  mark.    The  drawing  Is  llne<l  for  black,  red,  ami  yellow. 
For    Paint    P'.naniei. 
Claims  use  nine*-   \\xg    16,    1906. 
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Ser.  No.  368,566.     FRRNiH-WOLr  Paint  Proddcts  Corp., 
Philadelphia,  Pa.     Filed  Aug.  22,  1935. 


ALBINO 


For  Inside  and  Outside  Paints. 
Claims  use   since  Aug.   21,  1936. 


CLASS  19 

Vehicles,    Not    Including   Engines 

Ser.  No.  364,606.     Thk  K  D  Lamp  Compakt,  Cincinnati, 
Ohio.     Filed  May   6,    1935 


The  representation  of  the  goods  and  the  address  **Cln- 
dnnatl,  Ohio''  are  disclaimed  apart  from  the  mark. 
For  Vehicle  Safety  Reflector   Signals. 
Claims  use  since  Mar.  1,  1935. 


Ser.  No.  S«5,<M«.    North  Amkrican  Aviatiok,  Inc.,  Dun 
dalk.  Md.     Filed  May  31.  1035. 


Ser.  No.  368.894.     The  Nash  Motors  Company,  Kenoshs, 
Wis.     Filed  Aug.  31,  1935. 


i.\i  wirni: 


i 


The  portrait  Is  that  of  Marquis  de  Lafayette. 

For  Automobiles. 

Claims  use  since  Jan.  6,  1934. 


CLASS  21 

Electricml  Apparatus,  Machines,  and  Supplies 

Ser.    No.    362,884.      SQi  are    D    Company,    Detroit,   Mich. 
Filed  Mar.  22.  1935. 


For  Airplanes. 

Claims  u.««e  since  Apr.  2,  1935. 


For  Electric  Equipment,  Including:  Industrial  Switches 
Meter    Service    Switches.    Compensator    Swltchep.    Indooi 
and    Outdoor    Meter    Boxes,    Meter    Test    Block    Cabinets. 
Tran8form«»r    Cabinets,    Fuse    Cabinets.    Electrical    Panel 
Boards.  Electrical  Panels,  Fuse  Panel  Boards.   Fus^  Pan- 
elettes,  Switch  Boards,  Circuit  Breaker  Panel  Boards,  Me-, 
ter  Service  Circuit   Breakers,   Industrial   Circuit   Breakers, 
Electrical   Conduit   and   Fitting.-*.   Electrical    Trolley   Con- 
duits and  Trolleys.  Electric  Chime  Anninincers,  Solderless 
Connectors,  Fuse   Clips.    Box   and   W.ills,    Metering  Trims. 
StandardUed     Switch    Fittings,     Manual     Electric     Motor 
Starters.    Automatic    Electric    Motor    Starters,    Magnetic 
Contactors.  Manual  and  .Automatic  Electric  Conii>ensators, 
Reversing  Automatic  Electric  Motor  Starters.  Push  Button 
Control    Stations.    Limit    Switches,    Float    Switches.    Foot 
Switches,   Pres-jure  and   Vacuum    Switches.    Motor   Circuit 
Switches,   Overload  Protective  Devices,   Electric   Pressure 
Regulators   and   Porcelain    Insulating   Products   for   Elec- 
trical Use  Comprising  Bases.  Fuse  Receptacles,  Bushings, 
and  Strain  Insulators. 

Claims  use  since  June,  1938.     « 
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CLASS  22 

Games,  Toys,  and   Sporting   Goods 

8«r.  No.  366.786.     I'ebct  Rimes,  Brooklyn,  N.   T.     Filed 
May  81.  1»35. 

TKfcBoOMA'RiNG 

*7r  Tomes  ifar^/" 

Th«  words   "It   Come«   Back*    are  dis^'laimed   In   them- 
•elrcs. 

For  Toy  Pistols. 

Claims  use  since  Jan.  1.  1934. 


Ser.  No.  369,327.  Thi  Brl  nswick-Balkb-Collendib  Com 
PANT,  Wllmingtun,  Del.,  and  Chicaso.  111.  Filed  Sept 
16.  1935 

(:()XTI.\H»\TAL 

For   Billiard   Tables. 

Claims  use  since  July  1,  1935. 


Ser.  No.  369,334.  Thb  Bkl.nswick-Balkb-COLLBNdih  COM- 
PANT,  Wilmington,  Del.,  and  Chicago,  111.  Filed  Sept. 
16,   1935. 

PLAY-AT-IIOMi; 

For  Kllliard  Tahles. 

Claims  use  since  July  1.  1!*3.'> 


8«r.  No.  36y..i36.  Th«  BaDNswicK-BALKB-CoLu.sDia  Com- 
PANT,  Wilmington,  r>el..  and  Chicago,  111.  Filed  Sept. 
16,  1935, 

Spectro 


For  po.ket  Billiard  Ralls. 
Claims  use  since  July  1.  1935. 


i 


Ser.  No    369,7us      Militant  Doll*  Inc.,  Brooklyn,  N.  Y. 

Filed  Sept.  25,  1935. 

KAYDET 
DOLL 

The  word     I  •oil"   i.-5  disclaimed  apart  from  the  mark. 

For  Doll. 

Claims  u«e  Mnce  May  'J2.  1935. 


Ser.  No.  3f)9  709      Militant  Dolls  Inc.,  Brooklyn,  N.  Y. 
Filed  Sept    25,  103.') 

MIDDY 
DOLL 

The  word   ■•I»oU"  is  disclaimed  apart  from  the  mark 

For  Doll. 

Clalm.^  use  since  June  12.  1935. 


CLASS  23 

Cutlery,  Machinery,  and  Tools,  and  Parts  Thereof 

Ser.    No.   355. sll.      .Metb^poutan    Wire    <JtH>tis    Cobpora- 
Tio.v,  New  York,  N.  Y,     Filed  Sept.   7,  1934. 


For  Wire  Egg  Beaters,  Wire  Potato  Mashers,  and  Wire 
Icing  Grates. 

Claims  use  since  Mar.  1,  1983. 


Ser.  No.  357,892.     Decatib  Pump  Compant,  Decatur,  111. 
Filed  Nov.  5,  1934. 


Tlie  word  "Trademark"  Is  disclaimed. 
For  Electric  Water  Pumps. 
Claims  use  since  Oct.  16,  1934. 


Ser.  No.  368.926.     The  Dobb  Compant.  Inc..  New  York, 
N.  Y.     Filed  Sept.  3,  1935. 


Centrepier 


For  Apparatus  for  the  Treatment  of  Solids  Suspended 
In  Uquids  and  More  Particularly  for  Sedimentation  Ap- 
paratus Such  as  Thickeners  and  Clarlflers. 

Claims  use  since  Aug.  14,  1935. 


Ser.  No.  869.156.     Fyholt  i  umia.m,  I.nc,  New  York.  N.  Y. 
Filed  Sept.  10,  1935. 


For  Hand  Portable  Fire  Extlnmilshlng  Apparatus  In 
Which  a  Liquid  Fire  ExtlnKulshlng  Medium  is  Discharged 
by  the  Pressure  of  a  Gas. 

Claims  use  since  Not.  1,  1984. 


f 
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Ser.    No.    869,245.      The    Rotospeid    Co.,   Dayton,    Ohio. 
Filed  Sept.  12,  1935. 


For  Stencil  Prlntlnj;  Macliiues. 
Claims  use  since  April,  1911. 


CLASS  28 

Jewelry  and  Precious-Metal  Ware 
Ser.  No.   368,302.     Chahi.es   Meyer.   Chicago,   111.     Filed 
Aug.  14,  1935. 


^1 


For  Articles  of  Jewelry  f.r  1.  rw»nal  Wear  or  Adorn- 
ment, Not  IncludlDK  Waleb.s,  Hut  Including  Finger  Rings, 
Good  Luck  Charms,  and  Curios  Intended  to  be  Worn  or 
Carried  on  the  Person 

Claims  use  since  .July  15,  1936. 

CLASS  29 
Brooms,  Brushes,   and   Dusters 
Ser.  No.  367,519      Ki>vn m    H    guiNBY,  Tampa,  Fla.     Filed 
July  20.  1935. 

S3ver  King 

For  House  Brooms  Mud.    of  Broom  Corn. 
Claims  u«e  since  July,  li*  ■- 

CLASS  33 

Glassware 
Ser.  No.  862,469.     Dcplate  Corporation,  Plttsbn'-gh,  Pa. 


Filed  Mar    18,  1935 


SAFETY 

P-P-G 
GLASS 

The  words   "Safety   Glass"  are  disclaimed   apart    from 
the  mark. 

For  Flat  Glass. 

Claims  use  since  Jan.  1,  1982.  '••  '      '  '    ' 


Ser.  No.  362,460.     Duflate  Cobpobation,  Pittsburgh,  Pa. 
Filed  Mar.  13,  1935 

MULTIPLATE 
^PGCO 

The  words  "Hi-Power  Multiplate"  are  disclaimed  apart 
from  the  mark. 
For  Flat  Glass. 
Claims  use  since  Dec.  5,  1933.      . 


Ser.  No.  362,401.     Dcplat»  Corpobatiox.  Pittsburgh,  Pa. 
Filed  Mar.  13,  1935. 

SAFETY 
DC 

GLASS 

The  words    "Safety   Glass"  are  disclaimed   apart   from 
the  mark. 

For  Flat  Glass. 

Claims  use  since  Feb.  26,  1933. 


Ser.  No.  862.402.     Dcplati  Cc»1'Obation,  Pittsburgh,  Pa. 
Filed  M)ir.  18,  1935. 

5TAND4/?{) 

MULTIPLATE 

PPGCo 

The  words  "Standard  Multiplate"  are  disclaimed  apart 
from  the  mark. 
For  Flat  Glass. 
Claims  use  since  Dec.  6,  1933. 


Ser.  No.  362,463.     Duplatb  Corporation^  Pittsburgh,  Pa. 
Filed  Mar.  13,  1935. 

SUPE/? 

MULTIPLATE 

PPGCO 

The   word   "Multiplate"   is   disclaimed    apart    from    the 
mark. 

For  Flat  Glass. 

Claims  use  since  Dec.  6,  1033. 
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CLASS  34 

Heating,  Lighting,  and  Ventilating  Apparatus 

8«r.  No.  367,209.     J.  C.  Rochistkb  k  Co  ,  I.\c.,  New  York, 
X     Y       Filed   July    12,   1936. 

YRONEEl 


For  Inciiiprators  and  Parts  Thereof. 
Claims  use  since  Apr.  1,  1928. 


S«r.  No.  367.813      Williams   Oil-O-Matic  Hiatinq  Coa- 
POBATION,  Bloomlugton,  111.      Filed  July  29,  1935. 

AIROMATIC 

For  Air  Conditioning  Systema  and  Ht»atlnjr.  Cooling, 
Dehumhlifylng  and  Humidifying  Units  for  Air  Condition- 
ing Systems  and   Parts  Therfof 

Claims  use  since  July  15,  1935. 


Ser.    No.   369,073.     TaaaOALK    Mart  factukino    Compast, 
Grand   Rapids,   Mich.      Filed    Sept.   6,   1935 

UAI^CJ-MATIC 

For  I)raft  ControHetl   r>ami>er^ 
Claims  use  since  Aug    21.   1935. 


Ser.     No.     369.338.     CHiT.sLta     Corporation,     HUhlaod 
Park,  Mich.      Filed  Sept.  16.  193.'>. 

CHRYSLAIRE 

For     Air    Conditioning     T'nits     and     Stnx'tural     Parti 
Thereof 

Claim<<  u9«  since  Aug.  1,  1935.  ^•'- 


CLASS  35 

Belting,  Hose,  .Machinery   Packing,   and  Non- 
Metallic  Tires 
Ser.   No.   .363,448.      Thb    Beidam    Pactivo   k  RUBBBa  CO., 
Limited,    London,    England.      Kile<l   Apr.    6,    1935. 


BULLDOG 


For  BodlW  and  Machinery  Pa(  klnR.'i  Nf.ifle  of  .\8bestos 
and/or  Canras  with  Kutiber  an]  or  .M-tai,  Used  for  Pre- 
venting the  Escape  of  Steam  or  Other  Fluid  or  Vapor  Be- 
tween the  Working  Parts. 

Claims  U8«  since  Apr.  1,  1911. 


S«r.  No.  366.806.      Hohaci    B.  Brosb,  Chicago,   111.      Filed 
June  29,   1935. 


For  Self  Vul  anizinL'   Rubber   Patches. 
Claims  use  since  Jan.  1,  1932. 


CLASS  37 

Paper  and   Stationery 

Ser.  No.  369.962.     Locia  Scjil'lman  Co  .  Inc.,  New  York. 
N,  Y.      Filed  Jan.   5.  1935. 


The  words  "Iron-Orip  '  av  ilit.  Inlmed  apnrt  from  the 
mark. 

For  Gummed  Paper  in  Kolls  or  Packages  Used  for  Box 
Stays. 

Claims  use  since  May.  1934 


Ser.     .No.     366,3HO.     STArroRo  i.owpon     Compant.     Fort 
Worth,  Tex.      Filed  June    lt«     1935. 


^ 


The    words    ■'Panhumlie      and     'WeBt    Texas"    are    dis- 
claimed apart  from  tb»*  mark. 

For  Bank   Che<-k.x   ami    N.-Kotlable    Instruments. 
Claima  use  since  May  29,  1935. 


Ser.  No.  368.225.     Intbbnational  CBt,LccoTToi«  PaooccTs 
Company,  Chicago,  111.     Filed  Aug.  12,  1935. 


B 


raemore 


For    .Absorheiit    Face    Cleansing    Sheets    Made    of    Paper. 
Claims  use  since  Aug    «.  193.'. 


Ser.  No.  368,3.'.  1       PBNiNsrLAR  I'\p«r  ("Mpa.nt,  Tpsilantl. 
Mich.      Filed    Aug    15.    1935. 

Jklridan  Cover 

No  claim  1.'^  made  to  the  wor<l  "Cover"  apart  from  the 
mark. 

For  Cover  Papers  and  Book  Papers. 

Claims  use  since  July  1.  1915,  on  cover  papers;  since 
July  1,  1035,  on  book  paper*. 


Ser.  No.  869,186.     A.  W.  Fabcr,  Inc.,  Newark,  N.  J.     Filed 
Sept.  11,  1935. 


\^ 


The  representation  of  the  Inhel   and  the  words  "Pencil 
Caps"  and  "5<"  are  disclaimed  apart  from  the  mark. 
For  Rubber  Pencil  i'aps  or  Krasers. 
Claims  use  since  June  11*.  19.'i5. 


CLASS  38 


Printfl  and   Publications 

Ser.   No.   364.827.     MAKKirr   I^c.nds,   I.nc,   Denver,  Colo. 


Filed  May  11.  19115 


Tel-R-irend 

For  Circular*,  Bulletins,  or  Pamphlets. 
Claims  use  since  Nov.  3,  1934. 


Ser.  No.   365,673.     National  Photo  Co.,  doing   business 
as  The  Photo  Mill,  St.  Paul,  Minn.     Filed  May  29.  1935. 


For   Photogrnphlr  Prints. 
Claims   use  since  Apr.   1.  1935. 


8cr.  No.   366,081.      Tin   American   Traveler,   Inc..   New 
York.  N.  Y.     Filed  June  12.  1935 

n?A  GmvfinjujCLn 

TRRUELER 


For    Periodl.al. 

Claims  use  Pince  January,  1933. 


Ser.  No.  366,808.     Chbebio  Pcblishino  Company,  Iwc, 
Detroit,  Mich.     Filed  June  29,   1936. 


For  Periodical. 

Claims  use  since  May  17,  1935. 


Ser.   No.   367,755.      Alejcandeb  Efron,  New  York,  N.  T. 
Filed  July  27,  1935 


For  Advertising   Pamphlet.*   l.-s.sued   from   Time   to   Time 
and  Sold  to  the  Trade  as  Such 
Claims  use  since  June  1.  1935. 


Ser.  No.  367,760.     Thomas  M.  Hoyle,  Washington,  D.  C. 
Filed  July  27,  1935. 


For  Handlcapper  Cards   for  Racfs   I'ubllshed  from  Day 
to  Day. 

Claims  use  since  June  28,  1935. 


Ser.  No.  368,083.     The  Epicurean  Press,  Inc.,  New  York, 
N.  Y.     Filed  Aug.  6.  19.'?5. 

BURKE'S  INDEX 


For  Trade  Journal. 

Claims  use  since  Sept.  28,  1934. 


Ser.    No.    368,143.      Morning    Telegraph    Sports    News, 
INC.,  New  York,  N.  Y.     Filed  Aug.  9,  1935. 


For  Newspaper  Se<  tlun. 
Claims  use  since  Jan.  15,  1935. 


Ser.    No.    369.047.      Lbslie   Chartebis,    Weybridge,    Eng- 
land,    nied  Sept.  6,  1935. 


For  Books. 

Claims  use  since  Oct.  10,  1930. 
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CLASS  39 

Clothing 

Ser.  No.   858,808.     Soc.  Cadolle   Fkuss,  Paris,  France. 
Filed  Deo.  4,   1934. 


15 


MAGICIA 


19 


For  Conwts  and  Bu.«it-Bodices.   Brassieres,  and  Girdles. 
Clalma  use  glnce  January.  1934. 


Ser.    No.    362,412.      Ferbo    Enamel   Cobpobation,    CleTe- 
land,  Ohio.     Filed  Mar    12,  1935 


.Mjf^T^ 


All  wording  except  "Ferro"  la  diaolalmed  apart  from 
the  mark. 

For  A>(be8t08  Mltt.s,  .ApnmK  Leggings,  Pants,  Coats, 
and    HnlniPts   Particularly   Adapted   for   the   Use   of  Men. 

Claims  use  since  Sept.  11,  1934. 


Ser.    No.    363.900        II.\r\vm<»[)    I'sdrrwear    CfRPORATiON, 
New    York,    N     Y.      Filed    Apr     13.    1935 


CREPE 

Applicant    di.srlaims    the   word    "Crepe.* 
For    Ladies"    UniJerwear  and    Slips. 
Claims  usf>  since  October,  1933. 


Ser  No.  ,36.'».62fl  Albert  L.  Klopiteh,  Jr  ,  doing  bu.«d- 
ness  as  Kay's  and  Kay'.-*  Oliver  Ave  .  Pirtsburgh,  Pa. 
Filed  May  31.  1935 


For  Ladles'  Wfarlng  Apparel— Namely,   Coats,  Dresses. 
Hats.    Two-Ple<e    Knit   Dresses    and    Suits,    and    Hosiery. 
Claims  use  since  January,  19.34 


S«r.  No.  866,967       Somkrskt   Sh  ie  Co.,   Anbnrn,   Maine. 
Piled  July  3.  193." 

SeW-LoX 


For  Ladles'  L«»athpr  Shoes. 
Claims  use  since  Mar.  11,  193,i. 


8«r.   No.   387,866.     Rand  Rltrbeh  Cojipa.nt,   I.\c.,  Brook- 
lyn, N.  Y.     Filed  July  31,  193.' 


1! 


The  drawing  Is   lined  for  red.     The  word  "Utility"  ii 
disclaimed  apart  from  the  mark. 
For   Aprons   and    Bathing  Caps. 
Claims  use  since  Jan.  1,  1903. 


Ser.   No.   868,063.      Saks  A   Compant,   New   York,   N.   Y 
Filed  Aug.  6,  1930. 


llNY^CRAF^ 

For  Infants'  Coats,  Dr.-^He^.   H.its,  aud  Shoes. 
Claims  use  since  Jun*-.  1936. 


Ser.    No.    368.297.      G<x>oaTBtN    Kkos.    k.   Co.,    I.sc.,    New 
York,   N.  y.     Filed   Aug.   14,   1935. 


The   words   "Knit      and   'Fleece"  are  disclaimed  apart 
from  the  mark. 
For  Men's  Coats. 
Claims  use  since  Apr    17,  1935 


Ser.  No.  368.309.     Frankli.n  Simo.'*  h  Co.  I.nc,  New  York, 
N.  Y.     Filed  Aug.  14,  1»36. 


The  words  •I'arfalt  Last  '  ;ire  disclaimed  npart  from 
the  mark. 

For  'Women's.  Misses',  Men's,  and  Children's  Shoes 
Made  of  Leather  or  Fabric,  or  a  Combination  of  Leather 
and  Fabric. 

Claims  use  since  Dec.  14,  1900. 
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Ser.  No.  368,373.     Oohbon  Clothm  Inc.,  New  York,  N.  Y. 
Filed  Aug.  16,  1935. 


For  Men's   Overcoats  and  Topcoats. 
Claims  use  since  May  21,  1984. 


Ser.    No.   368,468.      Scholnick   Sho»   Co.,  Boston,   Mass 
Filed  Aug.  19,  1986. 


The  representaiiuii  uf  the  shoe  Is  disclaimed  except  as 

ttaOWD. 

For  Women's   I.«ather  Shoes,  Fabric  Shoes,  and   Shoes 
of  Leather  and  Fabric. 

Claims  use  •fnce  July  SO.  1936. 


KjTf 


Ser.  No.  368,568.    BDBNir  Epstein,  Inc.,  New  York,  N.  Y. 
Filed  Aug.  22,  1985. 

Crewser 

For  Ladles'  Knitted  Dresses  and  Sweaters. 
Claims  use  since  Mar.  18,   1936. 


8er.  No.  368,659.     Philip  Ocrian  Sons,  Inc.,  New  York, 
N.  Y.     Filed  Aug.  24,  1935. 


tRUCKin 


The  word  "Skirt"  Is  disclaimed  apart   from  the  mark. 
The  portrait  is  fanciful. 
For  I>adles'  Skirts. 
Claims  use  since  July  20.  1936. 


8«r.  No.  368.661.     The  C.  J.  Lano  Clothing  Compant, 
Akron,  Ohio      Filed  Aug.  24,  1935. 


For  Men's,  Boys',  and  Youths'   Suits  and  Overcoats. 
Claims  use  since  June  11,  1936. 


Ser.  No.  868,666.     Romeb  Hat  Corporation,  New  York, 
N.  Y.     Filed  Aug.  24,  1936. 


\l\% 


Jl\» 


'T^\ 


III 


al  Romer 

The   word   "Al   Romer"   is    disclaimed   apart  from   the 

mark.     The  drawing  Is  lined  for  red.  ^ 

For  Men's  Hats,  Neckties,  and  Mufflers.  % 

Claims  use  since  July  15,  1986.  > 


Ser.   No.   368,745.     International  Shoe  Co.,   St.  Louis, 
Mo.     Filed  Aug.  27,  1935. 


The  words  "Footwear  Fits  the  Individual  Foot"  are  dis- 
claimed apart  from  the  mark. 

For  Boots  and  Shoes  of  Leather,  Fabric,  and/or  Com* 
blnatlons  Thereof. 

Claims  use  since  Aag.  14,  1936. 


Ser.  No.  368,813.     The  L.  V.  Marks  &  Sons  Company, 
Cincinnati,  Ohio.     Filed  Aug.  29,   1935. 


For  Ladies'  Shoes  of  Leather,  Fabric,  and  Combinations 
of  These  Materials. 

Claims  use  since  Jan.  1,  1933. 


Ser.  No.  368,850.     Heath-Sweetskb,  Inc.,  New  York,  N.  Y. 
Filed  Aug.  30,   1985. 

AUTHENTIC 

For  Men's  and  Boys'  Shirts — Namely,  Dress,  Negligee, 
and  Work  Shirts,  and  Collars. 
Claims  use  since  Sept.  16,  1932. 


^8 


OFFICIAL  GAZETTE 


October  2«,  1U35 


8er.  No.  368.929.     Thb  FoBMriT  Co.,  Cblcago,  111.     Filed 


Sept.  3.   1939. 


For  Brassieres  and  Foundation  Garments. 
Claims  use  since  June   -7,    1935. 

Ser.  No.  368.940.     McCkary   IIo.sisaY  Mills,  Ikc,  Ash«- 
boro,  N.  C.     Filed  Sept.  3,  1935. 

ladrCaidine 

For  Hosiery. 

Claims  U8«  since   1932. 

Ser.  No.  368,979.     Finchi.ey  Inc  ,  N%w  York.  N.  Y.     Filed 


Sept.  4,  1935. 


0- 


.-^^^^^ 


For  Men'j^  Toats.  Vests,  Pants,  Overcoats.  Top  Coata. 
Sweaters,  Hat«,  Caps.  Xecktie.s  :  Dreas,  NeKltfree  and  Un- 
der Shirts  of  KnittfMl  and  T^-xtiln  Fabric;  StocUngs, 
Socks.  Boots,  and  Sh<H^  of  ly^athe  Rutiber,  and  Fabric 
and  Combinations  Thoreof,  Underwear  of  Kiiittinl  and 
Textile  Fabric,  I'.vjanias,  N'ightshlrta.  Bath  Rob«'»,  Smok- 
in>f  Jackets    and   House   'iuwas. 

Claims  use  since  Auu    1    \'J'\^> 


Ser.    No.    369.099.       Pohatcono    Hosieht    Mills,    Inc., 
Washington,  N.  J.     Filed  Sept.  7.  1985. 


For  Hosiery. 

Claims  use  since  Aur.  10,  1935. 


CLASS  42 


Knitted,   Netted,   and  Textile   Fabrics 

8er.    No.    368. 49u.      Stovekirk    Wor.sted    Company,   New 
York,  N.  Y.     Filed    Vug    _'•»,  1935 


$Ton€-KooL 


The  Word  "Kool"  is   dis<laimeil  except  a^  «hr.wn. 
For   Woolen   Piece  Goods 
Claims  use  since  .\ug.  15,  1935. 


S«r.  No.  368,769.     Atiybh  B«oe.,  New  York,  N.   i.     Filed 
Aug.  28,  1936. 


^ 
^ 


The  words  "Kashan  de  Laxe**  are  diaclalmed  apart  from 
tbe  mark. 
For  Textile  Rugs. 
Clalma  use  since  Jal.v  1,  1931. 


Ser.  No.  .%8.770.     Atubh  Baos.,  New  York,  N.  T.     Filed 


Aug.   28,    1935 


S oAxruk  de  LuyX^ 


The  words  ".Sarouk  de  Luxe"  are  disclaimed  apart  from 
tbe   mark 

For  Textile  Kujfs. 

Claims  use  sin<-e  July  1.   1031 

11  


«! 


Ser.  .No.  369,049.     Dcplajj  Silk  CoaroaATiOK,  New  York, 
N.  Y.     Filed  Sept.  6,  1935. 

»(FlSHNOVEL 

For  Pile  Fabrics  in  the  Piece. 
Clalma  aae  since  Jaly  16,  1935. 


CLASS  43 

Thread    and    Yam 


Ser.   No.   364,387.      Gkke.n   4   Uopao.v,   Springfield,   Mass. 
Filed  Apr.  .W.  1935. 

PERMA-SHADE 

The  word  "Shade"  is  disclaimed  apart  from  the  mark. 

For  Cotton  Yarn. 

Claims  use  since  Apr.  25,  1935. 


tA  

Ser.  No.  368.510.     Kernkakd  L'LMAN.m  Co.  INC.,  New  York, 
N.  Y.     Filed  Aug.  21,   19.35. 

M.4GIC  ANGEL  CREPE 

The  Word  '•Crepe"   is  di«'  Uiiint-d  apart  from   tbe  mark. 
For  Yarns  for  Art  Needlework 
Claims   use  since  Aug.  8,  1935. 


Ser.  No.  368.994.    Stki.nbeb(;eu  Bbos.  I.fC,  New  York,  N.  Y. 
FIle<l  Sept.  4,   1935. 

Perriot 

For  WooltM).  Worsted,  Angora,  Cotton,  Silk,  Rayon  Yarn, 
and   Mixtures  Thereof. 

Claims  use  since  Aug.  20,  1935. 
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8«r.  No.  369,044.     Botany  Worsted  Mills,  Passaic,  N.  J. 
nied  Sept.   6,  1935. 


For  Worsted  Knitting  Yarns, 
aalms  use  since  Mar.  19,  1935. 


CLASS  44 
Dental,    Medical,    and    Surgical    Appliances 

Ser.  No.  355,722.  Victob  11.  Anderson,  doing  business  as 
Anderson  Arch  and  Health  Reiiullder  Co.,  East  Orange. 
N.  J.     Filed  Sept.  5,    1934. 


Tbe   representation   of   tbe   goods   is  disclaimed    apart 
from  the  mark. 

For  Massage    l>evlces. 
Claims  UM*  since  Feb.  1,  1934. 


Ser.   No.    360.09«.      The    Henkel-Clatss   Compant,   Fre- 
mont. Ohio.      Filed  June   12,    1935 


TRADE 


wtnco 


MARK 


The  words  "Trade  Mark"  are  disclaimed. 
For  Cuticle  Scissors,  Manicure  Implements,  Nail  Files, 
and  Tweeters. 

Claims  use  since  May  10,  1935. 


Ser.  No.  366,585.  Clabk.nce  H.  Stbmmons,  doing  businesa 
as  C.  H.  Stemmons  Mfg.  Co..  Kansas  aty.  Mo.  Filed 
June  24,   1935. 

AlRfLIt' 


For  Sock  Liners  Combined  with  a  Metatarsal  Pad  and/or 
a  Sponge  Rubber  Arch  Pad  Used  for  the  Relief  of  Tired 
and  Aching  Feet. 

Claims  use  since   November,   1934. 


Ser.   No.   367,648.     Edgab  Graves  Fl«tchwi,  Cincinnati, 
Ohio.     Filed  July  24,  1935. 


The  Mfvrde  "Be  Safe"  and  "Ask  for"  are  disclaimed 
apart  from   tbe  mark. 

For  Membraneous  and  Rubber  Prophylactic  Articles  for 
the  Prevention  of  Contagious  Diseases. 

Claims  use  since  June  6,  1931. 


CLASS  45 

Beverages,   Nonalcoholic 


Ser.  No.  369,663.     The  Howdt  Company,  St.  Louis,  Mo. 
Filed   Sept.  24,    1935. 


For  Nonalcoholic,  Noncereal.  Maltlegs  Beverages  Sold 
as  Soft  Drinks,  and  Syrups.  Extracts,  and  Flavors  Used 
in   Making  the    Same. 

Claims  use  since  Aug.  7,  1928. 
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No.    369,710.     Monarch    MANCrACTOBixo    COMPAitr, 
Atlanta,  Ga.     Filed  Sept.   25,  1935. 


ESQUIRE 

r'* 


F  .r  N'on-alcohollc,  Non  cereal,  Maltleas  Beverages  Sold 
ai  Soft  Drinks,  and  Slnipa  and  Extracts  for  Making  the 
Same. 

Claims  use  since  June  1,  1935. 


CLASS  46 

Foods  and  Ingredients  of   Foods 

Ser.  No.  .^l^i.'^iJ.     H    O.  Hili,  St<.re8,  Inc.,  .New  Orleans, 
La.     FUed  June  IJ,  1933. 

VELVA 


For  Milk,  Buttermilk.  Pasteurized  Butter,  Cream,  Coffee. 

Claims  u»e  since  May,  1924,  on  pasteurised  butter ; 
since  November,  1925,  on  coflTee  :  since  November,  1926,  on 
milk,  cream,  and  buttermilk. 


Ser.  No.  358,491.     O'Neill  Milk  k  Crbam  Co.,  Inc.,  Nei 
York,  N.  Y.     Filed  Nov.   21,  1934. 


Gocf^ 


.1^ 


The   word     Cocoa"  is  disclaimed  apart  from  the  mark. 
For  <;hoc«)late-Mar«hmallow  Milk  Hrink. 
Claims  use  .'<ince  July  1.  1934 


Ser.    Ni)    362.  U)*,      Ea.ste«n    .M.^hkbt   SausaOI  COMPAnT, 
I.vc,  Detroit,  Mich.     Filed  Mar.  6,  1935. 

BRINGING  GOODWILL 
TO  THE  TABLE 

For  Meats— Namely,  Meat  Loaf. 
Claims    use   since   May   1,   1930. 


Ser.   No.   362,169.      Eastchn    Makket   SaOSaqb  CoMpAur, 
INC.,  Detroit,   Mich.     Filed   Mar.   6,    1935. 


^d/fmhoA^ador 


The  drawing  l^  lined    for  bin-    and  orange. 
For  Meats — Namely,  Meat   Loaf. 
Claims   use  since  May   1.  1930. 


Ser.  No.  862,902.  H.  C.  Baxtsr  A  Brc,  doing  business 
as  H.  C.  Baxter  Bros.  Co..  Baxter  Bros.  Co.,  Snowflake 
Canning  Company,  Augusta  Caoniag  Company,  and 
Maine  Canned  Foods,  Inc  ,  Hrunswlck,  Maine.  Filed 
Mar.  23,  1935. 


For  Canned  Fr»-sli   ilortlnilt ural  Uca!i,>. 
Claims  use  since  Dec.   14,   1934. 


8«r.   No.    866,817.      Thomas    E.    Qcimn,    Flushing,    N.    Y. 
Filed  June  5,  1935. 

EGG-GLO 

The    word    "Etjc      N    'il-;.  laimpd    apart    from    the    mark. 
For  Bread  and   Fish  Food. 
Claims   use   .^Incf    May    23,    1935. 

Ser.    No,    8«5,9T6.      W.    A.    Bauu   Co.,    Norrlstown,    Pa, 

File«l    June   K'.    193.". 

^QIHKMIT 

For  Canned  Fruits  and  Vegetables,  Coffee,  Braporated 
Milk,    and    Salt. 

Claims  use  since  Oct.  14,  1929. 


OCTOBKB  29, 1935 
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8er.  No.  366.937.  The  Fostmi  Can.vino  Co.,  Inc.,  doing 
business  as  Glendale  Canning  Co.,  Glendale,  N.  Y. 
Filed  July  3,  1935. 


Ser.  No.   368.038.     Tbm-Gold  coopcRATrva  QROwaBS  or 
Florida,  Orlando,  Fla.     Filed  Aug.  23,  1935. 

RIVER  GOLD 

For  Fresh  Citrus  Fruits 
Claims  use  since  Aug.  6,  19.35. 


For  Canned  Food  for  Dogs,  Cats,  and  Carnivorous  Ani- 
mals. 

Claims  use  since  May  18.  1934. 

Ser.  No.  367.266.     Standard  Brands  Incorporated,  New 
York,  N.  Y.     Hied  July  13.  1935. 


The  dra\\iu(;  Is  llii«-d   lor   rtni. 

For  Gelatin. 

Claims  use  Bluce  Apr.  4,  1935. 


Ser.  No.  367,997.     W.  R.  Oilbbbt  Compant,  Inc.,  Cordova, 
AUska.     Filed  Aug.   5,   1935. 

ORCO 

For   Canned    Sea    Food — Namely,    Canned    Clams. 
Claims  use   hince   May.   1935. 

Ser.  No.  308,083.      SMiTH-THOHNBrRO  Company,  Phoenix, 
Aril.     Filed  Aug.  7,  1935. 


Ser.  No.  368.817.  Allbm  Bikselb.^ch.  doing  business  as 
Broadway  Candy  Company,  Milwaukee.  Wis.  Filed 
Aug.  29,  1935. 


HUOftDUAT    CmOf    COWPAtl*-^**- 


miLUIAUNf  f 


Applicant  disclaims  the  words  "Candy  Bar"  and  "Broad- 
way Candy  Company  Makers Milwaukee" 

apart  from  the  mark.  "WiU  Rogers'  is  the  name  of  a 
deceased  person  and  the  representation  of  a   face  Is  his. 

For  Candy  Bars. 

Claims  use  since  Aug.  28,  1935. 


Ser.  No.  8«8.946.  E.  C.  Ortega  Company,  Inc.,  doing  busi- 
ness as  Pioneer  Chile  Packing  Co.,  Los  Angeles.  Calif. 
Filed   Sept.  3,   1935. 

LA  MESA 

For  Canned  I'imientos  and  Chile  Peppers. 
Claims   use   since    Jan.    16.    1933. 


Ser.  No.  368,946.     E.  C.  Obtik.a  Company.  Inc..  Los  An- 
geles, Calif.     Filed  Sept.  a,  19"i5. 


.OglJIg/h 


For  Canne<l  Green  Chile  Sauce. 
Claims  use  since  1907. 


Ser.  No.  368,959.     V.  R.  Smith,  doing  business  as  V.  R. 
Smith  Olive  Co.,  Undsay,  Calif.      Filed   Sept.   3,   1986. 


The  portrait  is  that  of  the  daughter  of  the  co  partner. 
Floyd  N.  Smith.  The  drawing  is  Unetl  for  Wack  and 
blue.  The  reprtspntation  of  a  label  and  the  words  "Amer- 
ica's Best'  are  dlsrlnlmed. 

For   Fresh   Vegetables  and    Melons. 

Claims  use  since  June  1,  1935. 


For  Canne«l   Olives. 

Claims  use  since  July  1.  1935. 
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S«r.  No.  368,965.     WHOLBS.iL*  Lustkibctobs,  I»c.,  KauMS 
aty,   Mo.      Filed    Sept.    3.    1935. 


AfflcmcAn 

ftOYAI. 


P'or  Coffe*. 
N^         Claims    use    sJnrp    An^r.    8.    19S5. 


Ser.  No  3fi9  IQS.  Ralph  Ratlm,  (lolng  huslnpss  as  San- 
land  Biscuit  Co.,  Los  .^iiKelfs.  Calif.  Rlpd  Sept.  10. 
1935. 


The  outline  of  a  label  and  thf  word  "Waffr  are  dig- 
claimed.  The  drawing  In  lined  for  light  blue  and  dark 
blue. 

For    Crackers,    Biscuits,    and    Wafers. 

Claim*   uae   since   Novptnber,    1930. 


Ser.    .No    369,632.      SotrTHKR.v    Biscuit   Company,   Incob- 
PORATID,    Richmond,    Va.      Filed   Sept.    23,    1936. 


For   Cakes    and    Crackers. 

Claims   use   since  November,  11)25. 


CLASS  47 

Wines 

Ser.  No.  307,520.     Vi.ntaoc  Winbs,  IWC,  New  York.  N.  Y. 
Filed  July  20.  1935. 


The  words  are  disclaimed  apart  from  the  mark. 

For  Wines. 

Claims  use  since  Mar.   15,   1934. 


Ser.  No.  368,456.     Jos£  Ramibkz  k  CO.  Limitxi),  London, 
England.     Filed   .V>ik    19    1».15. 


LOLITA 


For  WInea. 

Claims  use  aince  Not.  7,  1934. 


Ser.  No.  309.132.     ItaUam  Swiss  Colony,  San  Prancitco, 
Calif.     FUed  Sept.  9,  lf86. 


For  Wines. 

Claims  uae  since  July  23,  19.16. 


Ser.  No.  399,281.     Majksik    Wine  &  SpibitS,  Inc.,  Cam- 
den, N.  J.     Filed  Sept.  13,  1935. 


/--)^' 


For  Wines. 

Claims  use  since  June  1.  1935. 


'£42n 


I 


¥  ! 
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CLASS  48 

Malt   B^'verages   and   Liquors 

Ser.  No.  368,196.     Stibling    Brew  ebb,  Inc.,   ETansTille, 
Ind.     Filed  Aug.  10,  1936. 


No  claim  is  made  to  the  word  "Brand". 

For  Malt  I'rodacts,  and  .More  Particularly  Beer  and  Ale. 

Claims  use  since  Jan.  1,  1936. 


8«r.     No.     800,422.        STANDABD     BKBWING     COMPANY,     INC., 

Rochester,  N.  Y.     Filed  Sept.  17,  1985. 


For  .\le  and  Beer. 

Claims  use  since  Jan.  4,  1934. 


CLASS  49 

Distilled   Alcoholic    Liquors 

Ser.  No.  365,686.     Joseph  K.  Seaobam  &  Sons,  Inc.,  Law- 
renceburg,  lud.     Filed  .Aug.  30,  1934. 

SEAGRAM'S 


WEE  Mac  GRE60R 

The  word  "Mac  Gregor'    except  as  shown  is  disclaimed. 

For  Whiskey. 

Claims  use  since  July  19,  1934. 


Ser.  No.  359,538.     Compania  Ron  Bacardi,  S.  A..   Santi- 
ago, Cuba.  Filed  Dec.  21,  1934.     Under  10-year  proTifo. 


Ser.  No.  357,086.  BON  Ton,  Incobpobated.  doing  business 
as  Bon  Ton  Beverages,  Inc..  Chicago,  III.  Filed  Oct. 
13.  1934 

HEIRLOOM 

For  Whiskey. 

Claims  use  since  Apr.  27.  1934. 


Ser.  No.  357.128.     F«oiT  Indostbies.  Ltd..  Los  .Angeles, 
Calif  .  and  New  York.  N.  Y.     Filed  Oct.  15.  1934. 

ARISTOCRAT 


For  Brandy. 

Claims  use  since  Oct.  9,   1934. 

469  O.  O.— «1 


i/rr 


BACARDI  yC* 

C9T«^L<oi»ok  CM  taar 

\vvSANTIAGO  «  Cl'BA 

t     t  - 


The  drawing  is  lined  for  gold. 

For  Kum. 

Claims  use  since  1889. 


Ser.  No.  359,539.     Compania  Ron  Bacabdi,  S.     A..  Santi- 
ago, Cuba.    FUed  Dec.  21,  1934.    Under  10-year  proTlso. 


^ 


UflMSMnm  mm 


l«;6 


HE 


BACARDI  yC'.^ 


c»r*»icot»o4  IN  tSf  / 


SANTl.'VGO.eCUBA 


rW^\.  •ir%AM»fC 


§L 


The  drawing  is  lined  for  gold. 

For  Rum. 

Claims  use  f^ince  1889. 


Ser.  No.  368,475.     The  John  Heidbik  Company,  Barber- 
ton,  Ohio.     Filed  Aug.  20,  1936. 


Noose  clOB 


The  word  "Club"  is  disclaimed   apart   from  the   mark. 

For  Whiskey. 

Claims  use  since  Not.  5,  1934. 
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S«r.  No.  369,036.     Joseph  Tbinib  Cobpobatios,  Cbicaco, 
111.     Filed  Sept.  5,  l\)o5. 

JOHNNY 

bij\<:k 


The  picture  \n  that  of  a  flctitioua  character  koowa  to 
applicant's  trade  as  Johnny  Black. 
For  Whiskies. 
Claims  ase  since  May  22,  1935. 


Ser.  No.  369,362.  Ltons  Magncs,  Inc.,  doia«  business  as 
The  E.  a.  Lyons  A  Haas  Co.,  San  Francisco,  Calif. 
FUed  Sept.  K..  1935. 


For  Distilled  Pry  Gin. 
Claims  use  since  Ans    22.  19.'?4 


Ser.  No.  369.417      PoppEHMORsoy  CO.  Inc.,  Jersey  City, 

N.  J.     Filed   Sfpt     17.   1935. 

OLD 

Mr.  Manhattan 


For  Cocktails. 

Claims  ase  since  June,  1934. 


Ser.  No.  309,510.     Joseph  Tui.neb  Corpohation,  Chicago, 
111.     Filed  Sept.   19.   1935. 


For  Whl-kAv 

Clalm.ii  use  :<lrii-e  June  8,  1935. 


Ser.    Na.    3r,9,.-,22       (jeor,.i:    Br.yz    Sons,    Inc.,    St.    Paul. 
Minn.     Flle<l  S.  pt    20,  1935. 

WHITE  RIBBON 

For  Whl.'skpy. 

riaim.^  u«p  <ince  Aug.  29,  1935. 


Ser.   No.  369,567.     JOSKFH  8.  Fi!fCH  and  Compani,   New 
York,  N.  T.    Filed  Sept.  21,  1936. 


THE 


For   Whiskey,    Brandy,   Qln,   Hum,   and    Alcoholic   Cor- 
dials. 

Claims   us«   since  Aag.   13,    1935. 


Ser.    No.    869,579.      Obt«ocon    Dibtillid    PacDOCTS   Co., 
Inc.,  New  York,  N.  Y.     Filed  Sept.  21,  1985. 


For  Whiskey. 

Qaims  use  since  Oct.  6,  1984. 


Ser.    No.    369,580.      Ostbucon    Distillbd    Pbodlcti    Co., 
Inc.,  New  York,  N.  Y.     Filed  Sept.  21,  1986.     f 


For  Whiskey. 

Claims  use  since  Aug.  9,  1985. 


I  I 

■1   9 

I 

E    ' 
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Ser.    No.    369,681.     Ostbucon   Distilled   Pboducts   Co. 
Inc.,  New  York.  N.  Y.      Filed  Sept.  21,  1936. 


.^NWV^ 


'Ser.    No.    369,598.      Bbdnswio    Dboo    Co.,    Los    Angeles, 
Calif.     Filed  Sept.  23,  1935. 

Top 

O'THE 

Morn^ 


For  Whiskey. 

Claims  use  since  Sept.  4,  1936. 


For  Whiskey. 

Claims  use  since  Dec.  8,  1934. 


Ser    No     369,582.     Ostbdcon   Distillsd    Pboducts  Co., 
INC.,  New  York,  N.  Y.     Filed  Sept.  21,  1936. 


ROYAllOM^tV 


Ser.   No.   369,645.      FRanki-obt     Distillebies,     IncoepO- 
BATiD,  Louisville,  Ky.     FUed  Sept.  24,  1935. 

Kentucky 
Velvet 


For  Whiskey. 

Claims  use  since  Sept.  12,  1935. 


Ser.   No.   869,646.     Fbankfurt     Distilleries.     Incorpo- 
rated, Louisville,   Ky.     Filed   Sept.   24,   1935. 

OOP 


For  Whiskey. 

Claims  use  since  Sept.  12,  1935. 


For  Qln. 

Claims  use  since  June  22,  1934. 


CLASS  50 


Ser.  No.  M9.M2.     Sopbemb  Distbibutobs,  Inc.,  Phoenix, 
Aril.    Piled  Sept.  21,  1935. 

WHITE 
KING 

For  Gin  and  Whiskey. 
Claims  use  since  Sept.  6,  1935. 


Merchandise    Not    Otherwise    Cla.ssified 

Ser.    No.    368,274.      Sylvania    Indcstbial    Cobpobatios, 
Now  York,  N.  Y.     Filed  Aug.   13.   1936. 

SYLPH 

For  Non-Fibrous  Cellulosic  Products  in  the  Form  of 
Sheets,  Films,  Bands.  Tubing,  and  Hollow  Bodies.  Whether 
Transparent  or  Opaque,  Colored  or  Dncolored,  Enibo8se<l, 
Coated,  or  Impregnated. 

Claims  use  since  Aug.  10,  1936. 
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TRADE-MARK  REGISTRATIONS  GRANTED 


[ACT  OF  FEBRUARY  20,  1905] 
OCTOBER  29,  1935 


329.341.  BOYS'  AND  MEN'S  COLL-\RS  AND  PAJAMAS. 
DAVID  Kurtz,  New  York.  N.  Y 

Filed  June  1.  1985.     Serial  Xo.  3tJ5,701.     PUBLISHED 
AUGUST  20,  1936.     Class  39. 

329.342.  SUIT  CASES,  WARDROBE  AND  STEAMER 
TRUNKS,  AND  VALISES,  AND  HAT  BAGS.  BLOOM- 
i.voDAuc  Bao8.,  INC.,  New  York,  N.  Y. 

Flle<I  .May  21t,  1935.     SerUl  No.  366,54«.     PUBLISHED 
AUGUST  ti,  19.35.     Clagg  3. 

329.343.  CANDLES.  Will  &  B-u  MiB  Candle  Co..  I«c.. 
Syrarase.  N.  Y. 

Filed  May  27,  1935.     Serial  No.  365.426.     PUBLISHED 
AUGUST  20,  1935.     Class  15. 

329.344.  ELECTRIC  TEA  KETTLES.  West  Bbnd  AU 
DMiNtM   CO..    West  Bend.   Wis. 

Fllpd  May  25,  1935       Serial  No.  365,412.     PUBLISHED 
AUGUST  20.  1986.     Class  21. 

329.345.  CEREAL  FX)R  SAND  CORES  AND  FACING 
FLOUR.  Hbnkv  Lauhofk  Cmeal  Mills,  Imc,  De- 
troit. Mich. 

Fileii  May  25,  1935.     Serial  No.  366,379.     PUBLISHED 
AUGUST  6.  1935.     Class  5. 

329,^46.     FERTILIZER.     Worth  Alonzo  B«ow.m,  Capito- 
la.  Calif. 
Flleil  May  24,  1936      Serial  No.  366.325.     PUBLISHED 
AUGl  ST  6.  1935      Class  10. 

329.347  WIND  DRIVEN  PUMPS.  Alfred  N  Phillips. 
Jr.,  Darien,  Conn 

Piled  May  22.  1935      Serial  No.  365.265.     PUBLISHED 
AUGUST  20,  1935.      Class  23, 

329.348  ALLOY  CA.St  IRONS.  <  H.tMBiBSBCBG  Esoi- 
NEERixo  COMPANY,  Chambersborg.   Pa 

Filed  Miy  22,  1935.     Serial  No.  305.246       PUBLISHED 
JULY  .30,  1936.     Class  14. 

329.349  ADHESIVE    CEMENT.      LamaC    Pbocbss    COM 
PANY.  Erie.  Pa. 

Filed  May  21,  1935.     Serial  No.  365.201.     PUBLISHED 
AUGUST  6,    1935.     Class  5. 

329  350.       PNEUMATIC    VEHICLE    TIRES        ALWEd    H. 
BHA.VHAM,  receiver  of  .Murray  Rubber  Company,  Tren- 
ton. N.  J. 
Filed  May  17.  1935.     Serial  No.  365.020.     PUBLISHED 

AUGUST  20,   19.35.      Class  35 

329.351        DENTAL    AND    SURGICAL    INSTRUMENTS. 
DO.vAi.D  J.  MCDanibl,  Chicago,    111. 
Filed  June  24.  1935.     Serial  No.  366.568.     PUBLISHED 
AUGUST  20.  1936.     CUss  44. 

329.352.  ELECTRICAL  CIRCUIT  BREAKERS.  Sqiabb 
I)  COMPANY,  r>etrolt,  Mich. 

Filed  June  24.  1935.     Serial  .No.  36«,683.     PUBLISHED 
AUGUST  20,  1935.     Class  21. 

329.353.  WATCH  CASES,  WATCHES.  AND  WATCH 
MOVEMENTS.  THE  GRriv  Watch  Company  Cin- 
cinnati. Ohio. 

Filed  June  24.  1935.     Serial  No.  366.561.     PUBLISHED 
AUGUST  13,  1935.     Class  27. 

329.354.  SAWS  OF  ALL  KINDS,  INCLUDING  HAND 
SAWS.  COMPASS  SAWS.  KEYHOLE  SAWS.  CROSS 
CUT  SAWS.  WDOD  SAWS  (BUCK  SAWS).  MITRE 
SAWS.  BACK  SAWS,  DOVETAIL  SAWS.  PRUNING 
SAWS,  BUTCHER  SAWS,  KITCHEN  SAWS.  AND 
CIRCULAR  SAWS.  E  c  Atkins  and  Company,  In- 
dlanapr)li,^,  Ind. 

Filed  June  24.  1935.     Serial  No.  366,546.     PUBLISHED 
AUGUST  20.   1935.     CTass  23. 
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329.355       WHEAT    FLOUR.      Pillbburt    Flocr    Mills 
COMPA.vY.  .Minneapolis,  Minn. 
Filed  June  22,  193.')      Serial  No.  366,531.     PUBLISHED 
AUGUST  20.  1986.     Class  46. 

329,356.       WHEAT    FI.OT'R        Pillsbubt    FLona    Mills 
COMPANY,  Minneapolis,  Minn. 
Filed  June  22,  1935      Serial  No.  366.580      PUBLISHED 
AUGUST  20.  1935.     Class  46. 

329.367.  STOCK,  POULTRY,  AND  DAIRY  FEEDS. 
Geo   B    Matthbwb  k  Sohb.  inc.,  New  Orleans.  Ln. 

Filed  June  22,  1935.     Serial  No.  366.628.     PUBLISHED 
AUGUST  20.   1936.     CUss  46. 

329.358.  METAL  ANODES  FOR  ELECTROPLATING. 
HAN»ON-Van     WINKLB-MUNNINO     COMPANY,     MaiHwan 

N.  J. 

Filed  June  22.  1935.     Serial  No.  366.616.     PUBLISHED 
AUGUST  20.  1935.     Class  21. 

329.359.  CANNED  FISH,  PARTICULARLY  CANNED 
CRAB.  V.  L  BoABDWAY  k  CO.,  Wrangell,  Territory  of 
Alaska. 

Filed  June  22.  1986.     Serial  No.  366,506.     PUBLISHED 
AUGUST  20.  1935.     CUss  46. 

329.360.  LEATHER.  TH»  Unitbd  States  I.^ath«b  Com- 
pany, New  York.  N    Y 

Filed  Jane  21,  1936.     Serial  No.  366,496.     PUBLISHED 
AUGUST  13,  1935.     Class  1 

329.361.  BEER.  Fesbnmbibb  Brbwino  CO.,  Haotln^on, 
W.  Vs. 

FUed  July  15,  1935      SerUl  No.  867,294      PUBLISHED 
AUGUST  20,  1935.     Class  48. 

329.362.  MALT  BEVERAGES  HAVING  AN  ALCOHO- 
LIC CONTENT  NOT  IN  EXCESS  OF  THAT  PER- 
MITTED BY  LAW.  Fbsbnmbibk  Brbwino  Co..  Hunt- 
ington. W    Va. 

Filed  July  16.  1935.     Sertal  No.  367,293.     PUBLISHED 
AUGUST  20,  1935.     Class  48. 

329.863.  MALT  BEVERAGES  HAVING  AN  ALCOHO- 
LIC CO.NTENT  NOT  IN  EXCESS  OF  THAT  PER- 
MITTED BY  LAW.  Fesbsmbieb  BBBwiNg  Co  ,  Hunt- 
ington. W.  Va. 

Filed  July  15.  1936.     SerUl  No.  367,292.     PUBLISHED 
AUGUST  20.  1935.     Class  48. 

329.864.  EXERCISING  DEVICE.  William  Schbnk. 
Long  Island  City.   N    Y 

Filed  July  12.  1935.     Serial  No.  367,212.     PUBLISHED 
AUGUST  20,  1935.     CUss  22. 

32«..365.     ASH  TRAYS.   PIPES.  CIGARETTE    HOLDERS. 
CIGARETTE    CASKS.    AND    TOBACCO    POUCHES. 
Spatz  Bros  ,  New  York,  N.  Y. 
Filed  June  27.  19.35      Serial  No.  366,743.     PUBLISHED 
AUGUST  20.  1935,     Class  8 

329.366.      CLOCKS   AND   WATCHES       Spatz   Bbos  ,   New 
York.  N.  Y, 
Filed  June  27.  1035.     Serial  No.  366,740.     PUBLISHED 
AUGUST  6.  1936      Class  27. 

329,367       SPRAY  GUNS  FOR   lENETRATINO  OIL  AND 
PAINTS.     The  Pep  Boys — Manny.  Mob  &  Jack,  do- 
ing baslnesB  as  Varsity  Products  Company.  Philadel- 
phia,   Pa. 
Filed  June  27.  1935.     Serial  No.  366.781.     PUBLISHED 

AUGUST  20.  1935.     Class  23. 

329.368.  DENTAL  PLATE  CLEANSING  POWDER  FOR 
CLEANING  AND  REFRESHING  ARTIFICIAL 
TEETH  AND  REMOVABLE  BRIDGES.  Maroarbt 
L.  NiEF.  doing  business  as  Per-Ms-San  Laboratory, 
Union  City.  N.  J. 

Plied  June  27.  1935.     Serial  No.  386,727.     PUBLISHED 
AUGUST  20.  1985      Class  4. 


329.369.  SPARK  PUGS.  Lbhr  Atrro  Supply  Company, 
Inc.,  doing  business  as  Rival  Spark  Plug  Co.,  New 
York,  N.  Y..  and  Philadelphia.  Pa. 

Filed  June  26,  1935.     Serial  No.  366,666.     PUBLISHED 
AUGUST  20,   1936.     Class  21. 

829.370.  LEATHER.  ALLIED  KiD  COMPANY,  Boston, 
Mass.,  and  Philadelphia.  Ps. 

Filed  June  18.  1935.     Serial  No.  866,813.     PUBLISHED 
AUGUST  20,  1986.     Class  1. 

329,871.  CIGARS  AND  STOGIES.  Zimmebman  Broth- 
ers, I»ck  Haven.  Pa 

Filed  June  17,  1935      Serial  No.  366,312.     PUBLISHED 
AUGUST  6.  1935.     CUss  17. 

329,372.  8TEKL.  Thi  Timken  Stebl  and  Tubb  Com- 
pany, Canton,  Ohio. 

Filed  June  17,  1936.     Serial  No.  366,306.     PUBLISHED 
AUGUST  6,  1936.     Class  14. 

329.878.  PIPES,  CIGARETTE.  AND  CIGAR  HOLDERS. 
PIPE  FILTERS,  AND  FILTERS  FOR  CIGARETTE 
AND  CIGAR  HOLDERS.  Danibl  K.  CoptLL,  New 
York,  N.  Y. 

Filed  June  17.  1986.     Serial  No.  366.266.     PUBUSHED 
AUGUST  20,  1935.     Class  8. 

,329.374.       IRRIGATION     PUMPS.    MINE    PUMPS.    AND 
PUMPS  FOR  DRAINAGE.     Latne  *  Bowuta  Corp., 
Los  Angeles,  Calif. 
Filed  June  15.  1935.     Serial  No.  366,285.     PUBLISHED 
AUGUST  20,  1935.     Class  23. 

329.875.       DISH     MOPS,     KITCHEN     UTENSIL    MOPS, 

BROOMS.      MOPS;     TOOTH.      HAIR.      NAIL,     AND 

SCRUB    BRUSHES.    AND    DUSTERS.      Wilkinson, 

GaDDis  k  Co.,  Newark,  N.  J. 

Filed  June  10.  1935      Serial  No.  866.046.     PUBLISHED 

AUGUST  20.  1935.     CUss  29. 

329.376.  HOSIERY  AND  WOMEN'S  UNDERWEAR  AND 
WOMEN'S  UNDERGARMENTS — NAMELY,  SLIPS, 
PANTIES,  CHEMISES,  WOMEN'S  NIGHTGOWNS, 
AND  PAJAMAS.     RiCHB,  INC.,  AtUnta,  Ga. 

Filed  June  10,  1936.     Serial  No.  366.026.     PUBLISHED 
AUGUST  13,  1935.     Class  39. 

829.377.  LEATHER.  R.  Nbumann  k  Company,  Hoboken, 
N.  J. 

Filed  June  10,  1935.     Serial  No.  366,022.     PUBLISHED 
JULY  30,  1935.     Class  1. 

329.378.  WATER  COOLERS  WITH  OR  WITHOUT  AUX- 
ILIARY REFRICEUATION  CHAMBERS  FOR  THE 
PRESERVATION  UK  FOODSTUFFS.  American  Rb- 
cbptaclb  Corporation,  New  York,  N.  Y. 

Filed  May  17,  1935.     Serial  No.  365.016.     PUBLISHED 
AUGUST  20.  1936.     Class  31. 

329.879.  CORN  PADS,  BUNION  PADS,  CALLOUS  PADS, 
ARCH  SUPPORTS,  CUSHION  PADS  THAT  SERVE 
AS  BLISTER  ELIMINATORS.  AND  APPLIANCES 
FOR  FOtVr  RELIEF.  Lbopold  Wolff,  doing  busi- 
ness as  Marvel  Foot  Products  Co.,  Santa  Rosa.  Calif. 

Filed  March  18.  1935.    Serial  No.  362,721.   PUBLISHED 
AUGUST  20,  1935.     CUss  44. 

329,380.     CIGARS.     PrrBi  Cioab  Co..  Inc.,  Ban  Francisco, 
Calif. 
Filed  March  18,  1936.    Serial  No.  362,707.   PUBLISHED 
AUGUST  13,  1935.     Class  17. 

329,881.     RUBBER  BATH  SPONGES.     BBSsiE  L.  WOODS, 
Chicago,  111. 
Filed  March  16,  1935.    Serial  No.  862,648.   PUBLISHED 
JULY  30.  1936.     CUss  1. 

829.382.  BREAD.  Wabbbn  Bakinq  Company,  doing  busi- 
ness as  Butter  Krust  Baking  Company,  Warren  and 
Bradford,  Pa. 

Filed  March  14.  1935.    Serial  No.  362,640.    PUBLISHED 
AUGUST  20,  1936.     CUss  46. 

329.383.  TOYS— NAMELY.  MECHANICALLY  OR  ELEC- 
TRICALLY PROPELLED  FIGURES  OR  ANIMALS. 
The  Lionel  Corporation,  New  York,  N.  Y. 

Filed  March  12,  1935.    SerUl  No.  362,426.    PUBLISHED 
AUGUST  20.  1935.     Class  22.     ...-.  > 


329.384.  LEATHER— NAMELY,  CUT  TAPS.  STRIPS. 
AND  BENDS.  IN  THE  ROUGH.  TH«  American  Oak 
LbaThbr  Co.,  Chicago,  IlL 

Filed  March  8,  1935.    Serial  No.  362.248.    PUBLISHED 
AUGUST  20,  1936.     Class  1. 

329.385.  AIR  CONDITIONING  UNITS.  Carbaway  Ew- 
oiNCBBiNG  CO.,  INC.,  Dallas,  Tex. 

Filed   February    15.    1936.      Serial    No.    861,412.      PUB- 
LISHED AUGUST  20.   1935.     Class  34. 

329.386.  WINES.  Marqccb  del  Real  Tbsoro  y  Com- 
paSia,  Jerez  de  la  Frontera.  Spain. 

Filed   February    14,    1935.      Serial    No.    361,396.      PUB- 
LISHED AUGUST  20,  1935.     Class  47. 

329.387.  LUBRICATING  OILS,  PARTICULARLY  FOR 
MOTORS.  TRACTORS.  AND  TRUCKS.  Tiona  Pbtbo- 
LEt'M  company,  Philadelphia,  I'a. 

Filed    January    31.    1935.       Serial    No.    360,916.      PUB- 
LISHED AUGUST  13,  1985.     Class  16. 

329.388.  DRESSED  POULTRY.  Omaha  Cold  Storagb 
company,  Omaha,  Nebr. 

Filed    January    12.    1985.      SerUl    No.    360,181.      PUB- 
LISHED AUGUST  20,  1935.     Oass  46. 

329.389.  CLOSURES  FOR  BOTTLES  AND  CONTAIN- 
ERS.  ARMSTRONG  CoRK  k  INSULATION  COMPANY,  Lan- 
caster Pa.,  now  by  change  of  name,  Armstrong  Cork 
■^oducts  Company. 

Filed   December  29,   1934.     Serial   No.   359,762.     PUB- 
LISHED AUGUST  13.  1935.     Class  50. 

329,890.  LEATHER  GOODS— NAMELY,  SUIT  CASES, 
BRIU'  CASES,  HAND  BAGS,  WALLETS,  PURSES, 
KEY  CASES,  TRUNKS,  VALISES,  WEEK-END 
CAS«8,  OVER-NIGHT  CASES  AND  BAGS.  GLAD- 
STONE BAGS.  WARDROBE  TRUNKS  AND  HAND 
CASES;  FITTINGS  FOR  TRUNKS,  SUIT  CASES, 
WEHK-E.ND,  OVER-NIGHT  CASES  AND  BAGS, 
LUGGAGE.  AND  PORTFOLIOS.  Franklin  Leath- 
KB  GOODS  CO.,  INC.,  Newark,  N.  J.,  and  New  York, 
N.  Y. 
Filed  December  28,  1934.  Serial  No.  869,716.  PUB- 
LISHED AUGUST  20,  1935.     Class  3. 

529.391.  ELECTRIC  CABLES  AND  INSULATION  FOB 
ELECTRIC  CABLES.  THE  Macintosh  Cablb  com- 
pany Limitbd,  Derby,  England. 

Filed   December   24,    1934.      Serial  No.   359,626.      PUB- 
LISHED AUGUST  20,  1935.     Class  21. 

329.392.  SEALERS,  STRETCHERS,  COIL  HOLDERS. 
REELS,  AND  SNIPS  EMPLOYED  IN  REENFORC- 
INQ  BOXES.  CRATES.  BALES.  AND  PACKAGES. 
AND  IN  LOADING  FREIGHT  CARS  AND  OTHER 
CARRIERS.     ACME  Stbbl  Company,  Chicago.  111. 

Filed   December    22.    1934.      Serial   IHo.   369.564.      PUB- 
LISHED AUGUST  20,  1935.     Class  23. 

329.393.  MEN'S  AND  WOMEN'S  FUR  COATS.  WOMEN'S 
FUR  NECKWEAR.  FUR  CAPES  AND  MUFFS.  AND 
FUR  ROBES.  P.  Schlampp  k  Son,  Minneapolis, 
Minn. 

Filed  November   14,   1934.      Serial   No.   868,224.     PUB- 
LISHED AUGUST  20,  1935.     Class  39. 

329.394.  FRESH  MILK  AND  FRESH  CREAM.  Bkatricb 
CREAMERY  Company,  Chicago,  111. 

Filed    November    8,    1934.      Serial    No.    358,036.      PUB- 
LISHED AUGUST  20,  1935.     Class  46. 

329.395.  THERMOSTATS.  Watbola  Corporation,  Ltd., 
San  Francisco,  Calif. 

Filed   November   5.    1934.      Serial    No.    867.928.      PUB- 
LISHED AUGUST  20.   1935.     Class  26. 

329.396.  PERFUME  AND  DEODORIZING  LIQUID  CON- 
TAINERS. MADE  OF  BASE  METAL  AND  SOLD  TO 
THE  TRADE  EMPTY.  Dearuno  Inc.,  New  York, 
N.  Y. 

Filed    October    26,    1934.      Serial    No.    357,546.      PUB- 
LISHED AUGUST  20,  1935.     CUss  2. 
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32«,397.       MILITARY     BBU8U     SETS,     WHI^KBROOM 

SITS,  CLOTHES  BKDSH  SETS.  BRUSH  AND  SHOE 

CLEANER    SETS.    AND    THE    LIKE       THB    Baeh    &. 

Wiuta  Company,  Attleboro.  Mass. 

Filed  June  7.  1935.     Serial  No.  366,871.     PUBLISHED 

JULY  30,  1935.     Claaa  29. 

329.398.  RKSIN  ISED  IN  ALL  CASES  WHERE  ROSIN 
MAY  BE  EMPLOYED,  SIXTH  AS  IN  I'.MNTS,  VAR- 
NISHES, SOAPS,  PAPER  SI2^S,  BOX  TOES,  AND 
ELECTRIC.VL  INSULATING  COMPOUNDS.  Heb- 
CCLcs  rowDCH  CoMP.i.vY.  Wilmington,  D«l. 

FUed  June  H,  1935.     Serial  No.  365,946.     PUBLISHED 
AUGUST  20,  1935.     Class  1. 

329.399.  ADHESIVE  CEMENTS.  Kablso.n's  Klisteh 
MFG.   Co  ,  Rockford,  HI. 

Filed  June  10,  1935.     Serial  No.  366.012.     PUBLISHED 
JULY  30,  1935.     Class  5. 

329.400.  MENS  COATS,  VESTS.  TROUSERS.  OVER- 
COATS, AND  TOPCOATS.  Bbrkowitz,  Dwobkin  & 
Co  .   IJ»c  ,   New  York.  N.  Y. 

Filed  June  14,  1935.     Serial  No.  366,187.     PUBLISHED 
AUGUST  13.  1935.     Class  39. 

329.401  MEN'S  TOPCOATS  AND  OVERCOATS.  THl 
JOSEPH  &  FEiss  roMPANT,  Cleveland,  Ohio. 

Filed  Jane  14.  IftS.'S      Serial  No.  366.201.     PUBLISHED 
AUGUST  13.   1935      Class  39. 

329.402  MEN  S.  WOMEN'S.  BOYS".  AND  GIBLS'  UN- 
DERWEAR MADE  WHOLLY  OR  IN  PART  OF 
^ILK  n\\>>S.  LINEN,  OR  COTTON.  Malbbosi 
MA.NrrACTtRr>«o  Company,  Los  Angeles,  Calif. 

FilM  June  14,  193.').     Serial  No.  366.204.     PUBLISHED 
AUGUST   13,   19.i5.     Class  39. 

329,40.5       MOLYKDENIM  METALS  AND  MOLYBDENUM 
ALLOYS,  AND  TOOL  AND  CUTTING  STEELS.    UWI- 
vERS.^L  Stxel  company,  BndKevlHe,  Pa. 
Filed  June  14,  1935.     Serial  No.  366^215.     PUBLISHED 

AUGUST  6.  1935.     Clasa  14. 

329,404.     ELECTRICAL  DESK  I-\MPS.     Martin  S.  Bbes- 
LA(  BE  A  CO..  Inc.,  New  York,  N.  Y. 
Filed  June  15,  1933.     Serial  No.  366,227.     PUBLISHED 
AUGUST  20.  1935.     Class  21. 

829,405      DUST  MOPS.     Hester  W.  Hcnteh,  Geneva,  lU. 
Filed  June  24,  1935.     Serial  No.  366,599.     PUBLISHED 
AUGUST  13,  1935.     Class  29. 

829,4f>6      TOOL   STEEL.     Cbcciblk   Steel   Company  or 
AMERrcA,  Ne-w  York,  N.  Y. 
Filed  June  25,  1935.     Serial  No.  366,608.     PUBLISHED 
AUGUST  13,   1935.     Cla.ss  14, 

329,407.     HAIR  RINSE      Fbbdekick  J.  MathcsON,  doing 
business  as   Rap  I  lH)I   laboratories.   New  York,  N.  Y. 
Filed  June  25,  1935.     Serial  No.  366,630.     PUBLISHED 
AUGUST   20,    1935.      Class    6. 

329.408      ALL  KINDS  OF  CHEESE.     .Norskb   Meikuikrs 
Ekbpobtlao,    (Norwegian  Dairies  Export  Corpora 
Tio.V).  Osli),   .Norway, 
Filfd  June  25,  1935.     Serial  No.  386,836.     PUBLISHED 

AUGUST  20,  1935.     Class  46. 

329,409.     SPARK  PLUGS.     LEUR  ACTO  SOPPLY  ComfaKY. 

INC.,    doing   buslne.sa   as    Bond    Spark    Plug   Co.,   New 

York,  N.  Y.,  and  Phliadelphla.  Pa. 
Filed  June  2*\,  1935      Serial  No.  366,665.     PUBLISHED 
AUGUST  20,  1935.     Class  21. 

329,410       PREPARATION    FOR    EXTERNAL    APPLICA- 
TION FOR  RELIEF  OF  ITCHING  AND  THE  LIKE. 
The  Wm.  S.  Mehheli.  Company.  C^incinnati,  Ohio. 
Filed  July  1,   1935.      Serial  No.  366,869.     PUBLISHED 

AUGUST  20,  1935      Class  6. 

329,411.     WINES.     John  Smyrnos,  dolnjc  business  as  Cor- 
inthian Wine  Co.,   San   Francisco.  Calif. 
Filed  Jane  4.  1935.     Serial  No.  365,778.      PUBLISHED 
AUGUST  20.  1935.     Class  47. 


329,412  '  EXTRACT  FROM  CORN  GLUTEN  FOR  THB 
.MANUFACTURE  OF  TRANSPARENT  AND  OPAQUE 
SHEETS  AND  FILMS,  PLASTICS,  AI>HKsrVFS 
AND  VARN18HB8  IN  THE  NATURE  OF  RAW  uR 
PARTLY  PREPARED  MATERIALS.  AMEBICAN 
MAi/.B-PaoDDcra  Company,  New  York,  N.  Y. 
Filed  June  5.   1935.     Serial  .No.  363.791.     PUBUBHED 

JULY  30,  1935.     Class  1. 

329.413.  MATS  COMPOSED  PRINCIPALLY  OR  WHOL- 
LY  OF  RUBBER.  Tui  Goooyeab  TiRE  A  Rdbbbb 
COMPANY,   Akron.  Ohio. 

PUed  June  6.  1936.     Serial  No.  365.801.     PUBLISHED 
AUGUST  20,   1935,     riass  50, 

329.414.  RUM.  J.  Marion  Lbobndbe,  doinc  business  as 
Legendre  A  Company.  New  Orleans.  La. 

Piled  Jane  6.  1985.     Serial  No    365,849,     PUBLISHED 
AUGUST  20.  1935      Class  49, 

329.415.  LIQUID  FUEL  FOB  COMPRESSION  I(;NITION 
MOTORS.    Shell  Oil  Company,  San  Francisco,  Calif. 

Filed  June  7.  1935.     Serial  No.  365.?s99.     PUBLISHED 
AUGUST  20,  1986.     Claas  15. 

329.418.         TRA.NSPARKNT        CELLULOSE        SHEETS 

WHICH  ARE  OPAQUE  TO  ULTRA-VIOLET  LIGHT. 

Sylvania    Industrial    Cobpobation,    Fredericksburg, 

Va.,  and  New  York,  N.  V. 

Filed  June  7,   1935.     Serial  No.  865.904.     PUBLISHED 

JULY  30,  1936.     Clasa  1. 

329.417.  SINGLE  OR  MULTIPLE  FIBRE  FILAMENTS 
FORMED  IN  WHOLE  OR  IN  PART  OF  NABROW 
STRIPS  CUT  FROM  SHEETS  OF  NON  FIBROUS 
CELLULOSIC  MATERIALS.  SyLvaNIA  Imddstbul 
COBPOBATION.  Fredericksburg,  Va  ,  and  New  York, 
N.  Y. 

Filed  June  7,  1938.     Serial  -No.  865,906.     PUBLISHED 
AUGUST  20,  1936.     CUaa  1. 

329.418.  CIQARETTHS.     AmthoNy  ABaC.  Qulncy.  Mass. 
Filed  June  8.  1936.     Serial  No.  366,922.     PUBLISHED 

JULY  30,  1935.     Class  17. 

329.419.  ROSIN.  HBBCCLBa  POwdbb  COMpakt,  Wllnlng- 
ton.  Del. 

Mled  June  8.  1985.     Serial     No.  366.943.     PUBLISHED 
JULY  30.  1935.     Class  1. 

329.420.  LADIES  ".'.DERWEAR  SLIPS.  THB  PAXBICIA 
PBTTicoAT  C  .,  IMC.  New  York.  N.  Y. 

Filed  June  8.  li»36.     Serial  No.  366,965.     PUBLISHKD 
AUGUST  20.   1935.     CUss  39. 

329.421.  LADIES"  DRESSES.  Sacl-Oilman,  IMc,  At- 
lanta, Ga. 

Filed  June  8.  1935.     Serial  No.  368.961.     PUBLISHED 
AUGUST  20,  1936.     Class  39. 

329.422.  AUTOMATIC  BEER  PUMPS.  CHAMPION  Pnbu- 
MATic  MACHINBBY  COMPANY,  Chicago.  Ill 

Filed  June  10,  1936.     Serial  No.  365.989.     PUBLISHED 
AUGUST  20.  1935.      Clasa  28. 

329.423.  ADHESIVE  CEMENT.  CONSOLIDATED  CHBMICAl 
COMPANY,  Detroit.  Mich. 

Filed  April  20.  1936.     Serial  No.  364.000.     PUBLIPHED 
AUGUST  6,  1935.     Class  5. 

329.424.  COAL.  Great  Lakbb  Coal  A  Dock  Co.,  Minne- 
apolis, Minn. 

Filed  April  27.  in.T.      Serial  No.  364,288.     PUBLISHED 
AUGUST  6,  1935.     Class  1. 

329.426.  MENS,  WOMEN'S.  AND  CHILDREN'S  CLOTH- 
ING— NAMELY,  TROUSERS.  COATS,  JACKETS. 
VESTS,  MACKINAWS.  I  IMBERJACKETS,  BLAZ 
ER8,  SLACKS,  RIDINc;  IIHEECHES,  JODHPURS. 
PAJAMAS,  SHORTS,  AND  UNDERWEAR.  Tailored 
Pants  Inc.,  I>o8  Angeles.  Calif, 
Filed  April  27,  1935,     Serial  No.  364.310.     PUBLISHED 

AUGUST  20.  1935.     Class  3». 

329.42R.  PYHOXYLINE  LADIES'  HA.VD  BAGS  AND 
I'ORTFOLIOS.       A8T0BLOID  MANcFACTUBlNa    CO.    IMC., 

New  York,  N.  T. 
Filed  May  2,  1936      Sertal  No    864.466.     PUBLISHED 
AUGUST  20,  1936.     Class  3, 
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829.427.  SPRAYING  APPARATUS  WITH  INFRA-RED 
RAY  RADIATION.     Madbicb  Kolb,  New  York,  N.  Y. 

Filed  May  3,  1935.     Serial  No.  364,615.     PUBLISHED 
AUGUST  20,  19»o.     Class  44. 

820.428.  LADIES'  AND  MISSES'  SILK  DBE8SBS.  WFL- 
LE8LXY  MODBe.  Ilic..  New  York.  N.  Y. 

Filed  May  4.  1935.     Serial  No.  364,662.     PUBLISHED 
AUGUST  20.  1936.     Class  39. 

829.429.  CHILDREN'S,  WOMEN'S,  AND  MEN'S  UN- 
DER WEAB  AND  PAJAMAS,  MEN'S  DRESS  SHIRTS. 
AND  WOMEN'S  AND  MENS  SWEATERS,  BATH- 
ING SUITS.  AND  ROBES.  11.  L.  Gbeen  Company. 
INC.,  New  York.  N.  Y. 

Filed  May  9.  1986.     Serial  No.  364,721.     PUBLISHED 
AUGUST  20,  1936.     Class  39. 

829.430.  BEER.  Fbsinmeibb  Brewing  CO.,  HuDtington, 
W.  Va. 

Filed  July  15.  1935.     Serial  No.  367,295.     PUBLISHED 
AUGUST  20,  1935.     Class  48. 

829.431.  GROUND  BEEF  FOR  USE  IN  THE  PREPARA- 
TION OF  SANDWICHES.  Kmeland  T.  Simons,  do- 
ing business  as  Simons  Beef  Burger  Company,  Chi- 
cago. 111. 

Filed  May  13,  1935.     Serial  No.  364,891.     PUBLISHED 
AUGUST  20,  19;J6.     Class  46. 

829.432.  DOLLS.  DOLL  CARRIAGES  AND  FURNI- 
TURE. DOLL  CLOTHING,  TRICYCLES,  CHIL- 
DREN'S BICYCLES.  TOY  WAGONS  AND  WHEEL- 
BARROWS. TOY  AUTOMOBILES  AND  TRUCKS. 
ETC.  Santa  Clads,  Incobporatbd.  Chicago.  111.,  and 
Santa  Claus.  Ind. 

Piled  July  1,  1936.     Serial  No.  366,877.     PUBUSHED 
AUGUST  20.  1935.     Class  22. 

829,488.      NON-AIXOHOLIC.    MALTLBSS    BEVERAGES 
SOLD  AS  SOFT  DRINKS.     Canada  Dby  Gingbb  Alb, 
INCOBPOBATED,  New  York,  N.  Y. 
Filed  July  8.  1936.     Serial  No.  867,066.     PUBLISHED 

AUGUST  20,  1j36.     Clasa  46. 

329.434.  NONALCOHOLIC,    NONCEREAL.    M.\LTLES8 
BEVERAGES  SOLD  AS  SOFT  DRINKS,  AND  SYR- 
UPS. EXTRACTS.  AND  CONCENTRATES  USED  IN 
MAKING  THE  SAME.     "ACB"  GiNOBR  BEBa,  INC..  do 
log  business  as  Dr.  X  Beverag        ^.,  Cleveland,  Ohio. 

Filed  July  11,  1936.     Serial  No.  361'  ^.     PUBLISHED 
AUGUST  20,  1985.     Class  45.  ., 

329.435.  TOY    BUILDING    BLOCKS.       AMBBICAN    MADB 
Pboddctb,  INC.,  Bloomington,  111. 

nied  July  11.  1935.     Serial  No.  367.146.     PUBUSHED 
AUGUST  20.  1935.     Class  22. 

829.436.  CIGARETTES.     PHILIP  MoRRis  A  Co.  LTD.  In- 
corporated, New  York,   N.  Y. 

Filed  April  16,  1936.     Serial  No.  863,814.     PUBLISHED 
AUGUST  6,  1936.     Class  17. 

329.437.  COAL.      Northcmbebland  MininO   CO.,   Scran- 
ton,  Pa. 

Filed  April  16,  1935.     Serial  No.  863.817.     PUBLISHED 
AUGUST  0.  1935.     Class  1. 

329.438.  CANNED    WHOLE    KERNEL    SWEET    CORN. 
WM.  SiLVEB  A  Co.,  Aberdeen,  Md. 

Filed  April  16.  1935.     Serial  No.  363.831.     PUBLISHED 
AUGUST  20,  1936.     Class  46. 

329.439.  VANITY   CASES   M.VDE  OF   PRECIOUS   MET- 
ALS.   VAN  CLKEF  A  .\RPBi-8,  Paris.  France. 

Filed  April  16,  1936.     Serial  No.  363,886.     PUBLISHED 
AUGUST  20.  1935.     Class  28. 

329.440.  WOODWIND  INSTRUMENTS — NAMELY,  MET- 
AL WOOD,  AND  EBONITE  ALTO  CL.\RINETS. 
METAL,  WOOD.  AND  EBONITE  BASS  CLARINETS 
BASSOONS,  METAL,  WOOD,  AND  EBONITE  CLAR- 
INETS. METAL  AND  WOOD  FLUTES,  METAL, 
WOOD,  AND  EBONITE  OBOES.  METAL  AND  WOOD 
PICTOLOS,    SAXOPHONES.    ETC.      LtJDWio    Music 

HOUSE.   INCOBPOBATED,    St.    LoulS,   Mo. 

Filed  April  17.  1935.    Serial  No.  363.873.    PUBLISHED 
AUGUST  20,  1936.     Class  86. 


329.441.  ALCOHOLIC  COCKTAILS.     THE  United  Pbod- 

UCT8    COBPOBATION,    NoTwalk,    CoBD. 

Filed   February   10,   1934.      Serial  No.   347,243.     PUB- 
LISHED MAY  1,  1934.     Class  49. 

329.442.  ALCOHOLIC  COCKTAILS.     The  UNITED  Pbod- 
UCTS  COBPOBATION,  Norwalk,  Conn. 

Piled   February   10,    1934.      Serial    No.    347,244.      PUB- 
LISHED MAY  1,  1934.     Class  49. 

329.443.  WINES.      Amebican    Vintnebb    Cobpobation, 
Los  Angeles,  Calif. 

Filed  April  17,  1934.    Serial  No.  360,083.    PUBLISHED 
AUGUST  20,  1935.     Class  47. 

329.444.  GIN.  Keystone  Distillkbs,  Inc.,  Philadel- 
phia. Pa. 

Filed  April  19,  1934.    Serial  No.  350,197.    PUBLISHED 
JUNE  19,  1934.     Class  49. 

329.445.  WHISKEY.  DiSTiLLEBS  DiBTRiBUTiNO  Corpo- 
ration. San  Francisco,   Calif. 

Filed  April  25,  1934.    Serial  No.  350,456.    PUBLISHED 
MAY  29,  1934.     Class  49. 

329.446.  SCOTCH  WHISKY.  The  Dustillebs  Agency 
LIMITXD.   Edinburgh,   Scotland. 

PUed  May  3.  1934.     Serial  No.  360,845.     PUBLISHED 
APRIL  16,  1935.     Class  49. 

329.447.  ELECTRICALLY  OPERATED  ANIMATED 
SIGNS.     Crystal  Manufactcbing  Co.,  Chicago.  111. 

Filed  May  29.  1934.     Serial  No.  352,033.     PUBLISHED 
AUGUST  20,  1936.     Class  21. 

329.448.  SANITARY  BELTS  HAVING  AN  ATTACHING 
MEANS  TO  WHICH  A  SANITARY  NAPKIN  CAN 
BE  ATTACHED.  Bklbeid  Cobpobation,  New  York, 
N    Y. 

FUed  June  26.  1934.     Serial  No.  353,165.     PUBLISHED 
AUGUST  20.  1935.     Class  44. 

329.449.  WHISKEY  AND  GIN.  Majestic  Wine  A  Liq- 
uor Cobpobation,  New  York,  N.  Y. 

FUed    August     1,     1934.      Serial    No.     364,515.       PUB- 
LISHED SEPTEMBER  26,  1934.     Class  49. 

329.460.    WHISKEY.     Lionel  Distilled  Pbodccts,  Inc., 
Chicago,  111. 
Filed  August  3,  1934.    Serial  No.  354,619.    PUBLISHED 
NOVEMBER  27,  1934.     Class  49. 

329.451.  FRESH  AND  CANNED  GRAPEFRUIT.  ARIZ- 
SWEET  GRAPEPRriT  GsowEBS.  LTD.,  Peoria,  .\rlz. 

Filed    August    22.    1934.      Serial    No.    355,283.      PUB- 
LISHED AUGUST  20,  1935.     Class  46. 

329.452.  LIQUID  AND  PASTE   PAINTS,  PAINT   PRIM- 
ERS, PAINT  ENAMELS.  AND  LACQUERS.     Pitts 
BiRGH  PLATE  GLASS  COMPANY.  Pittsburgh,  Pa. 

Filed    October    2,    1934.      Serial    No.    356,672.      PUB- 
LISHED APRIL  30,  1935.     Class  16. 

329,453       LADIES'    SLIPS    ANT)    CHEMISES.      THE   PA- 
TRICIA Petticoat  Co.,  Inc.,  New  York,  N.  Y. 
Filed    October    3,    1934.       Serial    No.    356,739.      PUB- 
LISHED AUGUST  20,  1986.    Class  39. 

329.454.  LADIES'  CHEMISES.  PRINCESS  SLIPS, 
BLOOMERS,  STEP-INS,  AND  NIGHTGOWNS  OF  A 
TEXTILE  FABRIC.  1.  Schnbiebson  A  SONS.  Inc., 
New  York,  N.  Y. 

Filed  March  14.  1935.    Serial  No.  862,534.   PUBLISHED 
JUNE  4,  1935.     Class  39. 

329.455.  CANNED  PINEAPPLE.  Rival  FOODS,  INC.. 
Cambridge.  Mass. 

Filed  May  23,  1935.     Serial  No.  365,310.     PUBLISHED 
AUGUST  20.  1936.     Class  46. 

329.466.  CASES  FOR  HOLDING  KEYS.  William  D. 
GLADSTONE,  New  York,  N.  Y. 

Piled  June  1.  1935.     Serial  No.  365,697.     PUBLISHED 
AUGUST  20,  1935.     Class  3. 

329.467.  CLOCKS.  ViKiNo  Pboddcts  Corporation.  New 
York,  N.  Y. 

Filed  Jane  12,  1935.     Serial  No.  366,127.     PUBLISHED 
AUGUST  6,  1935.    Class  27. 
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329.458.     CIGARS      Harkt  Blum  s  Nattiral  bloom  inc., 
New  York.  N.  Y. 
File<l  June  3.   1935      Serial  No.  366,720.     PUBLISHED 
AUGUST  6.  1935.     Class  IT. 

3-'9,459.     LUBRICATING  OILS  AND  GREASES  FOR  MO 
TOR      VEHICLES.      HYDRAULIC      BRAKE      OILS, 
CRANK     CASE     OILS.     SHOCK  ABSORBER     OILS, 
AND      PENETRATING      OIL.S.         Biltkite      Moto« 
EQCIpmi.vt  Co.  Inc  ,  New  York.  N.  Y. 
Fllpd  June  13.  1935      Serial  No    366,134.     PUBLISHED 

AUGUST  20.  1935.     Class  15. 

329,400       MEN'S    OUTER    CLOTHING — NAMELY,    TOP- 
C^JATS,  OVERCOATS,  AND  SUITS.     Malcolm  Kbn- 
NiTH  Co.,  Boston,  Mass. 
FllPd  June  i:',,  1935      Serial  No.  366,149.     PUBLISHED 

AUGUST   1.;.  1935.     Clas.s  39. 

329.461.  DRIVING    WHEEL    RECORDERS.      Waltham 

Wattii    roMP.4NT.    Waltham,   Mass. 
Filpd  June  1^,  1935      Serial  No.  366,179.     PUBLISHED 
AUGUST  20,   19-55      Class  26. 

329.462.  GR.VPES.  Cefirlno  Babbazan,  doing  business 
as  Spanish  .\mprlran  Importation  Co.  of  New  York, 
New  York,  N    Y. 

Filed  June  14.  1935.     Serial  No.  366.186.     PUBLISHED 
AUGUST  20,  1935.     Class  46. 

329.463  MENS,  WOMEN'S.  AND  CHILDREN'S  UN- 
DERWEVR.  CiLASESi  Corporation  of  America, 
New  York,  N    Y. 

Filed  Junt-  21,  1935.     Serial  No.  366,457.     PUBLISHED 
AUGUST  20.   1935.     Class  39. 

329.464  PERMANENT  HAIR  WAVING  PADS  OR 
SACHETS.  PXTRA  MAscrACTvKiNO  Company,  Chica- 
go. 111. 

Piled  Jane  21,  1925.     Serial  No.  366,486.     PUBLISHED 
AUGUST  20,   1935.     Class  44. 

329.465.  TOASTED  CORN  WAFERS  OR  CHIPS.     Toast 
ED  CORN  PBODCCTS  CO.,  Baltimore,  Md. 

Filed  June  21,   193."i      Serial  No.  366,495.     PUBLISHED 
AUGUST  1^0,   19;i5.     Class  46. 

329.466.  CIGARS.  ScPEKioa  Tobacco  Pboducts  COBPO- 
EATioN,  Los  Angeles,  Calif. 

Piled  June  24,  1935     Serial  No.  386,688.    PUBLISHED 

AUGUST  13.   1!>3.-.     (lass   17. 


329,467.      COKE 
Mass. 
Fileil    October    22,    1934.      fJerial    No.    357,384 
LISHED  FEBRUARY  12.  1935.     Class  1. 


New  ENGLAND  COKB  COMPANr,  Boston, 

PUB- 


329.468.  SNAILS    P'OR    USE    IN    AQUARIUMS.      LODIS 
AiMit,  Union  City,  N.  J. 

Filed  May  15,  1935      Serial  No.  364.935.     PUBLISHED 
AUGUST  20,   1935.     Class  1. 

329.469.  NON-ALCOHOLIC,   NON-CEREAL.    MALTLE8S 
BEVERAGES.    8<)LD   AS    SOFT    DRINKS,    AND    EX 
TRACES,      SIRUPS,      AND     CONCENTRATES      FOR 
MAKING    THE    SAME.      Qboroe    Wells    Starmno, 
Lorkport,  N    Y. 

Filed  June  28.  1935.     Serial  No.  366,786.     PUBLISHED 
AUGUST  20,  1935.     Class  46. 

329,470      INNER  TUBES  FOR  PNEUMATIC  TIRES  AND 
TUBE   REPAIR    KITS    MADE    WHOLLY    OR    PART- 
LY OF  RUBBER      The  Fi8k   Rubber   Corpobation, 
Chicopee  Falls,  Mass. 
Filed  June  28,   1935.     Serial  No.  366,766.     PUBLISHED 

AUGUST  20,   1935.     Class  35 

329.471.       MOSQUITO    IMMUNIZING    AGENT.       GEOHOi 
Martin  Broemmel,  doing  business  as  Broemmel  Labo- 
ratories, San  Franci.sco.  Calif. 
Filed  June  28,  1935.     Serial  No.  366,760.     PUBLISHED 

AUGUST  20,  1935.     CUss  6. 


329,472.      FIRST    AID    KITS. 
N    Y. 
Filed  June  27,  1935.     Serial  No.  366.747 
AUGUST  20,  1935.     Class  44. 


Spatz   BEOS.,   New   York, 
PUBLISHED 


329,473.     CHEWING  AND  SMOKING  TOBACCO,   CIO  A- 
RETTES,    AND    CIGARS.      Spatz    Bbos.,    New    York, 

N.  Y. 
Filed  June  27.  1935.     Serial  No.  366,744.     PUBLISHED 
AUGUST  6,  1936.     Class  17. 

329,474       LUBRICATING    OILS    AND    GREASES.      The 
Pure  oil  compa.nt,  Cblca«o,   111. 
Filed  June  20,   1935.     Serial  No.  366,434.     PUBLISHED 
AUGUST  20,   1935      Class   15 


329,475      CIGARETTE  PAPER 
COMPANY,  New  York,  N.  Y. 
Filed  June  '20,   1935      Serial  No.  866,393 
AUGUST   13,    1935       Class  8. 


THE   AMERICAN    TOBACCO 

PUBLISHED 

Tub  amebican  Tobacco  Com- 
PUBLISHED 


329.476.  CIGARETTES. 
PANT,  New  York,  N.  Y. 

Plied  June  20.  1935      Serial  No.  366.391 
AUGUST  13.   1935.     Class   17. 

329.477.  WOMEN'S  SPORT  APPAREI^  NAMELY. 
KNITTED  COATS.  SWEATERS.  SKIRTS.  BU)rSES, 
DRESSES.  AND  CAPES.  Salta  Knitting  Mills, 
INC.,  New  York.  N.  Y. 

Filed  June  19,  1935      S.rlal  No.  366,374.     PUBLISHED 
AUGUST  20,   1935       Class  39. 

329.478.  FERTILIZERS.     SoiLADB,  INC.,  Miami.   Fla. 
Filed  June  is,  1936.     Serial  No.  366,329.     PUBLISHED 

AUGUST  6,  1935      Class  10. 

329.479.  SAL.\D,  MEAT,  FISH,  AND  LOBSTER  DRESS. 
ING.     Stei'men   H    &IAR.SH.  New  York,  N    Y. 

Filed  June  12,   1935.     Serial  No    366.106.     PUBLISHED 
AUGUST  2U,   1935       Class  46. 

329.480.  LUBRICATING  OILS  AND  GREASES.  THa 
UTOBOCABBON  COMPANY,  PoDCB  CltjT.  OkU. 

FUed  June  12.  1935.     Serial  No.  866,102.     PUBLISHED 
AUGUST  20,   1935.     Class  15. 

329.481.  GASOLINE.  The  Hydbocabbon  Company,  Ponca 
City,  Okla. 

Filed  June  12,  1935.     Serial  No.  366.101,     PUBLISHED 
AUGUST  20,  1935.     Class  16. 

329.482.  MEN'S  NEGLIGEE  AND  DRESS  SHIRTS  AND 
PAJAMAS  Thr  Enho  Shibt  Company,  Inc.,  Louis- 
ville. Ky 

Filed  June  12,  1935.     Serial  No.  .366,087.     PUBLISHED 
AUGUST  13.  1936      Class  39. 

329.483.  SCARFS. 
N.  Y. 

Filed  June  11.  1935      Serial  No.  866,071.     PUBLISHED 
AUGUST  13,   1935      Class  39 

329.484.  BEER  The  Fosb  SCunbiobr  CO.  Inc.,  Cindn- 
nafi.  Ohio. 

Filed  May  20.  1935.     Serial  No.  366.125.     PUBLISHED 
AUGUST  20,   1935.     Class  48. 

3'29,485.      FURS    AND    FUR    SKINS.       Compbtent    FCB 
Dressers   Inc  ,   Mount    Vernon,  N.  Y. 
Filed  May   14,  1935.     Serial  No.  366,062.     PUBLISHED 
AUGUST  20.  1935.     Class  1. 

o29,486      SEASONING  FOR  SAUSAGE  MEAT.  ETC.     Ed- 
win DAViES    Detroit,  Mich. 
Filed  May  17    1935      Serial  No.  366,028.     PUBLISHED 
AUGUST  13,   1936.     Class  46. 

329,487.  JEWELRY  FOR  PERSONAL  WE.\R  NOT  IN- 
CLUDING   WATCHES.       SPATZ     BBOS..     New    York, 

N.  y. 

Filed  June  JT    1935      Serial  No    366,738.     PUBLISHED 
AUGUST  20,   1935       Class  28. 


Robinson    &  Gollubbr,   New   York, 


329,488.     RUBBER  TIRES  AND  TUBES. 
COMPANY,  Newark,  N.  J. 
Filed  June  29.  1935.     Serial  No.  366,798. 
AUGUST  20,  1935      Class  35 


ATLAS  Supply 
PUBLISHED 


329.489         .MOTION     PICTURE     FILM      AND      PHOTO- 
GRAPHIC   FILTERS.      EASTMAN    Kodak    Company, 
Roch»»8ter,  N.  Y. 
Filed  June  29.  1936.     Serial  No.  366.811.     PUBLISHED 

AUGUST  20,  1935.     Class  26. 
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329,490       PUZZLE    PLAYED    WITH    DOMINOES.      EllC 
Kvbbbtt,  New  York,  N.  Y. 
Filed  June  29,  1935.     Serial  No.  366,812. 
AUGUST  20,  1935.     Class  22. 

329.491.  SANITARY     NAPKINS.        Max 
York,  N.  Y. 

Filed  July  1,  1935.     Serial  No.  366,861. 
AUGUST  20,  1935.     Class  44. 

329.492.  LIGHT  SENSITIVE  I'HOTOGRAPHIC  PAPER. 
Eabtma.n  Kodak  Comfant,  Rochester.  N.  Y. 

J^led  July  1.  1935.      Serial  No.  366,863.     PUBLISHED 
AUGUST  20.  1935.     Class  26. 


PUBLISHED 

CiTBiN,     New 
PUBLISHED 


329.493.  LADIES',  MISSES'.  AND  CHILDREN'S 
DRESSES  OF  ALL  KINDS  AND  OF  ALL  MATE- 
RIALS. ELY  &  Walker  Dey  Goodb  Company,  St. 
Louis,  Mo. 

Filed  April  1.  1935.     Serial  No.  863,278.     PUBLISHED 
AUGUST  20,  1985.     CUss  39. 

329.494.  NATURAL  MINERAL  WATERS.  CLAUDIO 
CONDB,  Guanabacoa,  Cuba. 

Filed  April  12,  1936.    Serial  No.  363,682.    PUBLISHED 
AUGUST  20,  1936.     CI&bb  46. 


[ACT  OF  MARCH  19,  1920,  SEC.  1  (b)] 
THESE  REGISTRATIONS  ARE  NOT  SUBJECT  TO  OPPOSITION 


329496.  (CLASS  49.  DISTIU.ED  ALCOHOLIC  LIQ- 
UORS.) DOMINION  DiBTiLLBBiEB.  INC.,  Jersey  City, 
N.  J.     Filed  Sept.  7,  1936.     Serial  No.  869,079. 


BOTSEt 

Club 


For  Oln. 

Claims  u«e  sluoe  June  15.  1934. 


829,496.  (CLASS  23.  CUTLERY.  MACHINERY,  AND 
TOOLS,  AND  PARTS  THEREOF.)  TuB  WHEELED 
ROLLBE  CORP.,  San  Antonio,  Tex.  Filed  June  21,  1986. 
Serial  No.  366,499. 

Wheeled  Roller 

For  Cylindrical  Gravity  Rollers  Used  for  Smoothing  and 
Compacting  the  Surface  of  I^wns,  Breaking  Clods  in  Agri- 
culture, and  Compacting  Eartli  and  Other  Materials.  Such 
as  Asphalt,  in  Highway  and  Other  Forms  of  Construction. 

Claims  use  since  February.  1933. 


829,497.      (CLASS  21.     ELECTRICAL  APPARATUS,  MA- 
CHINES,   AND    SUPPLIES.)        CUBTIB    LlOHTINO,     INC., 

Chicago.  III.     Filed  May  27.  1936.     Serial  No.  366,446. 


©[juofeorS 


For  Electric  lUumlDatlng  Fixtures  and  Parts  Thereof. 
Claims  use  since  Mar.  1,  1912. 


329,498.  (CLASS  32.  FURNITURE  AND  UPHOL- 
STERY.) YAWMAN  AND  EBBB  MaNdFACTCBINO  COM- 
PANY, Rochester,  N.  Y.  Filed  May  18,  1936.  Serial  No. 
866,107. 

I^ECORDCHEST 

For  File  Cases  or  Cabinets. 
Claims  use  since  April,  1938. 


829,499.  (CLASS  37.  PAPER  AND  STATIONERY.) 
Bbbtram  E.  Bakeb,  doing  business  as  B.  E.  Baker  k 
Associates.  Boston,  Mass.  Filed  Mar.  20,  1935.  Serial 
No.  362,766. 

QUIKUT 


For  Waxed  Wrapping  Paper. 
Claims  use  since  Sept.  17,  1934. 


829,600.  (CLASS  23.  CUTLERY,  MACHINERY.  AND 
TOOLS,  AND  PARTS  THEREOF.)  Hamilton  C.  Batbs. 
doing  business  as  C.  J.  Bates  ft  Son,  Chester,  Conn. 
Filed  Mar.  16.  1935.     Serial  No.  862,662. 


Oi/fi 


ncu 


For  Cutting  Tools — Namely,  Hand-Operated  Tools  Con- 
sisting of  Holders  Having  Raior  Blades  RemoTably  Asso- 
ciated Therewith. 

(Halms  use  since  Aug.   17,  1934. 


329,501.       (CLASS    39.       CLOTHING.)       Famocs-Stebn- 
BMQ,  INC.,  New  Orleans,  La.     Filed  Jan.  23,  1936.     Se- 


rial No.  360,683. 


S 


For  Men's  and  Boys'  Suits  of  Linens,  Seersuckers,  Cot- 
tons, and  Other  Cloths. 

Claims  use  since  Aug.  16,  1984. 


329,502.  (CLASS  39.  CLOTHING.)  I.  Janov-Abxles 
SHIRT  CO.,  New  York,  N.  Y.  Filed  Dec.  26,  1934.  Se- 
rial No.  369,660. 


WILTPROOF 


For  Men's  Dress  Shirts  and  Negligee  Shirts. 
Claims  use  since  .\ug.  1,  1934. 
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S29.503.  (CLASS  47.  WINES.)  TIABA  Pbodicts  COM- 
PAXT.  INC.,  New  York.  N.  Y.  FUed  Oct.  12,  1934.  Serial 
No.  357,071. 

GUSTOPURO 

For  Wine. 

Claims  use  siuce  Sept.  4,  1934. 


429.504.  (CLASS  13.  HARDWARE  AND  PLUMBING 
AND  STEAM-FITTING  SUPPLIES.)  G.  E.  FBINTICI 
Mandfacturino  Company,  Berlin,  Conn.  Filed  Oct.  10, 
1934.     Serial  No.  356,967, 


TU-WAY 


For  Slide   Operated   Faateners. 
Claims  use  since  Sept.  S,  1934. 


«29,505.  (CLASS  39.  CLOTHING. )  Howard  Hosiihy 
COMPA.VT,  Slaking  Spring.  Pa.  Filed  Sept.  s.  1984.  Se- 
rial No.  355,833. 

KLEARNI 


For  Stockings. 

Claims  ase  .since  Aug.  22,  1934. 


329,60«.      (CLASS    4.      ABRASIVE,    DETERGENT,   AND 

POLISHING    MATKiavF.S.)       Robert    Barclay,    Inc., 
Filed  Aug    31,  1984.     Serial  No.  355.72o! 


Chicago.  lii. 


COLOR-TUBE 

For  Cleaner  for  Automobile  Ikxlies  and  the  Like. 
Claims  use  .since  Juno  28,  19,'^4. 


329.607.      (CLASS  6.      CHEMICALS.    MEDICINES,    AND 
PHARMACKUTICAL    PREPARATIONS.)        Jos«     AN- 

DHCC    y    .MIHALLBS    AWD  J. '(AN    ANMBD    t    MiRALLIS,   doing 

business  a.s  Hijos  Del  Doctor  Andreu  Barcelona.  Spain. 
Filed  Aug.  24,  1934.    Serial  No.  355,408. 

DOCTOR  ANDREU 

For  Pastilles.  Syrups,  and  Pills  for  the  Treatment  of 
Coughs  and  Affections  of  the  Throat  and  Bronchial  Tubes  ; 
Nltrogenated  Fumlgatory  Papers  and  Cigarette*.  Prepared 
for  the  Treatment  of  Asthma  ;  and  Dentifrices. 

Claims  use  since  1904. 


329,508.      (CLASS   6.      CHEMICALS.    MEDICINES,   AND 
PHARMACEUTICAL    PREPARATIONS.)       Th«    Hocse 
or  TBI  .TUB,  iKc,  New  York,  N.  Y.    Filed  July  26,  1934 
Serial  No.  354,858. 

SACHETTE 

For  Perfume  Sachet  Pad. 
Claims  use  since  May  17,  1934. 


329.609.  (CLASS  2.  RECEPTACI^S.)  Cbllcloid  Cor- 
poration, Newark,  N.  J.  Filed  Jaly  24,  1934.  Serial  No 
354,245. 

SAT  IN  WOOD 

For  Empty  Cream  Jars  and  Unfilled  Compacts.  Recepta- 
cles for  Tooth  Brushes.  Shaving  Brushes,  Kasora.  Soap, 
and  the  Like,  of  Thermoplastic  Material. 

Claims  use  since  March,  1934. 


329.510.       (CLASS    49       DISTILLED  ALCOHOLIC    LIQ- 
UORS.)    PBNFOLOs  Winks  Liuitxd.  Sydney,  New  South 
Wales.    Australia.      Filed    July    20,  1934.      Serial    No 
354.134. 

PENFOLDS 

For  Brandy.  Alcoholic  Cocktails,  and  Cordials. 
Claims  use  since  1844. 


329.511.  (CLASS  21.  ELECTRICAL  APPARATUS,  MA- 
CHINES.  AND  SUPPLIES.)  B.  S.  Ktans  A  Sons.  De- 
troit, Mich.     Filed  Jane  80.   1934.     Serial  No.  353,551. 


For  Battery  Chargers. 

Claims  use  since  June  7,  1934, 


329,512.  (CLASS  46.  FOODS  AND  INGREDIENTS  OF 
FOODS.)  H.  C.  Biux  CO.,  I.mc..  Newark,  N.  J.  Filed 
June  18,  1934.     8«rtal  No.  362,811. 

EZEE  FREEZ 

For  Ice  Cream  Powder  Consisting  in  a  Combination 
of  Pure  Food  Ingredients  In  Powder  Form  for  Making 
and/or  Aiding  in  the  Making  of  Ice  Cream. 

Claims  use  since  June  13,  1932. 


329.513.  (CLASS  39.  CI/)TniNG.)  Baltimobe  Clothm, 
INC.,  Baltimore,  Md.  Filed  June  14,  1934.  Serial  No! 
352,656. 

For    Men's    and     Boys'    CTothlng— Namely,    Suits    and 
Overcoats. 

Claims  use  since  December,  1933. 

» 


329,514.      (CLASS  6.      CHEMICALS.   MEDICINES.   AND 
PHARMACEUTICAL     PREPARATIONS.)        Fbbdbrick 
W.  Zacneb.  doing  business  as  F.  W.  and  R.  H.  Zauner, 
New   Rochelle.  N.   Y.     Filed  Feb.   3,   1934.      Serial  No 
346,936. 

Z  A  U  N  E  R  '  S 

SKINEZE 

For  Preparation  for  the  Treatooent  of  Skin   AflHctlons. 
Claims  use  since  July,  1919. 
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329,515.  (CLASS  46.  FOODS  AND  INGREDIF^TS  OF 
FOODS.)  PuBBx  COBPOBATION,  LTD.,  Los  Angeles,  Calif. 
Filed  Jan.  20.  1934.     Serial  No    .146,321. 


329,516.  (CLASS  39.  CLOTHING.)  LOUiS  BaSKINd  k 
CO.,  INC.,  New  York,  N.  Y.  Filed  Jan.  18,  1934.  Serial 
No.  346,186. 


For  Vinegar. 

Claims  use  since  Nov.  14,  1933. 


For  Men's  Dress,  Negligee,  and  Work  Shirts  and  Boys' 
Shirts. 

Claims  use  since  Jan.  15,  1983. 


TRADE-AIARK  REGISTRATIONS  RENEWED 


1S.094.  LAGER  BEER.  Registered  March  2.  1886.  C 
Cowbad  &  CO..  Malnr  Geisenhelm-on-the-Rhlne.  Germany, 
and  St.  Louis.  Mo.  Re-renewed  March  2,  1936.  to 
Anheuser-Bnsch.  Incorporated,  St.  Louis.  Mo.,  a  corpo- 
ration of  Missouri,  assignee  by  mesoe  assignments. 

43.205.  A  HAIR  REMEDY.  Registered  August  16,  1904. 
THb  Hibpicide  Co.,  Detroit,  Mich.  Renewed  August  16, 
1934,  to  The  HerplcMe  Company,  Inc.,  New  York,  N.  Y.. 
a  corporation  of  New  York,  assignee. 

106.015.  PETROLEUM.  GASOLENE,  LUBRICATING- 
OIL.  AND  CUP  GREASE  FOR  AUTOMOBILES.  Reg- 
istered September  14.  1916.  Phtnkt  Bros.  Company. 
Renewpd  September  14.  1935.  to  Quaker  State  Oil  Re- 
fining Company.  Oil  City,  Pa.,  a  corporation  of  Penn- 
sylvania, assignee  by  mesne  assignments. 

106,088.  MANUFACTURED  FLAGS.  Registered  Octo- 
ber 12.  1915.  ANNiN  &  CO..  New  York.  N.  Y.,  a  corpora- 
tion of  New  York.     Renewed  October  12,  1935. 

106.222.  CERTAIN  NAMED  PHARMACEUTICAL  PREP- 
ARATIONS. Registered  October  19,  1915.  The  D» 
I'HBE  Chemical  Company.  Renewed  October  19,  1935, 
to  The  De  Pree  Company,  Holland,  Mich.,  a  corporation 
of  Michigan,  by  change  of  name. 

106.249.  STARCH  FOR  LAUNDRY  AND  MANUFAC- 
TURING PURPOSES.  Registered  October  19,  1915. 
National  Stabch  Co.  Renewed  October  19,  1935,  to 
Com  Products  Refining  Company,  New  York,  N.  Y.,  a 
corporation  of  New  Jersey,  assignee. 

100.471.  CORN-STARCH.  Registered  October  19,  1915. 
NATIONAL  STARCH  CO.  Renewed  October  19,  1935,  to 
Corn  Products  Refining  Company.  New  York,  N.  Y.,  a 
corporation  of  New  Jersey,  assignee. 

106.8:{4,  WALNUTS  Reiglstered  November  2.  1915. 
CALIFORNIA  WALNirr  GROWERS  ASSOCIATION,  Los  An- 
geles, Cnllf.,  a  corporation  of  California.  Renewed 
Ndvember  2.  1935. 

107.026.  ORANGES  AND  GRAPEFRUIT.  Registered 
November  9.  1915.  John  S.  Taylor  Company.  Renewed 
November  0.  1935,  to  Citrus  City  Growers  Association, 
Largo.  Fla..  n  corporation  of  Florida,  assignee. 

107,052.  ICE-CREAM  CONES.  Registered  November  9. 
1915.  Chapin-Sacks  MANrrACTfRiNQ  Co.  Renewed  No- 
Tember  9,  1835.  to  Cbapln-Sacks  Corporation,  Washing- 
ton. D.  C,  a  corporation  of  Virginia,  assignee. 

107,375.  PAINTERS'  BRUSHES.  Registered  November 
28,  1915.  J.  C.  PUSHBB  k  SONS.  Renewed  November 
23,  1936.  to  J.  C.  I'ushee  k  Sons.  inc..  Boston,  Mass..  a 
corporation  of  Massachusetts,  successor. 


107,414.  LIQUID  PAINTS.  VARNISHES  FOR  COLOR- 
ING AND  FINISHING  STRAW  GOODS  AND  RATAN 
GOODS.  Registered  November  23,  1916.  Cahpbntbb- 
MOBTON  COMPANY,  Bostou.  Msss.,  B  Corporation  of 
Massachusetts.     Renewed  Noveml)er  23,  1935. 

107,430.  SLICED  DRIED  BEEF.  Registered  November 
23,  1915.  LiBBY,  MCNEILL  k  LiBBT,  Chicago,  111.,  a 
corporation  of  Maine.     Renewed  November  23.  1936. 

107,750.  MEN'S  COATS  AND  OVERCOATS.  Registered 
December  28,  1916.  Thb  United  Woolen  Mills  Com- 
pany, Parkersburg,  W.  Va.  Renewed  December  28,  1935, 
to  The  United  Woolen  Company,  Columbus,  Ohio,  a  cor- 
poration of  Ohio,  successor. 

107,844.  A  TREATMENT  POR  DANDRUFF.  Registered 
December  28,  1916.  Gbamatan  Co.  Renewed  December 
28.  1935.  to  Sam  Hagler,  New  York.  N.  Y.,  assignee  by 
mesne  as.slgnments. 

107.965.  FIRE-BRICK.  Registered  January  4,  1916. 
Elk  Fibe  Bhick  Company.  St.  Marys,  P?i.  Renewed 
January  4,  1936,  to  North  American  Refractories  Com- 
pany, Cleveland,  Ohio,  a  corporation  of  Delaware,  as- 
signee. 

108.051.  CYLINDERS  AND  CRANK-CASINGS.  Regis- 
tered January  11,  1916.  International  Motob  Com- 
pany. New  York.  N.  Y..  a  corporation  of  Delaware.  Re- 
newed January  11,  1936. 

108.052.  MOTOR-TRUCKS.  TRANSMISSION-CASINGS, 
AND  HUBS.  Registered  January  11,  1916.  Interna- 
tional motor  Company.  New  York,  N.  Y..  a  corporation 
of  Delaware.     Renewed  January  11,  1936. 

108,125.      BEER.      Registered    January    18,    1916.      The 

CLEVELAND   &    SANDD8KY    BREWING    COMPANY.    Cleveland, 

Ohio,  a  corporation  of  Ohio.  Renewed  January  18, 
1936. 
108,148.  PIECE  GOODS  OF  FABRIC  COMPOSED  OF 
WOOL  AND  COTTON.  Registered  January  18,  1916. 
.\MKHiCAN  WOOLEN  COMPANY.  Jersey  City,  N.  J.,  and 
Boston,  Mass.  Renewed  January  18,  1936,  to  American 
Woolen  Company,  New  York,  N.  Y.,  a  corporation  of 
Massachusetts,  assignee. 

108.161.  A  NON-SAPONACEOUS,  NON-INFLAMMABLE 
CLEANING  FLUID.  Rejristered  January  18.  1916. 
BLOOMINODALB  BROS.  Renewed  January  18,  1936,  to 
Bloomlngdale  Bros.,  Inc.,  New  York.  N.  Y.,  a  corpora- 
tion of  New  York,  successor. 

108,694.  LAMP-GUARDS  FOR  ELECTRIC  LAMPS.  Reg- 
istered February  16,  1916.  Fuixible  Steel  Lacing 
COMPANY,  Chicago,  111.,  a  corporation  of  Illinois.  Re- 
newed February  15,   1936. 
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108.803.  A  MEDICINAL  PREPARATION  USED  AS  A 
LAXATIVE.  Rt-gistered  February  '^,  1916.  Richard 
MBRZ,  Chicago.  111.  Renewed  February  29,  1936,  to 
William  R.  Warner  k  Co..  Inc.,  New  York,  N.  Y..  • 
corporation  of  Delaware,  assignee  by  mesne  assign- 
ments. 

108,946.  CERTAIN  NA.MEI*  FOODS  Re«lstered  Febru- 
ary 29.  1916  H.  Tb.v  BBLi.N  &  SONS,  Cblcago,  111.,  a 
firm.      Renewed    February  29,    1936. 

108,874.  ELECTRIC  WIRE  AND  CABLES,  INSULATED 
WIRE,  AND  WOVEN  COVERED  WIRE  AND  CABLES 
FOR  ELECTRICAL  USE.  Registered  February  29, 
1916.  SiMPLKx  WiR«  k  Cabl*  Company,  Boston,  Ma.ss. 
Renewed  February  29,  1936,  to  Simplex  Wire  k  Cable 
Company,  Cambridge,  Mass.,  a  corporation  of  Massa- 
chusetts. 


108.904.  COAL.  Registered  March  7,  1916  Thb  I1a«- 
lan  Coal  Compa.mt,  Inc  ,  Louisville.  Ky  ,  a  corporation 
of  Kentucky.      Renewed  March  7,   1936 

108.916.  KNITTED  UNDERWEAR,  SHIRTS.  GLOVES, 
AND    MITTENS        Registered    March    7,     1916.       THi 

NOBTHEH.v  JOBBi.No  CO  ,  Chicago,  III.  Renewed  March  7. 
193*5.  to  The  .Northern  Jobblujj  Co.,  St.  I'aul,  Minn.,  a 
corporation  of  Illinois. 

108,9;52  SENSITIZED  rnOTOGRAPHIC  PAPER  Reg- 
ister«>d  March  7.  191tj.  Eastua.v  Kodak  Compa.ny, 
RocheBter,  N.  Y.,  a  corporation  of  New  Yorl<.  Renewed 
March  7.  1936 

109,066.  COFFEE  Registered  March  21.  1916.  Altred 
CHuaCHMA-V  Renewed  March  21,  1936.  to  Chrlstoptier 
Mercantile  Company,  doing  buslnesa  as  Christopher 
Sales  Company.  Kansas  City,  Mo.,  a  corporation  of 
Ml.saourl,   a.<(8lgnee. 


LABELS 

REGISTERED  OCTOBER  29,  1936 


4<i,QlQ.— Title:  K.— Z.  CIGARITOS.  For  Cigars.  Thb 
Antonio  Company,  Inc..  doing  business  as  The  An- 
tonio Company  of  Tampa,  Tampa,  Fla.  Published 
September  19,  1935. 

46,617.— r«/e.-  GINGER-SNAP  FROCKS.  For  Frocks. 
Babmon  BBO'niBRs  Company,  Inc.,  Buffalo,  N.  Y. 
Published  October   1,  1935. 

46.618.— rtfk.  BORDEN'S  DAISY  IRRADIATED  EVAP- 
ORATED MILK.  For  Evaporated  Milk.  Burdbn 
Quality  I.vc,  .New  York,  N.  Y.  Published  .\ugust  1, 
1935. 

46.619.— TUJc;  BORDEN'S  CHALLENGE  BRAND  SWEET- 
ENED CONDENSED  .MILK  For  Condensed  Milk. 
BOBDB.v  Quality  Inc..  New  York,  N.  Y.  Published 
August   1,  1935. 

4  6.6  2  0— ritJf.  BORDEN'S  PENINSULAR  BRAND 
SWEETENED  rONDENSED  .MILK.  For  Sweetenf^l 
Condensed  Milk.  Bukdkn  Quality  Inc.,  New  York. 
N.  Y.     Published  AueuBt  1.   1935. 

46,621  —7-it/e.  BORDENS  SILVER  COW  IRRADIATED 
EVAPORATED  MILK  For  Evaporate^l  Milk  Bor- 
den QCAMTY  Inc..  New  York.  .N.  Y.  i\ihll8hed  .\UKUSt 
1,  1935. 

46.622.  — Tif/'  BORDEN'S  STAR  BRAND  SWEETENPH^i 
CONDENSED  MILK.  For  Condensed  .Milk  Bordbn 
Quality  Inc.,  New  York,  N.  Y.  Published  August  1, 
1935. 

46,^23. —  Title:  BORDEN'S  DARLINiJ  BRAND  SWEET- 
ENED CONDENSED  MILK  For  <'onden.sed  Milk. 
Bordbn  Quality  Inc.,  New  York,  N  Y.  Published 
August  1.  1935. 

46.624— ritle.  BORDEN'S  STANDARD  BRAND  SWEET- 
ENED CONDENSED  .MILK.  For  Condensed  Milk. 
BoRDBv  Quality  Ivc  .  New  York,  N.  Y  Published 
August  1.  1935. 

46,62o— Title:  BORDEN'S  PEARL  BRAND  IRRADIATED 
EVAPORATFD  .MILK  For  Evaporated  Milk.  Bob- 
den  Quality  Inc..  .New  York,  N.  Y.  Published  August 
1.  19.35. 

46.626— rt//e.      MARVEL     MYSTERY      ENG-OIL.        For 

Crank  Ca.se  Oil.      Emebol    .MANurACTURivo  Compa.vt, 
Inc.    New  York,  N.  Y.     Published  September  12.  1935. 

46,627— Title.  MOU.NTAINEER  BEER  For  Beer.  F»e- 
■  NUEiBR  Brewino  COMPANY,  Huntlngtou.  W.  Va.  Pub- 
lished September  10,  1935. 

46.628.— rit/f.  WRKJLEY'S.  For  Gum  William  J. 
GoHriNE,  Norfolk,  Va.     Published  October  4,  1935. 

46.629— 7'tUe.-  NKWAY  For  Cloth  Photo  Hinijes.  Hah 
RisoN-SiMPsoN  Co.,  Boston.  Ma!»8.  Published  Sep- 
tember 25.  1935. 


4Q.930.~TitU:  THE  EVANS  SLIPPER.  For  BUppara. 
Hoaoub-Spkaoub  Cobpokation,  Lynn,  Mass.  Pub- 
lished August  1,  1935 

46,631— At/c.  FOiJTBALL— WATCH  THE  TACKLERS  ! 
For  Ready  to  Eat  Bran  Fo<xl.  Kkli.<x.g  Company, 
Battle  Creek.   Mich.      I'ublished    September   12.  1930. 

46,632— T(»f.  F(X)TBAM. —  FREAK  OFFENSIVE.  For 
Ready-to  Eat  Bran  Foo«l.  Kellockj  '"umpany.  Battle 
Creek,  Mich.     Publl8he<l  Septeml>er  12.  1935. 

46.633.— rit/€.  F<>OTI?ALL  EXTRA  DUTY  !  For  Ready- 
to-EIat  Brnn  Ftwd  Kelloo.  Tompany,  Battle  Cr«ek, 
Mich.     I'ublished  S^'pteintur  12,   1936. 

46,634.— rit/«.  FOOTBALI^COOL  HEADED  PASSERS. 
For  Ready  to  Eat  Bran  Food.  Kellooo  Company, 
Battle  Creek,  Mich      Published  September  12,  1936. 

Ae.dK.— Title:  FOOTBALL— POINT  AF'TUR  TOUCH- 
DOWN. For  Ready  to  Fiat  Bran  F()<hI  Keli.ooo  Com- 
pany. Battle  Creek,  Mich.  PublLalud  September  12, 
1935. 

46,636— ritte.  F«  >UTBALI^- FIFTY  YARD  PUNTS.  For 
Ready-to-Eat  Br;in  P'ood  Kellooo  Company,  Battle 
Creek,  Mich.      Published   S«'ptemt>er   12.    1935. 

46,637.— T«*e;  F'OOTBALI.— HE  GOT  HIS  MAN.  For 
Ready-to-Eat  Bran  FcmkI  Kellcjoo  Company,  Battle 
Creek.   Mich.      Published   September    12.   1935. 

46,638. — Title:  FOOTBALI> — TO  THB  CENTER  For 
Ready  to  Ell f  Bran  P'lx.d  KEi.Lo<i<;  Company.  Battle 
Creek,  Mich.     Published  S»ptemb€r  12.  1935. 

46.639— ri<I«;  FOOTBALL— LOCKER  ROOM  STRAT- 
EGY. For  Ready-to-Eat  Bran  Foo<l  KaixtxiO  Com- 
pany, Battle  Creek,  Mich,  l^ibllshed  September  12, 
1935. 

46,640 —Tit/f.-    FOOT      BALL — CATCH      THAT      PASS  I 

For    Ready  to  Eat    Cereal    Foo<l.      Kbllogq   Company, 
Battle   Creek.    Midi       I'libUstH^il    .September   26,    1935. 

4Q,Q4l.— Title:    SWIMMING— SCORING      DIVES.        For 

Ready  to-Eat  Cereal  Food      Kki.L(>o<j  Company,  Battle 
Creek.  Mich      Published  September  26.  1935. 

46,642.— r<tfe.-  8WIM.MING— LEARNING  TO  DIVE.  For 
Ready-to  Eat  Cereal  Foo<l.  Kkllooq  Company,  Battle 
Creek,  Mich.     Publishel  September  26,  1935. 

4Q,Q43— Title:  SWIMMING— WHAT  IT  TAKES.  For 
Ready  to  EJat  Cereal  Food.  Kelluuo  Company,  Bat- 
tle Creek.  Mich.     Published  September  26,  1935. 

46,(i44-— Title:  FOOTBALI^-KINDS  OF  PASSES  For 
R'-ady-to-Eat  Cereal  Food  Kellooo  Compa.ny,  Bat- 
tle Creek.  Mich.      Published   September  26,   1935. 

46,645— r<f/e.  FOOTBALL  Sl<iE  IT  ALL:  For  Ready- 
to-Eat  Cereal  Food  Kellooo  Company,  Battle  Creek, 
Mlc!i.      Published   September  2U,   1935. 
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46,646— 7«I«.'  FOOTBALI^-BLOCK  TH.\T  MAN!     For 
Ready-to-Eat  Cereal  Foods.     Kellooo  Company,  Bat- 
tle Creek,  Mich.     Published  September  26,  1935. 
46 fi41.— Title:  FOOTBALI^KNOW    THE    PENALTIES. 
For   Ready-to-Bat  Cereal   Food.     Kbllooo  Company, 
Battle  Creek.  Mich.     Published  September  26,  1936. 
46.648— ri«I«:  FOOT  BALI.— STUDY    OFFENSIVE    FOR- 
MATIONS.     For    Ready-to-Eat    Cereal    Food.      Kbl- 
looo Company,   Battle  Creek,  Mich.     Published  Sep- 
tember 26,  1935. 
46,649.— Title:  LARSEN'S    FRESHLIKE.      For    Spinach. 
Thb  Larsbn  Company,  Green  Bay.  Wis.     Published 
September  6,  1935. 
46,660  —Titk?.-  R.ACE   NIGHT   BROADWAY    HANDICAP. 
Fbr  a  Series  of  Race  Track  Motion  Pictures.     Mbbid- 
lAN   PICTUBB8  CORPORATION,  New  York,  N.  Y.     Pub- 
lished June  8.  1036. 
46.661 —7HfJ«:  NICO-TARTA.      For   a   Preparation   Used 
as   a    Cleanser.    Deodoriser,   and   Sterillier   for    False 
Teeth  and  Plates.     Edward  B.  Milloy,  doing  business 
as   Nlco-TarU   Laboratories,   Cleveland.   Ohio.      Pub- 
lished  May   4.    1936. 
46.662— rule.   NEVERUB  POLISH.    For  a  Polish.     Nbv- 
BBUB  Cobpobation,  Chlcago,  III.     Published  July  2, 
1»80. 
46  653— T«I«:  PINK   BEAUTY    SALMON.      For   Canned 
Salmon.       Nbw    Enoland    Fish    Company,    SeatUe, 
Wash.      Published  September  9,    1936. 
46  664.— Titte.   BELLBANNA      SAI.MON.       For     Canned 
Salmon.      New     England    Fish    Company,    Seattle, 
Wash.     Published  September  9,  1986. 
4  6    6  5  5  .—TUle:  GOLD     STANDARD     SALMON.       For 
Canned     Salmon.       Nbw     England    Fish    Compant, 
Seattle.  Wash.     Published    September  9,  1985. 
46  656.— T«I«.-   SEARCHLIGHT    SALMON.      For    Canned 
Salmon.       New    Knoland    Fibh    Company,    SeatUe, 
Wash.     Published  September  9.  1936. 
46  667.— r«I«;  GOLD  TOP  SALMON.   For  Canned  Salmon. 
NBW  ENGLAND  FiBH   COMPANY,   Seattle,   Wash.     Pub- 
lished September  9,  1936. 


46,658.— 7'«l«;  SEACRAFT  SALMON.  For  Canned 
Salmon.  New  England  Fish  Company,  Seattle, 
Wash.     Published  September  9,  1985. 

46,669.— rttle;  OMAR  800  BREAD.  For  Bread.  Omar 
Baking  Co.,  Omaha,  Nebr.  Published  October  1, 
1984. 

46,660— r«I«;  POLA-WITB  SHOE  CLE.\NER  "WHITER 
THAN  SNOW".  For  a  Shoe  Cleaning  Preparation. 
PoLA  WiTB  PBODCCTS  CORPORATION,  Union,  N.  J. 
Published  June  25,  1934. 

46.661. — Title:  ASTIRPAX.  For  Compound  Tablets,  Con- 
taining Acetanllid.  Thb  Phocesb  Corporation,  Chi- 
cago.   111.     Published  June  16.   1935. 

46,662— T«I*;  GOLDEN  ARROW.  For  Coffee.  Stand- 
ard Brands  Incorporated,  New  York,  N.  T.  Pub- 
lished September  9,  1935. 

46,663.— Title:  LEMON  WHIP.  For  Salad  Dressing. 
Union  Food  Pboddcts,  Inc.,  Brooklyn,  N.  Y.  Pub- 
lished July  6,  1936. 

46.664.— T«l«.-  ORANGE  BAG  COFFEE.  For  Coffee. 
G.  H.  Wettbbad  &  Sons  Gbocbb  Co.,  St.  LonU,  Mo. 
Published  January  24,  1935. 

46  665— 7<fle.  MaCKECHNIE  IMPORTED  TWIST.  For 
Twist  (a  Fabric).  M.  Wilb  &  Company,  Inc.,  New 
York,  N.  Y.     Published  October  2,  1935. 

46.666.— 'Atl*:  STA-PRESS.  For  Solution  to  Be  Applied 
to  Fabrics  Preparatory  to  Pressing,  to  Cause  the 
Fabric  to  Retain  the  Press.  Geobob  V.  Willocohbt, 
Seattle,  Wash.     Published  March   28,   1935. 

46.667. — Title:  DE  KENT.  For  an  Upper  Cylinder  Lubri- 
cant. Windsob-Lloyd  Products,  Inc.,  doing  busi- 
ness as  Windsor  Lloyd  Products  Co.,  Wilmington, 
Del.     Published  January  10.  1936. 

46,668— 7 t<Ie.-  WOODLEY'S.  For  Soap  Flakes.  WoOD- 
lbt'8,  Inc.,  Milwaukee.  Wise.  Published  August  29, 
1984. 

46,669— T»"e;  ZEL  KO  HAIR  GROWER.  For  a  Hair 
Grower.  Zielke  k  Laiterer,  Los  Angeles,  Calif. 
Published  September  14,  1936. 


PRINTS 

REGISTERED  OCTOBER  29,  1935 


16  446— T«Jf.-  ELIZABBTTH  ARDEN  ANNOUNCES  A 
NEW  COMPLEXION.  For  a  Finishing  Powder. 
Elieabeth  Ahden  Sales  Corporation,  doing  busi- 
ness as  Elisabeth  Arden,  New  York.  N.  Y.  Published 
September  25.  1930. 

16,441.— Title:  SAVED:  l^i  WHEN  SHE  BOUGHT 
CHEAPER  FLOUR.  For  Flour.  Gbnbbal  Mills, 
IMC.  Minneapolis,  Minn.  Published  September  17, 
1986. 

15  448  —Title:  AI..MOST  A  MIRACLE.  For  Cereal  Food. 
gbnbbal  mills,  inc.,  Minneapolis,  Minn.  Published 
September  25.  1936. 


16,449— T«Je.-  7  DELIGHTFUL  WAYS  TO  SERVE 
TOAST.  For  Bread.  General  Mills,  Inc.,  Minne- 
apolis. Minn.     Published  October  1,  1936. 

15,450.— Title:  TIP  TOP  COIL.  For  Human  Hair  Goods. 
GIBBS  k  company,  Chicago.  111.  Published  Septem- 
ber 26,  1935. 

16,461.— T-itle;  NESTLE  COLORINSE.  For  a  Rinse  for 
the  Hair.  Thb  Nbstlb-LeMcb  Company,  New  York. 
N.  Y.     Published  September  30,  1938. 

15  452— r«Je;  NESTLE  SHAMPOO  TINT.  For  a  Tint 
for  the  Hair.  THE  Nkstlb-LbMub  Company,  New 
York,  N.  Y.     Published  September  23,  1935. 


REISSUES 

OCIOBEK  2y,  1935 


19.743 
RECORD    SHEET   HOLDER   FOR  FACILITAT- 
ING DISTRIBUTION  OF  ACCOUNTS 
Neal   Eberhart   Newman,   Philadelphia,  Pa.,   and 
Frederick   Adolph  Niemann,  Chicago,  111.,   as- 
sirnors  to  Felt  &  Tarrant  Manufacturing  Com- 
panv.  Chicago,  111.,  a  corporation  of  Illinois 
Original  No.  1.817.640.  dated  August  4,  1931.  Serial 
No.  359,310,  April  30.  1929.    Application  for  re- 
issue August  30.  1934,  Serial  No.  742.792 
3  Claims.     tCl.  120—33 


1 


19.744 
VOLUME  CONTROL 
Harold  A.  Wheeler,  Great  Neck,  N.  Y..  assignor 
to    Haiieltine    Corporation,    a    corporation    of 
Delaware 
Original  No.  1.879.863.  dated  September  27.  1932. 
Serial  No.  495,386.  which  is  a  division  of  Serial 
No.  203.879.  July  7.  1927.     Application  for  re- 
issue September  26.  1934.  Serial  No.  745.651.    In 
Great  Britain  July  3,  1928 

13  Claims.     (CI.  250—20) 


1  A  record  sheet  holder,  comprising  a  back- 
ing support  adapted  to  receive  a  multiplicity  of 
strips  of  paper  having  columns  of  numerical  data. 
a  row  of  pins  carried  by  said  backing  support 
for  receiving  the  ends  of  said  strips  to  hold  them 
In  predetermined  equally  spaced  shingled  rela- 
tiorvship  across  said  backing  support  with  col- 
umns exposed,  and  a  rigid  line  guide  arrangeable 
across  said  strips  and  movable  lengthwise  there- 
of to  facilitate  lateral  reading  of  items  sicross 
said  plurality  of  strips. 


1    In  a  signal  receiver  having  a  earner-fre- 
quency   amplifier    which    includes    at   least    one 
vacuum  tube  having  a  cathode  and  a  control  elec- 
trode   a  two-electrode   rectifier   coupled    to  the 
output  circuit  of  said  amplifier,  a  high  resistance 
connected  between  the   rectifier  anode  and  the 
amplifier  cathode,  means  including  said  resistance 
for   maintaining   the    average   potentuil   of   said 
anode  normally  negative  relative  to  at  least  part 
of  said  amplifier  cathode  and  increasingly  neg- 
ative with  increasing  amplified  signal  output  from 
said  amplifier,  and  a  direct -current  connection 
from  said  anode  back  to  said  amplifier  control 
electrode  whereby  the  amplification  of  said  am- 
plifier is  regulated  automatically. 
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HYBRID   TEA   ROSE 
Martin  C.  Amling,  Pana,  HI.,  assignor  to  Amllng 
Rose    Company.    Pana,    HI.,    a    corporation    of 
Illinois 
Application  March  2,  1935.  Serial  No.  9,084 

1  Claim.     (CI.  47—61) 
The  variety  of  rose  substantially  as  shown  and 
described,  characterized  particularly  by  having 


a  color  range  from  Tynan  rose  and  rose  color 
to  deep  rose  pink  and  amaranth  pink,  a  delicate 
and  attractive  fragrance  of  long  duration,  the 
bush  unusually  prolific  of  bloom  and  the  bloom 
having  very  large-sized  petals. 
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2.018.650 

FILLING  DETECTOR  FOR  LOOMS 

WilUjun    H.   Bmhjui.    GreenvlUe,    and    Frederick 

Gordon  Cobb,  Lancaster,  S.  C. 

AppUcaUon  September  9.  1933.  Serial  No.  688,722 

13  Claims.     (CL  139—377) 


1.  Pilling  controlled  means  for  controlling  a 
loom  comprising  a  filling  feeler  finger  pivoted  in- 
termediate Its  ends  and  having  one  end  heavier 
than  the  other  end.  the  lighter  end  being  adapted 
to  engage  the  filling  upon  reciprocation  of  the  lay 
of  the  loom  to  raise  the  heavier  end.  a  filling  slide, 
a  weft  hammer,  a  pivoted  member  mounted  on 
the  weft  hammer,  said  pivoted  member  having  a 
shoulder  engageable  by  the  heavier  end  of  the 
finger  in  the  abacnce  of  the  filling  in  the  shed  of 
the  loom,  said  pivoted  member  also  having  a  hook 
for  engaging  the  filling  slide  when  the  pivoted 
member  is  engaged  by  the  said  finger,  and  means 
movable  by  the  filling  slide  for  controlling  the 
loom. 


2.018.651 
STERILIZING  AND  OPERATING 

INSTRUMENT  TRAY 

Thomas  F.  Bates,  SheibyviUe,  Tenn. 

AppUcation  November  12,  1934.  Serial  No.  752.766 

6  Claims.     (CI.  206—72) 


1.  An  improved  sterilizing  and  operating  in- 
stnmient  tray  comprising  a  thin  corrugated  base 
plate  having  pockets  to  receive  the  handles  of 
instruments,  and  means  at  one  end  of  the  plate 
extending  downwardly  of  the  peaks  of  the  cor- 
rugations and  having  a  depth  less  than  the  depth 
of  the  pockets  for  retaining  the  instruments  in 
said  pockets. 


2.018,652 

STOCKING  SLTPORTING  CLASP 

Abraham  S.  Becker,  Los  .^ngreles,  Calif. 

Application  April  30.  1934,  Serial  No.  723,200 

14  Claims.     (CI.  24— 247) 
1.  A   stocking    supporter    clasp,    comprising    a 
plate   provided  at  its   lower  end  with    a  trans- 
versely  disposed    inclined    slot   spaced    bearings 
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at  the  upper  end  of  said  slot  and  a  stocking  fabric 
engaging  plate  having  its  lower  portion  mounted 


for  vertical  sliding  movement  in  said  inclined  slot 
and  for  pivotal  movement  in  said  bearings. 


2.018.653 
MOTOR  VEHICLE 
Frank  C.  Beat,  Detroit,  Mich.,  assimor  to  Pack- 
ard Motor  Car  Company,  Detroit,  Mich.,  a  cor- 
poration of  Mlcliigan 
Application  November  27,  1933.  Serial  No.  699,968 
18  Claims.     (CI.  280—96.2) 


1.  In  a  motor  vehicle,  the  combination  with  a 
vehicle  frame,  of  a  steerable  road  wheel  assembly, 
a  member  supporting  said  wheel  assembly  for 
rotative  steering  movement,  a  link  pivotally  con- 
nected to  said  frame  and  to  said  member  for 
swinging  movement  In  a  substantially  vertical 
plane,  means  pivotally  connected  with  said  frame 
and  having  a  sliding  connection  with  said  mem- 
ber for  guiding  the  latter  in  a  predetermined 
path  as  the  road  wheel  rises  and  falls,  and  mech- 
anism associated  with  said  wheel  assembly  and 
acting  through  said  means  to  effect  steering 
movement  of  said  road  wheel  assembly. 


2.018.654 
PROCESS   FOR  TREATING   OILS 
John   C.  Black,   Los  Angeles.  Calif.,  assiirnor  to 
Gasoline  Products  Company,  Inc..  Wilminrton, 
Del.,  a  corporation  of  Delaware 
Application  October  13.  1926.  Serial  No.  141,419 
Renewed  November  2.  1932 
13  Claims.     (CI.  196 — 58) 
3.  A  continuous  process  for  cracking  and  dis- 
tilling oil  which  comprises  passing  oil  under  pres- 
sure, sufflclent  to  prevent  any  substantial  vapor- 
ization, to  and  through  a  coll:  heatinK  the  oil  to  a 
predetermined  cracking  temperature;  vaporizing 
a  portion  of  said  oil  and  fractionating  the  vapors; 
condensing  and  withdrawing  the  lighter  fraction; 
condensing  the  heavier  fraction  and  returning  a 
portion  thereof  to  the  coll  for  re-cracking;  pass- 
ing  crude   oil   containing   gasoline   hydrocarbon 
fractions  through  a  second  coil  situated  in  the 
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path  of  waste  combustion  gases  from  the  first 
mentioned  cracking  coil;  vaporizing  a  portion  of 
said  oil  and  fractionating  the  vapors  in  a  second 
fractionating  zone;  condensing  and  withdrawing 
the  lighter  fraction;  condensing  and  cooling  the 


heavier  fraction  and  returning  a  portion  of  said 
heavier  fraction  to  the  final  passes  of  the  first 
mentioned  coil,  to  prevent  overcracking  of  the 
hot  oil  therein  and  to  heat  said  heavier  fraction 
to  a  cracking  temperature. 


2.018.655 

MERRY  GO  ROIT^JD 

Andrew  Asikainen.  Green  Bay,  Wis. 

Application  June  20.  1932.  Serial  No.  618.253 

1  Claim.     (CI.  272 — 33) 


/p        ^o 


An  apparatus  of  the  kind  described,  comprising 
a  body  forming  a  base,  a  center  bearing  on  the 
base  and  forming  a  hub  rising  above  the  latter,  a 
vertical  shaft  splined  in  said  hub  and  rising 
from  said  base,  a  tubular  column  fitted  over  the 
shaft  and  having  a  cone-like  lower  end  receiving 
the  upper  portion  of  the  hub,  anti-friction  means 
about  the  upper  portion  of  the  hub  and  within 
the  cone-like  lower  end  of  the  column,  a  spider 
formed  with  the  column  next  to  the  cone-like 
end.  a  turn-table  forming  a  platform  supported 
by  the  spider,  a  hand  wheel  fixed  to  the  shaft 
above  the  column  high  enough  for  persons  to  hold 
onto  and  propel  the  platform  with  their  feet,  seats 
on  the  platform  at  the  outer  edge  thereof  to  be 
far  enough  away  from  the  wheel  to  give  the  per- 
sons operating  the  latter  ample  space  about  said 
wheel  to  propel  the  platform  and  a  maximum 
walking  area  between  the  wheel  and  seats  and  a 
central  hub  on  the  under  side  of  the  wheel  and 
fitted  over  the  upper  end  of  the  column. 

459  O.   ti.— 62 


2.018.656 
SIGNAL  SYSTEM 

Clarence  E.  Beach,  Brookline.  Mass..  assignor  to 
The  Gamewell  Company,  Newton  Upper  Falls. 
Mass..  a  corporation  of  Massachusetts 

Application  November  5.  1931.  Serial  No.  573,151 
24  Claims.     (CI.  177—367) 


1.  Means  comprising  terminals  for  operatively 
associating  a  source  of  alternating  current  with 
a  three-conductor  utilization  system,  compris- 
ing four  asymmetric  valves  connected  as  a  full 
wave  rectifier  bridge  for  excitation  from  a  source 
of  single  phase  alternating  current,  the  termi- 
nals of  said  source  being  connected  between  re- 
spective pairs  of  valves,  and  two  of  the  utihza- 
tion  conductors  being  connected  between  inter- 
mediate pairs  of  valves  applying  unidirectional 
energy  representative  of  both  of  the  half  waves 
of  the  applied  alternating  current  between  said 
two  utilization  conductors,  a  connection  from  the 
third  utilization  conductor  directly  to  one  of  the 
alternating  current  source  terminals,  and  means 
for  connecting  and  disconnecting  any  combina- 
tion of  two  or  three  of  said  conductors,  whereby 
a  series  of  half  cycles  of  said  supply  may  be  ap- 
plied between  said  third  conductor  and  one  of  the 
first  named  two  utilization  conductors,  and  the 
alternate  series  of  half  waves  between  said  third 
conductor  and  the  other  of  said  two  conductors, 
and  whereby  unidirectional  paths  may  be  estab- 
lished exclusive  of  the  alternating  current  supply, 
said  paths  being  constantly  available  from  each 
utilization  conductor  to  one  and  the  other  of 
the  two  remaining  utilization  conductors. 

2,018,657 

PHOTOGRAPHIC  DEVELOPER  AND  METHOD 

OF  PREPARING  THE  SAME 

Charles  W.  Bennett,  Doug:laston.  N.  Y.,  assignor, 
by  direct  and  mesne  assignments,  to  Photo - 
Cast.  Inc..  Rochester,  N.  Y.,  a  corporation  of 
New  York 

No  Drawing.    Application  February  24,  1933, 
Serial  No.  658.446 
9  Claims.     (CI.  95 — 88) 
1.  A  photographic  developer  capable  of  devel- 
oping a  silver  image  at  temperatures  as  low  as  30° 
P.,  wherein  the  cut-out  is  sharp,  the  swelling  of 
the  contained  gelatine  is  inajjpreciable,  and  the 
penetration    is    fast,    said   developer    containing 
borax  and  acetone  serving  to  stabilize  the  de- 
veloper against  air  oxidation  while  maintaining 
a  strong  chemical  activity  against  the  metal  of 
the  image. 

2.018.658 
TIE  PLATE 

William  S.  Boyce,  Chicago.  111. 

Application  February  3,  1933,  Serial  No.  655.035 

13  Claims.     (CI.  238 — 298) 

1.  A  tie  plate  having  on  its  top  surface,  an  un- 
broken rail  seat  and  having  its  main  bottom  sur- 
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face  formed  of  a  plurality  of  transversely  spaced, 
relatively  narrow  and  elongated,  coplanar.  flat, 
tie-bearing  surfaces,  and  bottom  portions  of  the 
plate  intermediate  said  narrow  elongated  sur- 
faces being  provided  with  relatively  narrow  and 
elongated  recesses  to  receive,  when  the  plate  is 


embedded  in  a  tie,  elongated  tie  projections 
adapted  to  interlock  the  plate  and  tie  against 
movement  of  the  plate  longitudinally  of  the  tie. 
the  width  of  said  tie  bearing  surfaces  approxi- 
mating that  of  said  recesses  and  being  such  as  to 
enable  the  initially  engaged  tie  portions  to  resist 
and  retard  embedment  of  the  plate. 


2.tl8.659 
PRESERVATION  OF  CELLULOSE  MATERIALS 
Wallace  T.  Conn,  Lawrence,  Masa^  amifsor  to 
the  Goremment  of  the  United  States,  reive- 
sented  by  the  Secretary  of  Commeree 
No  Drawing.     AppUeation  July  22,  1932. 
Serial  No.  624.1  S9 
6  Clahna.     (CL  91—48) 
(Granted   nnder  the  act  of   March  3.  1883.  as 
amended  April  30.  19t8:  370  O.  G.  757) 
1.  An  article  of  manufacture  composed  of  de- 
giunmed  cellulose  fibers  containing  a  toxic  dye, 
a  fixer  for  said  dye  comprising  potassium  bichro- 
mate, copper  sulphate  and  acetic  acid,  and  a  tar- 
like  armoring. 


2,018.M« 

PRESERVATIVE  PROCESS  FOR  CELLL^LOSE 

MATERIALS 

Wallace  T.  Conn.  Lawrence,  Mass..  assignor  to 
the  GoTemment  of  the  United  States,  repre- 
sented by  the  Secretary  of  Commerce 
No  Drawing.    Application  October  29,  1932, 
Serial  No.  640451 
5  Claims.     (CI.  31—68) 
(Granted   under   the  SM:t   of   March  3.   1883.   as 
amended  April  30,  1928:  370  O.  G.  757 1 
5.  An    article    of    manufacture    composed    of 
fibrous   material  containing   a   tannic   acid  and 
tartar  emetic  mordant,  smd  a  potassium  bichro- 
mate oxidant. 


2,018,661 

PROTECTIVE  REAGENT  FOR  CELLULOSE 

MATERIAL 

Wallace   T.  Conn.  Lawrence,   Mass.,  assignor  to 
the  Government  of  the  United  States,  repre- 
sented by  the  Secretary  of  Commerce 
No  Drawing.     Application  November  7,  1932, 
Serial  No.  641  618 
2  Claims.     iCl.  134—13) 
(Granted   under   the  act   of   March   3.   1883,   as 
amended  April  30.  1928;  370  O.  G.  757) 
1.  A  protective  reagent  for  cellulose  material 
comprising  tar  and  an  oil  soluble  residue  result- 
ing from  the  reaction  of  alpha  naphthylamine 
with  acetaldol. 


2.018,662 
COMBINED  DRAWER  PLXL  AND  LABEL 
HOLDER 
Franklin    Edwin    Curtis,    East    Cleveland.    Ohio, 
assignor    to    Addressograph    Company,    Cleve- 
land. Ohio,  a  corporation  of  Delaware 
Application  March  8.  1934.  Serial  No.  714.701 
9  Claims.     (CI.  40 — 8) 


t/ 


1  The  combination  with  a  metal  drawer  front 
of  a  metal  drawer  pull  and  label  holder  compris- 
ing a  front  portion  having  an  opening  through  it 
and  triangular  end  portions  and  an  inner  leaf 
turned  inwardly  and  upwardly  from  the  bottom 
of  the  front  portion  to  lie  between  the  end  por- 
tions and  some  distance  behind  the  front  portion, 
said  end  portions  having  their  rear  edges  abut- 
ting the  drawer  front  and  having  lugs  extending 
through  slots  In  the  drawer  front  and  flanged 
onto  the  rear  face  of  the  drawer  front. 

2.018.663 

DOOR 

Benjamin  F.  Fitch.  Greenwich,  Conn.,  assignor  to 

Motor  Terminals  Company,  Wilmington,  Dei., 

a  corporation  of  Delaware 

AppUeation  December  28.  1932.  Serial  No.  649.193 

4  Claims.     (CI.  20— 35) 


1.  A  door  comprising  two  composite  panels 
spaced  apart,  fibrous  material  completely  filling 
the  space  between  said  panels,  each  panel  hav- 
ing an  inner  fibrous  layer  and  an  outer  layer  of 
metal,  the  metal  layer  extending  at  the  margins 
beyond  the  fibrous  layer  and  being  bent  across 
the  edges  of  the  fibrous  layer  and  then  Inwardly 
along  the  Inner  sides  thereof,  marginal  filler  strips 
between  the  two  Inturned  metal  layers,  and  rivets 
passing  through  the  panels  and  the  inturned 
metal  layers  thereof  and  through  the  intermedi- 
ate filler  strips. 

2.018.664 

COKING  OF  COALS 

Wilhelm  Fitz  and  Joseph  Daniels.  Essen  Ruhr, 

Germany 
Application  April  7,  1932.  Serial  No.  603.832 
In  Germany  April  8.  1931 
9  Claims.     (CI.  202 — 23) 
1.  A  method  of  carbonizing  coal  In  an  exter- 
nally    heated     intermittent     carbonizing     retort 


chamber  comprising  charging  a  mass  of  coal  into 
the  retort  chamber  so  as  to  leave  a  gas  off -flow 
space  above  the  top  of  the  charge  in  said  chamber, 
carbonizing  the  coal  charge  in  said  chamber  by 
heat  externally  applied  laterally  inwardly  of  the 
cartxjnieing  mass  up  to  a  level  below  the  top  sur- 
face of  the  coal  charge,  maintaining  the  coal 
charge  stationary  therein  substantially  through- 
out the  carbonizing  thereof,  and  after  the  cham- 
ber has  been  so  charged  but  before  all  the  charge 
has  attained  a  temperature  sufRclent  for  heat  de- 
composition thereof  covering  the  top  surface  of 
the  coal  charge  with  a  covering  layer  of  a  solid 


that  Is  heat  resistant  and  Infusible  l  the  maxi- 
mum temperature  of  the  charge  while  it  is  being 
carbonized  and  that  is  brought  onto  the  top  sur- 
face of  the  coal  charge  above  the  region  of  lat- 
eral application  of  the  external  heating  and 
leaves  a  gas  collecting  space  In  the  chamber  above 
said  covering  layer,  withdrawing  distillate  gases 
from  the  charge  off  Into  and  through  the  gas  col- 
lecting space  left  above  the  covering  layer,  and 
keeping  the  distillation  gases  that  are  in  said 
space  separated  from  the  top  surface  of  the  car- 
bonizing charge  by  said  covering  layer  throughout 
the  major  part  of  the  carbonization. 


2.018.665 
GARMENT 

Alfred   L.   Flesh.   Fiqua,   Ohio,  assignor   to   The 
Atlas  Underwear  Company,  Piqua,  Ohio,  a  cor- 
poration of  Ohio 
Application  June  6.  1935.  Serial  No.  25,251 
3  Claims.     (CI.  2 — 77) 


1.  A  garment  which  comprises  a  top  having 
the  form  of  an  outer  shirt  and  a  bottom  in  the 
form  of  trunks  connected  to  the  top.  said  bot- 
tom including  a  front  member,  a  rear  member 
overlying  the  lower  end  of  the  back  of  the  shirt 
portion  and  having  a  free  upper  edge  extending 
across  the  garment  below  the  waistline,  said 
edge  having  elastic  means  running  lengthwise 
thereof  and  providing  a  drop  seat,  the  central 


portions  of  the  lower  edges  of  said  front  and 
rear  members  being  connected  by  means  elastic 
in  a  direction  through  the  crotch  when  the  gar- 
ment is  worn,  and  said  bottom  having  leg  open- 
ings on  either  side  of  the  crotch. 


2,018,666 
GARMENT 
Alfred   L.   Flesh,   Piqua,   Ohio,  assignor   to   The 
Atlas  Underwear  Company,  Piqua,  Ohio,  a  cor- 
poration of  Ohio 

Application  June  11.  1935,  Serial  No.  25,975 
3  CUims.     (CL2— 77) 


1.  A  garment  which  comprises  a  top  of  woven 
material  and  having  the  form  of  an  outer  shirt, 
and  a  bottom  of  knitted  material  in  the  form  of 
trunks  connected  to  the  top.  said  bottom  includ- 
ing a  front  member,  a  rear  member  overlying 
the  lower  end  of  the  back  of  the  shirt  portion 
and  having  a  free  upper  edge  extended  across 
the  garment  below  the  waistline,  said  edge  having 
elastic  means  running  lengthwise  thereof  and 
providing  a  drop  seat,  the  central  portions  of  the 
lower  edges  of  said  front  and  rear  members  being 
connected  by  means  elastic  in  a  direction  through 
the  crotch  when  the  garment  is  worn,  and  said 
bottom  having  leg  openings  on  either  side  of  the 
crotch. 


2,018.667 
CARBURETOR 

Lloyd  B.  Grantham,  Yonkers,  N.  Y 
Phillips     Petroleum      Company, 
Okla..  a  corporation  of  Delaware 
AppUeation  April  18,  1933.  Serial  No.  666,767 
18  Claims.     (CI.  123—119) 


assignor  to 
Bartlesville, 


1.  In  a  charge  forming  device  for  internal  com- 
bustion engines  of  motor  vehicles,  a  fuel  control 
valve,  a  throttle  valve  member  adapted  to  be 
opened  by  suction  of  the  engine,  movement  con- 
trolling means  for  the  throttle  valve  member, 
means  for  automatically  closing  the  fuel  control 
valve  upon  opening  of  the  valve  member  by  suc- 
tion of  the  engine,  and  means  for  normally  re- 
taining the  throttle  valve  member  in  an  idling 
position  for  supplying  an  idling  quantity  of  fuel  to 
the  engine  when  the  vehicle  speed  equals  the 
idling  sp>eed  of  the  engine. 
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t  2,018,668 

UNDERWEAR 
Asa  J.  Harwood,  Richmond.  Ind.,  assignor  to  The 
Atlas  Underwear  Company,  Piqua.  Ohio,  a  cor- 
poration of  Ohio 
Application  Mav  20.  1935,  Serial  No.  22.355 
4  Claims.     (CI.  2— 78j 


1.  An  undergarment  of  the  union  suit  type 
which  comprises  front  and  back  portions,  said 
front  portion  being  continuous  from  top  to  bottom 
of  the  garment  and  said  back  portion  consisting 
of  upper  and  lower  sections  overlapping  adjacent 
the  waistline  with  the  top  edge  of  the  lower  sec- 
tion being  free  and  providing  a  drop  seat,  an  elas- 
tic reinforcing  strip  extending  across  the  front  of 
the  garment  between  the  side  edges  of  the  latter 
and  connect^i  at  its  ends  to  the  lower  section  of 
the  back  portion  at  the  free  upper  edge  of  the 
latter  said  front  portion  and  said  upper  section 
of  the  back  portion  being  formed  of  a  single  piece 
of  tubular  knitted  material  having  vertical  wales 
and  said  lower  section  of  the  back  portion  being  of 
similar  knitted  material  and  secured  by  stitching 
to  the  side  edges  of  said  frcait  portion  below  the 
waistline  and  also  to  the  front  portion  and  said 
upper  section  of  the  back  portion  along  the  side 
edges  of  the  garment  throughout  <:he  overlapped 
portion  of  said  upper  section,  shoulder  straps  con- 
necting the  upper  edges  of  said  front  portion  and 
upper  back  section,  and  a  gusset  insert  of  a  plu- 
rality of  thicknesses  of  knitted  material  with  hori- 
zontal wales  connected  to  the  lower  edges  of  the 
front  portion  and  lower  back  section,  said  lower 
edges  on  either  side  of  said  Insert  being  cut  on 
diagonally  upward  curved  lines  to  provide  leg 
openings  defined  in  part  by  said  edges  and  in  part 
by  the  side  edges  of  said  insert. 


2,018.669 
AIR  SEPARATOR 

Charles  Edward  Hermann.  St.  Louis,  Mo. 

Application  Aumst  12,  1931.  Serial  No.  556.477 

12  Claims.     (CM 8^—91) 

4.  In  a  separator,  the  combination  of  an  outer 
inverted  cone  member  having  its  lower  end  form- 
ing an  inlet  and  having  its  upper  end  provided 
with  a  flat  top  wall,  an  inner  inverted  cone  mem- 
ber supported  within  said  outer  member  m  spaced 
relationship  therewith,  the  upper  end  of  said  in- 
ner cone  member  terminating  short  of  said  flat 
wall  to  form  an  inlet  opening  therebetween,  a 
plurality  of  vanes  vertically  disposed  within  said 
inlet  opening,  the  upper  ends  of  said  vanes  being 
pivotally  mounted  in  said  flat  top  wall  and  the 
lower  ends  being  pivotally  supported  by  said  in- 
ner cone  member,  said  vanes  being  arranged  close 
together  and  being  comparatively  wide  to  pro- 


vide inlets  which  are  comparatively  narrow  and 
extend  inwardly  and  tangentially  into  said  inner 
cone  member  for  a  suitable  distance,  the  upper 
pivots  of  said  vanes  extending  outwardly  through 
said  top  wall,  means  for  engaging  said  project- 
ing pivots  and  simultaneously  adjusting  all  of  said 


vanes,  and  a  pipe  extending  through  said  top  wall 
into  said  inner  cone  member  and  forming  an  out- 
let for  fine  material,  the  lower  end  of  said  inner 
cone  member  extending  outwardly  through  said 
outer  cone  member  and  forming  an  outlet  for 
coarser  material. 


2.018.670 

PHOTOGRAPHIC   CAMERA 

Bennett  M.  Herman,  Newark,  N.  J.,  assignor  to 

Natalie  Jeanne  Herman.  Newark.  N.  J. 

Application  November  6.  1934.  Serial  No.  751.689 

7  Claims.     (0.95 — 31) 


"/      J*     '/ 


1.  In  a  camera,  a  walled  casing,  means  for 
mounting  film  spools  in  oppositely  disposed  walls 
In  the  said  casing,  spaced  apart  slideways  in  the 
said  walls,  and  removable  film  positioning  slides 
in  the  slideways. 


2.018,671 

ABRADING   TOOL 

James   L.   Hildebrand,   Lynn,   Mass..   asslgmor   to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  July  10,  1931,  Serial  No.  549,965 

16  Claims.     (CI.  51— 190) 
9.  A  rotary  abradmg  tool  comprising  a  tubular 
abrasive  cover,  a  driven  member,  and  a  plurality 
of  wires  each  supported  at  one  end  by  said  driven 
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member  and  having  its  other  end  free,  said  wires      and  an  aperiodic  circuit  included  in  a  single  cable 
being  disposed  within  and  extending  substantial-       loosely  coupled  to  both  of  said  oscillatory  circuits 


J4   JC 


ly  lengthwise  of  said  tubular  abrasive  cover  and 
thereby  .supporting  the  same. 


2,018,672 

SURGE  DIVERTER 

Lcland  H.  EiU.  Wauwatosa,  Wis.,  assignor  to  AIUs- 

Chalmers  Manufacturing  Company.  Milwaukee, 

Wis.,  a  corporation  of  Delaware 

Application  March  13,  1933,  Serial  No.  660,487 

9  Claims.     (CI.  175—30) 


1.  A  surge  diverter  for  protecting  electrical 
apparatus  which  has  current  conducting  means 
extending  through  an  opening  in  the  housing  of 
said  apparatus  and  is  insulated  from  said  hous- 
ing by  an  insulating  bushing  which  extends 
♦  hrough  said  opening,  said  surge  diverter  com- 
prising in  combination,  a  body  of  material  hav- 
ing a  negative  resistance  coefficient  with  respect 
to  voltage,  means  for  mounting  said  body  on  the 
exterior  of  said  housing  and  adjacent  said  bush- 
ing, and  means  forming  a  path  for  conducting 
currents  induced  by  surge  voltages  on  said  cur- 
rent conducting  means  through  said  body  and 
said  housing,  said  last  mentioned  means  com- 
prising conductive  members  having  electrical 
connection  with  said  conducting  means  and  said 
body  respectively  forming  an  unenclosed  spark 
gap  in  series  with  said  body. 


2.018.673 
MEASURING   MECHANISM 
Wilfred  H.  Howe.  Winchester.  Mass..  assignor  to 
Atlantic  Precision  Instrument  Company,  Mai- 
den. Mass..  a  corporation  of  Massachusetts 
Application  December  8.  1932.  Serial  No.  646.321 
18  Claims.     (Ci.  175—183) 
1.  A  mechanism  of  the  class  described  com- 
prising a  pair  of  high  frequency  oscillatory  cir- 
cuits, one  of  said  circuits  including  an  oscillator, 


\}\ 


ff' 


and  through  which  the  other  of  said  oscillatory 
circuits  may  be  excited  from  said  one  circuit. 


2.018,674 
METAL  CUTTING  OR  REAMING  DEVICE 
Marsden   C.    Hutto,    Detroit,    Mich.,   assignor   to 
Hutto    Engineering    Company,    Inc.,     Detroit, 
Mich.,  a  corporation  of  Michigan 
Application  March  9.  1932.  Serial  No.  597,747 
1  Claim.     (CI.  77—76) 


A  reciprocating  and    rotating  cutting    device 
comprising  a  rapidly  reclprocable  and  rotatable 
body,  a  cutting  blade  mounted  for  radial  adjust- 
ment on  said  body  and  having  a  plurality  of  bits 
or  teeth  arranged  In  a  longitudinal  row  on  Its 
outer  edge,  said  row  being  parallel  with  the  axis 
of  rotation  of   said   body,  each  tooth   provided 
with  a  front  cutting  or  leading  edge  and  an  outer 
face  which  recedes  from  said  leading  edge  to  the 
heel  or  trailing  edge  of  bit  or  tooth  and  is  formed 
to  remove  thin  chips  from  the  surface  being  cut 
as  the  rotating  body  is  rapidly  reciprocated  back 
and  forth  along  said  surface,  and  wedge  adjust- 
ing   means    mounted    for    longitudinal    floating 
movement  on  said  body  and  engaged  by  the  in- 
ner edge  of  said  blade  and  positively  holding  said 
blade     against     inward     movement     and     being 
adapted  to  be  shifted  lengthwise  by  the  latter 
as  the  blade  tilts  upon  engaging  the  bore  of  the 
cylindrical  surface  which  is  being  operated  upon, 
said  wedge  means  also  permitting  relative  move- 
ment between  said  cutting  edges  and  permitting 
said  row  to  toe  in  in  the  direction  of  movement 
of  the  reciprocating  body. 
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2.018.675 
METHOD  OF  CASTLNG  HOLLOW  OBJECTS 
Frank  P.  Hyde.  Salem.  Mass..  assi«:nor  to  United 
Shoe  Machinery  Corporation.  Paterson,  N.  J.   a 
corporation  of  New  Jersey 
Application  May  23.  1932.  Serial  No.  613.002 
12  Claims.     ( a.  22— 193) 


5.  Locating  by  means  of  physical  indices  In  a 
pattern  two  axes  lying  transversely  to  each  other 
locating  by  means  of  physical  Indices  In  a  flask 
two  similarly  relatively  located  axes,  forming  in 
the  flask  a  surface  corresponding  to  the  desired 
Inside  surface  of  the  finished  work  piece  and  lo- 
cated relatively  to  the  flask  axes  in  the  same  re- 
lation as  is  the  corresponding  surface  Inside  the 
pattern  to  the  pattern  axes,  casting  In  the  flask 
a  core  box  having  the  said  surface  as  its  interior 
surface,  thereby  locating  the  flask  axes  in  the 
core  box.  and  forming  on  the  core  box  physical 
gaging  means  having  a  predetermined  relation 
to  the  core  box  axes. 


2.018,676 

SYNCHRONOUS  ELECTRIC   MOTOR 

Walter  Kohihacen.  Waterbury.  Conn. 

AppUcation  January  16.  1934.  Serial  No.  706.805 

15  Claima.     (CL  172—275) 


1.  A  synchronous  electric  motor  including  in 
combination  a  stator  unit  having  a  plurality  of 
salient-poles;  and  a  rotor  unit  also  having  a  plu- 
rality of  salient-poles  cooperating  with  the  sa- 
lient-poles of  the  said  stator  unit;  at  least  one 
of  the  salient-poles  of  one  of  said  units  being  of 
major-facial  extent  in  a  direction  clrcumferen- 
tially  of  the  rotor  as  compared  to  the  salient - 
poles  of  the  other  of  said  units  which  are  of 
minor-faclal  extent;  the  said  major-extent  and 
mnor-extent  salient-poles  being  proportioned 
relaUve  to  each  other  to  provide  a  magnetic  flux- 
path  of  substantially-uniform  reluctance  be- 
tween the  two  said  units  at  substantially  all  po- 
sitions of  relative  movement  therebetween  the 
said  stator  unit  also  having  a  portion  cooperating 
with  the  salient-poles  of  the  rotor  unit  and  pro- 
viding a  flux  path  therebetween  which  varies  in 
reluctance  as  the  said  rotor  unit  moves  with  re- 
spect to  the  said  stator  unit. 


2.018.677 

SYNCHRONOUS  ELECTRIC  MOTOR  AND 

ROTOR  THEREFOR 

Walter  Kohlha«en.  Waterbury.  Conn. 

AppUcation  June  8.  1934.  Serial  No.  729  597 

2  Claims.     (CI.  172—275) 

2.  A  combination  hysteresis  and  reaction  rotor 
of  cup-shaped  form  and  composed  of  soft  steel 
having  a  carbon  content  of  about  0.90'^r  and 
having  a  flange  extending  substantially  parallel 


With  the  axis  of  the  rotor,  the  said  rotor  being 
shaped  to  provide  an  annular  series  of  reaction 
teeth  extending  substantially  parallel   with   the 


VJ 


axis  of  the  rotor,  and  also  an  annular  hysteresis 
portion  substantially  smooth  and  free  of  salient 
poles. 


2.018.678 
ISOMERIZATION   OF   RUBBER 
r«  /  f "^»»y  Lawson,  Woodbury.  N.  J.,  aasijnoi 
to  E.  I.  du  Pont  de  Nemours  &  Company    Wil- 
mmtton.  Del.,  a  corporation  of  V^^xi^lri^ 
No  Drawing    Application  April  11.  1934 
Serial  No.  720.153 
6  Claims,     (a.  260—1) 
1.  Process  which  comprises  isomerlzing  rubber 
d^olved  in  an  Inert  organic  solvent  therefor  by 
adding  thereto  anhydrous  hydrofluoric  acid 


2.018.679 

DENTAL  ARTICULATOR 

James  Ira  Lawson,  Wadesboro.  N.  C. 

Application  November  20.  1934.  Serial  No.  753  961 

1  Claim.     (CL  32 — 32) 


A  dental  articulator  comprising  a  lower  plate 
a  pair  of  upstanding  lugs  on  said  plate    a  web 

natlng  short  of  the  upper  ends  of  the  lugs  a 
standard  pivoted  adjacent  Its  lower  end  to  and 
between  the  lugs  and  arranged  to  bear  against 
the  front  face  of  the  web  or  rest  across  the  upper 

t"    d     d^         '  ^"^  ^"  ^"^^^  ^^^^^  carried  by  the 


2  018  680 

Wnw'*?^i'^^^"2?'  ^^  PYRIDINE  BODIES 

Wilbur  A.  Larier    Marshailton.  DeL.  assignor  to 

.      .        ^°?*  •**  Nemours  &  Company.   Wll- 
minrton.  Del.,  a  corporation  of  Delaware 
No     Drawing.     Application    February     24      1934 
Serial  No.  712.841.     In  Canada  May  11    1931 
11  Claims.     rCI.  260 — 43) 
«tl      K^  P^°<^^^  Of  catalytic  hydrogenation.  the 
orfJ  ^  l^^  comprises  bringing  a  pyridine  body 
and    hydrogen,    under    super-atmospheric    tem- 
perature and   pressure   conditions.   Into  contact 
with    a    catalyst    comprising    essentially    nickel 
which  may  be  present  at  least  partly  in  oxidized 
form  and  an  oxidized  form  of  a  metal  forming 
a  metallic  oxide  which  is  more  acidic  in  character 
than  nickel  oxide. 
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2,018.681 
COMPOSITION  FOR  INSECTICIDAL  OR  FUN- 
GICIDAL USE  AND  METHOD  OF  PREPAR- 
ING THE  SAME 

John  F.  Littooy,  San  Francisco,  and  Frank  Floyd 
Lindstaedt.  Oakland,  Calif.,   assignors  to  Her- 
cules  Glue   Company,    a    corporation   of    Cali- 
fornia 
No  Drawing.    Application  August  26,  1930, 
Serial  No.  477.980 
11  Claims.     (CL  167—42) 
3.  A   composition   comprising    a   uniform   and 
relatively  dry  mixture  of  a  toxic  substance  for 
insectlcidal  or  the  like  use  and  a  non-metallic 
oleaginous  material,  said  toxic  substance  consti- 
tuting the  major  portion  of  said  mixture,  said 
oleaginous  material  being  present  in  an  amount 
insufficient  to  have  any  substantial  efficiency  as 
an  insecticide  per  se.  or  to  reduce  the  eflQcacy  of 
said  toxic  substance. 


2  018  682 
CORROSION  INHIBITION 
James  E.  McConkle.  Portland,  Oreg..  assignor  to 
American   Can  Company.  N^w   York.  N.   Y.,  a 
corporation  of  New  Jersey 

No  Drawing.    AppUcation  July  6,  1931, 
Serial  No.  549.089 
12  Claims.     (CI.  91—68) 
1.  The  method  of  inhibiting  interior  corrosion 
In  hermetically  sealed  metallic  containers  which 
comprises,  providing  the  Inside  surfaces  of  the 
metal  with  a  holding  coating  having  a  calcium 
sulphite  incorporated  therein  and  homogeneous- 
ly distributed  therethrough. 


2.018,683 
METHOD  OF  INSERTING    BUSHINGS  IN 
METAL  BARRELS 
Paul   H.   Meyer,   Bellwood,    Leo   Bethke.   Melrose 
Park,  and  James  P.  Walker,  Maywood.  111.,  as- 
signors to  Solar- Sturges  Mfg.  Co.,  Melrose  Park, 
111.,  a  corporation  of  Illinois 
Original  application   September  30,    1933.   Serial 
No.  691.592.     Divided  and  this  application  May 
31,  1934,  Serial  No.  728.218 

4  Claims.     (CI.  29—148.2) 

'f'    A, 


3.  The  method  of  attaching  a  bung  bushing 
to  a  metal  barrel  which  consists  in  providing  a 
bilge  ring,  forming  an  aperture  in  said  ring, 
welding  a  bung  bushing  in  said  aperture,  apply- 
ing said  ring  about  a  barrel  body,  expanding  said 
body  into  tight  engagement  with  said  ring,  ap- 
plying a  die  against  the  interior  of  said  body  in 
aliKnment  with  said  bushing,  then  punching  a 
hole  in  said  body  by  applying  pressure  to  said  die 
and  utilizing  said  bung  bushing  as  a  punch  for 
cooperating  with  said  die.  then  with  the  die 
crimping  the  margin  of  the  hole  so  formed  to 
the  bushing,  and  welding  or  sweating  the  crimped 
portion  of  said  body  to  said  bushing. 


2,018684 

SOLE  PRESS 

George  A.  Mussells.  Reading,  Mass. 

Application  June  2,   1932.  Serial  No.  614.907 

16  Claims.     (CI.  12 — 33) 
3.  A  sole  press  comprising  a  skeleton  frame,  a 
plurality  of  elastic  sole-pressing  members  span- 
ning the  opening  in  the  frame,  one  of  said  mem- 


bers being  adapted  to  apply  pressure  to  the  shank 
portion  of  the  sole  and  said  member  being  located 
above  the  other  members  and  having  normally  a 


concave  sole-receiving  surface,  and  means  to 
press  the  shoe  with  the  sole  applied  thereto 
against  said  members. 


2.018.685 

COMPRESSOR  FOR  FLUID  ACTUATED 

BRAKES 

Claude  Sauxedde,  Detroit,  Mich.,  assignor  to  De- 
troit  Hydrostatic  Brake  Corporation,  Detroit, 
Mich.,  a  corporation  of  Michigan 
AppUcation  August  27,  1932.  Serial  No.  630,724 
5  Claims.     (CI.  60—54.6) 


1.  A  fluid  actuator  comprising  a  pair  of  cham- 
bers adapted  to  be  separately  connected  to  inde- 
pendent brake  systems,  pistons  slidably  mounted 
in  said  chambers,  a  pivoted  operating  lever,  a 
downwardly  projecting  angular  stud  on  said  lever, 
said  lever  and  stud  presenting  characteristics  of 
leverage  of  the  flrst  order  with  the  pivot  of  the 
lever  presenting  the  fulcrum  point,  a  cross  arm 
mounted  on  said  stud  and  movable  with  the  stud 
in  the  leverage  movements,  said  arm  and  stud 
being  relatively  formed  to  present  a  limited  lost- 
motion  relation  operative  in  directions  substan- 
tially transverse  to  the  direction  of  pivotal  move- 
ment of  the  leverage,  and  rods  interposed  between 
said  cross  arm  and  said  pistons. 


2.018.686 
SAW  SETTER 

Frederick  W\  Sievert.  United  States  Navy 
Application  September  28.  1933.  Serial  No.  691.333 

4  Claims.      (CI.  76 — 59) 
(Granted   under   the   act    of   March   3.    1883,   as 
amended  April  30.  1928;  370  O.  G.  757) 
1.  For  use  in  setting  an  endloss  band  saw  In 
its  operative  plane;  a  saw  sette.'-  comprising  a 
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stand,  a  saw  setting  wheel  rotatably   mounted 

in  said  stand,  means  for  yieidably  feuiding  a  saw 
against  said  wheel  and  planar  means  for  detach- 
ably  mounting  said  saw  setting  wheel  in  the 
operative  plane  of  the  band  saw  being  set,  said 
planar  means  extending  through  the  saw  slot 
in  the  saw  table  thereby  automatically  bringing 
the  saw  setting  wheel  into  the  operative  plane  of 
the  saw. 


r^ 


^ 


2.  A  saw  setter  comprising  a  stand,  a  saw 
setting  wheel,  means  for  rotatably  mounting  said 
saw  setting  wheel  in  said  stand,  a  saw  blade 
clamp,  a  saw  slot  in  said  clamp  adapted  to  re- 
ceive a  saw  blade  therethrough,  yieldable  means 
for  mounting  said  saw  clamp  to  guide  the  saw 
blade  against  said  rotatable  saw  wheel,  said  yield- 
able  means  comprising  a  plurality  of  securing  rods 
sildably  passing  through  said  stand,  said  clamp 
being  mounted  on  one  end  of  said  securing  rods, 
adjustable  means  securing  the  other  ends  of  said 
securing  rods  against  said  stand  and  cushioning 
means  between  said  securing  means  and  said 
other  securing  rod  ends. 


2.018,687 
BILGE  PUMP  MECHA.VISM 

Alfred  Varley  Sims.  Brooklyn.  N.  Y. 

Application  March  14.  1934.  Serial  No.  715.427 

10  Claims.     (CI.  103—202) 


1.  In  a  bUge  pumping  mechanism,  the  combi- 
nation with  a  housing  having  openings  for  ad- 
mitting fluid  to  the  interior  of  the  housing,  a 
liquid  eduction  duct  opening  into  said  housing 
and  an  air  inlet  duct  opening  into  said  housing 
at  a  point  nearer  the  first  mentioned  openings 
than  is  the  eduction  duct  opening. 


2.018.688 

FRICTION  TESTER 

Sydney  G.  Tilden.  Stewart  Manor,  Lonir  Island. 

N.  Y..  assignor  to  Raybestos-Manhattan,  Inc.. 

Passaic,  N.  J.,  a  corporation  of  New  Jersey 

Application  July  15,  1932,  Serial  No.  622.704 

16  Claims.     (CI.  265— 10) 

11.  In  a  friction  tester,  a  cylindrical  member 

having  a  friction  surface  for  contacting  a  surface 

to  be  tested,  and  a  helical  cam  surface  in   its 

cylindrical  wall,  the  slope  of  which  varies  from 


a  minimum  at  one  end  to  a  maximum  at  the  other 
end,  a  shaft  member  telescopically  engaged  with 
and  movable  axlally  of  and  rotatable  with  respect 
to  the  cylindrical  member  and  having  a  cam  fol- 
lower engaged  with  the  cam  surface,  and  means 
for  rotating  the  shaft,  said  cam  follower  operat- 


rt 

J/: 

ing  on  the  cam  to  rotate  the  cylindrical  member, 
and  moving  along  the  cam  surface  until  the  point 
of  contact  between  the  cam  follower  and  cam  sur- 
face reaches  a  point  where  the  resultant  of  the 
forces  acting  on  the  cam  follower  is  normal  to  the 
slope  of  the  cam,  and  means  for  indicating  when 
the  follower  has  reached   this  point. 


2,018,689 
FRICTION  TESTER 

Sydney  G.  Tilden,  Stewart  Manor,  Lonjf  Island, 
N.  Y..  assignor  to  Raybestos-Manhattan.  Inc., 
Passaic,  N.  J.,  a  corporation  of  New  Jersey 
Application  August  9.   1933,  Serial  No.  684.419 
9  Claims.     iCl.  265—10) 


// 


6.  A  friction  tester  Including  a  rotatable  shaft, 
means  for  rotating  the  shaft,  a  hollow  shaft  con- 
centric with  respect  to  the  first  shaft  and  mount- 
ed for  relative  axial  and  rotative  movement  with 
respect  thereto,  cooperative  driving  means  be- 
tween the  two  shafts  including  a  cam  of  variable 
slope  and  a  cam  follower  engaging  the  cam,  a 
testing  tip  carried  by  the  .second  shaft  and  rotat- 
able therewith,  an  Indicating  sleeve  carried  by 
the  second  shaft,  a  casing  surrounding  the  indi- 
cating sleeve  and  relatively  movable  axially  with 
respect  thereto,  said  first  mentioned  shaft  being 
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rotatably  mounted  in  said  casing,  and  means  car- 
ried by  the  casing  and  cooperating  with  said  in- 
dicating sleeve  for  visually  indicating  the  extent  of 
relative  axial  movements  of  the  two  shafts. 


2.018,690 

METHOD  OF  AND  APPARATUS  FOR 

PROJECTING  PICTURES 

Leo  C.  Trempalla.  La  Salle.  111. 

Application  May  9,  1933,  Serial  No.  670,163 

16  Claims.     (CI.  88—16.4) 


1.  The  method  of  exhibiting  to  an  audience  an 
image  of  an  object  in  color  which  consists  in 
making  for  projection  a  positive  image  of  the  ob- 
ject upon  a  film;  projecting  the  image  upon  a 
translucent  screen  whereby  a  part  of  the  pro- 
jected light  rays  will  pass  through  said  screen; 
causing  the  projected  image  to  have  a  certain 
basic  coloration;  reflecting  back  upon  said  screen 
the  light  rays  which  passed  therethrough;  and 
causing  the  reflected  light  rays  to  have  a  colora- 
tion different  from  the  basic  coloration  of  the 
projected  image. 


2,018,691 
PROJECTION   APPARATUS 
Edward  H.  Unklcs,  Weehawken,  N.  J.,  assignor  to 
Trans-Lux   Daylight  Picture   Screen   Corpora- 
tion. New  Y'ork,  N.  Y..  a  corporation  of  Dela- 
ware 
Application  December  12,  1928.  Serial  No.  325,551 
Renewed  April  27,  1934 

9  Claims.     iCl.  88 — 24) 

m 


2,018,692 

ROTARY  PUMP 

Charles  F.  Waitc.  Somerville.  Mass.,  assignor  of 

one-half  to  Archibald  W.  Johnston,  Bridgeport, 

Conn. 

Application  February  28.  1930,  Serial  No.  432,061 

Renewed  January  19,  1935 

16  Claims.     (CL  103—160) 


1.  In  combination,  a  printing  device  adapted 
to  print  data  successively  in  lini;  form  trans- 
versely of  a  traveling  web.  a  table  for  support- 
ing a  printed  portion  of  said  web,  a  dome  shaped 
housing  disposed  over  said  table  and  having  an 
opening  in  registry  with  said  table,  a  projector 
lens  carried  by  said  housing,  a  source  of  light 
disposed  within  said  housing  for  Illuminating  the 
printed  matter  on  the  table,  and  means  shading 
the  projector  lens  from  the  source  of  light. 


1.  A  rotary  pump  having,  in  combination,  a 
rotor  provided  viith  a  diametrical  opening,  a 
piston  slidingly  received  in  the  opening  and  hav- 
ing a  transverse  groove,  a  block  received  in  the 
groove  and  having  bearmg  surfaces  in  continu- 
ous contact  with  the  walls  of  the  groove,  an  ec- 
centric pin  on  which  the  block  is  freely  rotatable. 
a  sliding  mounting  to  carry  the  eccentric  pin, 
means  for  adjusting  the  position  of  the  sliding 
mounting  to  vary  the  stroke  of  the  piston  to 
vary  the  fluid  volume  from  zero  to  maximum, 
and  means  connecting  said  adjustment  means 
for  positioning  by  the  difTerential  of  the  discharge 
and  intake  pressures  of  said  pump. 


2,018,693 
DISPENSING    APPARATUS 
Charles  F.  Waite,  Stamford.  Conn.,   assignor  of 
one-half  to  Archibald  W.  Johnston.  Stamford, 
Conn. 

Application  June  16,  1934,  Serial  No.  731,007 
38  Claims.     (CL  221—95) 


1.  Dispensing  apparatus  comprising  a  pump. 
a  dispensing  nozzle  connected  to  the  discharge 
side  of  said  pump  and  having  a  valve,  manual 
control  means  for  the  valve,  and  means  actuated 
through  the  operation  of  said  control  means  to 
control  the  rate  of  volume  of  fluid  pumi>ed 
through  the  pump. 


2.018,694 

PROCESS  OF  TREATING  ALUMINUTVI 

SURFACES 

Herbert  E.  Wetherbee,  Cleveland  Heights.  Ohio, 
assignor  of  one-tenth  to  Benton  H.  Grant  and 
seven-tenths  to  Richard  F.  Grant,  both  of  New 
York,  N.  Y. 

No  Drawing.    Application  May  14,  1934, 

Serial  No.  725.673 

13  Claims.     (CI.  148 — 6) 

1.  A  process   of   treating    aluminum   surfaces 

consisting  in  subjecting  such  a   surface  to  the 

action  of  an  alkaline  water  solution  of  borax  and 

boric  acid. 
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t,018.695 

AUTOMATIC  ELECTRIC  DRIP  COFFEE 

MAKER 

Albert  C.   Wilcox,   MassiUon,   Ohio,   usifnor    to 
The  Enterprise  Aluminum  Company,  Masaillon, 
Ohio,  a  corporation  Ohio 
Application  March  8,  1934.  Serial  No.  714,669 
9  Claims.     (CI.  219 — 44) 


1.  A  drip  coffee  maker  including  a  water  con- 
tainer, a  coffee  basket  beneath  said  water  con- 
tainer, a  rotary  valve  at  the  lower  end  of  said 
water  container,  an  electric  heating  element  for 
heating  the  water  in  the  container,  and  a  ther- 
mally operated  switch  having  a  rotary  switch 
member  operated  by  steam  produced  by  boiling  of 
the  water  for  cutting  out  said  heating  element 
and  operating  said  valve  to  discharge  the  water 
from  the  water  container  through  said  coffee 
basket. 


2.018.696 

KEY  OPENING  CONTAINER 

John   M.    Youn«:.    Brooklyn,   N.   Y.,   assignor    to 

American  Can  Company.  New  York.  N.  Y.,  a 

corporation  of  New  Jersey 

Application  Augrust  14,  1930.  Serial  No.  475,141 

4  Claims.     (CI.  220—52) 


r* 


1.  A  container,  scored  to  set  off  a  tearing  strip 
extending  circumferentially  thereof  and  termi- 
nating in  a  tongue,  and  a  key  adapted  to  engage 
said  tongue  and  wind  off  said  tearing  strip  to 
open  the  container,  said  key  having  a  shank  pro- 
vided with  a  tongue  engaging  slot  adjacent  one 
end  thereof  and  a  manipulating  head  connecting 
with  the  opposite  end  of  the  shank,  and  the  handle 
part  of  the  shank  extending  at  an  angle  to  the 
tongue-engaging  part  of  the  shank,  the  angle 
between  the  two  parts  of  the  shank  causing  the 
handle  part  of  the  shank  to  describe  the  arc  of  a 
circle  with  the  tongue-end  of  the  shank  as  a  pivot 
during  winding  of  said  tearing  strip  on  said  key 
whereby  the  line  of  tear  proceeds  from  a  point 
adjacent  one  edge  of  said  tongue  upward  and  also 
circularly  across  said  tearing  strip  and  into  the 
upper  line  thereof. 


«,018.W7 
PANTOGRAPH    ENGRAVING    AND    COPYING 

MACHINE 

Ktirt     Zwick.     Munich.     Germany,     asslrnor    to 

Friedrich  Deckel.  Munich-Prinz  Ludwifshohe. 

Germany 

Application  December  6.  1932.  Serial  No.  645.975 

In  Germany  December  12.  1931 

14  Claims.     (CI.  90— 13.1) 


14.  A  copying  and  engraving  machine  com- 
prising a  pattern  holding  table,  guideways  on 
said  table  extending  in  one  direction,  a  panto- 
graph system,  a  tracing  stylus  mounted  on  said 
pantograph  system  for  cooperation  with  the 
surface  of  a  pattern  held  on  said  table,  said  trac- 
ing stylus  being  freely  movable  by  hand,  when 
desired.  In  any  direction  over  the  .surface  of  said 
pattern,  a  cutting  tool  also  mounted  on  said  pan- 
tograph system  and  movable  therewith  in  ac- 
cordance with  movements  of  said  stylus,  a  first 
slide  removably  mounted  on  said  guideways  and 
movable  back  and  forth  along  said  guideways 
when  In  operating  position  thereon,  guideways  on 
said  first  slide  extending  In  a  direction  transverse 
to  the  direction  of  the  guideways  on  said  table,  a 
second  slide  mounted  on  the  guideways  on  said 
first  slide  for  movement  back  and  forth  along  said 
guideways.  a  readily  detachable  connection  be- 
tween said  second  slide  and  .said  stylus,  screw 
feed  means  for  moving  said  first  slide  along  the 
guideways  on  said  table,  and  screw  feed  means 
for  moving  said  second  slide  along  the  guideways 
on  said  first  slide,  to  move  said  stylus  over  the 
surface  of  said  pattern. 


2.018.698 

MACHINE  FOR  BAKING  PIE  CRl'STS 

James  E.  Alien.  Ames.  Iowa 

Application  December  5,  1932.  Serial  No.  645,801 

3  Claims.     (CI.  53—10) 


1.  A  device  for  baking  pie  crust  comprising  a 
support:  a  heating  element  therein;  a  baking 
plate;  means  mounting  the  baking  plate  to  move 
toward  and  from  said  heating  element:  yielding 
mean.s  for  supporting  thp  baking  plate  at  its  outer 
limit  of  movement;  a  cover  pivoted  to  swing  to- 
ward and  from  said  baking  plate;  a  heating  ele- 
ment carried  In  said  cover;  a  second  baking  plate 
carried  by  said  cover  and  adapted  ^o  be  moved 
to  position  adjacent  to  the  first  baking  plate  when 
the  cover  Is  moved  to  a  closed  position  and  to 


move  the  first  baking  plate  toward  the  first  heat- 
ing element;  and  means  for  latching  said  cover 
in  a  closed  position. 


2,018,699 
CONVERSION  OF  HYDROCARBON  OILS 
Charles  H.  Angell.  Chicaro,  III.,  assignor  to  Uni- 
versal Oil  Products  Company.  Chicago,  111.,  a 
corporation  of  South  Dakota 
Application  April  17,  1931.  Serial  No.  530,740 
4  Claims.     (CI.  196 — 49) 


1.  In  a  process  of  hydrocarbon  oil  conversion 
wherein  hydrocarbon  oil  is  subjected  to  cracking 
conditions  of  temperature  and  pressure  in  a 
primary  heating  zone,  the  heated  hydrocarbon 
mass  passed  to  a  reaction  zone,  the  vaporous  and 
liquid  products  of  reaction  removed  from  said  re- 
action zone  and  Introduced  into  a  separating  zone 
wherein  vapors  separate  from  non-vaporous  ma- 
terial, the  vapors  subjected  to  fractionation  in  a 
fractionating  zone  to  separate  the  sufficiently  con- 
verted components  as  vapor  from  the  insufficiently 
converted  components  as  reflux  condensate,  the 
improvement  which  comprises,  subjecting  reflux 
condensate  from  said  fractionating  zone  to  con- 
version conditions  of  temperature  and  pressure  In 
a  secondary  heating  zone,  passing  the  heated  hy- 
drocarbons from  said  latter  zone  to  a  secondary 
reaction  zone,  and  removing  the  vaporous  and 
liquid  products  of  reaction  from  said  reaction  zone 
and  Introducing  the  same  In  company  with  the 
products  of  reaction  from  the  primary  reaction 
zone  to  said  separating  zone. 


2.018.700 
WELL  PUMPING  DEVTCE 
Ludwig    W.    Blau,    Houston.    Tex.,    assignor    to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 
Application  April  17,  1934.  Serial  No.  720,925 

8  Claims.  (Cl.  103—204) 
1.  Apparatus  for  pumping  oil  from  superposed 
layers  of  oil  and  water  in  a  well,  comprising  a 
working  barrel  of  a  pump  adapted  to  be  dis- 
posed adjacent  the  bottom  of  the  well,  a  pipe  de- 
pending from  the  pump  inlet  having  a  closed 
bottom  end  and  having  lateral  inlet  openings 
through  which  oil  is  drawn  into  the  barrel,  an 
outlet  l)eneath  the  closed  bottom  end.  a  discharge 
line  leading  upwardly  from  the  barrel  whereby 
a  head  of  liquid  is  maintained  in  the  line,  and 
return  conduit  means  leading  from  the  discharge 
line  to  the  outlet  to  deliver  a  portion  of  the 


oil  from  the  line  through  the  outlet  uhder  the 
head  of  pressure  in  the  line  whereby  water  In 


the  earth  below  the  outlet  is  forced  away  from 
the  outlet. 


2.018.701 

BALL  AND  SIMILAR  BEARING  AND  METHOD 

OF  MANUFACTURING  THE  SAME 

George    R.    Bott,    Stamford,   Conn.,    assignor    to 
Norma-Hofifmann  Bearings  Corporation.  Stam- 
ford. Conn.,  a  corporation  of  New  York 
Application  August  2.  1933.  Serial  No.  683,246 
15  Claims.     iCl.  29— 148.4) 


1.  The  method  of  making  ball  and  similar 
bearings  which  consists  in  forming  correspond- 
ing holes  in  the  opposing  parts  of  the  cage  hav- 
ing the  anti-friction  elements  and  in  directions 
substantially  transverse  to  the  plane  of  the  cage 
and  at  definite  intervals  alternating  with  said 
elements,  presenting  self-tapping  fasteners  to 
the  holes  in  the  opposing  parts,  having  reverse 
threads  for  the  holes,  then  applying  forces  which 
act  to  cause  the  fasteners  to  penetrate  follow- 
ing the  holes  and  to  cut  their  own  threads  in  the 
material  about  the  holes  of  the  opposing  parts, 
and  so  controlling  the  action  of  the  penetrating 
self-tapping  fasteners  that  they  will  penetrate 
and  cut  their  threads  along  parallel  lines. 


2.018.702 

INTERNAL  COMBUSTION  ENGINE 

"Wilhelm  B.  Bronander.  Montclair.  N.  J. 

Application  April  26.  1934.  Serial  No.  722,444 

9  Claims.  (Cl.  123—51) 
1.  In  an  internal  combustion  engine,  a  cyl- 
inder, a  piston,  a  piston  pin,  a  crank  shaft  having 
a  pair  of  cranks  thereon,  and  a  pair  of  connecting 
rods  operatively  connected  to  the  cranks  and  ec- 
centrically connected  directly  to  the  ends  of  the 


980 


OFFICIAL  GAZETTE 


29.  UJ35 


piston  pin.  the  eccentricity  of  the  connection  of 
one  connecting  rod  to  the  piston  being  opposed 


to   the  eccentricity  of  the  connection  between 
the  other  connecting  rod  and  the  piston. 


2.018,703 

ELECTROLYTIC   CELL 

Andrew   C.   Brown.   Detroit,   Mich.,   assignor    to 

Compressed  Indnstrial  Gsses,  Inc.,  Chicmco.  111., 

a  corporation  of  Delaware 

AppUcaUon  March  13.  1935.  Serial  No.  10,854 

1  CUim.     (CI.  204 — 5) 


In  an  apparatus  of  the  kind  described,  the 
combination  of  an  electrode  Including  a  plurality 
of  parallel  plates  secured  together  at  their  upper 
edges;  and  a  second  electrode  consisting  of  a 
plurality  of  parallel  plates  secured  together  at 
their  side  edges,  said  electrodes  being  adapted  to 
be  placed  with  their  plates  in  parallel  regis- 
tering adjacent  relation. 


2.018.704 
TOILET  SEAT 
Georre  W.  Carlson.  Monson.  Mass.,  assiirnor  to 
C.  F.  Church  Mtg.  Co..  HolyolKe,  Mass.,  a  cor- 
poration of  Massachusetts 
Application  July  30,  1932,  Serial  No.  626.337 

8  Claims.     (CI.  4 — 240) 
1.  In  a  toilet  seat,  a  hinge  member  formed  of 
tubing  having  a  slot  cut  through  the  walls  there- 


of, and  a  reinforcing  insert  formed  of  flat  ma- 


teria! having  a  tongue  extending  through  said 
slot  and  rigidly  secured  in  place  therein. 


2.018.705 

CIGAR  CONTAINER 

John  D.  ConU.  Philadelphia.  Pa.,  assirnor  to  Syl- 

vania  Industrial  Corporation.  Fredericksburg. 

Va..  a  corporation  of  Virginia 

AppUcation  May  14.  1934.  Serial  No.  725,440 

18  Claims.     (CT.  93 — 35) 


i^ 


15.  A  process  for  forming  an  end  closure  on 
a  flexible,  tubular  container  for  cigars  comprising 
sealing  the  flattened  end  of  the  container  in  lat- 
terally  spaced  areas  forming  alternately  sealed 
and  unsealed  strips  lengthwise  of  the  contain- 
er, said  sealed  end  being  readily  broken  open 
when  pressure  actuated  from  inside  the  con- 
tainer. 


2  Oig  706 

TRANSMISSION  MECHANISM 

James  M.  Crawford  and  Albert  W.  Frehse.  Detroit. 

Mich.,  assignors  to  General  Moto;«  Corporation. 

Detroit,  Mich.,  a  corporation  of  Delaware 

AppUcAtion  April  25,  1932,  Serial  No.  607,394 

11  Claims,     (a.  192 — 3.5) 


1.  In  combination  with  a  power  transmission 
having  a  main  clutch  operating  member,  a  change 
speed  mechanism  Including  a  member  movable 
to  change  driving  ratios,  an  overrunning  device, 
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the  latter  equipped  with  an  optionally  engage- 
able  positive  clutch,  means  movable  in  response 
to  a  releasing  movement  of  the  main  clutch  to 
permit  engagement  of  said  positive  clutch  and 
other  means  engaging  said  movable  member  to 
prevent  movement  thereof  when  the  positive 
clutch  is  engaged  and  movable  to  release  said 
movable  member  for  ratio  changing  movements 
in  response  to  a  releasing  movement  of  the  main 
clutch. 


2.018.707 

CONTAINER 

Adrian  O.  Daller,  Dennisport,  Mass.,  assignor  to 

Daller  Carton  Company.  Inc.,  New  York,  N.  Y., 

a  corporation  of  New  York 

Application  May  6,  1933.  Serial  No.  669.663 

Renewed  March  22,  1935 

8  Claims.     (CI.  229—51) 


1.  In  a  device  of  the  character  described,  the 
combination  comprising  a  container  having  a 
score  line  defining  an  area  which  may  be  removed 
to  create  a  window,  and  a  section  overlying 
said  area  and  intersecured  therewith  whereby 
the  moving  of  said  section  causes  the  removal  of 
said  area,  said  section  being  detachably  secured  to 
a  further  section  of  said  container  which  is  pro- 
vided with  a  potential  tucking  flap  and  which  Is 
adapted  to  form  a  cover  for  said  container,  said 
overlying  section  being  hingedly  secured  in  part 
to  another  portion  of  said  container  and  being 
provided  with  means  adapted  to  engage  said 
window  whereby  said  section  may  be  held  in 
covering  relation  thereto. 


2.018.708 
TREATMENT  OF  HYDROCARBON  OILS 
Carbon  P.  Dubbs.  Chicago,  111.,  assignor  to  Uni- 
versal Oil  Products  Company.  Chicago.  111.,  a 
corporation  of  South  Dakota 
Application  June  1,  1931,  Serial  No.   541.149 
3  Claims.     (CL  196—51) 


oil  through  a  heating  zone  where  it  is  raised  to 
cracking  temperature,  discharging  said  heated 
stream  into  an  enlarged  reaction  zone,  causing 
the  products  of  reaction  to  traverse  substantially 
the  entire  length  of  the  reaction  zone,  separately 
withdrawing  vapors  and  unvaporized  oil  at  places 
remote  from  the  place  of  introduction  of  the 
heated  stream  of  oil  from  the  heating  zone,  main- 
taining superatmospheric  pressure  in  the  heating 
and  reaction  zone,  discharging  the  vapors  and 
unvaporized  oil  from  said  reaction  zone  into  the 
lower  and  upper  portions  respectively  of  a  re- 
duced pressure  zone  where  vapors  flow  counter- 
current  to  non-vaporous  residue,  removing  the 
residue  and  isolating  same  from  the  system,  sub- 
jecting the  vapors  to  fractionation  to  condense 
the  heavier  fractions  thereof  as  reflux  conden- 
sate, returning  regulated  portions  of  said  reflux 
condensate  to  the  heating  zone  and  merging  same 
with  the  stream  of  charging  stock  being  forced 
therethrough,  removing  the  vapors  remaining 
uncondensed  after  fractionation  and  condensing 
and  collecting  same  as  a  distillate  product  of  the 
process. 

2.018.709 

BOILER  CONSTRUCTION 

Eugene  Callahan.  Devils  Lake.  N.  Dak. 

AppUcation  December  13,  1933,  Serial  No.  702,129 

5  Claims.     (CI.  122—271) 


1.  A    process    of    hydrocarbon    oil    conversion 
which  comprises  forcing  a  stream  of  hydrocarbon 


1.  An  apparatus  of  the  class  described  com- 
prising a  housing  having  a  fire  box  and  heating 
chamber  therein,  said  housing  having  a  pair  of 
passages  positioned  respectively  at  opposite  sides 
of  the  fire  box,  a  stack  connection  communicat- 
ing with  said  passages,  a  psdr  of  headers  posi- 
tioned respectively  at  opposite  sides  of  the  fire 
box,  a  plurality  of  independent  water  containers 
operatively  related  to  and  extending  upwardly 
from  the  respective  headers,  a  plurality  of  flues 
extending  through  the  respective  water  contain- 
ers, said  flues  communicating  at  one  of  their 
ends  with  said  heating  chamber  and  at  their  op- 
posite ends  with  said  passages  for  conducting  the 
gases  of  combustion  from  said  chamber  to  said 
passages,  a  steam  dome  positioned  above  said 
heating  chamber,  and  a  plurality  of  conducting 
means  positioned  in  said  chamber  and  com- 
municating at  their  opposite  ends  with  the  re- 
spective containers  and  with  said  dome  for  con- 
ducting steam  through  the  heating  chamber  in 
its  passage  from  the  containers  to  the  dome. 
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2.018.710 

SHOE  INSOLE 

Newton  EUdn.  Philadelphia,  Pa. 

AppUcaUon  An«iut  9.  1932.  Serial  No.  628.036 

7  Claims.     iCl.  S6 — 43) 


1.  As  a  new  article  of  manufacture,  a  one-piece 
insole  of  grain  leather  having  substantially  the 
entire  grain  surface  skived  away  at  the  ball  por- 
tion except  in  the  metatarsus  area. 

2.018.711 

FLOOR  COVERING  AND  METHOD  OF 

MAKING  THE   SAME 

Armiii  Elmendorf ,  Chicaro.  HI. 

ApplicaUon  October  17,  1932.  Serial  No.  638,106 

4  Claims.     (CI.  20 — 75) 


1.  The  method  of  making  a  pre- formed  floor 
covering  in  the  form  of  continuous  flexible  sheets 
or  panels,  which  consists  in  adhering  wooden 
tiles,  face  down  and  in  spaced  relation  to  each 
other,  to  a  flexible  temporary  backing,  flexing 
the  backing  to  cause  the  spaces  between  the  tiles 
to  widen  at  the  top,  introducing  into  the  spaces 
between  the  tiles  an  elastic  cement  in  a  plastic 
condition,  flattening  the  structure  to  cause  some 
of  the  cement  to  be  extruded  upwardly,  scrap- 
ing off  the  surplus  cement  above  the  tiles,  and, 
after  the  cement  has  set.  removing  the  temporal 
backing. 

2,018.712 

LUMBER  AND  ARTICLE  MADE  THEREFROM 

Armin  Elmendorf.  Chicago.  111. 

Application  June  14,  1933,  Serial  No.  675,708 

15  Oaims.     (CL  144—309) 


1.  A  board  of  wood  cut  partly  through  the 
same  along  parallel  lines  extending  in  the  gen- 
eral direction  of  the  grain  from  one  end  of  the 
board  to  the  other,  the  uncut  portions  of  the 
board  in  the  planes  of  the  cuts  being  ruptured 
along  lines  following  the  grain  into  strand-like 
portions,  whereby  the  board  m  effect  consists  of 
a  series  of  parallel  strips  connected  together  at 
their  edges  by  strand -like  cross  pieces. 


2.018.713 

MILKING  MACHINE  PULSATOR 

Sven  Johan  Eriinc.  Nockeby.  Sweden,  assigiior  to 

The  De  Laral  Separator  Company,  New  York, 

N.  Y.,  a  corporation  of  New  Jersey 

Application  February  23.  1934.  Serial  No.  712.667 

In  Sweden  February  23.  1933 

1  Claim.     (CI.  31—63) 

A    o    /^     /^_     .«    i    C 


A  pulsator  for  milking  machines  comprising  a 
valve  chamber  having  ends  of  different  diameters 
and  provided  with  a  vacuum  port  communicating 
with  its  larger  end.  an  atmospheric  port  com- 
municating with  its  smaller  end  and  grooves 
adapted  for  connection  with  the  pulsation  cham- 
bers of  different  pairs  of  teat  cups;  and  a  valve, 
having  end  heads  of  different  diameters,  recip- 
rocable  in  said  valve  chamber  and  provided 
with  a  passage  extending  axially  from  its 
smaller  extremity  and  holes  extending  from  said 
passage  to  the  cylindrical  surfaces  of  the  larger 
and  smaller  valve  heads  respectively,  the  smaller 
end  head  being  of  substantial  length  and  pro- 
vided between  its  ends  with  an  arcuate  groove 
with  which  said  hole  in  the  smaller  end  head 
registers,  the  groove  so  positioned  thereby  di- 
viding the  smaller  diameter  head  of  the  valve 
Into  a  separate  sealing  surface  and  a  separate 
wearing  surface,  thereby  minimizing  leakage  of 
atmospheric  air  and  prolonging  the  life  of  the 
pulsator. 

2.018,714 
VENT   SHIELD 
Charles   A.    Flanagan,   Chicago,   111.,  assignor   to 
Swift  and  Company,  Chicago,  III.,  a  corpora- 
tion of  niinois 
Original  applicaUon  Jannary  30.  1932,  Serial  No. 
589.802.     Divided  and  this  application  Jannary 
20,  1934.  Serial  No.  707,560 

3  Claims.     (CI.  220 — 44) 


1.  A  container  closure  top  having  a  perfora- 
tion shielded  by  a  vent  shield,  said  vent  shield 
located  on  the  inner  side  of  said  top.  said  shield 
provided  with  a  peripheral  marginal  flange,  por- 
tions of  said  flange  being  secured  to  said  top  and 
other  portions  being  out  of  contact  therewith  to 
permit  access  of  air. 
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2.018.715 
TREATING  HYDROCARBON  OILS  WITH 
FORMALDEHYDE,  A  CONDENSING  AGENT. 
AND  ACETIC  ACID 
Stewart  C.  Fulton.  Elisabeth,  N.  J.,  assignor  to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 

No  Drawing.    ,'\ppllcation  December  29,  1934, 
Serial  No.  759,798 

6  Claims.     (CI.  196—23) 

1.  The  process  of  treating  hydrocarbon  oil 
which  comprises  bringing  about  condensation  of 
certain  constituents  of  the  oU  with  a  mixture  of 
sulfuric  acid  and  glacial  acetic  acid  and  formal- 
dehyde in  such  proportions  that  the  concentra- 
tion of  the  sulfuric  acid  in  the  mixture  is  not 
higher  than  the  one  corresponding  to  the  fol- 
lowing mixture:  1  part  by  weight  of  66°  Baum6 
sulfuric  acid,  1  part  by  weight  of  glacial  acetic 
acid  and  1  part  by  weight  of  formaldehyde. 

2.018,716 

BATTERY  CHARGING  VOLTAGE 

REGULATOR 

Louis  H.  Gude.  Eau  Claire,  Wis. 

Application  July  20.  1934.  Serial  No.  736,178 

7  Claims.    (CI.  171—314) 


slidably  mounted  for  up  and  down  and  transverse 
movement  with  respect  to  the  lamp,  and  means 
for  adjusting  said  frame  including  means  for 
raising  and  lowering  said  frame,  means  for  ad- 


justing said  frame  laterally,  and  a  mounting  for 
said  collecting  means  adjustably  secured  to  said 
frame  for  movement  toward  and  away  from  the 
light  source. 

2,018.718 
SHINGLE  ELEMENT 
Norman   P.   Harshberger,   Paisadena,  Calif.,   as- 
signor to  Bakelite  Building  Products  Co.,  Inc.. 
New  York.  N.  Y..  a  corporation  of  Delaware 
Application  April  11,  1930.  Serial  No.  443.601 
7  Claims.     (CI.  108— 7) 


1  In  combination  with  a  storage  battery  and 
a  battery  charging  device  operatively  connected  I 
thereto,  battery  voltage  regulating  apparatus  \ 
comprising  variable  means  in  the  circuit  of  said 
charging  device  for  varying  the  voltage  applied 
to  said  battery  by  said  charging  device,  voltage 
responsive  apparatus  connected  to  said  battery 
and  having  a  memt)er  shiftable  in  response  to  1 
variation  in  said  voltage,  continuously  movable 
means  carrying  an  actuating  element  in  an  end- 
less path  passing  closely  adjacent  said  shiftable 
member,  said  actuating  element  either  remain- 
ing inoi>erative  or  being  rendered  operative  by 
said  Fhlftable  member  as  it  passes  the  same  de- 
pendent upon  the  position  of  said  shiftable  mem- 
ber, mechanism  for  operating  said  variable 
means,  said  mechanism  being  brought  Into  opera- 
tion by  said  actuating  element  when  the  same 
has  been  rendered  operative. 

2.018,717 
PROJECTOR  LAMP 

Theodore  O.  Hall,  New  York,  N.  Y..  assignor  to 
Hall  &  Connolly.  Inc..  New  York,  N.  Y.,  a  cor- 
poration of  New  York 
Application  March  3,  1933.  Serial  No.  659.480 

8  Claims.     (CI.  176—51) 
1.  In  a  projector  lamp,  a  relatively  fixed  arc 

light  source,  a  beam  collecting  means,  a  frame 


7.  A  shingle  strip  comprising  a  substantially 
straight  upper  edge  and  a  lower  edge  forming 
alternate  tabs  and  recesses,  the  tabs  shaped  that 
the  center  of  the  lower  edge  of  each  tab  and  the 
center  of  the  upper  edge  of  each  recess,  each  re- 
spectively below  and  above  directly  adjacent  edge 
portions  of  said  tabs  and  recesses  and  said  tab 
edge  portion  presenting  a  formation  extending 
substantially  in  a  direction  of  varying  slope  from 
the  center  of  the  lower  edge  of  each  tab  to  the 
center  of  the  upper  edge  of  each  recess,  each 
strip  having  a  vertical  distance  between  its  upper 
edge  and  the  uppermost  point  of  a  recess  on  the 
lower  edge  no  greater  than  the  vertical  distance 
between  said  uppermost  point  of  said  recess  on 
the  lower  edge  and  the  lowermost  point  of  a  tab 
and  each  tab  and  recess  between  tabs  having  a 
width  greater  than  its  depth,  said  shingle  strip 
enabling  the  economical  coverage  of  a  surface 
when  laid  with  the  tabs  freely  depending  and 
projecting  below  the  edges  of  the  recesses  of 
strips  of  a  course  below. 


2  018  719 

DEVICE  FOR  CLEANING  AND  GREASING 

CONVEYER  BANDS 

Friedrich    Haug.    Stuttgart-Munster.    Germany, 

assijfnor    to    Baker    Perkins    Company.    Inc., 

Saginaw.  Mich.,  a  corporation  of  New  York 

AppUcation  February  6,  1935.  Serial  No.  5.242 

In  Germany  May  23,  1934 

4  Claims.     (CI.  198— 230) 

1.  A  cleaning  device  for  an  oven  band  traveling 

on  a  rotatable  dnrni  comprising,  in  combination, 

a  roll  of  cloth  positioned  with  its  periphery  in 

line  contact  with  the  band  throughout  the  width 
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of  the  band  a  reserve  supply  of  cloth  connected  to 
said  roll,  roll  rotating  means,  and  means  yield- 


ingly  urging  said  roll   into   wiping   engagement 
with  said  band  aJong  said  line  of  contact. 


2.018.720 

ELECTROMAGNETIC  CONTROLLER  FOR 

POWER  DRIVEN  MACHINES 

Howard  E.  Hodirson,  Wauwatosa,  Wis.,  assimor 
to   Cutler- Hammer.   Inc..   Milwaukee,    Wis.,   a 
corporation  of  Delaware 
AppUcation  January  10.  1935,  Serial  No.  1,162 
12  Oaims.     (CI.  192—12) 


1.  In  a  controUer  for  a  power  driven  machine. 
In  combination,  an  electromagnetically  con- 
trolled clutch  for  the  machine  drive,  an  electro- 
magnetically controlled  brake  for  the  machine 
and  control  means  for  the  windings  of  said  clutch 
and  brake  provlcling  for  connection  in  circuit  of 
the  windings  of  both  simultaneously  and  for  sub- 
jecting the  winding  of  said  brake  to  over-excita- 
tion, said  control  means  including  means  to  re- 
duce the  excitation  of  said  brake  winding  in  re- 
sponse to  electrical  conditions  influenced  by  the 
winding  of  said  clutch. 


2.018.721 
CHAIR  HAVING  A  FLEXIBLY  SLTPORTED 

SEAT 

Abraham  Bfax  Holtzman.  Brooklyn.  N.  Y. 

AppUcation  June  16.  1934.  Serial  No.  730.869 

5  Claims.  (CI.  155 — 50) 
5.  In  a  chair  the  combination  of  a  seat,  front 
legs  and  rear  legs  for  the  chair,  the  front  legs  of 
the  chair  spaced  from  said  seat,  a  spring  casing 
connected  to  each  of  said  front  legs,  a  guide 
sleeve  in  each  casing,  a  tension  spring  in  said 
casing  with  its  top  end  fixed  therein,  a  rod  in  the 
casing  fixed  to  the  lower  end  of  the  spring,  a 
connecting   plate  connected  to  the  lower  end  of 


the  rod.  the  top  end  of  the  rod  fixed  to  the  seat, 
pairs  of  supplemental  guide  sleeves  fixed  in  the 
casing,  a  tension  spring  and  compression  spring 
in  each  supplemental  guide  sleeve,  a  rod  In  each 
supplemental    sleeve   coacting    with   the   springs 


therein,  an  oscillating  beam  connecting  the  rods 
of  each  pair  of  supplemental  sleeves,  one  rod  of 
each  pair  of  supplemental  guide  sleeves  con- 
nected to  said  connecting  plate  and  means  piv- 
otally  mounting  the  beams  upon  the  spring  casing 


2.018.722 

SHINGLE 

Don    B.    Humphrey.    Chicaro.    111.,    assignor,    by 

mesne  assignments,  to  United  States  Gypsum 

Company.  Chicaro.  111.,  a  corporation  of  Illinois 

.ApplicaUon  March  16.  1931.  Serial  No.  522,960 

Renewed  March  26.  1935 

1  Claim.      (CI.  108—7) 


*  "   -r- 


i 


! 


,-#•■! 


■-i-A:-r' 


■rn- 


-12 


t 


A  roof  comprising  courses  of  overlapping  shin- 
gles, each  shingle  having  a  pair  of  relatively 
angular  slits  therein  to  form  corner  flaps  at  the 
opposite  lower  comers  thereof,  one  slit  of  each 
shingle  extending  angularly  downwardly  from  a 
side  edge  thereof  and  the  other  slit  extending 
angularly  upwardly  from  the  lower  edge  of  the 
shingle  adjacent  the  opposite  side  edge  thereof, 
the  inner  edges  of  said  slits  terminating  In  sub- 
stantially horizontal  allgrunent.  a  fastening  pass- 
ing through  the  lower-edge-cut  flap  of  each  shin- 
gle, said  fastened  flap  being  overlapped  by  an 
adjacent  shingle  whose  unfastened  flap  underlies 
the  body  of  the  underlapplng  shingle  Inwardly 
of  said  fastened  flap  to  form  a  watertight  seal  for 
said  fastened  flap. 


2.018.723 
GOLF  CLUB 
William    Hutchison,    Eranston.    HI.,    assirnor    of 
one-flfth  to  Alexander  Cunninfham.  one- fifth 
to  John  F.  Hutchison,  and  one-flfth  to  Carleton 
Blunt,  all  of  Evanston.  111. 
.Application  January  28.  1931.  Serial  No.  511,734 
8  CUims.      (CI.  273 — 80) 
1.  In  a  golf  club  construction,  a  shaft  of  ap- 
proximately   triangular    cross   section    with    one 
corner    so   positioned    as    to    provide    a    leading 
front   edge   of   minimum   air   resistance   for   the 
down  stroke  of  the  club,  the  other  corners  being 
connected  to  a  portion  positioned  to  provide  a 
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substantially    flat   air   resistance   area    disposed 
transversely    with    respect    to    the    direction    of 


movement    of    the    club    during    the    up-stroke 
thereof. 


2,018.724 
SHUTTER  OPERATING  MEANS 

Frank  P.  Illsley.  Norton  Township.  Muskegon 

County.  Mich. 

AppUcation  September  23,  1929.  Serial  No.  394.686 

8  Claims.     (CI.  123—174) 


1.  In  an  automobile,  in  combination,  an  in- 
ternal combustion  engine  having  a  cooling  sys- 
tem including  a  radiator,  shutters  for  regulat- 
ing the  flow  of  air  through  the  radiator  and  urged 
in  closing  direction,  a  motor  comprising  a  cas- 
ing and  a  diaphragm  therein,  a  pomp  driven 
by  the  engine,  a  suction  line  connecting  the  suc- 
tion side  of  the  pump  to  the  casing  at  one  side 
of  the  diaphragm,  an  air  admission  conduit  open- 
ing into  the  suction  line  and  having  an  air  ad- 
mission port,  a  thermostat  subject  to  the  engine 
temperature,  a  valve  carried  by  the  thermostat 
and  controlling  said  port,  the  thermostat  acting 
to  move  the  valve  in  closing  direction  as  the  en- 
gine temperature  increases  and  in  opening  di- 
rection as  the  engine  temperature  decreases,  op- 
erating connections  between  the  shutters  and  the 
diaphragm  for  moving  the  shutters  in  opening 
direction  when  the  diaphragm  is  actuated  due 
to  the  creation  of  a  partial  vacuum  in  the  cas- 
ing, and  a  check  valve  in  the  suction  line  be- 
tween the  pump  and  the  air  admission  conduit, 
said  valve  opening  toward  the  pump. 

4.'.0  O.   G.— 6.3 


2,018,725 
PROCESS  OF  MAKING  COMPOSITE 
METAL  PLATES 
Wallace  C.  Johnson.  South  Orange,  and  Alfred  E. 
Maskrey.  North  Long  Branch,  N.  J.,  assirnors 
to  The  Plykrome  Corporation.  New  York,  N.  Y., 
a  corporation  of  Delaware 
Application  June  19,  1933,  Serial  No.  676.476 
4  Claims.     (CI.  29—189) 


1.  The  process  of  making  three-ply  composite 
metal  sheets  or  plates  havmg  corrosion-resistant 
facings  which  includes  forming  a  pile  in  which 
a  pair  of  corrosion-resistant  metal  plates  are 
sandwiched  between  two  base  metal  slabs,  weld- 
ing the  slabs  together  along  the  edges  thereof, 
heating  the  pile,  rolling  the  pile,  cutting  off  the 
welded  edges,  reversing  the  position  of  the  slabs 
to  present  the  welded  faces  outermost,  sand- 
wiching a  second  pair  of  metal  sheets  having  a 
lower  melting  point  than  said  plates  of  corro- 
sion-resistant metal  between  the  unfaced  sur- 
faces of  the  slabs,  re  welding  the  edges  of  the 
slabs  together,  reheating  the  pile  to  a  lower  tem- 
perature than  said  flrst  mentioned  heating,  roll- 
ing the  pile  down  to  the  desired  thickness  and 
trimming  off  the  welded  edges. 


2.018.726 

TL^E  CONNECTING  DEVICE 

Frederick  E.  Key.  St.  Louis.  Mo.,  assignor  to  Key 

Boiler  Equipment  Company,  East  St.  Louis,  111., 

a  corporation  of  Missouri 

Application  November  27.  1931.  Serial  No.  577.529 

9  Claims.     (CL  285—20) 


1.  A  tube  connecting  device,  comprising  a  re- 
movable tubular  element  for  establishing  com- 
munication between  two  tubes,  a  housing  mounted 
on  the  tubes  and  composed  ci  two  main  parts  or 
shackles  that  are  capable  of  a  slight  endwise  or 
longitudinal  movement  relatively  to  each  other, 
a  retaining  means  for  the  tubular  element  car- 
ried by  the  shackles,  a  key  positioned  in  co-acting 
grooves  or  slots  in  opposed  portions  of  the  shackles 
for  taking  up  torsional  strains  and  preventing  the 
shackles  from  twisting,  and  means  for  preventing 
the  tubes  and  shackles  from  spreading. 
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2.018.727 
INTERNAL   COMBUSTION  ENGINE 
James  I.   Kibbe.  Mukecan.  Mich.,   assignor   to 
Campbell,  Wyaat  ic  CaniMn  Fonndry  Company, 
Ma^evon    Heifhta.    Mieh^    a   corporation    of 
Mlehifan 

AppUcation  June  18.  1934.  Serial  No.  731.064 
3  Claims.     (CL  123 — 32) 


1.  In  an  internal  combustion  engine  having  a 
cylinder  and  a  cover  for  the  cylinder,  a  combus- 
tion chamber  consisting  of  two  hemispherical  sec- 
tions of  different  radii  positioned  with  their  open 
sides  together,  the  larger  section  provided  with 
a  passage  leading  to  the  engine  cylinder  and  the 
smaller  having  a  fuel  Injection  nozzle  at  the  side 
farthest  from  the  larger  section. 


2.018.728 
ROIX   POUSHING    APPARATUS 
^Jlif*™.  ^   ^^^^'  Warrea.  Ohio,  assignor  to 
The  Aetna- Standard  Engineering  Company. 
Tonngstown.  Ohio,  a  corporation  of  Oliio 
Applieation  Aagvst  11.  1933.  Serial  No.  684,695 
„     .  6  Claims.     (CI.  51—253) 


1.  In  combination  in  a  machine  for  polishing 
the  upper  roJl  of  a  mill,  a  screw  shaft  mounted 
parallel  to  said  roll,  a  nut  mounted  on  said  screw 
shaft  which  nut  controls  the  movement  of 
mountmgs  for  holding  a  polishing  element, 
means  transmitting  reversing  rotation  from  a 
lower  roll  polisher  to  said  screw  shaft,  whereby 
the  said  nut  Is  caused  to  move  forward  and  back 
a  controlled  distance  along  said  screw  shaft  and 
a  slip  clutch  between  said  means  and  said  screw 
shaft,  whereby  said  means  may  continue  to  oper- 
ate when  said  nut  reaches  the  limit  of  said  con- 
tro  1^  distance  before  the  rotation  of  said  lower 
polisher  reverses.  luwcr 


2.018  729 
«„.«    ^^'^  POUSHING  APPARATUS 

WUiiam  W.  Leach.  Warren.  Ohio,  assignor  to 
The  Aetna-Standard  Engineering  Company, 
xoungstown.  Ohio,  a  corporation  of  Ohio 
Application  February  13.  1934.  Serial  No.  711  018 
8  Claims.     (CL  51—253) 
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1.  In  a  roll  polisher  lor  a  sheet  mill  or  the  lilce 
in  combination,   in  association    with   a   roll    an 
element  having  a  spiral  thread  and  a  member 
adapted  to  operatively  engage  said  thread,  a  car- 
rier for  an  abrasive,  means  adapted  to  support 
and  reciprocate  said  carrier  across  the  face  ot 
the  associated  roll  responsive  to  relative  move- 
ment between  said  element  and  member,  means 
driven  from  the  wobble  of  a  roll  and  Including  a 
ratchet,  adapted   to  produce    reversing    relative 
movement  between  said  element  and  member,  and 
in  association  with  a  second  roll,  a  second  ele- 
ment having  a  spiral  thread  and  a  second  mem- 
ber adapted  to  operatively  engage  said  thread  a 
second  carrier  for  an  abrasive,  means  adapted 
to  support  and  reciprocate  said  carrier  across  the 
face  of  the  associated  roll  responsive  to  relative 
movement  between  said  second  thread  bearing 
element    and   the  said   member   In   engagement 
therewith,    means    driven    by    said    first-named 
driven  means,  adapted  to  produce  reversing  rela- 
tive movement  between  said  second  thread  carry- 
ing element  and  the  said  member  engaging  same, 
means  adapted  to  limit  the  movement  of  said  sec- 
ond carrier,  and  means  adapted  to  render  inop- 
erative said  last-named  driven  means  when  said 
second  carrier  has  reached  a  pre-determined  po- 
sition. 

2.018.730 
AIRCRAFT 
Paul  M.  Lewis  and  Fred  Landjcraf.  Denver.  Colo., 
assifnors   to   Lewis- American   Airways.  Inc.,  a 
corporation  of  Colorado 

Application  April  20.  1933.  Serial  No.  666  947 
9  Claims.     (CL  244— 16 > 


1.  A  propelling  mechanism  for  aircraft  com- 
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prising:  a  drive  shaft;  a  bearing  member  secured 
on  the  extremity  of  said  drive  shaft;  bearings 
carried  by  said  member,  the  axes  of  said  bear- 
ings being  in  alignment  and  intersecting  the  axes 
of  said  shaft  at  90^ ;  a  blade  shaft  mounted  in  said 
bearing;  a  blade-like  member  carried  on  each 
extremity  of  said  blade  shaft  and  extending  longi- 
tudinally therefr(mi.  said  blade-like  members  be- 
ing positioned  at  an  angle  to  each  other;  means 
for  alternately  rotating  said  blade  shaft  as  said 
drive  shaft  revolves  so  that  said  blade-like  mem- 
bers will  be  caused  to  assume  a  predetermined 
angle  during  one  part  of  the  revolution  and  a  dif- 
fering angle  during  another  part  of  the  revolution, 
said  latter  means  comprising :  an  actuating  mem- 
ber hinged  at  the  mid -point  of  said  blade  shaft, 
the  axis  of  said  hinge  intersecting  the  intersec- 
tion of  said  blade  shaft  and  said  power  shaft ;  and 
means  for  maintaining  said  actuating  member  at 
an  angle  which  positions  the  axis  of  said  hinge  in 
a  plaxie  oblique  to  the  plane  of  revolution  of  said 
blades. 


2,018.731 
CALIPERS 

Guy  F.  Long,  Westboro.  Mo. 

Application  January  5,  1935,  Serial  No.  485 

2  Claims.     (CI.  S3 — 148) 


ti 
it 


^-Jl 


1.  In  a  device  of  the  kind  described,  a  pair  of 
leg  members  plvotally  connected  at  intermediate 
points,  the  said  leg  members  being  bowed  oppo- 
sitely and  outwardly  at  one  end.  the  other  ends 
being  spread  apart,  an  indicating  device  com- 
prising a  case,  a  pointer  provided  on  the  case,  a 
rack  member  for  operating  the  pointer  and  arms 
oppositely  extended  from  the  rack  member  and 
case,  one  of  the  spread  ends  of  the  leg  members 
being  pivoted  to  the  arm  extended  from  the  rack 
member,  and  the  other  spread  end  being  adjust- 
ably connected  to  the  arm  extended  from  the 
case. 


2.018.732 
MERCHANDISING  DISPLAY  LIGHTING 

FIXTIHE 
Gilbert  R.  May.  Cleveland.  Ohio,  assignor  to 

Bruce  B.  Krost 
Application  May  22,  1933.  Serial  No.  672.200 

14  Claims.  (CI.  240—4) 
1.  A  display  lighting  fixture  illuminated  by  a 
gaseous  tube  comprising,  in  combination,  a  cab- 
inet, having  three  stepped  portions,  the  upper- 
most stepped  portion  being  the  one  upon  which 
the  article  displayed  is  mount-ed.  a  panel  mounted 
rearwardly  of  the  uppermost  stepped  portion,  two 
spaced  translucent  shielding  members  mounted 
upon  the  intermediate  stepped  portion,  each  of 


said  shielding  members  having  a  longitudinal 
light  transparent  portion,  a  translucent  plate 
member  disix>sed  on  the  front  edge  of  the  in- 
termediate stepped  portion,  a  gaseous  tube  hav- 
ing looped  portions  extending  within  the  shield- 
ing members  and  having  another  portion  dis- 
posed to  illuminate  the  translucent  plate  mem- 


ber, the  light  rays  emanating  from  the  looped 
portions  of  the  gaseous  tube  being  disposed  to 
pass  through  the  longitudinal  light  transmitting 
portions  and  illuminate  the  thing  displayed,  and 
a  transformer  for  energizing  the  gaseous  tube, 
said  transformer  being  mounted  within  the  said 
cabinet. 


2.tl8.7S3 
METHOD  OF  GLUING   AND  PRODUCT 
THEREOF 
George  R.  Meyercord,  Chicago,  111^  and  Charles 
E.  Roxema,  Grand  Rapids,  Mich.,  assiffnors,  by 
mesne  assignments,  to  Reconstmction  Finance 
Corporation,  a  Federal  corporation 
Application  Jnly  24,  1933.  Serial  No.  881,858 
7  Clahns.     (CL  144—309) 


^-f 


1. 


^< 


3- 


^il 


n 


£~ 


^ 


^» 


rS_ 
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1.  The  method  of  producing  plywood  contain- 
ing at  least  thre?  glue  joints,  which  consists  in 
assembling  the  plies  with  layers  of  adhesive  ma- 
terial between  them;  there  being  a  layer  of  ther- 
mosetting resinous  material  and  a  layer  of  non- 
resinous  adhesive  material  between  each  ply  and 
the  next  inner  ply,  the  proportion  of  the  resinous 
material  to  the  non-resinous  material  decreasing 
from  the  outer  faces  of  the  assembly  toward  the 
center;  and  applying  heat  and  pressure  to  the 
assembly. 


2.018.734 

AIRCRAFT 

Sevcryn  I.  Molicki.  Denver.  Colo. 

Application  Aupust  21,  1933,  Serial  No.  686,075 

2  Claims.     (CL  244—14) 

ftj  jr  ^       fl-// 


1.  An  airplane  comprising:  a  fuselage  substan- 
tially level  along  its  top  and  inclined  upwardly 
along  its  bottom  to  an  apex  at  the  front;  a  pair 
of  triangular  wings  extending  oppositely  out- 
ward along  said  top  and  terminating  in  an  apex 
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common  with  the  apex  of  said  fuselage,  the  for- 
ward edges  of  said  wings  being  turned  upwardly, 
the  edges  rearward  of  said  forward  edges  being 
turned  downwardly. 


2.018.735 
GYROVERTICAL 
Frederick    C.    Narveaen,    East    Rockaway.    and 
Mortimer  F.  Bates,  Brooklyn,  N.  Y..  assignors 
to  Sperry  Gyroscope  Company,  Inc..  Brooklyn. 
N.  Y.,  a  corporation  of  New  York 
AppUcaUon  March  5.  1934,  Serial  No.  714.124 
8  Claims.     (CI.  74—5) 

21  8C  ^     /Q  22 


8.  In  an  air-spun  gyroscopic  Instrument  for 
aiircraft.  a  rotor,  means  for  supplying  air  under 
pressure  thereto  for  spinning  the  same,  a  rotor 
bearing  casing  supported  for  freedom  about  at 
least  two  axes  other  than  the  rotor  spin  axis,  an 
outer  CELsing  enclosing  said  gyroscope,  a  cage  for 
centralizing  said  rotor  bearing  casing  about  both 
of  said  two  axes  with  respect  to  the  outer  casing, 
a  shut  off  valve  for  the  air  supply,  and  a  common 
means  operable  from  without  said  casing  for  cag- 
ing said  rotor  bearing  casing  and  operating  said 
shut  off  valve. 


2,018.736 

METHOD  OF  AND  APPARAXrS  FOR 

GLUING 

Charles  B.  Norris,  Grand  Rapids.  Mich.,  assignor, 

by     mesne     assignments,     to     Reconstruction 

Finance  Corporation,  a  Federal  corporation 

AppUcation  May  18.  1933.  Serial  No.  671,688 

2  Claims.     (CI.  144— 281) 

75 


2.  A  pressure  equalizing  pad  for  use  in  gluing 
panels  in  a  hot  press  comprising  a  free  thin  flex- 
ible panel-like  sealed  casing  filled  with  a  metal 
having  a  low  melting  point. 


2,018.737 
SEISMIC  SURVEYING 

John    E.   Owen,    Bloomfleld,    N.    J.,    assignor    to 
Geophysical  Research  Corporation,  New  York, 
N.  Y..  a  corporation  of  New  Jersey 
Application  July  21.  1933.  Serial  No.  681,404 

4  Claims.     (CI.  181—0.5) 
1.  The  method  of  seismic  surveying  which  com- 
prises   successively    producing    artificial    seismic 
waves    at    points  in  the  immediate    vicinity    of 
each   other   in  the  earth's  surface,   successively 


receiving  the  waves  thus  produced  at  a  com- 
mon distant  point  in  the  earth's  surface, 
independently  recording  the  received  waves  and 


subsequently  combining  a  plurality  of  Individual 
records  thus  obtained  into  a  composite  record  by 
algebraically  adding  the  corresponding  instan- 
taneous amplitudes  of  said  individual  records. 


2,018.738 

MOUTHPIECE  FOR  BRASS  WIND 

INSTRUMENTS 

John  Pardnba,  New  York.  N.  Y. 

Application  December  13.  1933.  Serial  No.  702.154 

3  Claims.     (CI.  84—398) 


1.  A  mouthpiece  for  brass  wind  instruments 
comprising  a  member  having  an  opening  there- 
through and  provided  with  an  outwardly  enlarg- 
ing tone  chamber,  said  member  having  a  lip 
chamber  extending  outwardly  of  the  tone  cham- 
ber, said  lip  chamber  being  greater  in  diameter 
than  the  greatest  diameter  of  the  tone  chaml)er 
and  having  its  bottom  wall  thereof  disposed  sub- 
stantially perpendicular  to  the  longitudinal  axis 
of  the  member,  the  side  wall  of  the  lip  chamber 
meeting  the  outer  edge  of  the  bottom  wall  of  the 
lip  chamber  on  a  relatively  long  curvature. 


2.018.739 

STEREOSCOPE 

Jacob  Pauchek.  New  York.  N.  Y. 

Application  August  22.  1934.  Serial  No.  740,870 

1  Claim.     (CI.  88—29) 


s. 


In  a  stereoscope,  a  wire  frame  open  at  one  end 
and  having  its  branches  angularly  bent  at  this 
end.  a  picture  holder  plate  having  inwardly  rolled 
flanges  to  act  as  guides  for  picture  cards,  eyes 
formed  with  the  Inner  face  of  said  plate  through 
which  the  rear  bar  of  said  frame  Is  loosely  but 
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frlctlonally  guided,  and  an  eye  piece  holder  plate, 
eyes  formed  at  the  inner  face  of  said  holder  plate 
for  loosely  but  frlctlonally  guiding  the  angularly 
bent  ends  of  said  frame  to  hold  the  holder  plate 
in  position  but  allowing  a  folding  of  the  same 
against  said  frame  beneath  the  picture  holder 
plate  when  folded  against  said  frame,  and  lenses 
held  in  said  eye  piece  holder  plate  by  sockets 
passed  through  said  holder  plate  formed  to  en- 
gage the  lenses  from  the  rear  and  said  plate  from 
the  front,  and  a  split  ring  engaging  the  front  of 
said  lenses. 

2.018.740 
SOUND  PROPAGATING  APPARATUS 

Emmett  Pellegatti.  Garfield  Heights.  Ohio 

Application  June  22.  1934.  Serial  No.  731,945 

5  Claims.     (CI.  244 — 31) 


1.  In  an  airplane  body  having  a  downwardly 
rearwardly  sloping  forward  bottom  portion  ex- 
tending part  way  of  its  length,  whereby  a  low 
atmospheric  pressure  area  is  formed  along  the 
bottom  of  and  exteriorly  of  the  body,  rearwardly 
from  said  sloping  portion  by  deflection  of  the  on- 
rushing  air  stream  occasioned  by  forward  travel 
of  the  body,  a  sound  projecting  horn  the  major 
portion  of  the  horn  being  mounted  within  the 
body  and  the  discharge  end  of  the  horn  extending 
directly  downwardly  and  protruding  through  the 
bottom  of  the  body  rearwardly  from  said  sloping 
portion,  the  discharge  end  of  said  horn  projecting 
below  the  body  and  through  the  resultant  low 
pressure  area  a  short  distance  into  the  normal 
atmosphere,  whereby  the  sound  waves  are  dis- 
charged by  the  horn  directly  into  atmosphere  of 
normal  pressure  and  baflling  and  reverberation 
of  sound  waves  by  the  bottom  of  the  bodi'  are 
reduced  by  the  low  pressure  area. 

2,018.741 
SPARK  PLUG  CLEANER 
Hector  Rabezzana.  Flint.  Mich.,  assignor  to  Gen- 
eral Motors  Corporation,  Detroit,  Mich.,  a  cor- 
poration of  Delaware 

Application  April  2.  1934.  Serial  No.  718,575 
4  Claims.     (CI.  51—8) 


a  central  circular  opening;  a  nozzle  located  be- 
neath said  cover  and  arranged  to  discharge  a 
stream  of  air  and  abrasive  material  against  the 
end  of  a  spark  plug  to  be  cleaned;  an  angularly 
movable  support  fitting  within  said  central  open- 
ing and  which  support  has  a  circular  opening  ar- 
ranged eccentric  to  the  opening  in  said  cover;  a 
plug  supporting  member  rotatable  in  the  open- 
ing In  said  support  and  having  an  opening  adapt- 
ed to  receive  a  spark  plug  to  be  cleaned;  and  a 
pivoted  latch  carried  by  said  angularly  movable 
support  and  adapted  to  interlock  with  said  ribs. 


2,018,742 
TELESCOPING  CONTAINER 

Charles  H.  Rasmussen,  Brooklyn.  N.  Y.,  assignor 
to  Ferdinand  Gutmann  &  Co.,  Brooklyn,  N.  Y., 
a  corporation  of  New  Y'ork 
Application  April  20.  1932,  Serial  No.  606.379 
2  Claims.     iCL  220 — 60) 


s: 


1.  A  container  consisting  of  two  substantially 
square  telescoping  members,  each  having  side 
walls,  contiguous  side  walls  of  one  of  said  mem- 
bers having  depression  forming  indentations 
therein,  one  of  said  indentations  being  spaced 
from  the  corner  at  one  end  of  the  wall  in  which 
it  is  formed,  the  same  distance  that  the  Indenta- 
tion formed  in  the  contiguous  wall  is  spaced 
from  the  corner  at  the  opposite  end  of  the 
same  wall,  and  the  opposite  side  walls  of  the 
other  of  said  members  having  nub  forming  in- 
dentations spaced  respectively  from  diagonally 
opposite  comers  of  said  member  the  same  dis- 
tance as  said  depressions  are  spaced  from  a  cor- 
ner, whereby  in  assembling  said  members,  one  of 
said  nubs  will  enter  one  of  said  depressions  and 
the  other  of  said  nubs  will  engage  a  side  wall  of 
the  other  member  and  cause  such  relative  move- 
ment of  said  members  as  to  develop  a  binding  ac- 
tion between  opposite  sides  of  said  members. 


2.018.743 

HYDRAULIC  CLUTCH 

Frederick  Rodeghier,  Joliet.  111. 

Application  June  19,  1933.  Serial  No.  676,520 

3  Claims.     (CI.  192—60) 


1.  In   a  spark   plug   cleaning   device,   a  cover 
having  a  plurality  of  radially  extending  ribs  and 


1.  In  a  hydraulic  clutch,  the  combination  of  a 
drive  shaft,  a  driven  shaft  aligned  with  said  drive 
shaft,  a  pair  of  oppositely  disposed  cranks  of 
equal  length  on  said  driven  shaft,  a  crank  case 
and  a  pair  of  external  oppositely  disposed  radial 
cylinders  fast  with,  and  bodily  rotatable  around 
th?  axis  of.  said  drive  shaft,  plungers  in  said  cyl- 
inders, pitmen  of  equal  length  connecting  said 
plungers  and  cranks,  a  body  of  liquid  in  said 
crank  case,  flow  ducts  for  said  liquid  extending 
lengthwise  of  said  cylinders  and  communicating 
respectively  with  said  crank  case  and  the  outer 
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etKls  of  said  cylinders,  throttle  valves  In  said  ducts, 
and  fllJer  flow  ducte  extending  lengtiiwiae  of  said 
cylinders  and  communicating  respectively  at  one 
end  with  said  crank  case  and  at  their  other 
ends  with  said  cylinders  at  points  between  the 
inner  and  outer  ends  of  the  latter. 

2.01ft.744 
BATHING  SUIT 

Sam  S.  RablDo.  Chicago,  111. 

Application  February  19.  1934.  Serial  No.  lllj&il 

1  Claim.     (CI.  2 — 67) 


A  bathing  suit  comprising  a  body  porUon  hav- 
ing a  slLlrt  dependent  therefrom  adapted  to  siur- 
round.  the  lower  portion  of  the  torso,  a  relatively 
long  crotch  piece  having  parallel  end&.  which 
ends  are  permanently  attached  by  horizontal 
stitching  to  the  front  and  rear  walls  of  the  skirt 
at  an  elevated  position  thereof,  said  skirt  and 
said  crotch  piece  being  stitched  together  at  local- 
ized points  on  the  opposite  mar^dns  of  the  crotch 
piece  and  adjacent  the  lower  hem  of  the  skirt, 
the  sides  of  the  crotch  piece  between  said  local- 
ized points  and  the  ends  of  the  crotch  piece  being 
freely  movable  with  respect  to  the  skirt,  and 
tapes  securing  the  crotch  piece  to  the  skirt  at 
points  remote  from  the  crotch  piece. 

2.018.745 

COMBINATION  LOCK 

John    Schlitz,   Learen worth.    Kana.,    assirnor    of 

one-half  to  Ida  WOhHrn  Brarrer.  Bronxville, 

N.  T. 

AppUcation  November  1,  193?,  Serial  No.  640.637 

23  Claims.     (CI.  70—19) 


2.  In  a  combination  lock,  the  combination  with 
a  support,  of  a  plurality  of  combination  rings  on 
said  support,  jaws  provided  with  flanges,  said 
flanges  spacing  said  rings,  a  cam  comprising  a 
plate  provided  with  eccentric  slots,  means  car- 
ried by  said  jaws  and  working  in  said  slots  for 
moving  said  Jaws  when  said  cam  Is  rotated  and 
moving  said  jaws  on  said  rings,  means  for  op- 
erating said  rings,  and  means  Including  said  ring 
operating  means  for  rotating  said  cam. 

2,018.746 

MARKING  DEVICE 

Harry  M.  Smallen.  Elrooklyn.  N.  Y. 

AppUcaUon  Jane  15.  1934.  Serial  No.  730,793 

5  Claims.     (CL  101—35) 
1.  In  a  machine  of  the  class  described,  mark- 
ing means,  and  in  combination  therewith,  means 


for  allowing  said  means  to  rotate  ujjon  axes  in  a 
plane  parallel  to  the  line  of  travel  of  the  article 
being   marked,   said  means   located  at   opposite 


sides  of  said  article,  and  resilient  means  for  auto- 
matically maintaining  a  predetermined  angle  of 
contact  between  said  markmg  means  and  said 
article. 


2,018.747 

REFRIGERATING  APPARATUS 

Elmer  O.  Stout.  Dayton.  Ohio,  assirnor,  by  mesne 

assignments,  to  General  Motors  Corporation,  a 

corporation  of  Delaware 

AppHcation  November  19,  1931.  Serial  No.  576,033 

Renewed  May  6.  193S 

20  Claims,     i  CI.  62 — 126) 


^.r; 


^ 


$t^  •• 


3  — 


5.  A  cooling  unit  for  a  mechanical  refrigerat- 
ing apparatus  including  a  single  sheet  of  thin 
gauge  metal  folded  upon  itself  to  provide  a  dooWe 
wall,  said  double  walled  sheet  being  sealed  around 
its  edges  and  having  portions  of  (wie  wall  thereof 
spaced  from  the  other  wall  thereof  to  provide  a 
wall  of  a  refrigerant  conveying  duct,  the  other 
wall  of  said  double  walled  sheet  extending  in  con- 
tinuous relation  with  said  first  named  wall  there- 
of to  provide  the  opposite  wall  of  said  refrigerant 
conveying  duct,  a  portion  of  each  of  the  walls 
of  said  sheet  including  a  portion  of  said  refrig- 
erant duct  being  bent  to  provide  the  verticaJ 
walls  and  a  horizontal  wall  of  a  sharp  freezing 
compartment,  a  portion  of  each  of  the  walls  of 
said  sheet  including  a  portion  of  said  refrigerant 
duct  continuing  from  a  wall  of  said  sharp  freez- 
ing compyartment  and  also  being  bent  to  provide 
at  least  one  vertical  wall  and  a  horizontal  wall 
of  a  second  sharp  freezing  compartment  disposed 
in  a  different  horizontal  plane  than  said  first 
named  compartment. 


2.018.748 
STACKED  BOX  DUMPING   MACHINE 

Albert  R.  Thompson.  San  Jose.  Calif.,  assignor  to 

Food  Machinery  Corporation.  San  Jose,  Calif., 

a  corporation  of  Delaware 

Application  July  28.  1931.  Serial  No.  553.585 
12  aaims.     (CI.  214— 1.1 1 

1.  In  a  box  stack  elevating  and  dumping  ma- 
chine, a  conveyor  sutwtantially  flush  with  the 
floor,  means  for  elevating  and  dumping  succes- 
sive stacks  of  boxes,  a  stack  at  a  time,  interrupt- 
ing means  operated  by  a  stack  of  boxes  being 
elevated  for  actuating  the  conveyor  to  position  a 
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stack  of  boxes  In  receiving  position  relative  to 
the  elevating  means,  and  in  successive  relation 


beneath    the   stack    of   boxes    on    the    elevating 
means. 


2.018.749 
DEFOAMER 

Hermann  E.  Veit,  Baltimore,  Md.,  assif nor  of  fifty 

per  cent  to  Ernest  H.  Behmidt,  Baltimore,  Md. 

Application  May  14,  1934,  Serial  No.  725.619 

3  Claims.     (CL  225—5) 


r^^ 


1.  A  device  of  the  class  described  comprising 
in  combination  a  cap  having  an  enlarged  periph- 
eral rim.  a  gasket  for  covering  the  cap  and  rim 
thereof,  an  adjustable  relief  valve  on  the  cap 
vertically  disposed  above  the  same  and  having 
Its  orifice  disposed  through  the  cap  and  regis- 
tering with  a  hole  in  said  gasket,  means  for  hold- 
ing the  cap  in  filling  contact  with  a  spout,  a 
shelf  plate  for  holding  a  container  to  be  filled 
against  the  ga.sket  and  cap,  a  tray  on  the  shelf 
plate  for  engaging  the  bottom  of  the  container 
in  a  resilient  and  non-slipping  manner,  an  am 
for  supporting  the  shelf  plate  and  means  for  ad- 
justing the  position  and  sustaining  pressure  of 
said  shelf  plate  against  the  container. 


2.fl8.750 
APPARATUS  FOR  NESTING  AND  SUB- 
DIVIDING  COMESTIBLES 
Clarence  W.  Vogt,  Louisville,  Ky.,  assigner,   by 
mesne  assignments,  to  Vogt  Processes.  Incor- 
porated. Louisville,  Ky.,  a  corporation  of  Dela- 
ware 
Application  February  23.  1933.  Serial  No.  658,264 
34  Claims.     (CI.  107—4) 


2.  An  api>aratus  of  the  class  described  includ- 
ing holder  means  for  a  bundle  of  sticks  of  comes- 
tible, subdividing  mechanism  for  transversely 
severing  the  bundle  of  sticlts  into  a  plurality  of 
layers  each  consisting  of  short  lengths  cut  from 
the  sticks,  and  means  for  effecting  relative  move- 
ment of  the  individual  layers  toward  and  from 
each  other  to  permit  the  introduction  of  sep- 
arators between  the  layers  and  the  clamping 
of  the  separators  between  them. 


2,018,751 
DEVICE  FOR  FILLING  ICE  CREAM  CONES 
Clarence  W.  Vogt,  Louisville,  Ky.,  assignor,   by 
mesne  assignments,  to  Vogt  Processes,  Incor- 
porated. Louisville.  Ky..  a  corporation  of  Dela- 


Application  June  29.  1933.  Serial  No.  678,143 
11  Claims.     (CL  107—8) 


1.  An  apparatus  for  reducing  the  size  of  one 
end  of  an  ice  cream  block,  whereby  it  may  be 
fitted  into  the  mouth  of  a  cone,  and  including  a 
base  plate,  a  cup-like  receptacle  supported  on 
said  base  plate  at  an  angle  with  respect  thereto, 
and  adapted  to  support  said  ice  cream  block  at 
an  angle  with  respect  to  said  plate,  and  a  mold- 
ing device  connected  to  said  base  plate  for  shap- 
ing one  end  of  said  block  whereby  said  block  may 
be  fitted  Into  the  mouth  of  a  ccne. 


2.018.752 

ALLOY 

Richard  R.  Walter.  Stamberg .  Germany 

No  Drawing.    Application  May  7.  1929,  Serial  No. 

361.263.     In  Germany  December  3.  1928 

7  Claims.     (CI.  75 — 1) 

1.  A    sintered    alloy    comprising    mixtures    of 

tungsten  carbide  and  tungsten  carbonitride  to- 
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gether  with  addition  of  metals  of  the  iron  and 
chromium  groups  characterized  in  that  tungsten 
carbide  and  tungsten  carbonltride  together  as 
the  chief  component  constitute  at  least  fifty  per 
cent  and  less  than  eighty  per  cent. 


2.018.753 
AUTOMATIC    DEVICE    FOR   CLOSING   THE 
CAGE  AND  WELL  GATES  OF  LIFTS  AND 
THE   LIKE 

Georges  Wechsler.  Antwerp.  Belgium 

Application  November  7.  1934.  Serial  No.  751,892 

In  Belgium  February  6.  1934 

6  Claims.     (CI.  187—52) 


1.  In  elevators  comprising  an  elevator  cage, 
normal  cage  and  well  closure  means,  means  to 
move  the  cage  to  any  of  the  landing  floors  and  to 
arrest  the  same  at  a  selected  landing  floor,  the 
arrangement  of  normally  inactive  means  operat- 
ing in  combination  with  the  normally  operative 
closure  means,  responsive  to  said  closure  means 
being  left  open  a  predetermined  time,  for  auto- 
matically bringing  into  operation  the  said  nor- 
mally inactive  means  to  effect  movement  of  said 
closure  means  to  closed  position. 


2.018.754 
ACTUATOR 
John  WilUam  White.  Detroit.  Mich.,  assijfnor.  by 
mesne  assignments,  to  General  Motors  Corpora- 
tion, a  corporation  of  Delaware 
Application  September  18,  1933.  Serial  No.  689.983 
6  Claims.      (CI.  188—79.5) 


1.  In  an  actuator,  a  housing  member,  recipro- 
cating means  within  said  housing  member  and 
projecting  therefrom,  adjustment  means  opera- 
tively  connected  with  said  reciprocating  means 
to  move  therewith,  and  being  rotatable  relative 
thereto  to  effect  adjustment,  said  means  includ- 
ing a  portion  telescoping  over  said  housing  mem- 
ber, and  sealing  means  between  said  housing 
member  and  telescoping  portion  having  anti- 
friction engagement  therewith  as  to  relative  re- 
ciprocating movement  and  friction  engagement 
as  to  relative  rotational  movement  whereby  ac- 
cidental change  of  adjustment  is  prevented. 


2,018.755 
AIR  CLEANER 
Milton  W.  Zander.  Chlcafo.  111.;  Leslie  H.  Whipp 
administrator  of  said  Milton  W.   Zander,   de- 
ceased 
Application  February  19,  1934.  Serial  No.  711.869 
15  Claims.     (CI.  183 — 15) 


L-/         -C---. 


2.  In  an  a  r  cleaner,  a  casing  comprising  sep- 
arable portions  in  telescopic  relationship  with  a 
space  therebetween  providing  an  air  inlet,  releas- 
able  means  for  holding  said  portions  together,  a 
tut)e  secured  to  the  lower  of  said  portions  and 
projecting  into  said  casing  providing  an  air  out- 
let, said  lower  portion  being  formed  to  provide 
a  liquid  sump  around  said  tube,  another  tube  in 
the  upper  portion  of  said  casing  telescopically 
associated  with  the  first  said  tube,  filter  means 
around  the  upper  tube,  and  a  baffle  between  said 
sump  and  filter  means. 


2.018.756 
COMPOUND   SEISMOGRAPH 
Ludwig:  W.  Blau.  Morris  M.  Slotniclc.  and  Louis 
Statham,    Houston,   Tex.,   assignors   to   Stand- 
ard  Oil  Development  Company,  a  corporation 
of  Delaware 
Application  Aurust  18.  1932,  Serial  No.  629.362 
10  Claims.     tCl.  177—352) 
J/     // 


2.  In  a  seismograph,  a  frame,  a  mass,  a  helical 
spring  for  resiliently  suspending  the  mass  from 
the  frame  whereby  seismic  waves  effect  oscilla- 
tion of  the  mass,  an  auxiliary  mass,  a  helical 
spring  for  resiliently  suspending  the  auxiliary 
mass  from  the  first  mentioned  mass,  and  means 
for  recording  the  relative  movement  between  the 
auxiliary  mass  and  the  frame. 


2,018,757 
APPARATUS  FOR  CLEANING  TANKS 

Arthur  B.  Butterworth.  Brooklyn.  N.  Y..  assignor 
to  Butterworth  System.  Inc.,  a  corporation  of 
Delaware 
Application  January  10,  1931,  Serial  No.  507,778 

1  Claim.     (CI.  210 — 43) 
A   device   for   revivifying   and   renewing   tank 
wash  liquid,  comprising  a  container,  a  filter  mass, 
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a  pair  of  vertical  baifle  plates,  confining  the  filter 
mass  and  forming  a  receiving  and  settling  cham- 
ber for  the  used  liquid  at  one  end  of  the  con- 
tainer and  a  substantially  smaller  discharge 
chamber  at  the  other  end  of  the  container,  the 
baffle  plate  adjoining  the  settling  chamber  hav- 
ing perforations  in  its  lower  portion  and  the 
baffle  plate  adjoining  the  discharge  chamber  hav- 


7  i  A  /<^-J      ^ 


2.018,761 
HANT)  ELECTRIC  STEERING  DEVICE 

Frederick  S.  Hodrman.  Glen  Rock.  N.  J.,  assimor 
to  Sperry  Gyroscope  Company.  Inc.,  Brooklyn, 
N.  Y..  a  corporation  of  New  York 
AppUcation  March  26,  19S2.  Serial  No.  601,322 
7  Claims.     (CL  172— S) 


Ing  perforations  in  its  upper  portion,  a  commcm 
means  for  introducing  the  used  wash  liquid  and 
fresh  feed  Into  the  settling  chamber,  means  to 
heat  the  contents  thereof  and  means  for  with- 
drawing a  part  of  the  upper  portion  of  such  con- 
tents to  collecting  tanks,  an  outlet  in  the  dis- 
charge chamber  to  withdraw  the  revivified  and 
renewed  wash  liquid  and  means  for  delivering 
said  liquid  to  the  point  of  use. 


2,018.7.58 

LUBRICATING  COMPOSITION  AND  PROCESS 

FOR  MAKING  THE  SAME 

Carleton  Ellis.  Montclair.  N.  J.,  assigrnor  to 
Standard  Oil  Development  Company 
No  Drawing.    Application  May  3.  1932, 
Serial  No.  609,038 
13  Claims.      (CI.  87—9) 
1.  A  composition  of  matter  comprising  a  min- 
eral lubricating  oil  containing  an  organic  prod- 
uct of  the  reaction  of  an  organic  acid  with  an 
alkylol  group  of  an  alkylolamine. 


2,018.759 
ACETYLATION    OF    LIQllD    POLYHYDROXY 
ALIPHATIC    ALCOHOLS    BY    MEANS    OF    A 
KETENE 

Per  K.  Frollch  and  Peter  J.  WIexevich.  Elizabeth. 
N.  J.,  assignors  to  Standard  Oil  Development 
Company,  a  corporation  of  Delaware 

No  Drawing.    Application  March  5,  1932, 

Serial  No.  597.086 

6  Claims.     <  CI.  260— 106) 

1.  A  method  of  esterifying  liquid  polyhydroxy 

aliphatic    alcohols,    which    comprises     reacting 

them  with  a  ketene  of  the  class  consisting  of 

acetic  ketene  and  its  homologs  at  a  temperature 

substantially  below  100°  C. 


2.018.760 

CATALYST   FOR   AMMONIA   OXIDATION 

AND   THE   LIKE 

George  M.  Hickey,  Paoll.  Pa.,  assignor  to  J.  Bishop 

6,  Co.  Platinum  Works.  Malvern.  Pa.,  a  corpora- 
tion of  Pennsylvania 

No  Drawing.    Application  October  29,  1930, 
Serial  No.  492.104 
9  Claims.     (CI.  23—234) 
1.  As  a  new  article  of  manufacture,  a  catalytic 
gauze  for  ammonia  oxidation  and  the  like  com- 
prising an  alloy  of  platinum,  rhodium  and  cobalt, 
annealed  and  acid  washed. 

7.  The  method  of  manufacturing  a  catalyst 
which  includes  preparing  an  alloy  of  platiniun 
and  rhodium,  forming  a  catalytic  gauze  from  said 
alloy,  and  annealing  the  formed  gauze,  to  pre- 
pare it  for  catalytic  reaction,  by  heat  treatment 
at  a  temperature  in  the  neighborhood  of  2000'  F. 


1.  A  hand  electric  steering  gear  for  ships  com- 
prising an  electro-mechanical  steering  engine. 
a  pilot  wheel  capable  of  turning  the  rudder  in- 
dependently of  said  engine,  a  lost  motion  connec- 
tion between  said  wheel  and  engine,  means  oper- 
ated by  initial  operation  of  said  wheel  for  bring- 
ing said  engine  into  operation  to  relieve  the  pilot, 
and  yielding  means  for  maintaining  said  engine 
operative  when  said  wheel  is  manually  brought 
up  substantially  to  rudder  follow-back  speed 
whereby  rudder  movement  is  maintained  auto- 
matically.  

2,018,762 

METHOD  AND  MOLD  FOR  ELIMINATING 

INGOT   SURFACE   DEFECTS 

Edmund  J.  KaufTman.  Girard,  Ohio,  assignor  to 
Valley  Mould  and  Iron  Corporation.  Hubbard, 
Ohio,  a  corporation  of  New  York 
Application  April  18,  1932.  Serial  No.  605.965 
13  Claims.     (CI.  22— 139) 


1  An  ingot  mold  for  steel  ingots  comprising  a 
cast  iron  body  having  the  surface  of  the  matrix 
walls  provided  with  a  plurality  of  projections 
and  adjacent  recesses  adapted  to  interlock  with 
the  initial  skin  of  an  ingot  to  prevent  relative 
movement  between  said  skin  and  said  matrix 
walls  during  initial  solidification  of  the  ingot,  said 
projections  and  recesses  being  deepest  in  the 
lower  portion  of  the  mold. 

2.018.763 
WOOD  CARVING   MACHINE 
Julian  N.  Kirby.  St.  Paul.  Minn.,  assignor  to  St. 
Paul  Machinery  Manufacturing  Company,  St. 
Paul.  Minn.,  a  corporation  of  Minnesota 
Application  February  11,  1929,  Serial  No.  339,083 
11  Claims.     (CI.  90—13.3) 
11.  In  a  wood  carving  machine,  a  plurality  of 
work-supporting  centers  arranged  in  groups,  a 
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drive  shaft  for  each  group  of  said  centers  sub- 
stantiaUy  axially  aligned,  bevel  pinions  mounted 
on  one  of  said  shafts,  one  of  said  pinions  being 
secured  to  the  shaft  tmd  the  other  loosely  mount- 
ed thereon,  an  Intermediate  gear  meshing  with 
said  bevel  pinions  and  causing  said  pinions  to 
rotate  in  opposite  directions,  when  the  shaft  upon 
which  they  are  mounted  is  rotated,  clutch  teeth 
on  said  loosely  mounted  pinion,  a  coupling  mem- 
ber slidably  and  non-rotatably  engaged  with  the 
other  of  said  shafts  and  adapted  to  be  moved  into 
interlocking  engagement  with  said  clutch  pinion, 


track  switch  in  the  normal  position,  electrically 
operated  lock  ng   means  for  locking  the  switch 


i      ■  -  "^      ■  -  .•■^Xr,  . 
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whereby  said  shafts  will  rotate  in  opposite  direc- 
tions, said  coupling  member  having  a  plurality 
of  transverse  apertures  therein  adapted  to  reg- 
ister with  apertures  provided  in  the  adjacent  ends 
oX  said  shafts,  and  a  coupling  pin  selectively 
receivable  in  said  apertures  whereby  the  coupling 
member  may  be  locked  in  clutching  engagement 
with  said  clutch  pinion  to  rotate  the  shafts  in 
opposite  directions,  or  whereby  the  coupling 
member  may  be  secured  in  inoperative  pxDsItlon 
and  thereby  couple  together  said  shafts  for  simul- 
taneous rotation  in  one  direction. 

2,018.784 

AZO  DYE  AND  METHOD  FOR  ITS 

PREPARATION 

Clifford  Paine,  Handforth.  Enirland.  assignor  to 
Imperial  Chemical  Indostries  Limited,  a  corpo- 
ration of  Great  Britain 
No  Drawing.  Application  Angnst  23,  1932.  Serial 
No.  630.058.  In  Great  BriUin  September  4, 
1931 

20  Claims.     (CI.  260—70) 
1.  A  process  for  producing  azo  dyes  which  com- 
prises coupling  a  diazotized  amine  of  the  follow- 
ing general  formula: 

Y— Ra— X— R3— NH2 

wherein  Y  represents  a  nitro  or  mono-acyl-amino 
group.  R2  and  Ra  represent  arylene  nuclei  at  least 
one  of  which  has  substituted  thereon  a  sulfonic 
acid  group,  and  X  represents  a  carbonyl-amlno  or 
sulfo-amino  group,  with  an  aromatic  amine,  di- 
azotizing  the  resulting  aminoazo  compound  and 
coupling  it  with  an  N-substituted  amino-naph- 
thol -sulfonic  acid  having  a  diazotizable  amino 
group  in  the  N-substltuent,  converting  the  nitro 
or  mono-acyl-amino  group  of  the  initial  com- 
ponent to  an  amino  group,  then  tetrazotizing  the 
resulting  compound  and  coupling  it  with  two 
equivalents  of  a  "yellow  end  component". 

2.018.765 
TRAIN  DISPATCHING   SYSTEM  FOR 
RAILROADS 
Neil  D.  Preston  and  Oscar  H.  Dieke.  Rochester. 
N.  Y.,  aas<mora  to  General  Railway  Signal  Com- 
pany, Rochester,  N.  Y. 
Application  April  29.  1927,  Serial  No.  187.4M 

74  Claims.     (CI.  246 — 3) 
1.  In  a  railway  system,  a  track  switch,  spring 
means   for   holding    the   switch   points   of   said 


points  in  the  normal  p>osition.  and  manually  op- 
erable means  controlled  from  a  distant  point  for 
controlling  said  locking  means. 


2.018.766 
TRAIN  DISPATCHING  SYSTEM  FOR 
RAILROADS 
Neil  D.  Preston  and  Oscar  H.  Dicke.  Rochester. 
N.    Y.,   assignors    to    General    Railway    Signal 
Company,  Rochester.  N.  Y. 
Original    application   April    29,    1927,    Serial    No. 
187.490.     DiTided  and  this  appHcation  August 
6.  1932.  Serial  No.  C27.7S8 

18  Claims.     (CI.  246 — 3) 


1.  In  a  train  dispatching  system,  the  combina- 
tion with  a  single  track  railway  having  a  passing 
siding,  signals  associated  with  said  siding  and 
governing  the  movement  of  trains  into  and  out  of 
said  siding,  a  relay  controlled  over  a  line  circuit 
from  a  distant  point  for  causing  one  of  said  sig- 
nals to  Indicate  proceed  In  response  to  the  ener- 
gization of  said  control  relay  by  a  direct  current, 
two  detector  track  circuits,  and  means  for  indi- 
cating at  the  tower  when  one  of  said  detector 
track  circuits  is  occupied  including  means  for 
opening  the  circuit  so  far  as  the  flow  of  direct 
current  is  concerned,  and  means  for  indicating 
the  condition  of  occupancy  of  the  other  detector 
track  circuit  over  said  line  wire  responsive  to  the 
flow  of  alternatmg  current. 


2.018,767 
PYROXYLIN  SOLUTION 

William    Seaman.   Brooklyn,   N.   Y..   assignor  to 
Standard  0*1  Development  Company,  a  corpo- 
ration of  Delaware 
No  Drawing.    AppHeation  August  3,  1931. 
Serial  No.  554.941 
14  Claims.     (CI.  134 — 79) 
12.  Composition  of  matter  comprising  pyroxylin 
and   a   solvent   therefor   containing   an   organic 
sulphur  compound  of  the  type  R — S — R'  in  which 
R  and  R'  represent  separate  alkyl  or  arvl  radi- 
cals or  Eicyl  radicals  of  fatty  acids. 
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2,018,768 
UNIVERSAL  JOINT 
Carl    E.    Swenson,    Rockford,    111.,    assignor,    by 
mesne  assignments,  to  Borg -Warner  Corpora- 
tion. Chicago.  III.,  a  corporation  of  Illinois 
Application  July  25.  1932.  Serial  No.  624.601 
7  Claims.     (CI.  64—102) 


1.  In  a  universal  joint  including  trunnions,  a 
cup-shaped  bearing  on  each  of  said  trunnions 
having  the  end  wall  thereof  in  abutments  with 
the  end  of  the  trunnion,  a  plurality  of  flat-ended 
rollers  between  the  adacent  peripheries  of  the 
bearing  and  tnmnlon.  means  for  retaining  said 
rollers  by  their  Inner  ends  against  lateral  dis- 
placement relative  to  said  bearing,  and  a  sheet 
metal  retainer  ring  fixed  on  the  open  end  of  the 
bearing  in  spaced  relation  to  the  other  ends  of 
said  rollers  and  having  a  flat  Inturned  flange 
portion  at  right  angles  to  the  axes  of  said  rollers. 
the  inner  marginal  edge  porUon  of  which  is  bent 
to  offset  relation  with  respect  to  the  rest  of  the 
flange  but  parallel  thereto  into  abutment  with 
the  flat  ends  of  the  rollers,  whereby  to  hold  the 
outer  ends  of  said  rollers  against  outward  move- 
ment forms  lateral  displacement  from  the  bear- 
ing prior  to  assembly  of  the  bearing  on  the  trun- 
nion. 

2,018,769 
BALL  TYPE  CHECK  VALVE 

Richard  W.  Tryon.  Ell«abeth.  N.  J.,  assignor  to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 

AppUcation  March  14,  1932,  Serial  No.  598,609 
1  Claims,     (a.  251— 121) 


A  ball  valve  assembly  comprising  a  housing 
flanged  at  both  inlet  and  outlet  ends,  enlarged 
and  flanged  at  the  middle,  the  middle  flanges  com- 
pressing the  rim  of  a  slotted  spider,  said  spider 
comprising  a  hollow  frustum  of  a  right  circular 
cone  converging  upstream  from  its  base  and  ter- 
minating in  a  seat,  a  ball  for  said  seat,  the  up- 
stream side  of  the  frustum  forming  an  obtuse 
angle  with  the  tangent  to  the  ball  at  a  point  of 


contact,  said  ball  being  in  the  upstream  section 
of  the  housing,  and  a  flanged  plate  gasket  seat 
for  the  ball  on  the  upstream  end  of  said  housing. 


2,018.770 
APPARATUS      FOR      AUGNING      VEHICLES 
WITH  REFERENCE  TO  FIXED  ROAD  CON- 
DITIONS 

Herbert  A.  Wagner,  Chattolanee.  Md. 

Application  September  16.  1931.  Serial  No.  563,054 

2  Claims.     (CI.  116— 2«) 


1.  In  a  tar  equipped  to  operate  both  on  rails 
and  on  highways,  indicating  means  attached 
thereto  for  indicating  the  alignment  of  all  the 
wheels  of  said  car  adapted  to  operate  on  said 
rails  with  reference  to  said  rails,  consisting  of 
an  arm  carrying  a  tracer,  means  plvotally  mount- 
ing said  arm  on  the  car,  said  arm  and  said  mount- 
ing means  including  means  for  Indicating  when 
said  tracer  is  in  the  vertical  plane  of  the  car 
wheels  on  one  side  of  the  car. 


2,018.771 
PROCESS  FOR   PREPARING  RESINS 
Clarence  R.  Wise.  Roselle,  and  David  F.  Edwards, 
EUzabeth,  N.  J.,  assignors  to  SUndard  Oil  De- 
velopment Company,   a  corporation   of   Dela- 

ware 
No  Drawing.     Application  September  18,  1931, 
Serial  No.  563.538 
6  Claims.     (CI.  260— 2) 

1  The  process  of  preparing  resm  from  the  class 
of  tars  consisting  of  cracked  tar  and  petroleum 
pitch  which  comprises  treating  said  tar  with  an 
agent  belonging  to  the  class  consisting  of  sulfuric 
acid,  anhvdrous  aluminum  chloride,  anhydrous 
iron  chloride  and  anhydrous  zinc  chloride,  re- 
moving the  sludge  to  obtain  an  acid  tar,  treating 
the  acid  tar  with  solid  adsorbent  material,  and 
then  subjecting  the  adsorbent  treated  tar  to  dis- 
tillation under  vacuum  until  a  sohd  resin  is  ob- 
tained as  distillation  residue. 


2,018.772 

PROCESS       FOR       OBTAINING       VALUABLE 

PRODUCTS  FROM  HYDROCARBON  OILS 

Philip  L.  Young,   New  York,  N.  Y..   assignor   to 

Standard   Oil   Development   Company 

Application  November  19.  1931.  Serial  No.  576,053 

1  Claim.    (CI.  196—53) 

13        . 


J/,, 
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An  improved  process  for  the  destructive  hy- 
drogenation  of  hydrocarbon  oils  which  are  unsta- 
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ble  in  forming  gummy  material  upon  being  grad- 
ually heated  through  the  range  of  temperatures 
from  about  200'  P.  to  500'  F.  under  superatmo.s- 
pherlc  pressures  of  the  order  used  in  the  de- 
structive hydrogenation  process,  comprising  pre- 
heating a  heavier  hydrocarbon  oil.  which  under 
the  same  conditions  of  heating  is  stable  against 
gum  formation  to  a  temperature  above  500°  F 
mixing  the  prehe  .ted  stable  oil  in  such  pro- 
portions with  unstable  oil  having  a  temperature 
below  200"  F.  to  substanUally  instantaneously 
raise  its  temperature  to  above  500^  F.,  passing 
the  mixture  into  a  reaction  zone  supplying  hy- 
drogen for  reaction  and  removing  destructively 
hydrogenated  products. 


2,018.773 
TUFTLESS  MATTRESS 

Walter  S.  Becker.  Little  Falls.  N.  Y 

ApplicaUon  Anciut  2,  1934.  Serial  No.  738,134 

3  Claims.     (CI.  5 — 351) 


1.  A  mattress  comprising  a  spring  assembly 
presenting  a  coiled  spring  core,  an  envelope  wall 
for  the  same  composed  of  a  sheet  of  coarse  woven 
fabric  located  adjacent  the  spring  core,  a  layer 
of  hair  felt  over  the  coarse  woven  fabric,  a  sheet 
of  dense  flexible  material  over  the  layer  of  hair 
felt  and  a  cotton  felt  layer  over  the  sheet  of 
dense  flexible  material  and  rows  of  stitching 
holdmg  said  sheets  and  layers  together ;  an  outer 
layer  of  cotton  felt  surrounding  said  wall  and 
held  firmly  in  place  thereon  by  interengagement 
of  the  fibers  of  said  outer  layer  and  said  wall- 
a  cover  fabric  housing  the  aforesaid  structure' 
and  a  cheesecloth  sheet  sewn  to  the  outer  face 
of  said  outer  layer. 


2.018,774 

ROTARY  CUTTER 

Earl  A.  Bessom.  Marbiehead.  Mass..  assizor  to 

United  Shoe  Machinery  Corporation.  Paterson, 

N.  J.,  a  corporation  of  New  Jersey 

Application  Jaly  28.  1931.  Serial  No.  553.597 

25  Claims.     (CI.  12— 31.5) 


undercut  spiral  cutting  edge  which  faces  sub- 
stantially In  the  direction  of  the  axis  of  rotation 
of  the  cutter  and  opposite  end  portions  of  which 
approach  said  axis  as  they  extend  from  an  in- 
termediate portion  located  at  a  maximum  dis- 
tance from  said  axis. 


2.018.775 
PROCESS  OF  PREPARING   DIPHENYL- 
METHANE  DERIVATIVES 
Berthold    Bienert.   Leverkosen-I.    G.    Werk.    and 
Robert   Held.  Leverkusen-Wlesdorf.  Germany, 
assignors  to  General  Aniline  Works.  Inc..  New 
York.  N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    AppUcaUon  June  1.  1934.  Serial  No. 
728.625.    In  Germany  June  9.  1933 
4  Claims.     (CI.  260— €4) 
1.  The  process  which  comprises  causing  a  halo- 
gen to  react  upon  a  4'-alkyl-diphenylmethane-2- 
carboxylic  acid  which  has  the  2'-,  5'-  and  6'-po- 
sltlons  unsubstltuted  in  the  presence  of  an  inert 
solvent  and  of  a  halogenation  catalyst,  until  2 
halogen  atoms  have  entered  the  molecule. 


2.018,776 

SWITCH  DEVICE  FOR  PIN  BALL  GAMES 

Herbert  G.  Breitenstein.  Chicafo.  III.,  assignor  to 

Raymond  T.  Moloney.  Chicago.  Ul. 

Application  March  20.  1935.  Serial  No.  12,057 

8  Claims.     (CI.  273—121) 


tfl 


1  A  circuit  maker  and  breaker  device  for  pin 
ball  games  having  a  substantially  horizontal  game 
board  formed  with  a  vertical  hole  and  having 
a  movable  ball  releasing  member  disposed  below 
the  board,  said  device  comprising  a  bar  adapted 
to  be  hinged  to  the  board  and  normally  supported 
by  the  member  in  horizontal  ball  receiving  posi- 
tion under  the  hole,  a  spring  contact  bar  Included 
In  the  device  and  carried  adjacent  the  bar.  con- 
tacts on  the  two  bars  adapted  to  be  closed  when 
a  ball  enters  the  hole  and  lodges  on  the  spring 
contact  bar.  sa'd  oars  being  wired  in  an  electric 
circuit  whereby  the  contacts  close  the  circuit 
said  bar  being  adapted  to  hinge  downwardly 
under  the  weight  of  the  ball  when  the  ball  re- 
leasing member  is  moved  to  permit  the  ball  to 
roll  off  the  device  to  cause  the  contacts  to  sepa- 
rate and  break  the  circuit. 


1.  A   rotary   cutter   for   operating    upon   shoe 
parts  having  a  cutting  blade  provided  with  an 


2.018.777 

GAUGING    TOOL 

Frank  W.  Edwards,  Chicago.  III.,  assirnor  to  The 

Ohio  Injector  Company  of  Illinois.  Chicago  111 

a  corporation  of  Illinois 
Original  application  February  5,  1931.  Serial  No. 

513.706.    Divided  and  this  application  June  27 

1934.  Serial  No.  732,739 

3  Claims.     (CI.  33 — 181) 

1.  Gauging  tools  for  measuring  the  length  of  a 
headed  pin  valve  forming  a  part  of  a  pressure 
operated  valve  having  a  valve  body,  a  diaphragm. 
a  pin  valve  retainer  having  a  rest  for  the  lower 
surface  of  the  pin  valve  head,  and  a  pin  valve 
seat,  said  tools  Including  a  false  diaphragm  piece 
corresponding  to  said  diaphragm  In  edge  thick- 
ness, a  retainer  disk  simulating  said  pin  valve 
retainer  and  having  an  upper  exposed  surface 
spaced  from  said  false  diaphragm  piece  a  dis- 
tance equal  to  the  distance  between  the  rest  and 
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the  diaphragm,  a  gauge  rod  and  a  gauge  sleeve, 
said  diaphragm  piece  and  said  retainer  disk  pro- 
vided with  openings  and  adapted  to  be  assem- 
bled In  said  body  with  said  openings  In  axial  aline- 
ment  with  said  pin  valve  seat,  said  gauge  rod 
adapted  to  be  passed  through  «aid  openings  Into 


engagement  with  said  seat,  and  said  gauge  sleeve 
adapted  to  be  engaged  with  the  upper  exposed 
surface  of  said  retainer  disk  and  secured  to  said 
rod  to  gauge  the  distance  from  the  sleeve-en- 
gaged surface  of  said  retainer  disk  to  said  pin 
valve  seat. 


2.018.778 

METHOD  AND  APPARATUS  FOR  VACUTUM 

DISTILLATION  OF  UQUIDS 

Karl    Ebner,    Frankfort -on -the -Main.    Germany, 

assignor  to  American  Lurri  Corporation.  New 

York.  N.  Y.,  a  corporation  of  New  York 

Application  June  14,  1932,  Serial  No.  617.172 

In  Germany  June  25,  1931 

3  Claims.     (CI.  196—77) 


1.  Process  for  the  distillation  of  a  liquid  which 
comprises  heating  the  same  in  a  heating  cham- 
ber to  a  temperature  below  boiling  temperature, 
conveying  the  heated  liquid  from  the  heating 
chamber  into  a  vaporizing  chamber  by  the  air- 
lift principle  by  injecting  thereinto  a  second 
liquid  which  vaporizes  at  the  temperature  of  the 
heated  liquid  but  exists  In  the  liquid  state  at  at- 
mospheric temperatures  under  low  absolute  pres- 
sures, maintaining  in  said  vaporizing  chamber  a 
subatmospheric  pressure  at  which  a  portion  of 
the  heated  liquid  and  said  second  liquid  vaporize, 
withdrawing  vapors  from  the  vaporizing  cham- 
ber and  subjecting  them  to  condensation,  and 
returning  the  unvaporlzed  liquid  from  the  vapor- 
izing chamber  to  the  heating  chamber. 


2  018  779 
FLUID-REACTION  PROPELLING  .APP.ARATUS 
Hans    Endres.    Solingen,    Germany,    assignor    of 
one-half  to  Emanuel  Bachmann.  Los  Angeles, 
Calif. 
Application  Augrust  13.  1934,  Serial  No.  739.705 
In  Germany  Auicust  15,  1933 
16  Claims.     (CI.  244 — 18) 
1.  In  a  fluid-reaction  propelling  apjmratus.  a 
compressor,  a  member  which  subdivides  said  com- 
pressor into  a  suction  and  a  compression  cham- 
ber and  is  movable  under  the  influence  of  the 
pressures  acting  on  opposite  sides  of  the  mem- 


bei,  a  jet  connected  to  said  compression  cham- 
ber for  discharging  a  stream  of  fluid  therefrom, 
a  nozzle  which  is  so  arranged  with  respect  to  the 
jet  that  the  stream  produces  a  partial  vacuum  In 
the  nozzle,  and  means  operatively  connected  to 
said  member  so  as.  by  movement  of  said  mem- 


ber, to  alternately  connect  said  compression 
chamber  to  a  supply  of  fluid  under  pressure  and 
to  cut  off  the  connection,  to  connect  said  suction 
chamber  to  the  partial  vacuum  in  said  nozzle 
when  the  connection  is  established,  and  to  con- 
nect said  suction  chamber  to  the  ambient  air  when 
the  connection  is  cut  off. 


2,018.780 

AIR  CONDITIONING   SYSTEM   WITH  DEHU- 

MIDIFIER  AND  REHEATER 

Robert  H.  Folsom.  Glendale,  Calif.,  assignor  to 
Young  Radiator  Company,  Racine,  Wis.,  a  cor- 
poration of  Wisconsin 

AppUcation  June  30.  1933,  Serial  No.  678,442 
8  CUims.     (CI.  257—9) 
*  ■'*' 


1.  In  an  air  conditioning  unit  of  the  class  de- 
scribed, comprising,  a  counter-current -inter- 
changer  type  of  dehumidifler  and  a  counter-cur- 
rent-interchanger  type  of  reheater  arranged  to 
be  successively  encountered  by  air  to  be  condi- 
tioned, means  for  moving  a  known  quantity  of  air 
over  said  dehumidifler  and  interchanger.  a  cold 
liquid  supply  line  connected  with  the  rear  of  said 
dehumidifler,  a  heated-liquid  return  line  con- 
nected with  the  forward  end  of  said  dehumidifler 
and  leading  to  the  rear  end  of  said  reheater,  a 
cooler  connected  to  supply  cold  liquid  to  said 
cold  liquid  supply  line,  and  a  return  line  leading 
from  the  forward  end  of  said  reheater  back  to 
said  cooler.       

2,018.781 

METHOD  FOR  THE  PRODUCTION  OF  STOR- 

ABLE  MIXTURES  OF  LECITHIN  AND  OIL 

Auirust  Gehrke.  Harburg-Wilhelmsburg.  Germany 

No  Drawing.    Application  Augrust  14.  1933.  Serial 

No.  685,154.    In  Germany  November  21,  1932 

6  Claims.     (CI.  99—111 

1.  Improved  method  for  the  production  of  stor- 
able  mixtures  of  lecithin  and  oil  from  fresh  soya 
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sludge,  in  which  the  soya  sludge  Is  Intimately 
admixed  with  glycerine  and  the  undissolved  solid 
portions  are  thereupon  separated  from  the  mix- 
ture of  glycerine  and  water. 


2.018.782 
UNDERGARMENT 

Starr  Gephart,  Long  Island  City,  N.  Y. 

AppUcation  July  28,  1932,  Serial  No.  625.392 

1  Claim.     (CL  2 — 224) 


—  .5 


-/^ 


A  lower  undergarment  interchangeable  with 
drawers,  consisting  simply  of  a  generally  rectan- 
gular piece  of  underwear  material,  longer  than 
wide,  and  a  member  adapted  to  encircle  the 
wearer's  waist,  the  Intermediate  portion  of  said 
member  being  attached  to  a  short  edge  of  said 
piece  of  material  by  two  rows  of  stitches,  the  first 
cannecting  one  edge  erf  said  member  to  a  portion 
of  the  material  spaced  from  the  edge,  and  the 
second  uniting  the  other  edge  of  the  member,  the 
adjacent  edge  portion  of  the  material,  and  a  por- 
tion of  the  materia]  spaced  from  the  edge  on 
which  the  edge  portion  Is  folded,  so  that  free 
ends  extend  from  adjacent  comers  around  the 
wearer's  waist  when  the  garment  is  worn,  the  ma- 
terial bein?  long  enough  to  extend  downwardly 
from  the  waist,  forwardly  between  the  legs,  and 
upwardly  under  the  waist -encircling  member, 
with  a  portion  of  the  free  end  normally  hanging 
down  over  said  waist-encircling  member  in  front 
of  the  wearer,  to  hold  it  in  place. 


2.018,783 

ELECTRIC  SPARK  PLUG 

Leo  Graf.  Cologne,  Germany 

AppUcation  April  22,  19S3,  Serial  No.  667,459 

In  Grermany  January.  1933 

6  Claims.     (CL  123— 169) 


1.  A  spark  plug  for  internal  combustion  en- 
gines having  a  core  of  insulating  material  Insert- 


ed in  a  plug  body,  a  metallic  stem  In  said  core  for 
conducting  the  firing  current,  a  long  conical 
metaDlc  sleeve,  acting  as  an  earth  electrode, 
drawn  over  this  core  and  fitted  gas-tight  In  a  cor- 
responding conical  bore  of  the  plug  body,  and 
a  cap  on  the  insulating  core  in  circuit  with  said 
metallic  stem,  said  sleeve  and  cap  being  separated 
by  an  air  gap  for  producing  the  firing  sparks  on 
the  insulating  core. 


2.018.784 

FOOD  DISPENSING  DEVICE 

Harold  P.  HaU.  Seattle.  Wash. 

Application  February  27.  1934.  Serial  No.  713,098 

4  Claims.     (CL  221—67) 


1.  In  a  dispensing  device  of  the  character  dis- 
closed, a  container  having  a  neck  portion  provid- 
ing an  outlet  and  baring  a  wall  opposite  said  out- 
let formed  with  an  opening,  a  housing  attached  to 
said  neck  portion  as  an  extension  thereof,  a  valved 
outlet  in  said  housing,  a  shaft  disposed  In  the 
container  with  one  end  revolubly  contained  in 
said  wall  opening,  a  crank  at  the  outside  of  the 
container  operatlvely  connected  to  the  end  of  said 
shaft  in  said  opening  and  a  propeller  disk  fixed  to 
the  other  end  of  the  shaft  within  said  housing 
and  operable  on  rotation  of  the  shaft  by  said  crank 
to  effect  a  discharge  of  material  from  the  con- 
tainer through  said  housing  open.ng. 


2.018.785 
MOLD  FOR  USE  ON  GLASS-FORBCING 
MACmNES 
Frederick    Arthur    Harrison.    London,    England, 
assignor  to  The  United  Glass  Bottle  Mannfac- 
turers    limited,    London.    England,    a    British 
company 

AppUcation  March  4.  1935.  Serial  No.  9,301 

In  Great  Britain  NoTemb«-r  2,  1934 

2  Claims.     (CI.  49— 41) 


1.  An  improved  form  of  mold  and  mold  mount- 
ing for  glass  forming  machines  comprising  a  mold 
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made  up  of  two  separate  but  co-operating  parts 
pivotally  supported  upon  a  pair  of  hingedly  con- 
nected mold  arms,  one  pivot  pin  near  the  upper 
portion  of  each  mold  arm,  a  second  pivot  pin 
near  the  lower  portion  of  each  mold  arm,  por- 
tions of  the  mold  parts  fitting  over  said  pins  and 
means  for  adjusting  the  mold  parts  about  their 
pivot  pins. 

2,018,786 
INSIDE  FROSTING  OF  NEON  SIGNS 
John  C.  Hostetter  and  Rowland  D.  Smith,  Cor- 
ning N.  Y.,  assignors  to  Corning  Glass  Works, 
Corning,  N.  Y..  a  corporation  of  New  York 
Application  October  24.  1931,  Serial  No.  570.941 
1  Claim.     (CL  40— 130) 


A  luminous  gas  discharge  sign  comprising  a 
glass  tube  bent  into  the  desired  configuration  and 
uniformly  frosted  on  its  Interior,  electrodes  sealed 
In  opposite  ends  of  the  tube  and  gas  within  the 
tube  through  which  electrical  discharge  between 
the  electrodes  takes  place. 


2.018.787 
STEPLADDER 

Paul  N.  Howard,  Seattle,  Wash. 

Application  September  1.  19S4,  Serial  No.  742,397 

2  Claims.     (CI.  228 — 59) 
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1.  In  a  stepladder  having  a  pair  of  spaced  sup- 
porting legs  pivotally  attached  at  their  upper 
ends  to  the  ladder  to  swing  from  a  position 
against  the  ladder  to  a  position  for  supporting 
it  in  upright  position;  a  cross  brace  for  said  sup- 
porting legs  comprising  a  flat  plate  of  metal 
formed  along  its  longitudinal  edges  with  later- 
ally turned  integral  flanges  terminating  short 
of  the  ends  of  the  plate,  said  end  portions  of  the 
plate  beyond  the  flanges  being  bent  inwardly  at 
right  angles  to  provide  the  inside  walls  of  leg 
receiving  sockets,  then  bent  outwardly  to  form 
the  bottom  walls  of  the  sockets,  then  bent  back 
to  form  the  outside  walls  of  the  sockets:  said 
latter  walls  being  spaced  from  and  parallel  with 
their  corresponding  inside  walls  to  receive  the 
supporting  legs  between  them. 


2.018.788 

HEADLIGHT 

Alexandra  K.  Johnson.  Plattsburg,  N.  Y. 

Application  Jun«  18.  1934.  Serial  No.  731,175 

7  Claims.  (CI.  240 — 41.1) 
1.  A  headlight  including  a  casing  having  front 
and  rear  shell  sections,  a  reflector  carried  in  the 
rear  section,  said  reflector  having  rearwardly  con- 
verging walls  and  a  flat  vertically  extending  rear 
wall  len^os  carried  in  the  front  section  and  ex- 
tending diagonally  with  respect  to  each  other  and 
to   said   reflector    and   spaced   from   each   other 


transversely  of  the  casing  at  the  front  end  of  the 
front  section,  and  a  light  source  carried  in  the 
front  end  of  the  front  section  between  the  lenses 
opposite  the  flat  rear  wall  of  the  reflector,  said 


reflector  being  adapted  for  projecting  light  beams 
through  the  lenses  whereby  illumination  of  an 
area  to  the  side  and  front  of  the  headlight  will  be 
effected. 


2.018,789 
CONCRETE  VIBRATING   MACHINE 
Enoch  Berg  Jorgensen,  Los  Angeles.  Calif.,  as- 
signor to  Viber  Company  Limited,  a  corporation 
of  Nevada 
AppUcation  February  23,  1935.  Serial  No.  7,927 
12  Claims.     (CL  259— 72) 


1.  In  an  Insertible  vibrator  for  use  in  unset 
cementltious  mixtures,  a  housing  for  enclosing 
the  vibrating  mechanism  and  for  transmitting  the 
vibrational  energy  to  the  mixture,  comprising  a 
double-walled  metallic  casing. 


2.018,790 
REVERSING    MECHANISM   FOR   POPPET 
VALVE   GEAR  CAM  BOXES 
John  S.  Keen,  Philadelphia.  Pa. 
Application  November  19.  1932.  Serial  No.  643,418 
17  Claims.     (CI.  121—127) 
1.  A  reversing  mechanism  comprising,  in  com- 
bination, a  cam  box  of  the  adjustable  poppet  valve 
gear  type  having  a  rotatable  cam  box  shaft  for 
effecting  adjustment  of  the  poppet  valves,  a  re- 
ciprocable  reversing  rod.  and  means  interposed 
between  .«:aid  rod  and  cam  box  shaft  for  effect- 
ing rotatable  adjustment  thereof  in  accordance 
with  a  predetermined  movement  of  said  rod.  said 
interposed     connection     including     a     helically 
threaded  shaft  and  nut  elements  adapted  to  have 
relative  axial  movement  therebetween,  one  of  said 
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elements  being  operatively  connected  to  said  cam 
box  shaft  for  rotation  therewith  and  the  other 


of  said  elements  being  operatively  connected  to 
said  rod. 


2,018,791 

PNEUMATIC  CLEANER 

Bernard  Kern,  Syracuse,  N.  T. 

Application  October  20.  1930.  Serial  No.  490.053 

6  Claims,     f  CI.  IS— 19) 


1.  A  cleaning  machine  of  the  character  de- 
scribed including  a  conduit,  an  elongated  nozzle 
carried  and  supported  by  the  conduit  with  its 
lower  face  positioned  above  the  surface  being 
cleaned,  said  nozzle  having  an  elongated  passage 
along  each  longitudinal  edge,  the  lower  end  of 
the  conduit  being  received  in  one  of  the  elongated 
passages,  the  other  elongated  passage  extending 
downwardly  and  inwardly  with  its  lower  end  posi- 
tioned a  substantial  distance  from  the  inlet  end 
of  the  conduit  to  direct  downwardly  directed  air 
currents  onto  the  surface  being  cleaned,  and 
means  for  creating  suction  through  the  conduit 
to  in  turn  draw  air  under  the  edges  of  the  nozzle 
and  through  the  downwardly  and  Inwardly  di- 
rected elongated  passage  over  a  substantial  area 
of  the  surface  being  cleaned  to  remove  and 
support  refuse  for  discharge  into  the  conduit. 


2.018,792 

PROCESS   FOR  THE   MANUFACTURE   OF 

HYDROXYPYRENE 

Walter  Kern.   Sissach,  near  Basel,   Switzerland. 

assignor   to   the   Arm   of   Society  of  Chemical 

Industry  in  Basle,  Basel.  Switzerland 
No  Drawing.    Application  October  6.  1934,  Serial 

No.  747,249.    In  Switzerland  October  17.  1933 
8  Claims.     ( CI.  260—  1 54 ) 

1.  In  the  manufacture  of  a  hydroxypyrene.  the 


step  wherein  pyrene  is  sulfonated  by  using  com- 
pounds containing  the  atom  groupmg 
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8.  Hydroxypyrene  of  the  formula 


OH 


which  product  is  easily  soluble  in  dilute  alkalies 
and  crystallizes  from  t)enzene  in  colorless  needles 
of  melting  point  180-182'  C. 


2,018,793 

GOVERNOR  CONTROL  MECHANISM 

Samuel  Logan  Kerr,  Philadelphia,  Pa.,  assignor, 

by  mesne  assignments,  to  Baldwin- Southwark 

Corporation,  a  corporation  of  Delaware 

Application  June  23,  1931,  Serial  No.  546,280 

12  Claims.     (CI.  264—3) 


1.  Control  apparatus  for  a  prime  mover  com- 
prising, in  combination,  a  speed  responsive  gov- 
ernor, manually  controlled  means  for  effecting  a 
load  adjustment  setting  of  the  control  apparatus, 
restoring  and  compensating  mechanisms  therefor 
normally  operative  during  variations  in  the  prime 
mover  speed  from  a  given  value,  and  means  for 
adjusting  said  compensating  mechanism  so  as  to 
vary  its  normal  rate  of  operation  automatically 
when  said  manual  operation  is  effected. 


2.018.794 
MOUNTING  FOR  INTERNAL  COMBUSTION 

ENGINES 

Hans     Krcmser,    Berglsoh-Gladbach,     Germany, 
assignor    to    Humboldt-Deutzmotoren.    A.    G., 
Cologne-Deutz.  Germany 
Application  May  4.  1934.  Serial  No.  723.994 
In  Germany  May  26,  1933 
1  Claim.     (CI.  121—194) 
In  an  apparatus  of  the  cla.ss  described,  an  In- 
ternal  combustion   engine   comprising   a   casing, 
radially  disposed  cylinders,  and    a  crank  shaft; 
a  base  for  said  engine  ar  one  end  thereof:   and 
fastening  means  t>etween   .said  engine  and  said 
base  comprising  a  circular  flange  on  said  casing, 
a  fastening  ring  for  retaining  said  flange  adja- 
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cent  said  base  whereby  said  engine  is  supported 
for  rotation  about  the  axis  of  said  crank  shaft, 
and  at  least  one  bolt  member  detachably  engag- 


'*^sLlu— jc 


ing  said  flange  for  preventing  rotation  of  said 
flange  and  engine  in  the  course  of  operation  of 
the  latter. 


2.018,795 

HOIST 

Ernest  A.  Larson.  Newberry,  Mich. 

Application  January  12,  1935,  Serial  No.  1,555 

1  Claim.     (CI.  254—170) 


A  hoist  comprlsinsr  an  Inverted  yoke  having 
bearing  openings  at  the  lower  end  of  its  limbs,  a 
hook  supported  by  the  bight  part  of  the  yoke,  a 
housing  located  In  the  space  between  the  limbs 
of  the  yoke,  and  having  bearing  openings  in  the 
sides  in  alignment  with  the  first  mentioned  bear- 
ing openings,  a  shaft  passing  through  the  bear- 
ing openings  of  the  housing  and  of  the  yoke,  with 
its  ends  projecting  beyond  the  yoke,  a  small  chain 
pulley  attached  to  one  end  of  the  shaft,  a  large 
chain  pulley  attached  to  the  other  end  of  the 
shaft,  a  worm  gear  located  In  the  housing  and  at- 
tached to  the  central  part  of  the  shaft  which 
passes  through  the  housing,  a  second  shaft  in  the 
upper  part  of  the  housing  and  extending  at  right 
angles  to  the  first  shaft,  and  having  a  worm 
thereon  meshing  with  the  worm  gear,  one  end  of 
the  second  shaft  extending  beyond  the  housing,  a 
chain  pulley  on  said  end,  an  endless  chain  pass- 
ing over  the  larger  pulley,  a  second  endless  chain 
having  a  part  passing  In  one  direction  over  the 
large  pulley  on  the  first  mentioned  shaft,  and 
in  an  opposite  direction  over  the  small  pulley 
and  a  pulley  block  over  the  pulley  of  which  the 
second  endless  chain  passes. 


2.018.796 
PROTECTIVE  HEADGEAR  FOR  CHICKENS 

Joseph  E.  Layton.  Seattle.  Wash. 
Application  April  9.  1934.  Serial  No.  719,683 

10  Claims.     (CI.  119— 97) 
1.  A  balanced  guard  member  of  the  character 
described  applicable  to  the  beak  of  a  fowl  In  a 
manner  to  extend  about  the  end  thereof  when  the 
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fowl's  head  is  raised,  and  a  pivot  member  adapted 
to  be  extended  through  the  fowl's  beak  for  attach- 


ing the  guard  thereto  in  a  manner  permitting  the 
guard  member  to  retain  its  position  of  balance 
when  the  head  of  the  fowl  is  lowered. 


2.018.797 
METHOD  FOR  DRYING  HYGROSCOPIC  MA- 
TERIAL AND  THE  PRODUCT  THEREOF 

Lawrence  W.  Lewis,  Bererly  Hills.  Calif. 
No  Drawinc.    Application  January  22, 1935, 
Serial  No.  2,965 
10  Claims.     (CI.  99—5) 
8.  A   product   consisting   of   dried,   powdered, 
non -hygroscopic  carbohydrate-containing  mate- 
rial which  carbohydrate  Is  normally  hygroscopic 
in  powdered  condition  having  free  carbohydrate 
and  an  alkali  in  part  free  and  in  part  in  chemical 
combination  with  the  carbohydrate. 


2.018,798 

ELECTRICAL  CONTROL  SYSTEM 

Louis  J.  Madden,  Syracuse,  N.  Y. 

Application  May  27,  1933,  Serial  No.  673.291 

7  CUims.     (Ci.  200—91) 


1.  In  an  electrical  control  system,  a  magnetic 
core  structure,  poles  for  said  core  structure,  a 
main  coil  structure  associated  with  said  core 
structure,  a  shading  coil  associated  with  each  of 
said  poles,  a  pivotally  mounted  lever  mounted 
adjacent  said  poles,  an  armature  carried  by  said 
lever  and  aligned  with  said  poles,  a  fixed  contact 
adjacent  one  end  of  said  lever,  a  movable  contact 
carried  by  said  lever  and  aligned  with  said  fixed 
contact,  a  flange  on  said  lever  extending  on  op- 
posite sides  of  the  pivotal  mounting  thereof,  and 
a  tension  spring  adjustable  to  selected  positions 
along  said  flange  for  controlling  the  operation  of 
said  lever  in  opposition  to  the  magnetic  attraction 
of  said  main  coil  and  said  shading  coil,  said  ten- 
sion spring  being  effective  to  open  said  contacts 
against  the  minimum  magnetic  attraction  of  said 
coils. 


2.018.799 

LICENSE  PLATE  IDENTIFICATION  MEANS 

NIckolans  F.  MiUer,  Dwi^ht.  111. 

Application  December  4,  1934.  Serial  No.  755,967 

3  Claims.     (CI.  40—2.2) 

2.  A  record  device  comprising  a  suppx)rting  bar 

having  a  slot  adapted  to  be  secured  to  a  motor 

vehicle  license  plate,  a  pivot  pin  mounted  on  the 

bar  and  having  a  slot,  a  rotatable  record  disk 

mounted  on  the  pivot  pin,  a  cover  disk  covering 

the  record  disk  and  mounted  on  the  pin,  a  strap 

having  one  of  its  ends  secured  to  the  bar.  said 

strap  passing  through  the  slot  of  the  bar  and 
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over  the  disk  and  through  the  slot  of  the  pivot 
pin.  securing  the  disks  against  removal  and  a  seal 


T^r*^ 


*1 


on  the  strap  preventing  the  removal  of  the  strap 
from  the  slot  of  the  pivot  pin. 


2,018,800 

FIREPROOF  THERMAL  INSULATOR 

Lawrence  D.  Morton.  Sandusky,  Ohio,  assignor  to 

The  Hlnde  &  Daaoh  Paper  Co..  Sandusky,  Ohio 

AppUcation  Augnst  29,  1931,  Serial  No.  560,119 

12  Claims.     fCl.  154 — 45) 


fi5f>r-r->--K 


1.  A  fireproof  thermal  insulator  consisting  of 
a  plurality  of  paper  tubes  parallelly  bound  to- 
gether in  a  permanent  structure  by  thread-like 
narrow  strips  of  fireproof  cement  along  their  lines 
of  contact  and  completely  sealing  each  from  com- 
munication with  the  others,  the  volume  of  cellu- 
losic  solids  bearing  such  a  relation  to  the  total 
volume  of  air  and  cellulosic  solids  as  to  render  the 
Insulator  incapable  of  sustaining  combustion. 


^  2.018.801 

AZO  DYESTUFFS 
Wilhelm  Neelmeier,  Leverkusen-I.  G.  Werk,  and 
August    Modersohn.    Cologne-Molheim,    Ger- 
nuuiy,  assignors  to  General«Aniline  Works,  Inc., 
New  York,  N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    Application  April  7.  1933.  Serial  No. 
665,040.    In  Germany  April  25,  1932 
4  Claims.     (CI.  260—97) 
1.  Azodyestuffs  of  the  general  formula: 


HO 


OH 


HOC 


OOH 


2,018.802 

SIGNAL  DEVICE 

Charles  Conrad  Olson.  Gloacester,  Mass. 

ApplicaUon  September  1.  1934.  Serial  No.  742.486 
1  Claim.     (CI.  248—205) 


c^^ 

^// 


In  a  device  of  the  class  described,  an  upright 
having  a  vertical  slot  in  its  lower  part  extending 
through  Its  lower  end  and  a  cross  piece  passing 
through  the  slot  and  having  its  lower  edge  spaced 
from  the  lower  end  of  the  upright,  and  means  for 
connecting  the  cross  piece  with  the  upright. 


2.018,803 

MARINE  POWER   PLANT  APPARATUS 

Julius  Ostertag,  Stuttgart.  Wurttemberg, 

Germany 

Original    application    July    7,    1928.    Serial    No. 

291.079.     Divided  and  this  application  April  2. 

1934.  Serial  No.  718,630 

1  Claim.     (CL  122 — 382) 


^   . 


In  a  power  plant,  a  boiler,  a  condenser,  a  hot 
well,  a  condenser  pump  for  pumping  air  and  water 
from  said  condenser,  a  conduit  for  conducting  the 
water  diacharge  from  said  pump  into  said  hot  well, 
and  a  conduit  in  open  communication  with  said 
boiler  and  the  air  pump  dlsciiarge  and  in  heat- 
exchange  relation  to  the  contents  of  said  hot  well. 


wherein  one  X  stands  for  hydrogen  or  the  sul- 
fonic acid  group  and  the  other  X  stands  for 
the  sulfonic  acid  group,  alkyl  or  halogen,  in  such 
a  manner  that  at  least  one  X  represents  the  sul- 
fonic acid  group,  and  the  Y's  stand  for  hydro- 
gen, alkyl  or  halogen,  being  in  form  of  their 
alkali  metal  salts  generally  yellowish  to  brownish 
powders,  soluble  in  water,  and  dyeing  wool  from 
an  acid  bath,  after  chroming,  generally  yellow-  | 
ish  to  brownish  shades  of  good  fastness  proper-  | 
ties.  I 


2.018,804 
ARRANGEMENT  FOR  COOUNG  AIR 
Jesse  E.  Rasmusen,  Fort  Worth,  Tex. 
AppUcatloD  September  4.  1934.  Serial  No.  742,665 
4  Claims.     (CI.  257—2) 
1.  An  ail    cooling  arrangement   comprising  a 
mixing  chamber,  a  fresh  air  conduit  leading  into 
the  mixing  chamber,  a  return  conduit   from  a 
space  which  Is   to  be  supplied  with  pretreated 
air,  said  return  conduit  having  with  the  fresh 
air  conduit  a  common  inlet  junction  with  the 
mixing  chamber,  dehumldlfying  coils  In  the  fresh 
air  conduit  adapted  to  be  supplied  with  a  cool- 
ing fluid,  a  humidostat  in  the  return  conduit,  a 
pump  for  maintaining  circulation  of  the  cooling 
fluid,  a  by-pass  around  the  pump  and  provided 
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with  a  normally  closed  valve,  an  electrically  ac- 
tuated means  for  opening  the  valve,  a  circuit  in- 
cluding the  electrically  operated  means  and  the 
humidostat  adapted  to  be  closed  by  the  humido- 


stat. means  in  the  chamber  for  thoroughly  mix- 
ing the  air  from  the  fresh  air  conduit  and  the 
return  conduit,  and  means  for  cooling  the  mix- 
ture of  air.       

2.018.805 

COMBINATION  BRICK  SIDING  WALL 

PLATE 

Antoinette  Relaig.  Fords,  N.  J. 

Application  January  16,  1934.  Serial  No.  706,827 

1  Claim.     (CL  72—18) 

J 


A  reversible  building  unit  consisting  of  an  In- 
dividual plate  simulating  a  standard  building 
brick,  and  which  may  be  of  approximately  the 
length  and  width  of  a  standtird  brick,  the  said 
plate  comprising  a  body  having  substantially 
rectangular  faces,  a  long  edge  of  one  face  and 
an  adjacent  short  edge  of  the  same  face  being 
provided  with  a  rabbet  extending  continuously 
around  half  of  the  periphery  of  the  said  face,  and 
an  area  of  color  contrasting  with  that  of  the 
plate  extending  over  the  rabbeted  edges  and  on 
opposite  faces  of  the  plate  to  simulate  mortar 
lines,  whereby  the  plate  when  assembled  with 
similar  plates  In  a  wall  structure  with  the  rabbeted 
face  outward  presents  the  appearance  of  a  stand- 
ard brick  wall  having  rake  joints  between  the 
plates,  while  when  assembled  with  the  opposite 
faces  of  the  plates  outward  presents  the  appear- 
ance of  a  flush-jointed  wall. 

— '"44 

2.018.806 

PACKAGING  MACHINE 

Charles  F.  Richard,  Battle  Creek,  Mich.,  assignor 

to  Johnson  Automatic  Sealer  Co..  Ltd.,  Battle 

Creek.  Mich.,  a  partnership-association  limited 

of  Michigan 
Application  November  7.  1931.  Serial  No.  573.699 
Renewed  January  24,  1935 
36  Claims.     ( CI.  93 — 6 ) 

1.  In  a  machine  for  sealing  cartons  having 
inner  liners,  carrier  means  for  advancing  the  car- 
tons through  said  machine,  means  for  spreading 
the  liner  tops  In  the  direction  of  movement  of 
said  carrier  means,  means  movable  transversely 
to  the  direction  of  movement  of  said  carrier 
means  for  moving  the  opposite  sides  of  the  liner 


tops  toward  one  another  to  form  relatively  flat, 
upstanding  foldable  portions  therein,  a  plurality 
of  fixed  folder  members  between  which  said  por- 


^■'   ---J 


-----  i 
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tions  of  the  liner  tops  are  moved,  said  members 
being  so  shaped  as  to  form  a  plurality  of  folds 
in  said  liner  tops,  and  means  for  sealing  said 
folded  liner  tops. 


2,018,807  *^ 

PACKAGING  MACHINE 
Charles  F.  Richard,  Battle  Creek.  Mich.,  assignor 
to  Johnson  Automatic  Sealer  Co.,  Ltd.,  Battle 
Creek,  Mich.,  a  partnership  association  Umlted 
of  Michigan 
ApplicaUon  December  2,  1932,  Serial  No.  645,481 
Renewed  January  24,  1935 
29  Claims.     (CL  93 — 6) 


"^^""h^SD 


1.  In  a  machine  for  handling  cartons  having 
inner  liners,  the  combination  of  carrier  means  for 
advancing  the  cartons  through  the  machine, 
means  for  elongating  the  liner  tops  in  the  direc- 
tion of  movement  of  said  carrier  means,  fixed 
guide  means  for  straightening  the  sides  of  the 
elongated  liner  tops  to  substantially  vertical  posi- 
tion and  for  bringing  the  inner  surfaces  thereof 
closely  adjacent  one  another,  means  for  closing 
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and  creasing  the  vertical  elongated  portions  of 
said  liner  tops,  and  means  for  folding  said  closed 
and  created  vertical  portions. 

2.018,808 

MECHANISM  FOR  USE  IN  APPLYING 

PRESSURE  TO  SHOE  BOTTOMS 

Fred  Ricks,  Leicester.  Enffliuid,  assignor  to  United 

Shoe  Machinery  Corporation,  Paterson,  N.  J., 

a  corporation  of  New  Jersey 

AppUcaUon  May  10.  1934.  Serial  No.  724.853 

In  Great  Britain  June  20.  1933 

10  Claims.     (CI.  12—38) 


^ 


,-r 


lO 


M 


E? 
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1.  A  sole-pressing  machine  havmg,  in  combi- 
nation, means  for  engaging  a  shoe,  a  fluid-filled 
pad  for  pressing  a  sole  against  the  bottom  of  the 
shoe,  a  container  for  said  pad,  said  container 
comprising  sections  movable  relatively  to  each 
other  to  permit  the  pad  to  conform  to  the  lon- 
gritudinaJ  contour  of  the  shoe  bottom,  and  means 
separate  from  the  conta  ner  for  supporting  said 
container  during  the  pressing  operation,  said 
means  being  constructed  and  arranged  auto- 
matically to  cause  said  sections  to  adapt  them- 
selves to  the  longitudinal  contour  of  the  shoe 
bottom. 

2.018309 

CONVERTIBLE  HAND  BAG 

Leo  J.  Rodgers.  Highland  Park.  Mich. 

AppUcation  Jane  5,  1935.  Serial  No.  25.136 

5  Claims.     (CI.  190 — 43) 


1.  A  convertible  bag  comprising  a  foldable  bot- 
tom and  opposed  side  walls,  and  means  for 
fastening  the  bottom  In  infolded  position  be- 
tween said  walls,  said  bag  having  a  flexible  In- 
folded top  portion  formed  with  a  mouth  and 
fastening  means  for  closing  the  mouth  in  said 
top  portion,  and  said  bag  having  opposite  fold- 


able  end  portions  held  distended  from  the  side 
walls  and  bottom  by  means  of  the  infolded  bot- 
tom and  top  portions  of  the  bag. 


2,018.810 

AUTOMATIC  FIRE  EXTINGUISHER 

Peter  I.  Ronning,  Minneapolis,  Minn. 

Application  June  27,  1934.  Serial  No.  732.638 

2  Claims.     (CI.  169— €) 


1.  A  fire  extinguishing  apparatus  comprising  a 
receptacle  having  a  perforate  head,  a  standard 
secured  upx)n  the  head  and  a  replaceable  disc  be- 
tween the  head  and  standard,  a  container  secured 
to  and  under  the  head,  a  rod  slidably  mounted  in 
the  standard  and  having  a  cutter  at  one  end  for 
piercing  said  disc  smd  container,  said  rod  having 
sufficient  freedom  for  movement  to  permit  the 
cutter  to  pass  entirely  through  the  disc  and  adja- 
cent container  wall  and  to  also  cut  and  open  the 
opposite  container  wall. 

2.018,811 
COMPLEX   METALLIC   COMPOUND   OF   SAT- 
URATED ALIPHATIC  HYDROXY  CARBOX- 
YLIC  ACIDS  CONTAINING  THE  METAL  IN 
ITS  HIGHER  STATE  OF   VALENCY  AND  A 
PROCESS  OF  MAKING  THE   SAME 
Hans  Schmidt,  Vohwinkel,  near  Elberfeld.  Ger- 
many,  assignor   to  Winthrop  Chemical   Com- 
pany, Inc.,  New  York,  N.  Y.,  a  corporation  of 
New  York 
No  Drawing.    Application  October  28,  1929,  Serial 
No.  403,143.    In  Germany  November  1,  1928 

21  Claims.  (CI.  260— 11) 
16.  A  neutral  complex  compound  of  a  water- 
soluble  salt  of  a  saturated  aliphatic  hydroxy  car- 
boxylic  acid  containing  at  least  one  hydroxyl 
group  standing  in  alpha-position  to  a  carboxylic 
group  the  hydrogen  atom  of  said  hydroxyl  group 
being  replaced  by  a  heavy  metal  of  an  atomic 
number  of  50  to  51  which  is  present  in  Its  higher 
stage  of  valency,  which  complex  compounds  are 
water-soluble  substances. 


2.018.812 
PRINTING  SOUND  AND  MOVING 
PICTURE   FILMS 
Richard   Schmidt,  Dessan  in   Anhalt.   Germany, 
assifnor  to  Ajrfa  Ansco  Corporation,  Bingham- 
ton,  N.  T..  A  eorporation  of  New  York 
AppUcation  Jamuur  6,  1932,  Serial  No.  585,096 
In  Germany  January  7,  1931 
S  Claims.     (CL  8ft— 24) 
1.  In  a  printing  apparatus  for  printing  sound 
and   picture   negatives   taken   on   standard -film, 
means  for  Intermittently  advancing  the  stand- 
ard-film so  as  to  omit  periodically   one  picture 
Eu-ea  from  the  printing  operation  comprising  In 
combination,  a  fllm.  a  crank  disc  operating  a  lever 
rotatable  about  a  pivot,  a  collar  glldably  mount- 
ed on  said  lever,  means  for  causing  said  colltu- 
to  glide  on  said  lever,  a  gripper,  means  for  bring- 
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Ing  the  gripper  in   gear  and   out  of  gear  with 


said  film,  and  a  rod  connecting  said  gripper  with 
said  lever  operated  by  the  crank  disc. 

2.018J13 
MU-ARYLENE-THIAZOLE    AND    ARYLENE 
OXAZOLE   SULFHONIC  ACID 
Max    Schubert,  Frankfort-on-thc-Main-Fechen- 
hcim.  and  Ernst  Herdieckerhoff.  Opladen,  near 
CoIogne-on-the-Rhlne,  Germany,  assignors  to 
General  Aniline  Works,  Inc.,  New  York,  N.  Y.,  a 
corporation  of  Delaware 
No  Drawing.     AppUcaUon  May  2.  1934.  Serial  No. 
723,611.     In  Germany  May  11,  1933 
5  Claims.     (CI.  260—44) 
1.  Sulphonlc  acids  of  the  general  formula 

N 

/    ^ 

arytoM  C— 80iH 

V 

wherein  arylene  means  a  radicle  of  the  benzene 
or  naphthalene  series  and  X  stands  for  S  or  O, 
which  products  are  mostly  colorless  water-soluble 
powders  which  split  off  sulphur  dioxide  when 
heated  with  the  addition  of  hydrochloric  acid, 
which  form  water-soluble  alkali  metal  salts  which 
represent  mostly  colorless  crystalline  powders  and 
yield  when  reduced  with  sodium  amalgam  the 
corresponding  fundamental  compounds  by  re- 
placing the  sulphonlc   acid  group  by  hydrogen. 

2.018,814 
GLASS  WORKING  IMPLEMENT 
Rowland  D.    Smith,  Coming,  N.  Y.,  assignor  to 
Corning  Glass  Works,  Corning,  N.  Y.,  a  corpo- 
ration of  New  York  .^  ^».. 
AppUcation  November  21.  1925,  Serial  No.  70.635 
2  Claims.     (CI.  49—65) 

^^ 2.- 


2.018.815 
LIBERATION  OF   ALKALI  METALS 
Percy  L.  Spencer,  West  Newton.  Mass.,  assignor  to 
Raytheon    Manufacturing    Company,    Newton, 
Mass..  a  corporation  of  Delaware 
No  Drawing.    AppUcation  December  29,  1934, 
Serial  No.  759,742 
14  Claims.     (CI.  250—27.5) 
1.  A  mixture  for  liberating  alkali  metal  com- 
prising a  mixture  of  a  stable  alkali  metal  com- 
pound and  cadmium. 


1.  A  glass  working  implement  formed  of  oxl- 
dlzable  metal  that  has  been  coated  with  chro- 
mium. 


2.018.816 
SOFT  GLASS  COMPOSITION  OF  HIGH 
ELECTRICAL  RESISTANCE 
WilUam   C.  Taylor,  Coming,  N.  Y.,  assignor  to 
Coming  Glass  Works,  Coming,  N.  Y.,  a  corpora- 
tion of  New  York 
No  Drawing:.    AppUcation  October  23,  1933, 
SerUl  No.  694.888 
7  Claims.     (CL  106— 36.1) 
1.  A  glass  of  high  electrical  resistance  which 
contains  lead  oxide  and  which  also  contains  boric 
oxide  and  fluorine  in  combined  amount  not  great- 
er than  6%   nor  less  than   17c.  the  boric  oxide 
content  being  at  least  as  great  as  the  fluorine 
content. 

2,018,817 
SOFT  GLASS  COMPOSITION  OF  HIGH 
ELECTRICAL  RESISTANCE 
WilUam   C.   Taylor,   Coming.   N.  Y.,   assignor  to 
Coming  Glass  Works,  Coming,  N.  Y.,  a  corpora- 
tion of  New  York 
No  Drawing.    AppUcation  October  23,  1933, 
Serial  No.  694,889 
3  Claims.     (CI.  106 — 36.1) 
1    A  glass  of  high  electrical  resistance  which 
contains  53  to  60%  of  silica,  18  to  30%  of  lead 
oxide.  8  to  10%  of  potassium  oxide.  2.7  to  3.5% 
of  sodium  oxide,  .1  to  1.2%  of  lithium  oxide  and 
aluminum  oxide   amounting  to  not  more  than 
2%. 

2.018.818 
RAILWAY  TRAFFIC   CONTROLLING 
APPARATUS 
Howard  A.  Thompson,  Edgewood,  Pa,,  assignor  to 
The  Union  Switch  &  Signal  Company.   Swiss- 
vale  Pa.,  a  corporation  of  Pennsylvania 
AppUcation  July  13.  1932.  Serial  No.  622,257 
17  Claims.     (CI.  175—320) 


^ 


feS 


"TriirTl 


to         Drrftpr^trd 


1.  In  combination,  a  pair  of  control  wires,  a 
current  source,  a  governing  device  capable  of 
assuming  two  different  positions,  means  con- 
trolled in  accordance  with  the  position  of  said 
governing  device  for  connecting  said  control 
wires  with  and  disconnecting  said  control  wires 
from  a  given  terminal  of  the  current  source,  a 
relay  associated  with  each  control  wire  and  ar- 
ranged to  assume  one  position  in  response  to  its 
control  wire  being  connected  to  said  given  ter- 
minal of  the  current  source  and  to  assume  a  sec- 
ond position  in  response  to  its  control  wire  being 
disconnected  from  said  given  terminal  whereby 
each  relay  assumes  a  corresponding  position  for 
each  of  the  two  positions  of  said  governing  de- 
vice, and  an  operating  circuit  controlled  jointly 


1006 


OFFICIAL  GAZETTE 


October  29. 1035 


by  said  relays  by  Including  a  contact  of  each 
relay  and  arranged  to  be  closed  when  and  only 
when  each  of  said  relays  occupies  Its  p>osltlon 
corresponding  to  a  given  position  of  said  govern- 
ing device. 


2  018  819 

TOOL  FOR  APPLYING  COATING 

Wayne  B.  Thompson.  Winchester.  Mass. 

Application  March  2,  1932,  Serial  No.  596.287 

17  Claims,     (CI.  299—140) 


16.  A  spray  nozzle  comprising  a  body  having 
Inner  and  outer  spaced  nozzles,  each  nozzle  being 
provided  with  curved  surfsices  each  resembling 
substantially  a  spherical  zone  of  one  base,  the 
outer  surface  of  each  nozzle  being  non-concentric 
with  the  inner  surface,  and  also  provided  with  a 
slot,  the  long  sides  of  the  slot  of  the  inner  nozzle 
being  parallel  and  the  long  sides  of  the  slot  of  the 
outer  nozzle  being  non-parallel,  and  means  for 
maintaining  the  major  axes  of  the  slots  in  the 
same  plane. 


2,018.820 
PHASE  ROTATION  DETECTOR  AND 
FREQUENCY  REGULATOR 
George  L.  Usseiman,   Port  Jefferson.  N.  Y.,  as- 
signor to  Radio  Corporation  of  America,  a  cor- 
poration of  Delaware 
Application  December  10,  1932,  Serial  No.  646,674 
20  Claims.     (CL  250— 36) 


17.  A  phase  rotation  detector  comprising,  a  pair 
of  thermionic  tubes  each  having  anode,  cathode 
and  control  grid,  circuits  of  low  radio  frequency 
ijopedance  connecting  each  of  said  control  grids 
to  ground,  means  applying  constant  high  fre- 
quency oscillations  in  phase  to  the  cathodes  of  said 
tubes,  and  means  for  applying  oscillations  to  be 
detected  in  unlike  phase  to  the  anodes  of  said 
tubes. 


2,018.821 
ARTIFICIAL  DENTURE 
Benjamin  Vend.  New  Yorii,  N.  Y. 
Application  January  23.  1933.  Serial  No.  653.019 
4  Claims.     (CI.  32 — 8) 
1.  Por  an  edentulous  mouth  substituted  mem- 
bers for  the  natural  teeth,  the   members  being 
arranged  in  the  mouth  to  simulate  the  appearance 
of  the  natural  teeth  when  properly  disposed  in 


the  mouth,  the  facial  surfaces  of  the  members  be- 
ing shaped  to  simulate  the  appearance  of  the 
natural  teeth,  the  entire  occlusal  surface  of  each 
of  the  members  being  defined  as  a  single  decided 
upward  inclination  in  the  same  direction  from 


the  facial  side  to  the  lingual  side  of  the  members, 
the  inclination  of  the  occlusal  surfaces  of  the 
members  associated  with  the  lower  jaw  being  sup- 
plementary to  the  Inclination  of  the  occlusal  sur- 
faces of  the  members  associated  with  the  upper 
Jaw. 


2,018  822 

METHOD   OF  MAKING   SHOES 

Lewis  F.  Weber.  New  RocbeUe,  N.  Y..  assignor  to 

United  Shoe  Machinery  Corporation.  Paterson. 

N.  J.,  a  corporation  of  New  Jersey 

AppUcation  May  22,  1933.  Serial  No.  672.175 

12  Claims.     (CI.  12—142) 


6.  A  new  article  of  manufacture  comprising  an 
unattached  sole  member  having  an  inside  chan- 
nel, an  upper  attaching  shoulder  extending 
around  the  periphery  of  the  sole,  and  an  upward- 
ly extending  lip  overhanging  said  shoulder,  said 
lip  having  a  bottom  face  extending  transversely 
of  said  shoulder. 

10.  A  new  article  of  manufacture  comprising 
a  sole  member  having  an  Inside  channel  and  a 
silt  formed  In  the  margin  of  the  sole,  said  silt 
extending  inwardly  from  the  edge  face  of  the 
sole  and  having  a  portion  extendmg  upwardly 
toward  the  channeled  face  of  the  sole  in  parallel 
relation  to  said  edge  face  to  form  an  upper  at- 
taching shoulder  which,  before  the  lip  turning 
operation,  is  unexposed. 


2.018.823 
PROTECTIVE    SYSTEM 

Hugo  W.  H.  Wellington.  Belmont.  Mass. 

Application  June  7.  1932.  Serial  No.  615,922 

21  Claims.     (CI.  175 — 294) 


1.  In  an  alternating  current  supply  sy.stem.  the 
combination  with  separate  high  tension  lines, 
transformers,  and  connected  low  tension  circuits, 
of  a  reverse  current  and  overloeid  relay  for  each 
low  tension  circuit,  means  operated  by  currents 
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of  greater  than  a  predetermined  value  in  the  high 
tension  lines  and  load  currents  within  a  limited 
range  for  rendering  the  reverse  current  and  over- 
load relays  ineffective,  and  means  operated  by 
currents  of  less  than  said  predetermined  value 
in  the  high  tension  lines  for  rendering  the  re- 
verse current  and  overload  relays  effective. 


2.018,824 

DISPLAY  CARTON 

Herman    Wllke.    Wauwatosa.    Wis.,    assignor    to 

Wisconsin  Cuneo  Press,  Inc..  Milwaukee,  Wis., 

a  corporation  of  Wisconsin 

Application  January  24,  1934.  Serial  No.  708,038 

4  Claims.     (CI.  206 — 45) 


1.  A  display  carton  comprismg  a  lower  open 
top  member  In  the  form  of  a  container,  a  sup- 
port member  separate  from  said  lower  member 
and  removable  therefrom  having  a  stepped  base 
portion  and  a  rear  vertical  portion  having  in- 
clined front  edges,  the  said  rear  portion  and  its 
front  portion  being  adapted  to  seat  against  the 
end  walls  of  the  said  lower  member,  a  tray 
adapted  to  rest  upon  said  support  member  and 
interlock  therei^nth  having  a  portion  adapted  to 
seat  against  the  inclined  edges  at  the  front  of 
the  rear  portion  of  said  support  member  and  a 
cover  for  said  lower  member  adapted  to  tele- 
scope over  the  side  and  end  walls  thereof. 


2,018,825 

CHAIR  . 

Glenn  D.  Wood,  Elkhart,  Ind.,  assignor  to  Postnre 
Research  Corporation,  Elkhart,  Ind.,  a  corpo- 
ration of  Indiana  .  ,  .^^      m^m  Aoa 
Application  December  14,  1934,  Serial  No.  757,438 
1  Claim.     (CI.  155—164) 


of  the  arm  and  means  Included  in  the  resilient  de- 
vices for  lengthening  and  shortening  the  resilient 
devices  for  adjustments  Intermediate  the  spaced 
points. 

2.018.826 

METHOD  OF  MAKING  COVERED 

CONTAINERS 

David  H.  Zell,  Brooklyn.  N.  Y. 

AppUcation  March  4.  1935,  Serial  No.  9.341 

5  Claims.     (CI.  153—1) 


A  chair  comprising  a  seat,  a  back  for  the  seat,  a 
pair  of  arms  on  either  side  of  the  seat  and  back, 
means  for  pivotally  securing  the  back  to  the  arms, 
adjusting  means  for  securing  the  back  in  an  ad- 
justed position  about  the  pivots  on  the  arms, 
means  for  pivotally  securing  the  other  ends  of  the 
arm.<5  to  the  seat  at  points  toward  the  rear  thereof 
and  for  adjusting  the  arms  relative  to  the  seat. 
resilient  devices,  each  secured  at  one  end  to  the 
corresponding  arm  and  at  its  other  end  adjustably 
connected  at  spaced  points  on  the  seat  forwardly 


.^ 


1  The  method  of  making  a  case  or  container 
body  having  an  outer  covering  of  flexible  mate- 
rial; which  consists  in  first  superimposing  a  bend- 
able  blank  upon  a  cover  sheet  of  flexible  mate- 
rial then  applying  a  mechanical  securing  means 
to  the  edges  of  said  blank  and  cover  sheet  to  per- 
manently secure  said  edges  of  the  sheet  to  the 
blank  while  the  sheet  remains  otherwise  unat- 
tached to  the  face  of  the  blank,  and  then  bendmg 
said  blank  at  spaced  points  into  the  predeter- 
mined form  of  the  case  or  container  body,  to 
thereby  simultaneously  stretch  said  flexible  cover 
sheet  over  the  outer  surfaces  of  the  case  body 
walls. 

2  018.827 
ROTARY  BLOWER  CASING 
John  Avery.  Wauwatosa,  Wis.,  assignor  to  Allis- 
Chalmers    Manufacturing    Company,    Milwau- 
kee, Wis.,  a  corporation  of  Delaware 
Application  April  15.  1933,  Serial  No.  666.257 
9  Claims.    (CI.  230—133) 


1  In  a  centrifugal  blower  arranged  to  rest  di- 
rectly on  a  foundation,  a  pluraUty  of  supporting 
plates  resting  directly  on  the  foundation,  bear- 
ings carried  only  by  said  supporting  plates,  a  shaft 
supported  in  said  bearings,  an  impeller  attached 
to  said  shaft,  side  plates  forming  a  diffuser  pas- 
«^age  for  said  Impellers  and  carried  only  by  said 
supporting  plates,  and  a  discharge  casing  for  said 
impeller  carried  only  by  said  supporting  plates. 

2.018.828 
RECLINING   SEAT 
Alfred    B.   Bell.   Philadelphia.    Pa.,    assignor,   by 
mesne     assignments,     to     Hey  wood -Wakefield 
Company.    Gardner,   Mass.,    a   corporation    of 

Massachusetts  ^^^ 

Application   July  7,  1933.  Serial  No.  679.315 

8  Claims.     (CI.  155—163) 
8.  In  a  seat  of  the  character  described,  a  seat 
frame,  a  back  swlngably  mounted  on  said  frame 
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to  rock  on  a  horizontal  axis,  an  elongated  bracket 
swlngably  mounted  at  its  front  end  on  the  frame 
to  rock  on  a  horizontal  axis,  a  back  positioning 
member  slldably  carried  on  said  bracket  and 
connected  to  the  seat  back  and  having  approxi- 
mately square-cut  arcuate  rack  ridges  and 
grooves,  means,  including  a  locking  member  hav- 
ing arcuate  locking  ridges  and  grooves  comple- 
mentary to  and  intermeshlng  with  the  rack 
ridges  and  grooves  of  the  positioning  member. 
for  holdmg  the  positioning  member  in  adjusted 


position  on  the  bracket  and  the  seat  back  in  cor- 
responding position  of  inclination,  means  nor- 
mally holding  said  rack  and  locking  ridges  and 
grooves  intermeshed.  and  means  including  an 
operating  member  accessible  to  an  occupant  of 
the  seat,  whereby  the  locking  member  may  be 
moved  Independently  of  the  bracket  and  disen- 
gaged from  the  positioning  member  to  permit  ad- 
justment of  the  positioning  member  on  the 
bracket  and  corresponding  adjustment  of  the  In- 
clination of  the  seat  back. 


2.018,829 

HEADLIGHT 

Philip  J.  Berry.  Detroit,  Mich. 

Application  December  22.  1933.  Serial  No.  703,507 

5  Claims.     (CI.  240 — 41.1) 


1.  In  an  apparatus  of  the  kind  described,  a 
parabolic  reflector,  a  source  of  light  located  ap- 
proximately on  the  axis  of  said  reflector,  a  hemi- 
spherical reflector  covering  said  source  of  light 
on  the  side  thereof  toward  the  first  named  re- 
flector, a  reflector  opposite  the  open  side  of  said 
hemispherical  reflector,  its  wall  being  formed  as 
a  portion  of  an  ellipsoid  having  its  foci  at  said 
source  of  light  and  the  focus  of  the  first  men- 
tioned reflector,  and  a  reflector  in  the  shape  of  a 
part  of  an  ellipsoid  having  one  focus  at  the  source 
of  light  and  the  other  focus  revolved  outside  the 
parabolic  reflector  and  extending  from  the  re- 
flector opposite  the  opening  of  the  hemispherical 
reflector  to  the  focus  of  the  parabolic  reflector. 


2  018  830 
MAGNETO    ELECTRIC '  IGNITION    APPARA- 
TU8,   ESPECIALLY   FOR    INTERNAL    COM- 
BUSTION ENGINES 

Jakob  BohU.  Solothnm.  Switseriand.  assignor  to 
Scintilla  Societe  Anonyme.  Soleure.  Switzer- 
land 

AppUcation  July  3,  1933,  Serial  No.  678.899 
In  Crermany  July  4,  1932 
3  Claims.     (CI.  123—149) 


\\  \  \  f   f 


r 


1.  In  a  magneto  electric  ignition  apparatus  in 
combination  a  drive  shaft,  a  spur  wheel  fixed  to 
the  end  of  this  drive  shaft,  rotating  permanent 
magnets  arranged  around  said  drive  shaft  and 
parallel  to  the  same,  spur  wheels  one  for  each  of 
said  permanent  magnets  and  fixed  to  the  latter. 
Ignition  coils  one  for  each  of  said  permanent 
magnets  and  arranged  coaxially  with  respect  to 
the  latter,  a  spindle  coaxial  to  said  drive  shaft 
and  fixed  to  the  same,  one  breaker  cam  fixed 
to  the  free  end  of  said  spindle,  a  bearing  bracket 
for  said  drive  shaft,  a  casing  enclosing  the  said 
permanent  magnets,  said  gear  wheels  and  said 
coils,  a  cover  for  said  casing  forming  a  cavity 
towards  the  outside,  two  breaker  mechanisms  ar- 
ranged in  said  cavity,  a  high  tension  distributor 
member  fixed  to  the  breaker  cam.  two  electrodes 
cast  into  the  latter  and  insulated  of  each  other 
a  carbon  brush  slldably  arranged  in  said  dis- 
tributor member  and  in  contact  with  one  of  said 
two  electrodes,  a  cover  for  closing  said  casing 
cover,  electrodes  cast  into  the  latter  cover  for 
the  high  tension  cables,  a  central  carbon  brush 
provided  in  said  last  mentioned  cover  and  in  con- 
tact with  one  of  the  two  electrodes  of  the  dis- 
tributor member,  a  contact  ring  fixed  to  the  lat- 
ter cover  and  arranged  so  that  it  is  adapted  so 
that  the  carbon  brush  of  the  distributor  member 
slides  upon  it. 


2,018  831 
METAL  SAWING  AND  FILING  MACHINE 
Vltua  A.  Boker.  Minneapolis,  Minn. 
AppUcation  March  20,  1933.  Serial  No.  661.649 
11  Claims.     (CI.  29—74) 
1.  In  a  machine  of  the  kind  described,  a  work- 
table  having  a  tool  passage  therein,  a  cutting  tool 
means  for  reciprocating  a  tool  through  said  tool 
passage,  a  feed  bar  mounted  in  said  table  and 
under  yielding  strain  to  move  toward  said  tool,  a 
guide  head  secured  to  the  outer  end  of  said  feed 
bar  for  adjustments  transversely  thereof,  and  a 
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guide  arm  carried  by  said  guide  head  and  provided 
with  a  work-engaging  element  that  is  adjustable 


therewith  transversely  of  the  line  of  the  feed  of 
the  work  to  the  tool. 


2  018,832 

HAND  OPERATED  TUBING   FLANGER 

Fred  M.  Buhner,  Marietta,  Wash. 

Application  AugTist  25,  1934.  Serial  No.  741.445 

1  Claim.     (Cl.  153 — 81) 


2  018  833 

GAME   AND  GAME  APPARATUS 

George  F.  Cahill,  New  York,  N.  Y. 

Application  September  12,  1931.  Serial  No.  562,586 
10  Claims.     (Cl.  273 — 2) 


A  tubing  flanger  Including,  a  fixed  jaw  having 
a  semicircular  groove  therein  and  a  surface  at 
one  end  of  the  groove  to  form  a  tubing  flange 
thereon,  a  jaw  bar  one  end  of  which  Is  fastened 
to  the  fixed  jaw  disposing  the  jaw  groove  at  right 
angles  to  the  said  bar.  a  movable  jaw  having  a 
semicircular  groove  therein  and  a  surface  at  one 
end  of  the  groove  to  form  a  tubing  flange  there- 
on, a  movable  jaw  bar  one  end  of  which  is  fas- 
tened to  the  said  movable  jaw  having  means  on 
the  other  end  thereof  to  engage  the  cam  end  of 
a  cam  lever,  means  to  mount  the  movable  jaw 
bar  on  the  fixed  jaw  bar  for  reciprocation  dis- 
posing the  said  groove  in  the  movable  jaw  ad- 
jacent the  said  groove  In  the  fixed  jaw  with  the 
axes  of  the  two  grooves  coinciding  when  the  jaws 
are  in  tube-clamping  relation  and  the  said  fiang- 
Ing  surfaces  on  the  jaws  In  the  same  plane,  a  cam 
lever  pivoted  for  oscillation  on  the  said  fixed  jaw 
bar  disposed  with  Its  cam  end  engaged  with  the 
said  cam-engagement  means  on  the  movable  jaw 
bar  to  reciprocate  the  movable  jaw  bar  on  the 
fixed  jaw  bar  and  clamp  tubing  between  the  said 
jaws  in  the  said  grooves  therein,  a  tubing  flanging 
punch  having  cams  thereon  mounted  for  oscil- 
lation and  reciprocation  in  a  bearing  plate,  the 
said  punch  bearing  plate  fastened   to  the  said 
fixed  jaw.  having  cams  thereon,  disposed  to  align 
the  axis  of  the  said  punch  when  mounted  in  the 
plate  with  the  axes  of  the  said  jaw  grooves  when 
clamping  tubing  and  the  said  plate  cams  engag- 
ing the  said  punch  cams  a  punch  handle  fastened 
to  the  said  punch  disposed  external  to  the  said 
bearing  plate  spaced  apart  therefrom,  and  a  coil 
spring  mounted  on  the  punch  between  the  said 
plate  and  handle  fastened  to  the  plate  and  to 
the  handle  reacting  to  tend  to  maintain  the  said 
punch  cams  In  bearing  contact  with  the  said  plate 
cams  and  to  withdraw  the  said  punch  from  con- 
tact with  any  tubing  In  the  said  jaws. 


:?^ 


1.  A  target  dence.  for  use  in  a  game  apparatus, 
which  includes  (a)  a  target;  (b)  means  for  sus- 
pending, pendulum-like,  said  target,  preferably 
just  above  the  playing  surface  and  for  permit- 
ting it  to  be  displaced  when  struck;  and  (c) 
means  for  slowing  down  by  the  combined  action 
of  gravity  and  centrifugal  force  the  pendulum - 
like  movement  of  said  target  after  it  has  been 
struck. 


2.018,834 
CLUTCH 
Harold  D.  Church,  Cleveland  Heights.  Ohio,  as- 
signor to  The  White  Motor  Company,  Cleve- 
land. Ohio,  a  corporation  of  Ohio 
AppUcation  October  19,  1931.  Serial  No.  569.598 
9  Claims.     (Cl.  192 — 69) 


Lv,y..l'....;*v.'::^::2: 


1.  In  a  clutch,  in  combination,  a  driving  ele- 
ment Including  a  fixed  friction  plate  and  inner 
and  outer  movable  friction  plates,  a  driven  ele- 
ment including  a  plurality  of  friction  discs,  one 
disc  being  disposed  between  said  fixed  plate  and 
said  Inner  movable  plate,  and  another  being  dis- 
posed between  said  inner  and  outer  movable 
plates,  and  centering  means  normally  maintain- 
ing said  Inner  movable  plate  equally  spaced  from 
said  fixed  plate  and  said  outer  movable  plate  dur- 
ing movement  of  both  of  said  movable  plates. 
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2,018.835 
PROCESS   AND   APPARATUS   FOR   DISPENS- 
ING MEASURED  QUANTITIES   OF   LIQUE- 
FIED GAS 

Frank  C.  Clark,  Floral  Park,  N.  T..   assignor  to 
Atmospheric  Nitrogen  Corporation.  New  York, 
N.  Y.,  a  corporation  of  New  York 
AppUcation  October  19,  1933,  Serial  No.  694,263 
7  CUims.     {CI.  62— 1 J 


1.  The  process  of  dispensing  measured  quan- 
tities of  Liquefied  ammonia  from  a  main  bulk 
thereof  which  comprises  introducing  a  charge 
of  liquid  Eunmonia  into  a  measuring  vessel 
containing  loose  packing  which  has  been  cooled 
by  the  evaporation  of  a  portion  of  the  liquid  am- 
monia during  the  preceding  charging  cycle,  the 
capacity  of  the  packing  for  transfer  of  heat  be- 
tween the  ammonia  and  the  packing  being  such 
that  the  charge  introduced  is  cooled  to  a  tem- 
perature materially  beneath  that  of  the  main 
bulk  thereof. 

2,018.836 

ELECTRIC  L.\MP  HOLDER 

Elliott  Clemence.  Millbum.  N.  J. 

Application  February  19.  1935.  Serial  No.  7,211 

6  Claims.     (CL  240— lOi 


1.  In  an  electric  light  holder,  a  husk  of  In- 
sulating material,  an  integral  lug  along  one  side 
thereof  having  a  slot  with  an  open  side  therein 
substantially  parallel  to  the  axis  of  said  husk  and 
a  support  having  an  extension  frictionally  se- 
cured in  said  slot. 


2.018.837 
CENTRIFUGAL  DEVICE 

Ewald  Collatz.  Berlin.  Germany 

AppUcation  July  18,  1934,  Serial  No.  735.901 

In  Germany  Jnly  12,  1933 

2  Claims.     (CL  233— 26 j 

A 


1.  A  centrifugal  device,  comprising,  in  com- 
blnatlcm,  eccentrically  susjjended  holders  for 
liquid  receptacles,  a  rotary  body  from  which  said 
holders  are  suspended,  sleeves,  by  the  Interme- 
diary  of   which    the   holders   are   suspended,    a 


counter-poise  connected  with  every  holder  on 
the  outer  side  of  the  same,  and  a  casing  connect- 
ed with  said  counter-poi.se  and  adapted  to  re- 
ceive additional  weights. 

2.018  838 

TRAILER  TYPE   DUMPING   VEHICLE 

George  H.  Connors,  Edgerton.  Wis.,   assignor  to 

Highway   Trailer  Company,   Edgerton,   Wl.s..   a 

corporation 

Application  September  14.  1934.  Serial  No.  744.085 

1  Claim.     (CI.  298 — 21) 


7^^ 


In  combination,  a  tractor  vehicle,  a  trailer  ve- 
hicle, a  fifth  wheel  on  the  tractor  vehicle,  a  king 
pin  carried  by  the  trailer  vehicle  for  connecting 
engagement  with  the  fifth  wheel  of  the  tractor 
vehicle,  a  power  operated  lifting  device  on  the 
tractor  vehicle  conn^'cted  with  the  said  fifth  wheel 
for  elevating  the  fifth  wheel  and  thereby  raising 
the  connected  end  of  the  trailer,  a  universal  Joint 
connection  between  the  said  fifth  wheel  and  the 
said  lifting  device,  said  universal  joint  connection 
comprising  a  trunnion  member  disposed  longi- 
tudinally of  the  tractor  and  journaled  in  the  lift- 
ing device,  and  a  transverse  axi.s  member  for  the 
fifth  wheel  carried  by  said  trunnion  member  and 
Including  a  hollow  sleeve  through  which  .said 
transverse  axis  member  passes,  said  trunnion 
member  being  mounted  upon  said  sleeve,  and 
resilient  means  interposed  between  the  fifth 
wheel  and  said  transverse  axis  member. 

2.018.839 

MACHINE  FOR  SEALING  WIRE  IN  A 

WOODEN  MEMBER 

Joseph  Daniel  Coughlin,  New  York.  N,  Y.,  assignor 
to  Jaydel  Novelty  Manufacturers.  Inc..  a  cor- 
poration of  New  York 

AppUcation  April  8.  1933.  Serial  No.  665,185 
6  Claims.     (CI.  29 — 84) 


1.  In  a  device  of  the  type  described,  means  for 
driving  a  wire  member  into  the  end  of  a  wooden 
member  and  means  for  folding  the  fibers  of  said 
wooden  member  about  said  wire  member. 
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2,018,840 
TRAVELING   CASE 

William  Henrv  Dunn,  Norbury,  London,  England. 

assignor  of  one-half  to  A.  J.  Gamett  Limited, 

London.  England  ,  ^^      ■,««-- 

Application  March  17,  1934,  Serial  No.  716,075 

In  Great  Britain  March  24,  1933 

1  Claims.     (CI.  190—51) 


1  A  traveling  cass  comprising  a  substantially 
horse-shoe  shaped  body  part  and  a  correspond- 
ingly shaped  lid  to  close  said  body  part,  a  base 
extending  across  said  body  part,  a  partition  ex- 
tending across  the  interior  of  said  body  part 
spaced  above  the  base  and  having  an  arcuate 
shaped  portion  between  its  ends  substantially 
concentric  with  the  arcuate  part  of  the  periphery 
of  the  said  body  part  and  a  plurality  of  partition- 
ing members  radiating  outwardly  from  said  ar- 
cuate shaped  portion  of  said  partition  and  ex- 
tended to  said  arcuate  portion  of  the  periphery 
of  the  body  part  of  the  case,  said  partition  and 
said  base  providing  between  them  a  hat  receiving 
compartment. 

2.018.841 

HAND  COVERING 

Carl  L.  Dunn.  Trion.  Ga.,  assignor  to  The  Trion 

Company,  Trion.  Ga.,  a  corporation  of  Georgia 

Application  August  21.  1934,  Serial  No.  740.794 

4  Claims.     (CL  2—169) 


2  018  842 
W^B  RENEWING  MECHANISM 

Hobart  N.  Durham.  Jackson  Heights,  N.  Y.,  as- 
signor to  The  Goss  Printing  Press  Company, 
Chicago,  III.,  a  corporation  of  IlUnois 
Application  October  21,  1931,  Serial  No.  570,086 
26  Claims.     (CI.  242—58) 


1  A  hand  covering  comprising  a  palm  section 
and  fingers,  a  longitudinal  slit  extending  from 
the  wrist  end  of  the  palm  section  toward  the 
index  finger  and  in  line  therewith,  said  longi- 
tudinal slit  terminating  substantially  midway  of 
the  palm  region:  a  transverse  slit  communicat- 
ing with  the  first  mentioned  slit  and  extending 
into  the  palm  portion  to  a  point  centrally  there- 
of said  slits  forming  an  L.  and  a  one-piece  insert 
thumb  having  sections  forming  the  front  and 
back  of  the  thumb  and  an  integral  extension  ex- 
tending from  one  of  said  sections,  said  extension 
located  and  stitched  to  the  edges  of  the  longi- 
tudinal slit  forming  a  wedge  therebetween  to 
widen  the  wrist:  the  thumb  sections  having  bases, 
the  bases  of  the  front  and  back  sections  being 
secured  to  the  upper  and  lower  edges  respectively 
of  the  transverse  slit. 


4  Web  renewing  apparatus  including  m  com- 
bination means  for  rotatably  supporting  a  rim- 
ning  web  roll  and  a  reser\'e  web  roll,  means  lor 
driving  the  reserve  web  roll  to  bring  it  to  the 
same  peripheral  speed  as  the  running  web  roll 
and  synchronizing  means  including  a  differential 
driven  bv  the  running  web  and  reserve  web  roll. 


2  018  843 

FLLID  PRESSURE  CONTROL  MECHANISM 

Frederick  G.  Folberth  and  WiUiam  M.  Folberth, 

Cleveland.  Ohio 

Application  July  26,  1932,  Serial  No.  624,774 

15  Claims.     (CI.  303—54) 

/9  ^  2/   M  jr_. 


1  In  a  control  valve  mechanism  of  the  type 
described  a  movable  closure  member,  a  movable 
seat  adapted  to  be  moved  by  fluid  pressure  to 
engage  said  closure  member,  means  for  separat- 
ing said  seat  and  closure  member  and  means, 
including  a  snap-over  disc,  for  retarding  initial 
movement  of  said  seat  toward  said  closure 
member. 


2.018,844 
CONTROL  APP.\RATUS  FOR  FLOD  PRES- 
SURE ACTUATED  DEVICES 
Frederick  G.  Folberth  and  WiUiam  M.  Folberth, 
Cleveland.  Ohio 
Application  July  28.  1932,  Serial  No.  625,502 

4  Claims.  (CI.  303 — 54) 
1.  In  combination  in  a  control  valve  for  con- 
trolling the  application  of  actuating  pressure  to 
a  cylinder  or  the  like,  a  cylindrical  housing  hav- 
ing'a  plurality  of  fluid  passages  extending  through 
its  side  walls,  a  piston  closure  member  in  said 


1012 


OFFICIAL  GAZETTE 


OcTOBU  29, 1935 


cylindrical  housing  and  means  for  moving  said 
closure  member  to  control  the  flow  of  fluid 
through  said  passages,  said  closure  member  mov- 
ing means  Including  a  diaphragm  housing  at  one 
end  of  said  cylindrical  housing  and  disposed  co- 
axiaily  therewith,  a  flexible  diaphragm  in  said 
housing,  connections  between  said  diaphragm 
and  said  closure  member,  said  diaphragm  being 
exposed  on  one  side  to  the  atmosphere  and  on  the 
other  side  to  the  effective  fluid  pressure  in  said 


'^sMt,^ 


cylinder,  spring  means  for  normally  maintaining 
said  diaphragm  and  closure  member  in  off  po- 
sition and  operating  means  for  moving  said  dia- 
phragm and  closure  member  into  open  position, 
said  means  including  a  resilient  member  adapted 
to  impose  a  load  on  said  diaphragm  when  the 
operating  means  are  moved  to  open  the  valve, 
said  imposed  load  being  opposed  by  the  action 
of  the  pressure  differential  created  by  the  op- 
posite sides  of  said  diaphragm  when  the  vtuve 
is  opened. 


2.018.845 

BRAKE  MECHANISM 

Frederick  G.  Folberth  and  William  M.  Folberth, 

Cleveland.  Ohio 

AppUcation  May  27,  1933,  Serial  No.  673^33 

1  Claim.     (CI.  188 — 152) 


In  combination  in  brake  mechanism  of  the 
type  described,  a  brake  drum,  a  backing  plate, 
anchor  pins  secured  to  said  backing  plate  and 
extending  outwardly  therefrom,  brake  shoes  hav- 
ing Inwardly  extending  web  portions,  said  web 
portions  being  slotted  to  engage  said  anchor  pins 
whereby  movement  of  said  shoes  relative  to  said 
pins  will  be  restricted,  a  fluid  pressure  cylinder 
secured  to  said  backing  plate,  a  pair  of  pistons  In 
said  cylinder,  piston  rods  secured  to  said  pistons 


and  extending  out  of  the  opposite  ends  of  said 
cylinder,  a  pair  of  brake  shoe  operating  levers 
pivoted  together  at  a  point  intermediate  their 
ends  by  a  floating  pivot  pin,  one  pair  of  ends  of 
said  levers  being  adapted  to  engage  adjacent  ends 
of  said  brake  shoes,  and  links  connecting  the 
other  pair  of  ends  of  said  levers  to  the  outer  ends 
of  said  piston  rods  whereby  movement  of  said 
pistons  in  said  cylinder  may  be  transmitted  to 
said  brake  shoes  and  cause  braking  engagement 
of  said  shoes  and  drum  and  whereby  said  pair  of 
levers  and  said  floating  pivot  pin  may  move  rela- 
tive to  the  backing  plate. 


2.018,846 
DUCT 
Harrison   J.   L.   Frank   and   William    A.    Harper. 
Detroit,    Mich.,   asairnors    to   Bulldor    Electric 
Products  Company,  Detroit,  Mich.,  a  corpora- 
Uon  of  West  Virginia 

Application  June  3,  1933.  Serial  No.  674.183 
8  Claims.     (CI.  247—3) 


1.  A  trolley  duct  system  comprising  trolley 
duct  sections  joined  end  to  end  and  having  rail 
sections  joined  to  form  smooth  continuous  rail 
runs  and  having  bus  bar  sections  separate  and 
independent  of  the  rail  sections,  walls  of  the  duct 
sections  having  openings  registering  with  and 
providing  access  to  adjacent  ends  of  the  bus  bar 
sections  so  that  such  ends  may  be  joined  from 
outside  the  duct  to  form  smooth  continuous  bus 
runs,  and  electrically  conducting  bus  bar  cou- 
pling means  separate  from  the  bus  bars  and 
registered  with  and  accessible  for  manipulation 
through  such  openings  for  joining  such  ends 
through  the  coupling  means  In  a  manner  to  pre- 
vent separation  of  such  ends  and  to  avoid  in- 
terruption of  the  smooth  continuity  of  those  sur- 
faces of  the  bus  bars  to  be  engaged  by  collector 
contacts. 


2.018.847 

GRINDING  MACHINE 

Warren  F.  Fraser,  Westboro,  Mass. 

Application  July  6,  1932,  Serial  No.  621.053 

18  Claims.     (CI.  51—51) 


j»    ^    — ^  T  *•.••« 


12.  In  a  grinding  machine,  the  combination  of 
a  rotary  grinding  wheel,  a  reciprocating  wheel 
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head  in  which  said  wheel  is  mounted,  a  rotary 
support  for  holding  and  revolving  the  work  while 
it  is  operated  upon  by  said  wheel,  hydraulic  driv- 
ing mechanism  for  revolving  said  work  support 
and  reciprocating  said  wheel  head,  and  means 
for  adjusting  the  speed  at  which  said  wheel  w^ll 
be  traversed  and  said  support  revolved  to  ac- 
celerate said  speeds  as  the  wheel  moves  toward 
the  axis  of  rotation  of  the  work  and  to  decelerate 
said  speeds  as  the  wheel  moves  away  from  said 
axis,  said  adjusting  means  including  a  cam  car- 
ried by  said  wheel  head  and  connections  from 
said  cam  to  said  hydraulic  mechanism  arranged 
to  be  operated  by  said  cam. 


2  018  848 
INTERNAL  COMBISTION  ENGINE 

Felix  Gmebler,  Basel,  Switzerland 

Application  Augrust  8,  1931,  Serial  No.  555,969 

In  Switzerland  Auirust  16,  1930 

1  Claim.     (CI.  123 — 65) 


In  an  internal  combustion  engine,  a  cylinder, 
an  initial  charge  inlet  port,  an  air  pump  con- 
nected to  the  cylinder  by  an  annular  air  cham- 
ber, a  plurality  of  inlet  nozzles  tangentially  dis- 
posed around  the  lower  end  of  the  cylinder  and 
connecting  the  cylinder  with  said  annular  air 
chamber,  said  nozzles  being  rounded  on  the  in- 
take side  and  expanding  at  a  slight  angle  at  the 
other  end  to  convert  energy  of  pressure  with  the 
least  possible  loss  into  kinetic  energy,  whereby 
at  the  beginning  of  the  compression  stroke  the 
charge  is  stratified  into  a  stable  rotating  cushion 
of  air  adjacent  the  piston  and  the  turbulent  ini- 
tial charge  above. 


2  018349 
WATER  COOLER  AND  FILTER 

Nickolas  Gymnaites,  Ventura,  Calif. 

Application  March  28,  1934,  Serial  No.  717,751 

23  Claims.    (CI.  62—155) 


considered  vertically,  means  to  flow  water  down- 
wardly on  the  inside  of  said  structure,  and  means 
to  confine  the  water  to  a  thin  film  whereby  the 
film  is  cooled  by  evaporation  of  water  from  the 
exterior  of  said  structure. 


2.018.850 
UNATTENDED  REPEATER  SYSTEM 

Estill  Ibbotson  Green.  East  Orange,  N.  J.,  and 
Frank   Augustus  Leibe,   Quakertown.    Fa.,   as- 
signors to  American  Telephone  and  Telegraph 
Company,  a  corporation  of  New  York 
Application  June  9,  1934.  Serial  No.  729.92* 
19  Claims.     (CI.  177—311) 


»-«* 


1.  In  a  signaling  system,  a  transmission  line 
having  a  plurality  of  unattended  repeater  sta- 
tions between  attended  stations,  means  at  each 
attended  station  to  indicate  a  failure  along  the 
line  one  way  therefrom,  a  plurality  of  auxiliary 
circuit  paths  extending  the  one  way  from  each 
such  attended  station  to  said  unattended  repeater 
stations,  means  responsive  to  the  failure  of  a  re- 
peater at  an  unattended  repeater  station  to  pro- 
duce a  circuit  change  characteristic  of  said  sta- 
tion upon  certain  of  said  auxiliary  circuit  paths, 
and  means  at  an  attended  station  to  indicate  the 
repeater  station  at  which  the  failure  has  occurred. 


2,018,851 
UNATTENDED  REPEATER  SYSTEM 
Estill  Ibbotson  Green,   East  Orange,  N.   J.,  and 
Frank  Augustus  Leibe.   Quakertown.   Pa.,  as- 
signors to  American  Telephone  and  Telegraph 
Company,  a  corporation  of  New  York 
AppUcation  June  9,  1934,  Serial  No.  729.923 
16  Claims.     (CL  177—311) 


1.  A  water  cooler  having  a  rotatable  thin  ring- 
like porous  structure  of   a   considerable  length 


1.  In  a  signaling  system,  a  transmission  1  ne 
having  a  plurality  of  unattended  repeater  sta- 
tions between  attended  stations,  means  to  trans- 
mit a  plurality  of  alternating  currents  of  differ- 
ent frequencies  from  an  attended  station  to  said 
imattended  repeater  stations,  means  whereby  the 
failure  of  a  repeater  at  an  unattended  repeater 
station  produces  an  effect  upon  at  least  one  of 
said  alternating  currents  distinguishable  from  the 
effect  produced  by  the  failure  of  the  repeaters 
at  other  unattended  stations,  and  means  at  an 
attended  station  controlled  by  said  alternating 
currents  to  indicate  the  repeater  station  at  which 
the  failure  has  taken  place. 
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2  018  852 

CONSTANT  TENSION  WINDER 

Howard  P.  HArt,  Wat«rbary.  Conn.,  awimor  to 

The   PUtt  Bros.   <&   Co.,   Waterbary,   Conn.,  a 

corporation  of  Connecticut 

Application  February  7.  1935,  Serial  No.  5,457 

3  Claims.     (CI.  242 — 75) 


1.  An  apparatus  for  winding  material  in  strip 
or  wire  form  which  Is  being  delivered  at  a  prede- 
termined rate,  said  apparatus  comprising  a  main 
frame,  an  auxiliary  frame  movably  mounted  on 
the  main  frame,  a  drum  journalled  on  the  auxil- 
iary frame  on  which  the  material  Is  wound,  means 
to  rotate  the  drum  including  a  variable  speed 
transmission  mounted  on  the  main  frame  and 
having  a  power  shaft,  a  transmission  shaft  and 
a  variable  speed  driving  connection  between  said 
shafts  and  a  mechanical  connection  between  said 
auxiliary  frame  and  said  variable  speed  driving 
connection  by  which  movement  of  the  auxiliary 
frame  induced  by  the  change  of  tension  to  which 
said  material  is  subjected  actuates  said  variable 
speed  driving  connection  to  produce  a  compen- 
sating change  in  the  speed  of  rotation  of  the 
drum. 


2,018,853 
OIL   BURNER    APPARATUS   AND   THE   LIKE 

Frederick  J.  Hitchcock.  Danvers,  Mass. 

AppUcation  iMarch  10.  1932.  Serial  No.  597,971 

6  Claims.     (CI.  158 — 10) 


1.  In  an  apparatus  of  the  character  described. 
In  combination,  a  vacuum  reservoir  for  holding  a 
supply  of  liquid,  said  reservoir  having  a  nor- 
mally open  delivery  outlet  at  its  bottom;  a  trap 


vessel  into  which  said  delivery  outlet  discharges 
whose  contents  serves  to  close  the  lower  end  of 
said  delivery   outlet   to   the   entrance   of   air;    a 
storage  tanic  disposed  at  a  lower  level  than  said 
reservoir;  a  normally  closed  delivery  conduit  con- 
necUng  said  storage  tank  with  said  vacuum  res- 
ervoir through  which  the  contents  of  the  latter 
is  replenished;   valve  means  controlling  the  de- 
livery outlet  of  said   vacuum  reservoir  and  said 
delivery  conduit,  said  valve  means  being  operable 
to  close  the  delivery  outlet  of  the  vacuum  reser- 
voir and  to  open  the  delivery  conduit  when  the 
contents   of  said  vacuum  reservoir  is  to  be  re- 
plenished; means  operable  to  force  the  contents 
of  said  storage  tank  upwardly  through  said  de- 
livery  conduit   and   into  said   vacuum   reservoir 
after  said  delivery  outlet  has  boen  closed  and  said 
dehvery  conduit  has  been  opened,  and  a  nor- 
mally closed  air  vent  for  said  vacuum  reservoir 
that  Ls  effective  as  an  outlet  for  the  air  within 
said  vacuum  reservoir  that  is  displaced  when  the 
supply  of  liquid  within  the  latter  is  replenished 
through  said  supply  conduit. 


2.018.854 

RAILWAY   CAR    TRICK 

Walter  J.  Hyman.  Westmount.  Quebec,  Canada 

Application  February  24,  1933.  Serial  No.  658  309 

29  Claims.     (CI.  105 — 208) 


.J  '.  J W 


1.  A  spring  plank  for  railway  car  trucks  hav- 
ing on  the  under  side  of  its  end  portions  convex 
bearing  surfaces  formed  in  their  central  portions 
without  curvature  transversely  of  the  plank  and 
curved  between  said  central  portions  and  the 
edges  of  the  plank. 


2,018.855  ' 

FOLDING 
Arnold   Imshaug,   Chicaro,   III.,   ajwimor   to   The 
Goss  Printing  Press  Company.  Chlcaco,  111 ,  a 
corporation  of  Illinois 
AppilcaUon  November  23.  1932.  Serial  No.  643  989 
4  Claims.     (CI.  270 — 64) 


^<o0 


1.  The  method  of  preventing  wrinkling  In  the 
folding  of  signatures  which  comprises  forming  a 
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slit  through  a  plurality  of  associated  sheets  and 
folding  said  sheets  a  plurality  of  times,  the  last 
fold  being  at  right  angles  to  another  fold  with 
the  slit  on  the  outside  and  along  the  line  of  the 
last  fold  and  extending  only  to  the  folded  edge 
of  the  product. 


2,018.856 

GAS  ARC  LAMP 

Kurt  F.  J    Kirsten.  Seattle,  Wash.,  assignor  to 

Kirsten  Liffhtinc  Corporation,  a  corporation  of 

Washington  ^.^  ^^^ 

Application  June  6,  1933,  Serial  No.  674.550 

3  Claims.     (CI.  176— 124) 


1  A  gas  arc  lamp  comprising  a  sealed  trans- 
parent vessel  with  terminal  electrodes  on  which 
electrical  potential  may  be  impressed  from  a  sup- 
ply circuit  to  maintain  an  &rc  therebetween,  a 
conductor  extended  along  the  arc  path  and  pass- 
ing in  close  proximity  to  the  electrodes  and  adapt- 
ed to  carry  a  corona  emitting  current  produced 
by  corona  dischaige  from  the  electrodes  for  ioni- 
zation of  the  arc  path  incident  to  energization 
of  the  electrodes  to  stimulate  the  striking  of  the 
arc,  a  current  connection  between  one  end  of 
the' said  conductor  and  one  side  of  the  supply  cir- 
cuit and  a  condenser  interposed  in  said  current 
connection  between  the  conductor  and  supply 
circuit. 

2  018  857 
PROCESS    AND   APPARATUS   FOR   DISPENS- 
ING   MEASURED   QUANTITIES   OF   LIQUE- 
FIED GAS 
Walter  H.  Kniskern.  Petersburg.  Va..  assirnor  to 
Atmospheric  Nitrofen  Corporation,  New  York, 
N.  Y.,  a  corporation  of  New  York 
ApplicaUon  September  20.  1933.  Serial  No.  690,175 
20  Claims.     tCl.  62—1) 


2.018.858 
SUMMATION  METER 
Hermann  Landolt,  Kriens,  near  Luiern,  Switaer- 
land,  assignor  to  Landis  &  Gyr,  A.-G.,  a  corpo- 
ration of  Switzerland  ^      .«„  ^«« 
ApplicaUon  November  25.  1930,  Serial  No.  498.099 
In  Switierland  November  30,  1929 
4  Claims.     (CL  235—92) 


1.  The  process  of  dispensing  measured  quan- 
tities of  a  liquefied  gas  from  a  main  bulk  thereof, 
which  comprises  intermittently  lowering  the  tem- 
perature of  a  portion  of  the  liquefied  gas.  thus 
reducing  its  vapor  pressure  beneath  that  of  the 
main  bulk,  and  utilizing  the  pressure  differential 
thus  created  to  effect  the  withdrawal  of  a  fur- 
ther portion  of  the  liquefied  gas  from  said  main 
bulk. 


1.  A  registering  mechanism  including  in  com- 
bination a  register,  a  plurality  of  normally  latched 
weights,  each  corresponding  to  a  different  circuit 
to  be  metered,  a  motor  for  moving  said  weights, 
means  for  selectively  and  independently  releasing 
said  weights  and  when  released  permitting  them 
to  move  each  time  a  predetermined  quantity  of 
energy  is  measured  in  the  corresponding  circuit 
and  means  interconnecting  said  motor  and  regis- 
ter for  driving  the  register  in  accordance  with 
movement  of  the  weights. 


2  018.859 
UNATTENDED  REPEATER   SYSTEM 

Frank  Aug;ustus  Leibe.  Quakertown.  Pa.,  assig^nor 
to   American  Telephone  and  Telegraph  Com- 
pany, a  corporation  of  New  York 
Application  June  9.  1934.  Serial  No.  729,921 
10  Claims.     iCL  177—311) 


^:u       r- 


;;t::;:|@ii:;;::>5ffi 


m    ^E 


i®Tf'""r^ 
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1.  In  a  signaling  system,  a  pair  of  transmission 
lines  transmitting  in  opposite  directions  between 
attended  stations,  a  plurality  of  unattended  re- 
peater stations  between  said  attended  stations  and 
each  having  repeaters  in  each  of  said  transmis- 
sion lines,  means  to  apply  a  plurality  of  test  fre- 
quencies to  said  transmission  lines,  cross-cormec- 
tions  between  said  transmission  lines  so  associated 
with  said  lines  as  to  form  different  paths  over  por- 
tions of  said  lines  for  said  test  frequencies,  said 
cross-connections  being  so  located  with  respect  to 
said  unattended  repeater  stations  and  the  re- 
peaters thereat  that  different  frequency  paths  will 
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be  disabled  upon  the  failure  of  repeaters  at  dif- 
ferent unattended  repeater  stations,  and  indicat- 
ing means  associated  with  the  ends  of  said  test 
frequency  paths  to  indicate  the  failure  of  par- 
ticular paths,  whereby  the  combination  of  paths 
which  are  indicated  as  not  having  failed  will  serve 
to  Identify  the  unattended  repeater  station  at 
which  a  repeater  has  failed. 


2.018.860 

SUPPOET 

Harh  C.  Lord.  Erie,  Pa. 

Application  April  19,  1932,  Serial  No.  606,212 

Renewed  March  19,  1935 

8  Claims.     (CI.  248—22) 


./  4 


1.  A  support  having  an  annular  side  wall,  the 
top  of  said  wall  having  a  return  fold  and  wall 
within  the  side  wall,  said  return  wall  terminating 
in  an  inwardly  extending  flange  above  the  bottom 
of  the  side  waU  adapted  to  form  a  seat  for  an  in- 
serted edge  of  a  supported  article  in  combina- 
tion with  a  yieldable  mounting  seated  on  said 
seat. 


2.018.861 

DISPLAY  HOLDER 

Theodore  Merts.  Chicago.  Ill,,  aasifnor  to  James 

L.  Yoanrhasband.  Chicago,  111. 

Application  March  30,  1934.  Serial  No.  718,235 

3  Claims.     (CI.  206 — 79) 


-W- 


as  J3 


1.  A  display  holder  comprising  a  carton  hav- 
ing a  recess  in  one  wall  thereof,  and  upper  and 
lower  lips  and  a  pair  of  side  tabs  surrounding 
said  recess  so  that  an  inserted  article  within  said 
recess  is  positioned  and  held  therein  by  the  lips, 
tabs  and  the  back  of  said  carton. 


2,018.862 

MOTOR  VEHICLE 

Arthur  S.  Meyer.  Cleyeland  Heifhts.  Ohio,  as- 

sicnor  to  The  Browning  Crane  &,  Shovel  Co., 

Cleveland.  Ohio,  a  corporation  of  Ohio 

AppUcation  September  8,  1932.  Serial  No.  632.171 

«  Claims.     (CL  180—22) 

1.  An  attachment  for  a  motor  driven  vehicle 

adapted  to  be  substituted  for  and  rep>lace  a  road 

wheel   assembly  of  a  chain  drive  motor  driven 

vehicle,  comprising  a  member  adapted  to  be  ro- 

tatably  supported  about  the  axle  of  said  vehicle,  a 

sprocket  wheel  on  said  member  adapted  to  be 

operatlvely  connected  to  the   drive  sprocket  of 

said  vehicle,  a  frame  member  pivotally  supported 

coaxial  with  said  member  and  the  axle  of  said 

vehicle  with  a  bearing  on  said  member,  a  plurality 

of  road  wheels  on  both  sides  of  said  frame  mem- 


ber rotatabJy  connected  thereto  at  opposite  sides 
of  the  axle  of  said  vehicle,  and  means  for  op- 


eratlvely connecting  said  member  and  said  road 
wheels  for  driving  the  latter. 


2.018,863 

AMMONIA  RECOVERY 

Matthew  J.  Miller.  Brooklyn.  N.  Y.,  assignor  to 

Semet-Solvay    Enrineerin^    Corporation,    New 

York,  N.  Y..  a  corporation  of  New  York 

Application  March  28.  1932,  Serial  No.  601,551 

8  Claims.     (CI.  23 — 196) 


^t^ 


"n^- 


7.  The  process  for  recovering  ammonia  from 
hot  coal  distillation  gases,  which  comprises  par- 
tially cooling  the  gases  to  obtain  an  aqueous  liquid 
containing  a  portion  of  the  ammonia  originally 
present  in  the  gases  and  a  lesser  portion  of  carbon 
dioxide  and  hydrogen  sulfide,  subjecting  the  liq- 
uid to  a  distillation  treatment  to  remove  the  am- 
monia, carbon  dioxide,  and  hydrogen  sulfide  as 
gases,  washing  the  gases  with  a  quantity  of  water 
sufficient  to  remove  substantially  all  of  the  car- 
bon dioxide  and  hydrogen  sulfide  contained  in  the 
gases  but  insufficient  to  dissolve  all  of  the  am- 
monia, separating  the  wash  water  from  the  un- 
dissolved ammonia,  heating  the  wash  water  to  ex- 
pel dissolved  gases  including  ammonia,  and  con- 
tacting the  expelled  gases  with  an  acid  to  fix  the 
ammonia. 

2.018.864 
AUTOMATIC   STEP-BY-STEP  SWITCH 
Rudolf  Nebelnnr.  Berlin -Steflits.  Germany,   as- 
sifsor  to  Siemens  &  Halske  Aktienresellschaft, 
Wemerwerk.  SiemenssUdt,   near  Berlin,  Ger- 
many 
AppUcation  January  2,  1931.  Serial  No.  506.016 
In  Germany  May  20.  1930 
6  Claims.     (Q.  179—18) 
1.  A   circuit    arrangement   for   increasing   the 
rotary  speed  of  stepping  switches  controlled  by 
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impulses  particularly  in  telephone  systems  com- 
pnslng  a  driving  magnet,  means  for  transmit- 


03 


ting,  impulses  to  said  magnet,  and  means  for 
causing  each  impulse  received  by  the  magnet  to 
produce  two  complete  operations  thereof. 

2,018.865 
BOAT 
John  H.  Odenbach  and  John  Cattanach.  Roches- 
ter. N.  Y..  assignors,  by  direct  and  mesne  as- 
sif  nments.  to  Dolomite  Marine  Corporation,  a 
corporation  of  New  York 
AppUcation  December  19.  1932,  Serial  No.  647,874 
Renewed  September  21,  1934 
8  Claims.     (CI.  114—79) 


fL 


1.  A  boat  comprising  a  series  of  transversely 
arranged  metallic  units  arranged  in  parallel  rela- 
tion, each  of  said  units  comprising  an  integral 
channel  bar  conforming  longitudinally  to  the 
sides  and  bottom  of  the  hull,  welded  joints  con- 
necting adjacent  faces  of  the  channel  bars,  bulk- 
heads located  between  adjacent  faces  of  channel 
bars  at  suitable  intervals,  welded  joints  connect- 
ing said  bulkheads  with  the  faces  of  adjacent 
channel  bars,  a  keel  and  keelsons  extending  be- 
tween adjacent  bulkhead  plates  and  secured 
thereto  by  welded  joints,  and  bin  plates  extend- 
ing between  adjacent  bulkheads  and  secured 
thereto  by  welded  joints,  said  bin  plates  being 
arranged  angularly  and  supported  against  the 
aforesaid  keelsons. 


2  018  866 

FOLDING  MACHINE  AND  METHOD  OF 

FOLDING 

PhiUp  L.  ODonneU,  Norwood,  Ohio 

AppUcation  November  8,  1928.  Serial  No.  318,005 

30  Claims.     (CI.  12 — 55) 


ing  with  the  block  and  roller,  folding  discs  coop- 
erating with  the  roller,  and  means  for  applying 


1.  The  steps  in  the  process  of  applying  French 
bind  to  shoe  parts  which  consists  in  heating 
with  a  blast  of  heated  gas.  a  heat  plastic  portion 
of  a  strip  of  binding  which  has  been  attached  to 
a  shoe  part,  and  then  folding  over  and  attaching 
the  portion  thus  rendered  adhesive. 

2  018  867 

DEVICE  FOR  USING  HEAT  PLASTIC  BINDER 

TAPE   WITH   ROTARY   FOLDERS 

PhiUp  L.  O'Donnell.  Norwood.  Ohio 

AppUcation  May  15.  1929,  Serial  No.  363,236 

7  Claims.      (CI.  12—55) 
1.  In  combination  a  rotary  folder  comprising 
a  roller,  a  guide  block,  a  guide  wheel  cooperat- 

459  O.  Q. — 66 


localized  heat  to  material  as  it  passes  over  the 
guide  block  to  the  roller  and  folding  discs. 


2  018  868 

APPUCATION  OF  FRENCH  BINDING 

PhiUp  L.  O'DonneU,  Cincinnati.  Ohio,  assiirnor  to 

James  B.  O'DonneU,  Cincinnati,  Ohio 

AppUcation  February  10.  1933.  Serial  No.  656,129 

3  Claims.     (Q.  12—146) 


1.  The  method  of  joining  adhesively  coated 
tape  to  the  edge  portion  of  a  shoe  upper,  compris- 
ing attaching  an  edge  of  the  tape  to  an  edge  of 
the  upper,  turning  the  tape,  coat-ed  side  up,  into 
angular  relationship  with  the  upper  substantially 
less  than  180  degrees,  spraying  the  coated  side 
of  the  tape  and  adjacent  surface  of  the  upper 
with  a  liquid  mist,  and  pressing  said  surfaces  to- 
gether to  effect  adhesion  thereof. 


2.018.869 
PROCESS  OF  TREATING  SUGAR  SOLUTIONS 
HoUer  de  Fine  OUvarius,  San  Francisco,  Calif.. 

assignor    to    CaUfomia    Packing    Corporation, 

San   Francisco.    CaUf..   a   corporation   of   New 

York 
Application  Aurnst  15,  1931,  Serial  No.  557,281 
6  Claims.      (CI.   127 — 46) 

1.  In  a  process  of  refining  sugar,  the  steps  of 
withdrawing   molasses  having  a  polarization  of 
below  about  60'  Pol.,  from  a  sugar  refining  sys- 
tem, diluting  such  molasses  with  water,  adding 
yeast  to  such  molasses,  fermenting  invert  sugar 
present   in    said    molasses   without    inversion    of 
sucrose,  adding  alcohol  to  the  fermented  molasses 
in  the  substantial  absence  of  invert  sugar,  adding 
an  alkaline  earth  oxide  or  hydroxide  to  the  alco- 
holic sucrose  solution  in  amount  sufficient  to  pre- 
cipitate organic  impurities  but  insufficient  to  pre- 
cipitate sucrose,  separating  the  precipitated  im- 
purities from  the  alcoholic  sucrose  solution,  neu- 
tralizing the  alcoholic  sucrose  solution  with  an 
acid  capable  of  forming  substantially  insoluble 
calcium  and  potassium  salts,  separating  the  pre- 
cipitated   salts    from    the    substantially   neutral 
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alcoholic  sucrose  solution,  said  solution  being  sub- 
stantially iree  from  invert  sugar,  removing  alco- 


-IS- 


hoi  from  the  solution,  and  then  concentrating  the 
solution  and  crystallizing  sugar  therefrom. 


2.018,870 

MOTOR  VEHICLE 

Clyde  R.  Paton.  Birminsham.  Mich.,  assignor  to 

Packard  Motor  Car  Company,  Detroit.  Mich.,  a 

corporation  of  Michigan 

AppUcation  December  21.  1931,  Serial  No.  582.307 

12  Claims.     ICL  296—1) 


1.  In  a  motor  vehicle,  the  combination  with  a 
system  including  a  frame  subjected  to  torsional 
vibrations  throughout  Its  length  about  an  axis 
substantially  longitudinal  thereof,  of  a  secondary 
vibratory  means  associated  with  the  system  at 
substantially  its  pomt  of  least  resistance  to  said 
vibrations,  said  means  including  a  resiliently 
supported  mass  adapted  to  vibrate  about  the  lon- 
gitudinal vibration  axis  of  the  system  to  dampen 
or  neutralize  the  vibration  therein. 


2,018.871 
PRODUCTION  OF  HIGH  QUAUTY 
LUBRICATING   OILS 
Mathias  Pier,  Heidelberg,  and  August  Eisenhut, 
Heidelberg  -  Wieblingen.     Germany,     assi^mors 
to    I.    G.    Farbcnindustrie    Aktiengesellschaft. 
Frankfort-on-the-Main.  Germany 
No  Drawing.     AppUcation  March  23,  1934.  Serial 
No.  717,075.    In  Germany  March  30.  1933 
4  Claims.     (CI.  196 — 13) 
1.  The    process   of    producing   a    high   quality 
lubricating  oil  which  comprises  acting  on  a  lubri- 
cating  oil   substantially   free   from  asphalt   and 
paraffin  wax  and  having  a  lower  viscosity  index 
than  desired  with  a  liquefied  normally  gaseous 
hydrocartx)n.  thereby  precipitating  constituents 
of  high  molecular  weight,  withdrawing  the  solu- 
tion of  oil  in  said  hydrocarbon,  removing  said 
hydrocarbon  therefrom,  and  adding  to  the  result- 
ing oil  an  oil-soluble  synthetic   high  molecular 
weight  product  richer  in  hydrogen  than  said  pre- 
cipitated constituents  of  high  molecular  weight, 
said  synthetic  product  being  added  in  viscosity 
index  increasing  proportions. 


2.018,872 
VEHICLE   DOOR    WINDOW   CONSTRICTION 

Harry  Rainier,  Los  Angeles.  Calif. 

Application  January  26,  1933.  Serial  No.  653,662 

Renewed  March  25,  1935 

10  Claims.     (CI.  296 — 44) 


1.  A  vehicle  window  having  means  for  elevat- 
ing and  lowering  the  pane,  said  pane  being  trans- 
versely divided  Into  upper  and  lower  sections, 
means  for  guiding  the  upper  section  during  its 
opening  and  closing  movement  so  as  to  maintain 
it  in  substantially  the  same  p'ane  throughout  its 
movement,  and  means  for  causing  the  lower  sec- 
tion to  be  swung  outwardly  automatically  when 
the  upper  section  approaches  the  extreme  end 
of  Its  upward  movement. 


2.018,873 

TELEVISION  DEVTCE 

George  Ramsey,  Brooklyn.  N.  Y. 

Application  April  15,  1932,  Serial  No.  605.390 

eCUims.     (CI.  178 — 6) 


5.  In  a  television  device,  a  receiver  comprising 
a  plurality  of  individually  operative  lighting 
members,  commutator  means,  a  circuit  leading 
from  each  member  to  .said  commutator  means, 
parallel  progressive  delay  circuits  leading  to  said 
commutator  means,  each  delay  circuit  being  con- 
nected to  a  single  lighting  member,  a  common 
receiving  circuit  tor  all  of  said  delay  circuits,  said 
commutator  means  being  constructed  to  pro- 
e^ressively  and  simultaneously  distribute  portions 
of  the  current  from  said  receiving  circuit  to  all  of 
said  lighting  members  through  said  progressive 
delay  circuits  to  simultaneously  and  progres- 
sively operate  all  of  said  lighting  members. 
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2.018,874 
INDICATOR  LIGHT 
Ralph  W.  Reitherman.  Elmwood  Park,  and  Ar- 
thur H.  Cokell.  Chicago,  III.;  said  Reitherman 
assignor  to  said  Cokell 
Application  January  21,  1933,  Serial  No.  652,824 
2  Claims.     (CI.  177— 327) 


1.  An  automobile  signalling  device  consisting 
of  a  substantially  straight  tubular  body  member 
provided  with  a  protective  housing  having  brack- 
et means  for  mounting  the  device  on  an  auto- 
mobile, said  tubular  member  Including  bent  end 
portions  providing  arrow-shaped  end  sections  to 
serve  as  turn  Indicators,  also  including  a  tubular 
branch  section  having  one  end  integral  with  said 
body  member  and  the  other  end  free  and  ex- 
tending curved  over  the  intermediate  part  there- 
of to  serve  as  a  stop  light,  an  electrode  in  the 
end  of  each  section  adapted  for  attachment  to  a 
circuit  wire,  and  a  common  terminal  element 
protruding  from  the  intermediate  part  of  said 
member  adapted  to  be  grounded  through  said 
housing  on  the  automobile,  thereby  providing  sev- 
eral different  indicator  means  each  extending 
from  Its  electrode  to  said  common  terminal  and 
being  separately  illuminable. 


2,018.875 
MANUFACTURE  OF  SIZED  PAPERS 
George   A.    Richter,    Berlin,    N.    H.,    assignor   to 
Brown  Company,  Berlin,  N.  II.,  a  corporation  of 
Maine 

No  Drawing.     Application  January  12,  1932, 
Serial  No.  586,233 
4  Claims.     (CI.  91—68) 
1.  A  method  uhich  comprises  treating  a  fibrous 
article  first  with  a  viscose  solution  and  then  with 
an  acidified  glue  solution,   thereby  regenerating 
cellulose  from  the  viscose  and  producing  an  ex- 
posed glue  surface. 


2,018,876 

DOORCHECK 

William  Sadownick,  New  York.  N.  Y. 

Application  March  6.  1935.  Serial  No.  9,545 

2  Claims.     (CI.  16—82) 


1.  In  a  door  check  adapted  for  mounting  on  a 
door  frame  and  a  door  hinged  therein,  a  bracket 
comprising  mounting  feet  secured  to  the  door 
frame,  spaced  bearing  ears  on  the  bracket  and  a 
light  connecting  the  ears,  an  arm  hinged  at  one 
end  between  the  bearing  ears,  a  screw  eye  se- 
cured to  the  door  and  slidat^y  receiving  the  free 
end  of  the  arm  whereby  the  said  arm  will  swing 
against  the  bight  as  the  door  opens. 


2.018,877 
MECHANISM   FOR   SELF-SERVICE   MER- 
CHANDISING OF  LIQLTDS 
Thomas  C.  Spelling,  New  York,  N.  Y. 
Application  March  20,  1935,  Serial  No.  11,993 
2  Claims.     iCI.  194—51) 


1.  In  a  mechanism  for  self-service  merchan- 
dising of  liquids  a  compartment,  a  door  for  said 
compartment,  a  pivoted  detent  for  locking  said 
door,  means  for  releasing  said  detent  compris- 
ing a  channeled  lever  operably  connected  to  and 
counterweighting  said  detent,  means  for  intro- 
ducing a  coin  into  the  channel  of  said  lever,  said 
detent  being  formed  in  two  portions,  a  spring 
member  connecting  said  detent  portions  and 
holding  said  detent  in  locking  engagement  with 
said  door,  a  cam.  and  a  cam  follower  mounted 
upon  one  portion  of  said  detent,  said  cam  and 
cam  follower  coacting  to  force  said  detent  out  of 
locking  engagement  with  said  door  upon  move- 
ment of  said  detent  responsive  to  the  weight  of 
a  coin  in  said  channeled  lever. 


2,018,878 
PERFITVIE  BOTTLE 
Joseph  S.  Stein,  Chicago,  III.,  assignor  to  Lucien 
Leiong.    Inc.,    Chicago,    III.,    a   corporation    of 
Illinois 

.Application  January  17.  1935,  Serial  No.  2,176 
2  Claims.     (CI.  215— 1) 


1.  A  glass  perfume  bottle  having  side  and  end 
walls,  a  top  and  a  bottom;  beads  about  the 
peripheries  of  said  side  walls:  other  beads  in  said 
side  walls  in  inwardly  spaced  relation  uith  re- 
spect to  said  first  mentioned  beads;  the  outer 
surfaces  of  said  beads  being  convex  and  the  in- 
ner surfaces  of  portions  of  said  beads  being  con- 
cave; portions  of  the  side  walls  between  said 
beads  being  flat  on  the  outer  surfaces  and  with 
parts  thereof  convex  on  the  inner  surfaces;  por- 
tions of  said  side  walls  within  said  second  named 
beads  being  indented  and  joined  and  consti- 
tuting a  central  obstruction  within  the  bottle 
and  defining  in  side  elevation  a  doughnut-like 
filling  space;  the  walls  of  the  bottle  adjacent  the 
bottom  being  thickened  to  afford  stability  to  the 
bottle,  the  bottle  being  so  constructed  that  when 
said  doughnut-like  filling  space  is  filled  the  bot- 
tle has  the  appearance  of  being  completely  filled. 


1020 


OFFICIAL  GAZETTE 


1935 


2  018  879 
MEANS  FOR  HOLDING  PRINTING  TYPE 

IN  PLACE 

Wentford  W.  Thompson.  Beverly  Hills,  Calif. 

AppUcation  January  15.  1934.  Serial  No.  706.709 

3  Claims,     i  CI.  101— 402) 


1.  A  furniture  bar  for  a  printer's  chase  having 
a  longitudinally  extending  groove,  and  a  spacer 
of  resistant  material  occupying  the  bottom  por- 
tion of  said  groove. 


2.018.880 

TRAP 

John  A.  Woodhead.  Swarthmore.  Pa. 

Application  November  16.  1933.  Serial  No.  698.341 

3  Claims.     (CI.  124 — 5) 


1.  In  a  target  trap  Including  target  ejecting 
mechanism,  a  base  member,  means  for  plvotally 
connecting  the  trap  with  the  base  member  for 
movement  about  a  vertical  axis,  means  for  con- 
necting the  trap  to  the  base  member  for  tilting 
movement,  a  remote  control  stick,  means  for  sup- 
porting the  same  for  tilting  movement  in  all  di- 
rections, and  for  rotary  movement,  means  oper- 
ated by  rotary  movement  of  the  stick  for  adjust- 
ing the  trap  about  its  vertical  axis,  means  for 
operating  the  ejector  mechanism  by  tilting  move- 
ment of  the  stick,  a  slide  on  the  stick  and  means 
operated  by  movement  of  the  slide  for  adjusting 
the  angle  of  inclination  of  the  trap. 


2.018.881 
AUTOMATIC  PHONOGRAPH 
Edward    E.    Collison   and   Ralph    R.   Erbe.   Fort 
Wayne.  Ind..  aaslgnors  to  The  Capehart  Corpo- 
ration, Fort  Wayne,  Ind. 
AppUcaUon  September  9.  1931.  Serial  No.  561.898 
21  Claims.     (CI.  274— 10) 
7.  In  a  phonograph,  the  combination  with  a 
turntable   and   reproducer,   of  means   for   auto- 
matically disengaging  said  reproducer  from  the 
record,   including  a  pivoted  member,  means  on 
said  member  for  Initiating  the  actuation  of  said 
mechanism,  means  for  causing  said  reproducer 
to  move  said  member  toward  the  center  of  the 
turntable  the  distance  of  the  record  groove  pitch 
in    each    revolution    of    the    turntable,    and    a 
projection     for     engaging     and    swinging     said 
member    outwardly    therefrom    periodically    in 
timed  relation  to  the  movement   of  said  turn- 
table, said  projection  and  initiating  means  be- 
ing so  related    as   to   Interlock   and   cause   the 
disengagement    of    the    reproducer    upon    said 
member  being  moved  a  greater  distance  by  the 
reproducer  through  engagement  with  the  record 
grooves  of  greater  pitch. 

14.  In  an  automatic  phonograph  the  combina- 
tion with  a  turntable,  of  a  magazine  for  contain- 
ing a  plurality  of  records  therein,  mechanism  for 
transferring  records  from  said  magstzine  to  the 
turntable  for  reproduction  and  from  the  turn- 
table to  the  magazine  after  reproduction,  where- 
by said  mechanism  will  normally  return  a  record 


to  the  magazine  after  reproduction  of  one  side 
thereof  in  reversed  position  for  causing  the  re- 
verse side  of  said  record  to  be  played  after  having 
passed  through  said  magazine  and  returned  to 
the  turntable,  means  associated  with  said  mech- 
anism and  operable  to  immediately  reverse  said 
record  for  causing  the  reverse  side  thereof  to  play 
before  parsing  through  said  magazine,  means  for 
rendering  said  record  changing  mechanism  and 
reversing  means  inoperative  for  causing  the  rec- 


I  ord  on  said  turntable  to  be  repeated,  and  manu- 
ally operated  means  for  controlling  said  mecha- 

I  nism  and  reversing  means,  whereby  said  revers- 
ing means  may  be  rendered  inoperative  to  permit 
a  record  to  return  to  the  magazine  upon  the 
playing  of  one  side  thereof,  or  rendered  jperative 
for  reversing  a  record  to  immediately  play  the 
opposite  side  thereof,  or  render  said  record 
changing  mechanism  inoperative  to  repeat  the 
record  on  the  turntable. 


2.018.882 

SPOUT  FOR  CONTAINERS 

Jack  M.  Cross.  New  York.  N.  Y..  assignor  to  Con- 

tinenUl  Can  Company,  Inc.,  New  York,  N.  Y., 

a  corporation  of  New  York 

Application  February  11.  1935.  Serial  No.  6  0.'?3 

1  CUlm.     (CI.  221— 11) 


A  container  comprising  a  body  portion  having 
ends  attached  thereto,  one  of  said  ends  being  pro- 
vided with  an  upstanding  neck,  said  neck  having 
a  pouring  opening  centrally  therethrough,  a  por- 
tion of  the  metal  around  the  upper  end  of  the 
neck  being  turned  Inwardly  to  form  a  bead,  and  a 
pouring  spout  having  a  laterally  extending  bsise, 
said  base  having  a  depending  portion  adapted  to 
fit  over  the  outside  of  the  neck,  and  a  centrally 
depressed  portion  adapted  to  extend  within  the 
neck  to  a  point  below  the  bead  thereby  forming 
a  recess  adapted  to  receive  a  sealing  compound, 
said  recess  substantially  conforming  to  the  bead, 
said  inwardly  depressed  portion  of  the  base  be- 
ing uniformly  bent  outwardly  beneath  the  bead 
compressing  the  sealing  compound  and  making 
a  fluid-tight  seal  between  the  spout  and  the  neck. 
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2  018383 

METHOD    AND    APPARATUS    FOR   MELTING 

MATERIAL  IN  AN  ELECTRIC  FURNACE 

John  Ferguson,  Indianapolis,  Ind.,  assignor  to 
Fairmount  Glass  '.Vorks.  Inc..  Indianapolis, 
Ind..  a  corporation 

AppUcation  November  2,  1933.  Serial  No.  696.373 
6  Claims.     (CI.  13—6) 


1.  In  combination,  an  electric  furnace,  means 
for  passing  a  plurality  of  independent  electric 
currents  through  the  contents  thereof,  said  cur- 
rents being  substantially  confined  to  diametrical 
paths,  and  the  depth  of  said  furnace  adjacent  the 
intersection  of  said  current  paths  being  greater 
than  that  at  the  periphery  thereof. 


2.018.884 
ELECTRIC  GLASS  FURNACE 

John  Ferguson.  Indianapolis.  Ind..  assignor  to 
Fairmount  Glass  Works.  Inc.,  Indianapolis. 
Ind.,  a  corporation 

Application  November  11.  1933.  Serial  No.  697.565 
2  Claims,     (CI.  13—6) 


1.  An  electric  furnace  for  melting  glass,  in- 
cluding an  annular  reservoir,  a  plurality  of  wells 
formed  about  the  periphery  of  the  reservoir  smd 
spaced  from  each  other,  an  electrode  of  molten 
metal  in  each  of  said  wells,  a  centrally  posi- 
tioned annular  well  separated  from  said  first 
mentioned  wells  by  a  circular  bridge,  said  wells 
being  adapted  to  contain  molten  glass  having  its 
level  extending  over  said  bridge,  a  discharge  ori- 
fice communicating  with  the  bottom  of  the  an- 
nular well  through  which  the  molten  glass  con- 
tained therein  may  pass,  a  multi-phase  circuit 
connected  with  said  electrodes,  means  for  gen- 
erating current  in  said  circuit,  a  dome  supported 
over  said  reservoir  to  provide  an  air-tight  closure 
therefor,  means  for  feeding  batch  material 
through  said  dome  onto  the  surface  of  the  molten 


glass,  and  a  conduit  connected  with  said  dome 
communicating  with  the  interior  thereof  for 
varying  the  gas  pressure  therein  to  control  the 
discharge  of  molten  glass  through  said  orifice. 


2,018385 
METHOD    AND    APPARATUS    FOR    MIXING 
AND    DISCHARGING    THE    CONTENTS    OF 
AN  ELECTRIC  GLASS  FURNACE 

John  Ferguson.  Indianapolis,  Ind. 

Application  June  29.  1934.  Serial  No.  733,081 

18  CUims.     cCl.  13 — 6) 


^tm//yMr,'.:^:'/A-yy.  vk  ^A'^/xy^^'yy/.vy.yA'A 


1.  In  an  electric  furnace,  the  combination  of 
a  hearth  adapted  to  support  a  charge  of  ma- 
terial and  having  a  discharge  opening  in  the  bot- 
tom thereof,  a  pair  of  electrodes  positioned  on 
opposite  sides  of  said  discharge  opening,  means 
for  passing  an  electric  current  between  said  elec- 
trodes and  through  said  material,  and  electro- 
magnetic means  arranged  to  produce  a  mag- 
netic flux  transversely  cutting  the  path  of  said 
current.  

2,018.886 
GLASS  FURNACE 

John  Ferguson.  Indianapolis.  Ind. 

Application  July  13,  1934,  Serial  No.  734^14 

5  Claims.     (CI.  13—6) 


l*^~-y^-— ■-:jg-^:— -'--'f-'-r  v^ 


1.  In  an  electric  furnace,  the  combinaticm  of 
a  hearth  having  a  collecting  well  with  a  discharge 
opening  in  the  floor  thereof,  a  pair  of  electrodes, 
one  of  said  electrodes  extending  into  said  well, 
electric  circuits  arranged  to  pass  a  current  be- 
tween said  electrodes,  and  means  for  vertically 
reciprocating  the  last  mentioned  electrode  to 
control  flow  of  material  from  said  discharge 
opening. 

2,018,887 
MOVABLE  BLEACHERS 
Francis  C.  Fowler,  Springfield.  Mass..  assignor  to 
A.  G.   Spalding   &   Bros..  New   York,  N.  Y.,   % 
corporation  of  New  Jersey 
Application  December  15,  1934,  Serial  No.  757,707 
22  Claims.     (CI.  20— .5) 
1.  Folding  bleachers  comprising  stringers  car- 
rying seats,  means  for  supporting  said  bleachers 


\ 
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In  Inclined  position  for  use  and  permitting  the 
front  portion  to  move  along  the  floor,  arms  each 
pivotally  connected  at  their  forward  ends  to  one 


of  said  stringers  and  pivotally  supported  at  their 
lower  rear  ends  to  fixed  supporting  means,  and 
means  for  counterbalancing  the  weight  of  the 
bleachers. 


2.018,888 

WINDMILL 

Euclid  G.  Francis.  Pride,  Tex. 

Application  May  22,  1934,  Serial  No.  726,979 

1  Claim.     (CI.  170—12) 


A  shield  for  windmills  adapted  to  be  pivotally 
mounted  above  the  roof  of  the  windmill  tower 
house  comprising  a  rectangular  shaped  member 
having  spaced  bearings  on  one  side  thereof  dis- 
posed below  the  longitudinal  center  thereof  in 
longitudinal  alignment,  a  rod  in  said  bearings  pro- 
jecting beyond  the  ends  of  said  member,  the  pro- 
jected ends  of  said  rod  being  secured  to  said  tower 
permitting  pivotal  movement  of  the  member 
about  said  rod.  and  a  spring  anchored  at  one  end 
to  the  tower  and  connected  at  an  opposite  end 
with  the  member  adjacent  one  side  of  the  rod 
and  yieldably  urging  an  edge  of  the  member  into 
engagement  with  adjacent  walls  of  the  tower 
house  for  normally  retaining  the  member  in  a 
substantially  vertical  position. 


2,018.889 
AEROPLANE 

Nicholaus  Franzen,  Chicago.  UL 

AppUcation  February  14,  1935.  Serial  No.  6.571 

3  Claims.     (CI.  244 — 25) 

1.  In  an  aeroplane  having  a  motor  and  a  pro- 
peller driven  thereby,  means  for  mounting  said 
motor  for  swinging  movement,  a  fixed  arcuate 
guide  provided  with  a  rib.  said  guide  at  its  re- 
spective opposite  ends  being  provided  with  in- 
tegral housings  and  stop  members  arranged  in 
operative  positions  to  said  housings,  said  motor 
having  a  casing  provided  with  a  bifurcated  pro- 
jection engaging  the  rib  of  said  arcuate  guide. 
and  spring  projected  latch  members  having  a 


working  fit  in  said  housings  and  respectively  co- 
operable  with  respective  stops  and  the  said  pro- 


jection of  the  motor  casing  for  holding  said  mo- 
tor against  a  casual  swinging  movement. 


2.018,890 
LUTE 

Joseph  William  Heltzel.  Warren.  Ohio 

Application  May  19.  1931,  Serial  No.  538,556 

12  Claims.     (CI.  94 — 45) 


1.  A  lute  for  smoothing  road  surfaces,  compris- 
ing a  wood  straight-edge  formed  with  a  longi- 
tudinal incision  therein,  a  steel  core  plate  re- 
ceivable in  the  incision  and  rising  above  the 
straight-edge,  a  handle,  a  plate  connected  to  the 
handle,  at  an  angle  of  substantially  105  degrees  to 
the  axis  of  the  handle  and  said  plate  connected 
to  the  core  plate. 


2  018  891 

PHOTOGRAPHIC    DEVICE  AND  METHOD 

Otho  V.  Kean,  Bronxville.  N.  Y.,  assigrnor  to 

Frederic  P.  Warfield,  New  York.  N.  Y. 

Application  January  24.  1933.  Serial  No.  653.245 

Renewed  March  27.  1935 

26  Claims.     (CI.  95 — 18) 


8.  In  a  device  of  the  character  described  the 
combination  comprising  means  having  an  aper- 
ture, a  fixed  lens  system  associated  therewith,  a 
holder  for  a  light  sensitive  element  In  line  with 
said  system,  means  adapted  for  presenting  at 
certain  times  optical  elements  adapted  for  modi- 
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fylng  light  passing  through  said  system,  mov- 
able means  adapted  for  rectifying  the  image  car- 
ried by  said  modified  or  said  unmodified  light  and 
for  changing  the  direction  of  the  path  thereof 
and  a  holder  for  another  sensitive  element  in 
said  changed  path. 


2  018  892 
MEANS    FOR    ELIMINATING    KNOCKING    IN 

INTERNAL  COMBUSTION  ENGINES 

Leo  B.  Kimball,  New  Haven,  Conn.,  assignor  to 

Fuel   Development  Corporation,  a  corporation 

of  Delaware 

Application  December  2.  1932.  Serial  No.  645,337 

5  Claims.     (CI.  123—98) 


1.  In  a  spark  ignition  control  for  internal  com- 
bustion engines,  having  throttle  valve  controlling 
mechanism  and  an  electric  distributor,  means  for 
determining  the  angular  position  of  the  contact 
points  of  said  distributor,  operative  connections 
between  the  throttle  valve  controlling  mechanism 
and  said  means,  and  manually  operated  means 
combined  with  said  first -named  means  for  deter- 
mining the  limits  of  action  of  the  latter. 


2  018,893 

IGNITION  CONTROL  DEVICE 

Leo  B.  Kimball,  New  Haven.  Conn.,  assignor  to 

Fuel  Development  Corporation,  a  corporation 

of  Delaware 

Application  February  1.  1934.  Serial  No.  709,313 

8  Claims.      (CI.  123—117) 


1.  In  spark  ignition  control  devices  for  internal 
combustion  engines  having  a  throttle  valve,  a 
controlling  lever  therefor  and  an  electric  distribu- 
tor having  distributor  points  and  connected  with 
said  lever  to  cause  displacements  of  said  points 
in  accordance  with  the  power  required  of  the  en- 
gine, an  additional  manually  controlled  device  op- 
erative upon  the  connections  between  said  lever 
and  said  distributor  to  vary  the  effective  length 
of  said  connections  only  during  a  predetermined 
portion  of  the  range  of  the  positions  of  said  dis- 
tributor, to  eliminate  knocking  at  points  of  the 
throttle  valve  opening  within  such  portion  of  said 
range.  - 


2.018,894 
MECHANISM  FOR  LAYING  OUT  CURV'ES 

Alfred  F.  Krumholz,  Chicago,  111. 

Application  May  28,  1932.  Serial  No.  614,145 

29  Claims.      (CI.  33—27) 


*»        J^"»5         <I     --l^ 


11.  In  a  mechanism  of  the  type  described,  the 
combination  of  a  table,  a  frame  mounted  on  said 
table  and  movable  longitudinally  thereof,  a  guide 
on  said  table  underneath  said  frame  in  parallel 
position  with  respect  to  the  direction  of  movement 
of  the  frame,  means  for  moving  said  guide  trans- 
versely of  itself  serving  to  hold  the  guide  against 
swinging  movement  with  respect  to  the  frame,  a 
pencil,  means  mounted  on  said  frame  for  giving 
said  pencil  a  movement  parallel  with  said  guide, 
other  means  for  giving  said  pencil  a  movement 
transversely  of  the  guide  at  right  angles  thereto, 
one  of  said  pencil  moving  means  comprising  in 
effect  a  crank  for  producing  a  simple  harmonic 
movement  of  the  pencil,  and  means  for  actuating 
said  two  pencil  moving  means  in  timed  relation 
to  each  other  serving  to  keep  the  rotary  movement 
of  the  crank  means  proportional  to  the  movement 
of  the  pencil  by  the  other  pencil  moving  means. 


2.018.895 

HANTOLE 

Thomas  G.  Lindsey,  Charleston,  W.  Va. 

Application  March  21,  1935,  Serial  No.  12.318 

5  CUims.      (CI.   16—116) 


1.  A  handle  which  has  top  and  side  wall  sec- 
tions produced  by  a  longitudinal  core  exposed  on 
the  bottom  of  the  handle,  said  handle  having  a 
head  with  a  plug,  there  being  a  bore  to  contain 
an  attachment  bolt,  the  length  of  the  bore  being 
limited  to  the  plug  and  head,  said  core  obviating 
the  necessity  of  making  the  bore  full  length  of 
the  handle. 


2.018.896 
REFRIGERATION 
George   C.   Pearce.   Dayton.   Ohio,   assignor,    by 
mesne    assignments,    to    General   Motors   Cor- 
poration,   a    corporation    of   Delaware 
Application  October  25,  1932,  Serial  No,  639.461 
2  Claims.      (CI.  62 — 4) 
1,  Refrigerating   apparatus  including   a   com- 
pressor, condenser,  and  evaporator  connected  in 
a  closed  circuit,  said  closed  circuit  having  a  con- 
tinuously open  restricted  connection  between  the 
condenser  and  evaporator  for  controlling  the  flow 
of  refrigerant  to  the  evaporator  during  the  op- 
eration  of   the   compressor,   and   for   equalizing 
pressures  within  the  system  to  unload  the  com- 
pressor when  the  compressor  is  idle,  an  electric 
motor  and  electric  circuit  for  operating  the  com- 
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pressor,  means  in  the  electric  circuit  for  stopping 
the  energization  of  the  electric  circuit  when  the 
pressures  within  the  closed  refrigerant  circuit  have 
not  equalized  sufficiently  to  permit  starUng  of 


the  electric  motor  and  after  a  period  of  rest  again 
energizing  the  electric  circuit,  and  means  re- 
sponsive to  the  temperature  of  the  evaporating 
means  for  controlling  the  energization  of  the  elec- 
tric motor. 


2.018.897 

GOLF  CLUB 

William  F.  Beach,  Sprinrfleld.  Mass.,  assifuor  to 

A.  G.  Spalding  A  Bros.,  New  York.  N.  Y.,  a 

corporation  of  New  Jersey 

AppUeation  March  31,   1932,  Serial  No.  6»2,J77 

25  Claims.      (CI.  273 — 80) 


1.  A  golf  club  having  a  hosel.  a  sleeve 
of  rigid  material  therein,  split  lengthwise,  rub- 
ber torsional  means  between  the  sections  of 
the  sleeve  of  rigid  material  and  the  hosel  wail 
and  a  shaft  adapted  to  be  inserted  and  held 
within  the  sectional  sleeve  and  to  spread  said 
sections  to  firmly  seat  the  rubber  against  the 
wall  of  the  hosel,  and  means  on  the  hosel  for 
holding  the  sleeve  of  rigid  material  against  longi- 
tudinal movement  while  allowing  its  expansion 
and  rotative  action  substantially  as  described. 


2.018398 
GOLF  CLUB 
William  F.  Reach,  Springfield.  Mass.,  assignor  to 
A.  G.  SpakUng  A  Bros,,  New  York,  N.  Y.,  a 
corporation  of  New  Jersey 
Application  April  21,  1932,  Serial  No.  606,719        i 

2  Claims.      (CI.  273 — 80) 
1.  A  golf  club  comprising  a  head  having  a  hoi-    ' 
low  hosel.  a  tubular  metallic  shaft,  and  a  tubular    i 
metallic  torsion  absorbing  sleeve  having  its  cen-    i 


tral  portion  weakened,  but  having  Intact  end  por- 
tions, said  sleeve  lying  w.thin  said  hollow  hosel 
with  one  end  portion  attached  to  the  hosel  and 
its  other  end  portion  rotatably  engaged  by  the 
hosel  wall,  the  lower  end  portion  of  the  shaft 


lying  within  the  sleeve  and  extending  across  the 
weakened  portion  thereof,  the  shaft  being  at- 
tached to  the  end  of  the  sleeve  rotatably  engaged 
by  the  hosel  and  rotatably  engaging  the  end  of 
the  sleeve  attached  to  the  hosel. 


2,018,899 

BURNER 

Joseph  P.  Ring.  Wilmington,  Mass. 

AppUeation  February  27.  1934.  Serial  No.  713.203 

3  Claims.      (CI.   126 — 92) 


1.  In  a  burner,  a  burner  head  having  a  flat  top 
and  vertically  arranged  sides  and  ends,  a  radiant 
extending  over  the  entire  length  and  width  of  the 
head,  a  supporting  member  on  which  the  radiant 
is  seated  and  legs  depending  from  the  supporting 
member  and  having  notches  in  the  inner  faces  of 
their  lower  ends,  the  walls  of  which  engage  por- 
tions of  the  upper  face  and  side  and  end  walls 
of  the  burner  head. 


2.018.900 
HEATING  APPARATUS  FOR  AUTOMOTIVE 
VEHICLES 
Harry  Rose.  Plymouth.  Ind. 
Application  September  6.  1934,  Serial  No.  742.903 
23  Claims.     (CI.  257— 137) 
4.  An  automotive  vehicle  heating  unit  compris- 
ing   a    fluid-heated,    air-heating    core,    a   motor 
mounted  in  said  core  and  adapted  to  drive  a  fan 
situated  adjacent  the  core,   a  casing   including 
grille  and  shroud  for  said  core,  motor  and  fan. 
said  casing  consisting  of  complemental  forward 
and  rearward  shells,  means  engaging  said  grille 
and  said  motor  for  securing  the  motor  in  the  core 
and  the  forward  shell  with  grille  to  said  core, 
a   supporting    structure    rigidly    carried    by    the 
core  at  the  interior  thereof,  a  pipe  support  for 
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the  heating  unit  rigidly  secured  to  said  support- 
ing structure  and  extending  out  of  said  core,  said 
pipe  support  constituting  a  passageway  for  fluid 
traveling  through  said  core,  means  for  rigidly 
securing  said  pipe  support  to  a  fixed  part  oi  an 


justment  on   the  lever,  and  a  presser  member 
swivelly  mounted  on  the  guide,  said  presser  mem- 


automotive  vehicle,  and  means  upon  said  pipe 
support  between  said  fixed  part  and  said  rear- 
ward shell  and  between  said  rearward  shell  and 
said  core  for  securing  the  rearward  shell  in  fixed 
relation  to  the  forward  shell  and  the  core. 


2,018,901 

SEPARATOR  DEVICE 

Leo  E.  Rush.  Lafayette,  Ind..  assignor  to  M.  L. 

Joyce,  Lafayette.  Ind. 

Application  July  11,  1932,  Serial  No.  621,885 

3  Oaims.     (CI.  183—2.5) 


1,  In  a  separator  device,  the  combination  of  a 
chamber  having  a  normally  open,  valveless,  vent 
substantially  at  the  highest  point  thereof,  a  tu- 
bular standpipe  in  said  chamber  terminating  be- 
low said  vent  to  form  an  air  collecting  space 
thereabove,  the  liquid  flowing  over  the  end  of 
the  standpipe  and  thereby  permitting  separation 
of  the  entrapped  air.  a  filter  screen  associated 
with  the  chamber  and  through  which  the  liquid 
passes,  a  seat  for  said  screen,  a  spring  normally 
urging  said  screen  to  its  seat,  and  a  sump  for 
collecting  the  screen  separations  Including  an 
apertured  closure  for  said  sump,  said  closure  be- 
ing of  suflRcient  area  to  permit  screen  removal 
for  screen  cleaning,  and  another  closure  for  the 
closure  aperture  to  permit  sump  discharge  with- 
out screen  removal. 


2,018.902 

AUTOMOBILE  TOOL 

Alfred  Schwedland.  Des  Moines.  Iowa 

Application  May  2,  1935.  Serial  No.  19,519 

2  Claims.      (CI.  254— 131) 
1    A  tool  of  the  class  described  comprising  a 
lever  a  hook  on  one  end  of  said  lever  engageable 
with  a  support,  a  guide  mounted  for  sliding  ad- 


ber  including  a  pair  of  spaced  arms  and  a  seg- 
ment mounted  on  the  free  end  portions  of  said 
arms  and  engageable  with  the  work. 


2,018,903 

RUBBER  FINGER   STALL  TOOTHBRUSH 

Roderick  G.  Stevens,  Chicago,  lU.    ^^  ^^^ 

AppUeation  December  8.  1934.  Serial  No.  756.561 

6  Claims.     (CL  15—188) 


1  A  one-piece  finger  stall  tooth  brush  made  of 
flexible  rubber-like  material  and  having  a  base 
teeth  projecting  from  the  base,  a  closed  end 
and  having  a  finger  receiving  opening,  the  mate- 
rial surrounding  the  opening  forming  a  nb  and 
being  IncUned  upwardly  and  forwardly  from  the 
rear  portion  of  the  base  to  permit  easy  insertion 
of  a  finger  into  the  opening. 


2,018,904 
CIRCUIT  BREAKER 

Elmer  H.  Taylor,  Newburyport.  Mass..  assignor 
to  The  Chase- Shawmut  Company.   Newbury- 
port, Mass..  a  corporation  of  Massachusetts 
Application  July  11,  1933,  Serial  No.  679,901 
23  Claims.      (CI.  200—116) 


16.  A  circuit  breaker  comprising  a  movable 
switch  member  including  a  pivoted  plate,  contact 
members  carried  by  said  plate,  a  U-shaped  ther- 
mostatic plate  having  its  legs  fixed  to  said  plate 
and  connected  electrically  between  said  contact 
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member,  an  actuating  member  overlying  said 
movable  switch  member  and  having  a  pivotal  con- 
nection therewith  at  one  side  of  the  pivot  of  said 
switch  member  and  also  having  a  latch  connec- 
tion therewith  controlled  by  said  thermostatic 
plate,  an  over-center  spring  acting  on  said  actu- 
ating member  on  the  side  of  the  pivot  of  said 
switch  member  opposite  the  pivotal  connection 
between  it  and  said  actuating  member,  means 
for  moving  said  over-center  spring  over  center  to 
open  and  close  said  switch,  and  means  providing 
a  fulcrum  adapted  to  be  engaged  by  said  un- 
latched actuating  member  in  the  closed  condi- 
tion of  the  breaker  to  effect  the  circuit  opening 
movement  of  said  movable  switch  member 


2.018.905 

LAMP  CLUSTER 

Wilbur  J.  Urban.  Oak  Park.  Ill 

Application  June  30.  1934,  Serial  No.  733,205 

7  Claims.     (CI.  240—81) 

-a 

~2# 


1  A  lamp  cluster  comprising  in  combination,  a 
body  and  a  lamp  or  shade  supporting  cap  adapted 
to  be  secured  together  by  relative  rotary  move- 
ment with  the  body  supporting  the  cap  and  the 
weight  of  the  lamp  or  shade  tending  to  rock  the 
cap  relative  to  the  body  when  the  cluster  is  moved 
or  jarred,  the  body  having  a  plurahty  of  out- 
wardly directed,  resilient  protuberances  and  the 
cap  having  a  plurality  of  depressed  portions 
adapted  to  frlctionally  engage  the  protuberances 
except  one  to  tightly  hold  the  body  and  cap  to- 
gether, and  a  pair  of  Inwardly  extending  tits 
straddltngly  engaging  the  excepted  protuber- 
ance to  prevent  inadvertent  relative  rotation  of 
the  body  and  the  cap,  the  depth  of  one  of  the  tits 
being  less  than  the  other  to  permit  the  forcible 
passage  over  the  exceoted  protuberance. 


2.018.906 
HOSE  CLAMP 

John  Winter.  Goshen,  Ind..  assignor  to   Winter 
Stampingr  Company.  Goshen.  Ind..  a  corpora- 
tfon  of  Indiana 
Application  March  4.  1935,  Serial  No.  9.324 
4  Claims.      (CI.  24—19) 


1.  In  a  hose  clamp,  the  combination  of  a  flex- 
ible metal  band  having  outturned  ends,  a  link 
having  a  series  of  spaced  slots  any  of  which  is 
engageable  by  an  outturned  end  of  said  band, 
a  clamp  lever  pivotally  mounted  on  the  other 
end  of  said  link  and  having  an  end  portion 
thereof  engageable  by  the  other  outturned  end 
of  the  flexible  band  for  tightening  the  band 
about  a  hose,  said  clamp  lever  having  a  longi- 
tudinal slot  therein,  a  locking  knob,  a  washer 


disposed  on  the  inner  wall  of  the  flexible  metal 
band  and  to  which  the  locking  knob  is  rigidly 
affixed,  said  washer  frlctionally  engaging  the 
surface  of  the  hose  to  retain  the  locking  knob 
In  adjusted  locking  position  on  the  clamp  lever. 


2.018.907 

WEB  HEATING  DE\1CE 

Henry  A.  Wise  Wood.  New  York.  N.  Y.,  assignor 

to    Wood    Newspaper  Machinery   Corporation. 

New  York.  N.  Y..  a  corporation  of  Virginia 

ApplicaUon  January  27.  1932.  Serial  No.  589.123 

6  Claims.     (CI.  154 — 42) 


\f 


1.  The  combination  with  a  web  splicing  device, 
of  an  electrical  heating  means  located  in  position 
to  heat  the  inner  layers  of  the  web  that  is  to  be 
spliced  to  a  new  roll  and  means  for  thereafter 
bringing  said  web  Into  contact  with  a  new  roll 


2.018.908 

PRUNING  TOOL 

Percy  Allen.  Oakland.  Maine 

Application  January  21,   1933,  Serial  No.  652.808 

8    Claims.      (CI.    30—11) 


1.  A  pruning  tool  of  the  class  described  In- 
cluding a  handle,  a  saw  blade  fixed  to  and  pro- 
jecting from  the  end  of  the  handle,  a  yoke  struc- 
ture Including  a  portion  encircling  the  handle 
and  having  limited  sliding  and  rocking  move- 
ment with  respect  thereto,  said  yoke  structure 
including  a  hook  portion  adapted  to  engage  a 
branch  to  be  severed  and  means  including  said 
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hook  portion  affording  a  guide  for  reciprocating 
movement  of  the  saw,  that  portion  of  the  yoke 
structure  which  encircles  the  handle  Including  a 
lateral  extension  and  a  flexible  device  attached 
to  said  extension. 


2.018,909 

HINGE 

Maud  L.  Anderson,  Aurora,  III. 

Application  March  10,  1934,  Serial  No.  714,915 

6  Claims.      (CI.   16—166) 

— S 


M  - 


1.  A  hinge  comprising  a  pillar  member,  a  door 
member,  said  pillar  member  comprising  a  base 
secured  to  and  recessed  into  the  pillar  and  shaped 
to  form  a  housing,  a  carrier  member  fitted  in 
said  hoasing  and  detachably  secured  to  the  pillar 
member,  a  portion  of  the  rear  wall  of  the  base 
member  being  recessed  into  the  carrier  member 
to  relieve  the  fastening  means  of  the  carrier 
member  from  strain,  a  rocker  member  pivoted 
at  one  end  within  the  carrier  member  and  piv- 
otally connected  at  its  other  end  to  the  door 
member,  said  rocker  member  being  foldable  into 
the  carrier  member,  rigid  arms  extending  from 
the  door  member  and  projecting  into  the  carrier 
member,  and  sliding  connections  between  said 
arms  and  the  carrier  member  on  opposite  sides 
of  the  rocker  member  and  remote  from  the  pivots 
of  the  rocker  member. 


2.018,910 
KING  PIN  GAUGE 
Claude   C.   Bennett.   Seattle.   Wash.,  assignor  to 
A.  E.  Feracen,  Inc.,  Seattle,  Wash.,  a  corpora- 
tion of  Washington 

Application  April  14,  1931.  Serial  No.  529,959 
6  Claims.      (CI.  33—203) 


f'F7gH9'tt  fi 


1.  In  a  king  pin  gauge,  a  mounting,  two  spaced 
parallel  fingers  thereon  adapted  for  application 
to  reference  points  in  an  axle  and  spindle  as- 
sembly, whereby  said  mounting  is  disposed  par- 
allel to  the  king  pin  axis,  and  a  third  finger  ex- 
tending from  the  side  of  said  mounting  opposite 
said  fingers  for  steadying  contact  with  the  axle, 
whereby  said  mounting  may  be  held  firmly  in  the 
desired  position  relative  to  the  king  pin  axis,  and 
gravity-controlled  gauge  means  carried  by  said 
mounting  to  determine  its  space  disposition,  and 
therefore  the  space  disposition  of  the  parallel 
king  pin  axis,  with  respect  to  two  vertical  ref- 
erence planes. 


2,018.911 

COMPOSITE    CONSTRUCTION    MATERIAL 

AND  METHOD  OF  MAKING  THE  SAME 

Philip  B.  Brill,  New  Haven,  Conn.,  and  George 
H.  Ellis,  St.  Paul,  Minn.,  assignors  to  The 
Insulite  Company,  Minneapolis,  Minn.,  a  cor- 
poration of  Minnesota 

Application  June  29.  1934.  Serial  No.  733,078 
11  Claims.     (CI.  72 — 68) 


7.  A  composite  structural  unit  formed  from  a 
core  of  pulped  ligno-cellulose  material,  surface 
plates  of  metal  flanking  the  said  core  on  opposite 
sides,  a  casein  cementing  medium  securing  the 
core  and  the  surface  plates  together,  and  kerfs 
extending  along  at  least  two  edges  of  said  com- 
posite materlEil. 


2.018,912 

HYDRAULIC  BRAKE  APPARATUS  FOR 

HEA\'Y  VEHICLES 

Eugene  G.  Carroll,  Los  .\ngeles.  Calif.,  assignor, 
by  mesne  assignments,  to  Bendix  Brake  Com- 
pany. South  Bend.  Ind..  a  corporation  of  Illi- 
nois 
Application  Novemll>er  11.  1930.  Serial  No.  494,993 
In  Great  Britain  November  11,  1929 
23  Claims.      (CL  188—152) 


16.  In  hydraulic  brake  apparatus,  a  cylinder 
for  fluid,  means  including  a  piston  for  applying 
pressure  to  said  fluid,  means  including  a  separate 
piston  having  a  smaller  diameter  for  applying  ad- 
ditional pressure  to  said  fluid,  means  associated 
with  one  of  said  pistons  for  trapping  a  quantity 
of  fluid  previously  supplied  by  the  other  said 
piston,  and  separate  levers  controlling  the  two 
pistons. 


2.018,913 

WHEEL 

John  R.  Cautley,  South  Bend,  Ind..  assignor  to 

Bendix  Brake  Company,   South  Bend,  Ind.,  a 

corporation  of  Illinois 

Application  September  11.  1931.  Serial  No.  562.248 

3  Claims.     (CI.  78 — 54 1 


1.  In  a  wheel  construction  having  sheet  metal 
disc  side  members  secured  at  their  peripheries  to 
each  side  of  a  channel  sectioned  sheet  metal  rim 
member  by  a  plurality  of  riveted  joints,  the  com- 
bination, in  each  of  said  riveted  joints,  of  over- 
lapped portions  of  said  rim  member  and   side 
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members  having  a  beli  mouthed  aperture  there- 
through, a  rivet  seated  therein  having  a  corre- 
spondingly shaped  head  portion  and  a  cylindri- 
cal portion,  said  head  portion  assimilating  a 
fnistrum  of  a  hyperboloid.  said  cylindrical  por- 
tion flowing  into  and  smoothly  connecting  with 
said  head  portion,  and  said  head  porUon  being 
of  such  shape  and  so  arranged  in  said  aperture 
that  the  plane  of  shear  between  said  overlapped 
portions  passes  through  a  section  of  the  hyper- 
boloid head  portion  of  said  rivet  that  is  of  con- 
siderably greater  cross  section  than  the  mini- 
mum cross  section  of  the  said  head  portion. 


2.018,914 
INTERNAL  COMBUSTION  ENGINE 
Wilhelm  Endres,  Danzig-Langfiihr.  Free  City  of 
Daiudg.  asairnor  to  Mmschinenfabrik  Aariburr- 
Niimberg   A.-G..   Auffsburr,    Germany,   a   cor- 
pormtion  of  Germany 
Original   application   July   24.    1930.    Serial    No. 
470.291.     DiTid«d  and  this  appUcation  Septem- 
ber 10.  1934.  Serial  No.  743.390.     In  Germany 
July  29.  1929 

2  Claims.     (CI.  123—119) 


fVy 


1.  In  a  power  system  for  aircraft,  an  internal 
combusUon  engine  operating  with  air  scavenging 
a  scavenging  air  blower  operatively  connected  to 
the  engine  shaft  to  provide  a  scavenging  air  flow 
to  the  engine  at  a  definite  pressure  when  operat- 
ing under  normal  atmospheric  pressure  condi- 
tions, and  a  variable  speed  blower  for  supplying 
air  to  said  scavenging  air  blower  at  substantially 
normal  atmospheric  pressure,  and  a  variable 
speed  transmission  between  said  blowers. 


2.018.915 

BRAKE  OPERATING  MECHANISM 

Bryan  E.   House.   South  Bend.  Ind..  assignor  to 

Bendix  Products  Corporation.  South  Bend,  Ind. 

a  corporation  of  Indiana 

Application  June  4.  1934,  Serial  No.  728.870 

2  Claims.     (CI.  188 — 106) 


1.  Brake-operating  means  comprising  a  hori- 
zontal drum  rotatable  about  a  vertical  axis  and 
having  a  generally  cylindrical  flange,  a  pedal  and 
an  emergency  operator  Independently  connected 
to  said  drum,  and  a  plurality  of  brake-operating 
connections  connected  to  :;aid  flange  and 
wrapping  upon  said  flange  in  applying  the  brakes 
said  drum  having  a  central  pivot  and  a  member 
at  one  side  of  its  center  and  either  of  which  will 
support  it  in  applying  the  brakes. 


2,018,916 
STERILIZING  UQUIDS 
Georg  Alexander  Kraose.  Munich.  Germany,  as- 
signor  to   Katadyn.  Inc.,   Dover,  Del.,   a  cor- 
poration of  Delaware 
No     Drawing.     Application     October     11.     1930 
Serial   No.  488.190.     In   Germany   October   12, 

7  Claims.     (CI.  99—15) 

4.  A  process  for  sterUizing  liquids  which  com- 
prises the  primary  step  of  contacting  the  liquids 
with  a  sterilizing  gas  and  the  secondary  step  of 
subsequently  contacting  said  partially  sterilized 
liquids  with  an  oligodynamically  active  substance 
and  finally  submltUng  said  liquid  to  a  rest  period 
before  use  whereby  the  oligodynamic  substance 
may  become  effective,  said  sterilizing  gas  acting 
as  a  rapid  destroyer  of  bacteria,  and  said  oligo- 
dynamic substance  giving  a  permanent  bacteH- 
cldal  power. 


2,018.917 
BUCKET  PRESSURE  UNLOADER 
Carl    E.    L.    Upman,    Chicago,    111.,    assignor    to 
Upman  Patents   Corporation.  Chicago.  lU.    a 
corporation  of  Delaware 

AppUcation  March  9,  1931.  Serial  No.  521.276 
3  Claims.      (CI.  230—24) 


1.  A  hermeUcally  sealed  motor  compressor  unit 
having  means  for  circulating  lubricating  oil 
therethrough,  a  by-pass  between  the  high  and 
low  pressure  sides  of  the  compressor,  a  valve  in 
said  by-pass,  a  pivoted  oil  cup  disposed  beneath 
a  portion  of  the  motor  compressor  unit  and  ar- 
ranged to  collect  a  portion  of  the  oil  dripping 
tnerefrom,  said  cup  having  a  restricted  drain 
opening,  a  counter -balance  for  said  cup  and  con- 
nections between  said  cup  and  aid  valve  for 
actuating  the  latter  to  substantially  equalize  the 
pressures  in  the  high  and  low  pressure  sides  of 
said  compressor  upon  stopping  of  the  latter 


2.018.918 
METHOD    AND    DEVICE    FOR    SEPARATING 
^  .      ,  COHERENT  TOBACCO  LEAVES 
Valentin  Lorents,  Dresden -Hohendolzschen   Ger- 

taany.  assignor  to  Carl  Bergmann.  Dresden- A.. 

Germany 

AppUcation  May  29,  1931.  Serial  No.  541,077 
In  Germany  July  28,  1930 
8  Claims.      (CI.   131 — 60) 

1.  A  device  for  separating  coherent  tobacco 
leaves,  comprising  a  mechanical  rotating  carrier 
with  a  piping  for  the  discharge  of  tlie  leaves  a 
receiver  for  the  loosened  tobacco  leaves  a  second 
receiver  for  catching  coherent  leaf  portions  and 
foreign  substances  contained  in  the  tobacco  the 
coherent  leaf  portions  being  projected  by  cen- 
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trifugal  force  beyond  the  receiver  for  the  tobacco 


leaves  and  caught  by  the  second  receiver,  and  a 
conveyer  for  the  separated  leaves. 

2,018,919 
PARTING   STRIP 

Carlo  Mancini,  Stratford,  Conn. 

AppUcation  November  3,  1934,  Serial  No.  751,357 

8  Claims.      (CI.  20 — 52.4) 


f^^L^'-r^MTl 


1.  In  a  window  construction  including  a  frame 
having  vertical  side  jambs,  a  sill  and  a  pair  of 
sashes  vertically  slidable  between  said  side  jambs, 
one  of  said  side  jambs  having  a  groove  in  its  inner 
face,  a  parting  strip  comprising  an  elongated  hol- 
low body  substantially  rectangular  in  transverse 
section  and  having  a  portion  received  In  said 
groove  with  its  inner  wall  at  the  bottom  of  the 
groove,  said  strip  having  its  opposite  wall  com- 
prising two  sections  overlapping  and  slidable  past 
one  another  to  permit  the  other  side  walls  of  the 
body  to  yield  toward  and  from  one  another,  and 
a  means  projecting  upwardly  from  the  sUl  into 
the  body  and  maintaining  the  lower  portion  of  the 
inner  wall  of  the  body  within  the  groove. 

2,018,920 

RET.^INING  VJ^ALL 

Herbert  B.  Mette,  Lakewood.  Ohio 

AppUcation  March  23,  1934.  Serial  No.  717,124 

7  Claims.      (CI.  61—39) 


1.  A  retaining  wall  structure  comprising  a 
metal  frame,  separate  unitary  metal  panels,  and 
means  for  securing  said  panels  in  assembly  with 
the  frame  structure  so  as  to  form  the  wall  there- 
of preparatory  to  filling  in  material  at  the  back 
thereof,  said  panels  each  including  a  front  flat 
member  and  a  rear  bowed  element  having  its  ends 
affixed  thereto  and  with  its  convex  side  towards 
the  rear  so  as  to  distribute  the  load  applied 
thereto  to  the  frame. 

t.018.921 
BOX 
WilUam  Newman.  Middletown.  Ohio,  assifrnor  to 
The    Gardner-Richardson    Company,    Middle- 
town.   Ohio,   a  corporation   of  Ohio 
AppUcation    May    24,    1934,    Serial    No.    727,232 
5  Claims.      (CI.  229—52) 
1.  A   folding   paper   box   comprising   opposite 
sides   hinged   together   and   having   cooperating 


end  flaps  opposite  their  hinged  connection,  one 
end  flap  being  arranged  on  the  outside  and  one 
on  the  inside  of  the  box  to  form  a  box  end,  said 
inside  and  outside  flaps  each  having  an  inte- 
gral handle-forming  portion  extending  perpen- 
dicularly to  the  box  end  with  the  two  handle- 
forming    portions   coinciding    when   the    box    is 


closed,  said  inside  end  flaps  having  a  slot  adja- 
cent each  end  of  the  handle  starting  at  a  point 
spaced  outwardly  of  the  handle  end  and  extend- 
ing out  angularly  away  from  the  handle  end,  the 
outside  end  flap  projecting  beyond  the  handle 
ends  and  having  hooked  corner  portions  tucked 
into  said  slots  so  as  to  form  an  interlock  holding 
the  box  closed. 


2  018  922 
RADIATOR  CONSTRUCTION 

Oscar  C.  Palmer,  Phoenix.  Arii. 

AppUcation  September  9.  1931.  Serial  No.  561,859 

4  Claims.      (CI.  257—130) 


3.  A  fln  for  spacing  water  tube  members  of  a 
radiator,  comprising  a  plate  having  transverse 
corrugations,  a  portion  of  the  crest  of  each  cor- 
rugation being  deflected  inwards  to  provide  a 
section  of  excess  material  lying  within  the  con- 
cave side  of  the  associated  corrugation,  and  each 
of  said  sections  of  excess  material  being  severed 
from  the  remainder  of  said  plate  along  that  edge 
thereof  which  is  proximal  to  the  front  of  the 
radiator,  thereby  presenting  a  cutting  edge  to 
the  stream  of  air  flowing  through  the  radiator, 
the  line  of  severance  of  each  of  said  sections  ex- 
tending from  the  crest  of  the  associated  corruga- 
tion into  both  side  walls  thereof,  but  to  a  greater 
distance  in  one  side  wall  than  In  the  other, 
thereby  presenting  a  section  which  is  asymmet- 
rical with  respect  to  the  associated  corrugation, 
and  adjacent  sections  in  each  corrugation  being 
misaligned  with  respect  to  each  other. 


2.018,923 

RESILIENT   ATTACHMENT  FOR   HANT>LES 

Joseph  L.  Potter.  Indianapolis.  Ind. 

AppUcation  September  29.  1934,  Serial  No.  746,161 

10  Claims.     (CL  43—23) 

1.  A  handle  having  a  longtludinal  socket  and 

a  hollow  bushing  at  the  bottom  of  the  socket. 

in  combination   with   a    rod   much   smaller    in 

diameter   than   the   diameter   of   the   socket   to 

allow  lateral  movement  of  the  rod,  said  rod  being 
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seated  in  the  hollow  of  the  bushing  to  swinglngly 
move  thereabout,  and  a  knob  mounted  on  and 


adjustable  longitudinally  of  the  rod  to  vary  the 
swinging  movement  of  the  rod. 


2,018.924 
APPARATUS  FOR  PRODUCING  MUSICAL 

TONES 

Richard  Howland  Ran«:er,  Newark.  N.  J. 

Application  October  29,   1932.  Serial  No.  640,225 

12    Claims.      (CI.    84 — 1) 


^« 


1.  In  apparatus  for  producing  musical  sounds, 
in  combination  an  audio  frequency  amplifier  hav- 
ing a  grid,  and  means  for  impressing  upon  the  grid 
an  alternating  voltage  of  audio  frequency  com- 
prising an  electric  circuit  including  in  series  a 
high  voltage  current  generator,  a  resistance  and 
a  variable  condenser,  with  means  for  varying  the 
capacity  of  said  condenser  substantially  in  ac- 
cordance with  a  sine  wave  pattern  at  an  audio 
frequency  rate  together  with  a  second  means  for 
independently  varying  the  capacity  of  said  con- 
denser in  accordance  with  a  wave  curve  pattern 
at  a  relatively  slow  rate  to  provide  a  tremulo. 


2.018.925 

MEANS  FOR  CONTROLLING  FURNACE 

COMBUSTION 

Ernest  Otto  Scheerer.  Linden.  N.  J. 

Application  July  10.  1934.  Serial  No.  734,446 

2  Claims.  (CI.  236—15) 
1.  The  combination  with  a  furnace  blower,  of 
a  shutter  for  reducing  the  output  of  the  blower,  a 
governor  mounted  to  rotate  with  the  rotor  of  the 
blower  and  connected  to  the  shutter  to  operate  the 
same,  a  disc  for  operating  the  governor  to  cause 


It  to  vary  its  action  on  the  shutter,  a  lever  having 
means  to  engage  the  opposite  sides  of  the  disc, 


and  means  responsive  to  the  presence  of  carbon 
dioxide  gas  for  operating  the  lever. 


2  018  926 
METHOD  AND  APPARATUS  FOR  EXCA- 
VATING TUNNELS 

George  J.  Schroepfer.  St.  Paul.  Minn. 

ApplicaUon  April  23,  1934,  Serial  No.  721.906 

2  Claims.     (CI.  262— 7) 


n      iT      »     » 

i.  The  method  of  cutting  a  channel  In  sand- 
stone or  the  like,  which  comprises  directing 
against  the  material  a  plurality  of  jets  of  air  In 
closely  spaced  relationship  and  arranged  suc- 
cessively lengthwise  of  said  channel,  and  causing 
said  jets  to  move  bls  a  unit  lengthwise  of  said 
channel,  whereby  sand  particles  loosened  by  a 
leading  jet  are,  Immediately  upon  being  loosened, 
caught  by  a  trailing  jet  and  caused  thereby  to 
efTect  an  abrading  action  upon  unloosened  sand 
particles  in  said  channel. 


2.018.927 
FABRIC  MANUFACTURE 
Howard  L.  Shuttleworth.  Garfield  J.  Underwood, 
and  William  H.  Howe.  Amsterdam.  N.  Y..  as- 
signors to  Mohawk  Carpet  Mills.  Inc..  Amster- 
dam, N.  Y.,  a  corporation  of  New  York 
Application  December  21,  1933.  Serial  No.  703,362 
17  Claims.     (CI.  139 — 406) 

14.  A  rug  which  comprises  stuffer  warps,  weft 
shots  inserted  above  and  below  the  staffer  warps, 
binder  warps  crossing  over  and  under  the  weft 
shots  to  bind  them  in  the  fabric,  and  pile  warp 
yarns  from  two  different  supplies  present  to- 
gether throughout  the  fabric  and  rai.sed  out  of 
the  fabric  to  form  pile  in  different  sub-divisions 
of  the  fabric,  the  pile  yarn  from  each  supply  ly- 
ing as  dead  yam  in  those  sub-divisions  of  the 
fabric  in  which  the  yarn  from  the  other  supply 
forms  the  pile,  the  pile  warp  yarns  from  each 
supply  having  colors  printed  thereon  in  accord- 
ance with  a  pattern,  the  pattern  on  each  yarn 
having  a  repeat,  the  length  of  which  is  a  factor 
of  the  lengths  of  both  yarns  present  in  said  rug. 


October  29,  li>35 


U.  S.  PATENT  OFFICE 


1031 


2,018.928 
WHEEL 
William   Stelzer,   South  Bend,  Ind.,  assignor  to 
Bendix  Brake  Company.  South  Bend.  Ind..  a 
corporation  of  Illinois 

Application  July  28,  1930,  Serial  No.  471,123 
4  Claims.     (O.  301—6) 


2.  A  wheel  structure  including  a  body  consti- 
tuted in  part  of  oppositely  inclined  portions  of  a 
brake  drum  head,  together  with  a  disc  oppo- 
sitely inclined  to  at  least  some  of  the  oppositely 
inclined  portions  of  the  drum  and  having  spokes 
extending  from  its  periphery. 


2  o|g  929 

BASKET  EMPTYING  DEV^CE 

Ray  H.  Stlllman  and  Carl  E.  Anderson. 

Eatontown.  N.  J. 

Application  December  14.  1932.  Serial  No.  647.118 

5  Claims.     (CI.  226—58) 


1.  A  portable  basket-emptying  device  consist- 
ing of  an  cxpandible  funnel-shaped  holder  adapt- 
ed when  passed  with  its  large  end.  which  is  formed 
by  an  open  wire  ring  provided  with  a  downwardly 
extending  handle  at  each  side  of  the  opening, 
over  the  rim  of  a  basket,  to  form  a  single  handle 
grippingly  engaging  the  body  of  the  basket  for  the 
purpose  of  lifting  and  tilting  the  same  with  one 
hand,  so  that  its  contents  may  be  emptied  Into  a 
bag  placed  over  the  small  end  of  the  said  holder 
and  held  thereon  with  the  other  hand. 


2  018.930 
PISTON  RING-GROOVE  SCRAPER  AND 

GROOVE  DEEPENER 
Charles  D.  Stromgren.  Los  .\ngeles.  Calif. 
Application  November  23.  1934.  Serial  No.  754,483 
5  Claims.     (CI.  15—104.01) 
5.  A  piston  ring  groove  scraper  and  deepener 
comprising:  a  straight  bar  having  one  end  bent 
back  upon  itself  to  form  two  spaced  piston  engag- 
ing points;  a  cutter  post  mounted  on  the  straight 
portion  of  said  bar  slidable  longitudinally  of  said 
bar  along  the  straight  portion  of  said  bar  and 


adjustably  movable  transversely  of  the  bar.  said 
post  having  a  slot  therein  to  receive  said  bar; 


and  a  cutter  on  one  end  of  said  post  arranged 
to  engage  the  piston  ring  groove  oppositely  of 
said  bent  end  of  the  bar. 


2  018  931 
CRANK  SHAFT  FORMING  MACHINE 
Clarence  S.  Swanson.  Chicago,  111.,  and  Dana  R. 
Cornell  and  Carl  Albin  Aldrin,  East  Chicago, 
Ind.,  assignors  to  Standard  Forgings  Company, 
Chicago,  111.,  a  corporation  of  Illinois 
Application  August  1,  1932,  Serial  No.  627,202 
15  Claims.     (CI.  29—6) 


15.  A  crank  shaft  forming  machine  comprising 
stationary  die  supporting  means,  movable  die 
supporting  means,  dies  on  the  stationary  and 
movable  supporting  means,  said  dies  including  re- 
cesses to  receive  a  crank  shaft  portion,  at  least 
one  of  said  dies  including  a  separable  part  to 
clamp  said  portion,  interlocking  means  between 
the  stationary  and  movable  die  supports  for  se- 
curing said  supports  against  lateral  separation 
and  for  carrying  the  movable  die  support  and  for 
guiding  the  movements  of  the  latter  in  an  arcuate 
path,  and  means  for  actuating  the  movable  die 
support. 

2,018,932 
PRESS 

Harry  Thome.  Rockford.  HI. 

Application  December  15,  1933.  Serial  No.  702.509 

8  Claims.     (CI.  100—44) 

1.  An  article  of  the  character  described  com- 
prising a  body  having  a  chamber  open  at  one  end 
and  a  laterally  disposed  handle,  a  grid  across  the 
open  ^nd  of  the  chamber,  a  screw  supported  op- 
posite said  grid,  a  presser  foot  carried  by  the 
screw  for  movement  toward  and  away  from  the 
grid  upon  rotative  movement  between  the  screw 
and  the  support,  Indexing  mechanism  for  im- 
parting intermittent  rotation  between  the  screw 
and  its  support  including  a  handle  positioned  for 
reciprocation  through  a  small  amplitude  above 
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said  first  mentioned  handle  and  in  a  plane  trans- 
verse  to  the  axis  of  the   screw   for  urging   the 


presser  foot  toward  the  grid  to  express  material 
through  the  grid. 

2.018,933 

IDLE  LOCK  FOR  CALCULATING  MACHINES 

Joseph  A.  V.  Turck,  Chicago,  IlL,  assirnor  to  Felt 

&  Tarrant  Manafactnrinir  Company.  Clilcafo, 

lU.,  a  corporation  of  Illinois 

AppUcaUon  October  29.  1932.  Serial  No.  640.229 

18  Claims.     (CI.  235 — 130) 


1.  In  a  power  driven  calculator,  the  combina- 
tion of  multiple  order  key-responsive  accumula- 
tor mechanism,  power  means  for  accomplishing 
accumulator  movements  of  said  accumulator 
mechanism,  manipulative  devices  arranged  in  a 
plurality  of  orders  for  determining  the  accumu- 
lating movements  in  the  performing  of  calcu- 
lation, and  means  individual  to  each  order  for 
rendering  said  manipulative  devices  inoperative 
except  when  said  power  means  is  in  motion. 

2,018.934 

HOLDER  FOR  ORNAMENTS  AND  METHOD 

OF  DETACHING  THE  SAME 

Alfred  H.  Vofel.  Sandusky.  Ohio 

Application  May  7.  1935.  Serial  No.  20,260 

2  CUims.     (CI.  206—82) 


f^ 
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ing  a  high  degree  of  capillarity,  one  face  of  said 
sheet  having  sugar  ornaments  adhered  thereto 
by  the  adhesiveness  of  the  sugar. 


2.018,935 

POLY-HALOGEN-DERIVATIVES   OF   PYRENE 

AND   A  PROCESS  OF  PREPARING  THEM 

Heinrich  Vollmann.  Frankfort-on-the-Main- 
Hochst,  and  Hans  Becker,  Hofheim-on-the- 
Taunus.  Germany,  assizors  to  General  Aniline 
Works.  Inc..  New  York.  N.  Y..  a  corporation  of 
Delaware 

No  Drawlnf.  ApplicaUon  September  1.  1933. 
Serial  No.  687.914.  In  Germany  September  10. 
1932 

5  Claims.     (CI.  260 — 61) 
1.  The  compounds  of  the  general  formula; 


containing  one,  two  or  three  pairs  of  further 
chlorine  atoms,  the  members  of  the  single  pairs 
standing  not  in  the  same  nucleus  but  in  opposite 
nuclei  I  and  III  or  II  and  IV,  respectively. 


2.018.936 
EYELETING   MACHINE 

William  S.  Watt,  PortUnd,  Oref . 

Application  February  21.  1934,  Serial  No.  712,345 

5  Claims.     (CI.  218—15.1) 


1.  As  an  article  of  manufacture  a  display  hold- 
er comprising  a  sheet  of  soft  flexible  material  hav- 


4.  In  a  device  of  the  class  described  the  com- 
bination of  a  rockable  hopper  having  a  spring 
urged  bottom  and  an  Inclined  raceway  communi- 
cating therewith,  the  end  of  said  raceway  near 
said  hopper  being  uppermost,  eyelet  inserting 
means  associated  with  said  raceway,  cam  means 
for  moving  said  raceway  out  of  its  normal  re- 
lationship with  said  eyelet  inserting  mechanism 
during  the  Inserting  operating  and  means  for 
agitating  the  eyelets  at  their  point  of  entrance 
to  said  raceway. 
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2.018,937 

PAPER  PULP  AND  METHOD  OF  MAKING 

THE  SAME 

Sidney  D.  Wells  and  Gerald  D.  Mu^Kleton,  Ap- 

pleton.    Wis.,    asslfnors    to    Lewis    L.    Alsted. 

Appleton.  Wis. 

Application  December  10,  1932.  Serial  No.  $46^88 

5  Claims.     (CI.  92— «) 


1.  A  substantially  white  bleached  fibrous  mate- 
rial containing  not  less  than  20'^r  of  pentosans 
and  not  less  than  lO^r  of  lignin  with  the  remain- 
der substantially  cellulose. 

2.  The  hereindescribed  method  of  producing 
paper  pulp  from  fibrous  vegetable  material  which 
consists  in  washing  the  material  to  free  it  from 
non-fibrous  foreign  matter,  crushing  the  washed 
material  in  a  rod  mill  and  digesting  and  disin- 
tegrating the  material  in  a  cooking  liquor  ob- 
tained in  part  by  forcible  removal  from  the  pulp 
later  in  the  process,  blowing  steam  into  the  rod 
mill  during  the  digesting  and  disintegrating  ac- 
tion, thereafter  washing  the  material  counter- 
currently  and  finally  bleaching  the  material  while 
maintaining  the  mass  alkaline  throughout  the 
bleaching  operation  so  as  to  preclude  chlorina- 
tion  of  the  lignin. 


2  018  938 
APPARATUS  FOR  AND  METHOD  OF  TREAT- 
ING   AND    HANDLING    PAPER   PULP    AND 
SIMILAR  FIBROUS  MATERIALS 

Sidney  D.  Wells,  Appleton.  Wis.,  assirnor  to 

Lewis  L.  Alsted,  Appleton,  Wis. 

Continuation  of  application   Serial  No.  619.863, 

June   29,    1932.     This   application    January   9, 

1933,  Serial  No.  650,935 

19  Claims.     (CI.  92— 9) 

1.  The  hereindescribed  process  of  removing 
printing  Ink  from  paper  comprising  disintegrat- 
ing the  paper  and  agitating  it  in  a  soapy  solution 
until  the  ink  is  loosened  from  the  paper  and  a 
foamy  mass  is  produced  containing  substantially 
no  free  liquid  and  having  the  particles  of  the  ink 
pigment  carried  by  the  films  of  the  bubbles  of  the 
foam  and  separating  the  bubbles  with  the  ink  pig- 
ment thereon  from  the  fibers. 

12.  An  apparatus  for  removing  printing  ink 
from  pai)er  comprising  means  for  disintegrating 
the  paper  and  agitating  the  same  in  a  soapy 
solution  until  a  foamy  mass  is  produced  consist- 
ing of  fibers  and  innumerable  soap  bubbles  on 
the  films  of  which  particles  of  the  ink  pigment 
are  carried,  means  for  expressing  a  portion  of 
said  soap  bubbles  together  with  the  pigment  par- 
ticles thereon  from  the  fibers,  means  for  refoam- 
ing  the  fibers  with  their  remaining  soap  bubbles, 
4S9  0.  G.— «« 


means  for  separating  soap  bubbles  with  pig- 
ment particles  thereon  from  the  refoamed  mass, 
means  for  washing  the  soap  bubbles  from  the 
fibers  following  the  action  of  said  separating 
means,  and  a  circulating  system  for  the  soapy 
solution  interconnecting  said  means  to  cause  the 
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soapy  solution  to  travel  through  the  apparatus 
in  a  direction  counter  to  that  in  which  the  fibers 
are  going  whereby  to  cause  the  solution  to  gain 
and  the  fibers  to  lose  ink  as  they  pass  through 
the  apparatus. 


2.018,939 
ARMORED  ELECTRICAL  CABLE 
Joseph   Wertiheiser,   Newark,   N.  J.,   and   Harry 
Charmoy,  Long  Island  City,  N.  Y.,  assignors  to 
Hillside  Cable  Co.,  Hillside,  N.  J.,  a  corporation 
of  New  Jersey 
Application  May  15,  1935,  Serial  No.  21.524 
9  Claims.     (CI.  247—43) 


1.  An  armored  electric  conductor  comprising 
an  insulated  wire,  a  protective  covering  of  in- 
sulating material  surrounding  the  wire,  a  me- 
tallic sheath  enclosing  the  protective  covering, 
and  an  insulating  split  bushing  having  a  leading 
corner  protruding  longitudinally  in  advance  of 
the  rest  of  the  bushing  at  one  edge  of  the  split 
to  facilitate  introduction  and  anchorage  of  said 
edge  against  the  inner  wall  of  the  metallic  sheath, 
the  edges  of  the  said  split  bushing  being  in  over- 
lapF>ed  relation  to  facilitate  wedging  the  other 
edge  between  the  anchored  edge  and  the  protec- 
tive covering,  with  the  bushing  completely  en- 
circling the  contents  of  the  armored  sheath. 


1034 


OFFICIAL  GAZETTE 


29, 1U35 


2.018,940 

COMMUNICATION  SYSTEM 

Philip  D.  Adler,  Kewanee.  111. 

AppUcaiion  September  2.  1933.  Serial  No.  687,981 

3  Claims.     iCl.  250—2) 


1.  In  a  "call  signal"  radio  communication  sys- 
tem for  giving  advance  notice  that  emergency 
news  is  about  to  be  broadcasted,  a  conventional 
radio  receiver  for  receiving  the  broadcasted 
emergency  news,  said  receiver  being  tunable  to 
receive  various  broadcasts  at  different  conven- 
tional frequencies,  a  non-conventional  wave  re- 
ceiver for  receiving  a  "call  signal"  indicating  that 
the  emergency  news  is  about  to  be  broadcasted, 
a  common  source  of  power  for  said  receivers,  and 
a  single  control  switch  for  said  receivers,  said 
switch  being  interposed  between  said  receivers 
and  said  source  of  power  and  selectively  ener- 
gizing either  or  both  of  said  receivers. 


2.018.941 

VALXT 

Alex  Begun  and  Robert  W.  Wise.  Detroit.  Mich. 

Application  March  25,  1935.  Serial  No.  12.762 

1  Claim.     (CI.  72—7) 


A  three-layer  vault  comprismg  a  body  part 
and  a  cover  part,  each  part  before  being  asso- 
ciated with  the  other  comprising  inner  and  outer 
layers  of  concrete  between  which  is  a  layer  of 
asphalt,  one  part  having  a  tongue  and  the  other 
part  having  an  asphalt -filled  groove  Into  which 
the  tongue  fits  when  the  parts  are  placed  in  asso- 
ciation, the  asphalt  layer  of  one  part  being  ex- 
posed at  the  tongue,  and  the  asphalt  layer  of 
the  other  being  in  integrated  connection  with 
the  asphalt  which  fills  the  groove  the  tongue  in- 
cluding two  concrete  layers  between  which  and 
protected  by  which  Is  the  asphalt  layer  thereof, 
the  asphalt  filling  the  groove  being  protected  by 
the  concrete  layers  of  the  grooved  parts,  which 
layers  at  their  edges,  are  separated  to  define  the 
groove,  the  asphalt  layers  of  the  parts  being 
integrated  when  the  parts  are  brought  together 
through  the  mutual  engagement  of  the  asphalt 
layers  with  the  asphalt  which  fills  the  groove. 


2,018.942 
GALVANIC  BATTERY 

Henry  Winder  Brownsdon,  Moseley.  Birminf  ham. 
and  Richard  Chadwick.  Heaton  Grove.  Brad- 
ford. Ensriand.  assignors  to  Imperial  Chemical 
Industries    Limited,    a    corporation    of    Great 
BriUin 
No  Drawing.    Application  May  19.  1933,  Serial  No. 
671.906.     In  Great  Britain  May  25.  1932 
4  Claims.     (Ci.  136 — 128) 
1.  A  pressed  cup-shaped  container  for  the  elec- 
trolyte of  a  galvanic  battery  consisting  of  a  ho- 
mogeneous,   malleable   zinc-mercury   alloy   con- 
taining less  than  0.5%  mercury. 


2.018.943 

LIQUID  DISPENSING  CONTAINER 

Raymond  R.  Bowser,  near  Dayton,  and  Jacob 

Elmer  Miltenberger,  Jr..  Dayton.  Ohio 

Application  January  2.  1935.  Serial  No.  42 

7  Claims,     f  CI.  225 — 1) 


1  In  a  container  closed  at  both  ends,  a  tube 
projecting  through  one  end  of  the  container  to- 
ward the  other  end  thereof  and  open  at  its  inner 
end  to  the  liquid  within  the  container,  a  tube 
projecting  upwardly  from  the  first  tube  at  a 
point  near  its  inner  open  end.  and  an  air  line 
extending  forwardly  from  the  second  tube,  above, 
and  in  the  same  general  direction  as,  the  first 
tube,  for  projection  through  the  first-named  end 
of  the  container,  to  admit  air  above  the  liquid  to 
force  it  out  of  the  first  tube  m  a  natural  flow. 


2.018.944 

INTERNAL  COMBUSTION  ENGINE 

John  Everett  Castle.  Windsor.  Ontario.  Canada 

Application  May  15.  1933,  Serial  No.  671.095 

2  Claims.     (CI.  123 — 78) 
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1.  An  Internal  combustion  engine  comprising 
a  cylinder,  a  primary  piston  working  in  said 
cylinder,  a  shaft,  a  driving  connection  from  said 
piston  to  said  shaft,  an  auxiliary  piston  working 
in  said  cylinder  and  forming  with  the  primary 
piston  an  expansible  pressure  chamber,  a  cam 
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shaft  diametrically  journaled  in  said  cylinder. 
cams  upon  said  shaft  for  raising  and  lowering 
the  auxiliary  piston  in  timed  relation  to  the 
travel  of  the  primary  piston,  intake  and  exhaust 
valves  mounted  in  the  auxiliary  piston,  means 
for  delivering  fuel  to  said  pressure  chamber  under 
control  of  said  intake  valve,  means  for  discharg- 
ing combustion  gases  from  said  pressure  cham- 
ber under  control  of  said  exhaust  valve,  and 
cams  on  said  cam  shaft  for  actuating  said  intake 
and  exhaust  valves. 


2,018.945 
TENT  CABIN 

Theron  S.  Castner,  Minneapolis,  Minn.,  assignor 

to  Nina  C.  Castner,  Minneapolis,  Minn. 

Application  April  18,  1934.  Serial  No.  721,199 

10  Claims.     (CI.  135—1) 


r-J 


3.  A  tent  cabin  comprising  four  vertical  walls 
disposed  at  the  sides  of  a  rectangle,  a  yoke  cen- 
trally disposed  relative  to  said  walls,  cables  con- 
nected to  the  corners  of  said  walls  and  support- 
ing said  yoke,  a  jack  supported  from  said  yoke,  a 
pitched  fabric  roof  centrally  supported  by  said 
jack  and  overlying  said  walls  an(i  means  for  an- 
choring the  edjges  of  said  roof. 


2.018,946 

SWITCH  FOR  OIL  WELL  PUMPING 

EQLTPMENT 

Omar  A.  Cavins.  San  Francisco,  Calif.,  assignor 
to  Standard  Oil  Company  of  California,  San 
Francisco,  Calif.,  a  corporation  of  Delaware 

Application  September  24.  1932,  Serial  No.  634,733 
2  Claims.     (CI.  200—52) 


-M 


excessive  speed  of  vertical  motion  of  said  appa- 
ratus to  pass  over  said  barrier  and  contact  said 
electrodes,  said  body  constituting  the  only  mov- 
ing part  of  said  switch. 


33  3» 

1.  A  safety  switch  for  well  pumping  apparatus 
comprising  a  base  adapted  to  be  secured  to  a 
normally  moving  part  of  the  apparatus,  an  insu- 
lating receptacle  fixed  to  said  base,  said  recep- 
tacle being  separated  into  two  portions  by  an  in- 
tervening upwardly  extending  barrier,  a  pair  of 
electrodes  extending  into  one  of  said  portions 
and  a  mobile  metallic  body  in  the  other  of  said 
portions,  said  mobile  body  being  responsive  to 


2,018.947 

ELECTRICALLY  HEATED  STEERING  WHEEL 

FOR  VEHICLES  AND  OTHER  PURPOSES 

Samuel  J.  Claridge,  Portland.  Oreg. 

Apphcation  March  1.  1933,  Serial  No.  659,061 

5  Claims.     (CI.  219—19) 


5.  In  a  device  of  the  class  described,  the  com- 
bination of  a  steering  wheel  having  a  plurality 
of  constricted  sections  disposed  in  the  rim  there- 
of, insulating  means  disposed  about  the  constrict- 
ed sections,  resistance  elements  disposed  about 
the  insulating  means,  means  for  adjustably  ener- 
gizing the  resistance  elements,  split  jackets  dis- 
posed about  the  constricted  sections,  lips  ter- 
minating the  longitudinal  edges  of  the  split  jack- 
ets, and  closures  adapted  to  engage  and  secure 
the  split  jackets. 


2,018,948 
SLIDE   FASTENER 

George  Henry  Clifford  Corner,  Birmingham,  Enf- 

land.  assignor  to  Hookless  Fastener  Company. 

a  corporation  of  Pennsylvania 

Application  April  4.  1933.  Serial  No.  664.386 

In  Great  Britain  May  3.  1932 

14  Claims.     (CI.  24—205) 


1 .  For  slide  fasteners  of  the  type  having  a  pair 
of  flexible  stringers  provided  with  interlocking 
elements,  a  slider  adapted  to  move  along  the 
stringers  to  interlock  or  disengage  the  elements, 
means  carried  by  the  slider  for  locking  the  slider 
at  any  desired  point  along  the  stringers,  a  con- 
trol for  the  locking  means  on  one  side  of  the 
slider  and  a  second  and  separate  control  for 
the  locking  means  on  the  other  side  of  the  slider. 
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2.018.949 

JOURNAL  BOX 

denn  F.  Coach.  Rochester,  N.  T..  assirnor  to 

The  Syminffton  Company,  New  York,  N.  Y.,  a 

corporation  of  Maryland 

AppUcaUon  April  1,  1930.  Serial  No.  440,811 

9  Claims.     (CL  308—180) 


1.  In  combination,  a  journal  box  ccanprising  a 
web  disposed  intermediate  the  upper  and  lower 
walls  thereof,  and  defining  a  lubricant  reservoir 
above  said  lower  wall,  a  journal  therein,  ball 
bearing  races  separated  by  a  roller  bearing  cylin- 
drical bushing  mounted  inside  of  said  box  be- 
tween said  web  and  upper  wall,  cylindrical  roller 
bearing  means  disposed  radially  inward  of  and 
engaging  said  bushing,  and  ball  bearing  means 
disposed  radially  Inward  of  and  engaging  said 
races,  said  roller  and  ball  bearing  means  serving 
to  separate  said  journal  and  box  and  provide  for 
anti-friction  movement  of  said  journal,  said 
cylindrical  roller  bearing  means  being  adapted  to 
take  part  of  the  main  load,  and  said  ball  bear- 
ing means  being  adapted  to  tatke  care  of  end 
thrust  and  the  remainder  of  the  main  load,  the 
ratios  between  the  diameters  of  the  anti-fric- 
tion means  and  the  corresponding  pitch  diam- 
eters differing  for  the  cylindrical  rollers  and  balls, 
whereby  said  rollers  and  balls  have  different  cir- 
cumferential speeds. 


2.018.950 

MACHINE  FOR  BfAKING  SANDWICH 

BISCUITS 

Romeo  J.  Coatore.  Sprlncfleld.  Mass.,  assifnor  of 

one-hair    to    Richard    J.    Talbot.    Springfield, 


AppUcation  June  21.  1934,  Serial  No.  731.684 
14  Claims.     (CL  107—4) 


1.  Apparatus  for  making  a  hollow  sandwich 
roll  comprising  an  outer  concaved  form,  normally 
outwardly  directed  flanges  hinged  to  the  upper 
side  edges  of  the  form,  means  for  shaping  dough 
In  the  form  and  means  for  automatically  swing- 
ing the  flanges  Inwardly  to  overlie  the  form  for 
moving  the  side  edges  of  the  dough  into  the  form. 


2.018.951 

METHOD  OF  HOT  PLATING  CONTAINERS 

Isai'e  J.  B.  Demers.  St.  Paul.  Minn.,  aaslmor  to 

Superior  Metal  Products  Company.   St.  Paul, 

Minn.,  a  corporation  of  Delaware 

AppUcation  Jane  23.  1934.  Serial  No.  732.185 

5  Claims.     {CI.  91— 70J2) 


-^.« 


1.  The  method  of  hot  plating  a  container  which 
consists  in  forming  in  the  bottom  of  said  container 
a  minute  perforation,  then  hot  plating  said  con- 
tainer and  placing  it  in  such  position  as  to  permit 
the  escape  of  the  liquid  contents  by  gravity 
through  said  perforation  and  allowing  the  con- 
tainer to  cool  while  permitting  the  excess  of 
plating  material  to  escape  through  said  perfora- 
tion, said  perforation  k)eing  sealed  merely  by  the 
cooling  of  the  plating  material  therein. 


2.018.952 

APPARATUS  FOR   CLEANING  UQUID 

CONDLTTS 

Hans  M.  Erdmann.  Montclair.  N.  J.,  assignor  to 

Sarona,  Inc..  Bloomfleld,  N.  J.,  a  corporation 

of  New  Jersey 

AppUcation  January  11,  1934,  Serial  No.  706.183 

17  Claims.     {CI.  225—12) 


1.  In  a  device  for  cleaning  conduits.  In  combi- 
nation, a  source  of  pressure  adapted  to  deliver  a 
liquid  medium  under  pressure,  a  pressure  reser- 
voir, a  control,  said  source  of  pressure  having 
communication  with  said  control,  said  control 
having  communication  with  said  pressure  reser- 
voir, said  control  Including  a  valve  member, 
means  to  retain  said  valve  member  In  closed  piosi- 
tlon  when  the  pressure  In  the  reservoir  is  less  than 
the  pressure  at  said  source  of  pressure  whereby 
pressure  in  said  reservoir  Is  built  up  and  the  con- 
trol is  automatically  opened  to  relieve  the  pres- 
sure In  said  reservoir,  said  control  automatically 
closing  under  Influence  of  said  means  to  reestab- 
lish pressure  in  said  reservoir. 
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2,018.953 

WHEEL 

Fredericii  C.  Frank.  South  Bend.  Ind.,  assirnor 

to  Bendlx  Aviation  Corporation,  South  Bend, 

Ind.,  a  corporation  of  Delaware 

AppUcation  August  27,  1932,  Serial  No.  630,737 

2  Claims.     (CI.  801— 6) 


2.  A  wheel  comprising  a  casting  mcluding  a 
hub  having  at  one  end  a  radial  flange  supporting 
a  drum  provided  with  a  flange  having  a  shoul- 
dered periphery,  a  radial  disc  carried  by  said 
hub  at  the  other  end  having  an  offset  portion 
and  a  peripheral  flange,  a  cylindrical  rim  hav- 
ing one  edge  deformed  outwardly  and  embracing 
said  shouldered  periphery  and  the  other  edge 
being  turned  to  embrace  said  peripheral  flange 
and  having  an  annular  portion  provided  with  a 
circumferential  slot  tuiapted  to  seat  on  the  disc 
offset  portion  adjacent  said  latter  edge,  and  a 
pair  of  tire  retaining  rings  slidable  on  said  cy- 
lindrical rim,  one  of  which  is  adapted  to  seat 
against  the  rim  immediately  adjacent  said  shoul- 
dered periphery,  and  the  other  of  which  Is  adapt- 
ed to  engage  a  split  ring  lock  seated  in  said  an- 
nular circumferential  slot.  • 


2,018.954 

EGG  CASE  CUSHION  PAD 

Reynolds   Guyer,    St.   Paul,    Minn.,    assignor    to 

Waldorf  Paper  Products  Company.   St.   Paul, 

Minn.,  a  corporation  of  Minnesota 

Application  November  17.  1932.  Serial  No.  642.986 

13  Claims.     (CI.  217—26) 


1  A  cushion  pad  comprising  a  sheet  having 
corrugations  therein  extending  throughout  the 
entire  area  of  the  sheet  and  exposed  on  both  sides 
of  the  sheet,  said  sheet  being  crushed  along  two 
parallel  lines  and  across  the  corrugations  to  form 
a  body  portion  therebetween  and  marginal  por- 
tions adjoining  said  body  portion,  and  means  se- 
cured to  said  marginal  portions  outwardly  of  the 
crushed  portions  for  retaining  the  pitch  of  the 
corrugations  in  the  body  portion. 


2.018.955 
PROCESS  OF  MAKING  CALCIUM  SULPHATE 
Winfleld  W.  Heckert,  Ardentown,  and  Gordon  D. 

Patterson,  Wilmington,  Del.,  assignors  to  Krebs 

Pigrment  &  Color  Corporation.  Newark,  N.  J.,  a 

corporation  of  Delaware 
No  Drawing.    Application  March  27,  1935, 
Serial  No.  13.222 
16  Claims.     (CI.  23—122) 

1.  The  process  of  forming  calcium  sulphate  In 
an  aqueous  medium  in  the  presence  of  a  cwn- 
pound  which  in  aqueous  solution  forms  a  posi- 
tive Ion  of  an  element  which  has  an  ionic  radius 
not  less  than  1.0  but  less  than  12  Angstrom 
units  and  a  valency  greater  than  2. 

3.  The  process  of  forming  calcium  sulphate  in 
an  aqueous  medium  In  the  presence  of  a  water 
soluble  compound  of  an  element  chosen  frcma  the 
group  consisting  of  cerium,  thorium,  tri-valcnt 
thallium  and  uranium. 

13.  Finely  divided  calcium  sulphate  containing 
small  amount  of  a  cMnpound  of  a  metal  which 
has  an  ionic  radius  not  less  than  1.0  but  less  than 
1.2  Angstrom  units,  and  a  valency  greater  than  2. 


2  018  956 
APPARATUS  FOR  FIRING  FURNACES  WITH 

HEAVY  FUEL  OIL 
William  M.  Hepburn  and  Ernest  G.  de  Coriolis, 
Toledo,  Ohio,  assignors  to  Surface  Combustion 
Corporation,   Toledo.   Ohio,   a   corporation    of 
New  York 

AppUcation  April  26,  1933,  Serial  No.  668,018 
3  Claims.     (CI.  158 — 4) 


^B 


f 


3.  A  furnace  comprismg,  in  combination,  a 
firing  chamber,  a  combustion  tunnel  having  a  fuel 
inlet  outside  of  said  chamber  and  having  a  gas 
outlet  remote  from  said  inlet,  a  passage  con- 
necting said  outlet  with  said  chamber,  means  at 
the  fuel  inlet  of  said  tunnel  for  delivering  there- 
into for  partial  combustion  a  stream  of  atomized 
oil  and  less  than  sufficient  air  than  is  required  to 
support  complete  combustion  of  the  oil.  and 
means  for  supplying  to  said  passage  a  stream  of 
air  for  completing  combustion  of  unbumed  fuel 
in  the  gases  flowing  from  said  tunnel  by  way  of 
said  passage. 

2,018,957 
ELECTRODE  FOR  GASEOUS   DISCHARGE 

LAMPS 
Ralph  C.  Hyde.  Los  Angeles.  Calif.,  assignor  to 
Claude  Neon  Electrical  Products  Corporation, 
Ltd..  Wilmington,  Del.,  a  corporation  of  Dcla- 

'vare 
Application  December  5.  1933.  Serial  No.  700.977 
2  Claims.     (CI.  176—126) 

1.  In  a  gaseous  discharge  lamp,  an  envelope,  a 
tubular  main  electrode  in  said  envelope  having 
one  end  thereof  closed  smd  having  the  open  end 
thereof  directed  toward  the  interior  of  said  en- 
velope, an  auxiliary  electrode  smaller  in  lateral 
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dimensions  than  said  main  electrode,  and  means 
mounting  said  auxiliary  electrode  in  spaced  rela- 
tion in  front  of  said  main  electrode  and  in  axial 


alignment  with  the  major  axis  of  said  main  elec- 
trode, all  parti,  of  said  auxiliary  electrode  being 
positioned  forwardly  of  said  main  electrode. 


2.018.958 
DEVICE  FOB  CONTROLLING  ELECTRIC 
CIRCUITS 
L«fils  F.  Jones  and  Edward  W.  Radius,  Chicaro. 
DL,  assignors  to  Goodman  Manofactnrinc  Com- 
pany, Chicaffo,  ni.,  a  corporation  of  Illinois 
AppUcaUon  Jane  17.  1933.  Serial  No.  676,234 
Renewed  March  18,  1935 
19  aaims.     (CI.  200— €) 


1.  In  an  electric  current  controller,  a  rectllin- 
early  movable  cam  having  sloped  engaging  sur- 
faces converging  towards  a  peak,  means  for  rec- 
tilinearly  moving  said  cam  comprising  a  rotat- 
able  member,  a  stationary  contact,  a  movable 
contact  Including  a  pivoted  arm  having  a  contact 
member  thereon,  and  means  for  engaging  or  dis- 
engaging said  contacts  upon  movement  of  said 
cam  and  locking  said  contacts  in  fixed  relation 
with  respect  to  each  other  when  said  cam  Is  sta- 
tionary comprising  a  resilient  member  secured  to 
said  arm  adjacent  said  contact,  said  resUlent 
member  extending  towards  the  axis  of  pivotal 
movement  of  said  arm  in  an  angular  direction 
away  from  said  arm  and  having  a  free  end  hav- 
ing an  engaging  member  thereon  adapted  to  en- 
gage said  cam. 


2.018.959 
CONSTANT  LEVEL  INK  FOUNTAIN 
Hans  C.  Jordhoy,  North  Plainfleld.  N.  J.,  assignor 
to  Wood   Newspaper   BCachinery   Corporation, 
New  Toric,  N.  T.,  a  corporation  of  Virginia 
Application  October  27,  1932.  Serial  No.  639,788 
6  Claims.     (CI.  101—364) 
1.  The  combination  of  an  ink  fountain  having 
a  low  wall  on  one  side,  a  dam  adjustably  fixed  to 
said  wall  to  control  the  level  of  ink  in  the  foun- 
tain, an  overflow  compartment  for  receiving  ink 
overflowing  said  dam  having  means  for  straining 
Impurities  therefrom,  a  pump  arranged  to  receive 
Ink  from  said  overflow  compartment,  an  ink  filter 


into  which  the  pump  delivers,  a  second  pump,  and 
means  by  which  the  second  pump  takes  the  ink 


delivered  trom  the  filter  and  delivers  It  into  the 
fountain. 


2.018,960 

TELESCOPE  SIGHT  MOUNTING 

Frederick  A.  Kahn.  Merlden,  Conn.,  assignor  to 

The    Lyman    Gun    Sight    Corp..    Middlefleld. 

Conn.,  a  corporation  of  Connecticut 

Application  November  9.  1932.  Serial  No.  641.848 

13  Claims.     (CI.  33—50) 


1.  In  a  telescope  sight  mount,  a  plate  adapted 
to  be  attached  to  the  receiver  of  a  rifle,  a  base, 
means  on  said  base  for  supporting  a  telescope 
sight,  freely  removable  pivotal  means  for  de- 
tachably  supporting  said  base  on  said  plate  and 
means  carried  by  said  base  and  engaging  said 
plate  to  swing  the  base  about  said  pivotal  means, 
said  last  named  means  and  said  base  being  free- 
ly separable  from  said  plate  as  a  unit  upon  re- 
moval of  said  pivotal  means. 


2.018,961 

TELESCOPE   SIGHT   MOl^NTING 

Frederick  A.  Kuhn.  Meriden.  Conn.,  assignor  to 

The    Lyman    Gun    Sight    Corp.,    Middlefleld, 

Conn.,  a  corporation  of  Connecticut 

Application  July  20,  1934,  Serial  No.  736.199 

9  Claims.      (CI.  33 — 50) 


2.  In  a  telescope  sight  mounting,  a  plate  adapt- 
ed to  be  attached  to  the  receiver  of  a  rifle,  a  lower 
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base  having  a  vertical  part  supported  on  the 
plate  for  pivotal  movement  in  a  vertical  direc- 
tion and  having  an  elongated  generally  hori- 
zontal arm  extending  Inwardly  therefrom,  an  up- 
per base  mounted  for  pivotal  movement  in  a  hori- 
zontal direction  on  said  arm  and  means  for  at- 
taching a  telescope  sight  to  the  upper  base. 


2.018.962 
BRAKE 
Ludger  E.  La  Brie,  South  Bend.  Ind..  assignor  to 
Bendix  Brake  Company,  South  Bend.   Ind.,  a 
corporation  of  Illinois 
Original  appUcation  March  12,  1928.  Serial  No. 
261.068.    Divided  and  this  application  October 
5.  1933,  Serial  No.  692.235 

6  Claims.     (CI.  188—79.5) 


1.  An  L-sectlon  shoe  having  a  web  at  one  side, 
a  stamping  secured  at  Its  ends  to  said  web,  and 
a  threaded  nut  held  by  the  stamping  and  said 
web. 


2.018.963 
PHOTOGRAPHIC  APPARATUS  AND  METHOD 

OF  PHOTOGRAPHY 

Edwin  H.  Land,  Wellesley  Farms,  Mass.,  assignor 

to  Sheet  Polarizer  Company.  Inc..  Union  City, 

N.  J.,  a  corporation  of  New  Jersey 

Application  March  13.  1934,  Serial  No.  715,265 

7  Claims.     iCl.  95—5) 


if 


adapted  to  circularly  polarize  said  beam,  an  ob- 
ject to  be  illuminated  by  said  beam,  a  camera,  and 
an  analyzer  for  circularly  polarized  light  associ- 
ated with  said  camera  and  adapted  to  block  light 
specularly  reflected  from  said  object  to  said 
camera. 


2.018.964 
BATCHMETER 
Rudolph  F.  Llndow,  Milwaukee.  Wis.,  assignor  to 
Chain  Belt  Company,  Milwaukee,  Wis.,  a  cor- 
poration of  Wisconsin 
Application  October  26,  1931.  Serial  No.  571,265 
16  Claims.     (CI.  161—1) 


1  In  combination,  a  light  source,  means  com- 
prizing a  polarizing  element  positioned  in  the 
path  of  a  beam  emanating  from  said  source  and 


1.  In  a  batchmeter  for  timing  an  operation,  a 
driven  member;  means  for  driving  said  member, 
including  a  constantly  moving  instrumentality 
and  a  yielding  member;  and  means  controlled  by 
said  driven  member  for  rendering  said  yielding 
member  inoperative  irrespective  of  continued 
movement  of  said  instrumentality,  to  stop  the 
drive  at  the  end  of  a  timing  operation. 


2.018,965 
CLEAN-LT   AGENT 

John  D.  McQuade.  Lakewood,  Ohio,  assignor  to 
Kemet  Laboratories  Company,  Inc.,  a  corpora- 
tion of  New  York 

No  Drawing.    AppUcation  November  10.  1933, 
Serial  No.  697.545 
7  Claims.      (CI.  250—27.5) 
1.  A  clean-up  agent  comprising  a  mixtiu-e  of 
comminuted  copper  and  comminuted  silver-col- 
ored active  clean-up  material,  the  copper  form- 
ing about  25 ^f  to  50 ^r  of  the  mixture;  the  cop- 
per being  physically  separable  from  the  active 
material  and  being  present  in  sufficient  amount 
to  impart  a  reddish  color  to  the  clean-up  agent. 


2.018.966 
MANUFACTLTIE  OF  WHEAT  FLOUR 
Edward    Jacob    Miller.    Clinton,    Mo.,    Harry    L. 
Goodwin,  Sr.,  Chicago,  111.,  and  Edgar  Martin 
Miller.  Clinton,  Mo. 
Application  November  25.  1932,  Serial  No.  644,224 
4  Claims.     (CI.  83 — 42) 
1.  The   method   of   making   flour   from   wheat 
which  consists  in  cracking  wheat  benies  to  release 
the  germ,  moving  the  impure  material  and  the 
germ  in  a  relatively  thin  layer  and  simultaneously 
forcing  a  slight  draft  of  air  uniformly  through 
said  moving  layer,  carrying  away  the  air  and  im- 
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purities  lighter  than  the  germ  and  flour-forming 
stock,  maintaining  the  aeration  of  said  germ  un- 


til the  germ  is  set.  and  then  crushing  the  germ 
and  stock  for  the  formation  of  flour. 


2.018.967 

MACHINE  FOR  CLEANING   EGGS 
Edward  E.  Miller  and  Vere  C.  MiUer,  Bryn  Mawr, 
and  John  E.  Powell.  Issaquah.  Wash.,  assicnon 
to  Naikmal  Poultry  Equipment  Co.,  a  corpora- 
tion of  Washington 
AppUcatlon  December  7.  1932,  Serial  No.  646.088 
16  Claims.     (CI.  51—103) 


m 


-"^vTi 


1.  In  an  egg  cleaning  device,  in  combination,  a 
plurality  of  flexible  abrasive  loops  of  width  less 
than  the  minor  axis  of  an  egg,  means  supporting 
the  loops  with  certain  thereof  In  slightly  spaced 
end  to  end  relationship  to  encompass  the  length 
of  an  egg,  and  others  In  end  to  end  relationship 
opposite  the  spaces  of  the  first -mentioned  loops, 
and  means  to  revolve  the  loops  through  a  fixed 
path,  to  engage  and  clean  an  egg  presented 
thereto. 


2,018.968 
BRAKE 
Olof    G.    Nordberg.    Denver,    Colo.,    assignor    to 
Bendix  Aviatfon  Corporation,  Sooth  Bend.  Ind^ 
a  corporation  of  Delaware 
Application  December  30,  1932,  Serial  No.  649.619 
6  Claims.      (CI.  188 — 92) 
1.  In  a  braking  system,  a  fluid  pump,  a  rotat- 
ing member  to  be  breJced,  means  for  driving  said 
pump  from  said  rotating  member,  and  passages 
forming  a  continuous  circuit  and  Including  a  re- 
stricted  opening   through  which  fluid  may  be 
forced  by  said  pump,  said  opening  being  provided 


with  a  valve  having  helical  vanes  and  said  valve 
being  mounted  upon  a  shaft  for  rotation  about 


M9 


the  axis  of  the  shaft  but  being  prevented  from 
longitudinal  movement  along  said  axis. 


2.018.969 
PULL-UGHT  BOOK  MATCH 
Lacian  E.  Parker.  Wadsworth.  Ohio,  assignor  to 
The  Ohio  Match  Company,  Wadsworth.  Ohio,  a 
corporation  of  Ohio 

AppUcation  March  5,  1934.  Serial  No.  714.178 
5  Claims.     (CL  206—27) 


^     J  AS  ff     ^    if 


1.  A  match  package  of  the  pull-light  type, 
comprising,  in  its  production,  a  card  of  paper 
matches  of  the  character  commonly  employed  in 
ordinary  match  boolcs,  the  matches  thereof  being 
connected  together  at  one  end,  a  cover,  and  a 
separator  member  of  crimped  formation  Inter- 
posed between  adjacent  matches  of  said  card  and 
the  crimped  formation  thereof  forming  in  com- 
bination with  said  cover  enclosing  walls  provid- 
ing a  plurality  of  individual  isolated  pockets  for 
the  several  matches,  each  of  said  pockets  pro- 
vided upon  a  wall  thereof  with  a  striking  surface 
said  cover  and  separator  member  being  secured 
together. 


2,018.970 
PULL-UGHT  BOOK  MATCH 
Lucian  E.  Parker.  Wadsworth.  Ohio,  assignor  to 
The  Ohio  Match  Company,  Wadsworth.  Ohio,  a 
corporation  of  Ohio 

AppUcation  March  5,  1934,  Serial  No.  714.179 
7  Claims.     (CI.  206 — 29) 


1.  A  match  package  of  pull-light  type,  com- 
prising in  its  production  a  cover,  a  card  of  di- 
verging matches  of  ordinary  book  match  char- 
acter, and  a  flat  base  strip  provided  on  opposite 
sides  with  fixedly  applied  completely  formed 
pockets    to    receive    the    alternating    individual 
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matches,  the  base  strip  provided  with  a  striking 
surface,  the  cover  and  base  strip  being  secured 
together  and  the  matches  being  severed  to  com- 
plete the  formation  of  the  package. 


2.018.971 

MACHINE  FOR  TESTING  THREADS 

Paul  Paame,  Lyon,  France 

AppUcatioD  March  21.  1932,  Serial  No.  600.280 

In  France  March  21,  1931 

3  Claims.    (CI.  73— 51) 


1.  A  machine  for  the  testing  of  threads  com- 
prising two  contiguous  rubbing  members  between 
which  a  web  of  threads  may  be  run,  means  for 
reciprocating  said  members  in  two  directions  so 
as  to  cause  the  threads  to  rub  upon  each  other, 
means  whereby  the  rubbing  action  may  be  regu- 
lated, so  as  to  reproduce  the  action  of  friction 
on  the  warp  threads  in  looms  for  detection  by 
rupture  of  the  presence  of  defective  threads,  the 
alternative  threads  forming  said  web  being  crossed 
forming  two  sheds,  rotating  means  between  said 
sheds  for  increasing  and  decreasing  their  distance 
apart  in  order  to  test  the  tenacity  and  elasticity  of 
the  threads. 


2.018.972 

MOTOR  DRIVEN  VEHICLE 

Georre  L.  Pollock  and  Albert  E.  Kindly, 

Chicago.  HI. 

Application  November  3.  1933,  Serial  No.  696,508 

12  Claims.     (CI.  105—215) 


1.  In  a  duplex  traction  drive  for  motor  driven 
vehicles  having  rail  and  road  wheels,  a  differen- 
tial gearing  and  casing  therefor,  housings  rotat- 
ably  connected  to  and  extending  laterally  at  each 
side  of  said  differential  casing,  said  housings  hav- 
ing horizontally  spaced  hubs  at  their  outer  ends 
with  the  axes  of  said  hubs  laterally  spaced,  a  tu- 
bular axle  and  a  second  axle  within  and  concen- 
tric therewith,  the  second  axle  extending  beyond 
the  tubular  axle  and  both  axles  having  bearing  in 
said  housings  and  in  said  differential  casing, 
means  severally  connecting  said  axles  to  said  dif- 
ferential gearing,  studs  upon  which  said  housings 
are  rotatably  mounted,  rail  wheels  mounted  on 
the  inner  pair  of  said  hubs,  internal  gearings  con- 
necting said  rail  wheels  with  said  tubular  axles, 
and  road  wheels  mounted  on  said  outer  pair  of 
hubs  and  directly  connected  to  said  second  axles. 


2.018,973 
FRONT  FORK  FOR  VEHICLES 
Glendon  M.  Pomeroy,  Worcester,  Mass.,  assirnor 
to   Matthews  Manufactarinr   Company,  Wor- 
cester, Mass.,  a  corporation  of  Massachusetts 
ApplicaUon  April  19,  1935,  Serial  No.  17,284 
6  Claims.     (CL  208—96) 


J8    V:< 

1.  As  an  article  of  manufacture,  a  fork  com- 
prising two  legs,  each  having  a  passage  there- 
through and  provided  with  an  integral  circular 
housing  with  a  radial  slot  through  it.  a  shaft,  and 
a  ball  bearing  casing  mounted  on  said  shaft  and 
located  with  one  end  against  the  housing. 


2,018.974 
GAS   FILLED  ELECTRIC  LAMP 

Franz  Rother,  Paris,  France,  assignor  to  Rodalite 

Company,  Inc.,  New  York,  N.  Y.,  a  corporation 

of  New  York 

Application  January  16.  1933.  Serial  No.  651,993 

In  Germany  January  19,  1932 

5  Claims.     (CI.  176—14) 


1.  A  cold  cathode  electric  gas  discharge  lamp 
comprising,  in  combination,  a  transparent  enve- 
lope, at  least  two  gas  components,  each  of  which 
when  excited  radiates  a  light  of  a  distinct  color, 
one  of  said  gas  components  having  a  partial  pres- 
sure of  less  than  6  mm.  Hg  and  another  of  said 
components  having  a  partial  pressure  of  more 
than  6  mm.  Hg.  a  cathode  and  an  anode,  said 
cathode  and  anode  being  arranged  to  cause  the 
light  emitted  through  said  envelope  by  said  other 
component  and  surrounding  said  cathode  to  be 
disposed  so  as  to  form  a  given  pattern  which  is 
surroimded  by  light  of  another  color,  emitted 
through  said  envelope  by  said  one  component 
only. 

2,018,975 
FUEL  PUMP  FOR  DIESEL  ENGINES 

Ewald  Schutmiedrig:,  Detroit,  Mich.,  assignor  to 

Victor  A.  Koch,  Detroit,  Mich. 

Application  January  30,  1933,  Serial  No.  654,145 

6  Claims.     (CI.  103 — 38) 

1.  A  fuel  injector  comprising  a  body  formed 
with  a  pump  chamber  having  a  co-axial  enlarge- 
ment at  one  end  thereof,  a  retainer  member  de- 
tachably  secured  in  said  enlargement,  a  plunger 
reciprocally  received  in  said  chamber  and  having 
an  enlarged  portion  slidably  received  in  said  re- 
tainer member,  resilient  means  for  normally  urg- 
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Ing  retractive  movement  of  said  plunger,  said 
retainer  member  functioning  to  definitely  limit 
the  retractive  movement  of  said  plunger,  a  tappet 


mounted  on  said  plunger  and  extending  through 
an  aperture  in  said  retainer  member,  an  actuator. 
and  a  stroke  adjuster  between  said  actuator  and 
tappet. 


2.018.976 

PRESSURE  VESSEL 

John    T.    Shaler.    Berkeley.    Calif.,    assignor    to 

Standard    Oil    Company    of    California,    San 

Francisco,  Calif.,  a  corporation  of  Delaware 

AppUcation  September  6.  1933,  Serial  No.  688.343 

6  Claims.    (CI.  196—133) 


^-r 


5.  An  oil  refining  vessel  comprising  a  cylin- 
drical shell,  a  head  on  said  shell,  a  diaphragm 
across  said  shell  and  spaced  from  said  head  to 
define  a  quiescent  vapor  space  therebetween, 
means  in  said  diaphragm  to  provide  a  restricted 
communication  between  said  quiescent  vapor 
space  and  the  interior  of  said  shell,  and  an  out- 
let to  carry  vapor  from  said  shell  out  of  con- 
tact with  the  vapor  in  said  quiescent  vapor  space. 


2.618.977 

GOVERNOR 

Charles   B.    Spellman,   Glenolden,    and   Andrew 

Greir,  Upper  Darby,  Pa.,  assigmors  to  Baldwin - 

Soathwark  Corporation,  a  corporation  of  Dela-    | 

ware 
AppUcation  December  23.  1933,  Serial  No.  703,808 
2  Claims.     (CI.  121—42) 

1.  A  self-contained  speed  governing  unit  com- 
prising, in  combination,  a  servo-motor  having  an 
operating  piston  and  cylinder,  means  for  supply- 
ing fluid  pressure  to  at  least  one  end  of  said  cyl- 
inder, a  speed  responsive  element,  a  valve  mecha- 
nism actuated  by  said  element  to  control  fluid 
pressure  for  said  cylinder,  a  restoring  mecha- 
nism for  said  valve  mechanism  including  a  rod 
having  a  cam  surface  disposed  within  said  cylin- 
der so  as  to  be  exposed  to  the  operating  fluid 


pressure  therein,  and  means  interposed  between 
said  cam  surface  and  said  valve  mechanism  so 


-La 


as  to  effect  a  restoring  action  thereon  upon  move- 
ment of  said  piston. 


2.018,978 

AMUSEMENT  DEVICE 

Harry  B.  Stoner.  Anrora,  III.,  assignor  to  Stoner 

Mtg.  Corp..  Aurora.  111.,  a  corporation  of  Illinois 

AppUcation  November  16.  1933,  Serial  No.  698.246 

10  Claims.     (CI.  273— 121) 


s-^ 


9.  In  an  amusement  device,  a  playing  surface. 
a  bail  race  leading  to  said  playing  surface,  and 
a  switch  member  disposed  in  the  path  of  a  ball 
from  said  race  and  shaped  to  alter  the  direction 
of  travel  of  the  ball  or  permit  the  ball  to  pass 
over  the  switch  member  depending  upon  the 
speed  of  the  ball. 


2,018.979 
MOTOR  FtTEL 
Le  Roy  G.  Story.  Glenham.  N.  Y..  assig:nor  to  The 
Texas  Company,  New  York.  N.  Y..  a  corporation 
of  Delaware 

No  Drawinf.     Application  December  8.  1933, 
Serial  No.  701,540 
8  Claims.     (CI.  44 — 9) 
1.  A  low  boUing  cracked  hydrocarbon  distillate. 
normally  tending  to  deteriorate  and  form  gum  on 
storage,  and  containing,  in  sufficient  sunount  to 
substantially  retard  such  deterioration  and  gum 
formation,  a  compound  having  the  fiuorene  struc- 
ture and  carrying  a  substituent  of  the  class  of 
amino  and  hydroxyl  groups  in  the  9  position. 


2.018.980 
BOBBIN   STRIPPER 
Edffar  Allen  Terrell,  Charlotte.  N.  C.  assii^nor  to 
The     Terrell    Machine     Company.    Charlotte, 
N.  C,  a  corporation 
Application  November  16.  1933.  Serial  No.  698,377 
8  Claims.     'CI.  28 — 20) 
1.  A    bobbin    cleaning    machine   embodying   a 
pair  of  blades  having  notches  at  their  Inner  ends 
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for  grasping  the  bobbin  barrel,  means  for  sliding 
the  blades  apart  In  a  straight  path  and  for  re- 
siliently  pressing  them  toward  each  other,  each 
of  said  blades  being  thickened  at  the  bobbin- 


// 


entrance  side  to  form  a  pair  of  opposing  broad- 
faced  abutment*,  said  thickened  part  being  in 
the  form  of  a  bar  extending  along  one  edge  of 
the  blade. 

2.018.981 
ABDOMINAL  BELT 

John  Tietjen,  New  York.  N.  Y. 

AppUcation  May  19,  1934,  Serial  No.  726.476 

2  Claims.     (CL  128—96) 


1.  In  a  rupture  belt,  an  elongated  backing  por- 
tion constructed  of  heavy,  loosely  woven  flannel. 
or  the  like,  the  central  portion  thereof  being 
wider  than  the  end  portions,  a  plurality  of  adjoin- 
ing courses  of  elastic  fabric  secured  to  the  outer 
surface  thereof,  fastening  means  for  securing  the 
free  ends  of  the  belt  and  soft  cushion  members 
carried  on  the  inner  surface  of  said  belt. 


2  018.982 
DELAYED  AUTOMATIC  VOLUME  CONTROL 

CIRCt^IT 

Charles  Travis,  Philadelphia.  Pa.,  assignor  to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 

AppUcation  November  5.  1932.  Serial  No.  641.350 
5  Claims.     (CI.  250—20) 

JSum 


I 


effect  in  the  output  of  said  device  until  a  desired 
threshold  value  is  attained,  said  rectifier  and  de- 
vice being  disposed  within  a  common  evacuated 
envelope,  a  direct  current  connection  between 
the  output  of  said  device  and  said  controlled  am- 
plifier, the  gain  of  said  controlled  amplifier  t)e- 
ing  controlled  from  said  device  only  after  said 
value  is  reached. 


1.  An  amplifier  to  be  controlled  as  to  the  gain 
thereof,  a  rectifier,  a  second  amplifier,  means  for 
impressing  the  direct  current  component  of  the 
rectifier  output  upon  an  Input  electrode  of  the 
second  amplifier,  adjustable  capacity  means  for 
impressing  a  predetermined  portion  of  the  alter- 
nating current  component  of  the  rectifier  output 
upon  the  second  amplifier  Input,  electron  dis- 
charge device  of  asymmetric  conductivity,  means 
common  to  the  space  current  paths  of  the  second 
amplifier  and  device  for  impressing  the  second 
amplifier  output  on  said  device  whereby  the  out- 
put of  the  second  amplifier  produces  negligible 


2,018.983 
AISLE-SEAT 

Clarence  A.  Van  Derveer.  Michigan  City,  Ind..  as- 
signor to   S.  Karpen  &  Bros..  Chicago,  lU.,  a 
corporation  of  West  Virginia 
AppUcation  October  5.  1932,  Serial  No.  636,382 
9  Claims.     (CI.  155—33) 


7.  The  combination  of  two  seats  in  end  to  end 
relation  on  opposite  sides  of  an  aisle,  each  seat 
having  an  arm  rest  member  at  its  aisle  end.  the 
height  of  each  arm  rest  member  being  only  slight- 
ly less  than  the  v^idth  of  the  aisle,  the  arm  rest 
member  of  one  of  said  seats  being  pivotally  sup- 
ported thereon  to  swing  on  an  approximately  ver- 
tical axis  outwardly  and  rearwardly  of  its  seat 
into  the  aisle  space,  and  the  arm  rest  member 
of  the  other  seat  being  pivotally  and  shiftably 
supported  thereon  to  be  shifted  outwardly  of  its 
pivotal  support  and  to  swing  on  £in  approximately 
horizontal  axis  outwardly  and  downwardly  of  its 
seat  into  the  aisle  space  in  front  of  the  lower 
portion  of  the  other  arm  rest  member  and  to 
be  in  outwardly  shifted  position  when  positioned 
in  the  aisle  space,  whereby  said  arm  rest  mem- 
bers when  swung  into  the  aisle  coact  to  form  an 
auxiliary  aisle  seat  including  a  seat  portion  and 
a  back  portion  in  the  center  of  the  aisle. 


2  018  984 

PAPER  BLANK  FOR  FORMING  POSTCARDS 

Jan  van  Mackelenbcrgh,  's  Hertog enbosch, 

Netherlands 

AppUcation  November  15,  1933.  Serial  No.  698,191 

In  the  Netherlands  November  17,  1932 

1  Claim.     (CI.  229—92.8) 


A  paper  blank  for  forming  a  postcard  embody- 
ing an  integral  part  adapted  to  serve  as  a  copy 
sheet,  the  remainder  of  the  blank  after  removal 
of  said  part  by  tearing  being  foldable  along  a 
centre  line  to  form  the  card  for  despatch  by  post, 
only  the  edges  of  said  folded  blank  being  secuied 
together,  permitting  the  folded  blank  to  be  fas- 
tened together  to  form  a  card  suitable  for  postal 
conveyance,  the  edges  being  adapted  to  be  sub- 
sequently cut  away  or  separated  to  permit  the 
folded  blank  to  be  restored  to  its  original  sheet 
form. 
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2.018,985 

RAZOR  BLADE  SHARPENER 

John  B.  Walsh.  Brooklyn.  N.  Y..  anicnor  to  Mer- 

ffenthaler  linotype  Company,  a  corporation  of 

New  York 

AppUcaUon  September  13,  19S2,  Serial  No.  632.901 

6  Claims,     (a.  51—204) 


1.  A  blade  sharpening  tool  comprising  three 
sharpening  elements  having  curved  exterior  sur- 
faces and  grouped  together  with  the  outer  sur- 
face of  each  element  in  contact  with  the  outer 
surface  of  each  of  the  other  two  elements,  a  pair 
of  clips  engaging  the  opposite  ends  of  said  ele- 
ments for  holding  them  in  their  proper  coopera- 
tive positlOTis.  and  a  bolt  for  clamping  the  clips 
In  place. 


2,018,986 
CONVERSION  or  HYDROCARBON  OILS 
Walter  G.  Whitman,  Whitinf,  Ind..  assignor  to 
Standard  Oil  Company,  Whiting.  Ind..  a  cor- 
poration of  Indiana 
AppUcatlon  July  1,  1931,  Serial  No.  548.231 
8  Claims.     (Q.  196 — 18) 


5.  In  apparatus  for  converting  high  boiling  hy- 
drocarbon oils  into  lower  boiling  hydrocarbon  oils. 
means  for  heating  oil  to  a  cracking  temperature 
while  maintaining  pressure  thereupon,  a  separat- 
ing chamber,  means  for  discharging  the  heated 
oil  products  into  said  separating  chamber,  a  va- 
por conduit  of  restricted  cross-sectional  area  lead- 
ing from  said  separating  chamber  to  remove  sepa- 
rated vapors  therefrom,  a  fractionating  column 
into  which  said  vapor  conduit  discharges,  cooling 
colls  in  the  upper  portion  of  said  fractionating 
column,  means  for  passing  fresh  oil  through  said 
cooling  coils,  and  means  for  conducting  the  fresh 
oil  after  passing  through  said  cooUng  coils  into 
an  Intermediate  point  in  said  vapor  conduit, 
whereby  the  fresh  oil  Is  Introduced  into  the  frac- 
tionating column  with  the  vapors  passing  through 
said  conduit,  means  for  collecting  condensate  and 
unvaporized  liquid  in  the  fractionating  column, 
means  for  withdrawing  the  collected  unvaporized 
fresh  oil  and  condensate  from  the  fractionating 
colimin  and  forcing  them  through  the  oil  heating 
means. 


2.018.987 
PROCESS  OF  PREPARING  ACTIVE 
BLEACHING  CLAYS 
Anton    Wimniiller,    Heofeld.    Obcrbayem,    Ger- 
many,   assignor    to    Bayerische    Aktiengesell- 
schaft    fiir    Chemische    &    Undwirtschaftlich- 
chemische     Fabrikate.     Heufeld,     Oberbayem. 
Germany 
No  Drawing.    Application  August  17.  1932,  Serial 
No.  629.241.    In  Germany  September  3.  1931 

4  Claims.  (CI.  252—2) 
1.  Process  of  activating  bleaching  clay  ma- 
terial comprising  suspending  the  clay  material 
in  an  aqueous  solution  of  a  salt,  adding  to  the 
suspension  a  quantity  of  free  acid  of  said  salt, 
and  boiling  the  acidified  suspension  until  the  acid 
is  completely  used,  whereby  the  acid  treatment  is 
effected  entirely  in  the  presence  of  salts  of  said 
acid. 


2,018,988 

MUSIC  RACK 

Thomas  Woodall,  Clileago,  ni. 

Application  August  20.  1934.  Serial  No.  740.590 

4  Claims.     (CI.  45 — 82) 
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1.  A  music  rack  comprising  a  U-shaped  sup- 
port, a  rack,  angularly  adjustable  connecting 
means  for  mounting  said  rack  on  said  support, 
said  angularly  adjustable  connecting  means  be- 
ing linearly  adjustable  upon  said  U-shaped  sup- 
port, and  tightening  means  associated  with  said 
angularly  adjustable  connecting  means  for  main- 
taining the  angular  and  linear  adjustment 
thereof. 


2,018,989 
APPARATUS  FOR  APPLYING  PIGMENTS  TO 

SURFACES 

Charles  A.  Wulf.  Indianapolis,  Ind..  assignor  to 
The  Ceramic  Process  Company.  Beaver  Falls, 
Pa.,  a  corporation  of  Pennsylvania 
AppUcation  April  16.  1934,  Serial  No.  720.693 
2  Claims.     iCl.  101—126) 


jro 


1.  A  screen  stencil  comprising  a  screen  and  a 
supporting  frame,  two  opposite  sides  of  said  frame 
being  substantially  resilient  to  stresses  normal  to 
the  plane  of  the  screen. 


2.018.990 
HUMIDIFIER 
Robert  G.  Yost  and   Cyril  G.    Schelly,  Webster 
Groves,  Mo.,  assignors  to  Yost- Schelly  Patent 
Estate.  Inc.,  St.   Louis,  Mo.,  a  corporation  of 
Missouri 
Application  July  3,  1933.  Serial  No.  678314 

4  CUims.     (CI.  261—110) 
1.  In  a  humidifier,  an  evaporating  unit,  means 
for  leading  hot  water  into  said  unit  and  past  por- 
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tions  of  the  unit  which  would  otherwise  be  sub- 
jected to  condensation,  said  water  being  released 


from  the  means  of  leading  It  in  and  for  purposes 
of  evaporation  after  having  passed  said  regions. 


2  018  991 

NEON  TRAFFIC  CONTROL  LIGHT 

Harry  L.  Blackwood.  Sacramento,  Calif. 

Application  April  6.  1934.  Serial  No.  719.305 

1  Claim.     (CI.  240—7.1) 


A  traffic  control  light  for  a  motor  vehicle  com- 
prising a  channel  shaped  housing  and  reflector 
member  adapted  to  extend  across  the  vehicle  at 
the  front  and  above  the  windshield  with  the  open 
side  of  the  channel  facing  forwardly,  outwardly 
facing  channel  shaped  supports  adapted  to  be 
secured  to  the  sides  of  the  vehicle  on  a  level  with 
said  member  and  curving  around  the  front  of 
the  vehicle  to  the  ends  of  the  member,  the  latter 
being  fitted  into  said  supports  so  that  the  inner 
peripheries  of  the  member  and  supports  are  flush 
with  each  other,  and  a  neon  tube  mounted  within 
said  member  and  supports  and  extending  along 
the  same. 

2.018.992 
SEALING  OF  VESSELS 
Adam   Bohmer,   Bad   Kreumach,   Germany,   as- 
sifnor  to  Selti-Werke  G.  m.  b.  H.,  Bad  Kreui- 
nach,  Germany 

Application  April  14,  1933,  Serial  No.  666.207 
In  Germany  May  17,  1932 
2  CUims.    (CL  226 — 88.1) 


of  the  closure  machine,  maintaining  said  supply 
container  free  from  germs  by  introducing  a  sterile 
gas,  and  feeding  the  closures  from  the  supply 
container  to  the  closure  machine  through  a  germ- 
free  conduit. 

2.018.993 

ELECTRICAL    DISCHARGE    MATERIAL    AND 

METHOD  OF  MANUFACTLTIING  IT 

Chester  H.  Braselton,  New  York,  N.  Y.,  assignor 
to  Sirian  Lamp  Company,  Newark,  N.  J.,  a  cor- 
poration of  Delaware 
Application  June  3,  1930.  Serial  No.  459.047 
21  aaims.     (CI.  250—27.5) 


1.  A  method  for  sterilizing  closures  of  vessels, 
comprising  first  sterilizing  the  closures  in  porous 
packings  such  as  sacks,  the  said  packings  being 
subjected  to  the  action  of  gaseous  disinfectants 
in  a  closed  container  whereby  the  closures  are 
rendered  free  from  germs,  transferring  the  clos- 
ures from  the  packings  into  a  supply  container 


6.  The  method  of  making  an  element  which  is 
convertible  into  an  electron  emitter  which  com- 
prises mixing  carbonates  of  barium  and  strontium 
with  barium  chloride,  adding  distilled  water  until 
a  paste  of  the  desired  consistency  is  formed, 
spreading  said  paste  upon  a  supporting  member, 
heating  said  member  and  paste  in  the  presence 
of  oxygen  to  change  said  barium  chloride  and 
then  at  a  higher  temperature  to  convert  said  car- 
bonates to  barium  monoxide. 

21.  A  process  of  forming  an  electron  emitting 
material  which  comprises  forming  an  intimate 
mixture  of  a  chloride,  a  nitrate  and  a  carbonate 
of  one  or  more  alkali  earth  metals  and  heating 
this  mixture  to  form  the  metal  oxides  from  each 
of  these  compounds. 


2  018.994 
PROCESS  FOR  THE  PARTIAL  OXIDATION 

OF  HYDROCARBONS 
Stephen    P.    Burke,    Plainfield,   and    Charles    F. 
Frylinf .  Metuchen,  N.  J.,  assigrnors  to  Doherty 
Research  Company,  New  York,  N.  Y.,  a  corpo- 
ration of  Delaware 
No  Drawing.    Application  April  13,  1929, 
Serial  No.  354,980 
6  Claims.     (CI.  260 — 138) 
5.  In  the  process  of  producing  intermediate  hy- 
drocarbon partial  oxidation  products,  the  steps 
of  heating  a  mixture  of  a  hydrocarbon-contam- 
ing  gas  and  an  oxygen-containing  gas  in  the  pres- 
ence of  a  small  amount  of  a  lower  alkyl  ether. 


2.018,995 

FASTENER 

Helen  M.  Campbell.  Littleton.  Colo. 

Application  February  6.  1934,  Serial  No.  709.952 

12  Claims.     (CI.  24—139) 


1.  A  fastener  made  of  a  single  length  of  metal 
and  bent  to  provide  a  resilient  loop  composed  of 
a  single  convolution,  the  sides  of  which  are 
brought  together  to  provide  a  space  for  the  en- 
trance of  a  line  in  a  direction  transverse  to  the 
longitudinal  extent  of  the  line,  clamping  members 
projecting  oppositely  from  the  sides  of  the  loop, 
each  having  two  sides  connected  by  a  transverse 
part,  and  thumb-pieces  formed  by  the  end  por- 
tions of  the  length  of  metal  at  the  ends  of  one 
of  the  sides  of  the  clamping  members. 
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2.018.996 
METHOD  AND  TOOL  FOR  CLAMPING 

ELECTiaCAL  COUPLINGS 

Frederick  Christians,  Los  Anf eles,  Calif. 

Application  March  24.  1934.  Serial  No.  717.195 

18  Claims.     (CI.  140—113) 


1.  A  tool  for  crimping  tubular  wire  connectors 
comprising  a  handle  having  a  fixed  jaw  with  a 
transversely  extending  recess  to  provide  a  seat 
for  a  connector  and  being  longitudinally  serrated 
at  the  recess,  a  setting  jaw  mounted  on  the  shank 
of  said  handle  for  movement  to  and  from  said 
fixed  jaw.  said  setting  jaw  having  a  transversely 
extending  recess  for  coaction  with  the  recess  in 
said  fixed  jaw  and  being  provided  with  serrations 
at  said  recess  to  mesh  with  the  serrations  on  said 
fixed  jaw.  and  mean^  on  said  handle  for  moving 
said  setting  jaw  to  and  from  said  fixed  jaw. 


2  018  997 

VENTILATION  OF   HOUSES 

William  C.  Coalton.  Medford,  Mass.,  assirnor  of 

one-eif  hth  to  Albert  A.  Steams.  Brooklyn.  N.  Y. 

Application  September  29.  1934.  Serial  No.  746.193 

4  Claims.     (CI.  9»— 32) 


3.  In  a  buildmg  of  the  class  described  having 
outer  and  inner  walls  spaced  to  provide  ventlJat- 
ing  spaces,  partitions  in  said  building,  the  walls 
of  said  partitions  being  hollow,  ducts  from  the  ex- 
terior of  said  building  leading  to  the  interior  of 
said  hollow  partitions,  all  of  said  partitions  and 
ducts  being  arranged  so  that  the  air  passing 
therethrough  Is  collected  in  one  compartment, 
and  means  in  said  compartment  to  allow  the  stale 
air  to  fiow  out  to  the  atmosphere. 


2.018.998 

SURGICAL  PUMP 

Michael  E.  De  Bakey  and  Charles  Ernest  Schmidt. 

New  Orleans,   La.,   assigrnors  of  one- third    to 

George  D.  Lilly.  New  Orleans,  La. 

AppUcation  May  11,  1934.  Serial  No.  725.162 

11  Claims.     (CI.  103—149) 
1.  In  a  surgical  pump,  a  casing,  a  tube  held 
by  said  casing,  a  roller  to  compress  said   tube 
against    said    casing,    means    for    rotating    said 


roller,  and  means  carried  by  the  said  rotating 
means  and  the  roller  for  preventing  the  rotation 


of  said  roller  for  more  than  one  revolution  In  one 
direction. 


2.018.999 
SURGICAL  PUMP 
Michael    Ellis    De    Bakey    and    Charles     Ernest 
Schmidt.  New  Orleans,  La.,  assignors  ef  one- 
third  to  Georjfe  D.  Lilly.  New  Orleans.  La. 
ApplicaUon  October   11.   1934.  Serial  No.  747.947 
8  Claims.     (CI.  103—149) 


1.  In  a  surgical  pump,  an  approximately  cir- 
cular base  having  a  flange  around  approximately 
ISO'  of  Its  periphery,  a  tube  and  rollers  for  com- 
pressing said  tube  against  said  flange  only  when 
said  rollers  are  rotated  in  one  direction. 


2,019,000 

PHONOGRAPH  PICKUP 

Federico  Nicolas  Del  Ponte,  Buenos  Aires, 

Argentina 

Application  April  29.  1933.  Serial  No.  668.658 

2  Claims.     iCI.  179—100.41) 


1.  In  an  apparatus  for  recording  and  reproduc- 
ing sound  comprising  a  casing  having  one  end 
of  substantially  cylindrical  form  and  the  other 
end  flared  outwardly,  a  diaphragm  located  in 
the  flared  end  of  the  casing,  a  stylus  carried  by 
said  diphragm.  a  magnet  located  in  concentri- 
cally spaced  relation  within  the  cylindrical  por- 
tion of  the  casing,  legs  carried  by  the  magnet 
and  supported  on  said  diaphragm,  and  coils  sur- 
rounding the  magnet  and  the  cylindrical  portion 
of  said  casing. 
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2.019.001 
SPIRAL  LOCK  BINDING 

Hullett  Desbarata,  Montreal.  Quebec,  Canada 

Application  May  28.  1934,  Serial  No.  727,928 

6  Claims.     (CI.  281—19) 


1.  An  Interlocking  binding,  comprising  two 
spiral  coil  bound  bundles  of  sheets  having  their 
coils  Interlapped  and  a  rod  running  between  the 
Interlapped  parts  of  the  coils. 

2.019.002 
MACHINE    FOR   PACKING    NUTRIENT    FATS 

Carl  Drohmann.  Stuttgart-Munster.  and  Karl 

Munx.  Stuttgart-Wurttemberf,  Germany 

AppUcation  February  21.  1934.  Serial  No.  712.432 

In  Germany  June  27,  1932 

4  Claims.     (CI.  31—14) 


1.  A  machine  for  forming  lard  and  substances 
of  like  consistency  into  blocks  of  determined  size, 
comprising  a  nozzle,  means  for  intermittently  ex- 
truding a  homogeneous  bar  of  the  substance  of 
uniform  cross-section  through  said  nozzle,  a 
chamber  receiving  the  bar  and  having  parallel 
sides  defininc  two  opposite  walls  of  a  measuring 
space,  a  pair  of  knives  arranged  at  a  definite  dis- 
tance apart  and  forming  opposite  side  walls  of 
the  measuring  space  transverse  to  the  first  men- 
tioned walls,  means  in  the  said  parallel  sides 
of  the  chamber  for  guiding  the  knives  in  fixed 
parallel  planes  transversely  to  the  bar,  a  slide 
movable  to  close  and  open  the  bottom  of  the 
measuring  space,  means  for  reciprocating  the 
knives  while  the  bar  is  stationary  to  sever  blocks 
therefrom,  and  a  device  for  ejecting  the  severed 
block  from  the  measuring  space  when  the  slide 
is  moved  to  its  open  position. 

2,019,003 
CATALOGUE  BINDER  AND  HOLDER 
Herbert    W.    EflBandt.    Dallas.    Tex.,    assignor   of 
fifteen  per  cent  to  G.  H.  Penland,  and  twenty- 
two  and  one- half  per  cent  to  Fred  M.  Truett, 
both  of  Dallas.  Tex. 
ApplicaUon  December  14,  1933.  Serial  No.  702,384 
10  Claims.     (CI.  129—1) 


formed  with  oppositely  located  spaced  notches, 
pairs  of  catalogue  binder  strips  having  end  por- 
tions detachahly  received  in  said  notches,  and 
means  associated  with  said  strips  and  located  be- 
tween the  pairs  of  binder  strips  to  space  the  same 
and  thus  space  the  attaching  portions  of  the  cat- 
alogues from  each  other. 


2,019,004 

LIQUEFIED  GAS   TANK 

Paul   S.  Endacott,  Detroit,  Mich.,   assignor  to 

Phillips     Petroleum    Company,    Bartlesville, 

Okla.,  a  corporation  of  Delaware 

Application  May  8.  1933.  Serial  No.  670,046 

3  Clahns.     (CI.  22©— 3) 


1.  An  elongated  closed  tank  for  containing  liq- 
uefied gas  under  superatmospheric  pressure  to  be 
vaporized  for  use  in  a  fuel  consuming  appliance, 
comprising  an  elongated  body,  a  top  wall,  a  bot- 
tom wall,  and  a  transverse  partition  nearer  the 
top  wall  than  the  bottom  wall  to  diude  the  tank 
into  a  lower  major  comjmrtment  and  an  upper 
minor  compartment,  a  pipe  extending  longitudi- 
nally of  the  tank  at  its  longitudinal  axis,  secured 
to  said  partition,  open  to  said  major  compart- 
ment, passing  through  said  minor  compartment 
and  secured  to  the  top  wall,  affording  an  outlet 
for  vapors  from  said  major  compartment  and 
means  coaxial  with  said  pipe  and  connected  to 
said  top  wall  of  the  tank  from  which  the  tank 
may  be  suspended. 


2.019.005 

CHAIR 

Julius  E.  Erickson,  Chicago.  HI. 

Application  July  24.  1933.  Serial  No.  681,934 

2  Claims.     (CL  155—141) 


X3 


7.  In  a  catalogue  binder,  a  base  having  spaced 
means  associated   therewith,   said  means   being 


2.  An  arm  chair  comprising  a  recessed  back, 
sides,  tray  and  a  seat,  said  back  being  substantially 
planar  excepting  it  is  provided  with  similar  for- 
ward side  flanges,  said  seat  and  sides  being  hing- 
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edly  secured  to  said  back  and  said  flanges  respec- 
tively, said  seat  being  hinged  at  its  rear  edge  to 
be  folded  directly  adjacent  said  back,  one  of  said 
sides  being  hinged  at  its  rear  edge  to  the  inner 
face  and  back  from  the  front  edge  of  one  of  said 
flanges  to  fold  adjacent  said  seat  and  the  other  of 
said  sides  being  hinged  at  its  rear  edge  to  the  Inner 
face  and  at  the  front  edge  of  the  other  of  said 
flanges  to  be  folded  adjacent  the  first-mentioned 
side,  said  seat  and  sides  having  correlated  stop 
means  on  their  forward  end  parts  to  arrest  and 
support  the  seat  in  a  horizontal  position  when  the 
chair  is  unfolded,  and  said  tray  having  hinged 
supporting  arms  at  its  ends  to  engage  said  sides, 
which  sides  have  means  to  receive  said  arms,  and 
said  tray  being  secured  to  and  flat  adjacent  the 
upper  front  portion  of  said  seat  when  In  folded 
position  above  the  folded  sides,  all  arranged  to 
be  folded  compactly  into  the  recess  in  said  b€M:k, 
and  said  seat  on  its  underside  having  lugs  to  en- 
gage said  tray. 

Z,tl9.M6 

CHANGE  SPEED  GEAR 

Lorenso  Ferrari,  Genoa,  Italy 

AppUcaUon  Febmary  1,  1934,  Serial  No.  709,375 

5  Claims.     (CI.  74—201) 


1.  In  a  change  speed  gear,  the  combination  of 
a  driving  shaft,  a  plate  on  said  shaft,  a  driven 
shaft,  a  second  plate  facing  the  first  named  plate 
having  connection  with  the  driven  shaft,  a  cas- 
ing enclosing  and  supporting  said  plates  and 
said  shafts,  a  transverse  guide  member  within 
said  casing  intermediate  said  plates,  a  frame 
slidably  mounted  on  said  guide  member,  means 
for  positively  shifting  said  frame  along  said  guide 
member,  bearings  at  opposite  points  of  said  frame, 
a  collar  having  diametrically  opposed  pivots  jour- 
naled  in  said  bearings,  a  drum  rotatably  mount- 
ed in  said  collar,  driving  members  on  the  borders 
of  said  dnmi  establishing  a  driving  connection 
between  said  dnmi  and  the  opposite  plates,  means 
for  maintaining  said  dnmi  in  an  inclined  position 
with  the  diametrically  opposed  points  of  the  driv- 
ing members  in  contact  with  said  two  plates. 

2,019.007 
COCK  FOR  GAS  RANGES  AND  THE  LIKE 
Hermann  Gahl.  Karlamhe  in  Baden,  Germany 
Original  appHeatlon  December  2,  1933.  Serial  No. 
7ft,708.    DiTided  and  this  appUcation  Septem- 
ber 6. 1934,  Serial  No.  742.999.    In  Germany  July 
8.  1932 

5  Oaims.     (CL  251—165) 
1.  A  gas  burner  for  gas  ranges  and  the  like  com- 
prising a  cock  having  a  body  portion,  a  rotatable 


plug  seated  therein,  a  neck  portion  on  said  plug,  a 
handle  for  said  plug  mounted  on  said  neck  por- 
tion, said  handle  being  keyed  to  said  neck  for 
rotation  therewith  and  movable  longitudinally 
thereof,  Intercngaglng  means  on  said  handle  and 
body  portion  serving  to  prevent  removal  of  said 
handle  from  said  neck  portion  wllhiu  the  normal 
range  of  rotation  of  said  handle  in  operating  said 


plug,  an  adjustable  screw  mounted  in  and  ex- 
tending through  said  handle  substantially  parallel 
with  and  offset  from  the  axis  thereof,  said  screw 
having  a  conical  point  adapted  to  engage  said 
body  portion  to  limit  rotary  movement  of  said 
handle  and  plug  to  prevent  uncoupling  of  said 
intercngaglng  means  and  serving  as  an  adjust- 
able stop  to  regulate  the  gas  flame. 


2.019,008 

VALVE  TIMING  DEVICE 

Fred  Haoser.  Pasadena.  Calif. 

AppUcation  October  25,  1933.  Serial  No.  695,105 

13  CUims.     (CI.  161—9) 


1.  In  a  device  of  the  character  disclosed,  an 
auxiliary  valve  a  main  valve  controlling  the  sup- 
ply of  fuel  to  said  auxiliary  valve,  a  burner  sup- 
plied with  fuel  by  said  auxiliary  valve,  means  for 
manually  opening  said  main  valve,  a  timing  de- 
vice, setting  means  therefor,  a  trip  device  actu- 
ated thereby,  closing  means  for  said  main  valve 
associated  with  said  trip  device  to  be  set  into 
operation  thereby,  interlocking  connections  be- 
tween said  auxiliary  valve  and  said  manual 
opening  means  for  said  main  valve,  whereby  op- 
eration of  said  opening  means  to  open  said  main 
valve  Is  prevented  while  said  auxiliary  valve  is 
open. 

2.  In  a  device  of  the  character  disclosed,  a 
valve  controlling  the  supply  of  fuel  to  a  heat- 
ing device,  means  for  opening  said  valve,  a  timing 
device,  setting  means  therefor,  said  setting  means 
including  a  manually  operated  handle,  a  clutch 
engageable  therewith,  means  for  disengaging  said 
handle  therefrom  automatically  upon  removal  of 
operating  force  from  said  handle  a  starting  de- 
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vice  for  said  timing  device  automatically  oper- 
ated upon  disengagement  of  said  clutch  to  start 
said  timing  device  m  operation,  and  closing 
means  for  said  valve  adapted  to  be  set  in  opera- 
tion by  said  timing  device  after  a  predetermined 
time  interval. 


2,019,009 

COMBINATION  UTILITY  UTENSIL 

Joel  Henry  Hendrix,  New  Castle,  Pa. 

Application  August  17,  1933,  Serial  No.  685,634 

4  Claims.     (CI.  17—30) 


1.  A  device  of  the  character  described  com- 
prising a  tubular  body  section  having  means  in 
connection  with  one  end  adapted  to  support  an 
annular  detachable  blade  member  and  said  means 
constituting  stop  means  for  limiting  the  cutting 
depth  of  the  blade  member. 


2.019,010 
PRESSURE   SENSITIVE  ADHESIVE   TAPE 

Ferdinand  W.  Humphner,  Oak  Park,  111.,  assignor 
to  Mid- States  Gummed  Paper  Co.,  Chicago,  111., 
a  corporation  of  Illinois 

AppUcation  June  8.  1932,  Serial  No.  616,129 
5  Claims.     (CI.  91—68) 


'il) 


1.  The  method  of  forming  pressure-sensitive 
adhesive  tape,  comprising  treating  a  loose  fibrous 
web  with  a  sealing  and  fixing  solution,  stretch- 
ing said  web  to  shrink  the  meshes  thereof,  and 
fix  the  same  in  shrunken  form,  drying  the  web 
and  then  coating  one  side  thereof  with  pressure- 
sensitive  adhesive. 


2.019,011 
DRY  CLEANING  APPARATUS 

George  W.  Johnson,  Cincinnati.  Ohio,  assignor  to 
The  American  Laundry  Machinery  Company. 
Norwood,  Ohio,  a  corporation  of  Ohio 
Application  April  16,  1934.  Serial  No.  720,682 
7  Claims.    (CI.  68 — 38) 


"jjl^i*.!*^^^ 


i=i) 


6.  An  apparatus  or  system  in  which  a  volatile 
liquid   is  being  utilized  or  stored  comprising  a 
489  O.  O.— «7 


vessel  or  system  which  is  adapted  to  be  sealed 
from  the  atmosphere,  a  cooling  device  located 
in  heat  exchange  relationship  with  the  fluid  in 
said  vessel  or  system,  means  for  supplying  cool- 
ing medium  to  said  device,  and  means  sensitive 
to  pressure  conditions  in  said  vessel  or  system  for 
regulating  the  supply  of  cooling  medium  to  said 
device  so  as  to  increase  the  supply  of  cooling 
medium  when  the  pressure  within  the  system  is 
above  a  predetermined  amount  and  to  decrease 
the  supply  of  cooling  medium  in  said  vessel  or 
system  when  the  pressure  is  below  a  predeter- 
mined amount. 


2,019,012 
OIL  BURNER 
James  P  Kelly  and  Alden  Pike,  Arlington,  Mass., 
assignors  to  Kelly  Oil  Sales  Corporation,  Ar- 
lington, Mass.,  a  corporation  of  Massachusetts 
Application  May  31,  1933,  Serial  No.  673,706 
3  Claims.     (CI.  158—76) 


1.  In  an  oil  burner,  the  combination  of  a  uni- 
tary oil  tube,  igniter,  and  supporting  structure 
comprising  a  horizontally  disposed  oil  tube  having 
at  its  front  end  a  nozzle  provided  with  a  hori- 
zontally and  forwardly  directed  outlet  orifice,  a 
pair  of  electrodes  supported  by  said  tube  adjacent 
to  said  nozzle,  and  front  and  rear  supports  carried 
by  and  movable  with  the  front  and  rear  portions 
of  said  tube;  a  generally  horizontal  draft  tube 
about  said  unitary  structure  and  having  at  its 
front  end  a  horizontally  directed  outlet  orifice 
smaller  than  said  front  support  and  preventing 
forward  withdrawal  of  said  unitary  structure, 
said  draft  tube  being  provided  with  a  rearwardly 
disposed  air  inlet  orifice,  and  being  provided  with 
an  opening  between  said  supports  of  suflQcient 
size  to  permit  of  the  lateral  and  rearward  removal 
of  said  unitary  structure  including  said  supports 
through  said  opening,  said  front  and  rear  sup- 
ports resting  loosely  upon  the  internal  surface 
of  said  draft  tube;  a  removable  cover  which  nor- 
mally covers  said  opening;  an  oil  supply  pipe 
having  a  portion  disposed  externally  of  said  draft 
tube  and  a  portion  which  extends  laterally  into 
said  draft  tube  rearwardly  of  said  cover;  and  a 
pipe  coupling  which  couples  said  upwardly  ex- 
tending portion  of  said  oil  supply  pipe  to  the  rear 
end  of  said  oil  tube  rearwardly  of  said  rear  sup- 
port. 

2,019,013 
GRINDING  MILL 
Joseph  L.  Kopf.  East  Orange,  N.  J.,  and  John  C. 
Kopf,   New    York,   N.   Y.,   assignors   to   Jabes 
Bums  Si,  Sons,  Inc.,  New  York,  N.  Y.,  a  corpo- 
ration of  New  York 
Application  March  3,  1934.  Serial  No.  713.794 

7  Claims.  (CI.  83 — 18) 
7.  A  mill  comprising  cooperating  grinding  ele- 
ments, a  sliding  gate  controlling  the  flow  of  mate- 
rial to  said  elements,  a  catch  for  holding  said 
gate  open,  mechanism  for  adjusting  the  separa- 
tion of  said  elements  to  provide  a  plurality  of 
different  grinds,  a  control  member  for  said  adjust- 
ing mechanism  movable  into  a  neutral  non-grind- 
ing position  and  into  a  plurality  of  operative  posi- 
tions corresponding  to  different  grinds,  means  ac- 
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tuated  by  said  control  member  when  in  said  neu- 
tral position  to  release  said  catch  and  close  said 


gate,  and  means  actua-ted  by  said  control  mem- 
ber when  in  said  neutral  position  to  lock  said  gate. 

2.019.014 

BOTTLE  CAP  OR  CLOSURE 

Beat  Kahne,  Lewistown,  Mont. 

Application  January  8,  1934.  Serial  No.  705,790 

6  Chums.     (CI.  215 — 46) 


J*  I 


1.  A  bottle  closure  comprising  a  cap  provided 
with  a  rectangular  shaped  opening,  a  sealing  disc 
in  the  cap  and  covering  said  opening,  a  one  piece 
plate  portion  overlying  the  inner  side  of  the  seal- 
ing disc  and  conforming  to  the  shape  of  the  open- 
ing, a  swinging  lift  secured  at  one  end  to  the 
outer  side  of  the  cap  and  projecting  beyond  the 
margin  of  the  opening,  and  means  connecting  op- 
posite ends  of  the  plate  portion  to  opposite  ends 
of  said  lift  for  movement  thru  said  opening  upon 
swinging  movement  of  the  lift  for  severing  a  sub- 
stantial portion  of  the  sealing  disc. 


2.019.015 
HALOGENATION  OF  DIPHENYL 
CampbeU  R.  McCnlloogh,  Annlston,  Ala.,  anicnor 
to  Swann  Research,  Incorporated,  a  corpora- 
tion of  Alabama 

No  Drawinjr.    Application  November  11,  1933, 

Serial  No.  697,552 

10  Claims.     iCl.  260—161) 

2.  The  process  of  halogenating  a  lower  halo-di- 

phenyl  comprising  reacting  together  a  halo-dl- 

phenyl  vapor  and  a  gaseous  halogen. 

10,  The  process  of  hAloffenatin^  di phenyl  com- 
prising mixing  together  diphenyl  vapor  and  a 
gaseous  halogen  and  heating  to  a  temperature 
ranging  upwardly  from  the  boiling  point  of  di- 
phenyl  to  a  temperature  just  below  that  at  which 
a  flaming  reaction  occurs. 


2.01M16 
DRINK  DISPENSING  MACHINE 
James  Howard  MeLellan,  VaneooTer,  British 
Columbia,  Canada 
Application  January  24.  1934.  Serial  No.  708,074 
9  Claims.     (CL  225— 21) 
1.  In  a  drink  dispenser  having  a  valve,  a  cup 
feeding  means  and  a  cup  delivery  shelf,  a  radial- 
ly movable  cup  carrying  arm  adapted  to  receive 


a  cup  from  the  feeding  means,  means  for  moving 
the  arm  to  dispose  the  cup  to  be  filled  by  the 
valve,  for  holding  the  cup  at  rest  during  filling 


and  to  move  said  cup  after  filling  to  the  delivery 
shelf  and  for  returning  said  arm  to  cup  receiving 
position,  and  means  for  releasing  the  cup. 


2,019,017 

TOBACCO  PIPE 

John  C.  McMackln,  Ridrway,  Pa. 

Application  May  3.  1935.  Serial  No.  19.715 

4  Claims.     (CI.  131—12) 


1.  A  tobacco  pipe  comprising  a  bowl,  a  stem 
projecting  from  said  bowl,  said  stem  having  a 
bore  therein,  the  bowl  having  a  clean-out  open- 
ing therein  aligned  with  the  bore,  a  mouthpiece 
mounted  on  the  stem,  a  tube  mounted  on  the 
mouthpiece  and  extending  therefrom  through  the 
stem  and  through  the  lower  portion  of  the  bowl 
into  the  clean-out  opening,  said  tube  having  an 
opening  therein  communicating  with  the  bowl, 
an  enlargement  on  the  forward  end  portion  of 
the  tube  engageable  In  the  clean-out  opening, 
and  a  cap  removably  mounted  on  the  forward  end 
portion  of  the  tube. 


2.019,018 

AIRCRAFT 

Wilbar  E.  Methvin,  Lawrenceborr,  Tenn. 

Application  December  14,  1934.  Serial  No.  757.582 

16  Claims.     (CI.  244-12) 


1.  An  airfoil  having  a  passage  extending  there- 
through, said  passage  making  a  positive  angle 
with  respect  to  the  chord  of  the  airfoil  substan- 
tially equal  to  the  critical  angle  of  the  airfoil. 


2,019,019 
VENDING  MACHINE 
Earl  P.  MiUer  and  Albert  R.  McCaUum. 
Detroit.  Mich. 
Application  November  1,  1933,  Serial  No.  696,126 
6  Claims.     (CI.  312—94) 
3.  In  a  machine  of  the  class  described,  a  plu- 
rality of  Individual  containers,  a  closure  member 
for  each  container,  a  pair  of  links  fixed  to  the 
ends  of  each  closure  member  and  adapted  to  re- 
ciprocate forwardly  and  rearwardly  and  so  move 
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the  closure  member  out  of  aligrmient  with  its  par- 
ticular container,  a  common  operating  arm  for 
each  group  of  links,  said  arm  adapted  for  rear- 
ward and  forward  movements  and  manually 
driven,  cam  means  for  causing  the  pair  of  linlcs 
for  each  closure  member  to  be  associated  with 
the  operating  arm  intermittently  and  in  consecu- 


tive  order  upon  each  completed  rearward  and 
forward  movement  of  the  operating  arms,  said 
cam  means  being  driven  by  the  same  source  of 
power  as  the  operating  arms  and  arranged  to  ro- 
tate a  predetermined  fraction  of  a  revolution 
upon  each  rearward  and  forward  movement  of 
the  operating  arms. 

2,019,020 
SOUND  RECORDING  SYSTEM 
Shigeo  Noguchi,  Miyagawa-Cho,  Sakyo-Ku, 
Kyoto,  Japan 
Application  September  27, 1932,  Serial  No.  635.086 
In  Japan  September  28,  1931      y 
2  Claims.    (CI.  179— 100.4)       / 
-^ --»     -y 


1.  A  system  of  recording  sound  including  a 
player's  chamber  and  a  conductor's  chamber, 
said  chambers  being  acoustically  insulated  one 
from  the  other,  a  microphone  located  in  the 
player's  chamber,  a  sound  reproducer  located  in 
the  conductor's  chamber,  a  circuit  connecting  the 
microphone  with  the  reproducer,  an  electric 
phonograph  recording  device  connected  with  said 
circuit,  said  microphone  being  common  to  and 
adapted  to  transmit  sounds  emanating  from  va- 
rious sources  located  in  the  player's  chamber, 
said  circuit  including  a  modulating  device  re- 
moved from  said  chambers,  a  sound  transmitting 
device  connecting  the  conductor's  chamber  with 
said  modulating  device,  a  sound  reproducer  lo- 
cated in  the  player's  chamber,  and  a  sound  re- 
ceiver electrically  connected  with  said  reproducer 
and  located  in  the  conductor's  chamber. 


2,019,021 

MOISTURE-RESISTANT  MINERAL  WOOL 

Howard  J.  O'Brien.  Alexandria,  Ind.,  assigncM'  to 

Johns- Man ville  Corporation.  New  York,  N.  Y., 

a  corporation  of  New  York 

Application  December  24,  1929.  Serial  No.  416.281 

9  Claims.     (CL  49—77.5) 


1.  Heat-Insulatfng  material  comprising  a  loose 
assemblage  of  mineral  wool  fibers  having  a  thin 
deposit  of  an  oleaginous  liquid  admixed  with  a 
normally  solid  water -re  pell  ant  fatty  acid  com- 
pound distributed  over  the  surfaces  thereof. 


2,019,022 
PREPARATION  OF  HIGH  MOLECULAR 
WEIGHT   ALCOHOLS 
Norman  D.  Scott  and  Virgil  L.  Hansley,  Niagara 
Falls,  N.  Y..  assignors  to  The  E.  I.  du  Pont  de 
Nemours  &  Company,  Incorporated,  Wilming- 
ton, Del.,  a  corporation  of  Delaware 

No  Drawing.     Application  June  9,  1934, 
Serial  No.  729.900 
/    19  Claims.     (CI.  260—156) 
1.  A  process  for  the  reduction  of  a  higher  or- 
ganic acid  comprising  reacting  an  ester  of  said 
acid  simultaneously  with  alkali  metal   and   the 
approximately  theoretical  quantity  of  a  hydrolyt- 
}C  alcohol  in  a  solvent  medium  substantially  in- 
ert to  alkali  metals. 


2  019  023 
FLUID   PUMPING   APPARATUS 

Serge  Raymond  Seilliere,  Paris,  France 

Application  January  22,  1932,  Serial  No.  588,189 

In  France  January  25,  1931 

19  Claims.     (CI.  230—174) 


1.  Fluid  pumping  apparatus  comprising  in 
combination  a  cylinder  rotatably  mounted  ec- 
centrically upon  a  rotatable  member,  driving 
means  for  said  rotatable  member,  means  for  re- 
taining said  cylinder  axially  parallel  to  a  fixed 
direction  in  space  during  rotation  of  said  rotat- 
able member,  fluid  inlet  and  outlet  means  asso- 
ciated with  said  cylinder,  a  deformable  member 
enclosing  a  fluid  chamber  within  said  cylinder, 
communicating  with  said  fluid  inlet  and  outlet 
means,  and  a  liquid  mass  within  said  cylinder, 
exterior  to  said  fluid  chamber,  displaceable  with- 
in said  cylinder  under  the  action  of  its  own  mass 
on  rotation  of  the  rotatable  member,  to  compress 
and  decompress  the  fluid  in  said  flu  d  chamber. 
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2,019,024 

OIL  TESTING   DEVICE 

Clarence  Emerson  Sherman  and  Howard  P.  Boak, 

Denver,  Colo. 

AppUcation  November  16.  1934.  Serial  No.  753,407 

6  Claims.     (CI.  88—14) 


1.  An  apparatus  for  determining  the  condition 
of  a  lubricating  oil  which  comprises,  in  combina- 
tion, a  box.  a  plate  having  a  reflecting  surface 
located  in  the  box,  the  side  of  the  box  opposite 
the  reflecting  surface  having  an  opening  th.-oujih 
which  the  surface  of  the  plate  can  be  seen,  a  lamp 
located  in  the  box  to  one  side  of  the  opening  and 
positioned  in  front  of  the  plate  to  direct  light 
onto  the  reflecting  surface  thereof,  and  means 
for  applying  a  film  of  oil  to  the  reflecting  surface 
whereby  the  light  that  emerges  through  the  open- 
ing will  have  passed  through  the  film  of  oil 
twice. 


2,019.025 
ELECTRIC  DRIVE 
Lawrence   Y.    Spear,    Hofo   E.    Grieshaber,    and 
Ernest  Nibbs,  New  London.  Conn.,  assignors  to 
Electric  Boat  Company,  Groton,  Conn.,  a  cor- 
poration of  New  Jersey 
Application  October  22.  1932.  Serial  No.  639,120 
49  Claims.     I  CI.  114— 16) 


1.  In  a  submarine  having  a  cylindrical  hull 
section  provided  with  a  transverse  floor  mem- 
ber having  intermediate  supporting  means,  the 
combination  of  an  internal  combustion  engine 
having  a  crank  shaft  and  a  depending  crank 
case  therefor  disposed  beneath  said  floor  mem- 
ber, a  hollow  frame  connected  to  said  crank 
case  and  disposed  beneath  said  floor  member  for 
supporting  said  engine,  said  frame  forming  a 
closed  generator  housing,  a  generator  disposed 
in  said  housing,  said  generator  having  a  rotor 
shaft  bearing  on  said  frame  for  the  rotor  shaft, 
a  driving  connection  t>etween  said  shafts,  and 
air  impelling  means  driven  from  said  generator 
shaft  for  moving  air  from  the  upper  portion  of 
said  hull  section  above  said  floor  member  by 
means  of  air  conduits  extending  through  said 
floor  member  into  the  housing  to  cool  the  gen- 
erator, said  engine  having  an  intake  passage- 
way   opening    below    raid    floor,    said    impelling 


means  including  a  blower  for  causing  air  to  flow 
through  the  generator  to  cool  and  ventilate  the 
same,  and  means  for  conducting  the  air  from 
said  generator  into  the  intake  passageway  of  the 
engine. 


2.019.026 
ELECTRIC  DRIVE 
Lawrence    Y.    Spear,    Hufo    E.    Grieshaber,    and 
Ernest  Nibbs,  New  London.  Conn.,  assifnors  to 
Electric  Boat  Company.  Groton,  Conn.,  a  cor- 
poration of  New  Jersey 
Original  appUcation  October  22.  1932.  Serial  No. 
639.120.     Divided  and  this  application  March 
19.  1934,  Serial  No.  716,288 

29  Claims.     (CI.  290—1) 

-e 


JO' 


'"f   a-^^'^ 


1.  In  a  device  of  the  class  described,  an  internal 
combustion  engine  having  a  power  take-off  shaft 
and  a  working  cylinder,  an  electric  generator 
having  a  rotor  shaft  parallel  to  the  take-off 
shaft,  driving  connections  between  the  take-off 
shaft  and  rotor  shaft,  said  generator  having  a 
stator  structure  surrounding  the  rotor  shaft  and 
a  frame  member  enclosing  the  generator  and 
having  a  portion  thereof  extending  upwardly 
for  supporting  the  engine  above  the  generator, 
the  working  cylinder  being  disposed  on  the  side 
of  the  take-off  shaft  opposite  that  of  the  rotor 
shaft. 


2,019,027 
WELDER   CONTROL 
Carroll  Stansbury,  Waawatosa,  Wis.,  assisrnor  to 
Cutler-Hammer,  Inc.,  Milwaukee,  Wis.,  a  cor- 
poration of  Delaware 
Application  October  13,  1933,  Serial  No.  693,405 
7  Claims.      (CI.  219 — 4i 


1.  In  an  electric  welder  system,  in  combination, 
welding  jaws,  means  to  effect  relative  movement 
thereof  and  to  cause  them  to  exert  pressure  on 
the  material  to  be  welded,  a  power  supply  and 
cycle  controlling  means  for  controlling  the  afore- 
mentioned means  and  the  supply  of  power  from 
said  power  supply  to  said  jaws,  the  second  men- 
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tioned  means  comprising  a  normally  open  pilot 
switch  operable  to  initiate  an  operating  cycle,  an 
electron  tube  timer  which  controls  the  duration 
of  power  supplied  to  said  jaws,  and  additional 
timing  means  associated  with  the  first  mentioned 
means  and  with  said  tube  timer  to  effect  separa- 
tion of  said  jaws  following  termination  of  supply 
of  power  to  the  latter  but  subject  to  predeter- 
mined time  delay  during  which  the  jaws  continue 
to  exert  pressure  on  the  material  being  welded, 
said  additional  timing  means  being  adjustable  in 
respect  of  the  time  element  thereof  independently 
of  the  time  element  of  said  tube  timer. 


2,019,036 

METHOD  OF  PREPARING  MARASCHINO 

TYPE  CHERRIES 

William  K.  Tucker.  Berkeley,  Calif.,  assignor  to 

California  Packing  Corporation.  San  Francisco, 

Calif.,  a  corporation  of  New  York 

AppUcation  April  2,  1934,  Serial  No.  718.552 

6  Claims.     (CI.  99—11) 


2,019,028 

HEADDRESS 

William  Stemberr.  Newark,  N.  J. 

Application  May  11,  1934,  Serial  No.  725,044 

3  CUlms.     (CI.  2—12) 


1  The  combination  In  a  headdress  of  an  elon- 
gated non-elastic  absorbent  pad  adapted  to  be 
worn  across  the  forehead,  the  width  of  said  pad 
being  greater  at  the  center  than  at  the  ends,  a 
lune  shaped  eye-shade  stitched  to  the  upper  edge 
of  said  pad  throughout  the  length  of  the  convex 
edge  of  said  eye-shade,  and  a  band  secured  to  the 
ends  of  said  pad  for  positioning  and  holding  said 
pad  on  the  head. 


2  019  029 
WHEEL  DRESSING   DEVICE 
Amos   P.   Steiner,   Waynesboro,  Pa.,    assignor  to 
Landis  Tool  Company,  Waynesboro.  Pa.,  a  cor- 
poration of  Pennsylvania 
Original  application  December  22.  1928,  Serial  No. 
327.903.    Divided  and  this  application  April  20. 
1932.  Serial  No.  606,470 

8  Claims.     (CI.  125 — 11) 


■  »«." 

1.  A  method  of  preparing  maraschino  tj-pe 
cherries  which  includes  the  steps  of  subjecting 
the  cherries  to  the  action  of  sulphur  dioxide  to 
reduce  the  natural  organic  coloring  matter  of 
the  cherries,  washing  the  cherries  free  of  the 
sulphur  dioxide,  and  then  treating  the  cherries 
with  a  solution  of  hypochlorite  to  bleach  the  re- 
maining colors  of  the  cherries. 


2,019,031 

G%SKET    AND    PACKING    MATERIAL    FROM 

WHICH  IT  MAY  BE  MADE 

Robert  M.  Waples,  Palmyra,  N.  Y.,  assignor  to 
The  Garlock  Packing  Company,  Palmyra,  N.  Y., 
a  corporation  of  New  York  .^„  „,« 

Application  December  19,  1934,  Serial  No.  *  58.219 
2  Claims.     (CI.  154 — 45.5) 


1  A  wheel  dressing  tool  of  the  kind  described 
comprising  a  bracket,  a  support  for  the  bracket 
said  bracket  being  movable  in  a  horizontal  plane 
on  the  support,  means  for  limiting  movement  of 
the  bracket  within  a  predetermined  range,  an  ele- 
ment mounted  on  the  bracket  and  movable  in  a 
plane  parallel  with  the  plane  of  movement  of 
the  bracket,  said  element  having  a  pair  of  wheel 
dressing  tools  mounted  therein,  the  tools  serving 
to  dress  one  face  of  an  abrasive  wheel  when  in 
one  position  and  another  face  which  is  at  an  angle 
to  the  first  named  face  when  in  another  posi- 
tion both  of  said  faces  being  dressed  from  the 
same  pivotal  point  of  rotation  of  the  wheel  dress- 
ing element,  substantially  as  set  forth. 


1.  Material  adapted  for  use  in  the  making  of 
gaskets  comprising  two  spaced  strips  of  machinery 
packing  disposed  in  a  parallel,  side-by-side  rela- 
tion, connected  by  intervening  flexible  material 
slitted  diagonally  at  spaced  Intervals  substan- 
tially from  one  packing  element  to  the  other,  the 
slits  being  parallel  and  disposed  at  inclinations 
such  as  to  form  acute  angles  with  the  packing 
strips,  and  the  spacing  of  the  slits  being  relative- 
ly close  to  provide  for  the  insertion  of  fastemng 
elements  between  the  packing  elements  and 
through  selected  slits  at  any  desired  points  along 
the  length  of  the  material. 


AND 


2.019,032 
AMINE    OF    HIGH    COLOR    STABILITY 

PROCESS  OF  PRODUCING  IT 
Robert  Paul  Weiss  and  John  Morris  Weiss,  New 
York,  N.  Y.,  assignors  to  Weiss  and  Downs.  Inc., 
New  York,  N.  Y.,  a  corporation  of  New  York 
No  Drawing.     Application  September  19,  1934, 
Serial  No.  744.667 
5  Claims.     (CI.  260—130.5) 
1.  The  process  of  increasing  the  color  stability 
of  a  primarv  aromatic  amine  by  treating  it  with 
less  than  1/50  mole  of  maleic  anhydride  per  mole 

of  amine.  ^.  .,.         ^.. 

5.  The  process  comprising  treating  anilme  with 

less  than  2 To  by  weight  of  maleic  anhydride. 
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2,019.033 

HOLDOVER  TANK  FOR  AIR 

CONDITIONERS 

Fred  M.  Young,  Racine.  Wis.,  asairnor  to  Young 

Radiator  Company.  Racine.  Wis. 

AppUcation  April  8,  1935.  Serial  No.  15.239 

6  Claims.     (CI.  257—240) 


1.  A  device  of  the  class  described,  comprising  a 
tank  made  from  two  longitudinal  halves  havmg 
adjacent  edges  turned  inwardly  and  being  suit- 
ably joined  together  forming  a  shell,  a  head  for 
one  end  of  said  shell,  the  other  end  having  an 
outwardly  extending  flange,  a  head  for  said  other 
end  which  registers  with  said  flange  means  for 
removably  binding  and  sealing  said  head  to  said 
flange,  a  bundle  of  tubes  fitting  loosely  In  said 
tank  and  having  spaced  apart  tube  plates  through 
which  the  tubes  of  said  bundle  extend,  means 
attached  to  opposite  sides  of  said  tube  plates  and 
to  said  last  mentioned  head  whereby  said  means 
will  rest  on  said  inwardly  turned  edges  to  there- 
by position  and  support  said  head  and  tube 
bundle. 

2.019,034 

WATER  COOLER  AND  DISPENSER 

Max  Alex,  Los  Anx:eles,  Calif. 

Application  February  17,  1934.  Serial  No.  711,805 

4  Claims.     (CL  62 — 141) 


1.  The  combination  of:  a  bottle:  an  insulated 
box  having  an  opening  in  one  side  thereof;  a  door 
hinged  to  one  side  of  said  opening;  a  bracket 
mounted  on  the  inner  surface  of  said  door;  a  cup 
on  said  bracket  for  engaging  and  supporting  the 
mouth  of  said  bottle  in  inverted  position,  said 
bracket  having  a  conduit  passage  communicating 
with  said  cup;  a  valved  outlet  connection  mount- 
ed In  said  door  and  communicating  with  said  cup; 
and  refrigerating  means  in  said  box. 


J. 

733.912 


2.019.035 
HAND  BAG 

LUIy  Amsterdam,  Newark.  N. 
Application  July  5.  1934,  Serial  No. 
1  Claim.    (CL  150—37) 

As  a  new  article  of  manufacture,  a  handbag, 
a  handbag  fastening  strap  secured  to  the  front 
face  of  the  handbag  transversely  thereof,  and  ex- 
tending over  the  edge  and  transversely  of  the  rear 
face  In  normally  unsecured  condition,  an  elon- 
gated coin  carrier  on  the  surface  of  the  rear  face 


and  secured  thereto  transversely  thereof,  said 
coin  carrier  being  of  less  width  than  said  strap, 
the  latter  projecting  over  and  concealing  the  coin 


I.' 


w- 


f^ 


J 


I I 


N2/ 


carrier,  and  means  on  said  rear  face  beyond  said 
carrier  cooperating  with  said  strap  for  releasably 
holding  same  in  position. 


2.019,036 

KEY  HOLDER 

Thoma.s  G.  Ashbrid8:e,  Philadelphia.  Pa. 

Apphcation  February  12,  1934.  Serial  No.  710.842 

4  Claims.     (CI.  150 — 40) 


1.  A  key  holder  comprising  a  sheet  of  flexible 
material  bent  to  form  a  bow  with  some  of  its  edges 
substantially  coinciding  and  engaging,  a  pintle 
extending  across  the  bow  and  adapted  to  support 
a  plurality  of  keys  within  the  bow.  and  a  bowed 
spring  embracing  the  bow  of  the  sheet  material 
and  having  its  ends  permanently  secured  to  the 
sheet  material  adjacent  to  said  coinciding  edges, 
tending  to  hold  said  edges  resUiently  in  such 
engagement 


2,019.037 
MANLTFACTURE  OF  IMPROVED  HYDRO- 
CARBON PRODUCTS 
Eujcene  Ayres  and  Herschel  G.   Smith,  Swarth- 
more.  Pa.,  assignors  to  Gulf  Refining  Company, 
Pittsburgh,  Pa.,  a  corporation  of  Texas 
AppUcation  March  10,  1932,  Serial  No.  598,096 
6  Claims.     (CI.  196—78) 


4.  In  the  production  of  Improved  lubricating 
oils  by  treatment  of  admixed  unrefined  stocks  of 
different  hydrocarbons  in  the  presence  of  alu- 
minum chlorid  to  give  a  synthetic  product  con- 
taining suspended  aluminum  chlorid  sludge,  the 
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process  of  finishing  which  comprises  settling  the 
product  of  the  aluminum  chlorid  treatment  to 
remove  the  bulk  of  the  aluminum  chlorid  sludge 
therein,  decanting,  decomposing  the  remaining 
aluminum  chlorid  sludge  with  dilute  sulfuric  acid, 
separating  the  acid,  contacting  with  clay  and 
filtering, 

S.019.038 

PROCESS  FOR  DEARSENICATION  OF 

SULPHURIC  ACID 

Paul  W.  Bachman,  New  York,  N.  Y.,  assignor  to 
General  Chemical  Company,  New  York,  N.  Y.,  a 
corporation  of  New  York 

Application  September  23.  1930,  Serial  No.  483.834 
2  Claims,     (CI.  23—172) 


#-■ 


•.  '^ "-■/■■*  ••••'■ j» 


mt*wf9 


/3s 


1,  A  continuous  process  for  the  dearsenlcatlng 
of  sulphuric  acid  which  comprises  continuously 
circulating  a  gas  of  the  group  consisting  of: 
hydrochloric  and  hydrofluoric  acids,  chlorine 
and  fluorine,  in  intimate  contact  with  a  dis- 
persed stream  of  sulphuric  acid  under  elevated 
temperature  conditions  such  that  a  halide  of  ar- 
senic is  formed  and  passes  off  as  a  vapor  with 
the  unreacted  gas,  thereby  removing  arsenical 
Impurities  from  the  sulphuric  acid,  cooling  the 
stream  of  gas  containing  halide  of  arsenic  so  as 
to  condense  the  major  portion  of  the  halide  ol 
arsenic,  separating  the  condensed  halide  of  ar- 
senic from  the  circulating  stream  of  gas,  passing 
the  circulating  stream  of  gas  containing  residual 
halide  of  arsenic  through  an  adsorbent  to  re- 
move the  residual  halide  of  arsenic  and  passing 
the  thus  purified  gas  in  contact  with  further 
amounts  of  sulphuric  acid. 


2.019.039 
TIMING  MECHANISM 

Harold  E.  Balsifer,  Wajniesboro.  Pa.,  assignor  to 
Landis  Tool  Company.  Waynesboro,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  July  1,  1931,  Serial  No.  548.250 
6  Claims.     (CI.  51—72) 


traverse  carriage  and  the  work  cradle,  a  lever 
engageable  with  said  valve  for  operating  it.  a 
lever  having  a  plunger  engageable  with  a  spacing 
bar  to  lock  the  bar  in  grinding  position,  a  timing 
cam  engageable  with  the  said  lever  for  releasing 
the  said  locking  plunger,  said  lever  having  a  piv- 
oted dog  thereon  engageable  by  the  said  cam. 
rotation  of  the  cam  to  one  position  causing  de- 
pression of  the  said  control  valve  and  partial 
unlocking  of  the  locking  plunger,  further  move- 
ment of  the  said  cam  causing  complete  unlock- 
ing, the  control  valve  thereby  permitting  with- 
drawal of  the  work  cradle  and  the  wheel  base 
In  advance  of  operation  of  the  traverse  carriage, 
substantially  as  set  forth.  / 


2,019,040 
THERMOSTATIC  CONTROL  FOR  GRINDING 

MACHINES 

Harold  E.  Balsiger,  Waynesboro.  Pa.,  assignor  to 
Landis  Tool  Company,  Waynesboro.  Pa.,  a  cor- 
poration of  Pennsylvania 

Application  February-  15.  1934,  Serial  No.  711,433 
6  Claims.     (CI.  51—95) 


^z^ 


ft- 

If 

1 
—J 
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6.  In  a  machine  of  the  kind  described  a  pair 
of  carriages,  fluid  means  to  provide  a  relative 
feeding  movement  of  one  of  said  carriages  toward 
the  other,  fluid  mechanism  to  control  said  feed- 
ing movement,  including  a  valve,  and  heat  sen- 
sitive means  controlling  said  valve,  whereby  to 
maintain  a  constant  rate  of  flow  of  fluid  there- 
thru  regardless  of  variation  in  temperature  of 
the  fluid. 


2.019,041 
METAL  BUILDING  CONSTRUCTION 

William  D.  Bayley.  Springfield,  Ohio 

Application  November  10,  1930.  Serial  No.  494.588 

11  Claims.     (CI.  119 — 32) 


1.  In  a  cam  grinding  machine,  a  valve  for  con- 
trolling   operation    of    the    wheel    carriage    the 


1.  In  a  structure  of  the  character  described, 
a  house  having  sheet  metal  side  walls,  inclined 
inwardly  in  an  upward  direction,  means  for  in- 
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sulating  said  walls  against  outside  temperature, 
a  central  stove  in  said  house,  means  above  the 
stove  to  deflect  heated  air  outwardly  adjacent 
the  floor  hne.  and  means  above  the  floor  of  said 
house  to  deflect  toward  the  center  of  the  house 
down  currents  of  air  flowing  adjacent  the  inner 
surface  of  said  wall. 


2.019.042 

ARC   TRANSFERRING  ME.ANS 

John  Y.  Blazek,  Maple  Heights,  and  Russell  G. 

Anderson,  Cleveland,  Ohio,  assignors  to  Lempco 

Products  Inc.,  Bedford.  Ohio 

Application  July  3.  1933.  Serial  No.  678.854 

6  Claims.     (CI.  33—175) 


1.  An  arc  transferring  device  having  a  bar. 
interconnected  links  adjustably  supported  on  said 
bar.  stools  fixed  to  said  links,  and  heads  of  the 
same  diameter  on  the  outer  end  of  each  of  said 
stools. 


2,019.043 
UNIT  VALVE  MECHANISM 

John  Braonwaider,  Los  Angeles.  Calif. 

AppUcation  April  14,  1933,  Serial  No.  666,119 

5  CUims.     (CI.  123—190) 


J}  -. 


1.  In  a  unit,  valve  mechanism,  a  rotatable 
valve  of  tapered  cylindrical  shell  construction 
provided  with  flexible  driving  means  and  re- 
silient means  for  seating  same,  means  for  un- 
seating said  valve  comprising  a  forked  lever 
adapted  to  depress  said  valve  from  its  seat  and 
locking  means  on  said  forked  lever  adapted  to 
hold  said  valve  unseated. 


2.019,044 
METAL  MESH  LINING 

George  W.  Brown.  San  Francisco.  Calif.,  assignor 
to  Bankers  Protection  Company,  San  Francisco, 
Calif.,  a  corporation  of  California 
AppUcation  July  30.  1934.  Serial  No.  737.497 

5  Claims.  (CI.  190 — 53) 
1.  In  a  bag  or  like  container  having  a  pair  of 
pivotally  connected  frames  to  permit  opening  and 
closing  of  the  container,  a  non-metallic  covering 
secured  to  the  frame  and  forming  the  sides,  ends 
and  bottom  of  the  container,  said  material  being 


foldable  at  the  upper  portion  of  the  ends  to  per- 
mit opening  and  closing  of  the  frame,  a  flexible 
metallic  mesh  formmg  a  lining  for  the  sides  and 


bottom  of  the  container,  and  metal  chains  form- 
ing a  liner  for  the  ends  of  the  bag  and  secured 
to  the  metal  mesh. 


2.019045 

CABINET  CONSTRUCTION 

Zechariah  Chafee.  Providence.  R.  I. 

Application  December  5,  1930,  Serial  No.  500,319 

17  Claims.     (CI.  126—37) 


17.  In  a  cabinet  construction,  the  combination 
of  a  rigid  rectangular  framework  capable  of  sus- 
taining all  strains  without  appreciable  deforma- 
tion, readily  deUchable  panel  members  forming 
the  cabinet  side,  front  and  top  walls,  having  fln- 
ished  exposed  surfaces  and  means  for  attaching 
one  edge  only  of  said  panel  members  to  the  frame 
the  opposite  edges  of  each  of  said  side  and  front 
panel  members  being  positioned  in  overlapping 
relation  on  the  frame. 


2.019.046 
METHOD  AND  MEANS  OF  MANUFACTURING 

HOLLOW   ARTICLES 
Gaston  Delpech.  Clamart,  France,  assignor  to  So- 
ciete  Anonyme  Dea  Manufactures  Des  Glaces  & 
Produits  Chimiques  De  Saint-Gobain.  Chauny 
&  Cirey.  Paris.  France 
Application  July  6.  1933.  Serial  No.  679.208 
In  France  July  13.  1932 
14  Claims.     (CI.  49—31) 
1.  In  a  method  of  casting  hollow  articles  or 
articles  with  thin  edges,  the  steps  of  bringing  a 
molten  material  In  contact  with  surfaces  having 
the  shape  of  the  casting,  said  molten  material 
solidifying  In  the  form  of  a  crust  covering  said 
surfaces,  regulating  the  amount  of  heat  lost  by 
said  material  In  the  course  of  the  solidification. 
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and  maintaining  those  portions  of  the  contacting 
surfaces,  which  are  close  to  the  edges  of  said 
crust,  at  a  temperature  which  is  substantially 
higher  than  the  temperature  of  the  remaining 
portions  of  said  surfaces. 


4.  Means  for  casting  hollow  articles  or  articles 
with  thin  edges,  comprising  a  mold,  provided 
with  surfaces  having  the  shape  of  a  casting,  said 
mold  having  edges  situated  adjacent  to  the  edges 
of  said  casting,  a  container  connected  with  said 
mold  and  surrounding  the  edges  of  said  mold,  and 
a  removable  layer  of  a  heat -insulating  material 
surrounding  said  mold  and  said  container. 


2,019.047 

HYDRAULIC  AND  SPRING   OPERATED 

EXPANSIVE  REAMER 

John  Grant,  Los  Angeles.  Calif. 

AppUcation  October  26.  1934.  Serial  No.  750.060 

14  Claims.     (CI.  255—75) 


2.019.048 
MANUFACTURE  OF  VARIEGATED  GLASS 
ARTICLES 
Henry  T.  Hellmers  and  Robert  Harper  Donnald. 
Clarksburg,    W.    Va.,    assignors    to    The    Akro 
Agate  Company.  Akron,  Ohio,  a  corporation  of 
Ohio 
Application  August  29,  1933,  Serial  No.  687,250 
5  Claims.      (CI.  49—14) 


1.  In  an  expansive  reamer  of  the  character  de- 
scribed, a  body  with  a  central  bore  and  cutter  slots, 
cutters  movable  upwardly  and  outwardly  in  the 
slots  abutment  means  in  the  body  against  which 
the  upper  ends  of  the  cutters  bear  inwardly  and 
by  which  such  upper  ends  are  held  outwardly,  a 
vertically  movable  piston  in  the  body  bore  below 
the  cutters,  a  cutter  abutment  and  support  asso- 
ciated with  the  piston  and  against  which  the  cut- 
ters shoulder  both  inwardly  and  downwardly,  and 
means  to  apply  fluid  pressure  to  the  lower  face  of 
the  piston  to  move  the  cutters  upwardly. 


4.  Apparatus  for  making  variegated  glass 
articles  including  means  for  combining  molten 
glass  of  different  colors  together,  means  for  sever- 
ing charges  from  such  combined  mass,  forming 
means  for  such  charges  and  a  centering  ring  for 
delivering  the  charges  to  the  forming  means,  the 
centering  ring  having  means  to  disrupt  the  said 
charges  and  distribute  the  differently  colored 
glasses  in  the  separate  charges  through  each 
other. 

2,019,049 

FASTENING  MEANS 

William    E.    Hoke,   Baltimore.    Md.,    assignor   to 

Dardelet   Threadlock   Corporation.   New   York, 

N.  Y.,  a  corporation  of  Delaware 

AppUcation  April  8,  1932.  Serial  No.  603.961 

3  Claims.     (CI.  85—1) 


3.  A  two-part  separable  fastener  of  the  kind 
consisting  of  a  nut  and  a  bolt  of  which  the  shank 
is  provided  with  a  head  and  has  a  threaded  end 
portion  on  and  off  which  the  nut  may  be  screwed, 
characterized  in  that  the  bolt  shank  has  a  non- 
threaded  portion  between  its  head  and  threaded 
end  portion  provided  with  a  plurality  of  laterally 
deflectable  bolt -hole- wall  gripping  ribs  stepped 
therearound   and  each  projecting  farther  from 
the  shank  axis  than  the  shank  thread  and  also 
lying  in  a  helical  path  of  which  the  direction  of 
winding  about   the  shank  is  reverse  to  that  of 
the  shank  thread  for  lateral  deflection  of  said 
ribs  toward  the  bolt  head,  by  forcible  axial  in- 
sertion of  said  ribbed  non-threaded  portion  of 
the  shank  in  a  round  bolt  hole  in  one  of  the 
pieces  to  be  fastened,  into  a  friction  gripping  rela- 
tion with  the  wall  of  said  hole  in  which  the  fric- 
tion grip  of  the  shank  ribs  upon  the  wall  of  the 
hole  will  increase  with  the  increase  of  the  torque 
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applied  to  the  shank  by  the  nut  during  subse- 
quent screwing  up  of  the  nut  upon  the  bolt  to 
tightly  clamp  the  fastened  pieces  between  the 
shank  head  and  the  nut. 


2.019.050 
COMBINATION    INTAKE    AND    HEATING 
MANIFOLD  AND  REGULATING   VALVE 
THEREFOR 

Cornelias  F.  Hoyt.  Rochester,  N.  Y. 

AppUcaUon  July  19.  1933.  Serial  No.  681.180 

5  Claims,     (a.  123—122) 


,4>^ 


1.  The  combination  of  an  internal  combustion 
engine,  of  a  housing  attached  thereto  having  a 
long  tubular  passageway  therein  adapted  to  re- 
ceive the  exhaust,  a  long  narrow  valve  adapted 
to  divide  said  housing  into  two  pwissageways,  an 
intake  pipe  located  intermediate  its  ends  in  one 
of  said  passageways  and  adapted  to  be  separated 
from  the  engrlne  exhaust  or  exposed  to  it  by  the 
position  of  said  valve,  a  thermostat  spring  located 
on  said  housing  and  adapted  to  receive  heat 
therefrom,  an  arm  adapted  to  be  swung  by  said 
thermostat  spring,  an  arm  on  the  end  of  said 
valve  outside  of  the  housing,  a  link  connecting 
said  arms  by  which  the  thermostat  operates  to 
move  the  valve. 


2.019.051 
CONTACTING   DEVICE 
Max   L.   Jeffrey,    Shaker   Heights.   Theodore    H. 
Eickhoff.  Cleveland  Heights,  and  Frederick  D. 
Sanborn,    Jr.,   Clereland.   Ohio,    assignors,    by 
mesne  assignments,  to  The  M.  L.  Jeffrey  Cor- 
poration. Clevelmnd,  Ohio,  a  corporation  of  Ohio 
Application  November  2.  1931.  Serial  No.  572.588 
7  Claims.     (CI.  200—38) 


1 — ,  ■  ■/>  m , 


1.  In  a  time  unit,  a  pair  of  axlally  aligned  disks 
one  disk  having  a  plurality  of  cam  portions  there- 
cm,  the  other  disk  having  a  plurality  of  cam  por- 
tions thereon  variously  arranged  to  be  associated 
with  the  cam  portions  of  the  first  disk  so  as  to 
form  sets  of  cam  portions  in  various  numbers 
and  sequences,  a  pair  of  contact  strips  having 
contacts  associated  therewith,  one  of  said  strips 
having  a  disk  engaging  portion  bearing  against 


the  cam  portions  of  said  disks  to  enter  such  drop 
portions  on  the  disks  as  are  aligned  and  means 
for  turning  one  disk  relative  to  the  other  disk. 


2.019,052 

JOINT 

Hugh  C.  Lord.  Erie.  Pa. 

AppUcation  July  31.  1931.  Serial  No.  554.283 

Renewed  November  6.  1933 

28  Claims.     ( CI.  248—22 ) 


15.  In  a  support,  two  units  to  be  connected,  one 
of  the  units  having  a  thrust  exerting  part  and  a 
thrust  receiving  part  receiving  the  thrust  from 
the  thrust  exerting  part,  one  of  the  parts  having 
a  connection  with  the  ccwnpanion  unit,  the  con- 
nection providing  for  wabbling  movement  between 
the  part  and  the  companion  unit,  and  an  inter- 
posed rubber  element  between  the  parts  sustain- 
ing the  thrust  between  the  parts,  and  bonded  to  at 
least  one  of  said  parts,  the  said  rubber  element 
permitting  through  its  distortion  a  wabbling  move- 
ment between  the  parts  and  yielding  to  the  thrusts 
on  the  units  toward  and  from  each  other  and  ac- 
commodating a  relative  offsetting  of  the  mem- 
bers by  the  relative  wabbling  action  of  the  parts. 


2.019.05S 
FINGER  RING 

Moe  Manne,  New  York,  N.  Y. 

ApplicaUon  July  10.  1935.  Serial  No.  30,584 

1  Claim.     (CI.  63—15) 


/y     "^SCT  •  o  o  o  o 


of 


■«^ 


IS 


A  finger  ring  consisting  of  several  annular  ring 
members,  one  of  which  is  shaped  and  indepen- 
dently recognizable  as  a  wedding  ring  and  the 
other  shaped  to  represent  an  engagement  ring. 
the  wedding  ring  having  the  major  portion  of  its 
top  lying  flush  with  the  greater  portion  of  the 
top  of  the  engagement  ring,  both  ring  members 
having  at  least  one  flat  side  ro  that  they  may  be 
placed  together  in  flat  abutment,  the  ring  mem- 
bers each  bearing  design  elements,  the  design 
elements  on  one  of  the  ring  members  co-operat- 
ing and  lying  flush  with  those  on  the  other  to 
form  the  effect  of  a  single  ring  when  the  two  ring 
elements  are  worn  on  the  same  flnger  with  their 
flat  faces  in  abutment. 


2.019.054 
CABINET 
Henry  A.  Manx.  Richmond  Hill.  N.  Y. 
Application  January  20. 19SS.  Serial  No.  652.619 
5  Claims.     (O.  312—112) 
1.  In  a  device  of  the  character  described,  the 
combination  with  a  vertical  plane  supporting  sur- 
face, of  a  cabinet  having  a  closed  back  and  an 
open  front,  a  vertical  rod  passing  through  the 
cabinet,  about  which  the  cabinet  revolves  as  an 
axis,  arms  secured  at  their  outer  ends  to  the 
upper  and  lower  ends,  respectively,  of  said  ver- 
tical  rod.  brackets  carried   by  said  plane  sup- 
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porting  surface,  for  pivotally  supporting  the  Inner 
ends  of  said  supporting  arms,  whereby  the  cab- 


inet may  be  reversed  for  exposing  or  concealing 
the  open  front  thereof. 


2,019.055 

ART  OF  PREPARING  GRANULATED 

RUBBER 

Royce  J.  NoMe,  Maiden,  Mass.,  assignor  to 
Hereatex  Corporation,  Melrose,  Mass.,  a  corpo- 
ration of  Massachusetts 

No  Drawing.     AppUcation  January  16,  1934, 

Serial  No.  706,858 

17  Claims.     (CI.  18—50) 

1.  A  process  of  prepwiring  granulated   rubber 

from  rubber  latex  which  comprises  adding  an  in- 

solubilizable  hydrophillc  stabilizer  to  the  latex, 

flocculating  the  latex  with  an   agent  that  in- 

solubilizes   the    stabilizer,   separating   the   mass 

of  rubber  floes  from  the  latex  water,  dewatering 

the  wet  mass  only  until  it  becomes  a  firm  but 

crumbly  cake,  and  granulating  the  firm,  moist 

and  crumbly  cake. 

16.  Substantially  dry,  free-flowing  granulated 
rubber  of  a  particle  size  finer  than  about  20  mesh 
and  possessing  substantially  the  characteristics 
of  coagulated,  latex-derived  rubber.  Including  sub- 
stantial freedom  from  water-soluble  ingredients, 
but  containing  water-insolubilized  added  hydro- 
phillc colloid  distributed  substantially  uniformly 
therethrough  as  material  at  least  part  of  which 
envelops  said  granulated  rubber  particles. 


2.019.056 

WOOD  PLY  CONSTRUCTION 

George  H.  Osgood  and  Russell  G.  Peterson, 

Tacoma,  Wash. 

Application  September  29.  1933.  Serial  No.  691,568 

S  Claims.     (CI.  20—89) 


1.  As  an  article  of  manufacture,  a  veneer  con- 
struction unit  comprising  a  plurality  of  wood  plies 
bound  together  by  a  vegetable  hemi-cellulose- 
contalning  adhesive  which  contains  a  suflBcient 
excess  of  caustic  alkali  and  carbon  bisulphide  to 
soften  the  wood  fibres  along  the  glue  line  whereby 
the  natural  acids  of  the  wood  react  on  the  cellu- 
losic  materials  to  form  a  waterproof  bond. 


2.019.057 

BOTTLE  CLOSURE 

Charles  H.  Rasmnnen,  Brooklyn,  N.  Y.,  assignor 

to  Ferdinand  Gntmann  A  Co.,  Brooklyn,  N.  Y^ 

a  corporation  of  New  York 

Application  January  17.  1935,  Serial  No.  2,193 

2  Claims.     (CI.  215—95) 

11    0 


1.  A  bottle  closure  embodying  therein  a  skirted 
shell  having  an  outwardly  directed  rim  about  the 
bottom  of  the  skirt  thereof,  a  sealing  gasket  with- 
in said  shell,  the  skirt  of  said  shell  having  means 
adapted  to  engage  complementary  means  about 
the  neck  of  a  bottle,  whereby  said  shell,  by  turn- 
ing movement,  may  be  applied  to  or  removed  from 
said  bottle,  and  a  sealing  ring  comprising  a  band 
of  frangible  metal  having  an  inturned  flange  at 
the  top  thereof  engageable  with  said  outwardly 
directed  rim  of  said  skirt,  and  of  a  width  to 
permit  the  opposite  edge  thereof  to  be  spun 
under  a  bead  about  the  neck  of  the  bottle,  said 
band,  adjacent  one  end  thereof,  having  a  narrow, 
highly  frangible  locking  tongue  formed  from  the 
material  of  the  band,  and  an  integral  tab  end 
adjacent  the  other  end  thereof  having  a  slot 
near  the  juncture  of  said  tab  end  with  the  band, 
said  locking  tongue  being  passed  through  said 
slot  and  foldable  against  said  tab  to  prevent  ex- 
pansion of  the  ring,  the  material  of  said  band, 
at  the  juncture  of  the  tab  end  with  the  wider 
portion  of  the  band  being  weakened  to  increase 
the  frangibility  of  the  metal  at  this  point. 

2,019,058 

SWITCH 

John  R.  Rippe.  Fresno,  Calif. 

Application  June  26,  1933,  Serial  No.  677,621 

1  Claim.     (CI.  201—51) 


A  switch  for  use  in  controlling  an  operating 
unit  in  the  cooling  rvstem  of  an  engine  compris- 
ing a  frame,  a  stau  mary  contact  at  one  end  of 
said  frame,  a  movable  contact,  a  thermally  re- 
sponsive expansible  bellows  at  one  end  fastened 
to  the  other  end  of  said  frame,  a  compressible  re- 
sistance interposed  between  said  movable  contact 
and  said  bellows,  and  a  stem  on  said  bellows  and 
guided  by  said  frame  for  transmitting  movement 
of  said  bellows  first  to  abut  said  movable  contact 
with  said  stationary  contact  and  then  to  com- 
press said  resistance. 

2.019.059 
MARINE  EXPLORATION  APPARATUS 

Russell  J.  Sherman,  Bloomfield,  N.  J. 

AppUcation  April  9,  1932.  Serial  No.  604,134 

7  Claims.     (CI.  61—69) 

1.  The  combination  with  a  buoyant  deep  sea 
diving  bell,  an  anchor  block  and  a  connecting 
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block  secured  to  the  bell,  and  a  combined  sup- 
porting and  control  cable  comprising  a  plurality 
of  electric  conductors  terminating  in  the  bell  and 
protecting  and  supporting  armor  surrounding  the 


die  ring  mounted  on  the  bottom  of  the  lower  pan 
section,  grinding  wheels  journaled  on  the  end 
portions  of  the  shaft  for  travel  on  the  die  ring,  a 
pressure  regulating  screw  threadedly  mounted  in 
the  bridge  member,  a  guide  shaft  engaged  in  the 
upper  socket  of  the  hub  and  extending  slidably 
through  the  screw,  a  coll  spring  encircling  the 
guide  shaft  between  the  screw  and  the  hub  for 


conductors  secured  to  and  terminating  in  the 
connecting  block,  of  means  within  the  bell  for 
automatically  releasing  it  from  the  blocks  to  per- 
mit the  buoyant  force  on  the  bell  to  break  the 
conductors  and  free  It  from  the  supporting  cable. 

2.019.060 

MOUTH  PROP 

Joseph  A.  N.  Thiberi.  Fitchburf ,  Mass.,  assifiior 

to  J.  Bird  Moyer  Company,  Inc..  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcation  September  18.  1934.  Serial  No.  744,471 

6  aaims.    (CI.  128 — 6) 


1.  A  mouth  prop  comprising  separated  arms, 
means  for  forcing  the  arms  apart,  a  guide  for 
controlling  movement  of  one  of  the  arms  with  re- 
spect to  the  other  and  terminals  for  the  arms  piv- 
oted thereon  and  including  sections  of  rubber 
channel  and  holders  for  the  sections  of  channel, 
the  holders  engaging  the  outside  of  the  channel 
walls  intermediate  the  lengths  of  the  sections  and 
permitting  these  walls  to  curve  inwardly. 

2.019.0<1 
QUARTZ  MILL 
John  J.  Thiex.  Carson  City.  Nev. 
Application  October  30,  1933.  Serial  No.  695.913 
3  Claims.     (CL  83 — 45) 
1.  A  mill  of  the  character  described  compris- 
ing a  pan  including  detachably  connected  upper 
and   lower   sections,   the    lower   section    having 
screened    outlet    openings    therein    and    further 
having   drain   openings  therein,   a  dome   rising 
centrally  from  the  bottom  of  the  lower  pan  sec- 
tion, said  dome  having  an  opening  in  its  top,  the 
top  of  the  upper  section  having  an  opening  there- 
in, a  bridge  member  traversing  the  last  named 
opening,  an  annulus  depending  from  the  top  of 
the  upper  pan  section,  a  vertical  hub  mounted 
for  rotary  and  vertical  movement  in  the  pan  and 
slidably  engaged   in   the   opening   in   the   dome. 
said  hub  havmg  sockets  in  its  upper  and  lower 
ends,  a  shaft  mounted  transversely  in  the  hub.  a 


yieldmgly  urging  the  grinding  wheels  toward  the 
die  ring,  an  anti-friction  bearing  interposed  be- 
tween the  coil  spring  and  the  hub,  a  guide  spider 
mounted  on  the  upper  portion  of  the  hub  and 
slidably  connected  with  the  annulus.  and  a  ver- 
tical shaft  journaled  in  the  lower  pan  section 
and  slidably  engaged  in  the  lower  socket  of  the 
hub  for  actuating  said  hub. 

2.019.062 

PROCESS  OF  DISINTEGRATION   OP 

CERAMIC  BONDED  ARTICLES 

Alfred  Paul  Thompson.  Pittsburfh,  Pa.,  assignor 

to  The  Carbomndam  Company,  Niagara  Falls. 

N.  Y..  a  corporation  of  Pennsylvania 

Application  July  18.  1933.  Serial  No.  681,039 

16  Claims.     (CI.  23—1) 
1 


LIMITtO    C»WV<  NC 


MnKSNATlOM 
Cmamh  • 


'umtACt 


OUtlMHiNS 


\  yjT    {-H"*^'"  }-H  p*"'"  I 


13.  A  process  of  recovering  gra.n  from  bonded 
granular  bodies  which  comprises  subjecting 
lumps  of  such  bodies  to  disruptive  physical  forces 
and  then  subjecting  the  disrupted  masses  to  the 
action  of  chemical  reagents  for  further  freeing 
the  grain  from  the  bond. 

2.019.063 
CONTROL  SYSTEM 
Leslie  R.  Allison.  Forest  Hills,  and  Norman  Ward 
Lindsay,  Pittsburf  h.  Pa.,  assignors  to  The  Union 
Switch  &   Signal  Company.   Swissvale.  Pa.,  a 
corporation  of  Pennsylvania 
Application  June  29.  1931.  Serial  No.  547.672 

SCUims.     (CI.  177— 311) 
1.  A  control  system  including   two   line   con- 
ductors and  a  common  path  all  extending  be- 
tween two  stations,  two  relays  at  each  station,  a 
first  circuit  including  one  of  said  conductors  and 
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the  winding  of  the  first  relay  at  each  station  as 
well  as  said  common  path  and  a  front  contact 
of  each  relay  at  the  first  station  and  a  front  con- 
tact of  the  second  relay  at  the  second  station, 
a  second  pircuit  including  the  other  of  said  con- 
ductors and  the  winding  of  the  second  relay  at 
each  station  as  well  as  said  common  path  and  a 
front  conUct  of  each  relay  at  the  first  station 


^^___,_._^.. 


*4. 


tj^. 


I 


I 


\ 


-ii.**- 


E^ 


and  a  front  contact  of  the  first  relay  at  the  sec- 
ond station,  a  shunt  around  said  front  contacts 
of  the  relays  at  the  first  station  including  a  nor- 
mally open  manually  closable  switch,  a  shunt 
around  said  front  contact  of  the  second  relay  at 
the  second  station,  and  means  for  closing  said 
second  shunt  when  either  or  both  of  the  relays 
at  the  second  station  are  deenerglzed. 


2.019.064 

ARMATURE  MOLD 

Vincent  G.  Apple,  deceased,  late  of  Dayton.  Ohio. 

by  Herbert  F.   Apple.  Edward   M.   Apple,  and 

Gourley  Darroch.  executors.  Dayton.  Ohio 

Application  December  2.  1933.  Serial  No.  700.720 

4  Claims.     (CI.  18 — 42) 


2,019,065 
DYNAMO    ELECTRIC    MACHINE    COMMUTA- 
TOR BRUSH  WITH  INTEGRAL  SHUNT 

Vincent  G.  Apple,  deceased,  late  of  Dayton,  Ohio, 

by  Gourlev  Darroch,  executor,  Dayton.  Ohio 

Application  January  31,  1934,  Serial  No.  709,228 

8  Claims.     (CI.  171—326) 


1.  For  molding  a  jacket  of  insulation  around 
the  winding  of  an  armature,  a  mold  comprising 
a  body  having  a  cavity  of  slightly  greater  diam- 
eter than  the  winding  and  slightly  less  than  half 
its  length  with  an  opening  to  concentricaUy  sup- 
port the  one-half  of  said  armature  in  said  body, 
a  cap  having  a  cavity  of  slightly  greater  diameter 
than  the  winding  and  slightly  less  than  half  its 
length,  with  an  opening  to  concentrically  support 
said  cap  on  said  armature,  said  body  having  a 
stock  chamber  surrounding  said  cap  at  some  dis- 
tance therefrom,  and  a  plunger  in  the  form  of  a 
hollow  cylinder  having  outer  diameter  slidably 
fitted  to  said  stock  chamber  and  Inner  diameter 
slidably  fitted  over  said  cap.    ^  „ „. 


1.  The  method  of  making  a  dynamo  electric 
machine  brush,  which  consists  of  cutting  a  strip 
of  woven  fabric  longer  than  said  brush,  said  fabric 
comprising  a  warp  and  a  weft,  the  warp  consist- 
ing of  a  plurality  of  small  metal  wires,  molding  a 
brush  body  through  and  about  one  end  of  said 
strip,  then  removing  the  weft  from  the  portion  of 
the  strip  which  extends  from  said  body. 


2,019.066 
AUTOMATIC  SIZING  DE>TCE 
Harold  E.  Balsifer,  Waynesl>oro,  Pa.,  assigmor  to 
Landis  Tool  Company,  Waynesboro,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  April  5,  1932,  Serial  No.  603,236 
27  Claims.     (CI.  51—165) 


i- 


1.  In  a  machine  for  reducing  the  size  of  work, 
the  combination  of  a  pair  of  nozzles  positioned 
approximately  at  opposite  sides  of  the  work,  a 
source  of  pressure  fiuid  in  communication  with 
said  nozzles,  and  means  for  registering  variation 
in  pressure  of  said  fiuid  due  to  escape  of  fluid  as 
the  work  is  reduced  in  size,  substantially  as  set 
forth. 


2.019.067 
PILE  WIRE 
Marcus  B.  Behrman,  Brooklyn,  N.  Y..  assignor  to 
Lox  Seal  Corporation.  Brooklyn,  N.  Y.,  a  cor- 
poration of  New  York 
AppUcation  January  14.  1931,  Serial  No.  508,587 
1  CUlm.     (O.  139—44) 


In  combination  with  a  blade  holder  for  a  pile 
wire  comprising:  a  member  having  a  groove 
formed  therein,  said  groove  opening  longitudinal- 
ly of  said  holder  and  being  adapted  to  receive 
a  blade  therein,  said  groove  terminating  in  a 
recess  within  said  member  and  having  one  of 
its  walls  extended  beyond  said  open  end  to  form 
a  spoon,  a  blade  positioned  in  said  groove,  said 
blade  having  a  portion  thereof  extending  beyond 
said  open  end  and  provided  with  a  concave  ar- 
cuately  contoured  portion,  and  a  prong  struck 
from  said  spoon  and  directed  generally  angularly 
downwardly,  outwardly  and  rearwardly  of  said 
spoon,  and  presented  in  the  path  of  the  out- 
wardly extending  portion  of  said  blade,  said 
prong  having  a  free  arcuately  contoured  tip 
portion  spaced  from  said  member  sufficiently  so 
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as  to  accommodate  portions  of  the  blade  adja- 
cent its  arcuately  contoured  portion  between  said 

2*?.  5w*°^  ^^^  "P  ^^^"  t^e  blade  Is  positioned 
wlthto  the  groove,  and  said  Up  portion  being  con- 
toured m  relation  to  said  arcuate  portion  of  the 
nit  K.  1°  a«,^^P«nnit  removal  and  insertion  of 
the  blade  mto  the  groove,  and  the  inner  surface  of 
said  tip  portion  being  adapted  to  engage  said  last- 
named  portion  of  the  blade  at  a  plurality  of 
pomts  arranged,  in  general,  diagonally  to  the 
line  of  motion  of  said  pile  wire 


2.019.068 
RESILIENT  VEHICLE  WHEEL 
«      .<  "^^  f  •  ^^cr*.  aeveland.  OhJo 
Application  July  30.  1934.  Serial  No.  737.548 
2  Claims,     (a.  152—8) 


mi, JIlJ  combination  of  a  wheel  rim.  a  ring 
momited  thereon  having  a  series  of  radial  re? 
S^rl J^  circumference  and  apertures  beside 
^nnt!^^^^'  ?."'*  spring-supported  tread  units 

mg  from  the  tread  units,  and  working  In  the 
frSn"^'  said  apertures  being  connected  at  the^r 
la^paL'k'^e      '*"'  ^P«=tlve  recesses  by  a  cS^u! 


^^^  2.019.069 

RAZOR  BLADE  HONING  DEVICE 
A      .      ..   ^^^  ^'  *"*>*•  Detroit.  Mich. 
ApplicaUon  February  16.  1934.  Serial  No.  711.528 
2  Claims.     (CI.  51—65) 


r>H.<i?  f  ^^^Q^^lade  honing  device,  a  casing  com- 
FS^^  ^.°^^  ^^^  together,  a  block  mov- 
able longitudinally  of  each  casing  part,  each  block 

Mi3*K^^^**^  ^^  »°  abrasive  face  a  ?aS^; 
blade  holder  rota tably  mounted  between  the  cas- 
ing parts  and  arranged  to  hold  a  razor  blade  a 
pm  extending  through  one  casing  part,  a  flexible 
stripattached  to  one  block  and  exte^ing  ovl?Sl 

S.^r>?°if '^^*?  ^  ^^  °"»^  block,  the  arrang^ 
ment  bctog  such  that  longitudinal  movement  of 
one  Wock  moves  the  other  block  in  the  opposite 
^^^^^'  tfF^^  '^^  returning  the  blocks  to  the 
ortglnal  position  after  movement  thereof,  a  pair  of 
flat  springs  attached  to  one  of  the  blocks  and  frlc- 
Ki^^  ,!?**?"*  ^*  blade  holder  to  turn  the 
blade  holder  during  movement  of  the  blocks  to 

^^JS! f^S^K^f^  °'  "^^  ^^'^'^  ''^to  con- 
tact with  the  abrasive  faces  of  the  blocks. 


2.019.070 
m.     .       J^^^  PHASE  CRACKING 

^l5il5rT''  "**«b«rgh.  Pa.,  assignor  to 

ApplicaUon  June  4,  1926.  Serial  No.  113.778 
5  Claims.     (CI.  196— 61) 


1.  In  the  cracking  of  petroleum  oils  the  Drorp<« 
which  comprises  cracking   an  oil  in  Sie  v^t^ 

S^rf  w  ?h  "^""^^  contacting  the  horcrS^U  ?^- 
pors  with  charge  oil  thereby  vaporlzinK  the  vr 

c'^'^^LnSf^nr'^^H"^^'^^'  removing' a^'^dcit: 

?^/!Jf/f^  liquid  residuum  of  the  charge  oU.  sub- 

r  i  !  ^^  F^^"^  ^*P^"  to  reflux  condenwtJon 

^nrnnH^^"^    ^''^'    ^^^^^^    and    COnSSSSS 

uncondensed  vapors,  withdrawing  condensate 
from  said  refluxing  zone.  heaUng  Oie  2^1^  a 
fhT^'?'''"  °^  »*^"'  600"  P.  and  retur^  it  tS 
i?^^"^""?"^-  ^*^^'   ^'^^   subjecung   condtn^te 

inTmflV^^^l  ^""^  t«  ^*P«r  Phase  cr^k 
tng  for  the  production  of  additional  hot  cracked 

mf2"f^°K'  ^"°^^^  ^^'^t*^^  ^ith  further  q^^ 
titles  of  charge  oil.  mu*" 


r.^^^^  2.019.071 

COMBINED  BOTTLE  CLOSURE  AND 

EYECYTT* 

^^^nL  ?"    W"*»togton.  D.  C.  assignor  to 
Peoples  Dru,  Stores.  Inc..  Washington.  D    C 
a  corporation  of  Maryland  ' 

Application  I>ec«mber  24.  193?.  Cerial  No.  648.803 
1  Claim.     (CI.  128—249) 


Integral  eye-cup  and  bottle  cap.  the  latter  be- 
^g  of  thin  yleldable  material  threaded  for  S-ew- 

c^n  Win^^ir""^  ?'  *  ^'"^'  ^^^  ^OP  o'  ^^^  bottle 
rJS  ll^/*^  *  '^^*"!  ''°""*^  ^  'he  axis  of  said 
cap.  and  the  area  of  contact  of  the  base  of  the 

ciently  smaller  than  said  top  to  leave  a  free 
annular  KJne  between  said  area  of  contact  and 

thi  SSitll  """^  ^'"^''^  "^"  ^^  ^^^  "'^"^h  of 


^.,,_  Ml»,072 

MACHINE  FOB  MAKING  BUTTONS  AND 
LIKE  ARTICLES 
A««H-fJ?*"f  Clemem,  East  Orange.  N.  J. 
AppUeation  Jaaoary  19,  1934.  Serial  No.  707JU5 

1     *  .-.•  Claiina.     (CI.  7»— 1) 

1.  A  machine  for  producing  articles  from   a 
rod.  comprising  a  rod  holder,  a  circular  cutter 
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for  severing  the  articles  from  a  rod  in  said  hold- 
er, a  support  on  which  said  cutter  is  mounted  for 
rotation  about  its  central  axis,  means  for  moving 
said  support  alternately  in  opposite  directions 
to  thereby  bodily  move  the  cutter  toward  and 
from  the  rod,  and  a  resilient  device  secured  to 


said  support  so  as  to  move  therewith  and  par- 
take of  the  said  bodily  movements  only  of  the 
cutter,  said  device  being  so  disposed  with  respect 
to  the  cutter  that  it  will  engage  only  that  por- 
tion of  the  rod  which  is  to  be  formed  into  such 
an  article  as  the  same  is  being  severed  from  the 
rod  by  the  cutter. 


2.019.073 
'    CLUTCH  BfECHANISM 
Holland  M.  Cooper  and  William  R.  Spiller,  Cleve- 
land, Ohio,  assignors  to  The  White  Motor  Com- 
pany, Cleveland,  Ohio,  a  corporation  of  Ohio 
Application  December  30,  1931.  Serial  No.  583394 
2  Claims.     (CI.  192 — 53) 


1.  In  a  change  speed  device  having  a  shaft,  a 
large  gear  and  a  small  gear  mounted  in  co-axlal 
relation  with  said  shaft,  and  means  operatively 
connecting  said  gears  for  simultaneous  rotation 
at  different  speeds,  a  clutch  mechanism  compris- 
ing a  sleeve  slldably  mounted  upon  said  shaft 
between  said  gears  and  affixed  upon  said  shaft 
for  simultaneous  rotation  therewith,  a  set  of  teeth 
formed  on  one  end  of  said  sleeve  designed  for  en- 
gagement with  teeth  on  said  large  gear  and  a 
set  of  teeth  formed  on  the  other  end  of  said 
sleeve  designed  for  engagement  with  teeth  on 
said  small  gear,  said  sleeve  being  so  designed  that 
when  it  occupies  a  position  midway  between  said 
gears  the  teeth  at  its  opposite  ends  are  out  of 
engagement  with  the  teeth  of  both  of  said  gears, 
a  pair  of  spaced  lugs  on  said  sleeve,  a  member 
slldably  and  rotatably  mounted  on  said  sleeve. 
said  member  having  a  length  greater  than  said 
sleeve  and  less  than  the  distance  between  said 
gears,  and  being  constructed  with  end  portions 
designed  for  frictional  engagement  with  said 
gears  and  with  an  intermediate  portion  which 
extends  between  said  lugs,  a  laterally  extending 
abutment  formed  on  one  side  of  the  intermediate 
portion  of  said  member  which  when  said  sleeve  is 
moved  by  continuously  acting  force  from  an 
interlocked  position  with  satd  large  gear  toward 
an  interlocked  position  with  said  small  gear  is 
engaged  hy  one  of  the  lugs  on  said  sleeve  moving 
sa<d  member  into  frictional  engagement  with 
said  small  gear  and  which  acting  through  engage- 


ment with  the  aforesaid  lug  stops  and  retains 
said  sleeve  in  a  position  midway  between  said 
gears  until  after  there  has  been  a  reversal  of 
speeds  of  said  shaft  and  said  small  gear  acting 
through  the  frictional  engagement  set  up  between 
said  member  and  said  small  gear  to  move  the 
aforesaid  lug  out  of  engagement  with  said  abut- 
ment, and  a  laterally  extending  abutment  formed 
on  the  other  side  of  the  intermediate  portion  of 
said  member  designed  to  co-act  with  the  other  of 
said  lugs  in  an  analogous  manner  to  that  set  up 
when  said  sleeve  is  moved  by  a  continuously 
acting  force  from  an  interlocked  p>osition  with 
said  small  gear  toward  an  Interlocked  position 
with  said  large  gear. 


2,019,074 
CONTROL  SYSTEM 
Ralph  Kent  Crooks,  Edgewood.  Pa.,  assignor  to 
The  Union  Switch  A  Signal  Company,  Swiss- 
vale.  Pa.,  a  corporation  of  Pennsylvania 
Application  June  22,  1931,  Serial  No.  545.917 
8  Claims.     (CL  177— 311) 


1.  A  control  system  including:  two  line  con- 
ductors extending  from  one  station  to  another,  a 
cross  conductor  at  each  station  connecting  the 
two  line  conductors,  a  third  line  conductor  extend- 
ing from  a  point  having  a  certain  potential  on 
one  cross  conductor  to  a  point  having  a  different 
potential  on  the  other  cross  conductor  to  thereby 
hi  effect  constitute  the  bridge  element  of  an  un- 
balanced Wheatstone  bridge,  a  circuit  including  a 
current  source  to  supply  current  to  said  line  con- 
ductors, two  relays  the  winding  of  one  of  which 
is  included  in  one  of  the  cross  conductors  and 
the  winding  of  the  other  of  which  is  included  in 
the  third  line  conductor,  and  sirmatures  operated 
by  said  relays  for  disconnecting  said  circuit  from 
said  line  conductors  when  either  one  or  both  of 
said  relays  are  deenerglzed. 


2,019,075 

BELL  RINGING  CIRCUIT  AND  SWITCH 

THEREFOR 

Bartholomew  T.  Farrcll,  Manchester.  N.  H. 

Application  April  7,  1932,  Serial  No.  603  773 

Renewed  March  22.  1935 

1  Claim.     (CI.  177—7) 


A  bell  ringing  system  wherein  current  passes 
through  the  transformer  only  when  the  switches 
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arc  closed,  comprising  a  transformer  Including 
primary  and  secondary  colls,  a  plurality  of  bells, 
a  circuit  for  each  bell  connected  to  the  second- 
ary of  the  transformer,  switching  means  for  each 
bell  circuit  adapted  to  close  the  primary  circuit 
and  the  secondary  circuit  for  each  bell  respec- 
tively, and  means  for  biasing  said  switches  to 
open  circuit  position. 


2.019.076 
CXOrHES  WASHING  MACHINE 
Peter  Eduard  Geldhof.  Syrmcase.  N.  Y.,  assimor 
to  Easy  Washing  Machine  CorporaUon.  Syra- 
cuse, N.  Y..  a  corporation  of  Delaware 
Application  November  4.  1932,  Serial  No.  641,243 
12  Claims.     (CI.  68—19) 


1.  In  a  clothes  washing  machine,  a  plunger 
rod.  a  clothes  washing  vat  into  which  said  plung- 
er rod  projects,  clothes  washing  means  in  said 
vat  secured  to  said  plunger  rod  and  reciprocable 
therewith,  means  for  reciprocating  said  plunger 
rod  spring  means  for  absorbing  the  shocks  of  the 
clothes  washing  operation,  and  a  yielding  connec- 
tion slightly  universal  in  its  acUon  between  said 
clothes  washing  means  and  said  plunger  rod  for 
absorbing  the  bending  stresses  on  said  plunger 


2.019.077 

RAZOR 

Thomas  Haolton.  Johnstown.  Pa. 

Application  January  7.  1935.  Serial  No.  781 

7  Claims.     (CI.  30—64) 


2  A  razor  comprising  a  blade-receiving  head 
having  an  opening  through  Its  lower  side,  a  pin 
slldable  In  said  opening  in  position  to  push 
against  and  hold  the  blade,  a  handle  having  a 
cam  for  applying  and  releasing  said  pin  and 
means  ptvotally  connecting  said  handle  with 
said  head,  said  cam  having  a  dwell  concentric 


with  the  handle  pivot  and  sufficiently  long  to 
allow  swinging  of  said  handle  to  different  opera- 
tive positions  without  releasing  said  pin 


2.019.078 
TRUCK 
William  C.  Hedgcock.  Wilmette.  111.,  assignor  to 
American  Steel  Foundries,  Chicago.  111.,  a  cor- 
poration of  New  Jersey 
Application  December  19,  1931,  Serial  No.  582.061 
14  CUims.     (CI.  105-— 224) 


1  In  a  car  truck,  the  combination  of  a  side 
frame  having  a  tension  and  compression  member 
and  spaced  column  members  forming  a  bolster 
opening,  a  bolster  supported  in  said  bolster  open- 
ing, wheel  and  axle  assemblies.  Journal  boxes  co- 
operating with  the  journal  ends  of  said  wheel 
and  axle  assemblies,  a  leaf  spring  mounted  on 
each  of  said  journal  boxes  and  having  an  end 
disposed  on  fixed  seats  provided  on  said  side 
frame,  said  spring  having  another  end  reslhently 
supporting  said  side  frame,  said  bolster  being 
seated  on  said  tension  member  at  substantially 
axle  level  and  said  fixed  spring  seats  being  adja- 
cent the  compression  member  of  said  side  frame 
for  the  purpose  of  providing  a  low  center  gravity 
truck,  B*»»iwj 


2.019.079 

COTTON  HUMIDIFIER 

Clyde  S.  Herring,  Robstown.  Tex. 

Application  December  21,  1934.  Serial  No.  758.671 

4  CUims.     (CI.  19 — 66) 


1.  In  a  ginning  mechanism  Including  cleaners 
conveyor  trough,  feeder  and  gin  stand,  a  steam 
pipe  having  nozzles  projecting  therefrom  and 
terminating  Inwardly  of  the  feeder  and  a  source 
of  steam  supply  connected  with  said  pipe  for 
i^!)^  *,^^  through  the  pipe  and  the  nozzles 
into  the  feeders  for  moistening  the  cotton  therein 
prior  to  the  passage  of  the  cotton  into  the  gin 
stand,  a  second  steam  pipe  branching  from  the 
™ij;*^^  steam  pipe  and  having  nozzles  con- 
nected therewith  for  directing  steam  into  the 
conveyor  trough  and  an  additional  nozzle  con- 
nected therewith   for  directing  steam  Into  the 

fi^?P*®ii  ft^^  '^^^J^^  »^an^  PlP«  and  nozzles  as- 
sociated therewith  serving  to  supply  steam  to  the 
cleaners  and  the  conveyor  trough  for  moistening 
cotton  therein  to  eliminate  static  condition  and 
valve  means  for  controUIng  the  passage  of  steam 
from  the  first  named  steam  pipe  to  the  second 
named  steam  pipe. 
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2,019,080 
APPARATUS  FOB  SHAPING  AND  PACK- 
AGING CIGARS 
Bror  Anders  Emil  Johnson  and  Gustaf  Orstrom, 
Alsicn.  Sweden,  assignors  to  Aktiebolaget  Gerh. 
Arehns  Mekaniska  Verkstad,  Stockholm.  Swe- 
den, a  corporation  of  Sweden 
Application  May  16.  19S2,  Serial  No.  611,736 
In  Germany  April  5,  1932 
5  Claims.     (CL  226 — 5) 


1.  In  a  machine  for  imparting  to  cigars  and 
similar  articles  a  cross-sectional  shape  different 
from  the  ordinary  circular  cross-sectional  shape, 
the  combination  of  means  forming  receptacles  to 
contain  one  or  more  rows  of  cigars,  means  for 
moving  said  receptacles  in  an  endless  path, 
pressure  members  one  for  each  receptacle,  means 
provided  at  a  point  of  the  said  path  for  forc- 
ing each  pressure  member  against  the  cigars  con- 
tained by  its  receptacle,  each  receptacle  having 
a  spring -mechanism  tending  to  move  its  pres- 
sure member  outward  from  the  receptacle,  means 
for  locking  each  pressure  member  in  operative 
position,  &nd  means  at  a  second  point  of  the  said 
path  for  disengaging  the  said  locking  means 
to  reduce  the  pressure  of  the  pressure  member 
on  the  cigar. 


2  019  081 

UNIVERSAL  ROLLING  MILL 

Rudolf  Heinrich  Koppel,  Aachen,  Germany 

AppUcation  October  27.  1932.  Serial  No.  639,914 

In  Germany  October  27.  1931 

7  Claims.    (CI.  80—54) 


1.  In  a  universal  rolling  mill,  a  spur  gear  ro- 
tatable  about  the  axis  of  the  mill,  pinions  mesh- 
ing with  said  gear.  Intermediate  shafts  arranged 
in  parallel  with  the  axis  of  the  mill  and  carrjring 
said  pinions,  roll  shafts  plvotally  mounted  on 
the  Intermediate  shafts  so  as  to  be  rockable  about 
said  Intermediate  shafts,  a  roll  on  each  roll  shaft, 
said  rolls  constituting  a  pass  In  the  axis  of  the 
mill,  and  a  driving  connection  between  said  in- 
termediate shafts  and  said  roll  shafts. 

459  O.  G. — 68 


2,019.082 

DYNAMO  ELECTRIC  MACHINE 

George  G.  Landis,  Clereland,  Ohio,  assignor  to 

The  Lincoln  Electric  Company 

Application  November  20,  1933,  Serial  No.  698357 

5  Claims.     (CL  171—242) 


1.  An  electric  arc  welding  system  including  a 
welding  current  generator  and  an  arc  circuit, 
which  arc  circuit  includes  a  plurality  of  parallel 
circuits,  one  of  said  parallel  circuits  containing  a 
series  field  winding  of  the  generator,  another  of 
said  parallel  circuits  containing  an  inductive  re- 
sistance winding,  and  means  for  simultaneously 
and  oppositely  varying  the  impedance  of  said  par- 
allel circuits. 


2.019.083 
CHEST  OR  SIMILAR  RECEPTACLE 
Grady  A.  Loftln,  Altavista,  Va.,  assignor  to  The 
Lane  Company,  Inc.,  Altavista,  Va.,  a  corpora- 
tion of  Virginia 
Application  October  19,  1934,  Serial  No.  749,106 
9  Claims.     (CL  217—5) 


1.  A  tray  assembly  for  chests  and  similar  re- 
ceptacles, said  assembly  comprising  a  pair  of 
spaced  sets  of  parallel  link  members,  said  mem- 
bers having  means  at  the  inner  ends  thereof  for 
pivotal  connection  to  the  opposed  inner  walls  of 
a  chest,  a  tray  plvotally  connected  to  the  outer 
ends  of  link  members  of  both  sets,  and  a  second 
tray  plvotally  connected  to  link  meml)ers  of  both 
sets  at  intermediate  points  thereof  so  spaced 
from  the  pivotal  connections  of  the  first  tray 
that  said  trays  may  be  positioned  in  horizontal 
alinement  within  a  chest  when  said  link  mem- 
bers are  plvotally  secured  to  the  walls  thereof. 


2,019,084 
CLOSURE  MEMBER 
William  G.  Miller.  Detroit,  Mich.,  assignor  to  The 
R.  C.  Mahon  Company,  Detroit.  Mich.,  a  corpo- 
ration of  Michigan 
Application  December  23,  1931.  Serial  No.  582.889 
13  Claims.    (CI.  189—57) 
1.  In  a  device  of  the  character  described,   a 
rolling  steel  shutter,  a  winding  drum  therefor, 
a  spring  tending  to  turn  the  dnun  to  unwind  the 
shutter  to  closed  position,  means  for  latching  the 
shutter  In  its  rolled  position,  thermally  and  man- 
ually controlled  means  for  releasing  the  latching 
means    to    permit    unwinding    of    the    shutter, 
means  for  rewinding  the  shutter  on  the  winding 
drum  when  the  shutter  is  lowered,  comprising  a 
winding  spool  attached  to  and  rotatable  by  the 
winding  drum,  a  cable,  one  end  attached  to  the 
winding  spool,  a  winding  reel,  the  opposite  end 
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of  the  cable  attached  thereto,  means  for  manu- 
ally rotating  the  winding  reel  to  wind  the  cable 
thereon  to  raise  the  shutter,  and  spring  means 


for  automatically  maintaining  tension  on  the 
cable  at  all  times  to  prevent  buckling  thereof 
when  the  shutter  is  raised. 


2,019.085 
GOVERNOR  FOR  CLOSURE  MEMBERS 
William  G.  Miller.  Detroit.  Mich.,  assirnor  to  The 
R.  C.  Mahon  Company.  Detroit,  Mich.,  a  corpo- 
ration of  Michiran 
Application  December  23.  1931.  Serial  No.  582,890 
6  Claims.     (CI.  189—57) 


1.  In  a  device  of  the  character  described,  a 
closure  member,  a  winding  drum  therefor,  an 
escapement  governor  for  controlling  the  speed  of 
descent  of  the  same  comprising  a  serrated  disc 
attached  to  the  drum,  a  pivoted  support,  a  pair 
of  approximately  oppositely  disposed  latches  for 
alternately  engaging  the  teeth  of  the  disc  on  op- 
posite sides,  gravity  actuated  latching  means  for 
engaging  the  serrated  disc  to  prevent  rotation 
thereof  and  relieve  the  escapement  governor  from 
pressure  engagement  with  the  disc,  thermally 
controlled  means  for  holding  the  latching  means 
in  engagement  with  the  serrated  disc,  said  means 
designed  to  release  the  latching  means  In  the 
presence  of  fire  to  allow  the  latching  means  to 
fall  by  gravity  under  restraint  of  the  escapement 
governor. 


2,019,086 
BUOYANT  CLOTHING 

William  Milne,  Dumbarton,  Scotland 

Application  September  26,  1933,  Serial  No.  691.066 

In  Great  Britain  October  6.  1932 

1  CUim.     (CI.  9—20) 

A  one-piece  seamless  buoyant  garment  of  sin- 
gle-ply knitted  textile  fabric,  having  a  waist  belt. 
and  formed  above  said  waist  belt  with  a  pocket 


contained  between  separable  piles  each  of  one 
half  the  thickness  of  the  fabric,  and  an  inflat- 
able belt  accommodated  m  said  pocket,  said  in- 
flatable belt  comprising  two  rubber  panels  joined 
together  along  their  edges,  and  vertical  flexible 


-...4 


i 


supporting  strips  joining  the  adjacent  faces  of 
said  panels  along  locally  distributed  strip  areas, 
said  strips  stopping  short  of  the  longitudinal  edges 
of  said  Inflatable  belt  and  affording  between 
them,  intercommunicating  compartments. 


2.019.087 
FRUIT  DRIER 
Douglas  C.  Morris  and  Leonard  O.  Cockrill.  Yak- 
ima, Wash.,  assirnors  to  Fruit  Packers  Supply 
and  Equipment  Company.  Yakima.  Wash.,  a 
corporation  of  Washington 
AppUcation  June  19.  1934.  Serial  No.  731.328 
1  Claim.      (CI.  34—12) 


A  fruit  drier  comprising  a  plurality  of  spaced 
inclined  rods  forming  supports  for  fruit,  each  of 
said  rods  being  bent  at  spaced  distances  along 
the  lengths  thereof  to  form  curved  pockets  to 
support  fruit  individually,  a  movable  rod  between 
each  support  and  bent  to  form  substantially  right 
angular  V-shaped  notches,  means  for  shifting 
the  rods  so  that  one  leg  of  each  notch  will  cut 
across  a  plane  which  passes  through  the  leg  of 
an  adjacently  disposed  curved  pocket  for  lifting 
and  rolling  the  fruit  from  a  lower  pocket  to  a 
succeeding  higher  pocket  whereby  the  fruit  is 
moved  along  the  inclined  rods  while  permitting 
free  moisture  on  the  fruit  to  be  discharged  by 
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gravity  between  the  rods,  the  other  leg  of  each 
V-shaped  notch  moving  substantially  along  a 
plane  passing  through  the  other  leg  of  the  curved 
pockets  and  cooperating  with  said  leg  for  guid- 
ing the  fruit  In  the  next  succeeding  pocket,  a  plu- 
rality of  spaced  wipers,  means  for  causing  the 
wipers  to  be  drawn  over  the  moving  fruit  in  a 
direction  which  is  opposite  to  the  direction  of 
movement  of  the  ascending  fruit  so  that  the  free 
ends  of  the  wipers  when  dragging  over  the  fmlt 
which  is  being  moved  up  the  Inclined  rods  will 
aid  in  revolving  said  fruit  while  said  wipers  move 
down  the  inclined  rods. 


i-Jk-n 


2,019.088 

TIMING  DEVICE  FOR  CAM  GRINDING 
MACHINES 
Conrad    L.    Ott.    Waynesboro.    Pa.,    assigmor    to 
Landis  Tool  Company.  Waynesboro,  Pa.,  a  cor- 
poration of  Pennsylvania 
Application  July  10,  1930.  Serial  No.  467.045 
Renewed  April  18.  1932 
23  Claims.     (CI.  51—72) 


1.  In  a  grinding  machine  having  a  grinding 
wheel  and  a  traverslble  work  carriage,  and  means 
for  locking  the  work  carriage  in  work  grinding 
position,  means  for  timing  movement  of  the  said 
carriage  comprising  a  cam.  a  constantly  moving 
member,  a  clutch  for  connecting  said  cam  opera- 
tively  with  ssLld  constantly  moving  member,  means 
for  moving  said  carriage,  and  means  for  releasing 
said  clutch  after  said  carriage  is  caused  to  move, 
substantially  as  set  forth. 


2  019  089 

COMBINED   WASHING  AND  DRYING 

MACHINE 

Walter  A.  Papworth,  Syracuse.  N.  Y..  assignor  to 
Easy  Washing:  Machine  Corporation,  Syracuse, 
N.  Y..  a  corporation  of  Delaware 

Application  December  11,  1930,  Serial  No.  501,575 
2  Claims.     {CI.  210—75) 


combination,  a  centrifugal  drying  vat  mounted 
In  the  washing  vat  and  adapted  to  be  rotated  at 
high  speed,  a  cover  for  said  washing  vat  extend- 
ing substantially  complet-ely  over  the  drying  vat, 
a  trough  having  a  discharge  outlet,  said  trough 
depending  from  the  cover,  encircling  the  drying 
vat,  and  having  its  lower  edge  lying  beneath  the 
point  of  discharge  of  the  liquid  from  said  drying 
vat.  the  liquid  as  it  issues  from  said  extractor 
being  confined  between  the  trough  and  the  lower 
side  of  said  cover  whereby  it  is  prevented  from 
being  sprayed  about  the  room  in  which  the  ma- 
chine is  operating. 


2.019,090 
RUG  DISPLAY  RACK 

Abraham  Pepper.  Pueblo,  Colo. 

Application  September  5,  1934,  Serial  No.  742^11 

4  Claims.     (CI.  211—45) 


1.  In  a  combined  washing  and  drying  machine 
having  a  vat  in  which  clothes  are  washed,  in 


1.  A  display  rack  including  a  head,  legs  piv- 
otally  connected  thereto  for  relative  adjustment 
and  supporting  the  head  to  provide  a  stand,  means 
locking  the  legs  in  adjusted  position,  means  ad- 
justable on  the  legs  to  engage  the  head  for  lock- 
ing the  head  against  tilting  movement  on  the 
legs,  upstanding  loops  carried  by  the  head  and 
overhanging  the  head  at  opposite  sides  thereof, 
and  article  suspending  means  carried  by  said  loops 
and  freely  movable  thereon  from  either  side  of 
the  stand  to  the  other. 


2.019.091 
AIR  CONDITIONING   SYSTEM 
Lawrence  A.  Philipp,  Detroit.  Mich.,  assignor  to 
Kelvinator  Corporation,  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
AppUcation  February  15.  1934,  Serial  No.  711,296 
9  Claims.     (CI.  62 — 6) 


1.  An  air  conditioning  system  comprising  in 
combination,  a  housing  through  which  air  to  be 
conditioned  is  circulated:  a  refrigerating  appa- 
ratus Including  a  heat  absorber  and  a  heat  dis- 
sipator,  said  heat  absorber  being  disposed  in  the 
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housing  for  cooling  the  circulating  air,  said  ap- 
paratus including  means  responsive  to  the  condi- 
tion of  the  air  for  cyclically  controlling  the  op- 
eration of  the  refrigerating  apparatus;  and  means 
operated  when  the  refrigerating  apparatus  is  in- 
operative for  preventing  the  flow  of  circulating 
air  about  the  heat  absorber. 


2.919.092 

IRONING  BOARD 

Louis  Pribyl.  Enid.  OkU. 

AppUcaUon  March  1.  1935.  Serial  No.  8.936 

4  Claims.     (CL  6S— 10) 


(^^r^r 


1.  An  ironing  board  structure  of  the  type  de- 
scribed comprising  a  legged  support,  a  table  top 
on  said  support  and  having  a  swingable  section, 
an  ironing  board  support  below  said  swingable 
section,  an  ironing  board  mounted  on  said  iron- 
ing board  support  and  vertically  movable  with  re- 
spect thereto,  and  spring  means  on  said  Ironing 
board  support  for  pushing  said  ironing  board  into 
an  elevated  operative  position  from  a  depressed 
inoperative  position  when  said  swingable  section 
is  swung  to  an  open  position. 


2.019.093 

ELECTRIC  SWITCH 

Christian  A.  Rasmossen.  Cleveland.  Ohio 

AppUcation  March  19,  1934.  Serial  No.  716.370 

3  Claims.     (CL  200 — 52 j 


STRAINER 


1.  In  a  plugging  switch  adapted  to  control  the 
braking  of  the  rotary  speed  of  an  electric  motor, 
a  stationary  switching  member,  a  shiftable 
switching  member  having  a  downwardly  extend- 
ing arm.  rotatable  axlally  shiftable  mechanical 
means  for  free  rotation  with  respect  thereto,  a 
rotatably  mounted  screw  shaft  threadedly  en- 
gaged with  said  rotatable  means  for  shifting  same 
laterally,  when  the  said  shaft  is  rotated  by  the 
motor  to  be  controlled,  forked  means  on  the  arm 
of  said  shiftable  switching  member  for  guiding 
same,  guide  rods  for  said  forked  means,  and  ad- 
justable means  on  said  guide  rods  for  limiting 
the  shifting  of  said  forked  means  and  therewith 
the  shifting  of  said  shiftable  switch  member  and 
said  rotatable,  axially  shiftable  mechanical 
means. 


2,019.094 

FOR  GASOLINE  DELIVERY 

NOZZLES 

William  H.  Rice  and  Hancel  M.  Lyon,  Atlanta.  Ga. 

Application  Angnsi  20,  1934.  Serial  No.  740,675 

5  Claims.     <CL  210— 164) 

3.  A    strainer    comprising   a   supporting    ring 

having  oppositely  disposed  openings  therein  and 

provided  wtih  a  base  flange,  a  tapered  strainer 


having  its  large  end  fitting  over  the  supporting 
ring  and  resting  on  said  flange,  and  securing  ele- 


ments carried  by  the  strainer  and  engaging  the 
openings  in  the  ring. 


2.019.095 

PANEL  JOINT  AND  METHOD  OF  MAKING 

THE  SAME 

John  R.  RoMnaon,  Everett.  Wash. 

ApplicaUon  July  5.  1933.  Serial  No.  679.022 

6  Claims.     (CI.  20—15) 


1.  The  method  of  Joining  together  adjacent 
panels  including  the  steps  of  securing  the  panels 
in  place  with  an  opening  therebetween;  gluing 
a  wedge  shaped  filler  member  under  compres- 
sion in  said  opening ;  and  smoothing  off  the  filler 
member  flush  with  the  surface  of  the  panels, 
whereby  the  effect  of  contraction  and  expansion 
on  the  Joint  between  the  adjacent  panels  is  mini- 
mized. 


2,019.096 

PRODUCTION  OF  SUPPRESSION  LATER 

PHOTOCELLS 

Frans  Rotber.  Paris.  France 

ApplicaUon  Jaly  7.  1933,  Serial  No.  679.285 

In  Germany  July  8.  1932 

6  Claims.     iCl.  136 — 89) 


1.  In  the  process  of  producing  suppression 
layer  cathodes  for  photo  cells  and  the  like,  com- 
prising a  copper  base  and  a  coating  of  an  oxide 
thereof,  the  step  which  consists  in  coating  said 
b€ise  with  a  thin  layer  of  another  metal  not 
belonging  to  the  alkali  group  of  metals  and  there- 
after heating  the  so  coated  base  to  thereby  cause 
copper  to  diffuse  into  and  to  form  an  alloy  with 
said  other  metal  and  further  to  oxidize  at  least 
part  of  the  copper  so  diflfused  to  form  said  oxide 
coating  overlying  said  alloy. 


2.019.097 

THREAD  CONTROLLER  FOR  SEWING 

MACHINES 

Charles  F.  Rabel.  Chleafo,  HI.,  assignor  to  Union 
Special  Machine  Company,  Chicago,  m.,  a  cor- 
poration of  Illinois 
AppUcation  January  29.  1934.  Serial  No.  708.915 
5  Claims.     (CI.  112— 241) 
1.  In  a  sewing  machine,  the  combination  of  a 
needle,  a  needle  bar.  an  operating  shaft,  a  link 
connected  to  said  operating  shaft  and  said  nee- 
dle bar  for  reciprocating  the  same,  thread  con- 
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trolling  devices  for  the  needle  thread  including 
an  arm  having  a  thread  slot  for  the  needle  thread 
carried  by  said  link,  a  stationary  shoulder  ad- 
jacent the  path  of  reciprocation  of  the  needle 
bar,  a  thread  guiding  eye  carried  by  the  needle 
bar  and  disposed  so  as  to  lay  the  needle  thread 
over  said  shoulder  as  the  needle  approaches  the 
lower  end  of  its  stroke,  and  a  thread  arm  carried 


wmwi 


by  the  needle  bar  and  having  a  thread  slot  in 
the  outer  end  thereof  disposed  adjacent  the  path 
of  reciprocation  of  the  thread  arm  carried  by 
the  link  and  operating  through  its  downward 
movement  to  take  up  the  needle  thread  when 
said  needle  thread  is  released  by  the  upward 
movement  of  the  arm  carried  by  the  link  as  the 
needle  approaches  the  lower  end  of  its  stroke. 


2.019,098 

MEANS  FOR  COMPOSING   PICTURES 

Otto  Schrickel,  Mount  Healthy,  Ohio 

AppUcation  September  25.  1933.  Serial  No.  690.850 

8  Claims.      (CI.  41—34) 


3.  A  supporting  easel  for  composite  pictures, 
comprising  a  supporting  board  having  a  series 
of  long  narrow  slots  permanently  located  there- 
in for  the  reception  of  picture-part  holders  to 
be  slid  freely  along  the  slots,  and  a  base  part  for 
the  easel  having  an  adjacent  slot  of  a  width  ap- 
proximating three  times  the  width  of  the  pre- 
viously mentioned  slots.  -  - 


2,019.099 

CAN  OPENER 

Francis  H.  Schwarti,  Linden,  N.  J.,  assignor  to 

Soss  Manufacturing  Company,  Roselle.  N.  J. 

AppUcation  August  2,  1935.  Serial  No.  34,308 

12  CUims.     (CI.  164—119) 


^y 


C 


1 .  A  tool  of  the  class  described  fashioned  from 
an  elongated  sheet  metal  blank,  one  end  of  which 
is  substantially  V-shaped  in  form,  one  side  of 
the  blank  adjacent  the  V-shaped  end  being 
fashioned  to  form  a  hook-shaped  part  extending 
into  a  recess  portion  of  the  blank,  and  said  blsuik 
being  folded  along  a  diagonal  line  extending  from 
said  recess  to  the  opposed  side  of  the  blank  to 
arrange  the  V-shaped  end  portion  of  the  blank  In 
a  plane  transverse  to  the  longitudinal  plane  of 
the  remainder  of  the  blank  and  with  the  side 
edges  of  said  end  portion  projecting  at  opposite 
sides  of  the  blank. 


2.019.100 

BRAKE  BEAM   SUPPORT 

Frederic  Schaefer,  Pitteburgh,  Pa. 

Application  January  17,  1935,  Serial  No.  Z^iSS 

3  Claims.     (CI.  188—209) 


, —          N 

^      n 

L.^ -; 
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1.  The  combination  of  a  railway  car  truck 
frame  having  a  laterally -extending  brake  hang- 
er bracket  provided  with  three  horizontally- 
spaced  depending  lugs  having  aligned  pin -receiv- 
ing openings  and  forming  with  each  other  and 
the  side  of  the  frame  three  horizontally-spaced 
recesses  the  outer  of  which  is  the  narrowest,  a 
brake  hanger  comprising  two  spaced  side-arms 
and  a  yc*e  connecting  their  lower  ends,  the  up- 
per ends  of  the  side-arms  having  integral  pin- 
receiving  bearing  eyes  positioned  in  the  Inner 
and  intermediate  of  said  recesses,  the  inner  arm 
of  said  hanger  being  straight  and  the  outer  arm 
thereof  extending  upwardly  and  towards  the  in- 
ner arm  and  having  its  bearing  eye  wider  than 
said  outer  recess,  and  a  pin  extending  through 
said  eyes  and  said  lug  openings  for  connecting 
the  hanger  to  the  bracket. 
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2.019.101 
AUTOMATIC  BRAKE  MECHANISM 
FOR  VEHICLES 
George  L.  Smith,  South  Bend,  Ind..  assignor  to 
United  States  Ordnance  Company,  Washing- 
ton, D.  C.  a  corporation  of  Virginia 
Application  December  12,  1932.  SeHal  No.  646.902 
10  Claims.     (CI.  188 — 79.5) 


5.  In  a  brake,  a  brake  drum,  friction  means 
for  arresting  rotary  movement  of  the  drum,  an 
automatic  adjusting  device  for  the  friction 
means,  said  device  including  an  operating  lever 
responsive  to  a  rise  in  brake  temperature  to  re- 
tard its  0F>erative  movement,  and  an  anchoring 
mechanism  for  the  friction  means  movable  in 
response  to  an  increase  in  brake  temperature  to 
vary  the  drum  arresting  action  of  the  friction 
means. 

2,019.102  

FURNACE  CHARGING  MACHINE 

Clarence  L.  Taylor,  Yoongstown,  Ohio,  asslnior 

to  The  Aetna  Standard  Engineerinf  Company, 

Younfstown,  Ohio,  a  corporation  of  Ohio 

Application  January  25.  1934,  Serial  No.  708,217 

8  CUims.     iCl.  214—26) 


=^-^       . 


i 


«     «•         1      a*  »      *•        '      ^ 


1.  In  combination  In  a  furnace  charging  ma- 
chine, a  frame,  a  wheel  mounted  on  an  axle  sup- 
ported by  said  frame,  a  cam  roller  carried  by  said 
axle,  a  load  supporting  platform  disposed  over 
said  axle,  wheel  and  roller,  a  cam  member  se- 
cured to  said  platform,  said  cam  member  being 
supported  on  said  roller  and  having  an  inclined 
surface  adapted  to  engage  said  roller,  means  car- 
ried by  said  frame  for  moving  said  axle  and  roller 
relative  to  said  frame  and  to  said  Inclined  surface 
whereby  said  platform  may  be  raised  and  lowered. 

2,019.103 
PUMP 
Edvin  Ossian  Parcival  Theg e,  Stockholm.  Sweden, 
anij^nor  to  Aktiebolacet  AUaa  Diesel.  Stock- 
holm, Sweden,  a  corporation  of  Sweden 
AppDcaUon  January  9,  1933,  Serial  No.  650,943 
In  Sweden  July  11.  1932 
6  Claims.     (CI.  103 — 41) 
1.  In  a  reciprocating  pump  having  a  working 
bore,   a   pump  body,   means   providing   a  pump 


chamber  at  one  end  of  said  bore  Including  a 
member  mounted  in  said  body,  a  pump  plunger 
working  in  said  bore,  valve  means  mounted  in 
said  member  for  admitting  liquid  to  said  cham- 
ber and  for  releasing  liquid  therefrom  including 
a  part  arranged  to  be  contacted  by  one  end  of 
the  plunger  on  its  discharge  stroke  to  effect  re- 


lease of  liquid  from  said  chamber,  and  a  pump 
delivery  valve,  said  member  having  passages 
formed  therein  for  placing  said  valve  means  in 
communication  with  the  pump  chamber  and  with 
the  liquid  supply  for  the  pump  and  for  placing 
the  pump  chamber  in  communication  with  the 
pump  delivery  valve. 


2,019.104 
SHIRT  CUFF  AND  METHOD  AND  APPARATUS 

FOR  MAKING  IT 
Earl  V.  Tolen  and  Charles  B.  Harbstreit,  Bedford. 
Ind.,  assignors  to  Reliance  Manufacturing  Com- 
pany, Chicago,  111.,  a  corporation  of  Illinois 
AppUcation  March  18.  1933,  Serial  No.  661.477 
3  Claims.     (CI.  2— 123) 


y** 


1.  The  method  of  attaching  a  two  ply  cuff  to 
the  end  of  a  sleeve  having  greater  initial  width 
than  the  length  of  the  cuff,  which  consists  in  pre- 
forming Intumed  marginal  flanges  on  an  inner 
and  an  outer  ply,  guiding  the  sleeve  margins  of 
the  respective  cuff  plies  in  alignment,  with  their 
adjacent  margins  facing,  and  with  the  end  of  the 
sleeve  extending  therebetween  and,  while  the 
sleeve  is  otherwise  unattached  to  either  ply  along 
the  end  of  the  sleeve,  forming  a  line  of  stitching 
along  the  sleeve  edge  of  the  cuff  and  passing 
through  the  outer  ply.  Its  intumed  irmer  margin, 
the  end  of  the  sleeve,  the  Intumed  margin  of  the 
inner  ply,  and  the  inner  ply,  with  the  stitching 
exposed  on  both  faces  of  the  cuff,  and  gathering 
the  sleeve  as  the  line  of  stitching  is  formed  to 
bring  the  edges  of  the  sleeve  into  alignment  with 
the  ends  of  the  cuff,  and  thereafter,  while  the 
plies  are  unattached  to  the  sleeve  save  for  the 
first -mentioned  stitching,  and  as  a  continuation 
of  the  same  stitching,  stitching  one  end,  then 
the  opposite  edge  and  then  the  other  end  of  the 
pUes  together  by  stitching  extending  through  the 
outer  ply.  Its  inturned  margin,  the  inturned  mar- 
gin of  the  inner  ply.  and  the  inner  ply,  with  the 
last  mentioned  stitching  exposed  on  both  faces 
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of  the  cuff,  and  said  stitchmg  constituting  the 
sole  sewn  securement  of  the  plies  to  each  other 
and  to  the  sleeve. 


2,019.105 

WINDOW  SCREEN  FOR  AUTOMOTIVE 

VEHICLES 

Harold  E.  Van  Voorhees.  Windsor,  Ontario,  Can- 
adjt,  assignor  to  Temstedt  Manufacturing 
Company,  Detroit.  Mich.,  a  corporation  of 
Michigan 

Application  September  5,  1933,  Serial  No.  688,155 
6  Claims.     (CI.  156—14) 


3.  In  a  window  assembly  comprising  a  swing- 
able  panel  pivoted  at  its  ten)  and  bottom  edges 
between  its  front  and  rear  edges,  a  screen  for 
screening  the  portion  of  the  window  opening  in 
front  of  the  pivots  when  the  window  panel  is 
swung  to  open  position,  a  weatherstrip  for  seal- 
ing an  edge  of  the  said  panel  when  in  closed 
position,  and  support  means  in  the  form  of  a 
channel  bracket  extending  along  a  portion  of 
the  weatherstrip  and  for  receiving  such  portion 
whereby  the  screen  is  held  in  place  by  said 
weatherstrip. 

2,019,106 
SEALING  DEVICE  FOR  CONTAINERS 

Oscar  Vos,  New  York,  N.  Y. 

Application  August  31,  1934,  Serial  No.  742,246 

3  CTaims.     (CI.  215—7) 


1.  In  a  container,  a  sealing  device  comprising 
an  enlargement  on  the  container  and  spaced  from 
the  mouth  thereof,  a  multiplicity  of  thin,  readily 
severable  filaments  having  portions  thereof  em- 
bedded in  the  enlargement,  a  closure  member  for 
the  mouth  of  the  container,  portions  of  the  fila- 
ments engaging  the  closure  member,  and  a  ro- 
tatable  member  positioned  between  the  enlarge- 
ment and  the  mouth  of  the  container,  said  ro- 
tatable  member  being  adapted  during  rotation  to 
engage  the  filaments  and  sever  the  same  between 
the  enlargement  and  the  mouth  of  the  container. 


2.019.107 
DIRECTORY  BOARD  AND  THE  LIKE 

John  A.  Weber.  Chicago.  111. 

Application  January  6.  1934.  Serial  No.  705.499 

1  Claim.     (CI.  40—140) 

In  a  directory  board,  the  combination  of  a  sup- 
porting frame  having  forwardly  projecting  walls 
and  a  back  against  which  line  units  may  be  lo- 
cated, one  of  said  forwardly  projecting  walls  be- 
ing provided  with  an  overhanging  shoulder  to  be 
located  in  front  of  line  units,  with  a  plurality  of 
line  units,  each  line  unit  comprising  a  member 
having  means  for  securing  indicia  thereon,  said 
member  having  an  axially  projecting  spring 
pressed  plunger  at  one  end  projecting  therefrom 


for  engaging  a  flat  surface  on  one  of  said  for- 
wardly projecting  walls  whereby  said  members 
may  be  frlctionally  held  by  said  plunger  but  are 
slidably  mounted,  said  plunger  sliding  on  said 
flat  surface  so  that  any  member  may  be  removed 
and  the  space  between  the  others  closed  up  by 
sliding  the   other  members  together,   said   for- 

m 


JiTZi  -if  IS  £J  28  xe  xeJT  7*«. 

wardly  projecting  wall  being  formed  with  a 
recessed  portion  adjacent  the  end  of  said  mem- 
bers and  said  members  being  formed  with  a 
shoulder  for  engaging  a  finger  of  the  operator 
when  said  finger  is  inserted  in  said  recessed  por- 
tion to  remove  the  members  without  the  use  of 
tools. 


2,019.108 

APPARATUS  FOR  BLOCKING  PIECES 

OF  MEAT 

Joseph  L.  Wilde,  Boston,  Mass. 

Application  June  30,  1931.  Serial  No.  547,883 

5  CUims.     (CI.  17—1) 


1.  Apparatus  for  blocking  a  side  of  bacon,  com- 
prising a  rectangular  container  for  receiving  the 
bacon;  a  compressing  cover;  a  compressor  under 
the  cover,  manually  adjustable  to  positions  mak- 
ing the  container  to  be  of  various  lengths  for 
compressing  engagement  with  an  edge  of  the 
contained  piece  of  bacon;  and  a  horizontal  strip 
carried  by  and  movable  vertically  on  the  said 
compressor,  for  overlying  and  confining  the  mar- 
gin of  the  piece  of  bacon  which  is  adjacent  to  the 
compressor. 

2,019,109 
WHEEL  AND  BRAKE  ASSEMBLY 

Charles  S.  Ash,  Birmingham,  Mich.,  assignor,  by 
mesne  assignments,  to  The  Kelsey-Hayes  Wheel 
Company,    Detroit.    Mich.,    a    corporation    of 
Delaware 
AppUcation  March  16,  1931.  Serial  No.  523,118 
6  Claims.     (CI.  301 — 6) 


1.  A  wheel  and  brake  assembly,  comprising  a 
hub,  a  brake  flange  encircling  and  mounted  on 
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said  hub.  a  demountable  disk  wheel  having  a  rim 
member  encircling  said  brake  flange,  a  disk  se- 
cured to  the  rim  member,  and  a  hub  member  se- 
cured intermediate  the  ends  thereof  to  said  disk, 
one  end  portion  of  said  hub  member  fashioned 
to  rest  upon  said  brake  flange  at  one  end  there- 
of and  the  other  end  portion  of  said  hub  mem- 
ber detachably  secured  to  the  flrst  mentioned  hub 
at  the  opposite  end  of  the  brake  flange. 


2.tl9.11« 
AUTOMOBILE  BODY  CONSTRUCTION 
Albert  P.  BaU.  Detroit,  Mich..  aMifnor  to  Brigfs 
Manuf actoring  Company,  Detroit,  Mich.,  a  cor- 
poration of  Miclilgan 
AppUeaUon  October  29.  1932,  Serial  No.  649,235 
13  Claims.     (CL  45— 139) 


11.  The  combination  with  a  trim  panel  mem- 
ber including  a  trim  cloth  and  a  substantially 
coextensive  metal  sheet,  and  an  automobile  body 
member,  one  of  said  members  having  projecting 
fastener  devices  integrally  fixed  thereto  and  ex- 
tending along  one  face  of  the  member  in  spaced 
relation  therewith  and  the  other  member  having 
openings  to  receive  said  fastener  devices  in  in- 
terlocked relation,  whereby  portions  of  said  other 
member  adjacent  said  openings  are  frlctionally 
held  between  said  member  and  said  projecting 
fastener  devices. 


2,919,111 
VEHICLE  BODY  CONSTRUCTION 
Albert  P.  BaO.  Detroit,  Mich.,  assignor  to  Brlggs 
Manufacturing  Company.  Detroit,  Mich.,  a  cor- 
poration of  Michigan 
Application  December  16.  1932,  Serial  No.  647,651 
12  Claims.     (CL  296— 28) 


1.  A  body  pillar  comprising  a  metal  stamping 
forming  a  door  jamb  along  at  least  one  longitudi- 
nal edge  thereof,  a  channel  shaped  reinforcing 
member  secured  therein,  metallic  fastener  por- 
tions integral  with  said  member,  and  a  trim  panel 


provided  with  a  backing  sheet  having  projecting 
fastener  devices  adapted  to  interlock  with  said 
fastener  portions,  a  wind  cord  adapted  to  over- 
hang a  longitudinal  edge  of  said  door  jamb,  and 
a  fabric  covering  extending  over  said  trim  panel 
and  said  wind  cord  and  forming  a  unitary  struc- 
ture thereof. 

2.919.112 

PROCESS  FOR  FUSING  MATERIALS 

Herman  Albert  Beekhnis,  Syracuse,  N.  T..  assignor 

to    Atmospheric    Nitrogen    Corporation,    New 

York,  N.  Y.,  a  corporation  of  New  York 

Application  Bfay  2.  1931.  Serial  No.  534,633 

27  Claims.     (CL  23—192) 


1.  The  process  of  fusing  a  solid  material  which 
comprises  continuously  recirculating  a  melt  of 
said  material  in  a  circulatory  system,  and  in  said 
system  passing  the  melt  in  one  stage  in  direct 
contact  with  a  heating  gas  and  in  a  subsequent 
stage  Introducing  said  solid  material  into  the  thus 
heated  melt,  and  continuously  withdrawing  from 
the  aforesaid  system  said  material  in  a  molten 
condition. 

3.  The  process  of  fusing  a  solid  fusible  salt  of 
an  alkali  metal  and  an  oxy-acid  of  nitrogen  which 
comprises  directly  contacting  a  melt  of  said  salt 
with  a  heating  gas  and  introducing  into  the  thus 
heated  melt  said  solid  salt. 


2.919.113 
SIGN 
James  Boyee.  Laketon  Township.  Allegan  County. 
Mich.,  assignor  to  Chicago  Glass  Novelty  Cor- 
poration, Marion.  Ind.,  a  corporation  of  Indiana 
AppUcaUon  Angost  11.  1933.  Serial  No.  684.653 
6  Claims.     (CI.  49—141) 


1.  A  store  front  sign  comprising  a  relatively 
long  flexible  sheet-metal  panel  having  on  Its 
outer  face  a  coating  of  vitreous  enamel,  a  plural- 
ity of  sign  characters  of  relatively  fragile  ma- 
terial, and  means  yieldably  securing  said  charac- 
ters to  the  face  of  the  metal  panel,  said  means 
comprising  non-fragile  material  rigidly  secured 
to  said  characters,  studs  secured  to  the  non -frag- 
ile material  and  projecting  through  openings  in 
the  panel,  and  yieldable  means  engaging  said 
studs  and  bearing  against  the  rear  side  of  the 
panel. 

2.919.114 
FUEL  VALVE  CONTROL  FOR  GAS  BURNERS 
Nelson  T.  Branche.  Toledo.  Ohio,  assignor  to  Sur- 
face Combustion  CMDoration.  Toledo.  Ohio,  a 
corporation  of  New  York 
Application  April  17.  1934.  Serial  No.  729,966 

2  Claims.    (CL  158—117.1) 
1.  In  combination,  a  burner,  a  fuel  supply  valve 
for  the  burner,  means  for  normally  holding  said 
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valve  closed,  means  for  opening  the  valve,  said 
last-named  means  including  a  cable  which  re- 
quires to  be  taut  to  hold  the  valve  open,  means 
for  holding  one  end  of  the  cable  comprising  a 
rod.  a  barrel  having  a  circumferential  groove,  a 
meml)er  having  a  part  disposed  in  said  groove  and 


having  a  hole  wherethrough  said  rod  extends,  said 
member  being  secured  to  one  end  of  said  cable 
and  being  releasable  from  said  barrel  when  the 
rod  is  withdrawn  from  said  hole,  and  a  thermostat 
for  withdrawing  the  rod  from  said  hole  when  the 
temperature  of  the  thermostat  falls  below  a  pre- 
determined degree. 


2.919,115 
REMOVAL  OF  SOLVENT  FROM  CELLULOSIC 

PLASTICS 
John  H.  Clewell,  Arlington,  and  Floyd  V.  Wemple. 
North  Arlington,  N.  J.,  assignors  to  Du  Pont 
Viscoloid  Company,  Wilmington^  Del.,  a  cor- 
poration of  Delaware 

No  Drawing.    Application  January  24,  1928, 

Serial  No.  249.291 

13  Claims.     (CL  18—51) 

I.  The  method  of  removing  water-soluble  vol- 
atile solvent  from  a  cellulosic  mass  containing 
nitrocellulose  of  a  nitrogen  content  substantially 
between  10.4  and  12.2%,  such  solvent  and  a  plas- 
tlclzer  which  method  comprises,  subjecting  the 
mass  to  a  preliminary  air  treatment,  then  to  a 
water  treatment,  and  then  to  a  final  air  treat- 
ment. 

8.  That  method  of  curing  pyroxylin  plastic 
material  which  comprises  subjecting  the  py- 
roxylin plastic  material  for  a  time  to  water  at  a 
temperature  substantially  between  25°  C.  and 
70°  C.  and  then  drying  the  wet  plastic  material 
for  a  time  in  an  atmosphere  of  air  at  a  tempera- 
ture subsUntially  between  25°  C.  and  70°  C.  the 
time  of  treatment  increasing  according  to  the 
thickness  of  the  material,  but  varying  Inversely  to 
the  temperature,  the  temperature  for  delicate 
colors  being  within  the  lower  portions  of  said 
ranges,  and  the  total  time  of  treatment  t>eing 
materially  less  than  the  present  r^rular  season- 
ing time. 

II.  The  process  of  seasoning  sheet  pyroxylin 
plastic  which  consists  in  forming  the  pyroxylin 
plastic  material  into  a  sheet  while  still  contain- 
ing the  original  solvent,  removing  a  portion  of 
the  solvent  by  exposure  to  the  air  until  the  sur- 
face of  the  sheet  Is  set  in  its  normal  unclouded 
condition  and  then  removing  more  of  the  solvent 
by  immersing  the  sheet  in  water. 


2,919,116 
VENDING   MACHINE 
Edward  E.  Collison,  Chicago,  and  Claude  R.  Kirk, 
Oak  Park,  HI.,  assignors  to  Standard   Ticket 
Games  Corporation,  Chicago,  111.,  a  corporation 
of  Illinois 
Application  May  1,  1935,  Serial  No.  19,237 
4  CUims.     (CL  312 — 35) 


1.  In  a  vending  machine,  the  combination  of: 
a  cabinet  Including  an  article  storage  or  display 
compartment;  an  article-supporting  turntable 
rotatably  mounted  in  said  article  display  com- 
partment and  having  a  centrally  disposed  open- 
ing formed  therein;  a  relatively  stationary  ar- 
ticle-supporting table  arranged  in  the  said  cen- 
trally disposed  opening  in  said  turntable  and 
having  an  article-receiving  opening  therein; 
means  for  rotating  said  turntable  relative  to  and 
around  said  relatively  stationary  table;  a  boom 
movably  mounted  in  said  article-storage  com- 
partment for  movement  relative  to  and  over  said 
tables  and  including  an  article-ejecting  arm  mov- 
able over  said  turntable  and  over  said  relatively 
stationary  table  toward  said  article-receiving 
opening  so  as  to  eject  a  vendible  article  off  from 
said  turntable  over  said  relatively  stationary  ta- 
ble into  said  article-receiving  opening. 


2,019,117 

APPARATUS  FOR  MANUFACTURING 

CONTAINERS 

Eugene  Conti.  Mount  Vernon,  N.  Y.,  assignor  to 

Hers  Cup  Company,  Incorporated,  New  York, 

N.  Y.,  a  corporation  of  New  York 

AppUcation  March  17. 1934.  Serial  No.  716.168 

25  Claims.     (CL  93—60) 


1.  Apparatus  for  forming  plaited  paper  con- 
tainers with  an  integral  rim,  comprising  in  com- 
bination, means  for  supporting  a  stack  of  flat 
blanks,   blank  plaiting   mechanism,  means  for 
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feeding  blanks  one  at  a  time  from  the  stack  to 
said  plaiting  mechanism,  a  female  plaiting  die 
Included  in  said  plaiting  mechanism  supported 
in  a  fixed  position,  said  female  die  being  open 
at  the  bottom,  a  male  plfiiting  die  movable  axially 
relative  to  the  female  die  for  plaiting  a  blank 
a  plunger  for  pushing  the  plaited  blank  through 
the  female  die.  a  carrier  mounted  to  turn  about 
a  horizontal  axis  beneath  the  female  die,  a  plu- 
rality of  cup-shaped  dies  mounted  on  the  car- 
rier, a  male  plunger  die  mounted  at  a  station  at 
which  the  cup-shaped  dies  are  halted,  the  male 
plunger  die  closely  fitting  within  a  cup-shaped 
die  and  adapted  to  hold  a  container  firmly  there- 
in, means  associated  with  the  cup-shaped  die 
and  the  male  plunger  die  for  forming  a  rim  on 
the  container,  a  second  carrier  mounted  to  ro- 
tate about  a  horizontal  axis  beneath  the  first 
carrier,  a  plurality  of  plug  dies  on  said  second 
carrier  adapted  to  be  placed  in  succession  beneath 
the  cup-shaped  dies  of  the  first  carrier  as  they 
are  halted  in  inverted  position,  means  for  eject- 
ing a  container  from  a  cup-shaped  die  to  cause 
It  to  fall  on  a  plug  die.  a  female  plunger  die 
mounted  at  a  station  at  which  said  plug  dies  are 
halted  for  finally  shaping  the  container,  and 
means  for  eJecUng  completed  containers  from 
said  plug  dies. 


2,019,118 
LAMINATED    ARTICLE 
^^.  ^  Carothers.  Arden,  Gerard  J.  Berchet. 
WUminglon.   and   Ralph   A.   Jacobson,   Arden, 
Del.,  asslrnors  to  E.  I.  du  Pont  de  Nemours  & 
SSware'  ^*^°^'*'***°'  ^*  •  »  corporation  of 

Original  appUcation  November  11,  1931,  Serial 
No.  574.358.  Divided  and  this  application  June 
14,  1934,  Serial  No.  730.544.  In  France  and 
Germany  February  28.  1933 

7  Claims.      (CI.  49—81) 


1.  A  lammated  article  comprising  two  laminae 
united  by  a  film  containing  a  polymer  of  a 
vinylethinyl  carbinol. 


2.019.119 
.     ,  EXTRUSION    APPARATUS 

*  i^lP"^^*'  Montclair,  and  Reuben  T.  Fields. 
Artlnrton,  N.  J.,  aasiiiiors  to  Dupont  Vlscoioid 
Company,  Wilmlncton.  Del.,  a  corporation  of 
Delaware 

AppUcation  April  26.  1934,  Serial  No.  722,596 

In  Great  Britain  September  10,  1931 

4  Claims.     (CL  18—15) 


3*      ji     3C      Jt/ 
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continuous 
or   similar 


1.  An  apparatus  for  extruding  a 
web  of  cellulosic  derivative  plastic,  ^x  oiniii* 
plastic,  of  a  finished  thickness  of  0.003"  to  0  035 
at  a  speed  of  at  least  4  feet  a  minute,  the  pres- 
sure on  the  plastic  mass  being  extruded  rang- 
ing from  30  to  400  pounds  per  square  inch  and 
the  consistency  of  the  plastic  mass  being  between 
that  possessed  by  a  plastic  composed  of  24% 
pyroxylin  of  800  centlpoises,  8%  camphor,  and 
68%  ethyl  alcohol  and  that  of  a  plastic  composed 
of  46%  pyroxylin  of  800  centlpoises.  16%  cam- 
phor, and  38%  ethyl  alcohol  at  52'  C.  which  ap- 
paratus comprises  a  container  for  the  plastic. 
said  container  being  provided  with  a  sllt-Uke 
aperture  through  which  the  plastic  Is  extruded, 
a  means  for  exerting  a  uniform  pressure  of  30- 
400  pounds  per  square  Inch  on  the  plastic  mass 


in  the  container  adjacent  the  aperture,  said  aper- 
ture at  the  portion  of  minimum  caliper  being 
defined  by  a  pair  of  opposed  edges  substantially 
straight  and  parallel  for  at  least  the  greater  part 
of  their  length  and  separated  by  0.004"  to  0.050" 
and  said  aperture  being  so  designed  that  the 
path  of  travel  of  the  plastic  through  the  portion 
of  the  aperture  of  minimum  caliper  shall  not 
exceed  U"  in  length  and  said  aperture  being 
further  so  designed  as  to  give  the  plastic  mass 
such  unrestricted  flow  up  to  the  initial  point  of 
minimum  caliper  of  the  aperture  that  the  pres- 
sure on  the  plastic  mass  immediately  preceding 
said  initial  point  is  uniform  along  the  line  paral- 
lel to  said  pair  of  opposed  edges. 


2.019.120 
AUTO    SAFETY   RIM 

Archibald  Cunningham  and  Frank  Luley. 

St.  Louis.  Mo. 

Application  August  2.  1933.  Serial  No.  683,304 

Renewed  May  3.  1935 

1  Claim.     (CI.  301—39) 


The  combination  with  a  continuous  auto  wheel 
rim  having  flanges  of  equal  height  and  fixed  di- 
ameter, and  a  pneumatic  tube  and  casing  mount- 
ed thereon,  of  a  safety  rim  comprising  a  band 
forming  an  emergency  tread  having  an  annular 
web  portion  the  inner  peripheral  edge  of  which 
Is  cut  outward  forming  elongated  notches  and 
intermediate  bearing  portions  provided  with 
holes,  said  notches  providing  clearance  for  pass- 
ing said  bearing  portions  over  one  of  said  flanges 
to  seat  them  adjacent  one  flange,  and  fastening 
bolts  securing  said  bearing  portions  to  the  ad- 
jacent flange,  substantially  as  described. 


2.019.121 
NITROGEN  INSECTICIDE   AND  METHOD  OF 

USING  SAME 
Frank  J.  De  Rewal.  Camillus.  N.  Y.,  assirnor  to 
Atmospheric  Nitrogen  Corporation.  New  York, 
N.  Y..  a  corporation  of  New  York 
No  Drawing.    Application  July  30,  1931, 
Serial  No.  554.078 
10  Claims.     (CL  167—22) 
1.  An  insecticide  comprising  a  chemical  com- 
pound of  hexamethylenetetramine  with  a  metaJ 
toxic  to  Insect  life. 


2.019,122 

RAZOR  BLADE 

Stephen  J.  Dnritxa.  Strnthen.  Ohio,  assignor  to 

American  Safety  Rmsor  Corporation,  Brooklyn. 

N.  Y.,  a  corporation  of  Virrlnla 

AppUcation  November  29.  1930.  Serial  No.  498,927 

4  Claims.    (CI.  30 — 12) 

JO 


i.  A  blade  defined  by  a  substantially  straight 
shaving  edge  along  one  end  and  side  walls  at  an 
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angle  thereto  to  provide  corner  portions  at  each 
end  of  the  shaving  edge,  and  slits  extending 
obliquely  from  said  side  walls  and  in  inward  di- 
verging relation  to  said  shaving  edge  and  spaced 
from  said  shaving  edge,  thereby  forming  tongue- 
like corner  portions  one  side  of  which  is  formed 
by  the  shaving  edge,  said  comer  portions  being  of 
greater  resiliency  than  the  portion  of  the  shaving 
edge  therebetween  so  as  to  form  impact  or  shock 
absorbing  areas. 


2.019  123 
MERINGUE  COMPOSITION 
Ernest   F.   Erickson,   Oak   Park.   111.,   assignor   to 
Standard    Brands    Incorporated.    New    York, 
N.  Y.,  a  corporation  of  Delaware 
No  Drawing.    Application  March  11,  1933. 
Serial  No.  660.439 
6  Claims.     (CI.  99— 11) 
1.  A  method  of  making  a  meringue  composi- 
tion which  consists  in  heating  a  mixture  of  sugar, 
water  and  an  acid-reacting  aerating  agent,  whip- 
ping the  heated  mixture  into  whipped  egg  whites, 
continuing  the  whipping  until  the  resultant  mix- 
ture is  firm,  preparing  a  hot  starch  paste  from 
water  and  an  edible  starch,  and  mixing  the  hot 
starch  paste  with  the  syrup-egg  whites  mixture. 
5.  A  meringue  composition  comprising  a  sugar 
syrup  containing  an  acid-reacting  aerating  agent, 
an  egg-whites  whip,  and  a  boiled  starch  paste 
present  in  an  amount  suflRcient  to  absorb  excess 
water  and  stiffen  the  meringue. 


2,019.124 
STRIPPING  AGENT 

John  Gwynant  Evans  and  Leslie  Gordon  Lavirie, 
Blackley,    Manchester,    England,    assignors    to 
Imperial  Chemical  Industries  Limited,  a  corpo- 
ration of  Great  Britain 
No  Drawing.    Application  April  2.  1934.  Serial  No. 
718,741.     In  Great  Britain  April  7,  1933 
9  Claims.     (CI.  8—2) 
1.  A  process  for  stripping  textile  materials  dyed 
with  colours  selected  from  the  group  consisting 
of  alizarine  colours,  basic  colours  and  vat  colours 
which   comprises   treating    them   with   a   liquor 
containing  a  substance  selected  from  the  group 
consisting  of  amines  and  amine  salts  having  an 
aliphatic  radical  which  contains  not  less  than  10 
carbon  atoms. 


2.019.125 
NONREVERSIBLE  METER  TRAIN 

Glenn  Feavyear.  Toronto.  Ontario.  Canada,  and 
John  Muir,  Springfield.  111.,  assignors  to  San- 
gamo  Company,  Limited,  Toronto.  Ontario, 
Canada 

Application  December  28.  1933.  Serial  No.  704,228 
2  CUims.     (CL  74—367) 


1.  In  a  registering  device  for  electric  meters 
driving  and  driven  shafts,  a  pair  of  uniformly  sized 
gears  mounted  on  the  driven  shaft  each  of  said 
gears  having  a  cylindrical  hub,  roller  clutch 
means  mounted  directly  on  the  driven  shaft  and 
co-operating   respectively   with   said   hubs,   said 


clutches  being  similarly  arranged  so  that  opera- 
tion of  either  one  of  said  pair  of  gears  in  a  for- 
ward direction  will  advance  the  driven  shaft,  and 
gear  means  meshing  with  the  aforesaid  gears  and 
driving  said  gears  simultaneously  in  opposite  di- 
rections, including  a  pair  of  intermeshing  pinions 
of  uniform  size,  one  of  said  pinions  being  mounted 
on  the  driving  shaft  and  directly  meshing  with 
one  of  said  pair  of  gears  and  the  other  comprising 
an  idler  pinion  meshing  with  the  other  of  said 
pair  of  gears. 


2,019,126 
AMUSEMENT  APPARATUS 

Edmund  C.  Fey,  San  Francisco,  Calif.,  assignor 
to  Rock-Ola  Manufacturing  Corporation,  Chi- 
cago, 111.,  a  corporation  of  Illinois 
AppUcation  July  10,  1934.  Serial  No.  734,465 
6  Claims.     (CI.  273— 121) 


1,  Amusement  apparatus  comprising  a  game 
board  having  a  goal  thereon,  a  plurality  of  elec- 
trically operated  devices  each  having  a  separate 
circuit  with  a  contact  point  in  the  circuit,  a  mov- 
able contact  memb:r  adapted  to  engage  suc- 
cessively with  the  contact  points,  whereby  the 
circuits  to  the  said  devices  may  be  successively 
closed,  and  means  actuated  by  playing  pieces  en- 
tering the  goal  for  causing  the  movable  contact 
member  to  move  from  one  contact  point  to 
another. 


2,019,127 
SCREEN  FOR  AN  AUTOMOTIVE  VEHICLE 
John  B.  Flynn  and  Edwin  L.  Graf,  Detroit,  Mich., 
assignors   to   Temstedt   Manufacturing   Com- 
pany, Detroit,  Mich.,  a  corporation  of  Michigan 
Application  April  16,  1934.  Serial  No.  720,749 
6  Claims.     (CI.  156—14) 


"-t 


1.  In  a  window  assembly  of  the  type  having  a 
swinging  panel  pivoted  at  its  top  and  bottom  edges 
between  its  front  and  rear  edges,  a  weatherstrip 
for  sealing  the  top,  bottom  and  front  edges  of 
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the  swinging  panel,  and  a  channel  for  holding 
the  weatherstrip,  a  screen  for  that  portion  of 
the  window  opening  forward  of  the  pivots  of  the 
swinging  panel,  the  said  screen  having  a  hook  at 
its  top  for  interengagement  with  the  top  pivot  of 
the  swinging  window  and  a  clip  at  Its  bottom  edge 
for  interengaging  the  weatherstrip  channel. 


2.019428 
WIRE-HANDLING  MACHINE 

Isidor  J.  Fnnt,  BroaUyn,  N.  Y..  animor  to  Circle 
Flexible    Conduit    Company,    Inc.    Brooklyn, 
N.  Y.,  a  corporation  of  New  York 
AppUcaUon  March  26,  19S5,  Serial  No.  13.111 
11  Claims.     (CL  242—83) 


I 


4.  In  combination,  a  frame,  a  carriage  slidably 
mounted  on  said  frsmie.  a  pair  of  heads  slidably 
supported  by  said  frame,  means  for  impositlvely 
attaching  said  carriage  to  either  head,  means  for 
reciprocating  said  heads,  an  endless  belt  support- 
ed by  said  frame,  and  means  connecting  said 
carriage  to  said  belt. 


2.019.129 
HEAD  FOB  DOLLS 
John  R.  Gammeter,  Akron,  Ohio,  assignor  to  The 
B.  F.  Goodrich  Company,  a  corporation  of  New 
York 

AppiicaUon  Joly  5.  1932,  Serial  No.  620,747 
7  Claims.     (CI.  46 — 40) 


3.  A  doll  head  consisting  of  flexible  material 
formed  with  eye  openings,  a  circular  wall  cir- 
cumscribing each  eye  opening  Interiorly  of  the 
head  and  defining  a  socket,  a  tubular  metal 
thimble  seated  in  each  siocket.  each  thimble  being 
formed  with  an  intumed  end-flange  disposed  be- 
hind the  flexible  material  adjacent  the  eye.  to 
reinforce  said  material,  pivot  rods  supported  at 
their  ends  In  opposite  walls  of  said  thimbles,  eye- 
balls joumaled  on  said  pivot  rods,  and  a  counter- 
weight connected  to  each  of  said  eyeballs. 


2.019.130 

BRUSH 

Anton  Garbe.  Osone  Park.  N.  Y. 

Application  October  6.  1934.  Serial  No.  747,114 

2  Claims.     (CI.  15 — 171) 


1^: 


e 


rs 


1.  A  brush  of  the  character  described  compris- 
ing a  handle  member,  means  for  operatively  con- 
necting said  handle  member  with  a  set  of  brush 
bristles,  said  means  including  an  outer  shell  se- 
cured to  said  handle  member,  an  Inner  ferrule 
having  an  enlarged  bead  at  Its  lower  edge,  said 
ferrule  being  received  within  said  sheU  with  only 
said  bead  extending  from  the  latter,  said  set  of 
brush  bristles  being  secured  In  said  inner  ferrule, 
and  means  disposed  entirely  between  said  shell 
and  ferrule  for  joining  them  together,  whereby 
the  exposed  surfaces  of  said  shell  and  bead  are 
entirely  free  from  projections,  and  whereby  said 
bead  prevents  seepage  of  paint  or  the  like  from 
said  bristle  set  toward  said  handle. 

2,019,131 
EXPANSION  JOINT 
Eric  E.  HaU.  Chicago,  and  WUUam  H.  Eichelman. 
Des   Plaines,   111.;    said   Hall    assignor   to   said 
Eichelman 

AppiicaUon  May  19.  1933,  Serial  No.  671.896 
9  Claims.     (CI.  94— 18) 
*>  . 


1.  In  a  device  for  forming  a  space  between 
adjacent  ends  of  concrete  sections  and  sealing 
said  space,  the  combination  of  a  seal  and  a  sup- 
port therefore,  the  seal  being  formed  of  a  piece 
of  metal  bent  to  form  relatively  movable  side 
walls,  the  support  consisting  of  a  pair  of  walls 
placed  in  juxtaposition,  one  of  which  walls  is 
plastic  and  Impressible  and  the  other  Immobile 
and  unsrlelding,  said  unjrieldlng  wall  having  re- 
cesses preformed  therein  which  establish  a  plu- 
rality of  cavities  between  the  faces  of  the  re- 
spective walls,  and  which  cavities  receive  por- 
tions of  said  plastic  wall  when  deformed  under 
compression . 
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2,019,132 
SCALE 
Marios  H.  Hansen.  Chicago,  111.,  assignor  to  Han- 
son Scale  Company.  Chicago,  111.,  a  corporation 

A^^pVucaSon  August  24,  1933.  Seri^  No.  686.505 
2  Claims.     (0.116—129) 


1    In  a  scale  of  the  class  described,  the  combi- 
nation of  a  scale  casing,  a  relatively  thin  circular 
dial  case  made  of  sheet-metal  and  mounted  on 
the  front  of  said  casing,  a  dial  rotatably  mounted 
within  said  dial  case,  a  pointer  within  said  dia 
case   and  means  for  rotatably  adjusting  the  dial 
relative  to  the  pointer  comprising  a  crown  gear 
mounted  on  the  rear  face  of  the  dial,  a  pinion 
meshing  with  said  crown  gear,  a  shaft  mounted 
parallel  to  and  rearwardly  of  the  rear  wall  of  said 
dial  case  and  extending  laterally  from  the  scale 
casing  and  beyond  said  dial  case  with  the  pinion 
mounted  on  the  inner  end  of  said  shaft  within 
the  scale  casing,  a  finger  knob  mounted  on  the 
outer  end  of  said  shaft,  and  sheet-metal  means 
rigid  with  said  rear  wall  and  having  spaced  mem- 
bers provided  with  alined  apertures  in  which  said 
shaft  is  journalled,  the  rear  wall  of  the  dial  case 
being  apertured  inside  of  the  scale  casing  to  per- 
mit the  pinion  to  enter  the  dial  case  and  mesh 
with  the  crown  gear. 


2,019,133 

REENFORCED   BRICK   BUILDING 

CONSTRUCTION 

Henry  J.  Hincke,  Los  Angeles,  Calif. 

Application  May  27,  1933.  Serial  No.  673.232 

1  Claim.     (CI.  72 — 40) 


2,019,134 
SPRINKLER  ALARM  MECHANISM 
CUfton  P.  Howard,  Worcester,  Mass.,  arelgnor  to 
Rockwood    Sprinkler  Company   of   Massachu- 
setts, Worcester,  Mass.,  a  corporaUon  of  Massa- 
chusctts 
Application  January  29,  1934,  Serial  No.  708,879 
2  CUims.     (CI.  169—23) 


A  reenforced  brick  structure  comprising  In 
combination  a  cementltlous  foundation,  a  plural- 
ity of  verticaUy  disposed  reenforcing  rods  having 
their  lower  ends  embedded  and  anchored  in  said 
foundation,  a  pluraUty  of  rows  and  courses  of 
brick  superposed  on  said  foundation  to  form  a 
wall  the  brick  in  each  of  said  courses  being  pro- 
vided with  perforations  correspondingly  spaced  to 
receive  said  rods,  and  a  molded  cementltlous  beam 
Interposed  between  certain  courses  of  said  brick 
and  having  the  upper  ends  of  certain  of  the  re - 
enforcing  rods  and  the  lower  ends  of  the  other 
of  said  rods  anchored  therein. 


1  Sprinkler  alarm  mechanism  comprising  a 
retarding  chamber,  a  diaphragm  closing  one  side 
of  said  chamber,  switch  mechanism  controlled 
by  said  diaphragm,  a  connection  from  the  sprinK- 
ler  system  to  said  retarding  chamber,  a  retard- 
ing check  valve  in  said  connection  providing  re- 
stricted flow  of  water  to  said  chamber  and  rela- 
tively free  fiow  from  said  chamber,  a  vent  for 
said  connection  below  said  retarding  valve  a 
check  valve  for  said  vent,  and  means  to  provide 
restricted  flow  past  said  latter  check  valve  to 
the  atmosphere. 


2,019,135 

RAILWAY  BUFFER  STOP 

Karl  Jaeger,  Brandenburg -on -the -Havel, 

Germany 

AppiicaUon  January  18,  1932,  Serial  No.  587,254 

In  Great  Britain  January  21,  1931 

5  Claims.     (CI.  104—254) 


1  A  railway  buffer  stop  comprising  a  movable 
block,  movable  sleepers,  means  connecting  ^Id 
block  and  sleepers,  said  means  allowing  relative 
movement  of  the  sleepers  with  respect  thereto  m 
emergency,  and  means  for  spacing  said  sleepers 
at  a  constant  distance  apart  and  forcing  them  to 
move  in  parallelism  at  such  constant  distance 
apart.  

2,019,136 
OUTBOARD  MOTOR 
Harry    L.    Johnson    and    Romnald    Karaslnski, 
Waukegan,  111.,  assignors  to  Johnson  Brothers 
Engineering  Corporation,  South  Bend,  Ind.,  a 
corporation  of  Indiana  .  .  ^,     «^,  «,«« 

AppUcation  December  14.  1932,  Serial  No.  647.080 
4  Claims.     (CI.  115—17) 
1    In  an  outboard  motor,  a  steering  rail,  a  till- 
er pivoted  thereto,  a  projection  on  the  rail,  and 
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means  for  adjusting  the  tiller  angularly  and  along 
the  rail  in  engagement  with   the  projection  to 


change  its  normal  angle  thereto  and  for  carry- 
ing the  motor. 


Z.919,137 

KNOCKDOWN  CABINET   FTXTUBE 

Marriott  T.  Johnston,  Chieago.  III.,  assignor  to 

Walgreen  Co.,  Chicago,  m.,  a  corporation  of 

Illinois 

Application  May  5,  1932.  Serial  No.  609.534 

1  Claim.     (CI.  312—108) 


t^®: 


In  a  wall  cab:net,  the  combination  with  con- 
fronting front  and  rear  frame  members,  of  rods 
interposed  between  said  front  and  rear  Irame 
members,  there  being  threaded  apertures  in  said 
rod  ends,  end  frame  members  joined  to  said  front 
and  rear  frame  members,  fastener  means  in 
threaded  engagement  with  said  threaded  rod  ends 
for  detachably  securing  said  rods  to  said  front 
and  rear  frame  members  to  effect  their  rigid 
spaced  relation  as  a  rigid  unit,  said  rods  extend- 
ing between  said  front  and  rear  frame  members 
in  a  vertical  series  to  comprise  shelf  supports, 
flat  surface  members  detachably  secured  to  said 
frames  to  serve  as  a  concealing  enclosure  there- 
for, and  means  for  effecting  the  aligned  end  at- 
tachment of  one  of  said  enclosed  units  to  a  sim- 
ilar unit,  said  last  named  attaching  means  com- 
prising a  shouldered  coUar  extending  through  ad- 
jacent frames,  there  being  a  threaded  axial  bore 
in  said  collar,  and  threaded  studs  abutting 
against  the  frame  opposite  the  shoulder  on  said 
collars  for  threaded  engagement  with  the  bores 
thereof. 


2.019.138 
INTERNAL  COMBUSTION  ENGINE 
Victor  W.  KUesrath  and  Robert  P.  Breese,  South 
Bend.  Ind.,  assignors  to  The  Steel  Wheel  Cor- 
poration, Chicago,  m.,  a  corporation  of  New 
York 

AppUcaUon  June  17,  1933,  Serial  No.  676,226 
8  Claims.     (CI.  123—90) 

8.  An  engine  having  a  cam  and  a  valve  tappet 
substantially  in  line  with  the  cam.  a  leaf  spring 
having  one  part  engsiglng  a  part  of  said  tappet  at 
all  times  and  having  another  part  constantly  in 
engagement  with  the  cam  and  which  is  brought. 
by  movement  of  the  cam  taking  up  the  clearance 
of  the  valve  tappet,  against  the  end  of  the  tap- 


pet, whereby  the  said  other  part  forms  a  solid 
thrust  connection  between  the  cam  and  the  tap- 


.  -^.: 


pet  after  the  clearance  is  taken  up.  and  a  pivot 
in  which  one  end  of  the  leaf  spring  is  mounted. 


2.019.139 

VEHICLE 

Victor  W.  KUesrath,  South  Bend,  Ind..  assignor 

to  The  Steel  Wheel  Corporation,  Chicago.  111., 

a  corporation  of  New  York 

Application  February  15,  1934,  Serial  No.  711,340 

12  Claims.     (CI.  180— 54) 


1.  A  vehicle  having  a  chassis  provided  with 
longitudinally-extending  side  members  deflected 
upwardly  at  their  rear  ends,  a  frame  supported 
at  its  sides  upon  said  ends  of  the  side  members 
and  having  its  front  and  rear  portions  deflected 
downwardly  and  provided  with  alined  power 
plant  supports,  a  power  plant  movably  mounted 
at  its  front  and  rear  ends  upon  said  supports, 
axle  means  carried  by  said  power  plant  and  ex- 
tending right  and  left  under  the  sides  of  said 
frame  and  under  the  rear  ends  of  said  side  mem- 
bers, and  wheels  rotatably  mounted  at  the  outer 
ends  of  said  axle  members. 


2.019,140 
UNDERGARMENT 

Arthur  R.  Kneibler.  Kenosha.  Wis.,  assignor  to 

Coopers  Inc..  Kenosha.  Wis.,  a  corporation  of 

Wisconsin 

Application  May  29,  1935.  Serial  No.  23.995 
11  Claims.     (CI.  2—224) 

1.  An  undergarment  of  the  class  descrit)ed  com- 
prising body  and  crotch  portions,  the  body  por- 
tion having  an  elastic  waist  band,  the  garment 
also  having  leg  openings,  said  crotch  portion  be- 
ing resilient  transversely  but  relatively  Inelastic 
longitudinally  of  the  garment,  the  front  of  the 
garment  having  relatively  overlapping  portions 
forming  a  fly-closed  opening  therein,  said  por- 
tions and  opening  extending  downwardly  and 
outwardly  at  an  angle  to  the  normal  vertical  of 
the  garment,  and  relatively  inextensible  means 
secured  at  its  upper  end  to  said  waist  band  and 
extending  downwardly  and  secured  to  the  highest 
portion  of  the  uppermost  edge  of  said  overlapping 
portions,  said  inextensible  means  also  extending 
along  said  uppermost  edge  towards  the  lower  end 
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of  said  edge,  whereby  said  uppermost  edge  of  the 
fly-forming  relatively  overlapping  portions  is  sup- 


ported from  the  waist  band  against  sagging  from 
normal  closed  position. 


2,019.141 

FOOD  PRODUCT  AND  PROCESS  OF 

PRODUCING  SAME 

John  T.  Knowles,  Chicago,  Dl.,  assignor  to  Libby, 
McNeill  &  Libby,  Chicago,  111.,  a  corporation  of 
Maine 

No  Drawing.  Application  April  5,  1935. 
Serial  No.  14,955 
8  Claims.  (CI.  99—11) 
1.  The  process  of  preparing  seeds  of  leguminous 
vegetables,  kernels  of  cereals  or  grain,  and  like 
foods,  which  consists  in;  cooking  said  foods  in  hot 
oil  or  fat  at  a  temperature  of  between  212  degrees 
F.  and  approximately  325  degrees  F.  to  an  extent 
productive  of  appreciable  reduction  in  the  mois- 
ture content,  appreciable  absorption  of  oil  or  fat. 
a  somewhat  shrivelled  condition,  and  good  mois- 
ture absorption  properties;  then,  removing  the 
foods  thus  treated  from  the  oil  or  fat  and  seal- 
ing them  in  cans  with  added  moisture;  and  final- 
ly, subjecting  said  sealed  cans  and  contained 
foods  to  a  cooking  heat  until  the  contained  foods 
are  completely  cooked  and  softened  and  swelled 
by  the  action  of  heat  and  the  absorption  of  mois- 
ture. 


2.019,142 
DENTIFRICE 

Rudolph  A.  Kuever.  Iowa  City,  Iowa,  assignor  to 
The  Pepsodent  Co.,  Chicago.  III.,  a  corporation 
of  Illinois 

No  Drawing.     Application  February  6,  1935, 

Serial  No.  5.267 

1  Claim.     (CI.  167—93) 

A  dentriflce  composition  containing  insoluble 

sodium  metaphosphate  reduced  to  fine  particles 

so  as  to  act  as  a  polishing  and  cleansing  agent. 


let  of  smaller  cross  sectional  area  than  that  of 
the  chamber,  a  tangential  passageway  leading 
from  the  casing  to  the  sep£U"ator  and  forming  the 
main  discharge  passageway  for  liquid  at  aU 
times,  an  ejector  formed  in  said  passageway, 
said  ejector  comprising  a  passageway  leading 
from  the  interior  of  the  casing  for  the  eduction 
of  fluid  by  the  liquid  discharged  through  the 
main  discharge  passageway,  and  a  priming  pas- 
sageway from  the  separator  to  the  interior  of 
the  pump  casing. 


2.019.143 
CENTRIFUGAL  PUMP 
Harry  E.  La  Bour.  Homewood.  111. 
Original   applications   February    23.    1924.    Serial 
No.  694.526.  and  November  21.  1924.  Serial  No. 
751.210.    Divided  and  this  application  February 
3.  1928.  Serial  No.  251.489 

17  Claims.  (CI.  103—113) 
1.  A  self  priming  pump  having  a  casing,  an 
impeller  therein,  a  separator,  two  adjacent  sub- 
stantially tangent  discharge  passageways  ex- 
tending from  the  Interior  of  the  casing  and 
merging  into  a  discharge  throat  communicating 
with  the  separator,  a  vane  separatmg  said  pas- 
sageways and  directing  the  flow  of  one  of  them 
across  the  throat  to  fill  the  cross-section  of  the 
same. 

12.  In  a  self-priming  pump,  a  casing,  a  run- 
ner therein,  a  separator  chamber  having  an  out- 


15.  The  method  of  evacuating  gas  from  the 
casing  of  a  self-priming  pump  having  an  impel- 
ler and  a  main  outlet,  which  comprises  mixing 
liquid  with  gas  in  the  casing  by  action  of  the  im- 
peller, imparting  energy  to  the  mixture  to  drive 
it  in  a  stream  from  the  casing  with  substantially 
maximum  energy  content,  and  causing  said  dis- 
charge stream  to  entrain  gas  and  withdraw  the 
same  from  the  casing,  separating  the  gas  from 
the  liquid  and  returning  the  liquid  through  an 
independent  path  to  the  inside  of  the  casing 
where  the  pressure  is  substantially  less  than  the 
pressure  of  the  discharging  stream. 


2,019.144 
THERMOSTATIC  CONTROL  MECHANISM 

Frederick  C.  Leonard,  Cranston,  R.  I. 

Application  May  21,  1932,  Serial  No.  612,759 

9  Claims.     (CI.  236—12) 


1.  In  a  control  apparatus,  a  casing,  an  ex- 
pansible wall  dividing  said  casing  into  two  com- 
partments, an  expansible  fluid  in  one  compart- 
ment, a  plunger  extending   through  a  wall  of 
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the  other  compartment  and  movable  to  change 
the  volume  of  the  other  compartment,  and  a  fluid 
medium  of  constant  volume  completely  filling  said 
other  compartment. 


2.019.145 
WHEEL 
Frank  H.  Le  Jeone.  Detroit,  Mich.,  assignor,  by 
mesne     assignments,     to     The     Kelsey- Hayes 
Wheel  Company,  Detroit,  Mich.,  a  corporation 
of  Delaware 
AppUcation  Angnst  15,  1932.  Serial  No.  628,930 
2  Claims.     (CI.  301 — 6) 


2.  In  a  wheel,  the  combination  of  a  hub  mem- 
ber, a  wheel  body  unit  comprising  a  rim  member, 
mounting  means  and  a  disk  member  having  a 
portion  radially  within  said  mounting  means  ex- 
tending axially  forwardly  and  radially  inwardly, 
means  for  securing  said  mounting  means  to  said 
hub  member,  and  an  annulus  extending  over  said 
securing  means  and  secured  to  said  unit,  said 
annulus  having  a  spoked  formation  and  being 
formed  at  its  radially  inner  edge  portion  with  a 
substantlaUy  rearwardiy  extending  portion  en- 
gaging said  axially  forwardly  and  radially  in- 
wardly extending  portion. 


2.019.146 
TRANSMISSION  MECHANISM 
William  T.  Uvermore.  Weatfleld.  N. 
AppUcaUon  October  22.  1929.  Serial  No. 
29  Claims.     (CL  74 — 364) 


J. 

401.532 


1.  In  a  vehicle  transmission  mechanism,  a  lon- 
gitudinally movable  shaft,  an  inner  sleeve,  and  an 
outer  sleeve  on  said  shaft,  clutch  members  on 
said  sleeves  for  transmitting  drive  from  one  sleewe 
to  another,  means  associated  with  said  shaft  for 
uniting  the  clutch  members  upon  a  movement 
of  said  shaft,  and  a  pressure  operated  member 
for  moving  the  shaft. 


2.019.147 
SOUNDHEAD 
Fred  J.  Loomis,  Haddonfleld.  N.  J.,  and  Ellwood 
W.    Reynolds.    Drexel    HiU,    Pa.,    assignors    to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 
ApplicaUon  October  14.  1932,  Serial  No.  637.852 
19  Claims.     (CI.  179—100.3) 


1.  A  soundhead  comprising  a  unitary  casing 
having  therein  a  light  source,  an  optical  system 
and  a  photoelectric  sound  reproducing  means, 
and  a  removable  partition  extending  laterally  of 
said  casing  at  the  said  optical  system,  one  end 
of  said  casing  comprising  an  end-bell  of  the  mo- 
tor therefor. 


2.019.148 
ARTICULATED  DOLL 
Melvin  S.  Lower.  Wadsworth.  Ohio,  assignor  to 
The  Sun  Rubber  Company,  Barberton,  Ohio,  a 
corporation  of  Ohio 

AppUcation  April  5.  1934.  Serial  No.  719,094 
1  Claim.     (CI.  46 — 40) 


An  articulated  doll  ccnnprlslng  a  hollow  torso, 
limbs  and  a  head,  the  torso  being  provided  with 
a  neck  portion  seated  in  the  base  of  said  head, 
anchoring  pins  secured  to  said  limbs  and  head 
and  projecting  into  said  torso,  a  plug  loosely  dis- 
posed in  said  neck  portion  and  having  an  open- 
ing through  which  the  adjacent  pin  projects,  and 
an  elastic  band  disposed  within  said  torso  and 
connected  to  the  inner  ends  of  said  pins  for  main- 
taining said  limbs  and  head  in  assembled  rela- 
tion, the  portion  of  said  band  adjacent  said  head 
being  maintained  in  engagement  with  said  plug 
so  as  to  exert  an  outward  pressure  thereon  to 
frlctionally  maintain  said  plug  in  engagement 
with  said  neck  portion  for  reinforcing  the  same. 
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2.019.149 

SERVICE   DROP   CONNECTER   AND   SYSTEM 

Edward  Allen  Mack,  Huntington,  W.  Va..  assignor 

to   Bumdy   Engineering  Co..  Inc..  New  York, 

N.  Y.,  a  corporation  of  New  York 

AppUcation  October  26.  1934,  Serial  No.  750,105 

9  Claims.    (CI.  173 — 251) 


1.  In  a  service  drop  connecter  system  wherein 
a  main  line  cable  is  supported  in  insulated  man- 
ner upon  a  rack  secured  to  a  fixed  support  and 
one  or  more  secondary  conductors  are  secured 
and  supported  upon  said  rack  and  adapted  to  be 
fed  by  said  main  line  cable,  an  intermediate  con- 
ductor in  the  form  of  a  bent  strip  of  metal  di- 
rectly supported  by  said  main  line  cable  and  hav- 
ing two  distinct  portions  thereof  connected  to 
said  main  line  cable  at  two  spaced  positions  upon 
the  latter,  there  being  electrically  parallel  con- 
nections established  between  said  secondary  con- 
ductors and  spaced  portions  of  said  bent  strip 
intermediate  the  two  portions  of  the  same  which 
are  connected  to  the  main  line  cable. 


2.019.150 
GAME  BOARD 
Frank  K.  Maitland,  Hermosa  Beach,  CaUf..  as- 
signor to  J.  Frank  Meyer,  FUntridge,  Calif. 
AppUcation  May  29.  1934.  Serial  No.  728,073 
3  Claims.     (CL  273—121) 


1.  In  a  game  board,  means  defining  a  main 
playing  field  having  a  plurality  of  play  piece 
receptacles  distributed  thereover,  means  defining 
a  playing  field  section  sepetrate  from  said  main 
playing  field  and  having  a  play  piece  receptacle 
thereon,  means  mounting  said  auxiliary  playing 
field  for  movement  relative  to  said  main  playing 
field  to  move  play  pieces  on  said  auxiliary  play- 
ing field  to  different  positions  relative  to  said 
main  plajrlng  field,  electrical  vibratory  means  con- 
nected to  said  auxiliary  playing  field  to  move 
said  playing  field,  a  circuit  for  said  electrical 
vibratory  means,  and  additional  contact  means 
operably  responsive  to  the  initial  movement  of 
said  playing  field  for  maintaining  said  circuit 
closed  until  said  playing  field  has  moved  to  a  pre- 
determined position. 

469  O.   G.— 69 


2.019.151 
HAIR  WAVING  DEVICE 

Francois  Rene  Marcel.  BrooUyn.  N.  Y. 

AppUcation  August  2,  1933,  Serial  No.  683,325 

20  Claims.     (CL  132 — 36) 


1.  A  winding  pin  for  hair  waging  devices,  com- 
prising an  elongated  body  around  which  a  lock 
of  hair  is  adapted  to  be  wound,  said  body  having 
a  longitudinally  disposed  groove  therein  and  hav- 
ing an  aperture  contiguous  to  one  end  of  said 
groove,  a  tool  having  a  spindle  adapted  to  be  in- 
serted into  said  aperture  to  pivotally  connect 
said  tool  and  said  winding  pin,  said  spindle  being 
adapted  to  be  swung  laterally  into  said  groove  to 
carry  a  portion  of  the  lock  of  hair  therein,  said 
spindle  being  adapted  to  be  withdrawn  from 
said  aperture  and  lengthwise  from  said  groove  to 
permit  the  further  winding  of  the  lock  of  hair 
upon  said  winding  pin  after  said  spindle  has  been 
withdrawn. 

2,019,152 

SOUND  REPRODUCER  AND  OPTICAL 

SYSTEM  THEREFOR 

John  A.  Maurer,  Jr.,  New  York.  N.  Y..  assignor  to 
Radio  Corporation  of  America,  a  corporation  of 
Delaware 
AppUcation  March  17.  1931,  Serial  No.  523,284 
3  Claims.     (CL  179—100.31) 


1.  A  lens  system  for  photophonographic  appa- 
ratus comprising  an  objective  lens  in  the  form  of 
a  complete  cylinder  and  fixed  means  in  coopera- 
tive relation  therewith  limiting  the  aperture 
thereof  to  one-third  of  the  disimeter  of  the  lens. 


2.019,153 

CLLTCH  MECHANISM 

Andre  J.  Meyer  and  Lewis  P.  Kalb,  Detroit,  Mich., 

assignors  to  Continental  Motors  Corporation, 

Detroit,  Mich.,  a  corporation  of  Virginia 

AppUcation  February  4.  1931.  Serial  No.  513,363 

5  Claims.     (CI.  192—103) 


1.  In  a  slipping  clutch,  a  drive  shaft,  a  hub  se- 
cured to  the  drive  shaft  and  having  a  drum  por- 
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tion,  a  support  centered  with  said  shaft  and  driven 
therewith,  said  support  having  a  drum  portion 
concentrically  within  said  hub  drum,  a  driven 
member  having  a  hub  mounted  for  rotation  on 
said  support  drum  portion,  and  a  slipping  driving 
element  between  said  drum  portions,  said  element 
being  fixed  to  one  dnun  portion  and  yielding;^  en- 
gaged with  said  other  drum  portion,  said  element 
being  deflected  in  response  to  variations  in  rota- 
tional speed  thereof  for  varying  the  degree  of 
yielding  engagement  of  said  element  with  said 
drum  portion. 


2.019,154 

PRESSED  METAL  CYLINDER 

Orville  MitcheU.  Dallas.  Tex. 

AppUcation  December  28,  1933.  Serial  No.  704;i55 

4  Claims.     (CL  19—94) 


1.  In  pressed-metal  cylinder  construction,  in 
combination  with  a  shaft,  a  disc  provided  with  a 
central  opening,  a  pressed  metal  hub  having  a 
flange  portion  welded  about  the  opening  on  said 
disc,  and  a  cylindrical  portion  extending  through 
the  opening  in  said  disc  and  providing  a  bearing 
sleeved  on  said  shaft  and  of  an  extent  to  enable 
the  bearing  to  be  spot-welded  to  the  shaft. 


2,019.155 
MULTIPLE    SPINDLE    HYDRAUUC    SCREW 

MACHINE 
Harry  W.  Roppel.  Shaker  Heighte.  Ohio,  assignor 
to   The    Cleveland   Automatic    Machine    Com- 
pany, Cleveland.  Ohio,  a  corporation  of  Ohio 
Application  May  24,  1933,  Serial  No.  672.603 
23  Claims.     (CI.  29—37) 


1.  A  lathe  having  a  multl-splndle  turret,  rotat- 
able  work  holding  spindles  mounted  therein,  a 
fluid  operated  chuck  mounted  upon  each  of  said 
spindles,  fluid  operated  stock  feed  mechanism  as- 
sociated with  each  of  said  spindles,  fluid  oper- 
ated means  for  Indexing  said  turret,  and  fluid 
operated  means  coordinated  with  said  Indexing 
means  and  controlled  by  the  fluid  discharged 
therefrom  for  controlling  the  operation  of  said 
stock  chucking  and  stock  feeding  mechanisms 


2,019.156 
APPARATUS    AND    METHOD    OF    PRINTING 

DESIGNS  ON  HOSIERY 

Eugene  Mueller  and  Paul  Felber,  Owen   Sound, 

Ontario,  Canada 

AppUcation  January  2,  1935,  Serial  No.  18 

In  Canada  May  29,  1934 

3  Claims.     (CL  101—126) 


/  4 


1.  The  method  herein  described  of  printing 
designs  on  hosiery  which  consists  In  mounting 
a  hose  on  a  substantially  circular  form  in  con- 
tiguous contact  with  an  absorbent  facing,  flt- 
tlng  a  stencil  about  the  girth  of  the  form  and 
the  portion  of  the  hose  thereon,  and  spraying 
the  colouring  medium  through  the  perforations 
of  the  stencil. 


2,019.157 

AUTOMATIC  RADIO  STATION  SELECTOR 

William  Rice  and  Maurice  H.  Goldberg,  Chicago. 

111.:  said  Goldberg  assignor  to  said  Rice 

AppllcaUon  June  24,  1933,  Serial  No.  677,416 

3  Claims.     (CI.  250—20) 


1.  In  a  device  for  automatically  conditioning  a 
radio  receiving  set  to  receive  radio  waves  from 
selected  broadcasting  .stations,  said  receiving  set 
having  a  plurality  of  semi-flxed  tuning  elements, 
switching  mechanism  to  which  said  tuning  ele- 
ments are  selectably  responsive,  a  rotatable  se- 
lector drum  having  a  plurality  of  equally  spaced 
circumferentially  disposed  selector  elements  for 
selectably  actuating  said  switching  mechanism, 
means  for  intermittently  rotating  said  dnmi  to 
bring  each  selector  element  to  a  stationary  posi- 
tion at  the  same  point  and  to  retain  said  drum  In 
said  stationary  position  for  a  predetermined  time 
interval,  means  provided  on  each  of  said  selector 
elements  Including  a  plurality  of  cam  surfaces 
for  co-operaUon  with  the  actuating  means  for 
said  switch  mechanism  whereby  said  selector  ele- 
ments may  be  set  to  bring  about  the  desired  oper- 
ation of  a  predetermined  part  of  said  switching 
mechanism  to  bring  in  a  predetermined  broad- 
casting station.  ' 
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2.019,158 

MECHANICAL  MOVEMENT 

John  K.  Russell,  Los  Angeles,  Calif.,  assignor  of 

one-half  to  George  T.  Rich.,  Chicago,  111. 
Original    appUcation   June   26,    1933,    Serial    No. 
677.539.    Divided  and  this  application  June  22, 
1934,  Serial  No.  731,801 

7  Claims.     (CI.  74— 55) 


^      Z 


1.  A  mechanical  movement  comprising  a  re- 
ciprocatlve  member  provided  with  a  plurality  of 
cams,  and  an  oscillatory  member  provided  with 
a  plurality  of  projections  alined  concentrically 
with  the  axis  of  the  oscillatory  member  for  pro- 
gressive engagement  with  said  cams  to  effect  rela- 
tive movement  of  the  members  upon  actuation 
of  one  of  said  members. 


2,019,159 
SEAT  ADJUSTING  MECHANISM 

Walter  S.  Saunders,  Pontiac,  Mich.,  assignor  to 
The  American  Forging  and  Socket  Company. 
Pontiac.  Mich.,  a  corporation  of  Michigan 
AppUcation  June  23,  1932,  Serial  No.  618,980 
6  Claims.     (O.  155—14) 


2.  In  a  sliding  and  locking  seat  support.  In  com- 
bination with  a  pair  of  opposed  and  relatively 
slldable  channeled  race  members  having  Inter- 
posed anti -friction  means,  a  flange  projecting 
from  one  side  of  one  race  member,  a  similarly 
projecting  flange  extending  from  the  same  side 
of  the  other  race  member,  said  flanges  lying  close 
to  each  other  and  having  adjacent  free  edges,  and 
locking  means  for  preventing  relative  movement 
of  the  races  comprising  a  channeled  lever  pivoted 
to  one  flange  and  adapted  to  flt  over  both  flanges, 
and  cooperating  detent  means  carried  by  the  lever 
and  the  other  flange  engageable  and  disengage- 
able  by  movement  of  the  lever. 


2,019,160 
FLEXIBLE  CONTAINER 

Frans  Semsch.  Berlin-Grunewald.  Germany 

AppUcation  August  8,  1933,  Serial  No.  684,188 

In  Germany  August  12,  1932 

7  Claims.    (CT.  103—148) 

1    A  collapsible  container  comprising  a  pair  or 

holiow  pressed,  elastic  metal  plates  interconnect- 


ed at  the  edges  and  formed  with  radially  disposed 
elongated  bulges  bounded  by  folding  lines  and 


adapted  to  act  as  bellows  and  take  up  peripheral 
stresses.  

2.019,161 
VALVE  GEAR  FOR  EXPLOSION  AND  INTER- 
NAL   COMBUSTION    ENGINES    WORKING 
ON   ANY  CYCLE 

Jacques  Egide  Serste,  Laeken -Brussels,  Belgium 

AppUcation  AprU  27.  1934.  Serial  No.  722,637 

In  Belgium  May  10,  1933 

7  Claims.     (CI.  123—75) 


1.  In  a  valve-gear  for  internal  combustion  en- 
gines having  a  cylinder  with  a  combustion  cham- 
ber with  an  exhaust  and  admission  port,  the 
combination  of  a  ring,  said  ring  enclosing  a  pis- 
ton forming  the  parts  serving  to  cover  and  un- 
cover the  exhaust  and  admission  ports,  a  rock- 
ing member  to  which  said  ring  and  piston  are 
respectively  connected,  these  parts  having  bal- 
anced surfaces  in  area  exposed  to  the  pressure 
in  the  combustion  chamber  substantially  as  de- 
scribed. 

2  019  162 
BLTLDING   CONSTRUCTION 

Robert  J.  Sipchen.  Chicago.  HI. 

AppUcation  July  17,  1934,  Serial  No.  735,593 

3  Claims.     (CL  20 — 0.5) 


1.  A  floor  structure  comprising  a  sheet  of  ice 
forming  a  skating  rink,  a  platform  adapted  to 
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cover  the  same,  means  for  supporting  said  plat- 
form for  movement  to  and  from  covering  rela- 
ticoi  to  said  rink,  and  means  embodied  in  said 
idatform  for  insulating  said  sheet  of  ice  against 
excessive  loss  of  heat  when  said  platform  is  in 
covering  relation  thereto,  said  platform  having 
its  upper  surface  finished  to  provide  a  dance  floor 
or  the  like  when  positioned  over  said  rink,  where- 
by the  skating  rink  and  the  dance  floor  or  the 
like  may  be  used  Interchangeably. 


2.019.163 

ROCK  DRILL 

Fred  M.  Slater.  Easton.  Pa.,  assiirnor  to  Ingersoll- 

Rand  Company,  Jersey  City.  N.  J.,  a  corporation 

of  New  Jersey 

Application  November  22,  1934.  Serial  No.  754^03 

9  Claims.     (CL  121—7) 


1.  In  a  fluid  actuated  rock  drill,  the  combina- 
tion of  a  casing  having  a  piston  chamber  and  a 
reciprocatory  piston  in  the  piston  chamber,  a 
rifle  bar  interlockingly  engaging  the  piston  and 
being  freely  rotatable  with  respect  to  the  cas- 
ing, and  a  non-rotatable  reciprocatory  valve  for 
distributing  pressure  fluid  to  the  piston  cham- 
ber, and  means  shifted  into  engagement  with  the 
rifle  bar  by  the  valve  to  hold  the  rifle  bar  sta- 
tionary for  effecting  a  partial  revolution  of  the 
piston. 


2,019.164 
APPARATUS    FOR    CONTROLLING    TRACK- 
WAT  DEVICES  FROM  A  RAIL  VEHICLE 
Paal  P.  Sosinakl,  Ed^ewood.  Pa.,  asrignor  to  The 
Union  Switch  A   Signal  Company,  Swiasvale, 
Pa.,  a  corporation  of  Pennsylvania 
Application  February  23.  1933.  Serial  No.  657,961 
10  Claims.     (CL  246—128) 


1.  In  combination  with  a  section  of  railway 
track  and  a  rail  vehicle  the  wheels  of  which  are 
incapable  of  shunting  the  track,  a  source  of  cur- 
rent on  said  vehicle,  means  for  applying  a  poten- 
tial from  said  source  across  the  two  rails  of  said 
track,  a  wayside  device  controlled  by  rail  cur- 


rent supplied  from  said  source,  means  governed 
by  said  device  in  its  controlled  condition  for 
periodically  varying  the  current  supplied  from 
said  source,  and  an  indicator  on  the  vehicle  re- 
sponsive to  said  periodically  varied  current  for 
Indicating  the  condition  of  said  wayside  device. 


2,019.165 

PYROPHORIC    IGNITER 

William  J.  Smith.  Brooklyn.  N.  Y.,  assiimor  to 

Ira  Krivitxin.  New  Rochelle,  N.  Y. 

Application  July  12,  1934.  Serial  No.  734,759 

3  Claims.      (CL  67—7.1) 


1.  In  a  pyrophoric  igniter,  the  combination 
with  a  reservoir  having  a  top  plate  supporting  a 
wick  tube  and  provided  with  a  screw  having  its 
head  raised  from  said  top  plate,  of  a  removable 
self-contained  unit  comprising  a  bracket  having 
lateral  walls  and  a  bottom  plate  provided  with  a 
keyhole  for  engagement  with  said  screw,  spark- 
ing devices  mounted  upon  said  bracket,  said  de- 
vices comprising  a  tube  carrying  at  one  end  there- 
of a  pyrophoric  body,  means  carried  by  said  tube 
to  exert  a  yielding  pressure  upon  the  pyrophoric 
body,  a  circular  metal  rasp  rotatably  mounted  In 
a  flanged  head  piece  carried  at  the  top  of  said 
tube  for  cooperation  with  the  pyrophoric  body,  a 
spring  pressed  lever  operatively  connected  with 
the  rasp,  a  spring  latch  adapted  to  engage  the 
lever  and  retain  the  parts  in  closed  position,  and 
a  push  pin  armed  with  a  cone  for  cooperation 
with  the  spring  latch  to  disengage  the  same  from 
the  lever. 


2,019,166 
ELECTRIC  TRAIN   SIGNALING    SYSTEM 
Leland  D.  Whitelock,  Wilkinsbnrr,   Pa.,  assirnor 
to  The  Union  Switch  A  Signal  Company,  Swiss- 
vale,  Pa.,  a  corporation  of  Pennsylvania 
ApplicaUon  February  17,  1934,  Serial  No.  711,788 
19  Claims.     (CL  246 — 8) 


V^7 
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1.  A  signaling  system  comprising  in  combina- 
tion with  the  traffic  rails  of  a  stretch  of  railway 
track  and  a  train  adapted  to  travel  thereon,  an 
electrical  conducting  member  mounted  on  the 
train  in  a  horizontal  plane  to  form  one  plate  of 
relatively  large  area  of  a  condenser  of  which  the 
earth  is  the  other  plate,  sending  means  located 
on  the  train  connected  between  said  conducting 
member  and  the  traffic  rails  and  including  a 
source  of  periodic  current  for  supplying  such  cur- 
rent to  the  rails  which  flows  from  the  point  at 
which  it  is  supplied  to  the  rails  and  returns  partly 
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through  ground  and  the  capacitance  between 
earth  and  said  conductor,  and  receiving  means 
remote  from  said  sending  means  controlled  by 
the  current  in  the  rails  due  to  said  sending  means. 


2  010  167 
RAILWAY  SIGNALING   APPARATUS 
Harold  G.   Witmer,  Pittsburgh,  Pa.,   assignor  to 
The  Union  Switch  &  Signal  Company,  Swiss- 
vale,  Pa.,  a  corporation  of  Pennsylvania 
AppUcation  June  14,  1934.  Serial  No.  730,612 
18  Claims.     (CL  246 — 41) 


1.  In  combination,  a  section  of  railway  track, 
a  source  of  direct  track  circuit  current  connected 
across  the  rails  of  said  section,  a  full  wave  rec- 
tifier having  its  output  terminals  interposed  be- 
tween said  source  and  one  of  the  rails,  a  trans- 
former having  its  secondary  connected  with  the 
input  terminals  of  said  rectifier,  and  a  primary 
circuit  for  said  transformer  including  a  source 
of  alternating  current  and  two  spaced  conductors 
In  contact  with  the  track  ballast. 


2.019.168 
LINE  COMPOSING  MACHINE 
William  Ackerman,   Towners,  N.  Y.,  assignor  to 
Mergen thaler  Linotype  Company,  a  corporation 
of  New  York 

ApplicaUon  Jane  7.  1934,  Serial  No.  729.417 
9  Claims.     (CL  199—29) 


1.  In  a  typographical  composing  machine,  the 
combination  of  an  assembling  elevator  having 
means  for  supporting  matrices  at  different  levels 
therein,  means  for  delivering  matrices  onto  said 
matrix  supporting  means  to  form  a  type  line  and 
means  for  automatically  varying  the  relation- 
ship between  the  position  of  said  elevator  and 
the  position  of  said  matrix  delivering  means  while 
said  line  is  beng  formed. 


2.019.169 
STRAINER 

Knute  Backlund.  Pittsburgh,  Pa. 

AppUcation  February  17.  1934.  Serial  No.  711.696 

1  CUim.     (CL  210—168) 


In  combination  in  a  duplex  strainer,  a  pair  of 
strainer  chambers  side  by  side,  each  having  an 
inlet  opening  at  one  side  and  an  outlet  op>ening 
at  its  opposite  side,  said  chambers  being  open  at 
one  end,  a  strainer  basket  in  each  chamber  re- 
movable therefrom  through  the  open  end  of  the 
chamber,  a  cover  for  closing  the  open  end  of  each 
chamber  lying  in  a  vertical  plane,  means  for  se- 
curing the  covers  in  position  closing  the  cham- 
bers, a  hinge  bar  extending  between  the  covers 
and  pivotally  connected  at  each  end  to  one  of  said 
covers  at  the  center  thereof,  and  connections  to 
said  inlet  and  outlet  openings  whereby  a  flow  of 
liquid  may  be  directed  through  either  one  of  said 
chambers  while  closing  off  the  liquid  from  the 
other  chamber. 


2,019,170 
ELECTRIC  BAKER 
James  A.  Barlow.  North  Hackensack,  N.  J.,  as- 
signor to  Raju  Holding  Company,  a  corporation 
of  New  Jersey 

AppUcaUon  April  22.  1932,  Serial  No.  606302 
Renewed  March  12.  1935 
4  Claims.     (CL  219—35) 


4.  An  oven  composed  of  a  casing  provided  with 
an  upright  heating  chamber,  a  closed  drip  cham- 
ber therebelow,  an  electric  heating  coil  encircling 
said  chamber,  a  slldable  bracket  having  a  de- 
pending arm  coaxial  with  said  chamber  provided 
with  a  clutch  at  its  lower  end  for  gripping  a 
skewer. 
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2.019.171 

AUTOMATIC  FEED  FOR  LENS  GRI>a)ING 

AND  POLISHING  COMPOUNDS 

Isaac  Newton  Cassity,  Topeka,  Kans. 

AppUcation  October  24.  1934.  Serial  No.  749.742 

7  Claims.     (CI.  51—263) 


7.  The  combination  in  a  lens  grinding  machine 
having  a  rotary  head,  a  fixed  table,  a  lap  car- 
ried by  said  head,  a  liquid  container  rotating  with 
said  head,  a  conduit  carried  by  the  rotating  con- 
tainer for  feeding  liquid  to  the  lap,  and  means 
associated  with  the  fixed  table  and  rotating  con- 
tainer to  forcibly  expel  liquid  through  said  con- 
duit. 


2,019.172 

CARBURETOR 

Milton  E.  Chandler.  South  Bend,  Ind..  assignor 

to    Bendix    Stromberr    Carbvretor    Company. 

South  Bend,  Ind..  a  corporation  of  Illinoia 

Application  July  22,  1930.  Serial  No.  469.721 

3  Claims.    {CI.  123—119) 


1.  In  a  carburetor,  a  throttle,  a  liquid  fuel  sup- 
ply chamber,  a  dash-pot  communicating  with  and 
supplied  with  liquid  from  said  chamber  through 
a  calibrated  metering  restriction,  a  piston  adapt- 
ed to  reciprocate  in  said  dash-pot,  a  by-pass  in 
in  said  dash-pot  around  said  piston  operative  dur- 
ing the  major  part  of  its  stroke,  and  a  connection 
between  said  piston  and  throttle  so  that  when  said 
throttle  is  closed,  said  piston  travels  freely  dur- 
ing the  operation  of  said  by-pass  and  then  at  a 
retarded  rate  dependent  upon  said  metering  re- 
striction whereby  said  throttle  closes  at  a  rapid 
rate  during  the  major  part  of  its  closing  move- 
ment and  thereafter  at  a  retarded  rate. 


2.019,173 
AUTOMATIC  VOLUME  CONTROL  SYSTEM 
Kenneth  A.  Chittick.  Haddon  Heights.  N.  J.,  as- 
aiirnor  to  Radio  Corporation  of  America,  New 
York,  N.  T.,  a  corporation  of  Delaware 
AppUcation  Aoxust  20.  1932.  Serial  No.  629,651 
6  CUims.     (a.  250—20) 
1.  In  a  radio  receiving   apparatus,   the   com- 
bination with  a  uni-directional  potential  supply 


circuit  therefor  including  a  main  potential  supply 
network  providing  relatively  high  potential  drop 
in  said  circuit  and  a  series  filter  impedance  de- 
vice in  the  negative  side  thereof  providing  rela- 
tively low  potential  drop  in  said  circuit,  an  auto- 
matic volume  control  tube  having  an  anode,  a 
cathode,  and  a  control  electrode,  means  provid- 
ing a  signal  input  circuit  for  said  tube  connected 
with  the  control  electrode  and  one  terminal  of 
said  impedance  device,  means  providing  an  out- 


put circuit  for  said  tube  connected  with  the  anode 
and  a  second  terminal  of  said  impedance  device, 
and  means  providing  a  variable  tap  connection 
for  said  cathode  between  said  terminals,  said 
tube  having  a  screen  grid  and  a  suppressor  grid, 
whereby  the  volume  control  circuit  is  rendered 
more  stable  over  a  wide  range  of  operation,  and 
operating  potentials  for  said  control  electrode, 
screen  grid  and  anode  are  provided  by  said  im- 
pedance device  to  the  exclusion  of  the  remainder 
of  the  anode  and  grid  circuits  of  said  apparatus. 


2.019.174 

I  SPEED  CHANGE  GEARING  DEVICE 

Albert  Burdett  Clark.  Dorchester.  Mass..  assirnor 

of  one- fifth  to  Ole  M.  Dahl.  Boston.  Mass. 

Application  February  14,  1934.  Serial  No.  711,170 

18  Claims.     (CI.  74 — 336) 


1.  In  a  power  transmission  device,  a  speed 
change  mechanism  of  the  character  set  forth, 
which  Includes,  a  driving  shaft  therefor,  gear 
teeth  turning  as  one  with  this  shaft,  a  gear  rotat- 
able  on  this  shaft,  intermediate  gearing  adapted 
for  transmitting  power  from  the  said  gear  teeth 
to  the  said  rotatable  gear,  a  driven  shaft  element 
In  substantial  alignment  with  the  first  said  shaft, 
a  power  transmitting  unit  having  a  casing  ele- 
ment turning  with  the  said  driven  shaft  element 
and  having  a  rotor  element  turning  with  the  said 
driving  shaft  and  also  having  a  power  transmit- 
ting medium  between  the  said  casing  and  the  said 
rotor,  the  said  power  transmitting  unit  being  op- 
erative so  that  it  may  be  put  into  condition  where- 
by the  said  driving  shaft  and  the  said  driven  shaft 
element  will  be  rendered  free  to  be  turned  inde- 
pendently of  each  other,  a  transmission  member 
rotatable  on  the  said  driving  shaft  and  turning 
with  the  casing  of  the  said  power  transmitting 
unit,  and  overrunning  clutch  connective  means 
between  this  said  transmission  member  and  the 
said  rotatable  gear  for  enabling  ix)wer  to  be  trans- 
mitted from  the  said  rotatable  gear  to  the  said 
transmission  member  and  said  casing  and  driven 
shaft  element  connected  therewith,  in  one  rotative 


direction  when  the  said  power  transmitting  unit  is 
put  into  the  said  condition  where  the  said  driv- 
ing: shaft  and  the  said  driven  shaft  are  rendered 
free  to  turn  independently  of  each  other. 


2,019,175 
SHEET  GLASS  CUTTING  APPARATUS 
Joseph   P.    Crowley,   Toledo,    and    Nestor   Mam- 
bourg.  Lancaster,   Ohio,   assigmors   to  Libbey- 
Owens-Ford  Glass  Company,  Toledo,  Ohio,  m 
corporation  of  Ohio 
Application  October  12,  1932.  Serial  No.  637,478 
16  Claims.     (CI.  33 — 32) 


1.  In  sheet  glass  cutting  apparatus  of  the  char- 
acter described,  a  horizontally  disposed  endless 
conveyor,  mearis  for  driving  said  conveyor,  a 
cutting  table  including  a  horizontal  top  plate 
positioned  beneath  the  upper  horizontal  run  of 
said  conveyor,  said  cutting  table  being  movable 
longitudinally  of  the  conveyor  independently 
thereof,  means  for  causing  the  cutting  table  and 
endless  conveyor  to  move  as  a  unit,  means  car- 
ried at  one  edge  of  the  top  plate  and  forming 
a  straight  edge  against  which  the  glass  sheet 
may  be  squared  preparatory  to  cutting,  and  a 
straight  edge  for  a  hand  scoring  tool  removably 
associated  with  the  cutting  table. 

10.  In  combination  in  sheet  glass  cutting  appa- 
ratus of  the  character  described,  a  horizontally 
disposed  endless  conveyor,  means  for  driving 
said  conveyor,  a  supporting  framework  including 
a  top  member  extending  substantially  the  entire 
length  of  the  upper  run  of  the  conveyor  and 
adapted  to  support  the  same,  a  cutting  table 
carried  by  said  supporting  framework  and  in- 
cluding a  horizontal  top  plate  positioned  beneath 
and  over  which  the  upper  horizontal  run  of  said 
conveyor  slides,  means  carried  at  one  edge  of  the 
top  plate  and  forming  a  straight  edge  against 
which  the  glass  sheet  may  be  squared  preparatory 
to  cutting,  spaced  upstanding  pins  carried  by 
said  cutting  table  adjacent  the  rear  edge  thereof 
and  to  one  side  of  the  conveyor,  spaced  forwardly 
directed  pins  arranged  along  the  front  edge  of 
the  table  at  the  opposite  side  of  said  conveyor, 
a  straight  edge  for  a  hand  scoring  tool  removably 
associated  with  the  cutting  table  and  adapted  to 
rest  upon  the  glass  sheet  during  the  cutting 
thereof,  said  straight  edge  being  maintained  in 
position  by  the  said  upstanding  and  forwardly 
directed  pins,  the  cutting  table  being  movable 
longitudinally  of  the  conveyor  independently 
thereof,  and  means  for  locking  the  cutting  table 
to  the  conveyor  so  that  they  move  as  a  unit. 


2.019.176 

SAMPLE  TAKING  DEVICE 

Redus  D.  Dodds,  Houston,  Tex. 

Application  May  7,  1932,  Serial  No.  609,923 

14  Claims.     (CI.  255— 72) 
1.  In  a  core  taking  device,  a  core  catcher  in- 
cluding a  tubular  expansible  body,  core  engaging 


slips  pivoted  thereon  and  whose  lower  ends  are 
free,  a  yieldable  means  independent  of  the  body 


and  connecting  said  slips  and  normally  holding 
said  free  ends  apart. 


2,019,177 
ELECTRIC  SWITCH 
Henry  M.  Dressel,  Chicairo,  Kenneth  C.  Allison, 
Arlingrton   Heights,    and   Edward    J.    Mastney, 
Berwyn.  HI.,  assigmors  to  Oak  Manufacturing 
Company.  Chicago,  111.,  a  corporation  of  Illinois 
Application  April  12,  1935,  Serial  No.  15,960 
3  Claims.     (CI.  200—11) 


7 


1.  An  electric  switch  comprising  an  insulating 
base  having  an  aperture  therethrough,  a  bush- 
ing disposed  in  said  aperture,  a  shaft  rotatably 
mounted  in  said  bushing  and  having  an  end  por- 
tion projecting  beyond  said  base,  a  metallic  ro- 
tor rotatively  locked  to  said  shaft  at  the  project- 
ing portion,  said  rotor  consisting  of  a  rigid  elon- 
gated member  having  at  least  one  downtumed  end 
with  the  corners  rounded,  and  a  plurality  of  sta- 
tionary contacts  carried  by  said  base,  each  sta- 
tionary contact  comprising  a  body  portion  fas- 
tened to  said  base,  a  connecting  portion  on  the 
outer  end  of  said  body  portion  and  a  spring  U 
shaped  contacting  portion  on  the  inner  end  of 
said  body  portion,  said  contacting  portion  hav- 
ing Its  free  end  substantially  flat  with  side  ears 
bent  away  from  said  rotor  and  adapted  to  make 
contact  between  said  flat  portion  and  said  bent 
end  of  the  rotor. 


2.019.178 
GRADE  INDICATOR 
John  R.  Elsom.  Fresno.  Calif. 
Application  January  19.  1934.  Serial  No.  707,244 
3  Claims.     (CI.  33—209) 
1.  A  grade  indicator  for  use  on  a  motor  ve- 
hicle having  an  opaque  instrument  panel  pro- 
vided with  a  rectangular  opening;  said  Indicator 
comprising  a  spirit  level  tube  which  includes  a 
substantially  vertical  transparent  liquid-contain- 
ing indicator  leg.  a  frame  in  which  said  tube  is 
mounted  and  including  plate  elements  extending 
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along  said  leg  and  projecting  laterally  from  the 
same  on  opposite  sides  thereof,  said  leg  being 
substantially  countersunk  relative  to  the  plate 
elements,  a  graduated  scale  mounted  on  said 
elements  to  read  against  the  liquid  in  said  tube 
leg,  and  means  to  rigidly  secure  the  plate  ele- 
ments on  the  instrument  panel  so  that  the  leg 


f 

- 

•^l 

• 

,   1    ' 

• 

/»1f 

.: 

\ 

JO 

"     ,i 

< 

i'' 

- 

i       -  - 

-  * 


—3 

It! 

m 

i\ 

• 

^ 

"    i 

d 

"Al 

and  scale  are  exposed  in  the  opening  therein  and 
in  symmetrical  relation  thereto  and  comprising 
bolts,  tmd  spacers  thereon  between  the  panel  and 
plate  elements  to  space  the  plate  elements  there- 
from to  permit  indirect  Illumination  of  the  scale 
and  leg  by  a  source  of  light  disposed  behind  the 
panel. 


1.  The  combination  with  a  rotary  kiln,  of  a 
hood  forming  a  chamber  at  the  outlet  end  of 
the  kUn,  a  gas  permeable  support  in  said  cham- 
ber upon  which  the  hot  material  Is  discharged 
from  the  kiln,  shovels  carried  with  the  kiln  ex- 
ternally to  distribute  the  material  on  said  sup- 
pori.  and  means  to  cause  cooling  air  to  pass 
through  said  support  and  the  hot  material  there- 
on and  through  said  chamber  into  the  kiln. 


2.019.180 
UNIT  POWER  PLANT 

Karl  Feilcke.  Indianapolis.  Ind. 
ApplicaUon  April  3.  1929.  Serial  No.  352.290 
Renewed  May  9.  1934 
3  Claims.     (CI.  180 — 44) 
1.  In  an  automotive  vehicle  having  a  front  pair 
of  supporting  wheels,  a  rear  pair  of  supporting 
wheels,  a  main  frame,  and  an  engine,  a  propeller 
shaft  disposed  longitudinally  of  said  main  frame 
and  operatlvely  connected  to  both  said  front  and 
rear  wheels,  a  gear  on  said  shaft,  and  change- 
speed  transmission  mechanism  adapted  to  be  op- 


2.019,179 

ROTARY  KILN  AND  COOLER 

Johan  S.  Fasting.  Valby,  near  Copenhagen,  Den- 

nukrk.  assirnor  to   F.  L.   Smidth  &   Co..  New 

York.  N.  Y.,  a  corporation  of  New  Jersey 

AppUcation  March  6,  1934.  Serial  No.  714.249 

In  Great  Britain  March  9,  1933 

3  Claims.     (CI.  263 — 32) 


eratively  connected  to  said  engine,  said  change- 
speed  transmission  mechanism  including  driving 
and  driven  shafts  and  a  plurality  of  gear-trains 
for  selectively  interconnecting  them  at  different 
speed-ratios,  said  gear-trains  including  elements 


axlally  slldable  on  the  driven  shaft  of  said  trans- 
mission, a  gear  mounted  on  said  driven  shaft  for 
rotation  therewith  and  disposed  between  said 
slldable  elements  and  positioned  to  mesh  with 
said  first  mentioned  gear. 


2.019,181 
STRAINER 

Alvin  W.  Franimeier.  Rich  Valley.  Minn. 

AppUcation  July  17.  1933.  Serial  No.  680,799 

7  Claims.     (CI.  210— 159) 


^  *a 


^  sc  jia 


1.  A  milk  strainer  including,  a  milk  supporting 
bowl,  a  straining  collar  formed  in  the  bottom  of 
said  bowl  with  a  large  axial  opening,  a  strainer 
gripping  and  supporting  channel  formed  about 
said  opening,  a  perforate  guard  plate  having  an 
annular  shoe  adapted  to  rest  on  the  marginal 
edge  of  the  strainer  element  extending  across  said 
opening,  an  axial  non- perforated  portion  formed 
in  said  guard  plate,  a  clamping  baffle  plate  adapt- 
ed to  be  positioned  above  said  guard  plate  having 
an  axial  opening  above  said  non -perforated  axial 
portion  of  said  perforated  plate,  said  axlaJ  open- 
ing in  said  clamping  plate  being  positioned  in 
close  proximity  to  said  non-perforated  axial  por- 
tion of  said  perforate  guard  plate,  and  means  for 
removably  clamping  said  baffle  locking  plate  in  a 
manner  to  force  the  shoe  of  said  perforated  guard 
plate  against  the  annular  margin  of  a  straining 
element  to  hold  the  same  in  operative  position. 


2,019.182 

TRANSFER  APPARATUS 

John   C.  Gipe  and  Joseph   P.  Crowley,   Toledo. 

Ohio,   asslffnors    to   Libbey- Owens- Ford    Glass 

Company,  Toledo,  Ohio,  a  corporation  of  Ohio 

AppUcaUon  April  21,  1932.  Serial  No.  606,626 

19  Claims.     (CI.  104—50) 
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1    In   an   apparatus   for   transferring   cars   or 
tables  from  one  track  to  a  second  track,  a  trans- 
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fer  car  movable  between  the  tracks,  a  rotatable 
camming  member  carried  by  the  transfer  car, 
fixed  means  defining  a  recess  for  receiving  the 
camming  member  therein,  and  means  for  rotat- 
ing said  member  to  move  it  into  the  recess  where- 
by to  effect  the  positioning  of  the  transfer  car 
relative  to  the  desired  track. 


2,019,183 

PROCESS   FOR  MAKING   DURABLE   WOOL 

UKE  ARTIFICIAL  SILK 

Georges    Heberlein,    Wattwil.    Switzerland,    as- 
signor to   Heberlein   Patent  Corporation.   New 
York.  N.  Y.,  a  corporation  of  New  York 
No  Drawing.     AppUcation  May  24,  1934,  Serial 
No.  727.277.    In  Germany  May  24,  1933 
3  Claims.     (CI.  117—53) 
3.  A  process  for  producing  a  new  artificial  silk 
fibrous  material  which  comprises  twisting  a  vis- 
cose yam  until  it  has  a  supertwist,  placing  the 
yarn  so  twisted  on  bobbins,  moistening  it  at  a 
high  temperature  thereon,  drying  the  yarn,  un- 
twisting the  yarn  whereby  a  soft  woolly  material 
is  produced  having  a  lasting  curliness,  and  in- 
creasing the  curliness  and  making  the  yam  sub- 
stantially nonshrinkable  by  wetting  treatments 
by  loosely  supporting  the  yarn  in  a  wet  steam 
atmosphere  at  about  3  atmospheres  pressure  for 
about  one-half  hour. 


2.019.184 
REFINING  HYDROCARBONS 
Thomas  T.  Gray,  Elizabeth,  N.  J.,  assignor  to  The 
Gray  Processes  Corporation,  Newark,  N.  J.,  a 
corporation  of  Delaware 
No  Drawing.    Application  December  3,  1929, 
Serial  No.  411.394 
5  Claims.     (CI.  196—96) 
1.  The  process  of  refining  gasoline  containing 
as  impurities  sulphur  compounds  diflBcult  to  re- 
move In  the  ordinary  manner,  which  comprises 
converting    the   said    difficultly    removable    sul- 
phur compounds  into  easily  removable  sulphur 
compounds  by  subjecting  said  gsisoline  in  vapor 
form  to  contact  with  fuller's  earth  at   a   tem- 
perature of  from  550°  to  850°  F.  removing  the 
vapors  containing  said  easily  removable  sulphur 
compounds  and  condensing  them  to  recover  the 
treated  gasoline  therefrom. 


2.019.185 

ARTIFICIAL  FIBER  AND  PROCESS  OF 

PRODUCING  SAME 

Rudolph  H.  Kagi,  Grantwood,  N.  J.,  assignor  to 

Heberlein  Patent  Corporation,  New  York.  N.  Y^ 

a  corporation  of  New  York 
No    Drawing.    Application    February    27.    1933. 

Serial    No.    658,838.     In    Germany    March    10, 

1932 

13  Oaims.     (O.  117—53) 

1.  A  process  for  producing  a  new  artificial 
fibrous  material  which  comprises  supertwisting 
an  artificial  silk  yam,  setting  the  twist  therein 
and  thereafter  untwisting  the  yarn. 


2.019.186 
AIR  FILTER 

Harry  S.  Kaiser.  Chicago,  111.,  assignor  to  H.  S. 

Kaiser  Company,  Chicago.  111.,  a  corporation  of 

Illinois 

Application  March  1,  1933.  Serial  No.  659.034 
9  Claims.     (CI.  183 — 75) 

1.  An  air  filter  body  providing   a   carrier  for 
a  substance  which  substance  serves  as  a  means 


for  arresting  passage  of  foreign  particles  con- 
tained in  air  circulating  through  said  body,  said 
body  cons^ting  of  a  plurality  of  fibrous,  absorb- 
ent sheets,  including  a  plurality  of  corrugated 
sheets,  said  sheets  comprising  said  body   being 


in  engagement  with  each  other  and  being  in- 
separably connected  at  the  engaging  portions 
thereof  and  cooperating  with  each  other  to  pro- 
vide a  single  inseparable  unitary  body  having  a 
plurality  of  tubular  open  ended  air  passages 
extending  continuously  through  said  body. 


2.019,187 

POWER   TRANSMITTING  MECHANISM 

Rezin  P.  Kile,  Riverton,  Wyo. 

AppUcation  June  25.  1935.  Serial  No.  28,207 

6  Claims.     (CI.  192—139) 


1.  In  a  mechanism  of  the  character  described, 
an  electric  motor,  a  driving  shaft  operably  con- 
nected to  the  motor  to  be  driven  thereby,  a  driv- 
en shaft,  two  transmission  shafts  disposed  be- 
tween the  driving  and  the  driven  shafts  and  nor- 
mally out  of  engagement  with  the  driving  and 
driven  shafts,  one  of  the  two  transmission  shafts 
being  engageable  with  the  driven  shaft  to  drive  it 
in  one  direction,  the  other  being  engageable  with 
the  driven  shaft  to  drive  it  in  the  other  direc- 
tion, means  urging  the  two  shafts  into  operative 
engagement  with  the  driving  and  driven  shafts, 
manually  releasable  means  for  locking  each  of 
said  shafts  out  of  said  driving  engagement  against 
the  action  of  said  urging  means  but  releasable 
to  allow  the  corresponding  shaft  to  move  into 
operative  engagement  with  the  driving  and  driv- 
en shaft  under  the  action  of  said  urging  means, 
and  means  automatically  withdrawing  that  trans- 
mission shaft  which  has  been  operatively  engaged 
with  the  driving  and  driven  shafts  from  said  en- 
gagement when  the  driven  shaft  has  made  a  pre- 
determined number  of  revolutions. 
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2.019,188 
FIRE  OR  DRAFT  STOP  FOR  PIERS. 
WHARVES.  AND  THE  LIKE 
John  McKay,  New  Orleans,  La.,  assi^mor  to  Ce- 
ment Gun  Company,  Allentown,  Pa.,  a  corpora- 
tion of  Delaware 
Application  February  25,  1935,  Serial  No.  8,043 
4  Claims.     (CI.  61— 48) 

\ 


:i_. 


1.  The  combination  with  an  elongated  struc- 
ture of  the  type  described  comprising  a  deck,  piles 
arranged  In  rows  extending  transversely  with  re- 
spect to  the  length  of  the  deck,  cap  pieces  on  the 
piles  of  said  rows,  a  string  piece  and  stringers 
on  said  cap  pieces  and  supporting  said  deck,  of  a 
fire  stop  including  openwork  metal  reinforcing 
sheet  material  supported  by  the  piles  of  one  of 
said  rows  and  by  said  stringers  to  extend  up  to 
said  deck  between  said  stringers  and  additicxial 
reinforcing  sheet  material  at  the  Inner  sides  of 
the  outer  piles  of  the  first  stop  rows  and  the  two 
adjacent  rows  and  at  the  inner  side  of  the  string 
piece,  reinforcing  sheet  material  around  all  of 
the  supporting  piles,  and  dense  fire  resisting 
cementitious  material  encasing  said  reinforcing 
material  to  form  reinforced  panels  between  the 
piles,  encasing  said  piles  to  render  them  substan- 
tially fire-proof,  and  covering  the  inner  side  of 
the  string  piece  to  protect  the  same. 


2,019,189 

RAILWAY  SWITCH  OPERATING  APPARATUS 

William  C.  McWhirter  and  Edwin  G.  Little,  Wil- 

kinsbarg.  Pa.,  assignors  to  The  Union  Switch  & 

Signal  Company,  Swissvale,  Pa.,  a  corporation 

of  Pennsylvania 

Application  June  13.  1933,  Serial  No.  675,590 
10  Claims.     (CL  246—159) 


fiffl 


7.  In  combination,  a  railway  switch,  a  lever 
stand  comprising  two  floating  levers  pivoted  in- 
termediate their  ends  for  rotation  about  axes 
which  are  fixed  relative  to  each  other  but  which 
are  free  to  move  together  along  a  fixed  path,  the 
one  end  of  the  one  lever  being  pivoted  for  rota- 
tion Ekbout  a  relatively  fixed  point,  means  for  op- 
eratively  connecting  one  end  of  the  other  lever 


with  said  switch,  and  two  separate  switch  operat- 
ing instrumentalities  one  operatlvely  connected 
with  the  free  end  of  each  of  said  levers. 


2.019,190 
HOLDING  AND  RELEASING  MECHANISM 

Everard  C.  Mersereau,  Buffalo,  N.  Y..  assignor  to 
National  Brake  Company,  Inc.,  Buffalo,  N.  Y.,  a 
corporation  of  New  York 
AppUcatlon  March  22.  1934.  Serial  No.  716,841 
7  Claims.     (CI.  188 — 81.1) 


1.  A  holding  and  releasing  mechanism,  com- 
prising a  cylindrical  clutch  body  adapted  to  ro- 
tate circumferentially  in  either  direction,  an 
abutment  movable  toward  and  from  said  body 
and  having  a  gripping  face  opposite  the  periph- 
ery of  the  body  and  forming  therewith  a  cir- 
cumferential raceway,  a  rolling  detent  member 
arranged  in  said  raceway  and  engaging  its  oppo- 
site sides  with  the  periphery  of  the  body  and 
the  gripping  face  of  said  abutment,  said  raceway 
being  of  tapering  form  upon  moving  said  abut- 
ment toward  said  body  and  causing  said  detent 
member  to  be  wedged  between  said  abutment 
and  body  and  prevent  rotation  of  the  latter  from 
the  wide  toward  the  narrow  end  of  said  raceway 
but  release  the  grip  of  said  detent  member  on 
the  body  and  permit  the  body  to  turn  In  either 
direction  upon  moving  said  abutment  away  from 
the  body,  and  a  stop  arranged  on  said  abut- 
ment at  the  narrow  end  of  said  raceway  to  limit 
the  movement  of  the  detent  member  toward  that 
end  of  the  abutment. 


2,019,191 
PACKAGE  AND  METHOD  OF  MAKING  SAME 
Michael  J.   Milmoe,  Glen  Ellyn,  HI.,  assignor  to 
F.  B.  Redington  Co.,  Chicago,  111.,  a  corporation 
of  niinois 

AppUcation  July  11,  1933,  Serial  No.  679,878 
13  Claims.     (CI.  229—51) 


1.  A  paclcage  comprising  an  article,  and  a 
wrapper  arranged  there-about  having  a  series  of 
pleated  radially  arranged  folds  and  a  band 
twining  back  and  forth  within  said  folds  whereby 
when  extension  is  exerted  on  said  band,  the  folds 
are  caused  to  separate  and  become  unfolded. 
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2,019.192 

ILLUMINATED   DECORATION  FOR 

BURIAL   CASKETS 

Reuben  S.  Mlnkel,  Hollywood,  Calif. 

Application  July  2,  1934.  Serial  No.  733.398 

2  Claims.     iCl.  40—132) 


1.  In  a  burial  casket,  a  lid  having  a  forward 
face,  a  panel  removably  secured  to  said  lid  and 
extending  over  a  portion  of  said  forward  face,  a 
source  of  light  within  the  lid  and  behind  said 
panel,  said  panel  comprising  a  transparency  de- 
sign and  translucent  means  disposed  in  front  of 
said  design  and  of  such  light-transmitting  char- 
acteristics as  to  render  said  design  visible  when 
illuminated  by  light  transmitted  from  said  source 
but  substantially  invisible  upon  illumination  from 
the  forward  side  of  said  translucent  means,  said 
translucent  means  comprising  a  fabric  covering 
over  the  front  of  said  panel  and  a  light  diffusing 
medium  disp)osed  between  said  fabric  covering  and 
said  transparency  design,  said  light  diffusing 
medium  having  a  substantially  continuous  smooth 
forward  face  free  from  design. 


2,019.193 

BALANCED  THROTTLE  VALVE 

Richard  W.  MueUer.  Pittsburgh,  Pa.,  assignor  to 

Kerotest  Manufacturing  Company,  Pittsburgh, 

Pa.,  a  corporation  of  Pennsylvania 

AppUcation  March  7,  1931.  Serial  No.  520,836 

4  Claims.     (CI.  277—9) 


1.  In  a  valve  of  the  class  described,  a  body, 
a  chest  in  the  body  having  alined  inlet  ports, 
a  balanced  throttle  valve  bridging  and  controlling 
the  ports  having  spaced-apart  seat  contacting 
members,  a  plate  closing  the  body  on  one  side 
of  the  valve  chest,  a  non-rotatable  rising  throttle 
valve  stem  operable  through  the  plate,  said  body 
having  an  exhaust  passage,  a  valve  on  the  plate 
for  controlling  the  exhaust  passage,  and  means 
operatlvely  connecting  the  exhaust  valve  and 
the  stem. 


2,019.194 
INSULATION.   PARTICULARLY   FOR 

REFRIGERATORS   OR   THE   LIKE 
Carl  Georg  Munters,  Stockholm,  Sweden 
AppUcation  January  25,  1934,  Serial  No.  708.324 
In  Sweden  February  14.  1933 
21  Claims.     (CI.  62 — 89) 
1.  In  combination  with  the  external  walls  of 
a  refrigerator  and  internal  walls  forming  a  cool- 
ing  chamber,  said   internal   walls   being  spaced 
from  said  external  walls  to  provide  an  interme- 
diate insulation  space.  Insulating  means  within 
said  space  Including  insulating  material  and  a 
jacket  surrounding  said  insulating  material,  said 
Jacket  having  one  or  more  passages  in  its  wall  to 


permit  a   change  of  air  within   said   insulating 
means   and   opening   into   said  insulation   space 
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adjacent  a  relatively  cold  wall  of  said  cooling 
chamber.  

2.019,195 

SELF-SLT»PORTING  CONCRETE  FORM 

Bascom  E.  Simpson,  Los  Angeles,  Calif. 

AppUcation  March  28,  1934,  Serial  No.  717,721 

5  Claims.     (CI.  25—131) 


1.  A  form  for  concrete  walls  built  up  of  a  plu- 
rality of  plates  each  plate  having  parallel  upper 
and  lower  edges  and  parallel  side  edges  and  each 
plate  having  a  bolt  hole  adjacent  each  upper  cor- 
ner and  slots  parallel  to  the  side  edges  adjstcent 
the  lower  corners  and  extending  upwardly  from 
the  lower  edge,  the  bolt  holes  and  slots  being 
spaced  the  same  distance  from  the  adjacent  side 
edge  and  the  length  of  the  slots  being  the  same  as 
the  spacing  of  the  bolt  holes  from  the  upper  edge, 
bolts  extending  through  the  bolt  holes  of  the 
plates  on  one  side  of  the  wall  to  bolt  holes  on  a 
plate  on  the  opposite  side  and  bolts  extending 
through  the  slots  of  a  plate  on  one  side  through 
the  slots  of  a  plate  on  the  other  side  of  the  form 
to  form  two  horizontal  tiers  of  plates  in  parallel 
spaced  relatlon^^ 

2.019.196 
TRANSFORMER 

Anthony  N.  Smith,  Girard,  Pa.,  assignor  to  The 
Girard  Model  Works.  Inc.,  Girard,  Pa.,  a  cor- 
poration of  Pennsylvania 

AppUcation  December  27.  1933. -Serial  No.  704.178 
11  Claims.     (CI.  171—119) 
1.  In   a   current   regulating    device   having    a 

casing  comprising  base  and  closure  sections,  said 
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closure  sections  providing  a  casing  wall  a  coll 
mount  therein  and  secur^  to  thTba!?  sections 

^tlbU^n^^^'ny  H?^^  ^.^^^  mountrLerns  fo; 
establishing  slidable  contact  with  the  conductor 
coll.  means  disposed  externally  of  the  closure 

farTl^^^h?;^  °'  "^^  ^^^"«  for'moving  samTon: 
tact  establlshmg  means  over  said  conductor  coil 
means  carried  by  said  coil  mount  and  providing 


a  pivot  for  said  contact  establishing  means  and 

h^t^c^"'*''*.]?'^^'  ^^  ^"  operating  conn«:tlSn 
between  said  contact  establishing  means  and  he 
moving  means  therefor  at  one  side  of  the  pivot 
sa^d  movmg  means  straddling  the  lower  edge  of 
said  closure  provided  casing  wall  adjacent  said 
base  whereby  to  admit  of  ready  removal  of  the 
casing  without  Interference  with  said  moving 
means.  * 


2.019.197 

RUBBER  BAG 

M.      nA^^*°^  ^-  Spanel.  Rochester.  N.  Y. 

AppUcatlon  October  10.  1932.  Serial  No.  637.034 

2  Claims.     (CL  150—1) 


1.  A   one   piece   seamless   rubber    bag    havine 
openings  provided  therein,  one  on  each  side  of 

thtf^Sr.\^?i^l  ^°  "^^5"^  *"  ^^^«^^i  handle  at 
wSTk  .K  ,  ^^ly^e,  said  openings  communicating 
t^'Hiil^  interior  of  the  bag  for  miing  the  same 
fo5^  T  °i^^  ^*8r  being  formed  with  an  in- 
tegral neck  having  an  opening  therein  for  the 
connection  of  a  tube  to  the  bag  for  emptying  the 


,,»«    ^  2.019.198 

t,?.2JJ;S,^^*^^'^^^    MOTIONTRANS- 
rh.H  ^i^TING  ELEMENT  OR  CLUTCH 
Chartes  B.  Spwe.  Ncdrow.  N.  Y..  assirnor  to  W.  C. 

New  York    ^'^'■**^"^    ^     ^ '  *   corporation   of 

Application  January  21.  1933.  Serial  No.  6.'»2.842 
10  Claims.     (CI.  64 — 100) 


1.  In  a  motion  transmitting  element  compris- 
ing Inner  and  outer  concentrically  arranged  parfs 
the  combination  of  vibration-dampening  motion- 
transmitting  means  between  said  parts  compris- 

!^fr^l5^^vli'5"^*  '^'^^^^  extensible  and  contractile 
member  between  said  parts  and  around  the  axis 
^^t^tw^*""!^,^^^  member  extending  less  than  a 
complete  circle  around  the  Inner  part  and  being 
anchored  at  spaced  apart  points  to  said  parts 
at  one  point  to  one  part  and  the  other  to  the 
other  part,  said  member  carrying  a  raised  brake 
for  cMcting  with  one  of  said  parts  and  normally 
out  of  coactlon  therewith  and  movable  into  en- 
gagement therewith  by  the  relative  routing  oi 
f^T.fti?  *"^  the  consequent  change  in  the  dis- 
tance  between  said  anchoring  points. 

2.019.199 
AUTOMOBILE  HEADUGHT  INDICATOR 

Max  D.  Speer.  Miami.  Fla. 

Application  April  16.  1934.  Serial  No.  720  820 

10  Claims.     (CI.  40-131) 


8  An  Indicator  for  automobile  headlights  com- 
L  ^iu^J'^^-  *  ^"P  formed  on  the  upper  end 
of  said  body,  a  substanUally  spherical  light  trans- 
mitting member  carried  by  said  cUp.  supporting 

^in'.h^?'^  ""L  ^^^  ^^  ^'^^  insertkble  bet 
tween  the  lens  and  nm  of  the  headlight  and  por- 

hpT  °^  "^i  ^y  ^^*"«  ^d^Pt^d  to  prov"de^- 

^n    r.  h*'^"£.T'*^  ^°'  cementing  said  body 
to  the  headlight  lens 

2.019.200 

COMBINED   WINDOW    SCREEN  AND 

VENTILATOR 

4««M     *,  Sidney  Stem.  Brooklyn.  N.  Y. 

AppHcatton  December  26.  1934.  Serial  No.  759  139 

2  Claims.     (CI.  98—99) 
n^i;       a^ ventilator  rectangular  in  cross  sectional 
contour  having  an  aperture  in  the  outer  side  and 
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screened  apertures  in  the  cover;  a  shutter,  hav- 
ing openings  therein,  horizontally  slldably 
mounted  in  tracks  formed  integral  with  the  cover 
and  adapted  to  be  moved  into  and  out  of  reg- 
istration with  said  screened  cover  apertures;  a 
sash  supporting  shelf  member  integral  with  the 
cover  set  below  the  top  of  the  ventilator;  a  de- 
flector member  on  the  inner  side  upwardly  and 
unobstructlvely  removable  from  its  position  in  the 


ventilator  permitting  lateral  entry  into  the  in- 
terior of  the  ventilator  when  so  removed,  end 
posts.  sUdeable  with  respect  to  said  ventilator, 
in  a  groove  formed  between  the  ventilator  outer 
frame  side  and  the  vertical  flange  part  of  said 
sash  supporting  shelf  to  Increase  the  effective 
length  of  the  ventilator,  a  base  member  having 
a  flange  for  engagement  with  the  window  sill,  and 
means  for  locking  said  sash  and  window  to  said 
ventilator. 


2.019.201 
DEVICE  FOR  CONTROLLING  AND  TREATING 

THREAD 

Charles  W.  Strzalkowski  and  Edmund  J.  Wendt, 

Mllwaakee,  Wis. 

Application  June  27.  1934.  Serial  No.  732,742 

13  Claims.     (CI.  91—38) 

1,  In  combination:  a  U-shaped  pad;  a  U-shaped 
spring  conforming  approximately  to  the  inside 
surface  of  said  pad;  supporting  means  for  said 
pad,  having  surfaces  opposite  the  outer  faces  of 
the  shanks  of  said  pad  respectively  between  and  by 
which  surfaces  said  pad  Is  frlctionally  held  sus- 
pended, said  surfaces  being  spaced  apart  a  dis- 
tance such  that  said  spring  presses  the  shanks  of 
said  pad  against  said  surfaces  respectively;  and 
means  sidapted  to  guide  a  thread  over  and  in  con- 
tact with  the  outer  surface  of  the  bend  of  said  pad. 


2.019,202 
DISPENSING  APPARATUS 
Carl  R.  Taylor,  Cleveland  Heirhts.  Ohio,  assignor, 
by  mesne  assirnments,  to  Mojonnier  Bros.  Co., 
Cbicaro,  111.,  a  corporation  of  Illinois 
Application  January  6.  1933,  Serial  No.  650,470 
4  Claims.     (CI.  226—94) 
1.  In  a  dispensing  apparatus,  a  trough  shaped 
material  receiving  chamber  having  arcuate  side 
walls  and  a  bottom  provided  with  an  elongated 
discharge  aperture,  Intermeshlng  feed  gears  with- 
in said  chamber  and  positioned  relatively  close 
to  the  side  walls  of  said  chsimber,  shaft  portions 
Journaled  at  the  ends  of  said  chamber  for  sup- 
porting said  feed  gears,  separator  members  sub- 
stantially engaging  said  side  walls  and  bottom  of 
said  chamber,  a  driven  gear  rigidly  secured  to 
a  shaft  portion  of  one  feed  gear,  a  drive  gear 


mounted  for  free  rotation  on  a  shaft  portion  of 
the  other  feed  gear  and  meshing  with  said  driven 


gear,  and  a  pivoted  ratchet  member  associated 
with  said  drive  gear  for  rotating  the  same. 


2,019,203 

GAS  STOVE  LEG 

Augustus  F.  Thompson.  Huntington,  W.  Va. 

Application  February  7.  1934,  Serial  No.  710,175 

2  Claims.    (CI.  126—304) 


2.  A  leg  structure  for  stoves  embodying  a  stove 
body  having  its  vertical  walls  angularly  disposed 
toward  each  other  to  form  a  corner,  and  having  an 
angular  keeper  member  secured  to  the  inner  faces 
of  said  walls  and  extending  across  said  corner, 
the  ends  of  the  keeper  member  being  fastened  to 
the  walls  and  the  intermediate  part  being  bent  to 
conform  to  the  corner  and  spaced  away  from  the 
wall  to  form  a  channel,  and  a  leg  ha\ing  a  pair 
of  upstanding  flat  wing -members  adapted  to  enter 
said  channel,  one  or  both  said  members  being 
resilient  and  laterally  bent  to  thereby  ensure  a 
clamping  action  on  said  upstanding  members 
when  they  are  Inserted  In  said  channel,  said  leg 
having  an  upwardly-facing  shoulder  abutting  the 
lower  edge  of  the  stove-body. 


2.019,204 
GLASS  POLISHING  TOOLS 
Frederic  Barnes  Waldron,  Prescot,  England,  as- 
sirnor to  Pilkinrton  Brothers  Limited.  Liver- 
pool,   England,    a   company    registered   under 
Limited  Liability  Company's  Acts 
AppUcation  May  11,  1934.  Serial  No.  725,146 
In  Great  Britain  May  19.  1933 
2  Claims.     (CI.  51—120) 
1.  Polishing    runner    comprising    a    rotating 
frame,    a  plurality  of   polishing   tools  mounted 
thereon  and  adapted  to  slide  in  a  direction  i>er- 
pendlcular  to  their  operative  surfaces,  a  plurality 
of  hydraulic  presses  mounted  on  the  frame,   a 
connection  between  the  movable  member  of  each 
press  and  each  polishing  tool  respectively,  a  com- 
munication between  the  liquid  chambers  of  all 
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the  presses  and  means  for  preventing  during  op- 
eration of  the  runner,  the  flow  of  liquid  to  and 


.<  ' 


from  the  system  comprising  the  liquid  chambers 
and  their  communications. 


2,019^05 
GLASS  GRINDING  APPARATUS 
Frederic  Barnes  Waldron.  Prescot,  England,  as- 
signor to  Pilkinrton  Brothers  Limited.  Liver- 
pool, England,  a  company  of  England 
AppUcation  February  8,  1935,  Serial  No.  5.508 
6  Claims.     (CI.  51—209) 


1.  Disc  grinding  tool  for  operating  on  travel- 
ling flat  glass,  grooves  in  the  operative  surface 
thereof  of  general  zig-zag  form  reaching  from 
the  central  space  to  points  near  the  periphery, 
and  having  a  plurality  of  portions  which  produce 
leading  faces  of  the  operative  surface  inclined 
to  the  radius  by  angles  between  forty-five  and 
seventy  degrees  near  their  inner  ends  and  be- 
tween fifty  and  eighty  degrees  near  their  outer 
ends,  the  inclination  being  such  that  the  outer 
ends  of  such  portions  are  Ln  advance  (with  ref- 
erence to  the  direction  of  rotation)  of  their  inner 
ends. 


2,019.206 
PICKLING  APPARATUS 
Stephen  L.  Williams,  Bridfeport.  Ohio,  assirnor 
to  Extmded  Metal  Products  Company,  Bridge- 
port, Ohio,  a  corporation  of  Ohio 
AppUcation  February  12.  1934.  Serial  No.  710.852 
4  Claims.    (CI.  266 — 7) 
1.  In  a  pickling  apparatus,   a  pickling  tank, 
power  means,  means  to  support  the  power  means 
in  substantially  the  plane  of  the  top  of  the  tank. 
a  crank  shaft  connected  to  the   power  means, 
rollers  on  the  cranks  of  the  shaft,  a  carrier,  elon- 
gated friction  shoes  of  Inverted  U -shape  secured 
to  and  disposed  at  the  bottom  portion  of  the  car- 
rier and  within  and   against  which  the  rollers 
rotate  and  also  move  longitudinally  of  the  shoes 
and  of  the  carrier,  and  guide  means  at  the  ends 
of  the  carrier  to  hold  same  agrainst  longitudinal 


movement  while  permitting  free  vertical  recipro- 
catory  movement  thereof,  and  free  bodily  lifting 


movement   out   of   engagement   with   the   guide 
means  and  the  rollers. 


2.019.207 

VULCANIZED  RUBBER  SOLUTION 

Walter  Alexander.  Hamburg,  Germany 

No  Drawing.    Application  January  10.  1934.  Serial 

No.  706,152.    In  Germany  February  6,  1933 

5  Claims.  (CI.  134—17) 
1.  The  process  of  forming  a  rubber  solution 
which  comprises  depolymerizlng  rubber  at  200* 
to  300°  C.  until  a  sirupy  consistency  Is  attained, 
then  dissolving  and  vulcanizing  said  depoljrmer- 
Ized  rubber  In  a  solvent  for  said  depolymerized 
rubber  and  the  rubber  product  resulting  from  the 
said  vulcanizing. 


2.019.208 
REFRACTORY  PRODUCT 
Henry  N.  Baumann.  Jr..  and  Charles  McMuIlen, 
Niagara  Falls,  N.  Y..  assignors  to  The  Carbo- 
rundum Company.  Niagara  Falls.  N.  Y..  a  cor- 
poration of  PennsylTania 
No  Drawing.    AppUcation  December  16,  1933, 
Serial  No.  702.798 
4  CUlms.     (CI.  75 — 22.5) 
1.  A  fused  cast  refractory  article  produced  from 
the  fusion  of  about  2%  to  about  10%  magnesia 
and  the  balance  substantially  alumina,  the  micro- 
structure  of  the  casting  consisting  principally  of 
Interlocking  crystals  of  magnesia  spinel  and  crys- 
tals of  alumina. 


2.019.209 
REFRACTORY    FOR    GLASS    TANKS 
AND  THE  LIKE 
Raymond  C.  Benner  and  Henry  N.  Baumann.  Jr., 
Niagara  FaiU.  N.  Y..  assignors  to  The  Carbo- 
rundum Company.  NIa«:ara  Falls,  N.  Y..  a  cor- 
poration of  Pennsylvania 
No  Drawing.     Application  April   17.  1934.  Serial 
No.  721,064.     In  Canada  September  12.  1932 

6  Claims.     (CL  49—79) 
1.  A  cast  refractory  article  consisting  of  85  to 
97%  alumina,  1  to  10%  of  an  alkaline  oxide  and 
2  to  14%  silica. 


2.019.210 
PIN 
George   Boden.    Waterbury.    Conn.,    assignor    to 
ScovlU    Manufacturing   Company,   Waterbury, 
Conn.,  a  corporation  of  Connecticut 
AppUcation  October  26,  1934.  Serial  No.  750.155 
4  Claims.     (CI.  24 — 150) 
1.  A  pin  comprising  a  cup-shaped  head  having 
Its  side  walls  curled  Inwardly   on    a  small   ra- 


OcTOBEB  29, 1935 


U.  S.  PATENT  OFFICE 


1095 


dius  of  curvature  to  form  a  torroidal  groove,  and 
a  wire  shank  extending  into  the  open  end  of  the 
head  substantially  concentrically  therewith, 
thence  extending  outwardly,  and  thence  ex- 
tending circumferentially  of  the  head  in  said 
groove,  the  external  and  internal  radii  of  said 
shank   and   groove   respectively   being   equal   so 


that  the  ring  and  head  are  tightly  Interlocked 
both  radially  and  axially  and  the  diameter  of  the 
opening  in  the  head  being  less  than  the  combined 
thicknesses  of  wire  measured  along  a  diameter  of 
the  head  whereby  the  shank  can  not  be  with- 
drawn from  the  head  by  radially  compressing  said 
cylindrical  portion  of  the  shank. 


2.019.211 

MACHINE  FOR  ENCLOSING  LETTERS  IN 

ENVELOPES 

Hermann  Clare.  Bern.  Switierland 

Application  October  8,  1931.  Serial  No.  567.686 

In  Germany  March  25,  1931 

8  Claims.     (CI.  93 — 6) 


1.  In  a  machine  for  enclosing  letters  in  the 
folded  condition  into  envelopes  provided  with 
gummed  flaps  a  supply  cage  of  the  envelopes 
comprising  a  feeding  device  and  a  rotary  device 
to  t)end  back  the  upper  edge  of  the  foremost 
envelope,  a  mechanism  cooperating  \^ith  the  cage 
and  said  rotary  device  to  open  the  flap  and  to 
seize  it  between  feed  rollers,  a  vertically  arranged, 
feed  device  for  the  folded  letter,  a  pivotable  plate 
combination  arranged  underneath  this  feed  de- 
vice and  above  the  feed  rollers  combined  with 
the  cage  to  open  the  envelope  completely  and 
present  it  to  the  fed  folded  letter,  a  stepwise 
rotatable  moistening  device  arranged  to  receive 
the  filled  envelope  from  said  plate  combination 
and  provided  with  a  moistened  surface,  a  hold- 
ing member  combined  with  said  plate  combina- 
tion to  maintain  the  filled  envelope  on  its  way 
to  the  moistening  device,  a  press  roller  cooperat- 
ing with  the  rotary  moistening  device  to  press 
the  projecting  flap  against  said  moistened  sur- 
face, a  water  trough  with  rubber  rollers  cooj)erat- 
ing  with  the  said  surface  of  the  moistening  de- 
vice and  a  pair  of  delivery  rollers  cooperating 
with  the  moistening  device  to  receive  the  en- 
velope from  this  device  and  effect  the  closing 
of  the  latter. 


2.019,212 

MACHINE  FOR  ENCLOSING  LETTERS  IN 

ENVELOPES 

Hermann  Clare.  Bern.  Switzerland 

Application  October  8.  1931,  Serial  No.  567,687 

In  Switzerland  June  27,  1931 

4  Claims.     (CI.  93 — 3) 


1.  In  a  machine  for  folding  letter  and  envelope 
paper  together  to  form  a  closed  letter,  a  folding 
table  on  which  the  sheets  are  folded  and  which  is 
provided  with  an  encompassed  space,  a  pivoted 
folding  plate  to  supi>ort  and  fold  part  of  the  letter 
sheet,  a  pair  of  lateral  holding  members  to  hold 
the  sheet  fast  during  the  first  folding  operation, 
means  to  moisten  peirt  of  the  gummed  envelope 
paper  edges,  a  feed  device  arranged  under  the 
table  to  feed  the  partly  moistened  envelope  to  the 
upper  surface  of  the  folding  table  with  the  flap 
forming  portion  ahead,  comprising  a  cutting 
means  to  cut  off  envelope  lengths,  a  pair  of  fold- 
ing and  conveying  rollers  to  fold  the  letter  a 
second  time  and  the  envelope  together  and  a 
moistening  roller  to  moisten  the  open  flap  and  to 
convey  the  letter  to  a  turning  plate,  a  turning 
plate  to  bring  the  letter  flap  ahead  of  the  eject- 
ing rollers,  and  to  prepare  the  folding  of  the  flap, 
a  pair  of  ejecting  rollers  to  eject  the  ready  folded 
letter  and  to  seal  it  and  a  folding  blade  combined 
with  the  turning  plate  and  adapted  to  push  the 
letter  between  said  ejecting  rollers. 


2.019,213 
AIR  FILTER 

Vemer  Dahlman,  New  Lenox.  IlL,  assignor  to 
Independent  Air  Filter  Company.  Chicago,  IlL, 
a  corporation  of  Illinois 

Application  June  15,  1931,  Serial  No.  544,368 
9  Halms.     (CI.  183—71) 


5.  An  air  fllter  comprising  a  frame,  locking 
members  hingedly  attached  to  sides  of  said 
frame,  a  foraminous  cover  removably  secured 
over  one  face  of  said  frame,  and  filtering  mate- 
rial having  accordion -like  folds  therein  and 
adapted  to  be  fitted  into  said  frame  with  edges 
engaged  by  said  locking  members,  said  cover 
cooperating  in  its  secured  position  with  said 
locking  means  to  hold  said  filter  In  place. 


2.019.214 
PORTABLE  FOLDING  ARTIST'S  EASEL 

William  E.  Denny,  Loudonrille,  Ohio 
Application  May  31,  1934.  Serial  No.  728,461 

9  CUims.     (CI.  211—160) 
1.  An  easel  including  front  and  rear  supporting 
legs,  a  bridge  plate  to  which  the  upper  ends  of  the 
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legs  are  pivoted,  a  work-supporting  ledge  carried 
by  the  legs,  a  barrel  Joumaled  on  the  plate,  and 


a    vertically    adjustable    work-engaging    clamp 
slldably  mounted  in  said  barrel. 


2,019.215 
CARRIER  FOR  RECORDS 
Comelis   Johjuines    Dippel,    Eindhoyen.   Nether- 
lands, assiciior  to  N.  V.  Philips'  GloeiUmpen- 
fabrieken.  Eindhoyen,  Nethaiands 
AppUcaUon  September  28,  1934.  Serial  No.  746,010 
In  Germany  October  5,  1933 
9  Claims.     (CL  274 — 43) 


tA^ 


1.  In  a  carrier  for  the  mechanical  recording  of 
sound-oscillations,  a  cutting  layer  containing  gel- 
atin and  a  sulphonated  castor  oil. 


2.019.216 

BROODER 

Errie  P.  Foffland,  Palmer.  Nebr. 

Re&led    for    abandoned    application    Serial    No. 

395,617.  September  27.  1929.     This  appUcaUon 

May  26.  1933,  Serial  No.  673,126 

10  Claims.    (CL  119—32) 


1.  A  brooder  of  the  tsrpe  described  comprising 
a  shallow  circular  pan  having  an  upstanding  rim. 
a  pair  of  arcuate  walls  having  eyes  at  their  op- 
posite ends,  pins  removably  projecting  through 
said  eyes  to  hold  the  walls  together  to  form  a 
knock  down  cylinder,  said  cylinder  being  disposed 
to  rest  upon  the  pan  within  the  rim  thereof,  an 
arcuate  strip  secured  to  the  lower  part  of  the 
interior  surface  of  each  of  said  arcuate  walls,  a 
segmental  screen  secured  at  Its  radially  outward 
edge  to  each  of  said  arcuate  strips  and  arranged 


to  slant  downwardly  and  inwardly  from  said 
strips,  the  radially  Inward  edges  of  said  segmental 
screens  defining  an  opening,  reticulated  walls 
forming  a  cage  rising  from  the  edges  of  the  said 
opening,  a  frame  comprising  a  plurality  of  equally 
circumfercntlally  spaced  radial  bars  having  their 
inward  ends  supported  from  the  top  of  said  cage 
and  their  radially  outward  ends  supported  from 
the  top  of  said  cylinder,  said  radial  bars  being 
braced  by  a  plurality  of  concentric  arcuate  bars 
spaced  outwardly  from  said  cage,  a  canopy  in  the 
form  of  a  hollow  substantially  conical  body 
adapted  to  rest  upon  said  frame  and  overhang  the 
top  of  said  cylinder,  and  a  plurality  of  radially 
outwardly  and  upwardly  offset  flat  tongues  on 
said  cylinder  engaging  through  silts  near  the 
radially  outward  edge  of  said  substantially  coni- 
cal body  to  securely  hold  the  canopy  in  place. 


2,019.217 

DOOR   SECURER 

John  Forte,  Hamleton.  Pa. 

Application  July  7,  1934.  Serial  No.  734.166 

1  Claim.     (CL  292—292) 


A  door  securer  of  the  class  described  compris- 
ing a  substantially  tapered  arm  having  a  prong 
member  at  Its  upper  end  and  having  a  depend- 
ing tongue  member  in  Its  upper  portion,  and  a 
second  substantially  tapered  arm  having  a  prong 
member  at  its  upper  end.  the  said  second  arm 
having  an  opening  in  Its  upper  portion,  the 
tongue  member  of  the  first-mentioned  arm  be- 
ing adapted  to  slide  into  the  opening  in  the  sec- 
ond-mentioned arm  thereby  securely  locking  the 
two  arms  together  In  folded  relation. 


2.019.218 

STUDIO  COUCH 

Martin  Fox  and  Wendelin  P.  Seng.  Cliicaco.  ni., 

assignors  to  The  Seng  Company.  Chicago,  111. 

AppUcaUon  November  10.  1934.  Serial  No.  752,524 

2  Claims.     (U.  5—18) 


1.  In  combination  with  a  studio  couch  of  that 
type  in  which  the  upperm.ost  section  is  slldable 
over  the  lowermost  or  stationary  section,  said 
couch  sections  having  comer  posts  at  their  for- 
ward ends  connected  by  longitudinal  angle  bars 
or  rails,  of  a  lifting  and  locking  device  attached 
to  the  p.ngle  bar  of  the  slldable  uppermost  sec- 
tion to  engage  the  angle  bar  of  the  stationary  or 
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lowermost  section,  said  device  comprising  a  plate 
having  a  member  extending  at  right  angles  from 
the  upper  end  of  the  body  portion  thereof  by 
which  It  Is  attached  to  the  underside  of  the  upper 
member  of  the  angle  bar  of  the  slldable  uppermost 
section  of  the  couch  at  a  little  distance  from  the 
adjacent  corner  post,  the  body  portion  of  the 
plate  having  a  straight  rear  edge  at  right  angles 
to  the  attaching  member  for  Intimate  engage- 
ment of  said  edge  and  attaching  member  with  the 
inner  sides  of  the  angle  bar,  a  forwardly  inclined 
edge  at  the  outer  end  of  the  body  portion  of  the 
plate  for  lifting  the  forward  end  of  the  couch 
section,  and  a  recess  in  the  lower  edge  of  the  plate 
in  the  rear  of  the  inclined  edge  for  engaging  the 
upper  member  of  the  angle  bar  of  the  stationary 
section  to  firmly  hold  the  slldable  section  of  the 
couch  In  slightly  lifted  position  on  the  stationary 
section. 


2.019.219 

LOCKING   SUDER  FOR  FASTENERS 

Herman  T.  Gammons.  Natick,  Mass.,  assignor  to 

G.  E.  Prentice  Manufacturing  Company,  New 

Britain,  Conn.,  a  corporation  of  Connecticut 

Application  June  5,  1933,  Serial  No.  674.276 

29  Claims.     (CI.  24—205) 


1.  A  slider  of  the  class  described  comprising 
front  and  rear  wings  and  means  uniting  the 
wings,  said  slider  having  surfaces  defining  guide 
channels  for  oppx)sed  series  of  interengag cable 
fastener  elements,  a  movable  pull  tab  mounted 
on  the  slider,  a  locking  member  having  a  part 
disposed  between  the  inner  surface  of  the  front 
wing  and  the  fastener  elements,  said  locking 
member  being  movable,  independently  of  the  pull 
tab.  longitudinally  of  the  slider,  locking -member 
guide  means  carried  by  the  slider,  and  actuating 
means  carried  by  the  pull  tab  operative  to  move 
the  locking  member  bodily,  lengthwise  of  the 
slider.  Into  locking  position. 


2.019.220 

SLIDER  FOR  FASTENERS 

Herman  T.  Gammons,  Natick,  Mass..  assignor  to 

G.  E.  Prentice  Manufacturing  Company,  New 

Britain,  Conn.,  a  corporation  of  Connecticut 

Application  June  10.  1933,  Serial  No.  675,198 

31  Claims.     (CL  24—205) 


28.  A  slider  for  use  in  slide  operated  fasteners, 
said  slider  having  parts  defining  convergent  guide 
channels  for  opposed  series  of  fastener  elements 
and  a  pull  tab  for  actuating  the  slider,  a  trunnion 
member  mounted  to  turn  about  an  axis  extending 
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transversely  of  and  substantially  parallel  to  the 
front  face  of  the  slider,  bearing  means  for  said 
trunnion  member,  said  bearing  means  being  car- 
ried by  the  slider,  a  pull  tab,  swivel  means  uniting 
the  pull  tab  to  the  trunnion  member  and  permit- 
ting the  pull  tab  to  be  turned  about  an  axis  sub- 
stantially perpendicular  to  that  of  the  trunnion 
member,  and  a  locking  element  carried  by  the 
trunnion  member  and  operative  to  lock  the  slider 
in  adjusted  position. 


2.019,221 
THERMOMETER 

Herbert  Hastings,  Brighton.  N.  T. 

Application  March  21,  1932,  Serial  No.  600,257 

10  Claims.     (CI.  73— 118) 


4.  A  thermometer  comprising  a  housing  made 
up  of  an  upper  and  a  lower  shell,  said  upper  shell 
being  adapted  to  nest  into  said  lower  shell  to  pro- 
vide an  air  chamber  between  the  bottom  of  said 
upper  shell  and  the  bottom  of  said  lower  shell. 
the  bottom  of  said  lower  shell  having  an  opening 
therein,  temperature  responsive  operating  means 
mounted  within  the  air  chamber  formed  between 
said  upper  and  said  lower  shell,  a  dial  forming  a 
partition  In  said  upper  shell  and  forming  a  second 
air  chamber  above  said  first  air  chamber,  a  cr^-stal 
located  above  said  dial  and  spaced  therefrom  and 
forming  a  dial  chamber  above  said  second  cham- 
ber, an  Indicator  shaft  operated  by  said  tempera- 
ture responsive  operating  means  and  extending 
from  said  first  chamber  thru  said  second  chamber 
into  said  dial  chamber,  a  bearing  surrounding  said 
indicator  shaft  between  said  first  and  said  second 
chamber.  Indicating  means  carried  by  said  indi- 
cator shaft  in  said  dial  chamber  and  sealing  means 
carried  by  said  indicator  shaft  In  said  second 
chamber  and  cooperating  with  said  bearing  to 
prevent  moisture  from  entering  said  second  cham- 
ber and  said  dial  chamber  from  said  first  chamber. 


2,019,222 

HYGROMETER 

Herbert  Hastings,  Brighton,  N.  Y. 

AppUcation  February  23,  1933,  Serial  No.  657,998 

6  Claims.     (CL  73—24) 


1.  In  a  hygrometer,  the  combination  of  a  dial. 
a  rock  shaft  mounted  on  said  dial,  a  pointer  at 
one  end  of  said  rock  shaft  and  a  crank  at  the  other 
end  of  said  rock  shaft,  a  hygroscopic  element 
wrapped  around  and  fastened  to  said  rock  shaft 
with  one  end  thereof  and  adjustably  anchored  to 
said  dial  with  the  other  end  thereof  and  a  spring 
arm  fixedly  anchored  on  said  dial  with  one  end 
thereof  and  slldably  engaging  said  crank  with  the 
other  end  thereof  to  cause  said  rock  shaft  to  turn 
on  the  expansion  of  said  hygroscopic  element. 
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METHOD  AND  APPARATUS  FOR  ASSEM- 
BLING RECEPTACLE   PARTS 
Henry  Hermiuii.  Baltimore,.  Md..  assignor  to  The 
Tin  Decorating  Company  of  Baltimore.  Balti- 
more. Md.,  a  corporation  of  New  Jersey 
Application  Aanist  24.  1932.  Serial  No.  630.310 
24  Claims.     (CI.  113—7) 


1.  A  machine  for  telescopingly  assembling  the 
parts  of  two  part  tubular  receptacles.  Including 
a  support  for  the  parts  to  be  assembled,  means 
adjacent  one  end  of  the  support  to  deliver  com- 
panion parts  thereto,  means  for  advancing  com- 
panion receptacle  parts  in  endwise  relation  along 
said  support  in  substantial  alinement  with  each 
other  and  for  arranging  one  of  the  parts  at  an 
angle  to  the  other,  means  adjacent  the  other  end 
of  the  support  for  moving  the  angiilarly  dis- 
posed part  into  telescoping  relation  with  the 
other  part  and  simultaneously  straightening  and 
aligning  the  parts  during  the  assembling  opera- 
tion, and  means  for  guiding  one  part  Into  the 
other.  - 

23.  The  method  of  telescopingly  assembling 
the  parts  of  two-part  tubular  receptacles,  which 
consists  in  supporting  a  plurality  of  companion 
parts  in  end-to-end  relationship  with  their  longi- 
tudinal axes  in  the  same  plane  and  in  parallel 
rows,  successively  advancing  such  companion 
parts  in  pairs  sidewise  along  a  common  horizontal 
path  with  their  open  ends  confronting  and  shift- 
ing one  of  the  parts  to  position  It  at  an  angle  to 
the  other  with  their  longitudinal  axes  in  inter- 
secting planes,  then  moving  the  angularly-dis- 
posed part  endwise  to  bring  an  edge  portion 
thereof  Into  the  confror^ing  open  end  of  its  com- 
panion part  and  simultaneously  swinging  the 
angularly-disposed  part  while  maintaining  its 
companion  part  and  its  longitudinal  axis  in  a 
plane  parallel  to  its  original  position  to  bring 
portions  of  the  walls  of  the  two  parts  into  par- 
allelism and  to  restore  their  longitudinal  axes  in 
a  common  plane  to  effect  telescoping  relation  one 
with  the  other. 


2.019J!24 

SWIMMING  PRACTICE   APPARATUS 

Erhard  Hess.  Dorchester,  Mass. 

Application  February  10,  1933.  Serial  No.  656,109 

5  Oalms.     (CI.  272—71) 

1.  In  an  apparatus  for  Instructing  in  the  crawl 

stroke  of  swimming,  the  combination  with  means 

for  supporting  the  body  of  the  swimmer  in  prone 

position,  of  means  for  directing  the  movement 

of  the  two  hands  alternately  first  forward  and 

then  downward  and  backward  in  a  substantially 

vertical   plane,    and   mechanism   driven    by   the 


movement  of  said  hands,  said  mechanism  having 
means  to  present  a  greater  resistance  to  the  down- 


ward movement  of  each  hand  than  to  the  for- 
ward movement  thereof. 


2,019.225 
MANUFACTURE  OF  FIBROIN  SOLUTIONS 
Emii   Hubert,  Dessaa  in  Anhalt.  Wilhelm  Irion 
Bobin^en.  and  Herbert  Mahn,  Dessau  in  An- 
halt, Germany,  assignors  to  I.  G.  Farbenlndas- 
trle       Aktienfesellschaft.      Frankfort-on-the- 
Main,  Germany 
No  Drawing.    Application  October  24.  1932.  Serial 
No.  639,384.     In  Germany  October  24,  1931 

5  Claims.  (CI.  134 — 1) 
1.  Process  which  comprises  dissolvlnc:  fibroin 
at  a  temperature  not  exceeding  30  C  in  an 
aqueous  solution  containing  a  major  amount  of 
a  water-soluble  metal  thiocyanate.  which  is  itself 
Incapable  of  dissolving  fibroin  at  a  temperature 
not  exceeding  30^  C.  to  which  has  been  added  a 
minor  amount  of  a  different  water-soluble  metal 
thiocyanate  of  the  class  consisting  of  sodium 
thiocyanate.  lithium  thiocyanate,  barium  thio- 
cyanate. magnesium  thiocyanate.  zinc  thiocya- 
nate and  manganese  thiocyanate. 


2,019.226 
LUTBRICATOR 

Albert  Huruenln.  Zurich,  Switzerland 

Application  November  2,  1933.  Serial  No.  696,422 

In   Switzerland  November  9.  1932 

16  Claims.     (CI.  308 — 84) 


1.  In  a  lubricator  for  bearings  including  a  sta- 
tionary bearing  element  and  a  rotating  bearing 
element;  two  means  actuated  by  the  relative 
movement  of  said  elements  for  supplying  lubri- 
cant to  the  bearing  surfaces  of  said  elements; 
and  centrifugally  operated  means  for  rendering 
one  of  said  means  ineffective  for  forced  delivery 
at  a  predetermined  speed  of  rotation  of  said 
rotating  element. 
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2.019.227 

ASH  TRAY 

Elmer  P.  Jasper.  Richmond,  Mich. 

Application  January  22.  1934,  Serial  No.  707,679 

4  Claims.     (CI.  131—51) 


a» 


r*  /* 


4.  In  an  ash  tray  holder,  a  hollow  body  member 
having  an  opening  al  the  top  and  bottom,  the 
member  at  the  top  being  inwardly  and  down- 
wardly inclined  providing  a  frusto-conical  wall 
having  a  central  ap>erture  below  the  top,  the 
open  end  of  the  bottom  being  of  greater  di- 
ameter than  the  opening  at  the  top  providing 
an  internal  shoulder  therebetween  and  a  sup- 
porting flange  extending  downwardly  from  said 
shoulder,  an  open  ended  receptacle  insertable 
within  said  flange  with  the  edge  thereof  in  en- 
gagement with  the  under  surface  of  the  shoul- 
der, a  cone  member  supported  by  the  receptacle 
and  engaging  the  opening  of  the  frusto-conical 
wall,  spring  means  between  the  receptacle  and 
the  cone  member  to  hold  the  same  in  engagement 
with  the  wall  and  permitting  release  of  the  same 
by  downward  movement  toward  the  receptacle, 
and  a  spring -actuated  means  for  holding  the  re- 
ceptacle in  engagement  with  the  shoulder  and 
within  said  depending  flange. 


2  019  228 
OSTEOPATHIC  TREATMENT  OR  ADJUST- 
MENT DEVICE 

Frank  Koenigkramer  and  Frederick  Koenig- 

kramer,  Cincinnati.  Ohio 

AppUcation  September  12.  1932.  Serial  No.  632,676 

8  Claims.     (CI.  128—74) 


6.  A  treatment  or  adjustment  means  for  sup- 
porting the  human  body  in  a  predetermined  posi- 
tion for  treatment  or  adjustment,  said  means 
comprising  a  body-supporting  seat,  and  a  body- 
encircling  strap  having  a  middle  portion  upon 
which  the  p>atlent  may  sit.  means  for  tightening 
the  strap  about  the  lower  part  of  the  torso  en- 
tirely below  the  hips  of  the  patient  to  exert  a  con- 
tractive force  upon  the  body  Eilong  a  line  below 
the  hips  and  transversely  of  the  thighs,  and  a  pair 
of  straps  secured  to  the  seat,  one  strap  being  posi- 
tioned to  contact  one  hip  and  the  opposite  thigh 
of  the  patient  and  the  other  strap  being  posi- 
tioned to  contact  the  other  hip  and  the  thigh 
opposite  thereto,  and  means  for  securing  said 
pair  of  straps  relative  to  the  seat  and  for  tight- 
ening said  straps  in  the  above  stated  positions. 


2,019.229 
COLORATION  OF  ALUMINUM  ARTICLES 

James  Francis  Leahy.  Fairhaven,  Mass..  assignor 

to  Atlas  Tack  Corporation.  Fairhaven.  Mass.,  % 

corporation  of  New  York 

No  Drawing:.    Application  November  16,  1931, 

Serial  No.  575,459 

5  Oaims.     (CI.  148—6) 

1.  A  process  which  comprises  treating  alumi- 
num articles  with  a  solution  of  an  oxidizing  agent 
to  form  a  coating  of  aluminum  oxide  thereon, 
then  treating  the  articles  with  an  alkaline  solu- 
tion whose  pH  value  lies  between  about  10  and 
11,  and  finally  treating  the  articles  with  a  lake- 
forming  dye  to  generate  an  insoluble  color  lake 
on  such  articles. 


2,019.230 
BOLDING   CONSTRUCTION 

Leland  Hubbell  Lyon.  New  Rochelle,  N.  Y. 

Application  September  14.  1932,  Serial  No.  633.025 

16  Claims.     (CI.  72—115) 


13.  A  structural  member  having  spaced  por- 
tions adapted  to  receive  a  panel  and  to  be  dis- 
posed in  overlapping  relation  with  opposite  sides 
of  the  panel,  said  member  also  having  means 
movable  into  engagement  with  one  of  said  sides 
of  the  panel  for  securing  the  latter  within  said 
spaced  portions. 


2,019,231 
COLLAPSIBLE  RECEPTACLE 

Ferdinand  Mallgraf ,  Little  Neck, 

Long  Island.  N.  Y. 

Application  February  8.  1935,  Serial  No.  5.642 

4  Claims.      (CI.  46—37) 


.y» 


1.  A  collapsible  receptacle  of  the  character  de- 
scribed simulating  a  toy  house  and  comprising, 
hingedly  connjcted  panels  forming  opposite  walls 
and  ends  of  the  receptacle,  a  top  closure  hingedly 
connected  to  one  of  said  panels,  a  bottom  closure 
hingedly  connected  to  one  of  said  panels,  said 
top  closure  when  in  closed  position  simulating  a 
sloping  roof,  an  opening  in  the  top  closure,  and 
flaps  carried  by  one  of  the  p>anels  and  foldable 
to  form  a  pyramidal  structure  engageable  into 
said  opening  to  simulate  a  gable,  said  pyramidal 
structure  serving  to  hold  said  top  in  closed  posi- 
tion when  inserted  in  said  opening,  and  said 
pyramidal  structure  being  freely  removable  from 
said  opening  to  afford  access  to  the  interior  of  the 
receptacle. 
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2.019^32 

NONRUN  BARRIER  FOR  KNITTED 

STOCKINGS 

Albert  E.  MaiYerison,  Philadelphia,  Pa.,  animor 

to  Northwood  Hosiery  Company,  Philadelphia. 

Pa. 

Application  November  28.  1933,  Serial  No.  700,031 

2  Claims.     (CI.  6»— 172) 


1.  In  the  toe  section  of  a  knitted  stocking,  a 
nonrun  barrier  extending  across  said  toe  section 
and  comprising  a  pair  of  courses:  each  course 
consisting  entirely  of  nonrun  interlocking  loops; 
every  loop  in  one  of  said  courses  having  a  portion 
spread  from  its  own  needle  wale  to  the  next 
needle  wale  in  one  coursewise  direction  and  In- 
tcrlooped  with  the  loop  in  said  next  needle  wale; 
and  every  loop  in  the  remaining  of  saM  courses 
having  a  portion  spread  from  its  own  needle  wale 
to  the  next  needle  wale  in  the  other  coursewise 
direction  and  interlooped  with  the  loop  in  said 
last  mentioned  needle  wale. 


2  019  233 

INSULATION  AND  METHOD  OF 

MANUFACTURE 

Georce  A.  Nicol.  Jr.,  New  Rochelle.  N.  Y..  assignor 

to  Georfe  A.  Nlcol  Corporation,  New  York,  N.  Y., 

a  corporation  of  New  York 

AppUcaUon  Jaly  15,  1935.  Serial  No.  31,341 

7  Claims.     (CL  154—28) 


1.  An  insulating  material  comprising  a  com- 
paratively thick  layer  of  flexible,  compressible, 
cellular  sound -absorbent  material,  a  compara- 
tively thin  sheet  of  metallic  foil,  and  a  layer  of 
flexible  backing  material  for  the  foil  interposed 
between  and  adhesively  united  to  the  sound-ab- 
sorbent material  and  to  the  metallic  foil,  the  layer 
of  sound-absorbent  material  exhibiting  substan- 
tially its  original  thickness,  porosity  and  insulat- 
ing characteristics. 

ti.  The  method  of  making  a  combined  sound- 
absorbent  and  heat  reflecting  type  of  insulating 
material  which  comprises  adhesively  uniting  a 
relatively  thin  sheet  of  metallic  foil  to  a  sheet 
of  flexible  backing  material  and  then  adhesively 
uniting  a  layer  of  flexible,  compressible,  cellular 
sound-absorbent  material  to  the  other  face  of 
the  backing  material  whereby  the  sound-absorb- 
ent material  will  retain  substantially  Its  original 
thickness,  porosity  and  insulating  characteristics. 


2.019.234 
OPTICAL  DEVICE  FOR  THE  CONTROL  OF 

FUCiHT 

Umberto  Nistri.  Rome,  Italy 

Application  July  19.  1934.  Serial  No.  736.058 

In  Italy  July  20.  1933 

3  Claims.     (CI.  88—24) 


o   a  a 


1  In  a  device  of  the  kind  described,  the  com- 
bination with  an  instrument  or  panel  board,  of 
means  for  optically  projecting  thereon  the  Indi- 
cations of  the  various  flight  control  Instruments, 
viz.  variometer,  speed  indicator,  bank  indicator, 
course  indicator  (compass)  to  form  a  particular 
composite  pattern  having  Its  center  In  corre- 
spondence with  the  center  of  the  Image  of  the 
compass  indications,  said  means  comprising  a 
source  of  light,  condensers  disposed  respectively 
laterally  and  in  front  of  said  source  of  light,  said 
last  mentioned  condenser  acting  to  Illuminate 
the  compass,  reflecting  mirrors  cooperating  with 
said  laterally  disposed  condensers  for  directing 
the  light  rays  through  the  quadrant  of  the  va- 
riometer and  through  the  quadrsmt  of  the  speed 
indicator,  the  said  compass  comprising  a  trans- 
parent bowl  having  suspended  therein  by  uni- 
versal attachment  the  magnetic  needle,  and  a 
graduated  glass  quadrant  fixed  to  said  bowl,  the 
latter  having  Its  center  In  correspondence  with 
the  center  of  suspension  of  the  compass,  the  cas- 
ings of  said  variometer  and  speed  indicator  en- 
closing manometrlc  capsules  having  their  elastic 
deformations  directly  transformed  into  the  move- 
ments of  the  respective  indices  In  front  of  the 
graduated  sectors,  and  a  p'urallty  of  systems  of 
lenses,  mirrors  and  prisms  all  cooperating  to 
form  a  visible  image  of  the  needle  of  the  com- 
pass, of  the  dial  and  of  the  graduated  sectors  and 
indices  of  said  other  flight  control  Instruments. 


2.019.235 
DUPLEX  CASE 
WInfred  T.  Parkin.  Providence.  R.  L.  assirnor  to 
Theodore  W.  Foster  and  Bro.  Company.  Provi- 
dence, R.  I.,  a  corporation  of  Maine 
Application  April  8,  1935.   Serial  No.    15.193 
1 5  Claims.     ( CI.  208 — 38 ) 


'    #*     hV^*' 


1.  A  case  comprising  a  plurality  of  compart- 
ments having  con'iguous  ends,  means  connect- 
ing said  ends,  sa'd  means  being  constructed  to 
permit  the  case  to  be  flexed,  a  cover  for  each 
compartment,  and  latch  means  for  holding  each 
cover  in  closed  position,  said  means  being  releas- 
able  in  response  to  flexing  of  said  case 


2.019.236 

WALL  CONSTRUCTION 

Rudolph  M.  Rlchter.  Alhambra.  Calif. 

Application  November  24.  1934.  Serial  No.  754,670 

3  Claims.      (CI.  72—19) 

1.  In  a  wall  construction  of  the  character  specl- 

fled,  a  facing  composed  of  natural  super-Imposed 

stone    block.s.   backed    directly    with    re-Inforced 

concrete,    and    transverse    horizontally    disposed 

anchors  used  In  association  with  said  wall,  said 
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anchors  comprising  straight  flat  front  portions 
and  cylindrical  inner  end  portions  and  each  hav- 
ing a  pair  of  tapering  shoulders  at  the  junction 


iidf*  0j  fit 


of  Its  cylindrical  and  flat  portions  embedded  In 
the  concrete  and  acting  in  opposite  directions  to 
resist  tension  from  either  the  front  or  back. 


2,019,237 

GAS  TANK  CAP  LOCK 

Leonard  Rydell,  Wansau,  Wis. 

AppUcation  July  6.  1935,  Serial  No.  30.175 

2  Claims.     (CI.  70—50) 


1.  In  combination,  a  filling  neck  having  a  ra- 
dially inward  flHi^.ge  at  its  outer  end  formed  with 
radially  opposed  openings  therein,  a  filling  neck 
cap  having  lugs  adapted  to  be  entered  in  said 
openings  to  a.ssume  a  position  under  said  flange 
when  the  cap  is  rotated  in  the  locking  direction, 
and  a  member  arranged  to  assume  a  position  rela- 
tive to  one  of  the  lugs  on  the  flUing  cap  so  as  to 
prevent  movement  of  the  lug  in  the  unlocking  di- 
rection, said  member  comprising  a  core,  an  elec- 
tro-magnet in  magnetic  relation  to  said  core,  said 
core  being  normally  spring -pressed  in  locking  di- 
rection, and  switch  means  mounted  on  the  exte- 
rior of  the  filling  neck  for  closing  a  circuit  to  the 
electro-magnet  for  retracting  said  member  into 
the  unlocking  position. 


2.019,238 
CELERY  HILLER 

Banso  Shiki.  Orden.  Utah 

AppUcation  March  8.  1934.  Serial  No.  714.588 

1  Claim.     (CI.  97—56) 

A  celery  hlller  formed  of  a  pair  of  similar,  com- 
plementary units  adjustably  interconnectlble  to 
complete  a  rigid,  unitary  assembly  and  for  varia- 
tion of  the  lateral  spacing  therebetween,  each  of 
said  units  comprising  a  relatively  long,  longitudi- 
nally-disposed, rigid  base  member,  a  guide  flange 


flxed  Xct  and  projecting  beneath  the  lower  margin 
of  said  base  member,  a  plow  beam  secured  to  and 
projecting  forwardly  from  said  base  member,  a 
plow  point  in  fixed  relation  with  the  forward  por- 
tion of  said  beam  and  arranged  to  throw  a  furrow 
inwardly  of  said  base  member,  a  bracket  project- 
ing laterally  in  flxed  relation  from  and  inwardly 
of  a  rearward  portion  of  said  base  member,  a 
moldboard  hinged  at  its  forward  end  to  and  for 
cooperation  with  said  plow  point  and  supported 


**  M^^ 


for  adjustment  of  its  rear  end  through  a  vertical 
arc  on  said  bracket,  a  finning  roller  indejjendent- 
ly  and  adjustably  carried  by  said  base  member  and 
bracket  adjacent  and  in  substantially  the  pro- 
jected plane  of  the  rear  end  of  said  moldboard, 
manually-adjustable,  ground-engaging  means 
carried  by  the  forward  end  of  said  plow  beam  for 
control  of  the  penetration  of  said  plow  point,  and 
laterally-extending  frame  bars  carried  by  said 
base  member  for  cooperative  engagement  with 
similar  bars  of  the  complementary  unit. 


2,019.239 
COMPOSITION  OF  MATTER  AND  METHOD 
OF  PRODUCING  SAME 
Douglas  Frank  Twiss,  Wylde  Green,  Birmingham, 
and  Eric  William  Bower  Owen,  Walmley.  Bir- 
mingham, England,  assignors  to  Dunlop  Rubber 
Company  Limited,  London,  England,  a  British 
company 
No  Drawing.     Application  April  26,  1934,  Serial 
No.  722,512.    In  Great  Britain  August  8,  1933 

12  Claims.  (CI.  106— 23) 
1.  An  improved  method  for  producing  articles 
of  the  type  described  from  mixtures  of  aqueous 
dispersions  of  rubber  material,  cement  and  a  hy- 
drophilic  colloid  of  the  class  consisting  of  gela- 
tins and  soluble  alignates  which  comprises  con- 
verting the  hydrophillc  colloid  in  said  mixture  by 
an  additional  gelling  reagent  into  an  irreversible 
gel  prior  to  setting  of  the  cement  and  coagulating 
said  aqueous  dispersions. 


2.019.240 
BOTTLE   WITH   MEANS   FOR   FILLING   PENS 

Andries  van  der  Woerd.  Amsterdam,  Netherlands 

Application  March  20,  1934,  Serial  No.  716,453 

In  the  Netherlands  April  26,  1933 

2  Claims.     (CI.  120—57) 


1.  A  bottle  for  filling  drawing  pens  and  the  like, 
comprising  an  elastic  diaphragm  stopper  for  forc- 
ing out  the  liquid,  an  open  tube  extending 
through  said  stopper  whereby  pressure  on  the 
tube  effects  a  discharging  pressure  on  the  liquid 
in  the  bottle,  when  the  latter  is  turned  down. 
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2.019,241 

AIR  CLEANER   FOR   GAS   ENGINE   INTAKES 

Howard  F.  Weiss,  Madison,  Wis.,  assirnor  to  C.  F. 

Burress   Laboratories,  Inc.,   Madison,  Wis.,  a 

corporation  of  Delaware 

ApplicaUon  August  15,  1933.  Serial  No.  685,159 

8  Claims.     tCI.  183—45) 


^|2SsS% 


7.  A  Ras  filtering  body  comprising  a  mass  of 
Intertangled,  elongated  wood  strands,  said 
strands  being  bonded  together  in  substantially 
fixed  form  and  relation  by  an  adhesive,  said  ad- 
hesive forming  discontinuous  coatings  upon  said 
strands. 


2.019,242 

IMPERVIOUS  CONTAINER 

H.  Chester  Anment.  Lonf  Island  City.  N.  Y. 

AppUcation  April  11,  1933.  Serial  No.  665,489 

Renewed  September  13.  1935 

15  Claims.     (CI.  93 — 36) 


w 

1           / 

/"    ~\. 

r 

« 

1    .Jo<       LD-* 

(k  ^  J- 

u^s- 

\-j^«^»r-  y 

(°L 


1.  A  container  of  fibrous  material  having  its 
fibres  saturated  with  a  non-adhesive  acacia  gum. 


2.019.243 

AUTOMATIC  VOLUME  CONTROL 

ARRANGEMENT 

Loy  E.  Barton.  Coilin«:swood.  N.  J.,  assignor  to 
Radio  Corporation  of  America,  a  corporation 
of  Delaware 

Application  Aaerust  15.  1933.  Serial  No.  685,186 
10  Claims.     (CI.  250 — 20) 


rPKtum 


1.  In  combination,  a  signal  source  having  par- 
allel paths  connected  to  a  common  point  of  in- 
variable potential  in  signal  bucking  relation,  a 
tuned  circuit  coupled  to  said  paths,  and  means 
controlled  by  the  signal  intensity  to  cause  signal 
current  to  flow  through  one  of  said  paths  only 
when  the  signal  intensity  has  reached  a  prede- 
termined level. 


2.019.244 
VALVE 

John  Bergesen,  Sr..  Brooklyn,  N.  Y. 

Application  August  2.  1934.  Serial  No.  738,053 

18  Claims.     (CI.  277— 70) 


1.  A  valve  comprising  a  seat  ring,  a  spider  in- 
cluding a  hub  and  arms  rigid  with  the  hub  and 
the  seat  ring  to  position  the  hub  coaxially  of  the 
ring  and  In  axially  spaced  distance  therefrom, 
said  arms  having  streamlined  cross  section  to 
present  a  minimum  resistance  to  the  flow  of  fluid 
through  the  opening  in  the  seat  ring,  a  guide 
post  rigid  with  the  hub  and  extending  through 
the  seat  ring  in  coaxial  relation  thereto,  and  a 
sealing  member  having  an  annular  seating  face 
and  provided  with  spaced  apart  hubs  positioned, 
respectively,  above  and  below  the  seating  face  of 
the  sealing  member  and  guided  for  rectilinear 
movement  on  said  guide  post,  said  sealing  mem- 
ber being  sealed  against  the  passage  of  liquid 
therethrough.- 


2,019.245 
METHOD  OF  COOLING    HOT   GASES  CON- 
TAINING OXIDES  OF  SULPHUR 
George  A.  Berry,  Bound  Brook,  N.  J.,  assignor  to 
Calco  Chemical  Company.  Inc..  Bound  Brook, 
N.  J.,  a  corporation  of  Delaware 
Application  May  29,  1931,  Serial  No.  540,822 
2  Claims.     (CI.  23 — 1) 
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1.  A  method  of  cooling  hot  gases  containing 
oxides  of  .sulphur  to  temperatures  suitable  for  the 
production  of  sulphuric  acid  therefrom  by  the 
contact  process  which  comprises  passing  said  hot 
gases  in  heat  exchange  relation  with  liquid  wa- 
ter maintained  under  a  constant  pressure  such 
that  its  boiling  point  is  below  the  temperature 
of  said  gases  but  above  the  dew  point  of  the 
gases,  whereby  heat  is  absorbed  at  constant 
temperature  by  the  water  and  steam  is  evolved. 
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and  then  passing  said  gases  in  heat  exchange  rela- 
tion with  the  steam  so  generated  whereby  the 
steam  is  superheated  and  the  temperature  of  the 
gases  is  lowered  to  the  desired  degree. 


2.019.246  iU* 

VENTILATOR 
Francois  Olivier  Bissonnette.  Montreal,  Quebec, 

Canada 

Application  August  28.  1933,  Serial  No.  687.034 

In  Canada  September  30,  1932 

1  Claim.     (CI.  98—115) 

-9 
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A  ventilator  comprising  a  collar  adapted  to  be 
mounted  hi  the  flue  opening  in  a  wall,  a  face 
plate  mounted  on  the  outer  end  of  said  collar 
said  plate  having  an  opening  therethrough,  a 
cover  plate  hingedly  mounted  over  said  opening 
and  adapted  to  cover  and  uncover  the  latter, 
said  face  plate  having  another  opening,  and  a 
flanged  member  fitted  in  the  latter  opening  and 
adapted  to  receive  a  flue  pipe. 


2.019.247 

AUTOMOBILE  DOOR   PAVEL 

Jerome  J.  Blum.  Olean.  N.  Y..  assignor  to  Arvey- 

ware  Corporation,  Olean,  N.  Y.,  a  corporation 

of  Delaware 

Application  September  25,  1933.  Serial  No.  690.831 

2  Claims.     (CI.  296—44) 


1.  An  automobile  door  panel  comprising  a  rela- 
tively flat  felted  fibrous  sheet  having  an  in- 
tegrally felted  hollow  projecting  ledge  formed  in- 
termediate the  area  of  the  sheet  to  serve  as  an 
arm  rest,  said  ledge  being  substantially  triangular 
in  transverse  section. 


2.019,248 

DRAPED    GARMENT    AND    BELT    THEREFOR 

Monroe  Blumgardt.  New  York.  N.  Y. 

Application  May  23.  1935,  Serial  No.  22,930 

5  Claims.  (CI.  2—93) 
1.  In  a  draped  garment  such  as  a  bathrobe,  a 
pair  of  vertical  loops  at  the  waistline  symmetri- 
cally positioned  on  opposite  sides  of  the  middle  of 
the  back,  a  belt  having  complementary  fastening 
elements  at  its  ends  and  being  insufficient  in 
length,  when  in  unextended  condition,  to  encircle 
the  waistline,  means  associated  with  the  belt  for 
permitting  a  limited  resilient  extensibility  thereof 
to  enable  the  belt  to  be  tightened  by  bringing  said 
fastening  elements  Into  cooperating  relation,  and 
a  pair  of  horizontal  loops  on  the  inside  surface  of 
the  belt  and  engaging,  respectively,  with  said  ver- 


tical loops,  said  horizontal  loops  being  so  spaced 
and  being  of  such  individual  lengths  that  the  belt 
may  be  tightened  and  loosened  without  horizontal 


pull  in  either  direction  on  the  vertical  loops  and 
without  impairing  the  normal  hang  of  the  gar- 
ment. 


2,019,249 

TRAY 

W  illiam  T.  Bradley.  Philadelphia,  Pa. 

Application  October  23.   1934.   Serial  No.  749,531 

7  Claims.     (CI.  47— 36) 


5,  A  tray  of  unitary  construction  comprising  a 
substantially  flat  base,  a  rim  extending  upwardly 
from  the  margin  of  said  base,  a  downwardly  in- 
clined guldeway  for  the  passage  of  excess  fluid, 
and  a  vertically  extending  lip  at  the  edge  of  said 
guideway. 


2,019.250 
FOLDING  DISPLAY  BOX 

Frank  Joseph  Collins.  Brooklyn.  N.  Y..  assignor 
to    Warner    Brothers    Company,     Bridgeport, 
Conn.,  a  corporation  of  Connecticut 
Application  March  23,  1935,  Serial  No.  12,542 
9  Claims.     (CI.  206 — 44) 


1.  A  box  having  a  transparent  front  and  a  base 
in  spaced  relation  to  and  covering  the  lower  end, 
and  an  Inserted  upright  platform  supported  at  an 
incline  on  the  base  in  spaced  relation  to  the  back 
and  having  sides  positioned  in  spaced  relation  to 
the  side  walls  of  the  box  and  including  foldable 
side  edge  portions  to  engage  the  front  and  sides 
and  a  foldable  top  end  to  engage  the  top  and 
front  to  form  a  cushioned  platform  better  to  sup- 
port fragile  merchandise. 
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2.019.231 

FILLING  AND  DISPENSING  SPOUT 

Georre   W.   Cooke.   Baldwin,   N.   Y..   assimor   to 

Devco.  Inc..  New  York,  N.  Y..  a  corporation  of 

New  York 

Application  November  6.  1933.  Serial  No.  696,756 

8  Claims.     (CI.  221—28) 


1.  In  a  bottle  top  for  dispensing  receptacles 
and  in  combination,  a  spout  having  but  a  single 
opening  therein  for  receiving  a  nozzle  for  admit- 
ting fluid  into  the  receptacle  and  for  discharging 
the  fluid  contents  therefrom,  and  valve  means 
positioned  within  the  spout  normally  effective 
to  prevent  the  admission  of  the  fluid  into  the 
receptacle  but  operable  responsive  to  the  insertion 
of  the  nozzle  in  the  spout  opening  in  correct  reg- 
istry therewith  to  permit  the  filling  of  the  recep- 
tacle. 


2.019.252 

VALVE  OPERATING  MEANS 

Edward  B.  Cottingham.  Oak  Park.  lU..  assignor 

of  one-half  to  Roland  J.  Kenny.  Chicago,  111. 

Application  November  25.  1932.  Serial  No.  644,299 

2  Claims.     (CI.  123 — 90) 


1.  In  combination,  a  motor  provided  with  a 
valve  having  a  depending  valve  operating  stem,  a 
valve  lifter  disposed  below  the  lower  end  of  said 
stem,  a  valve  tappet  comprising  a  pair  of  tappet 
parts  spaced  endwise  between  the  valve  operating 
stem  and  said  vsUve  lifter,  means  for  confining 
liquid  imder  pressure  in  the  space  between  the 
tappet  parts,  said  liquid  normally  holding  one 
tappet  part  in  engagement  with  the  valve  operat- 
ing stem  and  the  other  tappet  part  In  engagement 
with  the  valve  lifter,  the  combined  lengths  of  said 
tappet  parts  being  sufficiently  less  than  the  space 
between  the  valve  lifter  and  the  operating  stem 
so  as  not  to  lift  the  valve  sufficiently  to  nm  the 
motor  at  driving  speed  upon  loss  of  the  liquid 


from  the  space  between  the  tappet  parts  and 
sufficiently  great  to  open  the  valve  an  amount 
which  will  allow  the  motor  to  operate  slowly. 

2.019.253 

SCREEN 

David  Leo  Cramp.  Klrkland  Lake, 

Ontario,  Canada 

Application  Aurust  26,  1933.  Serial  No.  686.994 

2  Claims.     (CI.  209 — 400) 


1.  A  screen  comprising  a  frame,  longitudinal 
riding  rails  integral  with  two  of  the  opposing  ends 
of  the  frame  and  having  apertures  throughout 
their  length,  a  cross  brace  Integral  with  the  other 
two  opposing  ends  of  the  frame  and  having 
notches  forming  seats  for  the  longitudinal  riding 
rails,  and  a  plurality  of  wires  extending  across 
the  frame  and  threaded  through  the  apertures  of 
said  rails  and  through  apertures  formed  In  the 
opposing  ends  of  the  frame  parallel  to  said  bars, 
said  wires  forming  fastening  means  with  one  an- 
other in  pairs  exterior  to  the  frame. 

2,019,254 

CONTAINER  AND  MEANS  FOR  OPENING 

THE  SAME 

Gaetano  Enrico  Doasena.  Monza,  Italy,  asslrnor 

to  Theodor  Isler.  Zurich.  Switzerland 

Application  March  15.  19S3.  Serial  No.  660.794 

In  Italy  April  14,  1932 

5  Claims.     rCl.  229—51) 


n 


1.  An  article  of  manufacture  consisting  of  a 
double  walled  annular  box  comprising  an  inner 
annular  box  element  telescoped  within  an  outer 
annular  box  element,  means  providing  a  tight 
and  closely  fitting  closure  for  said  box  when  the 
inner  element  has  been  forced  home  into  the 
outer  element.  Including  an  exteriorly  accessible 
cutting  means  incorporated  solely  In  the  annular 
wall  of  the  outer  element  along  a  peripheral  line 
spaced  a  distance  below  the  top  of  said  outer  ele- 
ment and  bearing  with  sealing  effect  against  the 
annular  wall  of  the  inner  element  for  the  two- 
fold purpose  of  providing  means  for  cutting  off  a 
portion  of  the  length  of  said  outer  element  along 
said  peripheral  line  In  order  to  open  the  box  and 
obtain  a  cover  which  may  be  used  again,  and 
serving  as  an  annular  gasket  between  the  annular 
telescoped  walls  of  said  outer  and  Inner  box  ele- 
ments. 

2.019.255 
VALVE  FOR  INTERNAL  COMBUSTION 
ENGINES 
Georire  W.  Doaclas.  New  York.  N.  Y.,  and  John 
Joseph  Dewey.  Greenwich.  Conn.,  asslfnors  to 
/%rticalatinr    Valve    Corporation.    New    York. 
N.  Y..  a  corporation  of  New  York 
Application  December  31.  1934.  Serial  No.  759.922 
8  Claims.     (CI.  123—188) 
1.  In  a  valve  comprising  a  valve  head,  an  ar- 
ticulated valve  stem  one  portion  of  which  car- 
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rtes  .said  valve  head  and  is  rotatable  with  re- 


spect to  the  other  stem  portion  but  reclprocable 
in  unison  therewith. 


2.019.256 

ONE-MAN  MILL  ROLL  CARRIER 

VIrt  B.  Dutton,  Tecnmseh.  Okla. 

Application  March  7.  1935.  Serial  No.  9.876 

1  Claim.     (CI.  280—53) 


A  carrier  of  the  class  described  comprising  a 
beam,  a  wheel  support  under  the  intermediate 
portion  of  the  beam,  an  elongated  loop  depend- 
ing from  the  forward  end  of  the  beam,  a  chain 
fixed  at  one  end  to  the  rear  end  thereof  and 
having  a  free  end  engageable  In  a  notch  in  the 
beam,  a  handle  for  the  beam,  said  handle  being 
secured  to  the  forward  portion  of  the  beam  and 
diverging  upwardly  and  rearwardly  therefrom, 
and  braces  extending  between  intermediate  por- 
tions of  the  handle  and  the  beam  to  maintain  the 
said  handle  in  diverging  relation  to  the  beam. 


2,019,257 

VALVE  CONSTRUCTION 

Robert  H.  Gibbs.  Floral  Park.  N.  Y..  assignor  of 

one-half  to  Margaret  Blake.  Garden  City,  N.  Y. 

Application  February  17    1934.  Serial  No.  711.652 

6  Claims.     (CI.  251—134) 


3.  A  valve  member  adapted  to  be  utilized  for 
corrosive  and /or  medicinal  liquids,  comprising  a 
body  member,  a  cap  member  and  a  valve  plunger 
member,  said  body  member  taking  the  form  of  a 
cup.  provided  with  an  inlet  and  an  outlet,  the 
bottom  portion  of  the  interior  of  said  cup  being 
provided  with  a  shoulder  adjacent  the  outlet  and 
a  pliable  annular  valve  seat  member  on  said 
shoulder;  said  valve  plunger  member  being  pro- 
vided with  a  stem  and  being  provided  with  an 
annular  lip  to  contact  with  said  valve  seat  mem- 
ber; said  cap  member  being  provided  with  a  cen- 
tral opening  through  which  said  stem  projects 
outwardly  of  the  main  cup-shaped  body;  a  re- 


silient member  reacting  between  said  plunger 
member  and  said  cap.  a  rubber  tube  enclosed 
within  said  cup  in  turn  enclosing  said  resilient 
member;  and  a  handle  plvotally  connected  to 
said  stem  member  and  said  cap  member,  where- 
by the  valve  may  be  lilted  from  said  seat  against 
the  force  of  said  resilient  member. 

2,019.258 

WARP  KNIT  FABRIC 

John  Pharr  Holmes,  Hewlett.  N.  Y.,  assignor  to 

Celanese  Corporation  of  America,  a  corporation 

of  Delaware 

AppUcation  August  16,  1933.  Serial  No.  685.310 

18  Claims.     (CI.  66— 195) 


1.  A  warp  knitted  fabric  comprising  at  least 
two  sets  of  warp  yarns,  at  least  one  of  which  is 
knitted  into  the  fabric  at  every  course,  the  yams 
of  another  set  being  knitted  with  the  first  set 
in  certa  n  courses,  and  crossing  other  courses  to 
form  long  floats  between  the  points  at  which 
they  are  so  knitted,  said  floats  forming  an  essen- 
tial part  of  the  finished  fabric,  at  least  part  of 
the  filaments  forming  the  yams  being  severed  in 
such  fioats  and  raised  to  form  a  nap, 

2.019.259 

MEANS   FOR    ADJUSTING    THE   LENGTH    OF 

COAXIAL  AND  OVERLAPPING  TUBES.    OR 

TUBES   AND  RODS 

James  Bertram  Holt.  Dunham  Town,  near 

Altrincham,  England 

Application  February  2,   1934,  Serial  No.  709.476 

In  Great  Britain  February  4.  1933 

2  Claims.     (CI.  287—62) 


0' 


2.  An  extension  joint  comprising  an  inner  cylin- 
drical member,  an  inner  tube  having  a  continu- 
ous spiral  corrugation  to  provide  both  external 
and  internal  threads  and  having  a  split  and  ta- 
pered end,  said  tube  being  fitted  on  the  Inner 
member  with  the  split  end  closely  embracing  said 
inner  member,  said  inner  cylindrical  member  hav- 
ing a  portion  provided  externally  with  a  spiral 
corrugation  fitting  the  internal  corrugation  of 
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said  inner  tube,  and  an  outer  tube  similarly  cor- 
rugated and  having  a  tapered  end  forming  a 
continuous  hollow  frustum  of  a  cone  and  engag- 
ing over  the  tapered  end  of  the  inner  tube  to 
compress  the  same. 


2.019.260 
PHOTOGRAPHIC  PRINTING  MACHINE 

AJbert  S.  Howell.  Chicago.  111.,  assignor  to  The 
Bell  8i  Howell  Company.  Chicago,  111.,  a  cor- 
poration of  Illinois 

Application  June  16.  1930.  Serial  No.  461.331 

Renewed  April  1.  1935 

25  Claims.     (CI.  95—75) 


1.  In  a  photographic  printing  machine  the 
combination  with  an  exposure  device  adapted  for 
printing  progressively  upon  a  sensitized  photo- 
graphic element  frcan  a  photographic  printing 
element  having  a  progression  of  scenes  or  sec- 
tions of  different  densities  and  extents,  of  a  sepa- 
rate exposure  control  element  progressively  oper- 
ative upon  the  printing  light  and  provided  with  a 
progression  of  control  sections  varying  in  extent 
and  each  of  said  control  sections  corresponding  in 
extent  with  the  corresponding  scene  or  section  of 
the  printing  element,  and  each  section  of  said 
control  element  having  a  uniform  exposure  char- 
acteristic corresponding  with  the  density  of  the 
corresponding  scene  or  section  of  the  printing 
element  to  effect  the  desired  exposure  of  the 
sensitized  element  throughout  its  extent,  and 
means  for  feeding  said  sensitized,  printing  and 
control  strips  In  synchronism. 

4.  In  a  motion  picture  machine  the  combination 
with  a  light  apertured  film  guide  including  a  face 
guide  gate  movable  facewise  of  the  guide  into  and 
out  of  film  retaining  position  and  provided  with 
a  face  disposed  corresponding  with  said  movement 
of  the  gate  and  with  an  angled  light  passage  con- 
tinuing the  light  aperture  of  the  gate  and  termi- 
nating in  an  opening  at  said  face,  a  relatively  sta- 
tionary part  provided  with  a  face  opposing  .said 
face  of  the  gate  and  with  a  light  passage  terminat- 
ing at  its  said  face  and  continuing  the  adjacent 
portion  of  the  light  passage  of  said  gate,  and  a 
reflecting  member  on  said  gate  at  the  angle  of 
the  light  passage  thereof  for  reflecting  light  from 
the  light  passage  of  said  stationary  part  to  the 
light  aperture  of  the  guide. 

10,  In  a  motion  picture  film  printing  machine 
the  combination  with  an  exposure  device  for 
printing  progressively  upon  a  sensitized  film 
from  a  printing  film  and  adapted  to  have  the 
printing  light  thereof  varied  by  a  fed  light  con- 
trol strip  progressively  operative  upon  said  light, 
of  means  for  feeding  said  sensitized  and  printing 
films  in  printing  relation  and  said  control  strip 
in  controlling  relation  therewith  In  either  direc- 
tion, and  means  for  automatically  stopping  op- 
eration of  said  feeding  means  in  either  direction 
at  the  end  of  a  predetermined  run  thereof. 

13.  In  a  motion  picture  machine  the  combina- 
tion   with    three    constant   film    feed   sprockets 


driven  in  unison,  of  a  pair  of  film  tensioning  de- 
vices operative  upon  a  film  fed  by  said  sprockets, 
one  between  the  intermediate  sprocket  and  an- 
other sprocket  and  the  other  between  the  inter- 
mediate sprocket  and  the  third  sprocket,  and 
yieldably  urged  against  the  film,  and  means  for 
alternately  positioning  said  tensioning  devices 
in  tension  released  positions. 


2.019.261 
INTERMITTENT   FEED   MECHANISM 
Albert  S.  Howell.  Chicago.  HI.,  assignor  to  The 
BeU  &  Howell  Company,  Chicago,  111.,  a  cor- 
poration of  Illinois 

Application  June  22,  1933.  Serial  No.  677,035 
9  Claims.     (CI.  88—18.4) 


1.  In  a  device  of  the  character  described  the 
combination  of  a  rearwardly  open  film  guide  hav- 
ing its  front  face  portion  provided  with  an  ex- 
posure aperture,  means  for  mtermlttently  feed- 
ing a  perforated  film  in  said  guide  including 
means  for  facewise  reciprocating  said  guide,  a 
film  face  engaging  member  at  the  rear  of  a  film 
in  said  guide  and  adapted  for  engagement  by 
the  film  at  said  exposure  aperture  in  the  rear- 
ward position  of  said  guide,  and  means  for  posi- 
tioning said  film  face  engaging  member  In  a 
forward  film  engaging  position  and  adapted  to 
permit  the  movement  thereof  rearwardly  out 
of  said  position. 


2.019.262 

FASTENING   DEVICE 

George  C.  Kauffman.  Philadelphia,  Pa. 

Application  March  29.  1934.  Serial  No.  717,898 

14  Claims.     (CI.  247—2) 


10.  The  combination  with  a  switchbox  or  the 
like  having  an  apertured  cover  movable  to  open 
the  box  and  a  fuse  socket  therein  normally  ac- 
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cessible  through  the  aperture  in  said  cover,  of 
means  for  securing  said  box  in  open-circuit  con- 
dition, said  means  comprising  a  threaded  plug 
of  insulating  material  adapted  to  be  screwed  into 
said  fuse  socket  through  said  aperture,  a  pro- 
tective plate  screening  said  aperture,  a  stem  pro- 
jecting from  said  plug  through  said  plate,  and 
a  fastening  device  on  the  projecting  end  portion 
of  said  stem. 


2,019.263 
LOCK 
Charles  Kemp,  New  York.  N.  Y.,  assignor  to  Kemp 
Lock.  Inc.,  New  York,  N.  Y.,  a  corporation  of 
New  York 

Application  July  26.  1934.  Serial  No.  736.986 
8  Claims.     (CI.  70—14) 


1.  In  a  lock,  a  casing,  a  main  bolt  slidably 
mounted  therein,  means  for  projecting  the  main 
bolt,  comprising  a  slider  slidably  mounted  on  the 
main  bolt  for  movement  in  a  direction  transverse 
to  the  movement  of  the  main  bolt,  a  member  ro- 
tatable  on  the  casing  and  pivotally  engagmg  said 
slider,  an  auxiliary  bolt  slidably  mounted  on  said 
main  bolt  for  movement  in  a  direction  transverse 
to  the  movement  of  the  main  bolt,  a  bar  slidably 
mounted  on  said  main  bolt  for  longitudinal  move- 
ment with  respect  thereto  a  bell  crank  pivoted  to 
said  main  bolt  and  having  arms  engaging  said 
auxiliary  bolt  and  said  bar,  and  a  second  bell 
crank  pivoted  to  said  main  bolt  and  having  an 
arm  engagmg  said  bar,  and  means  for  engaging 
said  second  bell  crank  with  said  slider. 


2.019.264 
STEERING  MECHANISM 

Charles  V.  Koons.  Philadelphia,  Pa.,  assignor  to 
American  Engineering  Company,  Philadelphia, 
Pa.,  a  corporation  of  Pennsylvania 

Application  September  30.  1932,  Serial  No.  635.563 
5  Claims.     (Cl.  60—52) 


1.  In  a  steering  mechanism,  the  combination 
with  a  rudder,  a  fluid  motor  for  adjusting  said 
rudder,  a  variable  stroke  pump  for  actuating  said 
fluid  motor,  elements  for  adjusting  the  stroke 
of  said  pump,  a  rack  and  pinion  mechanism  com- 
prising a  pair  of  spaced  racks,  a  floating  gear 
disposed  between  and  m  mesh  with  said  racks, 
a  pinion  in  mesh  with  one  of  said  racks,  a  pair  of 
levers,  a  shaft  supporting  said  floating  gear, 
means  connecting  .'=aid  shaft  to  said  levers,  means 
connecting  said  levers  to  said  stroke  adjusting 
elements,  means  for  actuating  said  pinion,  arid 
a  foUowup  mechanism  operatively  connecting 
said  rudder  to  the  other  of  said  racks. 


2.019.265 

PROCESS  OF  PRODUCING  MAGNESIUM 

CHLORIDE 

Joseph   S.   Laird,   Dearborn,   Mich.,   assignor  to 
Ford  Motor  Company,  Dearborn,  Mich.,  a  cor- 
poration of  Delaware 
Application  January  2,  1932,  Serial  No.  584,338 
7  Claims.    (CL  23 — 91) 


1 .  A  process  lor  producing  magnesium  chloride 
from  dolomite  containing  magnesium  carbonate 
and  calcium  carbonate  in  proportions  deviating 
substantially  from  equimolecular  proportions 
comprising  calcining  dolomite  and  hydrating 
same  with  water  to  form  a  slurry  of  calcium  and 
magnesium  hydroxides,  then  adding  hydrochloric 
acid  to  said  slurry  in  amount  not  materially  ex-- 
ceeding  that  corresponding  to  the  magnesium  hy- 
droxide present,  then  carbonating  the  resulting 
slurry  of  calcium  and  magnesium  hydroxides  and 
chlorides  so  as  to  thereby  precipitate  calcium  car- 
bonate, and  then  separating  said  precipitate  leav- 
ing magnesium  chloride  in  solution. 


2,019.266 

FOLDING  COUCH  OR  DAVENPORT 

Adolph  Meilves,  St.  Louis,  Mo.,  assignor  to  Foster 

Brothers  Manufacturing  Company,    St.  Louis, 

Mo.,  a  corporation  of  Missouri 

Application  April  27,  1934.  Serial  No.  722,679 

2  Claims.     (Cl.  5 — 47) 

A 


2.  A  folding  couch  or  davenport  provided  with 
a  seat  section  and  a  back  section,  hinges  con- 
nected to  said  sections  for  joining  them  together, 
said  sections  being  adapted  to  be  arranged  in  the 
same  horizontal  plane  when  the  device  is  open 
and  5t  substantially  right  angles  to  each  other 
when  the  device  is  closed,  a  toggle  pivotally  con- 
nected to  the  respective  leaves  for  each  hinge 


^ 
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for  holding  said  sections  in  rigid  relationship 
when  the  device  is  closed,  foldable  supporting 
legs  pivotally  mounted  on  the  seat  section,  and 
operating  links  pivotally  connected  to  said  sup- 
porting legs  and  to  said  toggles  for  securely  hold- 
ing said  legs  in  their  folded  condition  when  said 
toggles  are  in  an  extended  or  rigid  condition. 


2,019.267 
MERCHANDISING  PACKAGE  FOR  PINS 

Benjamin  L.  Mink,  Glenolden,  Pa. 
Application  May  15.  1935.  Serial  No.  21.499 
2  Claims.     (CI.  206—66) 
9 


1.  A  merchandising  package  for  U-shaped  pins 
comprising  a  cover  having  a  back  portion  with  a 
reverted  or  folded  end  portion  forming  a  recess,  a 
front  or  flap  portion  the  free  edge  of  which  is 
adapted  to  be  slipped  behind  said  folded  end,  anO 
an  insert  having  an  opening  with  the  pins 
astraddle  therein,  said  insert  being  secured  in  the 
recess  with  the  ends  of  the  legs  of  the  pins  ex- 
tending below  the  margin  of  said  reverted  por- 
tion. 


OF 


2,019.268 
MACHINE    FOR   THE    DELIVERY 

TOKENS 

Richard  Monbeim,  Berlln-Weissensee, 

Germany 

AppUcation  September  21,  1931,  Serial  No.  564,180 

In  Germany  Aagnst  7,  1931 

17  Claims.     (CI.  273—139) 


1.  In  a  machine  for  the  delivery  of  tokens  to 
be  exchanged  for  articles  for  sale,  a  holder  for 
a  supply  of  tokens  related  to  the  price  of  the 
articles  to  be  vended,  means  for  liberating  tokens 
from  said  holder,  a  chute  for  receiving  said  to- 
kens, a  cage  connected  to  the  chute  in  which  the 
hberated  tokens  are  temporarily  arrested  for  in- 
spection, a  slidable  gate  for  holding  said  tokens, 
and  means  in  connection  with  the  gate  for  eject- 
ing the  tokens  from  said  cage,  said  ejecting 
means  having  a  plurality  of  recesses  for  accom- 
modating the  tokens  so  that  a  token  is  ejected 
only  after  another  token  has  been  retained  In 
the  cage. 


2,019,269 
SHOE-HEEL-CONCAVING  MACHINE 
Peter  J.  Maschong,  Peter  Parr,  and  Joaeph  W. 
Obcrbeck,  Si.  Louis.  Mo.,  assignors  to  United 
Wood  Heel  Company.  St.  Lools,  Mo.,  a  corpo- 
ration of  Delaware 
AppUcation  March  21,  1932.  Serial  No.  600.198 
35  Claims.     (CI.  12 — 46) 
1.  A  heel-concaving  machine  Including  a  cut- 
ter, in  combination  with  a  chuck  comprising  op- 


posingly  swlngable  jaw-carrying  levers,  a  toggle- 
linkage  connecting  the  levers,  a  block  having 
shiftable  toggle-knuckling  co-operation  with  the 
linkage,  and  cam-means  co-operable  with  the 
block  for  actuating  the  levers  and  their  carried 
jaws  for  gripping  a  heel  for  holding  the  same 
during  concaving  operation  of  the  machine. 


4.  A  heel-concaving  machine  comprising.  In 
combination,  a  cutter,  a  shiftable  carriage,  a 
table  mounted  for  rotation  on  the  carriage,  a 
series  of  circumferentially  spaced  heel-gripping 
chucks  on  the  table,  and  means  for  effecting  step- 
by-step  rotation  of  the  table  for  disposing  the 
respective  chucks  successively  In  position  for,  on 
shifting  movement  of  the  carriage,  feeding  a 
chuck-gripped  heel  to  and  from  the  cutter. 

13.  A  heel-concaving  machine  comprising,  in 
combination,  an  axially  vertically  disposed  end- 
mill,  and  means  including  a  table  axially  rotatable 
and  bodily  shiftable  with  respect  to  the  mill  for 
automatically  feeding  a  series  of  heels  respec- 
tively at  successive  intervals  to,  over,  and  from 
the  mill. 


2.019.270 
VENETIAN  BLIND  TILTING  DEVICE 
Raymond  C.  Pratt.  Chicago.  III.,  assignor  to  H.  B. 
Dodge  and  Company,  ChJcago,  HI.,  a  corpora- 
tion of  Illinois 

Application  May  10.  1934,  Serial  No.  724,934 
17  Claims.     (CL  15ft— 17) 


2.  A  tilting  device  for  Venetian  blinds  com- 
prising a  tilting  gear,  cord  operated  means  for 
rotating  the  tilting  gear,  and  means  for  limiting 
the  rotation  of  the  tilting  gear,  said  last  means 
comprising  a  slot  and  pin  connection. 


2.019,271 
STOKER  FEED  MECHANISM 
Herbert  E.  Preston,  Philadelphia,  Pa.,  assignor  to 
American  Engineering  Company.  Philadelphia. 
Pa.,  a  corporation  of  Pennsylvania 
Application  November  5.  1931.  Serial  No.  573,176 
4  Claims.     (CI.  259—38) 
1.  A  hopper  having  in  the  bottom  a  plurality 
of  discharge  openings  through  which  the  con- 
tents of  the  hopper  are  adapted  to  pass  by  grav- 
ity, a  flat  horizontal  bearing  surface  Intermediate 
adjacent  openings,  a  pusher  slldably  mounted  on 
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said  surface,  a  bracket  secured  to  said  pusher 
and  means  operatively  connected  to  said  bracket 


transversely  fluted  metallic  cleats  uniting  ad- 
joining sections  extending  longitudinally  of  the 
joining  ends  of  the  sections  and  for  both  sides 
thereof,  the  flutes  for  the  opposite  sides  of  the 
sections  being  in  relative  registry,  and  extending 
in  opposing  directions,  and  a  sealing  medium 
packed  into  the  flutes. 


for   reciprocating   said  pusher  transversely  be- 
tween the  sides  of  said  openings. 


2,019.272 
AEROFOIL  AND  METHOD  OF  MAKING 

SAME 
Earl  J.  W.  Ragsdale,  Norristown,  Pa.,  assignor  to 
Edward    G.    Budd    Manufacturing    Company, 
Philadelphia,   Pa.,   a   corporation   of   Pennsyl- 

vadIa 

Application  June  23.  1931,  Serial  No.  546,220 
6  CUims.     (CI.  244 — 31) 


1  An  aerofoil  comprising  one  piece  spaced 
ribs  continuous  longitudinal  members  intercon- 
necting said  ribs  at  top  and  bottom,  said  ribs 
and  longitudinals  being  laterally  flanged  and 
joined  through  said  flanges  at  their  intersections, 
the  ribs  being  kerfed  in  their  front  edges,  a  sheet 
meUl  skin  covering  the  opposed  faces  of  said 
ribs  and  longitudinals,  and  secured  thereto,  and 
comprising  top  and  bottom  sections  secured  to- 
gether at  their  rear  edges  and  flanged  rearwardly 
at  their  front  edges  and  secured  together,  the 
joined  flanges  being  located  in  said  kerfs. 


2,019.274 

APPARATUS  FOR  FEEDING  MATERIALS  TO 

GRINDING  MILLS 

William  A.  Seymour.  Leavenworth.  Kans. 

Application  December  16.  1931,  Serial  No.  581,330 

19  Cla'ms.     (CI.  83—44) 

n         2    -      ■       ■ 


2  019  273 

SEALING   STRIP  IfOR  WATERLESS   GAS 

HOLDERS 

Friedrich  Schiirmann,  Dortmund.  Germany,  as- 
signor to  The  Stacey  Bros.  Gas  Construction 
Company,  Cincinnati,  Ohio,  a  corporation  of 

Application  December  27,  1932,  Serial  No.  648,873 

In  Germany  December  28.  1931 

5  Claims.     (CI.  48—174) 


5  A  sealing  strip  for  making  a  flexible  joint 
between  a  sealing  ring  and  piston  of  a  waterless 
gas  holder,  the  strip  composed  of  sections,  and 


1  In  a  device  for  feeding  material  to  a  null. 
a  housing  having  an  air  inlet  and  an  air  ouUel 
through  which  a  stream  of  air  is  supplied  to  the 
mill  a  feed  control  chamber  in  the  housing,  a 
valve  controUing  feed  of  material  from  said  feed 
control  chamber,  a  diaphragm  in  the  path  of  the 
air  stream,  and  means  operably  connectmg  said 
feed  control  valve  and  said  diaphragm  whereby 
the  diaphragm  operates  said  feed  valve  respon- 
sive to  said  air  stream. 


2.019,275 
PROTECTION   OF  VEGETABLE   MATTER 
AGAINST  INJURIOUS  ANIMAL  LIFE 
PhiUp  Triest  Sharpies,  Merion.  Pa..  a8s^p>«^  ^o 
The  Sharpies  Solvents  Corporation,  Philadel- 
phia, Pa.,  a  corporation  of  Delaware 

No  Drawing.     AppUcation  July  17,  1931, 
Serial  No.  551,564 
2  aaims.     (CI.  167—22) 
1    A   method    of   protecting   vegetable   matter 
against  injurious  animal  life  that  comprises  ef- 
fecting a  liquid  phase  contact  of  said  vegetable 
matter  and  animal  life  by  tri-amyl  amine. 


2,019,276 
TRAVELING  BAG  CATCH   AND   LOCK 
Maurice  B.  Shwayder  and  Peter  F.  Elzi.  Denver, 
Colo.,  assignors  to  Shwayder  Brothers,  Inc.,  a 
corporation  of  Colorado  .,.,..     -  r^o 

AppUcation  February  21,  1935.  Serial  No.  7,542 
5  Claims.     (Ci.  70—2)     . 


1  A  latch  for  traveling  bags  and  the  like  com- 
prising a  latch  housing;  means  for  attaching  said 
housing  to  the  outer  frame  member  of  said  bag; 
a  latx^h  shaft  extending  through  said  housing  into 
said  bag;  a  cam  lever  on  the  inner  extremity  of 
said  latch  shaft:  a  receiving  member  on  the  inner 
frame  member  of  said  bag;  a  handle  for  rotating 
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said  shaft  so  that  said  cam  lever  will  engage  said 
receiving  member  to  draw  the  two  frame  members 
of  said  bag  together;  a  latch  cam  carried  by  said 
latch  shaft;  a  sliding  latch  plate;  and  a  tongue 
on  said  latch  plate  engaging  a  notch  in  said  latch 
cam  to  lock  said  handle  in  the  closed  position. 


2.019.277 
GRID  CONTROLLED  MERCURY   ARC   TL^E 
Joseph  Slepian.  Pittsbargh,  Pa.,  assig^nor  to  West- 
Inghouse  Electric  A  Manafactaring  Company, 
East  Pittsburgh,  Pa.,  a  corporation  of  Penn- 
sylvania 

AppUcation  May  27.  1933.  Serial  No.  673.237 
9  Claims.     (CI.  250—27) 


1.  An  electrical  discharge  device  comprising 
a  plurality  of  main  electrodes,  a  plurality  of  con- 
trol electrodes  for  each  pair  of  main  electrodes, 
a  current  limiting  impedance  in  serial  relation 
with  each  control  electrode,  and  a  single  source 
of  biasing  potential  for  each  pair  of  control  elec- 
trodes. 

2.019.278 

STEAM  LOCOMOTIVE   STRUCTLTIE 

James  C.  Trayilla,  Jr..  Philadelphia,  Pa.,  assignor 

to  General  Steel  Castings  Corporation,  Granite 

City.  ni..  a  corporation  of  Delaware 

Application  February  27.  1932.  Serial  No.  595,581 

19  Claims.     (CI.  105 — 44) 


1.  In  combination,  a  locomotive  man  longitu- 
dinal frame,  there  being  cylinder  supporting  ele- 
ments integral  therewith,  main  steam  passage- 
ways subjecting  a  restricted  portion  only  of  said 
frame  to  the  temperature  of  the  steam,  and 
means  for  applying  steam  to  said  main  frame 
for  heating  portions  of  said  frame  spaced  from 
said  passageways  to  a  like  temperature  independ- 
ently of  the  heat  produced  by  steam  in  said 
passageways. 

2.019.279 
LOCOMOTIVE  STRUCTURE 
James  C.  Travilla.  Jr.,  Philadelphia,  Pa.,  assignor 
to  General  Steel  Castings  Corporation,  Granite 
City,  111.,  a  corporation  of  Delaware 
AppUcation  February  27.  1932.  Serial  No.  595,582 
10  CUims.     (CI.  105 — 44) 
1.  In  a  locomotive  saddle  construction,  a  main 
steam  cylinder,  a  hollow  body  element  forming  a 


part  of  a  longitudinal  framing  member  and  in- 
cluding a  bottom  wall  below  the  level  of  the  top 
of  said  cylinder,  and  exhaust  steam  passageways 
leading  from  above  the  top  of  said  cylinder  in- 
wardly and  downwardly  and  merging  with  said 


bottom  wall  so  as  to  expose  the  latter  directly  to 
the  heat  of  exhaust  steam  and  then  forming  a 
substantially  vertical  discharge  nozzle  extending 
upwardly  from  a  level  below  the  top  of  said  cyl- 
inder. 


2.019.280 

SOUND   RECORDING 

Alexander  Ferdinand  Victor.  New  Yor*.  N.  Y. 

Application  September  14.  1934.  Serial  No.  743,992 

3  Claims.     (CI.  179—100.3) 


i\ 


It 

n 


\  I 
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1.  A  device  of  the  kind  described  comprising 
a  plate  having  an  elongated  slit,  means  for  con- 
densing light  rays  through  said  slit,  a  lens  sys- 
tem In  the  path  of  light  rays  emitted  through 
the  slit  adapted  to  form  a  miniature  aerial  Im- 
age of  said  slit,  an  opaque  vibratory  member 
in  the  exact  plane  of  the  miniature  aerial  Image, 
and  a  second  lens  system  adapted  to  project  the 
aerial  image  upon  a  photo-sen.sltive  media. 


2,019,281 

METHOD  OF  QUENCHING  WHEELS 

AND  THE  LIKE 

Alfred  Walcher.  Chicago,  III.,  assunor  to  Ameri- 
can Steel  Foundries,  Chicago,  111.,  a  corpora- 
tion of  New  Jersey 

Application  May  18.  1932,  Serial  No.  612,061 
13  Claims.     (CL  148— 21) 


10.  A    method   of   hardening   the    continuous 
tread  of  a  car  wheel,  comprising  the  step  of  di- 
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recting  a  plurality  of  streams  of  fluid  circumfer- 
entially  against  said  tread  so  that  each  of  said 
streams  is  disposed  at  an  acute  angle  to  an  axial 
plane  through  the  tread  at  the  point  of  impact 
of  the  stream. 


2  019  282 
LUBRICATING   DEVICE 
John  A.  Watson,  Hinsdale.  III.,  assignor  to  The 
Lubrication  Corporation.   Chicago,  111.,  a  cor- 
poration of  Delaware 

Application  April  28,  1933,  Serial  No.  668,376 
10  Claims.     (CI.  285—161) 


1.  A  clamp  type  lubrication  coupler  compris- 
ing, a  member  providing  a  socket  for  the  recep- 
tion of  a  portion  of  a  fitting,  said  portion  being 
substantially  cylindrical,  an  elongated  recess  in 
said  member,  said  recess  intercepting  said  socket 
and  having  its  axis  of  elongation  Inclined  at  an 
angle  to  the  axis  thereof,  a  wedging  element  dis- 
posed in  said  recess,  said  element  being  adapted 
when  moved  in  one  direction  within  said  recess 
along  a  path  parallel  to  the  axis  thereof  clamp- 
ingly  to  secure  said  fitting  portion  when  the  lat- 
ter is  disposed  in  said  socket,  and  means  normal- 
ly tending  to  move  said  element  along  said  path 
to  the  interception  of  said  recess  and  socket. 


2.019.283 
FURNACE 
William  E.    Weaver.  Toronto.   Ontario,   Canada, 
assignor  to  General  Electric  Company,  a  cor- 
poration of  New  York 
Application  February  24.  1933,  Serial  No.  658.406 
In  Canada  March  30.  1932 
5  Claims.     (CI.  219—11) 


1.  In  a  furnace  for  coating  wire  with  molten 
metal,  a  tank  for  containing  a  bath  of  molten 
metal,  means  for  passing  a  wire  to  be  coated 
throiigh  said  tank  at  a  predetermined  upper 
level  therein,  and  heating  means  associated  with 
said  tank  for  applying  heat  to  the  metal  in  said 
tank  at  a  greater  rate  adjacent  said  predeter- 
mined level  than  adjacent  a  lower  level  to  there- 
by heat  the  molten  metal  In  said  upper  level  to  a 
higher  temperature  than  the  metal  in  lower 
levels  and  thereby  minimize  convection  currents 
and  consequent  dross  disturbance  in  the  molten 
metal. 


2.019,284 
ROTARY  HOOK  FOR  SEWING  MACHINES 
George  W.  W  esson.  Bridgeport.  Conn.,  assignor  to 
The  Singer  Manufacturing  Company.  Elizabeth, 
N.  J.,  a  corporation  of  New  Jersey 
AppUcation  March  13.  1934.  Serial  No.  715.256 
4  Claims.     (CI.  112—228) 
1.  A  rotary  hook  for  sewing  machines  having 
a  reciprocatory  needle  and  the  axis  of  rotation  ot 
the  hook  substantially  parallel  to  the  path  of  nee- 


dle reciprocation,  comprising,  a  cup-shaped  body 
Including  a  bottom  wall  and  a  cylindrical  side 
wall,  said  cylindrical  side  wall  being  notched  to 
provide  a  loop-seizing  beak,  and  a  needle-guard 
carried  by  the  bottom  waU  and  disposed  in  the 


notch  of  the  cylindrical  wall  of  the  hook  body 
free  of  said  cylindrical  wall,  said  needle-guard 
having  a  needle-defleciing  wing  spaced  from  the 
bottom  wall  of  the  hook  body  and  adapted  to  be 
bent  into  different  positions  radially  of  the  hook 
body. 


2.019.285 

DRH'ING  WHEEL 

Thomas  H.  Ainsworth,  Drexel  Hill.  Pa.,  assignor  to 

Creneral    Steel   Castings   Corporation,    Granite 

City,  111.,  a  corporation  of  Delaware 

Application  September  1,  1933.  Serial  No.  687,733 

2  Claims.      (CI.  295—2) 

n  n 


1.  A  railway  driving  wheel  structure  including 
an  integral  crank  pin  body,  the  periphery  of 
said  pin  consisting  of  a  thin  relatively  hard  case 
including  grooves  for  receiving  anti-friction  bear- 
ing structure. 


2.019,286 
COIL  TUTIN   COUNTER 

Herman    .Arber,   Fort    Wayne,   Ind..   assignor    to 
General  Cable  Corporation,  New  York,  N.  Y., 
a  corporation  of  New  Jersey 
.Application  January  7.  1931,  Serial  No.  507.058 
1  Claim.     (CI.  235—122) 


The  combination  in  a  turn  coimting  mech- 
anism of  a  rotatable  machine  driven  disc  having 
a  plurality  of  index  fingers  receiving  slots  formed 
therein,  a  stationary  marker  associated  with  the 
circumference  of  said  d'sc.  and  an  index  finger 
having  an  axially  offset  index  point,  said  fin- 
ger being  adapted  to  be  located  in  one  of  said 
slots    with   said   point   in   alignment   with   said 
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slot  or  with  said  point  located  at  one  side  oi  said 
slot  to  cooperate  with  said  stationary  marker  for 
indicating  the  completion  of  a  predetermined 
number  of  complete  or  fractional  turns. 


2.019.287 
CYLINDER  GAUGE 
Albert  H.  Bates,  Rockford,  111.,  asairnor  to  Bard 
Piston  Ring  Company,  Rockford.  111.,  a  corpo- 
ration of  Illinois 
Application  January  8,  1934,  Serial  No.  705,722 
10  Claims.     (CI.  33— 178) 


2.019.288 

ARTICULATED  CAR  STRUCTURE 

Edmund  S.  Beckette.  East  St.  Louis.  Ul..  assirnor 

to  General  Steel  CastJnrs  Corporation.  Granite 

City,  111.,  a  corporation  of  Delaware 

Application  December  23.  1933.  Serial  No.  703.755 

11  Claims.     (CI.  105 — i) 


2.  In  a  car  of  the  articulated  unit  type,  an  end 
member  provided  with  a  pocket  for  one  end  of  a 
safety  liiik  and  with  a  center  bearing  plate  ad- 
jacent to  sfiiid  pocket  and  constructed  to  nest 
with  a  corresponding  plate  on  an  adjacent  car  to 
transmit  buflSng  and  pulling  forces  direct  from 
car  to  car  independently  of  a  link  in  said  pocket 
said  pocket  overlying  said  center  bearing  plate 
and  both  extending  substantially  to  the  end  of 
the  car. 


2.019,289 

LUBRICATING  DEVICE 

Clarence  H.  Bock.  South  Bend.  Ind.,  assignor  to 

The  Lubrication  Corporation.  Chicago.  111.,  a 

corporation  of  Delaware 

AppUcaUon  February  20.  1933,  Serial  No.  657.575 

2  Claims.     (CI.  285— 170) 

m 


1.  An  adjustable  internal  gauge  comprising  an  , 
elongated  barrel  having  a  threaded  axial  hole  j 
provided  therein  at  one  end  and  a  coaxial  bore 
provided  therein  at  the  other  end.  a  rod  extend- 
mg  lengthwise  in  said  barrel  having  a  screw  at 
one  end  threaded  in  said  hole  and  projecting 
from  the  end  of  the  barrel,  a  conical  head  on  i 
the  other  end  of  the  rod  slidable  and  rotatable 
m  the  bore,  the  threaded  end  of  said  barrel  hav- 
ing a  cylindrical  hub  formed  thereon  provided 
with  a  scale  on  the  side  thereof,  a  thimble  fixed 
on  the  projecting  end  of  said  screw  and  tele- 
scoping on  said  hub  and  having  cooperating  scale 
marking  thereon,  the  other  end  of  said  barrel 
having  an  enlarged  cylindrical  hub  portion 
formed  thereon  concentric  with  the  bore,  a  plu- 
rality of  fingers  slidable  radially  in  said  hub  and 
contacting  the  conical  surface  of  the  head  at  their 
inner  ends,  said  last -mentioned  cylindrical  hub 
being  hollow  and  comprising  inner  and  outer  walls 
in  spaced  concentric  relation,  the  bore  being  with- 
in the  inner  wall  and  the  fingers  being  slidable 
in  registering  radial  holes  in  the  inner  and  outer 
walls,  and  tension  spring  means  housed  in  the 
space  between  the  inner  and  outer  walls  and 
interconnecting  the  fingers,  tending  normally  to 
urge  the  fingers  inwardly  toward  engagement  with 
the  conical  head. 


1.  A  nipple  adapted  to  be  used  with  a  nozzle 
having  a  concave  discharge  orifice  and  clamping 
means,  comprising,  a  head  and  a  neck,  said  head 
having  an  unobstructed  spherical  surface  of  sub- 
stantial area  on  one  side  thereof  adjacent  the 
neck  adapted  to  be  slidably  engaged  by  said 
clamping  means  to  provide  for  limited  universal 
movement  between  the  nozzle  and  nipple,  said 
head  having  a  contact  surface  on  the  opposite 
side  thereof  adapted  sealingly  to  engage  said  dis- 
charge orifice,  said  contact  surface  including  a 
relatively  sharp  annular  nozzle  contacting  edge 
connected  to  said  spherical  surface  by  a  non- 
spherical  surface. 


2.019.290 

HEATING  AND  COOLING    SYSTEM 

Kemper  P.  Brace.  New  York.  N.  Y. 

Application  April  24.  1933,  Serial  No.  667.606 

7  Claims.     (CI.  257—9) 


1.  In  an  absorption  tyi)e  heating  and  cooling 
system,  a  boiler,  a  furnace  structure  enclosing  said 
boiler,  an  absorber  supported  by  and  Insulated 
from  said  furnace  structure,  an  evaporator  mount- 
ed on  said  absorber  and  having  direct  communi- 
cation therewith,  and  a  condenser  mounted  on 
top  of  said  evaporator,  the  lateral  extent  of  said 
system  being  determined  by  the  lateral  area  of 
said  furnace  structure. 


2.019JS91 
AIR  CONDITIONING   SYSTEM 
Kemper  P.  Brace.  New  York.  N.  Y..  and  Norman 
L.   Rowe,   3d,  Jersey  City.   N.   J.,   assignors   to 
Air    Conditioning    Systems.    Inc.,    New    York. 
N.  Y.,  a  corporation  of  New  York 
Application  April  29,  1933,  Serial  No.  668,510 

14  Claims.     (CI.  261— 11) 
1.  The  method  of  conditioning  air  for  an  en- 
closure which  comprises  precoollng  a  stream  of 
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fresh  air.  mixing  said  precooled  fresh  air  with 
return  air  frcKn  sak)  enclosure,  isothermally  de- 
hydrating said  mixture  with  a  dehydrating  solu- 


tion, controlling  the  temperature  of  said  solu- 
tion in  accordance  with  the  humidity  of  said  re- 
turn air,  recooling  said  dehydrated  air,  and  de- 
livering said  air  to  the  enclosure. 


2,019,292 

COMBINED  MECHANICAL  AND  FLUID  BRAKE 

FOR  LAND  VEHICLE  TRAINS 

Lorn  Campbell.  Jr..  Cleveland,  Ohio 

AppUcation  May  20,  1929,  Serial  No.  304.441 

5  Claims.      (CI.  303—1) 


1.  A  land  vehicle  train  including  a  tractor  hav- 
ing a  system  of  mechanically  operated  brakes,  a 
trailer  bwingably  coupled  thereto  and  having  a 
system  of  air  operated  brakes  including  a  com- 
pressed air  tank  on  the  trsictor,  a  compressed  air 
tank  on  the  trailer  and  means  operatively  joining 
the  tanks.  Including  a  valve  on  the  tractor,  a  con- 
duit and  a  valve  on  the  trailer,  and  a  lever  for 
actuating  the  valve  and  brakes  on  the  tractor  to 
simultaneously  engage  the  brakes  on  the  trailer 
and  tractor,  and  a  second  lever  for  operating  the 
mechanical  brakes  and  actuating  the  air  valve 
independently  of  the  first  lever. 


2.019,293 

ELECTRICAL  FLATIRON 

Frank  W.  Carpenter.  Minneapolis.  Minn.,  assignor 

of  one-half  to  Maurice  H.  Graham,  St.  Louis 

Park,  Mfnn. 

Application  March  27,  1933.  Serial  No.  662,861 

16  Claims.     (CI.  219— 25) 


15.  An  expansible  and  contractable  body  mem- 
ber, means  carried  by  said  body  member  for  ap- 
plying heat  to  .said  body  member,  means  for  regu- 
lating said  heat  applying  means  comprising  a 
lever  operatively  connected  to  said  body  member 
and  to  said  heat  applying  means,  and  fulcnun 
means  for  said  lever  comprising  a  bimetallic  ele- 
ment having  relatively  movable  portions  and  a 
portion  fixed  with  respect  thereto,  said  last  men- 

459  O.  G— 71 


tioned  portion  having  pivotal  connection  with 
said  lever,  and  a  second  iever  means  connected  to 
each  of  the  relatively  movable  portions  of  said 
element  and  to  said  body  member  at  a  point  re- 
mote from  said  first  mentioned  lever. 


2,019,294 
METHOD   OF  AND   MEANS  FOR  TACKING 

ARTICLES 

Herbert  Corrall,  Helensburgh,  Scotland,  assignor 
to  The  Singer  Manufacturing  Company,  Eliza- 
beth, N.  J.,  a  corporation  of  New  Jersey 
Application  December  14,  1933.  Serial  No.  702.279 
In  Great  Britain  January  30,  1933 
8  Claims.     (CL  112—252) 


1.  In  a  single-thread  tacking  machine,  stitch- 
forming  mechanism  including  a  reciprocatory 
needle,  a  chain-stitch  looper,  a  work-clamp,  a 
feed-cam  and  connections  for  relatively  moving 
the  stitch-forming  mechanism  and  work-clamp 
In  the  production  of  a  group  of  stitches,  a  stop- 
motion  device,  and  a  thread-end  pull-out  finger 
at  the  needle  side  of  the  work  positioned  to  be 
stitched  over  by  the  needle  in  its  last  down- 
stroke. 


2,019,295 

POLING  PLATE  AND  ITS  METHOD  OF 

APPLICATION 

John  Dolder,  Milwaukee,  Wis. 

Application  July  29.  1932,  Serial  No.  625,762 

14  Claims,     (d.  61—45) 


1.  In  a  device  for  reinforcing  excavations,  the 
combination  with  longitudinally  and  transversely 
extensible  tunnel  lining  comprising  members 
shaped  to  constitute  a  forward  and  transverse 
sectional  unit  configuration  of  the  desired  ex- 
cavation, depending  fianges  extending  around 
the  peripheral  edge  of  each  of  said  sectional 
members,  means  extending  through  the  flanges 
of  said  members  to  join  said  units  into  a  con- 
tinuous lining  approximating  the  excavation  in 
configuration,  there  being  openings  in  the  for- 
ward fianges  of  each  of  said  members,  and  sheet- 
ing extensible  in  said  openings  to  temporarily  sup- 
port the  excavation  thereover  for  placement  of 
an  adjacent  unit  member  thereunder. 
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2.019,296 
REFRIGERATING   APPARATUS 

William  S.  Eubank.  Philadelphia.  Pa. 

Application  September  26.  1931.  Serial  No.  565,262 

9  CUims.     (CI.  62 — 91.5) 


X     ! 


5^S 
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9.  la  a  refrigerating  unit  comprising  a  ther- 
mo-insulating  covering,  a  receptacle  Including 
thermo-insulation  surfaces  and  a  heat  conducting 
surface,  said  receptacle  adapted  to  retain  a  cool- 
ing medium,  a  reservoir  swiapted  to  retain  a  liq- 
uid solution  in  contact  with  said  heat  conducting 
surface,  and  means  to  retain  water  which  is  to 
be  cooled,  said  reservoir  being  interposed  between 
said  tray  and  said  heat  conducting  siu^ace. 

2.019,297 

fXECTRIC  CABLE 

Irving  T.  Fancett,  Westerieigh.  N.  T.,  assignor 

to  General  Cable  Corporation,  New  York,  N.  Y., 

a  corporation  of  New  Jersey 

Application  June  28,  1932,  Serial  No.  619.669 

7  Claims.     (CI.  173—266) 


7.  An  electric  cable  comprising,  in  combina- 
tion, a  conductor,  a  wsill  of  insulation  surround- 
ing the  conductor,  a  sheath  enclosing  the  insu- 
lated conductor,  and  an  electrostatic  shield  im- 
mediately adjacent  one  surface  of  the  Insulating 
wall,  said  shield  comprising  two  conducting  strips, 
one  of  which  Is  relatively  stiff  and  the  other 
of  which  is  relatively  more  flexible,  simultane- 
ously helically  wound  about  the  conductor  with 
the  turns  of  the  relatively  stiff  strip  side  by  side 
and  with  the  turns  of  the  more  flexible  strip  ex- 
tending between  and  underlying  and  overlying 
adjacent  turns  of  th*^  relatively  stiff  strip. 

2,019,298 
INTERNAL  COBfBUSTION  ENGINE 
Hans  Fischer,  Milwaukee,  Wis.,  assignor  to  The 
Falk  Corporation.  Milwaukee.  Wis.,  a  corpora- 
tion of  Wisconsin 
Application  April  25.  1932.  Serial  No.  607.271 

4  Claims.  (CI.  123 — 32) 
2.  In  an  internal  combustion  engine  of  the  oil 
burning  type  the  combination  of  a  cylinder,  a 
piston  reclprocable  therein  coactlng  therewith 
to  form  a  combustion  space,  an  auxiliary  cham- 
ber arranged  to  discharge  into  said  space,  means 
for  forming  a  fuel  spray  in  said  chamber,  a  sec- 


ond auxiliary  chamber,  means  for  admitting  fuel 
to  said  second  chamber,  and  a  communication 
between    said    chambers    including    means    en- 


circling said  first  named  chamber  for  directing 
the  discharge  from  said  second  chamber  into  the 
discharge  from  said  first  named  chamber  to 
create  a  turbulence  therein. 


2,019,299 
LUBRICATING  APPARATUS 
Alexander  P.  Fox,   University   City,  and  Foster 
Holmes,  Normandy.  Mo.,  assignors  to  Linooln 
Engineertng  Company,  St.  Louis,  Mo.,  a  cor- 
poration of  Missouri 
ApplicaUon  Fefomary  3.  1934,  S«9ial  No.  709.576 
18  Claims.     (CL  184— 7) 


m^*ntmj 


1.  In  lubricating  apparatus,  a  lubricant  sup- 
ply, a  pump  adapted  to  force  lubricant  from  said 
supply,  a  hydraulic  system  adapted  to  receive  said 
lubricant,  a  pressure  switch,  means  In  said  hy- 
draulic system  whereby  said  pressure  switch  Is 
temporarily  opened  for  each  cycle  of  action  of 
said  hydraulic  system,  a  drive  for  the  pump,  an 
electrical  circuit  for  initiating  action  of  the  driv- 
ing means,  adjustable  timing  means  adapted  to 
periodically  temporarily  close  said  circuit  to  ef- 
fect said  initiation,  said  pressure  switch  being 
adapted  to  maintain  closure  of  said  circuit  after 
temporary  closure  thereof  by  said  timing  mearus. 
and  means  for  automatically  opening  the  circuit 
when  said  pressure  switch  temporarily  opens. 


2.019,300 
MACHINE    FOR   REMOVING    SHOES   FROM 

LASTS 

Benjamin  W.  Freeman  and  Joseph  G.  Herbers, 
Cincinnati,   Ohio,    assignors    to    The   Louis   G. 
Freeman  Company,  Cincinnati,  Ohio,  a  corpo- 
ration of  Ohio 
AppUcation  June  14.  1934.  Serial  No.  730  665 

42  Claims.     (CI.  12—15.1) 
1.  A   machine  for   removing  shoes  from   lasts 

comprising  a  last  support,  a  shoe  removing  tool. 
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means  to  move  said  tool  into  and  out  of  proper 
operating  position  relative  to  said  support,  and 


,T    3r 


additional  means  for  thereafter  actuating  said 
tool  through  an  operating  stroke. 


2.019.301 
RECORDER 
Carl  M.  F.  Friden,  Piedmont,  Calif.,  assignor,  by 
mesne  assignments,  to  International  Business 
Machines  Corporation,  New  York.  N.  Y.,  a  cor- 
poration of  New  York 
Application  October  12,  1929.  Serial  No.  399.232 
1  Claim.     (CI.  101— 287) 


In  a  recording  device,  a  plurality  of  type  wheels, 
a  printing  platen  normally  spaced  from  said  type 
wheels  and  movable  into  contact  therewith  to  ef- 
fect a  printing  stroke,  a  pair  of  relatively  mov- 
able contacts  near  the  end  of  the  path  taken  by 
a  sheet  inserted  between  said  platen  and  said 
type  wheels,  a  solenoid  for  actuating  the  platen 
having  an  energizing  circuit  controlled  by  said 
contacts,  a  guide  member  having  an  Inclined  sur- 
face against  which  the  inserted  sheet  is  guided 
to  insure  abutment  of  the  forward  edge  of  said 
sheet  with  one  of  said  contacts,  said  one  contact 
being  movable  against  the  other  contact  by  the 
Inserted  sheet,  whereby  said  platen  is  actuated  to 
effect  a  printing  stroke  means  including  said 
platen  for  moving  the  inserted  sheet  out  of  en- 
gagement with  said  one  contact,  thereby  permit- 
ting return  of  said  one  contact  to  normal  position 
to  open  the  energizing  circuit  of  the  solenoid. 


2.019,302 

AMUSEMENT  APPARATUS 

Francis  W.  Gibson.  West  Roxbury.  Mass. 

Application  December  31.  1931.  Serial  No.  584.023 

9  Claims.     (CI.  273—56) 


s     // 


1.  An  amusement  apparatus  comprising  a 
court  having  a  flat  central  area,  an  inclined  mar- 
gin thereatKDUt,  and  a  wicket  partially  disposed 
on  said  inclined  margin,  a  ball  and  a  mallet 
whereby  said  ball  may  be  driven  up  said  Incline 
and  through  said  wicket,  said  incline  imparting 
a  distinctive  curved  motion  to  said  ball  during  Its 
travel  on  returning  to  said  court. 


2.019,303 
TEMPERATLTRE  CONTROL  DEVICE 
Chester   I.   Hall.  Philadelphia,   Pa.,  assignor,  by 
mesne  assignments,  to  General  Electric  Com- 
pany, a  corporation  of  New  York 
Application  August  18.  1930,  Serial  No.  475,975 
8  Claims.     (CI.  236 — 40) 


1.  A  thermostatic  control  device  for  a  radiator 
including  a  threaded  bushing  for  engaging  an 
opening  in  the  radiator,  a  thermostatic  valve 
unit  comprising  a  drum  shaped  member  closed 
at  one  end  and  mounted  in  said  bushing  and  hav- 
ing a  tubular  opening  extending  therethrough 
from  said  closed  end  at  one  side  of  said  drum 
member,  said  tubular  opening  having  a  valve 
gate  therein,  a  pair  of  oppKJsitely  disposed  arms 
extending  from  the  periphery  of  said  drum  mem- 
ber, a  thermostatic  element  supported  thereby 
and  having  its  free  end  extending  to  one  side  of 
said  tubular  opening  and  connected  to  said  gate 
to  operate  the  same  to  close  and  open  said  tubular 
opening  in  response  to  the  temperature  of  the 
heating  medium  within  said  radiator,  said  gate 
and  thermostatic  element  being  supported  on  the 
same  side  of  the  closed  end  of  said  drum  mem- 
ber. 
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—  2,019^04 

RAILWAY  CAR 

Einv  G.  Hallqnist,  WmlUnrford.  Pa.,  and  Wilttam 
C.  Krantheim,  St.  Louis.  Mo.,  asairnon  to  Gen- 
eral Steel  Castincs  Corporation.  Granite  City. 
111.,  a  corporation  of  Delaware 
AppUcaUon  May  5.  1933.  Serial  No.  669.486 
4  Claims.     (CL  105—249) 


1.  In  a  railway  car,  an  underframe  casting  in- 
cluding bolster  structure,  a  sloping  end  floor  hav- 
ing a  portion  spaced  substantially  above  said 
structure,  a  plate  supporting  said  portion  from 
said  structure,  the  opposing  elements  of  said  por- 
tion and  structure  being  flat  to  readily  acconmio- 
date  the  shifting  of  said  plate  to  a  point  where  its 
depth  corresponds  to  the  distance  between  said 
portion  and  said  casting,  a  triangular  brace  sheet 
for  the  floor  supporting  plate  extending  outwardly 
and  downwardly  from  the  floor  in  a  vertical  plane 
disposed  transversely  of  the  plate,  and  means 
for  securing  said  plate  and  brace  sheet  to  said 
casting  at  any  desired  points  on  the  latter  adja- 
cent to  said  bolster  structure. 


2  019.305 
WITHDRAWN 


2,019.3M 
CONCENTRATION  OF  ORES 
Royal  S.  Handy,  Kellocc  Idaho 
No  Drawing.    Application  July  18.  1934. 
Serial  No.  735  862 
3  Claims.     (CT.  20^—167) 
1.  In  a  method  of  concentrating  different  kinds 
of  finely  divided  ore  by   flotation,  the  steps  of 
sutetantlally  completely  removing  all  of  the  nat- 
ural colloidal  matter  by  adding  a  de-flocculating 
agent  to  substantially  completely  release  the  ore 
from  any  depressing  action  of  such  matter  in  the 
subsequent  puip.  adding  water  to   the   residual 
crystalline  matter  to  form  a  de-flocculated  pulp 
free  from  any  depressant,  and  in  adding  to  the 
de-flocculated  pulp  in  the  presence  of  agitation 
an  artiflcial  colloidal  substance  in  such  selective 
quantity  to  definitely  depress   all  the  different 
kinds  of  ore  particles  contained  in  the  pulp,  and 
to  permit  the  depressed   particles  to  be  subse- 
quently acted  upon  and  rendered  floatable  by  the 
respective  conditioning  agents,  whereby  the  one 
may  be  selectively  floated. 


through  the  opening,  an  insert  in  the  carton  for 
closing  said  opening  from  the  interior  of  the  car- 
ton, and  means  associated  with  the  insert  for 
spacing  the  Insert  from  said  opening  to  form  a 
finger -receiving  space  below  said  opening. 


2.019.307 

CONTAINER  HAVING  A   HANDHOLD 

Irvinr  HiU  and  Jastin  D.  Hill.  Lawrence.  Kans.. 

assignors   to  The  Lawrence  Paper  Company. 

Lawrence,  Kans.,  a  corporation  of  Kansas 

AppUcaUon  May  26.  1933.  Serial  No.  673.009 
15  Claims.    (CI.  229—52) 

1.  A  carton  of  the  character  described  including 
a  Ixxly  portion,  and  closure  flaps  arranged  for 
over -lapping  position  on  the  body  portion  having 
openings  arranged  to  form  a  hand  hold  when  the 
flaps  are  moved  to  overlapping  ix>sition. 

4.  A  carton  having  a  finger  opening  in  the  top 
thereof  whereby  the  carton  is  suspended  in  per- 
pendicular   position    from    a    finger    projected 


15.  In  a  container,  a  wall  having  a  hand  open- 
ing therein,  and  a  liner  disposed  adjacent  to  said 
wall  and  normally  sealing  said  opening,  said  liner 
having  slits  forming  a  fiap  distortable  inwardly  of 
the  container  away  from  said  opening. 


2.019.308 

SPRING    SUSPENSION   AND   TORQUE   APPA- 

RATUS   FOR  MOTOR  VEHICLES 

Lewis  E.  Holman.  Oakland.  Calif. 

AppUcaUon  April  21.  1931.  Serial  No.  531,702 

11  Claims.     (CL  180—22) 


4.  A  road  vehicle  including  a  frame,  tandem 
axle  housings  having  driven  axles  therein;  a 
spring  pivotally  associated  with  each  of  the  op- 
posite sides  of  the  frame  and  having  the  ends 
connected  to  the  spaced  axle  housings,  means  of 
connection  between  the  frame  and  the  end  of  each 
spring  and  the  housing  ends  fulcrumed  so  that  the 
housings  are  capable  of  independent  swinging 
movement  relatively  to  the  frame  around  the  ful- 
crums  of  said  means:  torque  resisting  means  con- 
necting the  axle  housings  separate  from  said 
springs  and  from  said  fulcrumed  means  de- 
signed to  allow  a  limited  rotative  movement  of 
the  housings  comprising  a  plurality  of  spring  bars 
having  the  opposite  ends  thereof  confined  in  cy- 
lindrical caps  to  be  united  for  simultaneous  fiex- 
ing.  the  cap  on  one  end  of  said  spring  bars  being 
fixedly  attached  to  one  of  the  axle  housings  and 
the  other  cap  being  slidably  confined  in  the  other 
axle  housing,  whereby  the  mediate  portion  of 
the  spring  bars  is  free  to  bend  in  a  vertical  plane 
to  neutralize  the  torque  tending  to  rotate  the  axle 
housings. 


2.019.309 
FLASHER 
WUliam  Hnppert.  New  York.  N.  Y..  assignor  to 
Ampex,  Inc..  New  York,  N.  Y..  a  corporation  of 
New  York 
AppUcation  November  2,  1932.  Serial  No.  640.749 
9  CUims.     (CI.  200—115.5) 
1.  An  electric  fitting  cxjmprising  a  tubular  in- 
sulat'ng  housing  having  an  end  wall  at  the  rear 
end  thereof  and   being  open   at  the  front  end 
I   thereof,  said  end  wall  being  formed  with  a  cen- 
{   tral  opening,  a  lamp  base  receiving  shell  within 
said  housing,  and  a  member  made  of  sheet  metal 
'   having  a  screw   threaded  plug   portion,   a  por- 
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tion  abutting  the  rear  end  surface  of  said  hous- 
ing, extending  from  said  plug  portion,  and  a 
skirted  portion  extending  from  said  last  portion 
frictionaUy  receiving  the  rear  end  portion  of  said 
housing,   said   screw    shell   and   screw   threaded 


plug  portion  each  having  an  insulating  disc 
at  the  rear  end  thereof,  a  conductor  intercon- 
necting said  shell  with  said  sheet  metal  mem- 
ber, and  a  thermostatic  unit  interconnecting 
said  insulating  discs  and  extending  through  the 
opening  in  said  end  wall. 

2,019,310 

INTERNAL  COMBUSTION  ENGINE  WITH 

ROTARY  VALVE 

Carl  A.  Hurtiff.  St.  Paul.  Minn.,  assignor  of 
twenty  one-handredths  to  George  R.  Taylor 
and  forty  one-handredths  to  Harry  L.  Brady. 
Minneapolis,  Minn. 

AppUcation  November  7.  1934.  Serial  No.  751.841 
4  Claims.     (CI.  123—190) 


1.  In  an  internal  combustion  engine,  the  com- 
bination with  a  cylinder  structure  provided  in  its 
head  with  a  seat  for  a  rotary  valve,  said  seat  hav- 
ing three  ports  set  approximately  90  degrees  apart, 
one  port  being  connected  to  a  fiuld  fuel  supply, 
the  second  port  opening  into  said  cylinder,  and  the 
third  port  leading  to  exhaust,  of  a  rotary  valve 
mounted  In  said  seat  and  having  a  port  extending 
circumferentially  through  approximately  170  de- 
grees and  arranged  to  co-operate  with  the  ports 
of  said  valve  seat,  said  valve  being  driven  In  timed 
relation  In  respect  to  said  crank  shaft  and  piston, 
and  a  non-rotary  core  fitted  within  said  rotary 
valve  and  having  a  three-prong  passage  terminat- 
ing In  three  ports  substantially  aligned  with  the 
three  ports  of  said  valve  seat. 

2.019,311 
DRAFT  GEAR 
Edmund   P.    Kinne,   AlUance,   Ohio,   assignor  to 
American  Steel  Foundries,  Chicago,  lU.,  a  cor- 
poration of  New  Jersey 
AppUcaUon  November  25,  1929.  Serial  No.  409,496 
IS  Claims.    (CI.  213— 60) 


2.  In  draft  mechanism  for  cars,  the  combi- 
nation of  spaced  draft  sills  having  stops  thereon, 
a  yoke  carried  between  said  sills  and  havlnp 
draft  gear  therein,  a  coupler  keyed  to  said  yoke 
and  cooperating  with  said  draft  gear,  said  yoke 
having  stops  thereon  disposed  in  spaced  relation 
to  said  first  named  stop>s  when  said  mechanism  is 
in  normal  position  and  abutting  said  first  named 
stops  when  said  mechanism  is  in  buff  and  sub- 
stantially at  the  time  said  draft  gear  goes  solid. 


2.019.312 
RAILWAY  TRUCK 

WiUiam  C.  Krautheim.   St.  Louis.  Mo., 

to  General  Stoel  Castings  Corporation,  Granite 
City.  111.,  a  corporation  of  Delaware 
AppUcation  July  13,  1933,  Serial  No.  680.222 
11  Claims.     (CI.  105—190) 


1.  In  a  four-wheel  truck,  wheel  pieces  includ- 
ing pedestals,  a  pair  of  transoms  merging  with 
said  wheel  pieces  and  constituting  the  sole  con- 
nection between  said  wheel  pieces  intermediate 
said  pedestals,  a  bolster  between  said  transoms 
and  including  a  center  part  having  a  center  bear- 
ing and  arms  extending  from  said  part  longitudi- 
nally of  the  truck  and  terminating  Inside  of  said 
transoms,  said  i>art  directly  beneath  said  center 
bearing  being  deepened  beneath  the  level  of  the 
tops  of  the  truck  axles  to  reinforce  said  part,  and 
elements  supporting  said  arms  from  said  trans- 
soms  and  wheel  pieces. 


2,019.313 
STRESS- STRAIN  CONTROL  FOR  RECORDING 

INSTRLTMENTS 
Robert  B.  Lewis.  PhiUdelphia.  Pa.,   assignor  t« 
Tinios  Olsen  Testing  Machine  Company,  Phila- 
delphia. Pa.,  a  corporaUon  of  Pennsylvania 
AppUcaUon  July  28,  1932.  Serial  No.  625.554 
4  Claims.     (CI.  265—2) 


"»$ 


1.  A  stress-strain  mechanism  comprising  a 
strain  detecting  means  including  a  body  arranged 
to  be  attached  to  a  test  piece  and  a  lever  pivoted 
to  said  body  and  also  arranged  to  be  attached  to 
said  test  piece,  an  electrical  control  circuit  In- 
cluding two  terminals,  one  of  said  terminals  be- 
ing mounted  on  said  lever,  a  contactor  arm  car- 
rying said  second  terminal,  means  separate  from 
said  lever  forming  a  f ulcriun  for  said  arm,  a  con- 
nection between  said  arm  and  lever  to  operate 
said  arm  under  movement  of  said  lever,  and 
means  to  shift  said  fulcrum  after  a  movement  of 
said  lever  to  restore  the  initial  relation  of  said 
terminals  to  each  other, 

3.  A  stress-strain  mechanism  comprising  the 
combination  of  an  electric  circuit,  two  terminals 
therefore,  separate  pivoting  means  for  respec- 
tively mounting  said  terminals  in  opposed  rela- 
tion, means  responsive  to  change  in  length  of  a 
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test  piece  for  actuating  said  terminals  to  con- 
trol said  circuit,  and  means  coacting  with  said 
pivoting  means  and  controUed  by  said  circuit  for 
restoring  the  initial  relation  of  said  terminals 
after  each  movement  of  said  terminals  in  response 
to  test  piece  variation. 

2.019.314 
BRAK£  CONTROL  MEANS 
John  W.  Logan,  Jr.,  Edgewood.  Pa.,  assignor  to 
The  Westinghonae  Air  Brake  Company,   Wil- 
merding.  Pa.,  a  corporation  of  Pennsylvania 
Original  application  January  19,  1934.  Serial  No. 
707.282.    Divided  and  this  application  January 
5.  1935,  Serial  No.  461 

21  Claims.     fCl.  303—21) 

■H3 


n 


1.  In  a  vehicle  brake  system,  in  combination, 
a  plurality  of  vehicle  axles,  a  iM-ake  means  asso- 
ciated with  each  of  said  axles,  means  for  effect- 
ing an  application  of  all  of  said  brake  means,  a 
plurality  of  electrical  devices  each  of  which  has 
a  balanced  and  an  uniialanoed  position,  means 
for  maintaining  all  of  said  electrical  devices  in 
said  balanced  position  so  long  as  all  of  said  axles 
are  rotating  at  substantially  the  same  si)eed, 
means  for  unbalancing  one  or  more  of  said  elec- 
trical devices  when  one  or  more  of  said  axles 
reduce  in  speed  below  that  of  the  other  of  said 
axles,  and  means  operative  when  one  or  more 
of  said  electrical  devices  are  In  unbalanced  posi- 
tion for  releasing  the  brake  means  on  one  or 
more  of  said  axles  which  reduce  in  speed. 

2.019315 

CLUTCH  OPERATING  BfECHANlSM 

Robert  F.  Metcalfe,  Los  Angeles,  Calif. 

AppUcation  May  8,  1931,  Serial  No.  535,938 

6  Claims.     (CI.  192—0.01) 


1.  In  a  device  of  the  type  described,  a  valve  for 
controlling  a  vacuum  cylinder  operatively  con- 
nected to  a  clutch  mechanism,  said  valve  having 
a  bleeder  port  and  a  vacuimi  port,  a  valve  body 
having  a  pilot  thereon,  said  pilot  and  bleeder 
port  forming  a  metering  orifice  whereby  said 
cylinder  causes  the  gradual  engagement  of  said 
clutch  mechanism. 

2.019318 

RADIORECETVER  CONTROL 

Leonard  Morey.  New  RochelJe,  N.  Y. 

AppUcation  January  4,  1932,  Serial  No.  584,605 

2  Claims.     (CI.  25«— 40) 

1.  Remote   control   apparatus   for  the   tuning 

element  of  a  radio  receiver  comprising  a  cas- 


ing, manually  operable  fluid  compressing  means 
in  the  casing,  a  conduit  connecting  said  means 
and  the  receiver,  means  at  the  receiver  connected 
to  said  conduit  for  adjusting  the  tuning  element 
of  the  receiver,  fluid  compressing  means  at  the 
receiver  actuated  by  the  movement  of  the  tun- 
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ing  element,  a  conduit  connecting  said  latter 
means  with  the  remote  casing  and  means  in  said 
casing  connected  to  said  latter  conduit  and  actu- 
ated by  pressure  therefrom  for  indicating  at  the 
casing  the  movement  of  the  tuning  element  in 
the  receiver. 


2,019,317 
LEVEL  AND  ANGLE  INDICATOR 
Elmer  S.  Oswood,  Minneapolis,  Minn.,  assignor  of 
one- half  to  Arthur  L.  Hogenson,  Minneapolis. 
Minn. 

AppUcation  June  6,  1932,  Serial  No.  615.572 
12  Claims.     (O.  33—220) 


1.  A  level  and  angle  indicator  including,  a 
casing  a  dial  and  an  indicating  means  mounted 
in  and  supported  by  said  casing,  one  of  which  Is 
rotatable,  the  other  of  which  is  stationary,  a 
pendulum  weight  on  said  rotatable  memt)er.  an 
auxiliary  weight  forming  a  part  of  said  pendulum 
weight,  a  resilient  means  directly  connecting 
said  weights,  and  shoulder  means  on  said  aux- 
iliary weight  adapted  to  strike  said  pendulum 
weight. 


2.019318 

DEMAND  METER 

Theodore  A.  Rich,  Schenectady,  N.  T..  assignor  to 

General   Electric   Company,   a   corporation   of 

New  York 

AppUcation  November  1,  1934.  Serial  No.  750,931 

7  Claims.     (CI.  171—34) 


4.  A  thermal  demand  meter  comprising  a  pair 
of  bimetallic  strips  each  supported  at  one  end  and 
having  free  ends  adjacent  each  other  to  form 
relatively  movable  contacts  of  a  switch,  said  strips 
being  arranged  so  that  ambient  temperature 
changes  produce  no  relative  movement  between 
the  free  ends  of  said  strip,  an  electric  heater  for 
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one  of  said  strips  which,  when  energized,  causes 
a  bending  of  its  strip  in  a  direction  to  close  said 
contacts,  an  electric  motor  which  is  energized 
and  deenergized  by  the  closing  and  opening  ol 
said  switch,  a  cam  rotated  by  said  motor,  means 
operated  by  said  cam  for  moving  the  support  of 
one  of  said  bimetallic  strips  in  a  direction  to  open 
said  contacts  and  stop  the  motor,  whereby  the 
contacts  will  not  again  be  closed  until  there  has 
occurred  a  greater  energization  of  said  electric 
heater,  a  pointer  rotated  with  said  cam  and  a 
scale  cooperating  with  said  pointer  to  indicate  the 
maximum  rotation  of  said  cam  in  terms  of  maxi- 
mum demand.  i 


controlled  by  said  switching  device  for  energizing 
said  time  element  device  to  close  said  contacts 
prior  to  establishment  of  said  reverse  connections 
and  for  deenergizlng  said  time  element  device 
upon  establishment  of  said  reverse  connections 
thereby  to  open  said  contacts  a  predetermined 
interval  of  time  after  establishment  of  said  re- 
verse connections. 


2,019.319 
MIXING  FAUCET 

Jack  Robinovitz.  Chicago,  111.,  assignor  to  Filtro 
Faucet  Manufacturing  Co.,  Chicago,  III.,  a  cor- 
poration of  Illinois 

AppUcation  May  17.  1933.  Serial  No.  671.429 
7  CUims.     (CI.  210—86) 


1.  In  a  mixing  faucet  provided  with  a  unitary 
casing  forming  a  mixing  chamber,  liquid  inlets 
and  control  valves  therefor  in  the  opposite  ends 
of  said  chamber  and  an  outlet  Intermediate  said 
Inlets,  and  a  renewable  and  readily  replaceable 
unit  adapted  to  be  Inserted  longitudinally  in  said 
chamber  and  provided  with  filtering  material, 
said  unit  being  spaced  from  the  side  wall  of  the 
mixing  chamber  and  provided  with  openings  at 
an  end  thereof  and  adjacent  one  of  said  Inlets 
and  communicating  with  the  interior  of  said  unit, 
complementary  closure  members  on  the  side  wall 
of  the  mixing  chamber  and  unit  for  preventing 
passage  of  unflltered  liquid  from  said  last  men- 
tioned inlet  to  the  outlet  and  additional  openings 
in  the  opposite  end  of  said  unit  adjacent  the  other 
inlet  and  communicating  with  the  space  between 
the  filter  and  chamber  and  the  faucet  outlet  for 
discharge  of  the  filtered  liquid. 


2.019.320 
CONTROL  SYSTEM 

Claude  C.  Runner,  Schenectady,  N.  Y.,  assignor  to 
General  Electric  Company,  a  corporation  of 
New  York 

Application  June  21,  1934.  Serial  No.  731,656 
5  Claims.    (CI.  175—181) 


1 .  A  control  system  for  an  electromagnet  com- 
prising a  switching  device  for  connecting  the  coil 
of  said  magnnet  to  a  supply  source  and  for  sub- 
sequently establishing  reverse  connections  be- 
tween said  coil  and  said  source  to  demagnetize 
said  magnet,  a  separate  time  element  device  and 
contacts  in  said  reverse  connections  controlled 
by   said   time   element   device,   and  connections 


2.019.321 

COMBUSTION  ENGINE 

Friedrich  Sass,  Berlin,  and  Ernst  Daiber,  Lichter- 

felde-West.    Germany,    assignors    to    General 

Electric  Company,  a  corporation  of  New  York 

AppUcation  May  11,  1934.  Serial  No.  725.024 

In  Germany  July  12,  1933 

3  Claims.     (CL  123—139) 


3.  In  a  multi-cylinder  internal  combustion  en- 
gine, a  plurality  of  engine  cylinders,  a  fuel  me- 
tering pump  for  each  engine  cylinder,  the  pumps 
being  arranged  to  discharge  fuel  simultaneously, 
means  associated  with  each  engine  cylinder  for 
injecting  the  fuel  discharged  by  the  correspond- 
ing fuel  metering  pump  to  said  engine  cylinder 
comprising  a  fuel  feeder  actuated  by  pressure  va- 
riations in  said  engine  cylinder  and  connected  be- 
tween said  engine  cylinder  and  said  corresponding 
fuel  metering  pump,  and  a  fuel  storing  device  con- 
nected between  the  fuel  feeder  and  the  corre- 
sponding fuel  metering  pump  of  those  engine  cyl- 
inders whose  fuel  injection  period  falls  within  the 
period  of  fuel  discharge  from  its  fuel  metering 
pump,  whereby  the  discharge  from  said  metering 
pump  is  stored  in  said  storing  device  during  the 
injection  period  and  is  forced  into  the  feeder 
after  the  injection  is  terminated,  the  fuel  stor- 
ing device  comprising  a  chamber  communicating 
with  the  pump,  conduit  means  including  a  check 
valve  between  the  chamber  and  the  feeder  and 
a  spring  pressed  piston  for  forcing  fuel  from  the 
chamber  into  the  feeder. 


2,019,322 
BRAKING  EQUIPMENT 
David  M.  Smith,  Stretford.  England,  assignor  to 
General    Electric   Company,    a    corporation   of 
New  York 
AppUcation  October  18,  1934,  Serial  No.  748,901 
In  Great  Britain  October  25,  1933 
11  CUims.     (CI.  192—144) 
1.  In  or  for  a  winder  or  like  instaUation,  brak- 
ing equipment  in  which  fluid  taken  from  a  pres- 
sure source  and  discharged  to  an  exhaust  Is  cir- 
culated through  a  system  comprising  a  metering 
device  or  pump  which  passes  the  fluid  at  a  rate 
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substantially  proportional  to  or  representatiye  of 
the  speed  of  the  cage  or  other  moving  apparatus 
but  imposes  a  positive  or  negative  preasure  differ- 
ence on  the  drcuiating  fluid  which  la  small  In  oooi- 
parison  with  that  between  source  and  exhaust  and 
in  series  with  said  metering  device  or  pump  a 
throttling  orifice  the  size  of  which  la  controlled  by 


OS* 


J 


a  piston  member  In  equilibrium  under  the  differ- 
ential pressure  across  tlie  metering  device  or 
pump,  the  piston  member  co-operating  with  an 
indep«KJently  actuated  sleeve  member  to  consti- 
tute In  combination  therewith  relay  means  for 
controlling  or  regulating,  by  the  movement  of  said 
piston  member  relatively  to  said  sleeve  member, 
the  application  of  braking  effect. 


ALTERNATING  CUBXENT  MOTOR 
Jolian  H.  Stark,  Fort  Wayne,  bid.,  assignor  to 
Genand  Electric   Company,   a   corporation   of 
New  York 

AppUcaUon  August  24.  1923.  Serial  No.  S86.559 
8  Claims.    (CL  172—278) 


1.  An  alternating  current  motor  comprising 
relatively  rotatable  primary  and  secondary  mem- 
bers, said  primary  member  including  means  for 
producing  main  and  quadrature  components  of 
flux,  said  sec<»idary  member  Including  means 
for  producing  an  Induction  motor  torque,  and 
means  for  producing  a  sub-synchronous  locking 
torque  and  means  for  selectively  varying  the  rel- 
ative Intensity  of  said  main  and  quadrature  com- 
ponents of  flux. 


2.019.324 
REFRIGERATOR  CONDENSER 
Christian    Steenstmp,    Schenectady,    N.   Y.,    as- 
signor to  General  Electric  Company,  a  corpora- 
tion of  New  York 
AppUcation  October  11,  1934.  Serial  No.  747,873 
15  Claims.     (CI.  257^36) 


1.  An  air  cooled  condenser  for  refrigerating 
systems  including  zigzag  annuluses  of  sheet  ma- 
terial conforming  with  each  other  throughout 
the  annular  portions  thereof   and  hermetically 


secured  togetlier.  said  siteets  having  a  plurality 
of  Interconnected  refrigerant  passages  extend- 
ing therebetween  transversely  <rf  the  annuluses 
and  substantially  about  the  same. 


2.019425 

APPARATUS  FOR  MIXING  FLUIDS 

Frederick  W.  Stone  and  Jamsa  N.  Garrison. 

Cleveland.  Ohio 

AppUeatlen  Jannary  5,  1933.  Serial  No.  650.292 

4  Claims.     (CI.  281^>S) 


1.  In  apparatus  for  mixing  a  liquid  and  a  gas, 
a  tank,  means  for  conducting  liquid  to  said  tank. 
means  for  withdrawing  liquid  from  said  tank,  a 
plurality  of  agitating  units  in  said  tank  arranged 
in  superimposed  relation,  each  of  said  units  in- 
cluding an  Impeller  and  a  housing  therefor,  each 
housing  being  provided  with  inlet  and  outlet 
openings,  said  outlet  openings  being  adapted  to 
direct  fluid  toward  the  next  lower  agitating  unit. 
means  for  rotating  said  impellers  and  means  for 
conducting  a  gas  Into  said  tank  and  discharging 
same  at  a  point  adjacent  the  inlet  opening  of 
the  housing  of  the  upper  agitating  unit. 


2.019.326 

TURNSTILE 

Homer    B.    Staart,    Detroit.    Mich.,    assignor   to 

Stuart  Industries.  Incorporated.  Detroit,  Mich., 

a  corporation  of  Michigan 

AppUcation  May  25.  1934.  Serial  No.  727,405 

8  Claims.     (CI.  39—3) 


1.  A  turnstile  comprising  rotatable  arms,  a 
ratchet  wheel  rotatable  with  said  arms,  a 
pawl  coactlng  with  said  ratchet  wheel  to  suc- 
cessively establish  effective  positions  of  the 
arms,  means  yieldably  urging  said  pawl  toward 
the  ratchet  wheel,  means  for  retracting  said 
pawl,  and  a  member  automatically  engageable 
with  the  retracted  pawl  to  temporarily  maintain 
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its  retraction  and  automatically  disengageable 
from  the  pawl  by  the  ratchet  wheel  upon  a  pre- 
determined advance  of  the  turnstile  from  any  of 
its  effective  positions. 


2.019,327 

DRIVING -LOCKING  MECHANISM 

Guy  E.  Swarti.  Detroit,  Mich. 

Application  March  23,  1931,  Serial  No.  524.638 

17  Claims.     (CI.  192 — 8) 


1.  A  locking  mechanism  including  a  locking 
shoe  normally  locking  a  device  against  operation, 
a  posiUonally  shlftable  locking  member  position- 
ally  shiftable  against  said  shoe,  and  means  to 
move  said  locking  member  toward  said  shoe  for 
tighter  locking  thereof  upon  a  tendency  of  the  de- 
vice to  operate  reversely. 


2,019,328 
ELECTRIC  TRANSLATING  CIRCt^TS 
Louis  W.  Thompson  and  George  L.  Rogers,  Sche- 
nectady. N.  Y.,  assignors  to  General  Electric 
Company,  a  corporation  of  New  York 
AppUcation  December  31,  1931,  Serial  No.  584,076 
8  Claims.     (CI.  175—363) 


1.  In  an  electric  regulating  system,  means  hav- 
ing an  operating  condition  to  be  regulated,  means 
for  regulating  said  operating  condition  including 
an  electric  valve  and  a  source  of  alternating  cur- 
rent, means  for  varying  the  conductivity  of  said 
valve  including  an  inductive  binding  provided 
with  a  closed  circuit  non-magnetic  conductive 
element  in  Its  magnetic  path,  and  means  inde- 
pendent of  the  current  in  said  winding  and  re- 
sponsive to  said  operaUng  condition  for  varying 
the  position  of  said  conductive  element  whereby 
the  reluctance  of  said  magnetic  path  is  altered. 


the  bucket  blade,  cutting  the  strip  in  lengths  to 
form  blades,  forming  a  block  of  material,  punch- 


2  019.329 
METHOD  OF  MAKING  TURBINE  BUCKETS 

Glenn  B.  Warren.  Schenectady,  N.  Y..  assignor  to 
General    Electric    Company,   a   corporation   of 
New  York 
Application  September  30.  1933,  Serial  No.  691,690 
1  Claim.     (CI.  29— 156.8) 
The  method  of  manufacturing  turbine  buckets 
comprising  the  steps  of  forming  a  strip  of  non- 
corrosive   material   having   the   cross-section   of 


ing  a  plurality  of  bases  from  the  block,  and  weld- 
ing the  blades  to  the  bases. 


2.019,330 
SAW  FILING  MACHINE 

Edwin  T.  Altman,  Bella  Glade,  Fla. 

AppUcation  July  21,  1934.  Serial  No.  736.310 

4  Claims.     (CI.  7«— 31) 


1.  In  a  saw  filing  machine,  a  frame,  a  carriage 
and  saw  clamp  slidably  mounted  on  the  frame, 
a  file  holder  guide  pivotaJly  mounted  in  a  vertical 
plane  on  the  frame  adjacent  the  carriage,  the 
said  guide  including  an  inverted  U-shaped  cover 
member,  a  tapered  guide  plate  secured  In  the 
cover  member  with  its  lowest  end  disposed  near- 
est the  said  carriage,  a  file  holder  frame  slidably 
mounted  through  the  said  cover  member  and  in- 
cluding a  top  bar  slidable  over  the  sloping  upper 
edge  of  the  guide  plate,  and  an  adjusting  screw 
threaded  down  through  the  top  of  the  cover  mem- 
ber over  the  lowest  end  of  the  guide  plate. 


2,019.331 
ELECTRIC  INCANDESCENT  LAMP 
Mary  R.  Andrews,  Niskayuna.  N.  Y.,  assignor  to 
General   Electric   Company,  a  corporation   of 
New  York 
AppUcation  October  30,  1931,  Serial  No.  572,113 
5  Claims.     (CI.  176—16)  ^ 


1.  A  lamp  comprising  a  bulb,  a  lighting  body 
therein  consisting  essentially  of  carbide  of  the 
group  of  metals  consisting  of  tantalum,  hafnium, 
zirconium,  and  niobium,  a  separate  body  of  car- 
bon located  adjacent  to  but  spaced  out  of  direct 
contact  with  said  lighting  body,  and  means  for 
heating  said  carbon  body. 
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2.019.332 
PNEUMATIC  TOOL 
Charles    H.    Atkins,    d^eased,    late    of    Palmer 
Wass..  by  Marion  E.  Tremere.  executrix.  Palmer 
Mass.,     assignor    to     Banjamin    B.     Tremere! 
Palmer.  Mass. 

AppUcation  July  22.  1933.  Serial  No.  681.744 
7  Claims.     (CL  121—10) 


1.  In  combination  with  a  pneumatic  hammer 
having  an  air  exhaust  opening  adjacent  one  end 
and  a  longitudinal  bearing  adjacent  its  opposite 
end   having   an   enlarged   Intermediate   internal 
chamber,  said  chamber  having  an  outlet  port  ex- 
tending thro-^gh  the  side  wall  of  the  hammer   a 
tool  havmg  a  relatively  long  shank  reciprocally 
mounted  m  the  bearing  and  extending  into  the 
enlarged  intermediate  internal  chamber  and  hav- 
Sf  ii2°5w^"?'^^  opening  therein  communlcat- 
L  L.  ?  i?®  chamber  adjacent  one  end  and  with 
a  point  adjacent  the  end  of  the  tool  at  its  opposite 
m£'  ?i^°*  adjacent  the  upper  end  of  the  ham - 
^tL.^^  *.  channel  opening  surrounding  the 
h^^^  opening   means  adjacent  the  lower  end 
fJfJr^AS^*^^^^  opening  surrounding  the  bear- 
ing and  the  chamber  in  said  bearing  forming  air 
passage  means  about  said  bearing  and  chaS?ber 
an  air  {passageway  connecting  the  upper  and  lower 

f^^fi  °^°^"^'  ?"  ^^^^^^«  the  exSmt  a"? 
cfZn^V^J?^""  chapel  opening  to  the  lower 
th^n^  opening  a  passageway  extending  from 
let  r^r^Pl^^^i  ""^"^^  transversely  of  the  out- 
me£Sr  in  ^1h^^™^  intermediate  chamber  and 
SS^nJ^^^  passageway  adjacent  the  outlet 

??^lv  Of  fhTS"!  ?"•  "^^  °'  ^^«^  "^  trans- 
versely of  the  port  to  create  a  vacuum  suction 

to  suck  dust  and  so  forth  formed  at  th?i5^nt  o" 

hf  ^    "Pyardly  of  the  longitudinal  opening  ?n 

the  tool   outwardly  of  the  internal  chamber  and 

^TewaT^^'""'^  °'  ^^  transversely  ex^lndlSg 

»»^-v       2.019^33 
PRODUCTION  OF  IONS  IN  AIR  OR 
»  J  ..  .        OTHER  GAS 

«2I5  ^°«'|>*<^J>.  Neuenhagen,  near  Berlin.  Ger. 

f^iL**!!*^®'-^  General  Electric  Company, 
a  corporation  of  New  York 

AppUcation  July  15.  1932.  Serial  No.  622,772 

In  Germany  Jniy  23,  1931 

1  Claim.     (CI.  2«4— 31) 

tainpr  ?nr^"??  fPParatus  comprtsing  a  con- 
iSS.  o«f3'«*  }i^^^-  *  ^ck  located  in  contact 

JiJ^^i^l'^'^  ^""^  *^^«  °°«  end  exposedS 
toe  atmosphere,  a  source  of  electric  potential 
having  one  terminal  connected  to  said  IlqSd   a 


non-liquid  conductor  Juxtaposed  to  said  liquid 
connected  to  the  opposite  terminal  of  said  source. 


and  means  for  diffusing  charged  vapor  particles 
from  the  surface  of  said  wick  into  the  atmosphere. 

^^ 2.019.334 

COMBINED  RECTIFIER  AND  TRANSFORMER 

COOLING   SYSTEM 
Theophilus   F.    Barton.    Upper   Montclalr    N    J 
assisrnor  to  General  Electric  Company,  a  cor- 
poration of  New  York 
Application  August  24.  1932.  Serial  No.  630  253 
10  Claims.     (CI.  175—363) 


-^ti:.  '  'M 


'r\ 


1.  The  combination  with  a  recUfying  apparatus 
unit  or  the  like  comprising  a  vapor  electric  ap- 
paratus and  a  transformer  apparatus  to  supply 
electric  current  to  the  vapor  electric  apparatus 
of  cooling  means  associated  with  said  apparatus 
unit,  a  source  of  cooling  medium,  and  means  in- 
cluding said  cooling  means  to  cause  cooling  medi- 
um from  said  source  to  absorb  initially  substan- 
tially all  of  the  heat  losses  from  said  transformer 
apparatus  to  raise  the  temperature  of  said  me- 
dium to  a  value  lower  by  a  predetermined  amount 
than   the  operating  temperature   of   said   vapor 
electric  apparatus,  thereafter  to  absorb  substan- 
tially all  of  the  heat  losses  from  said  vapor  elec- 
tric apparatus  to  raise  further  the  temperature 
of  said  medium,   and  finally   to  discharge  said 
medium  from  said  rectifying  apparatus  unit  at 
the  total  temperature  due  to  the  absorption  of 
said  heat  losses  from  the  transformer  apparatus 
and  said  heat  losses  from  the  vapor  electric  ao- 
paratus.  *^ 

2.019,335 

DIVERSITY  RECEPTION  SYSTEM 

Emmett  F.  Carter.  Laurelton.  N.  Y..  assignor  to 

General    Electric    Company,    a   corporation   of 

New  York 

AppUcation  January  30.  1932.  Serial  No    589  882 

6  Claims.     (CI.  250 — 8) 


€^^  -x 


-til 


•tSlKSII 


tz^^mpj^- 


fa- 


.._j 


1.  A  system  for  eliminatmg  the  effects  of  phase 
difference  between  receivers  in  a  diversity  signal 
reception  system  Including  a  plurality  of  geo- 
graphically spaced  antenna  each  coupled  to  one 
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of  a  plurality  of  super-regenerative  receivers, 
means  common  to  all  said  receivers  for  modulat- 
ing the  signals  in  said  receivers  with  a  constant 
frequency  audio  component  whereby  the  output 
signals  of  said  receivers  will  be  of  the  same  con- 
stant audio  frequency,  and  common  output  cir- 
cuit for  combining  the  output  signals  of  said  re- 
ceivers into  a  single  constant  frequency  signal. 

2  019  336 
INSULATING   AND   COOUNG   COMPOSITION 

FOR  ELECTRIC  DEVICES 
Frank    M.    Clark.    Fittsfield.    Mass..    assignor   to 
General   Electric   Company,   a   corporation  of 
New  York 

AppUcation  April  29,  1933.  Serial  No.  668.608 
5  Claims.     (CI.  252— 1) 


combustible  under  flash-producing  conditions  and 
less  than  ten  per  cent  by  weight  but  a  substantial 
amount  of  halogenated  olefin  compound  asso- 
ciated therewith,  the  amount  and  volatility  of 
said  compound  being  chosen  to  effectively  pre- 
vent silent  glow  combustion  of  vapor  emanating 
from  said  composition. 


3.  A  composition  of  matter  composed  of  a  pre- 
ponderant amount  of  mineral  hydrocarbon  oil  and 
also  a  small  quantity  of  an  acid  of  the  group  con- 
sisting of  maleic,  succinic,  malonic,  and  adipic 
acids. 

2,019.337 
NITROCHLOR    POLYPHENYL    COMPOUTO) 
AND  PROCESS  OF  MAKING  SAME 
Frank    M.    Clark.    Pittsfleld,    Mass.,    assignor    to 
General   Electric   Company,   a  corporation  of 

New  York 

No  Drawing.    AppUcation  October  27,  1933, 

Serial  No.  695.508 

6  Claims.     (CI.  260—142) 

1.  The  process  which  consists  in  subjecting  a 
mixture  of  Isomers  of  halogenated  polyphenyls 
with  a  nitrating  mixture  of  nitric  w.d  sulphuric 
acids  for  about  two  to  fifteen  hours  to  a  reaction 
temperature  at  which  a  semi-resinous  product  is 

obtained.  ^    ,. 

5.  A  dielectric  material  consisting  essentially 
of  semi-resinous  nitrochlor  diphenyl  having  a 
dielectric  constant  of  about  7  to  8. 

2  019  338 
DIELECTRIC  COMPOSITION 
Frank    M.    Clark,    Pittsfleld,    Mass..    assignor    to 
General   Electric    Company,    a    corporation   of 
New  York 

No  Drawing.     Application  January  16.  1934, 
Serial  No.  706.852 
8  Claims.     (CI.  252— 1) 
7.  A  composition  of  matter  containing  as  sub- 
stantial Ingredients  chlor  olefin  and  chlor  poly- 
phenyl. 

2  019  339 
SNUFFER  COMPOSITION 
Frank    M.    Clark.    Pittsfleld.    Mass.,    assignor    to 
General   Electric   Company,   a    corporation   of 
New  York 

No  Drawing.    AppUcation  September  29, 1934, 
Serial  No.  746.274 
7  Claims.     (CI.  252—1) 
4.  A  composition  of  matter  comprising  a  car- 
bon-containing compound  the  vapor  of  wiiich  is 


2,019,340 
SHOE  TREE 

WiUiam  J.  De  Witt,  Auburn,  N.  Y.,  assignor  to 
Shoe  Form  Co.,  Inc.,  Auburn,  N.  Y.,  a  corpora- 
tion of  New  York 

Application  Februarj-  8.  1934.  Serial  No.  710,252 
14  Claims.     (CL  12—128.2) 


1.  A  shoe  tree  adapted  to  plump  out  a  shoe 
comprising  a  toe  element  adapted  to  enter  the  toe 
of  the  shoe,  a  heel  element  adapted  to  bear  against 
the  heel  counter  of  the  shoe,  an  intermediate 
element  and  rods  pivotally  secured  to  said  toe 
and  heel  elements  and  connecting  said  elements 
to  said  Intermediate  element,  the  connecting  rods 
pivotally  secured  to  one  of  the  toe  or  heel  ele- 
ments being  pivotally  secured  to  said  intermediate 
element  and  the  connecting  rods  pivotally  secured 
to  the  other  of  said  elements  being  slidably  se- 
cured to  said  intermediate  element. 


2.019.341 
TRANSMISSION  SYSTEM 
Robert  B.  Dome,  Schenectady,  N.  Y.,  assignor  to 
General  Electric   Company,  a   corporation  of 
New  York 

AppUcaUon  January  27,  1934,  Serial  No.  708,619 
5  Claims.     (CI.  250—17) 


3.  In  combination,  a  plurality  of  high  fre- 
quency transmitters  operating  at  different  wave 
lengths,  a  load  circuit,  and  connections  for  sup- 
plying oscillations  from  each  of  said  transmitters 
to  said  load  circuit,  each  of  the  respective  con- 
nections to  the  load  circuit  being  made  at  the 
same  point  of  said  load  circuit,  said  point  hav- 
ing substantially  zero  voltage  of  the  frequency 
produced  by  both  of  said  transmitters. 


2.019.342 
JOINT 
Eugene  D.  Eby.  Pittsfleld,  Mass..  assignor  to  Gen- 
eral Electric  Company,  a  corporation  of  New 
York 
AppUcation  April  13.  1932.  Serial  No.  604,996 

5  Claims.  (CI.  285—115) 
5.  A  joint  of  the  character  described  compris- 
ing a  metallic  sleeve  having  a  socket  at  one  end. 
the  wall  of  which  defines  a  pair  of  spaced  cones 
diverging  outwardly  with  a  cylindrical  part  be- 
tween the  cones,  said  cylindrical  part  having  a 
roughened  portion,  a  tubular  member  of  organic 
material  having  an  end  complementary  in  shape 
and  size  to  the  socket,  the  socket  wall  making  a 
!  shrink  fit  therewith,  said  roughened  portion  of 
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the  socket  assisting  to  prevent  endwise  separation 
of  the  united  parts,  a  body  of  finely  divided  metal 
embedded  m  that  portion  of  the  tubular  member 


which  enters  the  socket,  and  fused  metal  unit- 
ing the  embedded  metal  and  the  wall  of  the 
socket. 

2.019.343 
SPEED   BEDUCER 
Walter  Beresford  GafTner.  Cleveland.  Ohio,   as- 
sirnor  of  one-half  to  Bradley  Eacene  Clarkson, 
Cleveland.  Ohio 

AppUcation  Jane  16.  1934.  Serial  No.  730,943 
5  Claims.     (CI.  74 — 301) 


1.  In  combination  with  a  driving  shaft  and  a 
driven  shaft:  a  differential  speed  reducing  mech- 
anism comprising  a  single  driving  bevel  wheel 
adapted  to  be  driven  by  said  driving  shaft,  said 
bevel  wheel  having  teeth  with  regular  addenda, 
that  Is  teeth  where  the  addendum  of  the  teeth  Is 
one-half  of  the  working  depth  of  the  teeth,  a 
pair  of  positively  connected  double  bevel  gears 
each  having  an  outer  and  inner  toothed  rim. 
freely  mounted  on  the  driven  shaft  and  adapted 
to  rotate  in  opposite  directions  thereon,  eplcyclic 
bevel  gears  carried  by  the  driven  shaft,  said 
eplcyclic  gears  having  teeth  with  regular  ad- 
denda, and  adapted  to  be  driven  by  said  double 
bevel  gears,  one  of  the  said  positively  connected 
bevel  gears  having  its  outer  and  inner  rims 
provided  with  teeth  having  long  addenda,  said 
long  addendimi  toothed  rims  being  rims  where 
the  addendimi  of  the  teeth  has  been  increased 
enough  so  that  it  takes  one  less  tooth  to  go 
around  the  rim  blank  than  the  gear  would  have 
if  regular  addendimi  teeth  were  used,  whilst  the 
other  positively  connected  double  gear  is  pro- 
vided on  its  outer  rim  with  regular  addendum 
teeth,  that  Is  teeth  where  the  addendum  of  the 
teeth  is  one-half  of  the  working  depth  of  the 
teeth,  whilst  the  inner  rim  of  the  gear  Is  pro- 
vided with  teeth  having  short  addenda,  that 
Is  teeth  where  the  addendum  of  the  teeth  has 
been  decreased  so  that  it  takes  one  more  tooth  to 
go  around  the  rim  blank  than  the  gear  blank 
would  have  were  regular  addendum  teeth  used, 
the  eplcyclic  gears  meshing  with  the  inner  toothed 
rims,  and  the  outer  rims  meshing  with  the  driv- 
ing bevel  wheel  of  the  said  differential  speed  re- 
ducing mechanism. 

2,019.344 
RAYON  BUCKET 
Fredrick    S.    Godfrey.   Lynn,    Mass.,    assignor    to 
General    Electric   Company,    a   corporation    of 
New  York 
AppUcation  January  23.  1934.  Serial  No.  707.897 
6  Claims.     (CI.  117— 27.5) 
1.  A  centrifuge  bucket  comprising  a  body  pro- 
vided with  circumferentially  extending  rows  of 


spaced  holes  in  Its  side  walls  and  channels  on 
the  outs.de  surface  of  said  side  walls  connecting 
holes  in  the  several  rows  and  extending  to  the 
top  of   the   body,  a   reinforcing  sleeve   disposed 


about  said  side  walls,  and  an  acid  resisting  in- 
ternal covering  on  said  sleeve  forming  with  said 
channels  passageways  having  outlets  at  the  top 
of  the  body 


2.019.345 

OPHTHALMIC  MOUNTING 

Rosolino  GuloiU.  Bronx.  N.  Y. 

Application  June  17.  1932.  Serial  No.  617,715 

1  Claim.     (CI.  88—44) 


In  an  eyeglass  mounting  a  pair  of  lens  frames, 
a  socketed  projection  on  each  frame,  a  torsional 
spring  In  each  socket,  one  end  of  the  spring  being 
anchored  In  an  angularly  disposed  aperture  In  the 
socket,  a  bridge  flexible  enough  to  permit  appli- 
cation of  the  glasses  to  the  nose  of  a  wearer,  a 
forked  end  on  each  leg  of  the  bridge,  said  forked 
end  fitting  over  one  of  said  socketed  projections 
and  pivotedly  connected  thereto,  one  of  the  por- 
tions of  each  forked  end  being  apertured  to 
anchor  the  other  end  of  its  respective  spring  and 
a  projecting  abutment  on  each  bridge  leg  posi- 
tioned substantially  midway  between  the  mid- 
point of  the  leg  and  the  spring  hinge,  said  abut- 
ments being  adapted  to  be  contacted  by  cooperat- 
ing portions  of  the  respective  lens  frames  to  limit 
the  outward  movement  of  the  lens  frames  relative 
to  the  bridge  and  whereby  further  outward  move- 
ment of  the  lenses  will  flex  the  bridge  so  that  the 
glasses  may  be  readily  applied  to  and  allowed  to 
pinch  the  bridge  of  the  nose  of  a  wearer. 


2.019.346 

UGHTING  UNIT 

Cromwell  A.  B.  Halvorson,  Lynn.  Mass.,  assignor 

to  General  Electric  Company,  a  corporation  of 

New  York 

AppUcation  Jane  8.  1933,  Serial  No.  674,870 
2  Claims.     (CI.  240—25) 

1.  In  a  lighting  unit,  the  combination  of  an 
annular  supporting  member  having  an  opening 
and  a  flange  provided  with  an  upwardly  facing 
surface  surrounding  said  opening,  an  insulator 
provided  with  a  recess  having  a  downwardly  fac- 
ing op>ening.  a  beading  which  surrounds  said  in- 
sulator above  said  recess  opening  and  engages 
said  flange,  means  for  securing  said  insulator  on 
said  flange  comprising  a  pair  of  members  pivoted 
to  said  support  and  arranged  to  engage  said  in- 
sulator above  said  beading,  and  means  for  secur- 
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ing  the  opp>oslte  ends  of  said  members  to  said 
support,   a   lamp   socket  supported    within   said 
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insulator,  and  a   lamp  mounted  in  said  socket 
and  projecting  through  said  support. 


2.019,347 

ORNAMENTAL  SCREEN 

Peter  H.  Havey.  Yonkers,  N.  Y.,  assifnor  of 

one-half  to  John  Callen,  Yonkers,  N.  Y. 

AppUcation  May  15.  1934.  Serial  No.  725,730 

6  Claims.      (CI.  240—2) 


1.  A  screen  comprising  hinged  sections,  a  plu- 
rality of  pairs  of  spaced  lighting  contacts  on  said 
sections,  the  contacts  of  each  pair  being  in  sub- 
siantially  the  same  plane,  conductors  intercon- 
necting the  contacts  of  the  several  sections,  the 
front  and  rear  surfaces  of  the  screen  having  open- 
ings for  receiving  lighting  fixture  contacts  to 
engage  and  coact  with  the  first  named  contacts, 
and  detachable  lighting  fixtures  having  contacts 
arranged  to  extend  through  said  openings  from 
either  surface  of  the  screen  and  engage  with  and 
be  supported  by  said  screen  contacts. 


similar  liquid  by  and  in  accordance  with  the  cir- 
cuit controlling  operation,  said  contact  structure 


2,019.348 
ELECTRIC   CIRCUIT    INTERRLTTER 
Lcland  S.  Hobson,  Yeadon,  Pa.,  assignor  to  Gen- 
eral  Electric  Company,  a  corporation  of   New 
York 
Application  September  7.  1934.  Serial  No.  743.109 
6  Claims.     1 01.  200— 150) 
1.  An  electric  circuit  interrupter  of  the  fluid- 
blast  type  comprising  relatively  movable  contact 
structure  Including  a  movable  explosion  pot  con- 
taining   an    arc -extinguishing    liquid,    the    arc 
formed  upon  separation  of  said  contact  structure 
causing  an  arc -extinguishing  blast  from  said  pot, 
and  means  for  refilling  said  explosion  pot  with 


arranged  so  that  the  same  is  spaced  by  air  in  the 
open  circuit  position. 


2.019.349 
SYNTHETIC  RESIN 

Richard  Daniel  Kleeman,  Schenectady,  N.  Y.. 
assignor  to  General  Electric  Company,  a  cor- 
poration of  New  York 

No  Drawing.    AppUcation  May  12,  1930, 
Serial  No.  451.845 
5  Claims.     (CL  134—26) 
1.  The  method  of  obtaining  an  aqueous  colloidal 
suspension  of  an   alkyd   resm  which  comprises 
heating  in  an  aqueous  medium  an  alkyd  resin 
which  has  not   been  converted  to  the  final  in- 
fusible, insoluble  form  in  the  presence  of  clay. 


2,019.350 
REMOTE   CONTROL  AND  INDICATING 
ARRANGEMENT 
Rudolf    Koberich,    Berlin -Tegel,    Germany,    as- 
signor to  General  Electric  Company,  a  corpora- 
tion of  New  York  .   ^  ^,      ^^^  ,  ^^ 
AppUcation  February  10,  1932,  Serial  No.  592.15? 
In  Germany  February  18.  1931 
6  Claims.     (CL  177—311) 


1 .  In  a  remote  control  and  indicating  arrange- 
ment for  a  device  having  a  member  movable  to 
a  plurality  of  positions,  a  plurality  of  electromag- 
netic means  for  effecting  an  indication  of  each 
of  at  least  two  positions  of  said  member,  each  of 
said  electromagnetic  means  Including  a  movable 
member,  a  circuit  for  each  of  said  electromag- 
netic means,  means  controlled  by  each  of  said 
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electromagnetic  means  for  controlling  the  circuit 
of  another  of  said  electromagnetic  means,  means 
for  controlling  the  circuits  of  said  electromag- 
netic means  in  accordance  with  the  position  of 
the  device  member,  a  common  circuit  for  said 
electromagnetic  means  and  means  for  control- 
ling said  common  circuit  in  accordance  with  the 
positions  of  the  moveable  members  of  said  elec- 
tromagnetic means. 


2.019,351 

AIR  CONDITIONING  APPARATUS 

Harold  F.  Lathrop,  Fort  Wayne,  Ind..  assifnor  to 

General   Electric  Company,   a   corporation    of 

New  York 

Application  November  17,  1934.  Serial  No.  753.446 

1  Claim.     tCl.  257—245) 


An  attachment  for  an  air  conditioning  device 
or  the  like  including  a  casing  of  rectangular  cross 
section  arranged  to  extend  through  an  opening  In 
the  wall  of  a  room,  said  casing  being  open  at  the 
ends  thereof  and  having  openings  near  the  ends 
at  the  top  and  bottom  thereof,  a  baffle  of  zig-zag 
cross  section  arranged  longitudinally  within  said 
casing  and  in  contact  with  the  top  and  bottom 
walls  of  the  duct,  and  means  including  a  remov- 
able closure  plate  and  a  sheet  of  packing  material 
for  sealing  the  ends  of  said  baffle  and  for  dividing 
said  casing  into  two  ducts,  one  of  said  ducts  com- 
municating with  the  openings  in  the  upper  side 
of  said  casing  and  the  other  of  said  ducts  com- 
municating with  the  openings  in  the  lower  side 
thereof. 

2.619.352 

ELECTRICAL  CONTROL  CIRCUITS 

Orrin  W.  Liyinfston,  Schenectady,  N.  Y.,  assiiruor 

to  General  Electric  Company,  a  corporation  of 

New  York 

AppUcaUon  March  29,  1934.  Serial  No.  718,094 

17  Claims.     (CI.  175 — 363) 


1.  In  combination,  means  for  producing  a 
plurality  of  relatively  variable  control  potentials 
which  are  responsive  respectively  to  separate 
quantities  which  are  to  be  selectively  regulated. 
electroresponsive  means,  and  vacuum  tube  means 
for  selectively  causing  said  electroresponsive 
means  to  respond  only  to  the  greater  of  said  po- 
tentials. 

6.  In  combination,  an  electric  valve,  means 
having  a  plurality  of  differently  controlled  an- 


ode-cathode conducting  paths  with  an  eflfcctive 
electrically  common  electrode,  means  for  im- 
pressing relatively  variable  potentials  on  said 
paths,  and  means  for  controlling  the  conductiv- 
ity of  said  valve  in  accordance  with  the  current 
flow  through  said  common  electrode. 

17.  In  combination,  a  Wheatstone  bridge,  hav- 
ing input  and  output  terminals,  a  high  vacuum 
tube  connected  as  one  arm  of  said  bridge,  and 
means  for  compensating  the  output  of  said  bridge 
for  variations  in  input  voltage  comprising  a  non- 
linear impedance  connected  as  a  part  of  another 
arm  of  said  bridge. 


2,019.353 
HYDRAULIC  PUMPING   APPARATUS 

Fredrick  A.  Lower.  Wichita  Falls.  Tex. 

Application  June  7,  1932.  Serial  No.  615.811 

1  Claim.     (CI.  103—41) 


In  a  hydraulic  system  for  transmitting  recipro- 
catory  motion,  the  combination  comprising  a  fluid 
reservoir  having  a  fluid  inlet  and  a  fluid  pres- 
sure outlet,  a  fluid  recirculating  means  compris- 
ing a  series  of  horizontally  alined,  vertically  dis- 
posed piston  cylinders  in  said  reservoir  each  hav- 
ing fluid  inlets  open  to  said  reservoir,  a  fluid 
manifold  effecting  communication  between  said 
cylinder  and  said  fluid  pressure  outlet,  pistons  in 
said  cylinders,  a  shaft  Journaled  in  bearings  at 
either  end  Interiorly  of  said  reservoir,  a  series  of 
eccentrics  fixed  to  said  shaft,  one  above  each 
of  said  cylinders  and  having  connection  with  each 
of  said  pistons  to  force  fluid  from  said  cylinders 
and  reservoir  through  said  outlet,  means  for  ro- 
tating said  shaft  to  actuate  said  pistons,  a  valve 
having  common  connection  with  said  fluid  inlet 
and  said  fluid  pressure  outlet  and  operative  at 
predetermined  Intervals  to  control  said  fluid  and 
to  effect  its  return  to  said  reservoir  for  recircu- 
lation. 


2.019.354 
UREA-CONDENSATION  RESINOUS 
COMPOSITIONS 
Barnard  M.  Marks.  Arlinfton.  N.  J.,  assignor  to 
Dupont  Viscoloid  Company.  Wilmingrton,  Del., 
a  corporation  of  Delaware 
No  Drawing.    Application  January  23,  1932, 
Serial  No.  588.489 
4  Claims.     (CI.  260 — 3) 
1.  The  method  of  produc.ng  a  resinous  compo- 
sition  which  method   comprises,   reacting   urea, 
and   formaldehyde   in   substantially   the   propor- 
tion (gram  mols>  urea  1:  formaldehyde  1  to  2.5, 
the  composition  of  matter   formed   by   reacting 
hydrogen  siilphide  and  an  aldehyde  in  an  aque- 
ous solution,  having  a  pH  between  substantially 
4  and  substantially  7.5,  and  continuing  the  reac- 
tion without  interruption   until  a  product  con- 
taining combined  sulphur  is  produced,  and  ad- 
ditional   urea    in    substantially    the    proportion 
(gram  mols)    urea  1:   such  composition  1  to  2.5. 
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2.619,555 
HUMIDITY  RESPONSIVE  DEVICE 

Clifford  A.  Nickle,  Schenectady,  N.  Y..  assignor 
to  General  Electric  Company,  a  corporation  of 
New  York 

Application  January  15.  1932.  Serial  No.  586,932 
6  Claims.     (CI.  73— 24) 


2.  In  a  hygrometer,  the  combination  of  a  set 
of  scales,  a  pointer  responsive  to  the  difference 
between  wet  bulb  and  dry  bulb  temperatures  and 
cooperating  with  said  scales,  a  second  pointer  re- 
sponsive to  ambient  temperature  and  deflecting 
over  said  scales  and  transversely  to  said  first 
pointer  to  determine  which  of  said  scales  is  to  be 
read  with  said  first  pointer. 


shank  being  flattened  from  one  end  thereof  in 
the  direction  of  its  other  end  to  decrease  its 
thickness  and  to  increase  its  width  and  having 
the  first-named  end  thereof  integral  with  the 
edge  of  the  blade  opposite  to  said  cutting  edge 
and  at  the  heel  portion,  the  flattened  portion  of 
the  shank  being  curved  to  position  the  blade  and 


2,019,356 

REFRIGERATING   MACHINE    OPERATING 

WITH  A  SOLID  ABSORBENT 

Wulff  Berxelius  NormeUI,  BerUn-Charlottenburg, 

Germany 

Application  May  13.  1931.  Serial  No.  536,996 

In  Germany  May  14.  1930 

9  Claims.     (CI.  62—179) 


1.  The  method  of  charging  a  generator-ab- 
sorber of  an  absorption  apparatus  operating  with 
solid  absorbents  having  the  characteristic  of 
swelling  upon  taking  up  a  working  medium 
which  comprises  the  steps  of  partially  enriching 
the  solid  absorbents  with  the  working  medium  to 
swell  the  same  to  the  volume  necessary  to  com- 
pletely fill  the  space  in  the  absorber  designed  to 
contain  the  solid  absorbents,  then  introducing 
the  enriched  material  into  the  absorber  and  fur- 
ther enriching  the  material  therein  to  the  degree 
desired  for  the  operation. 


2,019,357 
WFFD    DIGGER    AND    PIXLER 

John  Oestreich.  North  Platte.  Nebr. 

Application  March  11,   1935.  Serial  No.  10,570 

1  Claim.     (CI.  55—65) 

A  weed  digger  and  puller  comprising  a  blade 
including  heel  and  toe  portions  and  tapering  to- 
wards an  edge  thereof  between  said  heel  and  toe 
portions  to  provide  a  cutting  edge,  an  elongated 


its  cutting  edge  laterally  of  the  flattened  portion 
of  the  shank,  said  blade  between  the  cutting  edge 
and  the  non-cutting  edge  and  at  the  toe  portion 
being  beveled  to  define  a  second  cutting  edge  ar- 
ranged angularly  to  the  first  cutting  edge  and 
the  non-cutting  edge  and  providing  a  penetrat- 
ing point  to  said  blade,  and  means  securing  the 
shank  to  a  handle. 


2.019.358 

GAME 

Augrust  E.  Opatka,  Mount  Clemens,  Mich. 

Application  September  5,  1934.  Serial  No.  742,814 

1  Claim.      (CI.  273—46) 


A  game  apparatus  comprising  a  table  including 
supporting  means,  a  top  secured  to  said  support- 
ing means  and  extending  therefrom  to  provide  a 
relatively  long  overhanging  end  portion,  an  elon- 
gated block  extending  longitudinally  of  the  top 
and  spaced  from  the  sides  thereof  to  provide  run- 
ways and  from  the  end  of  the  overhanging  portion, 
said  block  providing  an  alley  and  having  vertical 
guide  openings  therethrough  that  extend  through 
the  overhanging  portion,  spotting  pins  movable 
through  the  guide  openings,  a  triangular  plate 
carrying  the  spotting  pins  and  disposed  below  the 
overhanging  portion,  linkis  pivotally  secured  to 
the  sides  of  the  triangular  plate,  oppositely  dis- 
posed levers  fulcrumed  to  the  sides  of  the  over- 
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hanging  portion  and  having  curved  lower  ends 
plvotally  connected  to  the  links,  a  handJe  bar 
bridging  the  upper  ends  of  the  levers  and  secured 
thereto  for  raising  the  plate  against  the  action  of 
gravity  for  elevating  the  pins  through  the  guide 
openings,  tenpins  to  be  set  up  on  the  alley  and 
having  sockets  therein  to  receive  the  spotting  pins, 
a  ball  and  means  for  propelling  the  ball  over  the 
alley  towsu'd  the  tenpins. 


2.019.359 

PRECISION  GAUGE 

John  Otwiii,  Cweatry.  EnjfUukl 

AppNeation  December  23,  19S2.  Serial  No.  648,717 

In  Great  Britain  December  M.  1931 

2  Claims.     (CI.  33— 143) 


2.  A  precision  gauge  comprising  an  anvil,  and 
a  part  carrying  a  complementary  anvil,  said 
part  having  straight  ribs  and  grooves  inclined 
to  an  imaginary  straight  line  struck  between  the 
nearest  portions  of  the  operative  faces  of  said 
anvils,  and  said  first  mentioned  anvil  having  a 
portion  formed  with  similar  straight  ribs  and 
grooves  inclined  to  said  imaginary  straight  line 
and  slidably  interlocking  with  the  corresponding 
ribs  and  grooves  of  said  part. 


2.019.36* 
EASY  OPENING  SEALED  CONTAINER 

William  F.  Punte,  Syraense.  N.  T.,  assignor  to 
Continental    Can    Company,    Inc.,    New    York, 
N.  Y..  a  corporation  of  New  York 
AppUcation  April  18.  1932,  Serial  No.  605.960 
1  CUim.     (CI.  220— 59) 


,«-- 


An  easy  opening  sealed  container  comprising  a 
body  portion  having  the  upper  end  of  the  wall 
thereof  rolled  outwardly  to  form  a  bead,  a  cover 
having  a  depression  therein  adapted  to  extend 
within  the  container  and  frlctionally  contact  with 
the  inner  face  thereof,  said  cover  having  a  flange 
overlying  said  bead  and  provided  with  a  depend- 
ing portion  extending  below  said  bead,  a  sealing 
material  disposed  between  said  bead  and  the  in- 
ner face  of  the  cover  portion  overlying  the  same, 
said  depending  portion  of  the  flange  deflning  an 
unbroken  surface,  the  lower  portion  of  the  flange 
being  bent  outwardly  and  backwardly  upon  itself 
for  strengthening  said  lower  edge  of  the  flange 
and  forming  a  smooth  unbroken  surface,  the 
flange  between  the  bent  back  portion  and  the  up- 
per portion  thereof  being  formed  with  inwardly 
projecting  rigid  indented  portions  adapted  to  ex- 
tend beneath  the  bead  on  the  container  body 
and  draw  the  cover  into  contact  with  the  sealing 
material. 


2.019.361 

APPARATUS  FOR  MAKING  HOLLOW 

RUBBER  ARTICLES 

Fred   T.  Roberta,   RIdgewood,   N.  J.,  assignor  to 

Prank  A.  Daly,  Pawtncket.  R.  I.,  as  trustee 

AppUcation  June  12,  1931.  Serial  No.  543,901 

7  Claims.     (CI.  154—14) 


] 


.■\ 


1.  Hollow  article  making  apparatus  compris- 
ing opposite  blank-supporting  members  which 
are  relatively  movable  towards  and  from  one 
another,  a  wall  of  yieldable  material  extending 
between  such  members,  said  members  having 
parts  that  engage  the  blank  at  opposite  sides 
between  which  the  blank  extends  continuously 
and  means  to  cause  the  subjection  of  the  blank 
and  said  wall  to  air-pressure  on  one  side  that  is 
superior  to  air-pressure  on  the  opposite  side,  as 
relative  movement  of  such  members  proceeds, 
said  wall  of  yieldable  material  being  in  itself  the 
means  to  give  the  final  form  to  the  article  from 
the  blank  being  operated  on. 

6.  A  method  of  making  tubes  from  pulley-shape 
blanks  characterized  by  the  use  of  a  flexible  wall 
free  to  assume  a  circular  shape  in  cross-section, 
holding  the  peripheral  edges  of  the  wall  and  a 
pulley  shape  blank  to  form  an  air  space  between 
the  wall  and  blank  and  causing  the  edge-holding 
means  to  approach  each  other  as  the  wall  and 
blank  are  assuming  the  circular  shape,  and  Anal- 
ly seaming  the  edges  of  the  blank  while  in  said 
circular  shape. 


2.019,362 
rONTGEN-RAY  APPARATUS 

Alexander   Schnitzer,  Berlin,  Germany,  assignor 

to  ElectriciUUgesellschaft  "Sanitas"  m.  b.  H.. 

Berlin.  Germany,  a  corporation  of  Germany 

Application  April  24.  1931.  Serial  No.  532.474 

In  Germany  Joly  16.  1929 

3  Claims.     (CI.  250—34) 


1.  In  Rontgen-ray  apparatus,  in  combination, 
a  unit  comprising  a  high  tension  transformer,  a 


OcToBEB  29, 18B6 


U.  S.  PATENT  OFFICE 


1129 


heating  transformer,  connecting  conductors  and 
a  protective  housing  therefor;  a  collar  in  which 
said  housing  is  mounted  for  rotary  movement: 
and  a  fork  carried  by  a  spindle  and  pivotally 
supporting  said  collar. 


2  019  363 
PREPARATION  OF  JELLY -FORMING 
ORGANIC  SUBSTANCES 
Rudolf    Georg    Schulx,    Dusseldorf  -  Holthaosen. 
Germany,  assignor  to  firm  Henkel  &  Cie.  Ge- 
sellschaft  mit  beschrankter  Haftung.  Dussel- 
dorf, Germany 
No  Drawing.     AppUcation  June  21.  1932,  Serial 
No.  618,578.    In  Germany  August  26,  1931 
9  Claims.     (CL  252 — 1) 
1.  A    process    of    treating    pulverulent    jelly- 
forming  organic  substances  to  prevent  them  from 
forming  lumps  when  swelling  or  dissolving,  com- 
prising subjecting  the  substances,  in  finely  pul- 
verized  form,   to  temperatures  substantially  no 
higher  than  approximately  180°  C.  in  the  presence 
of   approximately   3%    moisture  for  a    suflScient 
length  of  time   to  cause  them  to  form  coarser, 
porous  aggregates,  without  effecting  any  substan- 
tial   gellatlon    of    said   substances,    and    without 
forming  a  solution. 


2,019,364 

DRIVING  DEVICE  FOR  TWISTING 

MACHINES 

Ernst  Schweiser,  Zurich.  Switzerland 

AppUcation  September  9.  1933.  Serial  No.  688,841 

In  France  September  9.  1932 

1  Claim.     (CI.  117—26) 


A  driving  device  for  the  winding  bobbins  of 
machines  twisting  at  delivery,  comprising  a 
thread  guide  adapted  to  perform  a  reciprocating 
movement,  two  gears  adapted  to  diminish  auto- 
matically and  at  the  same  time  the  number  of 
revolutions  of  the  bobbins  and  the  stroke  of  said 
thread  guide  with  increasing  diameter  of  the 
bobbin,  a  non-uniform  transmission  train  in 
connection  with  said  gears  and  comprising  two 
wheels  eccentric  to  one  another,  a  crank-pin  and 
slot  coupling  interconnecting  said  wheels,  a  rock- 
ing lever  carrying  one  of  these  wheels,  this  rock- 
ing lever  being  connected  with  one  of  said  gears 
In  such  a  manner  that  the  relative  eccentricity 
of  said  wheels  is  adjustable  during  the  winding 
period  by  rocking  said  lever. 


2.019.365 

FOOD  COMPOL^ND 

Teresa  Thompson  Speed.  New  York,  N.  Y. 

No  Drawing.    AppUcation  January  19, 1934. 

Serial  No.  707.334 

11  Claims.     (CI.  99—11) 

1.  A  mixture  of  dry.  finely  sub-divided  caramel 

of  the  highly  hygroscopic,  water-soluble  type,  and 

a  more  quickly  soluble,  less-hygroscopic  separator 

including  sugar  sufficiently  dry  not  to  cake  when 

the  mixture  is  kept  in  a  dry  air-tight  container 

under  commercial  conditions. 

4B9   0.  G.— 72 


2.019.366 

DIRECTION  SIGNAL 

John  A.  Spina,  Bladera,  Calif. 

AppUcaUon  June  4,  1934,  Serial  No.  729.023 

1  Claim.     (CI.  177—329) 


A  direction  signal  comprising  a  casing  hav- 
ing opposite  walls  thereof  provided  with  direc- 
tion indicating  slots,  a  frame  mounted  in  the  cas- 
ing and  including  upper  and  lower  and  end  mem- 
bers and  open  sides  thereon,  said  open  sides  be- 
ing arranged  opposite  to  the  slots  of  said  cas- 
ing, said  end  members  intermediate  the  ends 
thereof  being  offset  to  provide  channeled  portions, 
a  partition  received  by  said  channeled  portions 
to  divide  the  casing  into  upper  and  lower  com- 
partments, said  end  members  having  the  ends 
thereof  offset  angularly  thereto  to  provide  rests 
engaging  the  casing,  and  illuminating  means  sup- 
ported by  the  frame  within  the  compartments. 


2,619,367 
OVERRLTNNING   GEARLESS   DIFFERENTIAL 

Otto  E.  Szekely,  Baltimore.  Md. 

AppUcation  October  18.  1932,  Serial  No.  638,363 

5  Claims.     (CI.  74—389.5) 


1.  A  differential  comprising  a  rigid  rotatable 
structure  including  a  rotatable  member  having 
a  pair  of  axially  extending  projections  with  pe- 
ripheral clutch  cam  surfaces  and  a  rotatable 
housing,  a  pair  of  axle  members  having  clutch 
rings  located  in  said  housing  and  having  circu- 
lar internal  surfaces  surrounding  said  cam  sur- 
faces, two  sets  of  independent  clutch  devices  lo- 
cated between  said  surfaces,  resilient  means  fix- 
edly mounted  on  each  projection  for  coordinat- 
ing' the  corresponding  said  clutch  devices,  and 
Independent  bearings  between  said  projections 
and  rings  adjacent  said  rotatable  member,  and 
between  said  housing  and  axle  members  whereby 
bearings  are  provided  at  both  axial  ends  of  each 
said  .set  of  clutch  devices. 


2019.368 

SCOURING  DEVICE 

Clarence  B.  Stevens.  Portland.  Oreg. 

AppUcation  May  18.  1934,  Serial  No.  726.385 

3  Claims.     (CL  15—209) 
1.  A  scouring  device  comprising  a  cylindrical 
holder  formed  from  a  sheet  of  elastic  material 
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and  providing  a  handle,  means  securing  the  sheet 
in  cylindrical  formation,  straight  strands  of  steel 
wool  arranged  within  said  holder  and  adapted  to 
be  fed  therethrough,  protecting  means  formed 
from  a  blank  of  elastic  material  disposed  about 


the  holder,  means  for  securing  the  protecting 
means  to  the  holder  adjacent  the  lower  end 
thereof  and  in  a  manner  to  provide  oppositely 
disposed  outwardly  flared  upwardly  extending 
gripping  portions  providing  thumb  and  finger 
receiving  pockets. 


2.019.269 

HARROW 

Marvin  Teel.  Mlllervllle,  Ala. 

Application  November  5.  1934.  SeHal  No.  751.642 

1  CTalm.     (a.  55—32) 


A  harrow  comprising  pairs  of  forwardly  and 
rearwardly  arranged  frames,  each  including  an 
end  member  and  a  pair  of  parallel  supporting 
bkrs  secured  to  said  end  member  and  extending 
at  right  angles  thereto,  a  connecting  bar  for  each 
frame  and  securing  together  In  spaced  relation 
the  supporting  bars  thereof,  means  hinging  to- 
gether the  connecting  bars  of  the  forward  frames 
with  the  connecting  bars  of  the  rearward  frames, 
means  hingedly  connecting  the  end  members  of 
the  forward  and  rearward  frames,  hinges  con- 
necting the  supporting  bars  of  the  rearward 
frames,  a  draft  connecting  means  connected  to 
the  forward  frames,  and  teeth  secured  to  said 
supporting  bars. 


2.019.370 

POULTRY  FEEDING  AND  WATERING 

DEVICE 

Carl  L.  Thomsen.  Milwaukee.  Wis. 

Application  April  21.  1934.  Serial  No.  721.800 

3  Claims.     (CI.  119—61) 

1.  A  trough  having  a  bar  provided  with 
sockets,  guard  members  disposed  along  the  bar 
and  over  the  trough,  said  guard  members  having 


depending  lugs  disposed  in  said  sockets,  each 
guard  member  being  a  .strand  of  resilient  mate- 
rial provided  with  inwardly  extending  arms  from 
which  said  lugs  depend,  the  lugs  on  each  mem- 


ber prior  to  assembly  on  the  bar  being  spaced 
at  a  distance  from  one  another  dissimilar  to  the 
distance  between  the  sockets  receiving  the  lugs 
to  provide  means  whereby  the  member  will  be 
under  tension  when  supported  on  the  bar. 


2.019.371 

DISPLAY  RACK 

Herbert  Odell  Tompkins.  White  Plains,  N.  Y. 

Application  April  2.  1934.  Serial  No.  718,710 

17  CUims.     (CI.  40—124) 


1.  In  a  display  rack,  one  or  more  channels  de- 
fined each  by  a  pair  of  opposing  upstanding  walls, 
individual  partition  plates  for  each  channel  ex- 
tending transversely  thereof  and  dividing  the 
same  into  a  plurality  of  article  receiving  pockets, 
corresponding  upwardly  directed  slots  in  the  op- 
posing channel  walls  to  receive  the  partition 
plates,  said  individual  partition  plates  being  wider 
at  their  lower  end  than  the  channel  bottom  and 
engaging  opposing  of  said  slots,  and  .said  parti- 
tion plates  being  narrower  at  their  upper  end  than 
the  transverse  distance  between  the  upper  por- 
tion of  the  slots  so  as  to  individually  be  readily 
insertlble   and  removable  from  each  channel 


2,019,372 

TOOL  FOR   REMOVIN(i   SLUDGE 

OR  THE  UKE 

Benjmmln  Thurley,  Mobile,  Ala. 
Application  March  25,  1933,  Serial  No.  662.846 
5  Claims.     (CI.  15—236) 

/J  '* 


M. 


J/ 


,** 


1.  A  tool  of  the  character  described  including 
substantially  vertical  side  plates  forming  runners. 
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a  top  plate  secured  to  the  side  plates  and  having 
a  downwardly  and  forwardly  directed  portion, 
and  a  cutting  blade  secured  to  the  forward  edge 
of  the  downwardly  and  forwardly  directed  por- 
tion. 


2,019.373 

METAL  HEEL 

Albert  von  Hayn.  Bad  Homburg.  vor  der  Uohe, 

Hesse-Nassau.  Germany 

Application  September  8.  1934.  Serial  No.  743.200 

In  France  January  3.  1934 

9  Claims.     (CI.  36—40) 


1.  A  heel  for  footwear  of  all  kinds,  consisting 
of  a  hollow  body  having  a  thin  wall  surrounding 
an  inner  space,  a  supporting  structure  within  said 
inner  space  and  separated  from  said  wall,  said 
supporting  structure  comprising  a  plurality  of 
guide  channel  members  adapted  to  having  heel 
attaching  pins  passed  therethrough  and  reaching 
from  about  the  ground  level  of  the  heel  to  where 
the  heel  comes  into  contact  with  the  shoe,  and 
means  for  retaining  said  guide  channel  members 
in  their  spaced  positions. 


2.019,374 
COMBINED  FOLDABLE  TABLE  AND  CHAIRS 

Edward  Weinbaura.  New  York,  N.  Y. 

AppUcation  August  21.  1934.  Serial  No.  740,826 

2  Claims.     (CI.  155—123) 


1.  A  device  of  the  character  described  includ- 
ing a  rectangular  table  formed  with  a  central 
plate,  four  sections,  means  for  hinging  two  of  the 
sections  to  said  central  plate,  means  for  hinging 
the  other  two  sections  to  the  sections  hinged  to 
the  central  plate,  means  for  disengageably  lock- 
ing all  of  said  sections  together  in  a  fiat  condition, 
and  a  combined  chair  and  support  connected  to 
each  corner  of  said  table. 


2.019.375 

STENCIL  PRINTING  MACHINE 

John  Sylvester  Wheelwright.  Tonbridgc, 

England 

AppUcation  December  18.  1934.  Serial  No.  758,121 

In  Great  Britain  December  23,  1933 

3  Claims.     (CI.  101— 115) 


1.  A  stencil  printing  machine  comprising  a 
number  of  endless  stencil  bands,  means  to  support 
material  to  be  printed,  a  pair  of  rollers  supporting 
each  stencil  band,  the  axes  of  which  rollers  lie  in 
a  plane  parallel  to  the  surface  of  the  material  to 
be  printed,  a  frame  supporting  the  axes  of  said 
rollers  and  means  to  displace  said  frame  normal- 
ly to  the  printing  surface. 


2.019.376 
CONTAINER  FOR   SHOE  POLISH 

Walter  W.  Wilhelm.  Baltimore,  Md..  assignor  to 
Continental  Can  Company.  Inc.,  New  York, 
N.  Y.,  a  corporation  of  New  York 

Application  September  12.  1934.  Serial  No.  743,722 
1  Claim.     (CI.  220 — 60) 


^ 


-i^ 


A  container  for  shoe  polish  or  the  like  c(Hn- 
prising  a  body  portion  having  an  outwardly  pro- 
jecting flattened  bead  spaced  from  the  upper 
end  thereof,  said  body  portion  at  its  upper  end  be- 
ing curled  outwardly  into  a  hollow  bead,  a  cover 
having  a  depending  flange  curled  inwardly  at  its 
lower  edge  into  a  hollow  bead,  the  inner  diam- 
eter of  said  cover  bead  being  less  than  the  outer 
diameter  of  the  bead  on  the  body  portion,  said 
beads  being  constructed  so  as  to  yield  and  pass 
when  the  cover  is  applied  or  removed,  and  a 
gasket  resting  on  said  flattened  bead  and  dimen- 
sioned so  as  to  be  compressed  betw3en  the  same 
and  the  cover  bead  when  said  cover  is  applied, 
said  flattened  bead  being  so  disposed  relative  to 
the  depending  flange  of  the  cover  as  to  form  a 
support  for  a  com  for  prying  off  the  cover  after 
the  gasket  has  been  removed. 


2,019.377 
RAIL  TIE  AND  FASTE?aNG  MEANS 

Constantin  Alexief.  Gouvemeur,  N.  Y. 

Application  June  8.  1934.  Serial  No.  729.687 

8  Claims.    (CI.  23»— 338) 

1.  In  a  structure  of  the  class  described,  a  hol- 
low track  rail  tie  formed  at  its  top  with  an  open- 
ing, a  cushioning  block  adjustable  vertically 
through  said  opening,  a  box-like  receptacle  for 
said  block,  and  means  on  the  interior  of  said  tic 
for  raising  and  lowering  said  receptacle,  said 
means  embodying  an  inclined  riser  ha\'ing  mar- 
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ginal  retaining  flanges  for  the  lower  base  por- 
tion of  the  receptacle,  and  an  adjusting  and  re- 


taining wedge  interposed  between  said  receptacle 
and  riser. 


2.019.378 
VENTILATOR 

WiUiam  W.  Allen.  JacksonvlUe.  Fla. 

Application  May  13.  1935.  Serial  No.  21.251 

3  Claims.     (CI.  98—121) 


1.  A  ventilating  mechanism  comprising  a 
frame,  oppositely  disposed  upstanding  supports 
secured  to  the  Inner  faces  of  the  sides  of  the  sup- 
port and  each  including  an  inwardly  extending 
flange  formed  with  superposed  notches,  a  series 
of  superposed  louvers  arranged  In  overlapping 
spaced  relation  within  the  frame,  each  of  said 
louvers  being  of  angled  contour  and  including  a 
front  and  a  rear  leg.  each  louver  having  its  rear 
leg  notched  at  each  side  rearwardly  of  and  In 
proximity  to  its  apex,  the  notches  of  the  flanges 
and  rear  legs  coacting  to  provide  for  the  over- 
lapping of  the  louvers  relative  to  and  for  plv- 
otally  supporting  the  louvers  from  the  said  sup- 
ports, an  upstanding  shlftable  adjusting  struc- 
ture for  and  arranged  at  one  side  of  said  series  of 
louvers,  said  structure  positioned  in  close  proxim- 
ity to  the  Inner  face  of  one  of  the  sides  of  said 
frame,  said  structure  being  sUdably  connected  to 
the  said  side  and  formed  with  an  Inwardly  ex- 
tending flange  provided  with  a  series  of  super- 
posed notches,  each  louver  having  its  rear  leg  at 
one  end  provided  with  a  notch  rearwardly  of  the 
other  notches  therein,  and  the  said  rear  notches 
of  the  louvers  and  the  notches  of  the  flange  of 
said  structure  coacting  for  pivotally  connecting 
the  set  of  louvers  to  said  structure. 


2,019.379 
METAL  CURTAIN  SLAT  JOINT 
Ellis  G.  Anderson.  Oklahoma  City,  Okla. 
AppUcation  September  15.  1934.  Serial  No.  744.220 
4  Clains.     (O.  189—58) 
1.  A   rolling   curtain   comprising   metal    units 
having  on  their  longitudinal  edges  inter-engaged 
extensions  consisting  of  angularly  disposed  por- 
tions, one  extension  of  each  unit  being  disposed 
within  one  extension  on  the  adjacent  unit  so  as  to 
provide  a  joint  between  adjoining  units  permit- 
ting hinging  or  pivoting  movement  of  adjoining 
units,  the  normal  angularity  of  the  portions  of 
the  extensions  forming  each  joint  being  of  differ- 


ent degrees  whereby  suflBcient  friction  is  set  up 
between  the  portions  thereof,  to  prevent  relative 


spreading  movement  of  the  units,  and  also  to  hold 
the  units  in  line. 


2.019.380 

CLOTHESPIN 

Elmore  L.  Andrews,  Lake  Charles,  La. 

AppUcaUon  April  10.  1934.  Serial  No.  719,962 

1  Claim.     (CI.  24—139) 


A  clothes  pin  formed  from  a  single  strand  of 
resilient  nist  iM-oof  wire  and  including  a  pair  of 
cooperating  Jaws  formed  from  spaced  parallel 
arms,  said  Jaws  having  outwardly  flared  free  ends 
and  one  jaw  being  longer  than  the  other,  a  coil 
for  each  jaw  for  urging  the  jaws  toward  each 
other,  each  Jaw  Including  a  pair  of  spaced  par- 
allel arms,  one  arm  of  each  pair  merging  into  its 
coll,  the  other  arms  of  the  jaws  terminating  in 
end  portions  bent  inwardly  and  upwardly  to  en- 
gage the  coils  for  providing  seats  therefor  and 
thence  bent  outwardly  and  upwardly  for  substan- 
tial vertical  disposal  between  the  coils  to  be 
guarded  thereby,  and  a  substantial  horizontal 
bridging  piece  connecting  the  coils  together, 


2.019.381 
RANGE 

William  D.  Antrim.  Gloucester.  N.  J.,  assignor  to 
Roberts  A  Mander  Stove  Company.  Philadel- 
phia, Pa.,  a  corporation  of  Pennsylvania 
Application  November  6,  1934.  Serial  No.  751,782 
S  Claims.     (CI.  126-^14) 
1.  A  substaatially  solid  surfaced  top  plate  for 
the  burner  section  of  a  cooking  range,  said  top 
plate  having  burner  flame  openings  therein  and 
upwardly   projecting    ribs    in    the   solid    surface 
portion  thereof,  the  ends  of  said  ribs  including 
relatively   spaced    arm    portions    cooperating    to 
form  open  ended  slots  adjacent   the   periphery 
of  said  burner  flame  openings,  grills  removably 
seated  in   the   burner   flame  openings,  and   up- 
wardly projecting  ribs  on  said  grills,  the  ends  of 
said  ribs  extending  beyond  the  periphery  of  the 
rings  and  engaging  the  slots  In  the  end  portions 
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of  the  ribs  in  the  top  plate  to  form  a  continuous 
series  of  ribs  for  supporting  cooking  vessels  In 


spaced  relation  with  respect  to  the  surface  of 
said  top  plate. 


2.019.382 

TORCH 

Louis  V.  Aronson,  Newark,  N.  J..  assig:nor  to  Art 

Metal  Works,  Inc.,  Newark,  N.  J.,  a  corporation 

of  New  Jersey 

AppUcation  February  19.  1935,  Serial  No.  7,273 

5  Claims.     (CI.  67— 7.1) 


1.  An  ignition  torch  comprising,  In  combina- 
tion: a  tubular  element;  a  mass  of  absorbent 
material  in  and  exposed  at  an  end  of  said  ele- 
ment; a  rod  element  housed  in  and  coaxial  with 
said  tubular  element  extending  lengthwise  ol 
said  mass  of  absorbent  material  and  projecting 
therefrom  to  provide  a  striker  member  to  coact 
with  pyrophoric  material;  one  of  said  elements 
formed  with  a  screw-threaded  portion;  and 
means  whereby  relative  rotation  between  said 
elements  feeds  said  absorbent  material  to  ex- 
posure. 


2.019383 

RIFLE   ATTACHMENT 

Thomas  Henry  Bailey,  Kingsport,  Tenn. 

AppUcation  May  19.  1933.  Serial  No.  671.924 

1  Claim.     (CI.  42—77) 
A  gun  attachment  comprising  a  forestock  hav- 
ing a  chamber  and  slo's  communicative  with  the 


chamber  and  opening  outwardly  through  opposite 
walls  of  said  forestock,  a  plate  secured  to  the  fore- 
stock  to  close  one  of  the  slots,  a  barrel  exten- 
sion mounted  in  the  chamber  and  having  slots 
aligning  with  the  first-named  slots,  a  barrel  in- 
tegral with  the  extension  and  having  a  fl.ring 
chamber  communicative  with  the  extension,  a 
breech  block  slidable  in  the  extension,  a  finger 
piece  carried  by  the  breech  block  and  extending 

:UL# f 
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through  one  of  the  slots  of  the  forestock  by  way 
of  one  of  the  slots  of  said  extension,  a  firing  means 
slidable  in  said  breech  block,  a  sear  for  holding 
the  firing  means  in  cocked  position  and  pivotally 
mounted  to  said  extension  and  arranged  in  the 
slot  of  the  forestock  closed  by  said  plate,  a  slida- 
ble button  type  trigger  carried  by  said  plate  and 
engageable  with  the  sear,  and  a  safety  catch  for 
the  sear  and  carried  by  the  plate. 


2  019  384 

DISPLAYING   DE\aCE 

James  Arthur  Baldwin,  Lawrence.  Mass. 

Application  May  29,  1934.  Serial  No.  728.168 

5  Claims.     (CI.  206 — 44) 


1.  A  device  comprising  a  receptacle  for  layers  of 
merchandise,  said  receptacle  being  open  at  the 
top.  an  appliance  removably  arranged  on  the  top 
of  the  receptacle  to  close  the  latter,  said  appliance 
having  elevating  means  operable  to  elevate  the 
merchandise  remaining  in  the  receptacle  after 
removal  of  a  portion  thereof,  to  bring  the  upper- 
most portion  of  the  remainder  at  or  near  the  top 
of  the  receptacle,  said  means  including  a  member 
on  which  the  merchandise  rests  which  carries 
it  upwardly,  winding  elements  at  opposite  sides  of 
the  receptacle,  gears  loose  on  said  elements,  mov- 
able racks  meshing  with  said  gears  to  operate 
them,  ratchets  which  cooperate  with  said  elements 
and  gears,  to  cause  the  winding  operation  of  the 
former  in  response  to  the  operation  of  the  latter,  a 
handle  connected  with  the  racks  to  operate  them, 
and  flexible  suspension  members  engaged  with 
said  first  member  and  connected  with  said  wind- 
ing elements  to  be  wound  on  the  latter. 


2,019.385 
CLOVER  SEED  SOWER 

Charles  C  Baucom,  Monroe.  N.  C. 

Application  March  12.  1934.  Serial  No.  715,221 

1  Claim.     (CI.  221—130) 


In  a  sower  of  the  class  described,  a  hopper  hav- 
ing discharge  openings  in  its  bottom,  a  shaft  ro- 
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tatably  arranged  in  the  lower  part  of  the  hopper, 
and  a  plurahty  of  disks  on  the  shaft,  one  above 
each  opening,  each  disk  including  a  hub  portion 
and  a  plurality  of  wings,  alternate  wings  extend- 
ing diagonally  in  one  direction  and  the  other 
wings  extending  diagonally  in  an  opposite  direc- 
tion, each  wing  having  flat  parallel  faces,  the  side 
edges  of  each  wing  being  disconnected  from  the 
side  edges  of  adjacent  wings  and  each  side  edge 
of  one  wing  forming  a  V-shaped  recess  with  the 
adjacent  side  edge  uf  the  adjacent  wing  and  both 
edges  of  each  wing  lying  at  the  same  angle  to  the 
plane  of  the  hub  portion  and  on  the  same  side 
of  the  hub.  the  extremities  of  the  wings  passing 
over  the  openings  adjacent  the  end  walls  of  said 
openings. 

2,019,386 
STONE  SAWING  MACHINE 
Erie  Benedini,  Barre,  Vt. 
Reflled    for    abandoned    application    Serial    No. 
469,215.  July  19.  1930.     This  application  No- 
vember 5.  1934,  Serial  No.  751.650 
1  Claim.      (CI,  125—21) 


In  a  machine  for  cutting  a  block  of  stone  into 
slabs,  spaced  uprights,  pulleys  mounted  thereon, 
an  endless  cutting  cable  trained  about  the  pulleys 
with  one  stretch  extending  between  the  uprights 
to  extend  over  the  block  to  be  cut,  means  for  im- 
parting travel  to  the  cable,  means  for  feeding  the 
pulleys  downwardly  along  the  uprights  to  feed 
the  said  stretch  of  the  cable  through  the  block, 
as  the  cutting  of  the  block  progresses,  and  a  brace 
connected  at  one  end  to  each  upright  to  extend 
horizontally  therefrom  and  provided  with  means 
at  its  other  end  for  temporary  anchorage  to  the 
block  to  be  cut,  the  said  means  being  adjustable 
as  to  length,  and  another  brace  for  each  upright 
comprising  a  thrust  rod,  a  bearing  upon  the  up- 
right through  which  the  rod  is  engageable  and 
the  portion  of  the  rod  which  is  engaged  through 
the  bearing  being  threaded,  and  a  nut  threaded 
upon  the  portion  of  the  rod  and  adjustable  to  bear 
against  the  said  bearing  and  to  effect  feeding 
of  the  rod  therethrough  in  the  direction  of  the 
block.  

2.019,387 

LOCK  NUT 

Georre  O.  Blair.  Denver,  Colo. 

Application  October  30.  1934.  Serial  No.  750,691 

2  Claims.     (CI.  151—21) 


I.  In  a  lock  nut.  a  nut  body,  a  tongue  forming 
an  integral  part  of  the  nut  body  and  arranged 
to  surround  and  engage  a  bolt  upon  which  the 
nut  is  mounted,  means  integral  with  the  tongue 
for  engaging  the  bolt  to  prevent  turning  of  the 
nut  in  one  direction  thereon,  and  means  inte- 
gral with  the  tongue  for  facilitating  its  release 
from  the  bolt. 


2.019,388 

ASH    RECEIVER 

Charies  E.  Ber^ ,  Watertown.  N.  Y. 

Application  December  12.  1934.  Serial  No.  757,232 

7  Claims.     (CI.  131—51) 


^^ 


J^ 


1.  An  ash  receiver  comprising  a  receptacle  open 
at  its  top,  a  cover  member  having  a  body  portion 
telescoping  with  said  receptacle  and  adjustable 
with  respect  thereto,  said  cover  member  having 
a  grid-like  portion  extending  over  the  top  of  the 
receptacle  in  such  manner  as  to  provide  a  cover 
therefor,  the  body  portion  of  said  cover  member 
having  openings  therein,  through  which  ashes, 
butts,  and  other  refuse  materials  may  be  emptied, 
and  means  for  limiting  separating  movement  of 
the  cover  member  and  the  receptacle. 


2.019.389 
CONVEYER 
Hermann  Bogaty.  Philadelphia,  Pa.,  assignor  to 
Proctor    A    Schwartz.   Incorporated.    Philadel- 
phia, Pa.,  a  corporation  of  Pennsylvania 
Application  January  12.  1933.  Serial  No.  651.433 
9  Claims.     (CI.  198—194) 


1.  A  conveyer  comprising  laterally  spaced  side 
chains,  rigid  transverse  girts,  relatively  long  pin- 
tles extending  perpendicular  to  the  plane  of  the 
conveyer,  a  pair  of  bearings  carried  by  each  side 
chain  adjacent  each  girt,  and  a  pair  of  bearings 
carried  by  each  end  of  each  girt,  each  pair  of 
girt  bearings  embracing  one  of  said  pintles  in 
alternating  relation  to  a  pair  of  the  bearings  on 
the  chain. 


2.019  390 

LOCKING    DEVICE  FOR  BOBBIN  HOUSINGS 

OF  SEWING  MACHINES 

Wilhelm  Bolter.  Bielefeld,  Germany,  assiirnor  to 

Anker  -  Werke     Aktienresellschaf t,     Bielefeld, 

Germany 

AppUcation  February  23,  1934,  Serial  No.  712.630 

In  Germany  March  10.  1933 

7  Claims.     (CI.  112—231) 


1.  In  a  sewing  machine,  a  bobbin  housing,  a 
detachable  cover  at  the  front  end  of  said  hous- 
ing, and  a  member  rotatably  mounted  on  said 
housing  having  integral  yielding  projections 
pressing  said  cover  onto  said  housing. 
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2,019,391 
SCREW   THREADING   TOOL 

Ignatius  Bond,  Evanston,  111.,  assignor  of  one-hall 

to  Karl  Reifenberg,  Chicago,  lU. 

AppUcation  June  9.  1934,  Serial  No.  729,927 

fi  Claims.     (CI.  10—123) 


y- 


i?L 
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2.  A  threading  tool  comprising,  a  bar  having 
a  threaded  opening  therethrough,  a  pipe  guide 
sleeve  removably  held  in  the  threaded  opening 
to  extend  from  one  side  of  the  bar,  a  die  block, 
and  means  to  clamp  the  die  block  on  the  opposite 
side  of  the  bar  to  be  centered  with  respect  to 
the  pipe  guide  sleeve. 


2.019.392 

TRACTOR  WINCH  AND  SPUDDING 

ATTACHMENT   THEREFOR 

John  F.  Brittain.  Erie.  Pa. 

Application  March  29,  1934.  Serial  No.  718,039 

5  Claims.     (CI.  255—3) 


1.  In  combination,  a  tractor,  a  power  take-off 
device  connected  thereto,  a  winch  attached  to 
said  tractor  and  receiving  its  operating  power 
through  said  take-off  device,  and  a  detachable 
spudding  attachment  mounted  on  a  dead  axle 
and  adapted  to  be  affixed  to  said  winch  and  re- 
ceive Its  operating  power  from  the  winch  operat- 
ing means. 

2.019.393 
GAS  CAP  AND  SIGNAL 

George  H.  Carah.  Ironwood,  Mich. 

Application  August  28,  1933.  Serial  No.  687,228 

1  Claim.     (CI.  177—314) 


a  circuit  maker  and  breaker  Including  spaced  con- 
tacts and  a  slidable  contact,  a  solenoid  connected 
to  said  slidable  contact,  means  for  connecting  said 
slidable  contact  to  the  bolt,  an  electric  alarm 
circuit  electrically  connected  to  said  spaced  con- 
tacts and  Including  a  source  of  electrical  energy, 
an  electric  alarm  electrically  connected  In  said 
circuit,  an  electrical  circuit  electrically  connected 
to  said  solenoid,  and  a  control  switch  electrically 
connected  to  said  circuits  for  opening  and  closing 
either  of  said  circuits  whereby  the  alarm  may  be 
actuated  by  the  bolt  moving  In  one  direction  due 
to  the  removal  of  the  cap  from  the  neck  or  to 
cause  energization  of  the  solenoid  for  retracting 
the  bolt  without  actuation  of  the  alarm. 


A  device  of  the  character  set  forth  Including 
a  fuel  tank  neck  and  a  cap  threaded  thereto  and 
provided  with  keeper  teeth,  a  housed  spring- 
pressed  bolt  carried  by  the  neck  to  engage  the 
teeth  to  prevent  unscrewing  of  the  cap  from  said 
neck,  a  key  actuated  means  for  retracting  the 
bolt  to  free  the  cap  for  unscrewing  from  the  neck. 


2,019,394 

TENNIS  RACKET  STRING  TIGHTENER 

AND  GAUGE 

Frederick  Alexander  Clemons.  Lake  Wales.   Fla. 

Application  June  4,  1934,  Serial  No.  729,021 

2  Claims.     (CL  265—1) 


2.  A  string  tightener  for  rackets  comprising  a 
bracket  to  engage  a  racket  frame,  a  handle  se- 
cured to  said  bracket  and  composed  of  yleldably 
connected  sections,  a  scale  applied  to  one  of  said 
sections,  an  indicator  secured  to  the  other  sec- 
tion and  movable  over  the  scale  during  the  move- 
ment of  said  sections  relative  to  one  another,  one 
of  said  sections  being  bifurcated  to  form  spaced 
resilient  jaws  to  receive  a  string  of  a  racket,  a 
slotted  bolt  extending  through  said  jaws,  a  nut 
threaded  to  said  bolt,  a  lever  pivotally  and  sUdably 
connected  to  said  slotted  bolt  and  having  cam- 
shaped  portions  to  engage  with  the  handle  and 
cooperate  with  the  bolt  In  contracting  the  iaws 
to  grip  the  string,  and  a  w-ear  plate  carried  by 
the  handle  and  engaged  by  the  cam-shaped  por- 
tions of  the  lever. 


2  019,395 

INITIAL   STAMPING    DEVICE 

Louis  Danenberg,  New  York,  N.  Y. 

Application  May  15.  1934,  Serial  No.  725,785 

i  Claims.       ""I.  101—3) 


-4 


1.  A  device  of  the  character  described  compris- 
ing a  base,  an  anvil  on  top  of  the  base,  a  guide 
comprising  a  vertical  portion  and  a  horizontal 
portion,  a  pivot  securing  the  vertical  portion  of 
the  guide  to  the  rear  face  of  said  base,  the  hori- 
zontal portion  of  the  guide  extending  forwardly 
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of  said  vertical  portion  and  having  a  vertical 
aperture  over  said  anvil  and  adapted  to  hold  a 
stamping  die.  the  upper  surface  of  said  anvil 
being  convex  and  concentric  with  said  pivot. 


2.019.396 
CIRCULAR  KNITTING  MACHINE 
Frederick  Edward  Deans  and  Charles  Frederick 
Manirer.  Leicester,  Enfland,  assirnors  to  The 
Bentley  Enclneerinr  Company  Limited,  Leices- 
ter. Eniriand 
Application  September  10.  1934.  Serial  No.  743.460 
In  Great  BriUin  September  15.  1933 
9  Claims.     (CI.  66— 50) 


2.  In  a  circular  knitting  machine,  a  needle 
cylinder  having  tricks  therein,  a  needle  slider, 
a  jack  for  operating  the  slider,  and  a  selector 
for  controlling  the  jack,  all  located  within  one 
and  the  same  trick  of  the  needle  cylinder,  a 
jack-operating  cam.  and  pattern  means  for  mov- 
ing the  selector  lengthwise  of  said  trick  to  move 
the  jack  out  of  engagement  with  the  jack-oper- 
ating cam. 


2.019.397 

APPARATUS  FOR  THE  PERFORMANCE  OF 
CHEMICAL  REACTIONS,  SUCH  AS  ROAST- 
ING, CALCINING.  OR  THE  LIKE 

Carl  Paul  Dcbuch.  Frankfort -on -the- Main.  Ger- 
many, assiinor  to  American  Lurgi  Corporation. 
New  York,  N.  Y..  a  corporation  of  New  York 

Oriirinal  application  Aufust  28.  1933.  Serial  No. 
687.234.  Divided  and  this  application  Septem- 
ber 4.  1934,  Serial  No.  742,662.  In  Germany 
.4urust  14.  1930 

8  Claims.     (CI.  263 — 33) 


1.  In  a  rotary-tube  furnace  provided  upon  its 
interior  with  barrier  rings,  discharge  openings 
distributed  throughout  Its  length,  each  of  said 
openings  lying  adjacent  at  least  one  barrier  ring 
and  being  provided  with  screening  means  par- 
tially encircling  the  furnace,  the  screening  means 
being  positioned  within  a  conduit  disposed  be- 
tween several  of  said  discharge  openings. 


CHAM- 
SMALL 


2  019  398 
PROCESS     (AND    APPARATUS)    FOR 
FERING    THE    SHARP    EDGES    OF 
PLATES  OF  A  LINING 

Gaston  Desagnat.  Paris.  France 

Application  May  28.  1934,  Serial  No.  728.041 

In  France  June  1.  1933 

4  Claims.     (CI.  51—278) 


1.  A  process  for  chamfering  the  sharp  edges 
of  small  plates  of  a  lining  composed  of  a  flexible 
substratum  on  which  is  glued  a  rigid  plate  which 
has  been  cut  out  on  said  substratum  Into  small 
rectangular  elements  after  it  has  been  glued  In 
position,  which  consists  In  folding  this  lining 
rearwardly  according  to  each  joint  line  of  the 
rows  of  small  adjacent  edges  are  angularly  spaced 
apart,  and  In  cutting  said  edges  according  to 
faces  aligned  according  to  one  and  the  same  plane, 

2.019.399 

KEY  OPERABLE   LOCK 

Leo  E.  Deutsch.  Hammond.  Ind..  assiirnor  to 

Marshall  William  DeuUch.  Hammond,  Ind. 

Application  April  4.  1934.  Serial  No.   719,013 

7  Claims       (CI.  70 — 70) 


1.  The  combination  with  a  lock  having  a  casing 
and  a  barrel  rotatable  therein,  of  tumbler  mecha- 
nism within  the  barrel  and  operable  longltudmal- 
ly  thereof  for  engaging  the  casing,  and  key  oper- 
ated means  changeably  connected  with  and  con- 
trolling the  tumbler  mechanism. 

2.019.400 
KEY 

Leo  E.  Deatsch,  Hammond.  Ind..  assf^nor  to 

Marshall  William  Deutsch.  Hammond.  Ind 

Application  January  19.  1935.  Serial  No.  2.578 

8  Claims.     fCI.  70—9) 

1.  A  lock  key  comprising  a  body  having  a  bit 
portion  provided  with  end  openings,  a  plurality 
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of  bits  arranged  within  the  bit  portion  for  pro- 
jection through  the  end  openings  and  means  self- 
contained  within  the  body  and  carried  by  one 
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part  thereof  for  guiding  the  other  part  when 
said  parts  are  separated  and  also  for  efTecting 
the  change  in  position  of  the  bits. 


2.019,401 

WRAPPER  FOR  ARTICLES  OF 

MERCHANDISE 

John  M.  Driver,  San  Francisco,  Calif. 

Application  December  5.  1930,  Serial  No.  500,396 

4  Claims.     (CL  131—11) 


1.  As  a  new  article  of  manufacture,  a  wrapper 
of  "Cellophane"  for  completely  enclosing  vendible 
units,  having  indicia  imprinted  on  the  inner  or 
under  surface  of  the  same  for  display  from  the 
outer  highly  polished  surface  of  the  "Cellophane". 


2.019.402 

MILK   BOTTLE  CAP 

Walter  B.  DufTy,  Fairbank,  Iowa 

Application  July  16,  1S35.  Serial  No.  31.660 

3  Claims.     (CI.  215 — 43) 
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1.  In  combination,  a  bottle,  a  rim  on  the  neck 
of  the  bottle,  exterior  threads  carried  by  the  rim, 
Interior  threads  carried  by  the  rim.  a  cap  hav- 
ing an  annular  groove  to  receive  the  rim.  and 
threads  carried  by  the  cap  on  opposite  sides  of 
the  groove  to  threadably  mount  the  cap  on  the 
rim  of  the  bottle. 


2.019.403 
RADIO  DIRECTION  INDICATOR 

Warren  S.  Eaton.  Los  Annrelcs.  Calif. 

Application  December  3,  1930.  Serial  No.  499,735 

19  Claims.     (CI.  250 — 11) 

1,  Radio  receivmg  apparatus  embodying:  a 
loop  antenna  secured  to  a  rotatable  shaft:  means 
for  continuously  rotating  said  loop  and  said  shaft; 
a  coll  mounted  upon  said  shaft  and  arranged  to 
rotate   therewith,  said  coU  being   connected  in 


series  with  said  loop:  a  fixed  coil  arranged  in  in- 
ductive relation  with  said  rotatable  coil;  a  con- 
ductor connected  to  substantially  a  midpoint  of 


said  rotatable  coil;  and  means  for  combining  the 
output  of  said  fixed  coil  with  the  output  of  said 
conductor. 


2.019,404 

MLVERAL  WATER  SIPHON  BOTTLE 

Edward  Joseph  Paul  Eurster,  London,   England 

Application  April  5,  1935,  Serial  No.  14,944 

In  Great  Britain  April  11.  1934 

6  Claims.     (CI.  215 — 5) 


1.  In  a  siphon  bottle  or  similar  container  for 
storing  and  dispensing  aerated  liquid,  the  com- 
bination with  a  discharge  head  having  an  out- 
let valve  and  an  internal  siphon  tube  connected 
therewith  of  an  automatic  gas  release  valve 
adapted  to  permit  the  escape  into  the  discharge 
head  of  excess  gas  collected  above  the  liquid 
stored  in  the  container  and  means  to  effect  the 
escape  of  the  gas  from  the  discharge  head  In 
advance  of  the  delivery  of  liquid  through  the 
discharge  head  when  the  valve  in  the  latter  is 
operated,  the  discharge  head  serving  to  retain 
the  gas  therein  until  said  outlet  valve  is  operated. 


2.019.405 
WELT  SLTPPORTING  FORM 

Saul  Ferri.  Rochester,  N.  Y. 

AppUcation  Angrust  16,  1934,  Serial  No.  740.154 

9  Claims.     (CI.  12—103) 


1.  A  welt  supporting  form  consisting  of  a  con- 
tinuous single  piece  band  of  metal  of  a  shape  to 
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conform  to  and  extend  substantially  entirely 
around  a  shoe  and  having  terminal  portions  lo- 
cated at  the  heel  portion  of  the  shoe,  said  band 
being  provided  at  one  of  its  longitudinal  edges 
with  an  inwardly  extending  marginal  projecting 
portion  arranged  to  extend  into  the  crease 
formed  by  the  welt  and  the  adjacent  portion  of 
the  shoe  and  forming  a  continuation  of  the  sur- 
face at  the  said  edge  of  the  welt  supporting  form 
to  provide  a  relatively  wide  surface  for  supporting 
the  projecting  portion  of  the  welt  of  the  shoe, 
said  welt  supporting  form  being  provided  at  its 
inner  side  with  a  laterally  inclined  intermediate 
curved  portion  located  at  the  instep  of  the  shoe,  a 
substantially  straight  bridge  member  extending 
longitudinally  of  the  said  inner  side  of  the  welt 
supporting  form  and  secured  at  its  terminals  to 
the  same  at  the  ends  of  the  said  curved  interme- 
diate portion  and  arranged  at  a  lateral  inclina- 
tion, a  strut  located  centrally  of  the  bridge  mem- 
ber and  the  said  intermediate  curved  portion  of 
the  form  and  secured  to  the  same  and  connecting 
the  bridge  member  between  its  ends  with  the  said 
curved  portion  at  substantially  the  center  there- 
of, and  means  for  connecting  the  rear  terminals 
of  the  said  band  for  maintaining  the  welt  sup- 
porting form  in  clamping  engagement  with  the 
shoe.      -^ 


\   said  outlets,  a  removable  transparent  closure  for 
the  open  top  of  said  chamber,  and  a  removable 


2.019.406 

DISPENSING   CONTAINER 

Ralph  T.  Garfein.  Easton.  Pa. 

Application  February  17.  1934.  Serial  No.  711,757 

3  Claims.     (CI.  221—98) 


1.  In  combination,  a  container  formed  with  an 
opening  having  a  resiliently  displaceable  margin, 
a  measuring  unit  formed  with  a  hinge  member 
whereby  it  may  be  cradled  In  the  opening  and 
with  a  locking  lip  to  engage  and  displace  said 
margin  in  the  initial  application  of  the  unit  and 
engage  In  rear  of  said  margin  in  the  opening 
swinging  movement  of  the  unit  to  prevent  sep- 
aration of  the  unit  and  container  during  opera- 
tive movement  of  the  unit. 


2.019.407 
PORTABLE  COLLAPSIBLE  HOTHOUSE 

Walker  Coleman  Graves.  Jr..  San  Francisco.  Calif. 

Application  July  29.  1935.  Serial  No.  33.791 

5  Claims.     (CI.  47—19) 

1.  A  portable  collapsible  hot-house  comprising 
an  upstanding  rectangular  collapsible  structure 
fonning  an  open  top  chamber  for  plant  incuba- 
tion, spaced  ledges  within  the  chamber  and  an 
opening  in  one  of  the  walls  of  the  chamber,  a 
removable  support  of  pan-like  form  mounted  on 
said  ledges  and  having  water  outlets  at  one  end 
thereof,  an  upstanding  rectangular  structure  re- 
movably mounted  in  said  support  and  Including 
oppositely  disposed  interengaging  vertically  dis- 
posed strips  forming  open  top  and  bottom  cells, 
each  for  confining  therein  a  body  of  soil,  a  re- 
movable open  top  surplus  water  receiver  extend- 
ing through  said  opening  and  positioned  below 


heating  element  arranged  within  seid  chamber 
below  said  support. 


2.019.408 

KEEPER  FOR  LOCKS 

Rudolf  Grill.  South  Oxone  Park.  N.  Y 

Application  AprU  17.  1935.  Serial  No.  16,899 

3  Claims.     (CI.  292 — 340 > 


3.  A  lock  keeper  including  a  base  having  a 
threaded  bore  and  a  pair  of  flanges  coactlng 
with  the  base  to  produce  a  bolt-receiving  cham- 
ber, and  a  keeper  head  having  a  shank  adapted 
to  be  screwed  Into  said  threaded  bore  with  a 
portion  overlapping  said  chamber  and  forming 
a  cover  therefor  so  that  said  chamber  will  be 
open  only  on  one  side. 


2.019.409 
ABSORPTION  REFRIGERATING  APPARATUS 

Kurt  Hahnel.  Berlln-Siemensstadt.  Germany,  as- 
signor   to    Siemens-Schuckertwerke    Aktienge- 
sellschaft.    Berlin- Siemensstadt.    Germany,    a 
corporation  of  Germany 
.Application  July  9,  1934.  Serial  No.  734.388 
In  Germany  July  14,  1933 
12  Claims.      (CI.  62 — 5) 


1.  In  a  system  for  heating  the  generator  of  an 
absorption  refrigerating  apparatus  of  the  inter- 
mittent type,  an  energy  source  for  said  generator, 
a  line  connecting  said  source  with  said  genera- 
tor, means  inserted  in  said  line  for  cuttinK  in  and 
out  the  supply  of  heat'ng  energy  to  said  genera- 
tor and  comprising  a  clockwork  actuated  switch- 


ing mechanism  to  initiate  the  supply  of  heating 
energy  to  said  generator  and  a  counting  mecha- 
nism for  cutting  out  the  heat  supply  to  said  gen- 
erator after  a  predetermined  amount  of  heating 
energy  has  been  consumed  in  said  generator. 


2,019.410 

AUTOMOTIVE   HEADLIGHT 

Eric  B.  Hallman.  Norristown,  Pa. 

Application  May  6.   1933,  Serial  No.  669,762 

4  Claims.     (CI.  240—7.1) 


1.  An  automotive  headlight ing  system  com- 
prising a  light  source  adapted  to  project  a  high 
speed  light  beam  pattern,  a  second  light  source 
adapted  to  project  a  low  speed  light  beam  pat- 
tern, an  electric  circuit  for  each  of  said  light 
sources,  means  controlled  by  the  speed  of  the 
vehicle  to  automatically  close  either  of  said  cir- 
cuits, whereby  the  high  speed  light  beam  pattern 
or  the  low  speed  light  beam  pattern  may  be  pro- 
jected dependent  upon  the  speed  of  the  vehicle, 
and  means  comprising  a  holding  relay  for  keeping 
the  circuit  connections  unchanged  while  said  auto- 
matic circuit  closing  means  passes  from  one  point 
to  the  other. 

2.019,411 
LIQUID  COMPASS 

Justus  Leonard  Hassel.  Stockholm.  Sweden 

Application  November  10.  1932.  Serial  No.  642,105 

In  Sweden  November  11,  1931 

2  Claims.     (CI.  33—223) 
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1.  A  liquid  compass,  comprising  a  main  body, 
having  a  chamber  for  liquid  formed  therein,  a 
compass  needle  movably  joumaled  in  said  cham- 
ber, and  a  yielding  cover  of  transparent  material 
on  said  chamber,  said  cover  consisting  of  a  sub- 
stantially flat  disc  having  an  L-shaped  flange 
whereby  the  cover  may  yield  to  allow  for  varia- 
tions of  volume  of  the  enclosed  liquid  resulting 
from  temperature  variations. 


2,019,412 
MANUFACTURE    OF    CARTONS,    POTS.    AND 
LIKE  RECEPTACLES  OF  THIN  METAL  AND 
PAPER,  CARDBOARD,  AND  THE  LIKE 

Pierre  Hevndrickx.  Roubaix.  France 

Apphcation  May  24.  1933,  Serial  No.  672,531 

In  Great  Britain  January  20,  1933 

3  Claims.     (CI.  229 — 3.1) 


1.  A  container  having  a  tubular  fibre  body  and 
metallic  ends,  an  oil-resisting  coating  covering 
the  inner  walls  of  said  body  and  metallic  ends 
each  of  said  ends  being  formed  integrally  with 
an  annular  channel  embracing  an  end  of  the  said 
body  and  in  direct  tight  contact  with  the  outside 
surfaces  of  said  body  and  also  with  the  inside 
surface  of  the  body  and  an  oil-resisting  compo- 
sition arranged  within  the  annular  channel  of 
each  metallic  end  and  contacting  the  opposed 
ends  of  said  body  whereby  a  seal  will  be  effected 
between  the  body  and  said  metallic  ends. 


2.019.413 
BURIAL  VAIXT   SEAL 

Andrew  F.  Holz,  Bristol.  Conn. 

Application  January  8.  1935,  Serial  No.  892 

5  Claims.     (CL  72 — 7) 


3.  A  burial  vault  having  an  opening  in  its  ver- 
tical wall  and  comprising  a  closure  fitted  into 
said  opening,  continuous  grooves  in  abutting  sur- 
faces of  the  respective  closure  and  opening,  a 
reservoir  above  said  opening  and  having  a  pas- 
sageway leading  to  said  grooves  whereby  a  sealing 
compound  in  said  reservoir  may  be  delivered  to 
said  grooves  to  seal  the  closure. 


2,019.414 

BOX  FOR  PACKING  EGGS  AND  SIMILAR 

FllAGILE  OBJECTS 

Oscar  Leonard  Isacson.  Gothenburg:.  Sweden 
Origrinal   application   September  29.   1932.   Serial 
No.  635,415.    Divided  and  this  application  Feb- 
ruary 23.  1934.  Serial  No.  712.622.     In  Sweden 
June  6.  1932 

1  Claim.  (CI.  229— 29) 
A  combined  egg  support  and  box  therefor 
formed  from  a  single  rectangular  blank  of  mate- 
rial provided  with  creasing  lines  disposed  parallel 
to  each  other  and  each  extending  to  the  opposite 
extremities  of  said  rectangular  blank  to  provide  a 
pluiality  of  rectangular  sections  of  equal  length, 
one  of  said  sections  being  of  greater  width  than 
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the  remaining  sections  and  having  a  plurality  of 
egg  receiving  seats  therein,  each  of  said  egg  re- 
ceiving seats  being  capable  of  receiving  a  single 
egg  and  said  seats  being  arranged  throughout 
the  entire  length  of  said  section  provided  with 
the  same,  certain  of  the  remaining  sections  being 
folded  along  their  creasing  lines  to  form  the  op- 
posed sides,  bottom  and  cover  for  the  box,  leav- 
ing the  opposite  ends  of  the  box  so  formed  opened, 
said  section  of  greater  width  and  having  the  egg 


to  a  fuse  clip,  a  line  terminal  connected  to  the 
other  contact  element   of   each   pair,  a   barrlet 
1   member  of  insulating  material  in  each  hole  be- 
I  tween  the   pair  of  contact   members  therein,  a 
bridging  conductor  on  each  said  barrier  member 
I   and  movable  therewith  into  and  out  of  contact 
with  the  corresponding  pair  of  contact  elements, 
a  transverse  rock-shaft  beneath  said  platform,  a 
pair  of  lever  arms  mounted  on  said  shaft  and  op- 
eratively  connected  to  respective  barrier  mem- 
bers, and  handle  means   actuable   to  rock  said 
shaft. 


holding  seats  therein  being  bent  upon  its  creas- 
ing line  so  as  to  extend  diagonally  from  one  of  the 
upper  longitudinal  edges  of  the  box  and  its  oppo- 
site or  free  end  extending  adjacent  to  one  of  the 
lower  longitudinal  edges  of  the  box  whereby  the 
eggs  seated  within  the  seats  thereof  will  extend 
at  right  angles  thereto  and  means  for  connecting 
the  free  ends  of  said  blank  together  whereby  the 
various  sections  of  the  blank  may  be  retained  in 
the  positions  so  formed. 


2.019.415 
ALUMINIUM  FORMATE  AND  PROCESS  OF 
MAKING   THE   SAME 
Oskar  Jochem.  Grelx-Dolaa.  and  Theodor  Hen- 
nig.  Greix,  Germany,  assignors  to  Arm  Zschtm- 
mer    &     Srhwarz    Chemise  he    Fabrik    Dolaa. 
Greii-Dolau.  Germany 
No  Drawing.     Application  April    12.  1933.  Serial 
:Jo.  665.840.    In  Germany  .April  18.  1932 
4  Claims.     (CI.  260—11) 
4.  Solid    aluminium   formate   of   the   formula 
Al'HCOOj.SHaO.  exhibiting  the  property  of  re- 
crystalllzing  from  aqueous  solutions. 


2.019.416 
ELECTRIC   SWITCH 
Ernest  G.  Johansson,  Watertown,  Mass.,  assirnor 
to  The  Palmer  Electric  &  Manafactarinf  Co., 
Waltham,  Mass.,  a  corporation  of  Massacha- 
setts 
AppUcaUon  Anrnst  19.  1931,  Serial  No.  558,038 
6  Claims.     (CI.  200—114) 
g 


5.  An  electrical  switch  comprising  a  platform 
of  insulating  material,  supporting  means  for  said 
platform  beneath  its  longitudinal  median,  said 
platform  having  a  hole  therethrough  on  each 
side  of  said  median,  two  pairs  of  fuse-holding 
clips  mounted  on  said  platform,  a  pair  being  on 
each  side  of  said  median  and  aligned  with  one 
of  said  holes,  a  pair  of  fixed  contact  elements 
projecting  Into  each  said  hole,  one  of  each  pair 
of  contact  elements  being  electrically  connected 


2.019.417 
METHOD  OF  MANUFACTURE  OF  HEAT  NON- 
CONDUCTING  COVERINGS   FOR   PIPES 
AND  THE  LIKE 

Frederick  WilUam  Kinr.  Barking,  England,  as- 
signor to  The  Cape  Asbestos  Company  Limited, 
London.  England,  a  joint-stock  company  of 
England 

Application  March  7.  1933.  Serial  No.  659.964 
8  Claims.     (CI.  154 — 28) 


1.  In  the  method  of  producing  insulating  cov- 
erings for  pipes  or  the  like  the  process  which 
comprises  smoothing  and  finishing  to  gauge  di- 
ameter, a  tubular  mass  of  the  flt)er  moistened  with 
a  binding  solution  and  which  has  been  accumu- 
lated by  a  revolving  mandrel  and  which  involves 
placing  said  tubular  mass  with  the  mandrel  in- 
side on  a  pair  of  parallel  rolls  revolving  in  the 
same  direction  and  gauging  the  diameter  by 
means  of  flanges  mounted  on  the  ends  of  the 
mandrel,  said  flanges  engaging  with  the  rolls 
when  the  mass  of  fibres  has  been  reduced  to  the 
desired  diameter  and  preventing  any  further  re- 
duction in  said  diameter. 


2,019.418 
METHOD   AND  APPARATUS  FOR  INCREAS- 
ING  RECOVERY   FROM   OIL   SANDS 
William  E.  Lang,  Lexington.  Ky. 
Application  April  24.  1935.  Serial  No.  18.059 
14  Claims.     (CI.  166—21) 


i^r  ..*3r  «:?55 


3.  The  method  of  repressuring  an  oil  sand  hav- 
ing  a   plurality   of   oil   containing  strata,  which 
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comprises  repressuring  each  productive  stratum 
of  the  sand  Independently  of  the  others  and  con- 
trolling the  relative  repressuring  of  the  several 
strata. 


2.019.419 
HYDROGENATION  OF  PYRIDINE  BODIES 

Wilbur  A.  Lasier,  Marshallton,  DeL.  assignor  to 
E.  I.  du  Pont  de  Nemours  &  Company.  Wil- 
mington. Del.,  a  corporation  of  Delaware 
No     Drawing.    AppUcation    February    24.     1934, 
Serial  No.  712.842.    In  Canada  May  11,  1931 

6  Claims.  (CI.  260 — 43) 
5.  In  a  process  of  catalytic  hydrogenatlon,  the 
step  which  comprises  bringing  a  pyridine  body 
In  liquid  phase  and  hydrogen,  under  super-at- 
mospheric temperature  and  pressure  conditions, 
into  contact  with  a  catalyst  prepared  by  heating 
a  multiple  chromate  of  a  nitrogen  base  and  a 
hydrogenating  metal  to  Its  spontaneous  decom- 
position temperature  and  thereafter  reducing  the 
resultant  composition  in  hydrogen. 


2.019.420 
PROCESS    FOR    FACILITATING    THE    PENE- 
TRATION   OF    LATEX   INTO    TEXTILE    FI- 
BERS.   THREADS,    TISSUES.    CORDS,    AND 
OTHER  TEXTILE  MATERIALS 
Leon  Sylvain  Max  Lejeune,  Wasquehal.  and  Jean 

Etienne  Charles  Bongrand,  Paris,  France 
No  Drawing.    AppUcation  October  28,  1932.  Serial 
No.  640,126.     In  France  March  7,  1932 
9  CUIms.     (CI.  91—68) 
1.  In  a  process  for  the  impregnation  of  textile 
material  with  rubber  latex  in  a  closed  vessel  un- 
der fluid  pressure,  the  preliminary  step  of  ad- 
justing the  relative  hydrogen  ion  concentration 
of  the  latex  and  of  the  textile  material  to  sub- 
stantially the  same  value  thereby  avoiding  co- 
agulation of  the  latex  at  the  interfaces  of  the 
latex  and  the  textile  material. 


2.019.421 
ATTACHMENT   FOR   REFRIGERATING 

SYSTEMS 

Edgar  T.  Link.  Allentown,  Pa. 

Application  September  13.  1934.  Serial  No.  743,921 

4  Claims.     (CI.  62—1) 


'  •»  '      '  ■  AT.  \ 


1.  An  attachment  for  a  refrigerating  system 
comprising  a  body  having  upper  and  lower  cham- 
bers therein  and  a  passage  connecting  the  cham- 
bers together,  that  part  of  the  body  containing 
the  lower  chamber  having  a  window  therein,  the 
upper  chamber  receiving  the  fluid  from  the  sys- 


tem, a  stem  located  in  the  lower  chamber  and 
having  its  upper  end  in  communication  with  the 
passage,  a  float  carried  by  the  stem,  a  glass  cyl- 
inder in  the  lower  chamber,  said  stem  having  Its 
lower  end  terminating  an  appreciable  distance 
above  the  lower  end  of  the  lower  chamber  and 
discharge  means  connected  with  the  top  of  the 
lower  chamber. 


2,019.422 

APPARATUS  FOR  FILLING  TINS  WITH  A 

GAS  HEAVIER  THAN  AIR 

Carl  Loehle.  Zurich,  Switzerland 

Application  July  8,  1931,  Serial  No.  549,508 

In  Switzerland  September  8,  1930 

5  Claims.     (CI.  226 — 68) 


X 


\r* 


n  n  n  r/h 


1.  Apparatus  for  filling  tins  containing  vict- 
uals, tobacco,  etc..  with  a  gas  heavier  than  air 
at  atmospheric  pressure;  comprising  a  container 
with  closed  side  walls  and  a  cover  therefor, 
means  adapted  to  support  the  tins  in  a  continu- 
ous movement,  at  least  one  filling  and  emptying 
opening  l)eing  provided  in  said  cover,  and  means 
for  supplying  gas  to  the  tins. 


2,019,423 

TOP  BRUSH  SETTING  OR  ADJUSTING  AND 

RETAINING  MECHANISM 

Anders  R.  Lofstrand.  Jr..  Washington.  D.  C, 

assignor  to  Anders  R.  Lofstrand,  Sr. 

AppUcation  August  21,  1934,  Serial  No.  740,842 

10  Claims.     (CI.  74—106) 


1.  In  an  adjusting  and  retaining  mechanism, 
an  upper  pair  of  spaced  parallel  suspension  links 
adapted  to  have  their  upper  ends  pivotEilly  con- 
nected to  a  support,  a  lower  pair  of  spaced  parallel 
throw  links  adapted  to  have  their  lowr  ends 
pivotally  connected  to  the  object  to  be  adjusted, 
said  pairs  of  links  normally  arranged  in  opposed 
spaced  relation,  a  vertically  movable  slidably 
mounted  element  arranged  between  the  links  of 
said  pairs  and  including  a  fixed  ratchet  disc,  a 
vertically  movable  pivot  shaft  journalled  inter- 
mediate its  ends  in  and  for  bodily  moving  said 
element,  said  shaft  extending  through  said  disc, 
a  pair  of  oscillatory  operating  levers  fixed  inter- 
!  mediate  their  ends  to  the  ends  of  said  shaft,  said 
!  pairs  of  links  being  pivotally  connected  to  said 
I  levers  adjacent  opposite  ends  of  said  shaft,  said 
'   levers   when    moving    downwardly    shifting   the 
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throw  links  away  from  the  suspension  links  to 
adjust  said  object  and  to  lower  said  shaft,  and 
means  carried  by  one  of  said  levers  and  coacting 
with  said  disc  for  latching  said  object  in  ad- 
Justed  position. 


2.019,424 

VARIABLE   SPEED  MECHANISM 

David  Low,  Asheville,  N.  C. 

AppUcation  April  12.  1934.  Serial  No.  720,291 

16  ClainuL    (0. 172—239) 

^ 


7.  In  a  variable  speed  mechanism,  a  drive  shaft, 
a  driven  shaft,  a  differential  including  a  casing 
connecting  said  shafts,  a  motor  for  causing  ro- 
tation of  the  casing  at  variable  speeds  relative 
to  the  drive  shaft  for  causing  relative  speeds  be- 
tween the  drive  and  driven  shafts,  a  governor  op- 
erated by  the  drive  shaft,  an  electric  circuit  in- 
cluding a  multi-stage  resistor  and  the  motor,  and 
movable  means  actuated  by  the  governor  and  co- 
operating with  the  resistor  for  varying  the  cur- 
rent to  the  motor. 


2.019,425 

SOUND  PRODUCING  BOX 

Charles  R.  Lace.  Brooklyn,  N.  Y. 

Application  January  22.  1933.  Serial  No.  2»951 

3  Claims.     (CL  46 — 46) 


r-V-* 


1.  As  a  new  article  of  manufacture,  a  box  for 
merchandise,  said  box  comprising  a  hollow  body 
having  a  closure  at  each  end,  said  closure  in- 
cluding a  portion  loosely  tucked  into  the  body  so 
that  it  may  be  vibrated,  and  said  body  having 
an  opening  in  one  of  its  walls  between  the  ends 
of  the  body  through  which  air  may  be  blown 
into  said  body  causing  said  portions  to  vibrate 
to  produce  sounds. 


2.019.426 
HANDLE 
Frank  W.  Msbry.  Charleston.  Mo. 
Application  Ndvember  19.  1934.  Serial  No.  753.741 
6  Claims.     (CL  70—141 
1.  A  hand  grip  for  luggage  comprising  a  chan- 
neled guard  providing  a  protector    for    a    lock 
mechanism   of    luggage,    a   semlflexible   handle 
movable  relative  to  the  guard  for  opening  and 
closing  the  latter,  link-type  hinges  between  the 
guard  and  the  handle,  shoulders  on  said  handle, 
a  rotatably  mounlBd  shaft  located  adjacent  the 


guard  and  supported  by  and  confined  in  the  lug- 
gage, fingers  on  said  shaft  to  be  engaged  and 
disengaged  with  the  luggage,  and  a  lock  mecha- 


nism for  securing  the  shaft  against  rotation  and 
for  releasing  the  shaft  and  imparting  rotation  to 
the  shaft. 


2.019.427 
IGNITION  DISTRIBUTOR 

Marion  Mallory.  Detroit.  Mich. 

Application  July  9,  1934,  Serial  No.  734,401 

5  Claims.     (CI.  200—24) 


-f  3 


f 


1.  A  distributor  comprising  a  housing  with  a 
removable  cap,  a  shaft  disposed  centrally  of  the 
housing,  a  rotor  supported  by  said  shaft  and  hav- 
ing a  metallic  blade,  said  cap  having  a  central 
boss  projecting  toward  the  rotor,  a  spring  acting 
between  the  shaft  and  the  rotor  and  exerting 
pressure  on  the  latter,  whereby  the  rotor  blade 
has  a  thrust  bearing  on  the  end  of  the  boss  and 
is  guided  thereby  in  a  uniform  plane  perpendicu- 
lar to  the  axis  of  the  shaft,  regardless  of  any 
play  between  the  rotor  and  said  shaft,  and  spark 
plug  terminals  In  the  top  of  the  cap  slightly 
spaced  from  the  plane  of  the  rotor  blade. 


2.019,428 
MACHINE  FOR  THE  MOLDING  OF  TILES 

AND  THE  LIKE 

William  Geoffrey  McCombe,  West  Subiaco. 

Western  Australia,  Australia 

Application  September  28.  1934,  Serial  No.  746,005 

In  AustraUa  October  12,  1933 

10  Claims.     (CI.  25 — 42) 


1.  In  a  machine  of  the  type  set  forth,  the  com- 
bination of  a  supporting  frame,  a  mold  frame 
slidably  mourned  therein,  a  renewable  mold  plate, 
means  for  holding  said  plate  in  said  mold  frame 
in  position  to  receive  cementltious  material,  at 
least  one  shaped  ramming  roller,  a  shaft  on  which 
said  roller  is  mounted  eccentrically,  a  shaped 
finishing  roller,  and  a  shaft  on  which  said  finish- 
ing roller  is  mounted  concentrically. 
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2,019,429 
AUTOMOBILE  DOORLOCK 

Allen  McCormick,  Portsmouth,  Ohio 

AppUcation  June  19,  1934.  Serial  No.  731,376 

3  Claims.    (CI.  70— 91) 


ii  O  '^ 


,r» 


-T- 


/■ 


% 


i 


1.  A  door  lock  comprising  a  casing  mounted 
in  a  door  with  the  opposite  walls  thereof  located 
at  opposite  sides  of  the  door,  a  spring  pressed 
latch  bolt  carried  by  the  casing  and  normally 
positioned  to  catch  into  a  keeper  when  engaged 
therewith,  a  guard  secured  to  the  exterior  of 
one  of  the  walls  of  the  casing,  a  handle  movable 
into  and  out  of  said  guard,  an  inner  shell  integral 
with  the  handle  and  mounted  to  slide  and  turn 
relative  to  the  casing,  an  outer  shell  receiving 
the  inner  shell,  a  handle  secured  to  the  outer 
shell  and  located  on  the  opposite  side  of  the  door 
from  the  first  handle,  latch  bolt  operating  means 
between  the  latch  bolt  and  each  of  said  shells, 
whereby  said  latch  bolt  may  be  retracted  at  any 
time  by  the  operation  of  the  second  handle  and 
may  be  retracted  by  the  first  handle  only  when 
the  latter  Is  positioned  outwardly  of  the  guard, 
and  a  self-locking  and  key  actuated  means  for 
locking  the  first  handle  in  position  within  the 
guard,  and  means  whereby  a  sliding  movement 
of  the  outer  shell  by  the  second-named  handle 
may  bring  the  first  handle  in  the  guard  to  be 
held  In  the  latter-named  position  by  said  self- 
locking  and  key  actuated  means. 


2,019,430 

ELECTRIC.\L  APPARATUS 

Charles  I.  McNeil,  Bloomfield,  N.  J.,  assimor  to 

Eclipse    Aviation    Corporation,    East    Orange, 

N.  J.,  a  corporation  of  New  Jersey 

Application  September  13,  1930,  Serial  No.  481,755 

13  Claims.     (CI.  171—314) 


__jXj  _/ 


r-if—. 


LLP....H^J  T. 


8.  In  a  battery  charging  system,  a  generator,  a 
battery  adapted  to  be  connected  to  said  genera- 
tor, a  reverse  current  cut-out  between  the  gen- 
erator and  battery  and  having  series  and  shimt 
coils,  and  a  switch  required  to  be  actuated  man- 
ually to  close  the  generator-battery  circuit  but 
adapted  to  be  operated  automatically  when  cur- 
rent flows  from  the  battery  to  the  generator  for 
opening  said  circuit  and  for  disconnecting  the 
«shunt  coll  from  the  battery.        -■-  —  ■    -— 


2,019,431 
FLATIRON  LIFT  STAND 
Joseph  W.  Myers.  Philadelphia,  Pa.,  and  William 
H.   Ginder,    Haddonfieid,    N.   J.,    assignors   to 
Proctor  &  Schwarti  Electric  Co.,  Philadelphia, 
Pa.,  a  corporation  of  Pennsylvania 
Application  February  14,  1935,  Serial  No.  6,540 
11  Claims.     (CI.  68—26) 


'?» 


1.  In  a  flat-iron,  a  pivoted  handle  for  said  iron, 
supporting  means  pivotally  carried  at  the  rear  of 
said  iron  and  extending  forwardly  thereof,  and 
means  operatively  connecting  said  supporting 
means  to  said  handle. 

2,019.432 

LIGHTER  CONSTRUCTION 

Carl  Julius  Lagerholm,  Attleboro,  Mass.,  assignor 

to    Evans    Case    Company,    North    Attleboro. 

Mass..  a  corporation  of  Massachusetts 

Application  August  4,  1928,  Serial  No.  297,388 

7  Claims.     (CL  67—7.1) 


1.  In  a  lighter,  a  casing,  a  wick  extending 
therefrom,  pyrophoric  material  positioned  adja- 
cent said  wick,  a  rotatably  mounted  friction 
wheel,  a  spring  forcing  said  material  into  en- 
gagement with  said  friction  wheel,  a  finger  piece, 
means  effecting  rotation  of  said  friction  wheel  on 
movement  of  said  finger  piece,  a  spring  yield- 
ingly resisting  movement  of  said  finger  piece, 
and  means  independent  of  the  friction  wheel 
for  interposing  an  additional  abruptly  increasing 
and  suddenly  yielding  resistance  to  the  move- 
ment of  the  finger  piece  during  the  latter  portion 
of  its  movement^ 

2,019,433 
PYROPHORIC  LIGHTER 

Carl  Julius  Lagerholm.  Attleboro,  Mass..  assignor 
to  Evans  Case  Company,  North  Attleboro, 
Mass.,  a  corporation  of  Massachusetts 

Application  October  25,  1930,  Serial  No.  491,116 
15  Claims.     (CI.  67— 7.1) 
15.  In  construction  for  lighters  -and  the  hke. 

In  combination,  a  fuel  compartment  having  a  well 

formed  In  the  top  side  thereof,  a  wick  extending 
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from  said  fuel  compartment  adjacent  said  well, 
sparking  apparatus  adjacent  said  wick,  a  pair 
of  levers  pivotally  mounted  above  said  well  and 


''-•^m^ 


adapted  to  move  into  said  well,  and  means  in- 
terrelating said  sparking  apparatus  with  said  le- 
vers whereby  actuation  of  said  levers  operates 
said  sparking  apparatus. 


2.019.434 

UGHTER  CONSTRUCTION 

Alfred  F.  RciUy.  North  Attleboro.  BUss..  aasUnor 

to  Etuis  Caoe  Company.  North  Attleboro,  Ma«k, 

a  corporation  of  MaaMchnaetta 

Application  Fehnuur  2*.  1932.  Serial  No.  594459 

18  Claims.     (CL  C7— 7.1) 


2.  In  a  lighter,  the  combination  with  a  fuel 
receptacle,  a  wick  projecting  from  said  recep- 
tacle, an  abrasive  wheel  adjacent  said  wick  and 
pyrophorlc  material  in  contact  with  said  wheel, 
of  a  snuffer  for  said  wick,  resilient  means  urging 
said  snuffer  into  snuffing  position,  a  pair  of  de- 
tents to  hold  said  snuffer  in  open  position  against 
the  action  of  said  resilient  means,  and  a  strong 
spring  positioned  to  oppose  the  raising  of  said 
snuffer  and  making  it  difficult  to  engage  said 
dctttits  with  each  other. 


2,019.435 

PYROPHORIC  LIGHTER 

Robert  S.  Blair.   Stamford.   Conn.,  assignor  to 

Evans  Case  Company.  North  AtUeboro.  Mass., 

a  corporation  of  Massaehosetts 
AppUcation  Deeeraber  12.  1932.  Serial  No.  646.754 
24  Claims.     (CL  «7~7.1) 

1.  In  a  lighter  mechanism,  the  combination 
with  a  fuel  tank,  a  sparking  wheel,  means  mount- 
ing a  piece  of  pyrophoric  material  for  contact 
with  said  wheel,  a  wick  extending  into  said  fuel 
tank,  a  snuffer  for  said  wick,  a  separate  finger 
piece  to  actuate  said  snuffer,  and  a  top  wall  for 
said  fuel  tank  mounting  all  of  said  parts,  of  means 
connecting  said  finger  piece  and  said  snuffer  in- 


cluding a  spring,  and  latch  means  normally  hold- 
ing  the   snuffer  down   said   latch   means   being 


MZ^     J*' 


t*     ^»t 


biased  to  cause  the  snuffer  to  be  pressed  against 
a  seat  surrounding  said  wick. 


2.019.436 
LIGHTER  MECHANISM 
Thomas  M.  Gibson,  North  AtUeboro.  Mass..  as- 
signor to  Erans  Case  Company,  North  Attle- 
boro, Mass.,  a  corporation  of  Massachusetts 
ApplicaUon  Aognst  16,  1933.  Serial  No.  665,313 
6  Claims.     (CL  67—7.1) 

U 


||^^S|Cg 


'^ 


^w 


1.  In  a  lighter,  a  fuel  receptacle  being  substan- 
tially a  rectangular  parallelepiped,  a  wick  pro- 
jecting from  the  top  of  said  receptacle,  a  sparking 
wheel  mounted  on  said  receptacle,  a  finger  piece 
and  connecting  means  to  operate  said  wheel  to 
throw  sparks  up<m  said  wick,  a  tube  projecting 
through  the  top  of  said  receptacle  holding  a  piece 
of  pyrophoric  metal  against  said  wheel,  said  tube 
being  threaded  at  the  bottom  thereof,  a  removable 
bottom  for  said  receptacle,  a  closure  screw  for  said 
tube  also  ttcting  to  hold  said  bottom  in  place,  a  fill- 
ing opening  screw  for  said  bottom  also  serving  to 
hold  said  bottom  in  place,  and  means  attached  to 
said  receptacle  on  the  inside  thereof  having  screw 
threads  for  cooperation  with  said  closure  screw. 


2.019.437 

PARACHUTE 

Samuel  H.   Knight,  Lancaster,  Pa.,   assignor   to 

Follmer,  Clogg  A  Co.  Inc.,  Lancaster.  Pa.,  a 

corporation  of  New  Torli 

AppUcaUon  March  8,  1932,  Serial  No.  597.563 
4  Claims.     {CI.  244—21) 

1.  A  folded  parachute  In  the  form  of  a  sub- 
stantially flat  quadrilaterally  shaped  bundle,  said 
bundle  being  composed  of  a  plurality  of  quad- 
rilaterally shaped  folds  arranged  side  by  side  and 
l3^g  parallel  to  each  other,  the  adjacent  folds 
being  connected  to  each  other  at  one  end,  each 
of  said  folds  being  composed  of  fiat  layers  of 
single  thicknesses  of  the  fabric  of  said  canopy 
lying  parallel  to,  and  smoothly  against  each  oth- 
er, the  outside  fabric  layer  of  each  fold  having 
its  free   edge  extending   towards  the  same  side 
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edge  of  the  bundle,  and  load  cords  attached  to 
the  peripheral  portion  of  the  canopy  extending 


outwards  to  fall  free  from  the  parachute  as  it 
opens  up. 


2,019,438 

PORTABLE   BENCH   FOR   PACKING   HOUSES 

Bessie  Linn  Smith,  Avon  Park,  Fla. 

AppUcation  May  5,  1933.  Serial  No.  669,616 

Renewed  Augost  17.  1935 

6  Claims.     (CI.  226—129) 


1.  In  combination,  a  portable  packing  bench 
having  a  trackway  at  its  top  inclined  downward- 
ly toward  its  discharge  end  and  providing  a  plat- 
form for  holding  a  container  to  be  packed,  the 
discharge  portion  of  said  trackway  projecting 
beyond  the  body  of  said  bench  to  overlie  a  free 
space  therebeneath.  and  means  carried  by  the 
bench  for  holding  the  container  to  be  packed  on 
the  portion  of  the  inclined  trackway  above  the 
body  of  the  bench,  said  holding  means  being  de- 
tachable from  the  container  to  permit  its  move- 
ment down  the  trackway  to  the  projecting  por- 
tion. 


2,019,439 
DRIVING   MECHANISM  AND   Al  TOMATIC 
STOP   MEANS  THEREFOR 
Georre  J.  LTilig,  Chicago,  HI.,  assirnor  to  Victor 
Adding  Machine  Company,  Chicago.  IlL,  a  cor- 
poration of  Delaware 
Oririnal  application  December  30,  1933.  Serial  No. 
704  648.     Divided  and  this  application  July  2, 
1934,  Serial  No.  733,449 

14  Claims.  (CI.  192—149) 
1.  A  device  of  the  character  described,  com- 
prising In  combination,  a  driven  shaft,  an  elec- 
tric motor  for  driving  the  driven  shaft,  enpage- 
able  means  Including  a  resilient  connection  be- 
tween the  motor  and  the  driven  shaft,  clutch 
means  coacting  with  said  resilient  driving  means, 
means  coacting  with  said  clutch  means  normally 

459  O.   G.— 7.3 


urging  the  same  to  engage  said  engageable  means, 
stop  means  coacting  with  the  clutch  means  dis- 
engaging the  same  from  the  engageable  means, 


and  manually  controlled  means  for  releasing  said 
stop  means  to  effect  the  engagement  of  the  clutch 
means  with  the  resilient  driving  means  and  the 
turning  movements  there"fcf  with  the  driven  shaft. 


2,019.440 

HYDRAUUC  FLOW-REGULATINO  DEVICE 

John  Warren  Watson,  Wayne,  Pa.,  assignor  to 

John  Warren  Watson  Company,  Philadelphia, 

Pa.,  a  corporation  of  Pennsylvania 

Application  March  2.  1933.  Serial  No.  659,428 

5  Claims.     (CI.  188 — 89) 


1.  In  mechanism  for  resisting  a  force,  two 
chambers,  a  passage  connecting  said  chambers,  a 
liquid  in  one  of  said  chambers,  means  for  caus- 
ing said  liquid  to  fiow  from  said  chamber  through 
said  passage  to  said  other  chamber,  a  restricting 
orifice  of  constant  area  in  said  passage  to  govern 
said  fiow.  said  passage  having  a  wall  portion 
curving  continuously  toward  and  up  to  said  re- 
stricting orifice,  and  means  in  said  passage  con- 
structed and  arranged  to  unbalance  the  pres- 
sures at  each  side  of  said  continuously  curving 
wall  portion. 


2,019.441 
INTERLEAF  OR  SPACER 
John  Warren  Watson,  Wayne.  Pa.,  assignor  to 
John  Warren  Watson  Company,  Philadelphia, 
Pa.,  a  corporation  of  Pennsylvania 
Application  February  1.   1934.  Serial  No.  709.379 
4  Claims.     (CI.  267—47) 
1.  Means  for  reducing  the  static  coefficient  of 
friction    between    relatively    movable    adjacent 
members  one  of  which  has  an  opening  there- 
through, comprising  a  sleeve   mounted  on  said 
one  member  over  the  opening  thereof  carrying 
at  Its  inner  and  outer  surfaces   a  lubricant  so 
as  to  supply  the  lubricant  to  all  of  the  members 
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In  contact  with  the  surfaces  of  said  sleeve,  and 
means  drawing  the  sides  of  said  sleeve  together 


in  said  opening  to  prevent  longitudinal  displace- 
ment of  said  sleeve. 


2.019.442 

DUAL  PLATEN  AND  TYPE  BARS  THEREFOR 

Albert  C.   Buehler.  Kenil worth.  111.,   assignor    to 

Victor  Adding  Machine  Company,  Chicago.  111., 

a  corporation  of  Delaware 

Application  June  14.  1934.  Serial  No.  730.603 

22  Claims.     (CI.  197 — 22) 


1.  In  a  device  of  the  character  described,  the 
combination  with  a  pair  of  platens  arranged  in 
superposed  relation  one  with  the  other  and  type 
carrying  elements  coacting  therewith,  of  means 
whereby  said  platens  may  be  adjusted  longitudi- 
nally with  respect  to  each  other,  and  means 
whereby  said  platens  may  be  bodily  carried  inde- 
pendently of  said  longitudinal  adjustment. 


2.019.443 
SULPHUR  COMPOSITION 
Lndwig:  J.  Chrlstmann.  Jersey  City,  and  David  W. 
Jayne,  Jr..  Elizabeth.  N.  J.,  assignors  to  Ameri- 
can Cyanamid  Company,  New  York,  N.  Y.,  a 
corporation  of  Maine 

No  Drawing.    Application  November  23.  1932, 
Serial  No.  644.074 
9  Claims.     (CI.  167—20) 
1.  Sulphur  in  powdered  form  intermixed  with 
pine  oil  and  liquorice  root. 


2.019.444 
VALVE  COMPENSATOR 
Harold  D.  Church,  Cleveland  Heights.  Ohio,  as- 
signor to  The  White  Motor  Company,  Cleveland. 
Ohio,  a  corporation  of  Ohio 
Application  February  3,  1930,  Serial  No.  425,436 
6  Claims.     (CI.  123—90) 
1.  A  self-adjusting  valve  mechanism  compris- 
ing a  pair  of  cams,  an  engine  valve  spring -pressed 
to  closed  position,  a  bearing  member  for  engag- 
ing one  of  said  cams  and  receiving  the  thrust 
thereof,  a  tappet  spaced  from  said  bearing  mem- 
ber for  transmitting  thrust  to  said  valve,  a  spring 
normally  maintaining  said  bearing  member  and 


said  tappet  in  spaced  relation,  a  body  of  liquid 
for  transmitting  thrust  from  said  bearing  mem- 


ber to  said  tappet,  and  a  valve  for  said  liquid  con- 
trolled by  the  other  of  said  cams. 


2.019,445 

OVERHEAD  ELECTRIC  TRANSMISSION  LINE 

Frederick    M.   Crapo,   Moncie.    Ind..    assignor   to 

Indiana  Steel  A  Wire  Company,  Muncie,  Ind., 

a  corporation  of  Indiana 

Application  January  8,  1934,  Serial  No.  705,831 

18  Claims.     (CI.  173— 13) 


""fcl  Wi.t^M.*-..  />««.»......„ 
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1.  An  overhead  electric  transmission  line, 
comprising  a  conductor  of  carbon  steel  which 
contains  less  than  0.50%  carbon,  which  con- 
tains less  than  0.30 '^c  manganese  when  the  car- 
bon exceeds  0.25%.  and  which  has  been  quenched 
from  above  Its  Aci  critical  temperature  by  a  liq- 
uid medium  having  a  temperature  below  the 
melting  point  of  lead. 


2.019.446 

PHASE   AND   AMPUTUDE   MODLXATION 

RECEIVER 

Murray  G.  Crosby,  Riverhead,  N.  Y.,  assignor  t« 

Radio  Corporation  of  America,  a  corporation  ol 

Delaware 

Application  April  9,  1934,  Serial  No.  719.643 
18  Clams.     (CI.  250— 20) 


m  Jn«f.  -»r,»  WJ-.  J 
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1.  In  a  system  for  receiving  and  demodulating 
oscillations  modulated  In  phase  and  in  ampli- 
tude, a  signal  absorbmg  means,  signal  amplify- 
ing means  coupled  thereto,  signal  demodulating 
means  coupled  by  circuits  to  said  signal  amplify- 
ing means,  and  means  connected  with  one  of  said 
circuits  for  rendering  said  demodulating  means 
receptive  to  different  t3rpes  of  signal  modula- 
tions. 
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2.019,447 
OVERHEAD  ELECTRIC  TRANSMISSION  LINE 
Frank  F.  Fowie,  Winnetka.  111.,  and  Frederick  M. 
Crapo,  Muncie.  Ind..  assignors  to  Indiana  Steel 
&  Wire  Company,  Muncie,  Ind.,  a  corporation 
of  Indiana 
AppUcation  January  8,  1934,  Serial  No.  705,830 
4  Claims.     (CI.  173—13) 


1.  An  overhead  electric  transmission  line,  com- 
prising a  carbon-steel  conductor  which  Is  to  carry 
current  and  which  contains  at  least  0.25%  of 
carbon  and  not  In  excess  of  0.30%  of  manganese. 


2,019.448 
ART  OF  AND  APP.^RATUS  FOR  CONVERTING 

HYDROCARBONS 
William   L.   Gomory,   Paris,   France,  assignor   to 
Standard  Oil  Development  Company,  a  corpo- 
ration of  Delaware 
Application  August  13,  1930,  Serial  No.  475,105 
In  Great  Britain  July  15,  1930 
8  Claims.     (CI.  196—48) 


i ..» 


1.  A  process  for  the  treatment  of  hydrocarbons 
which  comprises  subjecting  fresh  charge  oil  to 
vaporization  under  pressure  without  cracking  in 
a  chamber  divided  into  a  dephlegmating  zone 
and  a  vaporizing  zone,  recovering  a  reflux  con- 
densate from  the  dephlegmating  zone  and  sub- 
jecting the  same  to  crackins  conditions  of  tem- 
perature, pressure  and  time  in  a  heating  and 
cracking  zone  comprising  a  heating  coil  and  a 
conversion  chamber,  discharging  the  resulting 
products  from  the  conversion  chamber  into  said 
vaporizing  zone,  removing  the  vapors,  sepwirately 
withdrawing  the  residue  from  the  vaporizing  zone 
and  returning  the  lighter  fractions  of  the  residue 
to  said  heating  and  cracking  zone. 

2.019.449 

METHOD  OF  MAKING  CONSTRUCTIONAL 

MATERIAL 

Albert  C.  Fischer,  Chicago,  HI.,  assignor  to  The 
Philip  Carey  Manufacturing  Company,  a  cor- 
poration of  Ohio 
No  Drawing.  Original  application  October  16, 
1925.  Serial  No.  62.907.  Divided  and  this  appli- 
cation December  3.  1928.  Serial  No.  323,582 

4  Claims.  (CI.  18—47.5) 
1.  The  method  of  making  compressible  and  ex- 
pansible strips  characterized  by  mixing  a  mass  of 
ductile  waterproofing  binder,  vegetable  reen- 
forcing  elements  of  relatively  large  surface  areas, 
and  finely  divided  fibers;  and  forming  the  mass 
Into  a  sheet  between  belts. 


2,019,450 
DUMPING  RECEPTACLE 
George  O.  Harm,  Warren,  Ohio,  assignor  to  The 
Stevens  Metal  Products  Company,  Niles.  Ohio, 
a  corporation  of  Ohio 

AppUcation  July  12.  1933,  Serial  No.  680,012 
6  Claims.     (CI.  298 — 8) 


1.  A  vehicle  charging  receptacle  tiltably  mount- 
ed on  the  vehicle  and  having  a  charging  and  dis- 
charging opening,  a  cover  operating  to  close  the 
opening,  and  means  for  operating  said  cover  in- 
cluding bearings  carried  by  the  receptacle,  a 
rotatable  shaft  passing  through  said  bearings, 
cams  keyed  to  the  shaft  and  operating  in  said 
bearings,  said  cover  being  freely  rotatable  on 
said  shaft  and  movable  thereby  in  a  sliding  mo- 
tion across  the  opening  when  the  shaft  is  ro- 
tated. 

2.019,451 
AUTOMATIC  LOADING  AND  LTSXOADING 

TRUCK 

George  O.  Harm,  Warren,  Ohio,  assignor  to  The 
Stevens  Metal  Products  Company,  Niles,  Ohio, 
a  corporation  of  Ohio 

Application  March  6,  1934.  Serial  No.  714^283 
11  Claims.     (CI.  214— 78) 


1.  A  self-loading  and  unloading  apparatus  com- 
prising an  elongated  body  tiltable  at  its  ends  for 
compact  loading  and  for  discharging  its  contents, 
a  loading  scoop  pivotally  carried  by  the  body  and 
operating  to  dump  its  contents  into  said  bodj' 
when  the  body  is  tilted  from  one  end.  and  means 
carried  by  the  body  and  connected  with  the  scoop 
to  operate  the  same  when  the  body  is  tilted. 


2.019.452 

PROCESS  OF  MAKING  SYNTHETIC 

LUMBER 

Charles  E.  Hartford.  Dubuque.  Iowa,  assignor  to 

National    Cornstalk    Processes.    Inc.,    Chicago, 

III.,  a  corporation  of  Delaware 

No  Draw  ng.     Aoplicatlon  O-'t-ber   13.  1932, 

Serial  No.  637.029 

2  CUims.     (CL  92—39) 

1.  The  process  of  manufacturing  synthetic 
lumber  from  fibrous  material  by  forming  a  pulp 
from  the  material  and  treating  it  with  chemical 
solutions  and  then  forming  the  treated  pulp  into 
a  thick  layer  and  passing  it  through  a  forming 
machine  and  press  and  there  removing  the  ex- 
cess solutions  from  the  treated  pulp,  which  com- 
prises first  mixing  the  fibrous  material  with 
water  to  form  the  pulp  to  be  treated,  removing 
from  the  pulp  thus  formed  water  in  such  amount 
that  the  water  content  of  the  pulp  to  be  treated 
is  not  in   excess  of   the  water  content  of   the 
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treated  pulp  after  passage  of  the  latter  through 
the  forming  machine  and  press,  mixing  and 
treating  the  dewatered  pulp  with  water  and 
chemical  solutions  to  bring  such  dewatered  pulp 
back  to  its  proper  consistency  for  further  proc- 
essing, and  returning  to  the  system  for  use  in 
the  treatment  of  additional  untreated  pulp  the 
water  and  chemical  solutions  removed  from  the 
treated  pulp  in  the  passage  of  the  latter  through 
the  forming  machine  and  press. 

2,019.453 
RESINOUS    MATERIALS    AND   PROCESSES 

FOR  PRODUCING  THEM 
Arthur  M.  Howald,  PltUborcb,  Pa.,  aastgiior  to 
Toledo  Synthetic  Products,  Inc.,  Toledo,  Ohio, 
a  corporation  of  Ohio 

No  Drawing.    Application  February  11,  1929, 
Serial  No.  339  225 
31  Claims.     (CL  260—3) 
1.  In  the  production  of  useful  products  by  the 
reaction  of  urea  on  formaldehyde  In  aqueous  so- 
lution, the  process  which  comprises  forming  an 
initial  product  by  beating  urea  with  an  excess 
of  formaldehyde  in  a  slightly  acid  solution,  mak- 
ing the  solution  slightly  alkaline,  adding  addi- 
tional  urea  and  concentrating  the  solution  by 
evaporation.     

2.019.454 
GRINDING  MILL 
Axel  Larsen.  Aalborg,  Denmark,  assignor  to  F.  L. 
Smidth  &  Co.,  New  York,  N.  Y.,  a  corporation  of 
New  Jersey 

Appl  caUon  August  19.  1932.  Serial  No.  629.444 

In  Great  Britain  November  23.  1931 

4  Qaims.     (CI.  83—9) 


1.  In  a  grinding  mill,  the  combination  of  a 
stationary,  non-rotating  shell  adapted  to  receive 
a  charge  of  grinding  bodies  and  material  to  be 
ground  and  to  discharge  the  ground  material,  a 
perforated  rotor  disc  to  effect  relative  movement 
of  the  grinding  bodies,  means  to  rotate  the  ro- 
tor, and  a  partition  encircling  the  rotor  In  the 
plane  thereof  and  closing  the  space  between  the 
rotor  and  the  fixed  shell. 


2.019,455 
DESK 
Will'am  C.  Lehman,  Cannelton,  Ind..  assignor  to 
The  Lehman  Company  of  America,  Inc.,  Can- 
nelton, Ind.,  a  corporation  of  Indiana 
AppUcation  August  24,  1934.  Serial  No.  741,210 
3  Claims.     (CI.  45 — 70) 


^^ 


portion,  means  for  raising  said  slldable  top  por- 
tion comprising  a  spring  secured  to  the  t>ody  por- 
tion of  said  desk  and  to  said  top  portion,  said 
spring  being  under  tension  when  said  top  portion 
Is  in  lowered  position,  a  dashpot  cooperatively 
associated  with  said  spring  to  retard  the  return 
of  energy  therefrom  and  means  for  securing  said 
top  portion  in  lowered  position. 


2,019.456 

POWER  OPERATED  ELEVATOR  DOOR 

Arthur  J.  Liebenberg.  Cincinnati,  Ohio,  assignor 

to  The  Warner  Elerator  Company,  Cincizmati. 

Ohio,  a  corporation  of  Ohio 

Application  February  13.  1934,  Serial  No.  711.001 

10  Claims.     (CI.  187—52) 


1.  In  a  desk  the  combination  of  a  body  portion, 
a  fixed  top  portion  and  a  vertically  slldable  top 


1.  An  elevator  door  operating  mechanism  com- 
prising, a  sliding  hatchway  door,  a  link  structure 
pivotally  connected  with  said  door  and  to  a  sta- 
tionary support,  the  elements  thereof,  when  the 
door  is  closed,  in  a  relative  posture  for  locking 
the  door  against  opening,  means  in  the  hatchway 
in  connection  with  said  link  structure,  a  shoe 
carried  bsi  the  elevator  car  normally  in  a  retired 
position  and  when  expressed  during  the  car  ai>- 
proach  of  and  stationed  in  relation  to  the  hatch- 
way door  opening  actuating  said  means  for 
breaking  the  locking  posture  of  said  link  struc- 
ture for  door  opening,  a  door  operating  motor 
carried  by  the  elevator  car,  and  means  for  trans- 
mitting power  from  said  motor  to  said  shoe  to 
express  the  same,  said  means  including  separa- 
ble coupling  elements  magnetically  coupled  by 
remote  electric  circuit  control  for  effecting  the 
door  unlocking  control  when  the  car  is  at  the 
floor  landing  of  said  hatchway  door. 


2,019.457 

RESISTOR 

Edmund  Gilbert  Lodge.  Oak  Lane,  Pa.,  assignor 

to  Hugh  H.  Eby,  Philadelphia,  Pa. 

Application  February  20,  1931,  Serial  No.  517.161 

3  Claims.     (CI.  201— €3) 


•^y 


3.  In  a  fixed  resistor,  a  tubular  form,  a  wind- 
ing upon  the  form  of  metallic  resistance  wire  which 
takes  solder  with  difficulty,  a  plurality  of  areas 
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of  readily  solderable  metallic  coatings  upon  the 
wire,  the  spacing  between  the  areas  being  pre- 
determined according  to  the  desired  resistance 
of  the  resistor,  spring  metallic  contacts  grip- 
ping the  winding  at  the  areas,  each  contact  hav- 
ing a  soldering  opening  adjoining  its  coated 
area  and  solder  between  the  coatings  and  the 
contacts  and  along  the  edges  of  the  openings 
through  the  contacts,  the  solder  short-circuiting 
the  turns  at  the  coated  areas  and  extending  sub- 
stantially for  the  axial  extent  of  the  coated 
areas  and  the  distribution  of  the  solder  being 
substantially  restricted  to  the  coated  areas, 
whereby  the  uncertainty  in  resistor  manufacture 
due  to  the  contact  resistance  is  reduced  to  a 
minimum  and  the  reproducibility  of  the  re- 
sistance is  improved  because  the  resistance  of 
the  resistor  is  due  substantially  wholly  to  the 
predetermined  spacing  of  the  coated  areas. 


M19.4S8 
WATER  EDEATER 
Herbert  J.  Long,  Springfield.  Blass.-  assignor  to 
United  American  Boach  Corporation,  Spring- 
field, Mass.,  a  eorporation  of  New  York 
AppUcation  September  29, 1934.  Serial  No.  746,163 
5  Claims.     (CL  122—23) 


^    I 


1.  In  a  water  heating  element  formed  of  a  cen- 
tral tube  having  fins  projecting  radially  there- 
from and  extending  longitudinally  thereof,  an 
outer  cylindrical  member  integral  with  the  outer 
ends  of  said  fins,  the  outer  cylindrical  member 
projecting  beyond  the  Inner  tubular  member  at 
one  end  thereof,  and  a  burner  having  Jets  within 
said  projecting  portion  of  said  outer  cylindrical 
member. 


2.019,459 
SHOEMAKING  METHOD 

Fred  Maccarone,  Brooklyn,  N.  Y.,  assignor  to  Del- 
Mac  Shoe  Process  Corporation,  New  York,  N.  Y. 
Application  March  15,  1934,  Serial  No.  715,583 
3  Claims.     (CI.  12—142) 


1.  In  methods  of  making  shoes  in  which  an  up- 
per is  cemented  In  lasted  relation  to  an  insole 
skeletonized  at  the  ball  portion  thereof,  that  im- 
provement which  includes:  temE>orarily  affixing  a 


lasting  device  over  the  skeletonized  area  of  the  in- 
sole and  intermediate  the  insole  margins,  said 
device  comprising  a  layer  of  reinforcing  material ; 
erecting  marginal  edges  of  the  device  to  form  an 
artificial  Up  and  to  define  a  marginal  feather: 
applying  cement  to  said  feather;  securing  an  edge 
portion  of  an  upper  to  said  lip  and  against  said 
cement;  and,  after  the  cement  has  congealed,  re- 
moving said  device  and  the  portion  of  the  upper 
secured  thereto^ 

2,019.460 

WELDED   STRUCTURE 

Joseph  R.  Mahan,  Fori  Worih.  Tex.,  assignor  to 

The  National -Superior  Company.  Toledo,  Ohio, 

a  corporation  of  Delaware 

Application  October  27,  1933.  Serial  No.  695,499 

6  Claims.     (CI.  267—103) 


1.  A  composite  welded  structure  comprising 
two  laars  arranged  in  axial  alinement  with  over- 
lapping ends  for  transmitting  a  load,  the  end  of 
one  bar  being  formed  with  a  pertmetral  edge  hav- 
ing a  pair  of  diametrically  opposed  convex  curva- 
tures whose  apices  are  substantially  c<^cident 
with  the  neutral  axis  of  the  bar  and  whose  root 
portions  are  located  at  the  outermost  fibers  on 
opposite  edges  of  said  bar.  a  line  connecting  the 
apices  of  said  curvatures  t>eing  substantisdly  nor- 
mal to  said  load  and  a  fusion  weld  between  the 
bars  along  the  said  perimetral  edge. 

2,019,461 

CONTROL  MEANS 

Philip  Sherman  Russel,  Detroit.  Mich.,  assignor 

to  Detroit  Lubricator  Company,  Detroit,  Mich., 

a  corporation  of  Michigan 

ApplicaUon  January  14.  1932.  Serial  No.  586,572 

18  Claims.     (Cl.  137 — 68) 


1.  A  device  of  the  character  described,  com- 
prising a  hollow  casing  defining  a  constant  level 
chamber  having  an  inlet  passage  and  an  outlet, 
oppositely  directed  valve  seats  in  said  psussage. 
valve  means  in  said  passage,  said  means  having 
oppositely  directed  valve  faces  cooperable  with 
said  seats,  a  float  member  responsive  to  liquid 
level  In  said  chamber,  a  lever  member  op)eratively 
connecting  said  float  member  to  said  valve  means 
and  operable  to  move  one  of  said  valve  faces 
into  engagement  with  one  of  said  valve  seats  to 
close  said  passage,  and  means  cooperable  with 
said  valve  means  and  operable  to  move  the  other 
of  said  valve  faces  into  engagement  with  the 
other  of  said  valve  seats  upon  failure  of  said 
float  member  to  close  said  passage. 
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2.019,462 
SIGNALING  SYSTEM  FOR  RAILROADS 
Robert  M.  Phiniiey,  Rochester.  N.  Y..  assignor  to 
General  Railway  Signal  Company,  Rochester, 
N.  Y. 
Application  January  15.  1931,  Serial  No.  508.921 
_        22  Claims.     (Cl.  246 — 3) 

t  t   t 


:^s 


1.  In  combination,  a  local  central  office,  a  dis- 
tant track  switch,  a  signal  associated  with  said 
track  switch,  a  switch  stand  for  operating  said 
track  switch,  locking  means  for  locking  said 
switch  stand  against  movement,  a  single  line  cir- 
cuit connecting  said  office  and  track  switch  loca- 
tion, means  for  manually  controlling  said  signal 
and  releasing  said  locking  means  frcwn  said  office 
over  said  line  circuit,  and  means  for  indicating 
at  said  office  over  said  line  circuit  the  passage  of 
a  train  over  said  track  switch. 


2  019  403 
COUPUNG  ORGANIZATION  FOR  A 

CROSSHEAD  AND  PISTON  ROD 
John  Reid,  Oil  City.  Pa^  assignor  to  Joseph  Reld 
Gas  Engine  Company,  Oil  City.  Pa.,  a  corpora- 
tion of  Pennsylvania 

Application  March  20,  1935.  Serial  No.  11,947 
5  Claims,     (a.  287—20) 


1.  A  coupling  organization  for  a  crosshead  and 
piston  rod  for  engines  comprising  in  combina- 
tion; a  crosshead  having  at  the  rearward  end 
thereof  a  concentrically  located  attaching  flange 
having  an  axially  aUgned  socket  extending  into 
the  rearward  face  thereof;  a  piston  rod  formed  at 
Its  crosshead  end  into  a  head  adapted  for  non- 
rcvoluble  insertion  into  and  occupancy  of  said 
socket,  said  rod  being  reduced  in  diameter  adja- 
cent to  said  head  to  form  a  neck;  a  diametrically 
ipUt  collar  arranged  in  engagement  with  said 
rod  at  said  neck,  the  rearward  face  of  said  collar 
having  the  conformation  of  a  spherical  zone;  a 
securing  clamp  provided  with  a  concentrically 
positioned  hole  for  the  passage  of  said  piston  rod 
therethrough  and  a  concentric  cup  or  seat  hav- 
ing counterpart  seating  walls  In  conformity  with 
said  spherical  zone  formation  of  said  collar;  and 


tension  means  carried  by  said  crosshead  in  en- 
gagement with,  and  adapted  to  cause  compres- 
sive action  of  said  clamp  upon,  the  hemispherical 
zone  face  of  sa:d  collar  and  the  consequent  rigid 
joining  of  said  rod  t<t«aid  crosshead. 


2,919,464 

PINION  SHAFT  BEARING 

Robert  M.  Ribiet,  Canton,  Ohio,  assignor  to  The 

Timken    Roller    Bearing    Company,    Canton, 

Ohio,  a  corporation  of  Ohio 

Application  March  28.  1935,  Serial  No.  13,398 

5  Claims.     (Cl.  74 — 424) 


1.  The  combination  of  a  shaft  having  a  pinion 
thereon,  a  support  having  a  bearing  seat  forward 
of  said  pinion  and  a  conical  bearing  seat  rear- 
ward of  said  pinion,  a  cylindrical  bearing  inter- 
posed between  said  shaft  and  said  support  with 
a  cylindrical  outer  raceway  member  mounted  in 
said  first  mentioned  seat,  a  taper  roller  bearing 
interposed  between  said  shaft  and  said  support 
and  comprising  separate  inner  raceway  members 
on  the  shaft  tapering  toward  each  other,  an  out- 
er raceway  member  with  a  conical  outer  surface 
mounted  in  said  conical  bearing  seat  and  com- 
prising two  conical  raceways  tapering  toward 
each  other  and  taper  rtrflers  between  said  race- 
way members,  an  end  plate  secured  to  said  sup- 
port and  against  said  outer  raceway  member, 
means  on  the  shaft  for  positioning  the  inner 
raceway  member  furthest  from  the  pinion,  and 
spacing  members  Interposed  between  the  pinion 
and  the  adjacent  Inner  raceway  member. 


2.019.465 

STOCK  CUTTING  MECHANISM 

Norbert    RaUn,    Cleveland,    Ohio,    assignor    to 

McKinney   Tool   St   Manufacturing   Company, 

Cleveland.  Ohio,  a  corporaUon  of  Ohio 

Application  November  11.  1932.  Serial  No.  642,230 

8  Claims.     (Cl.  29—69) 


1.  A  cut-off  machine  for  cutting  off  moving 
stock,  comprising,  a  support,  a  carriage  slldably 
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mounted  thereon,  a  rotary  saw  mounted  for  ver- 
tical reciprocation  on  the  carnage,  a  cam  shaft 
rotatably  mounted  in  the  support,  a  plurstlity  of 
cams  fixed  to  the  cam  shaft,  a  member  pivotally 
hanging  from  the  carriage,  a  pair  of  cam  rollers 
pivotally  mounted  on  the  member  and  contact- 
ing certain  of  the  csuns  on  the  camshaft  to  effect 
the  reciprocation  of  the  carriage,  a  screw  at- 
tached to  the  member,  a  trunnioned  nut  threaded 
on  the  screw,  a  linkage  pivotally  connecting  the 
trunnioned  nut  to  the  support,  the  said  screw, 
trunnioned  nut,  and  linkage  being  arranged  to 
adjust  the  speed  of  reciprocation  of  the  carriage. 


2,019,466 

TRAIN  DISPATCHING   SYSTEM   FOB 

RAILROADS 

Walter  W.  Wenholz,  Rochester.  N.  Y.,  assignor  to 
General  Railway  Signal  Company,  Rochester, 
N.  Y. 

AppUcation  November  14,  1929.  Serial  No.  407,127 
21  Claims.     (CL  246 — 3) 


I  traffic  over  said  track  switch,  a  switch  machine 
for  operating  said  track  switcli,  a  switch  control 
lever,  a  signal   control  lever,  a  switch  control 
'  circuit  energized  in  accordance  with  said  switch 
!  control  lever  for  governing  the  operation  of  said 
switch  machine,  a  signal  control  circuit  energized 
!  in  accordance  with  said  signal  control  lever  for 
governing  the  operation  of  said  signal,  means 
contemporaneously  opening  both  said  switch  con- 
i  trol  circuit  and  said  signal  control  circuit  when 
;  said  track  section  is  occupied,  and  means  re- 
sponsive to  the  open  condition  of  both  of  said 
circuits  to  indicate  when  said  track  section  is 
occupied. 

2.019.468 
PROCESS  FOR  PURIFYING  GAS 

Thomas  S.  Bacon,  Dallas,  Tex.,  assif  nor  to  Lone 
Star  Gas  Company,  DaUas,  Tex.,  a  corporation 
of  Texas 
Application  January  25,  1933.  Serial  No.  653.553 
7  Claims.     (Cl.  23—3) 


1.  In  a  dispatching  system,  the  combination 

with  a  track  switch,  signals  adjacent  said  switch 
governing  traffic  in  opposite  directions  over  it, 
and  means  under  the  control  of  the  operator  from 
a  disUnt  point  for  clearing  a  signal  for  gov- 
erning traffic  in  one  direction  only  and  includ- 
ing means  for  automatically  enforcing  the  clear- 
ing of  the  signal  governing  traffic  toward  the 
points  of  said  switch  in  preference  to  the  op- 
posing signal. 


2.019.467 

CENTRALIZED   TRAFFIC  CONTROLLING 

SYSTEM 

Walter  W.  Wenholz.  Rochester,  N.  Y.,  assignor  to 
General  Railway  Signal  Company,  Rochester, 
N.  Y. 

Application  January  28,  1931.  Serial  No.  511,829 
17  culms.     (Cl.  246—3) 


•UyS»^^ 


,%r^. 


T3"»\ ,  1 1 


^ 


13.  In  combination,  a  track  section  including 
a  railroad  track  switch,  a  signal  for  governing 


#..«..  -c 


1.  The  process  of  purifying  a  gas  which  con- 
tains hydrogen  sulphide  as  an  impurity  which 
comprises  contacting  said  gas  under  suporat- 
mospheric  pressure  in  the  presence  of  oxygen 
with  an  alkali  solution  containing  a  complex  of 
comF>ounds  of  metals  formed  by  mixing  a  solu- 
tion of  a  mixture  of  zinc  and  iron  salts  with  an 
aqueous  alkali  solution. 


2,019,469 
GARMENT  SUPPORTER 
Sydney  N.  Sarach,  New  York,  N.  Y..  assignor  to 
H.  Curab  Inc.,  New  York.  N.  Y..  a  corporation 
of  New  York 

Application  March  22.  1934.  Serial  No.  716.845 
4  Claims.     (CL  24—248) 


1.  A  garment  supporter  of  the  class  described, 
comprising,  in  combination,  a  unitary,  flat, 
stamped  metallic  loop  attached  at  its  upper  end 
to  a  flexible  support  and  having  an  enlarged  in- 
termediate opening  and  a  narrowed  lower  open- 
ing adapted  to  underlie  the  garment  to  be  sup- 
ported and  to  cooperate  with  a  second  part  to 
form  a  quickly  attachable  and  detachable  sup- 
port for  the  garment,  said  second  part  compris- 
ing a  toggle  consisting  of  a  pair  of  substantially 
fiat  members,  the  upper  of  which  is  pivotally 
mounted  at  its  upper  end  on  said  loop  near  its 
upper  extremity,  and  the  lower  of  which  is  pivot- 
ed at  its  upper  extremity  to  the  lower  extremity 
of  said  upper  member,  said  lower  member  having 
a  conformation  wherein  its  outside  dimension  is 
of  uniform  width  which  is  narrower  than  said 
intermediate  opening  thereby  permitting  it  to  be 
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Inserted  over  the  garment  and  through  said  In- 
termediate opening  into  a  position  behind  said 
loop  to  grip  the  garment  and  support  it.  said 
lower  member  being  incapable  of  passing  through 
said  lower  opening. 


2.019.470 

J^W-OKWIZATIOS  OF  METALS 

'*?*  2;  ^^^^rton.  Metuchen,  N.  J.,  assignor  to 

American    Smelting   and    Refining    Company, 

New  York,  N.  Y.,  a  corporation  of  New  Jersey 

AppUcaUon  January  13.  1934.  Serial  No.  706.571 

6  Claims,     (a.  26«— 34) 


fiJ^  «^i  5l'^h°'  s^J^ra^oo  of  metals  by  selec- 
Uvechlorlditttlon.  the  method  of  decreasing  the 
oorrosion  of  the  apparatus  employed  In  Intro- 
ducing chlorine  into  the  molten  metal  iJlto 
Which  comprises  maintaining  the  temperature 

^«.!?^**J!?J?*^*^.^^°^  ^«  surface  of  said 
molten  bath  at  a  lower  temperature  than  the 
surrounding  molten  metal  by  circulating  a  cool- 
Jo?f°°?S!T  through  said  apparatus  out  of  con- 
tact with  the  chlonne  and  molten  bath. 


M19.471 

SHARPENING  DEVICE 

Fred  Edgar  Broberg,  Racine,  Wis 

AppUcation  May  22,  1933,  Serial  No.  672,252 

2  Claims.     (CI.  51—116) 
r  A  sharpening  device  comprising  a  housing 
i^^tJ^f  *  longitudinaUy  extending  guide  slot  for 
slidably  receiving  the  blade  to  be  sharpened,  a 
drive  shaft  routably  mounted  within  the  hous- 
ing, means  for  operating  said  shaft,  a  pair  of 
spaced  gear  wheels  secured  to  the  shaft  for  ro- 
tation therewith,  a  pair  of  short  shafts  rotat- 
ably  mounted  within  the  housing  on  opposite  sides 
of  the  guWe  slot,  said  shafts  being  arranged  at 
an  angle  to  one  another,  relatively  broad  pinions 
secured  to  the  last-mentioned  shafts  and  mesh- 
ing with  the  gears,  resilient  wiper  members  rlg- 
idly^ured  to  the  Inner  ends  of  the  last-men- 
tioned shafts  for  wiping  movement  past  the  guide 


H°^Ji  ^{^  resilient  wiper  members  being  arranged 
at  right-angles  to  one  another,  and  a  ball  bear- 


rr  Vj 


ing  guide  for  the  blade  to  be  sharpened  disposed 
at  the  forward  end  of  the  slot. 


2.019.472 

w  1.     ...JHERMOSTATIC   CONTROL 

?2li^™'  *!^  ^'**^  "^  <^^^o»  E.  Gray. 
SJ2f!;i™**  ^S»"*»"  *•  N*^  American  Car 
Co^oraUon.    Chicago.   IlL,    a   eorporaUon    of 

AppUcation  March  21,  1934,  Serial  No.  716,5«4 
25  Claims.     (CL  236—1) 


«#  1  ^^^^'^^T^^  system  for  controlling  a  plurality 
of  electncally  operable  devices  in  response  to  va- 
riable conditions  prevailing  in  a  fluid  medium 

Mni'H/«°^°ffK^"K°^  »^"°'^  comprising  the  com- 
bination, with  a  plurality  of  circuit  control  ele- 

Tr.TJf^i°^^^^,i^  response  to  variation  In  the 
condition  of  said  medium  at  the  control  sUUon 
and  disposed  in  poslUon  to  be  influenced  by  said 
medium,  of  a  plurality  of  manuaUy  adjustable 
elements  connectlble  at  will  with  any  of  said 
circuit  control  elements,  and  means  operatively 
connecting  each  of  said  electrically  operable  de- 
vices with  one  of  the  manually  adJusUble  ele- 
ments whereby  said  devices  may  be  selectively 
placed  under  the  control  of  any  of  said  circuit 
control  elements. 
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97  321 

DESIGN  FOR  A  GAME  AFFARATtS  FOR  PIN 

BALL  GAMES 

Herbert  G.  Breitenstein.  Chicago,  III. 

AppUcation  August  31,  1935,  Serial  No.  58.384 

Term  of  patent  SVa  years 


The  ornamental  design  for  a  game  apparatus 
for  pin  ball  games,  as  shown. 


97.322 

DESIGN  FOR  A  BOTTLE 

Bernard  Carp,  Hilversom,  Netherlands 

AppUcation  July  16,  1935.  Serial  No.  57,676 

Term  of  patent  14  years 


97,323 

DESIGN  FOR  A  COFFIN  HANDLE 

Lawrence  J.  Clark,  Lakewood,  Ohio,  assignor  to 

The  Dickey -Grabler  Company,  Cleveland,  Ohio. 

a  corporation  of  Ohio 

AppUcation  August  16,  1935.  Serial  No.  58.160 

Term  of  patent  14  years 


^.L^^-i^'-'^- 


The  ornamental  design  for  a  coflan  handle,  as 
shown. 


97,324 

DESIGN  FOR  A  BOTTLE 

WlUiam  F.  Cox,  Webster  Groves,  Mo. 

Application  September  21,  1935,  Serial  No.  58,634 

Term  of  patent  14  years 


The  ornamental  design  for  a  bottle,  as  shown. 


The  ornamental  design  for  a  bottle,  as  shown. 
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97.325 
DESIGN  FOR  A  WRENCH 
Harry  B.  Curtis.  Hnntinffton,  Conn.,  aasirnor  to 
The  Bridgeport  Hardware  Manufactorinf  Cor- 
poration,  Bridgeport,  Conn.,  a  corporation  of 
Connecticut 
Application  September  21,  1935,  Serial  No.  58.655 
Term  of  patent  7  years 


_ZD 


The  ornamental  design  for  a  wrench,  substan- 
tially as  shown. 


97.326 

DESIGN  FOR  A  BUTTER  PRINT  MACHINE 

Charles  Doerinf  and  Henry  H.  Doering, 

Chicago.  111. 

Application  February  15.  1935.  Serial  No.  55,454 

Term  of  patent  14  years 


The  ornamental  design  for  a  butter  print  ma- 
chine substantially  as  shown  and  described. 


97.327 
DESIGN  FOR   A  SHOE  INSOLE   OR   SIMILAR 

ARTICLE 

Victor  Gainor,  New  York.  N.  T..  assignor  to  Henri 
Bendel,  Inc..  New  York,  N.  Y..  a  corporation  of 
New  York 

Application  August  29.  1935,  Serial  No.  58,359 
Term  of  patent  14  years 


The  ornamental  design  for  a  shoe  insole  or 
similar  article,  as  shown  and  described. 


97.328 

DESIGN  FOR  A  PRICE  TICKET 

David  Glasser.  Cleveland  Heights.  Ohio 

Application  August   13.  1935,  Serial  No.  58.106 

Term  of  patent  7  years 


The  ornamental  design  for  a  price  ticket  sub- 
stantially as  shown. 


97.329 
DESIGN  FOR  A  DOLL 

Chihiro  KaUgiri.  New  York.  N.  Y. 

Application  September  7.  1935.  Serial  No.  58.465 

Term  of  patent  7  years 


The  ornamental  design  for  a  doll  as  shown. 


97.330 

DESIGN  FOR  A   SHOE 

Josef  Lanz,  Salzburg,  Austria 

Application  February  21.  1935.  Serial  No.  55,555 

Term  of  patent  7  years 


The  ornamental  design  for  a  shoe  as  shown 
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97.331 

DESIGN  FOR  A  SHOE 
mm   Lanz.   Salzburg,  Austria,   assignor  to   The 
Stetson  Shoe  Company.  Inc..  South  Weymouth, 
Mass..  a  corporation  of  Massachusetts 
Application  March  16.  1935.  Serial  No.  55.894 

Term  of  patent  7  years 


The  ornamental  design  for  a  shoe,  as  shown. 


97  332 

DESIGN  FOR  A   PERFUME  BOTTLE  OR 

SIMILAR  ARTICLE 

Lucien  Lclong,  Paris.  France,  assignor  to  Lucien 
Lelong.    Inc..    Chicago,    III.,    a    corporation    of 

Application  August  28.  1935.  Serial  No.  58,338 
Term  of  patent  7  years 

^^    A 


,  1 


Ul      M.': 


,i  h 


■X.  ^ 


V 


D 


The  ornamental  design  for  a  perfume  bottle  or 

similar  article,  as  shown. 


97  333 
DESIGN  FOR   A  HEAT  EXCHANCiER 
Allen  P.  Livar.  Bronxville,  N.  Y..  assignor  to  Rich- 
mond  Radiator    Company.  Incorporated,   New 
York,  N.  Y..  a  corporation  of  New  York 
Application  December  6,  1934.  Serial  No.  54,509 
Term  of  patent  14  years 


n 


ml 


97,334 
DESIGN  FOR   A  SWEATER 

Irving  Louis.  Brooklyn,  N.  Y. 

Application  August  10.  1935,  Serial  No.  58.063 

Term  of  patent  3^  2  years 


The  ornamental  design  for  a  sweater,  substan- 
tially as  shown. 


97.335 

DESIGN  FOR  A  PERMANENT  HAIR 

WAVTNG  MACHINE 

Charles  O.  Mcintosh.  Des  Moines.  Iowa 

Application  August  10,  1935.  Serial  No.  58.064 

Term  of  patent  3*2  years 


The  ornamental  design  for  a  heat  exchanger* 
substantially  as  shown  and  described. 


The  ornamental  design  for  a  permanent  hair 
waving  machine  substantially  as  shown. 
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97.336 

DESIGN  FOR  A  FLAME  FAD 

Isaac  D.  Richheimer.  New  York.  N.  Y. 

Application  Jaly  12.  1934.  Serial  No.  52.556 

Term  of  patent  7  years 


The  ornamental   design   for   a  flame  pad  as 
shown. 


97.337 

DESIGN  FOR  A  SHOE 

Francis  Irrinc  Sears.  Webster.  Mass..  assignor  to 

Bates  Shoe  Company,  Webster.  Mass..  a  cor- 

poratkm  of  Bfassachnsetts 

AppUcaUon  July  5,  1935.  Serial  No.  57.521 

Term  of  patent  SH  years 


The  ornamental  design  for  a  shoe,  as  shown. 


97,339 

DESIGN  FOR  A  BOTTLE 

John  H.  Steaemagie.  Du  Bols.  Fa.,  assignor  to 

Brockway  Glass  Company,  Inc.,  Brockway,  Pa. 

AppUcation  August  16.  1935.  Serial  No.  58.163 

Term  of  patent  7  years 


97,33S 

DESIGN  FOR  A  PLATE  OB  SIMILAR 

ARTICLE 

Joseph  Stetson.  Chicago.  Dl. 

Application  July  29.  1935.  Serial  No.  57,845 

Term  of  patent  3V^  years 


The  ornamental  design  for  a  bottle,  as  shown. 


97.349 
DESIGN  FOR  A  BOTTLE  CAP 
George   Swttwr.  New   York.    N.  Y..  assignor  to 
Lyons-BIagnns.  Incorporated,  doing  business  as 
The  E.  G.  Lyons  A  Raas  Company.  San  Fran- 
cisco, Calif.,  a  corporation  of  California 
AppUcation  March  7.  1935.  Serial  No.  55.778 
Term  of  patent  14  years 


The  ornamental  design  for  a  plate  or  similar 
article,  as  shown. 


The  ornamental  design  for  a  bottle  cap  sub- 
stantially as  shown  and  described. 
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97,341 

DESIGN  FOR  A  COMBINED  CLOCK  AND 

ASH  TRAY 

Paul  Schuyler  Van  Bloem.  Great  Neck,  N.  Y. 

Appl  cation  February  16, 1935,  Serial  No.  55,462 

Term  of  patent  3H  years 


The  ornamental   design   for  a  combined  clock 
and  ash  tray,  as  shown. 


97  342 
DESIGN  FOR  A  COMBINATION  CLOCK  AND 

DESK  LT^T 

Paul  Schuvler  Van  Bloem.  Great  Neck,  N.  Y. 

Appi'catlon  February  16,  1935.  Serial  No.  55,463 

Term  of  patent  3' a  years 


97,343 
DESIGN  FOR  A  CYCLE  SADDLE  SEAT 
Harold  L.  Van  Doren,  Toledo,  and  John  G.  Ride- 
out,  Perrysborg,  Ohio,  assignors  to  The  Ameri- 
can-National Company,  Toledo,  Oliio,  a  corpo- 
ration of  Ohio 
AppUcation  September  16.  1935,  Serial  No.  58.579 
Term  of  patent  7  years 


The  ornamental  design  for  a  combination  clock 
and  desk  unit,  as  shown. 


The  ornamental  design  for  a  cycle  saddle  seat 
substantially,  as  shown. 

97,344 

DESIGN  FOR  A  SPOON  OR  SIMILAR 

ARTICLE 

Oscar  L.  Westgate.  Rochester.  N.  Y..  assignor  to 
The  R.  T.  French  Company,  Rochester,  N.  Y., 
a  corporation  of  Delaware  „  ,«. 

Application  August  13,  1935.  Serial  No.  58,104 
Term  of  patent  7  years 


The  ornamental  design  for  a  spoon  or  similar 
article,  as  shown. 

97,345 
DESIGN   FOR   A  BURNER  TIP  HOUSING 
Clark  M.  Bolser,  Des  Moines.  Iowa,  assignor  to 
The  Bolser  Corporation,  Des  Moines,  Iowa,  a 

corporation  of  Iowa  .   ,   ^,      e-  c->- 

AppUcation   July    5,   1935.   Serial   No.  5i,5Zi 

Term  of  patent  7  years 

I 


The  ornamental  design  for  a  burner  tip  hous- 
ing, substantially  as  sho^n  and  described. 
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97.346 

DESIGN  FOR  A  COMBINED  OIL  CAN  OPENER 

AND  DISPENSER 

Morits  Gaertner.  New  York,  N.  Y. 

AppUcaUon  Jaly  19,  1933.  Serial  No.  48,760 

Term  of  patent  3  V2  years 


The  ornamental  design  for  a  combined  oil  can 
opener  and  dispenser,  as  shown. 

97347 

DESIGN  FOR  A  DRINKING  GLASS 

PROTECTOR 

John  C.  GambeU.  Oakland,  Calif. 

Application  November  19,  1934,  Serial  No.  54.082 

Term  of  patent  3 '  >  years 


The  ornamental  design  for  a  drinking  gla^s  pro- 
tector, as  shown  and  described. 

97,348 
DESIGN    FOR    A   COMBINED   BRIDGE    AND 
MECHANISM    CASING    FOR    ICE-CREAM 
FREEZERS 

James  J.  Gronrh,  Chicaco.  Dl. 

Application  Anrmt  20.  1935.  Serial  No.  58,21G 

Term  of  patent  7  years 


The  ornamental  design  for  a  combined  bridge 
and  mechanism  casing  for  Ice-cream  freezers, 
substantially  as  shown  and  described. 


97.349 
DESIGN  FOR  A  BOOTH  OR  SIMILAR 

ARTICLE 

Lawrence  M.  Hampton.  Northfleld,  N.  J. 

Application  September  22.  1934,  Serial  No.  53.374 

Term  of  patent  3' 2  years 


The  ornamental  design  for  a  booth  or  similar 
article,  substantially  as  shown  and  de.scnbed. 


97.350 
DESIGN    FOR   A   MOLDING   FOR    PIECES    OF 

FURNITLTIE 

Clarence  G.  Kimerly.  Grand  Rapids.  Mich. 

Application   July   5,    1935.   Serial   No.   57,523 

Term  of  patent  3^  years 


r 


U 


V  tr  V     y  T  s 


The  ornamental  design  for  a  molding  for  pieces 
of  furniture  as  shown  and  described. 


97,351 

DESIGN  FOR  A   STAND 

Karl  Kipp.  East  Aurora,  N.  Y. 

Application   July  24.   1935.  Serial   No.   57.790 

Term  of  patent  SVa  years 


-?fc     -^ 


ho 


HI 

The  ornamental  design  for  a  stand  as  shown. 


:^ 
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97.352 

DESIGN  FOR  A  FLATIRON 

John  Koehl.  Itasca.  111. 

Application  March  8,  1935.  Serial  No.  55,791 

Term  of  patent  3  •  i  years 


,  fc      .f  »  1  -^-A   ■ 


The  ornamental  design  for  a  fiatiron  as  shown. 


97.353 

DESIGN  FOR  A  CLIP  FOR   NECKTIE 

KNOTS 

Robert  A.  Lester.  West  Orange.  N.  J. 

Application   January   31.   1935.   Serial   No.  55.163 

Term  of  patent  3»  .•  years 


The  ornamental  design  for  a  clip  for  necktie 
knots,  as  shown. 


97.354 

DESIGN   FOR    A    COMBINED   MUFF  AND 

HAND  BAG 

Rudolph  Lobel.  New    York.  N.  Y. 

Application  August  30,  1935.  Serial  No.  58.370 

Term  of  patent  3'  :.>  years 


97,355 

DESIGN   FOR  A   BOMBING   AIRPLANE 

Robert  J.  Minshall.  Seattle,  Wash.,  assignor  to 

Boeing   Aircraft    Company,    Seattle.   Wash.,   a 

corporation  of  Washinjfton 

Application  June  4.  1935.  Serial  No.  57,127 

Term  of  patent  7  years 


The  ornamental  design  for  a  combined  muff 
and  handbag  substantially  as  shown  and  de- 
scribed. 


The  ornamental  design  for  a  bombing  airplane, 
as  shown. 


97,356 
DESIGN  FOR   AN   ELECTRICAL  V.APORIZER 

Joseph  Robinson.  New  York.  N.  Y. 

Application   June   18,   1935,  Serial  No.  57.319 

Term  of  patent  14  years 


The  ornamental  design   for    an    electrical  va- 
porizer, as  shown. 
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97.357 
DESIGN   FOE  A  COOK   STOVE 
Chiirles  J.  Bofers,  Cicero,  111.,  assignor  to  Crown 
Stove  Works,  Cicero,  111.,  a  corporation  of  Illi- 
nois 

Application  Aanist  5,  1935.  Serial  No.  57,954 
Term  of  patent  7  years 


The  ornamental  design  for  a  cook  stove  sub- 
stantially as  shown  and  described. 


97,358 
DESIGN  FOR  A  PERMANENT  HAIR  WAVING 

HEATER 

Floyd  V.  Schleimer,  San  Francisco,  Calif.,  assirnor 

to  United   States   Appliance  Corporation.   San 

Francisco.  CaUf .,  a  corporation  of  California 

AppUcation  Aorost  16.  1935.  Serial  No.  58.162 

Term  of  patent  14  years 


97.359 

DESIGN  FOR  A  BOX 

John  M.  Shields.  Chlcaco.  111.,  assirnor  to  F.  H. 

NoUt   A   Co.,    Chicaffo,   111.,   a   corporation   of 

Illinois 

AppUcaUon  February  8.  1935.  Serial  No.  55.3ai 

Term  of  patent  7  years 


T«^ 


==i 


«aE3/       V 


The  ornamental  design  for  a  box.  substantially 
as  shown. 


97.360 

DESIGN    FOR    A    FINGER    TOOTHBRUSH 

Roderick  G.  Stevens,  Chicaco,  111. 

AppUcation  February  23.   1935.  Serial  No.  55.588 

Term  of  patent  14  years 


>2 


The  ornamental  design  for  a  permanent  hair  ,       The  ornamental  design  for  a  finger  tooth  brush 
waving  heater  substantially  as  shown.  '   as  shown. 
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97,361 

DESIGN   FOR   A  TANDEM    BIMOTORED 

MID-WING  MONOPLANE 

Oscar  A.  Swanson.  Dayton.  Ohio 

Application  July  18.  1935.  Serial  No.  57,713 

Term  of  patent  3^2  years 


<zz 


^u4) 


The  ornamental  design  for  a  tandem  bi-mo- 
tored  mid-wlng  monoplane,  as  shown  and  de- 
scribed. 


97.362 

DESIGN    FOR  A    MID-WING   MONOPLANE 

James  G.  Taylor.  Dayton.  Roscoe  C.  Wilson.  Fair 

field,  and  Oscar  A.  Swanson,  Dayton,  Ohio 

Application  July  6.  1935.  Serial  No.  57.548 

Term  of  patent  3^2  years 


The  ornamental  design  for  a  mid-wlng  mono- 
plane as  shown. 

450  o.  C— 74 


97,363 
DESIGN   FOB   A  SEMI-MID-WING 
MONOPLANE 
James  G.  Taylor,  Dayton,  Roscoe  C.  Wilson,  Fair- 
field, and  Oscar  A.  Swanson,  Dayton.  Ohio 
Application  July  6.  1935,  Serial  No.  57.549 
Term  of  patent  3H  years 


The  ornamental   design  for  a  semi-mld-wing 
monoplane,  as  shown. 


97.364 

DESIGN    FOR   A   MID-WING   MONOPLANE 

James  G.  Taylor,  Dayton.  Roscoe  C.  Wilson,  Fair- 

field,  and  Oscar  A.  Swanson,  Dayton.  Ohio 

Application  July  22.  1935,  Serial  No.  57,769 

Term  of  patent  3^  years 


The  ornamental  design  for  a  mid-wing  mono- 
plane, as  shown. 
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DESIGN  FOB  A  FU>WER  BOLDEK 

Lewis  P.  Wen,  Omk  lAne,  Pm. 

AppttcaiiMi  ilfptember  4.  183S»  Solal  N«.  5S,42S 

Term  W  pBtent  7  yeara 


974«7 

DK8IGN  FOR  A  FLOWEK  HOLDER 

Lewis  P.  WeB.  Oak  Lmm,  Pa. 

AppUcatten  SepicmJber  9.  19S5.  Serial  No.  5S.473 

Tmn  ef  paieat  7  ream 


onx 


TD 


The  ornamental  design  for  a  flower  holder  as  The  ornamental  design  for  a  flower  holder  as 

shown.  shown. 


97^66 

DESIGN  FOR  A  FLOWER  HOLDER 

Lewis  P.  WeU,  Oak  Lane,  Pa. 

AppUcaUea  September  4.  1S35,  Serial  No.  58,429 

Term  ef  patent  7  yours 


97  368 

DESIGN   FOR  A  COSMETIC   CONTAINER 

Albert  Weweiscr.  Elfin.  DL,  aMifiior  U»  Illinois 

Watch  Case  Company,  Elfin,  in.,  a  corporation 

of  lUinoU 

AppUcatlon  September  11.  1935.  Serial  No.  58,510 

Term  of  patent  7  years 


The  ornamental  design  for  a  flower  holder  as 
shown. 


The  om&inentai   design   for   &  cosmetic   con- 
tainer, as  shown. 
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97.369 

DESIGN  FOR  A  TEXTILE  FABRIC 

Eurene  Inrinc  Hanson,  New  York,  N.  Y. 

AppUcatlon  July  M.  1935.  Serial  No.  57,851 

Term  of  patent  SVi  years 


The  ornamental  design  for  a  textile  fabric  sub- 
stantially as  shown. 


97479 
DESIGN  FOR  A  TEXTILE  FABRIC 

Eugene  J.  Hardmeyer,  Teaneek,  N^.  assignor  to 

The  Schwarsenbach  Hnberg>.,  Trenton,  N.  J. 

AppUcaUon  September  28.  1935.  Serial  No.  58.744 

Term  of  patent  ZM  years 


The   ornamental   design    for   a   textUe   fabric 
substantially  as  shown. 


97  371 

DESIGN  FOR  A  TEXTILE  FABRIC 

Eugene  J.  Hardmeyer.  Teaneek.  N^.,  f»»^nor  to 

The  Schwarsenbach  Huber  Co-  Tren^Mi,  N.  J. 

ApplicaUon  September  28.  1935,  Serial  No.  58.745 

Term  of  patent  3Vi  years 


=\ 


The   ornamental   design   for   a   textile   fabric 
substantially  as  shown. 
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